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PREFACE. 
The  following  is  the  semi-annual  Index  ol 
Volume  LXXVIII  of  the- Record  and  Guide, 
containing  complete  lists  of  the  Auction 
Sales,  Conveyances,  Leases,  Mortgages  and 
Buildings  Projected  in  New  York  City  dur- 
ing the  last  six  months  of  llKHi.  Those 
wishing  to  keep  a  file  for  permanent  refer- 
ence should  see  that  all  the  numbers  are 
complete  and  have  them  bound.  Cost  of 
binding  $2.50  per  volume.  A  suitable  tem- 
porary binder,  holding  one  volume,  can  be 
obtained  at  the  office,  ]  1-1.5  E  24th  st  and 
14   and   l(i  Vesey  st;    price,   one   dollar. 

THE  KEY. 
•   Before  any   page   No.    indicates  an   Auction 

Sale. 
t  Before  any  page  No.  indicates  a  New  Build- 
ing Projected. 
Figures  in  parenthesis  are  leases. 
Figures  preceded  by  caoltal  letters  are  mort- 
gages,   said    capital    letter    indicating    the 
first  letter  of  the  name  of  the  mortgagor. 
Figures  without  any  signs  whatsoever  are  Con- 
veyances. 

EXAMPLE. 
14r)(h  st,  n  s,  bet  Amsterdam  av  and  Broad- 
way..25,   T  40,   tJ5,   T2,   T   93,    1280, 
417,    *870,    (025). 


On  page  *8T0  an  auction  sale  will  be  fouud. 


On    page 


io,   72,  417  a  conveyance   will   be 


fouud. 
On    pages   T   40,    T   93    a    mortgage    will    lie 

found. 
Ou  page  (02.5)  a  lease  will  be  found. 
On   pages  t45,    i^SO  will   be   found  plans  tor 

a   new    building. 

AUCTION  SALES. 
The    *    appearing    before   any   number   indi- 
cates  the   page   on   which   to   find   an   Auction 
Sale. 

CONVEYANCES, 
are  distinguished  by  numbers  without  having 
signs  attached  thereto.  In  many  instances  there 
will  he  found  streets,  etc.,  indexed  under  pages 
which,  on  being  examined,  show  at  once  that , 
they  are  not  in  their  proper  order  according 
to  our  customary  alphabetical  and  numerical 
arrangement.  A  further  examination  will  dis- 
close the  fact  that  while  the  properties  appear 
more  prominently  under  the  other  street  de- 
scriptions, they  nevertheless  extend  to  the 
streets,  etc..  Indicated  by  the  Index,  and  hav- 
ing a  frontage  on  same  have  been  included  In 
the  paging,  and  it  will  necessitate  a  somewhat 
more  thorough  search  than  usual  to  locate  It. 
The  Leases,  Mortgages,  Auction  Sales  and  Pro- 
jected Buildings  are  indexed  in  a  similar  man- 
ner to  the  plan  followed  with  the  Conveyances. 


LEASES. 

The  figures  in  parenthesis  denote  that  the 
transaction  on  the  page  given  is  Leasehold,  an 
assignment  of  lease  or  a  lease  running  for  a 
short  or  long  term  of  years.  This  explanation 
is  made  so  that  subscribers  searching  for 
transfers  in  fee  can  at  once  distinguish  be- 
tween the  former  and  the  latter  without  re- 
ferring to  the  pages  mentioned. 

MORTGAGES. 

All  the  mortgages  are  indexed  against  the 
street  or  avenue  in  which  the  property  Is  lo- 
cated, and  memoranda  added  to  enable  search- 
ers to  find  the  particulars  in  "The  Record  and 
Guide."  See  "Example."  The  streets  and 
avenues  are  so  subdivided  that  very  few  ref- 
erences are  necessary.  All  readers  of  "The 
Record  and  Guide"  are  aware  that  the  mort-  * 
gages  appear  weekly  In  alphabetical  order,  so 
that  they  have,  so  to  speak,  a  weekly  Index  of 
mortgagors.  This  publication  of  an  Index 
against  property  completes  the  information 
which  those  Interested  may  require. 

PROJECTED   BUILDINGS 

are  included  under  the  same  general  heading, 
and  are  distinguished  by  the  t  which  precede* 
the  numbering. 


Auction  Sales.  Conveyances,  Leases, 
Mortgages  and  Projected  Buildings. 

BOROUGH    OF    MANHATTAN. 
STREETS. 

NOTE. — Longitudinal  streets,  roads  and  places, 
s^ucb  as  the  Bowery.  Boulevard.  Broadway,  etc.. 
which  run  parallel  with  the  various  avenues,  will 
be  found  in  alphabetical  order  amongst  the 
avenues. 

Academy  st,  Harlem  River  to  Naegle  av..73. 

Naegle   av  to   Sherman  av..    B  87,   1011. 

Allen    st.    Division    to    Canal.. 18.    F   34,    OU, 

170,  K  064,  S  031.  (1102). 
.     Canal    to    Hester.  .(31«.)),     413,       H    .500, 

W  509,  536,  S  548,  (020),  R  837,  S  842, 

1051,  (1050),  C  1062,  S  1067. 
Hester    to    Grand.  .17,    66,    M    01,    2ti0, 

270,   B  281,   (450),   536,   G  623,   F  830, 

959,  D  972,  L  975,  S  978,  S  1021. 
Grand    to    Broome.  .(141),    C   317,    t357, 

M  426,   (060),   (835),   tl025. 
Broome    to    Delancey.  .120,    S    140.    170, 

B  103.  N  284,  t430,  452.  (459).  H  403. 

G   (j(J3,   059,   S   978,    (1014).    1(105. 
Delancey   to    Rivington..B  33,   223,   343, 

Z  355,  413,  W  427,   G  1018,   S   1021. 
Rivington   to    Stanton.. R  92,    (190).   225, 

K  240,   (270),  308,   J  .585.   K  1010. 
Stanton   to   Houston.  .269,  J   283,   P  284, 

t357,  413,   (421),  S  427,  E  662,  K  705, 

959,    L   975,   (1102). 
Ann    st,    Broadway    to    Nassau..  127,    I    146, 

(101),    225,    (.543),    (1059). 
Nassau    to   William.  .  (316),    F   .387. 
n    s,    William    to    Gold.  .W   428,    P    587, 

F    623,    W    1068. 
Ashley.  .7.3. 
Apthorps  lane.. 347,  C  352,  380,  575,  B  583, 

654,   K  663,  735,   828,   C  838. 
Astor  pi.  .*870. 
Attorney      st,      Division       to      Grand.  .(101), 

A   193. 
Grand    to   Broome.  .(236).    L    283,    (385), 

873,   L  887,  O  888. 
Broome  to  Delancey.  .(969).  P  077. 
Delancey   to    Rivington.  .144,    413,    (421), 

572.  B  .582.  (701). 
Rivington   to    Stanton..  19. 
Stanton    to    Houston.  .126.    O    148,    223, 

343,  G  353,  L  353,  L  3.54,  378,  G  387, 

L    387,    L   388,    W   465,    495,    B    504, 

L  .507,   779,   S   794,   872,   950,   C   972, 

1007. 


Bank   st,   Greenwich   av   to   4th.. C   144,  307, 

H  974,   *1IJ92. 
4th  to  Bleecker..66,  R  92,   B  193,   (787). 
Bleeoker   to   Greenwich.  .T   795. 
Greenwich    to    Washington.  .452,    M    464, 

(.543),   t550,   (.581),   P  1066. 
Barclay    st,      Broadway      to       Church.. 179, 

H  283. 
Church    to   West   Broadway.  .(.83.5). 
West  Broadway  to  Greenwich.  .(.581). 
Washington  to  West.  .126,  I  140,  1051. 
Batavia    st..M   403.    (020). 
Barrow  st,  Washington  pi   to  Bleecker.  .22.3, 

R  241,  B  281,   (385),   (581),   (970). 
Bleecker   to   Bedford.. 223,   L   240,   1629, 

W    1022. 
Bedford    to    Hudson.. C    423,    733,    L    740, 

H   028. 
Baxter  st.   Park   Row  to  Park..G  35,   G  104, 

223,   F  230. 
Park    to    Worth.. G    35,    C    583,    G    830. 

(1014). 
Worth   to   Leonard.. (422),    (.503),   (835). 
e  s.   Bayard  to  Canal.  .(350),  V  .588. 
Canal  to  Hester.  .(270).  V  285.  V  588. 
Hester    to    Grand.. 572,    P   587. 
Bayard   st.    Division    to    Forsyth.. 959. 
Forsyth   to   Chrystie.  .18,   K  36,  495. 
Chrystie   to   Bowery.. H   074. 
Bowery    to    Elizabeth.  .(8.5),   343,    G   353, 

(020),  003.  G  1003. 
Elizabeth  to  Mott..L  624. 
Mulberry   to    Baxter.. V  588. 
Beach  st.   West  Broadway  to  Varick..H  30, 

H  387.   (1108). 
Greenwich    to     Washington.  .t280,  .    .573. 

B   582. 
Beaver  st,  Broadway  to  Broad  st..l7,  (741), 

9.50,  G  973. 
Broad   to   William.  .269,   C   281,   C   743, 

t70.0.    (900),   B  971. 
William    to    Hanover.. C    424. 
Hanover    to    Pearl..!   36. 
Bedford      st,      Houston      to      Downing.  .120, 

C  144.  223,   (236),  B  238,   (316).   1051. 
Downing   to    Carmine.  .179,    M    196,    224, 

T   243,   269,   A   280,   B   281,   .307,   t430, 

872,  S  889,  059. 
Carmine   to   Leroy. .  (0(;!0). 
Leroy   to   Morton..  17.    B   33.   F   34,    126, 

170,    452. 
Morton      to      Commerce.  .179,      R      107, 

L  624. 
Commerce  to  Barrow.. 344,  H  928. 
Barrow  to  Grove.. .343,   L  3.54. 
Grove    to    Christopher.  .778. 
Beekman  pi.  .W  548,   M  586,  733,   S  748,   E 

885,  1051,  S  1067. 


Beekman    st,    William    to    Gold.  .W    428,    P 

5,'S7,  F  623,  W  1068. 
Gold    to    Pearl.. (594,    H    705. 
Pearl   to   Water..  1051. 
Bethune   St.   Hudson   to   Washington.  .B   744, 

F    973. 
Benson   Alley.  .(788). 
Benseu..495. 
Bleecker    st.    Bowery     to      Lafayette.. (.543), 

1095. 
Lafayette    to    Broadway.  .(788). 
Greene    to    Wooster.  .1007. 
Wooster  to  West  Broadway.. T  978. 
West    Broadway    to     Thompson.. L      37, 

*613. 
Sullivan    to    Macdougal.  .60,    Z   94. 
n    s,    Macdougal    to    Minetta..l7,    D    88, 

307,   308,   R  321,   613,   E_023. 
e   s,   Minetta   to   Carmine.. 17. 
Carmine    to   Leroy.  .(83..5). 
Cornelia    to    Jones.. 918. 
w   s.   Commerce   to  Barrow.. 223,   L  240, 

1051. 
e  s,  Jones  to   Barrow.. 66. 
Barrow    to    Grove.  .(.581),    9.59,    W    1022, 

1005. 
Grove    to    Christopher.  .(503).      G      506, 

S  508,  059,   A  1061. 
Christopher    to    10th.. (741),    (8.35). 
10th  to  Charles.  .224,   (2.30),  C  239,  734. 
Charles   to   Perry..  1007. 
Bond    st,     Broadway    to      Elm..*440,      613, 

N    025. 
Elm   to   Bowery.. 126.   780,    (835),    (1014). 
Bridge  st,  Whitehall  to  Broad..  18,  10.  W  40, 

(400),   L  075. 
Broad    st.    Exchange    pi    to    Beaver.  ..308,    H 

310,  S  321.  343,  452,  826,  R  842,  018, 

(000),  B  071. 
w    s,    Beaver    to    Stone.  .(236),    M    241, 

(279),    1005,    G    1100,    tlll2. 
e    s,    Beaver    to     South      William.  .260, 

C   281,   C  743,   1-709. 
Stone   to  Pearl..  18,   W  40,  452. 
Pearl    to   Water.. W   285. 
Broadway   Alley.. H   546. 
Broome   st,   east   of  East   St.. (741). 
East  to  Mangin..224,  G  240,  536. 
Mangin    to    Goerck..l20.    (141).    G    14.., 

P   197    224    H   240,   209,   (270),    (422), 

(543),  '(660),  R  665.  778,  T  794.  *1048. 
Goerck    to    Lewis.. 18,    (31),    G    .^.5,    06, 

Lewis  to  Cannon.. 224,  R  242,  R  665, 
959,   L  975,  G  1063.  ,,t    ^n, 

Cannon  to  Columbia.  .224.  R  242._694. 
D  704    D  791,  826.  H  lOixS,  S  100. . 

Columbia   to   Sheriff.  .(969).   L  97o. 

Sheriff    to    WiIlett..K  319,     343,     4o2, 


NOTE,— When  In  doubt  as  to  the  meaning  of  the  signs  used,  consult  the  key  on  page  3, 
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M  4C4,   S   548,    (787),   K   792.   M    i93, 
T   794,   1051,   Z   lOUS. 
Willett   to   Pitt.. 18,   (31),   G  3a,   A  622, 
F    744,    872,    (881).    W    890,    L   1020. 
W  1022. 
Pitt  to  Ridge.. 918,  G  92o. 
Ridge   to   Attorney.. 343,   R   3o4,   L  bbi, 

P  977,    1008,    S    1007.    1095. 
Attorney  to   Clinton.  .tl57,   F  839. 
Suffolk   to   Norfolk.. D  34.   (23G).   M   54(. 
M   ()24,    (1102).  _^„       ^^^. 

Norfolk    to    Essex.. (190),     *533,      109d, 

W   1110. 
Essex    to    Ludlow.. 308,    E     318.      (3o2, 
C    602.    S    665.    C    743.    S    748,    1051, 
(1059),   L  1004. 
Ludlow    to    Orchard.. R   464,    495,    (503), 

M  507,  W  509,  C  790. 
Orchard    to    Allen.  .(236),    (316),    L    58d, 

826,  L  840,  L  887,  959,  S  978.  1095. 
Allen  to  Eldridge..I8.  0  38.  126.  S  149, 

179. 
Eldridge    to    Forsyth.. 66,    G    89,    (350). 

(543).   572.   S   026.   (10.59). 
Forsvth   to  Chrystie..(236),   452.   F   462. 
(.581),   K   1019. 
Chrystie    to    Bowery.  .(1059). 
Bower V    to    Mott..W    40.    I     240,      269, 

M  284,  343,   (350),  613,   W  708. 
Mott  to  Mulberry.. G  35. 
Crosby  to  Broadway.. E  583,  1098. 
Broadway   to  Mercer.. (422). 
Wooster  to   West   Broadway.  .(1102). 
West    Broadway    to    Thompson.  .918. 
Sullivan  to  Clarke.  .(620).  A  622.  L  624. 
Varick    to    Hudson.. G    145. 
Burling   Slip,  Water   to   Front.. 778.   1095. 

Front   to   South.  .572. 
Byrd..l32.    G   145.    G   353,    G   462,    G   546, 
Cadle   Lane..*15,   72. 

Canal   st.    East    Broadway   to    Division.. 2()9, 
L   283.   (316). 
Orchard    to    Allen.. 5.36.    S   548. 
Allen    to    Eldridge.. (190).    10.51.   S   1067. 
Eldridge  to  Forsyth.  .(543),  R  842,  (881). 
Forsyth   to   Chrystie.. R  665.   R  1066. 
Bowery    to    Elizabeth.  .(384). 
Elizabeth    to    Mott.. (969). 
Mulberry  to  Baxter.. F  194.  778,  P  793, 

G  885. 
Baxter   to  Centre.. E  663. 
Elm   to   Broadway.  .9.59.   B   971. 
s   s.    Broadway   to     Church.. 269.      (350). 

B  352.  378.  P  426.  B  505. 
s    s.    Church    to     West      Broadway.  .536. 

R    1108. 
n   s.   Wooster   to  West  Broadway.. B  87. 

6.52. 
s   s.   West   Broadway    to   Laight.  .(1014), 

M    1020. 
n  s,  Thompson  to  Sullivan.  .(236),  S  242, 

R   889. 
Washington  to  West..M  747,  K  974. 
Cannon  st.  Grand  to  Broome.. 18,  694,  (701), 
D  704,  K  746,  R  102]. 
Broome   to   Delancey.  .(835). 
Delancey   to   Rivington.  .06,  B   87,   P  88, 
L  ;iO,  s  92,  413,  B  545,  K  546,  (581). 
613.    (787). 
Rivington    to    Stanton.  .378.    (384).    495. 

572,  (581),  C  583,  B  789,  959. 
Stanton     to     East     Houston.. 66.     H    89. 
S  92,   179.   (190),   L   196.   224.   G  240. 
270,  G  282,   (316).   M  354.   (,384).  413. 
(422).  P  426.  *440,   (543),  572.  R  587, 
613.  S  626,  (787),  D  884,  N  888,  S  889, 
S  890. 
Carmine    st,    6th    av     to      Bleecker..H    146, 
S  149,  (835). 
Bleecker  to  Bedford.. 18,  C  34,  126,  (141), 

t430.  452,  G  540,  (835).  959. 
Bedford  to  Varick.. 66,  179.  M  196,  224, 
T  243.  M  283.  413,  S  427.   (503),  652, 
B   6(!].    t669.    872,    S   889,    *956,   959, 
1007,  D  1017. 
Caroline   Sit..H  745. 

Catherine  st,  from  Henry  to  Madison.  .*533, 
(581),  M  585. 
Madison    to    Monroe.  .414.    (422).    A   423. 

S  665,   t846. 
Monroe   to   Oak.. 378.  G  387. 
w  s.  Oak  to  Cherry.. 413.  613.  (020). 
e   s,   Hamilton   to  Cherry.. T  198. 
Catherine   slip,   from   Cherry  to   Water.. 778, 
L  792,    (1014). 
Water  to  South.. 18,  126,  179,  G  194,  S 
587,  (835),  S  842,  (969). 
Cathedral    Parkway    (also   see    110th   st)..H 
35,  O  38,  66,  E  88,  H  89.  M  91,  H  146. 
184.   452.   W  465.  499.   H  .506,   H   546, 
(582),  C  622,  6.55,  656.   (660),  R  665, 
733,  E  838,  *870,  H  886. 
Cedar  st.  from  Pearl  to  William.  .(31),  270, 
H  282,  M  283,  343. 
Broadway  to  Trinity  pl..N  464,  N  547. 
Greenwich   to   Washington.  .T  427,   1()07, 
H   1018. 
Centre  Market  pl..*376,  S  465,  694,  B  703. 
Centre    st,    from   Reade     to     Duane..G    319, 
(1059). 
Pearl  to  Worth.. K  195.   (279). 
Franklin  to  White.. 872,   (1102). 
Walker  to  Canal. .  (620),  S  625. 
Canal   to   Hester. .  (969). 
Central  Park  South   (also  see  59th  st)..82S. 
Chambers  st,  from  Park  row  to  City  Hall  pi 
..133,  A  143.  230.  A  352.  M  507.  830. 
A  837,   M  9.30. 
Centre   to   Broadway.  .1051.    A    1104.    C 

1104. 
Broadway  to  Church.. 18. 


Church  to  West  Broadway.  .778.  W  795. 
Hudson   to   Greenwich..  18.   V  40.  826,   P 

888.  P  SS9.  959. 
Greenwich     to     Washington.  .18.     C     34. 
(969).   M  976. 
Charles  alley.. C  790. 

Charles    st.    from   Waverly    iil    to    4th.  .34.i. 
K  353. 
4th    to    Bleecker.. 224,   378,   W   389.    K 

840    959 
Bleecker  to  Hudson.. 224.  C  239,  W  708. 
Greenwich  to  Washington.  .E  744. 
Charlton   st.   from  Greenwich  to  Washington 
..1007. 
Washington   to   West.. J   886. 
Chatham    sq..F   88. 
Chatham.. A   143,  A  352,  A  83i. 
Cherry   st,   from   Franklin   sq  to  Roosevelt.. 
18,  F  34,'t246,  (279),  t391,  572.  L  585, 
733,   R  748. 
Roosevelt   to   James.. t44,   *   177,   B  281, 

308,  918,  1005,  L  1107. 
.James   to  Oliver. .495,  S  66o. 
n  s    Oliver  to  Catherine.. G  194,  T324,  G 

424.    452.    R    464.    t591.    1629. 
s  s.  Oliver  to  Catherine  sl..G  194,  G  424, 

Catherine  to  Market.. 179,  R  197,  Z  199, 

3aS    P  320.   343.   G  353.   413.  414.   G 

4-^4    I  425.  452.  S  464,  572.  (701),  778, 

L  792,   K  1019,   S  1067,   (1102). 
Market  to  Pike..S  39,  P  148,  269,  D  282, 

K  283    308,   (316).  C  318.  413.   (503). 

(581),  S  842,  K  887,  L  887.  L  1107. 
Pike  to  Rutgers.. 18.  (31),  D  34,  66,  (85), 

126,   (141),  B  143,  M  586,  L  624,  694, 

959 
Rutgers  to  Jefferson.  .126,  (141).  B  143. 
Jefferson   to   Clinton.  .224,   Z   243,    (835), 

872. 
Clinton  to  Montgomery.  .66,  G  89,  S  93, 

126,  F  145,  179.  224,  (316),  E  545,  W 

1110.  _     ^„_ 

Montgomery    to    Gouverneur..L   90,   49o. 

959.   T  1022. 
Gouverneur    to    ScammeL.S    149,   343,    C 

352,  L  624,  (835). 
ricammel  to  Jackson.  .66,  S  93,  126,  452, 

A  622    652,  G  1018,  *1048,   (1059). 
Jackson  to  East..  18,  536,  B  622,  M  888, 

tS93,   M   1020. 
Christopher  st,  from  Greenwich  av  to  Wav- 
erly P1..H  425,  H  928, 
Waverly    pi    to    4th..t202,    414,    H    42o, 

652,  U  666,   (1014),  (1059). 
4th  to  Bleecker.  .613,  9.59,  T  978. 
Bleecker  to   Bedford.. 778.  1095,  R  1108. 
n    s.    Bleecker   to    Hudson.  .(S5),    126.    R 

388,  414,  S  427,  495  (660),  S  605,  733, 

O  744,  W  749. 
Bedford   to  Hudson.. T  508,   052,' S  66o, 

733 
Hudson  to  Greenwich..  11071. 
Greenwich    to    Washington.  .270. 
Washington    to   West.. (316). 
Chrystie    st,     from     Division     to     Bayard.. R 

Bayard  to  Canal..  18,  K  36,  495,  W  548, 

918. 

Canal    to   Hester..  126,   L   147,   L  3o4,   M 

1107,   M  1108.  „„   „,„ 

Hester  to  Grand.. T  198,  269,  K  283,  343. 

K  3.53,    (422),    B   582,   778.   F   1017,   B 

1061.  B  1062. 

Grand   to   Broome.. 126,   L   147,    (uSl),   L 

706,  L  746. 
Broome  to  Delancey.. B  87,  224.  (279).  D 
282.  452,  F  462. 

Delancey    to   Rivington (422),    K   500, 

(660),  (787),  P  793,  K  840. 
Rivington   to   Stanton. .  (85),   179,   A   192, 

270,  M  284,  414,  S  427. 
Stanton    to    East    Houston.. 67,    E   88,    M 
91,  (3.50).  (385),  (422).  (701). 
Church  st,  s  of  Liberty.. N  464,  N  547, 
Fulton  to  Vesey..778,  779,  B  790. 
Vesey   to   Barclay. .  (85). 
Barclay   to   Park   pi.. (835). 
Murrav   to  Warren.  .(835). 
Franklin   to  White.. 872,  873. 
White   to    Walker.. H   663,   959. 
Walker    to   Lispenard..J   886. 
Church  lane..  183,   186  273. 
Clarke    St..  1095,    G    1105. 
Clarkson    st,     Washington      to      West.. 573, 

E  584. 
Cliff  st,  Beekman  to  Terry.. t44,  »220. 
Clinton  st,  Houston  to  Stanton.  .  (2.36),  414, 
Z  428,   B  461,  536,  S  548,  572,   (701), 
F  885,  M  888,  M  930,  F  1105. 
Stanton  to  Rivington.  .224,  I  240,  H  4(53, 
S  464,   (.581),  W  979,  M  1020,   (1059). 
Rivington  to  Delancey.  .18,  (141),  H  283, 

(;94,  I  745,  H  792,   (881).   (924), 
Delancey  to  Broome.. H  745,  W  749. 
Broome    to   Grand.  .tl57,    (191),    B    193, 

(459),  (660),  F  839. 
Grand  to  Hester.. R  38,  66,  F  88,  P  194, 

(316),   B   583,   959. 
Division    to     East      Broadway. .G      663, 

(SS2). 
East    Broadway    to      Henry..  (85),     495, 

K    506,    873. 
Henry   to   Madison.  .flOl,    (236),   G  885. 
Madison  to  Monroe.. S  794. 
Monroe    to    Cherry.  .(316),    378,    F   546, 

*956. 
Cherry    to   Water.. t468. 
Clinton    pi..  (142). 

Coenties*   Slip,   Pearl   to   Water. .  (460). 
Front!  to  South.  .(543),  614,  1007 


NOTE,— When  in  doubt   as  to  the  meaning  of  the  signs  used,  consult  tho  kiy  oa  page  3. 


Columbia  st.   Grand  to   Broome.. 414,  S  427. 
Broome  to  Delancey.. D  791. 
Delancey    to    Rivington.  .18,    B    33,    (85), 
495.  S  508,  652,  P  663,  R  707,  (969), 
1095,    (1102),   S  1109. 
Rivington  to  Stanton..  18,  66,  (85),  (190). 
224,    (236),    Z   322,   343,    (350),    (701). 
872,   (881),  F  885,   S   1021. 
Stanton    to    Houston..  18,    F    34,    F    35, 
G   35,    t202,    224,   G   240,    B   281,   414, 
572,    S    587,    W    588,    R    625,     (881), 
S  1021,  B  1062,  S  1067. 
Commerce  st,  Bleecker  to  Bedford.  .224,  308, 
344.   (.543),  L  624,   1051. 
Bedford  to  Barrow.. 733,  L  746. 
Corlears  st.  Cherry  to  Water.. 536. 
Cornelia  St..  (31),  66,  tl57,  271,   (279),  312. 

(316),  L  320,  S  587,  918,  Z  1022. 
Cortlandt    st,    Broadway     to      Church.. 873, 
W  800. 
Church    to   Washington.  .959,   B    971,    H 
974,  M  1107. 
Cortland  Alley.  .311,  T  321,  *1048,  1095. 
Crosby  st,  Howard  to  Grand.. 67,  M  91.  495. 
Grand  to  Broome. .  (701). 
Broome    to    Spring.  .872.    M     888,      918, 

L  929.   1051. 
Spring  to  Prince.. 734.  G  745.  778.  G  839. 
Prince   to    Houston.. 25.   A  33,    (459). 
Cross  Lane.. 613,   N  625,  921,  T  931. 
Croton..*613,  733,  778,  9.59,   D  972. 
Cuylers   Alley.. 343,   B  352. 
Delancey  st.   Bowery   to   Chrystie.  .311. 
Chrystie    to   Forsyth.  .224,    (236). 
Forsyth      to      Eldridge.. F   194,      R   197, 

(236). 
Eldridge  to  Allen.. E  1017. 
Allen  to  Orchard.. 414,   t430,  R  977. 
Orchard   to   Ludlow. .  (316). 
Ludlow   to   Essex..  (316),    B   622. 
Norfolk  to  Suffolk..  (924),   (1059). 
Suffolk  to  Clinton..  (141).  D  386.  (1102). 
Attorney  to  Ridge.. 06,  S  92,  179,   (701). 
Ridge  to   Pitt.. 18. 

Pitt  to  Willett.. E  318,  P  545,  G  546. 
Willett     to     Sheriff.  .(236),     (543).    572. 

F   5,84.    H   584.   J   1106). 
Columbia   to   Cannon;269.    (620). 
Cannon  to   Lewis.. 343,    (385). 
Lewis    to    Goerck. .  (460). 
Goerck   to   Mangin..  (1102). 
Mangin    to    Tompkins. .  (1102). 
Depew  pi.  .780. 

Desbrosses  st,  Washington  to  West,  .C  1062. 
Dey  st,  Broadway  to  Church. .  (1014). 

Church    to    Greenwich.  .18,      t44,       179, 

B  19.S. 
Greenwich  to  Washington.  .0  586,   (701). 
Washington  to  West..E  791,  E  8.38. 
Division   st,   n   s.    Bowery   and   Chrystie.  .66, 
S  93,  536,  S  548,  613,  H  1018,  R  1108. 
n  s,  Chrvstie   to   Forsyth.  .269,   S  285. 
s  s,  Catharine  to  Market.  .(925),  J  1019. 
n   s,    Forsvth    to    Eldridge.  .343,    K   353. 
(543),    (701),    (787),    873,    (882),    959. 
s  s.  Market  to  Pike.  .M  37,  W  1,50,  (969). 
n   s,    Eldridge   to   .Mien..  (31). 
s  s.   Pike  to  Canal.. W  843,    (1102). 
n  s,  Allen  to  Orchard.  .18,  F  34,  66,  179, 

K  664. 
s   s,   Jefferson    to   Clinton. .  (701). 
s    s,    Clinton    to    Montgomery.  .66,    127. 
S    149,    (279),    343,    495,    G   506,   572, 
(581).  G  663,  S  842,  873,  B  884,  C  884, 
J  886,  918,   B  926,    (1102). 
n    s,    Suffolk    to    Clinton.. (350). 
n  s.  Attorney  to  Ridge.. 18,  H  36. 
n   s.   Ridge    to   Grand.. 269,   F   282,   343, 

M  354,  613,  A  622. 
s  s,   Montgomery   to  Grand..  127,   A   143, 
452. 
Dominick  st,  Varick   to  Hudson,. P  747. 
Downing     st,      Bleecker     to     Bedford,    269, 
A  280,   (316),  343. 
Bedford    to    Varick.. 66,     126,       C     144, 
D  145,  C  194,  269,  B  281,  G  282,  307, 
t430,    495,    A    504,    652,    733,    (882), 
1051. 
Dry  Dock.. 572,  W  588. 

Duane    st.    New    Chambers    to    Reade..  180, 
P  197,  A  3.52,  A  837. 
City   Hall   pi   to   Centre.. 133,   A   143. 
Elm   to   Broadway.  .(i94. 
Church    to    West    Broadway.  .(620),    778. 
Hudson  to  Greenwich..  1007,  W  1022. 
Greenwich  to  Washington.  .(191),  H  792, 

919 
Washington  to  West.. 614,  B  622,  L  624. 
Dutch   St..  (741),    (882). 
Dyckman    st,    Sherman    av     to      Broadway.. 

M  241,   R  242,   *915. 
East  st.  Grand  to  Broome.. 536. 
Delancey    to    Rivington.  .613. 
n    of    Rivington.  .271. 
East    Broadway,    Catharine    to    Market.. 66. 
H  89.   179.   (191).   E   194.  S   198.  224. 
269.  S  285.  308.  G  319.  414.  573.  t629. 
(660),  R  1021. 
Market    to    Pike..S   93,    Z    198,    S    842, 

t893. 
Pike  to  Rutgers.. t246,  269,  L  283,  308, 

B  582,  613,  L  887,  1095,  T  1109. 
Rutgers    to    Canal..  18,    J   36,    66,    (85), 
(741),  P  927. 

Canal  to  Jefferson.. F  282,  (835),  (1014). 
Jefferson    to    Clinton.. 66,    F    88,    (191), 

572,  S  587,  873,   (882),  C  884,  959. 
Clinton   to   Montgomery.  .66,   127,   S   149, 
(279),  L  320,  M  320,  343,  495,  K  506, 
G  663,  S  842,  873. 
Montgomery  to  (5ouverneur..l27,  A  143. 
(581). 


INDEX  TO  THE  RECORD  AND  GUIDE. 


Gouverneur  to  Scammel..!  425. 
Scamrael    to     Grand.. 170,     F    194,    495, 

J  (;24,   M  U30. 
Edwards.. B    144,   4.52.   829. 
Eldridge  St.  Division  to  Canal.. B  318,  B  505, 

1051,  B  lOtJl. 
Canal  to  Hester.. S  39,  M  320,  827,  (835), 

P  841,   R  842,   S   880. 
Hester    to    Grand.. 224,    L    GU4,    R    030, 

(1050),  J  1004.  S  1007. 
Grand    to    Broome.. 224,    L    3.53,    L   354, 

(OtiO),    (741),    L    740. 
Broome  to  Delancey.  .126,  A  143,  R  149, 

R    107,    378,    B    386,    A     061,       1051, 

W  1068. 
Delancey      to      Rivington. .  (310),        873, 

R   030,    (1059). 
Rivington   "to    Stanton.  .(J6,     (85),    B    87, 

179,    A    102,    S    197,   225,   30S.    A    317, 

t  324,  Z  548,  K  705,  K  74(5,  778,  827, 

873,  M  888,  y(i0,  1095,  M  1108. 
Stanton     to     Houston.. 18,     179,      (191), 

343,   378,    L   547,    827,    (835),    J   840, 

959,    (1014),    J    1004. 
Elizabeth   st.    Bayard   to    Canal. .  (384). 
Canal    to    Hester.  .4.52. 
Hester    to    Grand.. 224,      (279),       (385), 

G  424,  5.36,  827,  (882). 
Grand  to  Broome.  .M  664.  R  6(!5,  V  1068. 
Broome  to   Spring.  .(!(i,  tl57,  179,   (191), 

M    197,    B   837,    1051. 
Spring  to   Prince. .  (350),  t550,   1051. 
Prince  to  Houston.. G  35,  67,  G  89,  M  01, 

G    146,    (191),    G    194,    P    197,     (279), 

S  28.5,   (316),  378,   (385),   (.503),  S  707, 

(741),    (925). 
Houston  to  Bleecker..H  240,  .308,  S  321. 
Elm  St  (also  see  Lafayette),  Reade  to  Duane 

..G  319,    (.581),   M   .58!;,    (10.59). 
Duane  to  Pearl.. 573. 
Leonard  to  Franklin.. L  147,  733,  G  745, 

G    1106. 
White  to  Walker.. 270,  C  281,  919,.  1007. 
Canal   to   Howard..  10,   344.    B   352,    779, 

B   790. 
Howard  to  Grand.  .E  838. 
Grand  to  Broome.  .B  87,   B  505. 
Broome  to  Spring.. A  661. 
Spring  to  Prince.. 414,  A  423,  778,  G  839. 
Prince   to   Houston.  .694,    (701). 
Bleecker   to   Bond..  (835). 
Bond   to   Great  Jones. .  (1014). 
Elwood..'824. 
Emerson  st,  Amsterdam  av  to  Sherman  av.. 

9(J5,    P    1021. 
Seaman  av  to   Prescott  av..27.5. 
Essex    st.    Division    to    Hester.. H    6(33,    827, 

H  840,   C   1016,  W   1022. 
Hester    to    Grand.. F    145,    572,    P    587, 

L  792,  W  795,  9.59,  L  975.  B  1061. 
Grand  to   Broome.  .*5.33,  P  545,  918. 
Broome    to   Delancey.. B   280,    (741). 
•       Delancey   to   Rivington.  .18,   L  37,   B  87, 

L  147,  224,   B  238,  K  240,  269,   S  285, 

308,   (310),  M  320,  R  321,  572,  L  585, 

T  890. 
Rivington    to     Stanton.  .*G3,    67,     L    90, 

V  93,  614,  778,  S  842. 
Exchange   pi,   William   to   Broad.. 918. 

New    to    Broadway..  (280). 
Exterior.. 70,  L  90,  272,  4.54,  L  463.  P  1020, 

(1059).    (1000). 
Extra  pi..  (909). 
Ferry    st.    Cliff   to    Pearl. .*220. 
Feitner's  Lane..  134. 
Fletcher   st.   Pearl   to  Water. .  (1103). 

Front   to   South.. 874,   918,   H  928,   t983. 
Forsyth   st.   Division  to   Bayard.  .0.59. 

Bayard    to    Canal.. M    196,    4.52,    D    4(52, 

495,  (543),  R  6(J5.  694.  1007,  R  1066. 
Canal    to    Hester.. 67.    127.    B    144,    224, 

(4(;0),  827.  R  842,  S  931.  B  971. 
Hester    to    Grand.. (i7,    G   89,    (141),    209, 

613,    S73,   L  929. 
Grand    to    Broome. .  (85),    (316),    P    888, 

P    9.30,    (1014). 
Broome  to  Delancey.. E  34,  1007,  A  1016. 
Delancey   to   Rivington .  .778,    (925). 
Stanton      to      Houston.  .18,      (85),      343, 

(3.50),   t4.30. 
Fort  Washington  Depot  Lane..S  388. 
Fort   Charles   pl..M   464,   T   795. 
Fort  Charles  pi  W..M  586. 
Frankfort   st,   n  s.  North  William   to  Rose.. 

IS.   B  33. 
s  s,  William  to  Gold.. 18.  B  .33. 
Franklin  st.  Elm  to  Broadway.  .(316),  (701), 

(835),    101)7. 
Franklin   pi   to   Church.. B   789. 
Church    to    West    Broadway.  .18,    W    40, 

414. 
West   Broadway  to   Varick..830.   *870. 
Hudson    to    Greenwich. .  (191). 
Franklin  pi  or  alley.. P  148.  417,  M  426. 
Front    st,    Whitehall    to    Moore.. 'OOO,    827, 

B  «37,   (9f;9),    (1103),  B   1104. 
Broad   to    Coenties   si.  .*15,    224,    S   243, 

918,   9.59. 
Coenties    si    to    Cuylers    alley.. .343,     B 

352. 
Cuylers  alley  to  Old  Slip.. 1095,  T  1109. 
Wall  to  Pine..R  1066. 
Fletcher    to    Burling    si..  18,    W    40,    W 

427,    572. 
Beekman  to  Peck  Slip..  127,  269. 
Dover   to   Roosevelt.. A   86,   918. 
Montgomery    to    Gouverneur    si.. 269,    P 

284. 
Gouverneur   si   to   Jackson.  .224,    D   239, 

(.503). 
Fulton  st.  South  to  Front.. 573,  L  .585,  778, 

M   076. 


Water  to  Pearl.  .(620). 

Cliff  to   Gold..B  193,   (460),   (503). 

Gold    to    William.. 224,    B    238,    C    972, 

1007. 
William  to  Dutch.  .  (025). 
Dutch    to    Nassau..  (620),      873,      (882), 

L  887. 
Nassau    to    Broadway ..  (85),    127,    I    146, 

225,    (787),    1095,    C    1105. 
Broadway  to  Chyrch.  .1005.  ' 
Church    to   Greenwich.  .573. 
Greenwich    to      Washington.  .(J8,       (422), 

779,    M    793. 
Washington    to    West..  (460). 
Gansevoort    st,    Washington    to    West..t408. 
Gay    st..H    928. 
Goerck   st.   Grand   to   Broome..  18,   G  35,  07, 

H  ,S!(,  L  90,  (422),  L  024,  ((idO),  C  743. 

950. 
Broome    to    Delancey.  .67,      127,       (141), 

A   143,   874,    (882),    1007. 
Delancey    'to      Rivington. .  (422),       (460). 

G  462,  495,   R  508,  6.52,  D  662. 
Rivington    to    Stanton.  .224,    225,    (236), 

K  24IP.  B  281,  378,   (.503).    (741),   *915. 

G    927,    M    929,    9.50,     1095,       (1103), 

G    1106. 
Stanton    to    Houston. .  (191),    269,    (279), 

344,    S    354,    452,    (460).    694.    S    707, 

L   746. 
Houston  to  3d..  18.  S  .39,  t2.S9,  F  .584. 
Gold    st,    John    to    Ryder's   alley.. 4.52. 

Ryder's  alley  to  Fulton.. 224,   B  238. 
Ann   to   Beekman.  .400. 
Beekman    to   Spruce.. P   148. 
Gouverneur  st.  Division  to  East  Broadway.. 

I    425. 
Henry    to    Madison. .  (141),    378,    E    386, 

(835),   G  839,   G   1063. 
Madison   to   Monroe.. H    146.    179,   873, 
Monroe  to  Cherry.. 67,  C  3.52,  378,  (385), 

G   387,    (701). 
Gouverneur    Slip,    South      to       Front. .  (191), 

t893. 
Gramercy  Park..B  87,  181,  N  793. 
Gramercy   pl..H   623. 
Grand  st.  West   Broadway  to  Wooster..U  40, 

(350).   H  603,    (741),  873,  A   1061. _ 
Wooster    to    Greene.  ..53(i,    t669,    S    704, 

959,   F  973. 
Broadway  to  Crosby. .  (279),  495. 
Crosby  to  Elm..  (191),  495. 
Elm   to   Centre.. *870.    (882). 
Baxter  to  Mulberry.  .E  744,  (925).  B  926. 
Mulberry  to  Mott..l051,   (1050),  M    10i;5. 
Mott   to   Elizabeth.. W    .509,    779,    C   790, 

S   1067. 
Elizabeth    to    Bowery.  .(.503). 
Chrystie    to    Forsyth. .  (316),    E    623. 
Forsyth   to   Eldridge.  .414,   R  427,    (701). 
Eldridge    to    Allen. .  (835). 
Orchard  to   Ludlow.. 378,   (701). 
Esse.v  to   Norfolk.. 918. 
Norfolk  to  Suffolk.. F  3.53,  B  .544,  K  1106. 
Suffolk    to    Clinton. .127,    S    149,     (191), 

(350). 
Clinton     to      Attorney ..  (191 ),       B       193, 

S  1021,  A  1061. 
n     s.     Attorney     to     Pitt.. (236),     (316), 
•(385),  G  623,   (835),  873.  O  888. 
Ridge   to   Pitt.. 270,    S   285,   573,   B   582, 

'651. 
n  s,   Pitt   to  Willett..l79,  269,  G  282. 
n  s,  Willett  to  Sheriff..  (85),  4.52,  W  41)5, 

C  583.  873,  (925). 
s  s,  East  Broadway  to  Henry.. 180. 
n     s.     Cannon      to      Lewis..  (85),       (7(11), 

R    1021. 
s  s,  Jackson  to  Madison.  .224,  R  242. 
n   s,   Lewis   to   Goerck..  18.   S  39.   F  239, 

3U.  779.   B  7.80.  F  701,  873,  9.59. 
s    s,    Madison    to    Corlears..W   .548. 
n    s,    Tompkins    to    East.. .536. 
East  to  East   River.  .  (741),   (7.89). 
Great    Jones    st,    Broadway    to    EIm..B    33, 

(925). 
Elm   to   Bowery.. E   662,    (1014). 
Greene  st.   Canal  to  Grand.. 959,   K  974. 
Broome   to   Spring.. 779. 
Prince     to     West     Houston.. G    88,     127, 

779. 
West    Houston   to    Bleecker. .  127.    R    140, 

224.  270.   (.503),  C   1017. 
Bleecker  to   West  3d. .  ((iOO),   10.53. 
Washington  pi  to  East  8th..  (350),   (543). 
Greenwich   st.    Battery   pi    to   Morris.. H   745. 
w  s.  Morris  to  Rector.. E  .505. 
Trinity  pi   to  Edgar.. 18.   K  37. 
Edgar   to    Rector.. S   707,    (835). 
Rector    to    Carlisle.. .536,      (882),      1007. 

F   1017. 
Albany   to  Thames.. L  075. 
Cedar    to    Liberty.  .127,    J    146,   960. 
Cortlandt  to  Dey..O  .586,   (701).  H   1064. 
Dey    to    Fulton..  (422). 
Fulton    to   Vesey..M   4(i4. 
Barclay   to   Park    pi. .(581),    (060)- 
Park  pi   to  Murray.. 4.5^,   M  664. 
Murray    to    Warren.. ()7,    B    9'26. 
Duane   to   Jay.. (31),    (191),    H   792. 
Jay   to    Harrison.. 18.    S   39. 
Beach    to    Hubert.  .t289,     573,      B    .582, 

S   794. 
Hubert   to  Laight..K  387. 
Laight  to  Vestry..  (141). 
Vestry   to    Desbrosses.  .0    793. 
Watts   to   Canal.. K  975. 
Canal    to   Spring. .  (701).  __ 
Spring   to   Vandam..P  077. 
Charlton   to   King..  18,   H   745,   tS46. 
King   to   West   Houston^. 414. 
Leroy    to     Morton. .  (925). 


Christopher    to    West    10th..tlO71. 
West  10th  to  Charles.. B   143. 
Perry  to  West  11th.. 225,  L  547,  573. 
West    11th    to    Bank.. •1092. 
Bank   to   Bethune. .  (543),    (.581). 
.     Bethune   to   West    12th.. W   .588. 
West  12th  to  Jane.. 414,  918,  S  931. 
Jane   to  Horatio.  .960,  D  072. 
Horatio    to   Gansevoort.  .224,    270. 
Grove    st,    Bedford    to   Bleecker.  .224. 

Bleecker   to   West   4th.. 1430,    fSOl. 
Hamilton  st..P  92,   270,  G  281,  308,   S  321, 

M   3.54,    (385),   4.52,   M   463,   536,   573. 

694,    B   703,    t710,    (835),   S   842,    873, 

918,    960,    M    976,    C    1062. 
Hamilton    pi,    139th    to    141st.. M    37,    096, 

M  706,   S  707. 
141st    to    West    14.3d.. 179,    180,    S    198, 

W  198,  R  ,842,  918. 
Hamilton    Terrace..  18,    K    147.    B   238.   308. 

1005. 
Hancock    st..(31).    .308.    (581). 
Hancock  sq..F  424. 
Hancock  pi..  133,  L  147. 
Hanover  sq..C  424. 
Harlem    lane..  183,    l.S*!. 

Harrison   st,   Hudson   to   Greenwich.. B   lOCA. 
Greenwich  to  Washington.  .H  623. 
Washington    to    West..B    193. 
Hawthorne   st,   Amsterdam   av   to   Post   av.. 

K   196. 
Post  av  to  Vermilye  av..*915. 
Vermilye  av  to  Cooper.  .*915,  964,  M  976. 
Cooper  to  Seaman  av.  .M  624. 
w  of  Seaman.. 613. 
Henry    st,    Catherine    to    Market.. 18,     (31), 

270,  *533,  P  747,  1007,  B  1016,  (1050), 

G  1106. 
Market   to   Birmingham.  .H  974. 
Birmingham    to    Pike..C    .583. 
Pike    to    Rutgers..  (422). 
Rutgers  to  Jefferson.. 414,  B  423,  S  707, 

E  973,   (10.59). 
Jea'erson   to  Clinton.  .224,   G  240,    (020), 

W  (i26,  6.52,  F  830,  R  842,  960,   (969), 

E    973,    K    975,    N    976.    R   977,    1007, 

W    1022,    B.  1061. 
Clinton   to   Montgomery.  .18,    M   37,   127, 

K  387,  B  622,  G  885,  K  1019,  P  1021. 
Montgomery   to   Gouverneur.  .733. 
Gouverneur   to  Scammel..  18,  C  34,   224, 

C  281,   378,   E   3.S6. 
n   s.   Scammel    to   Grand.. 67,   Y   94,    180, 

779,  1007,  W  1022,  1005. 
s    s,    Scammel    to    Jackson. .  (85),    K    90, 

127,    M    148,    180.    D    194,    (236),    270, 

37.8,    (385),   K  387,   D  t;(;2.    (701). 
Hester   st,    Clinton   to   Suffolk. .  (350). 
Suffolk   to    Norfolk.. 270. 
Essex    to    Ludlow.. 270,    C   790. 
Orchard    to    Allen.  .270,      B     281.      733, 

C   1062. 
Allen   to   Eldridge.  .(141),   B   193,    (279). 

(459).    (10.59).   G    10(.i3,    W   1068. 
Eldridge     to     Forsyth.  .67,     269,     (620), 

1051. 
Forsvth    to    Chrystie.. IS.    F   34.    180,    C 

194,    N    197,    (787),    873,    B    1061,    B 

1062. 
Chrystie  to  Bowery.. T  198. 
Elizabeth   to    Mott.. (316). 
Mott   to  Mulber!:y..l8,  S  39,   S  508,  733, 

(787),   C  884. 
Mulberry  to  Baxter.. S  748. 
Baxter   to   Centre.  .ISO.   P   197,    (279),  V 

285,   (.503),  V  588. 
Horatio  st,   Greenwich  av  to  8th  av..R  841, 

(883). 
4th    to    Hudson.. E   744. 
Hudson    to    Greenwich.  .(1)20). 
Greenwich    to     Washington.  .270.      (.543), 

613,   W  C26,   694,   960,   M  976. 
Houston    st,    n    s.    East    River    to    Goerck.. 

F   584,   S  625,   K  975. 
s    s,     Mangin     to    Goerck.  ..308,     K    320, 

(581). 
Goerck    to   Lewis.. 18,    S   30,    t2Sp.  ^__ 
s   s.   Lewis    to   Cannon..  19,    H  .3(>,   67,    B 

87,  (422),   (.543). 
n  s.  Manhattan  to  Av  D..18,  5.36,  B  545, 

614. 
s  s.  Cannon  to  Columbia.  .18,  D  34,  F  34, 

F  35.  t202,  M  354,  414,  R  625. 
s  s.  Columbia  to  Sheriff.. G  282. 
n  s,  Sheriff  to  Av  C..67,  180,  (236),  270, 

(279),    R   284,    (1014). 
n  s,   Av  C  to  Av  B..1S0,  A  193. 
s  s,   Ridge  to   Attorney.  .343,   G  333. 
s   s.    Attorney   to   Clinton.. W   890.   960. 

G  973. 
•     n  s,   Av   B   to  Av  A.. (.543),   W  548. 

s     s,     Clinton     to      Suffolk.  .(85),       (31(i), 

Z    428,    (741),    (1014). 
s    s,    Suffolk    to    Norfolk.. S   977. 
n   s,   Av   A  to  1st   av..lSO.   K  195.  (23(1), 

308.    (316),   S  321,   S   388,   614,    B   790, 

E   884,    E   885. 
s   s,    Essex    to   Ludlow.  .(460). 
s  s.  Orchard  to  Allen.. E  662,  K  705. 
n    s.    bet    1st    and    2d    avs.  .S    39,    224, 

(1014). 
s    s,    Allen    to     Eldridge.  .180,      K    19(i, 

K   840. 
s  s,  Eldridge  to  Forsyth..  18,  (85). 
s  s,  Forsyth  to  Chrystie.  .(>7,  E  88,  M  91. 
n    s,    2d    to    Bowery.. 270,    L    283,    t^Ol, 

L   929. 
Bowery   to   Elizabeth.  .308,   S  321. 
Elizabeth     to     Mott .  .(1059). 
Elm    to    Crosby.. 094,    (701). 
Broadway  to  Mercer.  .:G  1063. 


NOTE,— When   In   doubt   as   to   the   meaning   of   the   signs  used,  consult  ttie  key  on  pagp  3, 
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Mercer  to  Greene.. 67,  K  90,  (141),  (279), 

M  793,  (882). 
Greene    to   Wooster.  .224,    (503). 
Wooster  to  West  Broadway.. F  34.  F  791. 
Thompson  to  Sullivan..!  240,  (581),  733, 

M  929. 
Sullivan    to    Macdougal.  .A     238,      (835), 

918. 
n  s,   Macdougal   to  Hancock.  .(787). 
n  s,  Hancock  to  Bedford.  .308,  495. 
n    s.    Bedford   to   Varick.  .0(j. 
Howard   st.   Centre   to   Lafayette.. E   1017. 
Lafayette   to  Crosby.. 19,  07,   M  01,  344, 
B    352,    779.    B    790. 
Crosby   to   Broadway..  180,   M   196. 
Hubert  st,   Collister  to  Greenwich.. S  794. 
Greenwich   to   Washington.  .(1059). 
Washington  to  West..V  150,   (1103). 
Hudson  St.  Reade   to   Duane..l007,   W  1022. 
Duane    to   Thomas.  .(422),   E   424. 
Franklin   to   North   Moore.  .(460). 
Hubert    to    Laight.  .(191),    D    194,    (543). 

D   545,    (909). 
Laight    to   Vestry.. 452. 
Leroy   to   Morton.. 344,    1095,   D   1105. 
Christopher  to  10th.. (9(59). 
10th    to   Charles..?   1108. 
Charles   to  Perry.  .(882). 
Perry   to   11th.. (660),  (704). 
12th  to  Jane.. 873,  H  886. 
Jane  to   Horatio.  .  (020). 
Horatio    to    Gansevoort.  .N     625,      1095, 
W    1110. 
Hyatt   St.. 73. 
Irving  pi,  14th  to  16th.. W  150. 

l(>th  to  18th.. 67,  I  89,   127,  180,   (543), 

O  547,   1051. 
18th  to  20th.. J  36,  R  1006. 
Inwood.  .ISO. 
Isham..lS5,    M   197. 

Jackson,   Henry   to   Madison.  .127,    (741).^ 
Madison    to    Monroe.. A     703,      W    708, 

K    792. 
Monroe    to    Cherry.. W    03,     tl57,     694, 

S  707,  873. 
Cherry    to    Water.. 536. 
Water    to    Front.. 67. 
Front   to   South.. 225,    D   239. 
James,    Park    Row    to    New    Bowery.  .(279), 
(620),   733,   (741),   M   746. 
Madison  to  Oak.. (85),  127,   (141),  M  148. 
270.  C  281.  414,  L  426.  573,  652,  733, 
L    746,    (882),    (969),    G    973,    H    974, 
(1059). 
Oak  to  Batavia..573,  C  583,  G  745,  960. 
James    slip.    Cherry    to    Water.. *177,    308, 

495,  1095,  L  1107. 
Jane.   Greenwich  av  to  4th.. (8.5).  920. 

8th  av  to  Hudson.. L  920,  960,  C  972. 
Greenwich  to   Washington.  .652,   H   1018. 
Jay,   Greenwich    to   Washington.  .(31). 
Jauncey's  lane.. 347,  C  352,  828. 
Jefferson.    East    Broadway    to    Henry.. (835), 
(1059). 
Henry    to    Madison.  .918,     S    931,    960. 

(069),    E   973,    N  076. 
Madison    to    Monroe.. H    7.04. 
Monroe   to   Cherry.. 68,   G  88. 
Water    to    South.. 224,    (^".2,    S    665. 
John.  Broadway  to  Nassau.  .(il4. 
Nassau   to    Dutch.  .(741). 
Dutch    to    William.. (882). 
William  to  Gold.. 180,  S  198,  270.  S  427, 

960,   W  1068.   W  1109. 
Gold  to  Clitf..224,   F  239. 
Jones  St.. (31).  ISO,  308,  M  320,  344,  C  352, 

G  745,  873,   R  977,  V  1022. 
Jones   alley.. 613. 
Jones   lane.. (460),   782. 

King    St.    Macdougal    to     Congress.  .18,     19, 
P  38,  405,  873. 
Congress   to   Varick..l80. 
Greenwich  to  Washington.  .414. 
Knapps   lane..W   94. 

Lafayette  (see  Elm  st)..19.  B  87.  L  147, 
270,  C  281.  G  319.  344,  B  352,  414, 
A  423.  B  505,  573,  (.581),  M  .586,  A  661, 
G04,  (701),  733,  G  745,  778,  770,  B  790. 
(835),  E  838,  G  8,39,  M  888,  S  889,  919, 
1007,  (1014),  *1048,  G  1106. 
Lafayette  pi   (also  see  Lafayette  st),  4th  to 

Astor    pi.. (581),    *1018. 
Laight   St.   Canal   to   Varick..496,  f)53,   1051. 
Varick     to     Hudson.. 127,    694,     R    707, 

F  1105. 
Hudson      to       Greenwich..  (141).       (191), 

D   194.   (543),  D  545,   (060).   1007. 
Greenwich    to    Washington. -K    387. 
Washington  to  West..V  1.50,  H  319. 
Lawrence  st.    120th    st    to    Amsterdam    av.. 
(80),    (350),   4.52,   M   464. 
Amsterdam    av    to    120th..  10,    224,    536, 
B    545,    F    545.    W    .548. 
Leonard    st,    West    Broadway    to    Church.. 
W  079,  (1014).  I  1019. 
Church   to   Broadway.  .872,   873. 
Broadway  to  Elm.  .7.33,  G  745.  G  1100. 
Centre  to   Baxter.. H  546,   S  794,  960. 
Leroy  lane..L  585. 

Leroy  st,  Bleecker  to  Bedford.. G  89.  A  423, 
873,  (969). 
Bedford   to   Hudson.. 224,   B  238,   R  625. 

S  625. 
Hudson  to  Greenwich.. 694,  M  706,  1095, 
D    1105. 

Greenwich  to  Washington.  .(925). 
Lewis  st,  Grand  to  Broome.. P  38,  378,  496, 
C  662.  060,  L  075,  W  078. 
Broome     to    Delancey.  .66,     127,    A    143, 

E  145,  M  147,   S  140,  W  150.  S  931. 
Delancey    to    Rivington.  .10,     67,      (85), 


K  00,  W  03,  Z  199,  t202,  224,  F  239, 
S  285,  308,  G  319,  t324,  344,  W  355, 
Z  626,  W  666,  L  706,  M  706,  S  707, 
733,  F  838,  873,  (025).  (1103).  T  1109. 

Rivington  to  Stanton.  .224,  S  242,  270, 
K  283,  M  283,  (350),  (385),  496,  L  507, 
N    507,    H    840,    1051. 

Stanton  to  Houston. .19,  H  36,  67,  (191), 

224,  S  242,  270,  W  285,  308,  (316), 
R  321,  (3.50),  F  462,  (581),  652,  L  604. 
779.  (787).  W  795,  827,  S  931,  960, 
B  072,  S  1109  W   1100. 

Houston    to    3d.. 07,    S    92,    127,    U    149, 

U   108.   K   1107.. 
3d   to   4th.. 270,    (350),   C   1017. 
4th  to  5th.. 1051. 
5th    to    0th.. (660),    779.    (1014). 
6th   to   7th.. 127,   H   146.   224,    1005. 
7th    to   8th.. L   37,    L   283,    453,    L    706, 

1095. 
Leyden  st..t.325. 
Liberty    st.    Maiden    lane    to    William.  .128, 

W  465.   9(iO,   1007.   ___ 
William   to   Nassau.  .t357. 
Liberty   pi   to   Broadway.  .964,   W   979. 
Church    to  Trinity   pl..E   .88. 
Trinity  pi  to  Greenwich. .  127,  J  14(),  0(i0. 
Greenwich   to   Washington.  .T  427,   1007, 

(1059). 
Washington    to    West.. (422),    W   1109. 
Liberty  pl..B  (i62. 
Lispenard    st.    Church     to      Broadway.  .269, 

378.  P  426,  J  886. 
Livingston    pi,    loth    to    16th.. t357. 
Louisa.. 734,    L   746. 
Ludlow  St.   Division  to   Canal.. M   37. 

Canal     to     Hester.. 19.     S    149,    W    108, 

(23li).   270.   M  284,  414.   P  426,  S  427, 

(543),  S  748,  779,  S  794,  S  978,  1095, 

M  1107. 
Hester  to  Grand.. H  89,  127,  180,  A  193, 
■     H    663,    918.    1007. 
Grand   to    Broome.. 67,   270,  414,   S  427, 

S  707,  779. 
Broome   to  Delancey.  .(85),   (141),   R  464, 

(925). 
Delancey  to   Rivington.  .19,   A  32,   F   34, 

127,    180,    (191),    270.    R   284.    H   705, 

918,  Z  979.  1007.  C  1016,  C  1017. 
Rivington  to  Stanton.. 19,  F  .35,  S  40,  67. 

J  90,  L  90,  (141),  224,  (279),  414,  452, 

(460),  S  465,  G  506,  573,   (581),  (787), 

1051. 
Stanton    to    Houston.  .270,    344,    R    3.54. 

378.    (460).    S   ,508.    573.    (581).    C    5.83. 

K    5^5,    W    5.S8.    E    744,    779,    F    791, 

960,   1051,   A  1061. 
Macdougal    st,    Spring    to    Prince.. 270,    918. 
e-    s.    Prince    to    Houston.. A    2.38,    414, 

S  427.  Z  428,  779,  N  703.  P  1108. 
Bleecker  to  3d.. I  240,  414.  (422),  W  428, 

613,  E  623,   D  884,   D  1062. 
3d   to  4th.. 67,   127,  224,   P  241,  D  282, 

9<iO,  R  077.  1051,  D  1002. 
Madison    st.    New    Chambers    to    Chestnut.. 

C  ''30 
James 'to   Oliver.. 10,   270,    (350),    (882), 

A  026. 
Catherine     to     Market.. 67.    G    80,     127, 

L    147,    225,   C   238,    270.    F   282,   308. 

F   318,   344.    (350).    M   3.54.   414,    (422). 

A  423,   (460),  V  70S,  t710,  770,   t709, 

tS46.  S  977.  S  978,  1095.  L  1107. 
Market   to   Birmingham.  .225.  .536. 
Birmingham    to    Pike..E    027. 
Pike  to  Rutgers.. 127.  S  140,  ISO,  S  242, 

(385).  452.  614,   (620),  H  623. 
Rutgers   to   Jefferson.  .(.503),   918,    S  031. 
Jefferson  to  Clinton..  10.  P  38,  R  38,  127. 

S  140.  180,  F  104,   L  106,  M  426.  694. 

K  705. 
Clinton    to    Montgomery.  .536,      L     547, 

S  749.  827. 
Montgomery        to        Gouverneur  . .  (787), 

G   839,   873,   S   1067. 
Gouverneur       to       Scammel.  .127.       573, 

K  .585,   (025),  G  1063. 
Scammel    to   Jackson.. L  90,   127,   S   149, 

K  105.  R  107,  224,  225,  B  238,  (279), 

378.  B  386,  H  387,  (787),  (835).  K  975, 

S  078. 
Jackson  to  Grand..  10.  224.  R  242.  R  284, 

(741),   (1050),  B  11(14.   K  1107. 
Maiden     lane,     Broadwav    to     Nassau.  .(385), 

E    6<!2.    (1014),    (101.5). 
Nassau    to    William.. S    149,    225,    t357, 

E   505,    M   507. 
William    to    Liberty.  .128,    W    465,    060, 

1007. 
Pearl  to  Water.. E  662. 
Water    to    Front.  .(882). 
Front  to  South.. 874. 
Mangin    st,    Grand    to    Broome.. L   283,   414, 

H  425.  L  4(53,  536,  R.(i65,  873. 
Broome    to    Delancey.  .126.    G    145.    224, 

225.  (2.36),  G  240.  (316).  H  .584,  H  8.39. 
R   lOliO. 

Delancey  to  Rivington.. F  34,  180.  G  973, 

V  078.   (1014). 
Rivington  to  Stanton.. M  887.  (10.50). 
Stanton  to  Houston. ^414,  C  423. 
north  of  Houston.  .271. 
Manhattan    st    (llthWard).  .10.    S   39,    (660). 

M  H»20. 
Manhattan    st    (12th    Ward)..  10.    133,    t202, 
t2fl3.    (279),    344,    452,     014,      T    626, 
A  743.  779.  M  841,  (925),  1051,  B  1001. 
Marginal.  .454.    L   4(>3. 

Marion   St.   Broome   to  Spring.. B  505.   (701). 
Spring  to   Prince.. 414,   A  423,   1007. 
indef,   778. 


Market   slip.. 694. 

Market     st.     East    Broadway    to    Henry.. L 

10i;5. 
Henry  to  Madison.  .B  144,  (460),  M  746. 
Madison    to    Monroe..  19,    H    89,    225,    F 

.S.S5. 
Hamilton  to  Cherry.. P  148.  W  285,  308, 

C   31S.    (.5(13).    536,   873,    960,    L   1064, 

L    ltHi5,    S    1067. 
Cherry    to    Water.. P   38,    (316),    R    42(, 

604,  C  703.  G  704.  (882).  M  888. 
Water    to    South.. 68,    K   00,   R  92,   414, 

E   424,    654.    694. 
Mercer    St.    Howard    to    Grand.. *690.    921, 

H   928.  064,   1010,   S   1021,   ai03). 
Grand    to    Broome.. H    l'>24,    877. 
Broome  to  Spring.. C  072.. 
Prince    to    Houston.. F   424. 
Houston     to     Bleecker..  (8.35). 
Bleecker   to   3d.. 733,   H   745. 
3d    to   4th..(t;'_'l). 
Minetta    St..  127.    225,    R    242,    D    1062. 
Minetta  lane.. 127,  B  143,  S  140,  225.  R  242. 
Mitchell.pl.  .127.   F  14.5.   M  793.  G  1018.     __ 
Monroe    st,    Catharine    to    Market.. *63.    Oi, 

A   .S7.    L   01.    127.   T    140,   308,   S   321. 

37S    G  387.  414,  H  425,  H  (163,  T  066, 

827,    J    840.   873.    G   885,    900,    (969), 

B  071,  1007,  K  1064. 
Market    to   Pike..M    426. 
Pike    to   Rutgers.. (31),   225,   C   238,   2.0, 

(270).   S  285.  (316),  (3.50).  378,  A  386, 

(460),    (701),    (835),   S   842,   918,    (925), 

(969),   (1014). 
Rutgers    to    Jefferson.  .67,    2i0,    C    545, 

614.    B    622.    779.    (787).    L   840,   873, 

(.882).  L  887.   918.   M  976. 
Jefferson   to   Clinton.. 68,  G  88.  S  794. 
Clinton    to    Montgomery.  .C    87.    S    149, 

180,   (191),   B  103,   S  242.   270,   B  281, 

308,  344.  W  355,  B  622.  f.SS2),  (1103_). 
Scammel   to  Jackson..  10.   (31),   B  33.  67, 

(.85).    K   00.    W   93.    127,    L    147.    180, 

(191)    225,  L  241,  270.  308.  414,  F  424, 

496    L  .507.  573.  B  582,  E  584,  O  .586, 

(925).    (060).    1007,    C    1017,    G    1018, 

S  10<i7.  „  ^_ 

Jackson     to     Corlears.  .67,     (So),     B    Si, 

F    88.    tl57.    180,    (3.50),    414.    K    42.5. 

573.  (.581).  F  584.  R  707,  T  707.  L  07.5. 
Montgomery  st.   East   Broadway   to   Henry., 

(-581) 
.Henry  to  Madison.  .573.  W  749,  873. 
Madison  to  Monroe.. 270,  B  281,  W  3o5, 

614,   B  622.   H   623,   S  626. 
Monroe    to    Cherry.. L    90.    127,    O    148, 

179.  49<'..  060,  C  972,  M  1020. 
Front   to   South.. 260,  P  284.  H  705. 
Moore    st.    Front    to    South.  .(1103). 
Morton    st.    Bleecker    to    Bedford.. 10,    P  38, 

170   R  107,  308.  414,  I  425,  400,  V  508, 

t(CO,  t710.  1008,  L  1020. 
Bedford  to  Hudson.. 344,   *690,  918,  060, 

H  074,  B  1016. 
Mott  st,   Chatham  sq  to   Pell.. (460),   G  462, 

I    463.    (503). 
Pell  to  Bavard..(835),  P  888. 
Bavard    to    Canal.. 180,    L    106.    L    241, 

270.  L  320,  (543),  tooO,  M  746,  C  838, 

C    1104. 
Canal    to    Hester.. (422),      (503),     (543), 

S  842,  M  1065,  S  1067. 
Hester   to   Grand.. 10,   t202,   tSOl,    (460). 
Grand     to    Broome.. 269,    M    284,    1051, 

(10.50),   M    1065. 
Broome    to    Spring.  .B    33,     (460),    918, 

(1103).  ,,„„ 

Spring  to  Prince.. t629.  W  843,  P  1108. 
Prince  to  Houston.  .(141).  M  241,  to50. 
Houston    to    Bleecker.. tl02.    (279),    573, 

H  585.  694,  P  706,  W  708. 
Mulberry    st.    Park    Row    to    Worth.  .(620), 

961.  L  075. 
Park  to  Bayard.. 779. 
Canal  to  Hester.. 225,  (236),  L  240,  (38o), 

(422),    (.503),    (787),    (1050). 
Hester  to   Grand.. C  193,   E   194. 
Grand  to   Broome.  .(316),   (385),   S  465. 
Broome  to  Spring.. G  35,  t4(j8.  1008. 
Spring  to  Prince.. 67,  L  90,  (316),  U  427, 

t430.  406.  L  507. 
Murray  St.   Broadway  to   Church.  .*652,  873, 

S  8.80,  (1103). 
Church  to  West   Broadway.. T  708,  1007. 
Greenwich   to   Washington.  .B   026. 
Nassau  st.  Maiden  lane  to  John.. 181,  T  28o. 
John   to   Fulton     (1050). 
Fulton    to   Ann.. 127,    I   146,   225. 
.\nn     to     Beekman..(191),    414,     V    42i, 

(.543). 

Beekman     to     Spruce.  .(o03).  

New  st  (uptown).. 311,  347.  652,  C  662,  830, 

W   843. 
New  St.  Wall  to  Exchange  pi..  (279),   (280). 
Exchange    pi     to      Beaver.  .(741),      959, 

G    973. 
New   Bowery,   Chestnut   to   New   Chambers.. 

W  465. 
New  Chambers  to  Roosevelt.. C  239. 
Oliver   to   Park   Row.. (1015). 
New    Chambers.    Park    Row    to    Duane.. 180, 

P  197.  (742).   (7.S8). 
William   to  Pearl.  .(.581).  B  .582.  782. 
New  Bowery   to   Roosevelt.. W  465,   918. 

960,  K  974,  1005. 

Oak   to   Batavia..(620). 

Batavia   to  Cherry.. 270,   S  285,   779. 

Cherrv   to   James.. 918. 

New   Thames ..  N__  4(>4,    N   547. 

Nicholas    pi.. 877. 


NOTE.— When  In  doubt  as  to  the  meaning  of  the  signs  used,  consult  th3  key  <u  page  3. 
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Norfolk   St,   Hester   to   Grand.  .t324,    B   544. 

(787),    (1059). 
Grand    to    Broome.. D    34,    (1014),    lODo, 

P   1108. 
Broome  to  Delancey..S  30,  F  1018. 
Delancey    to      Rivington.  .11^7,       H     140, 

C  583,  (882),  W  8'JO,  900. 
Rivington  to  Stanton.  .127,  R  149,  R  242, 

G  282,  S  283,   (422),  734,  G  74.5,   (835), 

1051,    B   1001. 
Stanton  to  Houston.. 19,  127,  G  145,  180, 

(191),  T  198,  G  353,  414,  (422),  D  424, 

H   425,    G   003,    (909),    F   973,   G   1100. 
North    Moore    st,    Varick    to    Hudson..  127, 

A   280,    (G20). 
Hudson    to    Greenwich.. (191),    (236). 
Washington    to    West.. A    1104. 
North   William   st,    William   to    Park    Row.. 

R  321,   (741),  S  978,   (1014). 
Oak  st,  Chestnut  to  New  Chambers.. W  4()5. 
New    Chambers     to     James..  127,     (141), 

M    148,    414,    573,    (581),    (000).    (701), 

G  745,  I  880,  900,  (9(J9),  H  974,  (1059). 
James   to   Oliver.. C  33. 
Oliver   to   Catharine.  .(310),    G   319,    900, 

(1014),    tlll2. 
Old    Croton..733,    959. 
Old   slip.    Water   to   Front.. 308,   R   lOUC. 

Front    to   South.. F   885. 
Oliver  st,  Henry  to  Madison.. 19,  (31),  A  026. 
Madison    to    Oak..  (350),    j591,    1008,    L 

1(119,    (1103). 
Oak  to  Cherry..  19.   G  .35,  07,  344,  t591. 
Cherry  to  Water.  .19,  T  40. 
Water  to  South.. t40S,   (925). 
Orchard    st.    Canal    to    Hester.. H   36,    (191), 

378,    C   380,    *493,    F   584.   918.    1008, 

B  .1010,  S  1007,  G  1106,  L  1107. 
Hester  to  Grand.. B  33,  (835).  (925). 
Grand    to    Broome.  .(230).    270,     G    282, 

344,   S   355,   G  003,    C   790. 
Broome   to   Delancey.  .67,   414,  (620). 
Delancey  to  Rivington.  .(460),   R  977. 
Rivington   to  Stanton.. K  90,  127.  S  149, 

(350),  (543),  C  837,  W  843,  (925). 
Stanton    to    Houston.  .180,    308,    W   321, 

(0(!9). 
Park    pi.    Broadway    to    Church.  .*6.52,    873, 

S  889. 
Washington    to   West.. 537,   573. 
Park   Terrace   East..  19,   T  40. 
Park  Terrace  West..  19,  O  38. 
Pearl,    State    to   Whitehall.  .67,    C   88,    t246, 

614.    L   705,    (909). 
Whitehall  to  Broad.. 18,  19,  C  33,  W  40, 

052,   B  661,  873,  960,   B  971. 
Broad   to   Coenties   alley   or  slip..P  148, 

P   241,    (270),    P   388,    P    587,    P   004, 

P  888,   P  930,   P   1066.   P   1108. 
Coenties  alley  or  slip  to  Old  slip.. (460). 
Old  slip  to  WalL.G  282,  C  424,  919. 
Wall  to  Pine.. 827. 
Pine    to    Maiden   lane.. 270,    M   283. 
e    s.    Maiden    lane    to    Burling    slip.. 07, 

R  92,   R  977.   (1103). 
e  s.  Burling  si  to  Fulton.  .(620). 
Fulton  to   Beekman..A  317,  414,   L  425, 

9(j0,    1095,   D   1105. 
w  s,   Beekman  to  Ferry.. 378,  H  1019. 
e    s,    Beekman    to    Peck   si..  180,    C    194, 

1052. 
e  s,  Dover  to   New  Chambers.  .496,   918, 

K   928.   900,   1052. 
w   s,    Hague   to    Vandewater.  .918,    lOOS, 

C    1016,    (1059). 
e    s,    Madison   to    Park    Row.. (400),   052, 

(660),  W  006,  V  843. 
w  s.  Park  Row  to  City  Hall  pi..  19,  R  39, 

R  426. 
e  s.  Park  Row  to  Park.. 378. 
e  s.  Park  to  Centre.  .(787),  (788). 
Centre    to    Elm.. (279),    573. 
Elm   to   Broadway.  .779. 
Peck   si.   Water  to   Front.. 779. 

Front    to    South.  .(1103). 
PeIham..C0,    (85),    126,    694,    873,    H    928, 

959. 
Pell.. (.503),    P   9.30. 

Perry,   Waverly  pi  to  4th.. 19,   R  38,   S  354. 
Bleecker   to   Hudson.. 308. 
Hudson   to   Greenwich.. ISO,   225,  L  547, 

(660),  1052. 
Greenwich      to      Washington.  .573,    734, 

(925). 
Washington     to     West. .A      193,       (385),. 

G  387,  C  799,  C  837. 
Pike    st,    Madison    to    Monroe..  127,    O    148, 

R  149,  270,  C  281. 
Monroe   to   Cherry.  .127,   C   144,   694. 
Pine  st,  Nassau  to  William.. F  321.  E  (J63. 

William  to  Pearl.. (31).  H  282. 
Pitt    st.    Division    to    Grand.  .(422). 

Grand    to    Broome.  .(191),    270.    F    282, 

S  285,  (385),   (503),  (788),  827,  P  888. 
Broome    to    Delancey.  .67,    S   93,    U    666, 

694. 
Delancey    to     Rivington.  .(141),     D     144, 

D   145,   225,   K   240,    (3.50),   453,    (460), 

G  506,  (701),  900,  G  1018,  (1059). 
Rivington    to    Stanton.  .tl02,    tl.57,    225, 

270,  E  282.  S  707,  7.34,  11025.  L  1107. 
Stanton  to  Houston.. 67,  225.  (422),  (.5413). 

.537,     (581),     H    585,      tl025,       (1059), 

K    1004. 
Piatt   st.   Gold   to   William.. W   10(j8. 
Plaza.. P    747. 

Prince   st.    Bowery    to    Elizabeth.  .(310). 
Elm   to   Crosby.. (141).   270.   R   284. 
Mercer  to  Green.. S  39,  K  353. 
West   Broadway   to    Thompson.  .t45,    07, 

K  00,  S  93,  S  548,  L  624.   (1103). 


Thompson  to  Sullivan.. W  1110. 
Sullivan    to    Macdougal.  .t44,    (460),   537, 
C  545,   734,   L  740,  L  840. 
Prospect   pi,   42d    to   43d.. 127,   180,   W   198, 

496,  J  .50i;,  779,  L  792,  J  974. 
Reade  st.   Elm   to   Broadway.  .1051,  A   1104, 
C   1104. 
Broadway   to  Church..  18. 
Hudson  to  Greenwich..?  888,   P  889. 
Greenwich   to   Washington.  .614. 
Washington    to    West.. 614,    B    622. 
Rector    st.    Trinity    pi    to    Greenwich.  .(925), 
(969),    (970),    (1U59). 
Greenwich  to  Washington.  .K   1107. 
Renwick   st.  .052,   B   743. 
Ridge    st.    Division    to    Grand.. 209,    F    282, 

343,  M   354,   013,    A   022. 

Grand    to    Broome.. 343,    R     354,      573, 

B   582,    G   603,    1008,    S   1067. 
Delancey       to       Rivington.  .(316),       537, 

K  746,   R  977. 
Rivington    to    Stanton.. R   38,    t44,   (85), 

(741),    (1014). 
Stanton    to    Houston.. 344,    734,    R    748, 

779,  B  789,  873,  960,  (1059),  (1103). 
River   View   ter..537. 
Rivington     st.     Bowery     to     Chrystie.  .(060), 

S   889 
Chrystie    to    Forsyth.  .(85),    R    197,    270, 

M  284.  (543),  S  587,  P  793,  827,  B  837, 

(882). 
Forsyth  to  Eldridge..K  705,  873,  M  888, 

960.   J    1106. 
Eldridge  to  Allen.. 67.  F  88,  128,  225. 
Allen  to  Orchard.. (85),  K  90,  127,  S  149, 

(191),   225,    K   240,   308,    R  426.    (543), 

(741),   R  930,   K  1019. 
Orchard   to   Lud:ow..N  841. 
Ludlow     to     Essex.. 270,     R    284,     (060), 

0   t;04. 
Essex  to  Norfolk.. 19,  S  39,  (191),  T  890, 

960,    1008. 
Norfolk     to     Suffolk..  (8.5),     (422),     (969), 

(10.59), 
Suffolk    to    Clinton.. L    90,    (141),    (279), 

344,  J  353,  M  547,  573,  J  585,  t609. 
H  705,  W  708,  J  745,  K  746,  F  791, 
F   838,   960. 

Clinton  to  Attorney.. T  548,  P  664,  P  665, 

T   70S. 
Attorney  to   Ridge.  .19,   K  37,   W  548. 
Ridge    lo    Pitt..  (85). 
Pitt   to  Willett..lS0,   B   193,   4.53,   S  405, 

(543),   (581).   1008. 
Willett    to    Sheriff..  128,    C     144,      414, 

K  024,  (1059). 
Sheriff  to  Columbia.  .(422),   (581),  L  585, 

(788). 
Cannon   to   Lewis.. (85),   (141),  180,   •449. 

6,52. 
Lewis   to   Goerck..67,   K  90,   W  93,   270, 

A  280,  959,   (1103). 
Goerck     to     Mangin..l80,     225,     K    240, 

B  281,   (.503),  (83.5),  M  887,  •1092. 
Mangin   to   Tompkins.. G  973,   C   1105. 
east  of  East  st,..613. 
Roosevelt    st,    Park    Row    to    Madison.  .414, 

G   424.    537,    (701).    F   .839,    1008. 
New    Bowery    to    New    Chambers.  .(503), 

((;20),   873,   W  890,   918.   960,   K   974, 

1095. 
New    Chambers    to    Oak..*652. 
Oak    to    Batavia..573,    S    1108. 
Batavia   to  Cherry.. 67,    (85),   M   91,   128. 

L  147.   453.  490.  B  504.  S  508. 
Cherry   to   Water.. (31). 
Water  to   Front.. 734.   873. 
Front    to    South.. 918. 
east   of   South.  .  (789). 
Rose    St.    Frankfort    to    Duane..    18.    B    33, 

128,  (141),  S  149,  U  978. 
Duane    to    Pearl.. M    .3.54,    782. 
Rutgers    st.    East    Broadway   to    Henry..  128, 

344. 
Henry    to    Madison.. B    622. 
Madison    to    Monroe.  .(385),    614,    B   622, 

918 
Monroe    to    Cherry..  126,    (141),    B    143, 

C  .545. 
indef..H   974. 
Rutgers   pl..(j8.   G   88,    S  794,    (83.5). 
Rutherford  pi,  17th  to  16th.. O  625. 
Ryder's    alley.. B    193. 
St  Mark's  pi.  3d  av  to  2d  av..l9,  M  37,  OS, 

(191).   T   198,   (351),   (.503),  094,   (701), 

H   745,   C  838,   S  842,   S  931,   (1014). 
2d    to   1st   av..225,   M   241,    M   .580,   614, 

G  623,  094,  J  705,  734,  B  743,  P  841, 

918.  J  928. 
1st  to  Av  A..K  37,  68,  J  90.  S  93.  2-29, 

C  239,  D  239,  F  239,  270,  (279).  B  280. 

S   285,   379,   F  402,   614,   A   (.;22,   827, 

T  842,  .873,  874,  S  890. 
St    Nicholas    pi,    St   Nicholas    av    to    1.50th.. 

052. 
1.50th  to  1.52d...30S.  B  317,  .539,  A  ItMll. 
1.52d  to  1.54th.  :i9,  F  34,  308.  381,  K  .54(;, 

N   547,    K   740,    K   840,   P   888. 
St  Nicholas  Terrace,  127th  to  129th.. H  792. 

S  794. 
129th   to    1.35th.. t029. 
Scamrael    si;.    East    Broadway   to    Henry..  179. 

F  194,  495.  J  624.  779,  10U7,  W  1022. 
Henry   to   Madison  ..224. 
Madison   to    Monroe. .  (.3.50),   S   508,   6.52, 

653,   (660),   K  604,   R  665,  734,   S  748. 
Monroe    to    Cherry..  126,    S     149,      343, 

C  352 
Cherry  to  Water.. 66,  S  93,  F  14.5,  L  624, 

652,   F  791,   S  794,    (.835). 
Schiofflin..  10.53. 


Sheriff  st,  Delancey  to  Rivington.  .(236),  414. 

D  505,  (543),  F  545,  572,  G  584,  734, 

S  748,   B  926,   (1059). 
Rivington   to    Stanton.  .(236),   270,    (279), 

(581),   G   584,   (788),   873,   (1059). 
Stanton   to   Houston.. G  282,   779,  J  792, 

(1103),   H   110(). 
Houston    to   2d.  .(57,    (1014). 
Sniffen    ct..l9. 
Somerindike    lane..*15,    72. 
South   st,    bet   Whitehall   and   Broad.. C   790. 
Broad  to  Cuyler's  alley.. 614,  A  789. 
Cuyler's    alley    to      Gouverneur      lane.. 

F  885,   R   106t>. 
Gouverneur   lane   to   Wall.. (460),    S   465. 
bet  Peck  si   and   Roosevelt .  .180,   M   196, 

(422). 
Roosevelt   to  Oliver.  .(236). 
Oliver    to    Market.. 414,     E    424,     (83.5), 

S  842. 
Market    to    Rutgers.  .900,    R    1021. 
bet  Rutgers   and  Clinton.. 68.   M  91. 
Clinton  to  Gouverneur  slip.. (191),  H  705. 
Gouverneur    slip    to    Corlears.  .224,    225, 

D  239,  734,  O  747. 
South  William,  William  to  Beaver.  .1052. 

Beaver   to    Broad.. 269. 
Spring  st.    Bowery   to   Elizabeth.  .(350),   614. 
Elizabeth    to    Mott..B    33,    (422),    (925), 

Z   1110. 
Mott  to  Mulberry..  B  33,  B  1001,  L  1065. 
Mulberry      to      Lafayette.  ..537,     '(1103), 

C   1104. 
Lafayette  to  Crosby.. A  601,  734,  G  745, 

918,    L   929. 
Mercer    to    Greene.. 779. 
Wooster       to       West      Broadway.  .(141), 

W  150,  779,  B  789. 
West   Broadway  to  Thompson.  .19.   G  35. 
Thompson     to     Sullivan.  .(.543),      A    544, 

L   585. 
n   s,   Sullivan  to  Macdougal.. G  885. 
s  s,  Varick  to  Hudson.. (236),  827,  C  838, 

(882),  M  887,  (1103). 
Hudson    to    Greenwich.. B    743. 
Washington     to     West..M      147,       t246, 

O   664. 
Spruce    st.    Park   Row   to    William.  .960. 
Stanton  st.   Bowery  to  Chrystie.  .179,  A  192, 

496.   W  509. 
Chrystie  to  Forsyth.. G  240.  B  837. 
Forsyth    to    Eldridge.  .(316).    378,    1430, 

L   547. 
Eldridge    to    Allen.  .(191),    308,    K    319, 

(1014). 
Allen    to    Orchard.  .t357,    378,    W    389. 

(543),  J  .585. 
Ludlow  to  Essex.  .67,  J  90,  L  90,   (141). 
Essex  to   Norfolk.. R  .38.   .308,   G  3.53,   M 

420,  014,  G  (j(j3,  G  885,  (969),  1095. 
Norfolk    to    Suffolk.. G    353,    G    1106. 
Suffolk    to    Clinton.. 873,    918,    L  929. 
Clinton    to    Attorney. .  19,   270,    (701). 
Attorney   to   Ridge.. K   240,   K   624,   9(j0, 

(10.59),  K  1064. 
Ridge    to    Pitt..  19. 
Pitt  to  Willet..378.   (.543). 
Willet    to    Sheriff.. 30.8,    E   318,    H   319, 

694. 
Shorift     to      Columbia.... (236),    B   281, 
(.543).    614. 

Columbia   to   Cannon.. 68. 
Cannon   to  Lewis.. 19,    (31).   S  39,   B  87, 

(141).    270,    G    282,    (422). 
Lewis   to  Goerck..  19,   M  38,   W  40,  694, 

S   707.   734.   B   743,    B   920. 
Goerck    to    Mangin. .  (141).    344,    S    3.54. 

(4(10),    (925). 
Mangin    to    Tompkins 414,     C    423, 

(10.59). 
State,  from  Whitehall  to  Pearl.. 614.  L  705. 
Stone,    from    Whitehall    to    Broad.  .(236),    M 

241,    (279).    (460),    D   583. 
Broad    to   Coenties   al..P   148,   P   241,    P 

3,S8.    P   587.    P   664,    P   888,    P   930,    P 

1061!,    P    1108. 
n  s.  Broad  to  William.  .10.52. 
Stuyvesant..l28.     181,    344,     (460),    E    545, 

573.   961,    C   972,   R    1066,   S    1067,   W 

1110. 
Suffolk,   from   Hester  to   Grand.. 270,  F  506, 

(882). 
Grand    to    Broome.. B    1016,    F    1018,    K 

1064. 
Broome    to    Delancey.. M    37.     (2.36).    M 

547,   M  624,  6.53.   918,   B  927,   B   1016. 
Delancey   to    Rivington.. G   35,    G   80,   W 

94,    128,    L    147,    W    150,    180,    G    195, 

225,   .308,    D   386.   453,   J   745,    F   791, 

F   838,    1052.    (10.59),    1005,   F   1105. 
Rivington    to    Stanton (85),      344,      J 

353,  378,    (.385),   L  388,    (581).  J  585, 

(835),     (882),    960.      (970),    1008,      G 

1018,  K  1019,  S  1021,   (1059),  K  1107. 
Stanton   to   Houston.  .225,  K  283,    (422), 

0.53,   M  (j(i4,    (835). 
Sullivan    from  Grand  to  Broome. .  (3.50),  694. 

R    707.     (741),     (882),    900,     (970),    L 

975.    10)8,    C    lOKi. 
Broome  to   Spring.  .414,  G  424,   (620),  A 

022.   L  (i24,   H   745. 
Spring   to   Prince. .  (543),   A   .544.   L   585, 

653,  C  (>t;2,  B  703,  731,  G  745,  873,  G 

885,  919,  E  972,  E  973.  F  973.  C  1104. 
Prince  to  Houston..  19.  08,  R  92,  S  93,  S 

149,   A  238,   (3.50),    (4(J0),  537,  W  51S, 

(.581)     (020).   6.53.    B    062,    779,    (8fi2), 

B  884,  918,  960,  1095. 
Houston    to    Bleecker..!   240,    733,   938, 

M  920, 


NOTE, — When  in  doubt  as  to  the  meaning  of  the  signs  used,  consult  the  key  on  page  3, 
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Bleecker  to  Sd.  .10.  G  35,  S  39,  7391.  A 
789,  O   793.  H  839,   919,   R  930,  9G0. 
M   97(i.    R   977. 
Sutton  pi.. 734,   K  74G.   P  930,  W  931. 
Susan   (old)..R  587,   B  703,   K   1019. 
Sylvan   pi..  180,   G   194,  496.   W  509.    t799. 

W   843. 
Sylvan  terrace.. 653. 
Thames,    from    Broadway    to    Trinity    pI..N 

464. 
Theatre    alley.. 414,    V    427. 
Thomas.  Church  to  West  Broadway.  .  (1103). 
Thompson,   from   Canal   to   Grand.. S   242,   F 
4(;2.    H   506,    F   838. 
Grand    to    Broome. .  (31),    (316). 
Broome    to    Spring.  .344,    379,    C   386,    T 
389     (4(;0).    M    463,    496,      (.503),      M 
664,   *730.    734,    B   743,    (788),    A   789, 
C  790,  D  790,  M  793,  •870,  918,  (970), 
(1059),   D   1062. 
Spring  to   Prince.. 19,   G  35,  A   193,   t391, 
G   1018,   L   1019. 
Prince    to    Houston. .G    146,    (230,    344, 

(385),     (970). 
Bleecker  to  3d.. 180,  M  196,  C  662,  873, 
P  8S8. 
Tompkins,    from    Grand    to    Brooine.  .:j36. 
North  of   Stanton.  .2.5,   R  oS,   73,  414,   C 
423,   S  625.    (741).   K  975., 
Trinity  pi   (also  see  Church  st)   s  of  Morris 
K   37. 
Morris    to    Rector. ..  .18,    S    707,     (970), 

(1059). 
Rector  to  Cedar.. N  464,  N  o4i. 
Union   pi.  .(192),   J  387,   6.53. 
Union  sq..(5Sl). 
Union    sq   E..  1.5th    to    16th.. P    148,    J    38 (, 

6.53,   P  706,   P  707,   P  10l!6. 
Union    so    W,    14th    to    15th..  (236).     (660). 
(741).  M  747,   M  841. 
loth  to  16th.. L  425,  653,  779,  T   .94,  T 
842. 
University   pi,  from  Washington  pi  to  8th.. 
(85). 
9th  to  10th.. (85). 
10th  to   11th.. H  704. 
11th    to    12th.. F    35,    (270).    M    284.    M 

426    E  .584,   614,    (741),   S   748. 
12th  to  13th.. 1093.  S  1109. 
13th   to   14th.. E   744,   H   792. 
Van   Corlear   pi..  19.   W   40,   308,    M   464.    M 

586,    T    795.  _ 

Vandam,  from  Varick  to  Hudson.  .T    i49. 

Hudson   to   Greenwich.  .19,    ISO. 
Van   Nest   pi.  .224. 
Vandewater..C     352,      M     3o4,      82<,     8.3. 

(1059). 
Varick,  from  North  Moore  to   Beach.. H  Su. 
H   387,   S   707. 
e  s.   Beach   to  Laight .  .  (1103). 
Laight   to  Canal.  .653. 
Vandam  to  Charlton.  .T  749. 
Verdant   la.  .134. 

Vesey,  from  Broadway   to  Church.  .G  SIJ. 
Church    to    W     Broadway ..  (85),     (660), 

779,   B   790.  T  KK57,  W  lOtjS. 
W  Broadway  to  Greenwich.  .M  464. 
Washington    to    West.. (701). 
Vestry,   from   Hudson   to   Greenw;_ich,  .4o2. 

Washington   to   West..C    10(')2. 
Walker,  from  Varick  to  W  Broadway.  .H  30, 
H  387 
W    Broadway    to    Church.  .271,    K    320, 

573.   (701). 
Church   to    Broadway ..  (t>(JO),    (_S.3.j). 
Broadway  to  Cortlandt  al.  .E  .505. 
Cortlandt   al   to   Elm.  .19.   T   321,   'lOIS, 

1095. 
Elm  to  Centre.  .1007. 
Centre    to    Baxter.  .  (620).    S    625. 
Wall,   s   w   s.   from   Broad   to   William.  .496, 

William   to   Pearl.. I  36,  827,   919,  960, 

Y  979,  1052,  F  1063. 
Pearl    to    Water.  .919. 
Front   to   South.  .S   46.5,    R   10(56. 
Warren      from    Broadway    to     Church.. 128, 

(141),    C   79l.>. 
Church    to   W    Broadway.  .  (422).    C   424, 

F  4-^4    •730,  874,  H  886,  J  886,  919, 

H   928,   960. 
Washington      to      West.  .128,      E      14o, 

(503),    J    886. 
Washington,    from    Battery    pi    to    Morns.  . 

tl025. 
Morris   to   Rector.  .B   281,   E   505,   tS46, 

K   1107. 
Cedar     to     Liberty ..  (422),     T    42.,     "U 

1109. 
Cortlandt    to   Dey.  .959,   N    1108. 
Dey   to   Fulton.  .(460). 
Fulton   to  Vesey.. 08,  779,   M  793. 
Vesey   to   Barclay.  .(>8._ 
Park  pi  to  Murray.  .537,  57.3. 
Warren   to   Chambers. .  (503). 
Reade  to  Duane..614.  B  622.  919. 
Duane   to   Jay..  (1103). 
Jay  to  Harrison.. 18,  S  39.  .537.  u.3. 
Harrison  to  Franklin.. B  193. 
North    Moore    to    Beach.. A    1104. 
Hubert  to  Laight.. V  150,  (10.59).  (1103). 
Vestry   to   Desbrosses.  .C   1062. 
Desbrosses   to  Watts.. H  745. 
Watts  to  Canal..  128.  M  747.  E  838. 
Spring   to  Charlton.  .270.  O  664. 
Charlton   to   King..H   745. 
King    to    Houston.  .414. 
Houston  to  Clarkson.  .573.  E  .584. 
Perry  to  W  11th.. A  193.  C  837. 
W  nth   to   Bank..B   423,    (400),   B   461, 

C  461,  G  4(>2. 
Jane   to   Horatio. .779. 


Horatio  to  Gansevoort.  .308.   (.543). 
Gan.5evoort  to  Little  W.   12th..  (.85). 
Little  W  12th  to  W  14th. .  (J4lK_^(925). 
Washington  terrace.  .537,  M  547.  653. 
Washington   pi,   from   Broadway   to   Mercer.. 
(279),   (1015). 
Macfiougal  to  6th  av..537,  M  547,  W  979. 
6th  av  to  Barrow.. 19,  B  33. 
Washington   sq   W..cl02. 
Washington   sq  S..127,  I  463,  697. 
Water,   from  Moore  to   Broad.. W  285. 
Broad    to    Coenties    slip.. 827. 
Coenties   slip    to   Old   slip.. 19,   308 
V.'all  to  Pine..L  887. 
Maiden   lane   to   Fletcher.  .(882). 
Fulton   to   Beekman.  .lOol. 
Peck  slip   to  Dover..l8.'>2). 
Dovjr  to  Roosevelt.  .tl57.  734.  873. 
Roosevelt    to    James    si.. 19,    (31),    (2.36), 

V   626,   9i;0,    B   971,   H  974,   T   978. 
James    slip    to    Oliver.  .•411,   (3.53,   T   CM',. 
Catherine    slip    to    Market.. 18,    P   38,    S 

587,    694,    G   704,    1008. 
Market    to    Pike.. 68,    K   90,    R   92,    6.54, 

694. 
Pike  to  Rutgers.. 126,   (141).  B  143,  960, 

R  1021. 
Ritpers   to  Jefferson.  .224,  652,  S  ()6i>. 
Clinton  to  Montgomery.  .H  705,  W  JllO. 
Montgomery    to    Gouverneur    slip.. 271.    P 

3  '4    7.  9", 9. 
s     s.     Gouverneur     slip     to     Jackson.. 67, 

•;-430,  694,   *1048.  K   1064. 
n  s,   Gouverneur  st   to  Scammel..F  145, 

F   791,   S   794. 
n  s,  Scammel  to  Jackson.  .66,  S  93,  225, 
344.   B  545,   6.52,  960,   1052. 
Watts     from    Thompson    to    Sullivan.  .(350), 
9i;0.  L  975,  lOOS,  C  1016. 
Sullivan  to  Varick.. 919,  R  930. 
Varick  to  Hudson.  .*690.  P  977. 
Greenwich    to    Washington.  .270,    537,    K 

975. 
Washington   to   West..H   745,   1096. 
Wivc-'y  pi    from   Greene   to  Washington  sq 
E..S27.  H  840. 
n  s.  University  pi  to  5th.. (85),   (191). 
Macdougal   to  6th.. 379. 
Christopher  to  W  10th.. 874,  L  88.,  918, 

919,    (1(114). 
Charles  to  Perry.. V  40.  L  705. 
West,   from   Battery  pi  to  Rector.. 19,   C  33, 
W  1110. 
Rector   to    Albany. .225,     900,     (9.0),     P 

1066. 
Dey   to   Fulton..  (85). 
F'llton  to  Barclay.. 68. 
Barclay    to    Murray.. 537,    .573. 
Murray    to    Chambers. .  (141),    H   839,    A 

971.' 
Chambers    to    Duane.. 614,    B   622. 
Duane    to    Harrison.. W   389. 
Harrison  to  North  Moore.. A  317. 
North   Moore   to  Hubert.  .(925),  C  927. 
H'lbert  to  Vestry.. V  150,  E  972,   (1103). 
Vestry    to   Watts.. C   1062. 
Canal    to    Charlton.  .344,    P    354,    (460), 

J  886. 
Houston  to  Leroy..573,  E  584. 
Barrow   to   W   10th.. M  .507. 
Perrv  to  Bank.. (385),  G  387. 
12th  to  Horatio.. E  545.  t799,  N  930. 
Horatio    to   10th   av..t4(j8. 
West  Washington  pi.. 344,  734,  827. 
White     from    W    Broadway    to    Church.. 230. 
418.   E  744.    (1060). 
Church   to   Broadway.  .872.   8.3.    (970). 
Broadway    to    Elm.. 270,    C   281,    H   745. 
319. 
Whitehall,  from  Stone  to  Bridge.  .(460). 
Bridge  to  Pearl.. C  33.  873,  919. 
Front  to  South.. C  790,  P  888,  (969). 
Willett,    from    Grand   to   Broome. .  (85),   452, 
W  4()5.  P  6li5. 
Broome  to  Delancey.  .270,  T  285,  K  319, 

694,  M  701),  S  707,  919. 
Delancev  to  Rivington..L  90.  (236).  271, 
F  545;  G  546,  H  623,  K  ()24,  M  664,  H 
974. 
Rivington  to  Stanton..  19,     E     34,     378, 
i925),    10.52. 
William,  from  Stone  to  South  William.  .1052. 
Cedar    to    Liberty. .  (350). 
Liberty  to  Maiden  lane.. 128.  960. 
John   to   Fulton.  .(191)^  734.  _P   747. 
Fulton    to    .\nu..F    387.    1007. 
Beekman  to  Spruce.. 960. 
Frankfort    to    Duane. .  (422). 
North    William    to    Duane..  (85),    R   .321, 

(.504). 
New   Chambers   to   Pearl. .  (.581),   B   582. 

New   Chambers    to    Pearl. .  (.581),    B   582. 
Wooster,  from  Canal  to  Grand.. B  87.  652. 
Grand   to   Broome. .  (835),  919,_H_928^   _ 
Prince  to  W  Houston.  .573.  H  .585.  _S  5.87. 
W  Houston  to  Bleecker.  .68.  H  745. 
:!d  to  4th.. C  972.   M  1020. 
Worth,  from  Church  to  Elm.. 20. 

Church  to   Broadway..  184.   B  971. 
Baxter   to   Mulberry.. C  (i22.   [Mil.   L  975. 
1st  st,  from  Av  A  to  1st  av..l.S0,  K  195,  .308, 
S  321,   S  388,   614,   E  8.S4,  E  88.5. 
1st    to    2d    av..6S,    74.    F   88.    180,    496, 

(503),  .537,   (925),  961,  R  1021. 
•M    av    '0    Bowery.. (279).    S    285,    (385), 
•690. 
•^d    st,    Av    D    to    Av    C..67,    68.    (85),    G    88, 
S   93,    W   93,   180,    (191),   270,    (279), 
R  284,  D  623,  F  623. 


Av  C  to  Av  B..20,   (31),  J  36.  6,8,   (.85), 

128.     .141).     M     148.     S     149.      (191). 

(350),   S   355,   496,   W   548,   961,    1096. 
Av    B    to    Av    A..  (141),    G    282,     (460), 

R   4(54,    (788),   S   1067. 
Av  A   to   1st   av..l80,  308,  344,  G  3.53, 

9til.    M   9T6. 
1st    to    2d.. (32),    496,    W    509,    M    747, 

G  885. 
2d    to    Bowery.. N    241,    N    284,     (385), 

R    625,    734. 
3d  St.  East  River  to  Goerck..6S,  271,   (279). 

S    2,85,    344,    W   3.55,    1391,    F   384,    S 

(125,    961,    W    1110. 
Gocrck  to  Lewis.. 20,  180,   (3.50),  K  1107. 
Lewis    to    Av    D..20.    (31).    271.    C    281, 

c  .5.s:i,  R  i!(;5.  s  (;ii5,  w  oco,  m  1020. 

-Vv    D     to     Av    C..(31),       (141),      (236), 
B    238,     271,     (279),     B    2.81.    F    282, 
S  285.  414,    (.581).   614.  G  <i23,   B  661, 
W    66(!.    R    748.     (',125),    961,    J    974, 
O   1020,   W    1068,    (11(13),   K   1107. 
Av  C   to  Av   B..B  33,    (191),  271.    (279). 
F    282,    C    318,    K    319,    K    4(!3,    49(!. 
499,  F  505.  F  506,  S  508,  T  .508,  694, 
G    704,     (835),    K    929,     (1059),     109(j. 
Av  B  to  Av  A..1.S()..M  19i;.  (351),  H  506, 
(ill,   M   624,   (6(J0),   779,   (788),  G  791, 
827,    G   839,    (970). 
Av  A  to   1st..  (236),  t3.57.   (742),   (788). 
1st  av  to  2d  av..G  89,    (141),   180,  225, 
271.   344,   G   3.53.   J   3.53.    (.383),    (460), 
496,    539,    573,    (581),    G    584,    C    (J22, 
•(i.52.    S    665,    N    706,    E    838,    (925), 
961. 
2d   av   to   Bowerv..W  41,   68,   344,   614, 
W  708,  734,  F  744,  779,  M  793,  H  840, 
961,    F    973. 
Wooster   to   West  Broadway.. M    1020. 
West    Broadwav    to   Thompson.  .(!8,   097, 

(970). 
Thompson    to    Sullivan.  .20,    S    .39,    180, 

779,    G    701. 
Macdougal    to    6th    av..67.    496,    C    505. 
(702).   900,   R'977. 
4ih  st.  East  River  to  Av  D..20,  H  36,  t246, 
H   886,  9i;i,   K  975. 
Av  D  to  Av  B..W  94,  ISO,  344,  R  354, 
F  505,  6.53,  L  664,  (7SS).  (835),  J  840. 
F  973. 
Av   B   to   1st.. 20,   68,   (8.5),  W   94.   128, 
(142).    22.5,    O   241.    M   284.    H   .3.53.    B 
461,   E  462,   L  403,  496,  K  .506,   (.581), 
614,    (741),    (,S.35).    (925).   W  931,  961, 
(970),   I    974,    lOOS,   M    1020. 
bet    1st    and   2d   avs..308.    G   319,    (460), 

(.543).  573,  I  585,  K  585,  K  624.  694. 
2d    and    Bowery.. 20,    G   35,    W   41,    180. 
181,  F  194,  R  197,  R  321,  344,  L  3.54. 
(460),  W  70S,  734,  R  748,  910,  M  930. 
1096,   F    1105,    L   1107. 
Bowery  to  Broadway.  .(.581).   (701),   (835), 

M  841,  M  888,  S  889.  (925). 
Wooster    and   6th    av..l27,    D   282,    697, 

B    926,    M    930. 
s   s   6th  av   to  Jones.  .271,    (279). 
n  s  6th  to  Barrow..  19.  B  33,  312,  L  320, 

(385).   4.53.    734,    (970). 
Charles   to   11th  st.  .19,  R  38,  128,  271, 

M   283. 
11th    to   13th   sts.  .B   144,    H   546,   779, 
B  790. 

5th  st,  bet  East  River  and  Lewis.  .(1014). 
Lewis  to  Av  D..128,  S  149,  344,  779. 
Av    D    to    Av    C..20,    22.5,    M    241,    271, 

A  2S0,  30S-,   (316),  R  321,  344,  L  354, 

.537,   779.   S   794,   F   838,   961,   0   972, 

D  972,    (1103). 
Av    C    to    Av    B..68,    K    90.    S    03,    414, 

K  425,  453,    (788),   M  793,   R  793. 
Av    B    to    Av    A..  (422),    N    426,    (581), 

G  5S4.   S  889,   F  973. 
.^v  A  to  1st  av..l81,    (191),  .308.   (422), 

(701)     D   790,    (835).    (1059),   G   1063, 

1096,    D    1105,   W   1109. 
1st    av    to   2d   av..20,    P   38,    68,    M   01, 

W    355,   414,   S   427,    F   791. 
2d    av    to    Cooper    sq..20.    S    39,    W    427, 

4.53,   D  462,   1008. 

6th  st,  bet  East  River  and  Lewis  st..(1014). 

Lewis  to  Av  D..128,  O  148,  G  240. 
271  308,  K  320,  453,  K  463,  573, 
F  .584.  874.  t893.  (925),  1095. 
'  Av  D  to  Av  C.S  39.  W  93,  K  19.5. 
271,  L  283,  W  428,  W  465.  537.  G  546, 
((j21),  653,  B  mi,  W  666,  K  705, 
K  702,  (8:^5),  K  975,  10.52,  K  1064, 
1096,    G    1106,    W   1109,    W    1110. 

Av  C  to  Av  B.  .20.  (58.  W  93.  B  193,  573, 
614,  ((520),  W  626,  6-53,  B  661,  M  664, 
734,    B   743,    (882),    W   1022. 

bet  Av  B  and  Av  A".. 68,  K  90,  M  91," 
181,  D  194,  414,  S  427.  H  704,  H  705, 
t7.52  (788).  W  795,  827.  (835),  C  837, 
919     L    929.    (1059),    R    1066,    (1103). 

Av  A  to  1st  av..6S,  128,  O  197,  271, 
7.34,  961,  1096,   1099,   H   1106. 

1st  av  to  2d  av..20.  E  34.  414,  418, 
G  424,   M  426,  P  664,  874. 

2d  av  to  Bowery.. 20,  S  40,  R  242,  414, 
L  425  R  587,  H  704,  H  705,  M  706, 
E  744. 

7th  st,  Lewis  to  Av  D..128,   181,  225,  453, 
653,   U   6(56. 

Av   D   to   av   C..68,   B  87,   308,   G  387, 

4.53     T     465,      (.543).    D     583,    G  663, 

S    (565.     (835),    G    8S3,    961,    T  978, 
A    1015,    H    1063. 

Av   C   to   Av   B..20,   G   145,    (191),  271, 
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308,   037,    (543),    C   545,    O   747,   919, 

W  «31,   901. 
Av  B  to  Av  A..H  30,   (85).   (279).   (,j81), 

B  .583,  E  (J02,   (742).   (970).  M  97(i. 
Av   A   to    1st   av..08,    (85).   J   99,   J   540, 

014,    010,    T   020,    094,    E    704.    G   704. 
1st  av  to  2a  av..B  144,  30.8,  49i;.  J  .500, 

S    (;20,    *051,    053.    R    005,    734,    874, 

877,    R   889,    (1059). 
2d  av  to  3d  av..l81,  M  197,  537,  L  547, 

734,    (835),    D    1002,    S    lOOG. 

Sth   St,    Lewis    to    Av   D...347,    S   355,   614, 

1052. 
Av   D   to    Av   C..(32),    132,   E    145,   344, 

417,    (422).   P  42(>.   S  4(j5,  57^   S   748, 

B   837,    S    978.    1008. 
Av  C  to  Av  B..08,  J  SO,  128,  181,  A  193, 

C  281,   T  427,  453,    (543),   053,   S  005, 

827,  C  927,  S  931,  W  931,  901,  S  978, 

(1059),   R  10C(>,   S  1007,   1090,  R  1108, 

S    1109. 
Av   A    to   2d   av..K   37,   (i8.   J   90,    S   93. 

225,  229,  C  239,  D  239.  F  239,  M  241. 

270,  (279),  B  280,  S  285,  379,  F  4(;2. 
M  580,  014,  A  022,  G  (523,  094,  J  705, 
734.  B  74:!,  B  789,  B  790,  S27.  P  841, 
T  .842,  873,  874,  S  890,  918,  J  928, 
T  931. 

2d  av  to  3d  av..l9,  M  37.  08.  (191), 
T  198,  (.351),  (.503),  094,  (701),  H  74.5, 
C    838,    S    842,    S    931,    (1014). 

Lafayette    pi    to    Broadway.  .*S70. 

Broadway    to    Greene.  .W    10(>8. 

Greene    to    5th    av..(142),    S'   1007. 

5th  av  to  0th  av..L  354,  734,  O  747, 
G    1003. 

9th  St,  Av  D  to  Av  COS.  F  .88.  K  90.  \V  91, 
181,  (191).  S  198,  225.  B  2:!.S,  K  240, 
308.  (.310),  344,  415,  014.  ((^20), 
E  0(;2.  827,  (970),  K  974,  1008,  (1014). 
K  1(J04. 
Av    C    to    Av    A.. 20,    12.8,    181,    E    2.39. 

271,  340,  S  355,  490,  M  507,  H  003. 
779. 

Av  A  to  1st  av..271,  G  2.82,  344,  •730, 
(925),    G    927,    1090.    S    1109. 

1st  av  to  2d  av..20,  O  38.  08.  271. 
B   545,    H   584,    (000).    O    1005. 

2d  av  to  3d  av..74,  M  91,  379,   (701). 

.3d    av    to    Broadway.. H    3(i. 

Broadway  to  5th  av..(85),  *124,  (230), 
P    241,    (1059),    S    1007. 

5th   av  to  6th   av..344,   734,    R   748. 

10th  St,  East  River  to  Dry  Dock..(J8,   S  93. 

t202,  G  4(i2,  J  403,   (741),   (789).  1(.M)S. 
Dry  Docl5   to   Av   B..20.    (31).    (85).    12,S, 

132.   (142).  H  140,  T   149,  271.   M  2.S4. 

(400).    G    (J23.    A    001.    G    (;03.    S    0(;5, 

R    748,    874,    *1004,    10.52. 
Av    B    to    Av    A..M    024,    M    888,    901, 

B    971,    R    1021,    1090. 
Av  A  to  .1st  av..20.  S  .39,  CS,  225,  271, 

308,    P   320,   1324,    t511,   537,    K   540. 

K   929.    S    978,    (1103). 
1st   av   to   2d   av..08,    (85),    128,    (142), 

B   143,   225,   A   2.38,    (279).   (m4.    (702). 
2d  av  to  .3d  av..344,  E  .54.5.   H  .839. 
3d  av   to   Broadway..  (230).    (020).   i'OC.O. 

(741),    17.52,    (7,88),    F   .s;{8.    (925). 
Broadway   to   5th   av...S27,   E   927. 
5th  av  to  0th  av..«:!8,  308,  A  317,  M  970. 

1008,    H    1003. 
Greenwich  av  to  West   4th  St.. 225.  415. 

P  42(i,  918,  919.  J  974.  K  075.  E   lOT.'. 
West  4th  St  to  Hudson.. 128.  271.  M  2.S3. 

M    284,    .379.    t391.    734.     (741),    770. 

C    790,    S    794,    R    1108. 
Hudson   to   Washington.. B  143,  379. 

11th  St,  Dry  Dock  to  Av  B..20,  25,  A  .32, 
08,  S  92,  274,  A  280.  R  284,  W  2,S5, 
308,  344.  F  353,  M  .354.  (401)).  (.581). 
H  584,  Old.  A  022.  H  (i23.  0.53.  F  00.3. 
094.  R  748.  779,  G  791,  G  839,  919, 
(1059),    (1103). 

Av  B  to  Av  A.. 181,  F  191,  271,  274, 
R  284,  S  285,  W  285,  311.  (310). 
F  319.  344,  (351),  B  352,  (3.85),  F  380, 
453,    B    022,    L    1004,    L    1005. 

Av  A  to  1st  av..271.  (310),  K  320, 
S  355,  (021),. 779,  (788),  G  791,  K  792, 
919,   G  928. 

1st  av  to  2d  av..08,  Z  94,  128.  G  145, 
S  .3,88,  415,  (400),  S  4(55,  490,  R  508, 
(020),    827,     B    837,     (882),      Z    9.32, 

p  1108,  z  1110,  tin-- 

2d  av  to  3d  av..J  42.5,  4.53,  874,  901, 
F   973. 

3d    av    to    4th    av..(835). 

4th    av    to    Broad  way..  K    240. 

Broadway  to  Sth  av..(,3S5),  453,  W  588, 

919,    W    931,    S    1021. 
5th    av   to   0th   av..(i53.    B   002,    R   930. 
0th   av   to   7th   av.^C   .545. 
7th  av  to   Waverly   pi..  128,   S   149,   779, 

C  972,   L   1004. 
Waverly   pi   to    Bleecker.  .128,   225,   901. 
Greenwich  to  West..F  2.39,  B  423,  (400), 

B   401,    C   401,    G   4(!2,    F    023. 

12th  St,  Dry  Dock  to  Av  C..H  30,  572, 
W    588,    614,    K    (524.    Z    1110. 

Av  C  to  Av  B..(58.  B  87.  S  93.  12.8, 
P  145.  R  197.  (.351).  K  .3.53.  (.3S5). 
573.  G  .5,84.  A  (501,  R  71)7,  734.  F  744, 
779,  M  793,  874,  919,  921,  9(51,  L  975. 

Av  B  to  Av  A.. 08,  W  93,  128,  (142), 
181  (2.36),  R  242,  271,  344,  G  3.53, 
415,  (422).  F  424,  J  425,  R  420,  453, 
(400),    (788). 


Av   A   to   1st   av..(58,   F  88,   S    198,   415. 

S  427,  453,  W  405,  490,   (543),   A  544, 

(882),    901,    C    972,    S    978. 
1st    av    to    2d    av..08,    (279),    (385). 
2d    av     to    .3d    av..(.504),     'OOO,     (925), 

1052,    T    1008. 
3d    av    to    4th    av...573. 
4th    av    to    Broadway.  .(701). 
Broadway    to    5th     av..(279),       M    284, 

(350).    M    420,    E    .584,   '014,       (702), 

M    700,    (741),    P    841. 
•Sth    av    to    0th    av..41.5,    F    424,    453, 

827,   S    842,    1090, 
0th    av    to    7th    av..R   92,    379,    B    380. 

H    387,    41.5,    (.581),    E    744. 
Greenwich  av  to  8th  av..B  33,  415,  734, 

V    749,    1008.    C    1017. 
Greenwich  to   West..N  930,   H   1018. 

13th  St,  East  River  to  Av  D..25,  R  38, 
73. 

Av  D  to  Av  B..20,  E  31,  08,  L  90,  P  92, 
128,  181,  P  197,  225,  K  240,  L  320, 
344,  R  <{54,  S  388,  415,  4,53,  (400), 
573,  (5,81),  G  584,  S  .587.  014.  (594, 
B  703.  H  705.  734,  H  745.  P  747. 
(7.8.S).     C    790,     (1014),     L     1004. 

Av  B  to  Av  A.  .08,  72,  A  87,  128,  T  149, 
(191),  K  195,  225,  H  282,  308,  F  318, 
W  321,  t324,  344,  t3.57,  415,  779, 
Z  795,  827,  K  840,  G  885,  R  10(5(5, 
10!Mi,    S    1109. 

Av  A  to  1st  av..271,  (279),  T  285,  379, 
t391,    (4(50),   Z   588,    (835),   901. 

1st  av  to  2d  av..08,  (80),  L  90,  S  93, 
12.S.  K  147,  181,  225,  M  241,  271, 
R  2.S4.  344,  S  3.55,  379,  H  387,  1391, 
K    .507,    49i;,    G    500,    S    889. 

2d  av  to  3d  av..W  40,  (80),  490,  (503), 
053,   905,   G   973,    ItKJS. 

3d  av  to  4th  av..tl57.  (310),  537, 
E    927,    901.    F    973. 

4th    av    to    Broadway.. E   .505. 

Broadway  to  5th  av..49(!,  (,503),  W  .508, 
1052. 

5th   av   to   0th   av..(788). 

0th  av  to  7th  av..225,  O  404,  K  024. 

7th   av    to   8th   av.  .734,    A   742. 

8th    av    to    Hudson.. 20,    I    1019,    10.52. 

Hudson    to    Washington. .(141).    W    427. 

Washington  to  North  River.. R  420, 
(925),     (970). 


East  River  to  Av  D. 


R  38, 


194, 
190, 


11th  St,  s 

73. 
s   s,    bet    Av    D    and    Av   C.. 11071. 
n    s.    bet    Av    C    and    Av    B..181,    G 

(279).    919. 
s    s.    bet    Av    C    and    Av    B..09,    K 

t24(i.   K  387,    K   745,    E    1105. 
n   s,   bet  Av   B   and  A..  (,8.82).   B  884. 
-s   s.   bet    Avs   B   and   A.. 09,   229,    C  239, 

415.    (.543),   014,  M   624,   R  025,   (788), 

(10.59). 
n  s,  bet  Av  A  and  1st  av..U  405. 
s  s.  bet  Av  A  and  1st  av..20,  09,   B  87, 

G  ,S9.  181.  W  405,  573,  R  10(5(5,  S  1007, 

F  11(1.5,  W  1110. 
n  s,  bet  1st  and  2d  avs..H  llOO.  P  111)8. 
s  s.  bet  1st  and  2d  avs..  (142),  275, 

F  282,  308,  B  317,  .573,  E  0(52,  (741), 

1090. 
n  s.  bet  2d  and  3d  avs.. 496,  6.56,  (1103). 
s    s,    bet    3d    and    4th    avs.. .537,    (1103). 
s    s.    bet    4th    av    and    University    pi.. 

E    744. 
n  s.  bet  University  pi  and  5th  av..(142), 

(4221,    F   540,   R   930. 
s  s.  bet  University  pi  and  .5th  av..H  30, 

•03,    •220.    ^305.   '493. 
n   s.   bet   5th  and  0th  avs..  (192),   I    195, 

(23(0. 
s   s,   bet   5th   and   0th   avs. .  (31(!),    (788), 

S   .842,    1008,    (1014),   B   101(5. 
n   s,   bet   0th   and   7th   avs..S   285. 
s    s,    bet    (ith   and    7th   avs.  .t246,    1052. 
s  s.  bet  7th  and  8th  avs..D  83.S,  L  1019. 
s  s,   bet  .Sth  and  9th  avs.. (58. 
s   s.   bet   9th   and    10th   avs.. 573,   M   625, 

(925),    F    10(53. 

15th   St,   n   s.   bet   Avs   C  and   B..(350).  919, 

L   929. 
n    s,    bet    Avs    B    and    A. .(279),    K    353, 

C  ,837,   C    1017. 
n    s,    bet    Av    A    and    1st    av..*63,    181, 

225.    4.53,    (400),    H   4(53,    014,    W   026, 

M   970,    K    1004,    K   1107. 
s  s.  bet  Av  A  and  1st  av..(970).  M  970. 
s  s,  bet   1st  and  2d  avs.. 308. 
s  s.   bet   2d   and  3d   avs..  (142). 
n   s.    bet    3d   and   4th   avs..  (80).    W    150, 

S   508,    H    928. 
s    s,    bet    3d    and    4th    avs..t893,    (971). 
n  s,  bet  4th  and  5th  avs..R  284,  R  321. 
s   s.   bet   4th   and   5th  avs.. (230),    (060), 

(741).  M  747.  M  841. 
n  s,  bet  5th  and  (ith^avs.^R  427,  537. 
s  s,  bet  5th  and  (ith  avs.. 770. 
n  s,  bet  0th  and  7th  avs.. .537,  H  546. 
s  s,  bet  0th  and  7th  avs.. 271,  Q  284. 
n  s,  bet  7th  and  8th  avs..E  545.  ((5(50). 
s    s,    bet    7th   and   8th    avs..T    149.    271, 

S   285,   344.    t391.    (7S9).   827,    M   841. 
n    s,    bet    8th    and    9th    avs..t840. 
s   s,    bet    8th   and   9th   avs.. 128,    N    148. 
n    s,    bet    9th    and    10th    Rvs..tl02. 

10th  St,   n  s,  bet  Avs  C  and  B..274,   B  2,80, 
B    281,    M    284,    311,    F    319,    T    4(5.5, 
499,    014. 
s  s,  bet  Avs  C  and  B..Z  322.  41.5,  Z  405, 
D   505.    .537.    B    545.    A    001.    A    703. 


n  s,   bet   Avs   B  and   A.. 25. 

s   s,    bet   Avs    B   and   A.. 20,    128,    (142), 

181,   (191),   F  194,  345,  B  352.  D  505. 

R    .587,    734,     (741),    B    743,    K    974. 

T    978,    1008,     1052,     1090,       (1103), 

P    1108. 
s   s,    bet   Av   A   and   1st   av..(31),    C  33. 

(86). 
n    s,    bet    1st    and    2d    avs., 20,    B    583. 

L    585. 
n    s,     bet    3d    and    4th    avs..  127,     225. 

(882). 
s  s.  bet  3d  and  4th  avs..P   148,  K  283, 

537,  F  .546,  P  70(5,  P  707,  1008,  P  1000. 
n   s.    bet   4th   and   5th   avs.. 225,   K   240, 

(514.    (021),    (702),    100.S. 
s   s,   bet  4th   and   5th   avs..  (31),    L   425, 

(741),   779,   T   794,   T  842, 
n  s,   bet   Sth  and  6th  avs.,  (192).   I   19.5, 

E    927. 
s   s,   bet   Sth   and   0th   avs..B   143. 
n    s,    bet    6th    and    7th    avs..0.5('). 
s   s.    bet   6th    and    7th   avs..B   238,   9(55. 
n  s,  bet  7th  and  8th  avs..U  931,  U  1008. 
n    s,    bet    8th    and    9th    avs..  181,    415, 

B    423. 
s   s,    bet   8th   and   9th   avs.. 225. 
n   s,    bet   9th   and    10th    avs.. (59,    W   94, 

(236),  t324,  H  353.  (.581),  734,  A  1015, 
s    s,    bet    9th    and    10th    avs..t246. 
s  s,   bet   10th  and   11th  avs.. 11025. 

17th  st,  n  s,  bet  Avs  C  and  B..H  146,  (236), 

L   929. 
s  s,  bet  Avs  C  and  B..225,  L  240,  (620), 

S  625,   782. 
n  s,  bet  Avs  B  and  A..  1008. 
s  s,   bet   Avs   B   and   A.. 614,   B  971. 
n   s.   bet   Av   A   and   1st   av..l28,   J    146, 

181,  2.30,  G  239,  J. 425,  453,  734,  827, 

1096,     (1103). 
s   s,   bet   Av   A  and   1st  av..S  889. 
n    s,    bet    1st    and    2d    avs.. 225,    (236), 

P  241,   C   1017. 
n    s,    bet    2d    and    3d    avs..  (701). 
n    s,    bet    3d    and    4th    avs..  (279). 
s  s,  bet  3d  and  4th  avs..  127,  .537,  K  546, 

573,    10.51. 
n  s,  bet  4th  and  Sth  avs..  (191),  E  972. 
s   s,   bet  4th   and  Sth   avs..  (543),    (581), 

(741). 
n  s,  bet  Sth  and  6th  avs..R   149,    (279), 

(503),     (543),     (581),      (882),       (883), 

G  885,  919,  H  928,   (970),   (1103). 
s  s,  bet  .5th  and  6th  avs.. 20,  271,  M  284, 

,(3.50),    (835),    1052,    O    1065. 
n    s.    bet    6th    and    7th    avs.. 415,    (660), 

(1014). 
s    s,   bet    6th   and   7th   avs. .181,    G    194, 

H  195,  M  426,  (.503),  (925),  t934. 
n  s,  bet  7th  and  8th  avs..  1096.  H  1100. 
s  s,  bet  7th  and  8th  avs.. 271.  •.5.33, 

014,  H  (J24,  7.34,  H  745,  827,  874, 

961,    H   974. 
s    s,    bet    Sth   and    9th    avs.. 738,    S   794. 
n   s.   bet   9th   and  10th   avs'.  .573,   L  585, 

779,  G  791,  N  1020,  1052,   P  1005. 
s  s.  bet  9th  and  10th  avs..R  508,   (581), 

J   792. 
s  s,   bet   10th  and   11th  avs..t799. 

18th  St,  s  s,  bet  Avs  C  and  B..(236),   (351), 

P    546,     (882),    J    886,    L     929,      904, 

G    974. 
n    s,    bet    Avs    B    and    A,. (400). 
n  s.  bet  Av  A  and  1st  av..P  197,  P  241, 

053,   901,    (970),   G   973. 
s  s,  bet  Av  A  and  1st  av..69,  P  92,  128. 

C  144,  J  140,  453,   (400),  F  402,  (925). 
s    s,    bet    1st    and    2d     avs.. 094,      1008, 
■  B  1016. 
n    s,    bet    2d    and    3d    avs.. 577,     (581), 

L  585,  ((520),  M  624,  (741),  H  745. 
s   s,  bet  2d  and  3d  avs,, (350),   (460). 
n    s,    bet   3d    and   4th   avs.. 496. 
s   s,    bet   4th   and  Sth   avs..  (86),   B   144, 

185 
n   s,   bet  Sth   and   6th   avs..T  40,    (385), 

E   838. 
s   s.    bet   Sth   and   6th   avs..  (142),    1055, 

C    1(X;2,    (1103). 
n   s,    bet    lith    and    7th   avs..T   40,    tl.^", 

271,    (2,80).    D   281. 
s   s,   bet   (ith   and   7th   avs,. (236),    (621), 

(600),     (1014). 
n  s,  .bet  7th  and  Sth  avs..*956. 
s  s,  bet  Sth  and  9th  avs.  .A  193,  1052, 

A   1104.. 
n    s      bet    9th    and    10th    avs..W    355, 

K    ,840,    W   843,    (883). 
s    s.    bet    9th    and    10th    avs.. 69,    R   92. 

•870.  lOOS,  P  1021. 


bet  Avs   B   and  A.. 379,   (400). 
Av  A  and  1st  av..(0O0),  D  062, 

Av  A  and   1st  av..(86),   B   144. 
2d   and  3d  avs..  (351),   M   354, 

3d    and   4th    avs.,B    87,    779. 
793,    R    lOljO,    B    1104. 
bet   3d   and*lth   avs..E   662,    (741). 
743,    874,   905.    1052. 
n   s,   bet  4th   and   Sth   avs..C   062. 
n    s,    bet    Sth    and    (ith    avs.. (350),    453, 

E   663,   094.   G   704,    (970), 
s   s.  bet   ,5th   and  0th   avs.,E   838. 
s    s,    bet    0th    and    7th    avs.. 271,    (280), 

D  281,    t357.  415,   H   425,   614. 
n   s,   bet    7th   and   Sth   avs..R   587,   014, 
K  663,  K  705. 


19th  St,   s  s 
n  s,  bet 

t752. 
s  s,  bet 
s   s,   bet 

573. 
bet 

N 
s   s, 

C 
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s   s,   bet   7th   and   Sth   avs..l28.    H   140, 

P  625. 
n  s,  bet  Sth  and  9th  avs..R  931. 
s    s,   bet   Sth    and   9th    avs..S   242,   309, 

B  703. 
n   s,    bet   9th   and    10th   avs..(191),   415, 

C   423,    4".;?,    537.    779,    C   790,    P   976, 

(1014),   H    1018,    1090.    (1103). 
s   s,    bet   9th   and    10th   avs..(2S0),   309, 

M   320,    S74.    H    974. 
n   s,   bet   10th   and   11th   avs..K   74.5. 

20th   St.   n   s,    bet   1st   and  2d  avs..961. 

s   s,   bet   1st   and  2d   avs..69,   74,   E   88, 

F  88 
s  s,  bVt  2d  and  3d  avs.  .(31),  O  38,  309, 

H  319,    (4(10). 
n  s    bet  3d  and  4th  avs..  184. 
s    s,    bet    3d    and    4th    avs..B    S7,    181, 

779.   N  79;},   919,   M  976. 
n   s,   bet   4th   and   Sth   avs..  (.543),   1052, 

109G. 
s  s,  bet  4th  and  Sth  avs.. (192),  I   19o, 

.345,     (.582). 
n  s.  bet  Sth  and  0th  avs.. 20.  V  40,  (o03), 

573     F    584,    734,    S    748,    779,    1096, 

B  1104. 
s    s,    bet    Sth    and    6th    avs.. 20,    R   38, 

Z   199,  Z  243,    (350),    (385),  453,  694, 

B  S37,  (970). 
s    s,    bet    6th    and    7th    avs.. 20,    C    33, 

M    91,    225,    M   320,    415,    F   424,    053, 

M   976. 
n  s,  bet  7th  and  Sth  avs.. 20. 
s  s.  bet  7th  and  Sth  avs..M  .507,  G  584. 
s  s,   bet   Sth   and  9th   avs..R  321. 
s  s,  bet  9th  and  10th  avs..W  666,  G  791, 

W   1110. 

21st    st,    n    s,    bet    1st    and    2d    avs.. A    32, 

(788). 
s    s,    bet    1st   and    2d   avs..W   93,    128, 

H   146,    (236).    M    354,    (.385). 
n   s,   bet   2d   and   3d   avs..  1052,    S    1007, 

1096. 
s  s,  bet  2d  and  3d  avs.. 827. 
n  s,  bet  3d  and  4th  avs..H  319,  094. 
s  s,   bet  4th   and  Sth   avs..  10-52. 
n    s,    bet    Sth    and    6th    avs..  (191),    226, 

573,    B    790. 
s   s,   bet   Sth   and  6th   avs.. 345,   T   749, 

H   1064,  T  1109. 
n   s,   bet    fUh   and   7th   avs.. 226. 
s   s,   bet   6th   and   7th   avs..B   061. 
s  s,  bet  7th   and  Sth  avs..  (385). 
n  s,  bet  Sth  and  9th  avs.. 20,  G  35,  225, 

C  238,   345. 
s  s,  bet  Sth  and  9th  avs..H  792,  R  930. 
n  s,  bet  9th  and  10th  avs.. 574. 

22d    st,    s    s,    bet    1st    and    2d    avs..B    544, 

E   744. 
n    s,    bet    2d   and    .Sd    avs..O    38,    R    39, 

S  242,  271,   (.544).   (7.SS). 
s  s.  bet  2d  and  .3d  avs.  .74,  C  87,  (142), 

F  1105.  M  1108. 
s  a,  bet  3d  and  4th  avs.. 20,  453,  R  464, 

T   465,    ]()9(i. 
n  s,   bet   4th   and  Sth   avs..E   1017. 
s  s,  bet  4th  and  Sth  avs..O  2.84,  M__664. 
n    s,    bet    Sth    and    6th    avs.  .L    887. 
n  s,   bet  6th  and   7th  avs.. 226.  M   1065. 
s  s,   bet  6th   and   7th   avs.. 226,   R   1108. 
n  s.  bet   7th  and  Sth  avs..G  319,   (.385), 

D  623.  734,   M   793.   E   1105. 
g   s,   bet   7th   and   Sth   avs..  133,    M   148, 

347,    F   3.53,    (741),    (742). 
n  s,  bet  Sth  and  9th  avs.. (741),  C  838. 
s    s,    bet   Sth    and    9th    avs.. 496. 
n   s,   bet   9th   and    10th   avs.. 69,    O    197. 

O    241.    271. 
s  s,  bet  9th  and  10th  avs.. A  926.  S  931. 
n  s,   bet   Tilth   and   11th  avs.. (660). 
s  s,  bet  10th  and  11th  avs.. (385). 

23d    St.    east    of   Av    B..(789). 

n  s,  bet  Av  A  and  1st  av..*824. 
s  s,  bet  Av  A  and  1st  av..(422). 
n    s.    bet    1st    and    2d    avs..D    194,    309, 

W  321,  415.  N  426,  4.53,  D  623,   (925), 

1052,     (1060). 
n  s,  bet  2d  and  3d   avs.. 827. 
s   s,  bet  2d   and  3d   avs..S  794,   S   1109. 
n  s,  bet  3d  and  4th  avs..N  91. 
s  s,  bet  4th  and  Sth  avs..W  931.  E  1017. 
s   s,   bet   Sth    and   6th   avs.. (970). 
n  s,   bet   6th   and  7th   avs..  (835). 
s    s,    bet    6th    and    7th    avs..  (86). 
s  s,  bet  7th  and  Sth  avs..W  150,  •730, 

961. 
s   s.   bet   Sth   and  9th   avs.. 694,   L  705, 

C  1101. 
n  s,  bet  9th  and  10th  avs..  (230),  C  239. 
s  s,  bet  9th  and   10th   avs.. 181,   H   195, 

R   197,    G   .506,   614. 
n    s,    bet     10th     and      11th    avs..  (236), 

D    239,    873. 
n   s,   west   of    11th  av..(142),    (143). 

24th   st,    n   s,   bet   Av   A   and   1st   av..tS93. 
s   s.   bet  Av   A   and   1st  av..271,    (279), 

(701). 
n    s,    bet    1st    and    2d    avs.. 309,    M   320, 

M  586,   874.  « 

s    s.    bet    1st    and    2d    avs.. 20,    C    33, 

t324,  345,  H  886,  S  890. 
n  s,  bet  2d  and  3d  avs.. 20,   (31),  H  36, 

S  39,  69,   (80),  W  94. 
n    s,    bet    3d    and    Lexington    avs..  (86), 

C   505.  . 

s  s,   bet  3d   and  Lexington   avs..S   1109. 
n    s.    bet    Lexington    and    4th    avs.. 220, 

G  .506. 


n  s,  bet  4th  and  Madison  avs.. 69. 

n  s,   bet   Sth   and  Oth  avs..R  242.   t246, 

496,    K    5(t7,    •6.52,    .S74.    K   ,S,S6. 
n    s.    bet    (!th    and    7th    avs..  (236),    300, 

M  SS7,    (970). 
s   s,   bet  Oth   and   7th  avs.. 094. 
n   s,   bet   7th   and   Sth    avs..F   023,    827, 

F   885. 
n  s,  bet  Sth  and  9th  avs..L  147,   (501), 

(544). 
s   s.   bet   Sth   and   9th   avs..M  91,    (142), 

(279),    (788),    (11(13).  • 

s  s,  bet  9th  and   10th  avs..  (230),   (.582). 
s    s,    west    of    11th    av..(1059),    (1060). 

25th   st,   n   s,   bet   Bast   River   and   1st   av.. 

1893. 
s    s,    bet    East    River    and    1st    av..(31), 

G   35,   t45. 
n    s,    bet     1st    and    2d    avs.. 09,     (835). 
s    s.    bet    1st    and   2d    avs.. 271,    M    283, 

loss,   S  1067. 
n   s,   bet   2d   and  3d   avs.. 69,   S   92. 
s    s.    bet   2d   and   3d   avs. .(192),    M   197, 

4.53,   M  464,   M  507,   1550,  919,   C  927, 

10.52,    M    lOliS. 
n    s,    bet    3d    and    Lexington    avs..  133, 

(102),    (621),    N    841. 
s    s.    bet   3d   and   Lexington   avs..C   505, 

1099. 
s   s,  bet  Lexington  and  4th  avs..H  540, 

B    1104. 
s   s,    bet   .5th    and    Oth   avs..T    198,   490, 

1052.    (1060). 
n    s.    bet    Oth    and    7th    avs.. (192),    537, 

(702). 
n  s,  bet  7th  and  Sth  avs..W  1.50,   (385), 

L   746,    F    1018. 
s  s,  bet  7th  and  Sth  avs..S  197,  379. 
as,   bet  Sth  and  9th  avs..  (001),  C  002. 
s   s.    bet   Sth    and   9th    avs..  128,    A    143, 

415,  C  424,  J  425,  W  708,  W  749. 
n    s.    bet    9th    and    10th    avs.. 69,    M    91, 

961,    M   976. 
s  s.  bet  10th  and   11th  avs..Z   1022. 

26th    St.   s   s,   bet   East   River   and   1st   av.. 

•fS93. 
s    s.    bet    1st    and    2d    avs.. 226,     (279), 

(316). 
n   s.    bet   2d    and   3d   avs.. (835),    R  842. 
n    s.    bet    3d    and    Lexington    avs.. J    36, 

G    387,    (.504),    574,    (581),    874,    019, 

F  927. 
s    s,    bet    3d    and    Lexington    avs. .(621), 

R   794. 
n   s,   bet  Lexington   and  4th  avs.. G_  928. 
n  s.  bet  Madison  and  Sth  avs..B  545. 
n    s,    bet    Sth    and    6th    avs.. 415,    496, 

(742),    10.52. 
s   s,   bet  Sth   and   Oth   avs.. 537,   G   1106. 
n    s,    bet    Oth    and    7th    avs..F    34,    453, 

653,    lOOS. 
s   s,    bet   Oth   and    7th   avs..C   SS,    S   93, 

F    353.   M   388,    A   789. 
n    s,   bet   7th   and   Sth   avs.. (742). 
s  s,  bet   7th   and   Sth   avs..  (351),   J  3.53. 
n  s,  bet  Sth  and  9th  avs..G  140,  G  281, 

961,   H  974. 
s  s,  bet  Sth  and  Oth  avs.. (350). 
n    s     bet    Oth    and    lOth    avs.. 014,    094. 

697.   M  706,   W  70S.   tS93,   1008,   1011. 
s   s,   bet   Oth  and   10th   avs.. 614. 
n  s,  bet   10th   and   11th  avs.. 226,    (236), 

W  243    415,   1468,   B   ,504,   B   50.5. 
s  s,  bet   10th  and  11th  avs.. 617,  B  884. 

27th  st,  n  s,  bet  1st  and  2d  avs.. 181.  M  190, 

Z   428.   A   (;01,   A  926.   Z   932,   Z   1022, 

1052,    G    1063,    T    1008. 
s  s,  bet   1st  and  2d  avs..W  509. 
n   s,   bet  2d  and  3d   avs.. .537. 
s   s,   bet   2d   and  3d   avs.. 74,   C  88. 
s  s.  bet  3d  and  Lexington  avs..(j9.   (543). 
n   s.   bet   Lexington   and   4th   avs..B   87, 

490,   W  509. 
s  s.  bet   Lexington  and  4th  avs..W  795, 

(1103). 
n    s,    bet    Madison    and    Sth    avs..^051. 

0.53. 
■  s    s,   bet    Madison    and    Sth    avs..B   545. 
n   s.   bet   Sth  and  Oth  avs..  (191),   I   195, 

A  544.  G  .546. 
s   s,   bet  Sth   and  Oth   avs.. 226. 
n    s,    bet   6th    and    7th    avs.. 734. 
s    s,    bet    (ith    and    7th    avs.. 734,    (970), 

1052.    M    1005,    (1103).    B    1104. 
n  s    bet  7th  and  Sth  avs..  (385).   P  388, 

lOOti,    F    1105. 
s  s,   bet   7th   and  Sth  avs;.P  88,   P  841. 
n   s,   bet   Sth    and   9th   avs.. 574. 
s    s,    bet    Oth    and    lOth    avs.. 20,    (32). 

M  37,    (741),   (S83),  H  880. 
n  s.  bet  10th  and  11th  avs..C  193,  G  506, 

1096,  C  110.5. 
s    s,    bet    10th    and    11th    avs.. 496,    574, 

W  588. 

2Sth   st,    n   s,    bet   Av   A   and    1st   av..t430. 
n  s,  bet   1st   and   2d  avs.. 181,    (230). 
n    s,    bet    2d    and    3d    avs..  181,    L    190, 

S    S42,    961,    F    1063,    S    1067. 
s   s,   bet   2d   and   3d   avs.. 20,    R   38.    09, 

K   90. 
n   s.  bet  Lexington  and  4th  avs..B   144. 

(021),    919. 
s    s.    bet    Lexington    and    4th    avs.. 271. 

309,    C   318,    Z   322,   490. 
n    s,    bet    4th     and     Madison    avs.. 780, 

S  794. 
n    s,   bet    Madison    and    Sth    avs..C    790. 
n  s,  bet  Sth  and  Oth  avs.  .L  420,  694. 


s  s,  bet  5th  and  6th  avs.. (423). 

s   s,   bet   (ith   and   7th   avs..C  684. 

n    s.    bet    7th    and    Sth    avs..N    91,    128, 

O    148,     N     197,      (400),      (621),    780, 

O  793. 
s    s,    bet    7th    and    Sth    avs.. 415,    1096, 

F   1105. 
n   s,    bet   ,Sth   and   Oth   avs.. 614,    (1015). 
s   s,   bet   Sth   and   Oth   avs.. 453,    P   464. 
n    s.    bet    9th    and    10th    avs..(J9,    (SO), 

K  90,  S  93.  271,  309,  *r,S3,  779,  H  792, 

.S74,    D    IKtS. 
n   s.   bet    10th  and   11th   avs..  (80),  J  90, 

(660),    M    llOS. 

29th    st,    n   s,    bet   East   River   and   1st   av.. 
653,    M   6(i4,    094,   O   706,   874,    (S82), 
P   8SS 
n  s.  bet^  1st  and2d  avs.. 181,  309,  B  318, 

tsoi. 

s   s,   bet   1st   and   2d   avs.. (660),   D   884. 
n    s,    bet    2d    and    .3d    avs..  128,    A    143, 

M    283,    379,     (3S5).    B    583. 
s    s.    bet    2d    and    3d    avs..  (142),    (236), 

W    .355,    .537.     (.54;_!),    S    548,    W    548, 

S   707,   W  70S,    (741). 
s     s,    bet     3d     and     Lexington    avs.. .540. 
n  s,  bet  Lexington  and  4th  avs..H  1064. 
n   s.   bet  .5th  and   6lh  avs.. (741). 
s  s.  bet  Sth  and  Oth  avs..W  243,  Q  320, 

1(X)8,    I    1019,    P    1021,    1090. 
n    s,    bet   Oth   and    7th   avs.. (925). 
s  s.  bet  6th  and  7th  avs..B  461,   (621), 

734,   N   SS8,   S  889. 
n   s.  bet   7th  and  Sth  avs.. (350),  S  626, 

KJOS. 
s  s,  bet  7th  and  Sth  avs..t45. 
s   s.    bet    Sth    and   Oth    avs.. 961,    P   976. 
n   s,  bet  lOlh  and   11th   avs..t799. 
s   s,    bet    10th   and   11th   avs.. 453. 
n   s,    west   of    11th   av..(661),   S   665. 

30th  st,  n  s,   bet   1st  and  2d   avs..H  89. 
n  s.  bet  2d  and  .3d  avs.. 74.  H  89,  L  283, 

345,     (tUil). 
n    s.    bet    3d    and    Lexington    avs..*177, 

381. 
s  s.   bet  3d  and  Lexington  avs..T   1007. 
n    s,    bet    Lexington   and   4th   avs.. I   89. 
s   s.    bet    Lexington   and   4th   avs..P   92, 

653,   874,   D   884. 
n  s,  t)et  4th  and  Madison  avs.. 128,  614, 

G    1018.. 
s  s,  bet  Madison  and  Sth  avs..E  583. 
n   s,   bet   Sth   and   6th   avs..H   89. 
n   s,   bet   6th   and   7th   avs..C   703. 
s    s,.bet    Oth   and    7th    avs..t202,    t511. 

961,    1008.   tl071. 
n  s.  bet  7th  and  Sth  avs.. (142),  H  425, 

M   580. 
s  s,   bet  7th  and  Sth  avs.. (741),  C  790, 

J   792,   O   703,   M    1107. 
n    s,    bet    Sth    and    Oth    avs..  1008. 
s    s,    bet    Sth    and    Oth    avs..  (702),    734, 

874,   L   929. 
s  s,   bet   10th  and  11th   avs..  (971). 
s    s,    west    of    11th    av..C    023,     (788), 

S   977. 

31st   St.    n   s,    bet   East   River   and    1st    av.. 

C  972. 
s    s.    bet    East    River    and    1st    av..830, 

(835). 
n    s,    bet    1st    and    2d    avs.. 271,    P    282, 

490,  V  508,  (741),  874.  R  889,  V  890. 
s    s,    bet    1st    and    2d    avs..  128.    D    145, 

181,    (191).    V   198.   809,    H  319,   413, 

G  424.   B  1104.   S   1109. 
n  s,  bet  2d  and  3d  avs..M  064,  S  665. 
s    s,    bet    2d    and    3d    avs.. 053,    S    665, 

A   926.   W   931. 
n    s.    bet    Lexington    and    4th    avs.. 537, 

E   54.5.   S   .548. 
s    s.    bet   4th    and    Madison    avs..B   318, 

B   703. 
n    s,    bet    Madison   and   Sth    avs..E    505. 
n    s.    bet    Sth    and    Oth    avs.. 20.    A    32, 

(142),   E   744,   780. 
s    s,    bet    5th    and    Oth    avs..  (86),    379, 

(461). 
s    s,    bet    6th    and    7th    avs..M    91,    490, 

M    507,     (925). 
s   s,   bet  7th  and  Sth  avs..F  35. 
s  s,  bet  Sth  and  9th   avs.. (59.  415. 
n    s,    bet.  9th    and    10th    avs.. 734,    919, 

W  931,  901. 
s    s,    bet    9th    and    10th    avs.. 453,    653. 

N    1020,    N    1065,    1090,    S    1108. 

32d    St.    s    s.    bet    East    River   and    1st    av.. 

737,  D  744,  C  972. 
n    s,    bet    1st    and    2d    avs.. 345,    tl071. 
s    s.    bet    1st   and   2d   avs.. 379,    R   388, 

(.503),    (.501).    L    507,    .537.    tSOl,    094, 

t840,    D    884,    1008,    R    1108. 
s   s,   bet  2d  and  3d   avs..M  841,   N   888. 
s   s.   bet  .3d   and   Lexington   avs..K   546, 

7.34. 
n    s.    bet    Madison    and   Sth    avs..D   239, 

H    1019,    L    1019. 
s    s,    bet    Madison    and    Sth    avs. .(192), 

I    195,   E   .505,   S   587. 
n   s,   bet   Sth  and  Oth   avs..  (142),    (192), 

I  195.   (237),  379.  490,  W  .509. 
s  R,  bet  Sth  and  Oth  avs..  181.  K  195. 
s    s,   bet    Oth    and   7th   avs.. 827,    T   842. 
s    s,    bet    Sth    and    9th    avs..*220. 
33d  st,  s  s,  bet  1st  and  2d  avs..L  387,  053, 

S  748.  V  749,   874,  H  886,  1052, 

B  1002. 
n  s,  bet  2d  and  3d  avs.. 226,  A  238, 

A  926,  B  971,  H  1064. 


NOTE,— When   in  doubt   as   to  the   meaning  of   the   signs  used,    consult  the  key  on  page  3. 
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s    s,    bet   2d   and   3d   avs..(192),    (317), 

(]oao). 

n    s,    bet    3d    and    Lexington   avs..S    93, 

V   03,    I    14(j,    S   2-12,    I    928. 
s  s,   bet  3d   and  Lexington  avs..lOl58. 
n  s,    bet   Lexington   and  4th   avs..D  515, 

D  .'')83,   D   10IJ2. 
n   s,   bet  -1th   and   Madison   avs..M  547. 
s  s,  bet   Madison  and  5th  avs..(58]). 
n  s,  bet  5th   and  tith   avs..(ll»l),   I   195, 

115,    N    12(i,    871,    OGl. 
n    s.    bet    Cth    and    7th    avs..P    38,    131, 

S   119,,   E   (i(;2.  »)97. 
n  s,  bet   7th   and   8th   avs..D  lfi2. 
n  s,   bet  8th   and  Dth   avs..E   741. 
s    s,    bet    8th    and    9th    avs..*220,    379. 
s  s,  bet  9lh  and   lOth  avs..9(;i. 
n  s,  bet  Kitli  and   1  Ith  avs..(92<;). 
s  s,  bet   ]()th  and  11th  avs.,B  143. 

34th    St,    u    s,    bet    East    River    and    1st.. 

t7.i2. 
n    s,    bet    1st    and    2d    avs..H    195,    22(1, 

t710. 
s  s.  bet  1st  and  2d  avs..l81.  271,  H  283, 

H  310,   K  320,  r,91,   F   701,   H  928. 
n  s,  bet  2d   and  3d  avs..4.53,   B  6G2. 
.     s  s.   bet  2d   and  3d   avs..(741). 

n  s,  bet  3d  and  Lexington  avs..20,  S  40, 

S   791,    10.52.    T    1008. 
s   s,    bet   3d   and   Lexington   avs. .  (10150). 
n   s,   bet   Lexington  and   Park   avs..*177, 

C    972. 
s    s.    bet   Lexington    and   Park    avs..49(!, 

537,  P  54(). 
s    s,    bet    Park    and    Madison    avs..9f!l. 
s    s,    bet    Madison    and    5th    avs..t51]. 

t629. 
n    s,    bet    5th    and    Oth    avs..O    92     12S, 

P    118,    t2(l2.      t324,      M     42(i,     (788), 

(835),    S   889,   M   030,    (070). 
s   s,   bet   5th   and   (ith   avs..(237),    (310), 

(G21),    (701),   G  885.    (1103). 
n   s,    bet    Cth   and    7th   avs...i7li. 
s    s.    bet    (ith    and    7th    avs..379,    E    (!(;2, 

734,  901,  I  1019.  K  l(l(!l,  1090,  B  1101. 
n   s,    bet   7th   and   8th   avs...574,    D   583, 

H  704,  K  840. 
s    s,    bet    7th    and    8th    avs..20,    P   38, 

379.   053. 
n  s.  bet  Sth  and  0th  avs..H  88fi. 
s  s,  bet  Sth  and  9th  avs..20.  S  39,  271. 
n  s,   bet   9th   and   10th   avs..271. 
s  s,   bet  9th  and  10th  avs..S  39,  S  427, 

D   884. 
n  s.  bet  10th  and  11th  avs..(.581),   (021), 

*1092. 

35th  st,   n   s,   bet   East    River   and    1st   av.. 

E    972. 
s   s.   bet   1st   and   2d   avs..20,   D   239. 
n  s,  bet  2d  and  3d  avs . .  A  7.S9. 
n  s,  bet  Lexington  and  Park  avs..E  (5()3. 
s  s,  bet  Lexington  and  Park  avs..E  .505, 

L    1004. 
s   s,   bet   Park  and  Madison  avs..D  972. 
n    s.    bet    5th    and    0th    avs.. 09,    M    91, 

U  587.  S  S.S9,  U  890.  (lOIJO). 
s    s,    bet    Sth    and    0th    avs.. 20,    P    31. 

N  38.  GO,  181,  (101).  220,  (2,37).  S  212, 

M   426,    G.53,    R   005.    001,    (7SS).    827, 

M  030,   (079),    (1103). 
n   s,    bet    0th    and    7th    avs..F    ]0fi3. 
s   s,    bet   Gth   and    7th    avs.. 570,    D   (>23. 
n    s.    bet    7th    and    8th    avs..  (385),    574, 

G    584,    004,    B    703,    (741),    874. 
s  s,  bet   7th  and  8th  avs..C  424,  C  505, 

•COO,   C   1017.   L   1010. 
n  s,  bet  Sth  and  9th  avs..S  4(!5,  S  1021. 
s    s,    bet   Sth    and   9th   avs.. .537.   V   548, 

S  748,  783.  A  780.  870,  H  880,  M  llOS. 
n    s,    bet    0th    and    10th    avs.. .309,    734, 

D  743,   S  718,   I   810.   D  972. 
s    s,    bet    9th    and    10th    avs. .129,    181, 

(400).     (501).     M    507.     *052.     B    703. 

G   7114.    O   70G.   918.    919.   901.    K   975. 
n   s,   bet    10th   and   11th   avs..t45. 
s  s,  bet  10th  and  11th  avs..  (581),  (882), 

*1092. 

SOth   st,   s   s,   bet    East    River   and    1st    av.. 
flOS. 

n    s,    bet    1st    and    2d    avs.. 220,    t934. 
n   s,   bet   2d    and   3d   avs.. A   GCl. 
n    s,    bet    .3d    and    Lexington    avs..G95, 

C  703,   731. 
s    s.    bet    Lexington   and    Park    avs..49G, 

S  508,   1008,  D  1017. 
n   s,    bet   .5th   and   0th   avs..H   282,   .379, 

W  .3.S9,  537,  M  547,  014,  M  024,  M  025, 

H   1018. 
s    s,    bet    Sth    and    Gth    avs.. 271.    (7.80). 
n   s,   bet   0th   and   7th   avs.. 001,    W  070. 
s    s,    bet    0th    and    7th    avs..  (102),    007, 

B   780,   871,   K   8.S0,    (025). 
n  s.  bet  7th  and  Sth  avs..M  37,  B   144. 

181,  B  789. 
s    s,    bet   7th    and   Sth    avs.. .309,    J    319. 
n   s.   bet   Sth   and   0th   avs.. 574,    M   .5.S0. 
s    s,    bet    Sth    and    9th    avs.. 220,    379, 

B   38G,  901,   D   972. 
n    s,    bet    9th    and    10th    avs.. 20,    R   38, 

129,   1.34,  A   143,   D   145,   W   150,  226, 

C  239.  399,  M  320.  W  3.55,  1052. 
s   s,   bet   9th   and   10th   avs.. 129,   S   198, 

345,    B    1010. 
n  s,  bet  10th  and   11th  avs..tr)91. 
s   s.   bet   10th   and   11th   avs..t45,   L   90, 

315,  L  403,  604,  7.S0,  L  792,  1893. 
n   s,   west  of   11th   av..(237).   9(35. 

37th   st,   n   s,    bet   East   River   and    1st   av.. 
K    1019. 


n    s.    bet    1st    and    2d    avs..G9,    R    404, 

R  587,   B  703. 
n   s,   bet  2d  and  3d  avs..H  36. 
s    s,    bet    2d    and    3d    avs.. A    601,    901, 

L   075,    (1000). 
n    s,    bet    3d    and    Lexington    avs.. 415, 

V  427. 
s  s.  bet  3d  and  Lexington  avs.. 20,  W  40, 

P  744.     . 
n    s.    bet   Lexington   and   Park   avs.. 274, 

919,    P   9.30. 
n    s,    bet    Park    and    Madison    avs..  1008. 
s  s.  bet   Park  and  Madison  avs..  109,8. 
n    s,    bet   5th   and   0th    avs..S    198,    6.53. 
s    s,    bet    Sth    and    6th    avs..t430,    453, 

P    747. 
s    s,    bet    6th    and    7th    avs.. 60,     (351), 

537,   P  .838. 
n  s.  bet  7th  and  Sth  avs.  .0  386,  W  10G8. 
s    s.   bet   7th   and   Sth   avs..G95,   W   708. 

*870,   1090.   M   1107. 
n    s,    bet    Sth    and    9th    avs..  129. 
s  s.  bet  Sth  and  9th  avs..B  743,  B  1104. 
n    s.    bet    9th    and    10th    avs.. 27,    B    33, 

181,   271.    C   281,   .537. 
s    s,    bet    9th    and    10th    avs.. 129,    134, 

A    143,   22(!,    C  239,   *411,   .537,   P   546, 

G   .54(i,    095,    P    701,    061,    B    971. 
s  s.  west   of   11th  av..90S. 

38th  St.   n  s,   bet   1st  and  2d  avs.. 20,   L  37, 

tl02. 
s  s,  bet   1st  and  2d  avs.. 181,   (1014). 
n    s,    bet    Lexington    and      Park      avs.. 

P    970. 
s    s,    bet    Lexington    and    Park    avs.. 129, 

A    143.    D    144,    827,    I    840,    961. 
n  s,  bet  Madison  and  Sth  avs.. 69,   C  88, 

(142),    M    970. 
s    s,    bet    Madison   and    Sth   avs..H    .585. 
n    s,    bet    Sth    and    6th    avs..tl02,    129, 

M    241,    (317),    C    461,    Q    747. 
s   s.    bet   Sth   and   6th   avs..S   30,    (543), 

R   791,   919. 
n   s,    bet   (ith   and   7th   avs..M   .38. 
s    s,    bet    (ith    and    7th   avs.. 827,    S   842. 
n   s,    bet   7th   and   Sth    avs..K   282,   309, 

L  0(i4.   S   S!K».   919,    P   930. 
s   s,   bet   7th    and   Sth    avs.. 910,    P   930. 
n    s,    bet    Sth    and    0th    avs.. 309,    453, 

061,    B   071,    10.52,    M    1065. 
s   s,   bet   Sth   and   0th   avs..  (741). 
n  s.   bet  0th  and   10th  avs..  181.,   M  100. 

(.3.50),   Y   1110. 
s   s,    bet    9th   and    10th   avs.. 181,    (237), 

271,    C    281,    S    427,    ,537. 
s   s.    bet    10th    and    11th   avs.. 20.    L   37, 

L    190. 

30th    st,    n    s,    bet    1st    and   2d    avs.. 20,   21, 

(31),   A  .32,  379,   (.385).   A  380,  I  387, 

M    388,    (581),    G    581,    7S0,    A    789. 
s  s.  bet  1st  and  2d  avs.  .69,  K  9(1.  M  388, 

t430.  453.   P  402,   S  4(_iS.    ((iOl),   (830), 

Q  841,   H   974,    1090,   P   1105. 
n    s,    bet    2d    and    3d    avs.. 31.5,    G    3,53, 

E  744,  T  1022.  R  1066. 
s  s.  bet  2d  and  3d  avs.  .1090.  E  1105. 
s    s.     bet    .3d    and    Lexington    avs.. 830, 

1090,   D   1105. 
n    s.     bet     Lexington     and      Park       avs.. 

E    972. 
s     s.     bet     Lexington      and      Park      avs.. 

P    lOOii. 
n    s     bet    Sth    and    (!th    avs..4.5(i,    (742). 

(,S35).    100S,    N    1020,   10,52. 
s    s,    bet    Sth    and    (ith    avs.. 537,    (742), 

S    748.    W    031,    (1015). 
n   s,   bet    6th   and    7th   avs..  (836). 
s   s.   bet   6th   and   7th   avs..  (385). 
n   s.    bet    7th   and    Sth   avs.. 60.    t202. 
s  s.   bet   7th  and  Sth  avs.  .H  6(j3.   (835). 
n   s,   bet  Sth  and   0th   avs..L   147.   t430, 

tS.51.   .574,   M   580.    (1015).    P   1017. 
n    s.    bet    0th    and    10th    avs..M    37.    (j9. 

C   87.    (279),    J   585.   919,   W  931,   9(!1. 
s    s.    bet    9th    and    10th    avs.. (50,    V    03, 

S    1007. 
n  s.  bet  10th  and  11th  avs..F  023.  1011, 

M   1005. 
s   s.    bet    10th   and    11th   avs.. 005,    1(X)8. 

40th   st,    n   s,   bet   East   River   and    1st   av.. 

(742). 
s    s,    bet    1st    and    2d    avs.. 345,    R   S89. 
n    s.    bet    2d    and   3d    avs..L    547,    780, 

827,   R  930. 
s    s,    bet    2d    and    3d    avs.. 2.31,    K    240, 

E    741. 
s    s.    bet    3d    and    Lexington    avs..  (423), 

K   .506,    577. 
n    s.    bet    Lexington    and    Park    avs.. 21, 

R  30.  827,  E  972,  C  1016,  1O90,  D  1105. 
s    s.    bet    Lexington    and    Park    avs..(J9, 

H  .S9.   M   1065. 
n   s,   bet   Park   and   Madison  avs..D   194. 
s   s,   bet   Park  and   Madison  avs.  .M  6G4, 

C   1104. 
s  s,  bet  Madison  and  Sth  avs,.H  585. 
s   s.   bet   Sth   and   (!th   avs..  (504),    (742). 
n    s.    bet    (ith    and    7th    avs..  (32)..    231, 

(350).    (351),   (595,   097,   H   705,   S  707, 

(835). 
s  s,  bet  0th  and  7th  avs.  .B  238,  L  664. 
n  s.   bet  7th  and  Sth  avs.  .L  90. 
s    s,    bet   7th    and   Sth   avs..B    144,    827. 
s   s,   bet   Sth   and  9th  avs.. 226. 
n    s.    bet    9th    and    10th    avs.. 21.    O   .38. 

(460).    G    462,     L    463.    L    547,     734, 

B   743,    C   837,   874,    1052. 
s    s     bet    9th    and     10th    avs.. 00,     129, 

N  4(54,  (595,  N  70(5,  1008,  N  1020. 


n  s,   bet   10th  and  llth  avs..l(X)8, 

K  lOIO. 
s  s,  bet  10th  and  llth  avs..S  242,  614, 

053,  H  663,  N  604. 

41st   st,    s    s,    bet   East   River   and    1st   av.. 

(742). 
n    s,    bet    1st    and   2d    avs.. 127,    129. 
s  s,  bet  2d  and  3d  avs,. 345. 
s    s,    bet    3d    and    Lexington    avs..  (543). 
s    s,    bet   Lexington   and    Park   avs,. 453, 

O   4(54. 
n  s.  bet  Park  and  Madison  avs..L  1107. 
s   s,   bet   Park  and   Madison  avs..D   194. 
n  s,  bet  Madison  and  Sth  avs.. 181. 
n   s,   bet   6th   and   7th   avs..  (504). 
s  s,  bet  0th  and  7th  avs.  .(280).  874. 
s    s,    bet    7th    and    Sth    avs.. 780,    *870, 

100(5. 
n   s,    bet    Sth    and    9th    avs.. 226,    (351), 

A    8.52,    tC29,    H    928,    G    974,    1096, 

S  1109. 
s  s,  bet  Sth  and  9th  avs.. 21,  GO,  B  87, 

120,  M  426,  E  838. 
n  s,   bet  0th  and   10th   avs..  120.   H   146. 
s   s,    bet   0th   and    10th   avs.. (317),   537, 

538.   M   .547,   0.53,   R   COS,   874. 
s  s,  bet  10th  and  llth  avs.. 271,    (543), 

874,    010. 

42d   St.    n    s,    bet    East    River   and    1st    av.. 

(789), 
s   s.   bet   East    River   and    1st   av..(742), 

(789): 
n    s.    bet    1st    and   2d    avs.. ISO,    W    198, 

496,  J  506,  J  974,  1008. 
s  s,  bet  1st  and  2d  avs.. 69,  S  93,  379, 

B  386 
s  s,  bet  2d  and  3d  avs..  (32),  (504). 

S  625,   D   1062. 
n   s,    bet    Lexington   and   Park   avs.. 780. 
n   s.   bet   Sth   and  6th   avs.. (142),   (191), 

(192).    I    19.5. 
n    s,    bet    (ith    and    7th    avs..  (31),    (86), 

(460).  S  464,   (1103). 
s   s,   bet   Olh   and   7th   avs.. (504),    (925), 

U   978. 
n  s,   bet   7th    and   Sth.  avs.  .129,   H   146, 

734,    S    978. 
s    s,    bet   7th   and   Sth   avs.. 226,    (317), 

379,  P  388,  L  929,  S  1021. 
n   s,  bet  Sth  and  9th  avs.. 21,  69,  S  92, 

(237),  5.38,  S  518. 
s   s.    bet    81  h   and   9th   avs..  129,    H   146, 

312,   734,   (970). 
s   s,   bet  9th   and   10th   avs..  129,   B   144, 

S  149,    (385). 
n  s,  bet  10th  and  llth  avs..  (317),  L  .547. 

D  662,  K  1019. 
n    s,    west    of    llth     av..tl57,       (701), 

(742). 

43d   st,    u   s,    1st   and   2d   avs.  .R    148,   415, 

496,   (503),  S  508. 
s  s,   1st   and  2d  avs..  (.385),   1096. 
n  s.  2d  and  3d  avs.  .220,  S  242,   E  927. 
s   s,   2d    and   3d   avs.  .226. 
n  s,  3d   and  Lexington  avs..  1055. 
s    s,      bet      Lexington     and     Park.  .780, 

(1060). 
n  s,  Sth  and  6th  avs.  .1   1019.   (1103). 
s  s,  Sth  and  6th  avs.  .(31),  K  36,   (701). 
s  s,  bet  0th  and  7th  avs.  .(142),  W  150, 

S  380,  574.  C  583,  1008. 
s  s.  7th  and  Sth  avs.  .G  .54(5.   (lOGO). 
n   s.   Sth   and   0th   avs.  .27.   G  3.5,   M  38, 

181,  H  195,  231,  312,   (317),  M  320,  K 

.585,   (621),  M  625,  695,  874,  E   1062, 

1090. 
s   s,   Sth  and  9th  avs.  .21,  L  37,   226,   A 

237.  961. 
n  s.  9th  and  10th  avs.  .09,  A  87,  538,  F 

545,  M  586,  095,  M  700,  W  708,  780. 
s    s.    9th    and    10th   avs.  .C   461,    D   744, 

1052. 
s  s,  bet  10th  and   llth  avs.  .M  107. 
n    s.    west    of    llth   av..(317),    (422),   E 

424,  (503). 

44th  st,  n  s,  bet  1st  and  2d  avs.  .S  149, 

226,  S  242,  (070).  K  075. 
s  s,  1st  and  2d  avs..F  744. 
s  s,  2d  and  .3d  avs.  .21,  D  34,  129,  G14, 

F  623.    (701). 
s  s,  3d  and  Lexington  avs.  .K  840. 
n    s,    bet    Sth    and    0th    avs..  (191),   220, 

S  842,   (970).   E  972,   10.52. 
s  s,  bet  Sth  and  Gth  avs.  .E  545.  I  1019. 
n  s.  bet  Gth  and  7th  avs.  .21,  Y  41,  69, 

345,  415,  F  424,  jSH,  874. 
s  s.  bet  Gth  and  7th  avs.  .0   194,  961,  B 

1061. 
n  s,  7th  and  Sth  avs.  .(86). 
s  s,  7th  and  Sth  avs.  .(581),   B  790. 
n   s,   Sth   and  9th  avs.. (461). 
s  s,  Sth  and  9th  avs.  .181,   (543),  E  545, 

(581),   E  581,   (621),   R  748,  W  749. 
n   s,   9th    and    10th   avs.  .415,    R   427,   D 

704,  735,  874. 
s  s,  10th  and   llth  avs.  .69,  F  88,  L  90. 
n   s,   west   llth  av.  .783. 
s  s,  west  llth  av..(317),   (422),  E  424. 

45th    st,    n   s,    bet    1st   and   2d   avs.  .(556,    B 
.  6(52,  C  703. 
s   s,   bet   1st  and  2d  avs.  .226,  S  242,  K 

975. 
s  s.  2d  and  .3d  avs.  .A  32,   tl02. 
n  s.  3d  and  Lexington  avs..D  194,  271, 

919.  F  927. 
n   s,   Lexington  and  Park  avs..  185. 
n  s.  Park  and  Madison  avs..t325. 


NOTE,— When   In   doubt   as   to   the   meaning  of  the   signs  used,  consult  the  key  on  rage  3. 
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n  a,  b-et  oth  and  fith  avs.  .(32),   (237),  B 

504,   (OljO),  E  744,  !_)ljl,  T  'J7S,   (Kilo), 
s  s,  bet   oth   and   Ijth  avs.. (142),    (S35), 

(970),    l(:ri2. 
n  s,   (.!th   and   7th   avs..  (279),   O   547,    E 

583,    R   931,    101)8. 
s  s,   (Jth   and   7th   avs,.E   ."iS3,   B  (i(j2.  B 

(i(j3,   A  703,   E  704. 
n   s.  7th  and  Nth  avs.. (788). 
n  s.  8th  and  ilth  avs.  .(544). 
s-  s,  8th  and  9th  avs.  .874. 
n    s,    bet    9th    and    10th    avs.. (191),    B 

193,   735,   M   747,  B  884,  919,   1052,   H 

1003. 
s   s,    bet   9th   and    10th   avs.. 21,    W   40. 

(19.  D  88,  W  93,  W  94,  874,  F  973.  H 

HOC. 
n  s,   10th  and  11th  avs.  .21.  129,  L  147, 

(280),  H  705. 
s  s,  10th  and   11th  avs.  .09,    (SO),   K  90, 

P  92,  735,  827. 
s  s,  west  ilth  av.  .905. 

4Gth   St,    n   s.   East    River   and   1st   av.  .874, 

(882),   M  887. 
n  s,  bet  1st  and  2d  avs.  .20,  S  39,  (351), 

874,  901,  R  977,  B   1104.   L   1107. 
s    s.    bet    1st    and    2d    avs.  .09,    H   .S9.    S 
/      198,    220,   F   239,    (351),    (021),    (000), 

E   791. 
n  s,  bet  2d  and  3d  avs.  .181,  827.  B  837. 
s  s,  bet  2d  and  3d  avs.  .N    148,  N  420 

M   .580,   N  841. 
n  s,  bet  3d  and  Le.xington  avs.  .A  32,  K 

195,  E  583. 
s   s,    bet   Lexington   and   Park   avs.  .185. 
s   s,    bet    Madison   and   5th    avs..  129,    E 

927. 
n   s.   bet   5th   and   0th   avs.  .271,    C   402, 

014,  015,  M  025,  T  843,  L  929. 
s  s,   bet  5th  and  0th   avs..  (543),    (021), 

874,   S  890,   lOrtO,   M  1107. 
n  s,  bet   0th  and   7th  avs..H   792. 
s  s,  bet  0th  and  7th  avs.  .(317),  1090. 
n    s,    bet    7th    and    8th    avs..  (742),    W 

749,  874. 
s  s,  bet  7th  and  8th  avs.  .574,  C  583. 
n    s,    bet    8th    and   9th    avs.  .21,    490,    F 

500. 
s  s,  bet  8th  and  0th  avs..  (142),   (742). 
n    s.    bet    9th    and    10th    avs.  .09,    jl02 

(422),    (423).   S   427,    M   580. 
s   s,   bet   9th   and   lOth   avs.. 21,   181,   W 

198,  345.   L  3.54,  415,   t591,   M  004,  W 

1022,  1090. 
n  s,  bet  10th  and   Ilth  avs.  .K  540,  615, 

M  625,  827. 
s   s,   bet    10th  and   Ilth  avs.  .09,   309,   P 

320,   W  .322.  453.    (543),   E  545. 
n   s,    west    Ilth    av.  .H   30,    901,    A    971, 

1052. 

47th   St,   s   s,   bet   East    River   and    1st   av.  . 

874,  (882),  M  887. 
n  s,  bet  1st  and  2d  avs.  .874,  961,  K 

974,  K  975. 
s  s,  bet  1st  and  2d  avs.. 220,  B  281 

345,  P  3.53,  K  353,  L  3.54,  574,  (621), 

(742),  S  749. 
s  s,  bet  2d  and  3d  avs.  .129,  L  147,  015. 
n  s.  bet  Lexington  and  Park  avs.  .1289. 

t511. 
s  s,   bet   Lexington  and   Park  avs.  .1289. 
n  s,   bet    Madison   and  .5th   avs.  .1  89. 
n    s,    bet    5th    and    Oth    avs.. 735,    1090, 

(1103).   H   11(10. 
s  s.  bet  5th  and  Oth  avs.  .21,  L  37,  226 

735,  B  743,  S  842,  *870,  1099,  G 

1100. 
n  s,  bet  Oth  and  7th  avs.  .09,  271,  453, 

F  4(!2.  497.  .5;iS,   E   54.5,   F  .540.    (970). 
,  s  s.  bet  Oth  and  7th  avs.  .21,  129,  S  197, 

(279),   497,    H   880. 
n   s.   bet   7tli   and   8th   avs.  .129,    C    144, 

(385),  097. 
s   s,   bet    7th    and   8th   avs..  129,    S   149, 

181,   L  190. 
n  s,  bet  8th  and  9th  avs.  .(621),  M  624, 

t934. 
s   s,   bet   8th   and   9th    avs.  .M   025. 
n  s,   bet  9th  and   10th  avs.  .490,'  M  507. 
s    s,    bet    Oth    and    10th    avs.  .S    149,    F 

505,  S  508.  P  1021,  R  1108. 
n    s,    bet    10th    and    Ilth    avs.  .H    195, 

(279),   M   580. 
s  s.  bet  10th  and   Ilth  avs.  .B  238,  345, 

C  352,  415,  G  424,  •.533,  1008. 
n   s.    west    Ilth    av.  .09,    W    94,    V   405, 

lO-W. 
s  s,   west   Ilth  av.  .T  020. 

48th   St,   s   s,   bet   East   River   and    1st   av.  . 

095,    K   705. 
n  s,  bet  1st  and  2d  avs.  .26,  129,  (142), 

K  147,  (400),  E  462,  735. 
s   s.    bet    1st   and   2d   avs.  .379,    S   389, 

415,  L  425,  737,   C  837. 
n  s,  bet  2d  and  3d  avs.  .145,  E  505,  695, 

C   703.    735.    1052,    B    1002. 
s   s,    bet    2d    and   3d    avs.  .69.    415,    538 

574,   K  585. 
n  s,  bet  3d  and  Lexington  avs.  .L  975. 
s    s,    bet    5th    and    Oth    avs.. 653,    735, 

1008. 
n    s.    bet    Oth    and    7th    avs.  .W    979,    C 

1017,  C  1002. 
s    s,    bet    Oth    and    7th    avs .  .  •63,    129, 

(279),  E  623.  E  838.  C  1062. 
n  s,  bet  7th  and  8th  avs.  .G  462,  (543), 

S  1109. 
s   s,    bet   7th   and   Sth-  avs.  .129,    T   149, 

(504).   M  .507,  (!97. 


n  s,  bet  Sth  and  9th  avs.  .129,   (621). 
s    s,    bet   Sth    and   9lh    avs.. (31),   R  .587, 

015,   735,   O  747,   t934. 
n  s,  bet  Oth  and  10th  avs..  (191). 
n  s,  bet  10th  and  Ilth  avs.  .21,  09,  181. 
s  s.  bet  10th  and  Ilth  avs.  .(1015). 
n  s.   west    Ilth  av..(32),    C  .33. 
s  s,   west   Ilth  av.  .C  33,   1099. 

49th   St.   n   s.   bet   East    River   and    1st   av.  . 

M  793. 
s    s.    bet    East    River    and    1st    av.  .345, 

t4(iS. 
n  s,   bet  1st  and  2d  avs.  .09,   H  89,   129. 

J     14(i,    220.    H    240,    R    242,    272,    R 

284.  t40S,  053.   C  703,  R  707,  827,   C 

837,  L  1020. 
s  s,  bet  1st  and  2d  avs.  .W  41,  69,  B  87, 

129,    M    147,    (192),    W    465,    W.  509, 

574,   E  584,   901,   S  978. 
n  s.   bet   2d   and  3d   avs..  (351),   H   ,387, 

497,  B  505.  S74,  M  888.  919.  L  929. 
s  s,  bet  2d  and  3d  avs.  .1011,  J  1019. 
s  s.  bet  3d  and  Lexington  avs.  .(237),   P 

241.  109(i,  C   1105. 

n  s.  bet  Park  and  Madison  avs.  .F  .34, 
K  403,  M  004,    (925).   B  971,  C   110.5. 

s  s,  bet  Park  and  Madison  avs.  .R  747, 
L   1019. 

n  s,  bet   5th  and  Oth  avs..  (92.5). 

s  s,  bet  5th  and  (Jth  avs.  .(32),  T  40. 

n  s,   bet  Oth  and  7th  avs.  .M  37,  220,  R 

242.  780,  H  792,   M  841,   10.52. 

s    s.    bet    Oth    and    7th    avs.  .00,    129,    L 

547.  095,  B  703.   W  979. 
n  s,   7th  and  Sth  avs.  .F   194,   S  548. 
s  s,  bet  7th  and  Sth  avs.  .C  002. 
s   s,   bet  Sth   and   9th   avs.. (503),    (.543), 

P  .547. 
n    s,    bet    Oth    and    10th    avs..  (503),    A 

1104. 
s   s,   bet   Oth   and    10th   avs.. 181,   C   194, 

S  842. 
n    s.    bet    lOlh    and    Ilth   avs.  .275,   574, 

L   .585.    (10110). 
s  s,   bet   10th  and  Ilth  avs.  .780. 

50th   st,    n   s,   bet    East   River   and   1st   av.  . 

21,   tl02,   129,   K   147,  K  975.   M   1020. 
s   s,  bet   East   River  and   1st  av.  .181,   H 

195,  M  .580,  G  839,  E  885. 
n  s.  bet  1st  and  2d  avs.  .L  .507,  F  839. 
n   s.   bet   2d  and   3d  avs..B   144,    181,    B 

790,  902,   (1015). 
s  s,  bet  2d  and  3d  avs.  .G  282. 
n    s.    bet    3d    and    Lexington    avs.. 10.52. 
s  s,  bet  3d  and  Lexington  avs.  .L  97.5. 
s   s,   bet   Park   and   Madison   avs..M  5S(!>, 

874. 
s  s.   bet  Madison  and  5th   avs..  (237),  C 

239. 
n  s,  bet  5th  and  Oth  avs..  (279). 
s  s,  bet  5th  and  Oth  avs.  .(1015). 
s   s,    bet    (!th    and   7th   avs.  .S   427.    615, 

735,   D   744,   10.52. 
n   s.   bet    7th    and   Sth   avs.  .538,   574,   L 

.585,  053.    (882). 
s  s,  bet  7th  and  Sth  avs.  .(80). 
n  s.  bet  Sth  and  Oth  avs.  .21,  D   145,  K 

353,   697. 
n  s,  bet  9th  and  lOth  avg.  .574. 
s   s.    bet   Oth   and    10th   avs..  (32),   415, 

(742). 
n  s,   bet  lOth  and   Ilth  avs.  .21,  B  33. 
s  s.  bet  10th  and  Ilth  avs.  .0  35.  R  92, 

272,  962,  P  1000. 
n   s.   west   Ilth   av..tlll2. 

51st   st,    n   s,   bet    East   River  and   1st  av.  . 

M    (i04. 
s  s,  bet  East  River  and  1st  av.  .226,  W 

243. 
n   s,    bet   2d   and   3d   avs..  (422),    P   420, 

(882). 
s  s,  bet  2d  and  3d  avs.  .453,  W  4(j5,  538. 
s  s,  bet  3d  and  Lexington  avs.  .231. 
n   s,  bet  Lexington  and  Park  avs.  .t799. 
n  s,  bet  Madison  and  5th  avs.  .R  977,  P 

110.S.    - 
n  s.  bet  5th  and  Oth  avs.  .t45,  345,  1096, 

W   1109. 
s  s,  bet  5th  and  Oth  avs.  .R  197,  C  281, 

((J(iO),    097,    T   749,    (lOOO). 
n  s,  bet  Oth  and  7th  avs.  .B  2.38,  500. 
.   n  s.  bet  7th  and  Sth  avs.  .1   974. 
n  s.  bet  Sth  and  9th  avs.  .(882),  'lOOl. 
s  s,   bet  Sth  and  Oth   avs.  .M  388,  t430. 
s   s.   bet    Oth   and    lOth   avs.. 69,    182,    H 

195,   t24<;.   C   972. 
n   s.    bet    10th   and    Ilth   avs.. 21.   T   40, 

22i;,   B  23,S,   497,    (1103). 
s  s,  bet  10th  and  11th  avs.  .E  34,  09,   B 

87.   E   1017.   G   1018,    D   1002. 
n  s,  west   Ilth  av.  .21. 
s   s,   west    Ilth   av..tlll2. 

52d  St.  n  s,  bet  East   River  and  1st  av.  .70, 

P  92,   182.  K   195,  345.   K  024,  K  003, 

W  795.  827,  H  840,  M  1107. 
s  s,  bet  East  River  and  1st  av.  .P  197. 
n   s.   bet   1st   and  2d  avs..L  42(i,  015,   J 

024.   735,  G  745.  919,  R  931. 
s   s,  bet   1st  and  2d   avs.  .21,   C  33,  415, 

L  420,  4.53,  M  404,  H  880. 
n  s,  bet  2d  and  3d  avs.  .M  37,  09,  D  88, 

574.  6.53. 
n  s,   bet  3d  and  Lexington  avs.  .415. 
n    s.    bet    Lexington    and    Park    avs..B 

144. 
s    s,    bet     Lexington     and     Park    avs..B 

1016. 


n  s,  bet  Park  and  Madison  avs.  .D  88,  B 

505. 
s    s,    bet    Park    and    Madison    avs.  .226, 
.272,  P  284,  874. 
n    s,    bet    Madison    and    Sth     avs..  453, 

•1004. 
s    s,    bet    Madison    and   5th    avs.. 735,    L 

1020. 
n  s,  bet  5th  and  Oth  avs.  .W  93,  E  545, 

574,   M  930. 
s  s,  bet  5th  and  Oth  avs.  .129,  415,  015, 

V  020.  735. 
s  s,  bet  lith  and  7ih  avs.  .902,  W  1022. 
n  s,  bet  7th  and  Sth  avs..F  1105. 
s  s,   bet  7th  and  Sth  avs.  .E  744. 
n    s,    bet    Sth    and    Oth    avs.  .0    148,    O 

970. 
s   s,   bet   Sth   and  9th   avs,  .379,    1090. 
n   s,   bet   9th   and  10th   avs.  .70,   182,   W 

243,  874,  S  890. 
s  s,   bet  Oth  and   10th  avs..  129,  N  148, 

220,   (401),   H  403.   .M  929. 
n    s.    bet    10th    and    Ilth    avs.  .G    35,    B 

2S1,  C  281,  K  319,  780,  B  789.  H  792, 

827,  L  887.  W  890,   (1015),  H   1018,  L 

1020,  'lOlS. 
s  s.  bet   10th  and  Ilth  avs.  .134,   B   144. 

220,  827. 
s   s,   west    Ilth   av.  .21. 

53d   st,    n  s,   bet   Av     A   and    1st   av.  .21,    R 

39,    1591. 
s  s,  bet  Av     A  and   1st  av.  .309,  L  320, 

•824,   •870,  01)1. 
s  s.  bet  1st  and  2d  avs..  (86). 
n    s,    bet    2d    and    3d    avs.  .B    703.    827, 

874,  902. 
s  s.  bet  2d  and  3d  avs.  .379,  574,  B  062, 

095,  G   701,   t752,   ^870,   G  973. 
n  s,  bet  Park  and  Madison  avs.  .E  545. 
s  s.   bet    Park   and   Madison   avs.. 875,   H 

880,   S   1109. 
s    s,    bet    Madison    and   5th    avs.  .F   462, 

735,   C  837. 
n  s,  bet  .5th  and  Oth  avs.  .G  195. 
s   s,    bet   5th   and   Oth    avs.  .962.   G   973, 

(1000). 
n  s.  bet  Oth  and  7th  avs.  .129,   (279),   C 

318,  902. 
s  s,  bet  Oth  and  7th  avs.  .F  8-38,  t846. 
n   s.   bet   Sth   and   9th   avs.. 4.53,    P  464, 

1052. 
s  s,   bet  Sth  and  Oth  avs..*177,   574,   M 

586. 
n    s,    bet   Oth    and    10th    avs.  .B    352,    B 

544,  695. 
s   s,    bet   9th   and   lOth   avs.. 21,   275,   F 

282,    415,    .574.    095. 
n    s,    bet    10th    and    Ilth    avs.  .453,    S 

404. 
s  s,  bet  10th  and  Ilth  avs,  ,309,  D  318, 

(503).   L  507. 

54th  st,   n  s,   east   of  Av     A.  .R  977. 

s    s,    bet    .\ve    A    and    1st    av.  .70.    K   90. 

129,  K  147,  902,  K  974. 
n   s,   bet   1st   and   2d  avs.  .S  285. 
s  s.  bet  1st  and  2d  avs.  .M  388,  574,  W 

5S8,    t840,    W   931. 
n  s,  bet  2d  and  3d  avs..D  505,  828,  G 

839 
s  s.  bet  2d  and  .3d  avs.  .21,  K  37,  226. 
ns.   bet   3d   and   Lexington   avs.  .C   144. 
s  s.  bet  Lexington  and  Park  avs.  .309,  L 

.320.    10,52,    P    1001!. 
s  s,   bet    Park   and   Madison  avs..B   972, 

10.52,    1090,   H   1100. 
n   s,   bet    Madison   and   .5th   avs.  .053. 
s   s,   bet  Madison   and  5th  avs.  .962. 
n    s,    bet    5th    and    Oth    avs.  .N    320,    B 

972. 
s   s.  bet   .5th   and   Oth  avs.  .D   743,  828, 

D  838,  E  927. 
s  s,  bet  Oth  and  7th  avs,  .(279),  875. 
n  s,  bet  7th  and  Sth  avs.  .(021),  735,  H 

745.     M     888,     (971),     1008,     1053,     K 

1107. 
s   s.   bet   7th   and  Sth  avs.  .574,   S   587, 

(701),   (702),   C  703. 
n  s,   bet  Sth  and  Oth  avs..  (142),    (317), 

C   1017. 
s  s,  bet  Sth  and  Oth  avs.  ,1009,   1099. 
n   s.   bet   9th   and   10th   avs.  .345,    (851), 

L  353,  538,  735. 
s  s,  bet  Oth   and   10th  avs..  129.  E   145, 

538,   P   1006. 
n   s,   bet   10th   and   Ilth   avs.  .♦403,   782, 

A  iok;. 

s  s,  bet  10th  and  Ilth  avs,  .226,  W  749, 

F  791,  827,  828,  B  884. 
n  s.  west  Ilth  av..(835). 

55th  St.  n  s,  east  Av     A.  .311,  L  320,  1053, 

M  1107. 
n   s.   bet    1st   and   2d   avs.  .875. 
s   s,   bet    1st    and   2d   avs.  .21.   452,  453, 
•  W  4(i5.  H  540. 
s  s,   bet  2d  and  3d  avs..  (021). 
n   s.   bet   3d   and   Lexington  avs.  .415,   H 

745,   G  701. 
s   s.   bet   3d  and  Lexington   avs.  .499,   M 

.507.  •870,  1098,  B  1104. 
n  s,  bet  Lexington  and  Park  avs.  .B  837. 
s  s.  bet  Lexington  and  Park  avs.  .D  194, 

345,  R  508,  B  544,  G  540.  095. 
n   s,   bet   Park  and  Madison  avs.  .015,  P 

025. 
s   s,   bet   Park   and   Madison  avs.  .A  582, 

780.  002,  H  074. 
n  s,  bet  Madison  and  5th  avs.  .226,  311, 

B  318. 
s  s.  bet  5th  and  Oth  avs.  .E  505. 


NOTF  —When  in  doubt  as  to  the  irasnlng  of  the  slgms  used,  consult  the  key  on  page  3. 
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n  s,  bet  7th  and  8th  avs.  .*341,   497. 
s   s,    bet    7th   and   8th   avs..]82,    T    198, 

tl071. 
n  s,  bet   8th  and  Oth  avs.  .M  841. 
s  s,  bet  Sth  and  9th  avs.  .(237),  *41],  C 

1017. 
s  s,  bet  9th  and   10th  avs.  .C  927. 
n  s,  bet   10th   and   11th  avs.  .L  887. 
s   s,   bet    10th    and    11th   avs.  .0.>3,   G95, 

782,  L  10U4. 
n  s,   west  11th  av.  .t4U8. 

5Gth  St,   n  s,   bet   Av     A   and   1st   ave..l33, 

G  145. 
n   s,    bet    1st    and   2d   avs.  .129,    H    140, 

182,   C   193,   220,   C  239,   S  748. 
s   s,    bet    1st    and   2d   avs.  .t202.   309,    P 

404,    538,   539,   A   544,   577,   D    744,    P 

888   L  929 
n  "^s,    bet   2d'  and    3d    avs.  .  (.'543),    (742), 

(970),  M  970,  T  978. 
s  s,  bet  2d  and  3d  avs.  .\V  02(1 
n  s,   bet   3d   and   Le.xington   avs.  .C   2.39, 

B   920,    B    lOlG. 
s    s.    bet    3d    and    Lexington    avs.  .70,    C 

239,  828. 
s  s,  bet  Le.xington  and  Park  avs..  (830), 

C  884. 
n  s,   bet   Park   and  Madison  avs.  .B  545, 

K   1107. 
n  s,  bet  Madison  and  5tli  avs.  .E  744. 
s  s,  bet  Madison  and  5th  avs.  .E  583. 
n  s,  bet  5th  and  0th  avs.  .0  ()()2,  735. 
s  s,   bet  5th  and  (ith  avs.  .C  .34.   182,  K 

195,  C  239,  E  .584,  875. 
n  s,  bet  0th  and  7th  avs.  .4.50,  B  1010. 
s  s,  bet  0th  and  7th  avs.  .309. 
n   s,   bet    7th   and   8th    avs.  .0.53.    C   062. 
s  s,  bet  7th  and  8th  avs.  .C  .583,  D  .583. 
n  s,  bet  8th  and  9th  avs.  .G  194,  780,  B 

790,  828. 
s   s,  bet  8th   and   9th   avs.  .70,   M  91,   K 

840,  E  885,  M  .887,  W  890. 
n    s,    bet   9th    and    10th    avs.  .21,    M   37, 

C  743,   lOlJS,   1053. 
s  s,   bet  9th  and  10th   avs.  .272,   H   880, 

M    1107. 
h    s.    bet     10th    and     llth    avs.  .309.     S 

1021. 

57th  st,  s  s,  bet  .\v  A  and  1st  av.  .272. 
n  s.  bet  1st  and  2d  avs..  13.3. 
s  s,  bet  1st  and  2d  avs.  .919. 
n  s,  bet  2d  and  3d  avs.  .129.  B  144,  B 

281.  735,  F  744,  902,  P  970. 
s  s,  bet  2d  and  3d  avs.  .B  281,  345,  L 

354,  t430,  A  582,  828. 
n  s,  bet  3d  and  Lexington  avs.  .M  420. 
s  s.  bet  3d  and  Lexington  avs.  .R  lOUO. 
n  s.  bet  Lexington  and   Parlt .  .182. 
s  s.  bet  Lexington  and  Park  avs.  .S  39,  S 

93,  (.504),  (J97,  T  707,  P  841,  H  928. 
n  s,  bet  Park  and   Madison   avs.  .K  .58.5. 
s  s,  bet  Madison  and  Fifth  avs.  .E   515. 
s  s,  bet  5th  and  0th  avs.  .(i.53,  C  002. 
n  s,  bet  0th  and  7th   avs.  .V  548,  902. 
s    s,    bet    ()th    and    7(h    avs.  .453,    4.50, 

653,  C  1017. 
n  s,  bet  7th  and  8th  avs.  .T  749,   (970), 

1   1019. 
s  s,  bet  7th  and  Sth  avs.  .E  .54.5. 
n  s,  bet  8th  and  9th  avs.  .H   14(i,   (830). 
s   s,   bet   Sth    and   9th    avs.. 497,    B   .504, 

615,  R  025. 
n  s,  bet  9th  and  10th  avs.  .379,  M  420, 

B  837.  875. 
n  s,  bet  10th  and  llth  avs.  .70,  B  87,  C 

88.   (191).  F  194,  220,  J  240,  B  1010, 

1050,  S  1007. 
s  s.  bet  10th  and  llth  avs.  .S  1021. 
n  s,   west    llth   av.  .(.503). 
s  s,  west   llth  av.  .(192). 

58th  st,  u  s.  bet  Av  A  and  1st  av.  .21,  R  38, 

70,  P  930,  E  1105. 
s    s,    bet    Av    A    and    1st    av.  .L    887.    H 

.  lOlS. 
n   s,   bet   1st    and   2d   avs..t325,   G   424, 

1090,  G  1100.  M  1108. 
s  s.  bet  1st  and  2d  avs.  .185,  L  190,  231, 

(503),   E   .505,   Z   1022. 
n  s,  bet   2d  and  .3d  avs..L  840,    (1015), 

1053,  L  1005. 
s  s,  bet  2d  and  3d  avs.  .J  540,   (925). 
s   s,   bet  3d   and   Lexington   avs.  .B   281, 

L  283,   902. 
s    s,    bet    Lexington    and    Park    avs.  .21. 

P  38,  70,  K  90,   129,   P  148,   t029. 
n  s,  bet  Park  and  Madison  avs.  .H  240. 
s  s,  bet  Park  and  Madison  avs.  .F  704. 
n  s.  bet  Sth  and  0th  avs.  .D   145,   (280), 

P   747. 
8  s,  bet  5th  and  6th  avs.  .B  33,  B  87,  B 

423,   E   023. 
n  s,  bet  0th  and  7th  avs.  .M  37,  .577. 
s  s,  bet  0th  and  7lh  avs.  .A   1104. 
n  s,  bet  7th  and  Sth  avs.  .(.S.3i;),   (970). 
s   s,   bet   7th   and   Sth   avs.  .1    1019. 
n  s,  bet  Sth  and  9th  avs.  .R  149,  L  705. 
s   s,   bet   Sth   and   9th    avs.  .0   420,    782, 

(925). 
s    s,    bet    9th   and    10th    avs.  .D    239,    A 

971. 
s  s.   bet  10th  and  llth   avs.  .B   1010. 
,n  s,  west  llth  av..t7.52. 
s   s,   west   llth  av..(503). 

59th  st,  s  s,  bet  Av  A   and   1st   av.  .S  149. 
s  s.  bet  1st  and  2d  avs.  .70.  F  .88.  S  92. 

W    198,     272,     (000),     919,    1008,    W 

1022. 
n  s    bet  2d  and  3d  a  vs..  (702). 


s   s.   bet   2d  and  3d  avs.  .21.   B  33,   780, 

S  794. 
s    s,    bet   3d   and    Lexington    avs..  (142), 

(0(J0),   S   1108. 
n  s,   bet   Lex  and  Park  avs.  .1053. 
s  s,  vet  Lex  and  Park  avs.. 70,   (581),  B 

789. 
n   s.    bet    Park    and    Mad    avs.  .S   .508,    S 

lOOli,   S    10IJ7,   T   10(JS,    W   1(108. 
s  s.   bet  Park  and   Mad  avs.-.H  240. 
s   s,   bet   5th   and   0th  avs.  .574,   *052,   P 

747,  E  791,  828,  875,  D  884,  M  1020. 
s  s,  bet  0th   to  7th  avs.  .(351),   H   10(!3. 
n   s,   bet   Grand   Circle  and   Col   av.  ..379, 

E  885. 
n  s.   bet   Am  and  West   End  avs.  .497,  F 

505,  t029,  S  707,  875. 
n  s,  bet  West  End  aV  and  North  River.  . 

182,    379,   .381,    t840. 
s  s,  bet  West  End  av  and  North  River.  . 

t752. 

(KHh    si,    n    s,    bet    Av    A    and    1st    av.  .577. 

(.581),   N  .58(i,   I   974,  S  978,  S   1021. 
s  s,   bet  Av  A  and  1st  av.  .M  10li5. 
n  s,  bet   1st  and  2d  avs.  .220,   R  321,   R 

.3.54.   095,    S   707,   T   707,    (970),    1098, 

G  1018. 
s  s,  bet  1st  and  2d  avs.  .M  .37. 
n  s,  bet  2d  and  3d  avs.  .21,  453.  B  401, 

E  402,  497,  G  791,  M  793,  V  1022. 
s  s,  bet  2d  and  .3d  avs.  .226,  C  239, 

497. 
n   s,   bet   3d  and   Lex  avs..(0(iO). 
s  s.  bet  3d  and  Lex  avs.  .21.   P  38. 
n  s,  bet  Lex  and  Park  avs.  .70,  A  87,  A 

3.52.    780.    lOOS,    K    1019,    K    1107,    S 

1109.  . 
s   s.   bet   Lex   and    Park   avs.  .M   (')24. 
s  s,  bet  Park  and  Mad  avs.  .S  197. 
s   s,   bet   Mad   and   5th    avs.. (1015). 
s  s,  bet  C  P  W  and   Col  av.  .A  703. 
n  s,  bet  Col  and  Am  avs.  .C  2.38. 
n   s,   bet    Am    and   West    End   avs..  (80), 

309,    S    321,    G    .3.53,    379,    415,    (400), 

497,    »052,    H   (iO.3,    875. 
s   s,   bet   Am   and  West   End   avs.. (142), 

1,82,  S  198,  (385),  t029,  (882),  K  886, 

M  1108. 

01st  st,  n  s,  bet  Av  A  and  1st  av.  .875,  919. 
n  s.   bet   1st  and  2d  avs.  .309.   H  319,   B 

3.52.   C  .3.52,   379,   H   387,   S   791. 
s  s,  bet  1st  and  2d  avs.  .G  319,  (0)21),  E 

003.   H  974. 
s  s,  bet  2d  and  .3d  avs.  .21,  P  .38,  220,  P 

241.  .309..  M  9.30.  G  llOli. 
n   s,   bet  3d  and   Lex   avs.  .0)97. 
s  s,  bet  3d  and  Lex  avs.  .C  401,  N  625, 

D  972. 
n    s.    bet    Lex   and    Park   avs.  .C   144,    R 

149,   C   .3.52,   41.5,   C  402,   ()97. 
n  s,  bet  Park  and  Mad.  .272,  311. 
s   s.   bet   Park,  and   Mad.  .R  284,    E   744, 

n  s.   bet  C  P  W  and  Col  av.  .T  40,  t391, 

t799,  9(!2. 
s  s,  bet  C  P  W  and  Col  av.  .(237). 
n  s,   bet  Col  and  Am  avs.  .902.   T  978. 
s  s,  bet  Col  and  Am  avs.  .A  143,  345,  C 

3.52,  A  001. 
n  s.   bet    Am  and   West  End  avs.  .220.   A 

971.   G   1018,   L   1107. 
s  s,  bet  Am  and  West  End  avs.  .272,  E 

282,  ■(>53,  828,  G  839,  H  839. 

02d  St.  s  s,  bet  Av  A  and  1st   av.  .(702). 
n  s,  bet  1st  and  2d  avs.  .220,  •341,  379, 

B  .3.80,  0.53,  P  005.  M  700. 
s    s,    bet    1st    and    2d    avs.. 272,    R   284, 

(317),    .345,    780. 
s  s,  bet  2d  and  3d  avs.  .497. 
n   s.    bet  3d  and  Lex   avs.  .7.3.5,   G   74.5. 
s  s,  bet  3d  and  Lex  avs.  .220.  J  1019.  ^ 
n  s.  bet   Lex  and  Park  avs.  .272,  B  280, 

M   793,   M  929. 
s  s.  bet   Lex  and  Park  avs.  .70,  M  91,  C 

703,   E  791. 
n   s.    bet    Park  and   Mad   avs.. (1103). 
s  s,  bet  Mad  and  5th  avs.  .B  001,   1011. 
n  s,  bet  C  P  W  and  Col  av.  .W  198,  229, 

(.504),    (.582),   I   1019. 
s  s.  bet  C  P  W  and  Col  av.  .T  40,  I  403, 

(!.55,    902,    (10(50). 
n   s,   bet   Col   and   Am   avs..  (.504),    E   023. 
s  s.  bet  Col  and  Am  avs.  .21,  L  37,  379, 

(702),   E   .838. 
n   s.   bet    .\m   and   West  End  avs.  .21,   G 

35,     (191).    41.5,    G     424,     6.53,     1008, 

1009,    B    1016.    *104.8. 
s   s,   bet   Am   and   West   End  avs.. (385), 

053.   (742),  F   1003. 

03d  st,  s  s.   bet   Av  A  and  1st  av.  .F  352,   F 

402.    F  .500,    (8,82). 
s    s.    bet    1st    and   2d    avs..B   .3.3.   M    .580, 

(702).  L  705.  L  700,  S  707.  B  1010. 
n  s,  bet  2d  and  3d  avs.  .129,  220.  T  243. 
s  s,  bet  2d  and  .3d  avs.  .415,  F  424,  1009, 

.T    1022. 
n  s.  bet   Mad  and  5th  avs.  .J  10114. 
s  s,  bet  C  P  W  and  Col  av.  .229,  t511. 
n   s.   bet   Col   and   Am   avs.  ..538,   W  548, 

828,   M   .841. 
s   s.   bet    Col    and    Am    avs.  .L   240.   455, 

(4(!0),   S  405,   499,    (.8.82).   91.8,  919. 
n  s.   bet   Am   av  and  West   End   av.  .379, 

t591.    (600),    (742),    (788),  962,    (970), 

E  973. 
s  s,  bet  Am  av  and  West  End  av.  .B  33, 

B  423,  B  022,  B  002,  735. 


G4th  st,  s  s.  bet  Av  A  and  1st  av..(422), 

(400),  G  .839.  H  1063. 
n  s,  bet  2d  and  3d  avs.  .t710,  (970). 
s  s,  bet  2d  and  3d  avs.  .919,  H  928. 
s  s,  bet  3d  and  Lex  avs.  .D  318,  4.53. 
n  s.  bet  Lex  and  Park  avs.  .M  388,  J 

.540,  B  1010. 
s  s,  bet  Lex  and  Park  avs.  .182,  S  197, 

270,  (.581),  (Oi;0).  H  063. 
n  s,  bet  Park  and  Mad  avs.  .1011;  M 

1020,  N  1020. 
s  s,  bet  Park  and  Mad  avs.  .415,  L  887, 

1011,  J  1019. 
s  s,  bet  Mad  and  5th  avs.. 1009. 
n  s,  bet  C  P  W  and  Col  av.  .t325,  615. 
•  s  s,  bet  C  P  W  and  Col  av..(1015),  J 

1019. 
n  s,  bet  Col  and  Am  avs.  .309,  C  318  S 

321,  345,  M  354.  V  588,  t752,  M  9.30. 
s  s.  bet  Col  and  .\m  avs.  .21,  p.34,  H 

30,  T  40,  574,  B  .583,  653,  7.35,  D  743 

828,  D  972. 
n   s,   bet   Am   and  West   End  avs.  .B  87, 

053,   (060). 
s   s,   bet   Am   and   West  End   avs..  (191), 

226,  G  240,  S  242. 

65th  st,  s  s,  bet  Av  A  and  1st  av.  .C  837    C 

838. 
n  s,   bet   1st   and  2d  avs .  .  10.53,   S   1060. 
s  s,  bet   1st  and  2d  avs..  182,  B   193,   B 

281,  t289,  309,  A  317,  415,  L  425,  5.38, 

015,  780,  K  792,  828,  C  837,  I  840,  K 

928. 
s  s,   bet  2d  and  3d  avs.  .(742),  A  743. 
s  s,  bet  3d  and  Lex  avs.  .70,  D  8.S,  737. 
s   s,    bet   Lex   and   Park   avs.  .M  426,   M 

464,   E   584. 
n  s,  bet   Park  and  Mad  avs.  .E  545,  875. 
s  s,  bet  Mad  and  5th  avs.  .129.  ■ 
n  s.  bet  C  P  W  and  Col  avs.  .E  34.  129, 

F  973. 
s    s,    bet    C    P    W   and    Col    av.  .W   321, 

t325,   H   .500,    (.581),  015. 
s   s,   bet    Col   and   Am    avs.  .45.3,   01.5,   L 

929,   (970),   1053. 
s  s,  bet  Am  and  West  End  avs.  .(925). 
s  s,   bet  West   End   av  and  N  R.  .D  50.5. 
n   s,   bet   Mad  and   5th   avs.  .1   705. 

60th   st,   n   s,    east   of  Av  A.  .70. 

n  s,   bet  Av  A   and  1st  av..311,  780. 

s  s,  bet  Av  A  and  1st  av..l29,  A  143, 
4.53,   1099. 

n  s,  bet   1st  and  2d  avs.  .B  743,  I  1004. 

s  s,  bet  1st  and  2d  avs.  .345,  L  353, 
L  .3.87,   t">n,  828,  L  887,   *915. 

n  s,  bet  2d  and  3d  avs.  .L  37,  70,  129, 
1.82,  F  194,  (.351),  t358,  379,  381,  C 
380.  L  .387,  4.53,  H  402,  L  403,  497, 
F  .500,  H  506,  L  507,  (515,  L  624,  780, 
F  791,  K  792,   L  792,  K  929. 

n  s,   bet   3d  and  Lex   avs..E  .34. 

n  s,  bet  Mad  and  .5th   avs.. I  705. 

n  s,  bet  C  P  W  and  Col  av.  .500,  E  744. 
N  888. 

s  s,  bet  C  P  W  and  Col  av.  .309,  1096, 
S  1109. 

n  s,  bet  Col  and  Am  avs..  (237),  G  239, 
M  241,  Q  241,  S  242,  095,  A  703,  829, 
C  837. 

s  s,  bet  Co!  and  Am  avs.  .E  34.  S  1109. 

n  s,  bet  Am  and  West  End  avs.  .21,  H 
■3(5.  129.  A  143,  272,  E  282,  309.  W 
321,  415,  735.  7.80,  W  795,  875,  E 
8,85,   962,    E   972,   E    1017,   E    10(52. 

n  s,  bet  West  End  av  and  N  R.  .j-02, 
t2S9,  921,   10:J9,   H   1018. 

67th    st,    s  s,  east    of    Av    A.  .70. 

s  s.  bet  Av  A  and  1st  av.  .182,  311,  379, 

5.38.  615,  S  748,  C  790,  F  973. 
s   s,  bet   1st  and  2d  avs.  .B  317,  875,   B 

884,  965. 
n  s,  bet  2d  and  3d  avs.  .F  88. 
s   s,   bet   2d   and   3d   avs.. (142),   312,    L 

320,  t358,  379,   S  388,  H  462,  H  506, 

K  840,  L  887,  962,  F  973. 
n   s,   bet   3d   and   Lex   avs.  .230,   M   241, 

•870. 
s    s,    bet   .3d   and   Lex   avs.  .227,   230,    M 

241,  017,  828,  8.30,  E  838. 
s  s,  bet  Park  and  Mad  avs.  .615,  P  025, 

A   1061. 
n  s,  bet  Mad  and  5th  avs.  .828. 
s  s,  bet  Mad   and  5th  avs.  .21,  Y  41. 
n  s,  bet  C  P  W  and  Col  av.  .F  462,  .574, 

D   .583,    tni2. 
s   s.   bet  C   P   W  and   Col   av.  .B   022,   E 

744. 
s  s.  bet  Col  and  Am  avs.  .t358,  B  583, 

737,   t983. 
n  s,  bet  Am  and  West  End  avs.  .N  38,  S 

427.  N  .507,  N  58(5,  N  8.88.  962,  R  977, 

10.53,   1098,   (1103),  O  1108. 
s  s,  bet  Am  and  West  End  avs.  .21.  74, 

095,    K    705,    919,    (925),    E    1017,    E- 

1082,  E   1105. 
n  s,   bet   West   End   .nv  and   N   R.  .70,   D 

88,   737.      ■ 
s  s,   bet  West   End  av  and  N  R.  .272,  J 

283,   t289,   t-168,   095,   919,   R   1108. 

(!8th  St.  n  s,  bet  Av  A  and  1st  av.  .K  353.  O 

508,  K  54(5.  K  024,  F  704,  735,  C  884, 

L  887,  S  978. 
s  s,  bet  2d  and  3d  avs.  .T  978. 
s   s.   bet    Mad   and  5th   avs.  .454,   B  461, 

t.51],   1090. 
n  s,  bet  C  P  W  and  Col  av.  .538.  J  10G4. 
s  s.   bet   C   P  W  and   Col   av.  .21.   F  34, 

M  147,  272,   D  282.  01.5,  H  624. 
n  s,  bet  Col  and  Am  avs.  .(581), 


NOTE.— When   In  doubt  as  to   the  meaning  of   the   signs  used.    <:onEult   the  key  en  page  3, 
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n  s,  bet  Am  and  West  End  avs.  .P  888. 
s  s,  bet   Am  and  West  End  avs.  .415,   S 

427,  ttj«0,   828. 
n  s,  bet  West  End  av  to  N  R.  .B  lOlG. 

69th   St,   n   s.   east   o£   Av  A..  (543),   010.   N 

703,  828. 
n  s,  bet  Av  A  and  1st  av.  .345,  V  G2G,  V 

(!00,    B   703. 
E  s,  bet  Av  A  and  1st  av.  .615,  828,  W 

843.  F  927,  S  978.  W  978. 
n   s,   bet   1st   and  2d  avs..B   1010. 
s    s,    bet    1st    and    2d    avs.. 309,    S    321, 

415.   B  423. 
n   s,   bet   2d   and  3d   avs . .  A  32,   o38,    F 

54(),   G  .")4C,  H  540.  S  587,  M  9.30. 
n  s.  bet  3d  and  Lex  avs.  .S  794. 
n  s,  bet  Lex  and  Park  avs.  .P  38,  S  842. 
n    s,    bet    Mad    and    5th    avs.  .M    37,    D 

n    s.    bet   C    F    W    and    Col    av.  .053,    C 

703. 
s  s.  bet  C  P  W  and  Col  av.  .227,  500,  P 

747,  S  748,  C  1017. 
s  s,  bet  Col  and   Am  avs.  .21,  H   19.).   H 

240.   379,   M   1005. 
n    s,    bet    Am    and    West    End    avs.  .129, 

130.  R  148.   182,  R  284.  D  318. 
s    s.    bet    Am    and    West    End    avs.. 345, 

015,   830. 
n  s,  bet  West  End  av  and   N   R.  .(142), 

s  s    bet  West  End  av  and  N  R.  .418.  K 
425.  097,  K  705,   H  1018. 

70lh   St,   n   s.   east    of   Av   A.  .L   90,   N   (i04, 

1010. 
s   s,   east   of    Av   A.. (191).    t202,    (;j43), 

B  583,  U  587,  010,  N  793. 
n    s,    bet    Av    A    and    1st    av.  .182,    230. 

054,    W   000.   095,    H    705,    W    70S,   W 

795. 
s  s    bet  Av  A  and  1st  av.  .130,  L  147, 

1S2.    1S4.   M   190,   735,   S  748,  962,   V 

978.   M   1005. 
n  s    bet   1st  and  2d  avs.  .21,  130,  R  149, 

182,  K  1019,  L   1020,  R  1021. 
s  s    bet  1st  and  2d  avs.  .130.  S  149,  379, 

R  005.  R  793.  B  920,  D  927. 
n  s.  bet  2d  and  3d  avs.  .497. 
s    s,    bet    2d    and    3d    avs.  .130,    M    197, 

(237).  F  239.  780,   (788). 
n  s,  bet  3d  and  Lex  avs.  .919,  C  92i. 
s    s.   bet   3d    and   Lex   avs.  .t45,    902,    F 

1018. 
n   s    bet   Lex   and   Park   avs.  .T   42 (,     A 

1001. 
s  s    bet  Lex  and  Park  avs.  .21,  C  33,  K 

1019. 
s   s,   bet   Park   and   Mad   avs.  .D   884. 
s  s,  bet  Mad  and  5th  avs.  .0  284. 
n  s    bet  C  P   W   and   Col  av.  .21,   K  30, 

V  548,  E  023,    (702).   B   1104. 
s  s    bet  C  P  W  and  Col  av.  .130.  D  145, 

182,  227,  919. 
n   s    bet   Col   and   Am   avs.  .M  004,   69.J, 

B   1002. 
s  s,  bet  Col  and  Am  avs.  .737. 
n  s    bet  Am  and  West  End  avs.  .312,   E 

704,  K  975. 
s  s    bet  .Am  and  West  End  avs.  .309,   H 

319,  E  1002. 
n  s,  bet  West  End  av  and  N  R.  .  (799. 
s   s.   bet   West  End   av  and   N   R.  .21,   T 

40,  407,  780,  T  794,  t709. 

71st   St,   s   s,   east  of  Av   A.  .1090. 

n  s,  bet  Av   A  and   1st   av.  .227,   P  241, 
415,   L  425.   R  427,   B  743,   B   789,    W 
795,  902,   1053. 
s  s,  bet  Av  A  and  1st  av.  .2i2,   (702),  D 

704. 
s  s,  bet  1st  and  2d  avs.  .  lO. 
n  s,   bet  2d  and  3d  avs.  .574. 
s  s,  bet  2d  and  3d  avs.  ..574,   0.54. 
n    s,    bet    3d    and    Lex    avs.  .70,    C    87. 

(702).   828.    P   841,   S   931. 
s  s,  bet  3d  and  Lex  avs.  .E  79L 
n  s    bet  Lex  and  Park  avs.  .227,   A  504, 

538.  735,  T  749,  780,  828. 
s  s,  bet  Lex  and  Park  avs.  .R  930. 
n  s    bet  C  P  W  and  Col  av.  .E  505,  780, 

D  790.  E  791.  E  1105. 
s  s,  bet  C   P  W  and  Col  av.  .W  321,  W 

322,  R  420. 
n  s.  bet  Col  and  Am  avs.  .735. 
s  s,  bet  Col  and  Am  avs.  .E  545.  S  707, 

M  930. 
n    s     bet    Am    and    West    End    avs..49i, 

(>95,  W  708,  P  747. 
s   s.   bet   Am   and   West   End   av.  .574,   G 

.584,  P  930,  1010. 
n  s   bet  West  End  av  and  N  R.  .497,  828, 

H  1018. 
s  s    bet  West  End  av  and  N  R.  .B  238,  V 
508,  E  704. 
72d  st,  n  s,  east  of  Av  A.  .309. 

s  s,   east  of  Av  A.  .497,  F  500. 
n  s,  bet  Av  A  and  1st  av.  .182,  M  190. 
M    197     ♦449,    (ilO,    F    023,    F    745,    F 
885,  S  889,  B  971,  F  1017. 
s  s,  bet  Av  A  and  1st  av.  .F  239,  S  707. 
n  s,  bet  1st  and  2d  avs.  .182,  H  195,  312, 

379,  W  749,  828. 
s  s,  bet  1st  and  2d  avs.  .L  700. 
n  s.  bet  2d  and  3d  avs.  .H  840,   9(!2,   C 

972. 
s   s.   bet  2d  and  3d  avs.  .73.5,   V   749,   P 

841. 
n  s,  bet  3d  and  Lex  avs.  .21,  T  40. 
s   s,   bet   3d   and   Lex  avs..  139,   t430,    B 
971. 


s  s,  bet  C  P  W  and  Col  av.  .875,  H  880. 
n   s,   bet   Col   and  Am   avs.  .R  38,   R  02, 

272,  R  930. 
s  s,   bet  Col  and  Am  avs.  .S  020,   (925). 
s    s,    bet    Am    and    West    End    avs..E 

462,  E  545,  780,  D  790,  G  974. 
s    s,    bet     West     End   and    Riverside.  .B 

061. 

73d  St,   n  s,   east   of   Av   A.  .272. 

s  s,  east  of  Av  A..  132,  P   148.  300. _ 
n    s,    bet    Av    A    and    1st    av.  .21,    t501, 

(702),   K   880,    M   930. 
s  s,  bet  Av  A  and  1st  av.  .G  194,  416,  C 

423,   A   884,   K    880,   902,   W  979,   V 

1022. 
n   s,    bet    1st    and   2d    avs.  .182,    H    lOo, 

(926). 
s  s,  bet  1st  and  2d  avs.  .74,  735,  (742), 

(830),  921,  H  928,  L  1107. 
n  s,  bet  2d  and  3d  avs..  130.  (142),  G 

145,    (237),    L    241,    410.    497.    C    .505, 

(543),    (!.54,    C   002,    (835),    (925),    902. 
s  s,  bet  2d  and  3d  avs.  .454,  D  4(J2,  09.), 

J    1100. 
n   s,    bet   3d   and   Lex   avs..  130,    828,    L 

840,  875. 
s  s,  bet  3d  and  Lex  avs.  .H  839. 
n   s,   bet   Lex  and   Park   avs.  .tl57,   095, 

M   700,   t840,   919,   G   928.   t983. 
s   s,   bet    Lex    and   Park   avs.  .K   .547. 
n  s,  bet  Park  and  Mad  avs.  .B  544. 
s  s,   bet   Park  and  Mad  avs.  .21,  454,   E 

704,   E   744. 
n  s.  bet  Mad  and  5th  avs .  .  130,  B  022. 
s   s,   bet   Mad    and   oth   avs.  .K   30,   574, 

1009,  I   1019. 
n   s,   bet   C   P   W   and   Col   a.x.  .919. 
s  s,  bet  C  P  W  and  Col  av.  .70,  C  87. 
s  s,   bet  Col  and  Am  av.  .R  38,  R  92,  P 

42(!,  4.52,  E  ,583.  R  794,  E  838,  H  8.S0. 

P   10(i3,   M   100.5,   M   1107. 
n   s.  bet  .\m  and   West  End  avs.  .W  94. 

054,  095. 
s  s.  bet  Am  and  West  End  avs.  .;)i4,   S 

587,   R   794. 
s   s    bet   West  End  and  Riverside   avs.. 

K  585,  K  024,   1099. 

74th  St,   s  s.  east   of  .Av  A.  .272.  497. 

n   s,   bet   Av   A   and    1st   av.  .70,    S   3.j4. 

454,  S  405,  S  620,  054,  A  837,   (070). 

(1000). 
s   s.   bet   Av  A  and   1st   av.  .22,   B  33,   S 

40.   W  41,   379.   M   .580,    (021).   K  024, 

S  020,  F  003.  S  005,  B  837,  H  .S;?9.  902, 

N  970,   P  977. 
n  s.  bet  1st  and  2d  avs.  .70,  S  93,  C  144, 

(!15,   L   10(i4.    1097,   H   1100. 
s   s.    bet    1st   and   2d   avs.  .22.   410,   418, 

W  428,  B  790.  L  887,  H  lOiiM.  \y  10IS8. 
n  s    bet  2d  and  3d  avs.  .0.5(;,  735. 
s    s!    bet    2d     and   3d     avs..  182,    G    19.), 

(000),  735. 
n  s.  bet  3d  and  Lex  av€.  .182,  E  003. 
s  s    bet  3d  and  Lex  avs.  .70,  B  87,   182, 

410.  L  425. 
s    s,    bet    Lex   and    Park    avs.  .G   319,    G 

424,  K  880,  L  929. 
n    s,    bet    Park    and     Mad     avs.  .828,    B 

n  s,  bet  Mad  and  5th  avs.  .E  i04. 

s   s.   bet   Mad   and   .-)th   avs.. 615.  830,   S 

978 
n  s    bet   C  P  W  and  Col  av .  .  (400) ,  497, 

.538.   G  .540.   E  023.   E   744.   P_977._ 
n    s     bet    Col    and    Am    avs.  .497,    V  i)08, 

.574.  E  .583,  E  003,  T  1109.__ 
s  s   bet  Col  and  Am  avs.  .S  3.55,  (OtiO).  E 

(103.   (702). 
n   a     bet    Am   and   West   End   avs.  .A  .3-, 

70.    (021).    095.    M    700. 
s  s.  bet  .'\m  and  West  End  avs.  .H  240. 

75th    St,    n   s,    east    of   Av    A.  .22,    497,   902. 

D  972,  S  978. 
s   s,   east    of   Av   -A.. 25.   340. 
n   s,   bet   Av   -A  and   1st   av..182,   B   193. 

G  282.  3;)9,  340,  G  839,  P  888,  B  1010. 

(ioi;0). 

s   s.   bet    Av   A   and   1st    av.  .70,   oi4,    G 

.584,  054,  D  662,   (8.30). 
n    s,    bet    1st    and   2d   avs.  .22,    K   37,    J 

319,  W  428.  574,  902. 
s  s.  bet   1st  and  2d  avs.  .R  025,  W  979. 
n  s    bet   2d  and  od   avs .  .  70,   P  92,   22 1 , 

H  240.  574,   W  588. 
s  s,  bet  2d  and  3d  avs.  .D  88,  130. 
n    s,    bet    3d    and    Lex    avs.. 22,    H    30i, 

(351).   .538,   .574.   735.   T   749. 
s   s,    bet   3d   and   Lex    avs.  .054,    F   003, 

(1015). 
n  s    bet  Park  and  Mad  avs.  .M  841,  8k). 

E  885. 
s    s,    bet    Park   and   Mad   avs.  .S   242,    C 

281. 
s  s    bet  C  P  W  and  Col  av.  .M  38,  H  89, 

*449,  •493,  574,  •052. 
n  s    bet   Col  and  Am  avs.  .780,   1054,  D 

1002. 
s  s    bet  Col  and  Am  avs.  .E  54.),  F  973, 

B   1010. 
s  s,  bet  .A.m  and  West  End   avs.. 347,  C 

3.52. 
n   s.   bet   West   End  and  Riverside  avs.  . 

E  002,   1053. 

70ih  St,  n  s,  east  of  Av  .4.  .F  704. 

s  s.  east  of  Av  A.  .22,  t202.  272,  S  285, 

S  020,   735,  S  794.  E   1002. 
n  s    bet   Av  A  and  1st  av.  .309,  K  319, 
(n5    B  020,    1051. 


s   s,   bet   .Av  A  and   1st  av.  .B   143.   272, 

497,    O    .508.    .538,    875. 
n    s,    bet    1st    and    2d    avs.. 182,    (400), 

.538,    M   547. 
s  s,  bet   1st   and  2d  avs.  .Y  405,  Y  588, 

735,   G   74.5,   G  791. 
n  s.  bet  2d  and  3d  avs.  .22,  497,   (.503), 

095.    W  979,    W    1022,    W   1110. 
n  s,   bet   Lex  and   Park   avs.  .L  740. 
n   s.   bet    Park   and   Mad    avs.  .70.    M   91, 

.538,   (513),  A  .544,  780.  M  1005. 
s  s,  bet  Park  and  Mad  avs.  .T  93. 
s   s,   bet   Mad   and  .5th   avs.  .E   972. 
n  s,  bet  C  P  W  and  Col  av.  .B  .545,  920. 
n    s,    bet    Col    and    Am    avs.. •15,    72.    L 

91,   E  002,   735,   R  748,   780,   S  794,  L 

841,  N  841. 
s  s.  bet  Col  and  Am  avs.  ..538,  R  547,  E 

744,  S  931. 
n  s.  bet  .\m  and  West  End  avs.  .•1.5,  72, 

M  283,  311,  t029. 
s  s,   bet   Am  and  West  End   avs.  .456,   S 

404,  t7.52. 
n  s,   bet  West  End  and  Riverside   avs.  . 

B   193,  574.  E  583. 

77th  St,  n  s.  east  of  ,Av   A.  ..574. 
s  3,  east  of  Av  A.  .72,  S  93. 
n  s.  bet  Av  A-  and  1st  av.  .345,  1009,  M 

1020. 
s  s,  bet  Av  A  and  1st  av.  .70,  H  89,  345, 

A   3.52. 
n  s.   bet   1st   and  2d  avs.  .H   .3(!,   L  147, 

379,   S   508,   *530,  574,   W   708,  828,  L 

840. 
s   s.  bet  1st   and  2d  avs.  .70,  J  90,  227, 

O    240,    272.     1(.»11,    M    1020,     (1060), 

1097. 
u  s.  bet  2d  and  3d  avs.  .N  38.  W  40.  70, 

N  91,  309,  L  321).  L  705,  7.35,  N  747,  L 

929,    1009,    G    1018,    W    1008. 
s  s.  bet  2d  and  3d  avs.  .70,  S  93,  695. 
n  s,  bet  3d  and  Lex  avs.  .P  977. 
n  s.  bet  Mad  and  5th  avs.  .311. 
s  s,  bet  Mad  and  5th  avs..W  795. 
s    s,    bet    C    P    W    and    Col    av.  .F    885. 
n   s.   bet   Col    and   .\m   avs.  .W  28.5. 
s   s,    bet   Col   and   Am   avs.  .E   545. 
s   s.   bet    .\m    and    West    End   avs.  .E   88, 

((iOO).   S   707,    E   744. 
n  s,   bet   West   End  and   Riverside  avs.  . 

227,   S  285,  920,  A  !I20. 
s  s,   bet  West   End   and  Riverside  avs.  . 

227,   828. 

78lh  st,  s  s,   east  of  Av  A.  ..574. 

n    s,    bet   Av   .\   and    1st    av.  .D   34,    73, 

A  87,   182,  227,   L  240,   272. 
s    s,    bet    Av    A    and    1st    av..R    02,    H 

140.    182.    B    193,    W   285,    346,    615, 

C   022.   828,   920. 
n   s,   bet    1st    and   2d   avs.  .416,    1009,   P 

1017,  F  1018. 
s  s.  bet  1st  and  2d  avs.  .*124,  G  387,  G 

424.   497,   G  500,   B   743. 
n  s,  bet  2d  and  3d  avs.  .182,  C  194,  454, 

H  4ii3.  497,   S  .508,  W   1110. 
s  s.  bet   2d  and  3d  avs.  .418,   D  424,  W 

428,  497.  O  507,  L  004,   1053.   L  1107. 
n  s.  bet  3d  and  Lex  avs.  .S  93,  S  140,  L 

1107. 
n  s.  bet  Lex  and  Park  avs.  .70,  P  02,  P 

.547,   G   880. 
s  s,  bet  Lex  and  Park  avs.  .R  42(!. 
n  s.  bet  Park  and  Mad  avs.  .735,  S  748, 

•1048. 
n  s,  bet  Mad  and  5th  avs.  .K  .507,  B  837. 
s  s,  bet   Mad  and  5th  avs.  .S  842. 
n  s.  bet   Col  and  Am  avs.  .0  38,  A  622, 

875. 
s   s,   bet   Col   and   Am   avs.  ..538,    H   546, 

875,  1053.  U  1008,  1097. 
n  s,   bet   Am   and  West  End  avs.  .T  .890. 
s  s,  bet  Am  and  West  End  avs.  .(1060). 
n  s.  bet   West  End  and  Riverside  avs.  . 

410,   L  420. 
s  s    bet   West   End  and  Riverside  avs.. 

015,   C  10.02. 

79th  St.  n  s,  east  of  Av  A.  .054,  7.S0.  875. 
n  s,  bet  Av  A  and  1st  av.  .V  548. 
s  s,   bet  Av  A  and  1st  av.  .().54,   M  664. 
n    s,    bet    1st    and   2d   avs.  .227,    735,    N 

747,    780,   K    1107. 
s  s.  bet  1st  and  2d  avs.  .S  388,  S  465,  F 

791,    (830).    920. 
n   s,   bet   2d   and  3d  avs.  .70,   t246,   300, 

K  425.   R  025.  P  977,  B  1062. 
s  s  .  bet  2d  and  3d  avs.  .22,  F  35,  (237), 

S  842. 
n  s.   bet  3d  and   Lex   avs.  .185,   C   193, 

456. 
s   s    bet  3d  and   Lex  avs.  .H  36,  309.   G 

319,  E  4(12,  W  979. 
n    s.    bet    Lex    and    Park    avs.  .t325,    R 

s  s.  bet  Lex  and  Park  avs.  .L  90,  t325, 

R  464,   497,  902. 
n  s,  bet  Park  and  Mad  avs.  .70,  N  01,  W 

1.50,   L   705,    t893,   T   978. 
s   s.   bet   Park   and   Mad   avs.  .574. 
n  s.  bet  Mad  and  5th  avs.  .70,  S  748. 
s   s,  bet  Mad  and  5th  avs.  .E  972. 
n    s,    bet    Col    and    Am    avs.. (1103).    B 

1104. 
s  s,  bet  Col  and  .\m  avs.  .S   10b i. 
n  s    bet   Am  and  West  End  avs.  .(422). 

875. 
s  s,  bet  Am  and  West  End  avs.  .272.  W 

286. 
n  s,  bet   West  End  and   Riverside  avs.. 

V  40.  B  926. 


'.COTE,— When   in   doubt   as   to   the   meaning   of   the   signs   used,  consult  the  key  en  page  3. 
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s   s,   bet   West   End   and    Riverside   avs.  . 
S  39,  530. 

80th   St.   n   s.   east    of   Av   A.. A    143,    (270), 

ti95,    (742). 
s  s,  east  of  Av  A.  .345,  K  74(1,  I  SS(5. 
n    s,    bet    1st    and    2d    avs.  .272.    S    5p8, 

005,    101 10.    C   1017,    P   1021,    (10i;0). 
s   s,   bet    1st   and  2d  avs.  .22. 
n  s,  bet  2d  and  3d  avs.  .70.  300,  C  318. 

875,    B   .SS4,    1007. 
s    s,    bet    2d    and    3d    avs.  .45(;,    H    403, 

(021),    (883),   K   1010. 
n  s,  bet  3d  and  Lex  avs.  .G  (I(!3. 
s  s.  bet  3d  and  Lex  avs.. 407,  G  50(5,  G 

074. 
s  s.-bet   Lex  and   Park  avs.  .K  0li4.  (iOi>, 

735. 
n    s,    bet    Park    and    Mad    avs.  .E    G02, 

1097. 
s  s,  bet  Park  and  Mad  avs.  .E  8.38. 
n   s,   bet   Mad   and   5th   avs.  .t408. 
n   s,    bet   Col    and   Am   avs.  .J   00,    »124, 

182.    P    107,    370.    B    .505,    828,    C   837. 
s  s,  bet  Col   and   Am  avs..D    145,    (351). 

O  3.54,  410,  .538,  B  583,  E  .583.  D  1017. 
n  s.  bet  Am  and  West  End  avs.  .G  500,  V 

loos. 

s   s,    bet   Am   and   West   End    avs..(4()0), 

(021),   t7.52,    10.53.  P   1000. 
n   s,   bet   West   End   and   Riverside    avs.  . 

D   072. 

81st  St,  n  s.  east  of  Av  A.  .H  387. 

s   s.    east   of   Av   A.. 499,   P  888,   S   880, 

(025),  E    1105. 
n  s,  bet  Av  A  and  1st  av.  .407,  E  .505,  Z 

.548,  (021). 
n    s,    bet    1st    and    2d    avs.  .22.    309,    E 

318 
s  s,  bet  1st  and  2d  avs.. (142),  1009.  V 

1022,  1007,  S  1100. 
n  s.  bet  2d  and  3d  avs.  .T  40,  70,  B  87, 

H  105,  300,  4.54.  B  401,  P  888,  (070), 

G  1018,  H  1018,  K  1010,  P  1020. 
s  s,  bet  2d  and  3d  avs.  .J  105,  S  321, 

015,  (505,  875,  K  886,  J  974,  1000. 
n  s,  bet  3d  and  Lex  avs.. 70,  K  00.  L 

9L 
s  s,  bet  .3d  and  Lex  avs.  .t4.30.  H  403. 
n  s  bet  Lex  and  Park  avs.  .22.  054,  V 

1022. 
s  s,  bet  Park  and  Mad  avs.  .70,  182,  407, 

M  .507,  875,  877,  1007,  B  1104. 
n  s,  b=t  Mad  and  5th  avs.  .*730. 
s  s,  bet  Mad  and  5th  avs.  .0(52. 
n  s  bet  C  P  W  and  Col  avs..  184,  E 

282,  311,   M  .320,   E   (503,   *7;>0.  S7.5^^ 
n   s,    bet    Col    and   Am    avs.. (.317),    780, 

B  884,  S  800.   B  1104. 
s    s.    bet    Col    and    Am    avs.  .V    40,    227, 

(237),     B     2.38,      272,      (.351).    B    401, 

■  (.544),  M  547,  780,  D  70O,  D  701. 

n  s,  bet  Am  and  West  End  avs.  .227. 
n   s,   bet  West  End  and  Riverside  avs.. 

574. 
s   s    bet   West  End   and   Riverside   avs.  . 

F  885. 

82d  St,   n  s,   east   of  Av  A.. (32). 

s    s,    east    of   Av   A..N   .580,    015,    B    022, 

0.54.  (505,  875,  L  887,  N  8SS. 
n   s,   bet    Av   A    and    1st    av.  .22,   410,    L 

420. 
s   s,   bet    Av   A    and   1st    av.  .22.   300.    R 

3-n     (351).  015,  F  023,   L  700,  A  883, 

M  888.  002,  S  078,  1053,  L  1004. 
n  s  bet  1st  and  2d  avs.  .275,  (1103). 
s  s,  bet  1st  and  2d  avs.  .70,   K  90.  410. 

573    9'^0 
n's,   bet'2d   and  3d  avs.  .22,   B  .33,   .309, 

B   318,    B   423,   538,    H  540,   S   931,   H 

1018.  ^„„    „__ 

s  s    bet  2d  and  .3d  avs.  ,D  .583.  81. 3. 
n  s,  bet  3d  and  Lex  avs.  .22,   F  34,  73o, 

780,   E    072. 
n  s,  bet  Lex  and  Park  avs.  .O.i4^  S  OOo. 
s  s,  bet   Lex   and   Park  avs.  .227. 
s  s.  bet  Park  and  Mad  avs.  .E_0(;3. 
n  s,  bet  Mad   and  5th  avs.  .Olo. 
s   s,  bet  Mad   and   5th  avs.  .735. 
n    s,    bet    C    P    W    and    Col    av..(270), 

(317),  H  702,  D  1105. 
s  s.  bet  C  P  W  and  Col  av.  .227. 
n  s    bet  Col  and  Am  avs.  .B  703.  87.;>.  B 

884. 
s   s    bet   Col   and   Am   avs.  .410,    G.o4,    H 

0*^3.  ,„,„ 

n  s.  bet  Am  and  West  End  avs.  .T24b. 
s    s      bet    Am     and     West     End    avs.  . 

(1103). 
n  s    bet  West  End  and  Riverside  avs.  .E 

.545,   875. 
s   s     bet    West    End   and   Riverside    avs.  . 

c'  1017. 
83d  St,  n  s,  east  of  Av  A.  .400,  902,  F  973, 

S    lOOT. 
s  s,  east  of  Av  A.  .70,  S  93,  41(!. 
n  s.   bet  Av   A  and   1st   av.  .300,   L  320, 

497.    K   5015.   054,    H   (5(;3. 
s  s,  bet  Av  A  and   1st  av.  .272.  G  003. 
n  s,   bet  1st  and  2d  avs.. 300,   B  317,   K 

310,  735,   G  074,   1009. 
s   s,   bet    1st   and    2d    avs..  133,    W    1.50, 

(1103). 
n  's.   bet  2d   and  3d  avs.  .M  .507.   S  0O8. 
s    s,    bet    2d    and    3d    avs.  .22.    W   41.    S 

■  748. 

s   s.    bet   3d   and   Lex   avs.  .005.    H    lO..). 

(070). 
n   s,   bet   Lex   and   Park   avs.  .H   35,    70, 

877.    (S,S2),  902,  M  070,   1053. 


s  s,   bet  Lex  and    Park  avs.  .920. 

n    s,    bet    Park    and    Mad    avs.  .780,    M 

793,   W  70.5,   B  020. 
s    s,    bet    Park    and    Mad    avs..S    30,    S 

405,   V  405. 
s    s,    bet    Mad    and   ..)th    avs.. 01-5,    P   (525. 
n  s,   bet   C   P   W  and   Col   av.  .D  .505,   E 

.505,    *000,   020,    B   02(i. 
s  s.  bet  C  P  W  and  Col  av.  .R  427,  407, 

F  505.  780,  K  702. 
n  s,  bet  Col  and  Am  avs,  .41(!,  E  402,  E 

.545.   875.    E   .S85.    10.53,    F   1003. 
s  s.  bet  Col  and  Am  avs.  ..345,  C  3.52,  C 

423,    K    740.    R    10150. 
n  s.  bet  Am  and  West  End  avs.  .227,  M 

241. 
n  s,  bet  West  End  and  Riverside  avs.  .B 

193,    73.5,    C    743. 
s   s.   bet   West   End   and    Riverside  avs.  . 

1009, 

8l(h  St,  s  s,  east  of  Av  A.  .K  37,  73.   (.582), 

Z   588. 
n  s,  bet  Av  A  and  1st  av.  .71,  W  03,  V 

1109. 
s  s,  bet  Av  A  and  1st  av.  .22,  H  3(5,  1.30, 

A   143,   780.   L  792,   902. 
n  s,   bet   1st   and  2d  avs.  .920,  S  931,   H 

1018,   1055.   S   1007. 
n    s,    bet    2d    and    .3d    avs.  .L   35.3,    t408, 

497,  P  508,  W  548,  t80.3,  S  1007. 
s  s,  bet  2d  and  3d  avs.  .(970). 
n   s.    bet   3d    and    Lex   avs..41(!.    H   42.5, 

780,    O   7!)3,    C  837. 
s   s.   bet  3d   and   Lex  avs.  .22.   S  39. 
s    s,   bet    Lex   and    Park    avs.  .20,   G   .3.5. 

71.  E  88.   P  92.   130.  A   143. 
n  s.  bet  Park  and  Mad  avs.  .M  024,  9(52, 

1097. 
s  s,  bet  Mad  and  5th  avs.  ..574. 
n  s,  bet  C  P  W  and  Col  av.  .454,  O  841, 

S  842,  875,  B  lOlO.  F  1017,  J  l(Mi4. 
s   s,   bet   C   P   W   and   Col   av.  .H  282,   S 

.587,  E  701. 
n  s,   bet  Col   and   Am  avs.  .22,   M  38. 
s  s,  bet  Col  and  Am  avs.  .1.30,  4.54,  407, 

G.54.     (830),    H    840.    H    880.    M    888, 

10.53,    D    1002,    D    110.5. 
n   s.   bet   Am   and   West   End   avs.  .71,   M 

01,  4.54. 
s  s.   bet  Am  and  West  End  avs.  .C  581, 

407,    M    507,    L    (524. 
n   s,   bet  West   End  and   Riverside  avs.  . 

780,    R   703. 
s   s.    bet   West    End   and    Riverside    avs.  . 

905,  W  070,  P  1021. 

85th  st,  n  s,  east  of  Av  A.  .1:10.  K   147.  (5.54, 

L  (504. 
s  s,    east   of  Av   A..t45,   71,   L   91,    130, 

182.  K  403. 
n  s,  bet   Av  A  and  1st  av..22,   182,  875, 

B  884. 
s   s,   bet    Av  A   and   1st   av..l.30,   L   147, 

272,  B  281.  3119.  K  320.   R  321,  S  321. 
n  s.  bet  1st  and  2d  avs.. 20,   (80),   (8.3(!), 

875,  D  8,S4,  M  888,   T   1008. 
s   s,    bet    1st    and    2d    avs..  (142),    (192), 

227,   015,   L  024,   F  838. 
n    s.    bet    2d    and    3d    avs..  182.    L    100, 

(385),   G   1018,   S  1021,   S   1100.  ^ 
n  s,  bet  3d  and  Lexington  avs..  (883). 
s    s,    bet    Lexington    and    Park    avs.. 73, 

P  625. 
n  s,  bet  Park  and  Madison  avs..H  10154. 
s    s.    bet    Park    and    Madison    avs.. 345, 

0.54,    tl071. 
s   s,   bet   Madison   and   5th   avs.. 782. 
n   s.   bet   C   P  W   and   Col   av..22,   E   34, 

130,  t551.  C  838.   H  830,   H  840. 
s  s.  bet  C  P  W  and  Col  av..H  3.53,  875. 
n  s.  bet  Col  and  Am  avs..O  38,  71.  574. 

G  .584.  828,  M  841. 
s   s    bet    Col    and    Am    avs..  1.30,    H   146, 

345,    574,    B    582,    W    .5.88,    902. 
n    s,    bet    Am    and    West    End    avs..  182, 

H    195,    K    840. 
s   s,    bet    Am   and   West    End   avs..G  387, 

G    1100. 
n   s     bet   West    End    and    Riverside    avs.. 

C  33.   1.30.  574.   D  027.  002,  N  07(5. 
s   s.   bet   West   End   and   Riverside   avs.. 

538. 

80th  St,  s  s,  east  of  Av  A.  .71,  P  02.  D  .505. 
n  s.  bet   Av  A   and   1st   av..370.   M  .3.88, 

R  .508,  054,  D  (502.   780,   H  702.   (835). 
s    s,    bet    Av    A    and    1st    av..G    140.   .345, 

050.  G  745.  G  701.  828,  G  830,   S  842, 

G  974. 
n   s,   bet   1st   and   2d   avs.. 10.53.   S   lOOi. 
s    s,    bet    1st    and    2d    avs..F    194,    227, 

M   241,   407.   F  .500. 
s    s,    bet   2d   and   3d   avs..  (070). 
n  s,   bet  Lex   and   Park   avs..V  .588. 
n    s.    bet    C    P    W    and    Col    av..W   509, 

E  744,  M  970. 
s    s,    bet    C    P    W    and    Col    avs..G    35, 

182    227,   015,   H   024.   H   839,    H   840, 

n   s.   bet   Col   and   Am    avs.. 370,    V   .548. 

574,   C  072. 
s  s,  bet  Col  and  Am  avs..M  148. 
n   s    bet   West    End   and    Riverside   avs.. 

7i,    (270),   W   843,   902.   H    1100. 
s   s     bet    West    End    and    Riverside   avs.. 

*>0    C  .33,   182,   R  107,   .300.   t325,   615, 

H  (523,  095,  S  1(X!7. 

S7th  St,  n  s.   east   of  Av  A.  .R  S.S9. 

s    s,    east    of    Av    A..  130,    C     144.    40 1. 
Z   .500. 


n  s,  bet  Av  A  and  1st  av...380,  S  .388. 
s  s,   bet  Av  A  and   1st   av..S  548. 
s    s,   bet   1st    and   2d   avs.. 537,   573. 
n    s,    bet    2d    and    3d    avs..  130.    B    144. 

227.    312.    F    319.    t391.    S    427,    780. 

F    791.    F    927.    (1015). 
s    s,    bet    2d    and    3d    avs.. 272.    M    284. 

C  10(52.  Q   1000. 
n    s,    bet    3d    and    Lex   avs.. 0(52,    G   973. 
n  s,   bet  Lex  and  Park  avs.. 454,   S  46.5, 

0.54. 
s   s,   bet   Le.\   and   Park  avs..K  37,   1009, 

S    1021. 
n  s,   bet' Park  and  Mad  avs.. 005. 
s    s,    bet    Park    and    Mad    avs..K    705, 

M  1005.* 
n   s,   bet    Mad   and   5th    avs.. M' 6(54. 
s   s,   bet    Mad   and   5th   avs.. 4.54,   B   401. 

497. 
n  s.  bet  C  P  W  and  Col  av..4.54.  C  401. 

497. 
s  s.  bet   C  P  W  and  Col  av..O   793. 
n   s.    bet    Col    and   Am   avs.. 01.5,    Z   02G, 

R   707,   828.    1097. 
n    s.    bet    Am   and    West   End   avs..  (.351). 

454.    K    (524,     ((5(50). 
n   s,   bet   West  End   and   Riverside  avs.. 

E  744,   S  1007,  1097,  L  1107,  W  1110. 
s   s,   bet   West   End  and   Riverside   avs.  . 

L   403,    737,    E  .744,    W   749,    E    8.38, 

E    885. 

88th  St,  n  s,  east  of  Av  A.  .(191). 

s   s,   east   of  Av  A.. 22.   71.    W   94.   4.54. 

B  401,   L  024,   W  626,   G  885. 
n   s,   bet   Av  A  and   1st  av..H  195,   227. 

B    238,    t752,    0(52,    S    977,    1009. 
s    s,    bet    Av    A    and    1st    av..*0.51.    6.54. 

L   0(;4.    875,    Z   890. 
n    s.    bet    1st    and    2d    avs.. 418,    T    427, 

R  025,    *(!51,   7.35,   B   743,   Z  749,   828, 

G   830,   875.    020. 
n  s.  bet  2d  and  3d  avs..N  .586,  780. 
s    s,    bet    2d    and   3d    avs.. 272,    F    1017. 

F   1018. 
n   s,    bet   3d   and   Lex   avs..D   027. 
s    s,    bet    3d    and    Lex    avs.. 71,    S    02, 

574,   R   587. 
s   s.   bet   Lex   and.  Park   avs..L   .547. 
n  s,  bet   Park  and  Mad  avs..L  887. 
n  s,   bet   Mad  and  .5th  avs..t408,   L  740. 
s  s,  bet  Mad  and  5th  avs..M  320.  E  545. 
n    s,    bet    C    P    W    and    Col    av..E    (523, 

735,   S   748,   S  880. 
s  s,  bet  C  P  W  and  Col  av..E  973. 
n   s,   bet   Col    and   Am   avs.. 71,   W   1110. 
n  s,  bet  Am  and  West  End  avs..M  793, 

T  794,  U  705,   U  10(i8,   B   1104. 
s    s,    bet    Am    and    West    End    avs.. 22. 

B   144,   300. 
n   s.   bet   West   End   and   Riverside   avs.. 

22,    E  .583.    S    078,    D    10(12. 
s   s.    bet    West    End   and    Riverside    avs.. 

B    144,    L   3.54,   410,    F   50(5. 

89th   st,   s  s,   east   of   Av  .A... 780. 

s   s    bet   Av  A  and   1st  av..l30,  W  620. 
n    s,    bet    1st    and    2d    avs.. 230,    231, 

S    242,    E   424. 
s  s-  bet  .1st  and  2d  avs..E  1017. 
n  s.  bet  2d  and  3d  avs.. 1.30.  6.54,  K  740. 
s  s,  bet  2d  and  3d  avs.. 22,  S  39,  S  107, 

345,    W    3.55,    574,    735,    780,    M    793, 

828,   L   1107,    S    1100. 
n    s,    bet    Lex    and    Park    avs.. 71,    B    .87, 

G  SO,  418,   002,   U   078. 
s  s.,   bet   Lex   and   Park   avs.. 002. 
s  s,  bet  Park  and  Mad  avs..E  545,  (621). 
n    s     bet    Mad    and    5th    avs.. 054,    780, 

B   837,    B   1104. 
s   s,   bet   Mad  and  5th  avs.. 184,   W   198, 

418. 
n   s,    bet    C    P   W   and    Col    av..l30. 
s   s    bet   C   P   W   and  Col   av..71,    B   87, 

•20(5,   317.    (582),   054,   780.    A   lOOl. 
n  s.  Col  and  Am  avs..T  749,  828,  M  841, 
•10.53,   F   1003. 
s   s,   bet   Col   and   Am.. 22,   L  37,   E   003, 

R  747,   1(X)9. 
s    s,    bet    Am   and   West   End   avs..l(X)0, 

B     1101. 
n   s     bet    West    End   and    Riverside    avs.. 

T    .508.   538,    U   548.    054. 
s   s.   bet   West   End   and   Riverside   avs.. 

D  34,  227,  D  239,  D  545,  735,  T  749. 

90th  St.  n  s,  bet  Av  A  and  1st  av...538, 

0.54. 
n  s,  bet  1st  and  2d  avs.. 71.  S  02,  454. 

400.  K  740.  (830). 
s  s.  bet  1st  and  2d  avs.. 71.  P  92,  M  196, 

347,  H  3.53,  E  424,  409,  965. 
n  s,  bet  2d  and  3d  avs..t.301. 
s  s.  bet  2d  and  3d  avs. .(401),  781.  020, 

962,  (970). 
n  s.  bet  3d  and  Lex  avs..E  i44,  D  lOl, 

962. 
s  s,  bet   Park  and  Mad  avs..  182,  S   198, 

s    s,    bet    Mad   and   5th   avs..  1011. 

n    s     bet    C    P    W    and    Col    av..(142). 

P    1108. 
s  s.  bet  C  P  W  and  Col  av..220,  O  241, 

274,    t325,    (385),   781. 
n  s,   bet   Col   and    Am   avs.. 22. 
s    s     bet    Col    and    Am    avs.. 182,    .380. 

A    .380.    10.53.    L    1005.    1O07.    H    1100. 

L   11(17.   P    1108. 
n  s    bet  Am  and  West  End  avs..B  1001. 

P   10'!<5. 
s   s.   bet   Am   and   West   End   avs..T0d4. 
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n   s,   bet   West   End  and  Riverside   avs.. 

416,   G  745,  828,  J  840. 
s   s,   bet   West   End   and   Riverside   avs.. 

735,   G   745. 

91st    St.    n    s.    bet    Av    A    and    1st    av..227, 

R  242,   (503),  H  t)28. 
s    s.    bet    Av   A    and    1st    av..2.5.    R   39, 

E   194,  537,  573. 
n  s.  bet  1st  and  2d  avs..M  241,  G05. 
s    s,    bet    1st    and    2d    avs.. 22,    M    38, 

737. 
s   s,   bet   2d   and   3d   avs.. 537.   573. 
n    s.    bet   3d   and   Lex   avs.. 309,    S   321, 

(461),    N    464,    735.    C    743,    B    971, 

F   973. 
s    s,    bet    3d    and   Lex   avs..t45,    B    352, 

781,  Z  795. 
n  s,  bet  Lex  and  Park  avs..K  88(5. 
n  s,  bet  Parl<  and  Mad  avs..H  240,  695, 

H   704.    S    748,    E    791,    B    1016. 
n   s,    bet   Mad   and   5th   avs.. ♦266,    *870, 

920. 
n  s,  bet  C  P  W  and  Col  av..22,  H  36, 

497,    A   504. 
B  s,  bet  C  P  W  and  Col  av..497,  O  508, 

575,    654,    K    886. 
n  s,  bet  Col  and  Am  avs..W  243,  S  321, 

454,    E    1105. 
s  s,  bet  Col  and  Am   avs..C  743,   F  973. 
n    3,    bet    Am    and 'West    End    avs.. 61.5, 

W    G2(>. 
s   s,   bet   West   End   and  Riverside   avs.. 

130. 

92d  at,   n   s,   bet   Av  A   and    1st   av..K    147. 

1053,  K  10(54. 
s   s,   bet  Av  A   and   1st   av..(142),   t325, 

(422).  . 
n  s,  bet   1st  and  2d  avs.. 22,  G  35,  71, 

735. 
s    s,    bet   1st   and.  2d    avs.. (86),    F    145, 

F  353,   F   704,   962. 
n  s.  bet  3d  and  Lex  avs..H  463,  H  541!, 

H  024,  H  1018. 
n  s,  bet  Lex  and  Park  avs.. 735,   A  743, 

875,  L  887,  1097,  K  1107,  M  1107. 
s    s,    bet    Lex    and    Park    avs.. 130,    781. 

E  791.  828,  875,   1097. 
n    s,    bet    Park    and    Madison    avs.. 22, 

L   624,    L   746,    1009. 
s  3,  bet  Park  and  Mad  avs.. 71,  654. 
n   s,   bet  Mad   and   5th   avs..  182,   B   193, 

272. 
s  s,  bet  Mad  and  5th  avs.  .*449.  962. 
s   s.    bet    C    P   W   and   Col    av..25,    (32). 

W  41,   F  885,   S    1022,   V   1109. 
n   s,    bet    Col    and    Am    avs..*533. 
s  s.  bet  Col  and  Am  avs..K  1064. 
n   s,    bet    West    End   and   Riverside   avs.. 

71,    A   ,86,    H   SO,    M   91,    695. 
s   s,   bet   West   End   and   Riverside   avs.. 

654,   735. 

93d   St,    s   s,    bet    Av   A   and    1st   av..(32), 
B  87. 
n    s,    bet    1st    and    2d    avs.. 227,    345, 

V  355,   R  625,   1009. 

s  s,  bet  1st  and  2d  avs.. 71,  F  88,   130, 

309. 
s  s,  bet  2d  and  3d  avs..418» 
n    s,    bet    3d    and    Lex    avs.. (86),    227, 

B  661. 
s  s,  bet  3d  and  Lex  avs.. 275. 
n  s.  bet  Lex  and  Park  avs.. 381,  B  423. 
n   s,   bet    Mad   and   .5th   avs..M   976. 
n  s,  bet  C  P  W  and  Col  av..615.  S  626, 

962. 
n    s.   bet   Col   and   Am   avs.. 57-5,    B   583, 

K  663.  82S,  C  838. 
n  s,  bet  Am  and  West  End  avs..E  704. 
s    s,    bet    Am    and    West    End    avs.. 920, 

E    972. 
n  s,   bet    West   End  and   Riverside   avs.. 

D   194,  D  838.  R  842,  875. 
s   s,  bet   West    End  and   Riverside   avs.. 

V  708. 

&4th   St,    n   s,    bet    1st   and   2d   avs..M   354, 

828,  R  841,  R  842.  920,  G  927,  N  930. 
s    s.    bet    1st    and   2d   avs.. 381,    P   388, 

695,    735,    F   744. 
n    s,    bet    2d    and    3d    avs..G    506,    781. 

M   793,   920. 
s   s.   bet  2d  and   3d   avs.. (385),   S  427. 

497. 
n  .  s,    bet    3d    and    Lex    avs..  182,    227, 

W  243,  H  928. 
n    s.    bet    Lex    and    Park    avs.. 016. 
s   s.    bet    Park    and   Mad   avs.. 22,   R   38, 

K   195.  381,  B  386,  W  389. 
n   s.   bet   C   P  W   and   Col   av..227,   345, 

D  8.52.   N  354,   575,   G  584,  654,   735, 

H    745,    781,    G    791. 
s    s.    bet    C    P    W    and    Col    av..P    388, 

P.  747,    1009. 
n   s.   bet    Col    and    Am    avs.  .22,    M    148, 

962. 
s    s,    bet    Col    and    Am    avs.. 380,    *449, 

054,   (702),  735,   M  747. 
u    s,    bet    Am    and    West    End    avs.. 311, 

F  704.   9f>2.   F  973,   1090.   M   1108. 
n   s,   bet   West  End  and  Riverside  avs.. 

H  623. 
s   s    bet   West  End  and   Riverside   avs.. 

130,    227,    272,    D    282,    345,    B    352, 

735. 

95th   st,    s    s.   bet    Av  A   and    1st    av..  10.55. 

n   s,    bet    1st    and  2d    avs..L    196,    .347. 

G    3.53,    L    354,  454,    L    463,    L    700, 
G   745.    (1015). 


s    s,    bet    1st    and    2d    avs.. 225.    t325, 

345,   L  507,   015,   L  887. 
n   s,    bet   2d   and   3d   avs.. 22,   L   37,    71, 

O  91,  O  92,   130,   O   148,   S   149,    (460). 
s  s,  bet  2d  and  3d  avs.. 22. 
n  s,   bet  3d  and  Lex  avs..E  838. 
s   s,    bet   3d   and   Lex   avs.. 875,   S   889, 

1053,   H    1063. 
n    s,    bet    Park    and    Mad    avs.. 7.3,    962, 

M  976,   R   1021. 
n    s,    bet    C    P    W    and    Col    av..W    198, 

497,   H   501!. 
s   s.   bet   C   P  W  and   Col   av..71,    (86), 

310,  O  320,  497,  K  507,  P  587,  E  623. 
n    s,    bet    Col    and    Am    avs.. 272,    310, 

W   979. 
s    s,   bet   Col    and    Am   avs.. 309,   E   352, 

410,    M    426,    •775,    875,    920,    B    926, 

962,  963,   K  975.  T  978,  10.53,  L  1065. 
n    s,    bet    Am    and    West    End    avs.. 25, 

L  37. 
s    s,    bet    Am    and    West    End    avs.. 274, 

K   840,   875,    K   886. 
n  s.   bet   West   End   and   Riverside   avs.. 

416,    L   426,    t934. 
s   s,   bet  West   End   and   Riverside   avs.. 

877. 

96th  St,  s  s,  bet  1st  and  2d  avs.. 416,  1055, 

G  1106. 
s  s,  bet  2d  and  3d  avs.'.B  87,  (6(50), 

A  971,  H  1019. 
n  s,  bet  3d  and  Le.Y  avs.. 22,  61.5,  S  62(>, 

10.55,  B  1061. 
s  s.  bet  3d  and  Lex  avs.. 828,  L  887. 
n  s,  bet  Lex  and  Park  avs..G  143, 

t325,    G    462,    L    463.    G    546,    L    547, 

575.  654,  G  663.  781,  G  791.  S  794. 
s   s,   bet   Lex  and   Park  avs..t32.5,   ♦870. 
n   s,    bet    Park    and    Madison    avs..S   9.3, 

P  587,   S  748,   1097,  M   1107,   S   1108, 

S  1109. 
s    s,    bet    Park     and     Mad     avs.  .W   28.5, 

W   321,    735,    736,    N    747. 
n   s,   bet   Mad   and   5th   avs..  (971). 
s    s,    bet   Mad   and   5th   avs.. (1103). 
n   s,    bet    C    P   W   and    Col   av..22,    130, 

B   143,  227. 
s  s,  bet  C  P  W  and  Col  av..l30,  H  146, 

227,    t246,    272,    W    286.    S    3.55,    416, 
.F   424,    P   464,    E    744,    E    885,    1097. 
n    s,    bet    Col    and    Am    avs.. (835). 
s  s.  bet  Col  and  Am  avs.. 71,  497,  H  540, 

575,   B   582,    F  5.S4,    1097. 
s  s.   bet  Am  and  West  End  avs..C  318. 
n  s.   bet   West  End  and   Riverside   avs.. 

497,    538,    1009,    L    1020. 
s   s,   bet   West  End   and   Riverside   avs.. 

W  322. 

07th  St,  n  s,  bet  East  River  and  1st  av.. 

1011. 
n  s.  bet  1st  and  2d  avs.. 22,  F  34,  272, 

A  2,80,  730,  F  744. 
n  s.  bet  2d  and  3d  avs.. 22.  71,  G  89. 

139,  133.  B  144.  L  147,  227,  F  2.39, 

272,  S  285.  (021),  963.  (970).  L  975. 
s  s,  bet  2d  and  3d  avs..B  144,  227.  231, 

K  283.  G  387,  416,  (422).  I  425,  575, 

P  .587.  (835),  875,  878,  (883),  F  88.5, 

L  887,  ^956,  965,  M  1020,  G  1063. 
n  s,  bet  3d  and  Lex  avs.. 26,  497,  498, 

M  507. 
s  s,  bet  3d  and  Lex  avs.. 71,  B  87, 

272,    P   284.   575.    G   584,    F   973. 
n  s,  bet  Lex  and  Park  avs.. 345,  W  35.5, 

F    839. 
s    s.    bet    Lex    and    Park    avs.. 71,    830, 

B    837,    920,    1053. 
n  s,  bet  Park  and  Mad  avs.. 456,   F  462, 

tS94. 
s  s,  bet   Park   and  Mad  avs..  182,   S  242, 

S  427,   S  .508,  S  548,  (595,  ♦870. 
n  s.  bet  Mad  and  5th  avs..M  148.  M  841. 
s  s.   bet  Mad  and  5th  avs..t3.58,  E   744, 

L  929. 
n  s,   bet    C   P  W   and    Col   av..22,   P  38, 

E    194,   227.    P   241,    K   .320,   416.   498, 

W  508. 
s    s,    bet    C    P    W    and    Col    av..D    281, 

D   023,   P  625. 
n   s,   bet    Col   and   Am    avs.. 615,    R   625, 

73(5.    B    74.3.    S    748. 
s   s,   bet   Col   and   Am   avs..R  889,   1097. 
s   s,   bet   West   End   and   Riverside   avs.. 

497,  538,   828,   K   840,   1009,   L    1020. 

9Sth   st,   s   s,    bet   East    River  and   1st   av.. 

1011. 
s    s,    bet    1st    and    2d    avs..M    747. 
n    s.    bet    2d    and    3d    avs.. 498.    S   890, 

920.    R    930,    W    931,    W    979,    1053, 

B  1061. 
s  s,  bet  2d  and  3d  avs.. 1.30,  L  147, 

272,  312.  G  506. 
s  s.  bet  3d  and  Lex  avs..  (86),  0  92, 

.380.   R   707.   P  1021.   R   1021. 
s    s,   bet   Lex    and    Park    avs.. 25,    (788). 
n   s.   bet   Park   and   Mad   avs.. 22,   W  41, 

lOOO. 
s   s,   bet   Park   and   Mad   avs.. 26.    (191), 

498,  S    .508.    H    704,    J    7(^,    M    1065, 
1097.    W    1110. 

n  s.  bet  Mad  and  5th  avs.. (279),  M  283, 

M   284,    (970). 
s   s,   bet   Mad  and   5th   avs.. 737,   A  743. 
n  s,  bet  C  P  W  and  Col  av..l30,   (142), 

182    ■I"325 
s  s.   bet   c"p  W  and   Col    av..71,   H   89, 

1.30,    227,    272,    310,    345.    498.    730, 

J  886,  L  887,   M  887,  963,   P  976. 


s   s,    bet   Col   and   Am    avs.. 227,   H   974 

1053,    10SI7,    B    1104. 
n    s,    bet    .Vm    and    West    End    avs.. 272 

K   283. 
s    s,    bet    Am    and    West    End    avs.. 500. 
s   s,   bet  West  End  and   Riverside   avs.. 
.    22,    R  39,   K   585. 

99th   st,    n   s,    bet   1st    and   2d    avs..K   2.S3, 

H  425,  878,  L  975,  1097,  1099,  K  1100, 

S  1108,  S  1109. 
n    s,    bet    2d    and    od    avs.. 69.5,    O    706, 

S   707. 
s   s,    bet    2d   and   3d    avs.. 22.    1.30,   227. 
n   s,    bet    3d    and    Lex   avs.. 227,    M   241 

310,  (317),  C  318,  F  318,  C  927,  F  927, 

S  931. 
n    s.    bet    Park    and    Mad    avs.. 25,    182 

227,   T  243,   ,875,   L  8S7. 
s  s,  bet  Park  and  Mad  avs.. A  192,  828. 
n   s,   bet   C    P  W   and   Col   av..22,   S  93 

D   145,  G  5015,  J  506. 
s  s,  bet  C  P  W  and  Col  av..575,  H  585, 

0{!3,  1054,  A  1061,  G  1063.  W  1109. 
n   s,    bet    Col    and    .\m    avs.. 7.36,    W   749. 
s    s,    bet    Col    and    Am    avs..S   (525,    920. 
n    s,    bet    Am    and    West    End    avs.. 498 

G  74.5,  875. 
s    s,    bet    Am    and    West    End    avs..P   92 

P  148.  310,  C  .SIS,  416,  M  420    E  704 

781,   S   794,  875,   P  888. 

lOOth  st,  n  s,  bet  Av  A  and  1st  av,,B  193, 

(280).    (42;!).   S   4(i5,   9(53,   965,   B  971, 

S  978,  KNIII.  B  lOKJ,  s  1022.  1097. 
n  s,   bet   1st   and  2d   avs.. 22.   23,   M  37 

130,  (2S0),  312,  G  319,  575,  K  840, 

L  887,  R  1021. 
s  s,  bet  1st  and  2d  avs..K  2.8.3,  (423) 

H  425.  4.54,  F  4(52.  L  4(53.  F  50l5, 

575.  F  .584.  S  707.  (.830).  87.5,  878, 

L  .SS7.  F  973.  L  975,  1009,  F  1017 

F  1018,  1097,  K  1100,  L  1107. 
n  s.  bet  2d  and  3d  avs.. 185,  272,  454, 

B  r.05,  C  790,  1097. 
s  s,  bet  2d  and  3d  avs.. 22,  R  39,  T  40 

71,  (422).  (883),  1009,  R  1021. 
n  s,  bet  .3d  and  Lex  avs..  (191),  575, 

S  .587,  781.  A  789. 
s  s.  bet  3d  and  Lex  a  vs..  71,  M  91, 

182,  R  464,  695,  B  703,  L  740,  B  837, 

963. 
n  s,  bet  Lex  and  Park  avs.. 71,  F  88, 

130,    G    145,    183,    S    198,    227,    2T2, 

L  585,  095,  736,  828,  1009,  1097. 
n  s,  bet  Park  and  Mad  avs..H  705. 
s  S,   bet   Park  and  Mad  avs.. 380,    (385), 

C   423,    575. 
s    s,    bet    Mad    and    5th    avs..  (788). 
n    s,    bet    C    P    W    and    Col    av..M    283, 

M  284,   R  388,  416,  G  424,   498,  575, 

N  706,  781. 
s   s.   bet   C   P   W   and   Col   av..380,   416, 

4.54,   615,   875. 
n    s,    bet    Col    and    Am    avs.. 71,    W    93, 

182,  272,  C  281.  F  282,   (8S2),  L  929. 
s   s,   bet   Col   and   Am   avs.  .345. 
n    s,    bet    Am    and    West   End    avs.. 182 

272,    920,    (1015), 
s   s,  bet  Am  and  West   End  avs..S  285, 

830. 
n  s,   bet  West   End  and  Riverside   avs.. 

182,  227.  498,  G  791. 

101st    st,    n    s,    bet    Pleasant^and    1st   avs.. 

A    883. 
s  s,  bet  Pleasant  and  1st  avs.. 71,  C  87, 

(660),  781,  F  791,  W  795,  965.  c  101)2. 
n    s,    bet     1st    and    2d    avs.. 23,    T    40, 

S    93.    1.30,    133,    F    145,    L    147,    272, 

G   282,   345,   380.   454,    (702).    F   885. 
s  s,   bet    1st   and   2d   avs.. 71,    (86),   130, 

(142),      H    146,      416,    (422),     H    506, 

W    026,    K    840. 
n  s.  bet  2d  and  3d  avs.. (32),  272,  K  283, 

310.  498,  M  507,  875. 
s  s,  bet  2d  and  3d  avs.. 74,  G  89,  499, 

(544). 
n    s,    bet    3d    and    Lex    avs.. 23,    K    36, 

t358,  K  840,  K  886. 
s    s.    bet    3d    and    Lex    avs.. 23,    H    146, 

(504),    L    975,    H    1019. 
n    s,    bet    Lex   and    Park   avs.. 26.    R   38, 

71.  T  149,  W  243,  828,  E  885.  M  1108. 
s  s.  bet  Lex  and  Park  avs..G  89,  G  623, 

G  663,  737,  K  840,  S  931. 
n    s,    bet    Park    and   Mad    avs..  183,    184, 

M   1108. 
s  s.   bet  Park  and  Mad  avs.. 227,  P  241, 

310.  S  321,  P  706,  (925),  C  972,  G  973, 

R   977,    C    1017,    1053,   G   10(53,    1097. 
n    s,    bet    Mad    and    5th    avs..41(i. 
n   s,   bet    C   P   W  and   Col   av..l84,   230, 

1097,  S  1109. 
s  s.  bet  C  P  W  and  Col  av..l.30,  M  148. 
n  s.  bet  Col  and  .-^m  avs.. 71,   (SO),  B  87, 

130,  G  146,  N  148,  227,  L  240,  B  971, 

B  1016. 
s   s,   bet    Col   and   Am   avs..V   626,   737, 

781.    782,    L    792,    M    793,    828,    875, 

N   ,SS8.    G   928. 
n    s,    bet    Am    and    West    End    avs.. 23. 
n  s.   bet   West  End  and   Riverside  avs.. 

t45.  498. 
s  s,   bet  West   End   and   Riverside   avs.. 

130,   H   146,   272. 

102d  st,  s  s,  bet  Pleasant  and  1st  avs..  183, 
D  281.  W  2S0,   G  791,   (970). 
n    s.     bet     1st    and    2d     avs.. 1.30,     272, 
G  282,  310,   C  318,   (503),   (702). 


■VOTH. — When  In  do'.!bt  t.'i  to  the  meaning  of  the  signs  used,  consult  the  key  on  page  3. 
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s   s.   bet    1st   and   2d    avs..74.    183,   227, 

R  242,  SK;,  41.S.  W  428.   (88.-)),   F  838. 
n    s,    bet   2d    and    :jd    avs..(2;:!7),    (317), 

380,    B    38(!.    41(i,    4!»S.    (503),     (543), 

(GOO).    H   705,    M   70lj,   0(53. 
s   s,   bet  2d  and  3d   avs..L  00,   227,  416, 
(422).  (;54.  S  707.   (788).  D  7'jl,  S  704, 

(1015),    1007,    (1103).. 
n   s,   bet   3d   and   Lex   avs..23.   O   38. 
s    s,    bet   3d    and    Lex    avs..380,    D    386, 

656. 
n   s.   bet   Lex   and    Park   avs..310,   t358, 

380,    R   3SS.    416,    tSll,    N   841,    903, 

M   076,    tl071. 
s    s,    bet    Lex    and    Park    avs..71,    340, 

.538,   7.36,    (742).    F   744.   020,   M   1065. 
n  s.  bet  Park  and  Mad  avs..227,  H  240, 

272,    (385).    1(111.    S    1021. 
s  s.  bet   Park  and   Mad  avs..(422),   730. 

I   074,    S   078. 
n  s,  bet  C  P  W  and  Col  av.  .B  837. 
s  s,  bet  C  P  W  and  Col  av..S  626. 
n  s,   bet   Col    and   Am   avs..l.S0.   H    146, 

W  150.  4.54,  H  4li2.  408,  F  505.  L  604, 

736,  828.  020,  064. 
s   s,    bet   Col    and   Am    avs..S7.5,    F   885, 

920,   F  927,   063,    (070),   S   078,   1053, 

F  1063. 
n    s,    bet    Am    and    West    End    avs..410 

H    928. 
s    s,    bet    Am    and    West    End    avs..227, 

M    241,    C    545,    (788). 
s   s,   bet   West   End   and   Riverside   avs.. 

F  838,  875,  A  883. 

103d   St.   n   s,   bet   East   River   and    1st   av.. 

H  705. 
n    s,    bet    1st   and   2d   avs..  (543),    (581), 

V   740.   T   842.     (883),     M   887,    1007, 

B   1104,   M   1107. 
s    s,    bet     1st    and    2d    avs..  (86),    227, 

S   749. 
n    s.    bet     2d     and    3d    avs.. 736,     781, 

W    843,    063,    F   073,    L    075,    P   076, 

T  078,  1007,  W  1100,  W  1110. 
s  s,  bet  2d  and  3d  avs.. 74,  183,  A  102, 

227,  (385),  1007. 
n  s,  bet  3d  and  Lex  avs.. 498  020. 
s  s,  bet  3d  and  Lex  avs.. 227,  G  240, 

G  3.53.  605,  (788),  K  703,  C  1017, 

K  .1010. 
n  s.  bet  Lex  and  Park  avs.. 410,  W  427, 

408.    783,    W    70.".,    ]0:)7. 
s    s,    bet    Lex    and    Park    avs..t45,    781, 

K    792. 
n  s,  bet  Park  and  Mad  avs.. 4.54,  H  4(i3, 

H    506. 
s  s,  bet  Park  and  Mad  avs.. 272,  L  10(54. 
n   s,   bet   Mad  and   5th   avs..K  283,   380, 

F   387.    7S3.    H    702. 
n  s,  bet  C  P  W  and  Col  av..615,  R  625, 

963,  965,   1000,    1007.   A    1101. 
s  s,  bet  C  P  W  and  Col  av..H   105. 
n   s,    bet   Col   and   Am   avs.. 416,    H   425, 

L  585,   W   1068,   C    1105,   W   1110. 
s  s.  bet  Col  and  Am  avs..C  700,  M  841, 

C  072. 
n    s.    bet    Am    and    West    End    avs..*6.3. 

272,   828,   829,    B   837. 
s  s,   bet   Am   and    West   End   avs..  (101). 
n  s,   bet   West   End   and   Riverside   avs.. 

G   885. 
s   s,   bet   West   End    and    Riverside    avs.. 

D  838,  E  838. 

104th   St.   n   s,   bet   East    River   and    Av   A.. 

(882). 
n  s,   bet  Av  A  and   1st   av..654,   D  662. 
s   s,   bet   Av   A   and    1st    av..(86),    498, 

(925). 
n    s,    bet    1st    and    2d    avs.. 130,     (142), 

K  746 
s  s,  bet  1st  and  2d  avs.. 2(5,  .575,  C  743, 

(SS3) 
n  s,  bet  2d  and  3d  avs.. 26,  N  38, 

F  063. 
s  s,  bet  2d  and  .Sd  avs.  .23,  272.  273. 

G  282.  S  285.  L  .387,  S  .3,80.  41(5.  B  423, 
C  423,  K  425,  408,  H  .50(5,  538.  M  547. 

61.5.  (621).  (702). 
n  s,  bet  3d  and  Lex  avs..  183,  T  108. 

345,  J  353,  M  887,  0(53. 
s  s,  bet  3d  and  Lex  avs.. 310,  S  321. 
n  s,  bet  Lex  and  Park  avs..L  19(5.  230, 

C  2.30.  310,  K  .320.  L  4(53.  T  749. 
s  s.  bet  Lex  and  Park  avs..  1.30.  D  145. 

272,  B  884,  K  028,  V  031. 
n  s,  bet  Park  and  Mad  avs.. 272. 
s  s.  bet  Park  and  Mad  avs..C  583, 

H  702.  T  978. 
n  s,  bet  Mad  and  5th  avs..K  4(53,  W  465, 

1007. 
s   s.   bet   Mad   and   5th   avs.. 380,   H  387, 

K   387,   06.5,   H   074. 
n  s.  bet  C  P  W  and  Col  av..227,  A  2.37, 

B    238,    P    241,    R    242,    .57.5,    W    588, 

736.    781.    B   780.    10.53. 
s  s,  bet  C  P  W  and  Col  av..4.54,  M  464. 
n   s,   bet    Col    and    Am    avs.. 4.54.    F   4(52. 

(503),   538,   J   .546,    (.581).   G   6(53.    781. 
s    s,    bet    Col    and    Am    avs..W    40,    71, 

M  91.  408,  D  072. 
n  s,  bet   Am  and  West   End  avs..M  586, 

1053.    C    1(M52. 
s    s.    bet    Am    and    West    End    avs.. 015, 

063.    tlll2. 
n   s,   bet   West    End    and    Riverside    avs.. 

B   622.   B  662. 
s   s,   bet  West   End   and   Riverside   avs.. 

W  548. 
105lh  St,  n  s,  bet  Pleasant  and  1st  av..(702), 

A  703. 


s  s,  bef  Pleasant  and  1st  avs..S  285. 
n  s,  bet  1st  and  2d  avs.. 23,  (.32),  273, 

B  281,  408,  875,  L  887,  T  890,  T  031. 
s  s,  bet  1st  and  2d  avs.. 416,  (422), 

575,  (702). 
n  s,  bet  2d  and  3d  avs.. 228,  G  240, 

(422),  (460).  (702),  (1060). 
s  s,  bet  2d  and  3d  avs.. 71,  M  01,  408, 

C  505,  (836).  063,  W  078,  1097. 
n  s,  bet  3d  and  Lex  avs. ,23,  M  37, 

71,  228,  M  076. 
n  s,  bet  Lex  and  Park  avs.. 228.  A  237, 

273. 
s  s,  bet  Lex  and  Park  avs.. 695,  H  705. 
n  s,  bet  Park  and  Mad  avs.. 23,  H  36, 

575,  S  587.  R  880. 
s  s,  bet  Park  and  Mad  avs.. 273,  B  281, 

310,  G  319,  575,  J  585,  G  791,  L  702, 

S    1109. 
n   s,   bet    Mad   and  5th   avs.. 498,   P   508, 

F    1017,    10.53,    B    1061,    1097. 
s    s,    bet    Mad    and    5th    avs..t45,    1007. 
n    s,    bet    C    P    W    and    Col    av..C    622, 

655. 
s  s.   bet   C   P   W   and   Col   av..23,    S   30, 

Y    1110. 
s  s,  bet  Col  and  Am  avs.. 23,   0  38,  71, 

054,    P   664. 
n  s,  bet  Am  and  West  End  avs..  1053. 
s    s,    bet    Am    and    West    End    avs.. 347, 

Q  354,   (.581). 

106th  St,  s  s,  east  of  Pleasant  av..(503). 
n  s,  bet   Pleasant  and   1st   avs.. 23.    (32), 

K  36,  (461),  (621),  (1015).  (1060). 
n  s,  bet  1st  and  2d  avs..M  1107. 
s   s,   bet    1st   and  2d   avs..L  507,   C  838, 

P  841,  875.  A  926,  S  1021,  S  1067. 
n    s,    bet    2d    and    3d    avs.. 131,     (385), 

540,  577,  S  .587,  (660),  (882).  1000. 
s    s,    bet    2d    and    3d    avs.. 228,    S    242, 

C    318,    346,     (351),    N     3.54,      (581), 

S  587. 
s   s,    bet' 3d   and   Lex   avs..C   88,    (280), 

G  387,   M  388,    (882). 
n   s,   bet    Lex   and   Park   avs.. 23,    W   40, 

D  -282,   781,   829,    1053. 
s   s,   bet   Lex   and   Park   avs.. 20. 
u   s,    bet    Park    and    Mad    avs..  130.    13.3. 

D    144.    228,    E    239,    G    240,    W    031, 
~s    s,    bet    Park    and    Mad    avs.. 71,    133, 

((521).    E    744,    829,    F    838,     N    841, 

D    1017. 
n    s.    bet    Mad    and    5th    avs..  131,    133, 

500.   697. 
s   s,  bet  Mad  and  5th  avs.. 131.   S   149, 

416,    S   427. 
n  s,  bet  C  P  W  and  Col  av..380.  F  387, 

F   .584,   654,    H   663,    H   1063,    H    1106. 
s   s,   bet    C   P  W   and   Col   av..23,   H   36, 

71.    H    80,    S    03,    498,    S    508,    E    545, 

875. 
s    s,    bet    Col   and   Am    avs.. 131,    V    150. 
n   s,   bet  West  End  and  Riverside   avs.. 

500,   S  587. 
s   s.   bel   West   End   and   Riverside   avs.. 

IWIO. 

107th  St,  n  s,  east  of  Pleasant  ave.  .L  463. 
n    s,    bet    Pleasant    and    1st    avs.. (351), 

4.54,    L   .547. 
s  s.  bet  Pleasant  and  1st  avs.  .23,  K  36, 

131,    (423).   G  424. 
n   s,   bet   1st   and   2d   avs.. (385),   R   4(>4, 

(.581),  617,  A  622,  (882),   (970),   1000. 
s  s,  bet  1st  and  2d  avs.  .B  238,  (503),  C 

703,    (788). 
n   s.    bet    2d   and   3d   avs.  .71.    W  03,    W 

1.50.   1S3.   (102),  273,  B  281,  380,  654, 

781.    B    789.   S  704,    (S35),   »0.56,   1097. 
s  s,  bet  2d  and  3d  avs.  .J  36,  183,  K  196, 

228,  G  240.  273,  (279),  416,  695,  G  704. 

J  705,  J  745,  J  702,  (882). 
n  s,  bet  Lex  and  Park  avs.. (.581). 
s  s,   bet    Lex   and   Park  avs.. 781. 
n  s.  bet  Park  and  Mad  avs.  .131.  D  145. 
s  s,   bet  Park  and  Mad  avs.. 131.  P  148, 

228.  538.  695,  M  706,  S  707,  7.37.  781, 

J  702,  *9.50,  1053,  B  1061,  S  110!>. 
n  s,  bet  Mad  and  5th  avs.  .(544),  Z  979. 
s   s.    bet    Mad   and   5th   avs.  .133,    I    14(5, 

500,  697. 
n  s,  bet  C  P  W  and  Col   avs..N  284,  N 

288,  S  355,  418,  K  425,  F  704,  (742), 

T  74!),  S  842,  877,  J  886,  R  930,  R  977, 

(1015). 
n  s,  bet  Col  and  Am  avs.. 454,  F  462. 
s  s,   bet   Col  and  Am  avs.. J  283. 
n  s,  bet   Am  and  West  End  avs..  131,  R 

149.  (279).  J  319,  P  464,  016,  S  626,  G 

791,   O   793. 
s  s,  bet  Am  and  West  End  avs.  .1  66.3. 
n   s,  bet   West   End   and  Riverside  avs.  . 

1011. 
s  s,   bet   West   End   and   Riverside   avs.. 

829,  0(53. 

]08th    St.    n    s.    bet    Pleasant    and    1st    avs... 

(621). 
s    s,    bet    Pleasant    and    1st    avs.. (422). 

(882). 
n  s,  bel  1st  and  2d  avs.. 656.  K  (564.  K 

705,  K  702.  (925),  K  1019.  D  10(52. 
s  s,  bet  1st  and  2d  avs.  .23.  E  34,  71. 

L  01,  228,  B  238.  454.  L  463,  498,  L 

.507,  (835),  L  10(55. 
n  s,  bet  2d  and  3d  avs.. (142),  736,  O 

747. 
s  s,  bet  2d  and  3d  avs.. 71.  P  92.  273, 

C  281.  P  464.  B  743.  G  745.  C  884, 

1007,  D  1017,  G  1018,  R  1021. 


n  s,  bet  3d  and  Lex  avs.. 575,  A  582, 

1000. 
s  s,  bet  .3d  and  Lex  avs.. J  146,  J  353. 

(661),  D  1105,  G  1106. 
n  s,  bet  Lex  and  Park  avs.. 23,  B  33, 

(882). 
s  s,  bet  Lex  and  Park  avs.. 23,  R  508, 

R  748. 
n  s,  bet  Park  and  Mad  avs.. 23,  S  39, 

607. 
s  s,  bet  Park  and  Mad  avs.. 737. 
n  s,  bet  C  P  W  and  Col  av..t45,  S  355, 

S  704. 
s  s.  bet  C  P  W  and  Col  av..N  284,  N 

2.S8,  34(5,  S  3.55.  418,  K  425,  605,  F 

704,  S  748,  T  749,  877,  D  1105. 
n  s,  bet  Col  and  Am  avs.  .A  544,  G  791, 

K  702,  R  703. 
n  s,  bet  Am  and  Riverside  avs.  .310. 
s  s,  bet  Am  and  Riverside  avs.  .381,  417. 

100th  St,  n  s,  bet  1st  and  2d  avs.  .183,  (191), 

C  104.  020. 
s  s,  bet  1st  and  2d  avs.. (86),  (742). 
n    s,    bet   2d   and   3d   avs.. 310,    G   319, 

(661).  • 
s   s,    bet   2d   and  3d   avs.. 71,   183,   228, 

(237),    273,    S   285,   310,    380,   416,    M 

464,   781,   783,   G   791,   L  793,   G  073, 

1009. 
n  s.  bet  3d  and  Lex  avs.  .L  388. 
s  s,  bet  3d  and  Lex  avs.  .71,  S  93,  P  424. 
n  s,  bet  Lex  and  Park  avs.. (317).  346, 

F  353,  H  425,  575,  C  703,  G  704. 
s  s,  bet  Lex  and  Park  avs..B  87,  131, 

L  147,  228,  B  238,  L  746. 
n  s.  bet  Park  and  Mad  avs..L  196,  W 

198.  W  243,  311,  S  321,  416,  4.54,  498, 

736,   781,  W  795. 
s  s.  bet   Park  and  Mad  avs..  183,  S  198, 

228,  B  238,  273,  G  928. 
s  s,  bet  Mad  and  5th  avs .  .  E  239,  273. 
n  s.  bet  C  P  W  and  Col  av.  .H  89,  M  91, 

452,   W  4(55,   (582),  820. 
s  s,   bet  C  P  W  and  Col  av.  .t45,  S  794, 

S   1021. 
s   s,   bet   Col   and   Am   avs..G   89,   S   93, 

131,   D   145,  G   1!14.  S  107,  V  4&5,  575, 

820,  C  837,   1007. 
n   s,    bet   Am   av   and   Broadway.  .273.    R 

284.  S  285,  380,  C  662.  S  707,  820,  L 

841,   063. 
s  s.   bet   Broadway  and  Riverside  av..W 

40,   131,  228. 

110th   St,    s    s.    bet    Pleasant    and    1st    avs.. 
(461).  C  461. 

n  s,   bet  1st  and  2d  avs.. 346,  736. 

s  s,  bet  1st  and  2d  avs.. 23,  26,  71,  310. 

n  s.  bet  2d  and  3d  avs..  131,  S  149,  W 
150,  183,  Z  100.  273,  B  281,  R  388, 
*440,  454,  W  465,  R  587,  615,  (621),  R 
665,  605,  R  707,  736,  (742),  A  743,  M 
747,  875,  063,  S  078,  P  1021,  R  1021. 

s   s,    bet   2d   and   3d   avs..C   238,   C   239, 
273.  736,  820,  ItlOO,  1097. 
s    s,    bet   3d    and    Lex    avs..  182,   U  548, 
575,  (581).  J  585,  1007. 

n  s,  bet  Lex  and  Park  avs.. 23,  71,  M  91, 
228,   A  352,   575,   656,   G  663,  829,   A 

837,  P  841,  R  842,  M  1108. 

s  s,  bet  Lex  and  Park  avs..  183,  M  196, 

M  747.  *870.  875,  (925).  1000,  1097. 
n  s.  bet  Park  and  Mad  avs..S  30,  71,  655, 

736,  F  744.  C  884. 
s  s,  bet  Park  and  Mad  avs.. 71,  380,  538, 

F  704,  (1015). 
n  s,  bet  Mad  and  5th  avs.. 23,  R  38,  T 

749,  (070),  L  975. 
s  s,  bet  Mad  and  5th  avs..  131,  M  148, 

416,  K  425,  W  428. 

n  s,  bet  Lenox  and  7th  avs..t246,  O 

354,  (970),  O  1108. 
s  s,  bet  Lenox  and  7th  avs..C  622. 
n  s,  bet  7th  and  8th  avs..d  38,  184,  E 

838,  *870. 

s  s.  bet  8th  and  Morningslde  av  E.  . 
H  35,  B  88,  H  89,  H  146.  452.  W  465, 
499,  H  506,  (.582),  733,  H  88<5. 

s  S,  bet  Am  av  and  Broadway.  .(6(50),  M 
664. 

n  s,   west  of  Broadway.  .t45,  60,  H  546. 

111th   st,    n   s,    bet    1st   and   2d   avs..R   747, 

781,  820.  P  841,  (1015),  B  1104. 
s   s,   bet   1st   and  2d  avs.. (460). 
n  s.  bet  2d  and  M  avs.. 71,  D  839,  (422), 

M  1020.   (1060).  M  1065. 
s  s,   bet   2d   and  3d   avs .  .  M  283. 
n  s,  bet  3d  and  Lex  av..71. 
s  s.  bet  3d  and  Lex  avs..K  840,  W  1022. 
n  s.  bet  Lex  and  Park  avs..M  706,  (1015). 
s    s,    bet    Lex    and    Park    avs.  .23,    t-J30. 

(742). 
n    s,    bet    Park   and   Mad    avs..G   239.    E 

505,   G   704,   K   705,   M   706.   B   837,   G 

839. 
s  s,   bet  Park  and  Mad  avs.  .S  197,  273, 

C  281,   6.55,   606.   G   704,  876,   K  886, 

1009. 
n   s.    bet    Mad   and   5th    avs..B   662. 
s   s,   bet   Mad  and  5th   avs.  .1.33,  E   545. 
n  s.   bet  Lenox  and  7th  avs..L  702. 
s   s.    bet    Lenox   and   7th   avs.. 23,   G   35, 

133.   E  .545.    *870. 
n    s,    bet   7th   and   Sth   avs.. .538,   G   584, 

696,   (702),   P  706. 
s  s,  bet  7th  and  8th  avs.. 23.  W  41.  t3.58, 

L  388.  M  426,  M  1020.  1097.  T  1109. 
n    s.    bet   8th    and   Morningside   av   E..C 

318,  538,  736. 


NOTE.^When   in  doubt   as   to   the   meaning  of   the   signs  used,  consult  the  key  on  page  3. 
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s  s,  bet  8th  and  Morningside  av  E..S  39, 

781,   S  7!W,   S  842. 
n  s.  Am  av  to  Broadway.. W  40,  (.oSl),  W 

79.J,   020,    (970),    (lOtiO).    (1103). 
s  s.  Am  av  to  Broadway.. (lilil). 
n  s.  west  of  Broadway.. C  281,  M  284,  R 

284.  M  .507,  R  .508.  R  547,  830. 
s  s,  west  of  Broadway.. t45,   183,  S  198, 

t358,  H  ."i4G. 

112th  St.   n  s.   bet   1st   and  2d   avs..(237),  D 

239,  41(;.   (422),   P  420,   S  427,   D  583, 

L  587),   (882). 
s  s,  bet  1st  and  2d  avs..l31,  (317),  575, 

B  022. 
n  s,  bet  2d  and  3d  avs..(;54,  M  004,  903. 
s  s,  bet  2d  and  3d  avs..23.  K  30,  131,  F 

145.  S  149.  3,S0,  B  380,  M  388.  410, 

(400),  (543),  090.  B  703,  W  708,  829, 

F  838,  870.  B  884.  R  889,  1000,  B  1010, 

K  1019,  L  1019. 
n  s.  bet  3d  and  Lex  avs.  .*177,  410,  C 

424.  454,  F  402.  • 
s  s,  bet  3d  and  Lex  avs.. 01.5,  B  022,  B 

703,  S  748,  B  971,  M  1005. 
n  s,  bet  Lex  and  Park  avs.. (38.5),  0.54, 

690,  J  705,  920,  H  928. 
s  s,  bet  Le,\  and  Park  avs.  .23,  G  35, 

tl02. 
n   s,   bet  Park  and  Mad  avs.. (543),   017, 

737,  F  1003,  S  1000. 
s  s,  bet  Park  and  Mad  avs..F  34,  R  148, 

228.   274.   310,    B   505,   D   583,   D  023, 

B  001.   D  0(!2,   B  837,  870,   D  884. 
n   s,   bet    Mad  and   5th   avs.. 131,   K   147, 

310,   E  318.  34(i,  .538,  D  545. 
s  s,  bet  Mad  and  5th  avs.. J  50(i,  J  ()()3. 
n   s,    bet   5th   and   Lenox   avs.. 23.   T   40, 

G  745.  L  792.  L  793.  1053,  M  1005. 
s    s,    bet    .5th    and    Lenox    avs..F   34,    71, 

132,   H   140,   L  147,  L  240,  1053. 
n   s,    bet   Lenox   and   7th   avs..M  320,    S 

508. 
s  s,  bet  Lenox  and  7th  avs.. 498,  O  507. 
n  s,  bet   7th  and  8th  avs..B  423,  575,  T 

.587,  B  002. 
s  s,  bet  7th  and  8th  avs.. 131,  183,  228, 

38t),   498,   015,   A   022,   781,    B   789,    F 

885. 
n  s,  bet  Sth  and  Morningside  av  E;(>.54. 
s  s,  bet  8th  and  Morningside  av  E..829, 

R  842. 
n    s.    bet    Am    av    and    Broadway.  .t325, 

575,  829.  U  843.  U  931. 
s  s.  bet  .\ra  av  and  Broadwav.  .W  40.  K 

507,  S  (i2(!.  S  7(17,  AV  795,  920,  K  928. 

K  929.  K  !t74.   V  978. 
n  s,  west  of  Broadway.  .228.  G  240,  273. 
s   s.   west   of  Broadway.  .83(1. 

n3th    St.    n   s,   bet    1st   and   2d   avs..S    149, 

(317).   K  024,   090. 
s    s.     bet     1st    and    2d    avs..  (.32),    340, 

M  580.   P  587,   S   020,   M   747. 
n    s,    bet    2d    and    3d    avs..  131,    D    144. 

N  507. 
s    s,    bet    2d    and    3d    avs..B    193,    273, 

B  281,  H  282,  P  321.  (3.51),  B  837. 
n   s,    bet  3d  and  Lex   avs...53,S.   1097. 
s    s.     bet    3d    and     Lex    avs..^!,     S    93, 

(423),    (021),   054.   S   005,   C   837,   905, 

D  972.  (1015),  C  1002. 
n  s,  bet  Lex  and  Park  avs..F  584,  877, 

O  S.SS,  A  1104. 
s  s,  bet  Lex  and  Park  avs..F  110-5. 
n  s,  bet  Park  and  Mad  avs..  131,  J  140, 

B    193,   273,    F   540,   N   547,   054,   G90, 

L   700. 
s    s,    bet    Park    and    Mad    avs.. 73.    131, 

K    140,    K    147,    B    318.    454.    S    .508, 

575,    054,    L    004,    090,    G    704,    7.30, 

781,   H  792,  87t!, 
n    s,    bet    Mad    and    .5th    avs.. 1097. 
s    s.    bet    Mad    and    5th    avs.. 829. 
n   s.   bet    .5th   and   Lenox    avs.. 181.   4.54, 

538,  M  547,  575,  D  583,  M  580,  M  971^ 
s  s,  bet  5th  and  Lenox  avs.. 228.  W  243, 

S  889,   W  931,   P   1021,   K   1107. 
n  s.  bet  Lenox  and  7th  avs..P  793. 
s  s.  bet  Lenox  and  7th  avs..F  319,  340, 

W   3-55.    D   5.S3.   M   841. 
ns,   bet    7th    and   8th   avs.. 228,   R   242, 

R  707. 
n    s,    bet    Sth    and    Morningside    av    E.. 

•124,   310.   737,   D    1105. 
s    s,    bet    8th    and    Morningside    av    E.. 

87<k' 
n    s.    bet     Am    av    and    Broadway.  .4.54, 

498,   054,   H  0(53,   T   707. 
s    s,    bet    Am    av    and    Broadway.  .340, 

L  3.54,   S  3.5.5.   C  .545,  781,   1009. 
n   s,    west    of    Broadwav.. K    195,    M    190, 

498.    R   .508.    09(!.    903. 
s   s,    west   of   Broadway.. L   841. 


114th    St,    n    s.    bet    Pleasant    and    1st    avs.. 

(422),  D  424.  (400),  OK!,  C  0>22,  P  025, 

U    708.    O    793,    U    890. 
n    s,    bet     1st    and    2d    avs.. 310.     (400), 

054.   D   (502,    G   0(53,    tS40.    C    10i;2. 
s    s.    bet    1st    and   2d    avs..41(),    N    420, 

(4(n),    010.    9(!3,    M    1005. 
n    s,    bet    2d    and    3d    avs..  131,    B    144, 

454.   498,   G   .500,  W  509,   829,   H  880, 

H  974.   *1048,    1097. 
s    s,    bet    2d    and    3d    avs.. 183,    F    194, 

F  239,  273,  3.S0.  D  .380,  D  424,    (581), 

t893,  10011,  M  1020. 
s  s,  bet  .3d  and  Lex  avs.. 183,  B  193, 

C  193.  T  198,  Z  199.  340,  (.503). 


185, 


418, 


454, 

.580, 

920, 

1009, 


n  s,  bet  Lex  and  Park  avs..  184, 

228,  340,  498,  1053,  D  110.5. 
s  s,  bet  Lex  and  Park  avs.. 183,  L  190, 

R  197,  015.  S  707,  ,829.  E  838,  H  1100. 
n  s,  bet  Park  and  .Mad  avs..22.S  B  238, 

500,  577,  R  842,  M  1005. 
s  s.  bet  Park  and  Mad  avs.. 4.54,  M  547, 

575,  L  .5.S5,  (1000). 
s  s,  bet  Mad  and  5th  avs.. 72, 

G   424. 
n   s,  bet   5th   and   Lenox   avs.. (590. 
s    s,    bet    .5th    and    Lenox    avs.. 380, 

B  401,  F  402,  H  403,  .540.  575.  M 

010,    7.30,    T    749,    781,    C    I'M. 

G    928.    9(i3.     A     971,     M    970, 

R    1021. 
n   s.   bet   Lenox   and   7th   avs.. 184,   539, 

K   541  i,    B   0(52,    10.55. 
n  s,   bet   7th  and  8th  avs..L  90,   W  93, 

K   880. 
s   s.    bet    7th    and    Sth    avs..  1053. 
n  s.  bet  Morningside  av  W  and  Am  av. . 

t391,   P  930. 
s    s,     bet     .Am    av    and     Broadway.  .145, 

M   547,    1053. 
s    s,     west     of    Broadway.  .498,     B    .50.5, 

870. 

115th   St.    n    s,    bet    Pleasant    and    1st    avs.. 

D   145,    (788),   D   1105. 
s    s.    bet    Pleasant    and    1st    avs..R    92, 

tl02,   131.  S  389,  G  791.   1097. 
n  s,  bet  1st  and  2d  avs.. 23.  G  35,  C  193. 

(.501).    D    545,     (742),     (92.5),    C    927, 

G   928. 
s    s,    bet    1st    and    2d    avs.. 72,    P    .547, 

575,  G  584,  M  580,  S  587,  016,  1009, 

(1015),   I   1019. 
n   s,   bet    2d   and   3d  avs.. I   283,    T   795, 

9(53,   1009,   Z  10.'2,   10.53.   R  lOOli. 
s  s,  bet  2d  and  3d 'avs..  183,  !I03,  S  1007. 
n    s,    bet    3d    and    Lex    avs..H    19.5. 
s   s,  bet  3d  and  Lex  avs.. (517,   737,  878, 

R   889,   S    889. 
n   s.   bet    Lex   and   Park   avs..tl02,   455, 

4.5(5,  ;i38,  877. 
s  s,  bet  Lex  and  Park  avs..P  284. 
n  s,  bet   Park  and  Mad  avs.. 310,  K  319, 

L    320,     W    322,    G    540,     0.54,     lOO'.t. 

(1015). 
n    s.    bet    Mad    and    .5th    avs.. 72,    310, 

870,   'OSO,  903. 
s  s    bet  Mad  and  5th  avs .  .  H  .89,  4.55.  K 

540,    Oil).    G    839. 
n   s,   bet   .5th   and    Lenox   avs.. 455,    054, 

903,    P   977,    H    lOLS. 
s   s,   bet  5th  and   Lenox   avs.. 72,   W  94, 

575,    570,    K    585,    O90.    R    748,    903, 

L   975,   N  970,   R  977. 
s  s,  bet   Lenox  and  7th  avs.. 781,  J  792. 

(8.35).  G  885,  920,  F  927. 
n    s,   bet   7th   and   Sth   avs..  131. 
s   s,   bet    7th    and   Sth   avs.. 131,    P    148, 

538,   730,   A  742. 
n  s.  bet  Morningside  av  W  and  Am  av.. 

P   148,   34(5,    B   352,    P   388,    1055,   E 

1002. 
s  s,  bet  Morningside  av  W  and  Am  av.  . 

P  148.  t391,  P  930,  (1103). 
n   s,    west   of   Broadway.. S   '2-12. 
s  s,  west  of  Broadway.. 228,  B  238,  575, 

S    587. 

110th   St,    s    s,    east    of   Pleasant    av..(2S0). 
n    s,    bet     Pleasant    and     1st    avs..tl.57, 

L  241.  t  289,  .340,  F  3,52,  .381.   (385), 

E    38(5,    010,    (742),    D    744,    920. 
s    s,    bet    Pleasant    and     1st    avs..F    35, 

M  2,S4.  310.  F  387.  498,  F  8:^8,  F  839, 

1053,  E  1002.  S  1007. 
n  s,  bet  1st  and  2d  avs.. 23,  B  33,  72, 

P  92.  133,  228,  B  2.38,  575,  B  583, 

Z  .588,  B  022. 
s  s.  bet  1st  and  2d  avs.. 2.3.  A  33,  4.5.5. 

B  401.  498,  870,  J  880,  S  889,  L  1005, 

M  1005. 
n  s  bet  2d  and  3d  avs.. 410,  C  424, 

730,  A  742.  L  74(5,  870. 
s  s,  bet  2d  and  3d  avs.. A  193,  054, 

A    0(51,    870,    F    885. 
n    s,    bet    3d    and    Lex    avs..  10.53. 
s    s.    bet    3d    and    Lex     avs.. 380,      781, 

R   1000. 
n  s,   bet  Lex  and  Park  avs.. 054,   S  005, 

S   977. 
n  s.  bet  Park  and  Mad  avs.. 131,  U  1,50, 

(702). 
s  s,  bet  Park  and  Mad  avs..l05o. 
n   s,    bet    Mad    and    5th    avs.  ..577. 
s   s.   bet  Mad  and   5th   avs..M  91,   R  92, 

(422),   781,   F  791,   C  884,    1053. 
n  s.  bet  .5th  and  Lenox  avs.. 1.31,  H  14(5, 

310.    H   319,   010,   P   (525,   829,    C   837, 

B   1001. 
s  s.   bet  .5th  and  Lenox   avs..C  87,   131, 

228,   S  242,    (543),   575. 
n   s.   bet   Lenox  and   7th   avs..tl02,   131, 

M   148,   498,   R   005. 
s  s,   bet  Lenox  and  7th  avs..  (351),  455, 

S  4(55,    (83(5),    (925),   C   1105. 
s   s.    bet    7th    and    Sth    avs.. 273,    S   285, 

(.581).    W    1022. 
n  s,  bet  Sth   and  Morningside  av   E..72, 

R   92,    310. 
s  s,  bet   Sth  and  Morningside   av  E..2.3. 

H  30.  73.  F  88.  228,  V  795,  9(53.  E  973. 
s  s,  bet  Morningscide  av  W  and  Am  av.. 

K  90,  P  420,  K  705,  S70,  877,  P  888, 

K  974, 
n    s,    west    of    Broadway.  .tl02,    B    022. 
s   s,   west   of  Broadway.  .73,   131,   A   143, 

P  148,  455,  1511. 


117th  St.  n  s.  east  of  Pleasant  av.  .S  39,  72, 

1S3,  N  197,  t430,  M  507,  963,  •1004. 
s  s,  east  of  Pleasant  av..K  319,  M  507, 

S70,  i-983,  K  1(.I04,  1097. 
n  s,  bet  Pleasant  and  1st  avs.. 23,  310, 

498,  *533,  R  889.  1010,  A  1016. 
s  s,  bet  Pleasant  and  1st  avs.. (32),  S  39, 

310,  M  32(»,  (351),  410,  C  424,  •.533, 

.538,  055,  (742),  S  748,  A  837,  F  8.38, 

903.  C  972,  L  975,  1009,  A  1010,  1097, 

F  1105. 
n  s,  bet  1st  and  2d  avs.  .72,  D  88.  185, 

S  198,  273,  310,  090,  C  703,  920,  M 

930,  (lOCO). 
s.s.  bet  1st  and  2d  avs..L  91,  183,  M  197, 

310,  J  319.  09(5,  C  703,  920. 
s  s,  bet  2d  and  3d  avs.  .131.  1.S5,  B  193, 

G  387,  R  427,  498,  F  540,  R  547,  (10(50), 

F  1105. 
s  s,  bet  3d  and  Lex  avs.. 730. 
n  s,  bet  Lex  and  Park  avs..K  403,  G  003, 

K  840. 
s  s,  bet  Lex  and  Park  avs.. 23,  K  30. 

274.   t2,S9,   L   (504,   090,   097,   G   704,   L 

929,  L  1020. 
n  s,  bet   Park  and  Mad  avs.. 274,  G  319, 

380.  499. 
s  s,  bet  Park  and  Mad  avs.. 10.55,  L  10(55. 
n  s,  bet  Mad  and  Sth  avs..G  387,  L  388, 

S  389,   G  839,   R  842. 
s  s,  bet  Mad  and  5th  avs..Z  979. 
n    s.    bet    5th    and    Lenox    avs.. 23,    (32), 

131,  L  147.  183,  F  023,  W  000,  K  975, 

W  979,  F  1017,  G  1018,  W  1022,  1053, 

1098,   L   1107. 
s   s.   bet  5th  and  Lenox  avs..H  89,   131, 

410.  S  427,  S  10(iO. 
n  s,  bet  Lenox  and  7th  avs.. A  87,  B  281, 

538.  H  .540.   1(198,  P  1108. 
s  s.  bet  Lenox  and  7th  avs.  .W  .548.  1009. 
n  s,  bet  7th  and  Sth  avs..*090,  870,  877, 

S  .889.  Z  ,S9().  T  1022. 
n    s.    bet    .Sth    and    Morningside    av    E..L 

507,  920,  9(53. 
s  s,  bet  Sth  and  Morningside  av  E..(.504), 

054,  L  (5(54,  781,  H  792.  9(55,  S  977. 
n  s.  bet  Morningside  av  W  and  Am  av. . 

340,  418,  575,  577,  G  584,  M  585,  055. 

118th  St,  n  s,  east  of  Pleasant  av..23,  L  37, 

72,  C  87,  S  020. 
s  s,  east  of  Pleasant  av..R  38,  S  39,  R 

242.  T  243.  R  321,  538,  R  547,  U  548, 

010.  M  (525,  R  025. 
n    s,    bet    Pleasant    and    1st    avs.. 498,    C 

505,  903,  K  975,  1010.  W  1022. 
s   s,    bet   Pleasant   and    1st   avs.. 696,    M 

976. 
n  s,   bet   1st  and  2d  avs.. 228,  G  240.   M 

3SS,  (021),  090.  G  745,  87(5. 
s  s,  bet  1st  and  2d  avs.. 417,  F  424,  455, 

B  401.  F  744.  B  790,  S  10(50. 
n  s.  bet  2d  and  3d  avs.. 131,  273,  M  284, 

410,  D  424.  M  .5.80,  F  .839,  903. 
s  s.  bet  2d  and  .3d  avs.. 23,  L  37,  L  387, 

L  CM.   L   1020. 
n  s,  bet  3d  and  Lex  avs.. 23,  829,  H  839. 
s  s.  bet  3d  and  Lex  avs.. A  789,    (835), 

G  839    9*^1 
n  s,  bet'Lex  and  Park  avs.. 310,  M  320, 

C  352,  380,  G  387,  830. 
s  s,  bet  Lex  and  Park  avs.. 2.3.  W  026. 
n  s,  bet  Park  and  Mad  avs.  .L  .37. 
s  s,   bet  Park  and  Mad  avs..G  145,  228, 

B  238.  781.  T  794. 
n  s,  bet  Mad  and  Sth  avs..K  746. 
s  s,  bet  Mad  and  Sth  avs..L  147,  1098, 

H    11(5(5. 
n  s,  bet  .5th  and  Lenox  avs..L  147,  380, 

H  745,  L  74(5.  S  842. 
s  s,  bet  Sth  and  Lenox  avs.. 416,  F  424, 

H  425,  R  005,  R  707,  781,  R  793,  *824, 

829,  903. 
n  s,  bet  Lenox  and  7th  avs..W  1.50,  829, 

C  837,  S  1067,  G  1100,  K  110(5,  S  1109. 
s  s,  bet  Lenox  and  7th  avs;53S,  S  548,  A 

836. 
n   s,   bet   7th   and   Sth   avs.. 273,   455.    O 

464,  M  .507,  •651.  876,  E  885,  1099. 
n   s,  bet  Sth  and  Morningside  av  E..23, 

72.  H  425.   P  977. 
s  s,  bet  Sth  and  Morningside  av  E.  .131, 

S  149.  K  500.  10.53. 
n  s,  bet  Morningside  av  W  and  Am  av.. 

380,  381,  F  387,  t799.  »S70. 
s  s,  bet  Morningside  av  W  and  Am  av.  . 

1010,  G  1018. 

119th   St.   n   s,   east   of   Pleasant   av.  .310,   D 

318,  455,  L  403,  4flS.  .538,  575,  I  585, 

730,  903,  I  974.  L  1020. 
s    s,    east    of    Pleasant    av..455,    016,    A 

022,  ia53. 
n    s.    bet    Pleasant   and   1st    avs.. 131,   H 

14(5.  H  .353,  E  545,  575,  E  .584,  H  584, 

M    585,    M    58(5.    M    (524,    J    S40,    J    928, 

(970).    1010,    H    1019. 
s  s,  bet  Pleasant  and  1st  avs..*15,  (582), 

054,   F  927,   L  929. 
n  s,  bet  1st  and  2d   avs.. 228.  L  283.   R 

284,   417,    (.504),    539,    H   546,   H   886, 

1098. 
s  s,  bet  1st  and  2d  avs.  .2(5,  C  34.  273, 

(317),    (385).   4.55,  4.56,   L  4(53,   P   4(54, 

016,  M  024.  090,  870,  S  SiX),  F  1105. 
n  s,  bet  2d  and  3d  avs.. (237).  380. 
s  s.  bet  2d  and  3d  avs..H  283,  K  387, 

417,  C  423.  R  427,  W  427. 
s  s.  bet  3d  and  Lex  avs..S  794. 
n  s.  bet  Lex  and  Park  avs.. 654,  (788),  R 

703,  M  930,  (970),  S  978. 


NOTH.— When  in  doubt  as  to  the  meaning  of  the  signs  used,  ^-onsuU  the  k6»    ~n  page  3. 
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s   s,    bet    Lex    and    Park    avs,.12.">.    C   34, 

181,  s  I4'.i.  is:!,  -i.'.-,,  F  4112,  D  -,ir,. 

n  s.  bet  Park  and  Mad  avs..lilMi,  A  TU;{. 
s  s,  bet  Park  and  Mad  avs .  .(42-!),  S77._ 
n  s,  bet  Mad  and  "ilh  avs.  .L  74(i,  L  S8T, 

B  l(l(i2. 
s   s.   bet   Mad   and  5th   avs.. 27,   C  34,   O 

!l7(i,   B  101(1,  M  1020,   lOoS,   G   lOlKJ,   S 

10(17. 
n   s,  bet  ."ith  and   Leno.x  avs.. (27!)),  347. 

N    4(14,    (;."4,    C    (1(12,    L    (1(14,    S    (IC"),    L 

!I2'.),  L  !l7."i. 
s   s,    bet    "ith    and    Leno.x    avs.. 23,    K   30, 

22s,   S   ri87,   10!)8. 
n   s,    bet   Lenox   and   7th   avs..E   838,   J 

11011. 
s  s.  bet  Lenox  and  7th  avs.. (8(1),  310,  D 

318,  D  .">4."),  S  707. 
n    s,    bet    7th    and    8th    avs.. 20,    OIG,    G 

023. 
s   s,   bet    7th    and   8th   avs.. 273,   455,    O 

4(14. 
n    s,    bet    .'<tli    and    Morningside    av    E.. 

(237),    (351),    K  425,   G  023. 
s    s,    west    of    Broadway.  .73,    F    145,    L 

547. 

12(lth   st,   s   s,   east   ot   Pleasant   av..575,    M 

070,  M  102(.). 
n  s,  bet  Pleasant  and  1st  avs.  ,055,  (000). 
s    s.    bet    Pleasant    and    1st    avs.. 131,    M 

148,  *730.  003,  L  075. 
n  s,    bet   1st   and  2d  avs.  .W  41,   185.  W 

108,  273,  417,  G  424,   (400),  530,   000, 

N  841. 
s  s,   bet   1st   and  2d  avs..G  3.53,   381),   G 

745.  F  701,  S  704,  1008.  M   1108. 
■     n  s,  bet  2d  and  3d  avs .  .  V  03,  K  840. 
s  s,  bet  2d  and  3d  avs.. (504),  (001), 
n   s,    bet   3d   and   Lex   avs.. 017,    A    022, 

G07. 
n  s,  bet  Lex  and  Park  ats.  .23,  228,  0.55, 

783. 
s  s,   bet   Lex   and   Park  avs..  (32).  020.   B 

020,  0(13,  L  075,  C  1002,  lOOS.  T   IIO'.I. 
n  s,  bet  Park  and  Mad  avs.. 183,  0.50. 
s   s,   bet   Park   and   Mad   avs.. (102),   .340, 

H  3.53,  417. 
s   s.    bet    Mad    and  5tb   avs.. 20,    T   40. 
s  s,  bet  5th  and  Lenox  avs.. 380,  G  424. 
n  s,  bet  Lenox  and  7th  avs..  183.  E  8,38. 
s   s,   bet   Lenox   and   7th   avs.  .23,    B   3.3, 

01(3,  W  1110. 
n  s,  bet  7th  and  8th  avs;B  743,  K  1004, 

S    11(J8.      ■ 
s  s,  bet  7th  and  ,Sth  avs.. 23,  F  .34,  S  30, 

F  424,  S  508,  G  704. 
n   s,   bet  ,Sth  and  Morningside  av   E..2.3. 

K  37.   C   103,   273,   783,   S  704,  920,   F 

027,    1010. 
s    s,    bet    Sth    and   Morningside    av    E..P 

587,  S  005,  020,  H  928,  M  920,  L  075. 
n  s,  bet   Morningside  av  W  and  Am  av.. 

131,   M    148. 
n    s.    west    of    Broadway ..  1008. 

121st    St.    s    s,    east    of    Pleasant    av..340. 

C  505.  "877,   1053,    H   1003. 
n    s,    bet    Pleasant    and    Ist    avs..  (101). 
s    s.    bet    Pleasatit    and    1st    avs.. 24,    74, 

C  88,    131,   R   148,   R   140,   .53;).    I   745. 

t846,    I    028,    1053,    M    1005,    R    1000, 

S    lOGG. 
n  s.  bet   1st  and  2d  avs.. 24,   A  32,   131, 

9  140,  W  150,   (422),  539,  D  .545,  730, 

G    715. 
s  s.  bet  1st  and  2d  avs.. 23,  M  37,  S  30, 

t45.  72,  G  SO,  273.  K  283,  G  704,  7.30, 

G  74.5,   781. 
n  s.  bet  2d  and  3d  avs.. 23    417.   (400). 

575.    S    .5.87,     (702),     (742).    870. 
s    s.    bet    2d    and    3d    avs..  (32).     (702), 

820,   920. 
s    s.    bet    Lex    and    Park    avs.. 20.    t45, 

230.    1055. 
n  s.  bet  Park  and  Mad  avs.. 003,   B  971 
s   s,    bet    Park   and   Mad    avs.. 72,   K   0  1, 

781,    S   704. 
n   s,   bet  Lenox  and  7th   avs..V  40,  2.31, 

M   .841. 
s   s,   bet.   Lenox   and   7th   avs.. 25,    H   .35, 


7:!0, 

880), 

183, 

131, 

E.. 
745, 


131.   t.3.58,   K  547,   S  .548,   K   705, 

E   744,   F  744,    R   703. 
n  s.  bet   7th  and  Sth  avs..W  04,   I 

L    1004. 
s   s.   bet    7th    and   Sth   avs.. 23.    24, 

B   103.   310.   408,    S    (J25,    003. 
n  s.  bet  Sth  snd  Morningside  av  E. 

C   144.   K  705.  781.   C  8.3S. 
s    s.    bet    Sth    and    Morningside    av 

417,  H  425,  055,  R  005,  V  000,  K 

820,   1010,    1011. 
n  s,  bet  Morningside  av  W  and  Am  av.. 

P   02,    L    28.'!,    P   284,    P   320,    N    580, 

P   977,    M    1020. 
n   s.   bet   Am   av   and   Broadway.. D    194, 

228,    D   2.39,    310,    t">51,    920. 

122d    St,    n    s,    bet    Pleasant    and    1st    avs., 

417,  W  427,  055,  W  000.   1008. 
s  s,  bet  Pleasant  and  1st  avs.. 24,  (1015). 
n    s,    bet    1st    and    2d    avs.. 131,    N    148, 

274,    (.543),    t710.    R  842. 
s  s,  bet  1st  and  2d  avs.  .C  88,  380,  010, 

G   023. 
n    s.    bet    2d    and    3d    avs.. 183. 

273.   310.   S  321,   417,    F  003. 
s    s,     bet    2d    and    3d     avs..tl57, 

H  310. 
n   s.   bet   3d   and   Lex   avs..C   .380, 

C  42,3,  C  545. 


t202, 

310, 

tSOl, 


s    s,    bet    3d   and    Lex    avs.. 228,    B   238, 

L   004,   L  075,   L   1010. 
n    s.    bet    Lex    and    Park    avs.. 72,    228, 

003,    H  074. 
s    s.    bet    Lex    and    Park    avs..0(j.3,    0(34, 

F    073,    H   074. 
h    s,    bet    Park    and    Mad    avs.. 72,    055. 
s     s,     bet     Park    and      Mad      avs..t289, 

G    1003. 
s  s,  bet  Mt  Morris  Pk  W  i^nd  Lenox  av.. 

H    880,    T   800,    1010. 
n    s,    bet    Lenox    and    7th    avs.. 24,    00.3, 

D   1017. 
s    s,   bet   Lenox   and   7th   avs..  (.32),   228, 

829,   C   837,   920,   L  020. 
n    s,    bet    7th    and    Sth    avs..N    01,    131, 

F   1003. 
s  s.  bet  7th  and  Sth  avs..M  241,  B  583, 

00(1,   781.   F  8.3S,   1O08. 
n  s,   bet  Sth  and 'Morningside  av  E..498, 

82!),    G   028,    I    074. 
s    s,    bet    Sth    and    Morningside    av    E.. 

K   702,   L  7!)2,   M   llOS. 
s  s.  bet   Morningside  av  W  and  Am  av.. 

L  283.   M  .5,80,   730.   !I03.   M   1020. 
n    s,     bet     Am    av     and     Broadway.  .131, 

380,    H    387,    H    425,    S    548,    S    026, 

K  740,  830,  K  1107. 
s  s,  bet  Am  av  and  Broadway.. S  197, 

S  380.  S  1007. 

123d    St,    n    s,    bet    Pleasant    and    1st    avs.. 

310.  O  320,  340,  055,  00(1,  730,  S  842, 

•1002. 
s  s,  bet   Pleasant  and  1st  avs.. 21 

C   401,   0!I7,   C    1104. 
n    s.    bet     1st    and    2d    avs.. 24, 

G  2.S2,    1008. 
s    s.    bet    1st    and   2d    avs..L   .37, 

L  7011,   730,  830,    (!t70). 
n    s,    bet    2d    and    3d    avs.. 18.5, 

781.   E   7!n.   B   1001. 
s   s,   bet  2d   and   3d  avs..L  3.54, 
n   s,   bet   3d   and    Lex   avs;P  282, 

F  .500,  t5n,  N  747,  781. 
s    s.    bet    3d    and    Lex    avs..B    14 

273,   S  285. 
n    s,    bet    Lex    and    Park     avs.. 

(351),    455.     (742). 
s   s,   bet   Lex  and   Park   avs.. 228, 

D    .5,S3.     (000),    004. 
n    s.    bet    Park    and    Mad   avs.. 417,    870, 

003.    (!)70). 
s  s.   bet  Park  and  Mad  avs.. 417,  K  425, 

0.55. 
s  s,  bet  Mt  Morris  Pk  \V  and  Lenox  av.. 

10!)8. 
n   s,    bet    Lenox   and   7th   avs.. 7.30, 

S    7!t4.    W    705,   003,    S    078. 
s  s,   bet   Lenox  and   7th  avs,. A  87, 

L   .58.5,    020. 
n    s,    bet    7th    and    Sth    avs.. 131, 

D   104.  010.  K  740,  L  920. 
s  s,  bet    7th  and  Sth  avs..M   1107. 
n  s,  bet   Morningside  av  E  and   Am  av.. 

H   30,    132,    D    145,    228,    J   24(». 
n    s,    bet    Am    av    and    Broadway..  (80), 

S20.   C  8:^7,  F  838,  877,   R  889,  920, 

1010. 


■4, 

4.55, 

M 

37, 

(: 

3.51), 

B 

622, 

M 
P 

888. 
4(52, 

4, 

183, 

L 

.320. 

(504), 


781, 


.:)(0, 


183, 


and    1st    avs.. 
.183,    K    105, 


124th    St,    n    s,   bet   Pleasant 

72.    F    88,    (.351).       • 
n    s.    bet    1st    and    2d    avs. 

273,    t325,    S    548,    (835). 
s  s,  bet  1st  and  2d  avs.. .539,  870,  F  885, 

1010,    L    1020. 
n    s,    bet    2d    and    3d    avs..K    425.    655, 

004,   J   705,    J   702,   829. 
s  s,  bet  2d  and  3d  avs.. J  403.   (926). 
n  s.   bet  3d  and  Lex  avs..U  708,  P  976. 
n  s.  bet  Lex  and  Park  avs..Q  02,  Q  1021, 

10;)!). 
s    s,    bet    Lex    and    Park    avs..  (021). 
n   s,    bet   Park    and   Mad   avs.. 73,   L   90. 
n   s,    bet    5th    and   Lenox   avs.. 417,   498, 

E  .505.  E  8.38,   (1103). 
s  s,  bet   5th   and  Lenox  avs..  (280),  380. 
n    s.    bet    Lenox    and    7th    avs.. 24. 
s  s    bet  Lenox  and  7th  avs. .183,   (191), 

t289,  A  743,  870,  •1048. 
s    s.    bet    7th    and    Sth    avs..M    ()l)4. 
s    s.    bet    Sth    and    Morningside    av    E.. 

(742).    10.53. 
n  s.  bet  Morningside  av  E  and  Am  av.. 

t020. 
n    s.    bet    Am     av    and    Broadway.  .228. 

d'2.30,    (021),    Z    740,     (788),     (836), 

B  920,   B   1010,    (lOOO). 
s    s.    bet    Am    av    and    Broadway.. C    34, 

131,    L    190,    310,    82!),    C    837 

R  889. 
n    s,    bet    1st    and   2d    avs. 


M 


125th    St 
M 
s  s. 


.132 

2d    avs. 


877, 
148. 
.  1.32, 


s. 


n 


s.    bet    1st    and 
148,   B  837,   F   1017. 
bet   1st   and  2d  avs..D  .3,80.   D  .58.3. 
bet    2d    and    3d    avs..  (.581),    (920). 
bet   3d   and   Lex   avs..  (80). 
bet    Lex    and    Park    avs..  185. 
s    s     bet    Lex    and    Park    avs    131.    1.32, 

(142).  L   147.   W   150,   M  354.   t511._ 
n  s.  bet  Park  and  Mad  avs.. 347,  H  .3.53. 
530.    (.543),    575,    L    5,8.5,    01(1,    E    838. 
n    s,    bet    Mad    and    5th    avs.. 5.30. 
s    s.    bet    Mad    and    5th    avs.. 72,     183, 

L  075. 
n  s,  bet  5th  and  Lenox  avs.. 273,  G  282, 
310  (422),  F  424,  (400),  K  .507,  7.36, 
F  744,  (788),  829,  (8.35),  R  889, 
903. 
s  s  bet  5th  and  Lenox  avs..  (270),  781, 
D  7!  to,    (1103). 


n  s,  bet  Lenox  and  7th  avs.. (32),  W  41, 

H  402,   G   .500,    (702). 
s    s,    bet    Lenox    and    7th    avs..F    319, 

E   .545,    E   584,    (8.35). 
n    s,    bet    Sth    and    Morningside    av    E., 

(702),   G   791,   R   793,    (1015),   R   1066, 

(1103),    B    1104. 
s  s,  bet  Sth  and  Morningside  av  E..133, 

L    147. 
s  s,  bet  Morningside  av  E  and  Am  av.. 

M   37,    539,    S   548,    0.55,    J   663,    690, 

M    700,    L    702,    S    794,    829,    M    841, 

(!)25),   B  920,    (970),    B   971. 
n   s,   bet   Am   av   and   Broadway.  .24,   25, 

M  38.   T  40,   131,   M   148,   310,   K  387, 

L  702. 
s   s,  bet  Am  av  and  Broadway.  .24,   183, 

D  239,  498,  575. 
n   s,    west   of    Broadway.. D    318,   S   388, 

(830).    10;)8. 
s  s.   west  of  Broadway.. K  840,   1098. 

I20ih  St,  s  s,  bet  1st  and  2d  avs.. 72.  F  88, 

M  ill,  F  145,   (621),  730,  L  746,   781, 

S  704. 
n    s.    bet    2d    and    .3d    avs.. 346,    J    353, 

B  380,  G  387,  M  580,  S  .587,  696,  9(J5, 

S  978,  10.53,  (1000),  B  1061. 
s   s,   bet   2d   and   3d   avs..K   .585,   S   605, 

E   885,   920,    (1103),    J    1106. 
n    s,     bet    3d    and    Lex    avs.. 346,    539, 

B   020. 
n    s.    bet   Lex   and   Park   avs.  .575,    000, 

E  704.  W  708,  1055. 
s   s,   bet   Mad   and   Sth   avs.. 876,   O  888, 

lOlO. 
n   s,   bet    5th   and   Lenox   avs..'W  41. 
s  s.  bet  5th  and  Lenox  avs..  (142),  (191), 

310.  417,  S  .587,  G  003.  J  003.  W  749. 
n  s,  bet  Lenox  %jd  7th  avs..  183,  B  193, 

•341,    455. 
s    s,    bet    Lenox    and     7th      avs..  (581), 

H  92,8,   1098. 
n    s,    bet    7th    and    Sth    avs.. 24,    S    39, 

575,  E    584,      A    703,     M    976,    1054, 
S    1007.    10!)8. 

s   s,    bet   7th   and   Sth   avs.. 273. 

n   s.   bet   ,Sth   and  Morningside  av  E..24, 

500,    540,    0.55,    903. 
s    s,    bet    Sth    and    Morningside    av    B.. 

W   40,    W   006. 
s    s,    bet    Am    av    and    Broadway.  .*15, 

228,    D    23!),    311,    417. 
s    s,    west    of   Broadway.  .1098. 

127th    St.    n    s,    bet    Harlem   R   and    2d   av.. 

(101). 
n   s,   bet   2d   and   3d   avs.. 74,   C   88,   185, 

B  103,  (385). 
s    s,    bet    2d    and    3d    avs.. .539,    K    546, 

(021),   (000),   M  (504,   H  745. 
n  s,  bet  3d  and  Lex  avs.. 132,  *956,  1055. 
s  s.   bet   3d   and  Lex   avs.. 408,    (.504),   S 

508.   (,543).   A  661.   (882),   S  889. 
n    s.    bet   Lex    and   Park   avs.. 24,   B   33, 

*5.30,  *050. 
s   s.   bet   Lex'  and  Park  avs.. 72,   417,   H 

425,   1011,   1054.   G   100)3.   M   1107. 
n  s.  bet  Park  and  Mad  avs.  .S  197,  498, 

781.   P  793. 
s  s.  bet  Park  and  Mad  avs..t358,  380,  W 

380,   455,   N   4(54.   W   606,   W   740. 
n   s,   bet   Mad  and   5th   avs.. 183,    D   104. 

736.. 
s  s,  bet  Mad  and  5th  avs..  1054. 
n  s,  bet  5th  and  Lenox  avs:020,  W  1022. 
s  s,  bet  5th  and  Lenox  avs..L  024,  S 

978. 
n  s,  bet  Lenox  and  7th  avs.  .24,  M  37. 
s  s,  bet  Lenox  and  7th  avs..M  746,  1098, 

G  1100. 
n  s.  bet  7th  and  Sth  avs..G  704,  U  931. 
s  s,  bet  7th  and  Sth  avs.  .24,  P  38,  185, 

R  197,  575,  .570,  J  585,  G  745,  1010, 

P  1021.  A  1104. 
n  s,  bet  Sth  and  St.  Nicholas  avs.  .273,  N 

284,   Y   286. 
s  s,  bet  Sth  and  St.  Nicholas  avs.  .783,  P 

1000.- 
s  s.  bet  St  Nicholas  and  Morningside  av 

E..72,    S   93,   57.5. 
n   s,   Morningside   av   E   to    Broadway.. B 

144,  A  423,  829. 
s    s,    west    of    Broadway.. B    144,    S    388, 

(543),  570,  I  585,  965,   B  971,  M  970, 

N    1065. 

128th  St,  s  s,  bet  1st  and  2d  avs.. (621). 
s  s,  bet  2d  and  3d  avs.. 72,  G  89,  P  1108. 
n  s,  bet  3d  and  Lex  avs.  .(SO),  829,  A  836, 

F  927,  M  929. 
s  s.  bet  3d  and  Lex  avs..K  585,  B  926, 

1010. 
n  s,  bet  Lex  and  Park  avs.  .25,  H  36,  K 

403,  1010. 
s  s,  bet  Lex  and  Park  avs.. 570,  697,  L 

705,  820,  F  839,  020. 
n  s.  bet  Park  and  Mad  avs.  .017,  L  624, 

S  020. 
s  s,  bet  Park  and  Mad  avs.  .B  87,  B  386, 

B  583,  E  584,  B  002.  B  1062. 
,n  s,  bet  Mad  and  5th  avs.. (925). 
n  s,  bet  5th  and  Lenox  avs.. 273,  L  283, 

S  285,  E  505. 
s  s.  bet  5th  and  Lenox  avs.. (86),  132. 

183,    *341,    417,   539.   K   546,   781,   W 

n  s,  bet  Lenox  and  7th  avs.  .6.55,  M  664. 
s  s,  bet  Lenox  and  7th  avs.. 24,  M  354, 

P  354. 
n   s,   bet   7th   and   Sth   avs.. 310,   W   322, 

576,  L  585,  K  1010,   W  1022. 


NOTR— When  in  doubt  as  to  the  meaning  ot  the  signs  useci.  consult  the  key  on  page  3. 
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s  s,  bet  7th  and  Sth  avs..24,  H  3G,  132. 

73G,  ■*S24.  H  1003. 
s  s,  bet  Sth  and  St  Nicholas  avs.  .M  706. 
s  s,  bet  St  Nicholas  and  Am  avs.  .B  144. 

129th   St,   n   s,   bet   2d  and  3d  avs.  .610,  P 

1020. 
n   s,   bet   3d   and   Lex   avs..G   387. 
s  s,   bet  .3d  and  Lex  avs..L  388. 
n  s,   bet  Lex  and  Park  avs.. 228,   C  239, 

417,  870,  B  884,  H  880.  J  880,  M  930. 
s  s,  bet  Lex  and  Park  avs..  180,  781,  M 

793,  921. 
n   s,   bet   Park   and   Mad   avs.. 72,    B   87, 

905. 
s  s,  bet  Park  and  Mad  avs.  .V  150. 
n  s,  bet  Mad  and  5th  avs.  .24,  72,  R  92, 

N  241. 
s   s,   bet   Mad  and  5th  avs.. (385). 
n  s,  bet  5th  and  Lenox  avs.. 273,  W  286, 

380,  W  389,  730,  W  749,  920,  G  927, 
H  928,  L  929,  W  931. 

n   s,   bet    Lenox   and   7th   avs..  132,   183, 

228.   M   241,   417,   G  424,   L  792. 
s  s,  bet  Lenox  and  7th  avs.  .1€55,  G  1003, 

G  1100. 
n  s.   bet    7th   and   Sth   avs.  .0  33,   C   34, 

72,   *177.   22S,  870,   H  974. 
s  s,  bet  7th  and  Sth  avs.  .B  837. 
s  s,  bet  Sth  and  St  Nicholas  avs.. 417,  L 

426,  H  623,  1054,  M  1065. 
n    s,    bet    Am    av    and    Broadway.. G   35, 

(142),  L  147,  183,  (621).  782^  (830). 
n  s,  west  of  Broadway.. R  707. 

130th   St,   n   s,   bet   Lex   and   Park- avs.  .t45, 

381,  697,  877. 

n  s,  hot  Park  and  Mad  avs..*177,   *266, 

*411,  017,  920,  J  1106. 
s  s,  bet  Park  and  Mad  avs..  133,  H  146. 
n   s,   bet   Mad   and  5th   avs..O  586,   876, 

C  884. 
s  s,  bet  Mad  and  Sth  avs.  .455,  Q  464. 
n  s,  bet  5th  and  Lenox  avs.  .183,  G  194, 

228,  M  241,   1010.   G   1018. 
n  s,  bet  Lenox  and  7th  avs.  .0  927. 
s   s,   bet   Lenox   and   7th   avs..  183,   *449, 

655. 
n   s,   bet   7th  and  Sth  avs.. (582),  876. 
s  s,  bet  7th  and  Sth  avs.  .183,  L  196,  M 

196.   22S.   231,    M   241.   275,   C   281,   H 

282,  418,  096,  (702),  K  705,  C  884,  A 

1061. 
n   s,  bet   St   Nicholas   and   .^m  avs..  183, 

t629. 
n  s,  bet  Am  av  and  Broadway.  .737,  782, 

Z   843,   876. 
s    s,    bet    Am    av    and    Broadway.  .183, 

(621),    055,    S   065,    781,    782,    S    794, 

1053. 
n   s,   west   of   Broadway .  .655. 
s   s,  west   of   Broadway.. R  707. 

131st   St,   s   s,   bet   Lex   and   Park   avs..t45, 

877. 
n  s,   bet  Park  and  Mad  avs.. 73. 
s  s,  bet  Park  and  Mad  avs..F  584,  616, 

F  623.  E  073,  M  076. 
s   s,   bet   Mad  and   5th   avs.. 576,   H   584, 

S   1067. 
n  s,  bet  5th  and  Lenox  avs..S  39,  016,  P 

625,  *052,  963.  1(154,  1098. 
s  s,  bet  5th  and  Lenox  avs.. 576,  S  587, 

B  7(13.  C  703,  C  790,  B  1061,  C  106'2. 
n  s,  bet  Lenox  and  7th  avs..C  33,  455,  F 

462,  G  704,  T  794. 
s  s,  bet  Lenox  and  7th  avs..W  40,  539. 

n  s,  bet  7th  and  Sth  avs.. 228,  P  426. 
s  s,  bet  7th  and  Sth  avs.. (385),  417,  500, 

655,  D  (i02,  R  793,  R  930,  *1048,  *10:)2. 
n  s,  bet  Convent  and  Am  avs..C  193. 
n   s,   bet    Am   av   and   Broadway.  .310,   G 

319,  500,  829,  t894. 
s  s.  bet  Am  av  and  Broadway.. H  35,  H 

30,   ■i-45,   132.   G   145,   S   149,   G  353,   G 

4(52,   G  546,   F   1105. 
n  s,   west   of  Broadway.. 310,  F  318. 
s   s,   west   of   Broadway.  .655,   K  6(54,   S 

665. 

132d  St,   n   s,   bet   Park   and  Mad  avs.. 24,   C 

34. 
s  s,  bet  Park  and  Mad  avs.. 228,  C  239. 

311,   E   318,   539,   570,   M   585,   921,   B 

926,   C  972. 
n   s,   bet   Mad   and  5th   avs.  .24,"  L  37,   L 

585,  C  837,   (970). 
s  s,  bet  Mad  and  5th  avs.. 132,  G  145,  M 

148,  W  150,  530. 
n  s,  bet  Sth  and  Lenox  avs.  .87,  R  38,  R 

39,  57(5,  M  793.  829,  V  890. 
s  s.  bet  Sth  and  Lenox  avs..*124,  310,  Y 

322.  655,  829,  K  840.  876,  M  888,  921, 

1010,   C   1016.   G  1018. 
n   s.   bet   Lenjx   and   7th   avs..T   243,   B 

461,   655,   K   004.   (>90,   736. 
s   s,   bet   Lenox   and   7th   avs.  .T   .587. 
n  s,  bet  7th  and  Sth  avs.. 876. 
s  s,  bet  7th  and  Sth  avs.. 24,  B  33,  539, 

D  545. 
n    s,    bet    Am    av    and    Broadway .  .(422), 

M  976. 
s  s,  bet  Am  av  and  Broadway.  .228,  3S0, 

R  427,  696.  K  1(110,  L  1107. 
n  s,  west  of  Broadway.  .fSll. 
s  s,  west  of  Broadway.  .576,  G  584. 

133d  st,   n  s,  bet   Park   and  Mad  avs.  .tl02. 
498.   (92S),   H   1004.   1099. 
s  s,  bet   Park  and  Mad  avs.. 230,  380,   M 
388,  877. 


s  s,  bet  Mad  and  Sth  avs..  183. 

n   s,   bet   Sth   and   Lenox   avs..M  37,   72, 

132,  (142),  C  144,   1S3,   (191),  228,  273, 

G  353,    M   024,   E   002,   (702),   C   703,   B 

7lKl,    921,    1010. 
s  s,  bet  5th  and  Lenox  avs.. 24,  72,  G  89, 

228,   SOU,    K   506,   Z   509,    736,   E   838, 

870,  (882),  (92ij),  1010,  W  lOOS. 
n  s,  bet  Lenox  and  7th  avs.. 311,  F  318, 

539,  782,  (788),  (835),  B  884,  Y  932, 

1054,   (lOOO). 
s    s.    bet    Lenox   and    7th    avs.. 133,    134, 

183,  O  284,   (544),  B  602,  M  841,  1010, 
H  1018. 

n  s,  bet  7th  and  Sth  avs.. 72,  A  87,  183, 

M  190,  M  :iS4,  D  318,  417,  498,  E  SO.j. 
s   s,    bet   7th   and   Sth   avs.. 311,   M   404, 

730,   D  744. 
n  s,  bet  Am  av  and  Broadway.  .24,  S  93, 
A   143,   A   193,    A   237,    (385),    T   3.S9,    B 

582,    B    062,    A    920,    1054,    A    1061,    B 

1001,  S  1000,  1098. 
s  s,   bet  Am  av  and  Broadway.  .24,  22S, 

M  241. 
n  s,  west  of  Broadway ..  *870. 
s    s,    west    of    Broadway .  .tSll,    877,    Z 

979. 

134th  St,  n  s,  bet  Park  and  Mad  avs.. 184. 
s  s,  bet  Park  and  Mad  avs.. A  883,  L  887, 

M  1107. 
D  s,   bet  Mad  and  Sth  avs..S29. 
s   s,   bet  Mad  and   Sth  avs.. 228,   229,   W 

243,  455,  (504). 
n  s,  bet  Sth  and  Lenox  avs.  .L  283,  539, 

576,   C  583,  736,782,  876,  9(H,  G  974. 
s  s,  bet  Sth  and  Lenox  avs.. 417,  E  973. 
n   s,    bet   Lenox   and   7th   avs.. 010,   OSS, 
1010,  D  1017. 
s  s,   bet  Lenox  and  7th  avs..O  107,  229, 

782. 
n  s,   bet   7th  and  Sth   avs.. (142),  340,   T 

355,  455,  782.  921. 
s  s,  bet  7th  and  Sth  avs.. 72,  010,  C  704, 

730,  1054,  M  1005. 
n  s,  bet  Sth  and  St  Nicholas  avs..C  1105. 
s  s,   bet  8th  and  St   Nicholas  avs..C  88, 

M  625,  N  625. 
s  s,   bet   Convent   and   Am  avs.. (925). 
n    s.    bet    Am    av  .and    Broadway..  B    193, 

I  319,  t9S3,  B  1001,   C  1(J62,   1098. 
s  s,  bet  Am  av  and  Broadway..  S  93,  229, 

R  242,  R  625,  876,  R  889,  063,  R  977, 

R    1021,    S    1060. 
n  s,   west   of   Broadway.  .228,   229,   455. 

135lh  St.   s  s,   bet   Park  and  Mad  avs.. (060). 
n   s,   bet   Mad   and   Sth   avs.. 273,   F  282, 

876,   F  973,  1054. 
n  s,  bet  Sth  and  Lenox  avs.  .S  242,  380, 

N  388,   829,  830,   I  840,   1010,   G  KllS, 

J  1019,  M  1020,  W  1022,  1054.  A  10(51. 
s  s,  bet  Sth  and  Lenox  avs.. 229,  273, 

H  282,  (544),  O  586,  (702),  (971),  O  976. 
n  s,  bet  Lenox  and  7th  avs.. 27,  782,  C 

790,  1098.  L  1107. 
s  s,  bet  Lenox  and  7th  avs.. 24,  27,  P 

34,  L  37,  S  39,  (SO).  (142),  229,  B  238, 

(.504).   K  500.   W  .5<IS,   *1004.   1098. 
n  s,  bet  7th  and  Sth  avs..E  972,  E  973, 

E  1017,  E  1062,  E  1105. 
s   s,   bet   7th  .and   Sth   avs,. 570,    M   929, 

W  931,  (970),  (1015),  M  1020. 
s   s,   bet   Sth   and   St   Nicholas   avs.. 455. 
n  s,   bet  St   Nicholas  and   Convent   avs.. 

1S4,   D  194,   229. 
s   s,   bet  St   Nicholas   and   Convent   avs.. 

t029. 
n   s,   bet   Convent   and   Am   avs..C  88,   H 

839.  1098,  H  1100,  R  1108. 
n  s,  bet  Am  av  and  Broadway.  .24,  C  33, 

C  88.  (191),  B  281,  311,  B  317,  455,  N 

404.  055,  870,  921. 
s    s,    bet    Am   av   and    Broadway..!   319, 

1098. 
n   s,    west    of    Broadway .  .229.    C   239,    S 

242,   C  281.  C  837,   S  842,  C  927,  diU, 

C  972,   S  977,   1010,   F   1017,   1098. 
s   s,    west   of   Broadway.  .24,    B    144,   455, 

B  401,  498,  B  505,   B  582,   B  .583.  610. 

B  622.  B  837,  877,  A  883,  C  884,  921, 

B   92(i,    1010,    B   1016. 

136th   st,   n  s,   bet  Mad   and  Sth  avs.. 74,   M 

91. 
s  s,  bet  Mad  and  5th  avs.  .L  705,  R  707, 

830,  L  840. 
n  s,  bet  Sth  and  Lenox  avs.. (279),  t32S, 

R  .548,  R  .587,  616,  G  623,  (702). 
s  s,  bet  Sth  and  Lenox  avs..B  193,  H 

195.  274.  498.  499,  (504),  .539,  L  547, 

576,  B  743.  S  748,  L  793,  K  886,  964, 

1054,  S  1067. 
n  s,  bet  Lenox  and  7th  avs.  .498,  L  507. 

L  840,  (882),  1010. 
s  s,  bet  Lenox  and  7th  avs..  132.  L  147, 

184.  185.  s  198.  229.  L  241,  576,  655, 
C  703,  870,  D  884,  C  927. 

n  s,  bet  7th  and  Sth  avs.. 346,  W  708, 

73(5,   E   744. 
s   s.   bet  7th   and  Sth   avs;E  SOS,   S  (565, 

7S2,  F  791,  829,  1011. 
n  s,  bet  Sth  and  Edgecombe  avs.. 273. 
s   s,    bet   Edgecombe   and    Convent   avs.. 

184,  D  194,  229. 
s  s,   bet  Convent   and  Am  avs..C  88,   W 

548.  877,  V  890. 
s    s.    bet    Am    av    and    Broadway.  .24,    C 

33,    H   35.    tl02,    229,    C   583,    H    585, 

C  884,  H  886. 
n   s.   west   of   Broadway .  .73.    C   87.    132. 

T  149,  1408,  T  795. 


s  s,  west  of  Broadway.. 346,  M  354,  M 
388,  E  505,  M  793,  M  976,  1011,  1098. 

137th  st,   s  s.  Mad  to  Sth  avs.. 74.  M  91. 
n  s,   bet  Sth  and  Lenox  avs..i;73,  P  284, 

S  285,  F  424,  ((5(50),  782,  1010,  1054,  A 

1001. 
s  s,  bet  Sth  and  Lenox  avs.  .72,  C  88,  N 

197,    P   284,    P   508,   576,   L   585,   016, 

P  747,  C  790,  0  793. 
n    s,    bet   Lenox   and  7th   avs..F  885,   M 

1108. 
s  s,  bet  Lenox  and  7th  avs.  .655,  R  665, 

C  884,  M  929,  1098,  B  1104. 
n  s,  bet  7th  and  Sth  avs.  .499. 
s    s,    bet    7th   and  Sth   avs..  184,    K   195, 

229,    L   240,   K  244,   346,   539,   K   547. 

1010. 
n  s,  bet  Sth  and  St  Nicholas  avs.  .B  837, 

C  837. 
s   s,   bet   Sth   and   St   Nicholas   avs.. 184, 

F  282. 
n   s,    west   of  Broadway.. 75,    L   91,   311, 

(925). 
s  s,  west  of  Broadway.. C  144.  C  318    C 

386,   C  602,   *690,   C  703,   1008. 

138th  st,  n  s,  bet  Sth  and  Lenox  avs.  .132,  F 
145,  K  146,  P  148,  184,  1054. 

s  s.  bet  Sth  and  Lenox  avs.. J  36,  J  146, 
184,  S  19S,  230,  J  240,  311,  F  318  L 
320,  347,  (351),  F  3.53,  417.  (.582),  (702), 
L  793,  U  843,  (970),  J  1064. 

n  s,  bet  Lenox  and  7th  avs.. 184,  311,  H 
319,  L  320,  M  320,  P  320,  R  748,  782, 
O  793,  H  928. 

s  s.  bet  Lenox  and  7th  avs.  .(86),  655,  R 
665. 

n   s,   bet  7th  and  Sth  avs.. 782,   M  793, 

s  s,  bet  7th  and  Sth  avs..E  545. 

n  E,  bet  Sth  and  Convent  avs..B  144. 

n    s,    bet    Am   av   and   Broadway.  .22!)    L 

241,  L  2,83,  455,  L  507,  *1(348. 
n   s,   west  of  Broadway.  .24,   F  35    C  88 

C   (523,   O   064,   876,   C   1017,   1099. 
s  s.  west  of  Broadway.  .24,  C  33,  75,  L 

91.  417,  499,  T  508. 

139th  St.   n  s,   bet  Sth  and  Lenox  avs.. (32) 

N    91.    273,    Z    280,    570,    S    .587. 
s  s.   bet  .ith   and  Lenox  avs..H  89,   132 

D  144.  F  145,  K  140,  1010. 
n    s,    bet    7th    and    Sth    avs.. 229,    '449 

H  402,  570,  736,  L  746,  829,  C  837. 
s    s,    bet    7th    and    Sth    avs.. 72. 
s  s.  bet  Sth  and  St  Nich  avs.. 4.5.5,  1054, 

F    1062. 
n  s.  bet  Am  av  and  Broadway.. 24    C  34 

K  36,   P  464. 
s     s.     bet    Am     av     and     Broadway.. 72 

S    354,    3S0.    S    389,    730,    829,    ♦giS, 

S   1021,    1022. 
s  s,   west   of  Broadway.. 24,   P  35    C  88 

782,    (1015),    C   1017,   1099. 

140th    st,    n    s,    bet    Sth    and    Lenox    avs.. 

829. 
s  s.  bet  Sth  and  Lenox  avs..  132,  D  144 

273,   A  280,   t32S. 
n    s,    bet    7th    and    Sth    avs.. 9(54,    (971), 

G    973. 
s   s,   bet   7th   and  Sth  avs.. 576,   C   583 

782,    C   790,    829,    964,    C    972,    1098, 

C   110.5. 
•    n    s.    bet    Sth    and    Edgecombe    avs.. 455, 

tS91,    782,    lOlO 
n  s.   bet   Edgecombe  and  Am  avs..L  37, 

132.  H  146,  455,  576,  655,  736,  S  748, 

M   888,    1010.   W   1022,    1098. 
n  s,  bet  Am  av  and  Broadway.  .24,  M  37 

184.  346,  576,   696,   M   700,   s  707. 
s  s,  bet  Am   av  and  Broadway.  .696. 
n   s,   west   of   Broadway.. H   928,    H   974. 
s    s.     west    of    Broadway.  .539,     B    545 

576,  D  583. 

141st  st,  n  s,  bet  Sth  and  Lenox  avs..F  704, 

F    8.38,    F    973. 
s   s.   bet   Lenox   and   7th   avs.. 24,   G   35, 

576,   655,   696. 
n    s,    bet    7th    and    Sth    avs..B    87,    132, 

L    147,   964,    F   973,    (1103),    E    1105. 
s  s.   bet   7th   and   Sth   avs..B   144,   876, 

K    886. 
n    s,    bet    Sth    and    St     Nich      avs.. 229, 

H  240,  W  243,  273,  655,  921,  T  931, 

W   931. 
s  s.  bet  Sth  and  St  Nich  avs.. 132,  (621), 

1011. 
s    s,    bet    St    Nich    and    Convent    avs.. 

455,    1098. 
s    s.     bet    Convent    and     Am     avs..  132, 

H  146. 
n    s,    bet    Am    av    and    Broadway.  .179, 

S   198.   829,   H  839,  S  977. 
s    s,    bet    Am    av    and    Broadway.  .311, 

K   319,    340,   .380,    499. 
n    s,    west    of    Broadway,  .f 325. 
s  s,   west   of  Broadway..    H  928,   H  974. 

142d    St.    n    s,    bet    Sth    and    Lenox    avs.. 

t799. 
s  s,   bet  Sth  and  Lenox  avs..t325. 
n   s,    bet   Lenox   and   7th   avs.. 24.   H  ,36. 

P  420,  7S2,  D  790,  M  841,  876.  P  888. 
n    s,    bet    7th    and    Sth    avs.. 24,    S    40, 

(280).    t358,    576,    655,    J    603,    782, 

K    792. 
n  s.  bet  Sth  and  Edgecombe   avs..V  40, 

274. 
s   s,  bet  .Sth  and  Edgecombe  avs..M  38, 

72.   L  90,   730,   W   749,   782,    1098. 


NOTB. — When  In  doubt  as  to  the  meaning  of  the  signs  used,     consult  the  key  an  page  3. 
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n  s,   bet  Edgecombe  and  Am  avs..C  33, 

1098. 
s  s,   bet  Edgecombe   and  Am   avs..C   33, 

1098,    M    1107. 
n   s,    bet   Am   av   and    Broadway..!    195, 

K  195,  t2S9,  9G1,  K  975,  j  10:^5. 

143d  St,  n  s,  bet  5th  and  Lenox  avs..t289, 
L  420,  F  546,  M  625,  F  973,  M  976, 
N  976. 

s  s,  bet  5th  and  Lenox  avs..G  663. 

n  s,  bet  Lenox  and  7th  avs..24,  F  35, 
417,    G   424,    F   546,   696,   876,    R   889, 

1010,  F   1018. 

s  B.   bet   Lenox   and   7th   avs..24,    B   33, 

380,  M  388,  (422).  P  426,  (660),  O  70S, 

782,   D   790,    P   888. 
n  s,   bet   7th  and  8th  avs..G  89.  V   198, 

570,  R  587,  655,  H  063,  S  707,  E  791, 

878,    964. 
s   s,    bet   7th    and   8th    avs..311,    C   318, 

F   318.    R   625.   964. 
n    s,     bet    Convent    and    Am    avs..539, 

616. 
s   s,    bet   Am   av    and   Broadway..!    195, 

K    195,    t289,    M    320,    964,    K    975, 

tl025. 
n   s,   west   of  Broadway.  .655,   782,   1054. 

144th  St.  s  s,  bet  5th  and  Lenox  avs..l84. 
s  s,   bet   Lenox   and  7th  avs..F  35,  229, 

B  238,  380,  417,   (460),  F  546,  H  623, 

B   790. 
n  s,  bet  7th  and  8th  avs..N  420.  t468, 

8.30,   F  838. 
s    s,    bet    7th    a^d    8th    avs..K    37,    72, 

S  93,   132.   R  148,   184,  B   193,   (237), 

M    354,    736,    K    886,    1010,    B    1016, 

1054. 
n  s,   bet  8th   and   Bradhurst   avs..J   792. 
n   s,   bet   Convent   and   Am   avs..t358. 
s    s,   bet    Convent    and   Am    avs..829. 
n   s,   bet    Am   av   and   Broadway.. F   145. 

G  145    H  146,  K  140,  229,  M  241.  499, 

616,  G  745,  964.  G  1063,  R  1108. 
n    s.    west    of    Broadway.  .184,    P    197, 

P  241,   273,  311,   S  321. 
s  s,   west  of   Broadway.. *690,  921,   1098. 

145th  St,  n  s,  bet  Lenox  and  7th  avs.. 
t203,   ((j21).  F  927,  964,  F  973,  L  975, 

1011,  L    1019. 

s  s,  bet  Lenox  and  7th  avs..F  927. 

n   s,   bet   7th   and   8th   avs.. (142),   t391, 

450,   500.   S  508,   1591. 
s   s,   bet   7th    and   8th   avs..tl02,   1799, 

830,    F   838. 
n    s,    bet     8th     and     Edgecombe    avs.. 

C    58.3,    (1103). 
s    s,    bet     8th    and      Edgecombe     avs.. 

72,  R  92,  E  545,  1010,  M  1020,  S  1022, 

1054. 
s    s.   bet   Edgecombe   and   St   Nich   avs.. 

(742),   H  745. 
■    n  s,  bet  St  Nich  and  Am  avs..H  886. 
s    s,    bet   St    Nich    and    Am    avs..B    281, 

t289,   t358,   539,   G   540,   782,   M   888, 

R  889,  B  971. 
n   s,   bet   Am   and   Bway.  .2.5,   T   40,    t45, 

72,   T  93,   1289,  417,   *870,    (925). 
s   s,    bet   Am   av    and   Broadway..!   283, 

576,   S   587,    730,    P   747,    M    1065. 

146th  St,  n  s,  bet  Lenox  and  7th  avs..F  88. 
s    s,    bet    Lenox    and    7th    avs..F    927, 

F  973.    1055.   M   1065. 
n  s,  bet  7th  and  Sth  avs.. (702).  B  743. 

s   s,    bet   7th    and   8th   avs..t45,    tl02, 

500,  S  .508,  S   1109. 
n  s,  bet  Sth  and  St  Nich  avs..R  354. 
s    s,    bet    8th    and    St   Nich   avs..L    196, 

S   197,    *1001,    1054. 
n    s,    bet   St   Nich    and    Am    avs..D   194. 
s    s,    bet    St    Nich    and    Am    avs.. 229, 

t358,    B    .544,    M    547,    K    624,    1010, 

1054,  1098. 
s  s,  bet  Am  av  and  Broadway.. P  148, 

W  285',  499,  F  506,  W  509,  655,  P  888, 

D   10(i2,    H    1003. 
n  s,  west   of  Broadway.. H  624. 

147th    St,    s    s,    bet    Lenox    and    7th    avs.. 

n     s.^'bet    7th     and     Sth       avs..  (1060). 

M  ]0(i5. 
s    s,    bet    7th    and   Sth   avs.. 346,    S   3.55, 

S  389,   540,   B   545,   730,    738,   B   743, 

S  748. 
s  s.  bet  Sth  and  St  Nich  avs..R  354. 
n    s.    bet    St    Nich    and    Am    avs.. 576, 

K  585,   C  837,   S  842. 
s    s,    bet    St    Nich    and    Am    avs.. 229, 

E    744. 
n  s,   bet  Am  av  and  Broadway.. W    198. 
s    s.    bet    Am    av    and    Broadway.  .273, 

380.    (021).   696,   K   705,   829,   B   837, 

H    840,    K    974. 
s    s,    west    of    Broadway.  .737. 

148th   St,   n  s,  bet  7th  and  Sth   avs.. 24,  72, 

A  .87,  S  92,  132,  H  140,  B  971,  A  1016. 
s    s,    bet    7th    and   Sth    avs.. 24,    P    88, 

1098. 
n    s,    bet    Sth    and    St    Nich    avs.. 830, 

1054. 
s   s.   bet  Sth   and   St  Nich   avs.. 830. 
n    s,    bet    Am    av    and    Broadway.. 417, 

M   740,   N   930. 
s   s,   bet   Am   av   and   Broadway.. F   353, 

M  3.54,  P  420,  F  927. 
n   s,   west   of   Broadway.  ..576,    S   .587. 
s    s,    west    of    Broadway... 5.39,    K    745. 


149th   St.   s   s.   bet   7th   and  Sth   avs..W  41, 

H  89.    W  93,    (621).   H   623,   656,   829, 

K    840.    9(>4,    S    978,    10.54. 
n    s,    bet    Sth    and    St    Nich    av8..G    89, 

H   89.    184,   M   320,  417,   K  425,   570, 

A    582,    K    745. 
s  s,  bet  Sth  and  St  Nich  avs.  .B  743. 
n    s,    bet    St    Nich    and    Am    avs.. 73. 
s    s.    bet     St    Nich    and    Am    avs.. 499, 

E   505. 
n    s,    bet     Am    av    and    Brdadway.  .311. 

B   317,   737,   D   743,  829,   C   927,  964, 

J    ]064. 
s  s.  bet  Am  av  and  Broadway.  .24,  C  194, 

616,  W  626. 
s   s,    west   of   Broadway..  184.    L    196. 

150th  St,  n  s,  bet  7th  and  Sth  avs.. 455,  576, 

M  586,  097,  M  706.  783,  S  978,   1010, 

M   1020,   S   1021. 
n  s,  bet  Sth  and  St  Nicholas  avs.  .N  388, 

T  389. 
s  s,   bet  Sth  and  St   Nicholas  avs.. (422), 

576,  A  582.  655,  782,  S  1021. 
n    s,    bet    St    Nicholas    and   Am   avs.. 26, 

*569.  655,  C  602,  (835). 
s  s.  bet  St' Nicholas  and  Am  avs.. 65.5. 
s    s.    bet    Am   av   and    Broadway.  .132,   R 

149. 
n  s,   west   of  Broadway.  .184,  P  625. 

151st  St,  n  s.  bet  7th  and  Sth  avs..S  031. 
s   s,   bet   7th   anci  Sth   avs.. 697,   783,    S 

978,   1010,  M  1020,  S  1021. 
n  s,  bet  Sth  and  St  Nicholas  avs.. A  1061. 
s  s,  bet  Sth  and  St  Nicholas  avs..N  976. 
s  s,  bet  St  Nicholas  and  Am  avs..S  620, 

L  7U<>,  L  746.  B  790. 
n  s,  bet  Am  av  and  Broadway., 72,  B  87, 

(191).   S  197,  499,   (504),  *533,  616,   S 

626,  737,  1054. 
s    s,    bet    Am   av   and   Broadway.  .132,    A 

143,   570,   H  584.   M  624,   782,   L  975, 

E  1062. 
n    s.    west    of    Broadway .  .73,    273,    616, 

782,    B    790. 
s   s,    west   of   Broadway.  .184. 

152d  St,  n  s,  bet  7th  and  Sth  avs..t430. 
n   s,    bet   Sth   and   St   Nicholas   avs.. 229, 

T   1109. 
s  s,  bet  Sth  and  St  Nicholas  avs.. (1103). 
s  s,   bet  St  Nicholas  and  Am  avs.. 72,   M 

91.   O   320.   340.   417.    W   427. 
s  s,  bet  Am  av  and  Broadway.. S  197,  311, 

L  320,  736. 
n   s.   bet   Broadway   and   North  River.. K 

36,    K    196.    829.    876,    1010,    C    1010, 

1054. 
s  s,  bet  Broadway  and  North  River.. 273, 

616. 

153d  St,  s  s,  bet  Harlem  River  and  Sth  av.. 

M   887,  965,   L  975.   M   1020. 
n  s.  bet  Sth  and  St  Nicholas  avs..E  545. 

N  547. 
s  s.  bet  Sth  and  St  Nicholas  avs.. 229,  N 

547. 
s  s,   bet  St  Nicholas  av  and  Broadway.. 

229.  455,  E  462,  G  704,  964. 
s   s,   bet   Broadway   and   North   River.. K 

190.    K   320.    829,    876,    1010,    C    1016, 

C  1017,  1054. 

154th   St.  n   s,   bet   7th  and  Sth  avs.. 576.   B 

583 
s   s,   iiet   7th   and   Sth    avs..M   426,   610. 

G  623,   M  624,   1010,   H   1018.   1054. 
n  s.  bit  Sth  and  St  Nicholas  avs..S  842. 
s  s.  bet  Sth  and  St  Nicholas  avs..  M  507. 

(702).  965,  M  975. 
s   s,    bet   St    Nicholas   and   Am   avs.. 010, 

904. 

155th  St.  n  s,  bet  St  Nicholas  and  Am  avs.. 

576,  964. 
s   s,   bet   St   Nicholas   and    Am   avs.. 132, 

t289. 
n    a.    bet    Broadway    and    North    River.. 

t246. 

156th  st,  n  s,  bet  St  Nicholas  and  Am  avs.. 

(32),  N  841,  N  976. 
n   s,    bet   Am   av   and   Broadway.  .24.   25, 

M  37,  W  40,  M  284,  G  424,  *870,  10.54. 

M   1065. 
s   s.    bet   Am   av   and   Broadway.. M    147. 

(788),  N  793,  N  976. 

157th    St.    n    s,    bet    Edgecombe    rd    and    St 

Nicholas  av..617. 
s   s,   bet   Edgecombe   rd  and   St   Nicholas 

av.  .(517. 
n  s,  bet  St  Nicholas  and  Am  avs..E  505. 

539.  E  662,  737. 

1.58th  St,  n  s,  bet   St  Nicholas  and  Audubon 

avs.. 273.  1391,   L  5tW,   6.5.5.  877. 
s  s    bet  St  Nicholas  and  Audubon  avs.. 

184,   L   196,   M   196,   H   840,   C  072,   H 

974. 
n  s.  bet  Au.lubon  av  and  Broadway.  .876, 

9(>4. 
s  s,  bet  Audubon  av  and  Broadway.  .782, 

S  794. 
n    s,    bet    Broadway    and    North    River.. 

274.  K  283.  W  286.  B  022.  964,   (971). 
s   s,    bet   Broadway   and   North   River.. L 

3.53. 

150th    St.    n    s.    bet    Edgecombe    rd   and    Am 
av..25,  H  35. 


s  s,  bet  Edgecombe  rd  and  Am  av.'.t391, 

877.  C  972. 
n  s,  bet  Am  av  and  Broadway.  .24,  F  35, 

H  35.  F  145,  R  149,  229,  (237),  J  240, 

L   547,   A   622.   F   704,   M   700,   A  743. 

A   789,   829,   D   838,   W   1022,    N   1065, 

W  1109. 
s  s,  bet  Am  av  and  Broadway.. K  507,  A 

743,   A  789,  876,  964. 
n  s,  west  of  Broadway.  .274,  W  285. 
s  s,  west  ot  Broadway.  .274,  W  285. 

KiOth    st,    n    s,    bet    Edgecombe    rd    and    St 

Nicholas   av..l011,   N   1020. 
s  s,   bet  St  Nicholas  and  Audubon  avs.. 

R  242,  *1092. 
n   s,   bet  Audubon  av  and  Broadway.  .7.3. 

H  89,  132,   1098,  K  1107. 
s    s,    bet    Audubon    av   and    Broadway.. R 

587,  736,  R  748,  Y  749,  021,  R  930,  R 

931. 
n   s,   west  of  Broadway.. 965. 
s   s.    west   ot   Broadway.. R   321,    B   386, 

965. 

161st  st,  bet  Am  and  Audubon  avs..W  94, 

F  704,  964. 
Audubon  av  and  Broadway.. P  38,  1.32, 

417,  730,  C  743,  M  746,  829,  1054. 
162d  St.. 417,  H  425,  .577.  H  584,  E  623,  877, 

F  885,  964,  (971),  t983,  *10O4,  M 

1020. 
163d  st..S  .30,  184,  J  195,  S  198,  273,  274, 

A  280,  H  282,  311,  B  318,  H  319,  K 

320,  W  321,  S  389,  N  507,  B  583,  782, 

*950,  G  1018,  F  1003. 
104th  st..S  198,  W  198,  220,  W  243,  274, 

G  282,  B  318,  W  321,  W  355,  B  380,  R 

388,  (702),  737. 
I(i5th  st,  Edgecombe  av  to  St  Nicholas  av.. 

tl02,    1,84.    P    197,    274,    H    282,    877, 

921,   R  930,   904,   H  974. 
St    Nicholas   av   to    Broadway.  .696,    921, 

S    931,    964,    M    975. 
166th    st,    Edgecombe    to    Amsterdam    av.. 

25,    P    92,    229,    S    243,    1346,    t325, 

P   426. 
Am  to  St  Nich  av..C  88,  132,  13.3,  G  146, 

1.S4,   C  194,  C  318,   B  884. 
167th    st,    Edgecombe    rd    to    Am    av..t358, 

G    974. 
Am    to    .\udubon    av..tl02,    W    509. 
168th    st.    Am    to    Audubon    av..25.    W    41, 

H   704.   R  707,   'lODl.   H   1019. 
Audubon    to    St    Nicholas    av..R   842. 
169th    st,    Am    to    Audubon    av..2.5,    W    41, 

tl57,  380.  C  386,  (422),  R  547,  (742), 

M   746.   1054. 
Audubon   to   Broadway.  .25,   W  41,   t203. 
170th    St.    Edgecombe    rd    to    Audubon    av.. 

tl57.   M   320,    S   389,    M   706,   737. 
Audubon    av    to    Broadway.. S    1109. 
17ist   st.   Am    to   Audubon   av..K   36,    G   89, 

H   89,   417,    tl071. 
Audubon    to    St    Nicholas    av..l84.    t.325, 

C  462,  M  464,   C  703,  G  704,   1010. 
172d    st.    Am    to    Audubon    av..D    34,    (SO), 

G   194,    H   195,    M   196,    (543),    (882), 

tlll2. 
173d   St.   Am   to  Audubon  av..M   196,    (543), 

K   .585,   A  622,   73T,   W  749,    1010. 
Audubon  to  St  Nicholas  av..H  30,  A  86, 

187,    M    190.    229,    311,    S    321,    616, 

782. 
174th   st.   Am  to   St  Nicholas  av..24,   W  41, 

H  89,  132,  M  148,  H  2.82,  M  3.54.  456, 

L   463,    W   509,    696,    737,    *1092. 
St    Nich    av    to    Broadway.  .499,    O    706. 
175th  st,  bet  Am  and  St  Nicholas  avs..E  88, 

G   .89,    L   403,    737,    G   745,    •870,    921, 

E   927,    1010,   A   1016. 
17(;th  st..W  41,  72,  E  ,88,  184,  187,  W  285, 

E  3.52.  W  355,  P  388,  616,  696,  B  703, 

L   706,    P   700,   830,    876,    877,    »1048, 

P    1060. 
177th    st..P   388,    4.56,    E    402,     696,      697, 

B    703,    L   700,    P   706,    877,    C    1002, 

P   1066. 
17Sth    st,    bet    Am    and    St    Nicholas    avs.  . 

A   .87.   F  88,    C   194,   N   197,   R   197.   E 

282,   P  320,   380.   F  387.   S   389.   499, 

576,   H  584,   737,  830,   H  839,   877,   P 

888,    *9]5,   10.54. 
St     Nicholas     and     Broadway.  .A     87,     C 

318,  A  386,  E  424.  A  622,  G  1062. 
179th  st.   Am   to  St   Nicholas  avs.  .E  34,  W 

41.  72,  B  87,  W  94.  132,  C  194,  N 

197,  R  197,  229.  t325,  *690,  090,  097, 

737.  830,  1010,  1054,  1098,  F  1105,  M 

1108. 
St  Nicholas  to  Broadway.  .M  91,  1.33.  P 

148.  C  423,  R  427,  M  625,  656,  S  665, 

877.  (882),  G  885,  964. 
1.80th  st..H  .36.  133,  274.  W  28.5,  W  280, 

346,  B  352,  017,  W  749,  W  931,  1098, 

B  1104,  tlll2. 
181st  St.. 1591.  017,  B  743,  tT99,  (836), 

921,  H  928. 
lS2d  st..B  33,  D  34,  D  352,  R  388,  418, 

W  427,  (0)60),  M  664,  H  704,  83t),  P 

841  B  926,  965,  B  971,  1010,  B  1016, 

D  1017. 
183d  St.  .R  149,  W  198,  M  388,  610,  V  843, 

•915  921,  964,  C  972,  1054,  1055, 

1098,  W  1109. 
1,84th  St.. 24,  S  40,  73,  H  ,89,  R  197,  274, 

t.391,  4.55,  L  585,  782,  N  793,   V  931, 

964,  10.54. 
18.5th    St.. 26,    S    40,    R   92,    D    194,    C    281, 

•493.  499,  539,   655,  656,   S  842,  877, 

H  880. 


NOTE,— When  In  doubt  as  to   the  meaning  ot  the  signs  usefl.  conrult  the  key  on  page  3. 
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186th  St.. •493.  ."j3!),  H  5S4,  1008.  M  1108. 
187th  St.  .25,   S  40,  .",:i!l.  P  5S(J.  (ifw,  D  7+4, 

D  884.  904,  R  101)0,  T  IOCS. 
ISSth  St. .274,  055,  782 
190th  St.  .274,  782,  B  071. 
191st  St.  .24. 
102d  St.  .24,  877. 
201st  St.  .H  89. 

202d  st..H  89,  831,  1056,  B  1104. 
205th  St.  .922. 

200th  St.. 922,  1000,  R  1108. 
210th  St.. 75,  M  024,  •824,  922. 
211th  St.. 75,  185,  M  197,  •051,  877. 
212th  St.. 75,  132,  L  147,  K  705,  922.  M 

1020. 
213th  St.  .738,  F  885,  922. 
214th  St.. 229,  '824,  F  885,  922. 
215th  St.  .24,  A  32,  H  36,  S  40,  D  281, 

T  285,  T  321,  T  465,  022,  (1015), 

1098. 
216th  st..L  624.  10.56,  W  1008,  1008. 
218th  St.. 73,  75,  I  80,  132,  346,  782,  830, 

C  1002. 
220th  St.. 73. 
227th  St.  .73. 
228th   St.  .24,    132. 

AVENUES. 

Amsterdam  av,  50th  to  62d  sts.  .(142),  311, 

(1103). 
02d  to  64th.  .S  39,   (279),   (925). 
64th   to  (i6th.  .(504). 
06th   to  08th.  .t3.58,  417,   B  583,  E   584, 

1098,   (1103),  O  1108. 
70th   to   72d..(025).   P  030.   1010. 
72a  to  74th.  .R  38.  R  92,  R  794.  R  930. 
/4lh    to    76th.. M    01,    311,    347.    C    3.52, 

(621),  L  (!24,   1054. 
70th    to    78th.. 'IS,    72,    L    01.    L    283. 

381,   W  389. 
78th   to   80th.  .72,   0   02,    O    107,    D  972, 

L  1004. 
80th    to   82d.  .1.32,    M    147. 
82d    to    84th..  (788),    M    1020. 
84th  to  86th.  .K  840. 
86th   to   8Sth..l84,   H   70.">,    W   1022,    W 

1110. 
88th  to  90th.. 72,   S  35.5,   E  6()3. 
90th  to  92d..(142),  184,  B  193.  P  197.  V 

198,   274,  417,   F  623.   K    1010 
92d    to   94th.. 347.    C   3-52,    000. 
04th    to   96th.. 25,    L   37,    (237),    274,    C 

281.  S  295,  311,  D  318,  H  310,  S  1007. 
H    1106. 

08th   to    100th..  (86),    184,   M   100,  229, 

S  4(!5,  616,  G  745,  782,   C  790,   1010. 
100th  to   102d..72,  C  54.5,   (1015). 
102d  to   104th..  (191).   964,   10.54,   *1002. 
104th  to  100th.. H  702.  S  1021. 
100th    to    10Sth..H    80,     (142),    220,    F 

239,   (270),  J  310,  (UO,  S  020,  W  1068. 
110th    to    112th.. W    40,    (.581).    W    795, 

(1103). 
112th   to    nith.  .t^5. 
114th  to  n6th..t391,  P  930,   (1103). 
llSth   to   120th.. 381,    F   .387.   t790. 
120th  to  122d..L  283,  M  .58f..  M  1020. 
122d  to  124th..  132.  D  145.  380.   H  387, 

H   425,    (621),   655,   E    744,   829,   830, 

C  837. 
124th  to  126th.  .539, -S  548,   (621),  655. 

J    663.    696,     (788),     (830),     (925),     B 

920,  (970).  B  971,  (1015),  (1000). 
120th  to  128th.  .(8<!).  (742). 

12Sth  to  130th.  .(021),  055. 

e  s.  131st  to  133d.  .R  748. 

130th  to  132d.  .72,  H  89.  G  194,  L  283. 

0.55.  737,  G  701.  Z  843.  964,  1054,  G 

1003,  S  1067,  1098. 
1.32d  to  1.34th.  .(32),  S  93.  220,  274,  H 

282,  S    355,    381.    417.    (422),    N    420, 

921,  (925).  064.   M  976.  S  lOlKi. 
134th  to   136th.  .(101),   B  2.S1,   I  310.   W 

548,  H  830,  877,  V  890,  1008,  H  llOli, 

R  1108. 
138th  to  140th.  .72.  229.  455,  P  464. 
140th  to    142d..l32.    (142).   H   140.   311, 

490,    (742).   782,   K   792.    (1015). 
144th    to    140th.. 25,    T    40.    72,    T    93, 

(279).   t358,    ((J21).  M  747,   (1015). 
14()th   to   148th.  .V   285. 
14,Sth   to   150th.. B  318.  K   1010. 
1.50th   to    152d.  .B   700,    B    KKU. 
152d   to   154th... 616,   (i55.   004. 
]54th   to    150th.. T   708,   904. 
ISlith   to   158th.  .25.    (32).   M   37.   W   40, 

O   92,    184.   L   196,   M    196,   539,    737. 

•870. 
158th  to  160th.. 25.  H  3.5.  (237).  t391, 

A  022,  A  743,  A  780,  877,  C  972. 
160th  to  162d.  .877,  t9S3. 
162d  to  164th.  .311,  B  318,  (702). 
164th  to  160th.  .W  150.  184.  S  198,  274, 

G  282,  576.  (581),  (835),  877. 
KiOth  to  16Sth.  .G  89,  132,  H  140.  184. 

220,  P  241,  (385),  G  4(32,  S  405,  H 

704.  R  707.  'lOOl.  H  1019,  1054. 
108th  to  170th.. 2.5,  P  38,  W  41,  M 

.320,  (422),  R  .547,  (581),  B  58.3,  M 

706,  (742),  M  740.  *1004. 
170th  to  172d..(80),  tl.57,  L  507,  (543), 

737. 
172d  to  174th.. M  106,  (.543).  696, 

(835),  (882). 
174th  to  176th.. H  89,  H  282,  F  545. 

•1092. 
176th  to  178th.  .737. 
178th  to  180th..  1054,  B  1001,  S  1067, 

1098,  B  1104. 
ISOth  to  182d.  .921.  H  928. 
182d  to  184th.. B  1061. 


184th    to    186th.. 499.    L   .507,    655,    9(>4, 

10.54. 
l.SSth  to   190th.  .055, 
1110th  to  201st.  .570.  S  ,587.  t752,  t083. 
2(Ulh    to    206th.  .922. 
2(iOth  to  26.Sth.  .F  282.  L  793. 
210th    to    212th.. M    624.     ^651.    922.    M 

lOJO. 
212th    to    214th.. F    Ss5,    022. 
214th    to    216th.. 922.    10.),S. 
218th  to  220ih. .73,  75,  I  SO. 
indet.  .490,  T  .508,   T  587,   T  708. 

Audubon   av,    from   165th   to   166th.. C   88,   C 

I'.il. 
106th    to    16,Sth.  .t102.    W    509,    R    842, 

t1li71. 
168th    to    170th.  .25,   W  41,    tl57,   t2(i;!, 

P  030. 
170th  to  175th.. D  34.  184,  t325,  C  462. 

K  5S5,  A  622.  C  703,  G  704,  737,  1010, 

tliiTl,    S    11011. 
175th    to    179th.. F    aS,    C    194,    N    197, 

R  107.  E  2S2.  381,   F  387.  S  .389.  417. 

409,  K  .5(»7.  K  (i24,  F   KHK.   F  1105. 
181st  to  I.SIth.  .D  31,  830.  D  1017.  1054. 
l.Slth    to   1S7th..*493,   539,   570,    S  .587, 

010,    T   62li. 
187th  to   101st.. 274.  055,  782. 

Ave  A,  from  2d  to  4th.  .(237),  B  504,  V  508, 

(742). 
4th   to  0th.  .E  4(j2,   t710,   B  I'M. 
0th   to   St    Mark's   pi   or  8th   St.. 220,    K 

240,  010.  E  SS5. 
St   Mark's   pi   or  8th  st   to   10th  St.. 220, 

F   230,    T   031. 
Kith  to  12th.. 2.5,  72,  M  91,  1.32.  K   147. 

311.   F  319,   F  386.   E   972,   L   1064,   L 

1(105. 
12th- to   14(h.  .72.  7;^,  A  ,S7,  R  92,  132,  F 

145,    229,    C    239,    274,    T    285.    t324, 

34(i,   (3.S5).  S  427,   (543),   (060),  E  744. 

(.S3li).   904.   A  071. 
14th  to   16th.  .D  .505,  .576,   B  .583.   (970). 

M  070. 
16th    to    18th.  .25,    G    3.5,    J    .30,    184,    S 

197,   311,    S   321,   455,    D   4(i2,   576,    L 

.5,S5. 
ISth   to  20th.  .H  ,S0.  R  92,    (660).  D  662. 

782.  R  70.",.  G  885. 
20th  to  22d.  .t1071. 
22d  to  24th. .(422). 
2Sth  to  30th. .t430. 
48th  to  .53d.  .9(j2. 
.53d  to  .56th.. 25,   73,   K  911,   311,   L  320. 

R  977. 
.58th  to  60th.. 7.34.  K  746.  P  930. 
06th  to   08th. .70,   311. 
O.Sth    to    70th.. 132,    L    147,    184,    (191), 

M    100,    34(i,    (543),    570,   (ilO,    N    t!25, 

N   793. 
70th  to  72d.  .B  3.52.  *.5:!3.  6.55,  N  664.  T 

066,   D  704,   K  792,   1010. 
72d   to   74th..  132.    P    14,S,    184.   H    195, 

A  237.   R  284,   •449,   L  507,   570,   010. 

F    02.'!.    F    745,    (788),    830,    F    885,    B 

971.  F  1017.  L  1010. 
74th  to  70th.. 25,  F  34,  t202,  .346,  381, 

H   387,    P   388,   455,    P   464,   409,   69(i, 

(702),   C   703,   W   79.5,   G  839,   P  888, 

(070).  (lO(in),  E  1062. 
70th  to  7Sth..72.  S  93,  tl02,  G  282, 

340.  G  974,  K  074. 
78th  to  SOth..73,  A  87,  B  423,  (788), 

(882). 
80th  to  8'2d..F  3.5.  (279),  381,  417.  F 

4-24.   57r..   L  .585.    (742).    1054. 
82d  to  84th.  .25.   K  00.   S  242,   F  973. 
8kh  to  .S(ith.  .H  540,   1054. 
.siith    to    88th..  132,    346,    381,    576,    A 

1001. 
,S,Sth   to   90th.. (101).  274.   1010. 
90th   to   9.'!d..25.    R   39.    184.    K   105,    K 

283.   (4-22).  1:7.52,  H  928,  10.54,  S   1007, 

1008. 
Ave  B,  from  Houston  to  2d  St.. 381. 
2d   to   4th.. S   149,   274,    (.3.51),   539. 
4th    to   0th.. W    198.    (.581),    69(5,    (882), 

S   880,    R   1006. 
6th    to    8th.. 73,    M    01,    (191).    (742),    L 

929,   1(198. 
Sth   to   10th.. 132,   T   149.    (317),   .346.   S 

3.55.   (400),  M  1005. 
10th  to  12th.  .25.  A  .32,  S  40,  184,  274, 

R   -284.    S   285,    (.351),    (385). 
12th   to   14th..  (80),   K    190,   J   240,   274, 

L  2.S3.   K   387.    921. 
14th  to  10th..  (191),  A  (>61,  A  70.3,  782, 

D  884. 
16th   to   lSth..25,   73,  229.  274.  B  280, 

B  281,  311,  F  319.    (.351),  417.  T  4t!5, 

409,   A   .504,   F   546,   616.    B   622,   69(!, 

782,   (836),  877,   (882).   J  886,  921,   G 

928.   L  929,  964,   G   974,   1054.    (10(;0), 

St. 

W    101  i8. 
18th  to  21st.  .(460),   t591. 
Also  see  East  End   av  for  north  of  SOth 
80th   to   82d.  .499,   576. 
82d  to  .S4th.  .K  37.  S  39.  73.  L  90,  229, 

H  24(1,  311,  490,  (582),  H  624,  S  1067, 

1098. 
84th  to  86th.. 311.   S  321,  D  505. 
88th   to   90th.  .B   582. 

Ave  C,  from  Houston   to  2d  st..(()60). 

2d  to  4th.. (191),   F  282.   C  318.  K  319, 
499,  F  .506,  S  508,  (581),  B  743.  (882), 
(925),    (1060),  L  1005. 
4th      to      0th.. (237),      (021),      E      1002, 


(1103). 
6th   to  .Sth.. 73.    (80).   G  89,   M  91,   132, 

R    149,    M   .5,86,    •051,   H    1063. 
8th  to   10th.. 25,  E  34,  73,   (237),    (279). 

J   2N;,    (422),    (660).   877.   P   888,   964. 

G   97.3,   K  974. 
10th    to    12th.. (86),    220.    R    242,    340 

(.351).  G  3.53.   K  3.53,  616,  737,  G  745, 

UM.    10.54. 
]2lh  to   14lh.  .25,   L  37.  S  .'to,  73,   L  90. 

1.S4.    C    193,    G    194.   229.    274.    D   282. 

L  .•{20,  L  463,  J  .546,   (.581).   M  .586,   R 

(itl5.   R   707,    (788),   C   790,   L   1004. 
Kith   to   18th.. 1.84.  L  196,  F  4(!2. 

Ave    D.    from    2d    to    4th    sts.  .229.    E    239 

t24(!,    F    IK  15. 
4th  to  6th.. B   144,   (279),  H  319,  L  887, 

004,    (1103). 
0th  to  Sth.  .(32),   (142).  274.  347.  S  .355, 

417.    (422).    P    426,    S    427.    (.543),    D 

5,s;!.   t790.   10.52. 
.Sth   to   10th.. i:W.   E   145.   (4G0),   li]4. 
12th   to   14th.  .25,   R  .38,   73. 

Bennett.  .830,   W   ,S43. 

Bloomingdale    rd.  .23.    K    283,    381     C    790 

829,   1010,   10.56,   1098,  B   1101. 
Bolton  rd.  .275. 
Boulevard    Lafayette.  .274.    W    285,    381,    B 

622,   B  743,  965. 

Bowery,  south  of  Bayard.  .G   14.5,   E   88.5. 
Bayard   to   Canal.  .  (142).   D   145,   499,   L 

.507,    (.836). 
Canal   to   Hester.. 7».   S  149,  .830. 
Hester  to  Grand.  .(191),  J  283,  381,  830, 

J  840.   R  842. 
Grand  to  Broome.  .  (385),  M  664,   B  971, 

(10.59). 
e   s,    Broome    to    Delancey.  .M   (!04,    964, 

M  97(i,   S  1109. 
w   s.    Broome   to   Spring.  .W   40,    W   708, 

R   11118. 
e   s.   Delancey   to   Rivington.  .  (142),  311, 

782.    S   889. 
w    s.    Prince    to    East    Houston.  .E    .505, 

(925),  F  1003.  R  1000,  1008.  H  llOtJ. 
w  s,  Houston  to  Bleecker.  .  (543),   (882), 

D  884. 
w  s.   Bond   to   Great  Jones.  .016. 
w  s.   Great  Jones  to  4th.  .381. 
indef.  .(351). 

Bradhurst    av.  .from    142d    to    144th    sts..V 

4(1.  274. 
144th  to  146th.. L  106,  S  197,  C  583. 

7.S2.  M  793.  •lOOl,  1010.  M  1020,  S 

1022.  10.54. 
146th  to  148th.  .F  34. 
14Sth  to  1.50th.. 229,  417,  L  42.5,  064, 

1(1.54. 
1.52d  to  1.55th.  .229,  M  507. 

Broadway,     e     s.     Exchange     pi     to     Wall.. 

(279),    (2,S(1). 
w  s.   Rector  to  Thames.  .N  464.  X  .547. 
w   s,    Thames   to   Cedar.  .N  4(i4.    N  547. 
Cedar    to    Liberty ..  (660). 
V  s.  Liberty  to  Cortlanrtt.  .t-15,  ti30. 
e    s.    Liberty    to    Maiden    lane.  .964,    W 

979,   (1015). 
w    s.    Cortlandt    to    Dey.^737.    C    743,    I 

745.  K   746.  918. 
w  s,  Barclay  to  Park  pi.  .H  283. 
w  s.   Park   pi   to   Murray.  .  (1103). 
w    s,    Chambers    to    Reade.  .  (1015). 
e   s,    Duane   to   Pearl.. E   838. 
w  s.  Pearl  to  Worth.  .184. 
Worth   to   Leonard.  .B  971. 
Leonard    to    Franklin.  .  (788). 
Franklin  to   White.  .P   148,   311,   417,   M 

426,    (970). 
White   to  Walker.. E  505. 
Howard    to   Grand.  .*690,    (.830).    021,    H 

028,   064.   1010,   S    1021.    (1103). 
Grand    to    Broome.  .877.    1098. 
Broome   to   Spring.  .  (422),   C  072. 
Spring  to  Prince.. E  838. 
Prince    to   Houston.  .25.   A   33,    (925),   G 

10li3. 
Houston    to    Bleecker.  .  (237).     (788),    E 

791. 
e    s     Bleecker    to    Bond.  .N    793,    •870, 

921,  T  931. 
e  s.  Bond  to  Great  Jones.  .B  33. 
e   s,   Great    Jones    to   4th.  .7.82. 
w  s,  3d  to  4th.  .(021). 
w    s,    4th    to    Waverlv    pi..  184.     (279), 

(1015), 
e  s,  Astor  pi  to  Sth.  .^870. 
loth  to   12th..  (385),  .539.   H  546. 
12th   to   14th.. E   505.    (702). 
Kkh  to   18th..  (,S6),  964.  F  973. 
I.Sth  to  20th..  (102).   I    105,   E   584. 
2()th    to   22d..l.S4,   370,   617. 
22d  to  24th.. E    1017.   (1060). 
24th  to  26th.  .,537. 
26th  to  28th.  .(101),  I  195,  H  319,  (501), 

(742). 
2.Sth   to  30th..  (422).   (742),  7.82,  I  1010. 
.•'.(Ith  to  32d.  .(6211.    (660). 
32d   to  34th.  .E   662. 
34th   to  3(ith.  .57(5,    (7S8). 
30th   to   .38th.  .(3.51). 
3Sth    to   40th.  .(.■?85).    (8.36). 
40th  to  42d..C2S0),    (504).    (788).   (925). 
4'Jd  to  44th.. B   1001,   B  1104. 
44th   to  40th.  .(317),    (788). 
40th  to  48th.  .697. 
48th   to   50th. .312,    t669. 
SOth  to  52d..(882). 
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52d   to   54th..  (701),    (702),   C   703. 
54th   to   nijth.  .(882),    flOTl. 
5(jth    to   58th.. E   545,    ('.)70),    I    1010. 
UOth    to    (i2d..t3!)l,    1    4<;;J,    (ti21),    U55, 

tlilii).    (]0i;0). 
62d     to    (!4th.  .(.504),     (.582),     (1015),     I 

101!),  J   1010. 
i;4th     to    UUth..E     34,    t325,     (581),    M 

030. 
Utith   to   08th.. 737,   829,   C   837,   W   '.)70, 

t983. 
7(lth    to   72d.  .(925). 

74lh   to  7ilth.  .347,    C  352,    ((!21),   (702). 
7(Jth  to   78th.. E  88,  311,   t029,    (060),   S 

707. 
78th    to   80th..  (422).    (400),    ((J21). 
80th   to  82d..V   1008,    (1103). 
88th    to   9(lth.  .1-934. 
90th    to    92d.  .1010. 
92d  to  94th.  .(1015). 
94th   to  9(!th..l010,  M   1020. 
KlOth   to   ](l2d.  .72,    (788). 
1114th    to    lOllth.  .M  580,    (1015). 
llHUli    to    l(l8th.  .381.   417. 
lOSth   to   llOlh.  .(OliO),   M  004. 
IKIth    to     112th.. 00. 
114th    to    110th.  .73,   381. 
122d   to   124th.. 877,    R   889. 
124th   to    ]2(;th..*15.    25,    K   30,    132,   C 

144,  311.   D  318,    (543),   017. 
120th    to    128th..  19,    132,    B    144,    229, 

B   238,    (4liO),    (.543).   570.   I   585,   017, 

B  (i22,   L  024,   737,   L  740,   782. 
128th    to    130th.  .(021). 
1.31  Ith    to    1.32d.  .829. 
i:!2d    tu    131th.  .877,   Z  979. 
134th    to    130th.. C    239,    C    281,    (702), 

877,   C   884,   C  927. 
1.3(;th    to    i;i8th..73,    C   87,    132.    T    149, 

t408,   *090,   T   795,    (925).    1098. 
138th   to    140th..  C   88.    5;;9,    B   54,5,   570. 

D   583,    (1015),   C   1017.    (1000). 
142d  to  144th.  .5.39,  H  54(j,  M  547,  055, 

•(i99,   11025,   1054,   1098. 
UOth    to    148th.. F   353,   M   354,    090,    F 

927. 
148th  to   1.50th.  .737,   D  743. 
1.50th    to    1.52d..73,    .570,    H    584,    737, 

782.   B  790. 
1.52d   to   1.54th.. M  .320,   M  388. 
154th    to    15(;th.  .347. 
1.5(;th    to    1.58th.  .311,    G    424. 
1.58lh    to    l(i(»th..F  .35,    F    145,    F   704,   M 

700. 
lOOth    to     102d..P    38,    73,    H    89,     132, 

417.  H  425,  877,  F  885. 
]72d  to   174th. .499. 
174th   to   178th.  .F  194. 
e  s.  Depot  rd  to  181st  st.  .W  94,  W  1.50, 
]7.Sth  to    180th.. C  318,  C  10(!2. 
180th    to    184th.. t391,    L    58.5,    738,    S 

748.   783. 
184th   to   187th.  .H  .584. 
187th    to    2nth..2.5,    S    40.    73,    132,    D 

884.   •915.   904.   M  97(!,   G   1018. 
211th   to  214th.  .•()51,   F  885,   M  1020. 
214th    to    210th.. 229,     P    241,     D    884, 

1098. 
210th    to   21Sth.  .S3D. 
218th   to   220th.. 73,   75,    I   SO.   782. 
22(ith  to  228th .  .  73. 
indet.  .499,    T   508,    F    .584,    F   023,    090, 

1098. 

Central   Park  West,   from  (52d  to  04th  sts.  . 

229. 
04th    to    ("lOth.  .H    500. 
7llth   to   72d..(702),   B   1104. 
82d  to  .S4th.  .H  89,  D  505,  539,  E  838. 
84th  to  8(ith.  .25,  G  35,  R  39.  t551,  877. 
S8th   to   90th.. *200.  347,    (582). 
94th  to  90th.  .C  88. 
90th  to  98th.  .F  885. 
98th    to    100th.. S    93,    877,    M    888,    M 

1020. 
lOOth  to   l<)2d.  .1010. 
lOlth    to    lOOth.  .G   927. 
108th  to  110th.  .^582). 

Church   rd    (oldT.  .D   380. 
Claremont   av,   110th   to    120th.  .73,   F   145. 
120th   to    122d..l85.   230,   D   239,   905. 
122d    to    127th.. 132,    E    145,    H    387,    S 
388.    499,    055.    K    004,    782,    G    791, 
(830),    N   1005. 
indef.  .1098. 

Columbus  av,  .59th  to  02d.  .229,  U  285,  381, 

O  388,  877. 
(J2d  to  G4th.  .S  354,  455,    (460),  S  405. 

499,    (504),    (882). 
00th    to    08th.. D    14.5,    829,    C    837,    W 

979. 
0.8th  to  70th.  .7.37,  C  1017. 
74th   to  70th.  .S   031. 
78th  to  8iith.  .(.351).   O  .354.  S  1067. 
80th    to    S2d..l84.     (2.37).    E    282.    311, 

M  320.    (351),    (.544),   M  547.    (970). 
82d  to  84th.. S  427,  737.  L  740,   H   792, 

(830),   H  840.   V  843.   W  843.    (970). 
84th   to  SOth.  .H  3.53.   H  8.39,   H  840. 
88th  to  [M)th.  .229,  O  241,  274,   K  740. 
90th   to  92d.  .25.   W  41. 
92d   to   94th. .(702). 
94th    to   90th.. 25.    L   320.    (544). 
30th   to    98th.  .(788). 
98th   to    lOllth.  .(742),   1054.   A    1061. 
100th  to  102d..(80).  782,  M  793,   (025). 
102d  to   101th.  .B  743. 
104th  to  106th..  132,  9(54,   (970),  P  070, 

(1015). 
100th    to    108th.. T    149,    417,    S    427, 

(.582). 


lOSth  to  110th.. F  194,  452.  G  584. 
Convent   av.   127th  to   130th.  .K  320,   S  321, 

K   929,   K   not;. 
130th  to  1.32d.  .C  193,  t029. 
132d   to   13.5th.  .1029. 
13.5th    to    1.38th..  184,    D    194,    220 
UOth   to   142d..417,   B  423,   455,  E  027, 

1098. 
142d   to    144th.  .5.39. 
UOth    to   148th.  .P  9311. 
148th  to   1.50th.  .L  1107.  ' 

East  End  av  (also  see  Av  B).   79th  to  S2d.. 

499,    576. 
82d  to  84th.  .(32).  K  .37,  S  39,  73.  L  90, 

229,    H    240,    311,    490,    (.582),    H    024, 

S   1007.   1098. 
S4th   to  80th.. 311,  S  321,   D  .50.5. 
80th  to  89th.  .B  5.S2. 

Edgecombe  av,  130th  to   1.38th.  .K  975. 

llOth  to   142d..l.32.   0   148,  021,   T  931, 

W  931,    10il8. 
142d   to   1.55th.. C  3.3,   184,  ,381,   C  .505, 

N   547,   C   023.    B    790.   C   790,   830,    B 

837,   C  8:^7,   F  838,   K   840,   877,   *915, 

10.55. 
155th  to   157th. .017. 
157th    to    100th.  .017. 
l(;5th  to  107th.  .25. 

Fort    George    av..(1103),    C    1104. 

Fort    Washington    av..274.    K   283,    W   285, 

t3.58.   B  380,  570,  017,  877. 
Fort   Washington   Depot   road   or   lane.. 381, 

S  388,  737. 
Greenwich  av,  0th   av   to  JOth   St..  (925). 
Charles  to  Perry ..  (92;>). 
e   s.    10th   to    11th.. (021).    1840. 
w  s,   Uth  to  Bank..C  144,  •1092. 
12th  to   13th.  .B  33. 
West  13th  to  8th  av.  .540,  878. 
Haven  av.  .R  148,  381,  017. 
Hillside  av.  .  *824. 
Hill  road.  .75. 
Isham    av.  .132. 
Jansen    av..S    30,    230,    T    243,    *440,    (i06, 

t752. 
Kingsbridge  av.-.690,  097,  M  70(!,  H  1100. 
Kingsbridge     road.. 73.    311.     312.     C    318, 
347,    F    584,    F    023,    782,    D    884,    G 
1018. 

Lafayette  Boulevard.  .381.   H  387. 

Leno.x   av,    llOth    to    112th.. 132,    H  -140.    L 

147,  T-140,   (970), 
112th    to    114th.. 7.3.    H   89,   274,   L  283, 

M  320.  418.  S  427.  M  5,80.  M  970. 
114th  to   UOth.. 25,  B  33,   (351),   (422), 

455,    S    464,    570,    K   58.5,    090,    (830), 

(925),   (970),   C  1105. 
UOth  to   118th.. t102,   H  839. 
118th  to  120th.. 1.32,   F   14.5,  347. 
120th  to  122d.  .25,  H  35,  t358,  N  970, 

E    1062. 
122d  to  124th.  .(280),  (830),  877,  T  890, 

(925). 
124th    to    120th.. 24,    2.5,    737,    T    740. 

(788),   (882),    (883),    (925). 
12(ith    to    128th.. 184,    (351).    Z   .3.55,    B 

401,    C    401,    L    403,    R    404.    1(1.55,    B 

1061,   R  1006,  W  1068. 
128th  to   1.30th.  .0.55,  M  0(j4,  921,   (970), 

1010. 
1.30th   to    ]32d..Y   41,    (192),    K    190,    Y 

243,   Y   41)5,   V   588,   Y    020,   Y   931,    J 

074,   Y  079,   S   1021. 
132d  to  134th.  .25.   S  40.  73,  D  88,  539, 

(.582),  617.  097,  F  704,  B  971.   C  072. 
134th    to    130th.. 25,    73,    H    10.5,    274, 

(504),    83(1,   S    1067,   S    1109. 
1.30th   to    138lh..(80),    184,   230,   311,    F 

318.    .347.    (351),    F    .353,    417,    (400), 

(.582),   (882).   (883),   (970),  M  1108. 
138th     to     140th.  .132,    F    145,    K    140, 

(192),   M  404. 
UOth  to   142d .  .  F  704,   F  838,  F  073. 
142d     to     144th.. F    35,     (422),     P    420, 

(400).    F    .540.    M    025,    ((>(jO),    O    706, 

782,    D    790,    t799,    P   888,    F    073,    M 

970,    N   976. 

Lexington    av.    24th    to    20th..  (86),    499,    G 

506,  R  794.    (8.30).  L  975.  B   1104. 
20th  to  28th.  .73.  H  89,   (.504).   (1103). 
.30th  to  32d.  .*177,  274,  381,  418,  B  423, 

737,   921. 
.32d  to  34th.  .S  242,  D  .54.5,  D  583.   (836), 

10b5,   D   1002. 
34th  to  30th.  .L  283. 
30th  to  3Sth.  .274,  655.  E  1017.  10.55. 
38th   to    40th..  1.32,    A    14.3,    R   625.   8.30, 

1098. 
40th   to   42d. .921. 
42d    to    44th.  .10.55. 

44th  to  4<ith.  .184,  H  10.5,   1055.  H  10G3. 
40th    to   4Sth.  .499. 
48th   to   50th.  .K   .585. 
50th  to  52d.  .25,   S  39,   1.33,  455.  T  405. 

576. 
.52d  to  54th .  .  B  790,  1010. 
54th    to   50th.. 230.   B   238,   .347,   499,   M 

507.  (836).    *870,    877,    H    886,    1098, 
B   1104. 

SOth  to  5Sth..S  93,   182,    (504),   B  020, 

B   lOKi. 
,5Sth   to   00th..  (060),   O   700,    (883). 
60th  to  62d.  .73.  K  140,  230,  C  2.39,  007, 

E    701.    A    1015. 
(52d   to  04th.. .347,    (000),   H  663,   R  747, 

M   020,    064. 
64th    to    06th.. E    .584,    7.37,    B    837,    B 

1016. 

NOTE, — ^When   In  doubt    s9   to   the   mednlng  ot   the   signs  used.  eODEuIt  the  key  on  page  3. 


-66th    to   68th.. B    34,    230,    M   241     017 

830,  *870. 
08th   to  70th.  .P  38. 
70th    to   72d..7l»,    C   87,    B  .380,    409     M 

.507,    .539,    (702),    R  930,   A    1001. 
72d   to  74th.  .B  (!22. 
74th    to   70th.. 133,    A   143.   418.    M   .507 

B  545.   H  .540,   H  .)85,   *051,    (1015) 
7(>th   to  78th.  .L  74(!,  P  977. 
78th    to   80th.. G   745,   W   979. 
82d    to    .S4th.  .(970). 
84th    to    .SC.th.  .(883). 
92d    to   91th.. 133,    W    1.50,    3,81,    B   423 

W  427. 
94th   to  00th.  .*870. 
9(;th    to    98th.  .25,    (80),    O   92     230     F 

23!),    •.530,   783.    (788),   C   790,    W   79.5, 

921,   B  92(i. 
98th    to    100th.  .1055. 
lOOth  to   102d.  .G  80,  W  243,   (504),  650 

P  706,   737,   10.55.   B   1062,   H   1064. 
102d     to     101th.  .t511      783.     W    795      B 

837.    N    841,    921.    K    928.    K    929'   M 

929.  V  9.31.  L   1064,  M  1065,  T  lOlJS. 
104th    to    106th.. C    144,    184,    (836),    M 

887,   964,   L  975,  T   lOtu. 
106th   to   108th.. 230,   C  2.39,  418    (422) 

H  425,   K   705. 
108th  to  UOth.  .73,  B  87,   184,  I  195    F 

424.  830.  B  884.   B   1104. 
110th  to  n2th.  .A  .352,  418,  K  425,  904 
112th    to    114th.. H    140,    340,   0.55,    783 

W  705.  921,   (025).  T  031,   (1015). 
lUth    to    UOth.  .184. 
116th    to     118th.. 274,    W    020,    697     G 

8.39, 
118th    to    120th.. 25,    C   34,    054,    (788), 

R    793. 
12()th  to  122d..D  318,  617.  A  022,  007, 

004,    F    073. 
122d    to    124th.. D    .583,    N    .586,    (6(10), 

964. 
126th   to    128th.. 576,   697,    L   705    •950, 

1011,    10.5.5. 
128th  to   130th.. 25,  H  36,   (86),  F  927, 

M  929. 
1.30th    to    Harlem   River.  .t4.5,    877. 

Macombs  Dam  road   or  lane.. (317),  783,  S 

931,  965,  S  978,   S  1021. 
Madison  av,  20th  to  28th.  .E  744.  P  1066. 
32d    to    34th..  1011,    H    1018,    H    1010, 

10.55,   O   10(;.5. 
34th   to   3(ith.  .2.5.   26. 
36th  to  .38th.  .H  .585.  lOO.S. 
.38th   to   40th.. 0   02    H  .5,85. 
40th   to  42d.  .73,   B   103. 
44th    to   46th.  .120,    ♦050. 
48th  to  .50th.  .F  34,  (280),  K  403,   (025), 

lOU. 
52d  to  54th.. 097.   H   705,  Q  707,  S   707, 

B    072. 
.54th   to   50th.. 311.    B   318,    H   585. 
.5(!th    to    58th.  .(,S83). 
60th   to   02d..73.    C   87.   311,    1011. 
02d  to  04th.  .418,  H  425,  B  582,  S  889, 

1011,   J   1019. 
G4th   to  60th.  .M  841. 
00th   to   68th.  .W  321,   .539,   1055. 
68th   to  7tlth..S  (J65.   D  884. 
72d  to  74th.. 274,  830.  S  978. 
74th  to  70th.  .T  93,  737,  M  841,  P  10(56. 
70th   to   T8th. .311. 
78th    to    80th.  .'lOlS. 
80th  to  82d. .877. 
82d    to    84th.  .574. 
84th   to  8t!th..E   584,   E   1017. 
80th    to    88th.  .96.5. 
8Sth    to    9()th..l,S4,    W    198,    418,    409, 

(621).   1011 
02d  to  04th.  .S  149.  S  548,  0.55.  L  792. 
06th  to  98th.  .M  148.   t358.  737.  A  743. 

S  74.>S.    (788),  M  841,  L  929. 
98th   to    l(M1th..2.5.   347,    (788),   965,   R 

077,    B    1061. 
100th    to    102d..73.    184,    G    194,   2.30,    J 

283,   S  1109. 
102d    to    104th.. 20,    133,    2.30.    J    240, 

499.   (.501).   (.544),  S  794,  1011,   (1015), 

S   1021.   L  1904. 
104th    to    106th.. S    547,    617,    (621),    V 

62(i,   737,    G   745,    H   745,   7.83,    (788). 

8.30,   F   838.   F   830.    H  840,   S   842,   H 

928,  L  929,    (970).   S   1021. 
106th    to    108th.. 231),    490,    (544),    737, 

M  887,  W  890.  921,  965. 

lOSth  to  UOth.. 26,  G  35,  L  196,  W  108, 

W  243,  311,   S  321,  409,  783,  W  705, 

G  0*^8 
110th"Vo    U2th..G    35,    C    884,    (925), 

(970).    L   975. 
U2th  to  lUth.  .418.  G  424.  617,  F  744, 

L  702,   830.   F  1063,   S   10()6. 
114th  to  n6th.  .H  89.  K  90,  K  540. 
UOth    to    118th.. (280),    577.    (702),    B 

972     1008. 
U.Sth    to    120th.. 26.    T    40,    184,    (192), 

274,   B  280.   4.55,  O  97(i. 
120th   to   122d..t289.   W  060,   M  841.   G 

1063. 
122d  to  124th.  .499.  B  .505. 
124th  to  12(!th.  .73.  L  90,  347,  H  353, 

,5.30,  575.  L  5,85.  010. 
126th  to  128th.. O  197,  S  107,  T  198,  K 

387,  E  .5,84,   P  747. 
128th  to   130th.  .(385),  ,539,  017,  L  (J24, 

S    626. 
1.30th    to    1.32d..*177,    *200,    •411,    017, 

(883). 
1.32d   to   1.34th.  .tl02.    1.33.   2.30.   577,   H 

623,   737,  J  745,   C  837,  J  886. 
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13Cth   to   Harlem   River.  .74.   M  01. 
Manhattan  av,    lUOth   to   102d..l>>4.   2:J0,   M 
2iiS.  M  2S1.  4118,  57."),  N  70(>,  787,  781, 
R  930,  B  971. 
102d    to    104th.  .905. 
101th  to   KICth.  .(J55.  783,   H  791. 
lOiJth   to    108th.. N   284,    N   288.    S  3.55, 

418,  K  425,  F  704,   (742),  T  749,  877, 

(1015). 
108th  to   110th.  .t45,   E  88,   H  89,  499, 
•  (.582).    S    794. 
110th  to  112th.. C  318. 
114th  to  ll(jth..539,  L  547. 
ll<;th  to  llSth.  .133,  F  145,  R  284,  499, 

W  .509,   F  927,   1011,    105.5. 
llSth  to   120th.  .20,  E  34,   S  39,   184,  G 

U23,  S  707,  921. 
120th    to    122d..«411,    til7.    K    G24,    W 

02G,   H  886. 
122d    to   St   Nicholas    av.  .J   30,    737,    S 

748. 

Marble  Hill  a  v.  .096,   697,  M  700,   H   1100. 
Morningside  av  East,  114th  to  116th.. 73,  F 
88.  185.  F  973. 
110th  to  nSth.  .M  148.  230.  381,  L  507, 

539,   905,   S  977. 
120th  to  122d..78.3,   S  794,  1011. 
122d    to    124th.. H   36,    311.    B    545,    G 

928. 
124th  to  127th.  .133,  L  147,  C  884. 

Morningside   av  W,    114th   to   110th.  .P   148. 
P   388,    P   420,    877,    P   888.    1055,    E 
1062. 
116th  to  118th.. 418,  577,  M  585.  655. 
118th  to  120th. .*870. 
T^Oth    »o    122d.  .736. 
Mount  Morris  Parli  West,  120th  to  122d.  .R 
.547,  H  8S0,  T  890. 
122d  to   124th.  .B  703. 
Naegle   av.   Broadway   to   Elwood.  .*824. 
Elwood   to   Dyckman.  .*915. 
Dycltman    to    Amsterdam.  .73,    921,    965. 
New  av..L  19(;,  S_  197,  F  3.53,  017,  *1004. 
Northern    av..B    743. 
Old      Bloomingdale     road.. 72,      185,     (191), 

272.   C  545,   B  022,   782,   K  840. 
Old  Boston  Post  road..  129. 
Old   Broadwav.  .G   35.    (142).   L,   147,   F  545, 
(702).  A  743,   829,  830,   (836),   L  841, 
tS94^  1053. 

Old   Post   road..H   ]4r>,   182,   C   193. 
Old  Fitz  Roy  road..R  587. 
Old  Harlem  road.  .J  .506.   J  603. 
Old   Kingsbridge   road.  .C   33,    1098. 
Park  av,  30th  to  38th.  .L  929. 
3Sth   to   40th.  .E   744. 
40th  to  42d.  .D   194. 
44th    to   40th. .185. 
50th  to  .52d..tl57,   tT99. 
56th  to  .58th.  .A  461.  t029,  697,  T  707. 
58th   to  00th .  .  H  240. 
60th  to  62d..311,  A  352,  t551. 
62d    to    04th.. M    793,    (970),    (971).    A 

1015. 
64th  to  00th.  .1011.  M  1020.  N  1020. 
72d    to    74th.  .t430. 
SOth   to  S2d..G   194,  381,  656,  M  664. 
82d    to   S4th.  .20,   G  35,   H  35,   S   39.   P 

92,  S  405,  V  405,  877. 
84th  to  80th.  .73,  A   192,  D  3.52.   P  625, 

P  064    *091).  t;97.   (702),  921.  C  927. 
88th    to    90th.. 418,    L    887.    (1015),    L, 

1020. 
9nth  to  92d.  .(.32),  W  465,  R  977. 
92d  to  94th.  .230,  B  238,  381,  B  386,  W 

389. 
94th  to  96th.  .73,  M  586,  1011,  M  1020, 

W  1008. 
90th   to  9Sth .  .26.   M  37,   456,   F  402,   S 

548,   830.   B   837.   t894. 
9Sth   to    100th.. 4.55,   W  405. 
100th   to   102d..20,   R  38,   71.    G   023,   G 

0(!3,   (742),  828,  E  885,  I  974,   S  978, 

1(109,   M   1T08. 
102d  to   104th.. t45,   272,   B  884. 
104th  to  100th.  .20,  230.  C  2.39.  R  889. 
10(?th  to   108th.. 130,  133.  D  144,  781. 
108th  to   110th.. 26,   B  87,   455.   F  402, 

498,  539,  697,  D  927,  1009,  1011, 
<1103). 

110th  to  112th.  .23.  F  34,  M  91.  274, 

(5.55,  050,  G  003,  (742),  B  837,  G  839, 

(1015). 
112th  to  114th.  .73,  183,  L  190,  R  197, 

655,  696,  737,  877,  O  888. 
114th  to  116th.  .73,  0  92,  185,455,  456. 

577,  877.  1055. 
lUith   to   llSth.  .274.   499,   617,   829,   C 

837,  921,  1055,  L  1005. 
llSth   to    120th.. 133,   311,    S   321,   .577, 

830,    877,    M    930,    (970),    S    978,    B 

1001.   1099. 
120th  to  122d..26.  73,  C  88.   185,  2.30. 

274,    656,    783,    1055,    1099. 
122d  to  124th.. 228,  655,  876,  963. 
124th  to  126th.. 185,  1099. 
126th   to   128th.  .20,   73,   133,    185,   381, 

499.  10.55. 

12Sth    to    13(Hh..l3.3,    H    140,    185,   921. 

905. 
130th    to    132d..73,    381,    539,    M    585, 

097,  877.  E  973,   M  970. 
132d   to    134th.  .2.30,"  t325.   45.5,   S   794, 

877,  1011.   H   1004,   1099.  S   1109. 
134th    to    Harlem    River.  .  (000). 
Park    Row,    e    s,    Ann    to    Beekman.  .  (702), 

(883). 
e  s.   North  William  to  New  Chambers.  . 

(85).    (422),    (501).   965. 


w    s.    Tryon   Row    to    Chambers.  .230,    L 

240,   M  507,  830,   M   930. 
e    s.    New    Chambers    to    Duane..l.33.    A 

143. 
e  s.  Duane  to   Pearl.  .577,   L  585,   (742) 

(788). 
w  s.  Chambers  to  Pearl.  .A  .3.52,  A  837. 
e  s.  Pearl   to  Roosevelt.  .F  839. 
w   s,   Baxter  to  Mulberry.  .E  927. 
e  s,  James  to  New  Bowery.  .(1015). 

Pleasant   av,    104th    to    106th.  .  (882). 

lOllth   to    108th.  .23,   K  36,   454,   L   463 

L   .547. 
114th   to   IKjth.  .(280).   T  46.5,   G  023. 
110th    to    llSth..(80).    K    319,    381,    E 

380,  •533,   055. 

118th  to   120th.  .230.  S  242,  274,   (621) 
120th  to  122d.  .456,  L  463,  G  584,  (660), 

877. 
122d    to    Harlem    River.  .F    402,    S    842 

R  889. 

Post    av..C    87,    K    196,    '915.    921,    9(!5     P 

1021. 
Prescott  av.  .877. 
Private   roadway   or   lane..  1010. 
Private    road    leading    from    Kingsbridge    to 

Mansion  House.. 7.5. 
Public  drive.  .499,  T  508. 
Riverside   Drive,   72d  to   74th.  .E  885,   1055. 

78th  to  80th.  ..539. 

SOth  to   82d.  .R   707,   E  927 

82d  to  84th.  .B  193. 

84th  to  86th.. 20,  C  33.  t325.  S  978. 

80th  to  88th.  .311,  L  403,   737,  W  749 
S  889. 

90th    to    92d.  .1010. 

92d    to   94th.  .A    80. 

91th  10   90th.. 410,    L  420.   877.   t9.34. 

90th   to  98th.. 497,  5.38,   1009,   L  1020 

100th   to    102d. .t45. 

104th  to  100th.  .0.54,  780. 

100th  to  10Sth..l011,  E  1017.  F  1003. 

110th  to   112th.. t45,   H  54(!,  830. 

112th    to    114th.  .921. 

noth   to   118th.. 18.5,   B  622. 

n8th   to   120th.  .L  547. 

1211th  to  122d..l85.   230,   D  239,  905. 

122d   to   127th.. C   33,   B    144,    A    193     R 
404,   905,   B  971,   M   970.   R   1021. 

135th    to    137th.. C    239,    C    837,    S    842, 
1011. 

137th  to  139th.  .24,  F  35,  311. 

130th   to    141st.  .24. 

145th    to    147th.  .737. 

1.50th   to   152d..l84,   016.   P  62.5. 

158th    to     l(i5th..3Sl,    H    387,    577,    H 
584,  B  022,  t840,  905. 

ISOth  to  182d..274. 

Road     from     Kingsbridge     road     to     public 

drive   (proposed) .  .26. 
Road  from  Kingsbridge  to  Williamsbridge.  . 

312. 
St    Nicholas   av,    114th   to    110th.  .184,    539, 
K  540,    (835),    1055. 
110th  to  118th.  .*(i90,  877. 
118th    to    120th.  .26,    273,    317,    S    355, 

381,  4.55,    O   404.    010,    G   623,   921.    S 
931,    D    10li2,    1099. 

120th    to     122d.  .20,     H    36,     185,    418, 

(4(j0),  H  1004. 
122d   to   124th .  .  10.53. 
120th  to   128th.  .783.   K  792. 
130th   to    132d.  .499.    78S. 
1.32d  to  134th.. 418,   H  42.5,  499,   F  973. 
134th    to    130th.  .C    110.5. 
130th  to   141st.. 1011.   (1015),  H  1018. 
141st     to     140th.. t2S9,    097,     (742),     H 

745,  t7.52,  H  880. 
140th   to   14,Sth.  .D   194. 
14Sth   to    1.50th.  .7-3,   737. 
1.50th  to  1.52d.  .20.  539.  577,  A  1001. 
154th  to  150th..  132,  t2S9. 
150th   to  1.58th.. N   284,   E   505,   017,    E 

662,  T  (!60,   N  841,  T  842,  N  97(i. 
158th  to  100th.  .25,  H  35,  877,  1011,  N 

1020. 
KiOth  to  Amsterdam  av..l011,  N  1020. 
104th   to    160th.  .B  380. 
lOOtfi   to   108th..  133,   G  140. 
172d    to    174th.. 74,    E    88,    4.50,    L   403, 

1511. 
176  to  178th.  .697. 
178th    to    lSOth..B    41,    M    91,    P    320, 

t325,    B    423.    M    625,    656,    G    603,    S 

665.  •690,   697,  877,  G  885,  P  Sas,   N 

1108. 
180th   to   lS2d.  .74.   M   91.   133,    R  388, 

418,  W  427,  (660),  M  664,  tT99,  (830), 

til  12. 
lS2d  to  184th.  .R  149,  V  931.  1055. 
184th   to   lS6th..73,   H  89,   185,   S  198, 

H   58-1. 
180th  to  18.Sth..D  34,  274,  .539,  D  744. 

782,  D  884. 

Seaman.  .26.   K   37.   S   40,   229,   230,    P   241, 

577.  013.  M  024,   783.  C  1062. 
Sherman.. B  87,  C  87,   »91.5,   1011. 
Speedway.  .*(^90. 
Terrace   View   av.  .24,   20,    K   .37.    74,    S   93, 

132.  B  143.  B  144.  347,  S  389,  696. 
Vermllyea    av,    Dvckman     to     Hawthorne.  . 
877.  M  976,  C  1105. 
Hawthorne   to   Isham..l85,   M    197,   877, 
•915,    10.55. 
Wadsworth  av.   173d  to  175th.  .499,  O  70(5. 
175th  to  179th.  .133.  P  148,  F  194,  456, 

E  462.  C  1062. 
179th  to  181st.  .K  840. 


181st  to  183d.  .B  33.  B  920,  965,  B  971 

B   1016. 
I.Sid  to  lS5th.  .26,  S  40,  656,  *915,  921. 
185th   to   187th.  .H  584. 
187th   to   11th  av.  .274,  B  281. 

West    Broadway,    Vesey    to    Park    pi.. (142) 

(1015),  B  1016. 
Duane    to   Thomas.  .  (1103). 
Worth  to  Leonard.  .P  404. 
Leonard   to   Franklin.  .830. 
e   s,   Franklin   to   White.. 18,   C  88,   230 

414,  418. 
■w  s,  Franklin  to  North  Moore.  .W  40. 
w   s,  North  Moore   to   Beach.  .  (237). 
e     s.     White     to     Walker.  .271,     K     320, 

(1000). 
e  s,  Lispenard  to  Canal.  .R  1108. 
Grand    to    Broome.. M   320,   347,   K  353 

(883),   (1102). 
Spring    to    Prince.  .t45,    L   624,    697.    H 

704,  1055. 

Prince  to  Houston.  .(237),  921,  P  977. 
Houston  to  Bleecker.  .74,  *870.  T  1109 
Bleecker    to    3d.  .68,    (970),    B    1104.    I 

1100. 

3d    to   4th.  .(>97. 

West  End  av,  59th  to  62d.  .(86).  381.  (422). 

L  426.  (460).  (742),  B  743.  M  747,  965, 

M   976. 
02d  to  (J4th .  .-t246,  tl071. 
60th   to  08th.. 74,  A  87,   V-^S9,  737,  921. 

E  972,  (1015).  K  1107. 
08th  to  70th.. 418.  K  425,  4.50,  097,  K 

705,  830,  921,  M  975,  D  1017,  M  1020, 
1055. 

70th  to  72d..311,  312,  S  .321,  E  545, 

007. 
72d  to  74th.. 2(5,  M  37,  1099. 
74th  to  70th..  133,  418,  T  427,  4.50,  S 

404,  t752.  1099. 
70th  to  78th.. 20,  74,  W  707,  E  744. 
7.sth  to  80th.  .B  601,  905. 
SOth  to  82d.  .F  885. 
82d  to  84th.  .530,  90.5,  W  979,  P  1021. 
84th  to  80th.  .W  198.  B  1104. 
80th  to  SSth .  .  P  92.  S  198. 
88th  to  90th.  .C  424,  D  790,  T  794. 
90th  to  92d.  .E  972,  1010. 
92d  to  94th.. ,830,  H  839,  1055. 
94th  to  90th..  1099,  M  1108. 
90th  to  98th.. E  88,  274,  M  284,  381. 

500. 
98th  to  100th .  .  S  285,  737,  •775,  830, 

877,  G  885. 
102d  to  lWth..347,  381,  K  387,  737. 

905,  R  977. 
104th  to  100th.  .347,  Q  354,  656,  J  663. 
100th  to  lOSth.  .S  587,  C  602. 

1st    av,    Houston    to   2d.. 74,    F   88,    133,    B 

144,  B  193,   (1015),  1099. 
2d  to  4th.  .(142).  I  5&5,  F  838. 
4th    to    6th.. 418,    M    426,    456,    737,    W 

978. 
0th    to    St    Mark's    pi   or   8th    St..  (142), 

(237),  347,  M  354,  •OSl.  (788).  877,  R 

889,  1009. 
St  Mark's   pi   or  Sth  st   to   10th.  .381,   B 

386,  H  584,  (1521),  (702). 
10th  to  12th.. G  89,  (142),  .347.  D  352. 

M  354,  (385),  R  .508,  (621),  656,  S 

(505.  (1103),  tlll2. 
12th  to  14th.  .275,  (280),  F  282,  (504), 

(000),  (742),  M  747,  S  749,  M  888. 
14th  to  Kith.  .(280). 
lOth  to  18th.  .230.  G  239. 
18th  to  20th.  .(401). 
20th  to  22d..W  03,  •124.  347,  A  352, 

418,  R  420,  450,  Y  465.  577,  tl071. 
22d  to  24th.. D  194.  (317),  381,  577. 

D  623,  (788),  '824,  G  8.39,  (925), 

10.55.  (1000). 
24th  to  2(5th..(423).  (830),  O  841. 
30th  to  32d..74.  (504),  737,  D  744, 

830,  ^956,  W  979. 
32d  to  34th.. tSlJ. 
34th  to  30th..t4()8,  E  972. 
30th  to  .3Sth..312,  (702). 
38th  to  40th.  .W  979. 
42d  to  44th.. 20.  (.385),  577,  A  582. 
44th  to  40th..  (.351). 
40th  to  48th.. 20,  S  .39,  •124,  274,  312, 

B  318,  381,  (423),  (.5(M),  H  623, 

P  (!25,  S  626,  656,  ^1004,  1011.  (1015), 

B  1016. 
48th  to  50th..  (192).  274,  G  282,  (836), 

G  839,  G  973.  G  974,  W  979. 
50th  to  52d..tl02,  M  1020. 
5'2d  to  54th.. M  148,  2.30,  (237),  D  352, 

M  354.  M  929. 
.54th  to  .5(5th..l33,  (1000). 
56th  to  5Sth..l.33,  G  145,  10.55,  B  1001. 
.5Sth  to  00th.. 20.  830,  B  837,  M  1005. 
00th  to  02d..l85,  230,  J  240.  312, 

W  321,  381.  S  388,  .539.   577,   N  586, 

017.   B   022,   E   0(53.    (702),   S   794. 
02d   to   04th.. 74.    B   87,   P  92,   133,   185, 

230    418,    K   42.5,    B    1010. 
04th   to   (SOth.. .577.   O   580.    (883),   1099. 
(50th    to    (58th.. 90.5,    I    1064. 
08th  to  70th.. (32),   S  889,  F  927.  965. 

S  978. 
70th  to  72d..230.  312,  B  318,  877. 
72d  to  74th.. 418,  W  428.  017,  N  976, 

P  977,  H  1003,  W  10(58,  1099. 
74th  to  7(5th..(.32).  656,  (836),  (1060). 
70th  to  7Sth..P  .580.  P  587,  (883). 
7Sth  to  SOth..T  1109. 
80th  to  82d..(351),  W  890.  965,  (970), 

C  9T2. 
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Slid  to  84th..  133.  W   150,    (1103). 

S4th    to  •  .S(jth.  .liO.     185,      (830),    1055, 

S  1007. 
8Gth  to  S8th..i'G,  F  34,  74,  O  92,  (237), 

(400),    H   584,    E   023. 
SSth    to    !)0th..23O,   S   242,    347,    H   353, 

'JII5,   K   117.5. 
ilOlh    to    ilJd..t325,    499,    (836). 
•J-'d    to    ;H(h..(32).   B   87,    (237). 
U4th   to  !llith..(1015).   1055. 
9()tli    to    !l.sth..lOn,    105.5,    R   1000. 
98th    to      l<lllth..K    283,      (423),     (830), 

1()!I7.    10!l'.».    K    llOlj,    S    llOII. 
100th    to    102d..B    193,     (280).    P    284, 

312,  G  319,   (423),  S  405,   (504),   (544), 

F    791,    905. 
102d    to    l()4th..(SG),    (192),    C   743. 
104th   to   10llth..R  92,   133,   R   149,  274, 

275.     (280),    G    282,    K    283,    K    353, 

(385),  L  .507.   (600),  097,  G  928,   1011, 

I    1019,    1055,    (1000). 
moth    to    10Sth..(192),    A    193,    C    318, 

(351).     (423).    G    424,     (401).     B    401, 

F    402,    R    4(i4,     R    508,    017,     (021), 

A    (i22.    (702),    (830).    P   841. 
lOSth     to     110th.. t202,     (237),       (401), 

C    401,    D    402,    G    402,     (021),    050, 

K  0(>4,  (925),  (970),  D  1062,  S  1007. 
112th  to  114th.. 347,  418,  (423),  (401), 

(SS;!),  1<),55. 
114th  to  110th..  (80).  1.33,  I  146,  230, 

F  239,  L  240,  (385),  S  707,  M  841, 

921. 
110th  to  118th. .133,  230,  (600),  W  843, 

(1103). 
118th  to  120th.. 312,  347.  K  353,  S  355, 

(4lil).    (.582),   (021),   (883),  965,   (970), 

D   972,    1(199,    W    1109. 
120th    to    122d..B    33,    74,    C    88,    275, 

S   285,    418,   S  427,   499,   697. 
122d    to    124th. .274,    (351),    456,    (401), 

(OOO).   (i97,    (702),    B   703,   830,    (970). 
124th    to    120th.. 74,   M   91,   456,    B   4(;l, 

(1015). 

2d    av.    Houston    to   2d..S    198,    783,    (883). 
2d     to     4th.. (32),     R    38,     (385).    539, 

B   1010. 
4th  to  0th.. S  39,  W  150,  P  587,  R  587. 
6th   to   St   Mark's   pi    or   8th   St.. (142), 

(836). 
St   Marlt's   pi   or  8th   st   to   10th.  .74,   M 

91,   W  708,    (1015). 
10th    to     12th..  (192),    A    238,    0    58(3, 

G    1018. 
12th    to    14th.. W    40,     (504),     K    585, 

905,    G    973. 
14th    to    Hith..656. 
18th    to    2(Hh..74,    F    88,     (504),    577, 

L  585,    (1103). 
20th   to   22d..74,    C   87,    (544),   878. 
22d    to    24th..  (237),    312,    S    321. 
24th  to  20th.. 230,  T  243,  M  586,   (788), 

921,   S   931,   105.5,   S   1067. 
2(ith   to   28th.. 74,   C   88,   1055. 
28th   to  .30th.. 74,   S  93,   B  583,   B   703. 
.30th  to  ,32d..74,   H  89.     A    926,  W  9.31. 
32d  to  34th.. K  283,  312,  B  318,  K  320. 
34th  to  .36th.. M  197. 
36th    to    38th.. H    36,    74,    L    90,    185, 

C   193. 
38th   to' 40th.. R    148,    275,    (661),    7&3. 

L  792,  W  795,  (8.36).  Q  841,  965. 
•   40th  to  42d..26,  (32),  1055,  W  1068, 

(1103). 
42d  to  44th.. 74.  R  148,  381,  B  423, 

921,  H  928,  905,  (970),  H  974. 
44th  to  46th.. V  40,  74,  (192),  6.56, 

E  002,  S  005,  M  887,  (970),  S  1022. 
40th  to  48th.. 74,  230,  (702),  737,  C 

837. 
48th  to  50th.. 26,  (32),  t45,  H  663, 

095.  C  703.  7.35.  *956,  (971),  1011. 

J  1019,  1096. 
50th  to  52d..B  144,  (501).  L  507,  656, 

H  003.  (1015).  1097.  1009,  L  1107. 
52d  to  54th.. (86),  418,  F  424. 
54th  to  5(>th..(317),  539,  A  544,  .577, 

(702),  (926). 
56th  to  .5Sth..l8.5,  L  196.  231,  G  240, 

t430,    4.50.    Z    405,    B    020,    (1060). 
58th   to   00th.. (317),    (351). 
60th   to   62d..(192),    (621). 
64th  to  0>0th..(351),   (742),  A  74.3,  1007, 

F    110.5. 
(;oth    to   08th.. (142),    185,    L    196,    230, 

C  239,  L  241,  275,  M  284,  312,  L  320, 

(.351),   .381,   C  386,   L,  387. 
68th  to  70th.. M   197,  6.56;   K  664,  877, 

1055,   R   1006. 
70th    to    72d..(192).    (237),    418,    (742), 

U  843,  878,  K  886. 
72d  to  74th.. 74,  312,  381,  W  405,  (836), 

921,    (926).   H   928. 
74th    to   70th.. (32),   8.30,    H   928,    1011, 

G  1010. 
76th    to    78th.. 26,     347,     C    352,     418, 

D   424,   W   428.    (504),    (788),    W   979, 

(1000),    G    10()3. 
78th   to   80th.. (836). 
80th    to    82d..H    3.5,    74.    133,    H    140, 

539.  H  880,  K  886,  965.  (970).  W  979. 
82d  to  84th.. 26.   B  87,  E  88.   185,  275, 

.381.    A   .380,   017,   S   626.   E   1105. 
S4th   to   80th..  (142),    (192),    (836),   878, 

D  884.  K  1064. 
86th  to  88th..  133,   (504),  537.  573. 
88th    to    90th.. B   33,    230,    231,    S    242, 

418,   T  427,    (461),   499,    (970),    (971), 

E  1017. 
90th  to  92d..(142),  231,   577,  737,  783, 

S  794,    (970),  T   1068. 


92d  to  94th.. 381,  P  388,  P  1021. 

91th    to    !Mith..74,    G    89,    347,    G    3.53, 

L   3.54,    M    3.54.    (021),    (000),    G    745, 

830,  L  840,  L  887,  S  S89,  1055,  G  1100. 
90th     to    98th..  (32),    74,     (86),     F    8.S, 

133,  347,   S  3.54,   W  .548,  9f>5,  G  1003. 
98th  to  100th.. 20,  74,  B  87,  312.  K  319. 

H    425,    878,    (883),    921,    905,    L    975, 

ln,5.i. 
KlOth    to    102d..74,    (80), ,G   89,    S   93, 

133,   F    145,   S    198,   418,   W   428,   499, 

(544),    W  548,   M  586,   E   602,   E   744, 

K   840,    F   885. 
Klid   to   104th.. 20,   (661),   (883),   M  887, 

905,    J    ;»74. 
Ktlth  to   I00th..l33,  230,  S  242.  M  354, 

(401),   .539,  577,    (021),   K  740,   L  792. 

(830),    K    S4(»,    R    11(38. 
KlOlh    to    l(l.Sth..74,    G    89,    P    92,    1.S5, 

(192),    G    1!I4,    312,    456,    R   404,    .500. 

737,   S   748,   829,    (883),   1011,    (lOGU), 

C    1062. 
108th  to  110th..26,  74,  R  92,   185,  312, 

418,     (423),     456,     G    462,    539.    617, 

(001),   K   705,   R   707,   K   792,    (883), 

905,    S    978. 
110th    to    112th.. 26,    E    34,    133,    230. 

M    284.    P    284,    347,    N    547,    P    547, 

O    580,    O    025,    830,    A    883,    W    890. 
112th   to    114th.. 74,    K  90.    M   148,   27.5, 

F    282,    R    284,    312,    E    318,    L    354. 

P    3.54.    P    547,    056,    P    065,    F    704, 

R  748,  878,  S   1108. 
114lh   to    110th.. 74,   H  89,    18.5,   G   195, 

H    974. 
ll(;th  to  llSth..lS5,  S  198,  .539.  V  .548, 

05(i,  V  000,  830,   R  842,  S  842,  R  977. 

R    looi;. 
ll.sth  to   120th.. 20,  C  34.   (237),  R  2.S4, 

312,    L    32l>,    456,    C    461,    (504),    539, 

H    .54(.i,    (()21),    (061),    G    791,    H    886, 

P  977. 
120th  to  122d..W  41,  tl57,  185,  W  198, 

G  023,   B   703,  D  884. 
122d    to    124th.. L   37,    133,    R    148.    185, 

N   197,  S   198,  230,  M  241.  S  242,  312, 

F    319.    F    3.53,    t430,    A    544,    E    662, 

(92(!).    B    1010. 
124th   to   120th.. 74,    (351),   6.50,   E  062, 

1883),    (920). 
12(ilh  to  12Sth..lS5,  B  193.  230,  B  238, 

347,   (385),  M  .586.  S  .587.    (021).  965, 

S   978.    (1000). 

3d   av,    0th    st    to    Astor    pi.. (351),    S    1021. 
10th    to     12th.  ^(.351),    539,    056,    097, 

(702),    (835),    tl025. 
12th    to    14th..  (.544),    (582). 
14th  to   10th.. Z  41,   (86),   (971),   (1103). 
Kith  to  18th.. (80),   (423),  U  508,   (021), 

K    1107. 
ISth     to     20th..  (2.37),     S      242,       (351), 

M   354,    (021),    G   623. 
20th    to    22d..(142),    (317),    (001). 
22d   to  24th..  (.544),   A   582,   S    1109. 
24th    to    2(ith..l33.    (192),    M    197,    540, 

1099,    G   1100. 
20th    to    2Sth..74,     S    93,  ,540,     (544). 

H   .546,    D   023. 
28th   to   30th..  133,    540,   C   927. 
30th  to  32d..L  283,   (001).  L  0(!4.  L  740. 
32d  to  34th..  (192),   (280),   (317),   (001), 

(7SS),   L  975.    (1060). 
34th  to  30th.. 312.  (317).  E  318,  G  319, 

B   002,    (788),    830,    878,    905,   S   978, 

(1015). 
30th   to   38th..  185,    (317). 
38th    to    40th.. 20,    H    36,    231.    J    240. 

312,    (423),   K  506,   J  50!!,   577.    1011. 
4i)th  to  42d..(32),   (280).  W  428.   (.504), 

(920). 
42d   to   44th.. E   .584. 
44th     to    4(>th.-.A    .32,    H    240,    L    507, 

(742),    1011.    W   1022,    S    lOOO. 
40th  to  4Sth..(192),  .381,  S  388,  P  625. 

(883). 
4Sth  to  50th.. t45,   (237),  P  241,  N  930. 
50th  to  52d..231. 
52d  to  54th.. 133,  J  146,  456,  656,  L  664, 

54th'to  .56th. .(32),   617,    (021),   W  iVX. 

1<155. 
56th  to  58th.. H   319,  697,   H   70o,   830. 

T   842,   878,    S   889,    R    100(!. 
.58th  to  e0th..(702),  L  840,  1007,  (1015), 
00th  to  02d..(142),  J  840.  1007. 
()2d  to  G4th..(1060). 

64th    to    60th.. 26.    S    .39.    (142).     (237). 
(50th   to  08th.. L  37,   H   4(32.    H   .506. 
08th   to   70th.. (237),   F  239. 
72d  to  74th.. H  839,   (1000),  I  1106. 
7(!th  to  7Sth..C  380.   (504),  (397,  S  707, 

M  703,  921,  '1048. 
78th  to  80th..  185,  C  193.   t246.  K  42. >, 

450,  H  4(33,  (621),  R  625,   (883),  1007. 
80th  to  82d..H  105,  500,  9(i.5. 
S2d   to   84th.. 74.   K   90,    (142).    M    148. 
84th  to  S(3th..(.544),  M  747,  830,  F  838, 

M  888,   (1015). 
86th   to  S8th..B  33,   312,   P  319,   1391, 

F   791,    (1015). 
88th    to    90th.. 74,    C   88,    (317),    (u44), 

(883),   (970). 
90th    to    92d..(2.S0),    (401).    N    404. 
92d  to  94th.. S  93,  275,  418. 
94th    to    9(3th..231.    L   240,    L   241,    2(5, 

(544),  S  707,  (742).  (1015). 
90th  to  9Sth,.26.  (80).  B  144.  -231. 

K  240,  (280),  312.  (.582).  (789).  87,8, 

(883)  F  SS5,  L  887,  (920).  (1015), 

M  1020,  10.55,-  B  1001. 
9Sth  to  100th.. 26,  G  3.5,  (192),  656, 


S  890,  1099. 
100th  to  102d..(32),  H  140,  185,  231 

K  240,  275,  (280),  S  020,  H  1019. 
102d  to  104th.. 20,  74,  (142),  (192) 

(237),  312,  418,  (788),  K  792,  K  lOlo', 

C  1062. 
104th  to  106th.. 26,  N  38,  231,  (280) 

S  242,  (836). 
106th  to  108th.  .540.  577,  S  587,  (661) 

G  745,  1007,  B  1002.  ■ 
108th  to  110th..  ((301),  783,  L  793. 
110th  to  112th.. (423),  (582),  R  587, 

(1015),  W  1022,  (10(30).  M  1065. 
112th  to  114th.. 74,  F  88,  (423),  (621) 

965,  D  972,  (1060). 
114th  to  116th..  (351),  (385),  617,  737 

878,  B  972,  Y  1110. 
110th  to  118th..  185,  A  192,  B  193,  347, 

D  3.52,  (544),  921,  (1000). 
118th  to  120th.. (142),  (789),  (883). 
120th  to  122d..347,  D  352,  381. 
124th  to  12eth..(192),  381,  737,  H  745. 

(926). 
126th    to    128th.. 74,    C    88,    312,    347, 

(385). 
128th   to   Harlem   River.. C   662. 

4th    av    (see    Park   av).    Bowery   to   8th   st.. 
(556,   F  003. 
8th  to  10th.. H  36,   (926). 
10th  to   12th.. 231,   (237),  H  240,   ((!01), 

(702),   (742). 
14th    to    Kith.. (192),   J   387. 
10th   to   ]Sth..l85,   E  972. 
18th   to   20th..  (582),   005,    10.52. 
20th  to  22d..l84. 
24th  to  26th.. 185,  J  886.  tS93. 
2(ith    to   28th.. (80),    G   3.S7,    G    92,8. 
28th    to    30th.. I    36,    (021),    (742). 

5th   av,   8th   to   10th.  .(.32). 
12th    to    14th.. M    1005. 
14th    to    loth..  (192),     I     195,     R    284, 

R  321,    (422),   R  427,    (789). 
10th  to  18th. .(192),  1-195,  (401),  (621), 

(702),    (1015),    10.5.5. 
18th    to    20th.. C    0(32. 
20th    to    22d..(237). 
22d  to  24th.. E   1017. 
20th   to   28th.. 456,   L  463,   1468,   B  545, 

M  747. 
28th  to  30th.. F  838. 

30th  to  32d..(192).  I  195,  (401),  N  1065. 
32d  to  .34th..  (192),  I  195,  (237),  K  283, 

L  1019,  1099.  K  1107. 
.36th  to  38th.. E  584. 
.3Sth  to  40th.. (142),  450,  (504),  (742). 
40th  to  42d..(.504),  (1060). 
42d  to  44th.. (.883). 
44th  to  40th.. 347,  B  352,  B  504,  E  505, 

965. 
40th  to  48th..  (32),  (142),  (385),  A  461, 

W  465,   737,   G   745,    (883). 
54th   to   .56th.. E    972. 
58th  to  GOth..P  747. 
00th  to  02d..783,  1099. 
62d  to  04th.. 830. 
(i6th  to  (38th.. 737,  D  744. 
74th  to  76th.. E   972. 
S2d    to    84th.. tl57,    t430. 
84th  to  8Gth..R  .354. 
86th    to    88th.. 133,    231,    450,    C    461, 

0.54,   780. 
,88th  to  90th.. t4G8. 
94th  to  9t5th..(1103). 
90th  to   98th.. E   744,    (971),    (1015). 
102d  to  104th.. 7S3,  H  792,  905,  H  974. 
101th   to    100th.. C   88. 
100th   to   108th.. 133,   I   146,  500,  697. 
110th   to   112th..  (80),   133,   L  240,   381, 

5iO,   B  002. 
112th   to    114th.. 181,   418,    F   424,   540, 

(1015). 
.114th   to   110th.. 27,    (317),   L  585,   617, 

W  026,  G  974. 
110th   to   llSth..l33,   E   14.5. 
11,8th    to    120th.. 27,    C   34,    G   35,    27.5, 

(401),   P  464,   K   740,    (836),   M  1020, 

1055,  G  1063,  S  1067,  G  1100,  H  1100. 
124th    to    12eth..74,    L    975. 
128th  to  130th.. 231.   P  241,  540. 
130th    to    132d..(317),    D    602,    B    743, 

E  744. 
132d    to    134th.. 27,    R   38,    R   39,    185, 

231,   S   242,   275.   500,    (504),    K   506, 

617,   697. 
134th    to    136th.. 26,    L   37,    P    92.    1.33, 

L    147,    (423).    (544),    L    705,    R    707, 

L  740,  830,  L  840,  (971),  O  976. 
13(5th  to   1.38th.. 74.   M  91,   L  320,-347, 

(702). 

6th    av.    Carmine    st    to    4th    St.. 185,    312, 

L    .320.    (702). 
4th  to  8th..  185.  830,   (926),  W  979. 
8th  to  10th..  (1000). 
10th   to   12th.. 185,  381,   C  58.3. 
14th    to    16th.. 965. 
16th  to  18th. .(280),  (883),  1011,  S  1021, 

0   1002. 
18th  to  20th.. T  40,   (280),  D  281. 
20th  to  22d..(385),   H  387,   E   00.3. 
24th   to  26th..  (702),   *870,  9(35,    (1060), 

1099. 
20th  to  28th.. (142).   (423),   (789). 
28th  to  30th.. W  243,  275.  B  281,  E  744, 

J   1100. 
30th   to  32d..H  1018. 
34th   to  36th.. 312,    (544),    (621),    (789), 

M  930. 
36th  to  38th.. 783,   B  790. 
3.8th  to  40th.  .27,  O  38,    (237),    (621). 
40th    to    42d..(32),    (350),    (351),    697. 


NOTE,— When   in  doubt  as  to  the  meaning  of  the  signs  used,  consult  the  key  on  pag«  3. 
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42(1  to  44lh..K  31),   (142),  W  150,   (102), 

I   inn.  t24(i,   (.385),   (42;{),   (789),   'STO, 

I    101!),    (11(13). 
44th    to    4<;th..(.3-').    CIT,    K    (i24.    !121, 

R    !I31,    l()9i),    F    IK)."). 
4i;ih  to  4Sth..*.S70.  H  S,S(i,  10!)!),  G  llOU. 
4.Sth    to    nOth..B    to;'.,     (lOIJO). 
."lOth  to  .">2(3...''.00. 
.54th    to    .5(;th..E    505.    E    .584. 
58tli   to   Central   Park   S   or   5!)th   St.  .M 

37,  (280),  577. 

7th  av,  14th  to  10th. .  (7.S!)),  M  703. 
lOlh  to  ].Sth..(i;)2). 
l.Sth  to  20th..  (102). 
20th  to  22d..(32),  O  38,  133,  G  145. 

L  147,  M  148,  347,  F  353,  (.385), 

(742),  B  743. 
24th  to  2ilth..(l'.)2).  (351),  J  3.53.  (385), 

P   50S.    A    78!).    (,SS3). 
20th    to   28th. .(742).    R   748,    (1015). 
28th    to    :iOth..(f;21),    S    !)77. 
30th    to   32(1.. F   3.J,    U    0(;0. 
32fl    to   31th.. P   .38,    131,    S    14!),   D   402, 

0!)7. 
34th     to    ;!i;th..l.33,     (102),     *000.     007, 

K   8.S0. 
.38th    to   40th.. B   238.    tO-'U. 
40th   to   42(1.. 231,    (.501).   C   .505,   E   .505, 

P   508,   J   (jli3. 
42d    to    44th..G    .54(1 

40th    to    48th.. •(i3,    12!),     (501),    M    507. 
48th    to    .5()th..312,    -fOOO.    C    1002. 
50th    to    52(1..  (102),    231. 
.50th    to    Central    Park    S    or    .50th    St.. 

4.50.  T  740.    (.S.-,(;). 
110th    to     112th..i:i3.     *870. 
114th   to   ll(;th..l.S4,   .5.3!),  K  .540,   (835). 
ll.Sth    to    120th. .(80).    275,    P    282. 
121)th  to   122d..V  40,  231,  M  58lX   (<J01). 

S    1108. 
124th   to   120th..  (423),   B   .545,    (.581). 
120lh  to  128th..  (.SO),  134,  F  145,  K  147, 

185.   R   1<.)7.  418,   (423).  017,  C  .837. 
128th     to     13()th..83(),     O     841,     C     881, 

10.55,     C     1002,    G    10(i3,    G    1100. 
130th  to  1.32d.  .(582). 
1.32d    (o    134th.. E    ,S,8,    1.33,     134,    275, 

B    282,    (.5441,    E    704. 
134th    to     130th.. 27.     (80),     (142),    185, 

S     1!)8,     (.501),    K    .50li,    E    704,    1011, 

(1015).   M   1020. 
13i:th    to     138th.. N    025. 
13Sth    to    140th.. 27,    B   31. 
14()th   to    142d.  .(!)71). 
U2d   to    144th.  .(2.37).   275.   O   284.   878. 
141th  to   140th.. 4.5(;,  ,830,  F  838,  F  027, 

F  073,      1011,     L    1010,     1055.  M  1005, 

s  1007,  w  1008.  1O00,  I  not). 

140th    to    148th.. F    .88.     |7()2). 
148th    to    1.5()th..74.     S   !)3,    050. 
150th    to    152d..007. 

8th  av,  Jane  to  Horatio.. R  841,   (883). 
Horatio  to   14th.. .540.   878. 
10th    to    18th..  (31 7),    577,    T    587. 
18th  to  2()th..L  01.   E  .581. 
20th   to   22d..C    144. 
22d    to    24th..  (.3.85). 
21th    to    20th..  (142).    W      1.50.       (.501). 

(.544),    (001),    C    0(i2. 
28th   to   30th..  (702). 
.30th    to   32d..*220,    381. 
34th    to    30th.. E    .5,84.    (!)71). 
3(>th    to    38th.. 738,     (1000). 
.38th  to  4()th..27,  S  ,30.  71.  n  .88,   B  144, 

(!!)7,    K    705,    (020).    P    !).30. 
40th   to   42d..H   402.    100!),   H   1100. 
42d  to  44th.. 27.  G  .35.   (143),  231,  (317), 

(.•'.51).  E  .584.  (021).  M  025,  (lOGO). 
44th    to    40th..  (4(il). 
40th     to    48th.. 27,    134,    S    140,     (317), 

D    352,    4.5(!,    L    403,    E     .5,84,     (02J), 

L    024,    M    024,     (742),    W    740,    874, 

!)05,    W    078,    (1015). 
48th    to    .50lh..(142). 
.50th    to    .52d..t430,    007. 
52d    to    54th..  (143),     10.55,    1000. 
54th    to    .50th.. 27,    134,     (317),    S    388, 

418,      (.582),       (702),      E    885,     (071), 

C  1017. 
.50th   to    .58th..  (830),    I   1019, 
From   50th   st   to    110th   st,   see   Central 

Park  W. 
n2th    to    114th.. 74.    U    03,    .500,    B   545, 

737,   S   1022,   S   1100. 
114th    to   110th..  (.544),    V   70.5,   K    1004, 
110th   to   11.Sth..M  388. 
118th    to    120th..  (423),    H    425,    C   837, 

E  885. 
120th    to     122d..B    87,     L    00,     Y    020, 

K   745,    K   8,80. 
122d      to     124th,.  (32),     L    ,585,      (742), 

H  .8,80.    (071),   R  077. 
124th    to    120th..  (702),     (1103). 
120th  to  128th.. 500,  540,  G  704,   B   743, 

H    880,    M    070,    P    1000.    (1103). 
12,Sth    to     130th.. 27,    H    .30,    231,    27.5, 

C    281,    H    2.82,    H    2,83,     (317),    418, 

(702),    K   705. 
1.3nth     to     ].32d..(192),     .500,     0.50,     830, 

M    841,    '1048,    10.50,    *1()02. 
132d   to  131th.. 185,   A   102,   2.31,  F  2.39, 

•1002,    (1103). 
1.34th    to    1.30th.. S   3.54,    B    1002. 
1.30th    to     138lh..27,    231.     (021). 
13Sth  to   140th,. 312,  A  317,  783,   (883), 

(1015). 
1 10th   to   142d..H   .30.   M   190,   500,   .577, 

,.582),   N  5,S0,    (021),   N  793,    (.836). 
142d    to    144th..  (280),      C    318,     (789), 

10.50,   R  1060. 


144th   to   146th..  (32),    74,   F  88.    (142), 

N  420,  500,   S   508,   t790,  8.30,    (1103). 
14(ith    to     14.Sth..R    .3.54,     K    403,    000, 

.540,    B    .545.    7.38,    (lOCO). 
148th  to   1,50th.. 27,  W  41,  W  9.3,    (582) 

(621),    (830),    S    842. 
150th   to    152d.,7S.3,   .831,    B   ,837'   S  931 

N   !170,    S   97.8,    S    1021,    (1103). 
152d    to   ].54th..27,    K   37,    (401),    (702), 

737,    M    740,    8.30,    (830),    878,    B   884, 

M    887,    M    030,    905,    H    074,    L    975 

M   !)75,   M   1020,   T   1100. 
1.54th    to    156th.. .577,    S   842. 

0th  av.   14th   to   16th.  .75,  7102,   185,  B   103 

10.50. 
10th  to  18th.. L   147.  H  .3.53,  7.38,  S  704 

022. 
18th    to    20th.. (2,S0),    W    3.55.     K    840 

W  .843,   878,    (.8,83). 
22d    to   24 1  h..  (.5,82). 

24lh    to    20th.. 27,    (789),    10.50.    (1060). 
20th    to    28th.. 4.50,    D    1017. 
28th    to    30th.. R    321,    E    885,     (1015), 

D    110.5. 
30th    to    32d..(l!)2),    L    li)0. 
32d    to    34th.. S    .•!!l,     S    427.    D    ,884. 
34th     to     .30th..  (.lOt),       M      507,       540 

M   .547,   0.50,    T   (iOO,    783,    A   780,   878 

005,    M    1108. 
.30th  to  38th..  10.50,  A   1()(i1. 
38th   to   40th.. 27,   W  40,   B   002,    B   ,837 

878,    B   ,S,S4. 
40th   to   42d..(143),   231,    P  241,   C   743, 

42d     to    44th.. 7.5,     B     10!).    312.     (317). 

M  320.    (401),   B   515.   E  545,  878. 
44th    to    40th..  (544),    G   885. 
4(!th     to    48th.. 75,     H    80,     (423),     .500, 

E  .505. 
J.Sth  to  .50th..  (143),  381,  418. 
.50th  to  .52d..(237),  Y  24.3,  M  38,8,  (401), 

H  403,    E  744.   S   1100. 
52d    to   54th.. 4.50,    G   402,    (582). 
.54th    to    50th..  (80),    (280),    312,    P   321, 

((JOl),   !)l!5,   C    1017. 
Also    see      Columbus    av     for    north    ot 

200th   St. 
2()()th    to    202d..H    .8!),    .831,    10.50. 
2()i;th    to    208th..  1000,    R    1108. 
208th    to    210th.. •824. 
212lh   to   214th,. 7.38. 
214th   to  21Uth..l050,   W   1068. 

lOlh   av    (also   see   Amsterdam    av),    14th   to 

10th..t1025. 
16th    to    1,8th..  134,    231,    M    241,    tT09. 
18th  to  20th.. 312,   ^370,  *44!).  ().56.  (i!)7, 

H    705. 
22d    to   24th..  (102). 
24th    to   2()th.,M    190,    017,    B    704. 
2(;th   to  2Sth..(32),   M  .37,   t511,   M  .5,8(;, 

M    (i25,    097,    M    70li,    W    708,     (,S,83), 

H  880.  ■;-.803,  M  07(i,   1011. 
28th    to   .■".Oth..O   ,8,S8,    M   1108. 
32d    to    31th. .(401),    (!)20). 
34th    to    .3(!th..]85,    (192),    L    190,    231, 

M    241,    27.5,    Y    280,    W    322,     (021), 

D    972. 
36th   to   .3Sth.,27,   B   33,   75,   B   ,87,    134, 

A     143,    D     14.5,     L    147,     185,     (237), 

(.544),  831,   R  9.30. 
38th    to    40th. .(1!)2).     W      10.8,       (.544). 

L   547,    M   .5,80,   05(!,    73.8,   831,    P   841, 

!)05. 
40th    to    42d..312,    (.582).  '78.3. 
42d    to    44th..  S     140,     C    401,     M    .580, 

S   7!)4.   K   101!). 
44th   to   4(ith..(280),    10.56,   A    1061. 
4.8th    to    .50th.. 275,     ((i21). 
50th   to   .52d..134,   B   144,    (.351),    (544), 

(.5,82),    M    1065,    (1103). 
52d   to  .54th. .(102),   275,   F  2,82,   E   .54.5, 

S  077,  1011. 
.54th  to  .50th..  (.544),  L  ,8,87,  A  1104. 
50th  to  .50th.. 231,  R  3.54,  697,  1056, 

E  1062,  S  1067. 
indef..T  708. 

11th  av,  22d  to  24th..  (143). 

28th  to  30th.  .(001),  S  005,  (071).  S  077. 
30th  to  3,Sth..017,  L  (i24,  S  025,  0(i.5. 
.3,Sth  to  40th.. 231.  275,  U  2,85,  381, 
•017,  1011.  M  10(;.5. 
42d  to  44th..  134,  M  197,  (317),  (422), 

E  424,  (,83(i),  K  1064,  K  1107. 
44th  to  40th.. 783.  90.5,  G  073. 
40th  to  4Sth..T  020. 
48th  to  .50th..  (.32).  C  33,  75,  275,  (401), 

S  .548,  (.582),  (t!61). 
.50th  to  .52d..75,  (86).  B  ,87.  G  1018. 
.52d  to  .54th.. 7.5,  S  92. 
54th  to  5(3th..l34,  C  144,  K  3.53,  L  746, 

S  794. 
.56th  to  59th..  (192),  t"52. 
indet...3S1. 
12th  av..75,  L  91,  t1.57,  (317),  (422),  E  424, 
(702),  L  700,  738,  S  748,  t752,  783, 
878,  90.5,  1090. 
13th  av..(237). 
14th  av..75. 

MISCELLANEOUS. 

Bulkheads.. 73,    414,     C    423,      613,       (741), 

1090. 
Croton    Aoueduct..F    973. 
Central    Park..t894, 
Dyckman,    Isaac,    est..T    587. 
Damage    map    in    matter    of    Rapid    Transit 

easement    on    Broa(Jway    from    122d    to 

135th   sts..27. 


Damage    map    to    open    Northern    av    from 

W    181st    north.. 27. 
East     River..  (.503).     (741),      (742),       (,882), 

1011,    100!). 
Harlem    River.. 73,    H    80,    ^177,    454     782 

1011. 
Harlem   River,   highwater   mark.. 75,    L   46.3. 
Harlem     Creek.. 23,     E     34,      454,       L    403 

L    1065. 
Hudson    River    bulkhead.  .t700. 
Hudson    River. .  (!I71). 
Hudson    River,   land   under   water.. 7.5,   L  91, 

1,80. 
Harlem   River,   land  under  water..)  80. 
Interior    lots,    plots,    strips    and    gores., 20, 

20,    27,    P   .38.    134,    B    14,3,    170,    186, 

Z    I!)!),    312,   381,    (il7.    0!)5,    7.38,    ,831, 

!)22.    !)(;(;,     1011,     (1015),     10.52,     1000. 
Land   under   water.    East    River.. 25,   73,  414, 

C   423,    *.824,    *870,    062. 
Miscellaneous.. 27,    A    33.    E    34,    75.    L    91, 

134,    1,86,    B    193,    M   196,   231,    B  238. 

275.   B  317,  B  .■',.52,   M  354,  U  355,  .381. 

.382,    418.    B    42:'..    4.50,    L    403.    Q   404. 

R  404,  L  .507,  .540.  Q  547.  577.  L  .585, 

N    .5,80.    017.    L    024,    050,    (i!)7,    78.'5, 

T    842.    W    ,843.    878,    P    ,8,80,    S    ,88!>, 

W    ,800,     022.     B     020,     B    071,     1011, 

C    1017,    105C,.   .M    10(;5,   W   1068,   1099. 
Mt    Washington.  .275. 
Old    Creek.. K    1064. 
Old    Crib    bulkhead. .  10!)0. 
Parcels.. 10;)9. 
Plots.. 134,    D   14.5,   1,85,    1,80,   312,  41,8,   4.52, 

(i.50,  (i05,  K  705,  7.83,  .831,   1011,   10.55. 
Pier   rights.. 25. 

Piers.    Bast    River. .  (741 ).    1000. 
Randall's    Island.  .tl071. 
Riparian  rights.. 75,   I   80. 
Speedway    Park..T   .5,87,    T    70S. 
Ta.x    map..  (1015). 

Thompson.    Saml,     map    of.. 1,8,5.     1,80,    27.). 
U  S  Harlem   River  Ship  Canal.. 73.   75,   I  80, 

782. 
Ward's    Island.  .*1 77- 
Whartage    rights.. 25,     73,      1.80,     414,    013, 

(741),    C    1002. 

BOROUGH  OF  THE  BRONX. 

STREETS  AND  PL.\CES. 

(All  streets,  avenues,  places,  etc.,  under  this 
head  marked  with  *  denotes  that  the  property 
is  located  in  the  new  Annexed  District  (Act  of 
l.S!l,3.) 

Ackerman.  .730,   M  081. 

•Adams.  .ISO.  G  200,  231,  R  245,  275,  F  287, 

831 
Adams  pi.. 27,  186. 
<'Alice..1.88. 
*Arnow   pi . .  (.582). 

*Arthur..140,  M  154,  5(.)l),  L  510,  577. 
Arthur..!  08.  F  1069. 
.,\rmand  pi.  .76. 
'^•Ash..B   151,   '«870. 
*.\ugusta  pi.. 738,  1050. 

*Baker.  .314. 
*Banta   lane.. 1056. 

Barretto,    Garrison    av    to    Southern    Boule- 
vard. .418. 
I(j5th  to   l(.i7th..7.5,  .347,  S  357,  W  430.. 

S  710. 
167th   to   169th.. 187. 
169th  to   Home,, 620,   K  750. 
Home  to  Intervale  av..L  244,  t029,  098, 
tlll2. 
*Bartholdi..75,   tl57.   314,   t35S,   t391,   450, 

t4(i8,  017,  831,  tl071. 
Bathgate   pi   (old).. 4.59. 
Bathgate  pi.  .450. 
Bassford    pi.. 456. 

*Beach..l8(!,  456,  M  407.  540,  *870. 
•Bayard.  .577,  922. 
•Beacon.. ISO,  G  4j)6,  7.39.   C  7.50. 
Beck    (see    also    151st    st).    Robbins     av     to 
Wales   av..65!),    "'(iOO. 
Wales   to   Union  av..R   1024. 
Union     to    Av   St     John.. ISO,    231,    659, 

P  892. 
Av    St    John     to    1.5Gth     st.  .577,    697, 

•1004,    *1002. 
150th    st    to    Longwood    av.  .27,    134,    H 

1.52,    H    244. 
Longwood  to  Intervale  av..S80. 
•Beech.. 697,    S   710,    10.56,   C   1068. 
Beech  Ter..966. 

Belmont .  .Inwood  to  Townsend   avs..L  1111. 
Townsend  to  Concourse.  .73,8,  924. 
Weeks   to   Topping   av..D   42,   D   466,    D 
1069. 
Belmont  pl..D  980. 
•Billar    pi.. 231. 

•Birch.. 313.    4.56,     B    4(i6,    .540,    697,    738, 
7,83,    H   796,    831,    L    845,    878,    1011, 
1100,  R  1112. 
Bonner   pl..45(i. 

Boone,   Freeman  to  Jennings.. J  1.5.3,  A   199. 
Jennings    to    17.3d.. 1.34,    V    1.56,    V   28S, 

656. 
173d    to    176th..  1102. 
*Bowne..^870. 
•Bowen..t46,8.    t934. 
•Boyd... 500,  0.50. 
•Bridge.  .1.35,   C   151,   578. 
•Briggs.  .1.S0. 
Bristow..75,  231,  K  244.  500,  C  509,  H  510, 

878.    S   803,   966,   F   980,    B    1068. 
Broad.. 314,    10.50. 
•Bronx    River    pi.. 75,    H    1.52,    18G. 


NOTE, — When   in  doubt   as   to   the   meaning  of  the   signs  used,     consult  th'j  key  on  page  3. 


INDEX  lO  THE  RECORD  AND  GUIDE. 


♦Bronx    pi.. 27."),    10.")(j. 

♦Bronx    Terrace.  .231,    L    214,    27.'),    B    28(i, 
;i]2,    ;iS2,     R    3!)1,    4.".(i,    5110,    F    509, 
r,40.   .".77,   R  .S'.)2,   W  81)3,    1014. 
Brook.. (120,    E   027,    P   (i28. 
Brown    pi.    Southern    Boulevard    to    134th.. 
(•.."i!),    F    102.".. 
13ith    to    13."'.th..L    027,    L    70a,    L   033, 

L   1024. 
isr.th    to    13nth..K   43,   231,    f^-tO,   900, 

K   981,    Ij  981. 
i;'.(Hli   to    i;',7lh..G  027,   M  027,   G  1000. 
137th    to    i;!Sth..S31,    B   843. 
Bryant.     Randall    to    Lafayette    av..F    .510. 
Westchester    to    West     Farms     rd..881. 
West    Farms    rd    to    Freeman.  .27.5,    f-"'''*. 

m'   107(1. 
Freeman     to    Jennings.  .27,    0    43,    j-iSO, 

4.".(i,  r.tll,  G  .510,  783. 
Jennings    to     172d..45l!,     H    407,     1011, 

H   1024,    10.50,   H    1000. 
172d   to    174th.. 922. 
Buchanan    pi.. 347,    M    350,    922. 
Buckhout.  .098. 
Burnet   St.. 27,   050,  097. 
♦Butler    pi..  138.    t808. 
♦Byron.. 75,   81,   S    100,   W   101,   017. 

Canal    pi.. 82,   tl02,    tl02.5. 

♦Carlisle    pl..:!.S:!.    450,    S    408,    (;!»7.    098. 

♦Carroll    pl..4.5(i,    ■i-408,    017. 

♦Carpenter.. M   390. 

Catharine.. V    44. 

♦Catharine.. 27,    S    155,   L   201.    B   280,   312, 

E    322,    M    32;:,    M    :'.9(>,    577,    G    589, 

017,   097,   Y   710,   7.38,    P   751,   S   1025, 
105(i,    1100. 
Cedar    (old)..  1013. 
♦Cedar..  1.38,    231,    313,    .540,    K    .549,    0.50, 

785,   ,S31,   922,    1050,   N    1070,    S   1071, 

110»,   R   1112. 
Cedar   pi.  .JVl   709,    784. 
♦Cemetery    lanc.D    080. 
Centre.. W    550. 

♦Centre.. 275,    C    280,    B    (iOO,    ^870. 
Charlotte    pi.. 0.50. 
Charlotte.. F  97.    N  201,    t.591. 
Cheever    pl..E    1009. 
♦Chestnut. .B   151,   M  1.54,  231,   W  245,   275, 

31.3,  A  S43,  878,  922. 
Chisholm.     Stcbbins    to     Freeman.  .831. 

Freeman    to   Jennings.  .231,    G   323,   347, 

45(i,    H    7.50,    9(iO,    D    980. 
Clark.. 384,    W    391,    (599. 
♦Clarence.. 75,    79,    83,    C    05,    G    97,    K   98, 

L   98,    134,   R   154,   W    1.50,   233,   347, 

R  357. 
Clinton..  7;!9. 
Clinton   pi.. 1 102,   275,    1    390,    t<<29,    L   007, 

739. 
Cogan's     alley,     or     lane..lS(>,     M     201. 
College     (see    191st    st)..578,    R    590,    1100. 
Coles   lane..  180,    W  202. 
♦Concord..  188,   W  202.  4.58,   B  4GG,   C17. 
♦Corsa  lane.. 82,  130.  137,  139,  A  159,  C  151, 

M    154,    P    154,    S    1.55,    W    156,    313, 

T   324,  457.   578,   018,    T   798. 
♦Coster.. 275,    .500,    E    589,    050. 
Cottage.. 579,    M    590. 
Cottage    pi.. 017,    S    (328. 
Crane   pl..H   429. 
Craven,   also   see    150th   St.  .♦1004. 
Cross.. 232,   L   287. 
♦Cross.. R    201. 
Crotona   Pk   E..W  391,   457,    L   407,    S   550. 

577,    S   590,    V    752,    V    893,    906. 
Crotona    Pk    N..J   42,    75,   4.57,    S   511,    058, 

739,    R    752.    879,    M    892,    t034. 
Crotona  Pk  S..18(i,   V  982. 
Crotona    pi..  134,    M    154,    0.50,    900. 
♦Cruger..O  99,   134,  135,  130,  A  1.50,  B  151, 

D    151,   G   1.52,    H   153,   K   153,   R   155, 

T  150    V  1.50,  186,  B  199,  t24(i.  T  408, 

540,    .577,    C   589,   097,    D   7.50,    D    790. 

831,    878,    C    891,    922,    9(;.0,    L    981, 

M  981. 
Cuthbert    lane.. S3. 

♦Daniel.. 79,     135,    C    151. 

Dater    (see    also    147th    st).    Trinity    av    to 

Concord    av..l30,    M   3.50,    1847. 
Concord   to   Wales   av..l40,   315,    G   323, 

S  324.  384,  421,  1512,  D  1023,  G  1023, 

K    1024. 
Beach  to  Southern  Boul..384,  .580. 
Dawson,    Wales    av    to    Union    av..30,    D    42, 

R   1.54,   D   .35(5,   382,   D   549. 
Union  to   Prospect   av..29. 
Prospect   to   15(ith   St.  .29,   S   44,    (192), 

K   287,    H    3.56,    C   389,    577,    W   501, 

N   (iOS. 
150th    St    to    Stebbins    av.  .E    200,    418, 

500,  540,  P  550,  D  796,  ^824,  879,   S 

893. 
Stebbins     to    Intervale.  .1101. 
♦Dean   pi.. 231,    F    1023. 
♦Dean.. 75,    77,    79,    83,    C   95,    D    90,    F   9(1, 

G  97    K  08,  L  98,  M  99,  S  101,  T  101, 

V   101,   134,   180,   187,   B   199,   F  200, 

1100. 
♦Delancey  pi.  .75. 
Denman  pl..M  (568. 
♦Desbrow   pi..  186,   233. 
Devoe.  .701. 

♦Disbrow    pi.. 275,    F    350. 
♦Dock.  .4.5(1,    B   400. 
Dongan,    Westchester    av    to    Intervale    av.. 

1101. 
Dorothea   pi.  .f75B. 
Dorothy    pl..t753. 

Echo    pi..  138,    698. 


♦Edgewater    Terrace.. 75,    70,    A    94,    B    95, 

D    96,    F    96,    R    100,    S    lol.    R    407, 

577. 
♦Eliabeth..t45,    O    291,    ,831,    O   982. 
Eliabeth...541,    018,    (199.. 
El  la..  348,    382,    D   .389,    057. 
Elm  pi  or  st..t289,  701,   L  797,   P   1024. 
♦Elm.. 75,    I    97,    138,    313,   .541,   018. 
Blsmere  pl..E  90,   180,  t-'-16,  312,  347,  4.50, 

W  511,   783,  922,   1100.       ' 
Elton.. K    844. 
♦Emily.. t029,   ,S31,   S  840. 
Ernesclift   pi.. 75,    1.34.    O   201,   231,   233,    H 

244.    270,    S    288,    348,    9117,    10.56,    C 

1110. 
♦Evadna..135.    F   20(1. 
Evelyn    pl..T    9,S2. 
Exterior.. 28,    315,    t.325,    .384,    B    .389,    4.58, 

500,    E    1069. 

Faile..l86,   G    200.   G  400,   .5(10.   M   .590,   008, 
G  700,    S   710,   738,   L   751,   783,   jS-l'). 
960,    F    980,    1011,    R    1025. 
Fairmount   pi,   Crotona  av   to   Prospect   av.. 
75     E    9(1,     18(1,    H    200,    231,    S    245, 
F   390,   78.5,    1013,    1101. 
Prospect     av     to     Southern       BouL.lSO, 
G   200,   459,   .500,   577,    P   590,    H   027, 
922,   M   933,   B   1008. 
•Ferris    pi.. 189,    190,    312,    N    323,    831. 
Field   nl..H   510. 
Findlay..698. 
•Filmore..75,    SO,    W    101,    134,   S    155,   231, 

312,   831. 
Fletcher..  IKX),    M    1111. 
♦Forest.. .577,    K    589,    0.50,    878. 
Ford..K   43,    18(1,    L   510,   020,   M    751,    783, 

M   797. 
Fort   Indei)endence..K   153,  232,  C  389. 
Fox     (see    also    15(lth    st).    Union    to    Av    St 
John..H   42.   5(MI,   B   .509,   L  510,    10.50, 
L    1070,    1100,    R    1112. 
Av  St   John   to   1.50th   st..B  280,   L  350, 

A    1068. 
156th    st    to    Intervale.. Y    1.56,    B    199, 

D   352,    Y   846,    880. 
Westchester    to    l(19th..G    97,    1S7,    347, 

C   .389,    K   510,    S   710. 
109th   to   Intervale   av..l86,   L.  244,  275, 
G   287.   :',12,   4.56,   COS,    I   700,   B  800. 
♦Franklin.. T    846. 

Frederick.. 4.58,    A   466,   .541,    P   .5.50.   K  081. 
Freeman,     Prospect      to       Chisholm..  H     42, 
F    1.52,    J    1.53,    H    7.50,    L   845. 
Chisholm    to    Stebbins.  ..540,    tl071. 
Stebbins  to   Intervale  av..B   109,   B  979, 

M    081. 
Fox    to    Southern    BouL.llOl. 
Southern  Boul   to   Vysc.lSO,   189,   t-89, 
420,   G  428,  tT99,  831,   H  844,   H  933, 
t9S3. 
Vyse    to    Longfellow.  .500. 
♦Frisby..tS40. 

♦Fulton.. F  42,  N  43,  313,  P  429,  H  407, 
500,  577,  C  .589,  698,  D  708,  738,  831, 
V  934,   O  1070. 

Garden.. M  90,   R  291,   098,   T  893. 

♦Garden..  834. 

♦Garden    pi.. 84,    P   99,    t4(J8,    t   083. 

♦Gadfleld..D  9(1,  232,  P  245,  t-131,  570, 
056,  K  (107.  W  709,  831,  t846,  060, 
1011,   D    1023.    1100,    B    1110,   F   1110. 

Gates -pi.. 75,  7(1,  E  06,  J  98,  M  99,  S  100, 
W    101.    134.    H    1.52.    M    1.54. 

♦George.. 312,    S    .324.    .349,    K    3.56. 

German   pl..t203,  347,   829,   C  837,   1101. 

♦Glover.. t358. 

Gouverneur . .  B   795. 

Gouverneur  pl..L  153,  232,  382,  B  389,  B 
843,  878. 

♦Graham..  134,   t358,  W  430,   t84G. 

Granite  pl..S   155. 

"Grant.. 833. 

♦Green  lane..t45,  75,  F  96.  fl02.  1.34,  S  155, 
W  1.5(5,  2.32,  R  245.  y2.S9.  45(5.  C  4(5(1, 
S  467,  .500,  P  510,  .540,  .541.  C  549, 
.577,  579,  E  589,  M  500,  R  590,  1591, 
017,  019,  R  628,  098,  S  710,  738,  R 
751,  S  893,  F  032,  00(5,  R  082.  1011, 
R  1024,  R  1112. 

Grenada  pr.  .D  280,  738,  B  705. 

Grote,  Crotona  to  Southern  Boulevard.  .2.32, 
418. 

Grove..  138,  .314,  348,  H  627,  657. 

♦Guion  pi.. 232,   *600. 

Hall  pl..G  70(5. 

*Halsey  pi.. 134.  138,  347,  V  3.57.  4.56,  1100. 

♦Halsey..t301. 

*Halperin..(883),    H   891. 

♦Hancock.. 70,    B    05,    W    101.    R    201,    2.32, 

B  286,  R  2,88,  B  322,  t358,  .382,  K  390, 

500,    A   .509,    T   511,    .540,   C   540,    656, 

657.    D   606,   608,   S   846,   067,   S   082, 

11(10. 
Harlem  River  Terrace.  .76,  L  08,  186,   (742), 

t7.53,  870,  11071. 
♦Harrison.. 70,    275,    Z   288,    D   428,    456,    P 

802,  022. 
♦Harriet  pi.. 418,   1011,    A   1008. 
Hawkstonc.S  15.5,   .340,  L  510,   S  511,   0..0. 
♦Hazel.. 022,   *1004,  1056. 
Henry.  .314, 
Hewitt   pl..E   200,   275,   050,   S  0(58,   738,   M 

892. 
♦Hermany.  .960. 

Highbridge..M  43,  382.  019.  D  027,  S  7.52. 
♦Hicks.. 1.34,   135,   1.30,  B   1.50,   B  151.  C  151, 

D  151,  H  153,  J  153,  K  153.  L  153,  V 

1.56,   2.33,   K  244. 
*Hobart..G    07,    275,    313,    N    357,    .500,    K 


540,   C  06(5. 
Hoe    (see    also    Hoe    av).    West    Farms    road 

to   Home.. 232,   313,   K   323,   P  323,   P 

301,  540,   V  803. 
Home    to    Jennings.  .t325,    383,    G    428, 

L  4(57. 
Jennings  to  173d.. S  324,  W  430,  t4(50. 
Hoffman.  3d  av  to  187th.. M  154,  186,   (192), 

M  201,  275,  G  287,  fSOl,  1011,  S  1025, 

1100,   O   1111. 
187th  to  18Sth..76,  85,  C  05,  134,  D  151, 

187,  M  429,  057,  878. 
188th  to  lS9th..C  286,  M  429. 
lS9th  to  101st.. 234,  K  244.  275,  B  286, 

t325,  878,  M  802,  066,  P  1112,  R  1112. 
♦Holland.. 134,  135,  B  151,  V  1,56,  W  240. 
Home,    Boston    road     to    Jackson     av..(86), 

(883). 
Forest   to   Tinton   av..W  357,   F   700,   A 

843,  878,  D  891,  960,  M  981,  W  1025. 
Tinton  to  Union  av..(5S2). 
Union    to    Prospect   av..t280. 
Prospect  to  Stebbins  av..786. 
Stebbins   to   Intervale   av..235,   *600. 
Intervale    to    Barretto..76,    H    07,    275, 

G  287,  786. 
Barretto  to  Southern  Boulevard.  .275,   G 

287,  313,   B  322,   t551,  577,  698. 
Hoe   to   Vyse  avs..066. 

♦Huguenot.. M   90,   4.56,   007,    0   1111. 

Inwood.  .V  668. 
♦lvy..*1004,    1050. 

♦Jackson.  .27,   7(1,  577,  578,  F  .580. 

T  3  in  PS     *' -^*' 

Jefferson  pi.. 383,  617,  738.   S  982. 

*  Jefferson..  t203.   450,    K   467,    t(i29,    B   708, 

833.   K  ,844,  922,  M  933. 
Jennings.  .Boston     road     to     Prospect     av.. 
(461),  .577,   D  891. 
Prospect  av  to  Chisholm.. G  323,  K  627, 

(702). 
Chisholm   to   Stebbins.  .tl57,   B   1068. 
Stebbins    to    Wilkens    pl..B    94,    H     97, 

382,  6.59,  B  708,  740. 
Wilkens    pi    to    Mintord    pi.. 75,    N    201, 

650,   098,   738,    B   749,   834,   D   844. 
Minford   pi   to   Hoe.. 9(5(5. 
Hoe     to     Bryant..  t84(5,     tOS3,     1101,    R 

1112. 
Bryant   to  Boone.  .4.5(5. 
♦Jerome.  .(423). 
John..M   201,   P  751. 
•John.  .4.58,   L  467,   ^870. 
♦Johnson..  134,  347,  B  026. 
♦Julianna.  .7(5. 

Kappock..130.   D   151,  L  201,  L  287,   L  709, 

D    796. 
Kelly    (see    also    152d    st),    Robbins     av     to 
Wales   av..27,   P  43,   382,   418,   R  429. 
Union    to    Av   St   John..  18(5,    880. 
Av   St    John   to    1.50th  st..^l004,   ^1092. 
1.5(lth  st   to   Intervale  av.  .D   199,   J  20O. 
232,   R   245,   B   286,   C   286,   J   287,   W 

288,  347,  418,   M  429.  W  .550,  657,   F 
(566,   T  668,   738,   t894,   tlOTl. 

Westchester    to    l(55th..L    201    (836),    T 

846. 
165th  to  Intervale.. 76,  tl57,  2.34,  C  389, 

45(5,  M  4(57,  577,  C  708,  L  709,  M  709, 

738,  t934,  1050. 
Kerable..410. 
Kemp    pi..  10.57. 
♦King.  .K   98. 

•Kinnear  pl..t391,  4.56,  617,  tS94,   1100. 
Kirk   pl..B   843. 
Kossuth    pi.. 70,    78,    80,    82,    D    96,    F    0(5, 

H    97.    M    90,    N    00,    R    10:),    S    100, 

U  101.  Z   101,  134,  135,  R  15.5. 
Kirkside    pl..N    981. 
Kingsbridge   ter..(1.58. 
Knox  pi.. 70.  A  94,  B  94,  K  98,  P  99,  T  101, 

134,   M    1.54. 

♦Lafayette.. 77,     81,      13.5,    1.30,    2.32,    .348, 

(108.    878,     1056. 
Lane..R  245,   315,   878,  880. 
Lane   leading   from   Albany   Post    rd   to   H   R 

R    R..878,    S    803. 
♦Lane.. 024. 
♦Latting.  .1.38. 

♦Lebanon.. 419,    739,    831.    10.5(5. 
♦Leggett   pi.. 70,   S   324.   .500,    P  510,   P  .550. 
♦LeIand..S    028,    831,    966. 
•Leviness    lane.. 057. 
Lewis.. 348,   057. 
♦Libby.  .82,   C   95. 
♦Liberty.. R   028. 
Lillian.. 618,    S    (528. 
♦Lincoln.. 84,  A  04,  2.32,  B  243,  C  3.56,  4.56, 

4.57,    S    467.    577,    617,    S    628,    tT53, 

t840,   L  802. 
Lisbon   p!..C   1110. 
♦Logan.  .78. 
Longfellow,     Westchester      to       Home.. 540, 

D   549. 
Jennings    to    17.3d.. 457,    V    591,    M    628. 
176th   to   Boston   rd..618,    S  628. 
LoriUard    st    or    p],    3d    av    to     lS8th..l35, 

G   1.52.    1.S6.    232,   M   245,   347,   F  3.56, 

540.   K  54!).   P  .5.50.   057. 
ISSth    to    Pelham    av..S    44,    tl02,    419, 

t9.34. 
Loring'  pi,   Burnside    to    180(h..879. 

w  s,  Hampden  pi  to  Fordham  rd..H  356. 
•Louise.. 37,    C    41,    7(1,    135,    F    244,    t246, 

382,    H   309,   457,    L   467,   .540,    P   5.50, 

t753,  t  846,  tS04,  G  980,  1013,  N  1024. 
Lowell.. M    1024. 


NOTE.— When   in  «oubt   as   to   the   meaning   of   the   signs   used,  consult  the  key  on  page  3. 
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Lowmede..831.  S  1071. 
Lyman  pi..  186. 
Lyon..G  287.  098. 
♦Lyveie  pi.. (789),  F  032. 

Macy  pl..t203,  738,  783,  834,  J  844. 
•Madison.. 83,  V  150,  232,  D  243,   348, 

R  357,  t392.  D  027,  D  790,  1100. 
•Magenta  st  or  pi.. 70,  186,  T  202,  t24C, 

t325,  831. 
•Main.. 27,  135,  233,  275,  348,  N  357,  382, 

540,  541,  577,  F  589,  N  500,  V  501, 

050,  E  000,  09S,  (742).  H  750,  (S3()), 

B  843,  C  843,  E  844,  T  840,  *870, 

(8S3),  H  891,  1894.  90(i.  B  979,  1011, 

1012,  H  1024,  1050,  V  1112. 
Manida..90S,  D  98l>. 

•Mansion.. E  24:i,  K  323,  579,  K  750,  K  751. 
•Maple.. 09S,  ,S31,  878. 
Maple.. 419.  421. 
•Marion..  135,  R  155.  232,  608,  738, 

lion. 
•Marian..  180,  348,  W  357,  457,  500,  S 

017,  C  027.  H  007,  1012,  1100. 
•Mary..F  200,  419,  783. 
•Matilda.. B  41,  180,  313,  N  323,  S 

382,  .383,  M  300,  017,  S  629, 

N   1024. 
•Matthews . .  135,    B    1 .50, 

L  845,  nCHI. 
McCoombs..(lO00). 
•Mc Donald... 51 10.  .540,  923,  024,  S  934,   1011, 

10.50.   R   1112. 
•Mead.  .t5.51. 
•Merrill.. 30,   G  42,  Z  44,   70,   A  04,   W  101, 

t392,  HOO.  059.  C  0()0. 
•Mianna..3l8,  t847.  B  1023. 
Minerva  pi.. 057,  E  080. 
Minford    pl..H    42,    135,    410,    S 

S  550,  577,  M  590,  017,  050, 

OOC). 
Morris.. 501,  541,  019,   M  797. 
•Morris. .134,    135,    B    151,    K    153, 

V    150,   233. 
Morris    pi.. 348. 
Mt    Hope    pi.. 135,    C    101.    *013, 

739,   A  749,   M  751,  M   797, 

S  840,  878,  S  S93.  t894,  S 
Mott..lS(i,  270.  _ 
•Munday  lane.. 27.  W  44. 
•Myrtle.. 022,  *1004.  1011.  1057. 
•Newman..  1468. 


022, 
511, 


324, 

879, 


C    151,      W    1.50, 


408, 
698, 


540, 

783, 


L    153. 


658,  738, 
t790,  833, 
934,  1013. 


North..  t45,     80,     F 
P   028,    880,   T 
•North.. 233,    907. 
Northern    ter..879.    922 


00.    188,    t430,     (022), 
982,   1012.   P   1112. 


D   932.    1057. 


578. 
878. 
'870. 

0(i8, 

500. 


Oak  ter..S   100.  060. 

Oak    Tree    pi.. 70,    B    04.     (102),    410, 

H   .580,    0.57,    7.38,    K   751,    S   752, 
•Oak.. 135.  B  151.  ISO,  313.  785,  '824, 

878,  022. 
Oakland    pi.. 382,    457,    M   407,    057,    P 

•OOO,    922,    B    932,    G   932. 
•Oakley  st  or   pl..L  43,  577,   B  .588,   L 
Old    lane..  (423). 
Opdvke..L   407,   057,   879. 
Orchard.. 382,    541,    D    540,    619. 
•Orchard.. N   081,    1012,    B    1023. 
Osborne   pi..  1058. 
•Osgood.. (i98. 
•Overing.  .922. 

•Palm..^l004,  10-57. 
Park  View  ter..234. 
Park    View    pl..tl02,    H    1.52,    O    008,    922, 

900,   R  082,   10.57,   S   1071. 
Parkside    pl..t325,    1100. 
Park.  1012. 

•Pell   st    or   pl..M   09,   698. 
•Pennyfield   lane.. 924. 
Perot.. 70,   W   408,   .540. 
•Pine.. 75.   79,   831. 
Poe    pi..  180,    W   202,    K    323,    0.57,    M    668, 

R  008,   923. 


•Poplar.. t 

45,    84,    t246,    276,    457.    M 

467, 

.500, 

T   511.   .577,    S   .590,   (!17,    H 

62V, 

057, 

S    710.    (742).    t799.    878.    T 

934, 

1050 

,    L    1070,    J    1111,    W    1112. 

Potter  pi. 

.232,  V  245. 

•Prospect. 

.382,    V    .591,    C    708,    •870. 

•Prospect 

ter..C    151,    M    244,     657, 

658, 

C  600.  H  667. 
•Public  pi.. 29,  P  99 


135,  N  154,  1058. 
Quiney..^03,   233.   234.   F  244.   P  245. 

500.   S  511.   017,   C  627, 


•Railroad   pi..  186, 

022,  1100. 
•Randall.. B  04. 
Reservoir    Oval    W..77,    H    07,    348.    *052, 

870,   L   802,   M  802,   H   1111,   M   1111. 
Reservoir  Oval   E..P  845,  R   1025. 
Reservoir    pi.. 098. 
Ridge..  1012. 

Ritter    pi..  13.5,    G   540,    t591. 
•River..  382. 
River..  700. 
Riverview  ter..80,   P  09.   W   101,  383,  4.57, 

785. 
Rock..  61 8. 
RockfleId..S  1.55. 
Rockwood.  .W  511. 
Rodman   pi.. 232,    L   287,   M  467. 
Rogers   pl..R   154.   P  324,  457,   D 

W    1071.    1101. 
•Roland..  1100. 
•Rose   pi... 502.   S   591,   900. 
•Rosa  pl..P  288.  P  510. 
•Rosedale    lane.. 006,    S   982. 

Rose    (also   see   152d    st)...578. 
•Rose..  1302. 


400.  500, 


•Roselle..l80,    W   202,    1100. 
•Ruskin..270,  313,  T  324,  738. 
•Sagamore.  .024,    G   032. 

St 


280, 


•St 
St 


•St 
St 


George's    Crescent.  .*177,    232,     D 
W  288,  t430.  738.  B  795.  K  933. 

•St  Ouen  pi.  .900. 

St  Joseph's   (see  also  144th  st).   Robbins  av 
to  Wales  av..*915,  909,  1102,  R  1112. 
Lawrence.  .270. 
Mary's,     Powers     to    Concord    av..l058, 

B  1008. 
Concord    to    Southern    Boul..^915, 

1102,   R  1112. 
Mary's.  .923. 
Paul's    pi.. 79,    C   95,    K   98.    Z    101. 
K   ()27,   059,    P   008,   739,   E   7.50, 

Schuyler    (see    l,5;jd   st)..578,    H  589. 

•Schieffelin's    lane.. 79. 

•Schuyler   pi.. 384. 

•Schuyler.. 2.'{2.   270,    F   286,   G   287, 
348,   577,   579,   B   588,   831,   M 

•Schofield..tl071. 

Seabury   pi... 540,   K   707. 

•Seminole.. 099,    S    710.    739.    833. 

•Seton..F    027. 

•Shell.. 27.    B    42.    F    42.    77,    R 
W  1.50,   180,   W  202,   382,   G 
540,    K   580,    P   590,    701,    738,   L 
783,   878,   881,   A   890,   900,    1100. 

'Sheridan..  C    151. 

shrady   pi.. 738,   B   749. 

Sidney.. L  201,   L  287,  923. 

•Silver..  135,   B   151,    180,   B   199. 

Simpson     (see     also     Fo.\     st)..tl57, 
Z    202.    D    243,    276,    G    287,    W 
t551,    698.    C    708  ,    W    710,      B 


060, 


620, 

8S1. 


S  288, 
845. 


100, 
390, 


135, 
457, 
751, 


186, 
430. 
890, 


H    1024,    W    1025,    G    1069,    H    1069. 

N   1070. 
South.. .383,  9(j8,   S  982. 
•Sound    View    pi.. 233,    313,    K    323. 
Spencer  pi.. 1.35,   348,   (J98.   t847,   W  982. 
Spring.. 348,    382.    D    389,    0.57,    787. 
Station   pi.. 27,    fSOl,   831,   S    1071. 
Stevens    pi.. 831. 
•Storrow..29.   77,   M   98,   N   99,    S   100,    135, 

137,    K    1.53,    N    154,   O   154. 
St    80   ft    wide    c    1    east    of   Jerome    av..77, 

78.  ,S0,   81,   C  95,   F   90,   M  99,   R   100, 

139. 
Suburban.. 419,    K    429. 
Summit..  11  07,   T   1025. 
Summit  pi.. 00(3. 

•Swinton..*03,  2.33.  234.  G  244.  277.  O  288. 
•Sycamore.. 231.     (i57.    022.      'lOOl.       10.50. 

1057. 


i91 


457. 

41,  1 
!2,  t2,S9. 
9,  H  407, 
L  007. 
922,  B 
B    1.50, 


(971). 
S    100,    tl.57, 
F    322,    349, 
,   540,    R   550, 


878, 
932. 
419, 


1101. 

1012, 

457, 


180, 
382, 
617, 

10.5(;. 

878, 


Boul 
rd..; 


.419, 


421. 
234, 

.350, 


749, 


•Tacoma..382, 

•Taylor.. 27,    B 

S    202,    23: 

419.    R    429 

S   628,   057 

Terrace    pi.. 881, 

Teasdale    pi..  27, 

F  891. 
*Theriot..419,   1012. 
•Tier..t511. 

Tiffany.    Edgewater  rd   to   E 
Spofford     to     Lafayette 

M   245,   315. 
Lafayette      rd      to       Whitlock 

R  357. 
Whitlock  av  to  Fox.. 418,  787.  C  932. 
10.5th  to   107th.. 419.  J  420.  500,  M  510. 

B  932.  10.50.  tlll2. 
I(i7th   to    ](;9th..l83,    270,   S   288,   382, 
•(;13,    098,    O    709.    831,    1012. 
Timpson  pi,  St  Joseph's  to  149th.. 77,   A  94, 
18i;    t.'?25.  A  4(i5,  A  4(i0,  A  509,  A  548, 
018,    A    026.   738,    A   749,   A   843. 
149th    to     Whitlock      av..700,      A 
M   751. 
•Tompkins.. 1012. 
Tower   pi.. 384,    S   391,   6.57. 
Trafalgar  pi.. 419,  500. 
Troy..L  700. 

Truxton,    East   River   to   Eastern   Boul.. 018. 
Eastern    Boul    to    Randall    av..618. 

Undercliffe  ter..l014. 
•Union..  135.   C   151,   578. 

•Valentine.. 77,   70,   83,    A   04,   e"  00,    F   90, 

H   97,    M   90,    R    100,    138,   T   156. 
•Van  Buren..l80,  M  201,  .540.  F  549,   (601), 

700.   M   709,    785,   B    795,   D   796,   831, 

M    815.    S    982,    1012,     C 

1058.    F   1009. 
•Victor.. G  287,  t"53,  783,  878, 

t934. 
•View   pi..  1.80. 
•Vincent.. 77.   79.   D  90,   R   100,   Z  101,   135. 

1.38.   S    1.55,   T   150,   058. 
Vineyard  pi.. 410.  P  429. 
•Vine..  •1004,    1056. 
Vyse..l35,    O    154,    Q    1.54,    F    244,    H    407, 

900. 

•Wakeley  pi.. 834. 

•Waldo   pi.. 79,    135,   C    151,   540,   578,   8i8. 

Wall.. 28,   13.5,  348,  419. 

Walker.. W    .550. 

Walnut.. S  1.55.  L  510,  S  511. 

•Walnut.. B    151.    2.32,    F    3.56, 

410,    9-22,    1100. 
Warren.. 787,  834.   1012. 
•Washington    pi.. 457,    S    408. 
•Washington.. M    43.    77.    278, 

410     D   42,8,    S   408,    """ 


1023,    1050, 
890,  922, 


382,   B   380, 


878,    '1004.^  W 
•Watson's   lane..tl57. 
Water.. M   981. 
Waverly..881,   R  892. 


313,    W 
.    F   589, 
1025,    1056,    S 


3'24, 

017, 

1112. 


Wellesley..05S,    S    608. 

Weiher   court.. 969. 

Welch..  ^124. 

West.. 27,   8.S0. 

Weeks.. ,S81. 

Westchester   Railroad.  .502,    B   032,   1056. 

•West   Carroll.. ^870. 

Whittier,    Lafayette    av    to     Whitlock    av.. 

135,  H  1.52. 
Wiegand   pi..  10.58. 
•Wilcox.. 7.1.   77,   7!t,   S3,   B  95,   C  9.5,   D  96 

E  96,   F  96,   G  97,   H  07,   M  00,  P  99, 

S    1(11.    1.35,    138,    S    155,    S    1.50,    698, 

t710.    7;'.S.   S81. 
Wilkens    pi.    Southern     Boul     to    Jennings.. 

(J98.   738,    B   749,   S34,   D  844. 
Jennings  to  Boston   rd..l35,  G  200,  382. 
William    (also    see    101st    and    180th    st).. 

P  245.    542,    A   548,   099,    700,    P   845, 

R  845,   1012,   T   1025. 
•William.. 313,    314,    D    .322,     348,     0    357, 

B  600,   B   1068. 
•Wilson   pi.. 878. 

•Willow    lane.. 77,    180,   .382,   4.59,   502,   578. 
Worthen..*l(X)4. 
Worth.. 30. 
•Wright.. 232,   276.   018,    960,    t]02.5. 

1st.. 31.5,   B  84.3. 

•1st.. 28,  79,  13.5,  130,  270,  382,  384.  M  4(57, 
500,  S  511,  ,540.  K  540,  S  5,50,  018, 
S  628,  608,  t753,  S  708,  022,  S  1971, 
1100. 

2d..  136,  H  510.  B  843. 

•2d..M  09.  135,  G  152;  ISO.  190.  Q  201, 

232.  K  244,  270.  K  2.S7.  .'!S2.  3.S4, 

H  .390.  N  390,  457,  5(10,  S  511,  .540, 

K  549.  M  549,  S  .5.50,  578.  L  .590, 

F  027,  7.38.  7.S3,  831.  W  810.  900, 
909,  W  982,  1012,  S  1071,  1101. 

•3d.. 28.  H  42,  77.  135.  137.  140.  K  1.53, 
232,  F  244,  W  288.  313.  C  3'22  348 
W  .357.  382,  457.  K  407,  L  407,  ,501. 
502,  S  590,  F  027,  057,  M  067.  739, 
L  751.  967,  1050. 

•4th.. H  42,  U  101,  137.  K  1.53,  t203,  232, 
276,  D  280,  K  287,  313.  R  324,  T  324, 
348.  C  3.55,  382.  B  428.  457.  B  4(56, 
R  407.  .500,  B  509.  O  51(1,  M  ,590, 
R  590,  057,  F  000.  M  007,  (iOS.  D  708, 
783,  H  844,  S78,  907,  000,  C  980,  1014, 
10,50,   R   1070. 

•.5th.. M  43,  -fl02,  135,  140,  187,  18,8,  K  200, 
t289,  313,  L  3.50,  N  429.  457,  C  466, 
E  406,  501,  W  511,  541,  W  ,550,  R  590, 
018,  020,  098,  738.  C  750,  922.  969. 
W  982,   10.56,   R   1070,   C   1110. 

01  h.. 270. 

*i;th..7J.   C  05,    1.35,   180.   188,   G  200,   t246, 

618,   (601),   831,  9(36,   F  980,  10.56. 
•7th.. 77,   T    101,    135.    C    151,   T    150,    186, 

382,    t408,   D  549,    ((361),  SSI,   S   1025, 

10.50,    1100,    H    1111. 
•Sth..28,   .382.   S   511,   T   629,    608,    G   844, 

00(i.   K  081. 
•0th.. 135.    136,    232,    L    244,    348,    S    357, 

D  389,  879,  066,  D  980,  S  982,  1100, 

K   1111. 
•10th.. 28,   H  42,  77,   S   100,  137,   232,  233, 

F  244,  27(i,   M  287.   313,   D  322,  348. 

G  356,  382,  t710.   832. 
•11th.. 28,  H  42,  M  43.   137,   ISO,  232,  233, 

E  243.  M  244,  313.  D  322,  W  324,  382, 

457,    ,578,    (300,    1100,    C    1110. 
•12th.. 27,  77,  L  9.8.  M  98,   186.  34.8,   B  355, 

R    ,357,    t3,58,    3.82,    t430,    457,    t468, 

,500,  L  510,   R  5.50.   578,   G  580,   fSOl, 

G   (327,    M    (328.    698.    W    710,    C    795, 

966,  1012.  G  1024,   10.50,  llOO,  G  1111. 
•13th.. 27,   H  42,   77,   84,   1,3.5,   137,    H   1.52, 

O   154.   186.   R  245..  276;  B   2.86,   t289, 

382,    S    391.    540.    578,     Q    ,590,      018, 

R   (328,    831,    (8.36),     C    843,      F   844, 

B  .890,   P  892,  022,   1100,   G   1111. 
•14th.. 27.    77,    1,35,   419.    .540,    618;   H   709, 

.831,   966.   0(37,   *104.8,    1100. 
•15th.. 79,    S   100,    190,   (j99,   S   710. 
•1.8th.., 30. 
•19th.., 30,   608. 
l,32d.   Lincoln   to   Alexander  av..458. 

St    Ann's   to   Cypress   av..27,   R  44,    t45, 

R   155.    R   845. 
Cypress    to    Willow    av..S    846. 
Willow  av  to  Walnut  av..t289,  8.34. 
Walnut    to    East    River..  188. 
133d,    Cypress    to    Willow    av..S    100,    tl02, 

180,  J  200,   Z  202,  C  428,  500.  S  752. 

S  846,  878.  W  893,  B  932.  H  932,  966. 
Willow    to    Walnut   av..t289. 
indef..542. 

134th,    3a    av    to    Lincoln    av..tOS3. 

Lincoln   to    Alexander   av..F   00,    348. 
Alexander  to  Willis  av..B  04,   F  00. 
Willis     to    Brown     pi.. 313,     410,       1012, 

B   1023,   H   10(30. 
Brook   to  St  Ann's  av..W  156,  232,  235, 

W  245,  ,501.  E  510,  G  510,  540,   (621), 

(661),   H   (367. 
St    Ann's   to    Cypress    av..(385),    G   .390, 

738,  K  751.  L  751,  (836),  G  844.  968, 

L   1111. 
Cypress  to  Willow  av..500,  C  626.  608. 

831.  H  032.  A  1022.  B  1023,  R  1070. 

135th  Lincoln  to  Alexander  av..l,80,  C  199, 
M  287,  348.  T  357,  578,  H  5.89.  R  590, 
S  590,  H  706,   828,   t934,   1012,   1100, 
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F    1110,     G     11:0,     K     1111,    S    1112, 

W    1112. 
Alexander  to  Willis  av..232,  F*243. 
Willis    to    Brown    i)l..t24(i.    If)",    S    4G8, 

540,    G   ri41».    Tils,    S    752,    831,    A   843, 

(!I2(1). 
Brown   pi    to    Brook    av..28,    C   389,   878, 

L    i)81. 
Brook  to  St  Ann's  av..2.32,  H  244,  Z  240, 

348,  G  35(1,  K  35(!,  41!),  G  428,  M  429, 
R  429,  .578,  H  .589,  Z  ,59],  (HS,  922. 

■  St   Ann's   to   Cypress   av..l.'i5,   T   15G,    B 

243,   N  245,  27(1,  P  28S.  ■.W.).  I  3.50    L 
933,  901),  M  981,   10.50,   D   1110. 
Cypress     av     to     Southern      Boulevard.  . 

349,  78.'i,  P  790,  M   797. 

Southern  Boulevard  to  Wahiut  av.  .1240, 
t325,  783,  F  790,  (S.'tO),  (920),  909, 
tl025,   tl020. 

130th    St.    Rider    av    to    3d    av.  .27     .382     M 

.'590,   578,    (92(i). 
3d    to    Lincoln    av.  .922,     924      F    932 

(1000). 
Lincoln  to  Alexander  av..lS(i,   L  200,  S 

202,   313,    N   :i-S.i.    (423),   500. 
Alexander    to    WiHis    av.  .F    42,    419     J 

1024. 
Willis    to    Brown    pi.  .W    202,    t246     W 

709,    900,   D    1009,    G    1009,    M    1070,    S 

1112. 
Brown    pi    to    Brook    av.  .28,    C    389,    G 

027,   M  627. 
Brook    to    St    Ann's    av.  .348,    G    35G,    K 

350,  457,   S  .590,    (702),   tl025. 

St   Ann's   to   Cypress   av.  .27,   W  44,   77, 

C    95,    01.S,    S    028,    (i98,    783,    F    790, 

922,   K  933,  900,   L  981. 
Cypress     to     Southern      Boulevard.  .349, 

(401),  M  (i(!S,  1013.  K  1024,   (1000). 
Southern    Boulevard    to    Walnut    av.  .27 

B  41,   t20;{,    (237),   B   243,   .589,    (830)! 

(920).   1012,  K  1024. 

137th,  Lincoln  to  Alexander  av..P  590,  740. 
Alexander  to  Willis  av..135,   1.30,  D  151 

S  1.55,  540.  D  .549.  578,  S  591,  1050. 
Willis    to    Brown    pl..R    100,    ■►.341     419 

500,    (582),    (n8,    D    027,    057,    F    ('i(i7, 

738,    B    749,    C    7.50,    L    751,    D    1023, 

S    1025. 
Brown  pi  to  Brook  av..G  (527,  M  027. 
Brook   to   St   Ann's  .av.  .4.57. 
St  Ann's  to  Cypress  av..77,  A  94,  P  90 

C  28(j.  N  288.  t.511,  578,  S  590,  H  027, 

922,    S    1112. 
Cypress  to  Southern   Boul..34S,   1100. 
Southern  Boul   to  Walnut   av.. -1-203,  313, 

t710,  922,  L  933. 
Walnut   to   East   River.  .■|-203. 
east   of   East   River.. t302. 

iSSth,   3d    to    Willis    av..27,     Z   44,      1358 
O  429,  (1000),  P  1070,  R  1070. 
Willis   to    Brown   pi.. 232,    (237)     L   244 

0  390,  O  391,  578,  O  590,  057,  M  0(!7' 
D  708,  S  710,  V  710,  831,  B  843, 
H   844,   900,    H   980. 

Brown  pi  to  St  Ann's  av..N  43,  232 
H  244,  (423),  (504),  (.582),  T  029, 
R   710,    738,    730,    H    7.50.    N    751. 

St  Ann's  to  Cypress  av..I  42,  P  4.3,  77 
A  94,  C  95,  N  99,  419,  (401),  500,  540 
A  548,  T  550,  578,  A  020,  098,  831, 
922. 

Cypress  to  Southern  Boul.. 77,  348,  (351), 
1100. 

Southern  Boul  to  Walnut  av..27,  G  200, 
580,  t009,  098,  L  751,  D  891,  960. 

139th,  3d  to  Alexander  av..D  1009,  1100. 
Alexander  to  Willis  av..27,  B  95,  K  98, 

578,  G  (507. 
Willis  to  Brook  av..S  100,  0  390,  O  391, 

578,  S  590. 
Brook  to   St   Ann's   av..348,   S  391,   578, 

057,  C  (5(50,   S  008,  7.38,  784,  S  934. 
St  .Ann's  to  Cypress  av..783.  J  1111. 
Robhins     to    Southern     Boul..*1004. 

■  Southern  Boul  to  Walnut  av..27,  136. 

140th.   3d   to   Alexander   av..(143),    (423). 
Alexander    to    Willis     av...3S2,      H    390, 

*824. 
Willis    to    Brook.. O   390,     O   391,      500, 

1  510,  784,  S  798,  (883). 

St  Ann's  to  Cypress  av..27.  M  43,  R  44, 

140,  270,  D  280,  348,  N  .357,  457,  458,  . 

501),    018.   098,   G    709.   N    709,   R   710, 

M  845,  P  892.  S  1025. 
Robbins    to    Southern    Boul.  .'»1004. 
Southern    Boul     to    Walnut    av..27,    30, 

130.  618,  S  1025. 
Walnut    to    East    River.. .30. 
Indef..l3(5. 

141st,     Rider    to     Morris    av..9(50,     M    981, 

M  1024. 
Morris    to    Alexander    av..L    98,     (661), 

(509,    (703). 
Alexander    to    Willis    av..A    41,    T    430, 

T  .591,  700,  T  893. 
Willis  to   St  Ann's  av..O  .390,   O  391. 
St   Ann's    to    Beekman   av..(237),    R  324, 

R   1025. 
Beekman     to     Cypress     av..578,     B    588, 

(742),  9(56. 
Cypress     to     Robbins    av..l88,    M    429, 

579. 
Southern    Boul     to     Locust    av..27,    30, 

348,   S   357,    -r8!)l,   96(5. 
east   o£  Locust.  .1894. 


142d,   College  to  3d  av..419,   D  428,   B  932, 

900,    M   981. 
Alexander     to     Willis      av..(192),       018, 

H  980. 
Willis    to    Brook    av..27,    S    44,    O    390, 

O  391,  419,  B  06(i,  G  1009. 
Brook   to  St   Ann's  av..W  357,    W   1112. 
St  Ann's   to  Robbins  av..502. 

143d,    144th    to    Morris    a.v..j2&0. 

Alexander  to  Willis  av..77,  L  98,   186. 
Willis    to    Brook    av..313,  .B    588,    018, 
E  027,   M  701). 

144th     (see    also    St    Joseph's    st).     Molt    to 
Spencer    pi. .457,    1101. 
143d    to   Morris   av..77,    Z    101. 
3d  to   Willis  av..27,  K  42,   K  43,   (.5,82). 
Willis  to  Brook  av..(32),  77,  M  98,  136, 
G   2(H:>,  276,   831. 

145lh,  Willis  to   Brook  av..G  97,  tl02,   1!)0, 
018,    G    027,    657,      738,     878,       1050, 
A    100.S,    K    1(109. 
Brook  to  St   Ann's  av..77,  S  100,  K  287, 
B  3.55,  G  750,  1013,  B  1023,  N  1024. 

14(ith,   River  av   to   Walton  av..924. 
Walton    to    Park    av..834. 
Park    to    Morris    av..2.32,    S    245,    784, 

W  799,  -f847,  P  892. 
Morris   to  College  av..t5]l,   784,   E   790. 
College  to  3d  av.  .579.  M  590.  784,   -fSOl. 
3d   to   Willis   av..R  288,    (317),   t.'592. 
Willis  to  Brook  av..27,  232,  313,  W  324, 

S  357,  S  5.50,  G  (i07,  P  751,  784,  L  797, 

T   798. 
Brook   to   St   Ann's   av..27,    R  44,    (423), 

.500,   501,    L   510,    784,    H    790. 
indet..27,  656,  697. 

147th   (see  also  Dater  st),   Willis  to   Bergen 

av..M  1070. 
Bergen    to    Brook    av..77,     (86),    W    101, 

1:58,  t358,   R  511,  098,  7;58. 
Brook    to    St    Ann's    av..28,    W   44,   2.32, 

B   243,   S   245. 
Southern    Boul    to    Timpson    pi.. 908. 
indef..l3(!,  140. 

118th,    Park    av   to    Morris    av.  .27(i,   .'!82,    D 

389,     (4'J3),    .501,    K    510.    922,    B    9.'i2, 

D  9.';2,  906,    (971). 
Morris  to  College  av..B   151,  2.'}2,  B  243, 

(504),    N    668. 
College  to  Courtlandt  av..M  43,  77.  276, 

419,   L  429,  .540. 
Courtlandt    to    3d    av..l80,    F    2(XI,    2T(!, 

O  323,   057,   S  0li8. 
Bergen    to    Brook   av..t3.58,   M   028,   098, 

(742),   K  892,   -i-1071. 
Brook    to    St    Ann's    av..G    244,    C    ,322, 

382,    G   390.    419,    G   429,   .501,    G   510, 

018,  657,   N  608,  784,   M  1024,   10.50. 

149th,   Harlem   River   to    Gerard   av..28. 
Gerard    to    Mott    av..l8(5,    M    201,    (519, 

834. 
Park   to    Morris   av.,313,   V   .391. 
Morris     to     Courtlandt     av..B    94.     13(5, 

N    154,    V    391,     (401),    (789),    F    891. 

10.50,    1100,   Q    1112. 
Courtlandt  av  to  3d  av..28.  K  42,  K  43, 

232,    419,    W   430,    0.58,   K   607. 
3d  av  to  Bergen  av..(280),  (504),  C  980. 
Bergen   to    Brook   av..(317),   G   790. 
Brook  to  St  Ann's  av..B   199,  B  4(50. 
Eagle   to    Trinity   av..922,    B   932.    ]0.5(;. 
Robbins    to   Concord   av..28,    B   41,   .502, 

B  509,  057,  834. 
Concord   to   Wales  av..233,   S   245. 
Beach   to   Union  av..881. 
Southern  Boul   to  Austin   pi.. 878. 

1.50th    (sec    also    Fox    st).    Harlem    River    to 

Cromwell  av.  .28. 
Walton  av  to  Mott  av..77.  878.  S  892. 
Mott   to   Park  av..*124.   135,  277. 
Park    to    Morris    av..M    43,     (80),     130, 

Z    150.    (192).   232,    (237),   313,   L  323, 

A   .509,   057,    M   (508,   098,    1753,    (830). 
Morris   to   Courtlandt   av..28,    29,    B   41, 

D   42,    180,    M    201,    -f325,   348,    I   3.56, 

L   4(i7,    501,    502,    A   .509,    .540,    L   892, 

B   1110. 
Courtlandt  av  to  Melrose  av..29,  A41. 
3d  to   St  Ann's  a  v.  .77,   140,   M  201,  270, 

F  287,   M  288,   313,   D   322. 
Robbins  to  Concord  avs..B  708. 
Wales    to    Union    av..S    324,    421,    459, 

C  406,   659,  t983,   1012,   D   1023,   10,58. 
Union    to    Bron.x    River.. D    96,    542. 

151st,  (see  also  Beck  st).  Park  to  Morris 
av..t45,  77,  (80),  (461),  (601),  F  000, 
B   795,    (.836). 

Morris  to  Courtlandt  av..28,  A  41,  130, 
M  154,  R  288,  t358,  540,  G  549,  S  5.50, 
098,  738,  L  751,  (789),  831,  879, 
C  891,   M  933,   tl026,   1056. 

Courtlandt  to  Melrose  av..t45,  t24G, 
B   749. 

Melrose  to  3d  av..28,  M  43,   (317). 

Robbins    to    Wales    av..l30,    0.59,    *690. 

Wales    to    Union    av..M    1024,    R    1024. 

Union   to   Bronx   River.. G   200,   059. 

152d   (see  also  Kelly  st).  Park  to  Morris  av 
..313,  M  323,  1100,  M  1111,  R  1112. 
Morris     to    Courtlandt     av.  .77,     R     100, 
G  200,  S  245,  G  428,  .542,   B  549,  579, 
G   751),   879,   B  890,    10.58,   B   1110. 


Courtlandt    to    Melrose    av..501,    L    510 

1012,  H  1024. 
Melrose    av    to    Robbins    av..(32),    130, 

H   152,   G  510,   578,   K   844, 
Robbins    av    to    Wales     av..382,       418, 

R  429,  501,   (.501),  B.  509,  W  511,  906, 

F  980,  N  981. 
Wales  to  Union  av..909,  W  1112. 

•152d..739,   W  752, 

1.53d,    Sheridan    to    Morris    av..t45,    B    94 
139,    N   154,    1203,    N   028. 
Morris    av    to    Courtlandt    av.  .28,    G   42, 

M   43,   130,   S   1.55,   578,   900. 
Courtlandt   av   to   Melrose  av.,29,   K  42, 
Z  202,  348,  Z  391,  Z  4(58,   578,  H  589, 
G   790,   831,   G  1023,   G   1009. 
Melrose    to    3d    av..l87,    G    200,    t289, 
G  549,   S  0(;8,  922. 

154th,  Park  av  to  Morris  av..29,  S  44,  tl02 

(742),    (1015). 
Morris  av  to  Courtlandt  av..l3(«,  K  1,53, 

419,   O  5911,    (8,S3),   R   1070. 
Courtlandt  av  to  Melrose  av..l87,  L  201, 

S  1025,    (1000),  L  1070,  S  1071. 
Melrose  to  Elton  av..77,  L  98,  540,  541, 

781,   S  798. 

155th.   Park  to  Courtlandt  av..B  94.   L  200 

H  844,   908,  L  981,   •1018. 
Courtlandt    to    Melrose    av..77,    R    100, 

457,   D  406,   H  407,  922,   1012,  S   102.5. 
Melrose    to    3d    av..F   42,    J   98     F    152 

F  200,  313,  G  3-23,  F  589. 
Westchester   to   Beach   av..M   99,    (742), 

1934. 

1.56th,  Park  to  Courtlandt  av..M  99,  L  2110, 

834,  9(58,   L  981. 
Courtlandt    av     to     Melrose    av..S    5.j(X 

(001),    (742),    S    1112. 
Melrose  to   Elton  av..(192),   S   1112. 
3d   to    Brook   av..(544).    M   590. 
St  Ann's   to   Eagle  av..099,   739. 
Eagle   to   Cauldwell   av..t325. 
Cauldwell    h)    .lackson    av..l39,    W    150, 

1.88.  M  201,  Olil,  L  027. 
Jackson    to   Westchester  av.  .382,   K  390, 

7(H),   K   709,   .831,   924,    H   980. 
Beach  av  to -Union  av..28,  S  44,  C  509, 

657,   7;5.S,  W  7.52,  922. 
Union    to    Prospect   av..M   98,    *449,   ,580, 

M   008,    F   1110,   L   1111,   S    1112. 
Prospect   to   Leggett  av..82,    (80),   F  97, 

(7,89). 
Leggett  to  Kelly.. M  98,  •824,  .879,  S  893, 

•950. 
Kelly     to    Whitlock    av..S    100,    Y    156, 

B  199,  B  2,S6,  L  3.56,  784,  Y  840,  S  982, 

J  1111,  S  1112. 
Whitlock   to   Garrison   av..l013. 

1.57th,    Park    to    Courtlandt    av.  .t289,    313, 

B  322,   .541,    (883). 
Melrose    to    Elton     av..29,     H    42,     (598, 

(742). 
Elton  to   Brook  av..(742). 
Brook    to    St    Ann's    a  v.  .28,    908,    H   980, 

L  981,   F   1023,  L   1070. 

1.58th,   Morris   to   Park   av.  .B  020,   658. 
Park  to  Courtlandt  av..H  2,87. 
Courtlandt     to    Melrose       av..80,       579, 

P   590. 
Melrose  to  Elton  av..H  200,  H  1111. 
Elton   to   Brook   av..G   1110,   G   1111. 
Brook  to  Eagle  av..E  42,  G  42,  W  324, 

829,    C   837,    (971),   L   981. 
CauldwLll   to   Trinity   av..232,    784,   880, 

1013. 
Jackson  to  Forest  av...501,   (,501),  L  510, 

.541,    K    .549. 
Forest   to   Tinton  av.  .N  288,   S   324. 
Tinton    to    Westchester    av..D    41,    187, 

'■.5(59.  018,  (5.59,  L  007,  700,  M  709. 

159th.    Park    to    Courtlandt     av..29   .    '2.33, 

S  (528. 
Courtlandt  to  Melrose  av..M  98,   T   101, 

232,  270,-  S  288,  M  429,  M  892,  T  893. 
Melrose  to  Elton  av..314,  L  323,  M  797, 

L  892. 
R'tcn  te  3.!  av..(1921 
Brook    to    St   Ann's    av..A   02(5. 
St   Ann's   to   Bronx   River.  .278,  P  751. 

100th.   Park   to   Courtlandt  av..    B  4(50,  5111. 
Courtlandt    to    Melrose    av..R   590,    698, 

R   710. 
Melrose    to    Elton.  .S    202. 
Cauldwell    io    Jackson    av..232.    B    243, 

619    J^  02;. 
Jackson    to    Tinton     av..579,       A    1022, 

D  1023,  G  10-4,  1057,  *1002,  1101. 
Tinton     to     Westchester    av..83.    G    97, 

J  98,   N  0(58,   787,   G  801,   (1000). 

IGlst,  Summit  av  to  Cromwell  av..E  286. 
Walton   to   Sheridan   av...348,   922. 
Morris   to    Park   av..457. 
Courtlandt    to    Melrose   av..P  43,    P  245, 

276,  W  288,  657,   P  .845,   1012. 
Melrose   to   Elton   av..28,   M   3,56,    (544), 

099, 
St  Ann's  to  Eagle  av..278. 
Cauldwell     to     Trinity    av..l30,     H     152, 

7.39,    B   749,    785,    F   796,    S   934,    908, 

H  980. 
Trinity  to  .lackson  av..F  42,  P  99.  232, 

F   750. 


NP'"''^. — Wii'tn  In  douDt  s'.B  to  the  meaning  of  the  Blgns  used,  consult  the  key  on  page  8. 
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Jackson  to  Forest  av..A  lyO,  A  199, 
H  2011,  C  G2G,  P  028,  099,  K  933, 
A   1022.  ,  o  -,-,. 

Forest  to  Tinton  av..(143),  S  lob, 
S  S93,  S  934.  1012.         ^_ 

Tinton  to  Prospect  av..i(,  S  100.  3o_, 
S  391,    B  400,  019.  C  020,  t983. 

indet..ll01. 

I(j2d    Ogden  to  Anderson  av..M  43.  84.  t325, 

J  980,  H  1111. 
Sherman  to  Grant  av..|(10. 
Morris  to   Parli  av..t203. 
Courtlai.dt    to    Melrose   av..232.       _ 
Melrose  to  Elton  av..77,  Z   101,    «V   2»», 

313,   M  323,  W  550,   098.   1012 
Brook     to    Westchester    av..F    90,    23_. 

348    F  350,   O   390,   *051,   057,   F  00 1, 

M  067,  684,  1100. 

103a  Ogden  av  to  Concourse.  .382,  W  391, 
A  749,  W  893. 

Morris  to  Teller  av..349,   B  3oo. 

Courtlandt  to  Melrose  av..T10^,  131). 
457  F  460,  L  667,  L  844,  L  845, 
D   1069.  _„      ^^,.-,      „ 

Washington     to     3d     av.  .O/x,     101-,     u 

1023. 
3d  to  Eagle  av..t4i),  t246.    - 
Cauldwell    to    Trinity      av..28,     D     l.U, 

(237). 
Jackson   to   Forest   av..C57,   960,   F  980, 

1012. 
Tinton'to  Prospect  av..S  1.5.5,  187   F  200, 

G  607,   738,   B  749.   900,   M  981.   1100. 
Prospect  to  Stebbins  av..348,  G  i>49. 

104th.  Summit  av  to  Ogden  ay.. 235.  C  243. 

J   067.    C   750.    H   750,   A   932,    C   932. 

H  980,    1058,   C   1069.  ^ 

Ogden  to  Woodycrest  av..W_240 
Woodycrest   to   Jerome   av..i.i8,   lOoi. 
Jerome   to  Cromwell  av..R   982. 
Concourse    to    Sheridan    av..R    201,    34S, 

382,   D  389,  1430,  922. 
Sheridan  to  Sherman  av..382,  D  <>^- 
Sherman   to    Grant   av..420     B   428. 
Grant  av   to   Morris  av..349,   B  "i'^-'-    , 
Morris   to   College   av..349,   B  3oo.   •S_4, 

Brook  to  Washington   av..(317),  D  322, 

348.  W  357.  (703).  738,  (789),  F  i9h. 
C   843 

Washington  to  Boston  rd..(280),  H  323, 

t)59. 
Boston   rd   to   Trinity   av..232. 
Trinity    av    to    Stebbins    av..419.    Si!'. 

922,  F  932,  1050,   10.58. 

165th.   Sedgwick  av  to  Summit  av..700. 
Anderson    to   Cromwell   av..R   98-. 
Gerard    to   Walton   av..D   95. 
Walton    to    Concourse.. 84,    D   350.^ 
Concourse  to  Sheridan  av..R  201.    t4.i0. 
Grant    to    Morris    av..«15,    W    101.    138, 

188,  234,  740,  B  749,  833,  Y  8f>3 
Morris  to  College  av..A  243.  A  588. 
College  to   Findlay  av..A  588. 
Park  to  Washington  av..382,  S  628,  698. 

Washington    to   3d    av..(742)     fSO-l- 
Boston  rd  to  Cauldwell  a  v.  .1050.  T  lOil. 
Cauldwell  to  Trinity  av..l36,  419,  S  429, 

879,   H   891. 
Trinity  to   Jackson   av..28.   C   7:jO. 
Jackson  to  Forest  av..E  42.  130,  F  080. 
Forest   to   Tinton  av..77,   S    100,   T   101, 

135,    348. 
Tinton  to  Union  av..M   i09. 
Union  to   Prospect  av..t551.    COl.")). 
Prospect  to  Stebbins  av..77,  S  100,  382, 

501.  784.  C  795,  C  790,   K  797. 
Stebbins    to    Rogers    pl..L    390,     (423), 

L  429. 
Rogers  pi   to  Intervale  av..l39. 
Intervale    av    to    Kelly.. B    389,    B    588, 

B   10'^3 
Kelly    'to    Tiffany.. L    201,      382,      1050, 

Tiffany  to  Westchester  av..419,  W  430. 
K  510. 

ItjOth,  Nelson  to  Woodycrest  av..740,  A  749, 

Grant   to   Morris  av..*15,   138,  234,   740, 

B  749.  833.  Y  893. 
Morris  to  College  av..O  390.  908,  O  982. 
Findlay   to   Teller    av..*411,   4.58. 
Park    to    Washington    av..278.    924. 
Washington   to  3d  av..(32),    (883). 
3q  to  Fulton  av..29. 
Franklin  to   Boston   rd..967,   H  980. 
Boston  rd  to   Trinity  av..H   429. 
Jackson  to  Forest  av..234.  B  243.   (926). 
Tinton  to  Prospect  av..541,  M  5,50,  (j98. 

(020),    (1103). 

107th.   Harlem  River   to  Sedgwick  av..ll02. 
Sedgwick  to  Lawrence  av..ll02. 
Ogden  to  Nelson  av..(8S3). 
Shakespeare    to   Jerome    av..232. 
Jerome  to  Cromwell  av..l36,  F  152,  232, 

657. 
Cromwell    to    River     av..057,       H    60(, 

J  667. 
River  to   Gerard   av.  .542,   M  5.50,   579. 
Findlay    to    Teller    av..*411,    458. 
Park   to   Washington   av..l012,   N   1024, 

tlll2. 
Washington  to  3d  av..84,  140,  232,  276, 

E   322,   419,    M  429,   457,   659,   A   6(W, 

A  749,  906. 
Franklin   to    Boston    rd..M    288. 


Boston    rd    to    Stebbins    av..78G.    1013, 

A    1068,   M    107O,    N    1070. 
Stebbins    to    Intervale     av..8.3,      N    99, 

N    1070. 
Intervale    to    Kelly.. t934,    10.56. 
Kelly   to   Tiffany.. 183,   276,   S   288,   382, 

B  932. 
Tiffany  to  Fox..G  97,   1012. 
Fo.x  to  Southern  Boul..(32),   1.36,  C  151. 

578.    (.5.82). 
Southern    Boul    to    West    Farms   rd..906. 
West     Farms    rd     to     Westchester    av.. 

881. 

16Sth.    Ogden    to    Nelson    av..tl02.    A    813. 
Nelson    to    Shakespeare    av..82,    Y    101, 

502. 
Webster   to    Brook    a  v.  .578,    H   589. 
Brook   to   Park  av..l87,   738.  _B  749. 
Washington    to    3d    av..M    287. 
3d   to    Fulton   av..27(>. 
Franklin  to  Boston  rd..S  155. 
Boston  rd  to  Forest  av..l3S.  6'.)8.  R  710. 
Forest    to    Tinton    av.  .348. 
Tinton    to    Prospect    av..77,    D   96.    235, 

27(!.  278.   420.   S  429,  881,   922. 
109th.    Nelson    av    to    Boscobel    av..M    43, 

S  24.5,  382. 
Gerard    to    Walton   av..l.87.   S    202. 
College   to   Findlay  av..T  44.   740.    1012. 

1013,   A   1022.   1100,   S   1112. 
Teller  to   Clay  av..T  799. 
Clay    to    Webster    av..4.58,    541,      699, 

G  700. 
Park   to  Washington  av..B   151,  B  1110. 
Washington     to    3d    av..F    280,     (317), 

W  84(i,   969,   D   980,   F   1069,   H   1069. 
3d   to   Fulton   av..C   .588. 
Franklin    to    Boston    rd..578. 
Boston  rd  to  Tinton  av..;')49.  419,  W  430. 
Tinton   av   to   Union   av...384. 
Union   to   Prospect   av..419,   .541,   G   844, 

1012. 
Prospect  to  Stebbins  av..B  800,  R  1079. 
Stebbins    to    Intervale    av..70. 
Tiffany   to    Fo.'i..70,   H   97,   C   389,    'OlS, 

620,   738,   H  7.50,  831. 
Fox   to  Simpson.. M  99,    187,  313,   (742). 

170th..  Ogden  to  Nelson  av..*.533,  700.  P  709. 
Nelson   av  to   Shakespeare  av..S  752. 
Cromwell    to    Inwood    av..786. 
Inwood    to    Jerome    av..V    668,    t799. 
College  to  Findlay  av..l87. 
Teller   to   Clay   av..29.    A   41.   tl02. 
Brook    to    Park    av..  10.56,    D_  1069.  ^    _ 
Park  to  Washington  av..77.   784.  H  796. 
3d    to    Fulton   av..277.   278,    (280). 
Fulton    to    Franklin    av..232. 
Franklin    to    Clinton    av.  .618,    G    (>27. 
Crotona   to    Boston    rd._^K   751. 
Prospect   to   Bristow.  .77. 
Stebbins  to  Boston  rd..F  97,  135,  W  156. 
indet..ll01. 

•170th.. 29,    77.    N    99,    136,    F    1.52.    K   153, 

190,   P  201.   V  202,  fe4. 
171st.    Webster    to    Brook    av..t551. 
Brook   to   Park   av..(237).   L  244. 
Park  to  Washington  av..28.  B  41,  F  42, 

77,  D  95. 
Washington  to  3d  av..276,  T  288,  D  1110, 

L    1111. 
3d   to    Crotona    Pk    W..578,   960. 
•171st.. 30,   420,    D   428,    1(156.    D    10^^0. 

172d.    Inwood   av   to   Jerome   av..28. 

Bathgate   av   to   3d   av.  .459.    B   549. 

Southern  Boul  to  Hoe  av..020. 

Hoe    to    Vyse    av..l87,     8.34  ,    B    1068, 

N  1070. 
Vyse  av   to   Bryant.. S  1112. 
Bryant   to   Boone   av..4.57. 
•17-'d..28    29.   B  41,   136.   B  150,  27(5,  313, 

K  323    419.   H  429.   t4.30.  4.57.   B  4(i6, 

.501    579.  G  589.  t753,  831.  8.33,  H  844. 

S  845,  G  980. 

173d,    Morris    to    Eastburn    av.  .383,    S   .391, 

Eastburn  to  Weeks  av..658,  785,  F  796. 

Weeks   to    Monroe   av.^82,   G  980. 

Topping   to  Clay  av.  .834. 

Clay    to    Anthony    av..l012. 

Anthony  to  Webster  av..787. 

Webster  to   Park  av..28,   F  42. 

Park   to    Washington   av.. ♦•>.■!,    276,    0.57, 
698.    D    7.50.    t983.    (1015). 

Washington    to    Bathgate    av..l87.    967. 

Bathgate  to  3d  av..C   1069. 

3d  to  Fulton  av..M  751. 
*173d..28.  136,  270,  S  288,  1289.  313.  O  323. 
348.  B  355.  419,  420,  M  429,  457, 
D  40(i,  H  407,  S  511,  .578,  t629,  6.57, 
R  0(;8.  t801,  t847.  879.  K  892.  tS94, 
968,  K  981,   1012,  11071. 

174th,    Townsend    to    Walton    av..738. 
Walton  to  Concourse.  .741. 
Eastburn   to  Weeks   av..881. 
Anthony    to    Webster    av..313,     S    .324, 

P   028,    787. 
Park    to    Washington   av..(582). 
Washington       to      Bathgate      av..(.351), 

B   428. 
Bathgate    to   3d   av..C   355.   421,   L  429, 

C   1068. 
•174th.. 28,  77.  78,  S  1.55,  187.  T  202,  S  245, 

C  322,  382,   C  389,   S  391,   t4.30,  457, 

1056,   M   1070. 

175th.  Eastburn  av  to  Weeks  av..458,  C  466. 
Carter  to  Webster   av...30. 
Webster    to    Park     av..l36,     784,     966, 


C   979. 
Park    to    Washington    av..28.    78,    (86). 

C  9.5.    136. 
3d  to   Fulton   av..L  467,   L  1070. 
Belmont  to  Crotona  av..313,  457,  B  46(j. 
Crotona  to  Clinton  av..S  798. 
Clinton  to   Prospect   av..738,   T  752. 
Prospect  to  Marmion  av..H  429.  G  1069. 
Marmion   to   Crotona    Pk    N..J   42. 
Crotona   Pk   N    to   Trafalgar   pl..W   934. 
•175th.. 77.   78.    136.   V   1.56.   M   244.   M  24.5, 

313,  348,  419,  D  428,  .580,   O  590,  966. 

176th,    Townsend    to    Walton    av..28,    580, 

t.S94. 
Walton  to  Morris  av..878,  S  893,  S  934. 
Clay   to   Anthony   av...50],   .541. 
Anthony  to  Tremont  av..N  981. 
Carter   to   Webster   av..542,   A   548. 
Webster  to   Park  av..78,   L  98. 
Washington  to  Bathgate  av..R  628,  7.39. 
Arthur    av    to    Crotona      av..l.S7,       314 

T  .3.57,  *(\m.  619,  787,  11(10. 
Crotona  to  Clinton  av..M  067. 
Prospect    to    Marmion    av..618,    M    751, 

960,    W   983. 
Marmion  to  Vineyard  pi.. 419,  P  429. 
Vineyard  pi  to  Trafalgar  pi.. .382,  K  3!)0. 
Daly   to   Boston   rd..P   1024. 
Boston    rd    to     Bryant. .  (237),       F    244, 

S    1112. 
Bryant    to    Longfellow.  .78,      457,     018, 

S  028.   784.  L  797.  W  799. 
Longfellow    to    West    Farms    rd..M   407. 
*170th..232.   382,   4.57,    T   408,   501. 
177th    (see   also    Tremont   av),    Sedgwick   to 

Andrews  av..tl.57. 
Jerome    to    Walton    av..N    43. 
Walton    to    Morris    av..S    1.55,    R    590, 

10.5ti,  1057,  B  1008. 
Morris    to    Concourse.  .187,    Y   202,    578, 

M  590,  879. 
•177th.. 29,  81,  P  99,  138,  tl57,  457.  F  466, 

502,  t512,  t.591,  657.  D  750,  831,  t894, 

967,  F  980,  G  1110,  O  1111. 

178th,   Webster  to  Park  av..28,   M  43,  502, 

S   511. 
Park    to    Washington    av..T    430,    .501, 

P  751,  A  890,  E  891,  V  893. 
.3d  to  Monterey  av..L  933. 
Monterey   to   Lafontaine   av..t246,   t430, 

L  751,   S  752.   , 
Arthur  to  Crotona  av.  .tl02,  F  280,  383, 

879,   A  890,  923,   1057. 
Crotona  to  Prospect  av..232. 
Prospect  to  Marmion  av..N  357. 
Marmion  to  Southern  Boul.. •0,3. 
Slohegan   to   Honeywell  av..^l24,   P  324 
Daly   to   Vyse   av..8S0,   T  982. 
Vyse    to    Boston    rd..l.36. 
•17.8th.. 78,    F    97,    tl57,    187,    D    199     4.57 

B  40(;,   H  467,  P  550.  018. 

179th,    Walton    to    Morris    av..N    43       188 

t358,  458,   J  467> 
Morris    to    Creston    av..t3.58,    382     383 

T   .391,   457.   4.58.    T   511,   542.   J  549' 

J  0(>7,   907,   J    1069. 
Creston  to  Anthony  av..78.  T  101     +408 

57s,   T  .591,  908.  •   ■        . 

Valentine   to   Webster   av..S  798. 
Webster   to   Park  av..968. 
Park  to  Washington  av..P  43,  82    G  97 

C    1009. 
Washington  to  Bathgate  av..541. 
3d  to  Monterey  av..t247,   N  981,   tl02G. 
Monterey   to   Lafontaine   av..S    1109. 
Lafontaine    to    Arthur    av..967,    M    981. 
Arthur    to    Hughes    av..M    287. 
Hughes   to   Belmont   av..785. 
Belmont   to   Crotona   av..D   286    D   C''7 

•090. 
Crotona    to    Clinton    av..l.36,    340,    657 

739,   J  750. 
Clinton   to   Prospect   av..313,    +430    657 

G  6(i7.   879,   F   891. 
Mapes   to   Marmion   av..2,32,   313. 
Crotona   Parkway   to   Mohegan   av..78. 
Mohegan    to    Honeywell    av..29,    M    43 

B    406. 
Honeywell   to   Daly  av..L  .390. 
Vyse   to   Bryant.. W  5.50,    t753. 
Bryant  to  Boston  rd...348,  P  357    tlll2 
*179th..78,    F    96,    1,87,    t.591,    t710     t894 

1983,    1012,    C    1068. 

l.SOth,   Sedgwick   to  Aqueduct  av..879,   1058. 
Anthony  to  Ryer  av..79,  G  97,  T  ()68. 
Valentine    to    Tiebout    av..2S. 
Tiebout  to  Webster  av..D  1023. 
Webster    to    Park   av..2S,    K   98,    S    100. 

K   287.   457,   657,   S  668,   831,   F  844, 

1012,  K   1111. 
Park  to  Washington  av..F  42,  t629. 
3d   to   Monterey  av..t247.   tl02(). 
Lafontaine   to   Arthur  av..78.   B   94. 
Arthur    to    Hughes.  .t3.58. 
Crotona    to    Clinton    av..M    2,87.    M    667. 

923.  A  9,32.  1057.  P  1070.  1101,  D  1110, 

S   1112. 
Clinton  to  Prospect  av..l3S,  184,  D  286, 

D  932,   S  982. 
Mapes    to    Southern    Boul.. 130,    H    152. 

S  .357. 
Southern  Boul  to  Mohegan  av..W  846. 
Mohegan    to    Honeywell    av..V    846. 
Daly  to  Vyse.. 233,  F  244. 

181st,  Sedgwick  to  Loring  pl..E  027. 
Harrison  to  Grand  av..M  (!07. 
Jerome    to   Walton   av..^l24.    784,    1102. 


NOTE,— When  In  doubt  as  to  the  meanlne  of  the  signs  u»ed.    consult  the  key. 
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191st.   Bathgate   to   Hoffman.  .578,   R  590. 
Hoffman    to    Hughes.  .(J18,    9(>0. 
indef..llOO. 
192d.   Aqueduct   to  Grand  av..T  101.  T  591. 
Grand    to     Davidson      av..t847,       1057, 

T  1071. 
Concourse    to   Valentine   av..W   .591. 
19.3d,    Decatur   to   Webster   av..t289. 
191th,    Marion    to    Webster    av..78,    M    201, 

R    1112. 
195th,  Marion  av  to  Decatur  av..F  (12.7, 

Decatur    to    Webster    av..D    844. 
19(ith,  Jerome  av  to   Morris   av..(i.58,   S  (!()8. 
Morris   to   Creston   av..4.5,S,   R  407,   880. 
Valentine   to   Briggs   av..l012. 
Briggs   to    Bainbridge   av..Q  028. 
197th,   west  ot  Bainbridge,  ,922,  T  934,  9G7, 
1057,    S    1071. 
Bainbridge    av    to    Pond    pi..  187,    G    007, 

A    708,    1100. 
Marion    av    to    Decatur   av,,315,    K   323, 
B  979. 
19Sth,  Jerome  to  Creston  av,.419.  457,  578, 
H  589,   879,   S  893. 
Creston    to    Concourse,,?    510,    M    845, 

922. 
Concourse   to   Valentine   av..G20, 
Valentine    to    Briggs    av..S    44,    S    202, 

057,  907,  V  982,  t983. 
Briggs    to    Bainbridge    av..tl57. 
Bainbridge  av  to  Pond  pl..E  891. 
Pond  pi  to  Marion  av..923. 
Decatur      to     Webster     av.  .t3.58,      579, 
A   588,    t710,    (1103). 
199th,   Jerome   av   to   Concourse.  .78,   G   390. 
Decatur    to    Webster     av..739,      P    798, 
P   892. 
2(Xlth  (see  also  Southern  Boul),  Concourse  to 
Valentine  av..278. 
Briggs    to    Bainbridge    av..l87,    T    1025. 
Bainbridge   to   Perry   av,.B   1023. 
Decatur    av    to    Webster    av.,29,    S    44, 
187,   (317),  K  323,  880. 
201st,     Concourse     to    Valentine     av..t392, 
S  590. 
Valentine    to     Briggs     av..419,     K    429, 

t591. 
Briggs    to    Bainbridge    av..457. 
Bainbridge  to  Perry  av..tl02,  .501,  S  511, 
541,    B   549,   578,   579,    B   588,    H    589, 
B  020. 
Perry  to  Marion  av..t203, 
202d,  Concourse  to  Briggs  av..28,  M  43,  78, 
H  97,  T  1025. 
east  of  Webster.  .348,  H  350,  384,  S  391, 
t4()8,  tC29,  657,  C  750,  1057,  S  1071, 
indef.  .E   5(X». 
203d.  Concourse  to  Valentine  av.  .t203. ^ 
Valentine    to    Mosholu    Parkway.  .315,    M 
323. 
*203d..233. 
204th,  Villa  to  Concourse.. G  200. 

Valentine     to     Mosholu     Parkway,  .(351), 
1799. 
»204th..(742). 

205th,  Jerome  av  to  Villa  av..t408. 
Villa  to  Concourse.. B  95,  fStJS,  907. 
Concourse    to    Mosholu    Parkway.. B    94, 
K  98,  K  153,  233,  270,  S  288,  348,  M 
350,  t591,   ♦775. 
Woodlawn   rd   to   Perry  av..967,   O  982, 
1101. 
*205th,  134,  135,  136,  B  151,  H  1.53,  J  1.53, 

W  150,   233,   K  244,   W  24(!. 
200th,     St     Geoi^e's     Crescent     to     Mosholu 
Parkway.. D  280,  784,  D  KXi'.t. 
Woodlawn  rd  to  Perry   av..R  201,   t-131, 

t847,   907. 
indef..  1430. 
207th,    Woodlawn    rd    to    Perry    av..l87,.   M 
510,  H  549,  739,  K  1024. 
Perry  to  Hull  av..M  429,  541,  1101. 
Decatur  av   to   Webster   av..78. 
208th,  Jerome  av  to  Steuben  av..70,  77,  78, 
80,   C  95,   D  90,   F  96,   P  99,   R  100,  T 
101.  784,  G  790. 
210th,   20Sth   to  Steuben  av..70,   78,  80,  82, 
83,   B  94,   B  95,   D  96,   E  96,   F  90,   L 
98,   P   99,    S    100,   W    101. 
Steuben   to   Rochambeau   av..76,    78,   83, 

L  98. 
Wayne   to  Webster  av..*652,  879, 
Station  pi  to   Bron.x  River,. jSOl. 
*211th..S  982. 
*212th..78,  t«i9- 
213th,  Jerome  av  to  De  Kalb  av..315,  S  324. 

De    Kalb    to   Woodlawn    rd..l014. 
*213th..2S,  313.  382.  M  467,  P  407,  M  550, 

739,  B  749.  831,  t847,  1100. 
*214th..tl02,    313,    348,    t3.58,    t431,    457, 
t4(!8,    1591,    (001),    1847,   922,    D   932, 
1012.  (1015),  tl071. 
♦215th.. 28,  78,  P  99,  136,  t325,  348,  H  3.56, 
384,    419,    t512,   057,   698,    t710,    784, 
834,   922,   C  970.   tl026. 
♦216th.. 78,    190,    K   200.    276.    315,    B   322, 
349,    501,    618,    698,    739,    (789),    831, 
834,   O  845,  879,  H  891,  967,  909,  W 
982,   M   1070. 
*217th..t45,   G   97,   136,   R  154,   276,   t289, 
313,   W  357,   457,   K  407,   L  467,   618, 
C  750.   831,   879,   1012,   B   1023, 
♦218th.. D  42,   M   154,   W   156,   313,   W  324, 
,501,   P  510,   C  750,   879,   B  890,   923, 
tl026, 
♦219th.. 84,    H   97,    M   245,   G   323,    H   323, 
t512,  620,  P  628,  M  668,  P  710,  969, 
W  982,  G  1069,  1100. 
♦220th.. W   44,    78,    84,    D    95.    F    244,    457, 
t408,  501,  .503,  657.  S  668,  698,  H  709, 
1710,  783,  831,   tS9^. 

NOTm.— When  in  doubt  as  ti  the  meaning  of  the  signs  used,  consult  the  key  on  page  3. 


Walton   to   Morris   av..ll02,    S   1112. 

Webster  to  Park  av,.t240. 

Park  to  Washington  av..K  153. 

Bathgate   to  3d  av..M  981. 

Arthur  to   Hughes  av..234,  740,   W  752, 

1012. 
Hughes   to   Belmont   av..78,   T  511,   699. 
Crotona  to  Prospect  av.  .138,  184,  L  244, 

1057. 
Honeywell  to  Daly  av..P  ,324,  880,  P  892, 
Daly   to   Vyse  av..233,   F  244. 
Vyse  to  Bryant.  .L  153,  233,  F  244,  S  068, 

C  750,   B  795. 
Bryant    to   Boston    rd..L   892, 

182d.   Grand  to   Davidson   av..L  (j67. 

Concourse   to   Ryer   av..83,   S  100,   *S70. 

Webster  to   Park  av..698. 

Park      to     Washington      av..28,      1100, 

M   1111. 
Washington  to  Bathgate  av,.187,  H  200, 

457,  H  406,  H  4(;7,  P  467,  618,  H  627, 

784. 
Bathgate    to    3d    av..tl57,    270,    D    280, 

315,   F  322,   F  79(i. 
Quarry    rd    to    Arthur    av.  .831,    K    844. 
Hughes   to  Belmont   av..78. 
Crotona    to    Prospect    av..501,     F    510, 

1512,   1057,   S   1071. 
Daly   to  Bryant.. L   1,53. 

183d,    Sedgwick   av    to    Andrews    av..Q    845, 

N  933,  P  1111. 
Andrews   to   Aqueduct   av..llOO,    P    1111, 

P   1112. 
Aqueduct  av  to  Grand  av..llOO,  P  1111. 
Grand    to    Davidson    av..9(J(J. 
Jerome  to  Walton  av..058. 
Walton    to    Morris    av..(>.58,    S    752. 
Concourse   to    Ryer   a  v.  .382,   T  430. 
Tiebout    to    Webster    av..K    43.    G    152, 

1S7,  276,  (.i20,  C  750,  M  751,  M  797. 
Park     to     Washington    av..(702),       922, 

M  933. 
Washington     to     Bathgate     av,  ,E     322, 

(789).   H  891. 
Bathgate   to  3d   av..879,   O  892. 
.4rtliur   av   to   Hughes   av..t934. 
Hughes    to     Belmont    av..419,       C    428, 

K  407,  833.   H  8!ll. 
Belmont   to   Cambreling   av..tl02. 
Cambreling    to    Beaumont   av..419. 
Crotona  to  Southern  Boul.. 28,   S  44,  83, 

313,  G  627,  700. 
.    indef.. 1100,    P   1111. 

ISlth,    Aqueduct    to   Grand    av.,C98,    A   708, 

784,   A   795. 
Grand   to  Davidson  av..578,  J  1024. 
Morris   to  Creston  av..B  843. 
Valentine    to    Tiebout    av.,459. 
Marion  to  Webster  av..   C  843,  P  1112. 
Webster  to   Park   av.  .K  287. 
Park   to   Washington   av..879. 
Washington  to  Bathgate  av..*533. 
Lorillard   pi    to    Arthur    av..t551,    1100, 

1101,   O  1111. 
Prospect    av    to       Southern       Boul.. 189, 

S    628. 
185th,    Park    av    to     Washington      av..384, 

B  389,  457,  541,  S  550,  ♦OlS,  G  980. 
180th    (see    also    William    st).    Park    av    to 

Washington   av..t753. 
Hughes    to    Cambreling.  .699. 
Prospect   to   Southern   Boul..  189,   S   357, 

S   628.    70J. 

187th,    Ryer    to    Valentine    av..232,    B    322, 

501,  B  500. 
Valentine    to    Tiebout    av..ll(X). 
Tiebout    to    Marion    av..t246,    t247. 
Marion    to    Webster    av..H    750. 
Park   to   Washington  av..879,   906,   967, 

1012, 
3d  to  Bathgate  av..018. 
Lorillard    pi    to    Hoffman., 85,    134,    135, 

D  151.   G   152,  347,  657. 
Arthur    to    Hughes    av..t203,    4.57,    501, 

M  510,   578,   M   .590,   D  027,   E   627. 
Hughes  to  Belmont  a  v.  .78,  D  95,  M  154, 

M   245,    C   355,    F   510,     M    .549,      619, 

E  627,  700,  784,  785.  B  .795. 
Belmont  to  Crescent  av..M   154,  M  245, 

♦690. 
Crotona   to    Prospect    av.,D   980. 
Prospect    to    Southern    BouL.P   99,    276, 

P  288.  1013,  R  1025. 
indef.. O   429. 
♦lS7th..78. 
18Sth.    Tee    Taw    av    to    Aqueduct    av.  .967, 

M  981,  tl026. 
Park  to  3d  av..232,  N  245. 
Bathgate    to    Lorillard    pl..S    44. 
Lorillard   pi   to   Hoffman.. 76,    tl02,    187, 

232,   M  245. 
Hoffman   to   Arthur  av..t4.5. 
Hughes    to    Belmont    av..7(J0,    G    891. 
Belmont    to    Cambreling    av.,9(:>7. 
Cambreling  to  Beaumont  av..657,  J  667. 

189th,  Concourse  to  Valentine  av,.232,  233. 
Elm   pi   to    Marion   av..'i'710. 
Marion   to   Webster  av..l013. 
Webster   to   Park   av..^l24,   2.34,  W  288. 
Park  to  3d  av..(789). 
Hoffman   to    Arthur   av..l87. 
Arthur  to   Hughes   av..S   288,   R  710. 
Cambreling    to     Beaumont    av..B       979, 

R   982,    W    1025. 
Beaumont    to    Southern    Boul.. 82,    t629, 

1057. 
190th.   west  of  Tee  Taw   av.  .76,   L  98,  348, 

(742).   879,   1101. 


♦221st.. B  41,  S  155,  276,  K  287,  350,  L  3.56, 
382,  H  390.  (>98,  '733,   1057,  M  1070, 

♦222d..28.  F  42,  B  94,  136,  M  154,  348,  M 
35(). 

♦223d.. 78.  82,  C  95,  1.36.  139,  C  151,  D  151, 
M  1.54,  S  l.")5,  S  156,  W  156,  187,  L 
201,  t203,  2.33,  27(!,  H  287,  313,  (317), 
D  322,  H  .323,  S  324,  T  324,  348,  382, 
D  389,  C  4(i6,  .501,  C  589,  D  589,  1591, 
N  028.  098.  B  708,  739,  (742),  784,  T 
798,  t799,  C  844,  G  844,  879,  966,  967, 
S  982,  1012,  1  1024,  1057,  D  1069, 
1100. 

*224th..28,  H  42,  78,  82,  130,  137,  139,  A 

150,  B  150,  B  151,  F  1.52,  G  152,  K  153, 
L  153,  M  154,  S  1.55,  S  1.50,  W  156,  187, 
C  109,  M  201,  233,  F  244,  B  286,  C 
286,  313,  C  322,  T  324,  348,  F  3.50, 
P  467,  t4<J8,  t512,  E  6(!0,  L  6(j7,  739, 
P  751,  S  752,  784,  T  798,  C  843,  G  891, 
P  892,  966,  967,  S  982,  t983,  1012,  I 
1024,  1100. 

♦225th.. 82,  130,  137,  1.39,  A  150,  B  151,  C 

151,  'D  151.  F  152,  G  152,  H  152,  K 
153,  M  154,  N  1.54,  O  154,  P  154,  R  1.54, 
R  1.55,  S  155,  S  156,  T  1,50,  W  156, 

Y  1.50,  187,  R  201,  S  202.  313,  S  324, 
T  324,  348,  419,  S  430,  457,  578,  L  590, 
618,  098,  73!),  H  982, 

♦226th.. 28.  B  41.  M  43,  82,  W  101,  137,  139, 
C  151,  D  151,  G  1.52,  H  1.52,  L  1.53, 
M  154,  P  154,  R  1.55,  S  1.55,  S  156,  W 

150,  187,  B  199,  H  200,  233,  J  244, 
M  244,  R  245.  270.  M  287,  313,  S  .324, 
P  357,  382,  419,  S  430,  457,  541,  R 
550,  018,  S  028,  t009,  698,  t753,  784, 
R  798,  831,  B  843,  922,  t934,  S  982, 
T  1025,  R  1070. 

*227th..28,  78,  82,  84,  M  98,  137,  139,  D 

151,  F  152.  H  152,  K  153,  L  153,  R 
1,55,  S  1,55.  1S7,  2,33,  W  246,  1392, 
457,  L  467,  618,  G  667,  739,  831,  G 
844,  006,   F  980,   1012,  M  1024,  tlll2. 

227th.. L  201.  L  287,  923. 
♦22Sth..2S.  L  43,  78.  t20.3,  2.33,  S  288,  313, 
348,   C   35(),    S   .357,   t431,   501,   P  511, 
578,    657,    C   606,   D   (!6(>,    739,   M   751, 
S   752,   W   752,   879,   H  891,   S  893,   H 
932,  967,  L  981,  1012,  R  1025,  S  1071. 
•229th., 79,   137,  G   152,  V  156.   190,  M  201, 
S   2t)2,   t2()3,   276.    M   287,   348.   G  3.56, 
M  356,  S  357,  382,  K  429,  457,  C  466, 
501,  (504),  578,   S  590,   F  666,  698,  L 
709,  741,  L  751.  D  796,  831,  879,  922, 
H  932,  B  1068. 
230th,  Bailey   to   Heath  av..R  798,  N  845. 
West  230th..  1,S9.   (317),  D  .3.56. 
•230th.. 28.   B  41,   79.   S   100,   P  324,   D  406, 
t468,  501,  B  509.  .541.  W  550,  578,  618, 
R    628,    t7.53,    784,    831,    M   845,   879, 
t934,   907,    C   079. 
231st,   Bailey  av  to  Albany  rd.  ..547,  M  467. 

Broadway   to   Corlear  av..t847. 
♦231st.. 28,    233,    578,    657,    R   798,    S   798, 

879,  967,  C  979,   1057. 
2.32d.  .187. 
♦232d..739. 

233d,  Mt  Vernon  to  Napier  av..C  549, 
Napier   av   to   Oneida   av..t934. 
Webster   to   Bronx   River.. 542. 
indef..  542. 
♦233d.. 28.  D  42,  79,  I  98,  137,  M  1.54.  187, 
t203,  276,  .3,83,  J  390,  457,  .501,  W  511, 
578,  S  590,  618,  K  027,  (557,  H  667,  S 
798,  t799.  U  9.82,  1100. 
234th.  .189,  A  199,  P  201. 
234th.   23.3d   to   Katonah   av..541,   057,  879, 
1057, 
Vireo  to  Webster  av..276.  784,  1012. 
♦2.34th.. R  288.  578. 

235th    St,    west,  of    Broadway.  .187,    189,    H 
201),   P  201,   G  844. 
Mt    Vernon    to    Napier    av..l88,    G    200, 

C  549. 
Napier  to  Oneida  av..82,  D  95. 
Oneida   to   Kepler  av..S  44,   618,   L  627, 

967. 
Keppler    to     Katonah    av..C     199,     .502, 

t799,  833,  879. 
Martha  to  Webster  av..235,  O  245,  276, 
E   286,   831, 
*2.35th..79,  J  98,  Q  100,  W  591,  057,  t894, 

1057,   T   1071. 

236th,  Broadway  to  Napier  av..315,  B  322. 

Napier  to  Kepler  av..29.   B  41,  79,  276, 

L  287,  383,  J  390,  B  460,  L  467,  501, 

L  510,  P  510.  057,  699,  L  7(»,  P  710, 

K  797,  879,  T  893,  967,  L  981,  P  982. 

Kepler    to    Martha    av..79,    L   98.   P   99, 

137,   S   155,   276,   G   287,   1512,   1012. 
Martha  to  Webster  av.  .G  42,  G  97,  233, 

W   24(5.   270,    t512,   t983, 
Webster    to    Bronx    River., 831. 
♦236th.. 27(5,    Z    288,    H    510,   541,    K    549, 

1012,    P    1024. 
237th,  Napier  to  Kepler  av..29,  B  41,  B  406, 
699,    M   709. 
Keper  to  Martha  av..018,  H  627,  G  709, 
831 
•237th.. H  510.  ^012,  •613,  831,  832,  D  844, 

M  845,  879. 
2.38th,   Mt   Vernon   to   Kepler  av..79.   K  98, 
137    383 
Kepler   to   Martha   av..419,   B   428,   699, 
G  709,  9(i7,   tl026. 
2.39th,   west   of  Broadway.  ,879,   922,   D   9.32, 
10.57. 
Mt    Vernon     to     Katonah     av.  .81.     187, 
348,    V   357,    .541,    B   549,    R   590,   618,. 

V  629,  967,  S  982. 
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Katonah   to  Vireo  av..t325,  419,  F  428, 

t431. 
*239th..S  IIIO.  13",  W.  156.  *610,  G18.  73!), 

,s:i-J.    G    ,S44,    H    844,    870,    880,    1012, 

liai. 
240th..  187.  C  190,  S  202,  383,  C  389,  501, 

.VI   510,   1012,   B  1023. 
240th.  .922. 

♦240th.. 382,  M  390,  (lOGO). 
*241st..M  323. 
•242d..313,  348,  F  356. 
*243d..(i98,  967. 
24(;th..t710. 
248th.. t512.  t894. 


894.  968.  S  982. 


2.52(1.. 383,  t512,  f 
2.54th..t.55]. 
2.5<ith..  10.57,  S  1071. 
259th.. 618,  S  1071. 
261st.. 83. 
•261st..  83. 


AVENUES. 

*Adee..233. 

Albany.. G  709,  (lOljO). 

♦Albany.. 277,  739,  *10I14,  1056,  1057. 

Alexander.  132d  to  134th.. F  96,  (83(;). 

134th  to  136th.. 276.  L  287,  S  511.  D 

891,   P  Sil2.  023.   B   1068. 
136th    to    i;?Sth..O    5.50. 
138th  to  140th.. W  44,  79,  O  390,  O  391, 

(836). 
140th  to  .3d  av.  .A  41.  419,  B  428,  C  627, 

657.   K  667,   600,  870. 
3d  av   to   143d.. (.32),   E   42. 
•A3ie.hv3l..A  109,  410,  B  428,   (544).  600. 
♦Amsterdam.. 70,    189,       H    201),    235,    t468, 
501.    R   628,    657,   832,    M   845,    fSW, 
1012.   F   1023. 
•Amundson..l37,    187,    P    201.    233,    P    245. 
349.  38;^  H  390,  458,  700,  832,  t847, 
1012.   L   1024,   1057. 
Anderson.. K    42,    1057. 
Andrews.  Aqueduct  to  180th.  .879,  10.58. 

180th   to   Fordham..t847,   ia58,   1100,   P 
1111,   P   1112. 
Anthony   (see   Concourse),   Clay   to   17.5th.. K 
43,   313,   620,    1012. 
175th  to  178th.. 28,  R  44,  419,  501,  541, 

739,   M   751. 
178th    to    Burnside..B   705,   832,   M   845, 

G  932. 
Burnside   to   Concourse.. 28,   79,   G  07.   S 
100.  137.  A  150,  233,  348.  L  35(!,  457, 
B  466.  784.  L  797.  10.57. 
indet..TO.   B  322,  620,  832,  M  84.5. 
Aqueduct,  Boscobel  to  Featherbed  lane..().57. 
Burnside    to    Fordham    rd..tl02.    313.    C 
31S,  C  322.  E  627,  1058,  llOU,  A  1110. 
P   nil,   P  1112. 
Aqueduct  av  E,   lS2d  to  183d.. P  510,  578. 

183d  to  lS4th..G98,  1100. 
Arlington..  180.  H  200,  K  2(:»0.  t710,  t799. 
•Arnold.. 79,   t3.58,  383.  657,   S  798. 
*Arno\v..M  43,  70,  137,  881. 
Arthur.    Crotona    Pk   N    to    17(5th..457,    879, 
M   892. 
176th  to  179th.. 314,  *613,  610,  787,  067, 

M  981. 
179th  to  lSlst..l37,  S  1.55,  W  1.56,  R 
245,  Z  246.  M  287,  541,  W  550,  E  891, 
F  891,  R  892. 
181st  to  182d..28,  B  41,  L  43,  79,  B  04, 
(192).  R  245,  Z  246,  419,  G  428.  1312, 
541,    B   .549,   578,   H   589,   657,   K   667, 

183d  to  w'illiam..D  05,  tl02,  A  190,  348. 

383,    D   380,   D   428,    B   588,   R   628,   T 

934. 
William  to  188th.. 79.  J  98.  276,  S  288, 

313.  P  3.57.  M  510.  .578,  B  .588.  D  627, 

E  627,  R  628.  C  iVK.  (;99.  S  710. 
188th    to    Pelham    av..t45,    187,    R   201, 

233.   S  288,   t894,  967,   1012.   L   1024, 

1057,   (1060),   F   1069,   tl072. 
•Arthur.  .137. 
•Ash.. .501,   S  511,  541,  578,   G  589,  879,   C 

891,   1012. 
Av  St  John,  Timpson  pi  to  Pox.  .700,  A  749. 

M  751. 
Fox  to  Kelly.. 186.  2.31. 
Kelly   to   Prospect   av..l37,    S   155,    233. 

880. 
Av  A.. 383.  D  389,  458,  S  468,  P  751,  B  843. 

E  891. 
•Av  A.  .79,  S  100,  137,  K  153,  L  153.  P  291. 

276.  348,  L  390,  457,  540,  541,  K  549. 

S   550,    699,    S   710,    831,    922,    D   932, 

967.  1012,  S  1071. 
Av  B..314.  383,  H  510,   G  580. 
*Av  B..189,  233,  F  244,  M  244.  276.  M  287, 

D  389,   501,  W  511,  541,  W  .5.50,   618, 

V  629,   657,  M  6G7,  608,   739.   R  752, 

784,  S  1025. 
Av  C..968. 
•Av  C..28,  H  42,  137.  H  152,  t203.  R  324, 

502,   C  500,   R  590,   618,   H  709,  739, 

967,  R  1070,  H  nil. 
•Av  D..28,  276.  N  288,  313,  .501,  831,  832, 

(83(>).    C   843.    S   982.   1050. 
•Av  E..t710,  879,  1100,  C  1110. 
•Av  0..739. 

Babcock.D  932. 

Bail?y..76.  70,  L  98,  tl02,  K  153,  tl57, 
186.  187,  188,  t»02,  H  429.  690,  739, 
R  70S,  N  845,  870,  H  891,  967. 

Bainbridge.  Kingsbridge  av  to  196th.. t45, 
79,  L  98,  233,  314,  O  323,  383,  P  466, 
578,  t629.  657.  F  ()67,  R  668,  F  700, 
870,  W  803,  923,  L  081,  t083,  L  1024. 


196th    to   200th.. 187,    S   202,    t203,   501, 

K  510,   Q  1128. 
200th     to     Woodlawn    rd..R    154,    t289, 
t302,   579.   Z   591,    t629,   658,   967,    S 
1025. 
=  Baker..M  09. 
*Balcom..*(;3.     233,     235.     D     243,     R     245, 

tl026. 
•Barker.. K  98.  1.35,  C  151.  O  201.  3.S3,  578, 

Z  668,  609,  H  709,  923,  O  082,  1101. 
*Bark!ev..75.   77.   70.   A   04.   C   05,   D   05,   D 
Oli.  E  06.  F  06,  G  07.  H  07.  K  98.  M  99, 
R   loo,    S   101.    137.    138.   S   1.55,   S   1-56, 
T  1.5(i,  187,  F  200,  233,  t392,  577,  6.58, 
D  7.50,   1100. 
•Barnes.. t203,    (317).    .348,    S    357,    S    391, 
(.504),  S  590,  *61o,  «(il2,  ^613,  (742),  C 
7.50,    784.    78<i,    H   706,    K   797,    V   799, 
831,  832,  833,  834,  C  843,  D  844,  F  .844. 
G  844,   H  844.   K  844.   M  845,   N  845. 
S  845,  U  846,  W  84(!,  879,  880,   B  979, 
1013,    1057,   V10T2. 
•Bartholdi..79,   138,   501. 
Basst'ord..F    42,    138,    27().    E    322,    420,    K 
429,  45(i.   ^533,  F  666,  (789),  832,  879, 
H  80],  H  nil. 
*Bassett .  .785. 

Bathgate.  Wendover  av  to  17;»d..H  07.  13.8, 
E  1.52.  187.  E  2IK).  L'77,  313.  B  322. 
410,  541,  B  540,  61,S,  1167. 
173d  to  175th.. 70,  G  97,  3.S3,  C  380, 
B  428.  G  428,  S  420.  .541.  H  .540,  S  .5.50, 
6.57.  600,  O  700.  730,  785,  B  705, 
J  707,  870,  067,  B  1023. 
175th    to   Tremont    av..l   OS.   R  tj28,    730, 

C  7.50,  832,  W  846,  H  891. 
Tremont  av  to  179th.. P  43,  233,  M  244, 
578,    M   .500,    S   668.   730,    P   933,   067, 
B  979,  M  081. 
ITOth    to    181st.. 28,    T    101.    187,    383, 

.501,  541,   .578,   785,  K  1111. 
181st  to  183d.. 28,  F  42,  •63,  70,  K  200, 
233,  K  244,  276,  277,  R  288,  541,  657, 
600.   M   981,    S  982. 
183d    to    3d    av..H   42,    27(;>,    313,    ^533, 

618,   M   628,   78.5,   832. 
3d  to  18Sth..F  200,  541,  699.  739. 
•Bay..F    152.    233,    382,    384,    C    389,    4.57, 

•870,    9(;7,    1012,    1057. 
*Baychester..79.    'CIS.    *651,    739,    M    751, 
879,    S.'^O,    881,    (8cS.3).    B   890,    C    891, 
G    891,    M    892,    R  JS92,    W    893,    923, 
924,   B  932,  L  933,  M  933,  W  934. 
Beach.    Southern   Boul   to    149th.. E   96,   384, 
5S0,   .S81. 
Kelly    to    1.56th.. 30.    S    100,    H   323. 
•Beach..!  07.  277.  W  2.88.  618. 
Beaumont.. L    .323,    M   300,    419,    6.57,    ^690, 
784,    D    796,    M    845,    B   070,    M    1024, 
W  1025. 
•Becker.. H  42,  348,  879.  V  934,  1100,  1101. 
•Beech.. 75,    70,    138,    S    155,    233,    W    288. 

313,  8.32.  S  846. 
Beekman..lS7.   A   109,   739,   E  7.50. 
Benson.  .5MI. 

Belmont.  176th  to  170th.. D  28(5,  610,  D  627, 
•690. 
ISOth   to   18.3d.. 28,  J  42,   T  44,   78,   79, 
S  101,  W  101,  tl02,  H  1.52,  233,  C  243. 
T   245.   t24li.   D   286,   313,   314,   B  322. 
383.    419,    A    428,    K    4(;7,    618,    1629, 
690.  784.   785,   D  796,   067.   P   1024. 
183d  to  Crescent.. T  44.  79.  F  96.  H  3!MI, 
457,  B  466,  G  466,  618,  H  627,  R  628, 
B   1068. 
Crescent    to    187th.. C    3.5.5,   657,    S   668, 
•600.    (i09,    700,     R    S45,     1012.      1013, 
D  1023.  R  1025,  T  102.5. 
187th    to    Pelham..  138,     P      1.54,      383, 
C    4I!6,    C    500,    618.    t660,    700,    739, 
G  7.50,  785.  B  795.  C  795,  G  891,  P  933, 
967,  W  0.83,  t083.  C  1023. 
north    of    Pelham.. M    700. 
'-Benr>dict..20.  D  42,  77,  70.  ,82.  B  05.  D  06. 
K   08.    N   00.    R    100.    S    100.    137.    1.38, 
139    A  1.50.  B  150,  B  151,  C  151,  D  151, 
K    1.53.    M    1.54.    S    156.    187,    A    199, 
419,   420,   B   428.    D   428,    578,    B   .588, 
879,  F  891,  923,  t9.34.  967. 
Bergen.    Willis    to    148th..  (86),    D    96.    1.3,S, 
(742). 
148th   to   149th.. 314. 
149th  to  Westchester.. C  0.80. 
Westchester   to    Rose.. 740,    F   7.50. 
Rose    to    Brook.. 313.    314,    M    .323.    ,578, 
967. 
•Berrian..967.  F  080. 
•Birchall.  .313,  H  32.3,  .501,  0  510. 
•BlondelL.F    200,    (.582),    t7.5.3. 
•Bogart..».533.   ^535,   •.536,   784,   786,   C   796, 
D  706,  G  706,  S  798.  832,  H  844,  879, 
M  892,  923,  1012,  1013,  B  1023. 
Boone.. J  1.53,  501,  V  511,  739. 
Boscobel.  169th  to  Jessup  pl..S  24.). 
Boston    (also    see    Boston    rd)..H   429,    .541, 
J  (!67.   739.  S  752.  T  803,   F  0.32,  967, 
D    10i;0.   1101,   P   nil. 
•Boyd.. 70,   B   04,   tl02,   187.   V  202,   U  .324. 
t302,   *613,  8.32,   B  843,   C  843,  F  844, 
G   844,   K  844,   M   845,   N   845,   P  845, 
U  846,  870,  880,  1012. 
•Bracken.. 2.33.    G   244,   277,    383.   570,   580, 

t!19.  F  627,  658,  L  667,  967,  S  982. 
Bremer .  .-580. 

•Bradv.  .•533,  ^535,  784,  7.86,  D  796,  G  796, 
M  797,  832,  D  844,  1013. 

Brenner.  .879. 

Briggs,   Kingsbridge  rd  to  194th.. 1102,  6.57, 
M  668,  832. 


104th  to  108th.. 28,  B  41,  J  42,  W  44, 
79,  O  90,  138,  187,  B  109,  276.  B  46t;, 
Q  628,  699,  L  709,  739,  832,  B  843, 
967,  t983. 

198th  to  2o0th..l38,  P  245.  H  350 
P  467.  P  6(!8.  P  845.  1012,  M  1024. 

2(:MJth  to  .Mosholu  Parkway.. 28,  L  43, 

313,  315,  B  322.  M  323,  t302,  419, 
K  429,  E  .509,  t501.  067,  M  081. 

•Briggs.. t45.  t203,  313,  314,  383,  R  391, 

.500.  .541.  D  .549,  •648,  •651,  699,  832, 

S  .S46.  .S70.  F  801,  G  891,  923,  924, 

M  03.;. 
Broadway.. 699.  tl026,  1057. 
•Broadway.. 70,  K  08,  1.38,  W  1.56,  235;  541, 

tn8,    657,   658,   699,   832,    R   845,    879, 

8,S0,   S   893,  023,   M  033. 
•Bronxdale..83.    •.533,   ^.535,    •.536,   618,    739, 

784.  7S0,  C  70(i.  F  706,  G  706,   K  797, 

M    707,    O    797,    832,    F    844.    M    845, 

P    845,    S    845,    loi:!.    F    1023,    10.57, 

S  1071,  D  1110. 
•Bronx.. 1012.  T  1025. 
•Bronxwood.  .137.  138,  139,  C  151,  D  151, 

J  153,  S  1.55,  187,  B  100,  313,  T  324, 

T  511,  023,   1012,   tl026. 
•Bronx  Pk..l3.S,  277.  R  288,  t2S!»,  313,  410, 

618,    730.    D    7.50,    G    7.50,    067,    F   080, 

1012.    T    1025.    C    106,S,    D    lOIIO. 
•Bronx    and    Pelham    Parkwav..C    lilO.    277, 

C   322.    *.533.    •.5.35,    1013,    F    1023. 
Brook.    132d   to   13.5th.. C   .3,80,    H   300,   420, 

H  420,  .501,  E  510,  G  510,  (621),  ((!(!1), 

L    081. 
135th   to    137th.. 28,  .348,  G  3.56,   K  356, 

C  3,80,  S  .590,    (702). 
137th  to  139th.. N  43,   (.501),  657,  C  666, 

S  668,  R  710,  739,  N  751. 
141st    to    143d.. (192),    (317). 
143d   to   145th..  (32),   C  41,   187,   R  201, 

(351). 
145th  to   147th..  (143),  23.3.  W  288. 
147th    to     149th..  (317),     C    322,     (702), 

G   796. 
140th  to  Grove.. N  43,  B  243,  313,  N  390, 

578,   1012. 
Grove   to   1.56th.  .t894. 
1.58th   to  3d..  (1060). 
3d  to   162d..7S4,   1100. 
I(i2d   to   I(i4th..t246,  314,    (6)61),    (883). 

t934,   V   1112. 
164th      to      166th.. 28,    79,    M    90,    277, 

Q   2,88,    410,    578,    L   .500,    832,    C    843, 

C  979,  H  980. 
I'OOth    to    168th.. 578,     H    .589,      F    796, 

F   1110. 
168th    to    169th.. M    245.    t2S0,    D    549, 

K  .540. 
160th  to  Anna  pi.  .30,  M  43.  187,  G  200, 

M  201,  277.  R  357,  S  357,  M  390,  542, 

M  ,5.50,  1100.  1102,  N  1111. 
Anna  pi  to  170th.  .313,  785,  10.5C,  D 

1060. 
St  Paul's  pi  and  171st  st.  .28,  L  43, 

S  44,  70,  C  95,  1.S7,  K  200,  233,  F  244, 

277,  D  2.S6,  420,  F  428,  Z  430,  541, 

K  549,  t551,  739,  E  750,  923,  P  032, 

067. 
171si  to  Wendover  av..28,   (237),  L  244, 

277,  .3.S4.  419,  421.  L  429,  S  467,  P  668, 

600.  B  ~0S.   1101. 
Bryant  (see  Bryant  st)..187.  t203,   2.33, 

S  245.  L  323,  t3.58.  1431,  457,  501, 

W  .5.50,  C  .589,  657,  L  700,  739,  L  751, 

B   795,   t847,   879,   D   891,   923,   S   934, 
1034,    H    980,    t983,    tl026,      H    1069, 

1101,  H  nil. 

•Brown.  ..S32. 

•Bruner.  .•(!10.  784.  C  70(i,  8.32,  833,  D  844, 

S   84(i.   W  846,   879. 
•Burdett.  .187,  233,  P  245. 
•Burke.. 1012. 

Burnside,    Sedgwick    to    Aqueduct .  .10.58. 
Jerome  to  Concourse.  .(ilO,  786,  L  797.  _ 
Concourse  to  Valentine.  .277,  457,  L  467, 

T    468,    i;l9,    658,    784,     785,      P    797, 

S  79,S,   K   981,   1057. 
•Byron.. •610.    •612,   &32,   833,    W   846,    879, 

880,  J  801. 

Cambreling,  Grote  to  Crescent .  .tl02,  R  201, 

314,  t431,   (.544),   B  626,   O  628. 
Crescent  to  188th.. 138.  •600.  730,  S  7.52, 

784,  D  796,  880,  S  .893.  R  1025,  T  1025. 
188th    to    Pelham    av..138.    T    430,    541, 
T   .5.50,   618,    739,    G    750,    785,    C    705, 
W  846,  "D  801,  923,  B  032,  967,  B  979, 
D  980,  R  082,  W   1(125. 
north  of  Pelham  av..730. 
•Carl  isle..  383. 
•Carpenter.. t431,    t512.    t660.    008,       fTlO, 

1101,  K  nil. 
Carr..,580. 
Carter,   173d  to   175th.  .t1072. 

175th   to  Tremont.. 28,   C   41,   tl02,   .542. 
Cauldwell.  Westchester  to  1.58th.  .29.  M  201, 
L  300    421,  4.58,  S  468,  B  509.  K  ;ilO. 
570.   M  .500.   S   752.   8.80.   H  033,   1013. 
1.58th    to    161st.. 78.5,    F   706. 
161st    to    Teasdale    pi.. 4.58.    M   467,    501, 
D   .500,    B   .588,   6.58.    730,    B    749,   785, 
923,   B  932,  W  034,   067. 
Teasdale  pi  to  Boston  rd..29.  O  43.  S  44, 
80     T   46S,    6.58,    J    (i67.    S   668. 
•Castle    Hill.. 29,    80.     1,87.    501.    833,    880, 

907. 
•Causeway.. 024,  S  934. 
Central.. 658,  S  893,  967,   10.57.  C  1069. 
•Central..  139,  275,   •GSl,  880.  881,  W  893, 

023, 
Cedar,    Sedgwick    to    17,8th.. 80.    t246.    t280, 
314    B  322,  383,  457,  J  750,  785,  (.883). 


NOTE, — When  in  doubt  as  to  the  meaning  of  the  signs  used,  consult  ths  key  on  page  3. 
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ITSth   to    18mh..80,   F   !)7,    188.   W  202. 

383. 
indet'..((121). 
•Cedar.."".,    I    1)7.    138,    S    l-V,,    277,    G   287. 

314,  4r.8,   (!.")8,   832,   S  8-Ki,   A  8110. 
•Chester..  138,   188,  502,   D  509,  831,  L  815, 

1100. 
•Chattpnon..t4G8. 
•Chestnut.. 832. 

•City   Island.. V  202,   233,   541,   *870. 

Clay,   Park  av  to   KJC.th.  .058,  730,  F  750. 

KiOth   to   Belmont.. 21),    A   41,   tl02.    188, 

C   101),  T  202,  314,   ^,  .■'.22,  4.".8,  T  408. 

.501,  T  511,  .541.  570,  0.58,  C.Dl).  G  7011, 

731),   S   7.52,    785,    B   705,   T   71)1),   t71)l), 

1)23,  F  1132,  P  033.  M  1)81,  1013,  G  1023. 

Belmont    to    174th.. 8().   B   11)0,   348,  383, 

541,    571).    D   581),    liOl).    O    700,    ll(i7. 
174lh  to   170th..  188,  H  4211,  785.  S  71)8. 
•Classon.  .t45,   tl02,   138,   M   154,    P  201,   B 
28<i,   314,   K  323,  340,   S  357,   M  300, 
541,  000,  923. 
•Cleveland.. 314,  W  .324,  501,  .502,  G  510. 
Clinton,    109th    to    170th.. .501,    A    509.    059, 
0110,  A  708,  K  933,  B  lOr.8,  N  1070. 
170th  to   175th.. 29.  A  41.  75,  511,  010, 
8:!3.   880.   881,   B   890,   023,   t934,   907, 
S  1182,    1013. 
175th    to    Fairmount    pl..S    798. 
Fairmount    pi    to    178th.. 29,    D   42,    .579. 
L  590,   CIS.   P  028,   785,    H   797,   1013, 
1057.  C  lOliO,   11(11. 
17.Sth    to   Oakland   pi.  ..-..s:;,    L  .300,   *G90. 

870.   SSO,    F  801.    1101. 
Oakland  pi  to  181st.. W  44,  80.  138,  184, 
277,   F   28(1,    ,541,    R   550,    832,   A   032, 
B  1)32,   1101,  S  1112. 
181st   to   182d..lo57. 
indef..270,   784,  879. 
*Coddington..81.   G   07,    1.38.    H    1.52. 
•Columbus.. M  43,   t45,  ,S0,  ,83,   M  O.S,   S  100, 
138,   188.  K  200,  M  201,   R  201,   {2:i7). 
D   243,   t289,   314,   349,   B  3.55,   C   .355, 
4.58.   L  407,   R  4(i7,   t400,   M  510,   ,541, 
R  ,5.50,  C  .589,  G  .5,89,  019.  L  (•.27.  (i.58, 
()!C.l),  •090.  coil,  700.  7311,  S  7.52,  785, 
B    795,    D    7110,    M    845,    A   932.    B    932, 
007,    D    980,    1013,    A    1022,    C    1023, 
N  1024,  S  1025,  1058,  M  1070,  W  1071, 
1101. 
College,    142d    to    144th.. 45,S,    K    407,    .570, 
R  5110.  739. 
141ith  to  148th.. B  151,  t511,  5711,  M  590, 

t894. 
lC.3d    to     l(J5th..t240,    N    797,    M    981, 

N  081. 
105th   to   lli7th..A  .588. 
l(!7th  to   l()9th..T  44. 
100th  to  171st.. D  1.51.   187,  233,  A  243, 
H   244,    t358,   t591,    0119,    M    700,   740, 
8.32,  K  844,  880,  907.  1(113.  K  1024. 
indef..l4(l. 
•Commerce ..  880. 

•Commonwealth.. 29,  N  43,  tl57,  E  243.  277, 

P  288.   O  323.  .348,  .383,  G  4(50,  S  511, 

t512.    579,    580,    (i58.     W    0(58,       739, 

D  7.50,   R   752,   t894,    1013,   A   1022. 

Concord,    St    Mary's   to    St   Joseph's.  .tO20. 

St    Joseph's    to    149th..  140,    2.33,    S   245, 

739,   D   1023,   G   1023,    K    1024. 
indet..740. 
•Cooper.. 458,   833. 

Corlear,  Spuyten  Duyvil  Creek  to  2.34th.. 
420.  B  428,  739.  T  752,  923,  B  932, 
M  981. 
•Cornell... 83,  314,  315,  A  322,  C  .322,  F  322, 
G  323,  S  324,  349,  B  3.55,  R  .357.  383, 
420,  M  429,  700,  M  700,  739,  Y  752, 
785,  &33,  834,  M  845,  922,  1057,  G 
1009. 
•Corsa..20,  D  42,  138,  313,  658,  832,  S  840, 

A  890. 
♦Country  Club.. 277,  314,  L  429,  4.58,  L  4G7, 

501. 
Courtlandt,  3d  av  to  149th.. (80),  188,  314. 
149th    to    1.51st.. 29,    B   41,    SO,    S    100, 
(143),  314,  R  324,  383,  H  300,  658,  785, 
(830)    923 
151st  to  i53d.  .(-280).  1101. 
1.5,3d  to  1.50th.. 277,  (280),  0  .590,  L  797, 

(071),   G    1023,    J    1024,    *1(>48. 
1.56th  to  1.58th.. 187,   L  201,  277,   C  28(5, 

579,   P  .500,   618,   7311.   879,   (883). 
1.58th  to  160th.. 29,  80.  188,  L  201,  233, 

L  244. 
l(50th   to   103d.. W   101,   tl02,   136,   138, 
B  151.  314.  t431,  B  466,  L  667,  (836), 
L    844,    L    845. 
Crescent.. T   44.    79,    F    90,    L   .323.    .501.    A 

.509,   (.544).  657,   658,   J  667,   P  (5(58. 
Creston,  179th  to  180th.. 383,  T  391,  T  511, 
967. 
180th  to   182d..314. 
18'2d   to   184th.. 80.  420.   K  4(57,  H  510, 

019,   T  629.   H  796,   B  843,   t847. 
184th  to  Fordham..79.  80,   G  97.  L  1.54, 
314,    M   323,   579,   G   589,   833,    1013, 
1057. 
Kingsbridge  rd  to  Minerva  pi.. 28.  H  42, 
1.38,    G    152,    tl57,    579,    K    589,    657, 
658,    E   666,    L   1024,    tl026. 
Crimmins..R  324.   G  932,  966,   967,   H  980, 

K  975.   R  1025. 
♦Crosby.. 79.    80.    188.    R    201,    233,    G    287, 
H    287,   .348.   420,    B   428,    P   429.   458, 
501,   577,    579,    C   589,    R   590,   619,    P 
628,  658,  P  668,  1013,  B  1023. 
Cromwell,  162d  to  McClellan.  .234,  541,  579, 
c  5,88,   C  589,   P  590,  923,   0  933,   R 
982. 
167th  to  169th.. 923. 


Crotona    Parkway.. 78,    C    190,    t358,    457.   L 

467. 
Crotona,    Boston    rd    to    175th.. 458,    739,    K 

751,   W  7.52,   S  9.S2.   K   10611. 
175th   to   Fairmount   pl..R  44,  314,  4'20, 

S  429,   4,58,   R  467,   579,   •613,   619,    H 

627,    787. 
Fairmount  pi   to  178th..  138,  S  1.55,  314, 

t431,  019,  787,  1057,  B  101i8,  1101,  B 

1110. 
178th    to    Oakland    pi.. .349,    420,    83.3.    T 

846,  923,   t9S3. 
Oakland    pi    to    lSlst..29,    M   43,    1.88.   T 

202,    T   408,   T   511,   618,   M   028,   923, 

W  983,  1057,  P  1070. 
181st  to  Garden  pi.. 138.  tl57.  .383.  H 

390.  658.  *870,  N  080,  1101,  D  1110. 
Garden  pi  to  l,S3d..T  ,893. 
183d  to  Southern  Boul..29,  t(529,  832, 

K  844,  D  1)80,  1057.  A  IOCS. 
*Cruger..l38.  140,  A  150.  D  151,  R  155, 

S  155,  Y  15(i,  -f.358.  t753. 
Cypress,   131st   to   133d.. y45,   W  803. 

1.33d  to  Southern  BouL.C  626,  V  790. 
Southern   Boul   to   136th.  ..3411. 
140th  to   142d..l88,  570,   D  666,   (742). 
142d   to   St   Mary's.. S  982,   1013. 

Daly.   176th   to   178th.. .80.  P  99.  188.  A  1119. 
C   199.   *533,   t029,   699,  J  709,   880,  P 
1024,   0   1070. 
17Sth   to   l.S0th..80,   233,   D  243,   K  .549. 

t.501,    0-  797. 
1,80th   to   l.S2d..233,   F   244. 
Davidson.  l,S1st   to  Buchanan  pi.. 739. 
Buchanan  pi  to  Evelyn  pi.. 96(5. 
Evelyn  pi  to   1,84th.  .t4.5,  80,   F  90,  880, 

S   ,893,   T   !I,S2. 
184th    to    190th.. 4.58.    L   467.    D    1023. 
190th    to    Kingsbridge    rd.. 10.57. 
Decatur.   ll)3d   to   19.5th.. 78,   138,  t289,  502, 
(il9. 
195th  to  1117th.. 314,  P  323,  P  3'24,  340, 

J  350. 
197th  to   11111th.. .570,  A  588,  739,  P  751, 

P  798,  P  892. 
199th    to    Mosholu    Parkway.. 29,    S    44, 

1.38,  V   156,  420,  880. 
Mosholu    Parkway    to     Woodlawn      rd.. 

tl072. 
Woodlawn   rd   to   205th.., 80,    S   IcO,    1.39, 

t203,  541,  L  549,   S  5.50,  M  .590. 
20.5th  to  2(17th..l39.  277.  P  2,S,S. 
207th   to   209th..  1.89.   6.5.8,    R   668,    t7.53, 

1101,    M    nil.    R    1112. 
209th    to    Gun     Hill    rd..S      202,       t469, 

S  .590.  ODD,  W  934. 
indet.-llOf. 
De   Kalb..70.   78,   80,  81,   B  05,   D  95,   D  96, 
F  96,   H   97,  J  98,   M  99,   O  911,   P  110, 
R    100,    S    100,    U    101,    138,    G    1.52. 
188. 
•De  Milt.. 80,   H  97,   M  911.  2.33,  .383,  P  550, 

7.39. 
•Digney..B   95,   A  466. 
*Doon..349.  S  357,  785    K  797. 
•Doris.. i;58.   458,   F   4(56. 
Drive.. 29.    700,    739,    S    7.52. 
•Drive.. 880,   S   893. 

•Dudley.. 314,  B  .3'22,  D  .322.  E  32-2,  G  .323, 
J  3-23,  K  .3-23,  L  .323,  M  323,  R  324, 
S  3'24,  W  324.  .349,  C  3.56,  G  356, 
K  3.5(5,  W-357,  420,  M  420,  P  429, 
619.  S  (528,  t7.53. 
•Duncombe.  .9(57. 

Eagle.     149th    to    Westchester.  .29,     B    1.50, 

277,  S   1025. 
Westchester  to  1.56th.. 29,  SO,  E  96.  2.33. 

W    24(J,    314,    L    .3-23,    4-20,    421,    .502 

B  .509.   F  510,  K  510.  .579,  65S    S  (568, 

699.   739,    W   752,   923,   M   933. 
1.58th  to   1  (53d.. 278,   S  (52.8.  P  751. 
•Eastchester..P  798,  833,  K  844. 
East    Bay..*1004. 
Eastburn.    Belmont      to       174th.  .(5.58,       7.85, 

F   790. 
174th   to  Concourse.  .4.58,   C  466,   B  797, 

1057. 
•Eastern   BouL.K  43,   *(53,   89,  K  9,8,  M  09, 

1.38.  H  1.52.   188.  K  200,  2.33.  234.  2.35, 

F   244,    G   244,    N   245.    P   245,    R  245, 

U   245.    277,    O   288,   4.58.    H   467,    .502. 

(5.58  699,  K  709,  740,  1013,  1057,  10.58. 
Eden.  Belmont  to  174th.. 83.3,  W  846,  8,80, 

S  893 
•Edison..  138,  L  1.53.  W  1.56.  1,S9.  2.S3,  235. 

E  243.  277,  H  287,  657.  6.58,  C  666, 

699  700,  739,  740,  L  751,  833.  880. 

9(58.  K  981.  10.57,   1058,   D  1069, 

W  1071,  11(>1,  F  1110. 
•Edwards.  .138.  J  1.53.  0  1.54,  188.  T  430. 

502,  .541.  B  708,  R  710,  T  710,  7.39, 

967,  D  980. 
•Ellison..  1.38.  J  1.53.   188.  420.   T  4.30,  t512, 

.541,  7,85. 
•Ellis..  tl026. 
•Elliott.. 578.   D  032. 
Elm..  10.57.   S    1071. 
Elton.  .3d  av  to  1.54th. .  (.351),  K  667. 

1.54th  to  1.5(Sth..,80,  M  9.8,  F  152,  F  200, 

1057.    M    1070. 
1.5(5th  to  1.5,Sth..277,  699,  S  710,  (742). 
1.5,8th  to  160th.. 277.  M- 287,  314,  L  .323, 

833. 
160th  to  Brook..!,  549,  658,  699. 

Fairfield..  923. 
Fairmount.. H  429.  W  934. 
Faraday.  .1057. 

•Ferris    *64S   740,  879,  880,  R  892.  W  893, 
923.  1013.  G  1023,  1057. 


Findlay,   166th  to   l(58th..*411,  458. 

lOSth  to  Teller  av..T  44,  187,  740,  1894, 

t9,S3,    1013. 
Teller   to    170th..  187. 
indet..R  590. 
Fordham;278,   459. 
*Fordham..382,    384;    C    3,89,    .502,    967,    F 

1023. 
Forest.    Westchester   to    158th.. 740,    785     F 
7110,  024.   •9.56. 
1.58th    to    l(:oth..314,    .541,    K   549,    .579, 

D  1023,  G  1024,   1057,   1101. 
lOOth   to   l(53d ..  1:5,8,    (143),   S   1.56,   S  245, 

L  510,  C  (526.  (1119,  S  ,803.  S  934. 
l(«d    to    l(;5th..F   116,   S    100,    420,    4-5,8, 

5711.    S   5110,   S   1182. 
l(;5th  to  l(56th.  .L  201,  383,  420,  A  428, 
45,8,  541,  579,   F  9,S0.    M   1111.   S  1112. 
1611th    to    Home.  .Q    44,    81,    234,    B    24,'! 
314,  B  322,  W  357,  L  590,  968,  W  1025. 
1057. 
Home   to    l(58th..658,    D  666,   M  667,   A 
843,    966,    M    1181. 
••Forest.  .6911,   F  7011. 
»Fox..t45,    SO,    M    154,    S'  3.57,    t431,    740, 

M  751,  023.  U  934. 
•Franklin.. 4.58,   83.3. 
*FrankIyn..698. 

•Fowler.  .•.533.  •.535.  •.5.'{6.  740,  C  750,  785, 
786,  B  7115,  K  7117,  L  707,  M  797,  N 
797,  V  7911.  W  71111,  833;  C  ,843,  L, 
.845.  1013,  tl072. 
Franklin,  .'id  av  to  107th.. tl02,  (143),  1,8,8, 
•.5611.  620.  •775,  880,  R  892,  967,  H 
ll.SO,  1101. 
167th    to    168th..  1.38,    234,    W    246,    M 

28,8,   (317). 
168th    to    Jefferson    pi.  .1.38.    T    1.56,    R 
201,  234,  277,  579,  T  591,  833,  R  845, 
,880,    V  893. 
Jefferson  pi  to   170th.  .K  42,  1.38,  J  153, 

V  156,  383,  420,  R  429. 
170th  to  Crotona  Park  South.  .V  982. 
indet..R    44,    ^124,    420,    '493,    618,    M 
628. 
Freeman  av  (see  Freeman  st).  .J  1.53. 
Fulton  av,   166th   to   168th.. 29,  276. 
1(;8th   to    lOllth.  .81.   B  95. 
1611th  to  17ilth.  .G  117.  t203,  277,  H  709, 

H    1111. 
Crotona    Park    Soulh    to    Wendover    av.  . 

2.34.  T  591. 
Wendover  av   to   173d.. 234,  (599,   V  710, 

M  751,  7,85,  S  798,  t934. 
17.".d    to    17.5th.. 138.    G    152,    H    1.52,    R 

1.54.  277,  349,  L  467,  L  1()70. 
indef.'.T  550. 


•Gainsborg.  .77.    139.    18(5,    .502,    541,    658, 

61)9.  K  709,   1057,   10.58. 
Garden.  .232. 
Garrison.  .101.3. 
Gerard.  167th  to  Jerome.  .29,  L  43,  502,  699, 

833. 
•Gifford.  .•63,  233,  234,  D  243,  P  245,  S  245, 

277,  O  288,  785,  P  797. 
•Glebe..  188,   4.58.   F  466,   541.   B  549,  t629, 
•Olio,    740,    (742),    L    751,    tT53,    t.801, 
t847,  880,  881,  P  892.  t89t.  t934.  968. 
•Gleason.  .28.    29,    B   41,    81,    P   99,   277,    R 
2.88.  4-20,  D  4-28,  457,  4.58,  T  408,  t512. 
579,    G  .5,89.   t7.53,   833,   S  845,   968,   K 
981. 
•Grace.  .81.    F    96,    138,    188,    P    2,88,    314, 
-;-392.    502,    P    510,    .541,    609,    tT53,    P 
■  845.  9(58.   tl026.   1101. 
Grand    Boul   and   Concourse,    161st    to    164th 
..922. 
1iUlh  to  Tudor  pi. .84,  D  95,  D  .356. 
171st   to   Belmont..  1014. 
Belmont  to  Morris.  ..541,  741,  S   1025. 
Morris    to    Weeks.. 458.    C    466. 
Weeks    to    Monroe.  .•61.3,    8.33,       B    843, 
■       S  846,   880,   K   892,    1013. 
Monroe   to   Buckhout.  .138. 
Buckhout  to  Bush..  1.38.  W  1.5(5.  2.34,  968. 
Bush  to  Anthony  av..619,  G  709. 
Anthony   to   Field.  ..3,83,   9(58. 
Field  to  Fordham  rd..B  199,  319,  B  3.5.5, 

383. 
Fordham   rd    to    19(5th..833. 
196th    to  200th.. K   510,   620,   658,    785, 

M  845. 
200th  to  203d.. 79,  S  .590,  832. 
20.'5d  to  205th.. B  95. 
205th   to   Mosholu   Parkway .  .967. 
Grand.  Macombs  road  to  Tremont  av.  .,3,84. 
Tremont    to    181st..  130.    L   1.53,    18'8.    L 
201.   234.   277.    A   .5,88,    058,   E   (5(5(5,   L 
667,  L  751,  785,  K  933,  L  933,  N  933, 
968.  C  979,   M  1)81,   1057,  H   1069. 
181st    to   Buchanan   pI..M   709,   M  ,892. 
Buchanan  pi   to   184th.  .M  1.54,   P  .5.50,   P 

751. 
184th  to  190th.  .188.  619,  C  627,  S  628. 
190th  to  Kingsbridge  road.  .29.  T  44.  T 
101.  A  .509,  T  .501.  699,  A  708.  B  708, 
jS-17.   1057.   T  1071. 
Grant,   south   of   l(53d  st..ll01. 

103d    to    16.5th.. 81.    H   97,    W    101,    1,88, 
319.    B   .355,   420,    B   428,   9(58,    M   981, 
t983. 
l(;5th    to    McClellan.  .•IS,    138.    234,    B 
3.55.  H  .356,  W  .357,  B  509,  W  511,   H 
.5,89.  833,  Y  893. 
indef .  .4.58.   S  4(57.  1101. 
•Grant.. 29.  L  43.  S  202.   2.34.  t2,80.   H  .323. 
319,   4.58.   542,   R  .550,   740,   L  751,   P 
751,   1013. 
•Grave..  t.S01,  1847 
•Green.  .29,   81,   M  98,    134,   138,   140,   2.32, 


NOTE.— When  in  doubt  as  to  the  meaning  of  the  Bigns  used,  consult  the  key  on  page  3. 
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R  245,  347,  V  357,  456,  457,  S  4G7, 
540,  541,  C  549,  579,  M  590,  099, 
(789),  831,  90G,  R  1024,  1100. 

Grove..  138,  (!5S,  D  70S. 

Greystone.  .ISS,  P  201. 

•Gunther.  .'(aO.  '(ilS,  785,  C  790,  S  798, 
W  799,  8;^2.  833.  834,  A  843,  B  843, 
C  843,  F  844,  H  844,  K  844,  M  845,  S 
845,  S  840,  T  846,  879,  880,  923. 

•Hammond.. K  751. 

♦Harrington.  .312,  314,  315,  A  322,  B  322, 
C  322,  F  322,  S  324,  W  324,  349,  B 
3.55,  E  356,  S  357,  \V  357,  420,  J  429, 
N  429,  619,  t710,  t7.53.  N  892.  N  1111. 

Harrison,  176th  to  Burnside  av.  .4.58,  t512. 

•Harrison.  .29,  M  98,  188,  Y  629,  740,  D  750, 
923. 

Heath.   Bailey  av  to  194th.  .(742),  879. 

194th   to  2.30th.. F  96,   188,  234,  502,   P 

510,  658. 
230th  to  Boston  av.  ..S80. 
Boston  av  to  Sedgwick  av.  .277,  Z  288. 
indef .  .80,   P   99.   :iSS.   879. 

•Hill.. 4.58,  542,  .579,   M   1024. 

Highbridge.  .F   667. 

♦Hilton.  .231. 

*Hobart..Sl,  D  96,  383.  420,  831,  833,  E 
844,  968,  1013,  W  1025. 

Hoe  (see  also  Hoe  st)..29.  81,  L  98,  2.32, 
S  245.  314.  K  323,  P  323.  S  324,  t325, 
383.  P  391,  420.  G  428.  W  430,  L  4(i7, 
t469.  .540.  M  55l>,  W  .5.50,  579.  R  .590, 
(il9,  620.  t629,  700,  740,  t753,  786, 
834,  G  932,  '956,  068.  R  982,  1057. 

•Holland.  .tl02,  C  199,  233,  541,  10.58.  V 
1071. 

•Holly wQod.  .80,  81,  C  9.5,  G  97,  K  9S,  420, 
831.  M  933,  1013. 

Honeywell,  Tremout  av  to  170th.  .*124. 

179th    to    lS2d..P    .324.    L    390,    541.    D 
.549,   ,S80,  P  892,  D   10()9. 

Hughes,   Tremont    av    to    ISUth.  .F   286,   .383, 
M  39(1.   T  511,   785,   879,  A  890,   023, 
1057,  B  1068. 
180th  to  Oak  Tree  pi.  .78,  79,  81,  B  94, 
R   100.   234.   D   2S().   t431,   T  511,  579. 
099.   740.   D  7.50,   W  752,  785,   880,   S 
1025,  H  1069. 
Oak   Tree    pi    to    lS3d.  .78,   81,    t203.    K 
390.  502,  579,  K  627,  t629,  658,  A  66(j, 
t847,  K  892,  S  893,  K  933,  968,  S  982, 
A   1023. 
18.3d  to  William.  .139,  S  155,  t24(?,  383, 
S  391,  t392,  619,  6.58,  P  668,  W  608. 
833,  H  891,  T  1025. 
William   to   ISSth.  .29,  C  41,   81,   B   1.50. 
B  199,  t2(13,  383,  D  .389.  G  390,  M  390, 
4.57,    F   510,   541.   M   .590.   610,   E   627, 
880. 
188th  to  Pelham   av.  .81.   R  100,  234,  D 
243,  314,  383,  S  391,  1392,  458,  A  466, 
D  41)1),  .541.   P  .5.50.  t591.  R  710,  833, 
•870,  8.S0,  1013,  D  1023,  tl026. 
north    of    Pelham.  .t431,   S   468,    579,    B 
cm,  L  (;67,  7.S5,  K  981. 

Hull,  Mosholu  Parkway  to  205th.  .S  44.  W 
44.  1203.  314.  R  324.  349,  t392,  G  466, 
t469,  J  627,  740,  M  751,  880,  G  932. 
R  1070.  tl072. 
20.5th  to  209th.. R  44,  81,  F  96,  188,  L 
200,  277,  .349.  420,  R  429.  4.58.  A  465, 
B  466,  t4(J9.  502,  H  510,  K  510,  Z  511, 
579,  700,  M  709,  M  751,  W  846,  A 
1022.  1101. 
209th  to  2nth.  ..579. 

•Hunt.  .383.  4.5S,  K  4(i7,  t629,  1057.  1101. 

Hunter.  .S  245. 

Independence.  .1.39.   D   151.   189.   458.   t512, 

t551.  610.  t710.  D  796,  879,  1894.  968. 

S  982. 
Intervale.   Dawson  to   165th.  .81.   G  97,   139, 

880,  K  892.  (926).  968.  t983. 
16.5th  to   167th.. •15,   •124.   139,  277,  B 

286,  B  389,  M  429,  542,  •9.56.  B  1023. 
lC7th  to  169th.  .234,  M  245,  349,  A  3.55. 
169th    to    Chisholm.  .l.S(),    234,    R    245, 

78(),  C  796,  K  9S1.  K  1069. 
Chisholm    to    Freeman.  .L    244,    349,    B 

355. 
indef.  .tlll2. 
Inwood.    Cromwell    av   to    170th.  .786,    t"99. 

S   893. 
172d    to    Featherbed    lane.  .28,    458,    T 

798. 

Jackson,   Westchester  av  to   1.5Gth.  .81.  315. 

R  324,  619.  H  627,  S  628,  780,  923,  H 

!)80. 
1,56th   to   1.58th.. 81.   H  97.   1.39,   W   1.56), 

1,S8,    315,    F   322.    N   31>0,    420.    Z   430. 

.501,     (504).    •651,    700,    K    709,    *730, 

740,  ^775,  H  932. 
1.5Sth  to  160th.. .579,   M  981.  D   1023.  G 

1024.  10.57.  1101. 
160th    to    161st.. F   42,    232,    B    243,    W 

710,  K  933.  G  980,  W  983. 
161st    to    163d.  .29.    C   41,    234,    B   243, 

658,  A  66)6,  740.  W  7.52. 
163d  to  165th.  .619.  0.58.   P  668.  923. 
165th  to  166th.  .277,  S  288,  383.  740,  M 

751 ,  F  801 .  S  9.34. 
166th  to   Home.. 234,   B  243,  700. 
Home    to    Boston    road.  .579,    A    588,    S 

.590,   968.  H  980. 
indef.  .L  323. 
Mackson.  .579.  W  629.  W  799,  B  1110. 
Jefferson.  .M  .390,  T  511,  579. 
•Jefferson.  .4.58,    .502.    R    511,    619,    F    627, 

6.58.  P  668,  740.  M  751.  780. 
Jerome.   161st   to   162d.  .1057. 
162d  to  165th.  .R  982. 


165th  to  McClellan.  .234,  579,  C  588,  C 

589,  P  .590. 
Cromwell    to    Boscobel    av.  .232,   420,    H 

429,  458,  A  466. 
168th   to  Clark  pi.. (622),  923. 
w  s,  169th  to  170th.  .6)58,  S  893. 
172d   to   174th.. V  3.57,   L   1111. 
175th  to   Mt   Hope   pi.  .234,   M  245,  880, 

M  933. 
Burnside  to  Cameron  pi.  .t45,  81,  M  98, 

•124. 
Cameron   pi   to   Buchanan   pi.. 10.58. 
Buchanan  pi  to  Evelyn  pl..W  550,   658, 

1057,  C  1069. 
Evelyn    pi    to    Fordham    road.. (423),    O 

429.  (622),  P  628,  (836),  1057,  M  1070, 

P  1112,  S  1112. 
Fordham    to    190th.. B  41,   968,    B    1023, 

H   1024. 
1!«lth   to   196th.  .277,  619. 
199th  to  20ith.  .315,  G  323.  383,  G  390, 

10.58. 
201th   to  Van  Vortlandt  av.  .0  43. 
Van    Cortland    av    to    208th.. 81,    M    99, 

P  99,  139.  188.  D  199. 
208th   to   213th.  .81.   B   95,   C   95,   D  95, 

F  96,  H  97,  N  99,  R  100.  S  100,  W  101, 

139.    S    1.55,    315,    S   324,    349,    L   3.56, 

■f6(i9. 
indef.  ..383. 
♦Jones.  .139,  Z  156,  188,  D  199,  458,  V  468, 

502,   619,  F  (i27,  9C)8,   R  982. 
Johnson.  .187.    786,   G   844,    968,    O    1024,   S 

1025.  * 

•Johnson.  .(J19. 

Katonah.   233d   to   236th.  ..502,   ,S3.3. 
236th  to  2.3!)th.  .541.  B  .549,  658. 
23'.Hh    to    Mt    Vernon    av..967. 
Kepler,   2.33d   to  237th.  .S  44. 

237th   to   Mt   Vernon   av.  .81,   t-l69,   786, 
L  797.  833,  L  845. 
♦King.  .29,    C   41,    -f-ia. 
•Kingston.  .M  1.54,  F  350. 
Kingsbridge,   Spuyten  Duyvil  Creek  to  231st 
.  .349,   t847. 
231st  to  2.34th.  .349,  873. 
231th  to  2.38th.  .D  199. 
•Kinsella.  .C  41,  81,  S  101,  C  151,  2.34,  579, 

G  580,  t591,  618,  C  750. 
Kirkside.  .B  .549,  6,58. 

♦Kossuth.  .81,   S   100,   137,   W  1.56,    188,   W 
202.  4.58,  B  466,  1012. 

♦Laconia.  .82. 

Lafayette.  .135.    1.39.    H    152.    234.    M    245. 
315,    346,    383,    *449,    F    510,    512,    D 
796,  tS94,   1012,   1101. 
♦Lafayette.  .139,  R  154.  188,  R' 892. 
Lafontaine,    Tremont    av    to    179th.  .  124(1.    L 
.549,  L  751,  S  7,52,  S  1109.  1101. 
179th  to  181st.  .82,  M  99,  C  151,  M  288. 
H  323,  420.   W  430.  ,502,   P  510,   1013, 
P  1024.  10.58,  H  1069,  1101. 
ISIst    to   Quarry    rd..81,    G   390,    H   .549, 
579.  786).   K  797.  t847. 
♦Lamport.  .74(1.   K  751,   923,   G  932,  W  934, 

L  981.  1013,  W  1025. 
•La   Salle.  .81.   C  95. 

♦Lawrence.  .•(U.S,    ♦(551,   880.    C  890.   L   892, 
W  ,S93,  923,  924.  M  933,  W  931.  968, 
G  981),  1013,  G  1023. 
Lawrence .  .  188,    A    199,    277.    K    287,    1058, 

U   1071. 
Leggett.    156th    to   Kelly.  .29.    S  44.   458,    B 
46)6,    ^956. 
Kelly  to  Fox.  .♦1004,  •1092. 
Whitlock  to  Cabot.. t289. 
♦Leland.  .V   799,    C    1023. 
■'^Lenox.  .  139. 

Lexington.  .,S0.  B  199,  W  550,  058,   1012. 
Liebig.  .S    1071. 

Lincoln.    Harlem    River    to    Southern    Boule- 
vard. .458,  t983. 
135th  to  136th.. M  287,  383,  579,   1058, 

B   1068. 
136th  to  137th.  .(423),  922,  924,  F  932. 
137th  to   138th.  .t358,   O  429,  740. 
♦Lincoln.  .  1S.S. 

Lind,    Sedgwick    av    to    Lawrence    av.  .234, 
383,  502,  542,  A  .548.  C  549',  V  668,  700, 
701,   740,  J  980. 
w  s.   Lawrence  to   107th.  .29,  A  41,   188, 
A   199.  420.  S  429,  t469,  701,  1013. 
♦Livingston.  .188. 
Locust,    132d  to   1.34th.. 188. 

north  of   141st.. t894,   O   1070. 
Longwood.   Westchester   av   to   Dawson   St.. 
t45,  E  200,  234.  K  244.   (.351).  K  547, 
880,  W  ,893,   (971).  1010.  1013. 
Beck  to  Southern  Boulevard.  .D  3,52,  8.80, 

B   1023. 
Southern  Boulevard  to  Garrison  av.  .619, 

C  843.  B  890. 
Garrison  to  Tiffany.  .18,8,  458,  R  407,  L 
1111. 
Longfellow    (see    also    Longfellow    st)..(;i9, 

M  628,  S  628,  ^956,  L  981. 
•Lorillard.  .139. 

♦Lyon.  .1,3.S,    t246.    B    389.    619,    B    62(5,    R 
()28.  700,  P  709. 

Madison.  .276,  578,   739,  832,  S   1071. 
♦Madison.  .,S2,    P   99.   234.   235,    T   245,   315, 

383,  458,   B  466,  .502,  658,  739,  1057, 

10,58.  1101.  F  1110. 
•Main.  .139.   1101. 
♦McGraw.  .82,  235,   459,  F  466,   502,   F  510, 

t551,    L    664,    786,    833,    880,    M    892, 

L  1020. 
McComb.  .1.39. 
•Magenta.  .349.  579. 
•Maitland.  .188,  L  201. 


Mapes.   179th   to   l.SOth.  .420.  6,58,  C  606. 
1811th   to    1.s2d.  .H   467,    6.59,    786,    t894, 
923,  O  1024,  S  1025. 
•Mapes.. 82,   t247,   314,  31,5,   A   322,   B  322. 
H  323.  349.    C  3.56,   t551,   619,   S  628. 
M  797.  1801,  t,S47. 
•Maple.. S  44.   (423).   P  467,  6.5.S.  1669.  700. 

D   1023.   11072. 
Maple.  .E  .509. 

Marion,  184th  to  l.SOth.  .82,  K  98,  139,  458, 
K  467,  .502,  H  7.50,  P  1112. 
189th    to    193d..  139,    l.S.s,    F   200,    t247. 
420,   W  4.30,   t431,   F  46(!,   542,  579,   F 
667,  F  769,  tT,53,  t934,   1013. 
193d  to   194lh..139,  R  1112. 
194th    to    196th.. 29,   P  43,   W   1.56.   277, 

542,  M  549,  F  627. 
llPOth    to    19Sth..K   42.    82.    K   98,    277, 
.•;15.    K   3-'3.    .502.    T   (iO.S,    74l>.    M    751. 
92:!.    B   979. 
lOSth  to  199th.  .t710. 
199th    to    Mosholu    Parkway.  .,S2,    E    96, 
968,    tlOlS, 
Marmion,     Elsmere    pi    to    Tremont    av.  .B 
1110. 
Tremont  av  to  Southern  Boulevard.  .♦6,3. 
139. 
Martha.  .t709,  880.  t983.  G  1024,  G   1111. 
♦.Matilda.  .t,591.  786.  P  797.  t799. 
•Matthews.  .♦.533,  '535,  •.536.  y710.  7.S4.  786, 
C  79(!,  D  796,  F  796,  G  796,  L  797,  M 
797.   N  797.  P  798,  S  798,  V  799,  833, 
,S,SO,    92:!.    F   932.    L   933,   968,    C   979. 
1013,  tl072,  R   1112. 
•Mayflower.  .29.    82.    277,    1392.    ,502,    579, 
6.58,  760,  A  708.  740,  F  7.50,  833,  tS47, 
880,  H  933,  1(158,  D  1069. 
•Meadow.  .V  799. 
•Meadow   Drive.  .831. 
.Melrose.  3d  av  to   1.50th.  .29.   A  41. 
151st   to   1.52d..(32),  K  844,  tlll2. 
1.5:W  to  154th.  .29.  K  42, 
1.54th   to   1.55th.  ..540.   541,   022,   S   102.5, 

(1060). 
155th  to  1.56th.  .(742),  S  1025. 
1.56th  to   1.57th.. 29,  H  42,    (192),  S  5.50, 

S   1112. 
160th  to  161st.  .(.544). 
1(i2d  to  165th.  .232,  457,  F  466,  D  1069. 
♦Minneford.  .275,   *.S70. 
Mohegan.  .29,   M  43,  78,   P  .324,  4,58,   B  466, 

S  467,  W  846. 
•Monaghan.  .78li.  W  799,  1013.  K  1024. 
Monroe,    Belmont    to    174th.  .D   42,   82,   234, 
L  244,   D  46li,  G  9.S0.   D  1069. 
174th    to   176th.. 29,   C  41,   W    101,   277, 

(.582). 
176th   to   Concourse.  .♦613,   8,33,    B   843, 
S  846,   880.  K  892.   1013. 
•Monticello.  .349,   4.58.   6.58.  .833. 
Montgomerv.  .1.39,  S  1.55.  1058,  L  1070. 
♦Morris   Park.. 29.   82.    (86),   S   100,    188,    L 
244,   t246.   349.    (.351).   W  4.30,   458.   H 
467.    L   467,   .502,    C   .509,    t512,    (544), 
579.    (.5,S2).    618.    R   710.    740.    D    750, 
H   751,    t7.53.    W   799.    8:S3,    K    844,    L 
845.    R    845.    881,    M    .892,    968,    1013, 
1100,  O  1111. 
Morris.  3d  av  to  141st.  .K  153,  tl57,  D  199, 
/  R   1025. 

144th  to  14(!th.  .77.  Z  101,  1203,  t512. 

14(5th  to  148th..  (237).  H  1089; 

14.Sth  to   149th.  .619,  880. 

149th  to  150th.  .(,S6).   (461),  502. 

150th   to   151st.  .A   .509. 

151st  to  1.52d.  .542,  B  549,  579,  D  932. 

10,58.    (10601. 
l,52d   to   15.3d.  .29,   A   41,    (86),    1101,   M 

nil,  R  1112. 
1.53d  to   1.54th.  .29,  S  44,  t45,  tl02,  139, 
N     1,54,    542,    F    549,    N    628,     (742). 
(1015). 
1,54th  to  1,55th.. 82.  ,833.  S  1071. 
1.5.5th  to  1.56th.  .L  200,  968,  L  981. 
156th  to  158th..  1.39,  R  1.55,  188,   (971), 

B  979. 
1.58th  to  l(5flth.  .B  626,  658,  740,  D  750. 
160th  to   l<51st.  .(7.S9). 
16.3d  to   164th.. 349,  B  3.55,   '824. 
164th  to  165th.. W  101,   188. 
l(55th  to  166th.  .1.39,  M  1,54.  277,  B  286, 
O  390.  740.  B  749,  786.  968,  O  982,  S 
1025,    10,58. 
166th  to  167th.  .740.  B  749. 
Belmont  to  17.3d.. 383,   S  391. 
174th  to  176th.  .L  98.  188,  277,  383. 
176th  to  Mt  Hope  pi.  .658.  K  1024. 
Mt  Hope  pi  to  Tremont  av..R  .590. 
Tremont  to  Burnside  av.  .N  43,  188,  2.34, 
t.3.58.   4.58.   J   467.    ,542.    J   549.   J   667, 
R  668,  t6(!9.  740.  B  749,  J  1069. 
Burnside  to  Cameron  pi.. .188,  234,  542, 

O  550,  786,  L  797. 
Cameron    pi    to    18,3d,  .82.    Y    101.    277, 
t325.   Y  357,   383,   D   389,   t551,   658, 
S  752,  E  891,  968,  G  9,80. 
l,S:^d    to    lS4th...82.    H    97.    458,  -S   408, 

t.551.  619,  T  629,  B  843. 
184th   to   Fordham   rd.  .79,   314. 
Kingsbridge    rd    to    Jerome    av.  .2,34.    C 
322.  ,383.  C  ,3.S9.  420,  4.58,  R  467,  ,502, 
B   .549,    579,    C   .5.89.   619,    6.58.    S    668, 
880,  N  981,  S  982,  1058,  O  1070. 
Morse.  .•5(i9.  739,  •775.   B  795,   1101. 
Mosholu.  .1057. 

Mosholu     Parkway.     Hull     to     Bainbridge.. 
tl57,   277,   G  287. 

Steuben  to  Jerome  av.  .81,  M  99,  R  100, 
A  890,  M  933. 
Mosholu  Parkway  North.. 80.   81,   82,   G  97, 
R  100,  W  101,  134,  139. 


NOTE. — When  In  doubt  as  to  the  meaning  of  the  signs  used,   consult  the  key  on  page  9. 
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Mosholu    Parkway    South.  .277,    383,    C    380, 

(jr.),  G5S,  U5!),  L  0(57,  G  709. 
Mott,   Park  av  to  13Sth.  .315,  458. 
138th  to   144th.  .139,  234. 
144th   to    14(ith.  .11U1. 
14(ith  to   149th.  .834. 
149th    to    l.")()th.  .*124,    188,   M  201,  2ii, 

019. 
l.'iOth  to  153d.  .W  357. 
Mt   Hope.  .1847. 
Mt   Vernon.  Jerome  to  230th.. C  o49. 

Oneida  to  Kepler  av.  .81.^^  ^  ^ 
*Muliner.  .*53o,  *535,  *530.  784,  78.),  i8(>, 
C  790,  G  790,  H  790,  L  797,  M  797, 
O  797,  S  798,  T  798,  833,  C  813,  I  844, 
M  845,  P  845,  880,  B  890.  923,  968, 
S  9.S2,  1013,  tl072. 
•Mulford.  .29.    S2,    C    95,    188,    K    244,    277, 

H  287.  502,  058,  T  008. 
*Murdock.  .234,   A  243.   458,   542,   B   549.   H 
549     L   519.    M   549,   S   550,   579,    580, 
t934. 
♦Myrtle.  .277. 

Napier,    23.3d    to    2.30th.  .82,    D    95,    188,    G 
200,   C  549,   780. 
23()th  to  Mt  Vernon  av.  .315,  B  322. 
Nathalie.  .1.S8,   B  709. 

•Neil     *'>'■'>'.'•     •5;!5,    *X»>.    784,    780.    A    (0._>. 
C  790   D  790,  G  790,  IVI  797,  S  798,  923, 
1013. 
♦Nelson.  . .82,    D    95,    349,    458,    7(K),    740,    G 

750. 
Nelson.   104th   to   105th.. 82,   M  245,    D  790, 
834.  H  .844. 
105ih    to    10i;th.  .7110. 
100th  to  lOSth.  ..J  Oli7.  740.  A  749,  780, 

833,  A  84.-!.   D  844,   P  845,   J  980. 
lOSth    to    170th.. 82,    Y    101,    382,    502, 

F  510.  019.  S  7.52,  L  9.33,  M  1111. 
170th   to    172d...542,    019.    D   027.  . 
•Nereid.  .•Old,    •012,    780,    K    797,    W    799, 
832    8;!:!,  834,  A  843,  B  843,  D  844,  F 
.S44,   H  .844,   M   845,   N  845.   S  840,   W 
840,  .S79,  ,880,  J  891,  923. 
Netherland.  .1.S7.   189,  019,  740,  C  7.50. 
•Newell.  ..383,  3.84.   700. 
Newton.. 502.  t847,   1057. 
•North    Chestnut    Drive.  .570,    058,    R    008, 

W  (jr.8,  700,  W  034. 
•North  Oak  Drive.  .tlt)2.   C  843.  880. 
Norwood.    Mosholu    Parkway    to    205th.. 80. 
139.  .541.  L  549,  S  .550. 
20.5th    to   209th..  1.89.   277,   P   288.   058, 

R  008,    1101,   M   1111. 
209th  to  211th.  .W  934. 

•Oakes.  .2.34.  315,  B  322,  880,  E  891,  008, 

W  082. 
Ogden.  Jerome  to  102d.  .E  286,  1325,  1034, 

H  nil. 

lC2d  to  104th.. C  380,  J  607,  J  080,  W 

1112. 
I(i5th    to   100th.  .700. 
100th  to  107th.  .189,  G  244,  349,  D  356, 

L  845.  (883). 
](i7th    to    lOSth.  .1102,    658,    F    607,    A 

843,  S  934. 
lOSth   to   l()9th.  ..384. 
Old  Fordham.  .4.59. 
•Olinville.  .M    1.54,   234,    1247,   T   324,    t431, 

t4tl9,  D  509,  ,834,  0  845,  t847,  R  082. 
Old  Underclitf.  .657. 
•Olmstead.  .t083. 

Oneida,   233d   to  2.3Cth.  .70,   P   710,   879,    P 
082. 
236th    to    Mt    Vernon    av.  .20,    B    41.    B 
406. 
Oxford.  .187,    G   844. 

Palisade.  .29,    W    44,    tl02,    E    152,    S    324, 

t551,  619,  968,  S  982. 
•Palm.  .7.39. 

•Parker.  ..82,    D   .322,    t3.58,    .384,    420,    1460. 
542     570,    D    .580.    t591.    (;.58,    700.    P 
700,    740,     (742),    T    752,    t753.    1801. 
t847,    923,    K   933,    1013,    K    1024,    M 
1024. 
Park.   138th  to   140th. .1894,  T  1025. 
149th   to   15(1th.  .14(59. 
1.50th  to  151st.  .(461). 
1.52d  to  1.53d.  .t203. 
153d  to  1.54th.. M  1.54,  M  628,   (836). 
1.5.5th  to   1.50th.. 968,  L  981. 
156th  to  157th.  .M  99,  t203,  740,  M  751, 

834. 
1.57th  to  1.5Sth.  .139,  188. 
170th  to  171st.  .1,89,  S  202,  R  429,  (702), 

D  790,  O  892,  023,  9(58.  R  982. 
Wendover  to   172d.  .*1002. 
174th  to  175th.  .2.34.  J  244.  277,  H  323. 
175th  to   176th.  .tl57. 
176th    to    Tremont    av.  .L    08,    (423),    D 

1023. 
Tremont    to    178th.. 82,    T    101,    139.    F 

152,  2.34.  K  244,  502,  S  511,  P  933. 
17Sth   to  170th.  .82,   G  97,   .502,   R  892, 

90S. 
179th  to  180th.  .M  245,  L  709,  C  1060. 
180th  to  181st.. 82.  K  1.53.  t246, 
181st  to  182d.  .29.  82.  R  201,  349.  (702), 

H  750,  786,  C  795,  H  700,  H  844. 
182d  to  184th.  .M  287,  502,  650,  W  710, 

M   033. 
184th  to  18.5th.  .S  24.5. 
lS5th  to  180th.  ..384,  B  380. 
ISOth  to  Webster  av.  .2.34. 
•Park.  .421.  D  540,   •013. 
Passage.  .31.5,   B  932,   1050. 
•Paulding.  .1.30.    137.   139,   A  1.50,   B   151.   C 
151   F  1.52.  G  1.52,  L  1.53,  L  1.54.  M  154, 
R  154,  S  155,  S  150,  V  150,  W  156,  187, 


313,   T  324,   410,   S  430,   502.   542,   R 
550,  008. 
Pelham,  Webster  to  3d  av.  .234,  t4(50. 

Washington  to  Lorillard  pi.. 420.  M  (i08. 
HofTman  to  Arthur  av.  .234,  K  244,  t325. 
Arthur  to  Hughes.  .139,  S  1.55,  189. 
Hughes   to   Belmont  av..(001). 
Belmont   to  Cambreling  av.  .101.3. 
•Pelham.  .139.  J7ij3.  F  1023. 
Penfold.  .S  550. 

•Pelham    Parkway.  .786,    S    798,    923. 
Pennyfleld.  .924. 

•Penfleld.  .1.89.  277.  315.  G  323,  P  550. 

Perry,   2(M)th    to    Mosholu    I'arkwav.  .tl02,    B 

151,  B  199,  t203,  234,  B  243,  277,  315, 

.384,   W   391,   542,   579,   A   .588,    B  588, 

019,  H  027,  M  028,  <i5!l,  L  (!07,  881. 

Mosholu    Parkway    to    205th.  ..S4,    S    3.57. 

S  .5!)0.   7(l<l,   A  708,  !MI9,  G  O.Sd.   1101. 
2(l5th  to  2(>7th.  .1.S7.  t2(i:!.  277.  M  30(»,  B 

.509.   579,   780,   t847. 
w  s,  2ll7th  to  Gun  Hill  rd.  .29,  82,  B  94, 
277.    J    2,S7.    G    3.50.    420,W    430,    619, 
058,   700.    M   709,    740,   G   750,   780,   M 
797,  R  798,  .880,  A  890. 
e  s.  207th  to  209th.  .82,  234,  S  245,   N 

700. 
e  s,  209th  to  Gun  Hill  rd.  .W  44,  G  428, 
t799.  880,  E  891. 
•Pierce.  .F   1023. 
•Pier.  .277,  7(.M),   10.58. 
•Pilot.  .82. 

•Pilgrim.. H    97.    189,    K    200,    233,    2,35,   "E 
243,    t512,    579,    H    .5,89,    (557,    0.58.    C 
000.  740,  833,  880,  923.  B  932,  H  933, 
K  9.33,  908,   10.57,  1058,  D  10(59. 
•Pine. .1101. 

•Pleasant.. C  41,  t203,  2.34,  2.35,  277,  M 
2,87,  S  2.88.  T  324.  S  .357.  384,  Z  301, 
D  428,  .502,  579,  S  590,  C  (i27,  (5.58,  H 
(•.07,  834,  ,881,  G  891,  W  803,  908. 
C  1009. 
Plimpton,   l(59th   to   Boscobel  av.  .•533,  700, 

P  709. 
Popham.  .29.  384.  0.59,  880. 
Powers.  .M  429,   579. 
•Pratt.. 82.   D  95,   180,   R  201,   B  322,  349, 

4.58,    1013. 
Prospect.    Southern    Boulevard   to   Fox.  .542, 
1101. 
Fox  to  Kelly.  .H  42,  P  43,  D  90,  E  200, 
P  201,   234,   277,   315,   A  548,   P  892, 
9(58,   1013,   R  1024. 
Kelly    to    Dawson.  .1.39,    D    151,    570,    L 

.589.  880,  881. 
Dawson    to    1.50th.  .29.    (32),    82,    F    97. 
(192).  K  2.87,  S  288,  M  668,  N  C68,  S 
893,  M  nil. 

e    s,     Macy    pi    to    Longwood    av.  .1203, 

(351),   834. 
w  s,   150th  to  Westchester  av.  .H  9.S0. 
e  s,  Westchester  av  to   102d.  .420,  881. 
w    s.    Westchester   av    to    101st.  .619,    C 

626,  t083. 
l(5.3d    to    165th..  1551,    R    590,    G    1023, 

1058, 
l(55th    to    l(i6th..B   4(50,    F   4(50,    S   407, 

S  511,  L  627,  1101. 
KiOth    to    Home.. 780,    101.3,    K    1024,    M 

1070,    1101. 
Home-to  109th.  .B  795,  M  981,  E  1009. 
Freeman  to  Jennings.  .579,  S  591,  C  666, 

H   891,   908,   B   979. 
Jennings  to   170th.  .420,    (702). 
w   s.   Jennings    to   Boston   rd.  .B   509,    K 

.510,  010. 
17.3d  to  174th.  .B  322,  1012. 
174th    to    17(5th.  .G   1000. 
170th  to  Elsmere  pi.  .M  467,  619,  D  627, 

834. 
Elsmore  pi  to  Tremont  av.  .F  96,  019. 
Tremont  av  to   170th.  .619. 
179th  to  1,80th.  .0  1.54,  2.34,  D  280,  658. 

D   (KJO,   1894.   ^1004. 
1,80th    to    1.82d.  .29.    82,    G    97.    V    101. 

234    384    502,   A   .509,    N   510,   579,   G 

.589,  K  589,  0,59.  S  982.  1013.  B  1023. 
Grote  to   18.5th.  .82.  700.   (1000). 
1,8.5th  to  1.89th.  .,82.  P  99,  P  288.  349,  C 

.350,  t409,  .502.  D  509,  D  844,  (1060). 
indef.  .78,  M  407,  1101. 
•Prospect.. 278,   349,   502,   Y  752,   786.   880, 

908. 
•Pugsley.  .29,   D  42.  77.  82.  84.   B  95.  D  00. 
G  97    L  98,  N  99,  R  lllO,  130,  137,  139, 
140.    B    151.    D    151.    F    1.52.    L   153.    M 
1.54,  S  1.50,  234,  420,  D  428,  7(W. 

Railroad  av  West.  .R   1.55. 

•Railroad..  135.    1.30.    (.8,30),    E   844. 

Railroad.  .R  1.55.  L  200,  R  420.  P  033. 

Randall,  Manida  to  Bryant.  .0(58,  D  980. 

•Randall.  .4.58.  ,502,  A  626,  740. 

Retreat.  .314. 

•Rhinelander...3.S3.    500.    .540.    690,    78,>,    C 

706,  P  708,  007.   1013. 
•Richardson.  .M  323,   1101. 
Rider.  1.3,Sth  to  1.39th.  .C  41,  82,  t799, 

1.39th  to  140th.  .t710. 

140th  to  142d.  .960,  M  981,  M  1024. 

142d   to    144th. .t203. 
River.    107th    to    Jerome    av.  ..542,    M    .5oO. 

579,  0.57,  H  607.  J  6(57,  008,  J  981. 
Riverdale..82.    83.    188.    189.    P   201,    (317), 

D  356.   E  500.  S  982.   1013. 
Robbins,   1.39th   to  140th.  .*1(X>4. 

141st  to  142d.  .M  420.  .502.  786.  P  797. 

142d  to  St   Joseph.  .10.5,8.   B   1008. 

e  s.   144th  to  147th.  .G  244.  420,  M  429. 

w  s.  Crane  to  Dater.  .1710. 

147th  to  140th.  ..384,  T  511,  D  700,  831, 

e  s,  140th  to  Fox.  .502,  B  .500. 


Fox  to  Beck.  .83,  S   101,  M  287. 

w  s,  140th  to  Kelly.  .D  05,  235,  B  243, 

881. 
Kelly    to    Westchester    av..l90,    A    190, 
(022).  A  979. 
•Robin.. 189,    B    190,    H    200,    234,    23.),    T 
245    277,    B   280,    B   400,   502,    K   510, 
057,   700,   t710,   780,   834,   E   844,   881, 
924. 
Rochambeau,  Van  Cortlandt  av  to  210th.. A 

890. 
•Roosevelt.  .139,   W  1.56,   189,   C  199. 
•Rosedale.  .(80),  235,  t247.  349,  V  357,  420. 
458.    t4l59,   502,   T   511,   579,   P   500,   S 
0(58,  740,  908,  (071),  P  082,  tl072. 
RockHeld.  .S  1.55. 

•Rosewood.  .75,   138,  420,  501,  059. 
Ryer.  178th  to  180th.  .B  150,  235,  384,  834, 
F  844,  B  890,  K  981. 
l.SOth  to  181st..  (192),  T  608. 
l.Slst  to  1.82d..t4,5,  83,  S  100,  502,  .542, 

t710,   •870,    1058. 
182d  to  183d.  .382,  T  430,  740,  786,  924, 
H   933, 

•Sackett.  .F  1023. 
•Sands.. 384. 

•Saratoga.  .740,   785,  C  706. 
St    Anns,    ]32d    to   Southern    Boulevard.  .30, 
189,   D   199. 
134th   to   1.35th.. 30.   L  98,    140.   J   1.53. 
189.  S  202,  2.35,  W  245,  315,  I  323,  340, 
I  35(i,  502,  068. 
13.5th  to   130th..  (86).  Z  083,   (1103). 
136th    to    137th.  .C   280,    N   288,    (461), 

S    1112. 
137th  to   13,Sth.  .(883). 
139th  to   141st..  140,  4.58.  D  415(5,  1058. 
141st   to   142d..2.35.   G  244,  .580,    (702), 

1013,  E   1023,   R  1025. 
144th  to  14.5th.  .B  3,55,   1013,  B  1023,  N 

1024,   1101,   B   1110. 
14,5th  to  140th.  .K  287,  0.59. 
149th    to    Westchester    av..l40.    F    1.52, 

(237).  278,  K  510. 
Westchester  to  Rae.  .30,  R  44,  315.  580. 
Carr  to  156th.  .30,  83,  278,  349,  G  356, 

10.58. 
1.56th   to   1.57th.  .(351),   (.582),  R  .590. 
157th    to    1.5,Sth..E   42,    G   42,   420,   008, 

(071),  H  080,  L  981,  F  1023,  L  1070. 
1,58th  to  3d  av.  .278,  W  324,  A  626. 
•St  Agnes.  .139.  •651,  879,  880,  881,  C  891, 
D  .S91    M  892,  W  893,  024,  M  933,  068, 
B  979    1013,  C   1023,   1101,  B  1110. 
•St    Marys.. *048,    •OSl,    879,    880,    881,    B 
890,   C   891,   D  891,   M  892,   R  892,   W 
,893    923    924,    B   932,    L   933,   M   933. 
9(58'    G    9,80,    1013,    1014,    G    1023,    G 
1024. 
•St    Lawrence.. 30.    G  42,   G  07,   tlo7,   t203, 
235,  278,  t2S9,  315,  M  350,  t358,  384. 
E  390,  1392,  458,  A  400,  t469,  542,  M 
550    580,   D   589,   S   590,   S   .591.   t592, 
019,   050.    C   0(50.   G   0(57,    700.    M   709, 
S   710    ,S-U,    H   844,    S   84.5,    R  982,   H 
1060,   K   1070. 
•St   Peters.  .t083. 

•St    Ravraond..81,   P   0(5,    1.38,   348.   542,   D 
549.   t609,  834.   C  843,   P  845,   tl026, 
1101. 
•Saxe.  .83,  1.39,  140,  235,  t247,  420,  M  429, 

t591,  834,  G  080. 
*Scofleld..83.     4.50,     ^870,     1012,     1014,    H 

1024,   B   10(58. 
•Soribner.  .•(53.  233,  235,  R  245,  S  245. 
•Seaview.  .130,  010. 

Sedgwick.  .Jerome  av  to  Depot  pi.  .234,  277, 
K  2,87    542.  A  548,  701,  1058,  U  1071, 
1102,    D    1110. 
Depot  pi  to  177th.  .tl.57,  235,  t280,  383, 

F  510,   V  ,5,50,   ^(513. 
177th  to  179th.. 80,  •OOO,  924,  H  932. 
170th  to  181  St.. E  027,  1058. 
l.Slst   to    1,8,3d.  .tl,57. 
Bailey  to  220th.  .t325.  t.3,58.  420,  H  420, 

,542,  D  549,  881,  P  891,  K  892,  L  892. 
229th   to  Perot.  .W  408. 
Perot  to  Giles  pi.  .P  99. 
•Seminole.  .,S81.  J  891. 

•Seton.  .30.  C  41,  S  44,  458,  H  549,  834,  924. 
•Seward ..  •,533.  „     ^„,     „_„ 

Shakespeare.., 349.    420,    D    428,    502,    OoO, 

700.  t034.  tl02G,  1058. 
•Shell.  .457.  R  407. 
Sheridan.   101st  to  102d.  .922. 
l(52d    to    l(!3d.  .022. 
103d  to  l(54th.  .382.  D  389,  922. 
l(54th  to  l(55th.  .R  201,  382,  D  389,  tl30, 
•Sheridan.  .135,    578. 
Sherman.   l(55th   to   McClellan.  .•lOlS. 
Southern   Boulevard   (see  also  200th   st),   3d 
av   to  Lincoln  av. .t983. 
Lincoln  to   Alexander  av.  .4,58. 
Alexander  to  Willis  av.  ..542. 
Willis   to  Bronx  pi.  .4.5,8,  M  4(57,  .580,   B 

588    D  5,89,   P  590,  659.  1058. 
Brook  av  to  St  Anns.  .189,  D  109.  4,59. 
St    Anns    to    Cypress    av.  .M    201,    t24b, 

278,   t.325,   (385),  G  390. 
1.3.5th    to    1.3(!th..(2.37),     (461),    M    668, 
783,    F    706,    M    707,     1013,    K    1024, 
(1000),  M  nil. 
130th   to   1.37th.  .1431. 
138th  to  140th.  .•lOOl. 
142d  to  St  Joseph. .t431. 
St    Joseph    to    Prospect    av..83,     E    90, 

(385),   O  .390,   787,   908,   1101, 
Prospect  to  Av  S  John— W  44,  83,  G  97, 
W  101,  140,  G  152,  L  153,  W  150,  700, 
A  749,   M  751. 


NOTH.— When  in  doubt  as  to  the  meaning  of  the  signs  used,  consult  the  key  on  page  3. 
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Av  St  John   to  Craven.  .B  2S(j,  L,  350. 
Craven  to  Intervale  av.  .(il!l,  B  1023. 
Intervale    av    to    Barretto.  .4"1S,    787,    C 

'J32.  . 

Dongan   to   Westchester  av..i2-li. 
Westchester    to    1(i7th..K   1070. 
Iti7lh   to   Freeman.  .(32),  83.   J  08,   140. 

K  200,   (r)82),   1)24. 
Freeman     to    Jennings.  .ISO,    31f>,    450, 

024,    M    ](I70,    ]  Un. 
Jennings  to  173d.  .:!0,  83,  ISO,  315.  420, 

C  42S,  E  42S,  0(i(;.  OliS,  105S,  M  1070. 
173d    to    174th. .1057. 
174ih  to   175ih..3i0.  J  350,   L  407.  _ 
Fairmount  pi  to  Tremont  av..S  1025. 
Tremont   av   to   Mohegan  av.  .*ti3,    130. 
Mohegan   to   ISdth.  .315. 
l.SOth    tolS2d..B   243.    S   357.   542. 
Crote  to   lS5th.  .S3,   ISO,  S  3.57.  S  028. 
l,S5ih    to    l,SiHh..M   43,   82.    1,S0,    S,3.57, 
4.5S    U  408,   t400,  S  028,   H  080,   1013, 
R  1025,   1101. 
ISOlh   to   Wehstor   av.  .E  00. 
*Soiitli   Chestnut  Drive.  ^H  350. 
♦Southern   Railroad.  .t45. 
South   Broadway.  .701). 
Spoftord.  Fail-e  to  Longfellow.  .■;03 1. 
Spuyten   DuyviL.P   201. 

Spuyten   Duyvil   Parkway.   Kappock   to  231st 
.  .4.5,8. 
231st   to  235th..  180,   K  200,  4.58. 
235th    to    Arlington    av.  .180. 
Stebbins,  Dan-son  to  Westchester  av.  .1101. 
Westchester  av  to  105th.  .315,  501,  784, 

C  705.  C  700.  ,S81,  H  801. 
105th    to    l(;7th..K   42.    M    1.54,    L   390. 

(42:!)     L  420,   740,  V  7-52,   10.58. 
107th  to  100th.  .s:!.  N  00,  235,  'OOO,  780, 

N  1070,  1101. 
100th   to  Chisholm.  .1014. 
Chisholm    to    Freeman.  .C   801. 
Freeman  to  Jennings.  .R   1()7II. 
Jennings  to   170th.  .0.50,   740,   F  080. 
•Steenwick.  .450. 

Steuben,  .70.   78,   80,  81,  83,   B  95,   C  95,   E 

0(;    F  00,   G  07,   H  07,  L  98,   P  99,  W 

101,  *.53r,,  580,  010,  M  028,  O  028,  700, 

S3  4,   M  !)33. 

•StiIIi\-ell.  .740.  7,S5.  C  790,  833,  K  844,  881, 

023,   024,   S   034. 
Summit,  101st  to  102d..E  280,  S  324,  700. 
w   s.   101st  to   10.5th.  .t325,  420,   W  501, 

R  028,  V  008,  7011,  C  708,  740,  C  790. 
e    s     104th    to    105th.. 23.5,    C   243.    315, 
C   750,   H   750,   A   032,    C   032,   H   080, 
1058,   C   1000". 
105th  to  100th.  .700,  A  708,  1101. 
indef.  .E   .5011. 
*Swinton.  .N  245. 
Sylvan.  .10i)7. 
*Syracuse..B  151,  780,  *1001,  10.57. 

*Tacoma.  .  (071). 

•Taylor.. S  245,   tlO^f;,   1101,  C   1110. 
Taylor.  .82,  340.  C  3.50.   (1000). 
Teller,    100th   to    107th.. •411. 

100th  to  170th.  .M  43,  R  44,  83,  140,  W 
150,  278,  .5,S(),   H  .5,80,  700,  t808,  tSOl, 
924.  W   1071. 
•Theriot.  .140.  G  1.52.   A  322,   R  3.57,  4.59,  F 

400    580,  t(i20,  700,  M  700. 
Tiebout,   180th   to   182d.  .83,  B  05,  D  96,  W 
101,  K  1.53,  D   1023. 
182d  to   1,8.3d.  .18(;,   187,   278,   H   287,   M 

751. 
]S3d  to  1S4th.  .84,  099.  908,  B  979. 
184th  to  lS7lh..lS0,  t247,   1700. 
187th    to    Fordham    rd.  .H    1.53,    420,    D 
428,   740,  T   752. 
•Tier.  .421.  459,   1101. 
•Tilden.  .78. 

Tinton   (see  also  Beach  av).  Southern  Boule- 
vard to  Dater.  .S3.  E  00.  384. 
Dater  to  140th.  .H  300,  .581). 
140th   to   1.50th.  .278,   W  288,   L  300,   W 

550. 
1.50th    to    151st.  .10.58. 
15ls(   to   1.52d..:540,   H  .3.50,  4.59,  .502,   H 

510,  580,  G  5S0,  008.  000. 
1.52d  to  155th.  .140,  S  155,  008. 
1.55th   to  Westchester  av.  .R   1.14. 
Westchester  to   1.5Sth..83,   D  05.   S  202, 
H  323,  (423),  (-501),  L  (i07.  O  707.  9(38. 
1.5,Sth  to  100th.. N  2.S8,   H   1024,   1101. 
100th   to   101st.. H  700..   *1092. 
101st    to    103d..-f4.5,    83,    T    101,   2.35,   0 

245,   (351),  E  O.SO,  'lOlS. 
103d  to  105th.  .B  843,  1014,  S  1025. 
105(h    to    100th.  .2.3.5.    38.3,    420,   0.59, .  D 

(iOO.  K  (i07,   R  1025. 
100th  to  Home.  .Q   IOO,  Q  500,  019.  659. 
B  000.  Q  008.  E  801,  K  033,  L  981,   Q 
1024,    R    1070. 
Home    to    10,8th ..  (.582),    8.34. 
l(;,Sth  to  100th.  .340.  384,  .502,  W  511,  H 
OSO.   F   1110,   W   1112. 
Topping,  17.3d  to  174th.  .140,  L  153,  740,  H 
7.50.  ,S34.  881,  H  ,801. 
200    K  200,   384,   t302,   .542,   S   .5.50,   G 
700,  740.  A  740,  G  700,  A  ,843.  G  891, 
t983.  A   1110. 
SOI.   tOS3.  A   1110. 
175th   to  170th.  .B  .588. 
Townsend.   172d  to   174th.. 30. 
174th  to  17.5th.  .&3.  F  96. 
175th    to    170th.. 8.3,   384,    580.    1014.    O 
1070. 
Tremont    (see   also    177th    st).    Aqueduct    av 
to  Grand  av.  .0   1.54.  834. 
Monroe   to   Ryer   av..t700,   881,   M   892. 

R   SO^ 
Webster  to  Park  av.  .H  627,  D  1023. 


Park    to    Washington    av..(143),    (582), 

010,  P  033. 
Washington    to   Bathgate   av..(32),    (8(>), 

I   OS.   (544),    (742),   (020). 
Arthur    to    Belmont    av.  .30.    V   44,    140, 

010,  787. 
Belmont  to  Crotona  av.  .010,  787. 
Crotona     to     Clinton     av..(280),     t710, 

10.58,    H    1000. 
Prospect  to  Marmion  av.  .B  243,  N  357, 

B  .588,  K  5.S0,   1101,   B   1110. 
Marmion  to  Southern  Boulevard.  .S  1025. 
Southern    Boulevard    to    Honeywell    av.  . 

1358. 
Daly  to  Vyse  av.  .t620,  O  1070. 
Boston    rd    to    Bronx    River.  .4.50. 
•Tremont.  .20.   S3,    130,    130.   140.   B    1.50,   F 

1.52,   M    1.54,   S   155,    1,80,   100,   P  201,  V 

•'02    23.4    278.  H  287.  457.  4.50.  F  406, 

'<i\S   v512,  542,  M  .5!KI,   t502,   0.50.  700, 

C    7.50,   8:^4,    880,    (071),    1058,    tl072, 

1101. 
Trinity     (see     also     Cypress     av),     Dater     to 

140th.  .315.   .580,   787. 
140th    to    Westchester    av.  .022,    B    032, 

10.50. 
Westchester    to    150th.. .30,    H    42,    J    42. 

140   .-UO,  420,  L  429.  787. 
150th   to    1.58th.. T  44,    M  201,   512,   010, 

L  027,  787,  924,  R  0,S2. 
15Sth  to  lOOth.  .010.  F  027. 
lOdth  10  101st.  .5,S0,  S  .50(1,  H  709. 
tOlst   to    103d.. P  00,   232,    S  288.    (020, 

740,  K  707,  O  845,  R  845,  908,  H  980, 

tlO20. 
103d   to   105th.. 27,   050.   D   GOO,   D   708. 

•1(I4S.   1()5S,   B  lOOS,   Z   1(J71,  *1092. 
105th    to    100th.  .130. 
Tryon..77.   H  07,  M  802.   H    1111,  M    1111- 

Undercliff  av.  .180,  23.5,  S  02,8,  M  707,   1014, 

S    1112. 
Union,    Southern    Boulevard    to    140(h...S81, 

1101. 
140th    to    Beck..  140.    E    1.52,    H    1.52.    G 

201).   S    324.   340,    421,    450,    C   400,    C 

027    t083,    1012.   D    1023.   R   1024. 
Beck  to  Kellv.  .83,  ISO,  .5,S0,  H  .5,80,  0.50, 

K  707,   M   1024. 
Kellv  to  Dawson.  ..S3,  C  05,  420,  W  430, 

5,si).   D  580,   D  027,   D   708,  K   709,   W 

1112. 
Dawson    to   Westchester    av.  ..30,    189,    C 

100     •440,    502,    D    .500,    .580,    10.58,    L 

1070.    L   1111,  S   1112. 
Westchester   to    1.5Sth..D    41,    *500,   0.59, 

L  007.  700,  M  7O0. 
l,5,Sth    to    101st.. C   41,    83.   G   07,   J   O.S. 

14l»,  S  1.55,  278.  M  2.87.  T  288,  010,  N 

0(!8.   B  70S,   787,  G  .801,    (lOUO). 
101st  to  103d.  .30.  G  42.  K  42.  G  07,  278, 

S  288,  542,   B  00(!,   787,   S  708,  S  845, 

0(!8,  S  082,  S  1112. 
lt;.3d   to    105th.. W   44,  .384,   L  40>7,  .542, 

.580,  *051,  7;iS.  B  740,  000,  068,  H  980, 

M  081,  10,5S.  W  1071. 
ICrnh  to  100th.  .319,  659,  S  846,  R  1025, 

Y    1071. 
100th  (o  Home.  .83.  420.  019.  6.59.  (926). 
Home  to  l(i8(h.  .M  98,  t325,  019,  K  627, 

S  020    881,   1101,  M  1111. 
108th  to  Freeman.  .H  42,  235,  278,  420, 

S   420.  010,  tl020. 
Freeman    (o    Jennings.  .t3.58,    (461). 
indef.  .420.  1013. 
•Union.  .'^2A.  B  1.50,  278.  349,  P  3.57,  B  .389, 

H  399,  457,  E  406,  700,  R  710. 

Valentiner   179th    to    18ist..30,    R    44,    84, 

180.   F  200.   S  201.  278. 
181st  to  1,83d.. 84,  140,  189,  190,  S  202, 
•       235,   502,   542,   740,   D  750,   F   1023,   D 

1110. 
183d  to  187th.  .83,  84,  384,  W  391,  459, 

(!00,    700. 
180th  to   102d..W  .591.  740,  T  7.52. 
104th     to    10,8th.  .t592,     908,      1012,     B 

1023,    1058. 
10,8th    (o   20()th..30,    F   42,   278,   421,    E 

428,    020.    0.50. 
202d   to   204th.. t203.    (351). 

Valles.  .1057. 

Van  Cortlandt,  Villa  to  Mosholu  Parkway.. 
232. 
Mosholu    Parkway    to    Woodlawn    rd.  .A 
890. 
Vanderhilt.  .J    244. 

•Van  Nest.  .C  109,  349,  M  356,  421,  K  429, 
t4.31,  (.582),  (661),  t6(i9,  700,  M  709. 
(789),  B  932,  t983,  1058,  L  1070,  V 
1071. 
Villa  200th  to  204th.  .278,  L  323,  502,  C 
000. 
204th  to  205th.  .*03,  t102,  G  200,  '376, 

L  390,   L  510,  580,   059,   t9S3. 
2n5th  to  Van  Cortlandt  av.  .t45,  L  390, 
t710,  787,  t868. 
•Vincent.  .81.  G  97. 
Vireo.  23.3d  to  2.3.5th.  .924. 

23.5th   to  237th.  .2.3.5,   O  24.5. 
e   s    230th   to  McLean  av.  .315. 
♦Virginia.  .340,  G  .350,   020,   M  027. 
Vyse   (see  also  Vyse  st).   West  Farms  rd  to 
Home.. 30.    S   44,    83.    84,    F   96.    189, 
•^35     F   244,   421,    F   428.   459,   H   407, 
50-^    542    F  540,  5,80,  S  028,  S  7.52. 
Home'  to    Freeman.. C}    154,    189,    S   752, 

881,  000,  1014,  10.58. 
Freeman    to   Jennings.  .30.    N  43,   W  44, 
84,  D  05.  315,  G  323,  700,  fSOl,  t847, 
024     *050. 


Jennings  to  17.3d..t45.  .S3,  140,  2.35, 
M  287,  315.  B  322,  421,  H  .540,  M  028, 
T  029,  740,  787,  834,  (,s:',(;i,  1014,  M 
1024,  N   1070,   1101,  R  1112,  S  1112. 

173d  to   Boston  rd..(237). 

Boston   rd  to  Tremont  av.  .967,   D  1009. 

l.SOth   to   l.S2d..233,  F  244,  M  751. 

Wales,   St   Marys   to   St   Josephs.  .'OlS,   969, 
1102,    R    1112. 
Crane  to  Dater.  .315,  G  32.3,  S  .324,  384, 

421,  -f512,  .5,80. 
Dater   to    140th..  140,    P  407. 
149th  to   Fox.. 278,   W  288,  384,   L  390, 

W  550,  881,   L   nil. 
Fox  to  Kelly.  ..3.50,   S  408,   (.501).  B  509, 

0.50,    •0!M).    900. 
Kelly   to    Westchester    av.  .D   42,    84,    T 
101,   D   350,    D   519,    740,    741,   H   750, 
,834,  t034. 
•Wallace.  .,84.    278.    B    280. 
Walnut.    138th   to    14(Kh..tOOO.   17.53. 
140th   to    141st.  .:!(). 
141st   to  Edgewater  rd.  .S  357. 
Walton.    138th    to    Cheever    pi.. 421,    R    42!). 
t431,    tOOO. 
144th    to    140th. .024. 
noth   to   140th.  .834. 
ll'.lth    to    1.5(11  li.  .0.59,   M  0()8. 
1.50th   to  1.53d.  .J  892. 
102d    to    105th.  .H   801. 
l(;5th    to   McClellan.  .84,    D  95,    D   3.56. 
Hawkstone  to  171th.  .349.  0-50.  741,  924, 

000,   K  981. 
174th   to    17.5th.  .83,    1014. 
Mt    Hope   pi   to  Tremont  av.  .S   l:io. 
Tremont  av  to  Burnside  av.  .421.  W  4.30. 
Burnside  to  Cameron  pi.  .81.  K  08,  *124, 
140,    R   1.55,    100,    235,   278,    542,   580. 
B    .588,    0.50,    784,    924,    909,    1102.    S 
1112. 
I,s3d  to  Fordham  rd.  .831,  069,  M  981.  . 
Washington.  102d  to  Elton  av..(351),   (742). 
Elton   to   103d.  .V    1112. 
103d    to    l(Uth..84,    A   94.    2.3,5,    K    244, 
t247,    278.    K    287.    421.    A    400,    6.59, 
t(!09.   741.   V  7-52,   K  033. 
104th    to    10.5th..  (280),     (317),    D    322, 

(703).  787,  000. 
10.5th  to  100th.. 421,   (423),  S  1071. 
100th  to  107th.  .140,  D  243.  278,  B  428, 
■     H  407,  71  ;0.   024. 
107th    to    10Sth..84,    M    287,    384,    4o0, 

S  028    05!1,   A  000,  A  749. 
108th    to    100th.  ..30,    H   42,    B.  151,    100, 
B   100    3.50.   D   3.50,   421,   C  428.   t592, 
C  027,   H   lOOO,    B    1110. 
100th  to  170th.  ..503.  741,  C  7.50,  H  7.50. 
K  750,  834,  W  846,  881.  909,  D  980, 
11112. 
St  Pauls  pi  to  171st.  .K  98,  Z  101,  (836). 

•870. 
171st    to    Wendover    av..(143).    H    1.53, 
190    t247.  H  3.50.  t302,  G  428,  G  7.50, 
H  980,  1101,  1102. 
Wendover  av  to    172d...30,   K  43.  S  100, 

K   1.53    235,   M  244,   020.   (7S0),   009. 
172d  to  173d.. C  032,  10.58.  K  1000. 
17.3d    to    174th.. 84,   L   287.   .503,   L   .549, 
7,87.  Z  799,  834,  G  844,  1012,  D  1069, 
W   1071. 
174th    to    175th.  .140,    G    1.52,    M    1.34, 

(351),  450,   (.544),    (582). 
17.5th    to    176th.. 421.    M   429,    t983,    M 

1070. 
17Gth  to  Tremont  av.  .0;j9,   W  668. 
Tremont     av     to     178th.  .  (423),     T    430, 

(.5,82),   (026). 
178th  to   170th.. •200,  924,  R  1024. 
17'.lth    to    l,Soth..30,    F   42,    140,    187,    R 

201,  020,  P  028,  881. 
l.SOth  to  181st.  .1102. 
181st   to    182d..235,   503,   D   .509,   t551, 

1014. 
182d  to   lS3d.  .787. 
1.8.3d    to    184th.. L   751,    K    SU,    ,881,    M 

802,  M  933. 
186th  to  3d  av.  .17.53. 
l.SSth   to   180th..  140,   R   1.54. 
l.SOth  to  Pelham  av,  .1057.  A  1068. 
indef.  .139,  D  151,  D  79(i,  8.31,  S  1071.      . 
•Washington.  .G  97,  H  97,   H  1.52,   190,  278, 
315    C  322,   384,   G  300,   L  607,   833, 
024. 
•Waterbury.  .80.  84,  K  08,  138,  H  1.52,  188, 

R  201.  348,  .383,  420,  B  428,  458. 
•Watson.  .•10114,    1056 

Webster,    168th   to   100th.. F  323,   N  420,   F 
1023. 
e  s    KJOth  to  Anna  pi.  .30,  M  43,  .542,  M 

550.    1102. 
w  s    100th  to  Clay  av.  .23,5,  314,  T  591, 

D    7.50,    M   981,    D    1110. 
e  s,  Anna   nl  to  170th.  .  (061),  1102. 
e  s.  170th"to  171st.. 140,  S  155,  620,  K 

027,  059,  P  008. 
171st   to   Wendover   av.  .S   202,   S  591. 
Wendover   av    to    173d.  .924. 
174th  to   175lh.  .30,  C  41,  H  42,  020,  E 

627.  J  027,  P  (;28. 
175th  to  170th.  .tl57,  .542,  A  548,  700. 
170th  to  Tremont  av.  .700. 
178th   to   179th.  .(1000). 
170th  to  l.SOth.  .D  190,  G  200,  D  322,  W 

430,    (622). 
180th  to  lS2d..t246,  K  1111. 
182d  to  183d.  .K  43,  620. 
l.S3d   to    184th.. K   287,    (702),    (703),    C 

843 
'  184th  to  187th..H  7.50. 
187th  to  189th.. •124,  W  288,   (702). 


NOTE,— When  in  doubt  as  to  the  meaning  of  the  signp  uied,  consult  the  key  on  page  S. 
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189th    to    PeJham    av.  .81.    130,    140,    K 

153,   I'JO,  234.   tr>'-12,   tOGO,   (83(i). 
105th   to    lOSth.  .(702). 
108th  to  100th.. t358,  fTlO,  (1103). 
190th    to    201st.  .235,    H    244,    (317),    K 

323,  (351),  1058,  H  KJOO. 

.201st  to  202d..84,  278,  384.  S  .301. 
202(1  to  Woodlawn  rd.  .30,  G  42,   145,  P 

324,  787. 

e  s,  Woodlawn  rd  to  Gun  Hill  rd.  .84,  K 
08.    M   287,   384,    (38G),   020,    1014,   C 
1023. 
w  s,  200th  to  Gun  Hill  rd..S  202. 
Gun   Hill   rd   to  233.  .100. 
indet.  .liX),    1057. 
Weelts,   Belmont   to   174th.  .84.   R   420. 
174th  to  17Gth.  .881,  L,  892,  R  892. 
Wendover,    Webster    to    Park    av.  .C    41,    H 
07.   140,  G  152,   190,  277,  384,  421,  L 
420,  (544),  J  580,  K  .580,  834.  1101. 
Parli    to    Washington    av.  .30,    K    43,    5 
153,  315,  K  323,  421,  D  428,  620,   K 
627,    (780). 
Washington   to   3d   av.  .30,   T   44,    (143). 
350.   580,   B   589,   650,   L  6i57,   L  797, 
(026), -M   981.   1014,   M   1024,   W  1025, 
L  1070,  W  1071. 
3d  to  Fulton  av.  .S   100. 
Westchester,-  3d    av    to    Bergen    av.  .740,    C 
080. 
Bergen  to  Brooli  av.  .1012. 
Brooli;   to    St   Anns   av.  .1203,    F  287.,   M 

288.   659,  700. 
St    Anns    to    Eagle    av.  .84,    235,    (237), 

315,  580,  787. 
Eagle   to   Cauldwell   av.  .924. 
Trinity   to   Wales   av.  .84,   M   99.    190,   A 
100,  278,  315,  R  324.  S  4(>8,  503,  580, 
F  589,   740,   741,   H  750,  787,   924,   A 
979 
Dawson   to    156th.  .M   99,    (351),    (742), 

024. 
156'th  to  Beach  av..O  797,  881. 
Beach  to   Union  av.  .D  41,   •569,  659,   L 

667,  700,  M  709. 
Union  av   to   Longwood   av.  .421,   B  428. 

(661),  B  795,  834,  (836).  Z  846,  924. 
w  s.  Prospect  to  l(i2d.  .924. 
Dongan    to    Intervale    av.  .W    1071. 
Intervale  to  Tiffany.  .  (836),  T  846,  968. 
Tiffany   to   Fox.  .(622). 
Fox    to    Southern    Boulevard.  .145,    tl57, 

t247,    K    1070. 
Hoe   to   Bryant ..  *052,  •  700. 
Bryant    to    Longfellow.  .881. 
indet.  .923. 
•Westchester.  .29,  30,  K  43,  N  43,  84,  B  05, 
C  05.  M  00,   P  99,   R  100,   S   101,    140, 
D  151,  G  152,  H  153,  K  1.53,  M  154,  S 
155,   189,   190,   O  201,   P   201,   V  202, 
235,   O  288,   312,   315,   C  .322,   N  323, 
382,   383,   384,    (423),   459,   D   466,    F 
466,   502,   C   509,   P   628,    t620,    *648, 
•651,  *600,  740,  D  750,  787,  833,  879, 
880,    881,    R    802,    W    803,    023,    024. 
L  033,   M   933,   968.    (971),   B   970,   G 
980,  1058,   (1060),  1100. 
•West   Scofield.  .834. 
Western  Bay.  .410,  421. 
•White  Plains.. 84,  P  09,   (143),  t203,  t247, 
t280,    t325,    457,    (4(il).    L   467,    t4(50, 
579,   t592,    (661).   H  796.    (836),   t868, 
B  079.  t983,   (1060),  R  1070. 
Whitlocli,    Southern     Boulevard    to    149th.. 
t469,   (026),  10.58,  B  1068. 
149th.  to  Leggett  av.  .135,  140,  tlll3. 
Leggett  to  1.56th.  .t289. 
156th  to  Tiffany.  .315,  350,  R  357,  f^31. 
Tiffany    to    Hunts    Point    rd.  .84,    M    09, 
418,  881,  C  891,  J  802,  P  892.  969.  A 
979,  J  980,  J  981,  M  981,  R  982,  1014. 
J   1024.  W  1025,   J   1069,   1101,    1102, 
M  1111. 
Aldus  to  Westchester  av.  .969. 
•Wickham.  .•610,   785,    787,   B   795,    C   796, 
W  700,  832,  833,  834,  B  843,  F  844,  M 
845,  P  845,  S  846,  T  846,  W  846,  879, 
880,  881,  S  893,  969,  W  983,  1058. 
Wilkens.  .W  156,  834.  D  844,  1014,   C  1023. 
•Wilder.  .580,  1058,  J  1069. 
Willard.  .870. 

•Willett.  .140,  1247,  421,  459,  M  550,  D  750. 
•Williams.  .190,    M   201,    235,   459,    620,    M 

628,   659,  834. 
Willis.  Southern  Boulevard  to  134th.  .^824, 
1058. 
.   134th  to  135th.  .84,  H  97,  (317),  M  981. 
135th   to   130th. .580. 
1.36th    to    137th..  (351),    502,    1102,    N 

1111, 
1.37th  to   138th..  (789),   S  034. 
130th   to   140th.. O  300,   O  301,   E   500, 

(883). 
140th    to    141st.. T    4.30,    T    501,    700. 

(883),  T  893,  D  1069. 
142d  to  144th.  .30,  S  44,   (192),  315,   O 
390,   O   391,   503,   J  510,   580,   L   627, 
740. 
144th  to  14.5th.. 30,  190. 
14.5th   to   146th.. J   08,    M   98,    (971).   B 

979. 
147th  to  Bergen  av..(351). 
14Sth   to  3d  av.  .(.504). 
Willow.   130th   to   132d..834. 
1.32d  to  133d.. t280. 
135th  to  136th.. 969.  tl026. 
136th  to  137th. .t203. 
137 tb  to  ISSth.  .G  200. 
Woodlawn.  .1014. 

Woodycrest,   Jerome   av  to   162d.  .M   43,   84, 
140,  R  155,  315. 
163d  to  164th.  .K  42,  140,  W  246,  A  749, 
•      R  1070. 


164th  to   165th.. B  243,  580,  O  892. 

165th   to   166th.. 8.34,   C  932. 

I(j6th  to   168th.. 235,  502,   1058. 
Woodruff     (see    also     176th    st)..187,    314, 

3S2,   K  300,  966,   W  0,83. 
Worth.  ..30,  C  41,  M  98,  M  709,  787. 
•Wright.  .190,  349,  384,  458,  4.59,  502,  542. 

•Zercga.  .140,  C  151,  t39],  t302,  fStiS. 
*ZuIette..82,  190,  N  510,  F  7.50.. 

1st  av.  .276,   730. 

1st.  .D  42,  100,  .350,  J  3.56,  C  ,540,  741,  831, 
060,  C  980,  1014,  1100. 

2d   av.  .967. 

•2d  av.  .30,  C  41,  M  98,  Z  101,  B  1,50.  100 
S  202,  234,  235,  L  244.  276.  277,  278, 
K  287,  N  288,  315,  P  357,  384.  Z  .30], 
C  428,  502,  503,  579,  580,  S  590,  620, 
6.58,  701,  741,  L  751,  834,  881,  W  803. 
024,  E  032,  t934,  068,  969,  C  980,  R 
982,  W  982,  1014,  1100. 

3d  av,  Harlem  River  to  134th.. 278,  t983. 
136th  to   137th.. 022,  924,   (926),  F  932, 

(1060). 
Morris  av  to  130th.  .H  067. 
130lh   ta  140th.. 84,   (143),   R   1025. 
140th     to     141st.  .(423),     (661),     (703), 

(8,36). 
141st  to  142d.  .B  032. 
142d    to    Alexander   av.  .100. 
143d  to  144th.  .(237). 
146th    to    148th.. R    288,    (317),    (461), 

(.582). 
Willis  av  to   140th.  .  (280),   (.504). 
Melrose   to  Westchester   av.  .C  0,80. 
Westchester    to    151st ..  (317),    740. 
151st    to    l,52d.  .L    .510,    (883),    060,    M 

081. 
1.52d  to   1.53d.  .K  667. 
1.54th  to   1.56th.  .(.544),   M  .500. 
15()th  to  1.58th.  .6,50,  B  060,  787,  B  795. 
1.58th   to  Washington   av..(102).    (1015). 
Washington  to   Brook  av..(1060). 
St  Anns  to   ](i2d.  .t.3.58,  K  300. 
162d  to  163d.  .(2.37),  t246,   (351). 
163d  to  Boston  rd.  .N  09. 
Boston   rd   to    165th.. S  44,   K   153,   54], 

A  548. 
16.5th  to   166th..  (32).  S  44,   (143),  190, 

(423),  620,  (022),  924,  L  9.33. 
166th  to  168th.  .278,  B  286.  B  322,  580. 

(582),  K  589,  S  590,   (883),  K  891,  S 

934,   (971). 
168th  to  170th.. 84,  B  94,  278,   (280),  F 

286,  503,  580,  741,  787,.  M  797,  S  846, 

M  933,  F  10(39. 
170th  to  Crotona   Park   South.  .H  97,   M 

99,  450,  H  667,  881. 
Crotona  Park  South   to  171st.  .tlll3. 
17]st   to   Wendover  av.  .30,   190,   Z   202, 

384.   Z  .301,  6.50,   F  801. 
Wendover    to    ]72d.  ..30,    C   41,   E   42    K 

43,  L  43,  100,  A  100,  «  200,  315,  .3.50 

.503.  .542.  B  540.  741,  F  7.50,   (971),  F 

1060,  M  1070. 
172d  to  17,3d.. 30,  B  41,  190,  459,  ^870. 
173d   to   174th.. 84,   C   1069. 
174th    to    175th.. .30.    421,    L    429,    580, 

S  .590,   1014.  B   1023,  M  1024. 
176th    to    17Sth..G    356,      620,       (622), 

•056,    *1002,    1102,    F    1110. 
178th  to  170th.. N  90,  4.59,  N  081. 
170th  to  180th.. t247.   tl02(i. 
Quarry    rd    to    182d..315,    F    322,    542, 

•1048. 
182d  to  184th..  (86),  J  1024. 
184th   to  Bathgate  av..t620. 
186th  to  188th.. t629. 
Park  to  Pelham  avs.  .140. 
north  of  Pelham  av..t469. 
indef..l87,  348,   V  351,   F  428. 

•3d  a  v..  84,  135,  136,  459,  M  467,  542, 
620. 

4th  av..501,  502,  F  510,  M  510,  619,  D  627, 

741. 
*4th    av..W   44,    M   154,    187,    313,    S   391, 

421,    B    428,    457,    B    509.    580,    620, 

701. 

5th   av..S   155,   458,   L  407,   L  510,   S  511, 

1014. 
*5th  av..l40,  M  154,  190,  3.50,  L  356,  384, 

421,  G  428,  L  467,  580,  G  589,  T  629, 

738,    L    751,    834,    879,    881,    A    890, 

B  890,  P  892,  923. 
*6th  av..78,   140.  M  154.  W  156.   190,  235, 

315,  B  322,  501,  M  845,   1012. 
•7th  av..276.  382,  H  390,  W  511. 
0th  av.  .J  7.50,  787. 

•0th  av..l.36,   187,  276,  .3,82,  D  389,  G  844. 
•10th    av..1.S7,    348.    F   356.    L   667. 
*llth   av..l,S7. 
•12th  av..28. 

•1.3th  av..28,  84,  R  155.  187,  739,  1012. 
•14th  av..657,  S  752,  1014. 
•15th   av..79,    B    1068. 
*16th   av..831, 
*17th  av.,28. 

*19th   av..79,   383,   S  468,   786,    1100. 
•20th  av..D   95. 
•21st  av..79,  6.57. 
•22d  av..276,   H  467,   579. 

ROADS. 

Albany   Post.. 700. 

Albany,   Bailey  av  to  233d.. tl02,  784. 
•Appleton.  .t669. 

•Bear  Swamp..  138,  140,  S  155,  t392,  578, 
S  710,  C  843,  F  1023.     ,  .  ... 


•Boston.. 70,   B   04,    130,   K   1.53     (2,37)     313 

314,   T   .357,   T    301,    .541.    F  540    699 

784     785,    *824,    T    1025,    1058,    W50 

Boston    rd    (see    Boston   av),    e    s,   3d   av   to 

164th.. 730,  S  7.52. 

w   s,   3d  av   to   166th.. .541,    A  .548    *.5(!0 

578,  T  .591,  ^775,  879,  T  982    1101 
'-'  „^',.V,'""^    ^°    166th.. 29.    658,    J    6(i7 

S     (mi.S, 
KKith  to  167th.. H  429,  T  893 
w   s,    Kwth   to    168th.. 233,   E   243 
Home    to   Jackson    av..(883) 
Jackson   av    to    l(;8th..A   588,    1591 
168th   to   100th..  138,   S   1.55 
160th   to   Jefferson    pi.. 28    E   42     ('>37) 

L   244,    (351),    410,    *403,    (62i),    657 

H  (J67,  739,  D  750.  ''    '^'>'. 

Jefferson  av  to  Prospect  av..^65]    F  93'' 
Prospect  av  to  Bristow.  .137,  419'  D  4'>S 

<;57,   M   (i67,   V  803    1014 
173d    to    174th.. f057. 
174th   to   176th..  (237),   P  244    9''3 
176th     to     Tremont,.4.59,     B    '795~  'o^.q 

0(i7,   969,   B   979.   D   1069  ' 

Tremont    to    170th.. .501,    023. 
181st    to    Bronx    River.. L   892 
•Boston  Post  rd. 314,  541,  784,  F  796,  879, 

1012,    10o(. 
•Boston   Turnpike    rd..785     101'' 
*Bronxdale..t804. 
•Classon   pt..tl02,    188,    F   200,    1358     730 

W  752,   K  1024,    (1103). 

*"^1^1orE79!^9,1^lf  !39!^'  t?i' 

fsbiMSf.^'  '''■  '''■  ««9i; 

Bdgewater..East  Bay  av  to  Viele  av    •1004 
Garrison  to  West  Farms  rd.  .138    S  155 
785,   M  797. 

'Ferris.  .740. 

Fieldston..l057. 

•Fishers    Landing    rd..784,    785 

Fordham  ^rd,     Sedgwick     to    Andrews     av.. 

Grand   to  Jerome. .  (423),  D  1023. 

Valentine   to   Kingsbridge   rd..H   153 

indef..ll01. 
•Fort    Schuyler.. 29,    138,    tl57,    188    F   200 
314,  C  322,  F  322,  K  323,  349,  B  355' 
fj?^-n^^  ^'''^'  ^-^'  P  420,  740,  H  750: 

Gun  Hill  rd,  Mosholu  Parkway  to  Jerome  av 
..81,    W    101. 
Jerome  to   Steuben  av..81.   D  95    M  99 
R  100,   138,  G  152. 

Highway  leading  to  Williamsbridge  and 
New  Rochelle..l90. 

•Highway  from  Old  Boston  rd  to  rd  leading 
from  Westchester  to  Bronxdale.  .139 
K  153,  740. 

Highbridgc.O    429. 

•Highway  leading  from  causeway  over  West- 
chester Creek   to   West  Farms.. D  549, 

Hunt's  pt,  Lafayette  to  Seneca  av  .*449 
D  79(!,   1894.  ' 

Kingsbridge,    Harlem    River    to    Heath    av 
31;),  F  323. 
Heath   av  to  Emmerich  pi.. 619. 
Emmerich   pi   to  Sedgwick   av..619 
Jerome    to    Creston   av..502. 
Marion    to    Webster   av..81,    1592     t934 
indef..l00,   R  201,   312.  ' 

•Kingsbridge.. 27,  W  44,  137,  139,  G  390 
420,   458,   A   466,   V  468,    1012,   1013.' 

Lafayette.. 2.32. 

Macomb's    Dam.. 313,    C    322,    V   668,    1058. 

-1 1  ijO. 
•Middletown..277,  420,  .502.  (i57.  (558.  J  667 

700,   740,  786,  833,  C  1023,   1101, 
Mosholu   and   Spuyten  DuyviL.S  591.    ■ 

New  rd.  .S  982. 

Old   Albany   Post   rd..*441,   700,   G  709 

•Old  Boston  rd..l.30,  K  153,  234  D  243 
V  245,   G  300,   421,  786.  834,  H  844' 

•Old   Boston   Post   rd..421,   608 

•Old  rd..20,  77,  82,  C  05,  G  07,  L  08,  M  90 
N  00.  R  100.  S  100.  135.  130,  140 
M  154,  N  154,  O  154,  180,  D  199 
t247,  458,  W  468,  t469,  579,  R  590, 
t.591,    ^824. 

Old    Kingsbridge.. M   99. 

•Old    Kingsbridge.. 579. 

Old  Quarry  rd..541. 

•Pelham.. 79,  82,- C  95,  139,  W  324,  t358 
383,  458,  t469,  502,  541,  657,  700, 
7.39,  •824.  8.34,  881,  1012,  P  1023, 
1101,  F  1110. 

•Post.. 541,  F  540. 

Private  cross  rd  leading  to  Riverdale  av.. 
S   501. 

•Private  rd  west  of  Fort  Schuyler  rd..tl02, 
1983. 

•Private  rd  leading  from  Westchester  Turn- 
pike to  Leggett's  pt..31. 

Proposed   40-ft    rd..85,    T    101. 

•Public  rd  leading  to  Classon's  pt..L  667. 
K   1024. 

Public   rd..D   151,    190,   D   796. 

•Public  rd..l89. 

Quarry.. 187,  S  982. 
River  •^ra..M  467. 


NOTB.— When  In  doubt  as  to  the  meajiliig  of  the  signs  used,  consult  the  key  on  pag«  3. 
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*Rd  from  Unionport.  .76. 

»Rd   to    Harlem..  189,    190. 

•Rd    leading    from     Westchester      Village.. 

D    1110. 
*Rd    to    Williamsbridge    depot.. 139. 
•Rd  from  Ft   Schuyler  to   Westchester.  .833. 
*Rd  leading  from   Westchester  to   Eastches- 

ter..C  190,  C  322,  834. 
*Rd    from    Eastchester    to    Kingsbridge.  .27. 
*Rd    leading   to    Ft    Schuyler.  .924. 
Rd    from    Kingsbridge    to    Williamsbridge.. 

312. 
*Rd   from   New   York   to   Westchester  Docks 

;189,   M  201,   D  549. 
*Rd   leading   to   New  York..  189,   M  201. 
•Rd   from   Westchester    to    Pelham    Bridge.. 

189,  384,   K   .300,    4.")8,   B   4r>ti. 
Rd  leading  from  Kingsbridge.  .190. 

Rd  from  Fordham  to  West  Farms.. 232,  418, 

T  893. 
•Rd    to    West    Farms    Station.  .235,    P    550, 

577,  F  589,  F  1110. 
*Rd    from    Westchester    landing     to       Bear 

Swamp;.  382. 
•Rd    from    Westchester    to    Old    Ferry    pt.. 

421,  G  428. 
•Rd    leading    to    Gouverneur    Wilken's    pi.. 

502. 
•Rd  leading  from  Throggs  Neck  to  Williams- 
bridge. ..540,  659. 
•Rd    from    Throggs    pt    to    Pelham    Bridge.. 

580. 
•Rd  from  West  Farms  to  Westchester.. 659, 

A   843,   924. 
Rd   leading  from  Spuyten  Duyvil   Station  on 

N  Y  C  to  Kingsbridge.. S  752. 
•Rd   from   Causeway   to   Fort   Schuyler.  .786. 
•Rd   leading   from   Old   Whitestone   Ferry   to 

Westchester  Village.. 924,   968.   E  980. 
•Rd  from  Eastchester  Church  to  public  land- 
ing..10.59,   L   1070. 
Rd  leading  from  Kingsbridge  to  West  Farms 

..D  980. 
•Rd   from    Westchester    to   Williamsbridge.. 

F   1023. 

•Southern      Westchester      Turnpike.. B    150, 

190,  0  201,  383,  459,  502,  P  028,  833. 
Spuyten    Duyvil..  188,    189,    A    199,    D    199, 

H  200.  1058. 

•Throggs  Neck  rd  leading  from  Ft  Schuyler 
to    Westchester.. 278,    M    287,    T    288. 

•Town  Dock.. 75,  83,  A  94,  C  95,  D  96.  G  97, 
K  98.  L  98,  N  99.  R  100,  S  101,  278, 
M  287.  M  288,  T  288,  881. 

Transverse   rd   to    Concourse.. G  200. 

•Tremont..l89,  H  200,  K  200,  23.5,  502, 
(599.  832,  834,  E  844.  R  845,  881, 
S  893,  908,  K  981,  1058,  D  1069,  1101, 
F  1110. 

•Turnpike  rd  from  Westchester  to  Williams- 
bridge.. 659,  E  606. 

•Twentv-tt  rd  running  from  Fordham  av.. 
233 

Two  Rod.. 739. 

•Unionport.  .83,  B  150,  T  156,  D  199,  (237), 
278  1289,  315,  542,  R  550,  t551,  580, 
(582),  R  628,  699,  700,  B  708,  L  709, 
740,  W  752,  (789).  R  845,  924,  G  932, 
t983,   tl026,   1101,   B   1110. 

West    Farms,    Hoe    to    16Jth..^652,    700. 
Boone    to    Jennings.  .739. 
17.3d  to   176th..  1102. 

176th   to  Tremont  av..384,  W  391,  459, 
M  467,   (742),  H  750,  923,  960,  B  979. 
•West    Farms.. 84,    A    94,    3.50,    F   356,    502, 
577,   .580.   B   588,   1629,   B  708,    (789). 
A  843,  C  843,  H  891,  F  932,  B  1023, 
C  1068,   H   10G9,  K  1070. 
•Westchester   Turnpike.. D   466. 
•Westchester.. 82,    W   324. 
•Westchester   av   or   rd   to    Harlem..  189. 
•White  Plains.. 30,  L  43.  79,  84,  C  95,  D  95, 
H   97,    140,    C   151,   G   152,    235,   278, 
D  286.   315.    349,    (386),   421,   M   467, 
501,    502,    O    510,    '613,    620,    B    626, 
(5.59,    787,    (789),    D   796,    P   798,   831, 
834,    H    844,    L    845,     C    979,      1014, 
T   1025,   1058,   R  1070,   1102. 
•Whitestone    Ferry   rd..833. 
•Williamsbridge.. O    154,     741,      924,      966, 

B  979,  F  1023. 
Williamsbridge   rd..315,   M   323,    1012. 
•Williow    Lane    rd..8.34. 

Woodlawn,  Bronx  Pk  to  Norwood.  .t45,  315, 
B   749,   787. 
Norwood  to  Perry  av..969,  G  980. 
Perry  to  200th.. 84,   1101. 
206th    to    Van    Cortlandt    av..84,    D    95, 
t289,  F  844,  L  845,   1058. 
.      Van   Cortlandt  to   210th.. 30,   L   892. 
211th  to  213th.. P  590,   1014. 

MAPS,    TOWNS    AND   VILLAGES. 

•Adee,  Wm.  .30.  G  42.  190,  W  202. 

•Adee   Park.. 140,    141.    190,    B    199.    C    199, 

235    A  243.   H  244,   L  244,   R  245,   W 

246,  278,  H  287,  S  288. 
Anthony  Estate.  .278,  M  288. 
•Arden  Property.  .85,   140,  141,  H   152,  314, 

580   C  .589.  620,  881,  ^1004,  1011,  1056, 

1057,  10.59,  S  1071. 
•Archer   Property,   map   of.  .924. 
•Arnow  Estate,   Matson  S..141,   190,  316,  C 

322. 
Assessment  Map  Borough  of  Bronx.  .459. 

•Baychester  Realty  Co,  map  of.  .B  95,  969. 
Barretto's  Point,  map  of.. 421. 


•Bell,   map   of   Levina   E,.84. 

•Benson  Estate.  .C  95,  503,  580,  F  589,  W 

752. 
Brown,   Clarence,  map   of  building  lots  of.. 

M    287. 
•Bronxwood    Park,    amended    map..H    356, 

1014.    10.59. 
•Bronxwood  Park.. 880. 
•Bronx    Park..  135,   578,    t"53. 
•Bronx   Terrace,   map   of..R   1070. 
•Bullard  &  Co,  map  of  John  E.  .84,  M  99. 

Cambreling  et  al,   map  of  S.  .84.   1102. 
Cammann    Estate.  .84,    M    09,    235,    580,    G 

580,   (j20,   A  626. 
"Cedar    Knolls".. E    500. 
•Classon   Point.. 30,    84,    85,    141,    P    1.54,    S 

1.55,    190,    R   201,    S    202,    2.35,    (237), 


278,  384,   421,   P  420, 
1014. 


S   4.30,    M   467, 


•Coster  Estate. 
1.53.   100. 


..30,  B  41,  P  43,  84,  B  151,  K 


•Damage  maps.. 1100,   1102. 

Damage    map.. 1101,    1102. 

Damage  map  opening  and  extending  Harri- 
son av  from  1st  drainage  street  n  of 
Tremont   av   to   E    181st   st,.30. 

Damage  map  opening  Trinity  av  from  West- 
chester av  to  E  16(3th  st.  .30,  31. 

Damage  map  intended  to  release  land  lying 
e  of  w  s  Barretto  st.  .30. 

Damage  map  opening  Broadway  from  its 
southern  terminus  in  24th  Ward  to 
Van  Cortlandt  Park.. 30. 

Damage  map  opening  West  Farms  rd  from 
Westchester   av   to   Tremont   av.  .30. 

Damage  map  opening  Cambreling  av  from 
Grote  st  to  St  Johns  College.  .31. 

Damage   map   opening  Bassford  av.  .31. 

Damage  map  opening  Grote  st  from  E  182d 
st  to  Southern  Boulevard.  .31. 

Damage  map  opening  Davidson  av  from  E 
177th  st  to  Fordham  rd  and  from  E 
190th    st    to   Kingsbridge    rd..31. 

Damage  map  opening  Woodlawn  rd  from 
Jerome  av  to  Bronx  Park.  .31. 

Damage  map  opening  Grant  av  from  161st 
to    170th   sts.  .31. 

Damage  map  opening  Marmion  av  from 
Crotona  Park  North  to  Southern  Bou- 
levard. .31. 

Damage  map-  opening  E  205th  st  from  Je- 
rome av  to  Mosholu  Parkway.  .31. 

Damage  map  opening  E  184th  st  from  Park 
av  to  3d  av.  .31. 

Damage  map  relative  to  lands  in  block 
bounded  by  Bergen,  Westchester  and 
Brook   avs   and   Girard  St.  .31. 

Damage  map  opening  Morris  st  from   Bronx 

River  to   Old   Boston  Post   rd.  .31. 
Damage     map     opening    Randall      av      from 
Truxton    st    and   Leggett   av   to    Bronx 
River.  .31. 

Damage   map   opening  Morris   av   from   Tre- 
mont av  to  Park  View  Terrace  or  pi.  . 
31. 
Damage   map   opening  Arthur  av   from   Tre- 
mont av  to  Pelham  av.  .31. 
Damage    map     opening    Bathgate     av    from 

Wendover   av   to   E   188th   st.  .31. 
•Daily  Estate.  .K  933. 
De   Voe.    Moses,    estate    of.  .140,    H    152,    M 

981,  R  982. 
♦Duncan  Estate.. 30.  278. 
•Duchess   Land   Co.   lands   of..C   95,   350,   E 
356,  503,  580,  E  589,  S  846. 

•Eastchester,    property    at.  .277. 
•Edenwald,   map   of.  .349,   503,   580,   A  588, 

650.  881,   969. 
"Elms,"  map  of  The.  .139,  140. 

Fairmount,.  map.  .350,  A  355. 
Faile,  George,   estate  of..T  591. 
•Fleetwood.  .1102. 

Giles.  Wm  O.  .580,  E  589. 
•Givan   Homestead.  .M   668. 
•Gleason,  J  J.  .741,  Z  752,  1059. 

Highbridge,  lots  at.. 279,  701. 

•Halsey.  Benj  S  estate.  .350. 

Hyatt  Farm.  .G  200. 

•Holden.  map  made  by  E   H..M  628. 

•Hunt  Estate.  .787. 

•Hunter    Estate.  .30,    84,    140,    141,    C    151, 

H  152,  W  156,  540. 
•Hutschler   Estate,    map.  .350. 

•Jacksonville  Property.  .235,  W  246,  E  390. 

Kemp   Estate.  .R  100. 

•King,  Eliz  R  B.  .T  550,  881,  W  893,  C  979. 

•Laconia  Park..  141,  277,  H  549,  620,  832, 
S  846,  1059. 

•Map  building  lots  near  Williamsbridge.  . 
84.  85,  D  95,  190,  R  201,  235,  S  245, 
278,  316,  421,  S  429,  503,  787. 

•Mapes,  W  A  &  H  C,  map  of.  .235,  F  244, 
S  245,  W  245,  W  246,  580,  741,  B 
749,    K    750. 

•Mapes,  Chas,  map  made  by.  .315,  384,  (559. 

•Mapes    Estate,    amended    map..S   288. 

Metropolitan  Real  Estate  Assoc,  map  prop- 
erty of..B  1023. 

•Marvin,  lots  belonging  to   Nellie.  .881. 

•McGraw  Estate .  .  S  893. 

Melrose   South,   map.  .1059. 

McConvllle,  estate  of  John.  .620. 


Morrisania,    map    of.  .84,    *124     W    246     M 

467,  ^493. 
Morris  Heights,  lot  at.  .235. 
•Morris   Park.  .M  797. 
Mott   Haven,   map   of.  .G  97. 
Mt  Eden.  .350,  C  355,  S  429. 
Mt  Hope,  lots  at.  .140. 

•New  Bronx  Park.  .135,  578. 
•New   Village   of  Jerome,   map   of..R   599. 
New  York  Chartered  Co,   map  of.  .85. 
Norwood,  map  of.  .85,  S  100. 

Ogden  Estate.. 270,  .542,  701. 

•Olinville.  .141,  O  1.54,  316,   1059,  H  1060. 

Opdyke,  Map  of  Geo  F  and  Hy..B  787. 

•Pelham  Bay  Park.. 421,  t620,  787. 

•Pelham  Park,  map.  .620,  0.50,  W  668,  (883), 
L  933,  1059,   1102. 

•Pcnfield  Property.  .140.  190.  235,  278,  B 
286,  D  286,  G  287,  L  287,  M  287,  O 
288,  R  288,  315,  31t),  C  322,  F  323,  K 
323,  S  324,  W  .324.  542.  741,  C  750. 
L  751,  787,  10.58,  H  1060,  1102,  H 
1111,  L  1111,  W  1112. 

Powell  Farm.  .(1103). 

Powers,   map  of  Jas  C..D  151. 

Prospect  Hill  Estate,  map  of.  .383. 

•Pugsley  Estate.. 190,  659,  1102.- 

Putnam,    M  E,   map   of.  .459. 

•Radway,  Mary  J.  ..30,  M  201,  787. 
•Rose,    Hudson    P,    map.  .350. 
•Ruser  Estate.  .30,  K  43,  140,  503,  B  .509. 
Ryer  Homestead.  .580. 

*St    Raymond   Park.  .M   43,    350,    H   549,    M 

(!(18,  0(iO. 
•St  John  and  Arthur,  map  of .  .310. 
Schurck   vs   Schurck,   map   filed   in   partition 

action.  .85,   350. 
•Scofleld.    Frances,    property.  .384,    421. 
•Seton    Homestead.  .278. 
Sisters  of  Charity,  land  of.  .620. 
•Sisters  of  Charity,  property  of.  .30,  K  4.3. 
•Stems  Estate.  .141.  C  151. 
•South  Mt  Vernon.  .84. 
Spuvten  Duyvil.  .580,  020. 
•South    Washingtonville.  .141,    K    1.53,    787, 

1100. 

•Taylor,   David,  map.. 421,   G  428. 

•Thompson,  Henry  C,  map  of.  .350. 

•Twenty-fourth  WaTd,  map  of  building  lots 
in..S  100,  S  101,  141,  R  201,  278,  S 
288,  S  429,  503,  620,  701,  S  982,  1058, 
B   1068. 

•Tremont  Terrace,  map  of.  .189. 

Underclifl  Terrace,   map   of..S  357. 
University  Heights  North,  map  of.  .L  201. 
•Unionport.  .85,  D  190^542,  741,  1102. 
Union  Hill,  map  of.  .8.5. 

Valentine,    farm    of    Peter..  141,    236. 
•Van    Cortlandt   Park.  .t710. 
•Van  Nest  Park.  .A  243. 
Vyse   Estate.  .190. 

•Wakefield.  .S  155,  190,  K  200,  542,  (661). 

•Washingtonville.. 84,  85,  316,  M  323.  P 
510,  1102. 

West    Morrisania.  .D   389. 

•West   Farms,    plot    at.. 741. 

Willard,  map  of  Edw.  ,K  85. 

•Wells  et  al  vs  Storer  et  al,  map  in  parti- 
tion.. S  550,  K  589. 

•Willis   Estate.. 84.   141,   K   153. 

Wilton,   map   of.. 1.36. 

•Wood,  J  S,  map  of.  .278,  384,  W  1025. 

Woodlawn   Cemetery.  .1014. 

Woodlawn  Heights..  190. 

Young,   map  Edw  T.  .459. 

MISCELLANEOUS. 

•Barretto  Creek..  1014. 

•Bartow  R  P.  Station.  .t629. 

•Baxter's  Creek.  .421,  G  428. 

•Black  Dog  Brook.. 79. 

•Blocks.  .P   391,   50.3. 

Bridge  approach.  .3.84,  B  389. 

Bronx   River.. 190,   542,   831.   S   1071. 

•Bronx  River.  .190,  383,  384,  457.  'SSS.  969, 

W  982,  1014. 
Bronx  Kills.  .834. 

•City   Island.  .969. 

Cromwell's    Brook.  .786,    R   982. 

•Docks.  .278. 
Doughty's   Brook.  .786. 

East  River..  188.  421,  834. 
•East  River.  .1102,  F  200. 
•Eastchester   Ship    Canal.  .541,    1057. 
•Eastchester    Bay.  .278,    M    287,    M    288.    T 

288,  384,  •870. 
•Eastchester    Creek.. 541,    784,    785,    F   796, 

1014,   1057. 

Harlem   River,   land  under   water.. 500. 

Harlem  River  &  Portchester  R  R.  .969. 

Harlem  River,  pier  line.. 28. 

•Hart's    Island.  .11113. 

•High   Island.  .969. 

Hudson   River.  .S  982. 

Hudson   River,  land  under  water.. 189,  459, 

1058. 
•Hutchinson  River.  .-541,  784.  F  796.  1057. 

Interior    lots,    strips    and    gores.  .140,    235, 
384,  580,  659,  787.  1057. 


NO  TB.— When  In  doKit  w  t*  Use  meaning  of  the  signs  used,    consult  the  key  on  page  8. 
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♦Interior  lots,  plots,  strips  and  gores.  .29, 
M  43,   SM,   .381. 

Leggett's  Creek.  .421. 

Long  Island  Sound.  .421. 

•Long  Island  Sound.  .29,  31.  C  41.  R  44.  S3. 
ISO,  R  201,  27S,  M  287,  M  288,  T  2S8, 
421,  G  42S,  .541,  T  aGO,  909,   (1103). 

Lot,    strips   and   gores.  .84,   ,384. 

"Lots,    strips    and    gores.. 31,    384,    503,    M 


Miscellaneous.  .230,  459,   P  550,  S  C68. 

•Miscellaneous.  .23tJ. 

Mill  Brook.  ..30,  M  43,  S  1.55,  1S7,  S  202  S 
.357,  O  39(».  O  .391,  .542,  M  .5.50,  S  550, 
S  591,  7S4,  834,  1100,   1102. 

•Mill  Creek.  .277. 

•Mill  Pond..  189,  458,  B  4CG,  924. 

•New   York,   Westchester  &   Boston   Railway 

Co,   lands   of.  .3.50,   .384.  421.  4.59. 
New  York  &  Harlem  R  R.  ..542,  D  1009. 


Old    Croton    Aqueduct    land..T    101,    T   591, 

099,    B    7(IS. 
Old  Mill  Brook.. 314,  578,>(;18,  G  (!27,  907. 
•Old   Creek  or  River.. 1057. 

Parcels.  .2.35,  230,   (237),   1102. 

•Parcel..  79,    1102. 

Plots.. 141,  K  153,  231,  2.32,  235,  (237), 
K  244,  279,  A  355,  421,' 4.59,  P  400, 
M  4(>7,  542,  580,  018,  020,  908,  909. 

•Plots.  .31.  L  43,  R  44,  T  44,  85,  A  94,  B 
95,  E  90,  L  98,  M  99,  R  100,  S  100,  W 
101,  141,  A  150,  C  151.  D  151,  E  151, 
E  1.52,  F  1.52,  O  154,  T  150,  V  150,  190, 
B  199,  S  202,  235,  (237).  A  243,  C  243, 
278.  279.  B  280.  C  280,  K  287,  M  287, 
310,  H  3l!3,  L  323,  R  324,  W  324,  3.50, 
G  350,  .384,  A  389,  M  390,  421,  B 
428,  F  428,  K  429,  R  429,  S  429,  459, 
E  400,  503.  E  .509,  K  510.  T  511.  542, 
B  54S.  B  549.  M  .5.50,  ,5,80,  C  .589,  L 
590,  (;20,  F  027,  H  027,  059,  G  007,  K 
007,  T  (iOS,  701,  E  708.  E  709,  G  709. 
S  710.  741,  H  7.50,  R  751,  W  799,  831, 


833.  834,  B  843,  M  845,  R  845,  T  840, 
881,  F  891,  G  891,  924,  909,  G  980, 
1014,  F  1023,  V  1025,  1058.  1059,  S 
1071,   1102. 

Port   Morris   R   R   Yard.  .t551. 

Riparian  Rights.  .500,  834,  1058. 

•Riparian    Rights.  .8.33. 

Salt   Meadow.  .421. 

•Salt  Meadow.. 230,  421,  G  428,  1014. 

Sacrahong  Creek. .421. 

Tibbetfs  Brook.. 189,  A  199,  P  201,  420, 
B  428,  923,  B  932.  * 

United  States  pier  and  bulkhead  line.  .315, 
879. 

•Wier  Creek.  .278,  M  287,  M  288,  T  288. 

•Westchester  Creek,   highwater  mark.. 740. 

•Westchester  Creek,  land  under  water.  .278. 

•Westchester  Creek ..  137,  K  1.53,  C  199, 
277,  458,  B  400,  H  407,  540,  K  549,  S 
5.50,  881,  024,  S  934.  907.  ' 

•Wharfage.  .278. 


NOTE. — When  in  doubt  as  to  the  meaning  of  the  signs  used,   consult  the  key  on  page  3. 


CITY  INVESTING  BUILDING  (in  course  of  construction),  Broadway.   Cortlandt  and  Church  streets. 

Ready  for  occupancy  May  1,  190S. 

CITY    INVESTING    COMPANY 

1  1  1    Broadway       -       -       -       New  York 


Transacts  a  general  business  in  the 
purchase    and    sale    of    Real    Estate 


OFFICERS. 

ROBERT   E.   DOWLING,   President.  BRADISH    JOHNSON,    Vice-President.      A.  L.  DEAN,  Second  Vice-President. 

EDWARD  F.  CLARK,  Secretary.  MORRIS  B.  MEAD,  Treasurer. 

DIRECTORS. 
Wm.  L.   Bull,  Robert  Goelet,  Alvin  W.   Krecli,  Samuel  T.  Peters,  Henry   S.   Thompson, 

George  C.  Clark,  Theodore  A.   Havemeyer.  Bradish  Johnson.  B.  Aymar  Sands.  Frank  Tilford, 
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PRICES  of  stocks  have  been  higher  this  week,  but  whether 
this  indicates  that  general  improvement  in  the  market 
is  at  hand,  or  it  is  mere  short  covering,  cannot  be  stated  with 
any  reasonable  degree  of  positiveness.  London  showed  ad- 
vances in  American  stocks  on  our  National  holiday,  but  ac- 
tivity in  the  British  metropolis  in  our  securities  is  not 
important,  inasmuch  as  the  cue  for  higher  figures  is  invariably 
taken  from  this  side  of  the  Atlantic.  There  are  evidences,  how- 
ever, of  a  better  feeling,  and  although  the  clouds  of  pessimism 
still  are  over  the  market  their  texture  is  of  a  somewhat  lighter 
character.  The  situation  is  one  about  which  it  is  scarcely  safe 
to  generalize,  for  surprises  may  be  sprung  upon  us  when  least 
expected.  It  is  a  curious  fact  that  in  seven  years  of  the  last 
ten  years  a  bull  market  has  been  begun  in  July.  Perhaps,  the 
higher  opening  on  Thursday  morning  for  some  leading  stocks 
may  be  a  forerunner  of  the  proverbial  repetition  of  history. 
There  were  gains  of  from  one  to  five  points  in  Anaconda, 
Great  Northern  preferred,  Louisville,  Copper,  the  Steels,  Read- 
ing, Union  Pacific,  Northern  Pacific,  Southern  Pacific,  Gas, 
Smelters  and  Pennsylvania,  showing  that  the  appreciation 
was  equally  distributed  both  in  industrials  and  railroads. 
Prices  in  London,  too,  came  much  higher,  and  incidentally  it 
seems  that  in  this  paradoxical  market  stocks  go  up  more 
quickly  and  easily  than  they  go  down.  So  the  Cassandras 
who  have  talked  about  general  business  contraction  and  of 
a  desire  on  the  part  of  some  interests  to  bring  about  thor- 
ough liquidation,  may  prove  to  be  untrustworthy  authorities. 
Then,  we  are  also  told  that  there  would  be  little  disposition  for 
investors  to  come  into  the  market  until  dividend  paying  stocks 
had  further  declined  with  the  cost  of  long  time  loans.  But, 
according  to  the  American  humorist  it  is  not  safe  to  pi-ophesy 
unless  you  know.  A  favorable  feature  of  the  situation  is  the 
excellent  outlook  for  the  crops,  which  should  be  a  bull  argu- 
ment. The  money  situation  is  also  decidedly  better.  Foreign 
exchange  is  likewise  at  a  point  where  we  can  take  gold  profit- 
ably, but  it  is  doubtful  whether  any  large  amount  will  be  en- 
gaged. Reports  from  the  leading  commission  houses  show 
that  they  are  carrying  for  customers  fewer  stocks  by  twenty- 
five  per  cent,  than  at  this  time  last  year,  from  which  fact 
readers  may  draw  their  own  conclusions. 


FROM  the  foregoing  summary  of  present  conditions,  it  is 
plain  that  both  English  and  foreign  investors  believe  in 
the  United  States.  Our  government's  report  on  the  condition  of 
Cotton  on  June  25th  had  an  exceedingly  favorable  effect  upon 
British  sentiment,  as  did  the  thrashing  returns  from  the  winter 
wheat  crop  and  the  estimates  of  spring  and  winter  wheat. 
The  Russian  situation  is  still  a  disturbing  element,  and  is 
likely  to  remain  so  indefinitely  from  present  appearances.  But, 
if  prosperity  means  anything,  there  is  certainly  nothing  to 
complain  of  in  this  country.  From  Cleveland,  Ohio,  we  learn 
the  first  half  of  this  year  has  been  the  most  prosperous  in  the 
history  of  the  iron  trade.  The  outlook  for  the  second  half  is 
also  very  favorable.  The  recognized  authority  in  the  United 
States  on  Iron  and  Steel  points  out  that  the  scarcity  of  labor 
adds  a  new  an(J  perple.?jns  element  to  the  situation.    There  is 


said  to  be  too  much  prosperity.  Lack  of  hands  it  is  stated  haa 
made  it  impossible  for  the  leading  coke  companies  to  operate 
more  than  ninety  per  cent,  of  their  ovens,  and  they  are,  there- 
fore, forced  to  purchase  some  coke  in  the  open  market.  The 
rail  makers  are  also  overwhelmed  with  orders,  the  aggregate 
tonnage  for  the  next  year's  delivery  amounting  to  150,000  tons. 
Orders  for  the  heavier  classes  of  finished  material  continue 
to  come  in,  among  them  bridge  work  for  the  Southern  Rail- 
way, and  ten  thousand  tons  for  bridge  work  in  Pittsburgh. 
With  such  great  activity  in  our  great  staple  material  it  is  dif- 
ficult to  believe  that  there  should  be  any  misgivings  for  the 
future  and  that  for  the  time  being,  at  any  rate,  the  country 
is  not  going  to  rack  and  ruin. 


BIG  BUILDINGS  in  New  York  have  by  no  means  attained 
the  maximum  height  and  in  the  opinion  of  many  build- 
ers the  colossal  structures  of  the  future  will  much  overshadow 
those  now  described  as  skyscrapers.  But,  if  the  construction 
of  high  buildings  is  only  partly  attained,  the  utilization  of 
small  buildings,  and  especially  those  on  important  thorough- 
fares, does  not  seem  likely  to  go  much  farther,  as  there  is  a 
limit  to  the  endurance  of  the  old  foundations,  and  the  building 
and  tenement  house  laws  operate  to  prevent  many  other 
changes.  A  means,  however,  has  been  found  for  making  small 
old  buildings  on  leading  thoroughfares  more  profitable  tor 
rental  purposes  without  danger  to  the  structures  themselves 
or  without  violence  to  the  building  laws.  This  has  been  ac- 
complished by  the  method  of  subdividing  the  smallest  stores 
under  a  plan  which  may  be  best,  perhaps,  described  as  "divid- 
ing them  in  quarters."  That  is,  a  store  having  a  frontage  of 
twenty-five  feet  and  a  depth,  of  fifty,  1,250  square  feet  is  thus 
divided:  one  store  has  a  frontage  of  12'^  feet  to  a  depth  of 
25  and  the  other  has  a  frontage  of  12%  feet  with  a  depth  of 
50  on  one  side  and  25  on  the  other.  This  gives  two  stores 
with  a  frontage  of  121/2  feet  each  to  be  let  to  two  tenants,  the 
shallow  store  fulfilling  the  requirements  of  those  who  particu- 
larly require  a  "show"  on  a  thoroughfare,  while  the  other  store 
is  rented  to  a  tenant  who  requires  both  show  and  space.  By 
this  simple  method,  seen  to  be  general  since  May  1,  the  rental 
value  of  a  New  York  store  is  increased  50  per^  cent,  without 
material  expense  for  alterations,  and  the  plan  has  been  found 
to  work  so  well  that  it  is  being  generally  adopted. 


NEW  YORK  CITY  is  one  of  the  dozen  American  cities  which 
owe  their  first,  if  not  their  chief,  prosperity  to  the  excel- 
lence of  their  harbors.  Portland,  Boston,  Philadelphia,  Norfolk, 
Charleston,  Savannah,  Mobile,  New  Orleans,  Galveston,  San 
Francisco  and  Seattle  are  the  others.  But  while  most  of  these 
cities  have  been  developing  their  commerce  upon  lines  which 
left  the  development  of  dock  privileges  to  chance  or  necessity,, 
the  City  of  New  York  has  not  only  acquired  the  practical  con- 
trol of  all  its  important  docks,  but  has  developed  them  as  prac- 
tical aids  to  commerce.  The  cities  of  the  United  States  have, 
collectively,  $CO,OuO,000  invested  in  docks,  wharves,  piers  and 
landing  places,  and  of  this  amount  the  City  of  New  York  has 
$45,000,000— three-quarters  of  the  whole  sum.  Boston  has  $800,- 
000,  Philadelphia  $l,100,uOO,  Mobile  $1,500,000  and  New  Orleans 
$5,000,000.  The  other  port  cities  of  the  country  have  no  docks  of 
wharves  as  a  municipal  asset.  Among  interior  cities— interior 
to  the  seaboard— Cincinnati,  Louisville,  Duluth,  Pittsburg  and 
Memphis  are  the  ones  having  a  considerable  ownership  of 
wharves  for  river  or  lake  commerce.  Pittsburg  and  Cincinnati 
have  $1,150,000  each  and  Sacramento  $225,000.  The  policy  of 
New  York  City  for  many  years  has  been  to  make  its  water-front 
productive,  and  this  result  has  been  attained  by  the  carrying 
forward  of  a  comprehensive  system  for  dock  building  and  for 
subsequent  dock  use  by  reletting.  The  dock  rights  of  New  York 
were  acquired  at  different  times  and  in  different  ways— some  by 
right  of  colonial  grant,  others  by  development,  and  still  others 
by  actual  purchase.  Valued  at  $45,000,000  at  present,  the  docks 
and  wharves  of  New  York  represent  to  the  city  an  actual  value, 
judged  by  the  revenue  they  yield  and  the  benefit  to  business 
which  they  assure,  of  not  less  than  $100,000,000,  probably. 


THE  SUGGESTION  made  by  the  Corporation  Counsel  to 
refer  the  matter  of  the  revocation  of  the  stoop  permits 
on  Fifth  avenue  to  the  City  Improvement  Commission  is  an 
excellent  one.  Doubtless  many  of  our  readers  will  wonder 
what  the  City  Improvement  Commission  is  and  what  authority 
it  has;  but  the  commission  is  a  body  whose  value  is  out  of 
all  proportion  to  the  advertising  it  has  received.  During  his 
first  term  Mayor  McClellan  appointed  this  commission  for  the 
purpose  of  drawing  up  a  plan  for  the  improvement  of  the  street 
layout  of  New  York  Qlty  and  for  the  proper  adornment  of 
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these  streets  with  monuments,  public  buildings  and  so  on. 
About  eighteen  months  ago  the  commission  presented  its  pre- 
liminary report,  in  which  a  group  of  not  very  radical  changes 
were  suggested  in  the  plan  of  New  York  City.  This  report 
was  announced  as  merely  tentative,  and  the  intention  was  that 
it  should  provoke  public  discussion,  and  be  succeeded  by  a 
comprehensive  and  final  scheme.  Presumably  the  commission 
is  still  engaged  in  considering  such  a  scheme;  but  if  so, 
nothing  much  has  been  said  about  it.  As  for  the  tentative 
plan,  it  has  created  no  more  public  interest  and  aroused  no 
more  edifying  discussion  than  if  it  had  never  been  conceived. 
Nobody  has  apparently  given  it  a  second  thought  since  the 
day  of  its  publication,  and  a  better  Illustration  could  not  be 
desired  if  the  lack  of  public  interest  in  any  Improvement  of 
the  plan  and  appearance  of  the  American  metropolis.  Even 
an  improvement  such  as  the  widening  of  Fifty-ninth  st,  which 
is  rendered  so  essential  by  the  approaching  completion  of  the 
Blackwell's  Island  Bridge,  has  been  entirely  dropped  during 
the  past  three  years,  and  it  doubtless  will  not  come  up  for 
discussion  again  until  the  completion  of  the  bridge  makes  a 
spacious  approach  absolutely  necessary.  Nevertheless,  it  was 
as  we  have  said,  an  excellent  idea  of  the  Corporation  Counsel's 
to  give  the  City  Improvement  Commission  something  to  do. 
Under  happier  conditions  it  is  capable  of  being  a  useful  part 
of  our  city  government.  Indeed,  we  should  not  be  surprised 
to  find  the  City  Improvement  Commission,  or  some  similar 
body,  eventually  in  possession  of  powers  analogous  to  those 
of  the  Rapid  Transit  Commission— powers,  that  is,  which  will 
enable  it  actually  to  initiate  and  to  lay  out  desirable  altera- 
tions in  the  street  plan  of  New  York  City.  But  that  time  is 
not  yet.  Just  at  present  the  only  way  to  make  it  useful  is  to  use 
it  in  such  small  ways  as  may  'seem  practicable;  and  this  is 
what  Mr.  Delany  has  just  done.  We  trust  that  the  experi- 
ment will  be  successful  and  that  it  will  constitute  a  precedent. 


Future  of  the  Wholesale  and  Retail  Districts. 

FIFTH  avenue  as  a  thoroughfare  for  the  highest  class  of 
retail  trade  is  still  gaining.  One  by  one  the  firms  that 
have  been  situated  hitherto  in  the  vicinity  of  Twenty-third 
street  and  Broadway,  or  south  thereof,  are  moving  to  locations 
on  or  near  Fifth  avenue.  The  latest  accession  to  the  number 
of  important  shops  which  have  moved  farther  north  is 
M'cCutcheon's  linen  store.  A  few  weeks  before,  Brentano's 
announced  its  intention  of  deserting  Union  Square  and  of 
occupying  a  corner  of  Fifth  avenue  in  the  thirties.  A  large 
number  of  the  best  general  stores  in  the  city,  such  as  Arnold 
&  Constable,  Lord  &  Taylor,  Aiken's  and  Vantine's.  still  re- 
main south  of  Twenty-third  street,  and  the  same  is  true  of 
certain  prominent  shops  that  sell  special  lines  of  goods,  such 
as  Brooks  Bros.,  W.  &  J.  Sloane  and  the  like.  But  it 
looks  as  if  their  removal  were  only  a  matter  of  time.  They 
may  not  feel  the  comparative  disadvantages  of  their  location 
"during  good  times,  but  when  trade  begins  to  slacken,  they  will 
find  that  they  will  suffer  in  comparison  with  their  competitors 
who  occupy  more  accessible  locations  farther  north.  Business 
men,  who  have  neglected  early  in  the  game  to  understand  the 
drift  of  trade,  often  fight  a  tendency  of  this  kind  very  hard, 
particularly  when  they  find  that  their  delay  has  forced  them 
to  pay  higher  for  locations  in  the  new  districts  than  did 
their  competitors  who  preceded  them,  but  they  are  obliged 
eventually   to  succumb. 

There  are  a  number  of  salient  reasons  why  a  location  north 
of  Twenty-third  street  along  the  line  of  Fifth  avenue  is  par- 
ticularly available  for  special  shops.  These  reasons  do  not 
apply  to  the  department  stores,  that  are  situated  on  Sixth 
avenue  for  reasons  which  will  be  indicated  later;  but  they 
are  peculiarly  applicable  to  shops  which  sell  a  high  grade  of 
goods  to  well-to-do  customers.  Such  customers  live  for  the  most 
part  on  the  upper  East  Side  and  do  their  shopping  in  carriages; 
and  it  is  becoming  more  and  more  inconvenient  to  reach  a 
location  south  of  Twenty-third  street  in  a  carriage  during  the 
winter,  and  especially  during  a  snowy  winter  traffic  on  Twenty- 
third  street  is  very  much  congested  and  carriages  are  sub- 
jected to  annoying  delays.  A  point  on  or  near  Fifth  avenue, 
north,  of  Madison  Square,  is,  on  the  other  hand,  easily  reached, 
and  it  can  be  reached  without  much  driving  in  and  around 
trolley  cars.  Furthermore,  the  comparative  availability  of 
upper  Fifth  avenue  is  not  simply  a  matter  of  accessibility. 
South  of  Twenty-third  street  is  gradually  becoming  a  whole- 
sale district,  and  a  wholesale  district  is  not  a  pleasant  one 
for  shoppers.  The  streets  are  full  of  slow-moving  trucks,  the 
sidewalks  are  frequently  littered  with  boxes;  and  the  shop 
'  windows  in  such  neighborhoods  are  no  longer  interesting.  The 
wholesale  and  retail  districts  should  and  must  keep  as  near 
together  as  possitile,  but  they  must,  nevertheless,  remain  dis- 


tinct; and  the  intrusion  of  wholesale  business  into  every  nook 
and  corner  of  the  more  important  streets  south  of  Twenty- 
third  street  is  not  to  be  denied. 

For  ten  years  past  large  loft  buildings  have  been  in  process 
of  construction  on  lower  Fifth  avenue,  -until  now  there  are 
very  few  streets  south  of  Twenty-third  street,  that  remain 
unoccupied.  The  side  streets  running  off  from  Fifth  avenue 
have  been  subject  to  a  similar  process  of  reconstruction.  At 
first  the  reconstruction  did  not  travel  farther  than  Fourth 
avenue  on  the  East  and  Sixth  avenue  on  the  West,  but  re- 
cently it  looks  as  if  the  wholesale  and  light  manufacturing 
buildings  would  spread  as  far  west  as  Seventh  avenue,  or  even 
as  Eighth  avenue.  In  the  mean  time  the  invasion  of  the  whole- 
sale trade  made  for  a  while  little  headway  on  Broadway  just 
south  of  Twenty-third  street,  because  nearly  all  the  good 
locations  on  that  thoroughfare  were  otherwise  occupied.  Dur- 
ing the  last  few  years,  however,  it  has  been  evident  that  the 
wholesale  trade  was  gaining  at  the  expense  of  the  retailers; 
and  there  can  be  little  doubt  that  the  process  which  took  place 
during  the  last  generation  south  of  Fourteenth  street  will  be 
repeated  during  the  present  generation  between  Fourteenth 
and  Twenty-third  streets.  Indeed,  it  is  likely  to  be  carried 
along  still  farther.  Broadway  between  Twenty-third  and 
Thirty-second  streets  seems  also  destined  to  the  same  end. 
No  big  loft  buildings  have  actually  been  constructed  within 
that  area;  but  several  of  them  are  foreshadowed.  The  thea- 
tres, the  restaurants  and  the  hotels  on  that  part  of  Broadway 
no  longer  do  as  well  as  they  once  did,  and  the  concentration 
of  the  amusement-purveyors  in  the  neighborhood  of  Long 
Acre  Square  is  becoming  so  emphatic  that  in  a  little  while 
Daly's  and  Wallack's  Theatres  and  the  older  hotels  will  go 
the  way  of  Niblo's  Garden.  Their  place  can  be  taken  only 
by  big  loft  buildings.  This  destiny  for  Broadway  up  to  Thirty- 
second  street  becomes  the  more  certain  when  we  remember 
that  the  side  streets  to  the  west  of  Broadway  are  already 
being  occupied  by  the  wholesale  .trade,  which  in  this  vicinity 
is  likely  to  spread  as  far  west  as  Eighth  avenue.  It  will  prob- 
ably take  as  much  as  ten  years  or  even  more  to  occupy  the 
whole  of  the  territory  described  above;  but  it  is  evident  that 
during  the  next  decade  Broadway  will  be  the  line  of  growth 
for  the  wholesale  trade. 

During  this  same  period  the  line  of  expansion  of  the  retail 
trade  is  also  plainly  marked.  Fifth  avenue  and  the  side 
streets  will  continue  to  be  the  one  possible  location  for  stores 
which  appeal  especially  to  well-to-do  customers.  The  more 
popular  of  these  stores  will  be  concentrated  in  the  vicinity 
of  Thirty-fourth  street,  but,  nevertheless.  Thirty-fourth  street 
will  never  become  precisely  what  Twenty-third  street  has  been 
until  recently.  Only  two  general  dry-goods  stores  have  so 
far  found  locations  in  that  neighborhood;  and  it  would  be  so 
impossible  to  piece  out  another  large  site  in  that  vicinity  in 
case  any  of  the  other  dry-goods  stores  of  a  high  class  wish 
to  move,  they  will  have  to  seek  a  different  location.  The  large 
department  stores  will  continue  to  do  business  chiefly  on  Sixth 
avenue.  It  was  the  elevated  road  connecting  directly  with 
the  prospei-ous  West  Side,  which  originally  made  that  ave- 
nue available  for  big  stores,  and  there  is  no  reason  to  sup- 
pose that  it  will  lose  its  desirability  for  this  purpose.  The 
present  Subway  has,  indeed,  altered  somewhat  the  line  of 
traffic;  but  so  far  this  alteration  has  not  affected  the  retail 
trade.  Before  it  has  any  chance  to  do  so,  the  New  Jersey 
Tunnel  Co.  will  be  running  cars  under  Sixth  avenue  to  the 
immense  advantage  of  its  shops,  and,  if  the  Seventh  avenue 
and  Broadway  subways  are  constructed,  they  will  give  the 
department  stores  the  underground  connections  they  need 
with  the  West  Side  and  with  Washington  Heights.  The  con- 
sequence is  that,  if  any  new  stores  are  needed  during  the  next 
ten  years  they  will  probably  be  situated  on  Sixth  avenue, 
between  Twenty-third  and  Thirty-second  streets.  Property 
values  on  that  part  of  Sixth  avenue  have  largely  been  in- 
creased recently  with  such  a  consummation  obviously  in  min.d. 
In  a  way  those  streets  will  be  even  more  available  than  the 
ones  already  occupied  farther  south,  because  of  their  prox- 
imity to  the  Long  Island  and  Pennsylvania  Terminal.  The 
only  prominent  exceptions  to  the  concentration  of  the  big 
retail  stores  described  above  will  be  Bloomingdale's  at  Fifty- 
ninth  street  and  Wanamaker's  on  lower  Broadway,  and  neither 
of  these  exceptions  is  likely  to  be  disturbed.  Blooming- 
dale's  supplies  many  residents  of  the  East  Side,  who  find  it 
inconvenient  to  travel  down  to  the  lower-  West  Side,  and  Wan- 
amaker  evidently  believes  that  his  comparative  nearness  to 
Brooklyn  is  a  point  in  his  favor.  As  the  Subway  system  is 
developed  Wanamaker's  location  will  be  more  accessible  from 
other  parts  of  the  city,  and  he  also  will  have  the  advo-atage 
of  a  connection  with  the  New  jersey  trolley  tunnel. 


July  7,  1906 


RECORD    AND    GUIDE 


The  Structure  of  Cities 

By  R.  M.  HURD 
President  of  the  Lawyers'  Mortgage  Company* 


A  CITY  may  be  viewed  either  as  a  shapeless  mass  grow- 
ing at  random,  or  as  a  cohesive  body  responding  to  eco- 
nomic laws.  The  correctness  of  the  latter  view  is  based  on  the 
fact  that  a  city  consists  of  its  inhabitants  rather  than  of  Its 
buildings.  From  the  moment  the  first  Inhabitant  reaches  its 
naked  site,  a  city  In  both  its  physical  aspect  and  its  unseen  land 
values  is  only  a  plastic  mold  reflecting  the  life  of  its  inhabi- 
tants. 

A  study  of  the  working  of  economic  laws  outside  of  cities 
gives  an  insight  into  their  workings  within.  The  streams  of 
raw  or  manufactured  products  flowing  together  on  the  way  to 
their  markets  create  trade  routes  and  similarly  the  inhabitants 
of  a  city  flowing  together  on  their  dally  trips  to  their  places  of 
business  create  trafBc  streets  or  city  trade  routes.  Railroads 
which  create  cities  at  their  terminals,  and,  in  lesser  degree,  at 
their  transfer  points,  have  their  counterpart  in  street  railroads 
which  draw  utilities  and  values  to  their  terminals,  and.  In  lesser 
degree,  to  their  street  intersections.  Manufacturing  h.as  the 
same  centralizing  eflTect,  whether  on  a  large  scale  it  creates  a 
city  or  on  a  small  scale  it  builds  up  a  district  within  a  city. 
Topography  operates  in  the  same  way  within  as  without  a  city 
in  causing  population  to  flow  along  the  same  levels.  Water 
surfaces,  whether  within  or  without  a  city,  if  navigable,  facili- 
tate the  movement  of  population,  and  if  non-navigable,  prevent 
It.  The  law  of  continuity  is  the  same,  every  city  being  a  link 
in  the  chain  stretching  from  the  first  settlement  in  a  country 
to  the  last,  and  every  growth  within  a  city  a  part  of  the  chain 
of  development  which  first  reaches  the  city  from  the  outside 
and  continues  its  lite  within.  Finally  the  law  of  gravitation, 
which  draws  bodies  together  In  direct  proportion  to  their  mass 
and  in  inverse  proportion  to  their  distance,  operates  similarly  in 
drawing  together  two  cities  or  In  drawing  together  two  sections 
wltliln  the  same  city. 

The  point  of  origin  of  a  city  is  Its  point  of  contact  with  the 
outer  world,  this  diftering  according  to  the  method  of  transpor- 
tation, if  by  water  where  deep  water  and  a  high  bank  meet;  if 
by  land  at  the  intersection  of  turnpikes,  and  if  by  railroads  at 
the  railroad  station.  All  growth  necessarily  consists  of  move- 
ment away  from  the  point  of  origin  and  normally  follows  the 
line  of  the  least  resistance  or  greatest  attraction  or  their  re- 
sultant. The  forces  of  attraction  and  resistance  include  topog- 
raphy, the  underlying  material;  external  influences,  projected 
into  the  city  by  trada  routes;  internal  Influences,  derived  from 
located  utilities,  and  finally  the  reactions  and  readjustments  due 
to  the  continual  harmonizing  of  conflicting  elements.  The  in- 
fluence of  topography,  all  powerful  when  cities  start,  is  con- 
stantly modified  by  human. labor,  hills  being  cut  down,  water- 
fronts extended,  and  swamps,  creeks  and  lowlands  filled  In; 
this  process,  however,  not  taking  place  until  the  new  building 
sites  are  worth  more  than  the  cost  of  cutting  and  filling. 

Of  a  city's  area  from  forty  to  seventy  per  cent,  is  used  for 
streets.  For  the  balance  of  city  land  there  are  tliree  main  uses; 
for  business,  for  residences  or  for  public  buildings.  Business 
land  may  be  subdivided  into  that  for  distribution,  for  adminis- 
tration or  for  production.  Retail  stores  either  cluster  at  busi- 
ness centres  or  follow  traffic  streets.  While  in  retailing  the 
buyer  necessarily  seeks  the  seller,  it  is  the  seller  who  is  most 
anxious  to  do  business  so  that  he  facilitates  customers  by 
placing  his  shop  where  the  largest  number  pass  and  utilizes  his 
shop  windows  for  catching  their  attention.  Starting  from  a 
location  which  is  normally  convenient  and  attractive  and  hav- 
ing transportation  facilities,  the  main  factor  in  strengthening  a 
shopping  section  is  the  business  ability  of  the  shop  managers. 
Wholesale  business  may  be  divided  into  two  classes;  first,  the 
selling  of  articles  of  small  bulk  but  high  value  which  usually 
seeks  locations  as  near  as  possible  to  the  retail  stores,  and,  sec- 
ond, the  selling  of  articles  of  great  weight  or  bulk  but  small 
value,  which  seeks  locations  near  transportation  lines  or  termini 
for  economy  in  handling,  the  selling  being  done  by  salesmen 
or  agencies.  Manufacturing  follows  similar  lines  to  wholesal- 
ing. The  administration  section,  as  evidenced  by  oflice  build- 
ings containing  the  managers  who  carry  out  the  complex  mech- 
anism of  commercial  exchange,  including  the  functions  per- 
formed by  insurers,  bankers,  lawyers  and  brokers,  is  usually 
located  as  a  result  of  slow  growth  around  old  exchanges  and 
institutions. 

The  distribution  of  business  utilities 'is  solely  economic,  land 
going  to  the  highest  bidder,  who  is  the  one  who  can  make  the 
land  earn  the  most.  So  important  is  it  that  retailers  should 
attract  customers  and  so  great  are  their  total  profits  that  in  all 
cities  except  the  very  largest  (where  the  banking  section  pre- 
dominates), they  outbid  all  other  utilities  for  the  choice  of  loca- 
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tlons.  Next  to  retail  stores  follow  along  the  high  grade  whole- 
salers and  finishing  manufacturers,  and  after  them  the  whole- 
salers and  manufacturers  of  heavy  but  cheap  products,  each 
group  taking  at  a  lower  price  the  nearest  land  not  bid  for  by 
the  superior  utility. 

The  location  of  residences  is  based  solely  on  social  consider- 
ations, though  here  also  the  land  goes  to  the  highest  bidder. 
The  rich  secure  the  best  locations  and  persons  of  less  purchas- 
ing power  take  adjoining  locations,  and  so  on  down  the  scale 
of  wealth,  the  poorest  workman  taking  the  final  leavings  either 
adjacent  to  such  nuisances  as  railroads,  factories,  or  docks  or 
distant  land  on  the  outskirts.  The  elements  which  make  resi- 
dence locations  attractive  to  the  rich  seem  to  be  a  good  ap- 
proach from  the  business  centre,  absence  of  nuisances,  moder- 
ate accessibility  frorn  the  business  centre,  nearness  to  parks,  a 
moderate  elevation,  and  finally  favorable  transportation  facil- 
ities. Residence  land  varies  in  value  according  to  the  social 
standing  of  its  occupants.  As  regards  multiple  dwellings,  their 
basis  of  distribution  is  partly  economic  and  partly  social,  but 
conforms  chiefly  to  the  principles  governing  business  property. 
Hotels  of  various  grades  seek  locations  similar  to  retail  stores 
of  various  grades,  while  the  best  apartment  houses  seek  loca- 
tions in  the  fashionable  districts,  from  which  the  various 
classes  of  flats  and  tenements  grade  down. 

The  building  changes  in  a  city  are  of  two  main  classes,  one 
the  erection  of  buildings  within  a  city  and  the  other  the  addition 
of  buildings  at  its  circumference.  A  successful  business  at  the 
centre  of  a  city  which  requires  more  space  has  three  alterna- 
tives before  it:  it  can  build  higher  in  the  air,  purchase  adjoin- 
ing land  or  move  away  from  the  centre.  To  build  higher  in 
the  air  solves  the  problem  in  the  administration  section,  but  is 
only  a  partial  solution  in  the  shopping  district,  where  frontage 
on  the  street  is  necessary.  Whichever  of  the  two  alternatives 
is  accepted,  either  of  buying  adjacent  land  or  moving  further 
away,  the  result  Is  the  same;  namely,  a  starting  of  the  slow 
but  endless  procession  away  from  the  centre  of  a  city.  In  this 
outward  movement  the  original  location  of  the  earliest  fash- 
ionable residence  district  is  of  chief  importance,  since  it  draws 
behind  it  the  best  retail  stores. 

All  growth  is  either  axial  or  central,  axial  growth  occurring 
first  in.  some  cities  and  central  growth  in  others,  but  each  in- 
cluding the  other.  Axial  growth  is  the  result  of  transportation 
facilities  and  is  based  on  accessibility.  Central  growth  consists 
of  the  clustering  of  utilities  around  some  point  of  attraction  and 
is  based  on  proximity.  A  never  ending  contest  exists  between 
axial  growth  pushing  out  from  the  centre  of  a  city  along  lines 
of  transportation,  and  central  growth,  whicji  steadily  follows 
and  obliterates  it.  The  normal  resultant  of  these  two  forces  'is 
a  star  shaped  city,  the  many  exceptions  to  this  form  being 
due  chiefiy  to  topography. 

Axial  growth,  based  on  transportation  facilities,  namely, 
water  courses,  turnpikes  and  railroads,  forms  the  frame  work 
of  a  city.  In  water-front  cities,  the  first  line  of  growth  is  par- 
allel to  the  water  and  the  first  line  of  docks.  In  an  inland  city 
there  are  normally  four  directions  of  growth  along  the  lines  of 
intersecting  turnpikes,  whose  relative  importance  depends  upon 
the  attracting  strength  of  the  outlying  territory  with  which  the 
city  is  thus  connected.  Historically,  turnpikes  have  overshad-  . 
owed  all  other  influences  on  city  structure,  forming  the  prin- 
cipal street  in  all  cities  through  which  they  ran,  and  also  the 
first  outlet  for  residences  forced  away  from  the  business  centre. 
Growth  only  continued  along  these  turnpikes  to  the  point  where 
the  inconvenience  of  living  so  far  out  more  than  offset  the  at- 
tractions, when  other  streets  were  laid  out.  Steam  railroads 
affect  city  land  in  three  ways;  first,  by  their  terminals;  second, 
by  their  lines  as  barriers  to  city  exteixsion,  and  third,  by  their 
lines  as  adjacent  neighbors.  Railroad  terminals,  owing  to  the 
large  dally  travel  which  they  attract,  have  a  centralizing  effect 
in  attracting  hotels  and  shops.  Railroad  lines  as  barriers  cut 
off  and  ostracize  large  sections  of  territory  from  a  city's  area, 
this  effect  being  most  marked  in  the  highest  grade  property.' 

The  basis  of  the  influence  of  transportation  facilities  on  the 
framework  of  a  city  is  the  amount  and  regularity  of  the  daily 
travel  which  they  promote.  The  Inhabitants  of  a  city  do  not 
intermingle  at  random  throughout  a  city's  area,  but  in  gomg 
from  one  place  to  another  seek  the  quickest,  shortest  or  most 
agreeable  route.  The  daily  movements  throughout  a  city  con- 
sist of  the  trips  of  business  men  between  their  residences  and 
their  business  places,  the  interweaving  of  these  men  within  the 
business  centre,  the  trips  of  workmen  between  their  homes  and 
their  workshops,  the  trips  of  women  in  shopping  and  calling, 
and  flnally  the  evening  trips  of  all  classes  to  places  of  amuse- 
ment. The  effects  of  currents  of  daily  travel  in  attracting 
shops  depend  upon  the  number  of  people  passing,  their  pur- 
chasing power,  the  causes  which  bring  them  past  the  property, 
and  their  method  of  locomotion.  In  general  the  influence  of 
daily  travel  is  due  to  the  laws  of  chance  by  which  a  certain  pro- 
portion of  people  passing  a  shop  window  will  become  customers. 

Quite  clearly,  passersby  are  of  diminishing  importance  in  pro- 
portion to  their  lack  of  purchasing  power  and  also  in  proportion 
to  the  eagerness  which  they  have  to  reach  a  distant  point.     The 
dully  current  of  travel  in  a  city  is  the  strongest  force  affecting 
(Continued  on  Page  9.) 
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Elevated  Loop  Could  Be  Noiseless  and  Not  Ugly 

A  Design  that  Would  Satisfy  Delancey  Street— Features  of  the 
New    Track    Plan    to    be    Built    into    the    Brooklyn    Bridge 


THERE  is,  at  this  time,  much  discussion  about  the  elevated 
loop  suggested  by  Commissioner  Stevenson  to  connect  the 
Brooklyn  elevated  service  with  that  of  Manhattan,  and  the  ob- 
jection raised  by  the  people  living  in  Delancey  st  is  that  an 
elevated  structure  is  ugly  and  noisy  and  is,  therefore,  a  great 
detriment  to  the  surrounding  property.  The  present  elevated 
services  in  the  two  boroughs  are  ugly  and  sometimes  very  ugly, 
and  are  always  noisy.  That,  however,  can  be  easily  remedied, 
and  I  have  here  made  a  sketch  showing  how  an  elevated  rail- 
road can  be  constructed  without  being  ugly;  and  if  the  floor  of 
the  structure  is  filled  in  with  a  material  which  is  a  poor  con- 
ductor of  sound,  and  the  tracks  and  sleepers  built  on  top  of 
that,  the  road  will  be  almost  noiseless. 

By  way  of  contrast,  I  enclose  a  picture  of  the  elevated  struct- 
ure over  the  plaza  in  Brooklyn  near  the  entrance  to  the  bridge. 
Some  ten  or  twelve  years  ago,  Brooklyn  wanted  a  handsome 
entrance  to  the  bridge,  and  spent  a  great  deal  of  money  to  clear 
away  the  buildings  so  as  to  have  a  plaza  right  at  the  bridge 
entrance;  the  picture  shows  what  they  got — about  as  ugly  an 
elevated  structure  as  could  be  conceived,  and  the  strange  part 


of  it  is  that  none  of  this  (and  a  good  deal  more  like  it)  was 
necessary. 

The  same  mistake  was  made  at  the  Brooklyn  terminal  as 
was  made  at  the  Manhattan  terminal — everything  was  turned 
the  wrong  way  about.  That  mistake  has  not  only  cost  the  rail- 
road a  great  deal  of  money  and  disfigured  that  section  of  the 
city,  but  it  has  also  caused  a  great  deal  of  discomfort  to  the 
passengers  using  the  terminal.  Part  of  it  is  like  the  Manhattan 
terminal;  during  the  rush  hours  it  is  overcrowded  in  spots,  and 
the  biggest  part  of  the  terminal  Is  not  used  at  all. 

For  more  than  four  years  I  have  had  a  plan  before  the  Bridge 
Department,  which,  if  it  were  installed,  would  end  the  present 
disgraceful  and  barbarous  conditions  that  dally  exist  at  the  two 
terminals  during  the  rush  hours;  besides,  it  would  improve  the 
appearance  of  botli  the  entrances  to  the  bridge.  Instead  of  be- 
ing an  item  of  expense,  it  would  be  an  income  to  the  city,  as  it 
would  release  several  blocks  near  the  bridge  entrance  in  Brook- 
lyn; and,  instead  of  being  burdened  with  the  fearful  structures 
that  are  there  now,  these  structures  could  be  removed  and  the 
place  put  to  better  use,  thus  paying  for  the  alterations  many 
times  over. 
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THE  PROPOSED  RAILROAD   LINK  BETWEEN   THE  TWO   CITIES. 


"A." — Shows  a  station  where  the  elevated  trains  of  Brooklyn  and 
Manhattan  meet.  Tracks  1  and  3  are  assigned  to  the  Manhattan 
service  and  2  and  4  to  the  Brooklyn  service.  Passengers  coming 
from  Brooklyn  and  wishing  to  continue  through  the  Borough  of 
Manhattan  need  only  cross  a  platform  afld  board  a  Manhattan 
train  and  vice  versa.  And  as  soon  as  the  two  companies  agree 
to  run  over  each  other's  tracks  it  is  ready  tor  through  service. 
In  case  there  is  a  delay  on  one  of  the  bridges  the  service  can 
immediately  be  shunted  to  another  bridge. 

"B." — Shows  how  the  stations  in  Manhattan  can  be  altered  so  as  to 
enable  the  Brook'yn  trains  to  come  over  to  the  Borough  of 
Manhattan  and  go  from  one  bridge  to  another  without  interfering 
with  the  Manhattan  service.  At  each  station  a  central  platform 
with  sidings  will  be  built.  The  Manhattan  trains  will  stop  at 
their  platforms  as  they  do  now,  but  they  will  be  followed  by  a 
Brooklyn  train,  which  will  stop  at  the  central  platform,  and  when 
the  Manhattan  train  leaves  it  will  be  followed  by  the  Brooklyn 
train.  The  two  trains  will  not  interfere  with  each  other,  and 
the  service  of  the  line  will  have  been  doubled.  There  are  only 
three  stations  between  Park  Row  and  Delancey  street  to  be 
altered. 

"C." — Shows  a   station  with   two   island   platforms,  which  will   also 
enable   them   to    run    Brooklyn   trains    together   with    Manhattan  ' 
trams    without    interfering    with    each    other    and    double    the 
service. 

"D." — Shows  Brooklyn  stations.  By  adding  an  additional  track  be- 
tween two  stations  it  will  be  possible,  say,  on  the  Fifth  avenue 
Jlne,  for  the  Coney  Island  trains  to  stop  at  everjr  alternate  sta- 


tion and   the  Bay  Ridge   trains  to   stop  at  the  stations  between 
them.     By  that   means   the  Bicoklvn  Rapid  Transit  will  be  able 
to  run  about  twice  as  many  trains  on  their  service  and  carry  the 
passengers  to  their  destination  in  about  half  the  time  that  they 
do  now. 
"E." — Shows  how  the  elevated  service  for  terminal  passengers  from 
Brooklyn  can  land  on  the  ground  floor.     It  also  shows  how   the 
trolley  passengers  in  coming  from  Brooklyn  unload  on  the  north 
side  on  a  platform  the  same  as  used  for  the  elevated,  so  as  to 
avoid   the  high  step.     The   empty  cars  go  on   an  elevated   track 
over  the  heads  of  the  passengers  and  stop  on  the  south  side  to 
be  loaded  from  a  platform. 
"F." — Shows  how  the  terminal  passengers  for  the  Borough  of  Man- 
hattan service  can  enter  their  trains  on  the  ground  floor.     There 
will    be    no    stair-climbing    connected    with    the    whole    service. 
Terminal    passengers   will   be   separated   from   the    through   pas- 
sengers.    The  upper  floor  will  be  used  entirely  as  a  transfer  and 
way   station   and   th"   lower   floor   as   a   terminal.      All    Brooklyn 
trains  will  come  direct  to  the  Borough  of  Manhattan.     There  will 
be  no  changing  of  cars  at  the   Brooklyn   terminal.     All   stations 
are  so  arranged  that  in  case  of  a  blockade  on  any  part   of  the 
road  it  will  throw  only  that  part  out  of  service,  as  each  station 
can   be  used   as   a   terminal   station;    that   is,   any  train  will   be 
able  to  return  on  the  opposite  track. 
The  key  to  the  whole  situation  is  the  present  terminal  at  the  New 
York   end  of  the  Brooklyn   Bridge,   but  in  a  few  weeks   that  can   be 
so  altered   that  all   Brooklyn   trains  can  come   to   New  York  dnrlng 
the  rush  hours  as  well  as  they  do  now  during  the  non-rush  hours, 
and  besides  doubk!    '\e  number  of  cars  that  are  now  runnias. 
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The  apparent  reason  that  nothing  has  been  done  with  the 
plan  proposed  more  than  four  years  ago  is  .that  the  Bridge  De- 
partment had  several  objections  which  finally  narrowed  do^vn  to 
one — a  very  vital  one.  They  said  that  not  so  many  cars  could 
be  handled  with  the  system  proposed  as  are  now  handled  at  the 
brldg-e,  but  they  had  facts  before  them  which  disproved  their 
statement. 

However,  as  soon  as  Borough  President  Coler  was  elected  he 
took  steps  to  inform  himself  in  regard  to  this  plan  for  relief, 
and,  after  an  investigation,  he  was  satisfied  that  relief  could 
be  had>  and  as  soon  as  Bridge  Commissioner  Stevenson  was  ap- 
pointed. President  Coler  arranged  that  we  should  meet  in  his 
office  and  I  should  then  explain  the  plan  to  the  Commissioner. 
This  I  did,  and  the  Commissioner  said  that  as  soon  as  his  chief 
engineer  was  appointed  he  would  take  the  matter  up  with  him. 
As  I  was  going  abroad  just  at  that  time,  I  left  the  matter  In 
the  hands  of  the  Borough  President  and  the  Bridge  Commis- 
sioner. 

When  I  returned  I  learned  that  during  my  absence  some  en- 
gineers of  the  Bridge  Department  and  of  the  Brooklyn  Rapid 
Transit  Company  had   taken   it   upon   themselves  to   practically 
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SKETCH  SHOWING  SIDE  VIEW  OF  WHAT  THE  PROPOSED 
ELEVATED  STRUCTURE  IN  DELANCEY  STREET 
MIGHT  BE. 


illustrate  to  the  Commissioner  and  to  his  chief  engineer  that 
the  plan  proposed  was  no  good.  About  the  middle  of  March 
they  had  a  trial  of  the  plan  at  Coney  Island  and  called  it  a 
failure,  as,  they  said,  only  forty-nine  trains  could  be  operated 
per  hour  with  the  proposed  system,  while  on  the  bridge  they 
could  operate  from  fifty-four  to  fifty-six  trains  per  hour.  Of 
course,  if  that  was  all  there  was  to  it,  it  would  be  a  failure;  it 
was  called  a  failure  in  the  newspapers,  and  the  public  had  good 
reason  to  believe  that  it  was  a  failure.  But  they  neglected  to 
state  that  at  the  trial  they  operated  forty-nine  six-car  trains, 
or  204  cai-s,  while  at  the  bridge  they  operated  fifty-six  four-car 
trains,  or  224  cars;  or  that.  In  other  words,  with  the  proposed 
system  they  operated  seventy  more  cars  per  hour.  Again,  they 
neglected  to  say  that  the  time  for  unloading  and  loading  the 
trains  could  be  increased  from  half  a  minute  (the  time  they 
now  have  at  the  bridge)  to  four  minutes  (the  time  they  could 
have  according  to  the  Coney  Island  test),  and  as  the  insufficient 
time  "allotted  to  the  passengers  for  leaving  and  entering  the 
cars  is  the  main  trouble  at  the  bridge,  it  is  a  pity  they  forgot 
to  mention  that  fact.  They  also  forgot  to  mention  that  in  using 
six-car  trains  all  Brooklyn  trains  could  come  to  Manhattan  dur- 
ing the  rush  hours  as  well  as  they  do  now  during  the  non-j-ush 
hours,  thereby  saving  the  passengers  the  annoyance  of  chang- 
ing cars  in  Brooklyn,  to  climb  stairs,  wait  and  fight  to  get  into 
a  train  a  second  time.  The  trial,  therefore,  instead  of  being  a 
failure,  as  they  called  it,  was  a  great  success. 

Fortunately,  neither  the  Bridge  Commissioner  nor  his  chief 
engineer  was  misled  by  it,  for,  shortly  after  that  the  Commis- 
sioner publicly  announced  that  he  had  instructed  his  chief  en- 
gineer to  prepare  plans  for  relief  on  the  line  of  the  Poulson  plan. 
If,  instead  of  making  the  test  at  Coney  Island,  they  had  ex- 
amined the  present  terminal  to  see  what  could  be  done,  all  they 
need  to  have  done  was  to  see  how  long  U  would  take  a  train  to 
leave  its  pocket  and  how   long  it  would  take  another  train   to 


THE  OLD  IDEA  OF  AX  ELEVATED  RAILROAD  STRUCTURE 
AS    ILLUSTRATED    IN    THE    PLAZA,    BROOKLYN. 

take   its   place.      As   it   is   a   very   simple   problem,    based    upon 
facts,  I  will  state  what  can  be  done. 

With  the  present  system  the  traffic  is  limited  to  the  capacity 
of  the  terminal;  after  the  improvements  are  made  it  will  be 
limited  only  by  the  capacity  of  the  bridge  itself.  The  terminal 
facilities  can  be  many  times  in  excess  of  the  capacity  of  the 
bridge,  and  if  the  terminal  is  altered  as  proposed,  and  It  is 
made  a  double-decker  with  the  ground  floor  for  the  terminal 
passengers  and  the  present  floor  for  the  through  and  tran.-sfer 
passengers,  the  capacity  of  the  terminal  will  be  ISO  six-car 
trains  per  hour  for  the  upper  floor  and  180  six-car  trains  tor  the 
lower  floor,  a  total  of  3G0  trains,  or  2,100  cars,  nearly  ten  times 
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as  many  cars  as  are  now  operated;  but,  as  the  capacity  of  the 
bridge  \\ould  probably  be  only  400  or  500  cars  per  hour,  It 
shows  that  the  capacity  of  a  properly  planned  terminal  is  far 
In  excess  of  the  capacity  of  the  bridge  itself.  It  a  confirmation 
of  those  figures  be  needed,  it  can  be  gotten  from  the  chief  en- 
gineer of  the  Bridge  Department. 

A  diagram  herewith  shows  how  the  elevated  railroad  services 
of  the  two  boroughs  can  be  connected;  if  the  two  companies 
cannot  come  to  an  agreement  whereby  one  can  use  the  tracks 
of  the  other,  the  elevated  stations,  where  they  meet,  can  be  so 
arranged  that  each  company  has  an  alternate  track,  and  the 
passengers  need  only  step  across  a  platform  to  change  from 
the  Brooklyn  to  the  Manhattan  trains,  and  vice  versa;  and  if, 
at  any  time,  they  can  agree  to  use  each  other's  tracks,  every- 
thing is  ready.  Besides,  by  a  slight  alteration  of  the  platforms 
In  the  stations,  many  more  trains  can  be  operated,  and,  if  al- 
ternate  trains  stop  at  alternate  stations,   each  train   would   be 


able  to  get  to  the  end  of  its  route  in  about  half  the  time  it 
consumes  now.  It  is  safe  to  say  to  the  people  of  Brooklyn,  who 
have  suffered  so  long,  that  if  the  plan  is  carried  out  on  a  line 
of  whit  hiis  been  proposed  tliey  will  be  entirely  relieved  from 
the  present  barbarous  conditions,  there  will  be  no  stair-climbing 
connected  with  the  whole  system,  terminal  passengers  will 
enter  their  trains  on  the  ground  floor  ^nd  the  through  passen- 
gers Kill  mareiy  have  to  change  cars  on  the  upper  floor,  the 
traffic  will  be  divided  in  about  half,  the  incoming  and  outgoing 
passengers  will  be  separated,  there  will  be  no  changing  of  cars 
at  the  Brooklyn  terminal,  and  the  passengers  will  arrive  at  their 
destination   in  about  half   the  time   they  do   now. 

The  alterations  at  the  Brooklyn  terminal  can  be  done  now, 
and  relief  can  be  had  in  a  few  weeks.  Th.e  alterations  can  be 
made  in  advance  of  connecting  the  elevated  service  of  the  two 
boroughs. 

N.   POULSON. 
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Prospective  Building. 


The  following  is  a  list  continued  of  building  enterprises  for  Man- 
hattan that  may  be  expected  within  the  year  1906  and  1907.  For 
some,  plans  are  now  under  way;  for  others,  no  architects  have  yet 
been  selected.  The  first  name  is  the  owner's;  the  second,  that  of 
the  architect;  the  third,  the  contractor's;  the  date  is  the  date  of 
announcement  in  the  Record  and  Guide. 

OFFICE,   STORE  AND  LOFT  BUILDINGS. 

Broadway,  s  w  cor  Cedar  st.  21-sty  office  building;  No  111  Broadway 
Co.  Ill  Broadway;  ar't.  Francis  H  Kimball,  71  Broadway;  Geo  A 
Fuller  Co,  contractor.     Foundation  started. 

Broadway,  n  w  cor  Warren  st.  12-sty  store  and  office  building:  Mrs 
Louisa  M  Gerry,  city  of  Newport,  R  I;  ar't,  James  B  Baker.  l.'iG 
uth  av;  Chas  T  Wills,  1,5G  .'>th  av,  contractor.  Site  cleared.  Smith, 
Gray  &  Co.  lessee. 

Broadway,  n  e  cor  34th  St.  through  to  .3.")th  st.  Nos  GG-70  W,  11-sty 
office  building;  Wm  R  H  Martin,  Greenwich,  Conn;  ar'ts.  Town- 
send.  Steinle  &  Haskell.  liO  E  19th  st;  Chas  T  Wills,  150  5th  av, 
contractor.     Site  cleared. 

Broadway,  s  e  cor  Wall  st.  18-sty  office  building;  Number  One  Wall 

"Street  Corporation,  Mercantile  Trust  Co,  St  Louis,  Mo,  care  Trust 

'■■Co  of  America,  New  York;  ar'ts,  Barnett,  Haynes  &  Barnett,  St 
Louis.  Mo;  Westlake  Construction  Co.  St  Louis,  Mo,  contractors. 
Site   cleared. 

Av  A.   Nos   103-10517-sty  store  and   loft  building;  Wolf  &  Abraham, 

7th  St.  No  1'28  E  |  65  Bieecker  st ;  art,  Chas  M  Straub.  122 
Bowery. 

21st  st.  No  40  East,  11-sty  loft  building;  John  McCarthy.  727  Broad- 
way; ar't,  Francis  H  Plluger,  32  Union  sq;  no  contract  let.  June 
9.   1906. 

Broadway,  s  e  cor  80th  st,  2-sty  store  and  office  building:  Gus  L 
Lawrence,  17S  Franklin  st;  ar't,  Geo  Fred  Pelham,  503  5th  av; 
no  contract   let.     June  16.  19tXj. 

Liberty  St.  No  27  Ill-sty    office    building:    Mrs    Anna    Walker,    Phila- 

William  st.  No  56|  delphia.  Pa;  ar'ts.  Butler  &  Rodman.  16  E  23d 
st;  R  H  Macdonald  &  Co,  29  W  34th  st,  contractors.  Mar  10,  1906. 

12th  St.  Nos  10-14  East.  12-sty  loft  building;  Master  BuUders  Realty 
Co,  99  Nassau  st;  ar't,  Samuel  Sass,  23  Park  row.     May  12.  1906. 

ISth  st,  Nos  r20-122  West.  6-sty  store  and  loft  building:  ow'r  and 
ar't.  Charles  Brendon,  500  5th  av.     Apr  21,   1906. 

3Cth  st.  No  11  West.  (!-sty  store  and  loft  buiming;  Mrs  T  T  Gaunt. 
Watermill,  L  I;  art,  James  J  F  Gavigan,  1123  Broadway;  R  H 
Casey,  109  W  30th  St.  contractor. 

23d  st,  Nos  214-220  East.  8-sty  store  and  office  building:  ow'r  and 
ar't.  Otto  Strack,  121  E  23d  st;   no  contract  let.     June  23,  1906. 

17th  st,  s  s,  250  w  5th  av,  12-sty  and  basement  loft  building:  S  J 
Siiberman,  1.33  E  79th  st;  ar'ts,  Buchman  &  Fox.  11  E  59th  st. 

53d  St.  Nos  422-430  East.  8-sty  loft  building:  Theodore  E  Hergert, 
382  2d  av;  ar't,  Frank  H  Quinby,  99  Nassau  st.     Nov  18.  1905. 

10th  st.  No  28  East.  12-sty  loft  building;  E  J  Galway  Building  Co. 
1.56  5th  av;  ar't.  Geo  H  Anderson,  150  5th  av;  E  J  Galway  Building 
Co,  1.56  5th  av.  contractor. 

Broadway.  No  652.  1'2-sty  store  and  office  building;  Number  Six 
Fifty-Two  Broadway  Co,  Chas  E  Jones,  president,  3,50  Broadway; 
ar't,  Frederick  C  Browne,  143  W  125th  st;  no  contract  let.  May 
12,  1906. 

Lenox  av.  e  s.  .50.11  n  116th  st,  2-sty  store  and  office  building; 
Rothschild  &  Kallman.  911  Park  av:  ar't,  Geo  Fred  Pelham,  503 
5th  av;   no  contract  let.     June  16.  1906. 

21st  st,  Nos  18-20  West,  11-sty  loft  and  store  building;  Twenty- 
First  Street  Construction  Co,  210  W  42d  st;  ar't.  Henri  Fouchaux. 
Broadway  and  l(i2d  st;   no  contract  let.     June  30,   1906. 

163d  St.  n  w  cor  3d  av.  .5-sty  department  store;  Dr  Henry  Ruhl,  164th 
st  and  Cauldwell  av;  ar't.  M  J  Garvin.  .3307  3d  av.     June  30,  1906. 

5th  av.  No  375.  6-sty  store  and  loft  building;  E  A.  Thorne.  4  W  14th 
st;  ar'ts.  Schwartz  &  Gross,  35  W  21st  st.  No  contract  let.  Na- 
than Sobel.  35  W  2lEt  st,  lessee. 

5th  av,  s  w  cor  46th  st.  11-sty  store  and  office  building;  J  Dreicer 
&  Son.  292  5th  av;  ar'ts,  Warren  &  Wetmore,  3  E  33d  st.  No  con- 
tract let.     June  9,  1906. 

3d  av,  w  s.  75.3%  n  163d  st,  2-sty  store;  Dr  Henry  Ruhl,  164th  st 
and  Cauldwell  av;   ar't,  M  J  Garvin.  3307  3d  av.     June  30,  1906. 

STABLES    AND    GARAGES. 

53d  st,  s  s.  100  e  Lexington  av.  3-sty  stable  building;  F  K  Sturgis, 
17  East  51st  st;  ar't,  Ogden  Codman,  571  5th  av.  No  contract  let. 
May  12,  1906. 


13ith  st,  n  s,  75  w  Alexander  av,  3-sty  stable;  Harlem  &  Morrisania 
Transportation  Co.  13(lth  st  and  Harlem  River,  Moses  Wright, 
Pres;  ar'ts,  Moore  &  Landsiedel,  148th  st  and  3d  av. 

18th  St.  Nos  157-1,59  West,  4-sty  stable:  Linda  Slachelberg,  IS  E 
60th  st;  ar't.  Geo  M  McCabe,  2  West  14th  st.  No  contract  let. 
May  12.  1906. 

50th  st,  Nos  218-222  West,  6-sty  stable;  S  H  Mason,  200  W  77th  st; 
ar't.  Geo  H  Griebel.  2255  Broadway.  No  contract  let.  May  12, 
1906. 

139th   st,   n   s,   182.8  w   Walnut   av.   2-sty   stable   and   loft   building; 

Central  Union  Gas  Co.  138th  st  and  Locust  av;  ar't.  Chas  W  Heine, 

188th  st  and  Locust  av.  Figures  now  receivable.     June  23.  190t!. 
9th  av.  No   19.  3-sty  stable;   Astor  estate,  23  W  26th  st;   ar't,   Geo 

M   McCabe.  2  W  14th  st. 
170th   St.   s   w  cor   McCombs   road,   1-sty  garage;   Jos  F  'Viou,   1431 

Prospect  av;   art.  M  J  Garvin,  3307  3d  av. 
3d  av.  e  s.  78  n  135th  st,  6-sty  stable  and  lofts;   Seidman,  Adler  & 

Rosh.   105   E   116th  st;   ar't,   Nathan  Langer,  81   E   125th  St. 
49th  St.  Nos  147-151  W|   4-sty  garage;    Rossiter   Realty   Co,   7  E  42d 
50th  st,  Nos  148-152  W|     st;   ar't,  O  Namur,  1  Madison  av.     No  con- 
tract let.     June  16,  1906. 
48th  st.  No  612  West,  5-sty  stable;   Chas  G  Chase.  612  W  48th  st; 

ar't,  Thomas  W  Lamb,  2'J4  5th.  av. 
Thomas  st.  n  s.  lOl)  e  Ferris  pi.  2-sty  stable;  Baisley  &  Watson,  Main 

st ;    ar't.    B    Ebeling.    West    Farms    road. 
OOth  st,  s  s.  KM.)  w  Central  Park  West,  5-sty  stable;  Albert  E  Figor, 

43-45  W  34th  st;  ar't,  Saml  Sass,  23  Park  row.     No  contract  let. 
165th  st,  n  s.  126  w  3d  av,  3-sty  stable  and  dwelling,  G  Ernst,  312  E 

125th  st;   ar't,  Lorenz  F  J  Weiher,  103  E  125th  st. 

FACTORIES    AND    WAREHOUSES. 

lOSth  St.  s  s.  1.S7  w  Columbus  av.  5-sty  storage  building:  Josephine 
Schmid.  ,S07  5th  av;  ar't.  Julius  Kastner,  1133  Broadway.  No  con- 
tract  let.     June   16,   1906. 

159th  st,  n  s,  .~p0  w  bulkhead  line  Harlem  River,  1-sty  store  house; 
Interborough  Rapid  Transit  Co,  13-21  Park  row;  ar't,  Geo  H  Pe- 
gram,    13   Park   row. 

49th  st,  Nos  "244-2.50  W  S-sty  warehouse  and  loft  building;  Edmund 
Coffin.  34  Pine  st:  ar'ts.  Hill  &  Stout.  1123  Broadway.  Chas  A 
Cowan    &  Co,  112;^  Broadway,  contractor. 

Brook  av.  w  s,  210.21  n  l(i3d  st.  6-sty  warehouse;  Geo  N  Reinhardt, 
Franklin  av  and  Jefferson  pi;   art,   M  J  Garvin,  3307  3d  av. 

Rose  St.  s  s,  408.8%  w'  Frankfort  st,  7-sty  warehouse;  Barnet  Gold- 
en. 29  Oliver  st;  ar't  Bernstein  &  Bernstein,  24  E  23d  st.  Np 
contract   let.     June   16.   1906. 

165th  St.  n  s,  240  w  Washington  av.  2-sty  factory;  Stolweim  Bros, 
.500  Broadway:  ar'ts,  Chas  Baxter  &  Son,  .360  Alexander  av. 

.56th  st,  n  s.  1,50  w  10th  av,  8-sty  factory;  G  Schock.  570  Park  av; 
ar't,  G  Knoche,  516  E  72d  st.     No  contract  let.     June  16.  1906. 

Webster  av.  e  s.  99.2  n  175th  st,  2-sty  factory;  Vehicle  Realty  Co, 
214  W  17th  st;  ar't,  M  C  Merritt.  ,58  W  31st  st. 

Pearl  st.  No  479.  6-sty  factory:  Fasce.  Bozzo  &  Repetti,  477  Pearl 
st;   ar'ts.   Briganti  &  Steeneken.  20.5  E  17th  st.     No  contract  let. 

42d  St.  Nos  5.53-.555  West,  6-sty  factory:  Ferguson  Bros,  31  E  17th 
st;   ar't.  Valentine  Germann,  Morse  pi,  Englewood.  N  J. 

3tith  st,  s  w  cor  11th  av.  5-sty  and  basement  warehouse;  Adolphus 
Busch.  24  West  st:  ar'ts.  Buchman  &  Fox.  11  E  .50th  st  and  Wid- 
man  X  Walsh.  St  Louis.  Mo.  James  Stewart  &  Co,  135  Broadway, 
contractor.     June  3t>,  1906. 

APARTMENTS    AND   RESIDENCES. 

Park  av,  s  e  cor  70th  st,  ,5-sty  dwelling:  Robert  S  Brewster,  11  E 
.54th  st;   ar'ts.  Delano  &  Aldrich.  4  E  39th  st. 

Bieecker  St.  No  210.  .5-sty  rectory:  Rev  Father  Antonio  Demo.  217 
Bieecker  st;  ar't.  A  Vendrasco,  94  Adams  st.  Van  Nest. 

79th  st,  n  s.  100  w  West  End  av,  10-sty  apartment  house;  Brody, 
Adler  &  Koch,  132  Nassau  st;  ar't,  Schwartz  &  Gross,  35  West 
21st  St. 

109th  st,  s  s,  100  e  Riverside  Drive.  8-sty  apartment  house;  West 
Side  Construction  Co,  21  W  96th  st;  ar't,  Geo  Fred  Pelham,  503 
5th  av. 

Riverdale  av.  Cuthbert  and  Randolph  lanes.  Hudson  River  and  City 
Line.  Mt  St  Vincent.  3-sty  and  attic  dwelling:  The  Corporation  of 
the  Sisters  of  Charity  of  St  Vincent  de  Paul.  Ellen  L  MeClancy.  Mt 
St  Vincent  Academy,  on  the  Hudson,  Pres;  ar'ts,  Schickel  &  Dit- 
mars.    Ill   5th   av. 

East  road,  w  s.  392.8  s  North  road.  2-sty  and  attic  dwelling;  E  H 
Rosenquest,  Main  and  2d  sts;  ar'ts,  John  B  Snook's  Son,  73  Nas- 
sau St. 
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We  t»»eh  hr  ra>ll  bow  to  hay  and  eell  real  estate.  Wa  teaoh  all  tlie  jThm 
of  tha  real  estate  basinass  thoroughly  and  exhaustively;  and  our  leaiooavffl 
be  worth  hundreds  of  dollars  to  erery  one  interested  lu  real  estate. 

IT    IS    THK    IDEAL    METBOD  V 

Write  for  Booklet  H,  which  will  tell  you  all  about  it 
UvB.Beal  fiatate  Correapondence  Inatltate,  Heeeman  Bld«,  200  B*wty 


Belmont  av,  e  s,  104.2  n  181st  st,  two  2-sty  dwellings;  Rowland  W 
Thomas,  on  premises;  ar't,  Chas  S  Clark.  700  Tremont  av. 

Belmont  av,  e  s,  80.8  n  181st  st.  2-sty  dwelling:  Rowland  W  Thomas, 
on  premises;   ar't,  Chas  S  Clark,  TOil  Tremonf  av. 

81st  st,  Nos  11-13  West,  11-sty  apartment  house;  Samuel  W  Browne, 
3.J  W  57th  st;  ar'ts,  Schickel  &  Ditmars,  111  5th  av. 


VARIOUS  BUILDINGS. 

ow'r,  ar't, 


and  b'r,  The  New 


Pearl  st.   No   134,  2-sty  power  house; 
York  Edison  Co,  05  Duane  st. 

East- St.  w  s,  50.2  n  Broome  st,  1  and  2-sty  shop  and  foundry;  R  Hoe 
&  Co,  504  Grand  st;  ar't,  R  Hoe  &  Co,  504  Grand  st. 

24th  st,   Nos   147-151   Ej  1-sty  auction   mart;    Fiss,   Doerr  &  Carroll 

25th  st,  Nos  144-148  e(  Horse  Co.  147  E  24th  st;  ar'ts,  Horgan 
&  Slattery,  1  Madison  sq. 

40th  st,  s  3,  215  e  3d  av.  2-sty  store  and  hall;  Salvation  Army.  120 
West  14th  st;  ar't,  Chas  M  Straub,  122  Bowery. 

13Gth  st,  n  s,  314  w  Amsterdam  av,  2-sty  and  cellar  shop;  The  He- 
brew Benevolent  &  Orphan  Asylum  Society,  on  premises;  ar't.  Ed- 
ward Necarsulmer,  31  Union  sq. 

Av  B,  s  e  cor  21st  st,  1-sty  steel  oil  tank;  ow'r,  ar't  and  b'r,  The 
Consolidated  Gas  Co,  4  Irving  pi. 

Fort  George  av,  n  s,  009.5  e  St  Nicholas  av,  1-sty  frame  amusement 
hall;  C  T  Barney,  71  Broadway;  ar't,  John  Clausnitzer,  157  E  21st 

■     St. 

Riverdale  av,  Cuthbert  and  Randolph  lanes.  Hudson  River  and  City 
Line,  Mt  St  Vincent,  2-sty  laundry  and  boiler  house;  The  Corpora- 
tion of  the  Sisters  of  Charity  of  St  Vincent  de  Paul,  Ellen  L  Mc- 
Clancy.  Mt  St  Vincent  Academy  on  the  Hudson,  Pres;  ar'ts, 
Schickel  &  Ditmars.  Ill  5th  av.     No  contract  let. 

115th  st,  n  s,  244  e  Pleasant  av,  2-sty  gas  house;  ow'r  and  ar't, 
The  Standard  Gas  Light  Co,  (!1  E  59th  st. 

K4th  st        !    the   block,     eight   1-sty   frame   summer   temporary   hos- 

(5tjth  st        I     pital  buildings;   Society  for  Improving  the  Condition  of 

Av  A  the  Poor.  32  Nassau  st;  ar't.  M  J  Heidelberg.  427  West 

East    River]     End  av. 

42d  st,  Nos  .522-.52fi  West,  4-sty  kindergarten  building;  New  York 
Kindergarten  Assoc,  201  W  55th  st;  ar'ts,  Babb,  Cook  &  Willard,  3 
West  29th  St.     No  contract  let.     Nov  8.  1905. 


Building  Operations. 


Business  Building  for  West  36th  St. 

30TH  ST— Messrs.  Coleman  &  Krause,  515  West  29th  st 
(sheet  metal  worker.s),  have  purchased  407  and  409  West  3Cth 
st,  a  plot  50x100  ft,  on  which  they  will  erect  a  fireproof  busi- 
ness  structure.      No   building  contracts   have  yet  been   awarded. 


Clarence  True  to  Build  Roosevelt  Residence. 

55TH  ST. — Clarence  True,  southwest  corner  (ith  av  and  42d 
St.  has  obtained  the  general  contract  to  build  the  5-sty  brick 
and  stone  residence,  18x100  ft.,  for  Robert  B.  Roosevelt.  Jr.,  33 
Wall  st,  to  be  erected  at  No.  116  East  55th  st.  Louis  C.  Maurer, 
22- East  21st  st,  is  architect. 


Plans  Ready  for  Riverside  Drive   Improvement. 

RIVERSIDE  DRIVE. — Sub-contracts  have  not  been  given  out 
yet  for  the  12-sty  elevator  apartment  house  which  Ranald  H. 
Macdonald  &  Co.,  29  West  34th  st,  is  to  erect  on  Riverside 
Drive,  southeast  corner  of  SOth  st,  to  cost  $350,000.  Chas.  E. 
Birge.  29  West  34th  st,  is  architect.     (See  i.'isue  Nov.  4.   1905.) 


Award  of  38th  Street  Contract. 

.j8TH  ST. — The  general  contract  has  just  been  placed  with 
Messrs.  Fountain  &  Choate.  114  East  23d  St.  for  the  erection  of 
a  12-sly  high-class  store  and  loft  building,  42x98.9  ft.,  light 
brick,  limestone  and  steel,  to  be  erected  by  B.  S.  Castles  at 
Nes.  39  to  41  West  38th  st,  at  an  estimated  cost  of  about 
$2(X),000.  Gordon,  Tracy  &  Swartwout.  244  5th  av,  are  the 
architects. 

Geo.  A.  Fuller  Co.  to  Build  New  Stock  Exchange. 

BROAD  ST— The  Geo.  A.  Fuller  Co.,  Broadway  and  23d  st, 
has  obtained  the  general  contract  to  build  the  new  Consolidated 
.Stock  Exchange  building  upon  a  site  just  purchased  at  the 
southeast  corner  of  Broad  and  Beaver  sts,  a  plot  fronting  99.8 
ft  on  Broad  st  and  117.1  ft  on  Beaver  st,  a  total  of  about  12.000 
.sq  ft.  On  this  site  will  be  erected  a  building  containing  accom- 
modations for  the  Exchange  and  offices  on  the  upper  floors.  By 
numbers  the  plot  is  known  as  01,  05.  G7  and  09  Broad  st,  and 
Nos.  32-.34-3(!  Beaver  st.  now  covered  by  six  4-sty  brick  build- 
ings. The  location  is  centrally  situated,  being  one  block  south 
of  the  Stock  Exchange,  surrounded  by  the  Cotton  Exchange. 
Produce  Exchange  and   the  Custom  House. 


Apartments,  Flats  and  Tenements. 

96TH  ST — Henry  Andersen,  1183  Broadway,  is  preparing 
plans  for  a  G-sty  flat,  39x87  ft,  for  L.  W.  Morrison,  2  East. 45th 
st,  to  be  erected  at  44  West  96th  st;  cost,  $50,000. 

142D  ST — B.  W.  Levitan,  20  West  31st  st,  is  preparing  plai* 


for  2  6-sty  apartment  houses  to  be  erected  on  the  north  side  of 
142d  st  and  the  south  side  of  143d  st,   100  ft  east  of  Broadway. 

MANHATTAN  ST— Harris  &  Ely  Maran,  71  Nassau  st,  will 
erect  at  31  and  33  Manhattan  st  a  6-sty  27-family  tenement, 
42.3x87,  cost  $52,000.  Samuel  Sass,  23  Park  Row,  is  making 
plans. 

155TH  ST.— Neville  &  Bagge,  217  West  125th  st,  are  planning 
for  a  6-sty  flat,  59.3x89.11  ft,  for  Gross  &  Herbener,  145  West 
95th  st,  on  the  southwest  corner  of  155th  st  and  St.  Nicholas 
av,  cost  $150,000. 

WEST  END  AV — Oseroff  &  Wilensky,  1470  Webster  pi,  will 
build  on  the  southwest  corner  of  West  End  av  and  67th  st,  2 
6-sty  flats,  40x87.10,  to  cost  $103,000.  B.  W.  Levitan,  20  West 
31st  st,  is  planning. 

117TH  ST— Harris  Kahn,  230  East  87th  st,  will  build  on  the 
south  side  of  117th  st,  59.5  ft  west  of  Lexington  av,  3  6-sty  flat 
buildings,  44.7x87.10.  to  cost  $180,000.  Neville  &  Bagge,  217 
West  125th  st,  are  making  plans. 

70TH  ST. — Louis  C.  Maurer,  22  East  21st  st,  has  plans  on 
the  boards  for  4  6-sty  30-family  flats,  37x87.5,  for  Jacob  Bolton, 
112  West  103d  st,  to  be  erected  on  the  south  side  of  70th  st,  175 
It.   east   of  Av  A.     Total  cost,  $160,000.  1 

116TH  ST— L.  F.  J.  Weiher,  103  East  125th  st,  is  preparing 
plans  for  a  6-sty  34-tamily  flat,  57x87.11  ft,  for  Lordi,  Pen- 
netti  &  De  Repiris,  2206  2d  av,  to  be  erected  on  the  north  side 
of  116th  st,  412  ft  east  of  1st  av;  cost,  $60,000. 


Dwellings. 

74TH  ST— S.  E.  Gage,  3  Union  sq,  has  plans  ready  for  ex- 
tensive alterations  to  the  4-sty  residence  151  East  74th  st,  for 
Alice  C.  Frazier,  58  East  78th  st.    No  contract  let. 

70TH  ST. — Edward  P.  Casey,  1  Nassau  st,  is  taking  figures 
on  the  general  contract  for  a  4-sty  residence,  40x95  ft.,  for 
Stephen  Brown,  80  Broadway,  to  be  erected  at  Nos.  154-15.6 
East  70th  st.     No  contracts  have  yet  been  Issued. 

RIVERSIDE  DRIVE. — No  contracts  have  yet  been  awarded 
for  the  4-sty  residence,  27x88  ft.,  which  the  Douglass  Realty 
Co.,  304  West  70th  st,  is  to  build  on  the  northeast  corner  of 
Riverside  Drive  and  lOl.n  st.  Cost,  $90,000.  Frank  E.  Wallls, 
1123  Broadway,  is  taking  bids. 


Churches. 

CALTER  ST. — The  Congregation  Beth-El  has  secured  a  site 
on  Calyer  st,  near  Lorimer  st,  Brooklyn,  on  which  it  is  proposed 
to  erect  a  brick  synagogue,  to  cost  about  $25,000. 

116TH  ST. — Messrs.  Hedman  &  Schoen,  302  Broadway,  are 
taking  estimates  on  the  brick,  stone  and  steel  synagogue,  1-sty 
and  balcony,  70x100  ft.,  to  be  erected  on  West  116th  st,  near  5th 
av,  for  the  Ohab  Zedek  Congregation.     No  contract  let. 


Mercantile. 

CLIFF  ST.— Radcliffe  &  Kelley,  3  West  29th  st,  have  plans 
ready  for  the  ll-sty  loft  building,  06.9x121.4  ft,  which  Chas.  A. 
Schieren,  30  Ferry  st,  is  to  build  at  Nos.  61  to  65  Cliff  st.  to 
cost  $200,000.     No  contract  let. 

BROADWAY.— Frederick  C.  Browne,  143  West  125th  st, 
architect  for  the  new  office  structure  to  be  erected  at  No.  652 
Broadway,  is  taking  separate  estimates  on  the  ornamental  iron 
work  for  same.  Brown-Ketcham  Co.,  1133  Broadway,  have  the 
contract  for  the  structural  steel  and  iron  work.  The  Six  Fifty 
Two  Broadway  Co.  is  the  owner. 


Alterations. 

1ST  AV— Ellen  Brady,  53  3d  av,  will  iinprove  299-303  1st  av. 
C.  B.  Meyers,  1  Union  sq,  will  prepare  plans. 

ALLEN  ST — M.  Zipkes,  147  4th  av,  is  planning  for  alterations 
to  136  Allen  st,  for  Louis  Enoch,  848  Fulton  st,  Brooklyn. 

43D  ST — Joseph  Goodman,  301  West  44th  st,  will  make  ex- 
tensive alterations  to  301  West  43d  st.  A.  Barmeyer,  Bayside, 
L.  I.,  is  preparing  plans. 

LEXINGTON  AV.— Joseph  Nassanowitz,  47  West  128th  st, 
will  renovate  1653-1657  Lexington  av,  from  plans  by  Emery 
Roth,  20  East  42d  st.     No  contract  let. 

2D  AV. — Oscar  Lowinson,  18-20  East  42d  st,  has  plans  ready 
for  $20,000  worth  of  alterations  to  No.  108  2d  av  for  the  Hebrew 
Free  Loan  Association,   108  2d  av.     No  contract  let. 

lOTH  AV. — Plans  are  ready  by  W.  B.  Page,  34  North  Market 
st,  Boston,  Mass.,  for  $10,000  worth  of  alterations  to  the  3-sty 
market  northeast  corner  of  10th  av  and  13th  st  for  Swift  &  Co., 
owners.     No  contract  let. 


Miscellaneous. 

Alexander  Smith  Cochran,  of  Yonkers,  N.  T.,  has  purchased 
the  Martin  farm,  consisting  of  110  acres,  at  that  place,  on  which 
he  will  erect  a  sanitarium  for  the  treatment  of  tuberculosis. 
The  project  is  estimated  at  $500,000.  Mr.  Cochran  Is  president 
of  the  Smith  Carpet  Works.  - 
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Estimates  Receivable. 

71ST  ST. — Chas.  I.  Berg,  571  Oth  av,  is  taking  estimates  on 
the  general  contract  for  extensive  improvements  to  the  5-sty 
residence  No.  127  Ea.it  71st  st. 

T.  Shriver  &  Co.,  333  East  50th  st,  is  taking  figures  on  sepa- 
rate contracts  for  a  1-sty  fireproof  foundry,  200x300  ft.,  to  be 
erected  for  them  at  Harrison,  N.  J.     No  contract  let. 

42D  ST. — Geo.  W.  Kittredge,  architect  for  the  New  York 
Central  &  Hudson  River  R.  R.  Co.,  is  taking  estimates  on 
the  ferry  house  which  the  company  will  erect  at  the  foot  of 
"West  42d  St. 

Schickel  &  Ditmars,  111  5th  av,  are  taking  estimates  on  the 
general  contract  for  a  fireproof  brick  and  steel  laundry  build- 
ing and  power  house  to  be  erected  in  connection  with  the  Con- 
vent at  Mt.   St.  Vincent,  N.  Y. 

MADISON  AV — No  contracts  have  yet  been  awarded  for 
$25,000  worth  of  alterations  to  309-313  Madison  av,  which  the 
New  England  Mortgage  Security  Co.,  192  Broadway,  will  make 
from  plans  by  S.  E.  Gage,  3  Union  sq. 

25TH  ST. — Frank  F.  Ward,  203  Broadway,  has  plans  ready 
for  figures  on  the  5-sty  factory,  50x89.0  ft.,  to  be  erected  at 
Nos.  428-430  East  25th  st.  Cost,  $57,000.  Bishop  Gutta  Percha 
Co.,  of  which  Henry  A.  Reed,  420  East  25th  st,  is  president,  is 
the  owner.     No  contract  let. 

LIVINGSTON  ST. — Figures  are  being  received  by  George  L. 
Morse,  303  Washington  st,  Brooklyn,  on  separate  contracts  for  a 
9-sty  warehouse,  100x150  ft.,  to  be  erected  on  the  south  side  of 
Livingston  st,  west  of  Hoyt  st,  Brooklyn,  for  Abraham  & 
Straus,  420  Fulton  st,  Brooklyn.     No  contract  let. 

62D  ST. — No  contract  has  yet  been  awarded  for  the  C-sty 
school  building,  C2.8x.58.2  ft.,  which  the  Church  of  Our  Lady  of 
Perpetual  Help,  323  East  01st  st,  is  to  build  on  the  south  side 
of  G2d  st,  287.10  ft.  west  of  1st  av,  to  cost  $90,000.  F.  Joseph 
Untersee,  1  Madison  av,  is  architect,  and  Rev.  John  Kissner  is 
pastor. 


B  U  I  L  D  I  N  G      NOTES 


Contracts   Awarded. 

The  International  Contracting  Co.,  New  York,  has  secured 
the  contract  for  constructing  a  drawbridge  over  Cedar  River, 
at  Renton,  Wash.,  at  $11,400. 

PARK  AV — Watt  &  Sinclair,  247  West  2Sth  st,  have  received 
the  contract  for  extensive  improvements  to  the  4-sty  residence 
of  Mrs.  Martin  E.  Greene,  northwest  corner  of  Park  av  and  72d 
st,  from  plans  by  C.  P.  H.  Gilbert,  1123  Broadway. 

1ST  AV. — The  Murphy  Construction  Co.,  5  East  42d  st,  haa 
obtained  the  general  contract  for  the  erection  of  a  2-sty  ex- 
tension, 25x52  ft.,  to  the  power  station  of  the  New  York  Edison 
Co.,  on  1st  av,  east  side,  between  38th  and  39th  sts.  Cost, 
about  $20,000. 

BROADWAY. — Isaac  A.  Hopper  &  Son,  Inc.,  1170  Broadway, 
has  received  the  contract  for  alterations  to  the  6-sty  store 
building  on  Broadway,  the  southwest  corner  21st  st,  for 
Messrs.  Wesson  &  Leland,  1  West  37th  st,  from  plans  by  Wm. 
G.  Thomas,  917  Broadway. 


Bids  Opened. 

Bids  were  received  on  June  30  by  the  Bureau  of  Yards  and 
Docks,  Navy  Department,  Washington,  D.  C,  for  extensions  of 
Piers  2  and  3,  at  the  League  Island  Navy  Yard,  as  follows: 
American  Paving  &  Construction  Co.,  211  South  9th  st,  Phila- 
delphia, $51,400;  The  Snare  &  Triest  Co.,  143  Liberty  st.  New 
York,  $50,900. 

Bids  were  received  on  June  28  by  the  Department  of  Parks  for 
construction  of  concrete  and  granite  approach  to  boathouse. 
Prospect  Park,  Brooklyn.  Church  Construction  Co.,  949  Broad- 
way, at  $33,037,  low  bidder.  Other  bidders  were:  J.  Edwards, 
Jr.,  Charles  Meads  Co.,  299  Broadway;  Cooper  &  Evans,  220 
Broadway,  and  James  McArthur,  22  Ormond  pi,  Brooklyn. 

Bids  were  opened  by  Fire  Commissioner  O'Brien  on  June  28 
for  the  erection  of  a  new  hook  and  ladder  house  in  G3d  st,  as 
follows:  A.  Nugent  &  Son,  103  East  125th  st,  $09,402,  low  bid- 
der. Other  bidders  were:  P.  Gallagher,  1189  Broadway;  R  J. 
P.  Gerstle  &  Co.,  44th  st  and  1st  av;  Thomas  Cockerill  &  Son, 
147  Columbus  av;  Tolmie  &  Kerr,  205  West  30th  st;  Thomas  B. 
Leahy  Building  Co.,  1  East  42d  st;  P.  J.  Ryan,  314  West  44th  st, 
and  R.  L.  Walsh,  100  William  st. 

Bids  received  by  Louis  F.  Haffen,  president  Borough  of  the 
Bronx,  for  constructing  the  traverse  road  at  Tremont  av,  in 
connection  with  the  Grand  Boulevard  and  Concourse,  were  as 
follows:  W.  J.  Rogers,  1909  Amsterdam  av,  at  .$118,057,  lowest 
bidder.  Other  bidders  were:  A.  G.  Vermilye,  403  West  114th 
st;  Cooper  &  Evans,  220  Broadway;  Uvalde  Asphalt  Co.,  1 
Broadway;  A.  J.  Collins,  Fordham  road;  Culgin-Pace  Contract- 
ing Co.,  787  Tremont  av;  Clinton  Beckwith,  49  West  27th  st, 
and  George  F.  Bailey,  1199  Fulton  st. 


June  w-as  a  light  month  from  the  standpoint  of  orders  for 
structural   steel    for    bui'dings. 

Four  and  one-half  million  dollars  for  the  erection  of  school 
buildings  has  been  authorized  by  the  Board  of  Aldermen. 

George  A.  Just,  a  well-known  consulting  engineer  and  expert 
in  steel  structures,  announces  the  removal  of  his  offices  to  239 
Vernon  av.  Borough  of  Queens.  New  York. 

The  new  skyscraper  building  on  the  site  of  the  old  Boreel 
Building,  at  Broadway  and  Cedar  st,  southwest  corner,  has 
been  officially  designated  as  "The  United  States  Realty  Build- 
ing." 

A  notable  instance  of  the  rapid  erection  of  structural  steel 
work  was  afforded  in  the  building  of  the  Ward  Line  pier.  In- 
cluding five  days  of  lost  time  the  work  was  completed  in  16 
calendar  days.  The  pier  is  527V4  ft.  long,  76  ft.  wide  and  has 
a  2-sty  section  74'^  ft.  long. 

Washington  Hull,  who  has  accepted  $15,000  in  settlement  of 
his  claim  against  the  city  for  drav.ing  plans  for  the  proposed 
municipal  building  in  Brooklyn,  had  justice  on  his  side  in  the 
opinion  of  Corporation  Counsel  Delany.  Mr.  Hull's  plans  were 
accepted  after  competition  and  the  contract  was  binding  on  the 
city. 

During  the  first  six  months  of  the  present  year,  453  building 
loan  contracts  were  filed  with  the  County  Clerk  of  New  York, 
aggregating  $27,083,784.  During  the  month  of  June,  1906,  there 
were  filed  84  building  loan  contracts,  aggregating  $2,810,084,  as 
against  435  filed  the  same  month  last  year,  aggregating  $33,- 
104,272,  which  is  but  IS  loans  less  than  were  filed  for  the  first 
six  months  of  this  year,  and  $(i, 110,488  in  excess  of  what  was 
loaned  during  the  entire  first  six  months  of  this  year. 

It  Is  probable  that  the  Erie  Railroad  will  not  immediately 
build  the  terminal  and  shops  contemplated  for  Jersey  City,  as 
the  plans  that  have  been  prepared  so  far  for  the  terminal  es- 
pecially are  being  held  up  until  some  determination  is  reached 
as  to  whether  the  company  will  continue  to  ferry  its  passengers 
or  arrange  some  other  method  of  getting  them  across  the  river. 
The  shops  which  it  was  proposed  to  erect  at  Bergen  Hill  are 
also  in  the  doubtful  stage  regarding  just  when  they  are  to  be 
constructed. 

The  oldest  dealer  in  masons'  building  materials  to-day  (and 
more  active  than  ever)  is  Nathaniel  Wise,  who  has  stood  the 
vicissitudes  of  the  building  trade  for  over  fifty  years.  Mr.  Wise 
In  late  years  has  been  ably  assisted  by  his  two  sons,  Frank  B. 
and  Charles  G.,  now  well  and  favorably  known  in  the  building 
trade.  Mr.  Wise  has  recently  incorporated  his  business  into  the 
Nathaniel  "Wise  Company,  with  himself  as  president,  Frank  E. 
Wise  as  vice-president  and  treasurer,  and  Charles  G.  Wise  as 
secretary.  With  a  large  yard  on  the  East  River  front,  extend- 
ing from  79th  to  80th  sts,  excellent  dock  facilities  and  a  large 
stock  and  equipment,  no  order  is  too  large  or  too  small  for  them 
to  handle,  and  with  their  usual  prompt  attention.  Their  tele- 
phone number  is  1507 — 79th  st. 

A  notable  patent  floor  has  just  been  laid  in  the  Chelsea 
Hotel,  at  Steeplechase  Park,  Rockaway  Beach,  Long  Island, 
by  the  Sedgwick-FIower  Co.,  1133  Broadway.  This  floor, 
which  is  made  of  "Ideal-Monolith,"  has  a  pattern  in  six  colors — 
blue,  black,  red.  buff,  gold  and  white — and  is  remarkable  for 
the  way  in  which  each  color  is  worked  in.  The  fleur  de  lis  is 
used  to  good  effect  in  the  color  scheme,  as  are  also  ten-point 
stars  and  a  doubie  boi-der.  The  company  has  just  obtained  the 
contract  to  lay  thirty-three  kitchen  floors  for  the  Fluri  Con- 
struction Co.,  at  159th  st  and  Broadway.  The  most  character- 
istic things  about  "Ideal-Monolith"  are  its  cheapness,  in  com- 
parison with  other  sanitary  flooring,  and  its  resiliency  and  pli- 
ability. It  can  be  made  as  hard  as  stone  or  as  soft  and  pliable 
as  wood. 


The  general  contract  for  the  electric  light  plant  to  be  in- 
stalled in  the  State  Capitol  Building  at  Albany,  N.  Y.,  having 
been  awarded  to  W.  M.  Sheehan,  136  Liberty  st,  Manhattan, 
that  firm  has  let  the  contract  for  the  engines  to  the  Watertown 
Engrine  Co.,  and  for  the  electrical  equipment  to  the  Fort  Wayne 
Electric  Co. 


Particulars  Concerning  No.   112  Wall  St. 

Editor  Record  and  Guide. 

In  reference  to  so  many  conflicting  reports  as  to  112  Wall  st, 
I  beg  to  state  the  following: 

This  property  was  not  ■  really  sold  since  January  29,  1874. 
Philip  Dater  and  wife  and  James  Dater  sold  to  Fred  Lyman. 
Mr.  F.  Lyman's  estate  was  Interested  in  this  property,  and  1 
saw  recorded  a  sale  to  them.  I  personally  represented  the 
present  owners,  and  purchased  same  from  George  E.  Coney — 
their  attorney,  in  fact,  as  well  as  B.  W.  Wells,  attorney  for  his 
wife. 

We  bought  this  property,  resold  it,  but  retained  a  half  inter- 
est. Have  at  present  no  equity,  except  we  will  have  a  hand- 
some proflt.  I  wish  to  deny  the  statement  that  Felix  Isman 
was  or  is  interested  in  the  matter,  although  he  was  offered  it, 
and  said  it  was  a  good  parcel  to  keep,  having  a  future. 

I  thank  you  for  your  kindness  in  giving  this  proper  space. 
ONE    HUNDRED  AND   TWELVE   WALL   ST.   CO. 
(By   Joseph   Kahn,   Vice-President.) 
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The  Structure  of  Cities. 

(Continued  from  page  'S.) 

its  structure.  If  of  large  amount  and  great  regularity  it  Is  cer- 
tain to  convert  any  street  into  a  retail  shopping  street,  this 
process  emphasizing  Ihe  second  function  of  a  city  street  which 
first  furnishes  communication  and  later,  frontage  for  buildings. 
One  of  the  effects  of  the  changing  size,  shape  and  location  of 
various  specialized  districts  is  the  influence  which  such  changes 
have  in  relocating  the  chief  axis  of  travel.  This  is  most  clearly 
seen  in  a  water  front  city,  where  the  best  retail  street  has 
normally  changed  from  being  parallel  to  the  water  front  to 
being  at  right  angles  to  it.  The  general  effect  of  improved 
transportation  is  to  add  value  to  the  circumference  of  a  city  by 
rendering  it  accessible  for  residences  and  to  the  centre  of  a  city 
by  concentrating  traffic  within  it,  a  part  of  this  added  value 
being  removed  from  the  intermediate  zone.  By  increasing  the 
area  of  the  supply  of  land  the  value  of  all  competitive  land  is 
reduced,  the  area  increasing  not  in  proportion  to  the  distance 
but  in  proportion  to  the  square  of  the  distance.  Every  improve- 
ment in  construction  of  street  railroads  strengthens  their  hold 
on  the  city's  structure  and  increases  the  productive  efficiency  of 
the  population.  Bridges,  ferries  and  tunnels  introduce  the  com- 
petition of  new  outlets  and  traffic  routes,  which  change  the 
framework  of  a  city  in  proportion  to  their  success  in  controlling 
currents  of  travel. 

Central  growth  has  two  main  aspects;  first,  general  growth 
in  all  directions  from  the  point  of  origin,  and  second,  local 
growth  around  sub-centres  within  the  city,  such  as  tran.sporta- 
tion,  termini,  public  buildings,  exchanges,  factories  and  hotels. 
As  a  city  grows  the  centralizing  influence  of  public  buildings 
steadily  diminishes,  while  its  exchanges  assume  increasing  im- 
portance, these  varying  in  character  according  to  the  leadmg 
business  transacted  in  the  city.  Normal  growth  consists  of  the 
gradual  aggregation  of  buildings  of  the  same  character  due  to 
the  gregariousness  of  mankind  and  the  saving  in  time  from  the 
close  juxtaposition  of  buildings.  Continuity  is  a  vital  feature 
of  all  growth,  whether  central  or  axial,  every  break  causing  a 
weakness  in  the  structure  similar  to  the  loss  of  a  link  in  a 
chain.  In  internal  movement  which  constantly  goes  on  is  the 
gathering  together  of  similar  fornis  of  business  into  special  dis- 
tricts. 

The  fundamental  conformity  of  all  cities  to  the  same  laws  is 
shown  by  the  order  of  dependence  of  one  district  upon  another 
being  the  same  in  all  cities.  Whatever  the  size  or  shape  of  a 
city,  as  it  grows  the  various  residence  sections  move  farther 
away  from  the  business  centre  and  are  continually  followed  by 
retail  stores  of  various  classes,  which  are  in  turn  followed  by 
the  wholesale  and  finishing  houses,  all  pursuing  their  custom- 
ers. Behind  the  wholesalers  come  the  banking,  office  and  ad- 
ministration sections,  who  are  conservative  about  changes  and 
are  held  in  old  locations  by  established  exchanges  and  by  the 
large  capital  expended  for  office  buildings.  More  or  less  mixed 
in  with  these  well  defined  districts  are  special  buildings  of  va- 
rious sorts,  while  clubs,  churches,  hospitals,  hotels  and  boarding 
houses  form  a  zone  between  the  residence  districts  and  the  bus- 
iness centre. 

.  There  are  three  main  causes  of  changes  in  a  city's  structure; 
increase  of  population,  increase  of  wealth  and  new  transporta- 
tion ,  facilities.  Increase  of  population  without  increase  of 
wealth  would  normally  tend  only  to  a  gradual  extension  of 
buildings  of  the  existing  character  over  a  larger  area.  Increase 
of  wealth,  however,  causes  continual  rebuilding  within  the  city, 
old-fashioned  shops,  dingy  offices  and  plain  residences  being  • 
supplanted  by  buildings  of  a  new  standard  of  magnificence. 
New  and  improved  methods  of  transportation  draw  residences 
beyond  the  city's  lim.its,  concentrate  business  in  higher  build- 
ings at  the  centre  and  establish  new  axes  of  travel  as  additional 
vertebrae  for  the  city.  More  and  more  in  the  life  of  great  cities 
is  improved  transit  of  importance,  the  tendency  being  for  traf- 
fic to  mass  at  intersecting  points  with  inferior  utilities  in  the 
quiet  side  streets.  Among  the  minor  causes  of  change  in  city 
structure  should  be  classed  new  inventions,  the  elevator,  for 
example,  rendering  it  possible  to  utilize  buildings  higher  than 
six  or  eight  stories,  and  skeleton  steel  construction  rendering 
tliirty  to  forty  story  buildings  possible.  After  new  inventions, 
new  habits  and  customs  are  of  chief  importance,  for  example, 
longer  summer  absences  from  the  city  diminishing  the  impor- 
tance of  shopping  streets,  while  the  enormous  increase  in  travel 
strengthens  the  centralizing  influence  of  hotels,  and  the  steady 
movement  from  residences  to  apartments  concentrates  popu- 
lation in  small  area,  arid  by  substituting  showy  buildings  for 
larger  living  space  augments  the  power  of  capital  to  attract. 
As  long  as  changes  in  habits,  customs,  fashions  and  tastes  con- 
tinue to  occur,  cities  will  inevitably  continue  to  reflect  them. 


Frank  A,  O'Donnel,  president  of  the  Tax  Board,  died  Thurs- 
day night  at  his  home,  223  East  17th  st,  after  an  illness  of 
^wo. weeks.  He  was  54  years  old.  In  1894-0  he  was  State  sena- 
tor, and  in  1903  was  elected  treasurer  of  Tammany  Hall.  He 
was  a  member  and  once  president  of  Anawanda  Club,  the  Tam- 
pmny  organization  in  C.  F.  Murphy's  district.  Mayor  McClel- 
lan  appointed,  him  president  of  the  Tax  Board  .in  >iis..fit:st  terra, 
and  reappointed  him  last  January, 


Expenses  of  the  Anti-Mortgage  Tax 
Campaign. 

Very  properly  the  Allied  Real  Estate  interests  through  their 
secretary  make  a  statement  herewith  of  all  the  costs  and  ex- 
penses attendant  upon  the  campaign  which  ended  so  success- 
fully in  the  overthrow  of  the  Annual  Mortgage  Tax  Law,  a 
victory  which  will  directly  save  millions  of  dollars  to  the  small 
property  owners,  and  which  will  tend  in  due  time  to  work  great 
benefit  to  the  real  estate  interests  of  the  whole  State.  Inci- 
dentally it  may  be  remarked  that  it  appears  from  the  state- 
ment that  the  total  cost  to  the  association  was  in  the  neigh- 
borhood of  only  $20,000.  It  is  very  evident  that  the  work  was 
carried  on  with  commendable  economy  as  well  as  with  clever- 
ness, precision  and  honor. 

STATEMENT  OP  EXPENSES  AND  DISBURSEMENTS  OF 
THE  ALLIED  REAL  ESTATE  INTERESTS  OF  THE 
STATE  OF  NEW  YORK,  FROM  AUGUST  9,  1905,  TO 
JUNE  28,    190G. 


Rent    of    permanent    office !f600.00 

Salaries  of  temporary  and  permanent  employees 1.3,722.30 

Office  furniture  and  fixtures 292.30 

Advertising 315.00 

Postage 2,027.88 

Stationery  and  printing   2,855.25 

Traveling    expenses    1,718.84 

Miscellaneous,   office  and  general  expenses 3,191.37 

Total   $24,722.94 


From  January  1,  1900,  to  May  22,  190(5,  the  work  of  the  Allied 
Real  Estate  Interests  of  the  State  of  New  York  consisted 
chiefly  in  carrying  on  a  campaign  throughout  the  State  to  secure 
the  passage  of  the  act  entitled  "An  act  to  amend  the  tax  law  In 
relation  to  the  taxation  of  mortgages  of  real  property."  It  is 
difficult  to  differentiate  between  the  expenses  incident  to  that 
campaign  and  the  nfecessary  expenses  connected  with  main- 
taining tile  organization,  which  is  a  permanent  one.  In  addi- 
tion to  an  officfe  force  consisting  of  eight  employes,  there  were 
two  traveling  representatives,  who  covered  nearly  every  portion 
of  the  State,  and  the  second  vice-president,  who  represented 
the  association  in  Albany  before  the  Legislature  and  the  Cov- 
ernor.  The  association  retained  the  Hon.  William  N.  Cohen,  of 
New  York  City,  to  redraft  the  original  measure  to  conform  to 
the  suggestions  of  the  Governor  in  his  memorandum  in  veto- 
ing the  bill  as  first  passed. 

Lawrence  Velller,  Second  Vice-President — 

Annual    salary $5,000.00 

Expenses     058.35 

J.   T.   Eddy,  Traveling  Representative — 

Twenty    weeks'    salary 800.00 

Expenses     445.00 

F.   H.   Sincerbeaux,   Traveling  Representative- 
Fifteen  weeks'   salary   450.00 

Expenses    450.08 

ALLAN  ROBINSON, 
Secretary  Allied  Real  Estate  Interests  of  the  State  of  New  York. 
June  28,  1900. 

STATE  OF  NEW  YORK,  >  ^g. 
COUNTY  OP  NEW  YORK,  )   ^  ' 

Allan  Robinson,  being  duly  sworn,  deposes  and  says  that  he 
is  Secretary  of  the  Allied  Real  Estate  Interests  of  the  State  of 
New  York,  a  membership  corporation  organized  under  the  laws 
of  the  State  of  New  York,  that  the  statement  annexed  hereto, 
entitled  "Statement  of  Expenses  and  Disbursements  of  the 
Allied  Real-  Estate  Interests  of  the  State  of  New  York,  from 
Augusi  9,  1005,  to  June  28,  1900,"  is  a  true  and  complete  state- 
ment of  all  the  expenses  and  disbursements  of  said  corporation 
since  its  incorporation;  that  during  the  first  five  months  of  its 
existence  the  work  of  said  corporation  consisted  chiefly  in  secur- 
ing a  large  membership,  the  expense  incident  thereto  amount- 
ing to  more  than  $5,000;  that  since  January  1,  1900,  said  cor- 
poration has  conducted  a  campaign  of  education  throughout 
the  State  to  secure  the  passage  of  the  Mortgage  Recording  Tax 
Law,  the  expense  of  which  has  amounted  to  less  than  $20,000, 
exclusive  of  a  bill  for  services  rendered  by  counsel  in  connection 
with  the  redrafting  of  the  legislative  bill,  as  set  forth  in  said 
ttatement;  that  the  annexed  statement  shows  all  disbursements 
paid,  incurred  or  promised  to  counsel  or  agents  in  connection 
with  the  passage  of  the  act  entitled  "An  act  to  amend  the  tax 
law  in  relation  to  the  taxation  of  mortgages  of  real  property" 
(Chapter  532,  Laws  of  1900)  except  as  hereinbefore  stated. 

Sworn  to  before  me  this  29th  day  of  June,  1900. 

ALLAN    ROBINSON. 

ALFRED    L.  -CURTIS, 

Notary  Public,  No.  135,  New  York  County. 

* 

-  Brick  values  have  continued  in  the  downward  scale  this 
rweek,  and  the  market  is  decidedly  unsettled.  Eight  dollars  and 
a  quarter  is  the  extreme  price  now  obtainable  in  the  wholesale 
mAricet.  ...THig  .mahutacturera  charge  that  the  builders  an* 
dealers  have  entered  into  a  conspiracy  to  bear  the  market. 
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The  New  Mortgage  Law. 

With  the  beginning  of  business  this  week  the  new  law  for  a 
recording  tax  on  mortgages  went  into  elTect.  The  old  annual 
mortgage  tax  law  ceased  to  be  operative  on  Saturday.  There 
Is  now  no  further  tax  on  mortgages  which  paid  the  full  tax  at 
the  time  of  recording.  On  demand  mortgages,  where  no  tax 
was  paid  at  time  of  recording,  the  full  tax  must  be  paid  before 
July  30.  Short  term  mortgages,  for  example,  ten,  twenty  and 
thirty-day  mortgages,  now  past  due,  which  paid  taxes  for  these 
terms  only,  must  pay  the  balance  due  to  June  30  on  or  before 
July  30. 

Holders  of  all  mortgages,  not  exempt  by  their  nature,  such 
as  religious  and  eleemosynary  organizations,  recorded  after 
July  1,  1905.  and  before  July  1,  190(i,  must  pay  a  mortgage  tax 
of  one-half  of  1  per  cent,  a  year,  or  pro  rata  for  any  fraction 
thereof.  In  event  of  this  tax  not  being  paid  before  July  30  a 
penalty  of  1  per  cent,  a  month  on  the  amount  of  the  tax  due  Is 
charged.  In  regard  to  the  collection  of  the  tax  under  the  Laws 
of  190."),  the  law  remains  active  until  the  tax  Is  collected,  and 
mortgages  remain  subject  to  all  penalties  under  the  1905  law. 
There  Is  no  longer  an  annual  taxation. 

Persons  in  doubt  as  to  the  status  of  their  mortgages  in  regard 
to  taxation  should  apply  to  the  Register  of  their  county:  or  of 
the  county  in  which  the  document  was  filed,  giving  the  date  of 
record,  the  serial  number  and  the  name  of  the  mortgagor,  when 
they  will  be  promptly  informed  by  mall.  In  event  of  the  owner 
not  having  this  information,  the  mortgage  tax  record  books 
will  be  found  in  the  office  of  the  Register,  where  they  are  open 
for  public  inspection,  and  one  may  examine  these  books  or 
locate  his  mortgage,  and  so  very  easily  ascertain  whether  all 
due  taxes  have  been  paid. 

Holders  of  total  advance  mortgages  filed  before  July  1,  1906, 
will  not  be  relieved  of  personal  taxation  by  the  1905  laws.  Un- 
der the  recording  tax  law  of  190(i,  an  owner  of  a  mortgage,  by 
paying  one-half  of  1  per  cent,  of  the  principal  Indebtedness  at 
the  date  of  recording  is  relieved  from  personal  taxation  on  the 
.valuation  of  said  mortgage. 

On  Monday  in  the  Register's  ofBoe,  78  satisfaction  pieces  were 
.filed,  and  245  mortgages  and  deeds. 

On  Tuesday  1G6  satisfaction  pieces,  and  766  mortgages  and 
deeds. 

On  Thursday  110  satisfaction  pieces  and  450  mortgages  anJ 
deeds. 

The  extra  large  number  of  satisfaction  pieces  filed  Is  taken  to 
■signify  that  a  good  proportion  of  mortgages  are  to  be  made  over 
so  as  to  come  under  the  new  law. 

The  week's  filings  in  the  New  York  County  Register's  office 
for  deeds,  mortgages,  assignments  of  mortgages  and  satisfied 
mortgages  for  the  past  six  days,  compared  with  the  corre- 
sponding days  in  1905,  are  totaled  in  the  following  table: 

Assign-       Satis- 

1906.  Deeds.       Mort's.      ments.     factions. 

June    29    221  224  57  103 

June   30    179  2.59  25  60 

July  2    125  95  25  78 

July  3 368  336  62  166 

July   5   216  180  54  110 

July  0   259  217  45  10!> 

1,368  1,311  268  620 
1905. 

June   29    493  1.108  91  255 

June   30    763  2,052  80  198 

July   1    64  5  14  73 

July  3    65  9  19  99 

July  5   108  18  38  109 

July  6    161  24  22  126 


1,654 

* 
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Assessment  for  the  Grand  Boulevard  and  Concourse. 

The  commissioners  in  the  condemnation  proceedings  for  the 
Grand  Boulevard  and  Concourse,  in  the  Borough  of  the  Bronx, 
have  submitted  to  the  Supreme  Court  a  preliminary  report. 

Under  the  law  providing  for  the  Grand  Boulevard  and  Con- 
course the  area  of  Bronx  property  to  be  assessed  extends  from 
the  Harlem  River  to  Spuyten  Duyvll  on  the  westward,  with  the 
northei-ly  line  along  West  240th  st  to  Van  Cortlandt  Park,  fol- 
lowing the  boundary  iine  of  the  park  to  Its  southeast  corner  at 
Jerome  av  and  Gun  Hill  road,  along  Gun  Hill  road  to  the  Bronx 
River,  along  the  westerly  side  of  the  Bronx  River  to  Pelham  av, 
along  Pelham  av  to  the  Southern  Boulevard,  to  East  lS9th  st, 
to  Prospect  av,  along  Prospect  av  to  Its  intersection  with  149th 
.st,  thence  along  the  Southern  Boulevard  to  St.  Ann's  av,  to  the 
Bronx  Kills  at  its  junction  with  the  Harlem  River. 

There  are  80,000  city  lots  within  the  area  of  assessment.  This 
property  is  owned  by  30,000  persons  and  corporations.  The  as- 
sessment, of  course,  will  be  highest  on  property  immediately 
adjacent  to  the  Grand  Boulevard  and  Concourse.  The  assess- 
ment roll  fills  two  big  volumes  of  about  one  thousaiid  pages 
each. 

The  commissioners  are  John  H.   Knoeppel,  Hugh  R.  Garden 


and  William  Endemenn.  The  assessment  to  be  levied  against 
each  of  the  most  valuable  lots  of  25x100  ft.  on  the  concourse 
will  be  ?4.j0,  and  the  smallest  amount  for  concourse  lots  will  be 
$240.  Lots  at  a  distance  will  pay  proportionately  less.  As  the 
city  treasury  pays  three-fourths  of  the  cost  the  lot  assessments 
to  be  borne  by  the  owners  of  the  property  facing  the  Grand 
Boulevard  and  Concourse  Will  range  from  $112.50  to  $00  each, 
according  to  location. 

The  amount  of  awards  to  be  given  for  land  taken  Is  $2,445,- 
257.  The  cost  of  the  proceedings,  including  the  payment  of 
commissioners'  fees,  realty  experts  and  other  incidentals  has 
been  $215,434.  The  amount  of  the  preliminary  assessments, 
which  will  be  charged  against  two-thirds  of  the  property  In  the 
borough  and  against  the  city  treasury  Jointly,  has  been  placed 
at  $3,030,808.  Three-fourths  of  this  assessment  will  be  paid 
by  the  city  at  large,  and  one-quarter  will  be  charged  against 
Bronx  property  owners,  making  the  amount  to  be  raised  by  as- 
sessment in   the  Bronx  $7.")7,7]7. 

All  the  figures,  records  and  maps  of  the  condemnation  com- 
missioners are  now  open  to  inspection  and  objection  In  the 
offices  of  the  Street  Opening  Bureau,  Nos.  90  and  92  West 
Broadway.  Property  owners  may  file  objections  to  assessments 
any  time  prior  to  July  21.  Hearings  on  these  objections  will 
begin  on  July  25,  at  three  o'clock  in  the  afternoon.  Unless  ob- 
jections are  made  to  the  Commissioners'  reports  they  will  move 
to  have  them  formally  confirmed  by  the  Supreme  Court  on 
November  22  next.  After  the  report  is  confirmed  the  assess- 
ments will  stand  as  liens  against  all  property  Involved  within 
the  area  described. 


Assessed  Value  of  Real  Estate  is  $5,738,487,245,  a 
Slight  Increase. 

The  Board  of  Tax;s  and  Assessments  sent  to  the  Board  of 
Aldermen  this  week  the  rolls  of  the  assessment  of  real  and  per- 
sonal property  for  taxation  for  the  current  year.  The  books 
will  be  open  In  the  office  of  the  City  Clerk  for  public  Inspection. 
The  increase  In  the  assessed  value  of  real  estate  this  year  Is 
$515,904,044,  which  is  sufficient  to  bring  about  a  slight  reduc- 
tion in  the  tax  rate.  The  record  of  the  assessment  fills  258  large 
books.  The  official  figures  of  the  real  and  personal  assessments 
by  boroughs  for  1905  and  1900,  as  issued  by  the  Tax  Depart- 
ment, are  as  follows: 

REAL   ESTATE. 


Boroughs.  Tctal,   190G. 

Manhattan $4,105,352,281 

Bronx    355,779,602 

Brooklyn    1,072,007.172 

Queens   159.446.205 

Richmond    45,901,985 


Total,   1905. 

$3,820,7.54.181 

274.85!»,.593 

940  082.302 

140.404.000 

44,581.235 


Increase. 

$•284,508,100 

80.920.009 

131,024.870 

19.041,215 

1.320.750 


Total    $5,738,487,245    $5,'221,582,301     $516,004,944 


PERSONAL    ESTATE. 

Increase 
Boroughs.  Total,  1906.  over  1905. 

Manhattan     $447, 184, .5.50  

Bronx    18,028,857'        $1,355,232 

Brooklyn     87,72'2,8]0  

Queens 9,694.428  599,690 

Richnjond    4,676.295  


Decrease 

from  1905. 

$121,206,240 


3,189,153 
814,515 


Total    $567,306,940        $1,954,922  $125,-209,908 

Decrease  from   1905    $U3,2.54.986 

Total  real   estate,   lOOC,    5,7.38.487.245 

Total    personal    estate,    1906 567.30(!,940 


Total    assessed  valuations    of    real    and    personal 

estates,   1906  $6,305,794,185 

Total    assessed  valuations    of    real    and    personal 

estates,  1905  5,9]2.144,227 


Increa.se  over  1903  $3'J3,649,958 


Regarding  the  new  hotel  about  to  be  built  in  Brooklyn,  It 
will  be  on  lots  aggregating  SOx'204  on  the  block  bounded  by 
Montague.  Hicks  and  Remsen  sts.  Part  of  the  site  Is  where 
the  old  Pierrepont  House  stood.  The  hotel  will  be  14  stories 
high,  will  be  of  light  limestone  and  brick,  and  is  to  cost 
$1,500,000.  It  win  be  known  as  the  "Woodruff,"  and  Henry  J. 
Somborn  and  H.  E.  Corey,  of  Brooklyn,  are  largely  interested 
In  the  enterprise.  The  main  entrance  will  be  on  Hicks  st. 
Henry  C.  Pelton.  of  Manhattan,  is  the  architect,  {ind  the  build- 
ing is  to  be  completed  within  a  year.  It  is  to  be  a  first-class 
house  in  every  respect,  with  all  up-to-date  improvements.  The 
tariff  for  rooms  is  fixed  at  $2.50  upwards.  In  connection  with 
the  projected  tunnel  under  Montague  st,  it  is  said  that  there 
is  to  be  a  station  just  by  the  new  hotel,  which,  of  course,  will 
be  of  immense  advantage  and  convenience  to  Its  patrons  and 
to  the  neighborhood  generally,  giving  residents  ready  traaslt 
to  that  point  and  all  points  of  New  York  and  Brooklyn. 
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IN  THE  REAL  ESTATE  FIELD 


1 


Real  Estate  and  Building  Statistics. 

The  following  are  the  comparative  tables  of  Manhattan,  The 
Bronx  and  Brooklyn  of  the  Conveyances,  Mortgages  and  Pro- 
jected Buildings  for  the  corresponding  weeks  of  1905  and  1906: 

UANHATTAN   AND    THE   BRONX. 

CONTETAN0B8. 

1906.  1905. 

June  29-JuIy  3  ,  Inc.  June  29-July  6.  inc. 

Total  No.  for  Manhauan 514  Total  No.  for  Mannattan                 489 

No.  with  consideration 28  No.  with  consideration. .                   38 

Amount  involved 11,402,5(10    imount  involved $2,187,830 

Numbernomlnal 486    Niunber nominal 431 


Total  No.  Manhattan,  Jan.  1  to  date 

No.  with  consideration,  Manhattan,  Jan. 

Itodate 

Total  Ajnt.  Manhattan,  Jan.  1  to  date 

1908. 
June  29-July  3,  Inc. 

Total  No.  for  the  Bn>ni 222 

No.  with  consideration 14 

Amount  Involved »637,920 

Numbernomlnal 208 


1906. 
13,505 


823 
141,600,851 


1905. 
13,442 

1,063 
$53,204,070 


1905. 
June  20- July  6,  Inc. 
Total  No.  for  The  Bronx  243 

No.  with  consideration. .  32 

Amount  Involved $237,575 

Numbernomlnal 211 


Tital  No.,  The  Bronx,  Jan.  1  to  date 

Total  Amt.,  The  Bionx,  Jan.  1  to  date... 
Xota:  IVo.  iTIanhatlan  and  Tbe 

1906. 
6,531 
14,434,814 

20.036 

•46,033,463       S 

Manhattan. 

1906. 
une  29-July  3,  ino  June  2 
28 
11 ,402, .500 
$1,076,000 
486 
115,582,500 
ate                        823 
$41,600,651 
$28,10 ',573 
12  682 
$424,685,210          $ 

2,261 

«6,570,397 
2,136 

1.167 

«1,315,657 
1,100 

AGES. 

)06. 

ly  3.  Inc. — .  ; — June29-J 

Bron*.       Manhattan. 

229                   339 

$3,016,756    $8,022,499 

105                     202 

$1,255,678    $2,866,124 

1905. 
7,909 
19.151,400 

21,331 

82,355,470 

1905. 
9-July8,inc. 
88 

Total  Amt.  Manliattau  and  Tbe 
Bronx,  Jan.  1  to  date 

Assessed  Value 

J 
Total  No.,  with  Consideration 

$2  187,630 

$1,773,500 

Total  No.,  Nominal 

Assessed  Value 

Total  No.  with  Consld..  from  Ian.  Ist  to  d 
Amount  Involved " 

431 

$16,790,700 

1.063 

$53,204,070 

$38  543  557 

Total  No.  Nominal " 

A.jq-BaBd  Vain-.                "                " 

Total  IVo.  for   inanbattan,  for 

12.879 
420,788,834 

Total  Anif.  for  manbattan  for 

Total  No.  IVominal 

Total  No.  for  Xbe    Bronx,    for 

Total  Amt.  tor  Tbe  Bronx,  for 

Total  No.  Nominal 

MOETG 

1' 
, — June  29-Ju 
Uanhattan. 

1905 

uly6.1no 

Bronx. 
374 

$5,304,325 

No   at  6% 283 

110 

H,870,2«5 

No.  at  5\% 

N  ..   at  osH 25 

Annunt  Involved $763,000 

No.  at  5  s,  % 

31                          4 
$135,6.50          $83,500 

8 
$42,700 

N  ..  at  5  „ • 123 

43                     58 
%875,265    $2,210,500 

182 

Amount  Involved tS, 213,418 

No  at4\'S 

$1,340,553 

No  at4'3% 49 

5                      19 
$260,000    $1,140,775 

26 

$798,740 

No   at  4>4% 

No.  at  4*i 5 

9 

$229,500 

2 

Amount  Involved      $297,000 

$57,000 

Amount  Involved $100,000 

No   without  Interest 68 

45                     47 
$690,165   $1,692,100 

16                     25 
$908,500     $1,021,500 

1906 

10,456 

1134,440,675          { 

4..509 

«38,49 1,036          t, 

14,965 

«172,931,711     «38 

1,843 

$40,100,961 

839 

«6,S32,099 

JILDINGS. 

1906. 
June30-July6,lnc.      Jul 
46 
29 

4Q 

Amount  involved $2,430,647 

No.   above  to    Bank,    Trust 

and  Insurance  Companies                    75 
Amount  Involved    ..            .     $3,663,634 

$1,195,047 

47 
$1  143'70O 

Tital  No.,  Manhattan,  Jan.  1  to  date 

Total  Amt.,  Manhattan,  Jan.  1  to  date 

T>tal  No.,  The  Bronx,  Jan    1  to  date 

Total  Amt..The  Bronx,  Jan.  1  to  date 

Total  No.,  .TIanhattan  and  Tbe 

1905. 

13.347 

}35,918.594 

6  397 

>58,955,890 

19,744 

2,874,484 

Total  Ami.  >viantia1tan  f*  ndTbe 

Rronx,  .Inn.  1  to  flafe        ..     ■■ 

Total    No.    for   manbattan   for 

Total  Amt.  for  Manbattan  for 

Total  No.   for   The    Bronx,  for 

Total  Amt.  for  The  Bronx,  for 
June 

PROJECTED   Bl 

Total  No.  New  Buildings : 

1005. 
y  1  to  7,  inc. 
37 

88 

Grend  total 

JJotal  Amt.  Ns  '  BuUdlngs : 

Manhattan 

The  Bronx 


flirand  ToCaJ.,,,,, 


14,491,750 
471,800 

14,963,550 


$4,491,050 
1,192,100 

$5,683,160 


Total  Amt.  Alterations : 

Manhattan 

ThoBronx 


Grand  total 

Total  No.  of  New  BuUdlngs  : 
Manhattan,  Jan.  1  to  date. 
The  Bronx,  Jan  1  to  date . . 


$395  580 
23,500 


$419,080 


1.122 

1.248 


Mnbtn-Bronx,  Jan.  1  to  date 

otal  Amt,  New  BuUdlngs  : 

Manhatian,  Jan.  1  to  date 

The  BroDX,  Jan.  1  to  date 

Mubtn-Bronx,  Jan.  1  to  date 

Tital  Amt.  Alterations. 

'viiihfM-KroitT     Jnn.  1  tA  Hnte 

Total   No.    Neiv   Bldg:8.,    Man- 
hattan, for  June 

Total  Amt.  Nenr  Bldf^s.,  Man- 
bat  tan,  for  Junr 

Total     No.     New     Bldg^s.,    Tbe 
Bronx,  for  June 

Total    Amt.    New    Bldg-s.,   The 
Bronx,  for  June 


2,370 

$77,678,980 
18,303,845 

«93,SS2,S23 

$12,860,349 

166 
$14,043,430 

226 
$2,894,620 


$191,025 
3,520 

$194,545 

1  223 
1.234 

2,457 

$62,890,787 
20,668,516 

$83,537,302 

$8,821,704 


BROOKLYN. 

CONVEYANCES. 

1906.  1905. 

June28-July3  Inc,  June20-July  5,lnc. 


Total  number "    1,135 

No.  with  consideration  66 

Imount  involved $363,219 

Number  nominal 1,069 

ToIaI  number  of  Conveyances, 

Jan.  1  to  date 26,694 

Total  auiouni  of  Conveyances, 

•»••'•"•"«•-  $17,834,180 

Total   No.  of   Conveyances  for 

J    ne 4,929 

Total  Amt.  of  Conveyances  for 

June $3,074,989 

Total   No.  of  Nominal  Convey 

ances  for  June 4,643 


1,699 
158 
$1,435, -.iSS 
1,541 

23,742 

$18,371,931 


MOBTGAGES. 


Total  number 

Amount  Involved 

No.  at  6»4 

Amount  Involved 

No.  at  5  "-i  % 

Amount  Involved 

No.  at  5  Si  ?i 

Amount  Involved 

No.  at  51% ! 

Amount  Involved 

No.  at  5",    

imount  Involved 

No.  at  41,,"'. 

Amount  Involved  

No.  at  4% 

Amount  Involved 

No.  .It  3"-. 

Amount  Involved 

No.  without  inie'est 

Amout  t  involved 

Total     number    of    Mortira^es. 

Jan.  1  to  date 

Total     amount    of    Mortgages, 

Ian.  I  to  datf>  

Total     No.     of    Mortgagees     for 

June 

Total    Amt.    of    Mortgages    for 

June 


1,026 

$5,047,209 

575 

$2,251,855 

241 

$1,557,350 


474 

$3,663,852 

202 

$1,182,207 

2 

$3,500 


175 

$1,119,654 

1 

¥2. 500 

8 

$5,000 


242 

$1,642,695 

1 

$200,0011 

« 

$302,50u 


31 
$111,050 

19.247 

881,412,017 

3,823 

$13,337,787 


24 
$352  950 

20,025 

$117,256,839 


PEOJECTED  BUILDINGS. 

No.  of  New  Buildings 160 

Estimated  cost $1,490,180 

Total    No.    of    New^  Bnildings, 

Jan.  1  to  date 4,133 

Total  Amt.  of  Ne-w  Buildings, 

Jan.  Itodate $29  002,801 

Total    amount    of    Alterations. 

•  n...  1  •nH«<.>  $2,657,682 

Total    No.    of    TSew    Bldgs.    for 

June 957 

Total   Amt.  of  New  BIdgs.  for 

June $7,240,420 


118 
$985,696 

4,112 

$33,709,354 

$2,139,576 


PRIVATE    SALES    MARKET 


The  quietness  of  the  week  in  real  estate  is  generally  ascribed 
to  the  holiday  and  the  attendant  vacations,  in  combin.ation  with 
the  effects  of  the  new  Mortgage  law  and  the  relaxation  custom- 
ary in  real  estate  at  this  season.  The  premier  purchase  of  the 
A\eek  is  to  ht  credited  to  the  Erie  Land  &  Improvement  Co.,  of 
a  square  on  the  Harlem,  to  be  utilized  as  a  freight  yard.  The 
transaction  is  not  only  significant  of  the  steadily  growing  im- 
portance of  the  Harlem  River  as  a  business  center,  but  also 
of  a  new  spirit  of  enterprise  lately  discernible  in  the  Erie  Co. 
In  this  connection  it  rr;ay  be  observed  that  the  large  terminal 
constructions  which  the  Erie  lias  contemplated  for  Jersey  City 
are  being  held  in  abeyance  for  the  reason  that  the  company 
entertains  the  hope  and  expectation  of  obtaining  tunnel  facili- 
ties to  and  a  terminal  in  this  borough.  It  Is  known  that  tho 
directorate  has  been  in  negotiation  with  the  McAdoo  tunnel  in- 
terests with  this  object  in  view,  and  that  as  the  board  has  been 
disappointed  thus  far  in  making  an  arrangement  It  Is  casting 
about  to  see  what  can  be  done  to  get  the  Erie's  paeseogers 
across  the  river  without  dependetice  upon  ferules, 
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The  first  day's  filing's  under  the  new  recording  tax  for  mort- 
gages came  on  Monday,  when  a  large  volume  of  business  was 
transacted  in  the  Register's  office,  and  the  week's  work,  even 
with  the  loss  of  one  day,  has  continued  to  be  heavy,  in  contrast 
with  the  preceding  week's.  A  large  share  of  the  conveyances 
and  accompanying  mortgages  are  due  to  the'  recent  auction 
sales  of  lots.  Independence  Day  was  a  busy  one  in  the  lot 
market  of  Queens.  Visitors  to  the  various  plottings  were 
numerous,  and  two  large  auction  sales  were  cried.  Two  of  the 
four  sales  scheduled  for  the  Manhattan  auction  room  on  Mon- 
day were  adjourned.  A  further  decline  in  the  price  of  brick  Is 
noted  for  the  week,  and  the  manufacturers  are  becoming 
alarmed.  Good  brick  are  now  obtainable  in  the  wholesale  mar- 
ket for  from  $7.50  to  $8.25. 


South  of  59th  Street. 

BLEECKER  ST.- — Porrino  &  Ragaglia  sold  for  C.  &  J.  Raz- 
zettl  to  A.  Degaudenzi  the  4-sty  tenement  201  Bleecker  st,  2ox 
96. 

BLEECKER  ST.— Porrino  &  Ragaglia  sold  for  I.  &  L..  Chauser 
to  G.  B.  Raftetto  the  5-sty  tenement,  with  stores,  223  and  225 
Bleecker  st,  40x75. 

Consolidated  Stock  Exchange  Buys  New  Site, 

BROAD  ST — Tne  southeast  corner  of  Broad  and  Beaver  sts 
was  purchased  on  Friday  by  the  Consolidated  Stock  Exchange 
as  a  site  for  its  new  home.  The  plot  fronts  99.S  ft  on  Broad 
st  and  117.1  ft  on  Beaver.  The  southerly  line  is  130.7  ft  and  the 
westerly  99.2  ft,  making  a  total  plot  of  12,000  square  feet. 
The  price  paid  is  given  at  $900,000.  Robt.  E.  Dowling,  the  Century 
Realty  Co,  and  the  City  Real  Estate  Investing  Co.  jointly  owned 
the  plot,  each  holding  a  one-third  interest.  Negotiations  for  the 
sale  have  been  under  way  for  some  time.  The  buyers  placed 
a  value  of  $70  a  sq  ft  on  the  land,  making  a  total  value  of 
$840,000.  The  owners'  appraisal  was  at  $75  a  sq  ft,  making  a 
total  of  $900,000.  The  appraisal  of  an  outside  expert  placed  the 
value  at  $80  to  the  sq  ft,  or  for  the  parcel  $960,000.  After  con- 
siderable negotiation  the  middle  rate  was  agreed  upon.  The 
Consolidated  Stock  Exchange  sold  the  lease  to  the  building 
it  now  occupies  at  the  northerly  corner  of  Exchange  pi  and 
Broadway  to  the  Knickerbocker  Trust  Co.  It  is  not  believed 
that  the  removal  of  the  Exchange  to  Broad  st  will  have  any 
appreciable  effect  on  values  in  the  immediate  vicinity. 

CORNELIA  ST. — Porrino  &  Ragaglia  sold,  in  conjunction 
with  Chas.  E.  Duross,  for  Chas.  Britton  to  Zampieri  Bros,  the 
3-sty  brick  and  frame  building  17  Cornelia  st,  25x95. 

EAST  HOUSTON  ST.— Charles  Galewski,  in  conjunction  with 
Abraham  Schick,  sold  for  Bernhard  Galewski  to  J.  Beck  451 
ind  453  East  Houston  st,  two  6-sty  tenements,  50x100. 

Mr.  Black  Now  Owns  the  Whole  Block. 

FRANKFORT  ST. — Charles  F.  Noyes  Co.  sold  for  Mary  A. 
Walsh  and  Anna  R.  Coggey  to  John  V.  Black  36  Frankfort  st, 
block  front  on  Rose  to  Brooklyn  Bridge,  a  5-sty  building, 
26.5x42.5.  With  this  purchase  Mr.  Black  secures  the  owner- 
ship of  entire  block  bounded  by  William,  Frankfort,  Rose  sts 
and  iBrooklyn  Bridge,  containing  nearly  14,000  sq.  ft.,  and 
improved  in  part  by  the  new  11-sty  Black  Building  at  William 
and  Frankfort  sts. 

GROVE  ST. — Charles  E.  Duross  sold  the  3-sty  dwelling  57 
Grove  st  for  Edward  J.  Reilly  to  a  client. 

GREENWICH  ST— Robert  R.  Rainey  sold  for  the  Watson 
estate  248  and  '250  Greenwich  st,  a  5-sty  loft  building, 
41.2x84,   adjoining  the  corner  of  Park  pi. 

HAMILTON  ST. — E.  V.  Pescia  &  Co.  sold  for  a  Mr.  Coppele 
to  Lippman  Cohen  the  5-sty  front  and  rear  double  tenements, 
with  stores,  38  Hamilton  st,  27x105. 

JACKSON    ST. — A.    Kassel    bought    and    sold    the    southwest 
corner  of  Jackson  and  Henry  sts,  a  6-sty  tenement,  35x100. 
-  KING   ST. — Adam   Wiener  sold   the  6-sty  tenement  28  King 
st,  26x100. 

TRINITY  PL — John  N.  Golding  sold  for  St.  James'  Episcopal 
Church,  of  St.  James,  L.  I.,  to  the  United  States  Express  Co.,  68 
Trinity  pi,  a  4-sty  building,  28.1x41.0%  x  irregular.  This  pur- 
chase completes  the  company's  ownership  of  the  block,  and 
insures  light  and  air  for  the  new  building. 

WALL  ST. — The  112  Wall  Street  Co.,  a  new  corporation, 
has  bought  112  Wall  st,  a  7-sty  office  building.  This  property 
has  not  been  sold  since  1874.  Alexander  Schail  was  the  broker 
in  the  transaction. 

AVATER  ST — Max  Sturtz  sold  for  Henry  Tischman  the  6-sty 
tenement,  southwest  corner  of  Water  and  Jackson  sts,  23.4x114. 

3D  ST. — A.  Timen  sold  for  Silverman  &  Co.  to  L.  Joffe  and 
M.  Zatulove  the  5-sty  tenement  84  East  3d  st,  25x100. 

4TH  ST. — Samuel  Mann  bought  5-sty  brick  tenement  161 
East  4th  St. 

4TH  ST.— Samuel  Mann  sold  the  5-sty  brick  tenement  201 
East  4th  st  to  Isaac  Corsun,  of  Philadelphia. 

6TH  ST. — Samuel  Mann  bought  511  East  6th  st,  a  5-sty  tene- 
ment, 25x96. 

34TH  ST. — Nathan  Weiss  sold  for  Mrs.  E.  J.  Reed  the  4-sty 
duelling  223  West  34th  st,  16.8x98.9.  This  house  is  directly 
opposite  the  proposed  Pennsylvania  Arcad&  and  adjoins  on  the 
east  the  holdings  of  Col.  John  Jacob  Astor, 


39TH  ST. — Isaacs  &  Stang  bought  from  B.  Kllngenstein  the 
5-sty  tenernent  319  East  39th  st,  25x100. 

46TH  S'T. — Jos.  F.  Feist  sold  for  Herman  Schmonsees  the 
4-sty  single  flat  518  West  40th  st,  20x100. 

50TH  ST.— James  Kyle  &  Sons  sold  for  Mitchel  Levy  &  Etl 
the  6-sty  triple  apartment  '231  East  50th  st,  29x100. 

51ST  ST. — John  J.  Boylan  sold  for  Samuel  Grossmann  to  J. 
Andrew  537  West  51st  st,  a  5-sty  double  tenement,  with  stores, 
25x100.5,  who  has  resold  to  Anne  Tonjann. 

52D  ST. — Herbert  A.  Sherman  sold  for  James  A.  Farley  32 
East  52d  st,  20x100,  5%-sty  American  basement  house,  the  last 
but  one  of  a  row  built  by  Mr.  Farley. 

AV  B. — M.  Selig  sold  the  northwest  comer  of  Av  B  and  10th 
st,  a  4-sty  tenement,  23x70.0. 

AV  C. — Samuel  Mann  bought  the  two  5-sty  improved  tene- 
ments 201-202  Av  C,  which  property  was  held  in  the  Seldner 
family  for  over  40  years. 

2d  av — Lawrence  Wilson,  of  Daniel  C.  '^Tiearty's  office,  sold 
for  C.  B.  Wilkinson  to  William  J.  Roome,  Jr.,  the  4-sty  double 
tenement,  •nith  store,  733  2d  av,  between  39th  and  40th  sts. 


North  of  59th  Street. 

OOTH  ST — William  Rabinowitz  sold  230  West  00th  st,  a  4-sty 
tenement,   with  store,   25x100.5. 

70TH  ST — Frederick  T.  Barry  sold  for  Frank  N  Dodd  the  4- 
sty  and  basement  dwelling,  45  East  76th  st,  12.6x102.2. 

79TH  ST. — Edward  C.  Williams  sold  for  the  estate  of  Woolsey 
Hopkins  to  John  J.  White  226  West  79th  st,  a  3%-sty  dwelling. 

SOTH  ST. — Harry  Abrams  sold  the  plot,  75x102.2,  south  side 
of  SOth  st,  148  ft.  west  of  East  End  av. 

07TH  ST. — S.  Steingut  &  Co.  sold  for  A.  Avrutis  229  East 
97th  st,  a  5-sty  tenement,  25x100.11. 

106TH  ST. — S.  Cohn  bought  from  Charles  Heymann  58  and  60 
West  100th  st,  two  5-sty  flats,  54.0xl00.ll. 

115TH  ST. — Stern,  Simon  &  Heilbrun  sold  for  Mrs.  S.  Bauer 
the  5-sty  double  flat,  25x100,  224  East  115th  st  to  I.  Mann- 
heimer. 

IIOTH  ST. — Stern,  Simon  &  Heilbrun  sold  for  Max  Lowen- 
stein  the  6-sty  apartment,  50x100,  49  and  51  West  liOth  st. 

118TH  ST. — Samuel  Katz  sold  to  Joseph  R.  Vaccarelli  the 
3-sty  dwelling  348  East  llSth  st,  16.6x50.5. 

119TH  ST.— George"  F.  Picken  sold  for  a  Mr.  Hancy  158  West 
J  19th  st,  3-sty  dwelling,  17x100,  for  occpanucy. 

124TH  ST. — Lischinsky,  Rosen  &  Lischlnsky  sold  for  Rudo- 
wisky  &  Lazarowitz  to  I.  Salmanowitz  &  Co.  333  to  337  East 
124th  st,  a  0-sty  tenement,  50x100. 

125TH  ST.-^John  N.  Golding  sold  for  Mary  E.  Stamler  22 
East  125th  st,  a  3-sty  building,  20x100.11,  to  Alfred  A.  Acker, 
who  will  improve  for  business  purposes. 

179TH  ST. — The  Godspeed  Realty  Improvement  Co.  bought 
535  and  537  West  179th  st,  a  3-sty  frame  building,  50x100. 

AUDUBON  AV. — The  Godspeed  Realty  Improvement  Co. 
bought  the  northwest  corner  of  Audubon  av  and  171st  st,  lOOx 
95. 

LENOX  AV. — The  Webb  Realty  Co.  sold  for  Ottermann, 
Woytisek  &  Schezcik  to  Sarah  Elkin  the  northwest  corner  of 
Lenox  av  and  142d  st,  a  0-sty  building,  with  stores,  40x100,  in 
course  of  construction. 

LENOX  AV.— The  Webb  Realty  Co.  sold  for  Ottermann 
Woytisek  &  Schezcik  to  Gussie  Herman  the  6-sty  building 
west  side  of  Lenox  av,  80  ft.  north  of  142d  st,  40x100,  now  in 
course  of  construction. 

MADISON  AV. — Potsdam  &  Levin  sold  for  Seigel  &  Brody 
to  Lachman  &  Bressner  1838  and  1840  Madison  av,  two  5-sty 
flats,  with  stores,  50x100. 

W^EST  END  AV. — Pease  &  Elliman  sold  for  Elna  T.  Hall  317 
West  End  av,  a  3-sty  dwelling,  20x80,  adjoining  the  southwest 
corner  of  75th  st. 

1ST  AV. — Rubinger,  Klinger  &  Co.  sold  for  O.  Karp  1145  1st 
av,  a  5-sty  double  tenement,  25x100. 

2D  AV. — Stern,  Simon  &  Heilbrun  sold  for  a  Mr.  Kempner  the 
5-sty  double  flat,  with  stores,  1692  2d  av,  25x75. 


The  Bronx. 

Since  Greeley's  Era. 
150TH  ST. — After  two  years  of  negotiation  the  American  Real 
Estate  Co.  has  succeeded  in  purchasing  the  valuable  property 
owned  by  Hugh  Martin  on  the  southwest  corner  of  1.50th  st  and 
Melrose  av,  100x100.  In  1853  this  property  was  owned  by  Horace 
Greeley,  founder  of  the  New  York  Tribune,  and  was  sold  by 
him  for  a  few  hundred  dollars.  On  the  west  and  adjoining  this 
property  in  150th  st  they  have  purchased  from  Eliza  Wolski 
.50x100.  and  from  the  Hanaberger  estate  25x100  on  the  rear  and 
facing  149th  st,  they  have  purchased  from  George  Kohler  50x 
80.  In  addition  to  what  they  already  own,  this  gives  them  what 
is  considered  one  of  the  most  valuable  business  properties  in 
the  Bronx,  and  consists  of  the  block  front  on  Melrose  av,  from 
149th  to  150th  sts,  and  175  ft.  on  each  street,  on  which  they 
intend  to  erect  a  7-sty  department  store  building.  Direct  con- 
nection will  be  made  with  the  149th  st  station  of  the  s  -.bway. 
The  plans  are  out.  and  they  expect  to  start  work  at  once. 
Eugene  J.  Busher  'n'as  the  broker  in  all  the  transactions. 
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WANTS 


OFFERS 


BUILDING 
LOANS 

■5   A  large  amount  for  Manhattan  and  centrally 
located  Bronx  Properties.      Liberal  payments. 

PERMANENT 
LOANS 

Promptly  available   In    any  amonnt  at  cnrrent 
rates  and  reasonable  charges. 

A.  W.  McLaughlin  &  Co. 

Brokers  and  Dealers  In  Mortgages 
Am.  Ex.  Nat.  Bank  BIdg.,  128  B'way,  Cor.  Cedar 


WE  WILL  PAY  10c.  per  copy  for  each  of  the 
following  copies  of  Record  and  Guide  delivered 
to  thi.s  office:  li>73.  1975,  1970,  1977,  1978. 
RECORD  AND  GUIDE. 


FOR  SALE— 3  desirable  lots  at  605,  607  and 
609  West  48th  Street.  Suitable  for  warehouse 
and  factory  purposes.  CHARLES  G.  CHACE. 
605  West   -18th   St. 


Industrial  Sites 

To  Real  Estate  Agents 


The  Industrial  Department  of  the 

Erie  Railroad  Company 

advises  Real  Estate  Agents  submit- 
ting: for  the  consideration  of  manu- 
facturers sites  adjacent  to  railroad 
that  it  will  g-ladly  furnish  them  with 
full  technical  information  in  regard 
to  the  reaching  of  such  sites  by  side 
tracks.  No  interference  with  clients. 
No  leakage.  Confer  with  absolute 
confidence.  Every  assistance  freely 
rendered  agents  in  securing  business. 
Call  or  address, 

LUIS  JACKSON 

Industrial  Oonunlastoner,  Brie  Railroad  OomyMiy 
11  BROADWAY,   NEW  YORK. 


LawyersTitle  Insurance&Trust  Company 

CAPITAL  AND  SURPLUS  .  $9,500*000^ 

T»»l'ST    AlVD    BANKING    DEPAKTMENT.  60  LIBERTY   ST.  I 

T.TLE   DEU'ARTMEINT 8T  LJBERTY  gT.  f  MANHATTAH 

liruoklyn  Branch,  Title  Depattment  &  Trust  and  Banking  Depajtment,  188  Montague  Street 

RECEIVES  DEPOSITS  subject  to  check  or  on  certificate. 

allowing  interest  tliereon. 
LENDS  ON  APPROVED  STOCKS  and  Corporation  Bonds 

as  Collateral. 
ACTS  AS  TRUSTEE,  Guardian,  Executor,  Administrator, 

Assignee  or  Receiver,  Transfer  Agent   or  Registrar  of 

Stocks    of    Corporations.    Takes   CIiarg«     of    Personal 

Securities. 

OFFICBRSi 
BDWIN  W.  COaOBSHALL.  President  and  Qeneral  Manager. 

DATID  B.  OQDBI*,  l  WAl/TBR  N    VAIIi   ll«on.r.r. 

M).NRY  MORGENTHAn.  I  C^CONT)ITVAai^  "  ***•  *»•««»« 

THORWALD  STALLKNEOHT,  Treaima.  GEORGE  A    iKTOt      i 

HBIEBBBT  B.  JACKSON,  OomptloU«.  PEEdSrICK  DTaBBb   }■*"»-  8«c»tail.a 


Interest  in  Real.  Estate  Brokerage  Company 

E.-^tablished  and  favorably  known,  to  young 
man  who  will  devote  time  and  best  efforts  and 
purchase  stock  now  held  by  inactive  party. 
.f4.0U(J  required.  Moderate  salary  will  be  paid, 
and  purchaser  elected  secretary  of  the  company, 
if  capable.  Character  and  general  ability  more 
essential  than  experience.  Excellent  opportunity 
tor  young  man  just  graduated  from  college  de- 
siring to  enter  business.  Address  "H.  H.  H.," 
P.  O.  Box  300,  Madison  Square  Branch,  New 
York. 


The  Annual  Number  of  the 

Record  and  Guide 
Quarterly  for  1905 

IS  NOW  ON  SALE 

Annual  Subscription  $20.00 


WILL  SUBLET  half  of  completely  furnished, 
large,  light  Broadway  corner  room,  with  private 
reception  hall.  New  Times  Bldg.,  42d  St.  and 
Broadway,  N.  Y.  Admirably  adapted  branch  up- 
town real  estate  or  N.  Y.  office  out  of  town 
concern.  Will  share  stenographic  and  tele- 
phonic service.  Address  BOX  104,  cto  Record 
and    Guide. 


How  to  Judge  of  a  Building. 

IS  THE  DESIGN   GOOD  OR   BAD,  AND  WHYt 

"Principles  of 
Architectural  Composition  ** 

BT    JOHN    BEVERLY    ROBINSON. 

treats  of  these  matters.     It  Is  a  book  for  Archi- 
tects.  Builders  and  the  General  Reader.    All  whe 
BUILD  ought  to  read  It.    It  Is  not  technical. 
800  ILLUSTRATIONS.  PRICE,  $1.50. 

ARCHITECTURAL   RECORD   CO., 
14  and  16  Vesey  St. 

KURD'S  PRINCIPLES  OF    CITY  LAND  VALUES 
Price,   $1.50. 
A    book    just    published    that    shows   how    city 
values  are  made  and  the  basis  upon  which  real 
estate  appraisements  should  be  made. 


The  Erie  Buys  Land  for  a  Freight  Yard. 

l.'OTH  ST — The  Erie  Land  &  Improvement  Co.  bought  from 
Willson,  Adams  &  Co.  the  block  bounded  by  East  149th  and 
East  l.">Oth  sts,  Harlem  River  and  Exterior  st.  The  block  has  a 
river  frontage  of  442  ft,  48G  ft  in  149th  st,  313  ft  in  Exterior  st 
and  458  ft  in  150th  st.  The  river  front  is  improved  with  dock 
facilities.  Inside  of  two  years  the  property  will  be  used  as  an 
uptown  freight  yard  by  the  Erie  Railroad.  The  present  own- 
ers have  leased  the  property  for  18  months,  and  they  will 
occupy  for  that  time,  after  which  the  necessary  alterations  will 
be  made. 

182D  ST. — R.  I.  Brown's  Sons  sold  for  Jos.  A.  Flannery  the 
vacant  plot  of  about  eleven  lots  south  side  of  182d  st,  20G  ft. 
west  of  Crotona  av. 

216TH  ST. — Goodman  Realty  Co.  sold  to  Mr.  Abraham  Riser 
for  a  Mr.  Witt  the  northwest  corner  21Gth  st  and  5th  av,  114x 
105. 

MONROE  AV.— Goodman  Realty  Co.  sold  for  Mr.  Samuel 
Brener  to  Mr.  Cohen  lot,  50x100,  east  side  Monroe  av,  270  ft. 
north   174th  st. 


12-sty  and  basement  fireproof  building  being  erected  for  Sil- 
berman  Bros,  at  14-10  West  17th  st,  50x92.  The  building  Is 
to  contain  about  GCOlX)  sq.  ft.,  and  will  be  known  as  the  Alland 
Building,  and  is  rente!  for  a  term  of  teri  years  at  an  aggregate 
rental  of  about  $300,000.  This  is  the  first  of  the  new  sky- 
scrapers being  erected  in  this  section  that  has  found  a  single 
tenant. 


Suburban. 

The  Goodman  Realty  Co.  sold  for  Mr.  Abraham  Riser  for  a 
Mr.  Cahoon  seven  lots  on  southside  218th  st,  205  ft.  west  of 
5th  av,  Williamsbridge.  Also  sold  for  Mr.  Kiefer  to  a  client 
19G  Zulette  av,  Westchester,  2-sty  frame  house,  25x100. 


REAL     ESTATE     NOTES 


Leases. 

Chas.  E.  Duross  leased  the  3-sty  private  dwelling  R40  West 
19th  st  for  Nevins  &  Perelman  and  Louis  Lese  to  a  client. 

John  N.  Gelding  rented  for  the  Commercial  Cable  Co,  the  en- 
tire basement  floor  of  its  new  annex  at  Exchange  pi  and  New  st, 
fur  a  long  term  of  years,  to  the  Exchange  Buffet  Corporation. 

Frederick  A.  Booth  leased  for  the  Union  Square  Realty  Co. 
the  store  and  first  floor  and  basement  in  the  new  building 
being  erected  at  IS  East  IGth  st  for  a  term  of  years  to  the 
Young  Women's  Christian  Association,  to  be  used  by  them  in 
connection  with  the  Margaret  Louisa  Home. 

M.   &   L.  Hess  leased  to  Alland  Bros,   from  the  plans   the  new 


The  filings  of  mortgages  last  Saturday,  the  last  day  before 
the  new  law  went  into  effect,  were  exceptionally  large,  caused 
by  a  desire  to  obtain  a  minimum  charge  under  the  old  law. 
Among 'the  larger  mortgages  was  one  from  the  Ripley  Realty 
Co.  to  the  City  Investment  Co.,  on  the  southeast  corner  of 
Amsterdam  av  and  73d  st,  for  $305,000.  Another  was  from  the 
same  on  the  southeast  corner  of  Amsterdam  av  and  72d  st,  for 
$315,000.  Others  were:  Boltan,  Jacob,  to  North  American  Mort- 
gage Co.;  G3d  st,  south  side,  250  ft.  east  of  West  End  av,  150x 
lOO,  due  Feb.  1,  1907,  G  per  cent.,  |91,000;  Rubin,  Max,  to  North 
American  Mortgage  Co.;  118th  st,  south  side,  248  ft.  east  of 
Pleasant  av,  125x100.11,  due  Aug.  29,  190G,  $90,000;  Hanson, 
Alfred  E.,  to  George  E.  Ketcham;  Amsterdam  av,  northeast 
corner  of  159th  st,  50x08,  3  years,  4%  per  cent.,  .|G5,000;  Daw- 
son  Realty   Co.    to   R.    S.    Collins;    Wales   av,   southeast   corner 
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Dawson  st,  1  year,  G  per  cent,  $100,000;  Fleming,  Roderick  M., 
to  the  New  York  Investment  and  Improvement  Co.;  13'Jtli  st, 
south  side,  375  ft.  east  of  12th  av,  — x — ,  1  year,  $!J0.O0U;  Em- 
pire Square  Realty  Co.  to  Title  Guarantee  and  Trust  Co.; 
Broadway,  northwest  corner  of  tiSth  st,  — x — ,  prior  mortgage 
$890,000,  duo  May  22,  VMS,  6  per  cent,  $00,000;  West  Side  Con- 
struction Co.  to  Title  Guarantee  and  Trust  Co.;  lU'Jth  st,  south 
side,  100  ft.  east  of  Riverside  Drive,  75xlUO.ll,  prior  mort- 
gage $50,000,  demand,  0  per  cent.,  $70,000.  The  total  number 
of  mortgages  filed  on  Saturday  was  412. 


Values  in  Tarrytown. 

TARRTTOWN-ON-THE-HUDSON.— The  charms,  beauties 
and  historical  associations  of  this  village  are  so  well  known 
that  all  I  can  add  is  that  there  is  here  everything  necessary  to 
make  living  enjoyable. 

Some  of  the  finest  estates  owned  and  occupied  by  the  best 
known  families  surround  the  village  on  all  sides.  While  this 
fact  has  brought  the  place  into  prominence,  it  has  retarded  its 
growth,  for  the  want  of  ground  to  spread  out.  However,  tlie 
ex-Mayor  Kingsland  estate  of  200  acres,  situated  at  the  north 
end  of  the  village,  has  been  acquired  by  the  Phillips  Manor 
Land  Co.  (a  million-dollar  corporation),  and  is  being  laid  out 
with  broad  avenues,  sidewalks,  etc,  under  the  supervision  of 
Mr.  E.  P.  Benjamin,  who  was  largely  Interested  in  the  develop- 
ment of  Allenhurst,  N.  J. 

This  is  a  high  grade  proposition  and  promises  much  for 
Tarrytown. 

Electric  traction  on  the  New  York  Central  will  furnish  fre- 
quent service,  less  running  time,  smaller  fares  and  especially  a 
large  increase  in  express  trains  to  New  York,  and  this  will  be  an 
important  factor  in  the  future  growth. 

Property  values  have  increased  very  slowly,  but  a  decided 
change  is  now  going  on,  though  it  is  still  possible  to  secure 
a  modern  eight  to  ten-room  cottage  on  a  good  street  from 
$5,000  to  $8,000.  Lots  on  Broadway  command  $50  a  front  foot; 
on  other  streets  from  $30  per  foot;  lots  on  the  outskirts,  for 
$100  upwards. 

The  best  opportunities  for  good  profits  will  be  in  business 
properties  and  possibilities.  Such  properties  can  be  bought 
now  at  prices  which  will  look  small  in  a  few  years. 

Altogether  the  prospects  of  Tarrytown  were  never  so  bright, 
so  good,  nor  so  sure  as  now. 

A.   E.   BLISS. 


Babylon's  Best  Year. 

BABYLON,  L.  I. — Regarding  real  estate  market  in  the  vicinity 
of  Babylon,  the  sales  this  year  are  the  greatest  that  have  ever 
been  in  the  history  of  the  township.  Almost  every  available 
piece  of  acreage  property  has  been  turned  over,  and  in  many 
instances  prices  have  advanced  as  much  as  100  per  cent,  over 
last  year. 

The  renting  of  cottages  this  season  is  better  than  it  has  been 
for  many  years.  We  have  sold  this  spring  a  number  of  good 
■properties  for  permanent  homes,  and  also  have  had  a  number 
of  inquiries  from  people  looking  for  permanent  homes  outside 
of  the  city. 

The  Increased  cost  of  building  material  and  lumber  makes 
building  quiet  at  the   present   time. 

The  proposed  extension  of  the  Huntington  trolley  to  Babylon, 
by  way  of  Amityville,  has  stimulated  acreage  property  very 
much  between  these  points,  and  when  the  road  Is  completed, 
which  is  expected  this  year,  there  will  be  another  rapid  ad- 
vance through  this  section,  as  it  will  make  this  entire  territory 
available  to  the  two  best  depots  on  the  North  and  South  Shores. 

There  are  some  very  good  plo'.s  "n  Babylon,  50  I't.  frnnt,  that 
can  be  purchased  at  $000.  V.'e  have  a  number  of  attractive 
small  houses  of  from  eight  to  nine  room,  on  lois  50x150  ft.,  that 
can  be  sold  at  from  $3,000  to  $4,000. 

JEREMIAH    ROBBINS. 


One  of  the  most  prominent  lot  transactions  Is  the  sale  by 
John  C.  Tredwell  to  the  Burroughs  Realty  Co.  of  405  lots  at 
Long  Island  City,  In  the  Astoria  section,  comprising  three  entire 
blocks  and  all  but  a  few  lots  in  tiiree  others  extending  from 
Hoyt  av  on  the  south  to  Woolsey  av  on  the  north  and  from  a 
line  west  of  Howland  st  on  the  west  to  east  of  Lawrence  st  on 
the  east  and  twenty-five  or  thirty  lots  north  of  Woolsey  av. 
Tredwell  represents  the  John  G.  Jenkins  syndicate  of  Brooklyn 
and  the  Burroughs  Realty  Co.  comprises  the  John  D.  Crimmins 
people.  The  property  is  sold  subject  to  mortgages  amounting 
to  $100,000,  and  the  entire  tract  is  said  to  be  worth  $300,000. 
The  tract,  it  is  said,  has  been  bought  for  Improvement.  It  is 
near  the  proposed  new  East  River  Park  and  will  be  made  a 
choice  residence  district.  Another  important  sale  was  that  of 
the  305  Lawson  lots  in  Jamaica,  the  sale  of  which  to  the  Everett 
Realty  and  Construction  Co.  was  on  a  basis  of  $350,000. 


Private  Sales  Market  Continued. 


South  of  59th  Street. 

PEARL  ST.— Charles  F.  Noyes  Co.  sold 
for  Robert  F.  Tysen  to  a  Mr.  Frankel  the 
5-sty  basement  and  attic  building  290 
Pearl  st,  25x83.9.  The  property  adjoins 
the  northeast  corner  of  Beekman  and 
Pearl  and  abuts  4  Beekman  st  buildings. 
There  has  been  considerable  buying  in 
this  immediate  locality  recently  on  ac- 
count of  proposed  tunnel  and  subway  con- 
nections. 

7TH  ST.— Herman  R.  Ellas,  as  attor- 
ney, bought  the  6-sty  flat,  with  stores, 
in  course  of  construction  south  side  of 
7th  st,  1G2  ft.  west  of  1st  av.  37.Cx90.10. 
Samuel  Ellas  was  the  broker. 

14TH  ST.— Chas.  E.  Duress  sold  320 
West  14th  st,  the  4-sty  flat,  25x103.3,  for 
Mr.  McAfee,  who  has  this  property  on 
ccntract,  to  an  out  of  town  investor. 

17TH  ST.— Edward  Baer  and  Myers  & 
Aronson  bought  from  John  H.  Dickside 
through  Dubois  Smith  230  and  232  West 
17th  st,   two  frame  dwellings,  !>0xS4. 

47TH  ST.— Schmeidler  &  Bachrach 
bought  330  East  47lh  st,  4-sty  front  and 
rear  tenements,  25x100.5. 

47TH  ST.— Edward  Baer  and  Myers  & 
Aronson  bought  from  Caroline  Ewald 
through  E.  Martin  .530  and  532  West  47th 
st,  3-sty  buildings,  50x100.5. 


North  of  59th  Street. 

BTTH  ST.— The  Junction  Realty  Co. 
sold  to  a  client  of  Isadore  M.  Levy  the 
plot,  200x100.5,  south  side  of  G7th  st,  100 
ft.  west  of  West  End  av.  The  buyer  will 
erect  four  C-sty  tenements. 

79TH  ST.— The  Toch  Realty  Co.  bought 
the  414-sty  limestone  and  brick  American 
basement  dwelling  177  West  79th  st,  17x 
59x102.2,  recently  sold  by  Slawson  & 
Hobbs   for  George  R.   Cannon. 

95TH  ST. — Arthur  G.  Muhlker  has  sold 


for  George  Hoffman  the  5-sty  double  flat 
225  East  95th  st,  25x100.8. 

97TH  ST. — Comelas  &  Froman  sold  to 
Charles  B.  Gumb  150  East  97th  st,  a 
5-sty  double  flat,  25x100.8. 

lOlST  ST.— The  McVickar-Gaillard 
Realty  Co.  sold  for  Eugene  Vallens  to 
Max  Bonwit  322  West  101st  st,  a  5-sty 
American  basement  dwelling,   10x100.11. 

104TH  ST.— Chas.  S.  Kohler  sold  for 
John  T.  Halliday  the  row  of  five  flat 
houses  north  side  of  104th  st,  between 
Manhattan  and  Columbus  avs,  three 
double  flats,  27x100,  and  two  single  flats, 
17.10x100  each,  to  separate  buyers. 

IIOTH  ST.— M.  Berkowitz  sold  to  Kal- 
mon  &  Grosner  the  6-Bty  tenement  82  aJid 
84  East  110th  st,  41x100.11. 

IISTH  ST. — Jacob  Levy,  as  attorney, 
sold  for  Samuel  Katz  to  Joseph  R.  Vac- 
careiii  the  3-sty  dwelling  348  East  118th 

St. 

129TH  ST.— H.  J.  Kantrowitz  sold  for 
Weinstein  &  Lurie  to  Blume  Hochberg 
the  6-sty  apartment  house  30  and  41  West 
129th  st,  50x100. 

130TH  ST.— Samuel  P.  Patterson  sold 
.55  West  130th  st,  a  4-sty  brownstone 
front  dwelling,  20x99.11. 

132D  ST.— George  Brettell  &  Son  sold 
for  the  Douglass  estate  to  a  Mr.  Cohen  4E 
and  47  East  132d  st,  a  3-sty  dwelling,  20x 
99.11,  and  a  5-sty  double  flat,  2.5x99.11. 

133D  ST. — Leon  S.  Altmayer  sold  for 
Anna  Bruch  a  5-sty  flat,  25x100,  IC  West 
133d  St. 

IGGTH  ST.— F.  Wm.  Sohns  sold  for 
Henry  Marks  and  Casper  Levy  the  south- 
west corner  IGGth  st  and  Amsterdam  av. 
a  5-sty  triple  flat,  25x100,  to  Thomas 
Reynolds. 

AMSTERDAM  AV. — Kells  &  Delaney 
sold  tor  Mr.  Isaac  Wolf  782  Amsterdam 
av.  5-sty  double  flat,  with  stores,  25x85. 

MADISON  AV.— Potsdam  &  Levin  sold 
for  Seigel  &  Brody  to  Lachman  &  Bress- 


ner  1838  and  1840  Madison  av,  two  5-sty 
flats,   with  stores,  50x100. 

7TH  AV. — Ecicerson  and  Davis  sold  to 
a  client  for  the  Ellen  Geoghegan  estate 
2130  7th  av,  a  4-sty  dwelling,  20.4.k80. 
Tills  property  has  not  changed  hands  in 
over  30  years. 

8TH  AV.— S.  D.  Cooper  sold  for  John 
Katzman  to  L.  Levin  the  southeast  cor- 
ner of  Sth  av  and  153d  st,  three  G-sty 
tenements  in  course  of  construction,  OO.llx 
100. 


The  Bronx. 

UNION  AV.— Paul  Bultman  sold  G36 
Union  av,  a  12-family  brick  house,  IG.Sx 
90. 


Leases. 

C.  Stevenson  &  Co.  leased  the  factory 
182  and  184  Grant  st  to  the  American 
Tobacco  Co. 

I.  Fragner  leased  for  Mrs.  Isabella  Wal- 
lace to  H.  Herrnstadt  the  Ellerslie.  a  3- 
sty  building  80  and  82  West  12Gth  st,  36x 
99.11.  The  lease  is  for  a  term  of  ten 
years.  The  building  contains  a  large 
hall,  bowling  alleys  and  studios,  and  was 
for  years  the  leading  dancing  school  in 
Harlem. 


The  S.  D.  Koch  Realty  and  Construc- 
tion Co.  has  Incorporated  with  a  capital 
of  $500,000.  The  directors  are  David  G. 
McConnell,  Wm.  Snedeker  and  Samuel 
Koch. 

The  Solicitors  Realty  Co.,  recently 
formed,  has  elected  for  directors:  Tim- 
othy D.  Sullivan,  Mitchell  L.  Erlanger 
and  Maurice  B.  Blumenthal.  The  com- 
pany will  buy  heavily,  particularly  in 
Queens  Borough.  A  parcel  of  eighty 
acres  in  Rockaway  road  has  already  been 
acquired  by  them.  Maurice  B.  and  Daniel 
W.  Blumenthal  will  act  as  counsel. 


July  7,  1906 
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NOTICE  TO   PROPERTY  OWTiERS. 

HEARINGS  FOR  THE   COMING  WEEK. 

At  90-92  West   Broadway. 

Monday,    July    9. 

Mt  Vernon  av,  Jerome  av  to  northern  boundary 

of   city,    at    10    a   m. 
West   ITIJth  St,   Broadway  to  Buena  Vista  av,  at 

2  pm. 

Delanpey   st,   Clinton   st  to   Bowery,   at  12  m. 
Bast   208th    st.    Reservoir   Oval    West   to   Jerome 

av,    at   10  a   m. 
West  lS7:h  St.   Amsterdam  av   to  a  new  avenue 

bounding    Highbridge    Park,    at    1    p    m. 
Approach  to  bridge  at  H.ghbridge,  at  3  p  m. 

Tuesday,    July    10. 
Railroad    av,    between    Unionport    rd    and    Globe 

av,    at    12  m. 
Emma  st.  Flushing  av  to  William  st.  at  2  p  m. 
Remsen  pi,   Hull  av  to  Grand  st,  at  12'  m. 
Hull   av.   Montgomery  av  to  Mueller  st,   Queens, 

at   3    p   m. 
Broad    st.    Pacific    st   to    Borden    av.    Queens,    at 

11    a    m. 
West  177th  st.  Amsterdam  av  to  St  Nicholas  av, 

from    Broadway    to    Riverside    Drive,    at    2.30 

p   m. 
West    lOSth    st,    Broadway    to    Fort    Washington 

av,    at    1   p   m. 
Anderson    av,    Jerome    av    to    East    lft4th    st,    at 

11  a  m. 
Canal  st,   between  East  135th  st  and  East  138th 

St.   at  3  p   m. 
Bathgate    av.    East    ISSth    st    to    Pelham    av,    at 

3  pm. 

Weiher    Court,     between    Washington    av    and 

3d   av,    at  4  p  m, 

Wednesday,   July  11. 
Boulevard  Lafayette,  at   10.30  a  m. 
Public    park,    between    Barclay    st   and    bulkhead 

line.   East  River,    at  3  p  m. 
Mt   Olivet   av.    Flushing   av   to   Metropolitan   av, 

at   11   a  m. 
Furman  av,  Maspeth  av  to  Flushing  av,  at  12  m. 
Charles  st.  Railroad  av  to  Claremont  av.  Queens, 

at   3    p    m. 
East  172d  st,   Boston  rd  to  Southern   Boulevard, 

at   4   p    m. 

Thursday,    July    12. 
Cassel    av,    Washington    av    to    Jay    av.    Queens, 

at    12    m. 
Gates   av.    Woodward    av    to   Fresh   Pond    rd,    at 

11    a    m. 
Starr  st,   Brooklyn  Borough  line  to  Metropolitan 

av,  at  2  p  m. 
Ford   st,   Tiebout   av  to  Webster   av,    at  1   p  m. 

Friday.    July    13. 
16th    st,    Broadway    to    Mitchell    av.    Queens,    at 

10.30  a  m. 
18th    st.    Cypress    av    to    Broadway,    Queens,    at 

11    a    m. 
West    151st    st.    Riverside    Extension    to    United 

States  bulkhead  line,  Hudson  River,  at  11  a  m. 
Harris    av,    Jackson    av    to    Vernon    av.    Queens, 

at    10    a    m. 
State    st,    Murry    Lane    to    17th    st.    Queens,    at 

2.:i0  p   m. 
Lawrence     st.     Flushing     av     to    Winthrop     av. 

Queens,    at   3..30    p    m. 
Hatfield    av.    Nicholas    av    East    where    Hatfield 

av   is    improved,    at   11    a   m. 
West    178th    st,    Spuyten    Duyvil    &    Port   Morris 

R  R  to  bulkhead  line,  at  1  p  m. 

At    258   Broadway. 

Monday,    July    0. 

4th   av,    8th   and   9th   sts,    Rapid   Transit,    at   10 

a    m. 
15th  and  18th  sts.  North  River  docks,  at  2  p  m. 
Bloomfleld    and    Little    West    12th    sts,     docks, 

at    2    p    m. 
Hudson  and  Bedford  sts,   school  site,   at  3  p  m. 
Oak  and  James  sts,   school  site,   at  4  p  m. 

Tuesday,    July    10. 
27tb  and  28th  sts,  parks,  at  11  a  m. 

Wednesday,  July  11. 
Brooklyn  Bridge,  at  10.30  a  m. 
Piers  2  and  3,   East  River,   at  11  a  m. 


JOSEPH   P.  DAY 

Real  Estate 

AUCTIONEER  AND  APPRAISER 

UAIN  OmCE:  AOEMCT  DIPT 
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12"Jth  st  and  Amsterdam  av,  school  site,  at  12  m. 
Pier   13.   East  River,   at  2  p  m. 
Jones  and  Pierce  sts,  school  site,  at  2  p  m. 
Bridge  4,    No  3,   at  3.30  p   m. 

Thursday,  July   12, 

27th   and  28th   sts,    parks,   at  11   a  m. 

Friday,    July    13. 
129th  st  and  Amsterdam  av,  school  site,  at  12  m. 
Fiesh  Pond  rd,  at  10  a  m. 
20th  and  22d  sts.   North  River  docks,  at  2  p'  m. 


AUCTION   SALES   OF  THE  \(rEEK. 

The  following  Is  th«  complete  list  of  the  prop- 
ertles  sold,  wltbdrawo  or  adjourned  during  week 
ending  July  0.  1900,  at  the  New  York  Real 
Estate  Salesroom,  14  and  lU  Vesey  st.  Except 
wheie  otherwise  stated,  the  properties  offered 
were  In  foreclosure.  Adjournment  of  legal  salef 
to  next  week  are  noted  under  Advertised  Legal 
Sales. 

'indicates  tbat  the  property  described  was  bid 
In    for    the    plaintiff's    account. 

The  total  anuiuni  at  the  end  of  the  list  com- 
orises  the  consideration   In   actual  sales  only. 

JOSEPH    P.    DAY.     . 
Front  st,  No  36,  n  s,  about  45  w  Coentles  Slip, 
2s.6.'cU7x28.8xti7,     0-sty     brk     loft    and     store 
building.      Sheriff's    sale    of    all    right,    title, 

&c.       R.    H.     Hutchins *600 

Grant  avln    e    cor    Hi5th    st.    runs    n    414.8    to 
llw'h  st      166th    st    (pioposed),    x   e    100.4    x    3  • 
lUiJlh  st  I  423.9    X    w    103.4    to    beginning,    va- 
cant.     Adjourned    sine    die 

119th  st.  No  452,  s  s,  98  w  Pleasant  av,  1B.8 
xlOltll.  5-sty  brk  tenement.  (Amt  due, 
$1  340.40;  taxes,  &c,  $69.62;  sub  to  four  prior 
morts  aggiegating  $12,800.)  Sender  Feld- 
mark    16,985 

JAMES    L.    WELLS. 

Front  st,  Nos  28%  and  30,  n  s,  68.8  e  Broad  st, 

37.11x70.9x37.8x73.9.    two   4-sty   brk    loft   and 

store    buildings.      (Amt    due,    $20,046;    taxes, 

&c,  $403.52.)     Geo  Hahn   27,250 

L.  J.  PHILLIPS  &  CO. 
•Broadway,    s    e    cor    126th    st,    12.6x7.4x18  8x 
16.1,    vacant.       (Partition.)      Anna    Fellman. 
1,000 

D.    PHOENIX    INGRAHAM. 

Intervale  av.   No  1033,  w  s,  466.11  s  167th  st, 

25x82.3.     3-sty    frame    tenement    and    store. 

(Amt  due,  $5,336.32;  taxes,  &c,  $21.)    Henry 

Hunneke    8.750 

CHAS.    A.    BERRIAN. 

Amsterdam  av,  n  e  cor  76th  st,  runs  n  —  to 
c  1  Somerendike  or  Cadle  lane,  x  e  —  to 
70th  st,  X  —  to  beginning;  admrx  sale  of  all. 
right,  title  and  int.     Robert  Morrison   400 

Amsterdam  av,  n  w  cor  76th  st,  runs  n  —  to 
Somerendike  or  Cadle  lane,  x  s  —  to  76th 
St.  X  e  —  to  beginning;  admrx  sale  of  all 
right,    title    and    int.      James    McLenihan.  .400 

Total      $55,385 

Corresponding    week.     1905 56.500 

Jan.    1,    1906,    to   date 20  810.134 

Corresponding    period,    1905 21,018,867 

» 

ADVERTISED    LEGAL    SALES. 

Sales  to  be  held  at  the  Real  Estate  Exchange, 
14  and  16  Vesey   st,   except  as  elsewhere  stated. 

July    7. 
No  Sales  advertLsed  for  this  day. 

July  9. 
103d  st.  No  241,  n  s,  183  e  West  End  av,  17x 
1(10  11,  3-sty  and  basement  stone  front  dwell- 
ing. Nellie  K  Reed  agt  Mary  E  McSweeney 
et  al;  Wm  V  Simpson,  att'y,  41  Park  Row: 
Sylvester    L    H    Ward,    ref.       (Amt    due.    $1.- 


819.07;  taxes,  &c,  $556.10;  sub  to  a  prior  mort 
of  $17,000.)  Mort  recorded  April  6,  19t>4.  By 
D   Phoenix  Ingraham. 

July  10. 
15th  st.  No  415,  n  s,  369  w  Av  A,  25x103.3, 
5-sty  brk  tenement  and  store  and  1-sty  brk 
building  in  rear.  Hudson  Realty  Co  agt  Mary 
Greenberg  et  al.  James  Frank,  att'y,  135 
Broadway;  Edw  D  O'Brien,  ref.  (Amt  due, 
$2,212.11;  taxes,  &c,  $581.77;  sub  to  a  prior 
mort  of  $14,000),      By   Joseph  P  Day. 

July    11. 
Marmion  av  Is    e    s,    256.10    n    e 

Southern  Boulevard,  No  29311   17Sth      st,      33      to 
17Sth  st  I  nsth  st,  X  156.3  to 

Southern  Boulevard,  x36xl71.3,  2-sty  frame 
dwelling  and  vacant.  Harlem  Savings  Bank 
agt  Margaret  Hanly  et  al;  F  B  Wightman, 
att'y,  29  Broadway;  Chas  U  Dillon,  ref.  (Amt 
due,  $4,015.04;  taxes,  &o,  $4,!I(J2.05,)  Mort 
recorded  Oct  15.  VMM.  By  Joseph  P  Day. 
Bathgate  av.  No  2157,  w  s,  43.9  n  ISlst  st,  lS.9x 

94.5.  2-sty  fcame  dwelling. 
173d  st.  No  719,  n  s,  100  e  Park  av,  50x100, 
1  and  3-sty  frame  buildings. 
David  Rothstein  et  al  agt  Mollie  Rothstein  et 
al;  John  G  Ritter,  att'y,  135  William  st;  Frank 
D  Arhur,  ret.  (Amt  due.  $4.8i5(ll;  taxes,  &c, 
$117.41.)  Mort  recorded  Jan  27,  1905.  By 
Joseph    P   Day. 

July  12. 
Villa  av,  e  s,  275  n  204th  st,  50x100,  vacant. 
Frederic  H  Ridgway  agt  Annie  M  Tindall  et 
al;  C  Wa'ter  Artz.  att'y,  52  Broadway;  Fred- 
erick Mellor,  ref.  (Amt  due.  $1.9ii8.97;  taxes, 
&c,  $S6o.30  I  Mort  recorded  Oct  13.  1897.  By 
Joseph  P  Day. 
7th  av,  Nos  711  to  715,  e  s,  50.4  s  48th  st,  50x 

100,  three  4-sty  brk  tenemeiits  and  stores. 
4Sth  st,  Nos  168  and  170,  s  s,  79  e  7th  av,  runs 
e  41  X  s  100.5  X  w  20  X  n  ."jO  X  w  21  x  n  50.4 
to  beginning,  two  3-sty  brk  dwellings. 
Henry  A  C  Taylor  agt  Joseph  W  Jacobs  et  al; 
Strong  &  Cadwalader,  atfys,  40  Wall  st; 
Randolph  Hurry,  ref.  (Amt  due.  .$20.8ni.;5S; 
taxes.  &c,  $2  723.09.)  Mort  recorded  Jan  10, 
1903.     By  Joseph  P   Day. 

July    13. 

Monroe  st.  No  9.  n  s,  about  150  e  Catharine  st, 
25x100.  5-sty  brk  tenement  and  store.  Sarah 
Steinberg  et  al  agt  Solomon  Jacobs  et  al; 
Isaac  Siegel.  att'y.  132  Nassau  st;  S  L  H 
Ward,  ref.  (Amt  due.  .$5,329.67;  taxes.  &c, 
$1,094;  sub  to  a  prior  mort  of  $23,000)  Mort 
recorded  Feb  0,  1903.     By  Joseph  P  Day. 

14th  St.  .Vo  4.  s  s.  M  e  5th  av.  .<;!x lii3.;;.  lease- 
hold,.  6-sty  brk  loft  and  s'ore  building.  Ruth- 
erford Realty  Co  agt  Willet  F  Cook  et  al: 
Wei's  &  Snedeker.  att'ys.  :i4  Nassau  st;  Job 
E  Hedges,  ref.  (Amt  due,  $27,720..S2:  taxes, 
fee,  $2.0a)-l  Mort  recorded  May  1,  1893.  By 
Joseph   P  Day. 

July    14. 
No    Sales    advertised    for    this    day. 
July    16. 

1st  av.  No  346,  e  s.  46.6  n  20th  st,  22.6x58, 
4-sty  bik  tenement  and  store.  Frederick 
Zwickert  agt  Kate  Korsteger  et  al:  Steiner  & 
Petersen,  att'ys,  309  Broadway;  George  Haas, 
ref.      (Partition.)     By  Joseph  P  Day. 


piCOpCSv 


Headquaiters  of  the  Fire  Department  of  The 
City  of  New  York.  Nos.  157  and  1.59  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  The  City 
of    New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office    until    10.30  o'clock   A.    M.    on 

MONDAY,    JULY    1(5,    190S, 
Borough   of   Manhattan. 
No.  1.    For    furnishing    and    delivering    fifteen 
hundred   tons    of   anthracite   coal    for    companies 
located  south  o'f  Fitty-uiuth  Street. 

Botoughs  of  Brooklyn   and   Queens. 
No.   2.     For     furnishing     and     de  ivering     two) 
thou.sand   tons   of   coal   for  companies. 

No.  3     For    furnishing    and    delivering    eight 
hundred    tons   of   anthracite   coal    for   flreboats. 
For    full    particulars    see    City    Record. 

JOHN    H.    O'BRIEN, 

Fire   Commissioner. 
Dated    July    2,    1006.  (27676) 


A.  J,  WALDRON 


REAL    ESTATE 

I  I  53  Bedford  Avenue 

BROOKLYN 

Telephone,  785  Bedford 


Brooklyn  and  Long  Is.tnd  Real  Estate  our  Specia-ti!-. 
We  have  choice  Bay  Mdge  and  24th  Ward  lots,  aisu 
a  few  Queens  Farms.  Call,  'Phone  me,  or  cencf  fuJi 
particulars  of  your  property. 


i6 


RECORD  AND   GUIDE 


Manhattan 


July  7,  1906 


©racial  Xcgal  Wottces. 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  Jun« 
20  to  July  3,  190a.  of  the  conflrmatlon  by  the 
Supreme  Court  and  the  entering  In  the  Bureau 
for  the  Collection  of  Assessments  and  Arrears  of 
Assessment  for  OPENING  AND  ACQUIRING 
TITLE  to  the  following  named  Avenue  in  THE 
BOROUGH    OP    THE    BRONX. 

24TH  WARD.  SECTIONS  11  and  12.  BRIGGS 
AVENUE— OPENING,  from  104th  Street  to 
Kingsbridge  Road.  Confirmed  January  15,  1906; 
entered   June   19,    1906. 

HERMAN  A.   METZ. 

Comptroller. 

City   of   New   York,    June   19,    1906. 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  June 
22  to  July  6,  1900.  of  the  confirmation  by  the 
Board  of  Revision  of  Assessments  and  the  enter- 
ing in  the  Bureau  for  the  Collection  of  Assess- 
ments and  Arrears,  of  Assessments  for  LOCAL 
IMPROVEMENTS  IN  THE  BOROUGH  OF 
MANHATTAN. 

19TH  WARD.  SECTION  5.  60TH  STREET- 
ALTERATION  AND  IMPROVEMENT  TO  SEW- 
ER, between  Madison  Avenue  and  Fifth  Avenue, 
and  in  5TH  AVENUE,  east  side,  between  60th 
and    61st    Streets. 

HERMAN  A.  METZ, 

'  Comptroller. 

City  of  New  York  June  21.  1906. 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  June 
22  to  July  6,  1906,  of  the  confirmation  by  the 
Board  of  Revision  of  Assessments  and  the  enter- 
ing in  the  Bureau  for  the  Collection  of  Assess- 
ments and  Arrears,  of  Assessments  fo'  LOCAL 
IMPROVEMENTS  IN  THE  BOROUGH  OF 
THE    BRONX. 

23D  VifARD,  SECTION  10.  JACKSON  AVENUE 
—PAVING  AND  CURBING,  from  East  156th 
Street  to  East  1.5Sth  Street.  DONGAN  STREET 
—REGULATING,  GRADING,  CURBING  AND 
FLAGGING,  from  Westchester  Avenue  to  Inter- 
vale Avenue.  24TH  WARD,  SECTION  11. 
GRAND  BOULEVARD  AND  CONCOURSE- 
SEWERS,  from  East  lS9th  Street  to  Kingsbridge 
Road.  24TH  WARD,  SECTIONS  11  and  12. 
BELMONT  AVENUE— REGULATING,  GRAD- 
ING, SETTING  CURBSTONES.  FLAGGING 
THE  SIDEWALKS.  LAYING  CROSSWALKS. 
BUILDING  APPROACHES,  PLACING  FENCES 
AND  LAYING  MACADAM  PAVEMENTS,  from 
Tremont  Avenue  to  the  Lands  of  St.  Johns 
College.  24TH  WARD,  SECTION  12.  WEB- 
STER AVENUE— PAVING  AND  CURBING,  from 
Mosholu   Parkway   to    Gunhill   Road. 

HERMAN  A.   METZ, 

Comptroller. 

City  of  New  York  June  21,  1906. 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  June 
22  to  July  6.  1906,  of  the  confirmation  by  the 
Board  of  Revision  of  Assessments  and  the  enter- 
ing in  the  Bureau  for  the  Collection  of  Assess- 
ments and  Arrears  of  Assessments  for  LOCAL 
IMPROVEMENTS  IN  THE  BOROUGH  OF 
QUEENS. 

1ST  WARD.  ELM  STREET— REGULATING. 
GRADING,  CURBING  AND  FLAGGING,  be- 
tween   Sherman    and    Academy    Streets. 

HERMAN  A.  METZ.  Comptroller. 

City   of   New   York,   June  21,    1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  June 
27,  1906,  to  July  11,  1906,  of  the  confirmation 
by  the  Board  of  Assessors  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  Assessments  for  LOCAL  IMPROVE- 
MENTS   IN   THE    BOROUGH   OP   THE   BRONX. 

2.3D  WARD.  SECTION  9.  WALTON  AVENUE 
—FLAGGING  SIDEWALKS,  easterly  side,  from 
East  l.">Oth  Street  to  East  151st  Street,  and  both 
sides,  from  East  151st  Street  to  the  Bridge  over 
the  Port  Morris  Branch  Railroad.  23D  WARD, 
SECTION  10.  LEGGETT  AVENUE— REGULAT- 
ING. GRADING.  CURBING.  FLAGGING  AND 
LAYING  CROSSWALKS  from  Dawson  Street  to 
the   Southern   Boulevard. 

HERMAN  A.   METZ. 

Comptroller. 

City    of    New    York,    June    26,    1906.       (27593) 


proposals. 


proposals. 


proposals 


Department    of    Bridges.    Nos    13    to    21    Park 
Row,   Borough  of  Manhattan,  City  of  New  York. 
SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived   by    the    Commissioner   of    Bridges    at   tUe 
above  office  until   2  o'clock  P.   M..   on 
MONDAY.     JULY    9,     1906, 
For   completing   the   piers    and    abutments   and 
building  the  arches,  draw  spans  and  approaches 
of  Pelham  Bridge  over  Eastchester  Bay.  In  Pel- 
ham  Bay  Park,  Borough  of  The  Bronx. 
For  full  particulars  see  City  Record. 

JAMES    W.    STEVENSON. 
Commissioner   of   Brldgea. 
Dated    June    20,    1906. 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity. Room  1536,  Nos.  13  to  21  Park  Row. 
Borough  of  Manhattan,  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply. 
Gas  and  Electricity  at  the  above  office  until  2 
o'clock   P.    M.    on 

WEDNESDAY.    JULY    25.    1906, 
Borough  of  Brooklyn. 
For   furnishing,    delivering,    erecting   and    con- 
necting   four    pumping    engines,    complete,    with 
all    appurtenances    and    appliances,    in    the    re- 
modelled Ridgewood  Northside  Pumping  Station, 
Atlantic  Avenue  near  Logan  Street,  In  the  Bor- 
ough    of     Brooklyn. 
For  full  particulars  see  Cltr  Record. 

WILLIAM  B.   BLLI«0!«, 

Commltuloner. 
Dated  June  27,  1806. 


Office  of  the  President  of  the  Borough  of 
Manhattan.    City   Hall.    The    City   of    New    York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Borough  of  Man- 
hattan at  the  City  Hall.  Room  16.  until  3  o'clock 
P.    M.    on 

MONDAY.     JULY    0.     1906. 

No.  1.  For  regulating  and  grading,  curbing 
and  flagging  One  Hundred  and  Fifty-third  street, 
from  Broadway  to  Riverside  Drive  extension. 

No.  2.  For  regulating  and  grading,  curbing 
and  flagging  One  Hundred  and  Sixty-seventh 
street,  from  Amsterdam  avenue  to  Audubon  ave- 
nue. 

No.  3.  For  regulating  and  grading,  curbing 
and  flagging  One  Hundred  and  Seventy-second 
street,  from  St.  Nicholas  avenue  to  Audubon 
avenue. 

No.  4.  For  regulating,  grading,  curbing  and 
flagging  Post  avenue,  from  Dyckman  street  to 
Tenth    avenue. 

No.  5.  For  flagging  and  reflagging  sidewalks 
on  the  east  side  of  St.  Nicholas  avenue,  from 
Amsterdam  avenue  to  One  Hundred  and  Sixty- 
ninth  street,  and  west  side  of  St.  Nicholas  av»- 
nue.  from  Amsterdam  avenue  to  One  Hundrad 
and    Sixty-seventh    street. 

No.  6.  For  regulating  and  paving  with  asphalt 
block  pavment  on  concrete  foundation  the  road- 
way of  West  One  Hundred  and  Sixty-fifth  street, 
from    Boulevard    Lafayette    to    Broadway. 

No.  7.  For  regulating  and  repaying  with  as- 
phalt pavement  on  present  pavement  relaid  as 
foundation  the  roadway  of  One  Hundred  and 
Third  street,  from  Broadway  to  West  End  ave- 
nue. 

No.  S.  For -constructing  parkways  thereon  and 
regulating  and  repavlng  with  asphalt  block  pave- 
ment on  a  concrete  foundation  the  roadway  of 
Broadway,  from  One  Hundred  and  Thirty-fifth 
street   to   One   Hundred   and   Fifty-fifth   street. 

For  full  particulars  see  City  Record. 

JOHN    P.    AHEARN. 

Borough   President. 

The  City  of  New  York,  June  25.   1906.   (27557) 


Office  of  the  Department  of  Parks.  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street. 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office  of 
the  Department  of  Parks  until  3  o'clock  P.  M., 
on 

THURSDAY,  JULY  12,  1906, 
Borough  of  Brooklyn. 
No.  1.  For  furnishing  all  the  labor  and  ma- 
terials necessary  to  construct  and  complete  a 
pipe  sewer  on  Ocean  Parkway,  between  Kings 
Highway  and  Avenue  U.  Borough  of  Brooklyn, 
and  all  work  incidental  thereto. 

No.  2.  For  furnishing  all  the  labor  and  ma- 
terials necessary  to  construct  and  complete  as- 
phalt the  walks  at  Grecian  Shelter  and  South 
Lake  Drive,  Prospect  Park,  Borough  of  Brook- 
lyn, and  all  work  incidental  thereto. 

No.  3.  For  furnishing  all  the  labor  and  ma- 
terials required  in  furnishing  and  setting  the 
lighting  fixtures  and  a  pipe  railing  in  the  gal- 
lei'ies  of  the  east  wing  of  the  Brooklyn  Institute 
of  Arts  and  Sciences.  Eastern  Parkway.  Borough 
of  Brooklyn. 
For  full  particulars  see  City  Record. 
MOSES    HERRMAN, 

President: 
GEORGE   M.    WALGROVE. 
MICHAEL    J.    KENNEDY, 

Commissioners     of     Parks. 
Dated  June  20.  1906. 


Department  of  Water  Supply.  Gas  and  Elec- 
tricity. Room  1536,  Nos.  13  to  21  Park  Row. 
Borough   of   Manhattan.    The  City   of   New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply. 
Gas  and  Electricity  at  the  above  office  until  2 
0  clock   P.    M.    on 

WEDNESDAY.    JULY    11.    1906. 
Boroughs   of    Manhattan    and    The    Bronx. 

No.  1.  For  furnishing,  delivering  and  laying 
water  mains  in  Tenth,  Morningside  and  New 
Avenues:  in  Avenue  B:  and  in  Sixtieth.  Sixty- 
third,  Ninety-third.  Ninety-fourth.  One  Hundred 
and  Tenth.  One  Hundred  and  Thirty-fifth.  One 
Hundred  and  Thirty-sixth,  One  Hundred  and 
Thirty-seventh,  One  Hundred  and  Fortieth.  One 
Hundred  and  Fifty-first.  One  Hundred  and 
Fifty.-sixth,  One  Hundred  and  Sixty-third,  One 
Hundred  and  Sixty-fourth,  One  Hundred  and 
Sixty-sixth,  One  Hundred  and  Seventieth,  One 
Hundred  and  Seventy-first,  One  Hundred  and 
Seventy-second,  One  Hundred  and  Seventy-sev- 
enth. One  Hundred  and  Seventy-eighth,  One 
Hundred  and  Ninety-first,  One  Hundred  and 
Ninety-second  and  Two  Hundred  and  Eleventh 
Streets;  and  in  Sixty-sixth  Street.  Transverse 
Road,  through  Central  Park. 

No.  2.  For  furnishing,  delivering  and  laying 
water  mains  in  Bailey,  Grant,  Morris,  Teller 
and  Sheridan  Avenues;  in  Bryant,  Carr,  Fox, 
Rhe,,  One  Hundred  and  Fortieth,  One  Himdred 
and  Forty-seventh,  One  Hundred  and  Fifty- 
third.  One  Hundred  and  Fifty-ninth.  One  Hun- 
dred and  Sixty-second,  One  Hundred  and  Sixty- 
fourth,  One  Hundred  and  Sixty-fifth,  One  Hun- 
dred and  Sixty-ninth,  One  Hundred  and  Seventy- 
fifth  and  Two  Hundred  and  Sixth  Streets,  in 
Bonner  Place.  Emmerich  Place  and  Hunt's 
Point   Road. 

No.  3.  For  furnishing,  delivering  and  laying 
water  mains  in  Amundson,  Classon.  Common- 
wealth, Pratt,  Randall  and  Second  Avenues;  in 
Beacon,  Flower.  Tenth,  One  Hundred  and  Sev- 
enty-third, One  Hundred  and  Seventy-fourth, 
One  Hundred  and  Seventy-fifth,  Two  Hundred 
and  Fourteenth  and  Two  Hundred  and  Thirly- 
second    Streets:    and    in   Eastern    Boulevard. 

No.  4.  For  furnishing  and  delivering  anthra- 
cite   and    bituminous   coal. 

For  full  particulars  see  City  Record. 

WILLIAM  B.    ELLISON. 

Commissioner. 

Dated  June  27,  1906. 


DEPARTMENT  OP  DOCKS  AND  FERRIES. 

SEALED  BIDS  OR  ESTIMATES  for  rope 
(lOO.'il  and  cotton  waste  (1013)  will  be  received 
by  the  Commissioner  of  Docks  at  Pier  "A,"  Bat- 
tery Place,  until  12  o'clock,  noon.  July  11,  1906. 
(P^or    particulars   see   City   Record.)  (276<)6) 

Dtijartment  of  Water  Supply.  Gas  and  Elec- 
tricity. Room  1536,  Nos.  13  to  21  Park  Row. 
liorovigh  of  Manhattan,  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply. 
Gas  and  Electricity  at  the  above  office  until  2 
o'clock   P.    M.    on 

WEDNESDAY.  JULY  11.  1906. 
Borough  of  Brooklyn. 
For    furnishing    and    delivering    vitrified,    salt- 
glazed,  stoneware  hub  and  spigot  pipe. 
For  full  particulars  see  City  Record. 

■WILLIAM   B.   ELLISON. 

Commissioner. 
Dated  June  27,   1906. 

Headquarters  of  the  Fire  Department  of  The 
City  of  New  York,  Nos.  157  and  l."9  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  The  City 
of    .\'ew    York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceivci  by  the  Fire  Commissioner  at  the  above 
oft'lce    until    10.30   o'clock   A.    M.    on 

Monday,   july  16.   woe. 

Boroughs  of  Brooklyn   and  Queens. 
No.  4.    For     furnishing     and     delivering     hay, 
straw,    oats    and    bran    for    companies    located   in 
the    Boroughs   of    Brooklyn    and    Queens. 
For    full    particulars    see    City    Record. 

JOHN   H.    O'BRIEN. 

Fire   Commissioner. 
Dated    July    2.    1901).  (27683) 

©fficial  Icoal   IHoiices. 

ATTENTIO.X  IS  called  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  June 
23,  U'06,  to  July  7.  liMlii.  of  the  confirmation  by 
the  Supreme  Couit  and  the  entering  in  the 
Buieau  for  the  Collection  of  Assessments  and 
Arrears,  of  Assessment  for  opening  and  acquir- 
ing title  to  the  following  named  street  in  the 
Borough   of   Brooklyn: 

EIGHTY-SEVENTH  STREET  —  OPENING, 

from    Fifth    avenue    to    Narrows    avenue.      Con- 
firmed   March   22.    IPOU:    entered   June   22,    1906. 
HERMAN  A.   METZ, 

Comptroller. 
City    of    New    York.    Comptr 
(27609)  Ju 


ptroUer's    Office, ) 
June   22,    1906.     ) 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT I.N  THE  CITY  RECORD  of  July  6, 
liioij,  to  July  19,  190IJ,  of  the  Confirmation  by 
the  Board  of  Assessors  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  Assessments  for  LOCAL  IMPROVE- 
.MENTS    I.N   THE    BOROUGH   OF    BROOKLYN. 

EIGHTH  AND  TWENTY-SECOND  WARDS, 
SECTION  3.  TWENTY-THIRD  STREET— REG- 
UL.A.TING,  GRADING.  CURBING  AND  PAV- 
ING,  between  Sixth  and  Seventh  avenues. 

TWELFTH  WARD.  SECTION  2.  WEST 
NINTH  STREET— REGULATING.  GRADING. 
CURBING  AND  LAYING  CEMENT  SIDE- 
W.VLKS.    between    Clinton    and    Henry    streets. 

EIGHTEENTH  WARD,  SECTION  10.  CATH- 
ERINE STREET— REGULATING,  GRADING. 
CURBING  AND  PAVING,  between  Devoe  street 
and    Metropolitan    avenue. 

TWENTY-SECOND  WARD,  SECTION  3. 
TENTH  AVENUE— REGULATING,  GRADING 
AND  CURBING,  from  Prospect  avenue  to  Twen- 
tieth  street. 

TWENTY-FOURTH  WARD,  SECTION  5. 
PRESIDENT  STREET— REGULATING.  GRAD- 
ING A.\'D  CURBING,  between  Bedford  avenue 
and   Rogers   avenue. 

TWENTY-SIXTH  WARD.  SECTION  12.  DU- 
MONT  AVENUE— REGULATING.  GRADING 
.\Nn  CURBING,  between  Rockawav  avenue  and 
Powell  street.  SUTTER  AVENUE— REGULAT- 
ING. GRADING.  CURBING  AND  LAYING  CE- 
MKNT  SIDEWALKS,  between  Rockaway  and 
S:n-atoga    avenues. 

TWENTY-SIXTH  WARD,  SECTION  13. 
CK!':SCENT  STREET— REGULATING.  GRAD- 
ING. CURPING  AND  LAYING  CEMENT  SIDE- 
WALKS,  between   Liberty  and  Pitkin  avenues. 

TWENTY-EIGHTH  WARD.  SECTION  11. 
HALSEY  STREET— REGULATING,  GRADING 
AND  CURBING,  from  Knickerbocker  avenue  to 
the  boundary  line  between  the  boroughs  of 
Brooklyn     and     Queens. 

TWENTY-NINTH  WARD.  SECTIONS  15  AND 
16.  AVENUE  D— REGULATING.  GRADING. 
CURBING  AND  LAYING  CEMENT  SIDE- 
WALKS, between  Rogers  avenue  and  East 
Thirtv-fourth    street. 

TWENTY-NINTH  WARD^  SECTION  16.  EAST 
FOURTEENTH  STREET  —  REGULATING, 

GRADING.  CURBING.  REFLAGGING  AND 
LAYI.VG  CEMENT  SIDEWALKS,  between  Bev- 
erley road  and  Cortelvou  road.  EAST  EIGH- 
TEENTH STREET— REGULATING,  GRADING. 
CURBING.  GUTTERING.  LAYING  CEMENT 
SIDEWALKS  AND  PAVING,  between  Church 
avenue  and  Beverley  road.  WEBSTER  AVENUE 
—REGULATING.  GRADING,  CURBING,  GUT- 
TERING. LAYING  CEMENT  SIDEWALKS  AND 
LAYING  CROSSWALKS,  between  Coney  Island 
avenue  and  Grave'^cnd  avenue.  EAST  FOUR- 
TEENTH STREET  (RUGBY  ROAD)— REGU- 
LATING. GRADING,  CURBING  AND  PAVING, 
between  Avenue  C  and  Avenue  D. 
V  THIRTY-FIRST       WARD.  BAY       THIRTY- 

FOURTH  STREET— REGULATING.  GRADING, 
CURBING  AND  LAYING  CEMENT  SIDB- 
W.\LKS.  between  Cropsey  avenue  and  Eighty- 
sixth  street. 

THIRTY-SECOND  WARD.  SECTION  15.  EAST 
THIRTY-SECOND  STREET  —  REGULATING, 
GRADING.  CURBING.  LAYING  CEMENT 
SIDEWALKS  AND  PAVING,  between  Avenue  F 
and    Avenue    G. 

For  full   particulars  see  City  Record. 

HERMAN    A.    METZ. 

Comptroller. 
City    of    New    York — Department    of    Finance, ) 
Comptroller's     Office,     July     3,     1900.     j 
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PUBLIC  NOTICE  IS  HEREBY  GIVEN  to  the 
owner  or  owners  of  all  houses  and  lots,  im- 
proved or  unimproved  lauds  affected  thereby, 
that  the  following  proposed  assessments  have 
been  completed  and  are  lodged  in  the  office  of 
the  Board  of  Assessors  for  examination  by  all 
persons    interested,    viz. : 

BOROUGH   OF   THE    BRONX. 

List  8739,  No.  1.  Regulating,  grading,  curb- 
ing, flagging  and  laying  crosswalks  in  Belmont 
street,    from   Topping   avenue    to    Weeks   avenue. 

List  8758.  No.  li.  Regulating,  grading,  curb- 
ing and  flagging  Norwood  avenue  (Decatur  ave- 
nue), Hull  avenUe  and  Perry  avenue,  from 
Mosholu   parkway  North  to  Woodlawn   road. 

List  8775,  No.  3.  Regulating,  grading,  curb- 
ing, flagging  and  laying  crosswalks  in  East  One 
Hundred  and  Seventy-ninth  street,  from  Third 
avenue  to  the  Bronx   river. 

List  SSOlj.  No.  4.  Paving  with  asphalt  pave- 
ment and  curbing  East  One  Hundred  and  Sixty- 
seventh  street,  from  the  Southern  Boulevard  to 
West  Farms  road. 

List  88117,  No.  5.  Paving  with  macadam  pave- 
ment Nelson  avenue,  from  West  One  Hundred 
and  Sixty-fourth  street  to  Boscobe!  avenue,  and 
setting    curb    where    necessary. 

List  8898,  No.  6.  Paving  with  asphalt  blocks 
and  curbing  Wales  avenue,  from  St.  Joseph 
street  (East  One  Hundred  and  Forty-fourth 
street)  to  East  One  Hundred  and  Forty-ninth 
street. 

All  persons  whose  interests  ar^  affected  by  the 
above-named  proposed  assessments,  and  who  are 
opposed  to  the  same,  or  either  of  them,  are  re- 
quested to  present  their  objections,  in  writing, 
to  the  Secretary  of  the  Board  of  Assessors,  No. 
320  Broadway,  New  York,  on  or  before  August 
7,  1906,  at  11  a.  m.,  at  which  time  and  place 
the  said  objections  will  be  heard  and  testimony 
received   in  reference  thereto. 

ANTONIO  ZUCCA, 
PAUL  WEIMANN, 
JAMES    H.    KENNEDY, 

Board   of   Assessors. 
WILLIAM   H.    JASPER, 

Secretary, 
No.  320  Broadway. 
City    of    New    York,    Borough    of    Manhattan, ) 

July  5.   1906.    i 


(27«70) 


Office  of  the  Department  of  Parks,  Arse- 
nal Building,  Fifth  Avenue  and  Sixty-fourth 
Street.  Borough  of  Manhattan,  The  City  of  New 
York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office  of 
the  Department  of  Parks  until  3  o'clock  p.  m. 
on 

THURSDAY,  JULY  19.  190G, 
Borough  of  The  Bronx. 
No.  1.  For  furnishing  all  the  labor  and  ma- 
terial for  the  construction  of  a  terrace  wall  and 
three  flights  of  steps  for  the  plaza  at  Boston 
Road  and  East  One  Hundred  and  Eighty-second 
Street,    in    the   New   York    Zoological    Park. 

No.  2»  For  furnishing  all  the  labor  and  ma- 
terials for  the  erection  and  completion  of  an 
athletes'  lodge  in  Pelham  Bay  Park,  in  the  City 
of  New  York. 

No.  3.    For    furnishing    all    the    materials    and 
labor   for  grading   and    improving   grounds   north 
of    the    Municipal    Building   in    Crotona    Park,    in 
'  the    City    of    New    York. 

For   full    particulars   see   City    Record. 
MOSES    HERRMAN, 

President; 
GEORGE    M.    WALGROVE, 
MICHAEL  J.   KENNEDY. 

Commissioners    of    Parks. 
Dated    July    1,    1906. 

Headquarters  of  the  Fire  Department  of  The 
City  of  New  York.  Nos  157  and  159  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  The  City 
of   New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office   until    10.30   o'clock   a.    m.    on 

WEDNESDAY,    JULY    IS.    1906, 
Borough  of  Manhattan. 
No.  1.     For   furnishing   all    the    labor   and   ma- 
terials  required   for   additions   and   alterations   to 
building    of    Engine    Company    No.    3.    located   at 
No.  417  West  Seventeenth  Street.  Manhattan. 

No.  2.    For   furnishing   all   the   labor   and   ma- 
terials  required   for  additions  and   alterations   to 
building  of  Engine  Company  No.   34,   located  at 
■  No.    440  West   Thirty-third    Street.    Manhattan. 
For  full   particulars   see   City    Record. 

JOHN    H.    O'BRIEN, 

Fire   Commissioner. 
Dated   July   5.    1906. 

Headquarters   of   the   Fire    Department  of   The 
I  City  of  New  York.   Nos  157  and   150  East  Sixty- 
seventh  Street,   Borough  of  Manhattan,  The  City 
of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office   until   10.80   o'clock   a.    m.    on 

WEDNESDAY,    JULY    IS,    1906, 
Boroughs   of   Brooklyn   and   Queens. 
No.   1.    For   furnishing   all    the   labor   and   ma- 
terials   required    for    alterations    and    repairs    to 
quarters  of  Engine  Company  No.   141.  located  on 
south   side  of   Bay   Ridge   Avenue.    300  feet  east 
of  Second  Avenue,   Borough  of  Brooklyn. 
For   full    particulars   see    City    Record. 

JOHN    H.    O'BRIEN. 

Fire   Commissioner. 
Dated   July   5,    1906. 


HERBERT  A.  SHERMAN 

REAL  ESTATE 
AUCTIONEER,     BROKER 

APPRAISER,  AGENT 

GROUND    FLOOK    A8T0B    BUILDING 

9  Pine  and  10  Wall  St.. 

Uptown  Office,  530  and  532   FIFTH   AVENUE 

Corner  44tli  St..  under  5th  Ave.  Bank 
Tel.  Connections.     Private  Wire  Between  Offleee 


public  Bottces. 


proposals. 


DEPARTMENT  OF  DOCKS  AND  PERRIES. 

Sealed  bids  or  estimates  tor  repairs  to  pier 
foot  of  (iOth  Street,  East  River,  etc.  (1010).  will 
be  received  by  the  Commissioner  of  Doclis  at 
Pier  ■A,"  Battery  Place,  until  12  o'clock  M.. 
July  17th.  100(3.  (For  particulars  see  City 
Rg^rd.) (27600) 

public  IRottccs. 

CORPORATION  SALE  OP  REAL  ESTATE  AND 
APPURTENANCES  THERETO  OWNED  BY 
THE    CITY    OF    NEW    YORK. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  that 
the  Comptroller  of  the  City  of  New  York  by 
virtue  of  the  powers  vested  in  him,  pursuant  to 
the  provisions  of  Chapter  173  of  the  Laws  of 
lf)0."),  will  offer  for  sale  at  public  auction  the 
land,  with  the  buildings  thereon,  situate,  being 
the  property  known  as  the  Kings  County  Peni- 
tentiary, owned  by  the  City  of  New  York  in  the 
BOROUGH    OF    BROOKLYfJ. 

The  said  property  is  more  particularly  de- 
scribed on  a  map  on  file  in  the  office  of  the 
Bureau  of  Real  Estate.  Department  of  Finance, 
Room  l.w,  2.S0  Broadway.  Borough  of  Manhat- 
tan,   and   known    by   the 

Sale  Nos.  1  to  74,  in  the  Block  No.  1282 
bounded  by  President  Street.  Nostrand  Avenue 
Carroll  Street,  as  to  be  laid  out,  and  Rogers 
Avenue:    also 

Sale  Nos.  1  to  74,  in  the  Block  No.  1289, 
bounded  by  Carroll  Street,  as  to  be  laid  out. 
Nostrand  Avenue,  Crown  Street  and  Rogers 
Avenue;    also 

Sale  Nos.  1  to  74.  in  the  Block  No.  1206, 
bounded  by  Crown  Street.  Nostrand  Avenue, 
Montgomery   Street  and   Rogers   Avenue:   also 

Sale  Nos.  1  to  42,  in  the  Block  No.  1.30.5, 
bounded  by  Montgomery  Street.  Nostrand  Ave- 
nue, Sullivan  Street  and  Rogers  Avenue, 
—the  appraised  value  of  each  lot,  in  accord- 
ance with  the  act,  being  written  thereon,  which 
will  be  the  minimum  or  upset  price  at  which 
each    lot    is    sold. 

By  direction  of  the  Comptroller,  the  sale  of 
the  property,  which  is  within  the  area  of  Sulli- 
van Street,  Rogers  Avenue,  President  Street 
and  Nostrand  Avenue,  in  the  Borough  of  Brook- 
lyn,   will    take    place    on 

TUESDAY.    JULY    17,    1000, 
at    12    ra.,    at   the    Real    Estate    Exchange    Sales- 
room,   situated   at    No.    l.SO   Montague   Street,    in 
the    Borough   of   Brooklyn,    and   will   be   sold   for 
the  highest  marketable  price  at  public  auction. 

(For  further  particulars  see  City   Record.) 
H.    A.    METZ. 

Comptroller. 

City    of    New    York— Department    of    Finance. 
Comptroller's  office,  June  21,   1000.    (276.54) 


CORPORATION    SALE    OF    REAL    ESTATE. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  that 
the  Commissioners  of  the  Sinking  Fund  of  the 
City  of  New  York,  by  virtue  of  the  powers 
vested  in  them  by  law.  will  offer  for  sale  at  pub- 
lic   auction    on 

WEDNESDAY,    JULY    18,    1006, 

at  12  o'clock  m..  at  the  Comptroller's  office. 
No.  280  Broadway.  Borough  of  Manhattan.  City 
of  New  York,  all  the  right,  title  and  interest  of 
the  City  of  New  York  in  the  following  described 
property  which  it  has  by  virtue  of  a  lease  from 
Cornelius  Furgueson.  Supervisor  of  the  Town  of 
New  Utrecht,  to  the  City  of  Brooklyn,  which 
lease  is  recorded  in  the  Register's  office  of 
Kings  County,   in   Liber   1715,   page  143,   Section 

All  those  lots  situated  in  the  former  town  of 
New  Utrecht,  now  in  the  Borough  of  Brooklyn. 
City  and  State  of  New  York,  known  and  desig- 
nated by  the  assessment  Nos.  104  and  108  on 
the  map  of  the  Commissioners  for  the  opening  of 
!12d  Street  from  the  Shore  Road  to  7th  Avenue, 
in  the  former  Town  of  New  Utrecht,  which  was 
sold  September  7,  1886.  for  one  hundred  years 
to  the  Town  of  New  Utrecht,  tor  the  sum  of 
.$8.10. 

The  minimum  or  upset  price  at  which  the  said 
land  shall  be  sold  be  and  is  hereby  appraised 
and  fixed  at  the  sum  of  .$17.74.  The  purchaser 
in  addition  thereto  to  pay  the  auctioneer's  fees 
and  the  further  sum  of  $100  for  the  expense  of 
examination.'    advertising,    etc. 

(For  further  particulars  see  City  Record.) 
H.   A.   METZ. 

Comptroller. 

City    of    New    York — Department    of    Finance, 
Comptroller's  office,  June  26,  1906.    (27656) 


CORPORATION    SALE    OF    REAL    ESTATE. 

D.     &    M.     CHAUNCEY    REAL    ESTATE    COM- 
PANY,     LIMITED.     AUCTIONEERS. 


PUBLIC  NOTICE  IS  HEREBY  GIVEN  that 
the  Commissioners  of  the  Sinking  Fund  of  The 
City  of  New  York,  by  virtue  of  the  powers  vested 
in  them  by  law,  will  offer  for  sale  at  public 
auction  on 

FRIDAY,  JULY  20,  1906, 
at  12  o'clock  m.,  at  the  Brooklyn  Real  Estate 
Exchange,  No.  189  Montague  street,  the  follow- 
ing described  real  estate  belonging  to  the  Cor- 
poration of  The  City  of  New  York,  and  located 
in   the  Borough  of  Brooklyn,   viz.; 

Beginning  at  a  point  in  the  southerly  side  of 
Ridgewood  avenue  distant  50  feet  10  inches  east- 
erly from  the  intersection  of  the  southerly  line 
of  Ridgewood  avenue  with  the  easterly  line  of 
Richmond  street,  and  running  thence  easterly 
along  the  southerly  side  of  Ridgewood  avenue 
94  feet  ~j%  inches  to  the  centre  line  of  the  block; 
thence  southerly  along  the  centre  line  of  the 
block  12  feet  ij%  inches;  thence  westerly  in 
a  straight  line  9;i  feet  1%  inches  to  the  point 
or  place  of  beginning,  the  said  premises  being 
known  as  Lot  No  28,  in  Block  4127,  Section  13, 
on  the  Land  Map  of  Brooklyn. 

The  minimum  or  upset  price  at  which  said 
property  shall  be  sold  is  fixed  at  $500. 

For  full   particulars  see  City  Record. 

H.   A.   METZ, 

Comptroller. 
City    of    New    York— Department    of    Finance, ) 
Comptroller's    Office,    June    28,    1906.     J    ' 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  OF  CITY 
REAL  ESTATE. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  that 
the  Commissioners  of  the  Sinking  Fund,  by  vir- 
tue of  the  powers  vested  in  them  by  law.  will 
offer  for  sale  at  public  auction  the  buildings, 
parts  of  buildings,  etc.,  standing  upon  property 
owned  by  the  City  of  New  York,  acquired  for 
school    purposes,    in    the 

BOROUGH  OF  MANHATTAN. 

All  the  buildings,  parts  of  buildings,  etc., 
situate  and  erected  upon  property  owned  by  the 
City  of  New  York  and  acquired  for  school  pur- 
jioses.   bounded  and  described  as  follows: 

Beginning  at  a  point  on  the  southerly  line  of 
West  48th  Street  distant  325  feet  westerly  from 
the  westerly  line  of  8th  Avenue,  and  running 
thence  southerly  and  parallel  with  8th  Avenue 
100  feet  5  inches  to  the  northerly  line  of  the 
lands  of  Public  School  17:  thence  westerly  along 
the  northerly  line  of  the  lands  of  Public  School 
17  150  feet:  thence  northerly  and  again  paral- 
lel with  8th  Avenue  100  feet  5  inches  to  the 
southerly  line  of  West  48th  Street;  thence  east- 
erly along  the  southerly  line  of  West  48th  Street 
150  feet  to   the  point  or   place  of  beginning. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  o? 
Finance.      The   sale   will   take  place   on 

MONDAY,    JULY    16,    1906. 
at    11   a.    m.    on    the    premises   and   will   be   sold 
for    the     highest     marketable     price     at     public 
auction. 

For  full   particulars  see  City  Record. 

H.   A.   METZ. 

Comptroller. 
City    of    New    York — Department    of    Finance, ) 
Comptroller's    Office.    June    20.    1906.     J 

CORPORATION  SALE  OP  BUILDINGS  AND 
APPURTENANCES  THERETO  OF  CITY 
REAL     ESTATE. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  that 
the  Commissioners  of  the  Sinking  Fund,  by  vir- 
tue of  the  powers  vested  in  them  by  law.  will 
offer  for  sale  at  public  auction  the  buildings, 
parts  of  buildings,  etc.,  standing  upon  property 
owned  by  the  City  of  New  York,  acquired  for 
school    purposes,    in    the 

BOROUGH  OF  MANHATTAN. 

All  the  buildings,  parts  of  buildings,  situ- 
ated and  erected  upon  property  owned  by  the 
City  of  New  York,  acquired  for  school  purposes, 
and   bounded   and   described   as   follows; 

Beginning  at  a  point  formed  by  the  intersec- 
tion of  the  southerly  side  of  East  82d  Street 
and  the  westerly  side  of  Avenue  A:  thence  east- 
erly along  the  southerly  side  of  East  82d  St 
9.S  feet:  thence  southerly  and  parallel  with 
Avenue  A  25  feet  8  inches;  thence  westerly 
and  parallel  with  East  82d  Street  98  feet  to  the 
westerly  side  of  Avenue  A:  thence  northerly 
along  the  westerly  side  of  Avenue  A  25  feet  8 
inches  to  the  point  or  place  of  beginning,  said 
property  being  known  as  .  No.  1546  Avenue  A. 
Borough  of  Manhattan.  City  of  New  York. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue.  Department  of 
Finance.     The   sale  will   take   place   on 

FRIDAY.    JULY    13.    1906. 
at    11    a.    m.    on    the    premises   and   will   be   sold 
tor     the     highest     marketable     price     at     public 
auction. 

For  full   particulars  see  City  Record. 

H.   A.   METZ. 

Comptroller. 
City    of    New    York— Department    of    Finance. ) 
Comptroller's     Office.     June    4,     1906.     J 


CONVEYANCES 


i 


-f  June  20.  .SO,  July  2  and  3. 

BOROUGH    OF   BIANHATTAN. 

Allen  St,  Nos  60  and  62,  e  s,  100  s  Grand  st.  40x87.(!.  two  .'i-sty  brk 
tenements  and  stores.  Aaron  Kommel  to  Max  Moises.  Mort  .$.'i8,- 
000:     June  29.     June  30,  190(1.     1:308—9.     A  $20.000— $45,000. 

■■■'■■-■ -      •       •       other  c'obsid  and  100 

Bfa^fref  St.  No  3;  n'^s,  .56.3  e  Broadway,  runs  n  70.10  x  w  3. .5  x  n 
6.9  x  e  25.5  x  s  74  to  st.  x  w  22  to  beginning.  .T-sty  brk  build- 
ing  and   store.      Geo    E    Whitney   to   Geo    F    Lockwood,    of    New 

1, Canaan.  Conn.  QJC.  124:th  part.  Alljtrtls^:  Jiina  16..'  July  "2, 
1906.    1:22—5,    A  $110,000— $120,000,  nom 


Bedford  st.  No  57.  w  s.  40  s  Morton  st.  10.10x.55,  2-sty  frame,  brk 
front,  tenement.  Frederick  Haldv  to  Chas  R  Faruolo.  July  2. 
July  3.  1006.     2:58.3—31.     A  $5,500— $6,000.     other  consid  and  100 

Bedford  st.  No  51,  w  s,  .50  n  Le  Roy  st,  25x100,  5-sty  brk  tene- 
ment. Stefano  Russo  et  al  to  Antonio  Barone.  Mort  $21,000. 
July  2.     July  3.   1006.     2:583—34.     A  $10.000— .$25..500. 

other  consid  and  1(X) 

Bleecker  st.  No  201.  n  s,  125  w  Macdougal  st,  25x06,  4-sty  brk 
te-nement  and  store  and  .3-sty  brk  tenement  in  rear.  Cesare 
Kazzetti  et  al  to  Aneelo^  De  Gaudenzi.  May  12.  July  5.  1906. 
2:.5^-^fiO:     A  .fl6,rlOO— ■$20,000.  other  consid  and  100 

Bleecker  st.  Nos  223  and  225.  e  s,  60  s  Carmine  st,  40x75x39x75. 
6-sty  brk  tenement  and  store.     Isaac  Chauser  et  al  to  Giovanni 
;   B.Ratretto.  ;Mort  $50,200.     June. 29.     July  2,  1906.     2:542—32. 
A  $23,000- $45,000,  other  cotisid  and  100 


i8 


Conveyances 
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Broad  st.  No  100  1  corner  of  Broad,  Bridge  and  Pearl  sts.  22  on 

Pearl  st    Nos  40  to  SSI     Broad  St.  Ill  on  Bridge  st  and  79  on  Pearl 

Bridge  St,  Nos8(ito-10l  st,  except  part  tor  widening  Bridge  st,  4- 
sty  brk  office  building.     Irving  T  Bush  to  Albert  M  Woodruff  of 

Brooklyn.     June  5.     June  29,  1906.     1;10— 1.     A  $87,000— $ -. 

nom 

Broome  st.  No  122.  n  s,  100  e  Pitt  st,  2.'ix87.6,  7-sty  brk  tenement 
and  store.  Sophia  Moore  to  Israel  and  Abraham  Gottlieb.  Mort 
$37,750.     June  29,  190(3.     2:337—32.     A  iflO  000— $35,000. 

other  consid  and  100 

Broome  st.  No  280,  n  s.  44.2  w  Allen  st,  20x75,  3-sty  brk  tenement 
and  store.  Hyman  I  Josephson  to  Jacob  Orenshstein.  Mort  $18.- 
750.     June  29.     June  30,  1900.     2:414—27.     A  $10,000— $13,000. 

other  consid  and  100 

Broome  st,  No  35  |  s  w  cor  Goerck  st,  25.2x100x25.3x100, 

Goerck  st.  Nos  13  and  15  [  5-sty  brk  tenement  and  store.  Nathan 
L.import  to  Sarah  Goldstein.  Mort  $43,000.  July  2.  July  3. 
1900.     2:320 — 17.     A  $20,000— $40,000.  other  consid  and  100 

Cannon  st.  No  10,  e  s,  125  n  Grand  st  25x100,  5-sty  brk  tenement. 
Israel  Etler  to  Charles  Werner.  Mort  $32,000.  June  29.  June' 
30.   190(i.     2:320 — i.     A  $14.000— $30,000.       other  consid  and  100 

Carmine  st.  Nos  30  and  SOyo,  on  map  No  30.  s  s  100  w  Bleecker 
St.  25x75,  5-sty  brk  tenement  and  store.  Anna  R  Schampaln 
et  al  to  Julia  M  Cohn.  Mort  $20  000.  June  28.  June  30.  190t!. 
2:527—08.      A    $13.000— $21,000.  other   consid   and    100 

Same  property.  Hannah  Schampaln  widow  et  al  to  Anna  R  and 
Seymour  Sehampain.     Q  C.     May  6,  1904.     June  30,  1900.  2:527. 

nom 

Catharine  slip.  No  13  Is  e  cor  Water  st,  18.2x51.6x19  2x53.9, 

Water  st.  Nos  31)3  and  3951  3-sty  brk  tenement  and  store.  Isaac 
Heifer  to  Abraham  Silverson.  Mort  $8,500.  Apr  7.  June  30, 
1906.     1:250—35.     A  $0.500- $8  000.  nom 

Catherine  slip.  No  15,  e  s,  18.2  s  Water  st,  17.8x49.7x17.11x51.6, 
3-sty  brk  tenement  and  store.  PARTITION.  Arthur  Hurst _ref- 
eree  to  Abraham  Silverson.  June  27.  June  30,  1906.  1:250 — • 
36.     A  $4.000— $5,000.  6,100 

Catharine  slip.  No  15,  e  s,  18  2  s  Water  st,  17.8x49.7x17.11x51.6, 
3-sty  brk  tenement  and  store.  Surrender  lease.  Jacob'L  Andron 
to  Abraham  Silverson.  June  29.  July  2,  1906.  1:250—36.  A 
$4.000-$5.tlOO.  100 

Chambers  st  No  155,  n  s,  201  w  Hudson  st,  25x77.5,  5-sty  brk  loft 
and  store  building.  Charles  Lesinsky  to  Albert  W  Venino.  July 
2.  1906.     1:140—9.     A  $24.700— $30  000.  100 

Chambers  st,  Nos  177  and  170  n  s.  74.4  e  Washington  st,  runs  n 
41.10  X  e  24  9  x  s  21  and  31  to  st.  x  w  31  to  beginning,  5-sty  brk 
store  building.  Morgan  G  Barnwell  to  Ben]  A  Corlies.  June  26. 
July  2.   1900.      1:1.30—1.     A  $20,400— $26,000,  nom 

Chambers  st,  Nos  177  and  179.  n  s,  74.4  e  Washington  st,  runs  n 
41.10  X  e  24.9  x  s  21  and  31  to  st  x  w  31  to  beginning,  5-sty 
brk  lott  and  store  building.  Bonj  A  Corlies  to  David  W  Lewis. 
Mort  $30,000.  July  2.  July  3,  1906.  1:139—1.  A  $20,400— 
$20,000.  other  consid  and  1,000 

Chambers  st.  No  871  n  s,  about  175  e  Church  st.  24.4x150  to  s  s 

Reade  st.  No  69  |  Reade  st,  5-sty  stone  front  loft  and  store 
building. 

Chambers  st,   No  89|  n  s,  about  150  e  Church  st,  25x75,  5-sty  stone 

Reade  St.   No  71         |     front  loft  and  store  building. 
Samuel  P  Bremer  et  al  to  Joiin  L  and  Sarah  F  Bremer.     April 
26.     June  29,  1900.     1:149—7  and  8.     A  $204,500— $256,000. 

nom 

Cherry  st.  Nos  243  to  247,  s  s,  61.4  w  Rutgers  slip,  runs  s  60  x  w 
52.7  x  n  3.11  X  w  8  X  n  56.2  to  st.  x  e  53.7  to  beginning  6-sty  brk 
tenement  and  store.  Joseph  Guth  to  Anton  Dill.  Mort  $30,000. 
June  28.    June  29.  1900.     1:248—75.     A  $13.000— $30,000.         nom 

Cherry  st,  Nos  478  to  482,  n  s.  21  w  Corlears  st.  83.8x50,  three  6- 
sty  brk  tenements  and  stores.  John  L  Rubinsky  to  Minnie  Broth- 
ers. Mort  $50,000.  June  28.  June  29,  1900.  1:203—25.  A 
$20  00f) — $50,000.  other  consid  and  100 

Cherry  st.  No  37,  s  s,  abt  SO  w  Roosevelt  st,  17x74.8x17x75.4. 

Cherry  st.  No  35,  s  s,  90  w  Roosevelt  st,  — x — . 
Tw^o  4-sty  brk  tenements  and  stores  and  4-sty  brk  tenement  in 
rear. 

Levy  Rothstein  to  Woolf  Fish.     Mort  $16,000.     July  2.     July  3. 
1900.     1:109-13  and  14.     A  $9.700— $12..500.    other  consid  and  100 

Chrystie  st.  No  14  |  n    e    cor    Bayard     st,    49.11x31. 10x49.9x 

Bayard  st,  Nos  16  and  18  I  31.10.  0-sty  brk  tenement  and  store. 
Henrietta  M  Bostwick  and  ano  trustees  Homer  Bostwick  to 
Sarah  Kaplan  and  (^has  A  Silver.  June  4.  July  2,  1906.  1:291 
—39.      A   $25,000— $40,000.  54.000 

Clinton  st.   No  97.  w  s,  225.4  s  Rivington  ^.  25.4x100,  5-sty  brk 
.tenement  and  store.     Max  Goldberg  et  al  to  Morris  Mandelskorn. 
Mor.t  .$40  000.     June  29.     June  30,  1906.     2:348—37.     A  $15,000 
— !«34  000.  other  consid  and   100 

Columbia  st,  Nos  57  and  .59,  w  s,  150  n  Delancey  st,  50x100,  two 
5-sty  brk  tenements  and  stores.  Release  dower.  Sarah  B  Keys 
widow  of  John  Keys  to  Julius  Braun.  May  24.  July  3,  1906. 
2:.3.33— 25  and  20.     A  $24.000— $40,000.  nom 

Columbia  st,  Nos  57  and  .50,  w  s,  1.50  n  Delancey  st,  50x100,  two 
5-sty  brk  tenements  and  stores.  Jesse  G  Keys  et  al  EXRS 
will  John  Keys  dec'd  to  Julius  Braun.  Morts  $53,000.  July  1. 
July  3.  1900.     2:333—25  and  20.     A  $24.000— $40,000.  65.000 

Columbia  st.  No  88,  e  s.  175  n  Rivington  st,  25x120,  5-sty  brk 
tenement  and  store  and  4-sty  brk  tenement  in  rear.  Hyman 
Silberman  to  Kreminitz  Realty  &  Commercial  Co.  Mort  $35,000. 
June  28.     July  3,  1006.    2:334-^0.     A  $17,000— $25,000. 

other  consid  and  100 


Columbia  st,  Nos  57  and  59,  w  s, 
5-sty  brk  tenements  and  stores. 
Bernhard  Mayer.  Mort  $-53,000. 
25  and  26.     A  $24  000— $40  000. 

Delancey  st.   No  20(!.   n  s,   75 


150  n  Delancey  st,  50x100,  two 

Julius  Braun  to  Jonas  Weil  and 

July  2.     July  3,  1900.     2:333— 

nom 

Pitt  St.  25x128,  6-sty  brk  tene- 


ment and  store.  Harry  Lessem  et  al  to  Leon  Hirsch.  Marts 
$55,000.     July  3,  190G.     2:343-73.     A  $20.000-P  $45,000. 

other  consid  and  100 

Dey  St.  No  47.  s  s.  abt  180  e  Greenwich  st.  25x89,  5-sty  brk  loft 
and  store  building.  Helen  G  Leconte  widow  et  al  EXRS  &c. 
John  1.  Leconte  to  Alexis  P  Bartlett.  June  9.  June  30.  1906. 
l:(il— 22.      A   $28.400— $41  7C0.  other  consid   and   100 

Division  st,  Nos  248  and  250.  n  s.  44.4  w  Ridge  st.  runs  n  83.5 
X  w  20.2  X  s  1.5  X  w  17  4  X  s  101  to  st  x  e  41.6  to  beginning.  6-sty 
brk  tenement  and  store.  Louis  Manevetz  to  Rosa  Harber.  Mort 
$63  250.  June  27.  June  30,  1906.  1:315—19.  A  $3O.O0a-$0O.- 
000.-  other  consid  and  100 

Division  St.  No  108  In  e  cor  Allen  st,  runs  n  100.1  x  e  27.7  x  s  83.4 

Allen  St.  No  2  |    to  st  x  s  or  s  w  37  to  beginning    6-sty  brk 

tenement  and  store.  Meyer  Frank  to  Morris  Kulek  and  Jacob  and 
J  H  Louis  Altmark.  Mort  $65  000.  June  28.  June  30.  1906. 
1:294.  .  other  consid  and  100 

East  Broadway,  No  175,  s  s,  abt  155  e  Rutgers  st,  26x100,  4-sty 


brk  loft  and  store  building.  The  Forward  Association  to  Mar- 
cus Jaffe.  Mort  $5,000.  June  29.  June  30,  1906.  1:284—23.  A 
$25.000— $28,000.  nom 

Eldridge  st.  No  247.  w  s,  75  s  Houston  st,  25.5x.50,  5-sty  brk  tene- 
ment and  store.  David  Stotf  to  Pauline  and  Harry  Goldstein. 
Mort  $22,700.  June  29.  June  30,  1900.  2:422—56.  A  $11,000. 
—$15,000.  nom 

Essex  St.  No  101,  w  s,  77.6  n  Delancey  st,  22.6x43.9,  5-sty  brk  ten- 
ement and  store.  Daniel  Rosenthal  to  Abraham  Alexander,.  Mt 
$12.0.50.  June  28.  June  29,  1906.  2:410—63.  A  $10  000— 
$13  000.  other  consid  and  100 

Franklin  st.  Nos  120  to   124  |  n   e   cor  West   Broadway,  00x50. 

West  Broadway,  Nos  211  and  213, 

West  Broadway.  No  215.  e  s,  50  n  Frankfort  st,  25x100.1,  6-sty 
brk   loft   and   store   building. 

Release  dower.  Mary  R  Bremer  widow  to  Wm  I  Walter,  of  El- 
beron.  N  J.  May  2.  June  29,  1906.  1:178—13.  A  $67,900 — 
$105,000.  nom 

Same  property.  Samuel  P  Bremer  et  al  to  same.  April  20.  1906. 
June  29.   1000.     1:178.  nom 

Frankfort  st.  Nos  35  and  37  (31  and  .33),  s  s,  118  w  Gold  st,  50x 
10(>.8x40.8xlll.l,  (!-sty  brk  loft  and  store  building.  Daniel  B 
Freedman  to  Alfred  C  Bachman.  B  &  S.  All  title.  Mort  $75,.5(X). 
July  2.     July  3,   1900.     1:10.3—17.     A  $52,000— $95,000.  nom 

Same  property.  Alfred  C  Bachman  to  Daniel  B  Freedman.  B  &  S. 
Mort  $95,000.     July  2.     July  3.  1901k     1:103.  nom 

Frankfort  st.   No  36|  n   w   cor   Rose   st,   26.5x46.4x26.5x42.5.   5-8ty 

Rose  St.   No  2  |     brk  tenement  and  store.     Mary  A  Walsh  and 

ano  INDIVID  and  as  TRUSTEES  Michael  Conroy  to  John  V 
Black.  B  &  S.  May  30.  July  2,  1906.  1:120—1.  A  $17  300 — 
$22,000.  other  consid  and  100 

Front  St.  No  1(59.  s  e  s.  101.10  n  e  Fletcher  st.  18.7x70.10x18.8x70.6, 
5-sty  brk  loft  and  store  building.  Wm  M  Purdy  and  ano  TRUS- 
TEES John  Purdy  for  benefit  Rosa  M  Purdy  now  Rosa  M  Jones 
to  Harry  E  S  West.  June  15.  July  2,  1906.  1:72—16.  A  $11.- 
400— $10,000.  19.500 

Front  st.  No  10>9,  s  e  s,  101.10  n  e  Fletcher  st,  18.7x7e.l0xl8.8x 
76.6,  4-sty  brk  lott  and  store  building.  B  &  S.  Harry  E  S  West 
to  The  Haynes  Co.  Mort  $12,000.  June  29.  July  3.  1906. 
1:72—10.     A  $11,400— $l(;.O00.  other  consid  and  100 

Grand  st,  No  570,  n  s,  abt  50  w  Goerck  st,  25x75. 

Grand  st.  No  572,  n  s,  abt  2.5  w  Goerck  st,  25x75, 
two  3-sty  frame  brk  front  tenements  and  stores. 
Sundel   Hyman   to   Isaac  and  Jacob   Stroh.      Mort   $39,500.     June 
28.     June  29,  190G,    2:326— 55  and  56.     A  if24.(lOO-.$25  500. 

other  consid  and  100 

Greenwich  st.   No  561.  I 

Greenwich  st.  No  503.  | 
License  for  beams  to  support  water  tank,  &c.  The  United  Con- 
fectioners Association  with  Gordon  &  Dilworth,  incorporated. 
June  27.     July  2.  1000.     2:598.  .  

Greenwich  st,  No  57  |  e  s.  2S.5  s  Edgar  st,  21.8x40.10  to  Trinity  pi 

Trinity  pi,  No  16  |  x20  11x45.11  5-sty  brk  tenement  and  store. 
Augustus  Sbarboro  to  Patrick  J  Kerwen.  June  29.  Mort  $12,000. 
July3.  190(!.     1:19-0.     A  $13.200— $16,500.  nom 

Greenwich  St.  No  338.  w  s,  48.10  n  Jay  st,  runs  w  90  x  n  17.8  x  e 
8.2  X  n  4.4  x  e  81.8  to  st  x  s  22  to  beginning.  4-sty  brk  loft  and 
store  building. 

Washington  st.  No  325.  e  s,  46.6  n  Jay  st,  20x71.9.x20x72,  4-sty 
brk  loft  and  store  building. 

Wm  Feldhausen  EXR.  &-c,  Wm  Grupe  to  John  Steingester.  July 
2.     July  3.  1906.     1:182—2  and  15.     A  $25,500— $.32  500.        52,.500 

Hamilton  Terrace.  No  32,  w  s,  3.50  n  141st  st.  18x100,  3-sty  brk 
dwelling.  Isabel  McRae  Case  to  Adeline  C  Wilcox.  Mort  $10,000. 
July  2.     July  3,  1906.     7:2050—75.     A  $3,900— $12,500. 

other  consid  and  100 

Hamilton  Terrace,  Nos  31  and  33,  e  s,  abt  290  n  141st  st,  — x— , 
two  3-sty  brk  dwellings.  Assignment  of  interest  in  estate  of  Wm 
H  C  Bartlett  as  collateral  for  note  of  $600.  Rachel  L  Bartlett 
assignee  Chas  G  and  John  S  Bartlett  to  First  National  Bank  of 
Yonkers.  N  Y.  All  title.  June  29,  1906.  7:20.50—104  and  105. 
A  $7.400— $27,000.  600 

Henry  st.  No  220.  s  s.  abt  138  e  Clinton  st,  23.6x100,  4-sty  brk 
tenement.  Benjamin  Glasgow  to  Morris  Marans.  Mort  $22,000. 
Jiily  2.     July  3,  1906.     1:209-79.     A  $16,500— $27,000. 

other  consid  and  100 

Henry  st.  No  2.82,  s  s.  abt  30  w  Scammel  St.  21  2x73.7x21x73.6 
e  s.  2-sty  brk  tenement  and  .3-sty  brk  tenement  in  rear.  Henry 
J  Appel  Sr.  to  Catharine  Clary.  July  2,  1906,  1:267—12.  A 
$9.000— $10,000.  other  consid  and   100 

Henry  st.  No  39,  n  s,  299.10  e  Catharine  st,  26.8x100.  5-sty  brk 
tenement  and  store.  Josef  Preiser  to  Julius  Alexander.  Morts 
$30,500.     June  29.    July  3,  1906.     1:280-9.     A  $19,000— $36,000. 

other  consid  and  100 

Hester  st.  No  112,  s  s.  50  w  Forsyth  st.  25x.50.  5-sty  brk  tenement 
and  store.  Aaron  Smith  et  al  to  Bernard  Frankel.  Mort  $18,500. 
June  29.     June  30.  190(!.     1:802—16.     A  $12.000— $16  000.       nom 

Hester  st.  No  174.  s  s.  100  w  Mott  st.  25x100  0-sty  brk  tenement 
and  store.  David  Baum  to  Giuseppe  Seccafico.  June  29  1906. 
1:205—18.     A  $16  400— $19,500.  other  consid  and  100 

Same  property.  Giuseppe  Seccafico  to  said  Giuseppe  Seccafico  and 
Angela  his  wife,  tenants  by  entirety,  Mort  $.50,000.  June  29. 
1906.     1:20.5.  other  consid  and  100 

Houston  st,  Nos  478  to  486|  n    w    cor    Goerck    st,    100.3x68  6,    three 

Goerck  st,  Nos  147  to  151  |  4  and  two  3-sty  frame  brk  front  tene- 
ments and  stores  and  3-sty  brk  tenement  and  stofe.  Frank  Hill- 
man  et  al  to  Louis  Sorkin  Antonio  Riccardi  Tommaso  Lagiil- 
dara  and  Catello  Cavaliere.  Mort  $69  150.  June  22.  June  29.  1906. 
2:356— 18  to  23.     A  $33,500— $43  000.  other  consid  and  100 

Houston  st.   No  427  |  s  e  cor  Columbia   st,  50x75,  5-sty  brk 

Columbia  st.  Nos  144  to  156|  tenement  and  store  and  three  3-sty 
frame  brk  front  tenements  and  stores.  Realty  Transfer  Co  to 
David  Feigensohn.  Mort  $63,000.  June  27.  June  29,  190(i. 
2:3.35—55  to  58.     A  $20.500— .f33,000.  other  consid  and  100 

Houston  St.  No  430,  n  s.  110.8  e  Av  D,  20.8x105.10.  5-sty  brk 
tenement  and  store  and  4-sty  brk  tenement  in  rear.  Isidor  Ber- 
ger  to  Samuel  Glatner.  Morts  $18,500.  July  2.  July  3,  1906. 
2:357—22.     A  $13.000— $20,000.  other  consid  and  100 

Houston  st,   No  135  |s  e  cor  Forsyth  st.  runs  s  74  x  e  28  x  w  74(?) 

Forsyth  st.  No  214  |  x  w  along  s  s  Houston  st  28  to  beginning, 
probable  error,  5-sty  brk  tenement  and  store.  Samuel  Bernstein 
et  al  to  Samuel  Bernstein.  Mort  .f!43.750.  June  26.  June  30. 
1906.     2:422—47.    A  $32,000— $45,000.  other  consid  and  100 

King  st,  Nos  12  to  IS,  s  s,  148  w  McDougal  st,  86x75,  two  6-sty 
brk  tenements  and  stores.  Israel  Lippmann  to  Moses  D  Prelskel 
and  Philip  Richmond,  of  Passaic,  N  J.  Mort  $81,000.  June  29. 
June  30,  1906.     2:519--30  to  32.     A  $37.00O-P  $77  000. 

other  coBsid  and  100 
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Same  property.  Moses  D  Prelskel  et  al  to  Henry  I  Goodrich,  of 
Chicago,  111.     Mori  $112,500.     June  29.     June  30,  1900.     2:519. 

100 
Lafayette  et.  No  132  |  w  s,  100.5  s  Howard  st,  runs  w  84.3  x  n 
Howard  st,  Nos  13  to  17|  09.10  to  s  s  Howard  st,  x  e  74.11  x  s 
70.2  X  e  10.2  to  st,  x  s  30.1  to  beginning,  3-sty  brk  loft  and 
store  building  and  vacant.  Loring  P  Hawcs  ct  al  to  Edw  C 
Hawes,  Rowland  G  Hawes,  Sarah  J  Hall,  Louisa  M  White  and 
Mary  W  Hawes,  all  of  Providence,  R  I,  and  Grace  H  White,  of 
Hartford,   Conn.     Q   C.     June  2!t.     July  3,   1!I0(!.      1:209.  nom 

Lewis  st,  Nos  125  and  127  I  s  w  cor  Houston  st,  50x100.  G-sty  brk 
Houston  st,  Nos  457  to  4ti3|  tenement  and  store.  Jacob  Weinstein 
to  Samuel  and  Max  Hirbch.  Mort  ,f70,0UO.  June  28.  June  29, 
lOOC.  2:330—19.  A  $35,000— P  .f 95  000.  other  consid  and  100 
Lewis  st.  No  59,  w  s,  150  s  Riviugton  st.  25x100,  5-sty  brk  tene- 
ment and  store.  Max  Berkowitz  et  al  to  Esther  Goldman,  % 
part,  Charles  Stadler  and  Louis  Goldstein,  each  %  part.  Mort 
$31,500.  June  2«.  June  30,  1900.  2:328—23.  A  .f  12,t)00— $30,- 
000.  other  consid  and  100 

Ludlow  st,  No  117,  w  s,  174.8  s  Rivington  st,  25x87.0x24.11x87.0, 
0-sty  brk  tenement  and  store.  Hyman  Shapiro  et  al  to  Isaac 
Adler.  Mort  $32,500.  July  2.  July  3,  1900.  2:410—22.  A 
$17,0;)0— $34,000.  other  consid  and  100 

Ludlow  st.  No  157,  w  s,  75.4  s  Stanton  st,  25x87.0,  0-sty  brk  tene- 
ment and  store.  Morris  Silverman  to  Samuel  Lasko  and  Sol 
Kronman.  Mort  $43,000.  July  2.  July  3,  1900.  2:411—20.  A 
$17,000— $30,000.  other  consid  and  100 

Ludlow  st.  No  7,  w  s,  abt  7.5  n  Canal  st,  25x87.0,  5-sty  brk  tene- 
ment and  store  and  4-sty  brk  tenement  in  rear.  Joseph  Vid- 
ootzky  et  al  to  Augusta  Minisman,  of  Brooklyn.  Mort  $33,000. 
May  2.     July  3,  1900.     1:298— 3J).     A  $19,000— $20,000. 

other  consid  and   100 
Madison  st,  Nos  244  and  240,  s  s,   132.0  w  Clinton  st,  38.0x90, 
6-sty  brk   tenement   and   store.      Louis   Phillips   et   al   to   Mollle 
Sklaraberg.     Mort  $50,000.     July  2.     July  3,  1900.     1:270—21.     A 
$20,000— $.50,000.  nom 

Madison  st.  No  390,  s  s,  100  e  Jackson  st,  24.10x95.8x2.5x95.8,  0-sty 
brk  tenement  and  store.  Pauline  Goldstein  to  Alexander  Rosen- 
thal. Mort  $31,000.  July  2.  July  8,  1900.  1:205—50.  A 
$  14 ,000- $35,000.  nom 

Manhattan  st,  Nos  3  to  7,  w  s,  07.4  n  Houston  st,  75.4x02,  three 
0-sty  brk  tenements  and  stores.  Isaac  E  Snydecker  to  Samuel 
Cohen.  1/,  part.  Mort  $5O,.5O0.  July  2.  July  3,  1900.  2:357— 
15  to  17.     A  $24,000— $00,OUO.  other  consid  and  100 

Manhattan  st,  Nos  3  to  7,  w  s,  07.4  n  Houston  st,  75.4x02,  three 
0-sty  brk  tenements  and  stores.  Meyer  Chapkowsky  et  al  to  Isaac 
E  Snydecker.  Mort  $5(i,.500.  July  2.  July  3,  1900.  2:357—15 
to   17.     A   $24.000— $()0,000.  other   consid   and   100 

Manhattan  st  In  s,  100  w  Old  Broadway,  runs  n  199.0  to  s  s  Law- 
Lawrence  st  |_  rence  st  x  w  110.2  to  s  s  129th  st  x  —  15.0  x  s 
Broadway  f   33.3  to  e  s  Broadway  x  s  182.5  to  Manhattan  st 

X   e'47.2    to   beginning,    three    1-sty    frame    stores   and   vacant.: 

Charles   Hensle   to   Hensle   Construction   Co.      Mort  $ .     June 

8.     June  29,  1900.     7:1982—55  to  00  and  09  to  74.     A  $70,500— 
$70  500.  other  consid  and  100 

Market  st.  No  53.  w  s,  abt  20  n  Monroe  st,  27x80.5,  5-sty  brk  ten- 
ement and  store.     Amelia  Essner  to  Christian  C   Horn   1%  part 
and  Geo  P  Horn  1/2  part.     June  28.     June  29,  1901).     1:270—22.     A 
$10,000 — $28,000  and  an  annuity  of  $80  per  month  during  her  life. 

Monroe  st.  No  249,  n  s,  277.11  w  Jackson  st,  26.8x94.3x20.8x94.1, 
5-sty  brk  tenement  and  store.  Prank  Feldman  et  al  to  Isaac 
Bloom  and  Joseph  Rosenberg.  Mort  $;i3,000.  June  29.  July  2. 
1900.     1:200-27.     A  $14,000— $30,000.  other  consid  and  100 

Morton  st.  No  14,  s  s,  abt  150  w  Bleecker  st,  25.x90,  5-sty  brk  ten- 
ement. Enrico  V  Pescia  to  Jacob  Grossman.  V4  part  right,  title 
and  interest.  Mort  $20,000.  June  29.  July  2,  1900.  2:580—56. 
A  $13.000— $23,000.  other  consid  and  100 

Morton  st,  No  14,  s  s,  abt  150  w  Bleecker  st,  2.5x90,  5-sty  brk  ten- 
ement. Bernard  Cohen  to  Enrico  V  Pescia.  June  29,  1906. 
2:586—56.    A  $13  000— $23,000.  other  consid  and  100 

Mott  st,  Nos  123  and  125,  w  s,  49.10  n  Hester  st.  50x62.8x49.9x 
62.8,  6-sty  brk  tenement  and  store.  Carmine  Minetti  to  Agostino 
Pescatore.  Mort  $00,000.  June  29,  1900.  1:237—28.  A  $25,- 
200— $52,500.  other  consid  and  100 

Norfolk  st,  No  166.  e  3.  abt  48  n  Stanton  st,  runs  s  25  x  e  55.5 
X  n  e  51  x  w  100.  0-sty  brk  tenement  and  store.  Louis  Levine 
et  al  to  The  C  Realty  Co  Mort  $31. .333. 34.  June  30.  July  2, 
1900.     2:3.55—38.     A   $15,.5O0— $23,(K10.         other  consid  and   100 

Norfolk  st.  No  100.  e  s,  abt  .50  n  Stanton  st,  runs  s  25  x  e  55.5 
X  n  e  51  X  w  10'>  to  beginning,  0-sty  brk  tenement  and  store. 
The  C  Realty  Co  to  Oakdale  Realty  Co.  Mort  $31,333.34. 
June  30.     July  3    1906,     2:3.55—38.     A  $15,.500— $23,000. 

other  consid  and  100 

Oliver  st,  Nos  31  and  33  J   n  w  cor  Madison  st,  runs  n  4.5.4  x  w  77 

Madison  st,  Nos  51  to  5i  |  x  s  9.2  x  e  1.3  x  s  29.10  to  st  x  e 
70.1  to  beginning,  0-sty  brk  tenement  and  store.  Angelo  Legniti 
to  Harry  Abrams.  Mort  $00,000.  July  2.  July  3,  1900.  1:279— 
2.     A  $30.000- $05,000.  other  consid  and  100 

Oliver  st.  No  04,  e  s,  54.2  s  Oak  st,  20x100x2.5x100,  5-sty  brk 
tenement  and  store  and  5-sty  brk  tenement  in  rear.  David  Gor- 
don to  Martin  Garone.  Morts  $20,750.  July  2.  July  3,  1906. 
1:2.52—05.      A  $12,000— $20,000.  otheF  consid   and   100 

Oliver  st,  No  88,  e  s,  42  s  Cherry  st,  runs  s  29  x  e  50.8  x  n  11.1  x  w 
0.0  x  n  18.1  X  w  50.2  to  beginning,  5-sty  brk  tenement  and 
store.  Giovanni  Lordi  to  Alfonso  Torregrossa.  Mort  $18,000. 
Nov  28.  1005.  Re-recorded  from  Nov  20,  1905.  July  3,  1900. 
1:251—72.      A   $10,000— $22,000.  other   consid   and   100 

Park  Terrace  East,  e  s,  103.6  s  218th  st,  44x100x71.1x103.0.  va- 
cant. Chelsea  Realty  Co  to  Henry  Tomsuden,  of  Brooklyn 
Mort  $1,824.     June  29,   1900.     8:2243.  other  consid  and  100 

Park  Terrace  West,  w  s.  203.7  n  215th  st,  50x100,  vacant.  CheN 
sea  Realty  Co  to  'Judith  O'Callaghan.  Mort  $3,040.  July  2. 
July  3,  1900.     8:2243.  other  consid  and  100 

Pearl  st,  No  479,  s  s,  abt  50  e  Hall  pi,  26.8x92  s  s  x25x78.0  n  s. 
3-sty  brk  tenement  and  store.  Release  dower.  Ann  Murrey  widow 
to  Benedetto  Repetti,  Giacomo  Bozzo  and  Francesco  Fasce.  May 
21.     July  3,  1900.     1:159—33.     A  $16,800— $18,000. 

other  consid  and  100 

Same  property.  Margt  J  O'Keefe  et  al  HEIRS,  &c,  John  K  Murrey 
to    same.      May    16.      July   3,  ,1006,       1:159. 

other  consid  and  100 

Pearl  st,  No  45     |  n  s.  abt  105  w  Broad  st.  24x59.9  to  Bridge  st. 

Bridge  st.  No  32|  x27x53.9  e  s,  4-sty  brk  loft  and  store  building. 
Frederic  B  Studwell  to  Albert  M  Woodruff,  of  Brooklyn.  Mort 
$25,000.  June  22.  June  29,  1906.  1:10—5,  A  $10,800— $21,- 
000.  nom 

Perry  st.  Nos  50  and  52l8    e    cor   4th    st,   50x73.5x50x73  3,    6-sty 

4th  st,  Nos  259  to  263    1    brk  tenement  and  store.     Solomon  Ro- 


senfeld  to  Jacob  Busch.  Mort  $78,000.  June  29,  June  30.  1900. 
2:012.  other   consid   and   100 

Perry  st,   Nos  50  and  52|s    e    cor    4th    st,    50x73.5x50x73.3,    0-sty 

4th  st,  Nos  259  to  203  |  brk  tenement  and  store.  Hauben  Realty 
Co  to  Solomon  Rosenfeld.  Morts  $81,000.  June  29.  June  30, 
1900.      2:012.  other  consid  and   100 

Rivington  st.  No  185,  s  s,  100  w  Ridge  st,  25x100.5,  5-sty  brk 
tenement  and  store  and  5-sty  brk  building  In  rear.  Sigmund 
Schnee  to  Hyman  Korovsky.  Mort  $34,000.  June  29.  July  3, 
1900.    ,2:343-15.     A  $18,000— $20,000.  other  consid  and  100 

Rivington  st.  No  118,  n  s,  40  e  Essex  st,  20x75,  3-sty  brk  tenement. 
Arihur  Fishmann  to  Abraham  Spies  and  Stanislaus  N  Tuchman. 
1/,  part.  June  26.  June  29,  1900.  2:354—38.  A  $13,500— $10,- 
OtK).  nom 

Rivington  st,  No  118.  n  s,  40  e  Essex  st,  20x75,  3-sty  brk  tenement. 
Arthur  C  Fishmann  and  ano  EXTRX  Annie  Fishman  to  Abra- 
ham Spies  and  Stanislaus  Tuckman.  June  29,  1906.  2:354 — 38.  A 
$13  500— $10,000.  12,500 

St  Mark's  pi.  No  7  |  n  s,  abt  120  e  3d  av,  24xl22.0x— xllO.6,  w  s, 

8th  st  I     0-sty  brk  tenement  and  store.     Max  Luckow 

to  Abraham  Margolin.  Mort  $30,000.  July  2.  July  3,  1906. 
2:4(;4— 57.     A  $20,000— $40,000.  other  consid  and  100 

St  Nicholas  pi,  w  s,  104.4  u  1.53d  st,  60x104,  1  and  2-sty  brk  stable 
and  vacant.  Fredk  N  DuBois  to  Frank  Frankel.  All  liens.  May 
15.     July  3,  1900,     7:2009—8.     A  .$20,000— $20,000. 

other  consid  and  100 

St  Nicholas  pi,  e  s,  1.50  n  of  c  I  153d  st,  75x100  vacant.  Fredk 
N  Du  Bois  to  Frank  Frankel.  All  liens.  May  15.  July  3,  1006. 
7:2054.  other  consid  and  100 

St  Nicholas  pi,  e  s,  1.50  n  of  c  I  1.53d  st,  25x100,  vacant.  Frank 
W  Blauvelt  to  Frederick  N  Du  Bois,  of  Catskill,  N  Y.  Mar  20. 
Ju-Iy  3,   1906.     7:2054.  nom 

Sniffen  Court,  So  5,  w  s,  39.6  s  36th  st,  and  159  w  3d  av,  runs  n 
w  41  X  s  w  19.9  X  s  e  41  X  n  e  19.9  to  beginning,  2-sty  brk  build- 
ing. Sallie  T  Postlethwaite  et  al  HEIRS,  &c,  Heleq  E  Cole  to 
Frederick  Sturges.    June  29,  1900.    3:891—50.    A  $5,300— $8,000. 

nom 

Spring  st,  No  177  |  n  e  cor  Thompson  st,  23.0x0.5x23.7x05, 

Thompson  st,  Nos  82  and  S4|  5-sty  brk  tenement  and  store.  Margt 
B  Hughes  et  al  EXRS,  &c,  Henry  Hughes  to  Julia  A  wife  Edw  H 
Gallagher.  June  19.  July  3,  1900.  2:502—14.  A  $20,000- 
$25,000.  35,700 

Same  property.  Margt  E  Hughes  et  al  HEIRS,  &c,  Henry  Hughes 
to  same.     Q  C.     June  19.     July  3,  1900.     2:502.  nom 

Stanton  st.  No  316,  n  s.  49.5  w  Goerck  st,  26.7x75,  5-sty  brk 
tenement  and  store,  Rachel  Moses  to  Herman  W  Goldberg,  of 
Brooklyn.  Mort  $24,000.  June  29.  July  3,  1906.  2:330—72. 
A  $12,500— $18,000.  other  consid  and  100 

Stanton  st,  No  292,  n  s.  66.8  e  Cannon  st,  33.4x75,  6-sty  brk 
tenement  and  store.  Louis  Lesser  to  Philip  Springer  and 
Bernhard  Cooperman.  Mort  $32,000.  July  1.  July  3,  1906. 
2:330—38,     A  $16,000— .$35,000.  other  consid  and  100 

Stanton  st.  No  310,  n  s,  49.5  w  Goerck  st,  26.7x75,  5-sty  brk  tene- 
ment and  store.  Annie  wife  Henry  N  Weiss  to  Rachel  Moses. 
Mort  $15,000.  May  1.  June  30,  1906.  2:330—72.  A  $12,500 
—$18  000.  nom 

Stanton  st,   Nos   1.S3   to  187     Is  w  cor  Attorney  st.  runs  w  56.2  x  a 

Attorney  st,  Nos  141  and  143  |  63.4  x  e  10.5  x  n  0.10  x  e  40  to  w 
s  Attorney  st  x  n  02.0  to  beginning,  6-sty  brk  tenement  and 
store.  Isidor  Leipzig  and  ano  to  Ike  Buss  and  Martha  Hirsch. 
Mort  $101,200.  June  29.  June  30,  1906.  2:349—54.  A  $40,- 
000— .$85,000.  other  consid  and  100 

Stanton  st.  No  210,  on  map  No  212.  u  s,  99  5  e  Ridge  st,  26x100, 
6-sty  brk  tenement  and  store.  Herman  Ecker  to  Annie  Goldstein. 
Mort  $41,200.     June  29,  1900.     2:345—72.     A  $18,500—138,000. 

other  consid  and  100 

Sullivan  st.  No  230,  w  s,  95.1  s  3d  st,  20.10x50,  5-sty  brk  tene- 
ment and  store.  Louis  Gordon  to  Moses  Seskin  and  Joseph 
Shule.  Mort  $10,000.  July  2.  July  3,  1906.  2:540— 24.  A 
$9,000- $11,500.  other  consid  and  100 

Sullivan  st.  No  130,  w  s,  100  n  Prince  st,  25x100,  3-sty  brk  tene- 
ment and  store.  Alesanero  Di  Giacomo  to  Antonio  Volpe.  Mort 
$12,050,     June  7.    July  2,  1900.    2:518-^1.    A  $15,000-$15,500. 

nom 

Sullivan  st.  No  230,  w  s,  95.1  s  3d  st,  20.10x50,  5-sty  brk  tene- 
ment  and   store.      Margt   C  Tiencken  and   ano   EXRS.   &c.   Henry 

Tiencken  to  Louis  Gordon.     Mort  $ .     June  30,  1906.     2:540 

—24.     A  $!),000— $11500.  13,000 

Same  property.  Margt  C  Tiencken  et  al  HEIRS,  &c,  Henry  Tien- 
cken to  same.     Q  C.     June  21.     June  30,  1906.     2:540,  nom 

Same  property.  Release  dower.  Margt  C  Tiencken  widow  to  same. 
June  14.     June  30,  1906.     2:540.  nom 

Van  Corlear  pi,  n  w  s  bet  225th  st  and  228th  st,  and  being  lot 
109  map  North  Marble  Hill,  '57.11x106.8x50x135.11.  Frank 
Goddard  to  Mary  S  Weiffenbach.  June  18.  July  3,  1906. 
13:3402.  other  consid  and  100 

Van  Dam  st,  Nos  95  and  97,  n  s,  abt  100  e  Greenwich  st,  50x100.9 
x48.8xl01.6,  two  2-sty  brk  tenements.  Susan  H  Geissenhalner 
to  Louisa  A  Davids,  of  New  Rochelle,  N  Y.  June  25.  June  29, 
1906.     2:. 597— 70  and  71.     A  $24,000— $25,000.  nom 

Walker  st.  No  91,  s  s,  25.3  w  Lafayette  st,  24x86.3x24x86.6,  3-sty 
brk  tenement  and  store.  Chas  H  Hanson  to  J  Archibald  Murray. 
Mort  $18  0110.  Jan  17.  June  30,  1900.  1:195—16.  A  $26,500 
— $30  000.  other  consid  and  100 

Washinston  pi.  No  120]  s  s,  80.  e  Barrow  st,  runs  s  83.4  to  4th  st, 

4thst.   No   183  I     X  —  21.9  x  91.7  .to  pi,  x  —  20  to  beginning, 

3-sty  bik  dwelling.  Henry  G  Dobson  and  ano  TRUSTEES  Maria 
Dobson  to  Margt  D  Brinkman.  July  2,  1900.  2:592—0.  A  $11,- 
C00-$13,000.  18  000 

Water  st,  Nos  357  and  359,  s  e  s,  abt  40  s  w  James  slip,  33.4x 
70,  two  4-sty  brk  tenements  and  stores.  Thos  C  Adams  to 
Mary  Healv.  Mort  $8,000.  July  2.  July  3,  1906.  1:110—30. 
A  $10,200^$12,000.       .  100 

Water  st,  No  50,  n  s,  156.5  e  Coenties  slip,  runs  w  23.5  x  n  65 
x  e  5.10  X  s  2  X  e  0.4  x  s  2.8  X  e  17.5  x  s  60.4  to  st,  at  beginning. 
5-sty  brk  loft  and  store  bldg.  Helen  C  Irving  to  Fannie  B  Elting, 
Brooklyn.  B  &  S  and  C  a  G.  Mort  $10,000.  June  28.  June  29, 
1000.     1:30—29.     A  $12,800— $17,500.  other  consid  and  100 

West  st,  Nos  13  and  14,  e  s,  269.11  n  e  Battery  pi,  runs  s  e  104 
X   n   6  36.8  X   n  w    104  x   s  w  36.9,   5-sty  brk   loft   and  store 
building.      Josephine    Whitney   et    al    EXRS   and   TRUSTEES    to 
June    2.      July    3,    1906.      1:15—14.      A 

81,500 
abt  120  n  Rivington  st.  25x100,  6-sty  brU 
Adolph  Powell   to   Samuel   Eckert.     Mort 


Century    Realty    Co. 
$26,300— $42,500. 
Willett  st.   No  84.  e 
tenement   and   store. 


$24,000.     June  29,  1906.     2:339 — 44. 


A  $16  000— $34,000. 

other  consid  and  100 
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Worth  at,  Nos  71  and  73,  n  s,  75  e  Church  st,  50x100.5,  5-sty 
brk  loft  and  store  building.  Release  mort.  Greenwich  Sav- 
ings Bank  to  Eliz  M  Bliss.  June  28.  July  3,  1906.  1:173 — 8. 
A  $134.300— $100,000.  87,500 

2d  St,  No  231.  s  s,  abt  343  w  Av  C,  24.!1x81.9x24.10x,S0.7  e  s.  7-sty 
.  brk  tenement  and  store.  Klara  Josephson  to  John  J  and  Mon- 
■■    tague  Aaron.     Mort  $22,500.     June  2S.     June  29.  190C.     2:384— 

20.     A  .$11, .500— $30,000.  other  consid  and  1IX» 

3d  St,   No  3.52,   s  s,  31   w  Manhattan  st,   runs  s  40.2  x  e  0.2  x  s 
,      12.8  X  w  0.2  X  s   10  X  w  31.1  x  n  08.11   to  s  s  3d  st,  x  e  31.4 
to   beginning,  7-sty  brk  tenement  and  store.     Isidor  Strauch  to 
Sigmund  Morgenstern.     Morts  $39,500.     June  29.     July  3,   190G. 
2:357—12.     A  $14,000— $30,000.  other  consid  and  100 

3(J  St.  No  88,  s  s,  .50.1  e  Sullivan  st,  25x70.3,  5-sty  brk  tenement 
'     and  store.     Alfred  S   Engel   and  ano   to   David   Stern   and  Jacob 
Lien.      Mort   $21,500.      June  30.      July   2,    1906.      2:539—16.      A 
$12,000— $19,000.  other  consid  and  100 

.3d  st,   Nos  387  and  389,  on  map   Nos  38!)  and  391,   n  s,   150.10  e 
'     Lewis  st,   50.x97,  6-sty  brk  tenement.     Morris  J   Simon   et  al   to 
Jacob  Klein  and  Morris  Rosner.     Mort  $58,000.     June  29.     July  2. 
1900      2:358.  other  consid  and  100 

,4th  st,   Nos  213  and  215,  n  s,  273.4  w  Av  B,  47.8x96.2.  6-sty  brk 
'     tenement  and  store.     Morris  Janos  et  al  to  Harry  Saltzman.     Mt 
$78,(KX>.     June  30.     July  2,   1906.     2:400—50.     A  $26.000-$65.- 
000.  other  consid  and  100 

.4tU  st.  No  63.  n  s,  167.5  e  Bowery  st,  25x100,  6-sty  brk  tenement 
and  store.     Samuel  and  Ida  Levy  to  Alter  Gottlieb  and  Nathan 
Hirschfeld.   each   L'.   part.      Mort  $40,000.     July  2,   1906.     2:460 
,    —,55.     A  $16,(X)<>— $.37,000.  '   other  consid  and  1(X) 

4th  st.   No  370,  on  map  Nos  368  and  370,  s  s,  75  e  Av  D,  46x96, 
6-sty  brk  tenement  and  store.     Leonard  Hefter  to  Joe  Hirshhorn. 
Mort  $59,500.     June  28.     June  29,  1906.    2:357—63.     A  $26,000 
'    — $60,000.  other  consid  and  100 

5th  st.  No  223,  n  s,  abt  275  w  2d  av,  25x97,  5-sty  brk  tenement 
and  store.  Rosa  Gentzlinger  EXTRX  Henry  Gentzlinger  to 
.Mendel  Singer.  Mort  $20,000.  July  2.  July  3,  1906.  2:461— 
45.     A  $15.000— $28,000.  40,000 

5th  st,  Nos  705  and  707,  n  s,  75.3  e  Av  C,  runs  n  72.9  x  e  20 
X  n  24.3  x  e  22.7  x  s  97  to  st;,  x  w  42.7  to  beginning,  6-sty 
brk  tenement  and  store.  Blume  Hochberg  to  Louis  Deitsch,  of 
Brooklyn.     Mort  .$59,000.     July  2.     July  3,  1900.     2:375. 

other  consid  and  100 
'5th  st,  Nos  306  and  308,  s  s.  143.2  e  2d  av,  42.5x96.2,  with  all  ti- 
tle to  strip  ad]  on  east.  0.2'!4x96.2.  6-sty  brk  tenement  and  store. 
Annie  Wolburg  to  Bene  Posner.     Mort  ,$64,(X)0.     June  28.     June 
29,  1906.     2:446—11.     A  $25,0<X)— $60^000.      other  consid  and  100 
6th  st.   No  609.  n  s.   168 


and   store.     Judah  Pinas 
Praskin.      Mort   $28,375. 
A  $11.000— $25,000. 
6th  St.  No  230.  s  s,  180.3 


e   Av   B,   2.5x70.10.   6-sty   brk  tenement 

et   al   to  Samuel  Hyman  and   Benjamin 

June  27.     June  29.  190<i.     2:389—56. 

100 
w  2d  av  25x97,  5-sty  stone  front  tene- 
ment.    Charles  Gilinsky  to  Oscar  Dobroczynski.     Mort  $28,000. 
June  30.     July  3,  1906.     2:461—23.     A  $15,000— $28,000. 

other  consid  and  100 
6th  si,  No  230,  s  s,  180.3  w  2d  av,  2.5x97,  5-sty  stone  front  tene- 
ment.      Oscar    Dobroczynski    to    Aaron    Mintz.       Mort    $28,00<!). 
July  2.     July  3,  1906.     2:461.  other  consid  and  100 

6th  st.  No  335.  n  s,  175  w  1st  av,  25x90.9.  5-sty  brk  tenement 
and  store.  Mary  Berkowitz  to  Sam  and  Jacob  Etlinger.  Mort 
$25,0<Xt.    July  2.    July  3,  1906.    2:448-38.    A  $14,000— $25.0<». 

other  consid  and  100 
7th  st,  Nos  209  and  211,  n  s.  283  w  Av  C,  40x97.6.  6-sty  brk  ten- 
ement and  store.     Saml  Friedman  et  al  to  Abraham  Gronowitz. 
Mort  $68,000.     June  29,  1900.     2:390—50.     A  $24.0(.10— $52,000. 

nom 
9th   st.   No   623,   n   s,   333   w   Av   C,   2.5x92.3.   7-sty   brk   tenement 
•and  store.     Malka  Marder  to  Bernard  Ojzerkis,  Isidor  Silverman 
and   Symon     Fuchs.        Mort   $.37,800.        June   11.      July  3,   1906. 
2:392—51.      A  $13,000— $34,000.  other   consid   and  100 

9th  st.  No  337,  n  s,  175  w  1st  av,  25.x92..3,  5-sty  brk  tenement. 
Morris  P  Joachim  to  Nathan  Orlans  and  Isaac  Salmanowitz. 
Morts  $28,000.  July  2.  July  3,  190ti.  2:451 — 13.  A  $13,0CK>— 
$20,000.  other  consid  and  100 

10th  st,  Nos  374  to  378,  s  s,  abt  228  w  Av  C,  50x92.3.  6-sty  brk 
tenement  and  store.  Myer  Kaplan  et  al  to  Isaac  Miller.  Mort 
.$67,000.  June  28.  June  29,  1906.  2:392—22.  A  $24.000— $05.- 
000.  other  consid  and   100 

10th  st.  No  2.54,  s  s,  100  e  1st  av,  runs  s  46.2  x  w  10  x  s  23.1  x  e 
10  X  s  2.3  X  e  28  X  n  92.3  to  st  x  w  28  to  beginning.  4-sty  brk 
tenement  and  4-sty  brk  tenement  in  rear.  Annie  C  Mahnken  to 
Lester  M  Shapiro.  Isaac  Lintz  and  Julia  Dorfman.  Mort  .$8,000. 
June  29.     June  30,   1906.     2:437—9.     A  $15,000— $19,000. 

•  other  consid  and  100 
11th  st.  No  707,  n  e  s.  133  s  e  Av  C,  25xia3.3,  3-sty  brk  stable, 

Tillie  Simon  to  Julia  I  Fraser.     Mort  $8,700.     June  28.     July  3, 

1906.     2:381—34.      A  $7,000— $8,000.  nom 

13th  St.  Nos  319  and  319y2  and  321.  n  s,  2.50  w  Sth  av.  50x103.3, 

5-sty  brk  tenement  and  4-sty  brk  tenement  and  3-sty  brk  build- 
ing in  rear.     Mort  $26,<XI0. 
13th  st.  No  323,  n  s.  300  w  Sth  av.  2.5x103.3,  4-sty  brk  tenement. 

Mort  $13,000. 

Pincus  Lowenteld  et  al  to  Lillie  wife  of  and  Alexander  Pfeiffer. 

June  29,  1906.     2:629—51  to  53.     A  $35,000— $44..-00. 

other  consid  and  100 
13th  st.  No  641,  n  s,  169.6  w  Av  C,  27x103.3,  5-sty  brk  tenement. 

Samuel  Friedman  et  al  to  Moses  Pechter.     Mort  $22,500.     June 

15.    1904.       (Rerecorded    from    June    23,    1!X)4.)      July    3.    1906. 

2:396 — 12.     A  $8,.5(K")— $20,000.  othpr  consid  and  100 

14th  St.  No  424.  s  e  s.  319  s  e  from  s  cor  1st  av  and  14th  st.  runs 

s  w  100.3  X  s  e  25  X  n  e  1(K).3  to  st  x  n  w  25  to  beginning.  5-sty 
-   brk   tenement.      Johann   A    Bauer   INDIVID   and   EXTRX   Louisa 

Bauer  to  Frank  Gens  and  David  Frankel.     Mort  .$5.(H)0.     June  .30. 

1906.     2:441—19.     A  $14.000— $18,000.  other  consid  and   10<1 

14th  st,  Mo  424.  s  e  s,  319  s  e  from  s  cor  1st  av  and  14th  st,  runs 

a  e  100..3  x  e  25  x  s  3  x  w  25  x  n  3  to  beginning,  probable  error. 

5-sty  brk  tenement.     Johann  A  Bauer  to  Frank  Gens  .and  David 

Frankel.     Q  C.     June  .30,  1906.     2:441—19.     A  $14,000— $18,000. 

nom 
16th  st,  Nos  323  and  325,  n  s,  120  e  Livingston  pi,  32.6x92,  6-sty 

•  brk  tenement.  Max  Leserman  et  al  to  Maud  B  Prentice.  Mort 
$44,000.    July  2.    July  3,  1906,    3:922—52.    A  $20,000— $45,000. 

^        '   ^  other  consid   and   HlO 

loth  st.  No  504.  s  s,  95.6  e  Av  A.  2.5x75.  5-sty  brk  tenement  and 

store.     Samuel  Levin  and  ano  to  Edward  Etheimer.     Mort  $18,- 
,000.     July  2.     July  3,  1906.     3:973— .54.     A  .$6,500— $12,500. 

other  consid   and   100 
16th- st, -Nos  518  to  524,  s  s,  270.6  e  Av  A,   75x103.3.  four  4-sty 

brk -tenements.     Jacob  Gold  to  Milton  M  Ejsman.     Mort  $.39,000. 
.  .June-29,  1S06.     3:973 — 14  to  47.    A- $22,000— $36,500. 
'■   -  -■ other  consid  and  lOO 


17th  st,  s  s,  .bet  Sth  and  6th  avs,  — x — .  Release  restriction. 
Samuel  J  Silberman  to  whom  it  may  copcern.  June  13.  July  3, 
1906.     3:818.  

20th  st.  No  24,  s  s,  420  w  .5th  av,  25x92,  4-sty  stone  front  dwelling. 
Frances    E    Woodbury    to    Realty    Holding    Co.      June    29.    IIMII). 
3:821 — 58.     A  $44.(MXl— .f.'iO.tXll).  other  consid  and  lOO 

20th  St.  No  7,  n  s,  220  w  ."iih  av,  25x92,  4-sty  brk  dwelling.  Janet 
L  McVickar  et  al  EXRS.  &c.  Janet  S  Lansing  to  Edward  H  Van 
Ingen.     July  2.   I'.MXi.     ;J:,S22— 29.     A  .$45,000— $,53,IHH).  66,000 

20th  st,  Nos  219  and  221,  n  e  s,  abt  240  w  7th  av,  50x78.4x50x 
79.6,  s  e  s,  two  .5-sty  brk  tenements.  Elizabeth  von  Sternberg 
Hyde  to  Albert  F  Hyde,  of  Morrislown.  N  J.  B  &  S  and  C  a  G. 
June  29.     July  3,  1906.     3:770—28  and  29.     A  $18,(;kX)— $42,(XM). 

nom 

20th  st.  No  122,  s  s,  278.8  w  6th  av,  25.\02.  5-sty  brk  building. 
John  Wittner  to  Herbert  J  Cochran.  July  2.  July  3,  1906. 
3:795— ,55.     A'  .$32,000— .$38,<M)0.  100 

20th  st.  No  217,  n  e  s,  abt  215  w  7th  av,  25x79.6x25x80.1,  s  e  s, 
2-sty  frame  tenement  and  store  and  2-sty  frame  tenement  in 
rear.  Paul  Tierner  to  Albert  F  Hyde,  of  Morristown,  N  J.  Mort 
,$9,000.     June  29.     July  3,  1906.     3:770—30.     A  $7,500— $8,000. 

14,500 

21st  st.  No  345,  n  s,  200  e  9th  av,  25x98.8,  5-sty  brk  tenement. 
Aaron  Goldstein  to  Aaron  C  Horn.  July  3,  \Q(Mj.  Mort  $28,000. 
3:74.5—12.     A  $ll,.50O— $26,000.  other  consid  and  100 

21st  st,  No  345,  n  s,  200  e  9th  av,  25x98.8,  5-sty  brk  tenement. 
Louise  Simon  EXR  and  TRUSTEE  to  Aaron  Goldstein,  of  Co- 
rona, Queens  county.  June  15.  July  3,  1906.  3:745 — 12.  A 
$ll,5tx;» — .$2i;.(MiO.  other  consid  and   100 

22d  st.  No  156  (102),  s  s.  92.4  w  3d  av.  16.4x98.9.  4-sty  brk  dwell- 
ing. Release  mort.  The  Greenwich  Savings  Bank  to  Myra  G 
Hall.  June  28.  June  29.  190G.'  3:877-53.  A  $10,500— $13,- 
imX».  nom 

22d  st.  No  1.56,  s  s,  92.4  w  3d  av,  16.4x98.9,  4-sty  brk  dwelling. 
Myra  G  Hall  to  Howard  Conkling.  Mort  $6,.500.  June  29,  1906. 
3:877- .53.     A  $10..5o0— $13.(X)0.  100 

24th  st.  No  231,  n  s,  2(M1.2  w  2d  av,  29.4x98.9.  7-sty  brk  tenement 
and  store.  Garson  Kamen  to  Adolph  Schlesinger.  Mort  $41,500. 
July  2.     July  3.  lOtXi.     3:90.5—19.     A  $12,.500— .$42,000. 

other  consid  and  100 

24th  st.  No  .340,  s  s,  100  w  1st  av,  25x08.9,  5-sty  brk  tenement 
and  store.  Chas  P  Weis  to  Rudolph  J  Casey.  June  2.S.  June  29. 
1906.     3:929—39.     A  $:i..5(XI— $18,000.   .         other  consid  and  100 

27th  st,  No  434,  s  s.  32.5  e  loth  av.  25x98.9,  5-sty  stone  front  tene- 
ment. Isidor  Marcus  to  Lena  Marcus.  Mort  $22,iXJO.  June  .5. 
June  29,  1906.     3:724 — 55.     A  .$9,(M)0— $22,000.  7,300 

2Sth  St.  Nos  2.38  and  240.  s  s,  100  w  2d  av,  .50.x9S.8,  6-sty  and  part 
of  6-sty  brk  tenements  and  stores.  Samuel  Rogers  et  al  to  David 
Kidansky  and  Louis  J  Levy.  June  9,  1904.  Rerecorded  from 
June  16.   1904.     June  .3(»,   IftOO.     3:908.  other  consid  and  100 

28th  st.  No  236,  s  s,  1.50  w  2d  av,  25x9.8.9.  6-sty  brk  tenement  and 
store.  Morris  Baer  to  Hugo  D  Rosendorf.  B  &  S.  Mort  $10,- 
000.     June  29.     June  .30,   1906.     3:908.  nom 

31st  st.  No  25.  n  s,  375  w  Sth  av,  2.5x9.8.9,  4-sty  brk  building  and 
store.  Samuel  E  Jacobs  to  Wm  C  Adams.  Mort  $57,000.  June 
30,    190(5.      &:833— 26.      A    $63,000— $70,000. 

other  consid   and   100 

34th  St.  No  312,  s  s,  200  w  Sth  av,  25x98.9,  3-sty  stone  front 
dwelling.  Helene  E  wife  of  and  Dr  Eugen  O  Bachmann  to  Wm 
Sauter.  Mort  $17,000.  June  29.  July  3,  1906.  3:757—45.  A 
$23,<HX1 — $2S.(XKt.  other  consid  and  100 

34th  st.  No  258,  s  s,  173.6  e  Sth  av.  13.3x84.6.  I 

Interior  lot  at  c  1  block  bet  33d  and  34th  sts  and  17.3.6  e  Sth  av,| 
runs  e  26.6  x  n  14.3  x  w  26.t>  x  s  14. .3  to  beginning.  4-sty  stone 
front  dwelling  and  part  2-5.ty  brk  building  in  rear.  Anna  M 
Jeroloman  to  Alex  H  Pincus.  July  2.  July  3.  1906.  3:783 — 77. 
A  $27.011(1 — $29,0(X\  other  consid  and  1(X) 

;Uth  St.  No  312,  s  s.  2(M(  w  Sth  av,  25x98.9.  3-sty  stone  front 
dwelling.      Wm   Sauter   to    Revel   Realty   &   Securities  Co.      Mort 

$17.0(K>,  also  another  mort  .$ .     July  2.     July  3.  1906.     3:757 

— 15.      A   $23.000— $28,000.  other   consid   and   100 

.'{4th  St.  No  161.  n  s,  .87.6  w  3d  av,  runs  w  27  x  n  82  x  s  e  9.3 
X  n  e  17. .5  x  e  1.5  x  s  97.5  to  beginning.  .5-sty  brk  tenement. 
.Albert  H  Bultman  et  al  to  Shapiro,  Levy  &  Starr  (corporation). 
July  3.  1906.     3:890.  other  consid  and  100 

34th  St.  No  163,  n  s,  51.2  w  3d  av,  runs  w  36.4  x  n  97.5  x  e  24.6 
X  s  .51.9  X  e  4  X  s  21. .5  x  e  8  x  s  24.4,  5-sty  brk  tenement. 
Albert  H  Bultman  et  al  to  Shapiro,  Levy  &  Starr  (corporation). 
July  3.   1906.     3:890.  other  consid  and  100 

.'iSth  St.  Nos  3(>  and  3.S.  s  s,  475  w  .5th  av.  40x9.8.9,  7-sty  brk  ten- 
ement. Jacob  Neadle  to  Fort  Amsterdam  Realty  Co.  Mort  $180,- 
000.     July  2.    19(X!.     3:,s.3(>— 64.      A   $92.(XM>— $170,(X)0.         omitted 

3.5th  St.  No  .34.  s  s.  4.55  w  Sth  av.  20x75.3.  .3-sty  brk  building  and 
store.  Release  mort.  The  Mortgage-Bond  Co  to  Jacob  Neadle. 
June  29.     June  30.  l'.MI6,     3:83(3-62.     A  ,$37.000— $45,000.    S0,0(X) 

.'iSth  St.  No  .302,  s  s,  72  e  2d  av.  2,8x98.9.  4-sty  brk  tenement  and 
store.  Sarah  Corrigan  to  College  of  Dental  and  Oral  Surgery  of 
N  Y.     June  29.   19(Xi.     3:940—58.     A  $9,(100— $12.(XX>. 

other  consid  and  1(X) 

.36th  st.   No  419,  n  s.  275  w  9th  av,  25x98.9.  S-sty  brk  tenement. 
Karl    Rehfuss    to    Geo    Rehfuss.      Mort    $4,0IX\      July    2,    1906. 
3:734—22.     A   .$9.(XHJ— .$21,000.  other  consid  and   100 

37th  st,  No  160.  s  s.  loo  w  3d  av.  20x98.9,  4-sty  stone  front 
dwelling.  Chas  A  McMann  to  Jessie  H  Williams,  of  Norwich, 
Conn.    June  29.     July  3.  1906.    3:892 — 49.     A  $14,.500— $22,000. 

nom 

3.8th  st,  No  514.  s  s,  225  w  10th  av.  18.9x90,  4-sty  brk  tenement 
and  store.  Catherine  O'Brien  to  William  and  Philip  Hoffmann. 
June  30.     July  3.  1906.     3:709 — 18.     A  $4..5(.XV- .$6,500. 

other  consid  and  100 

;i8ih  St.  No  510,  s  s,  175  w  10th  av,  25x98.9,  3-sty  frame  (brki 
front)   tenement   and  store.  I 

:i8th  st,  No  512,  s  s,  200  w  10th  av,  25x90,  4-sty  brk  tenement 
and  store.  -  j 

Catherine  O'Brien  to  William  and  Philip  Hoffmann.     Mort  $4,000. 
June  30.     July  3,  1906.     3:709 — 16  and  47.     A  $12,500— $16,500. 

other  consid  and  100 

38th  st.  No  514,  s  s,  225  w  10th  av,  18.9x90.  4'-sty  brk  tenement 
and  store.  Catherine  O'Brien  widow  et  al  HEIRS.  &c,  Francis 
McKiernan  to  Catherine  O'Brien.  June  13.  July  3.  1906. 
3:709 — 18.     A  .$4. .500— $6,500.  other  consid  and  100 

.•;8th  st,  Nos  307  to  313,  n  s,  125  e  2d  av.  runs  e  1(X>  x  n  122.6 
X  w  125  X  s  11.9  X  s  e  —  x  s  99.1  to  beginning,  three  5  and  one 
4-sty  brk  tenements,  store  in  No  313,  and  1  and  2-sty  brk 
buildings  in  rear.  George  Willi,  Jr.  to  Denis  Linehan.  Mort 
.$44,0(X1.  July  2.  July  3,  1906.  3:944 — 6  to  9.  A  $38,000— 
$67,5(X).  nom 

39th  St.  No  311.  n  s.  175  e  2d  av,  25x98.9,  5-sty  brk  tenement 
and  store.  Nathania  S  .4nspacher  to  Isaac  S  Heller.  July  2. 
July  3.  1906.     3:94.5—10.     A  .$8,000^$14.000.  other  consid  and  1(X> 
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;{!Hh  St,  No  311,  11  s,  175  e  2d  av,  25x98.9,  5-sty  brk  tenement 
and  store.  Matilda  Muendel  to  Nathania  S  Anspacher.  Mort 
)i;il,0(XI.     July  2.     July  3,  190C.     3:945—10.     A  $8,(X)0— $14,000. 

other  consid  and  100 

40th  St,  No  455,  n  s,  140  e  10th  av.  20.\98.9,  4- sty  brk  tenement. 
Julius  Miller  to  Marcus  L  Osk  and  Isidore  Edelsteln.  Mort  $3,- 
(XIO.      July   3,    VM»;.     4:1050— ti.      A   $0,000— .f 7, 500. 

other  consid  and  100 

40th  St,  No  119,  n  s,  abt  125  w  Lexington  av,  25x  i/&  block,  4-sty 
stone  front  dwelling.  Geo  H  Robinson  to  Helen  Wilson.  B  &  S. 
July  3,  190G.     Morts  $54,000.    5:1295—12.     A  $32,000— $37,000. 

other  consid   and   100 

40th  st.  No  119,  n  s,  abt  12ij  w  Lexington  av,  25x  %  block,  4-sty 
stone  front  dwelling.  Ulysses  D  Eddy  and  ano  EXRS,  &c,  Jane 
B  Eddy  to  Geo  H  Robinson.  June  27.  July  3,  190t!.  5:1295 — 12. 
A  $32,(KtO — $37.<l(JO.  60,000 

41st  st.  No  312.  s  s,  175  w  8th  av,  25x98.9,  (i-sty  brk  loft  and 
store  building.  Danl  F  Mahony  to  Caroline  L  Bleecker,  of  Cold 
Spring  Harbor.  N  Y.  Mort  $18,000.  June  30.  July  3,  1900. 
4:1031 — 10.     A  $11.000 .  other  consid  and  1(X) 

42d  st,  No  359,  n  s,  120  e  9th  av,  runs  n  70  x  e  18.3  x  s  20  and  50 
to  st  X  w  18.0  to  beginning,  4-sty  brk  tenement  and  3-sty  brk 
building  In  rear.  Emma  L  Shirmer  to  Annis  M  Sloane.  Mort 
$13.00<J.  June  28,  June  30,  1900.  4:1033—0.  A  $11,000 — 
$14,00t).  other  consid  and   100 

43d  St.  Nos  320  to  330.  s  s,  325  w  8th  av,  75x100.5,  three  5-sty  brk 
tenements.  Harry  Levey  to  Louis  Lese,  Louis  S  Barnard  and 
Robert  Garcewich.  Mort  $83,125.  June  29.  June  30.  1900. 
4:1033—10  to  48.     A  $37.500— $70,000.  other  consid  and  100 

44th  st,  Nos  109  to  121,  n  s.  125  w  Olh  av,  125xlo0.4,  three  5-sty 
stone  front  dwelling  and  vacant.  Abraham  Stern  et  al  to  Geo 
B  Young.  Morts  $190,000.  June  28.  June  29,  1900.  4:997—23 
to  25.      A  $205, (XIO— $214,000.  other  consid  and  100 

44th  st,  No  208,  s  s.  1.55  e  3d  av.  25x100.5,  .5-sty  brk  tenement  and 
store.  Abram  Bachrach  to  Nicholas  M  Daly.  Mort  $21,000.  May 
25.     June  29,'  1900.     5:1317—42.     A  $10,000— $10,(.I(M). 

other  consid  and  100 

45th  st,  No  4.54,  s  s,  75  e  10th  av,  2.^x75.3,  5-sty  brk  tenement. 
Elizabeth  Hawthorn  to  Henry  and  Rudolph  Weber  and  Jacob 
Hirsch.  July  2.  July  3,  IWli.  4:10,54 — Ol'/g-  A  $9,000— $13,- 
000.  other  consid  and  100 

45th  st,  Nos  535  to  547,  n  s,  200  e  11th  av,  125x100.5.  1  and  2-sty 
brk  buildings  and  vacant.  John  F  Shanley  EXR  Bernard  F 
Shanley  to  Wm  J  Fitzgerald.  June  19.  July  3,  1900.  4:1074 
—9  to   13,     A  $32,500— .$33,500.  51,0(X) 

40th  St.  No  325,  n  s,  301.8  w  8th  av.  19.0x100.5,  4-sty  stone  front 
dwelling,  Eliz  1'  wife  Benj  P  De  Groot  to  Margt  L  Goggin,  Mort 
$11.(IW.  July  2,  July  3,  1900.  4:1037—20.  A  $10,500— $10.- 
000. 

40th  st,  No  444, 


s  s,  zJo  e 


other  consid  and  100 
10th  av,  25x100.5,  5-sty  brk  tenement 
and   store.      David   Cohen   et   al   to   Henry   Levy.      Mort   $17,000. 
July  30  (?),  1900.     July  2,  1906.     4:1055—55.     A  $9,000— $10,- 
000.  other  consid  and  100 

47th  St.  No  20,  s  s,  290  w  5th  av,  20x100.5.  4-sty  stone  front 
dwelling.  Mark  T  Cox  EXR  and  TRUSTEE  to  Whitney  Lyon. 
May  21.     July  3.  1900.     5:1202—19.     A  $.50.(:KH) — $.54,000.       60,000 

47th  st.  No  118,  s  s,  550  e  7th  av,  18.9x100.5,  5-sty  stone  front 
dwelling.  Louis  Leavitt  to  Christopher  D  Sullivan.  Mort  $12,- 
000.     July  3,  1900,     4:999—42.     A  $22,000— $23,000.  100 

48th  st,  n  s,  450  w  10th  av,  7.5x100.5.  vacant.  The  Acme  Build- 
ing Co  to  The  Salvation  Army,  a  corporation.  Mort  .$29,500. 
June  28.  June  29,  190(j.  4:1077—11  to  13.  A  $19,500— $19.- 
500.  nom 

50th  St.  No  .501.  n  s.  23  e  11th  av,  25.8x48.11.  5-sty  brk  tenement 
and  store.  Charles  Beck  to  Ben  Besunder.  Mort  $9,000.  June 
29.     July  3,  1900.     4:1079—1.     A  $8,000— $20,000. 

other  consid   and   100 

50th  st,  No  365,  n  s.  100  e  9th  av.  25x100.5,  5-sty  brk  tenement 
and  store.  James  P  Mack  to  Paul  Kaskel  and  Abe  Bruder,  N  Y. 
and  Frank  Hahn.  of  Brooklyn.  Mort  $24,(KIO.  July  2,  1900. 
4:1041—5.      A   $12,.50O— $25.(.KJ0,  other   consid   and   100 

50th  St.  No  417,  n  s.  155.7  e  1st  av,  19.5x1005.  4-sty  stone  front 
dwelling.  Joseph  Danzig  to  Feist  Samuels.  Mort  .$4,000.  June 
21.     June  29,  1900.     5:1.302—7.     A  $5,000— $8,000. 

other  consid  and  100 

51st  St.  Nos  629  to  041]  n  s,   225  e  12th  av.  runs  n  100.5  x  e  50  x 

52d  st,  Nos  030  and  (i32j  n  100.5  to  s  s  52d  st,  x  e  50  x  s  100.5  x  e 
75  X  s  100.5  to  .51st  st,  x  w  175  to  beginning,  2  and  4-sty  brk 
cooperage  and  stable.  John  T  Brook  to  Alexander  List.  Mort 
$70  000.  June  30.  July  2,  1900.  4:1099—10  to  14  and  51.  A 
$58,500— $83,00<J.  100 

51st  st,  No  537,  n  s,  300  e  11th  av.  25x1/2  block,  5-sty  brk  tene- 
ment and  store.  Samuel  Groszmann  to  Bernard  Tonjann.  Mort 
$0,000.     July  2,   1900.     4:1080—13.      A   $7.000— $13,000.  nom 

52d  St.  Nos  318  to  322.  s  s,  237  e  2d  av,  57xltM).5.  0-sty  brk  tene- 
ment and  store.  Louis  Frank  to  Rachel  Cohn.  Wolf  Aaron  and 
Leopold  M  Rothman.  Mort  $00.0(X».  June  28.  June  29,  1900. 
5:1344 — 11  to  43.     A  $10,.5<X1— $24  000.  -  other  consid  and  100 

.53d  st,  No  448,  s  s.  125  e  10th  av,  25xltK>.5,  ,5-sty  brk  tenement  and 
store.  Johanna  Ryan  to  Wm  Ryan.  June  28.  June  29,  1900. 
4:1002—59.     A   $9,(H10— $21,0(X).  other  consid  and   lOO 

53d  st,  Nos  418  and  420,  n  s,  234  e  1st  av,  40x100.5,  two  3-sty 
frame  tenements.  Margt  E  Morris  to  Wm  P  Rinckhoff,  Mort 
.$13,000.  July  2.  July  3,  1900.  5:1305—10%  and  11.  A  .$9,00t) 
—$10,000.  other  consid  and  100 

54th  st,  No  232,  s  s.  200  w  2d  av,  25x100.4,  5-sty  stone  front  tene- 
ment. Leopold  Kautmann  to  Jonas  Weil  and  Bernhard  Mayer. 
Mort  $16,000.  July  2,  July  3,  1906.  5:1327—3.3.  A  $10,000— 
$14,000.  other  consid  and  100 

54th  st.  No  232,  s  s,  200  w  2d  av,  2.5x100  4,  5-sty  stone  front  tene- 
ment, Harry  N  Kohn  to  Leopold  Kaufmann.  Mort  .$12,000. 
June  2.     July  3,  1906.     5:1327—33.     A  $10,000— $14.0tJ0. 

other  consid  and  KX) 

55th  st,  No  336,  s  s,  240  w  1st  av,  19.0x100.5.  5-sty  brk  tenement. 
Frances  White  to  Carl  Heim.  Mort  $8,000,  July  2,  July  3, 
1906.      5:1347—37.      A   $5..5O0— $11,.500.  other   consid   and   100 

With  st,  No  443.  n  s,  200  e  10th  av,  25x100.5,  5-st_y  brk  tenement. 
Emma  E  Steele  to  Benjamin  Menschel.  Mort  $13,000.  June  20, 
July    3.     19<Xj.       4:106(')— 9.      A    $9,000— $15,000. 

other   consid   and    100 

56th  St.  No  443,  n  s.  200  e  10th  av,  25x100,5,  5-sty  brk  tenement. 
Benjamin  Menschel  to  Joel  Jacobs,  Wm  Marienhoff  and  Meyer  C 
Jacobs.  Mort  $17,0t)0.  July  3,  1906.  4:1060—0,  A  $9,000 
— $15.0(MJ,  other  consid  and  100 

.58th  St.  No  407.  n  s.  10<15  e  1st  av.  10.8x100,4.  | 

5,Sth  St.  No  405.  n  s.  88.10  e  1st  av,  17.7x100.4. 
two  3-sty  stone  front  dwellings.  1 

Jacob  Klingenstcin  to  Clara  wife  of  and  Benjamin  Rosenblatt. 
Mort  $13.0(30.  June  20,  June  29.  1900.  5:1370— I'/a  and  5.  A 
$10.500 — $13,500.  other  consid  and  100 


58th  st,  No  118,  s  s,  220  w  Lexington  av,  19x100.5,  3-sty  stone 
front  dwelling.  Ellas  Spingarn  to  Howard  W  Pierce.  Mort 
$10,000.  June  19.  July  3,  1900.  5:1312—66.  A  $15,000— 
$18,000.  other  consid  and  100 

59th  st,  Nos  206  to  210,  s  s,  105  e  3d  av,  75x100.5,  three  5-sty 
brk  tenements  and  stores.  Julius  Braun  to  Jonas  Weil  and  Bern- 
hard  Mayer.  Morts  $75,000.  July  3.  1906.  5:1332-^2  to  44. 
A  $37,500 — $48,000.  other  consid  and  100 

59th  st,  Nos  206  to  210,  s  s,  105  e  3d  av,  75x100.5,  three  5-sty 
brk  tenements  and  stores.  Fredk  W  Loew  and  ano  EXRS,  &c, 
Jacob  Vanderpoel  to  Julius  Braun.  June  1.  July  3,  1906. 
5:1332—42  to  44.     A  $37,500— $48,000.  90,000 

60th  st.  No  1.58,  s  s,  210  w  3d  av,  20x100,5.  4-sty  stone  front 
dwelling.  Progress  Realty  Co  to  Arcade  Realty  Co.  Mort  $12,- 
000,     July  2.     July  3,  1900.     5:1394 — 16.     A  $16,000— $20,000. 

other  consid  and  100 

60th  st.  No  156,  s  s,  236  w  3d  av,  20xl(X).5,  4-sty  stone  front 
dwelling.  Julius  Popper  to  Arcade  Realty  Co.  Mort  $13,200. 
July   2.      July   3,    1900.      5:1394—47.      A   $16,000— $20,000. 

other  consid  and  100 

00th  st.  No  156,  s  s.  236  w  3d  av.  20x100.5,  4-sty  stone  front 
dwelling.  Fredericke  Schaefer  INDIVID  and  TRUSTEE  George 
Schaefer  dec'd  and  et  al  to  Julius  Popper.  Mort  $10,700.  July 
2.     July  3.  1900.     5:1394—47.     A  $16,000— $20,000. 

other  consid  and  100 

00th  st.  No  247,  n  s,  75  w  2d  av,  20x100.5.  3-sty  stone  front  dwell- 
ing. Gregory  Paul  and  ano  to  Lillie  McGovern.  Mort  $9,000. 
June  28.     June  29,,  1 1100.     5:141.5—201/2.     A  $10,000— $13,000.  100 

01st  st.  No  220,  s  s,  285  e  3d  av,  20x100.5,  3-sty  stone  front  dwell- 
ing, Clara  L  Miller  to  Pag  Co.  of  N  Y.  June  29.  July  3,  1906. 
5:1415—37.     A  $10,(KJ0— $13,000.  18,000 

02d  St.  No  227,  n  s,  400  w  Amsterdam  av,  25x100,5,  5-sty  brk  tene- 
ment. Samuel  Golomb  to  Frances  H  Bauman.  Mort  $23,000. 
July  2.     July  3,   1900.     4:1154—16.     A  $5,000— $12,000. 

other  consid  and  100 

62d  st.  No  227,  n  s,  400  w  Amsterdam  av,  25x100.5,  5-sty  brk  ten- 
ement, Rachel  Moses  to  Isaac  S  Heller.  Mort  $11,000.  June 
10.     July  3,   1900.     4:1154—16.     A  $5,000— $12,000. 

other  consid  and  100 

Same  property.  Isaac  S  Heller  to  Saml  Golomb.  July  2.  July  3, 
1900.     4:11.54.  other  consid  and  100 

02d  St.  No  140,  s  s,  525  w  Columbus  av,  25x100.5,  5-sty  brk  tene- 
ment. Dora  M  Well  to  Henry  W  Lein.  Morts  $25,0<X).  June  28. 
July   3.    1906.      4:1133—54.      A   $12,000— $22,000. 

other  consid  and  100 

64th  st.  No  131),  s  s.  360  w  Columbus  av,  20x100.5,  4-sty  stone 
front  dwelling,  Wm  N  Heard  to  Wm  Ran,  Mort  $16,000.  July 
2,  19t)0.    4:11.35^7.     A  $10,000— $19,0<.K>.  other  consid  and  100 

ti4th  st,  No  150,  s  s,  2.50  e  Amsterdam  av,  33.4x100.5,  5-sty  brk 
tenement.  Michael  E  O'Donovan  to  Regina  Deutsch.  Mort  $40,- 
000.     July  2,  I'.KJO.     4:1135—54.     A  $17,000— $35,000. 

other  consid  and  100 

04th  St.  No  136,  s  s,  360  w  Columbus  av,  20x100.5,  4-sty  stone 
front  dwelling.  Edw  J  Hancy  to  Wm  N  Heard,  of  Queens  Bor- 
ough. B  &  S.  June  10,  July  2.  1906.  4:1135—47.  A  $10,000 
—$19,000.  other   consid   and   100 

64th  st.  No  148.  s  s,  283.4  e  Amsterdam  av,  33.4x100.5,  5-sty  brk 
tenement.  Michael  E  O'Donovan  to  Marie  A  Tuchler.  Mort  $40,- 
000,     July  2,   1906.     4:1135—53.     A  $17,000— $35,000. 

other  consid  and  100 

OGth  st.  No  207,  n  s,  1.50  w  Amsterdam  av,  25x100.5,  5-sty  brk 
tenement,  Donald  A  Manson  to  Henry  Hornstein.  Mort  $10,000. 
June  28.     June  29.  IIMKJ.     4:11.58—20.     A  $5,000— $12,000. 

other  consid  and  100 

66th  st.  No  205,  n  s,  125  w  Amsterdam  av,  25x100.5,  5-sty  brk  ten- 
ement. Donald  A  Manson  to  Leopold  Horowitz.  Mort  $10,000. 
June  28.     June  29,  1906.     4;  11.58— 27.     A  $5,000— $12,000. 

other   consid   and   100 

07th  st.  No  16.  s  s.  120  w  Madison  av,  25x100.5,  5-sty  stone  front 
dwelling.  Cornelius  W  Luyster.  Jr(  to  Elizabeth  Yoakum,  of 
St  Louis,  Mo,  June  20.  June  29,  1900.  5:1381—01.  A  $90.- 
(100— $1(XI,000,  other  consid  and  100 

67th  St.  No  222,  s  s,  3.50  w  Amsterdam  av,  25x100.5,  5-sty  brk 
tenement  Minnie  Ricker  to  Louis  Mohrman.  Mort  $10, (XK). 
July  2.     July  3.   1906.     4:11.58—47.     A  $5,<X10— $13,000. 

other  consid  and  100 

68th  st.  No  .58,  s  s,  206.3  e  Columbus  av,  18.9x100.5.  4-sty  brk 
dwelling.  John  G  McCullough  to  Aaron  Coleman  and  Abraham  H 
Feuchtwanger.  B  &  S.  June  9.  July  3,  1906.  4:1120—56.  A 
.$14,.50t)— $23.00tt.  nom 

(59th  St.  No  108,  s  s,  80  w  Columbus  av,  20x100.5,  4-sty  stone  front 
dwelling.  Margt  E  Hughes  et  al  EXRS,  &c,  Henry  Hughes  to 
Gertrude  H  Hillenbrand.  June  19.  July  3,  1906.  4:1146 — 39. 
A  $14.000— $28,0(XX  30,000 

Same  property.  Margt  E  Hughes  et  al  HEIRS  Henry  Hughes  to 
same.    Si  C.     June  19.     July  3.  19(M).     4:1140.  nom 

70th  st.   No   112.   s   s.   144.10  e  4th  av,   20x100,  4-sty  stone  front 
dwelling.     Lina  Jacoby  et  al  EXRS  and  TRUSTEES  will  of  Her- 
man Jacoby  to  Emily  C  Campbell.     July  3,  1906.     5:1404 — 66%.    ■ 
A  ,$30,000— $35,0(X).  omitted 

70th  st.  No  41,  n  s,  325  e  Columbus  av,  20x100.5.  4-sty  stone  front 
dwelling.  Harry  H  Kutner  to  Jacob  Wolf.  All  liens.  July  2. 
19t)0.     4:1123-14.     A  $18,000— .$34,000.  nom 

70th  st.  No  41.  n  s,  325  e  Columbus  av.  20xl(X>.5,  4-sty  stone  front 
dwelling.  Fred  E  Himrod  to  Harry  H  Kutner.  July  2.  1900. 
4:1123—14.     A  $18,00(>— $34,000.  other  consid  and  100 

70th  st,  Nos  321  and  323,  n  s.  275  w  1st  av,  .50x100.5.  two  4-sty 
brk  tenements.  Jennie  Goldstein  to  Saml  Engle.  Mort  $16..500. 
June  12.  June  28,  19(X).  5:144.5—14  and  15.  A  $12,000— $24,- 
0(X».  nom 

70th  st.  No  324.  on  map  No  322,  s  s,  254.4  w  West  End  av,  25x 
100.5,  3-sty  brk  stable.  Wesley  Thorn  to  John  B  Cobb.  Mort 
$15,000.  June  28.  June  30,  1900.  4:1181— 43.  A  $10,000— $17,- 
(100.  other  consid  and  100 

70lh  St.  No  322.  s  s,  254.4  w  West  End  av,  25x100.5.  3-sty  brk 
stable.  Ferral  C  Dininny  to  Wesley  Thorn,  of  Plainfleld,  N  J. 
June  20.     June  30,  1906.     4:1181—43.     A  $10,(K,)0— $17,000. 

other  consid  and  100 

72d  st.  No  157,  n  s.  179.0  w  3d  av.  30,6x102,2,  4-sty  stone  front 
tenement.  Mary  F  McGuinness  to  Thos  J  Tuomey.  Mort  $15,- 
000.     July  2.     July  3.  11XI6.     5:1407—29.     A  $28.00O-$37,00O. 

other  consid  and  100 

73d  St.  No  iH).  s  s,  204  e  Madison  av.  17x102.2,  4-sty  stone  front 
dwelling  Geo  S  Huntington  to  James  H  North  Jr.  June  5. 
July  3.   1906.      5:1387—44.      A   $32,000— $41,000. 

other  consid  and  100 

73d  st,  n  s,  213  e  1st  av,  100x102.2.  vacant,  James  H  Jones  to  City 
&  Suburban  Homes  Co.  B  &  S.  Jan  27.  June  29,  1906.  5:1408 
—9  to  12.     A  $20,000— $20,000,  nom 
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74th  St,  No  492.  s  s,  125  w  Av  A,  25x102.2,  5-sty  brk  tenement. 
Lewjs  V  Weil  and  ano  to  Simon  R  Schultz.     Mort  $24,500.  June 

29.  June  30,    lUOii.      5:14(JS — 30.      A  *o.UUO — $.13..')00.  nom 
74th  St,  No  4s4,  s  s,  225  w  Av  A,  25xlU2.2,  5-sty  brk  tenement. 

Benj  J  Weil  to  Simon  R  Schultz.     Mort  $1:0,0(10.     June  2U.     June 

30,  lUOli.     5:14US— 34.     A  $o,u00 — .-1:13,500.      other  consid  and  100 
74th  St,  No  4)S2,  s  s,  250  w  Av  A,  25x102.2,  5-sty  brk  tenement. 

Millie  Trier  and  ano  to  Joseph  Bruder.     Mort  $15.OO0.     July  2. 
July   3,   I'JOti.      5;14t)S— 35.      A   $o,00U— $13,500. 

other  consid  and   100 

74th  St.  No  32G,  s  s,  250  e  2d  av,  25x102  2,  4-siy  brk  tenement. 
Joseph  Goldbronn  to  Therese  Ooldbronn.  Mort  $11,000.  July 
3,    lUOO.      5;144S— 42.      A   $0,000— $10,000.  nom 

74th  St,  No  4SS,  s  s,  175  w  Av  A,  25x102.2,  U-sty  brk  tenement  and 
store.  Isaac  Perlmutter  to  Julius  Hebald.  Morts  $27,125.  July 
2.     July  3.   1900.     5:1468—32.     A  $5 ,0U0— $27,000. 

other  consid  and  100 

74th  st.  No  412.  s  s,  238  e  1st  av,  25x102.2,  7-sty  brk  tenement 
and  store.  Hyman  L  Kuhl  et  al  to  Isidor  Berger  and  Herman 
Hollander.  Morts  $33,750.  July  3,  1900.  5:1408 — 39.  A  $5.- 
000— $27,000.  other  consid  and   100 

75th  St,  No  311,  n  s,  175  e  2d  av,  25x102.2.  4-sty  stone  front  tene- 
ment. Chas  Charig  to  Abram  A  Weigert  and  Alexander  A  Tausky. 
Morts  $12,350.  June  30.  July  3,  1900.  5:1450—8.  A  $0,000— 
$12,000.  other  consid  and  100 

75th  st.  No  175.  n  s,  120  w  3d  av.  30x102.2,  5-sty  brk  tenement 
and  store.  Amanda  B  Douglas  to  Margaret  Hensler.  Mort  $27,- 
500.     May  9.     July  3,   1900.     5:1410—31.     A  $19,000— $30,000. 

37.500 

75th  st,   No  331,  n  s,  200  w  1st  av,  28.4x102.2,  4-sty  stone  front 
tenement  and  store.   Henry  Dorb  et  al  to  Joseph  Klapp  and  Fannie 
Schwartz.     Mort  $15,000.     June  28.     July  2,  1900.     5:1450—18. 
A  $7,000— $13,000.  other  consid  and  100 

75th  st.  No  515.  n  s.  323  e  Av  A,  25x95.7x25.4x99.9,  5-sty  brk 
tenement.  Morris  Schwartz  to  Gizella  Markowitz.  Mort  $lo.- 
000.     June  14.     June  30,  lOOU.     5:1487—14.     A  .$4.000— $11,000. 

other  consid  and  100 

75th  st,  Nos  507  and  509,  n  s,  223  e  Av  A.  50xl0;).lx50.8xll0.5, 
two  5-sty  brk  tenements.  Morris  Schwartz  to  Gizella  Marko- 
witz. Mort  $31.0o0.  June  14.  June  30,  1900.  5:1487—10  and 
11.     A  $8  000— $22,000.  other  consid  and  100 

76th  st.  No  2u9,  n  s,  130  e  3d  av.  25x102.2.  4-sty  brk  tenement 
and  store.  Morris  J  Feinberg  to  Samuel  Harris.  Mort  $19,000. 
July  2.     July  3.   1906.     5:1431—6.     A  $9,000— $16,000. 

other  consid  and   100 

76th  st.  No  514,  s  s.  248  e  Av  A,  25x90.3x25.4x92.1,  5-sty  brk 
tenement.  Samuel  Feingold  et  al  to  John  Bobek  and  Anton  Na- 
covsky.  Mort  .'?10.9.J0.  June  27.  June  29,  1900.  5:1487 — 12. 
A   $4,000 — $17,500.  other   consid   and    lOO 

79th  st.  No  214,  s  s,  185  e  3d  av,  20x102.2,  3-sty  stone  front  dwell- 
ing. Philip  Adler  to  Abraham  Fusfeld,  of  Brooklyn.  Mort  $10.- 
250.  Juiie  22.  June  30,  1906.  5:1433 — 41.  A  $10  000— $12,- 
500.  other  consid  and  100 

80th   St.   No   334.   s   s,   175   w   1st   av.   2.5x102.2,   4-sty  stone   front 
tenement.   Charles   Handt   to  Conrad  Ruhl.     Mort  $10,000.     July 
5:1542—34.     A   $7,000— $12  500. 

other  consid  and  lOO 
275  w  1st  av,  25x102  2,  5-sty  brk  tenement, 
to   Jonas    Weil    and   Bernhard   Mayer.      Mort 
July  2,  1906.     5:1544—15.  A  $7.000— $16,000. 
other  consid  and  100 

81st  st,  No  105,  n  s,  120  e  Park  av,  20x102.2,  3-sty  stone  front 
dwelling.  Abraham  Schwab  to  Leo  L  Schwab.  V>  part.  Mort 
$18,000.  June  19.  July  2.  1900.  5:1510—6.  A  $10.500— $18,- 
000.  other  consid  and  100 

82d  st,  Nos  167  to  173,  n  s,  102.2  w  3d  av,  76.8x102.2,  four  3-sty 
stone  front  dwellings.  Wm  Ran  to  Maria  Foerster.  Mort  $41.- 
000  July  2.  July  3,  1900.  5:1511—30  to  32.  A  $38,000 — 
$50,000.  other  consid  and  100 

82d  st.  No  412,  s  s  231.6  e  1st  av.  25x102.2  4-sty  stone  front  tene- 
ment. Samuel  Rosenwasser  et  al  to  Louis  Odes.  Mort  $12,500. 
July  2.     June  3,   1906.     5:1561—39.     A  $6,000— $12,000. 

other   consid   and   100 

82d  St.  No  403.  n  s,  80  e  1st  av,  26x102.2,  5-sty  brk  tenement. 
Alois  J  Wetter  to  Margaretha  and  Henry  F  Schadt.  Morts  JIO,- 
000.  June  26.  June  29,  1906.  5:1562 — ly,.  A  $6,500— $16.- 
000.  other  consid  and  100 

82d  st.  No  217,  n  s,  210.10  e  3d  av,  17.10x102.2. 

82d  st.  No  219,  n  s,  228.9  e  3d  av,  25.5x102.2. 
2  and  3-sty   brk   dwellings. 

Isidore  Jackson  et  al  to  Leopold  Brand.     Mort  $15,000.     June  3. 
June  30,  1906.     5:1528—9  and  10.     A  $14,000— $19,000. 

other   consid   and   100 

82d  St.  No  403.  n  s,  SO  e  1st  av.  20x102  2,  5-sty  brk  tenement. 
Margt  Schadt  widow  et  al  to  Alois  J  Wetter.  Mort  $10,000. 
June   26.     June   29,   1906.      5:1502 — 114.      A  $6.500— $16,000. 

other   consid   and   100 

83d  St.  No  230.  s  s,  254.2  w  2d  av.  25.5x102.2,  5-sty  brk  tenement 
and  store.  Charles  Berlin  et  al  to  Frank  G  Weiss,  Mort  $20.- 
000.     June  28.     June  30,  1906.     5:1528—35.     A  $8,500— $20  000. 

other  consid  and  100 

84th  st.  No  430,  s  s.  283.4  e  1st  av,  16.8x102.2.  2-sty  stone  front 
dwelling.  Malcolm  E  Leake  to  Alexander  Frank.  Mort  $5,000. 
June  29.     July  3,   1906.     5:1563—30.     A  $3  500— $6  000. 

other   consid   and   100 

84th  st.  No  103.  n  s.  100  w  Columbus  av,  22.4x102.2.  5-sty  stone 
front  tenement.  John  Lerscher  HEIR.  &c,  Eleanor  L  Mitchell  to 
Jane  McGowan.  Mort  $20,000.  June  28.  June  29,  1906.  4:1215 
—28.     A  $12  000— $2(i.00O.  other  consid  and  100 

84th  st,  Nos  154  and  1.56,  s  s  .174.6  w  3d  av,  54x102.2.  two  5-sty 
brk  tenements.  Samuel  Harris  to  Charles  Seligman  and  Chas 
L  Hirsh.  Mort  $46,000.  June  20.  July  2.  1906.  5:1512— 14  and 
4.5.     A  $26  Oai— $50,000.  other  consid  and  100 

85th  st,  n  s,  291  w  Central  Park  West,  20x102.2,  5-sty  brk  dwell- 
ing. James  Carlew  Construction  Co  to  Herman  Elsas.  Mort 
$35,000.     July  2.     July  3,  1906.     4:1199.  other  consid  and  100 

85th  St.  n  s,  311  w  Central  Park  West,  20x102  2.  5-sty  stone  front 
dwelling.  James  Carlew  Construction  Co  to  Florence  Mayer. 
Mort  $20,000.     June  28.     June  29,  1906.     4:1199. 

other  consid  and  190 

85th  st.  No  443.  n  s.  94  w  Av  A.  25x102.2.  4-sty  stone  front  tene- 
ment. Louis  Fischer  to  Henry  Breimer.  Morts  $13000.  June 
29.  1906.     5:1565—21.     A  $5.500— $13,500.     other  consid  and  100 

88th  St.  No  524,  s  s,  271  w  East  End  av.  or  Av  B.  25x100.8.  5-sty 
brk  tenement.     Maj-garetha  Schadt  widow  et  al  to  Alois  J  Wetter. 
June  26.    June  29,  1906.     5:1584-38.     A  $10,000 

other  consid  and  100 
s  s,  -^71  w  East  End  av,  or  Av  B.  25x100.8.  5-sty 
'Alois    J    Wetter    to    Margaretha    and    Henry    F 


2.     July  3.   1906. 

81st  st.  No  337,  n  s. 
Salomon  Goodman 
$15,625.     June  29. 


Schadt.     Mort  $10,000.     June  26.     June  29,  1900.     5:1584. 

other   consid   and   100 
S8th  st.  No  534,  s  s,  146  w  East  End  av  or  Av  B,  25x100.8.  5-sty 
brk  tenement.     Margaretha  Schadt  widow  et  al  to  Alois  J  Wetter. 
June  26.     June  29,  1906.     5:1584 — 33.     A  $5.000— $19,000. 

other  consid  and  100 
Same    property.      Alois    J    Wetter    to    Margaretha    and    Henry    F 

Schadt.     June  26.     June  29,  1906.     5:15.84.  other  consid  and  100 

88th  St.  Xo  307,  n  s.  100  w  West  End  av,  19x100.8,  4-sty  and  base- 
ment brk  dwelling.  Emma  L  Todd  et  al  EXRS,  &c.  Theo  W  Todd 
to  .Mary  A  SmitU.  June  28.  June  29,  1906.  4:12^0 — 27.  A 
$  1 1 .500— $23,000.  29  300 

88th  St.  No  264,  s  s,  100  w  Broadway,  18x100.8,  3-sty  and  base- 
ment stone  front  dwelling.  Gertrude  Leve  to  Pauline  Gomprecht. 
Morts  $15,000.     June  29,  1906.     4:235—59.     A  $9,000 — $15  500. 

nom 
88th  st,  No  307.  n  s,  100  w  West  End  av.  19x100  8.  4-sty  and  base- 
ment brk  dwelling.  Release  dower.     Emma  L  Todd  widow  to  Mary 
A   Smith.     June  28.     June  29,   1906.     4:1250 — 27.     A  $11,500— 
$23,000.  nom 

S9th  st.  No  216,  s  s,  160  e  3d  av,  25x100.8,  5-sty  stone  front 
tenement.  Fannie  De  Keyser  to  Charles  Schmitt.  July  3,  1900. 
5:1534 — 13.     A  $7,50t»— S17..500.  nom 

S9th  st,  Nos  lot  to  110,  s  s,  125  w  Columbus  av,  100x100.8.  four 
.5-sty  brk  tenements.  Lexington  Avenue  Co  to  Hudson  Realty 
Co.  B  &  S.  Mort  $120,000.  July  2.  July  3,  1900.  4:1219—38 
to  41.     A  $40,000— $90,000.  other  consid  and  100 

S9th  st,  Nos  104  to  110,  s  s,  125  w  Columbus  av,  100x100.8,  with 
all  title  to  strip  0.%.x —  adj  on  s.  four  5-sty  brk  tenements. 
Henry  F  Miller  to  Lexington  .vvii.ui"  Ci.  B  &  S.  Juae  2.S.  July 
2,    1900.      4:1219—38   to   41.      A    $40.000— $96,000. 

other  consid  and  100 
90th  St.  No  147.  n  s,  125  e  Amsterdam  av,  25xluO.S,  5-sty  brk  ten- 
ement.   Albert   L   Silberstein   to   William   Engel.      Mort   $25  000. 
June  28.     June  29,  1900.     4:1221 — 6.     A  $12,000— $26  000. 

other  consid  and  100 
91st  St.   No  63   (79),  n   s.  SO  e  Columbus   av.   27x100.8,  5-st_y  brk 
tenement.     John  H  Callan  to  Charles  Hartmann.     Mort  $23,500. 
June    30.      July    2,    1906.      4:1205— 4i/>.      A   $17,000— $28,000. 

40.000 
91st  St.  No  312,  s   s.  200  e  2d  av,  25x100.8.  5-sty  brk  tenement. 
George    Oken    to    Abraham    Selinger.      Mort    .$20.(325.      June   29. 
1900.     5:1553—44.      A   $4. .'00 — .fl9.(Xl0.         other  consid   and   100 
92d  st.  No  311,  n  s.  175  e  2d  av,  25x100.8,  5-sty  brk  tenement  and 

store. 
92d  St.  No  313,  n  s,  200  e  2d  av,  25x100  8.  5-sty  brk  tenement. 
Frederick  Otterstedt  to  Jacob  H  Goldberg,  Jacob  Goidle  and 
Meyer  Adler.  Mort  $22.0(J0.  June  28.  June  29.  1900.  5:1555 
— 8  and  9.      A   $9  0(X)— $33  CKX).  other  consid   and   100 

92d  st.  No  65.  n  s.  150  w  Park  av,  17xl(X).8,  3-sty  stone  front 
dwelling.  Bernard  Sinshelmer  to  Henry  J  Bigbam.  Mort  $14,- 
000.     July  2.  1906.     5:1504— 29Vi.     A  $13,000— $20,500. 

other  consid  and  100 
94th   st,   No   175,   n  s,  82  e  Amsterdam   av,   18  6x100.8.  4-sty  and 
basement  stone  front  dwelling.     James  M  Jackson  et  al  to  Wm  H 
Bennett.     Mort  $22,000.     June  29.  1900.     4:1225 — 41/0.     A  $9,000 

other  consid  and  100 
180.0  w  Park  av,  74.6x100.8.  three  5-sty 
Harford  B   Kirk  to   Rachel   Rosenblum. 
June  29,   1906.     5:150.5 — 45  to  47.       A 

other  consid  and   100 
w  2d  av,  25x100.8,  5-sty  brk  tenement. 
Morts  $18,000.     July  3, 
other  consid  and  100 


Mort  $10,000. 
—$38  000. 
8Sth  St.  No  524. 
brk    tenement. 


-$20,000. 
94th  St.  Nos  02  to  66.  s  s, 

stone    front    tenements. 

Mort   $73.0(X).      Mar  3. 

$51..50(_) — $82,000. 
95th  st,  No  225,  n  s,  225 

George  A  Hoffmann  to  Michael  D  Lyons. 

1900.     5:1541—15.     A  $6,000— $16,0  X). 
95th  st.  No  226,  s  s,  198.9  w  2d  av,  25x100.8. 
9.5th  St.  No  224,  s  s,  223.9  w  2d  av,  25x100.8. 

Two  5-sty  brk  tenements. 

Abraham   Kaden   et   al   to   Louis   I   Baron.      Mort   $35,700.      July 

2.  July  3,  liHJO.     5:1540—34  and  35.     A  $12,000— $28,000. 

other  consid  and  100 

96th  St.  No  71.  n  s,  49.11  e  Columbus  av,  25x99.1,  5-sty  brk  tene- 
ment and  store.  Morris  Weiss  to  Abraham  Scheuer.  I'j  part,  and 
Max  and  Solomon  Scheuer,  each  Vi  part.  Mort  $25,000.  June 
26.     July  3,  1906.     7:1832—3.     A  $15,000— $23,000. 

other  consid  and  100 

96th  st,  Nos  173  and  175.  u  s,  100  w  3d  av,  50x100.11.  two  5-sty 
brk  tenements.  Lewis  Lauter  et  al  to  Allegiance  Realty  Co. 
Mort  $4,S,N.50.  June  25.  June  29,  1906.  6:1624—31  and  32.  A 
$22  (HXl— $.50  000.  other  consid  and  100 

97th  St.  No  307,  n  s.  150.2  e  2d  av,  25x100.11x24.11x100.11. 

97th  st.  No  309,  n  s,   175.2  e  2d  av,  25.1x100.11x25.6x100.11. 
two  4-sty  brk  tenements. 
Angelo  B  Longone  to  Vito  S  Ferrari.  Mort  $23,321.60.     June  29! 
June  30.  1906.     6:16«j9— 7  and  8.     A  $9,000— $18,000. 

other  consid   and  100 

97th  st.  No  41,  n  s,  420  w  Central  Park  West,  20x100.11,  4-sty 
and  basement  brk  dwelling.  William  H  Bennett  to  Mary  E  Pettet. 
July  2.     July  3,  1906.     7:1833—15.     A  $8,500— $16,000. 

other  consid  and  100 

97th  St.  No  39,  n  s,  402  w  Central  Park  West.  18x100.11.  3-sty 
and  basement  brk  dwelling.  William  H  Bennett  to  Mary  E  Pettit. 
Mort  $11,000.  July  2.  July  3,  1906.  7:1833—16.  A  $7..500— 
$13,000.  other  consid  and  100 

97th  St.  No  225,  n  s,  225  w  2d  av,  24.6x100.11,  5-sty  brk  tenement 
and  store.  Abraham  B  Cohen  to  Julia  Kann  and  Minnie  B  Blu- 
menthal.  Mort  $19,500.  July  2.  July  3,  1906.  6:1647—1.5.  A 
$5.000— $14,000.  other  consid  and  100 

9Sth  St.  No  310,  s  s,  175  w  West  End  av,  18x100.11,  3-sty  and 
basement  stone  front  dwelling.  Henry  E  Hoesli  to  Israel  J  Roe. 
June  30.     July  3,  1906.     7:1887—61%.     A  $10,009— $17,000. 

other  consid  and  100 

9Sth  st.  No  73,  n  s.  25  w  Park  av,  25x100.4.  5-sty  brk  tenement. 
Benj  Isenberg  to  Harry  G  Cowen.     Morts  $22,500.     July  2.     July 

3,  1900.     6:1(J04— 35.     A  $8.500— $22,500.  other  consid  and  100 
99th  st.  No  228.  s  s,  175  w  2d  av,  37.(>xl00.11.  6-sty  brk  tenement 

and    store.       Moritz    Weisberger    to    Samuel    Berkowitz.       Mort 
$i5..37.5.     July  2.     July  3,  liX)(J.     6:1648.  other  consid  and  100 

99th  st.  No  49,  n  s,  225  e  Columbus  av,  25x100.11,  5-sty  brk  tene- 
ment. Clara  Loeb  to  Alfred  Loeb.  Morts  $24,000.  Oct  31,  1905. 
July  3,   190ii.     7:1835—10.     A  $10.000— $25,000. 

other  consid  and   100 

100th  st,  Nos  319  to  32.5,  n  s.  300  e  2d  av.  100x100.11,  four  5-sty 
brk  tenements.  Abraham  Meller  et  al  to  Bernhard  Klingenstein. 
V,  part.  Mort  $104,000.  July  2.  July  3,  1906.  6:l(i72— 13  to 
16.     A  $18,000— $80,0' !0.  other  consid  and  100 

100th  st.  No  228,  s  s.  154.11  w  2d  av.  25.1x100.11x25x100.11.  5-sty 
brk  tenement.  Henry  Cracovaner  to  Rose  Theaman.  Mort  $22.- 
500.    July  2,  1906.    6:1649—31.    A  $4,500— $17,500. 

other  consid  and  100 
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lOOih  St,  No  319  to  325,  n  s,  300  e  2d  av,  100x10011,  four  5-sty 
brk  tenements.  Alter  Mishkin  et  al  to  Abraham  Meller  and  Da- 
vid Podolsky.  Mort  $U7  5UU.  June  29.  July  2,  190U.  iJ:UJT2~ 
13  to  l(j.     A  iflS.UOO — $f50.<J00.  other  consid  and  100 

101st  St,  Nos  ISS  to  192,  s  s,  220  e  Lexington  av,  75x100.11^  three 
o-sty  brk  tenements.  Chas  Meshel  to  Julius  Levy.  Morts  $o4,000. 
June  2.     July  3,  1900.     0:1028—12  to  44.     A  $10,500— $00,000. 

other  consid  and  100 

101st  St,  Nos  203  to  207,  on  map  No  205,  n  s,  154.9  e  Broadway, 
75  to  former  c  1  Bloomingdale  road  (closed)  xlOO.ll,  O-sty  brk 
tenement.  Alonzo  B  Kight  to  Wm  H  Bennett.  Mort  $110,000. 
July  2.     July  3,  1900.     7:1873.  other  consid  and  100 

Idlst  St.  n  s,  SO  e  Lexington  av,  240x100.11,  vacant.  Speedway 
Realty  Co  to  Raphael  Kurzrok.  Mort  $100,000.  June  29,  1900. 
0:1029 — 23y3   to  32.      A   $48,000 — 18,000.         other  consid  and  100 

101st  St,  No  317,  n  s,  371  w  1st  av,  29x100.11,  O-sty  brk  tene- 
ment. Isidor  Leipzig  to  David  Tuder  and  Benjamin  Mendelson. 
Mort  $35,300.  June  28.  June  29,  1906.  0:1073—11.  A  $6,000 
—$25,000.  other    consid    and    100 

102d  St,  No  173,  n  s,  150.6  w  3d  av,  27x100.11,  5-sty  stone  front 
tenement.  Kaufman  Sasserath  to  Philip  and  Fannie  Odes.  Mort 
$14  000.  June  28.  June  29,  1906.  6:1630—30.  A  $0,500— $18,- 
01  K>.  other   consid   and   100 

104th  St,  No  240,  s  s,  100  w  2d  av,  25x100,  5-sty  brk  tenement 
and  store.  Mark  Blumenthal  to  Samuel  and  David  Cohen.  Mort 
$16,800.     June  29.     July  2,   1900.     6:1053—29.     A  $5,000— $15,- 

000.  other  consid  and  100 
105th  St,  Nos  136  and  138,  s  s,  100  w  Columbus  av,  runs  s  100.11 

X  w  84.9  x  n  40.4  x  again  n  94.2  to  s  s  105th  st,  x  e  171.6  to  be- 
ginning, 3-sty  brk  stable.  Sobel  &  Kean  Co  to  John  J  O'Grady. 
Mort  $00,500.  June  30.  July  2,  1900.  7:1859—39  to  41  and 
42%.     A  $51,000— $61  000.  other  consid  and  100 

105th  St,  Nos  341  to  345,  n  s,  125  w  1st  av,  75x100.9,  three  5-sty 
brk  tenements  and  stores.  Esther  Isenberg  to  Max  Turkeltaub, 
2-3  parts,  Charles  Spicehandler  and  Joseph  Teiman.  1-3  part. 
Mort  $86,750.  June  29.  June  30,  1906.  6:1677—19  to  21.  A 
$15,000— $69  000.  other  consid  and  IjX) 

105th  st.  No  57,  n  s,  280  w  Park  av,  25x100.11. 

105th  st.  No  55,  n  s,  305  w  Park  av,  25x100.11. 

105th  st,  n  s,  330  w  Park  av,  strip  runs  n  53.1%  x  w  0.1  x  B 
X  e  0.2  to  beginning, 
two  5-sty  brk  tenements. 

Jacob  Backer  to  Philip  Hollander,  Charles  Fox  and  Joseph  Fuhr- 
man.  Mort  $35,000.  June  28.  Juue  29,  1906.  6:1611-55  and 
57.     A  $15,000— .$40  000.  other  consid  and  100 

105th  st.  No  58,  s  s,  164.4  e  Columbus  av,  33.3x100.11,  5-sty  brk 
tenement.  Francis  A  Goeltz  to  Moses  E  Stern.  Mort  $31,500. 
July  1.     July  3,  1906.     7:1840—57.     A  $14,000-$36,000. 

other  consid  and  100 

105th  st.  No  175,  n  s,  100  w  3d  av,  25x100.11,  5-sty  brk"tenement. 
Morris  Ludwak  to  Joseph  Marks.  Morts  $23,450.  July  2.  July 
3,  1006.     (;:l(i33— 32.     A  $6,500— $22,500.        other  consid  and  100 

106th  st.  No  103,  n  s,  30  e  Park  av,  25x100.11,  4-sty  stone  front 
tenement.  Milton  G  Henley  to  Ester  Wachtel.  Mort  $14,500. 
July  2.     July  3,  1906.     6:1634—2.     A  $7,000— $12,500. 

other  consid  and  100 

106th  st,  Nos  58  and  60,  s  s,  170.3  e  Columbus  av,  54.6x100.11, 
two  5-sty  brk  tenements.  Chas  Heymann  to  Solomon  Cohn. 
July  2.  Morts  $.53,000.  July  3,  1906.  7:1841—56  and  57.  A 
$26,000 — $54,000.  other  consid  and   100 

106th  st,  n  s,  613  e  1st  av,  85x100.11,  1-sty  frame  building  and 
vacant.  Andrew  D  Baird  to  Victor  Klingenbeck.  All  liens.  B  & 
S.     June  29,  1906.     6:1700.  other  consid  and  100 

107th  St.   Nos  4.38  to  4501  s  s,  438  e  1st  av,  runs  s  100.11  x  e  260 

106th  st  I     X  s  100.11  to  n  s  106th  st,  x  w  285  x  n 

Pleasant  av  |     10011  x  w  50  x  n   100.11  to   107th  st, 

X  e  75  to  beginning.  1  and  2-sty  brk  and  frame  buildings  and 
vacant.  Release  mort.  Andrew  R  Baird  to  Andrew  D  Baird 
June  29,  1906.     6:1700.  100 

107th  st,  Nos  438  to  4501  s  s,  438  e  1st  av,  runs  s  100.11  x  e  175 

10()th  st  I     I     to  w  s  Pleasant  av,  x  s  100.11  to  n  s 

Pleasant  av  ]     )     106th  st,  x  w  200  x  n  100.11  x  w  50 

X  n  100.11  to  St.  X  e  75  to  beginning,  1  and  2-sty  brk  and  frame 
buildings.  Daniel  D  Baird  to  Victor  Klingenbeck.  June  29, 
1906.     6:1700.  other  consid  and  100 

108th  st.  No  67,  n  s,  170  w  Park  av,  17x100.11,  4-sty  stone  front 
tenement.     Carrie  Myers  et  al  to  Dora  Seibert.   Mort  $7,000.  July 

1.  July   3,    1906.      6:1614—291/2.      A   $4,500— $9,500. 

other  consid   and   100 

lOSth  st.  No  324,  s  s,  20O  w  1st  av,  runs  w  75  x  s  117.10  to  c  1 
Harlem  Creek,  x  n  e  —  x  n  79.10  10  beginning,  1-sty  frame  build- 
ings and  vacant.  John  Cullen  to  Milton  M  Eisman.  B  &  S.  June 
29.     June  30,  1906.     6:1679—35.     A  $3,700— $3  700. 

other  consid  and  100 

108th  st.  No  119,  n  s,  150  w  Lexington  av.  25x100.11,  5-sty  brk 
tenement  and  store.  Isidor  Wexler  et  al  to  Barnett  Blumenstein. 
Mort  $25,200.  June  28.  June  29,  1906.  6:1636—11.  A  $5  500 
— $18,000.  other  consid  and  100 

108th  st,  Nos  108  and  110,  s  s,  76.6  e  Park  av,  runs  e  50.10  x  s 
100.11  X  w  47.4  X  n  50.11  x  w  3.6  x  n  50  to  beginning,  with  all 
title  to  strip  3.6x50.11  adj,  two  4-sty  brk  tenements.  Edw  A 
Siegel  to  Bernard  D  Thorn  and  Adolph  Pawel.  Mort  $25,500. 
June  29,   1906.     6:1635—68  and  69.     A  $9,500— $18,500. 

other  consid  and  100 

110th  st,  Nos  308  to  322,  s  s,  125  e  2d  av,  175x100.10,  1  and  2-sty 
frame  buildings  and  vacant.  Samuel  Lipman  et  al  to  Wm  T 
Hookey.  Mort  $66,000.  June  15.  July  3,  1906.  6:1681 — 11  to 
47.     A  $35,000— $38,500.  omitted 

110th  st  Nos  31  to  35,  on  map  Nos  31  and  33,  n  s,  323.1  e  5th  av. 
46.10x100.11,  6-sty  brk  tenement  and  store.  Samuel  Ramsfelder 
to  Isaac  Bernstein.  All  liens.  June  30,  1906.  6:1616 — 14.  A 
$23,000— P  $55,000.  other  consid  and  100 

110th  St.  Nos  111  and  115,  n  s,  77.6  e  Park  av,  38.9x100.11,  6-sty 
brk  tenement  and  store.  Rosen  Realty  Co  to  Solomon  Blumen- 
feld  and  Max  Stolzer.  Mort  $53  000.  June  29.  June  30,  I'.KKj. 
6:1638 — 5  to  6.     A  $10, .500— $19,500.  other  consid  and  100 

110th  st,  Nos  31  to  35,  on  map  Nos  31  and  33,  n  s,  323.1  e  5th  av, 
46. lOx  1(X).  1 1 ,  (!-sty  brk  tenement  and  store.  Joseph  Lichtenstein 
to  Samuel  Ramsfelder.  Morts  $65,800.  June  29,  1906.  6:1616 
— 14.     A  $23,000— P  $55,000.  other  consid  and  100 

111th  st,  Nos  lUO  to  104       |s    e    cor    Park    av,    52.6x100.11,    6-sty 

Park  av,  Nos  1523  and  1525|  brk  tenement  and  store.  Release 
claims  as  to  Park  av  Viaduct,  &c.  Hedwig  Kriete  et  al  to 
N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H  R  R  R  Co.  April 
2.5.     June  29,  1906.     6:1638—72.     A  $17,500— P  $60  000. 

other  consid  and  100 

Same  property.  Release  mort  as  to  easements,  &c.  Chas  H  Phelps 
EXR  John  G' Butler  to  same.     May  7.     June  29,  1906.     6:1638. 

nom 


Same  property.  Release  mort  as  to  easements.  Joseph  Zimmern 
and   auo   to  same.     June  21.     June  29,   1906.     6;lii3S.  nom 

111th  st.  No  118,  s  s,  185.9  w  St  Nicholas  av,  18x100.11,  3-sty 
and  basement  stone  front  dwelling.  N  Y  Investment  &  Impt  Co 
to  Eliphalet  W  Tyler  TRUSTEE  Charles  Thurber.  Q  C.  June  21. 
July  3,  1906.     7:1820—14%.     A  $7,000— $13,000.  nom 

111th  st.  No  118,  s  s,  185.9  w  St  Nicholas  av,  18x100.11,  3-sty 
and  basement  stone  front  dwelling.  Eliphalet  W  Tyler  TRUS 
will  of  Chas  Thurber  to  Lillie  E  Graeser.  C  a  G.  July  2. 
Mort  $12,000.     July  8,  1900.     7:1820—441/2.     A  $7,000— $13,000. 

16,750 

111th  st,  s  s,  2.50  e  8th  av,  50x100.11,  vacant.  Walter  J  M  Donovan 
by  John  T  Smith  GUARDIAN  and  ano  to  Philip  Weinberg.  All 
title.     June  29,   1906.     7:1826—53  and  54.     A  $20.000— $20  OOO. 

33,000 

111th  st,  s  s,  250  e  8th  av,  50x100.11,  vacant.  Philip  Weinberg  to 
Bernard  Applebaum  and  Samuel  Makransky.  Mort  $30,000.  June 
29,    lOOIi.      7:1826.  nom 

112th  st,  Nos  218  to  226,  on  map  Nos  218  to  228,  s  s,  215  e  3d  av, 
80x100.10,  two  6-sty  brk  tenements  and  stores.  Samual  Barkiu 
to   Bessie   Barkin   wife  of   Samuel   Barkin.     All   liens.     June   29. 

June  30,  1906.     6:1661—38%  to  41.     A  $16,500—$ • 

other  consid  and  100 

112th  st.  No  124,  s  s,  205  e  Park  av,  25x100.11,  5-sty  stone  front 
tenement.  Selma  Green  to  Abraham  C  Rothstein.  Mort 
$25,500.     July  3,  1906.     6:1639—63.     A  $7,000— $23,000. 

other   consid  and   100 

112th  st,  Nos  210  and  212,  s  s,  155  e  3d  av,  40.6x100.11,  6-sty  brk 
tenement   and  store.     Jacob   Holtzberg  et  al   to   Lena   Kaufman. 

Mort  $52,000,     July  2,  1906.     6:1661—12  to  43.     A  $8.100—$ . 

other  consid  and  100 

112th  st.  No  37,  n  s,  350  e  Lenox  av,  25x100.11,  5-sty  brk  tene- 
ment. Sarah  Baehr  to  Virginia  A  Tappenden.  Mort  $29,000. 
July  2,  1906.     6:1596—16.     A  $9,000— $25,000. 

other  consid  and  100 

115th  st.  No  305,  ri  s,  80  e  2d  av,  20x100.5.  4-sty  brk  tenement 
and  store.  Francesco  Prisco  to  Antonio  Galasso.  Mort  $8,000. 
June  28.     June  29,  1906.     6:1687-4i/>.     A  $4,000— $8,500.        100 

116th  st.  No  314,  s  s,  211.6  e  2d  av,  21x100.11,  5-sty  stone  front 
tenement.  John  B  Coyle  to  James  G  Andriaccio.  Mort  $18,400. 
June  30,  1906,     6:1687—431/0.     A  $5,200— $18  000. 

other  consid  and  100 

116th  st.  No  337,  n  s,  250  w  1st  av,  16.8x100.11,  3-sty  stone  front 
dwelling.  Margaret  E  Fitzgerald  to  Maria  Bove.  Mort  $5,000. 
July  2.     July  3,  1906.     6:1688—16.     A  $4,000— $8,000.  omitted 

116th  st.  No  308,  s  s,  156.3  w  8th  av,  18.9x100.11,  5-sty  brk  ten- 
ement. Jennie  Benedict  to  David  Hershfleld.  Mort  $14  500.  June 
27.     July  2,  1906.     7:1848—58.     A  $10,000— $17,000. 

other  consid  and  100 

117th  st,  No  407,  n  s.  110.8  e  1st  av,  16.8x100.11,  4-sty  brk  tene- 
ment. Henrietta  Heyman  and  ano  to  Cohn,  Baer,  Myers  & 
Aronson  Co.  Mort  $7,000.  July  2.  July  3,  1906.  6:1711—5^4. 
A  .$3,000 — $7,500.  other  consid  and  100 

117th  st.  No  63,  n  s,  100  e  Lenox  av,  27x100.11,  5-SLy  brk  tene- 
ment. Lillian  Gross  to  Gilbert  Bamberger.  Mort  $25,000.  June 
27.     June  29,  1906.     6:1601—6.     A  $11,000— $25  000. 

other  consid  and  100 

117th  St.  Nos  124  to  136,  s  s,  56.5  w  Lexington  av,  133.7xl00.-ll, 
three  3-sty  brk  dwellings  and  four  2-sty  frame  dwellings.  Pin- 
cus  Lowenfeld  et  al  to  Harris  Kahn.  Morts  $85,000.  June  28. 
June   29,   1906.     6:1644—59%   to  63.     A   $27,500— $45,500. 

other  consid  and  100 

llSth  st,  Nos  216  and  218,  s  s,  212.11  e  3d  av,  37.1x100.5,  6-sty 
brk   tenement.     Jacob  Loewenlhal   to 
seph  Gluck.     Mort  $33  000.     June  28. 
39.     A  $10,000— $45,000. 

118th  st.  No  507,  n  s.  123.10  e  Pleasant  av,  24.2x100.11  5-sty  brk 
tenement.  Henry  Bergman  et  al  to  Giuseppe  Lacovara.  Mort 
$16,.500.     June  29,  1906.     6:1815—6.     A  $4.300— $13,500. 

other  consid  and  100 

118th  st,  No  112,  s  8,  115  e  Park  av,  25x100.11,  5-sty  brk  tenement. 
Harry  M  Stoft  to  Roman  Catholic  Church  of  St  Paul.  Morts 
$20,.500.     July  2.     July  3,  1906.     6:1645— <;7.     A  $6,0  10— $18,.500. 

other  consid  and  100 

llSth  st,  No  313,  n  s,  225  w  8th  av,  25x100.11,  5-sty  brk  tenement. 
John  J  Fischer  to  Wm  T  Purdy.  Mort  $24,000.  July  2.  July  3, 
1906.     7:194.5—23.     A  $9,.500— $21,000.  other  consid  and  100 

118th  st.  No  157,  n  s  260  w  3d  av,  25:vl00.11,  5-sty  stone  front 
tenement.  Rosa  Gold  to  Chas  E  F  McCann.  Mort  $17,250.  July 
2,  1906.     6:1767—26.     A  $6  50O-$16,5C0.  100 

119th  st.  No  22,  s  s,  630  e  Lenox  av,  25x100.11,  3-sty  and  base- 
ment stone  front  dwelling.  Rachel  Redelsheimer  to  Fannie  Kas- 
ner.  Mort  $7..500.  June  28.  June  29,  1906.  6:1717—41!%.  A 
$0,000 — $9,.500.  other  consid  and  100 

120th  st,  Nos  204  to  206,  on  map  Nos  202  and  204,  s  s,  100  w 
7th  av,  75x100.11,  two  6-sty  brk  tenements.  Mary  L  Abrahams 
to  Louis  I  Siff.  Mort  $110  500.  June  6.  June  29  1908.  7:1925 
—38  to  40.     A  $33,000—$ .  other  consid  and  100 

120th  st.  No  204,  on  map  No  202,  s  s,  100  w  7th  av,  37.6x100.11, 
6-sty  brk  tenement.  Louis  I  Siff  to  Cecelia  M  wife  of  Louis  I 
Siff.      Mort  $58,750.     June  29.     June  30,   1906.     7:1925. 

other  consid  and  100 

120th  St.  No  206.  on  map  No  204,  s  s  137.6  w  7th  av.  37.6x100.11, 
6-sty  brk  tenement.  Louis  I  Siff  to  Maximilian  Fraade.  Mort 
$55,250.     June  28.     June  30.  1906.     7:1925.      other  consid  and  100 

120th  st.  No  113,  n  s,  165  e  Park  av,  20x100.11. 

120th  st.  No  115,  n  s,  185  e  Park  av,  20x100.11. 
Two  4-sty  brk  tenements. 

Frank  M  Franklin  to  Adolph  Bruckman.     Mort  $21,600.     July  z. 
July  3,   1906.      6:1769—8  and  9.     A   $11.0 JO— $21,000.  100 

120th  st.  No  313,  n  s,  250  w  Sth  av,  2.5x100.11,  5-sty  stone  front 
tenement.  Fanny  Levy  to  Samuel  and  Myer  Koch.  Mort  $15,000. 
July  2.     July  3,  1906.     7:1947—22.     A  $9,.500— $23,000. 

other  consid  and  100 

120th  st.  No  154,  s  s,  208.4  e  7th  av,  16.8x100.11.  3-sty  and  base- 
ment brk  dwelling.  Caroline  Bookman  et  al  EXRS.  &c,  Jacob 
Bookman  to  Louis  Brandt.  Mort  $10,000.  May  29.  July  3. 
1906.     7:1904—5414.     A  $7,.3O0— $15,000.  20,250 

121st  st.  No  2.52,  s  s,  194.10  e  St  Nicholas  av,  18x100.11.  3-sty  and 
basement  brk  dwelling.  Joseph  Rosenthal  to  Wm  F  Schneider, 
Jr.  Mort  $9,(i50.  June  29.  June  30,  1906.  7:1926—53%.  A 
$7.900— $12,000.  100 

121st  st,  No  314,  s  s,  140  e  2d  av,  20x100.11,  4-sty  brk  tenement. 
Martha  Menkel  to  Moses  Mayer.  July  2.  July  3,  1906.  6:1797— 
49.     A  $4,500— $9,500.  nom 

121st  st.  No  229,  n  s,  325  e  3d  av,  25x100.10,  6-sty  brk  tenement 
and  store.  Meyer  Bloch  to  Hymau  Friedman.  Morts  $32,000. 
June  20.     July  3,  1906.     6:1786—14.     A  $6,000— $7,500. 

other  consid  and  100 


Nathan  Lefkowitz  and  Jo- 
June  29.  190  J.     6:1667 — 
other  consid  and  100 
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121st  St,  No  341,  n  s,  200  w  1st  av,  25x100.11,  4-sty  brk  tenement. 
Winifred  Dunn  to  Samuel  Williams  and  Isaac  Haft.  Mort  Jti.OOO. 
July  2.     July  3,  190G.     6:1798—18.     A  $5,500— $10,500. 

otlier  consid  and  100 
121st   St,   No   438,   s   s,   175   w   Pleasant   av,   25x100.11,   5-sty   brk 
tenement.      Jacob    Block    et    al    to    Samuel    Grossman.       July    2. 
Morts  $22,000.     July  3,  1000.     0:1808—34.     A  $4,000— $18,000. 

other  consid  and  100 
121st  St.  No  202,  s  s.  104.10  e  St  Nicholas  av,  18x100.11.  3-sty  and 
basement    brk   dwelling.      Fernando   Dessaur   to   Henry  Kensing. 
Mort  $4,000.     June   15.     June  20,   1900.     7:1926—58.     A  .$7,000 
—$12,000.  other  consid  and  100 

122d  St.  No  440,  s  s.  169  w  Pleasant  av,  lS.6xlOO.10,  3-sty  stone 
front  dwelling.  Louis  Lese  to  Annie  Gaffney.  Mort  $6,500.  June 
29.      June   30,   1906.     6:1809—33%.      A  $2,800— $5,500. 

other  consid  and  100 
122d  St,  No  141,  n  s,  441.8  w  Lenox  av,  10.8x100.11,  4-sty  and  base- 
ment brk  dwelling.     F  Milton  Smith  to  Henry  D  Williams.     Mort 
$14,000.    June  20.     July  2,  1906.     7:1907— 13V4.     A  $7,200— $17.- 
000.  other  consid  and   100 

123d  St,  No  321,  n  s,  218  e  2d  av,  18x100.11.  3-sty  stone  front 
dwelling.  Joseph  Peyser  to  John  McKee.  Mort  $2,500.  July  2. 
July  3,   1906.     6:1800—10.     A  $3,200— $6,500. 

other  consid  and  100 
124th   St,   No   109,   n   s,   100  w   Lenox   av,   25x100.11,   2-sty  frame 
dwelling.     Frank  J  Eberhard  to  Geo  Ehret.     Nov  11,  1901.     July 
3.  1906.     7:1909—27.     A  $18,000— $18,000.  nom 

124th  St,  No  111,  n  s,  125  w  Lenox  av.  25x100.11,  4-sty  stone  front 
tenement.     Frank  J  Eberhard  to  Geo  Ehret.     Apr  21,  1902.   Mort 
$17,000.     July  3,   1906.     7:190!J— 26.     A  $18.000— $24,000.         nom 
124th  St,   No   107,   n  s,  75  w  Lenox  av,  25x100.11,  5-sty  brk  loftl 
and  store  building.  | 

Lenox  av,  Nos  281  to  2851  n    w    cor    124th    st,    56x75,    three    4-sty 
124th  St,  No  105  I      stone  front  tenements  and  stores.  | 

Henry   Ungrich,    Jr,    to    George    Ehret.      July   2.      Mort   $57,500. 
July  3,  liXK).     7:1909—28.     A  $20,0CK.1— $33,000.  nom 

125th  St,  No  528,  s  s,  302  w  Amsterdam  av,  27x100.11,  5-sty  brk 
tenement  and  store.  Leah  wife  of  Morris  Goldstein  et  al  to  Jen- 
nie C  Krapp.  Mort  $28,200.  June  28.  July  2.  1906.  7:1979— 
47.     A  $8„500— $25,000.  nom 

125th  St.  No  551,  n  s,  75  e  Broadway.  25x99.11.  5-sty  brk  tene- 
ment and  store.  George  Harris  to  Plaza  Realty  and  Construction 
Co.  Mort  $25,000.  June  27.  June  29.  1906.  7:1980—5.  A 
$8.000— $18,000.  other  consid  and  100 

125th  St.  Nos  511  and  513.  on  map  Nos  509  to  513,  n  s,  175  w  Am- 
sterdam av,  50.\99.11,  two  5-sty  brk  tenements  and  stores.  Har- 
riet A  wife  of  Wm  H  Caswell  to  Cathleen  Turney.  Mort  $37.- 
000.  June  28.  June  29,  19<Ki.  7:1980—24  and  25.  A  $16,000 
— $44,0IX).  other  consid  and  100 

Same  property.      Cathleen  Turney  to  Max  Marx.     All  liens.     June 

20.  1906.     7:1980.  _  100 

126th  St,  No  367,  n  s,  150  e  Columbus  av,  or  Morningside  av  E, 
25x99.11,  5-sty  brk  tenement.  Jennie  Anderson  to  Marie  Kreuder. 
Mort  $20,000.  July  2.  July  3,  1906.  7:19.53—7.  A  $8,000— 
$17,000.  other  consid  and  100 

126th  St,  Nos  207  and  209.  n  s,  100  e  8th  av,  45x99.11,  6-sty  brk 
tenement  and  store.  Samuel  Parnass  et  al  to  Samuel  and  Julius 
Siegler.     Mort  $47,000.     July  2.     July  3,  1906.     7:1932— 5  and  0. 

A   $8,000—$ .  other   consid   and   100 

127th  St.  No  119,  n  s,  115  w  Lexington  av,  31x99.11,  5-sty  brk 
tenement.  Herman  Brandstein  to  Jacob  Steiner.  Mort  $30,000. 
July  2.     July  3,  1906.     6:177t.i— 12.     A  $9,000— $27,000. 

other  consid  and  100 
12(th  St,  Nos  141  to  147,  n  s,  1.50  e  7th  av,  100x99.11,  two  6-sty 
brk    tenements.      Bernard   Traubner    to    Henry    Mayer.    Bernard 
Heine   and   Solomon   Boehm.      Mort   $110,000.      July   2       July   3 
1906.     7:1912— 8  and  10.     A  $42,000— $150,000.  I'OO 

127th  St.  No  268,  s  s,  216.8  e  8th  av,  16.8x99.11.  3-sty  and  base- 
ment stone  front  dwelling.  James  Lucas  to  Marjorie  Peeples 
Mort  $6,000.  July  2.  July  3,  1906.  7:19.32— 55i^.  A  $6,000— 
$10,000.  other  consid  and  100 

12Sth  St.  No  200,  s  s,  125  w  7th  av,  16.8x99.11,  3-sty  and  basement 
stone  front  dwelling.  Herbert  D  Burnham  to  Fredk  P  Hammond 
Mort  $9,000.  July  2.  July  3,  1906.  ,  7:1933-39.  A  $6,000— 
$10,000.  other  consid  and  100 

128th  st,  Nos  130  to  144,  s  s,  375  w  Lenox  av.  75x99.11.  five  3-sty 
and  basement  stone  front  dwellings.  John  M  Williams  to  Margt 
E  Cavanaugh.  Mort  .$37, .500.  June  27.  June  29,  1906  7  191'^ 
—48%  to  51.     A  $30.000— $45,000.  other  consid  and  100 

129th  st.  No  5.  n  s.  110  e  5th  av,  25x99.11. 

129th  St.  n  s,  135  e  5th  av,  strip  2.0.x90.11,  all  title  to  said  strip. 
2-sty  brk  dwelling. 

Joseph   F  White   to   Harold   E   Nagle.      Mort  $10,000.     June  20. 
July  2,  1906.     6:1754—5.     A  $10,000— $13,000. 

other  consid  and  100 

132d  St.  Nos  4o  and  47.  n  s,  215  w  Park  av,  45x99.11,  3-sty  stone 

front  dwelling  and  5-sty  brk  tenement.  Elizabeth  Douglass  et  al 

widow  and  children  and  HEIRS  of  Wm  J  Douglass  to  Abraham 

Cohn,     Morts  $17,000.     June  30.     July  3.  1906.     6:1757—26  and 


A  $10.000— $25,500. 


other  consid  and   100 


132d  St.  No  45.  n  s.  240  w  Park  av.  20.x99.11,  3-sty  stone  front 
dwelling.  Release  mort.  The  Park  Mortgage  Co  to  Abraham 
Cohn.     July  2.     July  3,   1906.     6:1757—26.     A   $4,500— $8,000. 

132d  st,  No  5,  n  s,   110  e  5th  av,  25x99.11,  5-sty  brk  tenement*™ 
John  J  Petri  to   Louis   Levin.      Mort   $22,500.      July  2      July  3 
1906.     G:1757-.5.     A  $0,000-$20,0(M).  other  consid  and  I'OO 

132d  St.  No  2i4.  s  s,  116.8  e  8th  av.  16.8x99.11,  3-sty  stone  front 
dwellmg.  Julia  Witkind  to  Henry  Goodwin.  Mort  $10  000  July 
2.     July  3,  1906.     7:1937—59%.     A  $6,00(>-$9..50O.  ' 

^ooA     .     1.7     -o-  o—  "^^^^  consid  and  100 

133d  st.   No  o3o,   n  s.  3i.o  w  Amsterdam   av.  2.5x99.11.  5-sty   brk 

tenement.      Bessie  Freed  et   al   to  Jennie   Freed.      Mort  $23  500 

July  2.     July  3.   ]!H)6.     7:1987-17.      A  $5,.5O0-$18,0OO.        '    nom 

hiM  st.  No  i)20,  s  s.  292.6  w  Amsterdam  av.  17.6x99.11,  4-sty  brk 

tenement.     Michl  J  Gannon  to  Addie  M  Martin  and  Mary  Hoag- 

L^f  »i^^rA  ^•'■*^*^-     -^"'y--    July  3.  1900.     7:1986-107.     A  $3 - 
8<J<J — -tS.OOO.  qqj^ 

133d  St.  No  6,  s  s.  107  w  5th  av.  runs  s  74.11  x  w  3  x  s  25  x  w  25 
X  n  99.11  to  st,  X  e  28  to  beginning. 5-sty  brk  tenement.  Louis 
Greenblatt  to  Morris  Weiss  and  Herman  Shaffer.  Mort  $■'1  500 
June  20.     June  29,  1906.     6:1730 — 11.     A  $8.000— $23,000.   ' 

100,     ,    ,,     -„o  1—  other  consid  and  100 

l.Wd  st.  No  ij08,  s  s,  lio  w  Amsterdam  av.  25x99.11.  5-sty  brk 
tenement.  Dora  Meyer  to  Hedwig  Steinberg.  Mort  $23 .500 
J_uly  2,   1906^     7:1986-102.     A   $5..500— $18.0tl0.  '    nom 

13.>th  st,  n  s.  140  w  Amsterdam  av,  40x99.11,  5-sty  brk  tenement 
^'™°°„„^^'^'  ^'  '''  '"  '^^■■y  ^  Quinn.  Mort  $45,000.  June  27 
June  29.  190().     7:1988.  other  consid  and  100 


135th  st,  s  s.  285  w  Broadway,  strip,  8.2x99.11.  Release  mort. 
Knickerbocker  Trust  Co  to  D  L  Block  Co.  June  28.  June  29 
nXlO.     7:2001.  nom 

13,)th  St.  Nos  168  and  170,  s  s,  300  e  7th  av,  50x99.11,  two  5-sty 
brk  tenements.  Wm  J  Farrell  to  Julia  E  Liggan.  Mort  $41,500. 
June  22.     July  2,  1906.     7:1919— 50  and  51.     A  $22.000— $42,000. 

other  consid  and  100 

1,36th  st,  s  s,  100  w  Amsterdam  av,  300x9il.ll,  vacant.  Hyman 
Horwitz  to  Crescent  Mercantile  and  Realty  Co.  Mort  $132,000. 
April  2.     June  29.  190(j.     7:1988.  other  consid  and  100 

138th  St.  Nos  084  and  636,  s  s,  375  w  Broadway.  50x99.11.  5-sty 
brk  tenement.  Louis  Pincus  to  Wm  Cahill.  Mort  $53,000.  July 
2.     July  3,   1906.     7:2086 — 49.     A  $6,000— P  $20,000. 

other  consid  and  100 

l.'S8th  st  Ins.  375  e  12th  av,   and  400  w  Broadway,  runs  n 

l.'iOth  st  I    —  to  s  s  139th  st.  x  w  25  x  n  30  to  c  1  139th  st. 

Riverside  Drive  1  x  w  133  to  e  s  Riverside  Drive,  x  s  —  to  n  s 
1.38th  st,  X  e  132.6  to  beginning,  2-sty  brk  building  and  vacant. 
New  York  Investment  and  Impt  Co  to  Roderick  M  Fleming.  C 
a  G.     June  30.   1906.     7:2087.  other  consid  and  100 

139th  st,  n  s.  2(M>  w  Amsterdam  av,  100.x99.11,  two  5-sty  brk  ten- 
ements.    Mishkind-Feinberg  Realty  Co  to  Lilian  Kileoyne.     Mort 

$99,000.     June  29,  1906.     7:2071—21  to  24.     A  $20,000-$ . 

other  consid  and  100 

140th  st,  Nos  503  and  505.  n  s,  100  w  Amsterdam  av,  50x99.11.  5- 
sty  brk  tenement.  Joseph  Keller  to  John  R  Sulzer.  Morts  $62,- 
5(10.  June  28.  June  29,  1906.  7:2072—27.  A  $12,000— P  $20,- 
000.  other  consid  and  100 

141st  st,  Nos  142  and  144,  on  map  No  144.  s  s.  462  e  7th  av,  45x 
99.11.  6-sty  brk  tenement.  Margaret  Morison  to  Samuel  Gordon 
Mort  $63,000.     June  29.     June  30,  1906.     7:20<:)9. 

other  consid  and  100 

141st  st,  Nos  142  and  144.  on  map  No  144.  s  s,  462  e  7th  av.  45x 
99.11,  6-sty  brk  tenement,  Samuel  Gordon  to  Wm  Wasserstrom, 
of  Brooklyn.     Mort  $75,000.     June  29.     June  30,  1906.     7:2009. 

nom 

142d  st.  No  221,  n  s,  275  w  7th  av,  25x99.11.  2-sty  frame  dwelling. 
Louis  Lese  to  Meyer  Sachs.  Mort  $11,500.  June  28.  June  30, 
1906.     7:2028—20.     A  $8.5(M>-$9.500. 

other   consid  and   100 

142d  St.  Nos  131  to  135,  n  s,  270  w  Lenox  av.  80.x99.11.  two  6-sty 
brk  tenements.  Morris  Bernstein  et  al  to  Fanny  Heilbrunn. 
Mort  $90,000.  July  2.  July  3,  1906.  7:2011—18  and  20.  A 
.$2i.000— P  $44tM)0.  other  consid  and  100 

143d  st,  Nos  151  and  153,  n  s,  212.6  e  7th  av,  37.6x99.11,  5-sty  brk 
tenement.  Max  Baumann  et  al  to  Gustav  J  Haase.  Mort  $37.- 
000.    June   5.      July  3,   1906.      7:2012—11.      A   $ll,20O-$38,000. 

100 

143d  st,  Nos  114  to  120,  s  s,  225  w  Lenox  av,  83.4x99.11,  two  6- 
sty  brk  tenements.  William  Rosenzweig  Realty  Operating  Co  to 
Isidor  and  Harry  L  Bloeh.  Mort  $40,000.  June  12.  June  29, 
1906.     7:2011.  other  consid  and  100 

143d  st,  Nos  114  to  120.  s  s.  225  w  Lenox  av.  8:^.4x99.11,  two  6- 
sty  brk  tenements.  Abraham  Nevins  et  al  to  William  Rosen- 
zweig Realty  Operating  Co.  Mort  $40,000.  June  27.  June  29, 
li)06.     7:2011.  100 

148th  st.  No  203.  n  s,  100  w  7th  av,  37.6x99.11,  5-sty  brk  tene- 
ment. George  Ricard  et  al  to  Walter  T  Kohn.  Morts  $.39,000. 
July  2.     July  3,  1906.     7:2034.  other  consid  and  100 

148th  st.  No  202.  s  s,  100  w  7th  av,  37.6x99.11,  5-sty  brk  tene- 
ment. Jacob  Leicht  Jr  to  Carrie  M  Meyers.  Mort  $35,000.  July 
2.     July  3.  1906.     7:2033.  nom 

149th  St.  No  .504.  s  s.  125  w  Amsterdam  av.  16.8x99.11,  3-sty  stone 
front  dwelling.     Wm  Burnet  to  Henry  M  Haar,  of  New  Rochelle, 


N   Y.      Mort   $11,000.     June  -Zi.     July  2,   1006.     7:2080—37.     A 
.$4.000— $13,000.  nom 

156th  st,  Nos  521  and  523,  n  s.  200  w  Amsterdam  av,  50x99.11, 
two  5-sty  brk  tenements.  Fenimore  Realty  Co  to  August  C  Nanz. 
Mort  $37,000.     June  29,  1906.     8:211.5—47.     A  $10,000— $40,000. 

other  consid  and  100 

1.59th  St.  No  515,  n  s,  173  w  Amsterdam  av.  27x99.11,  5-sty  brk 
tenement.  Tillie  Weiss  to  Jacob  C  Harris.  Mort  .$26,000.  June 
2!t.     June  30,  1906.     8:2118—96.     A  $5,400— $20,500. 

other  consid  and  100 

174th  st,  s  s,  95  e  Audubon  av,  75x100,  vacant.  Hayman  Wallach 
et  al  to  Wallach  Reisler  &  Co.  a  corporation.  Dec  12.  1905. 
June  29,  IfKW.    8:21.30—37  to  39.     A  $7,500— $7,500. 

other  consid  and  100 

iS4th  st,  n  s,  325  w  10th  av.  2.5x99.11.  2-sty  frame  dwelling.  Wash- 
ington B  Reed  to  Bessie  E  Reed.  All  title.  Mort  $6,000.  June 
26.     June  30,   1906.     8:2156—32.     A  $4.000— .$4,.500.  nom 

184th  St.  s  s,  100  w  Amsterdam  av.  200x99.11,  vacant.  Irving 
Bachrach  et  al  to  Louis  Schlechter.  All  liens,  June  30,  1906 
8:21.55—78  to  85.     A  .$20.000— $20.tXlO.  other  consid  and  100 

191st  st,  s  s,  100  e  St  Nicholas  av,  1.50x95.9x— xl04.2,  vacant. 
Isaac  Mayer  to  Henry  Mayer.  Undivided  right,  title  and  inter- 
est.    All  liens.     Apr  19.     July  3,  1906.     8:2161.  nom 

191st  St.  s'  s.  lO)  e  St  Nicholas  av.  150.x95.9.x — xl04.2.  vacant. 
Bernhard  Heine  et  al  to  Isaac  and  Henry  Mayer.  Undivided  right, 
title  and  interest.     Mort  $25,500.     Apr  3.     July  3.  1906.     8:2161. 

other  consid  and  100 

191st  st,  n  s,  100  e  St  Nicholas  av.  150x100. 

191st  st,  s  s,  100  e  St  Nicholas  av,  150.x95.9x- 
vacant. 

Henry  Mayer  et   al   to  Bernard  Traubner. 
.30.     July  3.  1906.     8:2161. 

192d  st,  n  s.  100  e  St  Nicholas  av,  150x100. 

192d  st,  s  s.   100  e  St  Nicholas  av,  150x100. 

191st  St.  n  s.  100  e  St  Nicholas  av,  150x100. 
vacant. 

Isaac  Mayer  et  al  to  Bernhard  Heine  and  Solomon  Boehm.  Mort 
$25,500.  Apr  4.     July  3,  1906.     8:2161.  other  consid  and  100 

215th  St.  s  s,  100  e  Isham  av  proposed,  50x100.  vacant.  Chel- 
sea Realty  Co  to  Mary  J  Hardy.    June  28.     June  30.  1906.  8:2250. 

other  consid  and  100 

215th  st,  s  s,  100  w  Seaman  av  proposed.  65x100,  vacant.  Chelsea 
Realty  Co  to  Rose  G  Allen.     Mort  $2,736.     June  30,  1906.  8:2250. 

other  consid  and  100 

215th  st,  n  s,  100  e  Isham  av,  .50x100,  vacant.  Chelsea  Realty 
Co  to  Thos  A  M  Stevenson  and  Morris  P  Joachim.  Mort  $1  824 
June  29.  1906.     8:2250.  other  consid  and  100 

228th  st,  late  Terrace  View  av.  s  s.  bet  Broadway  and  Terrace 
View  av  and  being  66.5  w  line  bet  lots  216  and  217.  on  map 
North  Marble  Hill,  runs  s  100  x  e  33.5  x  n  100  to  av.  x  w  36.5 
to  beginning.  Wm  A  Roos  to  Theresa  A  Buzzini.  Mort  $4,500. 
June  30.     July  2,  1906.     13:3402.  8,50© 


-X104.2, 


Mort  $51,000.     June 
other  consid  and  100 
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Av  A.  No   1745  j  s  w  cor  91st  st,  25.10x94.  5-sty  tenement 

91st  St,  Nos  442  and  444|  and  store.  Frederick  P  Hummel  et  al  to 
Wm  G  Roehrich,  Jr,  of  North  Bergen,  N  J.  Mort  $1G,500. 
June  2().     July  2,  ItKKJ.     5:1570—28.     A  .f7,000— ^20,000. 

other  consid  and  100 

Av  A.  No  1559,  w  s,  51.5  s  83d  st.  25.5x80.5,  5-sty  brk  tenement 
and  store.  Annie  Joel  to  Otto  Hille.  Mort  $20,0U0.  June  29. 
July  2,   1906.     5:1502—20.      A   $0,500— $18,500. 

other  consid  and  100 

Av  A,  No  2G5,  w  s,  09  n  10th  st.  2.3x94,  4-sty  brk  tenement  and 
store  and  3-sty  brk  tenement  in  rear.  Morris  P  Joachin  to  Sam- 
uel Greenstein.  Mort  $14,000.  June  29,  1900.  3:948 — 28.  A 
$9,0(X)— $12,000.  other  consid  and  100 

Av  A,  No  2t)5,  w  s,  09  n  10th  st,  23x94,  4-sty  brk  tenement  and 
store  and  3-sty  brk  tenement  in  rear.  Alfred  L"  M  Bullowa  et  al 
to  Morris  P  Joachim.  Mort  $14,000.  June  29,  190(i.  3:948—28. 
A    $9,000— $12  000.  other    consid    and    100 

Av  A.  No  109,  w  s,  47.4  s  11th  st,  23.8x94,  5-sty  brk  tenement  and 
store.  Harris  Goldsclag  to  Isaac  Greenman  and  Isidor  Lorber- 
baum.  Mort  $31,000.  June  28.  June  29,  1900.  2:438—29.  A 
$10,0»)0— ,$28,000.  other  consid  and  KM) 

Av  A,  No  1410,  e  s,  25  n  75th  st,  26.1x98,  5-sty  brk  tenement  and 
store.  Leopold  Lefkowitz  to  Frank  M  Franklin.  Morts  $24,- 
500.     July  2.     July  3,  1900.     5:1487—2.     A  $0,000— $12,500. 

other  consid  and  100 

Av  A,  No  1745  I   s   w   cor   91st    st,    25.10x94,    5-sty   brk 

91st  St.  Nos  442  and  444  |  tenement  and  store.  Wm  G  Roehrich 
Jr  to  Fredk  P  Hummel  and  John  Volz.  Mort  $25,000.  July  2. 
July   3,   1906.      5:1570—28.      A   $7,000— $20,<.MX). 

other   consid  and   100 

Av  A,  Nos  1408  and  1410|s  e  cor  75th  st,  50x98,  5-sty  brk  factory 

75th  st.  No  500  I     and    store.      Samuel    Cohn    to    Cecelia 

M  Siff.     Mort  $44,500.     June  29.     July  3,  1006.     5:1480 — 49  and 
50.      A  $15,000— $34,000.  other   consid  and   100 

Av  A,  Nos  1408  and  14101  s  e  cor  75th  st,  50x98,  5-sty  brk  factory 

75th  st.   No  500  |     and  store.     Maximilian  Fraade  to  Samuel 

Cohn.     Mort  $44,500.     June  28.     June  30,  190<i.     5:1480 — 49  and 
50.     A  $15.aM)— $34,000.  100 

Av  A,  No  1010,  e  s,  25.5  n  55th  st,  25x70.8,  5-sty  brk  tenement. 
Esther  Schwartz  to  Julia  Kann  and  Minnie  B  Blumenthal.  Mort 
$19,250.  June  29.  June  30,  1900.  5:1371—39.  A  $7,000— 
$10,(.M)0.  other  consid  and  100 

Av  B,  No  172,  w  s,  139.6  n  10th  st,  25x70,  5-sty  brk  tenement  and 
store.  Isaac  S  Heller  to  Emanuel  Schwal  and  Jacob  Feirberg. 
Mort  $18,400.  June  29.  June  30,  1900.  2:404—29.  A  $12,000 
—$19,000.  other  consid  and  100 

Av  B,   No  173  Is  e  cor  11th  st,  25,x93,  5-sty  brk  tene- 

11th  st,  Nos  OtM)  and  602  |  ment  and  store.  Hattie  B  Karsch  to 
David  Aaronson.  Mort  $25,000.  July  2.  July  3,  190(!.  2:393 — 
8.      A  $22,000— $30,000.  other  consid  and   100 

Av  B,   No   173  |s  e  cor  11th  st.  25x93,  5-sty  brk  tene- 

11th  st,  Nos  000  and  602  I  ment  and  store.  David  Aaronson  to 
Tannenbaum  &  Lowenstein.  Mort  $.50,000.  July  2.  July  3. 
1906.     2:393—8.     A  $22,000— $36,000.  noin 

Av  B.   Nos  272  and  274   In   w   cor   10th   st.   43x70,   two   4-sty  brk 

16th  st.   No  5.53  |     tenements   and    stores.      Meyer   Lefko- 

witz to  Harris  Tow  and  Abram  G  Abramson.     Mort  $28. .500.  July 
2.    July  3,  1906.     3:974—29  and  30.     A  $15,25O-$23.500. 

other  consid  and  100 

Av  C.  Nos  217  and  219,  w  s,  45.10  u  13th  st.  runs  w  03  x  n  22.10 
X  w  24.11  X  n  23  X  e  88  to  w  s  Av  C  X  s  45.10  to  beginning,  two 
.5-sty  brk  tenements  and  stores.  William  Klein  to  Leopold 
Linden.     Morts  $20,000.     June  2.     July  3,  1900.     2:396—34  and 

35.  A  $17,(MJ0— $20,000.  other  consid  and  100 
Av  C.   No  202,  e  s,  51.9  n  12th  st,  25.9x02.6,  4-sty  brk  tenement 

and  store. 
Av  C,  No  201,  w  s,  51  n  12th  st,  25x70,  4-sty  brk  tenement  and 
store. 

Amalie   Seldner   widow   and   DEVISEE    Pineas   Seldner   to   Abra- 
ham Strauss.  July  2,  1900.     2:.S82— 3.     A  $9,000— $11,000;  395— 

36.  A  $8,500— $11,000.  other  consid  and  100 
Av  C,  No  156.  e  s,  23.4  s  10th  st.  runs  s  20.10  x  e  83  x  n  20.6  x  w 

23  X  n  0.41^  X  w  00  to  beginning.  5-sty  brk  tenement  and  store. 

Charles   Naumer  et   al  HEIRS.   &c,   August   Naumer     to     Morris 

Eschwege.     June  29.     July  2,  1900.     2:379—7.     A  $11,000— $14,- 

000.  other  consid  and  100 

Av  D  n  e  cor  13th  st.  runs  n  —  to  s  s  14th  st  x  e  —  to  e  s 

l.Sth  st  Tompkins  st  x  s  —  to  1.3th  st  x  w  —  to  beginning. 

14th  st  the   block,    with   all    right    to   wharfage,    land   under 

Tompkins  st      water,    &c,   and   bulkhead   or   pier   rights,   &c.   along 

either  side  of  Tompkins  st,  1  and  2-sty  brk  and  frame  buildings. 

The    East    River    Realty    Co    to    Emily    M    Roemer,    of    Brooklyn. 

June  28.     July  3.   1900.     2:370—1  and  15  to   18.     A  $202,001  >— 
■     $204,(X)0  and   exempt.  other  consid   and   100 

Amsterdam  av,  n  w  cor  lG8th  st,  50x100,  vacant.     Louis  Weinstein 

to    Sally   Weinstein.      Mort   .$55  0110.      June   29.      June   30,    1906. 

8:212.5—48  and  49.     A  $18.500— $1S,.500.  other  consid  and  100 

Amsterdam  av,  Nos  2001  and  20031  n  e  cor  1.59th  st,  50x120.5  to  w 
St   Nicholas   av.   No  981  |     s  St  Nicholas  av.  x.50.10xl35.9. 

159th  St.   Nos  475  to  481  j     two  0-sty  brk  tenements,  stores 

on  Amsterdam   av,     Annie  L   MeClintock  to  Geo   E  Ketcham,   of 

Yonkers,  N  Y.     June  22.     June  30,  190(1     8:2109—1  and  16.     A 

$38,0(10— $115,000.  nom 

Same  property.     John  H  Valentine  to  same.     Q  C.     June  22.  June 

30,    190(i.      8:2109.  nom 

Same   property.      Andrew   B   Valentine   to   same.      Q   C.     June   28. 

June   30,    19(Xi.      8:2109.  nom 

Same  property.  .  Geo  E  Ketcham  to  Alfred  E  Hanson,  of  Brooklyn. 

June   28.     June  30,   1906.     8:2109.  nom 

Amsterdam   av,    Nos   1720   to   1T26|    n   w  cor   145th  st,   99.11x100, 
14.5th  st.   No  .501  I     tour  5-sty  brk    tenements  and 

stores.     Jacob  Raichle  to  Cathleen  Turney.     Mort  .$.SOtKX).    June 

29,  1906,     7:2077—29  to  32.     A  $70,000— $111, 00(.). 

other  consid  and  100 
Same  property.     Cathleen  Turney  to  Henry  Marks  and  Casper  Levy. 

Mort  $17(1,000.     June  29,  lOOfi.     7:2077.  other  consid  and  100 

Amsterdam  av,  Nos  1940  to  194G|  n   w   cor   156th   st,   99.11x125,   2- 
1.50th  st.   No  .501   and  503  |     sty    frame    dwelling    and    2-sty 

frame  stable.     Ehler  Osterholt  to  Rose  McGovern.     Mort  $102,- 

000,     June  28.     June  29,  1906.     8:2115—38.     A  $.50,000— $55,0)0. 

other  consid  and  100 
Same    property.      Rose    McGovern    to    Samuel    Wacht   and    Charles 

Geiger.     Mort  $102,000.     June  29,  1900.     8:2115. 

other  consid  and  100 
Amsterdam  av.  Nos  1940  to  1946|n  w  cor  1.56th  st,  99.11x125,  2- 
1.56th  St.   Nos  501  and  ,503  |     sty  frame  dwelling  and  2-sty 

frame  stable.     Samuel  Wacht  et  al  to  Wm  and  Joseph  Wolf  and 

Abraham    Rothstein.      Mort    $108,000.      June   25.      July   3,    1906. 

8:2115—38.     A  $50,000— $.55,000.  other  consid  and  100 


Amsterdam  av,   Nos  2001   and  2003  |n  e  cor  159th  st,  runs  n  50  x  e 

St  Nicholas  av.  No  981  |     120.5  to  w  s  St  Nicholas  av 

l.jOth  st,   Nos  475  to  481  |     x   s  .50.10   to   st  x   w  —  to 

beginning,    two    (i-sty    brk    tenements,    store    on    Amsterdam   av. 

Alfred    E   Hanson   to    Hudson    Realty   Co.      Mort  $120,000.      June 

29.     July  3,   1900.     8:2109—1  and  10.     A  $38,000— $115,000. 


other  consid  and  100 
25.8x86,   5-sty   brk   tene- 
Henry  F  Schutte  to  Geo 
4:1243—29.     A  $20,000 
other  consid  and  100 


Amsterdam  av.  No  7201  n   w   cor  95th   st, 

95th  st.   No  201  I     ment  and  store. 

Latour.      Mort  $28,000.     July  2,   1906. 
— $42,000. 

Audubon  av,  n  w  cor  169th  st,  26.7x100. 

Audubon  av,  s  e  cor  109th  st,  30x95, 
vacant. 

Irving  Bachrach  et  al  to  Max  S  A  Wilson.  All  liens.  June  30' 
KHJO.     8:2125  and  2126.  100 

Broadway.  Nos  0<M). and  <>02   |e  s,  50.3  s  Houston  st,  runs  e  98.5  x 

Crosby  st,  Nos  134  and  130]  s  3  x  e  98.5  to  w  s  Crosby  st,  x  s 
53.9  X  w  198  to  Broadway,  x  n  49.3  to  beginning,  0-sty  brk  loft, 
office  and  store  building.  James  H  Aldrich  et  al  to  Spencer  Al- 
drich.  Mort  $200,(HK».  B  &  S.  Jan  15.  June  30,  ItKJO.  2-511 
16.     A  $2.5(I.(X10— $370,000.  nom 

Same  property.  James  H  Aldrich  et  al  EXRS,  &c,  Eliz  W  Aldrich 
to   same.      Mort  .f200.0(X).     Jan   15.     June  30.   1900.     2:511. 

405,000 

Broadway,   w  s,   100  n  125th  st.  41.8x100. 

Broadway,  w  s,  183.3  n  125th  st,  41.7x100. 
two  0-sty  brk  tenements  and  stores. 

Emanuel  Doctor  to  Charles  Kaiser  and  Wm  B  Mott.  Mort  $100  ■ 
OIX».     June  28.     June  30.  19(X!.     7:1993.  other  consid  and  100 

Broadway,  n  e  cor  l.S7th  st,  74.1x105.11x71.6x85.9,  vacant.  Irving 
Bachrach  et  al  to  Louis  Schlechter.  All  liens.  June  30  1906 
8:2170—1   and  2.     A  $13,000— $13,000.  other  consid  and  100 

Broadway,  Nos  3136  to  3l42|  n  e  cor  125th  st,  99.11x75.   7-sty  brk 

125th   st  I     tenement  and  store.     Mary  E  Bannon 

to  Eugene  C  Potter.  Mort  $125.0(10.  June  28.  June  29  1906 
7:1980—1.      A    .«00,000— $l(i5,(XM:».  nom 

Broadway,  w  s.  1(X)  n  125th  st,  41.8x100. 

Broadway,  w  s.  183.3  n  125th  st.  41.7x100. 
two  0-sty  brk  tenements  and  stores. 

Release  mort.  Chas  M  Rosenthal  to  Emanuel  Doctor.  June  29.' 
July  2.  190(1.     7:1993.  other  consid  and  100 

Central  Park  West.  No  248.  w  s,  25  s  85th  st,  20x100,  4-sty  and 
basement  brk  dwelling.  Emma  L  Simpson  et  al  to  Max  K  R 
Reich.  June  18.  July  3,  1906.  4:1198- .35.  A  $24,(X)0— .$38.- 
000.  other  consid  and   100 

Columbus  av^Nos  649  to  6.551  s  e  cor  92d  st,  100.8x125,  five  5-sty 

92d  st,   Nos  74  to  82  ]•  brk  tenements,  stores  on  av.     Isaac 

M  Witt  to  Seaman  Sylvester.  %  part.  Mort  $190,(XX).  June  29 
June  30,   1906.     4:1205—60  to  64.     A  $109,.500— $177,000. 

other  consid  and  1(K) 

Columbus  av,  Nos  049  to  (i.55]  s  e   cor  92d   st,   100.8x125,   five   5-sty 

92d  st,   Nos  74  to  82  |     brk  tenements,  store  on  av.     Geo  W 

Thym  to  Isaac  M  Witt.  Mort  $90,000.  June  29,  VMd.  4:120.5 — 
60  to  04.     A  $109..500— $177,<XM),  other  consid  and  100 

Columbus  av.  No  727.  e  s,  75.6  n  95th  st,  25.2.x90.8x25.3xS8,  5- 
sty  brk  tenement  and  store.  Richard  H  L  Osthoft  to  Elizabeth 
Osthoff,  of  Clifton  Park  N  J.  Mort  $19,(X10.  July  2,  1900.  4- 
1209^.     A  $19,000— .l;25(X)0.  other  consid  and  100 

Edgecombe  av,  w  s,  75.11  s  160th  st,  25.4x100.2x25x101.1.  I 

Edgecombe  av,  w  s,  50.6  s  106th  st,  25, 4x](»]. 1x25x97. 6.  ( 

Edgecombe  av,   w  s,  25.3  s   KUJth  st.  25,4x9 1 .0x25x93.5.  I 

Edgecombe  av,  s  w  cor  166th  st,  25. 2x93. .5x25x90.4,  with  all  title| 
to  strip  bet  old  and  new  lines  of  road  and  av,  vacant.  | 

Isaac  Shapiro  to  Kate  Levy.  An  undivided  43.75%  share.  &c. 
Mort  $40  000.  June  27.  July  3,  1900.  8:2111—59  to  03.  A 
$18,000— $18,(.10O.  other  consid  and  100 

Lenox  av,  s  w  cor  121st  st,  l(X).llx75,  vacant.  Isaac  M  Bernstein 
to  Herman  Harris  and  Samtiel  I  Siegel.  Mort  $75,<XX).  June  28. 
June  29,   19(H!.     7: 1905— .-{.'i  to  30.     A  .'i;72  0(X)— $72,0(X).  nom 

Lenox  av.  No  .S(i,  e  s,  KMl.ll  s  115th  st,  25x75,  5-sty  brk  tene- 
ment. Wra  H  Hussey  and  ano  to  Herman  W  Botein.  Mort  $26,- 
.500.     July  2.     July  3.  190(i.     0:1.598 — 4.     A  $12,.5O0— $25,000.     100 

Lenox  av,  No  287,  w  s.  5(i  n  124th  st,  19.,Sx75,  3-sty  brk  tenement 
and  store.  John  B  Pannes  to  George  Ehret.  C  a  G.  Jan  .30 
1902.      July  3,    1900.      7:1909—31.      A  $20,000— $22,000.  nom 

Lenox  av.  No  2.S9.  w  s.  75.8  n  124th  st.  25..3x75.8x25.3x75.  3-sty 
frame  tenement  and  store.  John  B  Pannes  to  Geo  Ehret.  Feb 
20.   1902.     July  3.   lilOC.     7:1909-32.     A  .$26.000— .$27.(H)0.       nom 

Lenox  av.  No  515.  w  s.  41.7  s  1.3('ith  st.  16.8x75.  3-sty  stone  front 
dwelling.  Anna  Habicht  to  Johanna  Kahn  and  Kathinka  Rosen- 
stock.  Mort  $13..5(IO.  July  2.  July  3.  1900.  7:1920—34%.  A 
,$8.5(X)— $11.(Xlp.  other  consid  and   100 

Lenox  av.  No  475,  w  s,  25  s  KUth  st,  33.8xl(XI,  5-sty  brk  tene- 
ment. Margaret  J  Thomson  to  Marianne  Rosenzweig  2-3  part  and 
Bertha  Silberstein.  1-.3  part.  Mort  $28,0(«).  June  29,  1906. 
7:1918— .3.5.      A  .$21  OflO— .$34,(I(X).  other  consid  and  100 

Lexingion  av.  Nos  212(.i  to  21341  n  w  cor  12.Sth  st,  99.11x25,  5-sty 

12Sth  st.   No   135  I     brk  tenement  and  store.  Thomas 

Carroll  to  Gertrude  Hershfleld.  June  29.  June  .30.  190(!.  0:1777 
—17.     A  $17.000— .$37 ,(ltX).  other  consid  and  lOO 

Lexington  av.  No  1518|  w  s,  175.11  n  97th  st,  26  to  9Sth  st,  xl05, 

O.Sth   St.   No    128  I     5-sty    brk    tenement   and   store.        Samuel 

Levin  et  al  to  Frieda  Hart.  Mort  $41  0(X».  June  29,  190(i.  tj:- 
102.5—00.     A  $U;.,(X)0— $35,(XX1.  other  consid  and  100 

Lexington  av,  No  582,  w  s.  00.5  n  51st  st,  20x90,  3-sty  stone 
front  dwelling.  Anna  M  Pinckney  et  al  HEIRS,  &c,  Thomas 
Pinckney  to  Abraham  Schwab.  July  2.  July  3.  190(i.  5:1.306 
—15V..      A   $12.000 — $15,(X»0.  other  consid  and  100 

Lexington  av,   Nos   19.30  and   1932  |    s  w  cor  119th  st,  54.0x70,  two 

119th  st.   No  138  I     5-sty      brk      tenements      and 

stores.  John  J  Connolly  to  David  and  Charles  Schwartz.  Morts 
$53.(XX).     July  3,  1900.     6:1707—58.     A  $20,0(XV-$48,000.  nom 

Lexington  av.   Nos   1390  and  1932  [s  w  cor  119th  st,  .54.0x70,  two 
119th   st.   No  138  I     5-sty      brk      tenements      and 

stores.  Sigmund  Ashner  to  John  J  Connolly.  Mort  .$35,000. 
June  30.     July  3,   lilOO.     0:1707— .58.     A  $20,000— $48,000. 

other   consid   and   1(X) 

Madison  av,  Nos  211  and  213,  e  s,  .34.6  s  36th  st,  runs  e  9(18  x  s 
10.7  X  e  3.4  X  s  53. ,S  x  w  100  to  av.  x  n  64.3  to  beginning.  2  and 
3-sty  stone  front  dwellings.  Lucius  H  Beers  and  ano  EXRS.  &c. 
Robert  R  Stuyvesant  to  City  Real  Estate  Co.  June  25.  June  29, 
190().     3:865—55  and  57.     A  $150,000— $185,000. 

other  consid  and  100 

Madison  av.   No   1435|  n  e  cor  99th  st,  27.10x100,  5-sty  brk  tene- 
99th  st.   No  49  I     ment   and   store.     Carrie   Frankenthaler   to 

John  E  Simons  and  Jacob  C  Harris.  July  2,  1906.  Mort  .$40,000. 
0:160.5—24.     A  $30,000— $45,000.  other  consid  and  100 
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Madison  av.  Nos  211  and  213.  e  s.  34.6  s  36th  St.  runs  e  9G.8  x  9 
10.7  X  e  3.4  X  s  ."j3.S  x  w  lUO  to  av,  x  n  64.3  to  beginning.  2  and 
3-sty  stone  front  dwellings.  U  S  Trust  Co  of  N  Y  to  Lucius  H 
Beers  and  Eli  G  Partridge  EXRS,  &c,  Robt  R  Stuyvesant.  June 
28.     June  29,  1906.     3;  865— 05  and  57.     A  $156,0(X)— $185,000. 

other  consid  and  100 

Madison  av.  No  1029,  e  s,  25.6  s  109th  st,  25x95,  5-sty  brk  tene- 
ment and  store.  Frieda  Hart  and  ano  to  MoUie  Goldstein.  Mort 
S26.U00.  June  21.  June  30.  1906.  6:1614—50.  A  $13.0UO— 
$25  000.  other  consid  and  100 

Madison  av,  No  1846.  s  w  cor  120th  st,  26x100,  5-sty  brk  tene- 
ment and  store.  Solomon  Appel  to  Felix  Tausend.  Mort  $40000. 
June  29,  1906.     6:1746—59.     A  $24,000— $48,000. 

other  consid  and  100 

Madison  av,  No  1519,  e  s,  84  s  104th  st,  16.8x70.  3-sty  brk  dwell- 
ing. Martha  E  Baum  and  ano  to  Morris  L  Sack.  Mort  $9,000. 
July  2.     July  3,  1906.     6:1609—55.     A  $6,500— ?9,000, 

other  consid  and  100 

Manhattan  av.  No  442,  e  s,  67.7  s  119th  st,  33.4x95,  5-sty  brk  tene- 
ment. Isaac  Schwartz  to  Irving  I  Frankel.  Mort  $38,000.  June 
30.     July   3,    1906.      7:1945—17.      A   $16,000— $34,000. 

other  consid  and  100 

Manhattan  av.  No  443,  w  s,  50.11  s  119th  st,  25x100,  5-sty  stone 
front  tenement.  Hoffman  Realty  Co  to  Arthur  Schreiner.  Mort 
$23,000.  July  2.  July  3,  1906.  7:1945—52.  A  $13,000— $25.- 
000.  nom 

Manhattan  av.  No  442,  e  s.  67.7  s  119th  st,  33.4x95,  5-sty  brk 
tenement.  Irving  I  Frankel  to  Israel  Frankel.  10-16  parts.  Morts 
$38  0tK).  July  2.  July  3,  1906.  7:1945—17.  A  $16,00(>-$34,- 
000.  other  consid  and  100 

Manhattan  av.  No  442,  e  s,  67.7  s  119th  st,  33.4x95,  5-sty  brk  tene- 
ment. Irving  I  Frankel  to  Rae  G  Spellman.  3-16  parts.  Mort 
$3S.0OO.  July  2.  July  3,  1906.  7:1945—17.  A  $16,000— $34.- 
000.  other  consid  and  100 

Park  av.  No  1845,  e  s,  abt  50  n  126th  st,  24.11x90,  2-sty  brk  ten- 
ement and  store.  Release  claims  as  to  Park  av  Viaduct.  &c. 
Edw  H  Graham  et  al  to  N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  & 
H  R  R  R  Co.  June  25.  June  29,  1906.  6:1775—3.  A  $6,500 
— $9  000.  other  consid  and  100 

Park  av,  Nos  1249  and  1251,  e  s,  25  s  97th  st,  50x100,  two  5-sty 
hrk  tenements.  Johanna  H  Seebeck  to  Rachel  Moses.  Morts 
J4OO0O.  June  29,  1906.  6:1624—70  and  71.  A  $17,000— $33,- 
000.  other  consid  and  100 

Park  av,  Nos  1249  and  1251,  e  s,  25  s  97th  st,  50x100,  two  5-sty 
brk  tenements.  Rachel  Moses  to  Samuel  Harris  and  Seamon  Syl- 
vester.    Morts  $40,000.    June  29,  1906.     6:1624—70  and  71.     A 


$17,000— $33,000. 
Park  av  I  n   e   cor   101st   st,   75x16.6 

101st  st,  No  101  I      Chas   E    Appleby   and   ano 


other  consid  and  lOO 
3-sty   brk    dwelling. 
TRUSTEES   John    B 


Miller  to  Geo  H  Rosenthal 
1.     A  $5,000— $8,000. 
Park  av,  Nos  1731  to  173 
121st  st,  Nos  100  to  104 
frame  dwellings  and  stores 


May   15,     July  3,   1906.     6:1629— 

10,750 
e  cor  121st  st.  75.7x90,  three  3-sty 
dwellings     and     three     2-sty 


frame 
Release  claims  as  to  Park  av  via- 
duct, &c.  Wm  S  Patten  et  al  to  N  Y  &  Harlem  R  R  Co  and  the 
NYC&HRRRCo.  June  14.  July  3,  1906.  6:176Sl— 69  to 
71.     A  $15.500— $1S..500.  other  consid  and  100 

Park  av.  No  1208  is  w  cor  98th  st,  100.11x40,  6-sty  brk  tenement 
98th  st.   No  62        I     and  store      Joseph  Goldfarb  to  Nathan  Lam- 
port.    Morts  $64,750.     June  28.     July  3,  1906.     6:1603—39.     A 
$17  500— $65,000.  other  consid   and   100 

Park  av.  No  1505,  e  s,  75.8  s  110th  st,  runs  e  80  x  s  0.3  x  e  75  x  s 


25 


:a  x  w 


155  to  av  X  n  25.3  to  beginning,  2-sty  brk  stable.     Re- 


lease claims  as  to  Park  av  viaduct.  Wm  T  Keogh  Amusement 
Co  to  N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H  R  R  R  Co.  May 
29.     July  3,   1906.     6:1637—72.    A  $8,000— $13  000. 

other  consid  and  100 

Same  property.  Release  mort  as  to  easement.  David  Sears  to 
same.     May  29.     July  3.  1906.     6:1637.  nom 

Park  av,   Nos  993  to  997|s  e   cor  84th  st,   50x56,   three  3-sty  brk 

84th  st.   No  100  I     tenements  and  stores.  Cornelia  R  Boyle 

to  Glen  Realty  Co.  July  2  July  3,  1906.  5:1512—70  to  71%. 
A   .$21,500— $34  000.  other   consid   and   100 

Park  av  I  s  e  cor  106th  st,  100.11x16.8,  4-sty  stone  front 

106th  st.   No  100|     tenement  and  store. 

106th  St.  No  102,  s  s,  16.8  e  Park  av,  16.8x100.11,  4-sty  stone 
front  tenement  and  store. 

106th  St.  No  104,  s  s,  33.4  e  Park  av,  16.8x100.11,  3-sty  stone  front 
dwelling. 

Moritz  L  Ernst  et  al  to  Mary  A  Loeffler.  Mort  $31,500.  June 
12.     July  2,   1906.     6:1633-70%   and  72.     A  $13,500— $31,000. 

nom 

Riverside  Drivel  s   e   cor  86th   st,   102.2x200,   3-sty   brk  and   frame 

80th  st  I     school,  vacant.     Wm  B  Cutting  et  al  to  City  In- 

vesting Co.  June  15.  June  29,  1906.  4:1247—1.  A  $410,000 
—$425  000.  nom 

Same  property.  City  Investing  Co  to  Ranald  H  Macdonald  and  Jo- 
seph F  Egan.     Mort  $240,000.     June  28.    June  29,  1906.     4:1247. 

other  consid  and  100 

Road  30  ft  wide  adj  lands  of  Harrison,  Ackerman,  &c,  from  Kings- 
bridge  road  to  proposed  public  drive.  Release  covenants  and 
easements.  William  Hayes  et  al  to  Henry  Dreyer  et  al.  Mar  17, 
1906.     June  30,  1906.    8:2138.  nom 

St  Nicholas  av,  n  w  cor  150th  st,  102.2x41.5x99.11x62.11,  vacant. 
Wm  Rosenzweig  Operating  Co  to  Abraham  Nevins  and  Harry 
W  Perelman.  Mort  $40  000.  June  22.  June  30,  1900.  7:2065 — 
26  to  29.    A  $27  000— $27,000.  100 

St  Nicholas  av,  No  1S5|  n  w  cor  119th  st.  No  271.  29.10x95. 9x25. 5x 

119th  St.   No  273  1     111.5,  5-sty  brk  tenement  and  store.     Ja- 

cob  Chaimowitz  et   al   to  Joseph   Brucker.     Mort  $45,000.     June 

29,  19tHJ.     7:192.5—5.     A  $21,000— $42,000.        other  consid  and  100 
St  Nicholas  av.  No  202.  e  s,  23.5  n  120th  st.  36.3x88.3x30.11x69.3, 

5-sty  brk  tenement  and  store.  Joseph  Moss  to  Morris  Haber.  Mt 
$20,000.  June  29.  June  30,  1906.  7:1926—8.  A  $13,000- 
$25,000.  other  consid  and  100 

Seaman  av.  w  s,  proposed,  50  s  215th  st,  50x100,  vacant.  Chel- 
sea Realty  Co  to  James  A  Smith.     Mort  $2,280.     June  27.     June 

30.  1906.     8:2250.  other  consid  and  100 
Seaman  av,  e  s,  19(5.3  n  215th  st,  50x100,  vacant.     Chelsea  Realty 

Co  to  Thos  F  Keogh.  Mort  $3,040.  July  2.  July  3.  1906. 
8:2243.  other  consid  and  100 

Terrace  View  av,  e  s.  being  plot  begins  at  c  1  block  bet  Jansep 
av  and  Terrace  View  at  point  339.9  n  e  from  corner  Jansen  av 
and  Terrace  View  av.  runs  n  w  100  to  e  s  Terrace  View  av.  x  n 
e  42.3  X  s  e  lOO  x  s  w  42.3  to  beginning.  Release  mort.  Emi- 
grant Industrial  Savings  Bank  to  Kate  Smith.  June  20.  July  3. 
190(1.     13:3402.  2,000 

Same  property.  Kate  Smith  to  Fredk  W  Klemm,  July  2.  July 
3,  1906.     13:3402.  nom 


Wadsworth  av       |  s  e  cor  185th  st.  79.11x50.  2-sty  frame  dwelling 

18.")th  st.  No  630|  and  vacant.  Irving  Bachrach  et  al  to  Louis 
Schlechtcr.  All  liens.  June  30,  1906.  8:2166—7.  A  $9,500 — 
$H,OUO.  other  consid  and  100 

West  End  av.  No  373  w  s,  02.2  s  78th  st,  20x75.  5-sty  stone  front 
tenement.  Truman  N  Curry  to  Clara  L  Kellog,  of  Westfield.  Mass. 
Mort  $15,000.  June  22.  June  29,  1906.  4:1186—30.  A  $13  000 
—$2.3  000.  30.000 

West  End  av.  No  273,  w  s,  63.4  s  73d  st,  19x115,  4-sty  and  base- 
ment stone  front  dwelling.  Julia  R  Wood  to  Catherine  L  Moquin. 
Mort  $15,000.  June  23.  June  29,  1906.  4:1184 — 16.  A  $21,000 
— $40.0t)0.  nom 

1st   av.   No  767,  w  s.  50.5  n  43d  st,  25x73.9,  5-sty  brk  tenement 


and    store.      Abraham 
July  2.     July  3,  1906. 


Saffian    to    Isabel    Cohn.      Mort    $22,500. 
5:1336—25.     A  $8,500— $15,000. 

other  consid  and   100 

1st  av,  No  1637  |  n  w  cor  80th  st,  25x75,  4-sty  brk  tenement  and 

S5th  st  No  353  |  store.  Daniel  A  Begley  to  Bernhard  Klingsten- 
stein.  Mort  $20,000.  July  2.  July  3,  1906.  5:1548—23.  A 
$14,000 — $25,000.  other  consid  and  100 

1st  av.  No  1091,  w  s,  55.5  s  60th  st,  20x75,  4-sty  brk  tenement 
and  store.  Maggie  Sidle  to  Ben]  D  Jenkins.  All  title.  C  a  G. 
June   29.      June   30,    1906.     5:1434—28.      A   $7.000— $10,000. 

other  consid  and  100 

1st  av.  No  1091,  w  s,  55.5  s  60th  st,  20x75,  4-sty  brk  tenement  and 
store.  Sarah  De  Noielle  Norman  et  al  to  Benj  D  Jenkins.  Un- 
divided interest.  All  title.  Q  C  and  C  a  G.  June  28.  June  30. 
1906.     5:1434—28.     A  $7,000— $10,000.  other  consid  and  100 

1st  av.  Nos  825  and  8271  n  w  cor  46th  st,  runs  w  80  x  n  75  x  e  20| 

46th  st,  Nos  351  and  353  )  x  s  22.6  x  e  GO  to  av,  x  s  52.6  to  be- 
ginning. 

Interior  lot,  60  w  1st  av,  and  75  n  46th  st,  runs  w  20  x  n  1.8  x  e 
20  X  s  1.8  to  beginning. 

two  5  and  one  5-sty  brk  tenements  and  stores. 
Andrew  Icken  to  Martin  F  Schmitt.     Mort  $16,500.     June  4.  June 
30.  1906.     5:1339—23  and  24.     A  $19,500— $28,500.  nom 

1st  av,  Nos  1685  and  1687,  w  s.  110.8  s  88th  st,  40.4x100.  6-sty  brk 
tenement  and  store.  Jacob  Katz  et  al  to  Morris  Freundlich  and 
Adolph  Platky.  Mort  $.54,500.  June  20.  June  30,  1906.  5:1550 
—25   and   26.      A  $13  000—.$ .  other   consid   and   100 

2d  av.  No  1.590,  e  s.  106.4  s  83d  st,  27.8x100x32.6x100,  5-sty  brk 
tenement  and  store.  Frank  G  Weiss  to  Clara  K  Eberhart.  Mt 
$28,000.  June  28.  June  30,  1906.  5:1545 — 4.  A  $13.500— $26,- 
000.  other  consid  and  100 

2d  av.  No  2136  |   s  e  cor  110th  st.  25.8x74.8,  4-sty  stone  front 

110th  St.  No  302  I  tenement  and  store.  Joseph  McEvoy  to  Pat- 
rick Skelly.  Mort  $14,500.  June  28.  June  30,  1906.  6:1681 — 
49.     A  $10.500— $17,000.  other  cnsid  and  100 

2d  av,  Nos  2314  to  23201  s  e  cor  119th  st,  60.10x50.  6-sty  brk  ten- 

119th  st.   No  300  1     ement  and  store.    Samuel  Kadin  to  Yetta 

Cohn.     Morts  $(^,000.     Dec  28,  1905.     June  30,  1906.     6:1795. 

other  consid  and  100 

2d  av.  No  2151,  w  s,  50.10  s  111th  st,  25x79,  4-sty  brk  tenement 
and  store.  Barnet  Kleinberg  to  Samuel  EUsberg.  Mort  $9,000. 
June  28.     June  29,  1906.     6:1660—26.     A  $7,000— $12,000. 

other  consid  and  100 

2d  av.  No  1468.  e  s,  27.2  s  77th  st,  25x88.7x25x88.8.  5-sty  stone 
front  tenement  and  store.  Samuel  Samuels  to  Jonas  Weil  and 
Bernhard  Mayer.  Mort  $20,000.  June  29,  190<j.  5:1451—50.  A 
$10  500— $20,000.  other  consid  and  100 

2d  av,  Nos  7ij9  to  763,  n  w  s,  20  s  w  41st  st,  54x75,  three  4-sty  brk 
tenements  and  stores.  Release  mort.     Agnes  E  M  Carman  EXTRX 
Elbert    S   Carman    to   Charles   Laue.      June  25.      June   29,   1900. 
5:1314—26  to  27%.     A  $24.000— $33,000.  24  000 

2d  av.  Nos  750  to  754.  e  s,  24.8  n  40th  st,  49.4x100.  6-sty  brk  ten- 
ement and  store.  Mirian  Brody  and  ano  to  Joseph  Guth  Mort 
$83,500.  June  27.  June  29,  1906.  5:1333—2  to  3.  A  $22,500 
^-$ .  other  consid  and  100 

2d  av.  No  1903,  w  s,  26  n  98th  st,  26x75,  5-sty  brk  tenement  and 
store.  Gustav  Kaliski  to  Leopold  Kaliskl.  Mort  $22,000,  June 
29.    July  2,  1906.    6:1648—22.    A  $7.000— $14,000.  nom 

2d  av.  No  2018    Is   e    cor    104th   st,   25.11x75.   4-sty   brk   tenement 

104th  St.  No  300|  and  store.  Barbara  Tischler  to  Moris  M  Tisch- 
ler.  Mort  $19,000.  June  28.  July  2,  1906.  6:1675—49.  A 
$10,500— $21,0tl0.  nom 

2d  av.  No  902  |  n  e  cor  48th  st,  25.2x100,  4  and  5-sty  brk 

4Sth  st,  Nos  301  to  303|  tenement  and  store.  Johanna  Kalish  et 
al  EXRS,  &c.  Joseph  Kalish  to  Michael  J  Adrian.  June  21.  July 
2.  1906.     5:1341—1.     A  $19,000— $39,000.  39.500 

Same  property.  Johanna  Kalish  widow- to  same.  Q  C.  June  21. 
July  2    1906.     5:1341.  nom 

2d  av.  No  906,  e  s,  25.2  n  48th  st.  25.1x100.  4-sty  brk  tenement 
and  store.  Louisa  Becker  to  Michael  J  Adrian.  June  29.  July 
2,1906.     5:1341—2.     A  $12,500— $15,000.  other  consid  and  100 

3d  av.  No  585,  e  s,  55.9  n  3Sth  st,  16.7x75x17.4x75,  5-sty  brk  ten- 
ement and  store.  W  Irving  Clark  to  Henry  Hof.  Mort  $9,000, 
June  25.     July  2,  1906.     3:919—4.     A  $10,500— $16  000. 

other  consid  and  100 

3d  av.  No  1883    |  n  e  cor  104th  st,  20x100,  5-sty  brk  tenement  and 

104th  St.  No  201  I  store.  Peter  McGinn  to  Isaac  Nacht.  Mort 
$17..500.  June  28.  July  3,  1906.  6:1654—1.  A  $17,000— 
$29.(.m;iO.  other  consid  and  100 

3d  av.  No  1756,  w  s,  25.2  n  97th  st,  25x100,  5-sty  brk  tenement 
and  store.  Bernard  S  Minkin  to  Emma  Brand.  Mort  $29,750. 
June  27.     July  3,  1906.     6:1625—34.     A  $10,000— $24,000. 

other  consid  and  100 

3d  av.  No  1877,  e  s,  50.9  s  lOlth  st,  24.10x110,  5-sty  stone  front 
tenement  and  store.  Emanuel  Arnstein  to  Milton  M  Dryfoos. 
Mort  $23,500.  June  19.  July  3,  1906.  6:1653-^7.  A  $12,000 
—$26,000.  nom 

3d  av.  No  1793,  e  s,  75.9  s  100th  st.  25.2x105,  5-sty  brk  tenement 
and  store.  Julius  Levy  to  Bluma  Greenberg.  Mort  $22,050. 
June  23.    July  3,  1906.     6:1649 — 48.     A  $10.000— $23,000. 

other  consid  and  100 

3d  av.   No  17.54  |  n  w  cor  97th  st.  25.2x100,  5-siy  brk  ten- 

97th  st,  Nos  161  and  163|  ement  and  store.  Julius  Miller  to  Na- 
than Adelsdorfer.  Mort  .$45,500.  June  29.  June  30.  liX)6.  6:- 
1625—33.     A  $17.000— $35,000.  other  consid  and  100 

3d  av.  Nos  1097  to  1103,  e  s  50.5  n  64th  st.  75x105.  two  6-sty  brk 
tenements  and  stores.  Joseph  Wittner  to  Rachel  L.  Jacob  and 
Nathan  Schneider.  Mort  $1.35  000.  June  28.  June  29.  1006. 
5:1419—3,  4  and  48.     A  .$54.000— $63,000.  other  consid  and  100 

5th  av,  e'  s,  74.11  s  136th  st.  25x100.  6-sty  brk  tenement  and  store. 
Release  mort.  The  Lincoln  Trust  Co  to  Charles  Lowe  and.  Max 
Jorrisch.     June  29.     July  2,  1906.     6:1760.  18,750 

Same  property.  Release  mort.  Leopold  B  Rosenberg  to  same. 
June  27      July  2.  1906.     6:1760.  3  000 

Same  property.  Release  mort.  Fredk  W  Meyer  to  same.  June 
28.     July  2,   1906.     6:1760.  1,500 
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5th  av,  No  1397,  e  s,  23.11  s  115th  st,  17.2x100.  5-sty  brk  tene- 
ment and  store.  Joseph  Adolph  to  Levi  Davidson.  July  3,  1906. 
Morts  ifliU.OOO.     (J:1U-J0— TO.      A  $8,0U0— ;fl".50U. 

other  consid  and  103 

5thav,  No  21t;0|  n    w    cor    132d    st,    24.11x110,    5-sty    stone    front 

132d  st.  No  1  I  tenement  and  store.  Frederich  Otterstedt  to 
Gustav  B  Ruther.  Mort  ¥37,5tl0.  July  2.  July  3,  1900.  0:1730 
—33.     A  $23,(IUU— $50,000.  100 

5th  av,  No  1483,  e  s,  25.10  n  119th  st,  25x91,  5-sty  brk  tenement 
and  store.  Delia  Freund  to  Michael  G  Gold.  Mort  $20,000. 
July  2.   July  3,   1900.     0:1740—2.     A  $13,500— $25,0a). 

other  consid  and  100 

5th  av.  No  1475   I  s  e  cor  119th  st,  25x85,  5-sty  brk  tenement  and 

119th  st,  No  2  I  store.  Louis  Bernstein  to  Solomon  Cohen  and 
Sylvain  Metzger.  Mort  $40,000.  June  29.  July  3,  1900.  0:1745 
— 09.     A  $21,000— $37,000.  other  consid  and  100 

Cth  av.  No  0ti3,  w  s.  79.9  n  38th  st,  19x00,  4-sty  stone  front 
tenement  and  store.  Margt  B  Hughes  et  al  EXRS.  c&c,  Henry 
Hughes  to  Teresa  M  J  O'Donohue.  June  19.  July  3,  1900. 
3:814—38.-    A  $30,000— $39 .OOt).  49,400 

Same  property.  Margt  E  Hughes  et  al,  HEIRS,  &c,  Henry  Hughes 
to  same.     Q  C.     June  19.     July  3,  1900.     3:814.  nom 

7th  av.  No  2301  |  n  e   cor   135th   st,   runs  e   125  x  n  99.11 

135th  st,  Nos  185  and  187|  x  w  50  x  s  75  x  w  75  to  av,  x  s  24.11, 
to  beginning,  three  5-sty  brk  tenements,  store  on  avenue. 

7th  av.  No  2299  |  s    e    cor    135th    st,    24.11x75,    5-sty    brk    tene- 

135th  st,  No  1901      ment. 
Max  Marx  to  Carl  A  and  Louis  A  Koelsch.     Mort  $147,000,     June 
30.     July  3,  1900.     7:1919—00.  A  $21,000— $40,000;  7:1920—1, 

2,  5  and  0,   A  $43,000— $80,000.  other  consid  and   100 
7th  av.  No  2371,  e  s,  50  s  139th  st,  25x100. 
7th  av.  No  2373,  e  s,  25  s  139th  st,  25x100. 

two  5-sty  brk  tenements  and  stores. 
Sarah  E  Jones  to  Michael  Brlanger  and  Herman  Reis.  Mort 
$42,000.  July  2.  July  3,  1900.  7:2007-02  and  03.  A  $20,000 
— $50,000.  other  consid  and  100 

8th  av.  No  2901,  w  s,  74.11  n  liJ3d  st,  runs  n  25.1  x  w  38.5  x  s  w 
0.1  X  w  61.6  x  s  25  X  e  100,  5-sty  brk  tenement  and  store.  Louis 
Bernstein  to  Elmer  M  Kimbark.  of  Jersey  City,  N  J.  June  29. 
Morts  $24,000.     July  3,  1906.     7:2047—10.     A  $6,00(.>— $19,000. 

other  consid  and  100 

8th  av.  No  2578,  e  s,  99.11  n  137th  st,  25x80,  5-sty  brk  tenement 
and  store.  Expert  Realty  Co  to  Abraham  J  Hoffman.  Mort  $23,- 
$750.    July  2,     July  3,  1906.     7:2023—64.     A  $7,500— $18,000. 

other  consid  and  100 

8th  av.  No  2901.  w  s,  74.11  n  153d  st,  runs  n  25.1  x  w  38.5  x  s  w 
0.1  X  w  01.6  X  s  25  X  e  100  to  beginning,  5-sty  brk  tenement  and 
store.      Elmer   M   Kimbark  to  Alfred  Neuhaus.      Morts  $28,000. 
July  2.     July  3,  1900.     7:2047—10.     A  .$0  000— $19,000.  nom 

8th  av,  Nos  242]  and  2423,  w  s,  120.5  n  129th  st,  53x80,  two 
5-sty  hrk  tenements  and  stores.  Henry  Gerken  to  Geo  Hahn. 
Mort  $73,000.  June  30.  July  3,  1906.  7:1955—39  and  40.  A 
$20.000 — .$38,000.  other  consid  and  100 

Sth  av.  No  606,  e  s,  49.5  n  39th  st,  24.4x100,  5-sty  brk  tenement 
and  store.  Jacob  Saalberg  to  Louis  Steets.  Mort  $35,000.  June 
30.     July  3,  1900.     3:789—4.     A  $30,000— $48,000. 

other  consid  and   100 

Sth  av,  Nos  7,54  and  756,  e  s,  50.5  n  46th  st,  50x100,  two  5-sty 
brk  tenements  and  stores.  Ralph  Riess  to  Wm  J  Daniel.  Morts 
$8."i.0r0.  June  30.  July  3,  1906.  4:1018 — 3  and  4.  A  $50,000 
—$80,000.  other  consid  and  100 

Sth  av,  Nos  081  to  085   1  n   w   cor  43d"  st,   60x100.    three   4  and   two 

43d  st,  Nos  301  to  305|  5-sty  brk  tenements,  store  on  av.  Nathan 
Kempner  et  al  to  Jos  and  Frank  Goodman.  Mort  $125,000.  June 
25.      June    29,    1906.      4:1034—29    to   30.      A    $07,000— $78,0(X). 

other  consid  and  100 

Sth  av.  No  910,  e  s,  02.11  n  54th  st,  23.8.x80.  4-sty  stone  front 
tenement  and  store.  Bernard  Wilson  to  Amelia  Staurahn.  All 
liens.     June  5.     June  29,  1906.    4:1026—3.     A  $25,000— $26,0U0. 

other  consid  and  100 

Sth  av,  Nos  2795  and  2797,  w  s,  50  s  149th  st,  49.11x100,  two  5- 
sty  brk  tenements  and  stores.  Henry  Marks  et  al  to  Charles 
Petroll.  Mort  $51,000.  June  28.  June  29.  1906.  7:2045—73 
and  74.     A  $12,000— $40,000.  other  consid  and  100 

9th  av.  No  515,  w  s,  74.1  s  39th  st,  24.8x100,  3-sty  brk  tenement 
and  store.  Peter  Blatt  to  George  Wenner.  Mort  $9,0(MX  July  3, 
1906.     3:7.36-35.     A  $16,000— $18,500.  100 

9th  av.  No  238,  e  s,  74.1  s  25th  st,  24.8x100,  5-sty  stone  front 
tenement  and  store.  Vincent  Koppel  to  Jonas  Schwab  and 
Florence  Cahen.  Morts  $30  000.  July  2.  July  3,  1906.  3:748 — 
78.     A  $12.000— $24,000.  nom 

10th  av.  Nos  484  and  48^j|  n  e  cor  37th  st,  49.5x100,  4  and  5-sty  brk 

37th  st,  Nos  45.5  and  457|  tenements  and  stores  and  3-sty  frame 
tenement.  Sarah  A  Sloane  to  Badt-Mayer  Co.  July  1.  July  3. 
1906.     3:735—1  and  2.     A  $25,009— $.34,500.  100 

Interior  lot  at  c  1  block  bet  .33d  and  34th  sts,  173.6  e  Sth  av, 
runs  e  26.6  x  n  14.3  x  w  26.6  x  s  14.3  to  beginning.  John 
Jeroloman  to  Aona  M  Jeroloman.     B  &  S.     Nov  28,  1905.     July 

3,  1900.    3:783.  nom 
Parcel  No  1  on  damage  map  to  open  Northern  av.  from  West  181st 

st,  to  point  784.3  and  756.3  n  therefrom.  Release  mort.  Equit- 
able Assurance  Soc  of  the  U  S  to  Henry  G  Autenrieth  and  Mary 
Cowan  widow  and  DEVISEE  James  R  Cowan.  July  31,  1905. 
June  30,   1900.     8:2179.  nom 

Parcel  No  4.S  on  damage  map  in  matter  of  Rapid  Transit  easement 
on  Broadway    from  122d  to  135th  sts.     Release  mort.     Henry  R 


Hoyt  et  al  EXRS  Alfred  M  Hoyt  to  The   City  of  N  Y. 
1905.     June  30,  1906.     7:1998. 


Oct  19. 
nom 


MISCELLANEOUS. 

Appointment  of  new  EXR  or  TRUSTEE,  &c.  Lydia  S  Cutting 
INDIVID  and  TRUSTEE  Heyward  Cutting  to  Franklin  Bartlett. 
Sept  27,  1904.     July  3,  1906.  

BOROUGH   OF    TITS   BRONX. 

Under  this  head  the  •  denotes  that  the  property  Is  located  In  th« 
new   Annexed    District    (Act   of   1895). 

Adams  pi.  No  2231,  w  s,  120  s  183d  st,  lO.S.xSO,  3-sty  frame  tene- 
ment. Peter  Kiefer  et  al  to  Christian  Zobelt.  Mort  $4.!500. 
July  2.     11:.S071.  other  consid  and  100 

Bryant  st.  No  1407,  w  s,  65  n  Freeman  st,  20x100,  2-sty  frame 
dwelling.  Elizabeth  Wetterer  to  Peter  W  O'Brien.  Mort  $2,250. 
July  2.     July  3,  1906.     11:2994.  other  consid  and  100 

Beck  st.  No  56,  e  s,  400  n  156th  st,  25x100,  2-sty  brk  dwelling. 
Frances  B  Welteck  to  Charles  Pletz.  Morts  $8,.500.  July  2. 
July  3,  1900.     10:2707.  other  consid  and  100 

Burnet  st,  late  140th  st,  s  s,  7.5  e  Garrison  av,  late  Whitlock  av, 
2.5x100,  vacant.  James  J  Finnegan  to  Isaac  Lahm.  June  29. 
July  2,   1900.     10:2737.  nom 


Burnet  st,  late  146th  st,  s  s,  75  e  Garrison  av,  late  Whitelock  av, 
25x100,  vacant.  PARTITION.  Chas  N  Flint,  Jr,  (ref)  to  James 
J   Finnegan.      June  27.      June  30.   1906.      10:2737.  420 

^Catherine  st,  e  s,  part  lots  51,  52  and  53  map  Penfield  property 
at  South  Mt  Vernon,  begins  at  s  w  cor  lot  51  at  line  between 
lots  208  and  51,  runs  e  105.11  x  n  50  x  w  10  to  st,  x  s  50  to 
beginning  Christian  H  Werner  to  Dr  Frank  Van  Fleet.  Mort 
$7^.0.     June  28.     June  29,   1906.  100 

*Jackson  st.  e  s.  10.5  s  Railroad  av,  25x108,  Unionport.  Chas  P 
Carb(;r,  Jr,  to  Henry  and  Philip  Carber.     June  28.     July  2.  1906. 

other  consid  and   100 

Kelly  st,  No  037,  n  s,  235  e  Robbins  av,  25x143.0x28.9x157.9, 
4-sty  brk  tenement.  Paul  Loll  to  The  Louis  L  Perlmutter  Realty 
Society.     Mort   $14,500.     July  2.     July  3,   1906.      10:2644. 

other  consid  and  100 

*Louise  St.  e  s,  10  )  s  Columbus  av,  50x100.  Mary  E  Green  et  al 
widow  and  HEIR  of  Cyrus  H  Green  to  Angiolina  Cappiello.  July 
2.     July  3,  190(i.     Mort  340.  nom 

*Munday  lane,  n  w  cor  road  from  Eastchester  to  Kingsbridge  now 
Kingsbridge  road,  contains  144  acres,  3  roods  and  29  pjerches, 
excepts  9  acres  conveyed  by  Gilbert  Underbill  to  Wm  J  Under- 
bill by  deed  dated  July  25,  1842.  John  McL  Nash  and  ano  to 
Whitehall  Realty  Company.     Q  C.     June  27.     June  29,  1900.    nom 

*Same  property.  The  Farmers  Loan  and  Trust  Co,  exr,  &c,  Chas 
B  Beck  to  same.     June  28.     June  29,  190<j.  550,000 

*Main  st,  e  s,  2.5  n  Mary  st,  50.\99. 5x60.8x97. 9,  Westchester.  Mar- 
tin J  Donnelly  to  James  Pilkington.  Mort  $4,000.  June  28.  June 
29.  19(J0.  other  consid  and  100 

Station  pi.  e  s.  523  s  Gun  Hill  road,  125x14,  1  and  2-sty  frame 
buildings.  Release  mort.  Frank  L  Froment  to  Henry  H  and  Na- 
than F  Vought.     July  15,  1905.     June  30,  1906.     12:3357.        1,000 

*Sheil  st,  s  s,  200  w  5th  av,  25x100.  Edw  J  Connor  to  George  and 
Annie  Fieser.     Mort  $1,700.     July  2.     July  3,  1906. 

other  consid  and  100 

*Sheil  st,  n  s,  part  lot  295  map  Wakefield,  beings  at  s  line  lot  295, 
adj  lot  260,  runs  n  109.6  x  w  28.8  x  s  109.6  to  st  x  e  28.8  to 
beginning.  Daniel  Murphy  to  Carl  Edelhauser.  Mort  $1,.500. 
June  10.     July  2,   1900.  other  consid  and  100 

♦Taylor  st,  e  s,  230  n  Columbus  av,  25x100,  except  part  for  st. 
Jacob  Cohen  to  Paul  J  Schmitz.  Mort  $3,500.  June  30.  July  8, 
1900.  other   consid    and    100 

•Taylor  st,  e  s,  150  s  Morris  Park  av,  50x100,  2-sty  frame  dwelling 
and  vacant.  John  White  to  Patrick  J  Byrnes.  June  12.  July 
2,  190l>.  nom 

Teasdale  pi.  No  855,  n  w  cor  Trinity  av,  100x28,  4-sty  brk  tene- 
ment. Jacob  Weber  to  Henry  Meyer.  Mort  $25,000.  June  28. 
June  20,  1906.     10:2632.  other  consid  and  109 

West  St.  s  w  s.  bet  Mohegan  av  and  Southern  Boulevard  and  being 
w  Vo  lot  1.8  map  Wardsville,  25x142x25x144,  except  part  for  East 
181st  St.  Jacob  Fippinger  to  Gerard  Realty  Co.  Mort  $2,000. 
June   23.     June  29,   1906.      11:3119.  nom 

*12th  st,  n  s,  1.5.5  e  Av  C,  25x108,  Unionport.  George  De  Silva  to 
Thos  J   Murphy.     Mort  $3,009.     July  2.     July  3,   1906. 

other  consid  and  100 

•13th  st,  s  s,  205  w  Av  E,  100x108,  Upionport.  Marie  E  Schwarz 
to   Peter  Handibode,  Jr.     Mort  $1,500.     July  2.     July  3,   1906. 

other  consid  and  100 

*13th  st|  n  s,  405  e  Av  B,  Unionport,  runs  n  216  to  14th  st  x  e  50 

14  st  I  X  s  108  to  c  1  blk  bet  13th  and  14th  st,  x  e  50  x  s  108 
to  st  X  w  100  to  beginning.  Samuel  Fischel  to  Michael  Kantzer. 
Mort  $2,000.     July  2.     July  3,  1906.  other  consid  and  100 

]32d  St.  n  s,  325  e  St  Anns  av.  strip  100x10.  The  Port  Morris 
Land  and  Impt  Co  to  Amalia  Ricca.  All  title.  Q  C.  June  29. 
June  30,  190(i.     10:2.546.  25 

1.36th  st.  No  1010,  s  s.  225  w  Willow  av,  25x100,  4-sty  brk  tene- 
ment. Herman  Bohlmann  to  Robert  and  William  Foley.  Mort 
$12,100.     June  28.     June  29.  1906.     10:2564.     other  consid  and  100 

1.30th  st.  No  472,  s  s,  100  w  3d  av.  2.5x100,  5-sty  brk  tenement. 
Morris  Haber  et  al  to  Sarah'H  Willis  %  parts  and  Annie  L  Wil- 
cox.    %  part.     Mort  $17,000.     June  28.     June  29,  1906.     9:2320. 

other  consid  and  100 

l.SOth  St.  No  929,  n  s,  101.11  w  Trinity  or  Cypress  av,  37.0x100, 
5-sty  brk  tenement.  Joseph  A  Solomon  to  Philip  Wattenberg. 
Mort  $26.00t).     June  29,  1906.     10:2549.  other  consid  and  100 

138th  St.  No  (i09,  n  s,  102.9  e  Alexander  av,  25.11x100,  5-sty  brk 
tenement.  Henrietta  Zoeller  to  Bertha  Oppenheimer.  Morts 
$22,000.     July  2.     July  3,  1900.     9:2301.  other  consid  and  100 

138th  st.  No  009,  n  s,  102.9  e  Alexander  av,  25.11x100,  5-sty  brk 
tenement.  Jacob  E  Ryttenberg  to  Henrietta  Zoeller.  Mort 
$18,000.    July  2.    July  3,  1906.    9:2301.  other  consid  and  100 

139th  st.  No  608,  s  s,  150.0  e  Alexander  av,  25x100,  5-sty  brk  tene- 
ment. Henry  Boehnert  to  Dora  Schroeder.  Mort  $16,500.  July 
2.     July  3,    1!t06.      9:2301.  other  consid   and   100 

140th  st.  No  8.58,  s  s,  354.9  e  St  Anns  av,  38x109,  5-sty  brk  tene- 
ment. Robert  Rankin  to  Kate  Montague.  Mort  $36,500.  July 
2.     July  3,   1906.      10:2552.  other  consid  and   100 

Same  property.  Kate  Montague  to  Solomon  M  Robinson.  Mort 
$36, .500.     July  2.     July  3,  1906.     10:2552.  other  consid  and  100 

140th  St.  n  s,  250  w  Walnut  av.  runs  w  27.11  and  44.11  to  lands 
N  Y.  N  H  &  H  R  R  Co,  X  n  206.6  to  s  s  141st  st,  x  e  72.5  x  s 
200  to  beginning. 

1,38th  st|  n  e,   275  w  Walnut  st,  47.5  to  said  R  R  Go's  land  and 

139th  st|  215  to  s  s  139th  st,  x47. 11x221. 11  to  beginning,  va- 
cant. 

Release  mort.     Central   Trust  Co  of  N  Y  to  Central   Union  Gas 
Co.     June  28.     June  29,  1906.     10:2.592.  nom 

Same  property.  Central  Union  Gas  Co  to  The  Stuyvesant  Real 
Estate  Co.     June  28.     June  29,  1906.     10:2592.  nom 

140th  st.  No  800,  s  s,  392.9  e  St  Anns  av,  38x100,  5-sty  brk  ten- 
ement. .  Abraham  Lerman  to  Ellas  Gordon.  Mort  $37,0lX).  June 
28.     June  30,  1906.  10:2552.  other  consid  and  100 

141st   st|  s  s,  150  w  Walnut  av,  172.5  to  land  NY.  NH&HRR 

140th  st|  Co,  x206.6  to  n  s  140th  st,  xl72.11x20O  to  beginning, 
vacant.  Frederick  N  Gilbert  to  Central  Union  Gas  Co.  B  &  S. 
Nov  11,  1902.     June  29,  1906.     10:2592.  nom 

142d  st.  No  741,  n  s,  190  w  Brook  av,  25x100,  4-sty  brk  tene- 
ment. Luder  Hanken  to  Carrie  A  Schulze.  Mort  $10,000.  May 
22.     July  3,   1906.     9:2287.  other  consid  and  100 

144th  st.  No  628,  s  s,  287.11  e  3d  av,  22x100,  3-sty  frame  tene- 
ment and  store.  John  Murray  to  Hugo  Kiel.  June  29.  July  3, 
1906.     9:2306.  .  nom 

146th  st,  No  664,  s  s,  99.8  e  Willis  av,  25x100,  2-sty  frame  dwell- 
ing. Alois  Keller  to  Barbara  wife  of  said  Alois  Keller.  Mort 
$5,.500.     June  1.     June  29,  1906.     9:2290.  other  consid  and  100 

146th  st,  Nos  789  and  791,  n  s,  1.50  e  Brook  av,  50x100,  5-sty  brk 
tenement.  Edward  Friedman  to  Julius  S  Rosenthal  and  Eli  Mil- 
ler.    Mort  $51,500.     June  28.     June  29,  1906.     9:2273. 

other  consid  and  100 
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147th  St,  No  803,  n  s,  1".")  e  Brook  av,  25x100,  4-sty  brk  tenement. 
Emilie  Schmitt  to  Katharina  Wagner.  Mort  $13,500.  July  1. 
July  3,  1900.     9:2274.  other  consid  and  100 

147th  St,  No  709,  n  s,  125  e  Brook  av,  25x99.11,  4-sty  brk  tene- 
ment. Susannah  Schaefer  to  Christina  Miller.  Mort  $14,500. 
July  2.     July  3.  191  Mi.     9:2274..  other  consid  and  100 

149th  St.  No  958.  s  s,  155  e  Robbins  av,  50.kS0,  except  part  for 
Concord  av  and  149th  st.  2-sty  frame  dwelling  and  store.  Meyer 
Solomon  to  Wm  B  Brownell.  Mort  $7,500.  July  2.  July  3, 
1;K)iJ.     10:2579.  other  consid  and  100 

149th  St,  No  958.  s  s,  155  e  Robbins  av,  50x80,  except  part  for  Con- 
cord av  and  149th  st.  2-sty  tramp  dwelling  and  store.  Wm  B 
Brownell  to  Lorillard  Realty  Co.  Mort  $10,500.  July  2.  July 
3,  1900.     10:2579.  other  consid  and  100 

149th  st.  No  027.  n  s.  2.50  e  Courtlandt  av,  25x80,  3-sty  frame 
tenement.     Anna  E  Busher  to  Eugene  J  Busher.     Mort  $10,000. 

■  June  15.     July  3,  1900.     9:2328.  nom 

149th  st.  No  (ilG,  s  s,  175  e  Courtlandt  av,  25x100.6,  except  part 
for  st,  3-sty  brk  dwelling.  Chas  S  Levy  to  Abraham  Kaufman. 
9:2327. 


July  3.  1900. 
I.j0th  St.  s  s 

Exterior  st,   w  s  I 

llilth  St.   n  s  I 

Harlem  River  pier  line  on  e  s   | 

Adams  to  Erie  Land  &  Impt  Co. 


other  consid  and  100 

I  with     lands     under     water,     &c. 

I     with  engine,  boilers.  &c.  1  and 

I    2-sty  brk   and   frame   buildings 

of    mill    and    vacant.     Chas    L 

July  2.     July  3.  1900.     9:23.50. 

other  consid  and  100 

150th  st,  No  532,  s  s,  270.3  e  Morris  av,  2,5x100,  2-sty  frame  dwell- 
ing. John  J  Jansen  to  Michael  Del  Gindice.  July  2.  July  3. 
1900.     9:2331.  other  consid  and  100 

151st  St.  No  005,  n  s,  141.4  w  3d  av,  25x114.2,  vacant.  Anton  Rin- 
schler  to  Thos  D  Malcolm.     July  2,  1900.     9:2274.  nom 

151st  St.  No  .582.  s  s.  100  w  Courtlandt  av.  25x118.5.  3-sty  frame 
tenement  and  2-sty  frame  tenement  in  rear.  Carl  G  A  Hohle 
et  al  to  Moritz  Arnstein.  Mort  $4,500.  July  2.  July  3.  1900. 
9:2410.  other   consid   and    100 

].53d  St.  No  5.37,  n  s.  475  w  Courtlandt  av,  25x100.  3-sty  frame 
dwelling.  Annie  Buser  to  Frederick  Gambel.  July  2.  1900. 
9:2413.  nom 

153d  St.  No  512.  s  s,  70.3  e  Morris  av.  25x100.  4-sty  brk  tenement 
and  store.  Chas  A  Hess  to  Hugh  McKecVi.  Mort  $11,000.  June 
20.     June  30.  liXHj.     9:2412.  other  consid  and  100 

].50th  St.  No  9,84.  s  s.  219.5  e  Tinton  av.  2.5x121.  4-sty  brk  tene- 
ment. Severin  Magda  to  Wm  Sussdorf.  Mort  $13,000.  June 
28.     June  29.  190(>.     10:2005.  other  consid  and  KXt 

1.57th  St.  n  s.  100  w  St  Ann's"  av,  100x100,  vacant.  Philipp 
Freudenmaoher  to  Kroehle  Realty  Co.  Mort  $12,500.  June  28. 
June  .30.  1900.     9:2300.  nom 

101st  st,  n  s.  72.3  w  Elton  av,  1.50x87.11x1.50x85,  except  part  for 
St.' vacant.  Isidor  Hirsch  to  Louis  Hubener  and  Martin  Escher. 
Mort  $12,000.     July  2.     July  3,   1900.     9:2383. 

other  consid  and  100 

lG3d  st.  No  850,  s  s,  125  w  Trinity  av,  25x100,  3-sty  frame  tene- 
ment. Julia  I  Gratnan  to  Grace  Lewy.  Mort  $8,.500.  July  2. 
July  3,  190(1.     10:2031.  nom 

105th  St.  n  s,  117  2  w  Jackson  av.  strip  16.9x1.2  to  n  s  Wall  st. 
Henry  D  Cochrane  EXR  Henry  P  De  Graet  to  Dora  E  Epping. 
All  title.     Q  C.     June  28.     June  29,  190(!.     10:2040.  50 

171st  St.  No  714.  s  s.  125  e  Park  av.  25x90,  4-sty  brk  tenement. 
Sophie  Diamond  to  Israel  Belinsky  and  Sarah  Fisch.  Mort  $10,000. 
July  2.     July  3,  1900.     11;29()2.  other  consid  and  100 

172d  st,  n  e  cor  Inwood  av,  74.5x87.1x12x107.3.  2-sty  brk  dwelling 
and  vacant.  John  M  Mayer  to  Wm  J  Geoghegan.  Mort  $2,0(X). 
July  3,    1900.      11:2859.  other  consid   and   100 

172d  st,  n  s.  bet  Inwood  av  and  Jerome  av  and  being  lot  7  of  2.5 
lots  of  M  Schurck  Estate  on  Jerome  av,  Inwood  av,  172d  st  and 
McCorabs  road,  25x87.2.  Release  mort.  W  Frank  Holsapple  to 
Paul  E  Krauss      June  29.     July  3.   1900.     11:28.59.  omitted 

Same  property.  Paul  E  Krauss  to  Wm  J  Geoghegan.  July  3,  1900. 
11:28511.  nom 

*172d   st     1  e   s,   173   s   Westchester   av.   400  to   Gleason   av.   xlOO. 

Gleason  av[  David  Zoglin  to  Garnis  E  Baker.  Mort  $7,200.  June 
28.     June  29.  19(10.  other  consid  and  100 

*173d  St.  e  s,  184.11  s  Westchester  av.  25x100.  Mary  McKenna  to 
William  Kelleher.     June  19.     June  20.  1!X)0.     other  consid  and  100 

173d  St.  No  079,  n  s.  abt  128  e  Webster  av.  10.8x89.9x16.8x89.  3- 
sty  frame  tenement.  David  Flaxman  to  Eugenie  Frering.  Mort 
$0.1.5(1.     June  2S.     July  2.  1900.     11:2.898.  other  consid  and  100 

*174th  st,  w  s.  350  n  Gleason  av.  25x100.  John  Cook  to  Richard 
J  Barry.     Mort  .$3,000.     June  27.     July  3.  1900.  nom 

*174th  st,  e  s.  113  s  Westchester  av,  50x100.  Max  Sternberg  to 
Chas  F  Pfafeman.     Mort  $840.     June  28.     June  29.  1900. 

other  consid  and  100 

175th  st,  Nos  719  and  721,  n  s,  115.9  w  Washington  av,  .50xl(J2.3. 
.5-sty  brk  tenement.  Joseph  Simon  et  al  to  Esther  Love.  2-3 
parts.  Aaron  M  and  Sarah  Kaplan.  1-3  part.  Mort  $43,000. 
July  3.  1900.     11:2908.  nom 

■  176th   st,    No   3.50.    s   s.   75   w   Walton   av.   2.5x83.4x25x89.4.   2-sty 

frame  dwelling.      David   S   Ritterband  to  Abraham  Oppenheimer. 

■  Mort  $]..500.     July  2.     July  3,  1900.     11:2850.  other  consid  and  100 
17Sth  st,   No  080.   s   s.   09.11   e  Webster  av.   20x100.  2-sty  frame 

dwelling.      James   Roddy  to   Geo    A   McKee   and  Joseph   A   Moore. 

Mort  $0,150.     June  30.  July  2.  1900.     11:3027.  other  consid  and  100 
180th  St.   No  ()(i(l.   s  s.   114.0  n  Park  av,  runs  s  113.10  x  w  17.11 

X  n  64  X  w  O.li/^  X  n  40.8  to  st,  x  e  1.8  to  beginning.  2-sty  frame 
'    dwelling.     Wm  C  Beith  to  Nicholas  Eckert.     Mort  $3, .500.     July 

2.     July  3.  1906.     11:3029.  6.100 

ISOth  St.   No  .561.  n   s.   58.4  w  Tiebout   av.   16.8x100,  2-sty  frame 

dwelling.     Mary  J  Milks  to  William  Gruner.     Mort  $2.3.50.     July 

2.     July  3.  1000>.     11:3143  and  3140.  nom 

182d  st.  No  722,  s  s.  85  w  Washington  av,  20x102.2,  3-sty  frame 

tenement.       Wilhelmine    Fleischmann     to    Mary    J    McCormick. 

Mort  $(;,.500.     June  20.     July  2,  1906.     11:3037. 

other   consid   and    100 
183d  St.  No   1039.   n  s.   141.0  e  Prosi)ect  av.  25x100.  3-sty  frame 

dwelling.     Joseph  Leitner  to  Mary  E  Smith.     Mort  $4,000.     July 

2.     July  3.  1906.     11:3114.  nom 

202dst,  s  s,  648  e  Marion  av,  25x100,  2-sty  frame  dwelling.     Maria 


.305  e  Av  C,  100x216  to  10th  st,  Unionport. 


Ackerman  widow  of  Joseph  Ackerman  to  John  McGough.     July  2. 
July  3,  1906.     12:3307.  other  consid  and  100 

*213th  st,  n  s.  ItW  e  Maple  av.  50x100.  Williamsbridge.  A  Shatz- 
kin  &  Sons  to  Vincenzo  Gigante.  Mort  $1,000.  June  19.  June 
2!),   1000.  100 

*215th  st  (1st  st),  n  s,  175  w  Oth  av,  25xl(X),  Laconia  Park.  A 
Shatzkin  &  Sons  to  Stellario  Lauro  and  Carmela  Saurino.  Mort 
$525.     June  23.     June  30,   ItHMi.  other  consid  and  1(X) 

*222d  st  (8th  st),  n  s,  80  w  White  Plains  road,  KJOxlll.  Wakefield. 
Chas  O  West  EXR  Jesse  West,  Jr,  to  John  W  Fineke.  June  7. 
July  3,   1906.      ■  5,000 

*224th  st,  s  s,  330  e  White  Plains  road,  50x114.6,  Wakefield.  Law- 
rence Ryan  to  Charles  Haardt.     June  30.     July  3,  1906. 

other   consid  and   100 
*226th  St.  s  s.  305  w  4th  av.  200x114,  Wakefield.     Patrick  Cleary 

to  Henry  Bruckner.     July  2.  10(K3.  other  consid  and  Iff) 

*226th  st  (12th  av).  s  s,  305  e  2d  st,  50x114.  Wakefield.  Knut 
Stokes   et  al   to   Sophie   Majewski.     June  29.     June   30.   1900. 

other  consid  and  100 
*220th  st   (12th  av).   s   s,   355  e  2d  st,  50x114,   Wakefield.      Knut 
Stokes   et  al   to  Teodor  Maliszewski.     June  29.     June  30,   1906. 

other  consid  and  100 
*227th  st  (13th  av),  s  s,  155  w  4th  st,  50x114,  Wakefield.     Mark  P 
Ansorge   to  Henry  H  Windhorst.     Mort  $l.(j(Xt.     June  30.     July 
3,   10()0.  other  consid  and  1(X) 

*228th  st,   s  s,  205  w  Oth  av.   l(X)xll4,  Wakefield.     Gustave  Cert 

to  Simon  Levin.     Mort  $1.30(1.     May  31.     July  3,   1906.  nom 

*230th  st,  n  s,  bet  4th  av  and  5th  av,  part  lot  302  map  Wake- 
field, 25x114.  bounded  on  west  by  west  quarter  of  lot  3<J2  and  on 
east  by  east  half  lot  302.  Mary  L  wife  Alfred  R  Conklin  to 
Susannah  Bauer.  Margt  C  Diamond  and  Frances  Kappes.  Mort 
$2.5tX).     June  30.     July  2.  1900.  other  consid  and  100 

*23]st   st   (17th  av).  n  s,  205  e  2d  st.   100x114,  Wakefield.     Han- 
nah J  McLintock  or  McClintock  to  David  C  Frank.     Q  C  and  cor- 
rection  deed.     June   27.     June  30.   1000.  nom 
•233d  St.  s  s,  330  e  5th  av.  25x114.  except  part  tor  233d  st.    Julius 

Wolf  to  Charles  Dammeyer.     July  3.  1906.  100 

Anthony  av.  No  2112.  e.s.  101.4  s  181st  st.  25x84.8x25x83.4,  2-sty 
frame  dwelling.  Wm  C  Bergen  to  Mina  Sonnenthal.  Mort 
$4,000.     July  2.     July  3,  1906.     11:3156.  other  consid  and  100 

Anthony  av,  e  s.  55.8  n  175th  st,  25x127.11x26x120.8,  2-sty  Jrame 
dwelling.  Abraham  Cohen  to  James  Roddy.  Mort  .$5,000. 
June  30.     July  2,  1900.     11:2892.  other  consid  and  100 

Arthur  av.  w  s  30.0  n  181st  st.  75x104.0x75x104.10.  except  part 
for  av.  vacant.  Ernest  Hammer  to  Benjamin  Benenson.  Mort 
$5..500.     June  30.     July  2.   lOOli.     11:3003.  ■   omitted 

*Av  D.  n   w  cor  3d  st.   108x205,  Unionport.     Washington   B  Reed 

to  Bessie  E  Reed.     Mort  $2,000.     June  22.     June  30.  1900.  nom 

*Av  C   I  n  e  cor  10th  st,  '216  to  11th  st,  x205. 
10th  st 
11th  st 
nth  st 
loth  st 

Regent   Realty  Co  to  Wm  J  Hyland.     All  liens.     June  25.     June 
20.  19(10.  other  consid  and  100 

Bathgate  av.  No  2270.  e  s.  100  s  183d  st,  30x120.  except  part  tor 
av.  3-sty  frame  dwelling.  Charlotte  Kail  widow  to  Margt  I 
Sullivan.     Mort  ,$3,000.     June  28.     June  30,  1906.     11:3051. 

other  consid  and  100 
Bathgate  av,  Nos  2052  and  20.54,  e  s,  2.52  n  179th  st,  36x70.  two 
2-sty  frame  dwellings.     Julia  Huerstel  to  Wm  H  Treviranus  and 
Clarence  E  Sutherland.     Correction  deed.     June  4.    June  29,  1906. 
11:3045.  nom 

Brook  av.  No  1.520.  e  s.  175  n  171st  st.  25x100.11,  4-sty  brktene- 
ment.  Lottie  Stone  and  ano  to  Julius  Gordon.  Mort  $15,000. 
June  30.  1906.     11:2895.  other  consid  and  100 

Brook  av.  No  1478,  e  s.  2.59.2  n  'St  Pauls  pi,  25x100.8,  4-sty  brk 
tenement.  Rubin  Siegel  et  al  to  Adolph  Letkowitz.  Mort  $9,- 
(KH).     June  29,  KK)6.     11:2895.  other  consid  and  100 

Brook  av,  n  w  cor  135th  st,  40x90. 
Brook  av,   s  w  cor  136th  st,  40x90. 
two   5-sty   brk   tenements,    store  on   cor. 

Geo  J   Lipmann  et  al   to   Kaiser  Bros   Co,   a  corporation.      Mort 
"        June  30,  1906.     9:2263. 

other  consid  and  100 
s.   100  n  104th   St.   24.10x70.3x24.8x69.3, 
Wm  H  Wright  to  Victor  Xohnson.     Mort 
$4,000.     June  30.     July  2,  IIMM!.     12:3294.  other  consid  and  100 

Briggs  av.  No  2068,  e  s,  260.10  n  194th  st,  22.2x70.9x22.1x75.10, 
3-stv  frame  dwelling.  Wm  H  Wright  to  Herman  Behn.  Mort 
$5,000.     June  ,30.     July  2,  1906.     12:3294.  other  consid  and  100 

Briggs  av.  No  2981,  w  s,  106.11  s  201st  st,  25x110,  2-sty  frame 
dwelling.  Wm  H  Lunney  to  Albertina  Loewenthal  and  Frances 
Hirsch.     July  2.     July  3,  1906.     12:3303.  other  consid  and  100 

Belmont  av,  e  s,  235  n  181st  st.  24.2x172.11x24x170.  2-sty  brk 
dwelling.  Rowland  W  Thomas  to  Wm  J  Irwin.  Mort  ,$0,000. 
June  2.     July  3.  1900.     n:,3083.  other  consid  and  100 

Bathgate  av.  No  21,59.  w  s.  62.6  n  181st  st,  18.9.x04.5.  2-sty  frame 
dwelling.  Pauline  Cohn  to  Nellie  V  Kelleher.  B  &  S.  June  12. 
July  3.  1000.     11:3040.  6.650 

Belmont  av.  No  2205.  w  s,  125  e  183d  st,  25x100.  2-sty  frame 
dwelling.  Leopold  Iramergut  et  al  to  John  Jansen.  Mort  $4,000. 
July  2.     July  3.  1906.     11:,3086.  other  consid  and  100 

Brook  av.  No  988.  e  s.  29.3  n  164th  st.  27x83.5x25.6x74.5.  4-sty 
brk  tenement.  Margaretha  wife  and  George  Hellmuth  to  Juer- 
gen   Logenmann.     Mort  $14,000.     July  3,   1906.     9:2386. 

other  consid  and  100 
Boston   road.   No   1314,   s  e  s,   1.58.0  n  169th  st,  27x97,  4-sty  brk 
tenement    and    store.      Marv    Erode    to    Geo    A   Euring   TRUSTEE 
Chas  F  Worch.     Mort  $14.(KT0.     July  2,  190(5.     11:2961.  29.500 

Carter  av.  w  s.  2(i.9  n  175th  st.  prolonged.  31.10x1.50x31.0x148.6, 
vacant.  Patrick  J  Cleary  to  Hamen  Rabi  and  SamI  Rosenberger. 
Mort  $4,200.  June  2.  July  3.  1906.  11:2872.  other  consid  and  100 
Creston  av.  No  2754.  e  s.  511.2  n  190th  st.  2.5x141.5x140.1. 
2-sty  frame  dwelling.  Emma  Duchardt  to  William  R  Hoss. 
July  2.     July  3,  1906.     12:3315.  nom 


$53,261.51.     June  29. 

Briggs   av.    No   26.54,   e 
3-sty  frame  dwelling. 


The   text   of   these   pages   is   copyrighted.      All   rights   are   reserved. 


Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 


July  7,  1906 
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PORTLAND  CEMENT 


is  made  in  Germany.    The 

superior  quality  amply  compensates 
the  consumer  for  its  higher  price. 
It  is  perfect. 

e.  THIELE,  Sole  Agent, 
99  John  St.,  New  York. 


Clinton  av.  No  179(>,  e  s.  84  s  IT'ith  st,  27x84.  2-sty  brk  dwelling. 
Henry  C  Carson  to  Nathan  Abrams  and  Samuel  Marcus.  Mort 
.$(1,172.34.     July  2.     July  3.  ]!IO(i.     11:2048.     other  eonsid  and  1(X) 

Clinton  av,  No  1947.  w  s.  149.7  s  Tremont  av,  2.")xl00.  2-sty  frame 
dwelling.  Jacob  Ramsteck  to  John  A  Dougherty.  Mort  $3,500. 
July  2.     July  3.  190C.     Il:29.-i0.  nom 

Crotona  av,  No  2080,  e  s,  4.">.3  s  180th  st,  20x100,  3-sty  frame 
tenement  and  store.  Louise  Hoenack  to  Andreas  Tietjen.  Mort 
$r>,2.")0.     July  2.     July  3,  190(i.     11:309,1.  nom 

Courtlandt  av,  Nos  509  and  571.  s  w  cor  1.50th  st.  .50x100,  two 
3-sty  frame  tenements  and  stores.  Henry  Dannentelser  to 
Henry  Bruckner.     July  2.     July  3,  1000.     9:2.331.  100 

Courtlandt  av,  Nos  819  and  821.  s  w  cor  150th  st,  48.0x98,  6-sty 
brk  tenement  and  store.  Ida  Kaufman  to  George  Schumar.  % 
part.     All   title.     June  29.     July  3,   1906.     9:2418. 

other  consld   and   100 

Clay  av,  n  w  s.  914.1  n  e  100th  st,  20x75,  vacant.  Chas  L  Guy 
to  Rosa  Altieri.     June  .30.     July  3.  lOOtl.     11:2782.  100 

Cauldwell  av.  No  001.  w  9,  358.4  s  1.50th  st.  10.8x115,  2-sty 
frame  dwelling.  Theresa  Rosenfeld  to  Julius  Cohen.  C  a  G. 
July  2.     July  3.  1!K)0.     10:2024.  KX) 

♦Commonwealth  av,  e  s,  25  s  Mansion  st,  25x100.  Cornelia  P 
Dellett  to  Fred  Bucher.  Jr.     Mort  )(;],.5()0.     July  2.     July  3.  1900. 

other  eonsid  and  100 

*Corsa  av,  w  s,  50  n  Cedar  av,  25. Ix — x25xl0.5.1.  A  Shatzkin  & 
Sons  to  Salvatore  Di  Hello.     Mort  f250.     May  20.     June  .30.  1006. 

other  eonsid  and  KXI 

Same  property.  Malinda  G  Mace  to  A  Shatzkin  &  Sons.  Mort 
.$250.      May  25.      June   30.   1900.  other  eonsid  and   100 

Clay  av   I  n  w  s.  934  1  n  e  109th  st,  runs  n  w  .50  x  n  e  113.2  to  s  s 

170th  stl  170th  St.  X  e  12.5  x  —  .55.5  to  av.  x  s  w  1(X>.9  to  be- 
ginning, vacant.     The   Northern  Impt  Co  to   Rosa  Altieri.     June 

28.  June  29,  1906.     11:2782.  other  eonsid  and  100 
Cauldwell  avl   w   s.    170.5   n   165th   st,   27.11x101.2   to   s   e   s   Bos- 
Boston   road   I     ton  road.  x.34xll9..5.  2-sty  frame  dwelling  and  va- 
cant.     Julia    Huerstel    to    August    F    Schwarzler.       Mort    .$7,000. 
June  6.     June  29.   1900.     10:2022.                      other  eonsid  and  100 

Crotona  av.  old  n  e  s,  10<1  n  187th  st,  20x25x2.5x25,  vacant.  Re- 
lease mort.  Caroline  E  Schumacher  et  al  to  The  City  of  N  Y. 
Mar  28.     June  30,   1906.     11:3105.  nom 

*Castle  Hill  av.  n  s.  288  0  e  Parker  av.  2.5x116.9x26.4x103.9. 

Interior   plot,    100  n   Rose   pi,   and   100  e   Grace   av,   60x49x69.9x 
83.9. 
Vincenzo  Buonocore  to  Mary  Marcon.     All  liens.     June  26.     June 

29.  1906.  other  eonsid  and  100 
Decatur   av.    s   e    cor"  200th   st,    102.10x113.9x101.2x125.5.   vacant. 

John  Miles  to   Amanda  B  Manee.     Mort  $14,000.     July  2,   1906. 

12:3279.  other  eonsid  and  100 

Decatur  av,  s  e  s.  at  n  e  s  200th  st,  102.1x79.7x112.3x80.3.  vacant. 

John  Miles  to  Robt   I  Smyth,  of  New  Rochelle.  N.  Y.     June  26. 

July  3,'  1900.     12:3280.  other  eonsid  and  100 

Eagle  av.  No  .5(i9,   w  s.  .526.1   s  Westchester  av.   runs  w  120.10  x 

s  .50  X  e  30.10  x  n  25  x  e  90  to  av,  x  n  2.5  to  beginning,  4-sty 

brk  tenement  and  store  and  3-sty  brk  tenement  in  rear.     Wm  H 

Ross  to  The  Knapper  Realty  Co.     All  liens.     March  8.     July  3. 

1906.      10:2010.  nom 

Eagle  av.  No  6.57,  w  s.  397.8  n  Westchester  av,  25x9.5,  4-sty  brk 

tenement.     Anna  E  Jaeger  to  Christian  G  Flick.     Mort  .$10000. 

June  30.    June  30.  1906.     10:2617.  other  eonsid  and  KM) 

*Fort   Schuyler  road,   w  s.   1.55  n   Marrin   st,   25x91.   Westchester. 

John  E  Virden  to  Harriet  Niner.     July  2.     Mort  .$4.50.     July  3. 

190t!.  other  eonsid  and  100 

Fulton  av.  No  1117  1  n   w   cor   100th    st.    59. 7x72.,5x6.5. 6x47.1.    6-sty 
166th  St.  No  82.5        I      brk  tenement  and  store.     Prida  Wattenberg 

et   al    to   Moritz   Fried.      Mort   .$51,000.      July  2.      July   3.    1900. 

10:2608.  other  eonsid  and  100 

*Green   av.    w   s,    1.50   s    Lyon   av,   .50x100,   Westchester.      Release 

mort.     Geo   H  Lawrence  et  al  as  EXRS  Elizabeth  Sias  to  John 

Tarpey.     June  27.     July  2,  1006.  nom 

*Gleason  avin  e  cor  172d  st.  100x400.     Garniss  E  Baker  to  Geo  H 
172d  st  I     Culver  and   Ronald   K  Brown.      All   liens.     June  28. 

July  2,  190(3.  nom 

Grand  av.  e  s,  100  s  w  192d  st.  .50x100.  vacant.     Fredk  W  Devoe  to 

Thos   H   Thorn.      July   2.      July   3.    1900.      ]1:.32(M. 

other  eonsid  and  100 
Gerard    av.    No    1149.    w    s.    2()4.7   n    167th   st.    25x125.    2-sty    brk 

dwelling.     Fritz  Sel.ie  to  Katie  J  Lohse.     Mort  $5, .500.     June  .30 

July  2.   1906.     9:2489.  other  eonsid  and   100 

*Grant  av.  s  s.  25  e  Garfield  st,  25x100.  Anna  C  Nugent  to  Jo- 
seph C  Luke.     All  liens.     June  25.     June  29.  1906. 

other  eonsid  and  100 
Hoe  av,  w  s.  100  n  Jenings  st,  25x100.  vacant.     Paul  J  Schmitz  to 

Jacob  Cohen.     Mort  $1.3.50.     June  30.     July  2.  1906.     11:2981. 

other  eonsid  and  100 
Hughes  av.  No  2.3.58,  e  s.  175  s  187th  st,  25x87.6.  3-sty  frame  tene- 
ment  and  store.     Sophie  'Weber  to  Fulvio  Carapezzi   and   Nicola 

De  Rosa.     Mort  $4,500.     June  28.     July  2,   1006.     11:.3074. 

other  eonsid   and   100 
♦Harrison  av,  e  s.  400  s  McGraw  av.  50x100.  John  D  Sherry  to  John 

Auer.     July  3,   1006.      Mort   $700.  nom 

Jackson   av,    No   893,    w  s.    201.0   n    161st   st.   25x75.   3-sty   frame 

tenement  and  store.     Lillian  Markel  to  James  G  Carlaftes.   Mort 

.$4,000.     July  2.     July  3,  1900.     10:2038.  other  eonsid  and  100 

*King  av.  e  s,  100  n  Bowne  st,  75x218  to  L  I  Sound  xl00x200.  City 

Island.     Samuel  G  Douglass  et  al  to  Edwin  H  Collett.     June  IS. 

July  3,   1906.  other  eonsid  and  100 

Lind  av,  w  s,   368.6  s   167th   st.   50x100,   vacant.     James  J   Tynan 

to  Emerence  K  Ager.     June  18.     July  3,  1006.     9:2.527. 

other  eonsid  and  100 
Leggett  av  |  s  w  cor  Dawson  st,  25.1x91.11x25.1x90,  5-sty 

Dawson  st.  No  1094|     brk  tenement  and  store.     Henry  Korn  et  al  to 

Baruch    H   Schnur.      Mort   $22,000.     June  27.      June   29.    1906. 

10:2(58(1.  other  eonsid  and  100 

♦Mulford  av,   w  s,   25  s  Alice  st,   25x100,  Throggs   Neck.     Bridget 

McCormick  to  Frank  Gass.     June  11.     June  30,  1906. 

other  eonsid  and  lOO 


*Morris  Park  av.  s  s.  75  w  Madison  st.  .50xl(Kj.  Timothy  J  Kelly  to 
Cornelius    Langendoen.      Mori   $1,000.      June  26.      June  29,   1906. 

other  eonsid  and  KM) 

Marion  av,  No  20.38,  e  s,  89  n  194th  st,  50xl74.3x.50xl7ti.4,  2-sty 
frame  dwelling.  Patrick  Boleman  to  Annie  A  McCort.  Mort  $5.- 
.51.10.     June  30,   11MJ6.     12:3282.  KJO 

Mohegan  av,  n  e  cor  179th  st.  99x150,  except  part  tor  av,  va- 
cant. Jacob  Levy  to  Fannie  Meyers.  Mort  $12, .500.  June  25. 
June  30,  1906.     11:3123.  other  eonsid  and  100 

Mohegan  av,  s  e  s,  bet  178th  st  and  180th  st,  and  being  East  Tre- 
mont, (i(ixl50,  except  part  tor  av.  Jacob  Levy  to  Fannie  Mey- 
ers.     Mort  $3,.500.     June  25.     June  30,   19«3.      11:3123. 

other  eonsid  and  100 

Monroe  av,  w  s.  bet  174th  st  and  175th  st,  and  being  lot  50  map  of 
Mt   Hope,   known  as  Western   Reserve  of  Upper  Morrisania,   lOO' 
xKM>,  except  part   for  av.     Louisa  H  Dickinson  to  John  S  Cona- 
bee.  Chas  L  Van  Nostrand  and  Lawrence  Peters.     June  15.     June 
30,   lOlMJ.      11:2797.  nom 

Morris  av.  No  tJ87]w  s,  1.50.5  n  153d  st,  43.6  to  lo4th  st  xlOO,  2-sty 

1.54th  st  ]     brk    dwelling    and    vacant.      Aaron    Nevens    to 

Giuseppe  Tuoti,  %  part,  and  Annie  Hershfleld.  '/i  part,  and  Sam- 
uel Mann,  Vt  part.  Mort  $8,800.  Nov  15,  1905.  June  20,  1906. 
9:2442.  other   eonsid   and   100 

Morris  av.  No  087,  s  w  cor  154th  st,  43.6x100,  2-sty  brk  dwelling 
and  vacant.  Samuel  Mann  et  al  to  Michael  Santangelo.  All  title. 
Mort   $S'.8(M».      June   15.     June  30,    VMii.     0:2442. 

other  eonsid   and  100 

♦Mayflower  av,  e  s,  174  s  Liberty  st,  .50x100.  Thomas  Shea  to 
Claes   Johnson   and  Andrew  Odeane.     July  3,   1906. 

other   eonsid   and  100 

Marion  av.  No  2(j42,  e  s,  1.39  n  194th  st,  .50x171. 4x.50xl74.4,  ex- 
cept part  for  av,  2-sty  frame  dwelling  and  vacant.  Robt  A  Joyce 
to   Anna  S   Pertsch.     June  28.     July  3.   1900.     12:3282. 

other  eonsid  and  100 

Melrose  av.  Nos  762  and  764   |s   e   cor   157th   st.   49.2x71,   0-sty  brk 

1.57th  St.   No  6.52  [     tenement  and  store.     Louis  Lubener 

et  al  to  Isidore  Hirsch.  Mort  $11,(HX>.  June  30.  July  3,  1900. 
9:2378.  nom 

Melrose  av,  Nos  667  and  669,  n  w  cor  153d  st,  100x24.4,  5-sty  brk 
tenement  and  store.  Rosina  wife  Valentine  Dietzel  to  John  G  H 
Klemeyer.      Mort  $25,000.     July  2.     July  3,   1906.     9:2400. 

other  eonsid  and  100 

Melrose  av  js   w   cor   150th   st,    lOOxKX),   3   and   4-sty 

1.50th  st,  Nos  0.36  to  646 1  frame  tenements  and  stores  and  vacant. 
Hugh  Martin  to  American  Real  Estate  Co.  July  2.  July  3.  1906. 
9:2.328.  other  eonsid  and  100 

Morris  av.  No  643,  w  s,  25.2  n  1.52d  st.  24.9x100x25x100,  4-sty  brk 
tenement  and  store.  Catharine  Fairclough  to  Enrico  D  Ambrosio 
and  Michael  Del  Giudiee.  Mort  $10,000.  June  30.  July  2,  1906. 
9:2442.  other  eonsid  and  100 

♦Mulford   av.   e   s.   1.50  n   James   st,   25x100,   Throggs   Neck.     John 
'  Murphy   to   Justina   wife   John   S   Morgen   and    Ella   wife    Wm   H 
Wilson.     June  25.     July  2,   liKHi.  other  eonsid  and  100 

Oneida  av  In   e   cor   23(ith   st,   200    to   s   s   2.37th   st   xl25,   vacant. 

230th  st      I     Benjamin   Hochbaum   to  Henry   Bruckner.     Mort  $5.- 

237th  st     I     .5(X).     July  3.   1906.      12:3371.  other  eonsid  and  100 

♦Old  road,  s  s.  84.10  w  Storrow  st,  runs  n  along  s  s  of  Old  roadl 
to  point  268.6  e  Pugsley  av  x  s  201.8  to  n  s  Benedict  av  thence' 
across  said  av  —  x  w  along  s  s  of  av  to  point  4.3.1  e  Pugsley  av 
x  s  2(M).2  to  n  s  Westchester  av  at  point  .50.11  e  Pugsley  av  x  w 
along  Westchester  av  across  said  Pugsley  av  to  Public  pi  x  along 
pi  and  across  Storrow  st  thence  around  and  along  Public  pi  1.85.9 
X  n  —  to  s  s  Benedict  av  thence  across  Benedict  av  —  to  s  s  Old 
road  at  beginning. 

Westchester  av,  s  w  cor  Pugsley  av.  444x144.3  to  n  s  Tremont  av 
and  177th  st  x49(i.lx —  to  beginning. 

Westchester  av,  s  e  cor  Pugsley  av,  runs  s  along  e  s  Pugsley  av 
234  X  n  —  to  point  44.8  e  from  said  cor  x  w  along  av,  44.8  to  be- 
ginning. 

17(lth  st,  s  w  cor  Pugsley  av,  runs  w  along  st  72.0  x  e  along  n  s 
Tremont  av  84. S  to  w  s  Pugsley  av  x  n  43.2  to  beginning. 

Tremont  av,  s  s.  at  n  s  170th  st,  runs  w  98.11  x  s  51.1  to  n  s  170th 
st    X    e   .8.5.8   to    beginning. 

170th  st,  s  s,  1.8.3.11  w  from  e  s  Tremont  av.  runs  s  101.3  x  e  4.50.5 
to  s  s  Tremont  av  to  pi  304.11  from  s  s  170th  st  x  w  .304.11  to  a 
point  X  w  and  along  s  s  170th  st.  1.S3.11  to  beginning.  | 

Release  .5  morts.  Emigrant  Indust>rial  Savings  Bank  to  N  Y 
Catholic    Protectory.      July  2.   1906.  nom 

♦Pugsley  av,  s  w  cor  Benedict  av.  .50x94. 9x.5(->x93,  vacant.  New 
York  Catholic  Protectory  to  David  Dundes.  Mort  $2,135.  June 
28.     July  3.   1900.  3,050 

Popham  av,  n  s,  abt  80  w  Montgomery  av,  25x100.  vacant.  Martin 
J  Earley  Jr  "to  John  D  Pettit.     June  29.     July  2,  1906.   11:2877. 

nom 

Perry  av,  w  s.  .585  4  s  Old  road,  and  .593.11  s  Reservoir  pi.  25x 
84.10  to  the  Drive  x25. 3x81.1.  2-sty  frame  dwelling.  Louis  H 
Beissner  to  John  Tirkot.  Mort  .$3  6.50.  July  2.  July  2,  1906. 
12:3343.  other  eonsid  and  100 

Park  av  West.  No  4457,  w  s.  184.(i  s  182d  st.  25x90.2x25x00.  2-sty 
frame  dwelling.  Jacob  Schmidt  to  Evelina  A  Rosenthal.  Mort 
.$4.1(M).     June  20.     June  .30,  1006.     11:3030.  KX) 

Prospect  av.  No  725,  w  s.  121.1  s  156th  st,  20x106.1x20x106.9, 
3-sty  brk  tenement  Justin  Bandy  to  Eugenie  Beehe.  July  2. 
July  3,   1900.     10:2675.  other  eonsid  and  100 

Prospect  av.   No  7(.l71n    w    cor   Dawson    st,    2.5x04.8x25x9.3.8,    4-sty 

Dawson  st.  No  097  |  brk  tenement  and  store.  Baruch  H  Schnur 
to   August   K   Rasche.      Mort  $26,0(.X>.     June  29,   190(1      10:2675. 

nom 

Prospect  av.  w  s,  100.2  n  180th  st,  35x150.1.  vacant.  CONTRACT. 
Dietrich  Niemeyer  with  Josephine  Fredrich.  Mort  $1,5(X).  June 
27.     June  20,   lOtMi.      12:3006.  2,725 

Same  property.  Assign  CONTRACT.  Josephine  Fredrich  to  Giosue 
Galiaui.     June  28.     June  29,  100(!.  nom 

Palisade  av.  e  s.  at  s  s  land  P  O  Strang  now  of  Lewis  H  Lapham, 
runs  s  e  154.8  x  s  e  again  173.0  and  110  5  and  .34  x  s  w  15  to  land 
N  A  Boynton  x  s  w  156.9  x  n  w  219.4  x  n  w  47.5  and  2.3.3  thence 
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RECORD    AND    UUIDE 


Bronx 


July  7,  1906 


ISKB  &  Co. Inc. 

ace,Bkici^  ^i- 

I.ATIRPK  Building  ^is^^fi^i^'\lf^I£ 


Calls  Attention  to  the  New 

PENN    HARVARDS 

Laid  in  the  Wall  at 
LEXINGTON  AVE.,  S.  W.  Cor.  I04th  St. 


by  curve  to  left  11  x  n  w  54.5  thence  by  curve  to  right  37. G  x  n 
w  45.3  to  av  X  n  e  rjG.]0  to  beginning.  Harry  M  Merriman  to 
Alex  J  Watson.     Mort  ?12,(X)0.     June  22.  June  29,  1906.  13:3411. 

nom 

Southern  Boulevard,  No  2394,  e  s.  400  s  172d  st,  25x100.  2-sty 
frame  dwelling.  Charles  Kaiser  to  Emanuel  Doctor.  June 
28.     June  30,  190C.     11:2981.  100 

♦Seton  av,  w  s,  100  n  Randall  av,  25x100,  Edenwald.  Casper  Rei- 
mer  to  Philip  Sonkin.     June  28.     June  29,  1906.  nom 

*Seton  av,  w  s,  400  s  Jefferson  av,  100x100,  Edenwald.  James 
M  Grimes  to  Jacob  B  Cooper.     June  28.     June  29.  1906.  nom 

*St  Lawrence  av,  n  e  cor  Merrill  st,  25x100.  Dorothy  Rentier  to 
Rosana  Finch  and  Margaret  McCabe.  Mort  $3  500.  July  2.  July 
3,  1906.  other  consid  and  100 

*St  Lawrence  av,  e  s,  100  n  Mansion  st,  25x100.  Carl  Grossmann 
to    Cornelia   F    Dellett.      Mort   $3,000.      July  3,    1906. 

other   consid   and  100 

St  Anns  av,  No  647,  w  s,  100.5  s  Rae  st.  25.1x86.11x25x89.3,  5-sty 
brk  tenement  and  store.  Richard  Cordes  to  Louisa  Renz.  Mort 
.$14  miO.     July  2.     July  3.   1906.     9:2358.         other  consid  and  100 

St  Anns  av.  No  144,  e  s,  40  n  134th  st.  20x80,  4-sty  brk  tenement 
and  store.  Johanna  Levy  to  Morris  Laguna.  June  20.  July  3. 
1906.     10:2.")47.  other  consid   and  100 

St  Anns  av.  No  684.  e  s,  476  s  1.56th  st,  26x90,  4-sty  brk  tenement. 
Barbara  Huff  to  Peter  Ries.  Mort  $10,000.  July  3,  190li. 
10:2617.  other  consid   and   100 

St  Anns  av.  No  131,  w  3,  75  s  Southern  Boulevard  2."x75,  5-sty  brk 
tenement.  Kate  Montague  to  Moritz  L  and  Carl  Ernst.  Mort 
$14,000.     July  2,   1906.     9:2260.  other  consid  and  }00 

Tremont  av.  No  910,  s  s,  64.6  e  Arthur  av,  25xltl0.5,  2-sty  frame 
dwelling.  J  C  Julius  Langbein  to  John  W  Vandemark.  Morts 
$8  800      July  2,   10O6.     11:2947.  other  consid  and  100 

Trinity  av.  No  726,  e  s,  100  s  1.56th  st,  16.8x90.4x16.8x91.1.  2-sty 
frame  dwelling.  Mary  Breihof  to  Louis  Hassinger.  Mort  $2,- 
500.     July  2.     July  3,   190t!.     10:2635.  5,200 

Tinton  av.   No   181   |n  w  cor  Dawson  st,  25.6x100,  4-sty  brk  tene- 

Dawson  st.  No  951  |  ment  and  store.  Carrie  Weiss  to  Max  Riger 
of  Borough  of  Queens.  Mort  $25..500.  June  1.  July  3,  19lHi 
10:26.54.  nom 

Townsend  av,  e  s.  38.9  from  Wolf  pi,  runs  s  w  63.10  x  s  65.5  to 
av  X  —  106.7  to  beginning,  vacant.  Release  mort.  West  Side 
Mutual  Building  Loan  &  Savings  Assoc  to  August  P  Windolph. 
June  28.     June  30    1900.     11:2838-2846  and  2847.  nom 

Union  av,  Nos  938  and  040,  e  s,  100  s  163d  st,  98,4x138.  I 

Union  av,  e  s,  198.4  s  163d  st,  0.4x138.  I 

two  5-sty  brk  tenements.  The  Gaines-Roberts  Co  to  John  Krooss. 
Morts  $76,000.     July  3,  1906.     10:2677.  nom 

Union  av.  No  724.  e  s,  111  s  1.5Gth  st.  2.5x9.3.10x25x94,  2-sty  frame 
.  dwelling.     Matt  F  Byrnes  to  Charles  Snyder.     Mort  $4,000.     July 
2.     July  3,  1906.     10:2675.  100 

Valentine  av.  No  20(i5,  w  s,  74  5  s  180th  st.  25x100.7x25x100.10, 
2-sty  frame  dwelling.  George  Russwurm  et  al  to  Clara  Roths- 
child.     Mort   $4,000.     June  20.     June  30,   1906.     11:3149. 

other  consid  and   100 

Valentine  av.  n  s.  7.6  w  Southern  Boulevard,  former  line,  112. 6x 
62.6,  2-sty  frame  dwelling,  Theodore  Dieterlen  to  Mary  E 
Flynn.     June  29.     July  3,  1906.     12:3320.  omitted 

Vyse  av.  No  1407,  w  s,  18  1  n  Freeman  st,  25x75,  2-sty  brk  dwell- 
ing.    Anna  E  Niess  to  August  F  Wehmeyer.     Mort  $5,000.    July 

2.  July  8,   1906,     11:2987.  nom 
Vyse   av.   w   s,   440  n   167th   st,   40x100,   two   3-sty   brk   dwellings. 

Release  mort.  Atlantic  Dock  Co  to  Abraham  A  Silberberg. 
July  2.     July  3.   1906.     10:2752,  other  consid  and  100 

■  Vyse  av.  No  1135,  w  s,  140  n  167th  st,  20x100,  3-sty  brk  dwell- 
ing. Abraham  A  Silberberg  to  Sarah  Saul.  June  28.  July  3, 
lfK)6.     10:2752.  other  consid  and  100 

Vyse  av.  No  1131,  w  s,  100  n  167th  st,  20x100,  3-sty  brk  dwelling, 
Abraham  A  Silberberg  to  Mary  Amdur.  Mort  $8,000.  July  2. 
July  3,  1905,     10:2752.  other  consid  and  100 

Woodlawn  road,  w  s,  25  s  208th  st,  50x100.  I 

Woodlawn  road,  e  s,  200  s  210th  st,  50x108.3x50x122.2,  vacant.  | 
Heiman  Glasser  to  Henry  R  Knopf.     Mort  $4,360.     July  2.     July 

3.  1906.     12:3336,  3336  and  3343.  other  consid  and  100 
Webster  av,  w  s,  40(1  s  Woodlawn  road,  50x120,  vacant.     Katherine 

Schweppenhauser  widow  to  John  H  Green.  June  29.  July  3, 
1906.     12:3331.  other  consid  and  100 

Webster  av,  No  17S9i  s  w  cor  175th  st,  runs  w  68  to  e  s  Worth  av,  . 
Worth  av  |      x   s  li!>.9   x  e  24.9  x   e   18  x   e   20.9  to   av, 

175th  st  I      x   n  70.3  to   beginning.   2-sty  frame  dwell- 

ing  and  vacant.     Bertha   W  Yungel   et   al   EXRS   will   of  Henry 
Mehlis  to  Wm  A  Cameron.     July  2.     July  3,  1906.     11:2890.     9,500 
Webster  av.  No  1785|  w  s,  25  s  175th  st,   runs  s  45  x  w  20.7  and 
Worth  av  |      18  and  24.8  to  e  s  Worth  av.  x  n  45.4  x  e 

65.11  to  beginning,  with  all  title  to  c  1  of  Worth  st,  2-sty  frame 
dwelling.  Wm  A  Cameron  and  ano  to  Mary  A  Cleary.  July  2. 
July  3,  1906,     11:2890,  other  consid  and  100 

Washington   av.   No   2083   (rear  of),   plot   begins   85.10  s   ISOth  st 
and  100  w  Washington  av,  runs  s  25  x  w  45  x  n  25  x  e  45  to 
beginning,  vacant.     R  Camilla  Williams  to   Emanuel  Freund.  of 
Nyack,  N  Y.     June  25.     July  3,  1906,  11:3036.  other  consid  and  100 
Walnut  avln   w   cor   140th   st,   200   to   s   s   141st   st   xl.oO,   vacant, 
140th  st     I     Frederic  N  Gilbert  to  Central  Union  Gas  Co.     B  &  S. 
141st  st      1     June  29,   1906.     10:2.502.  nom 

Webster  av  le  s,  175  s  Anna  pi,  runs  e  180  to  w  s  Brook  av  x  n  85 
Brook  av      |     to  w  s  Mill  Brook  x  —  41.3  x  w  166.1  to  av  x  s  50 

to  beginning. 
Brook  av,  w  s,  50  s  Anna  pi,  runs  e  2  to  w  s  Mill  Brook  x  s  4.11  to 

av  X  —  4.6  to  beginning,  gore. 
Webster  av,  e  s.  125  s  Anna  pi,  runs  s  e  166.1  to  w  s  Mill  Brook 
X  n  e  SI. 4  x  n   w  178  to  av  x  s  75  to   beginning,  vacant. 
Samuel  Swerling  to  Max  Ginsberg.     Mort  $35,500.     June  11,  1906. 
June  30,  1906.     11:2893.  nom 

Same  property.  Max  Ginsberg  to  Max  Miller.  Mort  $35,500.  June 
30,  1906.     11:2803.  other  consid  and  100 


Walnut  av.  n  e  cor  140th  St.  l.'OxlOO,  vacant.  Frederic  N  Gilbert 
to  Central  Union  Gas  Co.  B  &  S.  Oct  30,  1902.  June  29,  1906. 
10:2.592.  nom 

Wendover  av.  No  750,  s  s.  75.9  e  Washington  av,  2.5.3x80. 5x 
2.5x84,  4-sty  brk  tenement  and  store.  Carl  Ernst  to  Jacob  and 
Morris   Tarmenbaum   and   Samuel   Weber.      Mort   $12,000.     June 

28.  July  3,  1906.     11:2912.  nom 
Willis  av.  No  399,  w  s,  75  n  143d  st,  25x106,  5-sty  brk  tenement 

and   store,      Josephine   Nacke   widow   of   Herman   Nacke   to   Geo 

Schworer.      Morts   $19,000.     July  3,   1906.     9:2306. 

other  consid  and  100 
Washington  av.  No  1259,  w  s,  240.5  s  169th  st,  50.9xl40.11x50.1x 

140.11,  3-sty  brk  dwelling  and  vacant.     Pauline  Haebler  to  Frank 

B  Hill.     June  29.     June  30.  11XJ6.     9:2.'190.     other  consid  and  lOO 
*White   Plains  road,   w  s,  400  u  Morris  Park  av,  .50x100.     Regent 

Realty  Co  to  George   Lahrmann.     All  liens.     June  27.     June  29. 

1906.  other   consid   and    100 

*Westchester  av.  s  e  cor  171st  St.  50.10x115.6x50x106.2.     Adeline 

Grossmann   to    Marcus   Nathan.      Mort   $2,400.      June   28.      June 

29.  1906.  other  consid  and   100 
Washington  av,  Nos  1571  and  15r3|n  w  cor  Wendover  av,  99.11x45x 
Wendover  av.   No  713                       |    x98.10.k45,   6-sty   brk   tenement 

and   store.      Release   mort.      N   Y  Trust   Co   to   Kleban   &  Siegel. 
June  25.     June  29,   190G.     11:2904.  41,000 

2d  av,  w  s,  200  s  216th  st,  50x100,  Olinville.  Margaret  Sheehan 
widow  of  Patrick  to  Luigi  Caruso.     July  2.     Julv  3.  1906.        5.000 

.3d  av.  No  3802,  e  s,  25  n  171st  st,  2.3.6x100x18.6x112.  5-sty  brk 
tenement  and  store.  Theresa  Turk  to  Isadore  Dobroezynski. 
Mort  $19,000.     July  2.     July  3.  1906.     11:2028.  omitted 

3d  av.  Nos  4036  and  4038,  35.1  n  174th  st,  54.9x100,  two  5-sty 
brk  tenements  and  stores.  Breslauer  Realty  Co  to  Bertha  Wolf. 
2-3  parts.     Mort  2-3  of  $40,.500.    July  2.    July  3,  1906.     11:2930. 

nom 

3d  av,  Nos  4036  and  4038,  e  s,  abt  35.10  n  174th  st,  54.10x100, 
two  5-stv  brk  tenements  and  stores,  Sol  Freidas  to  Bertha 
Wolf.     1-3  part.     Morts  $40,500.    July  2.     July  3,  1906.  11:2930. 

nom 

3d  av,  No  3888,  e  s,  119  s  172d  st,  27x125,  4-sty  brk  tenement 
and  store.  Alois  L  Ernst  to  Laurel  Realty  Co.  Mort  $18,000. 
July  3,  1906.     11:2929.  other  consid  and  100 

3d  av,  Nos  3886  and  3888,  e  s.  119  s  172d  st,  54x125,  two  4-sty 
brk  tenements  and  stores.  Release  mort.  Newman  Cowen  to 
Jacob   Marx.      June  29.     June  30    1906.      11:2929.  21,000 

3d  av.  No  3923,  w  s,  30.5  n  172d  st.  2.).x — ,  3-sty  frame  tenement 
and  store.  Max  Cohen  to  Edwin  S  Barker.  Mort  $5  000.  June 
28.     June  30,   IWI!.     11:2.920.  other  consid  and  100 

3d  av.  No  3890,  e  s.  119  s  172d  st.  runs  e  125  x  n  19  x  w  25  x  n  8 
X  w  100  to  av  X  s  27  to  beginning.  4-sty  brk  tenement  and  store. 
Jacob  Marx  to  Louis  Cohen  and  Morris  Leiman.  Mort  $18,- 
000.     June  29.     June  30    1906      11:2929.  other  consid  and  100 

3d  av.  No  3886,  e  s,  146  s  172d  st,  27x125.  4-sty  brk  tenement 
and  store.  Alois  L  Ernst  to  Ephraim  Knepper  and  Sadie  Felson. 
Mort  $17,750.     June  28.     June  29,  1006.     11:2929. 

other  consid  and  100 

All  undivided  1-3  part  of  land  in  Willis  av  to  c  1  lying  in  front 
of  lot  24  block  17  map  Sections  A  and  B  of  North  New  York. 
Edward  W  Bowne  et  al  to  Josephine  Nacke.  B  &  S.  June  18. 
July  3,  1906.     9:2306.  nom 

•Lots  292,  293.  294.  309,  310  and  311  map  327  lots  Hunter  estate. 
Release  mort.  John  J  Brady  to  Hudson  P  Rose.  June  30. 
July  3,    1906.  600 

*Lots  95  to  100,  103  to  106,  110.  Ill  and  117  map  163  lots  estate 
Mary  J  Radway.  The  Mercury  Realty  Co  to  Benj  F  McQuay. 
1-5  part.     Mort  $10.454..5O.     Oct  13,  1905.     July  3,  1906.  nom 

*Lot  91  map  Wm  F  Duncan  at  Williamsbridge.  Irving  Realty  Co 
to  Frank  Schillace,  Jr.     Mort  $500.     July  2.     July  3,  190(5. 

other  consid  and  100 

*Lot  22  map  lOS  lots  Coster  estate.  Hudson  P  Rose  Co  to  Eugene 
Bak.     June  25.     July  2,  1906.  nom 

♦Lot  21  map  of  82  lots  on  18th  and  19th  sts,  25x114,  Wakefield. 
Assigns  contract  recorded  Feb  27.  1903.  Augustin  Grassl  to 
Raffaele  Grassi.     June  28.     July  2,  1006.  75 

*Lots  SO  and  87  map  108  lots  Coster  estate.  Hudson  P  Rose  Co 
to  Lizzie  Cullam.     June  27.     July  3,  1906.  nom 

*Lots  20.5  to  212  on  map  partition  estate  Wm  Adee  in  Westchester. 
Henry  Ferris  to  Richard  H  Gillespie  and  Chas  Gartensteig.  July 
2.      July  3,   1906.  nom 

*Lot  111  map  125  lots  Ruser  estate.  Hudson  P  Rose  Co  to  Mary 
E  Kiley.     Mort  $2,300.     June  15.     June  30,  1906.  nom 

*Lots  12,  22,  79  and  80  map  of  108  lots  Coster  estate.  Release 
mort.  Henry  A  Coster  to  Hudson  P  Rose.  June  28.  June  29, 
1906.  1400 

*Lots  48  to  51  amended  map  126  lots,  being  a  busdivision  of  plot 
23  of  Classons  Point.  Hudson  P  Rose  Co  to  Philipp  Bierbrauer. 
May  21.     June  29,  3906.  nom 

*Lots  234,  235  and  155.  Chas  V  Halley  et  al  to  Sigmund  B  Koppel. 
June  21.     June  29,  1906.  nom 

Parcel  No  12  damage  map  for  opening  and  extending  Harrison  av 
from  1st  drainage  st  n  of  Tremont  av  to  East  181st  st.  Release 
mort.  John  S  Markham  to  City  of  N  Y.  Aug  1,  1005.  June  30. 
1906.     11:3206  and  3210.  -  nom 

Parcel  No  27  on  damage  map  to  open  Trinity  av  from  Westches- 
ter av  to  East  166th  st.  Release  mort.  Eliza  A  Rosenkrans 
INDIVID  and  EXTRX.  &c.  Chas  W  Rosekrans  to  The  City  of 
New  York.     Aug  24,  1905.     June  30,  1905.     10:2637.  nom 

Parcel  No  10  on  damage  map,  it  being  intended  to  release  land 
lying  east  of  w  s  Barretto  st.  Release  mort.  Emigrant  Indus- 
trial Savings  Bank  to  The  City  of  New  York.  June  15,  1905. 
June  30,  1906.     10:27.38.  nom 

Parcel  No  33  on  damage  map  to  open  Broadway  from  its  southern 
terminus  in  24th  Ward  to  Van  Cortlandt  Park.  Release  mort. 
Alice  B  Dudck  to  The  City  of  New  York.  Apr  6.  June  30, 
1906.     12:3269.  nom 

Parcel  No  81  on  damage  map  to  open  West  Farms  road  from  West- 
chester av  to  Tremont  av,  and  award  to  8lA  same  map.  Release 
mort.  Sarah  J  Bromllex  to  The  City  of  New  York.  Apr  27, 
1905,     June  30,  1906.     11:3015.  nom 
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No.  3. 


BECAUSE  EVERY  PIECE  OF  OFFICE  FURNITURE  I  SELL  CANNOT  BE  BETTERED  IN  THIS  CITY  IT 

does  not  mean  that  my  prices  are  exorbitant.     It  will  pay  any 
business  man  who  has  an  office  to  come  to  my  store  and  see. 

CHARLES  E.  MATTHEWS,  Office  Furniture,  275  CANAL  ST.,  ^"sl^^^^ol'd 


East  ol  Broadway 
1299  SPRINQ 


Parcel  No  lOBB  on  damage  map  to  open  Cambreleng  av  from  Grote 
St  to  St  Johns  College.  Release  mort.  James  E  Humphrey  to 
The  City  of  New  York.     Mar  7,1905.     June  30,  1906.     12:3273. 

nom 
Parcel  No  12  on  damage  map  to  open  Bassford  av.  Release  mort. 
Rosa  Herrmann  to  The  City  of  New  York.     May  31,  1905.     June 
30.   1900.     11:3050.  *  nom 

Parcel  No  19  on  damage  map  to  open  Grote  st  from  East  182d  st  to 
Southern  Boulevard.  Release  mort.  Rebecca  A  Hunneke  to  The 
City  of  New  York.  Jan  6.  1900.  June  30.  1906.  11:3100.  nom 
Parcel  No  4  on  damage  map  to  open  East  205th  st  from  Jerome 
av  to  Mosholu  Parkway  South.  Release  mort.  Johanna  F  Pet- 
ersen to  The  City  of  New  York.  May  16,  1905.  June  30,  1906. 
12:3322.  nom 

Parcel  No  IC  on  damage  map  to  open  Trinity  av  from  Westchester 
av  to  East  KiOth  st.  Release  mort.  Eleanor  P  Wentworth  to 
The  City  of  New  York.     Aug  17,  1905.     June  30,  1906.     10:2028. 

nom 
Parcels  No   1.3  and   1.3A   on  damage  map  to  open  Trinity  av  from 
Westchester   av    to    East   160th   st.    Release    mort.      Caroline    M 
Hertzel  to  The  City  of  New  York.     Sept  21,  1905.     June  30.  1906. 
10:2637.  '  nom 

Parcel  Nos  9  and  10  on  damage  map  to  open  205th  st,  from  Jerome 
av  to  Mosholu  Parkway  South.     Release  mort.     Frederic  H  Ridg- 
way  to  the  City  of  New  York.     July  31,  1905.     June  30,   1990. 
12:3311.  .  nom 

Parcels  No  37  and  38  on  damage  map  to  open  Davidson  av  from 
East  177th  st  to  Fordham  road  and  from  East  190th  st  to  Kings- 
bridge  road.  Release  mort.  Emma  L  Hawkins  to  The  City  of 
New  York.     June  ,30.   1906.     11:3199.  nom 

Parcels  No  5  and  6  on  damage  map  to  open  Woodlawn  road  from 
Jerome  av  to  Bronx  Park.  Release  mort.  Anna  M  wife  Edward 
Erb  to  The  City  of  New  York.  June  30.  1900.  12:3329,  nom 
Parcel  No  9  on  damage  map  to  open  Grant  av  fromi  161st  to  170th 
St.  Release  mort.  Chas  H  Ditson  to  The  City  of  New  York. 
Nov  29,  1905.     June  30,  1900.     9:2447.  nom 

Parcels  No  IE  and  lEE  on  damage  map  to  open  Trinity  av  from 
Westchester  av  to  East  166th  st.  Release  mort.  G  D  Wayne 
Hallett  and  ano  EXRS  Giles  H  Mandeville  to  The  City  of  New 
York.     Sept  12,  1905.     June  30,  1906.     10:2635.  nom 

Parcel  No  18  on  damage  map  to  open  Marmion  av  from  Crotona 
Park  North  to  the  Southern  Boulevard.  Release  mort.  Samuel 
Campbell  to  The  City  of  New  York.  Apr  11,  1905.  June  30. 
1906.     11:2959.  500 

Parcel  No  17C  on  damage  map  to  open  East  205th  st  from  Jerome 
av  to  Mosholu  Parkway.  Release  mort.  E  Levene  Elliott  to  The 
City  of  New  York.  June  — .  1905.  June  .30,  1900.  12:3312.  nom 
Parcels  No  12  and  10  on  damage  map  to  open  East  184th  st  from 
Park  av  to  3d  av.  Release  mort.  Mary  A  Kelly  to  The  City  of 
New   York.      May   17.   1905.     June  30,   1906.      11:30.52. 

other  consid  and  100 
Parcel  No  21  on  damage  map  to  open  Trinity  av  from  Westchester 
av  to  East  166th  st.     Release  mort.     Sophie  M  Bach  to  The  City 
of  New  York.     Aug  — .  1905.     June  30.  1906.     10:2037.  nom 

Parcel  No  lA  on  damage  map  to  open  Trinity  av  from  Westchester 
av  to  East  166th  st.  Release  mort.  Maud  A  Klots  to  The  City 
of  New  York.     Aug  11.   1905.     June  .30.  1906.     10:2635.  nom 

Parcel  No  11  on  damage  map  relative  to  lands  in  blk  bounded  by 
Bergen  and  Westchester  and  Brook  avs  and  Girard  st.  Release 
mort.  The  American  Baptist  Home  Mission  Society  to  The  City 
of  New  York.     July  21,  1005.     June  30,  1!X)6.     9:2294.  nom 

*Parcel  No  21  on  damage  map  to  open  Morris  st  from  Bronx  River 
to    Old    Boston    Post   road.      Release    mort.      Julia   Larty   to   The 
City  of  New  York.     Apr  — ,  ltK)5.     June  30.  1900.  nom 

Parcels  11  and  12  damage  map  to  open  Randall  av  from  Truxton  st 
and  Leggett  av  to  Bronx.  River.  Release  mort.  Margt  F  John- 
son to  The  City  of  New  York.  Mr  8.  June  30,  1906.  10:2766 
and  2769  100 

Parcels  8  and  9  on  damage  map  to  open  Trinity  av  from  Westches- 
ter av  to  East  166th  st  Release  mort.  Mary  G  Germunson  to 
The  City  of  New  York.     Aug  14,  1905.     June  30,  1906.    10:2637. 

nom 
Parcel  .5.8  on  damage  map  to  open  Morris  av  from  Tremont  av  to 
Park  View  Terrace   or  pi.      Release  mort.      Eliz  A  Reed  to  The 
City  of  N  Y.     Jan  15.     June  30.  1900.     11:3184.  nom 

Parcels  0.3  and  04  on  damage  map  to  open  Arthur  av  from  Tremont 
to  Pelham  av.  Release  mort.  Emory  W  Ruggles  to  The  City  of 
N  Y.     June  2(!.     June  30,   1906.     11:3070.  nom 

Parcel  2.56  on  damage  map  to  open  Bathgate  av  from  Wendover 
av  to  East  lS8th  st.  Release  mort.  Mary  A  Kelly  to  The  City  of 
N  Y.     Nov  1    1902.     June  30,   1906.     11:30.52.  nom 

Parcels  9  and  10  on  damage  map  to  open  205th  st  from  Jerome 
av  to  Mosholu  Parkway  South.  Release  mort.  Frederic  H  Ridg- 
way  to  The  City  of  New  York.  July  31,  1905.  June  30,  1006. 
12:3.311.  nom 

*Plot  begins  high  water  mark  on  east  shore  of  City  Island  at  line 
between  upland  of  Hawkins,  now  of  Hillman  and  party  second 
part,  runs  n  e  400  to  point  in  waters  of  Long  Island  Sound  x  s 
w  190  x  s  w  400  to  high  water  mark  x  n  to  beginning,  being 
land  under  water,  &c.  Eliz  D  DeLancey  EXTRX  and  TRUSTEE 
Ellas  D  Hunter  to  Archibald  Robertson.     May  31.     July  3,  1906. 

7.000 
*Same  property.     The  City  Island   Land  &  Dock  Co  to  Archibald 

Robertson.     May  15.     July  3,  1906.  100 

*Plot  begins  240  e  White  Plains  road  at  point  along  same  325  n 
Morris  Park  av.  runs  e  100  x  n  25  x  n  100  x  w  25  to  beginning, 
right  of  way  to  Morris  Park  av.  Paul  Relling  to  Gerald  and 
Jeanette  Tushak,  tenants  by  the  entirety.  Mort  $3,500.  July 
2,  1906.  other  consid  and  100 

♦Strip  begins  at  line  acquired  by  Robt  A  and  Wm  H  Chesebrough 
from  Robt  Bliss  and  ano  Dec  1,  1881,  at  w  s  lot  XVI  annexed 
to  conveyance  made  by  Benedict  &  Dater  to  Arnold  dated  June 
30,  1.S05,  and  distant  91.4  s  Whitiock  av,  runs  e  315  to  w  s  of 
private  road  leading  from  Westchester  turnpike  to  Leggetts 
Point  X  s  25  X  w  328.9  x  n  25  to  beginning.  Robt  A  Chese- 
brough to  N  Y,  N  H  &  Hartford  R  R  Co.  V>  part.  All  title. 
April  28.    July  2,  1906.  '  4,500 


*Same  property.  Emma  D  Chesebrough  INDIVID  and  EXTRX 
Wm  H  Chesebrough  to  same.  Vj  part.  All  title.  May  8.  July 
2,    190(i.  4,500 

*Same  property.  Release  mort.  Paul  Fuller  and  ano  TRUSTEES 
to  same.     May  16.     July  2,  1906.  nom 


LEASES 


Under  this  head  all  Leases  recorded.  Assignment  of  Leases  and 
Leasehold  Conveyances  will  be  found.  The  expiessed  consideration 
following  the  term  of  years  for  which  a  lease  is  given  means  so 
Tiuch  per  year.) 


June  29.  30,  July  2  and  3. 
BOROUGH    OF   MANHATTAN. 

Broome  st,  No  122.  Surrender  lease.  Phylipp  Weissberg  to  So- 
phia Moore.     June  27.     June  29,   1900.     2:337 150 

Broome  st,  No  35.  Surrender  lease.  Hyman  Fischler  to  Nathan 
Lamport.     July  2.     July  3.   1906.     2:326 nom 

Cedar  st.   No  20|  s  s,  219.7  e  William  st,  runs  s  —  to  n  s  Pine  st 

Pine  st.  No  64  |  x  e  28.1  x  n  72.6  x  w  —  x  n  e  00.8  to  Cedar  st 
and  —  21.10  to  beginning.  Florence  V  C  Parsons  et  al  EXRS, 
&c,   David  W  Bishop   to   the   Down  Town  Association:   21  years 

from    May    1,    1906.      July    2,    1906.       1:41     .' 

taxes,   &c,   and  6,500  and  8,500 

Cherry  st.  Nos  243  to  247.  Surrender  lease.  Max  Fried  to  Joseph 
Guth.     All  title.     June  28.     June  29.  1906.     1:248 300 

Cornelia  st,  Nos  18  and  21),  all.  Michael  Ciruzzi  to  Francesco  De- 
crisci;  5  2-12  years,  from  Mar  1,  1905.     June  29,  1906.     2-589 

^ • 4  000 

Division  St.  No  94.  store.  Joel  Sammet  et  al  to  Israel  D  Shlachetzki- 

2  years,  from  May  1,  1907.     June  29    1906.     1:293 1,100 

Greenwich   st,    No  332.   store.   &c.     John   H   Hingslage  et   al   exrs, 

&c.   Herman  Hingslage  to  Geo  M  Kaiser  and  ano;  0  years,  from 
Nov  1,  1904.     June  29,  1906.     1:142 IJOO 

Same  property.  Assign  lease.  Geo  M  Kaiser  and  ano  to  Wm  Cot- 
man.     June  27.     June  29,  1906.     1:142 nom 

Hancock  st,  Nos  2  to  6,  8  rooms  on  1st  floor.  Gerolano  Rosano  to 
Di  Giovanni  Grimaldi;  18-12  years,  from  Apr  1,  1900.  July  2, 
19IJ(i.     2:.527  408 

Henry  st.  No  30.  Assign  lease.  Fannie  Berger  to  Ida  Weinstein. 
June  26,     June  29,  1900.     1:280 798.68 

Jones  st.  No  23.  all.  James  Carneval  to  Francesco  Decrizi;  3  yrs 
from  Nov  1.   190.5.     June  29.   190(i.     2:.590 3  (ibo 

Monroe  st,  No  89.  all.     Morris  Goldstein  to  Julius  Zimmer  and  ano- 

3  years,  from  May  1,  1906.     June  .30,  1906.     1:272 4  000 

Monroe    st.    No   249.      Surrender    lease.      Samuel    Graff    to    Frank 

Feldman.     June  29.     July  2,  1906.     1 :266  778.30 

Oliver  st.  Nos  31  and  ,33.     Surrender  lease.     Michele  Palladino  to 

Angelo   Legniti.     July  2.     July  3.   1906.      1:279 200 

Roosevelt  st,  No,  114,  all.  Geo  F  Patton  AGENT  for  Mary  Byrnes 
to  Cornelius  Byrnes;   7  years,  from  July  1,   1900.     July  3.  1906. 

1:110 l.SOO 

Stanton    st.    No    292.      Surrender    lease.      Nathan    Havel    to    Louis 

Lesser.     July  2.     July  3    1906.     2:3.30 nom 

Thompson  st,  Nos  27  and  29.     Surrender  lease.     Maria  Fantozzi  to 

Louis   Meyer  Realty  Co.      June  28.     June  29,   1900.     2:476.. 1000 
2d  St.   No  231.     Surrender  lease.     Joseph  Rheinstein  to  Klara  Jo- 

sephson.     June  28.     June  29.  1906.     2:3.S4..    ..othr  consid  and  100 
3d  St.  No  352  East.     Cancellation  lease.     Wm  Fischman  et  al  with 

Saml  Sissler.     April  30.     July  3,  1006.     2:3.57 nom 

3d  St.  Nos  305  and  307  East.     Surrender  lease.     Joe  Perlbinder  to 

Max  Ryshpan  and  ano.     June  26.     June  30.  1906.     2:373.  .1.040.98 
3d  St.  Nos  305  and  307  East.     Surrender  lease.     Moses  Sperber  to 

Max    Ryshpan.      July    2.      July    3.    1906.      2:373 1,416.66 

lOih  st,  Nos  412  and  414  East,  all.     Meyer  Hurwitz  et  al  to  Arnold 

Saraet;  3  years,  from  July  1.   1906.     July  3.  1906.     2:379.  ...5,500 
lOth  St.   Nos  374  to  378  East.     Surrender  lease.     Joseph   Perlbin- 
der to  Myer  Kaplan  et  al.     June  28.     June  29.  11106.     2:392.. nom 
16th  St.  No  4.30,  s  w  s,  169  n  w  Av  A,  25x103.3.     Assign  lease.    Eva 

Hertel  widow  to  Max  Canno.     June  29,  1906.     3:947 ...nom 

Same  property.     Assign  lease.  Same  to  same.     June  29,  19<>8.     3:947 

nom 

16th  st-  No  18  East,  store  floor  and  1st  floor  above.  Union  Square 
Realty    Co    to    The    Young    Womens    Christian    Assoc;    7    years. 

from   Feb    1.    1907.      June   30,   1906.      3:843 13.500   to   15.000 

20th  St.  Nos  234  and  2341.'..     Assign  lease.     M  Amanda  Croscup  to 

Frank  B  Hanson.     June  2,S.     June  29.  1906.     3:900 nom 

24th    St.    No    231    East.      Surrender    lease.      Leopold    Diamond    to 

Garson   Kamen.     July  2.     July  3.   1906.     3:905 913.12 

25th  St.  Nos  400  and  408  East,  store  &c.  Joseph  Goldstein  to  The 
R  &  H  Laundry  Co;  5  years,  from  Sept  20,  1904,  with  5  years  re- 
newal.    July  3,  1906.     3:0.50 600  to  960 

39th   St.   No  307  East.      Assign   lease.     Giuseppe   Romano  to  H   B 

Scharmann  &  Sons,  of  Brooklyn.     July  2,  1906.     3:945 nom 

39th  st.  No  307  East,  west   store.     Agreement  as  to  extension  of       * 
lease  for  2  4-12  years,  from  Apr  1,   1906,  at  $420  (with  2  years' 
privilege).     Joseph   Lustig  to  Giuseppe   Romano.     June  4,   1906. 

July  2.   1906.     3:945 

39th  st.  No  307  East,  east  store.  Antonio  Mel  and  ano  to  Giuseppe 
Romano  and  ano;  2  4-12  years,  from  Apr  1,  1906.     July  2,  1900. 

3:945    300 

42d    st.    No    145    West,    all       John    P    Fillebrown    EXR,    &c,    Wm 

Young  to  Emma  Mock  INDIVID  aud  ADMRX  Richard  Mock;  20 

yrs,  from  May  1,  1907.  June  30.  1906.     4:995.  .taxes,  &c,  and  7,500 

43d  st,  No  68  West.  5-sty  building.     David  Korn  to  Aaron  Kosof- 

sky;  7  2-12  years,  from  Mar  1,  1904.     June  30,  1906.     5:1258.. 

3,300  to  3,600 

48th  st.  No  326  West.  all.  U  S  Trust  Co  of  N  Y  TRUSTEE  John 
O'Hara  to  John  J  C  O'Shea;  3  10-12  years,  from  July  1,  1906. 
June  30,  1906,     4:1038 900 


The  text  of  these  pages  Is  copyrlshted.     All  rights  are  reserved.     Notice  Is  hereby  given  that  iafrlngemeut  will  lead  to  prosecution. 
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Conveyances  RECORD      AND      GUIDE  Manhattan 
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Cooper  Iron  Works' 

JOHN    COOPER,    PROPRIETOR 

Works :  Emmett  Street  &  Avenue  D,  Newark,  N.  J. 
New  York  Office :  I  Madison  Avenue 


IRON  arid  STEEL  WORK 

FOR 

BUILDINGS,  BRIDGES,  &c. 


4!)th  St.  No  fiS.  s  s,  TOO  w  5th  av.  22.9xl(.HJ.5x23.0xl00.5.     TRUS- 
TEES  of  Columbia  College   to  Julia  M  Tierney;   21  years,   from 

May   1,    1900.    with   renewals.   June   20.      July  3.   1900.      5:12G4. 

taxes,  &c,  and  1,725 

■  Same   property.      Consent   to   assign   lease.      Same   to   same.     June 

29.     July  3.   l!M)(i.     5:12<i4 _. .. 

Same   property.      Surrender   lease,  dated   May   15.    18S8.      Julia   M 

Tierney   to  TRUSTEES   of  Columtiia  College.     June  29.     July  3. 

190(j.     5:1264 nom 

50th  St.  s  s.  235.(1  e  10th  av.  25x100.5.  Henry  L  Morris  et  al  TRUS- 
TEES Henry  Aster  to  Elizabeth  Geib;  21  years,  from  May  1.  1900. 

June  29,   IttOO.     4:10.59 taxes,   &c,   and  500 

DOth  St.  s  s.  220  e  10th  av.  15.0x100.5.     Same  to  same;   21  years. 

from  May  1.  I'.MIC.     June  29,  1900.     9:1059 taxes.  &c.  and  300 

92d  St.   Nos  4  and  0  and   12  and   14  West,  women's  hotel.     Carl 

Fischer-Hansen  to  Marietta  Gibson;   1  year,  from  Sept  1,  1900; 

1   year  renewal.     July  2,  1901!.     4:1205   30,138 

llUst  St,  No  217  East.     Assign  lease.     Israel  Kraemer  and  ano  to 

Isak  Fischler.     Mar  14.  1905.     June  29,  1900.     Ii:l(i73 500 

Same  property.     Surrender  lease.     Isaak  or  Isak  Fischler  to  Louis 

Levin.      Aug   15.    1905.     June  29,    190(i.      0:1073 058.25 

105th  St.  Nos  341  to  .345  East.     Surrender  lease.     Salvatore  Mira- 

bella   and   ano    to    Esther    Isenberg.     June   29.      June   30,    1900. 

0:1077 other  consid  and  300 

100th  st,  n  s,  013  e  1st  av.  85x100  11  with  track,  dockage  rights,  &c, 

to  above  premises  from  Harlem  River.     Andrew  D  Baird  to  Vic- 
.  tor   Klingenbeck;    5   years,   from   Aug   1,    190<j.      June   29,    190ti. 

,0:1700 150 

:  113th  st.  No  .300  East,  all.     Rachael  Vanacore  to  Micheal  Colonna; 

3  years,  from  Oct  1,  1990.     June  30,  1900.     6:1084  ....• 3,100 

n7th  st,  Nos  53  and  57  West,   two  houses,  all.     Joseph  Schatt- 

man  to  Gottlieb  and  Mina  Zenker.     Agreement  as  to  lease  from 

Dec  1,  1904,  to  Mar  1,  1909,  at  $4,500.     July  2.  1900.     0:1601.325 
117th  St.  Nos  428  to  432  East,  east  store,  &c.     Joseph  La  Rocca  to 

Vingenzo  Razzano;   3  vears,  from  June   1,   1900.     June  29,  1900. 

6:1688 ..   720 

Same  property.      Assign   lease      Vingenzo  or  Vincenzo  Razzano  to 

Domenico  Scalo.     June  29.   1900.     0:1088 nom 

120th  St.  No  122  East.  Surrender  lease.  Joseph  Ferrigno  to  Han- 
nah Rosenthal  and  SaSie  Baum.     June  30,  1906,     0:1768 

other  consid  and  50 

121st  st,  Nos  234  and  230  East,  basement  store.     A  Levy  and  ano 

to  Israel  Zakrowsky;   10  years,  from  May  1,  1906.     July  2,  1900. 

;      6:1785   000 

122d  st.   No  120  West.  all.     Caroline  Morange  to  Annie  Berger;  5 

years,  from  May  1,  1906.     June  29.  1900.     7:1906.  .1,100  and  1,200 

125th  st.  No  147  West,  basement  store I 

125th  st,   Xo  145  West,  part  cellar | 

James  S  Kelly  to  Robt  S  B  Walsh;   5  years,  from  May  1,  1906, 

June  29.  1900.     7:1910 2.400 

139th   St.   Nos   .55   and  57   West.      Assign   lease.     Wm   Driscoll   to 

Josef  Lebowitz.     All  title.     July  2.     July  3.  1900.     0:1737 450 

Av  D.  Nos  107  to  111  I     s   w   cor  8th   st.   all.      Joseph   Sclessin- 

8th  St.  Nos  400  and  408  East[     ger    and    ano    to    Isidor    Halpert    and 

ano;   3  years  and  V2  month  from  June  15.  1906.     June  29,  1906. 

2:377 7.000 

Av  D.   Nos  103  and  105,  w  s,  all.     Joseph  Schlesingex  and  ano  to 

Isidor   Halpert   and   ano;    3  years   and   1/2   month,   from   June   15, 

190('>.     June  29.    190(i.    ■2:.377 0.000 

Amsterdam  av.  No  1941,  n  e  cor  1.50th  st,  store.     Emilie  Seebeck 

to  Henry  C  Heimcke;   2  yeavs.  from  May  1,  1906.     July  3,  1906. 

8:2107 960 

Amsterdam  av.  No  1464,  south  store,  &c.     August  C  Buckmann  to 

Leo  Muller;  5  years,  from  Nov  1,  1905.     July  2,  190().     7:19,^6. 

480   and   540 

East   End   av.    No    00     i  n    w    cor    82d    st,    cor    store.      Bernard    S 
82d  st.  No  537  East       I     Minkin   and  ano   to   C   F  Gerhard  Schir- 

mer;   5  years,   from   May   1,   1900.      July  2,   1900.     5:1579 

720  to  900 

Park  av.  No  1123.  north  store.     Carrie  Strauss  to  Henry  Bremer: 

5  years,  from  May  1.   1005.     June  29.  1906.     5:1519 600 

1st   av,    s   e    cor   93d    st.      Assign   lease.      Phillip    Scheimeister   to 

Anton  Herbst.     May  15.  1905.     July  3.  1900.     5:1572 nom 

1st  av.  No  1428.  south  store,  &c.     Karl  M  Wallach  to  Fred  Furth; 

5  years,  from  May  1.  1906.     July  3.  1900..    5:1409 900 

1st  av.  Nos  127S  and  1280.  south  store,  &c.     Felicia  Schapiro  to 

Therese  Kraft;  2  11-12  years,  from  June  1,  1906.     July  2,  1900. 

5:1403   000 

2d  av.   No   1893,   all.     Elias   Senft   and  ano   to  Jacob   Spielberger; 

3  years,  from  May  1.  190(i.     July  2.  1900.     0:1647  2.500 

2d  av.  No  54.  2  upper  floors  and  roof.     Nieolaus  Karatsonyi  and  ano 

to  Wm  Spiess;  5  years,  from  May  1.  i;*07.     July  2,  1906.    2:445 

1,000 

2d  av.   No  1440.  all.  and  small  building  on  rear  of  Nos  1440  and 

1442.      Margaret    Rabenstein    to    Frederick    Wachtel ;    3    years 

from  May  1.  1903.     July  3.  1VM10.     5:1450 1.680 

Same  property.     Same  to  same;  5  years,  from  May  1,  1900.     Julv 

3.    1900.      5:14.50 1.680 

2d  av.  No  38.  n  e  cor  2d  st,  store,  &c.     Thomas  Rothmann  to  Wm  C 

Rothraann;  10  years,  from  July  1.  19(Xi.     June  29.  19(M!.     2:444.. 

^^ 2.100 

2d  av.  Nos  750  to  754.     Surrender  lease.     Myer  J  Franklin  to  Mi- 
riam Brody  et  al.     June  29.  1900.     5:1333 other  consid  and  250 

2d  av.  No  781  [stores,   basements,   &c.     Chas   F  Bound  to  Ja- 

42d  St.  No  238  Eastl     cob  F  Oberle;  5  years,  from  I^lay  1,  190(5.  June 

29.  190(i      5: 1315 ,S,0(l0 

2d  av.  No  931,  store.     Rebecca  Topper  to  Ruben  Kamholz;  3  years. 

from  July  1,   1900.     June  29.  190(!.     5:1323.. 780 

3d  av.  No  042.  all.  John  R  Doscher  and  ano  EXRS  Claus  Doscher 
to  Daniel  H  Cuthane  and  ano;   6  years,  from  May  1..  1905.     June 

30.  190(i.     5:1290 1..S00 

3d    av.    No   642,    all.      Lawrence    G    Keane    and    ano    to    Fredk    J 

Decker;  5  years,  from  May  1.  190(1     June  30.  1906.     5:1296.  .2,400 
3d  av.  No  920.  south  store.     Estate  of  Henry  N  Markert  by  Louis 
G  Markert  EXR  to  Michael  Starace:  3  years,  from  May  1,  1905 

July  3,   190(!.     5:1310 624 

3d  av.  No  (542.  sotith  store.  Fredk  J  Decker  lo~  Charles  Lahren- 
krauss;  2  10-12  years,  from  July  1,  190(!.  July  3.  1908.  5:1296 
• • 1.500 


3d  av.  No  181(!.  Assign  lease.  Eva  Friedman  to  H  Koehler  &  Co. 
May  9.     July  2,   190ti.     0:1(528   nom 

Same  property.  Assign  lease.  H  Koehler  &  Co  to  Harriet  Her- 
mann.     June   29.      July   2,    1900.      6:1628    nom 

5th  av.  No  582,  w  s,  25.5  n  47th  st,  25x100,  all.  TRUSTEES  of 
Columbia  College  in  City.  N  Y  to  Jeannette  P  wife  James  D  Goin; 
21  years,  from  Feb  1,  19(J0,  with  privilege  21  years  renewal. 
July  3,   19(l(i.     5:12(53 taxes.  &c.  and  8,750 

5th  av.  No  582,  Consent  to  sublet  lease.  TRUSTEES  of  Colum- 
bia College  to  Jeannette  P  wife  James  D  Goin.  Feb  19,  1906. 
July   3.   190(5.      5:1203 

5th  av.  No  25,  all.  Daniel  E  Sickles  to  Otto  Werber;  5  5-12  yrs. 
from  May  1.  19(16.     June  30.  190(5.     2:507 3,000 

0th  av.  No  099,  n  w  cor  40th  st,  front  part  of  store.  W  H  Mal- 
colm AGENT  tor  R  A  Kellogg,  of  Buffalo,  N  Y,  to  Aaron  Kosof- 
sky;   3%   years,   from   Nov   1,   1905.     June  30,   1900.     5:993.. 2,550 

0th  av.  No  780.  all.  Sara  Rafel  INDIVID  and  as  EXTRX  Joseph 
Rafel  et  al  to  Emil  O  Weiss;  9  years,  from  May  1,  1906.     June 

30.  190(5.     5:12(50 3,600 

0th   av.   No   794,   n  e   cor  45th  st,  all.      Samuel  W  Andrews  et  al 

TRUSTEES  Naomi  M  Andrews  to  Emil  O  Weiss;   10  years,  from 

May  1.   ItWO.     June  30,   19«5.     5:1261 

taxes,    &c,    and   4,(X)0   and    4,500 

Oth  av.  No  780,  all.  Emil  0  Weiss  to  Christian  C  Bohn;  8  10-12 
years,  from  July  1,  190(5.     July  3,  19O0.  •  5:1260 3,800 

7th  av.  No  170.  front  building.  Rhoda  H  Hoffman  and  ano  to 
Frank  O'Rourke;  10  years,  from  May  1,  llMXj.  June  29,  1906. 
3:770 3,750  and  4,250 

8th  av,  e  s,  40  n  145th  st,  most  northerly  double  store,  &c.  Jo- 
seph Silverson  to  Theo  Holsten  and  ano;  5  years,  from  May  1, 
1907.     June  29,  19<;i(5.     7:2031 1,800  and  1,920 

8th  av.  No  2303,  south  store,  &c.  Albert  Rosenbluth  and  ano  to 
Aaron  Chinitz;  4  years,  from  May  1,  190(3.  July  3,  1006.  7:1050. 
1.260 

S(h  av.  No  2305.  store,  &c.  Morris  Krim  and  ano  to  Rosie  Chinitz; 
5  years,  from  May  1.  1;M)(5.     July  3.  19(;m5.     7:1050 1,200 

10th  av.  No  292  |  Assign  lease.   Max  Cohen  to  Max  Cohen  Com- 

27th  St.  No  458  West   |     pany.     June  29.     July  2,  1906.     3:724.. nom 

11th  av.  No  665.  n  w  cor  48th  st,  cor  store,  &c.  F  Wm  Schwiers 
to  Patrick  F  O'Reilly;  5  years,  from  Aug  1,  1006,  July  3,  1006, 
■4;1096 420  and  480 

BOROUGH   OF   THE  BRONX. 

152d    st.    No    652    East.       Assign    lease.      Ferdinand    Schuessler    to 

Excelsior  Brewing  Co.     June  29.     June  30,  1900.     9:2374 nom 

152d  St.  No  052  East.  3-sty  frame  building.  Henry  Kruse  to  Fer- 
dinand Schuessler;   4  10-12  years,  from  July  1,   190(5.     June  30. 

1906.     9:2374 1.200  and  1,500 

Alexander  av.   No  368,   s  e  s,   25  s  w  143d  st,  60x105.      Henry  L 

Morris  TRUSTEE  Mary  M  Ostrander  to  Adam  Epple;   11  years, 

from    May   1,    1!?0(5.      June   30,    1906.      9:2305 

taxes,  &c,  and  2,400  to  4,200 

Brook  av.  No  411,  n  w  cor  144th  st.  store.  &c.     Hyman  Drescher  to 

Peter  Conlan;  from  Mar  1.  1!MI(!.  to  Jan  31,  1011.     June  29,  1906. 

9:2289 900  to  1,080 

Prospect    av.    No    72'2,    south    store.      Marcus    Nathan    to    Solomon 

Lorge;  3  years,  from  July  1,  1906.     June  30,  1900.     10:2687.... 

660  to  780 

Southern  Boulevard,  No  2201,  n  w  cor  167th  st,  store  floor.     Henry 

W   Holtgrewe   to   Wm   F  Busching;   5  years,   from  Aug  1,   1906. 

July  2.  1906.     10:2728 1,500  and  1,800 

Tremont   av.   No   743,  2d  floor.     Clement  H  Smith  to  Charles  and 

Ida  Klein;  5  years,  from  Aiig  1,  1906.     June  29.  1900.     11:3043. 

1.8(Kt  and  2,000 

;!d  av.  No  3377,  s  w  cor  166th  st.  n  %  of  2d  floor.     John  and  Gus- 

tav  Vlahakis  to  Alex  E  Black;  3  years,  from  May  1.  1906.     June 

•J9.   190(i.     9:2370 360 

MORTGAGES 

June  29.  30.  July  2  and  ,'5. 
BOROUGH   OF  MANHATTAIT. 

Adams.  Wm  C  to  Saml  E  Jacobs.  31st.  No  25,  n  s,  375  w  5th  av, 
25x98.9.     P  M.     June  30.   190(>,  due  March  1,  1908,  — %.     3:833. 

25,000 

Adams,  Albert  J  to  FRANKLIN  SAVINGS  BANK  in  City  N  Y. 
4.>th  St.  Nos  200  and  202,  s  e  cor  3d  av.  No  719,  25.1x80.  June  26, 
due  June  20,   1!MJ7,  DV4'/r.     June  29,   1906.     5:1018.  24,000 

Auerbach.  Bessie  to  Martha  Wolff.     GOth  st.  No  207,  n  s,  156  e  3d  ^ 
av,  28x100.5.     Extension  mort.     May  7.     Re-recorded  from  May 

31,  190(5.     June  29,  lOOC.     5:1424.  nom 
.^ckerler.  Geo  to  Adolph  Humpfner.    21st  st.  No  335,  n  e  s,  150  n  w 

Ist  av,  25.X100.     Leasehold.     June  30,  3  yrs,  6%.     July  2,  1006. 

3:927.  1,000 

Adler,  Arnold  and  Simon  Frank  to  Mary  L  Fraser.     121st  st.  No 

311,  n  s,  97  e  2d  av,  runs  n  75.7  x  e  3  x  n  25  x  e  23  x  s  1()0.11 

to  st   X  w  2(5  to  beginning.     June  29,  3  yrs,  5%.     July  2,  1906. 

6:1708.  12,000 

.Austin,  Eugene  K  to  James  McHenry.     74th  st.  No  257,  n  s,  70  e 

West    End    av,    20x102.2.      July    2,    3    yrs,    4%.      July    3,    1006. 

^:1160.  10,000 

Anspacher,   Nathania  S   to   American   Mortgage   Co.     .39th   st.   No 

311,  n  s,  175  e  2d  av,  25x98.9.     P  M.     July  2,  1  yr,  57c.    July  3, 

1906.    3:945.  15,000 

Aaronson,    David   to    Hattie   B   Karsch.      Av    B.    No    173,   s   e   cor 

llth   st,   Nos  000  and  (502,   25x93;   ■  P   M.      Prior   mort  $25,000. 

July  2,  0  yrs,  5%7c.     July  3,  1906.     2:393.  25,000 

.\dler.  Isaac  to  Hyman  Shapiro  and  ano.     Ludlow  st.  No  117,  w  s, 

174.8   s    Rivington    st,    2.5x87.6x24.11x87.6.      P    M.      Prior   mort 

$28,000.     July  2,  installs,  6%.     July  3.  1906.     2:410.  2,000 

Allen,  Rose  G  to  Chelsea  Realty  Co.     215th  st.  s  s,  100  w  Seaman 

av,  proposed,  (55x100.  vacant.     Prior  mort  .^2,736.     Due  May  29 

1910,  ^li^f'   June  30,' 100(5.— 8:2250.  ■  554 

Xuslin.  James  C  to  U  S  TRUST  CO  OF  N  Y!  '  ■4"6th  s't,  Jjo  153,  n  s, 

16(5.8  w  3d  av,  16.8x100.5.     June  29,  due,  &c,  as  per  bond.    June 

30,  1906.  '5:1501.  9  000 
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THE  CHARLES  H.  SMITH  CO.  Sellibg, Rento,  Cdllectikg 

REAL    ESTATE  I  10  Van  Siclen  Ave.,  Brooklyn 


East  New  York  (2(3th  Ward)  Property  . 
Specialty  Send  I'arliculara 


Aldrich,  Spencer  to  James  H  Aldrich  et  al.  exrs  Eliz  W  Aldrich. 

Broadway,  Nos  GOO  and  002,  e  s,  50.3  s  Houston,  runs  e  98.5  x 

s  3  X  e  98.5  to  w  s  Crosby  st,  Nos  13  i  and  130  x  s  53.0  x  w  198 

to  Broadway  x  n  49.3  to  beginning.     P  M.     Prior  mort  $200,000. 

■Fob  1,  due  Jan  1,  1909,  4i^'/r.     June  30,  1900.     2:511.  83,50:) 

Andriaccio,  James  G  and  Vincenzo  Gariano  to  John  G  Coyle.  110th 
st.  No  314,  s  s,  211.0  e  2d  av,  21x100.11.  P  M.  Prior  mort 
$10,000.     3  yrs,   0%.     June  30,   1900.     (i:10S7.  2,400 

American  Tissot  Society  to  David  DeW  Wever.  Certificate  as  to 
consent  of  stocliholders  to  mortgage  or  deed  o£  trust,  dated  June 
28.   1900.     June  28.     June   29,   1900.  

Bloom,  Isaac  and  Joseph  Rosenberg  to  Frank  Feldman  et  al. 
Monroe  st,  No  249,  n  s,  277.11  w  Jackson  st,  20.8x94.3x20.8x94.1. 
P  M.     June  29,  3  yi-s,  ij'/c.     July  2,  1900.     1;200.  3,500 

Barkin.  Saml  to  David  Kidansky  and  ano.  Spring  st,  Nos  20  and 
28,  s  e  cor  IWott  st.  No  202,  47.7x91.5x40.7x1(32.8.  June  27,  1  yr, 
O'/o     June  30,  1900.     2:479.  35,000 

Brand,  Leopold  to  Isidore  Jackson.  82d  st.  No  27,  n  s,  210.10  e  3d 
av,  17.10x102.2;  82d  st.  No  219.  n  s,  228.9  e  3d  av,  25.5x102.2. 
.     P  IVI.     June  30,  1900,  due  Oct  1,  1907,  —'/c-     5:1528.  10,750 

Bernstein  (Morris)  Realty  &  Construction  Co  to  North  American 
Mortgage  Co.  Wadsworth  av,  s  e  cor  182d  st,  70x150.  June  29, 
due  Mar  29,  1007,  0%..     June  30,  1900.     8:210.J.  32,500 

Same  to  same.  Same  property.  Certificate  as  to  consent  o_t  stock- 
holders to  above  mort.     June  29,     June  39,  1900.     8:210a.  ■ 

Same  to  same.  Same  property.  Prior  mort  $32,500.  June  29, 
due   Mar  29,   1907.     June  30,   1900.     8:2105.  30,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  ot  stock- 
holders to  above  mort.     June  29,     June  3!',   1900.     8:21(55.  — - 

Britting,  Franziska  M  to  Kalhariua  Ebel.  1st  av.  No  2370,  e  s, 
129  n  121st  st,  runs  e  58.2  x  n  w  31.2  x  w  37^  x  s  23  to  be- 
ginning. Prior  mort  $8,550.  June  28,  3  yrs,  —7c-  June  30, 
1900.     0:1809.  2,500 

Biltmore  Blenheim  Co  to  Whom  it  May  Concern.  58th  st,  Nos 
50  to  (i2,  e  s,  95  e  0th  av,  100x1(10.5.  Certificate  as  to  consent 
of  stockholders  to  mortgage.  June  14,  1900.  July  3,  190G. 
5:1273.  

Besunder,  Ben  to  Chas  Beck.  50th  st.  No  501,  n  s,  28  e  11th  av, 
25x48.11.  P  M.  Prior  mort  $9,000.  June  29,  3  yrs,  6%.  July 
2,  1900.     4:1079.  0,150 

Beers,  Matthew  H  to  LAWYERS'  TITLE  INS  &  TRUST  CO.  Broad- 
way, No  082,  s  e  cor  Great  Jones  st.  No  1,  29x130.  July  2,  5 
yrs,   -i'/c.     July  3,    1900.      2:530.  250,000 

Briniman,  Margt  D  to  Henry  G  Dobson  and  ano,  exrs  Marie  Dob- 
son.  Washington  pi.  No  120,  s  s,  80.4  e  Barrow  st,  runs  s  83  to 
4th  st.  No  183  x'21.9  x  91.7  to  pi  x  20  to  beginning.  P  M.  July 
2,  3  yrs,  5%.     July  3,  1900.     2:597.  .   8,000 

Berkman,  Davis  and  Abram  Gutterman  to  Jonas  Weil  and  ano. 
Orchard  st.  No  49,  w  s,  125.1  n  Hester  st,  25.3x88.2x25x88.3. 
Collateral  security  for  mort  of  $4,250.  June  29,  due  Dec  7,  1900, 
0%.     July  3,  1900.     1:308.  4,250 

Black,  John  V  to  Willmarth  A  Robinson.  Frankfort  st.  No  30, 
n  w  cor  Rose  st.  No  2,  20.5x40.4x20.5x42.5.  P  M.  June  20,  3 
yrs,  4J/2';'r.    July  2,  1900.     1:120.  '  25,000 

Beniamin,  Saml  to  Moses  Cowen.  Allen  st.  No  134,  e  s,  102  s  Riv- 
ington  st,  24.0.i87.G.     July  3,  1900,  0  yrs,  5%.    2:415.  18,000 

Badt-Mayer  Co  to  Sarah  A  Sloane.  10th  av.  No  484,  n  e  cor  37th 
st,  24.7x74.8.     P  M.    July   1,  3   yrs,   5%.     July  3,   1900.     3:735. 

20,000 

Badt-Mayer  Co  to  Sarah  A  Sloane.  37th  st.  No  455,  n  s,  74.8  e 
lOlh  av,  25.4x49.5.     P  M.     July   1,  3   yrs,  5%.     July  3,   1900. 

'  3:735.  4,000 

Badt-Mayer  Co  to  Sarah  A  Sloane.  10th  av.  No  480,  e  s,  24.7  n 
37th  st,  24.9x74.8.  P  M.  July  1,  3  yrs,  5%.  July  3,  1900. 
3:735.  15,000 

Bozzulfl,  John  and  Achille  Pillini  to  VAN  NORDEN  TRUST  CO. 
t;3d  st,  No  334,  s  s,  200  w  1st  av,  25x100.5.  Apr  10,  due  May  10, 
1907,5',-;.     July  3,  1900.    5:1437.  15,000 

Berger,  Isidor  and  Herman  Hollander  to  Hyman  L  Kuhl  and  ano. 
74th  st.  No  412,  s  s,  238  e  1st  av,  25x102.2.  P  M.  Prior  mort 
$;n,0l)0.     Julv  3,  1900,  3  yrs,  ii'/c     5:1408.  2,750 

Braxmar,  Minnie  A  to  LAWYERS'  TITLE  INS  &  TRUST  CO.  132d 
st.  No  250,  s  s,  208  e  8th  av,  17x99.11.  July  2,  1900,  3  yrs,  5%. 
7:1937.  10,000 

Baab,  Henry  to  Marie  M  Baab.  3d  av.  No  1534,  w  s,  50  n  80th  st, 
22.8x100.     Juno  27,  5  yrs,  57r.     July  2,  1900.     5:1515.  3,000 

Boss,  John  P  to  John  C  Scheuerer.  2d  av.  No  1720,  e  s,  50.8  s  90th 
st,  25x74.11.  Certificate  as  to  payment  of  $0,000  on  account  of 
mort.     June  28.     June  29.  1900.     5:1552.  ■ • 

Burden,  Henry,  trus  Henry  Burden,  with  Hyman  Cohen  and  ano. 
127th  st.  No  119  East.  Extension  mort.  May  2.  July  3,  1900. 
tl:177(».  nom 

Botein,  Herman  W  to  Wm  H  Hussey  and  ano.  Lenox  av.  No  80, 
e  s.  100.11  s  115th  st,  25x75.  P  M.  July  2,  4  yrs,  5%.  July  3, 
1900.     0:1598.  22,500 

Same  to  same.  Same  property.  P  M.  July  2,  4  yrs,  0%.  July  3, 
1900.     0:1.598.  4,000 

Brandt,  Louis  to  Caroline  Bookman  et  al,  exrs  Jacob  Bookman. 
120th  St.  No  154,  s  s,  208.4  e  7th  av,  10.8x100.11.  P  V.  Prior 
Mort  $10,0i;0.  June  27,  due  July  1,  1908,  5%.  July  3,  1906. 
7:1904.  5,000 

Barone.  Antonio  to  Stefano  Russo  and  ano.  Bedford  st.  No  51, 
w  s,  50  n  LeRoy  st,  25x100.  P  M.  Prior  mort  $21,000.  July  2. 
4  yrs.  0%.     July  3,  190G.     2:583.  4,500 

Braun,  Julius  to  Fredk  W  Loew  and  ano  as  exrs,  &c.  Jacob  Van- 
derpoel.  59th  st,  Nos  20t!  to  210,  s  s,  105  e  3d  av,  3  lots,  each 
25x100.5.  3  P  M  morts,  each  $25,000.  June  1,  7  yrs,  5%%. 
July  3,  1900.    5:13.32.  75,000 

Bruder,  Joseph  to  Miller  Trier  and  ano.  74th  st,  No  482,  s  s,  250 
w  Av  A,  25x102.2.  P  M.  Prior  mort  $15,000.  July  2,  due  Jan  1, 
1910,  0%.     July  3,  190l>.     5:1408.  4,000 

Bove,  Maria  to  Margt  E  Fitzgerald.  110th  st  No  337  n  s,  250  w  1st 
av,  10.,8xl00.11.  P  M.  July  2,  installs,  G%.  July  3,  1900. 
0:1088.  5,000 

Braun,  Julius  to  Jesse  G  Keys  and  ano.  Columbia  st,  Nos  57  and 
.59,  w  s,  1."i0  n  Delaneey  st,  2  lots,  each  25x100.  2PM  morts, 
each  $20,500.     July  1,  5  yrs,  5%.     July  3,  1900.     2:333.  $53,000 

Bachman,  Alfred  C  to  Morris  Gray  et  al,  trus  Augustus  Hemen- 
way.  Frankfort  st,  Nos  35  and  37,  s  s,  118  w  Gold  st,  .59xl00.8x 
40.8x111.1.     July  2,  5  yrs,  41/2%-     July  3,  1900.     1:103.        95,000 

Barkin,  Saml  to  David  Kidansky  and  ano.     Spring  st,  Nos  40  and 


42,  on  map  Nos  38  to  42,  s  s,  about  50  e  Mulberry  st,  .50.3xl09x 
.50.3x121.0   w   s.     June   27.   2   yrs,   0%.      June   30,    1900.     2:480. 

30,01)0 

Baron,  Louis  to  Golde  &  Cohen,  a  corporation.  12th  st.  No  235, 
n  s,  at  s  w  s  Greenwich  av.  No  103,  02.4x19.2x57.11x20.1;  Green- 
wich av.  No  105,  w  s,  20  n  12th  st,  20x50.0x19.2x00.10.  Building 
loan.     June   19,   1  yr,  0%.     June  29,  1900.     2:615.  20,000 

Boltan,  Jacob  to  North  American  Mortgage  Co.  G3d  st,  Nos  228  to 
238,  s  s,  2.5(1  e  West  End  av,  1.50x100.  June  25,  due  Feb  1,  1007, 
ii'/c     June  30,   1900.     4:1154.  _  91,000 

Same  to  same.  Same  property.  Prior  mort  $91,000.  June  25,  due 
Feb   1,  1907,  O'/r.     June  30,  1900.     4:11.54.  13,500 

Block,  Isidore  &  Harry  L  to  Wm  Rosenzweig  Realty  Operating  Co. 
143d  st,  Nos  114  to  120,  s  s,  225  w  Lenox  av,  2  lots,  each  41.8x 

99.11.     2PM  morts,   each  $13,500.     2   prior  .morts  $ each. 

5  yrs,  — '/f.     June  29,  1900.     7:2011.  27,000 

Burnstine,  Delia  to  Isaac  Goldblatt.  3d  st,  Nos  233  and  235,  n  s, 
347.5  e  Av  B,  40.3xVi  block.  Extension  mort.  May  18.  June 
29,   1900.     2:380.         '  nom 

Blumenstein,  Barnett  to  Isidor  Wexler  and  ano.  108th  st.  No  119, 
n  s,  1.50  w  Lexington  av,  25x100.11.  June  28,  due  Dec  28,  1908, 
— %.     June  29,   1901).     0:1030.  2,200 

Century  Realty  Co  to  MUTUAL  LIFE  INS  CO  OF  N  Y.  Pearl  st. 
No  25,  n  e  cor  Whitehall  st,  Nos  29  to  33,  runs  e  27,10  x  n 
72.7  X  n  e  0.10  x  w  23.4  to  Whitehall  st  x  s  81.11  to  beginning. 
June  29,  due,  &c,  as  per  bond.     June  30,  1906.     1:10.  100,000 

Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  29.     June  30,  1900.     1:10.  ■ 

Cohn,  Rachel,  Wolf,  Aaron  and  Leopold  M  Rothman  to  Louis 
Frank.  52d  st,  Nos  318  to  322,  s  s,  237  e  2d  av,  57x100.5.  P  M. 
Prior  mort  $60,000.    June  28,  6  yrs,  0%.    June  29,  1900.    5:1344. 

17,500 

Chace,  Hattie  C  to  Eugene  E  Hinkle  and  ano.  11th  av,  Nos  605 
to  673,  n  w  cor  48th  st.  No  601,  100.5x75.  Due  Dec  1,  1906,  6%. 
June  29,   1900.     4:10;)0.  18,000 

Chace,  Hattie  C  to  Eugene  E  Hinkle  and  ano.  48th  st.  No  612, 
s  s.  200  w  11th  av,  25x100.5.  Due  Dec  1,  1900,  (i%.  June  29, 
1900.     4:1095.  18,000 

City  Investing  Co  to  W  Bayard  Cutting  and  ano.  Riverside  Drive, 
s  e  cor  80th  st,  runs  e  199.5  x  s  102.2  x  w  199.5  to  Drive  x  n 
102.2  to  beginning.  P  M.  June  28,  3  yrs,  5%.  June  29,  1900. 
4:1247.  ■  240,000 

City  Investing  Co  to  W  Bayard  Cutting  and  ano.  Riverside  Drive, 
n  e  cor  85th  st,  102.2x200.  P  M.  June  28,  3  yrs,  5^/c.  June  29, 
1900.     4:1247.  225,000 

Candee,  Fernando  C,  Jr,  Brooklyn,  N  Y,  to  TITLE  INS  CO  of  N  Y. 
Edgecombe   av,   w   s,   715  s   145th   st,  45x105.7x28.4x97.2.     June 


5  yrs,  .5%.     June  30,  1906.     7:2051. 


35,000 


Candee,  Fernando  C,  Jr,  Brooklyn,  N  Y.  to  TITLE  INS  CO  of  N  Y. 
Edgecombe  av,  w  s,  (535  s  145th  st,  runs  w  100  x  s  1.9  x  s  e  21.9 
X  s  w  35.8  X  e  87.2  to  av  x  n  40  to  beginning.  June  29,  5  yrs, 
.57c.     June  30,  1900.     7:2051.  34,000 

Candee,  Fernando  C,  Jr,  Brooklyn,  N  Y,  to  TITLE  INS  CO  ot  N  Y. 
Edgecombe  av,  w  s,  675  s  145th  st,  40x97. 2.x41. 2x87. 2.  June  29. 
due  June  29,   1911,  57c     June  30,   1900.     7:2051.  35,000 

Candee,  Fernando,  Jr,  to  Hyman  D  Baker.  Edgecombe  av,  w  s, 
475  s  145th  st,  runs  w  100  x  s  l(il.9  x  s  e  21.9  to  c  I  Old  Kings- 
bridge  rd  X  s  w  105.4  to  c  1  142d  st  "x  s  e  105.7  to  av  x-  n  285  to 
beginning.     June  29,  1  yr,  67f.     June  ,30,  1906.     7:2051.  22,000 

Candee,  Fernando  C,  Jr,  Brooklyn,  N  Y,  to  TITLE  INS  CO  of  N  Y. 
Edgecombe  av.  w  s,  47.5  s  145th  st,  4  lots,  each  40x100.  4  morts. 
each   $37,000.      June   29,    5   yrs,    57c.      June    30,    1906.      7:2051. 

148,000 

Crescent  Mercantile  &  Realty  Co  to  Wm  F  Hookey.  130th  st,  s  s. 
100  w  Amsterdam  av.  300x99.11;  129th  st,  Nos  251  and  253, 
n  s,  225  e  8th  av,  50.x99.11;  129th  st.  No  255,  n  s,  199  e  8th  av, 
20x99.11.  Prior  mort  $35,000.  June  28,  demand,  G7c.  June  29, 
19!I0.     7:1935  and  1988.  23,175 

Casey,  Rudolph  J  to  Solomon  Appel.  24th  st.  No  340.  s  s,  100  w 
1st  av,  25.\98.9.     June  29,  1900,  1  year,  51/2%..     3:929.  19,0(K) 

Canno,  Max  to  Eva  Hertel.  10th  st.  No  4.30,  s  w  s,  109  n  w  Av  A, 
25x103.3.      Leasehold.      Installs,    57c.      June    29,    1900.      3:947. 

7,(H)0 

Crescent  Mercantile  and  Realty  Co  to  Hyman  Horwitz.  129th  st, 
Nos  251  to  255,  n  s.  199  e  8th  av,  70x99.11.  Certificate  as  to 
consent  of  stockholders  to  mortgage  for  !f35,0(J0.  June  28.  June 
29,   1906.     7:1935.  

Same  to  Commonwealth  Mortgage  Co.  Same  property.  Certificate 
as  to  consent  of  stockholders  to  mortgage  for  .f  115,000.  June  27.' 
June  29.  1906.     7:19.35.  

Cervino,  Antonia  to  Helma  Goldberg.  Oak  st.  No  51,  s  s,  about  78 
w  Oliver  st,  23.2x51.10.     July  2,  1  yr,  67c.     July  3,  1906.     1:252. 

1.500 

Century  Realty  Co  to  Josephine  Whitney,  et  al.  West  st,  Nos  13 
and  14.  e  s,  269.11  n  Battery  pi.  runs  s  e  104  x  n  e  30.8  x  n  w  101 
to  st  X  s  w  3(i.9  to  beginning,  all  title  to  strips  and  gores  adj. 
P  M.     July  2,  3  yrs,  .5%.     July  3,  1900.     1:15.  01,.500 

Cohen,  Mayer  and  Louis  and  Morris  B  Evens  to  Ruth  A  Watrous. 
135th  st,  n  s,  540  w  Amsterdam  av,  40x99.11.  July  2,  5  yrs,  — %. 
July  3,  1900.     7:1988.  35,000 

Crescent  Mercantile  &  Realty  Co  to  Wm  T  Hookey.  129th  st, 
Nos  251  to  2.55.  n  s.  199  e  8th  av,  70.x99.11;  LSOth'st,  s  s,  100  w 
Amsterdam  av,  300x99.11.  Certificate  as  to  consent  ot  stock- 
holders to  mortgage  tor  $24,000.  June  28.  July  3,  1900. 
7:1935  and  1988.  . 

Commonwealth  Mortgage  Co  and  Metropolitan  Impt  Co  with 
KNICKERBOCKER  TRUST  CO.  Riverside  Drive,  e  s,  110  s 
127th  st,  108x95;  Riverside  Drive,  e  s,  224  s  127th  st,  108.2x 
86x  irreg  x90.  2  subordination  agreements.  June  28.  June 
29,  1906.     7:1094.  nom 

Cochran,  Herbert  J  to  John  Wittner.  20th  st.  No  122,  s  s,  278.8  w 
6th  av,  2.5x92.     P  M.     July  2,  3  yrs,  57c.     July  3,  1906.     3:79.5. 

25,000 

Campbell,  Emily  C  to  Lina  Jacoby  et  al,  exrs  and  trus  of  will 
Herman  Jacoby.  70th  st.  No  112,  s  s,  144.10  e  4th  av,  20x100. 
P  M.     July  3,  1900,  1  yr,  57r.     5:1404.  35,000 

Carroll,  Wm  D  to  LAWYERS'  TITLE  INS  &  TRUST  CO.  131st  st. 
No  163,  n  s,  125  e  7th  av,  1(5x90.11.  July  2,  3  yrs,  57c.  July  3, 
1906.     7:191(1.  f  9,000 

Cahill,  Wm  to  Louis  Pincus.  138th  st,  Nos  034  and  030,  s  s,  375 
w  Broadway,  50.x99.11.  P  M.  July  2,  due  June  13,  1908,  5yo7c. 
July  3,  1900.    7:2086.  9,000 
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Connolly,  John  J  to  Sigmund  Ashner.  Lexington  av,  Nos  rj3U  and 
li>S'J.  s  w  cor  ll'Jth  St,  No  13S,  54.0x70.  P  M.  Prior  mort 
135,000:     July  3,  I'JUU,  8  yrs,  O'/c     0:1707.  18,000 

Cohen,  Solomon  and  Sylvan  Metzger  to  Louis  Bernstein.  5th  av, 
No  1475,  s  e  cor  llOth  st,  No  2,  25x85.  P  M.  Prior  mort 
$40,000.     June  2'J,   1  yr,  — %.     July  3,   1900.     6:1745.  4,750 

Cohn,  Yetta  to  Meyer  Chapkowsky.  2d  av,  Nos  2314  to  2320.  s  e 
cor  119th  St,  Nos  298  and  300,  00.10x50.  Prior  mort  $49,000. 
5  yrs,  0%.     June  30,   1900.     0:1795.  5,000 

Cohn,  Julia  M   to  Anna  R  Schampain  and  ano.      Carmine  st,   Nos 

30  and  30>/>,   s   s,   100  w   Bleecker   st,  25x75.      P  M.     June   28. 

1  yr,  0%.     June  30,  1900.     2:527.  5.000 

Cannon,  Robert,  of  Brooklyn,  to  Rhode  Island  Realty  &  Mortgage 

Co.     50th  st.  No  54,  s  s.   193  e  0th  av,   20x100.5.      Prior  mort 

$37,500.     Due  July   18,   1907,   5%%.     June   30,    1900.     5:1271. 

25,500 
Cohen,  Chas  to  Ray  Rose.     124th  st.  No  531,  s  s,  225  e  Broadway, 

50x100.11.     Prior  mort  $05,000.     Installs,  0%.     7:1978.         24,500 
Crescent  Mercantile  &  Realty  Co  to  Commonwealth  Mortgage  Co. 

12yth  st,  Nos  251  to  255,  n  s,  199  e  8th  av,  70x99.11.     June  28, 

3  yrs,  -i'^'/c-     June  29,   1900.     7:19.35.  115.000 

Same  to  Hyman  Horwitz.     Same  property.     Prior  mort  $115,000. 

June  28,  due  Oct  1,  1908,  07c.     June  29,  1900.     7:1935.  35,000 

Clary,   Catharine  to   Henry  J  Appel,   Sr.      Henry  st.   No  282,   s   s, 

21.2x73.0x21.2x73.7  w  s.     P  M.     July  2,  1900,  5  yrs,  57c.     1:207. 

11,500 
Corlies.  Benj  A  to  Morgan  G  Barnwell.     Chambers  st,  Nos  177  and 

179,  n  s,  74.4  e  Washington  st,  runs  n  41.10  x  e  24.9  x  s  21  x  s 

31  to  st  x  w  31  to  beginning.  -P  M.  July  2,  1906,  5  yrs,  4^^%. 
1:139.  30,000 

Cohn,  Abraham  to  Eliz  Douglass.  132d  st.  No  47,  n  s,  215  w  Park 
av,  25x99  11.  P  M.  Prior  mort  $12,000.  July  2,  3  years,  6%. 
July  3,  1900.     6:1757.  6,000 

Carpenter  Edward  to  John  E  Feiler.  139th  st,  n  s,  325  w  Am- 
sterdam av,  25x99.11.  Certificate  as  to  payment  of  $4,500  on 
account  ot  mortgage.     July  2.  1906.     7:2U71.  ■ 

Deutsch,  Regina  to  Michl  E  O'Donovan.  64th  st.  No  150,  s  s, 
250  e  Amsterdam  av,  33.4x100.5.  P  M.  July  2,  1900,  5  yrs, 
4i/27c.    4:1135.  30,000 

Deutsch,  Regina  to  Michl  E  O'Donovan.  Same  property.  P  M. 
Prior  mort  $30,000.     July  2,  1900,  5  yrs,  67c.     4:1135.  10,000 

Davis,  Annie  to  Esther  D  Lincoln.  89th  st.  No  318,  s  s,  241  w 
West  End  av,  20x100.8.  June  29,  3  yrs,  07c.  June  30,  1900. 
4:1250.  8,500 

De  Waltotf-Marcuson  Realty  Co  to  North  American  Mortgage  Co. 
Audubon  av,  n  e  cor  lS2d  st,  79.9x70.  June  28,  due  May  28. 
1907,  07c.     June  30,  1900.     8:2155.  34,750 

Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  20.     June  30,  1006.     8:2155.        

Same  to  same.  Same  property.  June  28,  due  May  2S,  1907,  6%. 
June  30,  1900.    8:21.55.  25,250 

Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  2(i.     June  30,  1900.     8:2155.        

Duff,  Alex  D  to  KNICKERBOCKER  TRUST  CO.  Audubon  av,  n  e 
cor  172d  st,  94x95.  Given  as  collateral  security  tor  payment  of 
mortgage  of  $13,000,  affecting  St  Nicholas  av,  e  s,  100  n  186th 
st,  39.10x100.  Prior  mort  $35,000.  June  28,  due,  &c,  as  per 
bond.     June  30,  1900.     8:2129.  13,000 

Daly,  Nicholas  M  to  Abram  Bachrach.  44th  st.  No  208,  s  s,  155  e 
3d  av,  25x100.5.  P  M.  Prior  mort  $18,000.  3  yrs,  67c.  June 
29,  1900.     5:1317.  3.000 

Same  to  FARMERS'  LOAN  &  TRUST  CO.     Same  property.     P  M. 

5  yrs,  5S^c.    June  29,  1900.    5:1317.  18,000 
Dewing,  Leonard  H,  Hartford,   Conn,  heir  Leonard  C  Dewing,  &c, 

to  Minnie  Warren.  Houston  st,  Nos  429  and  431,  s  s,  50  e 
Columbia  st,  50x75.     July  3,  1900,  3  yrs,  07c.     2:335.  5.000 

Davis.  Saml  to  J  G  Wm  Pilgrim,  7Sth  st,  No  401,  n  s,  04  e  1st 
av,  runs  n  39.2  x  n  12.11  x  e  30  x  s  52.2  x  30  to  beginning. 
June  20,  5  yrs,  57c.     July  3,  1900.     5:1473.  15,000 

Dill.  Anton  to  Jos  Guth.  Cherry  st,  Nos  243  to  247.  s  s,  61.4  w 
Rutgers  slip,  runs  s  00  x  w  52.7  x  n  3.11  x  w  0.8  x  n  50  2  to 
st,  X  e  53.7  to  beginning.     P  M.     Prior  mort  $30,000.     June  28. 

6  years.  6%.     June  29,  1906.     1:248.  lO.CMX) 
Davis,  Israel  H  and  Fannie  Kantrowitz  to  METROPOLITAN  TRUST 

CO  of  City  ot  N  Y,  trus  Sarah  L  Bennet.  Broome  st.  No  211, 
s  w  cor  Norfolk  st,  Nos  03  and  05,  25x75.  5  yrs,  57c.  June  29, 
1900.     2:351.  30,000 

Eckert.  Saml  to  Adolph  Pawel.  Willett  st.  No  84,  e  s,  about  125  n 
Rivington  st,  25x100.  P  M.  Prior  mort  $24,000.  Due  June  1, 
1912,  07c.     June  29,  1900.    2:339.  14,000 

Empire  Square  Realty  Co  to  TITLE  GUARANTEE  &  TRUST  CO. 
Broadway,  Nos  1941  to  1959,  n  w  cor  05th  st,  Nos  101  to  131, 
runs  w  339.11  x  n  100.5  x  e  100  x  n  100.5  to  e  s  00th  st,  Nos 
128  and  130,  x  e  123.1  x  s  232.3  to  beginning.  Prior  mort 
$800,000.  June  29,  due  May  22,  1908,  *>%.  June  30,  1900. 
4:1137.  00.000 

Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  29.     June  30,  1900.     4:1137.  - 

Eisman,  Milton  M  to  John  Cullen.  108th  st,  s  s,  200  w  1st  av, 
runs  w  7.5  x  s  117.10  to  Harlem  Crek  x  n  e  along  same  to  a 
point  200  n  1st  av  and  79.10  s  lOSth  st  x  n  79.10  to  beginning. 
P  M.     June  29,  3  yrs,  57r.     June  30,   1900.     0:1079.  30.000 

EUsberg,  Saml  to  Barnet  Kleinberg.  2d  av.  No  2151,  w  s,  50.10  s 
111th  st,  25x79.  P  M.  June  29,  1900,  due  Oct  1,  1910,  5%%. 
6:1660.  7,000 

East  66th  Street  Studio  Building,  a  corporation,  to  TITLE  GUAR- 
ANTEE &  TRUST  CO.  6Cth  st,  n  e  cor  Lexington  av.  170x100.5. 
Building  loan.  Prior  mort  $290,000.  June  28,  due  July  29,  1900. 
07c.     June  29,  1900.     5:1401.  210,000 

Eflnger,  Joseph  to  GERMAN  SAVINGS  BANK  in  City  N  Y.  Man- 
hattan av.  No  444.  e  s,  34.3  s  110th  st,  33.4x95.  June  29,  1006  3 
years,  57c.     7:1945.  28  000 

Elk  Realty  Co  to  Lucy  A  Ledwith.  51st  st.  No  524.  s  s,  3"25  w 
10th  av,  25x100.5.     July  2,  3  yrs,  57c.     July  3,  1906.     4:1079. 

11,500 

Etlinger,  Sam  and  Jacob  to  August  Goetz.  Forsyth  st.  No  124,  e  s, 
150.6  s  Delanct/  st,  old  line,  25x100.  Prior  mort  $28,000.  July 
2,  demand.  6';,.     July  3,  1906.     2:419.  10.000 

Ellender,  Hyman  to  Fleischmann  Realty  &  Construction  Co.  179th 
st,  n  s,  100  w  Amsterdam  av,  125x100.  June  29,  demand,  6%. 
June  30,  1900.     8:2152.  5,000 


Eschwege,  Morris  to  Chas  Naumer.  Av  C,  No  150,  e  s,  23.4  s  10th 
st,  runs  s  20.10  x  e  —  x  n  20  0  x  w  23  x  n  0.4Vi  x  w  00  to  begin- 
ning.    P  M.     June  29,  3  yrs,  57c.     July  2,   1900.     2:379.         14,000 

Efinger,  Jos  with  Clara  B  Davis.  Manhattan  av.  No  444,  e  s,  34.3 
s  119th  st,  33.4x95.  Subordination  agreement.  June  20.  June 
29,   lt»00.     7:1945.  nom 

Ehrenreich.  Moritz  and  Moritz  Gluck  to  Wm  J  Amend.  13th  st, 
No  031,  n  s,  310.0  w  Av  C,  27.0x103.3.  July  2,  3  yrs,  57c.  July 
3,  1900.     2:390.  22,000 

Everett  Realty  &  Construction  Co  to  TITLE  GUARANTEE  & 
TRUST  CO.  Certificate  as  to  consent  of  stockholders  to  mortgage 
its  laud  at  Hempstead,  L  I,  for  $4,000.  June  28.  July  3,  1900. 
Miscl.  

Etlinger,  Sam  and  Jacob  to  Mary  Berkowitz.  Cth  st,  No  335,  n  s, 
175  w  1st  av,  2,5x90.9.  P  M.  Prior  mort  $25,000.  July  2,  5  yrs, 
07c.     July  3,    1900.     2:448.  5,000 

Etlinger,  Sam  and  Jacob  to  John  M  Mossman.  Gth  st.  No  335, 
n  s,  175  w  1st  av,  25x90.2.  P  M.  July  2,  5  yrs,  57c.  July  3, 
1900.     2:448.  25,000  ' 

Erlanger,  Michl  to  Sarah  Jones.  7th  av,  Nos  2371  and  2373.  w  s, 
25  s  139th  st,  2  lots,  each  25x100.  2PM  morts,  each  $10,000. 
July  2,  3  yrs,  07f.     July  3,   1900.     7:2007.  20,000 

Elsas,  Herman  to  Jas  Carlew  Construction  Co.  85th  st,  n  s,  291  w 
Central  Park  West,  20x102.2.  P  M.  July  2,  3  yrs,  —^c.  July  3, 
1900.     4:1199.  15,000 

Fort,  Amsterdam  Realty  Co  to  Jacob  Neadle.  35th  st,  Nos  30 
and  38,  s  s,  475  w  5th  av,  40x98.9.  P  M.  Prior  mort  $180,000. 
July  2,  1900,  due  Jan  2,  1907,  07c.     3:830.  40,000 

Fowler,  Joseph  D  to  Fredk  J  Foster.  Houston  st.  No  76,  n  s,  65.6 
e  West  Broadway,  21.8x7.5.  Prior  morts  $19,000.  July  2,  3  yrs, 
57c.     July  3,  1900.     2:524.  3,000 

Felt,  Alexander  L  to  Theo  A  Swan.  2Gth  st,  Nos  147  and  149, 
n  s,  475  w  0th  av,  30.10.x98.9x31x98.9.  May  25,  5  yrs,  5W/c- 
July  3,  1900.     3:802.  00,000 

Same  to  Alex  W  Eraser.  Same  property.  Prior  mort  $GO,0,JO. 
May  23,  1  yr,  67c.     July  3,  1900.     3:802.  9,000 

Fox,  Charles.  Philip  Hollender  and  Joseph  Fuhrmann  to  Flora 
Levy.     112th  st.  No  8,  s  s,  130  w  5th  av,  30x100.11.     P  M.     July 

2,  1  yr,  09c.     July  3,  1900.     0:1595.  2.000 
Farrell,  Wm  J  with  James  Stokes.     135th  st.  No  168,  s  s,  325  e 

7th  av,  25x99.11.  Extension  mort.  June  22.  June  29,  1900. 
•7:1919.  nom 

Fastenoerg,  Nathan  and  Saml  Drexler  with  Jacob  T  Hildebrani. 
112th  St.  No  74,  s  w  cor  Park  av.  No  1.548,  20.3x75.11.  Exten- 
sion mort.     Feb  1.     June  30,  1900.     0:1617.  nom 

Foerster,  Maria  to  Wm  Rau.  82d  st,  Nos  107  to  173,  n  s,  102.2  w 
3d  av,  76.8x102.2.    P  M.    July  2,  1  yr.  07o.    July  3,  1906.    5:1511. 

13,000 

Fanning,  Geo  W  to  METROPOLITAN  S.A.VINGS  BANK.  Bradhurst 
av.  No  108,  e  s,  75  n  147th  st,  runs  e  75  x  n  10  x  e  25  x  n  14.11 
X  w  100  to  av  X  s  24.11  to  beginning.  3  yrs,  4V>7c.  July  3,  1900. 
7:2045.  12,000 

Faruolo,  Chas  R  to  American  Mortgage  Co.  Bedford  st,  No  57, 
w  s,  40  s  Morton  st,  19.10.x55.  P  M.  July  2,  1  yr,  57c.  July  3. 
1900.     2:583.  5,500 

Frankel,  Frank  to  Fredk  N  DuBois.  St  Nicholas  pi,  w  s,  104.4  n 
c  1  153d  st,  if  extended,  OOxlt^l.     P  M.     May  15,  1  yr,  —%.     July 

3.  1906.    7:2009.  27,700 
Same  to  Frank  W  Blauvelt.     Same  property.     P  M.     May  15,  due 

Mar  15,  1907,  —%■     July  3,  1905.     7:2009.  1,300 

Frankel.  Frank  to  Frank  W  Blauvelt.  St  Nicholas  pi.  e  s,  150  n 
c  1  153d  st,  if  extended,  75x100.  P  M.  June  14,  1  yr,  —%.  July 
3,  1900.     7:2054.  1,500 

Frankel,  Frank  to  Fredk  N  DuBois.  St  Nicholas  pi,  e  s,  150  n  c  1 
153d  st,  if  extended,  75x109.  P  M.  June  15,  due  May  15,  1907, 
—%.     July  3,  1900.     7:2054.  35,500 

Feuchtwanger,  Abraham  H  and  Aaron  Coleman  to  Walter  S  Gur- 
nee  et  al.  08th  st,  No  58,  s  s,  200.3  e  Columbus  av,  18.9.xl00.5. 
P  M.     June  21,  5  yrs,  i^%.     July  3,  1900.     4:1120.  19,000 

Franklin,  Frank  M  to  Morris  Haber  et  al.  Av  A,  No  1416,  e  s,  25  n 
75th  st,  20.1x98.     P  M.     July  2,  1  yr,  67c.     July  3,  1900.     5:1487. 

2,000 

Fish,  Woolf  to  Levy  Rothstein.  Cherry  st.  No  37,  s  s,  about  SO  W 
Roosevelt  st,  17x7-1.8x17x75.4;  Cherry  st.  No  3.5,  s  s,  90  w  Roose- 
velt st,  — X — .     P  M.     Prior  mort  $ .     May  31,  2  yrs,  6%-    July 

3,  1900.     1:109.  0,000 

Freundlich,  Morris  and  Adolph  Platky  to  Jacob  Katz  and  ano. 
1st  av,  Nos  1085  and  1087,  w  s.  110.8s  88th  st,  40.4xlOJ.     June 

29,  5  yrs,  07c.     July  2,  1900.     5:1550.  12,500 
Prade,  Maximilian  to  Louis  I  Siff.     12Uth  St.  No  2065.  s  s,  137.0  w 

7th  av,  37.0x100.11.  P  M.  June  28,  2  yrs,  67c.  June  30,  1906. 
7:1925.  5.250 

Freundlich,  Morris  and  Adolph  Platky  to  GERMAN  SAVINGS 
BANK  in  City  N  Y.  1st  av,  Nos  1685  and  1687,  w  s,  110.8  s  S8th 
st,  40.4x100.     P  M.    June  29,  5  yrs,  5%.    June  30,  1906.    5:1550. 

42,000 

Freund,  Eliz  to  Louise  and  Lizzie  Freund.  Mangin  st.  No  57,  w  s, 
100  n  Delancey  st,  25x98.10.  June  29,  3  yrs,  57c.  June  30,  1900. 
2:3'23.  5,000 

Frieder.  Wm  to  Bertha  Frieder.  Ludlow  st.  No  137,  w  s,  75  n  De- 
lancey st,  25x87.0.    June  30,  1900,  3  yrs.  57c.    2:411.  3.000 

Ferrari,  Vito  S  to  Angelo  B  Longone.  97th  st.  No  307,  n  s.  1.50.2 
e  2d  av,  2.5x100.11x24.11x100.11;  97th  st,  No  309,  n  s.  175.2  e  2d 
av,  25.1x100.11x25.6x100.11.     P  M.     June  29,  2  yrs,   67c.     June 

30,  1906.     0:1009.  1,177.34 
Frank,  Meyer  to  EXCELSIOR  SAVINGS  BANK.    Allen  st.  No  2,  n  e 

cor  Division  st,  Nos  100  and  lOS.  100.1x27.7.x— .x37.  June  29, 
1900,  due,  &c.  as  per  bond.      1:294.  65.000 

Feigensohn,  David  to  Realty  Transfer  Co.  Columbia  st,  Nos  144 
to  148.  s  e  cor  Houston  st.  No  427,  50x75.  Building  loan.  Prior 
mort    $03,000.     June    27,    1   year,    67c.      June    29,    1900.      2:335. 

32.500 

Forty-ninth  Street  &  Madison  Avenue  Co  to  TITLE  GUAR.\NTEE 
&   TRUST   CO.      Madison   av,    Nos   431   to   437.   n   e   cor  49th    st, 
Nos  31   and  33.   79.6x75.     Building  loan.      Prior  mort  $433,500. 
June  29,  due  Jan  1,  1907,  67c.     June  30,  1900.     5:128.5.  26,500 

Same  to  same.  Same  property.  Certificate  as  to  con«ent  of  stock- 
holders  to  above  mort.     June  29,   1900.     5:128.5.  

Frankel.  Bernard  (M  D)  to  Aaron  Smith  and  ano.  Hester  St.  No 
112,  s  s,  50  w  Forsyth  st.  25x.50.  P  M.  Prior  mort  $18,500. 
June  29,  4  yrs,  67c.     June  30,  1900.     1:302.  5,500 
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4S 


Adaptable  for 

Offices  and  Residences 

Systems  of  Less  Than  Five  Stations 


Interior  Telephones 

No  Maintenme  CliTge     rlliy      LCnlS      Q      IflOnill 

THE  AHENTION  OF  ARCHITECTS  AND  BUILDERS  IS  PARTICUURLY  CAuED  TO  THE  ADVANTAGES  0.^  OUR  SYSTEMS. 
RATES  FOR  SYSTEMS  OF  OVER  FIVE  STATIONS  AND  ALl  OTHER  INFORMATION  MA\  SI  OBTAINED  UPON  APPLICATION. 

NEW     YORK     TELEPHONE     COMPANY 


I  15  WEST  38th  STREET 


15  DEY  STREET 


220  WEST  124th  STREET 


Feigensohii,  David  to  Realty  Transfer  Co.  Columbus  st,  Nos  14-t 
to  150,  s  e  cor  Houston  st.  No  427,  75x50.  P  M.  June  27,  1  yr, 
li'/f.     June  2'J,  IIJOO.     2:.335.  22,500 

Friedlander,  Albert  to  EAST  RIVER  SAVINGS  INST.  University 
pi.  No  84,  w  s,  49.2  n  e  11th  st,  24x90.10x25x95.1.  June  29,  5 
yrs,  iVz'/c-     June  30,   19015.     2:5ti9.  05,000 

Friede,    Dora   and   Katharine   H   Schaeffler  to   EMIGRANT  INDUS- 

'      TRIAL   SAVINGS   BANK.      7th   av,   Nos   370  and   378,   s   w   cor 

31st  st,   No  200,   49x75.     June  29,   1900,   1   yr,  4y2%.     3:780. 

00,000 

Fusfeld,  Abraham,  Brooklyn,  to  Philip  Adler.  79th  st.  No  214, 
s  s,  185  e  3d  av,  20x102.2.  P  M.  Prior  Mort  $13,000.  June  22, 
due  Oct  22,   1007,  0%.     June  30,   1900.     5:1433.  3,250 

Frankenthaler,  Louis  and  IMoses  L  Sitf  to  EMIGRANT  INDUS- 
TRIAL SAVINGS  BANK.  Av  A,  No  1528,  e  s,  25  s  81st  st, 
20.2x73.     June  30,  1900,  3  yrs,  ■iM^T'c     5:1577.  12,000 

Fine  (M)  Realty  Co  to  Harris  Mandelbaum  and  ano.  llGth  st. 
No  424,  s  s,  352.4  w  Pleasant  av,  10.8x100.10.  Prior  mort 
$0,500.      1   yr,   O'/r.     June  29,    1900.     0:1709.  2.350 

Furl  Construction  Co  to  North  American  Mortgage  Co.  Broadway, 
Nos  3820  to  3820,  n  e  cor  159th  st,  99.11x100.  June  28,  due 
Oct  28,  190O,  0%.     June  30,   1900.     8:2118.  105.000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  28.     June  30,   1900.     8:2118. 

Same  to  same.  Same  property  Prior  mort  $10.5.000.  June  28, 
due  Oct  28,  1907,  07c.     June  30,  1900.     8:2118.  35,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  28,  June  30,   1900.     8:2118.         • 

Fleming,  Roderick  M  to  N  Y  Investment  &  Impt  Co.  138th  st, 
ns,  375  e  12th  av,  132.6x— x— x— .  P  M.  June  30,  1900,  1  yr, 
— %.     7:2087.  85,000 

Fleming,  Roderick  M  to  N  Y  Investment  &  Impt  Co.  139th  st, 
s  s,  375  e  12th  av,  runs  w  25  x  n  30  x  w  133  to  e  3  Riverside 
Drive  xn  —  "e  —  xn  —  to  beginning.  P  M.  June  30,  1900.  1 
yr,  -%.    7:20S4.  90,000 

Fritder,  William  to  Bertha  Frieder.  Ludlow  st.  No  137,  w  s,  75  n 
Rivington  St.  25x87.6.  Prior  mort  $30,000.  June  30,  1900,  5 
years,   0%.     2:411.  12,000 

Frank,  Meyer  to  STATE  BANK.  Lenox  av.  Nos  061  to  679,  s  w 
cor  144th  st.  No  100,  199.10  to  143d  st  xlOO.  June  29,  1  year, 
6%.     June  30,   1900.     7:2012.  100  OOO 

Gottlieb,  Alter  and  Nathan  Hirshfeld  to  SamI  Levy  and  ano.  4th 
st,  No  03,  n  s,  107.5  e  Bov/ery.  2.5x100.  Prior  mort  $40,000. 
July  2,  1  year,  6%.     July  3,  1900.     2:400.  2.500 

Goldberg,  Max  and  Barney  Goldstein  to  MUTU.\L  ALLIANCE 
TRUST  CO  of  N  Y.  Suffolk  st.  No  104,  e  s,  150.9  n  Delancey  st, 
25.3x100.  June  29,  due  June  30,  1911,  5%.  June  30,  1900. 
2:348.  25,000 

Gottlieb,  Israel  to  Sophia  Moore.  Broome  st.  No  122,  n  s,  100  e 
Pitt  st,  25x87.0.  P  M.  Prior  mort  $28,000.  June  29.  1900,  due 
July   1,   1911,   0%.     2:337.  3,000 

Goodman.  Joseph  and  Frank  to  Nathan  Kempner  and  no.  Sth  av, 
Nos  081  bo  085.  n  w  cor  43d  st,  Nos  301  to  305,  00x100.  P  M. 
Prior  mort  $125,000.  June  28,  due  Jan  1,  1908,  0%.  June  29, 
1900.     4:10.34.  45,000 

Gunn,  Wra  and  Andrew  Grant  to  State  Realty  &  Mortgage  Co. 
129th  st,  Nos  543  to  549,  n  s,  147.2  e  Broadway,  151.4  to  w  3 
Old  Broadway.  No  2335,  100-cl40. 1x99.11.  Prior  mort  $40,000. 
June  21,  demand.  0%.     June  30,   1900.     7:1984.  8,000 

Gunn,  William  and  Andrew  Grant  to  MUTUAL  ALLIANCE  TRUST 
CO  of  N  Y.  129th  st.  No  545,  n  s.  38.10  w  Old  Broadway,  37. .5x 
99.11.     June  28,  3  yrs,  5%.     June  30,   190."..     7:1984.  40,000 

Gotham  Bldg  &  Construction  Co  to  TITLE  GUARANTEE  &  TRUST 
CO.  Central  Park  West,  s  w  cor  ,8('th  st,  102.2x150.  Building 
loan.  Prior  mort  $025,000.  June  28,  due  Dec  8,  1908,  O'/r. 
June  29,  1900.     4:1199.  150.000 

Goldberg.  Jacob  H,  Jacob  Goidle  and  Meyer  Adler  to  Abraham 
Liebhoff  and  ano.  92d  st.  Nos  311  and  313,  n  s,  175  e  2d  av,  2 
lots,  each  25x100.8."  2PM  morts,  each  $1,125.  2  prior  morts, 
$19,000.     June  28,  2  yrs.  0%.     June  29,  1900.     5:1555.  2,250 

Goldberg,  Jacob  H,  Jacob  Goidle  and  Meyer  Adler  to  Fredk  Otter- 
stcdt.  92d  st.  No  353.  n  s,  200  e  2d  av,  25x100.8.  P  M.  Prior 
mort  $12,00  I.     June  28,  3  yrs,  0%.     Junfe  30,  190t!.     5:1,>.).5.     0,000 

Goldberg,  Jacob  H,  Jacob  Goidle  and  Meyer  Adler  to  Fredk  Otter- 
stedt.  92d  st.  No  311,  n  s,  175  e  2d  av,  25xl0(.).ll.  P  M.  Prior 
mort  $10,0  0.    June  28,  3  yrs,  6%.    June  29,  1900.    5:1555.      9,000 

Gordon,  Samuel  to  Margaret  Morrison.  141st.  No  144,  s  s,  402 
e  7th  av,  45x99.11.  P  M.  Prior  mort  $03,000.  June  29,  due 
July  1,  1909,  — %.     June  30,  1900.     7:2009.  12,000 

Goldtarb,  Benj  and  Esther  L  to  Louis  Lewinthan.  Columbia  st.  No 
125,  w  s,  70  s  Houston  st,  24x100.  P  M.  Prior  mort  $17  000. 
June  1,  3  years,  6%.  Rerecorded  from  June  2,  1900.  June  20. 
1900.      2:.335.  2.075 

Goldstein,  Joseph  to  Henry  H  Jackson.  25th  st,  Nos  400  and  408, 
s  3,  112  e  1st  av,  38x98.9.  June  28,  5  years,  5»^%.  June  29. 
1900.     3:9.50.  10  000 

Gehringer,  Wm  G  and  Adolph  Hell,  Union,  N  J,  to  Louis  K  Zitz.  50th 
st.  No  518,  s  s,  275  w  10th  av,  25x100.5.     June  20,  1906,  1  year. 
6%.     4:1078.  5  000 

Greenstein,  Saml  to  Morris  P  Joachim.  Av  A.  No  205,  w  3,  69  n 
10th  st,   23.X94-     P  M.     June  29,   1906,  1  year,  0%.     3:948.     1.500 

Galasso  Antonio  to  Francesco  Prisco.  115th  st.  No  30.5,  n  s,  SO  e 
2d  av,  20x100.10,  P  M.  Prior  mort  $8,000.  June  28,  3  years, 
6%.     June  29,  1906.     6:1687.  4,500 


Green,  Selma  to  Louis  Cohen.  112th  st.  No  124,  s  s,  205  e  Park 
av,  25x100.11.  Prior  mort  $18,000.  6  yrs,  6%.  June  29,  1900. 
0:1039.  7,500 

Gehringer,  Wm  G  and  Adolf  Hell,  Union,  N  J,  to  Ambrose  K  Ely. 
52d  st.  No  523.  n  s,  300  w  10th  av,  25x100.5  June  28,  5  yrs, 
5%.     June  29,  1900.     4:1081.  18,000 

Gordon,  Louis  to  Margt  C  Tiencken  and  ano,  as  exrs  Henry  Tiencken. 
Sullivan  st.  No  230,  w  s,  95.1  s  w  3d  st,  20x50.  P  M.  June 
30,  1900,  due  July  1.  1!X)7,  57c.     2:540.  10,000 

Goldstein,  Mollie  to  Martin  Engel.  Madison  av.  No  1029,  e  s,  25.6 
s  100th  st,  25x95.  P  M.  Prior  mort  $20,000.  June  29,  3  yrs, 
07.  June  30,   1906.      0:1014.  5,000 

Gauzza,  Gianbatista  to  Henry  DeF  Weekes.  Baxter  st.  No  8,  w  s, 
about  145  n  Park  Row,  27.11x99.10x30x70.10  e  s.  July  2,  5  yrs, 
07c.     July  3,  1900.     1:100.  8,000 

Gauzza,  Gianbatista  to  Henry  DeF  Weekes.  Broome  st.  No  388, 
n  e  cor  Mulberry  st.  No  178.  22. 10.x82. 2x36x81.  July  2,  due  Jan 
1,   1911,  67o.     July  3,   lOOii.     2:480.  12.000 

Garone,  Martin  to  Louis  Gordon  and  ano.     Oliver  st.  No  64,  e  3, 

54.2  s  Oak  st,  2.5xl0(l.x20xl00.     P  M.     Prior  mort  $ .     July  2, 

due  Jan  1,  1910,  07c.     July  3,  190(i.     1:252.  5,750 

Graeser,  Lillie  E  to  Eliphalet  W  Tyler,  trus  Chas  Thurber.  111th 
st.  No  118,  s  s,  185.9  w  St  Nicholas  av.  18x100.11.  July  2,  3  yrs, 
— 'c.     July  3,  1900.     7:1820.  12.000 

Greenberg,  Bluma  to  Julius  Levy.  3d  av.  No  1793,  e  s,  75.9  s  100th 
st,  25.2x105.  P  M.  Prior  mort,  $22,050.  2  yrs,  67c.  July  3, 
1906.     0:1049.  3,890 

Grozcky,  Sarah  to  Chas  H  Marshall  and  ano,  trus  of  Society  for 
the  Relief  of  Destitute  Children  of  Seamen.  Madison  av.  No 
li;(n,  e  s,  50.10  s  111th  st,  25x95.  July  2.  1900.  5  yrs,  5%. 
0:l010.  22,000 

Golomb,  Saml  to  American  Mortgage  Co.  62d  st,  No  227,  n  s,.40O 
w  Amsterdam  av,  25x100.5.  P  M.  July  2,  3  yrs,  5%.  July  3, 
1900.     4:11.54.  15,000 

Same  to  Isaac  S  Heller.  Same  property.  P  M.  Prior  mort 
$15,000.     July  2,  installs,  67r.     July  3,  1906.     4.1154.  8,000 

Ghiglione  or  Chiglione,  Maria,  Boro  Richmond,  N  Y,  to  ITALIAN 
S.WINGS  BANK,  City  N  Y.  Elizabeth  st,  Nos  232  and  234, 
e  s.  114.5  n  Prince  st,  39.llx92.10.x40.6x92.ll.  July  3,  1906.  3 
years.   .5%.     2:507.  55,000 

Gauzza,  Gianbatista  to  Henry  De  Forest  Weekes.  Baxter  st.  No 
22,  w  s,  32.1  s  Worth  st,  24.11xll7.\25xll7.  July  2,  due  Jan  1, 
1911,  07c.     July  3,  1900.     1:100.  5,000 

Goldstein,  Aaron,  Queens  Co,  to  Louise  Simon,  extrx,  &c,  will 
William  Simon.  21st  st.  No  345,  n  s,  200  e  9th  av,  25x98.8. 
P  M.     June  15,  5  yrs,  —'/c     July  3,  1906.     3:745.  28,000 

Glen  Realty  Co  to  Cornelia  R  Boyle.  Park  av^  Nos  993  to  997, 
s  e  cor  84th  st.  No  100,  50x56.     P  M. 


1900.     5:1512. 

Gold,   Michl   G   to   Delia   Freund. 

119th  st,  25x91.     P  M.     July  2, 


July  2,  5  yrs,  .57e. 


July  3, 

40,000 

Sth  av.  No  1483,   e  3,  25.10  n 

1  yr,  67c.     July  3,  1906.     6:1746. 

1,000 

Goldstein,  Sarah  to  Nathan  Lamport.  Broome  st.  No  35,  s  w  cor 
Goerck  st,  Nos  13  and  15,  25.2x100x25.3x100.  P  M.  July  2,  3 
yrs,  07c.     July  3,  1900.     2:326.  5,500 

Gallagher,  Julia  A,  wife  of  Edw  H,  to  Emily  M  C  Wood.  Spring  st. 
No  177.  n  e  cor  Thompson  st.  Nos  84  and  86,  23.6x05x23.7x05. 
P  M.     July  3,  1900,  3  yrs,  57r.     2:.502.  20,000 

Harris,  Herman  and  Saml  I  Siegel  to  Isaac  M  Bernstein.  Lenox 
av.  3  w  cor  121st  st,  100.11x75.  Building  loan.  June  28,  1  yr, 
(i7c.     June  29,  1900.     7:1005.  75,000 

Same  to  same.  Same  property.  P  M.  Prior  mort  $75,000.  June 
28.   1  yr,  07c.     June   29,   1900.     7:1905.  29,000 

Hirshfeld,  Max  and  Wm  T  Hookey  with  Atlantic  Dock  Co.  Ca- 
thedral Parkway,  s  s,  100  w  Manhattan  av,  7.5x72.11.  2  sub- 
ordination agreements.     June  29.     June  30,  1906.     7:184.5.        nom 

Hauben  Realty  Co  to  TITLE  GUARANTEE  &  TRUST  CO.  Park 
av,  Nos  981  and  983,  n  e  cor  S3d  st,  Nos  101  to  109.  runs  n  76.11 
X  e  .39  10  X  n  0.4  X  e  48.0  x  n  24.10,  x  e  21.11  x  3  102.2  x  w  110.4 
to  beginning.  Building  loan.  Prior  mort  $265,000.  June  29,  de- 
mand. 0%.     June  30,  1900.     51o±2.  25.000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  29,     June  30,  1900.     .5:1.512.  

Hohloch.  John  to  Amelia  Lohr.  2d  av.  No  1.500.  w  s,  82.2  n  81st 
st,  20x80.     3  yrs,  5%7c.     June  29,  1900.     5:1527.  12,000 

Hanson,  Alfred  E,  Brooklyn,  N  Y,  to  Geo  E  Ketcham.  159th  st, 
No  475.  n  s,  08  e  Amsterdam  av,  50  to  St  Nicholas  av.  No  981, 
.x.58  5x.50.10.x07.9.  P  M.  June  28,  3  yrs,  4y,7c.  June  30,  1900. 
8:2109.  "  55,000 

Hanson,  Alfred  E,  Brooklyn,  N  Y,  to  Geo  E  Ketchum.  Amsterdam 
av,  Nos  2001  and  2003,  n  e  cor  1.59th  st.  No  481,  50x08.  P  M. 
June  28,  3  yrs,  iVs^r.     June  30,   1906.     8:2109.  65,000 

Harris,  Jacob  C  to  Tillie  Weiss.  159th  st.  No  515,  n  s,  173  w  Am- 
sterdam av,  27x99.11.  P  M.  Prior  mort  $17,000.  June  29,  1906, 
2  yrs,  0%.     8:2118.  2,000 

Horwitz,  Hyman  to  Annie  Horwitz.  130th  st.  s  s,  100  w  Amster- 
dam av,  300x99.11.  Prior  mort  $125,800.  June  28,  due  April  1, 
1907,  07c.     June  29,  1900.     7:1988.  6,200 

Hoffberg.  Saml  M  and  Peyser  Bookstaver  to  Henry  E.  Jones.  131st 
st,  Nos  524  and  526,  s  s,  175.3  e  Old  Broadway,  runs  s  w  —  x 
sw  —  xse22xse  20. (i  to  point  292  w  Amsterdam  av  x  n  34  x 
n  94.3  to  st  X  w  47.8  to  beginning.  June  27,  due  June  1.  1911, 
5%.    June  29,  1906.    7:1985.  43,000 
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JOHN  C.  ORR  CO., 

rNl>''S°o°u'i*£"^'^?>J  LUMBER  OF  ALL  KINDS  FOR  BUILDERS 


India,  Java  and  Huron  Sts.  and  Cast  River 
City   ol    New  Yorii,   Borough    of    Brooklyn 


Horton  (J  M)  Ice  Cream  Co  to  James  M  Horton.  24th  st,  Nos 
■2V.i  to  221,  n  s.  195.2  e  3d  av,  107.4x'J8.4.  June  27,  1  yr,  5%. 
July  2,  l!M)ij.     3:905.  97,413.20 

Hamilton  Fish  Corporation  with  BOND  &  MORTGAGE  GUARAN- 
TEE CO.  4th  bv,  No  :u,  n  e  cor  9th  st,  Nos  101  and  103,  25x90.^ 
52x75.10  and  other  property.  Agreement  as  to  mort  for  $750,000 
on  remaining  1-7  part  the  other  mortgage  on  (J-7  part  was  re- 
corded on  June  7,  1905.     June  25,  1900.     June  30,  1900.     2:405. 

nom 

Hoffman,  Abraham  J  to  N  Y  SAVINGS  BANK  of  City  N  Y.  8th 
av.  Nos  2050  and  2G58,  e  s,  24.11  n  141st  st,  50x100.  July  2,  5 
yrs.  41/0%.    July  3,  1900.    7:2027.  ,9,000 

Haubner,  Lucia  D,  widow,  to  Wm  Mylus.  Morningside  av  East,  Nos 
100  and  102,  n  w  cor  123d  st.  No  401,  94x27.9.  July  2,  1  yr,  C%. 
July  3,  I'.RIII.     7:1904.  5,000 

Hof.  Henry  to  WIrving  Clark.  3d  av.  No  585,  e  s,  55.9  n  38th  st, 
10. 7x75x17. 4x7o.  P  M.  Prior  mort  ?9,000.  June  25,  due,  &c,  as 
per  bond.     July  3,  1900.     3:919.  5,000 

Heilbrunn,  Fanny  to  Morris  Bernstein  and  ano.  142d  st,  Nos  131 
to  135,  n  s,  270  w  Lenox  av,  2  lots,  each  40x99.11.  2PM  morts 
$8,250  each.    July  2,  due  July  1,  1907,  G%.    July  3,  19UC.  7:2011. 

10,500 

Hersh,  Henry  and  Hana  to  EQUITABLE  LIFE  ASSURANCE  SO- 
CIETY of  the  U  S.  77th  st.  No  319,  n  s,  200  e  2d  av,  25x102.2. 
July  2,  3  yrs,  iW/i-     July  3,  1900.     5:1452.  9,000 

Hammel,  Chas  to  Gustave  Solomon.  79th  st.  No  150,  s  s,  70  e 
Lexington  av,  20x102.2.    July  2,  3  yrs,  5'/c.    July  3,  1900.    5:1413. 

10,500 

Hammond.  Fredk  P  to  Herbert  D  Burnham.  12Sth  st.  No  206,  s  s, 
125  w  7th  av,  10.8x99.11.  P  M.  July  2,  due  July  1,  1908,  — %. 
7:1933.  1,800 

Hahn,  George  to  Henry  Gerken.  8th  av,  Nos  2421  and  2423,  w  s, 
120.5  n  129th  st,  2  lots,  each  20.6x80.  2PM  morts,  each 
$24,500.  2  prior  morts  $12,000.  June  30,  5  yrs,  6%.  July  3. 
1900.     7:1955.  49,000 

Heymann,  Chas  to  Wm  Rankin.  106th  st,  No  60,  s  s,  170.3  e  Co- 
lumbus av,  27x100.     July  2,  3  yrs,  —%.     July  3,  1900.     7:1841. 

23,000 

Hensler,  Margt  to  Amanda  S  Douglas.  75th  st.  No  175,  n  s,  120 
w  3d  av,  30x102.2.  P  M.  July  2,  8  yrs,  57c.  July  3,  1900. 
5:1410.  27,500 

Heard,  Wm  N  to  Harry  M  Austin.  G4th  st.  No  136,  s  s,  360  w  Co- 
lumbus av,  20x100.5.     P  M.     July  2,  1900,  3  yrs,  5%.     4:1135. 

16,000 

Heinrich,  Max,  N  J,  and  Bernard  Heinrich,  N  Y,  to  Chas  Rilling. 
40th  st.  No  613,  n  s.  200  w  11th  av.  25x102.5x26x95.2.  July  2, 
,1900,  5  years,  5%.     4:1094.  5,000 

Hershfleld,  David  to  Jennie  Benedict.     110th  st.  No  308,  s  s,  156.3 
w  8lh  av,  1S.9.X100.11.     P  M.     Prior  mort  $14,500.     July  2,  1906, 
;3  yrs,   r,V,.     7:1S48.  3,500 

Hartman.  Chas  to  John  H  Callan.  91st  st.  No  63,  n  s,  80  e  Colum- 
bus av,  27x100.8,  P  M.  Prior  mort  $23,500.  June  30,  3  yrs, 
6'/f.     July  2,  190i;.     4:1205.  0,500 

Harber,  Rosa  to  Louis  Manevetz.  Division  st,  Nos  248  and  250, 
n  s,  44.4  w  Ridge  st,  runs  n  83.5  x  w  20.2  x  s  1.5  x  w  17.4  x  s  101  to 
n  s  Division  st  x  e  41.0  to  beginning.  P  M.  Prior  mort  $.")9,40l>. 
June  27,   installs,  0%.     June  30,  1900.     1:315.  3,8.50 

Hardy,  Mary  J  to  Chelsea  Realty  Co.  215th  st,  s  s,  100  e  Isham 
av  proposed,  50x100,  vacant.  Prior  mort  $1,824.  June  28,  due 
May  29,  1910,  4^<.<,!c.     June  30,   1900.     8:2250.  1,151 

Hille.  Otto  to  Bertha  Sattler.  84th  st.  No  440,  s  s,  143.9  w  Av  A, 
24.8x104.  Prior  mort  $12,000.  June  28,  5  yrs,  6%.  June  30, 
1900.     5:15(i3.  0,000 

Hershfield,  Gertrude  to  Thomas  Carroll.  Lexington  av.  No  2134, 
n  w  cor  128th  st,  No  136,  99.11x25.  P  M.  June  29,  5  yrs,  5%. 
June  30,  1906.    6:1777.  47,000 

Harris  &  Isaac  Realty  &  Construction  Co  to  North  American  Mort- 
gage Co.  180th  st,  n  s,  100  e  Wadsworth  av,  IWxlOO.  June  26, 
due  Mar  14,  1007,  6%.     June  30,  1900.     8:2102.  50,003 

Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  26,  June  30,  1906.     8:2162.  

Same  to  same.  Same  property.  Prior  mfirt  $50,000.  June  20, 
due  Mar  14,  1907,  6%.     June  30,  190(i.     8:2102.  28,500 

Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock-" 
holders  to  above  mort.     June  26,  June  30,  1906.     8:2162.  

Hudson  Realty  Co  to  Samuel  E  Jacobs.  173d  st,  n  s,  137.6  e  St 
Nicholas  av,  112.6x100.  June  20,  due  June  30,  1907,  — %.  June 
30,   1900.     8:2130.  10,000 

Harris,  Chas  P  to  H  Koehler  &  Co.  Orchard  st.  No  20.  Saloon 
lease.     June  27.  demand,  0%.     June  29,  1900.     1:298.  3.500 

Hollander,  Philip,  Chas  Fox  and  Joseph  Fuhrman.  Brooklyn,  N  Y,  to 
Jacob  Backer  and  ano.     105th  st,  No  55,  n  s.  305  w  Park  av,  25x 
100.11;   also  strip   begins  105th  st,   n  s,  330  w  Park  av.   runs  n 
.53.1  x  w  0.1  X  s  —  X  e  0.2.     P  M.     Prior  mort  .$20,000.     June  28. 
5  years,  O^c.     June  29.  1906.     6:1611,  3.500 

Hollander,  Philip,  Chas  Fox  and  Joseph  Fuhrman  to  Jacob  Backer 
and  ano.  105th  st.  No  57,  n  s,  2.S0  w  Park  av,  2.5x100.11.  P  M. 
Prior  mort  $15,000.  June  28.  5  years,  67c.  June  29,  1906. 
0:1011.  8  250 

Hirschhorn.  Joe  to  Emma  Hefter.  4th  st.  No  370,  s  s,  75  e  Av  D, 
46x96.  P  M.  Prior  mort  $59  500.  Given  as  collateral  security 
for  mort  of  $3.2(X)  covering  Nos  707  and  709  East  12th  st.  June 
28,  due  Mar  1,  1911,  07f.     June  29,  1906.     2:3.57.  3.200 

Same  to  same.  Same  property.  P  M.  Prior  mort  $62,700.  June 
28.  due  Jan  1.  191)7.  (i%.     June  29,  1900.     2:357.  1.1.50 

Same  to  Wolf  Brand.  Same  property.  June  28,  due  Feb  28.  1907. 
6%.     June  29,  1906.     2:357.  •  1000 

Hoffberg,  Saml  M  and  Peyser  Bookstaver  and  Louis  Manheim  with 
Henry  E  Jones.  131st  st,  Nos  524  and  .526  West.  Subordination 
agreement.     June  27.     June  29.  190(3.     7:1985.  nom 

Horowitz.  Leopold  to  Donald  A  Manson.  60th  St.  No  20.5,  n  s. 
125  w  10th  av,  25x100.5.  P  M.  Prior  mort  $10,000.  June  28 
10  years,  5%.     June  29.  1906.     4:1158.  8..500 

Hornstein,  Henry  to  Donald  A  Manson.  06th  st.  No  207.  n  s.  1.50 
w  10th  av,  25x1011.5.  P  M.  Prior  mort  $10,000.  June  28,  10  yrs, 
.57c.     June  29,  190t;.    4:1158.  8.500 

Hirsch.  Saml  and  Max  to  Jacob  Weinstein.  Houston  st,  Nos  4.57 
to  4li.3.  s  w  cor  Lewis  st,  Nos  125  and  127,  100x50.  P  M.  Prior 
mort    $70,000.      June   28,    10   yrs,   G%.      June   29,   1906.      2:.330. 

42,000 


Hurwitz,    Meyer    to    Israel    Goldfard. 
Av  A,  25x90.10.     Leasehold.     1  yr. 


7th   st.   No   100.   s   s,  ::50   e 
67c.     June  29,   1906.     2:402. 
3.000 

Hamerschlag,  Joseph,  Jacob  Hirsh  and  Max  Marx  to  Sound  Realty 

Co.      14th   st.   No   10,   s  s,   142   e  5th   av,   42x103.3.      Leasehold. 

June  28,  due  Sept  3,  1909,  G%.     June  29,  1906.     2:571.        40,000 

Hartzell,  Hannah  C  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 

2d  av,  No  08.5,  n  w  cor  o7th  st,  Nos  245  and  247,  24.9x80.     June 

29,  1900,   demand.  4ii9f.     3:918.    ,  7,000 
Haber,  Morris  to  Joseph  Moss.     St  Nicholas  av.  No  20_,  e  s,  23.5  n 

120th  st,  36.3x88.3x30.11x69.3  to  beginning.  P  M.  Prior  mort 
$ .     June  29,  3  yrs,  67c.     June  30,  1900.     7:1926.  6,000 

Hutter,  Leopold  to  Bertha  M  Johnson.  Varick  st.  No  22,  e  s,  abt 
25  s  Beach  st.  — .x — ;  also  Beach  st,  No  24,  s  e  cor  Varick  st.  No 
14.  runs  e  09  2  to  s  w  s  Walker  st  x  s  w  34.4  x  s  11.9  x  w  100  to 
Varick  st  x  n  25  to  beginning.  All  title.  Leasehold.  July  3, 
1900,  due  May  1,  1909,  OSc.     1:190.  2,000 

Island  Realty  Co  to  TRUST  CO  OF  AMERICA.  Wall  st,  Nos  67 
and  69.  s  s,  70.5  w  Pearl  st,  runs  s  60.6  x  s  e  18.4  to  n  s  Beaver 
St.  Xos  85  to  91.  X  s  w  99.1  x  n  w  48.9  x  n  e  15.8  x  n  92.2  to 
Wall  st  X  e  73.7  to  beginning.  Certificate  as  to  consent  of  stock- 
holders to  mort  dated  June  29,  1900.     June  29,  1900.     1:27.      

Ingle,  John,  Jr,  to  E  Holloway  Coe.  4th  av.  No  427,  e  s,  45.8  n 
29th  st,  20.5x80.     June  12,  3  yrs,  G9'r.     July  2,  1906.     3:885.  6,000 

Island  Realty  Co  to  TRUST  CO  OF  AMERICA.  Wall  st,  Nos  67  and 
09,  s  s,  70.5  w  Pearl  st,  runs  s  60.6  x  s  e  18.4  to  n  s  Beaver  st, 
Nos  85  to  91,  X  s  w  99.1  x  n  w  48  9  x  n  e  1.5.8  x.n  92.2  to  Wall 
st  X  e  73.7  to  beginning.     June  29,  due  Aug  1,  1907,  4tA%.     June 

30,  1900.     1:27.  500,000 
Jarmulowsky,    Meyer   and   Louis   with   BANK   OF   M.    &   L.   JAR- 

MULOWSKY.  East  Broadway,  No  175,  s  s,  abt  155  e  Rutgers 
st,  26x100.  Suobrdination  agreement.  June  29.  June  30,  1906. 
1:284.  nom 

Jacques,  Ida  H  M  to  Catherine  L  Moquin.  Manhattan  av.  No  539, 
w  s,  78.5  n  122d  st,  15x80.  July  2,  3  years,  — %.  July  3,  1906. 
7:1949.  9,400 

Johnson,  Grace  R,  devisee  James  F  Ruggles,  to  James  McHenry. 
Irving  pi.  No  69,  w  s,  46  n  18th  st,  23x85.6.  July  2,  1906,  3  yrs, 
4i^7c.     3:874.  __  16,000 

Jaffe  Marcus  to  Henry  E  Jones.  East  Broadway,  No  175,  s  s,  about 
1.55  e  Rutgers  st,  26x100.  June  29,  5  yrs,  —%.  June  30,  1906. 
1:284.  32,000 

Johnston,  Margt  T  to  Adrian  H  Jackson.  26th  st.  No  153,  n  s,  125 
w  3d  av,  20x98.9.    Due,  ^c,  as  per  bond.    June  29,  1906.    3:882. 

70.000 

Same  to  Stephen  H  Jackson.  26th  st,  n  s,  125  w  3d  av,  20x98.9. 
Demand.  O'c.     June  29,  1900.     3:882.  20,000 

Jacobs,  Simon  and  Samuel  Hutkoff  to  Nathan  Hutkoft.  107th  st, 
Nos  214  to  220,  s  s,  200.8  e  3d  av,  87.5x100.11.  Prior  mort 
$108,000.     June  28,  demand,  —7c.     June  30,  1906.     0:10.56.     10,000 

Jacobson.  Jos  to  North  American  Mortgage  Co.  138th  st,  Nos  8 
to  12,  s  s,  12(1  w  5th  av,  125.x99.11.  June  28,  due  Jan  1,  1907. 
0','c.      June   30,   1906.     0:1735.  97,000 

Jacobowitz,  Fanny  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
2d  st.  No  235,  s  s,  298  w  Av  C,  24.9x78.0x25.1x70.11.  June  29, 
1900,   1   year.  5%.     2:384.  21.000 

Joachim.  Morris  P  to  Alfred  L  M  Bullowa  et  al.  Av  A,  No  265, 
w  s,  (;9  n  16th  St.  23x04.     June  29,  VJm.  1  year,  67c.     3:948.    4,000 

Kutner,  Harry  H  to  Fred  E  Himrod.  70th  st.  No  41,  n  s,  325  e 
Columbus  av,  20xl00..5.     P  M.    July  2,  1906,  3  yrs,  4^7c.    4:1123. 

34,000 

Kaiser,  Charles  and  Wm  B  Mott  to  Emanuel  Doctor.  Broadway, 
w  s.  100  n  125th  st,  41.8x100.  P  M.  Prior  mort  $-^ — .  June 
30.  1906,  3  yrs,  67f.     7:199.3  4,500 

Kaiser,   Charles  and  Wm  B  Mott  to  Emanuel  Doctor.     Broadway, 

w  s,  183.3  n  125th  st,  41.7x100.     P  M.     Prior  mort  $ .     June 

.30.   1996,  3  yrs,  6%.     7:1993.  4,500 

Kosner,  Fannie  to  Rachel  Redelsheimer.  119th  st.  No  22,  s  s, 
030  e  Lenox  av,  15x100.11.  Prior  mort  $7,500.  June  28,  3  yrs, 
ir/r.     June  29,  1906.     (i:1717.  1,400 

Klingenbeck,  Victor  to  MUTUAL  LIFE  INS  CO  of  N  Y.  Pleasant 
av.  n  w  cor  100th  st,  runs  w  200  x  n  100  x  w  .50  x  n  100.11  to 
s  s  107th  st  X  e  —  X  s  109.11  x  e  17.5  to  av  x  s  100.11  to  begin- 
ning.     P   M.      Due,   &c,   as   per   bond.     June   29,    1906.      6:1700. 

50.000 

Klein,  Louis  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK.  73d 
st.  No  10,  s  s,  238  e  5th  av,  25x102.2.  June  25,  5  yrs,  57o. 
June  29,  1900.     5:1407.  18,000 

Kurzrock,  Raphael  to  Isidore  Jackson  and  ano.  101st,  n  s,  80  e 
Lexington  av,  240x100.11.  P  M.  June  29,  1900,  demand,  —%. 
0:1029.  50,000 

Klingenbeck,  Victor  to  Andrew  D  Baird.  107th  st,  s  s,  438  e  1st 
av,  runs  s  100.11  x  e  175  to  w  s  Pleasant  av  x  s  100.11  to  n  s 
106th  st  x  w  200  X  n  100.11  x  w  50  x  n  100.11  to  107th  st  x  e 
75  to  beginning.  P  M.  Prior  mort  $.50,000.  June  29,  1906, 
3  yrs,  —'/c.     0:1700.  10,000 

Kahn,  Harris  to  Pincus  Lowenfeld  and  ano.  117th  st,  Nos  124 
to  136.  s  s,  5<)..5  w  Lexington  av,  13.3.7.xlO0.11.  Building  loan. 
June  28,  1  yr.  iV.'r.     June-29,  1906.     6:1044.  75,000 

Same  to  same.  Same  property.  P  M.  June  28,  1  yr,  0%.  June 
29,  1900.     0:1644.  43,000 

Kessler,  Max  and  Peyser  Bookstaver  to  Wm  T  Hookey.  152d  st, 
n  s.  150  w  Broadway,  100x99.11.  Prior  mort  $102,000.  June  27. 
demand,  07c.     June  29,  1906.     7:2099.  4,000 

Kilcoyne,  Lillian  to  Mishkind-Feinberg  Realty  Co.  139th  st,  n  s, 
200  w  Amsterdam  av,  2  lots,  each  50x99.11.  2PM  morts  $15,500 
each.     5  yrs,  0%.     June  29.  1900.     7:2071.  31,000 

Kee,  David  C  to  Manhattan  Mortgage  Co.  171st  St.  n  s,  1.57.6  e 
Audubon  av,  37.6x95.  Prior  mort  $30,000.  Due  Jan  1,  1907,  67c- 
June  29,   1906.     8:2128.  5,000 

Kosofsky.  Aaron  to  Pauline  Kosofsky.  6th  av,  No  699,  and  43d 
St,  No  68  West.  Leasehold.  June  29,  installs,  67c.  June  30, 
190r..     5:1258  and  4:993.  1,762 

Kaplan.  Sarah  to  Henrietta  M  Bostwick  and  ano  trustees  Homer 
Bostwick.  Chrystie  st.  No  14,  n  e  cor  Bavard  st,  Nos  16  and 
18,  49.11x31. 10x49.9.x31.10.  P  M.  June  4,  3  years,  5%.  July 
2,  1906.     1:291.  40,000 

Kaufman,  Lena  to  Jacob  Holtzberg.  112th  st,  Nos  210  to  214. 
s  s,  1.55  e  3d  av,  40.6x100.11.  P  M.  Prior  mort  $.52,000.  July 
2,  2  years,  6%,     July  3,  1906.     6:1661.  1,500 
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Kurzrock,  Raphael  to  Win  C  Squier.  144th  st,  No  li4(i,  s  s,  3.j0  e 
8th  av,  oOx'JO.ll.     July  3.  lllOtl,  3  years,  — %•     7:2029.  4(3,000 

Katz,  Saml  to  LAWYERS  TITLE  INSURANCE  &  TRUST  CO.  87th 
St,  No  108.  s  s,  102.10  e  Park  av,  2  lots,  each  27.11x100.8.  2 
morts,  each  $24,000.  July  2,  5  years,  5%.  July  3,  1900. 
5:1515.  48,000 

Knopp,  David  to  Morris  Sherwin  and  ano.  East  End  av.  No  94,  or 
Av  B,  s  w  cor  84th  st.  No  540.  20x80.  P  M.  Prior  mort  $29,- 
000.     July  2.  2  yedrs,  0%.     July  3,  190(3.     5:1580.  _     2,750 

Kovosky,  Hvman  to  Sigmund  Schnee.  Rivington  st,  No  185,  s  s, 
100.7  w  Ridge  st,  25x100.5.  P  M.  July  2,  due  Aug  10,  1910, 
(5%.     July  3.  19U0.     2:343.  2,000 

Klemm.  Fredk  W  to  Park  Mortgage  Co.  Terrace  View  av,  plot 
begins  at  c  1  block  bet  Janseu  av  and  Terrace  View  av,  distant 
339.9  n  e  from  n  cor  Jansen  av  and  Terrace  View  av,  runs  n  w 
1(0  to  e  s  Terrace  View  av,  x  n  e  42.2  x  s  e  100  x  s  w  42.2  to 
beginning.     P  M.     July  2,  3  years,  5%.     July  3,  1906.     12:3402. 

Kreutner,  Lizzi  tp  Jos  Jacobs.  Sth  st  (St  Marks  pi).  No  87,  n  e  s, 
20  s  e  1st  av,  20x73.8.  Prior  mort  .$13,000.  July  3,  1906,  1 
year,  6%.     2:436.  600 

Kautmann.  Leopold  to  Caroline  L  Gilsey  extrx,&c,  will  Peter 
Gilsey.  54th  st.  No  232,  s  s,  200  w  2d  av,  25x100.4.  P  M. 
July  2.  3  years,  5%.     July  3,  1906.     5:1327.  16,000 

Koch,    Saml    and   Myer   to    Fanny   Levy.      120th   st.    No   313,   n   s, 

250  w  Sth  av,   25x100.11.     P  M.     Prior  mort  $ .     July  2,  5 

years,  0%.     July  3,   190(3.     7:1947.  5,000 

Kimbark,  Elmer  M,  Jersey  City,  N  J,  to  Louis  Bernstein.  8th 
av,  No  2901,  w  s,  74.11  n  153d  st,  runs  n  25.1  x  w  38.5  x  s  w 
0.1  X  w  61.6  X  s  25  x  e  1(X>  to  beginning.  P  M.  Prior  mort 
$24,000.     June  26,  due  Aug  1,  1907,  6%.     July  3,  19(J6.     7:2047. 

4,000 

Keogh,  Thomas  F  to  Chelsea  Realty  Co.  Seaman  av,  e  s.  96.3  n 
215th  St.  50x100.  P  M.  Prior  mort  ,$3,040.  July  2,  due  May 
29,  1910.  41/2%.     July  3.  1906.     8:2243.  845 

Kerwen,  Patk  J  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
Greenwich  st.  No  57,  e  s,  28.5  s  Edgar  st,  runs  e  45.11  to  w  s 
Trinity   pi.   No   16,   x   s   20.7   x   w  40.10  x   n  21.5   to   beginning. 


Y.      140th   st.   No   455,   n   s.   219   e  Amsterdam   av,    18x99.11. 
ne  25,  3  yrs,  4%%.     June  30,  1906.     7:2057.  15,000 


July  3,  3  years,  iVz", 


1:19. 


12,000 


Klapp,  Joseph  and  Fannie  Schwartz  to  Henry  Dorb.      (5th  st.  No 

331,  n  s,  200  w  1st  av,  28.4x102.2.     P  M.     Prior  mort  $15,000. 

June  28,  3  years,  69;.     July  3.  190(3.     5:14.")0.  4,750 

LAWYERS    TITLE     INSURANCE    &    TRUST    CO    with    Hamilton 

Heights  Syndicate.  3d  av,  e  s,  80.5  s  (;7th  st,  40x100.  Exten- 
sion mort.  June  26.  June  29,  1906.  5:1421.  nom 
Levy,   Abraham  I  to  John  M  Lee.     Essex  st.  No  102,  e   s,  89.2  n 

Delancey  st,   18.10x75x18.11x75.1.     June  20,   secures  note,  — %. 

July  3,  1906.     2:353.  1,000 

Same  to  same.     Same  property.     June  29,  secures  note,  — %.     July 

3,  1906.     2:3.53.  407.50 

Levin,  Louis   to  John  J  Petri.      132d  st.   No  5,  n  s.  110  e  Sth  av, 

25x99.11.      P   M.      Prior    mort    $22,050.      July    2,    3    years,    6%. 

July  3.  1906.     6:1757.  3,450 

Latour.   Geo   to   Henry   F   Schutte.      Amsterdam   av.   No   720,   n   w 

cor  95tK  st.  No  201.  25.8x8(3.     P  M.     Prior  mort  $35,000.     July 

2,  1900,  due  Nov  19,  1909,  5y>%.     4:1243.  24,000 

Linehan,   Denis  to   Geo  Willi,  Jr.     38th   st,  Nos  307   to  313,   n  s, 

125  e  2d  av,   runs  e   100  x  n  122.6  x   w  12.5  x   s  11.9  x  s  e  — 

X   s   99.1   to  beginning.      Prior   mort   $44,000.      July   2,   3   years. 

.5y2%.     July  3.  1906.     3:944.  41,1^0 

Lein.    Henry   W   to    Dora   M    Weil.      62d    st.    No    146.   s   s,   525   w 

Columbus    av.    2.5x100.5.      P    M.      Prior   mort   .$25,000.      July   2, 

due  Dec  11,  1908,  6?<;.     July  3,  190(3.     4:1133.  4.000 

Linder.   Leopold   to  Wm  Klein.      Av  C,   No  219,   w  s,  08.9  n   13th 

St.    23x88.      P   M.      Prior   mort    $10,000.     July   2,   3   years,   6%. 

July  3,   1906.     2:. 396.  4,000 

Linder.  Leopold  to  Wm  Klein.     Av  C.  Nos  217.  w  s  45.10  n  13th 

st,  22.10x63.     P  M.     Prior  mort  $10,000.     July  2,  3  years,  6";;;. 

July  3.   1906.     2:396.  4,000 

Lyon,    Whitney    to    Mark   T   Cox   exr   Fredk   F   Durand.      47th   st. 

No  20.  s  s.  290  w  5th  av,  20x100.5.     P  M.     July  2,  3  years,  41/2". 

July  3.  1906.     5:1262.  40,000 

Lyons,   Michael   D   to   George   A   Hofmann.     95th   st.   No  22.5,   n  s, 

225  w  2d  av,  25x100.8.     P  M.     Prior  mort  $14,000.     July  3,  1906. 

2  years,  6%.     5:1541.  1.000 
Liggan,   Julia   E   to   Wm   J   Farrell.      135th   st,   Nos   1(38   and   170, 

s   s,   300  e   7th   av,   .50x99.11.      P   M.     June   30,   5   years,   6%. 
July  3.   1906.     7:1919.  22.500 

Lese.  Louis.  Louis  S  Bernard  and  Robt  Garcewich  to  Harry  Levey. 
43d  st,  Nos  326  to  3.30.  s  s,  325  w  Sth  av,  3  lots  each,  25x100.5. 
3PM  morts,  each  .$5,125.     3  prior  morts  $15,000  each.     June  29, 

3  yrs,  li%.     June  30.  1906.     4:1033.  15.375 
Leonard,  MichI  J  to  John  Hardy.     38th  st,  No  .538,  s  s.  .500  w  10th 

av,  2.5x98.9.  1  yr,  6%.     June  29.  1906.     3:709.  1,500 

Ludins.  David  G  to  American  Mortgage  Co.  2d  av,  e  s.  49  n  123d 
st,  (30x100.  June  21,  due  June  31,  1907.  SL'/v.  June  30,  1906 
6:1800.  '  24.000 

Ludins,  David  I  to  Noah  Richman.  2d  av,  e  s,  43  n  123d  st. 
(30x100.  Prior  mort  $24,000.  June  21,  1  yr,  6%.  June  30,  19013 
6:1800.  8  000 

Lampert.  Louis  and  Isidore  W  Horn  to  Bernard  Ratkowsky.  12.3d 
st,  Nos  3.54  to  364.  s  s.  82.2  w  1st  av.  runs  s  .S(i  x  e  2.10  x  s  14.10 
X  w  9.5  X  n  100.11  to  st  x  e  92  to  beginning.  Prior  mort  $44  000 
June  26,  due  Sept  27,  190(3.  — f/r.     June  29,  1906.     6:1799.        5.000 

Lacovara.  Giuseppe  to  Henry  Bergman  and  ano.  118th  st.  No 
,507.  n  s.  123.10  e  Pleasant  av.  24.2x100.11.  P  M.  June  29 
1901!,  due  Jan  1,  1907,  0%.     6:1815.  1,500 

Lefkowitz.  Nathan  and  Jos  Gluck  to  JaciTb  Loewenthal.  llSth 
st,  Nos  216  and  21,8.  s  s.  212.11  e  .3d  av.  .37.1xl00..5.  P  M.  Prior 
mort  $33,000.     June  28,  5  yrs,  67r-     June  29,  l'.>06.     6:1667.      9.(100 

Lowe,  Charles  &  Max  Jorrisch  to  Clergymen's  Retiring  Fund  So- 
ciety of  P  E  Church  in  U  S.  5th  av.  e  s,  74.11  s  136th  st,  25x100. 
June  29,  5  yrs,  .57r.    -June  30.  1900.     6:1700.  25,000 

Lawrence,  Gustavus  L  to  SEAMEN'S  BANK  FOR  SAVINGS  in  City 
N  Y.  140th  St.  Nos  459  to  4(35,  n  s.  1.30  e  Amsterdam  av.  4  lots, 
each  18x99  11.  4  morts.  each  $15,000.  June  25,  3yrs,  4V4'7r. 
June  30.  1906.     7:2057.  60,000 

Lawrence,  Gustavus  L  to  SEAMEN'S  BANK  FOR  SAVINGS  in  City 


N 

June ,  „  „--,  -,.,..     — 

Lyons    (J    C)    Building   &    Operating    Co    to    Catherine    A    Anthon. 
Bleecker  st,   Nos   150  and   1.52,  s  s,   25  e  Thompson   st,   50xl25^_^ 
June  '28, -demand,  6%.     June  29,  1906.     2;52..i.  .  28,000 

Same  to  same.  Same  property.  Certificate  as  to  conseiit  of  stock- 
holders to  above  mort.     Apr  10.     June  29,  1906.     2:525.  ■ 

Lesser,  Leo  with  Sarah  Levy  and  ano.  118th  st.  No  (1  East.  Sub- 
ordination agreement.     June  25.     June  2',*,   1906.     6:1  i4o.         nom 

Levinthan.  Louis  to  North  American  Mortgage  Co.  Lewis  st,  Nos 
227  and  229,  58  s  Sth  st,  40.3x85.10x39.9x80.7  n  s.  June  29,  due 
Jan  29,    1907,   6%.     June  30.    1906.      2:363.  26,500 

Same  to  same.  Same  property.  Prior  mort  $26,i.)00.  June  29,  1  yr. 
6%.     June  30,   1906.     2:.3(53.  „,  5,500 

Lexington  Av  Co  to  Henry  F  Miller.  89th  st.  Nos  104  to  110, 
s  s,  125  w  Columbus  av,  4  lots,  each  25x100.8.  4PM  morts 
each  $30,000.     June  28,  5  yrs,  5%.     July  2,  1!M)6.     4:1219.     120,000 

Lewine.  Solomon,  Louis  Davis  and  Harry  Wittenberg  to  John  T 
Willets.  as  gdn  Josiah  M  Willets.  66tth  st.  No  227,  n  s,  100  w 
2d  av.  4(.)xl0:i.5.     July  2.  1906,  3  yrs,  5'/^.     5:1421.  40,000 

Lewine.  Solomon,  Louis  Davis  and  Harry  Wittenberg  to  Wilson 
M  Powell  and  ano,  exrs  Mary  E  Colyer.  06th  st.  No  225,  n  s, 
140  w  2d  av.  40x100.     July  2,  1906,  3  yrs,  5%.    5:1421.  40.000 

Lewine,  Solomon,  Louis  Davis  and  Harry  Wittenberg  to  Wilson 
M  Powell.  Jr.     OOth  St.  No  223,  n  s,  180  w  2d  av,  40x100.5.     July 

2,  1906,  3  yrs,  .57f.     5:1421.  40,000 
Minturn,    Louisa   to  Wm   Colgate   and   ano.     69th   st.   No   13,   n  s, 

62    w    Madison    av,   33x100.5.      P    M.      May   31,    3    years,    iVz/o-^^ 

July  2,  190().     5:1384.  150,000 

Murphy.  Wm  H  to  John  T  Murphy.     60th  st,  No  316,  s  s,  208.2  e   • 

2d   av.   25x100.5.      Prior   mort   $14,000.      May   15,   3   years,   5  4- 

July  3,   190(i.     5:14.34.  _      5.000 

Manley.   Olivia   M   widow   to   John   Dwyer.     49th  st,   No   llo,   n   s, 

216.8  w  6th   av,  20.10x100.5.     July  2,  2  years,  4V4%.     July  3. 

1901!.     4:1002.  LOOO 

McKee.   John.    Brooklyn.   N   Y.    to   Jos   Peyser.      123d   st.    No   321, 

n  s,  218  e  2d  av,  l.SxlOO.ll.     P  M.     July  2,  2  years,  5%.     July 

3.  190(3.     6:1800.  2,500 
Meller.   Abraham   and   David    Podolsky   to   Alter  Mishkin-  and  ano. 

moth  st,  Nos  321  and  323.  n  s.  325  e  2d  av.  2  lots,  each  2.5x 
100  11  2PM  morts,  .$3,2.50.  2  prior  morts,  $18,000  each. 
June  29.  3  years.  6?/^.     July  2,  1906.     (!:1672.  6,500 

Marks,  Joseph   to  Morris  Ludwak.     105th  st.   No  175.  n  s.   100  w    , 
3d   av,  25x1(30.11.     P  M.     Prior  mort  $23,450.     July  2,  2  years. 
(i     .     July  3.   1906.     6:1633.  2,800 

Minisman.  Augusta,  Brooklyn.  N  Y,  to  Joseph  Vidootzky  and  ano. 
Ludlow  st,  No  7,  w  s,  25x87.6.  P  M.  May  2,  1  year,  6%.  July 
3,  1906.     1:298.  3,000 

Mayer.  Moses  to  TITLE  GUARANTEE  &  TRUST  CO.  121st  st. 
No  314.  s  s,  140  e  2d  av.  25x100.11.  P  M.  July  2,  due,  &c, 
as  per  bond.     July  3,   1906.     7:1797.  7,(X)0 

Menschel,  Benj  to  Emma  E  Steele.  56th  st.  No  443,  n  s.  200  e 
10th  av.  25x100.5.  P  M.  Prior  mort  $13,000.  June  26,  3  years. 
— ':.     July  3,   1906.     4:106(3.  4^000 

Mayer,  Henry,  Bernhard  Heine  and  Solomon  Boehm  to  Bernard 
Traubner.  ]27th  st,  Nos  141  to  147,  n  s.  150  e  7th  av,  2 
lots,  each  .50x99.11.  2PM  morts.  each  $25,000.  2  prior 
morts.  $.55,000  each.  July  2,  due  June  30,  1909,  6%.  July  3. 
1906.     7:1912.  50,000 

Marans.  Morris  to  Benj  Glasgow.  Henry  st.  No  2'20  s  s.  abt  138 
e  Clinton  St.  23.(3x100.  P  M.  Prior  mort  $22,000.  July  2.  5 
years.  O?;.     July  3.  l!Xl6.      1:2(39.  5,600 

Margolin,  Abraham  to  Max  Luckow.  St  Marks  pi.  No  7,  n  s,  abt 
120  e  3d  av.  24xl22.6x— xllO.6.  w  s.  P  M.  July  2,  3  years, 
()%.     July  3.  100(3.     2:464.  10.000 

Michelson.  Davis  to  Minerva  Burwell.  Suffolk  st.  No  69,  w  s,  100 
n  Broome  St.  2.5x100.     3  yrs.  .5%-     June  29,  1906.     2:3.52.      32,000 

Mead.  John  C,  Brooklyn,  to  Ellen  M  Mead.  .39th  st.  No  419,  n  s. 
2.50  w  9th  av.  25x98.9.     2  yrs.  6%.     June  .30,  1906.     3:737.      7.000 

McAdam,  Geo  M  to  Annie  Howell.  .36th  st.  No  269,  n  e  s,  117.3 
s  e  Sth  av,  17.3.x98.9.  P  M.  Apr  2.8,  2  yrs,  5%.  June  29,  1906. 
3:78(i.  C.OOO 

McGovern.  Rose  to  Ehler  Osterholt.  Amsterdam  av,  Nos  1040  to 
1946.  n  w  cor  1.56th  st.  Nos  .501  and  .503,  100x125.  P  M.  June 
28.  3  yrs.  .5%.     June  29.  1906.     8:2115.  102.000 

Montgomery.  Richd  M  to  Robert  Connor.  (!th  av,  Nos  1031  to  1041, 
n  w  cor  .58th  st,  Nos  101  and  103,  100.5x71.6.  Prior  mort  $217,- 
500.     June  .30.   1906.   due  Jan  12,   1909,  — 7^.     4:1011.  47..500 

Mechanics'  &  Traders'  Realty  Co  with  MUTUAL  ALLIANCE 
TRUST  CO.  125th  st.  No  434,  s  s,  350  e  Amsterdam  av,  2.5x 
100.11.  Subordination  agreement.  June  27.  June  30,  1906. 
7:1965.  nom 

Miller.  Max  to  American  Mortgage  Co.  1.33d  st.  Nos  49  to  .53.  n  s. 
285  e  Lenox  av,  ,50.x99.11.  June  29,  5  yrs,  5%%.  June  30, 
1906.    6:1731.  45,000 

Miller.  Max  to  David  Shaft  and  ano.  133d  st.  Nos  49  to  5.3.  n  s, 
2.85  e  Lenox  av,  .50x99.11.  Prior  mort  $45,000.  June  29,  de- 
mand, 6'/..     June  3'l,  1906.     (i:1731.  8.429.24 

Miller  Realty  &  Construction  Co  to  Thompson  W  Miller  and  ano. 
140th  St.  n  s.  225  w  Amsterdam  av.  109  to  Hamilton  pi.  Nos  71 
to  77  x108(ix66. 7x99.11.  Building  loan.  Nov  25,  1905.  due 
Aug  28.  1907.  6%.     June  30.  1906.     7:2072.  10,000 

Same  to  same.     Same  property.     Building  loan.     Prior  mort  $ . 

Mar  8.  due  Aug  28.  1907.  C^r.     June  30.  1906.     7:2072.        .     9,001 

McGrath,  Michl  and  John  to  Mary  Gordon.  52d  st.  No  237.  n  s, 
210  w  2d  av,  20x100.5.  Prior  mort  $10,090.  June  23,  4  yrs. 
—r/r.     July  2.  1906.     5:1326.  2,000, 

MoQuin,  Catherine  L  to  Julia  R  Wood.  West  End  av.  No  273,  w  s,. 
6.3.4  s  73d  St.  19x115.  P  M.  June  23,  1  yr,  — %.  July  2,  1906.- 
4:11,84.  10,0 '0 

Max  Cohen  Co.  a  corporation  to  H  Koehler  &  Co.  10th  av.  No  292, 
and  27th  st.  No  4.58  West.  Saloon  lease.  June  29,  demand,  C><yr. 
July  2.   190:1.     3:724.  4.250 

Moses.  Rachel  to  Johanna  H  Seebeck.  Park  av,  Nos  1249  and  12.51. 
e  s.  25  s  97th  st.  2  lots,  each  2.5x100.  2PM  morts.  each  $6.0';0.  2 
prior  morts  $14,000  each.  3  yrs.  (!7r.   June  29.  1906.   (i:l(!'24.      12.000 

Maas.  Sophie  to  Gustavus  A  Rogers.  Division  St.  No  97,  s  s,  110.10 
w  Pike  st,  24.11x64,10x25.4x(34.11  to  beginning.  Dec  7,  1905, 
installs, —%.     June  30,  1906.     1:282.  '  5,000 
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McQuirk,  Peter  and  Chas  Lane  with  EMIGRANT  INDUSTRIAL, 
SAVINGS  BANK.  43d  st,  No  345,  n  s.  200  e  9th  av,  25x100.4. 
Subordination  agreement.     June   -0,   lOOU.     4:1034.  nom 

Moses.  Rachel  to  Annie  Weiss.  Stanton  st.  No  SIC,  n  s,  49.5  w 
Goerck  st,  20.7x75.  P  M.  Prior  mort  $15,000.  May  1,  3  yrs,  6%. 
June  30,  190(!.     2:3.30.  9,000 

McKinless,  Wm  H,  of  Brooklyn,  to  the  MERCANTILE  TRUST  CO, 
trustee.  .3Sth  st,  No  107,  n  s,  100  w  Oth  av,  20x98.9.  June  29, 
due  July  1,  1909,  4%7p.     June  30,  1900.     3:814.  35,000 

Moore,  Sophie  to  William  H  Palmer.  91st  st,  Nos  3.50  and  352, 
s  a,  150  w  1st  av,  runs  s  100.8  x  e  50  x  n  100.8  x  w  50  to  begin- 
ning.    June  29,  5  yrs,  0%.     June  30,   190G.     5:1553.  4,000 

Mayer,  Theo  A  to  Allan  Marquand  et  al  exrs  Henry  G  Marquand. 
75th  st.  No  41,  s  s,  240  e  Columbus  av,  20x102.2.  June  28,  5 
years.  4%%.     June  29,  1900,     4:1127.  31,000 

Same  to  Realtv  Purchasing  &  Mortgage  Co.  Same  property.  Prior 
mort  $31,000.     June  28,   1  year,  G%.     June  29,  1903.     4:1127. 

5,000 

Mendelsohn,  Moses  and  Sigmund  with  Harriet  A  Caswell,  125th  st, 
No  513,  n  s,  209  w  Amsterdam  av,  25x99.11.  Extension  mort. 
June  25.     June  29,  190li.     7:1980.  nom 

McGuirk,  Peter  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
43d  st,  No  345,  n  s,  200  e  9th  av,  25x100.4.  June  29,  1900.  3 
years,  5%.     4:1034.  18.000 

McGowan,  Jane  to  Isaac  W  Bernheim.  84th  st,  No  103,  n  s,  100 
w  Columbus  av  22.4x102.2.  P  M.  June  28,  1  year,  5%.  June 
29,  1900.     4:1215.  0.500 

Mackay-Smith,  Virginia  S  and  Helen  S  as  trustees  Ellen  E  Ward 
of  trust  in  favor  of  Wm  C  Stuart  with  Louise  Albrecht.  142d  st. 
No  310,  s  s  225  w  8th  av,  25.3x  irreg  x25x99  11,  Extension 
mort.     Apr  15,  1905.     July  5,   1900.     7:2043.  nom 

Neadle,  Jacob  to  County  Holding  Co.  35th  st,  No  34.  s  s,  455  w  5th 
av,  20x75.3,  2  yrs,  51^%.     June  30.  1906.     3:830.  75.000 

Nierenberg,  Morris,  Louis  Jaffe  and  Moses  Rubinsky  to  North 
American  Mortgage  Co.  07th  st,  n  s,  425  w  Amsterdam  av, 
100x100.5.  June  28,  due  Nov  28,  1906,  6%.  June  30,  lOfHi. 
4:11.59.  23,000 

Nierenberg,  Morris,  Louis  Jaffe  and  Moses  Rubinsky  to  North 
American  Mortgage  Co.  C7th  st,  n  s,  425  w  Amsterdam  av, 
100x100.5.  June  28,  due  Nov  28,  1006,  0%.  June  30,  1906. 
4:11.59.  52,003 

Nierenberg,  Morris,  Louis  Jaffe  and  Moses  Rubinsky  to  Simon 
Uhlfelder  and  ano.  07th  st,  n  s,  425  w  Amsterdam  av,  100x100.5. 
Prior  moTts  $75,000.  June  28,  demand,  (i7c.  June  30,  1906. 
4:1159.  15,000 

Neumann,  Morris  to  TRUST  CO  OF  AMERICA.  77th  st.  No  233, 
n  s,  305  e  3d  av,  25x102.2.  July  2,  3  years,  5%.  July  3,  1900. 
5:1432,  24,000 

Nacht.  Isaac  to  Peter  McGinn.  3d  av.  No  1883,  n  e  cor  104th  st. 
No  201,  20x100.  P  M.  Prior  mort  $17,500.  July .2,  5  years,  5%. 
July  3    1906.     6:10.54.  14..500 

Orlans,  Nathan  and  Isaac  Salmanowitz  to  Morris  P  Joachim.  9th 
St.  No  .337,  n  s,  175  w  1st  av,  25x92.  P  M,  Prior  mort  $23.- 
000.     July  2.  5  years.  C<J.     July  3.  1906.     2:451.  9  000 

Oppenheimer,  Martha  wife  Herman  Oppenheimer  to  Henry  A  James 
trustee.  85th  st  No  153,  n  s,  209.6  e  Amsterdam  av,  17.6x97.6. 
P  M.     July  3    1900,  3  years,  4%7c.     4:1216.  17,500 

O'Donohue,  Teresa  M  J  to  Allan  Marquand  et  al  exrs,  &c,  Henry  G 
Marquand  dec'd.  0th  av.  No  663,  w  s  79.9  n  38th  st,  19x60. 
P  M.     July  2,  3  years,  6%.     July  3,   1906.     3:814.  30,000 

Osk.  Marcus  L  and  Isidore  Edelstein  to  Julius  Miller.  40th  st. 
No  455,  n  s,  140  e  10th  av,  20x98.9.  Prior  mort  $3,000.  June 
28,   due  July  2,   1009,  6%.     July  3    1906.     4:10.50.  5,000 

O'Callaghan,  Judith  to  Chelsea  Realty  Co.  Park  Terrace  West,  w 
s,  203.9  n  215th  st,  50x100.  P  M.  Prior  mort  $3,040.  July  2, 
due  May  29    1910,  41/2%.     July  3    1906.     8:2243.  950 

Oussani  Construction  Co  to  North  American  Mortgage  Co.  Ca- 
thedral Parkway,  n  s,  2.50  w  7th  av,  100x70.11.  Prior  mort 
$45,n00.     June  30,  1906,  due  Nov  2,  1906,  6%.     7:1826.  25,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  30.   1906.     7:1826.  

Same  to  same.  Same  property.  Due  Nov  2,  1906,  6%.  June  30, 
1906.     7:1826.  45,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  .30,  1906.     7:1826.  

O'Rourke,  Eliz  C  to  Gustav  Kaufmann.  78th  st.  No  173,  n  s,  30 
e  Amsterdam  av,  22.6x102.2.  5  yrs,  4V.%.  June  29,  1906. 
4:1150.  22.000 

Odes,  Philip  and  Fannie  to  Kaufman  Sasserath.  102d  st.  No  173, 
n  s,  15().(!  w  3d  av,  27x100.  il.     P  M.     Prior  mort  $14,000.     June 

28,  3  yrs,  r,%.     June  29.   190t;.     6:l(i30.  4,000 
O'Beirne  or  Beirne,  Mary  C  to  EMIGRANT  INDUSTRIAL  SAVINGS 

BANK.     20th  st.  No  238,  s  s,  144  w  2d  av,  22.x92.     3  yrs,  5%. 

June  30,   1906.     3:900.  21,000 

O'Grady.  John  J  to  Sobel  &  Kean.     105th  st,  s  s,  100  w  Columbus 

av,  runs  s  100.11  x  w  84.9  x  n  40.4  x  again  n  94.2  to  s  s  10.5th 

st   X   e   171.6   to   beginning.      P  M.     June  30,   1906,  2  yrs,   — %. 
•7:1859.  8.500 

110th  Street  Company  to  Geo  S  Yerbury.     22d  st,  Nos  217  to  221 

n  s.  228.9  e  3d  av,  56x75.    June  29,  demand,  67o.    June  30,  1901!. 

3:903.  2..500 

Orenstein.    Jacob    to    Hyman    I    Josephson.      Broome    st.    No    280, 

n  s,  44.2  w  Allen  st.  20x75.     P  M.     Prior  mort   $14,000.     June 

29,  due   Jan   1,   1909,  {;%.     June  30,   1906.     2:414.  1,7.50 
Preiskel.  Moses  D  and  Philip  Richmond,  Passaic,   N  J,  to  Michael 

H  Eisman.  King  st,  Nos  Ki  and  18,  s  s,  192  w  McDougal  st, 
42x75.     P  M.      Prior  mort  $40,000.     June  29,  5  yrs,   6%.     June 

30,  1906.     2:519.  1.5,.500. 
Preiskel,  Moses  D  and  Philip  Richmond,  Passaic,  N  J,  to  Michael 

H  Eisman.  King  st,  Nos  12  and  14,  s  s,  148  w  McDougal  st 
7.5x44x75.  P  M.  Prior  mort  $41,000.  June  29,  5  yrs  G% 
June  30,  1906.     2:519.  16,000 

O'Rourke,  Frank  to  DeWitt  C  Flanagan  and  ano,  trus,  &c.  7th 
av.  No  170.  Saloon  lease.  June  23,  demand,  6%-  June  30 
1906.    3:770.  5,000 

Pag  Co  of  N  Y  to  S  Charles  Welsh  trustee  for  Wm  B  Welsh  61st 
st.  No  226,  s  s,  285  e  3d  av,  20x100,8,  P  M.  July  2,  5  years 
— %.     July  3.   1906.     5:141.5.  15,500 

Peper.  Wm  F  to  Sterling  Realty  Co.  Amsterdam  av,  No  2188  w  s 
40  s  IGOth  st,  40x100.  July  2,  3  years,  — %.  July  3,  190(i.' 
8:2125.  45  000 

Pierce,  Howard  W  to  Jessie  D  Bowne.  58th  st.  No  118,  s  s  2''0 
w  Lexington  av,  19x100.5.  P  M.  June  29,  1  year,  5%.  July  3 
1906.    5:1312.  7  000 


Phillips,  Louis  and  Solomon  with  Geo  H  Draper.  Madison  st,  Nos 
244  and  240.     Extension  mort.     Jan  23,     July  3,  1906.     1:270. 

nom 

Popper,  Julius  to  Fredericke  Schaefer  trustee  Geo  Schaefer.  60th 
St.  No  150,  s  s,  230  w  3d  av,  20x100.5.  P  M.  July  2,  2  years. 
5%.     July  3,   19U6.     5:1394.  _     25,000 

Pincus,  Alexander  H  to  Anna  M  Jeroloman.  34th  st.  No  2.58,  s  s, 
173.6  e  8th  av,  13.3x84.6;  interior  lot,  c  I,  blk  33d  and  34th  sts, 
173  6  e  8th  av.  runs  e  2IJ.0  x  n  14.3  x  w  26.6  x  s  14.3  to  begin- 
ning.    P  M.     July  2,  3  years,  5%.     July  3,  1900.     3:783.  35.000 

Peeples,  Marjorie  to  James  Lucas.  127th  st.  No  268,  s  s,  210.8  e 
8th  av,  16.8x99.11.  P  M.  Prior  mort  $6,000.  July  2,  due,  &c. 
as  per  bond.     July  3,  1906.     7:1032.  2.300 

Pettit.  Mary  E  to  Alonzo  B  Kight.  97th  st,  No  41,  n  s,  420  w 
Central   Park   West,   20x100.11.     July  2,   demand,  — %.     July   3, 

1906.  7:183.3.  16  000 
Pettit,  Mary  E  to  David  S  Ritterband,     97th  st.  No  39,  n  s,  402  w 

Central  Park  West,  18x10(1.11.  P  M.  July  2,  due  Aug  1,  1906, 
— 7r.     July  3,  1906.     7:18.33.  4,000 

Portman,  Isaac  to  Dora  Portman.  Lewis  st.  No  12,  e  s,  1.50  n 
Grand  st,  25x100.  Due  July  1,  1907,  0%.  June  30,  1906. 
2:320.  1.750 

Punchard,  Henry,  Lake  Hopatcong,  N  J,  to  EAST  RIVER  SAV- 
INGS INST,  Water  st.  No  432,  n  w  cor  market  slip.  No  93, 
51x20.     June  29,  1906,  due  June  30,  1911,  5%.   -1:2.50.  8,000 

Posner,  Bene  to  Annie  Wolburg.  5th  st,  Nos  306  and  308,  s  s, 
143.2  e  2d  av,  42x96.2.  All  title  to  strip  0.2  3-4x90.2  on  East. 
P  M.     June  28,  due  June  1,   1912,  67c.     June  29,   1906.     2:446.' 

11,000 

Pescia,  Enrico  V  to  Bernard  Cohen.  Morton  st.  No  14,  s  s,  about 
1.50  w  Bleecker  st,  25x95.  P  M.  3  yrs,  57c.  June  29.  1906. 
2:. 586.  2(i.000 

Plerpont,  Geo  M  to  TITLE  GUARANTEE  &  TRUST  CO.  7th  av, 
Nos  421  and  423,  n  e  cor  .33d  st,  Nos  1.59  and  101,  runs  n  39  x  e 
00. (!  X  n  39  x  e  19.9  x  s  78.1  to  st  x  w  89.3  to  beginning.     June 

29,  1906,  due  July  1,   1908,  —7c.     3:809.  200.000 
Post,    Geo    B    to    TITLE    GUARANTEE    &   TRUST    CO.      Lexington 

av.  No  944,  n  w  cor  09th  st.  No  129,  20..5x67. 10x20.5x77. 10;  Lex- 
ington av.  No  94(i,  w  s,  20.5  n  69th  st,  20x78.  June  22,  1  yr, 
— 7r.    June  29,  1906.     5:1404.  56,000 

Pollak.  Marcus  to  State  Realty  &  Mortgage  Co.  Broadway,  n  e 
cor  161st  st,  99.11x99.10.  June  26,  1  yr,  67c.  June  29,  1906. 
8:2120.  138,750 

Rosenfeld,  Saml  and  Abraham  Gelber  to  St  Luke's  Home  for  Aged 
Women.  Stanton  st.  No  126,  n  e  s,  127.0  n  w  Norfolk  st,  22. Ox 
98.2.     June  27.  5  yrs,  .57r.     June  30.  1906.     2:3.55.  25,000 

Rosenblum,  Rachel  to  Harford  B  Kirk.  94th  st.  No  00,  s  s, 
180.ti  w  Park  av,  27x100.8.  P  M.  3  yrs,  5%.  June  29,  190li. 
5:1505.  25,000 

Rosenblum,  Rachel  to  Harford  B  Kirk.  94th  st.  No  62,  s  s,  234.6 
w  Park  av,  20.0x100.8.    P  M.    June  29,  1906,  3  yrs,  5%.    5:1.505. 

23.000 

Rosenthal,  Saml  to  Edw  Russ.  Clinton  st,  Nos  182  to  186,  e  s, 
2.50  s  Grand  st,  52.6x54x70x100.  1  yr,  67c.  June  29,  190(i. 
1:314.  8,000 

Ryshpan,  Max  to  STATE  BANK.  Ridge  st,  Nos  128  and  130,  e  s, 
94  s  Stanton  st,  31x100.  June  25,  25  months,  secures  notes, 
6%.     June  30,   1906.     2:.344.  6,000 

Ramsfelder,  Saml  to  Joseph  Lichtenstein.  110th  st.  No  35,  n  s, 
323.1   e  5th  av,  46.10x100.11.    P  M.    June  29,  3  yrs,  67o.    June 

30,  1906.     6:1616.  3.200 
Rosenfeld,   Solomon  to  Hauben  Realty  Co.     Perry  st,   Nos  .50  and 

.52,  s  e  cor  4th  st,  Nos  259  to  2(>3,  runs  s  73.3  x  e  50  x  n  7.3.5  x  w 
.50  to  beginning.  P  M.  June  29,  due  June  27,  1910,  Q%.  June 
30,  190(1.     2:012.  4,750 

Ripley  Realty  Co  to  City  Investing  Co.  Amsterdam  av,  Nos  261 
to  207,  n  e  cor  72d  st.  No  109,  102.2x118.     June  29,  due  Jan  1, 

1907,  —%.     June  30,  1906.     4:1144.                                         315,000 
Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  20,    June  30,  1906.     4:1144.  

Ripley  Realty  Co  to  City  Investing  Co.  Amsterdam  av,  Nos  269 
to  275,  s  e  cor  73d  st,  Nos  170  and  172,  102.2x119.2.  June  29, 
due  Jan  1,   1907,  —7.     June  30,  1906.     4:1144.  365.000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  29,     June  30,  1906.     4:1144.  

Rubin,  Max  to  Simon  Uhlfelder  and  ano.  llSth  st,  Nos  516  to  524, 
s  s,  248  e  Pleasant  av,  125x100.11.  Prior  mort  $90,000.  June 
29,  demand,  67c.     June  30,  1906.     0:1716.  12,706 

Rubin.  Max  to  North  American  Mortgage  Co.  118th  st,  Nos  .510  to 
524,  s  s.  248  e  Pleasant  av,  125x100.11.  June  29,  due  Aug  29 
1906,67c.     June  30,  1906.     0:1716.  90  000 

Rosenthal,  Geo  H  to  LAWYERS  TITLE  INS  &  TRUST  CO.  Park 
av,  n  e  cor  101st  st,  No  101,  75x16.6.  P  M.  July  2,  1  year,  5%. 
July  3,  1906.     6:1629.  6,.5O0 

Ruther,  Gustav  E  to  Bertha  Feldhausen.  5th  av.  No  2160,  n  w  cor 
132d  St.  No  1,  24.11x110.  P  M.  July  2,  4  years,  67o.  July  3, 
1900.     0:1730.  7  500 

Rothmann.  Wm  C  to  De  Witt  C  Flanagan  and  ano  trustees.  &c. 
2d  av.  No  .38.  Saloon  lease.  June  28,  demand,  G%.  June  29, 
1906.     2:444.  12.000 

Rosenblum.  Rachel  to  Harford  B  Kirk.  94fh  st.  No  64,  s  s,  207.6 
w  Park  av,  27x100.8.     P  M.     June  29,  1906,  3  years,  57c.  5:1.505. 

25,000 

Realty  Holding  Co  to  County  Holding  Co.  20th  st.  No  24  s  s, 
420  w  5th  av,  25x92.     P  M.     June  29,  1906,  demand,  57c.    3:821. 

44.000 

Rosenblatt,  Clara  to  Jacob  Klingenstein.  ,58th  st,  No  407,  n  s, 
106.5  e  1st  av.  16.8x100.4;  .58th  st.  No  405,  n  s.  88.10  e  1st  av, 
17.7x100.4.    P  M.    June  20,  2  years,  67o.    June  29,  1906.    5:1370. 

8500 

Rosendorf,  Hugo  D  to  Emma  B  Knapp  and  ano,  trus  Shepherd 
Knapp.  28th  st,  No  2.36,  s  s,  137.6  w  2d  av,  37.6x98.9.  July  2 
1900,  5  yrs,  57c.     3:908.  38,000 

Rehtuss,  Geo  to  Karl  Rehfuss,  36th  st.  No  419,  n  s,  275  w  9th 
av.  25x98.0.  P  M.  Prior  mort,  $4,000,  July  2,  1906,  5  yrs,  .5%. 
3:734.  10,000 

Rosenberg,  Esther  to  U  S  Grand  Lodge  of  the  Independent  Order 
Sons  of  Benjamin,  a  corporation.  Madison  st,  No  242,  s  s,  171  w 
Clinton  st,  25  (>x99.  July  1,  190G,  due  Feb  1,  1910,  4V.7c.  July 
2,  1906.     1:270.  "         30,000 

Roemer,  Emily  M,  Brooklyn,  N  Y,  to  East  River  Realty  Co  of  N  J. 
Av  D,  n  e  cor  13th  st.  —  to  s  s  14th  st  x —  to  e  a  Tompkins  st 
X  s  —  X  w  —  to  beginning,  with  all  right,  title  and  interest. 
P  M.    July  1,  4  years,  4^7o.    July  3,  1906.     2:370.  155,000 


The  text  of  these  pages  Is  copyrlsbted.     All  rights  are  reservel    Notice  i*  ber«by  given  that  intrmgement  wUl  lead  to  prosecution. 


July  7,  1906 


Mortgages 


RECORD     AND      GUIDE  Manhattan 


39 


GAS  COOKERS    ^    GAS  HEATERS 

I    SOLVE  THE  FUEL  PROBLEM        : 


We  Rent  a 
Qas    Range 

$3 

Per    Year 


A  handsome  up-to-date  line  of 
appliances  may  be  seen  at  our  offices 


CLEANLY,  EFFICIENT,  ECONOAIICAL 


J 


We  Rent  a 
Qas     Rang«i 

$3 

Per    Year 


CONSOLIDATE.D  GAS  COMPANY  OF  NEW  YORK 


Rnthpr  Gustav  E  to  Fr^rtk  Otterstedt.  5th  av.  No  21'"0,  n  w  cor 
IS^d  Jt  No  1.  24.11x110.  P  M.  Prior  mort  $43,000.  July  2. 
3  vpars    fi%.     Julv  3    190fi.     (1:1730.  l.'i.OOO 

Rohblns  .Tiooh  fn  Elizabetha  Keller.  lOOth  Rt,  No  22fi.  8  s.  ISO  w 
?d  nv  25x10011.  July  2,  due  Nov  1,  1909,  5%.  July  3,  1900 
6:1049.  19.000 

Reich  Max  K  R  to  Emma  L  Slmoson  et  al.  Central  Park  West, 
No  24,S,  w  s.  25  s  R5th  st,  20x100.  P  M.  July  2,  5  years,  4i^%. 
July  3.  190r,.     4:1108.  31,500 

Roe  Israel  J  to  Samuel  B  Hamburger  and  ano  trustees  for  Fannie 
Cohen  will  Wm  Cohen.  9.Sth  st.  No  310.  s  s.  175  w  West  End 
av,  18x100.11.    P  M.  July  2,  3  years,  —%.    July  3,  1900.  7:1887. 

15  000 
Rospnb'Ttt.  '.ena  to  Mary  A  Rnlmond.     5th  av    No  2104   w  s.  51  11 
n'132d  st,  37x100.     July  2.  3  years,  5%.     July  3,  1906.    6:1730. 

25  000 
Roopiiblum.    Fannie    to    Townsend    Wand^ll    exr   Nafhl    W    Hooker. 
2''d  st    No  '^35,  n  s,  1.50  w  2d  av,  25x98.9.     July  2,  5  years.  S'^,. 
Jiilv  3.    1900.     3:903.  22  000 

Rohinson  Geo  H  to  County  Holding  Co.  40th  st.  No  119,  n  s.  abt 
]?5  w  I  evine;ton  av  25x%  blk.  P  M.  July  2,  1  year,  4V,%. 
July   3,    1906.     5:1205.  5OO00 

Same   to  same.      Pame  property      P  M      Prior  mort  $50,000.      Jnlv 

2  d"e  Dec  2,  1906.  6<y^,     July  3    1906.     5:1295.  4  000 
Rlnfk'if-ff    Wm  p  to  Mar<'t   E  Morris.     .5.3d  st    n  s.  2.34  e  1st  av, 

20x1^X15;   .'^Sd  St.  n  3    "54  e  1st   av.  20x100.5.     July  2,  due.  *c. 
PS  n"r  bn"d.     .Inly  3.   1906.     5:1365.  13,000 

Roeh'-ich.  W^m  G  Jr  North  Bereen.  N  J.  to  Jacob  S"hlosser.  Av 
A.  No  1745,  s  w  cor  91st  st,  Nos  442  and  444,  25.10x94.     Julv  1. 

3  years    .5^/^.     ,Iuly  3    1906.     5:1.570.  25  000 
Repnttl     Benedetto    Glacomo  Bozzo  and  Francesco  Fasee  to  Marort 

.1  O'Keofp  et  al       Pearl  st.   No  479,  w  s,   abt  50  e  Hull   nl.  26  8x 
92x25x78.6  n  s.     P  M.     July  2,  5  years.  5%.    July  3,  190C.  1:159 

23  000 

Stern.  Moses  D  to  Franoig  A  Goetz.      105th  st.  No  58,  s  s.  164  4  e 

Cni"-lius  av,  33.3x100.11.     July  1,  5  years,  5%%.     July  3,  1906 

7:1840.  7.500 

Sessa,    Li'"!*    to    Henrietta    Rapp.      l?1st   st.    No    316     s    s.    160    e 

2d  av,  20x100.11,     July  2,  5  years,  5%.     July  3,  1906,     6:1797, 

gold.  8.000 
Shaniro.    Lester    M.    Isaac    TJntz    and    .Tulia    Dorfman    to    Annie    C 
Mabnlfon       10th   st.  No  "54.  s  s.   100  e  1st  av,   rnns  s  46  "  x   w 
"10  X  s  "3  1  X  e  10  X  s  23  to  c  1  blk  x  e  28  x  n  92  3  to  s  s  10th  at 
X  w  "<«  to  hpginni".'.     P  M.     June  29.  due  Dec  29,  1906,  —"^^. 
June  30    1906.     2:437.  11.?.50 

Santpr.  Wi'li-m  to  Helene  E  Bachmann.  31th  st.  No  31*?.  s  s.  200 
w  Sth  av.-  ?5x9<!9.  P  M.  Prior  mort  ?17,000.  July  2.  3  years 
.5e/r.     Julv  3    1906.     3-7.57.  .  20  000 

Scbmitt.  Chai-Ips  to  Fannie  De  Kevser.  89th  st.  No  "16,  s  a  160 
e  3d  av,  25x100.8.     P  M.     3  years,  5%.     July  3,  1906.     5:153t 

18  000 
Spiro.  .Toachim  to  Adolnh  Hirsch.     6th  st.  No  748.  s  s,  133  -w  Av  D 

?t'v97.     May  21    4  vears.  nr/r.     July  3.   1906,  4  000 

Sie^ler  ffam'ipl  and  Julii's  to  Samuel  Parmss  and  ano,  126th  st. 
>Tos  "'".7  and  260.  n  s.  100  e  Sth  av.  45x90  11,  p  M  Prior  mort 
J47  000      Julv  2,  2  years.  Ofi'r.     July  3.   1906.     7:19.32.  11.000 

Smith.  Kate.  Gunther  Park,  Yonkers,  N  Y,  to  H»'-bprt  Tj  May. 
Jansen  av.  n  w  s.  .330  9  n  e  Tprrace  -View  av.  63x101  2y7S..5x100. 
P  M  Prior  ,T,Art  $18,000.  July  2,  due  Apr  26,  1907,  0%.  Julv 
3.  1906.      13:3402.  2  000 

Steets    T,oMio  to  Jacob  Saalberg.     Sth  av.  No  606.  e  s.  49  5  n  39th 


Spcktorsky,  Hyman  to  Joseph  Spektorsky.  Norfolk  st,  No  83,  w  s, 
125  s  -w  Delancey  st,  25x100.  Prior  mort  $18,000.  June  27  2 
years.   (;%.     June   29.    190().     2:352  12,000 

Spektorsky,  Hyman  to  Joseph  Spektorsky.  Bldridge  st.  No  40,  e  s, 
100,5  n  Canal  st,  25x109.  Prior  mort  $17,000.  June  27,  due  May 
1.  1908.  G%.     1:300.  14,000 

Schultz,  Joseph  to  Jos  Schultz  as  guardian  Fredk  Schultz.  Prince 
St.  No  118,  s  s,  802  w  Greene  st,  20x71.2x20x71.3.  June  25  5 
years.  5%.     June  29,  1906.     2:500.  2  000 

Siff.  Louis  to  Mark  L  Abrahams.  '  120th  st.  No  204,  s  s,  100  w 
7th  av.  37.6x100.11.  p  M.  Prior  mort  $55,250.  June  28,  1  year 
6%.     June  29,  1906.     7:192.5.  3  500 

Schlaeppi,  Andrew  to  N  Y  SAVINGS  BANK.  2d  av,  No  74,  s  e  s. 
abt  25  n  4th  st,  24x100.  July  2,  5  years,  4V2%.  July  3,  1906. 
2:446.  23,000 

Stelngester,  John  to  William  Feld'iausen  exr  and  trustee  will  of 
Wm  Grupe.  Greenwich  st,  No  338,  w  s,  48,10  n  Jay  st,  runs  w 
90  x  n  17.8  X  e  8,2  x  n  4.4  x  e  81,8  x  s-  22  to  beRinning:  Wash- 
ington St.  No  325,  e  s,  46,6  n  Jay  st.  20x71.9x20x72.     P  M.     July 


1   year,   .5%.      July  3,    1906,      1:182, 


30.000 


years. 


st    24  4x100.     P  M      Prior  mort   $35,000.     July  2,  2 

Julv  3.  1906.     3:789.  12.000 

Spovtn.  Moses  aid  Jo=pnh  Sh"h  to  Louis  Gordon.     Sullivan  st.  No 

2.30    n  w  s.  95  1    s  3d  st,  20.10x50.     P  M.     July  2,  1  year,  6%. 

Julv  3.   1906.     2:.540.  3  000 

Seihert.  T,aura  wife  August  to  Ottilie  S  Selbert.     57th  st.  No  114. 

s  s.  104.6  w  Lexington  av,  20x100.5.     2  years,  4%.     July  3,  1906, 

5:1311.  Vr.00 

Schlemmer.  Charles  to  Louise  Gucker.     Houston  st,  n  a.   150  e  "d 

av,   25x99.6.      July   2,   3   years,   4i^%.      July   3,    1906.      2:442» 

25.000 
Schwah     Abraham    to    Anna    M    P'ncknev    et    al.       Lexington    av, 
No  582.  w  s,  60-5  n  51st  st,  20x90.     P  M.     July  2,  5  years.  5'^^, 
Julv  3.  1906.     5:1306.  15O00 

Smith.  Augustine  J  with  Wm  J  Farrpll.  135th  st  No  170  s  s  300 
e  7th  av,  25x99.11.  Extension  mort.  May  23.  July  5,  1906. 
7:1919,  nom 

Singer,  Mendel  to  Rosa  Gentzlinger  extrx  Henry  Oentzllnger.  .5th 
st  No  223.  n  s.  abt  275  w  2d  av.  25x97.  P  M  Prior  mort  .?20  - 
000.      Jnlv  2.  6  vears,  6^^.      July  3,   1906,     2:461.  12  000 

Selbert  Dora  to  rnrr^p  Mvers  and  ano  lOSth  st.  No  67,  n  s  170 
w  Park  av,  17x100.11.  P  M.  July  1,  2  years,  6%.  July  3,  1906. 
6:1614.  3.1.50 

Strands    Abraham  to  Amalie  Seldner.     Av  C,  No  201.  w  s,  51  n  1"th 

St.  "5x70.     P  M.     July  2.  1906.  5  yrs.  5"/,,.     2:395.  13.000 

Schelhel  Adolnh  to  Bernard  Frennd  84th  St.  Nos  158  to  162. 
s  s.  93.6  ^'  3-1  av,  3  lots,  each  27x102.2.  3  morts,  each  $"5,000. 
July  2.  1906.  3  vrs.  6^,.     5:1512.  gold    75,000 

Stern,  David  and  Jacob  Lien  to  Martin  Engel.  3d  st.  No  88.  s  s, 
50  1  e  Sullivan  st.  25x76,3  P  M  Prior  mort  $21,500.  July  9. 
1906.    due    July    1.    1908.    6%,      2:.5.39.  4,.500 

Spies  Abraham  and  Stanislaus  N  Tuckraan  to  Arthur  Fishmann 
and  ano,  exrs  Annie  Fishmann.  Rivineton  st.  No  118.  n  s,  40  e 
Fssev  st  "0x75  P  M.  Prior  mort  $15,000.  June  29.  5  yrs,  6^/^. 
July  2.  1906.     2:.354.  5,000 

Stra,,ss.   Abraham  to  Amalie  Seldner.     Av  C.  No  202,   e  s,  51  9  n 

12th  St.  25  9x62.6.     P  M.     July  2.  1906,  5  yrs    5%.  2:3S2.     12.500 
Sp'-es.    Ahratiqrr,    ani   Stanislaus   N  Tuckman   to   LAWYERS   TIT'.E 
I^'S  &  TRUST  CO.     Rivinfton  st    No  118.  n  s,  40  e  Essex  st,  20x 
74  11.     p  M.     June  29.   1906.  5  years.  5%%.     2:354.  15.000 

Scat-'o  Domenico  to  De  Witt  C  Flanagan  and  ano  as  trustees, 
117th  St.  Nos  428  to  432  East.  Saloon  lease.  June  29,  1906,  de- 
mand. 6%.  6:1688.  1200 
Sniffin  ATary  C.  Mad'son,  N  J,  to  TITLE  GUARANTEE  &  TRUST 
CO  9th  st,  Nos  423  to  429.  s  w  cor  34th  st  79x80.  Pr'or  mort 
$15  000,  Ji'ne  28  due  Nov  1,  1006.  June  29.  1906.  3:731,  2.500 
Sfci-afico    ni"srn-.e  to  Dav'd  Baum,     Hester  st,  Xo  174.  s  s    100  w 

Mott  Et,  2.5x100,     P  M,     June  29,  1906,  3  years   .5%,     1:"0.5.     35  000 
Sa'ne  to  same.     Same  propertv.     p  M.     Prior  mort  $35,000.     Junn 
20,  1006,  5  years,  0%,     1:205.  15,000 


Schoenberger.  Adolph  to  Franklin  B  Lord  and  ano  trustees  Richd 
S  Ely.  110th  st,  Nos  57  and  59,  n  s,  246,8  w  Park  av.  33, 3x 
100.11,      July  2,   due   Aug   1,   1911,   5%.     July  3,   1906.     6:1616. 

36  000 
Schoenberger.  Adolph  to  Samuel  Sindeband,     110th  st.  Nos  57  and 
.59.  n  s.  246,8  w  Park  av,  33.3x100,11.     Prior  mort  $36  OOO.     July 
2.  due  May  28.  1911.  6%.     July  3,  1906.     6:1616,  9.400 

Scharmann  John  to  Emil  Gabler.  llSth  st.  Nos  526  to  .5.30,  s  s. 
37.3  e  Pleasant  av.  runs  e  75  x  s  100,11  x  w  2.5  x  s  100.11  to 
117th  st,  Nos  .5.35  and  .537,  x  w  ,50  x  n  201.10  to  beginning.  July 
2    1906,  5  years,  4%%.     0:1716.  20.000 

Schreiner.  Arthur  to  Hoffman  Realty  Co,  Manhattan  av.  No  443, 
w  s,  ,50,11  s  n9th  St.  2.5x100.  P  M.  July  2,  due  July  1,  1909 
6%.     July  3    1906.     7:194.5.  5  000 

Springer,  Philip  and  Bernhard  Cooperman  to  Louis  Lesser.  Stanton 
St.  No  292,   n  s.   66,8  e  Cannon   st,  33.4x75.     P  M.     July  1.   in- 
stalls, 6%.     July  3.  1906.     2:3.30.  7.000 
Snydecker.   Isaac  E   to   Meyer  Chapkowsky.     Manhattan   st.   Nos  5 
and  7.  w  s.  92, .5  n  Houston   st.  2  lots,  eogether  in  size  50.3x62. 
2PM   morts    each  $2000;   2  prior  morts  aggregating  $33000. 
July  1.  3  years,  6%.     July  3,  1906.     2:357.                                   4.000 
Snydecker.   Isaac   E   to   Meyer  Chapkowsky.      Manhattan   st.   No  .3, 
w   s.    67.4   n   Houston   st     25.1x62.      P   M.      Prior   mort  $16  000. 
July  1,  3  years.  67r.    July  3.  1906.     2:3.57.                                      1  000 
Schlesinger    Adolph  to  Garson  Kamen.     24th  st   No  231,  n  s,  200  2 
w  2d  av.  29.4x9S  9.     P  M.     Prior  morts  $36,500.     July  2,  4  years. 
6%.'  July  3,  1906.     3:90-5.                                                                 5  000 
Silverman    Emil  to  Marv  G  Richardson.  Amsterdam  av.  No  86    w  s, 
75.5    n    63d    st,    25x100.      July   3.    5   years,    5%.      July   3,    1906 
4:11.55.                                                                                                        25  000 
Schramm.  Antonia  J  to  Sara  S  Bolwell.     131st  st.  No  .53    n  s.  260  e 
Lenox  av,  25x09,11.     July  2,  3  years,  6%.     July  3,  1906.  6:1729. 

2  500 
Silverman.  Emil  to  Ida  Kraus  and  ano.  Amsterdam  av.  No  86.  w  s, 
75.5  n  63d  st,   25x100.      Prior  mort  $25,000.     July  3,   1906,   in- 
stalls 6%.     4:11.55.  5,150 
Stroh,  Isaac  and  Jacob  to  Sundel  Hyman.     Grand  st,  No  570.  n  s, 
about  .50  w  Goerck  st,  25x75;   Grand  st.  No  .572,  n  s,  about  25 
w  Goerck  st,  25x75.     P  M.     June  28,  1  yr,  6%.     June  29,   1906, 
2:. 326.                                                                                                   11.000 
Sorkin.  Louis,   Antonio  Riccardi,  Tommaso   Laguidara  and  Catello 
Cavalliere     to     Frank     Hillman     and     ano,       Houston     st.     Nos 
484   and   486.    n   w   cor   Goerck   st.    Nos    147   to    151,   .50,3x68,6. 
Building  loan.      Prior  mort  $69.1.50.     June  22.   1   yr.  6%.     June 
29,  1906,                                                                                              28.000 
Same  to  same.     Samp  property.     P  M,     June  22,  1  yr,  G%.     June 

29.   1906,  6%.    2:,3.56.  14.1.50 

Sorkin.  Louis,  Antonio  Riccardi.  Tommaso  Laguidara  and  Catello 
Cavalliere  to  Frank  Hillman  and  ano.  Houston  St.  Nos 
478  to  482.  n  s.  .50  3  w  Goerck  st.  50x68.6.  Building  loan.  Prior 
Mort  $69,150.  June  22,  1  yr,  O^/r.  June  29,  1906.  2:3.56.  20  000 
Schmitt.  Martin  F  to  Andrew  Icken.  1st  av,  Nos  8"5  and  827. 
n  w  cor  46th  st.  Nos  3.51  and  .35.3.  runs  w  -SO  x  n  7.5  x  s  20  x 
s  22.6  X  R  60  to  ay  .x  s  .52  6  to  beginning  interior  strip  60  w  1st 
av  and  75  n  46th  st.  x  w  20  x  n  1.8  x  e  20  x  s  1.8  to  beginning. 
P  M,  Prior  mort  $16..50O,  June  4,  5  yrs.  5%%.  5:1339.  .30  000 
Scbroeder.  Henrietta  C  to  County  Holding  Co.  38th  st.  No  .30  s  s. 
395  w  5th  av.  25x9,8.9;  3Sth  st.  No  28,  s  s,  370  w  5th  av.  25x9S  9, 
June  29,  1906.  demand,  5%"/^,     3:8.39.  185.000 

Schneider  Rachel  L.  Jacob  and  Nathan  to  Jos  Wittner.  .3d  av. 
Nos  1097  to  1103,  e  s.  .50  5  n  64th  st.  2  lots,  each  37  6x10.5.  2  P 
M  morts  each  $21  ..500  2  nrior  morts,  each  $46,000.  June  "8. 
8  yrs.  O-yr.     June  29,  1906.     5:1419.  43  000 

Schiff  Harry  to. North  .American  Mortgage  Co.  '  111th  st,  Nos  .301 
to  318.  s  s.  110  e  ManliMttan  av,  1.50x106.2.  Prior  mort  $123  001. 
June  27.  due  July  28.  1906,  6%.  June  .30,  1906,  7:1846.  27.000 
Schiff  Harrv  to  North  .American  Mortsrage  Co.  111th  St.  Nos  304 
to  318  s  s.  110  e  Manhattan  av.  1.50x106.  June  27.  due  J"lv, 
190'!.    6'/,.      June   30.    1906.      7:1,846..  123,010 

Security  Mortgage  Co  to  Clara  H  Richards.  70th  St.  Nos  .304  and 
306.  s  s,  100  w  West  End  av.  70x104.4.  June  28,  due  Jan  1, 
1907.  er/r.     June  20.  1906.     4:11,86.  50  000 

Stern.  Louis  to  GERMAN  SAVINGS  BANK  in  City  N  Y.  East  End 
av.  Nos  90  and  92,  or  Av  B.  w  s.  26  s  84th  st.  2  lots,  each  25x.80. 
2  morts,  each  $15,000,  June  29,  3  yrs,  57r-  June  30,  1906. 
5:1580.  30,000 

Stokes.  I  N  PhelDS  to  G  Willett  Van  Nest,  Park  av.  No  976,  s  w 
cor  83d  St.  No  72.  7!^  6x90  p  M.  Prior  mort  $30,000.  May 
29,  1  yr,  — %.     June  29,  190.^     5:1491.  15.000 

Silverstein.  Joshua  to  Isidore  D  Morrison.  163d  st.  n  s,  100  e 
Broadway,  4  lota,  each  .''0x99.11.     4  morts.  each  $0,500.     4  prior 

morts  $ each.     June  30,  due  Jan  5,  1908,  6%.     June  30.  1906. 

8:2122.  26,000 

Silverstein,   Joshua   to   Isidore   D   Morrison.      163d   st,   n   s.  .300   e 

Broadway,   65x99  11.      Prior   mort'$ ■.      June   .30,    due   Jan   5. 

1908,  6%.     June  30,  1906.     8:2122.  8,000 

Sachs,  Etine  B  to  GERMAN  SAVINGS  BANK  in  Citv  N  Y.  Cherry 
St.  No  170.  n  s  37.2  e  Market  st,  runs  e  23.3  x  n  70  4  x  w  22.2  x 
s  36.11  X  k  0.2^  X  s  35.3  to  beginning.  June  29.  5  yrs,  ^^r. 
June  30.  1906.     1:254.  10,000 


Thf  text  of  these  pagei  Is  copyrisbted.     *"  rieht»  are  reserred.    Notice  1b  hereby  given  that  infi-itKremotit  will  lead  to  prosecution. 
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MAPLEDORAM  &  CO. 

-^  REAL  ESTATE  BROKERS 


Bay  Ridge  Property 
Our  Specialty 


Fifth  Ave.  and  79th  St.,  Brooklyn,  N.  Y. 

Telephone,  724  Bay  Eidge 
Branch  Office:  Bay  Ridge  Ave.  cor.  Fort  Hamilton  Ave, 


Silberstein,  Bertha  and  Mariamne  Rosenzweig  to  Margt  J  Thom- 
son.  Lenox  av.  No  475,  w  s.  23  s  13tth  st,  33.8x100.  P  M. 
Prior  raort  $28,000.     3  yrs,  — %.    June  20.  1900.    7;1018.  5,000 

Silverman,  Morris  to  Ray  Silverman.  Ludlow  st.  No  l.'iT,  w  s, 
7.5.4  s  Stanton  st,  25x87.0.  Prior  mort  $28,000.  June  30,  1900. 
5  yrs,  <V/(.     2:411.  1.5,000 

Schultz,  Simon  to  Lewis  V  Weil  and  ano.  74th  st,  No  492,  s  s,  125 
w  Av  A,  25x102.2.  P  M.  Prior  mort  J24,500.  June  29,  5  yrs, 
6%.     5,1408.  3,000 

Schultze,  Robert  Simon  to  Benj  J  Weil.  74th  st.  No  484,  s  s,  225 
w  Av  A,  25x102.2.  P  M.  Prior  mort  $20,000.  June  29,  5  yrs, 
(■,%.     June  30,  1900.    5:1408.  7,500 

Schwal,  Emanuel  &  Jacob  Feirberg  to  Isaac  S  Heller.  Av  B,  No 
172,  w  s,  139.0  n  10th  st.  2."ix70.  P  M.  Prior  morts  $18,400. 
June  29,  installs,  iK'c-     June  30,   1900.     2:404.  10,000 

Sachs,  Meyer  to  Louise  Lose.  142d  st  No  ^21,  n  s,  275  w  7th  av, 
25x99.11,  P  M.  Prior  mort  $7,000.  June  28,  1  yr,  G%.  June 
30,  1900.     7:2028.  4,400 

Schlechter.  Louis  to  Irving  Bachrach  and  ano.  Wadsworth  av, 
s  e  cor  185th  st.  79.11x50,  except  part  for  st.  Due  Oct  1,  1907, 
6%.     June  30,   1900.     8:2106.  38,000 

Same  to  same.  Same  property.  Due  Oct  1,  1907,  G%.  June  30, 
1900.  12,000 

Schlechter,  Louis  to  Irving  Bachrach  and  ano.  Broadway,  n  e 
cor  ].S7th  st,  74.1x105.11x71.0x85.9.  June  30,  1900,  due  Oct  1, 
1907.  (Y/r.     8:2170.  65.000 

Same  to  same.  Same  property.  Due  Oct  1,  1907,  6%.  June  30. 
IWO.     8:2170.  17,000 

Schlechter.  Louis  to  Irving  Bachrach  and  ano.  184th  st.  s  s,  100 
w  Amsterdam  av,  5  lots,  each  40x99.11.     5  morts,  each  $.38,000. 

5  prior  morts.  each  $ .     Due  Oct  1,  1907,  0%.     June  30,  1900. 

8:215.5.  .  190.000 

Same  to  same.     Same  property.     .5  morts,  each   $10,000.     .5  prior 

morts  $ each.     Due  Oct  1,  1007,  0%.     June  30,  1900.     8:21.55. 

50,000 

Stevenson.  Thomas  A  M  and  Morris  P  Joachim  to  Chelsea  Realty 
Co.  215th. st,  n  s.  proposed,  100  e  Isham  av  proposed,  50x100, 
vacant.     P  M.     June  29,  1900,  due  May  29,  1910,  41/.%.     8:22.50. 

1,501 

Smitli.  James  A  to  Chelsea  Realty  Co.  Seaman  av.  w  s,  proposed. 
.50  s  215th  st,  50x100.  vacant.  Prior  mort  $2,280.  June  27,  due 
May  29.  1910,     June  30.  1906.     8:22.50.  1,290 

Sachs,  Meyer  to  Louis  Lese  et  al.  142d  st.  No  221.  n  s,  27.5  w 
7th  av,  2.5x99.  II.  Building  loan.  Prior  mort  $11,400.  June  28, 
1  yr,  (■,%.     June  30,  1906.     7:202.8.  13,500 

Shapiro  Levy  &  Starr,  a  corpn,  to  Albert  H  Bultman.  .34th  st. 
No  163,  n  s,  51.2  w  3d  aV,  runs  w  36.4  x  n  97.5  x  e  24. (!  x  s  51.9 
5te4xs21.5xe8xs  24.4  to  beginning.  P  M.  July  3,  1906, 
5  years,  4V.%.     3:890.  35,000 

Shapiro,  Asher  with  Chas  H  Reed.  6th  st.  No  230.  s  s.  1S0.3  w 
2d  av,  25x97.     Extension  mort.     Mar  19.     July  3,  1906.     2:461. 

nom 

Shapiro,  Levy  &  Starr,  a  corpn,  to  Albert  H  Bultman.  34th  st.  No 
161.  n  s.  87.6  w  3d  av,  runs  w  27  x  n  .82  x  s  e  9  3  x  n  e  17.5  x  e 
15  X   s  97.5  to   beginning.      P   M.     July  3,    1906,  5  years,   4%%. 

r  3:890.  35,000 

To-Tisuden,  Henry  to  Chelsea  Realty  Co.  Park  Terrace  East,  e  s, 
103  (!   s  21Sth   St.   44x100x71x103.6.      P   M.      June  29.   1906,   due 

I    May   29.   41/2%.     8:224.3.  1,676 

TucMor,  Maria  A  to  Michl  E  O'Donovan.  64th  st,  No  148,  s  s, 
2.83.4  e  Amsterdam  av,  33  4xl00..5.  P  M.  Prior  mort  $25,000. 
July  2,  inOO.  5  years,  O-^r.     4:113.5.  15.000 

Tonnele,  Walter  to  EAGLE  INS  CO  of  London.  6th  av.  No  288, 
n  e  cor  18th  st.  No  65.  (>7.9x90x— x4S:  6th  av,  Nos  289  to  293, 
n  w  cor  18th  st,  65.3x100x62.9x100.  All  title.  Prior  mort 
$100,000.     June  15,- 1  year,  6%.     July  2,  10O6,     3:794  and  820. 

15,6.50 

Toniann,  Bernard  to  Maria  Steiner.  51st  st.  No  537,  n  s,  300  e 
11th  av,  25i%  blk.  Prior  mort  $12,000.  July  2,  1906,  3  yrs,  6%. 
4:10,S0.  4,000 

Tonjann,  Bernard  to  FRANKLIN  SAVINGS  BANK  in  City  N  Y. 
51st.  No  .537.  n  s.  300  c  11th  av,  2.5x1,',  blk.  P  M.  July  2,  1906.  5 
yrs,  .5Vr.     4:1080.  '  12,000 

Tuder,  David  and  Benj  Mendelson  to  Paul  Hellinger.  101st  st.  No 
317,  n  s  ,371  w  1st  av.  29x100.11.  P  M.  June  28,  demand,  O'Tr. 
June  29.   1906.     6:1673.  1,000 

Turney,  Cathleen  to  Harriet  A  Caswell.  -  125th  St.  Nos  511  and 
513  n  s,  175  w  Amsterdam  av.  2  lots,  each  25x99.11.  2PM 
morts,  each  $7,000;  2  prior  morts,  $18,000  each.  June  28,  due 
Feb  1,   1909.  '^-^A'Yr.     June  29.  1906.     7:1980.  14,000 

Tierney,  Julia  M  to  Isaac  Maguire  trus  James  Carmichael  for 
James  Irwin  et  al.  49th  st.  No  <!8,  s  s,  790  w  5th  av,  22.9x100.5 
x23  9x100.5.  Leasehold.  July  2,  5  years,  6%.  July  3,  1906. 
5:1264.  8,000 

Theaman,  Rose  to  Henry  Cracovaner.  100th  st,  No  228,  s  s.  154.11 
w  2d  av,  2.5x100.11.  P  M.  July  2,  2  years,  C,%.  July  3,  1906. 
(;.:1649.  2,000 

Tavlor,  Marx  and  Henry  C  Taylor  to  Abraham  Goldsmith.  81  st  st. 
No  231,  n  s.  227.1  w  2d  av,  27.1x102.2.  July  2,  1006.  3 
years.  .5%.     5:1.527.  16.000 

Tappenden.  Virginia  A  to  Sarah  Baehr.  112th  st.  No  37.  n  s,  3.50 
e  Lenox  av.  2.5x100.11.  P  M.  Prior  mort  $22, .500.  July  2.  3 
years.  (iOr.     July  3.  1906.     6:1.596.  4,500 

Tourney,  Thomas  J  to  Marv  F  McGuinness.  72d  st.  No  1.57,  n  s, 
179.6  w  3d  av.  30.6x102.2.  P  M.  July  2,  3  years,  5%.  July 
3,  1906.     5:1407.  10.000 

Thorn,  Wesley,  Plainfield,- N  J,  to  TITLE  GUARANTEE  &  TRUST 
CO.  70th  st.  No  342,  s  s,  254.4  w  West  End  av,  25x100.5. 
P  M.     June  28,  3  yrs,  —%.    June  .30.  1906.     4:1181.  15,000 

Torregrossa,  Alfonso  to  Anna  T  Theriat.  Oliver  st.  No  88,  e  s, 
42  s  Cherry  st,  runs  s  29  x  e  50.8  x  n  11.1  x  w  0.6  x  n  18.1  x  w 
50.2  to  beginning.     June  29,  5  yrs,  5%.     June  30,  1906.     1:251. 

18.000 

Torregrossa.  Alfonso  and  Giovanni  Lordi  with  Anna  T  Theriat. 
Oliver  st,  No  88.  Subordination  agreement.  June  28.  June  30, 
1906.     1:251.  nom 

Tichenor-Grand  Co  to  TITLE  GUARANTEE  &  TRUST  CO.  61st 
st,  n  s.  100  w  Central  Park  West,  75x200.10  to  62d  st.  Prior 
mort  $195,865.50.  Building  loan.  June  29,  demand,  6%.  June 
.30.  1906.     4:1114.  104.134.50 

Tausend.  Pelix  to  Solomon  Appel.  Madison  av.  No  1846.  s  w  cor 
120th  St.  26x100.  p  M.  Prior  mort  $40,000.  June  29,  1906,  3 
yrs,  6%.     6:1746.  10,000 


Tuder,  David  and  Benjamin  Mendelson  to  Isidor  Leipzig.     101st  st. 

No  317,  n  s.  371  w  1st  av,  29x100.11.     P  M.     June  28,  installs. 

iV/r.     June  29.  1906.     6:1073.  6,600 

Turney,  Cathleen  to  Jacob  Raichle.     Amsterdam  av.  No  1724,  w  s, 

49.11  n  145th  st,  25x100.     P  M,     Prior  mort  $16,500.     June  29, 

1906,  5  yrs,  6%.     7:2077.  16,500 

Turney.  Cathleen  to  Jacob  Raichle.     Amsterdam  av.  No  1702,  w  s, 

24.11  n  144th  st,  25x100.     P  M.     Prior  mort  $17,000.     June  29, 

190(;,  5  yrs,  6%,     7:2077.  17,000 

Turney,  Cathleen  to  Jacob  Raichle.     Amsterdam  av.  No  1720,  n  w 

cor    145th    st.    No   501,    24.11x100.     P   M.      Prior   mort    $30,000. 

5yrs.  0"/,.     June  29,  1906.     7:2077.  40,000 

Turney,  Cathleen  to  Jacob  Raichle.     Amsterdam  av.  No  1720,  w  s, 

74.11   n  145th  st,  25x100.     P  M.     Prior  mort  $16,.500.     June  29. 

190(i.  5  yrs.  IT/r.     7:2077.  16,500 

Utard,   Emile   to  Francois   Richard,     Grand  st.  No  60,  u  s,   125  w 

Wooster  st,  25x100.     June  2<i,  1  yr,  5%.     June  30,  1906.     2:475. 

4,000 
Van   Tine,  John  H  to   Albert   Franke,     7th  av.  No  2021,   n  e   cor 

121st  st.  No  163,  25.11x92.     Prior  mort  $34,000.     July  2,   1906, 

3  years,  .5%.     7:1906.  16,000 

Venino,   Albert  W  to  Chas  Lesinsky,     Chambers  st,  No  1.55,  n  s, 

201  w  Hudson  st,  25x77.5x25x77.4.     P  M.     July  2,  1906,  3  years, 

—%.     1:140.  42,500 

Van  Ingen,  Edw  H  to  Janet  McVickar  et  al  exrs  James  S  Lansing. 

20th   st.  No  7,  n  s,  220  w  5th  av,  25x02,     P  M.     July  2,   1906. 

3  years,  41^%.     3:822.  50,000 

Vesell,  Albert  to  Barnet   Charos.     81st  st,  Nos   176  and  178,   s  s, 

42  e   Amsterdam   av.   74x102.2.      Prior  mort   $96,000.      June   29, 

installs,  (i-/^.     June  30.  1 901  i.     4:1211.  3.000 

Vogel.   Minnie   H   to   Hanford   S  Weed.      79th  st.   Nos  315  to  321, 

n  s,  200  w  West  End  av.   100x102.2.     June  28,  due  Oct  1,  1967, 

(i^o     June  .30.   1906.     4:1244.  11,000 

V  Loewer's  Gambrinus  Brewery  Co  to  Jacob  Loewer.      Bradhurst 

av.  No  2.  n  e  cor  142d  st,  No  317.  27.8x01.10x27.11x64.11.     June 

4.  3  yrs.  51/.%.     June  .30.  1906.     7:2043.  20,000 

Volz,   Edward   to   GERMAN   SAVINGS  BANK  in   City  N  Y.      2d  av. 

No  829.   w  s.  122.11  s  45th  st,  runs  w  92.2  x  s  —  x  s  w  7.7  x  e 

60.1   to  av  X  w  27.6  to  beginning.     June  29,  1906,  1  year,  4i/.%. 

5:131,8.  12.500 

Von   Schraid,    Fanny   H   to   LAWYERS'    TITLE    INS   &  TRUST   CO. 

Waverly  pi.  No  213.  e  s.  32.8  s  Perry  St.  33.4x22.     June  28,  3  yrs, 

4%%.     July  2,   1906.     2:612.  4,000 

Weiffenbach,  Mary   S  to  Frank  Goddard.     Van  Corlear  pi,  n  w  s, 

lots   109  and  110,   bet   228th    st    and   Terrace   View    av,     57.11x 

106.8x.50xl35.11,  n  e  s.     June  18,  3  years,  5^,%.     July  3,  1906. 

13:.3402.  4,000 

Weiss,  Henry  with  Wm  M  Kingsland.     Stanton  st.  No  316,  n  s,  49.5 

w  Goerck  st.  2(').7x75.     Extension  mort.     Apr  20,  1904.     June  30, 

1906.     2:330.  nom 

West,   Harry  E   S  to   Wm   M  Purdy  and  ano   trus  John  Purdy   for 

benefit   Rosa  M   Purdy.      Front  st.  No   169,  s  e  s,   101. 10  n  e  cor 

s   w   18.7  to   beginning.     P  M.     June   1.5,   5  yrs,  41/2%.     July  2, 

s  w  18.7  to  beginning.     P  M.     June  15,  5  years,  4%%.     July  3. 

1900.     1:72.  •  12,000 

Wylie,    Christina   S,   Morristown,    N   J,    to   David   A    Clarkson   and 

ano.      Broome   st,   Nos  .344  and  .346.   n   w   cor   Bowery,   Nos   150 

to    1.54,    ]01.1x38.3.x99.3.x60.      June    IS.    demand,    67c.      July    3. 

1906.     2:478.  _  5.000 

Wesslau,  Albert  E  to  James  McHenry.     "I31st  st.  No  110.  s  s.  1,57.6 

w  Lenox  av,  j»7.0x99.11.     3  years,  4%.     July  3,  1900.     7:1915. 

8,000 
Weinhandler,   Rose   to   UNION   DIME   SAVINGS   INST,      lolth   st, 

No    144,    s    s,    460    w    Columbus    av,    34.6x100.11.      July   2,    due 

Jan  21,  1907,  57r.     July  3,  1906.     7:18.58.  5,000 

Wallach,  Karl  M  with  TRUST  CO  OF  AMERICA.     77th  st.  No  233, 

n  s,  3tK5  e  3d  av,  25x102.2.     Subordination  agreement.     May  15. 

July  3.  1906.     5:14:;2.  nom 

Wilcox,  Ranson  E,  Mt  Vernon,  N  Y,  to  Geo  De  F  Barton  and  ano 

trus   William    Barton.     126th   st.   No   318,   s   s,   218.8   w  Sth   av, 

15..SxS9.10.     July  2.  1906.  3  years.  .5%.     7:1952.  7.500 

Walter,  Herman  to  Lena  Walter.     1.3th  st.  n  w  cor  2d  av.  No  213, 

77.3x2<;.      Prior   mort    $40,000.      July   2,    due    Mar    1,    1900,   0%. 

July  3,  1906.     2:469.  8,500 

W%ber,     Henry     and    Jacob     Hirsch     to     TITLE     GUARANTEE     & 

TRUST  CO.     45th  St.  No  454,  s  s,  75  e  10th  av,  25x75.3.     P  M. 

June  2.  due.  S-c.  as  per  bond.     July  3.  1906.     4:10-54.  10.000 

Same  to  Eva  B  Hirschberg.     Same  property.     P  M.     June  2,  1  year. 
'    — %.      July   3.    1906.      4:1054.  5.000 

Wenner.  Geo  to  Peter  Blatt.     9th  av,  No  515,  w  s,  74.1  s  .39th  st, 

24.8x100.      P   M.      July  3,   3  years,   SVz   and  6%.      July  3,   1906. 

3:736.  6,000 

Wachtel,  Ester  to  Milton  C  Henley.     106th  st.  No  103,  n  s,  30  e 

Park  av,  25x100.11.     P  M.     July  2,  1  year,  6%.     July  3,   1906. 

6:16.34.  1,000 

Wolf,    William    and    Joseph    and    Abraham    Rothstein    to    Samuel 
-    Wacht  and  ano.     Amsterdam  av,  Nos  1940  to  194t\  n  w  cor  1.5rith 

St.   Nos  501   and  .503.  99.11x125.     P  M.     June  25,  2  years,  6%. 

July  3,  1906.     8:2115.  6,000 

Williams,   Jessie   H,   Norwich,  New  London,    Conn,   to   LAWYERS 

TITLE  INS  &  TRUST  CO.     37th  st.  No  160,   s  s,  100  w  3d  av, 

20x98.9.     P  M.     July  2,  6  years,  41/0%.     July  3,  1906.     3:.S92. 

20.000 
Walter.  Wm  I,  Elberon,  N  J,  to  Saml  P  Bremer  et  al,  trus  John  L 

Bremer.     Franklin  St.  Nos  120  and  124,  n  e  cor  West  Broadway, 

Nos   211    and   213.   60x.50;    West   Broadway,    No   215,    e   s,   .50   n 

Franklin  st.  2.5x100.1.     P  M.     May  28,  5  yrs,  3  3-4%.     June  29. 

1906.     1:178.  100.000 

Woodruff.    Albert    M.    Brooklyn.    N    Y.    to    BOND    &    MORTGAGE 

GUARANTEE  CO.      Broad  st.  No  100.  s  w  cor  Bridge  st.  Nos  28 

to   40,    22.1    to    Pearl    st,    Nos   .39   to   53.    xl51. 11x67.10x165.11. 

June  28.   :;  yrs.  — %.     June  29,  1906.      1:10.  200.000 

West  Side  Construction  Co  to  TITLE  GUARANTEE  &  TRUST  CO. 

10:lth  St.  s  s.   100  e  Riverside  Drive,  75x100.11.     Building  loan. 

Prior    mort    $.50,000.      June    29,    demand,    C/r.      June    30,    1906. 

7:1.893.  70,000 

Sam*  to  STme.     Same  property.     Certificate  as  to  consent  of  stock- 

boiders  to  above  mort.     June  29.     June  .30,  1906.     7:1893.        ■ 

Wittner-Jaffer   Realty   Co   to   TITLE    GUARANTEE    &  TRUST   CO. 

.Amsterdam  av.  No  1040,  n  w  cor  111th  st.  No  .501,  runs  n  201.10 

toss  IVth  st,  Nos  .500  and  .502.  x  w  123.4  x  s  209.5  to  n  s  111th 

st    X   e  67.6   to   beginning.      Prior   mort    $198,000.      June   29,   due    ' 

March  31,  19;)7,0%.     June  30,  1906.     7:1883.  77,000 
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Weinberg,  Philip  to  Edw  J  Welling.  12Gth  st.  No  11,  n  s,  IGO  w 
5th  av,  25xUt>.ll.  P  M.  June  28,  1  yr,  ti%.  June  29.  VMG. 
(5:1724.  2,500 

Witt,  Isaac  M  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
y2d  St,  Nos  74  to  82,  s  e  cor  Columbus  av,  Nos  t>49  to  t!55,  125x 
100.8.     June  25,  5  yrs,  i'^'/c-     4:1205.  125,000 

Witt,  Isaac  M  to  Geo  W.  Ihym.  Columbus  av,  Nos  G49  to  655, 
s  e  cor  02d  st,  Nos  74  to  82,  100.8x125.  P  M.  Prior  mort 
$125,000.     5  yrs,  ii%.     June  29,  190ti.     4:1205.  05,000 

Weinberg,  Philip  to  Patrick  Keenan,  City  Chamberlain,  as  trus 
for  Mary  T  Donovan  and  ano.  111th  st,  s  s.  2.5(_)  e  8th  av, 
50x100.11.     P  M.     3  yrs,  5%.     June  29,  1900.     7:1820.  30,000 

Weiss,  Franli  G  to  Emma  Keller.  83d  st.  No  230,  s  s.  254.2  w  2d 
av,  25.5x102.2.  P  M.  Prior  mort  $20,U00.  June  29,  3  yrs,  0%. 
June  30,  1900.     5:1528.  0,000 

Wolf,  Joseph,  Abraham  Rothstein  and  William  Wolt  to  the 
MUTUAL  ALLIANCE  TRUST  CO  of  N  Y.  2d  av,  Nos  2340  and 
2342,  n  e  cor  120th  st,  No  301,  40.11x80.  June  23,  due  June  28, 
1911,  57c.     June  30,  190(i.     0:1797.  50,000 

Walsh,  Robt  S  B  to  F  &  M  Schaefer  Brewing  Co.  125th  st,  Nos 
145  and  147  West.  Saloon  lease.  June  28,  demand,  0%.  June 
29,  1900.     7:1910.  1,803.56 

Wheeler,  Emily  M  with  Morris  Weintraub.  98th  st.  No  73  East. 
Extension  mort.     Mar  29.  I'.IOl.     June  29,   1900.     0:1004.         nom 

Weiss,  Morris  L  to  Frank  Hillman  and  ano.  49th  st,  Nos  320  to 
324,  s  s,  203.4  e  2d  av,  56.7x100.5.    June  28,  demand,  G%.     June 

29,  1900.     5:1341.  0,000 
Wallach,   Reisler   &   Co   to   North  American   Mortgage   Co.      174th 

st,  s  s,  95  e  Audubon  av,  75x100.     June  20,   due  Dec   14,   1900, 
0%.     June  30,  1900.     8:2130.  68,500 

Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  20.     June  30.  1906.     8:2130.        

Weinstein,    Sally   to    Louis    Weinstein.      Amsterdam   av,    ?i   w   cor 

108th  st,  50.X100.     P  M.     Prior  mort  $ .     June  29,  1  yr,  69c. 

June   30.    1900.      8:2125.  2,000 

Winslow  Realty  Co  to  TITLE  INSURANCE  CO  OF  N  Y.  17Gth  st, 
s  s,  100  w  Amsterdam  av,  44x99.11.     June  29,  3  yrs,  5%.     June 

30,  1900.     8:2132.                                                                                  40,000 
Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.    June  25.     June  30,  1900.     8:2132.  

Wallach,  Hyman  and  Nathan  Reisler  to  North  American  Mortgage 
Co.  179th  st,  n  s,  100  w  Audubon  av.  50x100.  June  26,  demand, 
6%.    June  30,  19U6.    8:2153.  22,500 

Same  to  same.  Same  property.  Prior  mort  $22,500.  June  20, 
demand,  07c.     June  30,  1900.     8:2153.  14,000 

Wilson.  Max  S  A  to  Irving  Bachrach  and  ano.  Audubon  av,  s  e 
cor  109th  st,  30x95.     June  30,   1900,  1  yr,  07c.     8:2125.        27,000 

Wilson,  Max  S  A  to  Irving  Bachrach  and  ano.  Audubon  av.  n  w 
cor  leOth  st,  20.7x100.  P  M.  Due  June  30,  1907,  07o.  June  30, 
1900.     8:2126.  9,750 

Wilson.  Max  S  A  to  Irving  Bachrach  and  ano.  Audubon  av,  s  e 
cor  169th  St.  30x95.  P  M.  Due  June  30.  1907,  09c.  June  30. 
1906.     8:2125.  9,000 

Wilson,  Max  S  A  to  Irving  Bachrach  and  ano.  Audubon  av,  n  w 
cor  169th  St.  20.7x100.     1  yr,  07c.     June  30,  1906.     8:2120.     27,000 

Weinstein,  Louis  to  Wm  T  Hookey.  8th  av,  Nos  2800  to  2800. 
s  e  cor  149th  st,  74.11x100.  Prior  mort  $129,000.  Demand. 
67c-     June  30.   190(J.     7:2034.  5,000 

Wallenstein,  Saul  to  LAWYERS  TITLE  INS  &  TRUST  CO.  4th  st. 
No  72,  s  s  175  w  2d  av,  25x192.4  to  n  s  3d  st.  No  21.  Prior 
mort  $25,000.     June  28,   demand,  67c.     June  29,   1906.     2:459. 

15  000 

Same  to  same.  Same  property.  Prior  mort  $40,000.  June  28,  de- 
mand, 69^.     2:459.  10.000 

Weil,  Jonas  with  Simon  R  Schultz.  74th  st.  No  492,  s  s,  125  w 
Av  A,  25x102.2.  Subordination  agreement.  June  29.  July  2, 
1906.     5:1468.  nom 

Yogg,  Morris,  Newark,  N  J,  and  Max  B  Juditsky,  Brooklyn.  N  Y. 
to  LAWYERS'  TITLE  INS  &  TRUST  CO.  Lenox  av.  Nos  427  to 
433.  w  s.  50  s  ]32d  st,  99.11x75.  Prior  mort  $59,4U0.  June  27, 
demand,   &/c.     June   29,   1900.     7:1910.  19,000 

Same  to  same.  Same  property.  Prior  mort  $78,400.  June  27.  de- 
mand. 09r.     June  29,  1900.     7- 1010.  15,000 

Yoakman.  Elizabeth  to  EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S. 
07th  st,  No  16.  s  s,  120  w  Madison  av.  25x100.5.  P  M.  June 
20   5  years,  4y27f.     June  29.  1900.    5:1381.  125.000 

Young.  Geo  B  to  Abraham  Stern  et  al.  44th  st.  Nos  109  to  121, 
n  s  125  w  0th  av,  125x100.4.  P  M.  June  29.  1906.  demand.  69i-. 
4:997.  144.000 

Zeimer.  Bernhard  to  Rudolph  Oelsner.  3d  av,  Nos  1.30  and  1.32, 
Saloon  lease,  chattels,  &c.  June  26,  20  months,'  6%,  secures 
notes.     June  29,  1906.     3:870.  22,000 

BORGUOH   OF   THE  BRONX. 

Under  this  head  the  •  denotes  that  the  property  la  located  In  the 
new  Annexed  District  (Act  of   1895). 

Ambroslo,  Enrico  D  and  Michl  Del  Guidue  to  Jos  Egan.  Morris 
av.  No  643,  w  s.  25.2  n  ].52d  st,  24.9x100x25x100.  P  M.  June  30, 
3  yrs,  —^c-    July  2,  1900.     9:2442.  5,000 

Altieri.  Rosa  to  Northern  Impt  Co.  Clay  av,  n  w  s,  934.1  n  e 
109th  St.  runs  n  w  ,50  x  n  e  113.2  to  s  s  170th  st  x  e  12.5  x  —  on 
curve  54. .5  to  av  x  s  w  100.9  to  beginning.  P  M.  June  28,  de- 
mand. 09'f.     June  29,   190(;.     11:2782.  4,750 

Alexander  Av  Baptist  Church  of  City  N  Y  to  N  Y  City  Baptist 
Mission  Society.  Alexander  av,  s  e  cor  141st  st,  runs  105. 1()  x  s 
100  X  w  20.0  X  n  20  X  w  79.3  to  av  x  n  80  to  beginning.  June  1, 
due,  &c,  as  per  bond.     June  29,   190(5.     9:2303.  gold.  50,000 

Abrams,  Nathan  to  Henry  C  Carson.  Clinton  av,  e  s,  84  s  175th  st, 
27x84.     P  M.     July  2,  1  year,  5V>7c-     July  3,  1906.     11:2948. 

500 

Arnstein.  Moritz  to  Carl  G  A  Hohle.  151st  st.  s  s,  100  w  Court- 
landt  av.  25x118.5.  P  M.  Prior  mort  ii,500.  July  2,  3  years. 
— 7f.     July  3.  1900.     9:2410.  3,000 

American  Real  Estate  Co  to  Hugh  Martin.  Melrose  av,  -s  w  cor 
150th  st,  100x100.  P  M.  July  2,  5  years,  4%7c.  July  3,  1900. 
9:2328.  125,000 

Ager,  Emerence  K,  Brooklyn,  N  Y,  to  James  J  Tynan.  Lind  av, 
w  s,  308.6  s  lfi7th  st,  50x100.  P  M.  July  2,  3  years,  57c.  July 
3,  1900.     9:2.527.  2,000 

Brownell,  Wm  B  to  Meyer  Solomon.     149th  st.  No  958,  s  s,  155  e 


Robbins   av,   50x80,   except   part   for   Concord   av   and   149th   st. 
July  2.  due  Jan  1,  1908,  67c.     July  3,  1906.     10:2579.  3,000 

Bruckner,  Henry  to  Henry  Dannenfelser.  Courtlandt  av,  s  w  cor 
150th  st,  50x100.  P  M.  July  2,  3  years,  57c.  July  3,  1900. 
9:2331.  22,500 

Belinsky,  Israel  to  Sophie  Diamond.  171st  st.  No  714,  s  s,  125  e 
Park  av,  25x90.  P  M.  July  2,  3  years,  07c.  July  3,  1900. 
11:2902.  .  6,500 

Berls,    Chas,   Sr,    to   Henry   F   Lippold.      Jerome   av,   Nos   2439   to 
2443,  n  w  s,  54S.11  3  w  190th  st,  81x00.     Prior  moris  $57,000. 
June  30.  due  July  1.  1008,  57c.     July  3,   1900.     11:3199.         12.000 
•Bruckner,  John  A  and  Henry  to  Louis  Langfield.     Mathilda  st,  e  s, 
200  s  Kossuth  av,  100x100.     July  2,  5  years,  5%7o.     July  3,  1906. 

3,500 
Bruckner,  Henry  to  Benj  Hochbaum.     Oneida  av,  n  e  cor  236th  st, 
200x11:5  to  235th  st.    P  M.     July  3,  1906,  2  years,  0%.    12:3371. 

3,000 
Benenson,  Benj  to  Ernest  Hammer.     Arthur  av,  w  s,  30.6  n  181st 
st,  75x104.0x75x104.10,  except  part  for  Arthur  av.     P  M.    June 
30,  due  Jan  1,  1908,  (J7c.     July  2,  1900.     11:3003.  2,500 

•Bauer,  Susannah,  Margt  C  Diamond,  and  Frances  Kappes  to  Mary 
L  Conklin.  230th  st,  n  s.  bet  4th  av  and  5th  av,  and  being  plot 
bounded  west  by  w  14  of  lot  302,  n  by  lot  301,  e  by  e  1^  lot  3(32, 
2oxll4,  being  part  of  lot  302  map  Wakefield.  P  M.  June  30,  due 
Dec  30,  1909,  —^/c     July  2,  1900.  1,050 

•Byrnes,  Patk  J  to  John  White.     Taylor  st,  e  s,  150  s  Morris  Park 

av,  .50x100.     P  M.     June  12,  3  years,  57c.     July  2,  1900.  4,000 

•Bruckner,  Henry  to  Josephine  Manning.     220th  st,  s  s,  305  w  4th 

av.  Wakefield.      P  M.     July  2,   1900,  3  years,  k>V//c.  5,000 

•Bak,  Eugene  to  Hudson  P  Rose  Co.     Lot  22,  map  108,  Lots  Coster 

Estate.     P  M.     June  25.  3  yrs,  5%7c.     June  29,  1900.     '  550 

Barker,  Edwin  S  to  Max  Cohen.  3d  av,  No  3923,  w  s,  30.5  n  172d 
st  or  Bathgate  pi,  2.")x— .  P  M.  Prior  mort  $5,(K)0.  June  28, 
2  yrs,  07c.     June  30,  190(!.     11:2920.  2,500 

Beggs,  Harry  N  with  Hermann  Bohlman  and  ano.  13Gth  st,  s  s, 
22.5  w  Willow  av,  25x100.  Extension  mort.  June  20.  June  29, 
1900.     10:2504.  nom 

•Briggs,  Lillian  E  and  Irene  F  Boro,  Bronx,  to  Albert  Williamson. 
221st  st,  n  s,  50  e  2d  st,  27.0x105.  June  27,  due  May  11,  1908, 
69/c.     June  30,  1900.  1.000 

•Baker,  Garniss  E  to  David  Zoglin.  172d  st.  e  s.  173  s  Westchester 
av,  4(X)  to  Gleason  av  x  1(X).  P  M.  June  28.  1  yr,  07c.  June  29, 
1900.  3,800 

Brennan,  Edward  to  Philip  Herbster.     St  Nicholas  av,  w  s,  2o  s 

180th  st,  25x100.     3  yrs,  ',%■     July  2,  1900.     8:21(52.  3,000 

Behn,  Herman  to  Wm  H  Wright.  Briggs  av,  No  2608,  e  s,  200.10  n 
194th  st,  22.2x70.9x22.1x75.10.  P  M.  June  30,  3  yrs,  —^/c  July 
2,  1900.     12:3294.  2,400 

Chesley,  Arthur  C  to  Chas  F  Peet.     Rider  av,  w  s,  230  n  138th  st, 

25x125.     P  M.     June  20,  3  yrs,  57c.     July  2,  1900.     t<:2340.        4,000 
♦Cahill,   Sarah   F   to   Minnie   W   Downs.      Kinsella   av,   n   s,   198   e 

Rose  st,  25x100.     3  yrs,  5i^7f.     June  29.  1900.                              3.000 
Conaheer.  John  S.  Chas  L  Van  Nostrand  and  Lawrence  Peters  to 
Louisa   H  Dickinson.      Monroe  av.   w  s.   bet   174th  st  and   175th 
St.   being   lot  .50.   map   of   Village   of   Mount   Hope.   Westchester, 
ICiOxlOO.  except  part  for  opening  and  widening  Monroe  av.     P  M. 
June  15,  3  yrs,  5^%.     June  30,  1906.     11:2797.                            7,000 
Conlan,  Peter  to  DeWitt  C  Flanagan  and  ano,  trus,  &c.     Brook  av. 
No  411.      Saloon   lease.     June   2,   demand,  67c.      June   30,   1906. 
9:2289.                                                                                                   2,000 
Cohen,  Louis  and  Morris  Leiman  to  Jacob  Marx.     3d  av.  No  3890, 
e  s,  119  s  ]72d  st,  runs  e  125  x  n  19  x  w  25  x  n  8  to  c  1  party 
wall   X  w   1(X)  to  e  s  3d  av  X  s  27  to   beginning.     P  M.      Prior 
mort  $10,.500.     June  29.  due  July  1,   1909,  —%.     June  30,  1906. 
11:2929.                                                                                                       3,000 
Columbus  Dorfman  Construction  Co  to  North  American  Mortgage 
Co.      Union   av,    e    s,    147.2   n    100th    st,   50x110.      June   27    due 
Apr  27,  1907,  07c.     June  30,  1900.     10:2077.                            20,000 
Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  27.     June  30,  1900.  

Same  to  same.     Same  property.     Prior  mort  $20,000.     June  27,  due 

Apr  27,  1907,  07c.     June  30,  1900.     10:2(577.                                18,000 
Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  27,  June  30,  190(5.     10:2677.  

•Cooper.  Jacob  B  to  James  M  Grimes.  Seton  av,  w  s.  400  s  Jeffer- 
son av.  2  lots,  each  50x100.  2PM  morts,  each  $900.  June  29, 
VJOr,.  3  yrs,  57r.  1,800 

Cleary,  Mary  A  to  Wm  A  Cameron.  Webster  av,  w  s,  2.5  s  .175th 
st,  runs  s  4.5  x  w  20.8  x  w  18  x  n  24.8  to  e  s  Worth  av  x  n  45.4 
X  e  65.11  to  beginning.  P  M.  July  2,  3  years,  5^9c.  July  3, 
1900.     11:2890.  4,000 

Cohn,  Maurice  to  Hyman  Sonn  and  ano.  Wendover  av.  No  693,  n  s, 
2,59.5  e  Webster  av,  37.6x84x37.(3x83.10.  July  2,  due  Jan  1,  1907, 
67c.     July  3,  1900.     11:2897.  1,.500 

Carlaftes,  James  G  to  Lillian  Markel.  Jackson  av,  w  s,  201.6  n 
161st  St.  2.5x75.  P  M.  Prior  mort  $,1,000.  July  2,  3  years,  07c. 
July  3,  1900.     10:2(538.  3,000 

Cohn,  Maurice  to  Anita  Duchastel.  Wendover  av.  No  693.  n  s, 
259.5  e  Webster  av,  37.6xS4.x37.6xS3.10.  July  2,  4  years,  57o. 
July  3,  1906.     11:2897.  20,000 

•Collett,  Edwin  H  to  Jessy  H  Douglass.  King  av,  e  s,  100  n  Bowne 
st,  runs  e  2(50  to  L  I  Sound  x  n  as  same  curves  and  winds,  100 
X  w  218  to  av  X  s  75  to  beginning.  City  Island.  P  M.  June  18, 
due  July  1,  1908.  5h^7c-    July  3.  1900.  5,000 

Cleary.  Patrick  J  to  Wm  A  Cameron.  Carter  av,  w  s,  26.9  n  175th 
st,  31.10x150.2x31.6x148.(5.  July  2,  2  years,  67c.  July  3,  190(5. 
11:2892.  1,700 

•Caruso,  Luigi  to  Margaret  Sheehan  (widow).  2d  or  Pleasant  av, 
w  s,  200  s  216th  St.  50x100.  Westchester.  P  M.  July  2.  5  years. 
Si/oT--     July  3.  1908.  4,000 

•Cappiello,  Angiolina  to  Mary  E  Green  and  ano  sole  heir  of 
Cvrus  H  Green  dec'd.  Louise  st.  e  s,  100  s  Columbus  av,  50x100. 
P  M.     July  2,  5  years,  67c.     July  3,  1900.         "  '  3,910 

Carapezzi.  Fulvio  to  Sophie  Weber.  Hughes  av,  e  s,  175  s  187th 
st,  25x87.6.  P  M.  Prior  mort  $4,500.  June  28,  3  years,  —%. 
July  2,  1906.     11:3074.  2,500 

Dorr.  Geo  to  G  B  Tobias.  1.5Sth  st,  s  w  cor  Union  av,  runs  w 
113.10  X  3  .50  X  e  101.5  to  Westchester  x  n  e  18.7  to  Union  av  x 
n  .30.3  to  beginning.  Apr  16.  due  Nov  1,  1906,  — %.  July  2. 
1906.     10:2055.  7,500 


The  text  of  these  pages   is  copyrighted.     All  rights  are  reserved.         Notice  Is  hereby  given  that  infringement  will  lead  to  prosecution. 
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RECORD    AND    GUIDE 


Bronx 


July  7,  1906" 


DENNIS  G.  BRUSSEL 

ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT- HEAT- POWER 


The  Brussel  Method  and  organization  is 
devoted  exclusively  to  the  electrical  prob- 
lem of  the  building.  Independent  plants 
installed,  or  wiring  for  street  service.  Writ* 
for  particulars, 

15  West   29th    Street,    N.  Y. 


DoiiplKji'ty,  John  >.  to  Jar.oh  Rumslecn.  Clinton  av,  w  s,  14!).7  s 
Tremont  av.  I'.'ixKlU.  P  M.  July  2,  due  Apr  15,  1907,  0%.  July 
3,  I'JOU.     lliliUoO.  2,250 

*Dammeyer,  Chas  to  Julius  Wolf.  233d  st,  s  s,  330  e  5th  av,  25x 
W,  2-tth  Ward.     P  M.     Due  July  3.  l'JO!»,  iiVc-     July  3,  lOOli.        2.50 

Del  Guidieo,  Michael  to  John  J  Jansen  and  ano.  150th  st,  No  .532, 
s  s,  270.3  e  Morris  av,  25x100.  P  M.  July  2,  3  years,  51/2%-  July 
8,   l!)lJ(i.     0:2331.  4,(;00 

•Dundes,  David  to  The  New  York  Cath  Protectory.  Pugsley  av, 
s  w  cor  Benedict  av.  .50x94.0x50x93.  P  M.  June  28,  due  July 
15,  1009,  —</(■     July  3,  1900.  2,135 

*Dux,  Barbara  to  Sadie  B  Clocke.  1st  av,  s  e  cor  21Sth  st,  130.7x 
30x122.2x31.2,  Wakefield.     June  28,  3  years,  6%.     July  2,  1900. 

2,700 

Dawson  Realty  Co  to  Richd  S  Collins.  Wales  av,  s  w  cor  Dawson 
st,  runs  277.0  x  e  1(W  x  n  0(1.2  x  n  e  137.0  to  st  x  w  195.11  to  be- 
ginning, except  part  for  st  and  av.  June  30,  1900,  due  July  1, 
1907,  l!'/r.     10:20,54.  100,000 

Delomeba  Construction  Co  to  North  American  Mortgage  Co.  Mon- 
roe av,  s  w  cor  Belmont  st,  100x95,  except  part  for  av.  June  27. 
June  30,  1900.     11:2792.  30,.500 

Same  to  same.  Same  property.  Certificate  as  to  consent  ot  stock- 
holders to  above  mort.     June  27.     June  30,  1906.     11:2792. 

Same  to  same.  Same  property.  Prior  mort  $30,000.  June  27, 
due  Apr  27,  1907,  ()%.     June  30.  1900.     11:2792.  20,.500 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
■holders  to  above  mort.     June  27.     June  30,  1900.     11:2792.        

*Di  Bella,  Salvatore  to  A  Shatzkin  &  Sons,  a  corporation.  Corsa 
av,  w  s,  .50  n  Cedar  av,  25. Ix — x25xl0.5,  Westchester.  June  4, 
due  Oct  1.  190G,  0%.     June  30,  1900.  .50 

Ernst,  Moritz  L  and  Carl  and  Jacob  Marx  to  Henry  Korn.  3d  av, 
e  s,  92  s  172d  st,  27x125  x  irreg  x  100.  Extension  mort.  May 
11,  190.5.     June  30.  1900.     11:2929.  nom 

Epping,  Dora  E  to  GERMAN  SAVINGS  BANK  in  City  N  Y.  165th 
sti  n  s,  342.2  w  Forest  av,  10.9x71.  1  yr,  5%.  June  29,  1900. 
10:2040.  3,500 

Epple,  Adam  to  Geo  Ehret.  Alexander  av,  s  e  s,  25  s  w  143d  st, 
60x105.  Leasehold.  Apr  29,  demand,  07c.  June  30,  1900. 
9:2305.  0,000 

*EdeIhauser,  Carl  to  Joseph  Holtoner,  Jr.  Sheil  st,  n  s,  lot  295, 
map  Wakefield,  2S.Sxl09.0.  P  M.  June  10,  3  yrs,  5%.  July-2, 
lOtll!.  .  1,200 

Euring.  Geo  A  trus  Chas  P  Worch  to  Mary  Brode.  Boston  road, 
No  1314,  s  e  s,  15S.(i  n  e  109th  st,  27x97.  P  M.  Prior  mort 
$— .     July  2,  3  years,  07c.     July  3,  1906.     11:2901.  5,000 

Ernst,  Alois  L  to  Bernhard  Lichtenstein.  3d  av.  No  3888,  e  s, 
119   s    172d   st,   27x125.      3   yrs,    57c.      July   3,    1900.      11:2929. 

18,000 

Ebb,  Coleman  to  Margt  Marx.  St  Anns  av.  No  775,  s  w  cor  158th 
st;  No  770,  25x100.  July  2,  3  years,  —%.  July  3,  1906.  9:2300. 
i  19,000 

Feuerman.    Bernard   to   Geo   Mercer,   Jr.       171st   st.   No   710,   s   s, 

75  e  Park  av,  25x90.     P  M.     Prior  mort  $ .     July  2,  2  years, 

07c.     July  3,  1900.     11:2902.  5,000 

•Fieser,  Geo  to  Jacob  Haas.  Sheil  st,  s  s,  200  w  5th  ^v,  25x 
100.  P  M.  Prior  mort  $17,000.  July  2,  3  years,  67c.  July  3, 
lOOO.  1,200 

Fischer.  Franz  X  to  Julius  Heiderman.  Jackson  av,  s  w  cor  101st 
st,  25x100.     July  2,  5  years,  (>%.     July  3,  1906.     10:2037.  1,500 

Fichtel.  Eliz  to  N  Y  SAVINGS  BANK/  13i;th  st,  n  s,  110  w 
Willis  av,  20x]t»0.  July  2,  due  June  1,  1911,  4%7c.  July  3, 
1906.     9:2299.  10,000 

Freund.  Emanuel,  Nyack,  Rockland  Co.  N  Y,  to  R  Camilla  Williams. 
Washington  av.  No  2083,  w  s.  85.10  s  180th  st  and  100  w  Wash- 
ington av,  runs  s  25  x  w  4.5  x  n  25  to  a  point  85.10  s  180th  st 
x  e  4-5  to  beginning;  l80th  st,  s  s,  12.5  e  Park  av,  runs  s  13.5  x  e 
25  X  s  .50  X  e  47  X  n  ,S5.10  x  w  72  to  beginning.  June  2.5,  due 
July  2.   1909.  .5',:-;.     July  3,   1906.      11:3030.  .500 

Flynn.  Mary  E  to  Theo  Dieterlen.  Valentine  av,  n  s,  7.6  w  South- 
ern Boulevard.  1 12.6x62.6.  P  M.  June  29,  5  years,  41A%.  July 
S,   1906.     11:3320.  "         20.060 

*Fincke,  John  W  to  Charles  O  West  exr  Jesse  West.  222d  st, 
ns,  80  w  White  Plains  road.  100x114,  Wakefield.  P  M.  July  2, 
3  years,  5147.     July  3,   190l>.  3, .500 

*Fox.  Thomas  J  to  Reinhold  Jahn.  Fulton  st,  e  s,  lot  24,  map 
South  Washingtonville.  40x125.      July  2.   ]!X)6,   1   yr,   67c.         2.000 

Farrell,  Henry,  Boro  Bronx,  to  Thomas  C  Stephens.  Bathgate  av, 
w  s,  194  n  182d  st,  runs  w  102.0  to  e  s  Bassford  av  x  n  25  x  e 
163.4  to  w  s  Bathgate  av  x  s  2.5  to  beginning.  June  29,  3  vrs, 
.57c.     June  30,  lOOt!.     11:3050.  7,000 

Frering,  Eugenia  to  David  Flaxman.  17.3d  st.  No  679.  lG.8x89.9x 
16,8x.S9.  P  M.  Prior  mort  $3,300.  June  30,  1900,  2  yrs,  67r. 
11:2898.  2,,S.50 

Fromm,  Jos  to  North  American  Mortgage  Co.  155th  st,  ^  s,  100 
w  Elton  av,  45x100.  June  29,  due  Dec  29,  1906,  67c.  June  30. 
1900.     9:2370.  14,000 

Same  to  same.  Same  property.  Prior  mort  $14,000.  June  29,  due 
Dec  29,  1906,  6%.     June  30,  1900.     9:2370.  15,000 

Same  to  Prescott  Realty  Co.  Same  property.  Prior  mort  $29,000. 
June  29,  due  Dec  29,  1906,  67c.     June  30,  1906.     9:2376.  (i.OOO 

*Geller,  Saml  to  Geo  Hauser.  St  Lawrence  av,  s  w  cor  Merrill  st. 
25x10!).     July  2,  1900,  3  yrs,  5y27c.  7,500 

German  Real  Estate  Co  to  Richard  Munch.  236th  st,  s  s,  52.5  e 
Verio  av,  20x100.  June  29,  due  Aug  1,  1909,  57c.  June  30,  1906. 
12:3397.  3..50T 

Gaines-Roberts  Co  to  Russell  R  Vaughn.  Union  av,  Nos  938  and 
940,  e  s,  100  s  103d  st,  2  lots,  together  in  size  98.6x138.  2  morts, 
each  $38,000.     July  2,  3  years,  —%.     July  3,   1904.      10:2077. 

70,000 

•Gillespie.  Richard  H  and  Charles  Gartensteig  to  Henry  Ferris. 
Lots  205  to  212  map  in  partition  of  Real  Estate  ot  Wm  Adee. 
P  M.     July  2,  3  years,  5%.     July  3,  1900.  10,000 

Gambel,  Fredk  to  Annie  Buser.  153d  st,  n  s,  475  w  Courtlandt 
av,  25x100.     P  M.     July  2,  3  years,  57o.     July  3,  1900.     9:2413. 

4..500 

Gutshell.  Susan  L  with  Margt  Marx.  St  Ann's  av,  No  775,  s  w  cor 
1.58th  st.  No  77(!,  2.5x100.  Subordination  agreement.  July  2. 
July  3,  1906.     9:2360.  nom 


Green,  John  H  to  Katherine  Schwoppenhauser.  Webster  av,  n  s, 
400  w  Woodlawn  road,  05x120.  P  M.  July  2,  due  June  30, 
1909,  51;.%.     July  3,  1900.     12:3331.  4,500 

Hirsch,  Isidor  to  Louis  Hubener  and  ano.  Melrose  av,  s  e  cor 
157th  st,  49.3x71.  July  2,  3  years,  G7c.  July  3,  1906. 
9:2378.  11,000 

Hartman,  Chas  to  Chas  J  and  Christianna  L  Wacker  joint  tenants. 
Freeman  st,  s  s,  96  w  Chisholm  st,  24x100.  July  2,  3  years,  5%7c- 
July  3,  1900.     11:2970.  5,500 

Hassinger,  Louis  to  Hattie  M  Fiske.  Minford  pi.  No  1439.  July  2, 
3  years,  —'/,.     July  3,   1906.     11:2977.  5,500 

Hassinger,  Louis  to  Mary  Breihof.  Trinity  av,  No  720,  e  s,  100  s 
1.50th  st,  16.8x90.4x16.8x91.1,.  July  2,  1  year,  07c.  July  3,  1900. 
10:20,35.  1,200 

*Haardt,  Chas  to  Lawrence  Ryan.  224th  st,  s  s,  330  e  White 
Plains  road.  50x114.4,  Wakefield.  P  M.  June  30,  3  years,  5i^7c. 
July  3.  1900.  2,.500 

Hoss,  Wm  R  to  Emma  Duchardt.  Creston  av,  e  s,  511.2  n  196th  st, 
25x141.5x25x140.1.  P  M.  July  2,  3  years,  5y27c.  July  3,  lEMXJ. 
12:3315.  6,700 

*Handibode,  Peter  Jr  to  Marie  E  Schwarz.  13th  st,  s  s,  205  w 
Av  E,  100x108,  Unionport.  P  M.  July  2,  2  years,  67c.  July  3. 
1900.  ■  800 

Halpin,  Sophia  to  Mary  Linder.  Bathgate  av.  n  w  s,  bet  l.S3d  st 
and  3d  av,  and  being  -50  s  w  boundary  line  lots  18  and  19,  runs 
s  w  25  X  n  w  100  x  n  e  25  x  s  e  100  to  beginning,  being  part  of 
lot  18  map  Adamsville.  July  2,  5  years,  57c-  July  3,  1900. 
11:30.53.  5.000 

Hercules  Realty  Co  to  North  American  Mortgage  Co.  Prospect 
av.  n  e  cor  Fox  st.  155.6x100x84.1x122.11.  June  29,  due  Feb  28, 
19(J7,   07.     June  30,   1906.      10:20S4.  52,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  ot  stock- 
holders to  above  mort.     June  29.     June  30,  1006.     10:2084.        ■ 

Same  to  same.  Same  property.  Prior  mort  $52,000.  June  29,  due 
Feb  28,  1907,  07c.     June  30,  li.K10.     10:2084.  32,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  ot  stock- 
holders to  above  mort.     June  29.     June  30,  1906.     10:2084.        

Hill  Frank  B,  Boro  Bronx,  to  Pauline  Haebler.  Washington  av, 
w  s,  240.3  s  109th  st.  .50.6xl40.8x.50.8xl40.7.  P  M.  June  29.  5 
yrs,  4147.     June  30,  1906.     9:2390.  15,000 

*Henry,  James  A  to  Ellen  Dellett.  Becker  av,  s  w  s,  lot  71,  map 
Washingtonville,  41.8x120.     June  28,  1  yr,  5i/.7c.     July  2,  1900. 

1,000 

Hyland,  Wm  J  to  Nathan  H  Moore.  3d  st,  n  s,  305  w  Av  A,  lOOx 
210  to  4th  st,   Unionport.     June  22,  3  yrs,  07c.     July  2,   1900. 

3,000 

*Hvland,  Wm  J  to  Regent  Realty  Co.  Av  C,  n  e  cor  10th  st,  210 
to  11th  st  X  205;  11th  st,  s  s,  305  e  Av  C,  100x216  to  10th  st, 
Unionport.     P  M.     June  25.  3  yrs,  5%7c-     June  29,  1906.  500 

Hartman,  Adam  with  John  J  Brown.  Webster  av,  e  s,  100.1  n 
Spring  st,  25.3x — x25.7x84.4.  Extension  mort.  June  28.  June 
30.  190(i.     11:2899  nom 

Hirsch,  Esti  with  Johanna  Fleischmann  as  extrx  Maximilian 
Fleischmann.  Union  av.  No  12,33,  w  s,  248.10  n  lOSth  st,  20x 
1,'{2..S.     Exlonsion  mort.     June  15.     June  29,  190t-f.     10:2073.       nom 

Ignatz  Florio  Co-operative  Assn  Among  Corleonesi  to  North  Amer- 
ican Mortgage  Co.  13,8th  st,  s  s,  4-50  w  Cypress  av,  150x100. 
June  28,  due  Apr  27,  1907,  0%.     June  30,  1900.     10:25.52.        58,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  28.     June  30,  1906.  ■ 

Same  to  same.  138th  st,  s  s,  450  w  Home  av,  1.50x100.  June 
28.  due  Apr  27;  1907,  ti7c.     June  30.  1906.     10:2550.  22,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  2S.     June  30,  1906.      10:2550.         ■ 

Jewell,  Collin  F  to  TITLE  GUARANTEE  &  TRUST  CO.  Crotona 
Park  North,  s  w  cor  175th  st,  — .\ — .  Agreement  as  to  payment 
ot  mort.     June  28.     June  29,   1900.      11:2957.  nom 

Johnson,  Victor  to  Wm  H  Wright.  Briggs  av.  No  2054,  e  s,  100  n 
194th  St.  24.10x70.3x24.8xi;9.3.  P  M.  June  30,  due  Oct  1,  1908, 
—7.     July  2.  190(!.     12:3794.  1.7-50 

Jackson.  Stephen  H  to  Adrian  H  Jackson.  Trinity  av,  w  s,  325.1 
s  l-56th  st,  75x1 13.8x75x1 1t).7.  June  29,  1900,  due  July  1,  1907, 
.57.     10:2628.  25,000 

Same  to  same.  Trinity  av,  w  s,  400.1  s  156th  st,  75x1 1(5. 8x7.5x 
113.8.     June  29.  1906,  1  yr.  57c.     10:2(528.  25.000 

Jansen,  John  to  John  Koch.  Belmont  av,  w  s,  125  s  lS.3d  st,  25x 
100.     P  M.     2  yrs.  —%.     July  3,  1906.     11:3086.  1,500 

Klemeyer.  John  G  H  to  Rosina  Dietzel.  Melrose  av.  No  067,  n  w 
cor  1.53d  st,  100x24.4.  P  M.  June  2,  3  years,  ~%.  July  3,  1906. 
9:2400.  7.000 

Kiel.  Hugo  to  George  H  Schutts.  144th  St.  s  s,  387.11  e  3d  av, 
22xl(J0.  P  M.  Prior  mort  ^5.000.  July  2,  2  years,  6%.  July 
3.  19(16.     9:2,306.  1,000 

Kingston.  Geo  D  to  Lois  H  Lyman.  Marion  av,  w  s,  50  s  198th 
St.  25x100.2x25x100.5.  July  2,  3  years,  57c.  July  3.  1906. 
12:3289.  500 

Kuerzi.  Marie  G  to  James  G  Affleck  trustee  Chas  Barlow.  Woody- 
crest  av.  e  s.  125  s  l(j4th  st,  37.6x100;  Anderson  av,  w  s,  125  s 
164th  St.  37.(!xlOO.     July  2.  3  years,  5%.     July  3,  1906.     9:2507. 

10,000 

Krooss.  John  to  Gaines-Roberts  Co.  Union  av.  No  940,  e  s,  100  s 
163d  St.  49.4x138.     P  M.     July  3,  1906,  2  years,  — 7o.     10:2(i77. 

10,000 

Same  to  same.  Union  av.  No  938.  e  s.  149.4  s  103d  st,  49.2x138; 
Union  av,  e  s.  198.4  s  163d  st,  0.4x138.  P  M.  July  3,  1900,  2 
years,  — %.      10:2077.  10.000 

Knox.  Efte  V  V  with  Edw  A  Barry.  Franklin  av,  e  s,  38  n  Jeffer- 
son st,  37.6x100.  Extension  mort.  Feb  16.  Jjuly  3,  1006. 
11:2935.  nom 

Kaufman.  Abraham  to  Charles  S  Levy.  149th  st.  No  016,  s  s,  175 
e  Courtlandt  av,  25x100.6.  except  part  tor  149th  st.  P  M.  Prior 
mort  -'t;i2,000.     July  3,  1906.     9:2327.  6.000 

Kiehnle,  Wm  V  to  Louisa  L  Jeremiah.  Stebbins  av.  w  s.  170.6  n 
165th  st,  runs  n  46.4  x  w  34.7  x  s  —  x  e  50.1  to  beginning.  July 
2,  3  years,  —7.     July  3,  1906.     10:2(i91.  2,800 

Kingston.  Geo  D  to  Margt  M  Budd.  Marion  av,  w  s,  75  s  198th 
St.  25x100.2x2.5x100.     July  2,  3  years,  5%.     July  3,  1908.  12:3289. 

6,500 
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KING'S  WINDSOR  CEMENT 

For  Plastering  Walls  and  Ceilings  J.  B.  king  &  CO..  No.  1  Broadway.  New  York 


Elastic  In  Its  nature,  can  be  applied  with  25  pet 
cent,  less  labor  and  has  12;^  per  cent,  more  cov- 
ering capacity  than   any  other   similar  material 


Kautmaa,  Abraham  to  TITLE  GUARANTEE  AND  TRUST  CO. 
14Uth  St,  No  lilU,  s  s,  175  e  Courtlandt  av,  25x100.0.  P  M.  July 
.•5,  due,  &c,  as  per  bond.     July  -i,  V.Mf,.     9;2:j27.  12,(J<X) 

Keil,  Hugo  to  TITLE  GUARANTEE  &  TRUST  CO.  144th  St,  No 
tJ2S,  s  s,  3S7.11  e  yd  av,  22x100.  P  M.  July  2,  due,  &c,  as  per 
bond.     July  3,  1900.     9:2300.  5,000 

Kratz,  Solomon  to  Bernhard  Bloch.  Webster  av,  s  w  cor  lS3d  st, 
200  to  n  s  Ford  st  x  100.  Prior  mort  $10,000.  June  4,  1  yr, 
(>%.     June  29,  1900.     11:3143.  S.OOO 

Knepper,  Ephraim  and  Sadie  Felson  to  Alois  L  Ernst.  3d  av. 
No  3880,  e  s,  140  s  172d  st,  27x125.  P  M.  June  28,  3  years,  0%. 
June  29,  1900.     11:2929.  3,2.50 

Kleban  &  Siegel,  inc.  a  corporation,  to  N  Y  SAVINGS  BANK. 
Wendover  av.  n  w  cor  Washington  av,  45x99.0x45x99.11.  5  yrs, 
5%.     June  29,   1900.     11:2904.  45,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  ot  stock- 
holders to  above  mort.     June  2!),   1900.     11:2904.  _       

Krakovver,  Nancy  to  Rebecca  S  Krakower.  Brown  pi.  No  10,  e  s, 
33.4  n  135th  st,  33.4x100.  Prior  mort  $24,250.  June  29,  1  yr, 
(}'/c.     June  30,   1900.     9:2203.  025 

•Kiley,  Mary  E  to  Hudson  P  Rose  Co.  Lot  111,  map  125  lots, 
Ruser  Estate,  Bronx.  Prior  mort  $2,300.  June  15,  due  Aug  15, 
1908,   — Vf.      June  30,    1900.  ,   500 

Katz,  Solomon  to  Bernhard  Bloch.  Anthony  av,  e  s,  144.7  n  Pros- 
pect pi,  9.5x170x98.19x142.5.  June  4,  1  yr,  67c-  June  29,  1900. 
11:2892.  ■  0..500 

♦Koppel,  Sigmund  B  to  Chas  V  Halley  et  al.  Lots  155,  234  and 
235,  map  330  lots  property  Sisters  of  Charity  on  Eastern  Boule- 
vard, opposite  Country  Club.  P  M.  June  21,  3  yrs,  5%.  June 
29,  1900.  988 

*Keller,  George  with  George  Maker  and  ano.  Westchester  av,  n  s, 
at  n  s  land  Isaac  Braithwaite,  runs  n  100  x  e  20  x  s  100  to  av  x 
w  2(i  to  beginning,  except  part  for  av.  Subordination  agreement. 
July  5,  1900.  nom 

♦Lahrmann,  Geo  to  Regent  Realty  Co.  White  Plains  rd,  w  s,  400 
n  along  same  from  n  s  Morris  Park  av,  .50x100.  P  M.  June  27. 
3  yrs,  51/0%.     June  29,  1900.  3,000 

Lefkowitz,  Adolph  to  Rubin  Siegel  et  al.  Brook  av,  No  1478,  e  s. 
2.59.2  n  St  Paul's  pi,  25x100.8.  P  M.  Prior  mort  $9,000.  June 
29,  1900,  3  yrs,  0%.     11:2895.  5,8.50 

Lagattolla,  Victor  to  Robert  Roberts.  Arthur  av.  No  2124.  e  s. 
25x100,  except  part  tor  av.  P  M.  June  23,  5  yrs,  — %.  July  2. 
1900.     11:3070.  2.000 

*Luke,  Jos  C  to  T  Emory  Glocke.  Plot  begins  840  e  White  Plains 
rd  at  point  along  same  1075  n  Morris  Park  av,  runs  e  100  x  n  2.5 
X  w  100  X  s  25  to  beginning,  right  of  way  over  strip  to  Morris 
Park  av.     July  2,  1900,  due  May  1,  1909,  O'/r.  3.000 

•Same  to  same.  Plot  begins  840  e  White  Plains  rd  at  point  along 
same  1100  n  Morris  Park  av.  runs  e  100  x  n  25  x  w  100  x  s  25  to 
beginning,  right  o£  way  to  Morris  Park  av.  July  2,  1900,  due 
May  1,   1909,  (r/c  3,000 

♦Luke,  Joseph  L  to  Anna  C  Nugent.  Grant  av,  s  s,  25  e  Garfield 
st,  25x100.     P  M.     June  25,  3  yrs,  5V,%.     June  29,  1900.  0.50 

*Larkin,  Mary  to  Margaret  McLarey.  Oakley  st,  e  s,  241  n  Mianna 
st,  25x100.     June  30,  1900,  due  July  12,  1909,  —%.  1,200 

Loewenthal,  Albertina  and  Frances  Hirsch  to  Wm  H  Lunney. 
Briggs  av,  w  s,  lOO.ll  s  201st  or  Suburban  st,  25x110.  P  M.  July 
2,  3  years,  5%.     July  3,   1900.     12:3303.  0,000 

Same   to   same.     Same  property.     P  M.     Prior  mort  .fCOOO.     July 

2.  2  years,  C,%.  July  3,  1900.  12:3303.  2,000 
Laurel   Realty   Co   to  Alois  L  Ernst.     3d   av.   No  3888,  e  s,   119  s 

172d  st,  27x125.     P  M.     Prior  mort  .fl8.0OO.     3  years,  0%.  July 

3.  1900.  11:2929.  3.000 
Lohse.  Katie  J  to  James  Carlew.     Gerard  av.  No  1149,  w  s.  204.7  n 

Knth  st,  25x125.     P  M.     June  30,  due  Jan  15,   1907,  57c.     July 

3,  1900.     9:24S9.  1,.500 

*Levin,  Simon  to  Frank  Starkman  and  ano.     228th  st,   s  s.  205  w 

0th  av,  100x114,  Wakefield.     P  M.     July  2,  1  year,  6%.     July  3. 

1906.  8.50 

Miller,  Helen  G  widow  to  Ernest  Sass.     Southern  Boulevard,  w  s. 

50  n  187th  st,  25x96.3x24.8x100.     July  2,  3  years,  5%.    July  3, 

1906.     11:3115.  1.000 

Montague.  Kate  to  Robert  Rankin.     140th  st,  No  858,  s  s.  354.9  e 

St  Anns  av.  38x100.     P  M.     Prior  mort  $24,000.     July  2,  5  yrs. 

6%.      July  3.   1900.      10:2551   and  25.52.  12,.5<X> 

Malcolm,  Thomas  D  to  Anton  Rinschler.     151st  st,  n  s,  141  4  w  3d 

av,  25x114.2.  July  2,  3  years,  — %.  July  3,  19O0.  9:2374.  5,500 
Moclair,  John  J  to  Herman  Hartman.     Wodoycrest  av.  s  w  cor  102d 

st,   .5O.4xlO3.8x.50xl09.11.      P   M.      Prior   mort   $.50,000.      July   3. 

1900,  3  years,  6%.     9:2511.  15.000 

Same  to  Herman  Hartman  and  ano.     Same  property.     P  M.     Prior 

mort  .$05,000.     July  3,  1900.  3  years,  0%.     9:2511.  10,000 

McGeorge,   John   to  John   Kerr.     Teller  av.  No   1302.  e  s,  074.1   n 

109lh    St.    25x77.4x29.11x79.0.      July    2,    3   years,    5%.      July    3. 

1900.      11:2782.  2,7.50 

McGough,  John  to  TITLE  GUARANTEE  &  TRUST  CO.      202d  st,   s 

s,  04.8  e  Marion  av,  25x100.     P  M.     July  2,  due,  &c,  as  per  bond. 

July  3.   1900.     12:3.307.  4,000 

McMahon,  Thomas  J,   Mary  A,   Margt,   Catherine   and  Mary  J  wife 

of  Thos  J  McMahon  to  William  Z  Larned.     Crotona  av,  No  2105, 

w  s,  20.2  s  ISlst  St.   24x99.1.     Prior  mort  $3,000.     July  2,   1 

year.  — %.     July  3,  1906.     11:3079.  1,500 

McGough,   John   to   Maria  Ackerman.     202d  st,   s  s,   600  e   Marion 

av.  25x100.     P  M.     Prior  mort  $4,000.     July  2,  due  July  1,  1909. 

— %.     July  3,   1900.     12:3307.  800 

♦Marion,  John  B  to  Wm  H  Deady.     Columbus  av.   s  s,  .52  w  Van 

Buren  st,  20x— .  June  12.  1  year,  —%.  July  2.  1900.  __1.500 
*Marcon.   Mary   to  Anne   E  Shaw.     Washington  st,   n  s.   abt  275  e 

Washington   pi.   20x111. (ix5(;. 9.^105:    interior  plot,   1(H>  n   Rose  pi 

and  100  e  Grace  av,  0Ox4!)x(;9.9x,S3.9;  also  lot  09  map  St  Ray- 
mond Park.  June  20,  3  years,  ti%.  July  2,  1900.  800 
♦Maliszewski,  Teodor  to  Rose  E  Ferrelle.     22Cth  st,  s  s,  355  e  2d 

st,  50x114,  Wakefield.  June  29,  3  yrs,  0%.  June  .30,  1900.  1,0(X) 
♦Same   to   Martin  Andersen.     220th   st,   s   s,  305  e  2d  st.   .50x114, 

Wakefield.     P  M.     June  29.  2  yrs,  0%.     June  30.  1900.  1,200 

♦Mensch.  Andrew  to  Frank  Gass.     11th  st,  n  s,  10.5  e  Av  E,  25x108, 

Unionport.     June  11,  3  yrs,  (;%.     June  30,  1900.  2,500 

•Munch,  Charles  to  Emil  Hermanni  and  ano.     Arnow  av,  s  s,  177  e 

Pelham   rd,   .50xllOx— xl27,   Westchester.     June  29,   due   July  9, 

1908,  5%.     Juiie  30,  1900.  1,000 


Massmiuro,  John  with  John  J  Brown.  109th  st,  n  e  s,  at  s  e  s 
High  Brfdge  st,  83.x95x  irreg  x02.5.  Extension  mort.  Apr  12. 
June  .30,   1900.     9:2519.  nom 

McKee,  Geo  A  and  Jos  A  Moore  to  James  Roddy.  178th  st.  No 
080,  s  s,  99.11  e  Webster  av,  20  100.  P  M.  Prior  mort  $4,250. 
June  30,  installs,  51/2'/,.     July  2,  1900.     11:3027.  1,900 

McKeon,  Hugh  to  Charles  A  Hess.  153d  st,  s  s,  70.3  e  Morris  av, 
25x100.      P   M.     June  20,   3  yrs,   — %.     June  29,   1900.     9:2412. 

5,000 

Muller,  Maurice  to  DOLLAR  SAVINGS  BANK  of  City  N  Y.  148th 
st,  n  s,  150  w  Courtlandt  av,  50x100.0.  June  29,  1900,  due  June 
29,  1907,  0%.     9:2330.  37,000 

Marrazzi  Construction  Co  to  North  American  Mortgage  Co.  1.50th 
st,  n  s,  2.50  w  Morris  av,  5(»xll8.5.  June  27,  due  Mar  27,  1907, 
07f.     June  30,   1900.     9:2440.  30,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  27.     June  30,  1900.     9:2440.  • 

Miller,  Max  to  Max  Ginsberg.  Webster  av,  e  s,  175  s  Anna  pi,  runs 
e  180  to  w  s  Brook  av  x  n  85  to  w  s  Mill  Brook  x  41.3  x  w  100.1 
to  av  X  s  .50  to  beginning;  Brook  av,  w  s,  50  s  Anna  pi,  runs  e 
2  to  w  s  Mill  Brook,  x  s  4.11  x  —  to  av  x  4.0  to  beginning; 
Webster  av,  e  s,  125  s  Anna  pi,  runs  s  e  100.1  to  w  s  Mill  Brook 
X  n  e  81.4  x  n  w  178  to  av  x  s  75  to  beginning.  Prior  mort 
$35, .500.     June  30,  1900,  18  months,  O'/c.     11:2893.  14,500 

♦Meagher,  Dennis  to  Frank  Gass.  5th  st,  n  s,  248.11  e  Green  av 
or  lane,  25x101.2.     May  28,  1  yr,  0%'.     June  30,  1900.         _  200 

Meyers,  Fannie  to  Morris  Meyers.  Mohegan  av,  s  e  s,  lot  238  map 
East  Tremont,  00x1.50,  except  part  for  av.  P  M.  June  25,  due 
May  1,  1907,  0'/,.     June  30,  1900.     11:3123.  4,000 

Same  to  same.  Mohegan  av,  n  e  cor  179th  st,  99x150,  except  part 
for  av.  P  M.  June  25,  due  May  1,  1907,  0%.  June  30,  1900. 
11:3123.  l.MO 

♦Nathan,  Marcus  to  Adeline  Grossman.  Westchester  av,  s  e  cor 
Commonwealth  av,  50.10x115.0x50x106.2.  P  M.  Prior  mort 
$2,400.     June  28,  3  yrs,  —'/r.     June  29,  1900.         .  1,200 

Northwestern  Realty  Co  and  Albert  Deutsch,  with  LAWYERS' 
TITLE  INS  &  TRUST  CO.  Brook  av,  s  e  cor  138th  st,  100x315.2. 
Subordination    agreement.      June    28.      June    29,    1900.      9:2205. 

nom 

Northwestern  Realty  Co  to  LAWYERS'  TITLE  INS  &  TRUST  CO. 
Brook  av.  s  e  cor  138th  st,  100x315.2.  Prior  mort  $241..500. 
Demand,  V,'/,.     June  29,  1900'.     9:2205.  13,500 

Same  to  same.  Same  property.  Demand,  0%.  June  29,  1900. 
9-2"05  241,i500 

Northwestern  Realty  Co  to  LAWYERS'  TITLE  INS  &  TRUST  CO. 
Brook  av,  s  e  cor  138th  st,  100x315.7.  Certificate  as  to  consent 
of  stockholders  to  mort  for  $241,500.     June  30,  1900.     9:2205. 

Same  to  same.  Same  property.  Certificate  as  to.  consent  of  stock- 
holders to  mort   for   13,500.     June  29.     June  30,   1900.     9:2205. 

nom 

♦Nickisch,  Anna  M  to  Reinhold  Jahn.  Fulton  st,  e  s,  lot  25,  map 
South  Washingtonville,  40x125.     July  2,   1900,  1  yr,  0%.  2.(X)0 

Novak,  John  and  Charles  P  Faber  with  Geo  Grolz.  Brook  av.  No 
.543.     Subordination  agreement.     June  30.     July  2,  1905.     9:2294. 

nom 

Novak,  John  to  Geo  Grolz.  Brook  av,  w  s,  74.11  n  149th  st,  25. Ix 
133.11X— xl45.0.     June  29,  5  yrs,  5%.     July  2,   1900.     9:2294. 

15,000 

Niess,  Anna  E  to  Karl  G  Keller.  Vyse  av.  No  1407,  w  s.  18.1  n 
Freeman  st,  25x75.     July  2,  3  years,  5%.     July  3,  1900.     11:2987. 

5,0(X) 

New  York  Exchange  Realty  Co  to  Chas  V  Culyer.  Morris  av.  n 
w  cor  179th  st.  175x100.  P  M.  June  29,  demand,  0%.  July 
3,   1900.     11:2807   and  2829.  5.000 

New  York  Exchange  Realty  Co  to  Chas  W  Culyer.  177th  st,  s  s, 
185.9  e  Jerome  av,  25x125.  P  M.  June  29,  demand,  6%.  July 
3.   1900.     11:28.52.  2,500 

O'Brien,  Peter  W  to  Eliz  Wetterer.  Bryant  st,  w  s,  65  n  Free- 
man st,  20x100.  P  M.  Prior  mort  .$2.2.50.  July  2,  3  years,  — %. 
July  3,  1900.     11:2994.  1,550 

O'Callaghan,  John  to  Alexander  McL  Jeffrey.  Jerome  av,  e  s, 
23(i.7  s  Van  Courtlandt  av,  50x100.  July  2,  1900,  due,  &c,  as  per 
bond.     12:3322.  3,0110 

O'Rorke.  Thomas  to  Louis  H  Levin.  Cauldwell  av.  No  905.  Cer- 
tificate as  to  reduction  of  mort.  June  19.  June  29,  1900. 
10:2022.  

♦Panatere,  Michele  to  Hudson  P  Rose  Co.  Lot  12,  map  108  lots 
Coster  Estate.     P  M.     June  25,  4  yrs,  5%.     June  29.  1900.        .300 

Port  Morris  Realty  &  Construction  Co  to  North  American  Mort- 
gage Co.  138th  st,  n  s.  70.2  w  Cypress  av,  1.50x100x150.1  xlOt). 
June  20,  due  Apr  20,  1907,  0%.     June  30,  IIKJO.     10:2.5.53.      48,000 

Same  to  same..  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  20.     June  30,  1900.     10:2.5.53.        ■ 

Port  Morris  Realty  &  Construction  Co  to  North  American  Mort- 
gage Co.     13Sfh  st,  n  s,  70.2  w  Cypress  av,   150x100x1.50.1x100. 

Prior  mort  $48,000.  June  20,  due  Apr  20,  1907,  G%.  June  30. 
1900.     10:2.553.  00,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  20.     June  30,  1906.     10:25.53.        ■ 

Prospect  Av  Realty  Co  to  Benj  Levy.  Prospect  av,  Nos  0;{(3  and 
032.  e  s,  02.0  s  Kelly  st,  37.0x100.  Prior  mort  $30,000.  June 
29,  3  yrs,  0%.     June  30.  1900.     10:2085.  9,000 

Same  to  Morris  Bernstein.  Prospect  av,  Nos  034  and  636.  e  s. 
25  s  Kelly  st,  37 Cxi 00.  Prior  mort  $30,000.  June  29,  3  yrs, 
(r/r.      June  30,    1900.      10:2085.  9.000 

Perlitch,  Joseph  to  Richd  S  Collins.  161st  st,  n  s.  bet  Courtlandt 
av  and  Melrose  av,  and  being  lot  70.  map  North  Melrose,  .50x 
10.3x50x102. .3  e  s,  except  part  for  161st  st.  June  25.  demand. 
6%.     June  30,  1900.     9:2408.  25.0110 

Pittraan,  Junius  J  and  James  A  Regan  to  Wm  R  Sanders.  Bath- 
gate av,  e  s,  1.50.10  s  179th  st,  18x77.11x18x77.3.  Prior  mort 
2,.500.     June  30,  2  yrs,  6%.     July  2,  1906.     11:3044.  2..5O0 

Perlmutter  (Louis  L)  Realty  Society  to  Paul  Loll.  Kelly  st,  n  s, 
235  e  Robbins  av,  25x143.0x28.9x157.9.  P  M.  July  2.  installs. 
6%.     July  3.   liKli;.     10:2044.  1.500 

Prentzky,  Oscar  to  Anna  T  A  Koeth.  179th  st,  s  s,  127.8  w 
Washington  av,  17.6x100.  July  2,  3  years,  5%.  July  3,  1906. 
11:.30.35.  2,.500 

Pertsch.  Anna  S  to  Robert  A  Joyce.  Marion  av,  e  s,  139  n  194th 
st,  50xl71.4x.50xl74.4.  P  M.  July  2,  3  years,  5V2%.  July  3, 
1900.     12:. 3282.  6,000 


The  text  ot  these  pages  is  copyrighted.     AH   rights  are   reserved. 


Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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RECORD    AND    C.nDE 


Bronx 


July  7,  1906 


Rockland-RoGkport  Lime  Company 


Manofactorers    of   the  foUowing  Brands    of 
Rockland  Lime 

EXTRA  FINISHING  LUMP  c".°.L%' 

Also  Sole  Manufacturers  of 

EUREKA  BRAND  of  PREPARED  PURE  WHITE  LIMB 


Look  for  these  -worda  on  the  head  of  every  barrel:  Greenpolnt  Ave.  &  Newtown  Creek 

••Manufactured  by  Rockland-Rockport  Lime  Company"      Borough  of  Brooklyn,  N.  Y.  City 

DO  NOT  BE  DECEn-ED  BY  ANY  SUBSTITLTK  Telephone,  207  Greenpolnt 

NEW    YORK    OFFICE,    FULLER    BUILDING,    BROADWAY    AND    23d    STREET 


which  Is  Bnperior  to  anj  other  lime  or   wall    T>la8ter   now 
on  the  market.  GUARANTEED  NOT  TO  PIT. 


Quiun,  Thomas  J  to  Olga  Friedrichs.  Forest  av,  e  s,  270.8  n 
IBUth  St,  45.8x142.9.  Prior  mort  ifSO.SOO.  July  2,  5  years,  6%. 
July  3.  1906.     10:2t)(;i.  10,000 

Riley.  Thos  F  and  John  Loughney  to  Emeline  A  Kemp.  Hull  av, 
w  s,  225  s  200th  st,  2  lots,  each  25xlt;0.  2  morts,  each  $4,500. 
July  2,  3  years,  5%.     July  3,   1900.     12:3347.  9,000 

Robinson,  Solomon  M  to  Kate  Montague.  140th  st.  No  858,  s  s, 
354.9  e  St  Anns  av.  38x100.  P  M.  July  2,  due  Jan  1,  1907, 
6%.     July  3,  1900.     10:2551,  2.552  and  2553.  _500 

Renz,  Louisa  to  Richard  Cordes.  St  Anns  av.  No  647,  w  s,  100.5  s 
Rae  st,  25.1x80.11x25x89.3.  P  M.  Prior  mort  $14,000.  July 
2,  1  year,  5%.     July  3,  1906.     9:2358.  1,000 

•Robertson,  Archibald  to  Thomas  J  Lock.  Plot  begins  at  n  e 
cor  and  adj  land  now  or  late  ot  Gustavus  F  C  Hillman  gnd 
high  water  mark  Long  Island  Sound,  at  City  Island,  runs  s  190  to 
land  Wellbrock,  x  w  260.8  x  n  199  x  e  300.6  to  beginning;  also 
land  under  water  in  front  and  adj  above.  July  2,  3  years,  6%. 
July  3.  1906.  14,000 

Rose^  Jennie  wife  Abraham  to  Bridget  Nugent.  Teller  av.  No 
13i,0,  e  s,  649.1  n  169th  st,  25x79.6x25x79.8.  July  2,  5  years, 
5%%.     July  3,  1906.     11:2782.  3,500 

Rothschild  Clara  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
Valentine  av.  No  2065,  w  s,  74.5  s  ISOth  st,  25xl00.10.x25xl00.i'. 
P  M.     June  30,  1906,  3  yrs.  5%.     11:3149.  4,500 

Ricca.  Amalia.  Larchmont,  N  Y,  to  EAST  RIVER  SAVINGS  INSTN. 
132d  St.  n  s,  325  e  St  Ann's  av,  100x100.  4  yrs,  5%.  June  30. 
1906.     10:2546.'  40,000 

Reilly,  James  to  EMIGRANT  INDUSTRIAL  S.4VINGS  BANK. 
Franklin  or  Crotona  av.  No  1S39,  w  s,  107.6  s  176th  st,  18.6x100. 
June  26,  5  yrs,  t)',c.     June  29,  1906.     11:2945.  3.500 

Rosenthal,  Julius  S  and  Eli  Miller  to  Edw  Friedman.  146th  st, 
Nos  789  and  791,  n  s,  150  e  Brook  av,  50x100.  P  M.  June  28, 
due  May  1,  1910;  67c.     June  29.  1906.     9:2273.  16,500 

Roddy.  James  to  Abraham  Cohen.  Anthony  av,  e  s,  55.8  n  175th 
st,  25x127. ll.x26xl20.S.  P  M.  Prior  mort  $5,000.  June  30,  3 
yrs,  6%.     July  2,  1906.     11:2892.  2,500 

•Salzano,  Raftalle  to  DOLLAR  SAVINGS  BANK  ot  City  N  Y. 
Maple  av,  w  s,  ICO  s  1st  av,  25x100.     1  yr,  6%.     June  29,  1906. 

3.000 
Schwarzler,  August  F  to  Julia  Huerstel.     Cauldwell  av,  w  s,  170.5 
n    165th    st,    27.11x101.2x34x119.5.      P  TVI.      Prior    mort    $7,000. 
June  29,  3  yrs,  ii'/e-     June  29,  1906.     10:2622.  2,.500 

Sussdorf,  Wm  to  Severin  Magda  and  ano.      156th  st.  No  984,  s  s, 
219.5  e  Beach  av,  25x121.     P  M.     Prior  mort  $13,000.     June  28. 
.  3  yrs,  0%.     June  29,  1906.     10:2665.  6,000 

♦Sonkin,  Philip  to  Caspar  Reimer.     Seton  av,  w  s,   100  n  Randall 

av,  25x100.     P  M.     June  28,  3  yrs,  5%.     June  29.  11106.  500 

St  Joseph's  Institute  tor  the  Improved  Instruction  of  Deaf  Mutes, 
a    corporation,    to    EMIGRANT    INDUSTRI.VL    SAVINGS    BANK. 
18Sth    st,   n   w   cor   Lorillard   pi.   426.10x352,    except    part    tor 
Bathgate  av.     1  yr,  -iW/(-     June  29,  1906.     11:3058.  90,000 

Senior,  Ida  L,  wife  Theo  E,  to  Elizabeth  Stark.  Keppler  av,  n  w 
cor  235th  st,  75xlOJ.  June  28,  3  yrs,  5V-'%-  June  29,  1906. 
12:3370.  8,000 

Schuur,  Baruch  H  to  Fredk  D  Colcord.  Dawson  st,  s  w  cor  Leggett 
av,  90x25.8x91.11x25.1.  P  M.  Prior  mort  $22,000.  June  29,  3 
yrs,  6%.     June  30,  1906.     10:2686.  10,000 

Santangelo,  Michael  to  Samuel  Mann  and  ano.  Morris  av,  s  w  cor 
154th  st,  43.3x100  14  part.  P  M.  June  15,  1  yr,  {j%.  June  30, 
1906.    9:2442.  4.841.20 

Schworer,  George  to  Josephine  Nacke.  Willis  av.  No  399,  w  s, 
75  n  143d  st,  25x106.  P  M.  Prior  mort  $19,000.  July  3, 
1906,  5  years,  6%.     9:2300.  7,000 

Silberberg,  Abraham  A  to  Emma  L  Todd  et  al  exrs  Theo  W  Todd. 
Vyse  av,  w  s,  440  n  167th  st,  2  lots,  each  20x100.  2  morts, 
each  $8,000.     July  2,  3  years,  5%%.     July  3,  1906.     10:2752. 

16,000 
Schneider.   Chas   to   Jessie   A   Luke   trustee   Walter   Luke.      Brook 
av.  No  1468,  e  s.  134.2  n  St  Pauls  pi,  25x100.7.     July  2,  3  years. 
— %.     July  3,  1906.     11:289.5.  11,000 

Saul,  Sarah  to  Emma  L  Todd  et  al  exrs  Theo  W  Todd.  Vyse  av, 
w  s,  140  n  167th  st,  20x100.  July  2,  3  years,  5i/>%.  July  3. 
1906.     10:2752.  8,000 

Smyth.  Robt     I. New  Rochelle,  N  Y,  to  John  Miles.     200th  st.  n  e 
s,  at  s  e  s  Decatur  av,  80.3x112.3x79.7x102.1.     P  M.     June  26. 
.  3  years.  5%.     July  3,  1906.     12:3280.  15,000 

Schuize,  Carrie  A  to  Luder  Hanken.  142d  st.  No  741,  n  s,  190  w 
Brook  av.  2.5x100.  P  M.  May  22,  due  Jan  5,  1909,  6%.  July  3, 
1906.     9:2287.  2,250 

Smith.  Clarice  J  to  Amalie  Jaeger-Rainer  and  ano,  joint  tenants. 
Hull  av.  w  s,  350  s  Woodlawn  road,  26.1x110x29.7x110.  July  2, 
3  years.  5%.     July  3,  1906.     12:3333.  500 

Smith.  Mary  E  to  Peter  Carter  and  ano.  183d  st.  No  1039,  n  s, 
141.6  e  Prospect  av,  25x100.  July  2,  due,  &c,  as  per  bond.  July 
3,   1906.     11:3114.  1,700 

Siener.  Charlotte  S  to  Helene  W  Eilenberg.  198th  st,  s  s,  55  w 
Briggs  av.  25.\98.  Prior  mort  $5,500.  July  2,  1  year,  — %. 
July  3,  1906.     12:3301.  2,000 

Shinar.  Wm  L  to  Christian  Biersack.  3d  av,  e  s,  bet  Boston  road 
and  166th  st,  and  being  lot  149  map  Morrisania,  16. 8x96x16. 8x 
102.    July  2,  1906,  3  years.  5%%-     10:2607.  3,000 

Thorn.  Thomas  H  to  Elmer  A  Allen.  Grand  av,  e  s,  100  s  w 
192d  st,  50x100.     July  2,  3  years,  5%%.     July  3,  1906.     11:3204. 

4,250 
Tannenbaum,  Jacob  and  Morris  and  Samuel  Weber  to  Carl  Ernst. 
Wendover  av,  s  s.  75.9  e  Washington  av,  25.3x80.5x25x84.     P  M. 
Prior    mort    $12,000.      July    2,    3    years,    6%.      July    3,    1906. 
11:-291'2.  8,500 

Thomas.  Rowland  W  to  John  Twiname.  Belmont  av,  e  s,  235  n 
l.Slst  St.  24.2x172.11x24x170.  July  2,  3  years,  — %.  July  3. 
1906.     11:3083.  6.000 

Tesoro,  Filomena  to  Joseph  Tesoro.  Crescent  av,  s  w  cor  Bel- 
mont av.  128.9x45x100x126.5.  July  2,  5  years,  5%.  July  3. 
1906.     11:3087.  40.000 

Thorn,    Frieda   to   Edw   Miltenberger.      Trinity   av,    w   s,    169.4    n 
:      156th  st,  SO.SxlOl.     P  M.     Prior  mort  $25,000.     June  29,   1906, 
due  Dec  1.  1909,  —%..     10:2629.  14,000 

Thornton   Brothers  Co   to  Lucy  G  Barnard.     Findlay  av,   s  w  cor 


169th   st,    123.1.\201.I1    to   College   av   x   95.4x200.      Prior   mort 
$14,500.    June  28,  due  Nov  1,  1906,  6%.     June  29,  1906.    11:2783. 

8.000 
Same  to  same.     Same  pro.ierty.     Certificate  as  to  consent  ot  stock- 
holders to  above  mort.     June  28.     June  29,  1906.     11:2783.        • 

•Tushak,  Gerald  to  Paul  Roiling.  Plot  begins  240  e  White  Plains 
rd.  at  point  along  same  325  n  Morris  Park  av,  runs  e  100  x  n 
25  X  w  100  X  s  25  to  beginning,  right  ot  way  to  Morris  Park  av. 
Prior  mort  $3,.500.     July  2,  1906,  installs,  {i%-  1,600 

Van  Fleet,  Frank  to  Christian  H  Werner.  Catherine  st,  e  s,  at 
s  w  cor  lot  51,  runs  e  105.11  x  n  50  x  w  107  to  st  x  s  50  to  be- 
ginning, being  part  of  lots  51,  52  and  53,  map  Penfield  Property, 
South  Vernon.  P  M,  Prior  mort  $750.  June  28,  due  Dec  28. 
1907,  —7c.     June  29,  1906.  550 

Vandemark.  John  W  to  J  C  Julius  Langbein.  Tremont  av,  s  s, 
64.6  e  Arthur  av,  25x100.5.  P  M.  Prior  mort  $8,800.  July  2. 
1906,  1  yr,  67c.     11:2947.  700 

Wright,  Wm  H  to  Irene  E  Wright.  Briggs  av.  No  2054,  e  s,  100  n 
194th  st,  24.10x70.3x24.8x69.3.  June  29,  3  yrs,  — %.  July  2, 
1906.     12:. 3294.  4.000 

Watson.  Alex  J  to  Harry  M  Merriman.  Palisade  av,  e  s,  at  s  s 
lands  formerly  P  O  Strang  and  now  of  Lewis  H  Lapham,  runs  s  e 
154.8  X  s  e  173.6  x  s  e  110.5  x  s  e  34  x  s  w  15  x  s  w  156.9  x  n  w 
219.4  X  n  w  47.5  x  n  23.3  x  —  on  curve  to  left  11  .x  n  w  54.5  x  — 
on  curve  to  right  37.6  x  n  w  4.5.3  to  av  av  x  n  e  126.10  with  right 
ot  way  across  stable  yard  of  Margt  E  Putnam.  P  M.  June  28. 
5  yrs,  u%.     June  29,  19(16.     13:3411.  20.000 

Wallenberg,  Philip  to  Joseph  A  Solomon.  136th  st.  No  929,  n  s. 
101.11  w  Cypress  av,  37.6x100.11.  P  M.  Prior  mort  $26,000. 
June  29,  1906,  3  yrs,  6',;.     10:2549.  7,000 

Weil,  Rosa  to  Alfred  Rosenzweig.  Clinton  av,  e  s,  44  n  Oakland 
pi,   22x100.      June  27,    demand,   67e.      June   29,    1906.      11:3094. 

1.000 

♦Whitehall  Realty  Co  to  F.\RMERS'  LOAN  &  TRUST  Co,  exr,' &c, 
Chas  B  Beck.  Munday  lane,  n  w  cor  Kingsbridge  rd,  runs  w  —  x 
n  —  X  w  —  X  —  X  w  —  X  n  —  x  n  e —  x  e  —  x  s  —  to  beginning, 
contains  104  acres,  3  roods  and  2'9  perches,  except  about  9  acres 
conveyed  to  Wm  J  Underbill  by  deed  dated  July  25,  1842,  and 
recorded  in  Westchester  County.  P  M.  3  yrs,  — %.  June  29, 
1906.  350.000 

Wainwright,  Wm,  to  Dan'l  G  Griffin.  Southern  Boulevard,  n  w  s, 
2.50  s  w  Av  St  Johns,  3  lots,  each  50x121.  3  morts,  each  $18.0  10. 
3  prior  morts,  each  $52,000.  3  yrs,  67o.  June  -9,  1906. 
10:2683.  •  54,000 

Same  to  same.  Southern  Boulevard,  n  w  s,  450  s  w  Av  St  Johns, 
.50x115.    Prior  mort  $42,000,  3  yrs,  G%.    June  29,  1906.     10:2683. 

10,500 

Same  to  same.  Southern  Boulevard,  n  w  s,  400  s  w  Av  St  Johns, 
50x115.    Prior  mort  $42,000.   3  yrs,  ti%.   June  29,  1900.    10:268:^. 

15,000 

Wistaria  Realty  Co  to  TITLE  GUARANTEE  &  TRUST  CO.  Union 
av,  e  s,  277  s  105th  st,  75x60.  Prior  mort  $48,000.  June  29. 
demand,  67c.     June  30,   1906.     10:2678.  6,000 

Weimar,  Henry  to  Mary  S  Todd.  Hull  av,  w  s,  225  s  Woodlawn 
road,  25x110.     July  2,  3  years,  5V2%-     July  3,   1906.     12:3333. 

5.700 

Wagner,  Katharina  to  Emelie  Scbmitt.  147th  St.  No  803,  n  3, 
175  e  Brook  av,  25x100.  P  M.  Prior  mort  $13,000.  July  1.  1 
year,  6%.     July  3,  1906.     9:2274.  50O 

Walter,  William  to  Samuel  Harris.  Alexander  av.  No  272,  e  s. 
25  s  139th  st,  2.5x81.6.  Prior  mort  $12,000.  July  2,  due  April 
1,  1908.  6%.     July  3.  1906.     9:2301.  5,000 

Wehmeyer,    August    F    to    Anna    Neiss.      Vyse    av,    w    s,    IS.,1    n 


Freeman  st,  25x75.     P  M.     July  2,  3  years,  6% 

11:2981. 
Warpitzky.   Julius   B    to   Chas  Spiegel 

Hill  road,  runs  e   IflO  x  s  34.3  x  s 

10.6  X  n  20.5  to  beginning.     P  M. 

3.  1906.     12:3348. 
*Wexler    Jacob   to   John   J  Bell.     220th   st.   n 

50.     Prior  mort  $7,500.     June  28,  demand. 


July  3,  1906. 

3,250 

Perry  av.   e  s.  425  s  Gun 

10.6  X  w  100.11  to  av,  X  n 

June  12,   1  year,   6%.     July 

1.500 

cor  4th   av,   105x 

%.     July  2,  1906. 

2,000 

Zoeller.  Henrietta  to  Jacob  E  Ryttenberg.  138th  st.  No  609.  n  s, 
102.9  e  Alexander  av,  2.5.11x100.  P  M.  Prior  mort  $18,000. 
July  2.  due  Jan  1.   1908,  6%.     July  3.  1906.     9:2.301.  3  000 

Same   to   Rachel   Johnston.     Same   property.      Prior  mort  $'21, 20*1. 

July  2,  3  years,  — %.    July  3.  1906.     9:2301.  1.000 

*Zeller,  John  J  to  Hermann  Kuttner.  Merrill  st.  s  s,  100  e  St 
Lawrence  av,  2.5x100.     May  2.  3  yrs,  5V2%.    June  29,  1906.      3,200 

PROJECTED  BUILDINGS. 

The  first  name  is  that  ot  the  ow'r;  ar't  stands  tor  architect;  m'n 
tor  mason,  c'r  tor  carpenter,  and  b'r  for  builder. 

When  character  of  roof  is  not  mentioned,  it  is  to  be  understood 
that  the  roof  is  to  be  of  tin. 

BOROUGH    OF    MANHATTAN. 

SOUTH   OF   14TH   STREET. 

Attorney  st.  No  91.  1-sty  brk  and  stone  outhouse.  S.x9;   cost,  $650; 

Fred  Bottford,  28  Pearl  st;  ar't.  T  J  Evans,  .7  Cannon  St.— 731. 
Cliff  St.   Nos  61-65,   ll-sty  brk  and  stone   loft  building,  66,9x121.4, 

tile    root;    cost,    $200000;    Chas   A   Schieren,   30   Ferry   st;    ar'ts, 

Radclitte   &   Kelley.   3  W  29th  St.— 725. 
Cherry  st.  No  62.  1-sty  brk  and  stone  outhouse,  8x5.4;   cost,  $'200; 

Jennie  Benning,  319  Water  st;  ar't.  C  Dunne.  210  E  14th  St.— 726. 
Dey   St.   No  38.  2-sty  frame  temporary  shed,  26.8x63  8;   cost,   $800; 

O'Rourke   Engineering  &  Construction  Co,   1  W  34th  st;   ar't,   Jo- 
seph Swannell.   1  W  34th  St. — 738. 
Prince  st.  Nos  199-201.  6-sty  brk  and  stone  store  and  tenement    49.3 

x(!4;    cost.   .$.30,000;    Chas   H   Darrow  Jr.   294  Central   Park  West; 

ar't,  John  Ph  Voelker,  979  3d  av. — 745. 
Ridge  St.  No  111.  1-sty  brk  and  stone  outhouse,  3.8x4.8;  cost,  $100; 

I  Schlanger,  122  Ridge  st;  ar't,  O  Reissmann,  30  1st  St. — 752. 
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The    Palmer   Lime  and  Cement   Company 

"  PAIjMKK'S  I\'«».  1,  "  the  strnngost  and  best  brick  llmo  manufactured,  will  lay  more  brick  to  the  barrel  than  any  other  lime. 
Fariiani  CiaiCSfQIKl^  Finisbiuiu:^  whl'li  has  no  equal. 
Palnier>s  i'iiiiwliillg',  hij;h  t-'rad-,  i--r  all  finiahlitg  and  plastering  work. 
Coimeclifiil  Wliite  l^inif,  especially  adapted  to  brown  and  scratch  work. 
Palmer's  Cbi'iuical  I.iiuie,  absolutely  hi;:h  grade. 

Alsen's  Portland  Cenieiil,  ror  Long  Island.  FOSTER    F.    COMSTOCK,    Manager 

Sales  Dppartraent:     |  49    BROADWAY,    NEW    YORK  Brooklyn  station.  Telephone  l4o.-}  Greenpoint 

TelephoMOS,  Gblo  GG11-6G12  CJortlandt.  Je.sey  City  Station,  Telephone  136.  Jersey. 


Broadway,    Nos    15.j-]l'io.     41     and     14-sty     brk     and     stone     office 

buildings.   T-i.lO'A.xllo.l,   terra   cotta   block  roof;   cost,  $1.500,U00; 

Singer  Mfg  Co,  149  Broadway;  ar't.  Ernesi  Flagg,  35  Wall  st. — 747. 
West  Broadway,  s  w  cor  Prince  st,  (j-siy  brk  and  stone  tenement  and 

store,  47.10.';U1;  cost,  $48,000;  Pasquale  Sauria,  244  Mott  st;   ar't, 

Chas  M   Straub,   121*  Broadway. — 740. 

BETWEEN  14TH  AND  50TH  STREETS. 
25th   st,    Nos   428-430   East,'  5-sty   brk   and   stone   factory,   50x89.0. 

felt  and  gravel  roof;   cost,  $57,0110;   Bishop  Gutta  Percha  Co,  420 

E  25th  si;    ar't,   Frank   F  Ward,   203  Broadway. — 733. 
29th  St.   No  218  West,  1-sty  brk  and  stone  outhouse,  13.4x10;   cost, 

$1  (HK);  Mary  J  Lynn,  310  0th  av;  ar't,  P  F  Brogan,  119  E  23d  St. 

—743. 
35th  St.   Nos   537-541   West,   1-sty   brk   and   stone   storage   building, 

75x03,  tar  and  gravel  roof;  cost,  $40,000;  J  G  Braun,  on  premises; 

ar't,  Geo  Simpson.  51  Wall  st. — 744. 
36th  st.  No  548  West,  1-sty  brk  and  stone  outhouse.  11.3x11.3;  cost, 

$500;  Lutin  Realty  Co,  510  W  oOth  st;  ar't,  John  Ph  Voelker,  979 

3d  av. — 732. 
48th  st,  n  w  cor  2d  av,  6-sty  brk  and  stone  tenement  and  store,  40x 

03;    cost,    $35,000;    Harris   Cohen,   2   E   lOSth   st;    ar'ts,    Bernstein 

&   Bernstein.  24  E  23d  St.— 750. 
51st  st.  No  7  West,  5-sty  brk  and  stone  residence,  25x75,  tile  roof; 

cost.  $85,000;   Mary  F  Mullane,  3  W  92d  st;   ar't,  C  P  H  Gilbert, 

1123  Broadway. — 749. 

BETWEEN  59TH   AND  125TH  STREETS,   EAST  OF  5TH  AVENUE. 
70th  St.   Nos  154-15G  East,  3-sty  brk  and  stone  dwelling.  40x9'2.11; 

cost,  $50,0(X);   Stephen   H   Brown,   108  E  35th   st;   ar't,   Edward  P 

Casey,   1   Nassau  st.  — 739. 
85th  st,  Nos  550-552  East,  G-sty  brk  and  stone  store  and  tenement, 

33x89.2;   cost,  $40  000;   Liebenthal  Bros,  07  W  125th  st;  ar't,  Geo 

Fred  Pelham,  503  5th  av.— 740. 
91st  st,  Nos  150-152  East,  0-sty  brk  and  stone  tenement,  50x87.8%; 

cost,   $05  000;    Nathan   E  Clark,   1211   Madison  av;   ar't,  Geo  Fre4 

Pelham,  503  5th  av. — 727. 
103d   st,   s   s,   39'/4    e   Park   av,   6-sty   brk   and   stone   tenement,   40x 

100.11;    cost,    $40  000;    Cohen    &    Kraft,    171    Broadway;    ar't,    M 

Zipkes,  147  4th  av — 724. 
105th  st,  s  s,  70  w  Madison  av,  two  0-sty  brk  and  stone  tenements, 

37.6x87.9;   total  cost,  $70,000;   M  Levenkind,  81  E  109th  st;  ar'ts, 

Bernstein   &   Bernstein,  24  E  23d  st. — 751. 
121st  st,  s  s.  90  e  Park  av,  6-sty  brk  and  stone  tenement  and  store, 

25.x87.ll;   cost,  $20  500;   Hyman  Seplowitz,   2242  2d  av;   ar't,  Geo 

Fred  Pelham.  503  5th  av. — 737. 
121st   St.   s  s,  83.3  w   1st  av,   6-sty   brk  and  stone   tenement,  36.9x 

87.11;    cost,   $35,000;   Levinson  &  Zipkin,   114  E  28th   st;   ar't,   M 

Zipkes,   147  4tb  av. — 748. 
Park  av.  s  e  cor  103d  st,  6-sty  brk  and  stone  tenement,  39.4x90.10; 

cost,  $50,000;   Cohen  &  Kraft,  171  Broadway;   ar't,  M  Zipkes,  147 

4th  av.— 723. 

BETWEEN  59TH  AND  125TH  STREETS.  WEST  OF  5TH  AVENUE. 

101st  st,  n  e  cor  Riverside  Drive,  4-sty  brk  and  stone  residence,  27 
x88;  cost.  $90,000;  Douglass  Realty  Co,  304  W  70th  st;  ar'ts, 
Frank   E   Wallis.   11-23   Broadway.— 729. 

109th  St.  s  e  cor  Manhattan  av,  two  G-stv  brk  and  stone  tenements, 
50.11x92;  total  cost.  $100  000;  Sobel  &  Kean,  4  W  109th  st;  ar'ts, 
Sommerfeld  &  Steckler,  19  Union  sq. — 754. 

Amsterdam  av.  s  w  cor  114th  st,  three  6-sty  brk  and  stone  tene- 
ments, 50.11x100;  total  cost,  $220  000;  Jacob  Wienstein.  1420  St 
James  Bldg,  1133  Broadway;  arts.  Stern  &  Morris,  1133  Broad- 
way.— 741. 

Manhattan  av,  n  e  cor  108th  st,  two  6-sty  brk  and  stone  tenements, 
50.11.x85.6;  total  cost.  $100  000;  Sobel  &  Kean,  4  W  109th  st; 
ar'ts,   Sommerfeld  &  Steckler,   19  Union  sq. — 753. 

Riverside  Drive,  e  s.  110th  st  to  111th  st  S-sty  brk  and  stone  apart- 
ment house;  size  irreg;  cost,  $1,<X)0,000;  Hendrik  Hudson  Co,  1 
Madison  av;   ar'ts.  Rouse  &  Sloan,  11  E  43d  st. — 730. 

NORTH   OF   125TH   STREET. 

131st  st,  s  s,  90  e  Old  Broadway,  two  6-sty  brk  and  stone  tenements, 
41  7x  irreg;  cost.  $75  000;  J  Goldman  Realty  &  Cons  Co,  305  W 
117th   st;    ar'ts,    Stern   &   Morris,   1133   Broadway. — 742. 

145th  st,  n  s,  100  w  Amsterdam  av.  1-sty  brk  and  stone  store  build- 
ing; cost,  $7  000;  Martha  B  Mosher,  7th  av  and  llCth  st;-ar't,  Chas 
E  Birge,  29  W  34th  St.— 728. 

146th  st,  s  s,  100  w  7th  av,  five  6-sty  brk  and  stone  tenements,  40x 
80.11;  total  cost.  $275  000;  Rosenberg  &  Perelson,  124  Bowery; 
ar'ts,    Bernstein   &  Bernstein.   24   E  23d  St.— 735. 

14Gth  st,  s  s,  300  w  7th  av,  two  6-sty  brk  and  stone  tenements  and 
stores,  37.0x86.11;  cost.  $70,000;  Rosenberg  &  Perelson,  124  Bow- 
ery;  ar'ts,   Bernstein   &  Bernstein.  24  E  23d  St.— 730. 

Lexington  av.  w  s,  130th  st  to  131st  st.  four  0-sty  brk  and  stone 
tenements  and  stores,  50x72;  total  cost,  $180  000;  Hauben  Realty 
Co,   192  Bowery;   ar'ts,   Bernstein  &  Bernstein,  24  E  23d  St.— 734. 

BOROUGH   OF    THE   BRONX. 

North   St.   s   e   cor   Davidson   av,   4-sty   brk   tenement,    15x90;    cost. 

$15,000;    H    V    Singhi,    Kingsbridge   road;    ar't,    Henry   Anderson, 

1183   Broadway. — 747. 
Poplar  st,  n  s,  350  e  Bear  Swamp  road,  2-sty  frame  dwelling,  24x18; 

cost,  $2,000;   Amelia  Goldman,  839  E  191st  st;   ar't,  Henry  Nord- 

heim,  170  Van  Buren  st. — 742. 
132d  St.  n  w  cor  Cypress  av,  7-sty  concrete  factory,  75.8x140;  cost, 

$65,000;   Jacob   Doll.   898  Southern   Boulevard;    ar'ts,   J  P   Powers 

Co,  9  Jackson  av,  Long  Island  City. — 745. 
151st  st,  n  s.  225  e  Courtlandt  av.  1-sty  frame  shed.  15x34.6;  cost, 

$500;   Wm  Blumenauer,  617  E  151st  st;   ar't,  Fred  Hammond,  943 

Washington  av. — 746. 
151st  St.  n  s,  100  w  Morris  av,  6-sty  brk  tenement,  50x105.5;  cost, 

$60,000;   Giuseppe  Fusco.  2224  1st  av;  ar'ts,  Moore  &  Landsledel. 

148th  Bt  and  3d  av.— 753. 


15.';d  st,   n   w  cor   Morris   av,  0-sly   brk  tenement,  50x'.)0;    cost.  $0.'i,- 

000;  Newmark  &  Jacobs,  400  W  152d  st;  ar't,  Lorenz  F  J  Weiher, 

103  E  125th  St.— 736. 
163d  st,   n   s,   40.9  e  3d  av,   two  6-sty  brk  tenements,  39x87;   total 

cost,  $80,000;  John  M  Linck,  1047  Trinity  av;  ar't,  M  J  Garvin, 

3307  3d  av. — 754. 
ISSth  st,  n  w  cor  Arthur  av,  G-sty  brk  tenement,  35.3x102.4;   cost, 

$45,000;  James  Federici,  347  E  114th  st;  ar't,  Lorenz  F  J  Weiher, 

1JJ3  E  125th  St.— 735. 
217th  st,   n   s,   250   w   Bronxwood  av,   2-sty  frame   dwelling,   25x60; 

cost,    $5,000;    Wm    Stevens,    305    W   55th    st;    ar't,    John    Martin, 

217th  St,  between  4th  and  5th  avs. — 737. 
Briggs   av,   n   s,    144  9   w   Pauling   av,   2-sty  frame   dwelling,   21x50; 

cost,  $4,800;   Michael  Moss,  Watsons  lane;   ar't,  B  Ebeling,  West 

Farms  road. — 750. 
Bainbridge    av,    w   s,    151    p    194th    st,    four   3-sty   frame   dwellings, 

19.9x51;   total  cost,  $20,000;   Wm  H  Wright,  599  E  141st  st;  ar't, 

Louis  Koenig.  608  E  l.jOth  st. — 741. 
Classon   av,    w    s,   50   s    Mansion   st,    2-sty   frame   dwelling,    21x53; 

cost,    $5,.500;    Louis    Benoist,   1498   3d   av;    ar't,    Franz   Wolfgang, 

787   E   177th  St. — 748. 
Columbus  av,  s  s.  165.8  w  Bronxdale  av,  2-sty  frame  dwelling,  21x 

51.0;    cost,   $5  500;    Rachael   Bailey,   34   W   13Gth   st;   ar't,   Chas   S 

Clark,  709  Tremont  av. — 738. 
Fox   av,   w   s,    100   n   Jefferson   av,   2-sty   concrete   dwelling,   21x.jO; 

cost,   $6,000;    Oscar  Smith,   Edenwald;   ar't,   Carl   P  Johnson,  8  E 

42d  St.— 734. 
Green    lane,    w    s,    354.9    s    Castle    Hill    av,    2-sty    frame    dwelling, 

21x.50;    cost,   $4,500;    Norbert   Robillard   Castle    Hill     av;    ar't    B 

Ebeling,  West  Farms  road. — 749. 
Jerome  av,  e  s.  25.3  n  Burnside  av,  1-sty  frame  carriage  shed,  18x 

20;    cost   $5(10;    Henry   Meyer,   2028  Jerome   av;    ar't,   J    J    Vree- 

land,  2019  Jerome  av. — 733. 
King   av,   n   e   cor   Elizabeth   st.   City  Island,   2-sty   frame   dwelling, 

37x30;   cost,  $4,000;   Miss  Mary  Appleton,  17  Red  Cross  av,  New- 
port, R  I;  ar'ts,  S  H  Booth  &  Sons,  City  Island. — 743. 
Longwood  av,  s  s,  148  e  Prospect  av.  1-sty  frame  store,  76x70;  cost, 

$7,000;  Jas  F  Meehan,  Longwood  and  Prospect  avs. — 740. 
Ryer  av,  w  s.  257.7  n  181st  st,  3-sty  frame  tenement,  21x58;  cost, 

$8,000;  Murphy  &  Landsiedel,  148th  st  and  3d  av;   ar'ts,  Moore  & 

Landseidel,  148th  st  and  3d  av.— 739. 
Southern  Railroad  av.  w  s.  245  n  Mechanic  st,  1-sty  brk  boiler  room, 

40x35;    cost,    $3,500;    Hodgman    Rubber   Co,    80G   Broadway;    ar't, 

W  L  Stoddart,  31  Union  sq, — 751. 
Tinton   av,   w   s,    127.0   n   101st   st,   2-sty   brk   stable,   27x105;    cost, 

$8,000;  Chas  Hlawatsch.  881  Tinton  av;  ar'ts,  Moore  &  Landseidel, 

148th  st  and  3d  av. — 756. 
Vyse  av,  e  s,  275  n  Jennings  st,  2-sty  frame  dwelling,  22x58;   cost, 

$5,500;  Wm  Deltz,  1484  Vyse  av;  ar't,  Henry  Lave,  Castle  Hill  and 

Ellis  avs. — 757. 
Villa  av,   e   s,   69.9  n   205th   st.   4-sty  brk   tenement,  25x70;    cost, 

$14,000;    Gumaro   Langella.   418  E    124th   st;    ar't,   F  E   Albrecht, 

Kingsbridge  road  and  Decatur  av. — 744. 
Webster  av.  s  w  cor  Woodlawn  road.   1-sty  frame  store  and  dwell- 
ing. 25x65:   cost,  $2,500;  Just  &  Ravnor,  219  W  125th  st:  ar'ts 

Neville  &  Bagge.  217  W  125th  st. — 75.5. 
Westchester  av,  s  s,  75  e  Simpson  st,  6-sty  brk  tenement,  50.x62.10; 

cost,  $35,000;   American   Real   Estate  Co,   Southern  Boulevard  and 

Westchester    av;    ar't,    Wm    D   Johnson,    Southern    Boulevard    and 

Westchester  av. — 752. 


ALTERATION'S. 

BOROUGH    OF   MANHATTAN. 

Attorney  st,  No  CO,  partitions,  toilets,  to  6-sty  brk  and  stone  store 
and  tenement:  cost.  $5,000;  K  Wallach,  240  E  79th  st;  ar't  Otto  L 
Spannhake,  200  E  79th  st.— ISiu. 

Broome  st.  No  272.  partitions,  windows,  to  5-sty  brk  and  stone  store 
and  tenement;  cost,  $9011;  Abraham  Lubetkin,  28  Front  st;  ar't 
Alfred  L  Kehoe,  206  Broadway.— lSn9. 

Clinton  st,  Nos  28  and  30,  partitions,  toilets,  tank,  to  two  5-sty  brk 
and  stone  tenements;  cost,  $4,000;  Rosenthal  &  Cassell,  75  Canal 
st;  ar't.  Max  MuUer,  3  Chambers  St.— 1797. 

Clinton  st.  No  20,  toilets,  windows,  partitions,  tank,  to  5-sty  brk 
and  stone  tenement;  cost.  $2,000:  Rosenthal  &  Cassell,  75  Canal 
st;  ar't.  Max  MuHer,  3  Chambers  St.— 1798. 

Clinton  st.  No  177.  toilets,  partitions,  to  5-sty  brk  and  stone  tene- 
ment: cost,  $5,000:  B  Fisliman,  286  Madison  st;  ar'ts,  Sommerfeld 
&  Steckler,  19  Union  sq.— 1.S97. 

Clinton  st.  No  93.  toilets,  windows,  to  5-sty  brk  and  stone  tene- 
ment: cost.  $5,000:  Samuel  Koransky,  181  E  Broadway;  ar't,  O 
Reissmann,    30    1st    st. — 1845. 

Delancey  st.  No  120.  toilets  windows,  to  5-sty  brk  and  stone  tene- 
ment; cost,  $1500:  H  Finkelstein,  79-81  2d  st;  ar't,  O  Reiss- 
mann, .30  1st  St.— 1889. 

Delancey  st.  No  1921,4,  toilets,  windows,  partitions,  to  5-sty  brk 
and  stone  store  and  tenement:  cost,  $1,200;  D  Skrelow,  65  Chrystie 
st;   ar't.  C  Dunne.  210  E  14th  st. — 1872. 

East  Broadway.  Nos  137  and  139,  plumbing,  partitions,  windows,  to 
two  5-stv  brk  and  stone  tenements:  cost.  $6,000;  Harris  Sokolski 
&  Son,  3.54  Grand  st:  ar't.  M  Zipkes.  147  4th  av.— 1816. 

East  Houston  st  No  1110,  partitions,  toilets,  to  4-sty  brk  and  stone 
tenement:  cost,  $1,000;  Ritter  &  Heidenreich,  115  2d  st;  ar't,  0 
Reissmann,  30  1st  st. — 1800. 

Eldridge  st,  No  208  pirtitions,  store  fronts  to  5-sty  brk  and  stone 
tenement:  cost,  $1,500:  Joseph  Zabinsky,  1  Division  st;  ar't.  Max 
Muller,  3  Chambers  st. — 1796. 

Front  st  No  1  stairs,  windows,  to  2-sty  brk  and  stone  loft  building; 
cost,  $12  000;  John  Bittner,  Eastern  Hotel,  Whitehall  and  South 
sts;   ar'ts,   B  W   Berger  &   Son,   Bible   House.— 1882. 

Franklin  st.  No  173.  iron  stairs,  floors,  to  3-sty  brk  and  stone  engine 
house:  cost,  $7,500:  City  of  New  York,  City  Hall;  ar't,  Alexander 
Stevens,  157  E  67th  St.— 1827. 
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Goerck  st,  No  28.  store  fronts,  plumbing,  to  o-sty  brk  and  stone 
tenement;  cost.  $1,000;  Elias  Goodman,  88  University  pi;  ar't,  L 
A  Goldstone,   110  W  34th  St.— 1858. 

Howard  St.  No  47.  toilets,  partitions,  to  ."i-sty  brk  and  stone  loft 
and  building;  cost.  $2.">l*;  Estate  E  A  HolTman.  2.j8  Broadway; 
ar'ts,  J  B  Snooks  Sons,  7.':!  Nassau  St. — 1855. 

Henry  st.  No  olHI.  toilets,  windows,  to  5-sty  brk  and  stone  tene- 
ment; cost.  $2,(_HX);  Margaret  McGean,  72  Av  B;  ar't,  Henry  Regel- 
mann,  30  1st   St.— 1898. 

Hudson   St.   No  407     |l-sty    brk    and    stone    rear     extension,     20.\18. 

Clarkson  st.  No  31  |  show  windows,  to  two  3-sty  brk  and  stone 
shops  and  dwellings;  cost.  iJHiOO;  Trinity  Corporation.  187  Fulton 
st;  ar't  and  b'r.  J  Odell  Whitenack   H9  Vandam  st. — 1800. 

James  st.  No  40.  toilets,  window's,  to  4-sty  brk  and  stone  store 
and  tenement;  cost.  $.")00:  P  Manescalco,  49  James  st;  ar'ts,  Ro- 
frano  &  O'Shea,  34  Roosevelt  st. — 1825. 

Leonard  st.  Nos  39  and  41,  shaft  to  (J-sty  brk  and  stone  store  and 
office;  cost.  $5(KJ;  V  Henry  Rothschild,  on  premises;  ar't  and  b'r. 
J   Odell   Whitenack,   09  Vandam   st,— l.SOO. 

Livingston  pi.  n  e  cor  1.5th  st.  windows,  shaft,  partitions,  to  6-sty 
brk  and  stone  hospital;  cost.  If'JO.OOO;  New  York  Infirmary  for 
Women  &  Children,  5  Livingston  pi;  ar'ts,  Renwick,  Aspinwall  & 
Tucker,  320  5th  av.— 1881. 

Monroe  st.  No  "212.  partitions,  toilets,  to  .5-sty  brk  and  stone  tene- 
ment; cost.  .$250;  M  Goodman.  7  Essex  st;  ar't,  0  Reissmann,  30 
1st   t.— 1799. 

Montgomery  st.  No  27,  toilets,  windows,  to  .3-sty  brk  and  stone  tene- 
ment; cost,  $200;  Levy  Sobel.  27  Montgomery  st;  ar't.  M  Zipkes, 
147  4th  av.— 1829. 

New  st,  n  e  cor  Exchange  pi.  new  stairway,  partitions,  to  IG-sty 
brk  and  stone  office  building;  cost,  $7,000;  Commercial  Cable  Bldg 
Cc.  253  Broadway;  ar'ts,  Howells  &  Stokes,  100  William  St.— 
1851. 

Oak  St.  No  51.  partitions,  windows,  to  4-sty  brk  and  stone  store  and 
tenement;  cost.  $1  80t»;  A  Cervine,  on  premises;  ar't.  H  Horen- 
berger.   122  Bowery. — 1877. 

Pike  St.  No  34.  3-sty  brk  and  stone  rear  extension,  llx"20.  partitions, 
stoop,  to  3-sty  brk  and  stone  synagogue;  cost.  $5,000;  Beth  Hak- 
neses  Anshei  Slutzk,  97  East  Broadway;  ar't.  Herman  Horen- 
burger.   122  Bowery. — 18"23. 

Ridge  St.  No  2t>.  1-sty  brk  and  stone  rear  extension.  18x12.9,  tank, 
to  3-sty  brk  and  stone  synagogue  and  dwelling;  cost.  $5,000;  Con- 
gregation Shebat  Achim,  7  Hester  st;  ar't,  Fred  Ebeling,  420  E 
9th  St.— 1831. 

Ridge  St,  No  111,  shaft,  toilets,  windows,  tank,  to  5-sty  brk  and 
stone  tenement;  cost.  $5.0110;  I  Schlanger,  122  Ridge  st;  ar't,  O 
Reissmann.  30  1st  st. — 1894. 

Stanton  st.  No  235,  partitions,  toilets,  to  two  4^sty  brk  and  stone 
tenement  and  store;  cost.  $1,000;  Michael  Flanagan,  23.5  Stanton 
st;  ar't.  C  Dunne.  210  E  14th  St.— 1841. 

Stanton  st.  Nos  322  and  324,  show  windows  to  5-sty  brk  and  stone 
Store  and  tenement;  cost,  $300;  M  Schwartz,  223  Monroe  st;  ar't. 
Otto  L  Spannhake,  200  E  79th  St.— 1801. 

Willett  St.  No  82.  toilets,  windows,  to  two  5-sty  brk  and  stone 
tenements;  cost.  $4,000;  Abraham  Berkowitz,  108  Lewis  st:  ar't, 
O  Reissmann,  30  1st  St.— 1847. 

Willett  St.  No  80.  partitions,  toilets,  to  5-sty  brk  and  stone  store 
and  tenement;  cost.  .$1  .''>00;  Samuel  Juskovitz.  on  premises;  ar'ts, 
Kurtzer  &   Rentz,   Spring  st   and   Bowery. — 1S04. 

2d  st.  No  12'2.  partitions,  toilets,  plumbing,  to  G-sty  brk  and  stone 
tenement;  cost,  $5,000;  S  Rudinsky,  54  E  11th  st;  ar't.  Fred  Ebel- 
ing, 420  E  9th  St.— 1844. 

4th  st.  No  79  East,  toilets,  windows,  store  fronts. 

.  brk  and  stone  store  and  tenement;   cost.  $0,000; 
4th  st;   ar't.  E  A  Meyers,  1  Union  sq. — 1887. 

Cth  st.   No  0.33,  store  fronts,  windows,   partitions. 

stone   store   and   tenement;    cost.    $3. .500;    Jete  Jesekson,   289  E   3d 
st;  ar't.  Henry  Klein,  191  E  .3d  St.— 1892. 

9th  St.  No  430  East,  toilets,  windows,  partitions,  to  5-sty  brk  and 
stone  store  and  tenement;  cost.  .$2,500;  Nicholas  M  Daly,  210  E 
14th  st;   ar't.   Henry  Regelmann.   1.33  7th  st — 1885. 

11th  St.  No  12  West,  shaft,  partitions,  to  4-sty  brk  and  stone  parish 
house;    cost.  $4.0O0;   Vestry  of  the  Church  of  the  Ascension,  12  W 
11th   st;    ar't.    Pery  Griffin.   244   5th   av. — 1803. 
12th   st.   No   .513  E.   walls   to   4-sty   brk   and   stone   tenement;    cost, 
$500;   L  Schlesinger,  513  E  12th  st;   ar't,  O  Reissmann,  30  1st  st. 
—1805. 
13th  St.  No  10  W.  window's,  to  3-sty  brk  and  stone  loft;  cost.  $3.50; 
J  W  Dimick.  140  5th  av;  ar't.  F  A  Fairbrother.  1.33  W  97th  St.— 
1,819. 
14th  St.  No  52  W.  5-sty  brk  and  stone  rear  extension.   24.10x48.1. 
add  2  stories  to  front  to  4-sty  store  building;  cost.  $25,010;   Rob- 
ert S  Smith,  4li  W  14th  st;  ar't,  Samuel  Sass,  23  Park  row.— 1790. 

-17th  st.  No  417  W.  2-sty  brk  and  stone  rear  extension,  25x21,  floors. 

iron    stairs,    roof,    to    3-sty    brk    and    stone    engine    house;    cost. 

■    '  $'24,000;    City    of    New    York.    City    Hall;    ar't.    Alexander    Stevens. 

-•  .--157  E  07th  St.— 1870. 

21st   St.   No   443   W.    1-sty   brk   and   stone   rear   extension.    19.9x30. 

windows,  to  3-sty  brk  and  stone  residence;   cost,  $2,000;   G  Sher- 


skylight.  to  3-sty 
J  Baumann,  39  E 

to  .5-sty  brk  and 


man  Corbett,  107  E  27th  st;  ar'ts.  Pell  &  Corbett,  31  Union  sq.— 

1840. 
25th  st,  No  223  E,  iron  stairs,  floors,  to  3-sty  brk  and  stone  engine 

house;   cost,  $7, .500;   City  of  New  York,  City  Hall;  ar't,  Alexander 

Stevens,  157  E  07th  st.— 1820. 
25th  St.  No  8  W.  alter  stairs,  shaft,  to  8-sty  brk  and  stone  hotel; 

cost,    $3,000;    Eldridge    T   Gerry,   01st   st   and   5th   av;    ar't,   John 

Begley,  105  E  49th  st  — 1893v 
28th  st,  Nos  13  and  15.  W,  8-sty  brk  and  stone  side  extension.  15x17, 

toilets,    to    10-sty    brk    and    stone    store    and    loft    building;    cost. 

$7,000;   Robert  Hoe.  504  Grand  st;   ar't.  R  Hoe  &  Co,  504  Grand 

St.— 1854. 
31st  St.   Nos  116  and   118  W,  3-sty  brk  and  stone  front  extension, 

40.10x(i.9.    partitions,    to   two   3-sty    brk   and   stone    loft   building; 

cost.  $.S. ():)();   Josephine  A  Johnson.  East   Orange,  N  J,  and  Harriet 

A   Loutrel,   South  Orange,   N  J;   ar'ts,   Hill   &   Stout,   1123   Broad- 
way.— 18.53. 
33d  St.   No  303   E.   toilets,   windows,   to   5-sty  brk   and   stone   tene- 
ment; cost.  $2,000;  Hannah  Wallach,  100  W  132d  st;  ar't,  O  Reiss- 
mann, 30  1st  St.— 1840. 
33d  St.  Nos  231  and  233  E,  partitions,  toilets,  to  two  4-sty  brk  and 

stone   store   and   dwellings;    cost,   $80f);    Louis   B   Hasbrouch,    140 

Central  Park  West;  ar't,  N  Guttman,  .534  2d  av.— 1804. 
33d   St.    No   440   W.   2-sty   brk    and   stone    rear    extension,    25x30.6, 

stairs,  floors,  to  3-sty  brk  and  stone  engine  house;   cost,  $24,000; 

City    of    New    York,    City    Hall;    ar't,    Alexander    Stevens,    157    E 

07th  St.— 1.871. 
3.'{d  st,  Nos  .54  to  58  W,  partitions,  to  IG-sty  brk  and  stone  hotel; 

cost,   $25,010;    W   R   H   Martin,   56  W  33d  st;    ar't,   H  J   Harden- 

bergh.  1  W  34th  st.— 1814. 
3ith  St.  No  231  E.  partitions,  windows,  plumbing,  to  .5-sty  brk  and 

stone  tenment;  cost.  $4,500;  J  Courtney,  140  E  31st  st;  ar't.  John 

H  Friend.   148  Alexander  av. — 1834. 
31th  St.  No  29  W.  show  windows,  to  10-sty  brk  and  stone  store  and 

office  building;  cost,  $2,0lJ0;  Ronald  McDonald,  29  W  34th  st;  ar't. 

Simeon  B  Eisendrath,  41  W  24th  St.— 1839. 
38th  st,  Nos  320-328  East,  toilets,  windows,  partitions,  to  two  5-sty 

brk   and   stone   tenements;    cost.   .$2,000;    E   Levinson,   324   1st  av; 

ar't.   Henry  Regelmann,  133  7th  st. — 1884. 
45th  St.  No  430  West,  2-sty  brk  and  stone  rear  .extension.  2.5x24.9. 

to  3-sty  brk  and  stone  factory;   cost.   $5,000;   T  H   Forrest,   Bath 

Beach,  N  Y;  ar't.  John  H  Knnbel.  318  W  42d  St.— 1870. 
48th  St.  No  13  West.  2-sty  brk  and  stone  rear  extension.  lO.Ox'2.3.6. 

partitions,  elevator  shaft,   to  5-sty  brk  and  stone  residence;   cost, 

$10,000;   William  G  .McAdoo,  111  Broadway;  ar'ts,  Clinton  &  Rus- 
sell.  .32   Nassau   St.— 1890. 
49th  St.  No  liO  W.  stairs,  partitions,  to  4-sty  brk  and  stone  dwelling: 

cost.   $1,500;    Dr  C   C   Ransom,   00  W  49th   st;    ar'ts,   Pickering  & 

Walker,  7  E  42d  st.— 1842. 
52d  st.   No   1.53   E,   toilets,   windows,   steps,   to   5-sty  brk  and  stone 

tenement;   cost,  $1,2(10;   Harry  Kyle,  2047  Broadway;   ar't,  Adolph 

E  Nast,  310  St  Ann's  av.— 1820. 
.5Uh  st.   No   1.57   W,   1-sty  brk  and  stone  rear  extension.  2.5.x25.   to 

3-sty  brk  and  stone  stable;  cost.  $2,000;  John  J  Reilly,  157  W  54th 

st;  ar't,  John  H  Knubel,  318  W  42d  st.— 1850. 
54th  st.   No   ,511   W.   2-sty   brk  and  stone  rear  extension,   16x24,  to 

4-sty   brk   and   stone  residence;    cost,    $2,000;    R   C   Church  of  St 

Ambrose,   511  W  54th  st;   ar't,  James  W  Cole,  403  W  51st   St.— 

1792. 
54th  st.   No  427  West,  partilions.  windows,  to  4-sty  brk  and  stone 

residence;   cost.  .$4.50;   M  Lochr.  on  premises;   ar't.  James  W  Cole, 

403  W  51st  St.— 1891, 
.54th   St.   No   .327   E.   toilets,   windows,   partitions,   to   .5-sty   brk   and 

stone   tenement;    cost,   $4,000;    M   Weil.   321   E    Houston   st;    ar't, 

O  Reissmann.  30  1st  st. — 189G. 
01st   St.    No  401   E,   toilets,   wradows,   partitions,   to   5-sty  brk   and 

stone    tenement;    cost.    $1..5O0:    Henry   G    Schlewirtz,   401   E    61st 

st;   ar't.  John  J  Ryan.  1145  2d  av.— 1818. 
02d  St.  No  .310  E.  store  front,  to  5-sty  brk  and  stone  tenement  and 

store  cost    $3,000;   Weil  &  Mayer,  5  Beekman  st;   ar't,  S  Gross,  5 

Beekman  St.— 1809. 
70th    St.    No    333    East,    toilets,    windows,    shaft,    to    5-sty    brk   and 

stone  tenement;   cost.  .$5,000;   Weil  &  Mayer,  5  Beekman  st;   ar't, 

Samuel   Gross,  5  Beekman  st. — 1830.       ' 
72d   St.   No    115   E.    2-sty   brk   and   stone    rear    extension,    8.4x10.6, 

partitions,  stoop,   to  4-sty  brk  and  stone  dwelling:   cost,  $11,500; 

Mrs  Frederick  Boonson,  11.5  E  72d  st;  ar't,  Edward  Wehrlin,  1133 

Broadway. — 1813. 
74th  St.  No  405  East,  store  fronts,  windows,  to  5-sty  brk  and  stone 

store   and   tenement;    cost,  $2,000;   Weil  &  Mayer.  5  Beekman  st; 

ar't,  S  Gross.  5  Beekman  St. — 1821. 
74th   St.   No   249  West.   1-sty   brk   and  stone   rear   extension.   20x26, 

shaft,    to   3.-sty   brk  and  stone   studio   and   dwelling;    cost.   $0,000; 

Beatrice   Oberndorf   Keyser,   21  W  24th   st;    ar't.   Alfred   H  Taylor. 
,f!   E   42d  St.— 1859. 
■  74th  St.   No  151  East.-  add  1  sty.  partitions,  to  4-sty  brk  and  stone 

dwelling;    cost,   $8,000;    Alice  C   Frazler;  58-  E-7Sth  st;    ar't,   S   E 

Gage,   3  Union  sq. — 1874.     ■  '  -      '  - 
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-Tilth  St,  No  232  East,  2-sty  brk  and  stone  rear  extension,  8.10x10.8, 

dumb  waiter,   partitions,   store  front,   to  3-sty  brk   and  stone  set- 
tlement  house;    cost,   $3,(I(XI;    Henry  Street   Settlement,   205  Henry 

st;  ar't,  John  H  Duncan,  208  -"ith  av. — ITU."). 
T9th  St,  No  122  E,  wfndows,  to  4-sty  brk  and  stone  residence;  cost. 
,      $1,000;   Cornelia  D  Rice,  122  E  79th  st;  ar't,  Chas  E  Reid,  105  E 

14th  St.— 1899. 
80th   st.    No   211   East,  -partitions,    ranges,   to   5-sty   brk   and   stone 

tenement;   cost,  .$500;  Abe  Levy,  230  Grand  st;   ar't.  E  A  Meyers, 

1   Union  sq. — 1.888. 
8(ith  St.   No  449  East,  partitions,  to  4-sty  brk  and  stone  tenement; 

cost.   .$5tMX);    Chas   Loomer.   449  E   8<>th   st;    ar'ts.   Sommerfeld   & 

Sleekier.    19   Union    sq. — 18(iT. 
92d  st,  Nos  l.")0  and  1.>S  E.  new  chimney,  windows,  to  _two  5-sty  brk 

and  stone  tenements;   cost.  .$."i,lKIO;   S  C   Bernstein,   71  Nassau  st; 
:    ar't.  Ed  S  Shire,   110  E  23d  st.— 1808. 

99th  St.  No  2'22  East,  toilets,  windows,  to  5-sty  brk  and  stone  tene- 
ment;   cost,    .fl,OOU;    Benj    Kaplan,    139   East   Houston    st;    ar't,    O 

Reissmann,   30  1st  St.— 1824. 
104th  st.  No  lis  West,  3-sty  brk  and  stone  rear  extension,  21x34.8. 

to  4-sty  brk  and  stone  Home  for  Crippled  Children;  cost,  $1U,000; 

Darrach  Home  for  Crippled  Children,  118  W  104th  st;   ar't,  N  Le 

Brun  &  Sons.   1  Madison  av. — 1837. 
lOlith  St.  No  ..i7  East,  partitions,  columns,  girders,  to  5-sty  brk  and 

stone   tenement;    cost,   $5  000;    Marks   Blumenthal,   35   Nassau   st; 

ar'ts,    Sommerfeld  &   Steckler,    19   Union   sq. — 1808. 
.  lOlith  st,   s  s,  205  W.Lexington  ay,   partitions,   new   interior,   walls, 

to  two  3-sty  brk  and  stone  Home  for  Working  Girls;  cost,  $4('>,0IM); 

InstitutioiL-oX-Mercy.,    IOT.5  Madison   av;    ar'ts,-  Neville    &    Bagge, 

21T  W  125th  St.— 181T. 
108th  st,  Nos  213-215  East,  toilets,  windows,  to  twelve  4-sty  brk  and 

stone    tenements;    cost.   .$35(XI0;    Oscar   Oestreicher,   451   Gth   av; 
-    ur't.  John  H  Knubel,  318  W  42d  St.— 1835. 
109th  st,  No  104  East,  toilets,  windows,  plumbing,  to  5-sty  brk  and 

stone   tenement;    cost,  .f2.5(KI;    Daniels  &  Teitelbaum,  35  W  111th 

st;   ar't,   LA  Goldstone,  110  W  34th  St.— 185T. 
150th   St,   No  4T9  West,   1-sty  brk   and  stone   rear  extension,   12.8x 

12.1,    windows,    to   1-sty   brk   and   stone   shop   and   dwelling;    cost. 

$300;    Denis   Dorley.  4T9  W   1.50th   st;   ar'ts,  Glasser  &  Ebert,   TO 

Manhattan  st. — 1880. 
"Av  A,   No  2T1,   toilets,   partitions,   windows,   to  2-sty  brk  and  stone 
-dwelling;    cost,   $380;   A  .Bachman,   2T1   Av  A;    ar't,   Henry  Regel- 

mann,   133  Tth  St.— 18S0. 
Av  A,  n  e  cor  12th  st,  toilets,  to  6-sty  brk  and  stone  store  and  tene- 
ment;    cost,   $200;    Geo   Weil,   195   Av   A;    ar't,   Henry   Regelmann, 

133  Tth  St.— 1849. 
Av  A,  No  140  East,  partitions,   toilets,  .plumbing,  windows,  to  5-sty 

brk  and  stone  store  and  tenement;   cost.  .$.5.O0U; -M  Pullman,  14  E 

IKith  st;  ar't.  Otto  L  Spannhake,  200  E  T9th.  st.— 18o2. 
Av  C,   No  80,   partitions,   toilets,   to  5-sty  brk  and   stone   tenement; 

cost.  $2,(X)0;  Skrelow  &  Hamberger,  (i5  Chrystie  st;  ar't,  C  Dunne, 

210  E   14th  St.— 18-28, 
Broadway,  w  s.  TO  n  20th  st,  windows,  to  .3-sty  brk  and  stone  store; 

cost,  $1000;   estate  Geo  Henry  Warren,  00  Broad  st;   ar't,  Robert 

W  Gardner.  12(JT  Broadway. — 1.8.50. 
Broadway,    s   w   cor   21st    st.    show   windows,    to   0-sty  brk   and   stone 

store  and  loft   building;   cost.  $2. .500;   Wesson  &  Leland,  1  W  3Tth 

st;   ar't,   Wm  G   Thomas,  91T  Broadway.— l.s;5(). 
Broadway,   No   8Tli.   toilets,   alter  stairs,   elevator,    to  (i-sty   brk  and 

stone    office    building;    cost.    $10000;    Pierpont    Realty    Co.    5-T    E 

Kith  st;   ar't,  Henry  Andersen.   11.83  Broadway. — 180". 
Broadway,   n   w   cor  OOth   st.    instal   steel   beams,   columns,   to   8-sty 

brk  and  stone  hotel;    cost.  $1.2.50;    Marie  Antoinette   Hotel   Co.   on 
.  premises;    ar't.  J   Odell   Whitenack,  99  Vandam  st. — 18U.5. 
Lenox    av.    No    .515.    1-sty    brk    and    stone    rear    extension.    16.9x16, 

partitions,   toilets,   to  .3-sty  brk  and  stone  dwelling;   cost.  $6,000; 

Benj   Rosenstock.   209S  Sth   av;    ar'ts.   Sommerfeld   &   Steckler,   19 

Union   sq.— 1878. 
Madison  av,   Nos  309-313,  2-sty  brk  and  stone   rear  extension,  52,0 

xl.5,  new  lift,  iron  fronts,  to  three  4-sty  brk  and  stone  stores  and 
.    offices;    cost,    $25,000;    New    England    Mortgage    Security   Co,    192 

Broadway;   ar't,   S  E  Gage,  3  Union  sq. — 18T3. 
Park  av,  n  w  cor  72d  st,  windows,  to  4-sty  brk  and  stone  residence; 

cost,  $3,000;   Martin  E  Greene,   on  premises;  ar't,  C  P  H  Gilbert, 

1123  Broadway.— 1875, 


Park  av,  n  e  cor  12lith  st,  erect  sign  to  1-sty  brk  and  stone  shop; 
cost,  $100;  A  H  Wilkinson,  1841  Park  av;  ar't,  J  Schroth,  113 
West  Broadway. — 18G3. 

2d  av.  No  1118,  •2-sty  brk  and  stone  front  extension,  26x8;  cost,  .$"20,- 
<l(M>;  Hebrew  Free  Loan  Assoc,  108  2d  st;  ar't,  Oscar  Lowinson, 
18  E  42d  St.— 1,848. 

2d  av,  n  e  cor  117th  st, 'partitions,  to  5-sty  brk  and  stone  tene- 
ment; cost,  $400;  Giuseppe  Labriola.  415  E  117th  st;  ar't,  L  F  J 
w:eiher,   103  E  125th  st.— 18.38. 

3d  av.  Nos  1.305  and  13(17.  toilets,  windows,  to  two  5-sty  brk  and 
stone  tenements;  cost,  .$000;  Louis  Teven,  164  E  89th  st;  ar't,  O 
Reissmann,  30  1st  st. — 1.895. 

3d  av.  No  001,  toilets,  windows,  store  fronts,  to  5-sty  brk  and  stone 
tenement  and  store;-  cost,  $5,000;  D  H  Schultz,  603  3d  av;  ar't, 
Fred   Ebeling.   420  E  9th  st.^1832. 

3d  av.  No  .534,  toilets,  partitions,  fire  escapes,  to  4-sty  brk  and  stone 
tenement;  cost,  $1,400;  astate  John  IVIartin.  1949  7th  av;  ar't, 
Chas   H   Richter,   08  Broad   st— 1879. 

7th  av.  Nos  1971-19TT.  stoops,  doors,  plumbing,  to  two  5-sty  brk 
and  stone  tenements:  cost,  $5,000;  Harry  L  Toplitz,-  15  B  59th  st; 
ar'ts,   Israels   &   Harder,   31  W  31st   st,— 1.800. 

Tth  av,  Nos  119-125,  install  foot  bridge  to  5-sty  brk  and'Stone  fac- 
tory; cost,  $300;  The  Weber  Piano  Co,  n  e  cor  Tth  av  and  ITth  st; 
ar't,   Wm  J   Fryer,   2()  Cortl-andt  st. — 1807. 

7th  av.  No  2152.  store  fronts,  partitions,  plumbing,  to  5-sty  brk 
and  stone  tenement;  eost,  .$2,000;  I  Salinger,  21,50  7th  av;  ar't, 
Fred  Jaeger.   177.5  Weeks  ay. ^18.83. 

.Sth  av.  No  301,  windows,  partitions,  show  windows,  to  "2  and  3-sty 
brk  and  stone  tenements  and  stores;  cost,  $1,.500;  P  H  Commer- 
ford,  .'Joo  E  80th  st ;  ar't,  Chas  Stegmayer,  108  E  91st  St.— 1.822. 

.Sth  av,  No  5.S9,  windows,  toilets,  partitions,  to  3-sty  brk  and  stone 
store  and  dwelling;  cost.  $1,000;  Edward  Green,  290  Broadway; 
ar't,  J  A  Sowander,  211  Lewis  av,  Brooklyn. — 1.S33. 

10th'  av,  n  e  cor  13th  st,  add  1  sty,  new  floors,  to  .3-sty  brk  and 
stone  market;  cost,  $10  0(X»;  Swift  &  Co.  34  North  Market  st,  Bos- 
ton.  Mass;   ar't,  W  B  Page,  34  North  Market  st,   Boston. — 1843. 

BOROUGH    OF    THE    BRONX. 

-  Green  lane,  n  e  cor  Cypress  av,  2-sty  frame  extensions,  20.1x14 
each,  to  2-sfy  frame  dwellings;  total  cost,  $4,000;  Mrs  Mary 
E  Daily,  on  premises;  ar't,  B  Ebeling,  West  Farms  road. — IM'A. 

Haskins  st.  s  s,  100  w  Ft  Schuyler  road,  1-sty  frame  extension,  18x 
10,  to  It/o-sty  frame  dwelling;  cost,  $205;  Peter  McLaughlin,  on 
premises;" ar't,  M  A  Buckley,  41  St  Lawrence  av. — 3(>5. 

Watson's  lane,  s  s,  ITTth  to  ITSth  st,  move  2-sty  frame  stable; 
cost,  $.800;  Astor  Estate,  J  C  Green,  on  premises;  lessee;  ar't, 
B  Ebeling,   West   Farms   road. — 309. 

Watson's  lane,  s  s,  from  ITTth  to  ITSth  st,  move  I'^-sty  frame 
stable;  cost,  $500;  Astor  Est.ite,  J  C  Green,  on  premises,  lessee; 
ar't,  B  Ebeling,  West  Farms  road. — 3T0. 

1.5.3d  st.  No  (>42,  two  new  water-closets  to  2-sty  frame  tenement; 
cost,  $200;  C  Bruegeman,  on  premises;  ar't,  Wn  Kropke,  520  E 
14.'?d  St.— ;{T1. 

lT4tti  st,  s  w  cor  Carter  av,  1-sty  frame  extension,  14x23,  to  H'i- 
sty  frame  stable;  cost,  $50;  Fred  Brauer,  lT4th  st  and  Anthony 
av;'  ar't,  Geo  Karus,  1T24  Webster  av. — 30(>. 

230th  st,  s  s,  110  w  Putnam  R  R  station,  move  and  new  partitions, 
&c,  to  1-sty  frame  freight  station;  cost,  $9'J0;  NYC&HRRR 
Co,    Grand   Central    Station;    ar't,   Kemper   Peabody,   Mott    av   and 
13814)  St.— 3T3. 

Davidson  av,  e  s,.  JIT  n  North  st,  1-sty  brk  extension,  11x10,  to 
2-sty  brk  dwelling;  cost  not  given;  Mary  K  Chapin,  2356  David- 
son av;   ar't,  Paul  C  Hunter,  T65  Tremont  av. — 36T. 

Morris  av.  No  0.32,  new  steel  beams,  piers,  &c,  to  4-sty  brk  tene- 
ment; cost,  $1,000;  Salvatore  De  Milo,  .554  Courtlandt  av;  ar't, 
Louis  Falk,  2T.85  3d  av.— 3T2. 

Washington  av,  n  w  cor  Butler  pi,  2-sty  frame  extension,  24x2.0, 
and  add  1  story  and  cellar  to  1-sty  frame  dwelling;  cost,  $2,001); 
Annie  Fordyce,  Butler  pi  and  Green  av;  ar't,  Wm  K  Fordyce,  But- 
ler pi  and  Green  av. — 3T4. 

White  Plains  av,  e  s,  80  n  214th  s^,  1-sty  frame  extension,  10x4.0, 
to  2i/4-sty  frame  dwelling;  cost.  $.;iO;  Raehela  Beloth,  on  premises; 
ar't,  L  Howard,   ITOth  st  and  Carter  av. — 368. 


For  other  Judgments  In  Foreclosure  Suits.  Lis 
Pendens,  Foreclosure  Suits,  Judgments,  Satisfied 
Judgments,  Mechanic  Liens,  Building  Loan  Con- 
tracts, Satisfied  Mechanics'  Liens  and  Orders  see 
pages    -l.S.    -lt>    and    .".0. 

FILINaS  OF  JULY  liTH. 

LIS   FENBENS. 

21S    TENEMENT     HOUSE    LIS     PENDENS. 
:»    BUILDING    DEFT.    LIS    PENDENS. 

■  3d  av.  —  s.   lot  20,")  map  of  Central   Morrisania. 

!i0.1x80.fix50x.S,5  5.     Miriam   M   Read  agt  James 
Mclntyre  et  al:   partition;   att'y,   F  G  Wild. 
Grand    st,    Nos    273    and   27.5.      David    L    Phillips 
agt    Harry    P    Pike    et    al;    partition;     att'ys, 
Olney    &    Comstoek. 
- -14!)th    St.    n   s.    li»  w   Sth   av.    50x09.11.      Henry 

■  Kunt?   et  al   agt   Frank   Mueller;    specific   per- 
formance:  att'y,  J  Bernstein. 

'Southern  Boulevard,  s  e  s.  57.n  s  w  ISGth  st 
:  28. 11x114 Jix2.'5xOa9.  David  Allen  agt  Anna  C 
I  Sehlmeyer:  action  to  recover  deposit;  att'y, 
;  -   P   R .  Gardiner. 

;;_4th  av.    No  .3119..    Heni^y  S   Story  et  al  agt  F\it. 
-  -nan)    Holding ;  Co    et    al ; .  action    to    foreclose 
:  -  Tnechan.ics   lien;  att'y.    M    C   Katz. 
i§i:?Y:  No.  .i576.    ; Ma;x. Xutia\ agt  -Anna-  'SaKm ; 
specific   performance;   att'y,  L  Schafran. 


Stanton    st.     No    319.      Samuel    Goldberger    agt 

Anna    J    Doyle;    action    to    declare    lien;    att'y, 

H   Gettner. 
Iit2d    St.    No    416    East.      George    Wittman    et   al 

;'gt    Philip    Hunt:    specific    performance:    att'y. 

.1    F    Tausch. 

FORECLOSURE    SUITS. 

Bo.ston  rd.  No  Ills  Samuel  P  Savage  igt 
Elizabeth  Graves  e'  al;  att'ys.  Curtis,  Mallet- 
Prevost    &    Colt 

Sherman  av,  w  s.  r  O  n  c  1  IfWth  st,   runs  n  e 
.'OxlOO.      Henry    Roberts    agt    John    Monaghan 
et  al:   att'ys,.  Appell   &  Taylor. 

Lexington  av,  e  s.  7.'). 5  n  54th  st.  25x100.  A 
Gertrude  Cutter  agt  Henry  H  Jackson  et  al: 
att'y.    F    M    Tichenor. 

3th  av.  u  e  cor  I'lJfith  st,  99.11x120.  Charles 
-McLoughlin  agt  The  Collins  Building  &  Con- 
struction   Co   et    al:    att'y.    V    M    Stilwell. 


JUDGMENTS. 


fl  Abramson;    Samuel — Jerome    E    Bates   et    al. 

.$200.91 

,l>'  Abramson.    Joseph— City    of-  N    Y l,SG-52 

(!  B:nswanger,    Jacob — Adolph    B    Loneman  .et 

.■:-.al.  ,-.-,,..-. ;....:    lOaOT 

()  Burton.    Adeline    B— Stisan-- B   Nelson. -.2'i^.27 
6  Bergeret.    Marin — Louis   Mathot    1S8.59 


fi  Brown,    Max— David    Sheldiner ,3,59.21 

(i*BoyIe,    William — James    H    Havens.  .,  .245.75 

r.  Butler,    Wm    H— Press    Pub    Co 27.41 

()  Bailey.    John    C— N    Y    City    Ry    Co 

costs.     107.8S 

<i  Becher.    Sol— Joseph    M    Arkush   et   al... 70.41 

li  Cadv,    James    C— William    Hall lOfi.O! 

(i  Cooper.  Annie — Maynard  N  Clement ..  .,'103.87 
<i  Cohn,  Samue'— Real  Estate  Directory  &  In- 
formation   Bureau     98.97 

0  Crawford,    William— City    of    N    Y 79.41 

li  Chadwick.    Matthew the    same    0.8.9,S 

t>  Carrillo,    Jaun    B the   same 195.51 

C  Chanin,     Samuel the     same     11)0.12 

(J  Cons^akos,    Andrew the    same    68.08 

6  Cummings,    Edward the    same    52.18 

6  Carr.    Charles the    same    195.54 

6  Darcy,  Thorhas  J — Saunders  P  Jones  et  al. 

190.79 

6  Doherty.    Patrick   &   John— Mary    E    Brown. 

costs.   111.76 

6  Degnan.  .John- Herbert  E  Walter  et  al  222133 
.  fi  Fielder,    Harvey  C— Chas   R   Diffenderfer   et 

a' ■ costs,   .30.85 

6  GaTaiiner,  Edmund- Eugene  O'Brien^  .204.36 
fi  Gdrra'in,  -Jane  T— Howard  '  Conkling.  .102;.72 
6- Gunnison.    Austin— Henry    P   "Carrington.  .". 

.  . ...,.,.     .........  ■ cost«.  .49-.35 

'e'HolSteln.  "Joseph'' &■   Samuel— Chas   W"An"- 

dersou     60.33 


Tftig  Text' Of 'tBese  pages  Is  copyrighted.     AU'ri'ghts  are  reserved.  Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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HECLA  IRON  WORKS  |  Architectural  Bronze 


North    lOth,  I  ith  and   12th  STREETS 
BROOKLYN,  -  -  -  NEW  YORK 


AND 


IRON  WORK 


6  Groody,  Albert  E— James  H  Havens.  .245.75 
6  Herbert,    Frederick    W— Ermiuie    Herbert 

costs,    55. Oo 

6  Hardy,  John  S— John  B  Brown  et  al.  .96.25 
6  Horowitz,     Nathan Abraham     Paltrowltz. 

tiO.OO 

6  HopUiusi    Edmund    S— Charles    Seribner    et 

al     •'''3-20 

6  Jackson,  Wm  H— Bridgeport  Motor  Co. 452.03 
6  Kivowitz,     Ma.x    &     Nathan    H— Abraham 

Paltrowitz    0900 

6  Klousner.    Elias— Ike    Goodman ISi.bb 

6  Lane,    Robert    E— Solomon    Schinasi    et    al. 

6  Mantel,     Abraham— Abraham     Grob 246.05 

6  Mu  phy,    Thomas    J— John    T    Coyle 148.16 

6*Michealowitz,  Harris— Jerome  E  Bates  ^^  *' 

6  Mckenzie,   iPeter  B— Adolph   B   Loveman   et 

^1    ,,,....    oS.iiy 

6  McMillan,     John— Leonard     Leaman 720.20 

G  Nicholson.    Mary    J— Herbert    C    Garnsey^. 

6  Paige,   Margaret   L^john   F   Degener  et  al. 

84. 16 

6'Pernic'h,'  Israel— Chas    D   Levy 27.91 

6  Rosenkrantz.    Ma.t- Chas   D   Levy    27.29 

6  Resnick,    Meyer— Israel    Mandel    et   al...... 

costs,    90.20 

6  Rutsky,  David— Samuel  D  Shwitzke.  .333.52 
6  Seymour,  James— Arthur  V  Lyall  et  al.34.66 
6  Sokolski,    Harris    &    Albert— Louis    Dreyer. 

costs,    74  02 

6  Smith,    Lucian    E— Altonwood    Park    Co    of 

N    Y    32.41 

6tStransky,    Jacob— Louis   Minsky 534.41 

6  Sheehan,    Mary— N    Y    City    Ry    Co 

costs,    110.76 

6  Van  Slingerland,  Nellie  B— Richard  R  Bow- 
ser     45.01 

6  Walke'ri '  Clia's   S— Susan    B   Nelson 272.27 

6  Woodward,    Robert    S— Henrietta   A  Latham 

G  Weidenteld,     Herman— Bessie     Weidenfeld. . 

6  Wiliteiis!    Bernhard    W— Henry    F    Poggen- 

burg   et    al    108  90 

6  Washburn,    Henry   L— John   H   Beckert.  .23.85 
CORPORATIONS. 

6  Vici  Machinery  Co— James  J  Bush 66.25 

6  Consumers    New    York    Rubber    Tire    Co— 

City   of   N    Y    250.23 

6  The  City  of  N   Y— Dora  R  Henry 7.489.92 

6  European    Amusement   Co— Samuel   Scheuer. 

6  The   Baldwin   Engineering   Co— Alfred   Bein- 

hauer     1,068.24 

6  Realty    Protective    Co— Lillle    J    Earle    

costs,     110-47 

BUS   Felting   Co— American   Felt   Co.  .2.216  51 

0         the    same the    same    l,9ft'>.89 

6         the    same the    same    2.210  84 

6         the    same the    same    2.219  16 

6  the    same the    same     2.21B.51 

6         the    same the    same     2,212.51 

SATISFIED  JUDGMENTS. 

Abell.    Allen    B.    John    T    Abell    &    Walter    F 

Blaisdell— H     Eggers.     lOOU $3,146.63 

Abell,  John— Murray  &  Reid  Co.     190."i 301.00 

Converse,    Harry    L— J    W    Oliver.    19015 64.72 

Donnelly.    Michael— New    Amsterdam    Gas    Co. 


1903 


.29.17 


Egan.   Annie— J   Moreland  et  al.   1905 17.41 

S-nip same.      19(Xi    129  63 

Hamblet,    Bayard— F   Stevenson,    Jr.     1902.12090 

Howell.   Alonzo— T  E  Thorn  et  al.   1908 52  07 

Howard.    Michael    D— R   Therbo.    1906 27  72 

Same same.    1906    221  "TO 

Same D  Eilau.  1904  40.42 

Ives.   Margaret   S— C  D   Chauvet.   1905.  .13,5.59.91 

Same same.    1906    115.85 

Joseph,    Harris— H    Cohen.    1906    771.60 

Same same.      1906    822.(K 

Jameson,   Edwon  C  &  Joseph  S  Froelinghuysen 

—J    S    Fuller.    1904    226.92 

Same same.      1904    86  00 

Same same.      1908    11133 

"Julian,    Mortimer  H— J  Holnstein  et  al.   1895. 

7.37.23 

"Kish-ire     Isidore— E    G    GHmore.    1905 897.12 

"Same The  Passaic  Rolling  Mill  Co.  1901 

1.165.44 

Loewenthal.    Emil— M    Ginsberg.    1905 3.89  41 

Same M  ClauSs  et  al.   1901 110  64 

Same The  N  Y  Times  Co.  1901 196  26 

O'Bamion.   John  W— L  Schlesinger.   1905.3  862.47 
Talbot    Harold,  Wm  B  B'oodgood  &  John  L  de 

Saulles— A    L    Short.    1906    295  72 

Zalder,    Gustav— S    Friedman     1908    175.60 

CORPOR.\TIONS. 
The  Alden   Spear's   Sons  Co— S   C   Alger.    1906. 

106  93 

Isaac  H  Blanchard  Co— G  F  Perkins  et  al.  1906 

104.20 

Same same.    1905    386.51 

MECHANICS'  LIENS. 

35_A venue   A,    Nos   1.301   and   1303 1 

70'h    St.    Nos    422    to    428    East 1 

Josenh  Kunstlick  agt  Max  J  Bernstein  &  Otto 
Go-don     $60  00 

36— Lud'ow  St.  No  92.  Israel  Salek  agt  John 
Pol'ark   &    Ike   Gilet    100.00 

37— lf'2d  St.  s  s.  84  e  Washington  av,  72x— . 
David  Batchelor  agt  Hillside  Realty  &  Con- 
struction   Co   &   He-man    Frank 19  25 

38— Same  property.  Michael  J  Casey  agt  same. 
19.25 

30_Avenue  A.  s  w  cor  70th  st.  200x100.  Ike 
Bloom  agt  Maurice  J  Burstein  &  Otto  Gor- 
don     451.40 

40— Same  property.  Harry  Gordon  agt  same. 
109.00 

41— Amsterdam   av,   b  e  cor  125th  st,   25xl25x 


Irreg.  Horenburger  &  Straub  agt  William 
Soltz    &    Barney    Soltz    150.00 

42— 150th  st,  Nos  304  to  310  West.  Same  agt 
same   250.00 

43— 179th  st,  n  s,  100  w  Amsterdam  av,  125x 
100.  Louis  Bornsteln  agt  Hyman  M  Ellen- 
der    683.16 

44— Belmont  av.  No  2539.  George  Spaeth  agt 
Julia,    Peter   &   Owen   Tuber 100.00 

45— Bronx  Boulevard,  w  s,  155  n  213th  st,  36x 
96.  Sam  Spierto  et  al  agt  Carmine  CepoUa. 
48500 

46— 27ih  St.  Nos  27  and  29  East.  Ernst  Hor- 
ner agt  Harry  L  Toplitz   5.985.00 

47— l.s2d  St.  s  s,  84  e  Washington  av,  72x— . 
Joseph  Goldberg  agt  Hillside  Realty  &  Con- 
struction Co  &  Herman  Frank   19.25 

48 — Same  property.  Jacob  Friedman  agt 
same    46.30 

49— Forsythe  st.  No  124.  Harry  Levy  agt 
Jacob     Ettlinger    &    Samuel     Ettlinger. .  .75.00 

50— Pitt  st.  No  135.  Berkowitz  &  Perlman  agt 
Jacob  Kaufman   1,200.00 

51— Bronx  Boulevard,  w  s,  1.55  n  213th  st,  36x 
90.  Sam  Spierto  et  al  agt  Carmine  Cipolla. 
220.00 

52— Jane  st.  No  92.  German  Grob  &  Son  agt 
John  J   Danahar  &  John  J   Morlarty 111.00 

BUILDING  LOAN  CONTRACTS. 

llDd  st.  No  221  West.  Louis  Lese,  Max  J 
Klein  &  Iguatz  Roth  loan  Meyer  Sachs  to 
ere.t    a    6-sty    tenement;    7    payments.  .$13,500 

Heath  av.  w  s.  4-10.11  s  Kingsbridge  rd.  2ox 
100.  John  H  Thorn  loans  Fordham  Realty 
Co  to  erect  a  —  sty  building;  —  payments. 
4,500 

Heath  av.  w  s  415.11  s  Kingsbridge  rd,  25x100. 
Same  loans  same  to  erect  a  —  sty  building; 
—    payments    4,500 

SATISFIED  MECHANICS'  LIENS. 

Park  row,  n  e  cor  Beekman  st.  Arthur  Mc- 
Gonaele  Co  agt  Frederick  Potter  et  al.  (June 
4.     1»)6)     $1,233.52 

70th  st.  No  111  East.  Kelsey  Heating  Co 
agt  Oscar  S  Lyford,  Jr,  et  al.  (April  5, 
1908)    339.00 

=115th  St.  No  73  East.  Samuel  Grossman  agt 
Bernard  Yeamans  et  al.     (Jan  31,  19061.200  00 

=^7.Sth  St.  No  446  East.  Joseph  Krulish  agt 
Reisler  &  Freudenheim  Realty  &  Con  Co. 
(Mary     11.     19061     393.00 

'Southern  Boulevard,  w  s.  325  n  Jennings  st. 
P'unkett  Plumbing  &  Heating  Co  agt  Haw- 
thorne Building  Co  et  al.  (May  25,  1906). 
1,143.50 

JUDGMENTS     IN     FORECLOSURE 
SUITS. 

June    29. 
No  Judgments  in   Foreclosure  filed  this   day. 
June   30. 
112th   st,   n   s,    345  w   3d   av.    16.8x100.10.      Max 
Levine  agt   Henry   St  John   et  al:   Wm   C  Orr. 
att'y;    Chas   S   Guggenheimer,    ret.      (Amt   due, 
$2,118.22.) 

July    2. 
No  Judgments  in   Foreclosure  filed  this  day. 
July    3. 
Lorlllard  pi,   n  w  s,  173.7  n  3d  av,  50x90.  Ches- 
ter   Mortgage    Co    agt    Magdalena    Marx    et   al; 
Lee  &  Fleischman,  atfys;  Ashbel  P  Fitch,  ref. 
(Amt  due,  $7,264.83.) 


LIS    PENDENS. 


June   30. 
112th  st.   No  74  East.  I 

Park  av.    No   1548.  I 

Abram    Spanner   et    al    agt    Nathan   Fostenberg 
et  al:  specific  performance:  att'y.  D  Sternlicht. 
115th  st,  s  s.  225  w  Broadway,  50x100.11.     Max 
Blanck  agt  Frank  Woytisek  et  al;  specific  per- 
formance; att'y.   J.   Rleger. 
Monroe  st.  n  s,  227.11  w  Jackson   st,  26.8x94.1x 
26.8x94.3.     Isaac  Bloom  et  al  agt  Frank  Feld- 
man    et   al;    specific    performance;    att'y,    M   M 
Greenstein. 
5th  av,   w  s.  24.11  s  135*h  st.  25x90. 
West  Houston  st.  n  s,  35.10  w  Hancock  st,  26x 
100. 

Joseph  L  Torres  agt  Andrew  Fernandez  et  al; 
notice  of  attachment;   att'y.   W  H  Ford. 
10th  av,  w  s.  74.1   n  e  40th  st.  49.4xl00x  Irreg. 
I'.'d  St.  s  s.   1.50  w  8th  av.  25x98.9. 
Road    leading    from    Kingsbridge    to    Williams- 
bridge,    s   s.    ad]    land   of   Nathaniel    P    Bailey 
and   Charles    Drake,    Bronx. 
West   side  of  lane   leading  from   Williamsbrldge 
Road    to    land    of    N    P    Bailey,    adj    land    of 
Mary  O'Neill. 
Gwladys   C   Barber  agt   Josephine   F   Chllds   et 
al;    partition;    att'ys.    Reeves.   Todd   &   Swain. 
27th  st,   n  s.   170  e  3d  av.   46.8x9.8.8.     Morris  H 
Feder   agt   James    D    Gagan;    specific    perform- 
ance; att'y.  H  M  Flateau. 
2d  av,  w  s.  75.5  s  55th  st,  25x75.     Mathew  Mur- 
jihy   agt   Mary   Murphy  et  al;    partition;   att'y, 
R  A  B  Dayton. 

July    3. 
77th    St.    No    233    East.      Leib    Bonner   agt   Mor- 
ris  Neuman;    action   to   recover  amount;    att'y, 
E   Klein. 
Ridge  St.   No  149.     William  Llchtblau  agt  Mich- 
ael  Kramer  et  al;   specific   performance:   att'y, 
C    L   Appel. 
Broadway,  w  s.  —  n  intersection  185th  st.  If  ei- 
ten''ed,    34x348x    irreg.      Silas   Baum    agt   Silas 
S    Davis    indlv    and    admr;    partition ;    att'ys, 
E  Cohen  &  J  Levy. 


Mulberry  st,  Nos  114  and  116.  Donato  BolTa 
agt  Lorenza  Boffa  et  al;  accounting;  att'y,  I 
Oshlag. 

Hughes  av,  e  s.  36  n  181st  st,  50x84.3.  Sadie 
Felson  agt  Belmont  Realty  &  Construction  Co 
et  al:  action  to  declare  deed  void;  att'ys,  Jones 
&    Beall. 

88th  st.  No  180  East.  Wolf  W  Smith  et  al  agt  J 
Chas  Grasmuk  et  al;  specific  performance: 
att'y,    S    Goldstein. 

121st  St.  No  243  East.  Amy  Levy  agt  Nathan 
Folgeman  et  al;  action  to  impress  vendee's 
.lien;    att'y,    H   M    Flaieau. 

Av  A.    n  e  cor  2d  st.   200x250,    Bronx.     Eliza  R 
Rabell    agt    Chas    F    Rabell    indlv    and    admr; 
partition:   E    N    Edwards. 
July    5. 

lO'.h  av,  w  5,  74.1  n  40th  st.  49.4x100. 

42d  st,  s  s,  150  w  Sth  av,  25x98.9. 

Road  leading  from  Kingsbridge  to  Williams 
bridge,  s  s,  adj  land  of  Nathaniel  P  Bailey 
and    Charles    Drake,    Bronx. 

Parcel  of  land  on  w  s,  lane  from  Williamsbrldge 
road  to  land  of  N  P  Bailey,  adj  land  of  Mary 
O'.Neill.  ] 

Gladys    C    Barber    agt    Josephine    F    Childs    et 
al;   partition;   att'ys.    Reeves,   Todd  &   Swain. 

Broadway,  n  e  cor  149th  st,  99  11x100.  Anson 
McC  Beard  agt  James  McClenahan  et  al;  action 
to  impress  trust;  att'ys,  Gifford,  Hobbs,  Has- 
kell &  Beard. 

Monroe  st.  No  133.  Adolph  Shapiro  agt  Morris 
Godstein;  specific  peiformance:   att'y,  J  Levy. 

110th  st.  No  374  West.  Philip  Fauer  agt  Isaac 
M  Witt;  action  to  recover  deposit,  &c:  att'y, 
H    Bergman. 

Lots  191  and  192,  map  of  Gleason  property,  50x 
100.  24;h  Ward.  Neils  H  A  Neilson  agt  Alice 
M  Lynch;  specific  performance;  att'y,  J  C 
McEachen. 


FORECLOSURE   SUITS. 

June  30. 
Bleecker  st.   s  s,   25  w  West  Broadway,   25x125. 

Adam    Neuman   agt   Ernestine  Von   Munster  et 

al;   att'ys,   Wesselman   &  Kraus. 
19th    St.    No   318  West.      He'en   M   Teller  admrx 

agt  Catherine  A   Shay;   att'ys,   Latson   &   Bon- 

ynge. 

July   2. 
Louise   st,    w    s.    325   s    of   Columbus    av,    25x95. 

Joseph    Danella    agt   James    Paradise:    att'y,    P 

C  Kelly. 
Rivingion    st.    No    330.      Citizens    Savings    Bank 

agt  Samuel  Klein  et  al;  att'ys.  Pirsson  &  Beall. 
156th  st.   No  10O7  East.     Sol  Cohen  agt  Therese 

Kummel   et  al;   att'y,   M   Silversteln. 
July    3. 
127th   st.    No   132   East.      Benjamin   Nelberg   agt 

Louis  Ledenhof  et  al;  foreclosure  of  mortgage: 

att'ys,    Krakower   &   Peters. 
July    5. 
Mangin   st.    No   29.      Edward   Mandel   agt  Julius 

Mver   et   al;    att'y,    A   C   Mandel. 
5th    av.    w    s.    25    s    136th    st.    24.11x85.      Marie 

Steindler  agt  Harru  Herzog  et  al;   att'y,   E  M 

Steindler. 
Road  leading  from  Fordham  to  West  Farms,  ns, 

43    w    Taylor    av,    28xll3x    Irreg.      Catharine 

C  Hill  agt  Char'es  Knauf  et  al;  att'y,  G  Hill. 
Union  av,  e  s,   100  n  KiOth  St.   lODxlOO.     Ameri- 
can   Mortgage  Co   agt   Esther   Eisenberg  et  al; 

att'ys.   Bowers  &  Sands. 
107th     st,     n     w    cor     Exterior    st,     170xl00.11x 

irreg.     Wm  C  Roeber  et  al  agt  Isaac  Sakelskl 

et  al;   att'y,  J  P  Fallon,  Jr. 
Sherman  av,   w  s,   i:i8.S  n   163d  st,  20.10x100.11. 

John  Yule  agt  Amelia  Newmark  et  al;   att'ys, 

Quackenbush   &    Adams. 


JUDGMENTS. 


June    and    July. 

30  Ambrose.    Daniel   J— Geo    L    Wiley $401.15 

2  Albee.     Elliott     G — Emma     Scheibeler 

costs,    87  52 

3  Albert,    Isaac— C    H    Potter 81.00 

3  Al'en.    Charles— H    A    Ginna 30.00 

5  Arenson.     Samuel — Barnett     Friedman. 342  50 

30  Brock,    Henry    S— Annie    Carpenter. ..  .267.49 

30  Brown,    Julius   S— Bridget   Nolan 543.82 

30  Benson.    Chas    O— Jessie    V    Giles 7,157.11 

30  Ballerio.    Alberto- C    Schilling   &   Co... 17,8.03 

2  Becker.    C.    Scott— Wm    H    Barrow 76.18 

2  Burns,    John— Thos    McLamon 115.25 

2  Brewer.    Nicholas   R— Henry  W  Wack.  .504.94 

3  Bond.    Frederick- W   C   McGibbon   et   al.43  00 

3  Bishop.    Isaac   C— L  Bishop costs,   87500 

3  Bilimell,    Jacv— Funk    &    Wagnall    Co.. 13200 

5  Buckley.     Anna — Nicholas    Heims 155.44 

5  Biogen.    Spe'o''— Auguste    L    Louis     ....31.88 

5  Bell.    Wm   J— City   of   N   Y^ costs,   253.35 

5         the     same John     B     McDonald 

cos's.    234.95 

5         the    same Degnon    McLean    Con    Co. 

costs      58.%  93 

30  Coates.    Nicholas— Rosie   Furr .'...27.65 

2  Croigie.  Arthur  W— Rodman  B  Ellison  et  al. 
1.%S  99 

2  Crandall.    Elbert— Isaac   Stern   and  ano.  .77.79 

3  Cambus'on,    Alfred— City   of   N   Y' ,522  00 

3  Cinfleld,    John    M the    same .3.54  00 

3  Carey.    Wm    F the   same    ...522.00 

3  Cavanagh.    James    P the    same    195  09 

3  Cowen,    Marv    C the    same 354  OO 

3  robn.     Phl'l" *he    same     225  00 

5  Cronin.   John— B   K   Bloch    1.5SO0 

3  Cohn,  Isaac  or  I  Irving  or  Isaac  I — J  C'em- 

ons  et  al    3?  00 

6  Castle.   Henry   D-Clty  of  N  Y 1.862.14 
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lau,    James   W the    same    40.22 

o  Carlisle,   John   C the  same    195.54 

5  Coit,   Augustus   B the   same    1S6.52 

5  Cambiaco,    Ellis    J the    same    354.4G 

5  Callahan,    Walter the    same     354.46 

5  Craig.    Susau    A— Chas    L    Craig 2,897.91 

5  CaiT,    Beuj    J,    Jr — George    Brown TOtj.Tti 

30  Uonnelly,    Catherine — Anna   A   Johnston.... 

costs,   76.30 

2  Donovan.  Louise  F— The  City  of  N  Y 

costs,    156.44 

2  Dickey,  Russell  C — Fredk  Overbeck  and  ano. 

206.99 

3  Duggan,    Thomas    F— B    K    Bloch 158.00 

3  Daly,   Frank— T  B  O'Kourke 86.00 

3  Davot,    Louis— A   M    Powell    171.00 

30  Euglaiider.   I-'hilliij- Wjlliam  Lord 226.47 

30  Egbert,  Frank  B — Louis  Baldiuger  et  al.69.92 
2  Edelkamp.  John- B  W  Saudbach  &  Co.  .17.20 
2  Eugel,  Abraham,  Jr — Phillip  Carpenter.  .90.12 

5  Ellis,     Geo    V— Geo    A    Mercer 113.57 

5  Eisenhuth,    John    W — Rudolph    Hermann. . . 

26,847.51 

30  Fried,    Joseph— Dent    Health 260.00 

30  Flaum,     Charles — Samuel    Markowitz  ..  .783.72 

2  Fetter,    Nouie — Victor   StoUer   and   ano.  .41.90 

3  Finmau,    Jacob— E   Mitchell   et   al 195.00 

b  Farrell,    Edw  L— G   W   Grant 189.00 

3  Feinberg,   Jacob— M   Zundel 192.00 

3  Frankel,    Benj    &    Rosa— Citizens    Trust    Co 

of    Brooklyn    1,533.00 

5  Franchi,     Ernesta*    &    Angiolina— Nathan 

Tenuenbaum 52.91 

5  Potopolos,  Peter — Auguste  L  Louis.  ..  .45i^3 
5  Friedman,    Daniel- Mutual    Milk    &    Cream 

Co    38.64 

5  Fulton,   John— Geo  A  Varney  et  al 

30  Gough,   Walter  J— Funk  &  Wagnalls  Co. 28. 76 

2  Gluck,    Samuel- B   W  Saudbach  &   Co 9.93 

3  Guterding,     Jacob— Jos     Abrahams 57.00 

2  Goldsmith,  Louis  M  H— Jos  Abrahams.  .90.74 
2  Goi'don.  John— Samuel  Goldberg  et  al.. 27.70 
2  Gleason,  Marshall  W— Emma  Scheibeler. . . . 

costs,    87.52 

2  Gleason,   Olin  F the  same 87.52 

2  Gerrish.   Wm  L— Michael  Clark 574.17 

3  Gambardella,  Luigi  &  Teresa— L  De  Nicola. 

276.00 

3  Geldert,     Lewis    N— Underwriters    Club. 47. 00 
5*Goodman,   Abraham   &  Isaac— Barnet  Fried- 
man     342.50 

5  Gulager,    Geo    F    T— Eliza    W    Train    et    al. 

costs,    95.20 

5  Goldman,    Israel— Samuel    Cohen     205.61 

S.Goldman,    Solomon— Jacob   Scheer   et   al.... 

costs.    115.35 

30  Hilton.   Minnie  E— Security   Mortgage  Co... 

105.91 

30  Henman.    Morris    S    and    Deborah— Emil    W 

Klappert    539.41 

30  Heitz,   Charles— John  Ratzer 163.91 

2  Horn,    Isidor    W— Holcomb   &   Caskey   Lum- 
ber  Co    317.13 

2       the   same the   same    317.13 

2       the   same the    same    317.13 

2  Hart,   Julius   H— Arthur   Siegman 90.93 

2  Halpern.    Leon— Henry    Kleinfeld 78.65 

3  Hedland,    Sven    J    &    Edwin    M— Adams    & 

Elting    Ca 103.00 

3  Haines.    Chas    B— W    S    Reed    101.00 

3  Hauser.    Julius    M— G    J    Eniuger 497.00 

3  Herman.     Abraham— A    Ginsburg 183,00 

3  Hill.    Adam— J    Viginer 4.32.00 

3  Hauser.    Julius   M— Q  J    Eninger 36.00 

5  Herrman.    William— Abraham    Ellenbein 

2.257.88 

5  Hirshberg.    Isidor— Barnet   Karol    108  63 

5  Horner,     Ernst— Robert    Sugden 1,023.54 

5  Hartwig.    August— M    Zimmerman    Co.. 262. 95 

2  Irwin.    Fredk— Geo   W    Monroe 847.70 

3  Irwin.    Russell    M— Inter    Rapid    Transit   Co 

32.00 

3  Joseph.   Hariis— H  Cohen   771.00 

3         the    same the    same    822.00 

30  Kelly.    Frank  P  and  John  J— Edw  B  Bruce 

Co     76.79 

3  Krieti.     Henry— L     Ottensoser     95.00 

'1  Kaufman,  Abranam— Ralph  NeiYstead.30.65 
5  Kchoe,    Florence    M— Daniel    Meyer    et    al. 

_      671.85 

.1  Koven.  Max  &  Abraham— Mark  I  Knapp.20  41 

5  Kreiss.    Dora— Maysr.    &c costs.    114.85 

.';o  Leiiman.     Henry— James    Rozell 229.91 

30  Luria.   Anna— Stella   I   Seton costs.   22.60 

2  Lawrence.  Chester  B— Michael  Clark.  .574.17 
2  Lampert.     Louis     M— Holcomb      &      Caskey 

Lumber  Co   317.13 

2       the    same the    same    317.13 

2       the    same the    same    317  13 

2  Lohrs.  Adolph— Bert  K  Bloch 163.41 

2  Lissner,    Jacob    D— Bernard    Marcus    et    al. 
•■*•.-••..,,.     ■•.•••»-,,,.  costs     7  tO 

2  Liebes,     Arthur— Thos    Hanley .  .'. .84  41 

3  Lubotsky.    Samuel    B— G    J    Eninger ,36.00 

3  Loos.    Charles— H    Eising   et   al 75.00 

3  Lefkowitz.    Louie— O    F    Jonnason    &    Co.. 

„      13,104.00 

3  Lokitz.    Morris   D— J   Lehman    35.00 

3  Leiter.  Joseph,   in   behalf  of  himself  and  all 

other    stockholders,    &c— J    O    Tracy 

costs     79  00 

5  Levy,  Solon— Laura  Levy ..'..' costs.  '183^03 
5  Lee.    Henry— Societe   Anonyme    des   Anciens 

Establishments    et    al    372*20 

30  Mandelli.  Amabell— Italian  Vineyard  Co.... 

30  Mayer.   Max— B  B  Latham  &' Co.'.".'.'.'. .  .66  58 
30  Maurice.      Campbell  —  Weber-Bunker-Lange 

Coal    Co     136.68 

2  Monroe.    Robert— Geo    W    Monroe 847  70 

2  Minion.    Maurice   M— Fredk    Boose 402  42 

3  MacMillian.   J   Harry— O  P  Jonnason   &  Co. 

„ 13.104.00 

3  Martin.   Arthur  A— G  G  Lange 4100 

3  Marcy.  Leonard  J— H  F  Passut 24  00 

3  McLain,    George— H   C    Dodge 24  00 

3  Marcy.  Leonard  J— H  P  Passut 133  00 

3  MfEwen.  Edson  H— Gausevoort  Beef  &  Pro- 

vision    Co 298.00 

a  Myers.   Joseph— J   Currie   Wilmerding  et  al. 

532  07 

5  McGown.  Mar.v— City  of  N  Y.  .costs.  114.85 
5  Marks.    Mary   E— Weber   Bunke   Lange   Coal 

Co 42.41 

o  Moses.   Alfred— Jacob  Rosenthal   et  al.. 6.39  97 

5  Mann.    Alfred    C— George    Henke 137  06 

ii  McNajQara,  Ellen- Peter  J  Rvan. ...'.  ,37183 
5  McDonald.    James— Raoul    A    Frechetti.  .67  47 


5  McLaughlin,    John    E — Philip    A    Weinberg. 

costs,     2,^.1 7 

30  Olueieno,    'leiezea — Jacob    Goiaoerg    et    al.. 

COSeS.     68.18 

30  Oimsteau,   bamuel   R — James    V    Degnowitz.  . 

1,180.07 

3  Oicott,    Mary— L    t-Ldio zol.Od 

3  (J  couneii,    jonn   J — L   LauKtuu ::u.oo 

ij   O  ijonovau,    nineu — reLer    J    Ryan 3ll.93 

3  JfOLLiiLzer,    ioiaoie    J — J    Schiiie 3(9.00 

30  Reiner,    i^ouis     and     iMoli.e- ooULUdrd    Roo- 

ei  Lsun    Cu    348.80 

30  Rice,  J  una  ana  Louis — i&aac  Feldmau.  .2Xo.0ci 
oO^  jvustiizw eig,      ciumuei — i\as&au        ISewspaper 

uuiivery   Co    Io3.07 

30  RicULei,    MaA Lne   same    Io3.0i 

ou  ne.cus^eiu,      Aorauam — isidor      MunksLook. 

05.31 

30   Rcisiuger,    nugo — AU,ed    Uavis 2,ul9.6i 

oU  KauinovviLZ,     wionis*      and      William — Blue 

^.uge    iiiuamcea    BncK    Co 144.61 

30  Reiuer,    Lou,s — Rider    £;ricson    Engine    Co. 

222.70 

2  RoUiusou,    Archioaid    J — ira    P    Swan    admr. 

2  Rogeis,     James— Polytechnic     Institute       of 
i:Jiuuiiiyn    12L17 

2  RooerLson,   Geo  ti — P  &  J^'  Corbin,  of  N    i\ 

80.18 

3  Robertson,    Frederick— C    H    Arnold    &    Co. 

280.00 

3  Rieser,    Ely  J— N   Cohen  et  al 540.00 

3  the    same B    Lewine     346.00 

3  Reiner,    Louis— H    W    Bell 366.00 

i>  RuseuDeig,  bamuel — German  Exchange  Bank 

143.66 

30  Shapiro.  Michael— Funk  &  Wagnalls  Co. 30.20 
-  bmun.  Clement  H — Sophia  Gorach.  .1,519.43 
2  Schwartz,   Mendel — John  Rosen  and  ano.... 

costs.   15.00 

2  Schwartz,  Jacob the  same   ....  costs,  15.00 

2  Schwartz,    Max the    same     ....costs.    15.00 

2  Stevenson,  Albert  W — F  P  Sheldon. ..  .62.9? 
2  bteveiiS.    John- p   &   F   Corbin,   of   N    Y. 89.18 

2  bteruoe.gei,   Morris  S— C  E  Miller 93.17 

2  Snedecor,    Jordan    L — 1  he    Peopie,    &c.. 143.41 

2  buede,.'or,     Abraham the     same 143.41 

::  sueaecor,     Etipnaiet the     same 143.41 

2  ;5t.eveus,    Freatt     H — Lou.s     Bamberger    and 

aut>    73.31 

2  Stone.     Isaac— H    Oitenbeig 111.81 

2  schieiiott,    t^haries    W— t^has   Schavrien.  .83.65 

3  Stone,    Adinivan    J— Rexton    Realty    Co.  .85.00 

3  Sacky,    Herbert— H    s    Duncan 72.00 

3  S.mou,    Harry    E— M    H    Vogel 93.00 

5  teeiey,     David— Bernard    F    Lynch 46.34 

5  Schein,    Max — Thomas    Rossum 25.41 

5  Schoen,   I'eidiuand  oT  Frederick— N   Y  Tele- 

puoue  Co   163.37 

5  Smith,     Francis     E— Reginald     H     Schenck. 

34.56 

5  Smith,    Fred   H— David   J    Bannon 420.45 

5  Sauer,    Kate — Louis    Silverman 49.31 

30  larchia,    Ernest    M— Funk    &    Wagnalls    Co. 

21.68 

30  Tonnelle,    Walter— John    Barkley 477.63 

30  Toplitz,    Monroe    F — vVm    C    Strange 

costs,   131.38 

30  Taylor,     James— Dept    of    Health 260.00 

30  Thompson,    John— Burrelle's   Press   Clipping 

Bureau    40.48 

2  Toipin,    Nathan— Chas    H    Goldman 231.30 

2  Tierce,    Gustavus    H— Ralph    W    Lobenstein. 
^      89.00 

2  Taterla,    Louis— Thomas    Hanley 84.41 

3  Thompson,  Wm  C— W  O'Connor 41.00 

3  Van   Horn,    Theodore— City   of   N    Y 3100 

5  Vermilye,   Ashbel   G— Samuel   Makrancky   et 

al    costs,    70.35 

30  Whalen,  Stephen  J— Benjamin  B  Davis.  153.91 
30  Wagner,  Geo  F— Funk  &.  Wagnalls  Co. 29.22 
30  Welch,  Harry  L— Mary  E  Van  Slycke  et  al. 

'(w  10 

30       the  same Charles  Dearstyne  et  31.104.58 

,30  Wolff,    Dora Marie   Reichen    .  .    costs.   55.50 

2  Waters.    Geo    H— Marietta    Lowdon.  .  .1.467.59 

2  Webb.    Edwin    D.    trustee,    &c— Louis    Nau- 

he.m    108.22 

3  Witte,    Herman   J— H   S    Duncan    72.00 

3  Wilson,    William— J    W   James 103.00 

5  Weseley,    Frederick— Schwarzschild   &    Sulz- 
berger Co    30.07 

5  Weigert,  Robert  L— John  A  Spcherling. 32.38 
5  Warren,    Vvm    T— Acker,    Merrall    &   Coudit 

^      Co    tj9.53 

5  Walker,  Augusta  M— Arthur  H  Jones.  1,230. 48 

5  Waters,    John- George    Brown    706.76 

5  Wilson,  William— Johnson  &  Johnson.  .551.76 
5  Y'oung,  Wm  E— Rowland  N  Hazard,  .243.91 
3  Zeeman,    Isidore— G    Kleinfeld    et    al.., 423.00 

CORPORATIONS. 

SO  Ipterurban    St    Ry    Co— Ray    Weinstein 

906.54 

30  The    N    Y    Transportation    Co— Albert    Wil- 

,  ^      kins    538.47 

30  Old   Dominion   Steamship   0(3 — Frank   Glazer 

et    al    413.90 

30  N   Y  City  Ry  Co— John  Flnnegan 1.087.51 

30  Manhattan    Transport    Co   of   N    Y— John    C 

Orr  Co   361.79 

30         the  same the  same    251  41 

30  The  National  Cigarette  Co  and  E  R  Holden 

Co— Chas    F    Murphy    219.57 

30  Ocean    View    Cemetery— Ogle    T    Warren    et 

,       al    5,728.71 

■30  Met  St  Ry  Co— Rose  M  O'Neil   153.53 

30  Nassau    Security    Co— Stella    I    Seton 

costs.   222.60 

2  M   P   Reinhardt  Co— Hy  A  Caesar  and  ano. 

„      109.92 

_'  Interborough  Rapid  Transit  Co— Ellen  Shee- 

han    admrx    2.356.00 

2  G  Purman  &  Co— Wm  F  English  and  ano.. 

costs,    102.40 

2       the  same the  same    643  40 

2  The   City   of   New   York— Virginia  G   Adams 

„      extrx    931.48 

2  Flood    Construction    Co. .Adam    Happel 

1,61178 

2  The  Auto  Lighter  Co— Welsbach  Gas  Lamp 

Co 519.41 

3  O  S  Van  Loan   Co— McGraw  Pub  Co.... 88.00 

3  Inter  St  Ry  Co— T  W  Lester. .  .costs.  92.00 
3  The    City    of    N    Y— S    May    89.00 

^3  U    S    Grant    Lodge    Order    Brith    Abraham— 

W    Ginsburg    et    al... costs.    97.00 

3  Cheshire  Lime  &   Builders  Supply  Co— City    - 
of    N    Y    270  00 


3  Construction  Mfg  Co the  same    186.00 

3  Henry    Cortelyou    Pamphlet   Co the   same 

101.00 

3  Brown  &  Fleming  Con  Co — Long  Island  R  R 

Co 500.00 

3  Uniform  Brick  &  Clay  Co^F  J  MacRae.725.00 
5  Corporate  Agent  Co— City  of  N   Y    ....133.48 

5  Morris  G  Cohen  &  Co the  same 68.98 

5  Creditor    Security    Co the    same 35.39 

5  C  H  Clayton  &  Co the  same 102.56 

5  Pile   Bloc   Co— Trade   Press   Co 231.72 

5  Gotham  Auto  Co— Pennsylvania  Rubber  Co. 

of    N    Y     200.33 

5  The  City  of  N   Y'— Herbert  S  Ackerman 

costs.   112.-18 

5  T    E   Hayman    Co— Theodore   J    Hobe   et   al. 

153.94 

( 

SATISFIED  JUDGMENTS. 

June   30.    July   2.   :{.   5   and   6. 

Arnold,  Reginald— Title  Guarantee  &  Trust  Co. 

1906    187.00 

Ashley,    Eugene  M— E  A   McAlpin  et  al.   1906. 

403.00 

Apfel.    Nathan   and  Jacob   Broda — M   Perez   Co. 

I'.tOi; 509.40 

Archibald.    Frank   D— H    F   Kaufman.    1904.78.08 

Bailey.  Wm  R— Utica  Heater  Co.  1905 291.22 

Bittner.    Mary— P    J    Frawley.    lOoi 48.15 

Baum.  Martha  B— E  B  Stanton.  1906. .  .462.00 
Bluestein,     Leir    or    Edward    Blondell— M    Je- 

wald.    1906    838.00 

'Claibourne,    Herbert    J— City    of    N    Y.      1906. 

184.00 

'Collins.   Chas  W— City   of  N  Y.     1903 487.40 

Drake.    Wm— S    Morris.    1898 103.13 

Same Real  Estate  Record  Assn.    1903 92.22 

"Evens,  Morris— Eastern  Hydraulic  Press  Brick 

Co.      1.899    274.35 

Faber,    Eberhard— British    &    Foreign    Marine 

Ins   Co.      1905    108.95 

Same same.    1906    93.16 

Fitz    Gerald,    Maurice— A    Birnbaum.    1906.100.00 

Same same.  1906 100  00 

Gens.    Frank— L    Kohn    et    al.    190«i 40.91 

Harcourt,    Wm  E— Pesters  Agritiultural  Chemi- 
cal   Works.    1906    1  029  53 

Hatch.  Alfrederick  S  &  Frederic  H— A  G  Man- 
del.    1890    1.898.18 

Handel,    Selig.    Oscar    Reyn    &    Rosa    Reyn— H 

Greengard.    1808    208  00 

"Hess.    George   &    Henry- 1    Lewis   et   al.    1901.     ' 

"Hall.  Chas  W  &  Hail"* 'orant  Con  "co— lioeb- 

ling    Con    Co.       190G     14.8.00 

Heine.    Arnold    B.    Benjamin    and    Arthur—    L 

S   Shoninger.      1906    $2,029  40 

Istel,    Lottie   S— S   H   Slone  et  al.     1906 70  07 

Kocppel.    Mendel    and    Abe— F    Koeppel.      1905. 

1,173.48 

Kamp,    Abraham— A    Gronowitz.     1900 164.00 

Keeler,    Theodore— J    Rogers.    1897    176  44 

Kashhare.      Isadore J      Meurer.       1902.  .385.65 

Same— Associated     Mercants    of     N.     Y.     1903- 

„ 38.46 

Same H   Gettner.    1906    361.52 

Same J   Rosenzweig.    1906    485  31 

Mack.  James  C— Planet  Cement  Co.  1906.483  00 
"Meehan,    James   F— Real    Estate   Record  Assn. 

r.iot    29  47 

"Same P     Hecht.     1904     .'.".',  .5  039  23 

'Same X     K    Manley.     1001     1026  14 

"Same A    L   Canfleld.      IHOl    '53166 

Same J     W     Rapp.     1901     83  71 

Same G  H   Sargent  et  al    1901 338  04 

O'Brien.    John— J   L   Cadmus.    1905 826.00 

Seidman.  Morris— A  Aronowitz  et  al.  1906.59  00 
Schafuss.  Theodore  C— A  Prager.  1906.  . .  .689.00 
Spector.   Gussie  &   Barnet— I  Sundchovitz    1906 

.......    .  109.31 

bchapiro.    Jacob    &    Joseph    Anderson— D    Ge- 

witsch.     lfK>(>     452  58 

"Schrader,    William,    Jr— J    Roberts.  'i897   .61 40 

Velebil.     Alfred— V     Pavelka.     1905 108  02 

Verschlerser.    Ma.x— Raisler   Heating   Co.      1906 

159  g7 

Vessel.    Albert- S    Epstein.    1905! !!!."..'!!  .497! 00 

CORPORATIONS. 
United    Natl    Bank    of    N    Y    City— J    A    Smith. 

1905    \  Qij2  00 

Henry  R  Worthiuglon— City  of  N  Y.  1906. 225^00 
International    Steam    Pump    Co— City    of    N    Y 

1»6'J 223.00 

'Vacated  by  order  of  Court.  ^Satisfied  on  ap- 
peal. 'Released.  'Reversed.  'Satisfied  by  exe- 
cution.    ^Annulled   and    void. 


MECHANICS'  LIENS. 


June   30. 

312— Wadsworth  av.  w  s,  43  n  177th  st,  125x 
IfW.  Roderick  McDermott  agt  Hyman  M 
Ellender    $.58.15 

313— Sth  av.  151st  st,  Macomb's  Dam  rd  and 
l.'iOth  St.  whole  block.  New  Jersey  Terra 
Cot'a  Co  agt  Max  Raymond  &  William 
Soltz    4.075.00 

314— Wadsworth  av.  n  w  cor  177th  st.  125.10x 
100.  Berry  B  Simons  agt  Hyman  M  Ellen- 
der  4.300.00 

31.3— 179th  St.  u  s.  100  w  Amsterdam  av.  123x 
1(X).      Same    agt    same     1,9.50  00 

316— Same  property.  Roderick  McDermott  agt 
S3me_    3.700.00 

3I1— li9th  St.  n  s.  100  w  Amsterdam  av,  125 
xlOO.     Same  agt  same    2.54.63 

318— Same  property.  John  A  Philbrick  &  Bro 
agt   same    6.175.70 

319— Wadsworth  av.  n  w  cor  177th  st,  124.  lOx 
100.      Same  agt   same    10,9.35.70 

320— Same  property.  John  Liddle  agt  same. 
•••; 3.500.00 

321— .ith  av.  n  e  cor  126th  st.  99.11x120.  B 
Bagge'  Iron  Works  agt  Collins  Building  & 
Construction     Co 2.819  56 

322— Washington  av,  w  s.  123  n  172d  st.  '200x 
l.'SO.  William  Crlspens  agt  Lee  &  Fleischman 
&    John    Scaruo    57.00 

.32;)— 1st  av.  No  16,83  and  1687.  Jacob  M  Singer 
agt  Jacob  Ka*z   &   Max  Wimple 200  00 

32-f— 12."th"  St.'  Nbs  4.34  to  458  West.'  David 
Gold  agt  William   Soltz    1. 400.00 


The  text  of  these  pages  is  copyrighted'.     All   rights  are   reserved. 


No      ^  is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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July  7,  1906 


It  is  light  you  want  in  that  apartment,  basement  or  store?  Daylight? 
The  Luxfer  System  will  send  daylight  just  where  you  want  it.  We  have 
solved  harder  problems  than  yours.  Telephone  3276  Gramercy  and  tell 
us  your  needs. 

AMERICAN  LUXFER  PRISM  CO.,  160  Fifth  Avenue,  NEW  YORK. 


3l!n — Amsterdam    av,    s    e    cor    125th    st,    — x — . 

Hyman    Delinsky    agt    Same    110.00 

31!H— l-:!a  St.  No  3iH  East.     Same  agt  same. 55.00 
:iL'7— Orchard    st.    No    20.      Wright    Lumber    Co 

agt  N  Happ  &  Samuel  Margulies   481.17 

32S— lUJsl  St.  s  s,  25  w  Jackson  av.  50x100. 
Chestnut  Ridge  White  Brick  Co  agt  Haw- 
tho.re   Building  Co.  Andrea  Avitable  &  Kor- 

tuuato    C    Lamonte     200.00 

32ii— 143d  St.  n  s.  2i5  w  Broadway.  ^jO.kIOO. 
Willson.  Adams  &  Co  agt  The  Merrile  Realty 

Co  &   Irvin  A  Levis    I.OIO.IG 

330— 2d  av.   s  e  cor  15th  st,    120.0x75.      Edw  A 

Isaacs    agt    Trustees    ot    Hebrew    Technical 

School    &    George    Vassar's    Sons    Co.  .1.300.00 

Xn — 17th    St.    No    253    West.      Henry    W    Lein 

agt   Francis   X   O'Connor   &   Electric    Rubber 

Mtg  Co 150.00 

July    2. 
1— 177th  st  and  Wadsworth  av.   n  w  cor,  lOOx 
125.      Geffe   &    Weber   agt    Hyman   M    EUen- 

der 1,430.00 

2— Louise  st,    w  s,   325  s   Columbus  av,   25x95. 

Joseph  Danella  agt  James  Paradise.  ..  .1,100.00 
3— 5th  av.  No  353.     Jerome  G  Collins  agt  Louis 

Korn    023.00 

4— l-!(>th  St.  n  e  cor  Hamilton  pi,  109x108. 
M   Eberhardt  &  Son  Co  agt  Miller  Realty   & 

Con     Co     ., 530.12 

.-,_i;nth'  St.  n  s.  1(K)  w  Amsterdam  av.  125x100. 
Manhattan  Mantel  Co  agt  Hyman  M  Ellender 

078.00 

C — Simpson  st.  e  s.  150  s  Westchester  av.  400x 
100.     Max  Feld  agt  Amet-icali  Real  Estate  Co. 

220.00 

7— il.5th  st,  n  s,  175  w  Broadway,  100x90. 
Excelsior    Terra    Cotta    Co    agt    Herman  _0p- 

penheim     530.00 

July    3. 
.S— Creston    av.    e    s.    93    s    lS3d    st,    100x100. 
Lamb  &  Symmers  agt  Hillside  Realty  &  Con 

Co 075.00 

9— Southern  Boulevard,  w  s,  325  n  Jennings  st, 
50x100.       William     Nelson     agt     Hawthorne 

Building    Co    &    George    Brown 315.70 

10— Amsterdam  av,  s  e  cor  125th  st,  25x125. 
Isaac    A    Sheppard   &   Co   agt   William   Soltz. 

385.00 

11— Bathgate  av,  e  s.  200  n  174th  st,  50x100. 
Frank  Padula  agt  Samuel  Barkin  &  Sugar- 
man   &   Glick    260.00 

12 — Sth  av.  e  s.  whole  front  between  150th  and 
151st  sts.      Bernstein   &   Epstein  agt  William 

Soltz    &    Max    Raymond    950.00 

13_C0th  St.  Nos  10  to  16  East.  U  S  Mortar 
Supply  Co  agt  Alpha  Realty  Co,   W  Rafel  & 

Campbell  &  Morgan   1,415.33 

14 — 57th  St.  No  559  West.  Isaac  Ballin  agt 
Frederick  Von  Wyck  &  W  Nathaniel  Walker 

17.00 

lo^Duane  St.  Nos  55  and  57.  addition,  etc. 
Cross  Bros  agt  N  Y  Edison  Co  et  al  &  Luke 

A  Burke  &  Son    4.552.95 

16- 17th  St.  No  443  West.  A  Arvintz  agt 
Nechols  &   Blumenstock  &  Sigmund  Yachnur 

.500.00 

17— Broadway,  s  w  cor  136th  st.  99.11x123. 
Chas     A     Johnston     agt    William    Brown     & 

Campbell    &    Morgan     118.30 

],S_24th    St.    No    147   West.      William    H    Hilts 

agt    Casimir    Y    Wagner    500.00 

19— Southern  Boulevard,  n  s.  397  e  Willis  av. 
73x11(0.5.       James    T    Riley    agt    William    J 

Bvrne  &  James  Boland   99.00 

20^Creston  av.  e  s.  93.6  s  lS3d  st,  100x100. 
Van    Nest    Wood    Working    Co    agt    Hillside 

Realty  &  Con  Co 57.00 

21— l,S2d   St.    s   s,   84  e   Washington   av,   72x73. 

Same    agt    same    20.25 

22 — Grant  av.  No  885.     Pasquale  Streppone  agt 

Waverly  Con  Co 756.93 

23 — Grant  av.  e  s.  whole  front  between  165th 
and   16Gth   sts.      Leo   Sess   agt   Whitney   Con 

Co 4.700.00 

24^70th  st  and  Av  A.  s  w  cor.  275x100.5. 
Harry  Cohen  agt  Maurice  J  Burstein  &  Otto 

Gordon     250.00 

2.5— Bedford  st.  Nos  60  and  62.  James  W  Con- 
Ion   agt  Louis   Schlesinger   &   Samuel   Miller. 

288.00 

July    5. 
26— 5th  av.  n  e  cor  126;h  st,  110x110.     O'Con- 
nell  &  Piper  agt  Collins  Building  &  Construc- 
tion  Co    261.50 

27— 12."ith    St.    No    456    West I 

Amsterdam    av.    No    1315 1 

John    M    Dempsey   agt    William    Soltz 860.00 

2S — Washington    av.    No   1071.     Joe   Levoli   agt 

Isaac    Hvman    &    Joseph    Hyman 160.00 

29— 7th    av.    Nos   291    and   293.      Wolf   Gelband 

a^t  Wm  C   Dewey    173.79 

.30— Broadway,    w    s,    10)    s    127th    st.    240x100. 

Isnac   Osserman   agt   Emanuel    Doctor.  .2.00S.OO 
31— Lewis  St.   Nos  119  and  121.     Ignatz  I  Ros- 
enberg  agt   Morris   Weisberger 160.00 

32— C'eston  av.  e  s.  93  s  183d  st,  100x100. 
Frederick   Wohn    agt    Hillside    Realty   &   Con 

Co 525.00 

33— Madison  av.  s  w  cor  96th  st.  100x1.50.     A  P 

Bigelow    &    Co    agt    Cades    Realty    Co 63.90 

34— 72d  St.  No  538  East.  N  Y  Safety  Steam 
Power  Co  agt  Knickerbocker  Bread  & 
Yeast    Co     825.00 

♦ 

BUILDING  LOAN   CONTRACTS. 

June    30. 
Lenox  av.    w   s.   .50  s  132d   St.    75x99.11.      Law- 
yers'    Title     Insurance     &     Trust     Co     loans 
Morris    Yogg    &    Max    B    Juditsky    to   erect    a 
6-sty    tenement;    —    payments    15,000 


Brook  av,  s  e  cor  13Sth  st,  100.\315.2.  Same 
loans  Nortbwes-.ern  Realty  Co  to  erect  seven 
U-sty    tenements;    —    payments 13.500 

Fox  St.  s  w  cor  lU7th"st.  62.2x74.  City  Mort- 
gage Co  loans  James  C  Gatluey  to  erect  a 
5-bty   tecemeut;    10  payments    26,500 

3d    st,    n    s 

4th  st,  s  s,  between  2d  and  3d  avs,  lots  36  and 
5()    map    of    estate    of    Mangle    Minthorne. . . 
Lawyers'    Title    Ins    &    Trust    Co    loans    Sau 
Wallenstein  to  erect  four  5-sty  tenements;  — 
payments      10.00<X 

Audubon  av,  n  w  cor  169th  st,  26.7x100. 
Irving  Bachrach  &  Isaac  Schneidler  loan 
Max  S  Wilson  to  erect  a  5-sty  tenement;  _li 
payments 27,000 

Audubon  av,  s  e  cor  169th  st,  30.x95.  Same 
loan  same  to  erect  a  5-sty  tenement:  13 
payments    27,000 

Spring    st,Nos26    and    28 1 

Mott    st.     No    202 -1 

David  Kidansky  &  Louts  L  Levy  loan 
Samuel  Barkin  to  erect  a  0-sty  tenement;_12 
payments    35,000 

Spring  st,  Nos  40  and  42.  David  Kidansky 
&  Louis  J  Levy  loan  Samuel  Barkin  to  erect 
a  0-sty   tenement;    12   payments 30,000 

July    2. 

St  Lawrence  av,  s  w  cor  Merrill  st,  25x100, 
George  Hauser  loans  Samuel  Geller  to  erect 
a  3-sty  frame  building;  3  payments 7.500 

Arthur  av.  e  s,  37.6  n  ISOth  st,  27.()x79.11. 
Richard  S  Collins  loans  Fidela  Sabella  to 
erect  a  4-sty  and  basement  building;  5  pay- 
ments  12,000 

Crotona  av,  e  s,  94  a  175th  st,  50x120.  James 
M  Wentz  loans  John  Robinson  to  erect  two 
3-sty   family  houses;   7  payments 14, OCX) 

Ktlst  st,  n  s,  103.8  e  Courtlandt  av.  50x102.5. 
Richard  S.  Collins  loans  Joseph  Perlitch  to 
erect  a  —  sty  building;   11  payments. ..  .25.000 

July    3. 

Wadsworth  av.  s  e  cor  lS2d  st,  70x150.  North 
American  Mortgage  Co  loans  Morris  Bern- 
stein Realty  &  Con  Co  to  erect  a  —  sty  build- 
ing:  9  payments    36,tX)0 

Monroe  av,  n  w  cor  Belmont  st,  100x95.  Same 
loans    Delemeba    Con    Co    to    erect    a   —    sty 

building;.  7  payments   20,500 

IL.ith  St.  n  s.  2.50  w  7th  av,  100x70.  Same 
loans     Oussani     Con     Co     to     erect    a    6-sty 

tenement;    7  payments    25,000 

Audubon  av.  n  e  cor  182d  st,  79.9x70.  Same 
loans  DeWaltoft-Marcuson  Realty  Co  to  erect 

a  5-sty  tenement;   11  payments    25,200 

IWth  st,  n  s,  100  w  St  Nicholas  av,  100x100. 
Same  loans  Harris  &  Isaac  Realty  &  Con 
Co  to  erect  two  5-sty  tenements;  9  pay- 
ments          28.500 

Prospect  av,  n  e  cor  Fox  st,  156.6x122.11. 
Same    loans    Hercules    Realty    Co    to    erect 

three  .5-sty  tenements;  8  payments 32.000 

13Sth  St.  n  s.  76.2  w  Cypress  av.  150x100. 
Same  loans  Port  Morris  Realty  &  Con  Co 
to   erect    tour   5-sty   tenements;    8   payments. 

66,000 

Union  av.  e  s.  147.2  n  160th  st.  .50x110.  Same 
loans    Columbus    Dorfman    Con    Co    to    erect 

a   6-sty    tenement;    9   payments    18.000 

1.3Sth  St.  s  3,  101.11  w  Cypress  av,  150x100. 
Same  loans  Ignatz  Elorio  Co-op  Assn  & 
Among  Corlecnosi  to  erect  four  6-sty  tene- 
ments;   12   payments    58,000 

1.55th  St.  s  s.  100  w  Elton  av.  45x100.  Same 
loans     Joseph     Fromm     to     erect    a    —    sty 

building;    10   payments    14.000 

Lewis  St.  w  s.  58  s  .Sth  st,  40.3x85.10.  Same 
loans     Louis     Lewinthan     to     erect    a    G-sty 

tenement;    5    payments     5.500 

111th  St.  s  s.  110  e  Manhattan  av,  150x106. 
Same   loans  Harry  Schiff  to  erect  four  6-sty 

tenements:     5     payments     27,000 

179th  st,  n  s,  1(X)  e  Audubon  av.  50x100. 
Same  loans  Hayman  Wallach  and  Nathan 
Reisler  to  erect  a  5-sty  tenement;  7  pay- 
ments  14.000 

67th  St.  n  s.  425  w  Amsterdam  av.  100x100.5. 
Same  loans  Morris  Nierenberg.  Louis  Jafife 
&  Moses  Rubinsky  to  erect  two  6-sty  tene- 
ments;   7    payments     23.000 

July   5. 

Garfield  "st.  w  s.  409  s  Columbus  av,  50x100. 
Herbert  S  Ogden.  att'y,  loans  Victoria 
D' Andrea  to  erect  two  2-sty  dwellings:  3 
payments    7.000 

116th  St.  s  s,  225  e  Amsterdam  av,  50x100.11. 
Lambert  Suydam  loans  Clinton  W  Kinsella 
to  erect  a  9V'-sty  apartment  hotel:  12  pay- 
ments     100.000 

63d  St.  s  s.  250  e  West  End  av.  1,50x100.5. 
North  American  Mortgage  Co  loans  Jacob 
Boltan  to  erect  four  6-sty  apartments;  3 
payments    13.500 

Broadway,  n  e  cor  159th  st.  99.11x100.  Same 
loans  Fluri  Construction  Co  to  erect  a  6- 
stv    apartment:    7   payments    35.000 

121st  St.  u  s.  100  s  Amsterdam  av,  25x100. 
Commonwealth  Mortgage  Co  loans  Powers* 
Court  Realty  Co  to  erect  a  6-sty  dwelling: 
15    payments    26.000 

4th  av.  s  e  cor  215th  st.  31.2x130.6.  Sadie 
B  Clocke  loans  Barbara  Dux  to  erect  a  2-sty 
dwelling;    3    payments     2,700 


SATISFIED  MECHANICS'  LIENS. 

June    30. 
Av    A.    No    lOlG.      Israel    Kessker   agt    Esther 
Schwartz.      (June   11,    1906) $92.23 


Bedford    st.    Nos    60    and    62 1 

Morton    st,    No    27V4 1 

Morris   Pevisou    agt    Samuel    Miller.      (March 

15.1906)    325.00 

July    2. 
-'22>ith  St.  n  e  cor  Barnes  av.     William  J  Crotty 

agt   Jacob   Wexler.      (June   23.    1906> ...  .760.00 
-Forsyth   st,    Nos   38  and   40.      Griffin    Roofing 
Co    agt    Meyer    Cohen    et    al.       (March    10, 

1906)    78.00 

-Bedford  St.   Nos  GO  and  62   1 

Morton    st.    No    27^ |    . 

Hvman    Adelstein    et    al    agt    Samuel    Miller. 

(March   15.    19(>0,    by   bond)    800.00 

-i:;7th  St.  Nos  22  and  24  West.  John  J  Fali- 
hee    agt    Jacob    Sweetman    et    al.      (Feb    21, 

r.ioG.   by  bond)    652.15 

-Same   property.      Gus  Luckes  agt  same.   (May 

— .    1906.  by  bond)    75.00 

^Stanton  St.  No  22.  Jacob  Perlman  agt  Cath- 
arine A   F  Casanova  et  al.      (Jan   17,   1906). 

470.00 

-12Sth  St.   No  212  West.     Morris   Dickman  agt 

George  A  MacDonald.     (May  25,  1906) ..  .272.10 
=31st   St.    Nos    119   and    121    East.      John    Herd 
agt  Irving  Impt  Co  et  al.      (June  22,   1906, 

by    payment    289.00 

July    3. 
losth  St.  s  s.  445  e  1st  av.     Pneumatic  White- 
wash   Co    agt    James    Rudden.       (April    24. 

1906) 40.00 

Jumel  pi.   Nos  19  and  21.     Luigi  Costabile  agt 

Owen  E  Kelly  et  al.     (April  12.  1906) ..  .300.00 
Oliver    st.    No    67.      Thomas    H    Sheeran    agt 

John   Botas  et  al.      (May  12,   1906) 1,200.00 

July    5. 

-Prospect  av.  ^  s.  .50  n  152d  st.  75x95.     Morris 

Cohen  et  al  agt  Harris  Sacks  et  al.     (May  11. 

190G)    500.00 

-Same    property.      National    Damp   Proofing   Co 

agt    same.      (May    18.    1906)     300.00 

-Same   property.      Maresca  Walsh  Tile  &   Mar- 
ble  Works   agt   same.      (May  3.   190C). .  .141.00 
-Same   property.      Herman   Slate   Co  agt  same. 

(May  9,  190G)   .' 300.00 

.59th    St.    No    32S    East.      Abraham    Marks    agt 

Samuel  Sobel.     (May  17,   1900)    54.00 

losth  st,  Nos  302  to  320  East.  ABC  Roofing 
Co  agt  Israel  Lippman  et  al.     (June  26,  1906) 

445.00 

Same    property.      Same    agt    Isaac    Lippman. 

(May    24.    1906)    445.00 

l,",.5th  St.  n  s,  325  w  5th  av.  125x100.  Same 
agt     Abraham    Goodman    et    al.       (May    24. 

1906)   125.00 

Land  under  water  at  Oak  Point  150  n  of  bulk- 
head line.  Bronx.  R  G  Packard  Co  agt 
Rock  Plaster  Co  of  N  Y"  &  N  J  et  al.       (Jan 

5.    190C)    7.000.00 

=Hughes  av,  e  s.  I'JO  n  l.S7th  st,  150x87.6.  Pat- 
rick   Roher   agt    Belmout    Realty    &    Con    C!o. 

(March    2G.    1906)    1.796.63 

>31st  St.  Nos  119  to  121  East.  John  Herd  agt 
Irving  Improvement  Co  et  al.  (June  22 
1906)    289.83 

^Discharged   by   deposit. 
^Discharged    by   bond. 
^Discharged   by  order  of  Court, 

• 

ATaACHStENTS. 

June    29. 
No   Attachments   filed   this   day. 

June    30. 
?abin.     Harriet     G:     G     Edwin     Jones;     $27,500: 

Lenny.     Maguire.    Griffin    &    Bizel. 
Gesellschaft   Fur   Maschinenbau   Una   Elektrische 
Neuheiten    M    B    H:    Mut    Specialty    Co;    $873; 
Davics.    Stone    &    Auerbach. 

* 

CHATTEL  MORTGAGES. 

June  29.   .'ill.   July  2.  3  and  5. 
AFFECTING  REAL  ESTATE. 

Bernstein,  M.  1-58-160  E  113th.  .Albert  Gas 
Fix   Co.      Gas   Fixtures.  $145 

Kalman.  M.  5  Chrystie.  .Abendroth  Bros. 
Ranges.  20S 

Mick.  C  W.  s  w  cor  151st.  st  and  St  Nicholas 
av.  .J  L  Mott.  (R)   1.300 

Reedv.  J.  2907  Sth  av.  .Nat  Gas  &  Elect  Fix 
Co.       Gas    Fixtures.     &c.  50 

Soltz.  W.  Amsterdam  av.  s  e  cor  125th  st 
and  125th  st.  s  s.  100  e  Amsterdam  aT..SlI- 
berstein    &    Silver.      Mantels.  341 

Signell    (John   V)    Co.      s  e  cor   127th   st   and 
Claremont  av..A  B  See  Elect  El  Co.   Eleva- 
tor. 2.500 

Same,  n  s  143,  90.9  w  Hamilton  pi.... same. 
Elevator.  2,600 

Same,  n  e  cor  125th  st  and  Claremont  av.... 
same.      Elevator.  2. .500 

Same,  n  e  cor  135th  st  and  Riverside  Drive 
same.     Elevator.  2.600 

Same,  n  w  ror  Hamilton  pi  and  143d  St.... 
same.     Elevator.  2,600 

Same.  n  e  cor  143d  st  and  Broadway.... 
same.      Elevator.  2,600 

Same,  n  w  cor  Hamilton  pi  and  144th  St.... 
same.      Elevator.  2,600 

Same,  s  e  cor  144th  st  and  Broadway.... 
same.      Elevator.  f.600 

For  other  Judgments  In  Foreclosure  Suits,  Lla 
Pendens,  Foreclosure  Suits,  Judgments,  Satisfied 
Judgments,  Mechanic  Liens,  Building  Loan  Con- 
tracts, Satisfied  Mechanics'  Liens  acd  Orders  see 
pages    47    and    48. 
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The  Record  and  Ouide  has  opened  an  Uptown  Office  in  the 
Metropolitan  "Annejc,''''  Nos.  11-13  East  24th  Street,  in  order 
to  accommodate  its  customers,  so  many  of  whom  are  located  in 
the  central  and  northern  parts  of  the  city,  and  at  the  same  time 
to  provide  additional  quarters  for  its  own  increased  staff  and 
for  the  Architectural  Record  and  "jS'weet's"  Index. 


observation  must  then  supplement  them.  In  this  case,  It  may 
be  said  that  they  stand  for  projects  rather  than  fulfilments,  and 
that  in  actual  labor  and  material  put  forth  there  may  have 
been,  and  probably  was,  a  difference  in  favor  of  the  first  half  of 
1905  over  the  first  half  of  1906;  for  the  letting  down  in  some 
lines  during  the  months  of  May  and  June  was  generally  re- 
marlied,  and  ascribed  to  the  effects  of  the  new  mortgage  law. 
During  the  liocoud  quarter  of  the  year  plans  were  filed  in  Man- 
hattan for  596  new  buildings  of  a  value  of  $39,047,430,  as  against 
723  new  buildings  of  a  value  of  $35,697,212,  during  the  second 
quarter  of  1905.  The  number  of  tenements  planned  during  the 
three  months  just  past  was  397,  as  against  362  in  the  correspond- 
ing period  of  1905.  The  number  of  office  buildings  planned  was 
the  same  in  each  quarter,  but  there  was  a  great  difference  in 
value  in  favor  of  those  planned  this  year.  The  alteration  worlt 
scheduled  in  April,  May  and  June  of  this  year  exceeded  in  value 
the  alterations  planned  in  the  corresponding  months  of  1905,  but 
affected  a  fewer  number  of  buildings.  The  total  value  of  thp 
building  work  planned  in  Manhattan  during  the  last  qiuarter 
was  $44,891,925,  to  compare  with  $40,915,531,  which  was  the  rec- 
ord made  in  the  second  quarter  of  1905.  For  the  first  three 
months  of  this  year  the  building  operations  of  Manhattan  (in- 
cluding both  new  structures  and  alterations)  amounted  in  esti- 
mated cost  to  $40,206,746,  while  for  the  similar  period  in  1905 
the  total  estimated  cost  of  all  operations  in  this  borough  was 
hut  $28,131,714.  The  grand  total  for  1906,  from  January  1  to 
July  1,  of  all  operations  in  Manhattan  is  eighty-five  million  dol- 
lars, as  against  sixty-nine  milliou  for  1905.  With  the  annual 
mortgage  tax  law  out  of  existence,  the  difficulties  connected  with 
financing  operations,  so  far  as  they  were  interfered  with  by  the 
old  law,  should  disappear,  and  with  the  new  capital  that  the 
exempt  mortgage  securities  of  this  city  should  attract,  we  can 
foresee  nothing  but  a  continuance  of  good  conditions,  and  very 
probably  a  better  record  for  the  full  year  than  was  credited  to 
1905. 


1^  UMMER  dulness  characterizes  the  stock  market,  which  acts 
^■^  decidedly  as  though  the  turning-point  had  been  passed, 
and  without  new  bear  ammunition  it  should  gradually  advance. 
The  average  rise  in  the  principal  stocks  of  three  points  or  more 
since  the  low  prices  of  a  fortnight  ago  has  been  maintained. 
Money  is  easier,  and  ought  to  cease  to  be  a  matter  of  fear.  In 
the  year  1903  the  same  money  conditions  prevailed  in  July. 
Time  money  then  was  difficult  to  obtain,  rates  being  6  per  cent. 
for  even  short  time  loans.  Lenders  with  the  recollection  of  the 
high  call  rates  of  1902  behind  them  were  unwilling  to  put  out 
their  funds  on  time,  looking  forward,  if  not  hoping,  for  a  repeti- 
tion of  the  squeeze  in  the  autumn  of  1903.  The  result  was  that 
call  money  was  a  drag,  ranging  from  IV2  to  21/2  per  cent.,  and 
the  expected  squeeze  never  came.  That  year  the  banks  specu- 
lated in  money  and  lost,  and  this  year  it  is  not  unlikely  they 
may  do  the  same.  The  money  markets  of  the  world  have  often 
settled  down  into  a  conviction  and  then  waited  for  the  event 
that  failed  to  materialize.  Railroad  earnings  continue  phenom- 
enally large,  and  it  would  seem  they  must  so  continue.  The 
absence  of  paralleling  by  reason  of  adverse  railroad  legislation 
leaves  the  existing  railroads  in  indisputed  possession  of  their 
respective  fields,  and  so  it  may  happen  that  what  seemed  to  be 
for  the  worst  may  turn  out  to  be  the  best  for  the  railroads, 
because  it  is  a  certainty  that  during  the  first  years  of  the  work- 
ing and  the  test  of  the  new  rate  law  not  one  dollar  of  capital  Can 
be  obtained  for  a  new  railroad.  The  great  good  luck  of  the 
country  with  respect  to  crops  continues.  The  wheat  crop  not 
only  promises  to  be,  with  one  exception,  the  largest  in  the  his- 
tory of  the  country,  but  the  quality  is  the  best.  The  figures 
iindicated  are  723,000,000  bushels.  The  greatest  year  was  the 
harvest  of  1901,  when  the  yield  was  749,000,000  bushels. 


A  COMPARISON  of  the  building  operations  in  the  first  half 
■*^*-  of  this  year  with  the  operations  of  the  corresponding  por- 
tion of  last  year,  as  represented  by  the  records  on  file,  discloses 
that  in  value  the  works  of  1906  exceed  those  of  the  first  half 
of  1905  by  some  fourteen  million  dollars,  but  that  in  the  num- 
ber of  new  buildings  projected  the  two  periods  are  about  equal. 
This  IS  taking  into  account  Brooklyn  and  the  Bronx  as  well 
as  Manhattan.  As  1905  was  the  most  wonderful  year  in  building 
that  New  York  has  yet  known,  the  fact  that,  measured  by  the 
value  of  the  works  projected,  the  current  year  has  thus  far  sur- 
passed It,  is  highly  significant  to  business  interests  at  large 
Capacity  after  it  has  once  been  enlarged  to  meet  requirements 
needs  thereafter  be  fully  employed  in  order  to  avert  losses; 
and_.the  capacity  of  the  building  and  allied  industries  of  New 
York  ha.s  been  .so  greatly  extended  of  late  that  a  lowering  of 
the  rate  of  building  would  be  a  serious  matter.  Statistics  do, 
not  always  reveal  the  full  and  real  inwardness  of  things  aadl 


IT  is  admitted  that  negotiations  are  well  advanced  towards  the 
purchase  of  the  Burton  property  on  Fifth  avenue  between 
Thirty-eighth  and  Thirty-ninth  streets  by  a  retail  house  now 
doing  business  below  Twenty-third  street.  It  is  possible  that 
the  present  negotiations  will  fall  through;  but  there  can  be  no 
doubt  that  some  such  disposition  will  be  made  of  this  property. 
It  is  one  of  the  few  plots  on  Fifth  avenue  owned  by  one  interest, 
which,  when  improved,  would  be  large  enough  to  accommodate 
the  business  of  a  big  general  store.  Containing  as  it  does  some 
27,000  Square  feet,  it  would,  when  improved  with  a  ten-story 
building,  contain  abundant  space  for  the  business  such  as  Van- 
tine's  or  Arnold  &  Constable's,  and  there  is  not  another  plot 
on  the  avenue  of  which  the  same  statement  would  be  true. 
When  Mr.  Altman  completed  his  purchases,  he  also  secured  the 
block  front  owned  by  the  late  Marshall  Field,  doubtless  for  the 
purpose  of  anticipating  any  possible  competition;  and  it  may 
be  doubted  whether  another  large  plot  could  be  pieced  together 
except  at  an  impossible  cost.  It  took  Mr.  Altman  many  years  of 
patient  accumulation  to  buy  up  the  site  on  which  he  is  building 
at  present,  and  prices  have  advanced  considerably  since  he  com- 
pleted his  purchases.  The  Burton  plot  is  doubtless  held  at  a 
good,  stiff  figure,  but  it  was  for  the  most  part  accumulated  at 
lower  prices,  and  its  owners  should  be  able  to  realize  a  hand- 
some profit  Without  asking  a  sum  which  even  a  large  and  profit- 
able business  could  not  afford  to  pay.  One  thing  which  makes 
it  so  difficult  to  secure  a  large  plot  on  Fifth  avenue  is  the  in- 
creasing number  of  tall  buildings  that  are  being  erected.  Three 
years  ago  the  avenue  was  improved  for  the  most  part  with  re- 
constructed four  and  five-story  brownstone  houses,  but  since 
then  increasing  values  have  compelled  the  building  of  sky- 
scrapers, particularly  on  the  corners;  and  these  skyscrapers  are 
generally  leased  in  part  for  periods  of  twenty  years  or  longer. 
The  business  men  who  several  years  ago  had  the  forethought  to 
secure  permanent  locations  are  now  being  rewarded,  while  those 
who  neglected  to  do  so  are  being  correspondingly  punished. 
The  pressure  is  becoming  so  great  that  doubtless  the  tide  of 
Fifth  avenue  business  will  soon  begin  to  overflow  not  only,  as 
at  present,  to  the  side  streets,  but  to  Madison  avenue,  at  least 
between  Twenty-sixth  and  Thirty-fourth  streets.  It  is  only 
necessary  for  some  important  shop  to  secure  a  location  on  this 
part  of  Madison  avenue  and  the  others  will  soon  follow  along. 


NOW  that  the  Appellate  Division  of  the  Supreme  Court  has 
approved  the  routes  for  new  subways  laid  out  by  the  Rapid 
Transit  Commission,  all  the  legal  formalities  necessary  to  the 
establishing  of  the  new  routes  have  been  complied  with. 
What  now  remains  to  be  seen  is  whether  the  new  system  has 
heen  framed  so  as  to  tempt  private  capital.  Nobody  expects, 
of  course,  that  bidders  will  be  found  for  all  of  the  routes  that 
have  just  been  approved.    The  plan  was  framed  at  a  time  when 
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active  competition  was  expected,  and  since  the  recent  merger 
of  the  two  rapid  transit  interests,  this  expectation  has  vanished. 
The  construction  of  a  certain  part  of  the  new  system  will  have 
to  be  indefinitely  postponed,  and  the  question  is,  what  part?  In 
the  opinion  of  the  Record  and  Guide,  the  only  routes  which 
will  tempt  bidders  under  the  conditions  imposed  by  the  Els- 
berg  amendments  are  those  which  will  serve  as  extensions  to  the 
existing  Subway.  It  seems  manifest  that  the  Interborough  Com- 
pany will  be  interested  in  the  Seventh  and  the  Lexington  avenue 
tunnels,  and  can  afford  to  take  them  on  a  lease  running  practi- 
cally for  forty-five  years.  On  the  other  hand,  it  will  be  to 
the  interest  of  the  company  to  prevent  the  construction  of  the 
independent  East  and  West  Side  tunnels.  The  only  way  in  which 
this  can  be  done  is  by  offering  the  city  excellent  terms  for  the 
desired  extensions,  and  at  the  same  time  by  promising  to  build 
the  new  independent  routes  at  some  fixed  future  date.  We  be- 
lieve that  a  bargain  of  this  kind  would  be  of  advantage  to  the 
city,  provided  the  company  used  its  own  capital  and  offered 
liberal  transfer  privileges.  On  the  other  hand,  should  the 
Interborough  Company  offer  disadvantageous  terms,  the  city 
should  immediately  prepare  to  construct  and  operate  an  inde- 
pendent belt  line  on  Third  and  Eighth  avenues.  The  city,  owing 
to  the  provisions  of  the  new  law,  is  in  an  admirable  position  to 
negotiate,  and  if  excellent  terms  are  not  obtained,  it  will  be  be- 
cause the  business  has  been  badly  managed. 


THE  removal  of  the  Consolidated  Exchange  to  Beaver  and 
Broad  street  points  the  direction  which  the  next  extension 
of  the  financial  district  will  have  to  take.  When  the  buildings 
now  being  erected,  or  announced  to  be  erected,  are'  completed,  the 
three  or  four  blocks  to  the  west,  the  east  and  the  north  of  the 
Stock  Exchange  will  for  the  most  part  be  improved  with  "sky- 
scrapers." A  few  large  and  important  plots,  such  as  the  old 
Custom  House  and  the  J.  P.  Morgan  corner  will  remain  still  to 
be  improved,  but  the  additional  space  which  may  be  expected 
from  these  sources  is  small  when  compared  with  the  total  de- 
mand. New  and  convenient  sites  for  skyscrapers  devoted  to 
bankers,  brokers  and  railroads  can  be  obtained  only  by  taking 
several  blocks  to  the  south,  along  the  line  of  Broad  street,  which 
are  now  improved  with  old  brick  buildings.  The  extension  of 
the  financial  district  in  this  direction  will  mean  that  the  space 
now  occupied  by  Custom  House-  brokers  will  be  contracted,  and 
that,  consequently,  larger  buildings  will  have  to  be  erected  for 
their  accommodation  still  farther  south.  Ten  years  from  now 
the  whole  area  between  the  Stock  and  the  Produce  Exchanges 
will  be  covered  with  modern  steel  structures.  Of  course,  a  cor- 
responding movement  will  be  taking  place  to  the  north  also. 
The  demand  for  more  room  by  financial  interests  has  already 
forced  real  estate  brokers  to  migrate  farther  north,  and  this 
process  will  be  continued.  The  financial  interest  can  afford  to 
pay  larger  rents  than  can  any  other  class  of  business,  and  it  is 
bound  to  have  the  first  choice.  But  for  some  time  Broad  street 
south  of  Exchange  Place  will  be  the  Ime  of  the  least  resist- 
ance. 


THE  action  of  the  Rapid  Transit  Commission  in  laying  out 
a  temporary  elevated  loop  connecting  the  Manhattan  ter- 
minals of  the  Brooklyn  and  Williamsburgh  Bridges  is,  all  things 
considered,  a  matter  for  commendation.  There  can  be  no  doubt 
that  the  conditions  of  transit  to  Brooklyn  are  intolerable,  and 
that  there  is  no  other  hope  of  relief  for  a  period  of  many  years. 
The  Commission  has  been  convinced  of  this  fact  against  its  will, 
and  its  judgment  should  be.  taken  as  the  best  means  of  escaping 
from  an  intolerable  situation.  But  in  case  the  elevated  loop  is 
authorized  as  a  temporary  expedient,  particular  precaution 
should  be  taken  to  prevent  its  becoming  permanent.  We  all 
know  the  arguments  which  would  be  used  later  against  the 
abandonment  of  the  elevated  loop.  It  would  be  pointed  out  that 
traffic  had  become  adjusted  to  its  existence,  and  that  the  utmost 
public  inconvenience  would  be  caused  by  the  sudden  stoppage  of 
a  service  upon  which  so  many  people  depended.  The  only  way 
to  secure  an  absolutely  temporary  structure  would  be  to  con- 
struct it  in  some  unpermanent  way.  Why  should  it  not  be 
made  of  wood?  A  wooden  elevated  loop  would  be' cheap  and 
safe,  and  it  would  necessarily  be  unpermanent.  Provisions 
would  have  to  be  made  for  the  eventual  substitution  of  sub- 
ways, which  is.  just  the  condition  which  it  is  desired  to  create. 


MANHATTAN  BOROUGH  naturally  overshadows  the  other 
boroughs  which  comprise  Greater  New  York  by  its  being 
the  center  of  commercial,  business,  social,  and  financial  activity. 
All  the  attributes  of  a  great  metropolis  as  in  London  or  Paris 
are  centered  here.  Especially  is  this  the  case  with  theatres 
and  hotels,  there  being  none  of  the  latter  in  the  other  boroughs 
that  are  of  a  distinctly  metropolitan  character.  The  new  hotel 
which  Is  about  to  be  built  In   Brooklyn  will,  however,   mark 


an  era  in  edifices  of  this  character,  for  the  "Woodruff,"  which  Is 
to  cost  $1,500,000,  is  to  be  first  class  in  all  respects,  and  Is  to 
be  equal  in  finish  and  up-to-date  equipment  to  many  of  the 
higher  grade  hostleries  in  Manhattan.  Fourteen  stories  in 
height,  it  will  stand  on  the  block  bounded  by  Montague,  Hicks 
and  Remsen  streets,  part  of  which  ground  was  the  site  of  the 
old  Pierrepont  House.  Particulars  and  details  were  given  in  the 
Record  and  Guide  of  last  week.  The  erection  of  this  important 
edifice  only  goes  to  show  how  close  the  boroughs  of  Manhattan 
are  being  brought  together  so  as  to  become  actually  as  well  as 
in  name  sections  of  one  city  with  equal  metropolitan  advantages. 
Bridges,  tunnels  and  rapid  transit  will  soon  cause  people  to 
forget  that  the  East  River  lies  between  Manhattan  and  Brook- 
lyn, and  residence  in  certain  localities  in  Brooklyn  will  be  more 
convenient  for  business  men  in  the  commercial  section  of  New 
York  City  than  in  the  case  of  their  homes  being  on  Manhattan 
Island.  Certainly,  if  there  is  to  be  a  tunnel  under  Montague 
street  and  a  railroad  station  adjacent  to  the  Hotel  Woodruff, 
those  who  like  the  comforts  of  hotel  life  will  enjoy  unusual 
advantages  in  the  new  hostelry.  Transient  guests  also  would 
be'  able  to  reach  the  Woodruff  in  Brooklyn  with  equal  and  in 
some  instances  greater  facility  than  many  of  the  fine  hotels  in 
Manhattan. 

♦ 

Manhattan  Building  Statistics. 

Ir-ian?  and  specifications  of  new  buildings  filed  and  acted  upon 
during  the  quarter  ending  June  30,   1006: 

No  of  No.  of  Estimated 

Classification —                                                    Plans.  Bldgs.  Cost. 

Dwelling  houses,  estimated  cost  over  $50,000.  6  6  $500,000 
Dwelling  houses,  estimated  cost  between  $20,- 

000  and  $50,000 6  7  305,000 

Dwelling  houses,  estimated  cost  under  $20,01)0.     5  10  S2,.'500 

Tenement  houses 242  397  23,535,400 

Stores,  estimated  cost  over  $30,000 34  34  5,332,000 

Stores,    estimated    cost    between   $15,000   and 

.$30,000   5  5  128,000 

Stores,  estimated  cost  under  $15,000 3  3  19,500 

Office   buildings    18  18  6,722,080 

Manufactories  and   workshops 16  16  828,200 

Schoolhouses 2  2  '     155,000 

Churches   1  1  60,000 

Public   buildings,  places  of  amusement 10  18  662,500 

Stables   19  20  639,700 

Other  structures   52  59  77,550 

Total   419    596    $39,047,430 

Same  for  new  buildings  in  quarter  ending  June  30,  1905: 

No  of  No.  of  Estimated 

Classification —                                                    Plans.  Bldgs.  Cost. 

Dwelling  houses,  cost  over  $50,000 6  6  $1,135,000 

Dwelling    houses,    cost    between    $20,000    and 

$50,000   9  13  505,000 

Dwelling  houses,    cost    less   than   $2(1, (KMI 7  15  170,0(111 

Tenements   182  362  18,055,000 

Hotels  and  boarding  houses 2  2  320.000 

Stores,  estimated  cost  over  $30,000 24  24  3.395,000 

Stores,    estimated    cost    between    $15,000    and 

$30.(X10  6  6  121,000 

Stores,  estimated  cost  less  than  $15,000 7  7  43.000 

Office  buildings   18  18  3,184,300 

Manufactories  and  workshops 2!)  38  2,!)21,750 

Schoolhouses    '. 11  11  1,368,000 

Churches    3  3  150.000 

Public    buildings,    municipal S  S  1.3,S9,0()0 

Public  buildings  of  places  of  amusement 5  5  1,825,000 

Stables 22  22  7(i5..50O 

Other  structures   157  182  349,662 

Total   496.   723    $35,697,212 

Plans  and  specifications  for  alterations  to  buildings  filed  and 
acted   upon  during  the  quarter  ending  June  30,   1906: 

No  of    No.  of  Estimated 

Classification —                                                    Plans.   Bldgs.  Cost. 

Dwelling   houses    207     231  $1,204,885 

Tenements     590     748  1.690,480 

Hotels   and   boarding  houses 30       33  269,100 

Stores    108     122  679,570 

Office   buildings    '. 35       37  1,327,350 

Manufactories  and  workshops 32       35  92,150 

Schoolhouses 8       11  57.700 

Churches    10       13  70.075 

Public    buildings 29       33  329,200 

Stables 21       22  119.4S5 

Other  structures  1         1  4,500 

Total    1,0711.286  $5,844,495 

Plans  of  alterations   lo   buildings  filed   and   acted   upon   during 
quarter  ending  June  30,   1905: 

No  of    No.  of  Estimated 

Classification —                                                    Plans.   Bldgs.  Cost. 

Dwelling   houses 229     244  $1,086,652 

Tenements    663     851  1,443,865 

Hotels  and  boarding  houses 25       28  172,995 

Stores    109     115  713,995 

Ofliice  buildings   39      45  1,081,495 

.Manufactories   and  workshops 34       39  243,300 

Schoolhouses S         8  71.50t> 

Churches    4         4  7,500 

Public   buildings 29      34  200,155 

Stables    24       26  197.300 

Other  structures   1         2  500 

Total 1,1651,396      $5,218,319 

JAMES  W.   SPENCER. 
Statistical  Clerk  Building  Bureau. 
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An  Interesting  Foundation. 

The  building  of  the  foundations  for  the  United  .States  Realty 
Building,  for  which  the  Foundation  Company  has  the  contracts, 
is  one  of  the  city's  sights  to-day.  The  present  scheme  contem- 
plates the  erection  on  the  north  side  of  the  Trinity  Building,  as 
it  now  stands,  an  annex  which  is  to  be  connected  to  the  pres- 
ent building.  mal<ing  one  complete  structure,  extending  north 
from  Trinity  Churchyard  to  the  new  location  of  Thames  Kt.  The 
exterior  foundations  for  this  annex  on  the  north  side,  when  fin- 
ished, ,will  be  supported  by  seventeen  solid  concrete  piers  car- 
ried down  to  bed  rock  by 'the  pneumatic  caisson  method.  The 
Interior  columns  are  already  in  position  and  form  the  northern 
exterior  wall  of  the  present  Trinity  Building.  When  this  build- 
ing was  constructed,  these  columns  were  put  hi  with  the  idea 
of  making  them  a  part  of  one  large  building  when  the  new 
portion  was  erected  and  connected  to  It. 

Thames  st  is  to  be  moved  about  twenty-six  feet  and  will  then 
run  along  the  north  side  of  the  completed  building.  On  the 
north  side  of  the  newly  located  Thames  st  and  extending  fiom 
that  street  north  to  Cedar  st.  is  to  be  erected  a  twin  otiice  build- 


columns  of  this  structure  opposite  the  excavation  and  these 
columns  must  be  held  from  settling  until  the  work  is  com- 
pleted. 

Then  there  is  the  shoring  of  the  entire  plot  running  along 
Cedar  st.  While  this  street  is  not  so  great  a  thoroughfare  as 
Broadway,  it  is  not  very  wide,  and  therefore  the  danger  to 
the  heavy  buildings  on  the  north  side  is  not  so  great. 

Several  ^  new  engineering  features  are  being  introduced  in 
the  sinking  of  the  caissons  for  these  two  buildings.  Concrete 
columns  are  built  on  top  of  the  caissons  and  the  forms  which 
are  used  to  shape  them  are  removed  before  the  .sinking  of  the 
caissons  is  commenced.  The  forins  for  the  square  caissons 
forming  the  'exterior  foundations  are  built  of  wood,  while  those 
for  the  circular  caissons  foi:  the  interior  columns  are  of  metal. 
In  addition  to  this  there  are  new  designs  of  caisson  shafting  used 
for  the  first  time  on  this  contract.  These  innovations  and  im- 
provements give  some  index  to  the  ability  and  ingenuity  of  the 
engineers  of  the  Foundation  Company,   who  are  doing  the  work. 

One  of  the  conditions  required  is  that  the  foundations  must 
be  completed  in  a  very  short  time.  To  comply  with  these  con- 
ditions the  Foundation  Company  has  equipped  the  job  with  a 
double  set  of  plants,  machinery  and  men,  throughout.     The  lay- 


SINKING   PNEUMATIC  CAISSON   FOUNDATIONS   FOR  THE   NEW    TRINITY    ANNEX    AND    UNITED    STATES    REALTY    BUILDINGS, 

111-11.">   BROADWAY. 
These  foundations  are  being  carried  down  to  bedrock,  !J0  feet  below   the  Broadway  curb,  by  the  pneumatic  caisson  process. 


ing  similar  in  architecture  and  design  to  the  Trinity  Building. 
This  building  will  be  ca-lled  the  "U.  S.  Realty"  Building.  Both  of 
these  buildings  will  extend  solidly  from  Broadway  on  the  east 
to  Trinity  pi  on  the  west.  Temple  st  will  be  eliminated,  from 
Thames  st  to  Cedar  st. 

The  foundations  for  the  U.  8.  Realty  Building  will  be  of  con- 
crete carried  down  lo  bed .  rock  by  pneumatic  caissons.  For 
these  foundations  there  will  be  seventy  caissons.  Forty  of 
these  will  extend  in  practically  an  unbroken  line  around  foiir 
sides  of  this  plot,  and  will  support  the  exterior  columns  of  the 
building.  These  interior  columns  w^ill  be  carried  on  a  double 
row  of  caissons  extending  through  the  centre  of  the  plot  from 
end  to  end.  There  will  be  thirty  of  them.  All  these  caissons 
will  be  carried  down  to  an  average  depth  of  from  .SO  to  S^  ft 
below  the  street  curb 

From  an  engineering  standpoint  this  work  will  provide  one  or 
I  wo  interesting  features  in  the  way  of  shoring  the  adjoining 
property,  as  well  as  the  sinking  of  the  caissons  themselves. 
During  operations  it  will  be  necessary  to  shore  and  protect 
Broadway  along  the  east  side  of  the  excavation.  This  must  be 
very  carefully  done  to  insure  t"he  safety  of  the  heavy  traffic 
along  Broadway  and  also  to  protect  and  hold  safe  the  exten- 
sion of  the  subway  to  the  Battery,  which  at  this  point  runs 
very  close  to  the  building  line.  On  the  opposite,  or  west  end  of 
the  plot,  it  will  be  necessary  to  support  the  elevated  railroad 
structure   just    across    from    the    excavation.      There    are    three 


out  consists  of  two  travelers  of  four  derricks  each,  operating 
from  either  end  of  the  lot;  two  concrete  mixers,  one  at  each 
end  of  the  lot;  two  air  compressors  and  numerous  hoist  en- 
gines and  air  locks,  all  of  which  make  one  of  the  most  com- 
plete equipments  ever  put  into  operation  on  a  contract  for 
caisson  foundations  for  office  buildings. 


A  Large  Field  for  Builders  at  Mount  Vernon. 

Mount  Vernon,  N.  Y'.,  July  10. — The  real  estate  market  in 
Mount  Vernon  is  in  a -vigorous  and  healthy  condition,  and  all 
the  brokers  are  kept  busy  answering  the  inquiries  of  the  many 
parties  who  are  desirous  of  buying  dwelling  houses  for  occu- 
pancy, flat  and  store  property  for  investment,  and  acreage  for 
subdivision.  There  is  a  great  demand  for  two-family  houses, 
and  also  for  single  dwellings  under  $7,500  in  price.  Houses  in 
the  Chester  Hill  section,  on  lots  50  ft  in  width  by  100  ft  and 
over  in  depth,  sell  readily  before  they  are  finished  for  from 
.$11.0*10  to  .$1.S.000.  according  to  size  and  finish,  and  on  lots  100 
ft  in  width  from  $15,000  to  $25,000.  and  some  even  higher. 
Building  lots  within  easy  walking  distance  of  the  New  Haven 
Railroad  station  are  very  scarce  and  sell  from  $2,500  upward, 
for  .50  ft  front,  according  to  the  distance  from  the  station. 

There  is  a  great  shortage  of  houses  to  rent  on  account  of 
the  active  selling  market.  Any  number  of  houses  to  rent  from 
$30    to    $75    per    month    would    find    ready    takers.      Apartments 
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rentingr  from  $25  to  $50  per  month  are  also  in  great  demand. 
Several  New  York  builders  liave  made  a  beginning,  catering  to 
the  demand  for  apartments,  but  there  is  a  large  field  here  for 
their  operation.  Many  plots  of  acreage  have  been  sold  and  are 
being  subdivided.  The  two  large  factories  of  the  Mauser  Manu- 
facturing Co.  and  Max  Ams,  and  the  foundry  of  the  Henry  Bon- 
nard  Bronze  Co.,  employing  over  1,500  hands,  are  all  now  in 
full  operation  and  hundreds  of  their  employes  cannot  find  liv- 
ing accommodations  in  Mount  Vernon.  We  need  at  once  brick 
flats  having  apartments  of  four  and  five  rooms,  to  rent  from 
$16  to  $20  each  apartment,  for  their  occupancy;'  also  small 
houses  on  25  ft  lots  to  rent  from  $25  to  $35  per  month,  for 
clerks  and  the  better  class  of  mechanics. 

The  finances  of  Mount  Vernon  are  in  Al  condition,  and  the 
tax  rate  is  lower  than  in  other  communities  surrounding  us. 
Capitalists  who  will  come  in  and  build  up  blocks  of  houses  or 
loan  money  on  building  enterprises  will  be  well  paid.  Within 
a  few  weeks  the  electric  service  will  be  installed  on  both  the 
New  Haven  and  Harlem  railroads,  which  will  shorten  the  pres- 
ent time  of  40  minutes  between  Mount  Vernon  and  the  Man- 
hattan City  Hall  very  materially.  Mount  Vernon  has  many 
advantages  over  the  upper  section  of  the  Bronx  in  the  matter 
of  improved  streets,  the  purest  water  supply  and  the  lowest 
death  rate  in  the  staie,  high  grade  schools,  churches,  clubs,  and 
large  department  stores. 

No  one  can  predict  where  Mount  Vernon  will  be  ten  years 
hence,  when  the  two  new  electric  railroads  now  building  are  in 
operation — the  Rapid  Transit  entering  the  city  from  the  south 
by  the  White  Plains  read,  and  the  many  other  factors  which 
.will  serve  to  bring  together  here  a  community  of  several  times 
the  present  population  of  2S,000.  It  has  more  than  quad- 
rupled since  I  dfcided  to  make  it  my  home,  twenty-two  years 
ago.  WM.   S.   ANDERSON, 

President  Anderson   Realty  Co. 


Progress  and  Logical   Design  of  Reinforced 
Concrete. 

BY  ROSS  F.  TUCKER,  M.  AM.  SOC.  C.  E.* 
Those  who  are  under  the  impression  that  the  presept  popu- 
larity of  reinforced  concrete  is  largely  a  fad  may  be  interested 
to  note  the  progress  of  this  type  of  construction  since  its  in- 
ception in  1S85,  in  terms  of  the  production  of  Portland  cement 
in  the  United  States.  In  1882  the  output  of  Portland  cement  was 
82,000  barrels.  At  this  time  reinforced  concrete  was  unknown, 
and  the  value  of  Portland  cement  concrete  as  a  structural  ma- 
terial was  not  dreamed  of.  Natural  and  Rosedale  cements  had  the 
field  practically  to  themselves,  and  concrete,  where  It  was  used  at 
all,  was  confined  w-holly  to  foundation  and  underground  work. 

In   1885  Ernest  L.   Ransome,   then  of  San  Francisco,  invented 
the   twisted  bar  and   demonstrate'd   the  principle  underlying-  all 
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INTERIOR,    MUSEUM    BUILDIXG,    STANFORD 
UNIVERSITY. 


reinforced  structures  whereby  it  is  possible  to  incorporate  steel 
bars  in  a  mass  of  concrete  in  such  a  manner  as  to  enable  the 
concrete  to  withstand  transverse  loads.  The  production  of  Port- 
land cement  in  the  United  States  was  then  150.000  barrels.  From 
1885  to  1890,  Ransome  was  engaged  in  applying  his  discoveries 
*to  works  of  the  most  elaborate  and  extensive  character.  When 
we  take  into  consideration  that,  at  that  time,  the  subject  of  re- 
inforced concrete  was  in  a  m.^st  elementary  experimental  stage, 
and  that  there  were  no  accurate  formulae  or  known  valuations 
for    determining    concrete    design,    and    that    the    appliances    for 


making  and  handling  concrete  were  of  a  primitive  kind,  we  can 
appreciate  the  difficulties  with  which  he  had  to  contend,  and 
fan  bestow  the  greater  credit  and  honor  upon  him  for  the 
courage  and  splendid  mechanical  and  engineering  ability  which 
he  displayed  in  undertaking  the  construction  of  steei  concrete 
buildings  of  such  magnitude  in  a  country  subject  lo  earth- 
quakes. Among  the  structures  above  referred  to  are  the  Muse- 
um Building  (interior  siiown  in  Fig.  1),  and  Girls'  Dormitory 
(Fig.  2)  at  Stanford  'University;  the  Interior  of  Academy  of 
Sciences    (Fig.   .S),    the   building  for   the  Pacific   Borax  Company 
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and  the  Tubbs  Cordage  Works,  and  the  value  of  his  discoveries 
has  been  further  accentuated  by  the  fact  that  during  the  recent 
great  earthquake  in  California  all  of  the  above  structures,  com- 
paratively crude  a.<  they  were  in  design,  came  through  the 
ordeal  practically  unscathed,  where  buildings  of  brick  and  stone 
in  their  immediate  \  irinity  have  been  entirely  wrecked. 

In  ISOO  Ransome  determined  to  Introduce  his  ideas  through- 
out the  country,  and  for  a  considerable  time  thereafter  the 
writer  was  engaged  in  lecturing  before  technical  societies  aiiJ 
architects  and  engineers  generally  on  the  subject  of  reinforced 
concrete  and  the  possibilities  of  that  type  of  structure.  While 
these  ideas  were  all  of  great  interest  to  the  technical  public, 
they  were  so  new  to  the  building  world  at  large  that  it  was  only 
here  and  there  that  they  gained  a  foothold.  The  steel  frame 
structure  by  this  time  had  been  brought  to  a  high  degree  of 
development,  and  architects  and  engineers,  while  interested  in 
the  possibilities  of  reinforced  concrete,  were  loth  to  give  up  the 
steel  skeleton  and  adopt  a  type  of  construction  with  which  they 
were  so  entirely  unfamiliar.  The  lesson,  nevertheless,  had  its 
effect.  About  this  time  came  the  introduction  of  expanded 
metal  and  the  mesh  systems  of  concrete  construction,  which 
enabled  the  architects  to  retain  their  steel  structures  and  use  con- 
crete for  the  filling  and  arch  work  between  beams,  in  place  of 
brick  work  and  terra  cotta.  These  methods  enabled  the  archi- 
tects to  use  concrete  in  a  conservative  manner  and  to  become 
acquainted  with  its  structural  properties  without  abandoning 
the  steel  frame,  which  constituted  the  main  structural  basis  of 
their  design.  In  this  period,  from  1890  to  1895,  the  production 
of  Portland  cement  progressed  from  300,000  barrels  to  900,000 


•Paper  read   before  the  American  Association  of   Cement    Manufacturers, 


FIG.    8.      INTERIOR     .U.:aUEMY   OF    SCIENCES,    SAN    FRANCISCO. 

barrels,  and  the  lessons  learned  from  the  use  of  concrete  in  this 
re.spect  led  to  its  adoption  in  a  large  number  of  projects  orig- 
inally planned  for  other  materials. 

From  this  time  on  the  use  of  concrete  grew  very  fast.  In 
1897  and  1898  th>re  came  a  great  shortage  in  structural  steel. 
Deliveries  were  so  uncertain  and  remote  that  engineers  the 
country  over  were  at  their  wits  end  to  find  ways  and  means  for 
fulfilling  their  designs,  and  they  turned  at  once  to  reinforced 
.concrete  to  help  them  out  of  their  dilemma.  European  systems 
of  reinforced  concrete  were  introduced  and  engineers  generally 
.began  to  study  the  subject  from  a  scientific  standpoint,  with  the 
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result  that  by  1900  the  steel  concrete  sti'uctuie  was  recognized 
generally  as  a  structural  possibility  and  its  adoption  was  con- 
sidered for  every  conceivable  kind  of  problem.  At  this  period 
the  production  of  Portland  cement  in  this  country  had  reached 
8,-100.000  barrels  per  annum.  In  the  succeeding  five  years,  how- 
ever, the  popularity  of  concrete  and  the  confidence  of  the  build- 
ing public  in  its  properlies  were  demonstrated  in  a  most  aston- 
ishing manner,  for  the  production  of  Portland  cement  sprang 
Irom  8,400,000  barrels  in  1900  to  36,000,000  barrels  in  1905. 

Any  one  considering  the  progress  of  the  industry,  as  noted 
above,  can  hardly  say  that  the  reinforced  structure  is  a  fad, 
although  it  is  to  be  admitted  that  concrete  has  been  applied 
to  many  purposes  for  which  it  is  not  at  all  suitable.  It  is  a 
fact  now  beyond  dispute  that  the  steel  concrete  structure  has 
passed  the  experimental  stage  and  has  been  adopted  through- 
out the  land  as  a  building  element  of  the  greatest  value.  It  is 
true,  however,  that  much  has  j'et  to  be  done  in  the  education 
of  the  architect  and  the  engineer  in  the  use  of  concrete  in  a 
logical  manner  and  for  its  real  valu'e.  Owing,  to  the  comparative 
youth  of  this  type  of  building,  architects  and  engineers  generally 
have  not  as  yet  given  any  great  attention  to  the  development 
of  design  essentially  suitable  to  reinforced  concrete.  It  is  the 
general  practice  to  design  in  brick,  stone  and  steel  and  then  to 
call  upon  a  reinforced  concrete  engineer  to  reproduce  a  structure 
in  reinforced  concrete.  This  is  an  imperfect  and  unscientific 
method  and  unfair  to  the  development  of  the  true  value  of  the 
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FIG.   4      TYPICAL    REINFORCED    CONCRETE   WAREHOUSE 
STRUCTURE. 

'concrete  structure.  The  average  architect  and  engineer  is  yet 
too  unfamiliar  with  the  characteristics  of  concrete  to  design  a 
structure  solely  from  that  point  of  view.  He  thinks  in  terms  of 
biick  and  steel,  designs  in  brick  and  steel,  and  then  attempts 
to  adapt  concrete  to  his  structure.  The  architect  who  would 
.design  intelligently  for  reinforced  conci-ete  must  think  in  'terms 
of  reinforced  concrete,  but  up  to  the  present  time  the  condition 
Ss  similar  to  requiring  a  carpenter  to  think  in  the  metric  system 
when  he  has  been  all  his  life  accustomed  to  figure  in  feet  and 
inches.  He  must  stop  and  translate  and  is  unable  to  bring  his 
mind  to  an  adequate  appreciation  of  his  dimensions  until  he 
has  so  translated  them. 

Reinforced  concrete  is  a  structural  method  possessing  peculiar 
characteristics  which  are  essentially  its  own,  and  any  design 
which  is  to  be  carried  out  in  this  material  should  be  adapted  to 
their  characteristics  and  qualifications.  For  instance,  many 
have  an  idea  that  the  cost  of  cement  and  the  labor  involved  in 
the  handling  of  concrete  are  the  particular  elements  of  cost  in 
a  concrete  structure,  whereas,  as  a  matter  of  fact,  the  determin- 
ing factor  in  the  cost  of  concrete  of  whatever  nature  is  the  cost 
of  the  wood  work  and  centering  required  for  the  carrying  out 
of  the  design.  The  initial  cost  of  a  yard  of  concrete  may  be 
$5,  but  that  same  yard  of  concrete  may  be  made  to  cost  ^iO  by 
the  addition  thereto  of  elaborate  forms  necessary  for  the  plac- 
ing of  the  concrete  in  the  position  required  in  the  design.  On 
every  structure  projected  for  brick  and  steel,  and  afterwards 
converted  into  concrete,  the  cost  of  concrete  will  vary  for  every 
yard  from  $5  to  $40,  depending  upon  the  position  in  which  it  is 
placed  and  the  elaboration  of  the  forms  necessary  for  the  ful- 
filling of  the  design.  It  is,  therefore,  apparent  that  the  greatest 
economy  in  the  use  of  reinforced  concrete  Is  to  be  attained  by 
keeping  this  fact  in  mind  and  designing  the  structure  accord- 


ingly. The  essence  of  economy  in  concrete  work  Is  the  sim- 
plicity and  duplication  of  forms,  and  this  of  itself  demands  the 
elimination  of  projecting  members  such  as  cornices,  belt  courses 
and  offsets  to  the  largest  possible  extent.  The  reinforced  con- ' 
Crete  building  must  be  essentially  a  plain  building,  and  its  ar- 
chitectural effect  must  be  developed  by  the  study  of  the  relation 
of  the  operungs  to  the  masses,  together  with  the  assistance  of 
such  color  scheme  as  may  be  applied  by  the  Insertion  in  the 
face  of  the  structure  of  tile  or  mosaic  work  in  color  masses 
suitable  to  the  problem. 

The  above  ideas  are  fairly  well  demonstrated  In  the  accom- 
panying cut  (Fig.  4).  It  will  be  noted  that  the  structure  is  of 
the  skeleton  type,  with  the  rectangle  between  the  horizontal 
and  vertical  members  filled  in  with  block  work  or  brick  work. 
Independent  of  the  structure  itself.  Belt  courses,  cornices  and 
offsets  are  eliminated  in  a  very  large  degree  and  shadow  effects 
are  obtained  from  projections  of  a  simple  character.  Window 
openings  are  small  and  are  protected  by  fire  shutters,  thereby 
rendering  the  building  practically  proof  against  the  ingress  of 
fire  from  neighboring  buildings.  Experience  has  demonstrated 
that  fire  is  not  to  be  feared  so  much  from  within  as  from  with- 
out, and  the  essential  to  good  design  of  a  fireproof  character  is 
that   the  building    may  be   enclosed  from   top   to   bottom.     *     * 

Many  of  the  monuments  of  Rome  that  have  endured  for 
more  than  2,000  years  were  built  of  a  concrete  far  inferior  to 
that  which  we  use  to-day,  so  inferior,  in  fact,  and  so  different 
in  method  and  material  as  to  be  hardly  entitled  to  the  name  of 
concrete,  as  we  know  it,  at  all.  Still  these  monuments,  strip- 
ped of  their  facings  of  mosaic,  tile  and  stone  by  the  ravages  of 
time  and  conquest,  still  endure.  What,  then,  may  we  expect  of 
the  great  structures  which  we  are  building  under  the  eyes  of 
modern  science?  It  is  certain  that  the  concrete  of  our  day  will 
endure  far  beyond  the  life  of  any  natural  stone,  and  it  is  not 
too  much  to  hope  and  predict  that  when  our  architects  have 
become  acquainted  with  the  true  characteristics  of  this  wonder- 
ful material,  they  will  create  a  new  architecture  more  original 
and  more  truly  American  than  any  that  we  have  attained  thus 
far.  The  future  is  replete  with  possibilities.  We  have  learned 
thoroughly  how  to  make  concrete  strong,  let  us  learn  now  how 
to  make  concrete  beautiful. 


The  International  Congress  of  Architects. 

THE   following  are   some   extracts   from    the   provisional   pro- 
gramme of  the  congress  at  London,  England,  next  week: 

Meeting  Places  of  the  Congress. — The  headquarters  of  the 
congress  will  be  at  Grafton  Galleries,  Grafton  st,  W.  The  in- 
augural meeting  will  take  place  at  the  Guildhall,  B.  C.  Meet- 
ings will  be  held  both  at  the  Grafton  Galleries  and  the  premises 
of  the  Royal  Institute  of  British  Architects,  9  Conduit  st,  W.. 
for  the  discussion  of  the  subjects  of  the  programme. 

Opening  Day. — The  Grafton  Galleries  will  be  open  at  10 
o'clock  on  the  morning  of  Monday,  July  10,  when  the  president 
will  hold  an  informal  reception.  Badges,  tickets  for  visits, 
etc.,  cards  of  invitation,  will  be  obtainable  at  the  Congress  Bu- 
reau, Grafton  Galleries.  At  11:30  there  will  be  a  meeting  of 
the  permanent  international  committee.  At  3  o'clock  the  in- 
augural meeting  of  the  congress  will  take  place  at  the  Guild- 
hall, E.  C,  kindly  placed  at  the  disposal  of  the  congress  by  the 
Corporation  of  the  City  of  London. 

Receptions,  Etc. — The  Royal  Academy  of  Fine  Arts  will  en- 
tertain the  congress  at  a  soiree  at  Burlington  House.  The  Right 
Honorable  the  Lord  Mayor  of  London  will  entertain  the  con- 
gress at  a  conversazione  at  the  Mansion  House  on  the  evening 
of  Tuesday,  July  17  (limited  to  1,000  Invitations).  The  Royal 
Institute  of  British  Architects  will  entertain  the  congress  at 
a  garden  fete  at  the  Royal  Botanic  Society's  gardens  on  the 
evening  of  Thursday,  July  19.  The  Art  Workers'  Guild  will 
entertain  a  small  party  of  members  on  the  evening  of  Friday, 
July  20.  The  chairman  and  directors  of  the  London  Exhibi- 
tions, Ltd.,  have  put  5(X)  invitations  to  visit  the  Imperial  Royal 
Austrian. Exhibition  at  Earl's  Court  at  the  disposal  of  the  ex- 
ecutive committee.  The  Zoological  Society  of  London  have 
kindly  offered  admission  to  foreign  members  to  their  gardens 
on  Sundays,  July  15  and  22 — days  when  they  are  closed  to  the 
general  public — on  presentation  of  their  cards  of  identity.  The 
Royal  Botanic  Society  have  kindly  offered  members  free  ad- 
mission to  their  gardens  during  the  congress  week  on  presenta- 
tion of  their  cards  of  identity.  The  Lyceum  Club  (for  ladies) 
«ill  constitute  lady  members  of  the  congress  visiting  London 
honorary  members  of  the  club.  The  Lyceum  Club  also  kindly- 
offers  a  reception  to  the  congress  on  the  afternoon  of  Wednes- 
day, July  IS.  The  ladies'  committee  is  arranging  for  the  com- 
fort and  convenience  of  ladies. 

Exhibitions. — There  will  be  the  following  exhibitions  in  the 
congress  premises,  Grafton  Galleries;  An  exhibition  of  photo- 
graphs of  buildings  executed  by  living  British  architects;  a 
chronological  exhibition  of  British  architecture  from  the  Nor- 
man Conquest  (1066)  to  the  death  of  Sir  Charles  Barry  (1800); 
oil  paintings  and  water  color  drawings  of  English  architecture; 
a  few  choice  specinjens  of  British  furniture  and  silverwork. 
At  the  premises  of  the  Architectural  Association,  18  Tufton  st, 
Westminster,  S.  W.,  will  be  exhibited  a  selection  of  Viennese 
students'    drawings   arranged   by   Prof.   Otto   Wagner    (Vienna). 
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The  subjects  for  discussion  will  be:  (1)  The  execution  of  im- 
portant Government  and  municipal  ai-chitectural  work  by  sal- 
aried officials;  (2)  architectural  copyright  and  the  ownership 
of  drawings:  (3)  steel  and  reinforced  concrete  construction;  (4) 
the  education  of  the  public  in  architecture;  (5)  a  statutory 
qualification  for  architects;  (0)  the  architect  crafts;nan — how 
far  should  the  architect  receive  the  theoretical  and  practical 
training  of  a  craftsman?  (7)  the  planning  and  laying  out  of 
streets  and  open  spaces  in  cities;  (8)  to  what  extent  and  in. 
what  sense  should  the  architect  have  control  over  other  artists 
or  craftsmen  in  the  completion  of  a  national  or  public  build- 
ing?    (9>   .be  respon>5ibiliUes  of  a  Government  in  the  con;iorva- 


tion  of  national  monuments;   (10)  the  organization  of  public  in- 
ternational  architectural   competitions. 

The  executive  committee  has  also  arranged  for  Prof.  Mey- 
denbaur,  of  Berlin,  to  read  a  paper  on  "Messbildverfahren"  or 
"Photometry."  A  communication  on  this  subject  has  also  been 
received  from  M.  Marcel  le  Tourneau,  of  Paris.  M.  Honore 
Daumet  (Paris)  will  read  a  communication  on  the  Chateau  de 
Saint-Germain.  Mr.  Cecil  Smith  (Keeper  of  Greek  and  Roman 
antiquities,  British  Museum)  will  read  a  paper  on  "The  Tomb 
of  Agamemnon."  Abstracts  of  the  papers  and  communications 
will,  it  possible,  be  sent  to  members  of  the  congress  some  time 
before  the  opening  day. 
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BuiWing  Operations. 


Kluge  Weaving  Co.  to  Build  Large   Factory. 

The  E.  H.  Kluge  Weaving  Co.,  1207  Broadway,  have  com- 
pleted plans  for  a  large  fireproof  factory  to  be  erected  by  them 
at  West  New  York.  N.  J.  They  now  occupy  a  factory  at  No. 
512  West  41st  st.  No  building  contracts  have  yet  been 
awarded. 


Office   Building  for  Lenox  Av.   Corner. 

LENOX  AV — Messrs.  Townsend.  Steinel  &  Haskeli,  31  East 
19th  st,  have  been  commissioned  to  prepare  plans  and  specifica- 
tions for  an  office  building,  to  be  erected  on  Lenox  av,  northeast 
corner  116th  st,  of  hi,gh-class  fireproof  construction.  No  figures 
have  yet  been  taken  or  contracts  let. 


Garage  Building  for   Broadway. 

BROADWAY — The  Robert  Goelet  estate,  9  West  17th,  is 
about  to  erect  on  Broadway,  from  iVlth  to  65th  sts,  a  6-sty  fire- 
proof garage  building,  of  best  reinforced  concrete  construction. 
Frank  M.  Andrews,  of  the  Waldorf-Astoria,  is  now  taking  fig- 
ures on  the  general  contract.     No  award  has  yet  been  given  out. 


Bunn  &  Nase  to   Build  Mullane   Residence. 

51ST  ST — Bunn  &  Nase,  1123  Broadway,  have  obtained  the 
general  contract  fo  build  for  Mary  F.  Mullane,  of  3  West  29th 
st,  at  7  West  51st  st,  a  6-sty  fireproof  residence,  25x75  ft,  to 
cost  about  .$90,000.  The  structure  will  have  a  front  of  white 
granite  and  red  brick,  with  a  tile  roof.  C.  P.  H.  Gilbert,  1123 
Broadway,  is  architect.  The  present  brownstone  house  is  now 
being  demolished  by  the  Rheinfrank  House.  Wrecking  Co.,  (!20 
East   14th   St. 


Plans  for  John    D.   Rockefeller's  Mansion. 

POCANTICO  HILLS.— Messrs  Delano  &  Aklrioh.  4  East  39th 
st,  have  plans  ready  and  are  receiving  figures  on  the  general 
contract  for  the  new  $500,000  house  for  John  D.  Rockefeller, 
to  be  erected  on  his  estate  on  Pocantico  Hills,  Tarrytown.  N.  Y. 
The  structure  will  be  150x80  ft.  in  size.  Colonial  architecture, 
6-stys  high  on  the  north  side  and  3-stys  on  the  south  side.  The 
material  will  be  of  rough  stone.  Excavating  was  commenced 
in  May.     No  contracts  have  yet  been  issued. 


Apartments,  Flats  and  Tenements. 

MANHATTAN  ST — H.  &  E.  Moran.  71  Nassau  st,  will  erect 
at  37-49  Manhattan  st,  3  6-sty  27-family  tenements,  40x87  ft, 
cost  $120,000.      Samuel  Sass,  23  Park  row,   is  architect. 

184TH  ST — William  Lyman,  51  East  122d  st,  will  build  on  the 
southeast  corner  of  184th  st  and  Broadway,  2  (i-sty  flats,  37.9x 
90,  cost  $80,000.     B.  W.  Levitan,  20  West  31st  st.  is  architect. 

CHERRY  ST — M.  A.  Rofrano,  8  Roosevelt  St.,  will  build  at 
106-108%  Cherry  st,  a  6-sty  39-family  tenement,  50x87  ft,  cost 
$50,000.  Bernstein  &  Bernstein,  24  Bast  23d  st,  are  planning. 
,  122D  ST — Furman,  Weltfish  &  'Gertner,  280  Broadway,  will 
erect,  on  the  north  side  of  122d  st,  101.6  ft  west  of  2d  av,  a  6- 
sty  36-family  flat,  42x87.11,  cost  .$45,000.  Geo.  Fred  Pelham, 
503  5th  av,  is  planning. 

143D  ST— B.  W.  Lev:tan,  20  West  31st  st.  is  making  plans 
for  2  6-sty  flats,  37.0x86.11,  for  Jacob  Kotlowsky,  60  West  117th 
st,  to  be  erected  on  the  south  side  of  143d  st,  100  ft  east  of 
Broadway,  cost  $90,000. 

142D  ST— Jacob  Kotlowsky,  60  West,  117th  st,  will  build  on 
the  north  side  of  142d  st,  100  ft  east  of  Broadway,  2  0-sty  19- 
family  flats,  37.6x80.11,  cost  .$90,000.  B.  W.  Levitan,  20  West 
31st  st,  is  making  plans. 

143D  ST — George  Martin  Huss,  1285  Broadway,  is  making 
plans  for  a  5-sty  flat,  47.2x87.11,  for  Bertha  Leonard,  237 
Broadway,  to  be  erected  on  the  north  side  of  143d  st,  112.10  ft 
east  of  Lenox  av,  and  to  cost  $30,000. 


Stables. 

.  .  16TH  ST — The  Abingdon  Reconstruction  Co.,  Horatio  and 
West  4th  sts,  will  erect  on  a  plot  26x92  ft,  at  445  West  16th  st, 
a  0-sty  stable  building. 

CONGRESS  ST — C.  P.  H.  Gilbert,  1123  Broadway,  has  plans 
ready  for  .$15,000  worth  of  alterations  to  the  6-sty  stable  and 
warehouse,  east  side  of  Congress  st,  75  ft  north  of  King  st,  for 
Francis  H.  Leggelt  &  Co.,  Franklin  st  and  West   Broadway. 


Alterations. 

LENOX  AV. — A  &  J  Scheinberg,  44  Hester  st,  will  remodel 
the  5-sty  building  No  55  Lenox  av,  25x75  ft.,  to  an  American 
basement  dwelling. 

HENRY  ST— Oscar  Lowinson,  lS-20  West  42d  st,  is  making 
plans  for  extensive  alterations  to  198  Henry  st,  for  Daniel  L. 
Korn  924  Madison  av. 

14TH  ST — Joseph  Isaacs  &  Sons,  117  Columbia  st,  will  make 
$7,000  worth  of  alterations  to  534-536  East  14th  st.  O.  Reiss- 
niann,  30  1st  st.  is  making  plans. 


Miscellaneous. 

J.  B.  McElfatrick  &  Son,  1402  Broadway,  Manhattan,  is  pre- 
paring plans  for  a  theatre  to  be  erected  in  Washington,  D.  C 
for  a  Mr.  Pilsbury,  of  that  city.  The  cost  is  estimated  at  $100,- 
000.     No  figures  have  yet  been  taken. 

Fuller  &  Pitcher,  Albany,  N.  Y.,  are  taking  figures  on  the 
general  contract  for  an  Art  Society  Building,  to  be  erected  on 
Washington  av.  Albany,  N.  Y,.  for  the  Albany  Institute.  Histor- 
ical and  Art  .Society,  of  that  city.     No  contract  let. 


Estimates  Receivable. 

42D   ST — The   New   York   Central   &    Hudson   River  R.   R.  Co., 

Grand  Central  Station,  is  taking  figures  on  the  general  contract 

for  terminal  to  be  erected  by  them  at  the  foot  of  West  42d  st. 

D.   R.   Collins,  335  Madison  av,   has  the  plans.      No  contract  let. 

(See   also    pages   VII,    VIII   and   XXI.) 


Contracts   Awarded. 

34TH  ST — S.  Elfin,  INI  East  26th  st,  has  obtained  the  con- 
tract for  extensive  improvements  to  403-405  East  34th  st,  for 
Young  &  Kerr,  on  premises.  Fred  Ebeling,  420  East  9th  st,  is 
architect. 

78TH  ST— Clarence  True.  42d  st  and  6th  av,  has  obtained  the 
building  contract  for  $12,000  worth  of  alterations  to  the  resi- 
dence of  Robert  B.  Roosevelt,  114  East  78th  st.  Louis  C. 
Maurer,  22  East  21st  st,  is  architect. 

GR.\ND  AV. — John  D.  Anderson's  Sons,  0.50A  Green  av, 
Brooklyn,  have  obtained  the  general  contract  to  build  a  4-sty 
loft  building.  .50x100  ft,  at  Grand,  near  Myrtle  avs,  Brooklyn, 
for  N.   Langler   &   .Sons.   91  Grand  av. 

55TH  ST — John  K.  Turton,  1133  Broadway,  has  obtained  the 
contract  to  build  the  5-sty  residence,  18x100  ft,  for  Robert  B. 
Roosevelt,  Jr.,  33  Wall  st,  to  be  erected  at  116  East  55th'  st. 
Louis  C.  Maurer,  22  East  21st  st,   is  architect. 

125TH  ST. — Messrs  Schlesinger  &  Schlesinger,  .520  West  40th 
st,  this  week  obtained  the  general  contract  to  erect  at  Nos  06 
to  76  East  125th  st  a  6-sty  department  store  building,  125x100 
ft.,  from  plans  by  Neville  &  Bagge,  217  West  125th  st. 

The  Geo.  A.  Fuller  Co.  has  secured  the  contract  to  build  a 
]2-sty  brick  office  building,  48x90  ft.  at  Market  and  Geary  sts, 
San  Francisc-o,  Cal.,  for  Thomas,  William  &  Fred  Magee,  to 
cost  .$330,000.  Bliss  &  Faville,  San  Francisco,  are  the  archi- 
tects. 

MADISON  AV — Murphy  Bros.,  489  5th  av,  have  received  the 
contract  for  extensive  alterations  to  the  4-sty  residence  south- 
east corner  of  Madison  av  and  68th  st.  Hoppin,  Koen  &  Hunt- 
ington, 244  5th  av,  architects.  Dr.  Geo.  Milles,  811  Madison  av, 
owner. 

35TH  ST— The  Thompson-Starrett  Co.,  49-51  Wall  st,  has 
just  received  the  general  contract  to  erect  at  -537  to  541  West 
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oolh  St,  for  J.  G.  Braun,  on  premises,  a  1-sty  brick  and  stone 
storage  building,  7.5x0,3  ft,  tar  and  gravel  roof,  to  cost  .$40,000. 
Plans  are  by  George  Simpson,  51  Wall  st. 

The  Reliance  ball-bearing  door-hanger  lias  obtained  the  con- 
tracts for  their  hangers  to  be  used  in  the  following  buildings; 
Lord  &  Taylor,  new  addition,  19th  st  and  5th  av;  Wyoming 
apartments,  55th  st  and  7th  av;  Fahy's  Building,  .52  Maiden 
lane;  Paxterno  apartment,  116th  st;  White  Automobile  Garage, 
West  End  av;  United  Express  Co.  Building.  Broadway;  apart- 
ment, 96th  st  and  Madison  av;  apartmenl,  70th  st  and  Central 
Park  West;  Colo.ny  Club,  Madison  av  and  31st  st;  D.  L.  &  W. 
R.  R.  terminal,  Hoboken;  Realty  Improvement  Building,  Chi- 
cago; Congress  apartment  annex,  Chicago;  Philadelphia  Bank 
Office  Building,  Philadelphia,  Pa.;  C.  C.  Harrison  Building,  Wal- 
nut st,   Philadelphia,   Pa. 


BUILDING      NOTES 


On  Monday  last  the  Manhattan  Bureau  of  Buildings  began 
closing  at  3  p.  m..  instead  of  -t,  to  continue  during  July  and 
August. 

In  a  note  from  Mr.  N.  D.  Saunders,  cashier  of  the  Citizens' 
State  Bank,  at  Arkansas  City,  Kan.,  the  Record  and  Guide  is 
informed  that  Mr.  Carnegie  has  given  $16,000  for  a  public 
library  building  in  that  city,  and  -that  competitive  designs  are 
invited   from   architects. 

One  of  the  features  of  the  construction  of  the  Pennsyl- 
vania tunnels  is  the  elimination  of  steam  power  at  the  Mad- 
ison dv  shaft,  where  the  coinpressors  furnishing  compressed 
air  for  the  rock  drills,  pumps  and  other  apparatus  are  oper- 
ated by  General  Electric  Co.'s  motors,  arid  the  spoil  is  hauled  in 
the  tunnels  by  General  Electric  locomotives  and  hoisted  by 
elevatoi-s  operated  by  electricity.  The  contract  for  the  Manhat- 
tan Island  section  was  awarded  to  the  United  Engineering  & 
Contracting  Co.  and  work  on  it  is  progressing  rapidly  in  six 
headings  for  the  two-track  and  tlhree-track  concrete  hned 
structures  driven  westward  from  the  shafts  at  1st  av,  and  in 
both  directions  from  shafts  at  Madison  av.  This  work  is  all  in 
solid  rock. 


ACCEPTED    DESIGN    FOR    THE    NEW    QUEENS    COUNTY    COURT 
HOUSE,  AT  LONG  ISLAND  CITY. 


Subway  Routes  Approved  in  Part. 

In  the  matter  of  the  application  of  the  Board  of  Rapid  Tran- 
sit Railroad  Commissioners,  to  the  New  York  Supreme  Court, 
Appellate  Division,  First  Department,  for  the  confirmation  of 
the  report  of  the  Commissioners  upon  the  proposed  3d  av  route 
and  ten  others,  a  decision  was  rendered  this  week  approving  of 
the  report,  with  certain  limitations.  Eight  other  routes  have 
not  yet  been  reported  on.  As  the  court  points  out,  some  of  the 
routes  parallel  one  another  and  some  are  actually  conflicting, 
and  the  Rapid  Transit  Commissioners  are  by  the  court's  order 
required  to  choose  within  the  next  two  years  which  are  to  be 
built,  and  such  of  the  routes  as  the  commission  fails  to  deter- 
mine on  within  that  period  will  be  considered  disapproved. 

Presiding  Justice  O'Brien,  in  the  opinion  handed  down  by  the 
court,  shows  that  by  the  record  submitted  the  nineteen  routes 
will  cost  $300,000,000  for  construction  and  $150,000,000  more  for 
equipment,  a  total  of  $4.50,000,000.  Against  this,  the  city's  pres- 
ent borrowing  margin  is  about  .$61,000,000.  This  margin  may  be 
increased  by  an  increase  in  valuations  of  property,  and  this  may 
result  in  tlie  city  having  about  $110,000,000  leeway   from  July 


1,  1006,  to  July  1,  1907.  But  if  all  this  is  to  go  in  subways, 
there'will  be  nothing  left  for  the  growing  necessities  of  the  city 
in  many  other  directions. 

To  anticipate  a  great  increase  in  valuations  as  a  Justification 
for  an  enormous  outlay  of  money  within  the  next  few  years 
would.  Justice  O'Brien  says,  be  a  policy  possibly  more  fatal 
to  the  development  of  the  city  than  a  failure  to  provide  transit 
facilities.     He  adds: 

"Upon  the  record  before  us,  it  appears  beyond  the  possi- 
bility of  doubt  that  the  city  has  not  the  financial  ability  at  the 
present  time  to  undertake  the  building  of  all  the  routes  pro- 
posed, and  the  only  effect  of  our  approval  will  be  practically  to 
completely  appropriate  and  tie  up  every  thoroughfare  leading 
into  and  through   Manhattan  borough. 

"Future  engineering  or  mechanical  improvements  may  render 
such  a  universal  scheme  of  subways  unnecessary,  and  to  pre- 
serve the  city's  rights  and  interests  it  seems  better  to  approve 
all  the  routes,  with  the  limitation  that  only  such  as  the  Rapid 
Transit  Commissioners  may  decide  on  within  the  next  two 
years  are  to  be  considered  finally  approved." 

THE    TAXPAYER'S   CASE. 

Opposition  to  the  confirmation  of  the  report  was  made  by 
Robert  E.  Dowling,  through  his  counsel,  Hon.  Martin  W.  Lit- 
tleton. The  proposition  which  Mr.  Dowling  suggested  was  that 
the  court  knowing  that  $41,000  was  the  total  of  the  borrow- 
ing margin — the  city's  net  borrowing  margin — and  knowing  that 
the  cost  of  these  proceedings  here  will  be  in  the  neighborhood 
of  $4.50,000,000,  an  inconceivable  sum  of  money,  will  say  to  the- 
Rapid  Transit  Commission:  "As  far  as  the  city  has  any  bor- 
rowing margin  you  may  exercise  your  powers,  you  may  dis- 
charge your  function:?,  you  may  proceed  with  the  development 
of  the  subway,  but  we  would  not  empower  yoti,  the  greatest 
debt  incurring  body  in  the  world,  who  knows  nothing  of  schools, 
who  knows  nothing  of  docks,  who  knows  nothing  of  the  varied 
improvement  that  New  York  demands,  to  proceed,  even  under 
the  provisions  of  the  Rapid  Transit  Act,  to  pledge  the  credit 
of  the  City  of  New   York." 

Through  his  counsel  Mr.  Dowling  further  maintained  that 
"the  Rapid  Transit  Act  says  that  as  soon  as  you  approve  these 
reports  it  shall  be  their  duty  to  proceed.  The  language  of  the 
act  is  that,  as  soon  a.s  the  consents  shall  have  been  had,  as  pro- 
vided in  Section  VI.,  the  Rapid  Transit  Commission  shall  enter 
into  contracts  for  construction  of  these  routes.  The  duty  is 
upon  them,  and  it  seems  to  be  forthwith  and  Immediate. 

"Counsel  may  say,  'we  will  hold  these  franchises  in  abeyance; 
we  will  plaster  the  streets  with  franchises  and  hold  them.'  If 
the  court  approves  that,  if  the  coinmission  has  power  to  say 
when  these  franchise.s  may  be  exercised,  it  may  be  said  to  be 
len  or  twenty  or  twenty-five  years  before  the  court  will  ag.ain 
be  called  upon;  because  under  the  Act,  if  any  of  these  routes 
be  approved,  they  have  the  power  to  change  them  from  time  to 
time,  and  they  may  change  them  in  the  most  radical  fashion, 
although  not  to  fall  to  conform  to  the  general  plan. 

"So  I  say  that  it  occurs  to  me  on.  this  report,  and  on  all  of 
these  reports,  that  the  court  is  bound  to  confine  the  operations 
of  the  Rapid  Tran.sit  Commission  and  the  City  Government  to  the 
development  of  those  franchises  which  are  witliin  the  financial 
liower  of  the  city  to  build  upon  and  control,  and  in  doing  so  it  is 
bound  either  to  send  these  reports  back  to  the  commissioners,  who 
sent  them  here,  or  hold  them  here,  but  not  to  pass  on,  because 
once  this  branch  of  the  government,  to  wit,  the  judicial,  passes 
that  power,   it  is  remitted  to  the  Rapid  Transit  Commission. 

"I  also  suggest  to  the  court  that  counsel  may  say,  and  no 
doubt  will  say,  that  these  are  alternative  routes,  that  they  may 
select  one  or  the  other.  The  law  says  that  the  Rapid  Transit 
Commission  shall  select  a  route  and  ask  for  the  consent  of  the 
local  authorities,  and  ask  for  the  confirmation  of  the  Appellate 
Division,  and  when  it  gets  that,  shall  build  on  the  route,  if  it 
has  the  money.  That  is  what  the  law  says.  If  they  are  said  to 
be  alternative  routes,  and  you  confirm  two,  which  is  to  be  built? 
'The  man  who  bids,'  says  the  commission,  'the  bidder  can  select 
the  route  that  is  most  needed."  If  the  bi'dder  chooses  the  route, 
the  Rapid  Transit  Commission  have  failed  to  choose  it  as  the 
law  directs." 


It  is  elsewhere  noted  that  Walter  S.  Auld  has  bought  for  the 
City  of  New  York  from  Alexander  D.  Duff  a  site  for  a  public 
library  on  Woodycrest  av,  at  the  intersection  of  Shakespeare 
av  and  168th  st.  a  very  sightly  location.  A  public  library  is  a 
fine  acquisition  for  any  section,  and  it  will  particularly  benefit 
"Woodycrest."  The  price  was  in  the  neighborhood  of  .$16,000. 
The  Bronx  is  to  have  another  library  on  the  east  side  of  Frank- 
lin av,  1280-129'_>,  the  cost  of  the  site  not  to  exceed  $48,000.  The 
Bronx  already  has  three  finished  Carnegie  libraries. 
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IN  THE  REAL 


ESTATE  FIELD 


Real  Estate  and  Building  Statistics. 

The  following  are   the  comparatlv*  tables  of  Manhattan,   The 
Bronx   and    Brooklyn    of   the   Conveyances,    Mortgages   and    Pro- 
jected Buildings  for  the  corresponding  weeks  of  1905  and   1906: 
MANHATTAN    AND    THE    BRONX. 

CONVEYANCES. 


1906. 
July  5  to  11,  Inc. 

Total  No.  tor  Manbattan 489 

No.  with  consideration 27 

Amount  InvolTed '. $86 1 ,700 

Number  nominal 462 


1905. 
.July  7  to  13.  Inc. 
Total  No.  for  Manhattan  539 

No.  with  conalderatlon. .  42 

Amount  Involved 11,787.725 

Number  nominal 497 


Total  No.  Manhattan.  Jan.  1  to  date 

No.  with  consideration,  Manhattan,  Jan. 

1  to  date  

Total  Amt.  Manhattan,  Jan.  1  to  date  — 

1908. 
July  5  to  11,  Inc. 


1906. 
13,994 

850 
142,462,351 


Total  Ho.  tor  the  Bronx. 

No.  with  consideration.. 

Amount  Involved 

Number  nominal 


567 
53 
»324,115 

504 


July 


Total  No.  for  The  Bronx 
No.  with  consideration. . 

Amount  involved 

Number  nominal 


Total  No.,  The  Bronx,  Jan.  1  to  date 

Total  Amt.,  The  Bronx,  Jan.  1  to  date... 
Total  No.  inanhattaii  and  Tlie 

Bronx.  Jan.  t  to  date 

Total  Amt.  Iflanhattan  and  TUe 

Bronx,  Jan.  1  to  date 


1906. 

7,088 
14,758,929 


■21,082 
«47, 221,280 

Assessed  Value,  manbattan. 

1906. 
July  5  to  11,  Inc. 
27 
1861,700 
$804,000 
462 
$12,439,400 
850 
142,462,361 
...     '•  "  $28,913,575 

..     ••  ••  13,144 

...     ••  ••  $437,124,610 

MORTGAGES. 

1908. 

, July  5  to  11,  Inc. 

Manhattan 


1905. 
13,881 

1,105 
$54,991,796 

1905. 
7  to  13.  Inc. 
262 
15 
$56,500 
247 

1905. 

8.171 
$9,207,900 


32,152 
•  64,199,695 


July 


Total  No.,  with  Consideration 

Amount  Involved 

Assessed  Value 

Total  No.,  Nominal 

Assessed  Value 

Total  No.  with  Consld..  from  Jan.  1st  to  date 

Amount  Involved "  " 

Assessed  value "  " 

Total  No.  Nominal "  " 

Assessed  Value '*  " 


Total  number 481 

Amount  Involved $8,693,683 

No.ates 248 

Amount  involved $2,631,102 

No.  at  i.-'i'-i 

Amount  involved 

No.   at  5>4»< 41 

Amount  Involved $740,250 

No.  at  ^\% 

Amount  Involved 

No.  at5?4 95 

Amount  Involved $2 ,581,780 

Ne.at4^Ji 1 

Amount  involved »0,000 

No.at4's»i 37 

Amount  Involved $904,200 

No.  at  \\% 

Amount  Involved 

No.  at4?i 

Amount  involved.   

Number  at  3\V 

Atnount  Involved 

Nomterat  2'-.X 

AI&ou.Qt  Involved 

No.  without  Interest 

Amount  Involved $1,134,301 

No.   above  to   Bank.    Trust 

and  Insurance  Companies  39 

Amount  Involved $1 ,332,801 

Total  No..  Manhattan,  Jan.  1  to  date 

Total  Amt.,  Manhattan.  Jan.  1  to  date 

Total  No.,  The  Bronx,  Jan.  1  to  date 

Total  Amt..  The  Bronx,  Jan.  1  to  date 

Total  No.,  manbattan  and  Tbe 

Bronx,  Jan.  I  to  date  

Total  Amt.  manbattan  i>  ad  Tbe 
Bronx,  Jan.  1  to  date        


Bronx. 

473 
$2,e34'767 

105 
$1,041,977 


1905. 
■  to  13,  inc. 
42 

$1,787,725 

$1,509,500 

497 

$20,028,800 

1,105 

$54,991,795 

$38,053,057 

12,876 

$440,767,434 


1905 

. July  7  to  1 3,  inc. — 

Manhattan.         Bronx. 


118 
$302,241 


180 
$951,858 


13 

$672,000 


46 


2 

$8,800 


68       

$329,881 

21 

$398,750 

1906. 

•    10,937 

$203,983,160 

4,982 

$41,125,793 

15,919 

t245,058,9S3 


1905. 

13.918 

$859,733,983 

6,743 

$60,698,448 

20,661 

•420,432,431 


NOTE.— Owing  to  the  great  number  of  mortgages  filed  on  June  30  of  last  year 
It  Is  Impossible  to  give  a  correct  comparison  of  the  corresponding  week  of  1906 


f  otal  No.  New  Buildings : 

Manhattan 

Tbe«ronx 


PROJECTED   BUILDINGS. 

1906. 
July  7  to  13,  Inc. 

38 

62 


1905. 
July  8  to  14,  Inc. 
69 
67 


Grand  total 

Tijtel  Amt.  Ni .'  Buildings : 

Manhattan 

The  Bronx 


Grand  Total. 


Total  Amt.  Alterations : 

Manhattan 

The  Bronx 


Grand  total 

Total  No.  of  New  Buildings  : 
Manhattan,  Jan.  1  to  date. 
The  Bronx,  Jan  1  to  date. . 


mnbtn-Bronx,  Jan.  1  to  date 

otal  Amt.  New  Buildings  : 

ManhatMn,  Jan.  1  to  date 

The  Bronx.  Jan.  1  to  date 

mnbtn-Bronx,  Jan.  1  to  date 

T  )tal  Amt.  Alterations : 

mnbtn-Bronx    Jan.  1  to  date 


$1,904,200 
872,350 

$2,776,550 


$181,150 
14,550 

$195,700 

1.160 
1,310 

2,4ro 

$79,483,180 
17,176.195 

•  96,659,375 

•  13,056,249 


136 

$3,048,900 
1,028,600 

$4,077,500 

$353,286 
23,250 

$376,536 

1.292 
1.301 

2,593 

$65,939,687 
21,695,115 

•87,634,802 

•9,198,240 


BROOKLYN. 

OONTETANOES. 


Total  number 

No.  with  consideration  

Ituount  involved 

Number  nominal 

Total  number  of  Convejrances, 

Jan.  1  to  date 

Total  amount  of  Convej'ancea, 

Jan.  1  to  date 


1908. 

Julys  to  11,  inc. 

1,529 

87 

$719,301 

1.442 

28,223 

•18,573,481 


1905. 

July  8  to  12,  Inc. 

775 

82 

$422,988 

713 

24,517 

•  18,794,919 


MORTGAGES. 


Total  number 

Amount  Involved 

No.  at6?i 

Amount  involved 

(f  o.  at  5  "-i  % 

Amount  Involved 

No.at  S^aJi 

Amount  involved 

No.  at  5J<>i> 

Amount  involved 

No.  at  5?i  

\mount  involved 

No.  at  4tii% 

Amount  Involved  

No.  at  4?i 

Amount  involved.. 

No.  at  'i'/, 

Amount  1  nvolved 

No.  without  Interest 

Amount  Involved 

Total     number    of 

Jan.  1  to  date 

Total    amount    of 

Jan.l  to  date 


1.308 
$4,979,897 

700 
$1,864,389 

201 
« 1.080.698 


364 
$1,564,185 


$300,000 


mortgra^es. 
inortg:aKea, 


42 
0,625 


$1 

20.555 

•86,391,914 

PROJECTED   BUILDINGS- 

158 
$1,847,095 


20,352 
«ll«,3iS  «60 


No.  of  New  Buildings    -.,-. 

Estimated  cost 

Total    No.    of    Nei«^  Building's, 

Jan.  1  to  date 4,311 

Total  Amt.  of  IWenr  Buildings, 

Jan.  1  to  date (30,849,896 

Total    amount   of    Alterations. 

Jan.l  todate *2,9S3,917 

Note.— Owing  to  the  great  number  of  mortgages  filed  on  June  30  of  last  year. 
It  is  impossible  to  give  a  correct  comparison  of  the  corresponding  week  of  1905. 


214 
$1,868,600 

4,326 

•35,567,854 

•2,953,285 


MORTGAGE    FILINGS   UNDER    NEW    LAW. 
Number  of  mortgages  filed   in  Manhattan   from   Monday,    .luly 
,  to  Wednesday,  July  11,  inclusive,  was  721,  amounting  in  value 


to   $12,005,588; 
Kings  County, 


in    the    Bronx,   610,    amounting 
1,745,  amounting  to  $0,905,195. 


to   $3,840,782;    in 


PRIVATE    SALES    MARKET 


South  of  59th  Street. 

BAYARD  ST. — Nathan  Walker  sold  for  Selmer  &  Kaplan  to 
Goldberg  &  Flor  the  northeast  corner  of  Bayard  and  Chrystie 
sts,  a  0-sty  tenement,  32x49. 

CANNON  ST. — Jacob  Klingenstein  bought  from  Julius  Ellis 
the  G-sty  tenement  northeast  corner  of  Cannon  and  Stanton  sts. 

DIVISION  ST. — Joseph  H.  Schwartz  bought  18  Division  st,  a 
4-sty  business  building,   14xll5x  irregular. 

HAMILTON  ST. — E.  V.  Pescia  &  Co.  sold  for  Lippman  Cohen 
to  a  client  the  5-sty  fic  nt  and  rear  tenements  38  Hamilton  st, 
27x105. 

MINETTA  LANE. — E.  V.  Pescia  &  Co.  sold  for  the  Boak  es- 
tate 20  Minetta  lane,  a  3-sty  tenement,  22.0x70. 

MINETTA  LANE. — E.  V.  Pescia  &  Co.  sold  IS  Minetta  lane, 
a  3-sty   tenement,  22.0x70,   for  the   Huyler  estate. 

MONROE  ST — Polizzi  &  Co.  sold  for  Mr.  Ernst  Hansgen  the 
0-sty  tenement  21  Monroe  st,  25.2x101.6. 

Sale  on  Waverly  Place. 

WAVERLY  PL — M.  &  L.  Hess  sold  for  Henry  Corn  the 
modern  S-sty  basement  and  sub-basement  building  28-30  Wa- 
verly pi,  37.0x82,  adjoining  the  new  building  of  the  American 
Book  Co.,  to  an  investor,  who  gives  other  property  in  part  pay- 
ment. The  amount  involved  is  $200,000.  This  building  was 
originally  built  by  Mr.  Corn  and  sold  to  Louis  Ettlinger,  who 
several  years  later  gave  it  back  to  Mr.  Corn  in  part  payment 
in  the  transaction  for  the  northeast  corner  of  Wall  and  Water 
sts. 

22D  ST — N.  A.  Berwin  &  Co.  sold  for  Patten  &  Van  Sant  to 
Kate  J.  Egbert  314  West  22d  st,  a  3-sty  and  basement  private 
dwelling,  20x98.9. 

24TH  ST. — Joseph  R  Vaccarelli  &  Co^,  in  conjunction  with 
Frank  Sica,  sold  for  M51X  M.  Pullman  406  East  24th  st,  a  5-sty 
tenement,  25x100. 

25TH  ST. — Fleck  &  Brown  sold  for  Mr.  Federgreen  to  Harry 
Mauer  310  and  312  East  25th  st,  a  0-sty  apartment,  37.Cv99. 

37TH  ST. — Charles  H.  Easton  &  Co.  sold  for  Emily  F.  Scott 
.30  West  37th  st,  a  4  sty  dwelling,  25x98.9.  to  Thomas  R.  Ball, 
who  owns  adjoining  property,   and   will  improve   the  entire  plot. 

52D  ST. — Froehlich  &  Rosenblatt  sold  for  Lowenfleld  & 
Prager  to  Marks  &  Rosenberg  332  and  334  East  52d.st,  two  5- 
sty  flats,  45x100.5. 
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THE  Record  and  Guide  has 
opened  an  uptown  office  in 
the  Metropolitan  "Annex"  Building, 
Nos.    11-13   East   24th    Street,    in 

order  to  accommodate  its  customers, 
so  many  of  whom  are  located  in 
the  central  and  northern  part  of 
the  city— and  at  the  same  time  to 
provide  additional  quarters  for  its 
own  increased  staff  and  for  the 
"Architectural  Record  Magazine" 
and  **  Sweet's  Index." 


55TH  ST — Frederick  J.  Mott  suld  lit)  East  55th  st,  northwest 
corner  ot  Madison  av,  a  4-sty  and  basement  stone  front  dwell- 
ing, 25x08. 

59TH  ST. — B.  &  D.  W.  Blumenthal  and  Douglas  Robinson, 
Charles  S.  Brown  &  Co.  sold  for  a  client  Gil  West  59tli  si,  a 
5-sty  building,  25x100.5,  to  George  B.  Clifton,  who  will  improve 
same. 

59TH  ST. — Moe  Sturtz  sold  for  the  Vanderpoel  estate  206  to 
210  East  .59th  st,  three  5-sty  flats,  75x100.5. 

AV  D — John  M.  Reid  &  Co.  sold  for  Mary  L.  Cassidy,  et  al, 
the  northwest  corner  of  Av  D  and  8th  st,  113  Av  D,  a  3-sty 
tenement  with  stores,   14x.50. 

Grace  Church  Purchase. 

4TH  A.V. — Grace  Church  has  added  100  -1th  av  to  its  present 
holdings,  a  4-sty  business  building,  19x80,  on  land  once  part  of 
the  old  Brevoort  farm.  The  church  has  been  buying  steadily, 
for  annex  purposes,  the  most  recent  purchase  being  the 
Fleischmann  bakery  at  10th  st  and  Broadway. 

Sale  in  Longacre  Sq.  Section. 

7TH  AV — John  D.  Murphy  sold  to  Thomas  L.  Watt  711,  713 
and  715  7th  av,  and  168  and  170  West  48th  st,  the  'I  forming  an 
"L"  with  frontages  of  50  ft  on  the  avenue  and  41  ft  on  the 
street.  Mr.  Watt  is  a  large  landholder  in  Harlem.  His  new 
purchase  is  one  ot  the  best  to  be  had  in  the  Longacre  sq  sec- 
tion. 

8th  av. — Herman  Arns  sold  for  the  estate  of  Henrietta 
Gershel  to  Adam  B.  Schultheis  the  5-sty  brownstone  apartment 
house,  with  stores,  741-3  8th  av,  between  40th  and  47th  sts, 
40x50.  This  is  the  oniy  store  property  north  of  42d  st  having  a 
depth  of  150  ft.  It  has  not  changed  hands  in  35  yeai-s.  Part 
of  the  plot  was  at  one  time  owned  by  the  Astors. 


North  of  59th  Street. 

61ST  ST. — Barnet  Disler  sold  to  Elkin  Bros.  206  West  61st  st, 
a  5-sty  tenement,  25x100.5. 

70TH  ST. — E.  Loewenthal  sold  to  S.  Mendel  321  and  323  Bast 
70th  st,  two  4-sty  tenements,  .50x100.5. 

77TH  ST. — DuiT  &  Conger  sold  for  Mrs.  Matilda  Henssel  to 
an  investor  the  4-sty  double  flat  .348  East  77th  st,  25x102.2. 

81ST  ST. — Ritchey  &  Newell,  1170  Broadway,  sold  the  Hotel 
Colonial,  northeast  corner  Slst  st  and  Columbus  av.  The  pur- 
chasers are  Street,  Wykes  &  Co.,  representing  a  syndicate.  The 
property  is  sold  by  the  Slst  St.  &  Columbus  Av.  Co.,  who  are 
successors  to  Pairburn  &  Williams,  who  bought  this  property 
from  the  Manhattan  Square  Realty  Company  Builders  a  year 
and  a  half  ago.  The  reported  price  at  that  time  was  $920,000. 
Street,  Wykes  &  Co.  secure  the  property  in  the  neighborhood 
of  $800,000.  The  hotel  was  completed  two  years  ago  and  oc- 
cupies a  block  100x110.  The  purchasers  are  also  owners  of 
Hotel  Sommerset,  West  47th  st.  The  new  acquisition  will  be 
under  the  same  management. 

88TH  ST.— Leonard  Weill  bought  from  Eva  Knoll  516  East 
S8th  st,   a  5-sty  flat,  25x100.8. 

109TH  ST.^Kells  &  Delaney  sold  for  Louis  Wiebkie  130 
We.st  109th  st,   5-sty  double  flat.  25x100. 

117TH  ST. — W.  S.  Patten  and  J.  L.  Van  Sant  sold  to  Hoff- 
berg  &  Bookstaver  the  plot.  75x100.11,  north  side  of  117th  st, 
248  ft.  east  of  Pleasant  av.     L.  Davis  was  the  broker. 


118TH  ST. — Nathan  Weiss  sold  for  Herman  Goldman  the  5- 
sty  triple  flat  303  West  118th  st,  25x101. 

118TH  ST. — Schreiber  &  Kasan  sold  for  Leo  A.  Goldwater  the 
5-sty  and  basement  double  flat  10  West  118th  st  to  a  Mr.  Halms. 

120TH  ST. — Frankenthaler  &  Sapinsky  and  Charles  Kauf- 
mann  sold  for  Louis  I.  Siffi  206  West  120th  st,  a  5-sty  flat,  37.6x 
100.11. 

132D  ST. — Leon  Mutchnick  sold  for  Samuel  Levin  and  E. 
Kroman  to  M.  Heinrich  and  M.  Gllck  40  and  42  East  132d  st, 
two  5-sty  flats,  27x100  each. 

LENOX  AV. — A.  and  J.  Scheinberg  bought  55  Lenox  av,  a  5- 
sty  flat,  25x75.     The  house  will  be  rebuilt. 

MADISON  AV.— Pease  &  Elliman  sold  for  Mrs.  William  Mor- 
ton Grinnell  873  Madison  av,  a  4-sty  high  stoop  brownstone 
d%velling,  23x03,  to  a  client  for  occupancy. 

2D  AV. — William  H.  Hollister  sold  for  the  estate  of  Henry 
M.  Bennett  to  Jacob  Israelson  1394  2d  av,  a  4-sty  flat,  26x85; 
also  the  abutting  property,  303  and  305  East  72d  st,  two  4-sty 
flats,  each  30x76.2. 

Important  Sale  on  5th  Av. 

5TH  AV. — Isaac  Stern,  of  Stern  Bros.,  on  23d  st,  has  sold, 
through  Douglas  Robinson,  Chas.  S.  Brown  &  Co.,  his  5-sty 
white  stone  dwelling  858  5th  av.  The  plot,  55.5x125,  adjoins 
the  city  residence  of  George  J.  Gould,  the  rest  of  the  property 
in  the  east  of  the  av,  north  to  6Sth  st,  belongs  to  the  Charles 
T.  Yerkes  estate.  Ten  years  ago  Mr.  Stern  built  this  house 
for  a  residence  for  himself.  The  valuation  of  land  and  house 
is  placed  at  $1,000,000. 


The  Bronx. 

FILMORE  ST. — Wm.  Peters  &  Co.  sold  for  Charles  Ringel- 
stein  to  Henry  Weinberger  a  2-family  dwelling,  .50x100,  east 
side  of  Filmore  st,  near  Morris  Park  av,  lot  numbers  480  and 
481  Van  Nest  Park. 

KINSELLA  AV. — Wm.  Peters  &  Co.  sold  for  Mr.  Mulligan  to 
a  client  two  lots  north  side  of  Kinsella  av,  near  Morris  Park 
race  track. 

MORRIS  PARK  AV. — Wm.  Peters  &  Co.  sold  for  S.  M.  Gor- 
don to  Mr.  Desideriu  Truilzie  a  2-family  dwelling  south  side  of 
Morris  Park  av,  75  ft.  west  of  Taylor  St. 

TAYLOR  ST.— Wm.  Peters  &  Co.  sold  for  F.  Rieper  to  Morris 
Kaplan  a  2-family  dwelling  east  side  Taylor  st,  lot  number  328 
Van   Nest  Park. 

TAYLOR  ST. — Wm.  Peters  &  Co.  sold  to  Mr.  Joseph  Ruzicka 
1-family  dwelling.  75x100,  east  side  of  Taylor  st,  near  Morris 
Park  av,  lots  321,  322  and  323  Van  Nest  Park. 

149TH  ST,— Chas  A.  Weber,  660  East  149th  st,  sold  for 
the  Reich  estate  532  Courtlandt  av,  frame  building,  with  store, 
to  the  Hudson  Realty  Co.,  who  now  control  a  plot  100x141  on 
the  southeast  corner  149th  st  and  Courtlandt  av.  Plans  are 
being  drawn  for  a  theatre  to  be  erected  on  this  site. 

CLINTON  AV. — Lawrence  Kronenberger,  with  the  Bronx 
Realty  Exchange,  sold  the  block  front  on  east  side  of  Clinton 
av,  between  180th  and  181st  sts,  also  fronting  on  180th  st  and 
181st  st,  for  Wolff  Burland  to  a  client  for  improvements. 

TRINITY  AV. — Chas.  A.  Weber,  660  Bast  149th  st,  sold  for 
Jacob  Weber  to  Henry  Meyer  the  northwest  corner  Trinity  av 
and  Teasdale  pi,  a  5-sty  double  flat,  28x100. 

WESTCHESTER  AV. — Chas.  A.  Weber,  660  East  149th  st, 
sold  for  John  Cordes  to  the  HucJson  Realty  Co.  northeast  cor- 
ner "Westchester  and  St.  Ann's  av,  a  plot  88x121.  The  Hudson 
Realty  Co.  will  make  extensive  alterations. 

WESTCHESTER  AV. — Goodman  Realty  Co.  sold  for  Mr. 
Peter  Kiefer  to  a  client  the  5-sty  triple  flat  910-912-914  West- 
chester av,  having  a  frontage  on  Westchester  av  of  76x90  ft. 
in  depth. 

Sale  of  Watson  Tract. 

Samuel  Green,  heading  a  large  syndicate,  is  the  buyer  of  the 
Watson  tract  in  the  Bronx.  The  plot  contains  about  230  acres, 
and,  it  is  understood,  brought  .$3,000,000,  or  $15,000  an  acre. 
This  land  belongs  to  the  William  Watson  heii-s,  and  is  the  largest 
single  holding  in  the  Bronx.  The  Westchester  Golf  Club's 
grounds  are  at  the  south  of  the  tract,  the  clubhouse  being  the 
old  Watson  mansion.  The  actual  signing  of  the  contract  has 
not  taken  place  as  yet,  owing  to  the  absence  of  one  of  the 
executors.     Warren  &  Skillin  are  the  brokers. 


Leases. 

Eckerson  &  Davis  leased  through  R.  V.  Harnett  &  Co.  for 
Thomas  Ward  the  vacant  plot  211-213  West  82d  st,  50x100,  to 
the  Louis  Burghardt  Mills  Co.  for  a  term  of  21  years.  The 
lessees  intend  improving  with  a  handsome  automobile  garage 
to  be  ready  for  occupancy  Sept.  1,  1906. 

Important   34th  St.  Lease. 

Mr.  J.  G.  Goldsmith  leased  for  63  years  the  property  44  West 
34th  st  through  Ogden  &  Clarkson.  With  46  and  48,  which  Mr. 
Goldsmith  holds,  this  gives  him  a  plot  75  ft.  front  on  34th  st, 
adjoining  the  Broadway  corner. 
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Gardner  Engineering;  Company 


DEALERS  IN  HIGH  GRADE 
POWER  PLANT  AND  FACTORY 
EQUIPMENT. 

ENGINES,  STEAM  SPECIAL- 
TIES, MACHINE  TOOLS  AND 
SUPPLIES. 


CONSULTING  ENGINEERS, 
DESIGNERS  AND  BUILDERS 
OF  SPECIAL  MACHINERY, 
EXPERTS  IN  REDUCING 
MANUFACTURING      COSTS 


136  Liberty  Street,  New  York 


July    2d,     1906. 
Record  and  Guide, 

New  York    Ci  ty. 

Gentlemen: - 

On  June  1st  we  took  three  inches  of  space  in  the 
Record   and  Guide. 

The  results  have  been  almost  immediate. 

We  are  to-day  increasing  that  space  to  twelve  inches, 

We  hope  and  expect  that  the  results  from  this  twelve 
inch  advertisement  will  in  a  few  months  justify  us  in  taking  an 
entire  page  in  the  Record  and  Guide. 

Faithfully  yours, 

GARDNER  ENGINEERING  CO. 


Suburban. 

Max  Germansky  sold  for  Leo  Levinson  and  John  J.  Schroeder 
to  Aaron  Winberger  the  following  parcels  at  Williamsbridge: 
seven  lots  on  the  west  side  of  Bronx  Boulevard,  180x138;  the 
southeast  corner  of  218th  st  and  4th  av,  14x108;  four  lots  on  the 
north  side  of  Briggs  av,  50x213.  Mr.  Winberger  gave  in  part 
payment  OU  Buena  Vista  av,  Tonkers,  a  3-sty  dwelling. 

The  Braveman-Zellman  Realty  Co.,  of  23D3  8th  av,  Manhat- 
tan, purchased  the  old  Burdette  property  on  the  Palisades,  over- 
looking the  Hudson,  running  from  the  river  road  to  the  Pali- 
sade av  trolley  line,  in  the  boroughs  of  Edgewater  and  Fort 
Lee,  with  the  intention  of  development  for  high-class  residen- 
tial purposes. 

• 

Income  from  the   Mortgage  Tax. 

The  total  income  from  the  annual  mortgage  tax  for  the 
quarter  ending  June  30  was  .$113,325.38.  From  this  amount  $300 
was  deduced  for  disbursements  and  the  remainder  was  deposited, 
one-half,  or  $5ti,512.69,  in  the  general  fund  of  the  city  of  New 
York,  the  other  half  with  the  treasurer  of  the  State  of  New 
York.     The  annual  mortgage  tax  came  to  an  end  on  June  30. 

The  total  income  from  New  York  City  for  the  year  duiing 
which  the  mortgage  tax  was  in  operation  was  $693,2t)9.81. 
During  the  last  two  quarters  the  revenue  derived  from  the  tax 
decreased  steadily,  the  receipts  for  the  last  quarter  being  less 
than  for  any  previous  period  of  equal  length. 

By  counties  the  figures  for  April,  May  and  June  are: 

New  York  County. 

April,    1906    $41,279.03 

May,    190G    27,287.50 

June,    190(1    10,048.96 

$68,615.49 

Kings  County. 

April,    1906    .$11,511.96 

May,    1906    11,242.02 

June,    1906    12,823.34 

3.5,577.32 

Queens    County. 

April,    1906    $4,100.91 

May,    1906    3,518.09 

June,    1906    1,120.03 

8,739.03 

Richmond  County. 

April,    1906    $203.89 

May,   1906   168.15 

June,    1906    21.50 

393.54 

: $113,325.38 


P.  EAL     ESTATE     NOTES 


The  Mercantile  National  Bank  has  moved  to  new  quarters  in 
the  Western  Union  Building,   195  Broadway,   corner  Dey  st. 

In  a  statement  issued  yesterday,  the  Consolidated  Exchange 
says  the  price  of  the  new  site  at  the  southeast  corner  of  Broad 
and  Beaver  sts  was  $870,000.  or  $72.50  per  sq.  foot. 

L.  Sherwood  Palmer  and  John  P.  Finneran,  formerly  with  S. 
B.  Goodale  &  Son,  liave  formed  a  partnership  and  opened  of- 
fices at  263  West  34ih  st.  They  will  do  a  general  real  estate 
business. 

One  of  the  largest  department  stores  south  of  2.3d  st  Is  negoti- 
ating for  the  McAlpin  estate  blocks  east  side  of  Broadway,  from 
:j3d  to  34th  sts.  The  McAlpins  hold  the  property  at  $6,500,000, 
although  assessed  by  the  city  at  $2,.500,tRX). 

Joseph  P.  Day  will  offer  181  lots  on  the  premises  at  Belle 
Harbor,  L.  I.,  at  public  auction  to-day.  Recently  he  disposed 
of  166  lots  there  within  an  hour.  George  W.  Bard  will  also  sell 
229  lots  on  the  Fort  Schuyler  road,  Westchester  village,  to-day, 
on  the  Harrington  estate. 

M.  Cohan,  885  1st  av,  is  making  contracts  with  real  estate 
managers  and  owner.?  to  take  care  of  all  their  plumbing,  steam 
and  gas  fitting,  roofs  and  leaders,  repairing  and  other  alteration 
work,  on  a  yearly  contract  basis.  Mr.  Cohan  has  been  in 
business  more  than  seventeen  years  in  one  place  and  has  worked 
up  a  large  lot  of  customers  among  managers  of  estates,  etc. 

From  the  Tax  Department  lists  of  exempt  property  issued 
this  week,  it  is  noted  that  the  total  is  $1,117,754..537.  of  which 
$817,602,300  is  in  Manhattan,  $74,384,265  in  the  Bronx,  $198,- 
367,835  in  Brooklyn,  $17,492,421  in  Queens,  and  $9,907,716  in 
Richmond.  The  subway  is  valued  at  $40,000,000  the  new  Cus- 
tom House  at  $3,900,0J0,  and  the  old  Custom  House  at  $4,500,000. 

Controller  Metz  has  set  Wednesday,  October  3,  as  the  date 
for  the  Bronx  tax  sale  for  unpaid  taxes  for  the  years  between 
1SS6  and  1901,  inclusive,  and  for  unpaid  water  rents  from  1885 
to  1900,  Inclusive,  The  sale  will  be  held  in  the  Coroner's  Court- 
room, at  Tremont  and  3d  avs,  at  10  A,  M.  Most  of  the  indebted- 
ness is  comparatively  small.  Much  of  it  is  due  from  estates, 
and  in  perhaps  50  per  cent,  of  the  lots  the  column  ruled  in  the 
catalogues  for  the  owner's  name  contains  the  word  "unknown." 

Satisfactory  prices  were  obtained  at  the  sale  of  the  Waring 
estate,  in  the  Throgg's  Neck  section,  by  Mr,  Wells,  at  the  Vesey 
st  exchange  salesroom.     The  northeast  corner  of  Eastern  Boule- 
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WANTS 


OFFERS 


BUILDING 
LOANS 

^    A  laree  amount  for  Manhattan  and  centrally 
located  Bronx  Properties.      Liberal  payments. 

PERMANENT 
LOANS 

Promptly  available    In    any  amonnt  at  enrrent 
rates  and  reasonable  charges. 

A.  W.  McLaughlin  &  Co. 

Brokers  and  Dealers  in  Mortgages 
Am.  Ex.  Nat.  Bank  BIdg.,  123  B'way,  Cor.  C^dar 


A  VOUNG  MAN,  at  present  employed  in  a 
draughting  department  of  a'  company,  would  like 
to  change  to  tt-.-i  real  estate  business;  25  yeal'S 
old.      "F.    F.."    7114   Broad   St,,    Newaik,    N.   J. 


Industrial  Sites 

To  Real  Estate  Agents 


LawyersTitle  Insurance&Trust  Company 

CAPITAL  AND  SURPLUS  .  $9,500,000 

T"?t«iT    ANn    RANKING    DEPAB/TMKNT.  59  LIBERTY   ST.  („.„„.___._ 
"I'.TLB    DEPAHTMBITT 3T  UBERTY  iT.  t  MAN HATTAJl 

bruuklyu  Branch,  Title  Department  A  Troet  and  Banktar  Departmeat,  18ft  Alontagne  Stnat 

KEC£IV£S  DEPOSITS  subject  to  check  or  on  oertlflcate. 

allowing  Interest  thereon. 
LENDS  ON  APPROVED  STOCKS  and  Corporation  Bonds 

as  Collateral. 
ACTS  AS   TRUSTEE,  Guardian,  Executor.  Administrator, 

Assignee  or  Receiver,  Transfer  Agent    or  Registrar  of 

Stocks    of    Corporations.    Takes    Charge     of     Personal 

Securities. 

OI>'F1CBIlSl 
EDWIN  W.   COOGBSHALL,  President  and   Qeneral  Manasar. 

WALTBiR  N.   VAIU  Stcretarj. 

ARCSHIBAIJ)    FORBES,  1  ._.    __      " 
D.   CO.VDIT  VMIICK,      1  ""■  "aaaortim. 

GEORnT;  A.   IfLEURT^     1  •     .    .  . 

PHEDEaiICK   D.    RESBD,  t  •*"'•  8«<»«t«rt«« 


-  Vlce-PreBMeDta. 


DAVID  B.  OGDBOT, 
K3HN   T.    LOOKMAN, 

LOt^IS   V.    BltlGHT. 
nEJ.NUY   MOItr.ENTHAO.   I 
THORWALD  STALLKhfECHT,  Treaenrm. 
HKEBBBT  E.  JACKSON,  OomptroUal. 


The  Industrial  Department  of   the 

Erie  Railroad  Company 

advises  Real  Estate  Agents  submit- 
ting for  the  consideration  of  manu- 
facturers sites  adjacent  to  railroad 
that  it  will  gladly  furnish  them  with 
full  technical  information  in  regard 
to  the  reaching  of  such  sites  by  side 
tracks.  No  interference  with  clients. 
No  leakage.  Confer  with  absolute 
confidence.  Every  assistance  freely 
rendered  agents  in  securing  business. 
Call  or  address, 

LUIS  JACKSON 

industrial  CommlaBloner,  Brie  Railroad  Oomyftay 

11    BROADWAY,    .MEW  YORK. 


LAWYERS 
TRUSTEES 

OF 

ESTATES 

AND 

OWNERS 


KURD'S  PRINCIPLES  OF    CITY  LAND  VALUES 
Price.    $1.50. 
A    book    just    published    that    shows    how    city 
values  are  made  and  the   basis  upon  which  real 
estate   appraisements   should   be  made. 


Will  Buy  for  Cash 

or  Lease  Flats  or  Tenements  in  any 
part  of  New  York  or  Brooklyn; 
security  and  rental  paid  quarterly, 
half-yearly  or  yearly  in  advance. 

Apply  to 

G.  TUOTI  &  CO. 

206  BROADWAY 

Telephone,  4334  Cortlandt 


Many  People 
Want  to  Study 
Real     Estate 

They  want  to  know  what  it 
means  to  buy  and  sell  property, 
all  about  contracts,  deeds 
mortgage,  etc. 

There  is  a  book  which  tells 
all  about  this,  "Guide  to 
Buyers  and  Sellers  of  Real 
Estate,"  by  Geo.  W.  Van  Siclen 


It    Costs   One    Dollar 
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vard  and  Quincy  st,  2.5x100.  went  to  A.  M.  Field  for  $1,150.  An 
adjoining  lot  brought  $850.  The  plot  next  east,  about  two  lots, 
$1,075.  Two  other  corners  brought  .$675  and  $725  respectively. 
Inside  lots  brought  from  $450  to  $.500.  The  property  is  in  the 
line  of  rapid  transit  improvement  and  is  easily  reached  at  pres- 
ent by  trolley  cars. 

The  contemplated  removal  of  the  Consolidated  Stock  and 
Pertoleum  Exchange  to  the  southeast  corner  of  Bro?\d  and 
Beaver  sts  will  put  new  leaven  into  that  old  quarter,  and  it  also 
signifies  the  inclination  of  the  financial  district  to  expand  south- 
ward. Real  estate  brokers  are  decidedly  of  the  opinion  that 
the  move  of  the  Consolidated  Exchange  will  draw  a  train  of 
improvements  after  it,  and  will  have  an  elevating  effect  on 
values  both  in  south  Broad  st  and  in  Beaver  st.  A  more  im- 
portant move  for  the  financial  district  has  not  been  made  in 
many  years.  One  of  the  first  effects  will  be  a  great  demand 
for  offices  in  the  vicinity.  In  the  negotiations  H.errnan  Le  Roy 
Edgar,  of  ,S1  Nassau  st,  represented  the  Consolidated,  and  Mr. 
Marling,  of  Horace  S.  Ely  &  Co.  the  previous  owners.  It  is  not 
thought  that  the  building  to  be  erected  will  be  of  the  sky- 
scraper type,  but  rather  somewhat  after  the  style  of  the  New 
York  Stock  Exchange.  About  six  months  ago  the  site  selected 
by  the  Consolidated,  together  with  adjoining  property,  was  sold 
jointly  to  the  City  Investing  Co.,  the  United  States  Realty  and 
Improvement  Co.  and  the  Century  Realty  Co.  for  $1,100,000, 
and  these  companies  will  finance  the  building  operation,  the 
contract  for  which  will  go  to  the  George  A.  Puller  Co.,  as  stated 
here  last  week. 


Trouble  Over  Topographical  Plans  in  Queens. 

The  plans  of  laying  out  new  streets  in  Queens  adopted  by 
many  developers  of  suburban  sections  without  regard  to  any 
future  layout  to  be  adopted  as  part  of  the  city  map,  threaten 
to  create  confusion  and  expense  and  waste  when-  the  legal  street 
openings  are  carried  out  In  accordance  with  the  official  plan. 
In  many  instances  there  is  no  connection  between  the  privately 
laid  out  highways  at  the  boundary  of  adjoining  farms  and  no 
harmony  as  to  direction  or  even  as  to  width. 

Engineer  Robert  Crowell,  when  asked  how  far  the  city  may 
be  able,  in  its  layout,  {o  take  advantage  of  the  various  farm 
streets,   said: 

"We  could  not  follow  these  over  crisscross  lands  and  high- 
ways. We  always  try  to  lay  out  our  street  system  with  an 
idea  of  causing  as  little  damage  as  possible  to  property  affect- 
ed, but  the  main  idea  is  to  subserve  the  interests  of  the  whole 
borough  and  the  city.  The  present  farm  layout  in  many  in- 
stances is  an  impossible  one  for  the  city.  Through  travel 
would  be  stopped.  There  could  be  no  general  sewer  system  and 
no  thoroughfares  between  parts  of  the  borough  a  mile  or  more 
apart. 

"The  city  does  intend  to  lay  out  streets  irrespective  of  pri- 
vate layouts.  What  can  be  done  to  consolidate  the  old  layout 
with  the  new  in  settled  localities  where  no  material  departure 
from  the  general  plan  will  be  necessitated  we  will-  do,  but  in  many 
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cases  the  city  system  of  highways  must  cut  across  existing  lines      of  Jamaica,  outside  of  the  villages,  and  of  the  town  of  Flushing, 


and  create  gore  lots  and  chords  and  will  call  for  the  removal 
of  buildings.  How  much  better  that  the  men  laying  out  the 
new  tracts  protect  thousands  of  men  who  are  to  put  their  all  in 
their   new   homes   in   these   localities." 

The  sections   most   affected  are   the   easterly  half  of  the   town 


where  there  has  as  yet  been  no  topographical  survey  and  where 
hundreds  of  big  farms  have  lately  changed  hands  and  thou- 
sands of  lots  have  been  put  upon  the  market.  Some  of  the 
owners  have  consulted  with  the  topographical  department  in 
advance  of  their  layout,  but  more  have  not. 


Private  Sales  Market  Continued. 


South  of  59th  Street. 

CHERRY  ST— Julius  H.  Relter  bought 
for  Gernson  Krinsky  the  northeast  corner 
of  Cherry  and  Pelham  sts.  a  6-sty  tene- 
ment, 20x100. 

EAST  BROADWAY— Julius  H.  Relter. 
as  attorney,  sold  for  Berkman  &  Covner, 
158  East  Broadway,  running  through  to 
30  Canal  st,  2Sxl0tjx  irregular. 

LEWIS  ST — Abraham  I.  Kantrowitz 
sold  for  Morris  Amster,  of  Cleveland,  O., 
to  Louis  ^\'hiteslone,  Manhattan  Hall,  115 
Lewis  St,   100x25. 

MADISON  ST.— Isidore  M.  Levy  sold 
248  Madison  st,  a  4-sty  house,  with  base- 
ment stores,  20x90. 

MADISON  ST. — Henry  Frelberger  and 
Samuel  Ginsberg  sold  for  Pauline  Gold- 
stein to  Joseph  Bruder  390  Madison  st,  a 
6-sty  building,  25x100,  and  resold  to  Dr. 
Rosenthal. 

MANGIN  ST— S.  N.  Tuckman  sold  for 
Morgenstern  Brothers  .3  H-sty  tenements, 
126x100.  on  Mangin  st.  near  Grand  st. 

MONTGOMERY  ST— Julius  H.  Reiter. 
as  attorney,  bought  for  Berkman,  Silver 
&  Covner  the  7-sty  tenement  in  course  of 
construction,  39  and  41  Montgomery  st, 
40x79. 

PIKE  ST— Jacob  Ackermann  sold  for 
Julius  Wallenstein  to  J.  W.  Cohn  52 
Pike  st,  a  41^ -sty  flathouse,  24x86.6. 

SUFFOLK  ST— Hyman  I.  Barnett  sold 
for  Hyman  Silberman  170  Suffolk  st,  a  5- 
sty  brick  building,  with  stores,  to  Israel 
Konigsberg  and  Jacob  Goldfarb. 

THOMPSON  ST.— Selig  A.  Kors  sold 
for  Cohen  &  Kraft  the  6-sty  tenement  59 
and  01  Thompson  st,  39.9x100,  to  Benja- 
min Tannenbaum. 

WATER  ST. — Isidore  M.  Levy  bought 
the  5-sty  tenement,  20x80,  southeast  cor- 
ner of  Water  st  and  Market  slip. 

IITH  ST. — H.  D.  Baker  &  Bro.  sold  for 
A.  L.  Kass  to  Dr.  Wolper  the  6-sty  tene- 
ment, with  stores,  528,  530  and  532  East 
11th   st,   60x94.9. 

12TH  ST— D.  N.  Gerstenfeld  sold  522 
East  12th  st,  a  7-sty  tenement,  with 
stores,  26x100. 

15TH  ST.— Frank  M.  Franklin  sold  619 
East  15th  St.  a  5-sty  house,  25x100. 

28TH  ST  —  The  Harlem  Realty  Ex- 
change sold  for  Myer  Alexander  441  West 
28th  st,  a  lot  25x100,  for  $18,500. 

39TH  ST — Freiberger  &  Ginzberg  sold 
for  Strang  &  Isaacs  the  5-sty  tenement 
319  East  39th  st,  25x100. 

AV  A. — J.  Kann  bought  from  Esther 
Schwartz  and  Ernest  Graf  1016  and  1020 
Av  A.  two  .5-sty  tenements,  25x100  each. 

9TH  AV — D.  &  H.  Lippmann  sold  to 
Hattie  Fox  Bass  60  9th  av,  a  3-sty  brick 
building  with  store,   17.2x100. 


North  of  59th  Street. 

60TH  ST — Pace  &  Stimpson  sold  for 
the  Tenement  Improvement  Co.  the  4-sty 
flat,  309  East  60th  st,  2.jxl00. 

74TH  ST.— Dr.  Joseph  Bruder  bought 
482  East  74th  st.  a  5-sty  building,  2.5x100. 

88TH  ST. — George  F.  Mahnken  sold  for 
a  client  ."ilO  East  88th  st,  a  5-sty  double 
tenement,  25x100. 

88TH  ST.— Nagle,  Hope  &  Co.  sold  for 
John  Grassmuck  to  .Liebhoff  &  Hirsch- 
field  the  S-sty  single  flat,  22x100.  ISO  East 
88th  St. 

93D  ST. — Samuel  Roth  sold  for  Morris 
Rotter  to  C.  Jackie  305  East  93d  st,  a  4- 
sty  flat,  25x100.8. 


94TH  ST — Henry  J.  Braker,  as  trustee, 
sold  310  West  94th  st,  a  7-sty  apartment 
house,  62x100.8. 

97TH  ST. — F.  M.  Franklin  bought  229 
Ea.st  97th  st,  a  5-sty  flat,  25x100. 

97TH  ST. — J.  Kann  bought  from  Abra- 
ham B.  Cohen  225  East  97th  st,  a  5-sty 
tenement,   24.0x100.11. 

9STH  ST— J.  H.  Peters  &  Co.  sold  for 
Mrs.  Cotloss  140  West  9Sth  st,  a  5-sty 
double  flat.  25x100. 

9HTH  ST — Louis  Marks  sold  to  Harry 
Finkelstein  for  Larkin  &  Ricecardi  205 
and  209  East  99th  st,  2  6-sty  tenements, 
each   37.6x100.11. 

lOOTH  ST. — Frank  M.  Franklin  bought 
119  and  121  East  100th  st,  a  5%-sty  house, 
50x100. 

102D  ST — John  R.  Davidson  sold  for 
James  Bradley  202  West  102d  st,  a  5-£.ty 
double  flat,  30.OxSS.10x  irregular. 

104TH  ST— J.  H.  Peters  &  Co.  sold  for 
Hattie  Maguire  a  5-sty  double  flat,  33x 
100,  50  West  104th  st. 

lOOTH  ST  —  The  Harlem  Realty  Ex- 
change sold  for  C.  &  M.  Ernst  to  A.  Hed- 
dendorf  100-104  East  106th  st. 

108TH  ST. — Bach  Brothers  sold  to  Mrs. 
Seibert  67  East  108th  st,  a  5-sty  single 
flat,  17x100. 

IIITH  ST— R.  Prezzano  sold  for  C.  P. 
Foster  to  Winifred  Dunn  171  East  111th 
St.  a  4-sty  building,  30x100. 

114TH  ST — R.  Happenbach  sold  for 
Sirs.  Bank  to  an  investor  230  East  114th 
St.  a  5-sty  double  flat,  2.5x100. 

11.5TH  ST — De  Selding  Brothers  sold  to 
a  client  the  5-sty  apartment,  241  West 
115th  St.  200  ft  east  of  8th  av,  25x100.11. 
IIOTH  ST— S.  Lifkowitz  bought  the  2 
double  tenements  610  and  612  East  116th 
St.  50x103. 

120TH  ST— Stern,  Simon  &  Heilbrun 
sold  229  East  126th  st,  25x99.11,  5-sty 
double  flat,  to  Heilbrunn  &  Cohn. 

1.30TH  ST — F.  E.  Barnes  sold  for  Em- 
ily S.  Hutchins  to  Francis  Markham,  222 
AVest  l.SOth  st,  a  3-sty  dwelling.  17.6x100. 
134TH  ST. — Joseph  Toch  sold  for  Ferdi- 
nand R.  Monjo  to  S.  B.  Steiman  71,  73 
and  75  West  134th  st,  three  private  dwell- 
ings, .52.6x100. 

137TH  ST — Michael  Kaplain  sold  for 
S.  Cohen  to  Emil  Singer  the  3i4-sty  flat, 
25x100,   55  West  137th  st. 

145TH  ST — F.  E.  Smith  sold,  through 
Herman  Herst  to  Dr.  Milton  A.  Gershel, 
472  West  145th  st,  an  American  basement 
dwelling.    16.4x100. 

163D  ST — Joachim  &  GoldschmiJt  sold 
tor  a  Mrs.  Cramer  436  West  163d  st,  a  5- 
sty  triple  flat.  25x112.6. 

AMSTERDAM  AV — Harry  Goodstein 
sold  to  a  client  of  Millard  Veit  643  Am- 
sterdam av,  a  5-sty  double  flat  with  2 
stores,  adjoining  the  northeast  corner  of 
91st  st,  27x100. 

MORNINGSIDE  PARK  WEST— Rob- 
ert M.  Silverman  sold  University  Court,  a 
new  7-sty  apartment  house,  100x120. 
northwest  corner  of  Morningside  Park 
West  and  117th  st. 

3D  AV — Wasserman  &  Jacobus  sold  to 
Samuel  Samuels  for  Louis  Newman  the 
southwest  corner  of  3d  av  and  93d  st,  a 
5-sty  flat,  25.4x69. 

5TH  AV — Harris  &  Co.  and  Sol.  Frei- 
dus  sold  for  Simons  &  Harris  2188  and 
2190  5th  av,  2  5-sty  double  flats  with 
.stores,  50x85. 

7TH  AV — Harris  &  Co.  and  Sol.  Freidus 
sold  for  Joseph  Schenk  to  Simons  &  Har- 
ris 2465  and  2467  7th  av,  a  5-sty  apart- 
ment house  with  stores,  38x100. 


The  Bronx. 

147TH  ST— Chas.  A.  Weber  sold  for  a 
client  667  East  147th  st,  a  5-sty  triple  flat, 
27x100,  to  an  investor. 

149TH  ST — Chas.  A.  Weber  sold  for 
Frederick  Letsch  to  the  North  Borougli 
Realty  Corporation  .538  East  149th  st,  25 
x86.6.    . 

156TH  ST — G.  &  M.  Mariamson  sold  for 
the  Ebling  Brewing  Co.  to  B.  J.  Farrell 
the  4-sty  building  southeast  corner  of 
1.50th  st  and  Prospect  av. 

160TH  ST — Reiter  &  Newman  sold  for 
a  Mrs.  Stecker  the  plot  southeast  corner 
of  100th  st  and  Trinity  av. 

lOlST  ST — Reiter  &  Newman  sold  825 
East  101st  st,  a  5-sty  double  flat,  30x100, 
to  Mr.   Heidt. 

Hi.jTH  ST — Luzern  Chase  sold  for  Rog- 
er di  Yiovanni  to  R.  H.  Soran  1026  East. 
105th  st,  a  4-family  flat,  20x95. 

BRONX  BOULEVARD — Reiter  &  New- 
man sold  a  plot  60x105,  east  side  of  the 
Bronx  Boulevard,  adjoining  the  corner  of 
221st  st,  for  D.  Davis  to  S.  Lesser. 

CARPENTER  AV — Reiter  &  Newman 
sold  a  plot  50x100  with  2  2-family  houses 
on  the  west  side  of  Carpenter  av,  directly 
opposite  220th  st,  for  Pit  Raben. 

CAULDWELL  AV— Joachim  &  Gold- 
schmidt  sold  for  S.  Feinberg  the  plot  100 
xlOO.  west  side  of  Cauldwell  av,  399  ft 
south  of  156th  st,  and  the  plot  100x132 
abutting  on  Eagle  av. 

COLUMBUS  AV— Reiter  &  Newman 
sold  for  a  Mr.  Sheridan  the  2-fami!y 
house  on  the  south  side  of  Columbus  av, 
about  100  ft  west  of  Bronxdale  av.  Van 
Nest. 

CRESTON  AV— Chas.  A.  Weber  sold 
for  a  client  4  lots,  100x89,  on  the  east 
side  of  Creston  av,  100  ft  south  of  Field 
pi,   to  Mrs.   Dwyer. 

DAWSON  ST — Reiter  &  Newman  sold 
the  southwest  corner  of  Dawson  st  and 
Leggett  av,  5-sty  double  flat,  25x91,  for 
Henry  Korn  and  F.  W.   Colcord. 

DECATUR  AV — Frederick  Fox  &  Co. 
sold  for  a  Mrs.  Miller  to  the  Archer  Real- 
ty Co.  the  5  2-sty  dwellings,  southwest 
corner  of  Decatur  av  and  198th  st. 

HUGHES  AV— F.  W.  Schneider  sold 
for  Joseph  E.  Phelan  to  a  Mr.  Schlosser  a 
lot,  25x100,  east  side  of  Hughes  av,  125 
ft  north  of  183d  St. 

ST.  ANN'S  AV— The  Ebling  Brewing 
Co.  sold  to  B.  J.  Farrell  740  St.  Ann's  av, 
southeast  corner  of  150th  st,  a  4-sty  flat, 
25x90. 

WESTCHESTER  AV— Paul  Bultmann 
sold  for  Louis  Bernstein  806  Westchester 
av,  a  5-sty  double  flat  with  stores,  29x90. 

WOODYCREST  AV— Alexander  D.  Duff 
sold  through  Walter  S.  Auld  for  the  City 
of  New  York,  a  plot  at  Woodycrest  av, 
Shakespeare  av  and  168th  st,  Bronx, 
which  will  be  used  for  a  tii^w  Carnegie  li- 
brary. 


Leases. 

Oliver  Ditson  Co.  leased  to  John  For- 
sythe  the  store  southwest  corner  of  Broad- 
way and  18th  st,  for  a  term  of  21  years  at 
$5,000  a  year. 

Max  M.  Pullman  leased  from  the  Amer- 
ican Exchange  Bank,  128  Broadway,  a 
suite  of  rooms  on  the  fourteenth  floor, 
formerly  occupied  by  Abraham  Bachrach. 
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MiaomLLAXmova. 


y^    p.  MANGAM, 

Real  Estate  aad  Loans 

108  nat  110  EAST  126th  STREET 

IMe^sme,  n»  Hulein  New  York  Cltr 

NOTARY  PUBLIC 


J. 


LYONS  BUILDING  & 

OPERATING   COMPANY 


4  Aia>  e  EAST  42d  STREET 
*«l*»b*B«,  MM  Kth  Bi.  NEW  YORK 


MIMOMLLUfBOVB. 


QHARLES  H.  EASTON  dk  CO. 

Real  Estate  Ageata  aad  Broken 

Tet.UiO  98tta  St.  EsUtea  Kanaged 

116  West  42d  Street.  NEW  YORK 

Cabia  Addreu,  "  Ctaauton,  If.  T." 

Oharlis  H.  Eastox  Boubt  T.  McOorcT 

HU»D'S  PRINCIPLKa  OP  CITT  LAND  VALTJM 
Price,  fl.M. 
A    book    juit    publlabed    tbkt    ahowe    hew    eltj 
TSluei  ere  made  and  tbe  baata  upon  which  reel 
eatate  appralsemeDta  ahoul4  be  made. 


HiaCtLLAMaOVH 


THOMAS  DIMOND 
Iron  Work  for  Balldlag 

128  WEST  S3d  ST., 

W^v.  /128  Wast  33d  St. 
wane  \  137  Wasl  32d  St. 


NEW  YORK 

Established  1859 
Tel.  1780  Mad.  S«. 


HE  TITLE  INSURANCE  COMPANY,  OFNEW 

135  Broadway,  Manhattan  CAPITAL    AND    SURPLUS 

,  ;  and  203  Montague  St.,  Brooklyn  $3,000,000 

examines  and   Insores  Titles  to  Real  Estate  on  Sales  and  Loans,  and  deals  in  Mortgagei,. 


M     BRIGHAM  HALL  &  SON 

'  ^  ■  Real  Estate  Brokers  aad  Agents 

y«l.,  603  Sprii  J  «81  BROADWAY 

JAMES     A.      DOWD  TeI..93Plaza 

Real  Estate  and  Insurance 

874   SIXTH  AVENUE,  above  49th  Street 

unni/    EDGAR  J.  LEVEY,  President 
lUnlV    JOHN  D.  CRIMMINS.      \v!  .  t>      <;.     . 
CHARLES  T.  BARNEY. /"'^^•"<'«'^o°*» 
CYRIL  H.  BURDETT,  Secretary 
CHAUNCEY   H.   HUMPHREYS,!  Asst. 
EDWIN  A.  BAYLES,  fSec'TS 

WILLIAM  N.  HARTF,  Treasnrer 
Hon.  ABn.VHAM  E.  LAWRENCE,  Connsol 


HARRY    W.     HOPTON 
REAL    ESTATE 


Tel.,  SqIo  Cortlendt 


No.    IBO    BEOADWAY 
Cor.  Liberty  St. 


NOTICE  TO  PROPERTY  OWNERS. 

HEARl.N'GS    FOR    THE    COMl.Vti    WEEK. 

At  fK)-!l2  West  Broadway. 

Monday.    July    16. 

West  lH*Jth  St.  Amsterdam  av  to  new  street  west 

Highbridge   Park,   at  4   p  m. 
ColliDS    av.    Queens.    Metropolitan    av    to    Flush- 
ing  av,    at   ;-{.;^(>   1)   m. 
Clinton   av.    Queens.    Montgomery   av   to   Mueller 

St,    at   3   p    m. 
Perry  av.  Queens.  Clark  av  to  Mueller  st,  at  1- 

m. 
East    I'OSth    St,    from    Reservoir    Oval    West    to 

Jerome   ay.    at    11    a    m. 
2d  St.   Richmond,   St  John  av  to  Maryland  av, 

at  10.30  a   m. 
Westchester    av,    Bron.x    River    to    Main    st,    at 

ir  a    m. 
Bridge  at  Highbridge,  at  .S  p  m. 
Tremont   av.   Bron.x   River  to  Eastern   Boulevard. 

at   3   p   m. 

Tuesday,    July    17. 
2d  St.   St  John  av  to  Maryland  av,  at  'J  p  ra. 
Highbridge  Park,  between  l.jOth  and  172d  sts.  at 

1pm. 

Wednesday.  July  IS. 

West  l«4th  st,  Broadway  to  Fort  Washi'ugton 
av,    at   3   p   m. 

Cypress  av.  northerly  line  Harlem  River  &  P 
R   R  Co  to  bulkhead  line,   at  4  p  m. 

West  187th  St.  Amsterdam  av  to  new  av,  bound- 
ing   Highbridge    Park,    at   3   p    m. 

Thursday.    July   10. 

West    177th    st,    Amsterdam    av    to    St    Nicholas 

av.   Broadway  to  Riverside   Drive,  at  2..30  p  m. 

Bathgate  av.  East  ISSth  st  to  Pelham  av..  Bronx, 

at    3    p    m. 

Friday,    July    20. 
Jay  st,  Richmond,  at  2.:w  p  ni. 
Stuyvesant   pi.    Richmond,   al    2   p   m. 
West  l()3d  St.   Broadway  to  Fort   Washington  av. 

at  4  p  m. 
Weiher   Court,    between    Washington    av    and   3d 
av.   at  4  p  m. 

At  258  Broadway. 
Monday.    July    16. 

Fresh    Pond    rd,    at    10.30   a   m. 
,  loth  and  IMth  sts.   North  River  docks,  at  2  p  m. 
Tuesday,    July    17. 
27ih  and  2Htfa  sts.  park,  at  11  a  m. 
Wednesday,   July   18. 
12!ith  st  and  Amsterdam  av,  school  site,  at  12  m. 
Plera  2  and  3,   East  River,   at  11   a  m. 

Thursday,    July    10. 
Bridge  No  3,  at  3.30  p  m. 

4tti  av,  8th  and  0th  sts,  Rapid  Transit,  at 
12   m. 

Friday,    July    20. 
129th   st   and   Amsterdam  av,    school   site,   at   12 

m. 
Brooklyn    Bridge,    at    m.'iO   am. 
Jones   and    Prince   st-s,    school    site,    at    2   p ,  m. 
20lh  and  22d  sts,  North  River  docks,  at  2  p  m. 


AUCTION  SALES   OF  THE  WEEK. 

The  following  Is  the  complete  list  of  the  prop- 
ertlee  aold,  withdrawn  or  adjourned  during  week 
ending  July  1".,  l'."»'>.  al  Ibe  New  York  Real 
Eatate  Salesroom,  14  and  16  Vesey  st.  Except 
where  otherwise  stated,  the  properties  offered 
were. In  foreclosure.  Adjournment  of  legal  sales 
to  next  week  are  noted  under  Advertised  Legal 
Sales.  ^^    .  ... 

•Indicates  that  the  property  described  wa»  bid 
In    for   the   plaintiff's   account. 

The  total  amount  at  tbe  end  of  the  list  com- 
prltee  the  consideration  in  actual  eales  only. 

JOSEPH    P.  .DAY. 

loth    6i,    No   41.-.,    n   B,   360   w   Av    A,    2.5x103  3, 

5-8ty  brk   tenement   and  st'dre   and    1-sty  brk 

building    in    rear.        (Amt      due,      $2,212.11; 

taxes     &c,    $.'V81.77-.    sub    to    a    prior   morl    of 

$14,000.)       Abraham     Gt^eenberg     20.500 

Marmlon  av  ..        Is   e   s.    2.56.10   n    e 

Southern  Boulevard,  No  293Ji  178th     st,     33     to 

17Sthst  ;1  I'Stb    St.    X    156.3 

to     Southei'n    ;  Boulevard,-.    x36xl71,3,     2-sty 


JOSEPH   P.  DAY 

RealEstate 

AUCTIONEER  AND  APPRAISER 

UAIN  OmCK:  AaiNCT  DIPT 

31  NASSAU  ST.  932  EIQHTH  AVENUB 


frame  dwelling  and  vacant.  (Amt  due,  $4,- 
01.5.04:  taxes,  &c.  $4. 962.05. )  Mort  recorded 
Oct    1.5,    lOOO.       Leo    Hutter     10,025 

Bathgate  av.  No  21.57.  w  s,  43.9  n  181st  st, 
18. 0x04. .5.  2-5ty  frame  dwelling.  Charles 
F     MuxoU 6,100 

»173d  St.  No  719,  n  s,  100  e  Park  av,  50x100, 
1  and  3-sty  frame  buildings.  (Amt  due, 
$4,S75.01;  taxes,  &c,  $117.41.)  Mort  re- 
corded Jan   27,   lOOo.     David  Rothstein  et  al 

s:mo 

Villa   av,   e  s,   273  n  204th   st,   50xl(X),   vacant. 
(Amt  due.  .11,068.07;  taxes,  &c,  $866.30.)  Mort 
recorded  Oct  13.    1.S07.     Leo  Hutter    3,375 

7th  av.  Nos'711  to  715.  e  s,  TMA  s  48th  st. 
,5Ox]0O.  three  4-sty  brk  tenements  and  stores. 

48th  st,  Nos  11)8  and  17o.  s  s,  70  e  7th  av, 
runs  e  41  x  s  100.5  x  w  20  x  n  .50  x  w  21  x 
n  .50.4  to  beginning,  two  3-sty  brk  dwell- 
ings. 

(Amt  due.  $20,801.38;  taxes,  &c,  .$2,725.00.) 
Mort    recorded  Jan  16,   1903.     Withdrawn.. 

Monroe  st.  No  0.  n  s,  about  150  e  Catharibe 
St.  25xHX>,  5-sty  brk  tenement  and  store. 
(Amt  due.  .$5,329.67;  taxes,  &c,  $1,094;  sub 
to  a  prior  mort  of  $23,00<'). )  Mort  recorded 
Feb  6,   1003.     Joseph  &  Louis  Jacobs.  ..  .42,620 

14th    st.    No    4,    9    s,    34    e    5th    av,    33xlo3.3,     ■ 
leasehold,   6-sty   brk  loft  and   store  building. 
Adjourned    to    Aug  3    


JAMES   L.    WELLS. 

Eastern    Boulevard,    n    w    cor    Quincy    st,    25x 

100,    vacant.    A    M    Field    $1,150 

Eastern   Boulevard,    n   w   s,    25  n  e   Quincy   st, 

25x100.     vacant.        B     ODonnell 850 

Eastern    Boulevard,   n   w  s,   50  n   e  Quincy   st, 

27.6x112.6x79.2x100,     vacant.       B     Packer... 

1,075 

Scribner  av.    s  s,   block   front    between   Balconi 

av    and    Eastern     Boulevard,     runs    w    ;t07.6 

X  s  .3.3  X  e  .307.4   x   n  e  4  x  n  w  0,11,   strlj), 

vacant.     Wm  Rosenbaum    1,025 

Eastern    Boulevard,    n    e    cor    Swinton    st,    25x 

100,    vacant.      Thos    Gilligan 1,075 

Eastern   Boulevard,   n  w  s,  25  n  e  Swinton  st, 

KKIxKX).     vacant.        R     Thompson 2,700 

Eastern   Boulevard,  n  w  s.  11^  n  e  Swinton  st. 

.50xlOl>.      vacant.        R     Thompson 1.000 

Eastern    Boulevard,    n    w    cor    Quincy    st,    2.5x 

100.    vacant.      B    Packer 1.150 

Swinton    St.    e    s,    ItX)    n    Eastern    Boulevard, 

runs   n  w  38.7  x  n   12.2  x   n   e  95.4  x   s  e  .50 

X  s  w  H.)0  to  beginning:  R  Thompson.  .1.150 
Eastern   Boulevard,   n   w   s.   25  s  w   Swinton  st. 

.5(5x100.     vacant.       Alf     Uarbansky 1,800 

Eastern    Boulevard,    n    w    s,    75    s    w    Swinton 

st,    .5iixl(KI.    vacant.      R    Thompson 1.800 

Eastern    Boulevard,    n    w    s.    125   s    w    Swinton 

St.   runs  s  w  94.2  x  w  27.8  x  n  100  x  e  8.2 

X   n   e   24.8   x   s   e   100  to   beginning,    vacant. 

James    O'Connell    3.700 

Giffoid    av,    s    w    cor    Swinton    st,    83  2x62. 7x 

100,7x26.8,     vacant.       E     O'Donnell 7.50 

Scribner  av,  n   s,  196.2  e  Balcom  av,   125xl(X). 

vacant.       Anna     Stern     3.5<X) 

Scribner    av,    n    s,    321.2    e    Balcom    av,    25x 

ion.    vacant.      L    H    Spahler 7O0 

Scribner    av.    n    s.    .346,2    e    Balcom    av,    llKlx 

10(1.    vacant.      James    O'Connell    2.900 

Scribner   av.    n   s.   446.2  e   Balcom   av,   50x100, 

vacant.      M     E    Farrelly     1..550 

Eastern    Boulevard,    n    w    cor   Swinton    st,    2.5x 

Kill,     vacant.       Mary     Nally     l,.32o 

Gifford    av,     s    s,     103,8    p     Balcom    av,     lOOx 

1(10.     vacant.       R    Thompson     2,000 

Gifford    av,    s    s,    203.8    e    Balcom    av.    5t)xlOO, 

vacant.       B    Packer     1.000 

Gifford    av,    s    s,    2.5,3.8   e    Balcom'    av,    100x100, 

vacant.      James    O'Connell 1.9(X) 

Cifford    av,    s    s.    3.5:t.8   e    Balcom   av,    lOJxKX). 

vacant.      J    P    Foster 1,7(X» 

Scribner   av,    n    s.   06  2  e   Balcom    av.    100x100. 

vacant.      .1    P   Foster    , 2.200 

Gifford    av.    n    s-,   3.55,7   e    Balcom   av,    100x100. 

vacpnt.       J     P     Foster     1.600 

Gifford   av.    n    s,    4.55.7  e    Balconj-  a'V,   lOOxltV). 

vacant.    '  R  '  Thompson    ...:.'..    .  —  .; 1,(500 

Gifford  ■  av,  ■  n    w   cor    Swinton   st.    2.5xl00,8x2.5x 

100  6.    vacant,      R    Thompson- 573 

Balcom    av,    s   e   cor  QlffOrd   av,   175x97.2xl7ox 

lo;i  0  vacant.  .lames  O'Connell. ..'...,.  ,3.825 
Balcom    av,    e    s.    175    s    Gifford    av,    25x96.2x 

25x07.2,    vacant-      R    Thompson    TOO 

Balcom   av.    n   e    cor    Gifford  av,    50xl03.7x50x 

107.7,    vacant.      P    Duffy l.lsO 


Balcom    av,    e    s.    50    n    Gifford    av.    .50xin7.6x 

.50x109.6,    vacant.      James    O'Connell    000 

Gifford    av.    n    s,    105.7    e    Balcom    av,    50x100 

vacant,*   M    A    Snow    9'(j() 

Gifford    av,    n    s,    155.7  e   Balcom   av,   l(JOxi(KI 

vacant.      J    P   Foster    1  !>oo 

Gifford    av.    s    s,    2.53.7   e   Balcom    av,    ioOxlOO 

vacant.       James     O'Connell     1,800 

D.  PHOENIX  INGRAHAM. 
I(i3d  si.  No  241,  n  s,  1,S3  e  West  End  av, 
1 1X100.11,  3-sty  and  basement  stone  front 
dwelling.  (Amt  due,  $1,,819.07;  taxes,  &c 
$oo6.1(J;  sub  to  a  prior  mort  of  $17,0(X).) 
Wm    A    Miles   &    Co .....20,410 

BRYAN    L.    KENNELLY. 
Essex   st,    Nos   110  to   114.    e  s,   1,57  n   Riving- 
ton    st,    60,6xl(X).4xlO1.6x    irreg     three    5-sty 
front    and    three    4-sty    rear    buildings    (trus- 
tees   sale).      Louis    Stoiber    1.30,300 

^J,"'"'     •■•• .'  S295.380 

Corresponding  week,   1903 $1'>1  800 

Jan   1,    1906,   to  date   .$21  105'514 

Corresponding   period    1905 $21440,667 


public  iRoilces. 


Office  of  the  Department  of  Parks,  Arsenal 
Building.  Fifth  Avenue  and  Sixty-fourth  Street 
Borough  of  .Manhattan.  The  City  of  New  Y'ork' 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
P.    M.    on 

THURSDAY.    JULY   26.   1906. 
Borough   of  Manhattan. 
For  constructing  a  walk  pavement  of  Portland 
cement    mortar    and    doing    o'ther    work    on    the 
unpaved    portion    of    the    Esplanade    adjacent    to 
the    sea-wall    along   the   water    fror»t    of   the   ex- 
tension   of   East    River   Park. 
For  full  particulars  see  Citv  Record. 
MOSES    HERRMAN. 

President; 
GEORGE    M.    WALGROVB, 
MICHAEL    J.    KENNEDY, 

Commissioners    of    Parks. 
Dated    July    7.    1006. 


Office  of  the  Department  of  Parks.  Arsenal 
Building.  Fifth  Avenue  and  Sixty-fourth  Street 
Borough  of  Manhattan.  The  City  of  New  York' 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
P.    M.    on 

THURSDAY'.    JULY'   26.    1006. 
Borough    of    Brooklyn. 
For     regulating,     grading    and     paving    c-    re- 
paving    with    asphalt    pavement    on    a    concrete 
foundation     the     roadways    of    traffic     roads    of 
Eastern    Parkway,    between   Prospect   Park  Plaza 
and    Ralph    Avenue.    Borough    of    Brooklyn,    to- 
gether  with   all    the   work   incidental    thereto. 
For  full   particulars  see  Citv   Record. 
MOSES    HERRMAN, 

President; 
GEORGE    M.    WALGROVE, 
MICHAEL    J.    KENNEDY, 

Commissioners    of    Parks. 
Dated    July    12,    101.16. 


Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  1.536,  Nos  13  to  21  Park  Row. 
Borough-  of  .Manhattan.   The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply. 
Gas  and  Electricity,  at  the  above  office  until 
2    o'clock    P.    M.    on 

WEDNESDAY.    JULY    25.     1906, 
Borough    of    Brooklyn. 

No.  1,  For  setting,  replacing  and  hauling  six 
(6)  inch  hydrant  service  pipe,  fire  hydrants  and 
appurtenances  on  various  streets  in  the  Bor- 
ough   "of    Brooklyn. 

No.  2.  For  furnishing  and  delivering  stop- 
cocks. 

No.  3.  For  furnishing,  delivering  and  lay- 
ing water  mains  and  appurtenances  in  Belmont 
and  Fountain  Avenues,  in  Crescent  Street  and 
in  the  grounds  of  the  New -Lots  pumping  station. 

No.  4.    For  furnishing  and  driving  deep  -wells. 

No.  5.  For  furnishing,  delivering  and  install- 
ing superheaters  and  piping  at  various  pumping 
stations. 

For  full  particulars  see  City  Record. 

WILLIAM   B.    ELLISON. 

Commissioner, 

Dated  July  12,   1906. 
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ATTENTION  IS  CAiLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  June 
27,  1906,  to  July  11,  1906,  of  the  confirmation 
by  the  Board  of  Assessors  and  the  entering  In  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  Assessments  for  LOCAL  IMPROVE- 
MENTS  IN   THE   BOROUGH  OF  THE   BRONX. 

23D  WARD,  SECTION  9.  WALTON  AVENUE 
—FLAGGING  SIDEWALKS,  easterly  side,  from 
East  150th  Street  to  East  151st  Street,  and  both 
Bides,  from  East  151st  Street  to  the  Bridge  over 
the  Port  Morris  Branch  Railroad.  23D  WARD, 
SECTION  10.  LEGGETT  AVENUE!— REGULAT- 
ING, GRADING,  CURDING,  FLAGGING  AND 
LAYING  CROSSWALKS  from  Dawson  Street  to 
the  Southern  Boulevard. 

HERMAN  A.   METZ. 

Comptroller. 

City   of   New   York,   June   26,    1906.       (27593) 


propoeals. 


public  Tlottces. 


proposals 


Department  of  Water  Supply,  Gas  tnd  Elec- 
tricity, Room  1536.  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan,  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until  2 
o'clock   P.    M.    on 

WEDNESDAY.    JULY    25,    1906, 
Borough  of  Brooklyn. 
For   furnishing,    delivering,    erecting    and    con- 
necting   four    pumping    engines,    complete,    with 
all    appurtenances    and    appliances,    in    the    re- 
modelled Ridgewood  Northslde  Pumping  Station, 
Atlantic  Avenue  near  Logan  Street,   In  the  Bor- 
ough    of     Brooklyn. 
For  full  particulars  see  City  Record. 

WILLIAM  B.  ELLIUOH, 

CouimlLJloner. 
Dadiil  June  i7.  lOCe. 

Headquarters  of  the  Fire  Department  of  The 
City  of  New  York.  Nos.  I!i7  and  l.W  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  The  City 
of   New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office   until   10.30  o'clock   A.    M.    on 

MONDAY.    JULY    16.    liXHJ. 
Boroughs  of  Brooklyn  and  Queens. 
No.  4.    For     furnishing     and     delivering     hay, 
straw,    oats   and    bran    for   companies   located   in 
the   Boroughs  of   Brooklyn   and   Queens. 
For   full    particulars   see    City    Record. 

JOHN  H.   O'BRIEN, 

Fire   Commissioner. 
Dated    July    2,    1906.  (27683) 

Office  of  the  Department  of  Parks,  Arse- 
nal Building,  Fifth  Avenue  and  Sixty-fourth 
Street,  Borough  of  Manhattan.  The  City  of  New 
York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office  of 
the  Department  of  Parks  until  3  o'clock  p.  m. 
on 

THURSDAY.  JULY  19,  1906, 
Borough  of  The  Bronx. 
No.  1.  For  furnishing  all  the  labor  and  ma- 
terial for  the  construction  of  a  terrace  wall  and 
three  flights  of  steps  tor  the  plaza  at  Boston 
Road  and  East  One  Hundred  and  Eighty-second 
Street,   In   the  New   York   Zoological   Park. 

No.  2.  For  furnishing  all  the  labor  and  ma- 
terials for  the  erection  and  completion  of  an 
athletes'  lodge  In  Pelham  Bay  Park,  in  the  City 
of  New  York. 

No.  3.    For    furnishing    all    the    materials    and 
labor  for  grading  and   Improving  grounds  north 
of   the    Municipal   Building   in   Crotona   Park,    in 
the    City    of    New    York. 
For  full   particulars   see   City   Record. 
MOSES    HERRMAN. 

President; 
GEORGE    M.    WALGROVE, 
MICHAEL  J.   KENNEDY, 

Commissioners    of    Parks. 
Dated    July    1,    1906^ ^^ 

Headquarters  of  the  Fire  Department  of  The 
City  of  New  Y'ork,  Nos  157  and  l.">9  East  Sixtj'- 
seventh  Street,  Borough  of  Manhattan.  The  Ctty 
of   New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office   until   10.30  o'clock  a.   m.    on 

WEDNESDAY.    JULY    18.    1906, 
Borough  of  Manhattan. 

No.  1.  For  furnishing  all  the  labor  and  ma- 
terials required  for  additions  and  alterations  to 
building  of  Engine  Company  No.  3,  located  at 
No.  417  West  Seventeenth  Street,  Manhattan. 

No.  2.  For  furnishing  all  the  labor  and  ma- 
terials required  for  additions  and  alterations  to 
building  of  Engine  Company  No.  34.  located  at 
No.    440  West  Thirty-third   Street,    Manhattan. 

For   full    particulars   see   City    Record. 

JOHN   H.    O'BRIEN, 
•    Fire   Commissioner. 

Dated   July   5,    1906^ ^^_ 

Headquarters  of  the  Fire  Department  of  The 
Citv  of  New  York,  Nos  157  and  l.">9  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  The  City 
of  New  York. 

SEALED  DIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office   until   10.30  o'clock  a.    m.    on 

WEDNESDAY.    JULY    18.    1908, 
Boroughs   of  Brooklyn  and   Queens. 
No.   1.    For   furnishing   all   the   labor   and   ma- 
terials   required    for    alterations    and    repairs    to 
quarters  of  Engine  Company  No.  141.  located  on 
eouth   side   of  Bay   Ridge  Avenue,    SOO  feet  east 
of  fecond  Avenue.  Borough  of  Brooklyn. 
For  full   particulars   see   City   Record. 

JOHN    H.    O'BRIEN, 
Fire  Commissioner. 
Dated    July    5,    1906. 

DEPARTMENT  OF   DOCKS  AND  FERRIES. 

Sealed  bids  or  estimates  for  repairs  to  pier 
foot  of  60th  Slreet.  East  River,  etc.  (1010).  will 
be  received  by  the  Commissioner  of  Docks  at 
Pier  "A."  Battery  Place,  until  12  o'clock  M., 
July  17tb,  1906.  (For  particulars  see  City 
Record.)  (27890) 


DEPARTMENT  OF  DOCKS  AND  FERRIES. 

Sealed  bids  or  estimates  for  electrical  gen- 
erating sets  (1011)  will  be  received  by  the  Com- 
missioner of  Docks  at  Pier  "A,"  Battery  Place, 
until  12  o'clock  M..  July  23d,  1906.  (For  par- 
ticulars see  City  Record.)  (27754) 

Police  Department  of  The  City  of  New  York, 
No.    300   Mulberry    Street. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  Police  Commissioner  of  the  Police 
Department    of    The    City    of    New    York    at    the 
above   office   until   10  o'clock   a.    m..    on 
TUESDAY.    JULY    24,    1906, 

For  furnishing  all  the  labor  and  materials 
necessary  in  making  and  completing  alterations 
and  improvements  to  the  Seventy-second  Pre- 
cinct Station  House,  etc.,  Foster  and  Coney 
Island  Avenues.   Borough  of  Brooklyn. 

For  full   particulars   see  City   Record. 

THEODORE    A.     BINGHAM, 

Police    Commissioner. 

Dated  July   10,    1906.  (27747) 

DEPARTMENT  OF  DOCKS  AND   FERRIES. 

Sealed  bids  for  filling  in  at  Blackwell  Section, 
East  River,  will  be  received  by  the  Commission- 
er of  Docks  at  Pier  "A,"  Battery  Place,  until 
12  o'clock  M..  July  19th,  IWiK!.  (For  particulars 
see   City    Record.)  ('27717) 

DEPARTMENT  OF  DOCKS  AND  FERRIES. 

Sealed  bids  tor  repairing  and  painting  ferry- 
boats, etc.  (10091.  will  be  received  by  the  Com- 
missioner of  Docks  at  Pier  "A.  "  Battery  Place, 
until  12  o'clock  noon.  July  20th,  1906.  (For  par- 
ticulars see  City  Record.)  (27709) 


CORPORATION    SALE    OF    REAL   ESTATE. 


D.     A    M.    GHAUNCEY    REAL    ESTATE    COM- 
PANY,    LIMITED,     AUCTIONEERS. 


public  IRotices. 


CORPORATION  SALE  OF  REAL  ESTATE  AND 
APPURTENANCES  THERETO  OWNED  BY 
THE    CITY    OF    NEW    YORK. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  that 
the  Comptroller  of  the  City  of  New  York,  by 
virtue  of  the  powers  vested  In  him,  pursuant  to 
the  provisions  of  Chapter  173  of  the  Laws  of 
1905,  will  offer  for  sale  at  public  auction  the 
land;  with  the  buildings  thereon,  situate,  being 
the  property  known  as  the  Kings  County  Peni- 
tentiary, owned  by  the  City  of  New  York,  in  the 
BOROUGH    OF   BROOKLYN. 

The  said  property  is  more  particularly  de- 
scribed on  a  map  on  file  in  the  office  of  the 
Bureau  of  Real  Estate,  Department  of  Finance, 
Room  155,  280  Broadway,  Borough  of  Manhat- 
tan,  and   known  by  the 

Sale  Nos.  1  to  74,  in  the  Block  No.  1282, 
bounded  by  President  Street,  Nostrand  Avenue, 
Carroll  Street,  as  to  be  laid  out,  and  Rogers 
Avenue;   also  ^^^ 

Sale  Nos.  1  to  74.  in  the  Block  No.  1289, 
bounded  by  Carroll  Street,  as  to  be  laid  out, 
Nostrand  Avenue,  Crown  Street  and  Rogers 
Avenue:    also  .,.^« 

Sale  Nos.  1  to  74.  in  the  Block  No.  1296, 
bounded  by  Crown  Street,  Nostrand  Avenue, 
Montgomery  Street  and   Rogers   Avenue;   also 

Sale  Nos.  1  to  42.  in  the  Block  No.  1.305, 
bounded  by  Montgomery  Street,  Nostrand  Ave- 
nue. Sullivan  Street  and  Rogers  Avenue, 
—the  appraised  value  of  each  lot.  In  accord- 
ance with  the  act,  being  written  thereon,  which 
will  be  the  minimum  or  upset  price  at  which 
each    lot    Is    sold. 

By  direction  of  the  Comptroller,  the  sale  of 
the  property,  which  is  within  the  area  of  Sulli- 
van Street,  Rogers  Avenue.  President  Street 
and  Nostrand  Avenue,  in  the  Borough  of  Brook- 
lyn,   will    take    place    on 

TUESDAY, .  JULY    17,    1906, 
at    12   ra..    at    the   Real    Estate    Exchange.  Sales- 
room,   situated   at   No.    189   Montague   Street.    In 
the    Borough   of   Brooklyn,    ajid   will   l)e   sold   for 
the  highest  marketable  price  at  public  auction. 

(For  further  particulars  see  City   Record.) 
H.   A.   METZ. 

Comptroller. 

City    of    New    York— Department    of    Finance, 
Comptroller's  office,   June  21,   1906.    (27654) 

CORPORATION  SALE  OF  REAL  ESTATE. 
PUBLIC  NOTICE  IS  HEREBY  GIVEN  that 
the  Commissioners  of  the  Sinking  Fund  of  th« 
City  of  New  Y'ork,  by  virtue  of  the  powers 
vested  in  them  by  law,  will  offer  for  sale  at  pub- 
lic   auction    on 

WEDNESDAY.  JULY  18,  1906, 
at  12  o'clock  m.,  at  the  Comptroller's  ofTlce, 
No.  280  Broadway.  Borough  of  Manhattan,  City 
of  New  York,  all  the  right,  title  and  interest  of 
the  City  of  New  York  In  the  following  described 
property  which  it  has  by  virtue  of  a  lease  from 
Cornelius  Furgueson.  Supervisor  of  the  Town  of 
New  Utrecht,  to  the  City  of  Brooklyn,  which 
lease  is  recorded  in  the  Register's  office  of 
Kings  County,  in  Liber  1715,  page  143,  Section 
18: 

All  those  lots  situated  in  the  former  town  of 
New  Utrecht,  now  in  the  Borough  of  Brooklyn. 
City  and  State  of  New  York,  known  and  desig- 
nated by  the  assessment  Nos.  104  and  105  on 
the  map  of  the  Commissioners  for  the  opening  of 
92d  Street  from  the  Shore  Road  to  7th  Avenue, 
in  the  former  Town  of  New  Utrecht,  which  was 
sold  September  7,  18.?6.  for  one  hundred  y»ars 
to  the  Town  of  New  Utrecht,  for  the  eum  of 
$8.10. 

The  minimum  or  upset  price  at  which  the  said 
land  shall  be  sold  be  and  Is  hereby  appraised 
and  fixed  at  the  sum  of  $17.74.  The  purehaser 
lu  addition  thereto  to  pay  the  auctioneer's  tees 
and  the  further  sum  of  $100  for  the  expense  of 
examination,    advertising,    etc. 

(For  further  particulars  Bee  City  Record.) 
H.   A.   METZ. 

Comptroller. 

City    of    New    York— Department    of    Finance. 
Comptroller's  office,  Jane  26,  1906.   C2T656) 


PUBLIC  NOTICE  IS  HEREBY  GIVEN  that 
the  Commissioners  of  the  Sinking  Fund  of  The 
Clly  of  New  York,  by  virtue  of  the  powers  vested 
In  them  by  law,  will  offer  for  sale  at  public 
auction  on 

FRIDAY,    JULY    20,    1906, 

at    12   o'clock   m  ,    at  the   Brooklyn   Real   Estate 
Exchange.   No.    189  Montague  street,  the  follow- 
ing  described   real   estate   belonging  to   the  Cor-  . 
poration   of  The  City  of  New  York,   and  located 
in   the   Borough   of  Brooklyn,   viz.: 

Beginning  at  a  point  in  the  southerly  side  of 
Ridgewood  avenue  distant  56  feet  10  Inches  east- 
erly from  the  Intersection  of  the  southerly  line 
of  Ridgewood  avenue  with  the  easterly  lino  of 
Richmond  street,  and  running  thence  easterly 
along  the  southerly  side  of  Ridgewood  avenue 
94  feet  5^  Inches  to  the  centre  line  of  the  block; 
thence  southerly  along  the  centre  line  of  the 
block  12  feet  5%  Inches;  thence  westerly  In 
a  straight  Jine  63  feet  1%  inches  to  the  point 
or  place  of  beginning,  the  said  premises  being 
known  as  Lot  No  28.  in  Block  4127.  Section  13, 
on  the  Land  Map  of  Brooklyn. 

The  minimum  or  upset  price  at  which  said 
property  shall  be  sold  is  fixed  at  $500. 

For  full   particulars  see  City  Record. 

H.   A.   MBTZ, 
Comptroller. 
City    of    New    York— Department    of    Finance. )   ' 
Comptroller's    Office,    June    28,    1906.     J 


CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  OF  CITT 
REAL  ESTATE. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  that 
the  Commissioners  of  the  Sinking  Fund,  by  vir- 
tue of  the  powers  vested  in  them  by  law,  will 
offer  for  sale  at  public  auction  the  buildings, 
parts  of  buildings,  etc.,  standing  upon  property 
owned  by  the  City  of  New  York,  acquired  for 
school    purposes,    in    the 

BOROUGH  OF  MANHATTAN. 

All  the  buildings,  parts  of  buildings,  etc., 
situate  and  erected  upon  property  owned  by  the 
City  of  New  York  and  acquired  for  school  pur- 
poses,  bounded  and  described  as  follows; 

Beginning  at  a  point  on  the  southerly  line  of 
West  48th  Street  distant  325  feet  westerly  from 
the  westerly  line  of  8th  Avenue,  and  running 
thence  southerly  and  parallel  with  8th  Avenue 
100  feet  5  inches  to  the  northerly  line  of  the 
lands  of  Public  School  17;  thence  westerly  along 
tbe  northerly  line  of  the  lands  of  Public  School 
17  150  feet;  thence  northerly  and  again  paral- 
lel with  8th  Avenue  100  feet  5  inches  to  the 
southerly  line  of  West  48th  Street:  thence  east- 
erly along  the  southerly  line  of  West  48th  Street 
1,^(>  feet  to   the   point  or   place  of  beginning. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  0/ 
Finance.      The   sale   will   take  place   on 

MONDAY.    JULY    16,    1906, 

at    11    a.    m.    on   the    premises   and   will   be   sold 
for     the     highest     marketable     price     at     public 
auction. 
For  full   particulars  see  City   Record. 

•       H,   A.   METZ, 

Comptroller. 
City    of    New    York — Department    of    Finance, ) 
Comptroller's    Office,    June    20.    1906.     ) 


CORPORATION    SALE    OF    REAL    ESTATE. 

PUBLIC   NOTICE   IS   HEREBY  GIVEN  THAT 
the   Commissioners  of  the   Sinking   Fund   of  the 
City  of  New  York,  by  virtue  of  the  powers  vested  _ 
in    them    by    law.    will    offer    for    sale    at   public' 
auction    on 

THURSDAY,   JULY   26,    1906, 

at  12  o'clock  M..  at  the  Comptroller's  office. 
No.  280  Broadway,  Borough  of  Manhattan,  City 
of  New  York,  all  the  right,  title  and  Interest 
of  the  City  of  New  York  in  and  to  the  follow- 
ing de*cril)ed  property,  which  it  has  by  virtue 
of  a  lease  from  William  V.  B.  Bennett,  Super- 
visor of  the  Town  of  Gravesend.  to  the  City  of 
Brooklyn,  which  lease  la  dated  December  28, 
lRl>.'i.  recorded  In  the  Kings  County  Register's 
office  on  December  31.  1895,  In  Section  21, 
Liber  1  of  C.onveyanc-es,  page  496,  and  Indexed 
under  block  No  7056  on  the  Land  Map  of  the 
County  of  Kings. 

Premises  situated  on  the  northerly  side  of 
Surf  Avenue  between  the  westerly  side  of  West 
24th  Street  and  the  easterly  side  of  West  23d 
Street,  in  the  Borough  of  Brooklyn,  and  known 
as  and  by  the  number  32  upon  the  assessment 
roll  for  the  opening  of  Surf  Avenue  from  Coney 
Island  Point  ta  land  of  Prospect  Park  and 
Coney  Island  Railroad  in  the  Town  of  Graves- 
end,  assessed  to  the  New  York  Children's  Aid 
Society,  which  was  sold  to  the  Town  of  Graves- 
end  at  a  sale  for  unpaid  assessments  held  Janu- 
ary 11.  1K)3.  for  the  eum  of  $44.25,  and  which 
said  property  wis  leased  to  the  City  of  Brooklyn 
for  a  term  of  one  hundred  years. 

The  minimum  or  upeet  price  at  which  the  in- 
terest of  the  City  in  and  to  the  premises  to,, 
be  sold  Is  appraised  and  fixed  by  the  CommlB-' 
signers  of  the  Sinking  Fund  at  eighty  dollars 
and  two  Stents  ($S0.02l.  The  purchaser  In  ad- 
dition thereto,  to  pay  the  auctioneer's  fee  en 
such  sale,  and  also  to  pay  the  further  eum  of 
one  hundred  dellare  ($K>0)  for  the  expenw  ef 
exnmlnatlen.    advertising,    etc. 

(For  full   partkulars  see  City  Record.) 

HERMAN     A.     METZ, 

Comptroller. 
City    of    New    York— Department    of    Finance,  J 
(27711)         Comptroller's  office.  July  6,  ISOo.     ) 
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^fflctal  Xeg«[  floticeg. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  July 
11  to  24,  ItKHi.  of  the  Confirmation  by  the  Board 
of  Assessors  and  the  entering  In  the  Bureau  for 
the  Collection  of  Assessments  and  Arrears,  of 
Assessments  for  LOCAL  IMPROVEMENTS  IN 
THE   BOROUGH   OP  THE    BRONX. 

■23D  WARD,  SECTION  ',).  GRANT  AVENUE 
—SEWER,'  between  East  161st  Street  and  163d 
Street. 

HERMAN  A.  METZ, 

Comptroller. 

City  of  New  York.  July  10.   I'M': 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  July 
11  to  1.'4,  lIMiii.  of  the  Confirmation  by  the  Board 
of  Assessors  and  the  entering  In  the  Bureau  for 
the  Collection  of  Assessments  and  Arrears,  of 
Assessments  for  LOCAL  IMPROVEMENTS  IN 
THE  BOROUGH  OF  MANHATTAN. 
'  12TH  WARD.  SECTION  7.  WEST  126TH 
STREET— REGULATING,  GRADING,  CURBING: 
AND  FLAGGING,  from  Convent  Avenue  to  St. 
Nicbola's  Terrace.  _ 

HERMAN  A.   METZ. 

Comptroller. 
.City  of  New  York,  July  10,  llXKi. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  July 
13  to  27,  1(106.  of  the  Confirmation  by  the  Board 
of  Revision  of  Assessments  and  the  entering  in 
tie  Bureau  for  the  Collection  of  Assessments 
and  Arrears,  of  Assessments  for  LOCAL  IM- 
PROVEMENTS IN  THE  BOROUGH  OF  THE 
BRONX 

•£m  WARD,  SECTION  0.  WEST  16:;D 
STREET— REGULATING.  GRADING,  CURB- 
ING FLAGGING  AND  LAYING  CROSSWALKS, 
from  Ogden  Avenue  to  Woodycrest  Avenue. 
23D  AND  24TH  WARDS,  SECTION  11.  MA- 
COMBS  ROAD— REGULATING.  GRADING, 
CURBING,  FLAGGING  AND  LAYING  CROSS- 
WALKS, from  Jerome  Avenue  at  Marcy  Place 
to-  Inwood  Avenue.  24TH  WARD.  SECTION 
11  GROTE  StREET— REGULATING.  GRAD- 
ING CURBING,  FLAGGING  AND  LAYING 
CROSSWALKS,  from  Belmont  Avenue  to  the 
Southern  Boulevard.  EAST  172D  STREET- 
REGULATING,  GRADING,  CURBING,  FLAG- 
GING AND  LAYING  CROSSWALKS,  from  Je- 
rome Avenue  to  the  Grand  Boulevard  and  Con- 
course. 

HERMAN  A.   METZ. 

Comptroller. 

City    of    .N"ew    York.    July    12.    liKHi. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  July 
iS  to  27.  1906.  of  the  ConfirmaUon  by  the  Board 
of  Revision  of  Assessments  and  the  entering  in 
the  Bureau  for  the  Collection  of  Assessments 
and  Arrears,  of  Assessments  for  LOCAL  IM- 
PROVEMENTS IN  THE  BOROUGH  OF 
QUEENS. 

1ST  WARD,  LOCKWOOD  STREET— REGU- 
LATING, GRADING,  CURBING,  FLAGGING 
AND  PAVING,  from  Broadway  to  Grand  Ave- 
nue. 

HERMAN  A.   METZ. 

Comptroller. 

City    of    .\"ew    York.    July    12.    1906, 

-ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  July 
13  to  27,  1906,  of  the  confirmation  by  the  Board 
of  .'Assessors  and  the  entering  in  the  Bureau  for 
the  Collection  of  Assessments  and  Arrears,  of 
Assessments  for  LOCAL  IMPROVEMENTS  IN 
TKE    BOROUGH    OF    BROOKLYN. 

25TH  AND  261 H  WARDS,  SECTION  6.  NOR- 
UJtiK  PLACE  —  REGULATING,  GRADING. 
C.tTRBING  AND  PAVING,  between  Truxton 
Street  and  the  tracks  of  the  Manhattan  Beach 
Division  of  the   Long   Island   Railroad. 

26TH  WARD,  SECTION  13.  CHESTNUT 
STREET— GRADING.  PAVING  AND  CURBING, 
between  Liberty  and  Belmont  Avenues.  NOR- 
WOOD AVENUE— REGULATING.  GRADING. 
CURBING  AND  LAYING  CEMENT  SIDE- 
WALKS, between  Jamaica  Avenue  and  Atlantic 
Avenue.  HEMLOCK  STREET— REGULATING, 
GRADING,  CURBING  AND  LAYING  CEMENT 
SIDEWALKS,  between  Jamaica  Avenue  and 
Etna  Street.  CRYSTAL  STREET— REGULAT- 
ING, GRADING.  CURBING  AND  PAVING',  be- 
tween  Liberty  and   Belmont   Avenues. 

29TH  WARD,  SECTION  l.''!.  SEWER  BASIN 
at  northeast  corner  of  LENOX  ROAD  AND  NOS- 
TRAND  AVENUE  and  northwest  corner  of  LEN- 
OX'ROAD  AND  NEW  YORK  AVENUE.  NEW 
YOpK  AVENUE — PAVING,  between  Avenue  C 
(Clarendon    Road)    and    Newkirk    Avenue. 

30TH  WARD.  SECTION  18.  TENTH  AVENUE 
—REGULATING  AND  GRADING,  between  7nth 
and   86th   Streets. 

HERMAN  A.   METZ.       , 
Comptroller. 

City   of    New    York— Department   of   Finance,  ) 
Comntroller's    Office.    July    12.    1901!.      ( 


proposals. 


Headquarters  of  the  Fire  Department  of  The 
Ctty  of  New  York,  Nos,  l.''i7  and  l;V,i  Bast  Sixty- 
seventh  Street,  Borough  of  Manhattan,  The. City 
of    New    Y'ork. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office  until   10.30  o'clock  A.   M.   on 

THURSDAY.   JULY    19.    1906. 
Borough   of   Manhattan. 
No.   i.     For     furnishing     and     delivering     hay. 
straw,    oats,    bran,    oil.  meal    and    salt    for    com- 
panies  located   in   the  Borough   of ■  Manhattan: 

Borough   of  The   Bronx.  ••   - 

No.  2.  For  furnishing  and  delivering,  hay. 
sti^*',  oats,  bran,  oil  meal  and  salt  for  com- 
paAles  loeated  In   the  Borough  of  The  Bronx:; 

Borotigli  of  .Richmond.  .  ",    " 

No.  3.    For     furnishing     and     delivering     hay,  ■ 
ntraw,'   oats,    bran,    oil  'meal    and    salt    for    com- 
panies loi'aied  in   the  Borough  of  Richmond. 
For  full  particulars  see  Clly   Record. 

JOHN    H.    O'BRIEN, 

Fire  Commisiiioner. 
Dated   July   7.   1906,  .  ■_...;..•....■..   :■: 


HERBERT  A.  SHERMAN 

REAL  ESTATE 
AUCTIONEER,     BROKER 

APPRAISER,  AGENT 

GEOUND    FLOOR    A8T0B    BUILDING 

9  Pine  and  10  Wall  St., 

Uptown  Office,  530  and  532   FIFTH   AVENUE 

Corner  44th  St..  under  5th  Ave.  Bank 
Tel.  Connections.     PriTat«  Wire  Between  Offices 

IProposals. 

Office  of  the  Department  of  Parks.  Arsenal 
Building.  Fifth  Avenue  and  Sixty-fourth  Street. 
Borough  of  Manhattan.  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
P.    M.    on 

THURSDAY.    JULY   26.   1906, 
Borough    of   Brooklyn. 
F'or    furnishing    all    the    labor    and    materials 
necessary  to  lay  cement  sidewalk  on   north  side 
of    concourse.    Coney    Island. 
For  full  particulars  see  City  Record. 
MOSES    HERRMAN. 

President; 
GEORGE    M.    WALGROVE, 
MICHAEL    J.    KENNEDY, 

Commissioners    of    Parks. 
Dated    July    II.    1906. 

Office  of  the  Department  of  Parks.  Arsenal 
Building.  Fifth  Avenue  and  Sixty-fourth  Street. 
Borough  of  Manhattan.  The  City  of  New  Y'ork. 
SEALED  BIDS  OR  ESTIMATES  will  be  re-, 
ceived  by  the  Park  Board  at  the  above  office 
of  ,  the  Department  of  Parks  until  3  o'clock 
P.    M.    on 

THURSDAY',    JULY    26.    1906, 
Borough    of    Brooklyn. 
For  regulating,   grading  and  paving  or   repav- 
ing   with   asphalt   pavement   on   a   concrete  foun- 
dation  the  roadway  of  Pennsylvania  Avenue  be- 
tween  .lamaica   Avenue   and   Sutter  avenue.    Bor- 
ough of  Brooklyn,  together  with  all  the  work  in- 
cidental   thereto. 
For  full  particulars  see  City  Record. 
MOSES    HERRMAN, 

President; 
GEORGE    M.    WALGROVE, 
MICHAEL    J.    KENNEDY, 

Commissioners    of    Parks. 
Dated    July    11,    1906. 

Office  of  the  Department  of  Parks,  Arsenal 
Building.  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan.  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
P.    M.    on 

THURSDAY',    JULY   26.   1906, 
Borough  of  Brooklyn. 
For   regulating,    grading  and   paving  or   repay- 
ing  with   asphalt   pavement  on  a  concrete  foun- 
dation   the    roadway    of    Glenmore    Avenue,    be- 
tween   Stone    Avenue    and    Doscher    Street,    Bor- 
ocgh    of    Brooklyn,    together   with    all    the   work 
incidental    thereto. 
For  full  particulars  see  City  Record. 
MOSES    HERRMAN, 

President; 
GEORGE    M.    WALGROVE. 
MICHAEL    J.    KENNEDY, 

Commissioners    of    Parks. 
Dated    July    11,    1906. 

Department   of  Public   Charities,    Foot   of   East 
Twenty-sixth    Street,     New    York. 


TO   CONTRACTORS. 


PROPOSALS  FOR   BIDS  OR  ESTIMATES. 


SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  Department  of  Public  Charities  at 
the  above   office   until   12  o'clock  M.    on 
FRIDAY.     JULY    20.     1906. 
For    furnishing    all  ,the    labor    and    material, 
necessary    to    remove    the    present    fire    escapes 
from    the   three   cottages   at    the   New   York   City 
farm   colony.    Borough   Of   Richmond,   and   to   re-, 
pi  ice  them  with  new  fire  escapes. 
For  full  particulars  see  City  Record. 

ROBERT     W.     HEBBERD. 

Commissioner. 
Dated  July  9.  1906. 

Office  of  the  President  of  the  Borough  of 
Manhattan.   City  Hall.  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived bv  the  President  of  the  Borough  of  Man- 
hattan, at  the  City  Hall,  Room  16,  until  3 
o'clock     P.      M.     on 

FRIDAY,    JULY   20,    1906. 

No.  1.  For  furnishing  all  the  labor  and  ma- 
terials required  for  building  sewer  appur- 
tenances in  West  One  Hundred  and  Sixty-third 
Street,  between  Broadway  and  St.  Nicholas 
Avenue. 

No.  2.  For  furnishing  all  the  labor  and  ma- 
terial required  for  building  sewer  and  appur- 
tenances in  West  One  Hundred  and  Sixty-fourth 
Street,  between  St.  Nicholas  Avenue  and  Broad- 
way. 

No.  .">.  For  furnishing  all  the  labor  and  ma- 
terial required  for  building  sewer  and  appur- 
tenances in  Broadway,  west  side,  between  One 
Hundred  and  Seventy-seventh  Street  and  One 
Hundred   and    Eightv-flrst    Streets. 

No.  4.  For  furnishinr  all  the  labor  and  ma- 
terial required  for  building  sewer  and  appur- 
tenances in  West  Two  Hundred  and  Thirteenth 
Street,  between  Harlem  River  and  Tenth  Ave- 
nue. .  ■ 

No.  5,  For  furnishing  all  the  labor  and  mi- 
'teriaJ'..  required  tor  building  sewer  and  appur- 
tenances in  Ninth  Avenue,  between  Two  Hun- 
.dred  and  Fifteenth  and  Two.  Hundred  and  Slx- 
■  teenth- Streets,  and  in  Two  Hundred  and  Fif- 
teenth Street,  between  Ninth  Avenue  and  Broad- 
way. 

No.  6.  For  furnishing  alt  the  labor  and  ma- 
twiat    TCqnictdi.  tor    jetonstruction.-.  of'., .outlet. 


sewer  and  appurtenances  under  Pier  61,  North 
River,  and  in  Marginal  Street  and  West  Twenty- 
first    Street, 

No.  7.  For  furnishing  all  the  labor  and  ma- 
terial required  for  reconstruction  of  sewer  and 
appurtenances  in  Columbus  Avenue,  between 
Sixt^-flrst  and  Sixty-second  Streets,  and  in 
Sixty-first  Street,  between  Columbus  Avenue 
and    Broadway, 

For  full  particulars  see  City  Record.- 

JOHN  F.  AHEARN. 
Borough    President. 

The  City  of  New  York.  July  0,  190U. 


IpubUc  mottces. 


PUBLIC  NOTICE  IS  HEREBY  GIVEN  to  the 
owner  or  owners  of  all  houses  and  lots  Im- 
proved or  unimproved  lands  affected  thereby 
that  the  following  proposed  assessments  have 
been  completed  and  are  lodged  in  the  office  of 
the  Board  of  Assessors  for  examination  by  all 
persons  mierested,  viz.: 

BOROUGH   OF   THE    BRONX 

List  8<.m,  No.  1.  Regulating,  grading,  curb- 
ing and  flagging  Elsmere  place,  from  Prospect 
avenue  to  Southern  Boulevard. 
■  ^'^'  J^^I'''-  ^°-  '^-  Kegulating,  grading,  curb- 
ing and  flagging  Oakland  place,  from  Belmont  to 
Prospect    avenue. 

All  persons  whose  interests  are  affected  by  the 
above-named  proposed  assessments,  and  who  are 
opposed  to  the  same,  or  either  of  them  are  re- 
quested to  present  their  objections,  in  writing 
to  the  Secretary  of  the  Board  of  Assessors.  No' 
,•  ^^'roadway.  New  York,  on  or  before  August 
14,  I.NK,,  at  II  A.  M..  at  which  time  aud  place 
the  said  objections  will  be  heard  and  testimony 
received    in    reference    thereto. 

For  full  particulars  see  City  Record. 

ANTONIO    ZUCCA, 

PAUL    WEIMANN, 
JAMES    H.    KENNEDY. 

„•,.,....    ,,  Board    of    Assessors. 

WILLIAM    H.    JASPER, 

Secretary, 
„..         ,    ^  No..  320  Broadway, 

l-ity    of    New    Y'ork,    Borough    of    Manhattan  ) 
July  12,  1906,     J 


CORPORATION     SALE     OF     BUILDINGS     AND 
,       APPURTENANCES     THERETO.      ON      CITY 
REAL  ESTATE. 

Public  notice  is  hereby  given  that  the  Commis- 
sioners of  the  Sinking  Fund,  by  virtue  of  the 
powers  vested  in  them  by  law,  will  offer  for 
sale  at  public  auction,  the  buildings,  parts  of 
buildings,  etc.,  standing  upon  property  owned 
by  the  City  of  New  York,  acquired  for  athletic 
field  purposes,  under  the  jurisdiction  of  the 
Board  of  Education  in  the  Borough  of  Queens 
being  the  property  bounded  by  Orchard  Street' 
Munson  Street  aud  the  East  River,  being  about 
.■{10  feet  on  Orchard  Street  by  474  feet  of  Mun- 
son Street. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above  described  buildings  and  appurtenances 
(hereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.  The  buildings  to  be  sold  are:  One 
in  the  centre  and  the  other  which  is  situate 
second  from  the  lighthouse.  The  sale  will  take 
place  on  MONDAY.  AUGUST  6,  1906.  at  11  a.  m: 
on    the    premises. 

For  full  particulars  see  City  Record. 

H.    A.    METZ, 

Comptroller. 

City    of    New    Y'ork— Department   of   Finance,  1 
Comptroller's    office,    July    11,    1906,     f 

CORPORATION     SALE     OF    BUILDINGS    AND 
APPURTENANCES     THERETO,      ON     CITY 
REAL   ESTATE. 
Public  notice  Is  hereby  given  that  the  Commis- 
sioners  of   the    Sinking   Fund,    by    virtue   of   the 
powers    vested    in    them    by    law,    will    offer    for 
sale    at    public    auction,    the    buildings,    parts   of 
buildings,    etc.,    standing    within    the    lines    and 
upon   property  owned  by  the  City  of  New  York, 
aiquired    for    the    Wantagh    Infiltration    Gallery, 
and  also  for  property  along  the  pines  and   East 
Meadow    Streams. 

All  the  buildings,  parts  of  buildings,  etc.,  situ- 
ate and  erected  upon  property  known  as  follows: 
On   No.    3.    property   formerly  owned  by   Bonner. 

Dwelling  house. 
On   Nt3.  4.   property  formerly  owned  by  Johnson, 

Dwelling   house   and    barn. 
On   No.   6.    property   formerly  owned   by  Abrams 

Est.,    Dwelling    house    and    2   small    stables. 
On   No.   8,   property  formerly  owned  by  Kamtfe, 

Dwelling    house    and    stable.  , 

On    No.    13,    jiroperty    formerly    owned    by    Mrs. 

Randall.     Dwelling     house    and     barn. 
On    No.    14.    property    formerly    owned    by    Wm. 

Mott,    Dwelling  house  and  outbuildings. 

Name  of    former  owners.      Description    of    Bldgs. 

Samuel    Kilpatrick.  . .  .     Frame    dwelling.     20x24 

ft..  2  stories  &  attic.  1st 

floor.  3  rooms;   2d   floor, 

4    roomy. 

Belmore     Irapvt.     Co. .     Frame     office     building, 

14x14    ft. 
Elizabeth     Baldwin...     Shanty   (old).   V&  stories 
26x14    ft.;    of    no    value 
if    removed. 
Lavinia     Whitmorc....     Frame        dwelling        IV^ 
stories     &    extension.     1 
floor:    main    huilding.    14 
x22    ft.      Extension.    13x 
I8V2  ft- 
Frederick     Welbel .  . .  .•-     Frame      dwelling.      2 
stories    &.    attic;     26.x24 
ft. :   1st  floor.  3  rooms  & 
hall;    2d    floor,    4    rooms 
&   hall. 
By    direction    of    the    Comptroller.  ■  the    sale  ef 
the  above  described  buildings  and  appurtenances 
thereto  will    be  made    under   the   supervision    of- 
the    Collector    of    City.  Revenue..  Department    'of. 
Finance.     The  sale  will  take  place  on  MONDAY. 
'AUGUST  13,  1908.  at  11  A.  M..  on  the  premises;" 
For  full  particulars  see  City  Record. 

H.    A.    METZ, 

Comptroller. 
City   of    New    Y'oi'k— Department   of   Finance, ) 
.  July  11,  :1906.   J: 
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July  14,  1906 


ADVERTISED    LEGAL    SALES. 

Sales  to  be  held  at  the  Real  Estate  Exchange. 
14  and  16  Vesey  st,  except  as  elsewhere  stated. 

July    14. 

No    Sales    advertised    for    this    day. 

July    16. 

1st  av,  No  346,  e  s.  46.6  n  20th  st,  22.6x58, 
4-sty  brk  tenement  and  store.  Frederick 
Zwickert  agt  Kate  Korsteger  et  al:  Steiner  & 
Petersen,  atfys,  309  Broadway:  George  Haas, 
ret.      (Partition.)     By  Joseph  P  Day. 

July    17. 

9th  st.  No  61,  n  s,  174.4  w  Broadway.  26x 
!>2.3.  6-sty  brk  loft  and  store  building.  John 
Drohan  agt  Edw  L  Kellogg  et  al;  Breed, 
Abbott  &  Morgan,  att'ys,  32  Liberty  st :  Al- 
fred Lauterbach,  ref.  (Amt  due,  $14.tUi8.5t~>: 
taxes,  &c.  $7.53.44.)  Mort  recorded  Jan  16. 
1893.      By    Joseph    P    Day. 

Webster  av,  s  e  cor  180th  st,  late  Welch  st. 
36.5x91. 2x42..">x90.  Frederick  C  McDonald 
agt  James  Wilkinson  et  al;  Geo  E  Gartland, 
att'y,  11  Wall  st;  Henry  W  Wolf,  ref.  CAmt 
due,  .1i6..361..36;  taxes,  &c,  .$2,109.67.)  Mort 
recorded    Sept    23    1896.      By    Joseph    P    day. 

Intervale  av  w  s.  291.11  s  167th  st,  50x88.1x 
.'i0.6x80.ll,  vacant.  Jacob  Hirsch  agt  East- 
ern Crown  Realty  Co  et  al;  McLaughlin  & 
Stern,    att'ys,    15    William    st;    Henry    J    Gold- 


smith, ref.  (Amt  due,  |3,311.21:  taxeB,  &c'. 
$55.13;  sub  to  a  prior  mort  of  $2,000.)  Mort 
recorded  Jan   17  1!X)5.     By  Joseph  P   Day. 

July    18. 

78th  st,  No  344,  s  s,  210  w  1st  av,  20x102.2, 
4-sty  stone  front  tenement.  Solomon  Fro- 
man  agt  Nathan  Froman  et  al :  Louis  Hess, 
att'y.  271  Broadway;  Edw  J  McGuire,  ref. 
(Partition.)      By    Joseph    P    Day. 

Franklin  av,  s  s,  part  of  lot  147  map  of  Vit- 
lage  of  Morrisania,  Bronx.  70x116x70x113. 
Harlem  Savings  Bank  agt  Chas  J  Sands  et 
al;  F  B  Wightman.  att'y,  22!>  Broadway;  Na- 
than Ottinger.  ref.  (Amt  due,  .|8,SOS.20; 
taxes,  &c  $;jl4.)  Mort  recorded  July  6  1904.* 
By   Joseph    P   Day. 

l.'!2d  st,  No  38,  s  s,  400  w  5th  av.  1.5x99.11, 
3-sty  stone  front  dwelling.  Peter  Moller,  Jr^ 
et  al  agt  Mary  McEntee  et  al;  C  Montieth  Gil- 
pin, att'y,  (is  William  st;  Arthur  D  Truax, 
ref.  (Amt  due.  $.s..S09.44;  taxes.  &c,  $15.) 
Mort  recorded  March  10,  1897.  By  Luis  W 
Mooney. 

1st  av.  No  836.  e  s.  7.5.10  s  47th  st.  25.3x60. 
5-sty  brk  tenement  and  store.  Geo  H  Drear 
agt  Jacob  Korn  et  al;  Frankenthaler  &  Sapin- 
sky,  att'ys,  .'i5  Nassau  st ;  Adolph  Stern,  ref. 
(Amt  due.  $7,5.55.39;  taxes,  &c,  $28.)  By 
Joseph    P    Day. 

July    19. 

Mott  av.  No  582,  s  e  cor  150th  st,  16.7xl00.6x 
16.8x100.7,    3-sty    frame    dwelling.      Lillian    C 


Howell  agt  Wm  P  Howell  et  al;  L  B  Tread- 
well,  att'y,  93  Nassau  st;  Sol  Kohn.  ref.  (Par- 
tition.)     By   Joseph   P    Day. 

July    '20. 

Union  av,  .s  w  s.  S0.8  s  e  ."th  st.  27.10x100, 
Westchester.  Emma  A  Bedell  agt  Charles 
Knauf  et  al;  Clocks  &  Clocke,  att'ys,  2022 
Boston  rd;  Leo  J  Matty,  ref.  (Amt  due, 
$2,451.40;  taxes,  &c,  $75.)  Mort  recorded 
April    7.    1!HJ2.      By   Joseph    P   Day. 

St  Georges  Crescent,  w  s,  355.6  s  Van  Cort- 
landt  av,  runs  s  25.4  x  w  70.9  x  s  16.7  x  w 
52.1  X  e  115,3  to  beginning,  2-sty  frame 
dwelling.  Katie  Markert  agt  Chas  F  Kurz 
et  al;  Isidore  Solomon,  att'y.  2162  Pitkin  <iv, 
Brooklyn;  Isaac  Phillips,  ref.  (Amtdue,  $1.- 
176.72;  taxes.  *c,  $141.44;  sub  to  a  prior  mort 
of  $2..5iK).l  .Mort  recorded  May  4,  1905.  By 
Joseph     P     Day. 

July    21. 

No    Legal    Sale.',  a.lve.tised  for   this   day. 

July    23. 

34th  St.  No  113,  n  s,  1(52.6  e  Park  av,  21x989, 
4-sty  stone  front  dwelling.  John  H  Gafney 
agt  Jam£s  E  Keane;  Thornton  &  Earle, 
att'ys,  ;^8  Park  Row;  Nicholas  J  Hayes,  sher- 
iff. (Sherlft'.s  sale  of  all  right,  title,  &c,' 
which  James  E  Keane  had  on  April  12,  1906, 
or  since.)      By  Joseph    P   Day. 


CONVEYANCES 


July  .">.  ti.  7.  0.   1<»  and   11- 
BOBOUGH   OF   BIAMHATTAN. 

Alien  St.  Nos  lit)  and  (12,  e  s,  lOO  s  Grand  st,  40x.S7.().  two  5-sty 
brk  tenements  and  stores.  Max  Moises  to  Aaron  Kommel.  Mort 
!t!53,(X)0.     July  ti.     July  7.   lOOti.     1;308— 9.     A  $12(1.(X)0— .$4.'>,(m:m). 

other  consid  and  K)l) 

Allen  st,   No  2  |  n  e  cor  Division  st.  l(X).]x27x — x37,  (>-sty  brk 

Division  st.  No  lOS  tenement  and  store.  Release  mort.  State 
Bank   to  Meyer  Frank.     June  2',t.     July  '.I,   HM)(i.     1;294.  7,(HI0 

Bank  st,  Nos  73  and  7.5,  n  s.  1(10  e  Bleecker  st,  50x1(10,  two  ti-sty 
brk  tenements.  Hyman  A  Brodv  et  al  to  David  Davidowitz. 
Mort  .$74.!l(IO.  June  2(i.  July  5,  lOIKl.  2:(>24— H4  and  ti(!.  A 
.f23,000— -ismXOlKI.  other  consid  and  1(H) 

Bleecker  st.  No  ISl.  n  s,  abt  80  e  McDougal  st,  24.2x75,  3-sty  brk 
and  frame  tenement  and  store.  Zelie  Dubois  formerly  Baron  to 
Elsie  Zanmatti.  July  5.  Mort  $(5,000.  July  H,  llXXj.  2;540 — 10, 
A   .$14IMIO— .^U.-'itK).  other   consid   and    100 

Bleecker  st.  No  283,  e  s,  25  n  Jones  st,  25x75,  5-sty  brk  tene- 
ment  and   store.      Samuel    Salzman    to   Sarah    Ackerman.      Mort 

$ .     Mar  1.     July  10,  190G.     2:590—50.     A  $13,500— 3!21,000. 

nom 

Same  property.  Sarah  Ackerman  to  Barter  Realty  Co.  Mort 
* .     June  2.     July  10.   19(Mi.     2:590.  other  consid  and  1(X) 

Broome  St.  No  .3o2,  n  s.  50  e  Forsyth  st.  25x100.  5-sty  brk  tene- 
ment and  store.  Betsey  R  Goldstein  to  Louis  A  Goldstein.  Mort 
$20,000.  July  2.  July  11,  liXKi.  2:419— "(i.  A  $22.(XHT— .$38.- 
000.  other  consid  and   1(K( 

Broome  st.   No  50  |  n  e  cor  Lewis  st,  25x75.  3-sty  frame  ten- 

Lewis  sl,  Nos  22  and  24|  ement  and  store.  August  Meckel  et  al 
HEIRS.  &c.  Henry  or  Heinrich  Meckel  to  Minnie  Witte.  Q  C. 
Dec   23,    1905.      July  9.    19<X!.      2:327—79.      A  .flO.OOO— .$lt;,00O. 

other  consid  and   10O 

Broome  st.  No  37.  s  s.  25.2  w  Goerck  st.  24.9x1(K)x24.8xloO.  5-sty 
brk  tenement.  Benjamin  Cohen  to  Abram  Bachrach.  Moris 
.$28,125.  July  2.  July  5.  I'.KXi.  2:32(i — 10.  A  .$13,(XK»— .$20,- 
0(X^.  other  consid  and   100 

Cannon  st.  No  110.  e  s.  100  s  Rivington  st,  25x100.  5-sty  brk  tene- 
ment. Hiram  Rinaldo  et  al  to  Nathan  Bitzick.  Mort  $15,0(M>. 
June  19.     July  0.   19(m;.     2:328.  other  consid  and  lOO 

Cannon  St.  No  (14.  e  s.  125  s  Rivington  st.  2.">xl(K).  .5-sty  brk  ten- 
ement. Hiram  Rinaldo  et  al  to  Sigmund  Leinhardt  and  Benjamin 
Fechter.     Mort  $15,000.     June  19.     July  0,  19()(;.     2:328. 

other  consid  and  ICH) 

Cannon  st.  No  (lO.  e  s.  175  s  Rivington  st,  25x100.  5-sty  brk  ten- 
ement and  store.  Hiram  Rinaldo  et  al  to  Benjamin  Fechter.  Mt 
$15,000.     June   19.     July  (!.   1900.     2:.S28.         other  consid  and  1(X) 

Cannon  st.  No  02.  e  s,  1.5(")  s  Rivington  St.  2.5x100,  .5-sty  brk  ten- 
ement. Hiram  Rinaldo  et  al  to  Tillie  Salvin.  Mort  $15.0(X). 
June  19.     July  0,  190(1.     2:328.  other  consid  and  KM) 

Cannon  st.  No  04.  e  s.  125  s  Rivington  st.  25xl(X^.  5-sty  brk  tene- 
ment. Sigmund  Leinhardt  et  al  to  Morris  Beer  and  Sam  Katz. 
Mort  $27.0t»n.     June  30.     July  7.  1900.     2:.328. 

other  consid  and  1IX) 

Cannon  st.  No  128.  e  s.  125  s  Houston  st.  2.5x1(X).  5-sty  brk  tene- 
ment and  store.  Joseph  Louis  to  Barnet  Shapiro.  Mort  .$34,8(K). 
July  1.     July  0.  liXMl.     2::i30— 12.  •  A  $12.000— .$28,000. 

other  consid  and   100 

Cathedral  Parkway,  n  w  cor  Broadway,  runs  w  100  x  n  IMJ.Il  x  e 
25  X  s  O.V.  X  e  75  to  Broadway,  x  s  90.  IO14  to  beginning.  1  and 
2-sty  frame  buildings.  John  Burlinson  to  Geo  F  Johnson.  Mi- 
chael Friedsam  and  Leopold  Kahn.  Mort  $135.(KIO.  July  9. 
1906.      7:1894.  other   consid   and   100 

Cherry  st.  No  318.  n  s.  71.11  e  Clinton  st,  21xl(X)x21xl(X).5,  4-sty 
brk  tenement.  Shapiro.  Levy  &  Starr  to  Esther  Goldman.  Cas- 
sie  Goldstein  and  Charles  Stadler  Mort  $15.(N)(1  July  ti.  July 
7,  19(>i.      1:25.S— 1.     A  $7.000— $15.1X10.  iOO 

Cherry  st.  No  318.  n  s.  71.11  e  Clinton  st.  21xl(X.>x21xKN).5,  4-sty 
brk  tenement.  Margt  D  Brinkman  to  Shapiro.  Levy  &  Starr.  July 
3.     July  0.  19045.     l:25i:t-]-.     A  $7,000 — $15,000. 

other  consid  and  100 

Cl-erry  st,  Nos  385  to  389  j  s  e  cor  Stjammel  st.  runs  e  71.3  x  s 

Scammel  st.  Nos  62  to  58  1     156.6  to  n  s  Water  st  x  w  71.3  to 

Water  st.  Nos  S$0  to  636  1  e  s  Scammel  st  x  n  151  to  beginning, 
ten  5-Bty  brk  tenements  and  stores.  Edwlo  Bergh  et  al  to  Abra- 
ham S  Schorner  and  Jacob  Wolf.  July  5.  July  10,  1906.  1:260 
— 57  to  61   and  5   to  0.     A  $54,000— $72,000. 

other  consid  and  100 


Cherry  st.   .No  2.30  ;n    e    cor    Kelham      al.      25. 0x108. 7x'25.1x 

Pelham  St.  Nos  Ki  and  18  j  109.7.  (i-sty  brk  tenement  and  store. 
Louis  Shapiro  et  al  to  Gerson  Krlmsky.  Morts  .$.53,625.  July 
10.     July  11,  1906.     1:255—12.     A  $15,000— $40,0<X). 

other  consid   and  100 

Same  property.  Gerson  Krlmsky  to  Abraham  Rothkrug.  %  part. 
Sub   to   Vt  of  all  liens.     July  10.     July   11,   I'.MIO.      1:2.55. 

other  consid  and   1(X) 

Clinton  st.  No  181,  w  s,  1.50  n  Hester  st,  24.(ix1IM>.  5-sty  brk 
tenement  and  store  and  4-sty  brk  tenement  in  rear.  Ellas 
Greenberg  EXR  Sarah  Redler  to  Rudolph  Federman.  Mort  $15,- 
(MMI.   July  3.   July   5,    19(Mi.    1:313-28.   A   $18.(MHI— .$24,(K)0.     33,.500 

Clinton  st,  No  181,  w  s,  abt  1.50  n  Hest?r  st,  24.ltx1(H),  5-sty  brk 
tenement  and  store  and  4-sty  brk  tenement  in  rear.  CONTRACT. 
Sarah  Redler  with  Rudolph  Federman.  Nov  27,  1905.  July  5. 
liMMI.      1:313—28.     A  $18.000— $24,(XXI.  33..500 

Clinton  st.  No  181.  w  s.  1.50  n  Hester  st,  24.tix10().  5-sty  brk  tene- 
ment and  store  and  4-sty  brk  tenement  in  rear.  Benjamin  Red- 
ler et  al  HEIRS,  &c,  Sarah  Redler  to  Rudolph  Federman.  Mort 
$15,(XK).     July  3.     July  5,  1906.     1:313—2,8.     A  $18.(HM»— .$24,(HH). 

other  consid  and   100 

Columbia  st.  No  1(X),  e  s,  325  n  Rivington  st.  25x100.  (i-sty  brk 
tenement  and  store.  Morris  Kerber  to  Marks  Kerber.  Mort  $33,- 
:MM).     July  5.     July  6,  1906,     2:334—52.     A  $15  (H)l)— $.'55,000. 

other  consid  and  100 

Cornelia  st.  No  1.5.  n  s.  abt  168  w  4th  st.  — x — .  4-sty  brk  tenement 
and  4-stv  brk  tenement  in  rear.  Charles  Brltton  to  Pietro  and 
Attilio  J  Zampieri.  .Mort  $7,(MI0.  July  3.  July  5.  I'.MHi.  2:.5!X) 
—38.     A  $10..5(.H>— $13,000.  nom 

Delancey  st.  No  192V:>.  n  s.  41.10  w  Ridge  st.  25x51.10.  5-sty  brk 
tenement  and  store.  Jacob  Bermardik  to  Max  Schenkman.  of  Ise- 
lin,  N  J  Mort  $20,024.93.  June  15.  July  7,  1i)06.  2:343-33. 
A   $13,IMX)— $1S(HX).  nom 

Division  st.  Nos  28  and  .30.  n  s.  abt  128  w  Chrystie  st.  ■J6,7x147.4x 
2.5x134.4  e  s.  (i-sty  brk  tenement  and  store.  Beno  Levy  to 
Philip  Sollow.  Mort  .$40,(XX».  July  5.  July  6,  1906.  1:289 — 31. 
A  .$25,000— .$.50,(XX).  other  consid  and  100 

Same  property.  Philip  Sollow  to  Louis  Rappaport.  Samuel  Ep- 
stein and  Nathan  Kirsh  and  Abraham  J  Dworsky.     Mort  .$.58..5<>0. 


w    Bedford   st. 


other  consid  and  KX) 
19.9xiH).   5-sty   brk 


n   s.   240.9  w   Bedford  St.   19.4x90.   3-sty  brk 


July  5.     July  (i.  12M)(;.      1:289. 

Downing    st .    No    .57.    n    s.    221 
tenement. 

Downing   st.   No 
tenement. 

Downing  st.  rear  of  No  (i1.  lot  begins  260.1  w  Bedford  st  and  70 
n  Downing  st.  runs  n  '2U  x  w  20.2  x  s  20  x  e  20.2  to  beginning. 
2-sty  brk  building. 

Carmine  st.  No  79,  n  s,  abt  310  w  Bedford  st,  runs  e  24  x  n  —  x 
s  —  to  beginning,  gore.  3-sty  brk  tenement  and  store. 

Houston  St.  No  228in  s.  0.8.(5  e  'Varick  st,  runs  e  2.5  x  n  43.4  x  n 

Downing  St.  No  (i4      '     41.4   to  s  s  Downing  st   x  w  2.5  x  s  34.11 
s  again  3(i.4  to  beginning.  .5-sty  brk  loft  and  store  building. 

49th  St.  No  134,  s  s,  4.'>0  w  (ith  av.  25xl(X).  3-sty  brk  stable. 

Theo  E  Senior  to-  Ida  L  wife  of  Theo  E  Senior.  1-9  part.  B  &  S. 
June  .8.  July  5.  1!XX1.  2:.52H— 1H  and  24,  87  and  ,S8.  A  $25..50O 
— .$:^5.(X10;  5,82—18.  A  .$3.5CH')— .$6,000;  and  4:1(X)1-,51.  A  $28,- 
(KXI— $2J),(XX).  7.000 

East   Broadway.  No  234in   s,   abt   166  e  Clinton  st,   23.10x107.8  to 

Division  st.  No  223  |     s  s  Division  st.  two  3-sty  brk  tenements, 

store  on  Division  st.  Henrv  L  Rosen  et  al  to  .-Augusta  E  Smith. 
Mort  $27..->(X>.  July  10.  July  11,  190t).  1:28i; — 18  and  74.  A 
$23,0(K>— $26,000.  '  other_consjd   and   100 

East  Broadway.  No  47.  s  s.  315  w  Market  st.  2.5x7.5. .5.  .5-sty  brk 
tenement  and  store.  Joseph  Horwitz  to  David  Harris  and  Sam- 
uel Bykowskv.  Mort  $25.(HH).  June  18.  July  11.  1<X)6.  1:2,S0 
—37.      A.  $19.(.IOO— .$,30.(KX).  other   consid   and   1(X> 

East  Broadway.  No  209.  s  s.  abt  122  w  Clinton  st.  2.5x87.6,  4-sty 
brk  building.  Wolf  Rosenberg  to  Abraham  Fisher.  Mort  .$31.- 
000.     June   2;!.      July  5,   19(.X5.      1:285—21.     A   $19.(KX)— $,3:5.(X>n. 

other  consid  and  1(X) 

East  Broadway.  No  17.5.  3  s,  abt  155  e  Rutgers  st.  26x100,  4-sty 
brk  loft  and  store  building.  Marcus  Jaffc  to  The  Forward  Assoc. 
Mort  .$37,000  June  29.  July  5,  llKXi.  1:284—23  A  .$25,000— 
$28,(XI0.  nom 

Eldrldge  st.  No  2(X5.  w  s.  abt  2(X)  n  Rivington  et.  25xl(X'),  5-3ty 
brk  tenement  and  store  and  4-sty  brk  tenement  in  rear.  Au- 
gust Wltzel  EXR,  4c.  Julia  W  Noll  to  Solomon  Blinder.  Mort 
$14,000.  Jnly  5.  July  6,  1909.  2:421—68.  A  .$17,000— $24 - 
000.  38.250 

Elizabeth   st.  No   170,  e  e.   101. T  a  Spring  st.   19,3x50x18.9x49.10,      ■ 
4-Bty   brk    tenement   and   store.     Teresa   Gldarl   widow   to   Fran- 
cesco  GIdari.      Mort   $8,000.     July  6.     July  11.   1906.     2:478— 
15,     A  $6.lX»0 — $10.0(X)  other  consid  and  lO) 


Th*  text  or  tbeie  pa(ei  li  oopjrlBbted.     All  rlfhti  ut  rmrrtA.      Notice  Is  hereby  given  that  Infringement  will  lead  to  proieeutloa. 
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Elizabeth  Bt,  No  237,  w  a,  121  n  Prince  at,  20.2x91x20.0x01.3,  5-8ty 
bric  tenement  and  store.  Release  mort.  Corporate  Realty  Assoc 
to  Rocco  M  Marasco.  June  2.  July  5,  IJHXJ.  2;508 — 43.  A  $11,- 
000— iflCOOO.  4.000 

Same  property.  Rocco  M  Marasco  to  Gaetano  Malzone.  July  3. 
July  5,  1000.     2:508.  other  consid  and  100 

Essex  St,  No  152.  e  3,  75  s  Stanton  st.  24.11x99.9x25x99.10,  4-sty 
brk  tenement  and  store  and  4-siy  brk  tenement  in  rear.  Moses 
Valenstein  to  Abraham  S  Levy.  Mort  $31, (XK).  July  0.  July  9. 
liXMJ.     2:3.54—11.     A  iflH.OOO— $24,0(W.  other  consid  and  100 

Essex  St,  No  149,  w  s,  100  s  Stanton  st,  25x89.4,  3-sty  brk  tene- 
ment and  store.  Klara  Josephsohn  to  Samuel  Solomon.  Mort 
$22,000.    July  2.    July  6,  liHH!.    2:411—59.    A  $17,000— $19,000. 

other  consid  and  100 

Forsyth  st.  No  43,  w  s,  150.2  n  Canal  st,  24.10x100,  5-sty  brk  tene- 
ment and  store.  Solomon  Frankel  et  al  to  Rosie  Abraham  and 
Marie  Leschnik.  Mort  $39,(MI0.  July  10,  19<^H).  1:302 — 25.  A 
$18,000— $30,000.  other  consid  and  100 

Forsyth  st.  No  70,  e  s,  1(H).7  n  Hester  st,  25x100,  5-sty  brk  tene- 
ment and  store.  Betsey  R  Goldstein  to  Louis  A  Goldstein. 
Mort  .f23,«MJ0.  July  2.  July  11,  1900.  1:3<>)— 5.  A  $18,0<K1— 
$35fK.)0.  other  consid   and    1(K» 

Goerck  st,  No  33,  w  s,  1.50.2  n  Broome  St.  24.11x100,  5-sty  brk 
tenement  and  store.  Barnet  Moss  et  al  to  Shapiro,  Levy  & 
Starr.  Mort  $20,000.  July  0.  July  10,  1900.  2:,327— 58.  A 
$8,000— $25,0(H).  other  consid  and  100 

Goerck  st.  No  8.  e  s,  125  s  Broome  st,  25xl<K).  5-sty  brk  tenement 
and  store  and  4-sty  brk  tenement  in  rear.  Isadore  M  Levy  to 
Isidor  Horwitz  and  Bernard  Lazarowitz.  Mort  .$29,750.  July  3. 
July  5,    19(Hi.      2:321—1.      A   .fS.OOO— $15,000. 

other   consid    and    KMJ 

Gouverneur  st.  No  ,58.  e  s,  abt  70  s  Monroe  st.  2.5x99.10.  5-sty 
brk  tenement  and  store  and  4-sty  brk  tenement  in  rear.  Barnet 
Haber  to  Morris  Haber,  Samuel  Dworkowitz  and  David  Haber. 
Mort  .1t20..500.  June  29.  July  11,  1900.  1:201—75.  A  $12,000 
—$15,000.  other  consid  and  100 

Same  property.  Morris  Haber  et  al  to  Meyer  Chapkowsky.  Mort 
$20,.5<IO.      July  9.      July  11,    19«H!.      1:201.         other  consid   and   100 

Greenwich  st.  No  275,  e  s,  .5.3  n  Murray  st,  20.9x87.9x24.11x79,  4- 
sty  brk  loft  and  store  building.  Richmond  Weed  to  James  A 
MacDonald.  Mort  $12,000.  July  0.  July  7,  190<>.  1:132—14. 
A  $19,700— $27,0<X I.  nom 

Greenwich  st.  No  275,  e  s,  .53  n  Murray  st.  20.9x87.9x24.11x79, 
4-sty  brk  loft  and  store  building.  Lizzie  V  Roloff  et  al  EXRS. 
&c,  Ernest  Roloff  to  Richmond  Weed.  Mort  *12,0CH>.  June  29. 
July  5.   I'.MX!.     1:132—14.      A   $l!t,70O— $27,000.  37,(J<X) 

Henry  st.   No  294.  s   s,  95.3  e  Scftmmel   st,   24x95x24xi>4.10,  5-sty 
brk  tenement  and  store.     Samuel  Klausner  to  Joseph  Katz.     Mort 
$20.(X10.      July  5.      July  0,   liXH!       1:207—73.      A   $13,(J<X>— $18.- 
-000.  nom 

Hester  st.  No  113,  n  s,  111.8  e  Forsyth  st,  21.8x75,  5-sty  brk  tene- 
ment and  store.  Morris  Goldstein  to  Miriam  King.  Mort  .$2.5,- 
.50(».     July  2.     July  9.  1900.     1:;{(.X!— .'W.     A  $14.(.KX>— $19,ai0.     100 


Houston  St.  Nos  404  and  4(Ki 

Sheriff   st.   No   131 

2d  st,   Nos  2t»5  and  297 

Bleicher.      1 

000.      July  1 


w  cor  Sheriff   st.   40x.58.1    to  2d   st, 

40.4x52.11,    0-sty    brk    tenement    and 

store.      Max   Schwartz  et   al   to   Isaac 

part,  right,  title  and  interest.     Mort  1-5  of  .$45,- 

July  0.   190t5.     2:371—20.     A  $30,0<X>— .$.50,(K)0. 

nom 

Houston  st.  No  451,  s  s,  .50  e  Cannon  st,  2.5x100.  I 

Houston  st.  No  4,53.  s  s,  7.5  e  Cannon  st.  2.5x100.  | 

two  0-sty  brk  tenements  and  stores.  Barnard  Galewski  to  Isi- 
dor Birnbaum  and  Herman  Beck  of  Bridgeport.  Conn.  Mort  .$8().- 
0(K).  June  .'i.  July  9,  1900.  2:330—17  and  18.  A  $28,0CK>— $72.- 
000.  other  consid  and   100 

Houston   St.   No   119  js  e  cor  Chrystie  st,  27x74.3,  0-sty  brk 

Chrystie  st,  Nos  232  and  234  |  tenement  and  store.  Abraham  B 
Minsky  to  Martin  Engel.  Mort  $40,000.  Jitly  2.  July  11,  1900. 
2:422—10.      A    .$20.(X)0— .$38,(XJ0.  other   consid    and    K.K) 

Same  property.  Martin  Engel  to  Frieda  Hart.  Mort  .$.50.0tM1. 
July   10.     July   11.   IIKIO.     2:422.  other  consid  and   100 

Houston  st,  No   lilt  |s  e  cor  Chrystie  st.  27x74.3,  0-sty  brk 

Chrystie  st,  Nos  232  and  234  I     tenement      and      store.        Josephine 
f      Hamberger    widow   to   Abraham   B   Minsky.      Mort    $24,(KX1.      July 
2.      July   11,   liXXi.      2:422—10.     A   $20.000— $.38.CKI0. 

other  consid   and  100 

Houston  st,  Nos  34  and  30,  n  s.  abt  20  e  Greene  st.  40x83.  9-sty 
brk  loft  and  store  building.  Andrew  J  Kerwin  Jr  to  Samuel 
Kempner.  4-5  parts,  and  Henry  P  Davy.  1-5  part.  Mort  .$!M».CHXl. 
July  9.      July   11,    ISKMi.      2:52.3—29.      A   .$.50,0(M)— $110,(KH>. 

'  other  consid   and    1(K> 

Howard  st,  Nos  22  to  20   |   n  s.  2.5  e  Crosby  st,  runs  e  7.5  x  n  11.5.10 

Crosby  st.  Nos  .5  and  7|.  x  w  St9  to  Crosby  st,  x  s  30  x  e  24. .3  x 
s  87.1  to  beginning,  0-sty  brk  loft  and  store  building.  Henry 
C  Deknatel  to  Sidney  Maddock.  hi  part.  All  title.  Mort  $90.- 
(XK).  June  27.  July  7,  19<X;.  1:233—30  to  .32.  A  .$59.2(H1— 
$122.(XKt.  nom 

Same  property.  Release  dower.  Barbara  Deknatel  widow  to  same. 
June  .30.     July  7.   1900.      1:2.33.  omitted 

Same  property.  Henry  C  Deknatel  and  ano  exrs.  &c,  John  A  Dek- 
natel to  Sidney  Maddock.  Vz  part.  All  title.  Mort  .$(KXO(X). 
June    22.      July    7,    llKXl.      1:2.33.  nom 

Irving  pi.  No  40,  e  s,  39.0  n  10th  st,  19..5x80.4,  3-sty  brk  dwell- 
ing. Louis  V  Sone  to  Investors  &  Traders  Realty  Co.  June  25. 
July   10,    1906.     3:872—20.      A   $17,.50O— $19,000. 

other  consid  and  100 

Jackson  st.   No  05  11  s   w   cor  Water  st,   2.3.4x114,  0-sty   brk 

Water  st.  Nos  0.8^^  and  t>8,5l  tenement  and  store.  Henry  Tlshman  to 
Diedrich  Gronholz.  Mort  .$51  .500.  July  5.  July  0.  llXXi.  1:243 
—87.     A  $12.0(X>— .$30,000.  other  consid  and  100 

Lewis  st.  No  111.  w  s,  180  n  Stanton  st,  20x100,  5-sty  brk  tene- 
ment and  store  and  3-sty  brk  tenement  In  rear.  Benjamin  Gott- 
lieb to  Sarah  Amsterdam.  1-.3  part.  Mort  .$19,.3IKt.  July  5, 
1900.      2:330—27.      A   $10,0(Xt— $15,(XH).  other   consid   and    100 

Lewis  st.  No  111,  w  s,  18X)  n  Houston  st,  20x100,  .5-sty  brk  tene- 
ment and  store  and  .3-sty  brk  tenement  in  rear.  Henry  Lerner 
et  al  to  Sam  Schulman,  Sarah  -Amsterdam  and  Benjamin  Gott- 
lieb. Mort  $14,000.  July  3.  July  5.  1900.  2;.33l>— 27.  A  $10,- 
■000 — $15,000.  _  other  consid  and  1(H» 

Lewis  St.  No  12.'^,  w  s,  .50  s  Houston  st,  2.5xlfM),  5-sty  brk  tenement 
and  store  and  4-sty  brk  tenement  in  rear.  Leon  Goldberg  to 
Josef  Schupper  and  Amalia  Stern.  Morts  .$27,2tK1  July  It.  July 
5.  1900.     2:3.30—21.     A  $13.0(H)— $20.<XI0.        other  consid  and   1(X) 

Ludlow  st.  No  1.52,  e  s,   100  s  Stanton  st.  25x89x25x89.1.  I 

Ludlow  st,  No  1.54.  e  s,  75  s  Stanton  st.  25x8!t.lx25x80.2. 

Ludlow  St.  No  1.5<i,  e  s,  .50  s  Stanton  st,  25x87.0.  I 

three  5-sty  brk  tenements  and  stores.  | 

Klara  Josephson  to  Jacob  Jacobowltz  and  Louis  Krause.  B  &  S. 
Morts    .$7.8,000.      July    2.      July   5,    19(Xi.      2:411—49   to   51.      A 

other  consid  and   100 


$48,000— .$09,000. 


Ludlow  st,  No  70,  e  s,  09.1  s  Broome  st,  19.1x75.  5-sty  brk  tene- 
ment and  store.  Morris  Wekselblatt  to  Simon  Goldstein.  Mort 
$21,.5<.M>.     July  0.     July  7,  1900.     2:408—35.     A  $13,000— $18,000. 

other  consid  and  100 

Ludlow  st.  No  1.37.  w  s.  75  n  Rivington  st,  25x,87.0,  0-sty  brk  ten- 
ement and  store  and  5-sty  brk  tenement  in  rear.  Wm  Frieder 
to  Hyman  Stecher  and  Nathan'  Leibner.  Mort  $44,000.  July 
7.     July  9,   1900.     2:411—31.     A  $17.000— $28,000. 

other  consid  and  100 

Ludlow  st,  Nos  152  to  100   |   s  e  cor  Stanton  st,  runs  s  125  x  e  — 

Stanton  st,  Nos   105  to   111  |     to  w  s  Essex  st  x  n  25  x  w  89.4  x  n 

Essex  St.   No  149  |    25  x  w  1.0  x  n  75  to  s  s  Stanton  st 

x  w  87.0  to  beginning,  six  5  and  one  3-sty  brk  tenements  and 
stores.  Gustave  Lieberman  to  Klara  Josephsohn.  B  &  S.  July 
2.  •  July  6,  1900.    2:411 — 49  to  53  and  59.  A  $106,000— $151,000. 

other   consid   and    100 

Same  property.  Helen  C  Mostyn  and  ano  to  Gustave  Lieberman. 
B  &  S.     June  25.     July  0,  1900.     2:411.         other  consid  and  100 

Macdougal  st.  No  12.5   |  n   w   cor  .3d   st.  20x05.9x20x0.5.!*,   4-sty   brk 

3d  st.  No  119  I     tenement   and   store.     Margaret  E  Hughes 

et  al  EXRS  and  TRUSTEES  of  Henry  Hughes  dec'd  to  Gertrude  H 
Hillenbrand.  June  19.  July  5,  190(5.  2:543—00.  A  $15,000— 
$18.0tK>.  24,000 

Macdougal  st.  No  125   |n   w   cor   .3d   st,    20x65.9x20x0.5.9,   4-sty   brk 

.3d  St.   No   119  I     tenement  and  store.    Margt  E  Hughes  et  al 

HEIRS.  &c,  Henry  Hughes  to  Gertrude  H  Hillenbrank.  Q  C. 
June    19.      July  5.   19<X1.      2:543— <iO.     A   $15.(l<Xt— $18.(XX>.         nom 

Madison  st,  No  80,  s  s,  172.8  e  Catherine  st,  25x100.8,  5-sty  brk 
tenement  and  store.  Betsey  R  Goldstein  to  Louis  A  Goldstein. 
Mort  $20,(X)0.  July  2.  July  11,  1900.  1:270—40.  A  $17,000 
— .$32,(KR>.  other  consid  and   100 

Monroe  st,  Nos  231  and  23.3,  n  s,  119.0  e  Scammel  st,  48x90,  two 
5-sty  brk  tenements.  David  Berkman  et  al  to  Morris  Kaplan. 
Morts  $72,(X10.  July  3.  July  5.  1900.  1:200—18  and  19.  A  $24,- 
(KKI— $40,0<X>.  ■  other  consid  and  100 

Monroe  st,  No  133,  n  s,  182.10  w  Jefferson  st,  25x100,  6-sty  brk 
tenement  and  store.  Morris  Goldstein  to  Adolph  Shapiro.  Mort 
.$39,850.     July  2.     July  7,  19tK;.     1:271—5.     A  $17,<KK)— .$40,(XX). 

other  consid  and  KtO 

Monroe  st.  No  10,  s  s,  abt  225  e  Catharine  st,  2.5x49x25x40.10  e  s, 
0-sty  brk  loft  and  store  building.  Arthur  E  Smith  et  al  to  Louis 
Alterisi.  Mort  $12.(XMI.  July  2.  July  7,  190t).  1:2.5.3—100.  A 
.$9,04X>— $10,(XKI.  other  consid  and   1(X) 

Monroe  st.  No  11  n  s.  abt  175  e  Catharine  si;.  25x100.  5-sty  brk 
tenement.  Abraham  Levenstein  et  al  to  Joseph  Louis  of  Brook- 
lyn. Mort  .$.34,400.  July  5.  July  9,  1906.  1:270— .5.  A  $10,- 
(XMJ — .$32,000.  other  consid  and  100 

Monroe  st.  No  277.  n  s.  25  e  Jfackson  st,  2.5x95,  5-sty  brk  tenement 
and  store,  .\braham  Bluratierg  et  al  to  Morris  Fineberg.  Mort 
$21.0<X).     July  1.     July  9,    19(M1.      1:20.5—2.     A  .$8.0(X>— $13,000. 

other  consid  and  100 

Mulberry  st.  No  238,  e  s,  1,83.6  s  Prince  st.  25x100.  5-sty  brk  ten- 
ement and  store.  Alessandro  Delli  Paoli  to  Orazio  La  Cagnina. 
Mort  .$21.<MHI.  July  5.  July  0.  llKMj.  2:494—8.  A  $15,000— 
.$24,000.  nom 

Oliver  st.  No  64,  e  s,  54.2  s  Oak  st,  20x100x2.5x100,  5-sty  brk  ten- 
ement and  store  and  ,5-sty  brk  tenement  in  rear.  Martin  Garone 
to  Giuseppe  and  Vincenza  Torino.  Vi  part  right,  title  and  inter- 
est. Mort  $20,7.50.  July  5.  July  7,  ISXX!.  1:2.52—05.  A  $12,- 
000— $2( (.OOO.  other  consid  and  100 

Orchard  st.  No  101,  w  s.  abt  75  s  Delancey  st,  25x80.0,  5-sty  brk 
tenement  and  store.  Joseph  Swernofsky  et  al  to  Morris  Silver- 
man, V.  part.  Isaac  Leader.  Vi  part,  and  Jacob  Bloom,  %  part. 
Mort  .$33„5(M).  July  7.  July  11.  1900.  2:414— .54.  A  $10,0(X) 
— .$28.(XlO.  other  consid  and   KK) 

Pearl  st.  No  19,  n  s,  76.3  w  Whitehall  st,  runs  n  38.5,  21.2  and  57.7 
X  w  10.2  X  s  75.11  and  40.5  to  st,  x  e  19  to  beginning,  2-sty  frame 
building.  Eliz  H  Jaques  widow  to  Chesebrough  Building  Co.  June 
26.    July  7,  190().     1:9—32.     A  $2,.500— .$25,500.  100 

Pearl  st,  Nos  224  and  220,  s  s,  abt  85  w  Burling  Slip,,  22x94.10x 
23.0x102.3,  in  two  courses,  e  s,  5-sty  brk  loft  and  store  build- 
ing. Ida  G  Rosenfeld  to  Clayton  Rockhill.  Mort  $30,000.  July 
(i.     July  7,   llXHi.     1:70—26.     A  $18,700— $32,700. 

other  consid  and  100 

Pitt  St.  e  s.  1.5(1  s  Delancey  st,  strip  S.lVixlOO.  Ignatz  M  Rot- 
tenberg  to  Osias  Springer.     July  3.     July  5.  190(3.     2:.337. 

other   consid   and   100 

Pitt  st.  No  137.  w  s,  75  s  w  Houston  st,  25x100.  5-3,ty  brk  tenement 
and  store  and  3-sty  brk  tenement  in  rear.  Ignatz  Bleich  et  al  to 
Samuel  Koshetz  and  Hyman  Weiner.  Mort  $27,200.  Mar  14, 
liKXJ.  Rerecorded  from  Mar  14.  1900.  July  5,  1901!.  2:34.5— 
58.      A.^  $18.0(XV— $24.(H»0.  1(X) 

Pitt  st-.  No  1.37,  w  s,  75  s  w  Houston  st,  25xl(X).  5-sty  brk  tene- 
ment and  store  and  4-sty  brk  tenement  in  rear.  Samuel  Koshetz 
et  al  to  Louis  Strumpt  and  Morris  Haber.  Mort  $29,350.  July 
5.     July  6,  1!)00.     2:. 34.5— .58.     A  $1S,1XX>— $24,000. 

other  consid  and   1(X) 

Prince  st.  No  159,  n  s,  7.5  w  West  Broadway,  2.5x9.5.  .5-sty  brk  ten- 
ement and  store.  Marx  Ottinger  et  al  to  Louis  Kovner.  Mort 
$28.0(X).  June  15.  July  9,  191X!.  2:516—42.  A  $21,((00— .$24,- 
(KIO.  other  consid  and  100 

Same  property.  Louis  Kovner  to  Sigmund  Sturm,  Newark,  N  J. 
Mort  $28,1KM>.     July  2.     July  9.  190(i.     2:510. 

other  consid  and  100 

Rivington  st.  No  02,  n  s,  60.3  w  Allen  st.  22.1x7.5,  3-sty  brk  tene- 
ment. Bernard  Frankel  to  William  Frank.  Mort  $19,(X)0.  July 
2.     July  0,   liXtO.     2:416— .35.     A  $13,0(X»— $17,(X)0.  nom 

Rivington  St.  No  .307  |s  e   cor  Lewis   st,   24.11x80x25x80,   0-sty  brk 

Lewis  st.  No  08  |  tenement  and  store.  Joseph  Morowitz  et 
al  to  Isidor  Wexler  and  Herman  Posner.  Mort  .$37.(XX1.  June 
22.      July  5.    llXXj.     2:328-^8.      A  $15,000— .$.35,000.  nom 

Rivington  st.  No  .307  Is   e   cor   Lewis   st,   24.11x80x2.5x80,   6-sty  brk 

Lewis  st.  No  08  |  tenement  and  store.  Isidor  Wexler  et  al  to 
Cora  Kirschberg  and  Annie  Briskie.  Mort  $47.0(X>.  July  2.  July 
5,   1906.      2:328 — J8.     A   $15,000— .$35,000.       other  consid  and  100 

Roosevelt  St.  No  94.  e  s.  abt  93  s  Batavia  st,  20.3x4Ox20x.56.0, 
4-sty  frame  (brk  front)  tenement  and  store.  Thos  J  Riordan 
to  Elizabeth  V  Riordan.  July  11,  1900.  1:111—18.  A  $4,1 00— 
$8,0tH».  250 

Roosevelt  St.  Nos  90  and  92.  e  s.  120  n  w  Cherry  st,  40x(j2.0x40x 
01.5,  ()-sty  brk  tenement  and  store.  Rapahel  Miroslowsky  et  al 
Raphael  and  Samuel  Miroslowsky.  Mort  .$41.(XX).  July  2.  July 
5.   liMXi.     1:111—19.     A  $12,(»(j — $34,000.       other  consid  and  100 

Roosevelt  st,  Nos  90  and  92,  e  s,  120  n  w  Cherry  st,  40x62. 6x40x 
01. .5,  6-sty  brk  tenement  and  store.  Rapahel  Miroslawsky  et  al 
to  Louis  Lebewohl.  '■.  part.  All  title.  All  liens.  July  2.  July 
5,  1006.     1:111—19.     A  $12,600— $34,000.        other  consid  and  100 
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Rutgers  pi,  No  2      |  s  e  cor  Jefferson  st,  25.4x80. 1  x2o.4x89.8,  6- 
Monroe  st  I     sty  brk  tenement  and  store.     Nathan  Lam- 

Jeffsrson   st,  No  59|     port  to  Mav  Goldberg  and  Barney  Goldstein. 
Morts  .$(;4,00O.     July  0.     July  U,  1900.     1;257— 31.     A  ^-^-J-^^^'—^, 
!fi45  000  other  consid  and  l(K( 

South  St.  Nos  281  to  283,  n  s,  48  w  Clinton  st,  72x74.8x72x74.3, 
1  and  2-sty  frame  buildings  of  coal  yard,  with  bulkhead  and 
wharfage  rights,  &c.  William  Muhlenberg  to  the  Muhlenberg 
Coal  Co.  Mort  $18,000.  July  9.  July  10,  1906.  1:241— 24t>— 9 
and  11.    A  10,000— $7,000.  ^^  ^  „_     40,000 

Stanton  st,  Nos  278  and  280,  n  s,  45.1  w  Cannon  st,  39.9x(5,  6-sty 
brk  tenement  and  store.  Fischel  Weintraub  to  Morris  Schlff. 
%  part.  All  title.  Mort  .f.^4,500.  May  9.  July  10,  1906.  2:335 
— 81.     A  $20.000 — P  .$42,000.  other  consid  and  100 

St  Marks  pi.  No  7|  n  s,   122  e  3d  av,   24xl22.lix   irrcg  xllO.ti.  6-sty 
8th  st  !      brk  tenement  and  store.     Abraham  Margolin  to 

Mayer  Mirken  and  Chas  J  Fox.     Mort  $40,000.     July  2.     July  11, 
I'.lOli      2-4(i4— 57.     A  3:20,000— $40,0110.  other  consid  and  100 

Sullivan  st.  No  148,  w  s,  abt  255  n  Prince  st,  25x100,  5-sty  brk 
tenement  and  store.  Saml  J  Ashley  et  al  to  Isaac  Schlachetzky 
and  Abraham  Blumberg.  July  5.  July  7,  1906.  2:518—34.  A 
.1;14..-,00— $l.s,(WI.  nom 

Sullivan  st.  No  134,  w  s,  78  n  Prince  st,  22x75.  3-sty  brk  tene- 
ment and  store.  Annunziata  Farina  to  Peter  J  Rubino  and  An- 
drew Leone.  Mort  $10,000.  July  5.  July  7.  1906.  2:518 — 12. 
A  $9,000 — ,$!l.500.  other  consid  and  1(X) 

Washington  st.  No   ]93[  n  e  cor  Fulton  st,  runs  n  24.7  x  e  50.10  x 
Fulton  St.   No  237        |     s  4.6  x  e  2  x  s  w  19  to  Fulton  st,  x  w  48 
to  beginning,  4-sty  brk  building  and  store.     Hopie  L  Smith  et  al 
10  Corneliuett  Smith  and  Ella  G  Starkey.     3-8  parts.     All  title. 
B  &  S.     June  5.    July  0,  190G.     1:83-5.     A  $24.1KX>-$31,.500. 

other  consid  and  100 
Same  property.     The  Farmers  Loan  and  Trust  Co  EXR,  &c.  Max- 
well Smith   to  same.     1-8  part.     July  2.     July  6,   190«j.     l:8;i 

1 ,2.j0 

Same  property.     Release  dower.     Louisa  M  Smith  widow  to  same. 

June  5.     July  6,  1906.     1:83.  nom 

Washington  st.  No  203,  e  s.  49.4  s  Vesey  st,  runs  e  48.2  x  n  4.10 
X  w  8.6  X  n  18.1  x  w  44.11  to  st.  x  s  24  to  beginning,  4-sty  brk 
building  and  store.  Joseph  T  Jones  to  John  H  Boschen.  Mort 
$24,000.  April  9.  July  7,  1906.  1:83-10.  A  $18,.500— $21  - 
r-,f)o  other  consid  and  100 

Water  st.  No  433  |  s  e  cor  Market  slip  or  st,  26x80, 

Market  st  or  slip,  Nos  92  to  98  |  5-sty  brk  tenement  and 
store.  Emanuel  Kapelsohn  to  Amelia  Rubinsky.  Mort  $28,000. 
July  9.     July  10,  1906.     1:249—44.     A  $11,000— $25,000. 

other  consid  and  100 

Water  st.   No  433  1   s   e   cor   Market   slip,   26x80,   5-sty   brk 

Market  slip,   Nos  92  to  OSf     tenement    and   store.     J   Frederic  Ker- 

nochan  et  al  as  COMMITTEE  Marie  Marshall  to  Emanuel  Kopel- 

sohn.     B  &  S.     June  28.     July  9,  1906.     1:249—44.     A  $11,000- 

$25  00t>  other  consid  and  100 

West'st,   Nos  143  and  144  |e  s,   106.1  s  Barclay   st,   runs  n 

Washington  st.  Nos  214  and  2161     42.6  x  e  74.9  x  s  15  x  e  109  x  n 

15  X  e  75  to  w  s  Washington  st  x  s  42.6  x  w  2.57.11  to  West  st 

at  beginning,  two  .'!  and  two  5-sty  brk  loft  and  store  buildings. 

West  st.  No  142,  e  s,  KMll  s  Barclay  st,  2.5x83.9x24x73.9  s  s,  3-sty 

brk  loft  and  store  building. 

Release  annual   rent,   claim,  Q  C,  &c.     The  Rector,  &c.  of  Trinity 

Church  to  Albert  Joske.     All  title.     Jan  9.  1906.     July  5,   19(F>. 

1.84—15  to  17,  32  and  .33.     A  $143.900— $174,000.  nom 

Wooster  st,  Nos  179  to  1.S3,  w  s,  100  s  Bleecker  st.  74.8x100,  7-sty 

brk  loft  and  store  building.     John  M  Cornell  to  J  B  &  J  M  Cornell 

Co.     Mort  $125,000.     Mar  18,  1903.     July  11,  1906.     2:,524— 18. 

A  $75.000— $140,(M)0.  ».„^°™ 

Same  properly.     J  B  &  J  M  Cornell  to  Charles  Fowler.  Mort  $120,- 

000.     Mar  21,  lOOC.     July  11,  1906.     2:524.  nom 

1st  st.  No  54,  n  s,  270.8  w  1st  av,  20.8x100.4x25.3x100,  6-3ty  brk 
tenement  and  store.  Louis  Horowitz  to  Abraham  Neuman  and 
Samuel  Resler.  Mort  $38,(XX).  July  2.  July  7,  1906.  2:443— 
.50      A  $12  000 — ,$.30,000.  other  consid  and  100 

2d  st,  Nos  302  and  304.  n  s,  118  w  Av  D,  50xl0(i,  3  and  4-sty  brk 
tenement  .and  store.  Reuben  Mapelsden  EXR  Anna  Mapelsden  to 
Joseph  Spivaek.  July  6.  July  11,  1906.  2:372—49  and  50.  A 
,$26,000— $32,000.  46,000 

2d  st,  Nos  .302  and  .304.  n  s,  118  w  Av  D,  50x106,  3  and  4-sty  brk 
tenements  and  stores.  Joseph  Spivaek  to  Joseph  Wolkenberg. 
Mort  .$36,0(10.  July  6.  July  11,  1906.  2:372—49  and  .50.  A 
$26.000— $32,000.  other  consid  and   100 

2d  st.  No  233,  s  s,  322.10  w  Av  C,  24.9x79.11x24.9x78.4,  6-sty  brk 
tenement  and  store.  Louis  Schwartz  et  al  to  Coppel  Deitchman. 
Mort  $.32,500.     July  9.     July  11,   1906.     2:384—21.     A  $11.5(X) 

$20,000.  "  other  consid  and  100 

3d  st,  Nos  V>4  and  66  |s  w   cor   West   Broadway,   .50x100, 

West  Broadway,  Nos  552  to  560  |     7   and  10-sty  brk   loft  and  store 

buildings.     Ann  Foley  to  Barbara  Cavinato.     Morts  $ .     July 

2.     July  11.  1906.     2:5.37— 18  and  19.     A  .$45,000— P  .$86,000.     nom 
3d  st.  No  408,  s  s,  136.1  e  Goerck  st,  45.4x77x45x82.9,  l-sty  frame 
building  and   vacant.      Moritz  Klein   to   Samuel   Gold.     1-3   part. 
Mort   1-3  of  $16,21.5.2.^.     June  8.     July  11,  1906.     2:3.56. 

other  consid  and  100 
3d   St.   No   19,   n   s.   200  w  2d  av,  25x84,  5-sty  brk  tenement  and 
store.     Max  Kotzen  et  al  to  Kotzen  Realty  Co.     July  5.     Morts 
$24,000.    July  6,  1906.     2:4.59-40.     A  $13.000— $24,000. 

other  consid  and  KjO 
4th  St.  Nos  1.55  and  157,  n  s,  300  w  Av  A,  .50x96.2,  6-sty  brk  tene- 
ment  and   store.      Morris   A   Wolinsky   to  Gizella   Popper.      Mort 
,$83,000.     July  3.    July  5,  1906.     2:432-46.     A  $28.000— .$65,000. 

KK) 
5th  st.  No  620,  s  s,  203.10  e  Av  B,  24.9x96,  4-sty  brk  dwelling. 
Max  Goldberg  to  Betty  Simon.  Mort  $17,000.  July  10.  July 
11  IfJOli.  2:387—20.  A  $13  OCX) — $17,000.  other  consid  and  100 
5th  st,  No  327,  n  s,  325  e  2d  av,  25x97,  5-sty  brk  tenement.  Ida 
Machiz  to  Albert  E  Lowe.  Mort  $23,000.  July  6.  July  10,  1906. 
2:447 — 45.     A  $14.000 — $18,000.  other  consid  and  100 

5th  st.  No  327,  n  s,  ;r25  e  2d  av,  25x97,  5-sty  brk  tenement.     Al- 
■    bert  E.  Lowe  to  Ida  Machiz.     July  5.     July  6,   1!X)6.     2:447—4.5 

A  $14,000— $18,000.  other  consid  and  100 

5th  st,  Nos  625  and  627,  n  s.  293  e  Av  B,  42.10x97,  6-sty  brk  ten- 
ement and  store.     Esther  Riedler  to  A ron  Kaufman  %  part,  and 
■      Nathan  Mackson  1/1  part.     Mort  .$(;4,000.     July  5.     July  (!.■  1906. 

2-388— .5.5.     A  .$22,"O00— $.55,000.  other  consid  and  100 

6th  st.  No  .538,  s  s,  123  w  Av  B,  23x97. 10x29.x—,  6-sty  brk  tene- 
ment and  store.  Jacob  Furmann  to  Samuel  Klang.  of  Kings  Co, 
.     N.Y.     Mort   $45,500.     July  3.     July  5.  1906.     2:40l. 

other  consid  and  1(K> 
6th  st.  No  5.30.  s  s,  424.7  o  Av  A,  2.5.1x97,  5-sty  brk  tenement  and 
store.      Albert   E  Lowe   to  .  Ida  Machiz.     July   5.     July   6.    190<i. 
2:401—25.     A   $13,000— $20,000-.  other  consid  and   100 


6th  st.  No  530,  s  s,  424.7  e  Av  A,  25.1x97,  5-sty  brk  tenement 
and  store.  Ida  Machiz  to  Albert  E  Lowe.  Mort  $23,000.  July 
6.     July  10,  1906.     2:401—25.     A  $13,000— $20,000. 

other   consid   and   100 

6th  st.  No  417.  n  e  s.  200.6  s  e  1st  av.  25x9t).10,  6-sty  brk  tene- 
ment and  store-.  Jacob  B  Marks  to  Garson  Kamen.  Mort  ■$40.- 
.5(!0.     July  5.     July  11,   1906.     2:434.  other  consid  and  IfW 

(ith   st,   No  (;25.   n  s,  3(i.S.(i  e  Av  B,  24.9x90.10. 

6th  St.   No  627.  n  s.  39:!.3  e  Av  B,  24.!tx9<1.10. 
two   5-sty   brk   tenements   and  stores. 

Isaac  Sprung  to  Louis  Weisman  and  Samuel  Glaser.  Mort  $46,- 
(KHt.  July  10.  July  11.  1900.  2:389-47  and  48.  A  $28,000- 
$3,S  (T<M>  other  consid  and   100 

7th  st,  No  236,  s  s,  105.8  e  Av  C,  22.8x90.10,  5-sty  brk  tenement. 
Emil  Roth  et  al  to  Jonas  Weil  and  Bernhard  Mayer.  Mort  $19,- 
.50<.>.     July  2.     July  10,  1906.     2:376—10.     A  $12,000— $20,000. 

other  consid  and  100 

7th  st,  Nos  111  to  115,  n  s.  2(i4  w  Av  A,  62.9x,S2..5x69.6xl]1.9.  two 
8-sty  brk  tenements.  Louis  Kearn,  a  corpn,  to  Morris  and  Jacob 
Janos.  Morts  $118,.500.  June  25.  July  5,  1900.  2:435—45.  A 
.$35,(MI0— $1<K),(I(K1,  other   consid   and   100 

8th  st,  No  3241/.,  s  s,  .387.6  e  Av  B,  24.9.x.58.nx24.10x(.1.5,  5-sty 
brk  tenement  and  store.  Aaron  Segal  to  Abraham  Jacobowitz 
Morts  $19,.300.  July  3.  July  5,  1906.  2:390-20.  A  $10,000 
$14  000  other  consid  and   100 

8th  st.   No  91|  n   s,   60  e    1st   av,   20x93.11,   4-sty     brk     dwelling. 

St  Marks  pi  1  George  Doelger  et  al  to  Morris  P  Joachini  and  Es- 
ther Frank.  July  .5,  July  6,  1906.  2:436—57.  A  -fl^.OCK)- 
$lt;  tK)0  other  consid  and  lOU 

9t'h  st,  Nos  .328  and  .332,  s  s,  287.6  e  2d  av,  runs  s  93.11  x  e 
12.6  X  e  25  x  n  89.1  to  st  x  w  37.6  to  beginning.  Certified  copy  of 
judgment  of  Supreme  Court  correcting  subordination  of  mort 
June  30.  1905.  J  Lawrence  Friedman  plaintiff  agt  Max  Dorf. 
Jonath  Friedmann  and  John  Stemme.  July  6.  July  10,  1906. 
2:4.50.  

9th  st,  No  726,  s  s,  332.11  e  Av  C,  24.11x93.11,  .5-sty  brk  tene- 
ment and  store.  Goodman  Kostiuk  to  Isaac  Finkelstein  and 
Isaac  Greenwald.  Mort  $.30.(MK».  July  5.  July  6.  1906.  2:3(8— 
20       A  $12<X)0 — $15fM)0.  other  consid  and   100 

9th  st,  No  72ii.  s  s,  .332.11  e  Av  C,  24.11x93.11.  5-sty  brk  tenement 
and  store.     Harry  Wasserman  et  al  to  Goodman  Kostiuk.     Mort 
.$23,000.     July  3.     July  6.   1906.     2:378—20.      A   $12,000-$1.'>,-       . 
^^^^  other   consid   and   lUU 

10th  st.  No  8,  s  s,  126  w  5th  av,  26x92.  4-sty  brk  dwelling.  Fred- 
eric de  P  Foster  and  ano  EXRS,  &c,  Sarah  A  Sands  to  AmosF 
Eno.     July  2.     July  5,   1906,     2:.573-38.     A  .$24.000-$30.Wa^ 

10th  st  No  426,  s  s,  306  w  Av  D,  15.4x92.3,  5-sty  stone  front 
tenement  and  store.  Chas  H  Reed  et  al  to  Isidor  Shaikowitz. 
Morts  $13,000.  May  28.  July  5,  1906.  2:379—22.  A  $a,00<>- 
.$10  000  '"'™ 

lo'th  st  No  223  n  s.  .300  w  1st  av.  25x94.10,  6-sty  brk  tenement. 
Frank  Migdalsky  to  Reuben  Simon.  Mort  $39,3a>.  July  6.  July 
7    1!(0(!      2-4.52—46.     A  $16.000-$.35,000.  f>0,800 

10th  st  No  2.59,  n  s,  369  w  Av  A,  25x!)4.8,  5-sty  brk  tenement  and 
store,'  Louis.  Frankel  et  al  to  Joseph  Berkowitz,  of  Brooklyn, 
and  Solomon  M  Landsmann,  N  Y.  Mort  $29,000.  July  5.  July 
6    1906      -'V.^H IS      A  $14.000— $24,000.         other  consid  and  100 

11th  st  No  (i.36,  s  s,  443  e  Av  B.  25x!)4.9,  6-sty  brk  tenement 
and  store.     George  Lesser  to  Ferdinand  and  William  Funk.     July 

5.  Morts  .$.35,900.     July  6,  1906.     2:393-25.     A  $ll,(X>0-$32  - 
^^■)Q  other  consid  and  lOO 

11th  st.  No  719,  n  s  63  w  Dry  Dock  st,  21x85.6.  3-sty  frame  tene- 
ment and  store.  Mary  Schroeder  to  Joseph  Schroeder.  July  t>, 
1906      2-.3S1— 28      A  $5,01X1 — $7,000.  other  consid  and  100 

llt'h  st.  No  326,  s  s,  2.50  w  1st  av,  2.5x94,10,  6-sty  brk  tenement 
and  store.  Cristoforo  Zuccaro  to  Salvatore  Zuccaro,  1-6  part 
of  Y'  int,  and  Frank  Spinella,  1-6  part  of  %^i,a'-     Ju'y  •J^^-'"'y 

6,  1906.     %  morts  $38,000.    2:452—21.     A  $13.000— $:«X)00 

other  consid  and  100 

llth  st  No  326,  s  s.  2.50  w  1st  av,  25x94.10.  6-sty  brk  tenement 
and  store.  Grazia  Tripari  to  Christoforo  Zuccaro^  J!,°/nrrr'''" 
200.     July  2.     July  5,  1906.     2:452-21.     A  $13.0a)— .$33  000 

other  consid  and  11X> 

12th  st  No  327.  n  s,  302.6  w  1st  av.  26.11x103.3,  7-sty  brk  tene- 
ment'and  store.  Leopold  L  Langrock  et  al  to  Louis  Goldstein. 
Mort  .$41  ..500.  July  3.  July  5,  1906.  2:4..4-5..  A  $16,000— 
,440  000  other  consid  and  lOO 

12th  St.  Nos  64t'.  to  6.52.  s  w  s,  83  n  w  Av  C,  100x103.3,  one  4  and 
three  5-sty  brk  tenements  and  stores  and  3-sty  brk  building 
in  rear  Louis  Gordon  et  al  to  Nathan  Brody.  Ju'V^-^- .^Mor^f 
$97'000.     July  6,   1906.     2:394-32  to  35.     A  $40.aK>--$77,000 

other  consid  and  100 

1-^lh  st    No  429    n  s   221.8  w  Av  A,  24.4x103.3,  4-sty  brk  tenement 
'and  store  and  4-sty  brk  tenement  in  rear.     Thomas  Krekeler  to 
John  Ferrazza.     Mort  $7.0tMI.     July  6.      June  1 .  I'.HM,.     _;440 — h>. 
A  $12.000— $17,000.  """^ 

12th  st  No  .531.  n  s,  245  w  Av  B,  2,5x103.3.  5-sty  brk  tenement 
and  store.  Michael  Josephsohn  to  Jacob  Wolper  and  Osias 
Schutzman.  Mort  $27,100.  July  3.  July  9.  190t..  -:^0.>— 49. 
A  $12,000— $15,00(».  other  consid  and  100 

12th  st,  No  623,  n  S,  293  s  e  Av  B,  2.5x103.3.  ] 

12th  st.  No  625,  n  s,  318  s  e  Av  B,  2.«xl03;>. 

two  6-sty  brk  tenemeuis  and   stores.  j.^.,  ,„„,       ,  10 

Joseph  Fine  et   al   to  Tsadore  Strauch.     Mort  .f8.i.«Rlo.     June    la. 

July  9,  1906.     2:3!>.5— 49  and  .50.     A  .$2O.0t)O-.$ ■ 

'  other  consid  and  100 

13th  st  No  .533,  n  s.  220  w  Av  B,  25x103.3,  5-sty  brk  tenement 
and  store.  Vincent  Gallo  et  al  to  Joseph  Isaac  and  Max  Wachs- 
man.  Mort  .$22,17.5.  May  24.  July  <!,  190t^  2:40.-44  _  A 
jn  (M)()— $17,000.  other  consid  and  100 

13th  St.   No  .533,  n  s.  220  w  Av  B,  25x103.3.  5-sty  brk  tenement 
and  store.     Joseph  Isaac  et  al  to  Jonas  Weil  and  B"nhard  Mayer^ 
Mort  $22,175.     July  5.     July  6.   1906.     2:40.-44.     A  *.ll.t^«^^^ 
$17  0fK)  other  consid  and  lOO 

13th  st  No  313.  n  s.  171  e  2d  av,  23x103.3.  5-sty  brk  dwelling. 
Arthur  J  McQuad<.  to  Pincus  Loweufeld  and  Wni  Prager.  July 
2      July  6,  lOijli.     2:455-59.     A  $13,0(KK-$16.00(). 

other   consid   and    100 

13th  st  No  •i31  n  s,  310.6  w  Av  C,  27.6x103.3.  5-sty  brk  tenement. 
Morit'z  Ehrenrefch  et  al  to  Nathan  Leibson  and  Samuel  Lorber. 
Mort  $21.(MM>.  July  2.  July  5,  1906.  2:39<.-4..  A  .$S-'<5>- 
i.>(^,l(l()  other  consid  and  HHJ 

14th  st.  No  320,  s  s,  27.5.3  w  8th  av,  24.8x103.1x25x103  1,  4-3ty  brk 
tenement.  Margt  L  Slevin  to  John  O'Connor  Mort  $16,0^>0. 
Jivlv  9.     July  10,  1906.     2:629—25.     A  $17,000— $20,5(K). 

other  consid  ana  lOO 


The  text  of  these  .pages  l^.,^oi)yrl8lited.     Ml  rights  are  regerved.     Notice  is  hereby,  given  ^that  infringement  will  lead  to  prosecution. 
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l-Jth  Bt,  No  60l>.  s  8,  113  e  Av  B.  25x103.3,  5-aty  brk  tenement 
and  store  and  4-sty  brk  tenement  in  rear.  Philip  Roeenbaum  to 
Pasquale  Clemente.  All  title  to  \4  part.  Mort  .flo.iXK).  July 
10.     July  11,   l»Ot>.     2:3!h;— 11       A  .fS  (HH)— $14.0<X). 

other  consid  and  100 
14th  St.  No  424,  s  e  s,  319  s  e   Ist  av,  •_>5xl(X).3,  with  all  title  to 
strip  2,">x3   in   rear  of   above,  .l-sty   brk   tenement.      Frank   Gens 
et   al   to   John    and    Dorothea    Baltes.      Mort   $17,000.      June   30. 
July  6,   1901).     2:441—19.     A  .f  14.<KK>— |1H,0<X». 

other  conald  and  100 
14th   St.   Nos  520  and  522,   s   s,   200  e  Av  A.  50x103.3,  (j-sty   brk 
tenement  and  store.     Selig  A  Kors  et  al  to  Frank  Gens  and  Da- 
vid Frankel.     Mort  $72,000.     Juno  5.     July  7.  VMM}.     2:407—18. 
A  !t;22.(XX)— $ti5,000.  other  consid  and  KX) 

10th  St.  No  415,  n  s,   175.3  w  9th  av,  25x!)2,  5-8ty  brk  tenement. 
■     Patrick  H  Quirk  to  Max  Wachsman.     Mort  ,f  12.aKX     July  3.     July 

5,    ]90li.      3:714—20.      A   $9..">00— $15,000.       other   consid   and    100 
18th  St.  No  414.  s  s.  170.7  w  9th  av,  20.5x92.  3-3ty  brk  tenement. 
Patrick    McEntegart    to    Edward    ReiUy.      July    11,    1!KH!.      3:715 
—39.     A   .?8,00O-$10,000.  nom 

18lh  st.  No  41«,  s  8,  244  e  1st  av.  25x!)2.  5-Bty  brk  tenement. 
Eliza  Palumbo  to  Franceeco  Priore  and  Filomena  Consoli.  Mort 
$10,000.  July  10.  July  11,  ]!XK!.  3:949— 4;^.  A  !f«,250— $11,- 
000.  other  consid   and    KH) 

20th  at.  No  .344,  s  s,  140  w  1st  av,  20x92,  4-sty  brk  tenement. 
Fredk  W  Hagemeyer  and  ano  EXRS  Catliarlna  H  Hagemeyer  to 
Esther  Engel.  July  2.  July  ti,  1900.  3:5)25—45.  A  .$9,000— 
$11,000.  14000 

Same  property.  Henrietta  Brown  HEIR  Frederick  W  and  Cath- 
arina  H  Hagemeyer  to  same.     J  C.     July  2.     July  15,  HKXJ.  3:925. 

nom 
22d  St,  No  437,  n  a,  316.8  n  w  9th  av,  H>.Sx98.9.  4-sty  stone  front 
dwelling.      Kath   S   Wade   EXTRX  Wm  Wade  to   Maria   S   Simp- 
son.    July   2.      July   9.    IJtOO.      3:720—29.      A  $8,(X)0— $10,(XJ0. 

11,000 
'24th  St.  No  21,  n  s,  1.33  w  4th  av.  runs  n  80  x  e  13  x  n  18.9  x  w  30 
x    8    98.9    to    24th    st    x    e   17  to  beginning.    4-8ty    stone    front 
dwelling. 
24th  st,  No  23,  n  s,  120  w  4th  av,  13x80,  4-sty  stone  front  dwell- 
ing. 

Edward  H  London  to  J  Henry  Coleman,  of  Florham  Park.  N  J. 
Mort  .$.57,000.  July  10.  Julv  11.  1900.  3:854—12  and  13.  A 
.$47.(X)0— $59.0«X).  other  consid  and   1(X) 

24th  at,  No  235,  n  s.  170.9  w  2d  av,  29,4x98.9  7-sty  brk  tenement 
and  store.  Samuel  Gross  et  al  to  Max  Wachsman.  Mort  $40,500. 
July  5.     July   10,    1906.     3:905—21.     A  $12.500— $42,000. 

other  consid  and  100 
25th  St.   No  415.   n  s.  200  w  9th  av.  25.x98.9.  4-8ty   brk  tenement 
and  3-8ty  brk  tenement  in  rear.     Mary  R  Reppke  widow  to  James 
E    Mitchell.      July   2.      July   5.    HKXi.      3:723-24.      A   $10,000— 
$14.(KXt.  16,000 

25th  St.  No  215.  n  §.  185  e  3d  av.  25x98.9,  S-sty  brk  tenement. 
Gussie  Storch  et  al  to  Morris  and  Lena  E  Schoenfeld.  Mort  $31,- 
000.     July  2.     July  7.  1906.     3:906—9.     A  $10.000— $25,500. 

other  consid  and  100 
25th  St.   No  327.   n   s.   250  w   1st  av.  25x98.9.  3-sty  brk   tenement 
and  store.     J  Arthur  Osborn  to  Sydney  Fisher,  of  Brooklyn.  Mort 
$9(X)0.     July  10.     July   11.  UKKi.     3:931—18.     A  $9,000— $10.- 
000.  nom 

25th  St.  No  327.  n  s,  250  w  Ist  av,  25x98.9,  3-Bty  brk  tenement 
and  store.  Annie  Flynn  to  J  Arthur  Osborii.  Mort  $9,000.  July 
10.     July  11.  1906.     3:031—18.     A  $9,0(10— $10,000.  nom 

27th  St.  No  138.  B  a.  120  e  Lexington  av.  runs  s  98.9  x  w  20  x  n 
3.3  X  w  ,5  X  n  95.6  to  st,  x  e  25  to  beginning,  4-sty  brk  building. 
Stephen  H  Jackson  to  Patrick  J  Byrnes.  Mort  $30,0»J0.  July  5. 
July   7,   1906.     3:882—60.      A  $14.500— $lM,aX>, 

other  conald  and  100 
28th  st,  Nos  236  to  240,  s  s,  100  w  2d  av.  75x98.8.  two  6-sty  brk 
tenements  and   stores.   Samuel   Kadtn   to   Loula   L   Goldstein   and 
Sarah  Bimberg.     Mort  $108,000.     July  5.     July  6.  190<>.     3:908— 

other  consid  and   100 
28th  St.   No  240.  s  6.  100  w  2d  av,  37.6x98..S,  6-sty  brk  tenement 
and   store.   Hugo  D  Rosendort  to  Samuel   Kadin.      Mort  .$;W,000. 
July  3.     July  6,  190«?.     3:908.  other  consid  and  1(K) 

28th  st,  Nos  2;}<'.  and  238,  on  map  No  236,  s  s.  137.6  w  2d  av.  37.6 
x98.8:  6-sty  brk  tenement  and  store.  Hugo  D  Roaendorf  to 
Samuel   Kadin.      Mort    $:W.00O.      July  3.      July  6.    1906.      3:9iW. 

other  conald  and  100 
2Sth  st.  No  441,  n  s.  250  e  10th  av,  25x98.9.  3-8ty  frame  tenement 
and  store  and  2-sty  frame  tenement  in  rear.     Jeanie  L  Musgrave 
DEVISEE   David  D  Field  to  John   E  Kuseil   and   Norah  his  wife. 
May  23.     July  11,   1906.     3:72<>— 13.     A   $9,iH)0— $11,5<X).  100 

31st  st.  No  366,  s  s.  120  e  9th  av,  20x98.9,  4-8ty  dwelling.  Gus- 
tavus  L  Lawrence  to  Louis  Massuccl.  Mort  $8,000.  May  5. 
July  9,  1906.    3:754—76.     A  $9,000— $11,(X>0. 

other  consid  and  100 
.35th  st,  Noa  48  to  52,  s  a,  265  e  6th  av,  60x98.9,  three  3-sty  atone 
front    dwellinga.      George    Huck,    Jr,    to    Eugene   C    Potter.      All 
liens.     May  4,  1[K)5.     July  6,  1906.     3:83t5 — 69  to  7L     A  $135.- 
0(X)— .$1,50.0(X).  nom 

a5th  at.  No  25,  n  s,  3&3  n  w  5th  av.  22x98.9.  3-sty  stone  front 
dwelling.  Wm  L  Miller  to  Sterling  Realty  Co.  Mort  $85,000. 
July  10.     July  11,  1906.     3:837—27.     A  .$44.0*XM'48.000. 

other  consid  and   100 
35th   St.   No  25.   n  s.  3tj3  n   w  5th  av.   22x98.9.  3-Bty  stone  front 
dwelling.     Henry  S  Wilson  to  Wm  L  Miller.     July  10.     July  11. 
190ti.     3:837-27.     A  $44.000— .$48,000.  other  conaid  and   1<X> 

37th  St.  No  3a»,  n  s.  243  w  let  av.  20x98.9.  4-3ty  brk  tenement. 
Christopher  P  Bonnie  to  Annie  Bonnie.  B  &  S.  July  11,  IfXKj. 
3:!H3 — 18.     A  .56,400— $10,000.  hom 

37th  st,  Nos  148  to  152,  a  a.  75  e  7th  av.  66.11x95x66.11x97.9. 
three  4-sty  brk  tenements,  store  in  No  148.  Longacre  Realty  Co 
to  Max  Cohen.  Mort  $85,000.  July  9.  July  10,  1906.  3:812— 
69  to  70.     A  $67.000— $89.(XI0.  other  consid  and  100 

38th  St.  No  3,  n  s,  125  e  5th  av,  25x98.9,  l-sty  stone  front  dwell- 
ing. John  Cropper  to  J  Sargeant  Cram.  1-3  part.  All  title.  B 
&  S.     May  12.     July  6,  1906.     3:868—7.    A  $<!0.<X)0— $80,000. 

other  consid  and  1,000 
Same    property.      Cath    B   and    Rosina    M    Cropper    to    same.      2-3 
part.     All  title.     B  &  S.     May  14.     July  6,   IfMH!.     3:868. 

other  conald  and  1,000 
39th  at.  Noa  231  to  241,  n  s  3ti6.8  e  8th  av.  126.4x— xl23.4x98.9. 
aix  5-sty   stone  front  dwellings.     James   H   McQraw   to  McGraw 
Realty  Ob.     fi  &  S  and  C  a  G.     Morta  $74,500.     June  22.     July 
5,   1906.     3:789-21  to  26.     A  .$69,500— $103,000. 

other  consid  and  100 
39th  st.  No  3(Xj,  s  a,  80  e  2d  av.  20x8<>.9x22x77.5,  2-aty  brk  build- 
ing and  store.      Waitie  W  Tyler  to   Bernard  J   Keegan.     C  a  G. 
.    June  11      July  6,  1906.     3:944—49.     A  $<!,000— $7,500. 

other  consid  and  100 


30th  at.  No  451,  n  s,  125  e  10th  av,  25x98.9,  4-sty  brk  tenement 
and  atore.  Mary  McArdle  to  Chas  Coogan.  July  5.  July  6,  1006. 
3:737—7.     A  JfO.tXlO- $11,000.  other  consid  and  100 

39th  at.  No  4<MJ,  s  s,  ](H>  w  9th  av,  25x98.9,  5-sty  brk  tenement 
and  2-aty  fram  building  in  rear.  Bertha  Badt  to  Adolph  Volke. 
Mort  $13.0<X).  July  3.  July  7,  19<X!.  3:7.36—39.  A  .$9,000— 
$13,500.  other  consid  and  100 

40th  St.  No  434,  s  s,  350  e  10th  av,  25x98.9,  5-sty  brk  tenement 
and  store.     Fred  Scheel  to  Louise  Scheel.     Mort  $15,000.     July 

9.  July  10,   1906.     3:737—66.     A  $9,000— $13,500. 

other  consid  and  100 

40th  St.  No  106,  s  s,  125  e  4th  av,  25x98.8,  3-sty  brk  stable.  Mary 
E  Brown  wife  of  John  C  Brown  to  James  D  Hague.  July  2.  July 
<i,    lIMHi.     3:89.5—87.      A   .$31  .(VXI— $35,000.  nom 

41st  st,  No  316,  s  s,  225  w  8th-  av,  25x98.9,  5-sty  brk  tenement 
and  store  and  2-sty  brk  building  in  rear.  Louisa  Wagner  to 
Bertha  Badt.  Mort  .$8,000.  July  9.  July  10,  1006.  4:1031 — 42. 
A  $11.W)0— $17,000.  other  consid  and  100 

41st  st.  No  31«).  s  s.  225  w  8th  av,  2.5x98.9.  5-sty  brk  tenement 
and  store  and  2-sty  brk  tenement  in  rear.  Bertha  Badt  to 
Teresa  A  McMannis.  Mort  $16,000.  July  9.  July  10,  1906. 
•i:1031.  other  consid  and  100 

42d  st,  No  3,55.  n  s,  138.6  e  9th  av.  runs  n  50  and  26  x  w  18.3  x  n 
24.5  X  e  40.6  x  s  100.5  to  st  x  w  22  to  beginning.  4-sty  brk  tene- 
ment and  3-sty  brk  building  on  rear.  Wm  J  Fields  to  Annis  M 
Sloane.     July  3.     July  5.  llKXi.     4:1033—7.     A  $13,<:X10— $16,000. 

other  consid  and  100 

42d  St.  No  .3.32.  s  s.  341.8  e  2d  av.  16.8x98.9.  4-sty  stone  front 
dwelling.  Joseph  Schwenk  to  J  Louis  Schaeter.  Mort  $2,000. 
July  3.     July  5,   1906.     5:1,3.34—38%.     A  .$5,(X)0-$8,0(X). 

other   consid   and   100 

43d  at,  Nos  451  and  4511^,  on  map  No  451,  n  s,  225  e  10th  av,  25x 
100.4.  3-aty  brk  dwelling.  John  A  Weser  to  Herman  Aaron. 
Mort  .$i;,000.  July  3.  July  5.  1906.  4:1053—10.  A  $10,000— 
$13.(XX).  other  consid  and  100 

43d  St.  Nos  451  and  45ly2.  on  map  No  451.  n  s.  225  e  10th  av.  2.5x 
1CK).4.  3-aty  brk  dwelling.  Herman  Aaron  to  Tudor  Realty  Co. 
Mort  $11,000.  July  3.  July  5,  1906.  4:1053—10.  A  $10,000— 
$13,000.  other  conaid  and  100 

44th  at.  Nos  KXt  to  121.  n  a.  125  w  6th  av.  12.5x100.4,  three  5-sty 
stone  front  dwellings  and  vacant.  Geo  B  Young  to  The  Stuyves- 
ant  Theatre  Co.     Mort  $340,000.     July  6.     July  7.  19(H5.     4:997. 

nom 

44th  St.  No  .542.  a  s.  225  e  11th  av,  25x100.5,  4-sty  brk  tenement 
and  3-sty  frame  tenement  in  rear.  Anna  C  H  Undutsch  to  Saml 
L  Leithold.  Moris  $13,200.  July  3.  July  .5,  19(Xj.  4:1072— 
.55.      A   .$6.,5(X>— $11,(H)().  other  consid   and   100 

45th  st.  No  .528,  a  s,  375  e  11th  av,  25x100.5  5-sty  brk  tenement. 
Morris  Polsky  to  Minnie  Levin  and  Louis  Bobrick.  Mort  $19,000. 
July  2.     July  10,  1906.     4:1073—49.     A  $6,500— $11,000. 

omitted 

45th  St.  No  432,  a  a,  425  w  9th  av,  25x100.4,  5-sty  brk  tenement 
and  store.     Wm  D  Dubois  to  Aaron  Walder.     Mort  $16,000.    July 

10.  July  11,   1906.     4:1054—50.     A  $9.000— $16,000. 

other  consid  and  100 

275  e  11th  av,  2.5x100.5.  5-sty  brk  tenement, 
to  Jonas  Weil  and  Bernhard  Mayer.  Mort 
July  6,   1906.     4:1073—53.     A  $6,.500— $11,- 

other  consid  and  100 
275  e  11th  av,  25x100.5,  5-sty  brk  tenement. 
Pasquale   Clemente  to   Leopold   Kautmann.     Mort  $14,100.     July 
5.     July  6,  1906.     4:1073—53.     A  $6.500— $11,000. 

other  consid  and  100 
No  44i».  n  s.  272.6  e  10th  av,  24.2x100.5,  5-sty  brk  tene- 
and   store.     Beatrice   Davis   to   Beatrice   L   Singerman   and 
Tiilie  Gutter.      Morts  $18,000.     June   19.     July  6,  1906.     4:1056 
—12.     A  $9,(HX^-$14.000.  other  consid  and  100 

46th  st.  No  344  and  346,  s  s.  100  w  1st  av,  40x100.5.  two  5-sty 
brk  tenements  and  stores.  Isaac  Heifer  to  Alexander  Herzog. 
Mort  $22,000.  July  9.  July  11.  lfKX5.  5:1.3.38—31  and  32.  A 
$12.(XK>— $18,500.  other  consid  and   100 

46th  st,  Nos  344  and  346,  a  s,  100  w  1st  av,  40x100.5,  two  5-sty 
brk  tenementa  and  atores.  Wm  Wagler,  Jr,  to  laaac  Heifer. 
Mort  $22.0(X).  July  9.  July  10,  1906.  5:1338—31  and. 32.  A 
$12,000— $18,500.  100 

46th  St.  No  518.  s  s.  200  w  10th  av.  20x100.5,  4-sty  brk  tenement. 
Herman  Schmonsees  to  Joseph  C  Wollersen.  Mort  $.5, .500.  July 
2.      July   5,    ISKX!.      4:1074—41       A   $5,500— $8,000. 

other  consid  and  100 
47th  St.  .\o  629.  n  s.  425  w  11th  av,  25x100.5.  1-sty  frame  store. 
Ludin  Realty  Co  to  James  P  Walsh.  Mort  $3,500.  July  2.  July 
5.  liXX).  4:10!»5— 15.  A  .$5.000— .$5.00t1.  other  consid  and  100 
47th  St.  No  107,  n  s,  60  w  6th  av,  20x80,  5-sty  stone  front  dwell- 
ing. CONTRACT.  Blanche  E  Thomas  with  Bertha  Singe.  Mort 
$.30,000.  July  6.  July  10,  1906.  4:1000—30^2.  A  $22,000— 
*25,000.  38,000 

48th  st.  No  246,  s  a,  126  w  2d  av,  18.8x100.5,  4-sty  stone  front 
dwelling.  James  P  Ryan  to  Adam  Lieb.  Mort  $10,000.  July  5, 
1906.      5:1321—31.      A   $7,00(j— ,$9,000.  other  consid   and   100 

48th  st.  No  529,  n  s,  4(X)  w  10th  av,  25x100.5. 
48th  st,  No  r>31,  n  a,  425  w  10th  av,  2.5x100.5. 
two  .5-aty  stone  front  tenements. 
Philip  Rosenbaum  to  Pasquale  Clemente.  1-3  right,  title  and 
interest.  All  liens.  July  10.  July  11,  1906.  4:1077—15  and 
16.      A   $13.fl<X1— .$30,000.  other   consid   and   100 

49th  st,  No  329,  n  s,  305  e  2d  av.  20x100.5,  4-sty  brk  dwelling. 
Jacob  Fleischhauer  et  al  to  Frank  Hillman  and  Joseph  Golding. 
Mort  $4..500.  July  9.  July  11,  1906.  5:1342—13.  A  $6,000— 
$7,500.  other  consid  and  100 

49th  st.  No  .308.  s  s.  125  e  2d  av,  25x100.5,  4-sty  brk  tenement  and 
atore.  Charles  Schneider  et  al  to  Charlotte  Bloch.  Pauline  Ehr- 
llch  and  Bernard  Offner.  Mort  $12,000.  June  4.  July  6,  1906. 
5:1341—47.     A  $7.,5(.M)— $10,000.  other  consid  and  IOC 

49th  st,  No  331,  n  s,  325  e  2d  av,  20x100.5,  4-sty  brk  dwelling. 
Solomon  Dobrlner  to  Frank  Hillman  and  Joseph  Golding.  Mort 
.$5,000.    July  9.    July  10,  1906.    5:1342—14.    A  $6,000— $7,500. 

other  consid  and  100 
51st  St.  Nos  436,  3  8,  300  e  10th  av,  20x100.5,  3-sty  atone  front 
dwelling.  Rebecka  Hilsmann  and  ano  EXRS,  &c.  Frederick  R 
Hilsmann  to  said  Rebecka  Hilsmann  widow  of  Frederick  R 
Hilsmann.  June  25.  July  11,  1906.  4:1060—50.  A  $7,.500— 
$11,000.  13,000 

51st  st.  No  .524.  a  s.  325  w  10th  av,  25x100.5,  4-sty  brk  tenement 
and  store  and  3-sty  brk  tenement  in  rear.  Elk  Realty  Co  to 
Maks  Beck.  Mort  $11,500.  July  2.  July  5,  1906.  4:1079— 
46.     A  $r,0(X)— .$9,500.  100 

52d  St.  No  2:«.  n  8.  340  e  3d  av.  20.6x100.5,  3-sty  stone  front 
dwelling.  Rachel  S  Brewster  to  Solomon  Dobrlner.  July  11. 
1906.     5:132<j— 14.     A  $8,250— $11,000.  100 


45(h  st.  No  .5,36,  s  a, 
Leopold   Kaufmann 
$20,000.     July   5. 
0(X). 

45th  St.  No  .5.36,  s  s. 


46th  st 
ment 


*!%»  <^«rt  ftt  tlL«M.  Bacafl  U  c»prrlte^4,     A4J  rlsbta  ars  r«0erT«4.         X»tioe  is  h«reb]r  given  Ui«t  InfrlDgement  will  load  to  prossoutlon. 
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52d  St,  No  407,  n  s,  137.9  e  1st  av,  18.9x99.8x— xl03.2,  4-sty 
stone  front  tenement.  Jennie  Fast  to  Joseph  Halpern  and 
Rosie  Post.  Mort  $9.3(10.  July  3.  July  11,  1900.  5:13t>4— 
7.      A   $."), 0(10— $9,0(10.  other  consid  and  100 

52d  St.  No  417,  n  s.  22.')  w  9th  av,  25x100.5,  5-sty  stone  front  ten- 
ement. John  Biehn  to  Solomon  Miller.  Mort  $14,057.30.  July 
5..   July  a.    19(H!.     4:1()(;2— 23.     A   -l-H.UOO— $19.(XM>. 

other  consid  and  1()0 
225  w   9th   av,   2.5x100.5,   5-sty   stone   front 
Solomon  Miller  to  Rexton  Realty  Co.     July 
4:10(j2— 23.     A   $9.000— $19,000.  nom 

144  e  1st  av.  25xl(Xt.5,  .5-sty  brk  tenement. 
Leopold   Kautmann.      Mort    $9,000.      July 


52d  St,   No  417,   n 
tenement  and  store. 
5.     July  10.   190(). 

54th  St.  No  4(Mi,  s  s, 
Henry    Broszler    to 


July  0,   190(1.     5:1.305—44. 

Same   property. 

Mayer.      Mort  .l!19..5'00. 


57th  St.  No  .503, 
Louis  V  Sone 
4:10St^— 291... 

58th  St.  No  122. 
front  dwelling. 
July   5.   1900. 


A  .'i;5,000— 113.0(^10. 

other  consid  and  1<K> 
Leopold   Kaufmann   to  Jonas  Weil  and   Bernhard 
July  7.     July  9.  lOfHi.     5:13(55. 

other  consid  and  1(X> 
5(?th   St,   No   1.50,   s  s,   185  e   Lexington  av,   20x100.5,  3-sty  stone 
front    dwelling.      Pauline    Kemp    et   al    to    Henry    E    Coe.      July 
2.     July  10,   190(i.     5:1310—46.     A  $14,000— $17,000. 

other   consid   and   100 
.5fith   St.   No  .'Cil.   s  s.   70  e  9th   av,   30x100.5,   5-sty  brk   tenement 
and   store.      Ida    M    Muncie   to   Louis   Oppenheim   and   Theodore    I 
Jacobus.     Mort   .'i;35,(ltM».     July  5.     Julv  0,   190(3.     4:1(^0 — m'^. 
A  $18.000— $.35,000.  other  consid  and  1(X> 

.50th  St.  No  354.  s  s,  70  e  9th  av,  30x100.5,  5-sty  brk  tenement 
and  store.  Benjamin  Hirsch  to  Ida  M  Muncie.  Mort  $2.5.(HM1. 
July  2.     July  0,  llUKi.     4;l(>4(i— (iUV^.     A  $18,tt00— .$35,000. 

other  consid  and  KtO 
n  s.  7.5  w   Kith  av,  2.5x.50.5,  ,5-sty  brk  tenement, 
to    Abram    Bachrach.      June    2.5.      July    .5.    llKMi. 
A  .$0.(KKI— $n.O(Kl.  other  consid  and   KHt 

s   s.    1.S2   w   Lexington   av.    19xl(KI..5.   3-sty   stone 
Alexander   Lambert    to    Albert    Kohn.      July   2. 
5:1312—04^.     A  $15.000— $18,00<>. 

other  consid  and  100 
5Sth   St.   No   425,  n   s.  322.1   w   Av  A.   18xl(J(l.4.  3-sty  stone   fron( 
dwelling.  Geo  W  Blanchard  and  ano  EXRS  Marv  Branch  to  Emma 
B  Blanchard.     May  1.     July  9,  I'.KHi.     5:137(.>— 11.     A  .$5..j00— $7.- 
000.  nom 

59th  St.  No  124.  s  s,  140  w  Lexington  av.  2.5xl(X>.5,  for  Carnegie 
Library,  4-sty  stone  front  dwelling.  CONTRACT.  G«o  W  Van 
Nest,  with  The  Citv  of  N  Y  by  Edw  M  Grout.  Comptroller.  July 
14.   1904.     July   7.    IIKMI.      5:1313— (i2.      A  .$30.(X)0— .$35,l.l0t>. 

43.5(10 
59th  St,  No  328,  s  s.  275  w  1st  av,  25x100.4.  5-sty  brk  tenement. 
Sam  Sobel  to  Frank  M  Franklin.     Mort  $25,.500.     July  3.     July 
ti,  1900.     5:1351— :H8.     A  $7..5(HI — $15.(WK).  other  consid  and  100 

60th  st.  No  121.  n  s.  200  e  Park  av.  2(1x100.5.  4-sty  stone  front 
dwelling.  Benj  F  Tracy  to  Chandler  P  Anderson.  Mort  $2.5.- 
(KH).     July  2.     July  5,  1900.     5:1395—9%.     A  $24.000— $20,(KXl. 

nom 
02d  st.  No  104,  s  s.  ,32  e  Park  av.  1(1x80. .5.  3-sty  stone  front  dwell- 
ing.    Marquis  Miller  to  Chas  C  Marshall,  of  Millbrook,  N  Y.  July 
2.     July  0,   Um,.     5:1390-70.     A  $1(;,(KX)— $19,tKX>. 

other  consid  and  KX^ 

(i5th  St.   No   144,   s   s.   200  e   Lexington  av,   20x100.5,   3-sty  stone 

front   dwelling.     Julia  M  Jacobs   widow.   &c.  Henry  S  Jacobs  to 

Louis    P    Dowdney.      Mort    $10,000.       Julv    9.      July    11.    lOOd. 

5:1399—45.      A   $12..5(X)— $1C,..500.  other   consid   and    100 

6.5th   St.    No   144,   s   s.   200   e    Lexington   av,    20xl(X).5,   3-sty   stone 

front   dwelling.      Louis   P   Dowdney   to   Ellicott   D   Curtis.      Mort 

10.      July    11,    1900.      5:1399-^.5.      A    $12,.500— 

nom 
n  s.   l.SO  w  2d  av.  40x100.5.  C-sty  brk  tenement. 
Harris    Mandelbaum   et    al    to    Solomon    Lewine. 
Louis    Davis    and    Harry   Wittenberg.      June    28.      July   0.    19(Xj. 
5:1421.  other  consid  and  100 

66th  St.  No  223,  n  s,  l.SO  w  2d  av,  40x100.5.  6-sty  brk  tenement. 
Release  mort.     Title  Guarantee  and  Trust  Co  to  Solomon  Lewine, 
Louis    Davis  and   Harry   Wittenberg.      July   2.      July   C,    1906. 
5:1421.  12,400 

Same   property.      Release   mort.      Harris   Mandelbaum   and   ano   to 

same.     June  29.     July  (i.  ]9(»(>.     5:1421.  other  consid  and  1(X> 

67th  st  1  s  s,  275  e  Av  A,  runs  s  301.3  to  e  1  blk  bet  (J5th  and 
OCth  st  ]  fiOth  sts.  X  e  187.7  t.o  w  s  Exterior  st.  x  —  to  s  s 
Exterior  st|  07th  st.  x  w  23S.4  to  beginning,  with  a  private  right 
of  way  .30  ft  wide  running  from  west  boundary  of  above  to  e  s 
of  Av  A.  and  bounded  s  by  s  s  66th  st,  and  n  by  c  1  60th  st,  with 
all  title  to  ()7th  st.  and  Exterior  st.  land  under  water,  &c..  1.  2. 
5  and  (!-sty  brk  laboratory.  John  D  Rockefeller  to  The  Rocke- 
feller Institute  for  Medical  Research.  July  7,  1904.  July  7, 
IftOO.     5:1477  and  1478—1.     A  $18o.(XK) — P  $2(IO.tKX>.  nom 

07th  St.  No  313,  n  s.   175  w  West  End  av,  25xl(X).5.  2-sty  frame 
tenement    and    2-stv    frame    tenement    in    rear.      Sophie    Krebs 
widow   to   Rody   Dunn.      Mort   $5,5(H1.      July   10.     July   11.    190(i. 
^  4:1179—25.      A   $4,.5(X)— $5,.500.  other   consid   and    100 

71st  st  In  e  cor  Lexington  av.  19.8xl(X>,  2  and 

Lexington  av,  Nos  985  to  991|  3-sty  brk  tenem'ts  and  store.  Margt 
E  Hughes  et  al  HEIRS.  &c.  Henry  Hughes  to  Renee  H  Cana- 
lizo.  Q  C.  June  19.  July  5.  1900.  5:1406—21.  A  $30,(XX)— 
.$40,000.  nom 

Same  property.     Margt  E  Hughes  et  al  HEIRS.  &c.  Henry  Hughes 

to  Renee  H  Canalizo.     June  19.     July  5.  19(Xi.     5;14<Xi.  .54.250 

71st  st.  No  304.  s  s.  100  e  2d  av,  25x100.5.  5-sty  brk  tenement. 
Bertha  Waldman  to  John  H  Scully.  Mort  $23,1.50.  July  5.  July 
C.  imC.     5:144.5 — 18.     A  $(i.0rH>— $18.0«X).  other  consid  and  100 

73d  St.  No  20,  s  s,  425  w  Central  Park  West,  2.5x102.2.  5-sty  brk 
dwelling.  Jennie  wife  of  and  Thomas  Dimond  to  Edw  S  Clark,  of 
Cooperstown.  N  Y.  June  29.  July  0.  1906.  4:112.5— .50.  A 
$25.0IX)— .$48  (XKl.  other  consid  and  loO 

74th  St.  No  417  and  419,  n  s.  213  e  1st  av.  41.8x75.x41. 8x79.0.  6- 
sty  brk  tenement  and  store.  Jacob  Siegel  et  al  to  Hanna  and 
Heiman  Bernstcher.  Correction  deed.  Mort  .$41, .500.  July  2. 
July   7.   1!HM;.      5:14(V.I— 9.      A   $7..5lHl — $42,fKX>.  100 

74th  st,  Nos  417  and  419.  n  s.  213  e  1st  av.  41. 8x75x41. Sx79.(i.  (i- 
sty  brk  tenement  and  store.  Hanna  Bernstcher  and  ano  to  An- 
nie  Putter.      Mort   $41,.5(X».     June  .30.     July  7.   1900.     5:1409. 

other  consid  and  100 
74th  St.  Nos  421  to  425.  n  s,  254.8  e  1st  av,  62xa3.3x02.9x72.11, 
ti-sty  brk  tenement  and  store.     Harry  Burnett  to  Isidor  Sinko- 
vitz.   1..   part.     Mort  $5S.(KI0.     Julv  10.     July  11,   1900.     5:14ti9 
—10.      A   $10.000— P   $35,000.  nom 

74th  st.  No  237,  n  s,  270  e  West  End  av,  20x102.2,  3-sty  and 
basement  brk  dwelling.  Florence  E  wife  John  A  L  Campbell  and 
HEIR  of  Edwd  P  Wilder  to  Wm  R  Wilder,  of  Stratford.  Conn. 
U-  part.  Mort  $14,000.  July  9.  July  H,  1900.  4:1160— ll^^. 
A   $15,000— $20,000:  5  000 


$18,000.      July 
$16,500. 
60th  St.  No  223, 
Release    mort. 


74th  st.  No  146.  s  s,  18.9  e  Lexington  av.  18.9x68.2,  3-8ty  stone 
front  dwelling'.  Malvine  Nussblatt  to  Alfred  Busselle.  Mort  $10.- 
000.     July  2.      July  9,   liKXi.     5:1408—52.      A   $9,000— $11,000. 

other  consid  and  MX) 

74th  St.  No  .321.  n  s,  27.5  e  2d  av.  25x102.2,  ij-sty  brk  tenement. 
.\brahara  Silver  to  Minnie  and  Sarah  Rosenbluth.  Mort  $17,0(K). 
July   9.   19011.      5:1449—12.     A  .$(i,0()0— $15,000. 

other  consid  and  1(K) 

74th  St.  I>io  321.  n  s.  275  e  2d  av,  25x102.2,  .5-sty  brk  tenement 
Anna  Guhring  to  Abraham  Silver.  Mort  $10,000.  July  9,  I'.KMi. 
5:1449 — 12.     A  $6,000— $15,(XX).  other  consid  and  100 

75th  St.  No  410,  s  s,  103  e  1st  av,  25xl(X),  5-sty  brk  tenement. 
Max  Larschan  to  the  Lincoln  Bohemian  Realty  Corporation.  Mt 
.$24.7.50.     July  2.     July  9,  19(x;.     5:1469—42.     A  .$5,(Ml(>-$22  0(X). 

other  consid  and  KX) 

75th  st,  Nos  237  and  239,  n  s,  125  w  2d  av,  .53.4x101.7.  with  all 
title  to  7-inch  strip  in  rear,  two  4-sty  stone  front  tenements, 
store  in  No  2.39.  Herman  W  Goldberg  et  al  to  Vincenzo  Pernici- 
aro  -'4  port,  and  Salvatore  Domino  V4  part.  Mort  .$29.2.50.  July 
2.      July   (■>,    llHNi.      5:14.30— IS  and    19.      A   .$9..5<H»— $15.0<K(. 

other  consid  and  1(X> 

Same  property.  Vincenzo  Perniciaro  to  The  Perniciaro  Co-operative 
Association.      vi    part.      Mort    $30,.50tK      July    3.      July    0.    litOO. 
.5:1430.  other   consid   and   100 

70th  St.  No  45,  n  s.  95  e  Madison  av,  12.6x102.2,  4-sty  stone  front 
dwelling.  Nelson  M  Ayers  to  Samson  Mayer.  July  5.  July  7. 
1906.     5:1391—25.      A  $15.(XMI— $]7..5(X>.         other   consid   and   100 

7(ith  st,  No  45.  n  s.  95  e  Madison  av.  12.6x102.2.  4-sty  stone  front 
dwelling.  Frank  N  Dodd  to  Nelson  M  .\yers,  of  Ridgefleld.  N  J. 
Mort  $7,000.  May  1.  July  7.  190C>.  5:1391—25.  A  $15,000— 
$17. .500.  other  consid  and  1(X> 

7(>th  st,  No  45,  n  s,  95  e  Madison  av,  12.0x102.2.  4-sty  stone  front 
dwelling.  Samson  Maver  to  Geo  J  Humphreys.  Mort  $15,000. 
July  10,   1906.     5:1391—25.     A  $15,000— $17,500. 

other  consid  and  100 

7(ith  st.  No  47.  n  s.  107.(i  e  Madison  av.  12.6x102.2,  4-sty  stone 
front  dwelling.  Robert  Connor  to  Samson  Mayer.  Mort  $17,500. 
July   10,   1906.     5:1391— 25yo.     A  $15,000— $17,.500. 

other   consid   and   100 

77th  St.  Nos  404  and  40t).  s  s.  85  e  1st  av..  .3S.8x1t>2.2,  2  and  4-sty 
brk  loft  and  store  buildings.  Moses  Heuman  et  al  to  Harry 
Heuman.  B  &  S.  Mort  $15.(X|0.  June  25.  July  5.  19<Xj.  5:1471 
— 141;.   and  45i^.     A  $7.tH.lt>— $15,500.  100 

77th  St.  No  233.  n  s.  ,305  e  3d  av,  2.5x102.2.  0-sty  brk  tenement 
and  store.  Morris  Neumann  to  Moses  Sturtz.  Mort  $39,tK)0. 
July  7,  inoCi.  5:1432—13.     A  $9.0(X>— .$32.0(X>.  other  consid  and  100 

77th  St.  No  233.  n  s,  .3(15  e  3d  av.  25x102.2.  (I-sty  brk  tenement  and 
store.  Moses  Sturtz  to  Eszty  Neumann.  Mort  $39.(XH).  July  7, 
1906.    5:1432.  other  consid  and  100 

77th  St.  No  240,  s  s.  1,50  w  2d  av,  2.5x100,  4-sty  stone  front  tene- 
ment. Joseph  Pfluger  to  Matilda  wife  of  and  Henry  Schramm. 
Mort  $14..500.  July  2.  July  (i.  lOIMi.  5:1431— C^l.  A  .$!t.lHH)— 
$12,000.  other  consid  and   100 

77th  St.  Nos  248  and  2.50.  s  s.  KM)  w  2d  av.  .5(Jx10(.».  two  4-sty  stone 
front  tenements.  Max  James  et  al  to  Jennie  Israel.  Morts  $28,- 
7.50.  July  3.  July  0,  1906.  5:1431—29  and  30.  A  $18.<XR)— 
.$24,t»oO.  other   consid   and   KX) 

77th  St.  No  344.  s  s.  175  w  1st  av,  25x102.2,  4-sty  brk  tenement. 
Woolt  Woolf  to  Robert  Johnson  and  Julius  Dall.  Mort  $9,(X)0. 
July  (i.     July  11,    l".»0().     5:1451—34.     A  $0,(XX>— $10,(X)0.  nom 

77th  St.  No  .34(1.  s  s.  1-50  w  1st  av,  25x102.2,  4-sty  brk  tenement. 
Rosa  Mever  to  Robert  Johnson  and  Julius  Dall.  Mort  $8,000. 
July  (1.      July   11,    V.Ktd.      5:1451-33.      A   $(1.(MKI— $10,(XKI.  nom 

77th  St.  No  3.>0.  s  s.  KXt  w  1st  av,  25x102.2.  4-sty  brk  tenement. 
Woolt  Woolf  to  Robert  Johnson  and  Julius  Dall.  Mort  $8,0(X). 
July  II.     July  11.   KKXi.     5:1451—31.     A  $(i.OO(l— $10.0(X).  nom 

78th  st,  No  129,  n  s.  46.8  w  Lexington  av.  10.8x102.2.  3-sty  stone 
front  dwelling.  James  D  Fessenden  to  Howard  L  Pierce.  June 
I'.l.     July  6,   190(3.     5:1413— 14i«.     A  $13,000— $17.(K)0. 

other  consid  and  100 

78th  St.  No  129,  n  s.  40.8  w  Lexington  av.  I(>.8x102.2.  3-sty  stone 
front  dwelling.  Howard  W  Pierce  to  A  Henrv  Mosle  and  Harris 
D  Colt.  Mort  $18.(XX).  July  .5.  July  6.  1!M)(!.  5: 141.3— 14V'. 
A   $13.0(XI— $17.(XM».  other   consid   and    100 

79th  St.  No  .53.  n  s.  99.10  e  Madison  av,  14.4x102.2.  4-sty  stone 
front  dwelling.  William  Colgate  to  E  Antoinette  Northrup. 
Mort  .$30,000.  July  2.  July  5,  1906.  5:1491—25.  A  .$22.0(X) 
— $2(1.000.  other  consid  and  KX) 

79th  St.  No  17,  n  s,  226  e  5th  av.  18x102.2.  4-sty  stone  front  dwell- 
ing. Adele  B  Dammann  and  ano  to  John  R  Delafleld.  July  7. 
Julv  10.  1!K)6.     5:1491—1(1.     A  $54.(X)0— $a5,0<X>.  nom 

79th  st.  No  235,  n  s,  425.2  e  3d  av,  runs  n  102.2  x  w  0.2%  x  n  22.6 
X  s  e  .31.5%  X  s  105.7  to  st  x  w  24.10  to  beginning.  4-sty  stone 
front  tenement.  Henrietta  Previn  to  Morris  Previn  her  husband, 
ir.  part.  Mort  $18.2.50.  July  9.  July  10,  190ti.  5:1525 — 18.  A 
$11,.5(X)— $21,000.  other  consid  and  100 

80th  st.  No  207,  n  s,  KX)  e  .3d  av,  2.5x102.2.  5-sty  stone  front 
tenement.  Adela  Spielvogel  to  Geo  M  Adrian.  Mort  .$2(i.X50. 
July   3.      July   5,   19<H1.      5:1520—5.      A   $8..50O— $22.."MK». 

other  consid   and   100 

81st  st.  No  231,  n  s.  227.1  w  2d  av,  27.1x102.2.  4-sty  stone  front 
tenement.  Mary  Taylor  et  al  to  Aliiie  Blum.  Mort  $10,000. 
July  2.     July   11,   IIMIO.     5:1.527—15.      A  $!),.5(K>— $20.0(X».  100 

81st  st  No  2.37  n  s  1.50  w  2d  av  2.5x102.2  4-sty  stone  front  tene- 
ment. John  Planck  el  al  to  James  Bienenthal.  Mort  .$14.,S7.5. 
July  3.  July  5,   190H.     5:1,527-18.     A  $8..5(X>— $1(>.5(K). 

other  consid  and  100 

81st  St.  No  161.  n  s.  175  w  3d  av.  24.8x102.2  5-sty  brk  tenement. 
Wm  Wolf  to  John  G  Lindenberger.  Mort  $30,000.  July  1.  July 
6.   IIMIO.     5:1510— 1^9.      A  .*12.Oll0— .$30.0OO.       other  consid  and  100 

Slst  St.  No  .54.  s  s.  117  e  Madison  av.  1(5x102.2,  4-sty  stone  front 
dwelling.  Edw  A  Schmidt  to  J  Clarence  Sinclair.  Mort  $12,000. 
and  all  liens.  June  9.  July  10,  1906.  5:14ft2— 47%.  A  $19,000 
—$28,000.  other  consid  and  100 

,S2d  st.  No  342,  s  s.  1,50  w  1st  av,  25x102.2.  4-sty  stone  front  ten- 
ement. Emma  Polack  to  Robt  Kommel  and  Jacob  Rubin.  July 
5.  Mort  $10.tX)0.  July  0.  1900.  5:1544—3.3.  A  $7.000— $13.- 
(XlO.  other  consid  and  100 

,S,3d  St.  No  (iOS.  s  s.  148  e  Av  B.  25x83.8x25.3x80.3.  5-sty  brk  ten- 
ement. Wm  Ehrlich  to  Jacob  Schall.  Mort  $16,000.  July  6. 
July  7.   r.lOd.     5:1.5!M)— 19.     A  .$4.000— $14.(X  10.  nom 

8,3d  St.  No  119.  n  s.  210.(1  e  Park  av.  2.5x102.2,  5-sty  brk  tenement. 
James  W  McConnell  to  Laura  Biggar  or  Laura  Biggar  Bennett. 
.A.11  title.  June  l.S.  July  (1.  190(1.  5:1512—10.  A  $12,000— 
$3(  i.OOi  I.  nom 

83d  st,  No  602.  s  s,  81  e  East  End  av,  runs  e  17  x  s  76.4  x  w  16 
X  n  50..5  X  n  w  —  x  n  25.6  to  beginning,  5-3ty  brk  tenement. 
Oscar  P  Willmann  to  James  S  Segrave.  July  10,  1906.  5:1590 — 
10.     A  $2,.50O— $9,000.  14,550 


The  text  of  these  pages  is  copyrighted.     All   rights  are   reserved. 
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84th  St,  No  439.  n  s.  194  w  Av  A,  25.1x102.2.  5-sty  stone  front  ten- 
ement. Eliz  R  Maas  to  Louis  L  Wolf.  Mort  .fl.j.CKX).  July  9, 
190(i.     5:151)4 — IT.     A  .$5. 5<H>— $21.0(10.  other  consid  and  IIIO 

84th  St,  No  203,  n  s.  100  w  Amsterdam  av,  111x102.2,  5-sty  brk 
tenement.  Jane  F  Kenny  to  Mary  J  Milks.  Mort  $23  000.  July 
2.     July  6,  1901!.     4;  1232— 28.     A  .f  11.000— $22,000. 

other  consid  and  100 

S4th  St,  No  124.  s  s,  92.9  w  Lexington  av.  25.t)xl02.2,  5-sty  brk 
tenement.  Samuel.  Floersheim  to  Samuel  Einhorn.  Morts  $28,- 
000.      July  2.      July   5,    1900.      5:1512—00.      A   $12,000— $28,0110. 

other  consid  and  lOt) 

85th  St,  No  550,  s  s,  131.0  w  East  End  av,  10.0x102.2,  2-sty  stone 
front  dwelling.  Lina  Gutman  to  Jacob.  Joseph  and  Louis  Lieben- 
thal.  Mort  $4,501).  June  1.  July  11,  litOli.  5:1581—32.  A 
$3,tH)0— $0,000.  other  consid   and    100 

85th  St,  No  5.52,  s  s,  115  w  East  End  av,  10.0x102.2,  2-sty  stone 
front  dwelling.  Lulu  E  Ridley  to  Joseph,  Jacob  and  Louis 
Liebenthal.  July  10.  July  11,  1900.  5:1581—31%-  A  $3,000— 
$0,000.  other  consid  and   100 

85th  St,  No  1.53,  n  s,  209,6  e  Amsterdam  av,  IT. 0x97. (i,  4-sty  and 
basement  brk  dwelling.  Henry  A  James  TRUSTEE  to  Martha  wU» 
of  Herman  Oppenheimer.  Jr.  April  IT.  July  5,  1900.  4:1210 — 
9.      A   $9,000— $19,0<.)0.  other   consid   and    100 

Soth  st.  No  54(1.  s  s.  448  e  .\v  A.  25x102.2,  5-sty  brk  tenement. 
Lina  M  Struckhausen  to  Julius  Hornig.  Mort  $15,500.  July  6, 
19(J0.      5:1581-34.      A    .'(;5,(.I0(J— .i;i5.5(J0.  other   consid   and    100 

s  s,   115  w  East  End  av,  16.6x102.2,  2-sty  stone 
Emma   J   Uterhart    to   Lulu   E   Ridley.      June   2. 
5:1581— SlVz.     A  $3,000— $6,000. 

other    consid    and    100 


85th  St,  No  552, 
front  dwelling. 
July  6,  1906. 


S6th  St.   No  520,   s   s,  223 


Av  A,  28x102.2.  4-sty  brk  tenement. 
Anna  Hauck  to  Anthony,  Gaetano,  Joseph  and  Donato  Pinto. 
July  5.     July  7,   1906.     5:1-582—43.     A  $T,00(>-$1T.0(XK 

other  consid   and   100 

86th  St,  No  317.  n  s,  2.34  w  West  End  av.  lTxlOO.8.  5-sty  brk 
dwelling.  Ellis  B  Southworth  to  Wm  A  Moore.  Sub  to  mort 
$29,000.    July  3.    July  5,  1906.    4:124&-23.  A  $11,000— $31,000. 

nom 

SSth'st,  No  528.  s  s,  221  w  East  End  av,  25x100.8,  5-sty  brk  tene- 
ment. Abraham  Zadek  et  al  to  Samuel  Wenk.  Mort  $10,000. 
June   2T.      July   6,    IIKJO.      5:1584—36.      A   .$5,(.MK_( — $19,00(J. 

other  consid  and   1(X) 

88th  st.  No  180.  3  s,  78  w  3d  av,  21.6x100.  4-sty  brk  tenement 
and  store.  J  Chas  Grasmuk  et  al  to  Philip  Loewenthal  and 
Wolf  W  Smith.  Mort  $12,000.  June  28.  July  6,  190t!.  5:1516 
— lOU'-      A   .$9  (XX>— $14,00(1.  other   consid  and   100 

8Sth  st.  No  14T,  n  s,  .391  e  Amsterdam  av,  lTxlOO.8.  3-sty  and 
basement  stone  front  dwelling.  Eugene  Melvin  to  John  E  Shaw, 
of  Finderne,  N  J.  Mort  $14  500.  July  1.  July  0,  1906.  4:1219 
— 16V4.     A  .$8,.50O— $16,000.  nom 

SSth  st.  No  147,  n  s,  391  e  Amsterdam  av,-  17x100.8,  3-sty  and 
basement  stone  front  dwelling.  John  E  Shaw  to  Nellie  B  wife 
Elwood  C  Jackson,  of  Wilmington,  Del.  Mort  $14.5(MI.  Apr  30. 
July  6,  1900.     4:1219—161^.     A  $8  .500— $16.0(.1O.  nom 

89tlj  st.  No  103,  n  s.  80  e  Park  av.  26.SxlO(J.8.  5-sty  stone  front 
tenement.  John  Volz  et  al  to  Edmund  D  Broderick.  Mort  $20.- 
000.     June  25.     July  5,  1906.     5:1518—5.     A  $10,500— $22,000. 

nom 

S9th  st.  No  117.  n  s.  108.11  w  Lexington  av,  27x100.8,  5-sty  stone 
front  tenement.  Ottilia  wife  of  Casper  H  Hauck  to  Minnie  Hauck 
Goeltz.  Mort  $16,000.  July  2.  July  9,  1906.  5:1518—13.  A 
$11,500— $22,500.  .  nom 

S9th  st.  No  68,  s  s,  120  e  Columbus  av,  20x100.8.  4-sty  and  base- 
ment stone  front  dwelling.  Lina  Weil  to  Jacob  Bloom.  Mort 
$20,000.  July  3.  July  6,  1906.  4:1202—59.  A  $13.500— $26,- 
000.  other  consid  and  1(X> 

00th  St.  No  327.  n  s,  375  e  2d  av,  25x1(:m\8.  5-sty  stone  front 
tenement.  Robert  Mozer  to  Pauline  Schempf.  July  5.  July  T. 
1906.      5:15.5.3—16.      A   .$5.000— $1T,.500.  other  consid  and   100 

90th  st.  No  302,  s  s,  1(X)  e  2d  av,  2.5x100.8.  5-sty  brk  tenement. 
Robert  Mozer  to  Ferdinand  Penner.  Mort  $14,000.  July  5.  July 
T.   1906.     5:15.52 — tS.     A  .$5,0(X)— $1S..500.       other  consid  and  100 

92d  St.  No  30T.  n  s.  S3  w  West  End  av,  17x75.8.  5-sty  brk  dwelling. 
Lizzie  S  Hannah  to  Mary  E  Mcbain.  of  Canton,  Ohio.  All  title. 
Q     C.     July  5.     July  9,  1906.     4:1252—131...     A  $9.(100— $22.0(X). 

0.50 
56,   s   s.    163.2  e   Madison  av,    17.9x100.8,   3-sty   brk 
Gertrude    V   Morgan    to    H   Augusta    Coleman.      Mort 
July   9.      July   10,    1906.     5:1503 — 46.      A   $14,000— 

other  consid  and  KX* 

92d  st.  No  319,  n  s.  275  e  2d  av,  25x100.8.  5-sty  brk  tenement. 
Julius  Hornig  to  Matthew  J  Malloy.  Mort  $15..5lK).     July  3.      July 

5.  19(16,      5:1.55.5—12.      A    $4. .500— $16.5(10.  nom 
9.3d   st.    No  322,   s   s,   325   e  2d  av,   25x100. .8.   5-sty   brk   tenement. 

.    Sophia  Becker  to  Samuel  L  Feiner.      Mort  $17,000.     July  2.  July 

6,  1906.     5:1.5.5.5— .39.   A  $4, .500— $15,000.         other  consid  and  100 
95th  St.   No  219,  n  k.  3IX)  w  2d  a-v,  25x100.8.  5'sty  brk  tenement. 

Frida    Kadisch    to    Max    Orbach.      Mort    $19,500.      July    5.      July 
6,  1906.     5:1.541—12.     A  $I>,(X10— $16,00(1.  100 

95th  St.  No  221,  n  s,  275  w  2d  av,  25x100.8  5-sty  brk  tenement. 
Frida  Kadisch  to  Fannie  Orbach  and  Louis  Loewenthal.  Mort 
$18,500.  July  5.  July  6.  190(3.  5:1541—13.  A  $(i,(XIO— $!(!.- 
(KIO.  other   consid   and    IIM.) 

95th  st,  No  32,  s  s,  353  w  Central  Park  West,  18x100.8,  3-sty  and 
basement  stone  front  dwelling.  Chas  E  Lansing  to  Wm  H  New- 
schafer.  July  5.  July  9.  1906.  4:1208—17.  A  $10.000— $19.- 
000.  nom 

95th  st.  No  .32.  s  s.  353  w  Central  Park  West.  18x100.8.  3-sty  and 
basement  stone  front  dwelling.  Wm  H  Newschafer  to  Chas  E 
Lansing.  July  5.  July  9,  1906.  4:1208—47.  A  $10,000— $19,- 
000.  nom 

9(ith  St.  No  104.  s  s.  100  w  Columbus  av,  r)(txt(X).8,  6-sty  brk  tene- 
ment and  store.  CONTRACT.  Abraham  Felt  and  Harry  Mala- 
koff    with    Louis    Bernstein.      Morts    $70,500.      Jan    20.      July    (i. 

1906.     4:1226—37   and  38.      A  $26,000—.$ and  contracts. 

90.500 

97th  st,  No  227,  n  s.  200  w  2d  av.  25x100.11,  5-sty  brk  tenement 
and  store.  Simon  Tannenbaum  et  al  to  Selig  Kotzen  and  Samuel 
Tomkin.  Mort  ,$22,050.  June  19.  July  5,  1906.  6:l(i47— 1(>. 
A  .$5.000— $14, (XX).  other  consid  and  100 

97th  St.  No  116,  s  s,  2.50  e  Park  av,  25x100.11.  5-sty  stone  front 
tenement.  Nathan  Schapiro  to  William  Fischman.  Harry  StoU 
and  Morris  and  Isidor  Fischman.  Mort  $28,(500.  July  2.  July 
5.1906.     6:1(!24— (>2.     A  $6,000— $22  OOO.  other  consid  and  100 

97th  st,  No  154,.  s  s.  186  w  3d  av,  27x100.11,  5-sty  stone  front 
tenement-  Claus  Bade  to  .\ugusta  Buchner,  of  Brooklyn.  Mort 
$11.7.50.     July  9.     July   11,   1906.     6:1(524—44.      A  $6,500— $1.),- 

other  consid  and  1(30 
i,    KW  e   Columbus   av,   2.5x100.11,   5-sty   stone 
Joseph   Hoffman    et    al    to    Harry    E    Herman. 


92d   st,   No 
dwelling. 
$14,000. 
$23,000. 


July 


July 


Morts  $ .     June  27.     July  9,  1906.     7:1833—66.     A  $11,000— 

.$28  0(K».  other  consid  and  1(X) 

100th  st.  No  224,  s  s.  205  w  2d  av,  25x100.4.  5-sty  brk  tenement. 
Samuel  Horowitz  et  al  to  Yetta  S  Wolff.  Mort  $21,625.  July  2. 
July  7.   1906.     6:1649 — 33.     A  $4. 5(X)— $16,000.  nom 

100th  st.  No  1.56.  s  s.  275  w  3d  av.  25xl(K>.ll,  5-sty  brk  tenement. 
Isaac  Rosenwasser  et  al  to  Max  Mayerson.  Mort  $17,000.  July 
1-     July   7,    liXHi.     6:1627—48-      A  .$5,.j00— $14,.500. 

other  consid  and  1(X) 

lootli  st.  No  117,  n  s,  176-6  w  Lexington  av,  25-6x100.11,  5-sty  brk 
tenement.  Israel  D  Schlachetzki  to  Samuel  Fleischman  and  Sam 
Kaniuk.  Mort  .$28,935-  June  26.  July  6,  190(!.  6:162.8—9.  A 
.fH.OOO — $19,(XK).  other   consid   and   100 

lOOth  St.  No  143,  n  s,  325  e  Amsterdam  av,  20.4x101x26-3x100.11, 
5-stv  brk  tenement.  Barney  Cohen  to  Eduard  Wagner.  Mort 
$24,000-  June  29-  July  5,  1906.  7:1855—14.  A  $6,500— $19,- 
0(X).  other  consid  and  100 

101st  st.  No  101,  n  e  cor  Park  av,  16-6x75.  3-sty  brk  dwelling- 
Geo  H  Rosenthal  to  Joseph  Schindler  and  Gussie  Englander.  2-3 
parts.  Mort  .$6,.5(X).  July  2-  July  9.  19o6-  6:1(;29— 1-  A  $5,(K30 
— .$8  OIMI  ■  other  consid  and  100 

101st  st,  Nos  310  and  312,  s  s,  2.55.7  e  2d  av.  3S.10xl00.ll,  6-sty 
brk  tenement  and  store.  Yetta  Kraner  to  Wolf  Rosenberg,  of 
Brooklyn.     %  part,     Mort  $46,050.     July  1.     July  6,  1906.     6:1(J72 

nom 

101st  St.  s  s,  100  e  1st  av.  lOOxKXXll.  vacant.  Wm  Hagedorn 
to  Anna  Cirrito.  Mort  $20000.  June  27.  July  5,  1906.  6:1694 
—43  to  46.     A  $14,700— $14,700.  100 

101st  St.  Nos  1(X)  and  111,  n  s,  1.50  w  Columbus  av,  43-'4xl(X).ll. 
5-sty  brk  tenement  and  store-  Thos  .-Mlison  to  Herman  Brand- 
stein,  Mort  $40,000-  July  2.  July  6,  19(J6.  7:185(5—26.  A 
$  1 4. 0(X>— .$43,000.  other  consid  and   100 

l(J2d  St.  No  108.  s  s.  105  e  Park  av,  25x100.11,  5-sty  brk  tene- 
ment. Saml  Kohn  et  al  to  Timothy  J  Murphy.  Morts  $17,000. 
June  30-     July  6,  1906.     6:1629—68-     A  $5,.500— $12,.500. 

other  consid  and  100 

104th  St.  No  144.  s  s,  460  w  Columbus  av,  .34.6x100.11,  5-sty  brk 
tenement.      Rose    Weinhandler   to   Kate    Maguire.      Mort   .$35,(X)0. 
5,  1906.     1:1858—51.     A  $15.00(.)— $40,000. 

other  consid  and  1(X) 

105th  St.  Nos  136  and  138,  s  s,  160  w  Columbus  av,  runs  s  1(X>11 
X  w  84-0  X  n  on  curve  40-4  x  n  on  straight  line  94-2  to  st,  x  e 
171-6  to  beginning.  3-sty  brk  stable.  John  J  O'Grady  to  Mary  A 
Loeffler  Mort  $T5.000.  July  3.  July  5.  190(5.  7:1.859 — iO  and 
41  and  42%.     A  $46,000 — $56,000.  other  consid  and  100 

105th  st.  No  206,  s  s,  110  e  3d  av,  18x100.9,  3-sty  brk  dwelling. 
Annie  Dooley  to  Anna  MacLeod.  Mort  $5,000.  July  10,  1906. 
(5.1(554 — 14.      A    $5.0(X) — $7,000.  other    consid    and    100 

105th  St.  Nos  161  and  163.  n  s.  145  e  Lexington  av,  36.6x100.11, 
two  4-sty  brk  tenements  and  stores.  Fischel  Weintraub  to 
Osias  Kestenbaum.  Mort  $18,000.  May  10.  July  10.  1906. 
6:1633—26  and  27.     A  $8,000— $22,000.  other  consid  arid  100 

10(;th  St.  No  56.  s  s,  2.55  w  Park  av.  25xl(X).ll.  5-sty  brk  tenement 
and  store.  Max  Ost  to  Edward  Friedman.  Mort  $27,000.  June 
30.      July    7,    1906.      6:1611—49.      A   $9,500— .$21,(500. 

other   consid   and  100 

106th  st.  No  40,  s  s,  86.10  e  Manhattan  av,  16.4x100.11,  3-sty 
and  basement  stone  front  dwelling.  Lorettus  S  Metcalf  to  Geo 
E  Stuckey.  June  30.  July  10,  1906.  7:1841—43%.  A  $8,500 
—$11,000.  nom 

107th  St.  No  211.  n  s.  385  w  2d  av,  2.5x100.11,  4-sty  brk  tenement. 
Louis  Isaac  et  al  to  Max  Weisler.  Mort  .$8,500.  July  3.  July 
5.   1!I(N!.     6:1);57 — 9.     A  .$5..50O— $n..500.  other  consid  and  100 

l(.),Sth  St.  No  228.  s  s.  225  w  2d  av,  25x100,11.  4-sty  brk  tenement 
and  store.  Leopold  D  V  Shea  to  Luigi  Pitilli.  Mort  $12,000. 
July   6.    19(56-      6:l(i57— 34-      A    .$5,500— $10,5(.)0. 

other   consid   and  100 

108th  st,  s  s,  100  e  2d  av,  117.10x125,  three  6-sty  brk  tenements 
and  stores.  Release  mort.  Harris  Mandelbaum  and  ano  to 
Israel   Lippmann.      June  26.     July   11,    1906.     0:1679. 

other   consid  and   100 

Same  property.  Release  mort.  Same  to  same.  June  26.  July 
11,    1006.  other   consid   and    100 

109th  St.  No  164.  s  s.  2.45  w  3d  av.  2.5x100.11.  5-sty  stone  front 
tenement.  Abraham  Levy  to  Samuel  Steinberger.  Mort  $23,500. 
July  2.     July  5,  1906.     6:1636—46.     A  $6.000-$16.000- 

other  consid  and  100 

109th  St.  No  1(54,  s  s,  245  w  3d  av.  25x100.11.  5-sty  stone  front 
tenement.  Samuel  Steinberger  to  Amelia  Zipser.  Cornelius  Dan- 
iels and  Isidor  Teitelbaum.  Morts  $23, .500.  June  3.  July  5, 
1!XX5.      6:163(5—46.      A    $(;.(XH»— $16.(1(50.  nom 

109th  st.  No  232,  s  s,  360  e  3d  av.  25x100.11.  5-sty  brk  tenement 
and  store.  Elias  Rubinofsky  to  Frank  Taus  and  Frederick 
Prochazka.  Mort  $22,.5(10.  July  9.  July  10,  1906.  6:1658—34. 
A  $5,500— $16,000.  ■  other  consid  and  100 

llOth  st,  Nos  117  and  119.  n  s,  116  e  Park  av,  38.9x100.11,  6-sty 
brk  tenement  and  store.  Rosen  Realty  Co  to  Samuel  Milstein, 
Abraham  Cohn  and  Samuel  Strauss  and  Max  Piatoft.  July  9. 
July  10,  1906.     6:1638—61/2  and  7.     A  $7,000— $13,000. 

other  consid  and  100 

110th  st,  Nos  82  and  84,,  s  s,  67  w  Park  av,  41x100.11,  6-sty  brk 
tenement  and  store.  Yetta  Berkowitz  to  Samuel  Grosner  and 
Hyman  Kallman.  Mort  $.50,400.  July  9.  July  10,  1906.  6:1615 
— 10.     A  $15,000— $51,500.  other  consid  and   100 

noth  st.  No  .334,  s  s,  400  e  2d  av,  25x100.11,  2-sty  brk  tenement 
and  store.  Giuseppe  Russo  et  al  to  Marco  Sica.  1-5  part. 
All  title.  Mort  $7,000.  July  10.  July  11,  1906.  6:1681—36. 
A    $5,000— $(i,()00. 

~ "    n 

.     .\dolph  Schoenberger  to  Rachel  Strauss. 
July  5.  190(i.     (5:1616—25  and  25i(..     A 

other   consid   and   100 


other    consid    and    .500 
s.  246.8  w  Park  av,  33.4x100.11.  6-sty 


500 

98th  st.    No   64,   E 
front    tenement. 


110th  st,  Nos  57  and  .59. 
brk  tenement  and  store 
Mort  $45,400.  July  3. 
$11  000—$ 

111th  st,  Nos  215  and  21T,  n  s,  197.6  e  3d  av,  37-6x100.11,  6-sty 
brk  tenement  and  store.  Samuel  H  Baer  to  Samuel  Fine.  Mort 
$43,000.  July  18,  1905.  July  10,  1906.  6:1661—7.  A  $8,500— P 
$25,0(MI.  other  consid  and  100 

nith  st,  No  171.  n  s,  199-6  w  3d  av,  30x100.11,  4-sty  stone  front 
tenement  Chas  P  Foster  to  Winifred  Dunn.  Mort  $20,000. 
July   7.      July   11,   1906.     6:1639—29.     A   $8,500— $19,500- 

other   consid  and   100 

112th  St.  No  8.  s  s.  130  w  5th  av.  30x100.11.  5-sty  brk  tenement. 
Flora  Levy  to  Charles  Fox.  Philip  Hollander  and  Joseph  Fuhr- 
man  Morts  .$31,0011.  July  2.  July  (i.  190(5.  6:1.595^11.  A 
$11000— .$30,000.  no™ 

113th  St.  No  172.  s  s.  100  w  3d  av,  20x100.11.  3-sty  brk  tenement 
and  store  and  2-sty  brk  building  in  rear,  Lizzie  Arfmann  et  al 
to  Conrad  Stemmann.  June  27.  July  5,  1906.  6:1640 — i0%.  A 
.$6.000— $7..5()0.  other  consid  and  100 
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114th  St,  No  18.  s  s,  200  e  5th  av,  25x100.11,  5-sty  brk  tene- 
ment and  store.  Wolf  Levitin  to  Louis  Geffen.  July  10.  Mort 
$28,000.  July  11.  1906.  t5:l(!19— (U.  A  $9.000— $23,000.  nom 
115th  St,  No  14.  s  s.  220  w  5th  av.  25x100.11.  5-sty  stone  front 
tenement.  John  Bloch  to  Harry  L  Wolff.  Mort  .$24,000.  July 
6.     July   7,   190tJ.     6:1598—45.     A   $10.000-$25.O0O. 

other   consid   and    1110 
115th  St,  No  308.  s  s,  100  e  2d  av,  25x100.11,  4-sty  brk  tenement 
and  store.  Pasquale  Caruso  to  Salvatore  Siclliano.   Mort  $17,000. 
July  10.  1906.     6:1686—48.     A  ?5,000— $11,000. 

other   consid   and    100 
115th  St.  No  5,  n  s,  125  e  5th  av.  runs  n  110  x  s  e  —  x  e  16.5  x  s 
100.11  to  St,  X  w  25  to  beginning.  5-sty  brk  tenement  and  store 
John   E   Simons  et   al   to   Marks   Moses.      Mort  $27,000.      July  2. 
July  9,   1906.     6:1621—6.     A  .$9.50()— $24,000. 

other  consid  and  100 
116th  St    No  ."^09.   n   s.   140  e  2d  av,   20x100.11.  .'{-sty  stone   front 
dwelling.     Alvina  P  wife  of  John  Roelofts  to  Biagio  Pernettl.  July 
.S.     July  5.  1906.     0:1688-6%.     A  .$5,000— $9..50O. 

other  consid  and  10(-' 
116th  St,  No  319.  n  s.  82  e  Manhattan  av,  38x100.11,  5-sty  brk 
and  store.  Benj  L  Weil  to  Giuseppe  De  Cristofaro.  July  3.  July 
tenement.  Victor  Heimberger  to  Alex  and  Fanny  Rich  tenants 
by  the  entirety.  Mort  $33,500.  July  9.  July  10,  1906.  7:1943 
— 22.     A  $21,000— $37,000.  other  consid  and  100 

117th  St    No  321,  n  s.  2.'i0  e  2d  av,  25x100.11.  5-sty  brk  tenement 

5.   1906.     6:1089-11.     A  $5.(100— $16..50O.       other  consid  and   lOO 
117th   St.   n   s.   24.S   e   Pleasant   av,    75x100.10,   vacant.      Walter  J 
Dean    to   Samuel   M   Hoffberg  and   Peyser   Bookstaver.     July  2. 
Mons  $28.(100.     July  6.   1906.     6:1716—11   to   13.      A   $12,000— 
$1''  000  other  consid  and  100 

ll.Sth  St,  No  303,  n  s,  100  w  Sth  av.  2.5x100.11.  5-sty  brk  tene- 
ment. Herman  Goldman  to  Alfred  L  M.  Arthur  M  and  Ernest  E 
M  Bullowa.  Mort  $22,000.  July  0.  July  11,  1900.  7:1945— 
''S       A   $9  500 — $21.(300  other   consid   and    100 

llSth  St,  No  .5.35,  n  s,  436.8  e  Pleasant  av.  20.5x100.11,  4-sty  brk 
tenement  and  store.  Everard  J  Calthrop  to  Hortense  N  Carley. 
June  29.  Mort  $6,000.  July  11,  1906.  6:1815—18.  A  $3,500— 
$8,500.  "  .  nom 

121st  st.  No  .342.  s  s.  160  w  1st  av.  30x100.11.  4-sty  brk  tene- 
ment. Andrew  Armstrong  to  Rose  Gennis.  Mort  $10,000.  July 
3.     July  5,  1906.     6:1797—35.     A  $7,000-$l 5.000. 

other  consid  and  100 
121st   St.   No  SO.   s  s,  20  w  Park  av.  20x100.11.  4-sty  stone  front 
tenemenl.      Lucie    A  BuddinKlon    to   Estelle   H   Kins:.      Mort  $11.- 
000.     Julv  5.   1906.     6:1747—19.     A  .$S  0(X>— $14,000.  nom 

122d  St.  No  1.35.  n  s.  325  e  Park  av.  26.3x100.11.  5-stv  brk  tene- 
ment Morris  Blum  et  al  to  Morris  Mikola.  Mort  $27.2.50.  July 
3.    July  5,  1903.    6:1771—14.    A  $8,000— $26,000. 

other   consid   and    100 
122d  St.  No  135.  n  s,  325  e  Park  av    26.3x100.11.  5-sty  brk  ten_e- 
•   ment.     Morris  Grenthal   to   Annie  Mikola.      V2  part.     Mort  .$27,- 

250     July  5.     .July  6.  190(5.     6:1771-14.     A  .$8.000— .$26,000.     100 
122d  St.  No  1.35.  n  s.  325  e  i'.irk  av.  26.3x100.11.  5-sty  brk  tene- 
ment     Morris  Mikola  to  Morris  Greenthal.     Mort  $27,250.     July 
5.     July  6.   1906.      6:1771-14.      A   $8,000— $26,000. 

other   consid   and   100 
122a  St,  No  55.  n  s.  253  w  Park  av,  27x100.11.  5-sty  stone  front 
tenement.     James   G  Andriaccio   to  Vineenzo   Gariano.     %   part. 
Q  C.     July  .5.     July  10,  1906.     6:1748—6.     A  $11,000— $24,000. 

other  consid  and  100 
124th  St.  No  409.  n  s  125  e  1st  av.  2.5x100.11.  5-sty  brk  tenement 
and  store.  Benj  R  Ferkin  et  al  to  Abram  Frpiraan.  Mort  $19.- 
500  July  2.  Julv  5  1906.  6:1812—7.  A  $4.000— $11,000.  100 
125th  St.  No  22.  s  s.  285  e  5th  av.  20x100.11.  4-sty  stone  front 
building  and  store.  Mary  E  Stamler  to  American  Mortgage  Co. 
Mort  $21,000.  July  10,  1906.  6:1749—60%.  A  $25,000— 
$31  000  other  consid  and  100 

126th'  St.  Nos  322  to  332.  s  s.  140  w  1st  av.  125x99.11.  three 
6-sty  brk  tenements  and  stores.  Rosalia  Meli  to  Francis 
Bentivengna    Corleonese    Co.      July    10.      Morts    $134,500.      July 

11,   1906.     6:1802—34   to  38.      A   $25.000 . 

other  consid  and  100 
127th   St.   No  362.   s   s.   225  s   e   Columbus   av   or  Morningside   av 
East     2.5x99.11.    5-stv    brk    tenement.      John    Bannan    to    Isaac 
Shlanowsky.     Mort  $17,000.     July  10.     July   11.   1906.     7:19.53— 
.54.      A    $8.000— $20,000.  other   consid    and    100 

127th  St,  No  1.32,  s  s,  65  w  Lexington  av.  35.10x99.11x35.11x99.11. 
6-sty  brk  tenement  and  store.  Louis  Lewenhof  to  Nathan  Mar- 
cus. All  Hens.  July  9.  July  10.  1906.  6:1775.  nom 
128th  St.  No  246.  s  s.  75  w  2d  av.  26x99.11.  5-sty  brk  tenement. 
Morris  M  Stone  et  al  to  Louis  Grossman.  Mort  $13.0<X).  June 
29.     July  7,   1906.     6:1792— 28V„.      A  $6.50 :V-$18.000. 

other  consid   and   100 
129th  St.  No  5,  n  s,  110  e  5th  av,  25x99.11.  with  all  title  to  strip 
2.6x99.11  on  e  s.  2-sty  brk  dwelling.     Harold  E  Nagle  to  Mary 
E    Rapp.      July    10.      July   11,    1906.      6:1751-5.      A   $10,000— 
$13,000.  other  consid  and  100 

129th  St.  No  49,  n  s,  265  w  Park  av,  25x99.11.  5-sty  stone  front 
tenement.  Jennie  Goodheim  to  Harris  Beaver.  Mort  $20,000. 
July  2.     July  5.  1906.     6:1754—25.     A  $7.500— $22,500. 

other  consid  and  100 
129th  St,  Nos  261  and  263.  n  s.  100  e  8th  av.  .50x99.11.  6-sty  brk 
tenement.      James    C    Sinclair   to   Julius    Grossman,    of   Yonkers, 
N   Y.      Mort    $60,000.     June   28.      July   5,    1906.      7:1935—5.      A 
$20.000— $75,000.  nom 

13.3d  St.  No  26,  s  s,  .3.35  w  .5th  av.  25x99.11.  5-sty  brk  tenement. 
Bernhard  Oppenheim  to  Henrv  J  Garner.  Morts  $22,625.  July  3. 
July  5,    190(k     6:17.30— .50.      A   $7.000— $19,000. 

other  consid  and  100 
133d  St.   No  5.  n   s.   110  w  5th  av.  2.5x99.11,  5-sty  brk  tenement. 
Sarah   Lew  and   ano   to   Isaac   Cohen.   Brooklyn.      Mort   $19,700. 
July  6.    1006.     6:1731—32.      A   $7.000— $17..nOO.  nom 

1.3.3d  St.  No  221.  n  s.  240  w  7th  av.  20x99  11.  5-sty  brk  tenement. 
Celia  Siegel  to  Max  Augner.  Mort  $10,500.  July  2.  July  9.  1906. 
7:1939^211/..      A    $7,200— $19.0()0.  other   consid   and    100 

134th  St.  No  236.  s  s,  325  e  .Sth  av.  25x99.11.  5-sty  brk  tenement. 
Emanuel  Lehman  to  Irving  W  Dimelow.  Mort  .$2.3. .500.  June 
15.     July  10,  1006.     7:19.39—51.     A  $9.000— .$22,000.  nom 

137th  St.  Nos  22  and  24    s  s.  2.35  w  5th  av,  .50x99.11.  6-sty  brk 
tenement.      .lacoli   Swootinan   et    al    to   Cassel   Cohen.      Mort   .$43.- 
000.     July  2.     J\ily  6.  1906.     6:1734.  other  consid  and  100 

139th  t,t.  No  2f).'<.  s  s,  12H.6  w  7th  av,  17x99.11.  3-sty  brk  dwell- 
ing. Alexander  Hornherger  lo  Rosa  Hornhergpr.  B  &  S.  July 
5.    1906       7:2021—39.      A    $5  000-   $10  000.  gift 

142d  St  No  316.  s  s  225  w  Sth  av.  25x99  11,  5-sly  brk  tenement 
F  P  Hummel  et  al  to  Nellie  Aiken  Mort  $19,000.  June  20. 
July  5.  1906.     7:204.3—24.     A  .$5.000— $16,000. 

other  consid  and  100 


144th  St.  No  240,  s  s,  4.50  e  Sth  av,  24.9x99.11.  I 

U4th  St.  No  2.3S    s  s.  474.9  e  Sth  av.  24.Sx99.ll.  |l 

144th  St,  s  s.  499.5  e  Sth  av,  strip  0.6^x99.11.  I 

two  5-sty  brk  tenements.  1 

Herman   Realty   Co   to   Abraham   Samuel.      Morts   $44,000.      July 
6.     July  9,  1906.     7:2029—45  and  46.     A  $10.000— $38,000. 

other  consid   and  100 

145th  St,  No  310,  s  s,  130.2  w  Sth  av,  25.6x99.11.  5-sty  brk  tene- 
ment and  store.  Hulda  Stein  to  James  Reynolds  and  John  T 
McMahon.  Mort  $18,000.  July  2.  July  11,  1906.  7:2044—37%. 
A    $7..5()(V-$21.0O0.  nom 

148th  St,  No  2.30.  n  s.  119  e  Sth  av,  39.x99.ll,  5-sty  brk  tenement. 
Abraham  Benedict  et  al  to  S<ira  and  Leonora  Alexander.  Mort 
$37.(KKK     June  27.     July  11.   1906.     7:2034.   other  consid  and   100 

14Sth  St.  No  227.  n  s.  40O  w  7th  av,  2.5x99.11.  5-st'y  brk  tenement. 
Hannah  Stern  to  Myron  Sulzberger.  Adolph  M  Fischl  and  Sam- 
uel Fink.  Morts  $19,000.  July  2.  July  5.  190(5.  7:2(134—15. 
A  .$5,000— $16,000.  other  consid  and  100 

151st  St.  No  519.  on  map  Nos  523  and  .525.  n  s.  233.4  w  Amster- 
dam av.  33.4x99.11,  5-sty  bik  tenement.  Isidor  D  Brokaw  to  Isi- 
dore Silverberg.  All  liens.  July  5.  July  6.  1906.  7:2083-22. 
A   $6.700— .$27,000.  other  consid  and  100 

151st  St.  No  519.  on  map  Nos  .523  and  .525.  n  s.  233  4  w  Amster- 
dam av.  33.4x99.11.  5-sty  brk  tenement.  -Peter  Glinsmann  to 
Isidor  D  Brokaw.  Mort  $2S,0(X).  July  5.  July  6.  19(16.  7:20,S3 
—22.      A   .$6.700 — $27,000.  other  consid  and   100 

152d  St.  Nos  448  to  4.54,  on  map  Nos  450  to  4.54.  s  s.  325  e  Am- 
sterdam av.  100x99.11.  two  Tt-sty  brk  tenements.  McKinley  Realty 
&  Construction  Co  to  Isidore  D  Morrison.  Mort  .$.50.(j00.  July 
5.    July  7.  190<5.    7:20(i6.  other  consid  and  100 

17()th  St.  s  s.  100  w  .Amsterdam  av.  44x99.11.  vacant.  Release 
mort.  Elm  Realty  Co  to  Winslow  Realty  Co.  June  29.  July 
11,  1906.     8:2132.  nom 

176th  St.  s  s.  100  w  Amsterd.am  av.  44x99.11,  vacant.  Release 
mort.  Elm  Realty  Co  to  Winslow  Realty  Co.  June  29.  July  5. 
1906.      S:2132  nom 

179th  st,  Nos  535  and  537,  n  s,  1.50  w  Audubon  av.  50x100,  two 
2-stv  frame  dwellings,  Fredricka  Hack  to  Julius  Braun.  Mort 
$9,060.     July  10,  1906.     8:2153—53.     A  $8,000— $12,000. 

other  consid  and  1(X) 

Amsterdam   av       |  s  w  cor  139th  st.  99.11x100.  two  5-sty  brk  ten- 

139th  st.  No  50|  ements  and  stores.  Henry  E  Schwitters  to 
Edo  Schwitters.     Mort  $130,000.     July  5.     July  9.  190(5.     7:2070. 

other  consid  and  100 

Same  property.  Edo  Schwitters  to  Henry  E  Schwitters  and  Margar- 
etha  his  wife.      Mort  $130.tMX).     July  5.     July  9.   1906.     7:2070. 

other  consid  and  100 

Amsterdam  av.  No  ,S32.  w  s,  1.50.11  n  100th  st.  25x96.5  to  c  1  of 
Broadway,  or  Old  Bloomingdale  road  (closed).  x25x97.  5-sty  brk 
tenement  and  store.  Hermann  F  Dre-wes  et  al  HEIRS,  &c,  Her- 
mann Drewes  to  Alfred  Rauchtuss.  Mort  .$25.(XI0.  June  21.  July 
5,   1906.     7:1872—35.  •  A  $15.. 500— .$27,000.  nom 

Same  property.  CONTRACT.  Hermann  Drewes  with  same.  Mt 
.$25f>00.     May  25.     July  5.  1906.     7:1.872.  43.500 

Amsterdam  av.  No  .832  w  s.  150.11  n  100th  st,  25x96..5_  to  c  1 
of  Broadway  or  Old  Bloomingdale  road  (closed),  x2,5x97,  5-sty 
brk  tenement  and  store.  Hermann  F  Drewes  ADMR  Hermann 
Drewes  to  Alfred  Riuchfuss.  Mort  $25,000.  July  2.  July  5. 
1906.     7:1872—3.5.     A  $15..500— .$27,000.  17.224.18 

Amsterdam  av.  No  341  I  n  e  cor  76th  St.  27.2x1(10.  5-sty  brk  tene- 

7(>th  st   No  179  I      ment.    .  Charles    Leopold     to     Henrietta 

Marks.       V,    part.      Mort    $(50,000.      July    10.      July    11.     1906. 
4:114,8—1."    A    $.32.000— $57,000  other    consid    and    100 

Amsterdam  av.  No  341  1  n  e  cor  76th  St.  27.2x100.  5-sty  br  ktene- 

76th  st   No  179  |      ment.     Robert  Morrison  to  Charles  Leo- 

pold.    June  15.     July  11,  1906.     4:114,8-1.     A  $32,000— $.57,000. 

other   consid   and    100 

Amsterdam  av.  No  407.  e  s,  77.2  n  79th  st.  2.5x.S5.  5-sty  brk 
tenement  and  store.     Ferdinand  Stabel  to  Jane  C  Olveira.     July 

9.  July  11,  1906.     4:1210^.     A  $17.500— $25,000. 

other  consid  and  100 
Amsterdam  av.  n  e  cor  76th  st.  runs  n  —  to  c  1  old  Somcrindike 

or  Cadle  lane  x  e  —  to  n  s  76th  st  x  w  —  to  beginning.     Martha 

E    .\ntrim    ADMRX    Richard    Somerindike    to    Robert    Morrison. 

All   title,     July  9.     July  11,   190(^.     4:1148.  400 

Amsterdam  av.  n  w  cor  76th  st.  runs  n  to  c  I  of  old  Somerindike 

or  Cadle  lane  x  s  w  —  to  n  s  76th  st  x  e  —  to  beginning.    Martha 

E    .Antrim   ADMRX   Richard   Somerindike   to   James   McClenahan. 

All  title.     Julv  9.     July   11.  190(5.     4:1168.  400 

Amsterdam  av.  Nos  1720  to  1726  I  n  w  cor  145th  st.  99.11x100.  four 
14.5th  St.  No  .5f)l  I      .5-sty  brk  tenements  and  stores. 

Henrv  Marks  et   al  to  Cathleen  Turnev.      Morts   $170,000.     July 

10.  July   11,   1906.      7:2077—29  to  32.      A   $70.000— $116,000. 

other  consid   and   100 

Amsterdam  av.  Nos  1720  to  1726  |  n  w  cor  145th  st.  99.11x100.  four 

145th  st.  No  .501  1      .5-sty  brk  tenements  and  stores. 

Cathleen  Turney  to  Henry  Marks  and  Casper  Levy.     Mort  $170,- 

000.     July  10.     July  11,  1906.     7:2077—29  to  32.     A  $70,000— 

$116,000.  other  consid  and  100 

.Amsterdam   av      Is  w  cor  139th  st.  99.11x100,  two  5-sty  brk  tene- 

1.39th   St.   No  .5001     ments    and    stores.      Joseph    Silverson    et    al    to 

Henrv    E    Schwitters       Mort    $130,000.      July   5.      July   7.    1906. 

7:2070—33  to  34.     A  $45.000—.$ .  other  consid  and  100 

.Amsterdam  av.  No  .585,  e  s,  .53.10  n  88th  st.  28.4xl(X).  5-sty  brk 
tenement  and  store.  Babetto  Grabenheimer  to  Charles  Weissler. 
Mort  .$28,000.-  July  5.  July  6.  1906.  4:1219—3.  A  $19,000— 
.$33,000.  other  consid  and  100 

Amsterdam  av.  No  1427,  e  s,  74.11  n  130th  st,  2.5x100,  5-sty  brk 
tenement  and  store.  John  Ryan  to  John  M  Halper  and  Isaac 
Joel.  Mort  $25,000.  July  9.  July  10,  1906.  7:1970^.  A 
$9.500 — $22,000.  other  consid  and  100 

Av  A.  No  208  I  s  e  cor  13th  St.  26x96.  5-sty  brk  tenement 

13th  St.  Nos  .500  to  .5041  and  store.  Lena  Gurgel  to  Ben]  M  Abra- 
ham. Mort  $47,.500.  July  2.  July  10,  1906.  2:406—8.  A 
$25.000— $40,000,  other  consid  and  100 

Av  A.  No  144.8  !  s   e    cor   77th    st.   2(5.6x9,8,   .5-sty  brk   tenement  and 
77th  st.  No  .5001      store.     Maurice  Herrmann  to  Mary  Simon.     Mort 
S?n.500.      June    26.      July    11.    1906.      5:1488—49.      A    $11,000— 
$27,000.  other   consid    and    100 

Av  A.  No  ISI.  (■  s.  51.9  s  12th  St.  25.9x95.6.  4-sty  brk  tenement 
;inrt  slore  and  4-sty  hrk  tenement  in  rear.  Rosa  Gentzlinger 
iudivid  and  RXTRX  of  Henrv  Gentzlinger  lo  Barney  and  Isadore 
Mechanic.  July  9.  MnrI  $16,000.  July  11.  1906.  2:40.5—6. 
\    $15.000— $20,009.  29,500 

Av  A.  No  206.  e  s,  26  s  13(h  st,  25.9.x96,  5-sty  brk  tenement  and 
store  and  2-sly  brk  building  in  rear.  George  Schworer  et  al 
EXJ<S.  &c.  Louis  Schworer  (o  Samuel  and  Robert  Rothstein  % 
part,  and  Max  Leserman  U  part  Mort  $35.0(X>.  June  23.  July 
5.   1906.     2:406—7.     A  $16.000— $25,000.  41.000 
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000.     July  5.     July  7,   I'.IOfi.     :^;9S4— 58. 


Av  B,  No  287.  e  s,  42 
store.  Max  Blau  to 
July   .">.     July   7,    inOli 


Av  A,  No  20(i.  e  s,  2t!  s  13th  st,  25.9x90,  u-sty  brk  t^neraent  and 
store  and  2-sty  brk  building  in  rear.  Emma  Schworer  widow 
of  Louis  Schworer  lo  Samuel  Rothslein  and  Robt  Rothstein  ami 
Max  Leserman.  Mort  $15,000.  June  23.  July  5,  1906.  2:406— 
7.      A   .fKi.tKMI— .fj.'i  (KKI.  nom 

Av  A.  No  1020.  e  s,  75.5  n  .55th  st.  25.>:S0,  5-sty  brk  tenement. 
Ernest  Graf  to  Julia  Kann  and  Minnie  B  Blumenthal.  Mort 
.S15()(I0.  June  2(!.  July  5.  19im;.  5:1371 — il.  A  .$7,(101)— .$1(;,- 
000.  other  consid  and  100 

Av  A.  No   1477  I  n  w  cor  7.Sth  st,  25.4x75,  5-sty  brk  tene- 

78th  St.  Nos  451  and  453[  ment  and  store.  Edw  J  Schevcik  to  Amer- 
ican Bohemian  Realty  Co.  Mort  .fl5.000.  July  3.  July  5.  1901;. 
5:1473—22.     A  ;f8..500 — .$23,011(1.  other  consid  and  lOIJ 

Av  B.  No  287.  e  s.  42  s  17th  st.  20x(!8,  5-sty  brk  tenement  and 
store.-    Max  Blau  to  L  Walter  Lissberger.     2-:{  parts.      Mort  $S,- 

A  .$5  01.10 — $8.0(10. 

other  consid  and  101 1 
s   17th  St.  20x08,  5-sty  brk   tenement   and 
Morris    Appel.        1-6   part.      Mort   .$8,0110. 
3:084—58.     A  $5,000— .$8,000. 

other  consid  and   TIO 
Av   B.   No   287.   e  s.  42  s   17th  st.   20.x68.  .5-sly  brk  tenement   and 
store.      Louis  Cohen  to  Max  Blau.      Mort  .$8.00(1.      June  29.     July 
7.    19(10.     3:9.S4— .5,8.      A  .$5.000— $8,000.  other  consid  and   1(M3 

Av  B.  Nos  97  and  99,  e  s,  40.5  n  6th  st,  37x93,  6-sty  brk  tenement 
and  store.  Samuel  Cohen  et  al  to  Isaac  Male.  Mort  .$53, (100. 
June  15.     July  10,   190(5.     2:389—3.     A  $30,000— .$60,000. 

other  consid  and   100 
Av  C,  No  215,  w  s,  23  n  13th  st.  22.1(1x63.  5-sty  brk  tenement  and 
store.      Harry   Lipsky   to  Julius   Rosenthal.      Mort   $12,000.      July 
6.      July    11.    19(l(i.      2:396—36.      A   $8,000-$  12.(k:»0. 

other   consid   and    KXl 
No   215.    w    s.    23   n    13th    st.    22.10x()3.    5-sty   brk   tenement 
store.      Solomon   Mingelgrecn   to  Harry  Lipsky.      Morts  .$11.- 
July  2.     July   6.    1906.     2:3!Mi— 36.      A   .$8.0(X)— .$12.0(X). 

other   consid   and    100 
Nos    117   and    119.    w   s.    .".8.,S   s   81h    st.   .3.8.,8x.*3.    7-sty    brk 
tenement  and  store     Louis  Bachrach  to  Isa'ac  Schmeidler.  B  &  S. 
Correction  deed.     June  26.     July  6,-  1006.     2:390 — 32.     A  $22,001) 
— .$55.(MI(I.  nom 

Av  C.  Nos  117  and  119,  w  s.  .58.8  s  8th  st.  38.8x.S3.  7-sty  brk 
tenement  and  store.  Isaac  Male  to  Bnrnet  Mankes.  Mort  $70  - 
2.50.     June  2(;.     July  6.  1901).     2::?90.  other  consid  and   100 

Av  C.  No  150.  e  s  (i8.2  n  9th  st.  23.nx.83,  5-sty  brk  tenement  and 
store.  Morris  Schoenteld  to  Samuel  Rosenthal.  Mort  $21  9(10. 
July  2.     July  7.   190(5.     2:379—4.     A  $i;i,flO0— $]().fKXI. 

other  consid  and    10(3 
.<\.v  C.  Nos  121   and  123.  w  s,  20  s  Sth  st,  .38.8x83.  7-sty  brk  tene- 
ment and  store.      Louis  Morrison  to  Wolf  Greenberg.      Mort  .$.5.3.- 
7.50.     July  5.     July  6.   19(J6.     2:390—30.     A  $22.(K,10~.$55.000. 

other  consid  and    100 
Av  D  I  n  e  cor  13th   st.   runs  n  —  to  s  s  14th  st.  x  e  —  to 

13th  st         I     e  s  Tompkins  st.  x  s  —  to  13th  st.  x  w  —  to  begin- 
14th  st  I     ning    with   all    rights    to   wharfage,    bulkheads   lands 

Tompkins  sti  under  water.  &c.  1  -and  2-sty  brk  and  frame  build- 
ings and  vacant,  Emily  M  Roeraer  to  Mastic  Dock  Corporation. 
Mort  $155.0(1(1.  July  2  July  5.  1906,  2:370—1  and  15  to  18, 
A  .$202.000— .$204.(.)(  10  and  exempt.  other  consid  and  100 

Bowery,  No  83,  e  s,  abt   1.30  s  Hester  St..  25x112.10.  1 

Bowery  Nos  85  and  .85i/4,  on  map  No  85.  e  s.  abt  1(10  s  Hester  st. 
25x112. 

two   .5-sty  brk   lodging  houses  and  stores;    also 
Property  at  North   Pocasset,   Mass. 

Buchanan  Burr  to  Helen  B  Morrison,  of  Stegbury.  Eng  .  Chas  H 

Burr  of  Williamstown,  Mass.  Julia  B  Thornton  of  Newburgh.  N  Y. 

Margt   B  Burr.  N  Y.  Kath  B  Blodgett.  N  Y,  and  Mary  B  Mallory. 


Av    C. 
and 

0(.K.». 

Av    C. 


July 


N  Y.     All  title.     Q  C 
A  $(50.(100 — $90(1110. 

I     the   plot 


July  9.  1906.  1:303 

1..500 


Estate   Co  to 
8:2214-2215- 

17.916.56 
mortgagee    to 


of  Rhinebeck 
—10  and   11 

Broadway,   s 

10th  av,   s  s 

218th  St.   n  e   s 

Harlem  River  and 

U  S  Harlem  River  Ship  Canal  | 

Broadway  |   the   plot. 

Hyatt   st  I 

226th  st  I  . 

Harlem  River,  w  s   I 

Ashley  or  227th  st   | 

Naegel  av.  n  e  cor  Academy  St.   100x160,  vacant. 
Release    claims.    &c,    as    to    R    R.      American    Real 
the  City   of   New  York.      May   10.      July   10.   1906. 
2217-2218  and   12:3265. 

Same  property.  (Two  instruments.)  Consent  of 
above.  Franklin  W  Gilley  et  al  EXRS.  &c,  Mary  Van  Nest  to 
same.  June  22.  July  10,  1906.  8:2214—2215—2217—2218 
and    12:3265.  nom 

Broadway,  late  Kingsbridge  road,  w  s.  96  s  Dyckman  st.  runs  n  w 
323.6  and  297  and  300.7  x  s  w  5  x  n  w  456  and  92.7  to  e  s  Har- 
lem River  R  R  at  point  234. .5  s  Dyckman  st  x  s  w  1.176  x  s  e 
.587  6  and  93.1  and  .301  and  63.6  to  w  s  of  said  road  x  n  e  134.5 
and  2.85.10  and  429.9  to  beginning,  with  all  title  to  land  bet  e  s 
said  R  R  and  Hudson  River,  except  parts  taken  by  R  R.  &c.  and 
for  said  Kingsbridge  road  and  Fort  Wi'shington  av:  also  lands 
under  water.  &c.  Walter  S  Sheafer  to  Henry  Sheafer.  of  Potts- 
ville.  Pa.  B  &  S  and  C  a  G.  Nov  20.  1891.  Jul"  7.  1006. 
8:2178-2170-2181-2295.  nom 

Broadwayin  w  cor  151st  st.  99.11x1.50.  vacant.     John  C  Rodgers  to 

151st  st  I  Francis  Colety  2-3  parts,  and  Wm  C  Stewart.  1-3  part. 
Mort  .$.55,090.  July  5.  July  6.  1906.  7:209.8—26  to  32.  A  .$13.- 
500— $13,.500.  other  consM  and   100 

Broadway,  n  e  cor  160th  st.  9!). 11x100.  vacan:  Markus  Pollak 
to  Isaac  Heifer.  All  liens.  July  6.  Julv  7.  190(>.  8:2119 — 1. 
A   $.30,000— .$.30  000,  _  other  consid   and   100 

Broadway,  e  s.  between  l.S7th  st  and  Hillside  av.  being  lot  .5(57 
map  14  lots  estate  Gottlieb  Rosenblatt,  75.5x110  3x75x109.10. 
Ringland  P  Kilpatrick  to  Jack  L  Woldenberg.  July  10.  Mort 
$11. .500.      July    11,    190i;.      8:217(1.  other   consid   and    100 

Broadway,  n  w  cor  l-'KJth  st.  99  11x10(1,  vacant.  Atlintic  Realty 
Co  to  Albert  Cavanaeh.  Mort  .$.58,.800.  July  9,  190:5.  7:2002 — 12 
to  46.     A  .$.52,(KlO— .$.52.0110. 

Broadway,   s  w  cor   116th  st     100.11x100, 
Co  to  Eliz  S  Potter  of  Cooperstown.  N 


other  consid  and   100 
vacant.      Mornton   Realty 
Y.      Mort  .«10ll(lfMI.      Julv 
5,   1906.     7:1,896 — 09  to  73.     A  $105,0(K)— $105.(1(M1 

other  consid  and  100 
Claremont  av.   s   w  cor  119th  st.    125xlO(.).   vacant.      Robert   Fergu- 
son   to    Robert    Ferguson    '&    Sons.       Mort    $111. .'It  10,       June    29. 
July  7.   1906.     7:1990.  other  consid  and  100 

East  End  av.  No  94|  s    w    cor   84th    st.    26x.S0.    5-sty    brk    tenement 
Av  B,  No   1630        I     and   store.      Morris   Sherwin   et    al    to      David 


Lexington    av.    No    101,    s 
stone    front    tenement. 
Mort  $;!5,.500.      May  25, 
$.37.50(1. 

Lexington    av.    No    1738. 


Knopp.      Mort   .$31,7.50.     July  2.     July  5,   1M6.     5:1580—30.     A 
$10  000— $26,(XHJ.  other  consid  and   100 

East   End  av..  Nos  tM)  and  92,-  orlw  s,  26   s  84th   st,   50.8x.80.   two 

Av  B.    Nos   1t52(i  and  162,8  |   5-sty  brk  tenements  and  stores. 

Louis   Stern    to    Louis   H    Lowenstein.      Morts  .$:'>9.,50(l.      June   20. 
July   7,   1906.     5:1.580—29  and  30.     A  $16  .500— $43.0UO. 

other    consid   and    1<M> 

Lenox  av.  No  484.  e  s.  49.11  n  1.34th  st.  25x85.  5-sty  brk  tenement 
and  store.  Isaac  Newman  to  Marcus  Lederer  and  Isaac  Klein. 
1-3  fcart.  All  title.  Mort  .«25.00O.  July  5.  July  7.  1906. 
0:1732-3.      A  $14.00(1 — .$25  000.  other  consid  and  100 

Lenox  av.  No  71.  w  s,  75.7  s  114th  st,  25.2x75,  5-sty  brk  tenement. 
Harriet  N  Lugar  to  Harris  Hausman.  Mort  $22,000.  July  10. 
July  11,  1906.     7:1823—33.     A  $15,000— $26,000. 

other  consid  and  100 

Lenox  av.  No  448,  e  s,  50  n  132d  st,  25x.84.  5-sty  brk  tenement 
and  store.  Louis  Weiss  to  Wheeler  K  Doty.  Mort  $22,000. 
July  10.     July  11,  1906.     6:1730—3.     A  $13,000— $25,000. 

other  consid  and  1(X) 

Lexington  av.  No  792.  w  s.  80.5  n  (ilst  st.  20x65.  3-sty  stone  front 
dwelling.  James  Brannan  to  Alexander  Lambert.  Mort  $15.(KX). 
July  2.    July  5,  1906.     5:1396—17.     A  $17,000— $19,000. 

other  consid  and  100 
e   s,   24.8   n   e   27th   st,   24.8x100,   5-sty 
Daniel    J    Riordan    to    Milton    C    Henley. 
July  9,   1906.     3:883—27.     A  $19,0110— 
other   consid   and   100 
i-   s.    76.1    n    108th    St.    24.10x100x24, llx 
KH).   5-sty  stone   front   tenement   and  store.      Samuel  Hess  to  Si-, 
mon  Bleier.     Morts  $22..",00.     July  2.     July  5,  1906.     0:1(536—18. 
A   .$9  0(1(1— $18,000.  other  consid  and  100 

Madison  av.  No  687,  e  s,  25  s  62d  st,  25x63,  4-sty  brk  dwelling. 
Jacob  M  Newman  to  Thos  R  A  Hall.  Mort  $15,000.  Jan  30, 
1886.     July   11,   190(5.     5:1376—51%.     A  $45,000— $50,000. 

43  000 

Madison  av.  No  687,  e  s,  25  s  62d  st,  25x63,  4-sty  brk  dwelling. 
Wm  W  Hall  to  Agnes  Coady.  B  &  S  and  C  a  G.  July  9,  1906. 
July  11.   1905.     5:1376—51%.     A  $45,(J00— $50,(K)0. 

other    consid    and    100 

Madison  av.  No  687,  e  s,  25  s  62d  st,  25x63,  4-sty  brk  dwelling. 
Thos  R  A  Hall  to  Agnes  Coady.  April  26.  July  11,  1906.  5:1376 
-51%.      A    $45.000— $50,000.  other    consid    and    100 

Madison  av.  No  687,  e  s,  25  s  62d  st,  25x63,  4-sty  brk  dwelling.' 
Jacob  M  Newman  to  Wm  W  Hall.  Sept  24,  1894.  July  11, 
190(5.     5:1376—511/2.     A  $45,000— $50,0(10.     other  consid  and   100 

Madison  av.  No  302.  w  s.  27  n  list  st,  22.4x74.  4-sty  stone  front 
dwelling.  Wm  M  Bollard  et  al  to  Frederic  L  Bollard  and  Elijah 
George,  of  Boston.  Mass.  B  &  S.  Mort  .$35,000.  May  9.  July 
(i.   lOOi;,      5:1276—15.     A  $75.000— $80  000.  nom 

Madison  av,  No  19.33.  n  e  cor  124th  st.  44x.8.5,  7-sty  brk  tenement. 
Benjamin  Loewentritt  to  Saml  Green.  Morts  $.80000.  July  5. 
July   0.    1900.      6:1749—21.      A   $35.000— .$75,000. 

other  consid  and  100 

Madison  av.  No  1933.  n  e  cor  124th  st.  44x85.  7-sty  brk  tenement. 
William  Carr  to  Benjamin  Loewentritt.  Mort  $S0.00O.  Julv  2. 
July  6.  1906.     6:1749-21,     A  .$.35.000- .$7.5,000.  nom 

Madison  av.  No  1483.  e  s.  25.5  s  102d  sf.  25.2x106.5x25.9x111.10. 
5-sty  brk  tenement  and  store.  Ester  Haberman  to  Bernhard 
Klingenstein.  Mort  .$30.(100.  Julv  5.  July  6.  1906.  6:1607 — 
.50,      A   $17.(.K10— .$29.0fHP.  100 

Morningside  av  E  I  s  e  cor  116th  st,  26.4x79.3x25.2x87,  5-sty  brk 

116th  St.  No  .374  |  tenement.  Isaac  M  Witt  to  Philip  Fauer. 
Mort  $32,000.  July  2.  July  11,  1906.  7:1849— .50.  A  $22,000 
—.$.36,000.  other  consid  and  100 

Park  av.  No   1220|  n   w  cor  95th  st.   25.2x100.  5-sty  brk   tenement 

95th  St.  No  71  I  and  store.  Daniel  J  Riordan  to  Milton  C  Hen- 
ley.    Morts  .$ .     May  25.     July  9,  1906.     5:1.507—33.     A  $24.- 

01 11 1— $40  000.  nom 

Park  av.  No  1747, .e  s,  60.11  n  121st  st.  20x75.  4-sty  brk  tene- 
ment and  store.  Release  claims  as  to  Park  av  Viaduct.  Joseph 
Peyser  to  N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H  R  R  R  Co. 
July  9.     July  11,  1906.     6:1770—3.     A  $4,.500— $10,000. 

other  consid  and  1(K) 

Park  av.  No  1613.  e  s.  .50.11  s  115th  st,  25x.80.  5-sty  brk  tenement 
and  s^ore.  Asa  W  Young  Jr  to  Marcus  L  Osk  and  Isidore  Edel- 
stein.  Mort  $10,000.  June  28.  July  7,  1906.  6:1642—71.  A 
.$6  000— $]5.0(X1.  nom 

Park  av.  No  1747.  e  s.  60.11  n  121st  st.  20x75,  4-sty  brk  tenement 
and  store  Joseph  Kornhauser  to  Joseph  Peyser.  Mort  $11. .500. 
July  5.      July   7.    1906.      6:1770—3.      A  $4..500— $10,000. 

other  consid  and  100 

Park  av.  Nos  15T0  to  1578|s  w  cor  113th  st.  100.llx.55. 6.  5-sty  brk 

113th  St.  Nos  84  to  88  I  tenement  and  store.  Release  claims  as 
to  Park  av  viaduct.  &c.  Edward  Mitchell  et  al  to  N  Y  &  Harlem 
R  R  Co  and  the  N  Y  C  &  H  R  R  R  Co  May  28.  July  6,  1906. 
(5:1618-37.      A   $21.000— $55,000.  other   consid   and   100 

Park  av.   No  1015  Is  e  cor  85th  st,  25.6x82.2.   3-sty  stone 

S5th  St.  Nos  1(50  and  102  |  front  tenement  and  store.  Dorothea 
T  9  Pope  and  ano  TRUSTEES  John  W  Pope  to  Amos  R  E  Pin- 
chot.  B  &  S.  Julv  5.  July  6.  1906.  5:1513—69.  A  $20,000— 
$2(5..500,  .58,750 

Park  av,  No  1868.  w  s,  75  n  127th  st,  24.11x90,  3-sty  brk  tenement 
and  store.  Release  claims  as  to  Park  av  Viaduct.  Frederick 
Walters  to  N  Y  &  Harlem  R  R  Co  and  theNYC&HRllR 
Co.     June  16.     July  10,  1906.     0:1752—36.     A  $0,000— $10,000. 

other  consid  and   100 

Same  property.  Release  mort  as  easement,  &c.  Mutual  Life  Ins 
Co  of  N  Y.to  same.     July  2.     July  10,  1906.     6:1752.  nom 

Parif  av.  Nos  1940-1946,  n  w  cor  131st  st.  99.11x100.  2  and  3-sty 
brk  loft  and  store  buildings.  Release  claims,  &c,  as  to  Park  av 
Viaduct.  Dimock  &  Fink  Co  to  N  Y  &  Harlem  R  R  Co  and  the 
NYC&HRRRCo.     June  25.     July  10,   1906.     6:1756, 

other  consid  and  100 

Same  property.  Release  mort  as  to  easement,  &c.  Edith  E  Mc- 
Cagg  to  same.  June  25.  July  10.  1906.  6:1756 — 33  and  35.  A 
$31.000— .$53,000.  nom 

St  Nicholas  av,  n  e  cor  184th  st.  49.11x100..  vacant.     Lydia  S  Cut-      - 

ting  and  ano  EXTRX  and  EXR.  &c.  Heyward  Cutting  to  Samuel 

T  Hurst.  Jr.     May  4.     July  10,  1906.     8:21.57—1  and  2.   A  $17,000 

30.000 
av.   n   e   cor   184th   st.   49.11x100.   vacant.      Samuel   T 
to   Alexander  Walker.      Mort   $27,000.     July  9.     July 
8:2157—1  and  2.     A  $17,000— $17,000, 

other  consid  and  100 

St  Nicholas  av.  No  7811  n  w  cor  149th  st,  20.5x89.8x20x93.11.  4-sty 

149th   St.   No  401  I     brk   tenement   and  store.     H  Taylor  Sher- 

man   to   Henry   S   Bartholomew.      1-3   part.      Mort  $27,000.      July 
9,  1906.     7:2064.  nom 


-$17.0("M). 
St    .Nicholas 
Hurst.   Jr. 
10,    1906. 


The   text   of   these   pages   is   copyrighted.      All    rights   are   reserved.     Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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St  Nicholas  av,  e  s.  75  n  ISOth  st.  25x100,  vacant.     Nathan  Wise  to 
Philip  Moersch  and  Valentine  Wille.   -July  2.     July  6.   1906. 
8:2153—00.     A  $S,000— $8,000.  other  consid  and  100 

St  Nicholas  av.  No  1248,  e  s,  75  s  173d  st,  25x100.  3-sty  brk 
dwelling.  John  J  Egan  et  al  to  Geo  A  Lassman.  of  Baltimore. 
Md.  Mort  $12,000.  July  3.  July  5,  15KM!.  8:2129—5.  A  ,$6,500 
— $10,500.  other  consid  and  100 

Terrace  View  av,  s  s.  2t!7.3  w  Jansen  av.  runs  s  85.11  x  w  25  x 
n  10  X  w  12.0  X  n  —  to  Terrace  View  av.  x  e  39.4  to  beginning, 
vacant.  Chancy  W  Frees  to  Elizabeth  M  Pryor.  B  &  S.  July 
3.     July  5,  1900.     13:3402.  4,.500 

West   End  av.   No  154]  s  e  cor  67th  st,  25.5x100,  5-sty  stone  front 

G7th  St.   No  2.")0  I     tenement  and  store'  Chas  F  Weissleder  to 

Albert  J  G  Reimann.     Mort  $28,000.     July  5,  190(j.     4:1158—01. 
A  $11.CKJ0— ,');25.00O.  other  consid  and  100 

West  Broadway,  No  500,  w  s.  148  n  Houston  st,  2.5x75,  5-sty  brk 
tenement  and  store  and  4-sty  frame  tenement  in  rear.  John  McG 
Goodale  to  Pauline  Arnoux.  Q  C.  April  4.  July  o,  1900.  2:525 
—53.      A   $18.000— $22. <XI0.  nom 

Same  property.  Same  as  ADMR  Wm  Campbell  to  same.  April  4. 
July  5,   1906.     2:525.  23,900 

West  End  av.  No  171,  w  s,  50.5  s  68th  st,  25x100,  5-sty  brk  tene- 
ment and  store.  Sophie  Pfinder  to  Saverio  Aiello.  Mort  $19.- 
000.     July  3.     July  0.  190G.     4:1179—34.     A  $7,500— $20,000. 

other  consid  and  100 

West  End  av,  No  369,  w  s,  85  n  77th  st  17.2x100.6,  5-sty  brk 
dwelling.  Willie  W  Wilniot  to  Lucius  Pitkin.  July  •'. 
1906.     4:1186—28.     A  $14,000— $24,000.        other  consid  and  1.000 

1st  av.  No  2428,  e  s,  75.11  s  125th  st,  25x75,  4-sty  stone  front 
tenement  and  store.  Mary  P  Searle  to  Sophia  Michael.  Mort 
$8,000.    Julys.    July  10,  1906.    6:1812^9.    A  $6,000— $10,500. 

other  consid  and  100 

1st  av.  No  23.58  |   s  e  cor  121st  st,  20.11x80,  4-sty  brk  tenement 

121st  st.  No  400  I  and  store.  Charles  Kaiser  to  Mary  S  Clark- 
son.  Mort  $5,000.  July  9.  July  10,  1906.  6:1808-^8.  A 
$7,000— $17,000.  other  consid  and  100 

1st  av,  No  1138,  e  s,  75.5  s  63d  st.  25x81.5,  5-sty  brk  tenement  and 
store.  Sophia  Muller  to  John  Bozzuffi.  Mort  $8,500.  July  9. 
July  10,  1906.     5:1457^48.     A  $7,000— $15,000. 

other   consid   and   100 

1st  av.  No  11.56.  e  s.  50.5  n  G3d  st.  25x81.  5-sty  brk  tenement  and 
store.  Hannah  Wallach  to  Massimiliano  Pioli.  Andrea  Fontano. 
Antonio  Filina.  Antonio  Magnani.  Antonio  Gabrielli  and  Bertolo- 
meo  Brizio.  Mort  $16,000.  July  1.  July  6,  1906.  5:14,58—3.  A 
$7.000— $17,000.  other   consid   and   100 

1st  av.  Nos  Ki.SO  and  1G91.  w  s.  70.8  s  88th  st.  40x100,  two  5-sty 
brk  tenements  and  stores.  Helen  E  Von  Stade  et  al  to  Sigmund 
Grbach.  Q  C.  July  5.  July  7,  1906.  5:1.5.50—27.  A  $14,000 
—$35,000.  nom 

1st  av.  Nos  1(!89  and  1691.  w  s.  70.8  s  88th  st,  40x100,  two  5-sty 
brk  tenements  and  stores.  Geo  B  Goldschmidt  et  al  EXRS.  &c. 
Samuel  B  H  Judah  io  Sigmund  Orbach.  July  5.  July  7,  1906. 
5:1,550—27.     A  $14.0nO— $35,000.  50,IK)0 

1st  av,  Nos  ,541  to  .547.  w  s.  41.1  n  31st  st.  82.3x100,  four  4-sty 
brk  tenements  and  stores.  Joseph  Fuchs  to  Louis  Massucci.  Mt 
$61.0(X>.  July  2.  July  5,  1906.  3:937—32  to  35.  A  $32,000— 
$.36.00(t.  other  consid  and  100 

1st  av.  No  111  s  w  cor  1st  st,  26x58.10.^33.2x57.1 1,  6-sty  brk  tene- 

1st  St.  No  73  1  ment  and  store.  Pauline  Wiess  to  Samuel  Fine. 
Mort  $40,000.  June  28.  July  6,  1906.  2:442^.35.  A  $20,000— 
$40,000.  other   consid   and    100 

2d  av.  No  865,  w  s,  25  n  46th  st,  25x73,  5-sty  brk  tenement  and 
store.  Barney  Goldman  et  al  to  Abraham  Fox  and  Sam  Pieser. 
Mort   $17,000.      June  30.      July   10,   1906.     5:1320. 

other   consid   and   100 

2d  av.  No  692.  e  s.  74  n  37th  st.  24.8x136.5x25x1.32.4,  5-sty  brk 
tenement  and  store  and  4-stv  brk  tenement  in  rear. 

2d  av.  No  694,  e  s.  98.9  n  37th  st.  24.8x139.7x25x136.5,  5-sty  brk 
tenement  and  store  and  4-sty  brk  tenement  in  rear.  I 

Annie  B  Dexter  to  Baruett  Levy.     Morts  $4l).(_HiO.     July  2,      July 
5,  1906.     3:943—1  and  62.     A  $26,000— $48 .500.  nom 

2d  av.  No  342     |  s   e   cor   20th   st.     23.5x65.x2o.6x65.     5-sty     stonel 

20th  st.  No  300|     front  tenement  and  store. 

20th  St.  Xo  30Ot.j.  s  s.  65  e  2d  av.  25x47.6.  5-sty  brk  tenement.  ' 
Maria  Berliant  and  ano  to  Samuel  Friedman.  Mort  $50,000.  July 
3.     July  5.  1006.     3:925—66  and  67.     A  $21,000— $41,000. 

other  consid  and  100 

2dav.  Nos  141  and  143|  s   w   cor  9th  st,   46.8x74.10.   6-sty  brk   len- 
gth st  1     ement   and   store.     Isaac   Marcus   to   Sam- 
uel  and  Jacob  Fein   and   Charles  Sturman.     Mort   .$99,000.     July 
3.     July  5,  1906.     2:464—34.     A  ,f40,000— .$8O.00<1. 

other  consid  and  100 

2d  av.  Nos  141  and  1431  s  w  cor  9th  st,  46.8x74.10.  6-sty  brk  ten- 

9th  st  I     ement   and  store.     Isaac  Schneiderman  to 

Isaac   Marcus.      Mort   $99,000.     July  2.      July  5,   1906.      2:464— 
34.     A  $40  000— $80,000.  100 

2d  av.  No  1544,  e  s,  101.11  s  81st  st,  25.5x100,  5-sty  brk  tenement 
and  store.  Josef  Preiser  et  al  to  Josephine  Dahn.  Mort  .$28,000. 
June  29.     July   5,   1906.     5:1543 — 4.      A   $13.000— $27,000. 

other  consid  and  100 

2d  av,  No  1977,  w  s,  7511  s  102d  st.  2.5x75.  5-sty  brk  tenement 
and  store.  Arthur  R  Parsons  to  Samuel  Sagolowitz.  Mort  $15.- 
000.     July   3.      July   5,    1906.      6:1651—25.      A   $6.500— $15,000. 

other  consid  and  100 

2d  av.  No  1.S93.  w  s.  26.2  s  OSth  st,  24.8x96.8.  5-sty  brk  tene- 
ment and  store.  Morris  Schindel  et  al  to  Henry  Fischer.  Mort 
$17,000.  June  29..  July  5,  1906.  6:1647—27.  A  $7.500— $16.- 
500.  other  consid  and  100 

2d  av,  Nos  2112  to  2116,  e  s,  17  s  109th  st,  51x66,  6-sty  brk  ten- 
ement and  store.  Rosa  Englander  and  ano  to  Samuel  Romanoff 
and  Benjamin  Wengerotf.  Mort  $54,000.  Julv  5.  1!X)6.  6:1680 
— 19%  to  51.     A  $12  000 — $15,000.  other  consid  and  100 

2d  av.  No  .5;{4.  e  s.  60  s  .30th  st.  20x75.9.  3-sty  brk  tenement  and 
store.  Sigmund  B  Hauser  to  Eliz  J  Smith.  Mort  $8,500.  July 
.5.     July  9.  1906.     3:935—62.     A  $8.000-$11.000. 

other  consid  and  100 

2d  av.  No  2073.  w  s,  .50.11  s  107th  st,  25x75.  4-sty  brk  tenement 
and  store.  Emanuel  S  Gates  to  Chas  H  Potter.  Mort  $14.(XX). 
July  7.     July  9.  1906.     6:1656—26.     A  $6.500— $14  000. 

other  consid  and  100 

2d  av.  No  2073.  w  s.  pOll  s  107th  st.  25x75.  4-sty  brk  tenement 
and  store.  Chas  H  Potter  to  Emanuel  S  Gates.  Mort  $14,000. 
July  2.     July  9,   1906.     6:1656—26.     A  .$6,500— $14,000. 

other  consid  and  KX^ 
2d  av.  No  2236.  e  s.  20.10  s  115th  st.  2.5x75,  4-sty  brk  tenement 
ement  and  store.  Simon  Fuchs  to  Samuel  and  Louis  Hoffman. 
Mort  $S.O<10.  July  9.  1906.  6:1686— .50.  A  $5..500— $10,000.  nom 
2d  av.  No  1011.  w  s.  42  s  99ch  st,  28x100.  5-sty  brk  tenement  and 
store.  Fannie  Bartmann  to  Prescott  Realty  Co.  Mort  $27,000. 
July  2.     July  9,  1906.     6:1648—26.     A  $9.000— $17,500.  100 


2d  av.  No  iSll,'  w  s,  42  s  99th  st,  28x100,  5-sty  brk  tenement  and 
store.  Abraham  J  Dworskv  et  al  to  Fannie  Bartmann.  Mort 
$20.(MX).  June  15.  July  9,  1906.  6:1648—26.  A  $9,000— $17.- 
.500.  other  consid  and  lllO 

2d  av,  No  1959,  s  w  cor  lOlst  st.  25.8x90,  5-sty  brk  tenement  and 
store.  Gustav  Lippmann  to  Anshel  Garmise.  Mort  $22,000. 
July  10.     July  11,  1906.     6:1650—28.     A  $12,500— $26,000. 

other  consid  and  100 

2d  av.  No  2451,  w  s,  74.11  n  125th  st,  25x74,  5-sty  stone  front 
tenement  and  store.  Chas  Lewin  to  -Abraham  Perlman.  Morts 
$17,.500.  July  2.  July  11,  1906.  6:1790—25.  A  $6,000— 
$15,000.  other  consid  and  100 

2d  av.   No  1402  |  s  e  cor  73d  st.  27.2x75.  5-sty  stone  front  tene- 

73d  St.  No  300  I  ment  and  store.  Jacob  Kaplan  et  al  to  Isaac 
S  Heller.  Mort  $30,500.  July  5.  July  11,  1906.  5:1447 — 19. 
A  $15,500 — $25,000.  other  consid  and  100 

2d  av.  No  479     |  s  w  cor  27th  st,  24,6x60,  5-sty  brk  tenement  and 

27th  st.  No  246  |  store.  Samuel  Brand  to  James  Cassidy.  Mort 
.$27,000.  July  9.'  July  11,  1906.  3:907—33.  A  $16,000— 
$29,000.  other  consid  and  100 

Same  property.  James  Cassidy  to  Patrick  Cassidy.  %  part.  All 
liens.     July  10.     July  11,  1906.     3:907.  other  consid  and  100 

2d  av.  No  543  |  n  w  cor  30th  st.  20x77,  4-sty  brk  tene- 

30th  st,  Nos  251  and  253|  ment  and  store.  Mary  F  C  De  Han  et 
al  children  of  Henry  Carey  to  Henry  L.Carey.  All  title.  Q  C. 
July  5.     July  11,  1906.     3:911—29.     A  $15,500— $20,000.        nom 

2d  av,  No  543  |  n  w  cor  30th  st,  20x77,  4-sty  brk  tene- 

30th  st,  Nos  251  and  2.53|  ment  and  store.  Henry  L  Carey  to 
Lena  wife  Geo  L  Hermes.  %  part.  July  9.  July  11,  1906. 
3:911—29.      A   $15,500— $20,000.  other   consid   and   100 

2d  av.  No  845.  w  s,  25. .5  n  45th  st.  25x100.  3-sty  brk  tenement 
and  store  and  ,3-sty  brk  tenement  in  rear.  Herman  Aaron  to 
Rose  Baer.  Jan  11.  Rerecorded  from  Jan  12,  1906.  July  6. 
1!)06.     5:1319—23.     A  $15.500— $16,000.  nom 

2d  av.  Nos  813  and  815.  w  s,  75.5  s  44th  st,  runs  w  100  x  s  25  x  e 
20  X  3  25  X  e  80  to  av  x  n  ,50  to  beginning,  two  5-sty  stone 
front  tenements  and  stores.  Bernhard  Horn  et  al  to  Julius  Green- 
berg,  M  part.  Mort  $56.(100.  .May  29.  July  7.  lOOtJ.  5:1317 
—24  and  25.     A  $17.500— $38,500.  nom 

2d  av.  No  1.546.  e  s,  76.6  s  Slst  st,  25.5x100,  5-sty  brk  tenement 
and  store.  Sali  Klein  to  Michael  Johannes  and  Christine  Jo- 
hannes. Mort  $27,000.  July  5.  July  6.  1906.  5:1,54,3—52.  A 
$13,000— $27,000.  other  consid  and  100 

2d  av.   No  1982is    e    cor    102d    st.    25.11x100.    5-sty    stone    front 

102d  St.  No  300  I  tenement,  and  store.  Henry  Feuerstein  to  Mor- 
ris Jones.  Mort  .$35,000.  July  5.  'July  6,  1906.  6:1673 — 49.  A 
$12.0tMI— .$28,000.  other   consid   and   100 

2d  av.  .Vos  377  and  379     |s   w   cor  22d   st.   49.4x100,    two  4-sty_  brk 

22d  St.  Nos  240  and  242  |  tenements  and  stores  on  av.  and  5-sty 
brk  tenement  on  st.  P.^RTITION.  Richard  M  Henry_  referee  to 
.Agnes  A  Cobanks  and  .Anna  M  Stopenhagen..  July  5.  July  6, 
T.iOli.      3:9112—34   and   35   and   .36.      A    $43.000— .$57 .500.  80.000 

2d  av,  Nos  1842  to  1846,  e  s,  25.8  n  95th  st,  75x100,  three  5-sty 
brk  tenements  and  stores.  Wolf  Bloom  to  Ellas  Goodman  and 
Nathan  Gross.  Morts.  &c.  $64,.563.85.  July  5.  July  10,  1906, 
5:15.58—2  to  4.     A  $28,.500— $58..500.  other  consid  and  100 

2d  av.  No  2207.  w  s.  50.7  n  113th  st.  25.2x100,  6-sty  brk  tenement 
and  store.  Israel  Miller  to  Samuel  Kutler,  Sam  Kotler  and  Sam- 
uel Hoffman  Mort  $36,000,  June  29.  July  10.  1906.  6:1663— 
24.      A  $7, .500 — $ .  other   consid  and   100 

3d  av.  No  ,367.  e  s,  74  S  27th  st,  24,8x85,  5-sty  brk  tenement 
and  store.  Chas  Dorn  et  al  to  Jacques  B  Schlosser.  Morts 
$30,000.  Julv  10.  July  11,  1906.  3:907—58.  A  $15,500— 
.$30,000.  other  consid  and  100 

3d  av.  No  14.54,  w  s,  51.1  n  82d  st,  25.6x102.2,  4-sty  brk  tene- 
ment and  store.  John  H  Paradies  to  Herman  Kahrs.  Mort 
$19,000.  July  10.  Julv  11,  1906.  5:1511—35.  A  .$21,000— 
$28,000.  other    consid    and    100 

3d  av.  No  1861  |  s  e  cor  103d  st,  20.10x85,  5-sty  stone 

103d  st,  Nos  200  and  2OO1.4I  front  tenement  and  store.  Morris 
Weinstein  to  Howard  Carroll.  Mort  $23,000.  June  25.  July 
11.    1906.      6:1652^5.      A    $11.000— $25,000. 

other    consid   and    100 

3d  av.  Xo  2077.  e  s.  25.2  s  114th  st.  25.3x.80.  5-sty  stone  front  ten- 
ement and  store.  James  R  Adams  to  Sitta  Fischer.  Mort  $23,- 
,500.      July   2.      July  5.    1906.      6:1663—51.      A   $13..50O— $23,000. 

other  consid  and  100 

3d  av.  No  2341  I  n  e  cor  127th  st.  22x80.  4-sty  brk  tene- 

127th  St.  Nos  201  and  2031  ement  and  store.  Margt  E  Hughes  et 
al  HEIRS  Henrv  Huphes  to  Renee  H  Canalizo.  Q  C.  June  19. 
Julv   5,   1906.      6:1792—1.     A   $27  000— $35,000.  nom 

.id  av.   No  2341  |  n  e  cor  127th  st.  22x80,  4-sty  brk  tene- 

127th  St.  Nos  201  and  203|  ment  and  store.  Margt  E  Hughes  et  al 
EXRS.  &c.  Henrv  Hughes  to  Renee  H  Canalizo.  June  19.  July 
5    1906.     6:1792-1.     A  $27.000— $35,000.  48,900 

3d  av.  No  1.592.  w  s.  47  n  89th  st.  26x99.5x26x99.6.  5-sty  brk 
tenement  and  store.  Frank  W  Mosher  to  Samuel  J  Cohen.  Mort 
.$22,500.  July  5.  July  6.  1906.  5:1518-35.  A  $2O..50O-$26.- 
000.  other  consid   and  100 

5th  av    I  n  e   cor  136th  st.  runs  e  385  to  w  s   Madison  av.  _to  be 

136th  st!     widened   for   bridge   approach,   x   n   174.11   x  w  65  x  n 

137th  sti  24.11  to  s  s  137th  st.  x  w  320  to  e  s  5th  av.  x  s  199.10 
to  beginning,  vacant.  J  Sergeant  Cram  TRUSTEE  Henry  A  Cram 
to  Harris  Mandelbaum  and  Fisher  Lewine.  July  5.  July  6,  1906. 
6:1701—21.  24.  .56.     A  $245.000— .$362,000. 

other  consid  and  100 

5th  av,  No  2017.  e  s.  37.11  s  125th  st.  ISx.SO,  3-sty  brk  dwelling. 
Lucretia    A    Marline   to   Alfred    Cohn.      July  3.      July   5.    lOtlO. 
f!:174c>_70i4.      a  $18.000— $23,000.  other  consid  and   1(X) 

7th  av.  Xos  2564  and  2,566,  w  s.  .59.11  n  148th  st.  40x100,  5-sty  brk 
tenement  and  store.  Joseph  Simerman  to  Wm  and  Frederick  Sin- 
ger.    Mort  $37000.     July  1.     July  9,  1906.     7:2034. 

other  consid  and  100 

Sth  av.  No  2713.  w  s,  24.11  n  144th  st.  25x100.  5-sty  brk  tenement 
and  store.  Marv  W  Duttenhoter  to  Louis  Friess.  Mort  $16,000. 
Julv  3.     July  6".  1906.     7:2044—30.     A  .$8.000— $17.CXX). 

other  consid   and   100 

Sth  av.  No  2105,  w  s,  50.11  s  114th  st,  25x95,  5-sty  brk  tenement 
and  store.  Meyer  H  Ullmann  to  Samuel  K  Fischer.  %  part. 
Mort  .<37.000.  July  10.  July  11,  1906.  7:1847—58.  A  $15,500 
—$25,000.  nom 

8th  av.  No  2105.  w  s,  50.11  s  114th  st,  25x95,  5-sty  brk  tenement 
and  store,  Wilhelm  T.auter  to  Meyer  H  Ullmann,  Mort  $15,000. 
Jul^  10.     July  11,  1906.     7:1847-58.     A  $15.500— $25,000. 

other  consid   and   100 

8th  av.  No  579,  w  s,  61.9  n  38th  st,  12.4x100.  3-sty  brk  tenement 
and  store.  Theresa  Blumenthal  to  Geo  E  Doty.  July  10.  July 
11,  1906.     3:762—36.     A  $14,000— $17,000. 

other   consid    and    100 
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9th  av.  No  74.  e  s,  59.8  n  ^oth  st,  19.1x100,  3-sty  brk  tenement 
aud  store.  Nellie  M  Luberger  to  Hattie  F  Bass.  Mort  $6,500. 
July  3.     July  10,  190U.     3:739 — 4.     A  $10,0U0— $12,000. 

other  consid  and  100 

9th  av.  No  687,  w  a,  43  n  47th  st,  25x85,  4-sty  stone  front  tene- 
ment and  store.  Christian  Dohm.  to  Home  Circle  Realty  Corpn. 
Mort  $23,000.  June  26.  July  11,  1906.  4:1057—31.  A 
$14,000— $22,000.  other  consid  and  100 

9tli  av,  No  bS9,  w  s,  60.5  n  42d  st,  20,\62,  4-sty  brk  tenement  and 
store.     Augusta  Sommer  to   George  Kamraer  Jr.     V2  part.     July 

6,  1906.     4:1052—32.  '  A  $11,000— $16,0U0.  nom 
10th  av,   s  s,  at  n  e  s  218th  st,  runs  s  e  — -to  high  water  mark 

Harlem  River  x  n  e  —  to  w  line  n  s  U  S  Harlem  River  Ship  Canal 
X  n  and  n  w  —  to  s  s  Broadway  x  s  w  —  to  s  s  10th  av  .x  s  w  to 
beginning,  except  part  taken  for  9th  av,  with  all  title  to  land 
under  water  of  River  and  Canal,  and  all  dock,  riparian  rights, 
&c,  vacant.  American  Real  Estate  Co  to  Interborough-Metro- 
politan  Co.     July  10.     July  11,  1906.     8:2197-2214-2215. 

other  consid  and  100 

10th  av.  No  496,  e  s.  24.11  s  38th  st,  24.5x52,  5-sty  brk  tenement 
and  store.  John  Wilkins  to  Henry  N  Boehack.  Mort  $12,000. 
July  9.     July  10,  1906.     3:735—71.     A  $8,000— $13,000. 

other  consid  and  100 

11th  av.  No  0S6,  e  s.  25  n  49th  st,  25.\00,  4-sty  brk  tenement  and 
store.      August   Herrmann   to   Sophie   Herrmann.      June   29.      July 

7,  1906.     4:1078—2.     A  $6,U00— .'i;7,50O.  nom 
11th   av,   No   766,   e  s.   SO.O  s  54th  st,  20x72,  4-sty   brk  tenement 

and  store.     Fredk  H  Schlomann  et  al  to  Adam  T  Schneider.  July 

3.     July  7,  190<;.     4:1082—64.     A  $5,50U— $9,000.  9,000 

11th  av.  No  729,  w  s,  75.3  s  52d  st,  25.1xl0U,  4-sty  brk  tenement 

and  store.     Rosina  Hagedorn  to  Sara  Bruneman.     Mort  $10,000. 

July  1.     July  9,  1006.     4:1099—33.     A  $7,000— $13,000. 

other  consid  and  100 
12th  av,   w  s,  extends  from  137th  to  138th  sts,  199.10x146.4  on 

138th  st   to  bulkhead  line  x202.4xl78.4  on  137th  st,  being  land 

under    water    Hudson    River,    except    part    conveyed    to    Hudson 

R  R  R  Co  on  n  w  cor  12th  av  and  137th  st.  3  ft  on  av  and  0.6 

on  st,  vacant.     J  Henry  Coleman  to  Edward  H  Landon,  %  part. 

Mort  $45,000.     July  10.     July  11,  1906.     7:2101.  nom 

14th  av,  c  1  extends  from  c  1  211th  st,  to  c  1  212th  st  and  bounded] 

w  by  Hudson  River.  i 

Private    road    leading    from    Kingsbridge    road,    through    plots    to| 

Mansion  House,  w  s,  bounded  n  by  c  1  212th  st,  and  s  by  c  1  210th 

st,  I 

Both  of  above  plots  contain   together  6  acres. 
Hill  road,  c  1,   lymg  bet  land  hereby  described  and  land  conveyed 

to  Fredk  M  Jones,  runs  w  —  xs  —  xe  —  tocl  said  road,  x  n 

—  to  beginning. 
Private  road,  as  above  c  1  part  plots  4  and  5  on  map  No  208,  of 

Samuel  Thompsons  as  lots  237  to  240  on  said  map. 

vacant. 

PARTITION.     Frank  Hendrick  (ref)  to  Salem  Land  Co.     June  29. 

July  5,  1906.     8:2247,  2256,  2257  and  2259. 

other  consid  and  48,060 

MISCEI.I.ANEOUS. 

All  that  V4,  share  of  estate  which  came  to  Edw  D  James  dec'd  from 
his  brother  Fredk  P  James  under  his  will.  Certified  copy  of 
judgment  correction  deed,  so  as  to  convey  Vi  part  to  Edw  D 
Jagies.  Edw  F  and  Ada  L  James,  plaintilis,  agt  Mary  P  Reid, 
formerly    James.      June    28.      July    3,    1906. 

order  Supreme  Court 

Copy  of  order  supreme  court  changing  same  from  Real  Estate  Trust 
Co  of  N  Y  to  Fulton  Trust  Co  of  N  Y.  April  11.  July  9,  19U6. 
Miscl.  

Exemplified  copy  last  will  of  A  Beekman  Cox,  late  of  Cherry 
Valley,  N  Y.     Feb  16,  1905.     July  11,  1906.  

BORO0GH    OF    THE   BRONX. 

Under  this  head  the  •  denotes  that  the  property  is  loca.ted  in  the 
new  Annexed  District   (Act  of  1895). 

*Bartholdi  st,  n  w  cor  Pine  st,  7  lots,  each  25x100.  Dora  Lipset  to 
Sarah  Sonkin.     Mort  $3,900.     June  30.     July  9,   1906. 

other  consid  and  100 

Barretto  st,  w  s,  380  n  165th  st,  75x100,  vacant.     Mort  $8, .500.     I 

Jennings  st,  s  s.  100  from  Wilkins  pi,  runs  along  Jennings  st.  in 
a  n  direction  78  x  e  129.10  x  s  60  x  w  126.5,  vacant.  Mort  $6,500.| 
Agreement  as  to  equal  ownership.  Rosa  Weisman  with  Max  H 
Joseph.      .March  12.     July   7.   llllMi.      10:2726.  nom 

*Byron  st,  e  s,  50  s  235th  st,  75x100.  Henry  Braun  to  Christian 
H   Werner.      Mort   $900.      July    10.      July    11.    1906. 

other   consid    and    100 

Bristow  St.  No  1383,  w  s,  125  n  Jennings  st,  runs  w  112.2  x  n  50.7 
x  e  2.5  X  s  24.1  x  e  87.2  to  st  x  s  25  to  beginning,  2-sty  frame 
dwelling.  Mary  A  Ryan  to  Peter  McBride.  Mort  $5,200.  July 
6.     July  9.   1906.      11:2903.  other  consid  and  100 

*Bronx  River  pi.  w  s,  at  line  bet  lots  400  and  401  on  map  Wash-| 
ingtonville,  runs  s  50  x  w  20  x  n  50  x  e  30  to  beginning,  con-l 
tains  1,500  sq  ft.  "      | 

Also  all  right  and  interest  to  part  of  Bronx  River  pi,  lying  inl 
front  of  lots  398  to  426  on  said  map,  contains  23.910  sq  ft.  | 
Anna  L  Huertas  to  N  Y  State  Realty  &  Terminal  Co.  June  30. 
July  5.   1906.  other  consid  and  100 

*Bartholdi  st.  s  e  cor  Rosewood  av.  lots  23  and  24  on  map  426 
near  Williamsbridge.  A  Shatzkin  &  Sons  to  Antonina  and  Sal- 
vatore   Fiscella.     Morts   $1,280.     July  5.     July  6.   1906.  100 

•Clarence  st,  s  w  cor  Barkley  av,  25x100.  Edgewater  Realty  Co 
to   Aaron  and  Samuel   Goldschmidt.      July  3.      July  9,   1906.      100 

"•Clarence  st,  n  e  cor  Barl^ley  av,  375x100. 

Dean  st,  w  s,  25  s  Barkley  av,  75x100. 
vacant. 
Edgewater  Realty  Co  to   Wm   Fischer.     July  2,   1906.  lOO 

•Clarence  st,  w  s,  50  s  Barkley  av,  25x100.  Edgewater  Realty  Co 
to  Otto  Lenniger.     July  3.     July  9.   1906.  100 

•Clarence  st,  w  s,  25  s  Barkley  av,  25x100.     Edgewater  Realty  Co 


100 


July    9. 
100 


to   Theresa  Koontz.     July  3.      July  9.   1906. 
•Clarence   St.   w   s,    175  s   Barkley  av.    75x100. 
Clarence  st,  w  s,  75  s  Barkley  av,   100x100. 
Wilcox  st,  e  s,  50  s  Barkley  av,  50x100. 

Edgewater    Realty    Co    to    Henry    Goldwater.      July    2. 

190G. 
Crotona  Park  N,  n  e   cor  Clinton  av,  24.3x101.5,   vacant.     Wm   H 

Penfold  TRUSTEE  Geo  Faile  to  Chas  V  Halley.     Correction  and 

confirmation  deed.     All  liens.     June  8.     July  6,  1906.      11:2948. 

other  consid  and  100 
Crotona   Park   N.    n   e    cor   Clinton   av,   25.2x100.   vacant.    Mary   E 

Halley  to  Chas  V  Halley  her  husband.     B  &  S.     April  25.     Mort 

$3,500.     July  6,  1906.     11:2948.  other  consid  and  100 


•Delancey  pi,  e  s,  136  n  Morris  Park  av,  50x90.     John  A  Lindstrom 

et   al    to   John   Goergen.      June   25.      July    11,    1906. 

other   consid   and   100 
•Same   property.      John  GoSrgen   to   Maria   Curti   widow.      July  9. 

July   11,  1906..  other  consid  and   100 

•Dean  st,  w  s,  100  s  Town  Dock  road,  50x100,  vacant..     Edgewater 

Realty  Co  to  John  Griffln.     July  3.     July  9,  1906.  100 

•Dean  st,   w  s,   225  s   Barkley  av,   75xlOU.     Edgewater  Realty   Co 

to  Nicholas  Klippel,  Sr.     July  3.     July  9,   1906.  100 

*Dea^  st,   e  s,   150  n   Barkley  av,   50x100.     Edgewater  Realty   Co 

to   Lambert   G   Mapes.      July   3.      July   11,    "•  "■ 


1906. 

other   consid   and    100 
Edgewater  Realty  Co 

100 
Edgewater  Realty   Co 
100 


•Dean  st,   w  s,   100  n  Barkley  av,  50x100. 
to  John  Drakard.     July  3.     July  9,  1906. 

•Dean  st,   e  s,   125   n   Barkley  av,   25x100. 

•  to  John  Drakard.     July  2.     July  9,  1906. 

•Dean  st,  e  s,  150  s  Barkley  av,  runs  s  125  x  e  65  x  n  26  x  e  91.6 
to  Edgewater  Terrace,  x  n  e  76.2  x  w  94  x  n  25  x  n  75  to  be- 
ginning. Edgewater  Realty  Co  to  Marie  T.  Koempel.  July  2. 
July   9,    1906.  100 

•Dean  st.  s  w  cor  Barkley  av,  25x100,  vacant.  Edgewater  Realty 
Co  to  Emil  N  Sorgenfrei.     July  3.     July  9,  1906.  100 

•Dean  st,  e  s,  200  n  Barkley  av,  50x100,  vacant.  Edgewater 
Realty  Co  to  Hugh  Gorman.     July  3      July  9,   1906.  100 

•Dean  st,  e  s,  100  s  Town  Rock  road,  100x100.  Edgewater  Realty 
Co   to   John   H   Green.      July   3.      July   9,    1906.  100 

•Dean  st,  w  s,  200  s  Barkley  av,  25x100,  vacant.  Edgewater 
Realty  Co  to  Edith  R  Voorhis.     July  3.     July  9,   1906.  100 

•Dean  st,  w  s,  150  n  Barkley  av,  25x100,  vacant.  Edgewater 
Realty  Co  to  John  Drakard.     July  2.     July  9,   1906.  100 

•Dean  st,  w  s,  225  s  Town  Dock  road,  25x100.  Edgewater  Realty 
Co  to  Wm  E  Luchs.     July  3.     July  9,   1906.  100 

•Dean  st,  w  s,  1.50  s  Town  Dock  road,  50x100,  vacant.  Edge- 
water  Realty  Co  to  Mary  A  Murphy.     July  2.     July  9,  1906.        100 

•Dean  st,  w  s,  150  s  Barkley  av,  50x100  vacant.  Edgewater 
Realty  Co  to  James  G  Freaney.     July  3.     July  9,   1906.  100 

•Dean  st.  w  s,  2-jO  s  Town  Dock  road,  .50x100,  vacant.  Edgewater 
Realty  Co  to  Annie  M  Tully.     July  3.  _  July  9,   1906.  100 

•Dean  st,  e  s,  200  s  Town  Dock  road,  2;jxl00,  vacant.  Edgewater 
Realty  Co  to  James  Healy.     July  3.     July  9,  1906.  100 

•Dean  st;  e  s,  100  n  Barkley  av,  25x100,  Edgewater  Realty  Co 
to  John   Drakard.     July  2.      July  9.    1906.  100 

•Edgewater  Terrace,  w  s,  225  n  Barkley  av,  50.x93. 6x50x92. 10, 
vacant.  Edgewater  Realty  Co  to  Peter  J  Braschoss.  July  3 
July  9,  1906.  100 

•Edgewater  Terrace,  w  s,  100  s  Town  Dock  road,  50.x92x50x91.4. 
Edgewater  Realty  Co  to  Alma  M  Rose.     July  3.     July  9,  1906.  100 

•Edgewater  Terrace,  w  s,  100.11  s  Barkley  av,  52.6x98x50x99,  va- 
cant. Edgewater  Realty  Co  to  Edgar  D  Smith.  July  3.  July 
9.    1906.  100 

•Edgewater  Terrace,  w  s,  175  n  Barkley  av,  50x93.6x50x94.2 
Edgewater  Realty  Co  to  Frank  Sheerin.     July  3.     July  9,  1906.  100 

•Edgewater  Terrace,  n  w  cor  Barkley  av,  25x96x25x96.4,  vacant. 
Edgewater  Realty  Co  to  Fremont  Realty  Co.  July  3.  July  9 
1906.  100 

•Edgewater  Terrace,  w  s,  258.11  s  Barkley  av,  25.7.x85.6x26x 
91.6.  Edgewater  Realty  Co  to  Fremont  Realty  Co.  July  3 
July   9,    1906.  100 

•Edgewater  Terrace,  w  s.  125  n  Barkley  av,  50x94.11x50x94.2, 
vacant.  Edgewater  Realty  Co  to  Fremont  Realty  Co.  July  3 
July    9,    1906.  ,|„) 

•Edgewater  Terrace,  w  s,  75  n  Barkley  av,  50.x95.Gx50x94.11,  va- 
cant. Edgewater  Realty  Co  to  Fremont  Realty  Co.  July  3 
July  9,   1906.  100 

•Edgewater  Terrace,  w  s,  .50.3  s  Barkley  ay,  50.6x102.6x50x110, 
vacant.  Edgewater  Realty  Co  to  Mary  L  Briggs.  July  3.  July 
9.  1906.  100 

•Edgewater  Terrace,  s  w  cor  Barkley  av,  26.2x113x25x116,  Edge- 
water  Realty  Co  to  Julius  Figliuolo.     July  3.     July  9,  1906.        100 

•Edgewater  Terrace,  w  s,  26.2  s  Barkley  av,  26.2x110x25x113. 
Edgewater  Realty  Co  to  Fremont  Realty  Co.  July  3  July  9 
1906.  100 

•Edgewater  Terrace,  s  w  cor  Town  Dock  road,  100x91.4x100x90. 
Edgewater  Realty   Co   to   Rosalie   Rosenbaum.     July  3.     July  9, 

1906.  IQQ 

•Edgewater  Terrace,  150  s  Town  Dock  road,  50x92.8x50x92. 
Edgewater  Realty  Co  to  Alonzo  N  Rose.  July  3  July  9 
1906.  100 

•Elm  St.  e  s,  extends  from  Beech  to  Cedar  av,  lots  177  to  179  and 
251  to  253  map  Laconia  Park.  Wm  T  Emmet  to  The  Irving 
Realty  Co.     June  18.     July  7.  lOlHj.  3,600 

•Edgewater  Terrace,  w  s.  128  s  Barkley  av,  26.3x98x25x99.     Edgar 

D  Smith  to  Grace  C  Mack.     July  7.     July   11,   1906.  nom 

•Edgewater  Terrace,  w  s,  abt  102  s  Barkley  av,  25.3x99x25x102  6 

Edgar  D  Smith  to  Mary  F  Wadick.     July  7.     July  11,  1906.       nom 
Ernescliff  pi,  s  s,  393.6  w  Lisbon  pi,  26.7x114.7x25x123  7 
Ernesclift  pi,  s  s,  367.8  w  Lisbon  pi,  25.11x123.7x25x130.2. 
2-sty    frame    dwelling   and    vacant. 

Chas  A  Ostland  to  Mary  Kolkebach.     Mort  $2,500.     July  6.     July 
11,    1906.      12:3311.  other   consid   and   100 

Fairmount  pi.  Nos  97S  to  982.  s  w  s.  170.2  s  e  Crotona  av  late 
Grove  st,  80.1x96.9x80.2x93.4,  three  4-sty  brk  tenements.  East- 
ern Crown  Realty  Co  to  Frank  Frankel.  Mort  $39,500.  July  5. 
1906.     11:2950.  other  consid  and  100 

•Fillmore  st,  e  s,"  1.50  n  Columbus  av,  lots  480  and  481  map  Van 
Nest  Park  50xl00x,  2i^-sty  frame  dwelling.  Charles  Ringel- 
stein  to  Henry  Weinberger.  Mort  $3,500.  July  7.  July  9. 
1906.  other   consid   and    100 

•Green  lane,  n  e  s,  at  s  e  s  lands  formerly  Melchoir  111,  runs  n  e 
428.6  to  lands  Isaac  Donshea  x  s  e  204.9  to  lands  Robt  J 
Turnbull  x  s  w  458  to  st  x  n  w  211.6  to  beginning,  Westchester. 
Mary  A  Frifnklin  to  Marcus  Nathan.  Mort  $14,000.  July  10. 
July   11,   1906.  other   consid   and   100 

•Green  lane,  n  e  s,  abt  100  n  5th  st,  211.6x4.58x204.9x428.6. 
Joseph  Bross  to  Mary  A  Franklin.     July  10.     July  11,  1906. 

other   consid  and   100 
Gates  pi,  c  1,  449.4  n  Mosholu  Parkway  North,  runs  e  130  x  n  25 
X  w  130  X  s  25  to  beginning,  vacant.     Release  mort.     Elbert  H 
Dickinson    to    Meyer-Gatling    Investing    Co.      July   3.      July    10 
1906.      12:3324.  nom 

Gates  pi.  c  1,  .524.4  n  Mosholu  Parkway  North,  runs  e  130  x  n 
.50  X  w  130  to  pi  X  s  .50  to  beginning,  vacant.  Release  mort. 
Elbert  H  Drckjnson  to  Meyer-Gatling  Investing  Co.  July  3. 
July   10,    1906.      12:3324.  nom 

Gates  pi,  c  1.  74.4  n  Mosholu  Parkway  North,  runs  e  130  x  n  50 
X  w  1.30  X  s  .50  to  beginning,  vacant.  Release  mort.  Charles 
Dickinson  to  Meyer-Gatling  Investing  Co.  July  3.  July  10. 
1906.     12:3324.  nom 
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July  14,  1906 


Kingsbridge  Real   Estate  Co. 
Same  property.     Release  mort. 


Gates   pi.   e   1.  399.4   n   Mosholu   Parkway   North    runs   e    130  x   n 
50  X  w  130  X  s  50  to  beginning,  vacant.     Release  mort.     Wm  P 
Williams  TRUSTEE  Mary  L  Hillhouse  to  Meyer-Gatling  Invest- 
ing Co.     July  5.     July   10,   190li.      12:3324.  nom 
Gates  pi.  c  I.  324.4  n  Mosholu  Parkway  North,  runs  e  130  x  n  oO  x 
w  130  X  s  50  to  beginning,  vacant.     Release  mort.     Wm  P  Wil- 
liams  TRUSTEE    Marv    L   Hillhouse    to    Meyer-Gatling   Investing 
Co.     July  S.     July   10,   1900.      12:3324.  nam 
Gates   pi   .c   1.   474.4   n   Mosholu   Parkway   North,   50x130,   vacant. 
Meyer-Gatling  Investing  Co  to  Alfred  F  Sass.     July  3.     July  10, 
1900.      12:3324.                                                                 ^        ,^  °om 
Gates   pi,   c   1,   524.4   n   Mosholu   Parkway   North,   5tlxl30,   vacant. 
Meyer-Gatling   Investing    Co    to    Chas    H    Wackerberg.      July   3. 
July   10,   1900.     12:3324.  nom 
Gates   pi     c   1.   399.4   n   Mosholu   Parkw&y   North,   75x130,   vacant. 
Meyer-Gatling  Investing  Co  to  Anna  C  Meisel.     July  5.     July  10. 
190(i.      12:3324.  nom 
Gates  pi.  c  1,  74.4  n  Mosholu  Parkway  North,  runs  e  130  x  n  50 
x  w   130  to  c  1  pi,  x  s  .">0.  vacant.     Meyer-Gatling  Investing  Co 
to  John  H  Jones.     July  5.     July   10,   1900.      12:3324.  nom 
Gates  pi,  c   1,  324.4   n  Mosholu   Parkway   North,   runs   e   130  x   n 

50  X  w  130  X  s  50.  vacant. 
210th  St.  c  1,  205  e  c  1  Kossuth  pi,  runs  n  130  x  e  55  to  c  1  Steuben 
av,  X  s  130  to  c  1  210th  st,  x  w  55.  vacant. 

Meyer-Gatling   Investing   Co   to  Lizzie   Eder.      July   3.      July   10,      • 
1900.      12:3324  and  3327.  nom 

Gates  pi,  c  1,  474.4  n  Mosholu  Parkway  North,  runs  e  130  x  n  50 
X  w  130  X  s  50  to  beginning,  vacant.  Release  mort.  Elbert  H 
Dickinson  to  Meyer-Gatljng  Investing  Co.  July  3.  July  10, 
1900.     12:3324.  nom 

Gates  pi,  c  1,  274.4  n  Mosholu  Parkway  North,  runs  e  130  x  n  50 
X  w  130  X  s  .50  to  beginning,  vacant.  Meyer-Gatling  Investing 
Co  to  Jules  P  Storm.     July  5.     July  11.  1900.     12:3324.  nom 

Same    property.      Release    mort.      Geo    W    Dickinson    to    Meyer- 
Gatling  Investing  Co.     July  .".     July  11.   190ij.      12:3324.  nom 
•Harrison  st.   lot  30  map   170  lots  Siems  estate.  25x100.     Hudson 

P  Rose  Co  to  Vincenzo  Zampino.     June  1.     July  11,  1900.        •  nom 
•Harrison  st,  lot  31  same  map.  25x100.     Same  to  Martino  Pacella. 

June  1.     July  11.   1900.  _  ^  nom 

Home  st  I  s  s.  234  w  Barretto  st,  runs  s  45.5  x  s  w  32.7  to  lG9th 
109th  st  I      st   x   n   09.5   to   Home   st   x   e   21.11    to   beginning.  _va- 
cant.     Minnie  Fisher  and  ano  to  Ferdinand  Hecht.     Mort  $3,780. 
July   10.     July   11.   1900.      10:2719.  100 

Hoffman  st|  w   s,   100   n   l!S7th   st.   204   to   s  s   ISSth  st   x9Sx— x— . 
ISSth  st       I      vacant.     Kath   T  Martin   and  Albrick   H  Man  EXRS 
Mary  J  Martin  to  Teresa  wife  Antonio  Cerra.     June  9.     July  11, 
190(5.     ll:30.-)0.  23.000 

Harlem  River  Terrace  |  s  e  cor  190th  st,  runs  «  44.6  to  w  s  Bailey 
Bailey  av  !      av   x    s    125   x    w    70.1    to    Terrace    x    n 

127.5   to   beginning,    vacant.      Release   mort.      John   O   Baker   to 

July  9.     July  11,  1906.     11:3236. 

1,106.07 
Knickerbocker  Trust  Co  to  same. 
July  9.     July  11,  1906.     11.3236.  2,333.33 

Same  property.     Kingsbridge  Real  Estate  Co  to  The  Local  Realty 

Co.      July  9.     July   11.    1900.      11:3236.  other   consid   and   100 

*Hancock  st.  w  s,  100  s  Columbus  av.  25x100.  Joseph  Gamache 
et  al  to  Vaclav  Svejk.     Mort  $3,200.     July  5.     July  7.   1900. 

other  consid  and  100 
•Jackson  st,  w  s,  between  Unionport  road  and  Railroad  av,  n 
part  lot  427  map  Unionport  and  being  13x180  to  road  from 
Unionport,  Van  Nest  Station.  Frederick  A  Belmont  and  ano 
EXRS.  &c.  Caroline  B..^lmont  to  Anna  M  Stein.  Q  C.  May  8. 
July  9,   1900.  500 

Knox  pi,  c  1.  647.2  n  Mosholu  Parkway  North,  runs  n  50  x  w 
1311  X  s  50  X  e  130  to  beginning,  vacant.  Release  mort.  Elbert 
H  Dickinson  to  Meyer-Gatling  Investing  Co.  July  3.  July  10. 
190(5.     12:3324.  nom 

Knox  pi  c  1.  572.2  n  Mosholu  Parkway  North,  runs  n  2.5  x  w  130 
X  s  25  X  e  1.30  to  beginning,  vacant.  Release  mort.  Elbert  H 
Dickinson  to  Mever-Gatling  Investing  Co.  July  3.  July  10. 
190(i.      12:3324.  nom 

Knox  pi.  c  1.  247.2  n  Mosholu  Parkway  North,  runs  n  50  x  w 
130  x  s  .50  X  e  130  to  beginning,  vacant.  Release  mort.  Chas 
Dickinson  to  Meyer-Gatling  Investing  Co.  July  3.  July  10,  1906. 
12:. 3324.  nom 

Knox   pi,   c   1,   222.2   n   Mosholu   Parkway   North,   runs   n   25   x   w 
130  X  s  25  X  e  1.30  to  beginning,  vacant.     Release  mort.     Charles 
Dickinson   to   Meyer-Gatling   Investing   Co.      July  3.      July   10. 
1!X)6.      12:3324.  nom 

Knox  pi.  c  1.  197.2  n  Mosholu  Parkway  North,  runs  n  2.5  x  w  130 
X  s  25  X  e  130.  vacant.  Release  mort.  Charles  Dickinson  to 
Meyer-Gatling  Investing  Co.     July  3.     July  10,   1906.     12:3324. 

nom 
Knox   pl,   c   I.   522.2   n   Mosholu   Parkway   North,   runs    n   25   x   w 
130   X   s   25  X   e    1.30    vacant.      Release   mort.      Wm   P  Williams 
TRUSTEE    Marv    L    Hillhouse    to    Mever-Gatljng    Investing    Co. 
Jbuly  3.     July   10.   1906.     12:3324.  nom 

Knox    pl.   c    1.   472.2   n   Mosholu    Parkway   North,    runs    n   50   x   w 
130  X  s  T)0  X  e  130  to  beginning,  vacant.     Release  mort.     Wm  P 
Williams  TRUSTEE  Mary  L  Hillhouse  to  Meyer-Gatling  Invest- 
ing Co.     July  5.      July  10.   1906.      12:3324.  nom 
Knox  pl.  c   1.  547.2   n  e  Mosholu   Parkway   North,  runs  n  2.5  x  w 
1.30  X   s   50   X   e   130.   vacant.      Release   mort.      Wm   P  Williams 
TRUSTEE    Mary    L    Hillhouse    to    Mever-Gatling    Investing    Co. 
July  ."1      July   10.    190(i.      12:.3324.  nom 
Knox   pi.   c   1,   472.2   n   Mosholu   Parkway   North,   50x130,   vacant. 
Meyer-Gatling  Investing  Co  to  Patrick  Barry.     July  5.     July  10, 
1906.     12:3324.  nom 
Knox   pl.   c    1,   197.2   n   Mosholu   Parkway   North.   2.5x130.   vacant. 
Meyer-Gatling  Investing  Co  to  James  A  Sullivan.     July  — .     July 
10.   1906.     12:3324.  nom 
Knox    pl,   c   1.    222.2   n   Mosholu    Parkway   North,   25x130,    vacant. 
Mever-Gatling  Investing  Co  to  James  P  Sullivan.     July  3.     July 
10.  Itt0(5.     12:3324.  nom 
Knox   pl.    c   1.   547.2   n   Mosholu   Parkway   North,   50x130.   vacant. 
Meyer-Gatling  Investing  Co  to  Catherine  Parker.     July  5.     July 
10.   1906.      12:3324.  nom 
Knox   pl.    c   1,    247.2   n   Mosholu   Parkway   North.   50x130,   vacant. 
Meyer-Gatling  Investing  Co  to  Ferdinand  Heise.     July  5.     July 
10.  1906.     12:3324.  nom 
Knox  pi.  c  1.  597.2  n  Nosholu  Parkway  North,  runs  n  25  x  w  130 
X  s  25  X  e  130,  vacant.     Meyer-Gatling  Investing  Co  to  Wm'F 
Archer  and  John  J  Archer.     July  3.     July  10.   1906.     12:3324. 

nom 
Knox  pl.  c  I,  647.2  n  Mosholu  Parkway  North,  runs  n  50  x  w  130 
X  s  .50  X  e  130.  vacant.     Meyer-Gatling  Investing  Co   to  Annie 
Keep.    July  3.     July  10,  1906.     12:3324.  nom 

Knox  pl.  c  1,  522.2  n  Mosholu  Parkway,  runs  n  25  x  w  130  x  s  25 


X  e  130,  vacant.     Meyer-Gatling  Investing  Co  to  Catherine  Kell- 
eher.     July  3.     July  10,  1900.     12:3324.  nom 

Knox  pl,  c  1,  72.2  n  Mosholu  Parkway  North,  runs  n  25  x  e  130  x  s 
25  X  w  130,  vacant.  Meyer-Gatling  Investing  Co  to  Robt  J 
Boyle.      12:3324.      July    5.  nom 

Knox  pl,  c  1,  o97.2  n  Mosholu  Parkway  North,  runs  n  25  x  w 
130  X  s  25  X  e  130,  vacant.  Release  mort.  Elbert  H  Dickin- 
son to  Meyer-Gatling  Investing  Co.  July  3.  July  10,  1906. 
12:3324.  nom 

Knox  pl,  c  1.  72.2  n  Mosholu  Parkway  North,  runs  n  25  x  e  130  x  s 
2.5  X  w  130  to  beginning,  vacant.  Release  mort.  Elbert  H  Dick- 
inson to  Meyer-Gatling  Investing  Co.  July  3.  July  10,  1906. 
12:3324.  nom 

Knox  pl.  c  1,  122.2  n  Mosholu  Parkway  North,  runs  n  50  x  w  130 
X  s  .50  X  e  130  to  beginning,  vacant.  Release  mart.  Charles 
Dickinson  to  Meyer-Galling  Investing  Co.  July  .5.  July  11, 
1900.      12:3324.  nom 

Same   propertv.     Meyer-Gatling  Investing  Co   to  Temple   &   Vero- 

neau  Co  of  N  Y.     July  5.     July  11,  1906.      12:3324.  nom 

Kossuth- pl.  c  1.  130  n  c  1  210ih  st.  75x130.  vacant.  Release  mort. 
Geo  W  Dickinson  to  Mever-Gatling  Investing  Co.  July  3.  July 
10,  1900.     12:3327.  nom 

Kossuth  pl,  c  1,  230  n  c  1  210th  st,  runs  e  130  x  n  50  x  w  130  x 
s  50  to  beginning,  vacant.  .  Release  mort.  Charles  Djckinson  to 
Meyer-Gatling  Investing  Co.     July  3.     July   10.  1900.      12:3327. 

nom 
Kossuth  pl,  c  I.  430  n  c  1  2lOth  st,  runs  e  130  x  n  50  x  w  130  x 
s  -"0  to  beginning,  vacant.      Release  mort.      Charles  Dickinson  to 
Meyer-Gatling  Investing  Co.     July  5.     July   10,   1900.     12:3327. 

nom 
Kossuth  pl.   c  1.  205  n  c  1  210th  st,  runs  e  130  x  n  25  x  w   130 
X  s  25  to  beginning,  vacant.     Release  mort.     Charles  Dickinson 
to  Meyer-Gatling  Investing  Co.     July  3.     July  10,  1906.  12:3327. 

nom 
Kossuth  p  1  c   1,   280  n  c   1  210th  st,   runs   n  234.6  to   c  1   DeKalb 
DeKalb  av|  av,  x  s  w  247.11  x  e  30  to  e  s  of  av,  x  e  85.11  to  be- 
ginning,  vacant.      Release   mort.      Charles   Dickjuson   to'  Meyer- 
Gatling  Investing  Co.     July  5.     July   10.  1906.     12:3327.  nom 
Kossuth    pl.    c    1.   380   n   c    1    210th    st,    .50x130.    vacant.      Release 
mort.      Wm  P   Williams   TRUSTEE  Mary  L   Hillhouse  to  Meyer- 
Gatling  Investing  Co.     July  5.     July  10    190i.     12:3327.            nom 
Kossuth  pl,  c   1.  280  n  c   1  210th  st,   runs  e   130  x  n  25  x  w   130 
X  s  25,  vacant.     Release  mort.     Elbert   H   Dickinson   to  Meyer- 
Gatling  InvestingCo.     July  3.     July  10,   1900.      12:3327.  nom 
Kossuth  pl,  c  1,  30.0  n  c  1  210th  st,  runs  e  130  x  n  25  x  w  130  x 
s  25  to  beginning,  vacant.      Release  mort.     Elbert   H  Dickinson 
to  Meyer-Gatling  Investing  Co.     July  3.  July  10,   1906.      12:3327. 

nom 
Kossuth  pl.  c  1,  55  s  c  1  210th  st,  runs  e  130  x  s  75  x  w  130  to 
c   1   Kossuth   pl   X   n   75,   vacant.      Release   mort.      Charles  Dick- 
inson   to    Meyer-Gatling   Investing   Co.      July   5.      July    10,    1906. 
12:3326   and  3327.  nom 

Kossuth  pl.  c  1.  130  s  c  1  210th  st,  runs  e  130  x  s  50  x  w  130  to 
c  1  Kossuth  pl  X  n  50  to  beginning,  vacant.  Release  mort. 
Elbert  H  Dickinson  to  Meyer-Gatling  Investing  Co.  July  5. 
July    10.    1906.      12:332(5.  nom 

Kossuth  pl  c  1,  2.J.5  s  c  1  210th  st,  runs  e  130  x  s  2.5  x  w  130  to 
c  1  Kossuth  pl,  X  u  2.5  to  beginning,  vacant.  Release  mort. 
Elbert  H  Dickinson  to  Meyer-Gatling  Investing  Co.  July  5. 
July   10.   1900.      12:3320.  .  nom 

Kossuth  pl,  c  I,  180  s  c  1  210th  st,  runs  e  130  x  s  75  x  w  }30  to 
c  1  Kossuth  pl,  X  n  75  to  beginning,  vacant.  Release  mort. 
Elbert  H  Djckinson  to  Meyer-Gatling  Investing  Co.  July  5. 
Julv  10,   190(S.  nom 

Kossuth  pi.  c  1.  280  s  c  I  210th  st.  runs  e  130  x  s  15.3  x  s  w 
139.11  to  c  I  Kossuth  pl  x  n  (57.1  to  beginning,  vacant.  Release 
mort.  Elbert  H  Dickinson  to  Meyer-Gatling  Investing  Co.  July 
3.     July  10,  1906.     12:3326.  nom 

Kossuth  pl.  c  1.  380  n  c  1  210th  st,  runs  e  130  x  n  100  x  w  130  to 
c  1  Kossuth  pi  x  s  100,  vacant.  Meyer  Catling  Investing  Co  to 
John  P  Binzen.  Jr.     Julv  5.     July  10.  IfWe.     12:3327.  nom 

Kossuth  pl.  c  1,  130  n  c  1  210th  st,  runs  e  1.30  x  n  1<X)  x  w  130 
to  c  1  place  .X  s  100,  vacant.  Meyer-Gatling  Investing  Co  to 
John  F  Murray.     July  3.     July  10,  190(5.     12:3327.  nom 

Kossuth  pl.  c  1,  305  n  c  1  210th  st,  runs  e  130  x  n  25  x  w  130  x  s 
25,  vacant.  Meyer-Gatling  Investing  Co  to  Henry  S  Zipser.  July 
3.     July  10,  1906.     12:3327.  nom 

Kossuth  pi.  c  1,  230  n  c  I  210th  st.  runs  e  130  x  n  7.5  x  w  130  to 
c  1  pi  X  s  75.  vacant.  Meyer-Gatling  Investing  Co  to  Paul  Noe. 
July  3.     July  10.  190(5.      12:3327.  nom 

Kossuth  pl   I   c  1,  280  n  c  1  210th  st.  runs  n  234.7  to  c  1  De  Kalb 
De  Kalb  av   j     av  x  s  w  247.11  x  e  30  to  e  s  De  Kalb  av  x  e  85.11 
to  beginning,  vacant.     Meyer-Gatling  Investing  Co  to  Georgiana 
Upton.     July  5.     July  10.   1906.     12:3327.  nom 

Kossuth  pl.  c  I.  ,55  s  c  1  210th  st,  runs  e  130  x  s  125  x  w  130  to 
c  I  Kossuth  pi  X  n  12-5.  vacant.  Meyer-Gatling  Investing  Co  to 
Thos  H  Norton.     July  5.     July  10.  1906.     12:3326—3327.  nom 

Kossuth  pi.  c  1.  225  s  c  I  210th  st.  runs  e  130  x  s  25  x  w  130  to 
c  1  Kossuth  pi  X  n  25.  vacant.  Mever-Gatling  Investing  Co  to 
Emanuel  Hollander.     July  5.     July  10.  1906.     12:3326.  nom 

Kossuth  pl.  c  1.  ISO  s  c  I  210th  st.  runs  e  130  x  s  75  x  w  130  x  n  75, 
vacant.  Meyer-Gatling  Investing' Co  to  John  S  Roberts.  July  5. 
July   10,   190(5.     12:3320.  .  nom 

Kossuth  pl   I   c  1,  61.7  s  c  I  210th  st,  runs  s  28.5.6  x  s  w  3.5  to  c  1 
208th  st        I     208th  st  x  n  w  343.4  x  n  e  154  to  w  s  Kossuth  pl  x 
e   30.   vacant.      Meyer-Gatling   Investing   Co   to   Joseph   H   Fink. 
July  5.     July  10.  1906.     12:3326.  nom 

Kossuth  pl.  c  1.  280  s  210th  st.  runs  e  130  x  s  15.3  x  s  w  139.11  to 
c  1  pi  X  n  67.1.  vacant.  Mever-Gatling  Investing  Co  to  Grant 
Humphry.     July  3.     July  10,  1906.     12:3326.  nom 

Kelly  St.  e  s.  400.3  n  lf55th  st.  60x100.  vacant.  Richard  A  Reinisch 
to  Edward  Greenebaum.  Q  C  and  correction  deed.  Mort  $2,500. 
May  14.     July  9    1906.     10:2716.  nom 

*Lou!se  St.  w  s  225  s  Columbus  av.  25x100.  Anne  Goldner  et  al 
to   Babette  Zeman.     Mort  .*500.     July  5.     July  7.   190(5. 

other  consid  and  100 
*Louise  St.  w  s.  250  s  Columbus  av.  2.5x100.     Anne  Goldner  to  John 

H  Rohm.     Mort  ?.5O0.     July  5.     July  7   190(5.     other  consid  and  100 
'Leggett    pl.   w   s.    175   n   McGraw   av,   2.5x125.      James   Grimes   to 
Thomas  McKenna.     Mort  .$2.0(X).     July  3.     July  6.  190(5. 

other  consid  and  100 
♦Merrill  st.  s  s.  125  e  St  Lawrence  av,  25x100.     Charles  Weber,  Jr, 
to  John  Armstrong.     Mort  |i4,250.     July  7.     July  10,   1906. 

other  consid  and  100 
*Magenta    (Juliana)    st.   s   s.   100  w   Olinville    (Elliot)    av.   .50x100. 

Olinville.     Charles  Christ  to  Michael  Murtha.     July  5.  1906.       nom 
Perot  st,  n  s,  (?)  at  e  s  Armand  pl,  runs  s  80  x  e  22  x  n  80  to  s  s 
Perot    st   X   w   22   to   beginning,    probable   error,   vacant.    Louis 
Smadbeck  to  David  P  Reid.     July  10.  1906.     12:3254.  nom 
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Reservoir  Oval  W,  n  w  cor  Tryon  av,  lot  199  on  map  No  1101  of 
134  lots  Varian  Estate,  tiO.(Jx(i8.2x78.3x30,  vacant.  Anthony 
McOwen  to  Rose  F  Hamill.  Mort  $1,(X)0.  July  0.  July  10,  190t>. 
12-3343.  other  consid  and  100 

♦Storrow  st,  e  s.  25  n  Benedict  av,  25x101.6x25x101.3.  N  Y  Cath- 
olic Protectory  to  Frank  IMartoccla.  Mort  $700.  June  28. 
July  10,  1906.  1,000 

•Storrow  st,  n  w  cor  Benedict  av,  runs  n  25  x  n  100  x  n  75  x  w 
2.11  X  s  w  104.2  X  e  131.8  to  beginning.  N  Y  Catholic  Protectory 
to  Fredk  C  Schulze,  o£  Brooklyn.  Mort  $1,592.50.  June  28. 
July  10,   190(j.  2,275 

•storrow  st.  s  w  cor  Old  road,  20.10x90.10x21.7x84.10.  I 

Storrow  st,  n  e  cor  Benedict  av,  25x101.11x25x101.7.  | 

N  Y  Catholic  Protectory  to  Fredk  C  Schulze,  of  Brooklyn.  June 
28.    July  10,  1906.  2,400 

Storrow  st,  w  s,  25  n  Benedict  av,  75x100.  N  Y  Catholic  Pro- 
tectory to  Amelia  Steinmetz.  Mort  $2,275.  June  28.  July  7,. 
1906.  3,250 

*Sheil  st.  No  17,  s  s,  174.1  e  4th  av,  32x100.  J  Henry  Reiher  to 
Archia  L  Ross.     Mort  $1,800.     July  9.     July  10,  1906.  4,000 

St  80  ft  wide,  c  1,  100  e  Jerome  av,  runs  s  w  115  x  s  e  105.1  x  n 
130  to  c  1  208th  st  X  n  w  25.6  x  n  w  136.9  to  beginning,  vacant. 
Release'  mort.  Geo  W  Dickinson  to  Meyer-Gatling  Investing 
Co.     July  3.     July  10,  1906.     12:3326  and  3327.  nom 

St  80  ft  wide,  0  1,  100  e  Jerome  av,  runs  s  w  115  x  s  e  105.1  x  u 
130  to  c  1  208th  st  X  n  w  25.6  to  c  1  80  ft  st  x  n  w  136.9  to  be- 
ginning, vacant.  Meyer-Gatling  Investing  Co  to  Geo  W  and 
James  A  Cobban.    July  3.    July  10,  1900.    12:3326—3327.  nom 

•Storrow  st,  s  e  cor  Benedict  av,  2."ixll  1  '.1x25x112. 

Pugsley  av,  s  e  cor  Old  road,  36. 4x1(16. ^x.'HlxlOS. 

170th  st,  n  w  cor  Pugsley  av,  29.4x100x25.9x100. 
N    Y    Catholic    Protectory    to    Christopher   Nally.      Mort    $4,060. 
June  28.     July   11,   1906.  5,800 

'Taylor  st,  e  s,  225  s  Morris  Park  av,  75x100,  2-sty  frame  dwell- 
ing. Frederick  Rieper  to  Joseph  Ptacek.  Mort  $4,000.  July 
10.     July  11,   1906.  other  consid  and  100 

♦Taylor  st.  e  s.  100  s  Columbus  av.  25xl(K>.  Joseph  Frankenthaler 
et  al   to  Wm  E  Clarke.     Mort  $4,000.     July  3.     July  5,   1906. 

other  consid  and  100 
Timpson  jl,  s  e  s,  100  n  e  144th  st,  119.4  to  an  angle  x  n  e  still 

along  pi  X  s  98.4  x  s  w  104.7  x  n  w  75  to  beginning,  vacant. 
Release  mort.  Wm  Hyams  to  Ajax  Construction  Co.  July  2. 
July  5,   1906.     10:2600.  1.000 

*Vincent  st,  e  s,  175  s  Barkley  av,  75x100.  Edgewater  Realty  Co 
to  Abraham  Richman.     July  3.     July  9,  1906.  100 

•Valentine  st,  e  s,  100  s  Barkley  av,  50x100.  vacant.  Edgewater 
Realty  Co  to  John  Mulhall.     July  3.     July  9,  1906.  100 

♦Vincent  st,  w  s,  175  s  Barkley  av,  75x100.  Edgewater  Realty  Co 
to  Richard  Cooper.     July  S.     July  9.  1906.  100 

♦Valentine  st,  e  s,  100  s  Lower  Dock  road,  275x100,  vacant.  Edge- 
water  Realty  Co  to  Louis  Huebner,  Martin  Escher  and  Emil 
Nikolai.     July  3.     July  9,  1906.  100 

♦Vincent  st,  w  s,  100  s  Town  Dock  road,  275x100,  vacant.  Edge- 
water  Realty  Co  to  David  Zoglin.     July  3.     July  9„  1906.  100 

♦Valentine  st,  e  s,  200  s  Barkley  av,  25x100.  Edgewater  Realty 
Co  to  John  J  Furlong.     July  3.     July  9,  1906.  100 

*Valentine  st,  e  s.  175  s  Barkley  av,  50x100,  vacant.  Edgewater 
Realty  Co  to  Annie  C  Ferry.     July  3.     July  9,  1906.  100 

♦Valentine  st,  e  s,  225  s  Barkley  av,  25x100,  vacant.  Edgewater 
Realty  Co  to  James  J  Floyd.     July  3.     July  9,  1906.  100 

♦Vincent  st,  e  s,  100  n  Barkley  av,  275x100. 

Dean  st,  w  s,  225  s  Town  Dock  road,  25x100. 

Barkley  av,  n  w  cor  Wilcox  st,  25x100.  vacant. 
Edgewater  Realty  Co  to  Fred  Schulz.     July  3.     July  9,  1906.     100 

♦Wilcox  st,  w  s,  100  s  Barkley  av,  25x100,  vacant.  Edgewater 
Realty  Co  to  Ernest  Damiene.     July  3.     July  9,  1906.  100 

•Wilcox  St.  e  s  200  s  Barkley  av,  75x100.  Edgewater  Realty  Co 
to  Songin  Fries.     July  3.     July  9,  190<5.  100 

♦Wilcox  st,  w  s,  100  s  Town  Dock  road,  25x100.  Edgewater 
Realty  Co  to  Chas  Escherich.     July  3.     July  9,   1906.  100 

♦Wilcox  st,  w  s,  125  s  Town  Dock  road,  25x100.  Edgewater 
Realty  Co  to  Walter  Escherich.     July  3.     July  9,  1906.  10*) 

♦Wilcox  st,  w  s,  175  s  Barkley  av,  25x100.  Edgewater  Realty  Co 
to  Margaret  Mott.     July  3.     July  9,  1906.  100 

♦Wilcox  st,  w  s,  100  n  Barkley  av,  50x100,  vacant.  Edgewater 
Realty  Co  to  Bertha  Baresel.     July  3.     July  9.  1906.  100 

♦Wilcox  st,  e  s,  100  s  Barkley  av,  50x100.  vacant.  Edgewater 
Realty  Co  to  Wilhelmine  K  Becher.     July  3.     July  9,  1906.        100 

♦Wilcox  St.  w  s.  250  s  Town  Dock  road,  37.6x100,  vacant.  Edge- 
water  Realty  Co  to  Helen  Duffy.     July  3.     July  9,  1906.  100 

♦Wilcox  st,  w  s,  22.5  n  Barkley  av,  50x100.  Edgewater  Realty  Co 
to  Wm  A  Hartman.     July  2.     July  9,  19<;»6.  100 

•Wilcox  st,  e  s,  100  s  Town  Dock  road,  150x100.  Edgewater  Realty 
Co  to  Leah  Hecht.     July  3.     July  9,  1906.  100 

•Wilcox  st,  w  s.  150  s  Town  Dock  road.  50x100.  Edgewater 
Realty  Co  to  Nicholas  Klippel.     July  3.     July  9.  1906.  100 

•Wilcox  st,  w  s.  1.50  n  Barkley  av,  .37.6x100.  Edgewater  Realty 
Co  to  Bella  Petersen.     July  3.     July  9,  1906.  100 

♦Washington  st,  w  s,  150  s  Morris  Park  av,  50x95.  Henry 
Schleyer   to   Basilius   Busch.     July  6.     July  9,   1906. 

other  consid  and  100 

•Willow  lane,  s  w  cor  Gainsborg  av.  50.x93.6.x — x91.11.  Release 
mort.  A  Morton  Ferris  to  Bankers  Realty  &  Security  Co.  July 
7.     July  11.   1906.  other  consid  and  600 

♦Washington  st[  e  s.  196  n  Westchester  av.  .50x216  to  Lafayette  st. 

Lafayette  st  |  Unionport.  Bernhard  Ebeling  et  al  to  Henry  H 
Grote.     Mort  $2,000.    June  5.    July  6,  1906.    other  consid  and  100 

♦3d  st,  s  s.  lot  391  map  Laconia  Park,  25x109.  Geo  F  Beck  to 
Fritz   Kuhnle.      June   18.      July  9.    1!.I0<!.  nom 

♦3d  st,  s  s.  lot  422  same  map.  Christopher  Monaghan  to  Albert 
Gross  and  Joseph  S  Weinberger.     July  3.     July  9.   1906. 

other  consid  and  100 

*6th  St.  n  s,  lot  150  map  Unionport,  100x108.  Martin  Geiszler  to 
Norah  Connolly.     July  10.   1906.  other  consid  and  100 

♦7th  st,  s  si  105  e  Av  D.   100x216,   Unionport.     Christian  H  Wer- 
6th  St.  n  s|     ner  et  al   to   Elizabeth  Pratt  and  Louisa  Stuckardt. 
Morts  $4,000.     July  3.     July  6.  1906.  other  consid  and  100 

♦10th  St.  s  s,  2:1.8.4  w  Av  D.  33.4x108.  Unionport.  Frank  M  Crosby 
to   Mary   Smrcka.      July  .5.      July  9,   19(10.  other   consid  and   100 

♦12th  st,  n  s,  130  e  Av  C  25x108.  Unionport.  George  De  Silva 
to  Thomas  Madden.     Mort  $3,000.     July  2.     July  10,   1906. 

other   consid   and   100 

George  De  Silva  to 

July  11.  1906. 

other   consid  and   100 

John  D  Culliton  to 

July  9,   1906. 

other  consid  and  100 

♦13th  st,  n  s,  205  e  Av  D.  1.50x108,  Unionport.  Henry  Demmerle 
to   Henry  H   Grbte.      Mort  .f2,600.     July  5.     July  6,   1906. 

other  consid  and  100 


*12th  st,  n  s.  105  e  Av  C.  25x108.  Unionport. 
John  A  Lischke,  Jr.     Mort  $3,000.     June  22. 

*13th  st,  n  s,  205  e  Av  B.  .50x108.  Unionport. 
Michael  Rauch.     Mort  $500.     July  5. 


*14th  st,  s  s,  2.80  e  Av  B,  25x108,  Unionport.     Isaac  A  Beneqult 

to   Michelangelo   Picciauo.      All   liens.      July  3.      July  5,   1906.     525 
136th  st,   No  929.  n   s,   101.11   w  Cypress   av,  37.6x100,  5-sty  brk 
tenement.      Philip   Wattenberg   to   Harry   Cohen.      Mort   $33,000. 
July  7.     July  9.   1906.     10:2549.  other  consid  and  100 

136th  st.  No  929,  n  s,  101.11  w  Cypress  av,  37.6x100,  5-sty  brk 
tenement.  Ettie  wife  of  and  Manuel  Goldberg  to  Philip  Watten- 
berg. 1-6  part.  All  title.  Q  C.  Mort  $33,000.  July  6.  July 
9,   1906.      10:2549.  other  consid  and   100 

136th  St.  Nos  856  and  858,  s  s,  275  e  St  Anns  av,  50x100,  two 
4-sty  brk  tenements.  John  H  Kennard  as  RECEIVER  of  and  the 
Columbia  Mutual  B  &  L  Assoc  of  N  Y  to  Henry  Behrens.  B  &  S. 
Mori  $11,250.     June  30.     July  5,  1906.     10:2548.  32,500 

137th  st.  No  910,  s  s,  139.5  w  Cypress  av,  37.6xl(X),  5-sty  brk 
tenement.  Max  Rosenbaum  et  al  to  Edward  L  Flasterstein. 
Mort   $30,000.      July    10.     July   11,    1906.      10:2549. 

other   consid  ans   100 

138th  st.  No  978,  a  s.  338  e  Cypress  av,  40x100,  5-sty  brk  tene- 
ment and  store.  CONTRACT.  John  Kirkpatrlck  et  al  with 
Peter    T    Oussani.       Mort    $35,000.      June    6.      July    10,    1906. 

48,000 

138th  st,  n  s,  125  e  St  Arm's  av,  275x100,  seven  6-sty  brk  tene- 
ments and  stores.  Northwestern  Realty  Co  to  Wm  W  Collar. 
Mort  $245,000.     July  10,  1906.     10:2551  and  2552. 

other  consid  and  100 

143d  st.  No  631.  n  s.  450.3  e  Alexander  av,  18.9x100,  2-sty  frame 
dwelling.  Mary  A  Faulhaber  to  Charles  Laue.  Mort  $2,800. 
July  5:      July  7,   1906.     9:2306.  other  consid  and  100 

143d  St.  No  633.  n  s,  469  e  Alexander  av.  18.9x100,  2-sty  frame 
dwelling.  Dora  Ellerich  and  ano  to  Charles  Laue  of  Brooklyn. 
Mort   $1,500.     July  5.     July  7,   1906.     9:2306. 

other    consid    and    100 

143d  st.  No  635,  n  s,  487.9  e  Alexander  av,  18.9x100,  2-sty  frame 
dwelling.  John  Ellerich  to  Charles  Laue,  of  Brooklyn.  Mort 
$3,000.     July  5.     July  7,  1906.     9:2306.  other  consid  and  100 

144th  St.  No  701,  n  s.  425  e  Willis  av.  25x100.  3-sty  brk  and  frame 
tenement  and  store.  Gustav  Stepbach  to  Fannie  M  E  Lancaster. 
Q  C.     June  13.     July  5,  1900.     9:2289.  nom 

144th  St.  No  701,  n  s,  425  e  Willis  av,  25x100,  3-sty  brk  and 
frame  tenement  and  store.  Fannie  M  E  Lancaster  to  Francis  B 
Menge.     July  2.     July  5,  1900.     9^2289.  other  consid  and  100 

144th  st.  No  497    |  n  w  cor  Morris  av,  14.5x100x31.11x102.4,  3-sty 

Morris  av.  No  413|  frame  dwelling.  Julius  Braun  to  Jonas  Well 
and  Bernhard  Mayer.  Mort  $6,100.  Dec  5,  1904.  (Re-recorded 
from   Dec   7,    1904.).    July   10,    1906.     9:2335. 

other  consid  and  100 

144th  st,  Nos  493  to  497  I  n  w  cor  Morris  av,  64.5xl00x81.11x 

Morris  av.   No  413  |     102.4,  two  3-sty  frame  dwellings  and 

vacant.      Jonas   Weil   et   al   to   Solomon   Ziegler.      Mort  $10,600. 
July  10,  1906.     9:2335.  other  consid  and  100 

14.5th  St.  No  80.5,  n  s.  150  e  Brook  av,  2.5xlUO,  4-sty  brk  tenement. 
Valentine  Bertram  to  Emilio  and  Donato  Sguarzzo.  Mort  $13,- 
7.50.     July  3.     July  5,  1906.     9:2272.  nom 

147th  St.  No  667.  n  s,  132.10  e  Bergen  av,  27x100,  5-sty  brk 
tenement.  Charles  Oestreich  to  Friedrich  Wilkens.  Mort  $19,- 
00     July  5.     July  6,   1906.     9:2292.  other  consid  and   100 

148th  St.  No  579.  n  s,  125  w  Courtlandt  av,  25x106.6,  2-sty  frame 
dwelling,  Timothy  F  Sullivan  to  The  Bungay  Co.  Mort  $3,500. 
July  7.   1906.     9:23.30.  other  consid  and  100 

148th  st,  No  579.  n  s,  125  w  Courtlandt  av,  25x106.6,  2-sty  frame 
dwelling.  Margt  F  O'Brien  DEVISEE  Michael  Crowe  to  Timothy 
F  Sullivan.  Mort  $3,500.  June  7.  Rerecorded  from  June  9, 
1906.     July  11,   1906.     9:2.330.  other  consid  and   100 

1.50th  St.  No  763.  n  s.  175  e  Brook  av,  2.5x100,  5-sty  brk  tene- 
ment. Simon  Lesser  et  al  to  Emilie  Schmitt.  Mort  $17,900. 
July  10.     July   11,   1906.     9:2276.  other  consid  and  100 

150th  St.  No  323,  n  s.  I(j6.10  w  Mott  av,  as  on  Sept  20.  1887.  16.8x 
125.  3-sty  frame  dwelling.  Cath  E  wife  of  and  Geo  E  Weller  to 
John  B   Fischer.     July  6,   1906.     9:2348.  100 

151st  St.  No  461.  n  s.  275  w  Morris  av,  25x100.  3-sty  frame  tene- 
ment and  store.  Filomena  Santucci  to  Frank  Santucci.  Mort 
$7,000.     June  28.     July  5.  190*;.     9:2441.  other  consid  and  100 

152d  st,  No  541,  n  s,  450  w  Courtlandt  av.  50x100.  1-sty  frame 
building  and  vacant.  Mary  E  Powers  to  Francesco  Ruggiero. 
Mort  $6,000.     July   9.      July   10.    1906.     9:2412. 

other    consid    and    100 

1.54th  St.  No  671.  n  s,  245  w  Elton  av.  25x100,  2-sty  frame  dwell- 
ing. FORECLOS.  Wm  Klein  (ref)  to  Louis  Lese.  July  9.  July 
n.  1906.     9:2376.  5,500 

155th  St.  No  633,  n  s.  .300  e  Courtlandt  av.  2.5x100.  2-sty  frame 
dwelling.  Mary  T  Sweeney  widow  to  Wm  Rapp.  July  2.  July  6, 
1900.     9:2402.  other  consid  and  100 

161st  st,  No  981.  n  s.  170.10  e  Tinton  av,  19.4x100,  2-sty  frame 
dwelling.  Timothy  F  Sullivan  to  The  Bungay  Co  of  N  Y.  Mort 
$5,000.     July  3.  •  July  6.   1906.  other  consid  and  100 

161st  st.  No  981.  n  s.  170.10  e  Tinton  av,  19.4x100,  2-sty  frame 
dwelling.  George  Stein  to  Timothy  F  Sullivan.  July  2.  July  5, 
1906.     10:2668.  other  consid  and  100 

162d  st,  No  681,  n  s,  233.9  e  Melrose  av,  37J5xlOO,  6-sty  brk  ten- 
ement. Chas  H  Zumbuehl  to  Emil  B  and  Frederick  Zumbuehl. 
%  part.     Mort  $41,000.     July  5.     July  6,  190<).     9:2384. 

other  consid  and  100 

162d  st.  No  681.  n  s.  2.33.9  e  Melrose  av.  37.6x100,  6-sty  brk  ten- 
ement. Werner  Knaus  Realty  Co  to  Chas  H  Zumbuehl.  Mort 
$.30,000.     July  3.    July  6.  1906.     9: '2384.  other  consid  and  100 

l(55th  St.  No  951,  n  e  s.  143.8  s  e  Forest  av,  19.8x119,  2-sty  frame 
dwelling.  Edw  A  Bell  to  Peter  G  Thoretz.  Mort  $2,.500.  July 
2.     July  11.   1906.      10:2660.  other  consid  and  100 

165th  st.  No  1026.  s  s.  85  e  Prospect  av.  18.3x91.  3-sty  frame  ten- 
ement. Roger  Di  Giovanni,  Jr,  to  Richard  H  Soran.  Mort  $5.- 
000.    July  2.    July  5,  190<5.     10:2690.  other  consid  and  100 

165th  St.  No  949.  n  e  s.  124  e  Forest  av,  19.8x119,  2-sty  frame 
dwelling.  Peter  McBride  to  John  Svandrlik.  July  6.  July  9. 
19fHl       10:2660.  other  consid  and  100 

168th  St.  No  1009.  n  s.  100  e  Union  av.  20x126.5.  2-sty  brk  dwelling. 
Harry  Cohen  to  Antonia  Dembitz.  Mort  $6,500.  July  3.  July  9, 
1906.     10:2682.  other  consid  and  100 

170th  St.  No  1096.  s  s.  75.2  w  Bristow  st,  runs  w  24.10  x  s  —  x  s 
—  X  e  25  x  n  ICiO.  3-sty  frame  tenement.  Chas  Hacker  to  Louis 
Schneider.     Morts  $4,400.    July  5.     July  6.  1906.     11:2963. 

other  consid  and  100 

170th  St.  No  714.  s  s.  118  e  of  old  e  3  Park  av.  16x90,  2-sty  frame 
dwelling.  Nellie  L  Babcock  to  Adolph  G  Furthman.  Morts 
.l;3..300.     June  30.     July  5,  1906.     11:2901.        other  consid  and  100 

171st  St.  No  710.  s  s.  75  e  Park  av,  25x90.  4-sty  brk  tenement. 
George  Mercer.  Jr.  to  Bernard  Feuerman.  Mort  $10,000.  July 
2.     July  5,  1906.     11:2902.  omitted 

♦174th  st,  e  s,  106  s  Gleason  av.  50x100.  I 

175th  St.  w  s.  100  s  Gleason  av.  50x100.  I 

Christopher  Nally  to  Daniel  J  Dillon.     Mort  $1,980.     July  5.  July 
6,  1906.  nom 
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*l74th  St,  w  s,  100  n  Gleason  av,  25x100.  Mary  F  Ward  to  Joseph 
Basile.     Mort  $300.     July  7.     July  tt,  lOtHJ.     other  consid  and  100 

*17-ith  St,  w  s,  27t5  s  Westchester  av,  2.5x100.  Emma  .\  Hottmann 
to  Edw  J  Quinn.     Mort  .$500.     July  7.     July  9,  190(1.  nom 

175th  St.  Xos  714  and  71(i,  s  s,  100  \v  Washington  av,  50x108,  ex- 
cept part  for  st.  5-sty  brk  tenement.  Wm  Evans  et  al  to  Jacob 
Cohen,  1-3  part,  and  Louis  R  Frank.  2-3  parts.  Mort  $35,000. 
July   9.      July   10,   1906.     11:2907.  other  consid  and   100 

175th  St,  Nos  710  and  712,  s  s,  150  w  Washington  av,  50x108,  ex- 

^       cept   part   for   st,   5-sty   brk   tenement.      Same    to    same.    (Similar 

proportions.)     Mort  .$35,000.     July  9.     July   10.   1900.      11:2W7. 

other   consid   and   100 

*175th  st,  e  s.  192.0  s  Westchester  av,  100x100.  J  Violet  Graham 
to  Margaret  Kenneally.     July  3.     July  5,  1900. 

other  consid  and  10(^) 

l70th  st,  n  s,  30  w  Park  av.  150x54,  except  part  for  sts,  vacant. 
James  S  Jenkins  EXR  John  J  Jenkins  to  Lawrence  F  Lock- 
ridge,  Hempstead,  L  I.     July  9.     July  11,  ItKXi.     11:2900.        8,750 

17Gth  st.  No  12(i3  (Prospect  av),  n  e  s,  abt  100  e  Bryant  av,  2.5x 
131x25x130.0,  except  part  tor  st.  3-sty  frame  dwelling  and  2-sty 
frame  dwelling  in  rear.  Henry  C  Reid  to  Samuel  Wormser.  Mort 
$3,000.     July  2.     July  0.  1900.     11:3004.  other  consid  and  100 

•178th  st,  s  s,  118.2  w  Morris  Park  av,  2oxlOU.  2-sty  frame 
dwelling.     Catherine  Hynes  to  Eugene  Fiala.     Mort  $4,500.     July 

10.  July  11.  190(J.  other  consid  and  1(X) 
179th    St.    No   509,    n   s,    100   w   Anthony   av,    50x90,    3-sty   frame 

dwelling.      Rose    M    Sarner    to    Albert    B    Hardy    and    Josephine 

Runds.     July  9.     Mort  $5,000.     July  11.  1900.     11:2812. 

other   consid   and    100 
179th  st,   s  s.   180.2  w  Anthony   av.   ,50x75.0x50x73,   vacant.     Gus- 

tave  Schlesinger  to  Rowland  W  Thomas.     Mort  $3,(X)0.     July  0. 

July  10.   ItXHi.     11:2811.  other  consid  and  KXt 

170th  st  Is   e   cor   Crotona   Parkway,    runs   e   01.8   to   w   s 

Mohegan  av  |     Mohegan  av  x  s  13(.i.7  to  said  Parkway  x  n  w 

Crotona  Parkway  ,     149.11  to  beginning,  gore,  3-sty  frame  dwelling 

and  store.     Jacob  Herb  to  Emma  E  Horn.     Mort  $15,tX10.     July  7. 

July  9,   liKX;.     11:3118.  other  consid  and  1(X> 

*179th   st,    s   s,   ."{25   w   Bronx   Park  av,   25x80.      Alex   Weikert   to 

Vito   Frederic!.      Mort   $2,500.     July  5.     July  0.   1900. 

other  consid  and  100 
180th  st,  No  871,  n  s,  45.5  w  Arthur  av,  25.3x00.3x2.5x102.11,  3-sty 

frame  tenement.     John  Haul  et  al  to  Anthony  Buckenberger.     Mt 

$4,.500.     July  2     July  0,  1900.     11:3002.  other  consid  and  1(X) 

182d  st,  s  s  I  the  block.  Louis  Eickwort  to  Belmont  Realty 
Hughes  av,  e  s  and  Construction  Co.  All  title.  B  &  S.  May 
181st  St.  n  s        1     8.     July  5.  1906.     11:3082. 

Belmont  av,  w  8|  other  consid  and  100 

187th  st,  n  e  s,  .50  s.e  Hughes  av.  50x100.  vacant.  Pauline  A  Rey- 
nolds to  Lucia  Di  Menna.     Mort  $2,000.     July  5.     July  6,   1906. 

11:3070.  other   consid   and   1(X> 

*187th  st,  n  s,  200  w  Bronxdale.av,  25xlOSx— .x98.     Frank  De  Fini 

to  Frank  Ferrone.     July  2.     July  6.  19(X>.  nom 

194th  st.  No  694.  s  w  cor  Decatur  av.  40x94.5x40.1x97.2.  2-sty  frame 

dwelling.      Hannah    J    Cole    to    Bridget    A    Burke.      Mort    .$5,000. 

July  5,  1906.     12:3276.  other  consid  and  K.KJ 

199th   st,    n   e   s,    100   s   e   Jerome   av,   75x120.    vacant.      Margt   B 

Mulcahy    to    Charles    Bernardi.      Mort    $3,000.      June    27.      July 

11,  1906.     12:3320.  6.000 
202d  st.  No  700,  s  s,  94.4  e  Grand  Concourse  and  Boulevard,  25x 

100,   2-sty  frame  dwelling.     Edna  J   Klinder  to  James  A  Latlin. 

Mort   $6,500.     July  3.     July  6,   1906.     12:3307. 

other  consid  and  100 
207th  st,   s   s,   2.5.4  e   Decatur  av,  or   Norwood  av,  2-5. 4x94. 10x25x 

SMJ.IO,  2-sty  frame  'Iwelling.     Flora  W  Hayes  to  Sarah  A  Cawley. 

Mort  $6,000.     July  (i.  1906.     12:3.3.54.  other  consid  and  10(.1 

20Sth  St.  c  1.  175.6  s  e  c  1  st  80  ft  wide,  runs  s  e  75  x  s  w  130  x  n  w 

75    ,x    n    e    130,  vacant.      Release    mort.      Geo    W    Dickinson    to 

Meyer-Gatllng  Investing  Co.     July  5.     July   10,   1906.      12:3326. 


20Sth  st,  c  1.  325.6  s  c  1  st  80  ft  wide,  runs  s  e  25 
25  X  n  e  13(J  to  beginning. vacant.     Release  mort. 
son    to    Meyer   Galling    Investing    Co.      July   3. 
12:3326. 


nom 
s  s  w  130  X  n  w 
Geo  W  Dickin- 
July    10,    1906. 

nom 


208th  St.  c  1,  350.6  s  e  c  1  st  80  ft  wide,  runs  s  e  72.5  x  s  w  135.8 
X  n  w  .33.8  X  n  e  130  to  beginning,  vacant.  Release  mort.  Geo 
W  Dickinson  to  Meyer-Gatling  Investing  Co.  July  5.  July  10, 
1906.     12:3326.  nom 

208th  st,  c  1.  125.6  s  e  st  80  ft  wide,  runs  s  e  50  x  s  w  130  x  n  w 
50  X  n  e  1.30  to  beginning,  vacant.  Release  mort.  Wm  P  Will- 
iams TRUSTEE  Mary  L  Millhouse  and  remaindermen  to  Meyer- 
Gatling  Investing   Co.     July  3.     July  10,   1006.      12:332(i.  nom 

208th  St.  c  1.  100.6  s  e  c  I  st  80  ft  wide,  runs  s  e  25  x  s  w  130  x 
n  w  25  X  n  e  130  to  beginning,  vacant.  Release  mort.  Wm  P 
Williams  TRUSTEE  Mary  L  Hillhouse  and  remaindermen  to 
Meyer-Gatling   Investing  Co.     July  5.     July   10.   1906.      12:3320. 

nom 

208th  St.  c  1.  75.6  s  e  c  1  st  80  ft  wide,  runs  s  e  25  x  s  w  130  x 
n  w  25  X  n  e  130,  vacant.  Release  mort.  Elbert  H  Dickinson  to 
Meyer-Gatling  Investing  Co.     July  5.     July   10.   190(5.      12:3.326. 

nom 

208th  st,  c  I.  250.6  s  e  c  1  st  SO  ft  wide,  runs  s  e  25  x  s  w  130  x  n  w 
25  X  n  e  130  to  beginning, vacant.  Release  mort.  Chas  Dickinson 
to  Meyer-Gatling  Investing  Co      July  3.     July  10,  1906.     12:3326. 

nom 

208th  st,  c  1,  275.6  s  e  c  1  st  80  ft  wide,  runs  s  e  50  x  s  vir  130  x  n 
w  50  X  n  e  1.30  to  beginning,  vacant.  Release  mort.  Chas  Dick- 
inson to  Meyer-Gatling  Investing  Co.  July  5.  July  10.  1906. 
12:3326.  nom 

208th  St.  c  1.  25.6  s  e  c  1  st  80  ft  wide,  runs  s  50  x  s  w  130  to  c  1 
208th  st  X  n  w  50  X  n  e  130,  vacant.  Release  mort.  Elbert  H 
Dickinson  to  Meyer-Gatling  Investing  Co.  July  3.  July  10. 
1906.     12:3.326  and  3327.  nom 

208th  St.  c  1.  25.6  seel  80-ft  st.  runs  s  e  .50  x  s  w  1.30  x  n  w  .50  x 
n  e  130,  vacant.      Mever-Gatling  Investing  Co  to  Thos  J  Trainor. 

:    July  3.     July  10.  1906.     12:3326-3327.  nom 

208th  St.  c  1.  3.50.6  seel  80-tt  st,  runs  s  e  72.5  x  s  w  135.8  x  n 
w  33.8  X  n  e   130.  vacant. 

210th  St.  c  1,  at  c  1  De  Kalb  av,  runs  n  e  161.3  x  s  e  30  to  De  Kalb 
av  X  e  7.5  x  s  l.SO  to  c  1  210th  st  x  w  107.5,  vacant. 

Steuben  av.  c  1,  230  s  c  1  210th  st,  runs  s  13.3  x  s  w  139.11  x  n 
65.3  X  e   130.  vacant.  | 

Meyer-Gatling  Investing  Co   to  James  B  Powers.     July  5.     July 
10.   190(5      12:.3.326-3327.  nom 

208th  St.  c  1.  75.6  seel  80-ft  st.  runs  s  e  .50  x  s  w  130  x  n  w  50 

■  X  n  e  130  to  beginning,  vacant.  Meyer-Gatling  Investing  Co  to 
Simon  Rubin.     July  5.     July  10.  1906.     12:3326-3327.  nom 

20Sth  St.  c  1.  225.6  seel  80-ft  st.  runs  s  e  50  x  s  w  130  x  n  w  50 
X  n  e  130.  vacant. 

208th  st,  c  I,  125.6  seel  SO-ft  st,  runs  s  e  100  x  s  w  130  x  n 
100  X  n  e  130.  vacant. 


Meyer-Gatling   Investing   Co   to   Daniel   W  Patterson   and   Henry 
J  Smith.     July  3.     July  10.  1906.     12:3326.  nom 

208th  st,  c  1.  325.6  seel  .SO-ft  st,  runs  s  e  25  x  s  w  130  x  n  w  25 
X  n  e  130,  vacant.  Meyer-Gatling  Investing  Co  to  Samuel  Tobias. 
July  3.      July  10.   1906.      12:3326.  nom 

208th  St.  c  1.  275.6  seel  80-ft  st,  runs  s  e  50  x  s  w  130  x  n  w  50 
X  n  e  130,  vacant.  Meyer-Gatling  Investing  Co  to  Frank  J  Dahle- 
meyer.      July  5:      July  10,   191 K).      12:3326.  nom 

210th  st     ,c  1.  191.5  e  c  1  De  K.ilb  av,  runs  e  70.11  to  c  1  Kossuth 

Kossuth  pli  pi  X  s  61.7  X  w  30  to  w  s  Kossuth  pi  x  s  w  154  to  c  1 
208th  st  X  n  w  50  X  n  e  141  to  s  s  210th  st  x  n  30  to  beginning, 
vacant.  Release  mort.  Wm  P  Williams  TRUSTEE  Mary  L  Hill- 
house.  &c.  to  Meyer  Gatling  Investing  Co.  July  3.  July  10,  1906. 
12:3326  and  3327.  nom 

210th  St.  c  1.  at  c  1  De  Kalb  av,  runs  s  11.10  10  c  1  st  80  ft  wide 
X  e  6.9  to  c  1  208th  st  x  s  e  129.8  x  n  e  141  to  s  s  210th  st  x  n  30 
to  c  1  21(lth  st  X  w  191.5  to  beginning,  vacant.  Release  mort. 
Wm  P  Williams  TRUSTEE  tor  Marv  L  Hillhouse.  &c.  to  Meyer- 
Gatling  Investing  Co.     July  5.     July  10,  1006.     12:3327  and  3326. 

nom 

210th  st,  c  I,  55  w  c  1  Kossuth  pi,  runs  n  1.30  x  w  25  x  s  130  to  c  1 
210th  st  x  e  25,  vacant.  Meyer-Gatling  Investing  Co  to  Patrick 
Walsh.     July  5.     July   10.   1906.      12:3327.  nom 

210th  st,  c  1,  at  c_l  Kossuth  pi.  runs  e  130  x  s  55  x  w  130  to  c  1 
Kossuth  pi  X  n  o5.  vacant.  Meyer-Gatling  Investing  Co  to  Mary 
E  Stanton.     July  5.     July  10.  1906.     12:3.327.  nom 

210th  St.  c  1.  130  e  c  1  Kossuth  pi,  runs  n  130  x  e  25  x  s  130  to  c  1 
21(>th  st  X  w  25,  vacant.  Meyer-Gatling  Investing  Co  to  John  B 
White  and  Stanislaus  E  White.     July  5.     July  10,  1006.     12:3327. 

nom 

210th  St.  c  1.  105  w  c  1  Kossuth  pi.  runs  n  130  x  w  50  x  s  130  to  c  1 
210th  st  X  e  .50.  vacant.  Mever-Gatling  Investing  Co  to  Eugene 
Farrell.  July  3.     July  1(1.   1906.     12:3327.  nom 

210th  st     |c  1,  101.6  e  c  1  De  Kalb  av,  runs  e  70.11  to  c  1  Kossuth 

Kossuth  pl|  pi  X  s  61.7  x  w  3(1  to  Kossuth  pi  x  s  w  154  to  £  1  208th 
st  X  n  w  50  X  n  e  141  to  2lnth  st  x  n  30,  vacant.  Meyer-Gatling 
Investing  Co  to  Jas  G  Freaney.  July  3.  July  10,  1906.  2:3326- 
3327.  nom 

210th  St.  c  1.  SO  w  c  1  Kossuth  av.  runs  n  130  x  w  25  x  s  130  to  c  1 
210th  st  x  e  25.  vacant.  Meyer-Gatling  Investing  Co  to  Patrick 
L  Donovan.     July  5.     July  10.   1900.     12:3327.  nom 

210th  St.  c  1.  80  e  c  1  Kossuth  av,  runs  n  1.30  x  e  25  x  s  130  to  c  1 
21(lth  st  X  w  25.  vacant.  Mever-Gatling  Investing  Co  to  Sidney 
C  Brasier.     July  5.    July  10.  19(16.     12:3327.  nom 

210th  St.  c  1.  155  e  c  1  Kossuth  pi.  runs  n  130  x  e  50  x  s  130  to  c  1 
210th  st  X  w  .50.  vacant. 

Steuben  av.  c  1,  at  c  1  210th  st,  runs  s  80  x  w  130  x  n  80  to  c  I 
21()th  st  x  e  l.'l(>,  vacant.  | 

Meyer-Gatling   Investing   Co   to    Daniel   Lehane   and  Mary   E   his 
wife.     July  5.     July  10.  190(!.     12:3326-3327.  nom 

210th  st  c  1.  at  c  1  Kossuth  pi,  runs  e  130  x  s  5.5  x  w  130  x  n  55  to 
beginning,  vacant.  Release  mort.  Charles  Dickinson  to  Meyer- 
Gatling   Investing   Co.     July   5.      July    10,    19(.»6.      12:3327.       nom 

210th  st,  c  1,  80  e  c  1  Kossuth  pi.  25x130.  vacant.  Release  mort. 
Wm  P  Williams  TRUSTEE  -Mary  L  Hillhouse  to  Meyer-Gatling 
Investing   Co.     July  5.     July   10.   1!K)6.      12:3327.  nom 

210th  St.  c  1.  105  e  Kossuth  pi.  25x130,  vacant.  Release  mort. 
Wm  P  Williams  TRUSTEE  Mary  L  Hillhouse  to  Meyer-Gatling 
Investing  Co.     July  5.     July  10.  190(5.     12:3327.  nom 

210th  st,  c  1,  105  v/  c  1  Kossuth  pi,  runs  n  130  x  w  50  x  s  130  x  e 
.50,  vacant.  Release  mort.  Elbert  H  Dickinson  to  Meyer-Gatling 
Investing  Co.     July  3.     July  10.   190(5.     12:3327.  nom 

21()th  st         c  1,   205  e  c  1  Kossouth  pi.  runs  n  130  x  e  55  to  c  I 

Steuben  av  \  Steuben  av  x  s  130  to  c  1  210th  st  x  w  55  to  begin- 
ning, vacant.  Release  mort.  Elbert  H  Dickinson  to  Meyer-Gat- 
ling Investing  Co.     July  3.     July  10,  1906.     12:3327.      •  nom 

21(ith  St.  c  1.  105  e  c  1  Kossuth  pi.  runs  n  130  x  e  25  x  s  130  to 
c  1  210th  st  X  w  25,  vacant.  Meyer-Gatling  Investing  Co  to  John 
B  and  Cecilia  F  White.     July  5.     July  10.  1906.     12:3327.         nom 

210lh  St.  c  1.  SO  w  c  1  Kossuth  pi.  runs  n  130  x  w  25  x  s  130  to  c  1 
210th  st  X  e  2.5.  vacant  Release  mort.  Elbert  H  Dickinson  to 
Meyer-Gatling   Investing  Co.      July  5.     July  10.   1906.      12:3327. 

210th  St.  c  1,  130  e  Kossuth  pi.  runs  n  130  x  e  25  x  s  130  to 


nom 
c  1 
210th  st  X  w  25  to  beginning,  vacant.     Release  mort.     Elbert  H 
Dickinson    to    Mever-Gatling    Investing    Co.      July    5.      July    10. 
1906.      12:3327.  nom 

210th  St.  s  s,  9(5.3  e  Woodlawn  road,  50x100,  vacant.  Heiman 
Glasser  to  Wm  P  Cashman  and  Thos  F  McAvoy.  Mort  $1,660. 
July  6.     July  7,  1906.     12:3336.  other  consid  and  100 

210th  st     I  c   1  at   c  1  DeKalb  av.  runs  n  e   161.2  x  s  e  30  to  e  s 

DeKalb  avj  DeKalb  av,  x  e  7.5  x  s  130  to  c  I  210th  st,  x  w  107.4 
to  beginning,  vacant.  Release  mort.  Elbert  H  Dickinson  to 
Meyer-Gatling  Investing  Co.     July  5.     July  10,   1906.      12:3327. 

nom 

210th  st,  c  1,  155  e  c  1  Kossuth  pi.  runs  n  130  x  e  50  x  s  130 
to  c  1  210th  st,  X  w  50,  vacant.  Release  mort.  Elbert  H  Dick- 
inson to  Meyer-Gatliiig  Investing  Co.  July  5.  July  10,  1906. 
12:3327.  nom 

210th  St.  c  1.  55  w  c  1  Kossuth  pi.  runs  n  130  x  w  25  x  s  130 
X  e  2.5,  vacant.  Release  mort.  Elbert  H  Dickinson  to 
Meyer-Gatling  Investing  Co.     July  5.     July  10,   1906.     12:3327. 

nom 

210th  St.  at  c  1  Kossuth  pi.  runs 
vacant.  Release  mort.  Elbert 
Investing  Co.      July  .5.      July   10^ 

•212th  St.  n  s,  175  w  Maple  av. 
Bussing,  Jr,  to  Geo  W  Benjamin. 


130  X  w  55  x  s  130  X  e  55, 

H   Dickinson   to   Meyer-Gatling 
1006.      12:3327.  nom 

50x100.      Release   mort.      John 
March  16.     July  10.   1006.     800 
•212th  st   (Logan  st).  n  s.  lot  .54  map  W  F  Duncan  at  Williams- 
brjdge.    2.5x100.      Albert    N    Tunstall    to    Rosamund    McGrundy. 
Mort   $2,100.      May   19.     July   10,   1906.  other   consid  and   100 

•215th   st,  s  s,   1(X)  w  (5th  av,  2.5xl(X>.  Laconia  Park.     Angelo  Bi- 

serto  to  Pietro  Bova.     July  9.     July  11,  19(X>.  015 

•21(!th   St.   s   e  cor  Tilden   av.   100x100.      Louis   Kanarek  to  Oscar 

July  0,  1906.      other  consid  and  100 
e   2d   st,   .50x114.   Wakefield. .    John 
July  3.     July  10.  1906. 

other  consid  and  1(X) 
*223d   St.   n  s.   230  e  4th   av.  .50x114.5,   Wakefield.      Sam   Cohn  to 

James  Ceburre.     July  7.     July  9,   1906.  nom 

•224th  St.  s  s.  80  e  "White  Plains  road,  100x114,  Wakefield.     Anna 

M  Schaubhut  to  Jeannette  Rogers.     July  3.     July  6,  1906.       7.000 
*227th  St.   s  s.  3.55  e  White  Plains  road.  25x114.  Wakefield.     Re- 
lease mort.     Charles  Olney  to  Irving  Realty  Co.     June  13.     July 
9,   1906.  500 

•Same  property.     Irving  Realty  Co  to  Vito  Radice.     June  15.     July 

9.   1006.  other  consid  and  100 

•228th  st,  s  s,  405  e  5th  a  v.  .50x114,   Wakefield.     Ann  Ahearn  to 
Timothy  Finn.     Mort  $1,000.     July  10.     July  11.  1906.  nom 


Kuhn.     Mort  $1,190.     July  5 

*220th   st    (6th  av),    n   s,    105 

Bauer.  Jr    to  Emma  Bauer. 
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»229th  St  (15th  av),  n  s,  180  w  Prospect  Terrace,  25x114,  Wake- 
field. David  H  Sartaty  to  Eliz  A  Schopp.  Mort  $2,000.  July  3. 
July   11,    1000.  other   consid   and   100 

»229th  st,  n  e  cor  1st  st,  55x116.8x32.6x114.6,  Wakefield.  Frank 
McGarry  to   Martin  Geisler.     Apr  24.      July  5.    ItHXi. 

other   consid   and   100 
*2:j!0th  st,  s  s,  305  w  Oth  av,  50x114,  Wakefield.     Salvatore  Pinto 
to  Anna  M  Pinto.     Mort  $750.     July  3.     July  5,  1906. 

other  consid   and  100 

*23;id  st  or  19th  av.  s  s.  280  w  White  Plains  road,  Wakefield,  50x 

114.0,  except  part  for  av  or  st.     Casper  Reimer  to  Irving  Realty 

Co.     MoTt  .^r.i'iO.     July  5.     July  7,  1906.  other  consid  and  100 

*235th  st,  s  w  cor  White  Plains  road,  52.6x114,  Wakefield.     Eliz  G 

Ess   to   Elise   B   Lerche.     All   liens.     Oct  3,  1903.     July  5,   190C. 

nom 
*235th  st  or  21st  av,  n  s,  205  e  2d  st,  100x114,  Wakefield.  Joseph 
Courtenay    to    Edward    Quist.      Mort    $1,600.      July   5.      July   0. 
1900.  __  other  consid  and  100 

230th  St.  n  s.  60  w  Katonah  av,  2oxlOO,  2-sty  frame  dwelling, 
Dora  M  Eickwort  to  Lambert  K  Peecock.  Mort  ?3,000.  July  6. 
July  7.   1900.     12:.3;i77.  100 

236th  st,  n  s,  110  w  Katonah  av,  25x100,  vacant.  Dora  M 
Eickwort  to  Timothy  Lynch.  Mort  $3,000.  July  9.  July  10, 
1906.     12.3377.  100 

236th  st,  s  e  cor  Oneida  av,  50x100,  vacant.  Lena  Van  Woert  to 
Investors  Mortgage  Co.  All  title.  Q  G.  May  7.  July  10, 
1906.     12:3370.  nom 

238th  St.  n  s.  100  w  Keppler  av,  25x100,  2-sty  frame  dwelling. 
Alonzo  Howell  to  Julia  Ann  King.  Mort  $3,500.  Feb  21.  Re- 
recorded  from   Feb   28.    190fi.      July   7,    1906.      12:3373. 

other  consid  and  100 
*Arnow  av,  s  s,  179  e  Pelham  road,  50x127x52.11x110.     Charles 
Munch  to  John  Colohan.     Mort  $1,000.     July  5.     July  9,   1906. 

other  consid  and  100 
•Arnold  av  I   e  s,  100  3  Libby  road,  25x125.4  to  w  s  Pelham  road 
Pelham  road]     x26.3xl33.3,  Throggs  Neck.     Longin  Fries  to  George 

Costar.     July  5.     July  10,   1906.  nom 

Alexander  av.  No  289,  w  s,  83.5  s  140th  st,  16.7x70,  3-sty  brk 
dwelling.  Margt  T  wife  J  Boyce  Smith  to  Bridget  and  Rose 
Burns.     Mort  $4,500.     July  10,  1906.     9:2314.  omitted 

Arthur  av.  No  2390,  e  s,  100  n  ISOth  st,  25x84.7,  3-sty  brk  tene- 
ment and  store.  Guiseppe  Jamascia  to  Rosina  wife  Guiseppe 
Jamascia.     Mort  $11,500.     July  9.     July  11,   1900.      11:3073. 

other   consid   and   100 
Arthur  av.  No  2144  |  n   e   cor  Oak  Tree  pi,  25x90,   5-sty  brk   tene- 
Oak  Tree  pi.  No  891      m^ut.      Charles    Bjorkegren    to    John    F    Mc- 

Keou.     Mort  $22,000.     July  10.     July  11,  1900.      11:3070.         nom 
Anthony  av.   No  2076  |s    e    cor    180th   st,    25.1x94.3x25x91.1.    2-sty 
180th  St.  No  514  I     frame    dwelling.      John    J    Larkin    to    La- 

frenz  W   Gooss.      Mort  $3,500.     July  5.     July  6,   1906.      11:3149 
and  31.56.  other  consid  and  100 

Anthony  av,  w  s.  218  n  Southern  Boulevard,  25.1x115.1x25x117.8, 
except  part  for  Concourse,  vacant.  Edw  A  Everit  to  Margaret 
and  Eliz  A  Burns.     June  22.     July  7,  1906.     12:3310.  nom 

Arthur  av.  No  2390,  e  s,  1.50  n  William  st  or  ISfith  st.  25x87.6.  ex- 
cept part  for  av,  3-sty  brk  tenement  and  store.  Marie  Del  Balso 
to    Giuseppe   Jamascia.      Mort   $3,000.      July   9,    1906.      11:3073. 

other  consid  and  100 
*Av  A|n  w  cor  1.5th  st,  103x205,  Unionport.     Louisa  Stuckardt  to 

15th  st  I     Jacob   Sorin.      Morts  $ .     July  2.     July  5.   1906.       nom 

•'Amsterdam  av,  w  s,  200  s  Madison  av,  50x100.     Bankers  Realty  & 
Security  Co  to  John  C  Decker  and  Max  Eninger.  of  South  Deer- 
field.  Mass.     June  23.     July  6,  1906.  other  consid  and  100 
*Beech  av.  bet  Elm  st  and  Corsa  av,  lots  131  and  132  map  Laconia 
Park.  50x100.     Carlo  De  Luca  to  Andrea  Loiacono.     Mort  $1,000. 
July  0.     July  7.   1906.                                              other  consid  and  100 
*Broadwav,    w   s,   8S.6   n   Tremont   road.   29.6x81. 7x — x97.3.  I 
Waldo  pi.  n  e  cor  Daniel  st,  30x100x4.1x103.3.                                      | 
.\msterdam  av,  w  s,  20O  s  Madison  av,  .50x100.                                       I 
Release   mort.      A   Morton   Ferris   to  Bankers  Realty   &   Security 
Co.     July  2.      July  7,   1906.                               other  consid' and   1.000 
*Boyd  av.  e  s.  150  n  Jefferson  av,  50x100,  Edenwald.     Everybodys 
Land  Co  to  John  Baskind.     Mort  $1,000.     July  3.     July  5,   1005. 

other  consid  and  100 
Brook   av.   No   1400.   e  s.   34.2   n   St  Pauls  pi,   2.5x100.6.  4-sty   brk 
tenement.      Frederick    Picker   to    August    Schramm.      Mort   $10.- 
(KX).     July  .3.     July  5,  1900.     11:2895.  nom 

Brook  av,  No  1458  |  n  e  cor  St  Pauls  pi,  34.2xl00.6x28.4xl<X).9, 
St   Pauls  pi.   No   071|     4-sty  brk  tenement  and  store.     Simon  J  Alt- 
schuler  et  al  to  Samuel  L  Cohen.     Mort  $24,000.     June  29.     July 
7,    1006.      11:2895.  other   consid   and   iOO 

Belmont  av,  s  w  cor  Crescent  av.  126. .5x100x4.5x1 28.0.  except  part 
for  Crescent  av.  .5-sty  brk  tenement  and  store.  Filomena  Tesoro 
to  Pietro  Ferri.    Mort  $40,000.    June  30.    July  7,  1906.    11:3087. 

other  consid  and  100 
Belmont  av.  e  s,   180. 8  n   181st  st,  24.2x167.1x24x104.1,  2-sty  brk 
dwelling.     Roland  W  Thomas  to  Bertha  A  Whewell.     Mort  $6.00O. 
July  6.  1906.     11:3083.  '  other  consid  and  100 

Bathgate  av.  No  2159.  w  s,  62.6  n  181st  st,  18.9x94.5.  2-sty  frame 
dwelling.  Pauline  Cohn  to  Nellie  M  Kelleher.  Mort  $4.2.50. 
July  2.     July  5.  1906.     n:.'?()49.  other  consid  and  100 

Belmont  av.  w  s.  329.7  n  181st  st.  runs  w  80.7  x  s  50  x  e  —  to 
Belmont  av,  x  n  50  to  beginning,  vacant.  f 

Hughes  av.  e  s,  2.54.7  n  181st  st.  runs  e  95  x  s  5  x  w  95  to  Hughes 

av  X  n  5  to  beginning. 
Belmont  av,  w  s,  429.11  n  ISlst  st.  13.10x —  to  Belmont  av  xl3.10 
x8.3.2.   vacant.  | 

Louis  Eickwort  to  Belmont  Realty  &  Construction  Co.     Mort  $1.- 
000  on   1st   parcel.      May  8.     July  5.   1906.     11:.3082. 

other  consid  and  100 
Belmont  av.  w  s.  bet  Wist  st  and  lS2d  st,  and  being  at  n  s  lot 
124.  runs  w  80.7  x  s  .50  to  n  s  lot  126  x  e  79.4  to  av  x  n  .50.2  to 
beginning,  being  part  lots  124  and  12.5  map  Samuel  Ryer  home- 
stead. The  Belmont  Realty  &  Construction  Co  to  Wm  Seidman. 
May  24.     July  6.  1906.     11:.3082.  nom 

Brook  av.  No  1006.  e  s.  123.10  s  165th  st,  26.6x155.11x25x164.9. 
4-sty  brk  tenement.  Max  Friedman  et  al  to  Phillip  Meyerowitz 
and  Nathan  Sussman.  Morts  $16,100.  June  30.  July  5.  1906. 
9:2.386.  other  consid  and  100 

Bailey  av.  e  s,  bet  Boston  av  and  233d  st.  and  at  s  s  lot  70.  runs  e 
87  X  s  55.4  X  w  98.11  to  Bailey  av  x  n  50  to  beginning.  Augus- 
tus P  Duettman  to  Henry  Hettrich.  Apr  29.  July  5,  1906. 
12:3201.  nom 

*Bartholdi  av.  s  e  cor  Pine  st.  2  lots,  each  25x100.  Malinda  G 
Mace  et  al  to  August  Be'rnero  and  Guiseppe  Monteverde.  July 
6.     July  9,  1906.  1.600 

*Broadway.  w  s.  88.6  n  Tremont  road.  29.6x81.7x25x97.3.  Bank- 
ers Realty  &  Security  Co  to  Mary  J  Ryan.  June  30.  July  9. 
1906.  other  consid  and  100 


irreg 


Bainbridge  av,  s  e  s,  379.1  s  196th  st,  50x111.2x50.3x106.2,  va- 
cant. Release  mort.  Wm  H  Steinkamp  to  Albert  C  Lum.  July 
10..     July    11,    1906.      12:3287.  nom 

Same  property.  Eleanor  A  Sisson  to  same.  July  10.  July  11, 
1006.      12:3287.  .  other   consid  and   100 

*Barkley  av,  n  s,  75  e  Valentine  st,  25x100.  Edgewater  Realty 
Co   to   James   Driscoll.      July   3.      July    11,    1900. 

other  consid  and   100 

♦Boston    road,    w    s.    at    Schieffelins    lane    where    both    roads    are 
crossed   t/y   Black   Dog   Brook   and   runs   to   Baychester  av, 
X  irreg;   also 

Parcel  adj  above,  begins  at  w  cor  of  above  at  boundary  fence  of 
lands  hereby  described  and  lands  of  estate  J  L  Palmer,  and 
runs  to  lands  N  Y,  Westchester  &'  Boston  Railway  Co,  irreg  x 
irreg.   East   and  Westchester. 

Release  mort.  Kath  T  Gelshenen  EXTRX  Wm  H  Gelshenen  to 
The  Crawford  Real  Estate  &  Building  Co.  May  9.  July  11, 
l''"«j-  10,000 

♦Barkley  av.  n  w  cor  Dean  st.  100x100. 

Clarence  st.  w  s.  100  s  Town  Dock  road,  375  to  n  w  cor  Barkley 
av  and  Dean  st  xlOO- 

Wilcox  st,  e  s,  100  n.  Barkley  av,  12.5x100. 
Edgewater  Realty  Co  to  John  W  Cornish.  July  3.     July  11,  1906 

other  consid  and  100 

•Boston  road,  n  w  s,  120.3  e  of  Schieffelins  lane,  contains 
2  066-1,000  acres. 

Boston   road,   s    e   s,   at   boundary   line   of   land   hereby   described 
and  estate  J   L  Palmer,   contains  5   744-1,000  acres. 
The    Crawford    Real    Estate    &    Building   Co    to    The    Baychester 
Realty  Co.     July  0.     July  11,   190().  other  consid  and  100 

*Barkley  av,  s  e  cor  Vincent  st,  25x100. 

Vincent  st,  e  s,  100  s  Barkley  av,  25x100. 

Barkley  av,  s  w  cor  Vincent  st,  50x100. 

Barkley  av,  s  e  cor  Valentine  st,  100x100. 
Edgewater  Realty  Co  to  Jacob  Rosenberg.     July  3. 


July  9,  1906. 
100 


*Barkley  av,   s  w  cor  Valentine  st,  25x100. 

Edgewater  Terrace,  w  s,  25  n  Barkley  av,  .50x96.4x50x95.6,  vacant.| 
Edgewater  Realty  Co  to  Esther  Armstrong  and  Abraham  I  Kan- 
trowitz.      July   3.      July   9,    1906.  100 

*Barkley  av,  n  s,  25  w  Wilcox  st,  25x100.  Edgewater  Realty  Co 
to  Gunnar  Johnson.     July  3.     July  9,   1906.  100 

*Barkley  av,  s  s,  25  w  Valentine  st,  50x100,  vacant.  Edgewater 
Realty  Co  to  Wm  R  Helbig.     July  3.     July  9.  1906.  100 

"Barkley  av,  s  s,  25  e  Dean  st,  50x100. 

Valentine  st,  e  s,   150  s  Barkley  av,  50x100,  vacant. 
Edgewater  Realty  Co  to   Mary  Eustice.     July  3.     July  9,   1906! 

100 

"Barkley  av,  s  e  cor  Wilcox  st,  50x100,  vacant.  Edgewater 
Realty  Co  to  Geo  E  Sealy.     July  3.     July  9,  1906.  100 

*Barkley  av,  s  s,  50  e  Wilcox  st,  50x100.  Edgewater  Realty  Co  to 
Frederick  Kurtz.     July  3.     July  9.  1906.  100 

♦Barkley  av,  s  w  cor  Wilcox  st,  25x100,  vacant.  Edgewater  Realty 
Co  to  Ernest  Damiane.     July  3.     July  9,  1906.  100 

*Barklev  av,  n  s,  50  e  Dean  st,  50x100.  | 

Dean  st.  e  s,  275  s  Barkley  av,  runs  s  75  x  e  132.6  to  Edgewater 
Terrace  x  n  e  77.3  x  w  150.6  to  beginning.  | 

Edgewater   Realty   Co   to   Maria   W   Dittmar.      July   3.      July  9. 
1906.  I'oo 

•Barkley  av,  n  e  cor  Dean  st,  50x100,  vacant.  Edgewater  Realty 
Co  to  Margt  M  Chambers.     July  3.     July  9,  1906.  100 

*Barkley  av,  n  s,  50  w  Wilcox  st,  50x100.  Edgewater  Realty  Co 
to  Stephen  Collins.     July  3.     July  9,  1906.  100 

*Barkley  av,  s  s,  25  e  Vincent  st,  50x100,  vacant.  Edgewater 
Realty  Co  to  John  G  Duelfer.     July  3.     July  9,  1906.  100 

•Barkley  av,  n  s,  25  e  Vincent  st,  75x100,  vacant.  Edgewater 
Realty  Co  to  Wm  H  R  Hoffmann.     July  3.     July  9,  1906.  100 

"Benedict  av,  n  s,  100  e  Pugsley  av,  50x115.  N  Y  Catholic  Pro- 
tectory to  Frederick  Rittmann.  Mort  $1,330.  June  28.  July  10 
1906.  1,900 

"Benedict  av,  s  s,  268  w  Pugsley  av,  25x100.  N  T  Catholic  Pro- 
tectory to  same.     Mort  $647.50.    June  28.    July  7,  1906.  925 

"Benedict  av,  s  s,  343  w  Pugsley  av,  25x100.  N  Y  Catholic  Pro- 
tectory to  Edw  H  Kelly.     Mort  $647.50.     June  28.     July  7,  1906. 

925 

"Barkley   av,    s   s,   50  w   Vincent   st,   ~" 
Realty  Co  to  Wm  Ostner.     July  3. 

"Barkley   av,    n    s   50   w   Vincent   st. 
Realty  Co  to  Hannah  A  Gillespie. 

"Barkley   av,    s   s,    75   e   Vincent   st. 


50x100,   vacant. 
July  9,  1906. 
50x100,   vacant. 
July  3.     July  9, 
50x100.   vacant. 


Edgewater 

100 
Edgewater 
1906.        100 
Edgewater 
Realty  Co  to  Richard  Hoppe.     July  3.     July  9.  1906.  100 

"Benedict  av,  s  s,  318  w  Pugsley  av,  25x100.  N  Y  Catholic  Pro- 
tectory to  Edw  H  Kelly.  Mort  $647.50.  June  28.  July  7 
1906.  925 

"Benedict  av,  s  s,  293  w  Pugsley  av,  25x100.     N  Y  Catholic  Pro- 
tectory to  same.     Mort  $047.50.     June  28.     July  7,  1906.  925 
"Benedict  av.  n  s,  301.11  e  Storrow  st,  50x100.     N  Y  Catholic  Pro- 
tectory   to    Nora   wife   John   S    Burke.      Mort  $1,365.      June   28 
July  10,  1906.                                                                                      1,950 
"Barkley  av,  n  s,   50  e  Valentine  st,  25x100,  vacant.     Edgewater 

Realty  Co  to  Mary  E  Murray.     July  3.     July  9,  1906.  100 

•Barkley   av,    n   e    cor   Valentine   st,    50x100,   vacant.      Edgewater 

Realty  Co  to  Eliz  R  Murray.     July  3.     July  9,  1906.  100 

•Barkley  av  |s  e  cor  Clarence  st,  100x200,  3-sty  frame  dwelling  and 
Clarence  st  |      vacant.     Edgewater  Realty  Co  to  Elmer  M  Kimbark 

July  3.     July  11,  1906.  lOO 

•Same  property.  Elmer  M  Kimbark  to  Wm  J  Hyland  and  Julius 
B  Ikelheimer,  Samuel  Cohen  and  William  Canning.  July  3 
July   11,   1906.  nom 

•Barkley    av,    n    s.    25    e    Wilcox    st.    7.5x100.    vacant.      Edgewater 

Realty  Co  to  John  Gorman.'   July  3.      July  9.   :00<!.  100 

Bathgate  av.  Nos  1705  to  1709,  on  map  Nos  1701  and  1703,  w  s, 
175  s  174th  St.  75x120.  except  part  for  av.  two  5-sty  brk  tene- 
ments. Urry  Goodman  to  Isaac  Pennamacoor  and  Emanuel  D 
Myar.      Mort  $74,000.     July  9.     July  10,   1906.      11:2915. 

other  consid  and  100 
238.2  n  194th  st,  22.8x75.10x22.7x74.11, 
Wm  H  Wright  to  Andrew  C  Otto.     Mort 
July  10,  1906.     12:3294. 

other  consid  and  100 
Creston  av,  w  s,  2.52  n  184th  st,  runs  w  on  angle  2.52.10  to  e  s 
Morris  av  x—  on  angle  to  left  125  x  e  on  angle  to  left  240.4  to 
Creston  av  x—  on  angle  to  left  —  to  beginning,  except  part  for 
Morris  and  Creston  avs.  Margaret  Connolly  to  August  H 
Sievers.      Q  C.     June   18.     July  5,   1906.      11:3173. 

other  consid  and  100 
"Crosby  av,  e  s,  201.2  s  La  Salle  av,  170x112.8x203.6x101.3,  va- 
cant.    Chas  V  Halley  et  al  to  Edward  J  Gallagher  and  Mary  F 
Kelly.     June  21.     July  9,  1906.  100 


Briggs  av.  No  2666,  e  s, 
2-sty  frame  dwelling. 
$4,000.     July  9. 


The  text  of  these  pages  is  copyrighted.     All  rights  are   reserved. 


Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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July  14,  1906 


♦Columbus  av,  n  s,  75  w  Madison  st,  25x100.     Susan  C  McShane  to 

Edward  McShane.     July  6.     July  9,  1906.  nom 

Clinton  av,  No  2006,  e  s,  66  n  Oakland  pi,  46.3x100x43x100,  2-sty 
frame  dwelling.  Yoodle  Seligman  at  al  to  Simon  Klein.  Mort 
$6,000.     July  2.     July  10,' 1906.     11:3094. 

other  consid  and  IQO 
;.  450  s  Green  lane,  25x105,     Jacob  Zaines  to 
April   14.     July   11,   1906.  nom 

map   108  lots   Coster  estate.      Hudson   P  Rosa 

July  11,  19t)6.  nom 

i.   38   n    164th    St.   62x59.11, 


•Castle  Hill  av,  w 

Rosaria  Lagana. 
•Crosby   av.   lot    12 

Co  to  Michele  Panatere.     June  25, 
Cauldwell    av,    Nos    9ri.)    and    967,    w 


♦Columbus  av.  n  s 
Mamie   Steinbeck 


50  e  Louise  st, 
Mort   $2,800. 


25x100. 
July  2. 


•Columbus  av.  n  e  cor  Fillmore  st,  25x100. 
to  Peter  Paulsen.     Mort  $3,500.     June  28. 


two  and  .'1-stv  frame  dwellings.      Louis  H  Levin  to  Annie  Dooley 
Mort    $12,10U.      July    7.      July    11,    1906.      10:2622. 

other  consid  and   100 
Michael  Kuehnle   to 
July   5,    1906. 
other   consid   and   100 
Samuel  Leiman  et  al 
July  5.  1906. 
other  consid  and  100 
•Columbus  av,  n  s.   25  e   Fillmore  st,   25x100.     Charles   Meyer  to 

Thomas   Scott.      July   .5,      July  6,    lOOtJ.  other   consid   and   100 

•Columbus  av,  s  s,  25  e  Taylor  st,  25x100.  Van  Nest  Park.  Anna 
J  Marius  to  Vinceuzo  Monaco  and  Calogero  Verdina,  each  % 
part.     July  2.     July  9.   1906.  other  consid  and  100 

Cedar  av  or  Heath  av  or  Riverview  Terrace,  at  junction  Sedgwick 
av.  bet  Sedgwick  av  and  179th  st.  and  begins  at  s  w  cor  lands 
hereby  described,  11.6  e  of  monument  x  106  on  e  s  of  Heath  av, 
runs  in  a  tangent  s  e  15  to  w  s  Sedgwick  av,  thence  turning  an 
angle  n  e  in  a  tangent  238.9  along  w  s  of  said  av,  thence  turning 
an  angle  131.2  to  w  s  of  Heath  av  x  s  w  200  to  beginning.  Frank 
S  Allen  to  Antoinette  wife  Martin  Petry.  Mort  $11,500.  July  2. 
July  6,   1906.     11:2.881.  other   consid   and   100 

Clay  av  (Lexington  av),  w  s.  bet  173d  st  and  174th  st.  and  being 
part  lot  99  map  Mt  Hope,  begins  30  s  lot  1(X),  runs  w  100  x  s  57 
X  e  km;)  to  av  x  n  57  to  beginning,  except  part  for  av.  Fredk  W 
Brooker  to  Wra  H  Becker.  All  liens.  June  7.  July  6,  1906. 
11:2790.  other  consid  and  100 

Creston  av,  e  s,  100  s  Field  pi,  100x89,  vacant.  Caroline  Weber 
widow  to  Elizabeth  Dwyor.  Mort  $4, .500.  June  27.  July  9, 
1906.      11:31(;4.  other  consid  and  100 

Creston  av.  No  240<i.  e  s,  2(X)  s  Irving  st.  and  abt  320  s  189th  st. 
50x100.  except  part  for  av,  2-sty  frame  dwelling.  Elizabeth 
Tiernan   to  Helen  Gallagher.     June  22.     July  9,   1906.     11:3165. 

■  other  consid  and  IOC 
Creston  av.  No  2406,  e  s,  2(X>  s  Irving  av.  and  abt  320  s  189th  st, 
50x100,  except  part  for  av.  2-sty  frame  dwelling.     Helen  M  Gal- 
lagher  to   Wm   W   Bryan      Mort   $6,500.     July  6.     July  9,   1906. 
11:3165.  l.OOt 

Courtlandt  av,  e  s,  bet  150th  st  and  151st  st,  and  being  part  lot 
273  map  Melrose,  begins  at  s  w  cor  lot  273,  runs  n  19.8  x  e  80 
\  s  19.8  X  w  .89  to  beginning.  Timothy  F  Sullivan  to  The  Bun- 
gay  Co  of  N   Y.      Mort   .$(i.000.      July  5.     July  6,   1900.     9:2397. 

other  consid  and  100 
Courtlandt  av,  Nos  800  to  804|n  o  cor  1.58th  st,  51.6x92,  two  3  and 
158th  st.  No  605  1     2-sty    frame    dwellings    and    stores. 

Schmerl   Hahn   to   Leopold   Louis.     Mort  $10,00<;i.     July  7.     July 
11.   1906.     9:2405.  other  consid  and   100 

De  kalb  av,  c  1,  90  n  c  1  st  80  ft  wide,  runs  n  50  x  w  130  x  s  50 
X  e  130  to  beginning,  vacant.  Release  mort.  Elbert  H  Dickin- 
son to  Meyer-Gatling  Investing  Co.  July  3.  July  10,  1906. 
12:3327.  nom 

De  Kalb  av,  c  1,  at  c  1  st  80  ft  wide,  runs  n  90  x  w  130  x  s'90 
X  e  130.  vacant.     Release  mort.     Elbert  H  Dickinson  to  Meyer- 
Gatling  Investing  Co.     July  5.     July  10,  1906.     12:3327.  nom 
DeKalb  av,  c  1,  9(1  n  e  1.  st  .^11  ft"  wide,  runs  n  M  x  w  130  x  s  .50  x  e 
130.  vacant.     Meyer-Gatling  Investing  Co  to  Francis  Ludford  and 
Delia  A  his  wife,     July  3.     July  10,  1906.     12:3327.  nom 
De  Kalb  av,  c  1,  177.9  s  Gun  Hill  road,  runs  w  130  x  s  50  x  e  130 
to    c    I    av    X    n    .50,    vacant.       Meyer-Gatling    Investing    Co    to 
Franklin  D  Seward.     July  5.     July  10.  1906.     12:3327.  nom 
De  Kalb  av,  c  1,  327.9  s  Gun  Hill  road,  runs  w  130  x  s  50  x  e  130 
to  c  1  av  X  n  50,  vacant.     Meyer-Gatling  Investing  Co   to  Chas 
Oestreich.     July  5.     July  10,  1906.     12:3327.  nom 
De  Kalb  av,  c  I,  102.10  s  Gun  Hill  road,  runs  w  130  x  s  75  x  e  130 
X  n  75,   vacant.  I 
Mosholu  Parkway  North,  n  e  s,  178.8  s  e  Jerome  av,  runs  n  e  100 
X  s  e  75  X  s  w  100  to  Mosholu  Parkway  North  x  n  w  75  to  begin- 
ning, vacant. 

Mever-Gatling  Investing  Co  to  Arthur  J  Ridley.     July  5.     July 
10,"  1906.     2:3.326—3327.  nom 

De  Kalb  av.  c  1,  377.9  s  Gun  Hill  road,  50x130,  vacant.  Release 
mort.  Geo  W  Dickinson  to  Meyer-Gatling  Investing  Co.  July 
3.     July  10,  1906.     12:3327.  nom 

De  Kalb  av,  c  1,  327.9  s  Gun  Hill  road.  50x130,  vacant.  Release 
mort.  Geo  W  Dickinson  to  Meyer-Gatling  Investing  Co.  July  5. 
July   10,    1906.      12:.3327.  nom 

De  Kalb  av,  c  1,  427.9  s  Gun  Hill  road,  25x130,  vacant.  Release 
mort.  Geo  W  Dickinson  to  Meyer-Gatling  Investing  Co.  July 
5.     July  10,  1906.     12:3327.  nom 

De  Kalb  av,  c  1,  302.9  s  Gun  Hill  road.  25x130,  vacant.  Release 
mort.  Geo  W  Dickinson  to  Meyer-Gatling  Investing  Co.  July  5. 
July  10,  1906.     12:3327.  _  _  nom 

Decatur  av  or  Norwood  av,  No  31.56  e  s.  23.8.4  s  20.5th  st.  2.5x 
112.6,  Annie  M  J  Muller  to  Peter  H  Sponheimer,  July  6.  July 
9.   1906.     12:3.3.53.  other  consid  and  100 

•De  Milt  av.  n  s,  lot  248  map  Penfleld  property  at  South  Mt  Ver- 
non. 47,3xS5,3x27,9x.89.11.  James  T  Penfleld  to  Morris  Hodes. 
July  6.     July  7.   lOWi.  100 

Daly  av.  No  2015.  w  s.  32.7  s  179th  st.  22x111,6,  2-sty  frame  dwell- 
ing. Hyman  Axelroad  et  al  to  Thomas  Papanicolas.  Mort  $5.- 
500,     July  5,     July  11.  Ift06.     11:3122.  8,2.50 

Decatur  av.  n  s.  22ii  w  205th  st.  .50x100,  vacant.  Charles  Logan 
Jr  to  Annie  M  J  Muller.  Mort  .$2,000.  July  10.  July  11.  1906, 
12:3349.  nom 

Daly  av.  No  1972,  e  s,  125.2  n  Tremont  av,  25x-14.1x2.5x43.5.  2-sty 
frame  dwelling.  Victor  Gerhards  to  Jennette  L  Phillips,  July 
5,     July  6.   1906,      11:3126.  other   consid   and   100 

Davidson    av.    No  23.50,   n   e  cor  North  st,   100x40.  5-sty  brk   tene- 
'ment   and  store.      Moritz   L   Ernst   et   al   to  Fannie  Feder,      Mort 
$46  000.     June  27,     July  (!,  1!»06.     11 :3198.       other  consid  and  100 
De  Kalb  avic  1,  217,4  n  e  c  1  210th  st.  runs  n  e  112.3  x  s  e  30  to  e  s 
Kossuth   pl|     of  av  X  e  85,11  to  c  1  Kossuth  pi  x  s  100  x  w  136.11 
to    e    s    of    av    X    n    w    30   to    beginning,    vacant.      Release   mort. 
Charles  Dickinson  to  Meyer-Gatling  Investing  Co.     July  5,     July 
10.  1906.     12:3327.  nom 

De  Kalb  avIc  1    217.4  n  e  c  1  210th  St.  runs  s  e  30  to  e  s  of  av  x  e 
Kossuth  pit     136.11  to  c  1  Kossuth  pi  x  s  50  x  w  162.5  to  e  s  of  av 
X  n  w  30  X  n  e  50,1  to  beginning,  vacant.     Release  mort.  Charles 


Dickinson  to  Meyer-Gatling  Investing  Co.     July  5.     July  10,  1906. 
12:3327.  nom 

De  Kalb  av,  c  I,  152.9  s  Gun  Hill  road,  runs  w  130  x  s  25  x  e  130  x 
n  25  to  beginning,  vacant.  Release  mort.  Charles  Dickinson  to 
Meyer-Gatling  Investing  Co.     July  5.     July   10,   1906.      12:3327. 

nom 
De   Kalb  av,   c   1,   277,9  s  Gun  Hill  road,   25x130,   vacant.   Release 
mort.     Charles  Dickinson  to  Meyer-Gatling  Investing  Co.     July  5. 
July  10,  1906.     12:3327.  nom 

UiKalb  av,  c  1,  227.9  s  Gun  Hill  road,  runs  w  130  x  s  50  x  e  130 
to  0  I  av  X  n  50,  vacant.  Meyer-Gatling  Investing  Co  to  John 
Frees.     July  5,     July  10.    1900,      12:3327.  nom 

DeKalb  av,  c  1,  427.7  s  Gun  Hill  road,  runs  w  130  x  s  50  x  e  130 

X   n  50. 
210lh  st,  c  1  at  c  1  DeKalb  ay,  runs  s  11.10  to  c  1  80-ft  st  x 
6,9  to  c  1  208th  st  X  s  e  129.8  x  n  e  141  to  210th  st  x  n  30  to 
c  1  210th  st  X  w   101,6  to  beginning, 
Steuben  av,  c  1,  1,S0  n  c  1  210th  st,  runs  w  130  x  n  50  x  e  130  to 
c  1  av  X  s  50. 
vacant. 

Meyer-Gatling    Investing    Co    to    Frederick    Realty    Co.      July    5, 
1906.     12:3326  and  3327.  nom 

De  Kalb  av!c  1,  249,5  s  Gun  Hill  road,  runs  s  53.11  to  c  1  Kossuth 
Kossuth  pl|     pi  X  s  34,6  x  e  130  x  n  25  x  n  e  3.5  x  w  119.10  to  be- 
ginning,   vacant.      Release   mort.      Charles    Dickinson   to    Meyer- 
Gatling   Investing  Co.     July  5.     July  10.   1906.     12:3327.  nom 
De  Kalb  av|c  1,  99.5  s  Gun  Hill  road,  runs  s  w  150  x  s  e  119,10  to  c  1 
Steuben  av|     De  Kalb  av  x  n  e  50.3  x  e  110.5  to  c  1  Steuben  av  x 
n  71.2  X  w  30  to  w  s  of  Steuben  av  x  n  w  1.54.2  to  beginning,  va- 
cant.     Release   mort,      Charles   Dickinson    to    Meyer-Gatling   In- 
vesting Co.     July  5.     July  10,   1906.     12:3327.  nom 
De  Kalb  av,  c  1,  177.9  s  Gun  Hill  road,  50x130,  vacant.     Release 
mort.     Charles   Dickinson   to   Meyer-Gatling   Investing  Co.     July 
3.     July  10.   1906,      12:3327,  nom 
De  Kalb  av.  c  I.  340  u  c  1  of  an  80-ft  st,  50x130,  vacant.     Release 
mort.     Wm   P   Williams  TRUSTEE  Mary  L  Hillhouse  to  Meyer- 
Gatling  Investing  Co,     July  5.     July  10.  1906.     12:3327.  nom 
De   Kalb  av,  c  1,  227.9  s  Gun  Hill  road,  50x130,  vacant.     Release 
mort.     Charles  Dickinson  to  Meyer-Gatling  Investing  Co.     July  3. 
July  10,   1906.     12:3327.  nom 
De  Kalb  av,  c  I,  290  n  c  1  of  an  80-ft  st,  50x130,  vacant.  I 
210th  st,  c  1,  55  e  Kossuth  pi,  25x100.  vacant.  | 
Release    mort.      Wm    P    Williams    TRUSTEE    Mary    L    Hillhouse 
to  Meyer-Gatling  Investing  Co.     July  5.    July  10,  1906.   12:3327. 

num 
De  Kalb  av.  c  I,  102.9  s  Gun  Hill   road,  50x130,  vacant.     Release 
mort.      Wm   P  Williams   TRUSTEE   Mary  L  Hillhouse   to   Meyer 
Gatling   Investing  Co,     July  5.     July   10,   1906.     12:3327.  nom 

De  .Kalb  av,  c  I.  390  n  of  c  1  of  an  80-ft  st,  25x130,  vacant.  Re- 
lease mort.  Wm  P  Williams  TRUSTEE  Mary  L  Hillhouse  to 
Meyer-Gatling   Investing  Co.     July   5.     July  10,   1906,      12:3327. 

nom 
De  Kalb  av,  c  1,  452.9  s  Gun  Hill  road,  25x130,  vacant.     Release 
mort,     Wm  P  Williams  TRUSTEE  Mary  L  Hillhouse   to   Meyer- 
Gatling  Investing  Co,     July  5.     July   10,   1006.     12:3327.  nom 
De  Kalb  avjc  1.  217.4  n  e  c  I  210th  st,  runs  n  e  112.3  x  s  e  30  to  e  s 
Kossuth  pl|     De  Kalb  av  x  e  85,11  to  c  1  Kossuth  pi  x  s  100  x  w 
136,11  to  e  s  De  Kalb  av  x  n  w  30  to  beginning,  vacant.   Meyer- 
Gatling   Investing  Co   to   Frank   Demuth  and   Margaret  his   wife. 
July  5.     July   10,  liKKi.     12:3327.  nom 
DeKalb  av[  c  1  99.5  s  Gun  Hill  road,  runs  s  w  150  x  s  e  119.10  x 
Steuben  av|     n  e  50.3  x  e  110.5  to  c  I  Steuben  av,  x  n  71,2  x  w  30 
to  w  s  Steuben  av,  x  n  w  154,2  to  beginning,  vacant.     Meyer-Gat- 
ling Investing  Co  to  Hess  Realty  Co  of   N   Y.      July  5.      July   10, 
1906.      12:3327.  nom 
DeKalb  av,  c  I,  217.4  n  e  c  1  210th  st,  runs  s  e  30  to  e  s  DeKalb 
av,  X  e  136.11  to  c  1  Kossuth  pi,  x  s  50  x  w  162.5  to  e  s  DeKalb 
av  x  n  w  30  to  c  1  De  Kalb  av  x  n  e  56.2  to  beginning,  vacant. 
Meyer-Gatling   Investing   Co    to   Isaac   Sternberg.     July   5.      July 
10.    190<i.      12:3327.  nom 
DeKalb  av,  c  1  277,10  s  Gun  Hill  road  ,runs  w  130  x  s  50  x  e  130 
x  u  .50.  vacant,     Meyer-Gatling  Investing  Co  to  John  Reinschmidt. 
July  5.     July  10,  19()6.     12:3327.  nom 
DeKalb  av  j  c  1  249.5  s  Gun  Hill  road,  runs  s  53.11  to  c  1  Kossuth 
Kossuth  pl|     pi.  X  s  34.7  x  e   1.30  x  n  25  x  n  e  3.5  x  w  119.10  to 
beginning,   vacant.      Meyer-Gatling   Investing  Co   to   Wm  C   Can- 
ning.    July  3.     July  10,  1906.     12:3327.  nom 
DeKalb  av,  c  I,  290  n  e  1  80  ft  street,  runs  n  50  x  w  130  x  s  50  x  e 

130,   vacant. 
21(lth  St.  c  1,  55  e  Kossuth  pi,  runs  n  130  x  e  25  x  s  130  to  c  1 

210th  st,  X  w  25,  vacant. 
Steuben  av.  e  1.  130  n  c  1  210th  st,  runs  w  130  x  n  25  x  e  130  to  av, 
X  s  2.5,  vacant. 

Meyer-Gatling  Investing  Co  to  Wm  J  Baker.     July  5.     July  10. 
1901).     12:3327.  nom 

DeKalb  av,  c  I,  340  n  c  I  80  ft  st,  runs  n  50  x  w  130  x  s  50  x  e  130. 
vacant.  Meyer-Gatling  Investing  Co  to  Morris  P  Joachim.  July 
5.     July  10.  V.Wi.     12:3327.  nom 

DeKalb  av.  c  1.  at  c  I  80  ft  st,  runs  n  90  x  w  130  x  s  90  to  c  1  SO 
ft  st,  X  e  130,  vacant,  Meyer-Gatling  Investing  Co  to  Amelia 
Reinschmidt,      July  5,      July   10.    19(16.      12:3327.  nom 

DeKalb  av,  c  1  390  n  c  1  80  ft  street,  runs  n  25  x  w  130  x  s  25  x  e 
130,  vacant.  Meyer-Gatling  Investing  Co  to  Martin  Dieter.  July 
3.     July   10,   1906,     12:.3327.  nom 

DeKalb  av.  c  1  377,9  s  Gun  Hill  road,  runs  w  130  x  s  50  x  e  130 
X  n  50,  vacant.      Meyer-Gatling  Investing  Co.   to  Andrew  P  Ry- 
der.    July  3.     July  10.  1906.     12:.3327,  nom 
•Eastern    Boulevard,    w    s.    100   s    Waterbury   st,    75x100,    vacant. 
Chas  V  Halley  et  al  to  James  P  Keenan.     June  21.     July  9,  1906. 

^  nom 

^Eastern  Boulevard,  w  s.  378.7  n  Coddington  av,  50x100.  I 

Waterbury  av.  n  w  cor  Hollywood  av.  25xl(K).  vacant.  | 

Chas   V   Halley   et    al    to    Patrick   F    Keenan.      June   21.      July   9. 
1906.  nom 

•Eastern  Boulevard,  w  s.  150  n  La  Salle  av,  50x109x50x106.11,  va- 
cant, Chas  V  Halley  et  al  to  Patrick  Mclntyre.  June  21.  July 
9.    19(M!,  nom 

Eagle  av,  w  s.  bet  Westchester  av  and  1.50th  st.  and  being  lot  211 
map  land  Ursuline  Convent,  25x95.  1 

Eagle   av,   w  s,  lot  22,   25x95x24.4x95.   same  map.  | 

Wm  F  Clare  et  al  EXRS  and  TRUSTEES  Neal  O'Donnell  to  Mar- 
garet J  Ellis.  July  2.  July  6.  1906.  10:2617.  7,500 
Elton  av,  Nos  705  and  707,  w  s,  48  s  J55th  st,  52x100.  6-sty  brk 
tenement.  Release  mort.  Hamilton  Bank  of  N  Y  City  to  Philipp 
Freundenmacher.  May  24.  July  5.  1906.  9:2376.  37,000 
•Fox  av,  w  s,  175  s  Jefferson  av,  .50x100,  Edenwald.  Frederick 
Schmieder  to  Louis  M  Kaufman.     July  5.     July  11,  1906. 

other  consid   and  100 
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Forest  av.  Nos  1102  and  1104,  e  s,  125  n  HJOth  st,  37x100.  two 
2-sty  frame  dwellings.  Joseph  Roberts  et  al  to  Ferdinand 
Hecht.      Mort   JS.OUO.      July  3.      July  li,    I'.IOIi.      10:2il(ll. 

other   coiisid    and    100 

Fulton  av.  No  1230.  e  s,  100  fa  168th  st.  14.i»xl0itx— xl(ll>.  except 
part  for  av.  2-sty  frame  dwelling.  Bridget  Calfisch  to  Elbert  N 
Barnes.     Mort  $2..50O.     June  27.     July  0.  liXX!.      10:2012. 

other  consid  and  1()0 

Gun  Hill  road,  s  s,  151.8  w  Jerome  av.  25. 3x141. 0x25x14.5. 5. vacant. 
Meyer-Gatling  Investing  Co  to  Frederick  Weiler.  July  3.  July 
10,  11)06.     12:3324.  nom 

Gun  Hill  road,  c  1.  151.8  w  Jerome  av.  runs  s  145.5  x  w  2.5  x  n 
141.0  X  e  25.3  to  beginning,  vacant.  Release  mort.  Charles  Dick- 
inson to  Meyer-Gatling  Investing  Co.  July  3.  July  10.  1006. 
12:3324.  nom 

Gun  Hill  road,  s  s.  80  e  c  1  DeKalb  av.  runs  e  .53  3  x  s  100.(1  x  w 
32.10  to  w  s  Steuben  av.  x  n  w  74  2  x  n  e  KKJ.ll  to  beginning, 
vacant.  Release  mort.  Charles  Dickinson  to  Meyer-Gatling  In- 
vesting Co.     July  3.     July  10.   1900.     12:3327.  nom 

Gun  Hill  road,  s  s.  at  c  1  DeKalb  av.  80xl01.3x8l>xlO2.9.  vacant. 
Release  mort.  Wm  P  Williams  TRUSTEE  Mary  L  Hillhouse  to 
Meyer-Gatling  Investing  Co.     July  5.     July  10.   1906.      12:.3327. 

nom 

Gun  Hill  road,  s  s,   100  e  Jerome  av,  50x100.3x50x100.3,  vacant. 
Release   mort.      Wm   P  Williams  TRUSTEE  Mary   L  Hillhouse  to 
Meyer-Gatling  Investing  Co.     July  5.     July   10;    1906.     12:3327. 

nom 

Gun  Hill  road,  s  s.  80  e  c  1  DeKalb  av.  runs  e  53.3  x  s  100.6  x  w 
32.10  to  w  s  Steuben  av,  x  n  w  74.2  x  n  e  100.11.  vacant.  Meyer- 
Gatling  Investing  Co  to  Ralph  Shainwald.  July  3.  July  10, 
1906.      12:,3327.  nom 

Gun  Hill  road,  s  s,  c  1  DeKalb  av,  runs  w  80  x  s  101.3  x  e  80  to  c 
1  DeKalb  av,  x  n  102.9,  vacant.  Meyer-Gatling  Investing  Co  to 
Richard  R  Maslen  and  Michael  J  Dowd.  July  5.  July  10,  190«;. 
12:3327.  nom 

Grant  av,  e  s,  275.6  n  163d  st,  20x9.5.  .3-sty  brk  dwelling.  Wm  E 
Diller  to  Johanna  Holde.  Mort  $8,000.  July  5.  July  6.  1900. 
9:2446.  nom 

♦Grace  av.   s  w  s.  17(i.()  s  e   Lafayette  st.  25x73.5x26.7x64.4.  | 

Lafayette   st.  n   e  s.   17(i.6  s  e   Grace   av,  25x7.3.5x26.7x64.4.  | 

Hermann  Trompeter  to   August  Schanil.      Mori  .'f2.(>00.      July   10. 
July    11,    1906.  ol>er   consid  and    100 

*Gleason  av,  n  w  cor  177th  st.  50x100.  John  J  Gleason  to  James" 
Pelli.     July  10.     July  11.  1906.  nom 

*Grace  av,  s  w  cor  St  Raymond  av,  32,8x47.9x25x68.10.  lot  111 
map   St   Raymond   Park. 

Grace  av,  lot  112  same  map,  32.8x68.10x25x89.10  s  s. 

Frederick  Glenz  to  Henry  W  Fedden.     July  2.     July  7.  1906. 

other  consid  and  100 

*Green  av.  s  s.  275  w  Mapes  av.  50x100.  Westchester.  Matthaus 
Mensch  to  Charles  Mensch.     June  23.     July  .5.  19t)6. 

other  consid   and   100 

Hoe  av.  e  s,  175  s  Freeman  st,  25x100,  vacant.  Henry  Lewis  to 
Belendia   T   Lyttle,      July   6.     July  9,   1906.      11:2986. 

other  consid   and   100 

Hughes   av.   No   2130,   e   s,   86.2  n   181st   st,   16.5x85.5x16.5x85.3, 
2-sty  frame  dwelling.     The  Belmont  Realty  &  Construction  Co  to 
Bertha     Rosenberg.       Mort     .$5,000.       July    2.       July    11,     1906.     / 
11:3082.  nom 

Hughes  av,  w  s.  245  n  188th  st,  .50x87.6,  vacant.  John  J  Murphy 
to  Felice  Rescignio.     Mort  $2,!500.     July  2.  July  6.  1900,  11:3077. 

other  consid  and   100 

Hughes  av.  e  s.  100  n  187th  st,  .50x87.6,  2-sty  frame  dwelling  and 
vacant.  Philip  Nelson  to  Madelena  Cioeca.  Mort  $5,000.  June 
30.      July  5,   liMMi.      11 : .3076.  other  consid   and   100 

Hughes  av.  s  e  s,  bet  181st  st  and  182d  st,  and  being  lot  IIS)  map 
Saml  Ryer  homestead,  25x — ,  except  part  for  Hughes  and  Bel- 
mont av,  same  lot  is  shown  in  tax  map  as  Ward  24  bik  .3082. 
The  Belmont  Realty  &  Construction  Co  to  Wm  Seidman.  Mort 
14.000.     June  25.     July  6.  1906.     11:3082.  other  consid  and  100 

Hull  av.  No  3228,  e  s,  432.4  n  205th  st,  25x100,  2-sty  frame  dwell- 
ing. Hannah  A  Morse  et  al  to  Richard  L  Fischer.  Mort  .f.5,.5O0. 
June    15.      July   6,    1906.      12:3.3.50.  other   consid   and   1(M> 

Hull  av.  No  3210.  s  e  s,  207.4  n  e  205th  st.  25x100,  2-sty  frame 
dwelling.  John  J  Brennan  to  Josephine  Hubener,  of  Hastings-on- 
Hudson,  N  Y.     Mort  $7,000.  July  2.     July  6.  lOOli.     12:3350.      nom 

♦Hollywood  av.  e  s,  100  n  LaSalle  av,  2.5x100,  vacant.  Chas  V 
Halley  et  al   to  Daniel   F  Carey.     June  21.     July  9.   IIKH).  nom 

*Hobart  av.  s  e  cor  La  Salle  av.  55.6.x99.6x58.10xll0.11.  vacant. 
Chas  V  Halley  et  al  to  Geo  B  Mackintosh.  June  21.  July  9 
1906.  nom 

*Hobart  av.  w  s,  1(X>  s  La  Salle  av,  152x101.3,  vacant.  Chas  V 
Halley  et  al  to  DeWitt  Land  and  Impt  Co.     June  21.     July  9,  190(i. 

100 

♦Hollywood  av,  w  s,  378.4  n  Coddington  av,  94.11x111. 4x34.6.x9S.10, 
vacant.  Chas  V  Halley  et  al  to  Edw  J  Gallagher  and  Edward  Lu- 
cas.    June  21.     July  9,  1906.  100 

♦Hollywood  av.   w  s.   103.4  n   Coddington  av,   l(X)x95. 4x100x96.6. 

Coddington  av,  n  e  cor  Vincent  av,  24.2x96.6x25.8.x97.5, 

Coddington  av,  n  s,     49.2  e  Vincent  av,  45x100x45x98.3, 

Vincent  av,  w  s,  85  n  Coddington  av,  241x118.8x200.5x44.^. 

Hobart  av,  e  s,  202.3  n  La  Salle  av,  .50.7x92x50x89,  vacant, 
Chas  V  Halley  et  al  to  Edw  J  Gallagher.     June  21.     July  9,  1U0C>. 

KXI 

Intervale  av.  No  984,  e  s,  .300.1  n  Westchester  av,  25x100,  2-sty 
frame  dwelling.  Elisabeth  Koch  to  Thomas  Griffin.  Mort  .$2  - 
200.     July  10.     July  11,   1906.     10:2704.  other  consid  and  100 

Jerome    av,    e    s,    2.5.3    n    Burnside    av.    50.>5xl00.11,    vacant.      The 
United  Real  Estate  &  Trust  Co  to  Henry  Meyer.     June  13. 
5.  1906.     11:3179. 

Jackson  av,  w  s,  .50  n  156th  st.  25x77.8x25x77.5.  5-sty  brk  tene- 
ment. FORECLOS.  Wra  L  Turner  referee  to  Lena  HoU.  July 
10.      July   11     19<I6.     10:26.36.  21.200 

Jerome  av,  e  s,  698.4  s  Gun  Hill  road,  50x100,  vacant.  Release 
mort.  Elbert  H  Dickinson  to  Meyer-Gatling  Investing  Co  July 
3.     July  10,  1906.     12;.3327.  nom 

Jerome  av,  e  s,  598  4  s  Gun  Hill  road,  100x100,  vacant.  Release 
mort.  Elbert  H  Dickinson  to  Meyer-Gatling  Investing  Co.  July 
5.      July    10,    1!KM),      12:.3327.  nom 

Jerome  av,  e  s,  373.4  s  Gun  Hill  road,  25x100,  vacant.  Meyer-Gat- 
ling Investing  Co.  to  Frederick  Weiler.  July  3.  July  10  1!M)6 
i_..).3_i.  nom 

Jerome   av,    s   e   cor   Gun   Hill   road,   9S.4xlO0x1(XI..3xl(K>,   vacant. 
Meyer-Gatling    Investing    Co    to    Frank    Do    Muth    and    Margaret 
his  wife.     July  5      July   10,   1906.     12:3,327.  nom 

Jerome  av,  e  s,  .398.4  s  Gun  Hill  road,  50x100,  vacant.  Myer- 
Gatling  Investing  Co  to  John  L  Hughes.  July  3.  July  10  1906 
10.0007  J        ,  ■ 

L^.-_.3(.  nom 

Jerome   av.   e   s.   698.4  s  Gun   Hill   road.  50x100.   vacant.      Meyer- 


July 
nom 


Gatling  Investing  Co  to  John  and  Mary  Naumann.  July  3. 
July  10.   lOOi;.      12:3327.  nom 

Jeioiie  av.  <■  1  7  IS  4  s  Gun  Hill  road,  runs  s  140  to  80-ft  st  x  e 
100  X  n  140  X  w  100,  vacant.  Meyer-Gatling  Investing  Co  to 
Joseph  H  Fink.     June  5.     July  10,   1906.     12:3326  and  3327.  nom 

Jerome  av,  e  s,  at  n  e  s  Mosholu  Parkway  North,  runs  n  142.6 
to  80-rt  st  X  e  IIH)  X  s  115  X  s  w  67.4  x  n  w  78.8.  Meyer-Gat- 
ling Investing  Co  to  Edward  Magda.  July  3.  July  10,  1906. 
12:. 3326.  nom 

Jerome  a,v,  w  s,  .530.11  n  Mosholu  Parkway  North,  150x100,  vacant. 
Meyer-Gatling  Investing  Co  to  Iwan  Pels.  July  3.  July  10, 
1901;.      12:3324.  nom 

Jerome  av,  w  s,  680.11  n  Mosholu  Parkway  North,  50x100,  va- 
cant. Meyer-Galling  Investing  Co  to  Edward  L  Clarkson.  July 
3.      July    10.    190(1.      12:3324.  nom 

Jerome  av.  w  s,  7S0.11  n  Mosholu  Parkway  North.  100x100.  va- 
cant. Meyer-Gatling  Investing  Co  to  Kate  M  Norton.  July  3. 
July   10,   1906.      12:3324.  nom 

Jerome  av.  w  s,  lo5.ll  n  Mosholu  Parkway  North,  25x100,  va- 
cant. Meyer-Gatling  Investing  Co  to  Christopher  F  Keefe. 
July  3.     July   10,    190(i.      12:3324.  nom 

Jerome  av,  w  s,  105.11  n  Mosholu  Parkway  North,  25x100,  va- 
cant. Release  mort.  Elbert  H  Dickinson  to  Meyer-Gatling 
Investing  Co.     July  3.     July  10,  1906.     12:3324.  nom 

Jerome  av.  w  s,  .5,30.11  n  Mosholu  Parkway  North,  runs  w  100  x 
n  1.50  X  e  100  x  s  1.50  to  beginning,  vacant.  Release  mort. 
Charles  Dickinson  10  Meyer-Gatling  Investing  Co.  July  3. 
July  10,  loot).     12:3.324.  nom 

Jerome  av,  w  s,  830.11  n  Mosholu  Parkway  North,  50x100,  va- 
cant. Release  mort.  Charles  Dickinson  to  Meyer-Gatling  In- 
vesting Co.     July  3.     July  10,  1906.     12:3324.  nom 

Jerome  av,  w  s,  680.4  n  Mosholu  Parkway  North,  50x100,  vacant. 
Release  mort.  Geo  W  Dickinson  to  Meyer-Gatling  Investing 
Co.     July  3.     July  10,   1906.     12:3324.  nom 

Jerome  av,  w  s,  780.11  n  Mosholu  Parkway  North,  50x100,  vacant. 
Release  mort.  Geo  W  Dickinson  to  Meyer-Gatling  Investing 
Co.     July  3.      July   10,   1906.      12:3324.  nom 

Jerome  av,  e  s,  398.4  s  Gun  Hill  road,  50x100,  vacant.  Release 
mort.     Geo   W   Dickinson   to  Meyer-Gatling  Investing  Co.     July 

nom 


Release 
July  5. 

nom 
Release 
July  5. 
nom 


3.     July  10,  1906.     12:3327. 

Jerome  av,   e  s,  298.4  s  Gun  Hill  road.  25x100.  vacant, 
mort.     Geo  W  Dickinson  to  Meyer-Gatling  Investing  Co. 
July  10.  1906.     12:3327. 

Jerome  av,  e  s,  323.4  s  Gun  Hill  road,  50x100,  vacant, 
mort.     Geo  W  Dickinson  to  Meyer-Gatling  Investing  Co. 
July   10.   1906.      12:3327. 

Jerome  av,  e  s,  373.4  s  Gun  Hill  road,  vacant.  Release  mort.  Geo 
W  Dickinson  to  Meyer-Gatling  Investment  Co.  July  3.  July 
10,   1906.     12:3327.  nom 

Jerome  av.  e  s,  273.4  s  Gun  Hill  road.  25x100,  vacant.  Release 
mort.  Charles  Dickinson  to  Meyer-Gatling  Investing  Co.  July 
3.     July  10,  1906.     12:3327.  nom 

Jerome  av,  e  s,  223.4  s  Gun  Hill  road  ,50x100,  vacant.  Release 
mort.  Charles  Dickinson  to  Meyer-Gatling  Investing  Co.  July 
5.     July  10,   1906.     12:3327.  nom 

Jerome  av,  e  s,  198.4  s  Gun  Hill  road,  25x100.  vacant.  Release 
mort.  Charles  Dickinson  to  Meyer-Gatling  Investing  Co  July 
5.      July   10,    1906.      12:3.327.  nom 

Jerome  av.  e  s.  448.4  s  Gun  Hill  road  .50x100.  vacant.  Release 
mort.  Wm  P  Williams  TRUSTEE  Mary  L  Hillhouse  to  Meyer- 
Gatling  Investing  Co.     July  5.     July  10.  l»(Mi.     12:,3327  nom 

Jerome  av.  s  e  cor  Gun  Hill  road,  98.4x100x100  3x100  vacant 
Release  mort.  Wm  P  Williams  TRUSTEE  Mary  L  Hillhouse  to 
Meyer-Gattling  Investing  Co.     July  5.     July   10.   19(Hj.      12:3327. 

T  «.n  .  nom 

Jerome  av,  e  s,  (48.4  s  Gun  Hill  road,  runs  s  140  to  c  1  st  80  ft 
wide  x  e  100  X  n  140  X  w  100  to  beginning,  vacant.  Release 
mort.  Elbert  H  Dickinson  to  Meyer-Gatling  Investing  Co.  July 
5.     July  10.  1906.     12:3326  and  3327.  nom 

Jerome  av.  e  s.  at  n  e  s  Mosholu  Parkway,  runs  n  142.0  to  c  I  st 
80  ft  wide  X  e  100  X  s  115  x  s  w  67.7  x  n  w  78.8  to  beginning 
vacant.  Release  mort.  Geo  W  Dickinson  to  Meyer-Gatling  In- 
vesting Co.    July  3.     July  10.  1906.     12:3326  and  3327.  nom 

Jerome  av.   e   s.   223.4   s   Gun  Hill   road.   50x100,   vacant.      Meyer- 

?oUo'iv-^°^*^^''°^ '-'°  '°  •*^'""'"'" -^  ^''^■''y-    Ju'y  5-    July  10,  1906. 
l-:332(.  jjQjjj 

Jerome   av,   e  s.   298.4  s   Gun  Hill   road.  25x100.  vacant.      Meyer- 

AO^^oo-  ^°^'^^"°S  '^°  '°  J°'»°  L  Garvey.     July  5.     July  10,  1906. 

x^'.o^^i .  nom 

Jerome  av,  e  s,  598.4  s  Gun  Hill  road,  100x100,  vacant  I 

Jerome  av,  e  s,  323.4  s  Gun  Hill  road.  .50x100.  vacant. 

Meyer-Gatling   Investing  Co   to   Commonwealth   Real   Estate   Co 

July  o.     July  10.  1906.     12:3327.  nom 

Jerome  av.  e  s.  19.S.4  s  Gun  Hill  road,  25x100.  vacant.     Mever-Gat- 

i'o^oo7^''^''°^   ^°    '°    Daniel    O'Shea.      July   5.      July    10.    1906. 

l_:33-7.  nom 

Jerome  av.  e  s.  448.4  s  Gun  Hill  road.  50x100.  vacant.     Meyer- 

?o  Uifo^ '°^®^"°^  ^°  '"  S'™°n  Strauss.     July  5.     July  10.  1906. 

Jerome  av.  e  s.  2(3.4  s  Gun  Hill  road.  25x100.  vacant.  Meyer- 
Gatlin^  Investing  Co  to  Pomeroy  Barton.  July  3.  July  10.  1906. 
12:33-7.  nom 

Jackson  av.  No  713.  w  s.  108.4  s  166th  st.  18.2x74.11x18  2x751 
3-sty  frame  tenement.  Wm  A  Stead  and  ano  to  Peter  G  Schu- 
macher.     Mort  $5,000.     June  30.     July  10.  1906.     10:2635        nom 

♦Kinsella  av.  s  s.  176.4  w  Bronxdale  av.  25x100.  Jane  Smith  to 
Samuel  J  Smith.     May  3.     July  6.  1906.  other  consid  and  100 

■Kossuth  av,  s  w  cor  Byron  st,  50x100.  Oscar  D  Weed  to  Martha 
A   Smith.     Mort   $1,.350.     June  30.     July  6.   1906. 

other   consid   and   100 

Kingsbridge  road.  No  680,  s  w  s,  at  n  w  s  Webster  av.  .50.2x56  8x 
47.10x63.6.  2-sty  frame  dwelling  and  store  and  vacant,  Hugh 
D  Smith  to  John  Noonan  and  Jane  E  Britton.  Mort  $10  000 
June  27.     July  6.   190(5.      11:.3026.  other  consid  and  100 

Same  property.  Wm  J  Smyth  by  Lillian  Materne  GUARDIAN  to 
same.     All  title      May  29.     July  6.  1906.     11:.3026.  6.000 

Kepplerav        |n  e  cor  239th  st.  runs  e  100  x  n  40  x  w  .32  8  to  s  e 

Mt_  Vernon  av  |  s  Mt  Vernon  av  x  s  w  75.7  to  e  s  Keppler  av  x  s 
5.10  to  beginning,  vacant.  John  Wholey  to  Joseph  E  Ismay 
GUARDIAN   Bruce   Ismay.      July  3.      July  5,   1906.      12:3380. 

other  consi  dand  1,000 

*La   Salle   av,    n   e   cor   Hollywood   av,   100x100,   vacant.      Chas   V 
Halley  et  al  to  David  J  and  Joseph  V  Carey.     June  21 
1906. 

Latontaine    av.    e    s,   37.5    s   Quarry   road,    strip,    0.3x95. 

mort.  ^  Annie   Saib    to   Sophia   Halpin.     June   28.      July 

11 :3(KJ.3. 
Same    property.      Sophia    Halpin    to    Charles    Guggolz. 


July  5.  1906.     11:3063. 


July  9. 

nom 
Release 
5.   1906. 

nom 
Juno    28. 
nom 
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July  14,  1906 


*Laconia  av,  c  1,  at  c  1  227th  st,  runs  s  to  c  1  Corsa  lane  x  n  w 
—  to  lot  327  on  map  32!:)  lots  of  Schietfelin  estate  x  n  —  to  c  1 
223(3  St  X  e  —  to  e  s  lot  2t)4  x  n  —  to  s  s  lot  293  x  e  to  s  e  cor 
lot  2SJ3  X  n  —  to  c  1  224th  st  x  e  —  to  e  s  lot  203  x  n  —  to  s  s 
lot  202  X  e  to  s  e  cor  lot  202  x  n  —  to  c  1  225th  st  x  e  —  to  e  s 
lot  155  X  n  to  s  s  lot  154  x  e  to  s  e  cor  lot  x  21  to  c  1  22(jth  st 
x  e  to  e  s  lot  25  x  n  to  c  1  227th  st  x  e  —  to  beginning.  Sound 
Realty  Co   to  City  Real   Estate  Co.     July  9.     July  11,   1906. 

other  consid  and  100 

Lafontaine  av.  No  2052,  e  s,  148.2  s  180th  st,  16.2x100,  2-sty 
frame  dwelling.  Arthur  E  Smith  et  al  to  Christopher  Mon^ghan. 
Mort  $2,500.     June  29.     July  11,  1906.     11:3069.  nom 

Morris  av,  Nos  698  and  700,  e  s,  32.9  s  155th  st,  53.9x68.3,  two 
4-sty  brk  tenements  and  stores.  Geo  H  Rosenthal  to  Gussie 
Englander.  lA  part.  Mort  $17,000.  Jan  20.  July  6,  1906. 
9:2414.  "  other   consid  and   100 

*Mapes  av,  n  e  cor  Zulett  av,  runs  n  75  x  e  100  x  n  25  x  e  75  x  s 
100  to  Zulett  av  X  w  175  to  beginning,  Westchester.  PARTI- 
TION. Thos  E  Brown  Jr  referee  to  Cornelia  A  Fergerson.  July 
6.     July  7,  1906.  5,000 

Marion  av,  w  s,  25  s  198th  st,  25x100.5x25x100.8,  vacant.  Wm  J 
Winghart  to  Geo  D  Kingston.     June  11.     July  9,   1906.   12:3289. 

other  consid  and  100 

*Madison  av,  s  w  s.  part  lot  137  partition  map  Wm  Adee,  West- 
chester, begins  25  s  e  from  n  line  lot  137,  runs  s  w  100  x  s  e  25 
X  n  e  85.6  x  n  18.11  to  av  x  n  w  11.1  to  beginning.  Joseph  New- 
man et  al  to  Fred  M  Weiss.     June  1.     July  11,   1906. 

other  consid   and   100 

*Same  property.  Fred  M  Weiss  to  Lily  Pilkington.  July  9.  July 
11,   liiKXi.  other  consid   and  100 

*Morris  Park  av,  s  s,  75  e  Taylor  st,  25x100,  3-sty  frame  dwelling. 
Basilius  Busch  to  Henry  Schleyer.  Mort  $6,125.  July  6.  July 
11,   1906.  other  consid  and  100 

Marion  av,  w  s,  197.10  n  184th  st,  50.1x91. 2x.j0.8xS1.3,  vacant. 
Thos  J  L  McManus  et  al  EXRS  and  TRUSTEES  Catharine  Clin- 
ton to   Edward  H  Kelly.     July  5.     July  6,  19U6.     11:3022.       2,800 

Morris  av,  s  e  s,  200  n  e  182d  st,  25x133.8x25x133.10,  vacant. 
Robt  C  Winters  to  Mauro  Yarusso.  June  25.  July  6,  1906. 
11:3171.  other  consid  and  100 

*McGraw  av,  s  s,  25  w  Theriot  av,  50x100.  Frederick  Rittman  to 
John   D   Sherry.      Mort  $800.     July  o.     July  0,   1906. 

other  consid  and  100 

*Morris  Park  av,  s  s,  50  w  Lincoln  st,  25x100.  Michele  Fiorelli  to 
Wm  F  Landgrebe.     July  5.     July  6,  1906.         other  consid  and  100 

♦Morris  Park  av,  s  s,  75  e  Garfield  st,  25x100.  Thomas  Connor  to 
Henry  C  Reid.     Mort  $1,000.     July  5.     July  6,  1906. 


Morris  av,  e  s,  lOO  s  Field  pi,  .50x130, 
James  F  and  Edw  V  Handy.     July  5. 


'Mayflower    av,    w    s,    275    n 
Realty  Co  to  Peter  Vercessl. 


Liberty 
July  9. 


other  consid   and   100 
vacant.     Franz  Ebeling  to 
July  7.  1906.     11:3172. 

other  consid  and  100 
st,    50x100.      The    Regent 
July  10,  1906.  nom 


328.8  s  e  Jerome  av,  50x100,  va- 


Mosholu  Parkway  North,  n  e-  s, 
cant. 

210th  st,  c  1,  at  c  1  Kossuth  pi,  runs  n  130  x  w  55  x  s  130  to  c  1 
210th  st,  X  e  55,  vacant. 

Meyer-Gatling  Investing  Co  to  Henry  Amling.     July  5.     July  10, 
1906.     12:3326,  3327.  nom 

Mosholu  Parkway  North,  n  e  s,  278.8  s  e  Jerome  av,  25x100^^  va- 
cant.    Meyer-Gatling  Investing  Co  to  Wm  Murphy.     July  5.     July 
10,  1906.     12:3326.  nom 

Mosholu  Parkway  North,  n  e  s,  78.8  s  e  Jerome  av,  runs  n  e  67.8 
X  s  e  26.3  X  s  w  75.8  to  Mosholu  Parkway  North,  x  n  w  25,  va- 
cant.     Meyer-Gatling   Investing   Co    to   Patrick   White.     July   5.  • 
July  10,  1906.     12:3326.  -  nom 

Marion  av,  s  e  s,  226.11  n  e  Southern  Boulevard,  82.6x110,  2-sty 
frame  dwelling.  Winthrop  R  Berth  EXR,  &c,  Sophia  L  Berth 
to  Fred  M  Edwards.     July  3.     July  5,  1906.     12:3285.  16,.500 

Mosholu  Parkway  North,  n  e  s,  253.8  s  e  Jerome  av,  runs  n  e  100 
X  s  e  25  X  s  w  100  x  n  w  25,  vacant.  Meyer-Gatling  Investing  Co 
to  Gottlob  Vogel  and  wife.     July  5.     July  10,  1906.     12:3326.     nom 

Mosholu  Parkway  North,  n  e  s,  103.8  s  e  Jerome  av,  75xl00x78.4x 
75.8.  vacant.  Meyer-Gatling  Investing  Co  to  Michael  J  Wolf. 
July  5.     July  10,  1906.     12:3326.  nom 

Mosholu  Parkway  North,  n  e  s,  428.8  s  e  Jerome  av,  50x100,  va- 
cant. Meyer-Gatling  Investing  Co  to  John  Gaul.  July  5.  July 
10,   1906.     12:3326.  nom 

Mosholu  Parkway  North,  n  e  s,  303.8  s  e  Jerome  av,  25x100,  va- 
cant. Meyer-Gatling  Investing  Co  to  Wm  J  and  John  T  Guy. 
July  3.     July  10,  1906.     12:3326.  nom 

Mosholu  Parkway  North,  n  e  s,  478.8  s  e  Jerome  av,  28.llxl04.4x 
58.8x100,  vacant.  Meyer-Gatling  Investing  Co  to  Joseph  L  Burke. 
July  5.     July  10,   1906.     12:3326.  nom 

Mosholu  Parkway  North,  n  e  s,  178.8  s  e  Jerome  av,  25xl00x,  va- 
cant. Release  mort.  Geo  W  Dickinson  to  Meyer-Gatling  Invest- 
ing Co.     July  5.     July  10,  1906.     12:3326.  nom 

Mosholu  Parkway  North,  n  e  s.  78. S  s  e  Jerome  av,  runs  n  e  67.7 
X  s  e  20.3  X  s  w  75.8  x  n  w  25,  vacant.  Release  mort.  Geo  W 
Dickinson  to  Meyer-Gatling  Investing  Co.  July  5.  July  10, 
1906.     12:3326.  nom 

Mosholu  Parkway  North,  n  e  s,  478.8  s  e  Jerome  av,  28.10xl04.4x 
58.8,  vacant.  Release  mort.  Geo  W  Dickinson  to  Meyer-Gatling 
Investing  Co.     July  3.     July  10,  1906.     12:3326.  nom 

Mosholu  Parkway  North,  n  e  s,  103.8  s  e  Jerome  av,  75x100x78.10 
x75.8,  vacant.  Release  mort.  Geo  W  Dickinson  to  Meyer-Gat- 
ling Investing  Co.     July  5.     July  10,  1906.     12:3326.  nom 

Mosholu  Parkway  North,  n  e  s,  328.8  s  e  Jerome  av,  50x100,  va- 
cant. Release  mort.  Geo  W  Dickinson  to  Meyer-Gatling  Invest- 
ing Co.     July  5.     July  10,  1906.     12:3326.  nom 

Mosholu  Parkway  North,  n  e  s,  303.8  s  e  Jerome  av,  25x100,  va- 
cant. Release  mort.  Wm  P  Williams  trustee  for  Mary  L  Hill- 
house  and  remaindermen  to  Meyer-Gatling  Investing  Co.  July 
3.     July  10.  1906.     12:3326.  nom 

Mosholu  Parkway  North,  n  e  s,  253.8  s  e  Jerome  av,  25x100,  va- 
cant.    Release  mort.     Wm  P  Williams  trustee  for  Mary  L  Hill- ' 
house   to   Meyer-Gatling   Investing  Co.     July   5.     July  10,   1906. 
12:3326.  nom 

Mosholu  Parkway  North,  n  e  s,  278.8  s  e  Jerome  av,  runs  n  e  100 
X  s  e  25  X  s  w  WO  x  n  w  2.5.  vacant.  Release  mort.  Wm  P  Will- 
iams trustee  for  Mary  L  Hillhouse  and  remaindermen  to  Meyer- 
Gatling  Investing  Co.     July  5.     July  10,  190t).     12:3326.  nom 

Mosholu  Parkway  North,  n  e  s,  203.8  s  e  Jerome  av,  50x100,  va- 
cant. Release  mort.  Elbert  H  Dickinson  to  Meyer-Gatling  In- 
vesting Co.    July  5.    July  10,  1906.     12:3326.  nom 

Mosholu  Parkway  North,  n  e  s,  428.8  s  e  Jerome  av,  50x100,  va- 
cant. Release  mort.  Chas  Dickinson  to  Meyer-Gatling  Investing 
Co.    July  5.     July  10,  1906.     12:3326.  nom 

Monroe  av.  No  1667,  s  w  cor  173d  st,  95x95,  except  parts  for  st 
and   av,   2-sty   frame   dwelling  and  vacant.     Isaac  Pennamacoor 


et  al  to  Urry  Goodman.     Mort  $4,000.     July  2.     July  10.  1906. 
11:2792.  nom 

Morris  av,  w  s,  280.7  s  183d  st,  87.6x102.6x37.6x103,  vacant.  Jo- 
seph E  Butterworth  to  Wm  S  Harden.  July  9.  July  10.  1906. 
11:3182.  other  consid  and  100 

Nelson  av,  n  e  cor  16Sth  st,  120.2xlOO.x87. 8x105.2,  vacant.  Leo 
Schlesinger  to  Wm  H  Young,  of  Poughkeepsie.  N  Y.  All  liens. 
June  30.     July  6,   1906.     9:2517.  other  consid  and  100 

Napier  av,   n  e  cor  235th  st,  97.1x100x98.11x100. 

Napier  av,  s  e  cor  235th  st,  strip,  4.5x100.5x12x100. 
2-sty   frame   dwelling  and  vacant. 
Emil  Ascher  to  August  Deerberg.     Mort  $3,500.     June  29.     July 
6,   1906.      12:3365  and  3366.  100 

Nelson  av.  No  14,  e  s.  150.5  n  164th  st,  25x68.3x25.2x67,  3-sty 
frame  dwelling.  Jennie  Martin  to  The  Flatiron  Realty  Co.  Mort 
$4,.500.     July  9,   1906.     9:2512.  other  consid  and  100 

*01d  road,  s  s,  218  w  Pugsley  av,  25x82.11x25x84.8.  N  Y  Catho- 
lic Protectory  to  Amelia  Steinmetz.  Mort  S402.50.  June  28. 
July  7,  1906.  575 

*01d  road,  s  s,  1.50  e  Storrow  st,  25x82.6.  The  N  Y  Catholic  Pro- 
tectory to  Gidale  Lion.     Mort  $437.50.     June  28.     July  6,  1906. 
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*01d  road,  s  s.  393  w  Pugsley  av,  50x68.2x50x71.11.     N  Y  Catholic 
Protectory  to  Arthur  J   Ridley.     Mort  $665.     June  28.     July  5, 
1906.  950 

*01d  road,  s  s,  193  w  Pugsley  av,  25x84.8x25x86.6.  N  Y  Catholic 
Protectory  to  Jacob  Cohen.  Mort  $402,50.  June  28.  July  5, 
1906.  575 

*01d  road,  s  s,  93  w  Pugsley  av,  100x86.6x100x90.  New  York 
Catholic  Protectory  to  Richard  J  L  Murphy.  Mort  $1,960.  June 
28.     July  11,   190t>.  2,800 

*Pelham  road,  s  w  cor  Libby  st,  26.3x77.1x25x85,  Throggs  Neck.l 

Pelham  road,  n  e  cor  Mulford  av,  112.5x1.9x100x53.2,  Throggs 
Neck.         _  I 

John  D  Wenninger  to  George  Costar.     Mort  $15,000.     July  5.  July 
6,   1906.  nom 

*Pratt  av,  s  e  cor  Nelson  av,  runs  e  141.5  x  s  —  x  s  w  and  s  — I 
X  w  100  to  e  s  Pratt  av  x  n  221  to  beginning.  | 

Land  Co  C  of  Edenwald  to  Hugh  and  Wm  H  Doon.     July  2.     July 
6,  1906.  nom 

*Pratt  av,  e  s,  221  s  Nelson  av,  50x100.  Land  Co  C  of  Edenwald 
to  Conrad  Hoermann.     July  2.     July  6,  1906.  nom 

*Pelham  road  oi^Vestchester  road,  s  s,  at  n  w  cor  land  conveyed 
by  Busch  to  Neeb,  runs  s  381  to  land  Simon  Paul  x  w  42  x  n  355 
to  road  x  e  48.6  to  beginning,  Westchester.  Louise  Klener  to 
Harry  Westfield.     B  &  S  and  C  a  G.     July  3.     July  5,  1906. 

other  consid  and  100 

*Pilot  av,  n  s,  126  e  City  Island  av  (Main  st),  90x100,  City  Island. 
Alexander  Eraser  to  Emma  Eraser.     June  11.     July  5,  1906.      nom 

Park  av,  e  s,  bet  Tremont  av  and  178th  st,  and  being  lot  59  map 
Upper  Morrisania,  27x150.  Geo  F  D  Doyle  to  John  Toczkovsky. 
Mort  $1,500.     July  9,  1906.     11:3034.  4,500 

Prospect  av  |s  e  cor  156th  st.  25.x90,  4-sty  brk  tenement  and 

156th  st.  No  1024  I  store.  Louis  M  Ebling  to  Cath  F  Farrell. 
July  6.     July  9.   1906.     10:2687.  other  consid  and  100 

Perry  av  ,e  s,  225  s  209th  st,  25x100,  2-sty  frame  dwelling.  Thos 
F  Riley  et  al  to  Wm  F  Newman.     July  6.     July  9,  190*3.     12:3347. 

other  consid  and  100 

*Parker  av,  s  s,  176.4  e  Castle  Hill  av,  25x76.9x25.9.x69.6.  Gio- 
vanni Zoccolillo  to  Pasquale  Pistorino.     June  18.     July  11,  1906. 

nom 

*Pugsley  av,  s  w  cor  Old  road,  51x94x44x93.  N  Y  Catholic  Pro- 
tectory to  John  T  Gaynor.  Mort  $1,.505.  June  28.  July  11, 
1906.  2,150 

Prospect  av,  Nos  730  and  732,  e  s,  100  s  Leggett  av  or  156th  st, 
runs  e  125  x  s  w  62.10  x  w  88.11  to  av  x  n  50  to  b'eginning,  5-sty 
brk  tenement.  CONTRACT.  Wm  Sugarman  and  ano  with  Isidor 
C  Grenblatt.  Mort  $52,000.  May  4.  July  11,  1906.  10:2690 
and  contracts.  63,000 

Park  av.  No  4420,  e  s,  75  n  ISlst  st,  25x100.  2-sty  brk  dwelling. 
Max  Levenberg  to  Charles  Gerlich.     Mort  $4,500.     July  3.     July 

5.  1906.     11:.3037.  other  consid  and  100 
Park  av.  No  4422,  e  s,  100  n  181st  st,  25x141,  2-sty  brk  dwelling. 

Marie    Krabo    to   Jacob    Piatt.      Mort   $4,600.      July   3.      July   5, 
1906.      11:3037.  other   consid   and   100 

Prospect  (Taylor)  av,  w  s,  bet  183d  st  and  187th  st,  and  being 
lots  148  and  149  map  Belmont  Village,  200x100,  except  5  ft 
strip  taken  for  av.  Morris  H  Feder  to  Moritz  L  and  Carl  Ernst. 
Mort  $14. .500.     July  5.     July  6.  1906.     11:3102.  nom 

Park  av.  No  43S8,  e  s,  75  n  180th  st.  25x100,  2-sty  frame  dwelling. 
Chas  Gerlich  to  Martha  McKiernan.  July  5.  July  6,  1906. 
11:3037.  nom 

Prospect  av  |e  s,  200  s  lS9th  st,  runs  e  139.9  to  w  s  South- 

Southern  Boulevard!     ern  Boulevard  x  n  w  —  to  s  s  189th  st  x  w 
189th  st  I     10  X  s  100  X  w  100  to  av  x  w  along  e  s  of  av 

—  to  beginning,  vacant.     Henrietta  K  Savage  to  Emma  F  Flana- 
gan.    Q  C.    June  30.     July  6, '1906.     11:3115.  nom 
Same   property.      Chas   O   Wells   to   same.      1-8  part. .    Mort  $600. 

June  22.     July  6.  1906.     11:3115.  nom 

Same  property.  Chas  K  Savage  and  ano  by  Wm  G  Brown  GUARD- 
IAN to  same.  1-8  part.  All  title.  June  29.  July  6,  1906. 
11:3115.  1.626.81 

Park  av.  s  e  cor  179th  st,  125x116,  vacant.  Frederic  J  Fuller  to 
Frederick  Gauss  and  Eliza  Schutt.     Mort  $12,800.     July  3.     July 

6.  1906.     11:3035.  nom 
Perry  av,  w  s,  bet  207th  st  and  Gun  Hill  road,  and  being  lot  363 

map  Norwood.  2.5x100.     Charles  Lindner  to  Alina  Boekell.     Mort 

.$4,000.     July  5.     July  6.   100(5.     12:.3343.  other  consid  and  100 

*Pugsley  av,  w  s,  75  n  Benedict  av,  75x94x75x97.     N  Y  Catholic 

Protectory   to    Frederick   Rittmann.      Mort   $1,476.90.      June   28. 

July  10,  1906.  2,775 

Prospect  av,  s  e  s,  bet  180th  st  and  182d  st,  and  being  lot  81  map 

East  Tremont,  66x1.50.     Mary  A  Riley  to  Antonio  Galiani.     July 

7.  July  10,  1906.     11:3110.  100 
♦Pugsley  av,  w  s,  100  n  170th  st,  50x105x50x106.8.     N  Y  Catholic 

Protectory  to  Kasimir  Lofink.     Mort  $1,995.     June  28.     July  6, 
1906.  2,850 

♦Pugsley  av,  e  s.  50  n  Benedict  av,  50x103.0x50x101.7.  N  Y  Cath- 
olic Protectory  to  Kassimir  Lofink.  Mort  $1,505.  June  28.  July 
6,  1906.  2,150 

♦Pugsley  av,  n  w  cor  Benedict  av,  75x100x75x97.  N  Y  Catholic 
Protectory  to  Margt  B  Daly.  Mort  $2,502.50.  June  28.  July 
10,  1906.  3,575 

Rider  avlw  s,  230  n  138th  st,  25x125  to  Canal  pi.  1-sty  frame  build- 
Canal  pl|     ing.     Chas  F  Peet  to  Arthur  C  Chesley.     June  26.     July 

5.   1906.      9:2340.  other   consid   and   100 

Riverdale  av,  formerly  belonging  to  Lispenard  Stewart,  begins  at 
n  w  cor  said  tract,  contains  13  208-1,000  acres,  exclusive  of  land 
lying  in  av  and  75-100  of  an  acre  lying  in  said  av,  being  in  all 
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13  958-1,000  acres,  the  s  w  cor  of  said  tract  lies  in  said  av  at  s 
s  prolongation  of  Cuthbert  lane  and  lying  opposite  Mt  St  Vincent. 
Wm  C  Stewart  to  John  C  Rodgers.  %  part.  Mort  1/2  of  $47,500. 
.July  2.     July  1).   lOOti.     13:3423.  other  consid  and  100 

Robbins  av,  No  586,  s  e  s,  75  n  e  150th  or  Uncas  st,  25x105,  3-sty 
frame  tenement  and  store  and  2-sty  frame  tenement  in  rear.  Pe- 
ter Knauf  to  Sebastian  Schneider.  Mort  $1,500.  July  5.  July 
10,  190<3.     10:2642.  other  consid  and  100 

Kyer  av.  s  w  cor  l,S2d  st.  114.8x110.4x140.7x124.3,  vacant.  Abra- 
ham H  Feuehtwanger  to  Wm  J  Scully.  June  22.  July  5,  1906. 
11:3157.  other   consid   and   100 

Riverdale  av,  —  s,  at  s  s  of  the  prolongation  of  261st  st  or  Cuth- 
bert lAne  and  opposite  property  known  as  Mt  Saint  Vincent, 
contains  13  958-1,000  acres,  vacant.  Francis  Colety  to  John  C 
Rodgers.  %  part.  Mort  V2  of  $47,500.  July  2.  July  10,  1906. 
13:3423.  other  consid  and   100 

*Saxe  av,  n  e  cor  Cornell  av,  25x100.  Aron  Rochmes  et  al  to 
Philip  Cahill.     Mort  $3,540.     July  2.     July  5,  1000. 

other   consid   and   100 

St  Anns  av.  No  682,  e  s,  502  s  156th  st,  26x90,  4-sty  brk  tenement. 
Louis  Green  «to  Helena  Wigand.  Mort  $9,000.  July  5.  July  6, 
1906.      10:2617.  other  consid  and  100 

Southern  Boulevard,  No  1469,  n  w  s.  4.50  w  Av  St  John.  50x115, 
(i-sty  brk  tenement  and  store.  William  Wainwright  to  Carl 
Witzel.  2-3  parts,  and  Conrad  Witzel,  1-3  part.  Mort  $50,500. 
July   9.      July   11.    1.906.      10:26,S3.  other   consid   and    100 

Southern  Boulevard,  e  s,  .50  n  lG7th  st,  25x100.  vacant,  Jennie 
Patterson  to  Mary  L  E  Johnson.  Mort  $3,200.  July  5.  July  11. 
11KI6.      10:2745.  .  other  consid  and   100 

Southern  Boulevard,  w  s.  225  n  Jennings  St.  100x100,  vacant.  Moris 
Wofinger  et  al  to  Frank  Thaler  and  Judah  Liebhart.  Mort  $27.- 
116.     July  9.     July  11.   lOoO.  nom 

Steuben  av,  c  1,  280  n  210th  st,  runs  w  130  x  n  75  x  e  130  to  c  I 
av,  X  s  75,  vacant.  Release  mort.  Elbert  H  Dickinson  to  Meyer- 
Gatling  Investing  Co.     July  5.     July  10,  1906.     12:3327.  nom 

Steuben  av,  c  1,  155  n  c  1  210th  st,  runs  w  130  x  n  25  x  e  130  to 
Steuben  av  x  s  25.  vacant.  Meyer-Gafling  Investing  Co  to  Aaron 
W   Godfrey,      July  5.      July  10.    ]90(i.      12:.3327.  nom 

Steuben  av,  c  1.  130  s  c  1  210th  st,  runs  s  75  x  w  130  x  n  75  x  e 
1.30.  vacant.  Meyer-Gatling  Investing  Co.  to  Max  Holtz  and  Chas 
K  Beidenboff.     June  30.     July  10,  1906.     12:3326.  nom 

Steuben  av,  c  1,  80  s  c  1  210th  st,  runs  s  50  x  w  130  x  n  50  x  e 
130,  vacant.     Meyer-Gatling  Investing  Co  to  Frank  Weitz.     July 
5.     July  10,  1906;     12:3326.  nom 

Steuben  av.  c  1.  80  s  c  1  210th  st,  runs  s  .50  x  w  130  x  n  50  x  e  130 
to  beginning,  vacant.  Release  mort.  Geo  W  Dickinson  to  Meyer- 
Gatling  Investing  Co.     July  5.     July  10.  1906.     12:3326,  nom 

Steuben  av,  c  1,  205  s  c  1  210th  st,  runs  s  25  x  w  130  x  n  25  x  e 
130.  vacant.  Meyer-Gatling  Investing  Co  to  Bernard  Corrigan. 
July  3.     July  10.   1906.     12:3326.  nom 

Steuben  av,  c  1  130  n  c  1  210th  st,  25x130,  vacant.     Release  mort 
Geo  W  Dickinson  to  Meyer-Gatling  Investing  Co. 
10,  1006.     12:3327. 

Steuben  av.  c  1  155  n  c  1  210th  st,  25x130,  vacant. 
Geo  W  Dickinson  to  Meyer-Gatling  Investing  Co. 
10,  1906.     12:3327. 

Steuben  av.  c  1  180  n  c  I  210th  st.  25x130,  vacant. 
Geo  W  Dickinson  to  Meyer-Gatling  Inveting  Co. 
10,  1906.     12:3327. 

Steuben  av,  c  1  355  n  c  1  210th  st,  150x130,  vacant. 
Geo  W  Dickinson  to  Meyer-Gatling  Investing  Co. 
10,  1906.     12:3327. 

Steuben  av.  c  1,  205  n  c  1  210th  st,  runs  w  130  x 


July  5. 


July 
nom 
Release  mort. 
July  5.     July 

nom 
Release  mort. 
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nom 
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July  5.     July 
nom 
25  X  e  130  X  s 
25   to   beginning,   vacant.      Release   mort.     Charles  Dickinson   to 
Meyer-Gatling  Investing  Co.     July  5.     July  10,   1906.     12:3327. 

nom 
Steuben  av.  c  1,  505  n  c  1  210th  st,  runs  n  50  x  w  110.5  x  s  w  53.8 
X  e  130  to  beginning,  vacant.     Release  mort.     Charles  Dickinson 
to  Meyer-Gatling  Investing  Co.     July  3.     July  10,  1906.     12:3327. 

nom 
Steuben  av,  c  1.  230  n  c  1  210th  st,  runs  w  130  x  n  50  x  e  130  x  s 
.50  to   beginning,  vacant.     Release  mort.     Charles  Dickinson   to 
Meyer-Gatling  Investing  Co.     July  5.     July  10,   1906.     12:3327. 

nom 
Steuben  av|  c  1,  at  c  1  210th  st,  runs  s  80  x  w  130  x  n  80  to  c  1 
210th  st      I     210th  St.  X  e  130  to  beginning,  vacant.     Release  mort. 
Geo  W  Dickinson  to  Meyer-Gatling  Investing  Co.     July  5.     July 
10,   1906.     12:3326.  nom 

Steuben  av,  c  1,  205  s  c  1  210th  st,  runs  s  25  x  vr  130  x  n  25  x  e 
130.  vacant.  Release  mort.  Wm  P  Williams  trustee  for  Mary 
L  Hillhouse  and  remaindermen  to  Meyer-Gatling  Investing  Co. 
July  3.     July  10    1906.     12:3326.  nom 

Steuben  av.  c  1.  230  s  c  I  210th  st,  runs  s  13.4  x  s  w  139.11  x  n 
65.3  X  e  130  to  beginning,  vacant.     Release  mort.     Wm  P  Will- 
iams trustee  for  Mary  L  Hillhouse  and  remaindermen  to  Meyer- 
Gatling  Investing  Co.     July  5.     July  10,  1906.     12:3326.  nom 
Steuben  av,  c  1,  230  n  c  1  210th  st,  runs  n  325  x  w  110.5  x  s  w  53.8 
X  s  275  X  e  130,  vacant.     Meyer-Gatling  Investing  Co  to  Com- 
monwealth Real  Estate  Co  of  N  Y.     July  5.     July  10,  1906. 
12:3327.                                                                                                   nom 
Southern   Boulevard,   n  w  cor   lS.3d  st.   75.11x106.4x75x117.11,   va- 
cant.     Malcolm    Sundheimer    to    Malcus    E    Soderstrom.       Mort 
$12,000.     July  3.     July  5.  ISO6.     11:.3114.        other  consid  and  100 
Stebbins  av.  n  e  cor  167th  st,  — x— .     Cancellation  of  CONTRACT 
made   Apr  9.   1906.     Andrew  F   Assenbeck  with  Marcus   Nathan. 
June  13.     July  5,  1906.     10:2692,                                                       1.010 
•Scofield   av,   s   s,    100   w  Main   st,   100x108.3,   City   Island.        The 
Chimney  Sweeps"  two  islands  of  North  Shore  of  City  Island  in  L 
I  Sound,  contains  383-1.000  and  147-1,000  acres; 
Also  lands  under  water  adjacent  to  said  "Chimney  Sweeps,"  con- 
tains 5  209-1,000  acres. 
Land  under  waters   of   L  I   Sound   in   front   of   and   adj  upland   of 
Henry   D   Carey  on   west   shore   of  City  Island,   contains  .34-lClO 
acres. 
Also  another  parcel  of  land  under  water  ad]  said  land  of  Carey, 

contains  297-1,000  acres. 
Also  other  land  under  water  ad]  land  of  said  Carey,  contains  32- 

100  acres. 
Also  other  land  under  water  ad]  land  of  said  Carey,  contains  3  35- 
100  acres. 

Ella  J  Carey  to  Henry  D  Carey,  of  City  Island.     Q  C.     Oct  11, 
1902.     July  10.  1906.  nom 

*Saxe  av,  w  s,  125  n  Old  road,  25x100.  Martin  Bariffi  to  Patrick 
M  Cassidy.     Mort  $1,000.     July  7.     July  10,  1906. 

other  consid  and  100 
*Saxe  av,  w  s.  150  n  Old  road.  25x100.     Same  to  James  A  McNa- 

mee.     Mort  $600.     July  7.     July  10,  1906.        other  consid  and  100 
•Town  Dock  road,  s  e  cor  Valentine  st,  25x100. 
Town  Dock  road,  s  .w  cor  Valentine  st,  25x100. 
vacant. 


Edgewater  Realty  Co  to  Esther  Armstrong  and  Abraham  I  Kan- 
trowitz.    July  3.    July  9,  1906.  100 

*Town  Dock  road,  s  e  cor  Clarence  st,  25x100.  Edgewater  Realty 
Co  to  John  H  Green.     July  3.     July  9,  1906.  100 

*Town  Dock  road,  s  e  cor  Vincent  st,  100x100,  vacant.  Edgewater 
Realty  Co  to  Fred  Schulz.     July  3.     July  9,  1906.  100 

*Town  Dock  road,  s  s,  75  w  Valentine  st,  25x100.  Edgewater  Real- 
ty Co  to  Jacob  Cohen.     July  3.     July  9.  1906.  100 

*Town  Dock  road,  s  s.  50  w  Vincent  st,  50x100,  vacant.  Edgewa- 
ter Realty  Co  to  Antonio  Gnarino.     July  3.     July  9,  1906.  100 

*Town  Dock  road,  s  s,  .50  w  Valentine  st,  25x100,  vacant.  Edge- 
water  Realty  Co  to  Jacob  Nigen.     July  3.     July  9,  1906.  100 

*Town  Dock  road,  s  s,  25  w  Valentine  st,  25x100.  Edgewater 
Realty  Co  to  James  J  Lynch.     July  3.     July  9,  1906.  100 

*Town  Dock  road,  s  e  cor  Dean  st,  100x100,  vacant.  Edgewater 
Realty  Co  to  Geo  F  Gminder  and  Joseph  Poerst.  .July  3.  July 
9,  1906.  100 

♦Town  Dock  road,  s  s,  25  e  Valentine  st.  2.5xllX).  Edgewater 
Realty  Co  to  Nicholas  Klippel.     July  3.     July  9    190G.  100 

*Town  Dock  road,  s  s,  75  w  Dean  st,  50x100.  Edgewater  Realty 
Co  to  Maria  W  Dittmar.     July  3.     July  9,   1906.  100 

*Town  Dock  road,  s  w  cor  Vincent  st,  50x100,  vacant.  Edgewater 
Realty  Co  to  Frederick  and  Henry  Dammann.  July  3.  July  9 
1906.  100 

*Town  Dock  road,  s  s,  25  e  Clarence  st,  50x100.  Edgewater  Realty 
Co  to  Josephine  Campbell.     July  3.     July  9,  1906.  100 

*Town  Dock  road,  s  w  cor  Wilcox  st,  25x100,  vacant.  Edgewater 
Realty  Co  to  Ernest  Damiane.     July  3.     July  9,  1906.  100 

*Town  Dock  road,  s  w  cor  Dean  st,  75x100,  vacant.  Edgewater 
Realty  Co  to  Hannah  Stack.     July  3.     July  9,  1906.  100 

•Town  Dock  road,  s  s,  blk  front  bet  Wilcox  and  Clarence  sts,  200x 
100. 

*Town  Dock  road,  s  s.  2.'i  w  Wilcox  st.  75x100.  vacant. 

Edgewater  Realty  Co  to  Emma  Kingsman.     July  3.     July  9,  1906. 

Tiebout  av.  No  2101,  w  s,  212  n  180th  st,  runs  w  95  x  n  13  x  w 
5  X  n  12  X  e  100  to  av,  x  s  25  to  beginning,  2-sty  frame  dwelling 
Ida  C  Butterworth  to  John  P  Wynne.  Mort  $4,450.  July  9 
July  10,  1906.     11:3144.  other  consid  and  100 

Tintou  av.   No  490  |e  s.  51.11  s  147th  st.  50x115  to  s  w  s  South- 
Southern  Boulevard   |     ern      Boulevard     x60.4xl48.9.     2-sty     frame 
dwelling  and  vacant.     Albert  H  Bultman  et  al  to  Geo  W  Eccles 
of  Bayside.   L  I.     July  6.     July  7.   1906.     10:2582.  nom 

Tinton  av,  .No"  191,  w  s,  192.7  s  156th  st,  25x94,5x26.1x82.6,  4-sty 
brk  tenement.  Samuel  Singerman  to  The  D  F  Realty  Co  Mort 
.$12,000.     July  2.     July  9.   1906.     10:26.54.  nom 

Tinlon  av,  No  191,  w  s.  192.7  s  156th  st.  25.x96..5x26. 1x82.6,  4-sty 
brk  tenement.  Austin  B  Fletcher  and  ano  TRUSTEES  Jackson 
S  Schultz  to  Samuel  Singerman.     July  2.     July  9,  190(5.  10:26.54. 

15,750 

•Tremont  av.  n  w  s.  abt  44  n  w  170th  st,  86x118.6x75x160.4.     N  Y 

Catholic   Protectory  to   Louis   Wechsler.      Mort   $ .     June   28 

July  11,  1900.  G  150 

Tinton  av.  No  886.  e  s,  116.9  n  161st  st,  16.9x132.6,  2-sty  frame 
dwelling,  PARTITION.  Martin  L  Stover  referee  to  John  Theu- 
rer.     July  .3.     July  5,  1906.     10:2668.  5  400 

Teller  av.  n  w  s,  1.58,11  n  e  169th  st,  49.11x100x63.8x100.11.  va- 
cant. John  E  Murgatroyd  to  Martin  Wehrlin.  July  5.  July  6 
190(>.      11:2783   and  2782.  other  consid   and   100 

Tiebout  av,  No  2097.  w  s.  166.8  n  180fh  st,  runs  w  90  x  n  8.4  x  w 
5  X  n  8.4  X  e  05  to  av  x  s  16.8  to  beginning  2-sty  frame  dwelling. 
Wm  Brinker  to  Mary  Gutzler.  Mort  $2,3.50.  June  28.  July  7 
1906.      11:3143.  nom 

Townsend  av,  w  s.  25  n  175th  st.  165x100.  I 

Walton  av,  w  s,  155  n  174th  st,  50x100, 
vacant.  | 

Mary  E  wife  and  Geo  R  Bristow  and  ano  to  Gus  C  Odell,  of  White 
Plains,   NY,     Q  C.     June  28.     July  7,  1906.     11:2848  and  2850. 

nom 

Townsend  av.  e  s.  25  n  174th  st,  25x100,  vacant.  James  Mallon  to 
Gustave  Frey  and  Leslie  C  Smith.     July  6.  July  7.  1906.   11:2848. 

other  consid  and   100 

Union  av.  e  s.  1.50  n  152d  st.  25x95.  vacant.  Frank  Guth  to  Geo 
E  Cohn  and  John  L  Davis.     July  2.     July  6,   1906.     10:267.5. 

other  oonsid  and  100 

•Unionport  road,  n  e  cor  Columbus  av.  — x — .  2-sty  frame  dwelling. 

Columbus  av,  n  s.  20  e  Washington  st,  25x100,  2-sty  frame  dwell- 
ing. 

Madison   st,   w  s.   12.5  s  Morris   Park  av.  2.5x100. 

Bronxdale  av.  w  s.  75  s  Columbus  av.  37.4x113.8x20.6x105.4. 
Thos    W    Unwin    (Thomas    Williams)    to    Mary    Armitage.      Q    C. 
Aug  9.   1897.      July   11.   1906. 

Union  av.  No  1119,  w  s,  276,4  n  KjOth  st, 
av.  2-sty  frame  dwelling.      CONTRACT. 
Caroline    wife    of    and    Philips    Passer. 
July  7,  1006.     10:2671   and  contracts. 

Union  av,  s  w  cor  KiOth  st,  .39x105,  vacant.  Release  mort, 
Charles  Dettner  to  Max  and  Harry  Jackson,  July  10.  July  11, 
1906.     10:2666.  14,000 

Union  av.  No  638.  e  s.  94.10  s  Kelly  st.  16.8x90,  2-sty  brk  dwell- 
ing. Lawrence  McGrath  to  Andrew  J  Cobe.  Mort  $10,500.  June 
.30.     July  5.  1906.     10:2674.  nom 

*Unionport  road,  w  s,  50  s  Grant  av,  25x100,  2-sty  frame  dwell- 
ing. Emilhardt  Hagemann  to  Matthew  E  Gushing.  July  7.  July 
9,  1906.  100 

Vyse  av.  No  1169.  w  s.  480  n  167th  st,  20x100,  3-sty  brk  dwelling. 
Paul  Priedland  to  Abraham  A  Silberberg.  Mort  $8,000.  July 
7.     July  10,   1906.     10:2752.  nom 

Valentine  av.  e  s.  363.2  s  184th  st,  and  250.2  s  Clark  st,  50x120, 
vacant.  Michael  J  Sheridan  to  John  J  Bealin.  Mort  $2,500.  July 
2.     July  10.  1906.     11:3146.  other  consid  and  100 

Vyse  av.  No  1169,  w  s.  480  n  167th  st,  20x100,  3-Bty  brk  dwelling. 
Abraham  A  Silberberg  to  Paul  Friedland.  All  liens.  July  6. 
July  10,  1906.     10:2752.  nom 

Vyse  av.  No  1464.  e  s.  (i8.9  n  Jennings  st.  18.9x100,  2-sty  frame 
dwelling.  Predk  M  Kargoll  to  Christina  Doerr.  Morts  $2,000. 
July   .3.      July   6.    190(i.      11:2995.  other   consid   and   100 

Vyse  av.  w  s.  420  n  l(')7th  st.  20x100.  3-sty  brk  dwelling.  Release 
mort.  Atlantic  Dock  Co  to  Abraham  A  Silberberg.  July  2.  July 
6,   1906.     10:2752.  100 

Vyse  av.  w  s.  400  n  167th  st.  20x100,  3-sty  brk  dwelling.  Release 
mort.  Atlantic  Dock  Co  to  .Abraham  A  Silberberg.  July  2. 
July  6,   1906.      10:27.52.        •  100 

Vyse  av.  Nos  1161  and  1163,  W  s,  4(X)  n  167th  st.  40x100  two 
2-sty  brk  dwellings.  .Abraham  A  Silberberg  to  Paul  Friedland. 
June  28.     July  6.   1906.     10:27-52.  nom 

Vyse  av.  Nos  1161  and  1163,  w  s,  400  n  167th  st,  40x100,  two  3-sty 
brk  dwellings,  Paul  Friedland  to  Abraham  A  Silberberg.  Mort 
$16,000.     July  5.     July  6,   1906.     10:2752.  nom 


nom 

25x140.  except  part  for 
Samuel  Love  et  al  with 
Mort    .$3,600.      May   25. 

5,.5O0 
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Vyse  av.No  1171,  w  s.  500  n  lG7th  st,  25x100,  3-sty  brk  dwelling. 
Abr  A  Silberberg  to  Maurice  Dornbusch.  Mort  .^S.CMM).  July 
5.     July  ti,  l!H)(j.      li):2~r,-^.  other  consid  and   100 

Vyse  av.  w  s,  7.>  s  Jennings  st,  25x100.  vacant.  The  Estates  Set- 
tlement Co  to  Marion  Del  Balso.  Mort  $!XMl.  May  11.  July 
11.   liXXi.     11:1^987.  other  consid  and  100 

Valentine  avle    s,   300   s    Clark   st,    100x227.5    to   w   s   Tiebout   av 

Tiebout  av  |  xl00.8x235,  vacant.  Max  S  A  Wilson  to  Harris  L 
Rosenthal.     Mort  $10,000.     July  9.     July  11,  IWH).     11:31411 

other  consid  and  100 

Valentine  av.  No  222<>.  e  s,  OS  n  182d  st.  25xt!8x25. 1x60.2.  2-sty 
brk  dwelling.  Martha  F  Schorer  to  Emma  Dominick.  Mort  .$0,- 
500.     July  10.     July  11,  19(J(i.     11:3145.  other  consid  and  100 

Valentine  av.  No  20.j0.  e  s,  375.3  n  179th  st,  runs  n  28  x  e  100  x  n 
28.8  x  e  .S5.5  x  s  133.4  x  n  91.0  x  w  155.4  to  beginning,  2-sty 
frame  dwelling  and  2-sty  frame  building  in  rear.  Annie  L  Huhna 
to  Anthony  Huhoa.  Mort  .$9,500.  July  3.  July  9,  190C.  11:3142 
and  3144.  nom 

Walton  av,  n  e  cor  lOSth  st,  211.5x241.1x209.3x244.2,  vacant. 
Jane  L  Armour  et  al  EXRS  of  Herman  O  Armour  to  Isaac  Metz- 
ger.     June  30.     July  0.  lOOC.     9:2472.  30.000 

Washington  av.  Nos  118(i  and  1188,  s  e  s,  abt  290  n  107th  st.  runs 
s  e  137  x  s  w  50  X  n  w  137  to  Washington  av  x  —  50  to  begin- 
ning, two  3-sty  frame  dwellings.  Max  Marx  to  Catello  Cava- 
liere  and  ..\n;onio  Ricardi.  Mort  .$7,000.  June  15.  July  0,  1900. 
9:2372.  other  consid  and  100 

Washington  av.  No  901.  w  s,  abt  215  s  l(i4th  st,  25xl0<-l.  except 
part  for  av,  2-sty  frame  dwelling  and  store.  Louis  Lese  to  Giu- 
seppe Arena.      Mort  f5,900.     June  29.     July  7,   1906.     9:2385. 

7,400 

Whitlock  av.  w  s,  100  n  Barretto  st,  150x100.  vacant.  Release 
mort.  George  F  Johnsons  Sons  Co  to  Michael  Meehan.  July  2 
July  7  .I'.MJO.     10:2735.  3,480 

Weeks  av.  No  KiOo,  w  s,  34  s  173d  st.  50x95,  2-sty  frame  dwell- 
ing and  vacant.  Geo  F  Spearing  et  al  HEIRS.  &c,  Thos  P  Spear- 
ing to  Marcus  Rosenthal.  4-5  parts.  .AH  title.  June  22.  July 
5    190(;.     11:2793.  .500 

Woodlawn  road,  n  w  cor  Perry  av,  20.2x102.4x25x110.  2-sty  frame 
dwelling.  Rose  Wahlig  to  August  P  Fuchs.  Mort  $0,000.  July 
.5.     July  0,   r.MIO.      12:3.341.  other  consid   and   KM) 

Woodlawn  road,  w  s.  294.10  s  Van  Courtlandt  av.  25x100.  2-sty 
frame  dwelling.  Chas  Wainwright  to  Raffaele  De  Virgilius  and 
Ferdinando  D'Antonio.  Mort  $4,0<.IO.  July  3.  July  (i,  I'.KHi. 
12:.33.35.  other  consid  and  100 

Walton  av.  No  2100.  e  s,  100  s  181st  st.  25x181,  3-sty  frame  tene- 
ment. Release  mort.  Elsie  L  Herzog  to  Hyman  Axelroad  and 
wife  and  Nathan  Cohn  and  wife.     July  3.     July  0,  19O0.     11:3179. 

500 

Washington  av,  Nos  095  and  097.  Certified  copy  of  judgment. 
Frederick  C  Schwarz  plaintiff  vs  Urry  Goodman  defendant. 
June  19.    July  3,  1900.     11:2900.  Supreme  Court  order 

*Wallace  av,  e  s.  150  s  Bartholdi  st.  runs  e  117. S  x  s  52.1  x  w  .58.1 
and  00  2  to  av  x  n  39.7  to  beginning.  A  Shatzkin  &  Sons  to 
Casper   Reimer.      Mort   $1,180.     July  5.     July  9,   1900. 

other   consid   and   106 

Walton  av.  No  2100.  e  s.  100  s  ISlst  st,  2.5x100.  3-sty  frame  tene- 
ment. Hyman  Axelroad  et  al  to  Edna  J  Klinder.  Mort  $0,.500. 
July  3.     July  7,   1900.      11:3178.  other  consid  and   100 

Woodycrest  av,  s  w  cor  102d  st,  .5O.4xl03.8x.5OxlO9.11.  O-sty  brk 
tenement.  Herman  Hartman  et  al  to  John  J  Moclair.  Mort 
$50,000.     June  20.     July  5.  I'.iOti.     9:2511.  other  consid  and  100 

*White  Plains  road,  s  e  cor  219th  st.  04,x80  Wakefield  Malinda 
G  Mace  to  Joseph  B  Huggard.  Mort  $15,000.  June  1.  July  5, 
1900.  20,.500 

*White  Plains  av,  e  s,  south  part  lot  4  map  Washingtonville,  23  6 
x91  to  Garden  pi  x23..5x91.11.  Giovanni  or  Johii  Perito  to  An- 
gelo  and  Francesco  Perito.     July  3.     July  5.   1906. 

other  consid  and  100 

*Same  propertv.  Release  mort.  John  Bussing  Jr  to  Giovanni  and 
John   Perito."    July  3.      July  5,    1900,  l,(XXl 

*White  Plains  road  or  av,  w  s.  50  n  (Uh  av^  2.5x105,  except  part 
for  road  or  av.  John  W  Fincke  to  John  O'Brien.  Mort  .$2..500. 
July  5.     July  6.  1900,  nom 

*West  Farms  road,  n  w  cor  Lincoln  st.  .50x100.  Patrick  Murphy 
to    Mary    M    Ashfield       July   0.      July  7,    1906.  nom 

Willis  av.  No  l."0,  e  s.  25  s  l.">5th  st,  25xlOf*.  5-sty  brk  tenement 
and  store.  .Vdolph  Steiner  to  Henry  Hart  and  Ray  Kingsbury. 
Mort   .$24,500.      July  2.      July   5.    1906.      9:2279. 

other    consid   and    100 

Westchester  av,  Nos  916  to  922,  s  s,  235.2  w  Wales  av.  105x79.11 
xll7. 2x131. 11,  'two  .5-sty  brk  tenements  and  stores.  Samuel 
Brener  to  Mercury  Realty  Co.     June  .30.     July  0,  1906.     10:2044. 

other  consid  and  100 

Webster  av.  No  3112.  e  s.  75  n  Woodlawn  road,  25x184. Ix25x 
184. 8,  2-sty  frame  dwelling.  Parker  McGrundy  to  Henry  C  Kos- 
ter.     Mort  $3,870.     Apr  26.     July  9,  1906.     12:3357. 

other  consid  and   100 

Washington  av.  No  1154,  n  e  cor  167th  st,  65x137,  except  part  for 
av,  3-sty  brk  building  and  store.  Patrick  J  Byrnes  to  Stephen 
H   Jackson.      Mort   $27,000.     June  28.     July  9,   1900.     9:2372. 

other  consid  and  100 

Washington  av.  No  1171.  n  w  s.  145.3  n  e  107th  st.  .50x140.4.  3-sty 
frame  dwelling  and  2-sty  stone  stable  in  rear.  Michael  J  Garvin 
to  Charles  Dammeyer.  Mort  $15,000.  June  28.  July  9,  190<i. 
9:2389.  other  consid  and_100 

Same  property.  Charles  Dammeyer  to  Wm  F  A  Kurz.  Mort  $1.5,- 
000.     June  29.     July  9,  190ti.     9:2389.  other  consid  and  100 

Wales  av.  No  075,  w  s.  287.7  s  Westchester  av.  runs  w  101.5  x  s 
28.11  X  e  80.11  to  av  X  n  25  to  beginning.  4-sty  brk  tenement. 
Anna  M  Majewsky  to  John  Grebe.     Mort  $13  1X10.     July  0.     July 

9.  1900.      10:2044,  other   consid    and    100 
*Waterbury  av,  s  s,  102  w  Hollywood  av,  runs  w  51  x  s  69.6  x  s  e 

40.2  X  e  30.1  x  n  100  to  beginning,  vacant.  Chas  V  Halley  et 
al  to  James  M  Redden.     June  21.     July  9,  1906.  nom 

*Westchester  av,  s  e  cor  Pugsley  av,  44.6x238.6x234  to  beginning, 
gore.  N  Y  Catholic  Protectory  to  John  Schnakenberg.  Jime 
28.     July  7.  1906.  5.150 

*Westchester  av,  n  s,  162.2  e  Public  pi,  75x100.  N  Y  Catholic 
Protectory  to  Arthur  J  Ridley.  Mort  $4,830.  June  28.  July  5, 
1906.  6.900 

♦Westchester  av,  n  s.  137.2  e  Public  pi,  25x100.  N  Y  Catholic 
Protectory  to  John  Casey.     Mort  $1,627.     June  28.     July  6,  190<i. 

other  consid  and  100 

*White  Plains  road,  n  w  cor  220th  st,  50x105.  except  part  for  road. 
John  Bauer,   Jr,  to   Emma   Bauer.     Mort  $1,900.     July  3.     July 

10,  1906.  other  consid  and  100 
Westchester  av,  No  800.  s  s.  61.9  w  Eagle  av,  29.4x85.9x29x9<.l.5, 

.5-sty  brk  tenement  and  store.  Louis  Bernstein  to  Theodore  R 
Hussmann.     Mort  $25,000.     July  9.     July  10,  1906.     10:2616. 

other  consid  and  100 


Webster  av,  e  s,  1.50  n  Mosholu  Parkway,  runs  e  77.9  x  n  125.8  to 
e  s  of  av  X  s  98.0  to  beginning,  gore,  vacant.  James  Delaney  to 
Michael    J    Killackey.      July    10.      July    11.    1906.      12:33."'.0. 

other  consid   and   KKI 
'Westchester  av,  n  w  cor  Pugsley  av,  lOOx.So.tixlOO.     N  Y  Catholic 
Protectory   to  Abraham   Riser.     Mort  $7,577.50.     June  28.     July 
11,   1900.  10.825 

'Westchester  av.  n  s,  50  w  Pugsley  av,  .50x100.  N  Y  Catholic 
Protectory  to  John  J  Short.  Mort  $2,800.  June  28.  July  11. 
191  Mi.  4.000 

*Westchester  av,  n  w  cor  Pugsley  av.  .5OxlO0x4(i.0xl0O,  N  Y 
Catholic  Protectory  to  John  J  Brennan.  Mort  .$3,075.  June  28. 
July    11,    I'.KKj.  5,250 

In  s.  100  w  Chauncey  st,  .50x108.10  to  s  s  Pop- 
lar st  x.50,lllxl78,4,  Mary  M  Ashfleld  to 
Mort  $2.(X)0.     July   11,  1900.  nom 

i  e  cor  227th  st  (13th  st  or  av),  114x105.  ex- 
taken  for  White  Plains  av,  CONTRACT.  The 
&  Construction   Co  with  Geo  S  Livingston.   Mort 


*West  Farms  road 

Poplar  st  1 

Henry  Burdewik. 

*White   Plains  av. 

cept   2.5   ti    strip 

Belmont    Realty 


.$11..5(M>.     June  27.     July  11,  1900.  13.500 

Walton  av  In  e  cor  105th  st,  runs  e  244.2  to  w  s  Grand  Boulevard 
Conaourse  1     and   Concourse,   x  n   209.3  x   w  2411   to   av  x  s  211. .5 
to    beginning,    vacant.     Isaac    Metzger    to    Wm    E   Diller.     July   .5. 
July   11,   1906.     9:2472.  other  consid  and   100 

3d  av.  No  2019,  w  s,  25  s  140th  st,  25x100,  3-sty  brk  tenement 
and  store.  Nathan  Zimmerman  to  William  Klingler.  Mort  $12,- 
7.50.      July   3.      July  6,   19(M!.     9:2321.  other   consid   and   100 

3d  av,  Nos  3002  and  30(i4.  e  s.  214  s  170th  st.  .5Ox209.0.\.50x209.9.l 
being  part  lot  SOO  map  Morrisania.  &c,  two  3-sty  frame  tene-| 
ments  and  stores.  ] 

3d  av.  e  s.  bet  109th  st  and  170th  st,  and  7.5  n  e  from  s  w  cor  Iot| 
80,  runs  s  e  200.5  x  n  e  25  x  n  w  209.5  to  av  x  s  w  25  to  begin- 1 
ning.  I 

.Mso  strip  lying  n  of  above,  2x20!1,  being  part  lot  86  same  map.  | 
Max  Hirshkind  et  al  to  Cecijlia  Benson.  Mort  $13,500.  July  2. 
July  1;.    1900.      11:2925.  nom 

3d  av,  Nos  3302  and  3004.  e  s.  214  s  170th  st,  .50x2O9.0x.5Ox209.9,| 
being  part  lot  86  map  Morrisania,  &c,  two  3-sty  frame  tene- 
ments  and   stores, 

3d  av  e  s.  bet  109th  st  and  170th  st,  and, 75  n  e  from  s  w  cor  lot 
.SO.  runs  s  e  209.5  x  n  e  25  x  n  w  209. .5  to  av  x  s  w  25  to  be- 
ginning, being  part  lot  .SO  same  map. 

Also  strip  adj   above  on  n,  2x209. 
Cecillia    Benson    to   John   J    Barry.      All    liens.      July  2.      July   6. 
I'.HXi.     11:2025.  nom 

3d  av.  No  3995.  w  s.  201.9  n  173d  st,  50.1x131.8x50x131.3,  2-sty 
frame  dwelling  and  vacant.  Charles  Grossman  to  J  Clarence 
Sinclair.      Mort   $12,000.      July  5,   190«i.     11:2921.  100 

*3d  av,  w  s.  200  n  2d  st,  .50x100,  Olinville.  Dominick  Hooks  to 
John   O'Brien.      July  5.      July   9,   IfHXi.  other   consid   and   100 

3d  av.  w  s  110.3  n  168th  st,  all  right,  title  and  interest  of  any 
land  lying  s  of  above  line  and  n  of  n  s  168th  st,  xl05.9.  Chas  L 
Dimon  et  al  INDIVID  and  as  EXRS,  &c,  Susan  M  Dimon  to  John 
C  Heintz  and  Jacob  Siegel.     Q  C.     May  8.    July  10,  1906.  9:2373. 

omitted 

*Lots  .39  to  44  and  07  on  map  John  E  BuUard  &  Co.  adj  South  Mt 
Vernon,  Maria  Urleanskv  to  Emma  Mulle,  of  Mt  Vernon.  N  Y. 
July  2.     July  (!,  19(m;,  nom 

*Lots  23.  24,  27.  28.  91,  145,  146,  151.  1.52,  191,  192,  193  194.  195 
and    195a    being   1.5   lots   on   map    No   426   near   Williamsbridge. 

Milton  Realty  Co  to  A  Shatzkin  &  Sons.     Morts  .$ .     July  3. 

July   0,    1900.  other   consid    and    100 

*20-ft  roadway,  e  s,  100  s  Fordham  av,  30x103,2,  being  lot  12  map 
Levina  E  Bell  at  City  Island,  Adrian  Iselin  Jr  et  al  EXRS 
Adrian   Iselin   to  Genevieve   Brown.     Feb   19.     July  0,   19<Mj.       .500 

*Lots  79  and  .'^0  map  No  1115A  of  lOS  lots  Coster  estate.  Hud- 
son P  Rose  Co  to  Christian  Benzing  and  Sofia  Benzing.  July  5. 
July  7.  1900.  nom 

*Lots  10,  17  and  29  same  map.  Release  mort.  Henry  A  Coster  to 
Hudson  P  Rose.     July  5.     Julv  7.  1906.  1.050 

*Lots  293  and  294  and  .309  and  310  map  No  11.30  of  327  lots  Hun- 
ter estate.  Hudson  P  Rose  Co  to  Henry  A  J  Hunt.  June  22. 
July  7.  19(M!.  nom 

*Lot  227  on  map  420  of  building  lots  near  Williamsbridge  Station, 
except  part  for  White  Plains  road.  Joseph  S  Brown  to  Antonio 
Di   Caro.      Mort   $1  250.      June  26.      July   7,    1906, 

other   consid   and   100 

*Lots  251,  269,  270.  293,  294,  296  map  Washingtonville.  Wm  D 
Miller  to  Milton  Realty  Co.     July  2.     July  6,   1900). 

other  consid  and  100 

♦Lots  76.  218,  219,  280.  296,  297,  309,  403  map  Washingtonville. 
^  part.  Augustus  H  Grote  to  William  D  Miller.  June  16,  1904. 
July  6.  190t5.  nom 

♦Lots  270.  293,  294.  300.  308,  331,  361.  384  map  Washingtonville. 
Deed  in  PARTITION.  Arthur  D  Truax  referee  to  Wm  D  Miller. 
June  28.     July  6.   1900.  11,600 

♦Lots  203.  209,  251.  255,  256,  261  and  269  map  Washingtonville, 
Deed   in   PARTITION.      Same   to   same.     June  28.     July  0.   1906. 

12..500 

♦Lots  293  and  294  map  Washingtonville.  John  Horjers  to  same. 
Q  C.     June  30.     July  6,  1JMI6.  nom 

♦Lots  251.  209,  270,  293.  294  and  290  map  of  Washingtonville. 
Andrew  Sahlstrom  to  Wm  D  Miller.     June  30.     July  6.  190ti.     nom 

♦Lots  309,  310.  311  and  292.  293  and  294  map  of  327  lots  Hunter 
estate.  Release  mort.  Lawyers  Title  Ins  &  Trust  Co  to  Otto 
Wagner  and  John  J  Brady,     June  30.     July  0.  19(X).  2.000 

♦Lots  40  and  47  map  123  lots  Willis  estate.  Hudson  P  Rose  Co 
to  Alrich  Koenig.     July  2.     July  5.  190(1  •  nom 

"Lot  29  map  108  lots  Coster  estate.  Hudson  P  Rose  Co  to  Nathan 
Krauss,     July  2.     July  .5.   1906.  nom 

Lots  407  and  408  map  land  S  Cambreleng  et  al  at  Fordham.  Aug- 
ustus S  Nicholson  et  al  to  John  J  Murphy.  Q  C.  Apr  19.  July 
11,   19(Mi.     11::{077,  nom 

Lots  201  202  and  203  amended  map  Cammann  estate  al  Fordham 
Heights,  except  part  for  l.Slth  st.  Mary  Mapes  wife  of  Stephen 
H  to  Frank  J  McArdle.  Mort  $7,(J(Xt.  July  10.  July  11.  IfKMj. 
11:32.'!5.  •  other   consid   and   100 

♦Lots  ,59  to  02  amended  map  126  lots,  being  a  subdivision  plot  23 
map  of  Clasons  Point.  Hudson  P  Rose  Co  to  Geo  S  ScoviUe. 
July   10      July    11.   1906,  mm 

*Lots  91  and  '.'2  :nap  !i3  lots  at  South  Mt  Vernon.  Joseph  S 
Brown  to  Wm  H  Bell  Jr  and  James  F  Moore.  Mort  $1  0(H1  July 
0.      July    11.    1900.  other   consid   and   KX) 

♦Lot  17  map  120  lots,  being  a  subdivision  plot  23  map  Clasons 
Point.  Hudson  P  Rose  Co  to  Michael  Fippinger.  Mar  1.  July 
11,  1906.  nom 


Tbe  text  ot  these  pages  is  copyrishted.     All  rlEbts  are  reserved.      Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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CoiiTeyanoei 


Rl^CORD     AND     GUIDE         Manhattan 


8S 


Lots  216  to  221  map  Union  Hill,  Powell  farm,  with  all  title  to 
Hoffman  st  and  lS7th  st.  Margt  J  Becker  HEIR  Chas  Bathgate 
to  Kath  T  Martin  and  Alrick  H  Man  EXRS  Mary  J  Martin. 
Q    C.      June    14.      July    11.    lilOO.      lliTOoli.  125 

*Lot  A  on  amended  map  of  12(j  lots,  being  a  subdivision  of  plot 
'SS  map  Classons  Point.  Hudson  P  Rose  Co  to  Herman  Menaker. 
July    10.      July  11.    llMKi.  other  consid  and   100 

Lots  21  and  22  map  filed  in  partition  action  Schurck  vs  Schurck, 
May  20,  1!102.  Hugh  Dorney  to  Mary  Keyes.  Mort  $600.  July 
5.     July  9,   liiflf..      11:2S(;5.  nom 

*Lots  l.'jl  and  ir)2  on  map  420  of  building  lots  near  Williams- 
bridge  Station.  A  Shatzkin  &  Sons  to  Frank  Thomson  and  An- 
tonio Cianadano.     Mort  $1,280.     July  0.     July  9,   190<5.  100 

Lots  2.55  and  25(i  map  Edw  K  Willard  at  Woodlawn  Heights,  40.^ 
1(K).  Theodore  Keeler  to  Martha  W  wife  Alexander  Howell. 
July   <>.     July  9,    190(!.      12:3380.  other   eonsid   and   1(X) 

Lots  193  to  201!  map  Norwood,,  adj  Williamsbridge  Station.  E  S 
Prince  Co  to  Sentinel  Realty  &  Construction  Co.  Mort  $15,500. 
July  0.     July  9.   1900.     12:3351.  100 

*Lots  10(1  and  9  map  Washingtonville.  I 

Lots  2-51  and  3,S1  same  map.  I 

John  M  Sittser  and  ano  EXRS  Willis  W  Sittser  to  Wm  D  Miller. 
Mar  13.     July  (!,  190(5.  50 

*Lots  110  and  117  map  No  1046  of  Unionport.  John  Colohan  to 
Wm  Heinrich.     July  3.     July  5,   1906.  100 

*Lots  131  A,  138.  139.  140,  196A,  19(i,  197,  199,  200,  207,  208.  209, 
210  and   211    on   map   426   at   Williamsbridge    (15   lots).     Milton 

Realty  Co  to  A  Shatzkin  &  Sons.      Morts  $ .     July  2.      July  5, 

1906.  other  consid  and  100 

*Lots  131  to  140  and  206  to  209,  being  14  lots  on  map  No  426  at 
Williamsbridge,  each  lot  25xl(X).  except  lot  131,  which  is  50x100. 

A   Shatzkin   &   Sons   to  Teresina  Pizzutiello.      Morts  $ .     July 

3.     July  5.  1906.  100 

Lots  21  to  26  on  map  The  New  York  Chartered  Co  property  of  Land 
Co  No  1  Release  mort.  Chas  P  Rogers  to  Land  Co  No  1. 
June  29.     July  5.  1906.     10:2(i00.  2.025 

■'Plot  begins  590  e  White  Plains  road,  at  point  875  n  along  same 
from  Morris  Park  av,  runs  e  100  x  n  25  x  w  100  x  s  25  to  begin- 
ning, with  right  of  way  to  Morris  Park  av.  Thomas  Scott  to 
Peter  We/rauch.     Mort  .$3  000.     July  2.     July  5.  lOCMJ. 

other  consid  and   100 

*Plot  begins  690  e  White  Plains  road.' at  point  800  n  along  same 
from  Morris  Park  av,  runs  n  25  x  w  ](X)  x  s  25  x  e  100  to  begin- 
ning, with  right  of  way  to  Morris  Park  av.  Thomas  Scott  to 
Albert  J  Adobody.     Mort  $3,000.     July  2.     July  5,  1906. 

other  consid  and  100 

*Plot  begins  690  e  White  Plains  road  at  point_825  n  along  same 
from  Morris  Park  av.  runs  n  25  x  w  lOO  x  s  25  x  e  KM)  to  begin- 
ning, with  right  of  way  to  Morris  Park  av.  Thomas  Scott  to 
Edward    Bolsterling.      Mort   $3,000.      July   2.      July   5,    1906. 

other  consid   and   100 

*Plot  begins  59<1  e  White  Plains  road,  from  point  850  n  n  e  cor 
Morris  Park  av  and  White  Plains  road,  runs  e  KJO  x  n  25  x  w  100 
X  s  25,  with  right  of  way  from  White  Plains  road.  Thos  Scott 
to  Peter  Weyrauch  and  Emilie  his  wife  as  joint  tenants.  Morts 
$3(X)0.     July  2.     July  5,  1906.  other  consid  and  100 

*Plot  begins  340  e  White  Plains  road,  from  point  distant_700  n 
n  e  cor  Morris  Park  av,  runs  e  100  x  n  2.50  x  w  100  x  s  2.50.  and 
right  of  way  to  White  Plains  road.  May  C  Grebe  to  Mary 
Ruling.     July  6,  1906.  nom 

*Same  properly.  Release  mort.  Regent  Realty  Co  to  May  C  Grebe. 
July  5.     July  6,   1900  5,500 

*Plot  begins  240  e  White  Plains  road,  from  point  distant  3.50  n 
from  n  e  cor  Morris  Park  av  and  White  Plains  road,  runs  e  100 
X  n  25  X  w  100  x  s  25.  and  right  o£  way  from  Morris  Park  av. 
Paul   Reiling  to  Michael  J   O'Brien.     July  2.     July  (>,   1906. 

other  consid  and   1(X1 

*Plot  begins  490  e  White  Plains  road,  at  point  (1OO  n  along  same 
from  Morris  Park  av,  runs  e  KJO  x  n  25  x  w  100  x  s  25  to  begin- 
ning, with  right  of  way  to  Morris  Park  av.  Geo  A  Deverman  to' 
Thomas  Molloy-.     Mort  $3,000.     July  5.     July  6.   1906. 

other  consid   and   100 

*Plot  begins  840  e  White  Plains  road  at  point  1100  n  along  same 
from  Morris  Park  av,  runs  e  100  x  n  25  x  w  100  x  s  25  to  be- 
ginning, wMh  right  of  way  to  Morris  Park  av.  Joseph  C  Luke  to 
Vincenza  Serra  and  Appollonia  Gallo.  Mort  $3,0(X).  July  3.  July 
10.   19(l(i.  other  consid  and  100 

*Plot  begins  840  e  White  Plains  road,  at  point  950  n  along  same 
from  Morris  Park  av,  runs  e  100  x  n  25  x  w  100  x  s  25  to  be- 
ginning, with  right  of  way  to  Morris  Park  av.  Betty  Peterson  to 
Filippa  Laquidara  and  Rosaria  Orlando.  Mort  $3,000.  July,3. 
July  10,  19(36.  other  consid  and  100 

*Plot  begins  840  e  White  Plains  road,  at  point  925  n  along  same 
from  Morris  Park  av,  runs  e  100  x  n  25  x  w  100  x  s  25  to  be- 
ginning with  right  of  way  to  Morris  Park  av.  Betty  Peterson 
to  Rosa  Laquidara.     Mort  $700.     July  3.     July  10,  1906. 

other  consid  and  100 

•Plot  begins  840  e  White  Plains  road,  at  point  1075  n  along  same 
from  Morris  Park  av,  runs  e  100  x  n  25  x  w  100  x  s  25  to  be- 
ginning, with  right  of  way  to  Morris  Park  av.  Joseph  C  Luke 
to  Vincent  Boscarelli  and  Vincenzo  Milone.  Mort  $3,000.  July 
3.     July  10,  1900.  other  consid  and  100 

Proposed  40-ft  road,  e  s.  at  s  s  land  David  Forsyth,  runs  e  1(X>  x  s 
25  X  w  .33  (!  X  s  3.5  x  w  6<5.6  to  road  x  n  60  to  beginning,  River- 
dale.  James  A  Walter  to  Leon  Treboul.  Mort  $1,000.  July  6. 
July  9,   190(>.      13:3415.  100 

♦Subdivision  3  of  lot  48  map  Arden  property,  Eastchester  and 
Westchester.  Emma  L  Shirmer  to  Kate  Hoolihan.  Q  C.  Feb 
27,  1904.     Julv  5.  1906.  nom 


LEASES 


Under  this  head  all  Leases  recorded.  Assignment  of  Leases  and 
Leasehold  Conveyances  will  be  found.  The  expiessed  consideration 
following  the  term  of  years  for  which  a  lease  Is  given  means  so 
much  per  year.) 

.Inly  5,  6,   7,  9,   Hi  and    11, 
BOROUGH    OF   MANHATTAN. 

Broome  st.  No  37.  Surrender  lease.  Herman  Gold  and  ano  to 
Benjamin  Cohen,     July  2.     July  5.  1906.     2:326 7(AI 

Bayard  st.  No  53,  store.  &c.  Henrietta  P  Ludlam  EXR.  &c.  Ed- 
ward Ludlam  to  Joe  Brodsky;  2  years,  irom  May  1.  1900.  July 
6,    1906 1,680 

Chrystie  st,  Nos  190  and  192,  store,  &c.  1  Youngelson  to  Leon 
Rosenfeld:   3  years,  from  May  1.   1906.     July  7,  IfMXj.     2:421..6(X) 

Church  St.  No  82,  south  store,  &c.  John  S  Foster  to  Julius  Suden- 
dorf;    3   years,   from   May   1.   1908.     July   11,   1906.      1:86. .  ..1,200 


Cherry  st,  No  230  1 

Pelham  st,   Nos  16  and  18 | 

Surrender  lease.  Louis  Linden  and  ano  to  Louis  Shiparo  et  al. 
July  10.     July   11,  190(i.     1:255 200 

Cherry  st.  No  2.'!0.  Surrender  lease.  Abraham  Brown  to  Abra- 
ham Cohen   and  ano.      April   19.     July   11.   1906.     l.:255 200 

Clinton  st.  Nos  204  and  2(Xi,  all.  Tobias  Krakower  and  ano  to  Da- 
vid and  Fanny  Rappoport;  3  years,  from  April  1,  1906.  July  7, 
1906.      1:286 6,200 

Columbia  st,  ;s'o  100.  Surrender  lease.  Wolf  Shipper  and  ano  to 
Morris   Kerber.      July   5.      July   6.    1906.      2:334 8.54.14 

Columbia  si.  Nos  62  and  64.  Assign  lease.  Rosa  Rothstein  to 
Hyman   Josephsohn.      May   22.     July  5.   1906.      2:.333 1,2.54.66 

Same  property.  Assign  lease.  Hyman  Josephsohn  to  Jacob  Sil- 
fln.     All  title.     May  31.     July  5,  1906.     2:.333 770 

Christopher  st,  No  111.  Surrender  lease.  Justo  Lascalla  to 
Henry  M  Greenberg  AGENT  for  Esther  Silverman.  Feb  17, 
190.5.     July  12.  1906.     2:619 •. .  .75 

East  Broadway,  No  177.  Assign  lease.  Samuel  Lipman  to  Max 
Lipman.     V4  part.     Mar  7.     July  9,  1906.     1:284 nom 

Forsyth  st,  No  214.  s  e  cor  Houston  St.  all.  Samuel  Bernstein  to 
Moses  and  Rosie  Ludwig;  from  July  1.  1906,  to  Apr  30,  1909. 
July  10,  1906.     2:422 5,500 

Grand  st,  Nos  484  to  488,  cor  store.  Ellas  Rosenblum  to  Jacob 
B  Hechler;  3  1-12  years,  from  Apr  1,  1906.  July  9,  1906.  2:336. 
1,020 

Grand  st.  No  .552,  east  store  Jacob  Cinamon  to  Louis  Dicksiein; 
2  10-12  years,  from  Aug  1,   19(J6      July  11,   1906.     2:326 360 

Eldridge  st.  No  205.  Surrender  lease.  Herman  A  Rosenbaum  to 
August  WItzel  EXR  Julia  W  Noll.  .June  18.  July  6,  1906.  2:421 
76.5.55 

Fulton  st.  No  151,  old  No  143.  n  s.  168  e  Broadway,  all.  Louisa 
Ventura  INDIVID  and  et  al  TRUSTEES  Lorenzo  Ventura  to  Mary 

T  Brosnan;  6  years,  from  May  1,   1906.     July  5.  1906.     1:89 

taxes,  &c,  and  $4,500  and  5,5t)0 

Forsyth  st.  No  98,  Subordination  of  lease  to  mort.  Hyman  Fried- 
man and  Congress  Brewing  Co  and  Louis  Douson  or  Donson  and 
Yetta  Kemplor  with  The  Hebrew  Orphan  Asylum  of  City  N  Y. 
June  23.     July  5,  1906.     2:418.  nom 

Houston  St.  s  s,  .50  w  Clinton  st,  25x100.  Assign  lease.  Tony 
Schall  to  Hannah  Klein.      June  28.     July  6,  1006.     2:3.50..    ..    nom 

Henry  st.  No  32,S,  west  store.     Jacob  Schnur  to  Samuel  Kaslowsky; 

2  years,  from  May  1.  1906.     July  10,  1906.     1:267 600 

James    st.    No    68.    store,    &c.      Benedetto    Ginocchio    to    Giuseppe 

Carpineto;  5  years,  from  May  1,  1906.  July  10.  190fi.  1:298.. 900 
Jane  st.    No   20,      Assign    lease.      Joseph    Miller    to   Fanny    Berkel- 

hammer.      July  6.      July  9.   1!X)6.      2:615 275 

Ludlow    St.    No   .86.    west   store.      Solomon    Frankel    et   al    to    David 

Greengrass;   4   11-12   years,   from  June  1,   l"tK)6.     July   11,   1906. 

2:409 720  and  840 

Lewis  St.  No  68.     Surrender  lease.     Beni  Fleisher  to  Joseph  Mor- 

owitz  et  al.     July  2.     July  5,  1906.     2:328 933.33 

Monroe   st.   No  249.   all.      Isaac   Bloom  and  ano  to  Wolf  and  Sarah 

Shipper;  3  years,  from  July  1,  11106.     July  7,  1906.     1:2IJ6 4,1<X) 

Monroe   st,    No   277,    store,    &c.      Abraham    Blumberg   and   ano   to 

Philip   Blumstein;    5   years,   from   May    1,   1906.      July   11,    1906. 

1:265 900 

Park  row,   No  95   |  all.      Max   Cohen   to   Beckie   Kleinfeld;   4  11-12 
William  st.  No  233|     years  and  '29  days  from  May  1,  1906.     July  7. 

1906.      1:119 taxes,  &c,  and  6.500 

Rivington  st,  No  137,  all.     Morris  Scherzer  to  Joseph  Perlbinder; 

3  years,  from  July  1,  1906.     July  5,  1906.     2:3.53 .5.200 

Rivington  st.   No  14(>  |  9  rooms  on  1st   floor.     Jacob  Schwill  to 

Suffolk  St.  Nos  119  and  121|»    Morris   Lunenfeld;    5  years,   from   May 

1,    1906.      July  6.    1906.     2:.3.54 780  to  9(X> 

Rivington   st.   No  301,   store,   &c.      Gaswirth  &   Leinberg  to   Lugar 

Bros;  5  years,  from  May  1,  1906.  July  5,  1906.  2:328.. 420  and  444 
Roosevelt  St.  Nos  90  and  92.     Surrender  and  cancellation  of  lease. 

Ralph   Bellino   to  Louis  Gordon  et   al.     June  1.5.     July  10,   1906. 

1 :  111 nom 

Rivington   St.   n   e   cor   Ridge   st.   store,   &c.     Agrement   modifying 

lease.      Samuel   Fleck   Sr   with   Frank   Meyerhoff.      Jan   4,    1905. 

July  9,   1906.      2:344. 


Rivington  st,   No  20|  all.      Samuel  Weinstock  and  ano  to  Ida  Bur- 
Chrystie  st.   No   180|     nofsky;  3  years,  from  May  1,  1906.     July  11. 

1906.     2:421 7.800 

Rivington  st.   No  70,   store.      Ethel  Dick  to  Louis  Kapit;   2  -11-12 

years,  from  June  1.  1906.     July  11,  1906.     2:416. ..  .1.308  and  1.500 
University    pi,  Nos  41  and  43  In  e  cor  9th  st,  runs  n  50  x  e  KM)  x  n 
9th  St.  Nos  29  and  31  i    42.0  x   e   13.4   x  s  92.3   to   st   x   w 

120.6    to    beginning.      Assign    lease.      Clarence    E   Sutherland    to 

Christmas   Cavinato.      May  25.     July   10,   1906.      2:561 nom 

Vesey   st.    No  38,   all.      St    Michaels    Protestant   Episcopal   Church 

to   Joseph   M   Katz   et   al;    5   years,   from   May   1.    1907.     July  6. 

1906.      1:86 5.000 

Waverley  pi.  No  1,  n  w  cor  University  pi,  27.8x166.7  to  an  alley 

x27.8xl68.5.      Assign   lease.      George   Holmes  EXR,   &c,   Delia   A 

Blanchard  to  Emily  J  wife  of  Robt  W  de  Forest.     May  21.     July 

5,   190().     2:.5.50 25.000 

Same   property.      Consent   to  assign   lease.      TRUSTEES   of  Sailors 

Snug  Harbor  to  George  Holmes  EXR  Delia  A  Blanchard.     June 

21.    l!l(16.      July   5.    1906.      2:.5.50 

William  st.   No  231,  store.     John  R  Planten  to  William  Martin;  3 

years,  from  May  1,  1906.     July  11.  lfM16.     1:121 1.500 

West   st.   No   130.      Assign   lease.      Matthew   H   Spellmeyer  to  The 

Excelsior   Brewing  Co.      July  3.      July   10,   1906.      1:82 nom 

Washington   st.   No  834.     Assign  lease.     Joseph  Johnson  to  James 

Dwyer    and    ano.      July    6.      July    10,    1906.      2:644 nom 

2d   St.    No    238.    west   store.      Moses   Sperber   to   Sam    Etllnger;    1 

year,    from    May    1.    1906.      July   5,    19tMJ.      2:385 492 

2d   st,  n  s,  168  w  Av  D,   2.5xl(Xi.      Assign   lease.      Mary  Teven  to 

Louis  Gllckman.     July  9.     July  10.  19116.     2:372 

other   consid    and    100 

4th  St.  Nos  155  and  157  East.     Surrender  lease.     David  Rifkin  to 

Morris    A   Wolinsky.     July  :!.      July   6,    1906.      2:432 1,428 

4th  St.  Nos  213  and  215  ?:ast.  all.     Harry  Saltzman  to  Max  Fried- 
man;  5   years,   from  July   1,   1906.     July  6.   19(X!.     2:400 

.$65.3.25  to  .$670.83  per  month 

7lh  St.   Nos  113  and  115.     Surrender  lease.     Frederick  Rohkohl   to 

Louis   Kean.      July  3.      July  5.    1906.      2:435 nom 

7th  St.  No  126,  east  store.     Josephine  Ruess  to  Joseph  W  Vogel;  5 

years,  from  July   1.   lOOti.     July  5,   1906.     2:434 .540  and  6(M» 

7th    St.    No    164.      Assign    lease.      Julius    Ruess    to    Henry   Kratz. 

July  7.     July  9.  1906.     2:402 nom 

10th  St.  No  389  East,  store,  &c.     Hyman  Rosenberg  to  Max  Pflug; 

3  years,  from  May  1.  1906.     July  10.  1906).     2:393 480 

10th    St.    No   210   East,    two   stoop   stores.      Simon    Baruch    to    Aldo 

Sparti;   3   years,   from   Aug   1,   1900.     July  6,   1906.     2:451 

660   to   900 
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13th  St.  No  313  East.  Surrender  lease.  Julius  Thalwiser  and  ano 
to  Pincus  Lowenfeld  and  \Vm  Prager.  June  5.  July  0,  19(X). 
2:455 


1,000 
13th   St.   No  1220  East.   all.     Geo   W  Letevre   to  Carl  Tinzmann;   3 

years,   from   May   1.   lOOfi.     July  n.   1900.     2:468 1.000 

Kith  St,  No  430  Easr.     Assigns  two.  leases.     Max  Canno  to  Abe  Mil- 
ler and  Adolph  Fo.x;  2-3  part.     July  (i.     July  7,  lOOG.     3:947.. nom 
19th  St.  No  402  East.  1st  floor  and  basement.     Torpetus  L  Herber- 
ger  to  Jacob  Specht;  3  -10-12  vears.  from  July  1.  1906.     July  6. 

1906.     3:950 420 

23d  St,  No  144  West.     Assign   lease.      Wm  J  Rosesco  and  ano  to 

Louis  Malchiodi  et  al.     Feb  24.     July  11,  lOOli.     3:798 nom 

24th  st.  No  235  East.     Surrender  lease.     Leon  Eibeshytz  to  Samuel 

Gross  et  al.     July  10.  1906.     3:905 930,84 

2Sth  St.  n  e  s,  200  s  e  10th  av,  25x98.9.     Assign  lease.     Spencer 
L  Hillier  to  Herman  A  Schatz.     June  26.     July  9,  1906.     3:726. 

•     nom 

2Sth  st.  No  441  West.  Assign  lease  with  intent  to  merge  lease  in 
fee.     Herman  Mertens  et  al  to  John  E  and  Norah  Kusell.     July 

10.      July   11, -1906.      3:726 nom 

28th  st,  n  e  s,  225  n  w  10th  av.  25x98.9.  Assign  lease.  Emma 
Arnott  widow  to  Herbert  Johnston,  of  Jersey  City  Heights.  N  J. 

June  26.     July  6.   1906.     3:700  other  consid  and  100 

Same  property.     Consent  to  assign  lease.     Marie  M  I  de  Courval  to 

Emma    Arnott,      June   20.      July   6,    1906.      3:700 

31st  st,   No  54   West.  2d  floor.     George   Harjes  to   Paper  Hangers 

Club;  3  -12  years,  from  April  1.  1906.     July  11.  1906.     3:832.. 840 
42d  St.   No  Kll  West,  most  n  e  and  most  n  w  stores  in  basement 
of    Unity    Building.      Walter   J    Salomon    to    Alfred    C    Michaud; 
6  10-12  years,   from   Aug  1.   1905.     July  10.  1906.     4:995. ..  .2,400 
44th  st,   n   s.   361.3  e  8th  av.  2]  .3x100.5.      Assign   lease.      Charles 

Kelley   to   Henry   C   Burch.     July  5.     July  9.   1906.     4:1016. -nom 
45th   St.   No  528  West.      Surrender  lease.     Yetta  Siegel   to  Morris 

Polsky.     July  9.     July  10,   1906.     4:1073 '....307.29 

50th  st.  No  212  West.  all.  Frederick  Dietz  et  al  EXRS,  &c.  Robt 
E  Dietz  to  George  Watson  Co;  5  years,  trom  May  1,  1903.     July 

6.   1906.     4:1021 2.100 

S5th  st.  No  35.3  East,  small  store.  Daniel  A  Begley  to  George 
Squitien:   3  years,  from  Dec  1,   1905.     July  9.   1906.     5:1548. ..•. 

312  and  324 

92d  St.   Nos  310  and  318  East.  all.     Louis  Safir  to  Philip  Sheiber; 

4  years,   from   July  1.   190(1     July  5.   1906.     5:1554 6.900 

93d   st.   No    157   East.    all.      Clark   B   Augustine    to   Martin   W   Aus- 

pitz;   3  years,   from  Oct   1.   1906.     July  6,   1906.      5:1522 900 

95th  St.  No  48  West.  all.     James  Taylor  to  Bertha  Sinsheimer:  3 

years,  from  Oct  1,  1904.    July  6,  1906.    4:1208 1,400 

101st  St.  n  s.  l.)0  w  Columbus  av.  43.4xl0t).ll.  Surrender  lease. 
Emanuel  Sonnabend  and  ano  to  Thomas  Allison.     All  title.     June 

30.      July   6.    1906.     7:18.56 2.000 

103d  St.  Nos  316  and  318  East,  all.  Louis  Cohen  to  Samuel  Om- 
merman;  2  4-12  years,  from  July  1.  1906.     July  .9.  1906.   6:1674. 

9,200 

109th  st.  No  336  East.     Assign  lease.     Francesco  Sacco  to  Simeon 

M  Barber.     June  27.     July  9.  1906.     6:16.58 nom 

12.3d  st.  No  519  West,  n  s.  200  w  Amsterdam  av,  5-sty  building. 
Eduard  Miltenberger  to  Hollis  Mansfield;   5  years,  from  June   1, 

1906.     July  11.   1906.     7:1078 3.000 

12,5th  St.  Nos  154  to  164  East,  store  and  two  rooms  on  upper  floor. 
Paul   J   Byck   to   Samuel   Lieberman;    S   ,S-12  years   and   26   days 

from  July  5.  190(5.     July  11.  1906.    6:1773 12.W0 

12Sth  st,  No  60  West.  all.     Morris  Lazar  to  J  Henry  Holloway;  5 

years,    from  July   1.    1906.      July  6.    1906.     6:1725 4,900 

Amsterdam  av.  No  782,  south  14  of  store.  &a.  Benjamin  Wechsler 
to  Julius   Jacobson;   3  years,  from   May  1.   1905.      July   6,   19CM>. 

7:1870 576 

Amsterdam  av.  No  1355,  s  e  cor  Lawrence  st,  3-sty  building.  John 
H  Keeler  GUARDIAN  Edw  M  and  James  J  Deering  to  Gustav  W 
Mussig;   5  years,  from  July  1.  1906.     July  10.   1906.     7:1966.... 

1.110   and   1.200 

Amsterdam  av.  s  w  cor  172d  st.  all.  Abram  L  Libman  and  ano  to 
Michael   Cassidy;    9  years   and  7^4   months,   from  Sept   15,   1906. 

July  7.  1906.     8:2128 900  to  1.320 

Av   C.    Nos   117   and   119.     Surrender  lease.      Jacob   Levy   to   Bene 

Posner.     Dec  29.   1905.     July  (!.  1906.     2:390 nom 

Av  B,  No  216.  Assign  lease.  John  T  Heade  to  The  Eastern  Brew- 
ing Co.      May  25.     July  9.   19(16.     2:407 nom 

Av  C,  No  16t;,   store,  &c.     David  Rosenberg  to  Charles  Drexler;   3 

years,  from  May  1.  1900.     July  9.  1906.     2:380 780 

Broadway,  s  w  cor  J.Sth  st.  runs  n  w  102  x  s  w  71.6  x  w  76.5  x  s 
w  0. 11  X  n  w  1,6  X  s  w  15.10  x  e  201.3  to  Broadway  x  n  61.10, 
Oliver   Ditson  Co   to  John   Forsythe;   from  May   1.   1907.   to   Apr 

30.   192,8.     July  9.   1906.     3:.846 taxes.   &c.   and   65.000 

Columbus  av.  No  843.  store,  bakery.  &c.  Geo  A  McDowell  to  John 
Schempp;    3   years,    trom   May   1.   1908.      July   5.    1906.      7:1837. 

1,800 

Lexington  av.  No  2127.  n  e  cor  12Sth  st.  Assign  lease.  Wm  J 
Gillen   to   James   Everards      Breweries.     July  9.     July  10.   1906. 

6:1777 nom 

Lenox  av,  s  w  cor  13.Sth  st,  store,  &c.  Certiflcate  of  deposit  of 
security   for  lease.      D   Meersse   to   George  Stultz.      July  2.    1902. 

July   7.   190(i.     7:2006 

Lexington   av.   No  41   |  n  e  cor  24th  st.  hotel  Lexington.  Consent  to 
24th  St.   No  137^  EastI     assign    lease.      Georeanna   Oddie   to   Minna 

Kreye.     June   18.     July  7.   1906.     3:880 nom 

Lexington   av.   s  e   cor  98th  st.     Assign   lease.      Michael  Burke   to 

H  Koehler  &  Co.     Feb  9.  1905.     July  5    1906.     6:1625.-    ....   nom 
Same  property.     Assign  lease      H  Koehler  &  Co  to  Martin  J  O'Me- 

lia.     June  25.   1906.     July  5.   1906.     6:l(i25 nom 

Pleasant  av,  No  31(i,  store.  Cesare  Conti  and  ano  with  Isaac 
Prussin.      Agreement   as   assign   lease   and   extension   for  3   years 

at   .'p.'i60  per  annnm.      July  5.     July  6.   lOOti.     (5:171.5 nom 

West  End  av.   No  201  all I 

60th  St.   No  .53  West! 

West  End  av.  Nos  22  to  2(3.  all  except  cor  store.  &c | 

Leopold   Hellinger  to  Vincent   Favale;   4  10-12  years,  trom  July 

1.   19015,      July   5.   190(5.      4:11.52    6.(VkJ 

1st    av.    No    2229.    all.      Nathaniel    Bernstein    to    Amelia   Cirolli;    5 

years,  from  Jan  2(5.  1903.     July   11.   1906.     6:1(58(5 1..500 

Same  property,  store.  Amelia  Cirolli  to  Andrea  Cirolli  and  Vin- 
cenzo  Cancro;   3  8-12  years,  from  June  1,   1904,     July  11.   1906 

6:1(586 9(50 

1st  av.  No  2018.  s  e  cor  104th  st,  store,  &c.  Aaron  H  Gevine  to 
Michele    Basso;    3   years,    from    July    1.    1906.      July    10,    1906. 

6:1(597 2.400 

2d  av  I  s   e   cor   101st   st.      Surrender   lease.        Antonino 

101st   St.   No  250!     Veici   to   Philip   Nalcoff  or   Walcoff.      Sept   20. 

1905.  July  11.  1906.     6:16.50 100 

2d  av.  No  1(X12.  s  e  cor  .53d  st,  store.  &c.  Joseph  F  Lippe  to  Mi- 
chael Dennigan  and  ano;   10  years,  from  May  1.  1906.     July  11. 

1906.  5:1345 1,400  to  1,600 


2d  av.  No  1,893.  Surrender  lease.  Jacob  Spielberger  to  Elias 
Senft   and   ano.      June   29.     July   5,    1906.      6:1647 nom 

3d  av,  n  w  s,  at  n  e  s  15th  st,  17x76 | 

3d  av,  n  w  s,   17  n  e  15th   st.   17x76... | 

Surrender  two  leases.  The  Roman  Catholic  Orphan  Asylum  to 
Rutherfurd  Stuyvesant.     All  title.     May  14.  1906.     July  9,  1906 

^•^■■'^■'■■' 4.000 

Same  property.  Surrender  two  leases.  Christopher  Heiser  TRUS- 
TEE Bridget  Stanton  et  al  to  Rutherfurd  Stuyvesant.  All  title. 
June  14.     July  9.  1906.     3:871 8.000 

3d  av.  No  180,  w  s.  36.7  s  17th  st.  18.3x.59.  leasehold.  Release 
claims.  &c.  as  to  R  R.  Ferdinand  Goetz  and  Oscar  Schmidt  to 
Interborough  Rapid  Transit  Co  and  the  N  Y  Elevated  R  R  Co  and 
the   Manhattan   Railway   Co.     June   19.     July  10.   1906.     3:872 

„ 136.88 

Same  property.  Consent  of  mortgagei;  to  above.  George  Ringler 
&  Co  to  same.     June  23.     July  10,  1906.     3:872 nom 

3d  av.  e  s.  —  s  97th  st,  bakery  and  store  above.  Joseph  Bornstein 
and  ano  to  Samuel  Menkes;  3  years,  from  May  1,  1906.  July 
10.    1906.      6:1640 90O 

4th  av.  Nos  ,363  and  365,  Agreement  as  to  renewal  and  extension 
of  lease  at  !f9.000  per  annum.  John  E  Roosevelt  and  ano  INDI- 
VID. EXRS.  &c.  Robt  B  Roosevelt  to  Samuel  Glantz.  June  2.5. 
July  5,  1906.     3:882 . 

5th  av.  No  13.3.5.  Assign  lease.  Ernest  Kruger  to  John  Murphy. 
July   7.      July  9.   190(5.     6:1617 nom 

7th  av.  No  2130,  all.  Estate  Stephen  J  Goeghegan  to  David  Schnei- 
der an  dano;  2  years,  from  May  1.  1906.     July  9.  1906.     7:1932. 

_ 1.600 

ith  av.  No  2299.  s  e  cor  135th  st.  space  used  for  steam  apparatus, 
&c.  Louis  A  Koelsch  and  ano  to  Wm  Whitehead,  of  Asbury 
Park.  N  J;  June  29  1906,  from  date  of  title,  to  Sept  1,  1907. 
July   10.    1906.      7:1919 • nom 

7th  av.  No  1979.  s  e  cor  n9th  st.  store,  &c.  Henry  G  Pritting  and 
ano  to  Louis  Jacobson;  4  10-12  years,  trom  July  1,  1903.  July 
10,  1906.     7:1003 : 900  and  1.000 

9th  av.  No  817.  store.  &c.  Mathilda  B  Beinhauer  BXTRX.  &c. 
Ferdinand  Beinhauer  to  James  McEntegart;  6  10-12  years,  trom 
July  1,  190(5^    July  10,  1906.     4:10(54 1.800  to  2.000 

9th  av.  No  817.  Assign  lease.  James  McEntegart  to  James  Ever- 
ards Brewerjes.     July  9.     July  10.  1906.     4:1064 nom 

11th  av.  No  730.  store.  &c.  Henry  Bruns  to  Jacob  Zuckerman; 
2  10-12  years,  from  July   1.   190(5.     July  11,   1906.     4:1080 540 

BOJtOUGH    OF    THE   BRONX. 

Home  St.  No  879.  Assign  lease.  John  Bartels  to  George  Ringler 
&  Co.     July  9.  1906.     10:26,52 4.000 

1.51st  St.  No  4(5,5  East.  all.  Salvatore  Battista  and  ano  to  Luigi 
Infante;  trom  June  1,  1906,  to  April  1,  1909.  July  5,  1906. 
9:2441 600 

156th  St.  No  1(124.  Surrender  lease.  C  F  Gebhard  Schirmer  to 
Louis   M   Ebling.     June  26.     July  9,   1906.     10:2687 nom 

175th  St.  Nos  710  to  716  East,  all.  Jacob  Cohen  and  ano  to 
Edw  D  Resht;  3  yrs.  trom  July  9.  1906.  July  10,  1906.  11:2907. 
7.680 

Bergen  av.  No  492.  n  e  cor  147th  st.  store.  Surrender  lease.  Chas 
Singer  to  Mabel  A  Downing.  June  28.  July  6.  1906.  9:2292. 
nom 

Bergen  av.  No  492,  n  e  cor  147th  st,  store,  &c.  Mabel  A  Down- 
ing to  William  Elvers;  4  years,  from  May  1,  1907.  July  6.  1906. 
9:2292 1,800 

Courtlandt  av.  No  524.  Assign  lease.  Wm  Getzmann  to  John  P 
Rasch.     July  ,5.     July  9.  1906.     9:2327 nom 

*Morris  Park  av.  s  s.  ,50  w  Washington  st.  Van  Nest,  store.  George 
Lahmann  to  Chas  I  Hausmann  and  ano;  4  10-12  years,  trom 
July  1.   190(5.     July  11.  190(5 600  to  840 

Morris   av.    No   563.    s   w   cor   1.50th   st I 

Morris  a  v.  No  561.  rear  part | 

.Assign  lease,  Pitro  Dziubienski  to  Eduard'  Meren^a.  July  9. 
July  11.  19015.     9:2.3.38 nom 

Morris  av.  No  (549.  all.  Vincenzo  Laporta  to  Luigi  Infante;  3  yrs. 
trom  May  1.  190(5.     July  5.  1906.     9:2442 2,064 

*Rosedale  av.  No  .336,  store,  stable  and  1st  floor.  Joseph  Schall- 
hart  and  ano  to  Louis  Gandert;  5  years,  from  June  1,  190(i.  July 
(5.  190(5 (500  and  840 

St  Anns  av.  No  162,  store.  &c.  John  Bahn  to  John  Naumann;  5 
years,   trom   May   1,   1905.     July  5.   190(5.     9:2548 1.020 

Tremont  av.  No  758.  Assign  lease.  Gilbert  Van  der  Smissen  to 
William  Isemann.     All  title.    July  3.     July  5,  1906.     11:2918. .nom 

3d  av.  No  4545.  store  and  V.  cellar.  Jacob  Cyruli  to  Storrs  H  See- 
ley;   5  years,   from  May  1.   1907.     July  7,   1906.     11:30.52. .  ..1,200 

MORTGAGES 

NOTE. — The  arrangement  of  this  list  is  as  follows;  The  first  name 
Is  that  of  the  mortgagor,  the  next  that  of  the  mortgagee.  The  de- 
scription of  the  property  then  follows,  then  the  date  of  the  mort- 
gage, the  time  for  which  it  was  given  and  the  amount.  The  general 
dates  used  as  headlines  are  the  dates  when  the  mortgage  was  handed 
Into   the   Register's  office  to  be  recorded. 

Whenever  the  letters  "P.  M."  occur,  preceded  by  the  name  of  a 
street,  in  these  lists  of  mortgages,  they  mean  that  it  is  a  Purchase 
Money  Mortgage  and  for  full^  particulars  see  the  list  of  transfers 
under  the  corresponding  date. 

The  first  date  is  the  date  the  mortgage  was  drawn,  the  second  the 
date  of  filing;  when  both  dates  are  the  same,  only  one  is  given. 

Subscribers  will  find  mortgages  in  this  list  with  the  wrong  block 
number  attached.  The  block  number  we  give  la  taken  from  the  In- 
strument as  filed. 

Mortgages  against  Bronx  property  will  be  found  altogether  at  the 
toot  of  this  list. 

July  5,  6,  7,  9,  10  and  11. 
BOROUGH    OF   MANHATTAIT. 

Angellilo.  Pasquale  to  Alice  D  Weekes.  Front  st.  No  290,  n  s, 
.34  w  Roosevelt  st,  23.4x74.4x24x74.7;  Front  st.  No  288,  n  s, 
57  w  Roosevelt  st.  23x74.2x24x74.4.  Due  May  1,  1911,  6%. 
July  9,  1906.     1:108.  2,000 

Axelrod,  Jacob  to  THE  BANK  FOR  SAVINGS  In  City  N  Y. 
92d  st.  No  321,  n  s,  250  w  West  End  av,  runs  n  56.11  x  w 
153.10  to  e  s  Riverside  Drive,  No  200,  x  s  61.7  to  92d  st  x  e 
1.50  to  beginning.  July  7,  1906,  5  years,  5%,  for  first  year,  and 
after  4V.  %.     4:12.52.  250.000 

Andujar.  Lucretia  L  to  Clement  Le  Boutillier.  173d  st,  No  560, 
s  s.  83  w  Audubon  av,  17x50.  July  6,  3  years,  5%.  July  9.  1906. 
8-21''9  gold,  6,000 


The   text   of   these   pages   Is   copyrighted.      All   rights   are   reserved.         Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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American  Bohemian  Realty  Co  to  Edw  J  Schevcilt.  Av  A,  No 
1477.  n  w  cor  78th  st,  Nos  451  and  453,  25.4x75.  P  M.  Prior 
mort  $20,000.     July  3.  3  years,  6%.     July  5,  1900.     5:1473.       8,000 

Same  to  same.  Same  property.  P  M.  Prior  mort  $15,000.  3 
years,   5%%.     July  5,   1900.     5;  1473.  5,000 

Abraham,  Benj  M  to  Lena  Gurgel.  Av  A,  No  208,  s  e  cor  13th 
St,  Nos  5(»0  to  .")04,  26x90.  P  M.  Prior  mort  .'i;40,0<X).  July  2. 
5  years,   0%.     July   10,   HWO.      2:40(j.  14,500 

Alexander,  Sara  to  NORTH  RIVER  SAVINGS  BANK.  123d  st.  No 
1.50,  s  s,  100  e  7th  av,  15x100.11.  Prior  mort  $3,.")00.  July  9, 
due  as  per  bond.  5%.     July  10,  1!HM!.     7:1907.  5.500 

Alexander,  Sara  and  Leonora  to  Abraham  Benedict  and  ano.  148th 
st.  No  239,  n  s.  119  e  8th  av,  39x99.11.  P  M.  July  10,  3  years, 
0%.      July    11,    nXMi.      7:2034.  3,000 

Alterisi,  Louis  to  Arthur  E  Smith  et  al.  Monroe  st,  No  16,  s  s, 
about  225  e  Catharine  st,  2.5x4(i.  10x25.\49  w  s.  P  M.  Prior 
mort  $12,000.     July  5,  installs,  6%.     July  7,  1906.     1:253.        4,(J00 

Augner.  Max  to  Celia  Siegel.  133d  st,  No  221,  n  s,  240  w  7th  av, 
20x99.11.  P  M.  Prior  mort  $19,500.  July  2,  2  yrs  6%.  July  9, 
llXKi.     7:1939.  1,<»00 

Aiello,  Saverio  and  Maria  to  Ella  Connolly.  West  End  av.  No  171, 
w  s.  50.5  s  68th  st,  25x100.  June  3,  2  yrs,  6%.  July  6,  1900. 
4:1179.  2,0(K) 

American  Mortgage  Co  with  Sophie  Ptinder.  West  End  av.  No  171. 
Extension  mortgage.     May  21.     July  6,  1900.     4:1179.  ^  nom 

Axelroad.  Charles  and  Abram  Edelman  to  City  Mortgage  Co.  178th 
Bt,  n  s,  100  w  Amsterdam  av,  lOOxlOO.  Prior  morts  $52,2.S4.42. 
July  2,  demand,  6%.     July  6,  1906.     8:21.52.  31.71.5.58 

Adelson.  Harry  M  to  City  Mortgage  Co.  178th  st,  s  s,  100  w  St 
Nicholas  av,  100x99.10.  Prior  mort  $67,422.93.  July  2,  demand, 
6%.     July  6,  1906.     8:2144.  __  15.077.07 

Aaron,  Herman  to  John  A  Weser,  43d  st,  Nos  451  and  45iy2,  n  s, 
225  e  10th  av,  25x100.5.  P  M.  Prior  mort  $6,000.  July  3,  2 
yrs,  6%.     July  5.  Ifl06.    4:10.53.  5,000 

Antony,  Mathias  to  Whom  it  May  Concern.  117th  st.  No  151,  n  s, 
1.50  e  7th  av,  25x100.  Estoppel  certificate.  July  5,  1906. 
7:1902.  

Anderson,  Chandler  P  to  Harris  D  Colt,  trus  Marie  L  Cameron. 
HOth  st.  No  121,  n  s,  200  e  Park  av.  20x100.5.  P  M.  July  2,  5 
yrs,  4  3-4%.     July  5.   1906.     5:1395.  30,000 

Brokaw,  Isidor  D  to  Peter  Glinsman.  151st  st,  No  519,  n  s,  233.4 
w  Amsterdam  av.  33.4x99.11.  P  M.  Prior  mort  $28,000.  July  5, 
4  years,  6%.     July  6,  19(X>.     7:20,83.  7,500 

Biederman,  Benjamin  to  Gustav  Bernheim.  96th  st.  No  226,  s  s, 
.369"  e  3d  av,  32x100.8.  July  6,  5  yrs,  41/2%.  July  7,  1906. 
5:1,541.  25,000 

Brody,  Nathan  to  Louis  Gordon  et  al.   '12th  st,  No  650,  s  w  s,  108 

n  w  Av  C,  25x103.3.     P  M.     Prior  mort  $ .     July  3,  5  years, 

o;;.     July  6,  1!X)6.     2:394.  '      5,000 

Brody,  Nathan  to  Louis  Gordon  et  al.     12th  st,  No  652,  s  w  s,  83 


n  w  Av  C.  25x103.3.     P  M.     Prior  mort  $ 

July  6.  1906.  2:394. 
Brody.  Nathan  to  Louis  Gordon  et  al.     12th  st 

n  w  Av  C,  25x103.3.     P  M.    Prior  mort  .$ 

July  6,  1906.  2:394. 
Blitz.  Henry  to  Washington  Elkann.     2d  av. 


July  3,  a  yrs,  6%. 
3  000 
No  648,  s  w  s,  133 
-.    July  3,  5  yrs,  6%. 

4,000 
No  1.594,  e  s,  ,53.4  s 


32.000 

F  Anger.      Cannon  st.  No  64. 
P   M.     Prior  mort   $27,000. 
2:328.  6,000 


83d  St.  2.5.4x7.5.     July  (!,  190<!.  5  yrs,  .51/2%.     5:1545.  22,000 

Beaver,  Harris  to  Bernard  Strauss.     129th  st.  No  49,  n  s.  265  w 

Park  av,  25x99.11.    P  M.    Prior  mort  $20,000.    July  2,  2  yrs,  6%. 

July  5.  1906.     6:17.54.  5,000 

Berger,    Lillie,   wife   of   Tobias,   to   Caroline   Richheimer.      7th   st. 

No  235.  n  s.  ,53.2  e  Av  C,  18.1x4.8.9.     July  2,  2  yrs.  5%..    July  5, 

1906.     2:377.  7,500 

Bitziek,  Nathan  to  John  M  Bowers  et  al,  as  exrs  Wm  H  Gebhard. 

Cannon  st,  No  •it!,  e  s.  100  s  Rivington  st,  25x100.     P  M.     3  yrs. 

5%.     July  6.   190<i.     2:.328.  27.000 

Same  to  Sigmund  Leinhardt  and  ano.     Same  property.     .5  yrs,  6%. 

July  6,  190«!.     2:328.  '  6,750 

Baltes,  John  to  Frank  Gens  and  ano.     14th  st,  No  424,  s  e  s,  319 

s  e  1st  av,  2.5x100.3.     All  title  to  strip  2.5x3  on  south.     June  30, 

1  yr,  6%.     July  6.  VMW.     2:441.  4,000 
Bruce.   Catharine   A   to   TITLE  GUARANTEE   &  TRUST   CO.      27th 

st,   Nos   121   and   123.   n   s,   164. ,5   w   Lexington   av,   2   lots,   each 

20x98.9.     2  morts,  each  $16,000.     July  5,  due,  &c  as  per  bond. 

July  7,  190(i.     3:883.  

Beer.  Morris  and  Sam  Katz  to  Geo 

e   s.    125   s   Rivington    st,    25x100. 

July  6.  5  yrs,  6  •;.     July  7,  IIKXJ. 
Boos,  Jacob  A,  of  Mt  Vernon.  N  Y.  to  Joseph  Weber.     Stanton  st. 

No  3(XJ,  n  s,  2,5  w  Lewis  st,  25.,3x.58x2.5.1x58.     July  6.  due  Jan. 

17,  1910.  ti  :.     July  7,  1906.     2:,3.30.  5,000 

Beck,  Max  to  Abraham  David.     51st  st.  No  524,  s  s,  32.5  w  lOtli  av, 

2.5xlO<l.5     P  M.      Prior  mort  $11,500.     July  ,5,  1906.  3  yrs,  6%. 

4:1079.  2,000 

Broderick.  Edmund  D  to  Edw  Volz.     ,89th  st.  No  103,  n  s.  80  e  4th 

av.    2t!.8xl(:»0.8.      P    M.      June    25,    3    yrs.    6°;.      Julv    5,    1906. 

5:1518.  8.000 

Baehrach.  Abram  to  American  Mortgage  Co.     .57th  st.  No  503.  n  s, 

75  w  10th  av,  25X.50.5.     P  M.     July  3.  1  yr,  5%.     July  5,  1906. 

4:1086.  10,.500 

Same  to  same.     Same  property.     P  M.     Prior  mort  .$10, .500.     July 

3,  1  yr,  6%.     July  5,  1906.     4:10,86.  1,500 

Bornstein.  Joseph  to  Wm  T  Hookey.     128th  st,  Nos  64  to  68,  s  s. 

140  w  Park  av,  .5<i.3x99.11.     P  M.     Prior  mort  $55,000.     June  30, 

demand.  — %.     July  5,  19(M!.     6:1752.  4„500 

Bleier.  Simon  to  Saml  Hess.     Lexington  av.  No  1738.  w  s,  76.1  n 

108th  st,  24. 10xl<lOx24. 11x100.     P  M.     Prior  mort  $16,500.     July 

2,  3  yrs,  6%.     July  5.  19(M>.     6:16.36.  6,(X)0 

Berkowitz,  Joseph  and  Solomon  M  Landsmann  to  Sophia  M  Bam- 

baeh.      Essex   st.   No    108,    e   s,   abt    1,50  n   Delancey   st,   25x100. 

Prior  mort  .$25,(K)0.     Julv  6.  3  years,  6%.     July  7.  19<W.     2:.S53. 

5,000 
Same  to  Albert   Kopp.     Same  property.     July  6,  due  July  1,  1911. 

5    .     July  7.  I'.HM;.  '2:3.53.  25.000 

Bamberger.    Abram    E    to    Simon    Uhlmann    trus    for    Elise    Blaut 

will  Fredk  Uhlmann.     Chrystie  st,  No  133,  w  s.  117.2  n  Broome 

St.  runs  w  —  x  n  0.3  x  w  14.11  x  n  23.5  x  e  12(>  to  st  x  s  23.6 

to   beginning.      July   3,   5   years,   5%.      July   5,   1906.      2:424. 

27,500 
Blumberg,  Abraham  and  Max  Kovalsky  to  Ber  Goldstein.     Monroe 

St.  No  277.  n  s,  25  e  Jackson  st.  25x95.     July  5,  1906,  5  years, 

5y2%.     1:26.5.  21,000 

Birnbaum.  Isidor  and  Herman  Beck.  Bridgeport,  Conn,   to  Bernard 

Galewski.      Houston   St.   Nos  4.51  and  4.53.   s  s,  .50  e   Cannon   st, 

2  lots,  each  25x100.     2PM  morts,  each  $18,0(>0.     2  prior  morts. 
each   .$25.0(JO.      June   30.    7   years,   6%.     July  9,    1906.      2:330. 

36  000 
Boehack,  Henry  N  to  John  Wilkens.     10th  av,  No  496,  e  s,  24.11 
s    .38th    St.    24.5x52.      P    M.      Prior    mort    !fl2,000.      July    9,    3 
years,   — ".'.      July   10,    190t).     3:7.3,5.  2,500 


Bozzuffl,  John  to  Sophia  Muller.  1st  av,  No  1138.  e  s,  75.5  s  63d 
st,  25x81.5.  P  M.  Prior  mort  $8,500.  July  9,  5  years,  6%. 
July   10,    1006.      5:1457.  _  13,500 

Bruneraan.  Sara  to  Rosiua  Hagedorn.  11th  av,  w  s,  75.3  s  52d  st, 
2.5.1x100.     P  M.     July  1,  3  years,  6%.     July  10,  1906.     4:1099. 

5,000 

Braun,  Julius  to  Fredk  Hack.  179th  st,  n  s,  150  w  Audubon  av, 
,50x1(10.     P  M.     Due  Jan  10,  1'.I08,  — %.     July  10,  1906.     8:2163. 

15,000 

Brown.  Henrietta  M,  of  Eureka  Springs,  Arkansas,  with  Society 
for  the  Relief  of  the  Destitute  Blind  of  the  City  of  New  York 
and  Its  Vicinity.  8th  av.  No  2239.  Extension  mort.  May 
15.     July   10,   1906.     7:1947.  nom 

Brody,   Nathan   to   Louis   Gordon   et   al.      12th   st.   No   646,   s   w   s. 

1.58  n  w   Av   C.  25x103.3.      P  M.     Prior  mort  $ .     July  3,  5 

years,   6%.     July  6.   1906.     2:394.  5,000 

Barret,  Cecil  to  U  S  TRUST  CO  of  N  Y.  Gramercy  Park,  Nos  14 
and  15,  mort  reads  19th  st,  n  s,  105.8  w  Irving  pi,  59.3x184 
to  s  s  20th  St.  July  5,  due,  &c,  as  per  bond,  — %.  July  6,  1906. 
3:875.  350,000 

Biltmore-Blenheim  Co  to  Edw  H  Landon.  .58th  St.  Nos  56  to  62. 
s  s.  95  e  (ith  av.  100x100.5.  P  M.  Prior  mort  .$325,000.  June 
14.   due   June   :iO,    1911.   41/2'/^.      July   5.    1906.      5:1273.  .St).(.K)0 

Boymann.  Herman  to  Joseph  Albiez.  04th  st,  No  215,  n  s,  225  w 
Amsterdam  av.  2.5x100.5;  ()4th  st.  No  213,  n  s,  200  w  Amster- 
dam av,  25x100.5;  all  title  to  strip  on  west.  Prior  mort  $10,000. 
July  2.  1  year,  5%.     July  5,  19(Hi.     4:1156.  7,000 

B'randstein,  Herman  to  Thomas  Allison.  101st  St.  Nos  109  and 
111,  n  s.  1.50  w  Columbus  av.  43.4x100.11.  P  M.  Prior  mort 
.$40,000.     July  2.  3  years,  ()%.     July  6.  P.MK).     7:1856.  12,500 

Busselle.  Alfred  to  Robert  R  Perkins.  Sherman  av,  s  e  cor  Acad- 
emy st,   2.5x110.     July  3,   1   year,   5%.     July  11,   1906.     8:2221. 

7,280 

Brigante.  Michele  to  ITALIAN-AMERICAN  TRUST  CO.  Lafayette 
St.  No  178.  w  s,  150.4  n  Grand  st,  25.1x100.3.  July  10,  3  years. 
5%.     July  11,  1906.    2:473.  32,CK)0 

Bauer,  Dorothea  and  Susannah  to  LAWYERS  TITLE  INS  &  TRUST 
CO.  Park  av.  No  1489.  s  e  cor  109th  st,  No  100,  73.10x19.  July 
6,  3  years.  5%.    July  7.  1906.     6:1636.  9.000 

Busselle.  Alfred  to  Malvine  Nussblatt.  74th  st,  No  146,  s  s,  18.9  e 
Lexington  av,  18.9x68.  P  M.  Prior  mort  $10,000.  July  2,  due 
May  1.   1908,  —a.     July  9.  liKHi.     5:1408.  2,.5<X> 

Breslin,  Dennis  M  to  Wm  F  Clare  and  ano  exrs  Neal  O'Donnell. 
1st  av.  No  1794,  s  e  cor  93d  st,  Nos  400  and  402,  25.8x94.  July 
(i,  3  years,   51/0%.     July  9,   liMW.     5:1572.  29,000 

Beaver,  Harris  to  David  W  Cochran.  141st  St.  No  201,  n  s,  75  w 
7th  av,  20x99.11;  141st  st.  No  203.  n  s.  95  w  7th  av.  20x99.11; 
141st  st,  No  205,  n  s,  115  w  7th  av.  20x99.11;  141st  st.  No  207, 
n  s,  135  w  7th  av.  20x99.11;   141st  st.  No  209,  n  s.  155  w  7th 

av,  20x99.11.     Prior  mort  .$ .     July  2.  2  years.  6%.     July  6, 

I'.MHi.     7:2027.  7..5_00 

Badt,  Bertha  to  American  Mortgage  Co.  41st  st,  No  316,  s  s.  225 
w  8th  av,  2.5x98.9.  P  M.  July  9,  3  years,  5%.  July  10,  1906. 
4:1031.  16,000 

Buchner,  Augusta  to  Claus  Bade.  97th  st.  No  154.  s  s,  186  w  3d 
av.  27x100.11.  P  M.  Prior  mort  $11,750.  July  9,  5  years,  51/0%. 
July   11.   1906.     6:1(!24.  5,2.50 

Banta,  Harriet  T  and  Geo  W  Individ  and  as  exrs  Wm  Banta 
and  Margaret  E  wife  of  Geo  W  Banta.  Augusta  W  wife  of  Geo  W 
Lewis  and  Wm  Banta  heirs  Wra  Banta  to  Fredk  A_  Schermer- 
horn  trus  Adeline  E  Schermerhorn.  Canal  st,  No  357,  n  w  cor 
Woosfer  st.  No  1.  runs  n  72.3  x  w  13.9  x  s  or  s  w  33.4  x  s  w  36 
fo  Canal  st  x  e  22.8  to  beginning.  July  2,  3  years,  4y2%.  July 
11.  19(M!.     1:22,S.  1S,0<X> 

Bohland,  Wilhelmina  wife  of  and  Chas  H  and  Rosina  wife  of  Arthur 
Alkier  to  Chas  G  Spencer.  49th  st,  Nos  326  to  330,  s  s,  320  e  2d 
av,  .5.5x100.5.     July  10,  3  years,  4%%.     July  11,   1906.     5:1341. 

.52.fHM) 

Blum,  Aline  to  Mary  Taylor  and  ano.  81st  st.  No  231,  n  s,  227.1 
w  2d  av.  27.1x102.2.  P  M.  Prior  mort  $16,000.  July  2,  3  years, 
6%.     July   10,   190(i..    5:1.527.  3,000 

Bloom,  Jacob  to  Emanuel  Heilner  and  ano.  89th  st.  No  08,  s  s,  120 
e  Columbus  av,  20x100.8.  P  M.  July  3,  2  yrs,  6%.  July  6.  1906. 
4:1202.  7,500 

Blinder,  Solomon  to  August  Witzel,  exrs  Julia  W  Noll.  Eldridge 
st.  No  205.  w  s.  about  200  n  Rivington  st  25x100.  P  M.  Prior 
mort  $14.0(K>.     July  5.  5  yrs.  (i;:,.     July  6,  liMX!.     2:421.  16.0(10 

Same  to  India  Wharf  Brewing  Co.  Same  property.  P  M.  Prior 
mort  .$:?(•.( I( HI.     July  5.  demand,  o;;.     July  6.  19(Mi.     2:421.        6.000 

Bartmann.    Fannie    to    Abraham   J    Dworsky    and    ano.      2d   av.    No 
1911,  w  s,  42  s  99th  st.  28x100.     P  M.     Prior  mort  .$20.(XK).    July 
-    2.  due  June  1,  1911.  6%.     July  9,  1906.     6:1648.  7,000 

Cohen.  Israel  and  Sam,  firm  Cohen  &  Cohen,  to  H  Koehler  &  Co. 
Monroe  st.  Nos  177  and  179.  Saloon  lease.  Apr  19.  demand,  6%. 
July  9.  1!M)6.     1:269.  8.50 

Cavanagh.  .'\lbert  to  Atlantic  Realty  Co.  Broadway,  n  w  cor  130th 
st,  99.11x100,  P  M.  Prior  mort  $58,800.  Due  Jan  9,  1907,  — %. 
July  !».  1906.     7:2002.  11.200 

Coogan,  Charles  to  Caroline  L  Gilsey.  as  extrx  Peter  Gilsey  2d. 
39th  St.  No  451.  n  s.  125  e  10th  av,  25x98.9.  P  M.  July  5,  3  yrs. 
5%.    July  <).  ]9(H1.     3:737.  10.000 

Same  to  Milton  E  Oppenheimer.  Same  property.  P  M.  Prior 
mort  $10.0(X>.     July  5,  2  yrs.  5y2%.     July  6.  1906.     3:737.      3,000 

Clark.  Edw  S.  Cooperstown.  N  Y.  to  Jennie  Dimond.  73d  st,  No 
20.  s  s,  425  \v  Central  Park  West,  25x102.2.  P  M.  July  2,  3  yrs, 
4%.     July  6,   1906.     4:1125.  100,000 

Cobanks,  Agnes  A  and  Anna  M  Stopenhagen  to  TITLE  GUARAN- 
TEE &  TRUST  CO.  2d  av.  Nos  377  and  379.  s  w  cor,  22d  st, 
Nos  240  and  242,  49.4x100.  P  M.  July  5,  due,  &c,  as  per  bond. 
July  6.  190(!.     3:902.  45,000 

Corse.  Blanche  and  Agnes  and  Emma  McNair  with  Edgar  A  Levy. 
Post  av.  n  s,  350  w  Academy  st,  50x310  to  Sherman  av.  Sub- 
rogation agreement.     July  10.  1906.     8:2220.  nom 

Canalizo.  Renee  H  or  Rena  H  to  James  McHenry.  Lexington  av. 
Nos  985  to  991,  n  e  cor  71st  st,  100x19.8.  P  M.  July  3,  3  years, 
4%.     July  5,  1906.     5:1406.       .  27,000 

Columbia  Typewriter  Mfg  Co  to  Charles  Lesinsky.  116th  st. 
Nos  40  to  46.  s  s.  470  w  5th  av.  100x100.11.  July  6.  5  years. 
.5'/,.      July    7.    1906.      6:16(MI.  75.tM)0 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders   to  above  mort.     July  (!.     July  7.   1906.     6:1600.  

Cariey,  Hortense  N  to  Wm  M  Purdy  and  ano  exrs  John  Purdy  for 
benefit  Rose  M  Jones.  118th  St.  No  585.  n  s.  436.8  e  Pleasant 
av,  20.5x100.11.  P  M.  June  27.  3  years,  .5'/f.  July  11,  1906. 
6:1815.  8,.500 

Coady.  Agnes  to  LAWYERS  TITLE  INSURANCE  &  TRUST  CO., 
Madison  av.  No  687.  e  s.  25  s  62d  st.  25x63.  P  M.  July  9.  3 
years.  4i^9r.     July  11.   1906.     5:1376.  40,0(X» 

Cirrito.  Anna  to  Alvina  Hegedorn.  101st  st,  Nos  330  to  .3.36,  s  s. 
1(X>  e  1st  av.  100x100.11.  Prior  mort  .$27,000.'  June  27,  1  years. 
yy/r.     July  5,   1906.     6:1694.  27,(X)0 
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Cohen,  Cassel  to  Jacob  Sweetman  et  al.     137th  st,  Nos  22  and  -4, 

s  s,  235  w  5th  av,  50x99.11.     P  M.     Prior  mort  $43,000.     July  2 

5  years,  ti'/r.     July  G.  190G.     6:1734.  7,300 

Crystal  Realty  &  Constructiou  Co  to  City  Mortgage  Co.     Broadway, 

s  w  cor  139th  st,  199.10  to  13Sth  st  xlOO.     Building  loan.     Prior 

mort  $15S..32].     July  2.  demand,  0%.     July  9,  190G.     7:2087. 

53, 1  ( 9 
Same    to    same.      Same    property.      Certificate    as    to    consent    of 

stockholders  10  above  mort.     July  2.     July  9.  1!K)G.     7:2087.      

Cassidy,  James   to  SamI   Brand.      2d  av.  No  479,  s  w  cor  27th   st, 

No  24(i,  24.(;xti().     P  M.     Prior  mort  $27,000.     July  10,  3  years. 

(j%.     July  11,  lOOC.     3:907.  5,000 

Collins,  Arthur  J   with  City  Mortgage  Co.     20th  st,  Nos   110  and 

112,  s  s,  129.11  w  (ith  av,  41.(J.xOS.9.     Subordination  agreement. 

July  2.     July  10,  lOOt!.     3:801.  nom 

Connolly,  Ella  to  Kate  Warner.     57th  st.  No  505,  n  s,  100  w  lOth 

av,  25xl(!<!.(!x25.7xltil.ll.     July  11,  1900,  3  years,  — %.     4:1086. 

8,000 
Carroll.  Wm  F,  Colorado  Springs,  Col,  to  Isaac  L  Kip  trustee  for 

Cornelia   B  Kip.     Central  Park  West,  No  355,  w  s.  80.8  n  9.5th 

St.  2(lx.")0.     July  2.  3  years,  4i«'/f.     July  11,  1!K)(!.     4:1209.     18,(XK) 
Clarkson.  Mary  S  to  Chas  Kaiser.     1st   av.  No  2.358.  s  e  cor  121st 

st.  No  4fHI,  2(1.11x80.     P  M.     Prior  mort  $5,000.     July  9,  5  years, 

5%.     July   10,   1906.     6:1808.  12,000 

Cohen,    Harris    and    Abraham    to    Emma    Pfizenmayer.      100th    st. 

No    170.   s   s.   150  w   3d   av,   2.5x100.11.      July   10,   5   years.   5%. 

July    11.    ItHJO.      6:1633.  20,000 

Cohen,   Myer  and   Louis  and  Morris  B  Evens  to  Ellen  W  Brown. 

135th  St.  n  s.  120  e  Broadway,  2  lots,  each  37.Cx99.ll.     2  morts. 


each  $34,000.     July  6,  5  years. 


-tr/r.     July  11,  1906.     7:1988. 

68,000 
Capital   Realty   &   Construction   Co   to   City   Mortgage   Co..     135th 

st,    n    s,    100    e    Amsterdam    av.    72..5xl99.10    to    s    s    136th    St. 

Building  loan.     July  5,  demand,  67c.     July  11,   1906.     7:1972. 

■       136,500 
Same    to    same.      Same    property.      Certificate    as    to    consent    of 

stockholders  to  above  mort.     July  5.     July  11,  1906.     7:1972.  ■ 

Cohen,  Saml  J  to  Frank  W  Mosher.    3d  av.  No  1.592,  w  s,  47  n  89th 

st,  26x99.5.    P  M.    Prior  mort.  $22,500.    July  5,  due  Mar  1,  1911, 

6%.     July  6.  1906.     5:1518.  5,000 

Cassirer,  Moritz  to  Clement  Le  Boutiller.     Park  av,  No  1726,  w  s, 

75.6  n  120th  st,  25.5x100.     July  5,  3  yrs,  5%.     July  6,  190«. 

6:1747.  12,000 

Cady,   Edith  W,  wife   H  Leavitt,   Barrington   Centre,  R  I.   devisee 

Mary  G  Andrews,  to  Richd  L  Sweezy.     West  Broadway.  No  111. 

e   s,   50   s   White    st.    16.8x100.      July   2,    due   Jan   1,    1907,    6%. 

July  5,   1906.     1:178.  500 

Canalizo,  Renee  H  or  Rena  H,  heir  Henry  Hughes,  to  James  Mc- 

Henry.     3d  av,  No  2341.  n  e  cor  127th  st,  No  203,  22x80.     P  M. 

July  3,  3  yrs.  4%.     July  5.  190tT.     (3TT792.  20,000 

Cahn,   Louis   M  and   Jos  Levy   to  David  Levy  and  ano.      Audubon 

av,  s  e   cor  166th  st,  70.3x100x83.5x95.     July  3,   demand,  6%. 

July  5,  1906.     8:2123.  15,000 

Coppock,  Horatio  to  Central  Brewing  Co  of  N  T.     1st  av.  No  2385. 

Saloon   lease.     All   title.     July  3,   demand,   6%.     July   6,   1906. 

6:1798.  4,000 

Cram.  J  Sergeant  to  LAWYERS'  TITLE  INS  &  TRUST  CO.     38th 

St.  No  3.  n  s.  125  e  5th  av,  2.5x98.9.     P  M.    2  yrs,  4%%.    July  6, 

1906.    3:868.  80.000 

Cowman.  Ellen  to  John  Theuer.     134th  st.  No  314.  s  s.  200  w  8th 

av,  25.5x99.11.     Prior  mort  $23,000.    July  0,  1  yr,  — %.     July  7. 

1906.     7:1959.  4.000 

Cassirer,  Moritz  to  Alice  BuIIowa.     Park  av.  No  1726,  w  s,  75.6  n 

120th  St.  25.5x100.    July  3.  due  Sept.  3,  1907,  6%.    July  7,  1906. 

6:1747.  1.000 

Chesebrough  Bldg  Co  to  Eliz  H  Jaques.     Pearl  st.  No  19,  n  s,  76.3 

w  Whitehall  st,  runs  n  38  5  x  n  21.2  x  n  .57.7  x  w  16.2  x  s  75.11  x 

s  40.5  to  st  X  e  19  to  beginning.     P  M.     June  26,  5  yrs   4%.     July 

7.  1906.     1:9.  25,000 

Cohn,  Alfred  to  TITLE  GUARANTEE  &  TRUST  CO.     5th  av.  No 

2017,  e  s.  37.11  s  105th  st,  18x80.     P  M.    July  3,  due,  &c,  as  per 

bond.     July  5,  1906.     6:1749.  14,000 

Dobriner,   Solomon   to   Rachel   S   Brewster.     52d  st.   No  233,   n   s. 

340  e  3d   av,   20x100.5.      P  M.      July   11,   IMO,   3   years,   4V.%. 

5:1326.  "8,000 

Doty,  Geo  E  to  Theresa  Blumenthal.     8th  av.  No  579,  w  s.  61.9  n 

.38th  St.   12.4x100.     P  M.     Prior  mort   $ .     July   10,  3   years. 

6%.     July  11.   1906.     3:762.  9.000 

Dubois.  Wra  D  to  Andrew  Ewald.  Jr.  et  al.     4.5th  st.  No  4.32.  s  s. 

425  w  9th  av.  2.5x100.4.     July  7,   5  years,  5%.     July  10,   1906. 

4:10.54.  16,000 

De    Cristofaro,    Giuseppe    to    LAWYERS    TITLE    INSURANCE    & 

TRUST   CO.      117th   St.    No   :'.21.    n   s.   2.50   e   2d   av.   25x10*1.11.    ' 

P  M.     July  3.  5  years.  5'/f.     July  5,  1906.     6:lt;S9.  1S,0(X) 

Same    to    Benj    L    Weil    and   ano.      Same    property.      P    M.      Prior 

mort  $18,0lK).     July  3.  3  years,  (V/r.     July  5,  19t)6.     6:1689.  10,450 
Dowdney.    Louis    P    to    GERMAN    SAVINGS    BANK    in    City    N    Y. 

65th  St.  No  144.  s  s.  2(10  e  Lexington  av.  20x100.5.     P  M.     July 
'■     9,  3  years,  4i4'/r.     July  11.  19011.     5:1399.  18,0(X) 

Doty,  Wheeler  K  to  Josephine  Eisenhauer  extrx  Wm  Eisenhauer. 

Lenox  av.  No  44S,  e  s.  .50  n  ];!2d  st.  25x84.     P  M.     July  10,  3 

years,  4il.%.     July  11,  1906.     6:1730.  22.000 

de   Florez.    Pedro    R   general   guardian   Maria   C   M   de   Florez   with 

Herman  W  Goldberg.     75th  st.  Nos  238  and  240.  s  s,  125  w  2d 

av,  2  lots,  each  26.8x102.2.     2  extensions  of  mortgage.     May  28. 

July  6.  1906.     5:1430.  nom 

De  Gandenzi.   Angelo  to  Cesare   Razzetti.      Bleecker  st.  No  201.  n 

s.   abt  103   e   Minetta   st,   25x96.      P   M.     July  3,   3   years,   —%. 

July  5,  J906.     2:542.  20,000 

Dunn,  Rody  to  Sophie  Krebs  widow  of  Hefiry.     67th  st.  No  313,  n 

s,  175  w  nth  av.  25x100.5.     P  M.     July  10,  2  years,  6%.     July 

II.  1!X)6.      4:1179.  4..500 
Davis.  Mary  C  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK.     52d 

St.  No  61,  n  s.  194.9  w  4th  av.  13.10x100.     June  22.  1  yr,  41/2%. 

July  7,  1906.     5:1288.  16,200 

Eno.   Henry   L.   Westport.   Conn.,   to   Wm   P  Eno.      Broadway,   s   e 

cor  77th  St.  105.5x84.3x102.2x110.4.     Prior  mort  $lt)0.(X)0.     July 

1.  2  years.  4Vr.     July  11,  190(i.     4:1168.  125,000 

Eno.   Henry   L.    Westport.   Conn,    to   Wm   P   Eno.      Liberty   at.    No 

III.  n  s.  59  w  Church  st,  25x101.2.     Prior  mort  $40.(MX).     July 
1.  2  years.  4'/f.     July   11.   1901!.      1:60.  75.tX)0 

Engel.  Martin  to  Abraham  B  Minsky.  Houston  st.  No  119.  s  e 
cor  Chrystie  st.  Nos  232  and  234.  27x74.3.  P  M.  Prior  mort 
$40,000.     July  2.  5  years,  (i'/r.     July  11.  1906.     2:422.  10.000 

Elliott,  Frank  C  to  TITLE  GUARANTEE  &  TRUST  CO.  West 
End  av.  No  773,  w  s.  42.4  s  O.sth  st,  16.2x100.  July  10,  due. 
&c.  as  per  bond.  —'/!-.     July  11,  1906.     7:1869.  10,(XX) 

Evans.  Barnet  and  Isaac  to  Standard  Operating  Co.  175th  st. 
n  s.  182.(5  w  Amsterdam  av.  runs  n  —  xw  —  xs  —  xse5xs 
92  to  st  x  e  87.6  to  beginning.  Prior  mort  $104,800.  July  3, 
demand,  6%.     July  10,  1906.     8:2132.  10,000 


Ettinger,  Caecilie  with  Eugenia  Wolf.  7th  av.  No  2251.  Exten- 
sion mort.     Jan  31.     July  6,  1906.     7:1917.  nom 

Egan,  John  J,  Wm  J  Norton,  Thos  J  Cllnes  and  Mary  T  Coleman 
to  Thomas  Regan  and  ano.  St  Nicholas  av,  e  s,  75  s  173d  st, 
25x100.  Prior  mort  ?10,000.  July  3,  2  yrs,  6%.  July  5,  1906. 
8:2129.  2,000 

Eberhart,  Clara  K  to  Frank  G  Weiss.  2d  av.  No  1590.  e  s,  106.4 
-   s  83d  st,  27.8x100x32.6x100.     P  M.     Prior  mort  $28,000.     June 

28,  4  yrs.  6%.    July  7.  1906.    5:1545.  4.000 
Elm  Realty  Co  with  Chelsea  Realty  Co.     176th  st.  s  s.  100  w  Am- 
sterdam av,  175x99.11.    Subordination  agreement.    June  1.    July 
5,  1906.    8:2132.  nom 

Einhorn,  Samuel  to  Samuel  Floersheim.  84th  st.  No  124,  s  s, 
92.9  w  Lexington  av,  25.6x102.2.  P  M.  Prior  mort  $28,000. 
July  3,  due,  &c,  as  per  bond.     July  5,  1906.     5:1512.  2,000 

Elm  Realty  Co  with  TITLE  INS  CO  of  N  Y.  176th  st,  s  s,  100 
w  Amsterdam  av,  44x99.11.     2  subordination  agreements.     June 

29.  July  5,  1906.     8:2132.  nom 
Engel,  Esther  to  METROPOLITAN  TRUST  CO.     20th  st.  No  344. 

s  s,   140  w  1st  av,  20x92.     P  M.     July  6,   1906,  5  yrs,  4%%. 

3:925.  7,000 

Eden  Construction  Co  to  City  Mortgage  Co.     Cathedral  Parkway. 

s  w  cor  Manhattan  av,  100x72.1.     Bldg  loan.     Prior  mort  $93,925. 

July  2,  demand,  6%.    July  9,  1906.     7:1845.                               11,075 
Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.    July  9,  1906.    7:1845. 

Francis    Bentivengna   Corleonese   Co    to   Rosalia   Meli.      126th   st. 

Nos  322  to  332.  s  s.  350  e  2d  av,  3  lots,  each  41.8x99.11.    3 

P  M  morts,  each  $8,500.     July  10,  5  years,  6%.     July  11,  1906. 

6:1802.  25,500 

FuUe,  Henry  to  Chas  S  Albert.     148th  st,  s  s,  325  w  7th  av.  25x 

99.11.     Prior  mort  $25,.500.     July  9,  1906.  3  years,  G%.     7:2033. 

3,000 
Fleischmann  Realty  &  Construction  Co  to  City  Mortgage  Co.     7th 

av.  Nos  2521  to  2539,  s  e  cor  147th  st,  199.10  to  n  s  146th  st 

xlOO.     Prior  mort  $112,627.59.     July  2,  demand,  6%.     July  6. 

1906.     7:2015.  112.372.41 

Same    to    same.      Same    property.      Certificate    as    to    consent    of 

stockholders  to  above  mort.     July  2.     July  6.  1906.     7:2015.      

Fauer.    Philip    to    Isaac    M    Witt.      Morningside    (av)    Park    East. 

s  e   cor   116th  st.   No  374.  26x79.3x25.2x87.     P  M.      Prior  mort 

$32,000.     July  2.  2  years,  (i%.     July  11,  1906.     7:1869.  5,000 

Flood.  Eugene  J  and   Cath  Sexton  with  Helen  Schmidt.     44th  st, 

No  5.52.  s  s.  110  e  11th  av,  15x100.5.     Subordination  agreement. 

July  5,  190(J.     4:1072.  nom 

Friedman,  Saml  to  Maria  Berliant  and  ano.     20th  st.  No  3(X),  s  e 

cor  2d  av.  No  .342,  23.5x65x23.6x65;  20th  st.  No  300V.,  s  s,  65  e 

2d   av,   25x47.6.      P   M.     July  3,   3   years,   6%.      July   5,    1906. 

3:925.  5,000 

Ferrazza,  John  to  Thomas  Krekeler.     12th  st.  No  429,  n  s,  221.8 

w  Av  A,  24.4x103.3.     P  M.     Prior  mort  $7,000.     July  6,  11  years, 

6%.     July  7,  llXXi.     2:440.  12,000 

Frank,    William   to   Bernard   Frankel.      Rlvington   st.   No   62.   n   s, 

66.3  w  Allen  st,  22.1x75.     P  M.     July  2,  2  years,  — %.     July  9. 

1906.     2:41(i.  3,000 

Foerster,   Catharine   to  Mathilda  Foerster.     67th  st.   No  229,  n  s, 

125  w  2d  av,  25x100.5.     July  3,  5  years,  6%.     July  10,  1906. 

5:1422.  1,000 

Fox,  Henry  to  Manhattan  Mortgage  Co.     Audubon  av,  s  e  cor  178th 

st,   82.7x100.2x87.1x100.      July   10,   demand,   6%.     8:2132.        5,6.50 
Faskowitz.  Lazer  and  Fishel  to  Moses  Reichman.     Catham  sq.  Nos 

7  and  8.     Store  lease.    June  11,  6%  months.  — %.    July  10.  190(i. 

1:1(J2.  •       '  726 

Fisher,    .Abraham   to    Wolf   Rosenberg.      East   Broadway,    No   209. 

s  s.  abt   123  w  Clinton  st.  25x87.6.     P  M.     Prior  mort  $31,0(X). 

July  3,  2  years,  W/(.     July  (i.  1906.     1:285.  8.000 

Fechter,   Benjamin  to  American  Mortgage  Co.     Cannon  st.  No  60, 

e  3,  175  s  Rivington  st,  25x100.    P  M.    3  yrs,  5%.     July  6,  1906. 

2:328.  27,000 

Feiner,  Saml  to  Solomon  Feiner.     93d  st.  No  322,  s  s,  325  e  2d  av, 

2.5x100.8.    P  M.    Prior  mort  $ .    July  2,  due  Jan  1.  1907.  6%. 

July  6.  190*>.    5:1555.  4,000 

Fleischmann,  Saml  and  Saml  Kaniuk  to  Israel  D  Shlachetzki.  100th  ' 

St.  No  117.  n  s,  176.6  w  Lexington  av,  25.6x100.11.     P  M.    Prior 

mort  $24,.500.     June  26,  due  June  2,  1910.  6%.     July  7,  1906. 

6:1628.  4,435 

Federman,    Rudolph    to   Elias   Greenberg,    as   exrs   Sarah   Redler. 

Clinton  st.  No  181,  w  s.  150  n  Hester  st,  24.6x100.     P  M.     Prior 

mort  $23,500.    July  3.  5  yrs,  6%.    July  5,  1906.    1:313.  14,500 

Fischer,  Henry  to  Morris  Schindel  and  ano.     2d  av.  No  1893.  w  s, 

26.2  s  98th  st,  24.9x96.8.     P  M.     Prior  mort  $ .     June  29.  5 

yrs.  6%.     July  5.  liMX?.     6:1647.  5.900 

Flood,   Eugene  J  to  Helen  Schmidt.     44th  st.   No  .552,   s  s,   110  e 

11th  av,  1:«100.5.    3  yrs,  5%.    July  5,  1906.    4:1072.  4.500 

Foster.  Geo  to  GREENWICH  SAVINGS  BANK.     27th  st,  No  204, 

s  s,  92.2  w  7th  av,  24.11x98.9xz4.10x98.9.     July  6,  1906,  4  yrs, 

5%.    3:776.  5.000 

Friess.  Louis  to  Mary  W  Duttenhofer.     8th  av.  No  2713,  w  s,  24.11 

n  144th  st,  25x100.     P  M.     Prior  mort  $16,000.     July  3,  3  yrs. 

51/2%.     July  6.  190(>.    7:2044.  3,000 

Franklin,  Frank  M  to  Sam  Sobel.     59th  St.  No  328,  s  s,  275  w  1st 

av,  25x100.4.     July  3.  3yrs,  6%.    July  6,  1906.    5:1351.  5,500 

Finkelstein,  Isaac  and  Isaac  Greenwald  to  Goodman  Kostiuk.     9th 

St.  No  726.  s  s,  332.11  e  av  C,  24.11x93.11.     P  M.    July  5,  2  yrs, 

6%.    July  6.  1906.    2:378.  2.3.50 

Fischer,  Sitta  to  Moses  J  Wolf.     3d  av.  No  2077,  e  s,  25.2  s  114th 

St.  25.3x80.     P  M.     Prior  mort  $23,000.     July  3.  1  yr.  6%.    July 

5,  1906.     6:1663.  3.000 

Fischer,  Sitta  to  Caroline  L  Gilsey,  as  extrx  Peter  Gilsey  2d.     3d 

av.  No  2077.  e  s.  25.2  s  114th  st,  25.3x80.     P  M.     July  3.  3yrs, 

5%.    July  5,  1906.    6:1663.  23,000 

Freiman.   Abram   to   Benj   R   Ferkin   and   ano.      124th   st.   No  409, 

n  s,  125  e  1st  av,  25x100.11.     P  M.     Prior  mort  $20,000.    July  2, 

installs.  6%.     July  5,  1906.     6:1812.  1,234 

Feinberg,   Morris   J   to   Abraham   Blumberg  and   ano.      Monroe   st. 

No  277.  n  s.  25  e  Jackson  st.  2.5x95.     P  M.     July  1,  due  June  1. 

1911,  6%.     July  9,  1906.     1:265.  6,500 

Fine.  Saml  to  Pauline  Weiss.     1st  av.  No  11.  s  w  cor  1st  st.  No 

73,  26x.58.10x33.2x57.11.     P  M.     Prior  mort  $40,000.     June  25, 

5  years,  6%.     July  6,  1906.    2:442.    '  7,000 

Glickman,  Louis  to  Mary  Tcven.     2d  st.  No  300,  n  s,  168  w  Av  D, 

25x106.     Leasehold.     P  M.     July  9,  installs,  67c.     July  10,  1906. 

2:372.  11,000 

GOSHEN  SAVINGS  BANK  with  Pincus  Lowenfeld  and  Wm  Prager. 

Greene  st.  No  122,  e  s,  abt  100  n  Prince  st,  2.5x100.     Extension 

mort.     June  18.     July  11.   19(K).     2:513.  nom 

Goldberg.  Max  and  Barney  Goldstein  to  Nathan  Lamport.     Rutgers 

pi.  No  2,  s  e  cor  Jefferson  st,  No  59,  25.4x89.7x25.4x89.8.    July 

5,  due  Jan  1,  1907,  6%.    July  6.  1906.     1:257.  '  4,000 
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Goldman,  Esther  and  Casaie  and  Chas  Stadler  to  Shapiro,  Levy  & 
Starr,  a  corporation.  Clierry  st,  No  318,  n  a,  71.11  e  Clinton  st, 
21x100x21x100.5.  PM.  July  «,  3  yrs,  6%.  July  7,  1906. 
1:258.  2.000 

Grossman,  Max  to  Whom  It  May  Concern.  2d  av,  No  2073.  Con- 
sent to  subordination  of  all  rights  to  mortgage  for  .fl."),0(lO.  July 
7.     July  !l.  I'.KJti.     ti:l(}^6.  

Giardina,  Antonio,  Corona,  L  I,  to  TITLE  GUARANTEE  &  TRUST 
CO.  Ist  av,  No  173,  w  s,  46.9  s  11th  st,  23x64.  July,  5  due,  &c, 
as  per  bond.    July  9,  1900.    2:452.  12,000 

Goeltz,  Minnie  H  to  Caspar  H  Hauclc.  89th  st,  No  117,  n  s,  108.11 
w  Lexington  av,  27.11x100.8.  P  M.  Prior  mort  $16,000.  July  2. 
5  yrs,  5%.     July  9,  1900.     5:1518.  6,000 

Gimpel,  Julia  A  with  Eleanora  L  S  Cenci.  LeRoy  st,  No  21,  n  s, 
25x90.  Agreement,  extending  mortgage  and  changing  rate  of 
interest.     May  5.     July  5,  1906.     2:. 586.  nom 

Ghigllone,  Maria,  wife  Angelo,  and  Domcnico  Bonomolo  with 
ITALIAN  SAVINGS  BANK  of  City  of  N  Y.  Elizabeth  st,  Nos 
232  and  234.  Subordination  agreement.  June  30.  July  5,  1906. 
2:507.  nom 

Garflel,  Charles  and  Isidor  Moll  with  Manhattan  Mortgage  Co. 
171st  st,  s  s,  100  w  Amsterdam  av,  175x05.  Subordination 
agreement.    July  5.    July  6,  1906.    8:2127.  nom 

Gordon,  Louis  and  Max  Dushman  to  Standard  Operating  Co.  175th 
st,  n  s,  95  w  Amsterdam  av,  runs  w  87.6  xn  —  xe  —  xs5x3 
72.8  to  beginning.  Prior  mort  $121,050.  June  13,  demand,  6%. 
July  6,  1906.     8:2132.  10,000 

Greenberg,  Wolf  to  Louis  Morrison.  Av  C,  Nos  121  and  123,  w  s, 
20  s  8th  at,  38.8x83.  P  M.  Prior  mort  $35,000.  July  5,  6  yrs, 
.    6%.     July  6,  1906.     2:390.  5,850 

Grosamann,  Louis  to  Morris  M  Stone  and  ano.  128th  st.  No  24G, 
s  s,  75  w  2d  av,  26x99.11.  P  M.  Prior  mort  $13,000.  June  30, 
3  yrs.  6%.    July  7.  1906.    6:1792.  6,000 

Same  to  Razel  Grosamann.  Same  property.  P  M.  Prior  mort 
$19,000.     July  3,  1  yr,  6%.     July  7,  1906.    6:1792.  1,500 

Grainger,  Chaa  M  to  Louis  Rauchfuss.  3d  st.  No  80,  3  w  s,  200 
n  w  Ist  av,  25x100.7x25x100.8,  n  w  a.  July  6,  3  yrs,  51/2%. 
July  7,  1906.    2:444.  25,000 

Same  to  Fritz  Fedderke.  Same  property.  Prior  mort  $25,0(30. 
July  6,  3  yrs,  6%.    July  7,  1906.    2:444.  4,000 

Goldberg,  i^ax  and  Barney  Goldstein  and  Moses  Cohen  with  MU- 
TUAL ALLIANCE  TRUST  CO  of  N  Y.  Suffolk  si.  No  104,  e  s, 
150.9  n  Delancey  st,  25.3x100.  Subordination-  agreement.  July 
5.     July  6,   IfHXi.     2:348.  nom 

Goodman,  Ellas  and  Nathan  Gross  to  Wolf  Bloom.  2d  av.  No  1844, 
e  s,   50.8  n  95th   st,  25x100.  '  P   M.     July  5,   1   year,  6%.     July 

10,  1906.     5:1.558.  5.000 
Gens,  Frank  and  David  Frankel  to  Fredk  W  Loew.  14th  st,  No  424, 

s  a,  319  e  1st  av,  25x103.3.     All  title  to  strip  3x25  in  rear.     July 

3,  3  years,  5V4%.     July  5,  KKMi.     2:141.  17.000 

Gluck,    Minnie.    Rachel    Levy,    Isidor    Silverman    to    Anna    Brandt 

and  ano.     143d  st,  No  227.  n  s,  1.50  w  7th  av.  2.5x99.11.     July  9. 

3  years.  59^.     July  11.   100<i.     7:2029.  _         '.M.OOO 

Goldstein.  Louis  A  to  Betsey  R  Goldstein      Forsyth  st,  No  70,  e  s. 

100.7  n  Heater  st,  2.5x100.     P  M.     July  2.  installs.  6%.     July  11. 
■      1906.     1:.306.  23,000 

Same  to  same.     Madison  st.  No  86,  s  s.  172.8  e  Catharine  st,  25x 

100.8.      P   M.     Prior  mort   $20,000.      July  2,   installs,  6%.     July 

11,  19im.      1:276.  20.000 
Goldstein,   Louisa  A   to   Betsey  R   Goldstein.     Broome   st.   No  302. 

n  s.  .50  e  Forsyth  st,  25x100.  P  M.  Prior  mort  ?20,000.  July 
2,  8  years,  6%.     July  11,  1906.     2:419.  27.<XK) 

Greentree.  Theo  with  Emanuel  Hollonbeck  and  Herman  A  Heydt. 
149th  at.' No  .30.3  West.  Subordination  agreement.  June  6.  July 
11.  1906.     7:2045.  nom 

Goodstein,  Harry  and  Annie  Berger  to  Chaa  R  Pelgram  trustee 
Hortense  Stikeman.  109th  st.  No  144.  a  a.  150  e  Amaterdam 
av,  2:>xiOOA\.     July  10,  3  years,  4V/t.     July  11,  1906.     7:1863. 

21,000 

Gennis,  Rose  to  Andrew  Armstrong.  121st  st.  No  .342.  s  s,  160  w 
lat  av,  .30x100.11.  P  M.  Prior  mort  $10,0(x>.  Julv  3.  8  years, 
6%.     July  5.   1!H«.     »i:1797.  8.(XI0 

Goldberg.  Tesaie  to  American  Mortgage  Co.  Lexington  av,  Nos 
1584  to  15R8,  s  w  cor  101st  st,  52.5x75.5.  July  3.  1  year,  5%. 
July  7,   1!»06.     (>:162S.  •28,000 

Goldberg.  Jacob  to  Saml  Barkin.  Amsterdam  av.  Nos  2183  and 
2185.   e   s.   2.36.1    n    167th   st,   2   lots,   each   3T.(ixHX>.      2   morts. 

each  $6,000;   2  prior  morts.  $ each.     July  1.  6  months.  O9;. 

July  7,    l!H)t;.      8:2112:  12,0(K1 

Garmise.  Anshel  to  Gustav  Lippmann.  2d  av.  No  19.59.  s  w  cor 
101st  St.  25.8x90.  P  M.  Prior  mort  !f22.0<K).  July  10,  3  years. 
69r.      July  11,    1!H)6.      6:16.50.  lO.OCX) 

Goldman,  Max  to  Korne  Korminsky.  97th  st.  No  2,33.  n  s,  125  w 
2d  av,  25x100.  P  M.  July  10.  due  Dec  30.  1907,  6%.  July  11. 
ISRHJ.      6:1(H7.  2..5.50 

Golde,  Louis  with  .\merican  Mortgage  Co.  Lexington  av,  Nos  1584 
to  1.588.  Subordination  agreement.  July  3.  July  7,  1906. 
6:1628.  nom 

Garner.  Henry  J  to  Bernhard  Oppenheimer  et  al.  133d  st.  No  26. 
3  3.  3S'>  w  5th  av.  2.5x99.11.  July  3.  2  yrs,  6%.  July  5,  1906. 
6:1730.  *  875 

Heymann,  Chas  and  Richd  Bullwinkle  with  Wm  Rankin.  106th 
at.  No  60,  s  a,  170.3  e  Columbus  av,  27x100.11.  Subordination 
agreement.     July  2.     July  6,   190*5.     7:1841.  nom 

Harlem  Contracting  Co  to  TITLE  GUARANTEE  &  TRUST  CO. 
9th  av.  n  e  cor  201st  st.  199.10  to  s  s  202d  st  x  2.36.7  to  Harlem 
River  x  —  to  201st  st  x  w  254.4  to  beginning,  with  all  title  to 
land  under  water,  docks.  &c,  with  machinery,  &c.  Prior  mort 
$37,.50O.      Jan    1.    1906,    20   yrs,    6%.      July    7,    1906.      8:2184. 

gold  bonds,  100,000 

Same  to  same.  Certificate  as  to  consent  of  stockholders  to  above 
mort  or  deed  of  trust.     June  28,  July  7,  19(K!.     8:2184.  

Heyl.  Gustave  to  John  and  Hugo  Jaburg.  Amsterdam  av.  No  943. 
Store  lease,  chattels.  &c.  June  26,  demand.  6%.  July  5,  1906. 
7:1861.  500 

Heuman,  Marry  to  Sadie  Bernard.  77th  st,  Nos  404  and  406,  s  s, 
85  e  1st  av,  38.8x102,2.  P  M,  Prior  mort  $15,000.  June  25, 
3  yrs,  6fc.     July  5.  190(i.     5:1471.  15,000 

Hoffman.  Mayer  to  Manhattan  Mortgage  Co.  171st  st,  s  s,  100  w 
Amaterdam  av,  175x95.  July  3,  1  yr,  6%.  July  6,  1906. 
8:2127.  150,000 

Hershkovitz.  Bessie  to  Solomon  Brodsky,  as  prs't' Ezras  Achim 
Anshe  Kiev  Congregation.  Ludlow  st,  No  40,  e  s,  12.5.6  n  Hes- 
ter St.  25.3x87.6x25.2x87.6.  June  26,  6  months,  6%,  July  6. 
190!.     1:310.  580 

Handel.  Selig  and  Geo  Lewis  to  American  Mortgage  Co.  Av  A, 
No  21.>3,  w  s,  22  a  18th  st,  20x90.  July  6,  3  yrs,  5%.  July  7, 
190(5,     3.950.  10.000 

Heitelmeyer,   Eliz.   Hoboken,   N  J,   to   Sarah   McL  Marsh.     Central 


Park  West,  No  225,  w  s,  93.10  s  83d  st,  41.8x100.    July  6,  5  yrs, 

•41/2%.     July  7,  19(K5.     4:1196.  65.000 

Horwltz.  Isidor  and  Bernard  Lazarowitz  to  Isadore  M  Levy.  Goerck 

st,  No  8,  e  s.   125  s  Broome  st,  25x100.     P  M.     July  3,  2  years, 

(j'/r.      July  (i,  1!M)().      2:321.  2,000 

Halper,  John  M  and  Isaac  Joel  to  John  Ryan.     Amsterdam  av,  No 

1427,  e  s.  74.11  n   1.30th  st.  25x100.     P  M.     Prior  mort  $15,000. 

July  !»,  3  years,  —'/c     July  10,  190(;.     7:1970.  10,0()0 

Hurst.   S^ml   T,  Jr,  to  Lydia  S  Cutting  and  ano  as  exrs  Heyward 

Culling.      St    Nicholas   av,   n   e   cor   184th   St.   49.11x100.      P  M. 

July  9.   2  years,   .5'/f.      July  10.    1!KJ(5.      8:2157.  27,(H)0 

Heifer.  Isaac   to   Wm  Wagler,  Jr.     46th  st,  Nos  344  and  34(5,  s  s, 

100  w  1st  av.  4(1x100.5.     P  M.  July  9,  3  years,  5%.     July  10,  1906, 

5:1.338.  22,000 

Hoffman,  Samuel  and  Louis  to  Simon  Fuchs.     2d  av.  No  2236,  e  s, 

20  10  s   115th  st,  20x75      P  M.     July  9,  6  years,  6%.     July  10. 

I'.KMi.     (;:iii.s(;.  3,00a 

Hookey.  Wm  T  with  City  Mortgage  Co.  109th  st,  n  s,  100  w  Man- 
hattan av.  1.50x72.11  3  extensions  of  mortgages.  July  2.  July 
St.    I'M  Mi.      7:1845.  nom 

Herman,  Harry  E  to  Louis  Hoffman.  98th  st,  No  64,  s  s,  100  e 
Columbus  av.  25xHX).ll.  June  27,  due  July  6,  1909,  6%.  July 
'.I.   UMIC.     7:  IN.".:'..  7,000 

Harris,  David  and  Saml  Bykowsky  to  Joseph  Horwltz.  East  Broad- 
way. No  47.  s  s.  315  w  Market  st,  25x75.5.  P  M.  Prior  mort 
.$25,000.     July  'J,  5  years,  6%.     July  11,  IttOO.     1:280.  5,000 

Hausman.  Harris  to  Harriet  N  Lugar.  Lenox  av 
114th  St.  25.2x75.  P  M.  Prior  mort  $22,000. 
6%.     July  11,  DM.m;.     7:1823. 

Home   Circle   Realty   Corpn   to   Christian  Dohm. 
w  s.  43  n  47th  st.  25x.S5.     P  M.     Prior  mort  $15,(KtO 
3  years.  67r.     July  11.  1906.     4:10." 


No  71,  w  s,  75.7  3 
July  10,  6  years, 

7,000 
9th  av,   No  (587, 
July  10. 
8,000 


Hollouberk.  Emanuel  to  Herman  A  Heydt.  149th  st,  No  303,  n  s, 
80  w  8th  av,  20x!ll».ll.  Julv  2,  3  years,  5%.  July  11,  1!KK5. 
7:2015.  14,(XX> 

Hymanson.  Hyman  to  Eliza  M  Zerega  et  al  trustees  Augusta 
Zerega.  Cannon  si.  No  111,  w  s.  62  u  Stanton  st.  runs  w  45.1 
X  n  12.10  X  w  54.11  x  n  20.1  x  e  0.7  xe  —  xn  —  xelOOxa 
33.9.       July   10.  3  years,  r,%.     July  11,1906.  2:335.  32,000 

Hyman.  Saml  L  to  Martha  H  Stevenson  and  ano.  117th  st.  No  .52, 
s  s,  225  e  Lenox  av,  25xia>.11.  July  10,  3  years,  5%.  July  11, 
1906.     0:1(500.  20.000 

Hoffman.  Mayer  and  Isaac  and  Wm  F  Hookey  to  State  Realty  & 
Mortgage  Co.  149ih  st.  .s  s,  100  e  8th  av,  240x911.11.  Subordi- 
nation agreement.     July  5.     July  7,   1906.     7:2034.  nom 

Heifer,  Isaac  to  Julia  M  wife  of  Frederic  de  P  Foster.  KiOth  st,  n  e 
cor  Broadway,  99.11x11X1.  July  6,  3  years.  b7t:.  July  7,  lUOj. 
8:2119.  47,.5(X) 

Same  to  Geo  W  Walker.  Same  property.  Prior  mort  .$47,500. 
July  6.  1  year.  6%.     July  7.  1906.     8:2119.  7..500 

Hoffman.  Mayer  and  Isaac  to  State  Realty  &  Mortgage  Co.  149th 
st,  s  s,  loo  e  8th  av,  240x99.11.  July  5,  19(X!,  due,  &c,  as  per 
bond.      7:2034.  .      22,000 

Hunterton  Realty  &  Construction  Co  to  Maurice  Cohen.  139th  st, 
Nos  40  to  50,  s  s.  300  e  Lenox  av.  125x99.11.  Building  loan. 
July  2.  1  year,  6%.     July  9,  190(5.     6:1736.  60,000 

Same  to  same.  Same  propertv.  Consent  of  stockholders  to  above 
mort.     June  28.     July  9.   1906.     6:1736.  

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  28.     July  9.  1906.     6:1736.  — — ■ 

Hillman,  Frank  lo  Jacob  Fieischhauer  and  ano.  49th  st.  No  ,!29. 
n  s  305  e  2d  av.  20x100.5.  P  M.  July  9,  1  year,  6%.  July  11. 
1906.     5:1342.  „^      5.f'00 

Holme,  Lizzie  H  with  Elizabeth  Lapaix.  30th  st,  No  25,  n  s, 
390  w  5th  av,  20x98.9.  2  extensions  of  mortgage.  June  23. 
July  9.  1!K)6.     3:8.32.  ^^^      nom 

Hermes.  Lena  wife  Geo  L  to  Henry  L  Carey.  2d  av,  No  543,  n  w 
cor  30th  st,  Nos  251  and  2.53,  20x77.  %  part.  P  M.  July  10, 
2   years,   6%.     July   11,   1906.     3:911.  11,000 

Hermes,  Lena  to  Moritz  Koppe.  30th  st.  No  343,  n  s,  150  w  1st 
av,  25x98.9.  Prior  mort  $11,000.  July  10,  2  years,  6%. 
July  11.  1906.     3:936.  2,500 

Hubbard.  Robert  P  with  Mary  E  McLain.  92d  st.  No  307,  n  s, 
.83  w  West  End  av,  17x75.8.  Extension  mort.  June  25.  July 
9,  1906.     4:1252.  nom 

Hendricks.  Albert  to  Fredk  A  Schermerhorn  trus  Adeline  E 
Schermerhorn.  75th  st.  No  24.  s  s,  3.38  w  Central  Park  West, 
runs  s  1(M1  x  w  12  x  n  5  x  w  10  x  n  95  to  st  x  e  22  to  beginning. 
5  years.  4  :.     July  11,   1tKX5.     4:1127.  28,000 

Hoffman,  Louis  and  Joseph  to  Richard  K  Fox.  Madison  av,  Nos 
1746  and  1748,  s  w  cor  115th  st.  No  .50,  50x75.  June  29,  5  years, 
— %.     July  10.   19(X).     6:1620.  .      57,000 

Hoffman,  Samuel  and  Joseph  to  Standard  Operating  Co.  Amster- 
dam av,  n  w  cor  174th  st.  89.8x100.  P  M.  Prior  mort  $109,000. 
July  3.  demand,  (i%.     July  10.  190(5.     8:2131.  6,000 

Horn,  Christian  C  and  Geo  P  and  Amelia  Essner,  Brooklyn,  N  Y, 
to  Eugene  Staubsandt.  Market  st.  No  .53,  w  s.  27x86.5  to  alley 
4  ft  wide.  All  title  to  alley.  July  5,  1  yr,  5%.  July  9,  1906. 
1:276.  10,000 

Hookey,  Wm  T  with  City  Mortgage  Co.  Cathedral  Parkway,  a  w 
cor  Manhattan  av.  l(X)!s72.11.  2  extensions  of  mortgage.  July  2. 
July  9.  1906.     7:1845.  nom 

Hague.  James  D  to  Mary  E.  wife  John  C  Brown.  40th  st.  No  106, 
s  s,  125  e  4th.  av,  25x98.8.  P  M.  July  2,  3  yrs,  4y2%.  July  6, 
1906.     3:895.     '  40,000 

Harriman,  Margt  to  whom  it  may  concern.  Lexington  av.  No  102, 
w  s,  19.0  n  27lh  st.  10.9.xS0.  Certified  copy  of  order  of  court 
correcting  mortgage  dated  Apr  30,  1906.  July  10.  July  11. 
100(5       3.*.S3  order   of   court 

Investors  &  Traders  Realty  Co  to  LAWYERS  TITLE  INS  &  TRUST 
CO.  Irving  pi.  No  40.  e  s.  39.6  n  16th  st,  19.5x86.4.  P  M.  July 
9,  due  as  per  bond.  6'/,.     July  10.   1906.     3:872.  22..500 

Interborough-Metropolitan  Co  to  American  Real  Estate  Co.  10th 
av.  s  s.  at  n  e  s  218th  st,  runs  s  e  —  to  original  high  water  mark 
Harlem  River  x  n  e  along  same  as  it  winds  and  turns  —  to  w  a 
U  S  Harlem  River  Ship  Canal  x  n  and  n  w  along  same  as  it  curves 
— ^  to  s  s  Broadway  x  s  w  —  to  10th  av  x  s  w  —  to  beginning,  ex- 
cept part  for  av,  all  title  to  land  under  water  Harlem  River 
and  U  S  Ship  Canal,  in  front  of  and  adj  above,  also  all  dock  and 
riparian  rights.  P  M.  July  10,  5  yeara,  5%.  July  11,  1906. 
8:2197-2214  and  2215.  500,000 

Ireland,  John  B  to  Geo  A  Quimby,  committee  Julia  T  Sneden. 
47th  st,  No  15,  n  s.  120  w  Madison  av,  25x100.5.  June  28,  5  yrs. 
■11/2%.    July  6,  1906.     5:1283.  63,000 

Ives,  Frank  L  to  TITLE  GUARANTEE  &  TRUST  CO.  30th  st.  No 
117,  n  s.  187.10  e  4th  av.  18.8x98.9.  June  15,  due,  &c,  as  per 
bond.     July  5,  190(5.     3:886.  16,000 

Jacobowitz,  Abraham  to  David  Jacobowitz.  8th  st.  No  324%,  a  a, 
387.6  e  Av  B,  24.9x.58.11x24.10x61.5.  P  M.  July  3,  3  yrs,  6%. 
July  5,  1906.     2:390.  6,000 


Tb«  t*xt  of  th»8«  pag;«e   ia  oopyrighUd.     All   rights  are   reservad. 


Notice  is  hereby  given  that  tofringemsut  will  l«ad  to  prosacutloa. 
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Josephsohn,  Klara  to  Minnie  Rinaldo  and  ano.     Ludlow  st.  No  158. 

e  s    25  s  Stanton  st,  25xS7.(i;  Ludlow  st.  No  IfiO,  s  e  cor  Stanton 

St.   Nos  1(15  to  111.  25xS7.(J.     P  M.     July  2,  2  years.  C'/r.     July 

5.    liRMi.     2;411.  *'<^W 

Jenkins.  Samuel  A  to  Sarah  Holzman.     80th  st,  No  141,  n  s,  350 

w  Columbus  av,  18.9x102.2.     Prior  mort  $20,000.     July  3,  2  yrs, 

()%.     July  5.   190<i.     4:1211.  4.000 

Joachim,  Morris  P  and  Esther  Frank  to  Geo  C  Doelger  et  al.     8th 

st  (St  Marks  pi.  No  81).  n  s.  GO  e  1st  av,  20x93.11.     P  M.     July 

5,  5  yrs.  iV-'.c-     Jub'  0.  19{Xi.     2:43(j.  14.500 

Jacobowitz.   Jacob  and  Luis  Krause   to   Klara  Josephson.     Ludlow 

St.  Nos  154  and  15(>.  e  s,  50  s  Stanton  st,  2  lots,  each  25x87.0. 

2PM  morts.  each  .$4,000.     July  2,  2  years,  G%.     July  5,  1906. 

2:411.  S.CRK) 

Jacobowitz.  Jacob  and  Luis  Krause  to  Klara  Josephson.     Ludlow 

st,  No  152,  e  s,  1(10  s  Stanton  st.  25x89.     P  M.     July  2,  2  years. 

6%.     July  5,  liX)(!.     2:411.  'l.OOO 

Janos.  Morris  and  Jacob  to  Louis  Kean.  a  corpn.     7th  st.  Nos  111 

to   115,   n   s.   2(i4   w   Av   A.   (i2.9x82.5xt>9.(5xlll.9.      P   M.      Prior 

mort   .$1(I0.(I(XI.     June   25.  5  years,   (J-.     July  5,   190G.     2:435. 

14,500 
Johnston.    Herbert.   Jersey   City   Heights,   N   J,   to   Emma   Arnott. 

28th   St.   No   517,  n   e   s,   225  n  w  10th  av.  25x98.9.   Leasehold. 

P  M.     July  2.  5  years.  4%%.     July  0.  190G.     3:700.  6.000 

Same    to    same.      Same    property.      Leasehold.      P   M.      July   2,    3 

years,   IVo":.      July  G.    lOCHX      3:7(10.  800 

Johnson,  Robert   and  Julius  Dall  to  American  Mortgage  Co.     77th 

St.  Xos  344  and  34(i,  s  s.  1.5(>  w  1st  av,  2  lots,  each  25x102.2.     2 

P  M  morts,  each  $12,000.     July  G.  3  years,  5%.     July  11,  1906. 

5:1451.  24.000 

Same   to   same.      Same   property.      2PM   morts,   each   $1,500.      2 

prior  morts,  $12,000  each.     July  G,  1  year,  G%.     July  11.   1906. 

5:1451.  J.OOO 

Johnson.  Robert  and  Julius  Dall  to  American  Mortgage  Co.     77th 

St.  No  350.  s  s.  100  w  1st  av.  25x102.2.     P  M.     July  G,  3  years. 

->%.     July  11.  lOCMl.     5:1451.  12.0(X» 

Same  to  same.     Same  property.     P  M.     Prior  mort  $12,000.     July 

(!.  1  year,  6%.     July  11,  1906.     5:1451,  1..5(10 

Kapelsohn,  Emanuel  to  J  Frederic  Kernochan  et  al  as  committee 

Marie  Marshall.     Water  st,   No  433.   s  e  cor  Market  st  or  slip. 

Nos   92   to   OS.   2GxS0.      P   M.     June   28,   due   July   9,   1911,   5%. 

July  9.   19(M!..    1:249.  28.000 

Kaplan.    Morris    to    Davis    Berkman    and    ano.      Monroe    st,    Nos 

231  and  233.  n  s.  119.0  e  Scammel  st.  2  lots,  each  24x9G.     2PM 

morts.  each  $2,000.     2  prior  morts  $34.0C»0.     July  1,  2  years,  6%. 

July  G,  1906.     1:2G6.  4,000 

Kirschberg.    Cora    and   Annie   Briskie    to    Isidor   "Wexler   and   ano. 

Rivington  St.  No  .307.  s  e  cor  Lewis  st,  No  68,  24.11x80x2.5x80. 

Prior  mort  .f47.00O.     July  2,  1  year,  G%.     July  5,  1906.    2:328. 

3,000 
Kutler,  Samuel.  Sam  Kotler  and  Samuel  Hoffman  to  Israel  Miller. 

2d  av.  No  2207.  w  s.  .50.7  n  113th  st.  25.2x10(1     P  M.     Prior  mort 

.$3G.0(m:>.     June  29.  1  year.  6  =  ;.     July  10.  1!X)G.    ti:](jG3.  l.(H10 

Kovner,'  Louis   with   Joseph   Bulova,      Prince   st.   No   1.59.      Agree- 
ment   as    to    ownership    of   mortgage.      July   9.      July    10,    19(X5. 

2:51(^.  nom 

Kosower,  Abraham  to  Henry  E  Jones.     Rivington  st.'Nos  78  to  84. 

n  w  cor  Orchard  st.  Nos  141  and  143,  87.Gx.35.     July  6,  5  years, 

—  %,  .  July  7,   inOG.     2:416.  85.000 

Kinsella.  Clinton  W  to  Lambert  Suydam.     116th  st.  s  s.  225  e  Am- 
sterdam av.  .50x100.11.     Building  loan.     Julv  2,  1  year,  G%.    July 

5.   1906.     7:1867.  100,000 

Kusell,  John.  E  to  American  Mortgage  Co.     28th  st,  Nos  441  and 

443,  n  s,  225  e  10th  av,  50x98.9.    July  10,  3  years,  5%.    July  11. 

1906.     3:726.  '  22,(X)0 

Same  to   same.     Same  property.     Prior  mort  $22,000.     July  10.   1 

year,  6%.     July  11,  190(5.     3:726.  1,000 

Kessler,  Ottilie   to   Rose   C   Blanke.      Av  A.   No   1556,   e  s,  21.5  n 

82d  st,  20x78.     3  years.  G%.     July  11,  1906.     5:1579.  3,000 

Kalmus,  Benj  to  Aaron  Levison.     Madison  av.  No  1745,  e  s,  2.5.11 

s  115th  st,  2.5x70.     Julv  2.  2  years.  G"/-..     July  5,  190().     G:1620. 

3.500 
,  Kerwin,   Andrew   J.   Jr.   to   Archibald   A  Gulick.      Houston   st.   Nos 

34  and  36  West,  n  s,  abt  20  e  Greene  st,  40x83.     July  7.  1  year. 

G%.     July  11,  1906.     2:523.  10.000 

Kahrs,  Herman  to  John  H  Paradies.     3d  av,  No  1454,  w  s,  51.1  n 

82d  St.  25.(ixl02.2.     Prior  mort  $19,0(X).     July  10,  5  years,  5%. 

July    11.    1!K)6.       5:1511.  17,800 

Katz.  Joseph  to  Samuel  Klausner.     Henry  st,  No  294,  s  s,  95.3  e 

Scammel  st.  24.\95x24x94.10.     P  M.     Jufy  1,  1  yr,  6%.     July  6. 

1906.     1:267.  1,350 

Kaufmann,  Leopold  to  Pasquale  Clemente.   45th  st.  No  .536,  s  s,  275 

e   11th  av.  25xlOi).     Julv  5,   5  yrs,  6='.     Julv  G.   190G.     4:1073. 

4,000 
Kadin.  Saml  to  Hugo  D  Rosendorf.     28th  st,  Nos  23G  to  240,  s  s, 

100  w  2d  av,  2  lots,  each  37.(5x98.9.     2PM  morts,  each  $1G,0(X). 

2  prior  morts  .$38,000  each.     July  3,  6  yrs,   6%.     July  6,   1906. 

3:908.  32,000 

Kaufmann.   Leopold  to   American  Mortgage   Co.     45th  st.  No  536. 

s  s.  275  e  11th  av.  2.5x100.5.     P  M.     July  5,  3  yrs,  5%.     July  6, 

1906.     4:1073.  16,000 

King.  Estelle  H  to  Lucie  A  Buddington.     121st  st.  No  80,  s  s.  20  w 

Park  av,   20x100.11.     P   M.     1   yr,   'tX.     Julv  5,   1906.     6:1747. 

11.000 
Klang.  Saml  to  Jacob  Furmann.     0th  st.  No  .538.  s  s.  123  w  Av  B. 

23x97.10x29x— .      July  3,   due  Jan   1,    1907,   G%.      July   5,   1906. 

2:401.  1.000 

Kolb.  Benj  with  Max  H  Newman.     81st  st,  No  161  East.     Certifi- 
cate as  to  extension  mort,  &c.     July  3.     July  G,   1906.     5:1510. 

nom 
Kostiuk.  Goodman  to  Harry  Wasserman  and  ano.     9th  st.  No  72(i, 

s   s,   .332.11    e   Av   C.   24.11x93.11.      P   M.      Prior   mort   $23,000. 

July  3.  5  yrs.  G::.     July  6,  190(i.     2:.37S.  7.000 

Kommel.   Robert   and  Jacob  Rubin   to  Emma  Polack.     82d  st.   No 

342,   s  s,   150  w   1st   av,   25x102.2.      P   M.     Prior  mort   $10,(X)0. 
'     July  5.  5  yrs,  0"  .     July  6.  1906.     5:1544.  6.000 

Keegan,  Bernard  J  to  Waitie  W  Tyler.     39th  st.  No  306,  s  s,  80  e 

2d  av,  20x86.9x22x77.5.    P  M.     June  14,  3  yrs,  5%.    July  7,  1906. 
,    .3:944.  7,000 


Kohn,  Albert  to  Alex  Lambert.  58th  st,  No  122,  s  s,  182  w  Lex- 
ington av,  19x100.5  P  M.  July  2,  5  yrs,  — %.  July  5,  190(5. 
5:1312.  22,000 

Kann,  Julia  to  Ernest  Graf.  Ay  A,  No  1020,  e  s,  75.5  n  55th  st, 
2.5x,80.  P  M.  Prior  mort  $15,000.  July  3,  3  yrs,  6%.  July  5, 
1906.     5:1371.  3,500 

Kaufmann,  Aron  and  Nathan  Machson  to  Esther  Riedler.  5th  st, 
Nos  625  and  627,  n  s,  293  e  Av  B,  42.10x97.  P.  M.  Prior  mort 
$57,000.     July  5,  due  Mar  1,  1910,  6%.     July  6,  1906.     2:388. 

7,000 

Kovner,  Louis  to  Marx  and  Moses  Ottinger.  Prince  st.  No  159,  n  s, 
75  w  West  Broadway,  25x95.  P  M.  July  2,  5  yrs,  5%.  July  9, 
1906.     2:516.  28,000 

Kaufman,  Leopold  to  American  Mortgage  Co.  54th  st,  No  406,  s  s, 
144  e  1st  av,  25x%  blk.  P  M.  July  7,  1  yr,  5%.  July  9,  1906. 
5:1365.  19,500 

Levison,  Samuel  to  Marv  R  Reilly  and  ano.  Madison  st.  Nos  ,3t>.S 
and  370.  s  s,  175.3  w  Jackson  st,  50xV4  blk  x49.9xi4  blk.  Ex- 
tension mort.     July  9.     July  12,   1906.     1:2(>G.  nom 

Lowenfeld.  Pincus  and  Wm  Prager  to  Arthur  J  McQuade.  13th  st. 
No  313.  n  s.  171  e  2d  av,  23x103.3.  July  2.  3  years,  —%.  July 
G.   190(5.     2:4.55.  15.0(X) 

Lowenstein,  Louis  H  to  Louis  Stern.  Av  B,  No  1626,  or  East  End 
av.  No  90,  w  s,  51.4  s  84th  st,  25.4x80.  P  M.  Prior  mort  $15,000. 
June  20.  3  yrs,  6%.     July  7,  1906.    5:1580.  4,000 

Lowenstein,  Louis  H  to  Louis  Stern.  Av  B,  No  1628,  or  East  End 
av.  No  92,  w  s,  26  s,  84th  st,  25.4x80.  P  M.  Prior  mort  $15,000. 
June  20,  3  yrs,  6%.     July  7,  190G.     5:1580.  5,500 

Lieberman,  Gustave  to  Helen  C  Mostyn  and  ano.  Essex  st,  No  149, 
w  s,  100  s  Stanton  st,  25x89.4.  P  M.  July  3,  7  yrs,  5%.  July  6, 
1906.     2:411.  22,000 

Lowentritt,  Benj  to  Wm  Carr.  Madison  av.  No  1933,  n  e  cor  124th 
st,  44x85.  P  M.  Prior  mort  $60,000.  July  2,  3  yrs,  5V2%. 
July  G,  1906.     6:1749.  20,000 

Leinhardt,  Sigmund  and  Benj  Fechter  to  American  Mortgage  Co. 
Cannon  st.  No  (54,  e  s,  125  s  Rivington  st,  25x100.  P  M.  3  yrs. 
5    .     July  6,  1906.     3:828.  27,000 

Levy,  Joseph  to  H  Koehler  &  Co.  Montgomery  st.  No  71.  Saloon 
lease.     July  2,  demand,  G%.     July  5.  1906.     1:259.  1,000 

Lew,  Isadore  M  to  Thomas  W  Jeralds.  Goerck  st.  No  8.  e  s,  125 
s  Broome  st,  25x100.   July  8,  1905,  3  yrs,  5%.  July  5  ,  1906.   2:321. 

20,000 

Leibson,  Nathan  and  Saml  Lorber  to  Moritz  Ehrenreich  and  ano. 
13th  St.  No  631.  n  s.  310.6  w  Av  C,  27.6x103.3.  P  M.  Prior 
mort  $22,000.    July  5.  190(5.  installs,  6%.    2:396.  9,000 

Lipskv,  Harry  to  Solomon  Mingelgreen.  Av  C,  No  215,  w  s,  23  n 
13th  st,  22.10x63.  P  M.  Prior  mort  $8,000.  July  2,  1  yr,  6%. 
July  (>.  190(5.     5:1413.  18,000 

Levy.  Abraham  to  TITLE  GUARANTEE  &  TRUST  CO.  ,  79th  st, 
No  104,  s  s.  40  e  Park  av,  20x84.  July  5,  due,  &c,  as  per.  bond. 
July  G.  190G.     5:1413.  18.000 

La  Cagnina.  Orazio  to  Alessandro  Delli  Paoli.  Mulberry  st.  No 
238.  e  s.  183.6  s  Prince  st.  2.5x100.  P  M.  Prior  mort  $21,000. 
July  5,  2  yrs,  G%.     July  6.   1906.     2:494.  9,.50O 

Lehmann,  Anna  M  with  Nellie  Aiken.  142d  st.  No  316  West. 
Extension  mort.     July  2.     July  5,  19(X).     7:2043.  nom 

Levy.  Barnett  to  Annie  B  Dexter.  2d  av.  No  692,  e  s,  74  n  37th 
St.  24.8xl3(;.5x25xl32.4;  2d  av.  No  (194.  e  s.  98.9  n  37th  st. 
24.8x1.39.7x25x13(5.5.  P  M.  Prior  mort  .$40,000.  July  2,  5  yrs. 
G  i.     July  5,  1906.     3:943.  14,000 

Leithold,  Saml  L  to  Anna  C  H  Undutsch.  44th  st.  No  542,  s  s. 
225  e  11th  av,  25xl(X).5.  P  M.  Prior  mort  $13,200.  July  3,  1 
yr,  —%.     July  5,  190(5.     4:1072.  875 

Ludin  Realty  Co  to  Katharina  Tiefel.  40th  st,  Nos  269  and  271, 
n  s.  .59.6  e  8th  av,  40.6x9.8.9.  July  2,  5  yrs,  5°/.  July  5.  1906. 
4:1012.  26,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above.     July  2.     July  5.  190().    4:1012.  

Lindemann.  Adolf  D  to  Morris  Cukor.  Willet  st.  No  64.  e  s,  1.50 
s  Rivington  st,  25x100.  June  11,  1  year,  6%.  July  5,  1906. 
2:338.  2,000 

Lindemann.  Adolf  D  to  Morris  Cukor.     Rivington  st,  Nos  151  and 

1.53,  s    s.    .37.6    e    Suffolk    st,    37..5x.52.      June    11.    3   years,   6%. 
July  .5,    1906.      2:.34S.  3.000 

Levy.  Julius  with  .-Vmerican  Bible  Society.  8th  av.  No  2241.  Ex- 
tension mort.     June  28.     July  10.   1906.     7:1949.  nom 

Levy.  Abraham  S  to  Moses  Valenstein.  Essex  st.  No  1.52,  e  s, 
75  s  Stanton  st,  24.11x99.9x2.5x99.10.  P  M.  Prior  mort  $25,000. 
July  6.  5  year*  (>%.     July  9,  1906.     2:.S.54.  6.000 

Lieberman.  Gustave  to   Helen  C  Mostyn  and  ano.     Ludlow  st.  No 
1.52.  e  s.  1(X)  s  Stanton  st.  25x89x2.5x89.1.     P  M. 
5%.     July  6.   1906.     2:411. 

Lieberman.  Gustave  to  Helen  C  Mostyn  and  ano. 
1.5().  e.s.  .50  s  Stanton  st.  25x87.0.  P  M.  July 
July  (!.  1906.     2:411. 

Lieberman.  Gustave  to   Helen  C  Mostyn  and  ano. 
KiO.  s  e  cor  Stanton  st.  Nos  105  to  111.  2.5x87.6. 
7  years.   5%.     July  6,   1906.     2:411. 

Lieberman,  (Justave   to  Helen  C  Mostyn  and  ano. 

1.54.  e   s,   75   B   Stanton   st,   25x89.1x2.5x89.2.      P 
years.  5%.     July  G,   190(5.     2:411. 

Lieberman.   Gustave  to  Helen  C  Mostyn  and  ano. 

1.58.  e  s.  25  s  Stanton  st,  25x87.6.     P  M. 

July  6,  19(Xi.     2:411. 
Lowe.  Emma  wife  Wm  Lowe  to  BOWERY  SAVINGS  BANK.    70th 

St.  n  s.  .523  e  Av  A.  (55.5  to  Exterior  st  xl00.9x74xl00.4.     July  5. 

5  years.  5%.     July  6,  1906.    5:1482.  S.QOO 

Levy,  Julius  owner  of  mort.     114th  St.  No  261.  n  s,  4,50  w  7th  av. 

25x10011.      Certificate    that    mort    made    by   Mary    Reiser   dated 

June   24,    1905,    for   $3,.5(K1.   is   subordinate   to   mort   for   $20,000 

recorded  July  — ,   190C).     July  6,   190(!.     7:1830.  

Same.     Same  p^JPerty.     Estoppel.     Certificate  as  to  $1,0(X)  paid  on 

account  of  mort.     July  2.     July  6.  1906.     7:18.30.  

LAWYERS    TITLE    INSURANCE    &    TRUST    CO    with    Max    Hirsch 

and  ano.      102d  st.  No  230  E.     Extension   mort.     July  9.     Julv 

11,    IIXX!.     .6:1651.  nom 

Ludin  Realty  Co   to  Jacob   W  Mack  et   al  as   eXrs   Clara   Dannen- 

felser.     3(ith  st,  Nos  530  and  532,  s  s,  4(X)  w  10th  av,  50x98.9. 

July  10,  3  years,  5%.     July  11,  1906     3:707.  10.000 


July  3,  7  years. 

22,000 

Ludlow  st.  No 

3,  7  years.  5°/. 

22,000 

Ludlow  st.  No 

P  M.     July  3, 

55.000 
Ludlow  St.   No 
M.      July   3.   7 

22,000 
Ludlow  st.  No 
July  3,  7  years.  5%. 
22,000 


Tke  text  of  tliese  pages  Is  copyrighted.     All  rights  are  reserved.    Notlaw  U  geraby  glyen  U>»(  (ti^lriseaient  will  lead  to  prosecution. 
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Cooper  Iron  Works'- 

JOHN  COOPER,  Proprietor 

Works :  Emmett  Street  &  Avenue  D,  Newark,  N.  J. 

New  York  Office :  1  Madison  Avenue 


IRON  and  STEEL  WORK 

FOR 

BUILDINGS,  BRI  DOES,  &c. 


Lowenstein,  Louis  to  Clarence  Warden  trustee  of  Kate  P  Warden. 
Sth  av.  No  l(i.'i,  w  s,  2"i  n  LSth  st,  22.4x78.  July  7,  2  years, 
41^'/,.     July   11,   l!M"i.     3:742.  lti,(K)() 

Liebenthal.  Joseph  and  Jacob  and  Louis  to  Andrew  Wilson  trustee 
of  Chas   E   Fleming  deceased.      S5th   st,   Nos  050  and  H-'i'J,   s   s. 
•      nr,   w  East   End  av,  33x102.2.     July  10,   1  year,  57c.     July   11. 
lillH!.      5:15,S1.  12,0110 

Landon,  Edward  H  to  J  Honry  Coleman.  12th  av,  w  s,  extends  from 
l.'tTth  st  to  13Sth  st,  I'JD.KI  on  av,  xl7,S.4  on  s  s  xl4ti.4  on  n  s  to 
bulkhead  line  x202.4  on  w  s,  and  all  title  to  Vi  sts  and  av  and 
land  under  water.  I'  M.  July  10,  5  years,  3%  and  4%.  July  11, 
lilltll.       7:211)1.  75,000 

Loewenthal.  Emil  to  .Mbirt  B  Whitney  and  ano  trustees  tor  Cor- 
delia C  Whitney  and  Harriet  R  Hurd.  117th  st.  No  304,  s  s, 
1(15  e  2d  av,  2(lxlO(».ll.  July  10.  5  years,  5%%-  July  11,  lOOti. 
(;:10S,S.  10,000 

Lindenberger.  John  G  to  Wm  Wolf.  81st  st.  No  161,  n  s.  175  w 
3d  av.  24  Sx  11 12.2.  P  M.  Prior  mort  $25,000.  July  1,  5  years. 
r,'/,.     July  li,   lilOi;.     5:1510.  5,000 

Lee,  Higginson  &  Co,  Boston  Mass,  "Vendors,"  and  Wabash  R  R 
Co  with  CITY  TRUST  CO  of  Massachusetts,  "Trustee."  Rolling 
stock,  &c.  Equipment  agreement.  July  2.  $!KS<!, 708.40  in  cash 
and  balance  in  2(1  installs  of  $.30!>,000  until  July  1,  lOlO,  iV-.'/c- 
July   11,  I'.MM).  gold  bonds,  7,l<>(;,7n8.40 

Louis,  Joseph  to  Abraham  Levenstein  and  ano.  Monroe  st.  No 
11.  n  s,  abt  175  e  Catherine  st,  2.5x100.  P  M.  Prior  mort 
.f .     July  5,  ducv  Jan  1.  1008,  li'/c.     July  10,  lOOli.     1:270.      2.500 

Leopold.  Charles  to  Robert  Morrison.  Amsterdam  av.  No  341.  n 
e  cor  7(ith  st,  .\o  170,  27.2x100.  P  M.  June  15.  3  years,  .5%. 
July  11,   lOl.lll.     4:1148.  (iO.OIXl 

Lippmann,  Israel  to  SEAMEN'S  BANK  FOR  SAVINGS  in  City 
N  Y.  108th  st,  s  s,  10(1  e  2d  av.  3  lots,  each  .30.3x125.  3  morts. 
each  ?3(),00l».     July  (i,  5  years,  4H9f.     July  11,  lOOli.     (i:l()70. 

108,(X)0 

Mechanics  &  Traders  Realty  Co  with  Celia  Kister.  Park  av,  Nos 
1515  to  1.521,  n  e  cor  IKIth  st.  Nos  101  and  103.  100.11x35.  Sub- 
ordination agreement.     June  20.     July  11.  lOOti.     0:16.38.  nom 

Mandelbaum.  Harris  and  Fisher  Lewine  to  J  Sergeant  Cram,  trus 
Henry  A  Cram.  13(ith  st,  n  s,  174  e  Sth  av.  111x99.11.  P  M. 
July  5,  3  yrs.  5%.     July  (i.  1!X)6.     6:1701.  26,(J0(J 

Mandelbaum.  Harris  and  Fisher  Lewine  to  J  Sergeant  Cram,  trus 
Henry  A  Cram.  137th  st,  s  s.  285  e  5th  av.  runs  s  79.10  x  e  100 
to  w  s  Madison  av  x  n  54.11  x  w  65  x  n  24.11  to  s  s  137th  st  x  w 
35  to  beginning.     P  M.    July  5,  3  yrs,  5%.    July  6,  1906.   6:1761. 

18,000 

Mandelbaum,  Harris  and  Fisher  Lewine  to  J  Sergeant  Cram,  trus 
Henry  A  Cram.     137th  st.  s  e  cor  5th  av,  79.10x100.     P  M.     July 

5,  3  yrs.  5?^  July  C,  1906.  6:1761.  27,000 
Mandelbaum,   Harris  and  Fisher  Lewine  to  J  Sergeant  Cram,  trus 

Henry  A   Cram.      137th  st,   s  s,   100  e  5th   av,   74x99.11.      P   M. 

July  5,  3  yrs.  5%.     July  6,  1906.     6:1761.  18,000 

Mandelbaum,  Harris  and  Fisher  Lewine  to  J  Sergeant  Cram,  trus 

Henry  A  Cram.     137th  st.  s  s,   174  e  5th  av,   111x09.11.     P  M. 

July  5.  3  yrs,  5°:.     July  6.  1906.     0:1761.  26,000 

Mandelbaum.  Harris  and  Fisher  Lewine  to  J  Sergeant  Cram,  trus 

Henry  A  Cram.     5th  av,  n  e  cor  136th  st.  120x100.     P  M.     July  5. 

3  yrs.  5%.     July  6.   lOlHl.     6:1761.  55,(X)0 

Mandelbaum,  Harris  and  Fisher  Lewine  to  J  Sergeant  Cram,  trus 

Henry  A   Cram,      136th  st,   n  s.   100  e  5th  av,   74x99.11.     P  M. 

July  5,  3  yrs,  5%..     July  6,  1906.     6:1761.  18,000 

Machiz,   Ida  to   Albert   Kopp.     Sth  st.   No  327,  n   s,   325  e  2d  av. 

25x07.  P  M.  July  5.  5  yrs,  5%.  July  6,  190(1  2:447.  23,000 
Muncie.  Ida  M  to  Benj  Hirsch.     .56th  st,  No  3.54,  s  s,  70  e  9th  av, 

30xl0O..5.     P  M.     Prior  mort  $25,000.    July  2,  3  yrs,  5Vo%.    July 

6,  1906.  4:1046.  10,000 
Mayer,  Samson  to  LAWYERS'  TITLE  INS  &  TRUST  CO.     70th  St. 

No  45,  n  s.  05  e  Madison  av,  12.6x102.2.  P  M.  July  0,  5  yrs. 
5%.     July  7.  1906.     5:1391.  15,000 

Milks.  Mary  J  to  Jane  F  Kenny.  84th  st.  No  203.  n  s.  10(">  w  Am- 
sterdam av,  19x102.2.  Prior  mort  5:3,500.  July  5,  3  yrs,  5%. 
July  9,   1906.     4:1232.  500 

McLain,  Mary  E.  wife  of  and  Frank  C,  Canton  O.  to  Howard  E 
Rank.  92d  st,  No  307.  n  s,  83  w  West  End  av,  17x75.8.  Prior 
mort  .$20,000.     July  3.  1  yr,  5%.     July  9,  1906.    4:1252.  7.5(X> 

McGuckin.  Henry  and  John  P  Walsh  to  U  S  EXCHANGE  BANK. 
20th  st.  No  120,  s  s.  2.53.8  w  6th  av,  2.5x92.  Prior  mort  .$52,000. 
1  yr,  6%.  June  22,  1906.  3:795.  Corrects  error  in  issue  of  June 
.30,  when  amount  of  mort  was  $0,901,300.  6,901.30 

Marshall,  Chas  C'  Millbrook,  N  Y.  to  Marquis  Miller.  62d  st.  No 
1(14.  s  s,  32  e  Park  av,  16x80.  July  2,  3  yrs.  5%.  July  6,  1906. 
5:1.396.  25.000 

Machiz.  Ida  and  Margaretha  Kronester  with  Albert  Kopp,  as  com- 
mittee Henry  Kopp.  (ith  st.  No  .5.30  East.  Subordination  agree- 
ment.    July  5.     July  6,  190(>.     2:401.  nom 

Machiz.  Ida  to  Albert  Kopp,  as  committee  Henry  Kopp.  6th  st. 
No  .5.30.  s  s,  424.7  e  Av  A,  25.1x07.  July  5,  5  yrs,  5%.  July  6. 
1906.     2:401.  23,000 

Malzone,  Gaetano  to  Bronx  Investment  Co.  Elizabeth  st.  No  2.37, 
w  s,  121  n  Prince  st,  20.2x91x20. <ix91.3.  P  M.  July  3,  3 
years,  'Y/,.     July  5,  1906.     2:508.  22,0(X) 

Same  to  Rocco  M  Marasco.  Same  property.  P  M.  Prior  mort 
$22.0f)0.'    July  3.  3  years,  67r.     July  5,   lVt06.     2:.508.  5,000 

Male.  Isaac  to  Samuel  Cohen  and  ano.  Av  B.  Nos  97  and  99,  e  s. 
40.5  n  6th  st,  37x93.  P  M.  Prior  mort  $.53,000.  June  15.  3 
years,   (W.      July   10,    1906.      2:389.  0.500 

Marcus.   Isaac   to  Isaac   Schueiderman.      2d   av,   Nos   141  and   14.3. 

s   w   I  or   9th   St.   46.8x74.10.      P   M.      Prior   mort   $ .     July  2. 

5  y^ars,  6''/r.     July  5,   1906.     2:4t'>4.  9.CHX) 

Moore.  Katharine  E  to  Mary  Goodwin  et  al  and  Bernard  Goodwin. 
24ih  St.  -s  e  B.  300  b  w  Sth  av,  25x98.8.  May  31.  3  years.  5%. 
Julx.  3,'  190<3.     3:747.  10,000 

Mitchell.  James  E  to  Mary  R  Reppke.  25th  St.  No  415,  n  b.  200 
w  Sth  a'v,  2.5x98.9.  P  M.  July  2.  3  years,  4%%.  July  6.  1906. 
3:72.3.  10.000 

McDonald,  Mary  J  to  J  Robert  Wigger.  ,3lBt  st,  No  134.  s  s.  abt 
4(X)  w  (itb  av.  25x148x25x1.52.10,  w  s     July  5,  5  years,  5%.     July 

7,  1906.     3:806.  45,000 


Michelson.  Saml  to  City  Mortgage  Co.  l()9th  st.  n  s.  100  w  Man- 
hattan av.  1.50x72.11.  Building  loan.  Prior  mort  $100,000. 
July  2.  demand.  *>'/,.     July  9.   lOOli.     7:1845.    .  4,500 

MacLeod.  Anna  to  Annie  Dooley.  105th  st.  No  200,  s  s,  110  e 
3d  av.  18x1(1(19.  P  M.  Prior  mort  $5,000.  July  10,  3  years, 
O'/f.      July    11,    1906.      6:1(i.54.'  3,000 

Mendelsohn,  Louis  to  Robert  Davidoff.  110th  st.  No  137.  n  s,  330 
e  Park  av.  25x100.11.  Prior  mort  $16.0(KI.  July  3,  3  years. 
Oy,.      July   .5,    1906.      6:1638.  4.0O0 

Mandelbaum  Harris. and  Fisher  Lewine  to  J  Sergeant  Cram  trustee 
Henry  A  Cram.  136th  st.  n  s.  285  e  .5th  av,  l(KJxl20.  P  M. 
July  5,  3  years,  o'/c.     July  6.  1906.     6:17(jl.  47.000 

Mechanic,  Barney  and  Isadore  to  Rose  Gentzlinger  extrx  Henry 
Gentzlinger.  Av  A.  No  184,  c  s,  51.9  s  12th  st,  25.9x95.6.  P 
M.  Prior  mort  $16,000.  July  9,  6  years,  G%.  July  11,  1906. 
2:405.  8,500 

Minsky,  Abraham  B  to  American  Mortgage  Co.  Houston  st.  No 
119,  s  e  cor  Chrystie  st,  Nos  2.32  and  234,  27x74.3.  July  2,  3 
years.  '>'/,_.     July   11.   1906.     2:422.  4O,0(J0 

Muhlenberg  Coal  Co  to  Wm  Muhlenberg.  South'  st,  Nos  281  to 
2S3.  n  s.  48  w  Clinton  st.  72x74.8x72x74.3.  together  with  all 
bulkhead  rights.  &c.  P  M.  Prior  mort  $18,000.  July  9,  15 
years,  4'/'-      July   10.    19(.K!.      1:24(1.  17.0(H1 

Same  to  Louisa  Spieth.  Same  property.  P  M.  Prior  mort  $18.- 
(XIO.     July  9,   16  years,  4'/f.     July  10,   lOOIi.      1:24(5.  l.S.OOO 

Miller,  Wm  L  to  Henry  S  Wilson.  .35th  st.  No  25,  n  s,  360.3  n  w 
Sth  av,  22x98.9.  P  M.  July  10,  3  years.  — '/,.  July  11,  1906. 
.■'>:S;i7.  SS.IXK) 

Meli.  Rosalia  to  Real  Estate  Mortgage  Co  of  N  J.  126th  st.  Nos 
330  and  .3.32,  s  s,  4.33.4  e  2d  av,  41.8x99.11.  July  10,  5  years. 
51^,%.     July  11,   1906.      6:1.S02.  34,(JO0 

Meli,  Rosalia  to  American  Mortgage  Co.  126th  st.  Nos  322  to 
.328,  s  s,  350  e  2d  av,  2  lots,  each  41.8x99.11.  2  morts,  each 
$34,0(K).     July  K.I,  3  years,  7,%^/,.     July  11,   1906.     6:1,802.     68,(KK) 

Michael,  Sophia  to  Mary  P  Searle.  1st  av.  No  2428,  e  s.  75.11  s 
125th  St.  2.5x7.5.  P  M.  July  9,  2  years,  6%.  July  10,  1906. 
6:1812.  .  2,500 

Mayer,  Samson  to  Robert  Connor.  76th  st.  No  47.  n  s,  107.6  e 
Madison  av.  12.C>xl02.2.  P  M.  Prior  mort  $17..500.  July  10, 
1!M)(i,    due    May    10.    1908,   6'/r.      5:1391.  2,.500 

Nicholas,  George  D  to  TITLE  GUARANTEE  &  TRUST  CO.  122d 
st.  No  211,  n  s,  1.50  w  7th  av.  14x100.8.  July  6,  due,  &c,  as  per 
bond.     July  7,   19(Mi.     7:1928.  8.000 

Mankes,  Barnet  to  Isaac  Male.  Av  C.  Nos  117  and  119,  w  s,  58.8 
s  8th  St.  38.8x83.  Prior  mort  .$67,.500.  June  26,  due  Dec  26, 
1908.  6;:.     July  6,  1906.     2:390.  4,.500 

Moises,  Max  to  Real  Estate  Mortgage  Co  of  New  Jersey.  Allen  st, 
No  60,  e  s,  115  s  Grand  st,  24.11x87.6.  July  5,  5  yrs,  5%.  July 
6.  1906.     1:308.  28,000 

Same  to  Sophia  Mayer.  Same  property.  Prior  mort  $28.0(X). 
July  5.  due  Apr  15,  1911,  6%.     July  6,  1906.     1:308.  7,(XM> 

Moises,  Max  to  Real  Estate  Mortgage  Co  of  N  J.  Allen  st,  No  62, 
e  s,  100  s  Grand  st,  14.11x87.6.  July  5,  5  yrs,  5%.  July  6,  1906. 
1:308.  14.0IX) 

Same  to  Sophia  Mayer.  Same  property.  Prior  mort  $14,0(X>. 
July  5.  due  Apr  15,  1911,  6;.     July  6,  1906.     1:308.  4,000 

Moersch,  Philip  and  Valentine  Wille  to  Nathan  Wise.  St  Nicholas 
av,  e  s,  75  n  180th  st,  25x100.  P  M.  July  2,  2  yrs,  5%.  July. 
6.   1900.     8:2153.  17,000 

Markewitz.  Louisa  T  with  Julius  Haase  and  ano.  Amsterdam  av, 
No  .307.     Extension  mort.     July  3.     July  6,  1906.     4:1146.        nom 

Morrison,  Isidore  D  to  McKinley  Realty  &  Construction  Co.  1.52d 
St.  Nos  448  to  4.54.  s  s,  325  e  Amsterdam  av,  2  lots,  each  ."Ox 
99.11.  2PM  morts.  each  .$12,000.  2  prior  morts  $.50,000 
each.     July  5,  3  yrs,  0';.     July  7,  1906.     7:20(56.  24,000 

Maddock,  Sidney  to  Henry  C  Deknatel  and  ano,  exrs  John  A  Dek- 
natel.  Howard  st,  Nos  22  to  26,  n  s,  25  e  Crosby  st,  runs  e 
75  X  u  115.10  X  w  99  to  Crosby  st,  Nos  5  and  7,  x  s  30  x  e  24.3 
s  87.1  to  beginning.  P  M.  Prior  mort  JfOO.OiX).  July  1,  2  yrs, 
5%.     July  7.  190(5.     1:2.33.  35,000 

Mayerson.  Max  to  Isaac  Rosenwasser  et  al.  100th  st.  No  1.56.  s  s. 
275  w  3d  av,  2.5x100.11.  P  M.  July  1,  1  yr,  6%.  July  7,  1906. 
6:1(527.  1,000 

Moersch,  Philip  and  Valentine  Wille  to  the  City  Mortgage  Co. 
St  Nicholas  av,  n  w  cor  179th  st,  .50x100.  Bldg  loan.  Prior 
mort   .$39,407.45.     July  2,  demand,  6%.     July  7,   1906.     8:2162. 

20  592.5.5 

Miller  Isaac  to  David  Fine.  116th  st.  No  10,  s  s,  235  w  Madison 
av.  25x100.11.     July  3,  3  yrs,  6  :.     July  5,  1906.     6:1621.       6,000 

Maguire,  Kate  to  Rose  Weinhandler.  104th  st.  No  144,  s  s,  460 
w  Columbus  av.  34.6x100.11.  p  M.  Prior  mort  .$35,000.  Julv  2, 
due  Jan  1,  1907,  6   ,.     July  5,   I'.MKi.     7:18.58.  10.000 

Mirolawsky.  Raphael  and  Saml  to  Louis  Gordon  et  al.  Roosevelt 
St.    Nos   90   and   92,    e   s,    120   n   w   Cherry   st.   40x62.6x40x61.5. 

P  M.     Prior  mort  .$ .     July  2.  due  June  1,  1911,  6%.     July  5. 

1906.      1:111.  3,000 

Northrup,  E  Antoinette  to  Wm  Colgate.  79th  st.  No  53.  n  s,  99.10 
e  Madison  av.  14.4x102.2.  P  M.  July  2,  5  yrs,  — %.  July  5 
1906.     5:1491.  30,000 

Xagel.  John  H  W  to  Wm  Fehlhaber.  28th  st,  No  221.  n  s  272 
w  7th  av,  24.10x9S.8x24.10.x98.8.  July  5.  2  yrs,  5%.  July  6. 
I'MW,.     .3:778.  1,000 

Neumann,  Morris  to  Max  Himoff.  77th  st.  No  233.  n  s.  3f)5  e 
3d  av,  25x102.     Due  July  7,   19tl7,   6:,-;.     July  7,   190(5.     .5:1432. 

1,000 

Nadler,  Fredk  H  to  Eleanor  K  Jay.  139th  st.  Nos  47  and  49.  n  s. 
3(Xl  e  Lenox  av,  50.\99.tl.  Julv  2,  5  years.  .5%.  July  5.  19015. 
(1:17.37.  42,000 

Needham.  Geo  G  and  Qhas  A  and  Percival  N  Hewlett  HEIRS, 
and  DEVISEES  Ellas'  P  Needham  to  SEAMEN'S  BANK 
FOR  SAVINGS  in  City  N  Y.  23d  st.  Nos  143  to  147.  n  s.  240  w 
.3d  av,   78x98.9.     July  5,   1  year,   4V,%.     July  11,   1906.     3:879. 

8,5(Xt  ■ 

Orbach.  Fannie  and  Louis  Loewenthal  to  Frida  Kadisch,  95th  st. 
No  221,  n  s,  275  w  2d  av. -2.5x100.8.  P  M.  Prior  mort  $14,500. 
July  5,  due  Jan  2,  1909,  6%.     July  6,  1906.     5:1541.  1,000 


Th*  text  of  these  pages  is  copyrighted.     All  rights  are  reservod.       Notice  is  hereby  given  that  infringement  will  lead  to  prosecutio* 
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East  New  York  (2eth  Ward)  Ptoperty> 
Specialty  Send  Particulars 


Orbach,  Max  to  Frida  Kadisch.  95th  st,  No  219,  n  s,  300  w  2d  av, 
2J)xl00.S.  P  M.  Prior  mort  $14,500.  JuJy  5,  due  Jan  2,  1909, 
6%.    July  6,  190C.    5:1541.  1,000 

O'Neill,  Josephine  M  to  TITLE  GUARANTEE  &  TRUST  CO.  Am- 
sterdam av.  No  194.3.  e  s,  25.11  n  15Gth  st,  24x100.  Due,  &c,  as 
per  bond.     July  (>,  190G.     8:2107.  "2,000 

O'Melia,  Martin  J  to  H  Koehler  &  Co.  Lexington  av.  No  1517. 
Saloon  lease.     June  25,  demand.  0%.     July  5,  1906.     6:1625.     1.000 

Orbach,  Sigmund  to  Geo  B  Goldsehmidt  and  ano,  trus  Samuel  B  H 
Judah.  1st  av.  Nos  1689  and  1691,  w  s,  70.8  s  88th  st.  40x100. 
P  M.     July  5.  5  yrs,  4%%.     July  7,  liXKi.     5:1.550.  35,(XtO 

Oppenheim-Collins  Co.  N  Y,  I  &  Isaac  D  Levy  and  ano  with  TITLE 
GUARANTEE  &  TRUST  CO.  34th  st,  Nos  33  and  35  West. 
Subordination  agreement.     June  25.     July  5,  1906.     3:831).        nom 

Orbach,  Sigmund  to  Geo  B  Goldsehmidt  and  ano.  trust  Saml  B 
H  Judah.  1st  av,  Nos  16,89  and  1691.  w  s.  70.S  s  ,S8th  st.  40x 
100.  P  M.  Prior  mort  ^35,000.  July  5,  2  yrs,  5/„.  July  7, 
1906.     5:1550.  5,000 

Osk,  Marcus  L  and  Isidore  Edelstein  to  Asa  W  Young,  Jr.  Park 
av,  No  1613.  e  s,  50.11  s  115th  st,  25x80.  P  M.  Prior  mort 
$10,(X10.     July  2,  2  yrs,  0%.     July  7,  1!X)6.     6:1042.  5.000 

Olveira.  Jane  C  to  TITLE  GUARANTEE  &  TRUST  CO.  Amsterdam 
av.  No  407.  e  s.  77.2  n  79th  st.  2.5.x85.  P  M.  July  10,  due.  &c. 
as  per  bond.     July  11,  1906.     4:1210.  22,000 

O'Sullivan,  Percy  B.  Chas  A  and  Vincent  J  to  FARMERS  LOAN  & 
TRUST  CO.  Madison  av.  No  274.  w  s.  74.1  s  40th  st,  24. 8x 
120.     July  10.   1906,  2  years.  —'/,.     o:,S69.  80,000 

Polsky.  Morris  to  Mary  A  Nicoll.  4.5th  st.  No  ,">2.S.  s  s.  .37.5  e  11th 
av,  2.5x100.5.     July  2,  3  years.  l//r.     July  10,   liXRi.     4:1073.  3,(K10 

Power,  Peter  to  Mary  Power.  99th  St.  No  260,  s  s,  100  e  West 
End  av,  25x100.11.    June  14,  2  years,  5%.     July  6,  1906.     7:1870. 

1.0;  m 

Powers  Court  Realty  Co  to  Commonwealth  Mortgage  Co.  121st 
St.  n  s.  1(10  e  Amsterdam  av.  2.5x100.10.  July  2,  1  vear,  W', . 
July  5,   19(M!.      7:l!Xi3.  26.0(X) 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders   to   above    mort.      July   2.      July   5.    190ti.      7:19(53.       

Same  and  ano  to  same.  Same  property.  Subordination  agree-' 
ment.     July  2.     July  5.   1906.     7:19(53.  nom 

Pitkin.  Lucius  to  William  W  Wilmot.  West  End  av,  No  .5159.  w  s. 
85  n  87th  st,  17.2xl(XI.6.  P  M.  July  6,  ]9t)6,  3  years,  4V>%. 
4:1186.  25,000 

Post,  Rosie  and  Jos  Halpern  to  Philip  Weber  and  ano.  52d  st. 
No  407.  n  s.  137.9  e  1st  av,  1 8.9x99. ,Sx—xl03. 2.  P  M.  July  3. 
5  years,  5%.     July  11,  19(Hi.     5:1364.  9..500 

Priore,  Francesco  and  Filomena  Consoli  to  Eliza  Palumbo.  18th 
st.  No  416,  s  s,  244  e  1st  av.  25x92.  P  M.  Prior  mort  .^lO.tKRX 
July  10.   installs.  K\'/,.     July  11.   1906.     3:949.  5,5(J0 

Pinchot,  Amos  R  E  to  Dorothea  T  S  Pope  and  ano  as  trustees 
John  W  Pope.  Park  av.  s  e  cor  84th  st.  25.6x82.  P  M.  July  .5. 
5  years,  57r.     July  (>.  1906.     5:1513.  .35.000 

Potter,  Chas  H  to  Kath  L  Meuser.  2d  av.  No  2073.  w  s,  50.11  s 
107th  St.  25x75.     July  9,   190<i.  5  years.  5'^.     0:16.56.  15.000 

Pioli,  Massimiliano.  Andrea  Fontana.  Antonio  Filina.  Antonio 
Magnani,  Antonio  Gabrielli  and  Bertolomeo  Brizio  to  Hannah 
Wallach.  1st  av.  No  11.56,  e  s.  5l).5  n  63d  st,  25x81.  P  M.  July 
1,  5  yrs,  6%.     July  6,  1906..  5:1458.  6,000 

Perniciaro.  Vincenzo  and  Salvatore  Dimino  to  Herman  W  Goldberg. 
75th  St.  Nos  237  and  239,  n  s,  125  w  2d  av,  2  lots,  each  26.8x 
101.7.  All  title  to  strip  0.7  in  rear.  2PM  morts,  each  .$(525. 
2  prior  morts  $14,625.  July  2,  installs,  6%.  July  6,  1906. 
5:1430.  1,2.50 

Pine.  John  B  to  Real  Estate  Mortgage  Co  of  N  J.  30th  st,  No 
102,  s  s,  60  e  4th  av,  20x79.     5  yrs,  5%.     July  6,  1906.     3:885. 

30  000 

Potomac  Realty  Co  with  METROPOLITAN  LIFE  INS  CO.  5th  av. 
No  2228.  w  s,  74.11  s  1.3(;th  st.  — x — .  Subordination  agree- 
ment.    July  2.     July  7,  19(.K5.     6:1733.  nom 

Polstein.  Joseph  and  Jos  Roeder  to  City  Mortgage  Co.  166th  st, 
s  s.  125.4  w  Edgecomb  av.  runs  s  113.8  x  w  25  x  n  w  50.6  x  n 
1(.X5.4  to  st  X  e  75  to  beginning.  Prior  mort  .$60,000.  July  2. 
demand,  6%.     July  (5,   190(5.     8:2111.  7,500 

Pechter,  Moses  and  State  Bank  with  TRUST  CO  OF  AMERICA. 
13th  st.  No  (541  East.  Subordination  agreement.  July  2.  July 
5,  1906.     2:396.  nom 

Pierce.  Howard  W  to  Townsend  Wandell  and  ano  trustees  Richd 
Arnold.  78th  st.  No  129.  n  s,  46  8  w  Lexington  av.  16  8x102.2. 
P  M.     June  19.  due  July  1.   1909,  41/2',;.     July  6,  19(X5.     5:1413. 

15.0(X) 

Same  to  James  D  Fessenden.  Same  property.  P  M.  Prior  mort 
$15,000      June  19,  3  years.  4H'/r.     Julv  (!.  190(5.     5:1413.        3  000 

Pechter.  Moses  to  TRUST  CO  OF  AMERICA.  13th  st.  No  641, 
n  s,  169.6  w  Av  C,  27x103.     3  yrs,  4%%.     July  5,  1906.     2:39t). 

20,700 

Pernetti,  Biagio  to  Alivina  P  Roelofts.  116th  st.  No  309,  n  s,  140 
e  2d  ay,  20x100.11.  Prior  mort  $10,000.  July  3,  2  yrs,  6%. 
July  5.  1906.     6:16.88.  2,500 

Same  to  Chas.  Filsinger.  Same  property.  P  M.  July  3,  5  yrs,  5%. 
July  5.  1!)0(5.     6:1688.  10.000 

Pitilli,  Luigi  to  Lion  Brewery  of  N  Y  City.  lOSth  st.  No  228,  s  g, 
225  w  2d  av,  25x100.11.  P  M.  Prior  Mort  $12,000.  July  6. 
1906.  demand,  6>'.     6:1(557.  5,0<X1 

Penner,  Ferdinand  to  Robert  Mozer.  90th  st,  No  ,302.  s  s,  100  e 
2d  av,  2.5x100.8.  P  M.  July  5,  5  yrs,  4Vi%.  July  7.  190(5. 
5:1552.  ■  4,000 

Pinto,  Anthony,  Gaetano,  Joseph  and  Donato  to  Anna  Hauck.  86th 
st.  No  .520,  s  s,  223  e  Av  A,  28x102.2.  P  M.  Julv  5,  5  vrs,  5°^ 
July  7.  1INX5.     5:1.582.  H.CKX) 

Same  to  James  E  March.  Same  property.  P  M.  Julv  6,  3  yrs.  (>°/. 
July  7.   19<Xi.     5:1.582.  2,500 

Pandolfo.  Antonio  and  Francesco  Mendolaro  to  Consumers'  Park 
Brewing  Co  of  Brooklyn.  Hamilton  st.  No  24.  s  s.  262.4  c 
Catharine  st.  25.4x103.8x25x102.  July  2.  demand,  6%.  July  9, 
1906.     1:253.  500 

Queripel,  Lillian  M  to  TITLE  GUARANTEE  &  TRUST  CO.  134th 
st,  Nos  119  and  121,  n  s,  240  e  Park  av,  StbclOO.ll.  Julv  5.  due, 
&c,  as  per  bond.     July  6,  19fXi.     6:1773.  19,(X»0 

Rasetter.  Theo  to  Henry  C  Dorn  and  ano.  50th  Bt,  No  504,  s  s. 
100  w  10th  av.  25xl(V)..i.  p  m.  Prior  mort  $12,5<Xl.  Julv  6^ 
1906,   5  yrs,   5^^      4:1078.  '2,500 

Rauh,  Henry  to  Emanuel  Heilner  and  ano.  116th  st.  No  20,  s  s. 
110  w  Madison  av,  25x100.  Prior  mort  .$25,0(X).  July  3,  due  May 
15,  1907.  6%.     July  5,  190«i.     6:1621.  6,400 

Same. to  American  Bible  Society.  Same  propertv.  July  3,  5  yrs. 
4%%.     July  5,  1906.     6:1621.  '  25,000 


Rauh,  Abraham  to  Emanuel  Heilner  and  ano.  116th  st.  No  18,  s  s, 
135  w  Madison  av,  25x100.  Prior  mort  $25,000.  July  3,  due 
May  15.  1907,  6%.    July  5,  1906.    6:1621.  6,400 

Same  to  Frederic  deP  Foster.  Same  property.  July  3,  5  yrs,  5%%. 
July  5,  1906.     6:1(521.  25,000 

Robinson.  Cornelia  S  to  City  Mortgage  Co.  Bank  st.  No  59,  n  s, 
77  w  4th  st,  runs  n  45.5  x  n  .59.3  x  w  24.9  x  s  K)6.4  to  Bank  st  x  e 
25  to  beginning.  Prior  mort  $22,589.31.  July  2.  demand.  6%. 
July  6.  l!XMi.     2:624.  .5,910.69 

Rubino,  Peter  J  and  .\ndrew  Leone  to  FULTON  TRUST  CO  of  N  Y. 
Sullivan  st.  No  i;{4,  w  s,  78  n  Prince  st,  22x7.5.  P  M.  Julv  6. 
3  yrs.  — ",.     July  7,  19(1(5.     2:518.  8.000 

Same  to  Annunziata  Farina.  Same  property.  Prior  mort  $8,000. 
July  5.  5  yrs,  5-\     July  7,  1906.     2:518.  2.000 

Reinemann.  Mathilde  with  .American  Mortgage  Co.  Av  A.  No  293. 
Subordination  agreement.     July  6.     July  7.  19(Xi.     3:9.5(>.  nom 

Rothstein,  Saml  and  Robert  and  Max  Leserman  to  Geo  Schworer 
et  al,  exrs  Louis  Schworer.  Av  A,  No  206,  e  s,  26  s  13th  st, 
25.9x96.     P  M.     Prior  mort  $15,000.     June  23,  8  yrs,  6%.     July 

5,  1906.     2:406.  '        20,000 
Romanoff,   Saml   and   Benj   Wengeroff  to   Rosa   Englander.     2d  av, 

Nos  2112  to  2116,  e  s.  17  s  109th  st,  51x66.     Prior  mort  $14,000. 
July  .5,  3  yrs,  6%.     July  5.  1906.     6:1680.  4:500 

Rockhill.  Clayton  to  Ida  G  Rosenfeld.  Pearl  si.  No  226.  oh  map 
Nos  224  and  226,  s  s.  abt  85  w  Burling  slip,  '22x103.3x23.(5x94.10 
e  s,     P  M.      July  6,   due  Dec  9,   IIMMJ.  _%.     July  7,   ItMX).      1:70. 

lOWO 

Reynolds.  Paul  R  to  LAWYERS  TITLE  INS  &  TRUST  CO.     12th  st. 
No   l(i5.  n  s,   178.11   e  7th  av,  21x103.3.     July  9,  3  years,  4V4%.  ' 
July   10.    liKMl.     2:608.  10,000 

Rich.    .•\lex   and   Fanny   to   Victor   Heimberger.      IKith   st.   No  319, 

.  n  s,  .S2  e  Manhattan  av.  38xl(M).n.  July  10.  19<X!.  4  years,  67f. 
7:1943.  4:000 

Ripley  Realty  Co  to  City  Investing  Co.  Amsterdam  av.  Nos  2(51  to 
267.  n  e  cor  72d  st.  No  l(i9,  102.2x118.  Building  loan.  Prior 
mort  .$840,000.  June  29,  due  Jan  14,  1907,  6%.  July  7,  1906. 
4:1144.  135:000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  29.     July  7.   1906.     4:1144.  

Ripley  Realty  Co  to  City  Investing  Co.  -Amsterdam  av,  Nos  269  to 
275,  s  e  cor  73d  st  Nos  170  and  17'2.  10'2.'2xll9.  Building  loan. 
Prior  mort  $765.(1(10.  June  29,  due  Jan  14,  liX)7,  6%.  July  7, 
1906.     4:1144.  85:000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  29.     July  7,  1906.     4:1144.  

Rapp.  Mary  E  to  Harold  E  Nagle.  129th  st.  No  5.  n  s.  110  e  .5th 
av,   25.x99.ll.      All   title   to  strip  2.6x99.11  on  east.     P  M.     July 

10,  2  years,  \^..</,.     July  11.  1906.      6:17.54.  4,(XX» 
Reillv,    Edward    to    EMIGRA.N'T    INDUSTRIAL    SAVINGS    BANK. 

18th  st.   No  414,  s  s,  170.7  w  9th  av,  20.5x92.     P  M.     July  11. 

1906.   1   year.  Ti^.     3:715.  6;000 

Reisman.   Lilly  and   Wm  Goodman   exrs  Maximilian   Reisman   with 

Jacob  Paskusz.      1st  av.  No  2037.  w  s.  25.11  n  105th  st.  25x100. 

Extension   mort.      Aug  1.   1904.      July   12,   190(>.     6:1(577.  ■nom 

Realty  Transfer  Co  with  Hudson  Mortgage  Co.     185th  st,  s  s.  200 

e    St    Nicholas    av.    ](Xlx79.11       Subordination    agreement.      July 

11.  July   12,    1!XR!.      8:2157.  nom 
Reynolds.  James  and  John  T  McMahon  to  Hulda  Stein.     145th  st. 

No  310.  s  s.  1.30.2  w  8th  av.  25.6x99.11.     P  M.     July  2,  4  yeors. 

6'c.     July  11.  11XH5.     7:2044.  ll'.OOO 

Reisler-Freudenheim  Realty  &  Construction   Co   to  Mary  R  Lewis. 

78th  St.  No  44(5.  s  s.  119  w  Av  A,  2.5x102.2.     July  6,  5  years,  5%. 

July   7.   19015.      5:1472.                                                                         2.5.0a> 
Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.     July  5.     July  7.   190().     5:1472.  

Rappaport.  Rosa  to  Louise  M  Lee  widow.     Allen  St.  No  173.  w  s, 

50   s   Stanton   st,   25x88.     July  3,   3   years,   57f.      July   10.   1906. 

2:416.  _  18.000 

Rubinsky.  Amelia  to  Emanuel   Kapelsohn.     Water  st.  No  4^53.  s  e 

cor  Market   st  or  slip.   Nos  92  to  98,  26x8((.     P  M.     Prior  mort 

.$28.0(M):     July  9.  5  years.  6%.     July   lO,   T.Hh;.      1:-J49.  7.000 

Roman  Realty  &  Construction  Co-to  Geo  Ricard.     115th  st.  Nos  434 

and  4.36.  s  s.  320  e   1st   av.  41.8xl(X).l(>.     July   10.   llXXi,   1  year, 

69;.     6:1708.  28  000 

Schroeder,   Joseph   to   TITLE   GUARANTEE   &   TRUST   CO.      11th 

St.  No  719.  n  s,  63  w  Dry  Dock  st,  21x85.6.    P  M.     Demand,  6%. 

July  6,  1906.     2:381.  7^000 

Shapiro,  Barnet  to  Jos  Louis.  Cannon  st,  No  128,  e  s,  1"25  s  Hous- 
ton St.  25x100.     P  M.     Prior  mort  $34,800.     July  1,  2  yrs,  6%. 

July  6,  Vm,.     2:330.  1,000 

Sulzberger,    Myron,    Adolph    M   Fischl    and    Saml    Fink    to    Hannah 

Stern.      llSth   st.   No   227,   n   s,  400  w  7th  av,   2:5x99.11.      P   M. 

Prior  mort  $14,000.     July  2,  2  yrs,  6%.     July  6,  1906.     7:2034. 

•    5,600 
Salvin.  Tillie  to   American  Mortgage  Co.     Cannon  st.   No  62,  e  s, 

1.50   s   Rivington   st,   25x100.      P   M.      July   6,    190(5,   3   yrs,   5%. 

2:328.  27,000 

Same  to  same.     Same  property.     P  M.     Prior  mort  $27.CKX).     July 

6,  1906.  1  yr.  6%.     2:.328.  3,000 
Sloane,  Annis  M  to  Wm  J  Fields.    42d  st,  No  3.55,  n  s,  138.6  e  9th 

av.  runs  n  50  x  n  26  x  w  18.3  x  n  24.5  x  e  40.6  x  s  100.5  x  w  22 

to   beginning.      P   M.      July  3.     Due,   &c,   as   per  bond.     July  5, 

100(1.    4:1033.  18,000 

Schulman.  Sam  and  Sarah  and  Benjamin  Gottlieb  to  Henry  Lerner 

ct  al.     Lewis  st.  No  111.  w  s.  180  n  Houston  st.  20x100.     P  M. 

Prior  mort   $14,400.     July  3.   1   yr,   6%.     July  5,   190(5.      2:330. 

4,900 
Smith.  Wolf  W  and  Philip  Loewenthal  to  Annie  E  Grasmuk.    88th 

St.  No  180,  s  s,  78  w  3d  av,  21xl(X>.     P  M.     Prior  mort  $12,000. 

June  28,  2  yrs,  6%.    July  6,  1906.    5:1516.  3,000 

Sobel.  Sam  to  Lester  H  Ely  and  ano,  exrs  Ezra  B  Ely.     59th  st, 

-Vo  3'28.  s  s,  275  w  1st  av,  25x100.4.     July  3,  3  yrs,  0%.    July  6. 

190(5.     5:1351.  26,000 

Schempf,   Pauline   to   Robert   Mozer.      90th   si.  No  327,   n  s,   375  c 

2d   av.   2.5xl(X).8.      P   M.     July  5;   3   yrs,   4H'--     July  7,   1906. 

5:1553.  ,  ■     14,0<X) 

Schenkinan,  Max,   Iselin.   N  J.   to  Jacob  Beriiardik.     D*Ianc6y  st. 

No  192%,  n  s,  41.10  W  Ridge  st,  25x51.10.     p  M.     June  1.5,  1  yr. 

6%.     July  7.  1906,     2:343,  i,200 

Schoenfeld,   Morris  and   Lena   E  to  Gussie  Storch  et   3I.     25th   st. 

No  215,   n   s,   185   e  3d   av,   2.5x98.9.     P  M.     July  2.   2  ^ts.   6.'. 

July  7,  1906.     3:90(:;.  1,593 

Schneider,   Adam   T   to  TITLE  GUARANTEE  &  TRUST  CO.      11th 

av.  No  766,  o  s,  80,5  s  54th  st.  20x72.    P  M,    July  6.  due,   &c,  as 

per  bond.    July  7.  190^.    4:108'2.  -4,500. 


The  text  ot  these  pages  is  copyrighted.     All  rights  are  reserved. 
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Sehall,  Jacob  to  Wm  Ehrlich.  83d  st,  No  608,  s  s,  148  e  East  End 
av,  2.1x83.8x25.3x80.3.  July  6,  installs,  6%.  July  7,  1906. 
5:1590.  750 

Steinberger,   Saml   to  Abraham  Levy  and  ano.     lODth  st,   No   164, 

s  s,  245  w  3d  av,  25x100.11.     P  M.     Prior  mort  .$ .     July  2, 

3  yrs,  6%.    July  5,  190G.    6:1630.  5,000 

Shaikowitz,  Isador  to  Chas  H  Reed  and  ano.  10th  st.  No  426,  s  s, 
."{(16  w  Av  D,  15.4x02.3.  P  M.  July  3,  3  yrs,  6%.  July  5,  1906. 
2:379.  5,.500 

Straueh,  Isidore  to  Joseph  Fine  and  ano.  12th  st,  Nos  623  and 
625,  n  s,  293  s  e  Av  B,  2  lots  each,  25x103.3.  2PM  morts,  each 
$5,000.  2  prior  morts  $28,000  each.  July  5,  5  yrs,  6%.  July  9, 
1906.     2:395.  10,000 

S'agalowitz,  Saml  to  Arthur  R  Parsons.  2d  av.  No  1977.  w  s,  75.11 
sl02d  St.  25x75.  P  M.  Prior  mort  $15,000.  July  3,  3  yrs,  6%. 
July  9,  1906.    6:1651.  5,700 

Schaeffler,  Peter  to  Theresa  Sehaeftler.  13th  st.  No  320,  s  s,  244.6 
e  2d  av,  26.4x103.3.  Prior  mort  .'i;i8,000.  July  2,  3  yrs,  5%. 
July  9,  1906.     2:454.  5,000 

Stucltey,  Geo  E  to  Louisa  Lingelbach.  106th  st,  No  40,  s  s,  86.10 
e  Manhattan  av,  16.4x100.11.  P  M.  Prior  mort  $9,000.  2  yrs, 
6%.     July  9,  ltMi6.     7:1841.  1..500 

Silver,  Abraham  to  Anna  Guhning.  74th  st.  No  321,  n  s,  275  e 
2d  av,  25x102.2.  P  M.  Prior  mort  $10,000.  5  yrs,  6%.  July  9. 
1906.     5:144U.  7,000 

Sturm,  Sigmund  to  Louis  Kovner.  Prince  st.  No  159,  n  s,  75  w 
West  Broadway,  25x95.  P  M.  July  2,  5  yrs,  65^.  July  9,  1906. 
2:516.  7,000 

Sollow,  Philip  to  Beno  Levy.  Division  st,  Nos  28  and  30,  n  s, 
about  128  w  Chrystie  st,  26.7x147.4x25x134.4,  e  s.  P  M.  Prior 
mort  $40,000.    July  5,  5  yrs,  6%.    July  6,  1906.     1:289.  18,500 

Shapiro,  Levy  &  Starr  to  Margt  D  Brinlcman.  Cherry  st.  318,  u  s, 
71.11  e  Clinton  st,  21x100x21x100.5.  P  M.  July  3,  due  June  5, 
1911,  5%.     July  6,  1906.     1:258.  15,000 

Sehlaehetzlcy,  Israel  and  Abraham  Blumberg  to  Saml  J  Ashley  and 
ano.  Sullivan  st,  No  148,  w  s,  about  255  n  Prince  st,  25x100. 
P  M.     July  5,  5  yrs,  — %.     July  7,  1906.     2:518.  23,000 

Schramm.    Mathilda,   wife   of  Henry,    to  Joseph   Ptluger.      77th   st. 

No  246,   s   s,   l.jO  w  2d   av,   25x100.      P  M.      Prior  mort   $ . 

July  2,  8  months.  6%.     July  6,  1906.     5:1431.  300 

Sehlaehetzlcy,  Israel  with  Abraham  Blumberg.  Sullivan  st.  No 
148,  w  s,  abt  220  s  Houston  st,  25x100.  Agreement  to  owner- 
ship of  property  and  proceeds  of  sale,  also  as  to  loan  of  .$1,.50<) 
made  by  party  1st  part  to  party  2d  part.  May  11,  1  year,  6%. 
July  9.  19(»6.     2:51S.  1.5(X) 

Solomon,  Hannah  to  Leo  S  Greenbaum.  East  Broadway,  No  101. 
s  s.  abt  188  w  Pike  st,  25x100x24.8x100.  P  M.  Prior  mort  $23.- 
000.     July  6,  1906,  a  years,  6%.     1:282.  6,0(X) 

Springer.  Osias  to  Ignatz  M  Rottenberg.  Pitt  st.  e  s.  1.53.1  s  De- 
lancey  st.  as  it  existed  on  Jan  12,  1893.  runs  n  .3,1  x  e  100  x  s  3.1 
X  w  KM)  to  beginning,  P  M.  July  3,  5  years,  6%.  July  5,  190<>. 
2:337.  3,000 

Smith,  Eliz  J  to  Sigmund  B  Hauser,  2d  av,  No  584,  e  s,  60  s 
.■!6th  St.  211x75.9.  P  M.  Prior  mort  $8,500.  July  9.  2  years,  6%. 
July  10.  1906.     3:935,  3,000 

Schomer,  Abraham  S  and  Jacob  Wolf  to  Edwin  Bergh  et  al.  Cherry 
st,  Nos  3S.J  to  389,  s  e  cor  Scammel  st.  Nos  54  and  .56,  71. ,3x1.56. 6 
to  Water  st  Nos  632  to  636,  ■x71. 3x151,  P  M,  July  5,  5  years, 
~^/(.     July  10,  190ti.     1:260.  17,000 

Segrave.  James  S  to  Park  Mortgage  Co.  S3d  st.  No  602,  s  s,  81  e 
East  End  av,  runs  e  17  x  s  76,4  x  w  16  x  n  50.5  x  u  w  —  x  n  25.6 
to  beginning,  P  M,  July  10,  IftOC.  3  years..5%.  5:1.590.  13,000 
Schaefer,  Louis  to  Joseph  Schwenk,  42d  st.  No  3.32.  s  s,  341.8  e  2d 
av.  16,8x98.9.  P  M,  Prior  mort  $2,000.  July  3,  3  years,  — %. 
July  5,   llXXi.     5:1.334.  .3,(X»0 

Spivack.  Joseph  to  Reuben  Mapelsden  exr  Ann  Mapelsden.  2d  st. 
Nos  302  and  3ft4.  n  s,  118  w  Av  D,  50x106.  P  M.  July  6,  2 
years,  :,</,.     July  11,  1906.     2:372.  36,(KXt 

Silverson,  Abraham  to  Pincus  Lowenfeld  and  ano.  Central  Park 
West,  Nos  391  and  392,  n  w  cor  99th  st,  Nos  1  to  5,  78,11x100. 
Building  loan.  June  20.  1  year,  0%.  July  6.  1906.  7:ia35.  65,0(X» 
Silsbee.  John  D  to  Jos  Schneider.  Terrace  View  av,  n  s.  389.10 
w  Kingsbridge  road,  runs  w  on  curve  to  left  20  x  n  70  x  e  on 
curve  —  X  s  70  to  beginning.  July  6.  5  yrs,  — %■  July  11,  190<5. 
13:3402.  2,700 

Shianowsky.  Isaac  to  John  Bannen.  127th  St.  No  362,  s  s.  225  e 
Columbus  av.  25x99.11.  P  M,  Prior  mort  $17,000,  July  10,  due 
July  10,   1908,  (K*,     July  11.   1906,     7:195.3.  ■3,.500 

Sadowsky,  Kalman  to  Dora  Goldstein,  St  Marks  pi,  No  114  (8th 
st).  s  s,  274.3  w  Av  A,  19,1x96x21,4x86.6.  July  10,  due  July  1. 
1908.  6%.     July  11,  1906,     2:435.  2,000 

Stuckey,  Geo  fi  to  Lorettus  S  Metcalf,  106th  st.  No  40.  s  s,  86.10 
e  Manhattan  av,  Ki.lxltlO.ll.  P  M.  July  9,- 5  years,  4%%.  July 
11,   1!M)6.     7:1.S;«>.  9,000 

Saunders.  Margaret  K  to  BOWERY  SAVINGS  BANK,  33d  st.  No 
159,  n  s.  175  w  3d  av,  20x98,9,  July  10,  5  years,  4%%.  July 
II.   1!K)6.     3:889.  4,.'-,00 

Shretski.  Wm  with  Chas  R  Pelgram  as  trustee  Hortense  Stikeman. 
ItHtth  St.  No  144  West,  Subordination  agreement,  July  10. 
July  11,   1906.     7:1863.  nom 

Steinmann,  Conrad  to  John  Steinmann.  113th  st.  No  172,  s  s 
100  w  3d  av,  runs  w  20  x  s  100,11  x  s  20  x  n  100.11(7),  probable 
error.  P  M.  Equal  lien  with  3  morts  of  .^1,500  each.  June  27. 
5  years,  5^'r.     July  5,  1906.     6:1(>40.  l,.5O0 

Same  to  same.  Same  property.  P  M.  Equal  lien  with  3  morts 
of  $1..500  each.     June  27,  5  years,  h%.     July  5.   19<M1     6:1640. 

1,500 
Same  to  Chas  Steinmann.     Same  property.     P  M.     Equal  lien  with 
3  morts  of  $1,5<X)  each.     June  27,  5  years,  5%,     July  5,  1006. 
6:1640  1.500 

Same,  to  Lizzie  Arfmann.  Same  property,  P  M.  Bdual  lien  with 
3-mortB  of  $1,500  each.  June  27.  5  years,  5%.  July  5,  1906, 
6:1640.    .         ,  1,500 

Spitzer,  Daniel  'and  Benjamin  to  John  M  MosSman.  2d  av.  No 
19(>8,  n  e  cor  lOlst  st.  No  301.  25.11x75.  July  5.  5  years.  5%. 
Jul;'.  6,    1906.      6:1673,  2.',n(X) 

Silverman.  Arthur  E  to  City  Mortgage  Co.  96th  st,  Nos  .5.3  to  .59. 
n- s,  100  e  Madison  av,  UKlxl(M>.ll.  Building  loan.  Prior  mort 
$10i),000.     July  2,  demand,  6'/r.     July  7,  1906.     6:1602.  29,000 

Silverman,  Julius  to  Jennie  Silverman.  3d  av.  No  1674.  w  s,  2.5.5 
s  94<Ji  at,  26sl00.  .July  6,  1906,  du?  May  17,  1907,  6%.  5:1522, 
.    '      -   ■     --        ■  3_QQQ 


Sweeny,  Geo  W  lo  Lizzie  Blake,  78th  st.  No  157,  n  s,  307  w  3d 
av,  l.Sx]02.2.     July  5,  3  years,  (i^c,     July  9,  1906.     5:1413.     2,000 

Singer.  Wm  and  Fredk  to  Joseph  Simerman.  7th  av,  Nos  2.564  and 
2.566,  w  s.  .59,11  n  14Sth  st,  40x100,  P  M.  July  1,  due  Jan 
2,    1910,   (!'/,.     July  9,   l!K)(i,      7:2034,  9.000 

Samuel,  Abraham  to  Herrmauu  Realty  Co.  144th  st.  No  238. 
s  s,  474.!)  o  ,Sth  av,  24.8x99.11;  144th  st.  No  2;!(;,  s  s,  49!J,5  e 
8th  av,  runs  s  !)!),11  x  e  0,li  x  n  99.11  x  w  0,6.  a  strip.  P  M. 
Prior  mort  $22,(X)0,     July  6,  2  years,  67f.     July  9.  1906.     7:202!). 

2,500 

Samuel,  Abraham  to  Herrmann  Realty  Co.  144th  st,  No  240,  s  s, 
4.50  e  ,Sth  av,  24.!)x9!)  11.  P  M.  Prior  mort  $22,000.  July  tl,  2 
years,  »/<■     July  !).   l!)t)6.     7:20J9,  2,500 

Silverman,  Clementine  .M  and  Milton  M  to  City  Mortgage  Co, 
Amsterdam  av.  s  w  cor  i;Uth  st,  1!)0  10  to  1.33d  st  xlOO.  Build- 
ing loan.  Prior  mort  $148,511.53.  July  2,  demand,  6%.  July 
0.  l!)Oli.     7:i;)8.8,  76,488.47 

Simon.  Betty  to  Max  Goldberg,  .5th  st.  No  620.  s  s.  2(i3.I0  e  Av 
B.  24.!lx9(ix24.1()x!)(;.  P  M.  Prior  mort  $17,000.  July  10,  due 
July  1.  19().S,  (i'/r,     July  11,  1!)0(;.     2:387.         _  _^     3,2.50 

Schlosser.  Jacques  B  to  Chas  Dorn  and  ano.  3d  av.  No  367,  e  s, 
44  s  27th  St.  24,.8x85,  P  M,  July  10,  5  years,  4Vi%.  July  11, 
1!H)6.     3:907.  20,000 

Shatz,  Herman  A  to  Spencer  L  Hillier.  28th  st.  No  445,  n  e  s, 
200. s  e  10th  av,  25x98.1).  Leasehold.  All  title.  June  26.  5 
years.  W^'/,.     July  1).  lOOll.     3:726.  11,000 

Solomon,  Max  to  City  Mortgage  Co,  26th  st.  Nos  11(1  and  112, 
s  s,  12!).n  w  6th  av,  41,6x98.9.  Building  loan,  $65,0(J3,72.  July 
2.  demand.  ^V/,.     July   10,   190(j.     3:801.  17,43(i,28 

Schwab,  Abraham  and  Leo  L  to  Chas  P  Buckley  and  ano  trustees 
Saml  I  Hunt.  Lexington  av,  s  w  cor  57th  st.  No  134,  25.5.\ 
22.6.     July  10,  3  years,  :^'/,.     July  ^\,  19()ii,     5:1311.  25,000 

Simon.  Mary  to  Maurice  Herrmann,  Av  A,  No  144.S,  s  e  cor  77th 
st.  No  .500,  2(!.6x!)8,  P  M.  Prior  mort  $23..500.  July  10,  3 
years,  (7/,.     July  11,   lOOli.     5:1488.  6,000 

Tuckerman,  Esther  H.  Bronxvilie,  N  Y,  to  METROPOLITAN 
TRUST  CO,     Madison  av.  No  071,  3  e  cor  76th  st,  26.8x60.     July 

10,  3  years,  iy.^'U.     July  11.  190(J.     5:1300.  .39,000 
Turney,  Cathleen  to  Jacob  Raichle,     Amsterdam  av,  No  1722,  w  s, 

24.11  n  145th  st,  2.5x100.     July  10,  5  years,  5%.     July  11,  1906. 

7,:  2077,  .30,0(X) 

Same  to  same.     Same   property.      Prior  mort  ^30,000.     July  10,  5 

years,  6'/,.     July  11,   l!JOi;.     7:2077.  4.000 

Turney,  Cathleen  to  Fred  Hirschhorn.     Amsterdam  av,  No  1720,  n 

w  cor  145th  st.  No  501,  24,11x100.     July  10,  5  years,  5%.     July 

11,  1906.     7:2077.  50,000 
Same  to  same.     Same  property.     Prior  mort  $50,000.     July  10,  5 

years,  6%.     July  11.  lOOC,  20,000 

Turney,  Cathleen  to  Jacob  Raichle,  Amsterdam  av.  Nos  1724  and 
172().  w  s,  49,11  n  145th  st.  2  lots,  each  25x10(X  2  morts,  each 
$30,000.     July  10,  5  years,  5%.     July  11,  1906.     7:2077.  60,000 

Same  to  same.  Same  property,  2  morts,  each  $3,000,  2  prior 
morts,  $;iO.0(M1  each.  July  10,  5  years,  (j%.  July  11,  1!J(1K. 
7:2077.  6.000 

Ullmann,  Meyer  H  to  Hobart  J  Park.  8th  av.  No  2105,  w  s,  .50.11 
s  114th  st,  2.5x95.  P  M,  July  10,  3  years,  .5%,  July  11,  1906, 
7:1.847.  27,000 

Same    to    Wilhelm    Lauter.      Same    property.      P    M.      Prior    mort 

$27,0(X).     July  10,  3  years.  — %.     July  11,  1906.     7:1847.        10,000 
Volks,  Adolph  to  Barbara  Schultz.     39th  st.  No  406.  s  s,  100  w  9th 

av,  25x98,9.     P  M.     July  3,  5  yrs.  6%.     July  7,  190(5.     3:736.    5,000 
Valenstein,  Moses  to  Geo  H  Corey  and  ano  trustees  unded  deed  of 
trust.     Essex  st.  No  152,  c  s.  75  s  Stanton  st,  25x1(.)0,     July  2,  5 
years,  Vi'/,.    July  (i,  1!)06.     2:354.  25,000 

Vigorito,  Jack  to  Lion  Brewery  of  N  Y,  120th  st.  No  239,  n  s 
160  w  2d  av,  2.5x100.11.  Prior  mort  $18,000.  Demand,  6%. 
July  11,  19116.     6:178.5.  2,000 

Van  Cleef,  Margt  with  BOWERY  SAVINGS  BANK.  .33d  st.  No 
1.59  E.  Subordination  agreement,  July  10.  July  11,  1906. 
.-» .  00.'.  nom 

Weinstock.  Saml,  Sam  Katz  and  Morris  Beer  to  Francis  P  Reair- 
den.  Monroe  .st.  No  274.  s  w  cor  Jackson  st.  No  35,  25x89.7, 
June  30.   2  years,  6'/c.      July   7.   1906.      1.261..  3,000 

Wexler,  Isidor  and  Herman  Posner  to  Joseph  Morowitz  et  al. 
Rivington  st.  No  307.  s  e  cor  Lewis  st,  No  68,  24.11x80x2.5x80. 
P  M.  Prior  mort  $37,000.  July  2,  5  years,  6%.  July  5,  liXXi. 
--328.  10,0(X) 

Wolper,  Jacob  and  Osias  Schutzman  to  MichI  Josephsohn.  12th 
st.  No  531,  n  s,  245  w  Av  B.  2.5x103.3,  P  M.  July  6,  2  years 
yy/c.     July  9,   190(i.     2:406.  '  1,800 

Weinstein,  Jacob  with  Minerva  Burwell.  1st  av.  Nos  355  to  3.59, 
s  w  cor  21st  st,  Nos  348  and  3.50,  78xl(X».  Subordination 
agreement.     July  (i.     July  7,   190li,     3:!12(j.  nom 

Wilcox,  Emily  H  wife  of  and  Sidney  F  to  James  McHenry.  52d 
St.  No  41,  n  s,  337  e  6th  av,  17x100.4.  July  5,  1!)00,  3  years. 
4%.     5:12(;k.  25,000 

Wagner,  Edward  lo"Barney  Cohen.  loOth  st.  No  143,  n  s,  325  e 
.\msterdam  av,  20.4x101x26. 3x1(M).11.  p  M.  Prior  mort.  $17 - 
.50<.).     June  29,  4  years,  iV/,.     July  5,   1906.     7:185.5.  6,500 

Weil.  Rose  to  Ludwig  D  Schuster.  114th  st.  No  261,  n  s.  4.50  w 
7th  av,  2.5x100.11.     July  5,  3  years,  iVi'/,-     July  6,  1!X)6.     7:1830. 

20,000 
Wolkenberg,   Joseph    lo   Joseph   Spivack   and  ano,      2d   st,   Nos  302 
and  304.  n  s,    IIS  w  Av  D,  .oOxlOU.      P  M.     July  6,  6  months.  (>% 
July   11,   1!K)6.     2:372.  .  5,.500 

Walder,  Aaron  to  Henry  Erdman.  45th  st.  No  432.  s  s  425  w 
9th  av,  25xl(X).  P  M.  Prior  mort  .$21,0(10.  July  10.  July  11 
IfXHi,  3  years.  67^.     4:10.54.  2.000 

Wolkenberg.  Jos  to  David  Gordon.  6ih  st,  Nos  705  and  707,  n  s, 
8,3  e  .Av  C,  67.  IxilO.lO,  Building  loan.  July  5,  due  June  1,  1.907, 
69r,     July  11.  190(;.     2:376.  22,000 

Welsman,  Louis  and  Saml  Glaser  to  Isaac  Sprung.  6th  st,  Nos 
625  and  627,  n  6,  368.6  e  Av  B,  2  lots,  each  24. 9x90.10.  2PM 
morts,  each  $2,.5<X).  2  prior  morts,  $23.0(XJ  each.  July  10,  3 
years,  m^.     July  11,  IMC.     2:380.  5.000 

Weinstein,  Louis  to  Katie  Davis.  8th  av.  Nos  28(XJ  to  2806,  s  e 
cor  149th  st,  74.11x100  p  M.  July  7,  demand,  6^r,  July  9 
i;XMi.     7:20.34.  3,(X)0 

Wolf,  Louis  lo  Eliz  R  Maas.  84th  st.  No  4.39,  u  s,  194  w  Av  A 
25.1x102.2.  P  M.  Prior  mort  $15,000.  July  9,  1906,  3  years,' 
•5'-;.     5:1.564.  8,000 

Woisler,    Max   to    Louis   Isaac   and    ano.'     107th    st.    No   311     n   s 
.383  .w,2d  ay,  23x100.11.    P-  M.. .  Prior  mort  $8,50")     My  3.  due     • 
Sept  1,  1909,  6%.     July  5,  1906.     6:1657  6,500 


Tfce  text  of  these  pages  U  coprrlgUted.     AH  riehta  are  reasrVea.         Kotice  is  hereby  given  that  iafr!ns9n!S"t 
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Adaptable  for 

Offices  and  Residences 

Systems  of  Less  Than  Five  Stations 


Interior  Telephones 

No  Installation  Charge       ITlfflf      PdI14o      O      liJnn4ll 
No  Maintenance  Charge     llllj       bClllO      CI      mUlllll 

THE  AnENTION  OF  ARCHITECTS  AND  BUILDERS  IS  PARTICULARLY  CALLED  TO  THE  ADVANTAGES  OF  OUR  SYSTEMS. 
RATES  FOR  SYSTEMS  OF  OVER  FIVE  STATIONS  AND  ALL  OTHER  INFORMATION  MAY  BE  OBTAINED  UPON  APPLICATION. 

NEW     YORK     TELEPHONE     COMPANY 


I  16  WEST  38th  STREET 


16  DEY  STREET 


220  WEST  124th  STREET 


Weinberg.  Jaiob   to   Lena   Langfelder.     4th  st,   No  844,  s  s.   184.4 

w   Av   D,   iS.l.xltllxliS.lx'.M).      Prior  mort   $20,.">00.      July   "1.   given 

as  collateral  security  for  payment  of  notes,  — %.     July  11,   190l>. 

2: 87:5.  1,8(X) 

Wachsman,  Max  to  Saml  Gross  et  al.     24th  st.  No  23").  n  s,  170.9 

w  2d  av.  2!l.4x;i,S.!(.     P  M.     Prior  mort  $40,000.     July  10,  V.HMi.  3 

years.   11',;.     3:!1U.">.  4..500 

Walder.  Aaron  to  Wm  D  Du  Bois.     4oth  st,   No  432,  s   s.  42.")  w 

!»th  av.  2.")xl00.4.     P  M.     July  10,  3  years,  (i'/c     July   11.   I'.WHi. 

4:10.")4.  .">,tJ<KI 

Weeks,   Annie  D   to   BANK   FOR   SAVINGS   in   City   N   Y.      l.'.d  st. 

No  251.  n  s.  abt  :{(>.■>  e  West  End  av,  20x102.2.     July  'J,  I'.HMi.  3 

years.  .")  and  41  jV;.     4:llii.').  17.(KX» 

Waldenberg.   Jack   L   to    Ringland   F   Kilpatrick.      Broadway,   e   s. 

bet    Road    and   Depot   and   ISlst   st.    and   being   lots  .">.   (!   and   7 

map  14  lots  to  be  sold  at  auction  by  trustees  for  heirs  Gottlieb 

Rosenblatt.    7.")..")xll0.2x7.")xlO!l.lO.   n   s.      July    10.   due   April   10. 

1!H)8.  —'V.     July   n,    lilOC.     y:2177.  -  (i.OOO 

Wenk.  Saml  to  Abraham  Zedek  et  al.     88th  st.  No  528.  s  s,  221  w 

East   End  av.   25xl(K).S.      P   M.      Prior  mort   .$10,000.     June  29. 

3  yrs,  6%.     July  (!,  ll.KXi.     5:1.584.  '  0.500 

Wolinsky,   Morris  A  with  Minerva  Burwell,     4th  st,  Nos  155  and 

157,  n  s.  3(X1  w  Av  A.  .50x9fi.2.    .Agreement  modifying  mortgage. 

June  14.     July  7.  19(>i.     2:432.  nom 

Wronker.    Solomon   with   Max   Goldberg   and   ano.      Suffolk   st,    No. 

104.     Subordination  agreement.     June  29.  July  6,   1900.     2:348. 

nom 
Wasserman    Harry  and   Lena  Welkowitz  to  Ratschel  Joseph.     9th 

st.  No  72(i.  s  s.  3;W.ll  e  Av  C,  24.11x93.11,     July  3,  5  yrs,  5y-.%. 

July  5,  VMM;.     2:378.  2S,000 

Weitzer,   Abel   and   Hyman   to   City   Mortgage   Co.      179th   st,   s   s, 

1.50   w    Amsterdam    av.    ,50xl0fl.      Prior   mort   $26,.500.      July   2, 

demand,  t;.:.     July  ti,  19(Mi.     8:21.52.  1«,000 

Weisbecker,   John   to   Jacob   Weinberger.      121st   st.   No   217,   n   s, 

225  w  7th  av,  25x100.11.     Prior  mort  $22,000.     July  6,  1  yr,  6'^. 

July  7.  19(M;.     7:1927.  2,.500 

Wolff.  Harrv  L  to  John  Block.     115th  St.  No  14,  s  s,  220  w  5th  av, 

25xllKI.     P  M.     Prior  mort  .f24.(H10.     July  l>.  due  Jan  1,  1907,  6%. 

July  7.  lOOl).     (1:1,598.  2,000 

Wachsman,  Max  to   Patrick  H  Quirk.     Kith  st.  No  415,  n  s,  175.3 

■w  9th  av,  2.5.X92.     P  M.     Prior  mort  $12,C)00.     July  3.  due  Jan  1. 

1911,  6%.    July  5.  190ti.    3:714,  5,000 

Wakefield.  Arthur  C  to  Martha  A  Garrison.     Kilst  st,  No  522.  s  s, 

.325   w   Amsterdam  av.   2.5x88.11   to   Knapps   lane  x  25.3  x   91.6. 

July  3.  3  yrs.  — =;.     8:2119.  7.000 

Walsh.  James  P  to  Chas  F  Bauerdorf.     47th  st.  No  ()29.  n  s,  425 

w   11th  av,  25x100.5.     P  M.      Prior  mort   .$3, .500,     July  2,   1  vr. 

0%,.     July  .".,  19(Xi.     4:1095.  2",500 

Yonowsky,    Morris    to   Jos   Bird   trustee   Jacob   Appley   for   benefit 

Jacob  Alex  Appley.      Henry  st.  No  .31.3.  n  s,  311.7  e  Scammel  st, 

23.»;x70x23.0x7ll.8.     July  (!.  3  years,  5%.     July  7,  190<i.      1:288. 

12.1X10 
Zuccaro.  Christoforo  to  Grazia  Tripari.     11th  st,  No  326,  s  s,  2.50 

w  1st  av,  2.">x94.10.     P  M.  Prior  mort  .$25,200.     June  2,  5  yrs,  6%. 

July  5.  1906.     2:4.52.  12,800 

Zammatti,  Elise  to  Zelie  Dubois.     Bleecker  st.  No  181,  u  s,  about 

S<t  e  McDougall  st,  24.2x75.     P  M.     July  5,  3  yrs,  41/.°/,     July  6, 

1900,     2:. 540.  "  6.000 

BOROUGH    OF    THE   BRONX. 

Under  this  head  the  •  denotes  that  the  property  Is  located  in  tht 
new   Annexed   District    (Act   of   1895). 

*.\rmstrong,  Esther  and  .Abraham  I  Kaubrowitz  to  Edgewater 
Realty  Co.  Barkley  av,  s  w  cor  Valentine  st,  25x100:  Edgewater 
terrace,  w  s.  25  n  Barkley  av.  .5Ox9l).4x.")0.x95.6;  Town  Dock 
road,  s  e  cor  Valentine  st.  2.5xl(K):  Town  Dock  road,  s  w  cor 
Valentine  st.  25x100.  P  M.  Julv  .'!.  3  years.  5>*.'i.  July  9. 
190(i.  "  2.3,83.50 

*Ashfield.  Mary  M  to  Fredk  E  Clark.  Lincoln  st,  n  w  cor  West 
Farms  road.  .50x100.     July  (l.  2  yrs,  6%.     July  7.  190*5.  2,250 

Ajax  Construction  Co  to  Catharine  E  Meyforth.  Timpson  pi.  e  s. 
183.4  n  144th  st.  runs  e  10O.6  x  n  e  3.1  x  n  w  49.11  x  w  55  to  pi 
X  s  17.8  to  beginning.  July  6.  3  yrs,  — %.  July  7,  1906. 
10:2<i00.  5.000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     July  6.     July  7.  19("Hi.     10:2t)00.  

Same  to  Marie  Koster.  Timpson  pi.  e  s.  201  n  144th  st.  — x — : 
Timpson  pi,  e  s.  446.11  n  144th  st,  — x — .     Certificate  as  to  con- 


morts   for  .$11,000.     July 


July  7. 

w  s.  25x 
June  29. 
1,400 


sent   of  stockholders   to 

llKXi.      10:2600, 
Arena.  Giuseppe  to  Louis  Lese.     Washington  av.  No  961 

100.   except   part   for   av.      P  M.      Prior   mort   .<4,.5<V1. 

installs.  — %.     July  7,   19(Mx     9:2.385. 
'Adobody,   Albert  J   to   Thomas   Scott.      Plot   begins   690  e   White 

Plains  rd  at  point  along  same  SOO  n  Morris  Park  av,  runs  n  25  x 

w  100,  X  s  25  X  e  100,  right  of  way  over  .itrip  to  Morris  Park  av. 

P  M,  ■   Prior   mort  $3,000.     July  2,   5  vrs,   0%%.     July  5,   1!>06. 

1.300 
Ajax  Construction  Co  to  Marie  Koster.     Timpson  pi,  s  e  s,  446.11 

s  w  144th  st,  runs  s  e  98,4  x  s  w  8  x  n  w  44.2  x  n  w  58.4  to  pi  x 

n    e    20,8    to    beginning.      July    2,    3    yrs,    —%.      July    5,    1906. 

10:2600.  -  5.500 


130  X  s  .50 
July  10,  190r,. 
Bulman.    Henry 
1.55th  st,  s  s. 


Same  to  same.  Timpson  pi,  e  s,  201  n  144th  st,  runs  e  55  x  s  e 
49.11  X  n  6.4  X  n  w  44.2  x  n  w  58.4  x  s  w  22.4  x  s  18,4  to  begin- 
ning.    July  2,  3  yrs,  — %.     July  5,  1901).     10:2600,  5,.W0 

''Armstrong,  John  to  Henry  Fuellert.  Merrill  st,  s  s.  125  e  St 
Lawrence  av,  25x101).     P  M.     July  7.  installs,  6%.     July  9,  1JHJ6. 

7.50 

Arnold,  Rosha  wife  of  and  Aaron  to  Iia  L  Rosenson.  Topping 
av,  c  s,  195  s  175th  st,  l(K)x95.  Prior  mort  $44,.">tM».  July  7, 
due  Jan  7.    1907.  (i'v.      July   11,    li.KMi.      11:2799.  2,00<l 

.\rnsteiu.  Robert  to  Herman  Cohen  and  ano.  13Sth  st.  No  8.84, 
s  s.  7.50  w  Home  av,  runs  w  1.50  x  s  TOO  x  e  75  x  s  100  to  n  s 
137th  st  X  e  25  x  n  1(K»  x  e  .50  x  n  KXI  to  beginning.  July  9, 
demand.  6',,      July  11.    19(Mi.      11):2.5.")0.  8,000 

Archer,  Wm  T  and  John  J  to  Elbert  H  Dickinson.  Knox  pi,  c  I, 
.597.2  n  Mosholu  Parkway  North,  runs  n  2.5  x  w  130  x  s  2.5  x  e 
130  to  beginning.  P  M.  July  5,  1  year,  ')%.  July  10,  1906. 
12:3324.  910 

Brasier.  Sidney  C  to  Wra  P  Williams  trustee  for  Mary  L  Hillhouse 
and  remaindermen.  210th  st,  c  I,  80  e  c  I  Kossuth  pi.  runs  s 
1,30  X  e  25  X  s  130  to  c  1  210th  st,  x  w  25  to  beginning.  P  M.'  July 
5.  2  years.  5<:j.     July  10.  1906.     12:3327.  6.50 

Badolati.  Emilia  to  Madeleine  G  France  and  ano  exrs.  &c.  Joseph 
R  France,  20,5th  st.  n  s.  between  Concourse  and  Mosholu  Park- 
way South,  and  being  lot  525  map  Geo  F  and  Hy  B  Opdyke.  24th 
Ward.  28x117.11x25x105,8,  July  7.  3  years.  .5'/i,  July  9,  lOl.H!. 
12:3312.  6,.500 

Boekell,  Alina  to  Charles  Lindner.  Perry  av,  w  s,  between  207th 
st  and  Gun  Hill  road,  and  being  lot  3<)3  map  Norwood,  2.5x100. 
P  M.  Prior  mort  $4,(KX(.  July  5,  3  years,  —'/,.  July  6,  l?t0<i. 
12:3.343.  2.000 

Barry,    Patrick    to    Wm    P    Williams    trustee    Mary    L    Hillhouse. 
Knox   pi,   c   1.   472.2  n   Mosholu   Parkway  North,   runs   n   50  x   w 
•    130   to   beginning,      P  M,      July  .5,  2  years,    't'/r. 
12:3324.  1.820 

T    to    Geo    B    Mead,    Jr,    trustee   Anna   W   Ferris. 
:.50  w  Courtlandt  av,  .")0xl(K1,  except  part  for  st. 
July  10,  5  years,  .5%.     July  11,  1906.     9:2414.  33,000 

*Baychester  Realty  Co  to  Crawford  Real  Estate  &  Building  Co. 
Boston  road,  n  w  s,  120.3  n  e  Schieffelins  lane,  runs  to  c  I 
Randall  st,  contains  2  tMiO-l.tMK)  acres.  P  M.  July  1.  3  years, 
5V4%-     July  11,  190(i.  10,000 

"Same  to  same,  Boston  road,  s  e  s.  192,4  e  of  a  stone  wall  which 
forms-  boundary  line  of  lands  now  or  formerly  of  Crawford 
Real  Estate  &  Building  Co,  contains  4  211-1,000  acres,  P  M, 
July  9,  3  years,  51/,'/,     July  11,   1906.  15,7.50 

•Same  to  same.  Bo  ^  on  road,  s  e  s,  at  boundary  line  dividing 
land  hereby  conveyed  from  lands  now  or  late  of  J  L  Palmer, 
contains  1  .5.33-1,000  acres,  P  M,  July  9,  3  years,  o'-'i.  July 
11,  19(H!.  ■  5,825 

*Same  with  same.  Same  property  as  mentioned  in  3  mortgages 
above,  .'igreement  as  to  release  of  any  part  of  above  property 
prior  to  maturity  of  morts.     July  9,     July   11.   1906.  nom 

Betheuser,  John,  Miltenberg-on-Main.  Bavaria,  Germany,  and  Mary 
Kessel  with  EMIGRANT  INDUSTRIAL  SAVINGS  BANK.  134th 
st.  No  ()31  East,  Subordination  agreement.  May  29,  July  11, 
190(i,     9:2297.  "     nom 

Berger,  Benj  to  City  Mortgage  Co.  Jennings  st,  n  s,  106.3  w  Wil- 
kins  av.  75x100.1x70,1x100,  Building  loans  $33,.527,79,  July  2, 
demand,  (i^i .     July  9,   IWli.      11:2965,  8,472,21 

*Baskind,  Jacob  to  Everybody's  Land  Co.  Boyd  av,  e  s,  150  n  Jef- 
ferson av,  50x100,  Edenwald.  P  M.  Julv  3.  2  yrs.  5%,  July  5. 
lOOti.  428..56 

Belmont  Realty  &  Construction  Co  to  Sarah  J  McMurtry.  Hughes 
av,  e  s.  2.54.7  n  181st  st.  runs  s  36  x  e  90.10  x  n  18  x  e  4.4  x  n 
17.11  X  w  95  to  beginning.  May  10,  3  yrs,  5V-.'\  July  5,  1906. 
11:3082.  ^  5,000 

Same  to  Marianne  Rosenzweig.  Same  property,  July  3,  demand, 
— %.    July  5,  1906.     11:3082.  1,250 

Braun,  Fredk  to  Philip  Hoffman.  1.5,3d  st,  n  s,  100  w  Morris  av, 
,50x100.     July  3,  3  yrs,  5%.     July  5,  1906,     9:2442.  5,000 

Benson.  Cecilia  to  Max  Hirshkind,  3d  av.  e  s,  214  s  170th  st. 
.50x209.6x.50x209.8;  3d  av,  e  s,  between  169th  and  170th  sts  and 
75  n  e  from  s  w  cor  Lot  8<!,  runs  s  e  20!*.5  x  n  e  25  x  n  w  209.5 
to  av  X  s  w  25  to  beginning,  being  part  of  lot  86,  map  Morrisania. 
P  M.     July  2,  2  yrs,  .5V,.     July  5,  19(Xi.     11:2925.  11,000 

Bjorkegren,  Chas  to  Ira  O  Miller.  Arthur  av,  n  e  cor  Oak  Tree  pi, 
2.5x!Xl.     July  3,  3  yrs,  5;.     July  5,  liXXi.     11:3070.  22,000 

Belmont  Realty  &  Construction  Co  to  Marianne  Rosenzweig. 
Hughes  av,  e  s,  254.7  n  181st  st,  runs  s  36  x  e  90.lt)  x  n  18  x  e 
4.2  X  n  17.11  x  w  95  to  beginning.  Certificate  as  to  consent  of 
stockholders  to  mort  for  $1,2.50.  May  23.  July  7,  1906. 
11:3082.  

Buckenberger,  Anthony  to  John  Haut  and  ano.  18<ltb  st.  No  871, 
n  s,  45.6  w  Arthur  av.  25.3x99.3x25x102.11.  P  M,  July  2  in- 
stalls. 6,0.     July  6.  19<>1.     Il:3(>i2.  '        2M>0 

Biondii  Enrlchetta  and  Maria  to  Mathias  Haffen,  149th  st,  s  s, 
170.3  e-MorriB  av, -.5<5x86.6.  -Prior  mort  $10,000;  July  3,  1  vt, 
5%%.     July  6,  1906.     9:2.330.  5.000 

*Bacon,  Frank  L,  Far  Rockaway.  L  1.  to  Catharine  C  Hill.  222d 
St.  s  s,  138.4  c  2d  av,  33.4x114.  July  2,  1  year,  69c.  July  6, 
1906.  4,000 


The  text  of  these  pages  is  copyrigljtea.     .'.11  rights  are  reserved.      Notice  is:  hereby  given  that  Infringement  will  lead  to  prosecuijon. 
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JOHN  C.  ORR  CO., 

LUMBER  OF  ALL  KINDS  FOR  BUILDERS 


India,  Java  and  Huron  Sts.  and  Cast  River 
City    ot    New   York,    Bnrougb    oi    Broohlvr 


SASH,  DOORS.  BLINDS 
AND      HOUSE,     TRIM 


Barnes,  Elbert  N  to  Bridget  Callisch.  Fulton  av,  No  123G,  e  s.  100 
n  lliSth  St,  14.9xlU0x— xlOO,  except  part  tor  av.  P  M.  Prior 
mort  $2,500.  June  25,  due  Julv  6.  1900,  —"i.  July  0,  10(10. 
10:2612.  1,400 

*Bonifalto,  Angelina  to  Josephine  B  Rezzano.  Hancock  st.  w  s,  223 
s  Columbus  av,  2.jxl0l>.     June  7.  2  years.  ti'>.     July  0.  1900.         150 

*Burke,  Nora  wife  of  John  S  to  N  Y  Catholic  Protectory  of  City  ot 
N  Y.  Benedict  av,  n  s,  301.11  e  Storrow  st,  .50x100.  P  M.  June 
28,  due  July  l.'i,  1009,  — %■     July  10.  1900.  1,365 

Burton.  Pomeroy  to  Charles  Dickinson.  Jerome  av,  e  s,  273.4  s  Gun 
Hill  road,  2.">xlOI).  P  M.  July  3,  2  years,  5%.  July  10,  100(i. 
12:3327.  1,820 

Butterworth,  Joseph  E  to  Ida  C  Butterworth.  Tiebout  av,  No  2101. 
Extension   raort.     July  7.     July   10.   1906.     11:3144.  nom 

Beerli,  Robert  to  Fredk  Nelli.  Grand  Boulevard  and  Concourse, 
s  w  cor  2(r>th  St.  01.5x(;8.S.x92.0x70.3.  July  9,  2  years,  5—%. 
July  10,   191)0.     12:.33n.  2,000 

*Boscarelli,  Vincent  and  Vincenzo  Milone  to  Jos  C  Luke.      Plot  be- 

.  gins  840  e  White  Plains  road  at  point  along  same  1,075  u  Mor- 
ris Park  av,  runs  e  1(10  x  n  25  x  w  100  x  s  25  to  beginning, 
right  of  way  to  Morris  Park  av,  P  M.  Prior  mort  ifS.OOO.  July 
3,   installs,  O'/J.     July  10.  lOOO.  1,425 

*Baulz,  Fritz  to  Annie  Troman.  nigney  av,  e  s,  315.11  s  Kings- 
bridge  road.  5(lxl(M>.  Edenwald  Prior  mort  $3,0UO.  July  2,  2 
years,   O'J.      July  10,   ]90(i.  400 

*Baresal.  Bertha  to  Edgewater  Realty  Co.  Wilcox  st,  w  s,  100  n 
Barkley  av,  .50xlO(».     p  M.     July  3,  3  years,  5—%.     July  9,  190(i. 

GOO 

*Briggs,  Mary  L  to  Edgewater  Realty  Co.  Edgewater  terrace, 
w  s.  50.3  s  Barkley  av,  50.0x102.6x50x110.  P  M.  July  3,  3  yrs, 
5%.     July  9,  l!JO(i.  1,380 

*Becher,  Wilhelmina  K  to  Edgewater  Realty  Co.  Wilcox  st,  e  s. 
100  s  Barkley  av,  .50x100.  P  M.  July  3,  3  years,  5^%.  July 
9,  1006.  750 

Baker.  Wm  J  to  Wm  P  Williams  trustee  for  Mary  L  Hillhouse  and 
remaindermen.  Steuben  av,  c  1,  1.30  n  210th  st,  runs  w  130  x  n 
25  X  e  130  X  s  25.  P  M.  July  5,  2  years,  59c.  July  10,  1906. 
12:3327.  6(i6.25 

Same  to  same.  21(llh  st.  c  1  55  e  Kossuth  pi.  runs  n  130  x  e  25 
X  s  130  to  c  1  21(tth  st  X  w  25.  P  M.  July  5,  2  years,  5%. 
July  10,  1000.     12:3327.  682.50 

Same  to  same.  DeKalb  av.  c  1  200  n  of  an  80  ft  st,  runs  n  50  x  w 
130  X  s  50  X  e  1.30.     July  5,  2  years,  a'/c.     July  10,  1906.  12:3327. 

1,722..50 

♦Baychester  Realty  Co  to  Bertram  L  Marks.  Lots  8  to  29  map 
113  lots  ot  Baychester  Realty  Co.  P  M.  July  9.  2  years,  6%. 
July   11.   1900.  2,200 

*Same  to  same.  Lots  40  to  55  and  8  to  95  same  map.  P  M.  July 
0,   2  years,   («.     July   11.   1!X)6.  2.400 

*Same  to  same.  Lots  'Mi  to  105  same  map.  P  M.  July  9,  2  yrs, 
()%.     July  11,  1006.  1,000 

*Brennan,  John  J  to  N  Y  Catholic  Protectory  ot  City  N  Y.  West- 
chester av,  n  w  cor  Pugsley  av.  50x](X^x4(>.6xlOO.  P  M.  June 
28,  due  July  15,   1900,  —%■     July  11.   10(10.  3,675 

Boehnert,  Henry  with  Henry  Keim.  130th  st.  No  008,  s  s.  150.0 
e  Alexander  av,  25x100.  Extension  mort.  July  2.  July  12, 
1906.     9:2301.  nom 

Commonwealth  Real  Estate  Co  to  Wm  P  Williams  trustee  for 
Mary  L  Hillhouse  and  remaindermen.  Jerome  av,  e  s,  32.3.4  s 
Gun  Hill  road.  50x100.  P  M.  July  5.  2  years,  57f.  July  10, 
19(16.     12:3327.  3.040 

Same  to  same  Steuben  av.  c  I.  355  n  c  1  210th  st.  runs  w  130  x 
n  1-50  X  e  1.30  to  c  1  Steuben  av.  x  s  1.50  to  beginning.  P  M. 
July  5.   2  years,   5%.     July  10.   1000.      12:3327.  3,607.50 

*Ceburre,  James  to  Fredk  T  Hoffman.  223d  st,  n  s,  230  e  4th  av, 
50x114.4    Wakefield.     P  M.     July  7.  3  years,  — %.     July  9.  1906. 

1,000 

Cobban,  Geo  W  and  James  A  to  Wm  P  Williams  trustee  for  Mary 
L  Hillhouse  and  remaindermen.  Street  80  ft  wide,  c  1.  140  e 
Jerome  av.  runs  s  w  121.5  x  s  e  .54.8  x  n  130  to  c  1  208th  st.  x  n 
w  25.6  to  c  1  st  80  ft  wide,  x  n  w  to  beginning.  P  M.  July  5,  2 
years,  57r.     July  10.  1906.     12:.3326  and  3327.  2.778.75 

Same  to  same.  Street  80  ft  wide  c  I  100  e  Jerome  av,  runs  s  w 
115  X  s  e  50.5  x  n  121.5  to  c  !  80  ft  st.  x  w  50  to  beginning. 
July  5,   2  years,  5^.     July  10.   1900.     12:3327  and  3326.   1,852.50 

♦Connolly,  Norah  to  Martin  Geiszler.  (ith  st,  n  s,  200  w  Tremont 
av,  100x108,  Unionport.  P  M.  July  2.  3  years,  5Vi%.  July  10, 
190(1.  '  2.000 

*Cohen.  Jacob  to  N  Y  Catholic  Protectory.  Old  road,  s  s.  103  w 
Pugsley  av.  2.5x84.8x25x86.6.  P  M.  June  28.  3  years.  — %■ 
July  5.   1000.  402.50 

*Casey.  John  to  N  Y  Catholic  Protectory  of  City  N  Y.  Westches- 
ter av.  n  s.  13^.2  e  Public  pi.  2.5x100.  P  M.  June  28,  3  years, 
—^r.     July   6.    100(i.  1.627.50 

*Carey.  Daniel  P  to  Chas  V  Halley  et  al.  Hollywood  av.  e  s.  1(10 
n  La  Salle  av.  25x100.  P  M.  June  21,  3  years.  5%.  July  0. 
1906.  438  75 

Same  and  Jos  V  Carev  to  same.  La  Salle  av.  n  e  cor  Hollywood  av, 
100x100.      P   M.      June  21,  3   years,   .57r.      July  0.    IOII6.       2,063.75 

Commonwealth  Real  Estate  Co  to  Charles  Dickinson.  Steuben  av. 
e  1  230  n  c  1  210th  st.  runs  w  130  x  n  50  x  e  130  x  s  50  to  be- 
ginning.    P  M.-    July  5,   2  years,  5%.     July  10,   1906.     12:3327. 

1.170 

Same  to  same.  Steuben  av,  c  1.  505  n  c  1  of  210th  st,  runs  n  50  x 
w  110.4  X  s  53.8  x  e  130  to  beginning.  P  M.  July  5,  2  years,  57 . 
July   10,    VMMl      12:3327.  1.105 

Commonwealth  Real  Estate  Co  to  Elbert  H  Dickinson.  Jerome  av. 
e  s,  598.4  s  Gun  Hill  road.  ICHIxKXK  P  M.  July  5,  2  years, 
5%.      July   10,   ]00(i.      12:3327.  7.2.80 

Same  to  same.  Steuben  av.  c  1  280  n  c  1  210th  St.  runs  w  130  x  n 
75  X  e  1.30  to  av.  x  s  75  to  beginning.  P  M.  July  5,  2  years. 
5%.     July  10.  1006.     12:3327.  1,755 

Cohen.  Jacob  and  Louis  R  Frank  to  Wm  Evens  and  ano.  175th  st. 
s  s,  100  w  Washington  av.  2  lots,  each  .50x108  except  part  tor  st. 
2PM  morts,  each  $8,000;  2  prior  morts  $35,000  each.  July  0.  5 
years.  OC',.      July  10.   1006.      11:2007.  16.000 

Same  to  Resht  Realty  Co,  175th  st.  s  s,  00.8  w  Washington  av.  runs 
s  104.10  X  w  25  X  n  1.11  x  w  25  x  n  103  to  st,  x  e  50  to  beginninEc. 
P  M.  Prior  mort  $43,000.  July  9,  1  year,  6%.  July  10,  lOfKi. 
11:2907.  2,000 


*Costar,  George  to  Longin  Fries.     Lot  173  map  lands  Duchess  Land 

Co  according  to  map  Benson   Estal,e,  Throggs  Neck.     P  M.     July 

5.  3  years.  ')\-//c.     July  ]t(.  1006.  500 

Coller,   Wm  W  "to   Northwestern   Realty    Co.      138th  st,  n  s,  125  e 

St  Anns  av,  7  lots,  each  39.3x100.     7PM  morts;  4  at  $10,714.28 

each  and  3  at  $10,714.29  each.     July  10,  1906.  3  years,  6%.     10:- 

2551  and  2552.  75.998.84 

*Collins.  Stephen  to  Edgewater  Realty  Co.     Barkley  av.  n  s.  50  w 

Wilcox  st,  .lOxKKt.     P  M.     July  3,  3  years,  'j%7c.     July  9,  190(>. 

714 
♦Chambers.   Margt  to   Edgewater  Realty  Co.     Barkley  av.  n  e  cor 

Dean   st.   50x100.      P  M.     July  3,   3  years,  5i^%.     July  0.   1006. 

1.07s 
*Cohen,  Jacob  to  Edgewater  Realty  Co.     Town  Dock  road,  s  s,  75  n 

Valenline    st,   25x100.      P   M.      July   3,   3   years,   5«^7-      July   0, 

llMill.  2H1 

Cohn,  Geo  E  and  John  L  Davis  to  Prank  Guth.     Union  av,  e  s,  150 

n  152d  st  or  Kelly  st,  2.5x95.     P  M.     July  2,  1  yr,  5%%.     July  6, 

1906.     10:2675.  3,500 

Cohen.  Saml  L  to  Simon  J  Altschuler  et  al.     St  Paul's  pi,  n  e  cor 

Brook  av,  l(X>x28.4xl00.6.x34.2.     P  M.     June  29,  4  yrs,  6%.    July 

7.  1006.     11:2895.  5,000 

*Costar,  Geo  to  John  P  Wenninger.     Pelliam  rd,  s  w  cor  Libby  st, 

26.2x77.1x25x85;   Pelham  rd,  n  e  cor  Multord  av,  112.5xl.9xl00x 

53.1,  Westchester.     P  M.     July  5,  3  yrs,  51/2%.     July  7,  1906.    1,500 
Cerra.  Teresa  wife  .\ntonio   to  James  T  Nelson.      Hoffman  st.  w  s. 

100  n   187th  St.   KXIx— x— x— .     P  M.     June  0,  due  July  5,  1000. 

(r/r.     July  11,  100(5.     11:.30.56.  8,000 

Same  to  same.     Hoffman  st.  w  s.  200  n  187th  st,  75x — x— =-x — .     P 

M.     June  9,  due  July  5.  1009.  6%.     July  11.  1906.     11:3056.      6,000 
Same  to  same.      Hoffman  st.   w  s,  275  n   1S7th   st,  — x — x — x — x — . 

P  M.     July  9,  due  July  5,   1909,  6%.     July   11,  1906.     11:3056. 

3.000 
♦Clayton.  Edw  L  to  Union  Square  Permanent  Co-operative  Building 

&  Loan  Assoc  ot  City  N  Y.     White  Plains  road,  w  s.  lot  22  map 

Jacksonville    property.    40x110x40x107.6.    n    s,    except    part    tor 

road.      P  M.      July   10,   installs,  07^.      July   11.  1006.  1,250 

Cohen.  Harry  to  Philip  Wattenberg.     136th  St.  No  929,  n  s.  101.11 

w  Trinity  or  Cypress  av.  37.6x100.    July  7,  4  years,  6%.     July  10. 

1906.      10:2.549.  2  800 

*Cornish.    John    W    to    Edgev/ater    Realty    Co.      Dean    st,    n    w    cor 

Barkley   av,    lOOxKX).     P   M.      July  3.  3  years,  5V'7c.      July   11. 

1906.  '  2.303 

*Same    to    same.      Clarence   st,    w   s.    100   n    Barkley   av,    125xl()0. 

P  M.     July  3,  3  years,  5i^7r.    July  11,  1906.  1  785 

*Same  to  Same.     Wilcox  st.  e  s    100  n  Barkley  av.  120x100.     P  M. 

July  3.  3  years,  5%7f.     July  11,  1006.  1,680 

*Same  to  same.     Clarence  st.  n  w  cor  Barkley  av,  100x100.     P  M. 

July  3.  3   years.  514%.     July  11,   1906.  1.428 

*Same  to  same.     Clarence  st,  w  s.  175  s  Town  Dock  road,  75x100. 

P  M.     July  3.  3  years,  5^%.     July  11,   1906.  1.071 

*Same  to  same.     Clarence  st,  w  s.  10  Os  Town  Dock  road,  75x100. 

July  3.  3  years.  5V.7r.     July  11.   1906.  1,071 

*Driscoll.   James   to   Edgewater  Realty  Co.      Barkley  av.   n  s.   75  e 

Valentine   st,   25xl(X).      P   M.     July  3,  3  years,   5Y^%.     July  11. 

100(J.  ■  240 

Diamond.  Sophie  and  Wm  J  with  Alfred  B  Scott  guardian  Alfred  G 

Scott.      171st   st,   s   s,    125   e  Park   av.   25x90.      Extension   mort. 

Nov  9.   1905.     July   10,   1906.     11:2902.  nom 

Diller.   Wm   E   to   Isaac   Metzger.      Walton   av.   n   w  cor   165th   st, 

runs  e  244.1   to  w  s  Grand  Boulevard  and  Concourse  x  n  209.2 

X  w  241.1  to  av  X  s  211.5  to  beginning.     P  M.     July  10,  2  years, 

—'/'■     July   11,   1906.     9:2472.  35,000 

Del   Balso.   Maria  to   Estates  Settlement  Co.     Vyse  av,   w  s,  75  s 

Jennings   st,   25x100.      P   M.      May   11,   due  June  30,    1907,   — 7- 

July  11.  1900.     11:20.87.  600 

Di  Menna.  Lucia  to  Pauline  A  Reynolds.     187th  st,  n  e  s,  50  s  e 

Hughes  av,  .50x100,  except  part  for  st.     P  M.     Prior  mort  $2,000. 

July  5.  3   years.  67..    July  (;,   10(X;.      11:3070.  1,000 

Doerr,  Christina  to  Karoline  Knop.     Robbins  av.  w  s.  45  s  Terrace 

pi.  26x100.     July  2,  3  years.  5%.     July  6,  1006.     10:2623.       1,500 
Di  Menna,  Lucia  to  Annie  Byrne.      l.S7th  st.  n  e  s,  .50  s  e  Hughes 

av.  .50x100.  except  part  for   187th  st.      P  M.      Prior  mort  $3,000. 

July  5,  2  years,  67.     July  6.   1006.     11:3076.  1,700 

Demuth,   Frank   to   Wm   P  Williams   trustee   tor  Mary  L  Hillhouse 

and  remaindermen.     Jerome  av,  s  e  cor  Gun  Hill  road,  OS.lxlOOx 

100.3x100.     P  M.     July  5.  2  years,  5%.     July  10.  1006.     12:3,327. 

12.500 
Dieter,    Martin   to   Wm   P   Williams   trustee   tor   Mary   L   Hillhouse 

and   remaindermen.      DeKalb   av.   c   1.   300  n   c   1   st   80  ft   wide. 

runs  n  2.5  x  w  130  x  s  25  x  e  130  to  beginning.     P  M.     July  3, 

2  years,  57.     July  10,  1906.     12:3327.  850 

*Disoswav.    .Annie    L    or    Annie   wife    of   and    Frank    B    to    DOLLAR 

SAVINGS    BANK    of    City    N    Y.      220th    st.    n    s.    1,S0.9    e    White 

Plains  road.  40x114,  Wakefield.     July  1.  1  year.  5';.  Julv  0,  10116. 

3,.500 
Deerberg.  August  to  Henry  Kroger.     235th  st,  n  e  cor  Napier  av, 

100x08.11x100x97.1;   also  strip  begins  Napier  av,  s  e  cor  235th 

St.   4.6x100.5x12x100.      P  M.     July  5,   1   yr,   6%.      July  6,   1906, 

12:.3365  and  3366,  1,800 

De  Virgiliis,  Raffaele  and  Ferdinando  D'Antonio  to  Jacob  Leitner. 

Woodlawn   rd,  w   s,   204.10  s  Van  Courtlandt  av,   25x100.     P  M. 

Prior  mort  $4,000.     July  3,  3  yrs,  6%.     July  6,  lOOti.        12:3335. 

2,700 
*Douglas,  Harry  J,  Mt  Vernon,  N  Y,  to  Jeanette  Wertheim.     20th 

av,   s   w   cor  "White   Plains   rd,   Wakefield.     July  3,   2  yrs,  — %. 

July  6.  1006.  2,500 

*Doon,  Hugh  and  Wm  H  to  Land  Co  "C"  ot  Edenwald.     Pratt  av, 

s  e  cor  Nelson  av,  runs  e  141.5  x  s  —  x  s  w  and  s  —  x  w  1(X)  to 

Pratt  av  X  n  221  to  beginning.  Edenwald.     P  M.     July  2,  2  yrs. 

5%.     July  6,  1006.  l.TKX 

*Duden,   Sophie,   Yonkers,   N  Y,  with  Joseph   S   Brown,      Lots  227 

and  228  on  map  No  426  ot  bldg  lots  near  Williamsbridge  Station. 

Agreement  apportioning  mortgage.     June  11.     July  7,  1006.       nom 
Di   Meola,   Pasquale   to   Commonwealth   Mortgage   Co.      Arthur   av, 

e   s.   50  s   186th   st,   25x87,6.     July  5,   1   yr.   6%.     July  6,   1906. 

11:3073.  10.000 

D.  P  Realty  Co  to  Saml  Singerman.     Tinton  av,  w  s,  192,7  s  ]56th 

st,  25x96.5x86,1x82.6.     P  M.     July  2,  3  yrs,  6%.     July  7,   1906. 

10:2654.  2,.500 
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Dembitz,  Antonia  to  Harry  Cohen.  lOSth  st,  n  s,  100  e  Union  av, 
20x126.5.  P  M.  Prior  mort  $6,500.  July  3,  3  yrs,  6%.  July  5, 
1006.     10:2682.  2,400 

*D'Andrea  Victoria  to  Pierre  W  Wildey.  Garfield  st.  w  s.  400  s 
Columbus  av.  2  lots,  each  25x100.  2  morts,  each  $3,500.  July  2. 
3  yrs.  5%.     July  5,  1906.  7,000 

Doyle,  Matthew  P  to  Annie  Draper.  Prospect  av,  n  w  cor  1.50th 
st,  25x100.    .July  3.  3  yrs,  5%.    July  5,  1900.     10:2674.  5,000 

*Daly.  Margt  M  B  to  N  Y  Catholic  Protectory  of  City  N  Y.  Pugsley 
av,  n  w  cor  Benedict  av.  75x100x75x07.  P  M.  June  28,  due  Julv 
15    1909.   — q.     July   10.   -"OOO.  2,.502'.50 

*DeWitt  Land  and  Impt  Co  to  Chas  V  Halley  et  al.  Hobart  av,  w 
s.  100  s.La  Salle  av,  1.52x101  ..3.  P  M.  June  21,  3  years,  5%. 
July  9,   1906.  1.704 

Demuth,  Frank  to  Charles  Dickinson.  DeKalb  av,  c  1  217.4  n  e 
c  I  210th  st,  runs  n  e  112.3  x  s  e  30  to  e  s  of  av,  x  e  85.11  to  c 
1  Kossuth  pi.  x  s  100  X  w  136.11  to  e  s  of  av.  x  n  w  30  to  be- 
ginning.    P  M.     July  5,  2  years,  5%.     July  10,  1906.     12:3327. 

2,.3O0 

Donovan,  Patrick  L  to  Elbert  H  Dickinson.  210th  st,  c  1  SO  w  of 
c  1  Kossuth  pi,  runs  n  130  x  w  25  x  s  1.30  x  e  25  to  beginning. 
P  M.     July  5.  2  years,  57r.     July   10,   1006.     12:3.327.  682..50 

Dahlmeyer.  Frank  J  to  Charles   Dickinson.     2llSth  st.  c  1  275.6  s  e 
of  c  1  of  an  .SO-ft  st.  2  lots,  each  of  which  runs  s  e  25  x  s  w  130 
X  n  w  25  X  n  e  1.30  to  beginning.     2PM  morts,  each  ^698.75. 
July  5,  2  years,   'f/r.     July  10,   1006.      12:3:!26.  1.397.50 

Demarest.  Margt  .\  with  Ida  C  Butterworth.  Tiobout  av.  No  2101. 
Extension   mort.      June  27.      July  10,   1906.      11:31-14.  nom 

*Drakard.  John  to  Edgewater  Realty  Co.  Dean  st.  w  s,  150  n 
Barkley  av,  25x100.     P  M.     July  3,  3  years,  5%%,     July  9,  1906 

-,504 

*Duffy.  Helen  to  Edgewater  Realty  Co.  Wilcox  st,  w  s,  250  s  Town 
Dockroad.  37.6x100.     P  M.     July  3,  3  years,  5i/>%.     July  0,  1906. 

483 

*Dammann,  Fredk  and  Henry  to  Edgewater  Realty  Co.  Town 
Dock  road,  s  w  cor  Vincent  st.  50x100.  P  M.  July  3,  3  years, 
5t/o%.      July  9,    1006.  857..50 

*Damiane,  Ernest  to  Edgewater  Realty.  Barkeley  av,  s  w  cor  Wil- 
cox St.  2.5x100.     P  M.     July  3,  3  years,  5%%.     July  9,  1906.      .560 

*Same  to  same.  Town  Dock  road,  s  w  cor  Wilcox  st,  25x100.  P 
M.     July  3.  3  years.  51/2%.     July  9.  1006.  560 

*Same  to  same.  Wilcox  st,  w  s.  100  s  Barfcley  av,  2.5x100.  P  M. 
July  3.  3  years.  SVof/r.     July  9,   1906.  400 

*Drakard,  John  to  Edgewater  Realty  Co.  Dean  st.  w  s.  100  n  Bark- 
ley  av.  50x100.     P  M.     July  3,  3  years,  5%7,.     July  9,  1906. 

l.OOS 

*Same  to  same.  Dean  st.  e  s.  100  n  Barkley  av,  2.5x100.  P  M. 
July  3.  3  years,  51.^%.     July  9.  19<16,  437..50 

*Same  to  same.  Dean  st,  e  s,  125  n  Barkley  av,  2.5x100.  P  M.  July 
3.  3  years.  5%^r.     .Tuly  9.   1906.  437,.50 

*Dittman,  Maria  W  to  Edgewater  Realty  Co.     Dean  st,  e  s,  275  s 
Barkley  av,  runs  s  7.5  x  e  132.6  to  Edgewater  terrace,  x  n  e  77  3 
X  w  1.50.6  to  beginning.     P  M.     July  ,3.  3  years,  5^^%.     July  9. 
1906.  3.139.50 

Downing,  Mabel  A  A  with  Louis  M  Bhling.  Bergen  av,  Nos  492  to 
498.     Extension  mort.     July  3.     July  6    1906.     9:2292.  nom 

Eder,  Lizzie  to  Elbert  H  Dickinson  210th  St.  c  1  205  e  c  1  Kos- 
suth pi,  runs  n  130  x  e  55  to  c  1  Steuben  av,  x  s  130  to  c  1  210th 
St.  X  w  55  to  beginning.  P  M.  July  3,  2  years,  5%.  July  10. 
1906.     12:3327.  942.50 

*Eustace.  Mary  to  Edgewater  Realty  Co.  Barkley  av,  s  s,  15  e 
Dean  st.  ,50x100;  Valentine  st,  e  s  150  s  Barkley  av,  50x100. 
P  M.      July  3,  3  years.  5y,7f.      July  0.   1006.  1.743 

*Escherich.  Walter  to  Edgewater  Realty  Co.  Wilcox  st,  w  s.  100 
s  Town  Dock  road.  25x100;  Wilcox  st,  w  s,  125  s  Town  Dock 
road,  25x100.  2PM  morts.  each  .$301.  July  3,  3  years,  5%%- 
.Tuly  0.  1006.  602 

Eccles,  Geo  W.  Bayside,  L  I,  to  Albert  H  Bultman.  Beach  (Tinton) 
av,  e  s,  .51.11  s  147th  st,  .50x115  to  w  s  Southern  Boulevard  x 
60.3x148.0.     P  M.     July  6,  3  yrs,  5%,     July  7,  1906.     10:2582. 

6,000 

Ellis.  Margt  J  to  Wm  F  Clare  et  al,  exrs  Neal  O'Donnell.  Eagle 
av.  w  s,  lot  21.  map  property  occupied  by  Ursuline  Convent, 
25x95;  Eagle  av,  w  s,  lot  22,  same  map,  25x95x24.4x95,  July  5, 
3  yrs,  51/2%.     July  6,  1906.     10:2617.  5,.500 

Eastern  Crown  Realty  Co  to  Noel  B  Fox.  Fairmount  pi,  s  s,  170.2 
e  Crotona  av,  27.2x94.6x26.10.x — .  July  3,  3  yrs,  5%.  July  5, 
1906.     11:2050.  ■  13.000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.    June  28.    July  5,  1906.     11:2950.  

Same  to  Sarah  S  Carter  and  ano,  trus  Cath  S  Trow.  Fairmount 
pi,  s  s,  197.4  e  Crotona  av.  26.8x95.8x26.9x94.6.  July  2,  3  yrs. 
5%.     July  5.  1006.     11:29.50.  14.000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  28.     July  5.  1906.     11:20.50.        

Same  to  Geo  B  Mead.  Jr.  trus  Anna  W  Ferris.  Fairmount  pi,  s  s, 
224  e  Crotona  av,  26.2x96.9x26.8x95.  July  3,  3  yrs,  5%.  July  5, 
1906.     11:2950.  12.500 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  28.     July  5,  190(i.     11:29.50.        

Edwards.  Fred  M  to  TITLE  GUARANTEE  &  TRUST  CO.  Marion 
av,  s  e  s,  264.5  n  e  200th  st.  4.5x110.  P  M.  July  3,  due,  &c,  as 
per  bond.     July  5,  1906.     12:3285.  6.2.50 

Same  to  same.  Marion  av,  s  e  s,  220.11  n  e  200th  st.  37.6x110. 
P  M.     July  3.  due.  &c.  as  per  bond.     July  5,  1906.     12:32,85.     2,7.50 

Edwards.  Fred  M  to  Elbridge  G  Duvall.  Southern  Boulevard,  n  s, 
95.11  w  Webster  av,  25x100.  July  2,  1  yr,  5%.  July  5,  1906. 
12:3280.  2..500 

Egan,  Wm  C  to  Manhattan  Mortgage  Co.  Elsmere  pi.  s  s,  313.3  w 
Southern  Boulevard,  80x100.  July  5,  due  Dec  1,  1906,  6%.  Julv 
7,  1906.     11:2960.  50.000 

*East  Borough  Improvement  Co  to  Thos  J  Donlon.  Plot  begins 
240  e  White  Plains  road  from  point  375  north  n  e  cor  Morris 
Park  av  and  White  Plains  road,  runs  e  100  x  n  25  x  w  100  x  s 
25  to  beginning,  and  right  of  way  from  Morris  Park  av.  Julv 
10,  2  years,  'S"',.     July  11,   1006.  .".,.-,00 

Eder.  Lizzie  to  Wm  P  Williams  trustee  Mary  L  Hillhouse.  Gates 
pi.  c  1.  .324.4  n  Mosholu  Parkway  North,  runs  e  1.30  x  n  50  x  w 
1.30  X  s  50  to  beginning.  Julv  3,  2  years,  .5%.  Julv  10  190:1 
12:. 3.324.  '  "  1,,S20 

*Frederici  Vito  to  Alex  Weikert.  179th  st.  s  s.  .325  w  Bronx  Park 
av    25x80.      P   M.      July   5.    installs.    6%.      July   6.    100<1.  .500 

Fink.  Joseph  H  to  Elbert  H  Dickinson.  Jerome  av,  e  s,  748.4  s 
Gun  Hill  road,  runs  s  140  to  c  I  of  an  80-ft  st  x  e  100  x  n  140  x 
w  100  to  beginning.  P  M.  July  6,  2  years,  5%.  July  10,  1906. 
12:3326  and  3327.  9,815 


Frees,  John  to  Charles  Dickinson.  De  Kalb  av,  c  1,  227.0  s  Gun 
Hill  road,  runs  w  130  x  s  .50  x  e  130  x  n  .50  to  beginning  P  M 
July  ,),  2  years,  .5'a-     July  10,  1906.     12:3327.  1,722.50 

Frederick  Realty  Co  to  Charles  Dickinson.  Steuben  av,  c  1,  205  n 
e  1  210th  st,  runs  w  130  x  n  25  x  e  1.30  x  s  25  to  beginning. 
P   M.      July   5,   2   years.   5%.    July   10,    190f!.     12:3327,  663.75 

Friedland,  Paul  to  Geo  H  Phillips  and  ano  trustees  for  Mary  L 
Canning.  Vyse  av,  w  s,  480  n  Kuth  st,  20x100.  P  M.  July  9, 
3  years,  51/2'r.     July  10.  1906.     10:2752.  8.0(X> 

Farrell,  Eugene  to  Elbert  H  Dickinson.  210th  st.  c  1.  105  w  c  1 
Kossuth  pi.  runs  n  130  x  w  .50  x  s  130  x  e  50  to  beginning.  P  M. 
July  3.   2  years,  5%.     July   10,   1906.     12:3327.  1,365 

*FigliuoIo,  Julius  to  Edgewater  Realty  Co.  Edgewater  Terrace, 
w  cor   Barkley   av.   26.2x113x25x116.     P   M.     July  3,   3  years 


July  9,   10O6. 


000 


*FurIong,  John  J  to  Edgewater  Realty  Co.  Valentine  st,  e  s,  200 
s  Barkley  av,  25x1(10.  P  M.  July  3,  3  years,  5V4%-  July  9, 
1906.  224 

*Freaney,  James  G  to  Edgewater  Realty  Co.  Dean  st,  w  s,  150  s 
Barkley  av,  50xia).     P  M,     July  3,  3  years,  h^hT/c     July  9,  1906. 

1,120 

*Fries,  Songln  to  Edgewater  Realty  Co.  Wilcox  st,  e  s,  200  s 
Barkley  av.  75x100.     P  M.     July  3,  3  years,  5V4%.     July  9,  1906. 

1,347.50 

*Ferry.  Annie  C  to  Edgewater  Realty  Co.  Valentine  st,  e  s.  175 
s  Barkley  av.  .50x100.  P  M.  Julv  3.  3  years,  5y>%.  July  9, 
1001  i.  707 

*Fremont  Realty  Co  to  Edgewater  Realty  Co.  Edgewater  Terrace, 
w  s.  75  n  Barkley  av,  50x05.6x.50x04.11.  P  M.  July  3,  3  years. 
51/2%.     July  0,   19<16.  1,190 

Fremont  Realty  Co  to  Edgewater  Realty  Co.  Edgewater  Ter- 
race, w  s,  2(i.2  s  Barkley  av,  26.2x110x25x113.  P  M.  July  3,  3 
years,  5y27f..     July  9.  1906,  700 

*Same  to  same.  Edwwater  Terrace,  w  s,  125  n  Barkley  av,  .50x 
94.11x,50x94.2.     P  M.     July  3,  3  years,  5V4%.     July  0,  1906      1,176 

Same  to  same.  Edgewater  Terrace,  n  w  cor  Barkley  av,  25x96x 
25x96.4.     P  M.     July  3,  3  years.  5%%.     July  0.  1906.  910 

Same  to  same.  Edgewater  terrace,  w  s,  2.58.11  s  Barkley  av,  25,7x 
85  6x26x01.6.     P  M.     July  3,  3  years,  5%7r-     July  9.  1006.  672 

"Foley,  James  J  to  Edgewater  Realty  Co.  Valentine  st,  e  s.  225 
s  Barkley  av,  25xl(«;).  P  M.  July  3,  3  years.  '->y-^%.  July  0. 
liHMi.  ■  224 

Frederick  Really  Co  to  Wm  P  Williams  trustee  tor  Mary  L  Hill- 
house  and  remaindermen.  2111th  St.  c  1  at  c  1  DeKalb  av.  runs  s 
11.10  to  c  1  of  a  street  SO  ft  wide  x  e  6.9  to  c  1  20,Sth  st  x  s  e 
129  8  X  n  e  141  to  s  s  210th  st,  x  n  30  to  c  I  210th  st.  x  w  191.5 
to  beginning.  P  M.  July  5,  2  years,  .5Vr.  Julv  10.  1006.  12:- 
3326  and  3327.  2.210 

Freaney.  James  G  to  Wm  P  Williams  trustee  for  Mary  L  Hill- 
house  and  remaindermen.  210th  st.  c  I.  101.5  e  c  1  DeKalb  av, 
runs  e  70,11  to  c  I  Kossuth  pi,  x  s  (!1.7  x  w  30  to  w  s  Kossuth 
pi,  X  s  w  1.54  to  c  1  20,Sth  st.  x  n  w  50  x  n  e  141  to  s  s  210th 
st,  X  n  30  to  beginning.  July  3.  2  years,  59f-  Jtily  10,  1006. 
12:3326  and  3.327.  2.000 

Fink.  Jos  H  to  Wm  P  Williams  trustee  for  Mary  L  Hillhouse  and 
remainderman.  Kossuth  pi,  c  1  61.7  s  c  1  210th  st.  runs  s 
2,S5.6  s  w  3.4  to  c  1  208th  st,  x  n  w  243.3  x  n  e  154  to  w  s  Kos- 
suth pi.  X  e  30  to  beginning.  P  M.  July  6,  2  years.  57r.  July  10, 
10O6.     12:3.326.  3  981.50 

Frederick  Realty  Co  to  Wm  P  Williams  trustee  tor  Mary  L  Hill- 
house and  remaindermen.  DeKalb  av,  c  I  427.9  s  Gun  Hill  road, 
runs  w  130  x  s  .50  x  e  130  to  c  1  DeKalb  av,  x  n  .50  to  beginning. 
P  M.     July  5.  2  years,  57^,.     July  10,   1906.      12:3327. 

1,722.50 

Same  to  same.  Steuben  av,  c  I  180  n  c  1  210th  st,  runs  w  130  x  n 
25  X  e  130  to  c  1  Steuben  av,  x  s  25  to  beginning.  P  M.  July 
5,  2  years    5'/,.     July  10.   lOiu;.     12:3327.  6.33.75 

Furcht,  Charles  to  N  Y  TRUST  CO.  Alexander  av,  s  w  cor  134th 
st,  25x100.     July  2,  3  yrs,  —°/„.     July  5,  lOOti,     0:2309.  18,000 

French.  Ellen  H  to  An  Association  for  the  Relief  of  Respectable 
Aged  Indigent  Females  in  City  of  N  Y.  162d  st,  s  s,  211.7  e 
Prospect  av,  runs  s  —  xse  —  xn  111.9  to  st  x  w  5  to  begin- 
ning; 162d  st,  s  s,  216.7  e  Prospect  av.  runs  s  111.9  xse  20.10  x 
e  —  X  n  —  X  w  25  to  beginning.  July  5,  1006,  due  Oct  23,  1908, 
5%.     10:2690.  500 

Frey.  Gustave  and  Leslie  C  Smith  to  James  Mallon.  Townseud  av. 
e  s,  25  n  174th  st.  25x100.  P  M.  July  6,  due  Jan  1,  1909,  6%. 
July  7,  1906.     11:2848.  l.OOO 

Farrell.  Catharine  P  and  husband  to  DOLLAR  SAVINGS  BANK. 
Forest  av.  e  s.  110.3  n  163d  st.  runs  e  135.8  x  s  23.2  x  w  79.4  x 
s  10  X  w  .56.4  to  Forest  av  x  n  33.1  to  beginning.  July  6,  1906. 
1  yr,  5°<.     10:2650.  4,000 

*Fedden,  Henry  W  to  Fredk  Glenz.  St  Raymond  av,  s  w  cor  Grace 
av.  47.0x89.10x50x65.4.     P  M.     July  5,  2  yrs,  5%,     July  7,  1906, 

1,000 

Feder,  Fannie  to  Moritz  L  Ernst  and  ano,  Davidson  av.  No  2350, 
n  e  cor  North  st,  lWx40.  P  M.  Prior  mort  $46,000.  July  5,  2 
yrs,  6%,     July  6,  1006.     11:3198.  2,000 

Friedland,  Paul  to  Kate  A  Bastianelli,  Vyse  av,  w  s,  400  n  167th 
st,  2  lots,  each  20x100.  2PM  morts.  each  $8,000,  July  5,  3  yrs, 
5  and  .5%%.     July  6,  1006,     10:2752.  16,000 

Fordham  Realty  Co  to  John  H  Thorn.  Heath  av,  w  s.  415.10  s 
Kingsbridge  rd,  2  lots,  each  25x100.  2  morts,  each  $4,500.  July 
5.  3  yrs.  .51/2%.     July  6,   1906.     11:.3230,  9,000 

Fischer,  Richd  L  to  James  Carlew.  Hull  av.  s  e  s,  432,4  n  e  205th 
st,  25x100,  P  M.  July  5,  due  Dec  1,  1908,  — %.  July  6,  1906. 
12:3330.  1,200 

Fanning,  Agnes  A  to  MichI  Leeder,  Prospect  av,  e  s,  125  s  Tre- 
mnnt  av,  50.6x100,  except  part  for  av,  P  M.  June  1,  1  yr,  6%. 
July  6,  1906,     11:29.56.  2,700 

Flasterstein,  Edward  L  to  Max  Rosenbaum  and  ano.  137th  st,  s 
s.  1,395  w  Cypress  av.  37.6x100.  P  M.  July  10,  due  Julv  1. 
1!>10.  69;.     July  11,  ]9fM;.     10:2549.  6,000 

♦Franklin,  Mary  k  to  Jos  Bross.  Green  lane,  n  e  s,  at  s  e  s  land 
now  or  late  of  Melchoir  Til.  runs  n  e  428. (^»  xse  20-1.9  x  s  w 
4.5.S  to  Green  lane  x  n  w  211.6  to  beginning.  Westchester.  P  M. 
July  10.  3  years,  5%%.     July  11,  1906.  10.000 

•Same  to  Bertha  Knauf.  Same  property.  P  M.  Prior  mort 
.$10,000.     July  10.  2  years,  .5'/r.     July  11,   1906.  4,000 

Frev.  Jos  and  Mary  Kessel  with  EMIGR.XNT  INDUSTRIAL  SAV- 
INGE  BANK.  134th  st.  No  631  East.  Subordination  agreement. 
May  0.     July   11.   1006.     9:2297.  nom 

Ferri,  Pietro  to  Joseph  Tesoro.  Crescent  av,  s  w  cor  Belmont 
av,  128.9x45x100x126.5.  P  M.  Prior  mort  $40,000.  June  30,  7 
years,  6%.    July  7,  1906.     11:3087.  27.000 
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GAS  COOKERS    ^    GAS  HEATERS 


We  Rent  a 
Qas    Range 

$3 

Per    Year 

A  handsome  up-to-date  line  of 
appllancea  may  be  seen  at  our  offlcee 


c 


SOLVE  THE  FUEL  PROBLEM 


We  Rent  a 
das     Rangb 

$3 

Per    Year 

CONSOLIDATE.D  GAS  COMPANY  OF  NEW  YORK 


CLEANLY,  EFFICIENT,  ECONOMICAL 


Fouda,  Zaohariah  F  to  Win  C  Voigt.  Cedar  av,  w  s,  between 
178th  St  and  180tli  st  aud  i:75  n  land  Lewis  G  Morris,  runs  n 
50  X  w  117. (i  X  s  50  X  e  11-. 1.  July  10,  lyUU,  i:  years,  — 9(). 
Il:31i31.  li,500 

•Kiala,  Eugene  to  Catherine  Hynes.  178th  st,  s  s,  11S.2  w  Morris 
Parli  av,  USxlOO.     July  10,  3  years,  5%.     July  11.  I'JUO.  4,500 

Fleischmann    Realty    and    Construction    Co    to    City    Mortgage    Co. 
Charlotte  st,  n  w  cor  17Uth  st,  500x100.     Buildiug   loan.     Prior 
mort  $113,13G.t)0.     July  2,  demand,  6%.     July  11,   VJtHl     11:2'JU(J. 

147,;«i3.84 

Same  to  same.  Same  property.  Certificate  as  to  couseul  o£ 
stockholders  to  above  mort.     July  2.     July  9,  190t>.     ll:29tJti.     

Farrell.  Catharine  F  to  Louis  M  Ebling.  IStith  st,  s  e  cor  Pros- 
pect av,  25x90.  P  M.  Prior  mort  $20,000.  July  U,  due  July  1, 
1910,  5'/;.     July  9,  1900.     10;2GS7.  ti.OOO 

*Giblin,  Kate  to  Jos  O'Hara.  Washington  av,  w  s,  277.2  s  2d  st, 
25x100x25x101.1,  Westchester.  July  5,  5  yrs,  — %.  July  (i, 
1906.  1,000 

Gauss,  Fredk  and  Eliza  Schutt  to  Frederic  J  Fuller.  Park  av, 
s  e  cor  179th  st,  125x110.  P  M.  July  3,  1  yr,  6%.  July  6, 
1900.     11:3035.  4,700 

Gooss,  Lafrenz  W  to  John  J  Larkin.     Anthony  av,  s  e  cor  180th  st^ 

25.1x94.3x25x91.1.     P  M.     Prior  mort  $ .    July  5,  3  yrs,  5%%. 

July  0,  1900.     11:3150  and  3149.  2,500 

Gebhard,  Fredk  to  Nathan  Zimmerman,  s  %  lot  78,  map  Mott 
Haven.  Certificate  as  to  reduction  of  mortgage,  &c.  July  3. 
July  U,  1900.     9:2321.  

Georgi,  Leopold  to  Louise  Georgi.  Fulton  av,  n  w  s,  50  n  e  the 
Public  Square,  50x210.    July  5,  5  yrs,  5%.    July  6,  1906.  11:2925. 

8,000 

Gaftney,  James  C  to  City  Mortgage  Co.  Fox  st,  s  w  cor  167th  st, 
runs  w  73.10  x  3  40  x  e  10  x  e  46  to  st  x  n  62.2  to  beginning. 
Bldg  loan.  Prior  mort  $13,500.  July  2,  demand,  6%.  July  7, 
1906.     10:2717.  13,000 

Goodman,  Urry  to  Martin  J  Keogh  et  al.  Bathgate  av,  w  s,  212.6 
s  174th  st,  37.6x120,  except  part  for  av.  Declaration  as  to 
correct  description  in  mort  recorded  June  28,  1905.  July  3,  1906. 
July  5,  1906.     11:2915.  

Gamp,  Henry  S  to  Augustus  F'  Holly.  145th  St.  u  s,  125  e  Willis 
ay.  50x100.  Building  loan.  Prior  mort  $6,000.  June  18,  1  year, 
6%.     July  9,  19U6.     9:2290.  27,000 

Gallagher,  Helen  M  to  Jos  A  Reid  trustee  Francis  Geiger.  Cres- 
ton  av,  e  s,  200  s  Irving  st,  .50x100,  except  part  for  av.  July  3, 
3  years,  bV^  and  5%.     July  9,  1906.     11:3165.  6,500 

Griffin,  Thomas  to  Elisabeth  Koch.  Intervale  av.  No  984,  e  s, 
300.1  n  Westchester  av,  25x100.  P  M.  Prior  mort  $2,200.  July 
10,  3  years,  5%.     July  11,  1906.     10:2704.  2,800 

Gaines-Roberts  Co  to  Russel  R  Vaughn.  Union  av,  e  s,  100  s 
163d  st,  49.4  X  138;  Union  av,  e  s,  149.4  s  163d  st,  49.2x138; 
Union  av,  e  s,  198.4  s  163d  st,  0.4x138,  a  strip.  Consent  of 
stockholders  to  2  morts  for  $38,000  each.  July  2.  July  11. 
1906.  • 

Same  to  same.  Same  property.  Certificate  as  to  above  consent. 
July  2.     July  11,   1906.      10:2677.  

Goodstein,  Harry  to  Frederic  J  Middlebrook.  Union  av,  s  w  cor 
160th  st,  39x105.  Subordination  agreement.  July  9.  July  11, 
1906.      10:2666.  nom 

Same  with  American  Mortgage  Co.  Same  property.  Subordina- 
tion agreement.     July  9.     July  11,  1906.     10:2666.  nom 

Griffin,  Daniel  G  with  Bronx  Investment  Co.  Southern  Boulevard, 
No  1469,  n  w  s,  4.50  w  Av  St  John,  50x115.  Subordination 
agreement.     July  1(1.     July  11,  1906.     10:2683.  nom 

Same  with  NEW  YORK  TRUST  CO.-^Southern  Boulevard,  No 
1473,  n  w  s,  400  w  Av  St  John,  50x115.  Subordination  agree- 
ment.    July  10.     July   11,   1906.     10:2683.  nom 

Galiani,  Antonio  to  Mary  A  Riley.  Prospect  av,  s  e  s,  between 
180th  and  182d  st.  and  being  lot  81  map  East  Tremont,  66x1.50. 
July  9,  5  years,  4'a.     July  11,  190(j.     11:3110.  5,800 

.Godfrey,   Aaron  W,  East  Grange,  N  J,  to  Wm  P  Williams  trustee 
for  Mary  L  Hillhouse  and  remainderman.     Steuben  av,  c  1,   155 
n_c  1  210th  St.  runs  w  130  x  n  25  x  0  130  to  c  1  Steuben  av,  x  s 
to   beginning.      P  M.      July  5,   2  years,   5%.     July    10,   1906. 

633.75 
s  s.  330  w  4th 
July   10,   1906. 

3,500 
w  4th  av,   25x114.     July  2,   5 
July  10.  1906.  3,5(X) 

♦Gallagher,    Edw   J   to   Chas   V   Halley  et   al.      Hollywood  av,   w  s, 

103.4  n    Coddington   av,    100x95.4x100x96.6.      P   M.      June   21.   3 
years,  5%.     July  9,  1906.  1,560 

*Same  to  same.  Coddington  av.  n  e  cor  Vincent  av.  24.2x96.0x25.8 
x97.5;  Coddington  av.  n  s,  49.2  e  Vincent  av,  45x100x45x98.3; 
Vincent  av,  w  s,  85  n  Coddington  av,  241x118. 8x2011. 5.x44. 8; 
Hobart  st,  e  s.  202.3  n  La  Salle  av,  50.7x92x50x89.  P  M.  June 
21.  3  years,  5%.     July  9,  1906.  1,906.25 

♦Gallagher,  Edw  J  and  Edw  Lucas  to  same.  Hollywood  av,  w  s 
;!78.4  n  Coddington  av.  94.11x111.4x34.6x98.10.  P  M.  June  21. 
3  years,  5%.     July  9,  lOOIi.  1,111,50 

Gaul,  John  to  Charles  Dickinson.     Mosholu  Parkway  North,  n  e  s, 

428.5  s  e  Jerome  av,  .50x100.     P  M.     July  5,  2  years,  57o.     July 
10.  VMn;.     12:.3.326.  2,000 

*Gaynor.  John  T  to  N  Y  Catholic  Protectory  of  City  N  Y.     Pugsley 

av.  s  w  cor  Old  road.  51x93x44x94.     P  M.     June  28,  due  July  1.5. 

11MJ9,  — %.     July  11.   1906.  1,505 

*Gorman,   John   to   Edgewater   Realty   Co.      Barkley   av,   n   s,   25   e 

Wilcox  st,  2.5x100.     P  M.     July  2,  3  years,  5V4%.     July  9,  1906. 

350 
236th  st,   s   s,  52.8  e 
July  9,    installs,   5^^%. 
1,250 

*Geller,  Saml  to  FISHKILL  SAVINGS  INSTN.  St  Lawrence  av, 
w  s,  25  s  Merrill  st,  25x100.  July  2,  due  Oct  1,  1909.  5%.  July 
10,  1906.  4,5fK:) 

*Goldwater,  Henry  to  Edgewater  Realty  Co.  Clarence  st.  w  s.  175 
s  Darkley  av,  75xl(X);  Wilcox  st.  e  s.  1.50  s  Barkley  av,  50x100; 
Clarence  st,  w  s.  75  s  Barkley  av.  100x100.  P  M.  July  3,  .3  yrs, 
514%,     July  9,  1900.  4,032 


12:3327. 
♦Gordon,  Wm  J  to  Henry 
av,   25x114,   Wakefield. 


L  Armstrong.     217th  st, 
July  2,   5  years,   5%%. 


♦Same   to   same.   217th  st,   s   s,  305 
years. 


German   Real   Estate   Co   to   John   Schmitt. 
Verio    av.    20x100.      Prior   mort   $3,500. 
July   10,   1906.     12:3397. 


♦Guarino,  Antonio  to  Edgewater  Realty  Co.  Town  Dock  road. 
s  s,  ,50  w  Vincent  st,  50x100.  P  M.  July  3,  3  years,  5%%.  July 
9,   1906.  6<X> 

♦Green,  John  H  to  Edgewater  Realty  Co.  Dean  st,  e  s,  100  s  Town 
Dock  road,  KXlxlOO.  P  M.  July  3,  3  years,  514%.  July  9, 
1906.  1.750 

♦Same  to  same.  Town  Dock  road,  s  e  cor  Clarence  st,  25x10.'. 
P  M.     July  3,  3  years,  5%%.     July  9,   1906.  770 

♦Griffin.  John  to  Edgewater  Realty  Co.  Dean  st,  w  s,  100  s  Town 
Dock  road,  50x100.     P  M.     July  3,  3  years,  51/0%.     July  9,  1906. 

1,015 

♦Gillespie.  Hannah  to  Realty  Co.  Barkley  av,  n  s,  50  w  Vincent 
st,  50x100.     P  M.     July  3,  3  years,  51/2%.     July  9,  1906.  300 

♦Gorman,  Hugh  to  Edgewater  Realty  Co.  Dean  st.  e  s,  200  n 
Barkley  av,  50x100.     P  M.     July  3,  3  years,  5ya'/o.     July  9,  1906. 

500 

♦Goldschmidt,  Aaron  and  Saral  to  Edgewater  Realty  Co.  Clarence 
st,  s  w  cor  Barkley  av,  25x100.  P  M.  July  3,  3  years,  51/2%. 
July  9,   1906.  707 

♦Gminder,  Geo  F  and  Jos  Foerst  to  Edgewater  Realty  Co.  Town 
Dock  road,  s  e  cor  Dean  st,  100x100.  P  M.  July  3,  3  years, 
51/0%.      July  9,   1906.  2,845.50 

Handy.  James  F  and  Edw  V  to  Franz  Ebeling  and  ano.  Morris  av, 
e  s.  100  s  Field  pi,  .50x130.  P  M.  July  5,  5  years,  51/2%.  July 
7,   1906.      11:3172.  3,750 

Hookey,  Wm  T  with  City  Mortgage  Co.  Jennings  st,  n  s,  106.3  w 
Wilkins  pi,  75x100.  Three  extensions  of  mort.  July  2.  July 
9.  1900.     11:2965.  nom 

Hall,  Lena  to  Jos  Wertheimer  guardian  Joy  Wertheimer  and  ano. 
Jackson  av.  w  s,  50  n  1.56th  st,  25x77.  P  M.  July  10,  3  years, 
5',;.     July   11,   1906.      10:2636.  14,000 

Hecht,  Ferdinand  to  Minnie  Fisher  and  ano.  Home  st,  s  s,  234  w 
Barretto  st,  21.11x69.6x32.7x45.5.  P  M.  July  10,  3  years,  5%. 
July  11,  190(i.     ]0:271!l.  3,7.S0 

Hamblett.  Rodger  or  Roger  B  to  Lillie  Neuhaus.  202d  st  (Sum- 
rait  st).  No  753,  n  s,  189.3  w  Williamsbridge  road,  33.3x100. 
July  9,  5  years,  5%.     July  11,  V.MMi.     12:3308.  1,700 

Hughes,  John  L,  Mt  Vernon,  N  Y.  to  Wm  P  Williams  trustee  for 
Mary  L  Hillhouse  and  remainderman.  Jerome  av,  e  s,  398.4  s 
Gun  Hill  road,  50x100.  P  M.  July  3,  2  years,  5%.  July  10, 
1906.     12:3327.  3,(>40 

Hollander.  Adolph  with  Sterling  Realty  Co.  3d  av,  e  s,  87.4  n  St 
Paul's  pi,  40x100.  Subordination  agreement.  July  3.  July  6, 
1906.     11:2927.  nom 

Holde,  Johanna  to  Wm  E  Diller.  Grant  av.  e  s,  275.6  n  163d  st, 
20x95.  P  M.  Prior  mort  $8,000.  July  5,  installs,  5y2%.  July  6, 
1906.     9:2446.  3,650 

Horwitz,  Isidor  to  Isadore  M  Levy.  Bathgate  av,  e  s,  66.3  s  173d 
st,  16.8x8Ll.    PM.    June  3,  90  days,  6%.   July  6,  1906.   11:2920. 

2,000 

*Hodes,  Morris  to  James  T  Penfleld.  DeMilt  av,  n  s,  lot  248,  map 
Penfield  property.  South  Mt  Vernon,  47.3x85.2x27.9x89.11,  w  s. 
P  M.     July  6.     3  yrs,  5%.     July  7,  1906.  585 

Hart,  Henry  and  Ray  Kingsburg  to  Adolph  Steiner.  Willis  av,  e  s, 
25  s  135th  st,  25x100.  P  M.  July  2,  3  yrs,  6%.  July  5,  1906. 
9:2279.  4,500 

♦Henderson,  Jane  E  to  Maria  Flynn.  Washington  av,  e  s,  200  s 
Westchester  av,  33x100.  Prior  mort  $2,000.  June  26,  3  yrs,  6%. 
July  5,  1906.  500 

Hamill,  Rose  F  to  Anthony  McOwen.  Reservoir  Oval  West,  n  w 
cor  Tryon  av.  60.(i!x68.2x78.3x.30.  Prior  mort  $1,000.  July  6.  3 
years,  5^%.     July  10,  190(;.     12:3343.  1,0(X) 

♦Hinze,  Herman  T,  Brooklyn,  to  Marie  A  Hinze.  Pilgrim  av,  w  s, 
;50  s  Evelyn  pi,  75x100,  Westchester,  June  2.5,  3  years,  6'?i. 
July  9,   1!XI6.  3,000 

♦Huggard,  Joseph  B  to  Ruth  Russell.  219th  st,  s  s,  108.0  e  White 
Plains  road,  runs  s  64  x  w  113.7  to  e  s  White  Plains  road  x  n 
64  to  st  X  e  108. (>  to  beginning,  except  part  for  road.  July  3.  3 
years,  July  5,   1906.  3,000 

♦Same  to  Malinda  G  Mace.  White  Plains  road,  s  e  cor  219th  st, 
64x80,  Wakefield.     P  M.     June   1,  5  years,  5V.%.     July  5,  1906. 

15,000 

Hess  Realty  Co  to  Charles  Dickinson.  De  Kalb  av,  c  1,  99.5  s  Gun 
Hill  road,  runs  s  w  1.50  x  s  e  119.10  x  n  e  50.3  x  e  110.5  to  c  1 
Steuben  av  x  n  71.2  x  w  30  to  w  s  Steuben  av  x  n  w  154.2  to  be- 
ginning.    P  M.     July  5,  2  years,     5%.     July  10,  1906.     12:3327. 

4,923.75 

Humphrey,  Grant  to  Elbert  H  Dickinson.  Kossuth  pi,  c  1,  280  s  c  1 
210th  st,  runs  e  130  x  s  15.3  x  s  w  139.11  x  n  67.1  to  beginning. 
P  M.     July  3,  2  years,  5%.     July  10,  1906.     12:3326.  828.75 

Hollander,  Emanuel  to  Eilbert  H  Dickinson.  Kossuth  pi,  c  1.  255  s 
c  1  210th  St.  runs  e  130  x  s  25  x  w  130  x  n  25  to  beginning.     P 


M.     July  :> 


years,   .5%.      July    10.    1906.     12:3326. 


6.50 


Holerith,  Geo  to  Orella  D  Brown  et  al.  Wendover  av,  n  s.  146.11 
e  Webster  av,  37.6x83.5x37.6x83.3.  July  9,  3  years,  —%.  July 
10,  1006.     11:2817.  20.000 

Holtz,  Max  and  Chas  K  Beidenkopf  to  Wm  D  Williams  trustee  for 
Mary  L  Hillhouse  and  remainderman.  Steuben  av,  c  1,  130  s  c  1 
210th  st,  runs  s  75  x  w  ].'50  x  n  75  x  e  130  to  beginning.  P  M. 
June  30,  2. years,  .5%.     July  10,  1906.     12:;!.32»!.  1..852..50 

♦Hubener,  Louis,  Martin  Escher  and  Emil  Nikolai  to  Edgewater 
Realty  Co.  Valentine  st.  e  s,  100  s  Town  Dock  road.  275x100. 
P  M.     July  3,  3  years,  5%%.     July  9.  1906.  2,640 

♦Hoffman.  Wm  W  R  to  Edgewater  Realty  Co.  Barkley  av,  n  s, 
25  e  Vincent  st,  75x100.  P  M.  July  3.  3  years,  5V27c-  July  9, 
1906.  1.008 

♦Hoppe,  Richd  to  Edgewater  Realty  Co.  Barkley  av,  s  s,  75  e 
Vincent  st,  50x100.     P  M.     July  3,  3  years,  5%%.     July  9,  190<1. 

600 

♦Hecht,  Leah  to  Edgewater  Realty  Co.  Wilcox  st,  e  s,  100  s  Town 
Dock  road.  50x100.  P  M.  July  3r  3  years,  5?^%.  July  9, 
1906.  672 

♦Hecht,  Leah  to  Edgewater  Realty  Co.  Wilcox  st,  e  s,  1.50  s  Town 
Dock  road,  100x100.  2PM  morts,  each,  $(j72.  July  3,  3  years, 
51/2'/-.     July  9,   1906.  1,344 

♦Irving  Realty  Co  to  Wm  G  Wood  and  Ronald  K  Brown,  trus  Maria 
Wood.  Elm  st,  e  s,  whole  front  from  beach  to  Cedar  avs,  152.4x 
100.     June  18,  2  yrs,  6%.    July  7,  1906.  2,200 
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MAPLEDORAM  &  CO. 

i!.REAL  ESTATE  BROKERS 


Bay  Ridge  Property 
Our  Specialty 


Fifth  Ave.  and  TOth  St.,  Brooklyn,  N.  Y. 

Telephone,  724  Bay  Kidge 
Branch  Office :  Bay  Ridge  Ave.  ■  cor.  Fort  Hamilton  Ave. 


Isemann,  Wm  to  Gilbert  Van  der  Smissen.  Tremont  av,  No  758, 
s  w  cor  Bathgate  av.  Store  lease.  All  title.  July  3,  given  as 
collateral  security  for  payment  of  chattel  mort.  July  10,  lyUO. 
11:2918.  3,000 

•Irving  Realty  Co  to  Adam  Muth.  233d  st,  s  s,  2S0  w  White 
Plains  road,  50.3x114.0,  Wakefield,  except  part  for  av.  P  M. 
July  -■:■.  3  years,  O'yc.     July  T,  1000.  1,200 

•Johnson,  V»'ahlborg  to  Jttianna  Anderson  as  guardian  Hilda  M 
Anderson.  23oth  st,  n  s,  80  w  ^\Tiite  Plains  road,  75x114,  Wake- 
field.    July  0,  1  year,  G'/i.     July  H,  lilOO.  200 

Jones.  John  H  to  Charles  Dickinson.  Gates  pi,  c  I,  74.4  n  Mosholu 
Parkway  North,  rune  e  130  x  n  50  x  -w  130  x  s  50  to  beginning. 
P  M.     July  5,  2  years,  ::>'/(.     July  10,  1000.     12:3324.  1,4(.K) 

Junge,  Bernard  W  to  Philip  Knobloch.  155th  st.  No  659,  n  s,  345 
w  Elton  av,  25x100.     June  29,  3  yrs,  5%.    July  5,  1900.    9:2377. 

4,000 

John,  Anna  G  to  TITLE  GUARANTEE  &  TRUST  CO.  Willis  av, 
No  456,  e  s,  100  n  145th  st,  25x100.  July  5,  due,  &c,  as  per 
bond.     July  6,  1906.     9:2290.  23.000 

Joachim,  Morris  P  to  Wm  P  Williams  trustee  for  Mary  L  Hill- 
house  and  remainderman.  DeKalb  av,  c  1,  340  n  c  1  st  80  ft 
wide,  runs  n  'A)  x  w  130  x  s  .50  x  e  130  to  beginning.  July  5,  2 
years,  5%.     July  10,  1906.     12:3327.  1,722.50 

Jamascia,  Guiseppe  to  Henry  Elias  Brewing  Co.  Arthur  av.  No 
2388,  e  s,  112.6  n  186th  st,  37.6.xS4. 8x37. 6x84. 10;  Arthur  st  or 
av.  No  23',>0,  e  s,  150  n  186th  st,  25x87.6.  P  M.  Prior  mort 
$6,500.     July  9,  demand,  — %.     July  11,  1906.     11:3073.  5,000 

Jackson,  Max  and  Harry  to  American  Mortgage  Co.  Union  av, 
s  w  cor  160th  st,  39x105.     July  10,  1906,  1  year,  &/c.     10:2606. 

31,000 

Same  to  Frederic  J  Middlebrook.  Same  property.  July  10,  1 
year,  &/c-     July  11,  1906.     10:2666.  14,000 

Johnson,  Mary  L  E,  Camden.  N  Y,  to  Jennie  Patterson.  Southern 
Boulevard,  e  s,  .50  n  167th  st,  25xl<_K).  p  M.  Prior  mort  $3,200. 
July  2.  due  Jan  3,  1908,  — %.    July  11.  1906.     10:2745.  1.600 

Jamascia,  Giuseppe  to  Marie  De  Balso.  Arthur  av,  e  s.  150  n  Will- 
iam st,  or  186th  st,  25x87.6.  P  M.  Prior  mort  .$3,000.  3  yrs, 
6%.     July  0,  1906.     Il::i073.  3,500 

Kingston,  George  D  to  Wm  J  Winghart.  Marion  av,  w  s,  2,5  s  198th 
st,  25xl(.K).5x25x  100.8.  July  5,  1  year,  5V>%.  July  9.  1906.  12:- 
3289.  ■  2,000 

Koster,  Henry  C  to  Parker  McGrundy.  Webster  av.  No  3112,  e  s,  75 
n  Woodlawn  road.  25x184. lx2;:.xl.S4.8.  P  M.  Prior  mort  $5,0<X). 
July  2.  3  yearsl  6<;; .     July  9,  190(>.     12:3357.  2,000 

Same  to  TITLE  GUARANTEE  AND  TRUST  CO.  Same  property. 
P  M.     July  6,  demand.  — %.     July  9,  1906.     12:,3357.  5,000 

Kolkebeck.  Mary  to  Wm  Hodgson.  205th  st,  s  s.  3l)7.7  w  Lisbon 
pi.  .52.5xll4.7x.50xl30.2.  P  M.  Prior  mort  ,$2,500.  July  6.  1 
year,     July  11.  1906.     12:3311.  1.000 

•Kramer.  Alois  to  Henrietta  Born.  Broadway,  e  s,  325  s  Tre- 
mont road,  52x114.5x50x100.  July  10,  3  years,  5%.  July  11, 
1SK)6.  .  5,000 

Kelleher.  Catherine  to  Wm  P  Williams  trustee  for  Mary  L  Hill- 
house  and  remaindermen.  Knox  pi.  c  1.  522.2  n  Mosholu  Park- 
way North,  runs  n  25  x  w  130  x  s  25  x  e  130  to  beginning.     July 


5.  2  years.  5<7£.     July  10,  1906.     12:3324. 


800 


•Knobloch,  John   to   Robert   N  Hill.      Barker  av,   n  w  cor  King  st, 

.50x90.     P  M.     June  21,  3  years.  6%.     July  6,  1906.  600 

•Kelly.  Edw  H  to  N  Y  Catholic  Protectory  of  City  N  Y.      Benedict 

av,  s  s.  268  w  Pugsley  a  v.  KXIxlOO.     4PM  morts,  each  $647.50. 

June  28,  due  July  15,  1909,  —</c.     July  7,  1906.  2,580 

•Keenan,  James  P  to  Chas  V  Halley  et  al.     Eastern  Boulevard,  w 

s,   100  s   Wate.|Sury  av,  75x100.      P  M.     June   21,   3  years,   5%. 

July  !),   19116.  2,018.25 

•Keenan,   Patrick  F  to  Chas  V  Halley  et  al.     Eastern  Boulevard. 

w   s.   37.S.7   n   Coddington   av,    .50x100;    Waterbury   av,    n   w   cor 

Hollywood  av,  25x100.     June  21,  3  years,  '//c     July  9,  1906.  1,820 
•Koontz,    Theresa    to    Edgewater    Realty    Co.      Clarence    st.    w    s. 

25  s  Barkley  av,  25x100.     P  M.     July  3,  3  years,  5%%.     July  9, 

UMHi.  507.50 

•Kuntz,   Fredk   to   Edgewater   Realty   Co.      Barkley   av,   s   s,   50   e 

Wilcox  st,  .50x100.     P  M.     July  3,  3  years,  51/.%.     July  9,  ItHX!. 

1,000 
King,  Julia  A.  to  Alonzo  Howell.     238th  st,  n  s,  100  w  Keppler  av. 

25x100.     Prior  mort  $3,500.     Feb  21.  2  yrs,  6%.     July  7,  1906. 

12:. 3373.  800 

Kleban,  Louis  E  with  City  Mortgage  Co.     Washington  av,  n  w  cor 

St  Paul's  pi,  65.3x100.9.     Subordination  mort.     July  2.     July  7, 

190<i.      11:2902.  nom 

Kelly,  Edw  H  to  Thos  J  L  McManus  and  ano,  exrs,  &c  Catharine 

Clinton.      Marion  av.  w  s,  197.10  n  ISlth  St.  50.1x91. Ix.50.7x81.3 

P  M.    July  5,  3  yrs,  5%%.    July  6,  1906.    11:3022.  1.680 

Keim,    Elizabeth    with    Henry    Boehnert.      139th   st,    No   608.    s    s, 

156.6  s  e  Alexander  av.  2.5x100.     Extension  mort.     Apr  2,   1904. 

July   12,    1906.      9:2301.  nom 

•Klippell.  Nicholas  Sr  to  Edgewater  Realty  Co.     Dean  st.  w  s.  225 

s   Barkley   av.    lOOxlO;    Town   Dock   road,  s  s.   25  e   Valentine   St. 

75x100.      P   M.     July  3.  3  years.  5%%-     July  9.   1906.  3.(K)0 

•Kimbark.  Elmer  M  to  Edgewater  Realty  Co.     Barkley  av,  s  e  cor 

Clarence   st,   100x100.      P   M.     July  3.   3  years.  5^%.     July   11, 

1906.  7.945 

•Same  to  same.     Clarence  St.  e  s.  1.50  s  Barkley  av,  50x100.     P  M. 

July  3,  3  years    5%%.     July  11.   1906.  1,078 

*Same  to  same.     Clarence  st,  e  s.  100  s  Barkley  av,  50x100.     P  M. 

July  3,  3  years.  5%%.     July  11.  1006.  1,267 

Koelsch-Hubener  Co  to  City  Mortgage  Co.     180th  st,  s  s,  132.6  w 

Park  av  West.  99.10x49.8x102.3x49.8.     Prior  mort  $37,.500.    June 

7,  demand,  6%.     July  6,  1906.     11:3029.                                           2,500 
Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  7.     July  6,  1906.     11:3029.  • 

Klinder,    Edna   J    to    Hyman    Axelroad    and    ano.      Walton    av.    e   s, 

100  s  181st  st,  25x100.     Prior  mort  $6,500.     July  3,  2  yrs,  6%. 

July  7,  1906.     11:3178.  2,100 

Lane.  Chas  to  American  Mortgage  Co.     143d  st.  n  s.  4.50.3  e  Alex- 
ander  av.   56.3xl0f».      P   M.      July   6.    1   yr,   5%.      July   7.    1906. 

0:2.306.  14,000 

Lennen.  Gertrude,  widow,  to  Wm  N  Johnson.     Morris  av,  w  s,  245  s 

175th  St.  25x95.     July  5.  3  yrs,  5%.     July  6.  190(3.     11:2979.     1,800 
Laguna,   Morris  to  Felix  Levy.     St   Ann's  av,   e  s,  40  n  1,34th  st, 

20x80.     P  M.     July  2,  3  yrs.  6":.     July  5,  1906.     10:2.547.        2.000 
Lyttle,  Belendia  T,  wife  Saml,  to  Henry  Lewis.     Hoe  av,  e  s,  175 

s  Freeman  st,  25x100.     P  M.     July  6.  5  yrs.  — %.     July  7,  1906. 

11:2986.  2.500 


Lehane.  Daniel  to  Wm  P  Williams  trustee  tor  Mary  L  Hillhouse 
and  remaindermen.  Steuben  av.  c  1.  at  c  1  210th  st.  runs  s  80 
X  w  130  X  n  SO  to  c  1  2I(Kh  st  x  e  130  to  beginning.  P  M.  July 
5,  2  years,  .5'/c.     July  10.  1906.     12:3326  and  3327.  1.765 

Lese.  Louis  to  American  Mortgage  Co.  154th  st.  Nos  671  and 
673  East,  n  s,  50x100.  July  10,  1  year,  5%.  July  11,  1906. 
9:2376.  9,000 

Local  Realty  Co  to  Kingsbridge  Real  Estate  Co.  Harlem  River  ter- 
race, s  e  cor  190th  st,  runs  e  44.6  to  w  s  Bailey  av,  x  s  125  x  w 
70.11    to   Harlem   River   terrace,  x  n   127.6   to   beginning.      P  M. 
Prior   mort   $1,500.     July  9.   3   years,   51/2%.      July   11.   1906. 
11:3236.  3.400 

Same  to  same.  Same  property.  P  M.  July  9,  due  Feb  17.  1908, 
5%%.     July  11,  1906.     11:3236.  1,500 

*Lischke,  John  A  Jr  to  Elisia  M  De  Silva.  12th  st,  n  s,  105  e  Av 
C,  25x108.  Unionport.  P  M.  June  23,  2  years,  6%.  July  11, 
1906.  1.300 

Lemler,  Wm  to  Smith  Williamson.  141st  st.  No  517,  n  s,  214.11 
w  3d  av.  15x100.    July  1.  3  years,  o^k%.     July  11,  1906.    9:2322. 

2.500 

Lum,  Albert  C  to  Central  Mortgage  Co.  Bainbridge  av,  s  e  s, 
370.1  s  w  196th  st,  25.6xl08.9x25.7xl0lj.2,  together  with  strip 
0.6  on  north.     June   1,  3  years,  5%.     July  11,  1906.  6,500 

Same  to  Eliza  O'Kennedy.  Same  property.  Prior  mort  $6,500. 
July  9,  1  year,  6',;.     July  11,  lOOf..     12:3287.  1,250 

Same  to  Ceutral  Mortgage  Co.  Bainbridge  av,  s  e  s,  404.7  s  w 
rj6th  st,  24.6x111. 2x'_'4. 7x108.9,  together  with  strip  0.6  on  north. 
June  1,  3  years,  5%.     July  11,  1906.     12:3287.  6,500 

Same  to  Eliza  O'Kennedv.  Same  property.  Prior  mort  $6,500. 
July  9.   1  year,  6%.     July  11.  1906.     12:3287.  1.250 

Lockridge,  Lawrence  F,  Hempstead.  L  I.  to  Fanny  Ascheim.  Park 
av,  n  w  cor  176th  st.  44.1x150.6x44.8x150.6.  P  M.  July  9.  3 
years,  Tj'^c.     July  11,  1906.     11:2900.  4,000 

•Loflnk,  Kasimir  to  N  Y  Catholic  Protectory  of  City  N  Y.  Pugsley 
av,  w  s,  100  n  170th  st,  50x105x50x106.8.  P  M.  June  28,  3 
years.  — %.     July  6.  1906.  1.995 

Same  to  same.  Pugsley  av,  e  s,  50  n  Benedict  av,  50x103. 6x50x 
101.7.     P  M.     June  28,  3  years.  — %.     July  6,  1906.  1,505 

•Lion,  Gidale,  to  N  Y  Catholic  Protectory  of  City  N  Y.  Old 
road,  s  s,  50  e  Storrow  st,  25x82.6.  P  M.  June  28,  due  June 
15,    1909,  — %.     July  (!.   1906.  437.50 

Lehane,  Daniel  to  Elbert  H  Dickinson.  210th  st,  c  1,  155  e  c  1 
Kossuth  pi,  runs  n  130  x  e  50  x  s  130  x  w  .50  to  beginning.  P 
M.     July  5,  2  years.  .5'/, .     July  10.  1906.     12:3327.  1,322.50 

Lynch,  Timothy  to  Dora  M  Eickwort.  236th  st,  n  s,  110  w  Ka- 
tonah  av,  25x100.  P  M.  July  9,  due  Jan  9,  1914,  6%.  July  10, 
1906.     12:3377.  1,500 

•Laguidara,  Filippa  and  Rosaria  Orlando  to  Betty  Peterson. 
Plot  begins  84(3  e  White  Plains  road  at  point  along  same  950  n 
Morris  Park  av,  2.5x100.  right  of  way  over  strip  to  Morris  Park 
av.  P  M.  Prior  mort  $3,000.  July  3,  due  March  1.  1911,  6%. 
July  10,  1906.  1,400 

•Luchs,  Wm  E  to  Edgewater  Realty  Co.  Dean  st,  w  s,  225  s 
Town  Dock  road,  25x100.  P  M.  July  3,3  years,  5%%.  July  9, 
1906.  497 

•Lenniger.  Otto  to  Edgewater  Realty  Co.  Clarence  st,  w  s,  50  s 
Barkley  av,  25x100.  P  M.  July  3,  3  years,  5yz%.  July  9. 
1906.  507.50 

•Lynch.  James  J  to  Edgewater  Realty  Co.  Town  Dock  road,  s  s. 
2;j  n  Valentine  st,  25x100.  P  M.  July  3,  3  years,  5y,%.  July  9, 
1906.  "  245 

•Maus,  Anna  M  Individ  and  as  exr  Jacob  Maus  and  Frank,  Chris- 
•tian,  Paul,  Ignatz  and  Henry  Maus  and  Burbura  M  Kuhlwein  to 
THE  WAPPINGER  SAVINGS  BANK,  of  Wappinger  Falls,  N  Y. 
227th  St.  n  e  cor  2d  av,  105x114,  Wakefield.  June  15,  3  years, 
5%%.     July  9,  1906.  500 

•Martocua,  Frank  to  N  Y  Catholic  Protectory  of  City  N  Y.  Stor- 
row St.  e  s,  25  n  Benedict  av,  25x101. ()x25xl01. 3.  P  M.  June 
28,  due  July  15,  1900,  —%.     July  10,  1906.  700 

•Madden,  Thomas  and  Noah,  joint  tenants,  to  Bernetta  A  de  Silva. 
12th  St.  n  s,  130  e  Av  C.  25x108,  Unionport.  P  M.  July  2,  2 
years.  6%.    July  9,  19(.l(!.  1,700 

Makransky.  Saml  and  Bernard  Applebaum  to  City  Mortgage  Co. 
Union  av.  w  s.  41  s  w  l(i8th  st,  84.x91.1.  Building  loan.  Prior 
mort   $28.(X»0.     June   29.   demand.  6%.     July  9,   IIKIO— 10 : 2(>72. 

22.000 

•Monaco,  Vincenzo  and  Calagero  Verdina  to  Anna  J  Marius.  Co- 
lumbus av,  s  s,  25  e  Taylor  st,  25x100.  P  M.  July  2,  5  years, 
.5%.     July  9.  1906.  3.8tK) 

•Marthens.  Minnie  and  Martha  Schmorr  to  Geo  J  Lyons  and  ano 
as  trustees  Thos  E  Lyons.  Harrison  av,  w  s,  100  s  McGraw  av, 
25.X90,    Westchester   av.      July   6,   3  years.   5%%-     July  9,    1906. 

3.ooe 

Magda.  Severin  and  Rosalie  wife  of  Edw  Magda  with  TITLE  GUAR- 
ANTEE AND  TRUST  CO.  Willis  av,  e  s.  l(Xt  n  145th  st,  25x100. 
Subordination   agreement.     July  5.     July   (i,    1900.     9:2290.       nom 

Magda,  Severin  and  Rosalie,  wife  Edw  Magda,  with  Anna  G  John. 
Willis  av,  e  s,  100  n  145th  st,  25x100.  Extension  mort.  July  5. 
July  6,  1906.     9:2290.  nom 

Meyer,  Henry  to  UNITED  REAL  ESTATE  &  TRUST  CO.  Jerome 
av.  e  s.  25.2  n  Burnside  av.  50.6x100.11.  P  M.  July  2,  3  yrs,  5%. 
July  5,  190(!.     11:31.8.5.  10,000 

Menge,  Francis  B  to  Fannie  M  E  Lancaster.  144th  st,  n  s,  425  e 
Willfs  av,  25x100.  P  M.  July  2,  3  yrs,  5%.  July  5,  1906. 
9:2289.  5,000 

Marks,  Harry  and  Louis  Greenky  to  Atlantic  Dock  Co.  156th  st. 
s  s,  25  e  Union  av.  50x91.    Demand.  6%.    July  7.  1906.    10:2675. 

24.500 

McGarry,  Ella  T  to  LAWYERS'  TITLE  INS  &  TRUST  CO.  156th 
St.  n  s.  25  e  Dawson  st,  25xl(X).  July  6,  3  yrs,  5%.  July  7, 
19fl(i.     10:2701.  7.000 

Malcolm,  Thomas  D  to  City  Mortgage  Co.  159th  st,  s  s.  217  e 
Courtlandt  av.  .50x98.  Subordination  agreement.  July  6.  July 
7.  1906.     9:2405.  nom 

McQuade,  Bessie  M  to  Louise  Thomas.  Worth  av.  w  s,  108.7  s 
176th  st,  .50x94.3,  except  part  for  Carter  av.  July  3,  due  Jan 
3,  1907,  6%.     July  7.  1906.     11:2892.  1,200 

Moorhead  Realty  &  Construction  Co  to  City  Mortgage  Co.  Elton 
av,  e  s,  50  n  155th  st.  80x100.  Prior  mort  $18,000.  July  2,  de- 
mand. 6%.     July  7,  1906.     9:2377.  32,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     July  2.     July  7,  1906.     9:2377.  

•Mensch,  Chas  to  Matthews  Mensch.  Green  av,  s  s,  275  w  Mapes 
av,  50x100.     P  M.     June  23,  3  yrs,  5%.    July  5,  1906.  2,000 
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Meyerowitz.  Pliilip  and  Nathan  Sussman  to  Max  Friedman.  Brook 
av,  No  lUOlJ,  e  s,  iL'o.lO  s  165th  st,  I'O.GxloO.  11x23x164.9.  P  M. 
Prior  mort  $16,160.     July  5,  1906,  due  Jan  1,  1910,  — %.     9:2386. 

3,150 

*Maker,  Philip  and  Geo  Kooden  to  John  Fuelner.  Westchester  ay, 
n  s,  at  e  line  land  Isaac  Braithwaite,  runs  n  160  x  e  26  x  s  160 
to  av  X  w  26  to  beginning.     July  2,  5  yrs,  5%%.     July  5,  1906. 

5,000 

McBride,  Stephen  to  TITLE  INS  CO  of  N  Y.  Garden  st,  n  s,  365.2 
w  Southern  Boulevard,  50x227.7  to  s  s  Old  Kingsbridge  rd  x  50x 
227.2.     July  5,   due  Jan   1,   1908,   5%.     July  6,   1906.     11:3100. 

5,000 

*Mulle,  Emma  to  Maria  Urbansky.  Lots. 39  to  44  and  67,  map 
property  ot  J  E  Bullard  &  Co,  adj  South  Mt  Vernon.  P  M.  June 
29,  3  yrs  51/2%.     July  6,  1906.  1,750 

Mullay,  Mary  E  to  Sterling  Realty  Co.  3d  av,  e  s,  87.4  n  St  Paul's 
pi,  4(1x100.  Prior  mort  $7,500.  July  3,  3  yrs,  — %.  July  6, 
1906.      11:2927.  40,000 

*Molloy,  Thos  to  Geo  A  Deverman.  Plot  begins  490  e  White 
Plains  rd  at  point  along  same  600  s  Morris  Park  av,  runs  e  100 
X  n  25  X  w  100  x  s  25  to  beginning,  right  o£  way  to  Morris  Park 
av.  P  M.  Prior  mort  $3,000.  July  5,  due  Mar  1,  1909,  5V4%. 
July  6,   1906.  925 

Mercury  Realty  Co  to  commonwealth  Mortgage  Co.  Westchester 
av,  s  s,  235.2  w  Wales  av,  105x79.11x117.2x131.11.  July  3,.  1  yr, 
6,,.     July  6,  1906.     10:2644.  80,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     July  3.     July  6,  1906.     10:2644.  

*Malcolm,  Thomas  D  to  City  Mortgage  Co.  Park  av,  s  e  s,  103.1 
n  e  156th  st,  runs  e  49.4  x  s  103.8  to  156th  st  x  w  71.1  x  n  w  30 
to  av  x  n  e  103.1  to  beginning.  Prior  mort  $28,814.72.  July  2, 
demand,  6%.     July  6,  1906.     9:2416.  36,185.28 

Meehan,  Michl  to  Nellie  Meehan.  Whitlock  av,  w  s,  100  n  Barretto 
st,  150x100.  Prior  mort  .f3,.500  on  this  and  other  premises. 
June  27,  demand,  6%.     July  7,  190(j.     10:2735.  35,000 

•Mclntyre,  Patrick  to  Chas  V  Halley  et  al.  Eastern  Boulevard, 
w  s,  150  n  La  Salle  av,  50x109x50x106.11.  P  M.  June  21,  3 
years,  5%.     July  9,  1906.  1,200 

Murray,  John  F  to  Charles  Dickinson.  Kossuth  pi,  c  1,  205  n  c  1 
210th  st,  runs  e  130  x  n  25  x  w  l.'iO  x  s  25  to  beginning.  P  M. 
July  3,  2  years,  .j'/t.     July  10,  1906.     12:3327.  625 

Meisel,  Anna  C  to  Elbert  H  Dickinson.  Ga>tes  pi,  c  I.  449.4  n 
Mosholu  Parkway  North,  runs  e  l."50  X  n  25  x  w  1,30  x  s  2.5  to 
beginning.     P  M.     July  5,  2  years,  5'/,.     July  10,  1906.     12:3324. 

1,137.50 

Marcus,  Nathan  to  City  Mortgage  Co.  1.55th  st,  n  e  cor  West- 
chester av,  147. 7x30.11x94. 1x110.  Building  loan.  Prior  mort 
$31,809.     July  2,  demand,  6%.     July  10,  1906.     10:2654.        38,191 

♦Murray,  Eliz  R  to  Edgewater  Realty  Co.  Barkley  av,  n  e  cor 
Valentine  st,  50x100.  P  M.  July  3.  3  years,  5>^%.  July  9. 
19U6.  612.50 

•Murray,  Mary  R  to  Edgewater  Realty  Co.  Dean  st,  w  s,  150  s 
Town  Dock  road.  .50x100.  P  M.  July  3,  3  years,  5V>%.  July  9, 
1906.  "  952 

*Mulhall,  John  to  Edgewater  Realty  Co.  Valentine  st,  e  s,  100  s 
Barkley  av,  50x100.     P  M.     July  3,  3  years,  51/2%.     July  9,  1906. 

365 

*Mott,  Margt  to  Edgewater  Realty  Co.  Wilcox  st,  w  s,  175  s 
Barkley  av,  25x100.     P  M.     July  3,  3  years,  5i/,%.     July  9,  1906. 

420 

Murray.  John  F  to  Wm  P  Williams  trustee  for  Mary  L  Hillhouse 
and  remaindermen.  Kossuth  pi,  c  1,  130  n  c  1  210th  st.  runs  e 
1.3U  X  n  75  X  w-130  to  c  1  Kossuth  pi  x  s  75  to  beginning.  P  M. 
July  3.  2  years,  .5%.     July  10,   1906.     12:3327.  1,875 

McGovern,  Mary  C  to  Patrick  Hennessy.  169th  st.  No  1168,  s  w  s, 
S5.6  e  Fox  st.  lS.6x45x22.10x.58.4.  July  10,  3  years,  —%.  July 
11.    190(;.     10:2718.  33,0(X) 

Monaghan,  Christopher  to  Arthur  E  Smith.  Latontaiue  av.  No 
20.52,  e  s,  148.1  s  l.SOth  st.  16.2x100.  P  M.  Prior  mort  $2,000. 
July  1,  due  Jan  1.  1909.  6%.     July  11,  1906.     11:3069.  1,1.50 

*Mischner.  Louis  to  Wm  W  Penfleld.  De  Milt  av,  n  e  s,  at  n  w  s 
2d  st  or  Baker  av,  175x100;  Pell  pi,  s  e  s,  at  s  w  s  Huguenot 
St.  33.4xlUO.     Oct  1.  1904,  4  years,  ^'c     July  1,  1906.  2..500 

Mc.-\rdle.  Frank  J  to  Mary  Mapes.  Lots  201  to  203  amended  map 
Cammann  estate,  except  part  for  184th  st.  P  M.  July  10,  3 
years,  5y2^c.     July  11.  1906.     11:3235.  12.000 

Maslem,  Richd  R  and  Michl  J  Dowd  (o  Wm  P  Williams  as  trustee 
for  Mary  L  Hillhouse  and  remaindermen.  Gun  Hill  road,  s  s. 
at  c  1  De  Kalb  av.  runs  w  80  x  s  101.2  x  e  SO  to  c  1  De  Kalb  av 
X  n  102.9  to  beginning.  P  M.  July  5,2  years,  5%.  July  10. 
1906.     12:3327.  .  4.000 

*Murphy,  Richd  J  L  to  N  Y  Catholic  Protectory  of  City  N  Y.  .  Old 
road,  s  s,  93  w  Pugsley  av,  75x!(4xlO0x86.6.  P  M.  June  28.  due 
July   15,    1909,   —'7c.      July   11,    1906.  1.960 

*Mapes,  Lambert  G  to  Edgewater  Realty  Co.  Dean  st,  e  s,  1.50 
n  Barkley  av,  50x100.  P  M.  July  3,  3  years,  51A%.  July  11, 
1906.  '  861 

Magda.  Edw  to  Wm  P  Williams  trustee  for  Mary  L  Hillhouse  and 
remaindermen.  Jerome  av,  e  s,  at  n  e  s  Mosholu  Parkway,  runs 
n  145.6  to  c  1  of  a  st  80  ft  wide  x  e  100  x  s  115  x  s  w  67.7  x  n  w 
78.8  to  beginning.  P  M.  July  3,  2  years,  5%.  July  10,  1906. 
12:;;326  and  3327.  12,2.50 

Meisel.  Anna  C  to  Wm  P  Williams  trustee  Mary  L  Hillhouse  and 
remaindermen.  Gates  pi.  c  1,  399.4  n  Mosholu  Parkway  North, 
runs  e  130  .x  n  .50  x  w  130  x  s  50  to  beginning.  P  M.  July  5,  2 
years,  57(,.     July  10.   1906.     12:3324.  2,145 

Norton,  Thos  H  to  Charles  Dickinson.  Kossuth  pi,  c  1,  5.5  s  c  1 
2]0th  st,  runs  e  130  x  s  75  x  w  130  x  n  75  to  beginning.  July 
5.  2  years.  5%.     July  10.  1906.     12:3326  and  3327.  2,047,50 

Noe,  Paul  to  Charles  Dickinson.  Kossuth  pi,  c  1,  230  n  c  1 
210th  st,  runs  e  130  x  n  .50  x  w  1.30  x  s  50  to  beginning.     P  M. 


July  3.  2  years,  h'7c.     July  10,  190l>.     12:3327. 


1,440.25 


Naumann,  John  and  Mary  to  Elbert  H  Dickinson.  Jerome  av,  e  s 
698.4  s  Gun  Hill  road,  .50x100.  July  3,  2  years,  57c.  July  10 
1906.      12:.3327.  2,.500 

Noe.  Paul  to  Elbert  H  Dickinson.  Kossuth  pi,  c  1,  280  n  c  1 
210th  st,  runs  e  130  x  n  25  x  w  130  to  pi  x  s  25  to  beginning 
PM.     July  3,  2  years,  W/o.     July  10.  1906.     12:3327.  715 

Norton,  Thos  H  to  Elbert  H  Dickinson.  Kossuth  pi,  c  1,  130  s 
c  1  210th  st,  runs  e  130  x  s  50  x  w  130  x  n  50  to  beginning 
P  M.     July  5,  2  years,  57c.     July  10,  1906.     12:3326.  1,332.50 


♦Nigen,  Jacob  to  Edgewater  Realty  Co.  Town  Dock  road,  s  s,  .50 
w  Valentine  st,  25x100.  P  M.  July  3,  3  years,  5i/27c.  July  9, 
1906.  231 

Northwestern  Realty  Co  to  City  Mortgage  Co.  3d  av,  e  s,  105  2  n 
178th  st,  200x109. .5xl99.8xl(X>.  Building  loan.  Prior  mort  $95  - 
232.26.     July  2,  demand,  6%.     July  9,  1906.     11:3061. 

44.767.74 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     July  2.     July  9,  1906.     11:3061.  

Naumann.  John  to  EMIGRANT  INDUST  SAVINGS  BANK.  3d  av. 
No  32.56,  e  s,  25.2  s  Teasdale  pi,  25.2x90.6.x25x87.7.  July  9, 
1906.  5  years,  5%.     10:2021.  14,0(X) 

Same  to  Angelicka  Gilfrieh.  Same  property.  Prior  mort  $14,000. 
July  5.  due  Jan  5,   190S.  — %.     July  9.   1906.     10:2621.  4,000 

Nathan,  Marcus  to  Joseph  A  Reid,  trus  Francis  Geiger.  Stebbins 
av,  s  e  s  at  n  s  167th  st,  62.6x19x61.2x25.  July  3,  5  yrs,  5%. 
July  5.  1906.     10:2692.  9,000 

Northwestern  Realty  Co  to  LAWYERS'  TITLE  INS  &  TRUST  CO. 
138th  st,  n  s,  125  e  St  Ann's  av,  7  lots  each  39.3x100.  7  morts, 
each  35,000.  July  6,  5  yrs,  5%.  July  7,  1906.  10:2.551  and 
-552.  245,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  morts.  July  6.  July  7,  1906.  10:2551  and 
2552.  

*Nally,  Christopher  to  N  Y  Catholic  Protectory  of  City  N  Y.  Pugs- 
ley av,  s  e  cor  Old  road,  30.4x108x56x106.2.  P  M.  June  28,  due 
June   15,   1909,  — %.     July  1},   1906.  1,470 

"Same  to  same.  Storrow  st,  s  e  cor  Benedict  av,  25x112x25x111  9 
P   M.     June   28,   due   July  5,   1909,   ~%.     July  11,   1906.       927.50 

'Same  to  same.  170th  st,  n  w  cor  Pugsley  av,  29.4x100x25.9x100. 
P  M.     June  28.  due  July  15,   1909.  —%.     July  11,  1906.     1.662.50 

»01ander.  Karl  to  Francis  L  Stetson.  Cruger  st,  e  s,  300  s  187th 
st,  2.5x105.  Prior  mort  $300.  Feb  9,  2  years,  47c.  July  5, 
]!»0(i.  3,000 

Otto,  Andrew  C  to  Wm  H  Wright.  Briggs  av.  No  2666,  e  s,  238.2 
n  194th  st,  22.8x75.10.x22.7x74.11.  P  M.  July  9,  1  year,  — 7o 
July  10.  1906.      12:3294.  •  50O 

Oestreich,  Chas  to  Wm  P  Williams  trustee  for  Mary  L  Hillhouse 
and  remaindermen.  De  Kalb  av,  c  1,  329.9  s  Gun  Hill  road,  runs 
w  130  X  s  ,50  X  e  1.30  to  c  1  De  Kalb  av  x  n  50  to  beginning. 
July  5.  2  years,  .57^.     July  10,  1906.     12:3327.  1,700 

*Piser,  Abraham  to  N  Y  Catholic  Protectory  of  City  N  Y.  Public 
pi.    n    e   cor   Westchester   av,    126x136.3x100x62.3.      P   M.     June 


28.  due  July  15,  1909.  —%.     July  11,  1906. 


5,577.50 


*Pelli.  James  to  Joseph  J  Gleason.  Gleason  av.  n  w  cor  177th  st, 
.50x100.     P  M.     July  10,  3  years,  5</;.     July  11,  1906.  1,140 

*Pilkington.  Lily  to  Fred  M  Weiss.  Madison  av.  s  w  s,  25  s  e 
from  n  s  lot  137,  runs  s  w  100  x  s  e  25  x  n  e  86.5  x  n  18.11  to 
av  X  n  w  11.1  to  beginning,  being  part  of  lot  137  map  in  parti- 
tion of  real  estate  Wm  Adee.  July  9,  3  years,  6%.  July  11, 
ItMHJ.  700 

Parker,  Catherine  to  Wm  P  Williams  trustee  Mary  L  Hillhouse. 
Knox  pi,  c  1,  .547.2  n  Mosholu  Parkway  North,  runs  n  25  x  w  130 
X  s  25  X  e  130  to  beginning.  P  M.  July  5,  2  years,  5%.  July 
10,  1906.     12:3324.  910 

Powers.  James  B  to  Wm  P  Williams  trustee  for  Mary  L  Hillhouse 
and  remaindermen.  208th  st,  c  1,  350.6  s  e  c  1  st  80  ft  wide,  runs 
s  e  72.5  X  s  w  135.8  x  n  w  33.8  x  n  e  130  to  beginning;  Steuben 
av.  c  1.  230  s  c  1  210th  st,  runs  s  13.4  x  s  w  139.11  x  n  65.3  x  e 


4,273.' 
349.4  e  4th 
67e.     July  10, 

600 
c  I,  at  c  1  De 


130   to   beginning.      P  M.     July  5,   2  years,  5%.     July  10,   1906. 
12:.'!326.  2,047.50 

Patterson.  Daniel  W  and  Henry  J  Smith  to  Wm  P  Williams  trus- 
tee for  Mary  L  Hillhouse  and  remaindermen.  208th  st,  c  1  , 
125.6  s  e  of  a  st  .SO  ft  wide,  runs  s  e  50  x  s  w  1.S0  x  n  w  50  x  n  e 
130  to  beginning;  208th  st.  c  1,  175.6  s  e  of  a  st  SO  ft  wide,  runs  s 
e  75  X  s  w  130  x  n  w  7;)  x  n  e  130  to  beginning.  P  M.  July  3, 
2   years.   .57c.     July   10,   1906.      12:3326.  

*Pinelll,  Deodata  to  Henry  C  Merritt.  215th  st,  s 
st,  25x100.  Prior  mort  $2,000.  July  7,  3  years 
1906. 

Powers,  James  B  to  Elbert  H  Dickinson.     210th  st, 
Kalb  av,  runs  n  e  161.3  x  s  e  30  to  e  s  De  Kalb  av  x  e  7.5  x  s  130 
to  c  1  210th  st  X  w   107.4  to  beginning.     P  M.  July  5,  2  years, 
5<t;.     July  10,   ItlOO.     12:3327.  1,235 

Parker.  Catherine  to  Elbert  H  Dickinson.  Knox  pi,  c  1.  572.2  n 
Mosholu  Parkway  North,  runs  n  25  x  w  130  x  s  25  x  e  1.30  to  be- 
ginning.    P  M.     July  5,  2  years,  57o.     July  10,  1900.     12:.3324.    910' 

Pels.  Iwan  to  Charles  Dickinson.  Jerome  av,  w  s,  530.11  n  Mosh- 
olu Parkway.  1.50x100.  P  M.  July  5,  2  years,  57c.  July  10, 
1906.     12:3324.  9.000 

Patterson.    Daniel    W   and   Henry   J    Smith    to    Charles   Dickinson. 
•208th  St.  c  1,  250.6. s  e  c  1  of  an  80-ft  st, 
X  n  w  25  X  n  e   130  to  beginning.     P  M. 
July  10,   1906.      12:3.326. 

'Petersen,   Bella   to  Edgewater  Realty  Co. 
Barkley   av,   37.6x100.     P   M.      July   3,   3 
IfKMl. 

*Perito,  Angelo  and  Francesco  to  John  Bussing,  Jr.  White  Plains 
av,  e  s,  being  lot  4  and  north  part  lot  5,  map  Washiugtonville, 
48.3x89.11  to  Garden  pi  x  48.3x91.11,  n  s.     July  3,  5  yrs,  6%. 

8,000 

Peecook.  Lambert  K  to  Dora  M  Eickwort.  236th  st,  n  s,  60  w 
Katonah  av,  25x100.  P  M.  July  6,  due  Jan  6,  1914,  6%.  July  7, 
1906.     12:3377.  1,500 

Petry,  Antoinette,  wife  of  and  Martin  and  Bernhard  A  Buge  to 
Frank  S  Allen.  Heath  av  or  Riverview  Terrace,  being  plot  be- 
gins at  s  w  cor  lands  about  to  be  described  and  11.7  e  from  a 
monument,  runs  in  a  tangent  s  e  on  angle  to  right  15  to  w  a 
Sedgwick  av  x  n  e  238.9  x  —  on  curve  in  a  tangent  131.2  to  w  s 
Heath  av  or  Riverview  Terrace  x  s  w  200  to  beginning.  P  M. 
July  2,  2  yrs,  5%.    July  6,  1906.     11:2881.  11,500 

Phillips,  Jeannette  L  to  Victor  Gerhards.  Daly  av,  No  1972,  e  s 
125  2  n  177th  st,  25x44.1x25x43.5.  P  M.  July  5,  3  yrs,  — %. 
July  6,  190(j.     11:3126.  2,800 

Powell,  Henry  M  to  City  Mortgage  Co.  Prospect  av,  s  e  cor  187th 
St.  70.x93x70x94.5.    July  2,  demand,  6%.    July  6,  1906.     11:3114. 

1,500 

Peters,  Marie  Q  to  TITLE  GUARANTEE  &  TRUST  CO.  Trinity 
av.  No  872,  n  e  cor  161st,  88.7x25.  July  6,  due,  &c,  as  per  bond. 
July  7,  1906.    10:2638.  17,000 


runs  s  e  25  X  s  w  130 

July  3,  2  years,  5%. 

698.75 

Wilcox  st,  w  s,  150  n 

years,   5y.7c.     July  9, 

483 
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July  14,  1906 


DENNIS  G.  BRUSSEL 

ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT- HEAT- POWER 


The  Brussel  Method  and  organization  is 
devoted  exclusively  to  the  electrical  prob- 
lem of  the  building.  Independent  plants 
installed,  or  wiring  for  street  service.  Writ* 
for  particulars, 

15  West   29th    Street,    N.  Y. 


Quinn,  Thomas  J  to  City  Mortgage  Co.     Tinton  av,  w  s,  150  n  IGOtU 

St,    I(;(j.5xl27.3xl66.5.\127.4.      Bldg    loan.      Prior    mort    $81,900. 

July  2,  demand,  G%.     July  7,  1906.     10:2G61.  40,100 

*Quist.  Edw  to  Josepli  Courtenay.     235th  st,  n  s,  205  e  2d  st,  lOOx 

114.  Wakefield.     P  M.     July  5,  1  year,  6%.     July  6,  liXX.       1.500 
Rescignio,  Felice  to  John  J  Murphy.     Hughes  av,  w  s,  245  n  188th 

st,  50x87.6.     P  M.     July  2,  1  yr,  5i/.%.     July  6,  1905.     11:3077. 

2,500 
Reilly,    Hugh    to   Mary   B   Noble.      Lot   108,    map   272   lots   Kemp 


estate.     July  5,   l!XI(i.   1  year,   5%%.      9:2.523. 


;.ooo 


*ReiIing,  Mary  to  May  C  Grebe.  Plot  begins  340  e  White  Plains 
road  at  point  along  same,  700  n  Morris  Park  av,  runs  e  100  x  n 
250  X  w  lOO  X  s  250,  right  of  way  to  Morris  Park  av.  P  M.  Due 
Jan  6,  1907,  — %.    July  6,  1906.  4,000 

Roeser,  Jacob  to  Fred  K  Flechtner.  137th  st.  No  666,  s  s,  125  e 
Willis  av,  25x100.  Prior  mort  $10,000.  July  6,  1906,  3  yrs,  5%. 
9:2281.  2,000 

Rapp,  Wm  to  Mary  T  Sweeney,  widow.  155th  st,  n  s,  300  e 
Courtlandt  av  25x100.  P  M.  July  2,  3  yrs,  5%.  July  6,  1906. 
9:2402.  4,000 

*Ridley,  Arthur  J  to  N  Y  Catholic  Protectory.  Westchester  av, 
n  s.  162.2  e  Public  pi.  75x100.  P  M.  June  28,  due  July  15. 
1909.  — %.     July  5.  1906.  4,830 

*Same  to  same.     Old  road,  s  s,  393  w  Pugsley  av.  50x68.2x50x71.11. 

P  M.     June  28.  due  July  15,  1909,  — %.     July  5,  1906.  665 

Ridley,  Arthur  J  to  Charles  Dickinson.  Jerome  av,  e  s,  223.4  s 
Gun  Hill  road,  50x100.  P  M.  July  5.  2  years.  5%.  July  10. 
1006.     12:331:7.  3,770 

Same  to  same.  De  Kalb  av,  c  1,  152.7  s  Gun  Hill  road,  runs  w  130 
X  s  25  x  e  1.30  x  n  25  to  beginning.  P  M.  July  5,  2  years,  5%. 
July  10.   1906.     12:3327.  942.50 

Ryder,  Andrew  F  to  Wm  P  Williams  trustee  tor  Mary  L  Hillhouse 
and  remaindermen.  De  Kalb  av,  c  1,  377.9  s  Gun  Hill  road,  runs 
w  130  X  s  25  X  e  130  to  c  1  De  Kalb  av  x  n  25  to  beginning. 
P  M.     July  3,  2  years,  5%.    July  10,  1906.    12:3327.  861.25 

Same  to  same.  De  Kalb  av,  c  1.  402.9  s  Gun  Hill  road,  runs  w 
130  X  s  25  X  e  130  to  c  1  De  Kalb  av  x  n  25  to  beginning.  P  M. 
July  3,  2  years,  5%.     July  10,  1906.     12:3327.  861.25 

Reinschmidt,  Amelia  to  Elbert  H  Dickinson.  De  Kalb  av,  c  1,  at 
c  1  o£  an  80-ft  st,  runs  n  90  x  w  130  x  s  90  x  e  130  to  begin- 
ning.    P  M.    July  5,  2  years,  5%.     July  10,  1906.     12:3327.    2,800 

Rubin,  Simon  to  Eibert  H  Dickinson.  208th  st,  c  1,  75.6  s  e  of  an 
80-£t  st,  runs  s  e  25  x  s  w  130  x  n  w  25  x  n  e  130  to  beginning. 
P  M.     July  5,  2  years,  5%.     July  10.  1906.     12:3326.  875 

Ridley,  Arthur  J  to  Elbert  H  Dickinson.  Mosholu  Parkway,  n  s. 
203.8  s  e  Jerome  av.  50x100.  P  M.  July  5,  2  years,  5%.  July 
10,  1906.     12:3326.  2,730 

Roberts,  John  S  to  Elbert  H  Dickinson.  Kossuth  pi,  c  1.  180  s  c  1 
210th  st,  3  lots,  each  of  which  runs  e  130  x  s  25  x  w  130  x  n  25 
to  beginning.  3PM  morts,  each  $650.  July  5,  2  years,  5%. 
July  10,  1906.     12:3326.  1,950 

'Ross,  Ar.chia  L  to  J  Henry  Reiher.  Shell  st.  No  17,  s  s.  174.1  e 
4th  av.  32x100.     P  M.     July  0,  2  years,  6%.     July  10,  1906.       950 

Ruggiero,  Francesco  to  Mary  E  wife  Morris  H  Powers.  152d  st, 
n  s,  4.50  w  Courtlandt  av,  .50x100.  P  M.  July  9,  3  years,  6%. 
July   10.    ltM36.     9:2412.  4,000 

Ridley.  Arthur  J  to  Wm  P  Williams  trustee  tor  Mary  L  Hillhouse 
and  remaindermen.  Gun  Hill  road,  s  s,  KlO  e  Jerome  av,  50x 
101.2x.50xl00.3.  P  M.  July  5,  2  years,  5%.  July  10,  1906. 
12:3327.  3,770 

Same  to  same.  De  Kalb  av.  c  1.  102.9  s  Gun  Hill  road,  runs  w 
130  X  s  50  x  e  130  x  n  .50.     P  M.     July  5,  2  years,  5%.    12:3327. 

2,015 

Same  to  same.  Mosholu  Parkway  North,  n  e  s,  178.8  s  e  Jerome  av, 
25x100.     P  M.     July  5,  2  years,  5%.     July  10,   1906.     12:3326. 

1,365 

'Richman,  Abraham  to  Edgewater  Realty  Co.  Vincent  st,  e  s,  175 
s  Barkley  av,  75x100.  P  M.  July  3,  3  years,  5%%.  July  9, 
1906.  1,018.50 

*Rosenbaum,  Rosalie  to  Edgewater  Realty  Co.  Edgewater  Ter- 
race, s  w  cor  Town  Dock  road.  100x91.4x100x90.  P  M.  July  3, 
3  years,  51/0%.     July  9,  1906.  3,150 

*Rittmann,  Predk  to  N  Y  Catholic  Protectory  of  City  N  Y.  Bene- 
dict av,  n  s,  .50  e  Pugsley  av,  50x11.5.  P  M.  June  2.8,  due  July 
15,  1909,  —%.     July  10,  1906.  1,330 

*Same  to  same.  Pugsley  av,  w  s,  50.11  s  Old  road,  50x96x.50x94; 
Pugsley  av,  w  s,  75  n  Benedict  av,  25x96x25x97.  P  M.  June  28, 
due  July   15,   1909,  — %.     July   10,   1906.  1.476 

*Rose.  .\lma  to  Edgewater  Realty  Co.  Edgewater  Terrace,  w  s,  100 
s  Town  Dock  road,  50x92x.50.x91.4.  P  M.  July  3,  3  years,  51/2%. 
July  9,  1906.  1,120 

*Rose,  Alonzo  N  to  same.  Lots  7  and  S.  P  M.  July  3,  3  years. 
5%%.     July  9.  1906.  1,176 

*Rosenberg.  Jacob  to  Edgewater  Realty  Co.  Barkley  av,  s  e  cor 
Vincent  st,  25x100;  Vincent  st,  e  s,  100  s  Barkley  av,  25x100; 
Barkley  av,  s  w  cor  Vincent  st,  50x100;  Barkley  av,  s  e  cor  Val- 
entine st,   100x100.     P  M.     July  3,  3  years,  5%%.     July  9,  1906. 

2,912 

Rosenberg,  Bertha  to  Belmont  Realty  &  Construction  Co.  Hughes 
av.  No  2]:!0,  e  s,  86.2  n  ISlst  st,  16.5x,S5.. 5x16.5x85.3.  P  M. 
Prior  raort  ,f 4, 0(10.     July  2,  3  years, — %.    July  11,  1906.  11:3082. 

1,200 

Rubin,  Simon  to  Wm  P  Williams  trustee  for  Mary  L  Hillhouse  and. 
remaindermen.     20Sth  st,  c  1,   100.6  s  e  c  1   of  a  st  80  ft  wide, 
runs  s  e  25  .x-  s  w  130  x  n  w  25  x  s  e  130  to  beginning.     P  M. 
July   5,   2   years,   .5%.      July   10,   1906.     12:.3326.  875 

*Schleyer,  Henry  to  William  Peters.  Morris  Park  av,  s  s,  75  e 
Taylor  st,  25x100.  P  M.  Prior  mort  .f6.500.  July  G,  installs, 
69t.     July  11.   1906.  875 

Sullivan.  Timothy  F  to  James  P  Muir  trustee  for  Camille  E  Lacy 
will  John  Lacy.  Courtlandt  av,  e  s,  bet  150th  st  and  151st  st, 
and  at  s  w  cor  lot  273,  runs  n  19.8  x  e  80  x  s  19.8  x  w  .SO  to  be- 
ginning, being  part  lot  273  map  Melrose  South.  July  3,  5  yrs. 
5%%.     July  5.  1906.     9:2397.  6,000 

Sproessig,  Christian  A  to  Fannie  Bernstein.  Oak  Terrace,  s  s,  61 
e  Crimmins  av,  25x100.  July  10,  2  years,  — %.  July  11,  190(!. 
10:2.555.  2,000 

Shalita.  Morris  and  Pincus  to  City  Mortgage  Co.  Wendover  av, 
s    s,    95.6    w    Pulton    av,    50x104.10x50.4x97.7.      Building    loan. 


Prior    mort    $15,000.       July    2,    demand,    6%.      July    11,     1906. 
11:2928.  17,000 

Strauss,  Simon  to  Wm  P  Williams  trustee  for  Mary  L  Hillhouse 
and  remaindermen.     Jerome  av,  e  s,  448.4  s  Gun  Hill  road    oOx 

100,      July   o,    2   years,   5%.      July   10.    1906.      12:3327.  

Schlesinger,  Amelia  to  Johanna  Katz.     180th  st,  n  s,  78.6  w  Park 

av.  18x94.8.     July  2,  2  years,  o'/c.     July  5,  1906.     11:3029.        3,000 
Schoneweg,  Anna  to  Sarah  L  Payne  et  al  exrs  Wm  H  Payne.     133d 
st,  s  s,  300  e  Cypress  av,  50x105.     July  2,  due  Oct  5,  1909,  — %. 
July  9.  1906.     10:2561.  3,000 

Sponheimer,  Peter  H  to  Annie  M  J  MuUer.  Decatur  av,  e  s,  238.4  s 
2U5th  st,  2.5x112.6.  P  M.  Prior  mort  $5,500.  July  G,  5  years, 
5'7f.     July  9,  1906.     32:3353.  1,000 

Sponheimer,  Peter  H  to  Julia  A  Lalor.  Decatur  av,  e  s,  238.4  s 
205th  st,  25x112.6.  P  M.  July  6,  5  years,  5%.  July  9,  190G. 
12:33.53.  5,500 

Sentinel  Realty  and  Construction  Co  to  E  S  Prince  Co.  Lots  193 
to  196  map  Norwood.  P  M.  Prior  mort  $4,000.  July  6,  2  yrs 
— %.     July  9.  1906.     12:3351.  2,000 

Same   to   aame.      Lots   201   to   204  same  map.      P  M.      Prior  mort 

$4,500.     July  6,  2  years,  — ',i.     July  9,  1906.     12:3351.  3,000 

Same  to  same.     Lots  205  and  206,  same  map.     P  M.     Prior  mort 

$2,000.     July  G,  2  yearj,  —%.     July  9,   1906.     12:3351.  1,000 

Same  to  same.     Lots  197  to  200  same  map.     P  M.     Prior  mort  $5,- 

000.     July  6,  2  years.  —%.     July  9.  1906.     12:3351.  3,500 

*Sartaty,  David  H  to  Chas  Glove  and  ano.  230th  st,  s  s,  105  e  2d 
st,   25x114,   Wakefield.     July  2,  3  years,   5%%.     July   10,   1906. 

3,000 
*Steinbeck,  Mamie  to  Michl  Kuehnle.  Columbus  av,  n  s,  50  e  Louise 
st,   25x100.     P   M.      Prior  mort  $2,800.     July  2,  3  years,  5%%. 
July  5,  1906.  1,400 

*Scholle,  Chas  to  Emma  Becker.     Morris  Park  av,  w  s,  106  n  178th 

St.  2G.8x— .     July  6,  1906,  3  years,  5%.  -  2,000 

*SchuUze,  Fredk  C  to  N  Y  Catholic  Protectory  of  City  N  Y.  Stor- 
row  st,  n  w  cor  Benedict  av,  runs  n  25  x  w  100  -x  n  75  x  w  2.11  .x 
s  w  104.2  X  e  131.8  to  beginning.  P  M.  June  28,  due  July  15, 
1909,  —%.     July  10,   1906.  1,592.50 

*Steinmetz,  Amelia  to  N  Y  Catholic  Protectory  of  City  N  Y. 
Storrow  st,  w  s,  25  n  Benedict  av,  75x100.  P  M.  June  28,  due 
June   15,   1909,  —%.     July   7,   1906.  2,275 

*Same  to  same.  Old  road,  s  s,  218  w  Pugsley  av,  25.x82.11x25x 
84.8.      P   M.      June   28,   due  June   15,   1909,  —%.     July   7,   1906. 

402.50 
Seward,  Franklin  D  to  Charles  Dickinson,     De  Kalb  av,  c  1,  177.9 
s  Gun  Hill  road,  runs  w  130  x  s  50  x  e  130  x  n  50  to  beginning. 
P  M.     July  5,  2  years,  .5%.     12:3327.  1,000 

Sternberg,  Isaac  to  Charles  Dickinson.  De  Kalb  av,  c  1,  217.4  n  e 
c  1  210ih  st,  runs  s  e  30  to  e  s  of  av  x  e  136.11  to  c  1  Kossuth 
pi  X  s  50  .X  w  162.5  to  e  s  of  av  X  n  w  30  to  c  1  of  av  X  n  e  56.1 
to  beginning.  P  M.     July  5,  2  years,  0%.    July  10,  1906.   12:3327. 

1,560 
Stanton,  Mary  E  to  Charles  Dickinson.  210th  st,  c  1,  at  c  1  Kossuth 
pi.  runs  e  130  x  s  55  x  w  130  to  Kossuth  pi  x  n  55  to  beginning. 
P  M.    July  5,  2  years.  5%.    July  10,  1906.     12:3327.  1,202.50 

Sass,  Alfred  F  to  Elbert  H  Dickinson.     Gates  pi,  c  1,  474.4  n  Mosh- 
olu Parkway  North,  runs  e  130  x  n  50  x  w  130  x  s  50  to  begin- 
ning,    P  M.     July  3,  2  years.  5%.     July  10,  1906.     12:3324.      2,340 
Stern.    Marcus    to   Justin   Bandy.      156th   st,   No   1125,   n   s,   100  e 

Kelly  st,  25x100.     July  10,  1906,  5  years,  —%.     10:2708.  8,000 

*Serra,  Vincenza  and  .\ppollouia  Callo  to  Jos  C  Luke.  Plot  begins 
840  e  White  Plains  road,  at  point  along  same  1.100  n  Morris  Park 
av.  runs  e  100  x  n  25  x  w  100  x  s  25,  with  right  of  way  to  Mor- 
ris Park  av.  July  9,  installs,  G%.  July  10,  1906.  1,425 
Svandrlik,  John  to  Peter  McBriJe.  165th  st,  No  949,  n  e  s,  124  e 
Forest  av,  19.8x119.  P  M.  July  6,  3  years,  5%.  July  10,  1906. 
10:2660.  3,000 
Same   to   same.      Same   property.     July   6.   3  years,   5%.      July  10, 

1906.      10:2660.  2,000 

Sonnenthal,  Mina  to  Wm  C  Bergen.  Anthony  av.  No  2112,  e  s, 
101.4  s  181st  st,  25x84.8x25x83.11.  P  M.  Prior  mort  $4,000. 
July  2,  installs,  6%.     July  5,  1906.     11:3156.  800 

*Shatzkin  (A)  &  Sons,  Inc,  to  Milton  Realty  Co.  Lots  139  and 
140  map  bldg  lots  in  24th  Ward,  near  Williamsbridge  Station 
on  N  Y  &  Harlem  R  R.  P  M.  Prior  mort  $47,000.  July  2, 
2  years,   —  %,     July  5,   1906.  200 

Sullivan,  Timothy  F  to  Geo  Stein.  161st  st,  n  s,  170.10  e  Tinton 
av,  19x100.     P  M.     July  2,  3  years,  5%.     July  5,  1906.     10:2668. 

5,000 
Squazzo,  Emilio  and  Donato  to  Valentine  Bertram.     145th  st.  No 
805,   n  s,   150  e  Brook   av,  25x100.     Prior  mort  .$11,000.     P  M. 
July  3,  3  years,  6%.     July  6,  1906.     9:2272.  2.750 

Siegel,  Abraham  to  City  Mortgage  Co.  Washington  av,  e  s,  160  s 
172d  st,  50x109.8.  Building  loan.  Prior  mort  $17,600.  July 
2,  demand,  6%.     July  7,  1906.     11:2913.  12,400 

Solomon,  Emanuel  to  City  Mortgage  Co.  Forest  av,  e  s,  209.2  n 
163d  st,  62x100.  Prior  mort  $26,500.  July  2,  demand,  6%. 
July  7,   1906.     10:2659.  11.000 

*Schmitz,  Paul  J  to  Victor  Gerhards.  Taylor  st.  e  s,  230  n  Co- 
lumbus av.  25x100,  except  part  for  st.  June  30,  1  year.  — %. 
July  5,  1906.  1.500 

Scully,  Wm  J  to  Abraham  J  Feuchtwanger.  Ryer  av,  s  w  cor 
182d  st,  114.8x110.4x140.7x124.3.  P  M.  June  26,  3  years,  5%. 
July  5,   1906.     11:3157.  6,250 

Singerman,  Samuel  to  Austin  B  Fletcher  and  ano  trus  Jackson  S 
Schultz.  Beach  av.  w  s,  192.7  s  156th  st,  25x96.5x26.1x82.6. 
P  M.    July  2,  3  years,  5%.    July  7,  1906.     10:2654.  12,000 

Stroh.  Julia  A  to  Louis  Stroh.  139th  st,  s  s.  375  e  Willis  av, 
41.8x100.  Prior  morts  $37,000.  July  2.  3  years,  5%%.  July 
5.  1906.     9:2283.  4,500 

*Sorin,  Jacob  to  Louisa  Stuckardt.     Av  A,  n  w  cor  15th  st.  103x 

205,  Unionport.     P  M.    July  2.  3  years.  6%.    July  5,  1906.       1.000 
*Smith,   Martha  A,   Brooklyn,   N  Y,   to   Oscar  D  Weed.     239th   st 
(Kossuth  av),  s  w  cor  Byron  St.  50x100.     P  M.     June  30.  2  years. 
6%.     July  5,  1906.  350 

*Smrcka,   Mary  to  Filomena  S  Crosby.     10th  st,  s  s.  238.4  w  Av 

D,  33.4x108,  Unionport.    July  5,  3  years,  5%.     July  6,  1906.      1.500 
Saran,    Richard    H    to    Minnie    E    Fowler.      165th    st.    No    1026. 
s  s,  85  e  Prospect  av,  18.3x91.     P  M.     July  2.  due  Feb  1,  1908. 
6%.     July  5,  1906.     10:2690.  1,000 
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NG'S  WINDSOR  CEMENT 

lor  Plastering  Walls  and  Ceilings  J.  B.  king  &  CO..  No.  l  Broadway.  New  York 


Elastic  in  its  nature,  can  be  applied  with  25  per 
cent.  less  labor  and  has  12 '^  percent,  more  cov- 
ering capacity  than   any  other  similar  material 


*Siuith,  Samuel  J  to  Mary  Smith.  Kinsella  av,  s  s,  176  w  Bronx- 
dale  av,  25x100.     July  3,  3  years,  5%.     July  6.  190C.  2,000 

*Same  to  Jane  Smith.  Same  property.  Prior  mort  .$2,000.  July 
3,  3  years,  .5%.     July  6,   1906.  1,750 

*Shatzkin  A  &  Sons  (Inc)  to  Milton  Realty  Co.  Lots  23,  24, 
27,  91,  145,  146,  151  and  152  map  Bldg  Lots  in  24th  Ward, 
near  Williamsbridge  Station,  on  N  Y  &  Harlem  R  R.  P  M. 
Prior  mort  $47,000.     July  3,  2  years,  6%.     July  6,  1906.        800 

Schneider,  Sebastian  to  Peter  Knaut.  Robbins  av.  No  586,  s  e  s, 
7.5  n  e  15(Jth  st  or  Uncas  st.  25x105,  except  part  for  av.  P  M. 
July  5,  3  years,  — %.     July  10.  1906.     10:2042.  4,500 

*Smith,  Edgar  D  to  Edgewater  Realty  Co.  Edgewater  Terrace, 
w  s,  100.11  s  Barkley  av,  52.6x98x.50x99.  P  M.  July  3,  3  years, 
5iA7c.     July  9,  1906.  1.380 

*Stack.  Hanna^h  to  Edgewater  Realty  Co.  Town  Dock  road,  s  w 
(tor  Dean  st,  75x100.  P  M.  July  3,  3  years,  5y2%.  July  9, 
1906.  1,932.50 

*Sorgentrei.  Emil  N  to  Edgewater  Realty  Co.  Dean  st,  s  w  cor 
Barkley  av,  25x100.     P  M.     July  3,  3  years,  5%%.     July  9,  1906. 

900 

*Sheerin,  Frank  to  Edgewater  Realty  Co.  Edgewater  Terrace,  w  s, 
175  n  Barkley  av.  50x93.6x50x94.2.  P  M.  July  3,  3  years,  5%%. 
July  9,   1900.  1,162 

*SeaIy,  Geo  E  to  Edgewater  Realty  Co.  Barkley  av,  s  e  cor  Wil- 
cox  st,   50x100.      P   M.      July  3,   3  years,"   51/2%.     July  9,   19«>. 

1,067 

Seidman,  Wm  to  Eliza  O'Kennedy.  Belmont  av,  w  s,  bet  181st  st 
and  182d  st,  and  at  n  s  lot  124,  runs  w  80.7  x  s  50  x  e  79.3  to  av 
X  n  50.2  to  beginning,  being  part  lots  124  and  125  map  No  487 
of  Samuel  Ryer  homestead.  July  5,  1  year,  5V4%.  July  6,  1906. 
11:3082.  1,500 

*Short,  John  J  to  N  Y  Catholic  Protectory  of  City  N  Y.  Westches- 
ter av,  n  s,  .50  w  Pugsley  av,  50x100.  P  M.  June  28,  due  July 
15,  1909,  — %.     July  11,  1906.  2,800 

*Toth,  Geo  to  Helen  Le  R  Pearsall.  7th  st,  n  s,  at  line  bet  lots 
164  and  165,  runs  n  108  x  w  25  x  s  108  to  st  x  e  25  to  beginning, 
being  part  of  lot  106  map  Unionport.  July  11,  1906,  3  years, 
6%.  •  3,500 

Thorn,  Thomas  H  to  Jennie  B  Frank.  Grand  av,  s  w  cor  192d  st, 
50x106  to  Old  Croton  Aqueduct.  July  9,  3  years,  5%.  July 
10,  1900.     11:3214.  7,500 

Thomas,  Rowland  W  to  Gustave  Schlesiuger.  17yth  st.  s  s,  180.2 
w  Anthony  av,  50x75.6x50x73.  P  M.  July  0,  3  years,  5%%. 
July  10,   1966.     11:2811.  3,000 

TITLE  GUARANTEE  &  TRUST  CO  with  Anna  M  Majewsky.  Wales 
av,  w  s,  287.7  s  Westchester  av,  2.5x80.11x101.5.  Extension 
mort.    .Jan  10,  1906.     July  9,  1906.     10:2044.  nom 

*Tully,  Annie  M  to  Edgewater  Realty  Co.  Dean  st,  w  s,  2.50  s 
Town  Dock  road,  .50x100.  P  M.  July  3.  3  years,  5V>%.  July  9. 
1906.  1.<-HIS 

Tait,  Peter  to  City  Mortgage  Co.  159th  st,  s  s,  217  e  Courtlandt 
av,  50x98.4.  Prior  mort  .flO.eOO.  July  2,  demand,  6%.  July 
6,   1906.     9:2405.  22,310 

Treboul,  Leon  to  James  A  Walter.  Proposed  road,  40  ft.  wide, 
e  s,  at  s  s  land  David  Forsyth,  runs  e  100  to  land  Jane  E  Majory 
x  s  25  X  w  33.6  X  s  35  X  w  66.6  to  road  x  n  60  to  beginning, 
Riverdale.     July  6,  4  years,  — %.     July  7,  ItlOO.     13:3415.       1,400 

Treviranus,  Wm  H,  N  Y,  and  Clarence  E  Sutherland,  Yonkers, 
to  Mary  B  Kuhn,  extrx,  &c,  Wm  H  Kuhn.  Bathgate  av,  Nos 
2052.  and  2054,  e  s,  252  n  179th  st,  2  lots,  each  18x70,  except 
part  for  av.  2  morts,  each  $3,000.  July  3,  3  years,  6%.  July 
6,   1906.     11:3045.  6,000 

Theuer,  John  to  Annie  Landsiedel.  Tinton  av,  e  s,  116.9  n  161st 
st,  16.9x132.6.  P  M.  July  3,  3  years,  5%.  July  5,  1900. 
10:2668.  2,000 

Same  to  Chas  Dettner.  Same  property.  P  M.  Prior  mort  $2,000. 
July  3,  3  years,   5°';.     July  5,   1906.     10:2668.  1,500 

Thorn  Thomas  H  to  Fredk  W  Devoe.  Grand  av,  e  s.  KM)  s 
192d  st,  50x100.  P  M.  July  2,  3  years,  51/2%.  July  5,  1906. 
11:3204.  3,250 

Temple  &  Veroneau  Co  of  N  Y  to  Chas  Dickinson.  Knox  pi,  c  1, 
122.2  n  Mosholu  Parkway  North,  runs  n  .50  x  w  130  x  s  50  x  e 
130  to  beginning.  P  M.  July  5,  2  years,  5%.  July  11,  1906. 
12:3324.  -  1,917..50 

Thorelz,  ?eter  G  to  Edw  A  Bell.  165th  st,  No  951,  n  e  s.  143.8  s 
e  Forest  av.  19.8x119.  P  M.  July  2,  3  years,  6%.  July  11,  1906. 
10:2()00.  3,500 

Toczkovsky.  John  to  Geo  F  D  Doyle.  Park  av.  e  s.  bet  Tremont 
av  and  178th  st,  and  at  s  w  cor  lot  59,  runs  n  e  27  x  s  e  150  x  s 
w  27  X  s  w  150  to  beginning,  being  part  lot  .59  map  Upper  Mor- 
risania.     July  9,  10  years.  '<%.     July  10,  1906.     11:.30.34.  3..500 

Tobias,  Saml  to  Wm  P  Williams  trustee  for  Mary  L  Hillhouse 
and  remaindermen.  208th  st,  c  1,  325.0  s  e  c  1  of  a  st  80  ft  wide, 
runs  s  25  X  s  w  130  x  n  w  25  x  n  e  130  to  beginning.  P  M.  July 
3,   1   year.   5%.     July   10.   1906.      12:3326.  715 

*Uhl,  Emma  to  Frank  Gass.  4th  st,  n  s,  105  w  Av  D,  50x108. 
Unionport,  July  2,  3  years,  6%.     July  5.  1906.  200 

Upton,  Georgiana  to  Charles  Dickinson.  Kossuth  pi.  c  1.  280  n  c  I 
210th  St.  runs  n  234.6  to  c  1  De  Kalb  av  x  s  w  247.11  x  e  .30  to 
e  s  De  Kalb  av  x  e  85.11  to  beginning.  P  M.  July  5,  2  years. 
5%.    July  10.  190<:).     12:3327.  1..592..50 

Venezia,  Pasquale  to  Therese  Milleg.  Prospect  av.  w  s,  16.5  n 
181st  st,  33x1.50.    July  1,  3  years,  5%%.    July  11,  190().  11:3007. 

5..500 

*Voorhis.  Edith  R  to  Edgewater  Realty  Co.  Dean  st.  w  s,  200  s 
Barkley  av,  2.5x100.    P  M.     July  3,  3  years,  5'/.%.     July  9,  190<i. 

546 

Wynne,  John  P  to  Joseph  E  Butterworth,  Tiebout  av,  w  s,  212  n 
180th  St.  runs  w  95  x  n  13  x  w  5  x  n  12  x  e  100  to  av  x  s  25  to 
beginning.  P  M.  Prior  mort  .f4,4.50.  July  9,  3  years,  6%.  July 
10,   1906.     11:3144.  7,000 

*Wawrzeuski,  Frank  to  Martin  Suchy.  226th  st,  n  s,  130  e  4th  av, 
2.5x114.  Wakefield.     July  7,  3  years.  51/2%.  July  10,   1906.       2,.500 

'Weinberger.  Henry  to  German-American  Building  &  Loan  Assoc. 
Fillmore  st,  e  s,   150  n  Columbus  av,  50x100;   Hancock  st,  w  s. 


1.50  s   Columbus  av,   18.10x160.      P  M.      Prior  mort  .$5,770.      July 
7.    installs,   (>'/,.      July  9.    1906.  <>,500 

Walsh,  Patrick  to  Elbert  H  Dickinson.  210Lh  st,  c  1,  55  w  c  1 
Kossuth  pi.  runs  n  130  x  w  25  x  s  130  x  e  25  to  beginning.  P  M. 
July -5.  2  years,  r//r.     July  10,  1906.     12:3327.  682..50 

Wacherberg.  Chas  H  to  Elbert  H  Dickerson.  Gates  pi,  c  1,  524.4 
n  Mosholu  Parkway  North,  runs  e  130  x  n  50  x  w  1.30  x  s  50  to 
beginning.     P  M.     July  3,  2  years,  5%.     July  10.  1906.     12:3324. 

1,400 

Weiler,  Frederick  to  Charles  Dickinson.  Gun  Hill  road,  s  s,  151.8 
w  Jerome  av,  25.3x141.9x25x145.5.  P  M.  July  3,  2  years,  5%. 
July  10,   1906.     12:.3324.  1,950 

Wainwright,  Wm  to  N  Y  TRUST  CO.  Southern  Boulevard,  No 
1473,  n  w  s,  400  w  Av  St  John,  50x115.  July  10,  3  years,  5%. 
July   11,    1906.      10:2683.  37,000 

Wainwright.  Wm  to  Bronx  Investing  Co.  Southern  Boulevard. 
No  14<;9,  n  w  s,  450  w  Av  St  John,  .50x115.  July  10,  3  years,  5%. 
July   11.    190(i.      10:2683.  -40,000 

Weiler,  Fredk  to  Wm  P  Williams  trustee  tor  Mary  L  Hillhouse 
and  remaindermen.  Jerome  av.  e  s.  373.4  s  Gun  Hill  road,  25x 
100.     P  M.     July  3.  2  years.  5%.     July  10,  1906.     12:3327.     1,820 

White,  Patrick  to  Wm  P  Williams  trustee  for  Mary  L  Hillhouse 
and  remaindermen.  Mosholu  Parkway  North,  n  e  s,  78.8  s  e  Je- 
rome av,  25x75.8x26.3x67.7.  P  M.  July  5,  2  years,  5%.  July 
10,   1906.     12:3326.  1,007.50 

Weitz.  Frank  to  Wm  P  Williams  trustee  for  Mary  L  Hillhouse 
and  remaindermen.  Steuben  SV,  c  1,  80  s  c  1  210th  st,  runs  s  50 
X  w  130  x  n  .50  x  e  130  to  beginning.  P  M.  July  5,  2  years,  5%. 
July   10,   1906.     12:3326.  1.267.50 

*Werner,  Christian  H  to  Henry  Braun.  Byron  st,  e  s,  50  s  235th 
st,   75x100.     P  M.     July  10,  3  years.  5i/i;%.     July  11,  19(10.     1,000 

Walter,  Randolph  to  Amalie  L  Faller.  Monroe  av,  w  s,  295  a 
174th  st,  25x100.     July  3,  3  years,  5%.    July  5,  1906.    11:2797. 

7,000 

*Weyrauch,  Peter  to  Thomas  Scott.  Plot  begins  590  e  White 
Plains  road  at  point  along  same  875  n  Morris  Park  av,  runs  e 
100  X   n   25   X   w   100  x   s   25   to   beginning;    right   of  way   over 

strip  to  Morris  Park  av.  P  M.  Prior  mort  $3,000.  July  2,  3 
years,  5V4%.     July  5,  1906.  800 

Weinstein,  Louis  to  Wm  T  Hookey.  Grant  av,  s  e  cor  165th  st, 
80.10x208  to  Morris  av  x79.7x207.  Given  as  collateral  security 
for   payment   of   $4,000.      June   12,   due,   &c,   as   per   bond.    July 

5,  1906.     9:2447.  4,000 
Wilkens,    Friedrich   to    Chas    Oestreich.      147th    st,    No   667,    n   s, 

1.59.10  e   Bergen  av,  27x100.     P  M.     July  5,   1  year,  6%.     July 

6,  1906.     9:2292.  1,000 
Whewell,    Bertha    A    to    Rowland    W   Thomas.      Belmont   av,    e   s, 

186.10    n    181st    st,     24.2x167x24x164.1.       P    M.       Prior    mort 

.$6,000.     Installs,  — %.     July  6.  1906.     11:3083.  1,500 

Welton,    Francis   J    with    Niles    O   Forsberg.      Riverview   Terrace, 

e  s,  3  n  land   Fordham  Morris,  53.5x122x10.11x129.     Extension 

mort.     July  7.     11:2881.  nom 

Whealen,    Hannah    A    to    Emma    Hassey.      Courtlandt    av,    s    e    s, 

50  n  160th  st,  2.5x100.     July  6,   1906,  2  years,  51/2%.     9:2407. 

1.000 
*Weber,  Chas,  Jr,  to  Edw  May.     Merrill  st,  s  s,  125  e  St  Lawrence 

av,   25x100.     July  5,  3  years,  51/3%.     July  6,   1906.  3,500 

Yarusso,  Mauro   to  Robert  C  Winters.     Morris  av,  s  e  s,  200  n  e 

182d   st,   25x— x25xl.33.10,   except   part    for   av.      P   M.      July  3, 

5  years,  5%.     July  6,   1906.     11:3171.  2,300 

Young,  Wm  H,   Poughkeepsie,   N   Y,   to  Edw  E  Black.     Nelson  av, 

n  e  cor  168th  st,  70.2x100x37.8x105.1.     P  M.     July  5,   1  year, 

5%.     July  6,  190<;.     9:2517.  5,000 

Same   to   same.      Nelson   av,   e   s,   70.2  n   168th   st,  50x100.     P  M. 

July  5,  1  year,  5%.     July  6.  1906.     9:2517.  3.000 

Zumbuehl,  Chas  H  to  Werner-Knaus  Realty  Co.     162d  st.  n  s,  233.9 

e   Melrose   av,    37.6x100.      P   M.      Prior   mort   $35,000.      July  3, 

1    year,   —%.      July   5.    190t;.      9:2384.  6,000 

Same  to  same.     Same  property,     P  M.     Prior  mort  $30,000.     July 

3,  3  years,  6%.     July  5,  1906.     9:2384.  5,000 

Zipkes  Construction  Co  to  City  Mortgage  Co.     Washington  av,  n  w 

COD  St    Paul's   pi,   65..3xl00.5x70.10xlOO.S.      Prior   mort   $25,000. 

July  2,  demand,  6%,.     July  7.   1906.     11:2902.  25.000 

Same    to    same.      Same    property.      Certificate    as    to    consent    of 

stockholders   to   above  mort.     July  2.     July  7,   1906.     11:2902. 

*Zeller.  Frederick  to  John  H  Burt.  2d  av.  e  s.  425  n  2d  st.  25x 
100.  Olinville.     June  11,  5  years.  51/0%.     July  7.  1900.  4.500 

Ziegler.  Solomon  to  Jonas  Weil  an  dano.  144th  st,  u  w  cor  Morris 
av,    04.5x10x81.11x102.4.      P    M.      July    10,    190(i,    5   years,    6%. 


9:233.5. 


8.900 


Zipser.  Henry  S  to  Elbert  H  Dickinson.  Kossuth  pi,  c  1,  .305  n  c  1 
210th  st,  runs  e  130  x  n  25  x  w  ].30  x  s  25  to  beginning.  P  M, 
July  3,  2  years,  .5%.     July  10,  1906.     12:3327.  796.25 

*Zoglin.  David  to  Edgewater  Realty  Co.  Vincent  st,  w  s,  100  s 
Town  Dock  road,  27.5x100.  P  M.  July  3.  3  years,  5V4%.  July 
9.   1906.  2,656.50 


PROJECTED  BUILDINGS. 


The  first  name  is  that  of  the  ow'r;  ar't  stands  tor  architect;  m'n 
for  mason,  c'r  for  carpenter,  and  b'r  for  builder. 

When  character  of  roof  is  not  mentioned,  it  is  to  be  understood 
that  the  root  is  to  be  of  tin. 


BOROUGH    OF   MANHATTAN. 

SOUTH  OF  14TH  STREET. 

Clinton  st.  No  21.3.  6-sty  brk  and  stone  loft  and  stable,  25x95: 
cost,  .$30,000;  H  Sokolski,  3.54  Grand  st;  ar't,  H  R  Daniels,  14 
Beekman   st. — 771. 


Tfce  text  of  these  pages  is  copyrighted.     All  rights  are  reserved. 


Notice  is  hereby  given  that  liifrlng«ment  will  lead  to  proiecutlon. 
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RoGkiand-Rockport  Lime  Company 


Look  for  these  words  on  the  head  of  every  barrel: 

"Maaufactured  by  Rockland-Rockport  Lime  Company" 

DO  NOT  BE  DECEIVED  BY  ANY  SUBSTITUTE 


Greenpoint  Ave.  &  Newtown  Creek 
Borough  of  BrooUyn,  N.  Y.  City 

Telephone,  207  Greenpoint 


Manufacturers    of    the  following  Brands    af 
Rockland  Lime 

EXTRA  FINISHING  LUMP  ^S;.'.:: 

Also  Sole  Manufacturer!  of 

EUREKA  BRAND  of  PREPARED  PURE  WHITE  LIMB 

which  la  Bnperior  to  Buy  other  lime  or   wall  j>Uit«r  now 
-  '"  kot.  GUARANTEED  NOT 


on  the  market. 


TO  PIT. 


NEW    YORK    OFFICE,    FULLER    BUILDINC,    BROADWAY    AND    23d    STREET 


Molt  St,  Nos  207  and  290.  1-sty  brk  and  stone  outhouse,  2U.2x 
10;  cost.  $2,(JUU;  Elizabeth  McColgan,  ItiO  Lexington  av;  ar't, 
James  F  Sicvin,   12  Chambers  St. — 701. 

Pitt  St.  No  lUO,  i-sty  brk  and  stone  outhouse,  G.lx(!.tj;  cost,  $200; 
Lunitz  &  Weingarten.  14S  Madison  st;  ar't,  O  Reissmann,  30 
1st  St.— 703. 

Washington  sq.  No  IS  West,  2-sty  brk  and  stone  dwelling  and 
garage,  28.1x27.9;  cost,  $00,000;  J  H  Johnston,  IS  Washington 
sq  West;   ar'ts,  Schwartz  &  Gross,  35  W  21st  st. — 759. 

BETWEEN   14TH   AND  59TH  STREETS. 

.3Sth   st,   Nos  39  and  41  West,   12-sty   brk  and  stone   loft   building, 

42x88.10.   composition  roof;    cost,   $iri0.0(X);    B  S  Castles,  244  5th 

av;    ar'ts,   Gordon,   Tracy  &  Swartwout,   244  5th   av. — 705. 
38th   st.    No    315   East,    (!-sty    brk   and    stone    store    and    tenement, 

25.'<85.9;    cost,   $25.UU0;    Louis   Zimmerman,   40   W   114th   st;    ar't, 

Herman  Horenburger,    122    Bowery. — 700. 
45th  st.  No  242  East,  1-sty  brk  and  stone  outhouse,  16.2xG.7;   cost, 

$1,(100;   J  Cannon,  231  E  40th  st;   ar't,  Otto  L  Spannhake,  200  E 

70th  St.— 7l'>7. 
40th  st,  Nos  420  and  431  West,  two  0-sty  brk  and  stone  tenements, 

37.3x87.5;    total   cost,   $70,000;    Julius   Weinstein,   110   Nassau   st; 

ar'ts,   Bernstein  &  Bernstein,  24  E  23d  st. — 755. 
1st   av,    n   e    cor   •50th   st,   0-sty   brk   and   stone   tenement,   39.1x72; 

cost,    $40,000;    Herman   Rosenblatt,   35   Nassau   st;    ar't,    Henry   S 

Lion.    1234  3d   av.— 700. 
9th    av,    n    w    cor    15th    st,    S-sty    brk    and   stone    loft    and    bakery, 

108.0x1.50.    slag   root;    cost,    $280,000;    National   Biscuit    Co,    10th 

av  and   15th  st;   ar't,  A  G  Zimmerman,  Home  Insurance  Building, 

Chicago. — 770. 

BETWEEN  59th   AND   125TH  STREETS,  EAST  OF  5TH  AVENUE. 

11.5th  st,  s  s,  .'520  e  1st  av,  0-sty  brk  and  stone  tenement,  41. Sx 
87.11;  cost.  $45,0tl0;  Roman  Realty  &  Construction  Co,  238  E 
13th. st;    ar't,   Galtan   Ajello,    1133   Broadway.— 708. 

115th  st,  Nos  117  to  120  East,  three  G^sty  brk  and  stone  tenements 
and  stores,  43.10x87.11;  total  cost.  $i;{8.000;  Meyer  Frank,  19 
and  21  W  115th  st;   ar't,  Geo  Fred  Pelham,  503  5th  av.— 775. 

Av  A.  e  s,  25.0  n  70th  st,  0-sty  brk  and  stone  tenement  and  store, 
.50.0x85;  cost,  $00,000;  Greenberg  &  Co,  234  Rivington  st;  ar't, 
Geo   Fred   Pelham,   503  5th   av. — 758. 

112th  St.  s  s.  00.5  w  Lexington  av,  0-sty  brk  and  stone  store  and 
tenement,  53.7x87.11;  cost,  $48,0110;  Berliner  &  Greenberg,  147 
E  125th  st;  ar'ts,  Bernstein  &  Bernstein,  24  E  23d  St.— 772. 

BETWEEN  59TH  AND  125TH  STREETS,  WEST  OF  STH  AVENUE. 

116th  st,  n  s,  40  w  Broadway,  7-sty  and  attic  brk  and  stone  dormi- 
tory, 120x02,  tile  roof;  cost,  $100,000;  Barnard  College,  Columbia 
University.  119th  st  and  Broadway;  ar't,  Chas  A  Rich,  320  5th 
av. — 704. 

IIOTH  TO   125TH  STREET,  BETWEEN  5TH  AND  8TH  AVENUES. 

Lenox  av,  n  w  cor  110th  st,  2-sty  and  basement  brk  and  stone 
store  and  office  building.  100.11x200;  cost,  $100,000;  Paul  Mayer, 
244  W  102d  st;  ar'ts,  Townsend,  Steinle  &  Haskell,  29  E  19th 
St.— 770. 

NORTH   OF   125TH  STREET. 

1.30th  st,  s  s,  100  in  Amsterdam  av,  eight  0-sty  brk  and  stone 
tenements,  37.0x.S0.ll;  total  cost.  $250,000;  B  C  Clark,  251  W 
120th   st;    ar't.   Henry   Andersen,    1183   Broadway.— 774. 

145th  st,  s  s,  100  e  Sth  av,  1-sty  and  cellar  brk  and  stone  store, 
lOO.Ox.SO,  gravel  roof;  cost,  $25,000;  Henry  Morgenthau  Co,  20 
Nassau  st ;  ar'ts.  Buchman  &  Fox,  11  E  59th  st. — 773. 

140th  st,  s  s.  100  e  Sth  av,  four  0-sty  brk  and  stone  tenements 
and  stores.  40x.S«!.ll;  total  cost.  $155,000;  Nathan  Silverson,  23 
E  107th  st;   ar'ts,   Bernstein  &  Bernstein,  24  E  23d  st. — 702. 

105th  st',  s  s.  200  e  Amsterdam  av,  5-sty  brk  and  stone  tenement. 
40.4x00.11;  cost.  $32,0(X»;  James  Higgins,  542  W  127th  st; -ar't, 
J   C   Cocker.   103  E   125th  st.— 757. 

Audubon  av,  n  e  cor  107th  St.  two  5-sty  brk  and  stone  tenements, 
.■i0.1x,S5.0;  total  cost.  $77,000;  Max  L  Wolper,  OS  and  70  W 
109th  st;    ar't,  Samuel  Sass,  23  Park  Row.— 700. 

Madison  av,  n  e  cor  133d  st.  three  0-sty  brk  and  stone'tenements. 
.50x72.0;  total  cost,  $190,000;  Corrier  &  Schatz.  219  W  125th 
st;   ar't,  B  W  Levitan,  20  W  31st  St.— 756. 

BOROUGH    OF   THE   BRONX. 

Clinton  pi.  n  s.  107.9  e  Aqueduct  av.  2-sty  and  attic  frame  dwell- 
ing,   double    pitch    shingle    root.    21.0x()0;    cost,    $7,000;    Maurice 

Ellison,  2301  Grand  av;   ar't,  J  J  Vreeland,  2019  Jerome  av. — 760. 
Canal    pi.    e   s,    1,323.2   s    144th   st,   1-sty   frame   shed,   23x45;    cost, 

$200;  Arthur  C  Chesley,  1342  Teller  av;  ar't,  Albert  E  Davis,  494 

E   138th   St.— 704. 
Green  lane,  e  s.  ,50.07  s  Carroll  pi,  two  2-sty  frame  dwellings,  21x 

.50.x40.0;  total  cost,  $8,000;  Norbert  Robillard,  Castle  Hill  av;  ar't, 

B   Ebeling,   West   Farms   road. — 705. 
Park   View   pi.    e   s,   235   s   190th   st,   two   2-sty  brk   dwellings,   20x 

49.0x18.4;    total   cost,   $15,000;    Benioft  Realty  Corporation,   42  W 

15th  st;    ar't,   Maximilian  Zipkes,    147  4th  av. — 703. 
5th  St.  s  s.  1.50  w  Av  B,  2-sty  frame  dwelling,  21.x30;    cost,  $2,500; 

John  D  Nagle,  Sth  st  and  Av  C;   ar't,   Chris  P  Lohse,   627  Eagle 

av. — 775. 
133d    St.    s   s,    100   e    Cypress   av,    1-sty   brk    stable,    25x100;    cost, 

$5,000;  C  Dumke,  641  E  141st  st;  ar't,  E  Wilbur,  120  Liberty  St.— 

759. 
145th   St.   n   s.    125   e   Willis   av.   0-sty   brk   tenement.   50x87;    cost, 

$00,000;   Henrv  S  Gamp,  ll(i2  E   169th  st;   ar'ts,  Euell,  Van  Wart 

&   Co,   129  W   125th   St.— 707. 
154th   st,    s   w   cor   Morris   av,   6-sty   brk   tenement,   4.3.0x90;    cost, 

$00,000;  Michael  Santangelo,  55  Oak  st;  ar'.ts,  Moore  &  Landsiedel, 

148th  st  &  3d  av.— 785. 


IGod  'st,   s   e   cor   Courtlandt   av,   0-sty   brk   tenement,   55. 11x105. 2x 

80.0;   cost,  $75,000;  Annie  Linder,  921  Melrose  av;  ar'ts,  Moore  & 
_Landsiedel,   148th  st   and   3d  av. — 781. 
liOth   St.    s   w   cor   Clay   av,    three   3-sty   frame   dwellings,    10.8x55, 

10.8x.54   and   10.8x53.0;    total    cost,   $19,500;    Jerry   Altierl   Co,   on 

premises;   ar't,   Chas  S  Clark,  709  Tremont  av. — 771. 
178th   st,   n   s,   28  w   Hughes   av,   three   2-sty   frame   dwellings,   20x 

t>2.8  each;    total   cost,   $18,000;   Cohen   &  Axelrod,   Walton  av  and 

LSlst  st;   ar't,  J  J  Vreeland,  2019  Jerome  av. — 784. 
l.Sod    St.    s   s,   from   Cambrelling   to    Belmont    av,   5-sty   brk   house. 

171.4x139.2;   cost,  $200,000;    Little  Sisters  of  the  Poor,   Bushwick 

and  DeKalb  avs,   Brooklyn;   ar't,   Raymond  F  Almirall,  51  Cham- 
bers  St. — 791. 
ISSth   St.    n   e   cor   Lorillard    pi,   4-sty   brk    tenement,   30,\S0;    cost, 

$30,000:   Susie  Maug,  2438  Lorillard  pi;   ar't,  J  C  W  Huhl,  400  E 

203d   St.— 77t;. 
214th  St.  s  s,   120  e  White   Plains  road.  Iy2-sty  brk  stable,  43x20; 

cost,   $1,200;    Gennaro   Lombardi,   77  E   214th  st;    ar't,   J   Melville 

Lawrence,  239th  st   and  White  Plains  road. — 782. 
Albany    road,    e    s,    l.jO   s   23od   st,   3-sty   frame    store   and    dwelling, 

22-x40;   cost,  $5,.5C)tl;   Jos  Guadagno,   Boston  av;   ar't,   Franz  Wolf- 
gang,   787   E    177th   st. — 779. 
Arthur   av,    e   s,   25   s    IStith   st,   1-sty   frame   storage,   21x46;    cost, 

$1..500;    Carlino    Marino,    on    premises;    ar't,    Wm    Guggolz,    2265 

Washington   av. — 780. 
Aqueduct  av.   w  s,   137.7  n  183d  st,  2-sty  and  attic  frame  dwelling, 

deck   shingle   roof,    31x39.6;    cost,    $7,000;    Amandus    Meyer,    183d 

st   and   Aqueduct   av;    ar'ts,    Bruno    W    Berger    &    Son,    121    Bible 

House. — 708. 
Briggs  av,  e  s,  290.6  s  194th  st.  11  2-sty  frame  dwellings,  19.1x55; 

total  cost,  $77,000;   Mary  E   Morgan,   1007  Elsmere  pi;   ar't,  Chas 

S   Clark,   7tl9  Tremont   av.— 770. 
Bailey  av.   e  s,  329.0  s   Boston  av,  ten.  3-sty  brk  dwellings,  20x55; 

total  cost,  $85,000;   Marcus  Nathan,  150  W  120th  st;  ar't,  Wm  T 

La   Velle,    1145   Freeman   st. — 778. 
Boyd  av,   e  s,   25  n  Pitman   av.  2-sty  frame  dwelling,   18x25;   cost, 

$2,200;    Otto   Erlich,   Jr,    1303   Fulton   av;    ar't,    Robt   Glenn,   619 

E  149th  St.— 702. 
Classen  Point  road,  n  e  cor  East  River,  1-sty  frame  bowling  alley, 

17x90;   cost,  $1,500;  Martin  J  Kane,  on  premises;  ar't,  B  Ebeling, 

West  Farms  road. — 700. 
Classon  av,  e  s,  100  n  Cornell  av,  2-sty  frame  dwelling,  21x50;  cost, 

$4,.500;  John  McQuaide,  518  3d  av;   ar't,  Wm  Kenny,  682  E  195th 

St.— 783. 
Clay  av,  w  s,  .50.7  s  170th  st,  two  3-sty  frame  dwellings.  25x33.6; 

total    cost,   $13,000;    Jerry   Altieri   Co,   on   premises;    ar't,   Chas   S 

Clark,  709  Tremont  av.— 772. 
Carter   av.   w   s.   (i5.0  s   Tremont  av,   three   3-sty  frame   tenements. 

10.8x00;    total    cost,    $22,500;    Bessie   McQuade,   208   W    130th   st; 

ar't,   Chas   S   Clark,   709   Tremont   av.— 788. 
Clay  av,  w  s,  100.7  s  170th  st,  3-sty  frame  dwelling,  20x51.6;   cost, 

$0,500;  Jerry  Altieri  Co,  on  premises;  ar't,  Chas  S  Clark,  709  Tre- 
mont av. — 773. 
Franklin   av,   w  s,   245   n  junction  3d  av,   1-sty   frame  shed,   19x17; 

cost.   $.50;    Louis    Smith,    135  E    115th   st;    ar't,    L   Howard,   176th 

st  and  Carter  av. — 709. 
Holland  av,  s  s,  100  s  Morris  Park  av,  2-sty  frame  dwelling,  20x48; 

cost,   $4,500j^  Edw  J  Cahill,  Morris  Park;   ar't,  T  J  Kelly,   Morris 

Park  av. — 777. 
North  Oak  Drive,  n  s,  40.6  e  Elm  st,  2V''-sty  frame  dwelling,   peak 

shingle  roof.  40x32;  cost,  $10,000;   Emina  L  Sehirmer,  83  E  220th 

st;  ar't,  Geo  P  Crosier,  223d  st  and  White  Plains  road. — 774. 
Ogden  av,  s  e  cor  108th  st,  0-sty  brk  tenement.  50x93. 5.x96.8;   cost, 

$40,000;  Dr  Andrew  Anderson,  St  Augustine,  Fla;  ar't,  F  I  Camp- 
bell.  103d  st  and  Woodycrest   av'. — 787. 
Private  road,  s  s.   1.485  w  Port  Schuyler  road,  1-sty  frame  kitchen, 

22x14.8;   cost.  $200;  Mrs  A  H  Morris,  Throggs  Neck;  ar't,  Chas  R 

Baxter,  Middletown  road. — 7.58. 
Perry   av,   n   w   cor   201st   st,   2i^-sty  frame   dwelling,   peak  shingle 

root,  21x54;   cost,  $7,500;   Wm   C  Bergen,  2110  Anthony  av;    ar't 

Chas  S  Clark,  709  Tremont  av.— 790. 
Perry  av,  w  s,  10-j  n  201st  st.  2ii.-sty  frame  dwelling,  peak  shingle 
roof,  21X.54;   cost,  $7,500;   Wm  C   Bergen,  2110  Anthony  av;   ar't 
Chas  S  Clark,   709  Tremont   av.— 789. 
Palisade   av,   w   s.   .350   s   2Glst   st,   2-sty   brk   power   house,   30.x85; 
cost,  $25.0(X1;   Colored  Orphan  Asylum,  8  W  9th  st;  ar't«,  Robert- 
son &  Potter,  100  5th  av.— 701. 
ViUa   av.    e   s,   82.5   n   204th    st.   5-sty   brk   tenement,   50x88;    cost, 
$.50,000;  Angelo  Guazzo.  3118  Jerome  av;  ar'ts,  Moore  &  LansiedeL 
148th  st  and  3d  av.— 786. 


ALTERATIONS. 

BOROUGH    OF    MANHATTAN. 

Beach  st.  No  38.  toilets,  windows,  to  4-sty  brk  and  stone  tenement; 

cost,   $600;   Thomas  Levane,  307  West  st.    ar't.   John  Mitchell  Jr, 

170  West  Broadway.— 1900. 
Canal  st.  No  "28,  toilets,  windows,  to  5-sty  brk  and  stone  tenement; 

cost.  .$1,500;   Harry  M  Goldberg,  309  Broadway;   ar't.  Harry  Zlot. 

230  Grand   St.— 1937. 
Clinton  st.  No  IS.  windows,  partitions,  toilets,  to  two  5-sty  brk  and 

stone   tenements;    cost,   $9<X>;    David   Brekes,   319  E  51st   st;    ar't. 

C  Dunne,  210  E  14th  st.— 1927.  . 
Congress  st,  e  s,  75  n  King  st,  alter  walls,   to  6-sty  brk  and  stone 

stable    and    warehouse;    cost,    $15,000;    Francis    H   Leggett   &   Co. 

Franklin  st  and  West  Broadway;  ar't,  E  P  H  Gilbert,  1123  Broad- 
way.—1910. 
Eldridge  St.   Xo  229.  partitions  and  show  windows  to  3-sty  brk  and 

stone   dwelling;    cost,   $1..500;    Ph  Jager,   229  Eldridge   st;    ar't,   O 

Reissmann,   30   1st   st. — 1955. 
Greenwich  st.  No  .561,  shaft,  stairs,  to  6-sty  brk  and  stone  loft  build- 
ing;   cost,    $3,000;    United    Confectioners    Assoc,    43   Jay    st;    ar't, 

Thomas  McCullough.  148  W  4th  St.— 1912. 
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The   Palmer   Lime  and  Cement  Company 

"  PAfjinEIl'S  >0.  1,  "  tlie  stroTiRest  and  bfist  brick  llmo  manufactured,  will  lay  more  brick  to  the  barrel  than  any  other  lime. 

Fariiaiii  C'lfll')><lfllKE  FinislnUig')  whicli  has  no  equal. 

Palmer's  Fiiiisliin^-,  liicli  {;rad.\  f  r  all  flui.shing  and  plastering;  work. 

Coiinecli<-iB«  M'liite  l>ini<%  especially  adai>ttMl  to  brown  aud  scratch  work. 

Palmer'H  <'li4-niical  l..iiii<%  absolutely  hlph  grade.  , 

Alsen'B  Port luiifl  Cement,  tor  Long  Island.  FOSTER    F.    COMSTOCK,    Manager 

Brooklyn  Station,  Telephone  14-">.'!  Oreenrolnt  Sales  Department :     149    B'^OAOWAY      NEW    YORK 

Jersey  City  Station,  Telephone  13. 12  Jeis.y  Telephones,  ijill"  li'ili  O'l.J  Ouitianat 


Lawrence  st.  No  IHT,  toilets,  windows,  partitions,  to  3-sty  brk  and 
stone  tenement  and  store;  cost.  .$700:  Andrew  B  Freeman,  20<3 
Broadway;  ar't,  Thos  M  Fanning,  217  W  12.")th  st. — lOl.'i. 
Madison  st.  No  112,  toilets,  windows,  partitions,  to  two  .3-sty  brk 
and  stone  tenements:  cost,  .'p2.")(IO;  Levine  &  Bregman.  142  Monroe 
st :  ar'ts.  Bernstein  &  Bernstein.  24  B  2.''>d  st.— 1902. 
Madison  3t,  No  .'{.")2,  toilets,  windows,  partitions,  to  .5-sty  brk  and 
stone  tenement:  cost,  ?3.00<):  Isaac  Lorberbaum,  186  2d  st.  ar't, 
O    Reissmann.    30   1st    St.— 1903. 

Mott  St.  No  102.  toilets,  windows,  to  two  5-sty  brk  and  stone  tene- 
ments: cost.  .'f;2(KI0;  Antonio  Stoffo,  173  Mulberry  st;  ar't,  O 
Reissmann,    30    1st    st. — 1920. 

Mott  St.  Nos  2!l7-'299,  toilets,  windows,  to  (i-sty  brk  and  stone  tene- 
ment; cost.  .$.'i00;  Elizabeth  McColgan.  1(10  Lexington  av;  ar't. 
James  F  Slevln.   12  Chambers  st. — 1908. 

Nassau  st,  n  w  cor  Ann  st,  windows,  partitions,  to  5-sty  brk  and 
stone  store  building;  cost.  .$.")00;  I  Hass  &  Co,  74  Chambers  st; 
ar't.    Henry   G    Harris,    3   E    17th   st. — 1900. 

Orchard  st,  Nos  251  and  2.53.  toilets,  windows,  to  four  .5-sty  brk 
and  stone  tenements;  cost.  .$2,0(11);  estate  John  Day,  53  Bond  st; 
ar't.  Geo  Hang.  7(ji;  E  KBd  st  — 1940. 

Pitt  St.  No  100,  toilets,  windows,  to  two  5-sty  bfk  and  stone  tene- 
ments; cost,  .$4,000;  Lunilz  &  Weingarten.  148  Madison  st;  ar't. 
O  Reissmann,  30  1st  St.— 1922. 

Rivington  st,  s  e  cor  Suffolk  st,  windows,  stairs,  to  5-sty  brk  and 
stone  store  and  tenement;  cost.  $3,800:  Samuel  Friedman.  107 
Attorney  st ;  ar't.  Alfred  L  Kehoe.  201)  Broadway. — 1947. 

South  St.  No  .381    1   partitions,   beams,   to  4-sty  brk  and  stone  stable; 

Front  St.  No  3(i5  |  cost.  .$8.(100;  Richard  De  Coursey,  322-332  Front 
st:   ar't.  O  Reissmann.   30   1st  st.— 19.54. 

Suffolk  st.  No  135.  shaft,  toilets,  windows,  piers,  to  5-sty  brk  and 
stone  tenement  and  store;  cost.  $1,,800;  Morris  Goldberg,  43  Hen- 
dricks st,  Brooklyn:  ar't,  C  Dunne,  210  E  14th  st.— 1924. 

4th  St.  No  14(i  East,  toilets,  windows,  to  4-sty  brk  and  stone  tene- 
ment: cost.  .$2,000;  Jos  Isaac  &  Sons,  117  Columbia  st;  ar't.  O 
Reissmann.    .30   1st    st— 19.''.0. 

4th  st,  Nos  11-19  East,  partitions,  windows,  columns,  girders,  to 
two  o-sty  brk  and  stone  store  and  loft  buildings;  cost,  $.50,000; 
Dutch  Reformed  Church  Corpn,  111  Fulton  st;  ar'ts,  Cleverdon 
&   Putzel,   41    Union   sq.— 1904. 

5th  st.  No  422  East,  toilets,  windows,  to  5-sty  brk  and  stone  tene- 
ment; cost,  $2,000;  Jos  Geller.  105  B  106th  st ;  ar't,  L  De  Lorenzo. 
4.32    E    15th   St.— 1905. 

Kith  St.  No  4.30  East,  toilets,  windows,  to  5-sty  brk  and  stone  tene- 
ment; cost.  $2,500:  Max  Canno.  195  .^v  A;  ar't.  Harry  Regelmann. 
133  7th  St.— 1907. 

19th  st,  No  444  East,  partitions,  windows,  toilets,  to  4-sty  brk  and 
stone  tenement:  cost,  $1,100;  D  Katt,  444  B  19th  st;  ar't,  T  J 
Ivans,  7  Cannon  st. — 1931. 

22d  st.  No  22.3  East,  toilets,  windows,  plumbing,  to  G-sty  brk  and 
stone  tenement;  cost,  $2.5(10;  Daniels  &  Teitelbaum.  35  W  111th 
st;   ar't.  L  A  Goldstone.  110  W  34th  st.— 1934. 

23d  st,  Nos  27  and  20  West,  erect  pent  house,  partitions,  to  (5-sty 
brk  and  stone  store  and  loft  building;  cost.  $1,000;  estate  Rich- 
ard Arnold.  51  Chambers  st;  ar'ts,  Schickel  &  Dilmars,  111  5th 
av.— 1940. 

34th  St.  Nos  40.3  and  405  East,  new  stairs,  windows,  store  fronts,  to 
two  5-sty  brk  and  stone  stores  and  tenements:  cost,  .$(i.500:  Young 
&  Kerr,  on  premises;  ar't,  Fred  Ebeling,  4'20  E  9th  St. — 1943. 

34th  st  Nos  403-405  East,  store  fronts,  partitions,  stairs,  to  two 
5-sty  brk  and  stone  tenements  and  stores;  cost,  .$6. .500;  Young  & 
Kerr,    on    premises;    ar't.   Fred    Ebeling.  420   E   0th   st. — 1925. 

40th  St.  No  11.3  East,  alter  roof,  shaft  to  (i-sty  brk  and  stone  dwell- 
ing; cost,  .fl  900;  Clyde  Fitch.  113  E  40th  st ;  ar't,  0  H  See,  5.521 
3d    av.    Brooklyn. — lOK). 

4Uh  St.  Nos  (>'20  and  024  West,  erect  stalls  to  2-sty  brk  and  stone 
stable:  cost,  $1,.500:  E  Higgins,  1  Madison  av;  ar't  and  b'r.  New 
York  Horse  Manure  Transportation  Co,  .547  W  45th  St. — 1953. 

47th  St.  No  (!05  West  partitions,  toilets,  to  4-sty  brk  and  stone 
tenement;  cost,  $000;  Bernhard  Mensing.  (105  W  47th  st ;  ar't, 
Jo'in   H    Knrbei.   318   W   42d   St.— 1928. 

48th  st-  No  '2*22  West,  toilets  windows,  show  windows,  to  .3-sty  brk 
and  stone  office  building;  cost.  .$2,500;  S  Liebovitz,  693  8th  av; 
ar'ts.  Bernstein  &  Bernstein.  24  E  23d  St.— 1949. 

4Sth  St.  No  .300  East,  toilets,  windows  partitions,  to  .5-sty  brk  and 
stone  store  and  tenement;  cost.  .$1,500;  Louis  Frankenthalcr,  121.5 
Madison  av;   ar'ts.  Bernstein  &  Bernstein,  24  E  ■23d  st.  — 1950. 

02d  St.  .No  .">43  East,  partitions,  toilets,  to  5-sty  brk  and  stone  tene- 
ment; cost,  $75;  Bozzuffi  &  Miller,  1149  1st  av;  ar't.  John  Ph 
Voelker,  079  3d  av.— 1941. 

67th  St.  No  210  West,  partitions,  toilets,  to  5-sty  brk  and  stone 
tenement;  cost.  $75;  Louis  Margolin.  118  Canal  st ;  ar't,  W  H 
Conover,    116   W   33d    st  — 1042. 

72d  St.  No  .5.8  East,  add  1  sty  to  4-sty  brk  and  stone  residence;. cost. 
.$2,000;  John  Fulton.  443  W  44th  st;  ar't,  John  H  Knubel,  318 
W  42d  St.— 1945. 

73d  st,  No  57  East,  3-sty  brk  and  stone  rear  extension,  9x9.  add  1 
sty  to  4-sty  brk  and  stone  residence;  cost,  $3  000;  Harry  Hol- 
brook,  57  E  73d  st;   ar'ts,  Robertson  &  Potter,   1G0  5th  av.— 1909. 

79th  St.  No  4-14  East,  windows,  to  .5-sty  brk  and  stone  tenement; 
cost.  $200;  I  Weisberg,  255  Broadway;  ar't,  Harry  Zlot,  230 
Grand  St.— 1951. 

83d  St.  No  101  West,  toilets,  walls,  to  5-sty  brk  and  st«,ne  apart- 
ment house  and  store;  cost,  $800;  J  P  Kennelly,- 101  W  S3d  st; 
ar't,   A  Barmeyer,  211   Wooster  st. — 1956. 


88th  St.  No  311  West,  partitions,  windows,  toilets,  to  4-sty  brk  and 
stone  dwelling;  cost.  $1  (Xlfl;  Mary  A  Smith,  Broadway  and  ,86th  st  • 
ar't.    Clarence   True,   720   Gth   av.— 1901. 

92d  St.  No  420  East,  store  fronts,  to  3-sty  brk  and  stone  dwelling: 
cost.  $.500:  John  Gleason.  4"20  E  92d  st ;  ar't,  Harry  Zlot  230 
Grand  St.— 1938. 

101st  st,  No  330  East,  partitions,  show  windows,  to  6-sty  brk  and 
stone  tenement;  cost.  $1,000;  Max  Wachsman.  108  W  115th  st" 
ar't.    O    Reissmann.    30   1st    st. — 1920. 

104th  St.  No  202  East,  toilets,  windows,  partitions,  to  4-sty  brk  and 
stone  tenement;  cost,  $2,000;  William  and  Louis  Hutter,  201  E 
l(J4th   st;    ar't,   Henry  J   Feiser,   1.50   Nassau  St.— 1944. 

109th  St.  No  308  East,  windows,  to  4-sty  brk  and  stone  tenement 
and  store;  cost.  $l.'2O0;  Guiseppe  D'Alesio.  308  E  109th  st-  ar't 
Frank   Hausle,   81   E   125th   St.— 1917. 

Il2th  st.  No  6  West,  partiiions,  show  windows,  to  5-sty  brk  and 
stone  store  and  tenement;  cost.  $2,000;  Peck  &  Scoboloff  19  E 
112th  st;  ar't.  B  W  Levitan.  20  W  31st  st  — 1939. 

171st  st.  No  566  West,  walls,  vault,  to  4-sty  brk  and  stone  tenement; 
cost.  $1..500;  John  F  Schreyer,  .53  W  KM  st;  ar't,  John  H  Knubel 
318  W  42d  St.— 19.52. 

Av  A.  No  .87,  1-sty  brk  and  stone  rear  extension,  25x9.2,  toilets, 
partitions,  to  two  4-sty  brk  and  stone  tenements  and  stores;  cost, 
.$5.0110;  Lewis  M  Rosenthal,  .87  Av  A;  ar't.  M  Zipkes,  147  4th 
av.— 1948. 

Av  C.  No  19.3.  toilets,  windows,  shaft,  to  5-sty  brk  and  stone  trne- 
ment;  cost.  .$2000;  Robert  Rosenthal.  1.59  East  Broadway;  art, 
O   Reissmann.   30   1st    st. — 1921. 

Av  C.  No  84.  toilets,  windows,  to  5-sty  brk  and  stone  tenement  and 
store:  cost.  $3110;  Skrelon  &  Hamberger.  (w  Chrystie  st ;  ar't,  C 
Dunne,    210   E    14th   st,— 1923. 

Av  D,  s  e  cor  8th  St.  1-sty  brk  and  stone  rear  extension.  5x2.5.  win- 
dows, to  5-sty  brk  and  stone  tenement  and  store;  cost,  .$5.()<X); 
Israel  Oshinsky,  on  premises;  ar'ts,  Bernstein  &  Bernstein  24  E 
23d  St.— 1914. 

Amsterdam  av,  s  e  cor  OOth  st,  walls,  partitions,  to  1-sty  brk  and 
stone  laboratory;  cost.  $2,5(K(:  Columbia  University,  Morningside 
Heights;    ar't.    D   W   Davin.    74   Irving   pi. — 1913. 

Columbus  av.  Nos  29-33.  partitions,  store  fronts,  toilets,  to  three 
4-sty  brk  and  stone  stores  and  tenements;  cost,  .$5,000;  N  Ottinger, 
60  Wall  st;   ar'ts,  Schwartz  &  Gross,  35  W  21st  St.— 1929. 

Columbus  av.  No  483,  toilets,  windows,  to  5-sty  brk  and  stone  tene- 
ment and  store:  co.-.;.  $1,000;  Jacob  Westheimer,  171  Broadway; 
ar't.   David  M  Ach,   1    Madison  av. — 1919. 

Madison  av.  s  e  cor  (i8th  st.  windows,  partitions,  add  1  sty  to  4-sty 
brk  and  stone  dwelling:  cost,  $3.0n0;  Dr  Geo  Miller.  811  Madison 
av;  ar'ts.  Hoppin.  Korn  &  Huntington.  244  5th  av. — 19.35. 

Manhattan  av.  No  .'?86.  store  fronts,  windows,  partitions,  to  .5-sty 
brk  and  stone  store  and  tenement;  cost.  .$2.6(10;  Simon  S  Fried- 
berg.  ■260  W  120th  st;  ar't.  Richard  R  Davis.  247  W  125th  St.— 
19.36. 

2d  av.  No  lll.'ll,  1-sty  brk  and  stone  rear  extension,  4.2x3.2.  toilets, 
partitions,  to  4-sty  brk  and  stone  store  and  tenement:  cost,  $(X)0; 
.\  Harnishfeger.  on  premises:  ar't.  John  Ph  Voelker.  979  3d  av 
—1933. 

7th  av.  No  21.50.  partitions,  windows,  to  .5-sty  brk  and  stone  store 
and  tenement:  cost.  .$(J00;  Edward  A  Boyd,  '25  E  75th  st;  ar't,  Chas 
M    Youngs    21    E   75th   St.— 1932. 

8th  av.  No  647.  partitions,  staircase,  skylight,  to  4-sty  brk  and 
stone  store  and  office  building;  cost.  $.3,0110;  Mary  E  T  Frazee, 
Montclair,  N  J;  art.  C  F  Winkelman.  1133  Broadway.— 1018. 

0th  av.  No  20.8,  show  windows,  to  5-sty  brk  and  stone  hotel  and 
dwelling;  cost,  $2,000;  John  Shady,  on  premises;  ar'ts,  B  W 
Berger   &   Son,    121    Bible    House. — 1011. 

BOROUGH    OF    THE   BRONX. 

Corlear  pi,  e  s,  10  w  230th  st,  1-sty  frame  extension,  15x32.6,  to 
3-sty  frame  store  and  dwelling;  cost,  $.500;  Patrick  McKenna, 
230th  st  and  Riverdale  av;  ar'ts.  Moore  &  Landsiedel.  14,8th  st 
and  3d  av. — 39.:i. 

Hoffman  st.  No  2377.  l-sty  brk  extension,  25x41.  add  one  story  and 

new  show  window  to  2-sty  frame  store  and  dwelling:   cost.  .$.5,0(Xt: 

Frank    Morroni,   2.3(i3   Hoffman   st ;    ar't.    Louis    Falk.   2785   .3d   av, 

—382. 
1.36th  St.   No  .54.5.   new  toilet  and  new  partitions   to  .5-sty  brk   tene- 
ment;   cost.   $100;    Henry  Riese,    126  E    109th   st;    ar'ts.   Moore   & 

Landsiedel.   14Sth  st  and  3d  av.— .392. 
K'.7ih   st,   lOI.S  to   10M.   new   toilets,   sinks,    tubs  and   partitions.   &c'. 

to  fo'ii-  ■2-sty  brk  dwellings:    cost.  $1.60'l:    John   W  Audibert.    10.56 

E  160th  st:   ar'ts,  Moore  &  Landsiedel,  148th  st  and  3d  av.— 306. 
1-I6th   St.   No   525.   new   water 'closets,   new   partitions,   &c.   to  3-sty 

frame    tenement;    cost,    .$.500;     R    E    Sposito.    2694    3d    av;     ar'ts, 

Chas  Baxter  &  Son,  .368  Alexander  av. — .384. 
147th   St.   Nos  69.5  and  697,   new  beams,  columns,   &c,   to  2-sty  brk 

shop,  stable  and  shed:    cost.  .$2,000;   C  Reiger's  Sons.  702  E   14Sth 

st;   ar't.  Louis  Falk.  27.85  3d  av.— .385. 
151st  St.  n  s.  200  e  Courtlandt   av.   1-sty  brk  extension.  25x2(3.4.  to 

1-sty    frame    stable;    cost.    $1,000;    Wm    Blumenauer,    617   E    1.51st 

st;    ar't,   F   Hammond,   043   Washington  av.— .300. 
194th    st,    s    w    cor    Decatur    av.    raise    to    new    grade    2-sty    frame 

dwelling;   cost.  $.300;   Tobias  Burke.  Fordham;   ar't,  F  E  Albrecht, 

Fordham. — 376. 
Aqueduct  av.   e  s.  75  s  1.8.3d  st.  add  half  story,   change  from   flat  to 

peak    roof   and    new   stairway.    &c.    to    2-sty    frame    dwelling;    cost. 

$1,000;  Mary  Mapes,  Scarsdale,  N  Y;  ar't,  S  H  Mapes,  Fordham.— 
.381. 
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Arthur  av.  No  2411.  1-sty  frame  extension,  18xl!)>,4,  to  L'-sty  frame 
store  and  dwelling;  cost,  $3.50;  Antonio  Concro,  on  premises;  ar't. 
John  F  Dennerlein.  2504  Lorillard  pi.— 388. 

Briggs  av.  w  s,  250  n  lltSth  st,  1-sty  frame  extension,  9.3x16.7, 
and  raise  to  grade  2V'-sty  frame  dwelling;  cost,  $2, .500;  R  H 
Burke,  048  E  188th  st;  ar't,  Chas  S  Clark,  709  Tremont  av.— 394. 

Concourse,  w  s,  97  n  183d  st,  3-sty  brk  and  frame  extension,  32.2x 
15.0  and  half  story  added  to  2-sty  attic  frame  dwelling;  cost, 
.$0.(100;  Philip  Kearns.  183d  st  and  Concourse;  ar't,  Geo  F  Spel- 
man.  18  W  113th  st.— 375. 

Marion  av,  e  s,  22  n  184th  st,  new  water  closets,  partitions,  &c,  to 
3-sty  frame  '  tenement;  cost.  .f.50O;  Anna  Neitzel,  2378  Marion 
av;   ar't.  Rudolph  Werner,  492  Park  av. — 383. 

Ogden  av.  e  s.  170  n  l(;5th  st,  2-sty  frame  extension,  23.10MiXlO, 
ahd  new  partitions  to  2i/i-sty  frame  store  and  dwelling;  cost, 
5000;  ow'r  and  ar't,  John  J  Lee.  Summit  av  and  100th  St. — 389. 

Park  av,  w  s,  259.0  s  lS3d  st,  2-sty  frame  extension,  20x15,  and 
new  partitions,  &c,  to  2-sty  frame  dwelling;  cost,  $5,0(X);  Hardy 
&  Runde  2184  Washington  av;  ar't,  A  T  Runde,  2184  Washington 
av.— 391.' 

Pilgrim  av.   w  s.  2.50  s  Tremont   road,   new  windows,   new  concrete 


floor.  &c,  to  H^-sty  frame  stable;  cost,  $400;  Guiseppe  Lifrin, 
Kdison  av;  arT,  Chas  R  Baxter,  Middletown  road. — 380. 

Spuyten  Duyvil  Parkway,  w  s,  300  n  Riverdale  av,  2  and  1-sty 
frame   extensions,   7.0x84x4   and   14.0,   to  2% -sty   frame   dwelling; 

cost,   i ;    Mrs   M  Mulligan,   on   promises;    ar't,  John  J  Kennedy, 

Riverdale  av. — 393. 

Stebbins  av,  w  s,  170.55  n  105th  st,  1-sty  brk  and  frame  extension, 
20.4x0.4,  to  2-sty  frame  dwelling;  cost,  .$700;  Wm  H  Kielenle, 
1030  Prospect  av;  ar't.  Fred  Hammond,  943  Washington  av. — 379. 

Spuyten  Duyvil  road,  s  s,  500  w  Railroad  Crossing.  1-sty  brk  exten- 
sion, 108x4.8.  to  1-sty  brk  factory;  cost.  ?1.(K)0;  Estate  I  G  John- 
son, on  premises;  ar'ts,  Ahueman  &  Younkhure,  Kingsbridge. — 377. 

Villa  av,  Nos  224  and  220,  new  water  closets.  &c.  to  3-sty  frame 
tenement;  cost,  $5,000;  Loo  Hutter,  331  W  50th  st;  ar't,  T  S 
Schlessinger,  1623  Madison  av. — 378. 

3d  av.  w  s.  113.11  n  105th  st,  new  show  windows,  beams,  stairs, 
partitions,  &c,  to  2-sty  brk  store;  cost,  $3,500;  A  Piser,  3d  av 
and  150th  st;  ar't,  M  J  Garvin,  3307  3d  av. — 380. 

3d  av.  w  s,  .50  s  149th  st.  1-sty  frame  extension.  18x15.  new  girders 
and  columns,  to  2-sty  frame  store  and  loft;  cost.  J.KXI;  Harry 
Isaacs,  2831  3d  av;  ar't.  Wm  T  La  Velle,  1145  Freeman  St.— 387. 


For  other  Judgments  In  Foreclosure  Suits,  Lis 
Pendens,  Foreclosure  Suits,  Judgments,  Satisfied 
Judgments,  Mechanic  Liens,  Building  Loan  Con- 
tracts, Satisfied  Mechanics'  Liens  and  Orders  see 
pages  105,   10(J,   107,   108. 

FILINGS  OF  JULY    13. 


LIS    PENDENS. 

July    V: 

7th  st.  No  112  East.  Schmerl  Hahn  agt  Raphael 
Joseph  et  al;  specific  performance;  att'y,  J 
Rieger. 

Spring  st  s  s,  94.2  w  Elizabeth  st,  runs  s  80 
X  w  15  X  s  49  x  e  22.11  x  n  124  x  w  22.1  to 
beginning.  Marion  J  Ross  et  al  agt  Gioacchino 
Acierno  et  al;  action  to  foreclose  mechanics 
lien;    att'y,    S   B   Robinson. 

Jefferson  st,  Nos  82  and  84.  Lamport  Realty  Co 
agt  Aaron  Leviton;  specific  performance;  att'y, 
A  D   Levy.  _,. 

164th  St.  No  716  Bast.  Geo  J  Strieker  agt  Eliza- 
beth Peck;  specific  performance;  att'y,  W  V 
Goldberg. 

6th  av.   No  11. 

Gambril  st,  s  s,  153.4  e  Marion  av.  2oxllo.4x 
26.2x123.9.  ,.  ,„. 

Bleecker  st,  s  s,  25  w  West  Broadway,  2oxl2o.  , 
Laura  Schroder  agt  Ernestine  Von  Munster 
Individ  and  extrx  et  al;  partition;  att'y,  S  H 
Stuart. 


FORECLOSURE    SUITS. 

July    13. 

nath  st,  s  R,  235  w  5th  av,  15x100.11.     Thomas 

C    Mahoney   agt    Frank   L    Gould   et   al;    att'y, 

J   Fischer. 
De  Milt  av.   n  w  cor  2d  st,   17.3xl0(t. 
Desbrow  pi,  w  s,  100  n  De  Milt  av,  50x100.         | 

Dora  R   Sparks  agt  Frederick  C   Dexter  et  al; 

att'y,  E  Archer. 
130th  st,   n   s.   262  e  .5th.  av,    16x90.11.      Citizens 

Savings    Bank  agt  Louis  W    Sodler   exr   et  al; 

att'vs,    Pirsson    &    Beall. 
Park   av,    s    w   cor    134th   st,   99x140.      Henry   H 

Jackson    agt    Abraham    Goodman    et   al;    att'y, 

S  H  Jackson. 
St  Nicholas  av.  n  e  cor  lT9th  st,  100x100.  Realty 

Mortgage    Co    agt    Wm    H    Stutchbury    et    al; 

att'ys,  Wolf,  Kohn  &  Ullman. 
Pleasant  av.  w  s.  ;^40  s  2d  st,  21.7x100.     Chester 

Mortgage    Co    agt    Benjamin    G    Irving    et    al; 

att'ys,   Lee  &   Fleischmann. 
llSth  St.   n  s,   123.10  e  Pleasant  av,  24.2x100.11. 

Sophie  Shapiro  agt  Louis  Grodon  et  al;  atfys, 

Engel.   Engel  &  Oppenheimer. 


JUDGMENTS. 

13  Antonides,     Isabella    C— James    G    Johnson 

et    al    $63.31 

13  Aufruanger.  Julius  C— Alfred  C  Dodge.  .34.40 
13  Alexander.    Henry    P— Julius    Lewin.  ..  .184.52 

13  Acconcia,   Pasquale— People.   &c    .500.00 

13  Buchler,  Zeno— Maynard  N  Clement.  ..  .600.00 
13  Barnett.  Samuel— Daniel  L  Korn  et  al.  .44.19 
13  Berthold.    Richard— Fourteenth    St    Bank. . . 

1,225.79 

13  Cuyler,   Telamon— Chas   C  Marsh  et   al. 215.32 

13  Cooley,    James   C— Wm   S   Currie 51.35 

13  Cornell.    Chas   G— Mary   E   Waydell   et   al. . . 

costs.   98.22 

13  Dzikowski.    Peter— Joseph    Leiblein 231.60 

13  De    Luca.      Giovanni— 9      Liebmanns     Sons 

Brewing   Co    225.02 

13  Esrick.    Louis    and    .A.lex— Eagle   Roller   Mill 

Co    126.86 

13  Ensign.  Wm  S— Joseph  O   Daniels 40.90 

13  Eckert.    Daniel— Geo    R   Sutherland .82.32 

13  English,    Cha9— People.    &c    500.00 

13  English.    Louis the  same   500.00 

13  Freundlich,    Bernard— Walter   F  Duckworth. 

17.41 


13  Fossier,    Edw   G— Moses  Straus   Co 279.58 

13  Gallauner,    Edmund— John    H    Parker    Co... 

551.75 

13  Graham,  Charles— Christian  Evers  et  al.61.93 
13  Graham.    James— Eagle    Roller    Mills    Co.. 

169.21 

13  Goldberg,    Charles— Louis    Hamburger.  .  .73.67 
13  Haut.    Hugo   J— Federal    Sign   System   Elec- 
tric        39.63 

13  Held.    Zerlius— John    Callaghan 1,120.45 

13  Hochberg,  Adolph— Simon  WBurnitzky.  .61.00 
13  Hotteuroth,   Adolph    C— Hugo   Hirsh   et  al.  . 

costs,    120.79 

13  Kula,    Betsy— Manilla    Anchor    Brewing    Co. 

281.07 

IStKrippner.  Ernest— Eagle  Roller  Mill  Co. 60.41 
13  Kosower,  Abraham— Jacob  Rothman.  .1,638.10 
13  Kayser,  Leopold — Jennie  Relnheimer.  ..  .43.43 
13  Lischinsky,    Sarah— Solomon    Kaufman  .2.56.41 

13  Levine.    David— Jacob    Bernstein 49.65 

13  Levy,    Sarah— Eagle    Roller    Mill    Co 83.36 

13  Monahan.       Patrick— United       Confectioners 

Assn    19.90 

13  McRae,  William— Patrick  M  Sweeney.  .  .22.^.00 

13  McGuire,    George— Louis    Ratmansky 34.72 

13  Nevelson,    Bernard— Barnett  Levy 52.73 

13  O'Brien.   James— Saul  Levine  et  al 58.76 

13  Onativia,   Louise— Wm  S  Currie 175.21 

13  Rosenberg,    Isaac   D— Augustus   Treadwell.. 

39.91 

13  Roth,    Albert— Marvin    R    Radcliffe 53.86 

13  Reiner,  Louis— Samuel  C  Van  Dusen  et  al.. 

60.41 

13  Ruckert,    Charles— Louis    H    Schenck 23.98 

13  Slattery,    James— Title    Guarantee    &    Irust 

Co    53.33 

13  Smock,    Clarence    McK— Lucerne   Hotel    Co. 

150.80 

13  Scheuer.    William— Fourteenth    St   Bank.... 

1,225.79 

13  Seifert.  Philip— Consolidated  Beef  Co.... 40.9" 

13  Schleiff,    Samuel— Abram    Schultz 232.89 

13  Singer.    Frank the    same 232.89 

13  Sire.    Meyer   L — Aime    Deane 130.91 

13  Sugarman.    Louis— People,    &c 1,000.00 

13  Sedgwick,    Walter   N the   same 1,000.00 

13  Tompkins.  Charles— Geo  R  Sutherland.  .82.32 
13  Underbill.    Richard   W— Mary    E   Waydell    et 

al    costs,   98.22 

13  Virotto.    Cesare— People.    &c   500.00 

13  Wohlstetter,      Philip— Title     Guarantee       & 

Trust  Co   307.18 

13  Walker,  Hannah  W— Henry  Solomon 94.43 

CORPORATIONS. 

13  City  Credit  Co— Harry  B  Wood .  . . .  cosits.  7.41 

13  Ludin  Realty  Co— Hugh  B  Pitcher 499.22 

13  Netherlands     Construction      Co— Henry      K 

Kemlein    et    al    967.62 

13  Bronx    Steam   Laundry   Co— N    Y   Petroleum 

Soap    Co    49.94 

13  The  Coleman  Stable  Co— Geo  G  Fry 253.17 

13  Auto    Lighter   Co— Fourteenth    St    Bank.... 

1,223.79 

13  National    Surety    Co— John    S    Carlisle 

28,898.79 

13  Hull  Camp  Co— National  Soapstone  Co.  .1.34.95 

. « 

SATISFIED  JUDGMENTS. 

.luly    1-i 

Burke.  Francis  M— W  Steinecke.  1906.  .$250.67 
Bierwirth.    Richard— A    Bierwirth,      1905.  .346.94 

Clark.   Geo  C— J  L  Adams.     1905 1,022.12 

Curry,  John— E  D  Stein.     1906 80.54 

Durnberg.    Wm   H— John   Dewar  &   Sons,   Lim. 

1906     ; J 66.56 

Dowd.  Willis  B— M  M  Mac  Rae.     19a5  .  ..  .319.16 

Same M   C   Ajderson.      1905    111.91 

Darling,  Geo  .4- Hull  Camp  Co.  1906.  . .  .251.94 
"Dinsmore.   Wm   A— E   H  Bennett  et  al.     1SW6. 

1,480.25 

Earle,    Edward— D   Mclnnes.     1892    804-.o9 

Same C   Earle.     1897   28,750.60 

"Folgeman,  Nathan— G  Kahn  et  al.     1898... 81.97 


Fein,   Samuel— A  I  Weinsteiu.      1905 388.42 

Googins,  Emma,  of  Parke — M  E  Strong.     1905. 

249.83 

Same same.     1905    134.78 

Gorges,    Bernadina— Chelsea     Exchange     Bank. 

1906    510.31 

Kilpatrick.   T  Judson— Veteran   Firemens  Assn.  - 

1906    29.41 

Morehouse,   Samuel— M  Monroe.     1905 867.43 

'O'Callaghan,  Thomas— F  A  Constable.     1906... 

5,113.41 

0.sk.   Bernard  and  Morris  Ginsberg — P  Roberts. 

1903    468.09 

Peterson,   Nicholas  F — Railway  Advertising  Co. 

1902    103.79 

Worth,  Harry  J— Butler  Bros.     1906   130.48 

Westenberger,  Harry — J  H  Meyer  et  al.     1906. 

21.61 

Wilbur.  Magdallne— M  J  Then.     1905 209.87 

CORPORATIONS. 

Crescent    Mercantile    &    Realty    Co — C    De    W 

Rogers.      I£i06   79.42 

Same M  D'Amore.     1906   79.42 

Rustic    Construction    Co— Neostyle   Co.      1906. . 

The  knepper  Realty  Co— H  Oppenheimer.  1906. 
509.61 


MECHANICS'  LIENS. 

July    13. 

Ill— .5th  av,   s  e  cor  1,36th  st,   100x100.     Bern- 
stein  &  Epstein  agt  Lowe  &  Jerrich. ..  .473.00 
112— Southern    Boulevard,    Nos  2423   and  2425. 
Rathe  Schieberg  agt  Hawthorne  Building  Co. 

92.25 

113— Av  A.    n    w   cor  72d   st.   25.Sxl(X).      Harry 

Trinkowski    agt    Louis    Reiner 450.00 

114— 120th  St.  No  127  East.     John  F  Cronin  agt 

Joseph  Schrler  and  Max  Schlesinger 22.10 

11.5— 111th   st,    Nos  311   and   313  East.      Gatins 
.  Fire    Proof     Consrtruction     Co     agt    Buscemi 

Building   Co    150.00 

116— Hughes    av,    No    2146.      May    Weiser    agt 

Herman   Knepper    60.00 

117— 60th  st.  No  315  East.     Louis  Sherman  agt 

Morris    Steronberg    4,000.00 

118— IfiOtb    St.    No    340   West.      Louis    Newman 

agt  W  K  Hesse    86.50 

119— Amsterdam  av.  w  s,  25  s  178th  st,  80.8x 
10("i.     Candee,   Smith  &   Howland  agt  Marcus 

Brown    881.74 

120— Av    C,    n    w   cor   3d   st.   06.2x90.      Keshin. 

Blistein  &   Co  agt  Meyer  Frank 4.723.00 

121— 15th  St.  No  58  West.  Alonzo  H  Magee  Co 
agt  The  Fifteenth  Street  Realty  Co  and  Em- 
pire Heating  Co   130.00 

12-2-69th  St.  Nos  315  to  323  West.  E  H  Og- 
den   Lumber   Co   agt  Andrea    Avitablle 

3,284.32 

123— Mangin    st.    No    29.      Griffin    Roofing    Co 

agt    J    Myer  ' 50.00 

124— St  Nicholas  av.  n  e  cor  179th  st.  100x100. 
Henrv  Anderson  agt  Wm  H  Stutchbury.  .500.00 


BXnLDING  LOAN   CONTRACTS. 

July    13 

1.37th  St.  s  s,  100  e  Riverside  Drive,  85x99.11, 
North  American  Mortgage  Co  loans  Cathedral 
Parkway  Realty  Co  to  erect  a  6-sty  tene- 
ment ;  9  payments   $34,300 

137th  st,  s  s,  185  e  Riverside  Drive,  85x99.11. 
Same  loans  same  to  erect  a  6-sty  tenement; 
9   payments    34,500 

Av  D,  w  s,  63  s  5th  st,  44x80.     Frank  Hlllman 
&   Joseph  Golding  loan   Abraham  Berstein  to 
erect  a  6-sty  tenement;  11  payments  ....18,00i> 

7th  St.  s  s,  125  w  1st  av.  75x90.10.     Same  loans 
.\braham  Bernstein   to  erect  a  6-sty  tenement; 
11   payments    36,000 

1.35th  St.  n  s,  100  e  Amsterdam  av,  72. 5x —  to 
136th  St.  City  Mortgage  Co  loans  Capital 
Realty  &  Construction  Co  to  erect  four  6-sty 
tenements;    10    payments    136,500 


The   text   of   these  ,7»ges   is   copyrighted.      All   rights   are   reserved.        Notice  is  hereby  given  that  infringement  -will  laad  t»  prosecution. 


July  14,   1906 


RECORD     AND     GUIDE         Manhattan 


105 


LaRGE-ST    DiSTB^IBUTOB^S    OF    FRONT    BRICK    IN    THE    WORU>** 


ENAMEtEB' 


FRONT 

BRICKS 


GESUlN'i, 


HARVARD 


i  1  ixZ/iVKI!/ 1 0 

CEMENT 


)    Portland 


FREDE,NBURG    6    LOUNSBURY 


iioofns,  (53^69,  SS9  FOUR^TH  AVENUE,  Corner  22A  Street. 


NEW  TORJl 


SATISFIED  MECHANICS'  I.IENS. 

July    13. 

104th  St.  Nos  122  to  130  East.  Chas  H  Boland 
et  al  agt  Isa  R  Flam  et  al.  .Tune  26.  1906. 
. .      . , $8,07.5.00 

02a  St.  s  s,  89  e  2d  av.     Gustav  Fleischer  agt 

Ennis  et  al.     July  9,  1906  530.00 

4th    av     e   s    25   n   220th    st.      Edward    Beacon 

agt  Jacob  Wexler  et  al.  July  7,  1906.  .214.00 
Vyse  av,   Nos  1131  to  1171.     Pratt  &  Lambert 

agt   Silverman    et    al.      July    11,    1906.. 

.    103.95 

West  Houston  st.  No  101.  John  F  Lange  agt 
J  Smith  et  al.     Sept  14,  1905   125.00 

Norfolk  st,  No  152.  O  Relssmaun  agt  J 
Rablnowitz.      July   12,   1906    35.00 

« 

ORDERS. 

lOlst  st,  Nos  402  and  404  East.  Carmine  Al- 
tieri  on  Dryfuss  &  Mohr  to  John  J  Bowl- 
ing        $2,000.00 


JUDGMENTS     IN     FORECLOSURE 
SUITS. 

July   G,   7,   9.    10  and   11. 

No  Judgments  in  Foreclosure  filed  these  days. 

July    12. 

91st  St.  n  s.  36.8  w  Madison  av,  51.1x100.8. 
Andrew  Carnegie  agt  Daniel  Gaffney  et  al. 
De  Fore.=it  Bros,  att'ys;  Alfred  Katzenstein,  ref. 
Amt  due,  $107,450. 


LIS    PENDENS. 

July    7. 

74th  St.  No  416  East.  Bernard  S  Minken  agt 
Isaac  Miller  et  al;  action  to  impress  vendee's 
lien:    att'ys.    Spiro    &    Wasservogel. 

!l4th  st,  .\o  -236  Bast.  Falk  'Valk  et  al  agt  Jacob 
Shapiro;  action  to  impress  lien:  att'y.  S  "W 
Tuckman. 

10th   av.   w   s.   71.4   n   e  40th  St.  49.4x100.  1 

42d   st,   s  s.   im  w  .Sth   av.   2.5x98.9.  I 

Road  leading  from  Kingsbridge  to  Williams-| 
bridge,  s  s.  10l>  e  road  leading  from  Fordhami 
to  Kingsbridge.    150x162x265x125.  I 

Parcel  of  land  78  w  of  w  s  of  lane  leading! 
from  'Williamsbridge  to  land  of  N  P  Bailey,  I 
100x111.  I 

Gwladys  C  Barber  agt  Josephine  F  Childs  et 
al;    partition;    att'ys.    Reeves,  -Todd    &    Swain, 

121st  St.  No  406  East.  Flora  0  Davis  agt  Rose 
Sherman  et  al;  specific  performance;  att'ys, 
Meihan  &  Necarsulmer. 

July    9. 

82d  st.   No  341   East,   and  65th  st.  No  342  East. 

Edward   H   Betts  agt   Charles   B  Parker  et  al; 

partition;    att'y.    D   W   H   Lyons. 
Washington    av.    n    e    cor    188th    st,    352.11x230. 

Louisa  M  Stenton  agt  Burton  'W  Gibson  et  al; 

action  to  set  aside  conveyance;  att'y,  H  "Wint- 

ner. 

July    10. 

113th  St.  n  s.  80  e  2d  av,  220x100.11.  Same  agt 
"Vincenzo  Cicala  et  al;  action  to  acquire  title; 
att'y.   J  J   Delany. 

11th  St.  n  s.  42.10  w  Lexington  av.  runs  n 
ino.ll  X  w  ,S9.3  x  n  100.11  x  w  111.6  x  s 
HM>.11  x  w  28.8  to  beginning.  Same  agt  Jacob 
Condo  et  al;  action  to  acquire  title;  att'y, 
J   J   Delany. 


17th  st,  n  s,  385  w  5th  av,  25x100.11.  Samuel 
Hugel  agt  Nathan  K  Habel:  specific  per- 
formance;   att'ys.   Shapiro  &   Shapiro. 

129th  St.  No  5  East.  Louis  S  Barnard  agt 
Katharine  J  Nagle  et  al:  specific  performance: 
att'ys.   Lese  &  Connolly. 

13Sth  st,  n  s,  125  e  St  Ann's  av.  275x100.  Jo- 
seph Goetz  et  al  agt  Northwestern  Realty  Co; 
specific   performance:    att'y.    S   Goldstein. 

Monroe  st.  Nos  263  and  265.  William  Frank 
agt  Jacob  Ackerman;  action  to  recover  amount. 
&c:    att'y.    L   Lerner, 

Bergen  av.   Nos  666  to  tj70.  1 

1.5.'!d  St.  .No  728  Bast.  Frank  R  Walker  agt 
John  L  Mead;  specific  performance;  att'ys. 
Parker  &  Brnst. 

Wendover  av.  No  678.  Barnett  Rosenberg  agt 
Lina  Simon;  specific  performance;  att'ys, 
Grauer   &    Rathkopt. 

1st  av,  s  e  cor  9.3d  st.  25.8x94.  Henry  A  Wln- 
gert  agt  Dennis  M  Breslin  et  al;  specific  per- 
formance;  att'y.    J   V   Irwin. 

Fairmount  pi.  s  s.  447.9  w  Marmion  av,  34.11x 
62.5x24.3x62.11.  Grace  Hughes  et  al  agt  Ann 
Jones  et  al;   partition:  att'y,  W  F  Borrough. 

Carmine  st.  n  w  s.  19.4  e  Clarkson  st,  runs  n 
96.4  X  -e  20  X  n  17.3  x  e  25.10  x  s  86.4  x  s  w 
63.11  to  beginning.  City  of  New  York  agt  Au- 
gustus Sbarboro;  action  to  acquire  title;  att'y, 
J  J   Delany. 

July    11. 

Bond   st.    No  33.  I 

47th  St.   Nos  114  and  116  West.  | 

Patrpick    A    Co'nroy    agt.  Catherine    Taylor    or 

Gallagher;    action    to    recover    amount:    atfy, 

M    Stein. 
lOlst    st,    s    s,    whole    front    between    Walton    &[ 

Gerard    avs,    1.80.11x59.10x182x69.4.  1 

Gerard  av.   e  s.  260  n   15Sth  st.   ,52x182.  | 

Nancy  L   Richards  agt   Sarah    M   Bradbrook  et 

al:   partition;  att'y.  J  Heiderman. 
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2(i    av.    Nos    104   and    106.      Clifford    G    Ludvigh. 

trustee,  agt  Abraham  Rosen  et  al;  action  to  set 

aside  conveyance;   atfys,   James.   Schell   &   El- 

kus. 
lOth    st,    No    L'iil    West.      Hey  wood    H    Hey  wood 

agt  Solomon   L  Pakas  et  al:   action   to  declare 

lien;  att'ys.  C  H  &  J  A  Young. 

July    12. 

Av  A,  No  l.'iH.  Patrick  Coughlin  agt  Martin 
Engel  et  al;  action  to  reform  lease,  &c;  att'y, 
L.    A.    Cuvillier. 

P'rospect  av,  w  s.  r>0  n  l.'t'Jd  st.  75x05.  James  R 
Adams  et  al  agt  Charles  Helborn;  action  to  de- 
clare  lien ;   att'y.    D   H   Solo^aroff . 

Bathgate  a  v.  e  s.  ]ill.2  n  174th  st.  41x110. 
Frank  Padula  agt  William  Sugarman  et  al; 
action  to  foreclose  mechanics  lien:  att'ys.  Ap- 
pell    &   Taylor. 

2d  av.  No  2245.  Felice  Giunta  agt  Rosarea 
Carucci;  action  to  declare  lien;  att'ys,  Lavelle 
&   Gordon. 

Park  av.  Nos  1702  and  1706.  Wm  S  Anderson 
et  al  agt  Everett  P  Wheeler;  action  to  im- 
press  trust;    att'ys.    Bushby    &    Berkely. 

Jackson  av,  w  s.  70  s  Water  st.  70x78.2.  Abra- 
ham Greeuberg  et  al  agt  Shapiro  Levy  & 
Starr;    specific   performance;    att'y,    H    Swain. 

5th  av,  s  e  cor  136th  st,  99.11x100.  Thomas 
F  McLaughlin  agt  Charles  Lowe  et  al;  action 
to    foreclose    mechanics    lien;    att'y,    J    Kearny. 

5th  av.  w  s.  25.5  n  45th  st.  25xHX).  Katherine  E 
Mairs  agt  David  L  Evans  et  al;  partition; 
att'ys,   Wilmer  &   Canfield. 

Bay  av,  n  e  cor  North  st,  30x100.  City  Island. 
Mary  L  Roeder  agt  Geo  W  baxter  et  al;  spe- 
cific   performance;    att'y,    T    Power. 

Av  A,  s  w  cor  70th  st,  100.5x75.  Banet  Kimler 
et  al  agt  Maurice  J  Durstein;  action  to  fore- 
close   mechanics    lien ;    atfy,    I    Witkind. 


FORECLOSURE    SUITS. 

July    7. 
nnth  St.    Nos  58  and  OOvEast.      David  Ravitch  et 

al'agt  Samuel  Barkin  et  al;  atfy,  N  Aleinikoff. 
Madison    av,    w    s,    25    s    115th    st,    25x75.      The 

State  Bank  agt  Louis  Hoffman  et  al;   att'y,   A 

W  Glatzmayer. 
Madison  av.  s  w  cor  115th  st.  25x75.     The  State 

Bank    agt    Louis    Hoffman    et    al ;    att'y.    A    W 

Glatzmayer. 

July    9. 
7th    av.    s    s.    50x114,    easterly    M:    of    lot    HXH. 

Wakefield;     Bronx.       Juliana     Sponheimer     agt 

Annie     Sponheimer    et     al;     att'ys,     Stilwell     & 

Decker, 
Ryer  av.  s  w  cor  183d  st,  144x66x  irreg.  Charles 

F  Rabell  adrar  agt  Mary  Ann  Brady;   att'y.   B 

E  Rabell. 
Green    a  v.     n    w    cor    Washington    pi.     150x200x 

irreg.    Bronx.      William   J    Hyland   agt    Michael 

Finn   et   al;   att'y,    N   J   OConnell. 
July    10. 
124ih  st,   n  s.   241.3  w  5th  av.   18.9x100.11.   Emi- 
grant   Industrial    Savings    Bank    agt    Ellen    A 

Benedict   extrx   et  al;    att'ys,    R   &   E  J   O'Gor- 

man. 
Lenox  av.   n  e  cor  135th  st,  99.11x100.11.     Louis 

Lese  agt  Julia  E  Liggan  et  al;  att'ys,   Lese  & 

Connolly. 
7th    st,    Nos    254    and    256.      Isaac    Goldblatt    agt 

Josef  .Grumet    et    al;    att'y,    L    Freiman. 
St  Georges  Crescent.'  w  s.  355.0  s  Van  Courtlandt 

av.    25.4x70.9x    irreg.      Sarah    E    Buckhout    agt 

Nathan    Kaufman   et   al;   att'y.    W   T    Matthies. 

July    11. 

20th    St.    No    28    East.       Daniel    R    Kendall    agt 

Roderick   Begg  et  al;   att'ys,   Merrill  &  Roge^^. 
97th  st,   Nos  315  to  325  East.     Fanny  Liebowitz 

agt    Samuel    P   Pearson    et'al;    at'ys,    Davis    & 

Kaufmann.    , 
l-)5fh    St.    s   s,    ^00   e   Legett    av.    25x156x25x152. 

Katie  T  O'Neill  agt  Owen  Costello  et  al;  att'ys. 

Hardiman    &    McGol^irick. 
3d  av.   No  4417.     Fanny  Braun  et  al  agt  Patrick 

Monahan   et   al;   att'y.   J   C   Langbein, 
July    12. 
Goerck   st.    No   98.      Harris    D    Colt    trustee    agt 
Max   Cohn  et  al;   att'ys.   Curtis.   Mallet-Prevost 
&     Colt. 


JUDGMENTS. 


In  these  lists  of  Judgments  the  names  alpha- 
betically arranged  and  which  are  first  on  each 
line,  are  those  of  the  judgment  debtor.  The  let- 
ter (D)  means  judgment  for  deficiency.  (•) 
means  not  summoned,  ft)  signifies  that  the  first 
name  is  fictitious,  real  name  being  unknown. 
Judgments  entered  during  the  week  and  satisfied 
before  day  of  publication,  do  not  appear  In  this 
column,  but  In  list  of  Satisfied  Judgments. 

The  Judgments  filed  against  corporations,  etc.. 
will    be   found   at   the  end   of  the  list. 

July 

7  Allen.    Carrie   I^Alice   J    Cully    $142.0.5 

n  Allen.    John   R— J   L  E'liott    l.w.Sl 

n  Arthur.    Lee— Ferguson    Tailoring    C0..678..S2 

-0  Ault.    Morris    B— B    G   F    Realty   Co 224.72 

10  the  same the  same    costs,  27.72 

10  Alley.    Wm    S— William    Oothout 23.27,5.43 

11  Arenson.  Samuel — Brown  Forman  Co.  .113.51 
11  Allen.  G  Edgar— John  HasKett  et  al..llS.02 
11   Arenson.     Samuel — Louis     H     Schwartz.  .42.6G 

11  Adler.     Philip— Philip     &    William    Ebling 

Brewing    Co    et    al    22fl.3n 

12  AvelofI,     Sam— Sam     Solomon     50.S..31 


7  Badum,    John    E— German   Grob   &   Son.  112.7(5    • 
7  Bates,  Chas  A— James  A  Sperry  et  al..l94.S6 

7  Borven,   Elizabeth   E— Bertha  William 

costs,    27.41 

7  the    same the    same    costs,    12.41 

i)  Baltes,  Fred— Dimock  &  Fink  Co 107.n3 

0  Burnett,    Arthur    E— A    Powell 101.22 

0  Baltis,    Fred— B    Davis    S2.3.S 

!l  Bonnie.    Christopher   P— J    A    Mclntyre. 383.01 

!l  Baudonine,    John   F— W   H   Dodd 104  04 

0  Barcher,    Charles — W   L    Perkins 4."i0.37 

0  Bloch,    Josef— Title    Guarantee    &    Trust    Co. 

..• 46.7,-5 

10  Butler,   .lames — Morris   Rosenfield  et  al.  .60.02 
lo  Bartholf.    Sophie— Elizabeth   A    Rodgers.330.6S 
10  Berardini.     Michael — Angelo     Julian    et    al. 
27.41 

10  Brummer.   Leon— Geo  B  Van  Cleve  Co.  .22.41 
n   Blum,    Henry- Gifford   Wood  Co 2,36.73 

11  Baltruohitis,    John— Bert    N    Bloch .89.93 

11  Burkhardt,    Frank — International    Wine    & 

Liquor  Co    93.52 

11    nidwell,   Geo  R— Wm  H  Theobold 325.06 

11   Bogen,    Rudolph— Max    S    Kahn 252.72 

1 1  the  same the  same 34.10 

11  Boss,*    Israel — Sender    Jarmulowsky 

costs,    123.87 

11  Baff,     Bernat — Morris    Kirschbaum 71.0.'5 

12  Bernstein,    Nathan — Morris    Damsky    et    al. 

16  19 

12  Birkhahn,    Chas   D— Fourteenth   St   Bank... 

7.0,53.43 

7  Cohen,    Morris — Max    Rosman 204.72 

7  Connelly,   Louis  C — Board  of  Education.... 

costs,    76.45 

0  Criscuolo.   Frank- B  J  Phillips  et  al 61.66 

0  Clum.    Arthur   L— J   E   Bush    192.38 

0  Clifford.    Walter— M    Deley 603.41 

0  Curtin.    Patrick    R— B    Raff    46.41 

10  Carman.    Chas    M— Fitz    Allen    Flinn.  ..  .95.78 
10  Corey,  Katherine — Emily  Charles  et  al.101.48 

10  Crans,     Walter    F— Butler    Bros     99.67 

11  Clark,    Fannie— Adolf    Prince    118.09 

11   Cavinato.     Christmas — Guiseppe     De     Pietro. 

23J»41 

11   Carraway.     John — Metropolitan    Bank. 7. 163. 30 

11  Cohen,    Jacob — Benjamin    B   Marco   et   al.45|'»2 

12  Cerullo.    Luigi— P    Ballantine    &    Sons.. .262.00 

12  Creter.     George— .Alcohn     Co 44.41 

12  Chezar,  Jacob the  same   16.41 

12  Croker,     Richard     V— Addie    E    Scardefleld. 

120.10 

12  Campiglia.    Pasquale — Alice    Dolon 34.38 

12  Cohen,   Nathan— Louis  Badinger  et  al.. 360.94 

12  Cady,    John    C,    Jr— Apollo   Co 50.72 

12  Cohen,    Joseph — Louis    Finkelstein 184.72 

7  Dixey,   Henry   E — New  Amsterdam  Casualty 

Co    43.41 

7  De    Stefano,    Matteo — John    McG   W^oodbury. 

costs,    IS, 45 

10  Dunn,     Bartholomew — Ellen    B    K    Sargent. 

3,378.63 

10         the    same the    same    120.17 

10  Darling.  Elliott  H  &  Clarence  W— Serena  R 

Darling    1,501.01 

10  Doherty.     Patrick    H— Estate    of    Bradish 

Johnson    1,241.77 

10  Diamond,    Sol— N   Y   Edison   Co 207  21 

11  Delaney,    Arthur   W— Max    S    Kahn ,34.10 

11  the   same the   same    252.72 

11   Davis.   Jacob— J3avid   Kidansky   et  al.... 37.37 

11  Davidson.    Dav]d   J— Alfred   Muller    421.08 

12  Demlin,    Geo    J— N    Y    Telephone    Co.... 50.56 
H>  Ely.    Ambrose    K — Mastasio    C    M    Azoy.... 

costs,    124.01 

10         the  same the  same    costs,   109.74 

10  Enders,   Henry  H— N  Y  Edison   Co 2,S.13 

12  Eberhard,   Ernest — Chas  F  French  et  al.SO.27 
12  Edwards.    Helen    O — Jacob   Oppenheim .  .132.96 

7  Fluckiger,    Le    Roy — Edw    S    Alpaugh    et    al. 

894.13 

7*Freidenber^.    Jacob — Isidor    Gartner    et    al. 

144.86 

11  Faucette.   Chas  K— Samuel  Hoffman    ....47.61 
lltFitzsimmons.    John   P— Daniel    Gaffney.  .  .69.61 

12  Fouser.  Alvira — Hardman   Woolworth  Co. 54. 31 
12  Farrell,   Thomas   I — Morris   Rosenfield   et   al- 

; 143.34 

12  Fischer,    Johanna — Albert    Langlotz    et    al.. 

costs,    91.12 

12  Feinberg.     Jacob — Samuel     Solomon. ..  .508.31 

12  Freedman,    Jonas    &    Joseph the    same.. 

.308,31 

7  Griffith,  William— Vaclae  Horacek  et  al.17.41 
9  Grunnow,   Gustav  J— City  of  N  Y 346.00 

9  Goerlitz.  Lena — 1  Grunberg  et  al,. costs,  22.07 
0  the  same T  Grunberg  et  al.. costs,  22.97 

9  Gregor,     Robert    F— J    Stewart .52.11 

n  Guthman.  Max — Langstow  Fowler  Co.  .184.05 
11   Gavozzi.    Pietro — Engelbert    Hardt    et    al.67  92 

11   Grossbard,  Frank— Adolf  Prince   118.00 

U  Guernsey.  Daniel  W— Ludwig  Koblitz.  ..33.72 
11   Goldthwai'e.    G    Tarleton— Emile    Twyeffort. 

633.88 

11   Garvin,    Edw    D — Aspell    Wholesale    Grocery 

Co    614.40 

11    Gosham,   John  M— Chas  E  Miller 102,76 

11  the  same Dorothv  Johnson  et  al,179.40 

12  Gigier.    John    E— John    F   Lenigan 27.41 

12  Granbard.     John-rLaura     Spiltois 45.15 

12  Grefe,    Henrv— Michael    F    Phelan 104  08 

7  Henderson,  William,  Jr— Thomas  P  Aully  et 

al    .81.93 

n  Hoxie,    Mary   J— J   L   Elliott    1,55.81 

9  Heidenheimer,  Belle  I— B  J  Bachman.  .147.94 
9  He>irv.  John — H  Herrmann  Lumber  Co. 131. 41 
0  Hoffman,  Wm  C  &  Arthur- H  C  Pell  et  al. 

142.13 

10  Haher.    David   H— B  G  F  Realty   Co 224.72 

10  the  same the   same costs.   27.72 

10  Horwitz.  Joseph- Frank  R  A  Rose.  ..  .162.79 
10  Higgins,  Hard i— Brooklyn  Heights  R  R  Co. 

^    costs,    120..50 

10  Hall.    John    T— City   of   N    Y 241.01 

10  Heckman,    Charles the   same    216.81 


n  Hagerman.  Geo  S — James  F  Boughan .  .5.88.75 
11   Hartzens,   G  Henry— Municipal  Lighting  Co, 

■    21.67 

11  Houwing,    Wenel   H   &   Jan    K— Seigmund   B 
Sonneborn    et   al    707.00 

11  Hol?man,    Regina — John    Goodwin    Co.  ,217,47 

12  Hoefler,    Hugo— Charles   Bauer    59.41 

12»Hinsdale.  Chas  W— N  Y  Telephone  Co. ...50.56 
12  Holden,    Lawrence    E— Pautasote    Co,  .  .464.87 

9  Ingle,    John— Title    Guarantee    &    Trust    Co. 
37.70 

11  Igve,    Martin— Kips    Bay    Brewing    &    Malt- 

ing  Co    .868,54 

12  Iverson,   John— Cbncrete   Builders  Co... 182.22 

7  Jesnetz,  Peter— Berk  K  Bloch 127.11 

7  Jay,   William — Frank   A  O'Donnel   et  al,,.. 

costs,    105.10 

10  Jaycox,  Jessie— Elizabeth  R  Dinsmore... 153.88 

11  Jennings,    Ella   A— Chas   E   Miller 102.76 

11  Jacobs,    Wm   P   L — Associated  Merchants  of 

N   Y    75.24 

7  Kennedy,    Charles — Max    Brown    49.42 

7  Kelly.    John    T— Man     Realty    Corp 163.03 

7  Kohn.   Jessie  L  &  Rose  I — Marine  Ntl  Bank 

of    Buffalo    61.98 

7  Kreitler,  Albert  B,  prst — Wm  J  Webb...... 

costs,    83.53 

7  Kaufman.  Samuel — Isidor  Gartner  et  al.  144.86 
0  Kirby,  Havward  S— Pacific  Monthly  Pub  Co 

.378.29 

9  Kaufmann,    Henry    D— L    Schwab 64.31 

9  Krayewsky.    Frank— J    Pyla    43.11 

9  Kramer.    Delia— J    H    Waterman 70.33 

9  Kearney,   James,   recvr — J  S  Coleman  et  al. 

costs.    103.15 

lOtKotzen,    Morris — John    Davis    29,40 

10  Kernaghan,    Wm    S— Edw    J    Welch.  .1,632.24 

10         the  same the  same    1,149,71 

10  Katz,   Meyer— Geo   L  Storm 53.27 

10  Kelly,    Martin    J— Morris    Rosenfield    et    al. 
136  98 

10  Karf,    Ida— Henry    B    Hall    costs,    250.00 

11  Kilroy.   Michael  .1— John  Hassett  et  al.. 118.02 

11  Kingsley.    Edwin    A— Sidney   C   Ormsby .280.47 

12  Kerr,  Joseph  A— Hallock  W  Sutton.  .369.54 
12  Krause,    Henry — Francis   W   Lestrade  et  al, 

88,41 

12  Krause.    Henry— Robert  W  Bell 102.90 

12  Knickerbocker.  Wm  W— Albert  A  Berg  531.84 
12  Kurkevitz,    Samuel — Morris    Damsky    et    al. 

14.54 

12  Kirhy,  Hayward  S— Rider  &  Driver  Pub  Co 

376.40 

7  Levy.    Simon— Charles    Lotz    et    al 41.8.20 

9  Lincky,    David   A— B   Hess    250.00 

10t*Levin,   Harry — Benjamin  Weisburger  et  al, 

.54,09 

10  Lottiner.   Wm  A— A   Silz 91.5..36 

10  Lee.    Henry— Jaiob    H    Schoomaker 634.21 

10  Lyon,    Geo   R— Eldridge   L  Adams 441.20 

11  Law.    Wm    W— Elizabeth    Law   et    al 

-....costs.     167.85- 

11  Loewenstein,     Louis — Bertha    Loewenstein. . 

costs.    162.23 

11   Laino.    Nino— Maynard    N    Clement 600.00 

11   Lauger.    Jacob— Harry    Black    99.40 

11  Lamar.    David — Edward    Alexander 76.12 

12  Lottimer.     Wm    A — Schwarzschild    &    Sulz- 

berger Co    1,961,35 

12  Levy,    Abraham — Alcolm    Co    44.41 

7  Marroney,  James— City  of  N  Y.  .costs,  115.35 
7  Meehan,  Patrick  A — Francis  V  Greene 

costs,    73.15 

7  Morse,    Jamin    S— James    L    Black 104.41 

7  McCarney,    Edw    E— City    of    N    Y 

costs,    106,85 

n  Manix,    Ann    R— City    of    N    Y 218.32 

9  Marans,    Samuel — M   F   Finkelstein 40.22 

0  Moore,   John   S— C    B  Aitken 215,65 

iit'Morris,   Joseph   A— B   G   F   Realty  Co.. 224.72 

1u*        the  same the  same    costs.   27.72 

1)  Masterson,     Wm    H— Ellen    B     R    Sargent. 
3.37S.65 

10  the    same the    same    129.17 

10  Myers.  Josenh- Fera  &  Kadison 612.92 

10  Muldour,    Mark — Maurice    L    Phillips    et    al. 

64.76 

10  Mullins,    Dennis— N    Y    Edison    Co 63.28 

10  Malzman.  Pincus — Pincus  Goldberg.  .1.490.64 
Tl   Moran.    Geo   X — Chapman    Realty  Co.. ..92. 74 

11  McMan\is,   Ellen — Frank   H  Lockwood  et  al. 

.346.74 

11  McConnell,    Terence — Atlantic    Distributing 

Co...." 176  93 

12  Moross,    Samuel— John    Scholl    et    al 69.91 

12  Martin,    Susan   J — Mary   R   Goelet  et  al.... 

2.,894..54 

12  McGinniss,    Annie    L — Frederick    A    Wallis. 
119.73 

10  Newman,    Samuel — Benjamin   Weisburger   et 

al    ,54.09 

n   Noves.    Chas   S— Edward   Thompson    Co.l27.,3S 

11  Nathan,     John— Wolff    Freudenthal 74.41 

0  Ostrom.   Simon   E— City  of   N  Y 218.00 

10  O'cott.    Jennie    M— Mrs    Osborn    Co 420.41 

7  Pryor.  Wm  A— Walter  Wirths  Art  Co.  103.42 
7  Picceola,     Pasquale — John    McG    Woodbury, 

costs,    6,5  45 

7  Padian,  John — William  McAdoo,  .costs,  71.75 
0  Pinchbeck.  Arthur- Lobel  Andrews  Co. 201. 91 
9  Ploghoft.    Louise   &   August — Lewy   &  Rose. 

139.61 

11  Plummer.  John  F — Andrew  P  Morison 

costs,  6,8.34 

11  Pallasco,    Chas   A — Brooklyn   Furniture   Co. 
91.13 

11  Perrv.     W'm     H — Louis     Macousey 31.22 

12  Peckham,   Richard  T— Utica  City  Ntl  Bank, 

4,392.07 

7  Robertson.     Wm    P— Walter    C    Wetherbee. 

164.78 

7  Rignev.  Carrie  M— Rosemont  Realty  Co.  73.39 
7  Rosenfeld.  Theresa— Arthur  Cohn  et  al. 112.22 

9  Repetti.     Domeniro — A    Franchi 276.84 

9         the    same the    same    122.68 
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10  Rosner,    Heury— N    Y    Telephone    Co 20.41 

10  Randall,  Thomas— Christopher  J   Wabmann. 

84.51 

10         the  same the  same    79.66 

10  Rosenberg,     Hyman    &    Charles — Hermitage 

Co     costs,    69.02 

10  Rammelsburg.    Geo    F— N    Y    Edison    Co. 28.13 

11  Remmell,    Chas    T— Elbert    W    Sweet 91.53 

11  Rosevear,   Thomas— James  A  Lynch  et  al.. 

costs,   172.10 

11   Read.   Emma  S— J   L  IMyers  &  Co 479.09 

11  Rosenberg,     Frank — Ignatz     Deubel.  ...  116.15 

12  Reiner,    Louis— Alfred    E    Hanson 122.12 

12         the    same the    same    114.22 

12         the  same— —Chas  A  Lefferts  &  Co. 1,056.18 

12  Raedigj    Adam— Nathan    Sanders 44.31 

12  Rosenberg.  Joseph — Samuel  Solomon.  .508.31 
12  Rohdenburgh,     George — Michael     F     Phelan. 

• 104.98 

7  Stern,   Chas   S— Henry  Weber 140.64 

9  Stephens,   Chas  A— City  ot  N  Y 622.75 

9  Sims,    Ma.\— B    Hess 250.00 

9  Saur,    Julius   O   E— E   T   Piatt 2,281.00 

9  Schafer,    Mary    &    Simon — W    F    Hashagen. 

539.22 

10  Sinnott,    T   Joseph — Staines,    Brum   &   Taber 

Co 502.04 

10  Saalsfleld.    Richard— Max    Blun   et   al.... 49.35 

10  Stern,    George— Aime    Deane    89.41 

10  Samber,    Simche    &    John— Jacob    Auerbaeh. 

159.89 

10  Schramck,   Wilhelmine  &  August — Bertha  E 

L    Gloeckner    1,936.66 

10  Schmutz,    Hary— Charles    Millang 33.41 

10  Siris.    Jacob— Pincus    Goldberg    1,490.64 

llStimpson,    Chas   P— G   V   S   Quackenbush    & 

Co    47.01 

11  Slutchburv,  Wm  H— Henry  G  Selleck.  1,273.77 
11  St   John,    Stephen— Albert  Bruen   et  al. 298.74 

11  Stein,    William— Chas    P    Pearson 233.10 

11  Stuueman,  John  H  G,  Jr — Seigmund  B  Son- 

neborn    et    al    707.00 

11  Smith,    Frank    E— Conron    Bros    Co.... 575.21 

12  Santord.  Frank  A— David  A  Sullivan.  .431.41 
12  Strack,  Otto— Empire  Electrix  Sign  Co.140.01 
12  Stillman,   Thomas — Frank  D  Creamer  et  al. 

504.36 

12  Stewart,     Grace    W— Caroline     Rothschild... 

348.56 

12  Singer.  Gustav — John  Simmons  Co....  138.51 
12  Schaufele.  Clifford  A— Lyman  F  Pelter.2.32.25 
12  Smith,   Allen   W— Kips  Bay   Realty  Co.  .216.22 

12  Smith,    Albert    E— James    W    Bell 140.22 

11  Tiedemann,   Henry  A  &  Minnie— J  C  Bogart 

Co   174.97 

11  Tomaino,     Joseph— Municipal    Lighting    Co. 

32.17 

11  Towne,  Chas  A— James  J  Pearson   621.41 

11  Tolmach,  Morris — Abraham  Lowenthal  et  al. 

467.31 

11  the   same Abraham   L  Lowenthal. 351. 14 

12  Tappin,    Margaret   L— Leon   F- Rubens.  .103.51 

12  Tobin,    Wm    N— Nathan    Mtg   Co 123.47 

10  Ungrich.   Margaret  L  &  Henrietta  L — David 

Shaft  et   al    ' 2,327.00 

9  Valley,    Olot— W    F    Hashagen 539.22 

12  Vataks.    John— Walter    Dunn 119.01 

12  Van  Scotton,  Anne  M— Edw  P  Hatch.  .209.85 
7  Wagner,  Casimir  Y— Thomas  J  Mosney  .273.09 
0  Watt,    Eugene   B— Pacific   Monthly   Pub   Co. 

•■ .378.29 

0  Weisberger,   Mority— J  P  Hayes 226.63 

n  Walsh.   Wm   J— E  G  McDonald    137.84 

9  Woglan.    William— Tefft    Weller    Co 107.07 

n  Wilks.    Seth— J    F    Erdmann 277.75 

9  Woode,    Henry  C— C   B  Aitken 215.65 

10  Wolff.    Armand— Simon    Hatch    538.87 

10  Weidig.  Geo  F— Morris  Roseufleld  et  al.  183.30 

11  Willard.    Wm    A— Simon    Stein 122.92 

11  Warren.    Wm   S— Frederick  Bade   et  al..99.25 

11  Ward.   Chas   M— Great   Bear  Spring  Co.. 43.44 

12  Ward.    Henry    M— Geo   M    Rafter  et   al.  .73.15 

12  Wolf,    Samuel— American   Ice   Co 210.75 

12  Walts.    Eugene  B— Rider  &   Driver  Pub  Co. 

576.40 

9  Zeeman,    Isidor    I— M    Eberhart    &    Son    Co. 
515.96 

CORPORATIONS. 

7  Bremer    Du    Four    Pinkney    &    Dudley   Co — 

Matthew    Egan    , 596.21 

7  New     York     Juvenile     Asylum — Frank     A 

O'Donuell   et   al    costs,   84.95 

"AH  Schultze  Co— P  R  Dreyer  Co 153.95 

9  A    Webb    Duke    Tobacco    Co— Kenneth    Ives, 

Inc    107.21 

9  Gatii  McQuade  Co— F  M  Swegan  et  al. 445.91 
9  The  International  Non-Explosive  Tank  Co — 

A  Martinez 3,778.67 

10  Eppinger   &    Russell    Co— City    of    N    Y. 739.49 

10  Strands    Chalk    Co the    same    182.21 

10  C  W  Dunlap  Mfg  Co— Joseph  W  Keller. 355. 51 
10  Wells  Realty  &  Construction  Co— N  Y  Edi- 
son  Co    111.91 

10  Union  Ry  Co  of  N  Y  City— Robert  S  Stantial 
334.22 

10  N    Y    Transportation    Co— Solomon    Polsky. 

1,432.90 

11  Suburban   Land  &  Investment  Co— James  F 

Boughan    588.75 

11  Uniform  Brick  &  Clay  Co— Gifford  Wood  Co. 

„      236.73 

11  Salamanderite    Interior   Fire    Proof    Co— Ar- 
thur   S    Oilman    276.91 

11  R    J    Beach    Engineering    Co— Northampton 

Portland     Cement     Co 462.33 

11   Prudential    Ins    Co    of    America— Catherine 

Fagan   140.17 

11  Consolidated    Novelty    Co    of    America— Roy 

Press    119.97 

11  The  Board  ot  Education  of  the  City  ot  N  Y 

—Jennie    F    Haight    2,518  89 

11  The  City  of  N  Y— George  Cornell,  .costs,  22.25 

11         the    same George    Cornell,  .costs,    22.25 

11  Maryland    Cement    Co— Eureka    Cement    Co. 

,. 9,216.71 

11  New  York  City  Ry  Co— Louisa  Magin.  .173.91 
11  Haverstraw  Trap  Rook  Co— Felix   D  Angelo 

.      420.86 

11  PIreprooflng    Bldg    Co— Frederick    A    Wllkie 
et   al    919.98 

11  Interurban    St    Ry    Co— Hyman    Padower. . 

, J  47Y  30 

12  Stillman     Appellate     Printing     Co^Interna-  " 

tlonal   Recording   Co   of   N   Y 79.04 

12  National    Copper   &    Iron    Co— J    T   Dill   Co. 
17.10 


SATISFIED  JUDGMENTS. 

July  7,   9,   10,   11,    12  and   13. 

Altieri,     Tony— R    Ferguson.     1906 513.72 

Same J    Dekventhal.    lUOU    245.02 

Adams,   Charles— Seward  Engineering  Co.  1905. 

243.28 

Abell,  John  T  &  Alle  B— J  A  MuUer.   1905.91.51 

Ambrose,    Daniel    J— G    L    Wiley.    1906 401.15 

Bowman,   Summer  S,    Catherine   W 'Bowman   & 
Catherine  A  Buue— Central  National  Bank  ot 

N    Y.      1905    618.32 

Brown,    Julius    S    &    Eva— E    Semansky.    lOOIi. 

1,131.96 

Brown,   Julius  S— H  Gledhill  et  al.   1893.  .343.60 
Brown,    Julius    S   &    Eva— E    Semansky.      1893. 

$626.16 

Burckett,  Walter  L— W  H  Aymar.  1906.  .9,925.41 

Cartier,   Louis  P— L  H  Luhmann.  1906   95.27 

Clark,    Chas    W— Rector's.    1903     552.33 

Craighead,  Walter  B,  Geo  L  McCracken  &  Chas 

A   Hawles— W   B   Evans.    1900    241.75 

Colucci,   Domenico— N  Peroto  et  al.   1906.. 120.41 

Dowler,    Arthur    E— Swift    &   Co.      1905 176.20 

De    Haven,    Alexander    M— E    Morton.       1906. 

104.15 

"Elliott,  Frank  C— R  L  Baker.  1803 2,119.00 

"Elliott,    Mary  F— H   Kainer.    1898   5,664.07 

"Elliott,    Frank    C same.    1898 5,664.07 

"Elliott,  Frank  C— J  C  Orr  et  al.  1893 143.24 

'Fine,    Reuben— H   B   Stevens  et  al.    1908.  .423.83 

Goodman,    Uri^-- F    C    Schwarz.    1906 102.28 

Golden,   Charles— C   E   Fausner.    1906 184.63 

Georg.    John,    Paul    H    E    Haussteln,    David    L 
Nelke  and  Regina   Nelke— J  Gregg.   1897.434.20 

Gorgel,    Lena— J    Schack.    1900    130  65 

Hyman,   Samuel   F— G  D  Curtis.   1899 45.90 

Hay,   Jennie  W— A  Safro.   1905 32.41 

Haugan,    Richard— F    A    Dorman.    1906 125.17 

Hermann,  Morris  S  &  Denorah— F  W  Klappert. 

,   ISKIU    539.41 

"Howard,  Michael  D— P  Westheimer  et  al.  1905 

, 183.41 

Jeuner,  Wm  J— J  R  Van  Derverr.  1903.  .6,297  45 

Jagy,  William  C— A  Plant.  1901 96.41 

Kashare,   Isaac— L  Lonrowitz.   1903 912.54 

"Kashare,   Isadore— L  Techna.    1903 147.00 

Klein,     Harry— R    Flaxman.     1906 42.65 

Love,   Samuel— Mount  Morris  Cooperative  Bldg 

&    Loan    Assn.     1902 ^.2.5  00 

Levy.   Solon— L  Levy.   1906 .'.  ris3  03 

Lowenthal,  Emil— E  J  Gillies  et  al.  1000.  ..  .74.00 
Lampert,  Louis  M  &  Isidor  W  Horn— Holcomb 

&    Caskey   Lumber   Co.    1906 317  13 

Same same.     1906     317  13 

Same same.     1906-    317.13 

Lawrence,    Wm    B— E   Kind.      1905    242  22 

Monahan,    Patrick— Francis    H    Leggett    &    Co. 

1905    J7J  93 

"Moskowitz,     Joseph— N     Y    Edison '  Co"  1904 

.,;••, 181.58 

"Moskowitz,    Joseph— R    J    Cullen.    1904 70.53 

"Same The    Union    Stove    Works.    1904.. 242  79 

"Same S  J   Schwartz   et  al.    1904 59.91 

Michael.    Samuel— M    Levitz   et   al.    1906 32  41 

Meeker,    Herman    E— M   Carpenter.    1906.... 61  06 
"Machat,   Benjamin   B— J  Podransky.      1903.80  02 

Neuteld,    Charles— Bergeen    &    Co.    1906 216  40 

Olds,    Franklin    M— C    S   Harris   et  al.    1904... 

, 9  090  25 

'Pierce,  John   R— E  R  Selliere.   1904! . ! '.io!92o!88 

<Same same.  1905 costs,  123.83 

*bame same.    19(K)    costs     119  5'"* 

'S:ime-—!,anie.   KHW    .'....15,435:43 

Rmg.  Franklin— E  Wallace.   1900 892  33 

Rie.ser,    Ely  J— N   Cohen   et  al.    1906 839  90 

Same N  Cohen   et  al.    1906    540  00 

Same B     Levine.     1906 346' 80 

Rapaport,    Rosa— A    A    Jaworower.    1901.'     29  50 
Raymond.    Harry    &    George    M    Pynchm— S 

Helles.     1906     11,066.03 

Selmger.    Abraham— J   H   Falk.    1906 920  50 

Stopenhagen,    Frederick    W— T    Allison.    1904. 

„ •••    110.00 

Same G   Welch.    1906    110  00 

Same Tenement    House    Dept.    1903 . '.  ]     262  (JO 

Smith,    Sarah   L— J   L   Mott  Iron   Works.    1887. 

„  •.■■•,•■    ,• 345.83 

Spiegel.  Samuel— B  Burgheimer  et  al.  1905  271  56 
'Shevell,    Jacob— Tenement    House    Dept.    1906. 

264  91 

Stern.    Marie— M   Wollstein.    1900...!'..'!"  97' 95 
Tishman,   Julius— I   Willis  et  al.   1905         '499  07 

Same same.       1906    67  40 

Vermilye,   Ashbel  G— S  Makransky  et'al."l900. 

70  3.5 

Weiner,    Clarence— G    Brown.    19o6! !!!!! '40823 
Wooley.    William    E    &    Henry    M    Gerrane— E 

Hatch.    1906    128  T> 

Same same.     1906 ! ! ! ! !   107  67 

Wall,    Arthur    W— I    Scholmils.    1906. . ! ! !  !245'51 
With,    Henry   &    Samuel— M    Levy.    1906         36  72 

Waddell,   Lloyd   D— F  Keil.    1890 21''''M 

Walker,   Ellen  I— Met  St  Ry  Co.     1903. . !  !l40  97 
Youmans,    Fred    L— City   of   N    Y.      1906.  .780.43 

CORPORATIONS. 
Imperial  Amusement  Co,   Lyman   W  Rodington 

&  James  McKane— G  R  Sutherland.  1906.3^5  74 
Merchants  Lithograph   Co,    Regina    Nelke,    Paul 
Haussteln,"  John  Goerg  and  Louis  Edelmuth— 

E  J  Myers  et  al.  1,S97  '234  97 

The   Camden   Iron   Works— City  of   N   Y.    lOOo! 

280  85 

Interborough    Rapid    Transit    Co-^'e    Sheehan. 

„  I'WI!    2,256.00 

"Camden  Iron  'Works— W  H  Masterson  et  al 

„1'"^S    15.380.73 

Century  Building  Co— J  C  Gobler.   1900.. 2  093  54 

Same J    C    Gobler.    1906 272  21 

Crescent  Mercantile  &  Realty  Co— William  Mc- 

Shane   Co.      1906    543  73 

Same Twelfth    Ward    Banjt    ot    N    Y.    !l906 

2.210.71 

Emigrant  Industrial  Savings  Bank— J  H  Stout- 
eiiburg.    1906   376.92 

'Vacated  by  order  ot  Court,  ''satisfied  on  ap- 
peal.  'Released.  'Reversed.  'Satisfied  by  eie- 
cution.     'Annulled   and   void. 

MECHANICS'  LIENS. 

July    7. 
.5.'i5.'!— Elm    St,    No    184.      John    Martoccia    agt 

Michael    Briganti    $118  00 

54— Lewis  St,   Nos  227  and  229.     Carter,   Black 

&  Ayers  agt  Louis  Lewinthau 212.00 


55— Ridge  St,  No  145.  Plynn  &  Katz  agt 
Lena   Golgel    &   Louis   Sroka 600  00 

56-Satisfled. 

57— 3th  av,  n  e  cor  126th  st,  99.11x120.  Gross 
&    Horn    agt    Collins    Building    &    Construc- 

.t'op     Co     215.20 

as— Avenue  A,  s  w  cor  70th  st,  100.5x275 
Kimber    &    Cohen    agt    Maurice    J    BursteiB. 

^,,' ••■••. 264.26 

59- Rivington  st,  Nos  295  to  299.  Glick  & 
Eckstein    agt    Louis    Reiner    350  00 

60— 5th  av,  n  e  cor  126th  st,  99.11xl'20  '  Con- 
roy  Bros  agt  Collins  Building  &  Construction 
Co        ...  785.00 

61— Fairmont  pi,  n  s,  50  e  Crotona  av,  80xl<X). 
Sam  Goldberg  agt  Sam  Marcus,  John  Fran- 
kel  &  Abe  Brummer   1 225  00 

62— liOth  st.  No  312  East.  Morris  "Goldstein 
agt    Sarah    Bach    850  00 

6.'5— Southern  Boulevard,  w  s,  225  n  Jennings 
st,  350x103.4.  Union  Stove  Works  agt  Haw- 
thorne Building  Co   573  00 

64— Marion  av.  w  s.  124  s  Kingsbrid'g'e  rd'  '20OX 
1(X)  Same  agt  Sarah  A  Lick  &  Thomas  C 
Lick     29Q  i^Q 

6.-)— 56th    st.    No   4    West.      George    Spaeth    agt 

„p-— ;  Ooue  &  Chas  H  Cottrell   163.00 

bb— Grant  av,  e  s,  whole  front  between  105th 
and  lObth  sts,  414.9xl03.4x  Irreg.  Edward 
Beacon   et   al   agt   Whitney   Construction    Co 

67-Sau's'fled: *'«!«« 

July    9. 

69— Ridge    st.     No     145.       Theodore     C     Wood 

agt    Lena    Gurgel    ]  ,041.15 

70— 143d  St.  n  s,  275  w  Broadway,  50x100 
Gustave  Fleischer  agt  Merrile   Realty  &  Con 

Co  and   Irwin  A  Levis    100  00 

71-Satisfled.  ^""■"" 

72— Boston    av,    w    s,    .393    s    166th    st,    72x100 
-00'.',.'^'""'°   Co  agt   Himberg  &  Meisel.  .400'00 
(.3--Sth   av,    s   e   cor   144th   st,   75x100.      John   J 

Harrington    agt    Louis    Weinstein..         2  9'^3  00 
'^■l--207th   st,   s  s,    75.11   w   Hull   av    25.4x'9£f 

Harry    Alexander    agt    John    Maresca.  . .  .  ItKXOO 
7.-.-22d  st»  Xos  217  to  221   East.     E  H  Ogden 
Lumber    Co    agt    Peter    J    Herter    &    Herter 
Realty    Co;    renewal     2,019.91 

July    10. 

'*'w''"'^''T;  ^°  -**!•  O'is  Elevator  Co  agt 
Wm  R  H  Martin,  Campagnie  Internationale 
Des  Wagons  Lits  et  Des  Grand  Express  Eu- 
ropean   and    John    C    Gabler 700  00 

77--Wadsworth  av,  n  w  cor  177th  st  124  lOx 
m).  Church  E  Gates  &  Co  ,agt  Hyman 
Hjiiender     2  600  82 

^'^i*'^']',,^''  I  ^■^'^  "^  Cambrelling  av,  5oilOO. 
79    -i,!    i   "m*^  ^ci"^^*^'  P'""*'''  -f  Moffatt. 850.00 

M^^-^'',  ■^"u'*"    ^'^^'-      Charles    Cohen    agt 
ti.^^^i^}^'^'"^^"-^   ^    Barnet    Sussman.  .2,985  00 
St^Eldridge    st,    No    113.      Same    agt    Isaic    & 

Rebecca    Llpschitz    j  970  (X) 

^VJfu  «■  ^° J*^^  ^'^^''  "<'°'-y  G  Bamman 
agt  Hoffman  Bros  &  Robinson.  Isaac  Hoff- 
man       nn  nt 

82-8th  av,  s  e  cor  149th  st,  75x100.  Alper  & 
Hyams    agt    Louis    Weinstein    ..900.00 

®^r;l*^"^  '*';,  ■'^  **■  ^^  "^  Cambrelling  av,  50x100 
■^nhf^'?'',^^'S°?,  '^'I'^et  Patrick  J  Moffatt  & 
John    V   McEvily   Co    319  00 

S4— 115th  st,  n  s,  175  w  Broadway,  100x100  11 
Excelsior  Terra  Cotta  Co  agt  Herman  Oppen- 
°^""    530.00 

rr!l*'?"'  „^''  **  ^-  "5  e  Amsterdam  av  50x 
11-.4.  Pierce,  Butler  &  Pierce  Mfg  Co  agt 
Sam   Kessler  &   Max   S   A  Wilson 2,360.30 

^'frnW"  „^''  s  s,  100  w  Amsterdam  av,  293x 
.19.11  Same  agt  Joseph  Rosenthal  &  Sam 
I^'''^^'''"-    2,238.32 

*'^":i*.?'''"'°  *^'  «  s,  155.4  n  Home  st,  100  6 
xsi.b.  Same  agt  Louis  Stern  &  Sam  Kess- 
'^^     1,049.99 

^^J^'^'^l^^i^'^  av,  w  s,  25  s  178th  st,  80.8x 
100.  Same  agt  Cascade  Realty  &  Construc- 
tion Co  &  Sam  Kessler   897.75 

*'l:;^'''^'i!l'"^'*  '''^  °  ^'  l*>''-3  w  Watkins  av,  75x 
88.  Thomas  Ward  agt  Benjamin  Berger  &  M 
Abelman    250  00 

90— 13th  St.  Nos  134  and  130  East.  Louis  F 
Bergman  agt  Sarah  A  B  Downs  &  Martin  J 
H'l'^kett    1,500.00 

"^Tifi  ^^'  ^  S'  ^'"'''^  f''°°'  between  99th  and 
100th     sts.     200.10x100.       Pierce,     Butlfr     & 

?'T,ff,J^'f  1°  ^^^  '''"^'^  Kleinfeld,  Isaac 
Kothteld     &    Sam     Kessler     2  308.36 

"-—3d  av.  No  2505.  Martin  &  Bonagur'  agt 
Wm  R   Rose,  owner,    &  Isaac  Boehm.  .5,486.00 

93-St  Nicholas  pi,  e  s,  204.9  s  c  I  153d  st,  75x 
-00.  Pierce,  Butler  &  Pieiye  Mtg  Co  agt 
Leopold  Kantor,  Joseph  B  Cooper  &  Louis 
Wittcoff     and     Sam     Kessler     843.00 

94— Whitehall  st,  Nos  15  to  25.  Guiseppi  Pelli 
et  al  agt  Estate  of  Ogden  Goelet  and  New 
York   Mo.saic   &   Marble   Co    930.00 

July   11. 

90— Satisfied. 

97— 5th    av,    s    e    cor    136th    st,    99.11x100. 
Thomas   F   McLaughlin   agt  Charles   Lowe  & 
Max    Jorrisch    272  50 

9,8— 103d  st,  Nos  231  to  235  East.  Israel  Packer 
et  al  agt  Jacob  M  Horn    85.00 

99— Fort  Washington  av,  s  e  cor  178th  st,  lOOx 
100.  Chas  J  Fahrenkopt  agt  Wi'llam  &  Jane 
Morris    095.00 

loo— Satisfied. 

July    12. 

101— Suffolk  st.  No  13.  Sam  Margulies  agt 
Estate  ot  Dora  Landsberg  &  Meyer  Lands- 
berg  exr    92000 

102— 114th  st,  Nos  413  and  415  East.  Vincenzo 
Messiner  agt  Lordl  Pernetti  &  De  Rlspiris. 
50.00 

lOA— Wadsworth  av,  n  w  cor  177th  st,  125x100. 
Sprickuhoft  &  Schamberger  agt  Hyman  El- 
lender     „ 1,175.00 


The  text  ot  these  pagea   is  copyrighted.     All  rights  are  reserved.  Notice  is  hereby  given  that  infringement  will  lead  to  prosecutiom. 
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It  is  light  you  want  in  that  apartment,  basement  or  store?  Daylight? 
The  Luxfer  System  will  send  daylight  just  where  you  want  it.  We  have 
solved  harder  problems  than  yours.  Telephone  3276  Gramercy  and  tell 
us  your  needs. 

AMERICAN  LUXFER  PRISM  CO.,  1G0  Fifth  Avenue,  NEW  YORK. 


101— Ellon  av.  e  s.  KNI  n  l.'.sih  st.  ioxloa  J 
Collins    agt    Vincent    Bonagur G25.00 

lo.")— Monroe  st.  No  KKI.  WiUuer  &  Rosenberg 
agt  Louis  Oshansky  &  Max  Kuchoer  and  B 
Rosenberg    600.00 

10,;— Ki'.Hh  St.  Nos  7ii:i  and  I'Xi  East.  Isidor 
Greitzer    agt     Cong    Adath     Israel     2,207.50 

loT— Jennings  st.  n  s.  loii.U  w  Wilkins  av.  Tax 
.S,S.  Thomas  Ward  agt  Benjamin  Berger  & 
M   Abelman    250.00 

lOS— Fairraount  pi.  Nos  !I7.S  to  !1S2.  James  A 
Irving  agt  Krank  Frankel  &  Eastern  Crown 
Realty  Co.  Abe  Brunner,  Morris  Frankel  & 
Jacob    Rabinovitz    524.00 

lOI)— 27th  St.  Nos  27  and  20  East.  Cohen  & 
Siegel  agt   Harry  L  Toplitz  &  Ernst  Horner. 

llO^Fairmount  pi,  Nos  n78  to  nS2.  Max  Feld 
agt  Frank  Frankel  &  Eastern  Crown  Realty 
Co  and  Abraham   Brunner    56.50 

'Editor  Record  and   Guide: 

The  lien  filed  by  Pierce.  Butler  &  Pierce 
against  Kantor,  Cooper  &  Co.,  owners;  Samuel 
Ke.ssler,  contractor,  for  balance  due  on  contract 
of  Samuel  Kessler  and  Kantor,  Cooper  &  Co., 
was  deposited  with  the  Claims  Committee  of  the 
Association  of  Master  Plumbers,  viz.,  $2,840.00, 
May  IH.  l!!Of).  in  escrou,  as  an  evidence  of 
the  good  faith  and  ability  of  the  firm  of'Kantor, 
Cooper  &  Co.,  to  pay  Samuel  Kessler  on  build- 
ings, St.  Nicholas  Place,  between  l.iOth  and  152d 
Sts.  There  is  no  justification  in  the  lien  as  far 
as  Kantor,  Cooper  &  Co.  is  concerned. 

KANTOR,     COOPER     &     CO. 
Per  J.  B.  Cooper. 

♦ 

BUILDING  LOAN  CONTRACTS. 

July    7. 

White  Plains  av,  e  s,  12."i.4  u  Sommer  pi.  48.3 
xiU.n  to  Garden  pi.  x4S.3x8y.ll.  John,  Jr. 
&  Amanda  Bussing  loan  Angelo,  Ida,  Fran- 
cesco &  Modestina  Perito  to  erect  a  —  sty 
building;    3    payments    $8,000 

Amsterdam  av,  s  e  cor  73d  st,  I02.2xll'.1. 
City  Investing  Co  loans  Ripley  Realty  Co 
to  erect  a  12-sity  apartment  house;  2  pay- 
ments        85,000 

Amsterdam  av,  n  e  cor  72d  st,  102.2x118. 
Same  loans  same  to  erect  a  12-sty  apart- 
ment house;  3  payments   135,000 

Broadway,  n  w  cor  (j-jth  st.  runs  w  330.11x  n 
100.5  X  e  100  X  n  100.5  x  e  123.1  x  232.3 
to  beginning.  Title  Guarantee  &  Trust  Co 
loans  Empire  Square  Realty  Co  to  erect 
a   —   Ssty    building;    —   payments 60.000 

Lexington  av,  n  e  cor  U6th  st,  100.5x170. 
Same  loans  East  66th  Street  Studio  Building 
to  erect  a  —  sty  building;  —  payments. 210.000 

Central  Park  West,  s  w  cor  86th  st,  102.2x150. 
Same  loans  Gotham  Building  &  Construc- 
tion Co  to  erect  a  —  sty  building;  —  pay- 
ments     150,000 

limth  St.  s  s.  100  e  Riverside,  Drive.  75x100. 
Same  loans  The  West  Side  Construction  Co 
to  erect  a  —  sty  building;  —  paymer/s.. 70,000 

Park  av,  n  e  cor  .s:id  st,  runs  n  76.11  x  e 
30.10  X  u  .04  X  e  4.8.6  x  n  24.10  x  e  21.11 
X  s  102.2  X  w  110.4  to  beginning.  Same 
loans  Harben  Realty  Co  to  erect  a  —  sty 
building;     —     payments     -..25,000 

61st  st,  n  s.  100  w  Central  Park  West,  25x 
200.10  to  62d  St.  Same  loans  Tichenor- 
Grad  Company  to  erect  a  —  sty  building;  — 
payments    104,134  50 

Madison  av,  n  e  cor  40th  st,  70.6x75.  Same 
loans  Forty-ninth  Street  &  Madison  Ave- 
nue Co  to  erect  a  —  sty  building;  —  Pay- 
ments      26.500 

Amsterdam  av,  w  s,  whole  front  between  llltU 
and  112th  sts,  201.10xl93.4x  irreg.  Same 
loans  Wittner-Jaffer  Realty  Co  to  erect  a 
—  sty  building;  —  payments 77,000 

Union  av,  e  s.  277*2  s  165th  st,  75x160.  Same 
loans  same 'to  erect  a  —  sty  building;  — 
payments     6.000 

1.56th  st,  s  s,  25  e  Union  av,  ,50x91.  Atlantic 
Dock  Co  loans  Harry  Marks  &  Louis  Greenky 
to  erect  a  6-sty  tenement;  0  payments.  .24,500 

July    0. 

14.5th  st,  n  s,  125  e  Willis  av,  50x100.  Au- 
gustus F  Holly  loans  Henry  S  Camp  to 
erect   a  6-sty   tenement;   6  payments. ..  .27.000 

166th  St.  s  s.  125.4  w  Edgecomb  av.  75xll3x 
irreg.  City  Mortgage  Co  loans  Joseph  Pol- 
stein  and  Joseph  Rocder  to  erect  two  5-sty 
tenements;    1    payments     7,500 

Webster  av,  s  e  cor  ISOlh  st,  40x99.  City 
Mortgage  Co  loans  Koelsch-Huebner  Co  to 
erect    a    5-sty    tenement;    1    payment ...  .2.500 

]30th  St.  s  s,  .3011  e  Lenox  av.  125x99.11. 
Maurice  Cohen  loans  Hunterton  Realty  & 
Con  Co  to  erect  three  6-sty  tenements;  7  pay- 
ments     60.000 

Westchester  av,  s  s,  2:C>.2  w  Wales  av,  105x 
131. llx  irreg.  Commonwealth  Mortgage  Co 
loans  Mercury  Re:|y  Co  to  erect  two  5-sty 
tenements;   14  payments   80,000 

44th  St.  Nos  109  to  121  West.  Abraham  Stern, 
Isidore  Jackson.  Surety  Realty  Co.  Harris 
Mandelbaum.  Fisher  Lewine.  Pine  us  Lowen- 
feld  and  William  Prager  loan  George  B 
Young  to  erect  a  —  sty  theatre;  G  payments. 
125,000 


Arthur  av.  e  s.  .50  s  180th  St.  25x85. Jlx  irreg. 
Commonwealth  Mortgage  Co  loans  Pasquale 
Di  Meloa  to  erect  a  4-sty  tenement;  4  pay- 
ments      10,000 

July    10. 

115th  st,  s  s,  320  e  1st  av,  41.8x100.10. 
George  Ricard  loans  The  Roman  Realty  & 
Construction  Co  to  erect  a  6-sty  tenement;  12 
payments     28,000 

226th  st,  n  s,  1.30  e  4th  av,  25x114.  Martin 
Suchy  loans  Frank  &  Antonina  Wawrzenski 
to  erect  a  —  sty  building;  —  payments.  .2,500 

July    11. 

146th  st,  s  s,  362.6  e  8th  av,  37.6x99.11. 
Frank  Hillmau,  Joseph  Golding  &  Cooper 
Realty  Co  loan  Joseph  Block  &  Michael  H 
Behrendt  to  erect  a  6-sty  tenement;  8  pay- 
ments     20.000 

146th  st,  s  s.  .325  e  8th  av.  37.6x99.11.  Same 
loans  same  to  erect  a  6-sty  tenement;  10 
payments     20,000 

14lith  st,  s  s,  287.6  e  8th  av,  37.6x99.11.  Same 
loans  same  to  erect  a  6-sty  tenement;  10  pay- 
ments      20.000 

Union  av,  s  w  cor  160th  st.  39x105.  Ameri- 
can Mortgage  Co  loans  Harry  &  Max  Jack- 
son to  erect  a  —  sty  building;   10  payments. 

31  000 

Bainbridge  av,  e  sV  370. l'  s  196th  st.'  50x111. 2x 
50.3x106.2.  Central  Mortgage  Co  loans  Al- 
bert C  Lum  to  erect  a  —  sty  building;  3 
payments    13,000 

Topping  av,  e  s.  105  s  175th  st,  100x05.  Lib- 
erty Mortgage  Co  loans  Rasha  Arnold  to 
erect  five  2-sty  dwellings;   4  payments.  .32.500 

eth  St.  n  s,  105.5  e  Av  C,  44.11x90.10.  David 
Gordon  loans  Joseph  Wolkenberg  to  erect 
a  6-sty  tenement;  10  payments 22,000 

July    12. 

15l!th  st,  s  s,  400  w  Amsterdam  av,  50x99.11, 
Pincus  Lowenfeld  &  William  Prager  loan 
Louis  C  Nicoll  to  erect  a  —  sty  building;  2 
payments    10.000 

Broadway,  n  w  cor  136th  st,  99.11x100.  State 
Realty  &  Mortgage  Co  loans  Times  Realty 
&  Construction  Co  to  erect  two  6-6ty  tene- 
ments;    12    payments     135.000 

Victor  St.   w  s.   2tK)  s  Morris  Park  av.   25x100. 

"  Amelia  &  Antoj  Bayer  loan  Joseph  Gamache 
&  Philias  Guillotte  to  erect  a  2-sty  dwelling; 
3   payments    4,000 

♦ 

SATISFIES  MECHAITICS'  UENS. 

July    7. 

59th  st,  No  .328  East.  The  New  York  Mosaic 
&  Marble  Co  agt  Sam  Sobel  et  al.  (Apr  13, 
1906)     $11050 

-Wadsworth  av,  Nos  11  and  15.  Gunnar  Olsen 
agt  Edward  Osserman.     (June  26,   1906). 245.00 

Hughes  av,  e  s,  45  s  188th  st.  Arthur  C  Jen- 
kins agt  Belmont  Realty  &  Construction  Co. 
(June    11,     1!I06)     1,250.00 

Broadway,  s  w  cor  136th  st.  Chas  A  Johnston 
agt  William  Brown  et  al.  (July  3.  1906). 
118.50 

'161st    St.    s   s.    25   w   Jackson    av.      Chestnut 
Ridge  White  Brick  Co  agt  Hawthorne  Build- 
ing  Co  et  al.      (June  30,    I'Mi) 200.00 

July    9. 
Allen    St.    No    173.      Robert    Marsh    agt    Rosa 

Rappaport.      (Nov    17,    1904)     450.00 

Ave  B,   No  174.      Isaac   Pentileft  agt  Henry  C 

Glaser    et    al.       (Dec    .8.     19(«) 109.58 

'Southern   Boulevard,   w   s,   325   n  Jennings  st, 

.50x     irreg.       Jackson     Bros    agt    Hawthorne 
N    Building    Co   et   al.      (June   18,    1906) .. 200.00 

July    10. 
179th  St.   n   s.   100  w  Amsterdam  av,   125x100. 

Church   E  Gates   &  Co  agt   Hyman  Ellneder. 

(July    7.    1008)     2.600.82 

1st  av.    Nos  479  to  4.85.      Nathan  Cohen  et  al 

agt  Ely  J  Rieser  et  al.     (J»n  8.  1906). .  .825.00 
Same     property.       Barnet    Lewine    agt    same. 

(Jan    8,    1906)     285.00 

1st  av.   n  w  cor  28th  st.     Nathan  Cohen  et  al 

agt  Ely  J  Pieser  &  Co.     (Nov  3,   1905). 800.00 
'■'Market  st,  n  e  cor  Cherry  st.     Max  Alexander 

agt    Charles    Peterson.      (Mar    26,    1906). 237,00 
^Prospect  av,   w  s,   .50  n   152d  st.     Q  ZibelU  & 

Son    agt    Charles    Helborn    et    al.      (June    5. 

1006)     1.200.00 

=Same   property.     Same  agt  John   Sacks  et  al. 

(May    2.    1906)    1,200.00 

Elm  St.  Nos  17  to  23.     Temple  &  Veroneau  Co 

agt   New   York   Edison   Co.      (June   26,    1906) 

101.43 

July    11. 
Riverside  Drive,   n  e  cor  135th  st.     Ross  Lum- 
ber Co  agt  John  V  Signell  &  Co.     (June  29. 

1006)     4,208.44 

Hamilton    pi.    w   s.    whole   front   between    143d 

and    144th   sts.     Same   agt   same.      (June   29, 

llMiii)     2.567.26 

Claremont    av.    s    e    cor    127th    st.      Same    agt 

same.     (June  27,  1906)   363.60 

Claremont    av,    n    e    cor    125th    St.      Same    agt 

same.      (June  27,   1006)    912.58 

4th    av.    e    s.    25    n'  220th"  St.    25x105.       G    B 

Raymond  &  Co  agt  Jacob  Wexler  et  al.   (June 

25.    1001!)    633.00 

Bedford    st,    n    e    cor    Morton    st.      Pittsburgh 

Plate   Glass  Co  agt  Samuel   Mil'ler.      (Var  6. 

lOtMi)    180.00 

-.Monroe    st.    No    100.      Barnet    Rosenberg    agt 

Max  Kushner  et  al.     (June  28.  1006)    ..a862.00 


79th  St.  Nos  440  and  442  West.     Meyer  Bloom 

agt    Louis    Reiner.      (June   22,    1906) 272.00 

July    12. 
-Prospect   av.    w   s.    50  n   152d   st.    75x95.    Ely 

Feinstein  agt   Charles   Helbron  et  al.      (June 

9.    1006)     710.00 

=Same    property.      Same    agt   same.       (June   9. 

1006)     125.00 

Southern    Boulevard,    w   s.   325   n   Jennings   st, 

»ix—.  A    W   De   Long   &    Co   agt   Hawthorne 

Building  Co  et  al.      (May  24,   1906)    775.93 

12!)th    St.    Nos   251   to  255   West.      White.    Von 

Glahn  &  Co  agt  Crescent  Mercantile  &  Realty 

Co  et   al.      (Jan  2.    1906)    , 162.50 

Same  property.     Launer  Bros  agt  same.      (Jan 

6.   1S)06)    4.5.00 

Same    property.      Niagara    Wood    Working    Co 

agt    same.      (Jan    8,    1S)06) 397.00 

Same  property.     Julius  Siegel  agt  same.     (Dec 

18,    1905)    41.42 

Same  property.     John  HoU  agt  same.     (Mar  8, 

1906)    656.00 

Same  property.     E   F  Thieler  agt  same.     (Jan 

11.    1906)    313.00 

Same   property.      James   Goodtellow  agt  same. 

(Nov   27,   1905)    103.50 

12!lth  St.  No  251  West.     Isaac  N  Faulkner  agt 

same.      (Mar  2,  1906)    65.00 

Hughes    av.    No    2358.      Church    E    Gates    & 

Co  agt  Sophie  Weber.  (Jan  12.  1906)  .  .59.27 
Same  property.     Wm  J  Breen  agt  same.   (June 

21).    1!)06)     35.00 

7.3d    St.    No    221    East.       Goldbetg    Kleid    agt 

Harry  Abend  et  al.      (Apr  26.    1906) 600,00 

Same    property.      Same    agt    same.      (Apr    14. 

ItWJ)     552.00 

Same  property.     O  Reissmann  agt  same.     (Mar 

26.    1006)    60.00 

Same    property.      Murtha    &    Schmohl    Co    agt 

same.      (Apr  26.   1906)    427.35 

Same  property.     Morris  Rosen  et  al  agt  same. 

(June   16.    1006)    3.225.00 

Same    property.        Abraham    Dan    agt    Same. 

(June   3.    10O(!)    375.00 

^Bedford  st,   Nos  60  and  62 1 

Morton    st,    No    27% I 

John    C    Orr    Co    agt    Samuel    Miller    et    al. 

(Feb   27,    1006)    745.66 

'3d    av,    s    e    cor    97th    st.      Person    &    Co   agt 

Joseph  Boi-nstein  et  al.     (Dec  1.  1905) ..  .176.00 

'Discharged   by   deposit. 
"Discharged   by  bond. 
■Discharged  by  order  of  Court. 

* ■ 

ATTACHMUNTS. 

July    6. 

Claussen,    Matthew   B;    Alfred   Nelson    Co;   $270; 

Patterson  &   Shaw. 
Bergh.     Louis    De    C;    Albert    Bunker    trustee; 

$2.6X3.72;  P  X  Carmody. 
University  Society.   Inc;   Geo  R  Sims;  $1,937.50; 

Latson  &   Bonynge. 

July    7. 

Robinson,   Horace  -G;   Stewart  H  Elliott;  $2,200; 

E   J    Gavegan. 
The    Greenhouse    Co;    John   S    Sutphen,    Jr;    $1,- 

*»t«<>.77;    Moses,    Morris    &    Westervelt. 
July    11. 
Alexander,    Howard   T;    George   Mercer.   Jr;    $5.- 

(XIO;    Gorham   &   Vogel. 
Young,  Wm  J;  E  J  Willis  Co;  $805.11;  F  Klein. 
Llvesey  &   Co.   Liverpool.   LIm;   Rubber  Trading 

Co;    $1,967.10;    G   Fielder. 

« 

CHATTEL  MORTGAGES. 

July   6.    7.    0,    10   11   and   12. 
AFFECTING  REAL  ESTATE. 

Aitken   Construction   Co.     577  E   150th.  .Klein- 

feld   G   &   Co.      Mantels.  $340 

Altschiler,  S.     280  Broome.  .M  Barflel.     Range. 

&c.  90 

Donagura.  V.    971  Home.  .New  England  Mantel 

&    Tile    Co.      Mantels.  750 

Greenfield  &  Maskln.     3.30-,^36  E  120th.  .Silber- 

stelu   &   S.      Mantels.  324 

Huppert   &   Bernstein,     s  s.   122  w  of  Amster- 
dam   av..Nat    Elevator    Co.      Elevator.       5,000 
Hirshfeld,    M.      Cathedral    Parkway,    s    s,    100 

ft    w    of   Manhattan   av.  .Reedy   Elevator   Co. 

Elevator.  2.250 

Interborough  Building  Co.     e  s  Broadway   140 

to     141.st    St.. Nat     Elevator    Co.       Elevator. 

7.250 
Knickerbocker  Bread   &   Yeast  Co.     530-532  B 

72d..A  B  See  Elec  El  Co.-  Elevator.  2.850 
Kee.  FT.     n  e  cor  Audubon  av  and  173d  st.. 

Nat    Elevator    Co.      Elevator.  2,500 

Maskin.  H.     s  s  of  144th  st.  275  w  of  Lenox  av 

.  .Sieberstein    &    S.      Mantels.  210 

N    Y'    Laundry    Co.      1.55th    st,    near    8th    av. . 

Reedy    Elevator    Co.      Elevator.  1,500 

Rutland  Realty  Co.     Riverside  Drive,  602  s  of 

127th  St.. Nat  Elevator  Co.  Elevator.  2.500 
Weinstein.  L.     s  e  cor  140h  st  and  8th  av..Sil- 

berstein    &   S.      Mantels.  .304 

Wieting.  B..E  J  Gillies  &  Co.     Refrigerator.  204 
Wilson.  N.     21.30  Amsterdam  av.  .Silberstein  & 

8.      Mantels,    &c.  217 

For  other  Judgments  in  Foreclosure  Suits,  Lis 
Pendens.  Foreclosure  Suits.  Judgments.  Satisfied 
Judgments,  Mechanic  Liens.  Building  Loan  Con- 
tracts. Satisfied  Mechanics'  Liens  and  Orders,  see 
page  105. 
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The  Record  and  Guide  has  opened  an  Upioivn  Office  in  the 
Metropolitan  "Annex,'^  Nos.  11-13  East  24th  Street,  in  order 
to  accommodate  its  customers,  so  many  of  whom  are  located  in 
the  central  and  northern  i)arts  of  the  city,  and  at  the  same  time 
to  provide  additional  quarters  for  its  own  increased  staff  and 
for  the  Architectural  Record  and," Hweef s''''  Index. 


FINANCIAL  doctors  are  in  complete  disagreement  as  to  the 
immediate  course  of  the  Stocl?  market.  This  is  evidenced 
hy  the  opinions  lately  expressed  in  the  editorial  and  financial 
columns  of  the  leading  dailies.  A  striking  case  in  point  ap- 
peared when  an  elaborate  editorial  in  one  paper  setting  forth 
the  bull  conditions,  and  in  fact  pooh-poohing  the  claim  that 
Wall  Street  any  longer  reflects  conditions  or  discounts  the 
future,  was  followed  the  next  day  in  the  same  publication  by 
a  bull  financial  review,  the  keynote  of  which  was  that  Wall 
Street  might  always  be  relied  upon  to  express  the  consensus 
of  the  best  thought  and  to  discount  events  not  already  dis- 
cernible to  other  than  speculators'  eyes.  Thus  we  have  the 
situation.  The  operators  are  divided  into  two  camps,  each 
with  its  arguments  and  each  confident  of  its  position.  The 
bulls  rely  on  the  undoubted  record  breaking  statistics  of 
trade  furnished  each  week — the  bears  answer  that  stocks  are 
for  sale  in  unlimited  supply  on  every  rally  and  that  the  vol- 
ume and  class  of  selling  indicate  the  source  as  from  those 
who  are  in  "the  know.  '  They  add  that  later  the  selling  will 
become  general  and  a  break  be  precipitated.  The  bears,  more- 
over, insist  that  a  campaign  with  a  radical  candidate  for 
governor  in  this  State  and  a  new  Congress  to  be  elected 
with  tariff  revision  as  the  principal  issue,  is  bound  to  make 
for  financial  and  business  disquietude.  This  they  contend  is 
not  taking  into  account  the  effect  of  the  competition  between 
State  and  National  government  in  corporation  baiting,  and 
it  must  be  said  that  there  is  much  food  for  thought  in  the 
bear  arguments.  If  commission  houses  were  loaded  with  stocks 
carried  on  a  margin  even  at  the  present  low  prices,  the  situa- 
tion might  be  vulnerable,  but  careful  inquiry  seems  to  settle 
on  twenty-five  per  cent,  of  their  usual  lines,  that  being  the  pro- 
portion of  the  amount  of  money  now  being  borrowed  by  the 
average  commission  house,  thus  showing  the  lightest  bull 
account  open  for  years.  The  inference  is  that  if  the  market 
is  to  decline  to  the  extent  predicted  by  the  bears,  it  will  be 
the  result  of  the  selling  by  actual  holders  as  distinguished  from 
margin  holders.  The  money  market  is  now  ceasing  to  be  a 
bugaboo,  and  indeed  some  foreign  exchange  experts  claim 
that  there  will  be  a  large  foreign  balance  to  our  credit  before 
the  fall  season  begins,  when  the  large  exports  of  cotton  and 
grain  normally  turn  exchange  in  our  favor.  It  would  seem, 
therefore,  and  we  still  adhere  to  the  opinion  that  money  will 
be  unusually  easy  this  autumn.  As  to  the  stock  market  itself, 
it  is  dull,  going  through  the  process  of  what  is  known  in  nau- 
tical sailing  parlance  as  "backing  and  filling."  This  is  by  no 
means  an  unusual  state  of  things  in  July  and  August,  and  is 
not  at  all  inconsistent  with  great  activity  afterwards. 

I 


IT  is  estimated  by  the  "Sun"  that  during  the  past  eighteen 
months  living  accommodations  have  been  provided  in  New 
York  City  for  something  over  600,000  additional  population;  and 
it  is  urged  by  that  journal  that  the  construction  of  all  kinds 
of  dwellings  and  tenements  is  being  very  much  overdone.  In 
calling  attention  to  these  fact,  the  "Sun"  is  undoubtedly  plac- 
ing its  finger  on  the  worst  weakness  in  the  existing  real  es- 
tate situation,  but  it  should  be  added  that  the  danger  is  probably 
exaggerated.  Over-building  there  has  undoubtedly  been  and 
its  results  are  manifest  particularly  on  Washington  Heights 
and  on  the  upper  East  Side;  but  the  overbuilding  is  not  so 
bad  as  the  figures  given  would  lead  one  to  believe.  According 
to  the  State  census  New  York  adds  only  about  125,000  people 
per  annum  to  its  number  of  inhabitants,  so  that  we  are  appa- 
rently building  houses  for  600,000  people,  when  there  are  ap- 
parently less  than  200,000  to  fill  them.  The  Record  and  Guide 
doubts,  however,  whether  New  York  is  building  at  the  pres- 
ent time  three  times  as  rapidly  as  it  should,  for  if  it  were 
the  consequences  would  already  have  been  much  more  disas- 
trous than  they  are.  We  believe  that  the  census  under-esti- 
mates  the  recent  increase  in  the  population  of  New  York  City, 
and  there  is  every  reason  why  it  should  do  so.  That  popula- 
tion consists  so  largely  of  recent  immigrants,  who  speak  no 
English,  and  who  herd  together  in  small  quarters,  that  the  dif- 
ficulties of  accurate  enumeration  are  much  more  serious  than 
they  are  in  a  city  of  private  residences.  Moreover,  the  error 
would  most  assuredly  be  on  the  side  of  under  rather  than,  over- 
estimate. The  immigration  officials  calculate  that  some  200,- 
000  aliens  have  settled  in  New  York  during  each  of  the  two 
past  years,  and  while  the  outgoing  emigration  must  be  de- 
ducted from  this  total,  such  a  deduction  would  not  be  large. 
On  the  whole,  what  with  the  unusually  large  alien  immigra- 
tion, the  great  number  of  residents  of  other  States,  who  are 
attracted  to  New  York  in  periods  of  prosperity,  the  displace- 
ment of  existing  residents  by  business  improvements  and  the 
natural  increase  in  population,  it  is  probable  that  during  the 
past  eighteen  months  New  York  had  to  provide  for  about  400,000 
instead  of  200,000  additional  residents.  Of  course,  this  is  only 
a  guess;  but  it  is  a  guess  which  is  justified  by  a  very  strong 
series  of  general  considerations. 


STATISTICS  of  Greater  New  York  continue  to  furnish  evi- 
dences of  the  great  progress  the  city  is  making  in  all 
its  activities.  Manufacturing  industries  thrive  and  flourish, 
and  there  has  been  a  large  increase  in  the  number  of  estab- 
lishments since  1900,  according  to  the  Census  Bureau,  which 
must  have  its  effect  in  increasing  the  value  of  real  estate 
generally  and  of  sites  for  such  manufactories  in  particular.  In 
1905  the  city  had  20,839  establishments,  as  against  19,243  in 
1900,  an  increase  of  over  8  per  cent.  The  capital  invested  in 
them  in  1905  was  upwards  of  a  thousand  millions  of  dollars, 
compared  with  $853,000,000  in  1900,  or  an  increase  of  22  per 
cent.  The  value  of  the  products  of  these  manufacturing  es- 
tablishments in  1905  was  more  than  $1,526,000,000,  showing  an 
increase  of  30.2  per  cent,  in  five  years.  Taking  the  increase  by 
boroughs,  Manhattan  and  the  Bronx  showed  an  advance  in 
output  in  the  five  years  from  $811,000,000  to  $1,043,000,000,  over 
28  per  cent.;  Brooklyn  increased  from  $313,617,000  to  $373,462,- 
000  or  19  per  cent,  and  Queens  and  Richmond  $48,444,000  to 
$109,808,000  or  the  impressive  percentage  of  one  hundred  and 
twenty-six  and  a  fraction.  Comparative  statistics  of  the  prin- 
cipal industries  show  women's  clothing  first  in  Manhattan  and 
The  Bronx,  the  output  in  1905  being  valued  at  $164,723,000 
against  $99,464,000  in  1900.  Men's  clothing,  printing  and 
publishing,  tobacco,  slaughtering  and  meat  packing,  milli- 
nery and  lace  goods  follow  in  the  order  named.  The 
chief  industry  in  Brooklyn  is  in  foundries  and  machine  shops. 
Other  important  industries  in  that  borough  are  malt  liquors, 
boots  and  shoes,  lumber  products,  cordage  and  twine  and 
chemicals.  From  present  indications  it  would  seem,  there- 
fore, that  in  a  decade  or  so  Greater  New  York,  if  the 
increase  continues  in  a  like  ratio,  may  become  the  largest  or 
one  of  the  largest  manufacturing  centres  of  the  world. 


FROM  the  Federal  census  a  computation  has  been  prepared 
of  the  number  of  Father  Knickerbocker's  possessions  com- 
pared with  the  property  of  other  municipalities,  and  it  is  some- 
what to  the  disadvantage  of  New  York.  So  the  Comptroller  has 
had  prepared  in  his  turn  a  statement  from  the  Knickerbocker 
point  of  view  of  city  property  officially  footing  up  $560,000,000, 
a  tidy  sum  for  a  city  which,  twenty  years  ago,  in  a  count  of 
its  assets,  could  figure  only  $150,000,000  in  the  present 
Boroughs  of  Manhattan  and  The  Bronx,  and  less  than  $50,000,000 
additional  in  Brooklyn  and  the  other  territories  now  included 
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in  the  Greater  New  York.  The  city  figures  show  that  the  old 
City  of  New  York  contributed  eight  years  ago  most  of  the  assets 
to  the  present  municipal  partnership  of  $40,000,000  in  piers, 
docks,  bulkheads,  and  ferry-houses.  Manhattan  has  $39,860,000. 
Of  Police  Department  buildings,  mostly  station  houses,  Man- 
hattan owns  $2,000,000  of  $3,500,000.  Of  schools  and  colleges 
to  the  value  of  $50,000,000.  $33,000,000  are  in  Manhattan  and 
$17,000,000  in  the  other  four  boroughs.  Of  $6,300,000  in  ar- 
mories, Manhattan  has  $3,750,000.  In  addition  to  these,  Man- 
hattan has  $22,800,000  of  Subway  property,  $6,000,000  of  library 
site  foundations  out  of  $6,100,000  in  the  whole  city,  and  $7,400,000 
of  $8,400,000  in  jails  and  correctional  institutions.  Altogether, 
Father  Knickerbocker  is  doing  quite  well,  and  continues  to  have 
reason  to  feel  that  he  is  still  the  chief  and  majority-interest 
partner  In  the  thriving  municipality  of  New  York. 


The  State  Tax  Commission. 

DrRING  the  summer  a  State  tax  commission  will  be  sitting 
for  the  purpose  of  considering  the  existing  system  of 
taxation  as  a  whole,  and  of  recommending  whatever  changes 
there  may  be  needed  in  it  in  order  to  make  it  more  consistent 
and  equitable.  There  can  be  no  doubt  that  such  an  examina- 
tion of  our  tax  laws  is  extremely  necessary,  and  it  is  very 
much  to  be  hoped  that  the  resulting  report  will  be  disinter- 
ested and  comprehensive.  During  the  past  ten  years  the 
changes  which  have  been  made  in  our  State  tax  laws  have 
been  continual  and  have  amounted  finally  almost  to  a  com- 
plete revolution  in  the  system.  The  most  important  question 
which  the  commission  will  be  obliged  to  consider  is  whether 
the  theory  which  underlies  these  changes  is  sound  and  ade- 
quate, and  whether  it  should  be  swiiplemented  by  certain  ad- 
ditional and  still  more  drastic  modifications  of  the  existing 
system. 

During  the  past  ten  years  the  great  object  of  our  State  leg- 
islation has  been  to  do  away  with  the  State  taxation  of  real 
estate.  At  the  beginning  of  that  period  about  half  the  State 
revenues  were  derived  from  special  taxes,  such  as  that  upon 
inheritances,  while  the  other  half  were  raised  by  the  general 
property  tax,  the  burden  of  which  fell  mostly  upon  real  es- 
tate. Little  by  little,  by  means  of  increasing  certain  corpora- 
tion taxes,  all  the  State  revenues  except  a  small  amount  have 
been  derived  from  special  taxes,  and  real  estate  has  been 
practically  exempted  from  State  taxation.  Doubtless  the  chief 
motive  which  prompted  the  Republican  leaders  to  make  this 
change  was  the  belief  that  it  would  be  popular.  The  general 
property  tax  falls  upon  small  property  owners  all  over  the  State, 
while  the  special  taxes  are  paid  for  the  most  part  by  the  large 
propertied  interests  domiciled  chiefly  in  New  York  City.  But 
the  change  could  be  publicly  advocated  on  other  grounds.  It 
has  been  very  generally  held  by  writers  on  taxation  that  real 
estate  is  not  a  proper  subject  of  general  taxation.  Its  value  for 
purposes  of  taxation  must  necessarily  be  assessed  by  local 
boards,  and  these  local  boards  will  not  adopt  any  uni- 
form level  of  assessment.  In  some  counties  the  rate 
was  as  low  as  25  per  cent.,  while  in  others  it  was 
as  much  as  90  per  cent.  The  State  Board  of  Equali- 
zation whose  duty  it  was  to  remove  these  Inequalities 
was  confronted  by  a  job  which  it  was  impossible  to  perform 
in  a  satisfactory  manner;  and  there  was  a  general  impression, 
particularly  in  New  York  City,  that  the  Board  did  not  want 
really  to  equalize  valuations.  The  result  of  its  work  cer- 
tainly was  that  New  York  City  paid  more  than  its  share  of 
the  general  tax.  The  almost  entire  abolition  of  this  general 
tax  has  certainly  >helped  to  remove  certain  palpable  inequali- 
ties in  the  State  system  of  taxation,  and  it  certainly  relieved 
the  owner  of  real  estate  In  this  city  of  a  small  portion  of 
his  burden.  No  doubt  the  relief  so  afforded  to  the  owner  of 
real  estate  was  counterbalanced  by  the  additional  burdens  im- 
posed upon  certain  large  corporate  and  financial  interests  domi- 
ciled in  New  York  City;  but  inasmuch  as  these  interests  seem 
capable  of  paying  the  increased  charges  without  any  severe 
strain  the  result  on  the  whole  appears  to  be  a  more  equitable 
system  of  State  taxation. 

But  have  these  changes  gone  as  far  as  they  should  and  what 
of  the  future?  During  the  next  ten  years  the  State  will  need 
a  largely  augmented  revenue.  The  interest  charges  on  the 
canal  bonds  will  demand  an  increased  income  of  several  mil- 
lion dollars  a  year,  and  the  $50,000,000  which  are  to  be  spent 
upon  good  roads  will  also  have  to  be  paid  for.  The  special  taxes 
now  on  the  statute  books  will  doubtless  automatically  yield 
larger  returns;  but  these  returns  will  not  increase  any  more 
rapidly  than  the  ordinary  needs  of  the  State  government,  so 
that  additional  taxes  will  be  necessary  to  pay  for  additional 
expenses.     Where   will   the   burden   of  these   taxes   be   placed? 


The  Republican  leaders  have  shown  very  plainly  that  they  do 
not  know  where  to  turn  for  new  sources  of  special  taxation, 
and  their  authorization  of  the  existing  commission  is  an  ad- 
mission that  their  system  of  special  taxation  is  not  entirely 
adequate  and  satisfactory.  It  is  obvious,  consequently,  that 
the  report  of  the  commission  cannot  be  confined  to  a  mere 
endorsement  of  the  changes  of  the  past  ten  years.  That  sim- 
ple task  can  just  as  well  be  left  to  the  Republican  party  plat- 
forms. The  commission  must  go  further  and  consider  the 
changes  which  are  necessary  in  order  to  provide  sufficient 
revenue  for  the  manifest  future  needs  of  the  State,  and  in 
so  doing  it  must  also  consider  whether  or  not  the  existing 
means  of  raising  both  local  and  State  revenues  are  scientific 
and  fair. 

In  short,  unless  the  commission  proposes  to  shirk  its  duty 
it  must  consider  the  general  property  tax.  As  we  all  know 
the  purpose  of  the  original  system  of  State  taxation  was  the 
simple  and  apparently  just  one  of  making  each  citizen  pay  a 
certain  small  percentage  of  all  the  property  he  owned;  and 
this  system  worked  well  enough  as  long  as  a  man's  property 
consisted  mostly  of  tangible  things,  such  as  furniture,  stock 
of  all  kinds,  and  improved  or  unimproved  real  estate.  But 
when  personal  property  became  more  and  more  a  matter  of 
securities,  such  as  stocks,  bonds,  mortgages  and  the  like,  which 
merely  represented  tangible  property,  otherwise  liable  to  taxa- 
tion, the  general  property  tax  broke  down  completely.  At  the 
present  time  it  reaches  only  real  estate  and  personal  prop- 
erty owned  by  people  who  cannot  entirely  dispense  with  their 
ownership  by  means  of  a  lie.  The  general  property  tax  so 
far  as  it  is  applied  to  the  taxation  of  personal  property  is 
impossible  to  collect  and  offers  the  largest  exemptions  to  the 
sturdiest  liars.  Moreover,  it  in  some  measure  justifies  lying, 
because  it  seeks  to  subject  many  forms  of  property  to  double 
taxation.  This  consequence  was  so  obvious  in  case  of  the 
general  property  tax  on  mortgages  that  mortgages  have  been 
finally  exempted  from  its  provisions;  but  if  the  general  prop- 
erty tax  works  an  injustice  in  respect  to  the  holders  of  mort- 
gages, it  works  an  equal  injustice  to  the  owner  of  railroad  stocks 
and  bonds.  Such  owners  feel  justified,  consequently,  in  telling 
lies  in  order  to  escape  the  injustice;  and  the  only  property  owner 
who  cannot  escape  is  the  owner  of  the  soil  and  its  improvements. 
His  property  is  tangible.  He  must,  and,  of  course,  he  should  pay. 
The  only  question  is  whether  he  should  pay  more  or  less  than 
he  does.  One  set  of  tax  reformers  wish  to  exempt  personal 
property  entirely,  and  collect  all  local  and  State  taxes  from 
unimproved  real  estate.  Another  wishes  to  raise  a  large 
portion  of  the  local  revenues  from  a  tax  on  the  rent  a  man 
pays,  and  to  assess  what  remains  on  unimproved  real  estate. 
We  shall  not  attempt  to  choose  between  them,  but  manifestly 
the  permanent  value  of  the  work  of  the  State  commission  will 
depend  upon  the  way  it  deals  with  this  question  of  the  gen- 
eral property  tax.  It  cannot  be  evaded,  and  the  time  is  now 
ripe  for  some  decisive  action.  The  present  law  is  an  ana- 
chronism, and  if  the  State  tax  commission  does  not  dare  to 
recommend  some  alternative  general  policy,  it  may  at  least 
advise  that  each  locality  should  be  permitted  to  deal  with  the 
question  as  its  wisdom  or  its  interests  dictate.  The  general 
property  tax  only  concerns  the  system  of  local  taxation  at 
present,  and  if  the  State  cannot  resolve  the  difficulty,  it  can 
at  least  withdraw  and  give  the  local  authorities  a  chance. 


Architecture  of  the  New  Custom  House. 


By   MONTGOMERY    SCHUYLER. 

The  new  New  York  Custom  House,  on  Bowling  Green,  now  in  a 
condition  to  be  fairly  well  seen  and  judged,  almost  irresistibly 
provokes  comparison  with  the  old  in  Wall  st.  Primarily,  per- 
haps, on  account  of  the  identity  of  the  purpose  to  which  the 
old  has  been  and  the  new  is  to  be  devoted.  For  the  matter 
of  that,  most  New  Yorkers  who  are  likely  to  read  these  re- 
marks are  aware  that  the  old  Custom  House  so-called  was  not 
built  for  the  purposes  of  a  custom  house  at  all,  but  for  those 
of  a  merchants'  exchange.  The  only  building  extant  in  Man- 
hattan erected  for  a  custom  house,  excepting  this  new  one,  is 
the  little  "Parthenon"  at  the  corner  of  Wall  and  Nassau,  which 
now  does  duty  as  the  sub-treasury.  Built  in  the  thirties  for  a 
custom  house,  it  was  outgrown  in  a  decade  and  the  Federal 
Government  kindly  took  their  elephant  off  the  hands  of  the 
merchants  whose  civic  pride  had  so  tar  outrun  their  sense  of 
practicality  as  to  induce  them  to  erect  it  for  their  communal 
purposes.  A  voracious  elephant  it  was,  eating  off  its  own  head 
and  theirs.  For,  with. the  ground,  it  had  cost  two  millions,  a 
prodigious  sum  for  the  New  York  of  those  days,  twice  as 
much  as  the  closely  succeeding  Trinity  Church  cost,  and  out 
of  all  comparison  with  the  sum  that  its  own  successor  and 
supplanter    has    cost    Uncle    Sam    sixty-five    years    later.      The 
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explanation  that  it  was  not  meant  for  a  custom  liouse  is  needed 
to  vindicate  tlie  memory  of  its  architect  as  a  "practical  man." 
For  his  rotunda,  lighted  only  from  above,  was  an  eligible 
apartment  for  a  daily  meeting  of  merchants,  though  abominably 
unsuited  to  the  practical  work  to  which  it  came  to  be  devoted. 

Now  that  the  new  successor  is  finished,  an  architectural  com- 
parison is  quite  in  order  and  quite  fair.  The  area,  one  sup- 
poses, is  virtually  equal,  though  the  new  building  is  of  six 
stories  against  three  and  a  low  inconspicuous  attic,  for  the 
architectural  attic  above  the  entablature  of  the  Wall  st  build- 
ing is  evidently  a  later  and  utilitarian  addition  architecturally 
extraneous  and  negligible.  The  architecture  consists  in  effect 
of  the  colonnade  fronting  Wall  St.  The  other  three  sides  of  the 
building  consist  of  walls  almost  architecturally  blank,  well 
enough  very  possibly  for  their  purpose  of  foils  to  thg  single 
front  and  the  single  feature,  masses  of  good  and  solid  masonry 
of  cut  granite,  but  certainly  not  worth  considering  on  their 
own    account.      The    one    attempt    at    architecture    which    their 


each  side  upon  a  studiously  plain  basement.  It  is,  truly,  that 
Wall  St  front,  one  of  the  most  impressive  examples  on  Man- 
hattan Island,  or,  for  that  matter,  in  the  United  States,  of  the 
effectiveness  of  the  classic  colonnade.  If  it  have  a  rival  In 
its  own  kind,  it  is,  or  rather  was,  that  Colonnade  Row,  in 
Lafaj^ette  pi,  unfortunately  now  partly  demolished,  not  much 
posterior  to  it  in  point  of  time,  the  work  of  the  good  and  now 
forgotten  Seth  Geer.  It  is  an  unfailing  effect,  that  effect  of 
the  long  colossal  colonnade,  long  enough  to  be  interminable 
to  the  eye,  colossal  enough  to  give  it  a  scale  visibly  superior 
to  its  neighbors.  These  two  examples  of  it  would  prove  that, 
prove  it  better  perhaps  than  the  nearly  contemporary  colonnade 
of  the  Treasury  in  Washington,  prove  it  as  well,  perhaps,  as 
the  colonnade,  not  so  very  much  anterior  in  point  of  time,  of 
the  Bourse  in  Paris,  the  masterpiece  of  the  classic  revival  in 
France. 

Only   (and   this   is  our  point)    there   must   be   no  compromise. 
If  the  needs  of  your  building  happen  to  interfere  with  the  re- 
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Hendrik  Hudson  Co..  Owners. 


THE    HENDRIK    HUDSON    .M'ART.MENT    HOUSE. 
Riverside  Drive. 


Rouse  &  Sloan,  Architects. 


expanses  show,  outside  of  the  "trim"  of  the  windows,  which 
is  well  enough,  is  the  moulded  sill  course  under  the  third  story, 
which  divides  the  second  story  from  the  third,  and  this  is 
architecturally  worse  than  useless,  being  a  belt  without  rhyme 
or  reason,  emphasizing  a  division  of  the  wall  included  in  the  ' 
height  of  the  order  into  two  equal  parts,  a  division  which 
should  rather  be  slurred  than  emphasized.  The  order  is  the 
thing  which  to  all  intents  and  purposes  comprises  the  archi- 
tecture. 

The  order  is  the  thing  also  which  inevitably  compels  a  com- 
parison between  the  old  building  and  the  new,  of  which  it  is 
also  the  chief  feature.  The  question  arises,  do  the  architects 
of  our  current  variety  of  classic  understand  their  business  of 
making  an  effective  architectural  display  out  of  the  elements 
of  Greek  architecture  better  than  did  the  Greek  revivalists  of  the 
fourth  decade  of  the  nineteenth  century,  specifically  than  good 
old  Isaiah  Rogers,  fresh  from  such  triumphs  as  were  consti- 
tuted by  the  Astor  House  in  New  York  and  the  Tremont  House 
in  Boston?  Does  the  new  Custom  House  gain  or  lose,  as  a 
mere  matter  of  architectural  effect,  in  comparison  with  the  old? 

To  ask  that  question,  it  seems  to  us,  is  almost  to  answer  it. 
There  is  no  front  or  aspect  of  the  New  Custom  House  so  im- 
pressive and  imposing  as  the  Wall  st  front  of  the  old.  That 
row  of  twelve  monoliths  of  a  7iionumental  solidity  and  a  monu- 
mental scale,  the  four  central  mounted  upon  pedestals  which 
Bubdivide  the  broad  and  ample  "perron,"  the  flight  of  stairs 
which  gives  access  to  the  main  floor,  and  the  four  flankers  on 


quirements  of  your  architecture,  you  must,  as  a  conscientious 
'Hellenic  revivalist,  sacrifice  your  building.  The  "dodge,"  is 
one  may  say  so,  of  prefacing  a  portico  to  act  the  centre  of 
each  front,  as  exemplified  very  effectively  in  the  good  Ammi 
Young's  Boston  Custom  House,  will  not  wholly  and  in  most 
cases  serve  your  turn.  It  served  Ammi's  turn  because  the 
clerks  who  had  to  work  in  the  shadow  of  his  porticoes  and  to 
execrate  his  memory  every  hour  for  shutting  oft  their  light 
were,  luckily  for  him,  not  the  oflBcials  who  had  to  pass  upon 
his   plans. — Architectural   Record. 


To  Be  the  Largest  Apartment  House  in  Manhattan. 

The  above  design  is  by  Messrs.  Rouse  &  Sloan,  archi- 
tects for  the  new  Hendrik  Hudson  apartment  hou.se,  Hendrik 
Hudson  Co.,  owners.  The  structure  will  be  of  the  highest  type 
of  fireproof  construction  and  will  cover  a  plot  208  ft  on  River- 
side Drive  and  13.5  ft  deep  on  Cathedral  Parkway,  110th  and 
111th  sts,  and  will  cost  about  .$1,000,000. 

It  is  planned  with  a  system  of  exterior  courts  so  that  all 
apartments  face  the  Drive  or  the  streets.  There  will  be  nine 
apartments  on  a  floor,  consisting  of  six,  seven,  eight  and  nine 
rooms,  with  two  and  three  baths,  and  all  the  room,?  exception- 
ally large  and  light.  Living  rooms  will  bo  grouped  around  the 
foyers,  with  separate  entrances  to  foyers  and  kitchens,  giving 
the  largest  degree  of  privacy  and  reducing  the  private  halls  to 
a  minimum.     The  apartments  will  be  decorated,  and  the  trim,  nt 
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the  foyers,  halls  and  parlors  will  be  of  white  enamel.  Dining 
rooms  will  be  of  oak,  with  ornamental  wainscot  and  beam  ceil- 
ings. Libraries  will  be  trimmed  in  Circassian  walnut.  Kitchens 
and  bathrooms  will  have  tiled  wainscoting  and  all  fixtures 
throughout  will  be  of  the  very  highest  type. 

The  elevators  are  to  .be  concentrated  In  front  of  a  central 
court,  forming  an  imposing  architectural  feature.  The  apart- 
ments are  all  focused  towards  this  elevator  hall,  with  the  result 
that  the  house  will  be  enabled  to  be  operated  with  perfect  ser- 
vice with  many  less  elevators  than  is  ordinarily  the  case  with  a 
building  of  this  size.  The  main  entrance  hall  will  be  a  spacious 
room  decorated  in  Caen  stone  and  bronze  relief  ornaments,  and 
will  have  a  large  frieze  consisting  of  a  series  of  mural  paintings 
with  the  subjects  pertaining  to   the  history  of  Hendrix  Hudson. 

The  facade  in  scheme  will  be  that  of  an  Italian  villa,  built 
of  French  Pierre  de  Lens  limestone,  brick  and  colored  terra 
cotta,  with  wide  projecting  Spanish  tile  roof,  supported  by 
large  ornamental  bronze  brackets.  The  architects,  in  order  to 
get  the  desired  texture  in  the  mass  of  the  building,  will  use  in 
the  facade  Roman  shaped  brick  taken  from  the  run  of  the  kiln, 
laid  up  in  Flemish  and  Old  English  bonds  with  very  wide 
joints. 

The  Riverside  Drive  elevation  will  have  two  towers  to  rise 
above  the  main  roof,  connected  by  a  pergola.  At  all  of  the 
windows  there  will  be  wrought  iron  balconies,  with  window 
boxes  for  flowers  in  summer.  The  building,  with  its  scheme 
of  highly  colored  terra  cotta,  red  tile  and  use  of  foliage,  prom- 
ises to  harmonize  effectively  with  the  picturesque  surround- 
ings of  the  Drive. 

The  owners  have  acquired  the  remaining  property  of  the  block 
on  Cathedral  Parkway  and  the  greater  part  of  the  Broadway 
block,  and  will  shortly  erect  •  a  12-sty  addition,  making  this 
probably  the  largest  apartment  house  in  Manhattan.  The  com- 
plete power  plant,  including  dynamos,  engines,  boilers,  filters, 
etc.,  v.ill  be  inotailcd  in  the  new  addition.  Th«re  will  be  direct 
connection  v.ith  the  110th  st  and  Broadway  subway  station.  The 
building  will  be  under  the  same  management  as  the  Chats- 
worth  ap?.rtment  house.  Estimates  are  now  being  received  on 
all  contracts.  Following  are  the  contracts  so  far  issued:  Exca- 
vating, to  Patrick  Reddy;  face  brick,  to  Sayer  &  Fischer  Co.; 
steam  heating,  to  Mulhern  Steam  Heating  Co.  •  • 


Fireproof  Hotel  Construction. 


AS    EXEMPLIFIED   BY    THE    MARLBORO'-BLENHEIM,    AT- 
L.A.NTIC  CITY,    N.   J. 

By  ALBERT  MOYER.  Assoc.  Am.  Soc.  C.  E. 

THE  various  uses  of  Portland  cement  and  the  numerous 
combinations  of  Portland  cement  concrete"  with  other  fire 
resisting  material  as  applied  to  construction  work,  is  a  subject 
which  is  not  only  attracting  universal  attention  throughout  the 
entire  world,  but  it  is  extremely  interesting  to  the  progressive 
architect  and  engineer. 

It  is  only  withm  the  last  several  years  that  the  thinking  pub- 
lic has  turned  its  attention  towards  an  improved  method  of 
constructing  habitations.  .  It  is  rather  surprising  when  we  look 
back  and  consider  this  subject  that  the  everyday  question  of 
protection  against  the  elements"  in  the  matter  of  residences  has 
made  such  little  progress  through  the  ages.  Our  lives  are  daily 
exposed  to  danger  while  living  in  a  non-fireproof  structure. 
Self-preservation  is  said  to  be  the  first  law  of  nature,  and  for 
thousands  of  years  we  have  neglected  this  law.  It  is  only  dur- 
.  ing  times  of  great  calamities  that  the  public  is  made  to  think 
deeply  on  these  subjects.  The  Baltimore  flre,  the  Iroquois  The- 
atre fire  at  Chicago,  and  the  San  Francisco  earthquake  and 
fire  are  only  temporary  disasters.  The  lessons  they  have  taught 
are  of  incalculable  value. 

Opinion  has  been  divided  as  to  the  best  form  of  fireproof  con- 
struction. Some  clai-m  steel  frame  and  terra  cotta  floor  arches; 
others,  steel  frame  and  concrete  floor  arches;  still  others,  rein- 
forced concrete  construction  throughout.  It  would  seem  that  in 
deciding  the  question  the  purpose  for  which  the  structure  is 
built  should  entirely  govern  m  deciding  which  combination  of 
materials  should  be  used.  We  are  all  familiar  with  steel  frame 
and  burnt  clay  hollow  tile.  An  advance  has  been  made  in  com- 
"Dining  reinforced  conci>ete  frame  and  burnt  clay  hollow  tile. 

It  is  evident  that  the  question  of  fireproofing  is  of  the  ut- 
most importance.  Taking  into  consideration  the  purpose  for 
which  the  structure  is  to  be  used  and  weighing  the  question  of 
economy  with  that  of  obtaining  the  desired  results,  we  are  thus 
brought  directly  to  the  consideration  of  the  selection  of  the  best 
materials. 

Under  a  reasonably  hot  fire  steel  frame  will  buckle  and  col- 
lapse, causing  as  much  damage  to  the  structure  as  if  the  build- 
ing had  not  been  fireproof  at  all,  but  giving  possibly  sufficient 
time  tor  the  inmates  to  escape.  Reinforced  concrete  construc- 
tion will  withstand  as  hot  a  fire  as  the  inflammable  material 
contained  in  the  ordinary  hotel  or  residence  can  produce.  "Where 
burnt  clay  tile  as  a  filling  is  combined  with  reinforced  concrete 
it  is  obviously  for  the  purpose  of  economy,  and  furnishes  all  the 
■essentials  of  a  fireproof  material. 

A  notable  example  of  this   form   of  conatructlon  I3   the  new 


annex  to  the  Marlborough  Hotel,  Atlantic  City,  known  as  the 
Blenheim.  In  reality  this  is  not  an  annex,  but  a  separate  build- 
ing even  larger  than  the  hotel  proper.  This  building  is  attract- 
ing more  than  ordinary  attention.  It  is  in  close  proximity  to 
the  Marlborough,  and   under  the  same  management. 

It  is  no  exaggeration  to  say  it  has  proven  another  triumph  for 
reinforced  concrete.  Heretofore  reinforced  concrete  construc- 
tion has  generally  been  considered  a  slower  method  than  steel 
frame  construction,  but  in  this  instance  the  building  of  this 
hotel  has  shown  the  opposite  to  be  the  case,  the  work  having 
progressed  more  rapidly  than  would  have  been  possible  in  steel 
construction.  Work  began  almost  immediately  after  contracts 
were  signed.  There  were  no  waits  such  as  would  have  occurred 
in  steel  frame,  due  to  shop  drawings  and  manufacturing  the 
steel  to  dimensions,  which  delays  so  frequently  occur  because  of 
market  conditions.  Building  was  started  July  1,  1905,  and 
opened  March   1,   190l.>.     Eight   months. 

The  architects  of  the  building.  Price  &  McLanahan,  of  Phila- 
delphia, are  enthusiastic  on  tlie  subject  of  concrete,  and  their 
success  both  from  the  artistic  and  structural  standpoint,  has 
more  than  justified  their  faith.  Their  conviction  as  to  the  fire 
resisting  properties  of  concrete  is  "Dased  on  observations  made 
after  the  Baltimore  conflagration.  As  a  result  there  has  been 
successfully  introduced  into  the  structural  work  of  this  hotel,  a 
combination  of  reinforced  concrete  and  hollow  tile,  which  prom- 
ises to  be  more  than  satisfactory. 

The  outside  walls  supported  on  concrete  columns  and  girders 
are  of  hollow  terra  cotta,  plastered  inside  and  out  with  Port- 
land cement  plaster,  making  a  dry,  warm  wall,  impervious  to 
air  and  moisture  and  forming  with  the  metal  weather-stripped 
doors  and  windows  an  absolute  barrifr  against  wind  ajid 
weather. 

The  architectural  features  are  best  described  bv  the  accom- 
panying photograph.  Concrete  is  built  with  shovel  and  trowel, 
and  should  not  be  treated  as  an  imitation  of  any  other  ma- 
terial.     Its   proper   ornamentation   is   either   cast   in    moulds   as 


THE  MARLBORO'-BLENHEIM  HOTEL. 
Atlantic  City,  N  J. 

built,  or  such  as  can  be  run  or  fashioned  on  the  work  with  the 
addition  of  such  color  ornament  as  may  be  obtained  by  the  use 
of  terra  cotta  or  any  projecting  material,  used  as  wall  cop- 
ings, roofs,  pier  caps,  and  such  other  flat  color  ornamentation  as 
may  be  produced  by  the  use  of  tiles,  marble,  glass  or  other  ma- 
terial applied  to  the  surface. 

This  means  a  new  architecture  and  is  a  wide  departure  from 
the  classic  forms  and  accepted  styles,  although  it  is  not  nec- 
essary to  abandon  all  precedence.  In  this  building  the  archi- 
tects have  used  the  solid  walls  pierced  by  the  simplest  of 
openings  in  an  effort  to  reduce  to  a  minimum  the  chopped-up 
appearance  common  with  buildings  that  from  necessity  have 
many  windows.  An  effort  was  made  to  use  the  sfiadows  thrown 
upon  this  broken  surface  by  balconies  to  give  the  usual  relief 
obtained  by  ornamented  cornices,  with  the  addition  of  a  tile 
roof  and  some  beautiful  color  obtained  with  mercer  tile.  Thus 
sufficient  color  and  variety  were  secured  to  make  the  'ouilding 
essentially  plain  in  wall  surface  and  at  the  same  time  give  a 
sense  of  richness.  A  moderate  amount  of  terra  cotta  was  used 
when  required  for  sills,  copings  and  other  wall  projections. 
These  were  moulded  and  cast  in  appropriate  sea  forms,  colored 
light  green,  and  glazed,  which  has  the  additional  advantage  of 
destroying  any  semblance  of  stone  and  giving  it  a  plastic  char- 
acter that  seems  appropriate  to  moulded  ornament.  It  is  along 
the  line  of  simple  and  direct  expression  that  architecture  grows, 
and  cement  in  its  manifold  possibilities  spreads  before  us  a" 
new  field  for  the  imaginative"  designer, 

STRUCTURAL  FEATURES. 

The  general  structural  design  of  the  building  consists  of  a 
suitable  arrangement  of  columns  resting  on  piles  Supporting  re- 
inforced concrete  slab  footings.  These  piles  were  driven  by 
y.ater  jet  into  the  clean,  coarse  beach  sand.  They  wor^  sunk 
about  20  ft,  and  cut  off  below  water  level  to  receive  concrete 
piers  or  slab  footings. 

Tlie  pier  construction  was  comparatively  simple:  the  base 
courses  are  about  2-ft  o-in  slabs  carried  12  ins  below  the  pile 
tops  and  reinforced  about  2  ins  above  this  level  by  a  layer  of 
Kahn    trussed    bars,      T)<e    top    course    was    uniformly    12    Ins 
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thick  and  was  molded  with  a  'mortise  reaching  the  full  depth 
and  12  ins  square  to  receive  a  tenon  on  the  foot  of  the  column. 
The  footings  were  composed  of  one  part  Vulcanite  Portland 
cement,  2V4  parts  coarse  sand,  5  parts  94-in  brokan  stone.  The 
footing  construction  includes  besides  the  column  piers,  a  beam 
support  for  the  first  story  walls  of  granite  ashlar  masonry. 
These  beams  connect  the  wall  column  piers  all  around  the  build- 
ing at  a  level  about  4  ft  below  the  surface  and  are  simple  rein- 
forced concrete  girders.  The  column  construction  proper  is 
largely  rectangular  in  section  reinforced  by  the  Kahn  system. 
The  hooped  sections  were  designed  for  a  unit  stress  of  SoO  lbs 
per  square  inch,  while  those  without  hoops  were  designed  for 
unit  stress  of  500  lbs.  Some  of  the  columns  were  of  octagonal 
section.  These  were  used  only  for  the  '.-nain  tower  in  the  first 
story  or  lobby  floor.  Others  were  of  circular  section  and  were 
for  the  same  columns  in  the  second  story  or  exchange  floor. 

At  each  floor  these  columns  carry  a  system  of  wall  and  floor 
girders  and  at  their  tops  they  support  the  roof  frame  work. 
The  roof  girders  and  slabs  are  reinforced  concrete,  the  slabs 
between  floor  girders  are  in  some  places  reinforced  concrete,  but 
usually  are  a  special  construction  composed  of  closely  spaced 
parallel  beams  of  reinforced  concrete  filled  in  between  with 
hollow  tiles. 

The  exterior  walls  are  of  hollow  tile  with  pebble  dash  Port- 
land cement  plaster  finished  and  decorated  with  terra  cotta 
and  ornamental  tiles. 

Floors. — The  floor  construction  is  a  system  of  girders  carried 
by  the  columns  and  supporting  slabs  of  reinforced  concrete,  or 
of  combination  reinforced  conciote  and  hollow  tile  construction. 
The  construction  of  the  girders  calls  for  brief  mention  only. 
They  are  dimensioned  and  reinforced  according  to  the  loads 
required.  The  filling  slabs  between  gicders  are  straight  rein- 
forced concrete  in  certain  bays  of  the  lower  fioor  in  tlie  front 
wing,  but  in  all  other  places  they  are  a  combination  construc- 
tion of  reinforced  concrete  and  burned  clay  hollow  tile.  Eight- 
inch  slabs  are  used  for  the  longer  spans  and  5-in  for  shorter 
spans,  the  depths  of  the  tiles  being  respectively  0  ins  and  3  ins. 
It  will  be  seen  that  we  have  in  this  construction  a  2-in  con- 
crete slab  stiffened  every  1(1  ins  by  reinforced  ribs  filled  with 
hollow  tiles  of  suitable  dimensions  to  give  a  flat  ceiling.  In 
designing  such  a  slab  the  concrete  is  figured  to  carry  the  stress, 
the  tiles  being  considered  simply  as  fillers.  As  a  matter  of  fact, 
however,  the  tile  will  have  a  certain  amount  of  arch  action  and 
thus  add  to  the  strength  of  the  floor. 

The  fioor  covering  in  the  guest  rooms  is  a  2-in  layer  of  cinder 
concre_te  in  which  pipes  and  wires  are  imbedded  and  which  is 
covered  with  a  1-ln  finishing  coat  of  cement  mortar,  trowelled 
smooth  with  round  fillets  at  the  wall  angles.  In  the  rooms  de- 
voted to  public  purposes,  wood  nailing  strips  are  imbedded  in 
the  cinder  concrete,  to  which  is  attached  a  board  fiooring-. 

Walls. — The  exterior  walls  are  independently  supported  for 
each  story  by  reinforced  concrete  wall  girders  as  in  steel  skele- 
ton-frame buildings.  The  first  story  wall  is  granite  ashlar 
masonry.  The  walls  for  all  stories  above  the  first  are  of  hollow 
tile  laid  up  in  Vulcanite  Portland  cement  mortar  and  carried  oh 
the  wall  girders  at  'the  floor*  lines.  The  outside  of  the  wall  tiles  Is 
given  a  finish  consisting  of  a  pebble  dash  coat  of  one  part  Port- 
land cement  and  one  part  sand. 

Roofing. — The  roof  construction  consists  of  pitch  roof  fcr  the 
centre  and  rear  wings,  the  solarium  and  the  large  dorniers, 
arch  roof  for  the  small  dormers  and  dome  roof  for  the  ball- 
room in  the  solarium  and  main  and  small  towers.  These  roofs 
are  all  constructed  of  reinforced  concrete.  They  are  supported 
at  the  eaves  by  the  wall  girders  at  that  level,  and  at  the  tops 
of  the  main  slopes  by  longitudinal  12x24-in  girders  connecting 
the  interior  columns.  The  roof  slab  Is  continuous  from  the  arch 
and  between  opposite  eave  lines  and  is  divided  by  the  interior 
column  girders  into  three  bays,  one  centre  bay  and  two  side 
bays.  The  slab  in  the  centre  bay  is  unstifl'ened,  but  those  in  the 
side  bays  are  stiffened  every  12  ft  by  10x20  and  lOxlS-in  rafters 
reaching  from  the  interior  column  girders  and  to  the  wall  gird- 
ers at  the  eaves.  The  girders  and  rafters  are  made  flush  with 
ihe  top  of  tlie  slab  and  are  of  reinforced  concrete.  The  concrete 
slab  itself  Is  G  ins  thick,  of  1  part  Vulcanite  Portland  cement, 
2%  parts  sand  and  5  parts  cinder,  with  reinforcing  birs  piral- 
lel  with  the  rafters  and  10  ins  apart.  The  roofs  were  designed 
for  a  live  load  of  30  lbs  per  square  foot,  using  the  same  unit 
stresses  for  concrete  and  for  steel  as  were  used  in  the  floor 
wiTk.  The  notable  feature  of  their  construction  is  the  use  of 
stone  concrete  for  all  stiffened  ribs,  rafters,  etc.,  and  of  cinder 
concrete  for  the  slabs. 

The  object  of  the  cinder  concrete  slab  construction  was  two- 
fold, it  reduced  the  loads  on  the  supports  and  it  gives  a  ma- 
terial to  which  the  roofing  tiles  could  be  nailed  directly. 

The  stair  construction  is  of  reinforced  concrete.  The  stairs 
c<insist  of  a  solid  slab  plain  on  the  under  side,  having  its  upper 
side  notched  to  form  the  steps.  Landings  between  the  flights  are 
of  the  same  type  of  construction  as  the  floors,  reinforced  con- 
crete and  tile. 

METHODS    OF    CONSTRUCTION. 

The  methods  adopted  for  carrying  out  construction  work  were 

designed  for  speed.     Unusual  pains  were  taken  so  as  to  plan  the 

work  and  equip  it  with  ;i.  plant  so  that  the  operations  would  be 

facilitated  to  the  greatest  degree.     The  concrete  was  all  mixed 


in  two  batch  mixers  and  conveyed  to  the  forms  in  wheelbar- 
rows, lianded  to  the  upper  stories  by  elevators.  The  forms  were 
made  on  the  .=ite,  a  circular  saw  operated  by  electric  motor  hav- 
ing been  -installed  tor  cutting  the  timber  to  dimensions. 

In  constructing  the  columns  and  floors,  the  forms  for  an  en- 
tire story  were  set  up  complete.  The  girder  forms  were  of  the 
ordinary  trough  construction  and  are  supported  by  the  column 
forms,  and  intermediate  posts.  The  slab  forms  are  of  special 
construction.  In  place  of  the  usual  solid  floor  construction  there 
were  used  2x8-in  planks  laid- with  S-in  spaces  between.  The 
tile  fillers  for  the  floor  slab  were  placed  so  as  to  span  the  open 
space  between  these  planks  and  lap  2  ins  onto  the  planks  at 
each  edge.  The  tik;  and  plank,  tlierefore,  together  constitute 
the  form  for  moulding  the  ribbed  slab.  The  column  moulds  were 
constructed  of  the  usual  planking,  held  together  by  a  rectangu- 
lar yoke  which  slips  over  the  form,  fitting  loose,  and  tightened 
by  wecges. 

The  concrete  was  straightforward  work.  A  rather  wet  mix- 
ture was  used.  Each  fioor  contained  30,000  sq  ft  of  surface, 
which  was  usually  concreted  in  three  days.  Two  weelis  were 
required  for  building  a  whole  story,  including  the  erecting  and 
taking  down  of  the  forms. 


Bronx  Building  Statistics. 

In  the  total  of  (iST  buildings  for  which  plans  were  filed  in  the" 
Bronx  during  the  months  of  April,  May  and  June  of  this  year, 
207  were  frame  dwellings  and  152  were  brick  flats.  The  loss  in 
the  number  of  fiats  as  compared  with  the  record  for  the  corre- 
sponding period  of  lOOij,  amounts  to  70,  which  is  .a  very  consid- 
erable rate  for  so  brief  a  period  as  three  months.  The  small 
gain  in  dwellings  does  not  make  up  for  the  tenements,  and  the 
total  estimated  cost  of  the  buildings  for  which  plans  were  filed 
is  .$3. 271. (-MX)  less  than  the  record  made  by  the  similar  quarter  of 
the  previous  year.  For  the  first  six  months  of  tlie  present  year 
the  tenement  house  projects  were  40  per  cent,  less  than  in  thg 
first  half  of  100.5.  In  the  following  table  is  exhibited  Bronx  sta- 
tistics for  the  second  quarter  of  the  year: 

1906. 1905. 

No.  No. 

Classification —  Bldgs.   Est.  cost.   Bldgs.    Est.  cost. 

Dwellings,  other  than  frame,  of  es- 
timated    cost     between     !l;20,0<X) 

and  .$50,000   1  .$20,000 

Less    than    $20,000 83  002,000      96  $616,000 

Flats     and     tenenaents,     estimated 

cost   over  $15,000 119      5,057,000    210         8,480,000 

Flats     and     tenements     less     than 

$15.000 33         364,000      12  '130,000 

Hotels    2  20,500        3  22,!500 

Stores    15  52,850      15  49,000 

Office    buildings    4  40.200         1  2  000 

Factories 14  110,850        8  42.700 

Schoolhouses 2  125,000         1  50^000 

Churches 3  30.370        4  47,(MX» 

Public   buildings,   etc 9         353,000      10        1,143.500 

Stables   35  327.8.50      28  13.5,000 

Frame    dwellings    297       1,477,950    281         1,294,950 

Frame  tenements  12  85,900      23  144,125 

687  $9,036,610  731  $12,307,065 
Locations  of  buildings,  for  quarter  ending  June  30,  1900: 
North  of  Harlem  River,  south  of  177th  st — Commenced,  284; 
completed,  238;  in  progress.  078;  west  of  Bron.'c  river,  north  of 
177th  st — commenced,  121;  completed,  134;  in  progress,  259; 
east  of  Bronx  River — commenced,  192;  completed;,  158;  in 
progress,  208.  Total  commenced,  597;  completed,  530;  in  prog- 
ress, 1,223. 

Number  of  buildings  altered,  220,  at  a  cost  of  $361,985. 


The  Pennsylvania  Station. 

Most  of  the  excavating  for  the  new  terminus  of  the  Pennsyl- 
vania Railway  has  now  been  performed,  and  the  herculean  work 
is  advancing  rapidly.  In  a  very  few  weeks  the  general  con- 
tractor for  the  superstructure  will  be  permitted  to  make  a  start. 
One  of  the  first  operations  taken  in  hand  was  the  building  of  a 
concrete  retaining  wall  entirely  round  the  site.  This  wall  is 
carried  down  to  rock  level,  and  for  a  considerable  proportion  of 
its  extent  is  of  the  same  depth  as  the  excavation.  The  thick- 
ness of  the  wall  is  .5  ft.  at  the  top  and  .30  ft.  at  the  base  in  the 
deepest  parts.  All  material  excavated  is  removed  by  locomo- 
tives through  a  covered  cutting  and  along  an  elevated  railway 
to  a  wharf  built  en  the  North  River,  whence  it  is  conveyed  by 
barges  to  the  New  Jersey  shore  and  used  for  filling  in  the  site 
of  the  new  freight  station  in  course  of  construction  by  the 
Pennsylvania  Railway  Company.  Among  the  various  problems 
encountered,  that  of  maintaining  the  thoroughfares  crossing  the 
site  of  the  station  was  one  of  the  most  serious.  For  instance, 
to  provide  for  the  conduct  of  traffic  along  Eighth  avenue  it  was 
necessary  to  build  a  massive  trestle  viaduct  .500  ft.  long  to 
support  the  whole  width  of  the  roadway  and  footwaiks,  and  of 
sufficient  strength  to  carry  also  the  permanent  way  and  conduit 
of  the  electric  tramway  along  the  same  highway.  The  value 
of  a  site  in  the  middle  of  New  York  covering  nearly  23  acres  is 
a  sufficiently  heavy  item;  and,  taking  into  account  excavation, 
building,  and  other  work,  the  total  cost  of  the  new  terminus 
will  be  so  great  that  nothing  but  the  extremely  congested  con-- 
dition  of  traffic  in  the  city  could  justify  the  expenditure  in- 
volved. 
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Building  Operations. 


Automobile   Garage  for  a  Choice  7tlr  Av.    Corner. 

Maximilian  Zipkes.  147  4th  av,  is  preparing  plans  r.nd  speci- 
fications for  a  1-sty  brick  and  concrete  garage;  also  4  stores, 
to  occupy  the  plot  70x100  ft  on  the  northwest  corner  of  7th  av 
and  110th  st.  The  cost  is  estimated  to  be  about  $25,000.  E. 
Tribelhorn  has  charge. 


National  Biscuit  Co.  Awards   Contract. 

9TH  AV — The  Andrew  J.  Robinson  Co.,  123  East  23d  st,  has 
obtained  the  general  contract  to  build  for  the  National  Biscuit 
Co.  a  new  8-sty  loft  and  bakery  building,  108.15x150  ft,  to  be 
erected  on  9th  av,  northwest  corner  15th  st,  at  a  cost  of-  $280,- 
000.  A.  G.  Zimmerman,  Home  Insurance  Building,  Chicago,  is 
the  architect. 


Norcross  Bros.  Get  Large  Baltimore  Contract. 

Norcross  Bros.  Co.,  100  5th  av.  hist  week  received  the  general 
contract  to  build  the  new  Colonial  Trust  Building,  on  Sara- 
toga st,  Baltimore.  Md.,  adjoining  the  new  Metropolitan  Savings 
Bank,  which  structure  Norcross  Bros,  are  also  building.  Messrs. 
Ellicott  &  Emmart,  Union  Trust  Building,  Baltimore,  are  the 
architects.  The  facade  will  be  in  white  marble,  with  a  base  of 
granite  1-sty,   with  a  mezzanine  floor. 


New  Business  Building  in  West  24th  St. 

24TH  ST— William  H.  Birkmire,  3!)(!-,3i)S  Broadway,  has  been 
commissioned  to  prepare  plans  for  an  11-sty  and  basement  store 
and  business  building,  for  Andrew  J.  Kerwin,  Jr.,  builder,  of  15 
West  24th  st,  to  be  erected  on  a  plot  of  100  ft  frontage,  by  a 
depth  of  99  ft,  at  Nos.  27  to  35  West  24th  st.  The  structure  is 
to  be  ready  for  occupancy  some  time  in  1907.  Mr.  Kerwin 
built  the  Carlton  Hotel,  and  also  the  "  Georgia,"  at  70th  st  and 
Amsterdam  av.     No  building  contracts  have  yet  been  awarded. 


Half  Million  Dollar  Apartment  for  Park  Av. 

PARK  AV — The  Densmore  &  Complon  Building  Co.,  307  .5th 
av,  will  soon  begin  the  erection  of  a  13-sty  fireproof  elevator 
apartment  house  on  a  plot  120.5x92.6  ft  at  471  to  479  Park  av. 
The  building  will  measure  120.5x82  ft,  and  will  be  arranged  in 
suites  for  housekeeping  purposes  for  40  families,  with  fi  families 
to  each  floor.  The  exterior  will  be  of  light  brick,  limestone  and 
terra  cotta,  and  the  interior  will  be  equipped  with  marble,  tile, 
glass,  mosaic,  and  electric  elevators,  w-ith  every  possible  im- 
provement. The  estimated  cost  will  be  in  the  neighborhood  of 
half  a  million.  No  contracts  have  yet  been  made  for  the  work. 
C.  W.  Buckham,  of  307  5th  av,  will  be  the  architect.  The  Bens- 
more  Co.  is  now  building  similar  structures  opposite  Barnard 
Field,  on  llOth  st,  between  Broadway  and  Riverside  Drive,  and 
at  100  to  108  East  58th  st,  from  plans  by  Mr.  Buckham.  Builder 
E.  E.  Paul.  289  4th  av,  is  the  general  contractor  for  both. 


Contract  for  Ralph  Pulitzer's  Country  Home. 

The  J.  C.  Vreeland  Building  Co..  of  1  Madison  av,  has  secured 
the  general  contract  to  build  the  handsome  country  residence  of 
Ralph  Pulitzer,  of  Manhattan,  in  the  Manhasset  section  of  Long 
Island.  The  building  is  to  cost  about  $100,000.  It  will  be  lo- 
cated on  what  was  formerly  the  Hauseman  place,  between  Man- 
hasset and  Westbury.  From  the  hilltop  where  the  house  will 
stand  both  the  ocean  and  sound  can  be  seen.  There  are  nearly 
200  acres  in  the  estate.  It  extends  to  the  property  of  Payne 
Whitney,  at  Manhasset,  and  almost  to  the  Deepdale  estate  of 
William  K.  Vanderbilt,  Jr.,  at  Success  Lake.  The  design  v^-ill 
be  that  of  a  New  England  farmhouse  of  colonial  times,  shingled, 
painted  a  severe  white,  with  green  shutters  and  doors.  The  en- 
tire front  elevation  is  240  ft.  The  central  building  will  be  the 
main  portion  of  the  house,  that  to  the  §ast  being  for  living 
rooms,  with  the  service  part  to  the  west.  The  central  part  will 
be  44x76  ft;  the  eastern  part  36x48  ft,  and  the  western  part  24x 
46  ft.     The  structure  is  to  be  completed  within  a  year. 


Apartments,  Flats  and  Tenements. 

142D  ST — Meyer  Sacks,  573  Hopkins  av.  Queens,  will  build 
at  221  West  142d  st,  a  6-sty  17-family  flat,  24.10x86.11  ft,  cost 
$2o,000.     Harry  Zlot,  230  Grand  st.  is  planning. 

13TH  ST — Samuel  Wanderman  &  Son,  230  Grand  st,  will 
erect  at  530-532  East  13th  st,  a  6-sty  38-family  flat,  50x90.3, 
cost  $55,000.     Samuel  Sass,  28  Park  Row,  is  planning. 

13TH  ST— Liebenthal  Bros.,  67  West  125th  st,  will  build  on 
south  side  of  13th  st,  299  ft  west  of  Av  A,  a  6-sty  33-family  flat, 


39x90.3  ft,  cost  .?42,000.  Geo.  Fred  Pelham,  503  5th  av,  is  archi- 
tect. 

123D  ST— Raphael  Kurzrok,  491  Broadway,  will  build  on  the 
north  side  of  123d  st,  90  ft  west  of  3d  av,  a  6-sty  33-family  flat, 
50x87.11,  cost  $50,(HX).  Chas.  M.  Straub,  122  Bowery,  is  archi- 
tect.   - 

136TH  ST — Abraham  Perleman,  91  Mangin  st,  will  soon  build 
on  north  side  of  136th  st,  85  ft  west  of  5th  av,  four  6-sty  28- 
family  flats,  37.6x86.11  ft,  cost  $140,000.  Chas.  M.  Straub,  122 
Bowery,  is  planning. 

97TH  ST— Charles  I.  Weinstein,  81  East  109th  st,  will  build 
on  the  southwest  corner  of  97th  st  and  Madison  av,  two  6-sty 
28-family  flats,  50x90  ft,  to  cost  $110,000.  Geo.  Fred  Pelham, 
503  5th  av,  is  planning. 

07TH  ST— M.  V.  B.  Ferdon,  755  East  23d  st,  is  preparing 
plans  for  a  5-sty  flat,  50.2x90  ft,  for  Geo.  A.  Branigan,  of  Kent, 
Ohio,  to  be  erected  on  the  southeast  corner  of  67th  st  and  Am- 
sterdam av,  cost  $50,000. 

58TH  ST— On  the  north  side  of  5Sth  st,  414.3  ft  west  of  1st 
av,  Goodman  &  Shuppert,  3  Park  Row,  will  erect  a  6-sty  31- 
family  flat,  40.9x87.5  ft,  cost  $40,000.  Bernstein  &  Bernstein, 
24  East  23d  st,  are  architects. 

166TH  ST— On  the  north  side  of  166th  st,  95.1  ft  west  of 
Edgecombe  rd,  Joseph  Jacobson,  57  West  112th  st,  will  build 
two  5-sty  50x48  ft  flats, 'from  plans  by  Sonimerfeld  &  Sleekier, 
19  Union  sq,  to  cost  $36,000. 

140TH  ST — Morris  D.  Dubinsky,  115  East  111th  st,  is  to  build 
on  the  south  side  of  140lh  st,  350  ft  east  of  Lenox  av,'  two  6-sty 
33-family  flats,  50x87.11  ft,  to  cost  $100,000.  Chas.  M.  Straub, 
122  Bowery,  is  making  the  plans. 

GOERCK  ST. — Sorkin  cfe  Riccardi,  124  Bowery,  are  about  to 
build  on  the  northwest  corner  of  Gocrck  and  East  Houston  sts, 
two  6-sty  tenements,  50x55.6  ft,  to  cost  $85,000.  Bernstein  & 
Bernstein,  24  East  23d  st,  are  architects. 

167TH  ST — Joseph  Jacobson,  57  West  112th  st,  is  about  to 
build,  on  the  west  side  of  167th  st,  111.8  ft  north  of  Edgecombe 
av,  two  5-sty,  59.8x  irregular  flats,  to  cost  $."50,000.  Sommerfeld 
&  Steckler,  19  Union  sq,  are  now  planning. 

EDGECOMBE  RD — Sommerfeld  &  Steckler,  19  Union  sq,  are 
preparing  plans  for  a  5-sty  34-family  flat,  40.9x85.6,  for  J.  Ja- 
cobson, 57  West  112th  st,  on  the  west  side  of  Edgecombe  rd, 
between  160th  and  167th  sts,  to  cost  $8(J,000. 

179TH  ST — Moore  &  Landsiedel,  148th  st  and  3d  av,  are  pre- 
paring plans  for  a  5-.sty  19-family  flat,  50x90,  for  Donald  Rob- 
ertson, 246  West  lOSth  st,  to  be  erected  on  the  southeast  cor- 
ner of  170th  st  and  St.  Nicholas  av.    Cost  ,$60,000. 

Maximilian  Zipkes,  147  4th  av,  is  preparing  plans  and  specl- 
flcations  for  the  erection  of  a  6-sty  and  basement,  store  and  flat 
building  on  a  plot  73x150  ft.  to  cost  $85,000,  on  the  west  side  of 
Washington  av,  109  ft  north  of  163d  st.  Louis  Kleban  is  the 
owner. 


Stables. 

120TH  ST— W.  Sommerville,  321  East  122d  st.  has  obtained 
the  contract  for  extensive  alterations  to  the  4-sty  stable,  227 
East  120th  st,  for  Richard  Webber,  208  East  120th  st.  B.  & 
J.  P.  Walther.  147  East  125th  st,  architects. 

'18th  ST — No  contracts  have  yet  been  awarded  for  the  6-sty 
stable,  40.x85  ft,  which  Linda  Stackelberg.  18  East  60th  st,  will 
build  at  157-1.59  West  ISth  st,  to  cost  $60.0(X>.  Brick  exterior, 
tile  coping,  brick  cornices,  flat  roof,  etc.  George  M.  McCabe.  2 
West  14th  st,  is  architect.  Frank  Rose,  18  East  60th  st,  will 
superintend. 


Alterations. 

3D  AV — John  Ph.'  Voelker,  979  3d  av,  has  plans  ready  for  al- 
teration to  1979  3d  av,  for  G.  B.  Peyser,  and  I.  Unger,  969  2d 
av. 

3D  AV — D.  J.  Comeyns,  147  4th  av,  is  making  plans  for  al-. 
terations  to  1319  3d  av,  to  cost  about  $8,000.  C.  Hornhester,  on 
premises,  is  owner. 

EAST  BROADWAY — Maximilian  Zipkes,  147  4th  av,  is  draw- 
ing plans  for  alterations  to  l.'!7  and  1.39  East  Broadway,  to  cost 
$7,000.     H.   Sakalsky  &  Son,  owners. 

•  13TH  ST — Maximilian  Zipkes  has  under  way  plans  for  the 
alteration  to  622  East  13th  st,  front  and  rear  house,  general  re- 
modeling and  sanitary  alterations,  to  cost  $7,000.  A.  Segal, 
owner. 

3D  AV — Louis  McConnell,  1775  3d  av,  is  making  plans  for 
alterations  to   1669  3d  av  for  the  Plerson  Estate,  31  Liberty  st. 

LUDLOW  ST — S.  Franker.  214  Broome  ist,  will  make  exten- 
sive alterations  to  144  Ludlow  st,  cost  about  $10,000.  Max 
Muller,  3  Chambers  st,  is  making  plans. 
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HE   Highest  Standard  of 
Instruction  in  Real  Estate 


We  teach  by  mail  howlto  buy  and  sell  real  estate.    We  teach  all  the  phases 

of  the  real  estate  business  thoroughly  and  exhaustively:  and  our  lessons  will 

be  worth  hundreds  of  dollars  to  every  one  interested  in  real  estate, 

IT    IS    THE    IDEAL    METHOD 

Write  for  Booklet  H.  which  will  tell  you  all  about  it 

V,  S.  Besl  Estate  Correspondence  Institute,  Hegeman  Bide.  200  B'way 


Miscellaneous. 

The  New  York.  New  Haven  &  Hartford  R.  R.  Co.,  will  build 
a  new  passenger  station  at  New  Haven,  Conn.,  to  cost  $500, CHX). 

Robert  W.  Hunt  &  Co.,  C6  Broadway,  have  been  appointed 
engineers  for  the  repair  work  to  be  done  on  the  gas  works  at 
Richmond,   Va.      The   work   is    to   cost   about   $500,000. 

The  New  York,  New  Haven  &  Hartford  Railroad  Co.  has 
plans  ready  for  the  new  station  it  will  erect  at  New  Rochelle, 
N.  Y.,  at  an  expense  of  about  $1,000,000.  The  station  will  have 
six  tracks  and  subway  connections,  and  will  be  arranged  with 
entrances  from   four  streets. 


Estimates  Receivable. 

FORDHAM  HEIGHTS— Maximilian  Zipkes  is  taking  esti- 
mates for  the  material  and  construction  of  two  buildings  to  be 
erected  in  Fordham  Heights  for  the  Benioff  Realty  &  Construc- 
tion Co. 

WASHINGTON  AV— Maximilian  Zipkes,  147  4th  av,  is  taking 
estimates,  on  plastering,  painting,  fireprooflng,  marble,  tiling, 
electricity,  gas  fixtures,  for  a  5-sty  and  basement  building  at 
Washington  av  and  St.  Pauls  pi,  for  the  Zipkes  Construction  Co., 
owners. 

145TH  ST — No  contract  has  yet  been  awarded  for  the  1-sty 
store  building,  100.6x80  ft,  which  the  Henry  Morgenthau  Co.,  20 
Nassau  st,  is  to  erect  on  the  south  side  of  145th  st,  100  ft  east 
of  Sth  av,  at  a  cost  of  $25,000.  Buchman  &  Fox,  11  East  59th 
st,  are  arcliitects. 


Contracts   Awarded. 

The  Abbot-Gamble  Co.,  .32  Broadway,  has  received  a  contract 
from  the  Edison  Electric  Illuminating  Co.,  358  Pearl  st,  Brook- 
lyn,  to  construct  underground  conduits,   at  .$25,000. 

47TH  ST— Walter  H.  C.  Hornum,  3G0  West  125th  st,  has 
awarded  to  Gordon  &  Stein,  57  East  112th  st,  contract  for  im- 
provements to  353  West  47th  st,  for  Solomon  Loewensohn,  1977 
7th   av. 

78TH  ST— J.  Odell  Whitenack,  99  Vandam  st,  has  obtained 
the  contract  for  alterations  to  the  3-sty  residence,  131  East 
78th  st,  for  A.  M.  Lord,  from  plans  by  Messrs.  Lord  &  Hewlett, 
10  East  23d  st. 

G5TH  ST — Sloane  &  Moller,  31C  East  C5th  st,  have  received 
the  contract  for  alterations  to  the  3-sty  factory  and  office  build- 
ing, south  side  of  G5th  st,  181.3  ft  east  of  2d  av.  Henry  Placek, 
316  East  05th  st,  architect. 

34TH  ST — F.  J.  Ferrell,  148  West  27th  st,  has  received  the 
gener^  contract  to  remodel  the  4-sty  store  and  hall  building, 
253  West  35th  st,  for  Martin  Beekman,  314  West  39th  st,  from 
plans  by  G.  W.  Foster,  Jr.,  1  West  .34th  st. 

The  Stanley  Electric  Mfg.  Co.  has  obtained  the  contract  to 
furnish  the  motors  to  be  used  in  connection  with  the  installa- 
tion of  the  high  pressure  fire  service  in  Brooklyn.  The  con- 
tract represents  an  expenditure  of  about  $60,000. 

40TH  ST — Richard  Deeves  &  Son,  309  Broadway,  has  ob- 
tained the  contract  for  extensive  improvements  to  the  5-sty 
factory,  south  side  of  40th  st,  215  ft  west  of  2d  av.  Rees  & 
Rees,  232  East  40th  st,  owners,  and  Frank  A.  Rooke,  489  Sth  av, 
architect. 

41ST  ST — John  Armstrong,  1448  Broadway,  has  obtained  the 
contract  for  extensive  alterations  to  the  10-sty  hotel  south  side 
of  41st  st,  90  ft  east  of  Broadway,  from  plans  by  B.  &  J.  P. 
Walfher,  147  East  125th  st.  New  stairways,  walls,  coluinns,  etc. 
M.  L.  Townes,  E.  J.  McCrossin,  .375  Fulton  st,  Brooklyn,  and 
Douglass  W.  Mabe,   Saratoga  Springs,  are  owners. 

125TH  ST — Morris  B.  Baer  has  leased  to  Frank  G.  Swart- 
wout  and  Benj.  Hurtig.  for  03  years  from  May  1,  1900,  Nos.  60  to 
76  East  125th  st,  a  plot  125x100,  on  which  will  be  erected  a  6-sty 
department  store  building.  The  plans  are  by  Neville  &  Bagge, 
and  call  for  an  iron  and  glass  front.  The  general  contract  has 
been  awarded  to  Schlesinger  &  Schlesinger,  520  West  40th  st. 

BROAD  ST — William  H.  Mersereau,  32  Broadway,  has  award- 
ed contracts  for  $50,000  worth  of  alterations  to  the  5-sty  build- 
ing southeast  corner  of  Broadway  and  Pearl  st,  for  the  Sons  of 
the  Revolution,  140  Broadway,  as  follows:  S.  H.  McGuire  & 
Son,  1170  Broadway,  carpentry  and  masonry;  W.  H.  Quick.  .51 
John  st,  plumbing;  Curran  Mfg.  Co.,  512  West  30th  st,  steam 
heating;  Chester  Tile  Co.,  .38  East  21st  st,  tile  work,  and  Cleve- 
land &  Ryan,  26  Cortlandt  st,  electrical  work.  Edward  Wet- 
more,  34  Pine  st.  Is  president,  and  A.  N.  Hotch,  91  Broadway, 
treasurer. 


Bids  Opened. 

Bids  received  by  James  W.  Stevensgn,  Comr.  of  Bridges,  for 
constructing  the  Pelham  Bridge  over  Eastchester  Bay,  in  Pel- 
ham  Bay  Park,  Boro.  of  the  Bronx,  were  as  follows:  Lawlor 
Bros.  Construction  Co.,  13  Park  Row,  $318,053;  Williams  En- 
gineering &  Contracting  Co.,  13  Park  Row,  $253,534;  North  East- 


ern Construction  Co.,  949  Broadway,  $273,032;  W.  A.  Engerman, 
.$309,398;  Goodwin  Construction  Co.,  00  Wall  st,  Naughton  & 
Co.,  209  Broadway,  $288,764. 

Bids  were  opened  by  the  Board  of  Education  on  Monday,  July 
16,  No.  1,  for  additions  and  alterations  in  electric  equipment  in 
Public  .School  No.  2,  Manhattan.  T.  Frederick  Jackson,  Inc.,  at 
$1,.573,  low  bidder.  Other  bidders  were:  Griffin  &  Co.  and  Le 
Baron  B.  Johnson.  No.  2,  for  the  general  construction,  etc.,  of 
additional  stories  on  temporary  buildings  in  rear  of  Public  School 
No.  45,  Brooklyn.  F.  W.  Carlin  Construction  Co.,  at  $22,000, 
low  bidder.  Other  bidders  were:  James  MacArthur,  Charles 
Meads  &  Co.,  P.  S.  O'Brien  and  George  Hildebrand.  No.  3,  for 
the  general  construction  of  new  toilets  and  general  altera- 
tions to  Public  School  No.  .50,  and  alterations  in  Public 
School  No.  143,  Brooklyn.  George  Hildebrand,  P.  S.  50, 
$16,977;  William  Home  Co.,  P.  S.  143,  $1,310.  For  alterations 
and  additions  to  heating  and  ventilating  apparatus  of  Public 
Schools  Nos.  51  and  116,  Brooklyn:  William  Home  Co.,  P.  S. 
51,  $1,040;  G.  A.  Roberg,  P.  S.  116,  $649. 


BUILDING      NOTES 


The  Sprague  Electric  Co.  has  reopened  its  office  in  San  Fran- 
cisco, in  the  Atlas  Building  on  Mission  st. 

The  Butler  Bros.  Construction  Co.,  1170  Broadway,  announces 
the  changing  of  its  corporate  name  to  Butler  Bros.  Hoft  Co. 

At  a  meeting  of  the  Sinking  Fund  Commissioners  on  Wednes- 
day, it  was  decided  to  appropriate  $37,000  for  furniture  for  the 
new   Seventy-first   Regiment  Armory. 

Lee  &  Hewitt,  consulting  engineers,  have  opened  an  office 
at  234  5th  av.  Mr.  Lee  was  formerly  chief  engineer  of  the 
Miller-Collins  Co.,  and  Mr.  Hewitt  was  assistant  engineer  for 
the  Passaic  Steel  Co.,  of  Paterson,  N.  J. 

Sewer  pipe  will  hereafter  be  the  subject  of  free  competition, 
as  the  rft-ust  promised  the  Federal  Court  this  week,  at  James- 
town, N.  Y.,  to  dissolve.  Charges  of  a  secret  contract  to  con- 
trol production  and  prices  had  been  brought  against  the  as- 
sociation. 

The  jobs  left  vacant  by  the  striking  plumbers,  members  of 
Local  Union  No.  2,  have  been  largely  filled  by  the  members  of 
Local  480  and  also  by  outside  men.  The  strikers  have  been 
unsuccessful  in  bringing  on  sympathetic  strikes  in  other  trades 
in  defiance  of  the  arbitration  agreement. 

A  strike  in  sympathy  with  carpenters  was  ordered  on  Tues- 
day last,  at  the  new  ferry  house  of  the  Erie  Railroad,  foot  of 
West  23d  st,  because  the  D.  Lupton  Sons'  Company,  which  is 
doing  part  of  the  work,  is  einploying  sheet  metal  workers  on 
the  open  shop  plan.  The  Snare  &  Triest  Co.  is  the  general  con- 
tractor. 

The  Department  of  Mechanical  Engineering,  Columbia  Uni- 
versity, held  a  fire  test  on  July  18th,  of  a  concrete  floor  and  col- 
umn constructed  by  the  Cummings  system  at  the  Columbia  Fire 
testing  station  on  110th  st,  one  block  west  of  Broadway.  The 
test  was  conducted  under  the  supervision  of  the  Bureau  of 
Buildings. 

Hendricks'  Commercial  Register  of  the  United  States  for 
Buyers  and  Sellers,  for  1906,  eleventh  annual  edition,  is  ready 
for  delivery.  More  improvements  and  additions  have  been 
made  to  this  edition  than  to  any  we  have  heretofore  received. 
The  1905  edition  required  44%  pages  to  index  its  contents,  while 
the  1906  edition  requires  GIM  pages,  making  an  addition  of  17 
pages.  Each  one  of  these  pages  of  index  contains  412  classi- 
fications, making  a  total  of  7,004  new  classifications.  Each 
classification  refers  to  manufacturers  of  some  specialty  that  has 
been  added.  In  consequence  of  these  vast  improvements  and 
additions  the  book  has  been  delayed  fully  ten  weeks.  Published 
by  the  S.  E.  Hendricks  Co.,  76  Elm  st,  Manhattan. 

The  Plaza  Hotel  murder  merely  adds  another  crime  to  the 
large  number  that  the  rough-and-ready-fisted  iron  bridgemen 
have  had  charged  against  them  since  they  became  a  part  ot 
the  building  forces  of  the  metropolis.  The  dramatic  details  of 
the  midair  and  midday  crime  have  horrified  the  public,  but  the 
atrocity  is  but  little  more  serious  than  a  great  many  that  have 
been  committed  in  secret  places  and  in  the  shadows  of  the 
night  by  members  of  the  same  union.  Fortunately  the  police 
did  not  let  all  the  assassins  in  this  case  slide  through  their 
fingers,  though  certain  remarks  by  the  coroner  manifests  that 
peculiar  sympathy  for  organized  labor  which  oftentimes  blinds 
the  eyes  of  peace  officers  to  their  crimes.  His  criticism  of  the 
Puller  Co.  for  putting  watchinen  on  guard  is  at  least  absurd,  as 
the  precaution  is  one  that  has  had  to  be  taken  many  times  in 
the  past  to  protect  peaceable  workmen  from  the  brutality  of 
the  disciples  of  Sam  Parks. 

Work  began  on  Saturday  last  tearing  down  the  old  Park- 
hurst  church  at  Madison  av,  southeast  corner  24th  st.     The  low- 
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ei-ing  of  tlie  steeple  is  now  progressing  slowly,  while  tearinir  out 
the  interior  framework  procaeds.  Upon  this  property  the  Metro- 
politan Life  Insurance  Co.  will  begin  at  once  the  erection  of  a 
tower  building,  to  measure  TSxlM  ft.,  providing  11.,2.jO  sq.  ft., 
which  will  complete  the  company's  building,  taking  up  the  en- 
tire block  bounded  by  Madison  and  4th  aves,  2.3d  and  24th  sts. 
The  tower  will  overtop  the  Singer  Building  tower  (40  stories)  at 
Broadway  and  Liberty  st  by  a  number  of  stories,  making  this  the 
tallest  structure  in  this  country.  No  building  contracts  have  yet 
been  awarded.  The  Singer  Building  will  be  593  ft.  in  height, 
and  it  is  estimated  that  the  Metropolitan  wull  go  nearly  700  ft. 
Napoleon  Le  Brun  &  Son,  1  Madison  av,  are  the  architects.  The 
new  Parkhurst  Church  is  situated  immediately  across  the  way, 
on  the  northeast  corner,  and  will  be  ready  to  open  in  early  fall. 


A  Scheme  of  Structural   Betterments. 

General  Bingham  is  strongly  of  the  opinion  that  what  may  be 
called  a  type  of  architecture  should  be  adopted  for  police  houses. 
As  he  has  given  the  matter  much  consideration  and  has  formu- 
lated quite  definite  ideas,  it  is  probable  that  a  decided  change 
in  police  architecture  will  be  noted  in  the  next  buildings  erected. 


somewliat  reduced,  and  in  other  parts  the  price  would  be 
higher.  According  to  the  General's  plan,  $11,000,1100  would  be 
required  to  equip  the  police  of  the  greater  city  with  suitable 
quarters.  The  present  station  houses  are  of  various  styles  and 
types,  and  different  architects  liad  widely  divergent  views  aa  to 
the  type  of  house  best  adapted  to  the  special  use  of  police  pre- 
cinct stations.  The  type  the  commissioner  has  adopted  is  a  4-sty 
house  on  a  lot  l(X)xl00  ft,  with  a  central  driveway  and  an  in- 
terior central  court.  The  probability  is  that  about  ten  new  houses 
will  be  built  each  year  hereafter  until  the  Bingham  plan  is 
carried  out  in  full,  at  a  cost  of  $2.(X)0,0lK)  each  year.  This 
amount  has  been  provided  by  the  Board  of  Estimate  for  the 
coming  year.  4 

Steel  for  Manhattan  Bridge. 
President  P.  Ryan,  of  the  Ryan-Parker  Construction  Co., 
which  has  the  contract  to  build  the  superstructure  of  the  Man- 
hattan Bridge,  says  his  company  is  in  a  position  to  obtain  all 
the  steel  that  will  be  needed  for  the  work.  As  there  were 
rumors  in  the  trade  of  an  attempt  to  make  a  compact  not  to 
sell  steel  to  the  successful  bidders,  and  compel  them  to  sell 
out,   so    that   certain   steel    companies   could    themselves   get   the 


59th  Street  and  .5th  Avenue,  Manhattan. 


THE    NEW   PLAZA   HOTEL. 
(Now  in  course  of  construction.) 


In  General  Bingham's  viejv  there  should  be  a  comprehensive 
scheme  of  betterments.  New  station  houses  should  be  built  for 
.57  old  and  new  "precincts.  No  new  station  house  should  be 
erected  less  than  100x100  ft  in  size.  All  should  have  interior 
courts.  The  entrance  used  by  the  police  department  should  be 
prohibited  to  the  public,  who  should  enter  in  another  way.  The 
entrance  should  be  on  the  street  level  so  that  the  patrol  wagon 
or  ambulance  may  drive  inside  and  the  gates  be  shut,  thus 
screening  prisoners,  especially  women  and  children,  from  the 
gaze  and  interference  of  the  public.  All  cells  should  be  of  the 
latest  model  of  steel  construction,  with  grated  ceilings,  good 
plumbing,  ventilation,  etc.,  and  each  house  should  have  provis- 
ion made  for  a  matron.  Stable  accommodations  should  be  ar- 
ranged in  the  interior  of  the  building  for  patrol  wagon  and  the 
necessary  horses. 

The  general  style  of  architecture  should  be  severe  and  strong, 
and  modeled  rather  like  an  armorj'  than  a  summer  villa.  In  ad- 
dition to  the  usual  and  indispensable  rooms  and  appliances,  the 
following  should  be  provided  for:  Steam  heating  apparatus, 
shower  baths  rather  than  tub  baths,  vacuum  cleaning  apparat- 
us, a  clerk's  room,  matron's  room,  small  gymnasium,  electric 
lighting,  plenty  of  storage  room  and  book  cases. 

Gen.  Bingham  says  precinct  station  houses  should  be  erected  so 
far  .as  practicable  at  the  corners  of  streets.  The  type  of  station 
house  indicated  will  cost  at  present  prices  an  average  of  not 
less  than  $150,000.     In  some  parts  of  the  city  this  price  would  be 


H.  J.  Hardenbergh,  Architect. 

benefit  of  the  contract  in  a  more  direct  and  lucrative  way,  the 
announcement  is   important. 

Bridge  Commissioner  Stevenson  said  that  the  occasion  for 
all  the  talk  was  a  special  clause  in  the  specifications  which 
placed  a  short  time  limit  on  the  delivery  of  anchorage  eye-bars 
to  go  into  the  concrete  foundation  for  the  bridge  anchorage 
on  the  Brooklyn  side  of  the  bridge.  This  foundation,  he  said, 
is  now  ready  to  receive  the  eye-bar  chain,  which  would  moor 
the  bridge  on  the  Brooklyn  side.  There  are  about  1,700  tons 
of  this  heavy  steel  material,  so  constructed  as  to  form  a  chain 
in  the  solid  concrete — each  link  weighing  nearly  one  ton.  He 
said  that  there  were  too  many  steel  companies  making  steel 
of  this  kind  to  place  any  serious  obstruction  in  the  way  of 
getting  it. 

P.  Ryan,  president  of  the  Ryan-Parker  Co.,  said  on  Wed- 
nesday: "We  will  show  the  steel  corporation  that  we  can  build 
the  bridge  and  build  it  in  quicker  time  than  they  would  build 
it.  We  are  here  to  stay.  We  will  not  be  sold  out  nor  frozen 
out.  We  can  get  all  Ihe  steel  we  want  and  get  it  on  time.  They 
will  find  that  there  are  others.  The  Manhattan  Bridge  won't 
be  a  hospital  bridge  like  the  Blackwell's  Island  Bridge,  to  keep 
in  suspended  construction  to  furnish  jobs  to  engineers  and 
others  when  they  get  out  of  a  job  elsewhere." 

It  is  understood  that  an  agreement  has  actually  been  made 
by  the  Ryan-Parker  Co.  with  a  large  steel  concern  to  supply 
the  material  and  deliver  it  in  the  specified  time. 


SEMl-AHNUAL  REPORT  OF  THE  LAWYERS  MORTGAGE  COMPANY 


JULY    1st,    I906 

To  the  Board  of  Directors. 

Geutlemen— The  business  of  the  Company  tor  the  first  half  of  the  year  190G  shows  a  steady 
advance   and   development. 

The  Company  has  sold  during  the  past  six  months  812,629,387  of  Guaranteed  Mortgages, 
has  made  a  net  increase  in  Outstanding  Guaran'eed  Mortgages  of  *.?, 405,896  and  has  now  out- 
standing  a   total   of  •48,282,077  of  Guaranteed  Mortgages. 

A  comparative  statement  of  the  earnings  of  the  Company  for  the  first  halt  of  the  years 
1903.   190-i,   1905  and  I'JOG  is  as  follows: 

EARNINGS. 

1st  half  '03.   1st  half  '04.  1st  half  '05.  1st  half  'Oe; 

Interest    on    Mortgages    $79,009         ?95,238  $84,L'86.40  $80,902.75 

Premiums    tor    Guarantees    42.391           52,770  77,216.70  109,426.96 

Rent,    Commissions,    etc 3,197            3,365  9.817.43  5.'924.84 

Gross    Earnings    $125,197  $151,373       $171,320.53  $202,254.55 

EXPENSES. 

1st  half  '03.  1st  half  '04.   1st  half  '05.  1st  halt  '06. 

Rent     $2,813  $3,150  $3,102.01  $3,046.88 

Salaries     19,134  21,158  23,.j20.00  26.874.38 

Advertising     1.294  2,262  3,048.41  4,948.01 

Stationery     1,422  573  1,794.35  1,573.30 

Taxes   and    General   Expenses    ,        27.045  22.084  18,887.53  12,699.11 

Gross    Expen-ses     $52,308  $49,227         $50,352.90        $49,141.68 

Net    Earnings,    6    months $72,889  $102,147       $120,967.57       $153,112.87 

The  earnings  on  Capital  Stock  and  Dividends  for  recent  years   have  been   as   follows ; 

Capital.  Earnings.                    Dividends. 

1902     !t;i,(XKj,0(X>  6  per  cent.               '5  per  cent. 

1903     2..';(X).tK:iO  7  per  cent.  5  per  cent. 

1904    2-,.5(X),0(W  8  per  cent.  6  per  cent. 

1905    2,.XI0.(KKJ  11  per  cent.  7  per  cent. 

190G    (First   Half)    2,500,000  •12  per  cent.  '8  per  cent. 

♦Annual   Rate. 


The  large  increase  in  outstanding  Guaranteed 
Mortgages  in  the  past  six  months  is  but  little 
reflected  in  the  earnings  for  that  period,  but 
will  show  in  the  last  half  of  the  year.  -No 
earnings  are  made  when  mortgages  are  sold,  the 
Company's  half  per  cent,  annual  profit  coming 
only    as    time    elapses. 

UNEARNED     PREMIUMS. 

In  addition  to  the  cash  earnings  are  the  Un- 
earned Premiums,  which  consist  of  one  half 
per  cent,  per  annum  on  outstanding  mortgages 
from  the  date  of  this  statement  to  their  maturi- 
ties. These  future  profits — which  are  not  carried 
as   assets   have   increased   as   follows: 

Unearned  Premiums,  July  1st,  1903 $130,223 

Unearned  Premiums.  July  1st.  1904 201,438 

Unearned   Premiums,   July  1st.   1905....     421,320 

Unearned  Premiums,  July  1st,   1906....     545,629 

ASSETS   AND   LIABILITIES. 

July    1st.    1906. 

ASSETS: 

New   York   City   Mortgages $3,905,549.53 

Company's    Brooklyn    Building 85.000.00 

Cash     218,162,99 

$4,208,712.52 
LIABILITIES: 

Capital     $2,500,000.00 

Surplus     ; 1,500,000.00 

Reserved  tor  payment  of  Mortgage 

Tax    ..; 10.808.52 

Undivided    Profits     197,904.00 

$4,208,712.52 
During  the  past  three  years  Dividends  have 
been  paid  to  Stockholders  amounting  to  $550,- 
OW,  in  addition  to  which  $2(10.404  have  been 
carried  to  Surplus  or  Undivided  Profits,  making 
a  total  of  .$810,404,  to  which  should  be  added 
the  net  increase  in  Unearned  Premiums  of 
$415,400,  making  total  net  earnings  tor  the  past 
three  years   of  $1,225,810. 

The  Assets  and  Liabilities  of  the  Company 
were  verified  and  its  accounts  were  examined  as 
of  June  .30th,  1906.  by  THE  AUDIT  COMPANY 
OF  NEW  YORK,  the  latter  certifying  to  the  cor- 
rectness of  the  statement  of  Assets  and  Liabil- 
ities and  to  the  Earnings,  Expenses  and  Divi- 
dends tor  the  first  halt  of  the  year  1906  as  re- 
ported  herein. 

The  statistics  of  the  Company's  business  for 
recent  years  are  as  follows: 

Net  Gain  in 

Outstanding 

Mortgages       Mortgages       Guaranteed 

Sold.  Paid  off.  Mortgages. 

1902    .$4,105,575         $2,065,083         $2,040,492 

1903    9.014.014  3.350.514  5,663,500 

1904    10,2t>9,278  5,826.629         10.442,649 

)903    19,922,099    •       7.1.5.'5.625         12,760,384 

1900,    First 

0  Months.12,029,387  5.224,091  7,405,296 

OUTSTANDING    GUARANTEED    MORTGAGES. 

January   1st,    1903 $12,004,248 

January   1st,    1904 17,677,748 

January    ISt,    1905 28,110.397 

January    1st,    1900 40,870,781- 

July   1st,    19O0   (Half  Year) 48,282,077 

There  are  3. 788  loans  outstanding,  the  average 
loan  amounting  to  $12,745. 

An  analysis  of  the  Guaranteed  Mortgages  sold 
during  the'  first  six  months  of  1906  shows  the 
following    facts: 

DISTRIBUTION    BY   CUSTOMERS. 

Savings    Banks    $2.191. .300 

Trustees     3.374.9.50 

Individuals    4,401,000 

Charitable  Institutions    879.900 

Trust    Companies     301,700 

Insurance  Companies,  Fire,  Life,  etc.       1,117,000 
Mortgage    Certificates,    etc 363.537 

$12,629,387 
From    these    conservative    classes    of    investors 
the   Company  continues  to   gain   new   customers, 
as  Is  evidenced  by  the  following  figures: 

INCREASE  OF  CUSTOMERS. 
Number  of  customers  January   1st,   1906. .  1,3(55 
Old    customers    lost 25 

1,340 
New   customers   gained 304 

Total    customers    July    1st,    1906 1,644 


Mortgages  sold  to  old  customers $5,865,700 

Mortgages  sold  to  new  customers....  4,414,950 

Mortgages  renewed  by  old  customers.  1,985,200 

Mortgage  Certificates,   etc 363,537 


$12,629,387 

DISTRIBUTION   BY   RATES. 

New  York  Mortgages  sold  to  net  4%..   $1,998,500 

New  York  Mortgages  sold  to  net  4V4%.     5,594,200 

Brooklyn  Mortgages  sold  to  net  4i;4%.     3,957,950 

Bronx   Mortgages   sold   to   net  4% 42,000 

Bronx  Mortgages  sold  to  net  4'^% 673,200 

Mortgage    Certificates,    etc 303,537 


$12,629,387 
DISTRIBUTION  BY  AMOUNTS. 
NEW  YORK: 
Mortgages  sold  from  $5,(KH1-$1o.0O0.  . .  $471,000 
Mortgages  sold  from  $1(I,ikki-.«_'.-|.000.  .  2,288  200 
Mortgages  sold  from  $:;.'i.i«>ii-.<.'.o,(XIO. .  3.5O5i00O 
Mortgages  sold  from  .^.■jU,(XH»-$1OO,O0O.  1,028,500 
Mortgages  sold  from  $1(X).000  upward.  300.000 
Mortgage  Certificates,   etc 363  537 


BROOKLYN: 

Mortgages  sold  under    $2.500 

Mortgages  sold  from  $2.500-$5.000. . . 
Mortgages  sold  from  $5.000-$10.000.  . 
Mortgages  sold  from  $10.000-$25.000. 
Mortgages  sold  from  $25,O0O-$5O,000. 


BRONX: 

Mortgages   sold   under  $2.500 

Mortgages  sold  from  .fi.'.oO-iJ.-i.ono. . . 
Mortgages  sold  from  $."i,(»(kj  SKi.oiiO. . 
Mortgages  sold  from  .$lo,(Hm-.'i;L'.%,000. 
Mortgages  .sold  from  $25,O0O-$o0,O00. 


$7,956,237 

$111,450 

1.565,900 

855,600 

1,371,000 

54,000 

$3,957,950 

$2,500 

87.700 

10,000 

101.000 

514,000 

$715,200 


The  following  map  shows  the  distribution  of 
the  total  outstanding  Guaranteed  Mortgages  of 
the  Company  on  July  1st,  1906  r^JHEig^j^jgl 
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It  la  worthy  of  note  that  S6  per  cent,  of  the 

Company's  mortgages  are  on  Manhattan  Island 
(all  below  145th  Street,  except  as  to  $532,800), 
28  per  cent,  are  in  Brooklyn  and  6  per  cent,  in 

the  Bronx,  all  loans  being  confined  to  estab- 
lished and  built-up  sections. 


VALUATIONS     OF     LAND     AND     BUILDINGS. 

X'''"5°'  Value  ot  Mortgage 

Land.  Buildings.  Total.  Loans. 

Manhattan. 

$29,648,400    $20,414,500    $50,062,900    $31,820,740 

Brooklyn. 

6,444,250      16,204,000      22,(>4S,250      13,819,300 

Bronx. 
1,498,750        2,208,600        3,707,350        2  278  500 
Mortgage    Certificates,    etc. 
^^^— ^  363.537 

$37,591,400    $38,827,100    $76,418,500    $48,282,077 

The  average  amount  loaned  by  the  Company  is 
63  per  cent,  of  the  Company's  own  appraisal. 

FIRE   INSURANCE. 

Mortgage  Fire 

,,     .    .^                                     Loans.  Insurance. 

Manhattan     $31,820,740  $25,047,800 

Brooklyn    13,819,300  14,596,700 

P/oD'c 2,278,500  2,247,400 

Mortgage  Certificates,  etc.        303,537        

$48,282,077    $42,491,900 

'The  Company  reiterates  Its  adherence  to  the 
following  safeguarding  limitations,  which  are 
enforced  only  by  the  Lawyers  Mortgage  Com- 
pany.   • 

First:  The  total  outstanding  Guaranteed  Mort- 
gages are  limited  to  twenty  times  the  capital  and 
surplus  of  the  Company.  (This  is  the  accepted 
i-uropean  standard,  whose  safety  has  been  dem- 
onstrated by  135  years  of  successful  mortgage 
experience.) 

Second:  The  profits  of  the  Company  on  Guar- 
anteed Mortgages  are  limited  to  one-half  per 
cent,  per  annum.  (A  similar  limitation  is  re- 
quired by  law  of  European  Mortgage  Companies 
and  removes  the  temptation  to  accept  doubtful 
loans  for  the  sake  of  larger  profits.) 

Third:  The  loans  of  the  Company  are  limited 
to  the  Boroughs  of  Manhattan,  Brooklyn  and  the 
Bronx.  (No  loans  made  in  adjoining  suburban 
territory.) 

Fourth:  The  loans  of  the  Company  are  limited 
to  selected  and  well  built  up  districts  in  these 
Boroughs.  (No  loans  made  in  undeveloped  dis- 
tricts,   or  near   nuisances.) 

Fifth:  The  loans  of  the  Company  are  limited 
to  income-producing  business  or  residence  prop- 
erty. (No  loans  made  on  vacant  land,  churches, 
factories,    theatres,    or   any    special    utilization.)* 

The  effectiveness  of  these  limitations  in  safe- 
guarding the  Company's  investments  is  clearly 
evidenced  by  the  remarkably  clean  record  as  to 
delinquent  interest  and  foreclosures  which  the 
Company  maintains,  the  Company  owning  no 
foreclosure  real  estate,  having  but  one  mort- 
gage under  foreclosure  (amount  .$4,500)  and  hav- 
ing interest  more  than  one  month  delinquent  of 
only   $1,193.75. 

The  disastrous  conflagration  In  San  Francisco 
has  naturally  weakened  many  fire  insurance 
companies  doing  business  in  New  York  and 
Brooklyn,  and  has  led  the  Company  to  adopt 
the  rule  that  henceforth  fire  inaurance  policies 
will  only  be  accepted  in  companies  having  a 
capital  and  surplus  of  over  $1,000,000. 

The  sound  principles  on  which  the  Lawyers 
Mortgage  Company  conducts  its  business  and 
the  publicity  with  which  it  reveals  every  detail 
of  the  same,  have  won  the  confidence  of  the 
most  cautious  investors  in  New  York  and  form 
the  basis  of  the  steady  increase  in  Us  annual 
sales  of  Guaranteed   Mortgages. 

The  passage  of  the  Mortgage  Recording  Tax 
Law.  which  substitutes  a  tax  of  one-half  per 
cent,  on  the  recording  of  a  mortgage  for  the  an- 
nual charge  of  one-half  per  cent,  as  provided  in 
the  Mortgage  Tax  Law  of  1905.  is  a  measure 
which  will  undoubtedly  greatly  help  the  busi- 
ness of  this  Company.  While  any  tax  on  a  mort- 
gage is  double  taxation  and  vicious  in  principle, 
the  present  law  is  a  practical  compromise  which 
should  greatly  benefit  both  borrowers  and  lend- 
ers. Its  chief  effect  will  doubtless  be  to  attract 
to  mortgage  investments  those  estates  and 
trustees  which  have  hitherto  invested  in  other 
securities  in  order  to  avoid  a  heavy  personal 
tax.  The  Lawyers  Mortgage  Company  will  now 
be  able  to  offer  tax-exempt  New  York  City 
Mortgages  of  the  highest  grade  guaranteed  to 
net  4%  or  4^.%. 

It  may  fairly  be  said  that  New  York  City 
Mortgages,  selected  by  an  experienced  company, 
secured  by  business  or  residence  property,  having 
an  ample  margin  on  present  values  and  with  the 
added  strength  of  New  York's  annual  increase 
of  over  100,000  in  population  and  further  guar- 
anteed by  a  Company  of  $4,000,000  of  assets, 
form  the  strongest  mortgage  security  offered  to 
investors. 

RICHARD     M.     HURD. 

President. 


•"THE  SCIENCE  OF  CITY  MOKT- 
CAGE  l,ENDIN«i,"  giving  specific  principles 
on  which  the  Company's  mortgage  lending  la  based, 
sent  on  request. 
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IN  THE  REAL  ESTATE  FIELD 
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Real  Estate  and  Building  Statistics. 

The  following  are  the  comparative  tables  of  Manhattan,  The 
Bronx  and  Brooklyn  of  the  Conveyances,  Mortgages  and  Pro- 
jected Buildings  for  the  corresponding  weeks  of  1905  and  1906: 

MANHATTAN    AND    THE    BRONX. 

CONVEYANCES. 

1906.  1905.   • 

July  12  to  18,  Inc.  July  14  to  20,  Inc. 

Total  No.  tor  Manhattan 423  Total  No.  tor  Manhattan  514 

No.  with  consideration .  26  No.  with  consideration..  37 

Amount  Involved 18,087,978  Amount  Involved $2,223,550 

Number  nominal 397  Numbernomlnal 477 


Total  No.  Manhattan,  Jan.  1  to  date 

No.  with  consideration,  Manhattan,  Jan. 

1  to  date 

Total  Amt.  Manhattan,  Jan.  1  to  date 

1906. 
July  12  to  18,  Inc. 


1906. 
14,417 


876 
$45,650,324 


$5 


1905. 
14.495 


1.142 
.215,345 


Total  No.  for  the  Bronx . 
N(x  with  consideration.. 

Amount  involved 

Number  nominal 


$43' 


48G 

60 

,305 

420 


1905. 
July  14  to  20,  Inc. 
Total  No.  for  The  Bronx  313 

No.  with  consideration. .  .    28 

Amount  Involved $141,419 

Numbernomlnal 290 


Total  No.,  The  Bronx,  Jan.  1  to  date 

Total  Amt..  The  Bronx,  Jan.  1  to  date... 
Tota.]  IVo.  :nanbatlau  and  The 

Bronx.  Jan.  ttodate 

Total  Ami.  .naulialtau  and  The 

Bronx,  Jan.  1  to  date 


1906. 
7.574 
$5,188,234 

1905. 

8.484 
$9,349,819 

21,991 

22,979 

S50,736,S.3S 

•  66,564,664 

Assessed  Value,  manhattan. 

1906.  1905. 
July  12  to  18,  Inc.  July  14  to  20,  Inc. 

26  37 

$3,087,973  $2,223,550 

$2,598,000  $1,435,500 

397  477 

$12,223,600  $14,075,000 

876  1,142 

$45,550,324  $57,216,345 

$31,511,575  $39,488,557 

13.541  13,353 

$449,348,110  $454,842,484 


T»tal  No. ,  with  Consideration 

Amount  Involved 

Aflsassed  Value  

Total  No.,  Nominal 

Aflsessed  Value 

Tetal  No.  with  Consld.,  from  Jan.  let  to  date 

Amount  Involved "  '* 

Assessed  value "  " 

Total  No.  Nominal ••  ■■ 

Assessed  Value "  *• 


MORTGAGES. 

1908. 
. — July  12  to  18,  inc. . 


Manhattan. 

Total  number 444 

Amount  Involved $9,517,033 

No.ates 224 

Amount  Involved $2,262,718 

No.  at  5J„?i 

AADunt  involved 

No.    at  5S?J 16 

Amount  involved $222,300 

No.  a«»li)i 1 

Amount  Involvd $7,000 

No.  at  5H 108 

Amount  Involved $4,393,150 

Ho.at4HH 

Amount  InvolTod 

No.at4V^H 80 

Amount  Involved $774,500 

K».  •«4,Hik 

AjBount  liiTolvod 

N».  at4X 8 

Amount  involved $127,500 

NuwbMat  «'jV 

btlnvolveS 

erat2«X 

MOJil  Involved 

If ».  wtQiout  Interest 58 

Amount  Involved $1,729,665 

N».   above  to    Bank,    Tinist 

aad  Insurance  Companies  50 

Amount  Involved $1,780,700 

Tet&l  No. ,  Manhattan,  Jan.  X  to  date 

Total  Amt.,  Manhattan,  Jan.  1  to  date 

Total  Ho.,  The  Bronx,  Jan.  1  to  date 

Total  Amt..  The  Bronx,  Jan.  1  to  date 

Tstal  Mo.,  manhattan  and  The 

Bronx,  Jan.  1  to  date  

Total  Ami.  .Tlanhattan  iKnd  The 

Bronx,  Jan.  1  to  date       


Bronx. 

436 

f  1.450,304 

71 

$314,380 


1906 

^  -July  14  to  20,  Inc. 

Manhattan.         Bronx. 


48 
$118,343 


114 
$622,294 


3 
$22,500 


200 

$872,787          

11           

$150,600             ,. 

1906. 

11,381 

$213,450,193 

5,418 

$42,576,097 

16,799 

«2S6,026,290 

1905. 

14.597 

$384,810'494 

7,019 

$64,120,994 

21,616 

«44S,931,4SS 

NOTE.— Owing  to  the  great  number  of  mortgages  filed  on  June  SO  oflast  year 
It  is  impossible  to  give  a  correct  comparison  of  the  corresponding  week  011905 


PROJECTED  BUILDINGS. 


f otal  No.  New  Buildings : 

Manhattan 

The  Bronx 


1B06.  1905. 

July  14  to  20,  inc.  July  16  to  21,  Inc. 


Sf  a«d  total 

Total  Amt.  N',,»  Buildings  : 

Manhattan 

The  Bronx 


Grand  Total. 


Total  Amt.  Alterations : 

Maanatt&n 

Tho  Bronx 


Grand  total 

Tetal  No.  of  New  Buildings : 
Manhattan,  Jan.  1  to  date. 
The  Bronx,  Jan  1  to  date. . 


mnhtn-Bronx,  Jan.  1  to  date 

etal  Amt.  Now  Buildings  : 

Manhattan,  Jan.  1  to  date 

The  Bronx,  Jan.  1  to  date '. 

mnbtu-Bronx,  Jan.  1  to  date 

Tatol  Amt.  Alterations : 

lOjUitn-Bronx    Jan.  1  to  date 


20 
26 

101 
61 

48 

152 

$1,029,850 
227,850 

$5,683,400 
1,603,560 

$1,267,200 

$7,286,960 

$259.62$ 
18,825 

$409,795 
4.150 

$278,450 

$413,945 

1,180 
1,336 

1.303 
1.852 

2,516 

2.745 

$80,613,030 
17,403.645 

$71,628,087 
23.298.675 

«97,916,57.5 

•  94,931,762 

•13,334,699 

•9,612,185 

Total  number 

No.  with  consideration  '.'.'.'... 

tjnouct  Involved 

Number  nominal !!!!!!.! 

TotHi  number  of  CouTeyancesl 

Jan.  1  to  date 

Total  anionnt  of  Courrjances, 

Jan.  1  to  date ; 


BROOKLYN. 

C0NTETANCE8. 

1908.  1906. 
July  12  to  18.  inc.    July  13  to  19,  Inc. 

1,150  74T 

60  92 

$869,598  $507,893 

1,090  655 


29,373 
•18,943,079 


25,264 
•  19,303,812 


MOBTQAGES, 

Total  number 

Amount  Involved 

No.  at6?i ]]'_\\ 

Amount  Involved 

No.  at5}i?4 .'.'.'.".'.' 

Amount  involved .* 

No.  at  o'ifi '."."..'.' 

Amount  involved 

No.  at  5i% '.'..'.v.......... 

Amount  involved 

No.  at  5?i ;;".;.' 

Amount  involved 

No.  at  m^t-i ;;; 

Amount  involved  

No.  at  4?i .".'.' 

Amount  involved 

No.  at  3!i 

Amount  Involved !.".!!!!! 

No.  without  interest .'. 

.Amount  Involved .' 

Total     number    of    lIOTtgagem. 

Jan.  1  to  date 

Total    amount    of    mortg^ag-es, 

Jan.  1  to  date »90,607,153     $123,816,638 

PROJECTED  BUILDINGS. 
No.  of  New  Buildings 

Estimated  cost 

Total    No.    of    New  BuiidinirsI 
Jan.  1  to  date 


1.052 

$4,215,239 

498 

$1.6«4,787 

154 

$902,460 


3 

$2,300 

309 

$1,18S,956 

3 

$59,000 

I 

$1,500 


84 
$399,236 

21,607 


263 
$1,969,446 


21,294 


183 
$1,813,628 


Total  Amt.  of  New  Buildings, 
Jan.  1  to  date ". .. 

Tetal  amount  of  Alterations. 
Jan.  1  to  date 


4,574 
•  32,819,342 
•3,041,977 


4,489 
•36,881,479 
•2,978,143 


NOTE.— Owing  to  the  great  number  of  mortgages  filed  on  June  30  of  last  year 
It  is  Impossible  to  give  a  correct  comparison  of  the  correspondlnc  week  of  ioos' 


corresponding  week  of  1905. 


PRIVATE    SALES    MARKET 


■V\'hile  the  week  in  real  estate  was  as  uneventful  as  any  this 
summer,  it  brought  some  indications  of  a  return  of  normal 
conditions.  On  Monday  real  estate  trading  touched  the  low- 
water  mai-k  for  the  season.  Tuesday's  transactions  were  quite 
colorless,  but  on  Wednesday  the  lease  of  the  Kenesaw  for  a  long 
tei-m,  Judge  Blanchards  purchase  of  a  dwelling  in  92d  st,  and 
the  sale  of  a  100-ft  frontage  in  West  24th  st  were  changes  from 
the  monotony  of  tenement  house  trading.  To  Brooklyn  came 
signs  of  a  return  of  reasonableness  in  prices,  the  absence  of 
which  has  practically  blocked  transactions  in  choice  sections. 
A  realization  of  the  fact  that  owners  were  asking  far  more 
than  even  a  good  value  for  their  properties  has  at  last  pene- 
trated the  public  mind.  During  the  week  there  was  a  decided 
return  of  activity  in  Brooklyn,  and  it  is  said  among  brokers  that 
a  very  busy  fall  can  be  assured  if  owners  and  builders  will  stop 
standing  in  their  own  light.  In  all  parts  6t  the  greater  city 
things  seem  to  be  shaping  for  a  very  satisfactory  fall,  in  build- 
ing as  well  as  trading.  The  great  drop  in  brick  values  amount- 
ing to  almost  50  per  cent,  is  a  strong  invitation  to  quicken  tene- 
ment house  construction,  and  with  mortgage  money  gradually 
getting  into  good  shape  again,  there  is  yet  time  for  the  fulfiil- 
ment  of  the  prediction  that  190C  will  surpass  its  predecessor  as 
a  building  year. 


South  of  59th  Street. 

BAXTER  ST— Henry  A.  Goldman  sold  for  a  client,  to  Moses 
A.  Friedman  and  Louis  Harris,  10  and  12  Baxter  st,  a  6-sty 
building,  37x85. 

CATHERINE  SLIP.— Finestone  &  Albert  sold  for  I.  Schreyer 
to  the  Lockwood  Realty  Co.  17  to  25  Catherine  slip,  and  resold 
them  to  M.  Garone. 

DELANCET  ST— Max  Schenkman  sold  to  Harry  Burnett 
1921^  Delancey  st,  a  5-sty  tenement,  25x51.10. 

-  GOERCK  ST. — Wolins  Brothers,  in  conjunction  with  Jafte 
&  Co.,  sold  for  Moss  &  Lanvy  to  the  Shapiro,  Levy  &  Starr 
Realty  Co.  33  Goerck  st,  a  5-sty  tenement,  25x100. 

JAMES  ST — Henry  A.  Goldman  sold  for  Ginocchi  Benedetto  to 
Frank  Feldman,  G8  James  st,  a  5-sty  building  23x100,  who  resold 
to  Martin  Garone. 

7TH  ST. — N.  Kahn  &  Co.  sold  for  David  Baron  62  7th  st,  a 
G-sty  tenement,  2.5x90. 

9TH  ST — A.  B.  Katz,  in  conjunction  with  Soskin  &  Horelikof, 
sold  for  Mendel  W.  Greenberg  647  East  9th  st,  a  4-sty  double 
tenement.  25x92. 

22D  ST— B.  Flanagan  &  Son  sold  411  West  22d  st,  a  4-sty 
single  flat,  16.8x70x100,  for  Emily  K.  Goodwin,  on  private  terms. 
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Site  for  a  Mercantile  Building. 

24TH  ST. — S.  B.  Goodale  &  Son  sold  to  Andrew  J.  Kirwin, 
Jr.,  27,  29,  31,  33  and  3".  West  24th  st,  a  plot  100x98.9,  be- 
tween 5th  and  6th  avs.  The  purchaser,  who  has  recently  built 
and  sold  a  52-ft.  loft  building  15  West  2-lth  st,  will  commence 
the  erection  on  May  1,  1907,  of  an  11-sty  loft  building  to  cover 
the  plot,  which  will  be  ready  for  occupancy  January  1,  1908. 

2CTH.ST — John  Peters  &  Co.,  sold  for  Lawrence  Lippi,  230 
East  20th  st,  a  5-sty  and  basement  tenement,  27.0x98.11. 

29TH  ST. — M.  &  L.  Hess  sold  for  Benjamin  Lowenstein  to 
G.  Edward  Escher  and  others  two  3-sty  brick  buildings,  542 
and  544  West  20th  st,  50x09.  The  buyers  will  erect  there  a 
factory  building  for  their  own  use. 

43D  ST — C.  R.  &  E.  C.  Sommer  bought  from  Louis  Oppen- 
heim,  225  East  43a  st,  a  5-story  tenement,  28x100.5.. 

44TH  ST. — John  Peters  &  Co.  sold  for  Abram  Bachrach  to 
Nicholas  M.  Daly  208  East  44th  st,  a  5-sty  tenement,  25x100.5. 

47TH  ST — Nicholas  V.  La  Cava  sold  for  Lippman  &  Jesman, 
22G  East  47th  st,  a  5-sty  tenement. 

52D  ST — L.  Tanenbaum  Strauss  sold  for  Samuel  Harris,  to  a 
client,  5G0  West  .52d  st. 

AV  A — E.  V.  Pescia  &  Co.  sold  lor  the  Dougherty  Estate  to 
a  client,  the  5-sty.  double  tenement,  with  stores,  204  Av  A,  20x95. 
This  property  has  not  changed  hands  since  1808. 

,8TH  AV.— Ames  &  Co.  sold  for  Theresa  Blumenthal  to  H.  H. 
Doty  579  8th  av,  a  3-sty  building,  12.4x100. 

10TH  AV — J.  Arthur  Fischer  sold  for  Louis  Bigsen  the  4-sty 
brownstone  front  tenement  and  store,  723  lOtli  av,  2.5x75,  adjom- 
ing  the  corner  of  49th  st. 

lOTH  AV — The  Gross  &  Gross  Co.  sold  for  Geiger  &  Braver- 
man  to  Baker  Brothers'  the  plot,  (i(>.5xl00,  southwest  corner  of 
10th  av  and  52d  st,  a  5-sty  factory  building,  which  was  damaged 
by  Are  last  winter.  The  buyers  will  renovate  and  occupy  the 
building. 


North  of  59th  Street. 

73D  ST — William  Wolffs  Son  sold  for  a  client  to  Lena  Hill, 
803  East  73d  st,  a  4-sty,  double  flat,  25x102.2. 

74TH  ST. — Harry  Burnett,  president  of  the  General  Con- 
tracting Co.,  sold  to  I.  Sinkowitz  421  to  425  East  74th  st.  three 
G-sty  new  law  apartment  houses,  02x7.5. 

78TH  ST — Robert  L.  Lee  sold  112  West  78th  st.  a  4-sty  and 
basement  brownstone  front  dwelling.  10.8x99.1. 

84TH  ST.— R.  Hattenbach  sold  for  a  Mr.  Gumb  to  George 
Hoffman  155  East  S4th  st,  a  4-sty  flat,  21x100. 

02D  ST. — James  H.  Blanchard,  Justice  of  the  Supreme  Court, 
bought  from  Isaac  Untermyer  13  East  92d  st,  a  4-sty  dwelling, 
25x100. 

lOOTH  ST — A.  B.  Katz.  in  con.1unction  with  Soskin  &  Hore- 
likof,  sold  for  H.  Hoffman  to  Mendel  W.  Grcenberg,  111  to  115 
East  100th  st,  three  5-sty  flats,  70.0x100. 

IIOTH  ST.— E.  V.  C.  Pescia  &  Co.  sold  251  East  110th  st 
for  a  client  to  Sorge  Genovessi,  a  4-sty  tenement.  3ame  will 
be  immediately  improved  with  stores. 

113TH  ST— Garfield  &  Moll  sold  71  East  ll.'Uh  st,  a  5-sty  flat, 
25x100.11,  to  Libby  Epstein. 

115TH  ST— Ella  S.  West  sold  004  West  115th  st,  a  7-siy  apart- 
ment house,  50x100.11,  75  ft  west  of  Broadway. 

122D  ST — Gfeorge  Brettell  &  Son  sold  for  John  McAvoy  to  Osk 
&  Edelstein,  174  East  122d  st,  a  5-sty  double  flat.  20x75. 

123D  ST — S.  Jaffe  &  Co.  sold  to  a  Mr.  Robinowitz  a  0-sty 
building  in  course  of  construction,  south  side  of  12od  st,  100  ft 
west  of  Pleasant  av,  33x100. 

133D  ST — The  William  Rosenzweig  Realty  Operating  Co.  sold 
to  Peter  Korn  537  and  5.30  West  133d  st,  a  new  .5-8ty  apartment 
house,  50x99.11.  The  Arnold  Realty  Co.  recently  built  the  above 
and  541-543,  adjoining. 

140TH  ST — Joel  Marks  &  Co.  sold  for  Norwalk  &  Siegel  the 
plot,  south  side  of  140th  st,  3.50  ft  east  of  Lenox  av,  and  for 
William  Wolton  a  gore  in  the  rear,  forming  a  plot  lOOxlOOx 
irregiilar,  upon  which  two  apartment  houses  will  be  erected. 

140th  st — Lawrence  Kronenberger,  in  conjunction  with  J.  J. 
Hoffmann,  sold  the  5-sty,  triple  flat,  .507  West  140th  st.  for  a 
Mr.  C.  E.  Hoffman  to  a  client. 

AV  A. — Sugarman  &  Lewis  sold  for-S.  Lefkowitz  to  Jo.seph 
Feldman  1305  and  1307  Av  A,  a  G-sty  tenement. 

LEXINGTON,  AV— Weiss.  Masanowitz  &  Son  sold  for  a 
client  to  A.  Kosher  1,0-53-1,057  Lexington  av,  three  5%-sty  flats, 
50x70. 

LEXINGTON  AV — Frederick  T.  Barry  sold  for  Mrs.  De  Witt 
H.  Parker,  of  Denver,  Col.,  to  J.  Cooper  Mntt.  900  Lexington 
av,  a  3-sty  brownstone  dwelling,  lG.,Sx80,  between  7<lth  and  71st 
sts.    . 

RIVERSIDE  DRIVE — Pease  &  Elliman  sold  for  John  H.  Ha- 
nan,  14(')  Riverside  Drive,  a  4-sty  and  basement  dwelling,  23x- 
100,  to  a  client  for  occupancy. 

2D  AV — John  Peters  &  Co.  sold  for  Joseph  McEvoy.  2130  2d 
av,  southeast  corner  of  110th  st,  a  4-sty  tenement  with  store, 
25.8x74.8. 


Th«  Bronx. 

VYSE  AV— H.  E.  Blankmeyer  sold  to  A.  M.  Lippner,  1447 
Vyse  av,  a  2-sty  frame  dwelling,  25x100. 

13-5TH  ST — M.  Ruben  &  Co.  sold  for  the  Breslauer  Realty  Co. 
to  A.  Perlman,  881  to  8.S5  East  135th  st,  three  0-sty  flats,  40x 
100,  each. 

CROTONA  AV— J.  A.  Steinmetz  sold  for  S.  R.  Waldron  1895 
Crotona  av,  full  lot  with  a  one-family  dwelling,  to  L.  Hoenek, 
also  of  Crotona  av. 

FRANKLIN  AV — R.  I.  Brown's  Sons  sold  for  Victor  Hunger- 
ford,  an  attorney,  the  2-sty  one-family  frame  house,  16.8x103, 
No.   12(15  Franklin  av. 

ROSEDALE  AV — J.  A.  Steinmetz  has  sold  for  Constantine 
Bauer  lots,  Nos.  405  and  400  Rosedale  av.  Mapes  Estate,  Van 
Nest,  with  one-family  dwelling  thereon,  to  Anthony  Vandrasco, 
of  the  same  place. 

ST.  ANN'S  AV — M.  D.  Oettlinger,  sold  to  Mrs.  Minnie  Israel 
1.54  St.  Ann's  av,  a  3-sty  brick  house,  20x80. 

TIEBOUT  AV— Leo  Hutter  sold  to  a  Mr.  Costello  the  lot,  19.4 
xlOO,  northeast  corner  of  Tiebout  av  and  Ford  pi. 


Leases. 

Cyrille  Carreau  leased  for  a  long  term  .55  West  45th  st,  for  the 
J.  B.  Bloomingdale  estate.  The  tenants  will  make  extensive  al- 
terations. 

L.  Tanenbauin  Strauss  leased  for  H.  S.  Ely  &  Co.  the  entire 
building,  4.SS-492  Broadway,  northeast  corner  Broom  ,  to  M.  H. 
Pulaski  &  Co. 

MeJ-genf/tern  DrcA'heijLs  leased  213  East  103d  st,  a  4-a(ty 
double  tenement,  with  stores,  for  a  term  of  years;  aggregate 
rental,  .$10,000. 

Cuozzo  &  Gagliano  Co.  leased  the  6-sty  apartment  house,  525 
West  151st  st,  for  a  term  of  5  years,  at  an  aggregate  rental  of 
$30,000.  Also  leased  for  L.  M.  Roomer  to  a  client,  the  5-sty 
tenement,  320  East  20th  st,  for  a  term  of  years  at  an  aggregate 
rental  of  .$15,000. 

N.  Brigham  Hall  &  Son  leased  for  Judson  Lawson  for  a  term 
of  twenty-one  years,  at  an  aggregate  rental  of  $4(50,000,  the 
Kene.saw,  a  7-sty  and  basement  apartment  hotel  on  a  plot  of 
five  lots,  southwest  corner  of  Amsterdam  av  and  103d  st.  The 
lessee  is  the  Clendening  Co.,  of  which  Ewen  Hathaway,  for 
the  last  fourteen  yetu-s  proprietor  of  the  Hotel  New  Point, 
Amityville,  L.  I.,  is  president.  The  Kenesaw,  which  has  been 
a  family  hotel,  was  purchased  by  Mr.  Lawson  in  1900,  through 
N.  Brigham  Hall  &  Son. 

E.  Tanenbaum  &  Co.  leased  for  Louis  Ettinger  to  Dreyfus  & 
Cohen  the  first  loft  in  the  12-sty  flre-proof  building,  .583,  .585  and 
587  Broadway,  .55x200,  containing  11,0(!>0  square  ft  of  floor  space 
for  a  long  term  of  years,  for  A.  D.  Julliard  to  R.  S.  Stern  Co. 
the  store,  basement  and  sub-basement  of  632  and  634  Broad- 
way, 50x200,  containing  '30,(X)0  square  ft  of  store  space,  also 
for  a  long  term  of  years,  and  tor  the  Estate  of  M.  W.  Mendel  to 
Denzer  &  Nathan  the  store,  basement  and  sub-basement,  102 
and  104  Bleecker  st,  50x1.50,  containing  22,.5(X)  square  ft  of  space 
for  a  long  term  of  years,  and  for  Weil  &  Mayer  to  Frank  Bros. 
&  Co.,  the  store,  basement  and  sub-basement,  .5S0-,5.S2  Broad- 
way, 50x200  containing  30,000  square  ft  of  space  for  a  long 
term  of  years. 


Rents    Rising    Sharply    in    Borough    Park. 

The  rent  problem  in  Borough  Park,  as  shown  by  the  state- 
ments of  local  real  estate  brokers,  presents  some  interesting 
features.  The  number  of  houses  to  rent  is  very  small,  com- 
pared with  the  demand,  and  in  consequence  i-entals  have  gone 
up   steadily. 

One  dealer  declared  that  east  of  New  Utrecht  avenue,  be- 
tween Sixtieth  and  Forty-fifth  streets,  he  did  not  know  of 
one  single  house  to  rent  for  less  than  $40  a  month,  and  some 
were  bringing  in  $.50  and  more.  Many  of  these  houses — in  fact 
most  of  them — were  to  be  had  four  years- ago  at  .$25  and  $30 
a  month.  This  assertion  was  borne  out  by  other  dealers.  At 
nresent  two-family  houses  are  netting  as  much  as  $30  a  floor. 
c-..id  this  in  spite  of  the  large  number  of  new  houses  being 
erected. 

An  example  of  the  rise  in  values  is  seen  in  the  old  Du  Bois 
property,  fronting  on  New  Utrecht  av,  from  58th  to  .59th  sts. 
The  price  paid  for  the  land  this  spring  by  S.  Frank — who  pur- 
chased it  from  orher  parties — was  $30.0(X),  and  an  offer  of  $45,- 
000  has  already  been  made  him  for  the  plot.  It  will  probably 
be  held  as  an  investment. 


— We  have  on  previous  occasions  drawn  the  attention  of  our 
readers  to  the  effect  that  general  words  contained  in  their 
leases,  and  which  are  too  often  accepted  as  mere  common  form, 
may  have  on  the  liabilities  which  will  be  Incurred  by  the 
holders  of  such  leases.  In  a  late  case  a  lease,  which  was  for 
twenty-one  years,  contained  covenants  by  the  lessees  to  pay 
"all  rates,  taxes  and  outgoings  now  payable  or  hereafter  to 
become  payable  in  respect  of  the  said  premises."  The  wofu 
"outgoings"  was  held  to  include  the  expenses  of  paving,  grad- 
ing and   making  good   a   road  reparable  by   the  inhabitants   at 
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large.  In  previous  decisions  the  word  "impositions"  has  been 
hpld  to  carry  a  llajjility  to  abate  a  nuisance,  and  the  word 
"outgoings"  the  expenses  of  drainage  at  the  requisition  of  a 
city  council,  and  we  could  give  many  other  examples.  Now- 
adays the  owner.s  of  house  property  are  affected  by  the  pro- 
visions of  innumerable  statutes  which  impose  various  liabili- 
ties upon  them  or  upon  their  property.  As  the  landlord  pre- 
pares his  leases,  his  legal  advisers  have  endeavored  to  Intro- 
duce words  in  these  documents  which  shall  hand  on  the.se 
liabilities  to  the  tenants,  and  therefore  would-be  tenants  should 
take  legal  advice  as  to  the  effect  of  the  leases  they  are  about 
to  sign. 


Sale  of  Lots  on  Crow  Hill. 

Wm.  H.  Smith  sold  at  auction,  on  Tuesday,  259  lots,  the  old 
site  of  the  Kings  County  Penitentiary.  The  total  figure  was 
$525,125,  more  than  double  the  appraised  value.  An  Interesting 
{eatur-3  of  the  sale  Is  that  10  inside  lots  on  Nostrand  av  brought 
$(!,500  each,  while  corner  lota  at  Nostrand  and  Rogers  avs  and 
Crown  and  Carroll  sts  brought  only  .*4,C75,  and  lots  on  Sulli- 
van sold  as  low  as  ^Sl.OOO  each.  George  Beatty,  a  builder,  was 
the  buyer  of  20  lots,  the  most  sold  to  one  individual.  The  peni- 
tentiary will  be  abandoned  in  April,  1907,  until  then  occupying 
the  ground  rent  free.  Owners  of  near  by  property  are  pleased 
at  the  disposition  of  the  site,  which  has  long  been  an  eyesore. 

By  this  sale  a  new  building  field  opened  up,  which  greatly  re- 
lieves the  tension  for  available  sites.  Crow  Hill  was  an  ugly 
wart  on  tbe  face  of  Brooklyn  real  estate,  and  there  is  great  sat- 
isfaction that  It  is  to  be  removed.  No  attempt  has  ever  been 
made  until  now  to  improve  the  barren  lands.  One  of  the  biggest 
crowds  that  ever  gathered  in  Montague  st  attended  the  sale. 

The  lots  sold  for  an  average  of  $1,750.  The  sale  was  made 
under  the  direction  of  the  Real  Estate  Bureau  of  the  Controller's 
office  by  an  order  from  the  court,  and  one  of  the  stipulations 
was  that  the  new  owners  permit  free  use  of  the  property  to  the 
city  until  1907,  by  which  time  It  Is  believed  the  authorities  will 
have  removed  the  old  prison.  Builders  will  probably  soon  <;om- 
mence  the  erection  of  new  buildings.  Choices  of  five  to  ten 
lots  were  allowed  to  a  purchaser  and  a  five-year  mortgage  of 
two-thirds  of  the  purchase  at  5  per  cent,  permitted. 

Later. — Bishop  McDonnell,  of  Brooklyn,  makes  announcement 
that  agents  acting  for  him  had  purchased  a  large  part  of  the 
penitentiary  site  at  the  auction,  and  that  it  is  his  intention 
to  have  a  cathedral  erected  there,  to  cost  several  million  dol- 
lars, and  rival  St.  Patrick's  In  Manhattan.  Manager  Barrett, 
Bishop  McDonnell's  secretary,  makes  the  further  announce- 
ment that  the  Jesuits  will  eventually  obtain  possession  of  the 
old  site  originally  selected  for  a  cathedral  by  Bishop  John 
Loughlin,  at  Vanderbilt  and  Clermont  avenues,  between  Greene 
and  Lafayette  avenues,  and  will  there  erect  a  Jesuit  home. 

The  property  to  which  Bishop  McDonnell  will  shortly  talce 
title  for  the  diocese  of  Brooklyn  is  located  between  Nostrand 
and  Rogers  avenues.  Crown  and  Carroll  streets.  This,  how- 
ever, does  not  Include  the  entire  site  of  the  Kings  County  Peni- 
tentiary, and  rumor  has  it  that  the  remainder  of  the  property 
has  been  purchased  by  a  syndicate  of  Hebrews  for  the  purpose 
of  erecting  thereon  a  Jewish  synagogue. 


Park  Sites  Recommended  for  Brooklyn. 

A  presentation  very  important  to  real  estate  interests  In 
Brooklyn  was  made  to  Borough  President  Coler  by  the  Commit- 
tee on  Public  Improvements  of  which  Nelson  B.  Kellmer  is 
chairman.  In  a  report  recommending  sites  which  should  be  pur- 
chased by  the  city  for  public  playgrounds,  small  parks  and 
refuge  squares.     Parts  of  the  report  follow: 

W©  recommend  the  improving  of  Maxwell  Park  In  the  Fourth 
Ward,  and  enlarging  the  same  as  proposed  by  the  Commis- 
sion for  a  plaza  in  connection  with  the  approach  to  the  Man- 
hattan Bridge  and   the  extension  of  Flatbush  avenue. 

For  the  Sixth  Ward  section,  we  recommend  the  taking  of 
the  property  on  the  west  side  of  Columbia  street  lying  be- 
tween Warren  and  Baltic  streets.  This  location  meets  with 
the  approval  of  the  citizens  of  that  locality  as  voiced  through 
the  civic  body  representing  that  section. 

To  accommodate  the  residents  of  the  Seventh  Ward  and 
vicinity,  we  recommend  the  taking  of  property  between  At- 
lantic avenue,  Brevoort  place,  Franklin  and  Bedford  avenues. 

We  recommend  the  cutting  through  of  Third  avenue  to 
Rockwell  place  and  removing  the  buildings  from  the  point 
of  land  left  on  the  block  between  Flatbush  avenue  and  Rock- 
well place,  as  well  as  taking  the  building  upon  the  triangle 
between  Schertnerhorn  street.  Third  and  Flatbush  avenues. 
Also  take  the  wTwall  block  between  Lafayette  avenue  and  Ful- 
ton street,  St.  Cellx  street  and  Ashland  place,  which  is  Im- 
mediately In  1.  «i)>t  of  the  site  for  the  New  Academy  of  Music. 
This  section  1«  one  that  Is  not  only  close  to  the  large  stores 
where  many  are  employed,  but  It  is  adjacent  to  the  Baptist 
Temple,  the  Academy  "of  Music  and  several  theatres  where 
^rge  numbers  congregate,  and  these  open  spaces  are  very 
desirable  and  especially  in  case  of  any  emergency. 

For  the  residents  between  Prospect  and  Carroll  Parks, 
bordering  upon  Third,  Fourth  and  Fifth  avenues,  we  recom- 
mend the  taking  of  the  old  ball  grounds   known  as  Washing- 


ton Park,  between  Fourth  and  Fifth  avenues  and  Third  and 
Fourth  streets. 

For  the  Twenty-fifth  Ward  section,  we  recommend  the  tak- 
ing of  property  adjoining  Saratoga  Park  lying  between  Ma- 
con and  Halsey  streets  and  Saratoga  avenue,  up  to  within  500 
feet  of  Broadway  for  the  use  as  a  playground  for  the  children 
of   that   locality. 

Take  the  triangle  at  the  junction  of  Broadway  and  Fulton 
street  as  far  back  as  the  Rapid  Transit  loop.  This  location 
Is  the  eastern  gateway  to  the  old  City  of  Brooklyn  and  the 
eyesore  now  there  should  be  removed,  and  this  improvement 
would  be  of   material   advantage  to   this   section. 

The  fast  growing  section  of  Brownsville  will  require  In  the 
near  future  considerable  space  for  their  imperative  needs.  The 
time  to  secure  this  space  Is  now.  They  have  already  made 
application  to  the  Board  of  Estimate  for  the  vacant  lots  ly- 
ing between  Blake  avenue,  Dumont,  Douglass  and  Barrett 
streets,  for  the  purpose  of  a  pljiyground  and  breathing  space, 
and  we  heartily  approve  of  this  application. 

The  Flatbush  section  Is  rapidly  building  up,  and  in  a  com- 
paratively short  time  there  will  be  no  vacant  lots  left  for  park 
purposes.  The  citizens  there  have  already  indicated  the  va- 
cant lots  between  Flatbush,  Ocean,  Newkirk  and  Foster  a've- 
nues  as  the  proper  place  to  locate  a  small  park,  and  we  so 
recommend. 

The  residents  of  the  newer  section  farther  do-mi  the  island 
and  near  the  Brighton  Beach  Railroad,  think  it  would  be  of 
advantage  to  the  city  to  secure  a  small  park  In  their  locality 
now  and  recommend  the  plot  between  East  Seventeenth  street 
and  East  Eighteenth  street  and  Avenues  L  and  K. 

The  Flatlands  section  should  be  taken  advantage  of  while 
property  is  cheap  and  the  civic  bodies  in  that  locality  recom- 
mend the  taking  of  the  vacant  lots  between  East  Twenty- 
eighth  and  East  Thirty-first  streets  and  Avenue  M  and  Flat- 
bush  avenue,    w-hich   we   approve. 

A  playground  for  the  school  children  of  the  Eighth  Ward 
is  very  desirable,  and  we  recommend  the  half  block  on  the 
west  side  of  Fourth  avenue,  between  Fifty-eighth  and  Fifty- 
ninth  streets. 

For  that  section  of  the  Eastern  District  situated  in  the 
Fourteenth  Ward  we  recommend  the  taking  of  the  block 
bounded  by  Metropolitan  and  Driggs  avenues.  North  First 
street  and  Bedford  avenue,  a  part  of  which  we  believe  Is  now 
occupied  by  the  city,   and  the  remainder  being  vacant  lots. 

For  the  Flushing  avenue  section  reaching  the  residents  of 
both  the  Seventh  and  Nineteenth  wards,  we  recommend  the 
property  lying  between  Flushing,  Bedford  and  Franklin  ave- 
nues   and   Wallabout    street. 

For  the  upper  section  of  the  thickly  settled  Sixteenth  Ward 
and  the  lower  part  of  the  fast  growing  Eighteenth  Ward,  we 
suggest  the  taking  of  the  land  between  Bushwick  avenue. 
White,  Moore  and  Selgel  streets. 


REAL     ESTATE     NOTES 


The  Ludin  Realty  Co.,  real  estate  operators,  have  removed 
their  ofHces  from  514  West  36th  st  to  259  West  34th  st,  near 
Sth  av. 

Pease  &  Elliman,  real  estate  brokers  and  agents,  have  moved 
their  uptown  offices  from  520  5th  av  to  507  5tli  av,  Just  above 
42d  St. 

M.  V.  Lenane,  real  estate,  mortgage  and  insurance  broker, 
has  opened  offices  at  No.  1  Hudson  st.  He  will  make  a  specialty 
of  business  properties  and  leases. 

The  result  of  the  special  meeting  of  the  Board  of  Estimate 
on  Wednesday,  on  the  matter  of  the  proposed  elevated  bridge 
loop,  was  the  adoption  of  a  resolution  leaving  it  optional  with 
the  Rapid  Transit  Commission  to  settle  on  some  other  plan. 

Walter  C.  Wyckoff,  real  estate  broker,  formerly  with  Brooks 
&  Georger,  has  opened  temporary  offices  at  1269  Broadway. 
Upon  completion  of  the  new  Silo  Building,  northwest  corner 
Sth  av  and  45th  st,  Mr.  Wyckoff  will  occupy  a  suite  of  offices 
and  be  the  renting  agent. 

R.  I.  Brown's  Sons  were  the  brokers  who  sold  for  Paulina 
Goeltz,  Marie  Mantel  and  William  A.  Sinclair  the  property  to  be 
used  by  the  city  as  a  site  for  a  Carnegie  Library,  south  side 
of  169th  st,  between  Franklin  av  and  Boston  road,  with  a 
frontage  of  17S  ft.  on  McKlnley  square. 

As  will  be  noticed  In  the  usual  table  of  statistics,  the  filings 
of  mortgages  and  deeds  In  the  several  boroughs  are  very  heavy 
• — -three  or  four  times  more  than  in  an  average 'summer  week. 
In  a  large  measure  they  represent  the  business  of  months  ago, 
the  records  of  which  were  held  back  so  as  to  obtain  the  ad- 
vantage of  the  new  mortgage  law.  A  considerable  share  of 
them  represent  old  loans  made  over  so  as  to  come  under  the 
new  law. 

Owing  to  the  protests  of  commercial  Interests,  It  is  anti- 
cipated that  the  repaving  of  3d  and  Melrose  avs  in  the  Bronx 
win  be  Indefinitely  postponed.  An  engineer  of  the  Finance 
Department  has  reported  to  the  Controller  that  the  repaving 
of   Melrose   av   would  be  a   waste  of  money.     Bids   which  had 
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been  received  for  the  Melrose  paving  have  been  rejected,  and 
bids  for  repaving  3d  av,  from  Harlem  Bridge  to  177th  st,  have 
not  yet  been  aslied  for. 

Frame  building  at  Bay  Ridge.  Bath  Bijach  and  Bensonhurst 
is  scarcely  as  numerically  strong  this  season  as  in  TJ05.  for 
reasons  not  readily  understood  when  the  demand  for  moderate 
priced  detached  dwellings  is  so  keen.  A  considerable  number 
of  dwellings  are  in  the  market,  but  at  figures  which  inquirers 
do  not  seem  to  favor.  In  a  certain  sense  the  market  is  blocked; 
owners  of  houses  bought  within  a  year  or  two  cannot  sell  and 
realize  a  profit  at  values  which  the  present  market  is  willing  to 
pay,  and  builders  are  not  erecting  the  type  of  house  for  which 
the  public  is  waiting.  Builders  in  these  sections,  as  at  Flatbush 
and  Borough  Park,  have  made  money  in  the  past  five  years,  but 
the  condition  of  the  money  market  this  spring  and  the  general 
costs  are  said  to  have  deterred  them. 

According  to  real  estate  dealers  in  Bay  Ridge  the  demand  for 
property  in  that  section  Is  constantly  increasing,  and  individual 
buyers  are  acquiring  large  tracts  of  unimproved  land  for  pur- 
poses of  investment.  One  buyer,  Max  Kurzrok,  a  well-known 
shirtwaist  manufacturer  of  3d  av  and  47th  st,  Manhattan,  has 
bought  an  amount  of  property  estimated  at  nearly  a  million 
dollars  within  the  past  fifteen  months,  and  the  sale  of  GOO  lots 
for  about  $350,000,  to  Andrew  Mayer,  who  resold  half  of  them 
recently  at  about  $700  apiece,  is  another  instance  of  the  many 
transactions  now  going  through.  Mapledoram  &  Co.,  through 
whom  these  sales  were  effected,  state  that  the  market  is  as 
good  as  ever,  in  spite  of  the  fact  that  most  of  the  large  investors 
are  out  of  town.  This  statement  is  confirmed  by  Oliver  John- 
son, Cornelius  Van  Brunt,  Peter  L.  Cortelyou  and  other  dealers 
In  the  section.  Oliver  Johnson  recently  completed  the  sale  of 
the  Albert  Johnson  place,  on  the  Shore  Road,  for  about  $60,000, 
to  William  Selsenick,  a  South  Brooklyn  Investor. 

The  semi-annual  report  of  the  Lawyers'  Mortga.ge  Company, 
published  as  of  July  1,  190G,  and  which  appears  in  another 
column,  indicates  a  most  gratifying  increase  of  business  over 
former  years.  A  table  of  comparison  with  the  years  1903,  1004 
and  100.5  shows  that  the  net  increase  in  the  amount  of  out- 
standing guaranteed  mortgages  during  the  past  six  months  v.-as 
$7,40.5,29(),  the  company  having  sold  during  that  time  $12,G29,- 
387,  making  the  total  of  outstanding  guaranteed  mortgages  at 
present  $48,282,077.  The  company  does  business  only  in  im- 
proved sections  of  Manhattan,  Brooklyn  and  the  Bronx,  the 
proportion  of  its  mortgages  in  these  boroughs  being  respect- 
ively GG,  28  and  0  per  cent.  The  accounts  of  the  company 
were  examined  by  the  Audit  Company  of  New  York  and  its 
assets  and  liabilities  certified  to  as  of  June  30,  1006.  The  total 
net  earnings  of  the  company  for  the  past  three  years  have 
been  $1,22.5,810.  A  feature  to  which  the  company  calls  es- 
pecial attention  is  its  strict  compliance  with  all  the  safeguard- 
ing limitations  necessary  to  obtain  and  keep  the  confidence  of 
the  public.  That  it  has  done  so  is  proved  by  the  fact  that  it 
has  gained  .304  new  customers  since  the  first  of  January.  190G, 
making  its  total  list  of  customers  now  1,C44. 

Nothing  that  has  happened  In  the  fortnight  lias  materially  al- 
tered the  mortgage  money  question,  but  it  is  a  general  belief 
that  the  unfavorable  situation  is  being  prolonged  and  accentu- 
ated only  by  the  fact  that  this  is  naturally  a  dull  season  and 
finds  many  absentees  among  the  financial  powers  who  might 
contribute  strongly  to  a  rectification  of  the  flow  of  funds.  The 
title  companies  confirm  only  in  part  reports  of  difficulty  encoun- 
tered in  disposing  of  mortgage  securities,  though  transactions 
in  "layer"  mortgages  may  have  been  suspended  so  far  as  some 
parties  arc  concerned.  Under  this  plan  a  borrower  in  need,  for 
example,  of  $80,000,  on  property  worth  only  $100,000,  could 
oftentimes  apply  successfully  to  a  title  company  for  such  an  ac- 
commodation. While  charging  5^4  or  6  per  cent,  on  the  total 
sum,  the  title  company  would  arrange  witli  some  insurance 
company  to  loan  65  per  cent,  of  it  at  the  rate  of  4%  per  cent,, 
the  title  company  turning  the  mortgage  over  to  the  insurance 
company  and  taking  back  an  agreement  covering  15  per  cent,  of 
the  total  loan.  The  profit  to  the  title  company  and  the  safety 
to  the  insurance  company  are  both  apparent.  Reasons  have 
combined  to  suspend  in  part  for  the  present  the  purchase  by 
life  insurance  companies  of  mortgages  underwritten  by  the  title 
companies,  and  the  daily  records  from  Wall  st  indicate  that  a 
great  deal  of  capital  which  formerly  went  Into  mortgage  secur- 
ities is  being  put  on  call  loans.  The  position  of  savings  banks 
with  respect  to  real  estate  mortgages  has  been  reported  for 
several  months.  Yet  there  is  this  to  be  said,  that  the  facts  are 
not  so  serious  as  commonly  reported.  Money  Is  not  unattainable; 
its  circulation  is  by  no  means  suspended,  and  good  inducements 
always  command  attention.  Neither  the  title  companies  nor 
the  loaning  institutions  have  shut  down  on  real  estate  loans  in 
any  absolute  sense. 


The  labor  troubles  in  the  building  trades  on  the  Jersey  shore 
have  culminated  in  x  lockout  of  union  men  in  all  the  affiliated 
unions  by  the  associated  bosses,  but  the  non-union  mechanics 
have  been  permitted  to  continue,  and  the  Independent  em- 
ployers are  also  proceeding  as  formerly.  Several  thousand 
men  are  idle,  and  business  is  very  much  Interfered  with. 


Early  Brick  Making. 

L.  G.  Tyler,  President  of  William  and  Mary  College,  of  Wil- 
liamsburgh,  Va.,  wrote  an  interesting  article  in  a  recent  number 
of  the  Century  Magazine,  disputing  the  commonly  accepted  the- 
ory that  in  the  early  Colonial  days  bricks  were  imported  from 
Engl0.nd.  But  competent  and  careful  investigation  of  early  parish 
records  both  in  the  library  of  the  college  and  Bruton  Church  at 
Williamsburgh  sustains  President  Tyler's  contehtlbn-^that  it 
was  eas.ier  to  import   brick  makers   than  brick. 

Mr.  William  H.  Hunt,  of  Cleveland,  ex-Presideht  of  the  Na- 
tional Association  of  Brick  Majiufacturers,  maintains  that  there 
was  an  abundance  of  good  brick  clay  in  both  Virginia  and 
Maryland.  It  seems  clear  that  brick  w6re  made  almost  contem- 
poraneously with  the  firet  settlement.  John  Herd,  bricltlayfer, 
and  William  Garrett,  bricklayer;  are  distinguished  as  being  the 
first  recorded  members  of  that  craft.  They  came  to  Virginia  in 
Miiy,  1(107.  The  same  list  records  the  name,  Ed  Brunts,  mason. 
The  crude  methods  of  the  early  English  brick  maker  *ere  not 
difficult  to  follow. 

It  is  regrettable  that  tlie  name  of  the  first  American  brick 
maker  cannot  be  determined,  although  the  records  are  indisput- 
able, establishing  the  first  kiln  at  Jamestown,  Va.,  during  the 
years  1607-8.  The  first  product  of  this  kiln  was  employed  in 
the  Protestant  church  built  at  that  time. 

Perhaps  no  man  is  better  versed  in  the  history  of  bricks  and 
brick  making  than  Mr.  Hunt.  H2  speaks  with  interest  and  au- 
thority, having  been  in  the  business  for  many  years. 

"Not  more  than  twenty  years  ago,"  he  says,  "a  pressed  brick  ■ 
or  a  brick  for  facing  the  exterior  walls  of  a  building  was  univer- 
sally  understood    to  be   a   brick  of   red   color,   of   a   clay   finely 
ground   insuring   close   face   texture    when    carefully   molded    or 
pressed,  with  edges  true  and  parallel. 

"In  due  time  the  artistic  or  aesthetic  mind  protested  against 
this  universal  color  scheme,  and  to  introduce  variety  light  burn- 
ing fire  clays  came  into  use.  First  came  the  buff  or  cream 
colors,  and  finally  the  genius  of  the  brick  maker  was  exercised 
to  satisfy  the  ever  changing  fancy  of  the  architect  and  the 
owner  for  'something  new,'  so  that  it  has  become  possible  by 
the  mixing  and  ihanipulation  of  clays  to  produce  in  burned  clay 
bricks  almost  every  known  color,  and  in  a  variety  of  shades. 

"Tha  demand  for  'something  new'  brought  for  the  facing  bricks 
of  different  size  or  proportions;  the  'Roman'  brick,  long  and 
narrow,  the  'Norman'  brick,  of  Roman  length  and  standard 
thickness.  The  common  'American'  standard  of  -size  is  slightly 
larger  than  the  'Dutch'  and  smaller  than  the  'English.'  These 
are  the  proportions  which  characterize  the  bricks  used  in  the 
earliest  Colonial  buildings  and  which  continue  to  be  more  or  less 
popularized  because  of  tlieirearly  employment. 

"In  the  beginning  of  this  demand  for  'something'  new'  an  en- 
terprising brick  maker  in  Western  Pennsylvania  introduced  a 
product  which  he  termed  a  'Pompeiian'  brick,  declared  to  be  a 
reproduction  of  bricks  formerly  used  In  that  ancient  city. 

"My  careful  investigation  of  the  ruins  of  Pompeii  have  failed 
to  discover  bricks  of  like  character,  in  point  of  color  nr  texture, 
being  similar  only   in   respect   to  proportion. 

"I  did  not  observe  in  any  instance  the  use  of  bricks  cither  at 
Pompeii  or  at  Rome  with  a  view  to  exposure  of  the  bricks  in 
the  finished  wall;  there  appeared  to  be  universally  the  practice 
of  covering  the  wall  with  stucco  or  cement  coating,  whi'ch  often 
was  painted  in  brilliant  colors. 

"The  term  'Roman'  as  used  by  the  American  clay  worker 
designates  the  size  of  the  brick  rather  than  the  texture  or  color, 
not  necessarily  a  fixed  size,  but  a  brick  long  and  narrow.  The 
Egyptian  bricks  of  the  Roman  period  are  larger  in  size;  both  in 
length  and  thickness,  than  any  of  the  ancient  brick  work  ob- 
served in  Italy.  '  ■  .      I 

"The  so-called  Flavian  Palace  on  Palatine  Hill  in  Rome  was 
constructed  of  triangular  shaped  briclts,  Bo  placed  in  position 
as  to  create  a  flush  wall  both  insfdc  and  out,  the  core  of  the  wall 
filled  with  rubble  or  concrete.  The  brick  work  was  concealed 
by  a  coating  of  plaster. 

"Brick  making  has  been  one  of  the  world's  foremost  indus- 
tries since  prehistoric  time.  During  the  Roman  supremacy 
chosen  families  were  conceded  exclusive  privileges  for  the  man- 
ufacture of  bricks  entering  into  the  construction  of  stately 
buildings. 

"The  dignity  and  importance  of  the  clay  worker  of  that  early 
period  has  been  regained  In  recent  years  by  the  genius  of  Amer- 
ican enterprise.  In  no  other  country  has  the  art  of  clay  work- 
ing reached  such  huge  proportions  or  developed  to  the  same  de- 
gree, the  art  of  mixing  and  burning  clay  with  a  view  to  satisfy- 
ing every  mechanical  requirement  and  the  most  exacting  critic 
of  the  artistic  expression  of  the  product  with  respect  to  color 
and  texture.  It  has  become  possible  to  produce  In  burned  clay 
bricks  practically  every  known  color  in  a  great  variety  of 
shades. 

"In  trade  importance,  the  brick  maker,  particularly  of  high 
grade  product,  ranks  with  the  foremost  production  experts  of 
the  world's  industry.  But  one  other  American  manufactnrVnif 
industry,  that  of  iron  and  steel,  is  greater  in  volume  a>n(  iiu- 
portance." 
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WANTS 


OFFERS 


BUILDING 
LOANS 


%   A  Iar£«  amonnt  for  Manhattan  and  centrally 
looatod  Bronx  Properties.      Liberal  pajrmenti. 

PERMANENT 
LOANS 

Promptly  available    In    any  amonnt  at  onrrtut 
rat«s  and  reasonable  charges. 

A.  W.  McLaughlin  &  Co. 

Brokers  and  Daalers  In  Mortgages 
Am.  Ex.  Nat.  Bank  BIdg.,  128  B'way,  Cor.  Csdar 

YOl'NG  MAX.  l.j  years'  experience  in  Real 
Estate  line,  at  present  employed,  would  like  to 
locate  with  some  estate,  corporation,  or  large 
Real  Estate  office.  Competent  to  take  charge  of 
renting.  collecting,  alteration  and  repairs. 
Record  and   Guide,    Bo.\   17. 

TO  LET— Pennsylvania  Section  2-story  rear 
building:  wide  entrance;  established  carpenter 
builder.      1''l    W    ■•Jllth    St. 

Factory   Site   For  Sale 

Twelve  Acres  Shore  Front,  L.  I.  SounJ.     Oppor- 
tunity fur  wharves  200  feet  long;  also  side  track 
fromiJ.  Y.,N.H.  and  H.  R.  K.    All  city  conveniences. 
FRANK  L.  COOK,    Stamford,  Conn. 

BOND  &  mOK'TGACX:  CtTARANTEE  CO. 

17o  Remsen  St.,    Brooklyn,   N.   Y.,   July  9,   1900. 

A  QUARTERLY  DIVIDEND  OP  THREE  PER 
CENT,  has  this  day  been  declared  by  the  Board 
of  Directors,  payable  August  l.'ith.  l!Ht6.  to  the 
stockholders  of  record  on  the  closing  of  Trans- 
fer Books  at  .'i  P.  M.  on  August  10th.  The  Books 
will  be  opened  at  10  A.  M.  on  August  13th. 

CLINTON    D.    BURDICK,    Treasurer. 


Industrial  Sites 

To  Real  Estate  Agents 


The  Industrial  Department  of  the 

Erie  Railroad  Company 

advises  Real  Estate  Agents  submit- 
ting for  the  consideration  of  manu- 
facturers sites  adjacent  to  railroad 
that  it  will  gladly  furnish  them  with 
full  technical  information  in  regard 
to  the  reaching  of  such  sites  by  side 
tracks.  No  interference  with  clients. 
No  leakage.  Confer  with  absolute 
confidence.  Every  assistance  freely 
rendered  agents  in  securing  business. 
Call  or  address, 

LUIS  JACKSON 

btf oatrlkl  OommlHloper,  Brta  Ballrokd  Oomysiy 
11  BROADWAY,  NEW  YORK. 


Lawyers  Title  Insurance  &  Trust  Company 

CAPITAL  AND  SURPLUS   -  $9,500,000 

TRUST   AND    BANKING   DEPARTMENT,    59    IIBERTY    ST.       1 

TITLE    DEP.\RTItIENT 37    LIBERTY    ST.       I       MANHATTAN 

Brooklyn  Branch.  Title  Department  and  Trust  and  Banking  Department,  188  Montague  Street 

RECEIVES    DEPOSITS    subject   to   check   or  on  certificate, 

allowing  interest  thereon, 
LENDS   ON    APPROVED   STOCKS   and    Corporation    Bonds 

as  Collateral. 
ACTS    AS    TRUSTEE,    Guardian,    Executor,   Administrator, 

Assignee    or    Receiver,    Transfer    Agent    or    Registrar    of 

Stocks     of     Corporations.       Takes     Charge     of     Personal 

Securities. 

OFFICERS  : 
EDWIN  W.  COGGESHALL,  President  and  General  Manager. 

DAVID  B.  0(iDEN.  ,  WALTER  N.  VAIL,  Secretary. 

,10HN  T.  LOCKM  AX,  |  „.      „^. ,  „.  LEWIS  H.  LOSEE,  Asst.  Geul.  Manager. 

LOUIS  V.  HKlliHT.  ^  ice-PreSKlents.  ARCHIBALD  FORBES.l  .  „,    n.r„J„r^v. 

HENRY  JIOKcJFXTIIAr,    '  U.  COXDIT  VARICK,     ;Asst.   Ireasurers. 

THORWALU  ST AI.I.KNECHT,  Treasurei.  GEORGE  A.  FLEURY.    \.„,,,    s.„™t.,ri„ 

HERBERT  E.  JACKSON,  Comptroller,  FREDERICK  D.  REED, /^^^*-  ''eT^aries. 

EXECUTIVE   COMMITTEE  : 

GEO.  F.  BLTTTERWORTH.  WILLIAM  A.  PAY.  JOHN  T.  LOCKMAN, 

DUMONT  CLARKE,  WILLIAM  P.  DIx6n,  HENRY  MORGENTHAU, 

EDWIN  W,  COGGESHALL,  JULI.VN  D.  FAIRCHILD.  J.\MES  N.  WALLACE. 


We    are    offering    the    greatest 
private  house  value  ever  submitted 

Nos.  219-247-249   West    139th  Street  near   7th   Avenue 


at  522,000  each 

Mortgage   $13,000  4>^  % 


4  story  American  Basement,  hard- 
wood floors,  decorated  (new),  open 
plumbing,  2  bath  rooms,  Hg^hting 
fixtures,  iron  and  glass  marquise 
over  door,  built  from  plans  by 
McKim,  Mead  &  White.  20  feet 
4  inches  wide,  3  rooms  deep,  lot 
32-4  X  100,  having  a  side  court 
24  feet  wide,  giving  corner-house 
advantages  without  its  disadvan- 
tages. Lot  value,  regardless  of  im- 
provement, $21,000. 


LEXINGTON    AVE.     CO.      ) 
OWNERS,   CARE  OF      ) 


HUDSON    REALTY  CO. 

1 35    Broadway    cor.   Cedar   Street 


Private  Sales  Market  Continued. 

South  of  59th  Street. 

BROOME  ST.— William  Sugarman  .sold 
for  A.  Dworsky  to  J.  Schwartz  the  north- 
west corner  of  Broome  and  Ailen  sts,  a 
5-.?ty  building,  44x7.5. 

CHRISTOPHER  ST.— Meyer  &  Levin- 
son  sold  for  a  client  to  Powell  &  Rythen- 
berg  111  Christopher  st,  a  .'i-sty  tenement, 
26x95. 

COLUMBIA  ST.— P.  Schonfeld  sold  for 
Wexler  &  Posner  to  B.  Schwartz  SO  Co- 
lumbia st,  a  C-sty  tenement,  2.3x100. 

HENRY  ST.— Harold  M.  Schlossheimer 
and  K.  Suzenwein  sold  for  Adolph  Lowy 
to  Harry  Go'odman  201  Henry  st.  a  4-sty 
flat,  24x87. 

MADISON  ST. — Lowenstein.  Papae  & 
Co.  sold  for  Kassel  &  Goldberg  to  a  Mr. 


Myers  322  and  324  Madison  st.  two  5-sty 
tenements  with  stores,  62x72. Sx  irreg- 
ular. 

WARREN  ST. — Leslie  S.  Lockhart  sold 
for  Adolf  Horowitz  to  Louis  Clarlc,  Jr.. 
22  Warren  st,  a  6-sty  business  building, 
25x100. 

3D  ST. — I.  Sprung  sold  to  Feldman  & 
Cohen  284  E.  3d  st,  a  6-sty  tenement, 
18.10x106. 

9TH  ST.— Parish.  Fisher  &  Co.  sold  for 
a  client  of  Voorhees  &  Floyd  22  West 
9th  St.  aSO  ft.  west  of  .''■th  av,  a  4-sty 
dwelling.  25.1x93.11. 

42D  ST. — Braisted,  Goodman  &  Hersh- 
field  sold  for  the  McAdam  estate  .340  and 
.342  W.  42d  St.  .50x100.  old  buildings,  to 
William  ,N.  Heard.  This  property  has  not 
changed  hands  in  55  years. 

BOWERT.— Horace   S.    Ely   &   Co.   sold 


for  the  Kan'e  estate  to  Lowenfeld  &  Pra- 
ger  42  Bowery,  3-sty  building.   16.,Sxl20. 

AV.  B. — William  Oppenheim  sold 
through  B.  Oppenheim  to  Nathan  Gold- 
stein and  Breen  Bros,  three  new  6-sty 
tenement  houses,  112x100,  east  side  of 
Av   B,  between   17th   and   ISth   sts. 

,1ST  AV. — Charles  Geiger  and  Samiiel 
AVacht  bought  from  L.  A.  Goldstone  the 
northeast  corner  of  1st  av  and  56th  st, 
three  4-sty  buildings,  60x96. 

3D  AV. — Pizer  Bros,  sold  for  Dr.  S. 
Schnaper  590  od  av,  a  5-sty  tenement 
with  stores,  25x100. 

7TH  AV. — Max  Marx  sold  to  Meyer 
and  Philip  Freeman  the  southwest  cor- 
ner of  7th  av  and  22d  st,  a  6-sty  apart- 
ment house  with  stores,  25x100. 

9TH  AV. — Alfred  Olenick  sold  for  Mil- 
t.n  M.  Dryfoos  to  Michael  Garguilo  SOa 
9ih  av,  a  5-sty  flat,  25x100. 
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North  of  59th  Street. 

GGTH  ST.— Kelis  &  Delaney  sold  for 
Aaron  Klepper  239  W.  GGth  st.  a  u-sty 
tenement,   25x100. 

72D  ST. — The  Wm.  S.  Anderson  Co. 
sold  for  Marie  A.  Snow  the  i-sty  .single 
fiat  180  E.  72d  st  to  the  Nineteenth  Ward 
Bank. 

SDTH  ST.— Eugene  Blanc  sold  3.T>  West 
85th  st,  a  3-sty  and  basement  brick 
dwelling,  20x102.2. 

94TH  ST.— The  McVickar-Gaill.Trd 
rtealty  Co.  sold  for  Eugene  Vallens  to 
Samantha  M  Neville  35  W.  94th  st.  a  3- 
sty  and  basement  dwelling,  19.8x100.8. 

9STH  ST.— John  J.  Boylan  sold  for 
Delia  Doyle  to  Hitzelthe  42  and  44  W. 
9Sth  st,  two  5-sty  triple  flats,  50x100.11. 

104TH  ST. — Morgenstern  Bros,  bought 
115  to  121  E.  104th  st,  two  G-sty  tene- 
•ments,  05x100.11. 

109TH  ST. — Krunowitz  &  Friedman 
bought  127  and  129  B.  109th  st^  two  5- 
sty  buildings,  50x100.11. 

n5TH  ST.— H.  Cohn  and  E.  Levy  sold 
to  A.  Biermann  the  5-sty  flat  17  E.  115th 
st,  2.^x100.11. 

IIGTH  ST. — H.  Weisstock  sold  for  D. 
Sylvan  Crakow  93  E.  116th  st,  a  5-sty 
triple  flat  with  stores,  25x100.11. 

IIGTH  ST. — J.  Louis  CuMningham  sold 
for  the  Corporation  Liquidating  Co.  123 
E.  llGth  st,  a  7-sty  elevator  apartment 
house.  25x100.11. 

IISTH  ST.— Mr.  Marx  bought  205  and 
207  W.  llSth  st  and  Nos  204  to  210  W. 
119th  st,  seven  5-sty  apartment  houses, 
41.8x190.11  each  and  43.9x100.11  each, 
respectively. 

121ST  ST.— R.  Sirico  bought  341  E. 
121st  st,  a  4-sty  building,  25x100.11. 

122D  ST.— Shaw  &  Co.  have  sold  for 
the  Soloman  estate  343  W.  122d  st,  a  3- 
sty  brownstone  house,  luxGOxlOO,  to  a 
client   for  occupancy. 

123D  ST. — Henry  M.  Fitch  &  Co.  sold 
for  Henry  J.  Braher  to  a  client  457  W. 
123d  st,  a  G-sty  elevator  apartment,  the 
Wesleigh,  50x100.11. 

144TH  ST.— H.  N.  Baruch  bought  from 
Mathilda  and  Hannah  Friedman  102  W. 
144th  st,  a  5-sty  triple  flat,  37.Gx90.ll. 

lli.'iD  ST.— John  H.  Loscarn  sold  for  T. 
Schlesinger  to  Realty  Federation  of  New 
York  the  5-sty  triple  flat,  25x112.  43  W. 
Iti3d  St. 

194TH  ST. — Thomas  &  Son  sold  for 
John  Mahony  to  Louis  Biel  509  W.  140th 
st,  a  3-sty  and  basement  dwelling,  17.Gx 
100. 

LENOX  AV. — David  Lang  sold  for 
Scheibel  &  Toch  88  and  90  Lenox  av,  two 
5-sty  flats,  73x100.  adjoining  the  south- 
east corner  of  115th  st,  to  A.  &  J. 
Scheinberg. 

PARK  AV.— John  Peters  &  Co.  .sold  for 
J.  Kann  and  M.  B.  Blumenthal  to  a 
client  1.503  Park  av,  a  4-sty  tenement, 
20.llx.S0,  and  resold  same  for  the  pur- 
ch  aser. 

ST.  NICHOLAS  AV.— Max  Marx 
bought  through  Marcus  Kohner  from 
Hannah  Ottenberg  164  to  167  St.  Nicholas 
av,  the  entii-e  east  block  from  llSth  to 
119th  st,  two  5-sty  buildings,  one  .S4.5x 
133x  irregular  and  the  other  10.6xl00.7x 
irregular. 

3d  av. — Isaac  A.  Benquit  bought  from 
Charles  H.  Potter  the  southeast  corner  of 
.3d  av  and  98th  st,  a  5-sty  flat,  2.j.llx 
83.9. 


The  Bronx. 

179TH  ST.— B.  Oppenheim  sold  for  Wil- 
liam Oppenheim  to  the  Bathgate  Realty 
&  Construction  Co.  the  block  front  on  the 
north  side  of  t79th  st  between  Bathgate 
and  Washington  avs.  The  plot  will  be 
improved  with  5  and  6-sty  tenements. 

225TH  ST.— The  Sound  Realty  Co.  sold 
to  A.  Shatzkin  &  Sons  five  lots  on  225th 
and  220th  sts  and  Paulding  av. 


$12,300,000 

NEW  YORK  CITY 

Four  (4%)  Per  Cent. 

GOLD  CORPORATE  STOCK  AND  BONDS 

TAX  EXEMPT  EXCEPT  FOR  STATE  PURPOSES 

To  Be  Sold  Wednesday,  July  25,  1906, 

AS   follows  : 

$1 1,000,000  Corporate  Stock  payabre  io  Not.  1st,  193t. 
500,000  Corporate  Stock  payable  In  Not.  1st,  1925. 
1,000,000  Assessment  Bonds  payable  In  Nov.  1st,  1915. 

ISSUED  IN  REGISTERED  FORH. 

This  stock  is  a  legal  Investment  for  trust  funds. 

Chapter  274  of  the  Laws  of  1904,  which  applies  to  the 
sale  of  Bonds  or  Stock  of  The  City  of  New  York,  provides 
that  "all  or  none"  bids  cannot  be  considered  by  the  Comp- 
troller unless  the  bidder  offering  to  purchase  "all  or  none" 
of  the  Bonds  or  Stock  offered  for  sale  shall  also  offer  to  pur- 
chase "all  or  any  part"  thereof. 

Send  bids  In  a  sealed  envelop.,  enclosed  In  tile  addressed  envelope.  A  deposit  of  TWO  PER 
CENT.  OF  P.\H  VALIE  MUST  ACCOMPANY  BID.  Such  deposit  must  be  In  money  or  certided  check 
upon  a  solvent  Banklne  Corporation.  For  fuller  Information  see  "City  Record."  published  at  2 
City  Hall.  New  York. 

Consult  any  Bank  or  Trust  Company,  or  address 

HERMAN  A.  METZ,  Comptroller  City  of  N  w  York, 
280  Broadway,  New  York. 


LAFAYETTE  AV.— Fred  Loewenthal 
bought  for  a  client  two  lots  south  side  of 
Lafayette  av,  40  ft.  east  of  Whittier  .st. 

WASHINGTON  AV.— Richard  Dickson 
.-^old  for  Alice  Hall  1237  Washington  av, 
a  3-sty  frame  house,  21x140. 

WASHINGTON  AV.— The  Mishkind- 
Fehiberg  Realty  Co.  sold  to  William  Con- 
nolly 2077  Washington  av,  a  3-sty  frame 
dwelling.  50x140.  John  O'Connor  was  the 
broker. 


Leases. 

Eva  Deutsch  leased  to  R.  Wallace  & 
Sons  Mfg.  Co.  a  portion  of  11  and  13  W. 
32d  st  for  10  years,  at  a  yearly  rental  of 

H.  L.  Suydam  &  Co.  leased  the  building 
437  East  23d  st  to  Wynn  Bros,  for  a  lOng 
term  of  years;  also  the  building  3  Riving- 
ton  st  to  I.sa  R.  Krall  for  a  long  term  of 
years;  also  the  store  and  basement  212 
Lafayette  st  to  Herz  &  Co. ;  also  the  store 
and  basement  495  W.  Broadway  to  H.  M. 
Gidden,  of  Boston;  also  a  loft  at  200 
Bowery  for  Charles  L.   Stickney. 

The  Twenty-third  Street  Railway  Co. 
leased  from  Casimir  de  R.  Moore  the 
northwest  corner  of  11th  av  and  23d  st. 
The  lease  is  for  21  years,  at  an  annual 
rental  of  ^8,000;  also  from  C.  C.  Moore 
a  lot  in  the  north  side  of  23d  st,  125  ft. 
west  of  11th  av,  for  21  years,  at  |2,500  a 
year,  and  from  C.  de  R.  Moore  and  Kath- 
arine T.  Moore  two  adjoining  lots  for  the 
same  term,  at  a  rental  of  ^1,250  a  year. 


Cook  &  Watkins,  importers  and  pro- 
ducers of  granite,  marble,  etc.,  of  Bos- 
ton, enthufee  over  a  new  pink  granite 
known  as  Excelsior  Pink.  "It  takes  a 
fine  polish,"  they  claim,  "and  shows  a 
great  contrast  between  axed  and  polished 
work'."  They  declare  this  granite  to  be 
in  every  respect  as  good  as  Westerly  or 
Millstone  Point,  and  that  the  cost  Is  at 
least  twenty-flve  per  cent.  less. 


THE    VANTINB   NAME. 

Supreme  Court  Justice  Truax  reserved 
decision,  on  an  application  by  Daniel 
Bacon  and  his  wife,  Charlotte  Vantine 
Bacon,  as  executors  of  the  estate  of  Ash- 
ley A.  Vantine,  for  an  injunction  to  re- 
strain A.  A.  Vantine  &  Co.,  a  joint  stock 
corporation,  from  continuing  the  use  of 
the  name  Vantine  in  connection  with  the 
sale  of  Turkish  rugs  and  other  Oriental 
wares. 

From  the  papers  submitted  it  appears 
that  in  1882  Ashley  A.  Vantine  retired 
from  partnership  in  the  firm,  except  so 
far  as  related  to  tlie  Turkish  rugs  and 
carpets,  which  were  his  hobby.  Irving 
E.  Raymond,  now  president  of  the  cor- 
poration, and  Henry  K.  Bull,  Jr.,  con- 
tinued to  carry  on  the  other  business  of 
the  firm.  Five  years  later  Mr.  Vantine 
entered  into  an  agreement  with  the  other 
partners  by  which  he  consented  to  the 
use  of  his  name  for  a  period  of  fifteen 
years.  That  agreement  expired,  accord- 
ing to  the  executors,  on  December  9, 
1902,  and  all  right  in  the  name  of  A.  A. 
Vantine  in  connection  with  the  Oriental 
importing  business  reverted  to  the  heirs 
of  Ashley  A.   Vantine. 

The  defendants,  however,  have  con- 
tinued to  use  the  name,  asserting  that 
the  corporation  acquired  title  to  it  in 
1894,  and  that  Mr.  Vantine's  heirs  lost 
all   right   in   the  name  at   his   death. 

The  executors  estimate  the  value  of 
the  name  at  $50,000,  or  at  least  $5,000  a 
year,  to  the  corporation.  The  hesi-s  of 
Mr.  Vantine  were  his  wife,  Harriet,  who 
is  dead,  and  his  two  daughters,  Mrs. 
Charlotte  V.  Bacon  and  Liady  Gilbert 
Parker.  The  latter  is  not  a  party  to  the 
injunction  suit. 


The  Sound  Realty  Co.  sold  to  A.  Schatz- 
kin  &  Co.  18  lots  on  Ash,  Corsa,  Beech 
and  Cedar  avs,  Laconia  Park. 
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MiaowLL/Limor'n 


\^    P.  MANGAM, 

Real  BsUte  Mad  Loans 

108  and  118  EAST  12Bth  BTEEET 

tateykme,  la  BarlsiB  New  York  Oltr 

HOTABT  PUBLIO 

J     C.  LYONS  BUILDING  & 
'  OPERATING  COMPANY 

4  AMD  6  BABT  i3i>  BTBBET 
tM*»k*m«,  MM  Mik  11.  NEW  TOBK 


MiaOMLLAXUOVa. 


QHARLES   H.  EASTON  &  CO. 

RemI  Estate  Ageata  and  Broken 

T*L,  M9C  Seth  8t.  IiUtei  Managed 

lie  West  42d  Street.  NEW  YORK 
Cable  Address,  "CheastOB.  X.  T." 

l?niPT»a  H,  BasTOV  BoBIST  T.  MCOunT 

HUKD'S  PRINCIPLES  OF   CITT  ULNO  VALCSa 

rnco.  »i.r>«, 
A.    book    Just    published    that    shows    hew    eltx 
Talues  are  made  and  the  basis  upon  whltk  real 
estate  appraisements  should  be  made. 


itiacaLLASifOBa 


■HOMAS  DIMOND 

Iron  Work  for  Balldlag 

128  WEST  83d  ST.,  NEW  YORK 


••.v. /128  West  S3d  St. 
W*rks  \  137  West  S2d  St. 


CitablUhed  18B* 
Tel.,  1780Uad.  B«. 


NBRIGHAM  HALL  &  SON 
Real  Estate  Brokers  aad  Ageatt 

Tel.,  COS  Syrlai  Ml  BK01J>W1.T 

JAMES     A,      DOWD  Tel.,93PI»za 

Real  Estate  and  Insurance 

874  .SISTH  AVENCE.  above  49th  Street 


HE  TITLE  INSURANCE  COMPANY,  OF  new  yobk 


135  Broadway,  Manhattan 
and  203  Mongftague  St.,  Brooklyn 

Examines  and  Insures  Titles  to  Re.il  Estate  on  S.iles  iind  Lo.ins 


CAPATAL  AND  SURPLUS 
$3,000,000 

and  de.al3  in  Mortgages. 


EDGAR  J.  LEVEY.  President 

.JOHN  I)    CRIMMINS,      1,,.      _      .,     . 

f'HAKLES  T.  BAKNEV  j  V  icePresidenta 

OVRIL  H.  lURIlETT,  Seirct.iry 

CHAUNL'EV  H.HV.MPHKEY.S.l  Asst. 

EDWIN  A.  BAYLE.S.  /Sec'ys 

WILLIAM  N.  HARTE.  Treasurer 

Hon.  ABRAHAM   R.  LAWRENCE.  Counsel 


H 


T«2. 


ARRY    W. 
REAL 

eolf  Cortlandt 


HOPTON 

ESTATE 

No.    160    BBOADWAT 
Cor.  Liberty  St. 


NOTICE  TO  PROPBRTT  OWNIBRS. 

HEARINGS     FOR     THE     COMING     WEEK. 

At  00-02  West   Broadway. 
Monday,    July    23. 

West  194Lh  St.  Bailey  av  to  N  Y  &  Putnam  R  R, 
Bronx,  at  2  p  m. 

Van  Alst'av,  from  Nott  av  to  Hoyt  av.  Queens, 
at  2  p  m. 

Hamilton  av.   Queens,   at  2  p  m. 

2d    St,    Ricfamond.    at   2   p   m. 

Mt  Vernon  av,  Jerome  av  to  the  northern  bound- 
ary  ofc^ty.    at   10.30  a   m. 

Richard    ^t,     Bronx    and    Pelham    Parkway     to 
Morris    st.    at    11    a    m. 

Borden  av  bridge.   Queens,   at   11   a  m. 

West    1871  h   st,    Amsterdam   av  to   a   new   avenue 
bounding    Highbridge    Park,    at    11    a    m. 

1st  st  east   of  Bronx,  at  4  p  m. 

Wednesday,  July  25. 

Grand     Boulevard,     East    161st    st    to    Mosholu 

Parkway,   at  .'t  p  m. 
Cypress   av.    north  "line  Harlem   River  &   P  R   R 

to   bulkhead   liae.   at  4  p  m. 
3d  av,   widening,   at   150th  st,  at  1  p  m. 

Thursday,   July   26. 

Wl^ite  Plains  rd.  Morris  Park  av  to  West  Farms 
rd,   at   3   p   m. 


JOSEPH   P.  DAY 

Real  Estate 

AUOTIONEEB  AND  APPEAISEB 

HAIH  OITIOa:  AQ«NCT  DIPT 

31  NASSAU  ST.  932  EIGHTH  AVE^^UB 


•LUIS   W.    MOONEY. 
l.')2d   st,    No  38,    s   s,   4(X)  w   3th   av,   15x99.11, 
3-sty   stone   front   dwelling.      (Amt  due,   $8,- 
809.44;  taxes,  &c,  ?15.)     E  M  Michaeiis.  .9,100 

Total    $105,525 

Corresponding   week,   1905    198,962 

Jan.    1,     lonr.,    to    date     $21,211,039 

Corresponding    period.     liKI5 21.339.G29 


AUCTION  SKVES  OF  THE  W^EEK. 

The  following  is  the  complete  list  of  the  prop- 
erties sold,  withdrawn  or  adjourned  during  week 
ending  July  2ft.  19(Ki.  at  the  New  Y'ork  Real 
Estate  Sale^rooBi.  14  and  Hi  Vesey  st.  Except 
wliere  otherwise  stated,  the  properties  offered 
were  in  foreclosure.  Adjournment  of  legal  sales 
to  next  week  are  noted  under  Advertised  Legal 
Sites. 

♦Indicates  that  the  property  described  was  bid 
in   for  the  plaintiff's  account. 

The  total  amount  at  the  end  of  the  list  com- 
priees  the  consideration  in  actual  sales  only. 

JOSEPH    P.    DAY. 
181st  st,   s  w  cor  Walton  av,    100xl53x— xl76, 

.vacant.      Jacob    Leitner    $13,950 

181st   st^   s  e  cor  Jerome  av,   100x100,   vacant. 

Bid  in  at  $30,600   

Jerome  av,  e  s,  100  s  ISlst  st,   100xl00x76x— , 

vacant.      Bid    in   at   $18..")00 

Honeywell    av.    n    w   cor    178th    st,    36.6x140.2, 

•Vjicant.      Bid    in    at   $7,0(K) 

Honeywell    av,    s    w    cor    178th    st,    35.6x140.2, 

vacant.      Bid   in   at  .1;7,(j00 

113th  St.   n  s.   100  w  8th  av,   25x100.11,   5-sty 

brk  tenement.     Bid   in   at  $31.700 

80th  st,  n  s,  150  e  Amsterdam  av.  31x102.2,  5- 

s,ty  stone  front  teuemeut.     Bid  in  at  $47,000. 

Mott  av,  No  582,  s  e  cor  ISOth  st,'  iiiiixioO.Ox 
iti.SxWO.T.  3-sty  brk  dwelling.  (Partition.) 
Richard    G    Weiner ; ,.9,150 

•Ik  av,  No  346,  e  s,  46.C  n  20th  st.  22.6x58, 
4-sty  brk  tenement  and  store.  (Partition^. 
Frederick    Zwickert    ..12.500 

78th  st.  No  344,  s  s,  210  w  1st  av,  20x102.2, 
4-sty  stone  front  teuemeut.  (Partition.) 
Nandor    Klein 15.3pO 

Franklin  av.  s  .s,  part  of  lot  147  map  of  Vil- 
lage of  Morrisania,  Bronx,  70x116x70x113. 
(,Amt  due.  $8,808.20;  taxes,  &c,  $314.)  Ad- 
journed   to    Sei>t    19 

1st.  av.  No  .S36,  e  s,  75.10  s  47th  st.  25.3x00, 
5-sty  brk  tenement  and  store.  (Amt  due, 
$7,555.39;  taxes,  &c,  $28.)  Osk  &  Edel- 
^teiin    ., 18,100 

Union  av,  s  w  s,  80.8  s  e  5th  st.  27.10x100, 
.•Westchester.  (Amt  due,  $2,451.40;  taxes, 
&c,  .§75.)  Mort  recorded  April  7.  1902. 
Qenj   Packer    4.075 

Otfi  St.  No  fil.  n  s,  174.4  w  Broadway,  26x 
923.  <i-sty  brk  loft  and  store  buUding.  lease- 
hold. (Amt  due,  $14,668.55;  taxes,  &c. 
$7."..3.44.)  Mort  recorded  Jan  16.  1893.  Carl 
Abroineit 18,200 

Wefester  av.  s  e'  cor  ISOth  st,  late  Welch  st. 
36.5x91.2x42.5x90.  (Amt  due,  $6,361.36; 
taxes,  &c.  $2,109,07.)  Mort  recorded  Sept  23. 
1S96.      Withdrawn    

•Intervale  av,  w  s.  291.11  s  lG7th  st,  .")0x88.1x 
50.GxS0.11,  vacant.  (Amt  due.  $3,311.21: 
taxes,  &c,  $2,000.)  Mort  recorded  Jan  17, 
1905.      Jacob    Hlrsch 5,100 


ADVERTISED    I.EGAI.    SAXES. 

Sales  to  be  held  at  the  Real  Estate  Exchange. 
14  and   \''i  Vesey  st,   except  as  elsewhere  stated. 

July    21. 
No   Legal    Sales  advertised   for  this   day. 

July  23. 
.34th  st,  No  113,  n  s,  162.6  e  Park  av,  21x98.0, 
4-sty  stone  front  ■  dwelling.  John  H  Gafney 
agt  James  E  Keane;  Thornton  &  Earle. 
atfys.  38  Park  Row;  Nicholas  J  Hayes,  sher- 
iff. (Sheriffs  sale  of  all  right,  title.  &c, 
which  James  E  Keane  had  on  April  12,  1906, 
or  since.)      By  Joseph   P   Day. 

July   24! 

Land  under  water  situated  on  e  shore  of  Har- 
lem River  and  w  s  of  Wards  Island,  705  w 
road  shown  on  Bridges  map,  containing 
3  43-lOt.)    acres. 

Parcel  of  land  beginning  at  a  point  on  s  shore 
of  the  water  at  junction  of  Harlem  River  and 
Little  Hell  Gate  at  high  water  mark,  413.8  w 
boundary  line  between  lots  1  and  2  on  afore- 
said   map,    containing   97-100   acre. 

Parcel  of  land  beginning  at  a  point  on  s  shore 
of  Little  Hell  Gate  at  high  water  mark.  149.8 
w  boundary  line  between  lots  1  and  2  on  said 
map  and  272.5  n  of  road  laid  down  on  said 
map.    containing   2  7-100  acres.  1 

Thomas  L  Reynolds  agt  Ruth  Britton  indiv 
and  extrx  et  al;  Reed  &  Reed,  att'ys,  280 
Bro.idway;    Edw   L  Patterson,   ref.      (Amt  due, 

$G..K71.02;    taxes,    &c,    $ .)       By    Joseph    P 

Day. 

July   25. 
53d  St.  No  358.  s  s.  150  e  9th  av.  25x100.5,  4-sty 
brk  tenement  and  2-sty  brk  tenement  in   rear. 
Annie  M  Duffy  agt  Alois  C  Muller  et  al;  Rich- 
ard I  White,  att'y,  150  Nassau  st;  Adam  Wie- 
ner, ref.      (Partition.)     By  Joseph  P  Day. 
James    Slip.    No    lis    w   cor    Cherry    st,    24x36.2, 
Cherry  st.  No  75      |  4-sty      brk      tenement      and 
store.     Henry  S  Bowron  agt  Solomon  Zimmer- 
man  et   al;    Wyatt  &   Trimble,   att'ys.    34   Pine 
st;  Peter  Schmuck,  ret.     (Amt  due,  $10,797.89; 
taxes,  &c,  $250.)     Mort  recorded  Aug  21,  1901. 
By   Joseph    P    Day. 

July    20. 

112th  st.  No  153,  n  s,  345  w  3d  av.  16.8x100.10. 
2-sty  frame  dwelling.  Max  Levine  agt  Henry 
St  John  indiv,  &  exr  et  al;  Wm  C  Orr,  att'y, 
51  Chambers  st;  Chas  S  Guggenheimer,  ref. 
(Amt  due.  $2,419.32;  taxes.  &c.  $82.52.)  Mort 
recorded  Sept.  1,  1905.     By  Joseph  P  Day. 

Madison  av.  Nos  2059  and  2061!n    e    cor    130th    st. 

].30th  St.  Nos45and  47  199.11    x    35,    5-sty 

brk  tenement  and  store.  Elizabeth  Hafner  agt 
Edgar  Logan  et  al;  Allen  &  Sabine,  att'ys,  146 
Broadway;  Wm  H  Wadhams,  ref.  (Amt  due, 
$5,898.75;  taxes,  &c,  $2,023.08.)  Mort  re- 
corded May  4,  1903.  By  Joseph  P  Day. 
July    27. 

Lexington  av,  Nos  161  and  1631n    e    cor    30th    st, 

30th  St.  no  131  i  4:1.10    X     100.     12- 

sty  brk  and  stone  hotel.  Henry  H  Jackson 
agt  Brandon  Realty  Co  et  al;  Stephen  H  Jack- 
son, att'y,  lOU  Lexington  av;  Nicholas  J  Hayes, 
sheriff.  (Sheriff's  sale  of  all  right,  title,  &c. 
which  Brandon  Realty  Co  had  on  May  29, 
ItiOO.    or  since.)      By   Joseph  P   Day. 

lL".«h  St.  Nos  251  to  235,  n  s,  199  e  8th  av, 
76x99.11,  6-sty  brk  tenement.  Sheriff'.s  sale 
of  all  right,  title.  &c,  which  Crescent  Mercan- 
tile &  Realty  Co  had  on  May  7.  1906,  or  since: 
Holden  &  Rogers,  att'ys.  141  Broadway; 
Nicholas  J.Hayes,  sheriff.     By  Jos  P  Day. 

St  Georges  Crescent,  w  s,  3.55.6  s  Van  Cort- 
landt  .av,  runs  s  25.4  x  \v  70.9  x  s  16.7  x  w 
.52.1-  X  e  115-3  to  beginning,  2-sty  frame 
dweliiug.  Katie  Markert  agt  Chas  F  Kurz 
et  al;    Isidore  Solomon,   att'y,   2162  Pitkin   av. 


Brooklyn:  Isaac  Phillips,  ref.  (Amt  due,  $1.- 
176. 72;  taxes,  &c,  $141.44;  sub  to  a  prior  mort 
of  $2,500.)  Mort  recorded  May  4,  1905.  By 
Josep'a    P    Day. 

July    28    and    .30. 
No  Legal  Sales  advertised  for  these  days. 


propoaalf*, 


Headquarters  of  the  Fire  Department  of  The 
City  of  New  York.  Nos.  157  nnd  159  East  Sixty- 
seventh  Street,  Borough  of  Manhattan.  The  City 
of   New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office   until   ]0.:TO  o'clock   A.    M.    on 

TUESDAY.    JULY    31,    1906, 
Boroughs    of    Manhattan    and    The    Bronx. 

No.  1.  For  furnishing  and  delivering  one  ex- 
tra first-size  steam  fire  engine. 

No.  2.  For  furnishing  and  delivering  one 
first-size    steam    fire    engine. 

No.  3.  For  furnishing  and  delivering  two 
third-size    steam    fire   engines. 

No.  4.  For  furnishing  and  delivering  one 
sixty-five-foot  aerial  hook  and   ladder  truck. 

For  full  particulars  see  City   Record. 

JOHN  H.   O'BRIEN, 
Fire   Commissioner. 

Dated    July    18.    190G.  (27978) 

Headquarters  of  the  Fire  Department  of  The 
City  of  New  York,  Nos.  157  and  1.59  East  Sixty- 
seventh  Street.  Borough  of  Manhattan,  The  City 
of   New  Y'ork. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  abovg 
office   until   10.30  o'clock  A.  M.   on 

TUESDAY.    JULY    31,    1906, 
Boroughs    of    Manhattan    and    The    Bronx. 
No.   1.    For    furnishing   and    delivering   sixteen 
(16)     first-size    hose    wagons. 

No.  2.    For  furnishing  and   delivering   ten   top 
buggies  for  battalion  chiefs. 
For  full   particulars   see   City   Record. 

JOHN   H.   O'BRIEN. 
Fire    Commissioner. 
Dated    July    18,    1906.  (27978) 

H  j -dquartcrs  of  the  Fire  Department  of  The 
Ci'.y  of  New  York,  Nos.  137  and  l."i9  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  The  City 
of  New   Y'ork. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office   until   10.30  o'clock  A.    M.    on 

TUESDAY",    JULY-    31.    IStW. 
Boroughs  of  Brooklyn  and   Queens. 
No.  1.    For     furnishing     and     delivering     one 
e::tra    first-size    steam    fire    engine. 

No.  2.     For  furnishing  and  delivering  one  first- 
size   .  :eam   fire  engine. 
For  fuU  particulars  see  City   Record. 

JOHN   H.    O'BRIEN. 
Fire   Commissioner. 
Dated   July    18,    1906. (27978) 

Ileud.iuarters  of  the  Fire  Department  of  The 
City  of  New  York,  Nos.  157  and  1.59  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  The  City 
of   New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office   until   10.30  o'clock  A.   M.   on 

TUESDAY,    JULY    31.    1006, 
Boroughs    of    Manhattan    and    The    Bronx. 
For  furnishing  all  the  labor  and  materials  re- 
quired for  constructing  and  delivering  three  steel 
.screw   propelling  fireboats. 
For  full  particulars   see  City  Record. 

JOHN  H.   O'BRIEN. 
Fire   Commissioner. 
Dated  July   IS,    190G.  (27985) 

Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,   The  City   of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office  of 
the   Department  of  Parks   imtil  3  o'clock  P.    M. 

THURSDAY,  AUGUST  2.  1906, 
Borough  of  The   Bronx. 
For   furnishing   and   delivering   fifty    (.50)    tons 
No.    1    timothy  hay.  six  thousand   (I'l.OOOi   pounds 
wheat    bran,    and    two   thousand    (2,000)    pounds 
oil  meal  (No.   1.  lOtXJ).  Borough  of  The  Bronx. 
For  full  particulars  see  City  Record. 
MOSES   HERRMAN, 

President; 
GEORGE  M.  WALGROVE, 
MICHAEL   J.    KENNEDY, 

Commissioners   of   Parks. 
Dated   July   13,    1906.  (27971) 


July  21,  1906 


RECORD     AND     GUIDE         Manhattan 


I2S 


Official  Xcgal  liajtices. 

ATTENTION  IS  CALLED  TO  THE  ADVBR- 
TISEMISNT  IN  THE  CITV  RECORD  OF  July 
11  to  24,  l!)0lj,  of  the  Conflimalion  by  the  Board 
of  Assessors  and  the  entering  in  the  Bureau  for 
the  Collection  of  Assessments  and  Arrears,  of 
Assessments  for  LOCAL  IMPROVEMENTS  IN 
THE   BOROUGH   OF  THE   BRONX. 

L'3D  WARD.  SECTION  9.  GRANT  AVENUE 
—SEWER,  between  East  161st  Street  and  lU3d 
Street. 

HERMAN  A.   MBTZ. 

Comptroller. 

City  of  New  York,  July  10,  1006. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OP  July 
11  to  24,  1006,  of  the  Confirmation  by  the  Board 
of  Assessors  and  the  entering  in  the  Bureau  for 
the  Collection  of  Assessments  and  Arrears  of 
Assessments  for  LOCAL  I.MPROVEMENTS  IN 
THE    BOROUGH    OP    MANHATTAN. 

12TH  WARD,  SECTIO.N  7.  WEST  12STH 
STREKT— REGULATING,  GRADING.  CURBING 
AND  FLA(!G1NG,  from  Convent  Avenue  to  St. 
Nicholas  Terrace. 

HERMAN  A.  METZ. 

Comptroller. 

City  of  New  York,  July  10.  ia06. 

ATTE.N'TIO.N  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  July 
13  to  27.  1006.  of  the  Confirmation  by  the  Board 
of  Revision  of  Assessments  and  the  entering  in 
the  Bureau  for  the  Collection  of  Assessments 
and  Arrears,  of  Assessments  for  LOCAL  IM- 
PROVEMENTS IN  THE  BOROUGH  OF  THE 
BRONX. 

2:iD  WARD,  SECTION  9.  WEST  163D 
STREET— REGULATING,  GRADING,  CURB- 
ING. FLAGGING  AND  LAYING  CROSSWALKS, 
from  Ogden  Avenue  to  Woodycrest  Avenue. 
23D  AND  24TH  WARDS,  SECTION  11.  MA- 
COMB'S ROAD— REGULATING.  GRADING, 
CURBING,  FLAGGING  AND  LAYING  CROSS- 
WALKS, from  Jerome  Avenue  at  Marcy  Place 
to  Inwood  Avenue.  24TH  WARD.  SECTION 
11.  GROTE  STREET— REGULATING.  GRAD- 
ING. CURBING,  FLAGGING  AND  LAYING 
CROSSWALKS,  from  Belmont  Avenue  to  the 
Southern  Boulevard.  EAST  172D  STREET- 
REGULATING,  GRADING.  CURBING.  FLAG- 
GING AND  LAYING  CROSSWALKS,  from  Je- 
rome Avenue  to  the  Grand  Boulevard  and  Con- 
course. 

HERMAN  A.  METZ, 

Comptroller. 

City    of    New    York,    July    12,    1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  July 
13  to  27.  lOOG.  of  the  Confirmation  by  the  Board 
of  Revision  of  Assessments  and  the  entering  In 
the  Bureau  for  the  Collection  of  Assessments 
and  Arrears,  of  Assessments  for  LOCAL  IM- 
PROVEMENTS IN  THE  BOROUGH  OF 
QUEENS. 

1ST  WARD,  LOCKWOOD  STREET— REGU- 
LATING, GRADING.  CURBING.  FLAGGING 
AND  PAVING,  from  Broadway  to  Grand  Ave- 
nue. 

HERMAN  A.  METZ. 

Comptroller. 

City    of    New    York,    July    12,    1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  criTY  RECORD  OP  July 
17  to  30,  1906,  of  the  confirmation  by  the  Su- 
preme Court  and  the  entering  in  the  Bureau  for 
the  Collection  of  Assessments  and  Arrears,  of 
Assessments  tor  OPENING  AND  ACQUIRING 
TITLE  to  the  folloiving  named  street  IN  THE 
BOROUGH    OF    THE    BRONX: 

24TH  WARD,  SECTION  11.  EAST  179TH 
STREET— OPENING,  from  3d  Avenue  to  Bronx 
Street.  Confirmed  April  2.  1005,  and  January 
24,   1906;   entered  July   16.    1906. 

HERMAN    A.    METZ, 

Comptroller. 

City   of  New   York,    July   16,    1906.  (27942) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  July 
19  to  August  1,  1906.  of  the  confirmation  by  the 
Board  of  Assessors  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  Assessment  for  LOCAL  IMPROVE- 
MENTS IN    THE    BOROUGH   OP  THE   BRONX. 

23D  WAR-!'.  .SECTION  10.  SPOFFARD  AVE- 
NUE—REGULATING, GRADING.  CURBING, 
FLAGGING  AND  LAYING  CROSSWALKS  from 
Hunts  Point  Road  to  Longwood  Avenue. 

HERMAN    A.    METZ, 

Comptroller. 

Ciy   of   New   York,    July   18.    1006.  (27952) 


proposals. 


ff»roposals. 


Department  of  Water  Supply,  Ga«  and  Elec- 
tricity, Room  1536,  Nos.  13  to  21  Park  Row. 
Borough  of  Manhattan,  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply 
Gas  and  Electricity  at  the  above  office  until  3 
o'clock   P.    M.    on 

WEDNESDAY.    JULY    25.    1906. 
Borough  of  Brooklyn. 
For   furnishing,    delivering,    erecting    and    con- 
necting   four    pumping    engines,    complete,    with 
all    appurtenances    and    appliances.     In    tfe    re- 
modelled Ridgewood  Northslde  Pumping  Station, 
Atlantic  Avenue  near  Logan  Street,   In  the  Bor- 
ough    of     Brooklyn. 
For  full  particulars  see  City  Record. 

WILLIAM  B.   ELLISON, 

Coinml«uloiier. 
I>atii,l  June  27.  10C8. 

DEPARTMENT  OF  DOCKS  AND  FERRIES. 

Thomas  Bowe,  Auctioneer,  will  sell  on  behalf 
of  the  Department  of  Docks  and  Ferries  on  July 
24th,  1906.  at  10..30  o'clock  A.  M.,  Old  Material, 
commencing  at  East  91st  Street  and  continuing 
at  West  19th  Street,  Borough  of  Manhattan. 
(For    particulars    see    City    Record.)  (27892) 


Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street 
Borough  of  Manhattan,  The  City  of  New  York' 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
P.    M.    on 

THURSDAY,   JULY  26,    1966, 
Borough   of   Brooklyn. 
For    furnishing    all    the    labor    and    materials 
necessary  to   lay  cement  sidewalk  on  north  side 
of    concourse.    Coney    Island. 
For  full  particulars  see  City  Record. 
MOSES    HERRMAN, 

President; 
GEORGE    M.    WALGROVB, 
MICHAEL   J.    KENNEDY, 

Commissioners    of    Parks. 
Dated    July    11,    1006. 

Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
P.    M.    on 

THURSDAY,    JULY   26,    1906, 
Borough    of   Brooklyn. 
For  regulating,   grading  and  paving  or  repav- 
ing  with  asphalt   pavement   on   a  concrete  foun- 
dation the  roadway  of  Pennsylvania  Avenue  be- 
tween Jamaica  Avenue  and  Sutter  avenue.   Bor- 
ough of  Brooklyn,  together  with  all  the  work  in- 
cidental  thereto. 
For  full  particulars  see  City  Record. 
MOSES    HERRMAN. 

President; 
GEORGE    M.    WALGROVE, 
MICHAEL    J.    KENNEDY, 

Commissioners    of    Parks. 
Dated    July    11,    1906. 

Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street. 
Borough  of  Manhattan,  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
P.    M.    on 

THURSDAY,   JULY  26,   1906, 
Borough  of  Brooklyn. 
For   regulating,   grading  and  paving  or  repay- 
ing with  asphalt   pavement  on  a  concrete  foun- 
dation   the    roadway    of    Glenmore    Avenue,    be- 
tween   Stone    Avenue    and    Doscher    Street,    Bor- 
ough   of    Brooklyn,    together    with    all    the   work 
incidental    thereto. 
For  full  particulars  see  City  Record. 
MOSES    HERRMAN. 

President; 
GEORGE    M.    WALGROVB. 
MICHAEL    J.    KENNEDY, 

Commissioners    of    Parks. 
Dated    July    11.    1906. 

Police  Department  of  The  City  of  New  York, 
No.    300   Mulberry    Street. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  Police  Commissioner  of  the  Police 
Department    of    The    City    of    New    York   at   the 
above   office   until   10  o'clock   a.    m.,   on 
WEDNESDAY.    AUGUST    1,    1906. 
For    furnishing    all    the    labor    and    materials 
necessary  in   making  and   completing  alterations 
and    improvements    to    the    Seventy-second    Pre- 
cinct   Station    House,     etc.,    Foster    and    Coney 
.Island  Avenues,   Borough  of  Brooklyn. 
For  full  particulars  see  City   Record. 

THEODORE    A.     BING^HAM. 

Police    Commissioner. 
Dated  July   10,    1906.  (27747) 

Bellevue  and  Allied  Hospitals  Department  of 
New  York  City,  Twenty-sixth  Street  and  First 
Avenue,  Borough  of  Manhattan,  The  City  of 
New    York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Board  of  Trus- 
tees at  the  above  office  until  3  o'clock  P.  M. 
on 

WEDNESDAY,   AUGUST   1,    1906, 

For   fruits  and   vegetables. 

For  full  particulars  see  City  Record. 

JOHN     W.     BRANNAN, 
President.     Board     of     Trustees,     Bellevue     and 
Allied    Hospitals. 

Dated    July    17.    1906.  (27932) 

Bellevue  and  Allied  Hospitals  Department  of 
New  York  City,  Twenty-sixth  Street  and  First 
Avenue,  Borough  of  Manhattan,  The  City  of 
New    York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Board  of  Trus- 
tees at  the  above  office  until  3  o'clock  P.  M. 
on 

WEDNESDAY,    AUGUST    1,    1906. 

For  uniforms. 

For  full  particulars  see  City  Record. 

JOHN     W.     BRANNAN. 
President,     Board     of     Trustees,     Bellevue     and 
Allied    Hospitals. 

Dated    July    17,    1906.  (27932) 

Bellevue  and  Allied  Hospitals  Department  of 
New  York  City.  Twenty-sixth  Street  and  First 
Avenue.  Borough  of  Manhattan,  The  City  of 
New    York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Board  of  Trus- 
tees at  the  above  office  until  3  o'clock  P.  M. 
oh 

WEDNESDAY,    AUGUST   1,    1906, 

For  all  the  labor  and  material  required  for 
additions  and  alterations  to  the  refrigerating 
plant  and  boxes  in  the  city  morgue,  for  Belle- 
vue and  Allied  Hospitals,  at  the  foot  of  East 
Twenty-sixth  Street  and  East  River,  in  the 
Borough    of    Manhattan,    City    of    New    York. 

For  full  particulars  see  City  Record. 

JOHN     W.     BRANNAN, 
President,     Board     of     Trustees,     Bellevue     and 


proposals 


DEPARTMENT  OF  DOCKS  AND  FERRIES.  ■ 
Sealed  bids  or  estimates  for  electrical  gen- 
er.ating  sots  (1011)  will  be  received  by  the  Com- 
missioner of  Docks  at  Pier  "A."  Battery  Place 
until  12  o'clock  M..  July  23d,  1906.  (For  par- 
ticulars  see  City  Record.)  (27754) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  1536,  Nos.  13  to  21  Park  Row 
Borough   of  Manhattan,   The  City  of  New  York' 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply 
Gas  and  Electricity  at  the  above  office  until  2 
o'clock    P.    M.,    on 

FRIDAY,   JULY  27,    1906, 
Boroughs   of   Manhattan    and   The    Bronx. 

For  furnishing,  delivering  and  constructing, 
for  the  high  pressure  fire  service,  suction  mains 
and  appurtenances  for  salt  water,  for  the  pump- 
ing station  located  at  the  northeast  corner  of 
Gansevoort  and  West  Streets,  and  for  the  pump- 
ing station  located  at  the  northwest  corner  of 
Oliver   and   South   Streets. 

For  full  particulars  see  City  Record. 

WILLIAM   B.    ELLISON, 
(27004)  Commissioner. 

Office    of    the    Department    of    Parks.    Arsenal 
Building,   Fifth  Avenue  and  Sixty-fourth   Street, 
Borough  of  Manhattan,   The  City  of  New  York 
SEALED    BIDS    OR    ESTIMATES    will    be   re- 
ceived by  the  Park  Board  at  the  above  office  of 
the  Department  of  Parks  until  3  o'clock  p.  m.  on 
THURSDAY,    AUGUST   2,    1900, 
Borough  of  Brooklyn. 
For    furnishing    all     the    labor    and    material 
necessary    to    excavate    and    grade    with    topsoil 
the  planting  spaces  on  Prospect  Park  West,  be- 
tween   Fifth    and   Fifteenth    Streets,    Borough    of 
Brooklyn. 
For  full  particulars  see   City  Record. 
MOSES    HERRMAN, 

President; 
GEORGE    M.    WALGROVE, 
MICHAEL    J.     KENNEDY, 

Commissioners  of  Parks. 
Dated    July    18,    1900. 


public  •H^orfces. 


Allied   Hospitals. 


Dated    July    17,    1906. 


?, 


(27932) 


CORPORATION     SALE     OF     BUILDINGS     AND 
APPURTENANCES     THERETO.     ON     CITY 
REAL  ESTATE. 
Public  notice  is  hereby  given  that  the  Commis- 
sioners  of   the    Sfnking   Fund,    by    virtue   of   the 
powers    vested    in    them    by    law,    will    offer    for 
sale   at    public    auction,    the    buildings,    parts   of 
buildings,    etc.,    standing    within    the    lines    and 
upon  property  owned  by  the  City  of  New  York, 
acquired    for    the    Wantagh    Infiltration    Gallery, 
and  also  for  property  along  the  pines  and  Bast 
Meadow    Streams. 

All  the  buildings,  parts  of  buildings,  etc.,  situ- 
ate and  erected  upon  property  known  as  follows; 
On   No,    3.   property  formerly  owned  by  Bonner, 

Dwelling  house. 
On  No.  4,  property  formerly  owned  by  Johnson, 

Dwelling  house   and    barn. 
On   No.   6.    property  formerly  owned  by  Abrams 

Est.,    Dwelling   house   and   2  small   stables. 
On   No.   8.   property  formerly  owned  by  Kamtfe, 

Dwelling    house    and    stable. 
On    No.    13,    property    formerly    owned    by    Mrs. 

Randall,     Dwelling    house    and     barn. 
On    No.    14,    property    formerly    owned    by    Wm. 

Mott,   Dwelling  house  and  outbuildings. 

Name  of    former  owners.     Description    of    Bldgs, 

Samuel    Kilpatrick. . . .     Frame    dwelling,     20x24 

ft.,  2  stories  &  attic,  1st 

floor,  3  rooms;  2d  floor, 

4   rooms. 

Belmore    Impvt.     Co. .    Frame     office     building, 

14x14  ft. 
Elizabeth  Baldwin...  Shanty  (old).  1%  stories 
26x14  ft.;  of  no  value 
if  removed. 
Lavinin  Whitmore....  Frame  dwelling  1^ 
stories  &  extension.  1 
floor:  main  building,  14 
x22  ft.  Extension,  13x 
IS'A  ft. 

Frederick    Welbel Frame      dwelling.      2 

stories    &    attic;    26x24 

ft.:  1st  floor.  3  rooms  & 

hall;    2d    floor,    4    rooms 

-■■■       &   hall. 

By    direction    of    the    Comptroller,    the   sale   of 

the  above  described  buildings  and  appurtenances 

thereto   will   be   made    under   the   supervlBlou   of 

the    Collector    of    City    Revenue.    Department    of 

Finance.     The  sale  will  take  place  on  MONDAY. 

AUGUST  13.  1906.  at  11  A.  M.,  on  the  premises. 

For  full  particulars  see  City  Record. 

H.    A.    METZ, 

Comptroller. 
City   of   New    York— Department   of   Finance, ) 
July  11.  1906.     J 

Department  of  Water  Supply.  Gas  and  Hlec- 
tricity.  Room  1530.  Nos  13  to  21  Park  Eow, 
Borough  of  Manhattan.  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity,  at  the  above  office  unttl 
2   o'clock    P.    M.    on 

WEDNESDAY.    JULY   25.    1906. 
Borough    of   Brooklyn. 

No.  1.  For  setting,  replacing  and  hauling  »lx 
(6)  inch  hydrant  service  pipe,  fire  bydranta  and 
appurtenances  on  various  streets  in  the  Bor- 
ough   of    Brooklyn. 

No.  2.  For  fumiehlng  and  delivering  rtop- 
cocks. 

No.  3.  For  furnishing,  delivering  and  lay- 
ing water  mains  and  appurtenances  in  Belmotit 
and  Fountain  Avenues,  In  Crescent  Street  ftxtfl 
in  the  grounds  of  the  New  Lota  pumping  atfttSon. 

No.  4.    For  furnishing  and  driving  deep  wellfl. 

No.  5.  For  furnishing,  delivering  and  Instell- 
ing  superheaters  and  piping  at  various  pumpUic 
statlonB. 

For  full  particulars  see  City  Record. 

WILLIAM  B.   ELLISON, 

Commissioner. 

Dated  July  12,  1906. 
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Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
P.    M.    on 

THURSDAY,   JULY  26.    1906, 
Borough    of    Brooklyn. 
For    regulating,    grading    and    paving    or    re- 
paving    with    asphalt    pavement    on    a    concrete 
foundation     the    roadways    of    traffic    roftds    of 
Eastern   Parkway,    between   Prospect  Park  Plaza 
and    Ralph    Avenue,    Borough    of    Bropklylj,    to- 
gether  with   all   the   work   incidental   thereto. 
For  full  particulars  see  City  Record. 
MOSES    HERRMAN. 

PresidAuti 
GEORGE    M.    WALGROVE, 
MICHAEL    J.    KENNEDY, 

Commissioners    of    nirks. 
Dated   July    12,    1906. 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO.  ON  CITY 
REAL  ESTATE. 
Public  notice  is  hereby  given  that  the  Commis- 
sioners of  the  Sinking  Fund,  by  virtue  of  the 
powers  vested  in  them  by  law,  will  offer  for 
sale  at  public  auction,  the  buildings,  parts  of 
buildings,  etc.,  standing  upon  property  owned 
by  the  City  of  New  York,  acquired  for  athletic 
field  purposes,  under  the  jurisdiction  of  the 
Board  of  Education  in  the  Borough  of  Queens, 
being  the  property  bounded  by  Orchard  Street, 
Munson  Street  and  the  East  River,  being  about 
310  feet  on  Orchard  Street  by  474  feet  of  Mun- 
son Street. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.  The  buildings  to  be  sold  are:  One 
In  the  centre  and  the  other  which  is  situate 
second  from  the  lighthouse.     The  sale  will  take 
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place  on  MONDAY,  AUGUST  6,  1906.  at  11  a.  m. 
on    the    premises. 
For  full  particulars  see  City  Record. 

H.    A.    METZ, 

Comptroller. 
City   of   New   York— Department   of   Finance. ) 
Comptroller's    office,    July    11,    lOOG.     f 

CORPORATIO.M    SALE    OF    REAL    ESTATE. 

PUBLIC  NOTICE  IS  HI5REBY  RIVEN  THAT 
the  Commissioners  of  the  Sliikiug  Fund  of  the 
City  of  New  York,  by  virtue  of  the  powers  vested 
in  them  by  law,  will  offer  for  sale  at  public 
auction    on 

THURSDAY,  JULY  26,  1006, 
at  12  o'clock  M.,  at  the  Comptroller's  office. 
No.  2S0  Broadway,  Borough  of  Manhattan,  City 
of  New  Y'ork.  all  the  right,  title  and  interest 
of  the  City  of  New  York  in  and  to  the  follow- 
ing described  property,  which  it  has  by  virtue 
of  a  lease  from  William  V.  B.  Bennett.  Super- 
visor of  the  Town  of  Gravesend.  to  the  City  of 
Brooklyn,  which  lease  is  dated  December  28, 
l.sn5.  recorded  in  the  Kings  County  Register's 
office  on  December  31,  1805,  in  Section  21. 
Liber  1  of  Conveyances,  page  406.  and  indexed 
under  block  No.  7056  on  the  Land  Map  of  the 
County  of  Kings. 

Premises  situated  on  the  northerly  side  of 
Surf  Avenue  between  the  westerly  side  of  West 
24th  Street  and  the  easterly  side  of  West  23d 
Street,   in  the  Borough  of  Brooklyn,   and  known 


as  and  by  the  number  32  upon  the  assessment 
roll  for  the  opening  of  Surf  Avenue  from  Coney 
Island  Point  to  land  of  Prospect  Park  and 
Coney  Island  Railroad  in  the  Town  of  Graves- 
end,  assessed  to  the  New  Y'ork  Children's  Aid 
Society,  which  was  sold  to  the  Town  of  Graves- 
end  at  a  sale  for  unpaid  assessments  held  Janu- 
ary 11,  l.SO.'!,  for  the  sum  of  $44.25.  and  which 
said  property  was  leased  to  the  City  of  Brooklyn 
for  a  term  of  one  hundred  years. 

The  minimum  or  upset  price  at  which  the  in- 
forest  of  the  City  in  and  to  the  premises  to 
lie  sold  is  appraised  and  fixed  by  the  Commls- 
siiiners  of  the  Sinking  Fund  at  eighty  dollars 
and  two  cents  (iJW.Oi).  The  purchaser  in  ad- 
dition thereto,  to  pay  the  auctioneer's  fee  on 
such  sale,  and  also  tq  pay  fhe  further  sum  of 
one  hundred  dollars  (.?100)  for  the  expensB  of 
examination,    advertising,    etc. 

(For  full  particulars  see  City  Record.) 

HERMAN    A.     METZ, 

Comptroller. 
City    of    New    York— Department    of    Fiiunce, ) 
(27711)  Comptroller's  office,  July  G,  liXKJ.     f 

Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan.  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
r.    M.    on 

THURSDAY,    JULY'  26,   1006, 
Borough   of  Manhattan. 
For  constructing  a  walk  pavement  of  Portland 
cement    mortar    and    doing    other    work    on    the 
unpaved    portion    of    the    Esplanade    adjacent    to 
the    sea-wall    along   the   water   front    of    the   ex- 
tension   of   East    River   Park. 
For  full  particulars  see  Citv  Record. 
MOSES    HERRMAN, 

President; 
GEORGE    M.    WALGROVE, 
MICHAEL    J.    KENNEDY, 

Commissioners    of    Parks. 
Dated    July    7,    1006. 


CONVEYANCES 


Whenever  the  letters  Q.  C,  C.  a.  O.  and  B.  &  S.  occur,  preceded  by 
the  name  of  the  grantee,  they  mean  as  follows: 

let. — Q.  C.  Is  an  abbreviation  for  Quit  Claim  deed,  1.  e.,  a  deed 
wherein  all  the  right,  title  and  Interest  of  the  grantor  Is  conveyed, 
omitting  all  covenants  and  warranty. 

2d. — C.  a.  G.  means  a  deed  containing  Covenant  against  Grantor 
only,  In  which  he  covenants  that  he  hath  not  done  any  act  whereby 
the  estate  conveyed  may  be  Impeached,  charged  or  encumbered. 

3d. — B.  &  S.  Is  an  abbreviation  for  Bargain  and  Sale  deed,  wherein, 
although  the  seller  makes  no  expressed  consideration,  and  thus  Im- 
pliedly claims  to  be  the  owner  of  it.  The  street  or  avenue  num- 
bers given  In  these  lists  are.  In  all  cases,  taken  from  the  insurance 
maps  when  they  are  not  mentioned  In  the  deeds.  The  numbers.  It 
win  occasionally  be  found,  do  not  correspond  with  the  existing  ones, 
owing  to  there  having  been  no  official  designation  made  of  them  by 
the  Department  of  Public  Works. 

4th. — The  first  date  Is  the  date  the  deed  was  drawn.  The  second 
date  is  the  date  of  filing  same.  When  both  dates  are  the  same,  only 
one  Is  given. 

5th. — The  figures  In  each  conreyance.  thus,  2:482 — 10,  denote  that 
the  property  mentioned  Is  In  section  2,  block  482,  lot  10. 

6th. — It  should  also  be  noted  In  section  and  block  numbers  that 
the  Instrument  as  filed  la  strictly  followed. 

7th. — A  $20,000 — .faO.OOO  indicates  the  assessed  value  of  the 
property,  the  first  figures  being  tor  the  lot  only,  and  the  second  fig- 
ures representing  both  lot  and  building.  Letter  P  before  second  fig- 
ure indicates  that  the  property  is  assessed  as  in  course  of  con- 
struction. 


July  I'J.   1.'!.   14,   IC.  17  and  IS. 
BOBOVOH   OF  MANHATTAN. 

Attorney  st,  No  KG,  e  s,  200  n  Stanton  st,  25x100,  6-sty  brk  tene- 
ment and  store  and  3-sty  brk  tenement  in  rear.  Max  Schlanger 
et  al  to  Aron  Oberst.  Mort  $31,750.  July  16.  /uly  17,  1000. 
2:345—6.    A  $18,000— $22,000.  other  consid  and  100 

Barclay  st.  No  97,  n  s,  80.8  w  Washington  st.  22.oxltX).3x2.3.11x 
1(H).5,  5-sty  brk  loft  and  store  building.  Frederic  R  Jones  to 
Helen  C  Irving.  June  30.  July  13,  1006.  1:128—24.  A  $26.- 
900-!f32,000.  32,000 

Bedfor^d  st.  No  2t,  w  s,  84.3  s  Downing  st.  runs  w  75  x  s  14  x  s  e  — 
X  e  38  to  st  X  n  20  to  beginning.  5-sty  brk  tenement  and  store. 
Wm  H  H  Moore  to  Raffaele  Cupoli.  June  1.  July  12.  1006. 
2:528—41.      A   $5,.50O— $15.(:t00.  other   consid   and    100 

Bedford  st,  No  40,  w  s,  28  n  Leroy  st,  runs  n  22  x  w  75  x  s  29 
X  e  12.2  X  n  e  9.11  x  e  —  to  beginning,  and  right  to  alley  4  wide 
X  8  high  in  rear,  all  title,  5-sty  brk  loft  and  store  building.  Cor- 
rection deed.  E  W  Paige  Co  to  J  O  Bogart  Co.  July  7,  1904. 
July  10,  1906.     2:. 583— 35.     A  $8,000— $16,000.  24,000 

Same  property.  Correction  deed.  Same  by  directors  and  as  trus 
to  same.     June  28,  1906.    July  16,  1906.     2:583.  24,000 

Bond  St.  No  33,  s  w  s,  abt  190  e  Lafayette  st.  25x114.2x25.5x119.1 
ri  w  s,  3-3ty  brk  loft  and  store  building.  Cath  G  Gallagher  to 
Edward  McQuillan,  of  Jersey  City,  N  J.  Mort  .$29,0IX».  June  4. 
July   13,  1906.     2:529—26.     A  $29,000— $32,(X)0. 

other    consid    and    100 

Broome  st.  No  IS  |  n  w  cor  Mangin  st,  25x80,  5-sty  brk  tenement 

Mangin  st.  No  19  |  and  store.  Samuel  Bowitz  et  al  to  Jennie 
Goldstein.     Mort   $29,000.     July   11.     July   18,   1900.     2:322—26. 

100 
n  w  cor  Allen  st,  44.2x75,  5-sty  brk 
tenements    and    stores.      Benjamin 
Schwartz.      Mort    $70,000.      July   17. 
A  $40,000— $65,000. 

other  consid  and  100 

'^*coo'''?nr.^"P'  Noa  17  to  25,  e  s,  35.10  s  Water  st,  S9.2x41.4x 
.S.i._x4.).  (,  two  4-sty  brk  buildings  and  stores.  Lockwood  Realty 
^°.J.n  i'J?rr"i'.,^^1^°^'  Mort  $27,.500.  July  18,  1906.  1:2.50— .37. 
A  $-0,000— $28,000.  other  consid  and  100 


A  $10,000— $28,000. 

Broome  st,  Nos  276  and  278 

Allen  st.  No  91 
Hertzberg   et   al    to   Jacob 
July  18,  1900.     2:414—25. 


Carmine   st.   No  50,   s  s,   75  e   Bedford  st,  25x80,   6-sty  brk  tene- 
ment   and   store.      Max   Dorf   to   Rosalie   Meyers.      Mort  .$.30,000. 
July   11.      July   14.    liHlO.     2:527—57.      A   $14.000— .$26,0tlO.       nom 
Cherry  st.  No  384  |n  e  cor  Scammel  st,  — x — ,  6-stj  brk   ■ 

Scammel  st,  Nos  4.5  and  47|  tenement  and  store.  Bernard  Gor- 
don et  al  to  Jacob  Siris.  Pincus  Malzman  and  Ike  Shapiro.  Mort 
$32,000.  July  14.  July  17.  1906.  1:201—6.  A  $15,000— 
$45,000.  other  consid  and  100 

Cherry  st.  No  230  |n  e  cor  Pelham  st,  25.6x108.7x25.1x109.7 

Pelham  St.  Nos  16  and  18  |  6-sty  brk  tenement  and  store.  Gerson 
Krimsky  to  Morris  Gellis.  i,4  part.  5,4  of  all  liens.  July  11. 
July   12.    19IM1.      1:2.5.5—12.      A   $15,000— .$40,000. 

other   consid   and   100 

Cherry  st.  No  256  In  e   cor  Rutgers  st.   26.3x96.2x26.3x90.9. 

Rutgers  St.  Nos  57  and  59  I     6-sty  brii  tenement  and  store.     Morris 

Punch    to    Davis    Berkman    and    Louis    H    Silver.      Mort    $65,000. 

July    10.      July    13.    1906.      1:2.5(!— 1.      A    $25.000— $50,000. 

other  consid  and   100 

Cherry  st.  No  31S,  n  s,  71.11  c  Clinton  st,  21xl00.x21xl00.5.  4-sty 
brk  tenement.  Esther  Goldman  ot  al  to  Leon  Starapler  and  Jo- 
seph Roselimskj'.  Mort  $17.lMtO.  July  7.'  July  12,  1906.  1:258 
—1,     A  $7,(X10— $15,000.  other  consid  and  100 

Cherry  st.  No  227,  s  s,  180.9  e  Pike  st,  24.5.x99.G.\23.11x99.6,| 
.5-sty  brk  tenement.  *  1 

Cherry  st.   No  229  Is  s,  205.2  e  Pike  st.  runs  e  13.0  x  s  50  x 

Water  St.  Nos  48<1  and  4881  e  O.C  x  s  70.4  to  n  s  Water  st  x  w 
on  map   No  490  j     37.11  x  n  20.10  x  e  23.11  x  n  99.6  to 

beginning.  .5-sty  brk   tenement  on  Cherry  st  and  7-sly  brlv  loft 
and  store  building  on  Water  st. 

Harris  Goldman  et   al   to  Wolf  Bloom.     Mort  $52  000.     July  12. 
July    14.    1006.      1:248— .85,   80.      A   $17,000— $45,000. 

other  consid  and  100 

Chrystie  st.  No  .52,  e  s,  74,2  n  Canal  st.  25x99. 4x'24.11x98.9.  5-sty 
brk  tenement  and  store  and  (i-sty  brk  tenement  in  rear.  Simon 
Lazerowitz  to  Keba  Chodorov.  Mort  .$43,000.  July  13.  July 
14,   1906.     1:302—3.     A  $18,000- $28,000.       other  consid  and  100 

Chrystie  st.  No  52,  e  s,  74.2  n  Canal  st.  25x99.4x24.11x98.9,  5-sty 
brk  tenement  and  store  and  5-sty  brk  tenement  in  rear.  Ben]  M 
Gruenstein  and  ano  to  Simon  Lazerowitz.  Mort  $32,000.  July 
13.     July  14,  1906,     1:302—3.     A  $18,000— $28,000. 

other   consid  and  100 

Chrystie  st.  No  117,  w  s.  abt  1.50  n  Grand  st,  25x100,  5-sty  brk 
tenement  and  store,  Elvina  Quast  to  Samuel  Levy.  July  17, 
1906.     2:423—22.     A  $18,000— $2(i,000.  other  consid  and  100 

Christopher  st.  No  111,  n  s,  260.7  e  Hudson  st.  25.-5x91.4x28x91.2, 
5-sty  brk  tenement  and  store.  Esther  Siiberman  to  Jacob  E 
Ryttenberg  and  Henry  Powell.  Morts  $21,500.  July  10.  July 
17,    1906.      2:610 — 11.      A    $14,.500— $20,000. 


Christopher  st.  No  109  (107),  n  s,  abt  17: 
90.7x19.2x90.3,  w  s. 


other  consid  and  100 
w  Bleecker  st,  20.10x1 


x90.7.  w  s.  6-sty  brk  tenement  and  store. 

Samuel   Cohen  to  Joseph  Wieselthier.     Mort   $55.C 

July   16,    1906.      2:619— .39.      A   $24,000— .$55,000. 


Christopher  st.  No  107,  n  s,  abt  152  w  Bleecker  st,  24.5x91.7x20.71 
x90.7.  w  s.  6-sty  brk  tenement  and  store.  | 

'      '         ■    - ■    $.55,000.     June  14. 

.  J.OOO. 
other  consid  and  100 

Downing  st.  Nos  03  to  67,  n  s,  91.3  e  Varick  st.  runs  n  39.3  and 
51.6  X  e  49.7  x  s  90  to  st  x  w  64.7  to  beginning,  three  5-sty  brk 
tenements.  Henry  E  Stevens  to  Morris  Dlugasch.  Mort  .$42,- 
Ot>0.      July  9.     July  14.   1900.     2:528—90  and   91.     A  $23,500— 

other  consid  and  100 


$52,000. 


Downing  St.  Nos  63  to  67.  n  s,  91.3  e  Varick  st.  runs  n  39.3  and 
.51.6  X  e  49.7  X  s  90  to  st  X  w  64.7  to  beginning,  three  .5-sty  brk 
tenements.  Morris  DIugasch  to  Simon  Clug.  Mort  $72,000. 
July  10.  July  14.  1906.  2:528—90  and  91.  A  $23,500— $52.- 
000.  other  consid  and  100 

Eldridge  st.  No  1.33,  w  s,  abt  100  n  Broome  st,  25xlt10,  5-sty  brk 
tenement  and  store,  .\nnie  B  Storm  to  Sale  Agid.  Mort  $16.- 
0(X).     July  12.     July  13.  1906.     2:419—68.     A  $17,500— $26,000. 

other  consid  and   100 
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East  Broadway,  No  266  |  n  s,  54  e  Montgomery  st,  runs  n 

Division  st,  Nos  253  and  255  |  103.0  to  s  s  Division  st  x  e  36 
X  s  42  X  vv  !)  X  s  61.5  to  Bast  Broadway  x  w  27  to  beginning, 
Uvo  2  and  one  3-sty  brk  tenrmmts  Mary  C  Moore  TRUSTEE 
l'alricl<  Moore  to  American  Central  Realty  Co.  Mort  $3,500. 
July  10.  July  IS,  1006.  1:2<ST— 28,  46  and  47.  A  $30,000— 
$32,000.  42.000 

Bast   Broadway,  No  234   |n  s,  abt  165  e  Clinton  st,  23.1t>xl07.S  to 

Division  st.   No  223  |     s    s    Division   st.    two   ."-sty    brk   tene- 

ments, store  on  East  Broadway.  Augusta  E  Smith  to  Amelia 
Hellman.  1-3  part.  Mort  .f34.."jOO.  July  10.  July  12,  1006. 
1:2S<!— 48  and  74.     A  .'(;23  < iO( I— $26,000.  other  consid  and  100 

Same  property.  Same  to  Harry  L  Rosen.  1-3  part.  Mort  .f34,.500. 
July  10.     July  12.  1006.     l:2,Si;.  other  consid  and  100 

Same  property.  Same  to  Louis  Levin  and  Morris  H  Feder.  1-.3 
part.      Mort   $34,5110.      July    10.      July   12,    1006.      1:286. 

other   consid   and   100 

Forsyth  st.  No  45,  w  s,  abt  175  n  Canal  st,  25x100,  5-sty  brk  tene- 
ment and  store  and  4-sty  brk  tenement  in  rear.  Jacob  Katzen- 
elenbogen  et  al  to  Chanon  Bernstein  and  Leonard  A  Snitkin. 
Mort  $23,250.  July  16.  July  17,  IOO6.  1:302—24.  A  $18,000— 
$24,000.  other  consid  and  100 

Front  st,  Nos  2.32  and  234,  n  s,  2.5.1  w  Peck  slip,  36.7x73x37. llx 
73,  4-sty  brk  stable.  Paul  P  Ihrig  to  Wm  G  Ihrig.  All  title. 
All  liens.  July  11.  July  12,  1006.  1:97—33.  A  $15,200— .$24.- 
000.  nora 

Goerck  st.  No  33,  w  s,  150.2  n  Broome  st,  24.11x100,  5-sty  brk 
tenement  and  store.  Shapiro,  Levy  &  Starr  to  Morris  Agranoft, 
Bere  Klansky.  Harris  Klansky,  Samuel  Glasser  and  Louis  Pell- 
man.  Mort  $26,000.  July  12.  July  13,  1906.  2:327—58.  A 
$8,000— $25, OIK t.  other  consid  and  100 

Grand  st.  No  307  (371),  s  s,  abt  60  e  Suffolk  st,  20x80,  3-sty  brk 
tenement  and  store.  Sigmund  Schnee  to  Hyman  Korovsky. 
Mort  $25,000.  July  14.  July  17,  1900.  1:313—16.  A  $16,000 
— $10,000.  other  consid  and   100 

Grand  st.  No  397,  s  s,  abt  GO  e  Suffolk  st,  20x80,  3-sty  brk  tene- 
ment and  store.  Eliza  Rose  to  Sigmund  Schner.  Mort  .$10,000. 
July  10.     July  14,  1906.     1:313—16.     A  $16,000— $20,000. 

other  consid  and  100 

Greene  st,  No  137,  w  3,  170  s  Houston  st,  .36.9x100,  6-sty  brk  loft 
and  store  building.  Eugene  C  Pechin  to  Eugenie  E  Pcchin,  of 
Bay  Shore,  L  I.  1-3  part.  B  &  S.  Aug  5,  1807.  July  18,  1006. 
2:514—26.      A   $45,000— $73,000.  nom 

Greene  st.  Nos  175  and  177,  w  s,  100  s  Bleecker  st,  40x100,  0-sty 
brk  loft  and  store  building.  Fannie  Hamlin  to  John  RoUmann. 
Mort  $50,000.  July  12.  July  14,  1906.  2:524— ,53.  A  .$4S,0Of> 
— $80,000.  other  consid   and  100 

Greenwich  st,  Nos  145  to  14'.»  |  s  e  cor  Liberty  st,  .54.8.x35.1x53.9x 

Liberty  st.  No   124  [     44.4.    three   4-sty   brk    tenements 

and  stores.  Albert  Meislahn  and  ano  EXRS  Albert  Meislahn  to 
Isidore  Jackson  and  Abraham  Stern.  July  16.  July  17,  1006. 
1:.52— 23.     A  $84,400— $03,000.  other  consid  and  100 

Henry  st.   No  336,   on  map  Nos  3.32  to  3.36  [  s  w  cor  Jackson   st, 

Jackson  st,  No  1  |     100x28x100x35,     6- 

sty  brk  tenement  and  store.  Abraham  Kassel  to  Bernhard  Tur- 
kel.  Mort  $92,.500.  July  16.  July  18,  1906.  1:267— .53.  A 
$30.000— $65,000.  other    consid    and    100 

Henry  st.  No  218,  s  s,  abt  115  e  Clinton  st,  23.6x100,  6-sty  brk 
tenement.  Sarah  Cohen  to  Solomon  Phillips.  Morts  ,$37,000. 
July  16.    July  17,  1906.     1:269—80.    A  $16,500— $35,000. 

other  consid  and  100 

Irving  pi,  No  46,  e  s,  .53  s  17th  st.  20x110.1,  4-sty  brk  dwelling. 
Mary  L  Tilden  and  ano  EXRS.  &c,  Wm  Tilden  to  Investors  & 
Traders  Realty  Co.  Mort  $23,000,  May  31.  July  14,  1906 
3:872—50.      A    .$27,000— $35,000.  other   consid   and    100 

Irving  pi.   No  36  |n   e    cor   16th   st,   20.1x86.4,   3-sty   brk   dwelling 

16th  st.  No  123  I  and  2-sty  brk  building  on  st.  Investors  & 
Traders  Realty  Co  to  The  City  of  N  Y.     June  27 


3:872-22.      A   $27,000— $.32,000. 


July  14.  1001 
other   consid   and    100 


Irving  pi.  No  .38,  e  s,  20.1  n  ](5th  st,  19.5x,S6.4. 

Irving  pi.  No  40,  e  s.  39.6  n  16th  st,  19.5x86.4. 

Irving  pi.   No  46,  e   s,  .53  s   17th  st,  26x116.1. 

Irving  pi.  No  .50,  s  e  cor  17th  st,  27x90. 
three  3  and  one  4-sty  brk  dwellings. 

Investors    &   Traders   Realty   Co   to   The   City   of   N   Y.      July  6. 
July  14,  1906.     3:872—57,  59,  40  and  38.     A  .$96,000— $114,000. 

210,000 

James  st.   No  71  In    w    cor    Oak    st,    27x75.1x26.10x75.    5-sty    brk 

Oak  st,   No  36       1     tenement  and  store. 

Oak  st,  Nos  34  and  36,  on  map  No  .34,  n  s,  7.5  w  James  st,  25. 2x 
53.10x25.3x53.11.  5-sty  brk  tenement   and  store. 
Giacomo  Rosapepe  et  al  HEIRS.  &c,  Domenico  Trimarco  to  Ger- 
ardo  Marino..     Mort  $40,000.     July  3.     July  12,  1906.     1:116. 

other  consid  and   100 

Same  property,  Gcrardo  Marino  to  Gerardo  Di  Tolla.  %  part. 
Mort  $51,Ot30.  July  11.  July  12,  1906.  1:116—20  and  30.  A 
$25,100— $43..500.  other   consid   and   100 

Laight  St.  No  4().  n  s,  38  e  Hudson  st,  25x100,  5-sty  brk  loft  and 
store  building.  Mary  B  Strong  to  Emma  Googins.  Mort  .$20.0tiO. 
July  2.     July   13,   1906.      1:220—35.     A   $13,60O-$17,.50O. 

other  consid  and  20,000 

Lewis  st.  No  144,  e  s,  123.8  n  Houston  st,  25x100,  5-sty  brk  tene- 
ment and  store.  Gertrude  Faust  to  Katie  Ullman.  Mort  $27,000. 
July    16.      July   18,    1006.      2:356—3.      A   $14,0<X)— $18,000. 

other   consid   and    100 

Lewis  St.  No  205,  n  w  s.  abt  48  n  llth  st,  22.10x67  to  alley  x22.8x 
64,  3-sty  frame  and  brk  tenement  and  store.  Peter  Fisher  to 
Gabriel  and  Louis  Herman.  July  9.  July  12,  1906,  2:.36.3— 21. 
A   $5,500— .$6  000.  other   consid  and   100 

Lewis  st.  No  32,  e  s.  149.3  n  Broome  st,  25x100,  6-sty  brk  tene- 
ment  and   store.      Louis   Oronowilz   to  Henry  Ehlin.      Mort   $28- 

000.     July  17.     July  18,  lOOIi.     2:.327— 38.     A  $11,000—$ . 

other  consid  and  100 

Lewis  st.  No -27,  w  s.  100  n  Broome  st,  25x100.  5-sty  brk  tene- 
ment. Herman  B  Kitay  to  Bdw  J  Scully.  Mort  $28,800.  July 
3.     July  13,   1906.     2:327—25.     A  $11,000— $20,000. 

other  consid  and  100 

Ludlow  st,  Nos  118  and  120,  e  s,  200.6  n  Delancey  st,  .50.9x87.6x 
50.3x87.6,  two  5-sty  brk  tenements  and  stores.  Hyman  Watch- 
stein  to  Bernard  Gordon  and  Rachel  Richard.  Mort  $78,420, 
July  9.    July  14,  1906.     2:410—41  and  42.     A  .$31. (MX)— $64,000. 

other   consid    and    100 

I^udlow  -st.  No  40,  e  s.  125.6  n  Hester  st,  25.3x87.6x25.2x87.6, 
5-sty  brk  tenement  and  store.  Sarah  Glicksman  to  Bessie  Hersh- 
kovitz.  7-25  int.  Morts  $28,700.  July  17,  1906.  1:310 — 4.  A 
$18.000— $26,000.  nom 

Macdougal   st.   No  141|s  w  cor  4th  st,  .34x86,  5-sty  brk  tenement. 

4th  st.    No  .391/2  I     Pennington      Whitehead     TRUSTEE     John 

Haggerty  for  benefit  Frances  S  Draper,  &c,  to  Maria  H  and  Fan- 


nie Draper,  of  East  Hampton,  L  I.  July  11.  July  13  1906 
2:54.3—52.     A  $3tl.00(.)— $55,000.  nom 

Madison  st.  No  178,  s  s,  abt  241  e  Pike  st,  25.1x100,  4-sty  brk 
tenernent  and  store  and  4-sty  brk  tenement  in  rear.  Joseph 
Liebman  et  al  to  Paul  Shalet.  Mort  $26,500.  July  16  July  17 
lOOli.     1:272-36.     A  $18,000— $20,000.  other  consid  and  I'OO 

Madison  st,  No  98,  s  s,  abt  325  e  Catharine  st,  25.4x100x25.2x100, 
3-sty  brk  tenement.  James  Shea  to  Pincus  Lowenfeld  and  Wm 
Prager.  Mort  $13,000.  July  2.  July  17,  1906.  1:276 — 40.  A 
$17.000 — $18,000.  other  consid  and  100 

Madison  st.  No  360,  s  s,  295  w  Jackson  st,  20x04.6,  6-sty  brk  tene- 
ment and  store.  Jacob  Fisch  to  Lopis  Siflr  and  Nathan  Berk- 
man.  Mort  $27,375.  July  5  July  14,  1006.  1:266—58.  A  $10 - 
OO0-$25,00O.  '  omitted 

Madison  st.  No  248,  s  s,  112.6  w  Clinton  st,  20x90,  3-sty  brk  tene- 
ment. Abraham  Dan  et  al  to  -Woolf  Fish  and  Ike  Brook  Mort 
$l(i,.500.  June  29.  July  18,  1006.  1:270—20.  A  $10,000— 
$12,(HX».  other  consid  and  100 

Madison  st.  No  322,  s  s,  56.5  w  Scammel  st,  30.7x72.9x30.7x1 
(4.5. 

Madison  st.  No  324,  s  s,  25  w  Scammel  st,  31..5x74.5x30.11x76.1 

•    two   5-sty   brk   tenements   and   stores.  i 

Isaac  Goldberg  to  Max  Meyers.  Morts  $68,000.  July  12  July 
IS,   1906.      1:266—!)  and   10.      A   $36,000— $70,000. 

,,.      ^,     ,  ,„  other  consid  and   100 

Mi^etta  lane,  Nos  18  and  20,  n  s,  122.10  e  6th  av,  42.llx70x45.lx 
70,  two  3-sty  frame,  brk  front,  tenements.  Albert  Bach  to 
Thomas  Rosson.  Vo  part.  Mort  $10,000.  July  12  July  17 
1906.      2:.543— 28    and    29.      A    $8,000— $9,500. 

,,.     ,,       ,        ,  .„  other  consid  and  100 

Minetta  st  or  lane.  No  18,  n  s,  abt  145  e  6th  av,  21.6x70x22  8x70 
3-sty  brk  tenement  and  store. 

41st  st.  No  329,  n  s,  310  e  2d  av,  20x98.9,  4-sty  stone  front 
dwelling, 

Marjorie  and  Eunice  Vero  by  Charles  Fox  GUARDIAN  to  Marj 
E  wife  Thos  D  Boak.  All  title.  July  9.  July  13,  1006  2-543 
-28.     A  $4,000-$5.000;  5:1334-13.     A  $6:00al-$8  000. 

2  214  '>8 

Minetta  lane.  No  20,  n  s,  122.10  e  6th  av,  21.5x70x22.7x70  3-sty 
frame    tenement.      Annabella  or   Anna    B   Huyler   EXTRx' Sarah 

^i'y}?,-!  {?,  r^}\"^  ^'"'''-  -""y  '•■  ■'"'y  l-^'  I'JOe.  2:543-29.  A 
•>4 ,0(  10 — .$4 ,500.  g  goQ 

Minetta  lane,  No  18,  n  e  s,  abt  148  e  6th  av,  21.6x70x22  8x70 
3-sty  frame  (brk  front)  tenement.  Mary  E  wife  Thos  D  Boak  to 
Albert  Bach.  Mort  $2,500.  July  9.  July  13,  1906.  2:543—28 
A   $4,000-.$5.0IX».  nom 

Minetta  lane.  No  18,  n  e  s,  abt  148  e  6th  av.  21.6x70x22.8x70.  3-sty 
frame  (brk  front)  tenement.  Wm  H  Boak  et  al  to  Mary  E  wife 
Thos  D  Boak.  5-7  parts.  All  title.  Mort  $2,.50O.  May  22 
July  13,  19U6.     2:.543— 28.     A  .$4,000— .$5. (M 10.  nom 

Mitchell  pi.  No  7,  n  s,  108  s  e  1st  av.  18x80.10,  4-sty  stone  front 
dwelling.  Adolf  J  Dittmar  and  ano  EXRS  Marie  Schenkel  to 
Louis  Fradkin.  July  11.  July  12,  190(1  5:1361 — 6.  A  $4  500 
-$6,000.  "^    8:000 

Monroe  st,  Nos  270  and  272,  s  s,  25.2  w  Jackson  st,  runs  s  89  7 
X  w  25  x  n  w  10.6  x  w  23.0  x  n  77.4  to  st  x  e  ,50  to  beginning, 
two  6-sty  brk  tenements  and  stores.  Isidor  Hirshman  to  Sig- 
mund Leinhardt.  Mort  $40,000.  July  17.  July  18,  1906  1-261 
—38  and  .39.     A   $25,(XI0— $.55,000.  '     i()o 

Monroe  st,  No  21,  n  s,  301.8  e  Catherine  st,  2.5x101.4,  5-sty  brk 
tenement  and  store.  Ernst  Hansgen  to  Carlo  Taibbi  and  An- 
tonio Genovese.  Mort  .$36,000.  July  11.  July  17,  1906.  1:276 
— 10.      A    $16,000 — $30,000.  other    consid    and    100 

Montgomery  st.  No  69.  e  s,  abt  25  n  Cherry  st.  20x61,  3-sty  frame 
tenement  and  store  and  3-sty  brk  tenement  in  rear,  PARTI- 
TION. Joseph  H  Fargis  referee  to  Marcus  L  Osk  and  Isidore 
Edelstein.     July  11.     July  12,  1906.     1:259—58.     A  $8,000— $9 - 

^  0"'^>-  9..575 

Same  property.  Annie  L  Crowley  to  same.  Q  C.  July  11  Julv 
1'^    1906       V.^O  ^  :i    -^J^.     ouiy 

Nassau  st,  Nos  93  to  99      I  n  w  cor  Pulton  st,  runs  n  117  to  s  s 

Ann  st,  Nos  30  to  34  |     Ann   st  x   w   75.6   x   s   124.4   to   n   s 

Fulton  st,  Nos  135  to  139  |  Fulton  st  x  e  74.8  to  beginning,  10- 
sty  brk  and  stone  office  and  store  building.  N  Y  Life  Ins  Co 
to  Felix  Isman,  of  Philadelphia,  Pa.  July  2.  Julv  13  1906 
1:89—1.     A  $570,000— $895,000.  ioiWOOO 

Same  property.  Felix  Isman  to  Geo  B  Wilson,  of  Philadelphia  Pa 
Mort  $800,000.     July  12.     July  13,  1906.     1:89.  1,100  000 

Norfolk  st.  No  107,  w  s,  150  n  Delancey  st,  2.5x100,  5-sty  brk  ten- 
ement and  store.  Harris  Schonzeit  et  al  to  Moses  Heller  Mort 
|27,50O.     July  16.     July  17,  1906.     2:3.53—34.     A  $17,.5o6— $.35,- 

,„^  other  consid  and  lOO 

No  181,  n  w  s,  125  s  Houston  St.  25x100,  5-sty  brk 
tenement  and  store.  Pierce  Brennan  to  Max  Goldstein  Mort 
$25,000.  July  10.  July  13,  1906.  2:355—21.  A  $17,000— $24,- 
f'OO-  nom 

Same  property.  Max  Goldstein  to  Pincus  Frank.  Mort  $31 000 
July  12.     July  13,   1906.     2:355.  nom 

Norfolk  st.  No  1.52,  e  s,  75  s  Stanton  st,  25x100,  5-sty  brk  tene- 
ment. Joseph  Rabinowitz  to  Louis  Rosen  and  Morris  Rosen 
Mort  .$32,200.  July  10.  July  13,  1006.  2:354—10.  A  $17,000 
—$32,000.  other   consid   and  100 

North  Moore  St.  No  19,  n  s.  21.7  w  Varick  st.  21.7x75,  4-sty  brk 
tenement.  Thomas  Martin  to  Nellie  Martin.  Mort  $10,0()0 
July  5.     July   13.    1006.      1:100—2.      A   $11,7(10- $13,000.  100 

Orchard  st,  Nos  141  and  1431  n    w   cor  Rivington    st,   3.5x87.6,   6-sty 

Rivington  st,  Nos  78  to  84  |  brk  tenement  and  store.  Abraham 
Kosower  to  Sigmund  Schnee.  Mort  $85,000.  July  16.  July  17 
1006.     2:416-69.     A  $35,000-$70.000.  other  consid    and  100 

Pike  St.  No  66.  w  s,  abt  70  s  Monroe  st.  2.5x61.10,  3-sty  brk  syna- 
gogue. Rebecca  Meryash  to  Congregation  Ahavas  Zion.  Mort 
$21,000.  July  16.  July  17,  1906.  1:2.54-28.  A  $10,000— $12,- 
000.  25.000 

Pike  st.  No  44,  w  s,  25  s  Madison  st.  2.5x71,  4-sty  brk  tenement. 
Solomon  Hermann  to  Harris  Rosenthal.  July  10.  Morts  $19  ()00. 
July  17,   1906.      1:274—21.     A  $13,.50()— $17,000. 

other  consid  and  100 

Pike  st.  No  68,  w  s,  04.5  s  Monroe  st,  25.3x62.3x25.5x61.5,  6-sty 
brk  tenement  and  store.  Josef  Gertner  to  Jacob  Israelson.  Mort 
$25,.550.  July  12.  July  13,  1906.  1:2.54—27.  A  $10,000— .$24- 
000.  other  consid  and  100 

Pike  st.  No  68,  w  s,  94.5  s  Monroe  st,  25.3x62.3x25.5x61.5,  6-sty 
brk  tenement  and  store.  Israel  Grinstein  to  Josef  Gertner.  Mort 
$25,.5.50.  June  28.  July  13,  1006.  1:254—27.  A  $10,000— $24,- 
000.  other  consid  and    100 

Prospect  pi.  No  52,  w  s.  50.5  n  42d  st,  16.8x.54.  4-sty  stone  front 
dwelling.  Charles  Shongood  to  John  Mitchell.  Mort  $4,000. 
July  16,     July  17,  1906.     5:1335—20.     A  $3,500— .$5,000. 

other  consid  and  100 


000. 
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Rivington  st,  No  62,  n  s,  06.3  w  Alien  st,  22.1x75,  3-3ty  brk  tene- 
ment.    William  Frank  to  Bernard  Frankel.     Mort  $22,0<10.     July 

16,  1900.     2:416—35.     A  f  13,000— $17,000  nom 
Rivington  st.  No  237.  s  s.  45  e  Willett  st,  20.1x70.  6-sty  brk  loft 

and  store  building.  John  McNulty  to  Sarah  Connor  and  Joe 
Weiser.  July  15.  July  18,  1900.  2:33.S— .53.  A  $11,(HH>— 
$22,000.  other  consid  and  100 

Roosevelt  st,  Nos  91  and  93,  w  s,  95.4  n  Cherry  st,  40x61.4x40x61.8, 
6-sty  brk  tenement  and  store.  Bernard  Golden  to  Benjamin  Levy. 
Mort  $29,000.    July  16,  1006.     1:112—35.     A  $10,700— $29,000. 

nom 

Roosevelt  st.  No  98,  e  s,  56.3  n  Cherry  st,  runs  e  20.6  x  s  3.5  x  e 
20.6  X  n  24  X  w  41.7  to  st  x  s  21.9  to  beginning,  3-sty  brk  tene- 
ment and  store.  Wm  E  Stiehler  to  Henry  C  Stiehler.  June  30. 
July  16,  1906.     1:111—16.     A  $4,500— 14,800.  nom 

Rose  st.  No  32  (22),  n  w  s,  abt  85  w  Duane  st,  21.9xl0Sx20.3x 
10(1,  3-sty  brk  loft  and  store  building.  A  Schrader's  Son,  In- 
corporated (Mar  1,  1904),  to  A  Shrader's  Son,  Incorporated 
(June  28,  1006).  July  17.  July  18,  1906.  1:120-29.  A  $10,0(X1 
—$14,000.  other   consid   and    1(X) 

Rose  st.  No  2S  (18),  w  s,  134.4  s  Duane  st,  27.7x104.7x25.0x111.1, 
vacant.  A  Schrader's  Son.  Incorporated  (Mar  1.  1904),  to  A' 
Schrader's  Son,  Incorporated  (June  28,  1906).  July  17.  July  18, 
l',)06.     1:120—31.     A  $13,500— $13,500.  other  consid  and  100 

Rutgers  st.  No  11.  e  s.  abt  25  n  Henry  st,  25x104.6,  except  4  ft  off 
rear,  5-sty  brk  tenement.  CONTRACT.  Max  Psaty  et  al  with 
Louis  Kaufman.  Mort  .$38,01.10.  July  11.  July  12,  1906.  1:284 
—31.     A  $18,(KI(>— .$.35.(M)0.  51,000 

Suffolk  St.  No  104,  e  s,  1.50.9  n  Delancey  st,  2o.3xl<K>,  5-sty  brk 
tenement  and  store.  Max  Goldberg  et  al  to  Joseph  Wollman.  Mt 
$36,500.  July  15.  July  17,  1906.  2:348—5.  A  $17,000— $32,- 
000.  other  consid  and  100 

Suffolk  St.  No  93,  vf  s,  275.11  s  w  Rivington  st,  25,1x1(10,  4-sty 
brk  tenement  and  store  and  3-sty  brk  tenement  in  rear.  Theo 
C  Camp  COMMITTEE  Ferdinand  W  Suydam  to  Pincus  Lowenfeld 
and  Wm  Prager.  July  18,  1906.  2:353—72.  A  $17,0(K)— 
$18.00a  25,300 

Stuyvesant  st.  No  31,  n  s,  186.2  e  9th  st,  19x30x19.7x35,  5-sty  brk 
tenement  Edward  Sprowl  to  Mary  T  wife  Edward  Sprowl.  Mort 
$10,000.     July  5.     July  13.  IfKX!.     2:405-24.     A  .$9,(K)0— $11,000. 

nom 

Warren  st.  No  22,  n  s,  abt  100  e  Church  st.  25x100.  5-sty  brk  loft 
and  store  building.  Adolf  Horowitz  to  Louis  Clark  Jr.  Mort 
$70,000.  July  12.  July  14,  190(L  1:135-1(1.  A  .$07,500— $82.- 
000.  nom 

Warren  st.  No  119,  s  s,  134.3  w  Washington  st,  25.2x93.2x24.9 
x92.1].  4-sty  bik  loft  and  store  building.  Jacob  H  SchifE  et  al 
to  Morris  Loeb,  Isaac  N  Seligman  and  Felix  M  Warburg.  % 
part.  Oct  20.  1005.  July  18,  1900.  1:131—34.  A  $17,300- 
$24,000.  other  consid  and  100 

Same  properly.  Jacob  11  SchifE  et  al  to  Jacob  H  Schiff.  1,4  part. 
Oct  19,   1905.     July  18,  11)06.      1:131.  other  congid  and  100 

Same  propertv.     Morris  Loeb  et  al  to  Etagloc  Holding  Co.     June 

17,  19()(i.     July   18,   190(i.      1:131.  nom 
Washington  st,  Nos  4(!5  and  407  (421  and  423),  e  s,  99.2  s  Hobo- 
ken   Ferry  st  or  Canal   st,  .'50.6x(!l. 

Washington  st.  No  4(59,  e  s,  99,2  s  Hoboken  Ferry  st  or  Canal  st, 
runs  e  61  x  n  e  7.6  n  w  15.11  x  n  1  x  w  52  x  s  15.2  to  be- 
ginning. 

two  5-sty  brlt  loft  and  store  buildings. 
Eliza  Powers  widow  and  LEGATEE  Nathaniel  B  Powers  to  Ed- 
ward R  Emerson,  of  Washingtonville,  N  Y.  Mort  $20,000.  June 
26.     July   14,    1900.      2:.".9.5— 30.      A  $17,000— $25,(MK1.  35,(X10 

William    st,    Nos    80   and   82  |  e    s,    extends     from     Liberty    st    to 

I..iberty  st,  No   13  I     Maiden    lane,    72.8x32.7    on    lane 

Maiden  lane.   No  (JO  ]     x(il.llx25.7   on   Liberty   st.   5  and 

13-sty  brk  and  stone  office  building.  The  Eighty  William 
Street  Building  Co  to  The  Guardian  Fire  Ins  Co.  Mort  $235,000. 
July   12.     July   18,   190(i.     1:68— (i.     A  $170,100— $275,(X)0. 

other  consid  and  InO 

2d  st.  No  238,  n  s,  abt  205  w  Av  C,  24.9x105.10,  0-sty  brk  tene- 
ment and  store.  Ferdinand  Funk  et  al  to  Hinde  S»her.  Mort 
$38,51H).  June  25.  July  17,  1!H»0,  2:385—51.  A  $13..5(KI— 
$34,(XK>.  other  consid  and  100 

4th  st.   No  236  in  w  cor  10th  st,  29.7x88,  5-sty  brk  tenement  and 

10th  st,  No  189  I  store.  Juliet  M  Burdick  to  James  F  Hunt,  of 
Croton-on-Hudson.  N  Y.  Mort  .$47,500,  June  30.  July  13.  1900. 
2:020 — 71.      A  $25,000— $.50,<M)0.  nom 

4th  st.  No  217,  n  s,  24S.7  w  Av  B,  24.9x96.2,  5-sty  brk  tenement 
and  store  and  3-sly  brk  tenement  in  rear.  Harry  Lippman  et  al 
to  Mitchell  Lippman  and  Joseph  Stark.  Mort  $26, (HK).  June  2(i. 
July    12,    V.HMi.      2:41K)— 49.      A    $13,0(K>— $18,(KK), 

other    consid    and    KM) 

4lh  St.  No  145.  n  s,  137.11  e  1st  av.  25x90.2,  .5-sty  brk  tenement 
and  store.  Hyman  Cohen  to  Morris  Silverman  %  part,  Isaac 
Leader  V"  part,  and  Jacob  Bloom,  'A  part.  Mort  .'f20,0<)().  June 
20.     July  12,  190(i,     2:432—52.     A  .'fU.OOD- .$20,(M)0. 

other  consid  and   lOU 

5th  St.  No  S17,  n  s,  191.4  e  Av  D,  26.8.\97,  0-sty  brk  tenement. 
Henry  C  Finck  to  Mendel  Singer.     Mort  $27,250.     July  10.     July 

18,  1!)0(;.     2:360—64.      A   $1 1,(XiO— $30,000.  nom 
6th  st.  No  811,  n  s.  95.10  w  Lewis  st,  20x91.4x25x91.4.  2-sty  brk 

building  and  store.  Thos.  A  .\nderson  to  Daniel  J  O'Leary.  July 
10.     July  17,  1900.     2:303—25.     A  $9,<HX)— $10.0(X». 

other  consid  and  100 

(ith  st.  No  808,  s  s,  171  w  Lewis  st,  21.\97,  3-sty  brk  tenement. 
Minnie  Tait  to  Samuel  Grossmann.  July  2.  July  18,  1900. 
2:360—49.     A   $7,000— $8,000.  100 

0th  St.  No  408,  s  s,  125  e  1st  av,  2.5x97,  5-sty  brk  tenement  and 
store.  Nathan  Kirsh  et  al  to  Morris  Schlossman.  Mort  .$24,000. 
July  2.     July  13,  190(i.     2:433—11.     A  $13,000— $19,(K>0. 

other    consid    and    100 

7th  st,  Nos  295  and  297,  n  s,  125  e  Av  D,  40x97.0.  0-sty  brk  tene- 
ment and  store.  Rachel  Samuels  to  Rudolph  Popper.  Morts 
$49,2.-0.  July  11.  July  12,  190(i.  2:363—53.  A  $14,000— $45,- 
000.  nom 

8th  st.  No  328,  s  s,  434  e  Av  B,  21.9x97.6,  6-sty  brk  tenement 
and  store.  Max  Schwartz  to  Max  Applebaum.  Mort  $.32,0(X>. 
July   17.      July    18.    1900.      2:390—22.      A    $13.000— $30,000. 

other  consid  and  100 

9th  st.  No  647,  n  s,  S3  w  Av  C,  25x92.3,  4-sty  brk  tenement  and 
store.  Mendel  W  Greenberg  to  Herman  Hoffman.  Mort  $15.- 
500.    July  17.     July  18,  190(i.     2:392—39.     A  $12.(XX)— $15,000. 

other  consid  and  100 

10th  St.  No  389  (391),  n  s,  108  w  Av  C,  2.5x94.9,  0-sty  brk  tene- 
ment and  store.  Meyer  .\  Goldstein  et  al  to  David  Hinder- 
stein.  Mort  $.32,000.  July  6.  July  18.  1906.  2:393—41.  A 
$12.000— $32  000.  other  consid  and  100 

10th  St.  No  210,  on  map  No  219,  n  s,  275  e  2d  av,  2.5x94.10,  6-sty 


brk  tenement  and  store.  Frederick  Sussman  to  Max  James  and 
Max  Bierman.  July  12.  .Morts  $36,200.  July  Ki,  1900.  2:452. 
^8.     A  $10,01.10— $35,(MlO.  nom 

10th  st.  No  210,  s  s,  175  e  2d  av,  25x92.3,  5-sty  brk  tenement. 
Abram  Pinkovitz  to  Simon  Baruch.  Mort  .$25,.500.  Jan  10.  Julv 
12,   1900,      2:451—10.      A  .SI 5.000— .$i;4.00ll.  nom 

11th  st.  No  318,  s  s,  3.50  w  Isl  av,  25x',l4.10  6-sty  brk  tenement 
and  store.  Adolph  Lifsbitz  and  ano  to  Jennie  Gellis,  of  Brook- 
lyn. Mort  .$:!0  .'(H).  July  2,  July  13,  1906.  2:45'2— 17.  A  $13,- 
0(H) — P   .$;'.5.0(I0.  other   consid   and   100 

Same  property.  Jennie  Gellis  to  Meyer  Goldberg,  of  Brooklyn. 
Mort    .$43,2.50.      July    12.      July    13,    1906.      2:452. 

other   consid   and   100 

11th  st.  No  20S,  s  s,  1.50.7  w  4th  st,  25x95,  4-sty  brk  tenement. 
Jacob  Kottek  to  Amalie  K  Stern.  B  &  S.  Mar  10,  1904.  July 
12,   1900.     2:02-2-43.      A   $11.000— $14,500.  nom 

11th  St.  No  203.  u  s.  20  w  Greenwich  av,  24x.S0,  3-sty  brk  dwelling. 
Benjamin  Aufses  to  Philip  Smith.  July  16.  July  17,  19U0.  2:- 
014 — 62.      A  $10.U(H)— $11..5()0.  nom. 

11th  st,  N  205,  n  s,  53  w  Greenwich  av,  24.4x80,  3-sty  brk  dwell- 
ing. .Abraham  Aufses  to  Philip  Smith.  July  16.  July  17.  190(!. 
2:014—03.     A  $10.(KIII— $1 1  ,.500,  nom 

12th  st,  Nos  048  to  ti.52,  s  w  s,  .S3  w  Av  C,  75x103.3,  two  5  and  one 
4-sty  brk  tenements  and  stores  and  3-sty  brk  building  in  rear. 
Nathan  Brady  to  Herman  Finkelstein  and  Julius  Drosin.  Mort 
$70.2,50.  July  3,  July  l^i,  1900,  2:394—33  to  35.  A  $:{0.000 
— .$.52.(HHI.  other   consid  and   100 

12th  St.  No  040.  s  w  s.  1.58  w  Av  C,  25x103.3,  5-sty  brk  tenement. 
Nathan  Brady  to  Ely  Seidel.  -Mort  .$30,000.  July  5.  July  13, 
V.mi     2:394—32.     A  $10.0110— .$25,000.  other  consid  and   100 

12th  St.  No  514.  s  s.  4'2().0  w  Av  B,  25x103.3.,  5-sty  brk  tenement 
and  store.  Barnct  Bloom  to  Louis  I  Baron.  Mort  $35,(J0O.  July 
0.      July   12,    I'JOO.     2:405-15.      A  $12.000— .$32,000. 

other   consid   and    lOll 

13th  st,  Nos  313  and  315,  n  s,  171  e  2d  av.  40x1o:!.:'.,  two  5-sty  brk 
dwellings.  Pincus  Lowenfeld  et  al  to  Kotzen  Realty  Co.  Mori 
.$42,0(M).  July  12.  July  13,  1906.  2:455—58  and  .59.  A  $20.- 
0(K) — .$.".2,0110.  other  consid  and   101) 

loth  st,  No  0;!1.  n  s.  ."".lO.O  w  Av  C.  27.0x103.3.  5-sly  brk  tene- 
ment. Samuel  Lorbcr  et  al  to  Joseph  .\  Leibson.  of  Wilkes- 
barre.  Pa.  1-3  part.  Mori  .$31,000.  July  0.  July  12.  10110. 
2:300—47.     A  $8,500- $20,000.  other  consid  and  100 

13th  St.  No  519,  n  s,  24()  e  Av  A,  runs  n  103.3  x  e  25  x  s  —  x  e 
0.'2Vi!  X  s  (i.S.II  to  st  X  w  25  to  beginning,  with  all  title  to  strip 
adj  bet  Nos  51!)  and  521,  4-sty  brk  tenement  and  store.  Mary 
Fisse  to  Julius  Tishman.  May  15,  1905.  (Re-recorded  from 
May   15,  1005.)     July  18,   1906,     2:407—51,     A  $10,000— $12,000. 

nom 

13th  st.  No  (i22,  s  s,  293  e  Av  B,  25x103.3,  5-sty  brk  tenement  and 
4-sty  brk  tenement  in  rear.  Pascal  A  RomaUelli  et  al  to  .\aron 
Segal  and  Beuj  N  Lefkowitz.  Mort  $10  .5(^0.  July  12.  July  17, 
liX)6,     2:3!»5— 17.     A  $10.000 -$13,000.  nom 

15th  st.  No  340,  s  s,  abt  340  c  9th  av,  18.9x81.3,  3-sty  brk  dwell- 
ing. Louisa  M  Gennerich  to  New  Amsterdam  Realty  Co.  July 
17.      July    IS,    1006.      3:738—62.      A    $7,000- $9,000. 

other  consid  and   100 

15th  st.  No  338,  s  s,  418.9  w  .Sth  av,  18.9x81.3,  3-sty  brk  dwelling. 
Christina  Schroeder  to  New  Amsterdam  Realty  Co.  July  17. 
July    18,    1900.      3:738—61.      A    $7,000— $9,000. 

other   consid    and    100 

16th  st,  Nos  514  and  510.  s  s,  220.0  e  Av  A,  .50x10.'!. 3,  two  5-sty 
brk  tenements  and  stores  and  2  and  3-sty  brk  tenements  in  rear. 
Louis  Klepper  to  John  H  Tietjen.  of  Jersey  City.  N  J.  and  Aa- 
ron Klcpper,  N  Y.  2-3  parts.  All  title.  Mort  $.'J8.250.  July 
10.     July   17,   190(i.     3:97;!— 48  and  49.     A  $15.000— .$31  ..500. 

other  consid  and  1IM) 

17tli  St.  No  411.  n  s,  109  e  1st  av,  2.5x92,  .5-sty  brk  tenement  and 
store.  Michael  Jospphsobn  lo  Lizzie  and  Yetta  Josephson.  Mort 
$-20,oa:i.    July  10.    July  10,  1906.    3:949—8.    A  $6,500— $11,. 500. 

other  consid  and  100 

ISth  st.  No  4()(i,  s  s,  119  e  1st  av,  25x92,  5-sty  brk  tenement  and 
store,  Martin  Garone  et  al  to  Robert  Chest.  Mort  $12,.5(X). 
July  14.    July  10,  1900.    3:949 — IS.     A  $6,2.50— $11,000. 

other  consid  and  100 

19th  St.  No  232,  s  s,  297.2  w  7th  av,  15..5x92,  5-sty  stone  front 
dwelling.  Frances  Mathews  and  ano  to  Chas  E  Harvey.  July 
17.     July  18,  1000.     3:70,8—50.     A  $6,501)— $8,5(XI. 

other  consid  and  100 

21st  st.  No  312,  s  s.  130  w  1st  av,  30x92,  6-sty  brk  tenement  and 
store.  Wilhelmiene  A  Hartung  daughter  of  Louisa  Hartung  to 
Magnus  Hartung.  '4  part.  All  liens.  July  11.  July  1"2.  1!)00. 
3:920—40.      A    $12..5(!O^$L'1..50O.  other    consid    and    101) 

25th  St.  Nos  308  and  .".111.  s  s.  r22.0  w  Sth  av,  40x98.i),  two  4-sty 
brk  tenements-  Emerence  K  Ager  lo  Dennis  McEvov.  Mort 
.$24,(XH).  July  17.  1900.  3:74S-^9  and  .50.  A  $17.(HI0— $23,- 
000.  other  consid  and  100 

25th  st,  Nos  308  and  .'110,  s  s.  122.0  w  Sth  av,  40.\9S.9,  two  4-sly 
brk  tenements,  James  Shanny  to  Emerence  K  Ager,  of  Brook- 
lyn. Sub  to  life  estate  of  Ann  Shannv  widow.  June  20.  July 
17.   1!)()6.     3:748-49  and  50.     A  $17,000— .$23,(100. 

other  consid  and  100 

28ih  st.  No  219,  n  s,  247.1  w  7th  av,  24.10.x9S.9,  5-sty  brk  tene- 
ment and  store  and  3-sty  brk  tenement  in  rear.  Winthrop  W 
Thompson  to  Oscar  Oeslreicher.  July  10.  July  1,8,  IIMIO.  3:778 
—29.      A  $11,(HK)— $17,0I'().  100 

29th  st.  No  ■_'3.5,  n  s.  15o  w  2d  av.  runs  w  25  x  n  07.4  x  n  w  —  lo 
c  1  blk.  X  e  —  x  s  98.9  to  beginning,  5-sty  brk  tenement  and  store, 
Louis  Kivovits  to  Israel  .\ugenhlick.  Mort  .$.'!4,000.  July  10. 
July   17,   lOOO.     3:910—22.      A   $10.(HH)— ,$25,(HH1. 

other  consid  and  100 

Same  property.  Israel  Augenblick  to  Bertha  Kahn.  H  part.  Mt 
.$33, .500.     July  17.  190(i.     .'i:!)10.  other  consid  and  100 

30th  st.  No  29,  n  s,  129.10  e  Madison  av.  20x98.9,  4-sty  stone  front 
dwelling.  Emma  Googins  or  Parker  to  Mary  E  Strong.  Aug  S, 
1904.     Julv  13.  19011.     3:,Si!0— 25.     A  .$-25.flOO— $35,00o.  nom 

31st  st.  No  310,  s  s.  107.0  t-  2d  av,  22.0x98.9. 

31st  St.   No  312.  s  s.   mo  e  2d  av,  22.6.\98.9. 
two  4-sty  brk  tenements. 

Andrew  P  Danell  to  Adolph  Schlesinger.  Mort  $21,000.  July 
n.     July  13.  1906.     3:93(j— 55  and  .50.     A  $14.4(K)— $21.(KX). 

other    consid    and    100 
.'Uth  St.  No  3'.l.  u  s,  224  c  0th  av,  24.x08.9,  5-sty  stone  front  club 
house.      Peter    A    Peterson    to    Bankers     Investing     Co.       Morf 
$•290,000.     July  16.     July   18,   1906.     3:8.3(5—10.      A   $115,000— 
$125.0(X).  other  consid   and   100 

34th  St.  No  39,  n  s.  224  e  0th  av,  24,x98.9,  5-sty  stone  front  club 
house.  Arts  Realty  Co  to  Peter  A  Peterson,  of  Perth  Amboy,  N 
J.     July   1(5.     July   17,   l.')06.     3:836—10.     A  J^115,000— $125,000. 

other  consid  and  100 


Th«  text  of  thM*  pag«8   is  oopyrigbted.     AU  rights  are  raaerveA.      Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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35th  St,  No  432,  s  s,  375  n  w  9th  av,  25x98.9,  4-sty  brk  tenement 
and  3-sty  brk  tenement  in  rear.  Morris  J  Gordon  et  al  to 
Rudolph  Federroll.  IMort  $tn,OiMJ.  July  18,  lUOtJ.  3:732—57. 
A  $0,(10(1— $l(i,0()().  other  consid  and  100 

3(jth  St,  No  408,  s  s,  125  w  !)th  av,  25x08.0,  5-sty  stone  front 
tenement.  Jacob  Frenger  to  Elisabetha  Schnaars..  Mort  $8,(XJ0. 
Nov  14.  1800.  (Re-reeorded  from  Nov  18,  1800.)  July  18, 
1000.     3:7.33^3.     A  $0, ()()()— s;22,(i()0.  nom 

3()th  st.  No  453,  n  s,  72  e  Kith  av,  2Sx08.9.  vacant.  Pincus  Lo- 
wenfeld  et  al  to  Lasar  Wallenstein.  Morts  .fl(i,500.  July  11. 
July  17.  100(j.     3:734 — 5.     A  S;o.( Kill— .$0,000.  other  consid  and  KJO 

37th  St,  Nos  353  and  355,  n  s.  100  e  0th  av,  .")0.xOS.O,  two  5-sly 
stone  front  tenements.  Isaac  Goldberg  to  Hermitage  Co.  Mort 
$(jO,(i(10.  July  12.  July  14,  lOOti.  3:7G1— 5  and  0.  A  .');21,000— 
!i;48,(X)0.  other  consid  and   100 

37th  st.  No  45G,  s  s,  72  e  10th  av,  28x9S.9.  o-sty  brk  tenement  and 
store.  Pincus  Lov^enfeld  et  al  to  Meyer  Freeman.  Mort  .$2(!.- 
0(JO.     July  10.     July   12,   lOOIi.     3:734—65.     A  ,$10,000— .1:21. 0( HI. 

other  consid  and   100 

38th  st.  No  110.  s  s,  100  e  Park  av.  20xOS.O,  4-sty  stone  front  dwell- 
ing. Harry  M  .^ustin  lo  Mabel  A.  Downing.  July  0.  Morts  .$45,- 
000.     July  17,  100(3.     3:803—84.     A  $30,000— $44,000. 

other  consid  and  100  • 

38th  st.  No  05,  n  s,  110  e  Gth  av.  18.4x98.0,  4-sty  stone  front 
dwelling.  Adamant  Real  Estate  Co  to  Lillian  G  Parrott.  Mort 
,$42,.50O.  July  16.  July  17,  lOOtJ.  3:840—7.  A  .$31,(HMI— .$35,- 
000.  other  consid  and  KMJ 

40th  st.  No  402,  s  s,  05  w  0th  av.  18.4x98.9,  4-sty  brk  tenenient 
and  store.  Max  Ellentuch  to  Charles  Lajotte.  Mort  .$10,50<J. 
July  1(>.     July  17,  lOIKl.     3:737— 4(1     A  .$9,000— $12,0(10. 

other  consid  and  100 

41st  st,  No  413,  n  s,  225  w  0th  av.  25:v08.9,  5-sty  brk  tenement 
and  store.  Harry  N  Kohn  to  Albert  Haase.  Morts  .$15,(10(3.  July 
17,   loot;.     4:1051—23.     A  .$,S, (Mill— $1(1.000.       other  consid  and  KlO 

41st  st,  Nos  322  and  324,  s  s.  300  w  8th  av,  .50.(!x08.0x.50x08.0,  4 
and  .5-sty  brk  tenements  and  stores  and  3-sty  brk  building  in 
rear.  Rudolph  Federroll  to  Daniel  F  Mahony.  Mort  $10,000. 
July   1(.>.     July  IS,   1001;.     4:10:!I— 45.     A  $23,0.00— $.32,0(X). 

other  consid  and   10(j 

41st  st.  No  330,  n  s,  310  e  2d  av,  2O.xOS.0,  4-sty  stone  front  dwell- 
ing, Mary  E  wife  Thos  D  Boak  to  Cath  M  and  Mary  W  Boak. 
2-21  parts.  C  a  G.  July  0.  July  13.  lOOli.  5:1334—13.  A 
.$6.000— .$8,000.  .  nom 

Sanle  property.  Wm  H  Boak  et  al  to  Mary  E  wife  Thos  D  Boak 
and  Cath  M  and  Mary  Boak.  3-7  parts.  All  title.  Mort  .$5,400. 
May  25.     July  13.  lOOO.     5:i:',;',4.  nom 

42d  st,  Nos  340  and  .312,  s  s,  2.50  e  Olh  av,  .5(1x08.0,  two  4-sty  brk 
tenements  and  stores.  Wm  N  Heard  to  Washing! on  .\reh  Realty 
Co.  Mort  .$50,000.  July  12.  July  13,  lOOO.  4:1032— .53  and  54. 
A  134,000— $38,000.  other  consid  and   100 

42d  st,  Nos  340  and  .342,  s  s.  2.50  e  9th  av,  SOxO.S.O,  two  4-sty  brk 
tenements  and  stores.  Phebe  J  McAdam  lo  Wm  N  Heard.  Mort 
|20,50O.  July  11.  July  1.3,  lOOIi.  4: 1032— .53  and  .54.  A  .$.34,(.)IM) 
—.$38,000.  olher  consid   and    100 

42d  st,  Nos  207  to  211,  n  s,  131  w  7th  av,  00x104. 4,  3-sty  brk 
theatre  (Belasco).  Beatrice  M  Davidson,  of  Saratoga  Springs,  to 
Anna  F  Davidson,  of  Saratoga  Springs,  N  Y.  %  part  of  right, 
title  and  interest.  July  12.  July  10,  1006.  4:1014 — 25.  A 
$175,000— ,$225,000.  nom 

42d  st.  No  414,  s  s,  175  w  Otli  av.  24.0x9.S.O,  .5-sty  stone  front  tene- 
ment and  store.  August  and  Henry  C  Suhrig  to  Carl  A  Bausch. 
Mort  .i;20,000.  July  Ki.  July  17.  1000.  4;  1051— 40.  A  .$12,000 
—.$28,000,  other  consid    and    100 

44th  st.  No  22G,  s  s,  330  e  3d  av,  25x100.5.  1  and  3-sty  brk  build- 
ing. Emily  Kumpf  to  Rosalie  Kumpf  her  mother.  All  right, 
title  and  interest.  B  &  S.  July  0.  July  17,  1000.  5:1317—35. 
A  .$10,000— $10,.500.  gift 

45th  st.  No  .531.  n  s.  3-50  e  11th  av.  25x1O0.5,  5-sty  brk  tenement. 
Jonas  Weil  et  al  to  Nathan  Lehrhaupt  and  Michael  Koppel. 
Mort  $10,000.  July  17.  July  18,  10(10.  4:1074—15.  A  $(>,.500 
— $14,(X)0.  other   consid  and   100 

40th  st.  No  28,  s  w  cor  Madison  av,  20x100. .5,  4-sty  stone  front 
dwelling.  Fredk  W-  Hunter  to  Henry  Phipp,  of  Westbury,  L  I. 
July  12.     July  13,  1901!.     5:1281— .50.     A  $85,000— .$05,000. 

other  consid  and  100 
175  e  8th  av.  .50x97.0.x51. 4x108. 11. 
Merrall  &  Condit  Co  to  James  S  Coyte. 
4:1010—8.     A  .$37,0011— .$.55,000. 

other   consid   and    100 

47th  st,  Nos  257  and  250,  n  s,  175  e  Sth  av,  runs  n  10.8  x  s  e  51.4  x 
s  07. (^  to  st  X  w  50  to  beginning.  4-sty  brk  stable.  Release  mort. 
U  S  Mortgage  &  Trust  Co  TRUSTEE  to  James  S  Coyte.  All  title. 
July  7.     July  13,  1900.     4:1010— ,S.     A  .$37,000— $.55,000.  noni 

47th  st,  Nos  114  and  IKi,  s  s,  103.0  w  0th  av,  37.(.ix1O0.5,  5-sty  brk 
tenement.  Cath  G  Gallagher  to  Edward  McQuillan,  of  Jersey 
City,  N  J.  Mrrt  $63,00(1.  June  4.  July  13.  1000.  4:990 — 11.  A 
.$.50,000— $78  0(.l0.  other  consid  and   Kill 

47th  st.  No  258,  s  s,  1.50  e  .Sth  av,  25x100.5,  5-sty  brk  tenement. 
Margt  C  wife  /Ifred  H  Camp  to  .\braham  Schreiber.  Mort 
$10,000.  July  2.  July  18,  100(;.  4:1018— .58.  A  $18,0(X>— 
$21,000.  other  consid  and    KKI 

47th  st.  No  226,  s  s,  242  w  2d  av,  25x100.5,  5-sty  brk  tenement. 
Milton  M  Eisman  to  Orazio  La  .\gnina.  Mort  $14,000.  July  Ki. 
July    17,    1900.      5:1320—30.  A    .«1fl,(IOil— $13,000. 

other    consid    and    100 

48th  st,  No  224,  s  s,  312.6  e  Sth  av.  IS. 0x100.5,  :',-sty  stone  front 
dwelling.  Francis  X  O'Connor  to  Juliet  Tuni'T,  Mort  $1S,0II(I, 
July  12.     July  14,  1006.     4:1010— .52,     A  $K;.(.XIII— $18,000. 

other  consid  and   100 

4Sth  st.  No  325,  n  s,  278  w  8lh  av,  18x100.5,  4-sty  stone  front 
dwelling.  Mary  Dewhurst  EXTRX  Henry  Dewhurst  to  Chas  F 
Myers.  Mort  .$0,.50n.  July  11.  July  12.  1000.  4:1039— 2(iy2. 
A  .$0  500— $11,000,  14„S(lll 

4Sth  st.  No  325,  n  s,  278  w  Sth  av.  18x100,5,  4-sty  stone  front 
dwelling.  Release  dower.  Mary  Dewhurst  widow  to  Chas  F 
Myers.  July  11.  July  12.  IOIIO.  4:10.30—201/2.  A  .$9,500— 
.$11,000.  nom 

4Sth  st,   Nos  168  and  170  |s  s,  70  o  7th  av,  runs  s  50.4  x  w  70  to 

7th  av,  Nos  711  to  715  |     e  s  7th  av  x  s  50  x  e  120  x  n  100.4  to 

48th  st  X  w  41  to  beginning,  three  4-sty  brk  tenements  and  stores 
and  two  3-sty  brk  dwellings  on  st.  John  D  Murphy  to  Thos  L 
Watt,  of  Westchester  Co.  Mort  $175,000.  July  7.  July  12, 
1006.     4:1000—60  and  61   and  63   to  (U.     A   $171,000— $170,000. 

nom 

4Sth  St.  No  317.  n  s.  225  e  2d  av.  25x100.5,  5-sty  brk  tenement  and 
store.  David  Solomon  to  Felix  Kunstler  and  Joseph  Mahl.  Mort 
$23,500.  July  12.  July  13.  1000.  5:1341—10.  A  $7,.50()-$lS.- 
000.  other  consid  and    KM) 

49th  st.  No  357,  n  s,  5(i  2  w  Ist   av.   18.9x100.5,  3-sty  stone  front 


47th  St.  Nos  257  and  259. 
4-sty  brk  stable.  Acker. 
June  12.     July  13,  10(i(i. 


dwelling.     Samuel  F  Hyman  to  Henrietta  Hyman.     1-7  part.     All 

title.      Mort   .$ .      July   5.      July   12,    10(J6.      5:1342—231/2.      A 

$5..5()0— $7.0(X).  nom 

Same  property.  Samuel  F  Hyman  to  Isidore  Jackson  and  Abraham 
Stern.     Q  C.     July  5.     July  12,  1006.     5:1342.  nom 

Same  property.  Henrietta  Hyman  et  al  HEIRS  Fanny  Hyman  to 
same.    Mort  .$(i,000.    July  5.    July  12,  lOiKi.    5:1342.  100 

40th  st4  Nos  310  and  31S,  s  s,  225  e  2d  av,  38.4x100.5,  6-sty  brk 
tenement  and  store.  Hai'ry  Kay  to  Adolph  and  Samuel  Matzke. 
Mort  $.50,000.  July  12.  July  18,  1006.  5:1341—42  and  43. 
A  $11,0(JO— $ .  other  consid  and  100 

40th  st.  No  340,  n  s,  131.3  w  1st  av,  18.0x100.5,  4-sty  stone  front 
dwelling.  Philip  Walter  to  Isidore  Jackson  and  Abraham  Stern. 
July  16.     July  17,  10O().     5:1342—21.     A  .$5.. 500— .$7,000. 

other  consid  and   100 

401  h  St.  No  351.  n  s,  112.6  w  1st  av,  18.9x100.5,  3-sty  stone  front 
dwelling.  Mary  Guggenheimer  to  Isidore  Jackson  and  Abraham 
Stern.  July  11.  July  17,  1906.  5:1342— 21i^.  A  .$5,.500— $7,- 
000.  noni 

40lh  st,  No  112,  s  s,  abt  1.88  w  0th  av,  21.4x100,  4-sty  stone  front 
dwelling.  CONTR.\CT.  Emma  Toner  to  The  Charles  E  Blaney 
Amusement  Co.  Mort  $17..5O0.  Apr  0.  July  17,  1000.  4:1001 
—41.     A   $22.(R)0— $24.0(K».  39,000 

50th  st,  No  417,  n  s,  15.5.7  e  1st  av,  19.5x100.5,  4-sty 'Stone  front 
dwelli«g.  Feist  Samuels  to  Lena  Kaufman.  July  16,  190*5. 
5:1362—7.     A  .$5,000— $8,000.  other  consid  and  100 

52d  st.  No  46,  s  s.  340  e  6th  av,  20x1(10.4,  4-sty  stone  front  dwell- 
ing. Minnie  K  Young  to  Wm  R  Willcox.  B  &  S.  May  12.  July 
17,   KKKJ.     5:1267—00.     A  $51,000— $.57,000.  nom 

52d  st.  No  46,  s  s,  340  e  0th  av,  20xl(X>.4.  4-sty  stone  front  dwell- 
ing. Wm  R  Willcox  to  .Minnie  K  Young,  of  Tuxedo,  N  Y,  EXTRX 
and  TRUSTEE  Wm  H  Young.  B  &  S.  May  12.  July  17,  1906. 
5:1267—60.     A  $51,000— .$57.(iOO,  nom 

.52d  st,  Nos  432  and  434,  s  s.  1(X)  w  0th  av,  .50x100.5,  two  5-sty  brk 
tenements.  Pasquale  Clemente  and  ano  to  Henry  Nechols  and 
Samuel  Blumenstock.  Mort  $44. .500.  J\ily  16.  July  17.  1006. 
4:1001 — JO  and  .50.      A  $18,(100— $.3S,(I(KI.  other  consid  and   100 

.53d  St.  No  141.  n  s.  31,S.O  e  7th  av.  IS.OxKX),  4-sty  stone  front 
dwelling.  Edward  Sprowl  to  Mary  T  wife  Edward  Sprowl.  Mort 
$10,000.  Julys.  July  13,  1906.  4:1000-13%.  A  .$10..5(X>— $12,- 
(XJO.  nom 

.53d  st.  No  143,  n  s,  300  e  7th  av,  18.9x100.5,  4-sty  stone  front 
tenement  and  store.  Edward  Sprowl  to  Mary  T  wife  Edward 
Sprowl.  Mort  .$S,000.  July  5.  July  13,  19O0.  4:KXX;— 13.  A 
$10,.5O0— $12,000.  nom 

54th  St.  No  402.  s  s,  94  e  1st  av,  25x100.5,  5-sty  brk  tenement. 
Leopold  Kaufmann  to  Jonas  Weil  and  Bernhard  Mayer.  Mort 
$10,.50O.  July  10.  July  17,  10(Xi.  5 :  l.".0.5^(i.  A  $5,00O-$13,- 
0(10.  nom 

54th  St.  No  43(1,  s  s,  400  e  10th  av,  22.0x.55x22,t>x53,  4-sty  frame 
(brk  front)  tenement  and  store.  Henry  Erdman  to  Leon  S  Alt- 
maver.  1/2  part.  July  10.  July  17,  lOOO.  4:10(«^8.  A  $5,000 
—.$0,000.  nom 

54th  st.  No  402,  s  s,  94  e  1st  av,  25x100.5,  5-sty  brk  tenement. 
Augusle  wife  Herman  Lindeman  to  Leopold  Kaufmann.  Mort 
$10,000.     July  10,  1906.     5:1365 — 46.     A  $5,000— $13,000. 

other  consid  and  100 

.5<!th  St.  .\"os  32.5  to  310,  n  s,  100  w  1st  av,  runs  n  121.(5  x  w  224.0 
to  former  e  s  Old  Boston  Post  road  x  w  again  31  to  c  1  said  road 
X  s  130.1  to  st  x  e  230  to  beginning,  1,  2.  .3,  4  and  .5-sty  brk  iron 
works.  Amy  S  Hutton  and  ano  to  Ada  C  Shriver.  All  title. 
B  &  S.  July  12.  July  17,  10(X!.  5:1349—14  and  22%.  A  $84,- 
000 — $115,000.  nom 

50th  st,  Nos  325  to  .340,  n  s,  100  w  1st  av.  Release  annuity,  &c, 
under  will  Walter  Schriver.  Ada  C  Schriver  to  whom  it  may 
concern.      All   title.      July   12.      July   17,   1906.      5:1349.  

.5(ith  St.  Nos  325  to  340,  n  s,  KXI  w  1st  av,  runs  n  121.6  x  w  224  9 
to  former  e  s  Old  Bosten  road  x  still  w  31  to  c  1  said  road  x  s 
1.30.1  to  st  X  e  230  to  beginning.  1,  2,  ;!,  4  and  5-sty  brk  iron 
works.  Ada  C  Shriver  to  Frank  Hillman  and  Joseph  Golding. 
July  K5.  July  17,  190(5.  5:1349— 14  and  22%.  A  $84,(M10— .$115,- 
(XIO.  other  consid  and  100 

.50th  St.  Nos  321  and  323.  n  e  s.  310.11  s  e  2d  av,  at  c  1  of  Old  Post 
road,  runs  n  w  along  st  44.11  to  point  27.5  e  2d  av  x  n  e  140. .5  x 
s  e  18.11  X  s  e  141,5.  4  and  .5-sty  brk  tenements.  Harry  T 
Shriver  to  Frank  Hillman  and  Joseph  Golding.  July  16.  July 
17.   1906.     5:1.340-12  and   13.     A  $Kl,.5(XI— $14,0(X>. 

other  consid  and   100 
249.    n   s,   00  w   2d   av,   10.8x100.5,   3-sty   stone   front 
Melville  J   Beekel   to   Lillian   E  Bates.     Mort  $0,000. 
July   10.     July   17,   1900.     5:1.331—21%.     A   $8,(:h  10— $10,000.       1(X) 

5Sth  st.  No  116,  s  s,  239  w  Lexington  av,'  10x100.5,  3-sty  stone 
front  dwelling.  M  Louise  Labagh  to  Howard  W  Pierce.  July 
11.      July   13,    1906.      5:1312—07.      A   $15.000— $18,(XI0. 

other  consid   and   100 

(i3rt  st.  No  227,  on  map  No  220,  n  s,  205  w  2d  av,  2.5x100.5,  7-sty 
brk  tenement  and  store.  Moritz  Mark  to  Louis  Kivovits.  Mort 
$.33.7(10.  July  16.  July  18,  1906.  5:1418—16.  A  $0,000— 
$27,0(:0.  other  consid  and   KXt 

65th  st.  No  35,  n  s,  200  e  Columbus  av,  31.3x100.5.  5-sty  brk  tene- 
ment. Thomas  Berkeley  to  Bolton  Hall.  April  10.  July  18, 
1000.     4:1118-0.     A  $20,fM)0— $33,000.  other  consid  and  100 

05th  st.  No  8.  on  map  Nos  S  and  10.  s  s.  175  e  5th  av,  43x100.5. 
5-sty  stone  front  dwelling.     Anna  B  Bliss  and  ano  to  Edw  T  Nich- 


57th   st.   No 
tenement. 


June   22. 


lis. 

Olio. 

'Olh  st, 
front  tenement 
$14,7.50.  July 
.$12,01 1(» 

;.ith   st.  No  430, 


July  12.   T.XXl, 
No  210,   n 


:  1370— 64.     A  $155,0(X)— .$.340,- 

other  consid  and   100 
s,   475   e    West    End   av,   25x1(X).5,    5-sty   stone 
Moritz   Kraisler  et  al   to  Fannie   F  Ely.     Mort 
1;!.      July    17,    moo.      4:11.58—20.      A    $5,000— 

other  consid  and  100 
;  s,  200.3  w  Av  A,  26.10xl('l0.5,  5-stv  brk  tene- 
ment.    Jacob  Grunder  to  George  Althaus.     July  17,  1006.     5:1460 
— 35.     A  $5,.5(  10— .$14,000.  other  consid  and  100 

(iOth  St.  No  227.  n  s,  100  w  2d  av,  40xl(X)  5,  6-sty  brk  tenement. 
Release  mort.  Harris  Mandelbaum  et  al  to  Solomon  Lewine, 
Louis  Danis  and  Harry  Wittenberg.  July  11.  July  14,  1006. 
5:1421.  other    consid    and    100 

Same  property.  Release  mort.     Title  Guarantee  &  Trust  Co  to  same. 

July  12.     July  14.  1000.     5:1421.  12.400 

Same    properly.      Release    mort.      Same   to   same.      July   11.      July 

14,   1900.     5:1421.  other  consid  and   100 

06th  st.  No  2.30,  n  s,  225  e  West  End  av,  25x100.5,  5-sly  brk 
tenement.  John  H  Tietjen  et  al  to  Saul  Adams.  Mort  $14,000. 
July  17.     July  18,  19(16.     4:11.58—10.     A  $5,000— $12,0(X).  100 

(JOth  st,  Nos  243  and  245,  n  s,  465  n  w  Amsterdam  av,  40x100.5, 
2-sty  brk  building  and  2-sty  brk  building  in  rear.  Thomas 
Ogle  to  Jane  Ril.y.  July  16.  July  18,  19lX5.  4:1161- 12i,{.  and 
13.      A  $13,000— $21,000.  KXl 
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(iOth  St    Nos  225  to  229,  n  s,  205  w  Amsterdam  av,  80x100.5,  va- 
cant     Conrrd  R  Gross  et  al  to  Gross  &  Herbener  Realty  &  Con- 
s^uction  Co      Mort  130.000.     July  10.     July  12    19UG.     .-1  lioi 
•^to->''      A  S2J>  000-exempt.  other  eonsid  and  100 

707h  st'No  307,  n  s.  125  e  ^'^  ^'J^^^' J^^li^  ^  tenement 
Jacob   Larchan   to   Carrie    Rothschild.      Mort   !l<l(j.0OO. 
July  17.  low.     5:1-W.^ 

"'"  "11  " '    "  " ^Mort  $5,000. 

June 


July   10. 
.\  ^fd.tKJO^Slo.OOO.  other  eonsid  and  100 
70th  St.  No  210.  s  s.  20s  e  3d  av.  2Sjl00^4.  4-sty  stone  front  tene- 
ment.    Wm  Hampel  to  Minnie  and  Anthony  Power      Mort  $0  nAi> 
23.     July  13,  190U.     5;142-1— 3^.     A  ^10  .)(AK-*-0.(>00. 

other  eonsid  and   liMJ 
s  s,  313  w  Central  Park  West,  19.k100.5,  4-sty  stone 


70th  St,  No  20, 


front 'dweiring.     Jerome  Daly  t"  Henrietta  Rosenblatt    Mort  $30,- 
000.    July  12,  1000.    4:1122-4o^4.    A  ?1 '  .<J(W-$33^J(W 


other   eonsid  and  lOO 

70(h  St,  No  20.  s  s,  313  w  Central  Park  West.  19x1(10.5,  4-sly  stone 

--  .\    Rosenblatt    to    Jerome    Daly.      All 

4:1122— 45"^.     A  $17,<HJ0— $33.- 

other  eonsid  and  100 
5-sty  brk  tenement 
D   Saldinger.      Mort 


front    dwelling.    Henrietta 
liens.     July  2.     July  12,  1000. 

70th  St.  No  302,  s  s,  74  e  2d  av,  26xV4  block, 
and  store.      Isidor   Wiesenberger   to   Morris 


?23,000.     July  18,   1000.     5:1444—481/2. 


A  $0,500— $15,000. 

other  eonsid  and  100 
70th  St,  Nos  422  to  430,  s  s,  85  w  Av  A,  lOOxlOOX-,  five  0-sty  brk 
tenements  and  stores.  Maurice  J  Burstein_  to  Simon  Lefkowitz. 
Mort  $100,000.  July  17.  July  IS.  1900.  ^^1^^^;.  ^^^^.^  ,„,  ^qO 
70th  st,  Nos  428  and  430.  s  s.  85  w  Av  A,  70x100  5,  two  0-sty 
brk  tenements  and  stores.  Simon  Lefkowitz  to  Morns  D  Nel- 
son.    Mort  $93,000.     July  10.     July  18,  1900.     5:14t>t. 

other  eonsid  and  100 
72d  St,  No  180,  s  s.  130  w  3d  av.  20x102.2.  4-sty  stone  front  tene- 
ment     Marie  A  Snow  to  Nineteenth  Ward  Bank.     July  10.     July 
17    1900.     5:1400—43.     A  $10.OO0-$25.0OO.  nom 

73d  st  No  211  n  s.  100  e  3d  av.  25x102.2.  5-sty  stone  front  tene- 
ment and  store.  CONTRACT.  Israel  Tamases  with  Abraham 
Levenstein  and  Max  Tarshes.  Mort  .$20,025.  May  1.  July  li. 
I'.MXi.     5:1428-7.     A  .$9.0<K1-$17,000.  .  20.500 

73d  st  No  113.  n  s.  095  w  3d  av.  25x102.2.  vacant.  Amos  RE 
Pinchot  to  Ethel  K  Train.  Feb  19.  (Re-recorded  from  April  :.o. 
19(M>  )    Julv  17.   1900.     5:1408.  other  eonsid  and   109 

73d  st  No  221  n  s.  285  e  3d  av,  25x102.2,  5-sty  stone  front  tene- 
ment and  store.  Harry  Abend  et  al  to  Minnie  Goldstein^  Mort 
$10,000.     July  5.     July  18,  1900.  5:1428-12.  A  $9,000-$! <. 000 

other  eonsid  and  100 
Same    property.      Minnie    Goldstein    to    Abraham    Dan.      Vs    part. 
Mort  $10.0nO.     July  17.     July  18,  1900.     5:1428. 

other  eonsid   and   100 
73d   St.   No   25.   n  s.   53   w   Madison   av,   20x80.   4-sty   stone   front 
dwelling.      Simon    and    Edward    Marx    EXRS    Salomon    Marx    to 
V    Henrv   Rothschild.      Mort   $25,000.      June   4.     July   18,    1000. 
.^,:1SSS^15.     A  $,-)0.000-$52.000.  08.OOO 

■("5th  St.  No  234.  s  s.  199.2  w  2d  av.  20.1x102.2.  4-sty  brk  tenement. 
Julius  Herriek  to  Salvatoro  Geraci  and  Paolo  Torregrossa  and 
Rosario  Lavanca.  Mort  $12,000.  July  10.  July  17.  lOlW.  5:- 
1429 — 33.     A  $7.000 — $10.0)10.  other  eonsid  and  100 

84th  st,  No  408,  s  s.  74  e  1st  av,  26x51.1,  4-sty  brk  tenement. 
Maurice  Rosenwaike  to  Barbara  D  Aichele.  Mort  $8,000.  June 
29.     July  16,  1906.     5:1563— 47Vi.     A  $4,000— $12,000. 

other  eonsid  and  100 
84th  St.   Nos  114  to  lis.  s  s,   173.6  e  Park  av.  00.2x102.2.   three 
4-sty  stone  front   tenements.      Emanuel   Schleissner  to   Henry  B 
Anderson.     Mort  $39  nOO.     July  12.     July  13.  19(J0.     5:1512-03 
to  05.     A  $28.500— $39.00t).  other  eonsid  and  100 

S4th  st,  Nos  114  and  110.  s  s.  275  w  Columbus  av.  50x1(12.2.  two 
5-sty  stone  front  tenements.  Mary  F  Martin  to  Alfred  V  Witt- 
meyer.  Mort  $58,000.  July  2.  July  17,  1900.  4:1214—14  and 
45.     A  $27.000— $57,000.  nom 

85th  St.  No  521.  n  s.  223  e  Av  A,  25x102.2,  5-sty  brk  tenement. 
Henry  Kuemmel  to  Bella  Kuemmel.  Q  C.  July  10.  July  10. 
1906.  5:1.582—12.  A  $5,000— $10,0(30.  other  eonsid  and  8,000 
85th  st,  Nos  102  and  104.  s  s,  30  w  Columbus  av,  70x102.2,  two 
5-stv  brk  tenements.  John  Palmer  to  Martin  B  Hofman.  July 
10.  'Morts  $.35,000.  July  17.  1906.  4:121.5— .35  and  30.  A  .$44,- 
000— $94,000.  nom 

85th  st,  Nos  102  and  104,  s  s.  30  w  Columbus  av.  70x102.2.  two  5- 
sty  brk  tenements.  Martin  B  Hofman  to  Samuel  K  Jacobs.  All 
liens.  July  10.  July  17,  1900.  4:121.5—35  and  30.  A  .$44,000 
—$94,000.  nom 

85th  St.  No  4.32,  s  s,  400  e  1st  av,  19x102  2.  5-SLy  brk  tenement. 
Katharine  E  Reissmann  to  Conrad  Heckert.  B  &  S  and  C  a  G. 
Mort  $10.0UO.  July  12.  July  13.  190ti.  5 : 1.5(!4— .34.  A  .$4,300— 
$14,000.  other  eonsid  and  1(X) 

85th  St.  No  518.  s  s.  179.4  e  Av  A,  18..SX102.2.  3-sty  stone  front 
dwelling.  Robert  Dressier  et  al  HEIRS.  &c.  Charles  Dressier 
to  George  Nehm.  Mort  $0,000.  July  12.  July  13,  ItWO.  5:1.581 
— 45.     A  .$3..50O— .$7..500.  10,500 

85th  St.  No  432.  s  s.  400  e  1st  av.  19x102.2,  5-sty  brk  tenement. 
Conrad  Heckert  to  Oswald  E  Reissmann.  Mort  $10,000.  July 
12.     July  13,   190(i.     5:1564—34.     A  $4  300— $14,000. 

other  eonsid  and  100 
85th  st,  n  s.  150  w  Central  Park  West,  100x1(12.2,  vacant.     James 

Carlew  Construction   Co  to  Emma  L  Carlew.     Mort  $ .     July 

11.      July  12.   1900.     4:119V).  other  eonsid  and   100 

85th  St.  No  335.  n  s.  335  w  West  End  av.  20x102.2.  3-sty  and  base- 
ment brk  dwelling.  Eugene  Blanc  to  Adolph  Platkv.  Mort  $15.- 
CKK).     July  12,  1900.     4:1247—18%.     A  $11,00(1— $21,000. 

other  eonsid  and  100 
87th   St.   No   512,   s   s.   189  e   Av   A.    18x02.4x18x02.8.   3-sty   stone 
front   dwelling.   John   Riexinger   to   John   J    Cork.      Mort   .$4,000. 
July  17,  1906.    5:1.583—45%.     A  .$3.000— $7,000. 

other  eonsid  and  ICtO 
87th  St.  No  229,  n  s,  310  e  3d  av,  2.5x100.8.  5-sty  brk  tenement. 
Hermann    Kemper    to    Harriet    Baer.      Mort    $20,000.      July    5. 
July    18,    1906.      5:1533—14.      A    $8,500— $23,000. 

other  eonsid  and  100 
89th  St.  No  17.  n  s.  1.56  w  Central  Park  West.  19xl(X).S.  4-sty  and 
basement  stone  front  dwelling.     Edward  S  Clinch  to  Annie  Davis. 
July  14.     Mort  $30,000.     July  17,  1906.     4:1203—2(1     A  $13,000 
—$27,000.  other  eonsid  and  100 

89th  st,  Nos  408  and  410,  s  s.  106  e  1st  av,  40x100.8,  0-sty  brk 
tenement.  Isaac  Silberberg  to  Bernard  Friedman.  Mort  $44,500. 
July  14.    July  17,  1906.    5:1568—43.     A  $8.000— $45,000. 

,  other  eonsid  and  100 
89th  st.  No  223,  u  s,  225  w  2d  av,  25x100.8.  5-sty  brk  tenement. 
Max  Mittenthal  to  Chas  B  Fraade.     Mort  .$25,000.     Julv  13.     July 
16,  1906.     5:1535 — 15.     A  $7,500— $19,00().        other  eonsid  and  lOO 
91st  st.  No  316,  s  s,  250  w  West  End  av,  20x100.8,  4-sty  brk  dwell- 


ing   Christiana  A  Ely  et  al  to  Madeleine  O'Neill  Smith.  Mort  $23,- 
009.     July  12.     July  17,  1906.     4:1251—34.     A  $12.000— $28,000. 

other  eonsid  and  100 

94th  st.  No  310,  s  s.  238  w  West  End  av,  02x100.8,  7-sty  brk 
tenement.  Henry  J  Braker  TRUSTEE  to  Hyman  Cohen.  Mort 
$,S7,.")<HI.  July  9.  July  18,  1900.  4:1252—05.  A  $35,000— 
$115  0110.  other  eonsid  and  100 

94th  st.  No  310,  s  s,  238  w  West  End  av,  02x100.8,  7-sty  brk 
tenement.  Henry  J  Braker  to  Hyman  Cohen.  Mort  $S7,500. 
July  9.     July  18,   1900.     4:12.52-05.     A  $.35.000— $115.(HMX 

other   eonsid   and    KX) 

92d  st,  No  106,  s  s,  55  e  Park  av,  17x80,  3-sty  stone  front  dwell- 
ing. Lawrence  B  EUiman  to  Fifth  Avenue  Trust  Co.  Mort 
$13,000.  July  13.  July  16,  1906.  5:1520—70.  A  $7,000— 
$12,000.  other  eonsid  and  100 

9.3d  St.  No  .340,  s  s,  75  w  1st  av,  25x75,  5-sty  brk  tenement.  Is- 
rael Gottlieb  to  Mvron  Sulzberger  and  Gustav  Walker.  Mort 
$15.00(_».     July   18,    1906.     5:155.5—30%.     A   $4.000— $11. 0(X). 

other   eonsid   and    100 

95th  St.  No  217.  n  s,  325  w  2d  av,  24.9x100.8x24.7x100.8,  5-sty  brk 
tenement  and  store.  Fanny  Fischer  to  Moritz  Oestrercher,  Mort 
$19..5t)0.     July  3.    July  IS.  1906.    5:1541—11%.     A  $0.000— $10.- 


0119. 
90th   st 


No  49. 


s.   204 


tXK). 
Same  property. 

10.     Julv  12. 
96th  St.  No  00, 


other  eonsid  and  100 
Columbus   av,   20.8x10011.   4-sty   and 
basement    brk   dwelling.      Albert    Reiser   to   Julius    Braun.      Mort 
$23.(J0O.     July  10.     July  12,  1900.     7:1832—9.     A  $11.0(j0— $23  - 

other  eonsid  and   100 
Julius  Braun  to  Mary  Frank.     Mori  $27,5(X>.     July 
1906.      7:18.32.  other   eonsid  and   100 

s  s.  180  e  Columbus  av,  20x100.8,  4-sty  and  base- 
ment brk  dwelling.  Francis  M  Jencks  to  Geo  H  Jones.  Mort 
$15,000.  July  6.  July  16,  1906.  4:1209—57.  A  $11,000— 
.$21,000.  other  eonsid  and  100 

90th  St.  No  62.  s  s,  100  e  Columbus  av,  20x100.8.  4-sty  and  base- 
ment brk  dwelling.  Agnes  A  Acton  et  al  to  Wm  N  Heard,  of 
Jamaica,  N  Y.  June  18.  July  16,  1906.  4:1209—571^.  A  $11,000 
—$21,000.  nom 

96th  st.  No  62,  s  s,  100  e  Columbus  av,  20x100.8,  4-sty  and  base- 
ment brk  dwelling.  Wm  N  Heard  to  Paulina  Ehrlich.  Mort 
$18,000.     July  10,  1900.     4:1209.  other  eonsid  and  100 

97th  St.  No  215.  n  s,  23.S  e  3d  av,  24,(jxl00.11,  .)-sty  brk  tenement. 
Max  Gasman  to  Max  Rosenthal,  Harry  Rosenthal  and  Max  Las- 
berg.  Mort  $18,025.  July  10.  July  17,  190ti.  0:1(j47— 10.  A 
.<;.-,.00(>— $14.0(X1.  other  eonsid  and  100 

97th  St.  No  207.  n  s,  140  e  3d  av.  24.0*100.11.  5-sty  brkjenement. 
John  H  Meyer  to  Mayer  Bruckner  and  Kuna  Stock»tn.  Mort 
$19,375.  July  14.  July  17,  1906.  0:1647—0.  A  $5.000— $14.- 
0(X1.  other  eonsid  and  100 

97th  St.  Xo  2.33.  n  s.  125  w  2d  av.  25x100.11,  5-sty  brk  tenement 
and  store.  Korne  Kominskv  et  al  to  Max  Goldman.  Mort  $14.- 
S(X).      July '2.     July  13.   19lV,.     6:1047 — 19.      A   $5.O0(>-$12.OOO. 

other  eonsid  and   100 
98th  st,  No  216,  s  s.  2(jO  e  3d  av,  25x100.9,  5-sty  brk  tenement  and 
store.     Irving  Bachrach  et  al  to  Kesil  Leibowitz  and  Harry  Mol- 
dawsky.     Mort  $26,500.     July  10,  1900.     0:1647—38.     A  $4,500— 
$10..500.  other  eonsid  and  100 

9Sth  St.  Nos  37  to  41.  n  s,  3(X)  e  Columbus  av.  .5(1x1(10.11.  tv.o  2 
and  one  3-sty  frame  tenements.  Solomon  Geilich  et  al  to  Pincus 
Lowenfeld  and  Wm  Prager.  Mort  $25,500.  July  11.  July  12, 
1906.      7:18.34—13   to    14.      A   $21.000— .$24,000. 

other   eonsid   and   100 
98th  st,  Nos  42  and  44.  s  s.  400  w  Central  Park  West.  50x100.11. 
two   5-sty   brk   tenements.      Delia   Doyle   to  Alois   Pfitzer.      Mort 
.$44,000.     July  16.     July  17,  1906.     7:1833—49  and  50.     A  $22.- 

000 $54.(X)0.  other  eonsid  and  lOt) 

99th  st,  No  224,  s  s.  212.6  w  2d  av,  37.6x100.11,  0-sty  brk  tene- 
ment and  store.  Moritz  Weisberger  to  Simon  Cyge  and  Henry 
Simon.     Mort  $45,375.     July  3.     July  12.   1900.     0:1(348. 

other  eonsid   and   100 
KXlth  st,   Nos  111  to   115,  n  s,  202  w  Lexington   av,   76.0x10(j.ll, 
three    5-sty    brk    tenements.      Herman    Hoffman    to    Mendel    W 
Greenberg.     Mort  $9n.,S77.."0.     July  17.     July   IS.   1901!.     0:l(j28 
— 0  to  8.     A  $18.(H Ml— $57000.  other  eonsid  and  ItX) 

KXlth  St.  No  .305.  n  s  KX)  e  2d  av.  40x100.11,  (i-sty  brk  tenement.' 
Hvman  Levin  to  Benj  Rosenfeld.  Q  C  and  correction  deed.  July 
13.     July  17.  1900.     0:1672.  nom 

101st  St.  Nos  .322  and  324,  s  s,  2.39,1  w  1st  av,  .3.8.10x100,11.  6-sty 
brk  tenement  and  store,  Lewis  Newman  et  al  to  Samuel,  Israel 
and  Charles  Burnstein.  Mort  .$42,.500.  June  29,  Julv  10.  1906. 
0:1672-37.      A    $7..'<00— P   $28,000.  other    eonsid    and    100 

101st  st,  Nos  320  and  328.  s  s.  209  w  1st  av.  39.1x1(10.11,  0-sty  brk 
tenement  and  store.  Samuel  King  to  Feny  Herbst.  June  12. 
Morts  $43,000.    July  17  1906.    6:1672—3.5.     A  .$7,800— P  .$28,000. 

other  eonsid  and  100 
101st   st,    No   305,   n   s.   100  e   2d   av.   2.5x100.11.   5-sty   brk   tene- 
ment and   store.     Abraham  Salkin  to   Pauline  Levensohn.     Mort 
$18,400.     July  7.     July  17,  1906.     6:1673—5.     A  $5,000— $1.3.000. 

other  eonsid  and  103 
101st  St.  Nos  121  and  123.  n  s.  19.3.4  w  Columbus  av.  31.8x190.11, 
6-sty  brk  tenement  and  store.     Nathan  Navasky  et  al  to  Rebecca 
Gomberg.     Mort   .$.35  000.     July  13.     July  17.   1906.      7:18.56—24 

and   25.      A   $10.000—$ .  100 

101st  st.  No  72.  s  s,  100  e  Columbus  av.  25x100,11.  5-sty  brk  tene- 
ment and  store.  Joel  Marks  to  David  Spier  and  Moritz  Rauner. 
V.  part.  Mort  $25,000,  Mar  9.  July  13.  lOtXi.  7:1.830— »iO.  A 
jlO.OtlO— $23.(XX).  other  eonsid  and  100 

101st  St.  No  314.  s  s,  134  w  West  End  av.  17x100.11.  5-sty  stone 
front  dwelling.  Minna  wife  Jacob  Shire  to  Isaac  Harris.  July 
10.     July    13.    imxi.      7:1889—26.     A   $9.500— $26,000. 

other  eonsid   and   1(X> 
102d  St.  No  107.  n  s.  .325.1  e  Amsterdam  av.  25x97.2x25x97.  5-sty 
brk     tenement.       Friedrich     Gemmer    to     Lena    Halpern.       Mort 
$19,000.     July  13.     July  17,  1900>.     7:1857—14.     A  $8,.S(K)— $20.- 
.500.  .  other  eonsid  and  100 

]02d  St.  No  311.  n  s.  175  e  2d  av,  37.6x100.11.  0-sty  brk  tenement 
and  store.  Sigmund  Schnee  to  Abraham  Kosower.  Mort  $43.- 
ono.     Julv  11.     July  17.  1906.     6:1074.  other  eonsid  and  100 

104th  St.  No  311.  n  s.  175  e  2d  av.  25x100.11,  4-sty  brk  tenement, 
John  BozzufTi  to  Filippo  G  Merli.  1-3  mort  and  all  title.  Morts 
$9,600.     July  16,  1906.     6:1676—8.     A  $5,.500— $11,000. 

other  eonsid  and  100 
104th  st,   Nos   122  to   132,   s  s,  200  e   Park  av,   120x100.11.   three 
6-sty   brk    tenements    and    stores.      Isak    Flam    et    al    to    Chas    K 
Doyle.     July  10.     July  12.   1906.     6:1031-00  to  04.     A  $27,000 

— .$ .  other  eonsid  and  100 

KXlth  st.   No  77       1  n  w;  cor  Park  av.  2.5x75,11,  5-sty  brk  tenement 
Park  av.  No  1440^     and  store.     Adolph  Scheibel  et  al  to  Frederick 
Dornberger.      Mort    .$.30  000.      July    10.      July    17.    19(Xi.      6:1012 
-^5.     A  $13,0(X»— $20,000.  '  other  eonsid  and  100 
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lOtith  St,  No  22,  s  s.  120  w  Madison  av,  2.">.xl00.11,  5-sty  brk  ten- 
ement. Giuseppe  Stella  to  Maurice  and  Sarah  Sandberg.  July 
Hi.  Morts  $20,00(1.  July  17,  1000.  UilOll— 01.  A  !fl.".,Oa) — 
!t;2.S,IIIX).  other  consid  and  100 

100th  St,  n  s,  00.10  e  .jlh  av.  strip  0.2x100.11.-  Portland  Realty 
Co  et  al  to  The  James  McCreery  Realty  Corporation.  Q  C.  Mar 
27.     July  17,  190(3.     6:1612.  nom 

KKUh  St,  n  s.  00.11)  e  5th  av.  strip  0.2x100.11.  Release  mort. 
Mutual  Life  Ins  Co  to  the  James  McCreery  Realty  Corpn.  Apr 
1(1.     July  17,  1000.     6:1612.  nom 

KMUh  St.  No  2.31,  n  s,  200  w  2d  av,  23x100.11,  4-sty  brk  tenement. 
John  Bozzufti  to  Antonio  Emanueli.  l-o  part.  All  title.  B  &  S. 
Mort  $11,000.     July  16,  1906.     6:1656—16.     A  $7,000— .?13,000. 

100 

100th  St.  No  158,  s  s,  100  e  Amsterdam  av,  35x100.11,  5-sty  brk 
tenement.  Cord  Vagts  to  Lizzie  Ford.  Mort  $45,000.  July  IS, 
190(3.     7:1800—60.     A  $18,000— $43,000.  other  consid  and  100 

107th  st,  Nos  223  and  225,  n  s.  400  w  Amsterdam  av.  100x100.11, 
two  6-sty  brk  tenements.  Ostend  Realty  Co  to  Isabel  J  Roberts,  of 
Philadelphia,  Pa.  B  &  S.  Mort  $85,(I(X>.  July  5.  July  12,  1906. 
7:1879.  100 

107th  st,  Nos  223  and  225,  n  s.  400  w  Amsterdam  av,  100x100.11, 
two  (i-sty  brk  tenements.  Isabel  J  Roberts  to  Marcus  PoUak. 
Morts   $162,500.     July   6.     July   14,   1906.      7:1879. 

other  consid   and   100 

107th  st,  Nos  402  to  422,  s  s,  abt  00  e  1st  av,  — x — ,  vacant.     Last  ■ 
will  of  Robinson  Gill,  late  of  Brooklyn.  May  15,  1894.     June  28, 
1906.     6:1678. 

107th  st.  No  66,  s  s,  125  w  Park  av.  25x100.11. 

107th  st.  No  68,  s  s,  100  w  Park  av,  25x100.11. 
two  5-sty  brk  tenements. 
Karl  Hendelman  et  al  to  Plaza  Realty  &  Construction  Co.  Mort 
$39,300.  July  13.  July  14,  1906.  6:1612—41  and  42.  A  $14,- 
000— $44,000.  other  consid  and   100 

107th  st,  No  61.  n  s.  212  w  Park  av,  17x100.11,  3-sty  brk  dwell- 
ing. Henry  Dale  to  Martin  A  Dewey,  of  Westfleld.  N  J.  Mort 
$9,300.     July  10.     July  13,  1906.     6:1613—28.     A  $4,700— .i;S,0(JO. 

other  consid  and   100 

107th  st,  s  s,  93  e  Ist  av,  270x100.11,  vacant.  John  Liddle  to  The 
John  Liddle  Cut  Stone  Co.  Mort  $(35,000.  June  30.  July  18, 
l'.K)6.      (3:17(10 other    consid   and    100 

107th  St.  No  .5(1,  s  s,  125  e  Madison  av,  2.5x100.11,  5-sty  brk  tene- 
ment. Abrom  Strellow  to  Solomon  Landes  and  David  Aronovitz. 
Mort  $22,000.  July  17.  July  IS,  1906.  6:1612^7.  A  $7,000 
—$22.0(10.  other  consid  and  100 

100th  St.  No  102.  s  s.  10  e  Park  av,  19x74,  4-sty  brk  tenement 
and  store.  Sarah  Grozcky  to  Minnie  wife  Max  Levin.  Mort  .$8.- 
000.     July  3.     July  14,   1006.     6:1636— 70V4.     A  $3.500— $7,500. 

other  consid  and  100 

109th  St.  No  302,  s  s.  100  w  Broadway,  19x100.11,  5-sty  brk 
dwelling.  Ella  wife  of  and  Charles  Benner  to  Theodor  Elsasser. 
Mort  $29,500.     July  16.     July  17,  1906.     7:1893. 

other  consid  and  100 

10!)th  st.  No  130,  s  s,  325  e  Amsterdam  av,  25x100.11.  5-sty  brk 
tenement.  Louis  Wiebke  to  Peter  Doerr.  Mort  .$20,000.  July 
16.      July    17,    1906.      7:18(33—51.     A  $9,500— $25,000. 

other  consid  and  100 

110th  st.  No  251,  n  s,  100  w  2d  av,  16.8x100.11,  3-sty  brk  dwell- 
ing. Elias  A  Cohen  to  Teresina  Sorgi.  Mort  $4,000.  July  10. 
July  17,   1906.     6:l(i()0— 20.     A  $3,500— $6,000. 

other  consid  and  100 

110th  st.  No  8,  s  s,  228  w  Madison  av,  19.6x1(30.11,  5-sty  brk  tene- 
ment. Rose  Gennis  to  Charles  Michael.  Mort  .f21,0(X).  July  7. 
July    12,    1906.      0:161.5—65.      A    $9,.500— $19,000. 

other  consid  and  100 

112th  St.  No  13.  n  s,  225  e  5th  av,  10x100.11,  5-sty  brk  tenement. 
Frederick  Newbouer  and  ano  EXRS.  &c,  Louisa  Newbouer  to 
Yetta  Kraner  and  .Augusta  Rosenthal.  July  12.  July  13,  1906. 
6:1618— 91/^.      A  $7,.500--$16r(IO0.  18,250 

112th  st,  Nos  246  and  248,  s  s.  100  w  2d  av,  37.6x100.11.  6-sty  brk 
tenement  and  store.  Henrietta  Bennett  to  Harris  Faden.  Mort 
.$48.(1(H).  July  16.  July  18,  1900.  6:1(361—30.  A  $8,000— P 
$25,000.  other  consid   and   1(30 

112th  st,  Nos  242  and  244,  s  s,  137.6  w  2d  av,  37.6x100.11,  6-sty 
brk  tenement  and  store.  Henrietta  Bennett  to  Solomon  Scher 
and  Harry  Seifert.  Mort  $48,000.  July  10.  July  18,  1906. 
6:1(361— .32.     A  $8.000— P  $25,000.  other  consid  and  100 

112th  st.  No  216,  s  s,  183  w  7th  av,  17xl(X).ll,  3-sty  and  base- 
ment stone  front  dwelling.  Release  dower.  Jennie  A  wife 
Raoul  A  Amador  to  Luke  H  Cutter.  July  17.  July  18,  1906. 
7:1827^11.     A  .1;G..500— $12,000.  nom 

112th  St.  No  322,  s  s,  275  e  2d  av,  2.5x100.10,  6-sty  brk  tenement 
and  store.  Barnet  Goldfein  to  Josef  Gertner.  Mort  $30.(X)0. 
July   16.     July   18,   1906.     6:1683 — 11.     A  $5,000— $21,000. 

other  consid  and  100 

113th  st.  No  73,  n  s.  177.2  w  Park  av.  2(3.3x100.11,  5-sty  brk  ten- 
ement. Prescott  Realty  Co  to  Abr.aham  Jacobs.  Mort  .$21,000. 
July  16.     July  17,   1906.     6:1619-28.     A  $7..50O-$18.00O. 

other  consid  and  100 

113th  St.  No  239.  n  s,  1.50  w  2d  av,  25x100.11,  5-sty  brk  tenement. 
Simeon  M  Barber  to  Angela  De  Sisto.  July  12.  July  17,  1906. 
6:10(33 — 10.     A  $5.000— $22.(X)0.  other  consid  and  100 

113th  st.  No  76,  s  s,  130  w  Park  av,  2.5x100.11,  5-sty  brk  tenement. 
August  Reuning  by  Herbert  Cracauer  GUARDIAN  to  David 
Klein.  All  title.  July  2.  July  18,  1906.  6:1618-^3.  A  $7,000 
— $17,.500.  5,110 

113th  st.  No  76,  s  s.  130  w  Park  av,  25x100,11,  5-sty  brk  tenement. 
Lizzie  Reuning  HEIR  August  Reuning  to  David  Klein.  %  part. 
Mort  $12,500.  July  2.  July  IS,  1906.  6:1618—43.  A  $7,000— 
$17,.5(W.  other  consid  and  100 

Same  property.  Release  dower.  Eliza  Reuning  widow  to  same. 
July  2.     July  18,  1906.     6:1618.  2.280 

114th  st,  No  207,  n  s,  135  e  3d  av,  25x100.11,  5-sty  stone  front 
tenement.  Joseph  Cohen  to  Jacob  Bauer  and  Simon  Klein.  Mort 
$14,000.  July  9.  July  16,  1906.  6:1664—7.  A  $5,500— 
$18,000.  other  consid  and  100 

n5th  st,  Nos  434  and  436,  s  s,  320  e  Isl  av,  41.8x100.11,  2  and 
3-sty  brk  dwellings.  Roman  Realty  &  Construction  Co  to  Gio- 
vanni Lordi.  All  liens.  July  10.  July  12,  1906.  6:1708—34 
■nnd  35.      A  $7. .5(10— $13, .500.  nom 

115th  St.  Nos  276  and  278.  s  s,  100  e  Sth  av,  50x100.11,  two  4-sty 
and  basement  stone  front  tenements.  Philip  Bachrach  to  Alex 
H  Pincus.  July  17.  July  IS,  1906.  7:1830— .59  and  60.  A  $20,- 
000— $38,000.  other  consid  and  100 

115th  st,  No  241,  n  s,  200  e  Sth  av,  25x100.11,  5-sty  brk  tene- 
ment. Fannie  Alter  to  Henry  H  and  Harriet  W  Holly.  Mort 
$21,000.  July  16.  July  17,  1906.  7:1831—9.  A  $10,000— $23,- 
000.  nom 

116th  St.  No  93.  n  s,  90  w  Park  av,  25x100.11,  5-sty  stone  front 
tenement  and  store.     D  Sylvan  Crakow  to  Hinna  Unger.     Mort 


ment.      Annie 
$24,.500.     June 
$23,000. 

117th  st.  No  58, 
ment.  Isidore 
July  14.     July  17 

117th  st.   No  60, 


$29,000.     July  13.    July  17,  190G.    0:1022-32.    A  $12,000-$26.- 
000.  other  consid  and  1(X> 

IKith  st,  Nos  49  and  51,  n  s,  225  e  Lenox  av,  .50xl(X).ll.  6-sty  brk 
tenement  and  store.  Max  Lowenstein  to  Jacob  Samuelson.  Mort 
$.80,000.  July  11.  July  17,  1906.  6:1600—11.  A  $25,000— $82,- 
0(X).  other  consid  and  100 

116th  st.  No  129,  n  s,  325  w  Lenox  av,  25x100.11.  5-sty  brk  tene- 
ment and  store.  Estate  of  Asher  Simon  to  Sophia  Michael.  Mt 
$27,000.  July  16.  July  17,  1006.  7:1901—18.  A  $16,000— $29,- 
(KIO.  nom 

116th  st,  Nos  3  and  5,  n  s,  34.6  w  5th  av,  .54x100.11,  two  5-sty  brk 
tenements  and  stores.  Sundel  Hyman  to  Louis  Hyman.  Morts 
$(57.0(X).  July  12.  July  16,  1906.  6:1600—33  and  34.  A 
$27,000— $.54,000.  other  consid  and  100 

llOth  st,  s  s,  2.50  w  Broadway,  1.50x100.11,  vacant.  Samuel  Mc- 
Millan to  Paterno  Bros,  a  corpn.  Mort  $140,500.  July  12. 
July  IS,  1906.     7:1896—80  to  85.     A  $85,000— $85,000. 

other  consid  and  100 

IKith  st.  No  64,  s  s,  lOO  e  Lenox  av,  25.xS4. 7x26.3x92.9,  5-sty  brk 
tenement  and  store.  Wm  Rape  to  Friederike  Pape,  of  New  Can- 
aan, Conn.  All  title.  Mort  $29,500.  July  9.  July  14,  1906. 
6:1599—64.     A  $11,500— $25,000.  nom 

117th  st.   No  57,  n  s,   179  e  Lenox  av,  26x100.11. 

117th  st.  No  .53,  n  s,  231  e  Lenox  av,  26x100.11. 
two  5-sty  brk  tenements. 

Joseph   Rosenberg  to  Victor  Lubliner.      Mort  $40,000.     July  16! 
July  17,  1906.     6:1601—9  and  11.     A  $21,000— $48,000.  100 

117th  st,  No  47,  n  s,  310  e  Lenox  av,  25x100.11.  5-sty  brk  tene- 
Rosenbaum  ei  al  to  Henry  Rosenblum.  Mort 
29.     July   17,   1906.     6:1601—14.     A   $10,000— 

other  consid  and  100 
s  s,  150  e  Lenox  av,  25x100.11,  5-sty  brk  tene- 
Isaac  to  Herman  Brand  and  Julius  Felsenthal. 
1906.  6:1600— (55.  A  $1(),(:m;iO— $23,000.  nom 
;,  125  e  Lenox  av,  25x100.11,  5-sty  brk  tene- 
ment. Isidore  Isaac  to  Alvina  wife  of  Samuel  Schaie.  July  14. 
July  17.  190(3.     6:1(300—66.    A  $10,000— $23,000.  nom 

117th  st,  s  s,  250  e  3d  av,  — x — .  Receipt  of  transfer  tax  by  Wm 
C  Wilson  acting  Comptroller  of  State  N  Y  from  estate  Julius 
Freiberg,  late  of  Ohio,  July  11.  July  13,  1906.  Transfer  tax 
libor.  

llSth  st,  No  217,  n  s,  212.6  e  3d  av,  18.9x100.5,  4-sty  stone  front 
tenement.  Pincus  Lowenfeld  et  al  to  Solomon  Geilich  and  Abra- 
ham Goodman.  Mort  $10,000.  July  11.  July  12.  1906.  6:1783 
—91/2.      A   .$4.(:k10— $11,000.  other   consid  and   100 

118th  St.  No  304.  s  s,  100  w  Stii  av,  25x100.11,  5-sty  brk  tenement 
and  Store.  Millie  Levy  to  William  Schapira.  Mort  .$20,000. 
July  16.    July  17,  1906.     7:1944—37.     A  .$9,.5O0— $24,(J(JO. 

other  consid  and  100 

119th  St.  No  451,  n  s,  75  w  Pleasant  av,  .38xl(X).10,  5-sty  brk  tene- 
ment. Henry  H  Longstreet  to  Richard  W  Horner.  Mort  .$22.- 
000.     June  30.     July  13,  1906.     6:1807— 22>^.    A  .$7,000— .$27,000. 

other  consid  and  100 

119th  st.  No  132,  s  s,  265  e  Park  av,  20x100.11,  5-sty  brk  tene- 
ment and  store.  Minnie  Levin  to  Ester  Schwartz.  Mort  .$22.- 
.350.     June  25.     July  13,  1906.     6:1767—61.     A  .$5.000— $17,000. 

other  consid  and   1(X) 

120th  st,  No  432,  s  s,  225  w  Pleasant  av,  2.5x100.11.  4-sty  brk  ten- 
ement. Chas  G  Bothner  et  al  HEIRS.  &c.  Charles  Bothner  to  Mi- 
chael and  Julius  Maier.  Q  C.  July  1(3.  July  17,  190(3.  6:1807 
—35.     A  $4..500— $10,500.  •  nom 

120th  st,  n  s.  125  e  Amsterdam  av,  75x100.11,  6-sty  brk  tenement. 
Patrick  McAIorrow  to  Wm  H  Whyte.  Mort  $110,000.  July  12. 
July  17.  1906.     7:19(33—6.     A  $37,000— P  $()0,000. 

other  consid  and  100 

120th  st.  No  4.32,  s  s,  225  w  Pleasant  av,  25x100.11,  4-sty  brk 
tenement.  Charles  G  Bothner  EXR  of  Charles  Bothner  dec'd  to 
Michael  and  Julius  Maier.  July  16.  July  17,  1906.  6:1807—35. 
A  $4,500— $10,500.  15,700 

121st  St.  No  434,  s  s,  224.4  w  Pleasant  av,  25.8x100.4,  5-sty  brk 
tenement.  Christian  Biersack  to  Isidore  and  Kalman  Rubin.  Mt 
$15,000.  July  16.  July  17,  1906.  0:1.808-36.  A  .$4,(100— $18.- 
■50().  other  consid  and  100 

121st  St.  No  4.36.  s  s,  200  w  Pleasaut  av,  24.4x100.11,  5-sty  brk 
tenement.  Christian  Biersack  to  Isidore  and  Kalman  Rubin. 
Mort  $12,000.  July  16.  July  17,  1906.  6:180.8— .35.  A  $4,000 
—$18,000.  other  consid  and  100 

121st  St.  Nos  309  and  311.  n  s.  145  e  Manhattan  av,  50x100.11, 
two  5-sty  stone  front  tenements.  Wm  R  O'Brien  to  Frank  J  Cas- 
sidy.  July  16.  Morts  $38,000.  July  17,  1906.  7:1948-24  an4 
25.     A  $19.000— $44,000.  other  consid  and  100 

121st  St.  No  ,341.  n  s.  200  w  1st  av.  25x100.11,  4-sty  brk  tenement, 
Samuel  Williams  et  al  to  Raffaele  and  Angelo  Sirico.  Mort  $13,- 
7.50.     July  12.     July  18,  1906.     6:1798—18.     A  $5,500— $10,.50O. 

other  consid  and  100 

121st  st.  No  146,  s  s,  232  e  7th  av,  18x100.11.  4-sty  and  basement 
stone  front  dwelling.  Edward  Holbrook  to  Isaac  L  Michael.  Mort 
$15.CKX>,  June  26.  July  13,  1906.  7:1905— .54.  A  $7,900—18.- 
000,  other  consid  and  100 

122d  st.  No  505,  on  map  No  507,  n  s,  137.6  w  Amsterdam  av.  .37.6 
xOOll,  6-sty  brk  tenement.  Aaron  L  Rheinstrom  to  Abraham 
Jacobson,  of  Brooklyn.  Mort  $.50,000.  July  12.  July  1(3,  1!X16. 
7:1977.  other  consid  and  100 

122d  st.  No  213,  n  s,  164  w  7th  av,  14x100.8,  3-sty  and  basement 
stone  front  dwelling.  David  Stone  to  Geo  D  Nicholas.  Mort  $8,- 
0(X).     July  11.     July  12,  1906.     7:1928—25.     A  $6,000— $9,500. 

other   consid   and    100 

122d  st.  No  329,  n  s,  275  w  1st  av,  21x100.11.  4-sty  brk  tenement. 
James  Bailey  to  Abraham  Nevins  and  Harry  N  Perelman.  Mort 
$9,000.     July  2.     July  12,  1908,     6:1799-16.     A  $4.200— $7,500. 

other  consid  and  100 

123d  st,  Nos  221  and  223.  n  s,  250  w  7th  av,  runs  n  100  x  w  25  x  n 
0.11  X  w  14.9  X  s  100.11  to  st  X  e  39.9  to  beginning,  also  all 
right,  title  and  interest  to  strip  in  rear  of  above,  two  5-sty  stone 
front  tenements.  Eugene  C  Pechin  to  Eugenie  E  Pechin.  1-.3 
part.  B  &  S.  Mort  $28,000.  Aug  5,  1897.  July  18,  1906. 
7:1929—20  and  21.     A  $17.300— $32,000.  nom 

124th  St.  No  534,  s  s,  225  e  Broadway,  50x100.11,  6-sty  brk  tene- 
ment. Chas  Cohen  to  .Andrew  J  Larkin.  June  29.  Morts  $89,- 
500.     July  17,  1906.     7:1978-53.     A  $16,000— $75,000. 

other  consid  and  100 

125th  st.  No  545,  n  s.  150  e  Broadway,  25x99.11.  5-sty  brk  tene- 
ment. John  Palmer  et  al  to  Matilda  May.  Mort  $20,000.  July 
11.     July  17,  1906.    7:1980—8.     A  .$8,000-$18,000. 

other  consid  and  100 

125th  st.  No  122,  s  s,  265  e  Park  av,  25x100.11,  3-sty  frame  build- 
ing and  store.  PARTITION.  Richard  M  Martin  (ref)  to  Charles 
Laue.  of  Brooklyn.  July  10.  July  16,  1906.  6:1773—61,  A 
$32.000— $35,000.  49,800 
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I'^Sth  St    No  31"    n  s,  210  e  2d  av,  20x99.11,  3-sty  brk  dwelling. 

"Frank  H  Moftatt  EXR  Jan  F"'].'''-.'"  J«°°'«  ^o^'?^'''*  «,?nna^ 
Mort  $7,000.  June  30.  July  IC,  1906.  b:  1802— 9.  A  S^b.OOO— 
$8  500  'i.-j^J^ 

12oth  St'  No  122,  s  s,  265  e  Park  av,  25x100.11,  3-sty  frame  build- 
ing and  store.  Chas  Laue  to  Jas  A  Whitcomb  of  Boston  Mass^ 
Mort?35,000.     July  10.    July  Iti.  1906.     6:1(73—01.     A  !to2,000 

$35  000  other  eonsid  and  100 

l-'7lh  St  No  l.")9  n  s.  210  w  ?,d  av.  .SOxO'.l.ll.  (i-sty  brk  tenement 
'and  store.  Saml  Michelson  to  Edward  J  Hartman.  Mort  $.50- 
(HM»      July  Hi.     July  17.   I!MI*>.     (;:177<i.  other  eonsid  and  100 

l-'7th'  St  No  l.'iO  n  s,  210  w  3d  av,  30x99.11,  6-sty  brk  tenement 
"and  store.  Release  mort.  Minerva  Burwell  to  Samuel  Michel- 
son  June  28.  July  17.  1906.  6;  1776.  4,000 
l'>8th  St  Nos  246  and  248,  s  s,  32.^  w  7th  av,  50x99.11,  6-sty  brk 
tenement  Geo  V  Morton  to  Patrick  A  O'Loughlin.  Mort  $id.- 
J^     July  12     July  17,  1906.    7:1933-47.     A  .$20,000-$7.5,000. 

other  eonsid  and  100 
128th  St,  Nos  28  and  30.  s  s.  310  w  5th  av,  7.^.x99.n,  two  7  and 
8-sty  brk  tenements.     Geo  H  ^  Schrader  to  Chas  K  Cole      B  & 
S.     All  liens.     July  13.     July  1.8,  1900.     0:li2o-49.     A  $30000 

«14O0(K>  other  eonsid   and   WO 

12Hth  St;  No  165.  n  s,  96  e  7th  av.  27x99.11,  5-sty  brk  tenement. 
Minnie  Zepler  and  ano  to  Mary  H  Esler  Mor  $20..;500.  July 
13.     July  17,  1906.     7:1914—6.     A  $10,8O0-$2.jM>O. 

other  eonsid  and  100 
131st  St,  Nos  524  and  526.  s  s,  175.3  e  Old  Broadway,  runs  s  w  — 
X  s  w  —  X  s  e  22  and  26.6  x  n  34  and  94.3  to  st  x  w  4..8  to  be- 
ginning,  (i-sty  brk   tenement  and   store.     Samuel   MHotfberget 
II   to  Julius   Solomon.     Mort  $43,000.     July  12    l'.tt>6.     .' -l'-'^'-,^ 

47  and  48.     A  $9,.50O-$ .  ^    other  eonsid  and  1  10 

131st  St,  Nos  528  to  532,  s  s.  tM>  e  Old  Broadway,  8.'.3xlO.  to  c  1 
Byrd  St  x75x66.1,  3-sty  frame  dwellings  Samuel  M  Hotfberg 
et  al  to  Montifiore  Realty  Co.  Mort  $48,000.  July  !•:>.  July  18, 
1906.     7:1985—49   to   51.      A   $13,000-$13.000. 

other   eonsid   and   lUU 
Same  property.      Montifiore  Realty  Co  to  The  J  Golman  Re_alty  & 
Construction  Co.     Mort  $48,000.     July  17.     July  18,  190b    -  :198o. 

other  eonsid  and  Kill 
132d  St,   No  6,   s   s,   125  e  5th   av.  25x99.11,  5-sty  brk  tenement. 
Jonas  Weil  et  al  to  Solomon  Gerstner.     Mort_$14  luO.     July  li. 
July    18,    1906.      6:175ti-07.      A   $6,000— $1  < ^oOO. 

'  other   eonsid    and    100 

13.3d  St.   No  5,   n  s.   110  w  5th  av.  25x99.11,  5-sty  brk  teiiement. 
Isaac    Cohen   to    Michael    Bernstein,    of    Brooklyn,    as    collat_era 
Mort   $22,700.     July  11.     July  12.   190»i.     6:1.. 31-32.     A  $i,000 

«]^T  500  ^"^ 

136th  St  No  152  s  s,  250  e  7th  av,  10.8x99.11.  3-sty  stone  front 
dwelling.  FORECLOS.  Frank  D  '^"h'Ji.'-'^L^'l^f^Sfsar  Logan, 
of  Yonkers,  N  Y.     July  11.     July  12,  1906.     .:1920-o3.     A  $b^0UO 

.«10  "tOO  II, .->,>--.'* 

.138th  s't,  Nos  41  and  45,  n  s,  425  e  Lenox  av,  75x99.11  two  6-sty 
brk  tenements.  Isaac  J  Danziger  to  Albert  PeiserVj  part  All 
title  Mort  .$8.8.2.50.  July  16.  July  18.  19(»(..  b:li3b— 19  to  21. 
A  S15  0OO— P  $1.8.(KX).  <>""'••  eonsid  and   100 

139th  St'  s  s  425  e  Lenox  av,  75x99.11.  two  6-sty  brk  tenements. 
Albert  Peiser  to  Isaac  J  Danziger.  %  part  AU  title  Mort 
$88,2,50.  July  16.  July  18,  1906.  0:1736-..2  to  a4.  A  $]2,0W 
— P  $15  000  other  eonsid  and   IW) 

140th  'st.  's  s.'  350  e  Lenox  av.  runs  e  100  x  s  99.11  x  w  50  x  n 
.56  2  X  s  w  66.4  x  n  87.4  to  beginning,  vacant.  Jacob  Sieg^el  et  al 
to  Morris  D  Dubinsky.  Mort  .$24.5(X).  June  14.  July  1(,  190b. 
6:1737-.54  to  .5tl  and  57.     A  $12.7<M>— $12,700 

other  eonsid  and  JOlt 
141st  st    Nos  239  and  241.  on  map  Nos  2.35  and  237,  n  s.  200.4  e 
8th  av    49  8x99.11.  6-sty  brk  tenement.     David  Harris  to  Sarah 
Lippstadt.     Mort  .$.50,000.     June  30.     July  18.  190(..      .:20-_i— .»■ 

A   $18  000 .$(i'i  000  other  eonsid   and    UAi 

144th  st  Nos '222  to  '226.  on  map  Nos  202  and  204.  s  s.  75  w  7th 
av,  75.x99.ll.  two  6-sty  brk  tenements.  Charles  Meshel  et^  al  to 
Robert  Rosenthal.     Mort  $94,000.     July  2.     July  18,  UKU.k   ,  :2029 

—37  o  39      A  $15,0(X)— $ .  other  eonsid  and  KMJ 

148th  st.  No  211.  n  s,  249.10  w  7th  av,  37..5x99.11,  .5-sty  brk  tene- 
ment. Simon  Badt  et  al  to  Michael  Haas,  July  10.  Morts  $34  - 
000      July  16,  1906.     7:2034.  other  eonsid  and  100 

150th  st.  No  5.58.  s  s,  225  e  Broadway,  25x99.11.  4-sty  brk  tene- 
ment. Richard  R  Kelynack  to  Raphael  Rffenberger^Jort  $14  - 
(too      July  16.     July  17.  1906.     7:2081— o4.     A  $b,000— $lb,000. 

nom 
151st  st    Nos  512  to  518,  s  s.  275  w  Amsterdam  av,  100x99.11,  two 
7-sty  'brk    tenements.      Katharine    Van    V   Speyers    to    Adamant 
Real    Estate    Co.      Mort    $105,000.       July    13.       July    li,    190(>. 
7:2082— 43  and  4.5.     A  $20.000-$150,00t>.  nr.,!""™ 

155th  st    No  4.50  I  s  s,  361. ti  e  Amsterdam  av,  runs  s  90.11  x 

St  Nichoias  av.  No  889|  e  82.6  to  w  s  St  Nicholas  av.  x  n  102  to 
155th  st  X  w  60.6  to  beginning,  3-sty  frame  dwelling  and  vacant. 
Conrad  R  Gross  et  al  to  Gross  &  Herbener  Realty  and  Construc- 
tion Co.  Mort  $35,000.  July  10.  July  12,  1906.  (:20b8— b. 
and  70.     A  $25.500— $27,.500.  other  eonsid  and  100 

166th  St.  n  s,  65  w  Audubon  av,  35x25,  3-sty  brk  dwelling.  Release 
mort  to  correct  error  in  description.  Anna  M  Underbill  to  Katie 
H  Hatch.     July  12.     July  16,  1906.     8:2124.  nom 

174th  st  n  s.  100  e  St  Nicholas  av.  100x89.8,  vacant.  N  Y  Oper- 
ating Co  to  Arthur  K  Mack.  Mort  $18.(X>0.  June  26.  1905.  July 
1'7,  1906.     8:2131-25  and  28.     A  $8.O0O-$8,0OO. 

other  eonsid  and  100 
179th  St.  Nos  5.35  and  5.37,  n  s,  150  w  Audubon  av.  50x100.  two  2- 
sty  frame  dwellings.     Julius  Braun  to  Godspeed  Realty  Impt  Co. 
Mort  .$24,000.     July   10.     July  12,  190li.     8:2153—53.     A  ^>^'^^,-^ 

«12  000.  other  eonsid   and    HM) 

212th  "st,  n  s,  75  e  9th  av.  250.x99.11,  vacant.     Thomas  Rosevear  et 
al   to   James   A   and   Richard  T   Lynch.      B   &   S.      July   7.     July  „ 
18.  1906.     8:219.3-34  to  43.     A  $12,200— $12,200.  20,000 

218th  St.   n  e  cor  Isham  av.   262.4x230x66,  gore,  vacant.     Chelsea 
Co    to   City   Real    Estate    Co.      July   11.      July   12,    lO*/';^- 

late  Terrace  View  av,  w  s,  51.3  s  Jansen  st.  ,3O.2xlO0x.3Ox 

sty   frame   dwelling.     The  Park   Mortgage  Co   to   Patrick 

July  12.     July  13,  1906.     13:3402.         other  eonsid  and  100 

Amsterdam  av.   No  2142.   w   s,   25   n   166th   st.   25x100.   6-sty   brk 

tenement   and   store.      Isaac   Schlesinger   to   Isaac   Heifer.      Mort 

$28,000,      July    16,      July    18,    1906.      8:2123—68.      A    $8,500— 

^_ other  eonsid  and  100 

Amsterdam  av.  Nos  1281  to  1291  1    n  e  cor  12.3d  st,   100.11x.50, 

123d  st.  No  4.59  I  6-sty  brk  tenement  and  store. 

Samuel  Pekelner  et  al  to  Alexander  Diker.  Barnett  Zilewitch  and 

Isaac   and    Louis   Chauser.      Mort    $87,000.      July   13.      July    16, 

1906.     7:1964—1   to  4.      A  $33,500—$ • 

other  eonsid  and   100 


Amsterdam  av,  Nos  2143  and  214.5,  e  s,  50  n  166th  st,  7.5.xl00,  two 
5-sty  brk  tenements  and  stores.  Mutual  Construction  Co  to  Avon 
Really  and  Construction  Co.  Correction  deed.  Mort  $92,500. 
July  — ,  illOli.  July  17.  1906.  8:2111—81  to  83.  A  $2.5,.50O— 
.f —,  nom 

Amsterdam  av,  Nos  1621  to  1633|  n   e   cor   140th   st,   runs  n   199.10 

14(lth  St.   No  477  |     to  s  s  141st  st,  x  e  5  x  s  99.11 

141st  St.  No  476  I     to  140th  st.  x  w  40  to  beginning, 

two  7-sty  brk  tenements  and  stores.  James  M  Horton  to  Isaac 
Heifer.  Morts  .$ I.s5.(i(«i.  July  16.  July  17.  1906.  7:2057—29 
and  ,56.     A   $33,(lOtl— $125,000.  other   eonsid  and  100 

Same  property.  Isaac  Heifer  to  Isaac  Schlesinger.  Mort  $185,000. 
July  16.     July  17,  19(16.     7:2057.  100 

Amsterdam  av,  No  448.  w  s,  77.2  s  82d  st,  25x87,  5-sty  brk  tene- 
ment and  store.  John  Hartjen  to  Veronica  Palitsch.  Mort  $25,- 
000.     July  14.     July  17.  1906.     4:1229—33.     A  $16,000— $26,000. 

other  eonsid  and  100 

Av  A,  w  s.  50.5  s  70th  st,  50x85,  6-sty  brk  tenement  and  store. 
Maurice  J  Burstein  to  Simon  Lefkowitz.  Mort  $40,(X)0.  July 
17.     July   18.    1006.     5: 1464,  other   eonsid  and   100 

Av  A,  No  1.85,  w  s,  100  n  11th  st,  25x100,  4-sty  brk  tenement  and 
store.     John  Schwamb   to  Theodore  Keller.     Mort  $4,500.     July 

16,  1906.      2:4.39—32.      A   $14,000— $18,000. 

other  eonsid  and  100 
Av  A,  No  1368    I  s   e   cor   73d   st,   26x98,    5-sty   brk   tenement   and 
73d  st.  No  5001     store.     John  H  Scully  to  Edward  Propper.     Mort 
!i!2S.0(X).     July  16.     July  17,  1906.     5:1484-49.     A  $10,000— $29,- 
000.  nom 

Av  A,  No  16.38,  e  s.  40  n  86th  st.  20x75,  4-sty  stone  front  tene- 
ment and  store.  Paulina  Rosenberg  to  Morris  Scherer  and  Haj- 
myn  S  Roth.  Mort  $13,750.  July  16.  July  17,  1906.  5:1583 — 
4.     A  ,$5,.5O0— $11,(XMI.  other  eonsid  and  100 

Av  A,  No  214,  e  s,  51.9  n  13th  st,  22x96.  4-sty  brk  tenement  and 
store  and  3-sty  brk  tenement  in  rear.  Samuel  Rosenberg  to  Da- 
vid Fellerman  and  Morris  Rubin.     Mort  $16,800,     July  16.     July 

17,  1906,      2:407—3.     A  $13,(X)0— $16,000.     other  eonsid  and   100 
-\v  B,  Nos  1.55  and  157        |  s  e  cor  10th  st,  runs  e  93  .x  s  69.3  x  w 
10th  st,   Nos  34(i  and  .'USI     22  x   n  23  x   w   71   to   av,   x  n  46.3   to 

beginning,  three  .5-sty  brk  tenements  and  stores.  Release  dower, 
Pauline  Salomon  widow  to  Henry  Tishman.  June  22.  July  17, 
1906.     2::!92— 7.     A  $45,00t1— $70,000,  other  eonsid  and  100 

Av  B,  Nos  1.55  and  157        |  s  e  cor  Kith  st,  runs  e  93  x  s  (59.3  x  w 

10th  st,  Nos  34(i  and  .3481  ~  x  n  23  x  w  71  to  Av  B.  x  n  46.3  to 
beginning,  three  5-sty  brk  tenements  and  stores.  Pauline  Solo- 
mon et  al  EXRS  of  Gustav  Solomon  deed  to  Henry  Tishman. 
Julv  17.   1906.     2:392—7.     A  $45,000— $70,(KtO.  95,000 

Av  C.  Nos  98  and  100,  e  s,  abt  85  n  6th  st.  45,5x83,  6-sty  brk  tene- 
ment and  store,  .\dolph  Danziger  et  al  to  Ike  Rosenberg.  Mort 
,$,S4.(KKK  July  K).  July  13,  1906.  2:376—5  and  6.  A  $20,000 
—$28,000.  other  eonsid  and  100 

Av  D.  No  113.  n  w  cor  Sth  st,  runs  n  14.1  x  w  —  x  n  0.5^4  x  w  — 
X   s  ll.bVi   to   St.   X   e  50, 10%   to   beginning.   3-sty  brk   tenement    - 
and  store.      Mary  L  Cassidy  and  ano  to  Paulina  Ehrlieh.      B  &  S. 
Mort    $7,.500.      July   7.      July   12.   1906.      2:;'.78— .39.      A  $7,000— 
$9.0(H>.  nom 

Broadway,  w  s.  141.8  n  125th  st,  41,4x101),  6-sly  brk  tenement 
and  store.  Emanuel  Doctor  to  .Abraham  Cohn.  Mort  $50,000. 
June  28.     July   14.   lOOli.      7:199;'..  other  eonsid  and  100 

Broadway,  w  s.  141. .S  n  12.5th  st.  41.4x100.  (i-sty  brk  tenement  and 
store.  Release  mort.  Chas  M  Rosenthal  to  Emanuel  Doctor. 
June  29.     July  14.  190().     7:1993.  other  eonsid  and  1(X) 

Broadway,  n  w  cor  13(ith  st.  09.11x100,  vacant.  Albert  Cavanagh 
to  Times  Realty  &  Construction  Co.  C  a  G.  Mort  $70,(100,  July 
9.     July  12.   1906.     7:2002—42  to  46.     A  $52.000— $52.(XH). 


Realty 
8:2251. 
228th  St. 
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Byrne. 


Broadway,  s  e  cor  161st  st,  9911x100, 
Broadway,  n  e  eor  160th  st,  99.11x100. 

vacant. 

Isaac    Heifer    to   Ostend   Realty   Co. 

July   14.   1906.      8:2119-1   and   5. 


other  eonsid  and  IftO 


Mort    $107,500.      July   13. 
A.  $60.000— $60,000. 

other  eonsid  and  100 
Broadway,  s  e  cor  16] st  st,  99.11x100,  vacant.     Marcus  Pollak  to 
Isaac  Heifer.     All  liens.     July  6.     July  14,  1906.     8:2119—5.     A 
.$.30.(100— .$30,0(X).  other  eonsid  and   100 

Broadway,  w  s,  80  s  127th  st.  40x10(1,  6-sty  brk  tenement  and 
store.  Release  mort,  Chas  M  Rosenthal  to  .Arthur  E  Silverman. 
July  13.     July  17,  1906.     7:1993.  nom 

Broadway,  e  s,  26.2  s  Hillside  st.  7.5.5x110.2x7.5x109.10,  vacant. 
Jack  L  Woldenberg  to  Ursula  C  Burns.  Morts  $17. .500.  July 
10.     July  17,  1906.     8:2170—100  and  102.     A  $8,400- $8,400. 

other  eonsid  and  100 
Broadway,   w   s.   SO   s   127th   st,   40x100.   6-sty   brk   tenement   and 
store.     Arthur  E  Silverman  to  Emil   Beger.     Mort  $45,000,  July 
l(i.     July  17,  1906.     7:1993.  other  eonsid  and  100 

Claremont  av.  w  s.  .5.50  n  122d  st.  .50x100,  vacant.  Geo  B  Post  et 
al  to  Wm  H  Eagleson.  of  Newark,  N  J.  May  17.  July  17,  lOOtJ. 
7:1994.  other  eonsid  and  100 

Columbus  av.  No  9.3.3.  e  s.  25.6  s  lOOih  St.  25x75,  5-sty  brk  tene- 
ment and  store.  Honnet  Lorge  to  Bertha  Levy.  Mort  $23,000. 
July  17.  July  18.  1906.  7:1841—62.  A  $14.000— $23  000.  100 
Edgecomb  av.  No  117.  w  s  140.11  s  141st  St.  25x.S5,  5-sty  brk  ten- 
ement and  store.  Abraham  Simon  to  The  Baer  Realty  Co.  Mort 
.$20,.5OO.  July  10.  July  17.  liMHl.  7:204.8-34.  A  $7.0(X»— $18.- 
,50(».  other  eonsid  and  100 

Edgecombe  av.  Nos  123  to  129  Is  w  cor  141st  st.  99.11x90,  four  5- 
141st  st.   No  3.30  I    sty   brk   tenements,    store   on   cor. 

John  Walker  to  John  H  Oeters.  All  title.  C  a  G  and  confirma- 
tion deed.  June  25.  July  12.  1906.  7:204.8—37.  A  $31,000— 
$!  10.000.  nom 

Lenox  av.  No  197.  w  s.  23  s  120th  st.  20x85.  4-sty  and  basement 
brk  dwelling.  Frank  V  Strauss  to  David  Friedman.  July  16. 
July  17.  190(i.     7:1904—35.     A  $13.0(Xl— .$23,000.  nom 

Lenox  av.  Nos  .5(50  to  574  !  n  e  cor  138th  st.  199.10  to  s  s  139th  st, 
13.Stli  St.  Nos  ()7  and  (iOI  xl2.5.  six  (i-sty  brk  tenements,  stores 
13'.lth  st.   No  68  I     on    av.      Meyer    Frank    to    May   Kobre, 

Abraham    L    Kass    and    Daniel    Dober.      Mort    .$370.(HX>.      July   2. 

July  13,  19(Xi.    6:1736—1  to  (i  and  (i7  to  72.     A  $105. ,500—,$ . 

other  eonsid  and  100 

Lenox  av.   No  26JS  e  cor  112th  st,  1ll0.11x10>O,  two  7-sty  brk  tene- 

112th  st.  No  56     I     menis,       Frederick    Ayer    to    Isaac    Harris    and 

Max    Blanek,      B'  &   S.      Mort    $135,(n10.      July   9.      July  18,   1906. 

(i:  1.59.5— (i9  and  71.     A  $9:!,00(J— $225,000.  nom 

Lexington   av.   No  .346,   w   s.   .59.3   s  40th   st,   19.9x85,  5-sty   stone 

front  dwelling.     John  H  Wright  to  Jennie  T  Ashley.     Mort  $28.- 

000.     June  IS.     July  17,   1906,     3:895—75.     A  $19.000— $27,000. 

nora 
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Lexington  av,  No  588,  w  s,  (JO.r)  s  52(3  st,  20x;iO.  4-s(y  stone  front 
rtwrlling.  Rodolfo  G  Baiihold  lo  SwediBli  M  K  Chunh.  of  City 
of  X  Y.  Juno  I'.l.  Mort  .$1.',.(I(PII.  July  17.  Illlir..  ri;];jllli— .".7.  A 
.lIlL'.UOl)— Jflti.OtH).  other  consid  and   100 

Lexington  av.  No  3035,  e  s,  17.2  n  74th  st,  ]7x.S2  tj.  .'S-sty  stone 
front  dwelling.  Jacob  K  Weiner  to  Morris  Aron.  Mort  $8,.500. 
July  IC.     July  17,   190(5.     r,:14()!)— 22.     A  iflD.nuO— *12,.">no. 

other  consid  and  100 

Lexington  av,  Nos  141."  to  1421,  e  s,  10.5  s  93d  st.  04.3x70.  four 
3-sty  stone  front  dwellings.  James  V  Graham  to  Washington 
Arch  Realty  Co.  Mort  .$;'>2,00ll.  July  11.  July  IS,  1900.  5;1.")21 
—51%    to   53.      A  .$32,00(1— .'t;42.(HIO.  other  consid  and   100 

Mr.dison  av.  No  2104.  w  s.  19.11  n  K'.2d  st.  20x.SO,  3-sty  stone  front 
dwelling.     James  F  Meagher  to  Atinie  M  Jones.  Mort  .$S,(MIO.    Aug 

I.  1905.     July  12.  liXKi.     0:1757—15.     A  .1:5,5(10— .f8, 500.       omitted 
Madison  av,  Nos   1493  and   1495,  o  s,  50.11  n   102d  st,  50x100,  (i- 

sty  brk  tenement  and  store.  Moritz  L  Ernst  et  al  to  Benj  H 
Kaufman.     Mort  .$78.(KIO.     June  27.     July  lO.  lOOC.     li:100.S— 21. 

A  .>f;ii.ottO— p  :i;5;),(Hio.  93,o(h) 

Manhattan  av.  No  401.  w  s.  37.11  s  117th  st,  18x50,  3-sty  brk 
dwelling.  Tillie  Lange  to  Simon  S  Friedberg.  Mort  $0,000.  July 
12.     July  16,  1906.     7:1943—50.     A  $6,000— .$8,500. 

other  consid  and  100 

Morningside  av  East,   Nos   131   and   133  I  s  e  cor   125th  st,  runs  e 

125ih  st,  Nos  374  _to  38.S  I     150  x  s   130.3  to  n  e  s 

Hancock  pi,   Nos  2.5  to  39  [     Hancock  pi  or  Manhat- 

tan st  X  n  w  169.3  to  av  x  n  52.4  to  beginning,  six  5-sty  brk 
(ehements  and  stores.  Edw  V  Loew.  Jr.  to  Ray  Levy.  Mort 
.$120,000.  July  16.  July  18.  1906.  7:1951—4,  61  and  62.  A 
$,S2,OilO— Ii;175.(i00.  nom 

Park  av.  No  1807.  e  s,  74.11  n  127th  st.  25x70.  4-sty  brk  tene- 
ment. Release  mort  as  to  easement.  The  Title  Guarantee  and 
Trust  Co  to  N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H  R  R  R 
Co.     July  5.     July  17,  19(16.     (1:1776 — I.     A  .$5.0(10— .$10, OtlO.       nom 

Park  av.  Nos  1865  and  18(17,  e  s.  49.11  n  127th  st,  .50x70.  two  4- 
sty  brk  tenements.  Release  claims  as  to  Park  av  viaduct,  &c. 
Maria  T  Higgins  to  N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H 
R  R  R  Co.  June  29,  1906.  July  17,  1906.  6:177()— 3  and  4. 
A  .$1(1,000— .$20,000.  other  consid  and  100 

Park  av.  No  1685.  e  s.  126. 3  s  119th  st,  25x90,  5-sty  brk  tene- 
ment and  store. 

Park  av.   No  1689.   e  s 
tenement  and  store. 

Park  av.   No   1.S48,  w  s, 
ment  and  store. 

Release  claims  as  to  Park  av  viaduct.  Geo  C  D  Brand  and  ano 
EXRS.  &c.  Christian  Brand  to  N  Y  &  Harlem  R  R  Co  and  the 
N  Y  C  &  H  R  R  R  Co.  June  20.  July  17.  1906.  ():1767— 3  and 
72.     A  $10,(X)0— .$28,000:   1751—37,     A  .$5  <H)0— $9,000. 

other  consid  and  ItX) 

Park  av.  No  1440|  n  w  cor  106th  st,   7.5.11.x2.5.   .5-sty  brk  tenement 

l()..)th  St.  No  77|  and  store.  Frederick  Dornborger  to  Frederick 
W  and  Chas  J  Kroehle.  Morts  J30,000.  July  17,  190(3.  6:1612 
—.35.     A  $13.000— .$2(i.OI  10.  other  consid  and  100 

Park  av.  Nos  1908  to  19141  s   w   cor   130th    st.    99.11x90,   four  2-sty 

l.'iOth  st  I     brk  stores.  Frank  Hardy  et  al  to  Hold- 

ers Realty  Co.  July  9.  July  14.  1900.  0:17.54—37  to  40%.  A 
.$2(!..5O0— .$37.(k:io.  other  consid  and  100 

Park  row  |begins  Chambers  st.  n  s.  34.2  w  Chatham  st  or 

Chambers  st.   No  1|     Park  row.  runs  n  w  71  x  n  e  25  to  Duane  st 

Duane  St.  No  20  [  x  s  e  95,.'{  to  Park  row  x  s  w  3  x  w  along  n  s 
Chambers  st  ;!4.2  to  beginning.  4-sly  brk  loft  and  store  building. 
Henrv  Bischoff  Jr  and  ano  EXRS.  &c.  Henry  Bischoff  to  Samuel 
V  Abel.  May  4.  1903.  July  14,  1906.  1:1.59-8.  A  .$113,400 
— .$122,0(X1.  150.O(H1 

Same  property.  Samuel  V  Abel  to  Chauncey  B  Graham.  '/.  part. 
Mort   $125,(X10.     July  13.     July  11.   19(1(J.      1:157.  100 

Park  av.  No  18(15,  e  s,  49.11  n  127th  st.  2.>x70,  4-sty  brk  tenement. 
Release  mort  as  to  easement,  &c.  The  Emigrant  Industrial  Sav- 
ings Bank  to  N  Y  &  Harlem  R  R  Co  and  the  N  Y'  C  &  H  R  R  R 
Co.     July  11.     July  17,  1900.     0:177(i— 3.     A  .$5.(X  10— $10,000.     nom 

St  Nicholas  av,  n  e  cor  16(jth  st,  26.2x65.(;x25x57.7,  3-sty  brk 
dwelling.  Katie  H  Hatch  to  John  C  Gartelman.  July  16.  1906. 
8:2124—24.     A  $7..500— $15.0(X).  other  consid  and  1(X) 

St  Nicholas  av,  n  e  cor  l.'-'Oth  st,  7.5x100,  vacant.  Joseph  A  Gray 
to  Philip  Moersch  and  Valentine  Wille.  Mort  $49,(X)0.  July 
18,   1900,     8:21.53—57   to  59.     A  $27,000— .$27,000. 

other  consid  and   100 

Wadsworth  av,  s  e  cor  179th  st.  125x100.  vacant.  Maxwell  S 
Harris  to  Palm  Realty  and  Construction  Co.     Mort  $78.fltXt.     Apr 

II.  July  13,   1906.     8:2162 — 1  to  8.     A  .$24..500— .$24..50O. 

other  consid  and  1(X) 
w  s.  22.2  s  75th  st.  20x80,  3-sty  and  base- 
Elna   T   Hall   to   Alfred   A   Spadone.      Mort 
July   18,    1906.     4:1184—84.     A   $15.(K)0— 
other  consid  and  1(X) 
25,11  n  105th  st.  75xl(X1.  three  6- 
storos.      Abraham   J    Dworsky   et   al    to 


1900. 
126.:; 

76.3  s   119th  St.  25x00,   5-sty  stone  front 
80  s  127th  st,  19.11x75,  4-sty  brk  tene- 


West  End  av.  No  317, 

ment   brk   dwelling. 

$15,000.      July    12. 

.$25,000. 
1st  av.  Nos  2037  to  2041, 

sty    brk    tenements    and 


Wolf   Bloom.      Mort   $97,500.     June   15.     July   12.   1906.     6:167 
—24  to  26.     A  ,$21.000— $75.tXX).  other  consid  and  100 

1st  av.  Nos  2037  to  2041.  w  s,  25.11  n  105th  st.  75x109,  three  6-sty 
brk  tenements  and  stores.  Release  mort.  State  Bank  to  Vin- 
cent Garotalo  and  Rocco  D'Oiiotrio.  Feb  27.  July  12,  lOOti. 
0:1677—24  to  26.     A  .$21,0(XI— $75,000.  nom 

1st  av.  No  2248.  e  s,  75.10  s  IKith  st,  25x95,  6-sty  brk  tenement 
and  store.  Concetta  Marrone  to  Augusta  Imperato.  Mort  $24.- 
0(_IO.     July  12.   1906.     6:1709—48.     A  $7.000— ,$8,500.  nom 

1st  av.   No  2261  In  w  cor  110th  st.  22x78,  4-s(y  tirk  tenement  and 

116th  st.  No  357  I  store.  Chas  C  Allen  to  Lionello  Perera.  Vz 
part.  B  &  S  and  C  a  G.  Mort  $18,000.  June  6,  1904,  July  13, 
1906,     6:1688-23.     A  $11.00O-.$2O,000.  nom 

Same  property.  Louise  S  AUoji  widow  to  same.  Q  C.  %  part. 
June  22.   19(X3.     July   13.  ]90(;.     6:1688.  nom 

1st  av.  No  9.89.  w  s.  41  n  54th  st.  runs  n  20  x  w  08  x  s  0.7  x  w  12 
x  s  20  X  e  12  X  n  0.1  x  e  68  to  beginning.  4-sty  brk  tenement 
and  store.  Louisa  C  Kunz  to  Chas  J  and  Frederick  W 
Kroehle.  Mort  $7..50(1.  July  12.  July  13,  1900.  5:1347—241/2, 
A  $7.000 — $8,.5(X),  other  consid  and   100 

1st  av.  No  1-1,  e  s,  24.0  n  1st  st,  32.0x70,  5-sty  brk  tenement  and 
store.  Barbara  Becker  to  Benedict  and  Joseph  Bocker  and  Solo- 
mon Metzner.  Mort  $25,000.  July  12,  1906.  2:429—2.  A 
$18,000— $28,000,  other   consid   and   100 

1st   av,   Nos  1045  to   10.55  In  w  cor  .57th  st.   100.4x200.   four  2-sty 

57th  st,  Nos  343  to  3.55  |  frame  tenements  and  several  1-sty 
frame  buildings  and  vacant.  Frank  Millinan  et  al  to  Samuel 
Flock  and  Samuel  Fleck  Jr.  Mort  $178  (MX).  Apr  20.  Rere- 
corded from  Apr  30.  19(X>.  July  18,  190(3.  5:1.350—19  to  26.  A 
.$90.060 — $ii(i.OOO.  other   consid   and    1(X> 

1st  av.  No  1140,  e  s,  50,5  s  63d  st,  25x81.5,  5-sty  brk  tenement  and 


store.      Salvatore    Scimeca    to    John    Bozzuffl.      All    title.      Mort 
.$21.0<J0.     July  16,  19(Xi.     5:14.57—47.     A  $7.f)00— $15,000.        1,000 

1st  av.  No   1.593     |  s  w  cor  83d  st,  25x75,  5-sty  stone  front  tcne- 

83d  st,  No  342  |  ment  and  store.  Jacob  Morgenroth  et  al  to 
Isidor  A  Wallheim.  Mort  $20,000.  July  13.  July  16,  1906. 
5:1.545—30.     A  $14,000— $28,000.  other  consid  and  100 

1st  av,  Nos  1026  to   1030|  n   e   cor   56th   st,   60x94,    three   4-sty   brk 

56th  St.  No  401  I     tenements  and  stores.     Leo  A  Goldstone 

to  Charles  Geiger  and  Samuel  Wacht.      Mort  .$35,(XI0.     July  12. 
July  13,  IIMX!.     5:1368—1  to  2.     A  $21,000— .$34,000. 

other  consid  and  100 

2d  av.  No  2147,  w  s,  100.10  s  111th  st,  25.2x100,  4-sty  brk  tene- 
ment and  store.  Annie  Aaron  to  Philip  Eich.  Mort  $13,500. 
June  29.     July  16,  1906.     6:1660—24.     A  $8,000— $13,000. 

other  consid  and  100 

2d  av.  No  2051,  w  s,  49.5  n  105th  st,  2.5x93.6,  5-sty  brk  tenement 
and  store.  Chas  J  Kroehle  et  al  to  James  Adams.  Morts  $17,- 
7.50.     July   16,   1906.     6:1655—23.     A  $7,000— $19,000. 

other  consid  and  100 

2d  av.  No  1.542,  e  s,  51.1  n  SOth  st,  25.«5xl(X:),  4-sty  brk  tenement 
and  store.  Hattie  Jacoby  to  Wm  F  Hofstatter  and  David  Green- 
span. Mort  $15,0(X>.  July  10.  July  18,  1006,  5:1.543—3.  A 
$13,(H)0— $18,500.  other  consid  and  1(X» 

2d  av.  e  s,  40  n  12;3d  st.  60x100.  vacant.  David  G  Ludins  to  Kate 
Rosenberg,  of  Brooklyn.  Mort  .$32,000.  June  11.  July  18,  19(X5. 
(>:18(M).  other  consid  and  100 

Same  property.  Kate  Rosenberg  to  Samuel  Jaffe  and  Fannie  Mey- 
ers.    Mort  .$35.(XIO.     July  17.     July  18,   1906.     6:1800. 

other  consid  and   100 

2d  av.   No   1881|n  w  cor  97th  st,  24.11x100,  5-sty  brk  tenement  and 

97th  st.  No  237  |  store.  Rose  Cohen  .et  al  to  Nathan  Orlans  and 
Max  Gluckman.  Mort  .$32,000.  July  10.  July  13.  1906.  (3:1(547 
—21.     A  $13,0(X)— .$30.(XX).  other  consid  and  1(X) 

2d  av,  Nos  1968  to  1972   In  e  cor  101st  st,  75.11x75,  three  5-sty  brk 

101st   St.   No  301  I     tenements   and   stores.        Daniel   Spitzer 

and  ano  to  Bernard  Frankel.     Mort  $57,800.     July  13.     July  14. 
lOOli.     6:167.3—1  to  3.     A  $23,500— $49,000.    other  consid  and  100 

2d  av.  No  1692,  e  s,  75.8  s  88th  st,  25x75,  5-sty  stone  front  tene- 
ment and  store,  Estelle  wife  of  Isidor  Kempner  to  Joseph  Heil- 
brunn  and  David  Cahn.  Mort  $23,000.  July  7.  July  17,  1906. 
5:1.550—52.      A  .$9.0(XI— $19,000.  100 

2d  av,  Nos  2409  to  2413,  w  s,  25.5  s  124th  st.  75.(3x90,  three  5- 
sty  brk  tenements  and  stores.  Abraham  Friedmann  to  Isidor 
Wexler  and  Herman  Posner.  July  16.  Morts  .$72.0(X).  July  17, 
190(!.     6:178,8— 2(!  to  28.     A  $21,<KI0— $.54.(KX).  other  consid  and  100 

2d  av.  Nos  2409  and  2411.  w  s.  50.7  s  124th  st.  50.4x90.  three  5- 
sty  brk  tenements  and  stores.  Isidor  Wexler  et  al  to  Henry 
Brandt.  July  16.  Morts  $48,000l  July  17.  19(X!.  0:1788—26 
and  27.     A  $14.(X)0— .$.36,000.  other  consid  and  1(X) 

3d  av.  Nos  399  and  401.  e  s.  49.4  n  28th  st.  49.4xl(X).  two  5-sty 
brk  tenements  and  stores.  Release  claims.  &c.  tor  R  R.  Hen- 
rietta R  Hutcheson,  of  Baldwin,  L  I,  to  Interborough  Rapid 
Transit  Co  and  the  N  Y  Elevated  R  R  Co  and  the  Manhattan  Rail- 
way Co.  June  7.  July  17,  1906.  3:909—3.  A  .$36,0(Hj— $(i5.- 
1.233.83 

Same  property.  Consent  by  mortgagee  to  above.  The  Bowery 
Savings  Bank  to  same.     June  2.5.     July  17.  1!)(X3.     3:909.  nora 

3d  av.   No  340    |   n  w  cor  25th  st,  24.4x84,  4-sty  stone  front  tene- 

2.5th  st.  No  161|  ment  and  store.  Leasehold.  Release  claims. 
&c.  for  R  R.  Charles  and  Bertha  Braaf  to  Interborough  Rapid 
Transit  Co  and  N  Y  Elevated  R  R  and  Manhattan  Railway  Co. 
June   11.     July   17,   1906.     3:881—40.     A  $28,000— P  $55,000. 

18.800 

3d  av.  No  S(!8,  w  s,  75.5  s  .5.3d  st,  16.8x101.8x16.8x100.9.  4-sty  brk 
tenemept  and  store.  Alvin  B  Wise  et  al  to  Christian  Jackie. 
July  (i.     July  12.  liXJ6.     5:1307— .37.     A  $13.000— $18.(X)0.  nora 

5th   av  I   8  e  cor   111th  st,  50.11.xl(X),  (3-sty  brk   tenement 

111th  st.  No  2  I  and  store.  Edmund  Frank  to  Nathan,  Norman  and 
Hyman  Miller,  Joseph  Morowitz  and  Max  Schwarzberg.  Morts 
$123.a50.  July  5.  July  16,  1906.  6:1616—69  and  70.  A  $45,000 
— $ .  other  consid  and  100 

5th  av.  s  e  cor  107th  st.  100.11x100.  vacant.  Lawyers  Realty  Co 
to  Felix  Isman.  of  Philadelphia.  Pa.  B  &  S.  July  16.  July  17, 
19(X5.     6:1612—69  to  72.     A  $125,000— $125,000. 

other  consid  and  100 

5th  av,  No  10.54,  e  s,  GO  n  8Cth  st,  18.10x102.2,  4-sty  stone  front 
dwelling.  Malvina  Stachelberg  et  al  EXRS  and  TRUSTEES  o( 
Michael  Stachelberg  deed  and  Malvina  Stachelberg  Individ  to  El- 
ma  Dows  Thaw.  June  18.  Mort  $35,000.  July  17,  1906.  5:- 
1489—4.     A  $S0.(KX>-$100.000.  86.000 

5th  av.  No  1452,  w  3,  25.11  s  118th  st,  2.5x100,  5-sty  brk  tene- 
ment and  store.  Joseph  J  Menne  to  Michael  Erlanger  and  Her- 
man Reis.  Mort  .$28,900.  July  16.  July  17,  1906.  6:1(i01— 39. 
A  $16.000— .$30,000.  other  consid  and  100 

.5th  av.  n  e  cor  lOOth  st,  KXXllxlOO.  vacant.  Julius  Bachrach  to 
Felix  Isman,  of  Philadelphia,  Pa.  Mort  $100,(XX).  July  9.  July 
17,  llXHi.     6:1612—1  to  4.     A  $1.30.000— $130,000. 

other  consid  and  100 

.5th  av.  e  s.  .37.(3  s  1.3<ith  st.  .37. .5x100,  (3-sty  brk  tenement  and  store. 
Release  mort.  Lincoln  Trust  Co  to  Charles  Lowe  and  Max  Jor- 
risch.     July  13.     July  14.  1906.     6:1760.  28.(XX> 

Same  propertv.  Release  mort.  Predk  W  Meyer  to  same.  July 
13.     July   14.   1!M)6.     6:17(30.  2,0(X> 

Same  property.  Release  mort.  Leopold  B  Rosenberg  to  same. 
July  11.    July  14.  ]9(X3.     6:17(30.  3,7.50 

7th   av.   No  22.59    |s  e  cor  1.33d  st,  25x100,  5-sty  brk  tenement  and 

133d  st.  No  172  I  store.  Noble  A  Hardee  HEIR.  &c.  John  L 
Hardee  to  Ripin  Realty  Co.  Q  C  and  confirmation  deed.  July 
12.     July  IS.  190(1.     7:1917—61.     A  $24,000— .$45.0(X).  nom 

Same  property.  Ripin  Realty  Co  to  Harry  Goldstein  and  John 
Palmer.      Mort   $37,5(X).     July   17.     July  18,   1906. 

other  consid   and   100 

7th  av.  No  448  (388),  w  s,  58,1  n  34th  st  18x60,  4-sty  brk  tene- 
ment and  store.     Conrad  Scherrer  to  Willmarth  A  Robinson.  July 

16,  1906.     3:784—42.     A   $32,000— $35,000. 

other  consid  and  l.CXX) 

7th  av,  Nos  2(X1  to  204  I  s  w  cor  22d  st,  74. 2x1(10,  three  (!-sty  brk 

22d  st,   Nos  200  to  210|     tenements   and   stores.      The    Hermitage 

Co  to  Max  Marx.     July  16.     July  17,  1906.     3:771—44  to  46.     A 

$70,0(K)— $140,(XX(.  other  consid  and  100 

7th  av.   No  200,   w  s,  49.7  s  22d  st,  24.7x100,  6-sty  brk  tenement 

and  store.     Max   Marx  to  Solomon  Goldenkranz.     July  16.     July 

17.  1906.     3:771—44.      A   $20.(X)0— $40,0(.X).   other  consid   and   1(X1 
7th  av.  No  202,  w  s,  25  s  22d  st,  24.7x100,  6-sty  brk  tenement  and 

store.     Max   Marx  to  Frederick  Levy.     July  16.     July   17.   1906. 
.•?:771_t.'i.     A  $20.IXM)— $40.(XX>.  other  consid  and  100 

7th  av.  s  e  cor  111th  "St,   100.11x150,  vacant.     Leon  Tuchmann  to 

Samuel  Mandel.     %  part.     Mort  $ .     July  11.     July  12,  190(1. 

7:1820.  other  consid  and  1(X> 
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7th  av.  Nos  2144  to  2148.  w  s,  76.7  s  12Sth  st,  runs  w  85  x  s  23.4 
X  e  O.ly-  X  s  4t).8  X  e  84.10  to  av  x  n  70  to  beginning,  three  5-sty 
stone  front  tenements  and  stores.  Chas  A  Stein  to  Benjamin 
Fox.  Mort  .$.j4.000.  July  11.  July  12.  190C.  7:1933 — 31  to  33. 
A  $43,500— ^liU.OOO.  other  consid  and  lOO 

7th  av    No  2259    Is  e  cor  133d  st.  2.")xl00.  5-sty  brk  tenement  and 

133d  st,  No  172  1  store.  Helen  S  Hardee  HEIR,  &c,  John  L 
Hardee  to  Ripin  Realty  Co.  Q  C  and  correction  deed.  July  i>. 
July  14    190(1.     7:1917— (11.     A  $24.00O-$45,00O.  nom 

7th  av,  No  22."i9      ]s  e  cor  133d  St.  25x100,  5-sty  brk  tenement  and 

133  St,  No  172  1  store.  Mary  L  Hardee  widow  and  DEVISEE 
John'  L  Hardee  to  Ripin  Realty  Co.  Q  C  and  correction  deed. 
July  5.     July   14,   I'JOO.      7:1917—01.      A  .$24,000— $45,000.       nom 

7th  av    Nos  421  and  423jn  c  cor  3:!d  st.  runs  n  39  x  e  (50.0  x  n  39 

33d  st,  Nos  159  and  101  |  x  e  10.9  x  s  78.1  to  st  x  w  80.3  to  be- 
ginning three  4-sty  brk  tenements  and  stores.  Geo  W  Piorpont 
to  Ralph  L  Spotts.  Mort  $2(M_I.(I(K>.  July  12.  July  13,  190(1. 
3-809—1   and  2.     A   $10(».000— .$nO.O<X».         other   consid   and   100 

8th  av,  No  944,  e  s,  25.5  s  50th  st.  25x100,  5-sty  stone  front  tene- 
ment and  store.  Jacob  Michaels  to  Mayme  Michaels.  Mort  $30,- 
000.     Mario.     July  13,  1906.    4:1027-02.     A  $28,000-$30,qiX1 

other  consid  and   lo.OOO 

8th  av    Nos  741  and  743,  w  s.  at  c  I  Verdant  lane,  closed,  and  85.11 
n   46th    st,    40xl00.x39.11xl00,   5-sty   stone    front    tenement    and 
store.      George    Gershel    et   al    EXRS.   &c.    Henrietta   Gershel   to 
Adam    E   Schultheis.      Mort   $28,000.      July   12.      July   13,    19l>6-  ^ 
4:1037-33.     A  $48,(-KX)-$05.000.  82,500 

10th  av.  No  468,  e  s,  24.8  n  36th  st,  24.8x72,  4-sty  brk  tenement 
and  store.  Pincus  Lowenfeld  et  al  to  August  G  Laner  Mort 
$17,000.    July  10.    July  13,  1006.    3:734—2.  A  $11,000— $15,000 

■     other  consid  and   100 

10th  av,  No  466  |n   e  cor  36th  st,   24.8x72.   4-sty  brk  tene- 

36th  st,  Nos  453  and  4551  ment  and  store.  Pincus  Lowenfeld  etal 
to  Peter  Doelger.  July  10.  July  12,  1906.  3:734—1.  A  $14,000 
^21  000  other  consid  and  1(10 

10th  av'.  Nos  474  to  4801s  e  cor  37th  st,  98.9x100. 

37th  St.  Nos  456  and  458   | 

10th  av,  Nos  466  to  4721n  e  cor  36th  st,  98.9x100. 

36th  St.  Nos  4.53  and  455   | 
eight  4  and  one  5-sty  brk  tenements  and  stores. 
James    Madden    to    Theresa    Abelson.      Mort   $90,000.      July    10. 
July  12,  1906.     3:734— Ito  5  and  65  to  69.     A  $119,000— $102,- 
000.  ^°^ 

Same  property.  Theresa  Abelson  to  Pincus  Lowenfeld  and  William 
Prager.     Mort  $157,000.     July  10.     July  12,  1906.     3:734.         nom 

10th  av,  Nos  707  and  7691s  w  cor  52d  st.  50.5x100,  5-sty  brk  tac- 

52d  st,  Nos  ,500  to  506  j     tory.     Charles   Geiger  et   al   to   Jacob 

H   Becker.      Mort   $(36,000.     June  26.     July   18,   1906.     4:1080— 
35.     A  $35.000— $55,0<X).  other  consid  and  10t> 

10th  av,  e  s,  91.9  n  17th  st,  strip,  0.3x100.  Virginia  Stuart- 
Mackay  Smith  et  al  EXRS,  &c,  Ellen  B  Ward  to  John  Maguire. 
June  .30.     July  18,  1906.     3:715.  nom 

11th  av.  No  584,  e  s.  40.5  s  44th  st.  20x65.  4-sty  brk  tenement  and 
store.  Thomas  Martin  to  Bernadina  B  Martin.  Mort  $3,000. 
July  5.     Julv  13,  1906.    4:1072—63.     A  $4,500-$8.0<;m>.  100 

11th  av.  No  781,  w  s,  75. 5  s  55th  st,  runs  w  75  x  s  16.3  x  s  e  49.4 
and  26.6  to  av  x  n  27.1  to  beginning,  4-sty  brk  tenement  and 
store.  Joseph  Reshower  to  Louisa  Corson.  Mort  $8,000.  July 
10.     July  12,  1906.     4:1102—33.     A  $5,000-$9,500. 

other  consid  and  100 

Same  property.  Louisa  Corson  to  Emanuel  Kapelsohn.  Mort  $13,- 
0<(0.     July  iO.     July  12,  1006.     4:1102.  other  consid  ajid  100 

Interior  lot,  at  c  1  of  blk  bet  46th  st  and  47th  st,  and  100  w  8_th 
av,  runs  w  50  x  n  .32.6  to  o  1  Feitners  or  Verdant  lane  x  s  26.3 
and  25.10  and  17.10  to  beginning,  vacant.  George  Gershel  et  al 
EXRS.  &c,  Heyman  Gershel  to  Adam  E  Schultheis.  July  12. 
July  13,  1906.     4:1037.  nmi^*^*^ 

Plot  begins  at  c  1  blk  bet  139th  and  140th  sts  at  point  99.11  n 
1.39th  St.  and  350  e  Lenox  av,  runs  n  12.6  x  n  e  66.4  x  s  56.1  x 
w  50  to  beginning.  Release  mort.  Michael  Friedman  to  Anni_e 
Walton,  of  New  Rochelle.  N  Y.     June  13.     July  17,  1906,    6:1737. 

nom 

Plot  begins  c  1  blk  bet  139th  and  140th  sts,  at  point  99.11  n  139th 
st  and  3.50  e  Lenox  av,  runs  n  12.6  x  n  e  66.4  x  s  56.1  to  c  1  blk 
X  w  50  to  beginning.  Annie  Walton  to  Morris  D  Dubinsky.  June 
14.     July  17,  1906.     6:1737.  nom 

MISCELLANEOUS. 

Exemplified  copy  of  last  will  and  testament  of  Marie  L  G  Neville. 
Certificate  of  Secretary  of  State  of  Louisiana,  &c.     Apr  24,  1906. 

July  9,  1906.     Wills.  

BOROUGH   OF   THE  BRONX. 

Under  this  head  the  •  denotes  that  the  property  Is  located  In  th« 
new   Annexed   District    (Act   of   1895). 

Beck  st.  No  40,  e  s,  200  n  1.56th  st,  25x100,  2-sty  brk  dwelling. 
Josephine  A  Birch  to  Louis  Hemmerdinger,  July  17.  July  18, 
1906.     10:2707.  100 

Boone  st,  w  s,  100  s  172d  st,  25xl(X),  3-sty  frame  tenement.  Re- 
lease mort.  Manhattan  Mortgage  Co  to  Benjamin  Viau.  Apr 
10.     July   12,   1906.     11:3008.  nom 

*Cruger  st.  e  s.  375  s  207th  st.  25x100.  Adee  Park  Realty  Co  to 
Frank  Tundis  and  Urbano  Covallucci.     July  11.     July  13.   1906. 

other  consid  and  100 

♦Cruger  st,  w  s,  375  s  207th  st,  50xl00x— x78.6.  Adee  Park  Realty 
Co  to  Lulu  A  Griffin.     July  11.     July  13,  1906. 

other  consid  and  100 

*Cruger  st,  e  s,  100  n  207th  st,  25x100.  Adee  Park  Realty  Co  to 
James  and  John  J  Dunnigan.     July  11.     July  13,  1900. 

other  consid  and  100 

*Cruger  st,  w  s,  175  s  207th  st,  50x100.  Adee  Park  Realty  Co 
to  James  Anderson.     July  11.     July  13,  1906. 

other  consid  and  100 

*Cruger  st,  w  s,  125  n  207th  st,  25x100. 

Morris  st,  s  e  cor  Hicks  st,  50x100. 

205th  st,  n  w  cor  Holland  st.  50x91.6. 

205th  st,  n  e  cor  Cruger  st,  25x91.6. 
Adee  Park  Realty  Co  to  Geo  A  D  Bartmer. 
1906. 

♦Cruger  st,  w  s.  150  n  207th  st.  2.5x100. 

Morris  st,  s  s,  50  e  Hicks  st,  25x100.  I 

Adee   Park  Realty  Co   to   Emma  Kingsman.     July   11.     July   17, 
ISIOG.  other  consid  and  100 

"Clarence  st,  e  s,  225  s  Barkley  av,  50x100.  Edgewater  Realty  Co 
to   Robt  E   Walker.     July  3.     Julv   13,   1906. 

other    consid    and    100 

♦Clarence  st,  e  s,  200  n  Barkley  av,  25x100.  Edgewater  Realty 
Co  to  Wm  J  Ronan.     July  3.    July  13,  1906.     other  consid  and  100 


July 
4,000 


1906. 


July  11.     July  17, 
other  consid  and  100 


Crotona  pi.  No  29,  w  s,  159.10  s  171st  st,  20x100,  3-sty  frame 
tenement.  Gustave  A  Johnston  to  George  Milyko.  Mort  $3,000. 
July   12.     July   13,    19116.      11:2927.  nom 

*Cruger  st,  w  s,  125  n  207th  st.  lOOxlOO. 
Morris  st,  s  e  cor  Hicks  st,  10(1x100. 
2(l5th  st,  n  e  cor  Cruger  st,  runs  e  50  x  n  91.6  x  e  50  x  n  50  x  w 

lOtI  to  Cruger  st,  x  s  141.6  to  beginning. 
Hicks  St.  e  s,  100  s  Morris  st,  ItKixlOll. 
Hicks  st,   e   s,   lUO  s  Morris  st,   100x100. 
Release  mort.     Henry  Lipps,  Jr,  to  Adee  Park  Realty  Co. 
11.     July  12.  1906. 
♦Cruger  st,  e  s,  146.6  n  205th  st.  75x100. 
Cruger  st,  w  s,  325  s  207th  st.  .50x100. 
Adee  Park  Realty  Co  to  Charles  Miller.     July  11.     July  12. 

other  consid  and  100 
♦Cruger  st.   w  s.  225  s  207th  st.  100x100.     Adee  Park  Realty  Co 

to  William  Miller.     July  11.     July  13.  1906.     other  consid  and  100 
♦Dean  st.  e  s.   100  n  Barklev  av,  25x100.     John  Drakard  to  Denis 

D  Fenton.     Mort  $437.50.     July  9.     July  13,   lOlMi.  100 

♦Dean    st,    e    s.    125    n    Barkley    av,    25xl0<>.      Same    to    Richard 

Thomas  Jr.     Mort  $437..50.     July  9.     July  13.   1906.  KX) 

Ernescliffe  pi.  n  s,  609.1  measured  along  the  w  and  then  n  s  of 
Ernescliffe  pi  in  a  s  and  then  w  direction  from  the  s  w  cor  Ernes- 
cliffe pi  and  Grenada  pi.  runs  w  25.4  x  n  89  x  e  25  x  s  93  to 
beginning,  vacant.  Annie  Davis  to  Cynthia  Springsted.  Mort 
$.509.  July  11.  July  12.  1906.  12:3312.  other  consid  and  100 
Ernescliffe  pi,  n  s,  634.5  along  the  w  and  n  s  of  Ernescliffe  pi  in  a. 
s  and  then  w  direction  from  s  w  cor  said  pi  and  Grenada  pi.  runs 
w  25.1  X  n  87  X  e  25  x  s  89  to  beginning,  vacant.  Annie  Davis 
to  Elina  M  Adamson.  Mort  .$500.  July  11.  July  12,  1906. 
12:3312.  other  consid   and   100 

♦Filmore  st,  e  s,  225  n  Columbus  av,  25x100.  Edw  A  Schill  to 
Herman  Schumacher.     Mort   $3,000.     July   14.     July   18,   1906. 

other  consid  and  100 
Gates  pi,  c  1,  224.4  n  Mosholu  Parkway  North,  runs  e  130  x  n  50 
X   w   130  X  s   50   to  beginning,   vacant.     Release  mort,      Geo  W 
Dickinson   to   Meyer-Gatling  Investing   Co.      June   25.      July   13, 
1906.     12:3324.  nom 

Gates  pi.  c  1.  124.4  n  Mosholu  Parkway  North,  runs  e  130  x  n  25 
X  w  130  X  s  25  to  beginning,  vacant.  Release  mort.  Charles 
Dickinson  to  Meyer-Gatling  Investing  Co.  July  5.  July  13. 
1906.     12:3324.  100 

Gates  pi,  c  1,  149.4  n  Mosholu  Parkway  North,  runs  e  130  x  n  25  x 
w  130  X  s  25  to  beginning,  vacant.  Release  mort.  Charles 
Dickinson  to  Meyer-Gatling  Investing  Co.  July  5.  July  13, 
1906.     12:3324.  nom 

Gates  pi.  c  1,  174.4  n  Mosholu  Parkway  North,  runs  e  130  x  n  25  x 
w  130  X  s  25  to  beginning,  vacant.  Release  mort.  Charles 
Dickinson  to  Meyer-Gatling  Investing  Co.  July  5.  July  13. 
1906.      12:.3324.  nom 

Gates  pi.  c  1,  199.4  n  Mosholu  Parkway  North,  runs  e  130  x  n  25 
X  w  130  X  s  25  to  beginning,  vacant.  Release  mort.  Geo  W 
Dickinson  to  Meyer-Gatling  Investing  Co.  July  5.  July  13, 
1!X)6.      12:3324.  nom 

Gates  pi.  c  1.  149.4  n  Mosholu  Parkway  North,  runs  e  130  x  n  25 
X  w  130  X  s  25  to  beginning,  vacant.  Meyer-Gatling  Investing 
Co   to  Ella  A  Hecht.     July  5.     July  13,  1906.     12:3324.  nom 

Gates  pi.  c  1,  124.4  n  Mosholu  Parkway  North,  runs  e  130  x  n  25 
X  w  1.30  X  s  25  to  beginning,  vacant.  Meyer-Gatling  Investing 
Co  to  Jacob  Hecht.     July  5.     July  13,  1906.    12:3324.  nom 

Gates  pi,  c  1.  174.4  n  Mosholu  Parkway  North,  runs  e  130  x  n  .50  x 
w  130  X  s  50  to  beginning,  vacant.  Meyer-Gatling  Investing  Co 
to   Solomon  Hecht.     July  5.     July  13,   19(X!.     12:.3.324.  nom 

Gates  pi,  c  1,  224.4  n  Mosholu  Parkway  North,  runs  e  130  x  n  50 
X  w  130  X  s  50  to  beginning,  vacant.  Meyer-Gatling  Investing 
Co  to  Rachel  Mann.     June  25.     July  13,  1906.     12:3324.  nom 

♦Graham  st,  e  s,  306  n  Morris  Park  av,  44,11x95,  J  C  Julius  Lang- 
bein  to  Helen  Le  Roy  Pearsall.     July  12.     July  13,  1906. 

other  consid  and  100 

Gates  pi,  c  1,  at  n  e  s  Mosholu  Parkway  North,  runs  n  149.4  x  w  80 

X  s  111.6  X  e  88.5  to  beginning,  vacant.     Release  mort.     Wm  P 

Williams  to  Meyer-Gatling  Investing  Co.     July  5.     July  16,  1906. 

12:3324.  nom 

Same  property.     Mever-Gatling  Investing  Co  to  Ferdinand  C  Bam- 

man.     July  5.     July  16,  190().     12:.3324.  nom 

•Green  lane  or  av,  w  s,  100  n  Glebe  av,  25x100.9.  Norbert  Rob- 
illard  to  Robert  Scholz.     Mort  $3,500.     July  14.     July  18,  1906. 

other  consid  and  100 
♦Green  lane  or  av,  w  s,  75  s  St  Raymond  av,  25x100.9.     Norbert 
Robillard  to  Ferdinand  Weinkauf.     Mort  $3,000.     July  14.     July 
18,  1906.  other  consid  and  100 

Hoffman  st,  n  w  cor  187th  st,  100x96.11x— x96.11,  vacant.  Kath 
T  Martin  and  ano  EXRS  Mary  J  Martin  to  Pasquale  D'Auria.  C 
a  G.     May  24.     July  14,  1906.     11:3056.  11.500 

♦Halsey  pi,  n  s,  1.50  e  Green  av.  25x100.     Jennie  Marino  to  Frank 

Padula.     June  26.     July  17.  1906  nom 

♦Hicks  St.  w  s,  100  n  205th  st.  75x100.  Adee  Park  Realty  Co  to 
Michael   Varley  and  Thos  J   Larkin.     July  11.     July   13.   19(16. 

other  consid  and  100 
♦Hicks  St.   e   s,   150  n   207th   st,   2S.2xl02.7x— xlOO.     Adee   Park 
Realty  Co  to  Lucius  W  How,     July  11.     July  13,  1906. 

other  consid  and   100 
♦Hicks  st,  e  s,  125  n  Morris  st,  53.2xl02.7x— xlOO.O,     Adee  Park 
Realty  Co  to  Alva  Durant.     July  11.     July  13,   1906. 

other  consid  and  100 
♦Hicks  St.   e   s,   100  s  Morris   st,   100x100.     Adee  Park  Realty  Co 

to  Wm  I  Brown.     July  11.     July  12,  190(i.  other  consid  and  100 

♦Johnson  st,  w  s,  lots  68  to  71  map  J  E  BuUard  &  Co  adj  South  Mt 
Vernon,  120x86.10x120x86.2.  Wallace  M  Tuttle  to  Lucretia 
C  wife  Curtis  Gilbert,  of  Middletown,  Conn.  May  12.  July 
12,  1906.  nom 

♦Same  property.     Curtis  Gilbert   to  Wallace  M  Tuttle,  of  Middle- 
town,   Conn.      May   8.     July   12.   1906.  nom 
Knox  pi,  c  1,  297.2  n  Mosholu  Parkway  North,  runs  n  50  x  w  1.30 
X   s  50  X   e   130   to   beginning,   vacant.     Meyer-Gatling  Investing 
Co  to  Jacob  L  Markel.     July  5.     July  13,  1906.     12:3324.         nom 
Knox  pi.  c  1.  322.2  n  Mosholu  Parkway  North,  runs  n  25  x  w  1.30  x 
s  25  X  e  130  to  beginning,  vacant.     Release  mort.     Geo  W  Dick- 
inson  to   Meyer-Gatling   Investing   Co.      July   5.      July   13,   1906. 
12:3324.  nom 
Knox  pi.  c  1,  207.2  n  Mosholu  Parkway  North,  runs  n  25  x  w  130 
X   s   25  X   e  1.30   to   beginning,   vacant.     Release   mort.      Charles 
Dickinson  to  Meyer-Gatling  Investing  Co.     July  5.     July  13,  lOOti. 
12:3324.  nom 
Kossuth  pi.  c  1  .335  n  c  1  210th  st,  runs  e  130  x  n  25  x  w  130  x  s 
25   to   beginning,    vacant.      Release   mort.      Wm   P  Williams   to 
Meyer-Gatling  Investing  Co.     July  5.     July   17,   1906.      12:3327. 

nom 
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Kossuth  pi,  c  1,  330  n  c  1  210th  st,  runs  e  130  x  n  50  x  w  130  to 

pi,  X  s  ,')0  to  b3g:nning,  vacant,     Meyer-Gatling  Investing  Co  to 
,Joh:i  il  and  i.Iary  Euhle.     July  5.     July  17,  11100.     12:3327,        nom 

K  issuth  pi,  c  1,  :13<I  u  c  1  21()th  st,  runs  c  13(1  x  n  2.'>  x  w  130  x  s 
25  to  beginning,  vacant.  Release  raort.  Elbert  Dickinson  to 
Meyer-Gatling  Investing  Co.     July  5,     July  17,   1900,      12:3327. 

nom 

•Lafayette  st,  s  w  cor  Railroad  av,  1.53,4x108,  Unionport,  Geo  H 
Culver  and  ano  to  Wm  F  Kenny.  Mort  $3,000,  B  &  S.  July 
17.     July  18,  1900.  nom 

♦Louise  st,  e  s,  150  n  Columbus  av,  .50x100,  2-sty  frame  dwelling, 
Louise  Salzmann  to  Lena  Hartmann,  Vi  part.  July  12.  July 
13,   1900,  other  consid  and  100 

Lorillard  pi,  n  e  cor  lS7th  st,  00,3x98x —  to  l.S7th  st,  x98,  vacant. 
Katharine  T  IMartin  et  al  EXRS  and  TRUSTEES  of  Mary  J  Mar- 
tin deed  to  Tony  Galiani.  May  24.     11:3050.  11,000 

*Morris  st,  s  e  cor  Holland  st,  .50x100.  I 

Cruger  st,  e  s,  lOO  s  Morris  st,  100x100.  I 

Adee   Park  Realty  Co  to  Ezekiel  W  Vance.     July  11.     July   17, 
]0(K).  other  consid  and  100 

Minford,  pi.  No  1441,  w  s,  247  n  Jennings  st,  50x100,  2-sty  frame 
dwelling.  Mons  Johnson  to  Marian  E  Massey.  June  30,  Morts 
$0,500,     July  17,  1900.     11:2977.  other  consid  and  100 

♦Matthews  st,  e  s,  300  s  Morris  st,  50x100, 

Matthews  st,  e  s,  91,0  n  205th  st,  50x100, 

Matthews  st,  w  s,  2.50  s  Morris  st,  50x100. 

Morris  st.  s  w  cor  Hicks  st,  runs  w  2<X)  to  Holland  st,  x  s  100  x  e 
1(10  X  s  75  X  e  1(W  to  Hicks  st,  x  n  175  to  beginning, 

205th  st,  n  w  cor  Holland  st,  50x91.0. 

Cruger  st,  e  s,  100  s  207th  st,  100x100. 

Cruger  st,  e  s,  300  s  Morris  st,  75x100, 

Cruger  st,  w  s,  175  s  Morris  st,  runs  s  250  x  w  28,6  x  n  w  —  x  n 
2(J0  X  e   100  to  beginning. 
Release  mort.     William     Runkle  to  Adee  Park  Realty  fco.     July 
10.     July  12,  1900.  9,000 

♦Matthews  st,  e  s,  3(10  s  Morris  st,  50x100.  Adee  Park  Realty  Co 
to  Hugo  Wabst.     July  11.     July  13,  1900,  other  consid  and  100 

♦Morris  st,  s  s,  50  e  Holland  st,  50x100.  Adee  Park  Realty  C9  to 
Michael   Varney   and   Thos  J   Larkin 


♦Morris  st,   n  e   cor  Hicks  st,   100x100. 
Bernhard   Lipset   and   Barnett   Nelson. 


July   11.     July   13,   19<_Ki 

other  consid  and  KJO 
Adee   Park  Realty  Co   to 
July  11,     July  13,   190(j. 

other  consid  and  100 

♦Matthews  st,  n  s.  250  s  Morris  st,  50x100.  Adee  Park  Realty  Co 
to  Agnes  M  and  Jane  C  Barrett.     July  11.     July  13,  1900. 

other  consid  and  1(X) 

♦Matthews  st,  w  s,  100  n  207th  st,  31.6x102.7x54.11x100.  -  I 

Hicks  St.  e  s,  141.6  n  205th  st.  .50x100.  I 

Adee  Park  Realty  Co  to  Frank  Ceva.     July  11.     July  13,   1906. 

other  consid   and   100 

♦Matthews  st,  e  s,  91.6  n  205th  st,  .50x100.  Adee  Park  Realty 
Co  to  Albert  N  Tunstall.     July  11.     July  12,  19(Mj, 

other  consid  and  100 

♦Morris  st,  n  s,  block  fronts  between  Hicks  st  and  Matthews  st, 
200x131.0x205.4x178.2. 

Hicks  st,  e  s,  141.6  n  205th  st,  50x100. 

205th  st,  n  w  cor  Hicks  st,  I(l0x291.(i. 

205th  st,  n  e  cor  Holland  st,  KXtxOl.O. 
Release  mort.     Empire  City  Savings  Bank  to  Adee  Park  Realty 
Co.     July   9.     July   12,   ItMJO.  7,9.50 

♦Marion  st,  w  s,  lot  .311  map  Washingtonville,  50x100.  Harriet  E 
Archer  and  ano  EXTRXS  Wm  D  Berrian  to  Eliz  A  Riedinger. 
June  4.     July  IS,  190(!.  1,700 

♦Morris  st,  s  w  cor  Hicks  st,  l(X)xl7.5.  Adee  Park  Realty  Co  to 
Constantin  Krone,  of  Westwood,  N  J.     July  11.     July  18,   1906. 

other  consid  and  100 

Mt  Hope  pi.  No  3,S3,  n  s,  80  e  Walton  av,  45x125,  2-sty  frame 
dwelling  and  2-sty  frame  stable  in  rear.  John  A  Clayton  to 
Mary  A  Tait.     Mort  $6,250.     July  17.     July  18,  1906.    11:2827. 

nom 

Mt  Hope  pi.  No  383,  n  s,  SO  e  Walton  av,  45x125,  2-sty  frame 
dwelling  and  2-sty  frame  stable  in  rear.  Lillian  A  Wolff  to 
John  A  Clayton,  of  Brooklyn.     July  17.     July  18,  190(j.     11:2827. 

nom 

♦Main  st,  s  e  cor  Evadna  st,  25x94.5,  Westchester.  Michael 
Dugan  to  Marcus  Nathan.     Mort  |3,000.     July  16.     July  18,  1900. 

other  consid  and  100 

♦Marian  st,  s  e  s,  lot  .303  map  Washingtonville,  50x100.  Albert  F 
Gescheidt  Jr  to  Friedrick  Rausch  and  Theresia  his  wife.  B  &  S. 
and  C  a  G.     All  liens.     July  11.     July  16,  1906.  nom 

*Same  property.  Friedrick  Rausch  to  Albert  P  Gescheidt  Jr,  o(  Mt 
Vernon.     All  liens,     July  10.     July  l(i,  1906,  nom 

♦Main  st,  n  e  s,  at  cor  land  Chas  P  Baxter,  runs  s  e  47  to  land 
Frank  Gass  x  n  e  177,6  x  n  46  x  s  e  192.6  to  beginning,  West- 
chester. Bella  Mackintosh  HEIR  John  Ramsey  to  Chas  F  Baxter. 
July  12.     July  13,   1906.  other  consid  and  100 

♦Oak  st,  e  s,  2(X)  n  Syracuse  av,  100x100,  being  lot  144  map  Arden 
property,  Westchester.  Townsend  A  Verity  to  The  City  &  County 
Contract  Co.     May  8.     July  14,   1906.  2,400 

Ritter  pi.  No  17,  s  s,  135  w  Prospect  av,  25x99,10,  except  part  for 
st,  2-sty  frame  dwelling,  Edwin  J  Hinley  to  Henry  J  Garner. 
June  22.     July  13,  1906.     11:296,8.  other  consid  and  100 

Same  property.  Geo  N  Whittlesey  TRUSTEE  in  bankruptcy'  of 
Elizabeth  Garner  to  Edwin  J  Hinley.     All  title.     B  &  S.     June  8. 

.July  13,   1900.     ll:29(iS.  50 

♦Storrow  st,  s  e  cor  Old  road,  61.10xl00.Sx(i2.6xl00.  N  Y  Cath- 
olic Protectory  to  Nellie  O'Connor.  Mort  $1,890,  June  28,  July 
17,  1006.  2,700 

♦Storrow  st,  w  s,  20.10  s  Old  road,  41.6x102.11x43.4x90.10.  N  Y 
Catholic  Protectory  to  John  Reilly.     June  28.     July  17,  1906.  2,000 

♦Silver  st,  n  s,  67.8  e  from  n  s  West  Farms  road,  25xl54.4x25x 
156.2.  Filomena  Gonzalez  widow  to  Esther  E  Hanlon,  Mort 
$2,400.     July  12.     July  13,  1906,  100 

♦storrow  st,  e  s,  50  n  Benedict  av,  50x100.7x50x101.3. 

Old  road,  s  s,  200  e  Storrow  st,  100x76.2x100x65.7. 
vacant. 

N  Y  Catholic  Protectory  to  Margaret  Watt.     June  28.     July  13^ 
1906.  3,950 

♦Storrow  st  e  s,  25  s  Benedict  av,  runs  s  57.6  to  Public  pi  x  s  e 
13.7  X  e  80.2  x  n  75  x  w  112  to  beginning.  N  Y  Catholic  Pro- 
tectory to  John  Naumann.  Mort  $2,0(X).  June  28,  July  13. 
1906.  4,425 

♦Shiel  st,  n  s,  part  lot  295  map  Wakefield,  begins  at  s  s  lot  295  and 
adj  lot  296,  28.8x109.6.  Pit  Raben  to  Jacob  Woessner.  Mort 
.$1,360.     July  10.     July  16.  1906.  nom 

♦Same  property.  Chas  M  Preston  as  RECEIVER  of  N  Y  Building 
Loan  Banking  Co  to  Pit  Raben,  of  Yonkers,  NY.  B  &  S.  Mort 
$1,360,     Apr  3.     July  16,  1906.  2,500 

Spencer  pi,  e  s,  at  n  e  3  150th  st,  runs  n  w  10,11  x  n  115,6  X  e 


38.2  to  land  S,  D&PMRRCoxseon  curve  45.11  to  pi  x  s 
65.9  to  beginning,  vacant.  Right,  easement,  &c.  Young  Mens 
Christian  Assoc  of  City  NYtoNYC&HRRRCo.  B&S. 
June  4.     July  IS,  190(i.     9:2443.  2.000 

♦Union   st,   s  s. 

Barker  av,   w  s. 

Sheridan  av,  n  s 

New  Bronx  Park,   e  s. 

Bridge   st,   s   s. 

Barker  av,   w  s. 

Union  st,  n  s. 

BroDX    Psrk     g    s     WsstclicstGr 

Martin  J  Keogh  to  Wm  H  Cooper,  May  1.     July  13,  1906.      100,000 
♦Vincent  st,  e  s,  125  s  Barkley  av,  25x100,     Edgewater  Realty  Co 

to   Wm  Steinberg  and  Isaac   Rawitzer,     July  3.     July   13,   1906. 

other  consid  and  100 
♦Vincent  st,  e  s,  150  s  Barkley  av,  25x100,     Same  to  same.     July 

3.     July  13,   1906.  other  consid  and  100 

♦Vincent   st,    w   s,    100   s    Barkley   av,    25x100.    Edgewater   Realty 

Co    to    Wm    Steinberg    and   Isaac    Rawitzer.      July    3.      July    13, 

190(i.  other  consid  and  100 

♦Vincent  st.  w  s.  125  s  Barkley  av,  25x100.     Same  to  same.     July 

3.     July  13,  1906.  other  consid  and  100 

♦Vincent  st,  w  s,  150  s  Barkley  av,  25x100.     Same  to  same.     July 

3.     July  13,  1906.  other  consid  and  100 

Vyse  st,  e  s,  375  s  173d  st,  runs  e  79.6  x  s  w  93.5  to  av  x  n  49.1  to 

beginning,    gore,   vacant,     Crotona   Realty   Co   to   Sophie   M   wife 

Anton  L  Olsen.     July  12,     July  13,  1906.     11:2996. 

other  consid  and  100 
Wilkins  pi,   n  e  cor  170th  st,  150x100,  four  5-sty  brk  teneAents, 

Release   mort.      Lawyers   Title   Ins   &  Trust   Co   to   Pleischmann 

Realty  &  Construction  Co.     July  7.     July  18,  1906.     11:2966. 

25,000 
Same  property.     Fleischmann  Realty  &  Construction  Co  to  Wilkins 

Realty   Co.      July    17.      July    18,    1900.      11:2966. 

other    consid    and    100 
♦Wilcox  st,  w  s,  125  s  Barkley  av,  25x100,     Edgewater  Realty  Co 

to   Wm   Steinberg  and   Isaac   Rawitzer,     July  3.     July   13,    1906. 

other  consid  and  100 
♦Wilcox  St.  w  s,  150  s  Barkley  av,  25x100.     Same  to  same.     July 

3.     July  13,  1906.  other  consid  and  lOO 

Whittier  st.  n  e  cor  Lafayette  av.  runs  e  230  x  n  305.2  x  n  w  and 

w  247.4  to  st  X  s  189.11  x  e  100  x  s  50  x  w  100  to  st  x  s  150 

to    beginning. 
Lafayette  av,  s  s,  200  e  Whittier  st,  110x93x110x95.3,  vacant. 
Lafayette  av,  s  s,  360  e  Whittier  st,  runs  s  92  x  e  and  n  to  point 

55.3  s  of  av  and  (j20  from  s  e  cor  said  av  and  st  x  n  5,8.3  to  s  s 
Lafayette  av  x  w  along  av  —  x  w  again  2(50  to  beginning,  va- 
cant. 

Leopold  Hutter  to  Julius  H  Haas.  Mort  $4,677.  July  6.  July  14, 
1906,    10:2765   and   2771.  nom 

Whittier  st.  n  e  cor  Lafayette  av,  runs  e  230  x  n  305.2  x  n  w  and 
vr  247.4  to  st  x  s  189.11  x  e  100  x  s  50  x  w  100  to  st  x  s  150  to 
beginning,    vacant. 

Lafayette  av,  s  s,  200  e  Whittier  st,  110x93xll0.x95.3,  vacant, 

Lafayette  av,  s  s,  360  e  Whittier  st,  runs  s  92  x  e  and  n  to  point 
58.3  s  of  av  and  620  from  s  e  cor  said  av  and  stx  n  58,3  to  s  s 
Lafayette  av  x  w  along  av  —  x  w  again  260  to  beginning,  va- 
cant, 

Whitlock  av,  s  e  s,  517.10  s  w  Leggett  av,  runs  s  e  35.8  x  s  w  75  x 
n  w  38.4  to  av  X  n  e  75  to  beginning,  vacant. 
Julius   H  Haas  to  Geiszler-Haas  Realty  Co.     B&S.     Mort  $7,- 
177.      June   10.     July   14,    190(j.      10:2604-2765-2771. 

other  consid  and  1(X) 

Wall  st,  n  s,  143.8  e  Forest  av,  strip,  runs  s  2.9  to  n  s  165th  st 
X  e  19.8  X  n  2.9  x  w  19.8  to  beginning,  being  all  title  to  strip  in 
bed  of  Wall  st,  Henry  L  Morris  and  ano  TRUSTEES  Gouver- 
neur  Morris  et  al  to  Peter  G  Thoretz,  Q  C.  June  13.  July  14. 
1906.     10:2660.  50 

♦Waldo  pi,  n  e  cor  Daniel  st,  80xl00.x54,lxl03.3.  Bankers  Realty 
and  Security  Co  to  Patrick  M  Cassidy.     July  16.     July  17.  1906. 

other  consid  and  100 

♦1st  st,  e  s,  being  lot  40  map  Olinville.  50x100,  Salvatore  Boc- 
cagnia  et  al  to  Felice  Rubano.     July  1(5.     July  17,  19(J6.  nom 

♦2d  st,  w  s.  abt  774  s  224th  st,  109.6x105,  Wakefield,  Christian 
Strohm  to  Martin  Geiszler,     Mort  $1,500,     May  1,     July  14,  1906. 

other  consid  and  100 

♦3d  st,  s  s,  450  e  6th  av,  25x109.  Thomas  Murray  to  Anne  Con- 
nors.    July  11,     July  16,  1906.  650 

♦3d  st|  s  s,  305  e  Av  C,  100x216  to  n  s  2d  st,  Unionport.  Henry 
2d  st|  Gieb  to  Pankratz  Strenglein.  Morts  $3,250.  July  16. 
July  17,  1906.  other  consid  and  100 

♦3d  av,  n  s,  lots  377  and  378  map  Laconia  Park,  50x114.  Malinda 
G  Mace   to   Giussepi   Barone.     July  10.     July  18,   1906. 

other  consid  and  100 

♦5th  St.  n  s.  398.11  e  Green  av  or  lane.  25x101.2,  Wm  Reichelt 
to  Catherina  Behling.     Mort  $1,800.     July  12.     July  14,  1906. 

other  consid  and  100 

♦0th  st,  n  s,  305  w  Av  B,  100x108,  Unionport.  Van  Curlear 
Realty  Co  to  Ferdinand  Greenebaum.  Mort  $1,200,  July  18, 
1900,  other  consid  and  100 

♦6th  st,  s  s,  205  w  Av  D,  100x108,  Unionport.  Wm  Heinrich  to 
David  Purcell  and  Peter  Dolan.  Mort  $1,650,  July  3,  July  14, 
1906,  other  consid  and  1(X) 

*7th  st,  s  s,  123  e  Av  B,  26x108,  Unionport,  Release  mort,  Henry 
Rehling  to  Emma  Keck.     July  17,  1906.  nom 

♦7th  St.  s  s.  123  e  Av  B.  26x108,  Unionport.  Emma  Keck  to 
John  Cook.     July  17.  1906.  other  consid  and  100 

•9th  st,  s  s,  205  e  Av  D,  50x108,  Unionport,  Henry  Kayser  to 
Minnie   K  Van  Kirk,     Mort  $1j000.     July  18,   1906. 

other  consid  and  100 

*13th  st,  s  s,  130  e  Av  C,  25x108,  Unionport,  Catherine  Bohling 
to  Henry  E  Ott.     July  12.     July  13,  1906.  other  consid  and  100 

♦14th  st,  s  s,  305  w  Av  A,  50x108,  Unionport,     Wahlig  &  Sousin 
■  Co  to  Frank  Padula.     All  liens.     April  26.     July  17,  1906.  nom 

135th  st,  s  s,  275  w  Cypress  av  or  Trinity  av,  25x100.  vacant. 
Matthew  Hicks  to  Isak  Tepper.     July  2,     July  17,  1906,     10:2547. 

omitted 

137th  St.  No  625,  n  s,  206.6  w  Willis  av,  25x100,  5-sty  brk  tene- 
ment. Fredk  Dornberger  to  Chas  J  and  Fredk  W  Kroehle.  Mort 
$16,2.50.     July  14.     July  17.  190(>.     0:2300.        other  consid  and  100 

Same  property.  Sigmund  Glauber  et  al  to  Fredk  Dornberger.  Mt 
$14,500.     Julv  14.     July  17,  1900.     9:2300.     other  consid  and  100 

137th  st.  No  610,  s  s.  .306.6  w  Willis  av.  25x100.  4-sty  brk  tene- 
ment. Kate  Montague  to  Moritz  L  and  Carl  Ernst.  Mort  $14,- 
000.     July  13.     July  16,   1906.     9:2299.  omitted 

1.37th  st.  No  (527,  n  s,  181,6  w  Willis  av,  25x100,  5-sty  brk  tene- 
ment. Sigmund  Glauber  et  al  to  Richard  Krother.  Mort  $14.- 
250.     July   14.     July  16,  1900.    9:2300.         other  consid  and  100 
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137th  St,  No  C20,  n  s,  156.3  w  Willis  av,  25x100,  5-sty  brk  tene- 
ment. Sigmund  Glauber  et  al  to  Ricliard  Krother.  Mort  .$17.- 
000.     July  14.     July  16,  19(m;.     "J:2.300.  other  cousid  and  100 

137th  St,  No  610,  s  s,  3U6.6  w  Willis  av,  25x100,  4-sty  brk  tene- 
ment. Moritz  L  Ernst  et  al  to  Max  Schrier,  of  Brooklyn.  Mort 
.$14,000.     July  6.     July  16,   1006.     9:22!)9.       other  consid  and  100 

131)th  stjn  s,  225  w  Walnut  av,  runs  n  200  to  s  s  140th  st  x  w  98 

140th  St  I  to  land  N  Y,  N  H  &  H  R  R  Co  x  s  200  to  139th  st  x  e  OS 
to  beginning.  2-sty  frame  building  o£  stone  yard  and  vacant. 
Gottfried  Oethinger  et  al  to  The  Stuyvesant  Real  Estate  Co.  July 
12.     July   13,   1906.      10:2591.  other   consid   and   100 

140th  st  (2d  st),  n  s,  lot  81  map  of  Wilton,  &c,  2oxlU0.  James  F 
Meagher  to  Annie  M  Jones.  Mort  $1,200.  Aug  1,  1900.  July 
12.  1906.  nom 

144th  st,  No  733,  n  s.  165  w  Brook  av,  25x100,  4-sty  brk  tenement. 
Mary  Eckert  to  Emil  Hermanni  and  Richard  Munch.  Mort  $10,- 
000.      July   10.     July   16,   1906.      9:22.*?;9.         other  consid  and   100 

Same  property.  Emil  Hermanni  et  al  to  Herman  Blaesi.  Mort 
$10,0110.     July  14.     July  16,  19U6.     9:22S9.       other  consid  and  100 

147th  st,  n  e  s.  So  s  e  Robbins  av,  75.x79,  vacant.  Mary  L  Ryan 
to  James  McFerran.  Vi  part.  All  title.  July  16.  July  17,  1906. 
10:2557.  nom 

149th  St.  s  s,  320.3  e  Morris  av,  25x86.6,  vacant.  Timothy  Doorley 
to  North  Borough  Realty  Corpn.     July  13.     July  14,  1906.  9:2.330. 

other  consid  and  100 

15flth  st,  Nos  458  and  460.  s  s.  250  w  Morris  av,  50x100,  5-sty  brk 
teuement  and  store.  Saverio  A  Maseia  to  Bartolomeo  Zuuino. 
Mort  $32,000.     July  16.     July  17,   lOai.     9:2338. 

other  consid  and  100 

151st  st,  H  s,  bet  Robbins  av  and  Wales  av,  and  being  part  lot  284 
map  of  Wilton.  &c,  and  bounded  w  by  lot  283,  n  by  part  284  and 
e  by  lot  285,  50x100,  except  part  for  Concord  av.  Edmund  B 
O'Connell  to  O'Counell-Piper  Co.  B  &  S.  All  liens.  June  27. 
July  18,   lt»06.     10:2643.  nom 

151st  st.  No  513,  n  s,  100.3  e  Morris  av,  25x117.5,  1-sty  frame 
store.  Mary  E  Oatis  to  Saverio  A  Maseia.  July  17.  July  IS. 
■1906.    .9:2411.  other  consid  and   100 

151st  st.  No  513,  n  s,  95.3  e  Morris  av,  25x117.5,  1-sty  frame  store. 
Juliana  Reynolds  to  Saverio  A  Maseia.  July  17.  July  18,  1906. 
9:2411.  other  consid  and   100 

152d  st,  s  s,  bet  Melrose  av  .ind  3d  av,  and  being  lot  .370  map  Mel- 
rose South.  .50x114.     George  Weiss  et  al  to  Carl  Hulster.     July 

12.  July  13,   1906.     9:2374.  other  consid  and   100 
151st  st.  No  .530,  s  s.  300.3  e  Morris  av,  25x118.5,  2-sty  brk  dwell- 
ing.    Felix  Bellando  to  Anna  H  Meyer.     July  11.     July  14,  190l>. 
9:2410.  other  consid  and  1(X) 

1.5;M  St.  No  5.35,  on  map  No  535%,  n  s,  325.3  e  Morris  av.  25x100, 
2-sty  frame  dwelling.  Matthew  Schlitt  to  Lizzie  Schmidt,  of 
Brooklyn.     Mort  .$4,000.     June  27.     July  12,  1906.     9:2413. 

other  consid  and  100 

154th  st.  No  523.  n  s.  220.3  e  Morris  av.  25x100,  4-sty  brk  tene- 
ment.    Nicholas  Sehaefer  to  John  J  Kohler.     Mort  $5,500.     July 

13.  July   14,   1906.     9:2414.  other  consid  and   100 
Same    property.      John    J    Kohler    to    Louis    Lese.      Mort   $13,500. 

July  13.     July  14,  1906.     9:2414.  other  consid  and  100 

Kilst  st,  Nos  852  and  8.56,  s  s.  .50  w  Trinity  av,  50x100,  two  2-sty 
frame  dwellings  and  store.  Augusta  Riegelman  widow  to  Charles 
Herrlich.     July  16.     July  18,   1906.     10:2630. 

other  consid  and   100 
163d  st,  s  e  cor  Cortlandt  av,  90x.50xll.5x56,  vacant.    Annie  Linder 
to  Frank  Rotter.     %  right,  title  arid  interest.     Mort  $14,778.50. 
July  11.     July  ]3.  19(Xi.     9:24JI8.  nom 

ll>5th  st,  n  w  cor  Trinity  av,  2iixl00,  4-sty  brk  tenement.  Frank 
L  Ditscherlein  to  Lena  Erts  and  Frederick  Kisher.  Mort 
$26,000.     July   17.     July   IS,   1906.      10:2633. 

other  consid  and  100 

165th  st,  No  908,  s  s.  3S.7  w  Forest  av,   19.6x100,  3-sty  brk  and 

frame  tenement  and   store,     .\ndrea  Avitabile   to   Giosue   Miccio. 

Mort  $6,0(XX     June  28.     July  17.  1906.     10:2649.  nom 

167lh    st,   n   s,    121.4   e   Jerome   av,    19x,S0,   2-sty   frame   dwelling. 

Geo  W  McAdam  et  al  to  Wra  J  Flynn.     July  12.     July  14,  1906. 

6.000 
167th  st,  n  s.  121.4  e  Jerome  av,  19x80,  I 

l(i7th  st,  n  s,  adj  above  on  west.  | 

License  as  to  projection  of  cornice,  &c. 
Wm  J  Flynn.     July  12.     July  14,  1906. 
167th  st.   No   U79.   n  s,  50   e  Fox  or   Simpson  st,   37.0x90,   5-sty 
brk  tenement  and  store.     James  C  Gaffney  to  Mary  A  McPart- 
land.     Mort  $32,000.     July  IS.  1006.     10:2728.  nom 

*170th  St.  n  s.  .56.3  w  Pugsley  av,  .54x100.  N  Y  Catholic  Protec- 
tory to  Leopold  Fichter.  of  Republic  of  Guatemala.  Mort  $1.- 
995.     June  2S.     July  14,  1906.  2,850 

*170th  St,  n  s,  29.3  w  Pugsley  av.  27x100.     Same  to  same.     Mort 

$997.50.     June  28.     July  14.  1906.  1.425 

*170th  St.  s  s.  75  w  Tremont  av,  75x105.10x75.6x115.2,  vacant. 
N  Y  Catholic  Protectory  to  Leopold  Fichter.  of  Republic  of 
Guatamala.     Mort  $2,677.50.     June  28.     July  12,  1906.  3.825 

*]70th  St.  n  s,  100.3  w  Pugsley  av.  50x149.2x50x1.50.11,  vacant. 
N  Y  Catholic  Protectory  to  Emma  Kuhlmann.  Mort  $3,185. 
June  28.     July  12.   I'.XHj.  4,550 

*170th  st,  s  w  cor  Pugsley  av,  72.6x43.2  to  Tremont  av,  xS4.6  to 
beginning,  gore.  N  Y  Catholic  Protectory  to  Dominic  Fasulo. 
Mort  $1,207..50.     June  28.     July  17,  1906.  1.725 

*172d  St.  w  s.  268  s  Westchester  av.  25x100.     Joseph  J  Gleason  to 

Max  and  Augusta  Borchardt.    July  13.     July  10,   1906.  nom 

*173d  St.  e  s.  109.11  s  Westchester  av.  25x100.  | 

173d  st,  e  s.  2.50  n  Gleason  av,  50x100.  Ronald  K  Brown  to  Ronald 
K  Brown  and  Geo  H  Culver.     All  liens.     June  15.     July  13,  1906. 

,  nom 

*175th  st,  e  s,  292.9  s  Westchester  av,  125x100.     Emma  A  Hoff- 
mann to  Lilian  Vion.     Mort  $2,000.  ■   July  16,  1906.  nom 
175th  st.  No  676,  s  s,  80.4  e  Webster  av,  26.6x75.  4-sty  brk  tene- 
ment.    Michael  Gleason  to  Wm  G  Bolt.     Mort  $7..5.50.     July  12. 
1906.      11:2899.                                                          other  consid  and   100 
175th  st,  Nos  710  to  716,  s  s,  100  w  Washington  av,  100x108.  ex- 
cept part   for  st,   two  5-sty   brk   tenements.     Louis   R  Frank   to 
Kessel   Levy,    of   Seabright,    N    J.     1-3   part.     All    liens.      July   0. 
July   12,   1906.      11:2907.                                        other   consid   and   100 
178th  st,  n  s,  bet  Bryant  av  and  Boston  road,  adj  land  of  Fredk  A 
•   Archer,  runs  n  e  91  x  s  e  38  to  land  Patrick  Rice  x  s  w  .89  to  st 
X  n  w  38  to  beginning.      Nicholas  Briganti  to  Vincent  Bonagur. 
Mort  $3,700.     July  13.     July  14,  1906.     11:3130. 

other  consid  and   100 
179th  st^  No  972,   s  s,   100  s   e  Crotona   (Franklin)   av,  22.10x95x 
22.3x95,   2-sty  frame   dwelling.      William   Henderson   to   Edward 
Houlihan.    Aug  24,  1904.     Mort  $2,500.    July  17,  1906.     11:3092. 

nom 
ISOth  st.  No  1060,  s  s,  69.11  e  Mapes  av,  2.5x93,  2-sty  frame  dwell- 
ing.     Chas   Laird   to    Ellen   J    Hurley.      Mort    $3,200.      July   12. 
July  13,  1906.     11:3108.  other  consid  and  lOO 


Geo  W  McAdam  Jr  with 
9:2489.  nom 


*205th    st,    n   w   cor   Hicks   st.   2.5x91.6.   Adee   Park   Realty  Co   to 

Austin  J  James.     July  11.     July  13,  1906.        other  consid  and  100 
*2l)5th  st,  n  s,  25  e  Cruger  st,  25x100.     Adee  Park  Realty  Co  to 

.\nton  Wolz.     July  11.     July  17,  1900.  other  consid  and  100 

*205th  st,  n  s,  25  w  Hicks  st,  75x91.6.  1 

Cruger  st,  e  s,  91.6  n  205th  st,  50x100.     Adee  Park  Realty  Co  to 

Wm  B  Hogan.     July  11.     July  13,   1906.  other  consid  and  lOO 

*215th  st   (1st  st).  n  s.  bet  5th  and  6th  avs,  lot  566  map  Laconia 

Park.     A  Shatzkin  &  Sons  to  Philipo  Suriano.     Mort  $.525.     July 

11.     July  12,   1906.  other  consid  and  100 

*217th   St.   s   s,   50   w   6th   av,   25x109.4,    Laconia   Park.      John   A 

Quinn  to  Pit  Raben.     Mort  $1,800.     July  11.     July  12,  1906.    nom 
*217th  st   (3d  av),  s  s.  305  w  4th  av,  25x114,   Wakefield.     Wm  J 

Gordon   to  James  B  Thomas.     Mort  $3,500.      May  16.     July   12. 

1906.  other  consid   and   ItlO 

*217th  st   (3d  av),   s  s.  330  w  4th  av.  25x114,  Wakefield.     Wm  J 

Gordon  to  Jacob  Zaser.     Mort  $3,500.     May  31.     July  12,   1906. 

other  consid  and   100 
*222d   st,   n   s.   405   e   4th   av,    100x114.   Wakefield.      Ellen   Smvth 

INDIVID  and  ADMRX  Chas  H  Smyth  to  Cecilia  A  Molloy.     July 

3.     July  16,  1906.  3.2IH1 

*22.3d   st,   late  9th  st   (9th  av),   s  s,   part  lot  601  map  Wakefield. 

bounded  e  by  e  %  of  lot  601  and  w  by  w  %  of  lot  601,  25x114. 

Richard  Reilly  to  Emily  Scctt.     July  9.     July  13,  1906. 

other  consid  and  100 
*223d  st,  n  e  cor  Corsa  lane,  runs  e  152.2  x  n  109.6  x  w  164.2  x  s 

102.10  to  Corsa  lane  x  s  e  13.7  to  beginning,  2i/4-sty  frame  dwell- 
ing  and   vacant.      Sound   Realty   Co   to  Wm   Callahan.      July   12. 

July  16.  1906.  100 

*223d  st,  n  s,  152.1  e  Corsa  lane,  25x109.6.     Sound  Realty  Co  to 

Martin  Day.     July  12.     July  16,  1906.  100 

*223d  st,  s  s,  99.3  e  Corsa  lane,  25x79.2x29.6.\63.2.     Sound  Realty 

Co    to   Morris   Milkowsky.      July   12.      July   16,   1906.  lOO 

*223d  st,   s  s,   224.3  e  Corsa  lane,  25x161.2  to  Corsa  lane  x30.2x 

144.4.      Sound    Realty   Co   to   Hugo    Wabst.      July   12.      July   16, 

1906.  100 

*223d  st,  s  s,  124.3  e  Corsa  lane,  2.5x79.2x29.6x95. 

Corsa  lane,  n  e  s,  5.7  n  w  222d  st,  runs  s  e  5.7  to  222d  st  x  e 

45.3  X  n  99  X  w  75  X  s  78.11  to  beginning. 

Sound  Realty  Co  to  Eben  Demarest.     July  9.     July  14,  1906. 

other  consid  and  100 
*223d  st,  n  s,  277.1  w  Corsa  lane,  100x109.6. 
223d  st,  s  s,  199.3  e  Corsa  lane,  25xl27.6x.30.2xl44.4. 
Paulding  av,  s  e  cor  224th  st,  34.6x100x34.6x101.7. 

Sound  Realty  Co  to  Alexander  Steven.     July  11.     July  14.  1906. 

other  consid  and   100 
*223d  st,  s  e  cor  Corsa  lane,  74.3x47.3  to  Corsa  lane  .x88.2,  gore. 

Sound  Realty  Co  to  Alex  P  W  Kinnan.     July  11.     July  14,  1!H)6. 

other  consid  and  100 
*224th   St.   n  s,  175.9  e  Paulding  av,  50x109.6.     Sound  Realty  Co 

to  Wm  B  Watts.     July  11.     July  14.  1906.     other  consid  and  KW 
*224th   st,   s   s.   241.6  e  Paulding  av,  50x109.6.     Sound  Realty  Co 

to  Ismar  M  Moses.     July  11.     July  14,  1906.     other  consid  and  100 
*224th  st,  n  s,  225.9  e  Paulding  av.  25x109.6.     Sound  Realty  Co  to 

Hannah  Meehan.     July  6.     July  14.  190(5.        other  consid  and  100 
*224th  st,  s  s,  111.3  w  Paulding  av,  76.\47.3  to  Corsa  lane,  x.S9.6.| 

gore. 
22,3d  st,  s  s,  74.3  e  Corsa  lane,  25x63.2  to  Corsa  lane  x29.6x47.3.| 

Sound  Realty  Co   to  Edw  Moller.     July  11.     July  14,   1906. 

other  consid  and  1(W 
224th  st,  s  s,  291.6  e  Paulding  av,  runs  e  300  x  s  109.6  x  w  5.6  x  s 

109.6  X  w  200  X  n  109.0  x  w  95  x  n  109.6  to  beginning.     Sound 

Realty  Co   to  The   Brownhill   Co.     July  11.     July  14,   1906. 

other  consid  and  100 
*224th  st,  n  s,  150.10  e  Paulding  av,  2.5x109.6.     Sound  Realty  Co 

to  Laura  H  Fraser.     July  12.     July  16.  1906.  100 

*224th  St.   n  s,  2.5(1.10  e  Paulding  av,  .50x109.6.     Sound  Realty  Co 

to  John  Gidore.     July  12.     July  16,  1906.  100 

*224th  St.  n  s,  200  w  Paulding  av,  runs  w  98.6  x  n  w  1.6  x  u  108.10 

X   e    10(.>  X   s   109.6   to   beginning.      Sound   Realty   Co   to   Jacob   I 

Sonkin.     July  12.     July  16,  1906.  100 

*224th   st,   n   s,  .500.11   e   Paulding  av,   12.5x109.6. 
224th  St.  n  s.  300.11  e  Paulding  av,  75x109.6. 
Corsa  lane,  n  e  s,  1.6  n  w  224th  st,  runs  n  w  84.6  x  n  79.1  x  e  50 

X  s  9.6  x  e  25  X  s  108.10  to  beginning. 
Paulding  av,  s  w  cor  224th  st,  34.6x111.3x34.6x109.6. 

Sound  Realty  Co  to  Frederick  B  and  Nathan  Aschner.     July  12. 

July  16,  1906).  100 

*24*th  St.  s  s,  191.6  e  Paulding  av.  50x109.6.     Sound  Realty  Co  to 

Walter  S  Baker.     July  12.     July  16.  1906.  100 

*225th  st,  n  s,  381.11  e  Paulding  av.  125x109. 
224th  st,  n  s,  375.11  e  Paulding  av,  100x109.6. 
22.5th  st,  n  s,   105.6  e  Paulding  av,  26.3x109. 
224th  st,  n  s,  105.6  e  Paulding  av,  45.2x109.6. 
223d  st,  s  s,  299.3  e  Corsa  lane.  .50x99. 

two,  2%-sty  frame  dwellings  and  vacant. 

Sound  Realty  Co  to  Abraham  L  Shongut.     July  12.     July  16,  1906. 

100 
*225th  st,  s  s,  232  e  Bronxwood  av.  25x100.10x28.2x113.9.  I 

223d  st,  s  s,  274.3  e  Corsa  lane.  25x99.  1 

Sound  Realty  Co  to  Patrick  Duffy.     July  12.     July  16.  1906.        100 
*225th   St.   n   s.   231.11    e   Paulding   av.   75x109.     Sound  Realty  Co 

to  J  J  Karbry  O'Kennedy.     July  12.     July  16.   19(K!.  100 

*225th  St.  s  s.  297.6  e  Paulding  av,  25xl(X>.6.     Sound  Realty  Co  to 

Joseph  A  Fieber.     Julv  12.     July  16.  1906.  100 

*225th  st,  s  s,  122.0  e  Paulding  av.  1(X)xl09.(>. 

Samuel  M  Goddin.     July  12.     July  16,  1906. 
*225th  st,  n  s.  121.7  e  Bronxwood  av,  25x109.  . 

225th  St.  s  s.  136.8  w  Paulding  av,  50x109.6.  | ' 

Sound   Realty   Co   to  Margarfit   L   Gumming.     July  12.     July   16. 

1906.  100 

*225th  st,   n   s,  250  w  Paulding  av.   50x109.     Sound  Realty  Co  to 

Zacharia   R  Yomtor.      July  12.     July   Hi.   1906.  100 

*225th  st,  n  s,  407.7  e  Paulding  av,  75x109.     Sound  Realty  Co  to 
•     Annie   E  Tivers.     July  12.     July  16.  1".)06. 
*225th   st,   n  s,  450  w  Paulding  av.  25x109. 

Julia  Power.     July  12.     July  16,  1906. 
*225th  st,  n  s,  4.50  w  Paulding  av,  2.5x109. 

Spalding.     July  12.     July  10,  1900. 
*225th   St.   s  s,   125   e   Bronxwood  av,  33.3x55.2x34.6x67.7.      Sound 

Realty  Co   to  Miheland   Capotorto.     July  12.     July  16,   1906.      100 
*225th  Bt,   n  s.   196.6  e  Bronxwood  av,  2.5x109.     Sound  Realty  Co 

to  Jacob  Goldstein.       July  12.     July  16,  1906.  100 

*225th  st,  n   s,  400  w  Paulding  av,  .50x109.     Sound  Realty  Co   to 

John  E  Sheehan  and  Edward  Fisher.     July  12.    July  16,  1906.     100 
*225th  St.  n  s,  300  w  Paulding  av,  100x109.     Sound  Realty  Co  to 

Terence  Conlan.     Julv  12.     July  16.  190(i.  100 

*225th  St.   s  s.  411.3  w  Paulding  av,  2.5x153  to  Corsa  lane  x2S.2x 

166.     Sound  Realty  Co  to  Elizabeth  Condron.     July  12.     July  16. 

1906.  100 


Sound  Realty  Co  to 
100 


100 
Sound  Realty  Co  to 

100 
Julia  Power  to  Kate 
100 
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*225th  St.  s  s,  38().3  w  Paulding  av,  25x130.11  to  Corsa  lane  x28.2x 

153  to   beginning.     Sound  Realty  Co  to  Martin  Pivano  and  Vlr- 

gina  his  wife.     July  12.     July  Ki,  lOW.  ItX) 

*225th  St,  s  s,  307. G  e  Paulding  av,  50x109.0.  I 

Paulding  av,  w  s.  uO.ti  s  225th  st.  100x103x100x108.2.  1 

Sound  Realty  Co  to  Wm  Rosin.     July  12.     July  10,  190<i.  100 

*225th  St.  s  s,  ;i.Sli.3  n  Paulding  av,  25x101!  to  Corsa  lane  x28.2x 

170.1.     Sound  Really  Co  to  Hilda  Sandblom  and  May  Anderson. 

July   12.     July  10,   1000.  100 

*225th  St,  s  s,  230.3  w  Paulding  av,  100x109.0.     Sound  Realty  Co 

to  Ernest  Sass.     July  2.     July  10,  1000.  100 

•225th  St,  n  s,  302.5  e  Paulding  av,  50x109.  I 

225th  St,  s  s,  407.0  e  Paulding  av,  100x109.0.  I 

Sound  Realty  Co   to   Bertha   Hart.     July  11.     July   14,   1900. 

other  consid  and   100 
*225th  St,   n  s,   175  w  Paulding  av.  .50x109. 

John  Schappert.     July  11.     July  14.  1900. 
*225th  St,   n  s,   132.3  e  Paulding  av,  50x109 

Ada  B  Wilson.     July  11.     July  14,  1900 


Sound  Realty  Co  to 
other  consid  and  100 

Sound  Realty  Co  to 
other  consid  and  1(X) 


*225th   St,   s  s,  322.0  e  Paulding  av,   75x109.0.      Sound   Realty   Co 


to   Louis   F   Hartman.      July   10.      July   14, 


1900 

other   consid   and   100 
Sound  Realty  Co   to 
other  consid  and  100 
Sound  Realty  Co  to 
other  consid  and  100 


*225th  St,  n.  s,  500  w  Paulding  av,  50x109. 

Samuel  Tarr.     July  11.     July  14,  1906. 
*225th  St,  s  s,  3.30.3  w  Paulding  av,  50x100. 

Harry  Nuttall.     July  10.     July   14,   1006. 
*225th  St,  s  s,  480.3  w  Paulding  av,  25x113.10x28.2x120.11.  Sound 

Realty   Co   to   Emanuel   Rosenbaum.     July  9.     July  14.   lEKX!. 

other  consid  and  100 
*225th  St,  n  s,  350.3  e  Paulding  av,  50x109.     Sound  Realty  Co  to 

Edw  P  Dahlinger.     July  11.     July  14,  1900.      other  consid  and  1(X) 
*225th  St,  s  s,   111.3  w  Paulding  av,  25x109.0.  I 

224th  St,  s  s,  141.0  e  Paulding  av.  50x109.6.  1 

Sound  Realty  Co   to  Philip  Koehler.     July  7.     July  14,   IflOC. 

other  consid  and  100 
*225th  St,   s  s,   497.0  e  Paulding  av,   50x109.0.     Sound   Realty  Co 

to  Albert  S  Adams.     July  0.     July  14,  190(!.     other  consid  and  100 
*220th  St,  s  s,  328.7  e  Paulding  av,  25x1011.     Sound  Realty  Co  to 

John    A   Schumann.      July    11.      July   14.    1906. 

other  consid  and   100 
*226th  St,   s  s.   100  e  Paulding  av,  28.7x109.   Sound  Realty  Co  to 

Louisa  P  Mink.     July   11.     July   14,   1906.       other  consid  and  100 
*226th  St,  n  S,  413  e  Paulding  av.  50x109.0.     Sound  Realty  Co  to 

Samuel    I    Horowitz.      July   9.     July    14,    1900. 

other  consid   and   100 
*220th  St,   s  s,  380.3  w  Paulding  av,  50x109.     Sound  Realty  Co 

to  Joseph  P  Hennessy.     July  11.     July  14,  1906. 

other  consid  and   100 
*220th  St,  s  s,  278.7  e  Paulding  av,  50x109.     Sound  Realty  Co  to 

Werner  Marly.     July  11.     July   14.  1906.         other  consid  and  100 
*220th  St,  n  s,  203  e  Paulding  av.  75x109.0.     Sound  Realty  Co  to 

Herbert    H    Claxton.      July   11.      July    14.    1006. 

other  consid  and  100 
*226th  St,  s  s,  1('>1.2  w  Paulding  av,  5t1xl09.  | 

Paulding    av.    o    s,    34.0    n    224th    st,    50x101.2x50x103.8.      Sound 

Realty  Co  to  Bessie  McG  Casey.     July  12.     July  10,   1900.         1(X) 
*226th  st,  n  s,  125  w  Paulding  av.  l<K)xl09.6.     Sound  Realty  Co  to 

Charles  E  Watson.     July  12.     July  10,  1900.  100 

*226th  st,  s  s,   121.7  e  Bronxwood  av,  lOtlxlOO.     Sound  Realty  Co 

to  Knute  Stokes.     July   12.     June  10.   1900.  IIX) 

*220th  st,  n  s,  330  e  Paulding  av.  75xlOO.().     Sound  Realty  Co  to 

John  J  Schwab  and  Dorothea  his  wife.     July  12.     July  10.  190t!.  100 
*220th  St.  n  s,   138  e  Paulding  av.  50x100.0.     Sound  Realty  Co  to 

Samuel  I  Horowitz  and  Adolph  Stark.     July  12.     July  16,  lOOti.    100 
*226lh  St.  s  s.   128.7  e  Paulding  av.  .50x100.     Sound  Realty  Co  to 

Thos  J  McDonald.     July  12.     July  16,   10(M>.  100 

*226th  St.   n  s,   113  e  Paulding  av,  25x109.6.     Sound  Realty  Co  to 

Joseph  Schmidt.     July  12.     July  16.  1900.  100 

*220th  St.  s  s,  503.7  e  Paulding  av,  25x100.     Sound  Realty  Co  to 

Mary  J  Cunningham.     July  12,     July  10,  1000.  100 

*226th  St.   s  s,  42S.7  e   P.aulding  av,  25x100.     Johh   E  Sheehan   to 

Emma  H  Curran.     July  12.     July  16,  lOOti.  100 

*226th  st,  s  s,  221.6  e  Bronxwood  av,  100x109.     Sound  Realty  Co 

to  Hugo  Wabst  and  John  Goergen.    July  12.     July  Ki.  1906.  100 

*226lh  St.  n  s.  513  e  Paulding  av.   100x100.0.     Sound  Realty  Co  to 

Louis   Lowenstein.     July   12.     July   10,   lOCKI.  1(X> 

*220th  st,  n  s,  100  w  Paulding  av,  25x100.6. 
Paulding  av.  w  s,  .34.(i  s  224th  st.  runs  n  25  x  w  109.6  x  s  12.10 

to  Corsa  lane,  x  s  e  22.11  x  e  8.S.7  to  beginnng. 

Sound  Realty  Co  to  Hannah  Storn.     July  12.     July  16.  liXMJ.         100 
*220th  st,  s  s,  4.53.7  e  Paulding  av,  50x1(19.     Sound  Realty  Co  to 

Anna  C  Rice,      July    12.     July   10,    1!M)0.  100 

*220th  St.  s  s,  211.3  w  Paulding  av,  25x10.9.     Sound  Realty  Co  to 

Patrick  Dooley.     July  0.     July  14.  190(i.  other  consid  and  100 

*226th  St.  n  s,  375  w  Paulding  av.  .81.4x90.0x.57.2,  gore.  I 

Paulding  av,  n  w  cor  225th  st,  .34xl00.x.34xlO1.7.  1 

225th  st,  s  s,  580.3  w  Paulding  av,  25x07.7x20.10x77.0.  | 

Sound   Realty   Co   to   Edw   J   Wislon   or  Wilson.     July   11.     July 

14.  1000.  other  consid  and  100 

*226th  st,  s  s,   1315.2  w  Paulding  av,  25x100.     Sound  Realty  Co  to 

John  A  Schumann     July  10.     July  14,  1900.      other  consid  and  100 
*220th  St.  s  s.  111.2  w  Pauldine-  av.  2.5x109.  I 

225th  st,  n  s,  181.0  e  Paulding  av,  50x109.  I 

Sound  Realty  Co  to  Edw  J  Wilson.     July  11. 


*220lh  st,  s  s,  311.2  w  Paulding  av,  50x109. 

John  H  Ziegler.     July  10.     July  U.  1000. 
*227th  st,  s  s.  452.7  e  Paulding  av.  50x109.0. 

Joseph  P  Provini.      July   12.     July  10,   190(i. 
*227th   st,   s   s,   1.52.7  e   Paulding  av,  2.5x109.0 


July  14,  1900. 
other  consid  and  100 
Sound  Realty  Co  to 
other  consid  and  100 
Sound  Realty  Co  to 

100 
Sound   Realty  Co 


to  Adolph   Hascheck.     July  12.     July  16.   l'.M)6.  100 

*227th  st,  s  s,  230  e  White  Plains  road,  .50x114,  Waketield.     Phil- 
ip Shapiro  to  Eva  Krupin.     June  7.     Mort  ifOOO.     July  17,  1906. 

other  consid  and  100 
*227th   St.   s  s.   111.3  w  Paulding  av.  25x100.6.     Sound   Realty  Co 

to  Wm  Pischman  and  Isaac   Lifkowitz.     July  12.     July  17,  1906.. 

other  consid  and  100 
*227th   St.   s   s,   230  e   White   Plains  road,  50x114.     Irving  Realty 

Co  to  Philip  Shapiro.     Q  C.      July  9.     July  17.  UK)6.  nom 

*227th  St.  s  s.  230  e  White  Plains  road,  .50x114.     Declaration  as  to 

release    of    mort.      Charles    Olney    to    Philip    Shapiro.      July 

July  17.  1900. 
*227th  St.  s  s.  227.7  e  Paulding  av.  50x109.6, 
227th  st,  s  s,  527.7  e  Paulding  av,  7.5x100.6. 
Bronxwood  av,  e  s,  100  s  220th  st,  2.5x121.0. 
225th  St.  n  s,  432.4  e  Paulding  av.  50x109. 

SouBd  Realty  Co  to  Helen  A  Dexter.     July  12. 
*227th  St.  s  s.  377.7  e  Paulding  av,  75xl09.t;. 

John  J  Leinhan.     July  12.     July  16,  1906. 


12. 
nom 


July  16,  1900.      100 
Sound  Realty  Co  to 
100 


227th  st,  177.7  e  Paulding  av,  25x100.0.  Sound  Realty  Co  to  Ca- 
millo  Hoffman.     July  12.    July  16,  lOlMl.  loO 

*227th  St.  s  s.  1.30.3  w  Paulding  av.  runs  w  7.7  x  s  w  199.0  x  e 
174.0  X  n  KHI.O  to  beginning.  Sound  Realty  Co  to  Henry  R 
Knopf.     July  12.     July  16,   1906.  100 

*227th  St.  s  s.  202.7  e  Paulding  av,  25x109.6.  Sound  Realty  Co 
to  Joseph  Schmidt.     July  12.     July  16,  I'.XKi.  100 

*227th  St.  s  s,  105  w  4th  st,  .50x114,  Wakefield.  Joseph  Cohen  or 
Cohn  to  Yoodel  and  Sam  Sellgman.     Mort  $1,000.     July  6.     July 

12,  1000.  100 
*227th   st,   s   s,  452.0  e   Paulding  av,   75x109.0.     Sound   Realty  Co 

to'  John  F  Davis.     July  7.     July  14,  1006.        other  consid  and  100 
*220th  st,  s  s,  1.55  e  0th  av,  50x114,  Wakefield.  Elisha  G  Selchow 

to  Domenico  Volpe.     All  liens.     July  12.     July  17,   lOOti.  nom 

*220th  st,  s  s,  205  w  5th  av,  50x114,  Wakefield.     Henry  B  Mace  to 

Joseph  Sheinberg.     June  20.     July  13.  1000.       other  consid  and  100 
*Same   property.      Joseph   Sheinberg   to   Jacob   Schapiro.     July   12. 

July  13.   1000.  other  consid  and  100 

*229th  st,  s  s,  1.55  w  5th  av,  50x114.     Malinda  G  Mace  et  al  trus- 
tees. &c.  to  Harry  Greenberg.     July  5.     July  13,  1906.  1,250 
*229th   st,   s   s,   1.55   w  5th   av,  50x114,   Wakefield.      Harry  Green- 
berg to  Wolf  Bernstein.     Mort  .1;750.     July  12.    July  13.  1006. 

other  consid  and  100 
*233d  st,  s  s,  at  n  w  s  Kingsbridge  road,  runs  w  92.4  x  s  89.5  to 

road   X  n  e   128.11   to   beginning.      Plaza   Realty   &   Construction 

Co  to  Harriet  Blum.     Mort  $1,000.     June  27.     July  12,  1906. 

other  consid  and  100 
♦233d  st,   s   s,   being  lot   17  map  250  lots  Thompson-Rose   estate. 

Henry    Rampone    to    Patrick    McCool.      Morts    .$5,200.      July    17. 

ItMXi.  other  consid  and   100 

236th  St.  n  s,  85  w  Katonah  av.  25x100,  vacant.     Dora  M  Eickwort 

to  Catherine  V  Sheridan.     Mort  .1!3,000.     July  5.     July  14,  1906. 

12:3377.  other  consid  and  100 

238th  st,  n  s.  200  w  Keppler  av,  25x100,  vacant.     John  F  Keyes 

to  Amelia  C  Wirsching.     July  16.     July   18,   1906.     12:3373. 

other  consid  and   100 
♦2.39th   st    (Kossuth  av),   s   s,  50  e   Concord  st,  50x100,   South   Mt 

Vernon.      Oscar   D   Weed   to   Christian  H   Werner.     Mort  $1,500. 

July  11.     July  12,  1906.  other  consid  and  100 

♦Av  AIw  s,  extends  from  3d  to  4th  st,  210x305. 
3d  st  1 
4th  st  I 

Av  A,  e  s,  extends  from  3d  to  4th  st,  210x105. 
4th   St.  s   w  cor  Westchester  Creek.   214x210  to  n  s  3d-st  x2.50x 

216,  with  all  title  to  land  under  water,  &c,  Unionport. 

Wm  J  Hyland  et  al  to  Geo  J  Kuhn,     All  liens.     June  27.     July 

13,  190ti.     5-6  parts.  other  consid  and  1(10 
♦Same  property.     Wm  J   Smyth  by  Lillian  Materne   to  same.     All 

title.     June  21.     July  13.   1906.  5,750 

♦Av   A,   n   s,    lot   ()5   map    New   Village   of   Jerome,   25x125,      Isak 

Tepper  et  al  to  Bernardo  Locurto  and  Vincenzo  Buccheri.     July 

13,   10(Mi.  nom 

♦Av   C,   s  w   cor  13th   st,   108x105,   Unionport.      Charles   Funck   et 

al   to  Geo  E  Hgrold.      Mort  $10,0(X).     July  9.     July  12,   1006. 

other  consid  and  100 
♦Av   C|e  s,  extends  from  n  s  10th  st  to  e  s  11th  st,  216x105,  Union- 
10th  st|     port.     Christian   Vorndran  et   al   to   Wm   T  and  James   H 

11th  8t|     Purdy.     Mort  .fO.OtHl.     July   11.     July  12.   1900.  100 

♦Amundson  av,  w  s.  100  n  Nelson  av.  .50x100.    Land  Co  C  of  Eden- 

wald  to  Wm  P  Lynch.     Oct  30,  1005.     July  12,  1000.  nom 

♦Amundson  av,  w  s.  275  n  Nelson  av,  50x1(K).     Land  Co  C  of  Eden- 

wald  (o  Hugh  McGrade.     July  11.     July  12.  1000.  nom 

Av  St  John.  No  9.  e  s.  72.2  s  Prospect  av.  20.3x03. 4x20.2.\94.4.  4- 

sty  brk  tenement.     Deborah  E  Simon  and  ano  to  Nicholas  Schae- 

fer.      Mort   .fO.tM.H).     July   14.     July   16,   1006.      10:2686. 

other  consid  and  100 
♦Arthur   av,   e   s,   old   line,   220.5   n   Lebanon   st,    10.8xl20.6xl(>.0x 

128.   except  part  for  st.      Fredk  W  Powell   to  Ophelia  Schofield. 

Mort  .$2,000.     July  10,  1900.  other  consid  and  100 

Anthony  av.   No  2088.  e  s,  101.3  n  180th  st,  24.8x97.1x24.5x05.11, 

2-sty   frame  dwelling.      David  C   MacBride   to  Sophie  K  Ahrens. 

Mort   $3,800,     July   12.     July   13,   190(!.      11:3150. 

other  consid  and  100 
♦Arnow  av,  n  s.  125  e  Schuyler  pi,  .50x100.     The  Warranty-Realty 

Co  to  Mary  M  Nolan.     July  0.     July  12.  UKK!.  nom 


Arthur  av.  No  211 


w  s.   45.' 


s  ISlst  St.  24.10.x95.  3TSty  frame 
tenement.  Lewie  Jawitz  to  Ethel  A  Waters.  June  14.  Morts 
$5,500.     July  17,   lOt  (i.     11:3002.  other  consid  and  100 

♦Amundson  av,  w  s,  575  s  Nelson  av,  2.5x100.  Land  Co  C  of  Eden- 
wald  to  Peter  Clarkin.     July  Ki.     July  17.  IVMIO.  nom 

Boston  road,  s  e  s.  abt  .30  s  Brislow  st.  and  014.11  e  Jefferson 
St.  runs  s  00  X  n  e  75  x  n  00  x  s  e  75  to  beginning,  vacant.  James 
McFerran  to  Mary  Ryan.  V.  int  and  all  title.  July  12.  July  17. 
1000.     11:20(!3.  nom 

♦Benedict  av.  s  s.  100  w  Storrow  st.  25x00x20x.58.ll.  N  Y  Catho- 
lic Protectory  to  Patrick  J  Keliher.  Mort  $1,837.50.  June  28 
July  14.  1906.  2.025 

♦Benedict  av,  s  s,  161.7  e  Storrow  st.  25x100.  N  Y  Catholic  Pro- 
tectory to  Mary  M  Ashfield.  Mort  $0S2..5O.  June  28.  July  14, 
100(5.  975 

♦Benedict  av,  s  s,  25  w  Storrow  st,  25x53.6x25.3x55.2.  N  Y  Catho- 
lic Protectory  to  Patrick  J  Keliher.  Mort  $1,837.50.  June  28. 
July  14.  1906.  2.625 

♦Benedict  av,  s  s,  75  w  Storrow  st,  25x.58.11x2.5.11x.54.10.  Same 
to  same.     Mort  $1,837..50.     June  28.     July  14.  10(Xi.  2.(525 

♦Benedict  av.  s  w  cor  Storrow  st,  25x59.2x24.2x55.2.  N  Y  Catholic 
Protectory  to  Patrick  J  Keliher.  Mort  $1,820,  June  28.  July 
14,  1906.  2.600 

♦Benedict  av,  s  s,  125  w  Storrow  st,  24.2x07.3,x58.6x66.  N  Y  Catho- 
lic Protectory  to  same.     Mort  $2,870.     June  28.     July  14,  1006. 

4.100 

♦Benedict  av,  s  s,  .50  w  Storrow  st,  2.5.X.54. 10x25.4x53.(5.  N  Y  Catho- 
lic Protectory  to  Patrick  J  Keliher.     Mort  $1,837.-50. 
July  14.  190(3. 

♦Benedict  av,   n  s,  1.50  w  Pugsley  av.   .50x100. 

Pugsley  av.  w  s.  98.6  s  Westchester  av,  47.2x105.2x47.2x103.4.  | 
Garniss  E  Baker  to  Ronald  K  Brown  and  Geo  H  Culver.  All 
liens.     July  12.     July  13.  1900.  nom 

♦Benedict  av,  n  s,  200  w  Pugsley  av,  50x100,  vacant.  N  Y  Catho- 
lic Protectory  to  EdwaTd  A  Schill.  Mort  $1,305.  June  28.  July 
13,  1900.  1.950 

♦Benedict  av.  s  s.  111.7  e  Storrow  st.  50x100,  vacant.  N  Y  Catho- 
lic Protectory  to  Henry  F  Muller.  Mort  $1,475.  June  28.  July 
12,   1906.  .  2,250 

♦Benedict  av,  s  s,  286.7  e  Storrow  st,  50x100.  vacant.  N  Y  Catho- 
lic Protectory  to  Lambert  G  Mapes.  Mort  $1,295.  June  28. 
July  12.  190(5.  1,850 

♦Barkley  av,  s  s,  25  w  Wilcox  st,  25x100.  Same  to  same.  July 
3.     July  13,   1006.  other  consid  and  100 


June  28. 
'2,625 


T^e  text  of  these  pages  is  copyrlchted.     AH  right!  tro   r( 
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Bronx 
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*BarkIey  av,  s  s,  50  w  Wilcox  st,  25x100.  Edgewater  Realty  Co 
to  Wm   Steinberg  and  Isaac  Rawitzer.     July  3.     July   13,   190(i. 

other  consid  and  100 

Barkley  av,  n  e  cor  Wilcox  st,  25x100.  Edgewater  Realty  Co  to 
Annie  Siedier.     July  3.     July   18,   IIMM!.  other  consid  and  100 

*Barkley  av,  n  e  cor  Vincent  st,  25xl(X). 

Barkley  av,  n  w  cor  Vincent  st,  50x100. 

Barkley  av,  n  w  cor  Valentine  st,  75x100. 

Edgewater  Realty  Co  to  Alexander  Thern.  July  3.  July  13. 
1906.  other  consid  and  100 

♦Benedict  av,  n  s,  151.11  e  Storrow  st,  runs  e  150  x  n  90  x  w  1001 
X  s  10  X  w  50  X  s  80  to  beginning. 

Benedict  av,  n  s,  300  w  Pugsley  av,  50x100,  vacant.  | 

N  Y  Catholic  Protectory  to  William  Kelleher.  Mort  $5,110. 
June  28.     July  12.  1900.  7,300 

♦Benedict  av,  n  s,  101.11  e  Storrow  st.  58x80.  N  Y  Catholic  Pro- 
tectory to  Valentine  L  Creighton  and  Joseph  J  Fagan.  Mort 
$1,200.     June  28.     July  13,   1900.  1,8W 

♦Benedict  av,  n  s,  250  w  Pugsley  av,  50x100,  vacant.  N  Y  Catho- 
lic Protectory  to  Edw  A  Schill.  Mort  $1,365.  June  28.  July 
13,  1906.  1,950 

♦Bronxwood  av,  e  s,  134  s  226th  st,  2.5x161.7.  Sound  Realty  Co  to 
Wm  Jantzew.     July  12.     July  10,   1900.  100 

♦Bronxwood  av,  e  s,  59  s  226th  st.  50x121.6.  Sound  Realty  Co  to 
Henry  H  Cording.     July  16,  1900.  100 

♦Bronx  Park  av,  e  s,  50  s  Lebanon  st,- 25x100.  Ike  Morris  to 
Morris  Lewis.     Mort  $1,500.    June  4.     July  16,  lOOC.  nom 

♦Bartholdi  av,  s  w  cor  Rosewood  av,  4  lots,  25x100.  Irving  Realty 
Co  to  Julia  Romm.     Mort  $1,600.     July  2.     July   10,  1906. 

other  consid  and  100 

♦Beech  av]  s  e  cor  Elm  st,  runs  —  to  Cedar  av,  lots  177  to  179  and 

Elm  st     I     251  to  253  map  Laconia  Park.     Irving  Realty  Co  to  A 

Cedar  st  |  Shatzkin  &  Sons.  Mort  $2,200.  July  10.  July  16, 
1906.  other  consid  and  100 

Briggs  av.  No  2801,  n  s,  227.11  e  19Sth  st,  75x100,  2-sty  frame 
dwelling  and  vacant.  Wm  von  der  Linden  et  al  to  Richd  H 
Burke.      Mort   $8,250.      June   29.      July   12,   1906.     12:3302. 

other  consid  and  100 

Belmont  av  (Cambreleng  av),  w  s.  bet  187th  st  and  189th  st  and 
being  lots  240  to  243  map  S  Cambreleng  et  al  at  Fordham,  lOOx 
87.0.  Sam  Littman  et  al  to  Nathan  Lamport.  Mort  $6,250.  July 
12,  190ti.    11:3070.  other  consid  and  100 

Belmont  av,  No  2421,  w  s,  200  n  188th  st,  25x87.6,  2-sty  brk 
dwelling.  Augustus  S  Nicholson  et  al  to  Daniel  McLean.  Q  C. 
June  30.     July   18,   1900.     11:3076.  nom 

Same  property.  Daniel  McLean  to  Guiseppe  Panepinto.  Mort 
?6,.500.     June  26.     July  18,  1906.     11:3076.        other  consid  and  100 

Bathgate  av.  No  1651,  w  s,  150  s  173d  st,  35x120,  5-sty  brk 
tenement.  Release  mort.  N  Y  Trust  Co  to  Isaac  Rosenzweig 
and  Isaac  Elson.     July  16.     July  18,  1906.     11:2914.  nom 

Boston  road,  Nos  1212  to  1218  |  n  e  cor  168th  st,  runs  e  131.8  x  n 

16Sth  st.  No  931  I    72.8  x  e  12.6  x  n  37.8  x  e   15 

x  n  38.2  X  w  101  to  road  x  s  159.10  to  beginning,  four  5-sty  brk 
tenements.  John  Liddle  to  the  John  Liddle  Cut  Stone  Co.  All 
liens.     June  .30.     July  18,  190(1     10:2063.        other  consid  and  100 

♦Bear  Swamp  road,  s  w  s,  127  s  e  Cruger  av,  5.3. 7x107. 6x14. 6x 
133.7.  Frank  A  Becker  to  Margaret  Breen.  July  10.  July  14, 
1906.  nom 

♦Benedict  av,  s  s,  243  w  Pugsley  av,  2.5x100.  N  Y  Catholic  Pro- 
tectory to  Henry  Demmerle.     Mort  $605.     June  28.  July  18,  1900. 

950 

♦Benedict  av,  s  s,  218  w  Pugsley  av,  25x100.  Same  to  Henry  Dem- 
merle.    Mort  $605.     June  28.     July  IS,  1906.  950 

♦Bear  Swamp  road,  s  e  cor  Cruger  av,  63.4x113.2x50x152.4.  Frank 
A  Becker  to  Wm  H  Sweny.     July  10.     July  14,  1906.  nom 

♦Benedict  av,  s  s,  193  w  Pugsley  av,  2.5x100.  N  Y  Catholic  Pro- 
tectory to  Henry  Demmerle.  Mort  $665.  June  28.  July  18. 
1906.  950 

♦Benedict  av,  s  s,  168  w  Pugsley  av,  25x100.  N  Y  Catholic  Pro- 
tectory to  Salvatore  Banome  and  Morgan  M  Miles.  Mort  $665. 
June  28.     July  18,  1906.  9.50 

♦Benedict  av,  s  s,  149  w  Pugsley  av,  2.5x100.  N  Y  Catholic  Pro- 
tectory to  Salvatore  Banome  and  Morgan  M  Miles.  Mort  $682.50. 
June  28.     July  18.  1906.  975 

♦Benedict  av.  s-s,  124  w  Pugsley  av,  25x100.  Same  to  same.  Mort 
$682.50.     June  28.     July  18,  1906.  975 

♦Benedict  av,  s  s,  93  w  Pugsley  av,  25x100.     Same  to  same.     Mort 

■    $70fX     June  28.     July  18,  1906.  1,000 

Briggs  av.  No  2658,  e  s.  147.6  n  194th  st,  22.8x72.1x22.7x71.2. 
2-sty  frame  dwelling.  Wm  H  Wright  to  Raphael  J  Geist.  Mort 
.fl.tMX).     July  16.     July  17.  1900.     12:3294.        other  consid  and  100 

Bassford  av.  No  2.325,  w  s,  abt  60  s  185th  st,  19.11x85.  2-sty  frame 
dwelling.  Newbury  D  Lawton  to  Mosholu  Realty  Co.  AH  liens. 
June  29.     July  13,  1900.     11:305.3.  nom 

♦Bronx  Park  av,  s  e  cor  177th  st,  100x25.  Abraham  Zuckerkandel 
to  Rebecca  Zuckerkandel.     Mort  $6,100.     July  9.     July  17.  190(1 

other  consid  and  100 

Bergen  av.  Nos  492  to  498|  s  e  s,  at  n  s  ]47th  st,  runs  e  10.5.4  x  n 

147th  st.  No  653  I    100  X  w  60.7  to  av,  x  s  w  109.10  to  be- 

ginning, four  5-sty  brk  tenements,  store  on  cor.  Mabel  A  Down- 
ing to  Harry  M  Austin.  Mort  $92,000.  July  9.  July  17,  1906. 
9:2292.  other  consid  and  100 

♦Benedict  av,  s  s,  186.8  e  Storrow  st.  25x100.  N  Y  Catholic  Pro- 
tectory to  Margaret  Smyth.     June  28.     July  17,  1906.  2,925 

♦Benedict  av,  s  s,  261.8  e  Storrow  st,  2.5x100.  N  Y  Catholic  Pro- 
tectory to  Anastasia  Newman.     June  28.     July  17.  1006.  975 

♦Cruger  av,  w  s,  226.6  s  Bear  Swamp  road,  runs  s  10.8  x  w  37.3 
X  n  w  19.2  X  s  w  82.6  x  n  w  43.11  x  n  47  x  e  100  to  beginning. 
Frank  A  Becker  to  Maria  Yates.     July  10.     July  14,  1906.        nom 

♦Cruger  av.  w  s,  206.6  .g  Beaf  Swamp  road.  25x100.  Frank  A 
Becker  to  Emma  Reid.     July  10.     July  14,  1906. 

♦Cruger   av,    w   s,   7(5.6    s    Bear   Swamp    road,    25x100. 
Becker  to  John  E  Yates.     July  10.     July  14,  1906. 

♦Cruger   av,   w   s,    126.0   s   Bear   Swamp   road,   25xl(X). 
Becker  to  Bessie  Dean.     July  10.     July  14,  1900. 

♦Cruger   av,   w   s,    106.6   s   Bear   Swamp   road,   25x100. 
Becker  to  Salvatore  Abruscato.     July  10.     July  14,  1906.  nom 

♦Columbus  av,  s  s,  2.50  e  Garfield  st,  2.5x100.  John  Schwaerzer  to 
Julius  Kast,  Jr.     July  16.     July  18,  1906.  other  consid  and  100 

♦Classon  av,  w  s,  abt  151  s  Mansion  st,  50x— x50x— .  Agnes  Baker 
to  Patrick  MuUin.     July  14.     July  17,  1906.     other  consid  and  100 

Clinton  av  I  n   e   cor   180th   st,   runs   n  275.4  to   s  s 

180th  St.  No  995  I    181st  st,  x  e  97  x  s  140.7  x  w  66  x  s 

181st  st,  Nos  994  and  996|  135.2  to  180th  st,  x  w  31  to  beginning, 
2-sty  frame  dwelling  and  vacant.  Moses  F  Goldstein  to  David 
Schwartz.  %  part.  All  title.  Mort  $16,500.  July  11.  July 
17,  1906.     11:3096.  other  consid  and  100 

Courtlandt  av.  No  927,  w  s.  150  n  162d  st,  25x137x25.3x141,  5-sty 
brk  tenement.  Herman  C  Borger  to  John  Becker.  Mort  $22,000. 
June  23.     July  16,  1906.     9:2409.  other  consid  and  100 


nom 
Frank   A 

nom 
Frank   A 

nom 
Frank   A 


♦Corsa  av  (Eastchester  road),  s  e  cor  Chester  av,  being  lots  11 
and  12  map  Seneca  Park.  50.x96.  CONTRACT.  Thomas  Sexton 
with  Daisy  Weil  and  Lydia  Taylor.     June  29.     July  l(i,   1900. 

1,200 
Creston  av,  w  s,  99.8  s  lOSth  st,  7.5x100.4,  vacant.     Philip  F  Dono- 
hue  et  al  INDIVID,  EXRS,  &c,  of  Owen  McGinnis  to  William  Gul- 
ly  and   Margt   A   McGrath.     July   11.     July   12,   1906.      12:3318. 

6.000 
Crotona  av,  e  s,  99.4  s  Elmwood  pi,  25x9(J.l,  vacant.  Mary  A  Shea 
widow  to  Chas  E  Stahl.     July  2.     July  12,  1900.     11:3092. 

other  consid  and  100 
Crotona  av.   No  2141,  late  Grove  st,  w  s,   1.58.7  n  181st  st,  26..5x 
120. .S  with  all  title  to  strip  bet  above  and  w  s  Crotona  av.  2-sty 
frame  dwelling.     Sarah  P  Lyons  to  Katherine  Becker.     Mort  $3,- 
2.50.     July  2.     July  13.  lOOO.     11:3083.  other  consid  and  WO 

Crotona  av.  late  Grove  av,  s  c  s,  at  n  e  s  181st  st,  60x160.  except 
part  for  Crotona  av,  vacant.  Joseph  Hecht  to  Stephen  Schrader. 
Mort  $6,000.     July  12.     July  13,  1906.     11:3098. 

other  consid  and  100 


Courtlandt  av,  No  526,  e  s. 


n  148th  st,  53.3x100.1,  3-sty  frame 


tenement  and  store  and  2-sty  frame  tenement  in  rear.  Alfred  E 
Hanson  to  Samuel  E  Jacobs.  Mort  $23,000.  May  4.  July  13. 
190().     0:2327.  other  consid  and  100 

Coddington  av.  n  w  cor  Eastern  Boulevard,  runs  w  50  x  n  101.10 
x  w  50  X  n  25  X  e  100  x  s  128.7  to  beginning. 

Waterbury  av,  n  s,  25  e  Hollywood  av,  25x10,  vacant. 
Chas  V   Halley  et  al   to   Chas  V  Halley  Jr.     June  21.     July  12^ 
1906.  100 

♦Doris  av,  s  w  cor  Lyon  av,  120x101.9x120x101.8.  Garniss  E 
Baker  to  Ronald  K  Brown  and  Geo  H  Culver.  All  liens.  June 
14.     July  13,  1906.  nom 

Decatur  av,  e  s.  330.10  n  104th  st,  24x100,  2-sty  frame  dwelling. 
Wm   Wirth    to   Rosanna   Nevins.      Mort   .$5,000.     June   29.      Juiy 

17,  1906.     12:.3277.  other  consid  and  100 
Decatur  av.  No  2077,  w  s,  51  s  201st  st,  39x110,  2-sty  frame  dwell- 
ing.     Caroline  J  Clarke  to   Edward  H  von  der  Linden.     B  &  S. 
July  16.     July  17,  190(!.     12:3285.  nom 

Decatur  av,  e  s,  330.10  n  194th  st,  24x100,  2-sty  frame  dwelling. 
Release  mort.  Dora  A  Valentine  guardian  Daniel  H  Valentine  to 
Wm  and  Kate  Wirth.     July  5.     July  17.   1906.     12:3277.  nom 

♦Edison  av  |  e  s.  1.50  n  Tremont  road,  25x234.6  to  w  s  Broadway 
x29.0x2.50.2.  Bankers  Realty  cS:  Security  Co  to  Michael  J  Walsh. 
July  17.     July  18,  1906.  other  consid  and  100 

♦Edison  av,  e  s,  .300  s  Tremont  road,  50xl(X».  Bankers  Realty  & 
Security   Co    to    Guiseppe    Lisfrieri.      July    17.      July    18,    1906. 

other  consid  and   100 

♦Edwards  av,  w  s,  397.8  s  Latting  st.  52x50. 9.x.50.x42.6.  Westches- 
ter. Annie  C  Carlson  to  Andrew  Olson.  July  12.  July  14, 
1906.  other  consid  and  100 

♦Edwards  av,  n  e  cor  Latting  st,  .50x100.  Westchester.  Eliza- 
beth  Sanders   to   Harriet    Niner   and   Stephen   E   Carmine.      July 

18,  1000.  other  consid  and   100 
♦Edison  av.  e  s,  200  n  Tremont  road,  50x100.     Bankers  Realty  & 

Security  Co  to  Jeanne  Le  CoUen.     July  11.     July  12.  1906.     1.800 
♦Ellison  avle  s.  .350  s  Latting  st,  2.5x142.6  to  w  s  Edwards  av  x26.3 
Edwards  av|     xl34.6,    Westchester.      Annie    C    Carlson   to    Gustave 

0  Johnson.     July  12.     July  14,   1906.  other  consid  and  100 

Edgewater  road,   w  s,  .597.7  n  Westchester  av,  25x100,   2-sty  brk 

dwelling.     Annie  McGovern  to  Louis  Spaeth  and  Chas  W  Hauge. 

Mort  .$4,000.     July  12.     July  13,   1906.  other  consid  and   100 

Edgewater  road,   w  s.  497.7  n  Westchester  av,   25xl()0,  2-sty  brk 

dwelling.      Annie    McGovern    to    Chas   H    Sperzel.      Mort   $4, .500. 

July  12.     July  13,  1906.     11:3012.  other  consid  and  100 

Edgewater  road.   No   1499,   w  s,   622.7  n  Westchester  av.   25x100, 

2-sty   brk  dwelling.     Annie   McGovern   to  Christian   H   Schrader. 

Jr.     Mort   $4,000.     July  12.     July  13,   1906.     11:.3012. 

other  consid  and  100 
Franklin  av.  No  1204,  s  e  s.  1.54  s  w  168th  st,  30x100,  2-sty  frame 

dwelling  and  vacant.     Rosie  Ried  and  Philip  Jaeger,  Sr.  to  Leo  P 

Kelly.     Mort  $4,200.     July  12.     July  14,  1900.     10:2614. 

other  consid  and  100 
♦Fort  Schuyler  road,  w  s,  abt  435  n  Marrin  st,  25xl30x25x — .  Enoch 

Vreeland  to  Catherine  Masterson.     July  11.     July  12.  1906. 

other  consid  and  100 
Franklin  av.  No  1310,  e  s.  120.6  n  169th  st.  25x125,  2-sty  frame 

dwelling.      Release    dower.      Maria   Thompson    widow    to    Arthur 

M,   Isabella  L  and  Ruby  G  Thompson.     June  11.     July  14,   1906. 

11:2933.  576.90 

Fulton   av.   No  4057,   w  s,  2.53.5  s  175th  st,   40x102.7x40x104.1,1 

5-sty  brk  tenement. 
Fulton   av,   No   4053.   w   s,  293.5  s   175th  st,   41x101x41.1x102.7, 

5-sty   brk   tenement.  | 

Simon  Ginsburg  et  al  to  Nathan  Greenberg.     Mort  $73,3.32.     July 

16.     July  18.  1906.     11:2930.  other  consid  and  100 

Franklin  av.  No  1385,  w  s.  1.33.8  s  170th  st,  44x207.6x20.3x208.1, 

2-sty   frame   dwelling.      Abraham  Jacobs   to  Prescott  Realty  Co. 

July   10.      Morts  $9,000.     July   17.   1906.      11:2931. 

other  consid  and  100 
Forest  av.   No  926.  e  s,  36.1  s  163d  st,  18.4x95,  3-sty  frame  ten- 
ement and  store.     Reinhold  Hermel  to  Wm  Koechlin.     Mort  $4.- 

.500.     July  16.     July  17.  1906.     10:2().58.  other  consid  and  100 

♦Green  avl   s  e  cor  Butler  pi,   KM)  to  Halsey  pi.  x25.     Jennie  Ma- 
Halsey  pi  |     rins  to  Frank  Padula.     June  26.     July  17,  1906. 

other  consid  and  100 
♦Grace  av    I  w  s,  70  n  St  Raymond  av,  25x — x —  to  St  Raymond  av, 
St  Raymond!     x — x — .     Jennie  Marino  to  Frank  Padula.     June  2(5. 

July   17,   1906.  nom 

Gun  Hill  road,  s  s,  at  c  1  DeKalb  av,  runs  s  99.5  x  e  80  x  n  100.11 

to  road,   x  w  SO  to  beginning,   vacant.      Release  mort.     Charles 

Dickinson  to  Meyer-Gatling  Investing  Co.     July  5.     July  17,  1906. 

12:3327.  nom 

Same  property.     Meyer-Gatling  Investing  Co  to  Nathan  Glassheim 

and  Max  Weber.     July  5.     July  17.  1906.     12:3327.  nom 

Grant  av,   n   e   cor  165th   st,  32.Sxl02.,8x41.9xia3.4,   vacant.  | 

Grant  av,   s  e  cor  166th  st,   32x100.6x32x100.4,  vacant,  | 

Release  of  building  loan  agreement.  &c.     Manhattan  Mortgage  Co 

to  Edgar  A  Whitney.     July  12.     July  18,  1900.     9:2448.  nom 

Same   property.      Release  mort.      Juliet   M  Livingston   to   Whitney 

Construction  Co.     June  26.     July  18,  1906.     9:2448.  3.000 

Same    property.      Whitney    Construction    Co    to    Robert    F    Place. 

July  17.     July  18,  1906.     9:2448.  other  consid  and  100 

Grand  Boulevard  and  Concourse,  s  e  cor  Echo  pi.  lots  1  to  8  map 

James  G  Powers.     Wm  A  Cameron  to  Morris  Dreiblatt,  N  Y.  and  • 

Daniel    Wolkowisky.      Mort    $17,000.      July   10.      July    18,    1906. 

11:2809.  other  consid  and   100 

Grand  Boulevard  and  Concourse,  e  s.  88.8  n  e  179th  st.  runs  e  15.5 

X   n   42.6   to   Concourse,   x   s   w  44.2   to   beginning,   gore,   vacant. 

James  Reilly  to  Emma  F  Whitely.     July  13,  190(5.     11:2S12. 

other  consid  and  100 
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Grand  av,  e  s,  382.8  s  Burnside  av,  25x90,  2-sty  frame  dwelling.. 
Release  mort.  Manhattan  Mortgage  Co  to  The  Lochinvar  Realty 
Co.     July  M.     July  lii.  1!)0(;.     11:2870.  nom 

*Gainsburg  av,  w  s,  100  n  Tremont  road,  50x100.  Samuel  H  Gains- 
borg    to    Mildred   H    Williams.      July   11.      July   12,   ]!)0(i. 

other  consid  and  101) 
Hughes  av,  s  e  s,  VI^i  n  e  18.3d  st,  25x100,  vacant.     Joseph  E  Phe- 
lan  to   I'eler  W  Schlosser.     July  14.     July  10,   I'JOO.     11:311,87; 

other  consid  and  1110 
Intervale  av,  s  w  cor  l(i5th  st,  111.2x82.9x120.11x40.3.  except  part 
for  st,  vacant.     Fredk  E  Steeg  to  Wm  P  and  Fredk  C  Krumdieck. 
Mort  $3,.''i(K>.     July  11!.     July  17.   1900.     10:2009. 

other  consid  and  100 
Intervale    av,    w   s.    291.11    s    1(!7th    st,   50x88x.50.(ix80.11.    vacant. 
FORECLOS.     Henry  J  Goldsmith  referee  to  Jacob  Hirsch.     Mort 
^2,0(X).     July   IS,   ]90(;      10:2700.  5,0U0 

Inilependence  av,  n  w  cor  Kappock  st,  late  Washington  av,  runs 
n  e  072.0  to  s  s  road,  x  n  w  245.5  x  s  w  490.0  to  n  s  Washing- 
ton av,  X  —  to  beginning,  contains  3  acres,  1  rood  and  23  14-100 
perches,  except  parts  for  sts.  2  and  3-sty  frame  dwelling  and 
vacant.  Geo  P  Naylor  Individ,  EXR,  &c.  Pater  Naylor  to  Chas 
R  Demarest.     June  13.     July  13,  1900.     13:3411.  70.000 

*Jones  av.  e  s,  370.10  s  Kingsbridge  road,  25x100.  Land  Co  B  of 
Edenwald  to  Harris  Zuckerman.  July  12.  Zuckerman.  July  12. 
July   17,   190(i.  nom 

Jackson  av.  n  w  cor  150th  st,  25x77.2x25x76.11,  5-sty  brk  tene- 
ment and  store.  FORECLOS.  Wm  L  Turner  referee  to  Esther 
A  Wheaton.     July  9.     July  18.   1906.     10:2636.  36,000 

Jerome  av,  e  s,  148  4  s  Gun  Hill  road.  50x100,  vacant.  Release 
mort.  Charles  Dickinson  to  Meyer-Gatling  Investing  Co.  July 
5.      July   13,    1900.      12:.3327.  nom 

Jerome  av,  e  s,  at  n  e  s  Mosholu  Parkway  North,  runs  n  142.6  to 
c  1  of  an  80-ft  st  x  e  100  x  s  115  x  s  w  67.7  x  n  w  along  Park- 
way 7.8.8  to  beginning,  vacant.  Edward  Magda  to  Rosalia  wife 
said  Edward  Magda  and  Camille  Hoffmann.  Mort  lfl2,2.50.  July 
3.     July  13.   19(10.     12:3320.  nom 

Jerome  v,  e  s,  148.4  s  Gun  Hill  road,  50x100,  vacant.  Meyer- 
Gatling  Co  to  Ida  F  Snyder,  of  Brooklyn.  July  5.  July  13,  1906. 
12:. 3.327.  nom 

*Kingsbridge  road,  w  s,  abt  148  n  4th  av,  111x172.3x75x85.6.  Jo- 
sephine wife  of  Joseph  T  Watson  to  Marie  E  Sehwarz.  Mort 
.$2,300.     July  11.     July  16,  1906.  other  consid  and  100 

*Lafayette  av,  w  s,  128.6  n  Fordham  av,  .50x120.6,  City  Island. 
John  McClane  to  James  Reynolds.     July  13.     July  14.  1900. 

other  consid   and   100 

♦Lenox  av.  w  s,  2.50  n  Broadway,  2.5x101.4x25x101.10.  Mt  Pleasant, 
Westchester  Co.  Louis  R  Peters  to  Alex  E  Sparsam.  July  11. 
July  12,  ]90(>.  100 

Lafayette  av.  s  s,  310  e  Whittier  st,  .50x92x50.x93,  vacant.  Max 
Scobolott  to  Julius  B  Ikelheimer  and  Morris  Mendel.  Mort  $205. 
July  ](!,  1906.     10:2705.  other  consid  and  lOO 

Marion  av,  n  w  s,  bet  193d  st  and  194th  st  and  37.6  s  w  lot  126, 
37. 6x — ,  being  part  lots  128  and  1.30  map  part  farm  Benj  Ber- 
rian,  Fordham.  except  part  for  av.  James  Heney  to  Victor  H 
Valory.     July  14.     July  16,  1906.     12:3287.        other  consid  and  100 

Marion  av,   e  s,  249.2  s  Kingsbridge   road,  50x — x.50xl.37.1. 

Webster  av,  n  w  s.  375  n  e  189th  st,  runs  n  w  100  x  n  e  50  x  3  e 
61.5  X  s  4.11  X  e  40.10  to  av,  x  s  w  59  to  beginning. 

Part  lot  19  map  of  the  "Elms"  at  point  111.6  s  Kingsbridge  road, 
runs  s  1,8.2  x  w  18.5  x  n  14.11  x  e  19  to  beginning,  vacant. 
Release  mort.     Emigrant  Industrial  Savings  Bank  to  Charles  and 
Fanny    Keary    INDIVID,    EXRS,    &c,    Patrick    J    Keary.      July    7. 
July   13,  1901;.     11:.3020.  6.000 

Marion  av,  e  s,  275  n  lS9th  st,  .50xll6.4x.50.1xll3.6,  vacant.  Chas 
Keary  and  ano  to  Church  of  Our  Lady  of  Mercy.  July  6.  July  13, 
1906.     11:.3020.  other  consid  and  6,000 

Same  property.  Charles  Keary  and  ano  EXRS,  &c,  Patrick  J  Keary 
to   same.     July  6.     July  13    1900.     11:3026. 

other  consid  and  6  000 

Mott  av  (McComb  av),  Nos  3.54  and  350,  e  s.  331.10  s  144th  st,  .50x 
216.5x51x220.9,  two  5-sty  brk  tenements.  Bernhard  Schaeftel 
to  N  Y  State  Realty  and  Terminal  Co.  July  5.  July  14,  1906. 
9:2341.  other  consid  and  1,000 

Morris  av,  No  1057,  w  s,  2.50.10  n  165th  st,  25x101.3x25x101.5. 
2-stv  brk  dwelling.  Rose  Orently  to  Mary  Markowitz.  Mort 
$7,.500.     July  11.     July  12.  1900.     9:2448.  other  consid  and  100 

Marion  av,  w  s,  197.10  n  1,84th  st,  50.1x91.2x.50.7x81.3,  vacant.  Edw 
H  Kelly  to  Lillian  B  Donohue,     Mort  $1,680.     July  12,   190(i. 
11:3022.  nom 

Marion  av,  w  s,  50.5  s  187th  st.  runs  w  106.7  x  s  2.2  x  w  18.5  x  s 
w  51.7  X  e  23.6  x  n  2.9  x  e  101.6  to  av  x  n  .50.5  to  beginning, 
3-sty  frame  dwelling.  Denis  Quinn  to  Frank  Duffy.  Mort  $5,- 
001).     July  16.     July  18.  1906.     11:.3022.  other  consid  and  100 

*Main  av,  s  e  cor  Central  av,  .50x100. 

St  Agnes  av.  e  s,  25  n  Central  av,  25x100. 

Seaview   av.   n  w  cor  Central  av,  50x100. 

Lorillard  av,  n  e  cor  Central  av.  .50x — ,  Baychester. 

Sarah  A  Vaden  to  Walter  W  Taylor,  of  Winterhaven,  Fla.     B  &  S. 
July   10.      July   IS,   1900.  nom 

Montgomery  av,  w  s,  .31.5  s  Popham  av,  25x100,  3-sty  frame  dwell- 
ing. Edwin  F  Branning  to  Frederic  T  Stetson.  July  16.  July 
17.   1906.     11:2877  and  2,87.8.  nom 

Marmion  av  |  old  e  s.  396  n  Tremont  av,  old  line.  66x92.6  to 

Southern  Boulevard]     w    s    Southern    Boulevard,    x72xl22..5.    except 
part  for  av.  vacant.     John  W  Ahem  et  al  to  Ferdinand  Kurzman 
and  Mary  C  Brown.     Mort  $6,000.     July  16.     July  17,   1906. 
11:3117.  other  consid  and  100 

Morris  av[   e   s.   .50  s   158th  st.   25x89.2  to  Park   av,   x27.9xl01.10. 

Park  av  |  vacant.  Julia  Ruvane  to  Isaac  Rubenstein.  Morts 
$7,800.      July   17.    1906.      9:2420.  other   consid   and   100 

Morris  av.  n  w  cor  1.53d  st,  .50x100,  vacant.  Alliegro  &  Spallone 
Construction  Co  to  Joseph  Newmark  and  Harry  Jacobs.  Mort 
$11,500.     July  12.     July  17.  1906.     9:2442. 

other  consid  and   100 

Norwood  av,  or  Decatur  av.  s  s.  4.38.4  w  205th  st,  25x112.6.  2-sty 
frame  dwelling.  Ernst  Keller  to  Carl  Bertschi.  Mort  .$5,000. 
July   17.     July  18,   1906.     12:33.53.  other  consid  and  100 

Norwood  av.  w  s.  166.7  n  2()5th  st,  lOOxlOO,  vacant.  Herman 
Schumacher  to  Edw  A  Schill.  Mort  .$3,500.  July  17.  July  18. 
190S.      12:3.3.50.  other  consid  and   100 

Norwood   av.   No  3156.  ! 

Decatur  av,  e  s,  238.4  s  205th  st,  25x112.6, 
2-sty  frame  dwelling.  | 

Release   mort.      Hamilton   Bank   to   Annie  M   J   Muller.     July   2. 
July  13,   1906.      12:3.353.  nom 

Norwood  av.  late  Decatur  av.  s  s,  463.4  w  205th  st,  25x112.6.  2-sty 
frame  dwelling.  Ernst  Keller  to  Charles  Haardt.  Mort  $5,000. 
July  12.     July  14,   1906.     12:.33.53,  other  consid  and  100 

*01d  Boston  road,  at  highway  leading  across  from  Old  Boston  roadl 
to   the   road   leading   from   Westchester  to   Bronxdale,   runs   n   e| 


along  Old  Boston  road,  S3  x  s  e  69.6  x  3  w  76  x  n  w  108  to  be- 
ginning.  Westchester. 
Boston  road,  e  s.  lots  (10  to  (i3.  partition  map  Thwaites  v  Thwaites 

l(l<i.3.\91. 1x120.5x125,    Bronxdale. 

Philip  Krauss  to  James  K  Walter. 

17.  1906. 
*Same   property.      Lewis    Samuels    to 

$7,(1(10.     June  29.     July  17.   1900. 
*01d  road,  s  s,  100  e  Storrow  st,  .50x,82.6. 

to  Nellie  O'Connor.     Mort  .$945.     June 


Mort  $7,000.     July  16. 


July 
100 
Philip    Krauss.      Q    C.      Mort 
nom 
N  Y  Catholic  Protectory 
8.     July  17.  1900.       1,3.50 


*01d  road,  w  s,  137  n  e  Saxe  av,  122.3  to  Tremont  av  xl22x30x— x — . 

Patrick    Mnnahan    to    John    Knobloch.      Mort    $2,0(X).      July    16 

July   17.   ]9(J0.  100 

*01d   road,  s  s.   175  o  Storrow  st,  25x.S2.0.  vacant.     N  Y  Catholic 

Protectory  to  Jane  Templeton,  of  South  Wilton,  Conn.     June  28. 

July   13.   1906.  625 

*01d    road,   s   s,    1.58.6   e   Pugsley   av,   99x145.6x115.3x124,   vacant. 

N  Y  Catholic  Protectory  to  John  Naumann.     Mort  $2,000.     June 

28.     July  13,   1906.  4  000 

*Pelham  av,  s  e  s.  87.2  w  Robin  av,  29.6x(j9.3x2.5x84.11.     Bankers 

Realty  &  Security  Co  to  John  Colohan.     July  9.     July  12,  1906. 

other  consid  and   1(K) 
*Pugsley    av,    w    s,    .50    s    Benedict    av,    50.x96.0x.50x94.7,    vacant. 

N   Y   Catholic   Protectory   to   Edw  A   Schill.      Mort  $1,505.      June 

28.     July  13,   1906.  2  1.50 

*Pugsley  av,   w  s,   9S.(>  s   Westchester  av,   47.2x105.1x47.2x103.4.1 
Benedict  av,  n  s,  150  w  Pugsley  av,  50x100,  vacant.  | 

N  Y  Catholic  Protectory  to  Garniss  E  Baker.     Mort  .$3,311.     June 

28.     July  13,  1906.  47.30 

*Paulding  av,  e  s,  .59.0  s  227th  st,  50xl0S.3x.50xl05.7. 
227th  st,  s  s,  102.7  e  Paulding  av,  50x109.6. 
Paulding  av,  e  s,  109.6  s  227th  st,  2.5x109.7x25x108.3. 
225th   st,  s  3.   18(>.3  w   Paulding  av,  50x109.6. 

Sound   Realty   Co    to    G    Washbourne   Smith.      July   9.      July   12', 

1900.  other  consid  and  KKD 

*Paulding    av,    e    s.    34.(!    s    225th    st,    50x104.3x50x101.7.      Sound 

Realty   Co    to   Louis    Roth.      July   11.     July   14,    1900>. 

other   consid   and    100 
*Paulding   av,    e   s,   34.6   n   226th   st,   25x112.2x25x110.11.      Sound 

Realty  Co  to  Joseph   Levine.     July  11.     July  14,   1906. 

other   consid  and   100 
*Paulding  av,   n  e  cor  225th  st,   59xl02.6x.59xlO5.6.   Sound  Realty 

Co    to   Mary   Mueller.     July   11.     July   14,    1906. 

other   consid    and  .100 
♦Paulding  av,  s  e  cor  220th  st,  109x105.6x109x100.     Sound  Realty 

Co   to   Delia  L  Conroy.     July  10.     July   14,   I'.IOO. 

other  consid  and  100 
♦Paulding  av,  n  e  cor  224th  st,  34.6x105.6x34.6x103.10.  I 

Paulding  av,  s  e  cor  225th  st,  .34.6x100x34.6x101.7.  | 

Sound   Realty   Co   to   Henry   Foster.    July  7.     July   14,   1900. 

other  consid  and  100 
Pelham    av,    n    s,    127.3    w    Hughes    av,    50.11x09x50x57.8.    vacant. 

August  Kuhn  to  Arthur  W  Saunders,  of  Brooklyn.     July  16.  July 

18,    liXX!.      12:3273.  •  nom 

♦Paulding  av.  e  s,  59.6  n  226th  st,  25x109.6. 
225th  st,   s  s,  566.3  w   Paulding  av,  25x77.5x27x87.7. 
Paulding  av,   e  s,  84.6  s  224th  st.   25x105.0x25x104.3. 

Sound  Realty  Co  to  Louis  Becht.     July  10.     July  14,   1906. 

other   consid   and   100 
'•Paulding    av,    e    s,    S4.6    n    224th    st.    50xlO4.3x.50xl01.2.      Sound 

Realty  Co  to  Maurice  D  Friedman.     July  12.     July  16,  1906.  100 

♦Pugsley  av,  e  s,  .36.5  s  Old  road,  75x106x75x103.6.     N  Y  Catholic 

Protectory    to    Louis    Lowenstein.       Mort    $2,047.50.      June    28. 

July  18,  1906.  2,925 

Park  av.   No  4231,   n  w  s,   189  s  w  178th   st,  25x1.50,   except  part 

for  av.  2-sty  frame  dwelling.     Mary  J  Gaines  widow  to  Thos  E 

Fox.     July  16.     July  17.  1906.     11:.3027.  other  consid  and  100 

♦Pelham  road,  s  e  s.  116.9  s  w  Robin  av,  29.7x,84.11x — x69.3.  Re- 
lease mort.     A  Morton  Ferris  to  Bankers  Realty  and  Security  Co. 

July  11.     July  17,  1906.  300 

♦Pugsley  av,  e  s,  25  n  Benedict  av,  2.5x100.11x25x101.7.  N  Y  Cath- 
olic   Protectory   to   Thos   E   Doherty.      Mort   $822. .50.      June   28. 

July  17,  1906.  1  175 

♦Paulding   av,   w   s,   .34.6   s   225th   st,   25x109.6x25x108.2.      Sound 

Realty  Co  to  Nathan  Levitch.     July  12.     July  1(!,  1906.  100 

♦Paulding  av,  e  s.  .59  n  225th  st,  50xl00x.50xl02.6.     Sound  Realty 

Co    to   Joseph   F   Vion   and   Emily  his   wife.      July   12.     July  16, 

1906.  100 

♦Paulding  av,  n  e  cor  Corsa  lane,  runs  s  46.6  x  s  e  116.11  x  n  77.10 

x  w  101.2. 
22,3d  st,  s  s,  149.3  e  Corsa  lane,  50x127.6  to  Corsa  lane,  x59.6x95. 

Sound  Realty  Co  to  Arthur  J  Ridley.     July  12.    July  16,  1906.      100 
♦Paulding  av,  s  w  cor  2'26th  st,  .34x109. 6x.34xlll.2.  I 

♦226th  st,  s  s,  353.7  e  Paulding  av,  50x109.  | 

Sound  Realty  Co  to  Bertha  Garry.     July  12.     July  16,  1906.       100 
♦Paulding  av,  w  s,  34  s  226th  st,  75x105.6x75x109.6.  I 

225th  st,  n  s,  100  w  Paulding  av,  75x109.  | 

Sound  Realty  Co   to  Louis  Weinstock.     July   12.     July  16,   1906 

100 
♦Paulding  av,  s  e  cor  227th  st,  59.6x102.7x59.6x105.8. 
♦227th  st,  s  3,  277.7  e  Paulding  av,  100x109.6. 
Paulding  av,  w  s,  block  front  bet  226th  and  227th  sts,  219x111  3 

x219xl00. 
226th  st,  3  s.  17S.7  e  Paulding  av,  100x109. 
Paulding  av,  n  w  cor  224th  st,  runs  n  59.6  x  w  103  x  n  50  x  w  100 

X  s  109.6  X  e  200  to  beginning. 

Sound  Realty  Co  to  Isaac  Lefkowitz  and  William  Fishman    July 

16.  1906.  12 

♦Paulding  av,  w  s,  34  n  225th  st,  7.5x105.6x75x101.7.     Sound  Realty 

Co  to  Joseph  Schmidt.     July  12.     July  16.  1906.  100 

♦Paulding  av,  n  e  cor  226th  st,  34.6x113x34.6x112.2.  I 

♦Bronxwood  av.  n  e  cor  225th  st,  .59x121.6.  | 

Sound  Realty  Co  to  John  E  Sheehan.     July  12.     July  16.  1906.      100 
Prospect  av.  No  689,  w  s,  244.3  n  152d  st,  19.3x95.  3-sty  brk  tene- 
ment.    Helena  Dillenberg  to  Annie  Davis.     Mort  .$8,500.     July  11. 
July  12,  1906.     10:2675.  other  consid  and  100 

♦Roosevelt   av,   s   s.   1(X)   e   Rosedale   lane.   25x100.      The   Lamport 

Realty  Co  to  Joe  C  White.     July  16,  1906.  other  consid  and  100 

♦Railroad  av,   s  w  cor  Lafayette  st,   108x1.53.4.     Ronald  K  Brown 

to  Ronald  K  Brown  and  Geo  H  Culver.     Mort  .$3,000.     June  15. 
July  13.  1906.  nom 

♦Road  to  Williamsbridge  Depot,  n  s,  53.4  n  w  Grant  st,  26.8x120 
x25xnO.  Westchester.  Jennie  A  O'Ryan  to  Mary  L  Hayes.  July 
10.     July  12,   1906.  other  consid  and  100 

♦Road  to  Williamsbridge  Depot,  n  s,  53.4  n  w  Grant  st.  26.Sxl20x 
25x110,  Westchester.  Peter  Kiefer  to  Jennie  A  O'Ryan.  Mort 
.$4,.500.     July  9.     July  12,   1906.  other  consid   and  100 

♦Saxe  av,  e  s,  150  n  McGraw  av,  50x100.  Ronald  K  Brown  to  Ro- 
nald K  Brown  and  Geo  H  Culver.  All  liens.  June  15.  July 
13,  1906.  nom 
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Southern   Boulevard,   No  2232,  on  map  No  2224,  e  a,  275  n  167th 

St,  37.0x100,  2-sty  frame  dwelling.     Release  claims,  &c,  for  R  R. 

Bertha   Kramer   to   The  City  of  N  Y.     July  17.     July   18,   lOOtJ. 

10:274,5.  375 

Same  property.     Consent  of  mortgagee  to  above.     Title  Guarantee 

&  Trust  Co  to  same.     July  14.     July  18,  lOOO.     10:274.'>.  nom 

St  Anns  av,  Nos  ZC>'.)  and  oO.'!,  n  w  s.  75  n  e  14!)th  st,  runs  n  w  00. (i 
X  n  e  100  to  s  w  s  150th  st,  as  proposed,  x  s  e  74.2  x  s  37.10  x  s 
w  71.11  to  beginning,  2-sty  frame  store  and  vacant.  Frank  L 
Mueller  to  Fredericic  Tench.  Mort  $17,000.  Dec  29,  1905.  Re- 
recorded from  Jan  4.  lOOl!.     July  HI,  1900.     9:227<i.  nom 

St  Anns  av.  No  2!Kil  n   e   cor   140th   st,   27.0x101.11x27.0x100.   5-sty 

140th  St.  No  841  I  brk  tenement  and  store.  Henry  W  Siebern  to 
John  Eggers.     Mort  $25,750.     July  16.     July  17.  1000.     10:2553. 

other  consid  and  100 

*Saxe  av,  n  e  cor  Old  road,  75x70x109,  gore.  I 

Old  road,  w  s,  137  n  c  Saxe  av,  122.3  to  Tremont  av,  x.SO.x — x — .  | 
Delaware  &  Hudson  Realty  and  Impt  Co  to  Patrick  Monahan. 
Mort  $2,7lM).  July  5.     July  17.  1000.  other  consid  and  1(X> 

St  Anns  av.  No  142,  e  s.  20  n  i;!4th  st,  2flx80.  4-sty  brk  tenement 
and  store.  Ansonia  Realty  Co  to  Frank  T  Wallace.  Mort  $10,- 
000.     July  10.     July  10,  lOOIi.     10:2.547.  other  consid  and  100 

Southern  Boulevard,  n  s,  2.50  w  Av  St  John.  150x115,  vacant.  Re- 
lease mort.  Maurice  J  Kraus  to  Wm  Wainwright.  July  5.  July 
13,  1000,     10:2083.  nom 

Trinity  av,  No  080,  e  s,  500  s  156th  st,  25x73.5x25x74.5,  4-sty  brk 
tenement  and  store.  John  Martin  to  Wm  F  Fetzer.  Mort  $13,- 
500.     July  10,  ]!MM>.     10:2(;35.  other  consid  and  100 

Tinton  av,  Nos  ]3(>  and  ],'58,  e  s,  25  n  152d  st,  40x100,  5-sty  brk 
tenement.  The  Union  Avenue  Realty  and  Construction  Co  to 
"Christian   Sattler.     Mort   $30,(XM».     July   12,   ItKHi.      10:2065. 

other  consid  and  100 

Teller  av.  No  1310.  c  s.  74.9  n  IGOth  st.  10.0x80,  2-sty  frame  dwell- 
ing. Thornton  Brothers  Co  to  John  C  Whiting.  Mort  $3,100. 
July  10.     July  17.  10(Hi.     11:2782.  other  consid  and  1(K) 

Tremont  av,  s  s,  89.0  e  Arthur  av.  75x100.5x75. 2xl00..5.  vacant. 
Jacob  Kottek  to  Abraham  Klinkowstein.     B  &  S.     June  20.     July 

17,  1900.     11:2947.  nom 
*Tremont   av.   n   s,   129.7   w   170th   st.   57.1xll0.6x.50x138.6.      N   Y 

Catholic   Protectory   to   John   J   Byrne.      Mort   $2,.5O0.      June   28. 
July  17,  1900.  3,750 

*Tremont  av,  n  s.  186.9  w  170th  st,  57.1x92,8x50x120.7,  vacant. 
N  Y  Catholic  Protectory  to  Max  Sternberg.  Mort  $2,310.  June 
28.     July  14.  1900.  3,3<X) 

Topping  av.  No  1094,  e  s,  155  s  174th  st,  25x95,  2-sty  frame  dwell- 
ing. Henry  Lang  to  Charlotte  Kail.  Mort  .$0,()(Xt.  July  17. 
July   18,  1!XX;.     11:2790.  other  consid  and  100 

*Theriot  av,  w  s,  125  n  Westchester  av.  50x100.  Geo  H  Taylor 
to  Isabella  Giamporcaro  and  Annie  New.  All  liens.  June  28. 
July  18,   19<K'i.  other  consid   and   100 

Union  av.  No  tX)8,  e  s,  35  s  151st  St,  17.0x90.  4-sty  brk  tenement. 
Esther  Eisenberg  to  Max  Cohen  and  Emanuel  Glauber.  Mort 
$7,000.     July  10.     July  18,  190(f    10:2074.       other  consid  and  100 

Union  av.  No  005,  w  s,  45  s  151st  st,  20x100,  3-sty  frame  tene- 
ment. Herman  Hell  to  Cornelius  Holland.  Mort  .$3,.500.  July 
10.     July  18,  1900.     10:2004.  other  consid  and  100 

Union  av,  No  008.  e  s.  35  s  151st  st,  17.0x90,  4-sty  brk  tenement. 
Max  Cohen  et  al  to  Esther  Eisenberg.  Mort  $0,000.  July  10. 
July   17,   190(i.      10:2674.  other   consid   and   100 

Union  av.  No  819,  w  s,  195.3  n  Cedar  pi,  17.0x113.3,  2-sty  frame 
dwelling.  Rudolph  Zimmermann  to  Frederick  A  Stroh.  Mort 
.$ .     July  10.  1900.     10:2001!.  other  consid  and  1(X) 

Vyse  av.  No  1518,  e  s,  1.50  n  172d  st,  25x117.0x87.0x100.  and  be- 
ing that  part  which  lies  parallel  with  and  225  n  172d  st.  2-sty 
frame  dwelling  and  vacant.  Release  mort.  Ole  H  Olsen  to  So- 
phie M  Olsen.     July  12.     July  13,  1900.     11:2990.  nom 

Same  property.  Sophie  M  Olsen  to  Crotona  Realty  Co.  July  12. 
July  13,  1900.     11 :2990.  other  consid  and  KX) 

Valentine  av,  e  s,  173.1  n  182d  st,  25x73.7x25.1x71.9.  2-sty  brk 
dwelling.  Martha  F  Schorer  to  Edw  J  Deegan.  Mort  $0,.500. 
June  30.     July  12,  1906.     11:3145.  other  consid  and  1(M> 

Walton  av.  No  21(12,  e  s,  75  s  181st  st,  2.5x100.  3-sty  frame  tene- 
ment. Hyman  Axelrood  et  al  to  B  Spoerri  Roebelen.  July  14. 
Mort  $10.5011.    July  17.  1900.     11:3187.  other  consid  and  KX) 

Washington  av.  No  21177,  w  s,  175  s  Talmadge  st.  and  160.10  s 
l.SlHh  St.  .50x140,  L'-sty  frame  dwelling.  Mishkind-Feinberg 
Realty  Co  to  Wm  Connolly.  Mort  $9, .500.  July  10.  July  17. 
19(X!.     11:3030. 

Washington  av  |  s  e  cor  107th  st,  runs 

107th  st,  Nos  730  to  74<i]     x  s  5.4  x  w  20  to  av, 
ning,   two   3  and   one  2-sty   frame   dwellings 
Mohr   to  Charles   Klingenstein.     Mort   .$9,000. 
liXllJ.     9:2371. 

*Westchester  av,  s  s,  275  w  Pugsley  av,  50x100.  N  Y  Catholic 
Protectory  to  Adele  Goldberg.  Mort  $3,290.  June  28.  July  17, 
1906.  4.7tX> 

Wales  av     |  n  w  cor  147th  st,   118.6x200  to  e  s  Concord  av,  3-sty 

Concord  av|     frame    dwelling    and    vacant.      Adamant    Real    Estate 

147th  st  I  Co  to  Kath  Van  V  Speyers.  Mort  $22,000.  July  M. 
July  17.  lOtMi.     10:2580.  other  consid  and  100 

Woodycrest  av,  e  s,  325  s  164th  st,  37,6xl0<),  vacant.  Wm  H 
Young  to  Theo  A  Schnitzlein.  C  a  G.  July  16.  July  18,  1900. 
9:2.507.  other  consid  and  100 

Woodycrest  av,  e  s.  362.6  s  164th  st,  37,6xl(Kl.  vacant,  Wm  S 
Pfendcr  to  Theo  A  Schnitzlein      C  a  G.     July  18.  19IK).     9:2507. 

other   consid  and   KX) 

Webster  av,  Nos  1472  and  1474.  e  s,  25  s  171st  st,  37.0x95. 7x 
.37.0x93.8,  two  4-stv  brk  tenements.  Laura  Opper  to  Jacob  Sel- 
igson  and  Ella  Weiss.  Mort  $18,000.  July  17.  July  IS.  1900. 
11:2896.  other  consid  and   100 

Woodycrest  av.  w  s.  201.7  s  162d  st,  25.2x111. 10x25x114.11.  va- 
cant. Margaret  Crowley  to  Rosa  Rechnitzer.  July  17.  July 
1,S,    1906.      9:2511.  other   consid   and    100 

*While  Plains  road,  w  s.  306.6  s  Unionport  road.  45.0xl22.llx 
101.7.  gore. 

Bear  Swamp  road,  s  w  cor  Cruger  av.  runs  n  w  127  x  s  35.7  x  s 
43.11  X  n  e  82.0  x  s  e  19.2  x  e  37.3  x  n  284.4  ^o  begjnning. 

Bear  Swamp  road,   s  e  cor  Cruger  av.   ]77.7xl07.0xll5.\202.4. 
Release  mort.     Lambert  G  Mapes  to  Frank  A  Becker.     July  11. 
July  14.   1906.  nom 

*Samc  property.  Release  mort.  Wm  H  Birchall  to  same.  July 
11.     July   14.    1906.  nom 

*Westchester  av,  s  s,  200  w  Pugsley  av.  75x120.  N  Y  Catholic 
Protectorv  to  Leonard  Halberstad.  Mort  $4,987.50.  June  28. 
July  18.   1906.  7,125 

*Westchester  av,  n  s,  200  w  Pugsley  av,  75x100.  N  Y  Catholic 
Protectory  to  Henry  Demmerle.     Mort  $5,092.50.     June  28.     July 

18,  1906.  7:275 
♦Westchester  av.  w  s.  100  n  Pugsley  av,  100x100.     N  Y  Catholic 


other  consid  and  100 
e  (i.5  X  s  70  X  w  4.5 
X  n  7.5.4  to  begin- 
and  stores.  Jacob 
July  6.  July  17, 
other  consid  and  100 


Protectory    to    Leonard    Halberstad.      Mort    $7,tK10.      June    28. 
July  18,  IfMlO.  lO.fKX) 

♦White  Plains  road  (.3d  st),  e  s,  50  n  220th  st,  25x105,  except  part 
for  road.  Wakefield.  Alex  E  Margolis  to  Frank  Greco.  July  2. 
July  18,  190(>.  other  consid  and  100 

Webster  av.  w  s,  bet  189th  st  and  Kingsbridge  road,  lots  3.  4  and 
5  partition  map  heirs  Rebecca  Bassford  at  Fordham,  170.3x40.10 
xl.S3x43.11.  Grace  S  Storm  et  al  to  Emerence  K  Ager.  Mort  $10,- 
500.     July  12.     July  13,  1900.  other  consid  and  100 

Same  property.  Emerence  K  Ager  to  Anthony  F  Koelble.  Mort 
$10,200.     July  12.     July  13.  19110.     11  ::il)Jii.     other  consid  and  100 

Webster  av.  n  w  s.  .375  n  e  189th  st,  runs  n  w  KXI  x  n  e  50  x  s  e 
01. .5  X  a  4.11  X  e  4(M0  to  av,  x  s  w  50  to  beginning. 

Part  lot  19  map  of  the  "Elms"  begins  at  e  s  lot  19  111.0  s  Kings- 
bridge  road,  runs  s  18.3  x  w  18.5  x  n  14.11  x  e  19  to  beginning, 
vacant. 

Chas  Keary  and  ano  to  Henry  A  Koelble.     July  6.     July  13.  1900 
11:.3O20.  •  other  consid  and  8,000 

Same  property.  Henry  A  Koelble  to  Anthony  F  Koelble.  Mori 
$0,(KKI.     July  12.     July  13,  1!K)0,     11::;(r_'t;.         other  consid  and   100 

Same  property.  Chas  Keary  and  ano  as  EXRS.  &c,  Patrick  J  Keary 
to  Henry  A  Koelble.     July  0.     July  13,  19(H). 

other  consid  and  S.OOO 

Washington  av.  No  2457,  w  s,  163  n  188th  st,  25x110,  2-sty  frame 
dwelling.  Thos  F  Gunn  et  al  to  John  and  Philip  Reilly.  July  l.'t. 
July  14.  KXMi.     11:3042.  other  consid  and  100 

Wendover  av.  No  085.  n  s,  146.11  e  Webster  av,  37.0x83.5.x37.6x 
Si. 3,  4-sty  brk  tenement.  George  Hollerith  to  Louis  H  Giraud. 
Mort  .$20.(X)0.     July  10.     July  12,  1900.     11:2897. 

other  consid  and  100 

Washington  av.  No  1774.  e  s,  old  line,  296.3  s  175th  st.  old  line, 
20  3x120,  except  part  for  av.  5-sty  brk  tenement.  Franz  Kah- 
lenberg  to  Elizabetha  Meixel.  Mort  $15,000.  July  12.  July  14. 
19(10.     11:2910.         __  _  _other  consid  and  100 

Washington  av.  No  1770,  e  s,  old  line,  1170  s  17.5th  st,  old  line,  20.3 
xl20.  except  part  for  av.  .5-sty  brk  tenement.  Same  to  Anton 
Gotz,      Mort  $15,000.     July  12.     July   14.  1906.     11:2916. 

other  consid  and  100 

Whitlock  av,  s  e  s,  517.10  s  w  Leggett  av.  runs  s  e  35. ,S  x  s  w  7.5 
X  n  w  38.4  to  av  X  n  e  75  to  beginning. vacant.  Leopold  Hulter 
to  Julius  H  Haas.     All  title.     July  0.     July  14,  1900.     10:2604. 

nom 

♦White  Plains  road,  w  s,  .50.2  n  239th  st,  .59.lx.59, 2x59,1x61.1,  ex- 
cept part  for  road:  also  excepting  gore,  begins  White  Plains 
road,  w  s,  109.4  n  239th  st.  runs  w  .59.2  x  n  12.10  x  s  e  64.2  to 
beginning.  Wm  H  Field  to  Catherine  Witt.  Correction  deed. 
July  2.     July   13.   1906.  other  consid  and  100 

♦Willett  av,  w  s,  200  n  216th  st,  strip,  IxKX),  Olinville,  John 
O'Brien    to   Emily  F  Askey.      Q  C.     July   11.      July  12,   1900.       100 

♦Westchester  av.  n  s,  02.2  e  Public  pi,  .50x100,  vacant.  N  Y 
Catholic  Protectory  to  Albert  Grauer.  Mort  $6,020.  June  28. 
July   14,    ItXMi.  S,(>00 

♦Westchester  av,  n  e  cor  Pugsley  av,  25.5x100x23.6x100.  N  Y 
Catholic  Protectory  to  Ellen  Morrissey.  Mort  $2,520.  June  28. 
July  14.   19(M5.  3.000 

♦Westchester  av.  n  s,  25.5  e  Pugsley  av.  25. .5xl00.x23. 0x100.  Same 
to  same.     Mort  $1.7.50.     June  28.     July  14,  1900.  2,.500 

♦Westchester  av.  s  w  cor  Pugsley  av,  100x101. 10xl00.4x.98.0.  N  Y 
Catholic  Protectory  to  Herman  A  Koenig.  Mort  $3,010.  June 
28.     July  14,  190t>.  11,425 

♦Westchester  av.  n  s.  275  w  Pugsley  av,  50x100,  vacant.  N  Y 
Catholic  Protectory  to  Herman  A  Koenig.  Mort  .?.3.010.  Jnue 
28.     July  12,  1900.  4.300 

♦Westchester  av.  s  s,  32.5  w  Pugsley  av,  50x90,  vacant.  N  Y  Cath- 
olic Protectory  to  Richard  A  Schnell  and  Chas  J  Liesak.  Mort 
$2,870.     June  28.     July  12.  I!l06.  4.100 

♦Zerega  IGreen)  av,  w  s,  25  n  Glebe  av,  25x100.  Patrick  J  Daly 
to  Annie  Cashel.     July  9.     July  12,  1900.  nom 

3d  av.  now  College  av.  e  s.  226.10  s  Pelham  av,  2.9.\9.5,  with  all 
title  to  strip  between  .3d  and  College  avs.  John  B  Haskin  to 
Martin  J  Klug.     June  2.5.     July  12.  IIXIO.     11;.3033.  900 

♦5th  st,  n  w  s,  273.11  n  e  Green  av,  25x103,  Westchester.  Vaclav 
Pavelka  to  Frances  Cadilek.  Mort  $2,000.  July  13.  July  10. 
1900.  other  consid  and  100 

♦0th  av.  n  w  cor  Arthur  st.  lots  916  to  921  map  Laconia  Park,  each 
lot  25x100.  I 

5th  av.  w  s,  lots  474  and  475  same  map.  .50.x60.10x.50. 6x70.9.  | 
Hellen   M   Avery   to   Patrick  McArdle.     July  11.     July  17,   1906. 

100 

All  right,  title  and  interest  to  land  lying  s  of  a  line  19.5  w  Elton 
av  and  KXI  s  1.54th  st,  runs  w  .50.  Mary  A  wife  John  McCarthy 
to  Rockland  Realty  Co.     Q  C.     July  11.     July  13,  1906.     9:2375. 

nom 

Interior  strip,  at  c  1  blk  bet  Southern  Boulevard  and  Fox  st, 
at  point  250  w  Av  St  John,  runs  n  6  x  w  130  x  s  6  x  e  130  to  be- 
ginning. Release  mort.  Arthur  Knox  to  Wm  Wainwright. 
July  5.      July   13.   1900.      111:2083.  nom 

Lot  18  map  02  lots  Mt  Hope.  Atte  Mencher  to  Samuel  and  Mor- 
ris  Mencher.      Morts   $ .      July   17,   1906.      11:3144   and  3149. 

other  consid  and  100 

♦Lots  192,  290  and  291  map  327  lots  Hunter  estate.  Release  mort. 
Lawyers  Title  Ins  and  Trust  Co  to  Hudson  P  Rose.  July  12. 
July  17.  lOm.  1.300 

♦Lots  118  to  123  and  158  to  161  amended  map  Adee  Park  (10  lots). 
Adee  Syndicate  to  Louis  F  W  Wallace.     July  11.     July  16.  1906. 

other  consid  and  100 

♦Lots  1.  2,  3.  15  to  18,  36  to  .50,  52  to  56,  65  to  68,  ,83  to  93,  97  to 
113,  131  to  139,  228  to  241,  2.50  to  2()3.  290,  291,  318  to  321. 
.396  to  39.S  (105  lots),  same  map.  Same  to  Warwick  Realty  and 
Construction   Co.      Confirmation   deed.     July   11.     July   16,   1900, 

other  consid  and  100 

♦Lot  311  same  map.  Same  to  same.  Mt  $500.  April  4.  July  16. 
1906.  other  consid  and  100 

♦Lots  57,  58,  95,  114  to  117.  124  to  1.30,  1.54  to  1.57.  264  to  271. 
306  to  309  (30  lots),  same  maps.  Same  to  Jennie  Adee,  July 
11.     July  10,   lOlMi.  other  consid  and   100 

♦Lots  19,  24  to  28,  33  to  35,  176  to  179  and  283  (14  lots),  map 
Adee  Park.  Release  mort.  Henry  Lipps  Jr  to  Adee  Park  Realty 
Co.     July  12.     July   18,   KMlli.  3,500 

Lot  31  map  112  lots  estate  Moses  Devoe  at  Fordham  Heights.  Al- 
fred Q  Elgar  et  al  to  James  J  Heney.  July  10.  July  16,  1900. 
11:3219.  "  other  consid  and  100 

♦Lots  145.  147,  149.  151.  1.53.  155.  157.  1-59  map  Peuficld  property 
at  South  Mt  Vernon.  The  linion  Surety  and  Guaranty  Co  to  Wm 
W  Penfleld.     B  &  S.     Apr  — .  1902.     July  10.  1906.  nom 

♦Lot  201  map  Arden  properly.  Release  mort.  .'\nnie  V  Taylor  to 
Emma  L  Shirmer..     July  12      July  10,  190li  313.32 

♦Lot  78  map  125  lots  Ruser  estate.  Hudson  P  Rose  Co  to  Fred- 
erick and  John  Rado.     Apr  9      July  12.  1906.  nom 


Tbe  text  ol  thes*  pages  it  copyrighted.     All  righti  »r*  r«s*rT«d.    Nbttte  is  Kfereby  given  that  infringement  will  lead  *" 
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DYCKERHOFF 

PORTLAND  CEMENT 


Is  made  in  Germany.    The 

superior  quality  amply  compensates 
the  consumer  for  its  higher  price. 
It  is  perfect. 

E.  THIELE,  Sole  Agent, 
99  John  St.,  New  York. 


*Lots  lit  to  G-t  map  Adee  Park.  Hale  Building  and  Realty  Co  to 
Warwicli  Realty  and  Construction  Co.  Mort  $728.  April  4.  July 
l(i  . 11100.  other  consid  and  l(Xt 

='Lots  210  and  211  on  map  No  426,  of  building  lots  in  24th  Ward, 
lU'ar  Williamsbridge  Station,  50x100.  A  Shatzkin  &  Sous  to  Gcr- 
ardo  Paleso  and  Giuseppi  Caceavo.  Mort  .^iLOSO.  July  3.  July 
1(1.    moo.  other  consid  and  100 

*Lot  B  amended  map  of  12G  lots,  being  a  subdivision  of  plot  23  o' 
Clasons  Point.  Herman  Menaker  to  Hudson  P  Rose  Co.  Q  C. 
July  !».     July  12,   lOOG.  other  consid  anu  loO 

*Lots  202  and  311  map  327  lots  Hunter  estate.  Hudson  P  Rose 
Co  to  John  C  Coughlan.     July  7.     July  12,  ICKjG.  nom 

*Lots  .5  and  6  map  170  lots  Siems  estate.  Hudson  P  Rose  Co  to 
Vito  and  Daniel  Colangelo.     July  0.     July  12,  190G.  nom 

*Lot  8:1  map  South  Washingtonville.  Thos  W  Thorne  et  al  DEVI- 
SEES Susanna  W  Thorne  to  Wm  F  A  Kurz.     July  12,  ItKMi. 

other   consid   and    100 


LEASES 


*Lots  0,«,  it],  114,  115,  120  and  s  w  %  ot  lot  38  map  South  Wash- 
ingtonville. Marcellus  B  Willcox  to  Joseph  L  O'Brien.  B  &  S 
and  C  a  G.     July  G.     July  12,  lOOG.  nom 

*Lots  .S47A.  and  04  4to  047  map  Laoonia  Park.  Millon  J  Doern- 
berg  to  Julius  Doernberg.  Mort  .f3.250.  July  10.  July  12. 
lOOCi.  other   consid   and   100 

*Lot  234  map  Arden  property.  Alex  B  Marion  to  Alfred  C  Bach- 
man.     All  liens.     July  l).     July  14,  lOOG.  other  consid  and  100 

*Lots  120.  llil,  128,  104,  1G5  and  201  map  Arden  property.  Emma 
L   Shirmer   to   Alfred   C  Bachman.     July  0.     July   14,   1!K)G. 

other  consid  and  100 

*Lots  14,  15  and  IG  blk  C  map  portion  Matson  S  Arnow  estate, 
Westchester.  Henry  C  Mapes  to  Chester  Realty  Co.  July  5. 
July   14.    lOOG.  nom 

*Lot  .30  map  No  1  of  Olinville.  Sarah  I  Hurtt  to  Patrick  O'Rourke. 
July   12.      July  13,   lOOG.  other  consid   and   100 

*Lots  4  to  11.  19  to  35,  140  to  153,  1G8  to  187,  214  to  227,  24G  to 
241),  272to  289.  293  to  305,  and  312  to  317  map  Adee  Park. 
Warwick  Realty  &  Construction  Co  to  Wm  Runkle.  Jan  14, 
1905.      Rerecorded  from  Jan  18,   1905.     July  13,   190G. 

other  consid  and   100 

*Lot  192  map  327  lots  Hunter  estate.  Hudson  P  Rose  Co  to 
Judet   A   Wilson.     July   11.     July  1.?,  19W!.  nom 

*Lots  4(i  and  47  map  No  1108  of  123  lots  Willis  estate.  Release 
mort.  Mary  A  Kent  to  Hudson  P  Rose  Co.  July  12.  July 
14,  1900.  5.50 

*Part  plot  7(i.  south  of  c  1  of  said  plot  and  all  of  plots  79,  11.5, 
and  134  same  map,  Emma  L  Shirmer  to  Chas  T  Hewitt.  July  9. 
July  1(>.  190G.  other  consid  and  100 

*Plot  81  same  map.  Same  to  Robert  Boyle.  May  4.  July  IG, 
VMV>.  other  consid  and  100 

*Plot  97  same  map.  Same  to  John  McMorrough.  May  4.  July  IG, 
190G.  other  consid  and  100 

*Plots  201  and  234  same  map.  Release  lien.  Walter  W  Taylor  to 
Alfred  C  Bachman.     July  11.     July  IG,  190G.  .53.23 

*Plot  begins  195  e  White  Plains  road,  at  point  .575  n  along  same 
from  Morris  Park  av,  runs  w  95  x  n  2.5  x  e  95  x  s  25  to  begin- 
ning, with  right  of  way  to  Morris  Park  av.  Release  mort.  Addle 
A  Sullivan  to  Frank  Flood.     July  17.     July  18,  190G.  nom 

Plot  begins  in  s  s  lot  .83  map  south  part  farm  Peter  Valentine  at 
Fordham.  109.3  e  Tiebout  av,  runs  0  23.G  x  n  5(1.7  x  w  18.5  x  s  w 
51.7  to  beginning.  Release  mort.  Josephine  Cosgrove  to  Denis 
Quinn.     June  IG.     July  18,  190G.     11:3022.  nom 

*Plot  12,  lot  14  tax  certificate  of  sale,  Westchester,  formerly  owned 
by  Elisha  Pierce.  Edwin  B  Hughes  and  ano  ADMRS  Miles 
Hughes  to  Wm  J  Kelly.     B  &  S.     May  25,  190G.     July  IG,  190G. 

22..54 

*Plot  begins  .590  e  White  Plains  road,  at  point  775  n  along  same 
from  Morris  Park  av,  runs  e  100  x  u  2.5  x  w  100  x  s  25  to  begin- 
ning. Release  mort.  Regent  Realty  Co  to  Geo  A  Devermann. 
July  10.     July  14,  190G.  7U0 

*Plot  begins  740  e  White  Plains  road,  at  point  .825  n  along  same 
from  Morris  Park  av,  runs  e  100  x  n  25  x  w  100  x  s  25  to  begin- 
ning, with  right,  of  way  to  Morris  Park  av.  Edward  Cahill  to 
Salvatore,  Francesco  and  Pasquale  Vasi,  Mort  $3,000.  July  14. 
July  1(!.  190G.  other  consid  and  100 

*Plot  begins  740  e  White  Plains  road  at  point  800  n  along  same 
from  Morris  Park  av,  runs  e  100  x  n  25  x  w  100  x  s  2.5  to  begin- 
ning, with  right  of  way  to  Morris  Park  av.  Edward  Cahill  to 
Nunzio  Abbaleo  and  Pietro  Sofia.  Mort  $3,000.  July  14.  July 
IG,  llWi.  other  consid  and  100 

Plot  begins  425  n  1.89th  st  and  .jS.G  w  Webster  av.  runs  n  01.5 
x  n  e  125  and  25.1  x  s  e  18.5  x  n  e  18.3  and  43.5  x  s  e  2  x  s 
17S.11  to  beginning.  Release  mort.  Emigrant  Industrial  Sav- 
ings Bank  to  The  Church  of  Our  Lady  of  Mercy.  May  31,  July 
13,  19tM!.     11:3026.  nom 

Same  property.  The  Church  of  Our  Lady  of  Mercy  to  Geo  J  Lutz. 
July  7.     July  13,  1906.     11:3026.  other  consid  and  7..5(X) 

Same  property.  Geo  J  Lutz  to  Anthony  F  Koelblc.  July  12  July 
13,    190G.      11:3026.  other  consid   and  100 

*Plots  1G4,  l(i5,  201  and  234  map  Arden  property  at  Eastchester 
and  Westchester.  Alfred  C  Bachman  to  Edwin  H  Sulger  and 
Fredk  E  Donaldson.     Mort  .$4,000.     July  9.     July  14,  190G.  lOll 

*Plot  128  map  Arden  properly.'  Alfred  C  Bachman  to  Julia 
Fullam.     Mort  $750.     July  0.     July  14,  190G.  KM) 

*PIots  120  and  121  map  Arden  property.  Alfred  C  Bachman  to 
John  McMorrough.     Mort  $2,00<).     July  9.     July  14,  1906. 

other  consid  and   100 

*South  Vi  of  lots  76.  79,  81,  97,  115.  120,  121,  128,  1.34,  164,  and 
165  same  map.  Release  mort.  Same  to  same.  July  12.  July 
16,  1906.  3,129.98 


Under  this  head  all  Leases  recorded.  Assignment  of  Leases  and 
Leasehold  Conveyances  will  be  found.  The  expiessed  consideration 
following  the  term  of  years  for  which  a  lease  la  given  means  so 
much  per  year.) 

July  12,   13,  14.  16,  17  and  l.S. 
BOROUGH   OF   MANHATTAN. 

Allen  St,  No  81,  north  store,  &c.  Louis  Seigel  to  Elias  Putcr- 
man;   2  years,  from  May  1,  1905.     July  14,   ISIOG.     2:413 GOO 

Broome  st,  No  IS.  Surrender  lease.  Isidore  Rieger  and  ano  to 
Julius  Slototf  and  ano.     Dec  27,  1905.     July  13,  lOOIj.     2:322. .100 

Carmine  st.  No  .50.  Surrender  lease.  Luigi  Pizzelli  to  Meyer  H 
Schonzeit.     Oct  30,  1905.     July  14,  19U(),     2:527 nom 

Cherry  st,  Nos  227  and  229 r 

Water  st,   Nos  486  and  4,S8 ,................! 

Surrender   lease.      Jacob   Blumberg  to  Morris   Koslow.     jiine  — 
July  14.   19(16.     1:248 1250 

Clinton  st.  No  109,  n  w  cor  Delancey  st,  store,  basement,"  ficMor- 
ris  Weinstein  and  ano  to  Nicholas  Pappas  and  ano;  5  years  from 
May  1,   1906,     July  17,  19()G.     2:.348 3,(i00  and  4  000 

Forsyth  st.  No  Gl).  ail.  Isaac  Feinberg  et  al  to  Israel  Brody 
3   years,    from   Aug    1,    1906.      July   14,    1906.      1::!05 4  150 

Goerck  st.  No  33,  all.  Morris  Agranoff  et  al  to  Israel  Goldberg 
and  ano;  2  10-12  years,  from  July  1,  190G.     July  17,  190(!.     2:327 

Gouverneur  st.  No  28,  all.  Lena  Apfelbaum  to  Abraham  Kahii-' 
3  years,   from   May  1,   11)06.      July   12.   11)0)1.      1:267 3  500 

Greenwich  st,  Nos  429  to  433  |  u  e  cor,  1st  floor  and  part  basement 

Laight  st,  Nos  60  and  62  |  Frederick  Dietz  et  al  to  Ham- 
macher,  Delius  &  Co;  5  years,  from  May  1,  1904.  July  16,  1906. 
2:219   '      g  QQQ 

Hester  st.  No  ,88,  east  stoop  store.     Isidor  Bloch  to  Nathan  Becker- 

2  years,  from  Aug  1.  1906.     July  18,  1906.     l:.30O 1080 

Houston  st.  No  26  West,  store,  &c.     Simon  Marx  et  al  to  Le<Dpo'ld 

Lipschitz;   6   years,   from   May   1,   1906.     July   18,   ]90(;.      2-5''3 

, .■■„;■•-; '  ..2,400  To  2,800 

James  st.   No    il  1 

Oak  St.  Nos  34  and  36 .' ".    '.'.'.".'..'.".'.'.    '.,...'.'.',.'.'"" 

Surrender  lease.     Vincenzo  and  Lucia  Liguori  to  Giacomo  Rosa- 
pepe  et  al.     July  11.     July  17,   190(1.      1:11G 30O 

Ludlow  st.  No  8(1.  Assign  lease.  Samuel  Cohen  to  The  EbVine 
Brewing   Co.      July    12.    11)011.     2:409 no^ 

Ludlow  st.  No  ,8)1.  Assign  lease.  David  Greengrass  to  Samuel 
Cohen.     July   11.      July  12,   1906.      2:409 n(3m 

Ludlow   st,   No   160  |  s   e   cor.       Surrender    lease,      Michael 

Stanton  st,  Nos  105  to  111|  Josephson  to  Klara  Josephsohn.  July 
6.     July  16,  lOOG.     2:411    other  consid  and  100 

Same  property.  Surrender  lease.  Lizzie  Franck  to  same.  July 
b.     July  16    1906.     2:411    other  consid  and  100 

Mott  st,  Nos  2,S9  and  291,  all.  Chas  Le  Ray  De  Chaumont  De  St 
Paul  to  Giuseppe  Maresca;  10  years,  from  May  1,  1906.  July 
1—,   I ^)0I».     „ :.")(.)!) o  rfi't^ 

Oak  st,  No  .34.  Surrender  lease.  Vincenzo  Liguori  and  ano  to  Gi- 
acomo Rosapepe  et  al.     July  11.     July  17.   1906.     1:11G..    ..     nom 

Pitt  st.  No  62.  Subordination  of  lease  to  mort  for  $24,000  Reu- 
ben  Gluck  et^  al_  with   Fannie   Deutsch   and   Isaac   Beil.     July  G. 

Prince  st.  No  68.  Assign  lease.  Charles  Metz  to  Wm  Gicjlil  "July 
It.     July  18,  190G.     2:49(1 nom 

Rivington  st.  No  1.54,  east  store.  &c.  Louis  Berson  to  Louis  Lev- 
mson;  2  10-12  years,  from  Aug  1,  1906.  July  17,  1906.  2:349. 
840 

Rivington   st.   No  .303,  all.     Morris   Apfelbaum  to  Abrah'aru  Kahn- 

3  years,  from  May  1,  19)IG.     July  12,  190(1.     2:328 2118 

Rose   st.   No  ."'.O.      Assign   lease.      A   Schrader's   Son  '('dated   Mar"  1 

1904)    to    A    Schrader's   Sou    (dated   June    28,    190(1)       July    is" 

1906.       1:120    ^Qjjj 

Rutgers  st.   No  57  ISurrcndcr  le.ase.     Marcus  Bienstock  and  ano  to 
Cherry  st.  No  256     |     Morris    Punch.      July     12.      July     18.     1006: 

1:2.56......  other   consid   and   200 

Sprmg  st.  No  149,  store.     Arthur  T  Gallup  to  Anna  Week-  3  7-1"^ 

years,  from  July  1,  19()'i.     July  13.  19011.     2:.501 '.         1  •"()() 

Stanton  st.  No  2!).'!V4,  5tli  slore  from  cor.  Bernard  Cohen  to  Sam- 
uel Ginsburg;  5  years,  from  Sept  1,  1905,     July  14,  1906.  2:.329. 

"540 

Stanton  st.  No  335,  store.     Wm  Solomon  to  H  Stark-  2  ll-l'"'  years 

from  June  1,  1906.     July   1(1,   1006.     2:324   SdO 

Warren    st.    No    11,    ground    floor,    basement    and    sub-basement 

Wm   Ruthmann   to   Bertbe   Le   Ber;    3   11-12  years  and   \'>  davs 

from   May   19,   1906.      July   18.   IDOG.      1:1.34... 3  300 

Washington    st,    No   841,    store.      Wm   W   Wotherspoo'n 'tn'Mart'hi 

Dohrmaun;  5  years,  from  May  1,  190G.     July  13    19()G      ■'(145     T,SO 
Washington  st.  No  8411re:r    of.      Wm    W    Wotherspoon    to    Martin 
l..th  St.  No  4.30  W         I     Dchrman;     5    years,    from    May    1      1006 

July  l.{,  1906.     2:(345 0(>_j_ 

Washington  st.  Nos  837  and  839,  part  of  store's' and  ceUars.     "wm 

W  Wotherspoon  to  Charles  Koechling;  5  yrs,  from  May  1    190G 

July  13,   1006.     2:645 '       1  ,rj(|f) 

West   St.   No   172,   south  %   of  store.      Nathan   B  Cohen   to  'cjcorge 

Modell;   ;i  years,   from  Miy  1,    1907.      July   14,   1906.      1:1.'!1...   9()0 
Same   property.      Same   to   same;   4  4-12  years,   from  Jan   1    il)V)3 

July   14,   1906.      1:131 ....900 

2d  St.  No  2.38  East.     Surrender  lease.     Moses  Sperber  to  Ferdinand 

and  Wm  Funk.     June  2r>      July  17,  1006.     2;.3S5 nom 

2d  St.  No  213,     Assign   Kg...     II  Koehler  &  Co  to  Moris  Schmers. 

July  17.     July  18,   190(1-     2:;W1 ^om 

2d  st.   No   188,   store  and   basement,  &c.     Consolidated  Beef  Co   to 

Adolph    Rader;    5    years,    from    May   1,    1906.      Rerecorded   from 

June  14,  190(i.     July  12,  lOlJd      2:.39S 1800 

3d   st.   No  276  East,   store,   bakery,  &c.      Wm  Silberman   to  Harry 

Grob;  2  years,  from  May   I,  19(1)1.     July  14.  1906.     2:372 9IjO 

3d  St.  No  86  Bast,  store,     Charles  Seitlenwerg  to  Elizabeth  Nosco- 

2   years,    from    May   1,   ]9()fi.      July   53,    1906.      2:444...; .510 


The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved.     Notice  is  hereby  given  that  infringement  will  leatj  to  prosecution. 
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July  21,  1906 


ISKE  &  Co.  INC^ 

Ace^Brick;^   *- 
I.ATIRPK  Building 


Calls  Attention  to  the  New 

PENN    HARVARDS 

Laid  in  the  Wall  at 

LEXINGTON  AVE.,  S.  W.  Cor.  I04th  St. 
SECOND  AVE.,  N.  E.  Cor.  85th  St. 
EIGHTH  AVE.,   1 50th  to  iSlstSts. 


4th  St.  Xo  1119.  n  s,  175  e  Av  A.  25x90.2.  Assign  Ipase.  The  Eb- 
ling  Brewing  Co  to  firm  Joseph  Doelgers  Sons.  June  29.  July 
13,   IfWG.      2:400 •• nom 

4th  St.  No  199  East,  store.  &c.  Emilie  Sachs  ADMRX  Fritz 
Sachs  to  Max  Glaser;  5  years,  from  Aug  1,  1006.  July  18.  1900. 
2:400 840 

Sth  St,   No  21]  n  s.  83.11  w  University  pi.  25x93.11.     Assign  lease. 

Clinton  pi        |     Louis  Molia  to  Lorence  Cavinato.     June  29.     July 

13.  1900.     2:500 nom 

Same   property.      Consent  to  assign   lease.     Trustees  Sailors  Snug 

Harbor  to  same.     June  21.     July  13,  1900.     2:500 

Same  property.  Assign  lease.  Lorence  Cavinato  to  Albina  Cav- 
inato,    Jan  29.     July  i:i.  ItWO.     2:500 nom 

10th  St.  No  219  East.  Surrender  lease.  Ascher  Brodteld  to  Fred- 
erick Sussman.     July  10.   1900.     2:452.  nom 

10th  St.  No  389  East.  Surrender  lease.  Lena  Rosenberg  ADMRX 
Hyman  Rosenberg  to  Nathan  H  Cohen  et  al.  July  17.  July  18. 
1900.      2:393 064.45 

12th  St,  No  514  East.  Surrender  lease.  Kohos  Badler  to  Barnet 
Bloom.     July  10.     July   12.   IfMICi.     2:405 nom 

14th  St.  No  1  East,  part  store  and  basement.  Samuel  A  Blatch- 
ford  INDIVID  and  as  TRUSTEE  Sophia  E  Blatchtord.  &c.  to 
Fourteenth   Street  Bank;    5  3-12  years,  from   Nov  1,   1901.      July 

14,  IIXX!.     3:842 7.000  and  SAKX) 

14th    St.    No   328   East.      Surrender   lease.      Emilie      Hofmann      to 

Schmeidler   &    Bachrach.      All    title.      June   25.      July    10,    19<>!. 

2:455 200 

15th  St.  No  204.  s  w  s.  510  n  w  2d  av,  20x75.  Assign  lease.  Mor- 
ris Weinstein  to  Hugo  E  Distelhurst,  Brooklyn.     1-3  part.     June 

1.5.     July  13.  1900.     3:800 100 

15th  St,  No  202,  s  w  s,  530  n  w  2d  av,  20x75.     Assign  lease.     Same 

to  same.     1-3  part.     June  15.     July  13,  190O.     3:.S90 100 

10th  St,  Nos  514  and  510  East.     .Vssign  lease.     Salvatore  Margag- 

liotta  and  ano  to  Rocco  Gamarone  and  ano.     Nov  17,  1904.    July 

17,1900.     3:973 700 

18th    St.    No   4    West,    parlor    floor.      Avis    F   Hotchkiss    to    Sally 

Cohen  and  ano;   3  10-12  years  and  15  days,   from  July  1,   1!M)0. 

July  12,  1900.     3:819 1.200 

22d  St.  No  200  East,  store.     Katie  Geisselbrecht  to  Joseph  Kleiber; 

3  years,  from  Nov  1.  190.5.     July  l.S.  190(>.     3:402 384 

23d  St.  n  s,  125  w  11th  av,  50x98.8.  Clement  C  Moore  to  Twenty- 
third  Street  Railway  Co.;  21  years,  from  July  1,  1900.     May  9, 

1900.     July  17,  1900.     3:009  taxes.  &c.  and  2,500 

23d  St,   n   s.   175   w   11th  av,   2.5x98.8.     Casimir  de   R     Moore     to 

Twenty-third   Street   Railway   Co;   21   years,   from   July   1,    1900. 

May  9,   1900.     July  17,   1900.     3:009 taxes.   &c,  and  1.250 

23d  St,  n  s.  200  w  11th  av,  2.5x98.8.  Kath  T  Moore  to  Twenty- 
third  Street   Railway  Co.     May  9;   21  years,   from  July  1,   1900. 

July   17.   1900.      3:609 taxes.   &c,   and   1,250 

24th  St,  No  348,  s  w  s,  1.50  s  e  9th  av,  21x55,     Kath  T  Moore  to 

Blanche  Colwell  TRUSTEE  Cath  T  Colwell;  21  years,  from  May 

1.190.5.     July  16,  1900.     3:747  taxes,  &c.  and  320 

29th  St,  Nos  220  and  22S  East.  all.     Angelo  Legniti  to  Nicola  La- 

sala;   4  11-12  years,   from  June  1,  1900.     July  14.  1900.     3:909. 

7,920 

30th  st,  No  259  West,  all.     August  Passet  to  Joseph  Geringer;   5 

years,  from  Oct  1.  1906.     July  16,  1906.     3:780. ..  ..3,000  and  3,300 
31st    St,    No    2.5    West.       Agreement    as    to    cancellation    of    lease. 

Samuel  E  Jacobs  with  Samuel  Haas  and  ano.     Feb  .5.     July  12. 

190(5.     3:833 nom 

32d  St,   Nos  11  and  13  West,  3d  loft.     Eva  Deutsch  to  R  Wallace 

&   Sons   Mfg  Co;    10  years,   from   May  1,   1906.      July   17,   1906. 

3:834 3,.500 

42d  st.  No  13  West.  1st  or  parlor  floor.     Estate  Kath  L  Hall  by  H 

Oakey   Hall   EXR   to   Wm  Bawden;   4  years,   from   May   1,   190<3. 

July  12.  1900.     4:12.58 2,500 

45th   St.    No   00  West.      Agreement   as   to   surrender   of   lease,   &c. 

Wm  Mertens.  of  Montclair,  N  J,  with  Fannie  B  Norwood.     July 

9.     July  13.  1900.     5:1260 nom 

46th   St.   s   s.   75   w  Sth   av.   16.8x100.5.      Assign   lease.     James   F 

Meagher  to   Annie  M  Jones.     All  title.     Aug  1,   1905.     July   12, 

1906.     4:1036 nom 

..48th  st,  No  317  East,  all.     David  Solomon  to  Aniello  Nunziato; 

5  years,  from  Oct  1,  1905.     Rerecorded  from  Sept  18.  1905.     July 

1.3,1906.     5:1341 2.4.50 

Same  property.  Surrender  lease.  Aniello  Uunziato  to  David  Solo- 
mon.    July  12.  190<i.     July  13,  1906.     5:1.341 nom 

54th   St.   No  347,   n   s,   225  e  9th  av,   25x40.10x— x49.11.     Thos  F 

Murtha  to  John  H  Scheier;  20  vears,  from  Oct  1.  1900.     July  14. 

1900.     4:1045 taxes.  &c.  and  400  to  7.50 

54th  St.  No  315  West.  5  rooms.     Wm  Wieland  EXR  F  Pfletschnger 

to  Benj  F  Greenthal;  5  years,  from  July  10,  1905.     July  13,  190l>. 

4:1015 000 

59th   st.   No   100  East,   store.      Adolph   Suesskind   and  ano   to   Gus 

Staats:  5  years,  from  May  1.  1906.     July  12.  1906.     5:1.313. ..  .480 
69th  st,  Nos  307  and  309  West.     Surrender  lease.     Donato  Mari- 

naro  and  ano  to  Hyman  Kessler  and  ano.     July  16,  1906.  4:1181. 

1,000 

73d  st.  No  221  East.     Surrender  lease.     Simone  Fucorlno  to  Harry 

and  Ben]  Abend.    Dec  13,  1905.    July  12.  1906.    5:1428 125 

Same  property.     Surrender  lease,     .\ntonio  Lopresti  to  same.     Dec 

11.  1905.     July  12.  1900.     5:1428 448.32 

81st  St.  No  .320  East.  all.     Samuel  Davis  to  Louis  Cohen;  3  years. 

1%   months,   from  July   15,   1900.     July   18,   1900.  5:1.543.. .  .3,750 
Slst  st.  No  324  East,  all.     Same  to  same;  3  years  and  1%  months. 

from  July  15.  1900.     July  IS,  1900.     5:1.543 3,750 

90th  st.   No  15  West,   all.     Wm  S  Livingston   to   Marcus   Loeb;    5 

years,    from   Oct    1.    1906.      July   14.    1900.      4:1204 1.800 

92d  St.  No  420  East.  all.     Helena  M  Schillinger  to  John  Gleason; 

5  2-12  years,  from  Aug  1,  1906.     July  18,  1906.     5:1571 900 

98th  st.  No  .51  West,  double  store.  Henry  D  Meiners  and  ano  to 
Pauline  Micapnick:   4  10-12  years,  from  July  1,  1906.     July  12. 

1906.      7:1834 780 

101st  St.  Nos  .32(i  and  328  East.  Surrender  lease.  Jacob  Meth 
to  Samuel  King.     July  10.     July  17,  1900.     6:1672  nom 


KWlh    St.    Xo    .'i09    East.    all.      Emma    L    Xvlander    to    Frank    Gaz- 

zola;  10  years,  from  Feb  1,  1908.     July  12.  1906.     C:i070 1,080 

108th   st.   No  21.5   East.     Surrender   lease.      Leonardo   Pursiano   to 

Oscar  Oestreicher.      July  0.      July   13.    lOOti.      0:1058 nom 

125th  st,  No  122  East,  all.     Charles  Laue   to  John  W  Murphy;   2 

years,  from  Aug  1,  1906.     July  10,  1006.     6:1773  2,100 

]2(ith  st.  No  02  West,  3-sty  brk  and  stone  dwelling.     Cecelia  Herr- 

raan  to  Max  Talmey;  2  years,  from  Oct  1,  1!X).5.     July  17,   1900. 

<!:1723    1,300 

133d  st,  Nos  49  to  .53  West,  all.  Max  Miller  to  Wm  Hamilton;  from 

July  20.  190(3.  to  Aug  14,  1911,  with  5  years  renewal.     July  18. 

190(3.       6:1731 7.2,50 

134th  St.   No  277.  n  s.  77  e  Sth  av,  23x30,  all.     Samuel  Rouse  to 

Max    Goldfaden;    3    years,    from   May    1,    1007.      July    12,    190(!. 

7:1940 900 

Amsterdam  av,  No  1623,  store.    James  M  Horton  to  Onotrio  Shark; 

2  11-12  years,  from  June  1,  1906.     July  16,  1906.     7:20.57 

OtiO  and  720 

Amsterdam  av.  No  l(i.     Assign  lease.     Michael  Rowan  to  H  Koeh- 

ler  &  Co.     July  12.     July  13,  190(3.     4:1151 nom 

Amsterdam    av,    Nos    9(35   and   907,    south   double   store.         Henry 

Schaefer  to  Wm  Meyer;  5  yrs,  from  Feb  1,  1900.     July  13,  1900. 

7:1802 1.7(10 

Amsterdam  av.  No  10,  s  w  cor  GOth  st,  store.     Home  Circle  Realty 

Corpn  to  Michael  Rowan;   7  years,  from  May  1,  1906.     July  12. 

1900.     4:1151 2.400 

Amsterdam  av.   No  (527,   store.  &c.     Magdalena  Berk  to  Frederick 

Leonard   and   ano;    3   years,   from   Aug   1,   10(X5.      Julv   18.   1906. 

4:1221 900   to    1.200 

Av  D.  Xos  97  and  99.  all.  Joseph  Green  to  Simon  Schapiro  and  Max 

Hishniewitz;  3  years,  from  April  1,  190(3.     July  13.  1900.     2:377. 

5.100 

Bowery.  No  35.  store.     Peter  P  Cappel  to  Harry  Brown;  4  10-12 

years,  from  July  1.  190(5.     July  12.  1000.     1:290. ..  .1.800  and  2,000 
Bowery.   No   209,   1st,   2d,   3d  and  4th   lofts.      Chas  L   Stickney  to 

Benjamin    Bloom;    0   9-12   years,    from   Aug   1,    190(5.      July   12. 

190(5.     2:425 2  400 

Old   Broadway,   n   w   cor   129th  st,   store.      Wm   Gunn   and   ano   to 

Cornelius  Lynch;   4  years  and  llVfe  months,  from  May  15,  1900. 

July  17.   190(3.     7:1984 1..500 

West  Broadway.  No  20,  all.     Mattson  Rubber  Co  to  Emil  P  Birn- 

baum   doing   business   as   Galindo   Mfg   Co;   4   10-12  years,   from 

July  1.  1000.     July  13,  1006.     1:127 4..500 

1st   av.    Xo   124.   north   store.     Adolph  Finkelstein   to   Sam   Lerch; 

4   9-12   years,    from   July  25,    1906.      July   18,    1906.     2:4.35.... 

630  and  600 

1st  av.   No  181.  store.     Isaac  Rothfeld  to  Benjamin  Singer;   from 

July  1.   1900,   to  May  1,   1910.     July  18.   190(5.     2:4.53 l,.50O 

1st   av.   No   60,   store.   cS:c.      John   H   Iden   to   Thomas  and   Therese 

Laide;  5  years,  from  Aug  15,  1900.     July  IS.  1906.     2:431.. .  .1.080 
2d  av.  No  1638.     Assign  lease.     Adolf  Miller  to  James  Reilly.  July 

12.     July   13,   1906.      5:1547 nom 

2d  av,  s  w  cor  |cor   store,    basement,   &c.      Abram   L   Libman 

(37th  St.  No  250  East  [     and    ano    to    Siegfried    Lewald    and    ano;    4 

9-12   years,   from   Aug   1,    1900.      July   18.    19(X!.      5:1421.. .  .1.500 
2d  av.  No  125,  south  store.     Bessie  Kittenplan  to  Hermine  Rozsa;  5 

years,   from  Aug  1.   1000.     July  16,   1906.     2:463   900 

2d    av.    No    17.52,    store.       Samuel    Rahm    to    Emil    Hornbeck;    3 

years,   from   Aug   1.   1006.     July  18.    1900.     5;].5.54    600 

3d  av.  Nos  2184  and  218(5,  store,  basement  and  1st  loft.     Herman 

Kahn  to  Walter  Zenner  and  ano;  14  9-12  years,  from  Aug  1,  1000. 

July  10,  1906.     6:1708  6,000  and  6,500 

.3d  av.   No   1015.     Assign  lease  and   rents.     George   Stern   to  Mar- 
cus Rosenthal.     July   1".     July  18.  1006.     5:1415 nom 

3d  av.  No  1114,  w  s.  4(15  n  (55th  st.  — x — .     Assign  lease.     Lina  wife 

E  Meierhof  to  Albert  Peiser.     July  16.     July  17.  1906.     5:1400. 

other  consid   and  1(X) 

.3d  av.   No   148(5.     Assign   lease.     John  Wynne   to  John  W  Mulvey. 

June  8.     July  14.   190(5.     5:1512 nom 

3d  av.   No   1858,   all.     John  J  Sullivan  TRUSTEE  John  J  Worden 

to    Oscar   Fallot;    3   years,   from   May   1,    1906.      July   13,    1900. 

0:10.30 1..300 

3d  av.  No  244.     Assign  lease.     Louis  Schulze  to  Frank  J  Redmond 

and  ano.     May  29.     July  13.  1906.     3:876 other  consid  and  100 

5th  av.  No  582,  w  s,  25.5  n  47th  st.  2.5x100.     Jeanette  P  Coin  to 

Paul  J  Byck;   20  7-12  vears,  from  July  1.  1006.     Julv  12.   1900 

5:1203 taxes.    &c.    and    14O0O 

5th  av.  Nos  425  and  427.  n  e  cor  38th  st.  cor  store,  basement,  &c. 

Henry  A  Siebrecht  Sr  to  Union  Trust  Co:   from  July  1.  1906.  to 

Aug  1,  1914.     July  14.  1!X1(5.     3:8(58 24  0(X> 

(ith   av.   No   7.55,   s   w  cor  43d  st,   all.     David  J  King  et   al   EXRS 

Edw  J  King  to  Wm  C  Schmidt;  7  years,  from  May  1.  1908.    July 

17.  1906.     4:995 taxes.  &c,  and  .$5,300  and  5.500 

Same  property.     Wm  C  Schmidt  to  James  Wakely;  (3  11-12  years. 

from  May  1,  190S.     July  17,  1906.     4:995 

taxes,  &c,  and  .$5. .300  and  5. .500 

Same   property.      Same   to   same;    1  9-12  years  and  3   days,   from 

July  12.   1900.     July   17.   1906.     4:995 taxes.   &c.   and  4.,S00 

Same  property.     Assign  lease.     Harry  C  Schmidt  to  Wm  C  Schmidt. 

July  3.     July  17.  19(X5.     4:995 nom 

0th   av.    Nos   400   and   4(52.      Assign   lease.      Stephen   J   Reagan   to 

Louis  Buchler  and  ano.     All  title.     May  2.     July  17.  1900.  3:829. 

nom 

7th  av.  No  2299.  s  e  cor  13.5th  st,  space  for  steam  heating  appara- 
tus.    Louis  A  and  Carl   .\   Koelsch  to  Wm  Whitehead,  of  Asbury 

Park.  N  J;   June  20,  19(i5.  from  date  of  taking  title,  to  Sept  1, 

1907.      July    12.    1906.      7:1919 nom 

Sth  av.  n   e  cor  145th  st.  two  stores  and  basements.   &c.     Joseph 

Silverson  to  Charles  Mever;   10  years,  from  May  1.  1907.     Julv 

12.  190(5.     7:20.31 "   5..300  and  5..500 

Sth  av.  No  285.  store.  &c.     Morris  Gorlin  to  Morris  Liebman  and 

Joseph   Adler;    2   9-12   years   and   20   days,   from  July   11.   1906. 

July  13.  1!X)6.     3:748 1,200 

Sth  av.  Xos  700  to  813.  8  stores  and  basements.     Geo  F  Wilcoxson 
.\GEXT    to    Louis    Cohen    &   Co;    10   years,    from   May    1,    10(5(5. 

July  13,  1906.     4:1039 11,100 


The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved. 


Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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BECAUSE  EVERY  PIECE  OF  OFFICE  FURNITURE  I  SELL  CANNOT  BE  BETTERED  IN  THIS  CITY  IT 

does  not  mean  that  my  prices  are  exorbitant.     It  will  pay  any 
business  man  who  has  an  office  to  come  to  my  store  and  see. 

CHARLES  E.  MATTHEWS,  Office  Furniture,  275  CANAL  ST.,  ?etEWMf:sf^ 


8th  av    No  COO,  store.     Richard  S  Treaty  to  Chas  J  Paulsen;  3  yrs. 

from  May  1,  lOOO.     July  17,  1000.     4:1014 v  '  V,^  Z  '   --ip^ 

Same  property.     Same  to  same;  2  years,  from  May  1.  V.KI'J.     Ju'/ 

17,  1900.     4:1014 ^-^'^ 

Sth  av    No  883,  store,  &c.     John  H  Livingston  to  Hygrade  Wine 

Co;  3  years,  from  Oct  1,  1000.     July  18,  1900.     4:1043   1,080 

9th  av,  No  715.     Assign  lease.     Louise  Scheel  to  Fred  Scheel.     All 

title.     July  9.     July  13.  1900.     4:10.")S other  consid  and  1(X> 

9th   av.   No  505,   all.      Denis   F  Gerbareux  to  Giuseppe  Russo;    10 

years,  from  Oct  1,  1900.     July  13,  lOOt).     4:1051 1,080 

11th  av.  No  181.  n  w  cor  23d  st,  98.8x125.     Caslmir  de  R  Moore 

to  Twenty-third  Street  Railway  Co;  21  years,  from  July  1,  190*3. 

May  9.     July  17.  1906.     3:609 taxes,  &c,  and  8,000 

BOROUGH   OF   THE  BRONX. 

Brook  av.  No  471,  store,  &c.  Rosalie  Stengle  to  Sigmund  BflPn- 
baum;  SVz  years,  from  July  2,  1900.     July  16,  1906.     9:2291.... 

Courtlandt  av,  No  5.56,  store.  Christian  Kuchner  or  Kuhner  to 
Nicolaus  Rudy;  5  years,  from  July  1,  1906.  July  17,  1906. 
.j:2;j28   780  and  840 

Forest  av.  No  872,  brk  building  only.  Lester  M  Shapiro  and  ano 
to  Peter  Schmidt;  10  years,  from  July  1,  1906.  July  12,  190(3. 
10:2058 1.5"5 

Tremont  av.  No  713,  all.     Harriet  A  Heylman  to  Frederick  Robbin; 

5  years..,  from  May  1,  1906.     July   12,   190(i.     11:3034 

1,500  to   1.700 

Tremont  av.  No  713.  Assign  lease.  Frederick  Robbin  to  Lillian 
O  Cummings  and  Anthony  Haramis.  July  10.  July  12,  190*5. 
11:3034 nom 

♦White  Plains  av.  No  194,  store.  &c.  Ignatius  E  Dickert  to  Ham- 
ilton Bank;  4  9-12  years,  from  Aug  1.  190<i.     July  13,  I'.KHJ 480 

Washington  av.  No  1570,  s  e  cor  Wendover  av,  two  stores.  Abra- 
ham Feldstein  et  al  to  Samuel  Heitler;  5  yrs.  from  May  1,  1906, 

with   5   years   renewal   at   $1,020.      July   17,    19(K>.     1:2912 

1,200,  1,320  and  1,440 

Same  property.  Assign  lease.  Samuel  Heitler  to  Jacob  Heitler. 
July  9.     July  17,  1900.     11:2912 nom 

.3d  av.  No  3340,  store.  &c.  Thos  F  Somers  to  Louis  Newman;  3 
years,   from   May   1,   1900.      July   13.   liKK!.      9:2370 .540 

3d  av.  No  2.500,  s  e  cor  140th  st.  cor  store,  &c.  Thos  J  Mullen  to 
Eugene  O'Gormau;  5y.  years,  from  Nov  1,  ltt04.  July  17,  190<k 
0:2314 1,2(X)  and   1,.500 

Same  property.  Assign  lease.  Margaret  Maher  to  Max  Schwartz. 
Jan   31,    1900.      July   17    190().     9:2314 nom 

Same  property.  Assign  lease.  Max  Schwartz  to  James  Everards 
Breweries.     July   12.     July   17,   1900.     9:2314 nom 

3d  av,  s  e  cor  140th  st,  cor  store.  Assign  lease.  Eugene  O'Gor- 
man  to  Margaret  Malier.  Apr  17,  1905.  July  17,  19<Mj.  9:2314. 
, 400 

MORTGAGES 

NOTE. — The  arrangement  of  this  list  Is  as  follows;  The  first  nam* 
Is  that  of  the  mortgagor,  the  next  that  of  the  mortgagee.  The  de- 
scription of  the  property  then  follows,  then  the  date  of  the  mort- 
gage, the  time  for  which  it  was  given  and  the  amount.  The  eeneral 
dates  used  as  headlines  are  the  dates  when  the  mortgage  was  handed 
Into  the  Register's  office  to  be  recorded. 

Whenever  the  letters  "P.  M."  occur,  preceded  by  the  name  of  a 
street,  in  these  lists  of  mortgages,  they  mean  that  It  Is  a  Purchase 
Money  Mortgage,  and  for  fuller  particalara  see  the  Hat  of  transfers 
under  the  corresponding  date. 

The  first  date  is  the  date  the  mortgage  was  drawn,  the  second  the 
date  of  filing;  when  both  dates  are  the  same,  only  one  Is  given. 

Subscribers  will  find  mortgages  in  this  list  with  the  wrong  block 
number  attached.  The  block  number  we  give  Is  taken  from  the  In- 
strument as  filed. 

Mortgages  against  Bronx  property  will  be  found  altoeether  at  the 
foot  of  this  list. 

July  12,  13,  14.  to,  17  and  18. 
BOROUGH   OF   MAIfHATTAlT. 

Aronowitz,  Louis  to  Real  Estate  Mortgage  Co  of  N  J.  Lewis  st. 
No  .32.  e  s,  149-.3  n  Broome  st,  25x100.  July  17,  5  years,  5V4%. 
July  IS.  1900.     2:327.  28,000 

Adamant  Real  Estate  Co  to  Katharine  Van  V  Speyers.  151st  st, 
Nos  512  and  518,  s  s,  275  w  Amsterdam  av,  2  lots,  each  50x99.11. 
2PM  morls.  each  .^19,000.  July  13,  3  years,  6%.  July  17, 
1906.     7:2082.  38,000 

Altieri,  Carmine  and  Wm  T  Hookey  with  Atlantic  Dock  Co.  133d 
st,  n  s.  100  w  Amsterdam  av.  75x99.11.  Subordination  agree- 
ment.    July  14.     July  17.  1000.     7:1987.  nom 

Altieri,  Carmine  to  Atlantic  Dock  Co.  1.3.3d  st,  n  s,  100  w  Amster- 
dam av,  75x99.11.  Building  loan.  July  14,  demand,  6%.  July 
17,  1000.     7:1987.  30,000 

Abrams,  Harry  with  Thomas  Cunningham.  •  80th  st,  Nos  .520  to 
.533,  n  s,  148  w  Av  B,  7.5x102.2.  Extension  mort.  July  9.  July 
17,  lOOli.     .5:1577.  nom 

Altieri,  Carmine  to  Bertha  L  Hookey.  1.3.'!d  st,  n  s,  100  w  Am- 
sterdam av.  75x00.11.  Prior  mort  $30,000.  July  14,  due  July 
13,  1007,  r,'/,.     July  17,  lOUO.     7:1987.  27,000 

Abelson,  Theresa  to  American  Mortgage  Co.  36th  st.  No  453,  n  s, 
72  e  10th  av,  28x98.0.  P  M.  'July  11.1  year,  5%.  July  12,  1906. 
3:734.  12.000 

Same  to  same.  Same  property.  P  M.  Prior  mort  $12,000.  July 
11,  1  year,  O'/r.     July  12.   1000.     3:7.34.  1,000 

Agranoff,  Morris  and  Bere  and  Harris  Klansky,  Samuel  Glasser  and 
Louis  Pellman  to  Paul  Hellinger.  Goerck  st.  No  .3.3,  w  s,  150.2 
n  Broome  st,  24.11x100.  P  M.  July  12,  1  year,  0%.  July  13, 
100(i.     2:327.  3,100 

American  Central  Realty  Co  to  Simon  Uhlmann  trus  tor  Eltse 
Blaut  will  Fredk  Uhlmann.  East  Broadway,  No  266,  n  s,  54  e 
Montgomery   st,   runs  n   103.9   to   s   s  Division  st,   Nos  253  and 


2.55,  X  e  30  x  s  42  x  w  9  x  s  01.5  to  East  Broadway  x  w  27  to  be- 
ginning.    P  M.     July  10,  3  years,  5%.     July  18,  1900.     1:287. 

30,0(X) 

Adams,  Saul  to  John  H  Tietjen  et  al.  66th  st.  No  2.39,  n  s,  225  e 
West  End  av,  25x100.5.  P  M.  Prior  mort  $14,000.  July  17, 
3  years,  —'A-     July  IS,  1906.     4:1158.  3,500 

Alumni  Association  of  The  Delta  Chapter,  Delta  Phi  Fraternity,  a 
corpn,  to  James  McHenry.  110th  St.  No  012,  s  s,  225  w  Broad- 
way, 25xl00.;ll.     July  12,  1900,  3  years,  4%.     7:1800.  30,000 

Aron,  Morris  to  Walter  S  Gurnee  et  al  trustees  for  Grace  G  Dyer. 
Lexington  av,  No  1035,  e  s.  17.2  n  74th  st,  17x82.0.  P  M.  July 
16,  5  years,  414%.     July  17,  1906.     5:1409.  12.000 

Aichele.  Barbara  D  to  Maurice  Rosenwaike.  84th  st.  No  408, 
s  s,  74  e  1st  av,  26x51.  P  M.  June  29,  due  July  14,  1909,  6%. 
July  17,   ItlOe.     5:1563.  3,000 

Ager,  Emerence  K,  of  Brooklyn,  N  Y,  to  Alice  B  Sprague  et  al. 
25th  st,  Nos  :!f>S  and  310,  s  s,  122.6  w  Sth  av,  40x98.9.  P  M. 
July  17,   190*!.  3  years,  5%.  24.000 

Althaus,  George  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
00th  st.  No  430,  s  s,  209.3  w  Av  A,  20.10xl(X).5.  P  M.  July  17. 
190«i,  5  years,  4'^7c.     5:1460.  10,000 

Adams,  Agnes  T,  of  Brooklyn,  to  THE  ROYAL  BANK.  61st  st.  No 
100  West.  Assignment  of  rents  for  Aug  and  Sept,  1900.  July 
12.     July  17,  19<Xi.     4:1132.  500 

Austin,  Harry  M  with  Henry  A  C  Taylor.  .38th  st.  No  110  East. 
Extension   mort.     June  ,30.     July  17,   1906.     3:893.  nom 

Augenblick,  Israel  to  Louis  Kivovits.  29th  st.  No  235,  n  s,  1.50 
w  2d  av.  25,x07.4x — x98.9.  P  M.  Prior  mort  $25,000.  July  16, 
due  Jan  10,  1910,  {'•%.     July  17,  19(Xi.     3:010.  3,375 

Abel,   Samuel   V  to  Marie  E  Jacobson.     Chambers   st.  No   1,  n  s, 

34.2  w  Park  row  (Chatham  st),  runs  n  w  71  x  n  e  25  to  Duane  st. 
No  20,  X  s  e  95.3  to  Chatham  st  or  Park  row  x  s  w  abt  3  to 
Chambers  st  x  w  34.2  to  beginning.  P  M.  July  13,  due  Aug  1, 
1907,  6%.     July  14.  1900.     1:159.  20.000 

Same  to   Henry   Bischoft,  Jr,   and  ano  exrs  Henry  Bischoft.     Same 

property.     P  M.     July  16,  due  Nov  13,  1906,  5%.     July  14,  1906. 

1:1.59.  105,000 

Same    to    Chas   S   Furst.      Same   property.      Prior   mort   $125,0(X1. 

July  13,  1  year,  6°;.     July  14,  190(>.     1:159.  10.000 

Agid,  Sale  to  Annie  B  Storm.     Eldridge  st.  No  133.  w  s.  abt  100  n 

Broome  st,  2.5x100.    P  M.    Prior  mort  .$16,000.    July  12,  due  July 

1,  1930,  0%.     July  13  1906.     2:419.  25,000 
Abelson,  Theresa  to  American  Mortgage  Co.     10th  av,  Nos  478  and 

480,  s  e  cor  37th  st,  Nos  456  and  458,  49..5x72.     P  M.     July  11. 

5  years,  5%.     July  12,  1906.     3:734.  40.000 

Same  to  same.     Same  property.     P  M.     Prior  mort  $40,000.     July 

11,  1  year,  6%.     July  12,  1006.     3:734.  5,000 

Ashley,  Jennie  T  to  John  H  Wright.     Lexington  av.  No  34G,  w  s, 

50.3  s  40th  st,  19.0x85.  P  M.  June  18,  3  years,  4y2%.  July 
16.  1906.     3:895.  .  28,000 

Abelson,  Theresa  to  American  Mortgage  Co.     10th  st.  No  408,  e  s, 

24.8  n  30th  st,  24.8x72.     P  M.     July  11,  5  years,  5%.     July  12, 

19<Xj.     3:734.  14.000 

Abelson,    Theresa    to    .•Vmerican    Mortgage   Co.      10th   av.   Nos   470 

and  472.  e  s,  49.4  n  30th  st,  49.5x72.     P  M.     July  11.  5  years. 

5%.     July  12.  1000.     3:734.  20.000 

Same  to  same.     Same  property.     P  M.     Prior  mort  .$26,000.     July 

11,   1  year,  0%.     July  12.   lOtKi.     3:7.34 3,000 

Abelson,  Theresa  to  American  Mortgage  Co.     10th  av,  Nos  474  and 

476,  e  s,  40.5  s  37th  st,  49.4x72.     P  M.     July  11,  5  years,  5%. 

July  12,  1900.     3:734.  27.000 

Same  to  same.     Same  property.     P  M.     Prior  mort  $27,000.     July 

11,  1  year.  0%.     July  12.  lfK36.     3:734.  _      3,0(X) 

Abelson,  Theresa  to  American  Mortgage  Co.     .37th  st.  No  4.56,  s  s. 

72  e   10th   av,  28x98.9.     P  M.     July  11,  5  years,  .5%.     July  12, 

1906.     3:734.  24.000 

Same  to  same.     Same  property.     P-  M.     Prior  mort  .$24,000.     July 

11,  1  year,  6%.     July  12,   19(X3.     3:734.  2.(X10 
Anderson,  Henry  B  to  Emanuel  Sehleissner.     84th  st,  Nos  114  to 

118,  s  s,  173.6  6.  Park  av.  (i0.2xl02.2.  P  M.  Prior  mort  $39,000. 
July  12.  1  year,  0%.     July  13,  1900.     5:1512.  0,000 

Baruch,  Simon  to  Harry  M  Goldberg.  10th  st.  No  210.  s  s,  175  e 
2d  av,  2.5x92.3.     Prior  mort  .$25,500.     July  11,  3  years,  (}%.     July 

12,  1906.     2:451.  3,000 
Batavia  &  New  York  Woodworking  Co  to  Eliz  Honeck.     10th  st.  No 

267,  n  w  cor  Greenwich  st.  No  702.  52.1x42x63.9x19.1.  July  2. 
5  years,  5%.     July   13,   100*1     2:*131.  14.000 

Bach,  Albert  to  Van  Buren  Land  Co.  Minetta  lane,  Nos  IS  and 
20,  n  s,  122.10  e  0th  av,  42.llx70.x45.lx70.  P  M.  July  9.  3 
years,  5%%.     July  13.  1900.     2:543.  10.<X)0 

Byrne,  Patrick  to  Elizabeth  Douglass.  Terrace  View  av,  w  s,  51.3 
s  Jansen  av.  30.1xl00x.30x96.5.  P  M.  July  12,  3  years.  S'/r. 
July  13,  1906.     13:3402.  5,250 

Berkman,  Davis  and  Louis  H  Silver  to  Morris  Punch.  Rutgers  st. 
No  57,  n  e  cor  Cherry  st.  No  2.56,  96.9x26.3x96.2x26.3.  P  M. 
Prior  mort  $18,000.  July  11,  5  years,  6%.  July  13,  1900. 
1:2.56.  7,0<X) 

Bloom,  Wolf  to  Harris  Goldman.  Cherry  st.  No  227,  s  s.  180.9  e 
Pike  st,  24.5x99. 6.\2^. 11x99.0;  Cherry  st.  No  229.  s  s.  205.2  e 
Pike  st,  runs  e  13.6  x  s  50  x  e  0.6  x  s  70.4  to  n  s  Water  st.  Nos 
486  and  488,  x  w  37.11  x  n  20.10  x  e  23:il  x  n  99.6  to  beginning. 
P  M.  Prior  mort  .$.52,000.  July  12,  3  years,  6%.  July  14,  1900. 
1:248.  9.600 

Braun,  Jylius  to  Albert  Reiser.  96th  st.  No  49,  n  s.  204  e  Col- 
umbus av,  2O.Sxl0O.ll.  P  M.  Prior  mort  $23,0*X).  July  10,  2 
vears.  6%.     July  12,  190*!.     7:1832.  4,500 

Burrows,  Jos  S  to  Ida  Hanson.  33d  st.  No  .506.  s  s,  90  w  10th  av. 
17.0x74.     July  11,  2  years,  5%.     July  12.  10«Xj.     3:704.  4.000 

Bradley,    John    to    MERCANTILE    TRUST    CO    trus.      Kith    st.    No 

2,  s  s.  80  w  5th  av,  35x83;  interior  plot  begins  103  w  5th  av  and 
83  s  10th  St.  runs  w  23  x  s  w  22.1  x  s  e  0.5  x  n  e  .35.0;  interior 
plot  begins  91.0  n  15th  st  and  119.6  w  Sth  av,  runs  n  e  48.9 
X  n  4.*!  X  w  23  X  s  w  35.0  x  s  e  9.5  to  beginning,  with  use  of 
alley  10  ft.  wide  on  east.  July  11,  2  years,  5%.  July  12,  10(X1. 
3:817.  80,000 

Bruder,  Jos  to  Wm  J  Amend.  76th  st.  No  422,  s  s,  300  w  Av  A. 
25x102.2.  Prior  mort  $20,000.  June  6,  due  Mar  1,  1909,  6%. 
July  12,  1906.     5:1470.  4.000 
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Cooper  Iron  Works^> 

JOHN  COOPER,  PROPRIETOR 

Works :  Emmett  Street  &  Avenue  D,  Newark,  N.  J. 
New  Vork  Office :  1  Madison  Avenue 


IRON  and  STEEL  WORK 

FOR 

BUILDINGS,  BRIDGES,  &c. 


Bloom,  Wolf  to  Nathan  Kirsh.  Market  st.  Xos  27  and  29,  w  s,  iiO.l 
s  Henry  st,  2  lots,  together  in  size  50.l!xl  13.4x50.4x113.4.  2PM 
morts  each  .fC.TuO;  2  prior  morts,  $3O,(X)0  each.  July  11.  3 
years,  U'/c     July  12,  1900.     1:277.  13,500 

Buzzim,  Theresa  A  to  August  Miller.  Terrace  View  av.  s  s,  00.5 
w  line  bet  lots  210  and  217  map  North  Marble  Hill,  runs  s  100  x  e 
.33.5  X  n  100  to  av  x  w  36.5  to  beginning.  P  M.  Prior  mort 
.');40.500.     July  2,  2  years.  —%.     July  12.   19O0.     13:3402.       2,500 

Bauer,  Jacob  and  Simon  Klein  to  Joseph  Cohen.     114th  st.  No  207, 
n  s,  135  e  3d  av,  25x100.11.    P  M.     5  years,  6%.    July  16,  lOOO- „ 
6  1C(i4.  6,500 

Bowsky,  Louis  to  CENTRAL  TRUST  CO  of  N  Y.     18th  st,  No  16, 
s  s,  175.0  w  Broadway,  23.10x94.    June  15,  5  years,  4%%.    Juiy„„ 
16,  1906.    3:846.  100,000 

Bockar,  Benedict  and  Jos,  and  Solomon  Metzner  to  Barbara  Becker. 
1st  av.  No  14,  e  s,  24.6  n  1st  st,  32.6x70.  P  M.  Prior  mort 
$25,000.     July  12,  1906,  10  years,  0%.     2:429.  15,000 

Bunn,  Jacob  F,  Tiffin,  Ohio,  to  Willitm  Dutcher  an  dano.  88th  st. 
No  326,   s  s,  324.11  w  11th  or  West  End  av,   19.1x100.8.     July 

12,  3  years,  4^4%.     July  17,  1900.     4:1249.  13,000 
Berger,  Benj  to  Hannah  Greenebaum.     123d  st.  No  154,  s  s,  285  w 

3d  av,  25x100.11.    July  16,  3  years,  5%.    July  17,  1906.    6:1771^ 

26,000 

Bates,  Lillian  E  to  Anna  R  Fairchild.  57th  st.  No  249,  n  s,  60 
w  2d  av,  16.8x100.5.  P  M.  July  16,  3  years,  5%.  July  17,  1906. 
5:1331.  ,,.         10,500 

Bausch,  Carl  A  to  August  Suhrig  and  ano.  42d  st.  No  414,  s  s,  175 
w  9th  av,  24.9x98.9.  P  M.  July  16,  3  years,  5%.  July  17,  190b. 
4:1051.  5,000 

Berger,  Benj  to  Pincus  Lowenfeld  and  ano.  123d  st.  No  154,  s  s, 
285  w  3d  av,  25x100.11.  Prior  mort  $26,000.  July  16,  demand. 
67c.     July  17,  1900.     6:1771.  „.,     *'*^*^ 

Bruckner,  Mayer  and  Kuna  Stockman  to  John  H  Meyer.  97th  st. 
No  207  n  s,  140  e  3d  av.  24.6x100.11.  P  M.  Prior  raort  $19,3(o. 
July  14,  5  years,  (I'/c.     July  17,  1906.     6:1047.  3,000 

Block  (D  L)  Co  to  Bronx  Investment  Co.  135th  st,  Nos  612  to 
622,  s  s,  203.2  w  Broadway,  231.9x99.11.  Prior  mort  $217,000. 
July  13,  due  Nov  13,  1906,  67c.     July  18,  1906.     7:2001.      20,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     July  13.     July  18,  1906,     7:2001.  

Brick.  Henry  to  .-^dolph  Riesenberg  et  al  firm  of  H  O  F  Koch 
&  Co.  138th  st.  No  317,  n  s,  137.6  e  Edgecomb  av,  17.Gx99.ll. 
July  13,  5  years,  47c.     July  17,  1906.     7:2041.  10,000 

Berstein.  Abraham  to  Frank  Hillman  and  ano.  Av  D,  No  51,  w  s, 
63  s  5th  st,  22x80;  Av  D,  No  49,  w  s,  85  s  5th  st,  22x80.  Build- 
ing loan.     June  29,  1  year,  (i'/r,.     July  13,  1906.     2:374.  18,000 

Bliss,  Ernest  F,  Jr,  to  Virginia  S  Williams.-  19th  st.  No  418, 
s  s.  .331.3  w  Av  A,  25x92.  July  13,  1905,  3  years,  57c-  July  12, 
1006.     3:9.50.  11,000 

Berstein,   Abraham   to   Frank   Hillman   and  ano.      7th   st,   Nos   78  ■ 
and  80,  s  s,  125  w  1st  av,  50x90.10;  7th  st.  No  76,  s  s,  175  w 
1st   av,   25x90.10.     Building  loan.     June  29,    1   year,   67c.      July 

13,  1906.     2:448.  36,000 
Burke,   James   M   to   Jacob   A   Geissenheimer   and   ano   trus   Henry 

Elsworth.     28th  st.  No  105,  n  s,  80  e  4th  av,  22.6x08.9.     3  years, 
4%7c.     July  14.  1906.     3:884.  15,000 

Brundage,  Caroline  A  to  LINCOLN  TRUST  CO.  2d  av.  No  943,  n  w 
cor  5(lth  st.  No  2.55,  20.5x70:  July  12,  due  July  1,  1909,  .57c. 
July  IS.   1906.     5:1324.  14,000 

Becker,  Jacob  to  Lydia  A  Peck.  36th  st.  No  235,  n  s,  415.6  e 
8th  av,  18.0x98.9.    July  11,  3  years,  57c.     July  12,  1906.     3:786. 

15,000 

Berti,  Maria  A  to  John  Pavero.  52d  st.  No  127,  n  s,  247.9  e  Park 
av,  15.9x100.5.  P  M-  Apr  7,  due  June  30,  1910,  67o.  July  16. 
1906.     5: 1.307.  3,000 

Bingham,  Arthur  W  to  Theresa  Rich.  88th  st.  No  266,  s  s,  100  e 
West  End  av,  17x100.8.  July  9.  5  years,  4%7e-  July  13,  1906. 
4:1235.  14,000 

Bergen  Realty  Co  to  Commonwealth  Mortgage  Co.  Riverside 
Drive,  s  e  cor  127th  st,  116x95.  July  16,  1  year,  67c.  July  17, 
1906.     7:1994.  15,000 

Bergen  Realty  Co  to  Commonwealth  Mortgage  Co.  Riverside 
Drive,  s  e  cor  127th  st,  116x95.  Certificate  as  to  consent  of 
stockholders  to  mort  for  $15,(X)0.  July  IG.  July  17,  1906. 
7:1994.  

Burtis.  Howard,  of  Brooklyn,  to  Edwin  M  Royle.  127th  st,  Nos  413 
to  419.  n  s,  200  w  Columbus  av,  and  108.11  w  Convent  av,  runs  n 
99.11  X  w  25  x  n  99.11  to  s  s  12Sth  st  x  w  7.3  to  Edwards  st 
and  s  w  212.9  to  127th  st  x  e  99.6  to  beginning,  except  parts  for 
sts;  4th  st.  No  303,  e  s,  19.6  n  Bank  st,  20x75,  also  property  in 
Brooklyn,  2-15  parts,  and  also  all  right,  title  and  interest  of 
party  1st  part  of  which  his  father.  Divine  Burtis,  died  seized. 
July  10,  due  Jan  1,  1907,  67c.    July  16,  1906.    2:615  and  7:1917. 

6,000 

Bornstein,  Jos  and  Louis  to  Lester  H  Ely  and  ano  exrs  Ezra  B  Ely. 
3d  av,  Nos  1717  and  1719,  e  s,  62.11  s  07th  st,  37.9x100.  July 
12,  due,  &c,  as  per  bond.     July  13,  1906.     6:1646.  41,000 

Bornstein,  Joseph  and  Louis  to  Corporate  Realty  Co.  3d  av,  Nos 
1721  and  1723,  s  e  cor  97th  st,  Nos  200  and  202,  100.8x100.  Prior 
mort  $121,000.     July  12,  demand,  67c.     July  13,   1906.     6:1646. 

20.000 

Bornstein,  Joseph  and  Louis  to  LAWYERS  TITLE  INS  &  TRUST 
CO.  3d  av.  'Nos  1721  and  1723,  s  e  cor  97th  st.  No  200,  62.11 
x51.     July  12,  due  June  30,  1911,  57c.     July  13,  1906.     0:1646. 

•  50,000 

Bornstein,  Joseph  and  Louis  to  Norman  S  Walker,  Jr,  trus  for 
Jacob  Cram  and  ano.  07th  st.  No  202,  s  s,  51  e  3'd  av,  49x62.11. 
July  6,  5  years,  57c.     July  13,  1906.     6:1646.  30,000 

Becker,  Jacob  H  to  Chas  Geiger  and  ano.  10th  av,  Nos  767  and 
769,  s  w  cor  52d  st.  Nos  500  to  506.  .50..5xl00.  P  M.  Prior  mort 
$60,000.     June  26.  2  years.  67r.     July  18.  1906.    4:1080.  6,000 

Baer,  Harriet  to  Wm  J  Frey.     87th  st,  No  229,  n  s,  310  e  3d  av, 

25x100.8.      P    M.      Prior   mort    $20,000.      July   5,    4   years,    67c. 

July  18,  190G.     5:1533.  '  3,500 

Baum,   Adolph   to   James   Carlew.      141st   st.   No   272,   s   s,    125   e 

8th  av,>  25x99.11.     July  1,  g,  years, —7c.     July  18,  1906-    7:2026. 

22,000 
Bernstein,   Chanon   and   Leonard  A   Snitkin   to   Jacob   Katzeneleu- 


bogen  and  ano.     Forsyth  st.  No  45,  w  s,  abt  175  n  Canal  st,  25x 
100.     P  M.     Prior  mort  $5,250.    July  16.    July  17,  1906.     1:302. 

7,500 
Berger,  Emil  to  Arthur  E  Silverman.     Broadway,  w  s,  80  s  127th 
st,  40xl()0.     P  M.      Prior  mort   $45,000.     July   16,  3  years,  67o. 
July  17,  1906.     7:1993.  10,000 

Bindseil,  Herman  P  to  Willmarth  A  Robinson.  8th  av.  No  618, 
s  e  cor  40th  st,  24.9x75.  July  16,  5  years,  4y.7c-  July  17, 
1".)06.     3:789.  50,000 

Connor,  Sarah  and  Joe  Weiser  to  John  McNulty.  Rivington  St.  No 
237,  s  s,  45  e  Willett  st,  20x70,  P  M.  July  15,  10  years,  57o. 
July  18,  1906.     2:338.  .      28,000 

Same   to  same.     Same  property.     July  15,  3  years,  6%.     July  18, 

190<j.     2:338.  2.000 

Clug,  Simon  to  Morris  Dlugasch.     Downing  st.  No  63,  n  s,  12S.10 

e   Varick   st,   27x90x26x90.      P   M.      Prior  mort   $ .      July   10, 

due  Jan   10,  1908,  67c.     July  14,  1906.     2:528.  1,500 

Connor,  Emma  to  GREENWICH  SAVINGS  BANK.  8th  av.  No 
223,  w  s,  50.9  n  21st  st,  22.6x100.  July  11,  1  year,  4H7c.  July 
18,  1006.     3:745.  1,000 

Cohen,  Mary  and  Jacob  Rosenblum,  Brooklyn,  N  Y,  with  METRO- 
POLITAN LIFE  INS  CO.  54th  st.  No  151,  n  s,  167  e  Lexington 
av,  30x100.5.     Extension  mort.     July  18,  1906.     5:1309.  nom 

Cohen,  Isidore  to  Irving  S  Charig.  Lexington  av.  No  1653,  e  s, 
25  n  104th  st,  16.8x70.  P  M.  June  30,  1  year,  —^o-  July  17. 
1906.     0:1632.  3,000 

Cohen,  Isidore  to  Irving  S  Charig.  Lexington  av.  No  1655,  e  s, 
41.8  n  104th  st,  16.8x70.  P  M.  June  30,  1  year,  &%.  July  17, 
1906.     G:1G32.  2,500 

Congregation  Ahavas  Zion  to  Rebecca  Merrash.  Pike  st.  No  66. 
w  s,  abt  70  s  Monroe  st,  2.5x61.10.  P  M.  July  16,  due  Oct 
16,  1908,  6%.     July  17,  1906.     1:254.  1,000 

Cathedral  Parkway  Realty  Co  to  North  American  Mortgage  Co. 
137th  st,  s  s,  100  e  Riverside  Drive,  2  lots,  each  8.5x99.11. 
2  morts,  each  |34,500.  June  26,  demand,  67c.  July  12,  1906. 
7:2002.  69,UIX) 

Cupoli,  Ratfaele  to  TITLE  GUARANTEE  &  TRUST  CO.  Bedford 
St.  No  21,  w  s,  84.3  s  Downing  st,  runs  w75xsl4xse  —  xe 
38  to  Bedford  st  x  n  20  to  beginning.  P  M.  July  11,  due,  &c, 
as  per  bond.     July  12,  1006.     2:528.  10,000 

Cohn,  Abraham  to  Emanuel  Doctor.  Broadway,  w  s,  141.8  n  125th 
st,  41.7x100.    P  M.    July  13.  2  years,  6%.    July  14,  1906.  7:1993. 

10,000 
Clug,  Simon  to  Morris  Dlugasch.  Downing  st,  Nos  65  and  67,  n  s, 
91.3  e  Varick  st,  runs  n  39.3  x  n  51.6  x  e  22.11  x  s  90  to  Down- 
ing st  X  w  37.7  to  beginning.     P  M.     Prior  mort  $-= -.     July  10. 

due  Jan  10.  1908,  67c.     July  14,  1906.     2:528.  _       1.500 

Cohen.  Saml  and  Abraham  Sautman  to  Maria  G  G  Coster.  j4th  st. 
No  317,  n  s,  225  e  2d  av,  25x102.2.  July  13,  due  Jtily  1,  1911, 
57c.     July  14,  1906.     5:1449.  20.000 

Coyte,  James  S  to  TITLE  GUARANTEE  &  TRUST  CO.  47th  st, 
Nos  257  and  259,  n  s,  175  e  Sth  av,  50x97.6x51.4x108.11.  P  M. 
July  12,  due,  &c,  as  per  bond.     July  13,  1906.     4:1010.  .50.000 

Same  to  Acker,  Merrall  &  Condit  Co.  Same  property.  P  M.  Prior 
mort  $50,000.     July  12,  2  years,  5%%.     July  13,  1906.     4:101i>. 

10,000 
Cupoli,  Raffaele  to  Honore  Loretz.     Bedford  st.  No  21,  w  s,  84.3  s 
Downi'ng  st,  runs  w  75  x  s  14  x  s  e  —  x  e  38  x  n  20.     P  M. 
Prior   mort   $10,000.     July   11,   2   years,    6%.     July    12,    1906. 
2:528.  3,000 

Cramp,  D  Reuben  to  TITLE  GUARANTEE  &  TRUST  CO.  Gist  st. 
No  127,  n  s,  138  w  Lexington  av,  19x100.5.  July  12,  due,  &c,  as 
per  bond.     July  13,  1900.     5:1396.  28,000 

Cohen,  Isaac  to  Albert  Shapiro.  133d  st.  No  5,  n  s,  110  w  5th  av, 
25x99.11.  P  M.  Prior  mort  $19,700.  July  1,  2  years,  6%.  July 
12,  1906.     6:1731.  3,000 

Corson,  Louisa  to  Jos  Roshower.  11th  av.  No  781,  w  s,  75.5  s  55th' 
st,  runs  w  75  X  s  16.3  x  s  e  49.4  x  s  e  26.6  to  av  x  n  27.1  to  be- 
ginning. P  M.  July  10.  due  May  3,  1909,  G%.  July  12,  1906. 
4:1102.  5,000 

Chest,  Robert  to  Max  Keve.  18th  st,  No  406,  s  s,  119  e  1st  av, 
2.5x92.  P  M.  Prior  mort  $16,500.  July  14,  Installs,  6%.-  July 
16,  1006.     3:949.  4,500 

Cohn,  Jull  to  Charles  M  Rothschild  &  Co,  of  Cain,  O.  Greenwich 
av,  Nos  81  to  85,  s  w  cor  Bank  st.  No  4,  62.3x70.7xG0x.58.5. 
June  20,  1905,  due  Oct  20,  1905,  6%.     July  16,  190G.     2:614. 

5,500 
Cork,  John  J  to  John  Riexinger.     87th  st.  No  .512,  s  s.  189  e  Av  A, 
18x62.4x18x62.8.      P   M.      Prior   mort   $4,000.      July   17,   1906,   1 
year,  5%.    5:1.583.  .         3.000 

Cassidy.  Frank  J  to  Wm  R  O'Brien.  121st  st,  Nos  309  and  311, 
n  s,  145  e  Manhattan  av,  2  lots,  each  25x100.11.  2PM  morts, 
each  $6,500.     July  16,  3  years,   67c.     July   17,   1906.     7:1948. 

13,000 
David    Stevenson    Brewing   Co   with    Isaac    Bell.      Pitt   st.    No    62. 

Subordination  agreement.     July  16.     July  18,  1906.     2:.338.  nom 

Downing,  Mabel  A  to  Wm  B  Trowbridge.  38th  st.  No  110,  s  s, 
160  e  Park  av,  20x98.9.  P  M.  July  6,  1  year,  6%.  July  17. 
190G.     3:893.  5,000 

De  Sisto,  Angela  to  Simeon  M  Barber.  113th  st.  No  239,  n  s,  150' 
w  2d  av,  25x100.11.  P  M.  July  12,  3  years,  —%.  July  17, 
19D6.     6:1663.  5.500 

Same  to  same.     Same  property.     P  M.     July  12,  duo  July  1,  1909, 

—7c.    July  17,  1906.     6:166.3.  18,000 

Dornherger.  Fredk  to  Adolph  Schelbel  and  ano.  Park  av.  No  1440,  • 
n  w  cor  106th  st.  No  77,  75.11x25.  P  M.  Prior  mort  $25,000. 
July  10,  4  years,  67c.    July  17,  1906.     6:1612.  5,000 

Dubinsky,  Morris  D  to  Amelia  Siegel  and  ano.  140th  st,  s  s.  3.50 
e  Lenox  av.  50x99.11.  P  M.  July  14,  1  year,  67c.  July  18. 
190«5.     6:1737.  3,.500 

Dubinsky,  Morris  D  to  Amelia  Siegel  and  ano.  140th  st,  s  s,  400 
e  Lenox  av,  50x1*9.11.  P  M.  June  14,  1  year,  67c.  July  18. 
1006.     6:1637.  5,000 

Danzifeer,  Isaac  J  and  Albert  Peiser  to  Helene  Rendsburg.  139th 
st,  s  s,  425  e  Lenox  av,  7,ix99.11.  Feb  17,  1  year,  6%.  July 
18,  190C.  ■  6:1736.  2,250 
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Delmcnieo,  Chas  to  LAWYERS  TITLE  LVS  &  TRUST  CO.  ."jOth 
St,  No  3(n.  n  s,  035  w  8th  av,  l!)..Sx— xll.DxlOU.S.  July  9,  due 
June  30,  lyiO,  5%.     July  17,  lUOlj.     4:1(141.  8.000 

Same  to  Pauline  Riipoldi  with  LAWYERS  TITLE  INS  &  TRUST  CO. 
Same  property.  Subordination  agreement.  July  0.  July  17, 
1;M)(;.     4:1041.  nom 

Dugro,  Philip  H  to  MUTUAL  LIFE  INS  CO  of  N  Y.  OSth  st,  No 
15,  n  s,  475  e  tith  av,  20x100.5.  July  2,  due,  &c,  as  per  bond. 
July  18,  11100.     5:1274.    --  50,000 

Diker,  Alexander.  Barpett  Zjlevitch  and  Isaac  and  Louis  Chauser 
to  Samuel  and  Herman  Pekelner.  Amsterdam  av,  N03  12S1  to 
1201,  n  e  cor  123d  st,  No  4.50,  10IJ.]lx,5(l.  P  M.  Prior  mort  $87,- 
000.      July   13,   due   Aug  0,    1010,   (i'/t.      July   17,    lOOU.      7:1904. 

28,000 

Di  Benedetto,  Joseph  and  Louis  Forliano  to  Geraldyn  Redmond. 
nSth  st.  No  420,  n  s,  284  w  Pleasant  av,  runs  n  KXt.ll  x  w  85 
x  s  15.7  X  s  30.11  to  st  X  e  33.11  to  beginning.  July  2,  1  year, 
— '/,,     July  12,  1900.     0:1709.  20,0<X» 

Dubinsky.   Morris  D  to  Annie  Walton.     Plot  begins  09.11  n  139th 

st  and  350  e  Lenox  av,  runs  n  12.0  x  n  e  06.4  x  s  50  1  x  w  .50  to 

■    beginning.     P  M.     June  14,  1  year,  5M!%.     JuJy  IT.  1900.     0:1737. 

6,000 

Deutsch,  Fannie  to  Isaac  Bell.  Pitt  st,  No  02,  e  s,  1.50  s  Riving- 
ton   st,   25x100.      July   17,   1000,   5  years,   5%.     2:.33S.  24,000 

Durnberg,  Wm  H  to  Lion  Brewery.  Columbus  av,  No  152.  Saloon 
lease.     June  30,  demand,  0%>.     July  17,  1906.     4:1138.  10,760 

Doerr,  Peter  to  Louis  Wlebke.  109th  st,  No  130,  s  s,  325  e  Am- 
sterdam av,  25x100.11.  P  M.  Prior  mort  $20,000.  July  10,  3 
years,  0%.     July  17,  190().     7:1803.  6.000 

Dlugasch,  Morris  to  Henry  E  Stevens.  Downing  st,  Nos  63  to  67, 
n  s,  91.3  e  Varick  st,  runs  n  39.3  x  n  51.6  x  e  49.7  x  s  90  to 
Downing  st  x  w  64.7  to  beginning.  P  M.  Prior  mort  $42,000. 
July  9,  due  as  per  bond.     July  14,  1906.     2:528.  27,000 

Daly,  Jerome  to  Herman  P  Kretschmar.  70th  st.  No  26,  s  s,  313 
w  Central  Park  West,  19x100.5.  July  12,  1906,  5  years,  414%. 
4:1122.  30,000 

Dewey,  Martin  A,  Westfield,  N  J,  to  Edward  A  Walton  trus  James 
Harper.     107th  st.  No  61,  n  s,  212  w  Park  av.  17x100.11.     July 

12,  due  July  1,  1909,  5%.     July  13,  1900.     6:1013.  8,500 
Doelger,  Peter  to  TITLE  INS  CO  of  N  Y.     10th  av,   No  460,   n  e 

cor  30th  st,  Nos  453  and  455,  24.8x72.     P  M.     July  11,  1  year, 

4%%.     July  12,  1906.     3:735.  20,000 

Dewald,  Francis  to  N  Y  SAVINGS  BANK,     99th  st.  No  65,  n  s,  150 

e   Columbus   av,  25x100.11.     Due   June  1,   1911,   5%. 

1906.      7:1835. 
Dineen,  Wm  and  Harry  Brown  to  A  Huptels  Sons.  Bowery.  No  35- 

Saloon  lease.    June  28,  demand,,  6%.     July  12,  1900,     1:290.     4,500 
Danell,  Andrew  P  to  Geo  Bruestle.     31st  st,  Nos  310  and  312,  s  s, 

107.0  e  2d  ay,  45.x98.9.     May  5,  2  years,  6%.     Rerecorded  from 

May  7.  1900.     July  12,  1903.     3:930.  4.000 

Draper,.  Charlotte  E  to  Gertrude  A  Dubois.     80th  st.  No  144,  3  s, 

200  e  Amsterdam  av,  20x102,2.     Prior  mort  $17,500.    July  12,  3 

years,  4%,     Jujj  14.  1906.     4:1210.  '  2,500 

Doyle,  Chas  K.  Brooklyn,  N  Y,  to  LAWYERS  TITLE  INS  &  TRUST 

CO.     104th  st,   Nos  122  to  132,  s  s,  200  e  Park  av,  3  lots,  each 

40x100.11.     3PM  morts,   each  $40,<:H>0.     July  10,  5  years,   5%. 

July   12,   1906.     6:1&31.  ••  120,000 

Same  to  Isak  Flam  and  ano.     Same  property.     3PM  morts,  each 

.fll.OOO;    3   prior   morts,   $40,000   each.      July    10,   5   years,   ii%. 

July  12,  1900.     6:1031.  42,000 

Ehrlich,  Paulina  to  Mary  L  Cassidy  and  ano.     Av  D,  No  113,  n  w 

cor  8th  st,  runs  n  14.1  x  w  —  x  n  .5%  x  w  —  x  s  14.6%  to  st 

X  e  50.10'/.  to  beginning.     P  M.     July  7,  July  12,  1900,  3  years. 

5%.     2:378.  7,.50O 

Eagleson,    Wm   H,   Newark,   N   J,   to   Geo   B  Post.      Claremont   av, 

w  s,  050  n  122d  st,  50x100.     P  M.     May  17,  due  July  10,  1907, 

514%.     July  17,  J900.     7:1994.  25,000 

Erdman,  Henry  and  Leon  S  Altmayer  to  Milton  M  Eisman.     54th 

st.  No  430,  s  s,  400  e  10th  av,  22.0x.55.2x22.7x53.6.     July  11,  5 

years,  5%.     July  17,  1900.     4:1063.  6,200 

Etagloc  Holding  Co  to  Max  M  Warburg.     Warren  st.  No  119,  s  s, 

134.3  w  Washington  st,  25.2x93.2.\24.9x92.11.     P  M.     June   17, 

3  years,  5%.     July  18,  1900.     1:131.  27,500 

Ehrlich,  Paulina  to  Clara  Minzesheimer.     Av  D,   No  113,  n  w  cor 

8th  st,  runs  n  14.1  x  w  —  x  n  0.5%  x  w  —  x  s  14.0%  to  8th  st 

X   e   50.IOV2    to    beginning.     Prior   mort   $7,500,      July  9,   3   yrs, 

O'/f.     July  14,  1900.     2:378.  .  2,000 

Erlanger,   Michael  and  Herman  Reis  to  Jos  J  Menne.     5th  av.  No 

1452.  w  s,  25.11  s  118th  st,  25x100.     P  M.     July  Hi,  3  years,  0%. 

July   18,   1000.'    0:1001,  3,000 

Ehlin,   Henry  to  Louis  Aronowitz.     Lewis  st.   No  .32,  e  s,   149.3  n 

Broome  st,  25x100.     PriOiT  mort  $28,000.     July  17,  6  years,  6%. 

July  18,   1900,     2:327.     .  .      ■  10,000 

Foley,  Terence  and  James  to  Mary  G  G  Coster.     Cherry  st.  No  347, 

s  s,  abt  25.5  w  Montgomery  st,  22j8x56.1.    June  30,  5  years.  5%. 

July  18,  1900.     1:245.  5.000 

Faden.  Harris  to  Nathan  Burkan  and  ano.     112th  st.  Nos  246  and 

248,  s  s,  KXl  w  2d  av.  37.0x100.11.     P  M.     July  l(i,  3  years,  0%. 

July  l.S,   1900.     0:1001.  2,500 

Friedrich,    Charles    H    with   Lizzie   B   Barry  trustee   Wm   I   Barry. 

144th  St.   n   s.   2<X)   w   Amsterdam   av.   ,50x99.11.      Subordination 

mort.     July  14.     Julv  10,  1900.     7:2070.  nom 

Frank,  Meyer  to  TITLE  INS  CO  of  N  Y.     Lenox  av,  Nos  564  and 

5(i0.  e  s,  49.11  n  138th  st,  50x85.     July  12,  3  years,  5%.     July 

13,  ItKXi.     0:1730.  50,000 
Frank,  Meyer  to  TITLE  INS  CO  of  N  Y.     Lenox  av,  Nos  508  and 

570,  e  s,  49.11  s  1.39th  st,  50x,85.  July  12,  3  years,  5%.  July 
13.  1900.     6:17.3f;.  .  50,000 

Frank,  Meyer  to  TITLE  INS  CO  of  N  Y.  Lenox  av,  Nos  500  and 
562,  n  e  cor  l,"8th  st,  No  69,  49.11x85,  July  12.  3  years,  5%. 
July   13,  1900.     6:1736.  65,000 

Frank,  Meyer  to  TITLE  INS  CO  of  N  Y.  Lenox  av.  Nos  572  and 
574.  s  e  cor  139th  st,  49.11x85.  July  12, -3  years,  5%.  July  13. 
1906.     0:1736.  65.000 

Frank,  Meyer  to  TITLE  INS  CO  of  N  Y.  1.39th  st.  No  68,  s  s,  85 
e  -Lenox  av,  40x99.11.  July  12,  3  years,  5%.  July  13,  1900. 
6:1730.  35,000 

Ferguson  (Robert)  &  Sons,  a  corpn,  to  City  Mortgage  Co.  Clare- 
mont av,  s  w  cor  119th  st,  12.5x100.  Building  loan.  July  12, 
demand,  0'%.     July  13,  1900,     7:1990.  73.700 

Same  to  same.  Same  propertv.  Certificate  as  to  consent  of  stock- 
holders  to   above  mort.     July   12.     July  13,   1900.     7:1990. ■ 


Fricdberg,  Simon  S  to  Seymour  Realty  Co.     Manhattan  av.  No  401, 

w  8.  3T.11  s  117th  Bt,  18.x50.     P  M.     July  14,  3  years,  4%7o,     July 

17,   1000.     7:1043.  7,.50O 

Friedman,  David  to  Frank  V  Strauss.     Lenox  av.  No  197,  w  s,  23  s 

120th   st,   20.x85.      P  M.      July   10,  5  years,   5%.     July  17,   1000. 

":1904.  20.000 

Fellerman,  David  and  Morris  Rubin  to  Saml  Rosenberg.     Av  A,  No 

214,  e  s,  51.0  n  13th  st,  22x96.    P  M.    Prior  mort  $10,000.    July 

10.  1  year.  (!%.     July  17,  19(Ki.     2:407.  1,000 

Fradkin,  Louis  to  LAWYERS  TITLE  INS  &  TRUST  CO.     Mitchell 

pi.  No  7,  n  s,  108  s  e  1st  av,  18x80.10.     P  M.     July  11,  3  years, 

5%.     July  12,  1900.     5:1361.  5,500 

Fradkin.   Louis  to  Jacob  M  Beer.     Mitchell  pi,  No  7,  n  s,  108  s  e 

1st   av,   18.x81.10.     P  M.     July  11,  2  years,  0%.     July  13,   1900. 

5:1301.  .  1,500 

Frankel.  Bernard  to  Daniel  Spitzer  and  ano.     2d  av.  No  1908.  n  e 

cor  101st  st.  No  301,  25.11x75.     P  M.     Prior  mort  $25,(KJ0.  July 

13,  3  years,  0«; .     July  14,   1900.     0:1073.  8,000 

Finkclstein,  Herman  and  Julius  Drosin  to  Nathan  Brody,     12th  st,  ■ 

Nos  048  to  (i52,  s  w  s,  83  n  w  Av  C,  75x103.3.     P  M.     July  3, 

due  Sept  10,  1900,  (\%.     July  13.  1900.     2:394.  3,250 

Frankel,  Bernard  to  Daniel  Spitzer  and  ano.     2d  av,  Nos  1970  and 

1972,   e  s,  25.11   n  101st  st,   50x75.     P  M.     Prior  mort  $.32,.S0O. 

July  13,  3  years-,  07o.     July  14,  1900.     0:1073.  4,400 

Flnkelstein,    Wolf,    Isaac   Kaplan    and   Jake   Edelberg   to   Mary   W 

Duttenhofer.      Essex   st.   No   40,   e   s,   101.6   s   Grand  st,  25x100. 

July  5.  5  years,  57c.     July  14,  1906.     1:311.  35,(100 

Fox,  BenJ  to  Chas  A  Stein.     7th  av.  No  2148,  w  s,  70.7  s  128th  st, 

23.4x.S5.      P   M.      Prior   mort   $18,000.      July   11,   3   years,   — %. 

July  12.  1006.     7:1933.  7,000 

Fox.  BenJ  to  Chas  A  Stein.     7th  av.  No  2146,  w  s,  99.11  s  128th  st,'. 

23.4x84.10.     P  M.     Prior  mort  $18,000,     July  11,  8  years,  —%. 

July  12.  19(30.     7:1983.  7,000 

Fox,  Ben]  to  Chas  A  Stein.     7th  av.  No  2144,  w  s,  123.3  s  128th  st, 

23.4x84.1(J.     P  M.      Prior  mort  $18,000.     July  11,  3  years,  —%. 

July  12,  190(i.     7:1933.  6.000 

Frank,  Meyer  to  TITLE  INS  CO  of  N  Y.     138th  st.  No  07,  n  s,  85  < 

e   Lenox   av,   40x99.11.      July   12.   3  years,   5%.     July   13.    1006. 

0:1730.  35,000 

Flurl   Construction   Co  and  John   J  Mahony  with  Nor^h   American 

Mortgage  Co.     Broadway,  Nos  3820  to  3826,  n  e  cor  159th  st, 

99.11xl(K).      2    subordination    agreements.      June   28.      July   17, 

1906.     S:211S.  nom 

Fischer,  Nathan,  and  Simon  and  Louis  Gluckstein  to  STATE  BANK. 

Water  st.  No  6,30,  n  w  cor  Scammel  st,  No  59,  24.1x68x24.8x08. 

July  12,  secures  notes,  0%.     July  14,  1906.     1:260.  2.000 

Francis.  Bentivengna  Corleonese  Co  to  Rosalia  Meli.    120th  st,  Nos 

322  to  332,  s  s,  140  w  1st  av,  125x99.11.     July  10,  demand,  C>%. 

July  12,   1906.     0:1802.  7,000 

Forman,  Aaron  and  Geo  Aronson  to  Saml  Briskman.     92d  st,  Nos 

3.30  and  338.  s  s.  200  w  1st  av.  50x100.8.     Prior  mort  $24,000. 

July  12,  due  Oct  14,  1900,  G%.     July  17,  1006.     5:1554.  5,-QOO 

Ginsburg,  Saml  S  and  Benny  Book  to  Lizzie  B  Barry  trustee  Wm  I 

Barry.     144th  st,  n  s.  200  w  Amsterdam  av,  50x99.11.     July  14, 

1900,  5  years,  5%.     7:2070.  48,000 

Ginsburg,   Saml  and  Benny  Book  to  Lizzie  B  Barry  trustee  Wm  I 

Barry.     144th  st,  n  s,  250  w  Amsterdam  a-v,  50x99.11.     July  14. 

1906,  5  years,  57c.     7:2076.  ■.48,000 

Gaetjens,   Charles.   Fort  Lee,   N  J,   to  Townsend  Wandell   and  ano 

trustees    for   Caroline   H   Johnston    will    Richd   Arnold.      Bowery, 

No  2(!,  w  s,  42.0  s  Bayard  st,  runs  s  23.0  x  w  1(X).2  x  n  20.11  x 

6   e  47  x  ,53.6  to   beginning.     July   17,  5  years,  4%%.     July  18. 

190(i     1:163.  35,000 

Gobel,   Ellen  to  Andrew  J  Doyle.     Broome  st.  No  580,  n  s,  1.52,10 

e   Hudson  st,   22.8x84.3.     July  2,  3  years,  4%.     July  13,  lOOti. 

2:578.  35XK)0 

Goldenkranz,   Solomon  to  Fred  Hirschhorn.     7th  av,  No  200.  w  s; 

49.7  B  22d  st,  24.7xl(.10.     P  M.     July  16,  5  years,  .59c.     July  17. 

1900.     3:771.  42.500 

Same  to  Max   Marx.     Same  property.     P  M.      Prior  mort  $42.5(JO. 

July  10,  3  years,  —%.     July  17.  1906.     3:771.  3..500 

Goodman,  Jacob  and  Chas  Rubin  to  Jonas  Weil  and  ano.     96th  st, 

No  117,  n  s.   180  w  Lexington  av,  37.6x100.11.     July  9,  demand, 

C7c.     July  13,  19(16.     0:1024.  2,tK)0 

Gronowitz,   Abraham    to   Samuel   Friedman   and  ano.      7th   st,   Nos 

209  and  211,  n  s,  283  w  Av  C,  40.x97.(}.     P  M.     Prior  mort  $ . 

June  29,  5  years,  ii%.    July  18,  1906.    2:390.  13,.800 

Goldstein,  Minnie  to  Harry  Abend  and  ano.     7.3d  st,  No  221,  a'  s, 

285  e  3d   av,   25x102.2.      P  M.      Prior  mort  $10,000.     July  5,  5 

years,    07r.      July   IS,    1900.      5:1428.  8,000 

Greenberg,  Mendel  W  to  Herman  Hoffman.     100th  st,  No  115,  n  s, 

202   w   Lexington   av,   25.0x100.11.      P   M.      Prior   mort   $28,500. 

July  17.  due  July  1.  1909,  67c.     July  18,  1906.     6:1628.  792.75 

Greenberg,  Mendel  W  to  Herman  Hoffman.     100th  st,  Nos  111  and 

113,  n  s,  227.0  w  Lexington  av,  2  lots,  each- 25.0x100.11.     2PM 

morts.  each  $792.75.     2  prior  morts.  $28,500  each.     July  17,  due 

July  1.  1909.  07r.     July  18.   ]90(;.     6:1628.  1,,585.50 

Goldman    (J)    Realty  &  Construction   Co   to   Montifiore  Realty  Co. 

131st   St.    Nos   .52.S   to   5.32,   s   s,   90   e   Old   Broadway,    runs   s   w 

()6.1  to  c  1  Byrd  st  x  s  e  75  x  n  e  107  to  1.31st  st  x  w  ,85.3  to 

beginning.     P  M.     July  17,  1  year,  6%.     July  IS,  1906.     7:1985. 

11,500 
Gerstner,  Solomon  to  Jonas  Weil  and  ano.     132d  st.  No  6,  s  s,  125 

e  5th  av,  25x99.11.     P  M.     Prior  mort  $12,000.     July  17,  4  years. 

07c.     July  18,  1900.     0:1756.  9,000 

Geiger,    Chas    and    Samuel    Wacht    to    Leo    A    Goldstone.      1st    av, 

Nos  1020  to  10.30,  n  e  cor  .56th  st.  No  401,  00x94.     P  M.     July 

12,  5  years,  67c,     July  13,  1906.     5:1368.  12,000 
Goldstein,  Jennie  to  Samuel   Bowitz  and  ano.      Broome  st.  No  18, 

n  w  cor  Mangin  st.  No  19,  25x80.     P  M.     July  16,   1  year,  (!%. 
July  IS,  1900.     2:322.  3,000 

Goldstein,  Max  to  Pierce  Brennan.     Norfolk  st,  No  181,  n  w  s,  125 
s  Houston  st,  25xKX).     P  M.    July  12,  due  May  1,  1913,  6%.    July 

13,  1900.     2:355,  6,000 
Gellis,   Jennie   to   Adolph   Llfshutz.      11th  st.   No  318,   s   s.   350  w 

1st   av,  25.x04.lO.     July  2,  4  years,  G%.     July  13.  1906.     2:452. 

0,750 
Greenwald.  Max  and  Jacob  to  Max  N  Natanson.     118th  st.  No  74.  s' 
s,  89.0  w  Park  av,  runs  s  50.5  x  w  ll.S.fJ  x  s  50  x  w  25  x  n  100.11 
to  st  X  e  25.6  to  beginning.     Prior  mort  $14,000.  July  12,  2  yrs, 
0%.     July  14.  1900.     6:1623.  2,000 


l^e   text  of  these  pages  Is  copyrlshted.     All  rights  are  reserved.         Notice  Is  hereby  glTen  that  infringement  will  lead  to  prosecution. 
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GartelmaQ,  John  C  to  Katie  H  Hatch.  St  Nicholas  av,  n  e  cor 
llWth  St,  2(J.2x(jol)xU'5xo7.T.  P  M.  2  years,  57o.  July  10,  1900. 
S;lil24.  15,000 

Gomberg.  Rebecca  to  Nathan  A  Navasky  and  ano.  101st  st,  Nos 
121  and  123,  n  s.  1S)3.4  w  Columbus  av,  31.SxlOO.ll.  P  M.  Prior 
mort  $35,000.     July  16,  3  years,  6%.     July  17,  1006.     7:1S50. 

8,000 

Ghiglione.  Maria,  Borough  of  Richmond,  N  Y,  to  Domenico  Bono- 
molo.  Elizabeth  St.  Nos  232  and  234,  e  s,  114.5  n  Prince  st,  39.11 
x92.7x40.\92.11.      July   14,    1   year,   67c.      July   17,    1900.      2:o07. 

15,000 

Gerbereux,  Eugene.  Yonkers,  N  Y,  to  Louisa  Darrow.  Thomp- 
son st.  No  137,  w  s,  160.0  n  Prince  st,  24.8x100.  July  16,  5  yrs, 
4%.     July  17,  1906.     2:517.  20.000 

Goldstein,  Lillian  L  to  Lewis  Levy.  26th  st,  Nos  319  and  321,  n  s, 
200  w  Sth  av,  50x9S.9.  Prior  morts  $67,500.  June  30,  3  yrs, 
6%.     July  17,  1900.     3:7.50.  5,000 

Grossman,  Isaac  and  Barnet  Sundelevich  to  Realty  Mortgage  Co. 
S6th  St.  Nos  436  to  442.  s  s.  97.7  vv  Av  A,  121.2x102.2.  Prior  mort 
S40.000.    July  12,  due  Sept  21,  1900,  OVc    July  IS,  1900.     5:1505. 

10,000 

Halpern,  Lena  to  Friedrich  Gemmer.  102d  st.  No  167,  n  s,  325.1  e 
Amsterdam  av,  25x97.2x25x97.  P  M.  Prior  mort  $19,000.  July 
K).     July  17,  1900.     7:1857.  4,000 

Harvey,  Chas  E  to  Frances  Mathews.  19th  st.  No  232,  s  s,  29(.2  w 
7th  av,  15.5x92.  P  M.  July  17,  3  years,  57c.  July  18,  1900. 
3:708.  8,000 

Hotman,  Martin  B  to  John  Palmer.  Soth  st,  Nos  102  and  104,  s  s, 
30  w  Columbus  av,  2  lots,  each  35x102.2.  2PM  morts,  each 
$14  0(M);  2  prior  morts.  .$35,000.  July  16,  due  July  15,  1910, 
— %.     July  17,  1900.     4:1215.  28,000 

Heller,  Moses  to  Harris  Schonzeit  et  al.  Norfolk  st.  No  107,  w  s, 
1.50  n  Delancey  st.  25xlCK1.  P  M.  Prior  mort  $34,500.  July  15. 
3  years.  iiVc-     July  17,  liKIO.     2:353.  3,000 

Haase,  Albert  to  Caroline  L  Gilsey  extrx  Peter  Gilsey  2d.  41st  st. 
No  413.  n  s,  225  w  Oth  av,  2.5x98.9.  P  M.  July  17,  1900,  3  yrs. 
5%.     4:1051.  21.000 

Herbst,  Feny  to  Saml  King.  101st  st.  Nos  .320  and  328.  s  s,  200  w 
1st  av,  39.1x100.11.  P  M.  Prior  mort  .$42,000.  June  12,  due 
Apr  4,  1913.  0%.     July  17.  1!>00.     0:l(i72.  7,000 

Hutchison,  Henrietta  F  to  EMIGRANT  INDUSTRIAL  SAVINGS 
BANK.  Lexington  av.  No  180(),  w  s,  20.5  n  112th  st,  20x.55. 
July  17.  1!X)6.  3  years.  4V27r.     6:1040.  0,000 

Herskowitz,  Bertha  with  Diederich  Deters,  of  Brooklyn.  Gouver- 
neur  st.  No  47,  w  s.  130  s  Madison  st.  16.11x04.10x17.1x04.3. 
Extenscion  mort.     Jan  11.  1905.     July   10.  19(.M.).     1:268.  nom 

Herman.  Gabriel  and  Louis  fo  David  Stoddard.  Lewis  st.  No  205. 
n  w  s.  abt  48  n  0th  st.  22.10x07  to  alley  way,  22.8x04.  P  M. 
Prior  mort  $5,500.    July  9.  5  years,  67c.     July  12,  1906.     2:363. 

2,000 
P  M.     July  9.  5 
5,.500 
101st  st.   No  314,   s  s.   134 
July  12,  3  years,  4%.     July 
("..OOO 
P  M.     Prior  mort  $16,000. 
7:1889.  7,500 


Same   to   Peter  Wannemacher.     Same  property 

years,  5%.    July  12,  1900.     2:.303. 
Harris.   Isaac   to   Georgiana   C   Stone. 

w  West  End  av,  17x100.11.     P  M. 

13,  IfMiO.     7:1889. 
Same  to  Mina  Shire.     Same  property. 

July  12.  3  years.  5%.     July  13.  190t 
Holders   Realty  Co  to   EMPIRE   CITY   SAVINGS   BANK.     Park  av. 

Nos  1908  to   1914,  s  w  cor  l.?Oth  st.  99.11x90.     P  M.     July  13. 

1  year,  5%.     July  14,  ISHXi.     6:17.54.  37. .500 

Hirshfeld.  Max  to  Wm  T  Hookey.     Cathedral  Parkway,  s'  s,  100  w 

Manhattan  av.   75x72.11.     Building  loan.     July   12,   due   Nov  25. 

]9il6,  0%.     July  14.  3906.     7:1845.  19,000 

Holders  Realtv  Co  to  Charlotte  A  Williams.     Park  av.  Nos  1908  to 

1914,   s   w   cor   13(lth   st.   99.11x90.      P   M.      Prior  mort  $37, .500. 

July  13.  3  years,  67c.     July  14,  1906.     0:1754.  7,500 

Hyman,  Louis  to  Sundel  Hyman.     110th  st.  No  5.  n  s.  61.6  w  5th 

av.    27xl(X).ll.      P   M.      Prior   mort   .$20,(XIO.     July   12,   due   July 

1.  1911.  (i'/f.     July  16,  19(M!.     6:1000.  14,000 

Hyman.  Louis  to  Sundel  Hvman.     110th  st,  No  3,  n  s,  34.6  w  5th 

av.  27x100.11.     P  M.     Prior  mort  $20,000.     July  12,  due  July  1. 

1911.  69r.     July  16.  1900.     0:1000.  '  7,000 

Heard,   Wm   N.  Queens  Borough,   to  David  Sears  of  Boston.     06th 

st.  No  02,  s  s.  160  e  Columbus  av,  20x100.8.     3  years,  57c.     July 

1(!,   1906.     4:1209.  18.000 

Haas.  Michael  to  Simon  Badt  and  ano.     14Sth  st.  No  211,  n  s.  249.10 

w  7th  av,  37.5x99.11.    P  M.    5  years,  0%.    July  10,  1900.    7:2a34. 

5.000 
Hinderstein.  David  to  Meyer  A  Goldstein  et  al.     10th  st,  No  380, 

n  s.  108  w  Av  C.  25x94.9.     P  M.     Prior  mort  $7,000.     July   15, 

5  years.  (!7r.     July  IS.  1906.     2:393.  9,500 

Heifer,  Isaac  to  Isaac  Schlesinger.     Amsterdam  av,  No  2142,  w  s. 

25  n  106th  st,  25x100.     Prior  mort  $28,000.     July  16,  3  years. 

— 7f.     July  18,  1906.     S:2123.  7,000 

Hofstatter,  Wm  F  and  Davis  Greenspan  to  Hattie  Jacoby.     2d  av. 

No  1.542,  e  s.  51.1  n  SOth  st.  25.6x100.     P  M.     July  16,  4  years. 

—%■     July  IS.   1900.     5:1.543.  5,000 

Hillman.  Frank  and  Joseph  Golding  to  Harry  T  Shriver.     .5Gth  st, 

Nos  321  to  349.  n  s,  100  w  1st  av,  runs  w  230  x  w  44.11  x  n 

140.5  X  s  e   18.11  to  e  1  Old  Post  road  xsw  —  xe31toes 

Old  Post  road  x  s  e  224.9  x  s  121.0.     P  M.     July  10,  2  years,  57c. 

July   17,  1906.     5:1349.  125,000 

Same  to  same.     Same  property.     P  M.     Prior  mort  $125,000.     July 

16,  due  Nov  1,  1906,  .57r.     July  17,  1906.     5:1.349.  55.000 

Horwitz,  Hyman  with  Lizzie  B  Barry  trustee  Wm  I  Barry.     144th 

st,  n  s,  200  w  Amsterdam  av.  100.x99.11.     Subordination  agree- 
ment.    July  14.     July  10.  1906.     7:2070.  nom 
Heifer.   Isaac    to   James   M    Horton.      140th    st.   No   477.    n    e   cor 

Amsterdam  av,  Nos   1021   to  1025.  40.x09.11.     P  M.     July   16,  3 

years,   57r.     July   17,   1900.     7:20.57.                                              37,000 
Heifer,  Isaac  to  James  M  Horton.     141st  st.  No  476,  s  e  cor  Am- 
sterdam av.  Nos  1027  to  1633.  99.llx.35.     P  M.     Prior  mort  $ . 

July  16.  3  years,  .57.     July  17,  1906.     7:2057.  33,000 

Hammerstein,  Oscar  to  William  Hammerstein.     42d  st,  Nos  207  to 

211,  n  s,   131  w  7th  av,  69x100.4.     Leasehold,     July  12,  1  year, 

<r/r.     July  13,  1906.     4:1014.  75  000 

Hughes.  C  V  Oden  to  Phebe  J  McAdam.     42d  st.  No  322,  s  s    317  2 

w   .Sth   av,    16.8x98.9.      July    13,   5   years,    67c.      July    17,    1900. 

4;10.>2.  6  000 


Harris,  Isaac  and  Max  Blanck  to  Fredk  .\yer.  Lenox  av.  No  20. 
e  s,.  00  s  112th  st,  40.11x100.  P  M.  Prior  mort  $45,000.  July 
17,  3  years,  57f.     July  18,  1900.     0:1595.  15,000 

Harris,  Isaac  and  Max  Blanck  to  Fredk  Ayer.  Lenox  av,  s  e 
cor  112th  st.  No  50,  00x100.  P  M.  Prior  mort  $90,000.  July  17, 
5  years,  4V47c.     July  18,  1900.     6:1595.  35,000 

Hirsch,  Minnie  to  MUTUAL  ALLIANCE  TRUST  CO.  78th  st,  Nos 
404  and  406,  s  s,  82.11  e  1st  av,  runs  e  48.7  x  s  102.2  x  w  71.10  x 
n  e  104.9  to  beginning.  All  title  to  triangular  plot  6.3  on  s  s 
and  85.10  on  w  s.    July  14,  5  years,  57c.     July  17,  1906.    5:1472. 

51.000 

Horner,  Richd  W  to  Henry  H  Longstreet.  119th  st.  No  451,  n  s, 
75  w  Pleasant  av,  38x110.  P  M.  Prior  mort  $22,000.  June  13, 
3  years,  57-.     July  13,  1906.     6:1807.  8,(.X)0 

Hildreth,  Walter  E  to  Wm  A  Ewing  and  ano.  57th  st,  No  333,  n  s, 
355.3  e  9th  av,  20.3xlW.5.  P  M.  Prior  mort  $20,000.  Mar  15. 
2  years,  5V2%.     July  13.  1900.     4:1048.  11.000 

Hermann,  Harriet  to  H  Koehler  &  Co.  3d  av,  No  1810.  Saloon 
lease.     June  29,  demand,  6%,     July  13,  1906.     6:1028.  2,700 

Heard,  Wm  N  to  Marc  H  Mack.  42d  st,  Nos  340  and  342,  s  s,  250  e 
9th  av,  50x98.9.  P  M.  July  10,  3  years,  57o.  July  13,  1900. 
4:1032.  .  50,000 

Hookey,  Wm  T  with  Susan  M  Tuthill.  Carmine  st,  Nos  2  and  4. 
Subordination  mort.     July  12.     July  13,   1906.     2:542.  nom 

Heckman,  Eliz  to  Eliz  Graham.  17th  st,  No  635,  n  s,  163  w  Av  C. 
25.X92.     July  13,  3  years,  5% 7c.     July  14,  1906.     3:985.  9,000 

Hartung,  Magnus  to  Wilhelmiene  A  Hartung.  21st  st,  No  342,  s  s, 
130  w  1st  av,  30x92.  P  M.  July  11,  5  years,  4V4%.  July  12, 
1906.     3:926.  4,060 

Isman,  Felix,  of  Philadelphia,  Pa,  to  Lawyers  Realty  Co.  Sth  av. 
s  e  cor  107th  st,  100.11x100.  P  M.  July  14,  3  years,  57p.  July 
17,  1906.     6:1012.  -  95,000 

Isman,  Felix,  Philadelphia,  Pa,  to  N  Y  LIFE  INS  CO.  Nassau  st, 
Nos  93  to  99,  n  w  cor  Fulton  st,  Nos  135  to  139,  runs  n  117  to 
s  s  Ann  st,  Nos  30  to  34,  x  w  75.0  x  B  124.4  to  Fulton  st  x  e 
74.8  to  beginning.  P  M.  July  2,  due  Mar  1,  1911,  57c.  July  13. 
1900.     1:89.  800,000 

Ihlseng.  Axel  O  to  MUTUAL  LIFE  INS  CO  of  N  Y.  33d  St.  No  1.51, 
n  s,  148  e  Lexington  av,  20x98.9.  July  12,  due,  &c,  as  per  bond. 
July   13,   1906.     3:.S89.  2,000 

Irving,  Helen  C  to  UNION  TRUST  CO  of  N  Y.  Barclay  st.  97,  n  s, 
S0.8  w  Washington  St.  22.3x100.3x23.11x100.5.     July  11,  due  July 

I,  1009,  4y27c.    July  13,  1906.     1:128.  19.0(X> 
Imperato,  Augusta  to  Concetta  Marrone.     1st  av.  No  2248.  e  s,  75.10 

s  116th  st,  25x95.  P  M.  July  12,  lt>06,  due  April  17,  1911,  — %. 
6:1709.  11.0(^)0 

Jackson.  Isidore  and  Abraham  Stern  to  LAWYERS  TITLE  INS  & 
TRUST  CO.  Liberty  St.  No  124.  s  e  cor  Greenwich  st.  Nos  145  to 
149,  44.4x53.9x35.1x54  8.  P  M.  July  16,  due  July  10,  1909, 
41/2%.     July  17,   1900.     1:52.  80.000 

Jacobs,  Abraham  to  Walter  S  Gurnee  et  al  exrs  W  S  Gurnee.  113th 
st,  No  73.  n  s.  177.2  w  Park  av,  20.3x100.11.  P  M.  July  10,  5 
years,  4y27c.     July  17,  1900.     0:1619.  __  19,tX)0 

Josephson,  Yetta  and  Lizzie  to  Michael  Josephsohn.  17lh  av,  No 
411,  n  s.  169  e  1st  av.  25x92.  P  M.  Prior  mort  $13,.500.  July 
10.  4  years.  67.     July  10,  1900.     3:949.  5.000 

Jacobs,  Louis  J  with  Martin  Garone.  Max  Keve.  Angelo  Taranto  and 
Ventura  Cominello.  18th  st,  Nos  404  and  40(i,  s  s.  94  e  1st  av. 
.50x92.  Agreement  apportioning  mort,  &c.  July  10.  July  10, 
1900.     3:949.  nom 

Jackie,  Christian  to  TITLE  GUARANTEE  &  TRUST  CO.  3d  av, 
No  868,  w  s,  75.5  s  53d  st,   16.8x101.8x16.8x101.9.     P  M.     July 

II,  due,  &c,  as  per  bond.     July  12,  1906.    5:1307.  10.000 
Jacobson,   Joseph,   David   Levy   and   Robert   Friedman   with   North 

American  Mortgage  Co.      13Sth  st,  Nos  8  to   12,  s  s,   120  w  5th 

av,  12.5.X99.11.     2  subordination  agreements.     June  2.S.     July  IS, 

1906.     6:1735.  nom 

Jackson,  Isidore  and  Abraham  Stern  to  LAWYERS  TITLE  INS  & 

TRUST  CO.     49th  st.  No  349,  n  s,   131.3  w   1st  av,   18.9x100.5; 

49th  st.  No  .351,  n  s,  112.6  w  1st  av,  18.9x100.5.     P  M.     July  16, 

due  June  30,  1907,  57.     July  17,  1906.     5:1342.  15,000 

Jacobs,  Abraham  to  Esther  G  Solomon.     11.3th  st,  No  7.3,  n  s,  177.2 

•w  Park  av.  20.3x100.11.     Prior  mort  $19,000.     July  16,  3  years. 

57.     July  17,  1900.       6:1019.  2,000 

Jacobs,  Abraham  and  Lena  to  Prescott  Realty  Co.      11.3th  st.   No 

73,  n  s,  177.2  w  Park  av,  26.3x100.11.     P  M.     Prior  mort  $21,000. 

July  1(!.  2  years,  6%.     July  17.  1906.     6:1019.  2.000 

Jackson.  Isidore  and  .A.braham  Stern  to  LAWYERS  TITLE  INS  & 

TRUST  CO.     108th  st.  No  182,  s  s,  73  w  3d  av,  27x75.     July  17, 

due  June  30,  1909,  5%-    July  18,  1900.     0:1635.  30,000 

Kobre,  Max,  Abraham  L  Kass  and  Daniel  Dober  to  Meyer  Frank. 

Lenox  av,  Nos  .508  and  .570,  e  s,  49.11  s  1.39th  st,  50x85.     P  M. 

Prior  mort  $ .     July  2,  1  year,  67c.     July  1.3,  1900.     6:1730. 

10.000 
Kobre,  Max,  Abraham  L  Kass  and  Daniel  Dober  to  Meyer  Frank. 

Lenox  av,  Nos  504  and  .500,  e  s,  49.11  n  138th  st,  50xS5.     P  M. 

Prior  mort  $ .     July  2,  1  year,  G%.     July  13,  1906.     6:1736. 

10,000 
Kobre,  Max,  Abraham  L  Kass  and  Daniel  Dober  to  Meyer  Frank. 

138th  St.  No  07.  n  s.  85  e  Lenox  av.  40x99.11.     P  M.     Prior  mort 

$ .    July  2,  1  year,  07-    July  13,  1900.    6:1736.  10,000 

Kobre,  Max.  Abraham  L  Kass  and  Daniel  Dober  to  Meyer  Frank. 

Lenox  av.  Nos  572  and  574.  s  e  cor   139th  st,  49.11x85.     P  M. 

Prior  mort  $05,000.     July  2,  1  year,  67c.     July  13,     1906.  0:1730. 

15.000 
Kobre.  Max,  Abraham  L  Kass  and  Daniel  Dober  to  Meyer  Frank. 

139th  st,  No  08,  s  s,  85  e  Lenox  av,  40.x99.11.     P  M.     Prior 

mort  $ .     July  2      1  year,  67^.     July  13,  1906.  10,000 

Kobre,  Max,  Abraham  L  Kass  and  Daniel  Dober  to  Meyer  Frank. 

Lenox  av.  Nos  500  and  562,  n  e  cor  138th  st.  No  69,  49.11x85. 

P   M.      Prior  mort   $ .      July  2,   1  year,   67c.     July   13,   1906. 

6:17.36.  15,1X)0 

Karpas,    Gottlieb   M   with   Lizzie   B   Barry   as   trus   Wm   I    Barrv. 

144th  st,  n  s,  200  w  Amsterdam  av,   100x99.11.      Subordination 

agreement.     July  14.     July  17,  1906.     7:2076.  nom 

Klein.  David  to  Lizzie  Reuning.     113th  st.  No  76,  s  s,  1.30  w  Park 

av.  2.5x100.11.    P  M.    July  2,  3  years,  67c.  July  18,  1906.  0:1618. 

6,500 
Kaufmann,    Bella    H    with    Mary    Fitzgerald.      Lexington    av,    No 

793.     Extension  mort.     July  12.     July  18,  1900.     5:1396.  nom 
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Adaptable  for 

Offices  and  Residences 

Systems  of  Less  Than  Five  Stations 


Interior  Telephones 

No  Installation  Charge       ETlffll      PpilfC      !l      Mfinfh 
No  Maintenance  Charge     rillj       UCIIlO      U      mUlllll 

THE  AHENTION  OF  ARCHITECTS  AND  BUILDERS  IS  PARTICUURLY  CALLED  TO  THE  ADVANTAGES  bf  OUR  SYSTEMS. 
RATES  FOR  SYSTEMS  OF  OVER  FIVE  STATIONS  AND  ALL  OTHER  INFORMATION  MAY  BE  OBTAINED  UPON  APPLICATION. 

NEW     YORK     TELEPHONE     COMPANY 


i  15  WEST  38th  STREET 


15  DEY  STREET 


220  WEST  124th  STREET 


Kirchhof,  Frederick  to  Jacob  Hoffman  Brewing  Co.  1  lolh  st.  Xo 
(iS.  s  s,  -I'M  w  -tth  av.  li.'ixKJt).!  1.  Prior  mort  !i;20,(MX».  July  tl, 
demand.  (!%.     July  13,   ,l'JOt;i.     liiKllS.  1.<I00 

Kuustler,  Felix  and  Joseph  Mahl  to  David  Solomon.  4Stli  si,  No  317. 
n  s,  :.'■-'.">  e  2d  av,  I'-^xlUO..").  P  M.  Prior  mort  .$l.j,00<.).  July  12. 
due   IMar   l.-|,   lylO,  6%.     July  13.   IIKIC.     5:i:'.-41.  4,7(J0 

Keyes.  Kate  to  TITLE  GUARANTEE  &  TRUST  CO.  Hamilton 
Terrace,  No  7,  e  s,  72.G  n  141st  st,  17.()x04.11xl7.G.x<J3.8.  July 
13,  due,  &c,  as  per  bond.     July  14,  1!K)0.     7;20.jO.  G.tXlO 

King,  Mary  A  with  Chas  Laue.  7th  av,  Nos  2132  and  21.34.  jVgree- 
meut  modifying  mortgage.     Apr  4,  I'.IUO.     July  12,  lOtMJ.     7:1'J32. 

nom 

Kotzen  Realty  Co  to  Pincus  Lowenteld  and  ano.  13th  st,  Nos  313 
and  31."),  n  s,  171  e  2d  av,  46x103.3.  P  M.  July  12,  1  year,  6%. 
July  13,  lOOti.     2:45.5.  11,000 

Kraner.  Yetta  and  Augusta  Rosenthal  to  Mary  W  Turner.  112th 
st,  No  13.  n  s,  225  e  5th  av,  lOxlOO.ll.  P  M.  July  12,  due  July 
1,  l!tl2,  ."//;■.     July  13,  lOOti.     (j:l(il8.  14,000 

Same  to  Fredk  Newbouer  and  ano  exrs  Louisa  Newbouer.  Same 
property.  P  M.  Prior  mort  .$14,<M0.  July  12,  3  years,  0%.  July 
13,   ll.HVli.     (;:1018.  2,2.50 

Keller,  Theodore  to  John  Schwamb.  Av  A.  No  1S5,  w  s,  100  n  11th 
st,  25x100.     P  M.     1  year.  5%%..     July  10,  1!MK>.     2:4.39.  _8,500 

Kaufman,  Lena  to  Julia  D  Heinemann.  50th  st.  No  417,  n  s,  155.7 
e  1st  av,  19.5x100.5.     5  years,  5%.     July  16,  1900.    5:1302.        8,000 

Kaufmann,  Leopold  to  American  Mortgage  Co.  .54th  st.  No  402,  s 
s.  94  e  1st  av,  25x100.5.  P  M.  1  year,  5%.  July  16,  1900.  5:- 
1305  19,500 

Kuemmel,  Bella  to  EMIGRANT  INDUST  SAVINGS  BANK.  85th  st. 
No  .521,  n  s,  223  e  Av  A,  25x102.2.  3  years,  4H';'c-  July  10,  1900. 
5:1.582.  •  8,000 

Kahn.  Harris  to  Rebecca  Bachrach.  92d  st.  Nos  403  to  413.  n  s, 
94  e  1st  av,  125x100.8.  July  11.  demand,  67o-  July  17,  190(5. 
5:1572.  4.0(10 

Levy,  Ray  to  Edw  V  Loew  Jr.  Morningside  av  East,  Nos  131  and 
133,  s  e  cor  125th  st,  Nos  374  to  388,  52.4  to  Hancock  pi,  Nos 
25  to  39,  .xl(i9.3xl30.3xl50.  P  M.  July  16,  6  years,  6%.  July 
l.S,    190(;.      7:19.51.  125.000 

Lynch,  James  A  and  Richd  T  to  Maria  0  Lester.  212th  st,  n  s,  75 
e  9th  av,  2.50.x99.11  July  17.  3  years,  57o.  July  IS,  1900. 
8:2193.  25,000 

Levy,   Daniel  to  Wm  Stube  et  al  exrs,  &c,  Henry  Stube.     39th  St.. 
Nos  329  and  331,   n   s,  400  w  8th  av,  2  lots,   each  25x98.9.     2 
morts.    each    .fl5,000.      July    2,    5    years,    5%.      July    17,    1906. 
3:703.  _  30,000 

Lasberg.  Max,  Harry  and  Max  Rosenthal  to  Max  Gasman.  97th  st. 
No  215,  n  s,  239  e  .3d  av,  24.(;xl<M».ll.  P  M.  Prior  mort  .$18,- 
025.      July    10,   due   Jan   15.   19(19.   C,%.     July   17.    190(i.     6:1047. 

3.1.50 

La  Cagnina,  Orazio  to  Israel  Lippmann  and  ano.  47th  st.  No  226, 
s  s.  242  w  2d  av,  2.5xl(¥».5.  P  M.  Prior  mort  $14,000.  July  16. 
4  years,  iV/r .     July  17.  1906.    5:1320.  4.000 

Lippmann.  Israel  with  Milton  M  Eisman  (Surety  Realty  Co  con- 
sent). Lafayette  st.  Nos  66  to  72  (Elm  st),  w  s,  25  u  Leonard 
st,  runs  w  45.9  x  n  25  x  w  43.6  x  n  30.9  x  w  5  x  n  19.3  x  e  5  x  n 
25  X  e  90  to  Elm  st  x  s  100.  Assignment  of  Vs  interest  in  build- 
ing loan  agreement  recorded  Sept  8,  1905.  July  12.  July  13. 
1906.      1:171.  other  consid   and   1(X> 

Leibowitz,  Kesil  and  Harry  Moldawsky  to  Irving  Bachrach  et  al. 
9Sth  st.  No  216,  s  s,  260  e  3d  av.  25x100.9.  P  M.  Prior  mort 
.$19,.500.     Installs.  6%.     July  16.  1906.     6:1047.  7,000 

'Levy,  Benjamin  to  Bernard  Golden.  Roosevelt  st,  Nos  91  and  93, 
w  s,  95.4  n  Cherry  st,  40x61.4x40x61.8.  P  M.  Prior  mort  $29,- 
OOa     Due  Jan  16,  1916,  6%.     July  16,  1006.     1:112.  11,.500 

Lane.  Charles  to  American  Mortgage  Co.  125th  st.  No  122,  s  s. 
265  e  Park  av,  25x100.11.  P  M.  July  6,  1  year,  5%.  July  10, 
1906.     6:1773.  35,000 

Logan,  Edgar,  of  Yonkers,  N  Y,  to  Cath  A  Coucklin.  136th  st.  No 
152,  s  s,  2.50  e  7th  av,  16.8x99.11.  P  M.  July  11.  3  years.  5%. 
July  12.  1906.     7:1920.  10,.500 

Levy,  Solomon  with  John  A  Aspinwall  trustee  John  W  Minturn. 
118th  st.  No  21  West.  Certificate  as  to  validity  of  mort  tor  $21,- 
000.     June  21.     July  13.  1906.     6:1717.  

Same  with  same.     Same  property.     Extension  mort.    June  21.     July 

13,  1901.     6:1717.  nom 
Levin.  Minnie  to  Sarah  Grozcky.     109th  st.  No  102,  s  s,  10  e  4th 

av,  19x74.     P  M.     Prior  mort  $8,000.     July  3,  3  years,  0%.    July 

14,  1906.     6:1636.  2.000 
Lazerowitz,    Simon   to   Benj   M   Gruenstein   and   ano.      Chrystie   st. 

No   52,   e   s.   99.2   n  Canal   st.   25x98.9x24.11x99.4.      P   M.      Prior 

mort    $32,000.      July   13,   6   years,   6%.      July   14,    190(1      1:.302. 

11,000 
Lauer,  August  G  to  Pincus  Lowenfeld  and  ano.  lOlh  av.  No  4()S,  e  s, 

24.8  n  36th  st.  24.8x72.     P  M.     July  11,  4  years,  6%.     July  13. 

1906.      3:734.  3,000 

Lowe,  Charles  and  Max  Jorrisch  to  Alfred  M  Livingston.     5th  av, 

e  s,  37.6  s   136th  st,  37.5x100.     July  11,  3  years,  5%.     July  14. 

1906.     6:1760.  35,0(X) 

Levy.  Abraham  I  to  Charlotte  Miller.     Essex  st.  No  102,  e  s.  89  n 

Delancey   st.    18.10x75.1.      Equal    lien   with   mortgage   of   $7,0(J0. 

July  12.   1906.  5  years,  5Vi%.     2:3.53.  gold,   7.000 

Same  to  Nellie  Miller.     Same  property.     Equal  lien  with  mort  of 

$7,000.     July  12,  1906,  5  years.  51/2%.     2:353.  gold.  7,000 


Lowenfeld.    Pincus    and 
Ferdinand  W  Suydam. 
ington    st,    25.1x1(;m>. 
r,%.     2:. 3.53. 


Levy,  Sadie  to  Morris  LiUman.  9lh  av,  No  95,  w  s,  72  n  e  Kith 
st,  24.5x10(1:  9th  av.  No  97,  w  s,  6(;.2  s  w  17th  st,  21.5x100.  July 
9,  due  Feb  1,  1907,  (j'/c.     July  17,  19116.     3:714.  5,(X)0 

Laverty,  Emily  with  Kath  T  Moore,  24th  st,  No  .323,  n  e  s,  258  n 
w  8th  av,  17x36.Sxl7.\37.9.  Extension  mort.  June  30.  July  16, 
1906.     3:748.  nom 

LAWYERS  TITLE  I.\S  &  TRUST  CO  with  Fredk  Aycr.  Lenox  av. 
s  e  cor  112th  st.  No  56,  6(Jxl(K).  Extension  mort.  Jan  8.  July 
18,   1906.     6:1595.  nom 

Lynch,  Cornelius  to  Lion  Brewery  of  N  Y  City.  Old  Broadway, 
No  23.35.  n  w  cor  129th  st,  No  .543,  gallon  lease.  July  7,  de- 
mand,  {]'■/,.     July   17,   19(J(;.     7:1984.  4.000 

Lehmann.  Bertha  to  Henry  Bauer.  85th  st.  No  444,  s  s,  94  w  Av 
A,  25x102.2.  July  12,  due  Mar  1,  1909>  4%.  July  13,  1906. 
5:1564.  8,000 

Lehman.  Bertha  and  Louise  Finkbeiner  with  Henry  Bauer.  85th  st. 
No  444,  s  s,  94  w  Av  A,  25x102.2.  Subordination  agreement. 
July  12.     July  13,   1906.     5:1564.  nom 

Lichtenstein.  Solomon  B  and  Abraham  Wolf  trustees  Moses  Lich- 
tenstein  with  Emil  Boettger.  77th  st.  No  319,  n  s,  200  e  2d  av, 
2.5x102.2.      Extension   mort.      July   11.     July   16,   1906.     5:14.52. 

nom 

Liebling,  Joseph  to  LAWYERS  TITLE  INS  &  TRUST  CO.  118th  st. 
Nolo,  s  s,  KiO  e  5th  av,  25x100.11.  July  17.  3  years,  5%.  July 
18,   1906.     (!:1()23.  20,000 

Same  to  Jerome  Realty  Co.  Same  property.  P  M.  Prior  mort 
$20,000.     July  17,  due  Dec  1,  1907,  G%.     July  18,  190(3.    0:1623. 

3,000 

Leinhardt,  Sigmund  to  Isidor  Hirshman.  Monroe  st,  No  272,  s  s, 
50  w  Jackson  st.  runs  s  88.10  x  w  0.2  x  u  lO.C)  x  w  23.9  x  n  77.4 
to  st  X  e  25  to  beginning.  P  M.  Prior  mort  $23,000.  July  17. 
5  years,  (',%.     July  18.  1906.  8,000 

Leinhardt,  Sigmund  to  Isidor  Hirshman.  Monroe  st,  No  272,  s  s, 
25  w  Jackson  st,  25x88.10x25x89.7.  P  M.  Prior  mort  $26,000. 
July  17,  5  years,  6%.     July  18,  1906.     1:201.  10,060 

Wm   Prager   to   Theo    C   Camp    committee 
Suffolk  st.  No  93,  w  s,  275.11   s  w  Riv- 
P   M.      July   18,    1906,    due   Jan   18,    1907, 

18,000 

Lehrhaupt.  Nathan  and  Michl  Koppel  to  Jonas  Weil  and  ano.  45th 
St.  No  .531,  n  s,  350  e  11th  av,  2.5xl0O..5.  P  M.  Prior  mort  $19.- 
000.     July   17,  due  Jan   15,   1912,  6%.     July   18,   1906.     4:1075. 

5.2.50 

Letkowitz.  Simon  to  Maurice  J  Burstein.  70th  st,  Nos  422  to  4.30, 
s  s,  85  w  Av  A,  5  lots,  each  38x100.5.  5  P  M  morts,  each  $14.- 
.500;  5  prior  morts.  $.32,0(X1  each.  July  17,  6  years,  6%.  July 
IS.   190(5.     5:1464.  72..50() 

Levensohn.  Pauline  to  Abraham  Salkin.  101st  st.  No  305.  n  s.  100 
e  2d  av,  2.5x100.11.  P  M.  Prior  mort  $18,400.  July  10,  due 
Jan  15,  1908,  6%.     July  18    1:k)0.     (I:l(i73.  1.000 

Lippstadt.  Sarah  to  David  Harris.  141st  st,  Nos  2.39  and  241.  on 
map  Nos  2.35  and  2.37.  n  s.  200.4  e  8th  av.  49.8x99.11.  P  M. 
Prior  mort  $.50,000.  June  30.  due  Jan  15,  1910,  6%.  July  18, 
1906.      7:2027.  12.500 

Letkowitz.  Simon  to  Maurice  J  Burstein.  Av  A.  w  s.  .50.5  s  70th 
st,  .50x85.  P  M  Prior  mort  $40,000.  July  17,  (5  years,  {'<%. 
July  18.  1906.     5:1464.  17,.500 

Levy,  Saml  to  Elvina  Quast.  Chrystie  st.  No  117,  w  s,  abt  1.50  n 
Grand  st,   25xl(X>.      P   M.     July   17,   1906,   5   years,   5%.     2:423. 

26.500 

Lowenfeld,  Pincus  and  Wm  Prager  to  James  Shea.  Madison  st.  No 
98,  s  s,  abt  325  e  Catharine  st,  25.4xl00.x25.2xl00.  P  M.  July 
2,  2  years,  5%.     July  17,  1900.     1:276.  7.000 

Lubliner,  Victor  to  Isaac  Rosenberg.  117th  st.  No  .57,  n  s,  179 
e  Lenox  av,  26x100.11.  P  M.  Prior  mort  $20,000.  July  16. 
3  years,  (5%.     July  17,  1906.     0:1601.  5.2.50 

Lubliner,  Victor  to  Isaac  Rosenberg.  117th  st.  No  53,  n  s,  231  e 
Lenox  av,  26xl(X>.ll.  V  M.  Prior  mort  $20,(XX).  July  16,  3 
years,   (I'/r.     July  17.   19fl'5.      0:1601.  5.2.50 

Levy,  Fredk  to  Fred  Hirscbborn.  7th  av.  No  202.  w  s.  25  s  22d  st. 
24,7x100.      P  M.     July   10.  5  years.  5%.     July  17.  1900.     3:771. 

42..500 

Same  to  Max  Marx.  Same  property.  P  M.  Prior  mort  .$42,.5<«l. 
July  16.  3  years.  —%.  Ji'ly  17,  1906.     3:771.  7..500 

Mantel.  Abram  with  Real  Estate  Mortgage  Co  of  N  J.  Lewis  st.  No 
.32.     Subordination  agreement.     July  14.     July  18,   1006.     2:.327. 

nom 

Mehrtens.  Bernard  to  Wm  L  Raymond.  Spring  st.  No  339,  n  s,  40 
w  Washington  st,  20.x60.  July  2,  3  years.  5%.  July  18,  1906. 
2:. 596.  5.000 

Matzke.  Adolph  and  Saml  to  Harry  Kay.  49th  st,  Nos  316  and 
318,  s  s,  225  e  2d  av,  38.4x100.5.  P  M.  July  12,  5  years,  6''/,. 
July  IS,  1006.    5:1.341.  8.000 

Mahoney,  Louise  F  or  Louise  G  to  Mabel  R  Cushing.  6Sth  st,  No 
76,  s  s,  25  e  Columbus  av,  2(1x100.5.  July  17  3  years.  6%. 
July   18.   190(5.     4:1120.  gold,   3,000 

MUTUAL  LIFE  INS  CO  of  N  Y  with  Fanny  and  Herman  Harris. 
Amsterdam  av.  No  448,  w  s  77.2  s  S2d  st,  25x87,  Extension 
mort.     Jan  23.  1904.     July  17,  1906.     4:1229.  nom 

Merkamer.  Solomon  and  Louis  C  Nicoll  to  Pincus  Lowenfeld  and 
ano  1.56th  st,  s  s,  400  w  .\msterdam  av,  .50x99-11.  Building 
loan.     July  10,  due  Jan  10,  1907,  67f.     July  12,  1906.     8:2114. 

10.000 


The  text  of  these  pages  la  copyrighted.     All   rlghtg  axe   reserved.        Notice  is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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Murray.  Timothy  J  M  to  Adelia  J  Sparke.     1st  av,   No  O.jS,,   e  s, 
SO  a  52d  St,  20x64.    July  lli,  5  years,  5%.    July  18,  1906.  5;  13-15. 
■  ,  .  .    10.000 

May.  Matilda  to  John  Palmer.  125th  Bt,  No  545,  n  b.  150  e  Broad- 
way, 25x9:1.11.  P  M.  Prior  mort  $20,000.  July  14,  2  years.  G<7c. 
July  17,-1'J06.     7:1080.  3,000 

Maskowitz,  Morris  L  to  EMPIRE  TRUST  CQ.  Henry  st.  No  302, 
s  s.  191.3  e  Scammel  st,  24x100.  July  16,  3  years,  5%.  July 
17,   190(5.     1:267.  IS.IKX) 

Mankes,  Barpet  to  Hinde  Scher.  2d  st.  No  238,  n  s,  abt  270  w  At 
C,  2.">.9xl0.xlO.  July  16,  3  months,  secures  notes,  6%.  July  18. 
190(1.      2:385.  2.520.42 

Marx,  Max  to  Chas  Hirschhorn.  7th  av.  No  201,  s  w  cor  22d  st, 
Nos  200  to  210,  25x100.  P  M.  July  16,  5  years,  57c.  July  17, 
190(3.     3:771.  ...:..     .  .  70.000 

Mayer,  Joseph  to  Elizabeth  D  Miller  et  al  trustees  EUz  Herdt- 
felder.  Morningside  av  East.  No  35,  100  a  117th  st,  25x100. 
J^lly  11.  3  years,  -iW/r-     July  12.  190(5.     7:1944.  21.000 

Mannados  Realty  Co  with  LAWYERS  TITLE  INS  &  TRUST  CO. 
Madison  av.  Nos  1400  to  1406.  n  w  cor  97th  st.  100.11.x95.  Sub- 
ordination agreement.     July  17.     July  18.  1906.     6:1603.  nom 

Moser,  Gregor  to  whom  it  may  concern.  132d  st.  No  6  East.  Sub- 
ordination  agreement.      Jan   10.   1905.      July   13,   1906.     6:1756. 

nom 

Morehouse,  Katie  A  wife  of  and  Saml  to  Auguste  Gahren.  94th  st, 
No  133.  n  s.  446  e  10th  av.  16x100.8.  Prior  mort  $13,500.  July 
12,  2  years,  (V/r.     July  13,  IfKXi.     4:1223.  2..500 

Mulvey,  John  W.  Westchester,  N  Y.  to  John  Wynne.  3d  av.  No 
1486,  w  s.  50.2  s  84th  st,  2(;,\93.6.     Leasehold.     P  M.     June  8. 

,   due  May  1,  1909,  6%.     July  14.  1906.     5:1512.  4,000 

Marquart,  Henry  to  Andrew  L  Gardiner.  2d  av.  No  2196,  e  s,  25.10 
s  113th  St.  16.8x75.  July  13,  5  years,  —%.  July  14.  1906. 
6:l(-.84.  gold,    6,000 

Michael.  Chas  to  Rose  Gennis.  110th  st.  No  8,  s  a,  228  w  Madison 
av,  19.6x100.11.  P  M.  July  7,  due  Jan  7,  1908,  — %.  July  12. 
1906.     6:1615.  1,0(X) 

Marks.  Joel  to  Chas  Elbogen.  101st  st.  No  72,  s  a,  100  e  Col- 
umbus av,  2.">xl00.11.  July  12,  5  years,  5%.  July  13,  1906. 
7:183(5.  25.000 

Michael.  Sophia  to  Estate  Asher  Simon,  a  corpn.  116th  st.  No 
129.  n  s,  325  w  Lenox  av.  25x100.11.  P  M.  July  16,  2  years, 
6%,     July  17.  IIXK).     7:1901.  4,700 

McMorrow,  Patrick  with  Wm  H  Whyte.  120th  st.  No  417  West. 
Agreement  as  to  ownership  of  mortgage,  &c.  July  16.  July  17. 
Vjm.     7:19153.  nom 

Mack.  Arthur  H  to  Alicia  Realty  Co.  174th  st.  n  a.  100  e  St  Nich- 
olas av,  89.8x100.  Prior  mort  .$18,000.  July  17.  1!X16.  2,  years. 
r,%.     8:2131.  l.CMX) 

Marino,  Gerardo  to  Giacomo  Rosapepe.  James  st.  No  71,  n  w  cor 
Oak  st.  No  36.  27x75.1x26.10x75;  Oak  at.  No  34.  n  s,  75  w  James 
St.  25.2x53.10x25.3x53.11.  P  M.  Prior  mort  $40,000.  July  3.  3 
years,  6%.     July  12,  1906.     1:116.  11,000 

Marie.  Leon  to  Lawrence  Atterbury.  86th  st.  No  152,  s  a,  247  e 
Amsterdam  av,  23x106.10.  July  3,  5  years,  6%.  July  16,  1906. 
4:1210.  3.000 

Moffatt.  Jennie  A,  Borough  of  Richmond,  to  Eliz  P  Wagner.  125th 
St.  No  317.  n  s.  210  e  2d  av.  20.x99.11.     Prior  mort  $7,000.     July 

,    10,   due  July  1.   19(18,  5':^.      July  16.  ]!K16.     (i;l,S02.  3,500 

Maier.  Michl  and  Julius  to  Mine  Goldsmith.  I20th  st.  No  432.  a  s, 
225  w  Pleasant  av.  2.5x100.11.  P  M.  July  10,  3  years,  4^4%. 
July  17,  1906.     6:1807.  10..500 

Nechols.  Henry  and  Saml  Blumenstock  to  Pasquale  Clement  and 
ano.  52d  st,  Nos  432  and  4.34.  s  s.  400  w  9th  av.  2  lots,  each  25 
xlOO.5.  2  morts,  each  .$2,2.50.  July  16,  4  years,  67c.  July  17. 
1906.     4:1061.  4.500 

Newmark,  Joseph  and  Harry  Jacobs  to  Louis  Frankel.  46th  st.  No 
240.  s  s.  150  w  2d  av.  2.5x100.5.  P  M.  Prior  mort  $ .  (Re- 
recorded from  April  17.  1906.)  April  16,  due  Oct  16,  1907,  6%. 
July  16.  1906.     5:1319.  4.500 

Nevins.  Abraham  and  Harry  W  Perelman  to  American  Mortgage 
Co.  122d  st.  No  329.  n  s.  275  w  1st  av.  21x100.11.  P  M.  JuIt 
12.  1906.  3  years.  5%.     6:1799.  7.50O 

Navasky.  Nathan  and  Louis  Billowitz  to  Andrew  Wilson  trustee 
Chas  E  Fleming.  101st  st,  Nos  125  and  127,  n  s.  225  w  Colum- 
bus av,  37.6x100.11.  July  12,  3  years,  57c.  July  13,  IftOO. 
7:1856.  44.000 

Navasky.  Nathan  and  Louis  Billowitz  to  Louis  T  de  Milhau.  101st 
St.  Nos  121  and  123,  n  s,  193.4  w  Columbus  av.  31.8x100.11.    July 

.  12,  due  Aug  1,  1911.  57r.     July  13,  11XK5.     7:l.<i56.  35,000 

New  Amsterdam  Realty  Co  to  Louisa  M  Gennerich.  15th  at.  No 
.340,  s  s,  abt  340  e  9th  av,  18.9x81.3.  P  M.  July  17,  3  years,  57r. 
July  18.  1906.     3:738.  9,700 

New  Amsterdam  Realty  Co  to  Christina  Schroeder.  15th  st. 
No  .338.  s  s.  418.9  w  8th  av,  18.9.xS1.3,  P  M.  July  17,  3  years. 
6%.     July  18,  l;Xlt>.     3:738.  9,700 

Navasky,  Nathan  and  Louis  Billowitz  to  Century  Mortgage  Co. 
101st  St.  Nos  129  and  131,  n  s.  2(52.6  w  Columbus  av,  37.6x100.11. 
July  12.  3  years,  5%.     July  13.  1906.     7:18.56.  41  000 

Ott.  Mary  to  Anna  M  Ott.  52d  st.  No  345,  n  a,  845  e  9th  av, 
20x100.5.     July  1,  5  years.  41/.%.     July  17,   1906.     4:1043. 

4,500 

Oeatreicher,  Oscar  to  BANKERS  LIFE  INS  CO  of  City  N  Y. 
28th  st.  No  219,  n  s,  247.1  w  7th  av,  24.10x98.9.  July  17,  due 
&c,  as  per  bond,  — %.     July  18.  1906.     3:778.  18,000 

Oestreicher.  Moritz  to  Fannv  Fischer.  9.5th  st.  No  217,  n  s  325  w 
2d  av,  24.9x100.8x24.7x100.8.  July  17,  2  years,  6%.  July  18. 
1906.     5:1541,  1,000 

Oeters.  John  H  to  John  A  Cisco  trustee  for  Lewis  C  Smith  will 
John  J  Cisco.  Edgecombe  av.  No  127,  w  s,  24.11  s  141st  st 
25x90.     July  12.  3  years.  — 7r.     July  13.  1906.     7:2048.  20000 

Osk.  Marcus  L  and  Isidore  Edelstein  to  American  Mortgage  Co. 
Montgomery  st.  No  69.  e  s.  abt  25  n  Cherry  st.  20x61.  p  M 
July  11.  1  year.  5^<:%.     July  12.  1906.     1:2.59.  7.000 

Same  to  same.  Same  property.  P  M.  Prior  mort  $7.(X)0.  July 
11,  1  year.  6%.     July  12.  1906.        1:2.59.  l.OOO 

Oberst.  Aron  to  Max  Schlan.ger  and  ano.  Attorney  st.  No  1(52 
e  s.  200  n  Stanton  st,  25x100      p  M.     Prior  mort  .«31.7.~0.     .Tulv 

16.  4  years,  iV/r.     July  17.  1906.     2:34.5.  4  294., SO 
O'Leary,  Daniel  J  to  Thos  A,  Anderson.     6th  st.  No  811    n  s    95  10 

y-T^T;!!.  ^''  26x91.4x25x91.4.     P  M.     July  16,  5  years,  5%.     Julv 

17,  1906.     2:363.  11, (KX) 


Osk,  M:irkus  L  and  ano  to  Solomon  Hermann.  Pike  st.  No  44. 
Certificate  as  to  payment  of  $1,000  on  account  of  mort.  July  10. 
July   17,   1906.      1:274.  

Peterson.  Peter  A,  Perth  Ambby,  N  J,  to  U  S  TRUST  CO  of  N  Y. 
34th  st.  No  ."9,  n  s,  224  e  Uth  av,  24.x98.9.  P  M.  July  16,  due, 
&c,   as  per  bond.     July  17,   1906.     3:836.  175,000 

Same  to  Brokers  Investing  Co.  Same  property.  P  M.  Prior  mort 
$225,000.     July  16.  1  year,  67o,     July  17,  11H.I6.     3:,83(i.  (55.000 

Same  to  .-^rts  Realty  Co.  Same  property.  P  M.  Prior  mort  $175,- 
000.  Given  to  secure  bond  of  $50,(X»0.  July  16,  demand,  —%. 
July  17.  1906.       3:83(5.  50,000 

Peck,  Carson  C  to  LAWY'ERS  TITLE  INS  &  TRUST  CO.  Broad- 
way, No  371,  w  s.  75  n  Franklin  st,  25x150  to  Franklin  alley. 
July  17,  1906.  due  May  1,  1911,  4^4%.     1:175.  150,000 

Pigueron,  George  H  and  John  and  Michael  Kennedy  with  Elbert 
A  Brinckerhotf  and  ano  exrs  J  Spencer  Turner.  Union  sq.  No  32. 
and.  16th  St.  Nos  104  and  106  East.  Subordination  mort.  July  3. 
July  16.  19(J0.     3:871.  nom 

Pigueron.  Geo  H  to  Elbert  A  Brinckerhotf  and  ano  exrs  J  Spencer 
Turner.  16th  st,  Nos  104  and  106,  s  s,  125  e  Union  sq,  runs  e 
46  X  s  103.3  X  w  46  X  n  to  point  52  s  16th  st,  x  w  125  to  e  s  Union 
sq.  No  32.  X  n  2(5  X  e  125  x  n  26  to  beginning.  July  3,  2  years, 
57c.     July  16.  1906.     3:871.  365,000 

Pierce,  Howard  W  to  Townsend  Wandell  and  ano  trustees  Richard 
Arnold.  58th  st.  No  116,  s  s,  239  w  Lexington  av,  19x100.5.  P  M. 
July  11,  3  yrs,  4%7.     July  13,  1906.     5:1312.  15,000 

Plaza  Realty  &  CJonstruction  Co  to  Karl  Hendelman  and  ano.  107th 
St.  No  68.  s  s,  100  w  Park  av,  25xlW.ll.  P  M.  Prior  mort  $18.- 
000.     July   13,   2^    years,   6%.      July   14,    1906.      6:1612.         5,000 

Palm  Realty  &  Construction  Co  to  North  American  Mortgage  Co. 
Wadsworth  av,  s  e  cor  179th  st,  runs  e  99.11  x  s  50  x  e  0.1  x  s 
75  X  w  1(30  to  av  X  n  125  to  beginning.  July  12,  due,  &c,  as  per 
bond.    July  13.  1906.    8:2162.  115,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     July  12.     July  13.  1906.     8:2162.  nom 

Palm  Realty  &  Construction  Co  and  Saml  Harris  with  North  Amer- 
ican Mortgage  Co.  Wadsworth  av.  s  e  cor  179th  st.  125x99.11. 
Subordination  agreement.     July  12.     July  13,  1906.     8:2162.      nom 

Pincus,  Alex  H  to  Philip  Bachrach.  115th  st,  Nos  276  and  278, 
s  a,  100  e  8th  av,  2  lots,  each  2.5x100.11.  2PM  morts,  each 
$2,0(50.     July   17,   1  year,  Q'/c-     July   18.   1906.      7:1830.  4.000 

Paterno  Bros,  a  corpn,  to  Samuel  McMillan.  116th  st,  s  s,  250 
w  Broadway,  1.50x1110.11.  Prior  mort  $132,000.  Given  as  col- 
lateral security  tor  payment  of  mortgage  of  $15,0(X1,  covering 
premises  on  Mornlngside  av  West  and  115th  st.  July  16,  due, 
&c.  as  per  bond,  —'/>.     July  18,  1906.     7:1896.  17.500 

Paterno  Bros,  a  corpn.  to  Samuel  McMillan.  116th  st,  s  s,  250  w 
Broadway.  2  lots,  each  75x100.11.  2PM  morts,  each  $36,000. 
July  16.  2  years,  .57c.     July  18.  190(5.     7:1896.  72.000 

Peiser.  .\lbert  and  Isaac  J  Danziger  to  Helene  Rendsburg.  138th 
st,  Nos  41  and  4.5,  n  s,  425  e  Lenox  av,  75x99.11.  Feb  17,  1 
year,  (57r.     July  IS,  1006.     6:1736.  2,250 

Propper.  Edward  to  Wm  Hoffmann  and  ano.  Av  A,  No  1368,  e  e 
cor  73d  st.  No  500.  2(5x98.  P  M.  July  16,  1  year,  57c.  July 
17.  1!.X16.     5:1484.  15,000 

Pollack,  Dora  and  David  Nathan  to  Wm  T  Hookey.  146th  st,  a  s, 
125  e  Broadwy,  7.5x00.11.  July  12,  due  June  5,  1907,  — %.  July 
IS,  1906.     7:2077.  40,500 

Same  to  Fredk  D  W  Searing  and  Samuel  A  Israel  with  same.  Same 
property.  Subordination  agreement.  July  12.  July  18,  19CM5. 
7:2077.  nom 

Pigueron.  Wm  G  to  Henry  C  Pigueron.  Pearl  st.  No  59,  n  s, 
abt  44  e  Broad  st,  23.5x112.1  to  Stone  st.  No  24.  x— xll2.2,  w  s; 
Pearl  st.  No  61,  n  s.  abt  68  e  Broad  st,  22. 7x —  to  Stone  st, 
No  26,  xl9.6x— .     July  2,  demand,  67c.     July  14,  1906.     1:27. 

10,000 

Palmer,  Fredk  H,  Cos  Cob,  Conn,  to  John  A  Weekes.  Gold  st,  No 
71,  n  w  s.  abt  ,8,8  c  Beekman  st,  25x75,  except  part  for  st. 
June  28,  5  years,  5i^7c.     July  13,  1906.     1:100.  12.000 

Peterson,  Chas  to  Mitchel  Valentine.  Market  st.  No  78,  n  e  cor 
Cherry  st,  Nos  166  and  108.  runs  e  37.2  x  n  35.3  x  e  0.7  x  n  36.11 
I  w  37.0  to  Market  st  x  s  7(5.1  to  beginning.  July  9,  5  years,  5% 
and  5Vi7c.     July  14.  1906.     1:254.  50.000 

Polstein.  Isaac  to  Sender  Jarmulowsky.  99th  st,  Nos  210  to  220, 
s  s.  125  e  Broadway,  runs  e  122.6  x  s  w  58.4  x  s  39  x  w  38.9  x  3 
4.1  to  c  1  of  blk  X  w  76  x  n  100.4.  July  13,  due  Jan  31,  1907, 
67f.     July  16,  1906.     7:1870.  43,200 

Riley,  Jane  to  Thomas  Ogle.  69th  st,  Nos  243  and  245,  n  sj 
4(55  n  w  Amsterdam  av.  40x100.5.  P  M.  July  16,  3  years,  5%. 
July  18.  190(5.     4:1161.  20,000 

Riley,  Jane  to  John  J  Riley.  69th  st,  Nos  243  and  245,  n  a,  4(55 
n  w  Amsterdam  av.  40x100.5.  P  M.  Prior  mort  $20,000.  July 
17,  2  years.  —7c.     July  IS,  1906.     4:1161.  4.000 

Rosenthal.  Robert  to  (Charles  Meshel  and  Hyman  Korovsky  and 
ano.  144th  st.  .Nos  222  to  226.  on  map  Nos  202  and  204,  a  s. 
75  w  7th  av,  2  lots,  each  37.6x99.11.  2PM  morts,  each 
$3,000.  2  prior  morts,  $47,000.  July  2,  5  years,  07c.  July  18. 
1906.     7:2029.  6.000 

Reeber.  Wm  C  to  Cecilia  Lauer.  Haven  av,  w  s,  150  n  170th  st, 
25x103.3.     July  17,   3  years,  4V2%-     July   18,   1906.     8:2139. 

8.000 

Rosenberg.  Kate  to  Aaron  Cohen.  2d  av,  e  s.  40  n  123d  st,  60x100. 
P  M.     July  17,  1  year,  G%.    July  18,  1906.     6:1800.  3.000 

Rubin.  Isidore  and  Kalman  to  Christian  Biersack.  121st  st,  No 
434.  s  s.  224.4  w  Pleasant  av,  25.8x100.11.  P  M.  Prior  mort 
$16,000.     July  16,  8  years,  67c.     Julyl7,  1906.     6:1808.  10,000 

Rosenberg,  Alexander  to  Max  Markel.  2d  av,  NoS  732  to  736,  e  s, 
49  n  39th  st,  runs  n  49  9  x  e  100  x  s  33.4  x  w  25  x  s  16  x  w  23 
X  a  0.4%  X  w  52  to  beginning.  Building  loan.  June  18,  1  year, 
67c.     July  12,  1906.     3:945.  28,000 

Ratter.  Edward  to  Empire  Mortgage  Co.  2d  av.  No  806,  n  e  cor 
43d  st,  Nos  301  to  .3031/,,  runs  e  100  x  n  50.5  x  w  8  x  s  25.2  x  w 
92  to  2d  av  X  s  25.2  to  beginning.  Prior  mort  $13,500.  6 
months,   67c.      July   16.   1906.      5:1.336.  5.000 

Richman.  Harris  and  Louis  Greenfield  to  Wm  Dutcher  and  ano. 
112th  St.  Nos  (54  and  (56.  s  s.  105  w  Park  av,  32.6x100.11.  July 
12,  :.  years,  .57c.     July  13.  1906.     6:1617.  32.500 

frn-^  to  Magnus  Abrahams  and  ano.  Same  property.  Prior  mort 
?32,.500.     July  12,  5  years,  67c-     July  13,  1906.     6:1617.         13,500 

Sime  to  Business  Men's  Realty  Co.  Same  property.  Prior  mort 
$46,000.    July  12,  due  Aug  15,  1906,  67c.    July  13,  1906.    6:1617. 

2,000 


Tge  text  of  thei*  pagss  Is  oopyrlshttd.     All  rifhti  ar*  raMrrcd. 


Notice  is  gereby  given  that  Infringement  will  lead  to  prosecution. 


July  21,  1906 
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Realty  Transfer  Co  with  Hudson  Mortgage  Co.  ]."iOth  st,  Nos 
517  and  519,  n  s,  200  w  Amsterdam  av,  50x00.11.  Subordina- 
tion agreement.  July  11.  July  12,  I'JOO.  8:211.S.  nom 
Rollman,  John  to  Herman  Wronkow.  Greene  st,  Nos  175  and  177, 
w  s,  100  s  Bleecker  at,  -iO.xlOO.  P  M.  Prior  mort  $50,000.  July 
12,  .3,  years,  ^1/,%.  July  14,  VJOC.  2:524.  2n.(XH5 
Rathbone.   Joel   to  Jacob  A  Geissenhainer  and  ano  trustees  Henry 

Elsworth.     61st  st.  No  133,  n  s,  'M.l  w  Lexington  av,  lC.7.xl00.5. 

July  11,  3  years,  4%.     July  12,  10(J0.     5:1396.  16  OOO 

Realty   Transfer   Co   with   Hudson    Mortgage  Co.      17th   st.   No  39 

West.     Subordination  agreement.     July  11.     July  12,  1006.  3:819. 
,  .  nom 

Rogers,  Mary  W  with  Jacob  Paskusz.  1st  av.  No  2041,     E.xtenslon 

mort.     June  9,  1904.     July  12,  1906.     6:1677.  nom 

Robertson.  Donald  to  Lambert  Suydam.     183d  st,  n  e  cor  St  Nicho- 
las av,  74.11.\100.     July  5,  due  Jan  5,  1907.  6%.     July  12,  1906. 
,.8:21.54.  -20,000 

Ri,ves,  Simon  to  Isaac  Blumberg.     Eldridge  st.  No  140,  s  s,  126.5  s 

e   Delancey   st,   24.4x87.6.      July   10,   1   year,   6%,   secures   notes. 

July  12,  1906.     2:414.  1,200 

Rosenberg,   Ike   to  Adolph  Danzlger  and  ano.      Av  C,   Nos  98  and 

100,   e  s,  abt  85  n  6th  st,  45.5x,S3.     P  M.     Prior  mort  $58,000. 

July  10.  5  years,  6%.     July  13,  1906.     2:376.  26,000 

Roberts,    Isabel   J   to   Ostend   Realty  Co.      107th   st,   Nos   223   and 

225  n  s.  400  w  Amsterdam  av,  2  lots,  each  50x100.11.     2  morts, 

each  $6,250.     2  prior  morts  $75,000.     July  6,  2  years,  0%.     July 

12,  1006.     7:1879.  12.5(X) 

Rosen,  Louis  and  Morris  to  Joseph  Rablnowitz.    Norfolk  st,  No  152, 

e  s,  75  s  Stanton  st,  25x100.     P  M.     July  10,     Prior  mort  $32,600. 

3  years,  6%.     July  16.  1006.     2:.354.  7,850 

Rosenberger,    Raphael    to   Richd   R   Kelynack.      1.50th   st.    No   558, 

s  s,  225  e  Broadway,  25x09.11.     P  M.     Prior  mort  $14,000.     July 
i  16,  3  years,  6%.    July  17,  ItMXi.    7:2081.  3,000 

Raymond  &   Raisman  to  Sophie   Fichandler.     SSth  st,   Nos  315   to 

319  West.     Assign  lease  by  way  of  mortgage.     July  14,  1  year, 
,  6%.     July  17,  190(1    4:1049.  900 

Rubin,    Isidore  and   Kalman  to   Christian   Biersack.     121st   st,   No 

436,    s   s,    200  w   Pleasant   av,   24.4x100.11.      P   M.      Prior   mort 
,  $12,000.     July  16.  8  years,  6%.     July  17,  1906.    6:1808.         13.2.50 
Rosenthal,  Harris  to  Solomon  Hermann.     Pike  st.  No  44,  w  s,  25  3 

Madison  st,  25x71.     P  M.     Prior  mort  $19,000.     July  10,  3  years. 

n%.     July  17,   100<5.     1:274.  2.500 

Rothschild,  Carrie  to  Rebecca  Larchan.     70th  st.  No  307,  n  s.  l25 

e  2d  av,  2.5x100.5.     P  M.     July  16,  2  years,  60f.     July  17,  1906. 

5:1445.    •  2.000 

Schraders   (A)   Son.   Inc.   to  LAWYERS  TITLE  INS  &  TRUST  CO. 

Rose   st,   No  28,   w   s,    134.4   s   Duane   st,  27.7x104.7x25.6x111.1; 

Rose  st.  No  32.  n  w  s,  abt  85  w  Duane  st,  21.9x108x20.3x100; 

also  the  lease  ot  No  30  Rose  st.     Trust  mort.     July  17.  due  July 

1,  1017,  5%.     July  18,  1906.     1:120.                    gold  bonds,  200.000 
Same  to  same.     Same  property.     Certificate  as  to  consent  ot  stock- 
holders to  above  mort.     July  17.     July  18,   190(5.     1:120.  

Sorgi,   Teresina  to  Elias  A  Cohen.     110th  st,   No  251,   n  s,   100  w 

3d    av,    16.8x100.11.      P    M.      June    16,    installs,    6%.      July    17, 

1906.     6:1660.  3.500 

Schapira,   Wm   to  Millie  Levy.     118th  st.  No  304,   s  s,  100  w  8th 

av.    25x100.11.      P   M.      Prior   mort  $20,CKX).      July   16,   5   years, 

— %.     July  17,  1906.     7:1944.  6,7.50 

Spotts,  Ralph  L  to  Geo  W  Pierpont.     33d  st,  Nos  159  and  161,  n  e 

cor  7th  av.  Nos  421  and  423,  runs  n  39  x  e  60.6  x  n  39  x  e  19.9 

X  s  78.1  to  st,  X  w  80.3  to  beginning.     P  M.     Prior  mort  $200,000. 

July  12.  2  years,  — %.     July  13,  1906.     3:809.  90.000 

Schwarz,  Emma  to  Francis  Jordan,  Jr.     78th  st.  No  173,  n  s,  162 

w  3d  av,  18.(5x102.2.     Due,  &c,  as  per  bond.    July  16.  1006.  5:1413. 

7,500 
Smith,  Augusta  B  to  Ber  Goldstein.  East  Broadway.  No  234,  n  s,  abt 

1(55  e  Clinton  st,  23.10x107.8  to  Division  st.  No  223.     Prior  mort 

$27 ,.500.     July  10,  3  years,  (5%.     July  12,  1906.     1:28(5.  7,000 

Sklamberg,  Hyman  to  whom  it  may  concern.     Madison  st,  Nos  230 

and  232.      Estoppel  certificate.     July  6.     July   17,   1900.     1:270. 

Stanford,  Harriet  E  wife  Harold  E  \)rith  Frederic  de  P  Foster 
and  ano  trustees.  47th  st.  No  410  West.  Extension  mort.  Jan 
17.     July  17.   1006.     4:1056.  nom 

Sklamberg.  Hyman  to  Harris  Cohen  and  ano.  Madison  st,  Nos 
2.30  and  232,  s  s,  43.9  e  Jefferson  st.  runs  e  42  x  s  69.8  x  w  33.2 
X  s  10  x  e  8.11  x  n  80  to  beginning.  Prior  mort  $35,000.  July 
16.  5  years,  6%.     July  17,  1006.     1:270.  21.000 

Slris,  Jacob,  Pincus  Malzman  and  Ike  Shapiro  to  Bernard  Gordon. 
Cherry  st.  No  384,  n  w  cor  Scammel  st,  Nos  45  and  47.  P  M. 
Prior  mort  $.32,000.  July  14,  5  years,  6%.  July  17,  1906. 
1:261.  19.000 

Salsberg.  Jennie  to  Samuel  and  Reuben  Rosier.  Lewis  st.  No  27, 
w  s,  100  n  Broome  St.  25x100.     Certificate  of  reduction  ot  mort. 

.  July  0      July  13.  1006.     2:327.  

Scbanbachcr,  Geo  to  Christiana  Wogatsky.  44th  st.  No  307,  n  s. 
117  e  2d  av,  26.4x100.5.  July  2,  1  year,  6%.  July  12,  1906. 
5:1337.  1.000 

Solomon.  Julius  to  Samuel  M  Hoftbcrg  and  ano.  131st  st,  Nos  524 
and  526,  s  s,  175.3  e  Old  Broadway,  runs  sw  —  xsw  —  xse 
32  x  s  e  26.6  X  n  34  X  n  94.3  x  w  47.8  to  beginning.  P  M.  July 
12.  (!  years,  6Vr.     July  12.  1006.     7:1985.  21.0(X> 

Sussman,  Louis  and  Hyman  Berkowitz  to  Bachmann  Brewing  Co. 
Bowery.  No  80.  Saloon  lease.  Jane  19,  demand,  6%.  July  12. 
1006.     1:07.  2.000 

Strashourger.  Harry  to  BROADWAY  SAVINGS  INSTN  ot  City  N  T. 
Ludlow  St.  No  14,  e  3,  124  3  n  Canal  st,  32.4xS7.4x32.4x86.10. 
July   12,   1006.   1  year,  5%.      1:207.  45,000 

Staats.  Gustav  J  to  Maria  Staats.  50th  st.  No  410,  s  s,  1.56.5  e  1st 
av,  25x100.4.     June  28,  2  years,  6%.     July  12,   1906.     5:1.370. 

5.000 

Saflr,  Louis  and  Nathan  Berkman  to  Jacob  PIsch.     Madison  st.  No 

3C0,   s   s.   205  w  Jackson   st,   20.'<94.6.     P  M.     Prior  mort  $ . 

July  10,  due  Nov  10,  1006.  6?;.     July  14,  1906.     1:2(50.  1.300 

Stone,  Saml  and  Solomon  Sheintag  to  The  Hahnemann  Hospital. 
Monroe  st.  No  168,  s  s,  1(53.4  w  Montgomery  st,  23.4x98.4x23.4x 
98.5.     July  11,  3  years,  5%.     July  13,  1906.     1:258.  22,000 

Schullhcis.  Adam  E  to  FRANKLIN  SAVINGS  BANK  in  City  N  Y. 
8th  av.  Nos  741  and  743.  w  s.  .85.0  n  46th  st.  runs  w  100.3  x  n 
14.6  X  w  .50.1  X  n  .32.7  xse  25.S  x  n  1.8  x  s  c  26  x  n  7.3  x  e  02 
X  n  0.1  X  e  100  to  av  x  s  40.1  to  beginning.  P  M.  July  12,  2  yrs. 
5%.     July  13,  1906.     4:1637.  60,000 


Soraci.  Salvatore  to  ITALIAN-AMERICAN  TRUST  CO.  113th  st 
Nos  .327  to  .331,  n  s.  .3i:m)  w  1st  av.  50x100.11.  Building  loan. 
Ju'ly   2.   due  June  4.    10(»7,   6%.     Jtily   13.   lOtKi.     6:1(585.       30.0(X» 

Swift,  A  David  to  H  Koehler  &  Co.  10th  av.  No  585.  Saloon  lease 
June  28.  demand,  6%.     July  13,  10<16.     4:1071.  1,036.90 

Schwartz,  Ester  to  Minnie  Levin.  119th  st.  No  132,  s  3,  265  e 
Park  av,  20x100.11.  P  M.  Prior  mort  $16,750.  June  25,  due 
July  10,  1909,  6%.    July  13,  1906.     6:1767.  5,600 

Schlossman.  Fanny  to  Nathan  Kirsh  and  ano.  Av  B,  No  44,.  u  w  s, 
72,2  n  e  3d  st,  24x80.  Prior  mort  $30,000.  July  2,  5  years,  6%. 
July  13,  1906.     2:399.  6.750 

Seabury,  Geo  J  to  U  S  TRUST  CO  ot  N  Y.  Maiden  lane,  Nos  59 
and  61,  n  e  s,  48.1  n  w  William  st,  runs  n  w  39.1  x  n  e  78.11  x 
s  e  35  X  s  w  6.11  X  s  c  1  X  s  w  .80.7  to  beginning.  July  11,  due, 
&c.  as  per  bond.     July  12,  100(5.     1:67.  "  150,000 

Silverman,  Davis  and  Louis  Bloch  to  WEST  SIDE  SAVINGS  BANK. 
Sullivan  st.  No  140,  w  s,  abt  225  n  Prince  st,  25x100.  July  16, 
due,  &c,  as  per  bond,  — %.     July  17,  1906.    2:518.  30,000 

Sonntag,  John  A. to  Susan  M  Tuthill.  Carmine  st,  Nos  2  and  4, 
s  s,  180.3  e  Bleecker  st,  runs  s  e  93.5  x  n.e  20.1  x  n  w  26.1  x  n 
51.4  to  3  s  Minetta  lane.  No  27,  and  n  w  45.9  to  s  s  Carmine  st 
xsw  37.10  to  beginning.  June  25,  due  Sept  6,  1908,  — %.  July 
13,  1906.     2:542.  45,000 

Smith,  Philip  tq  Benj  Aufses.  11th  st,  No  203,  n  s,  29  w  Green- 
wich av,  24x80.  P  M.  July  16,  3  years,  4^%.  July  18,  1906. 
2;f;i4.  12,500 

Smith,  Philip  to  Abraham  Autses.  11th  .st.  No  205,  n  s,  53  w 
Greenwich  av,  24.4x80.  P  M.  July  16,  3  years,  iW/c-  July  18 
1906.    2:614.  "'" '  'i2,5b0 

Suhrig,  August  and  Henry  with  Ernest  H  Herb.  42d  st.  No  414  s  s 
175  w  9th  av,  24.9x98.9.  Extension  mort.  Aug  23,  1904  July 
17,   1006.     4:1051.  nom 

Shulman,  Nellie  to  LAWYERS  TITLE  INS  &  TRUST  CO.  Madi- 
son av.  No  1.320,  w  s,  84.8  n  03d  st.  16x87.9x16x87.9.  July  16 
3  years,  5i/i7f.     July  17,  1006.     5:1505.  .  19,000 

Schwartz,  Jacob  to  Bertha  Dworsky.  Broome  st,  Nos  276  and  278 
n  w  cor  Allen  st.  No  01,  44  2x75.  P  M.  Prior  morts  $70,000' 
July  17,  6  years,  07<-.     July  18,  1906.     2:414.  15,(X)0 

Schner,  Sigmund  to  Eliza  Rose.  Grand  st.  No  397,  s  s,  ai>t  60'  e 
Suffolk  st,  20x80.     P  M.     July  10,  5  years,  6%.    July  14,  1906. 


1:313. 


15,000 


Singer,  Mendel  to  Henry  C  Finck.  .5th  st.  No  817,  n  s  191  4  e 
Av  D,  26.8x97.  P  M.  Prior  mort  $27,250.  July  16,  7  years,  6% 
July  18,  1906.     2:360.  11  250 

Schreiber.  Abraham  to  TITLE  GUARANTEE  &  TRUST  CO  47th 
st.  No  2.5S,  s  s,  1.50  e  Sth  av,  25x100.5.  P  M.  July  17,  due  &c 
as  per  bond,  — %.     July  18,   190(5.     4:1018.  20  000 

Schreiber,  Abraham  to  Margt  C  Camp.     47th  st.  No  258    s  s    150 
e  Sth  av,  2.5x100.5.     P  M.     Prior  mort  .$20,000.    July  17,  10  years 
6%.     July  1,S.  1906.     4:1018.  13.000 

Saldinger,  Morris  D  to  Isidor  Wiesenberger.  70th  st.  No  .3()2 
s  3.  74  e  2d  av,  26x— .  P  M.  Prior  mort  $20,000.  July  18,  1906' 
3   years,   6%.     5:1444.  3  000 

Schuler.  Fredk  to  Fanny  Fischer.     95th  st.  No  217  East.     Estoppel 

certificate.     July  16.     July  IS.  1906.     5:1.541.  

Sandberg.  Maurice  and  Sarah  to  Giuseppe  Stella.  106th  st.  No  22 
3  s,  120  w  Madison  av.  25x1(50.11.  P  M.  July  16,  due  Mar  is' 
1908,  6%.     July  18.  1006.     6:1611.  4.000 

Scher,  Solomon  and  Harry  Seifert  to  Nathan  Burkan  and  ano 
112th  st,  Nos  242  and  244.  s  s,  1.37.6  w  2d  av,  37.6x10011  P 
M.     July  16.  3  years.  67c.     July  18.  190(5.     6:1661.  '3,000 

SIrico,  Angelo  and  Raffaele  to  Saml  Williams  and  ano.  121st  st 
No  341.  n  s.  200  w  1st  av,  25x100.11.  P  M.  Prior  mort  $12,0(X) 
July  17,  4  years,  6%.     July  18,  1906.     6:1798.  1,750 

Same  to  Felice  Rubano.     Same  property.     P  M.     Prior  mort  .$ — '— 
.    July   17,   due   Nov   1,    1906,   (5%.     July   18.    lOfKl.     6:1798.       1,250 
Shalet,   Paul   to  Joseph  Liebman  et  al.     Madison  st.   No   178    s  s,, 
abt  241  e  Pike  st,  25.1x100.    P  M.     Prior  mort  $23,000.     July  16, 
due  Jan  16,  1907,  6<7t.     July  17,  1906.     1:272.  3,.500 

Schnce,  Sigmund  to  Abraham  Kosower.  Rivlngton  st,  Nos  78  to  84 
n  w  cor  Orchard  st,  Nos  141  and  143.  87.6x.35.  p  M.  Prior  mort 
$85,0(10.  July  16,  3  years.  (W.  July  .17,  190(5.  2:416.  25.000 
Scher.  HInde  to  Ferdinand  Funk  and  ano.  2d  st.  No  238,  n  s,  abt 
265  V,'  Av  C.  240x105.10.  P  M.  Prior  mort  .1:38,500.  July  16, 
due  Feb  5.  1910.     July  17.  1906.     2:.3S5.  16,215 

turner,  Juliet  to  Francis  X  O'Connor.  48th  st,  No  224,  s  s,  312  6 
e  Sth  av,  18.6x100.5.  P  M.  Prior  mort  $18,000.  July  13,  2 
years.  —7c-    July  14,  1906.    4:1019.  ,4.000 

Times  Realty  and  Construction  Co  to  STATE  REALTY  AND  MORT- 
GAGE CO.  Broadway,  n  w  cor  136th  st,  99.11x100.  July  9.  1 
year,  6%.    July  12,  19(56.    7:2002.  135.000 

Same  to  same.     Same  property.     P  M.     Prior  mort  $135,0(X>.     July 

9,  1  year,  6%-    July  12,  1906.     7:2002.  29.0(X) 

Same  to  same.     Same  property.     Consent  of  stockholders  to  above 

mort.     July  0.     July  12,  100(5.  

Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 

.  holders  to  above  mort.     July  9.     July  12,  1906.     7:2002.  

Talbbl.  Carlo  and  Antonio  Genovese  to  Fillppo  Sabella.  Monroe 
St.  No  21,  n  3,  301.8  e  Catherine  st,  25x101.4.  Prior  mort  $36.- 
000.     July  17,  5  years,  Cr/c     July  IS,  1906.     1:276.  5,000 

TIshman.  Julius  to  Mary  H  Smith  extrx  John  J  Smith.  13th  st. 
No  519,  n  3,  246  e  Av  A,  runs  n  103.3  x  e  25  x  3  —  e  0.2%  x  s 
68.11  to  st  X  w  25  to  beginning.  July  18,  1906.  due  July  2,  1911, 
2:407.  30,000 

TITLE  GUARANTEE  &  TRUST  CO  with  Michi  Grenthal.  Colum- 
bus av.  No  953,  e  s,  25  11  s  107th  st,  2.5x75.  Extension  mort. 
July  16.     July  18,  1906.     7:1842.  nom 

Tishman.  Henry  to  Pauline  Salomon.     Av  B,  Nos  155  and  157,  s  e 
■  cor  10th  St.  Nos  346  and  348,  runs  e  93  x  s  69.3  x  w  22  x  n  23 
X  w  71  to  av  x  n  46. .3  to  beginning.     P  M.     June  22,  5  years, 
—%.    July  17.  1906.     2:392.  75,000 

Tighe.  Mary  wife  John  J  to  N  Y  SAVINGS  BANK.  15th,  st.  No 
224.  s  s.  322.10  w  7th  av,  24.9x86.6.  July  12,  due  Jnne  1,  1911, 
41/2'^;.     July  13.  1906.     3:764.  9,000 

TITLE  GUARANTEE  &  TRUST  CO  with  Fredk  Ayer.  Lenox  av, 
No  26.  e  s.  (50  s  112th  st,  49.11x100.  Extension  mort.  Jan  4. 
July  18.   190(5.'    6:159.5.  nom 

Tanner.  Henry  W  to  N  Y  TRUST  CO.     101st  St.  No  129.  n  s,  2.55  e 

Park  av.  2.5x100.11.     July  14.  1906,  3  years.  5%.     6:1629.      10,000 
UUman,  Katie  to  Gertrude  Faust.     Lewis  st.  No  144,  e  s,  123.8  n 
Houston    st,    2.5x100.      P    M.      Prior    mort   $20,000.     July   16,    5 
years,  6%.     July  18,  1906.     2:356.  4,000 
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GAS  COOKERS    ^    GAS  HEATERS 

I    SOLVE  THE  FUEL  PROBLEM        ::        CLEANLY,  EFFICIENT,  ECONOMICAL    | 


We   Rent  a 
Qas    Range 

$3 

Per    Year 

A  handsome  up-to-date  line  of 
appliances  may  be  seen  at  our  offices 


We  Rent  a 
Qas     Rangii 

$3 

Per    Year 

CONSOLIDATE,D  GAS  COMPANY  OF  NEW  YORK 


Unger.  Hinna  to  D  Sylvan  Crakow.  lllith  st,  No  'J3.  n  s.  tlO  w 
Park  av,  L'.'xKlrt.ll.  P  M.  Prior  mort  $26  000.  July  M>,  due 
Aug  1.".,  1909,  G^^.     July  17.   19IM;.     0:1622.  3,(.HJ0 

Van  Valin,  Kate  E  to  MUTUAL  LIFE  INS  CO  of  N  Y.  129th  st,  No 
"iS,  s  s,  llM.lO  w  Park  av.  24.2x99.11.  July  13,  due,  &c,  as  per 
bond.     July   14,   liKKi.     t!:17.>'v  15.1K)0 

Vagts,  Cord  with  Otto  L  Schlobohm.  106th  st.  No  158,  s  s.  100  e 
Amsterdam  av,  35x100.11.  Extension  mort.  July  18,  1906. 
7:1860.  nom 

Same  with  same.  Same  property.  Subordination  agreement.  July 
IS.   11M16.     .7:1860.  nom 

Varick  Realty  Co  to  Learned  Hand  and  ano  trustees.  Hubert  st, 
n  e  cor  West  st.  Nos  2.")0  to  255.  runs  n  179.3  to  Laight  st.  No 
91,  X  e  225  to  Washington  st,  Nos  398  to  412.  x  s  178.3  to  Hubert 
st  X  w  229.7  to  beginning.  All  title,  with  machinery.  &c.  Trust 
mort.  June  30.  due  July  1,  1926,  '^'/c.  July  13,  VMC.  This 
mortgage  is  made  tor  purpose  of  refunding  2  mortgages  aggre- 
gating JfOlO.OOO.     1:217.  1,100,000 

Same  to  same.  Certificate  as  to  consent  of  stockholders  to  above 
mort.     July   12.     July   13,   1906.     1:217.  ■ • 

Wollheim,  Isidor  A  to  Walter  M  Weiss.  1st  av.  No  1593,  s  w  cor 
.s:'.,l  St.  No  342,  25x75.  P  M.  Due  May  1,  1909,  G7o.  July  16, 
I'.KX;.     5:1.545.  10,000 

Whitcomb,  James  A,  of  Boston,  Mass.,  to  Charles  Laue.  125th  st. 
No  122,  s  s,  265  e  Park  av,  25xl<M).ll.  P  M.  Prior  mort  |35,000. 
July  6,  installs,  5^;.     July  16.  liKXi.     6:1773.  19.000 

Week.  Anna  to  F  &  M  Schaefer  Brewing  Co.  Spring  st.  No  149. 
Saloon    lease.      July    13,    I'.MMi.    demand,    6%.      2:.501.  2.5(M> 

Weil,  Samuel  with  Edward  J  Scully.  Lewis  st.  No  27,  w  s,  100  n 
Broome  st,  25x100.  Subordination  mort.  July  12.  July  13, 
1906.     2:327.  nom 

Wolf.  Louis  L  wfth  Frederic  de  P  Foster  and  ano  as  trustees.  llSth 
St.  No  275  West.  Extension  mort.  Mar  17.  July  13,  1906. 
7:1924.  nem 

Wohltmann.  John  H  and  John  M  Tienken  to  TITLE  GUARANTEE 
&  TRUST  CO.  102d  St.  No  163,  n  s,  383.8  w  Columbus  av,  25x 
100.11.     July  11,  due,  &c,  as  per  bond.     July  12,  1906.    7:1857. 

15.000 

Weil,  Samuel  to  Kalman  Goldman.  Lewis  st.  No  27,  w  s,  100  n 
Broome  St.  25xl0<l  Certificate  as  to  reduction  of  mortgage. 
July  11.     July  13,  1906.     2:327.  

Woldenberg,  Jack  L  to  Ringland  F  Kilpatrick.  Broadway,  e  s,  bet 
road  to  depot  and  ISlst  st,  and  being  lots  5,  6  and  7  map  14  lots 
to  be  sold  at  auction  by  trustee  for  heirs  Gottlieb  Rosenblatt, 
75.5x110.2x75x109.10  n  s.  July  10.  due  Apr  10,  1908.  5^%. 
July  11,  1906.  8:2177.  Corrects  error  in  last  issue,  when  % 
was  omitted.  6,000 

Wakelv,  James  to  Harry  C  Schmidt.  6th  av.  No  755.  Saloon 
lease.     July  16,  installs.  69'r.     July  17,  19<:i6.     4:995.  6.000 

Weisler,  Max  to  Louis  Shapiro.  107th  st.  No  211.  n  s.  385  w  2d 
av,  25x100  11.  P  M.  Prior  mort  $15,000.  July  3,  2  years,  6%. 
July   17,   19m;.    ,6:1657.  2.000 

Wronkow.  Solomon  with  Max  Goldberg  and  ano.  Suffolk  st.  No 
104.  .Agreement  changing  time  of  payment  of  mort.  July  2. 
July   17.   1906.     2:348.  nom 

Weston,  AUela  to  Letitia  S  Sands  trustee  for  Mary  Smith  will 
John  Campbell.  79th  st.  No  73.  n  s,  150  w  Park  av,  13.4x102.2. 
Prior  mort  $14,500.  July  13,  3  years,  —%.  July  17,  1906. 
5:1491.  10.500 

Wilson.  Nathan  to  Julius  Bachraoh.  Amsterdam  av.  No  2150,  w  s, 
mo  s  lOlith  St.  30x101.4x12.4x100.  July  11,  demand,  G%.  July 
17,  1906.     8:2123.  1,500 

Winkler.  Louis  and  Abram  Schultz  to  Esther  Kaplan  and  ano. 
Division  st.  No  79.  on  map  Nos  79  and  791^.  s  s,  abt  185  e  Market 
st,  25x66. .".x25x66.1  e  s.  Prior  mort  $29,00.  July  12,  1  year, 
6',;.      Julv   14.   1906.      1:282.  2,000 

Wolcott,  Royal  L  to  METROPOLITAN  SAVINGS  BANK.  15th  st. 
No  123,  n  e  cor  Irving  pi.  No  14,  80x20.8x80x21.  3  yrs,  5%. 
July   17.   1900.     3:871.-  13,200 

Watson.  Warren  M  to  Archibald  M  Maclay.  23d  st.  No  206.  s  s, 
75  w  7th  av,  25x98.9.  June  28,  1  year,  57e.  July  14,  1906). 
3:772.  1,000 

Winclolph,  John  P  to  Geo  Ehret  Jr.  Sth  av.  No  300.  n  e  cor  25th 
st.  No  273,  24.8x95.  July  14,  5  years,  5%.  July  17,  1906. 
3:775.  30,000 

Wakely,  James  to  James  Everards  Breweries.  6th  av,  No  755, 
s  w  cor  43d  st.  No  100,  21.5x61.  All  title.  Leasehold.  July  16. 
demand.   '>r>.     July  17,   1906.     4:995.  17.000 

Weinstein.  Abraham  D  to  Warren  W  Foster  and  ano  trustees  Chas 
E  Tilford.  llOth  st.  Nos  231  to  245,  n  s,  116.8  w  2d  av,  4  lots, 
each  37.6x100.11.  4  morts.  each  .$38,000.  July  13,  due,  &c.  as 
per   bond.      July   14,    1906.     6:1(560.  152,000 

Williams,  Saml  and  Isaac  Haft  to  Regina  T  Lohmann.  121st  st.  No 
341.  n  s.  200  w  1st  av,  25x100.11.  July  12,  3  years,  5%%.  July 
IS.   1906.     6:1798.  12.000 

Weil,  Jonas  and  Bernhard  Mayer  with  Solomon  Gerstner.  132d 
st.  No  6  East.  Agreement  as  to  payment  of  mortgage.  July  17. 
July   18,    1906.      6:17.56.  nom 

Washington  Arch  Realty  Co  to  James  V  Graham.  Lexington  av, 
Nos  1415  to  1421,  e  s.  16.5  s  93d  st,  4  lots,  together  in  size 
64.3x70.  4PM  morts,  each  $2. .500;  4  prior  morts,  $8,000  each. 
July  17.  2  years.  iV,.     July  IS,  19(>).     5:1521.  10.0(X> 

Weinstein,  .Mex  to  Saml  Weinstein.  2d  av.  No  07.  Store  lease. 
All   title.      July   1(i,   demand,   69r.     July   18,   190<i.     2:461.       1.000 

Wallenstein  Lazar  to  Pincus  Lowenfeld  and  ano.  36th  st.  No  453, 
n  s.  72  e  10th  av.  runs  n  98.9  x  e  2S  x  n  98.9  x  w  28(?).  prob- 
able error.  Building  loan.  July  11,  1  year,  6%.  July  17,  190<i. 
3:734.  15,000 

Same  to  same.  Same  property  P  M.  July  11.  1  year,  6%.  July 
17,   1006.     3:734.  3,500 

BOROTTGH   OF   THE  BRONX. 

Under  this  head  the  •  denotes  that  the  nroperty  is  located  In  the 
new  Annexed  District   (Act  of  1895). 

•Aschner.  Frederick  B  and  Nathan  to  Sound  Realty  Co.  224th  st, 
n  s,  300.11  e  Paulding  av,  75x109,6.  P  M.  July  12,  3  yrs,  — %. 
July  16,  1906.  1,312.50 


•.Aschner,  Frederick  B  and  Nathan  to  Sound  Realty  Co.  Corsa 
lane,  n  e  s,  1.6  n  w  224th  st,  runs  n  w  84.6  x  n  79.1  x  e  50  x  s 
9.6  X  e  25  X  s  108.10  to  beginning.  P  M.  July  12,  3  yrs,  — %. 
July  16,  1906.  1,487.50 

*Same  to  same.  224th  st,  n  s,  500.11  e  Paulding  av,  125x109.6. 
P  M.     July  12,  3  yrs,  — %.     July  16,  1906.  2,100 

♦Same  to  same.  Paulding  av,  s  -w  cor  224th  st,  34. 6x111.3x34. 6x 
109.6.     P  M.     July  12,  3  yrs,  — %.     July  16,  1906.  1,050 

Avitabile,  Andrea  to  Rosa  Brown.  161st  st,  s  s,  250  w  Forest  av, 
50x95.2.     July  13,  demand,  6%.     July  16,  1906.     10:2637.        5,954 

*Abbaleo,  Nunzio  and  Pietro  Sofia  to  Edward  Gahill.  Plot  begins 
740  e  White  Plains  rd  from  point  800  n  from  n  e  cor  White 
Plains  rd  and  Morris  Park  av,  runs  e  ItK)  x  n  25  x  w  100  x  s  25 
to  beginning,  with  right  of  way  from  Morris  Park  av.  P  M. 
Prior  mort  $3,000.     July  14,  installs,  5%%.     July  16,  1906.      1,250 

*Adams,  Albert  S  to  Sound  Realty  Co.  225th  st.  s  s.  497. ti  e  Pauld- 
ing av,  50x109.6.     P  M.     July  7,  3  years,  —'/r.     July  14.  1906.    875 

Ashfield.  Mary  M  to  N  Y  Catholic  Protectory.  Benedict  av,  s  s, 
161.7  e  Storrow  st,  25x100.  P  M.  June  28,  due  July  15,  1909. 
— %.  July  14.  1906.  682.50 

Ahrens.  Sophie  K  to  David  C  MacBride.  Anthony  av.  No  2088,  e  s, 
101.3  n  180th  st,  24.8x97.1x24..5x95.11.  P  M.  Prior  mort  .$3.- 
800.     July  12.  2  years.  —%■     July  13,  19o6.     11:31.56.  l.(HX) 

*.\bruscato,  Salvatore  to  Frank  A  Becker.  Cruger  av,  w  s,  106.6 
s  Bear  Swamp  road,  25xl(X>.  P  M.  July  10,  2  ysars,  5%.  July 
14,   IfHKi.  480 

♦Anderson,  James  to  Adee  Park  Realty  Co.  Cruger  st,  w  s,  200  s 
207th  st,  25xUXI.     P  M.     July  11,  3  years,  5%.     July  13,  1906. 

500 

♦Same  to  same.  Cruger  st.  w  s.  175  s  207th  'st,  25x100.  P  M. 
July  11,  3  years.  5%.  July  13,  1906.  500 

Belmont  Realty  &  Construction  Co  to  Sarah  Hamill  et  al  exrs 
Geo  W  Hamill.  Hughes  av,  e  s,  121.6  s  lS8th  st,  24.8x87.6. 
July  2,  3  years.     July  IS,  1906.     11:.3076.  5.000 

Bingel,  Geo  to  Geo  F  Chamberlin  trustee  Anne  Bishop.  Tease- 
dale  pi,  s  s,  119.10  e  3d  av.  25x100.  July  18.  due  Aug  5,  1909, 
5%.     July  18.  lOOti.     10:2ti21.  16.000 

Same  and  Katharina  Werner  with  same.  Same  property.  Sub- 
ordination agreement.     July  18,   1906.     10:2621.  nom 

Belmont  Realty  &  Construction  Co  to  Laura  Marion.  Hughes  av, 
e  s,  146.2  s  188th  st,  24.10x87.6.  July  2,  5  years,  — %.  July 
18,  190<i.     11:3076.  5,000 

Same  to  Rose  F  Connet.  Hughes  av,  e  s.  45  s  ISSth  st,  26.8x87.6. 
July  16,  due  July  2,  1909,  57r.    July  IS,  1906.     11:3076.        5.000 

Same  to  Laura  Marion.  Hughes  av.  e  s,  171  s  188th  st,  24x87.6. 
July  2,  5  years,  —'/r.     July  18,  19116.     11:.3076.  4.000 

Same  to  Chas  L  Buchanan.  Hughes  av,  e  s,  96.6  s  1.88th  st,  25x 
87.6.     July  2.  5  years,  —%.     July  18,  1906.     11:3076.  5,000 

♦Blass,  Gustavo  to  Edw  lUensworth.  2d  av,  e  s.  125  n  216th  st,  25 
xlOO,   Olinville.     July   1,   3  years,   5V2'r.     July   18.   1906.         4.000 

♦Barrett,  Agnes  M  to  Adee  Park  Realty  Co.  Matthews  st,  w  s,  2.50 
s  Morris  st,  50x100.  P  M.  July  11,  3  years,  5%.  July  13. 
1906.  948 

♦Brown,  Wm  I  to  Adee  Park  Realty  Co.  Hicks  st,  e  s.  100  s  Mor- 
ris st,  100x100.     P  M.     July  11,  3  years,  5%.     July  13,  1906.     1,680 

♦Banome,  Salvatore  and  Morgan  M  Miles  to  N  Y  Catholic  Pro- 
tectory. Benedict  av.  s  s.  143  w  Pugsley  av.  2.5xl<X>.  P  M.  June 
28,  due  July  15,  1909,  —%■     July  18.   1906.  682..50 

♦Same  to  same.  Benedict  av,  s  s,  l(i8  w  Pugsley  av,  25x100. 
P  M.     June  28.  due  July  15,  1909,  —"c-     July  18.  1906.  665 

♦Same  to  same.  Benedict  av.  s  s,  93  w  Pugsley  av.  2.5x100.  P  M. 
June  28.  due  July  15,  1909.  — %.     July  IS,  1906.  700 

♦Same  to  same.  Benedict  av,  s  s,  118  w  Pugslev  av,  25x100.  P 
M.     June  28.  due  July  15.  1!HI9.  — 9r.     July  IS.  19f)6.  682..50 

♦Byrne.  John  J  to  N  Y  Catholic  Protectory.  Tremont  av,  n  s.  127.4 
n  w  170th  st,  56xll0.9x.50xl3.8.6.  Juno  28.  due  July  15,  1909, 
—7c.     July  17,  1906.  2,500 

♦Borchardt,  Max  to  Joseph  J  Gleason.  172d  st.  w  s,  268  s  West- 
chester av,  25x100.     June  13,  3  yrs,  5":;.     July  16,  1906.  .      4,000 

♦Borchardt,  Max  to  Joseph  J  Gleason.  172d  st.  w  s.  268  s  West- 
chester av,  25x100.  P  .M.  Prior  mort  .$4,000.  July  13,  2  years, 
6%.     July  16,  1906.  1,000 

Blust,  Geo  N  and  Charles  Stumpf  to  Bronx  Investment  Co.  Eagle 
av.  w  s,  202.2  s  Westchester  av,  50x120.  Prior  mort  g!23.000. 
July  16.  due  Nov  1,  ISMX!,  69'f.     July  17,  1906.     10:2616.         22,000 

Balaban,  Olga  to  Fred  Trump.  Ryer  av.  No  2049,  w  s,  295.1  n' 
Burnside  av.  25x1.59.5x25.4x163.11.  July  16.  due  July  1,  1909. 
5%.     July  17,   19<X!.     11:3149  and  31.56.  6,.5O0 

Belmont  Realty  &  Construction  Co  to  Jos  Byers  trustee  John  Byers. 
Hughes  av,   e  s,   71.8  s  188th  st.  24.10.x87.6.     July  2,  5  years. 


— o; 


Vr- 


July  17,  1906.     11:3076. 


5,000 


Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders.    July  14.    July  17.  1906.     11:3076.  

Same  to  Rose  F  Connet.  Hughes  av,  e  s,  45  s  ISSth  st.  26.8x87.6. 
Certificate  as  to  consent  of  stockholders  to  mort  for  $5,000. 
July  14,     July  17,  1906.  

Same  to  Chas  L  Richman.  Hughes  av,  e  s,  96.6  s  ISSth  st.  25x 
87.6.  Certificate  as  to  consent  of  stockholders  to  mort  for  $5.- 
000.     July  17,  190(i.     11:3076.  — 

Same  to  Estate  of  Geo  W  Hamill.  Hughes  av.  e  s.  121.6  s  ISSth 
st,  24.8x87.6.  Certificate  as  to  consent  of  stockholders  to  mort 
for  $5,000.     July  14.     July  17.  IfMW.     11:3076.  — - 

Same  to  Laura  Marion.  Hughes  av,  e  s,  146.2  s  ISSth  st.  24.10x 
87.6.  Certificate  as  to  consent  of  stockholders  to  mort  for  $5,- 
0(X).     July  14.     July   17.   U106.     11:3076.  

Same  to  same.  Hughes  av.  e  s.  171  s  188th  st.  24x87.6.  Certifi- 
cate as  to  consent  of  stockholders  to  mort  for  .$4,000.  July  14. 
July  17,  190(1.     11:3076.  

♦Blaicher,  Carl  to  Lion  Brewery.  Unionport  road.  No  450.  Sa- 
loon  lease.     July  5,   demand,  6%.     July  17.   1906.  2,787.90 

♦Brownhill  Co  to  Sound  Realty  Co.  224th  st.  s  s.  291.6  e  Paulding 
av,  runs  e  3(X)  x  s  109. (i  x  w  5.6  x  s  109.6  x  w  200  x  n  109.6  x  w 
95  X  n  109.6  to  beginning.  P  M.  July  11,  3  years,  — %.  July 
14,  1906.  8,750 

♦Baumann,  Ferdinand  C  to  MUTU.AL  LIFE  INS  CO  of  N  Y.  South- 
ern Westchester  Turnpike,  n  w  cor  Union  av.  1.50x196.6x1.50x195. 
except  part  for  turnpike.  June  28,  due,  &c,  as  per  bond.  July 
13,  1906.  15,000 


T^e  text  of  these  pages  Is  copyrighted.     All  rights  ar«  reserved.  _        Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 


MAPLEDORAM  &  CO. 

•  REAL  ESTATE  BROKERS 


Bay  Ridge  Property 
Our  Specialty 


Fifth  Ave.  and  79th  St.,  Brooklyn,  N.  Y. 

Telephone,  724  Bay  Rldga 
Branch  Office :  Bay  Ridge  Ave.,  cor,  FortHmmlltOB  AT«. 


Baker,  Garniss  E  to  N  Y  Catholic  Protectory.     Pugsley  av.  w  s,  98.0 
s   Westchester   av,   47.2x105.1x47.2x103.4.      P   M.     June  28,   due 
July   15,   lyuy,  — %.      July  13,   1900.  1,800 

*Same  to  same.     Benedict  av,  n  s,  150  w  Pugsley  av,  50x100.     P  M. 

June   28,   due   July  15,   1009,  — %.     July  13,   1900.  1.505 

*Bfuziug,  Christian  and  Sofia  to  Hudson  P  Rose  Co.  Lots  79  and 
80  map  108  lots  Coster  estate.  P  M.  July  5,  due  Aug  1,  1909, 
51/2%.     July   12,   1900.  1,050 

.Bergen,  Wm  C  to  Henry  Seib.  Perry  av,  e  s,  107.5  n  201st  st,  2 
lots,  each  25x110.  2  morts,  each  $7,000.  July  12,  due  July  1, 
1909,  5'/o.     July  13,  1900.     12:3281.  14,000 

Same  to  Caroline  Roll.  Perry  av,  e  s,  92.5  n  201st  st,  runs  n  25  x 
e  110  X  s  23.S  X  n  w  31  x  s  w  9.3  x  w  77.8.  July  12,  due  July  1. 
1909,  5%.     July  13,  1900.     12:3281.  7,000 

Same  to  John  Jr  and  Amanda  Bussing  joint  tenants.  Perry  av,  e  s, 
142.5  n  201st  st,  25x110.  July  12,  due  July  1,  1909,  5%.  July 
13,  1900.     12:3281.  7,000 

*Brown,  Mark  to  MATTBAWAN  SAVINGS  BANK  of  Matteawan, 
N  Y.  Silver  st.  n  s.  i5.2  w  Roselle  st,  50.1x104.4x50x100.9, 
Westchester.      July   12,    due   Apr   1,    1907,   5%.      July    14,   1900. 

2,5<X» 
♦Baker,  Walter  S  to  Sound  Realty  Co.    224th  st,  s  s,  191.0  e  Pauld- 
ing av,  50x109.6.    P  M.    July  12,  3  yrs,  — %.    July  10,  1900.       875 
'Boyle,  Robert  to  Emma  L  Schirmer.     Walnut  st,  e  s,  plot  81,  map 

Arden  property.     July  9,  2  yrs,  5%%.     July  10,  1900.  1,300 

Becker,  John  to  Herman  C  Borger.  Courtlandt  av,  w  3,  150  n  102d 
st,  25x137x25.3x141.  P  M.  Prior  mort  $17,000.  3  yrs,  — %. 
July  10,  1900.     9:2409.  5,000 

Berti,   Maria   A   to   John   Pavero.      College   av,    s   w   cor  148th   St. 

50x75.     Due  Nov  19,  1907,  0%.    July  10,  1900.    9:2329.  2,000 

Brown  &  Lapin  Realty  Co  to  American  Mortgage  Co.  Washington 
av,  s  w  cor  109th  st,  75x100,  except  part  for  av.  Certificate 
as  to  consent  of  stockholders  to  mort  for  $00,000.  May  18.  July  10, 

1900.     9:2390.  

*Bartmer,  Geo  A  D  to  Adee  Park  Realty  Co.     Cruger  st,  w  s,  125 

n  Morris  st,  25x100;   Morris  st,  s  e  cor  Hicks  st,  .50x100;   205th 

st,  n  w  cor  Holland  st,  50x91.0;  205th  st,  n  e  cor  Cruger  st,  25x 

91.0.     P  M.     July  11,  3  years,  57r.     July  18,  1900.  3,700 

*Bachman,  Alfred  C  to  Bronxwood  Realty  Co.     Ash  st,  w  s,  200  s 

Kingston  av,  lOOxlOO.     July  9,  3  years,  — %.     July  14,  1900.     750 
Same  to  same.     Oak  st,  e  s,  200  s  Syracuse  av,  100x100.     July  9,  3    ' 
years,  — %.     July  14,  1900.  1,000 

*Same  to  same.  Ash  st,  w  s,  100  s  Kingston  av,  100x200  to  Chest- 
nut st,  2  morts,  each  $1,000.  July  9,  3  years,  — %.  July  14, 
1900.  2,000 

*Same  to  same.     Syracuse  av,  s  e  cor  Oak  st,  100x100.     July  9,  3 

years,  — %.     July  14,  19WJ.  1,000 

Same  to  same.  Chestnut  st,  w  s,  100  n  Syracuse  av,  200  to  Walnut 
St.     2  morts,  each  $1,000.     July  9,  3  years,  —%.    July  14,  1900. 

2,000 
*Becht,  Louis  to  Sound  Realty  Co.  Paulding  av,  e  s,  59.0  n  220th  st, 
25x111x25x109.0;   225th  st,   s  s,   182.3  e   Bronxwood  av,  25x87.9 
x22.0x77.5;  Paulding  av,  e  s,  84.0  s  224th  st,  2.5x105.0x25x104.4. 
P  M.     July  10,  3  years,  — %.     July  14,   1900.  1,557.50 

•Cunningham,  Mary  J  to  Sound  Realty  Co.  225th  st,  n  B,  481.11 
e  Paulding  av,  25x109.    P  M.    July  12,  3  yrs,  — %.  July  16,  1906. 

437.50 
*Callahan,  Wm  to  Sound  Realty  Co.     223d  st,  n  e  cor  Corsa  lane, 
runs  e  02.11  x  n  109.6  x  w  75  x  s  102.10  to  Corsa  lane  x  s  e  13.7 
to  beginning.     P  M.    July  12,  3  yrs,  — %.    July  10,  1906.     1,522.50 
*Same  to  same.    223d  st,  n  s,  62.11  e  Corsa  lane,  39.2x109.6.   P  M. 

July  12,  3  yrs,  — %.    July  16,  1906.  3,325 

♦Same  to  same.     223d  st,n  s,  102.1  e  Corsa  lane,  50x109.6.    P  M. 

July  12,  3  yrs,  — %.    July  16,  1900.  945 

♦Cording,  Henry  H  to  Sound  Realty  Co.  Bronxwood  av,  e  s,  59  3 
22eth  st,  50x121.0.     P  M.     July  12,  3  yrs,  — %.     July  16,  1906. 

1,540 
♦Condron,  Elizabeth  to  Sound  Realty  Co.     225th  st,  s  a,  411.3  w 
Paulding  av,  25x153  to  Corsa  lane  x  28.2x166.     P  M.    July  12,  3 
yrs.  — %.    July  16,  1906.  500 

♦Cumming,  Margaret  L  to  Sound  Realty  Co.  225th  st,  n  3,  121.7  e 
Bronxwood  av,  25x109;  225th  st,  s  s,  136.3  w  Paulding  av,  50x 
109.0.    P  M.    July  12,  3  yrs,  — %.    July  10,  1906.  1,785 

*Casey,  Bessie  McG  to  Sound  Realty  Co.  Paulding  av,  e  s,  34.6  n 
224th  st,  50x101.2x50x103.8.  P  M.  July  13,  3  yrs,  — %.  July 
10,  1900.  1,085 

♦Same  to  same.     226th  st,  s  s,  161.2  w  Paulding  av,  50x109.     P  M. 

July  13,  3  yrs,  — %.     July  10,  1906.  1,015 

♦Capotorto,  Michelangelo  to  Sound  Realty  Co.  225th  st,  s  s,  125 
e  Bronxwood  av,  33.3x55.2x34.6x67.7.  P  M.  July  12,  3  yrs,  — %. 
July  10,  1906.  665 

Conroy,  Delia  L  to  Sound  Realty  Co.  Paulding  av,  s  e  cor  226th  st, 
109x105.0x109x100.     P  M.     July  11,  3  years,  — %.     July  14.  1900. 

1,837.50 
♦Creighton,  Valentine  L  and  Jos  J  Fagan  to  N  Y  Catholic  Protec- 
tory.    Benedict  av,  n  s,  101.11  e  Storrow  st,  50x80.     P  M.     June 
28.  due  July  15,  1909,  — %.     July  13,  1906.  1,260 

♦Colangelo.  Vito  and  Daniel  to  Hudson  P  Rose  Co.  Lots  5  and  6 
map  170  lots,  Siems  estate,  P  M.  July  9,  due  Aug  1,  1909,  5%%. 
July  12.  1900.  720 

♦Coughlan,  John  C  to  Hudson  P  Rose  Co.  Lots  292  and  311  map 
327  lots.  Hunter  estate.  P  M.  July  7,  due  Aug  1,  1908,  5%%. 
July  12.   1900.  400 

Christman.  Jacob  to  Louis  Hahnenberger  and  ano.  Lafontaine  av, 
No  2120,  e  s,  181.5  n  180th  st,  25x05.  July  1,  5  years,  5%.  July 
12,  1900.     11:3002,  4.500 

♦Cohen,  Jacob  to  Henry  C  Merritt.  Plot  begins  990  e  White 
Plains  road,  at  point  along  same  77.5  n  Morris  Park  av,  runs  e 
90. .3  X  n  e  7.11  x  n  17.11  x  w  100  x  s  2.5  to  beginning  right  of  way 
to  Morris  Park  av.     June  15,  3  years,  51,4%.     July  12,  1900. 

3,000 
♦Cooper,  Wm  H,  New  Rochelle,  N  Y,  to  Martin  J  Keogh.  Barker 
av,  w  s.  extends  from  Union  st  to  Sheridan  st,  being  lots  1275  to 
1289,  1204  to  1308  and  parts  of  lots  12;K)  and  1309  map  prop- 
erty of  estate  of  Peter  Lorillard;  Barker  av.  w  s.  extends  from 
Bridge  st  to  Union  st.  being  lots  1313  to  1327  and  1.332  to  1340 
same  map,     P  M.     May  1,  3  years.  5%,     July  13,  1900.  70,000 

♦Cassidy,  Patrick  M  to  Bankers  Realty  &  Security  Co.     Waldo  pi, 
n  e   cor  Daniel  st,  80xl00x.54. 1x103.3..   Tremont  Terrace.     P  M, 
Prior  mort  $4,000.     July  I6,  3  years,  5%.     July  17,  1906.         1.500 
♦Same    to   same.      Same   property.      P   M.     July   10,   3   years,   5%. 
July  17,  1906.  4,000 


♦Cook,  John  to  Emma  Keck.  7th  st,  8  s,  123  e  Av  B.  20x108 
being  part  o£  lot  140  map  Unlonport.  S  M.  July  17,  1906,  3  yrs' 
5^%.  2,000 

♦Chapman,  Charles  J  to  Emma  E  Potter  and  ano.  White  Plains 
road,  w  s,  240  n  220th  st,  93x100.  P  M.  July  10,  5  years  5% 
July  17,  1900.  6,500 

♦Same   to   same.      Prospect  Terrace,   e   s,   240  n  220th  st,   93x125 

P  M.     July  10,  5  years,  5'/c..     July  17,   1900.  3,500 

Corbett,  Matthew  to  James  C  Gaffney.  167th  st,  n  s,  112  w  South- 
ern  Boulevard,   — x — .      Declaration   as   to  amount  due   on  mort, 

&c.     Jan  3.     July  18,  1000.     10:2728.  

Clayton.  John  A,  Brooklyn,  N  Y,  to  Lillian  A  Wolff.  Mt  Hope  pi, 
n  s,  80  e  Walton  av,  45x125.  P  M.  July  17,  5  years,  5%.  July 
IS,   1906.     11:2827.  6,250 

♦Ceva,   Frank  to  Adee  Park  Realty  Co.     Matthews  st,  w  s,   100  n 
207th  st,  31.0x102,7x54.11x100;   Hicks  st,  e  s,  141.0  n  205th  st, 
50x100.     P  M.     July  11,  3  years,  5%.     July  13,  1900.         1,484.50 
♦Cahill,   Sarah   F   to   August  J   Freutel.      Kinsella  av,  n   s.  474  w 
Bronxdale  av,  25x100.     July  11,  3  years,  5^%.     July  12,   1906. 

3.000 
♦Cashel,  Annie  to  Patrick  J  Daly.  Zerega  ay,  w  s,  25  n  Glebe  av,  25 

xlOO.     July  9,  5  years,  57o.     July  12,  1906.  700 

♦Dean,  Bessie  to  Frank  A  Becker.  Cruger  av,  w  s,  126.6  s  Bear 
Swamp  road,  25x100.  P  M.  July  10,  2  years,  5%.  July  14. 
1900.  450 

Dreiblatt,  Moris  and  Daniel  Wolkowsky  to  Wm  A  Cameron.  Lots 
4  to  8  map  property  Jas  C  Powers.  P  M.  July  10,  2  years,  0%. 
July  18,  1900.     11:2,809.  4,000 

Same  to  same.     Lots  1,  2  and  3  same  map.     P  M.     July  10,  2  yrs, 

0%.     July  18,  1900.     11:2809.  3,500 

♦Doherty,  Thomas  E  to  N  Y  Catholic  Protectory.  Pugsley  av,  e  s, 
25  n  Benedict  av,  2.5x100.11x25x101.7.  P  M.  June  28,  due  July 
15,  1909.  —'/o.    July  17.  1000.  822.50 

♦Durant,  Alva  to  Adee  Park  Realty  Co.  Hicks  st,  e  s,  125  n  Mor- 
ris st,  .53.2xl02.7x— xlOO.6.  P  M.  July  11,  3  years,  5%.  July 
13,  1000.  780 

Diener.  August  to  Wm  O  Gautz.  College  av,  w  s,  157.2  n  IGOth  st, 
10.8x92.0.      July   10,   3   years,   5%.     July   17,   1900.      11:2785. 

3,500 
Diener,  August  to  Wm  O  Gautz.     College  av,  w  s,  140.5  n  lC9th  st, 

10.8x92,0.    July  10,  3  years,  5%.    July  17,  1900.     11:2785.       3..500 
Same  to  same.     College  av,  w  s,   174  n  109th  st,  10.8x92.6.     July 

10,  3  years,  5%.     July   17,  1900.      11:2785.  3,500 

Dornberger,  Fredk  to  Sigmund  Glauber  and  ano.  137th  st.  No 
025,  n  s,  200,0  w  Willis  av,  2.5x100.  P  M.  Prior  mort  $14,250. 
July   14,  3   years,   0%.     9:2300.  2,000 

♦Dunigan,  James  and  John  J  to  Adee  Park  Realty  Co.  Cruger  st, 
e  s,  100  n  207th  st,  75x100.  P  M.  July  11,  3  years,  5%. 
July  13,   11.KX!.  1,629 

♦Demmerle,  Henry  to  N  Y  Catholic  Protectory.  Westchester  av, 
n  s,  200  w  Pugsley  av,  75x100.  P  M.  June  28,  due  July  15, 
1909,  — %.     July  18,  1900.  5,092.50 

♦Same  to  same.     Benedict  av.  s  s,  193  w  Pugsley  av,  25x100      P  M 

June  28,   due  July  15,  1909,  — %>.     July  18,   1906.  605 

♦Same    to    same.      Benedict   av,    s   s,    218   w    Pugsley   av    25x100 

P  M.     June  28,  due  July  15,  1909,  — %.     July  18,  1900.  005 

♦Same  to  same.     Benedict  av,  s  s,  243  w  Pugsley  av,  25x100.     P  M 

June  28,   due  July   15.   1909,  —%.     July   18,   19O0.  005 

♦Dooley,  Patk  to  Sound  Realty  Co.     220th  st,  s  s.  211,3  w  Paulding 

av.  25x109.     P  M.     July  11.  3  years,  — %.    July  14  ,1900.  325 

♦Davis,  John  F  to  Sound  Realty  Co.  227th  st,  s  s.  452.0  e  Paulding 
av,  75x100.0.     P  M.     July  7,  3  years,  — %.     July  14,  1906 

1,312.50 
"Demmerle,  Henry  to  N  Y  Catholic  Protectory.     Westchester  av    s 
w  cor  Pugsley  av,   100x101.10x100.4x98.6.     P  M.     Juue  28,  due 
July  15,  — %.     July  14,  1906.  7,997.50 

Davis,  Annie  to  Caroline  Dillenberg  and  ano.  Prospect  av.  No  089 
w  s,  244,3  n  152d  st,  19,3x95.  P  M,  Prior  mort  $4,750.  July  11. 
3  years,  5%.     July  12,  1900.     10:2075.  *        3.750 

Demarest,  Chas  R  to  Geo  P  Naylor  Individ  and  as  exr  Peter  Nay- 
lor.  Washington  av.  n  w  cor  Independence  av.  runs  n  e  along  In- 
dependence av,  072,0  to  a  public  road,  x  n  w  245,5  x  s  w  490,6  to 
Washington  av,  x —  to  beginning,  except  part  tor  sts  and  avs. 
P  M,     July  2,  3  years,  5%,     July  13,  1900,     13:3411.  50,000 

♦Deverman,  Geo  A  to  Adam  Feick.  Plot  begins  590  e  White  Plains 
road  at  point  along  same  775  n  Morris  Park  av,  runs  e  100  x  n 
25  X  w  100  X  s  25  to  beginning,  right  of  way  over  strip  to  Mor- 
ris Park  av,  except  part  for  av.  July  7,  3  years,  5%.  July  14. 
190''-  3,(K>0 

D'Auria.  Pasquale  to  James  T  Nelson.     Hoffman  st,  n  w  cor  187th 
st,  100x90.11.     P  M.     May  24,  2  years,  5i^%.  July  14,  1906.     11:- 
^  3050.  8,000 

♦Dexter,  Helena  A  to  Sound  Realty  Co.  227th  st,  s  s,  527.7  e 
Paulding  av,  75x109.6.     P  M.     July  12,  "  "' 

1900. 
♦Dexter,   Helena   A   to   Sound   Realty   Co. 
Paulding  av,  50x109.0.     P  M.     July  12, 
1906. 
♦Day,  Martin  to  Sound  Realty  Co. 


3  yrs,  — %. 


July  16. 

1.312.50 
227.7  e 
July  16, 
945 
223d  st,  n  s,  152.1  e  Corsa  lane. 


227th  st,  s 
3  yrs,  — %. 


25x109.0.     P  M.     July  12,  3  yrs,  — %.     July  16,  1906.  472.50 

♦Duffy,  Patrick  to  Sound  Realty  Co.  225th  st,  s  s,  232  e  Bronx- 
wood  av,  25x100.10x28.2x113.9;  223d  st,  s  s,  274.3  e  Corsa  lane. 
55x99.     P  M.     July  12,  3  yrs,  — %.     July  16.  1906.  1.067.50 

♦Dexter,  Helena  A  to  Sound  Realty  Co.  225th  st,  n  s,  432.4  e 
Paulding  av,  50x109.    P  M.    July  12,  3  yrs,  — %.    July  16,  1906. 

840 

♦Same  to  same.  Bronxwood  av,  e  s,  109  s  226th  st,  25x121.6. 
P  M.     July  12,  3  yrs,  — %.    July  16,  1906.  735 

♦East  Borough  Impt  Co  to  Mary  Murphy.  Plot  begins  240  e  White 
Plains  road,  at  point  along  same  425  n  Morris  Park  av,  runs  e 
100  X  n  25  X  e  100  x  s  25  to  beginning  ( ?)  probable  error,  right  of 
way  over  strip  to  Morris  Park  av,  July  10,  3  years,  5%.  July 
12,  1906.  ,  3,500 

♦Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     July  10.     July  12,  1906.  

♦Same  to  same.  Plot  begins  240  e  White  Plains  road  at  point 
along  same  400  n  Morris  Park  av.  runs  e  100  x  n  25  x  w  100  x  s 
25  to  beginning,  right  of  way  to  Morris  Park  av.  July  10,  3  yrs. 
5%.     July  12,  1900.  3,500 

♦Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     July  10.    July  12,  1900.  


TJie  text  of  those  pages  Is  copyrighted.     All  rights  are  reserved.      Notice  Is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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*East  Borough  Impt  Go  to  Thomas  J  Doulon.  Plot  begins  1^40  e 
White  Plains  road,  at  poiut  along  same  375  n  Morris  Park  av, 
runs  e  lUO  x  n  25  x  w  iW  x  s  25  to  beginning,  right  of  way  over 
strip  to  Morris  Park  av.  Certificate  as  to  consent  of  stockhold- 
ers to  mortgage  for  $3,5(M>.     July  lU.     July  12,  liXMi 

Eldridge,  Geo  D  to  METROPOLITAN  LIFE  INS  CO 
33U  s   254th   st,   runs   e  347   x   ■■    '"'^•^  -   '" 


150 


Palisade  av, 
w  385  to  av  X  3 


182' to  beginning.     July  10,  due  Mar  1,  1!X)8,  o%-     July  12,  IDOtj. 

12:3424.  1,500 

Elson,  Isaac  and  Isaac  Rosenzweig  to  Eliza  M  Pelgram.     Bathgate 

av,    w   s,    150.2    s    173d    st,    35x114.5.    July    14,    3   years,    5%. 

11:2914.  '  25,000 

Elsenberg,  Esther  to  Bridget  Kearney.     Union  av.  No  COS,  e  s,  35 

s   151st   st,    17.0x90.     July   10,   3   years,   —%.     July   17,    1900. 

10:2074.  „       '.wO 

Fox    Thos  E  to  Mary  J  Gaines.     Park  av,  n  w  s,  189  s  w  178th  st, 

25x150,  except  part  for  av.     P  M.     July  IG,  3  years,  5V4%.     July 

17,  190U.     11:3027.  -.500 
♦Fordham,  Angeline  A,  of  City  Island,  to  Annie  Weaver.     Bay  av, 

n  s,  90x100,  City  Island.     July  14,  2  years,  6%.     July  17,  I'JOO. 

I,o00 
•Friedman,  Maurice  D  to  Sound  Realty  Co.     Paulding  av,  e  s,  S4.6 

n  224th  st,  50x104.3x50x101.2.     P  M.     July  13,  3  years,  — %.  July 

10,   lOOli.  1.^15 

Freudenmacher,    Philipp      to      EMPIRE    CITY     SAVINGS     BANK. 

Elton  av,  s  w  cor  155tl>  st,  48x100.     July  17,  1  year,  5%.    July 

18,  1900.     9:237(!.  45,000 
•Flood.  Frank  to   Cath  C  Hunt.     Plot  begins  195  e  White   Plains 

road  at  point  along  same  575  n  Morris  Park  av,  runs  w  95  x  n 
25  X  e  95  X  s  25  to  beginning,  right  of  way  to  Morris  Park  av. 
July  17,  3  years,  5i/>7c.     July  18.   1900.  3,500 

Fuld,   Helen   with   Wm   Prosnitz.      Freeman   st.   No   1057.      Exten- 
sion mort.     May  31.     July   13,  1900.     11:2971.  nom 
•Foster,  Henry  to  Sound  Realty  Co.     Paulding  av,  s  e  cor  225th  st, 
34.0x100x34.0x101.7.     P  M.     July  7,  3  years,  — %.     July  14,  1900. 

910 
♦Fichter.  Leopold  to  N  Y  Catholic  Protectory.     170th  st,  n  s,  50.3 
w  Pugsley  av.  54x100.     P  M.     June  28,  due  July  15,  1909,  — %. 
July  14.   1900.  1.995 

Same   to  same.     170th  st,  n  s,  29.3  w  Pugsley  av.  27x100,     P  M. 

June  2S,  due  July  15,  1909,  —%■     July  14,  19O0.  997.50 

•Pasulo,  Dominic  to  N  Y  Catholic  Protectory.  170th  st,  s^w  cor 
Pugsley  av,  runs  s  43.2  to  Tremont  av  x  n  w  84.6  x  e  72.0  to 
beginning  gore.  P  M.  July  28,  due  July  15,  1909,  —%.  July  14. 
1900.  1,207.50 

•Fichter.  Leopold  to  N  Y  Catholic  Protectory.  170th  st.  s  s,  75 
w  Tremont  av,  75x105.10x75.0x115.2.  P  M.  June  28,  due  July 
15,  1909,  — %.     July  12.  1900.  2,077.50 

Ficke.  Annie  to  TITLE  GUARANTEE  &  TRUST  CO.  St  Ann's  av. 
No  593,  w  s,  207.4  s  Westchester  av,  27x97.10x30.2x111.5.  3  yrs. 
—>/(.     July  13,  1900.     9:2270.  15,000 

Same  to  Julius  Asmus.     Same  property.     Prior  mort  $15,000.    July 

13.  3  yrs,  — %.     July  13.  1900.     9:2270.  4,000 

Same   to  Luder  Hankin.      Same  property.     Prior  mort  $19,000.     3 

yrs.  — %.     July  13.  1901!.     9:2270.  500 

Flynn.  Wm  J  to  John  H  White.  107th  st.  n  s,  121.4  e  Jerome  av, 
19x80.  P  M.  July  12.  due.  &c..  as  per  bond.  July  14.  KKHi. 
9:2489.  -1.500 

•Fieber,  Joseph  A  to  Sound  Realty  Co.  225th  st,  s  s,  29i.O  e 
Paulding  av,  25x100.0.  P  M.  July  12,  3  yrs.  — %.  July  16. 
1900.  300 

•Eraser,  Laura  H  to  Sound  Realty  Co.  224th  st,  n  s,  150.10  e 
Paulding  av,  25x109.6.  P  M.  July  12,  3  yrs,  — %.  July  10, 
19(M!.  472.50 

•Fischman.  Wm  and  Isaac  Lefkowitz  to  Sound  Realty  Co.  227tb 
st,  s  s,-111.4  w  Paulding  av,  25x109.(5.  P  M.  July  13,  3  years, 
—%.    July  17,  1900.  595 

•Grauer,  Albert  to  N  Y  Catholic  Protectory.  Westchester  av,  n  s, 
02.2  e  Public  pi.  50x100.  P  M.  June  28,  due  July  15,  1909,  — %. 
July  14.  1900.  6,020 

Gully.  Wm  anfl  Margt  A  McGrath  to  Philip  F  Donohue.  Creston 
av  w  s,  99. .S  s  198th  st.  75x100.4.  P  M.  July  11.  3  yrs,  5%. 
July   12,    1900.      12:3318.  3.000 

Giraud.   Louis   H   to   Geo   Hollerith.      Wendover  av,   n   s,   14(').ll   e 

Webster  av.  37.0xS3.5x37.0x,S3.3.     P  M.     Prior  mort  $ .     July 

10.   2  yrs.  O'/J.      July   12.   19(10.      11:2.S97.  ^.(JOO 

Griffin,  Daniel  G  with  City  Mortgage  Co.  Southern  Boulevard,  n  s. 
250  w  Av  St  John.  1.50x121.  Subordination  agreement.  July  2. 
July  13,  1900.      10:2083.  _^       nom 

Gotz.  Anton  to  Frank  Kahlenberg.  Washington  av.  No  177(>,  e  s. 
270  s  175th  St.  20.3x120,  except  part  for  av.  P  M.  Prior  mort 
$15,000.     July  12.  5  yrs.  :>7r.     July  14,   190(i.     11:2910.  0,<X)0 

•Goddin.  Samuel  M  to  Sound  Realty  Co.  225th  st,  s  s,  122.0  e 
Paulding  av,  100x109.(5.  P  M.  July  12,  3  yrs.  — %.  July  16, 
1900.  1.820 

•Gidore.  John  to  Sound  Realty  Co.     224th  st,  n  s,  250.10  e  Paulding 

av.  50x109.0.     P  M.     July  12.  3  yrs.  — %.     July  16,  1906.  875 

•Goldstein,  Jacob  to  Sound  Realty  Co.  225th  st,  n  s,  190.6  e 
Bronxwood  av,  25x109.  P  M.  ■  July  12,  3  yrs.  — %.  July  10. 
1900.  595 

•Garry.  Bertha  to  Sound  Realty  Co.     Paulding  av,  s  w  cor  226th  st, 

34x109.6x34x112.6.    P  M.    July  12,  3  yrs,  — %.    July  16,  1906.   045 
Glassheim.  Nathan  and  Max  Weber  to  Chas  Dickinson.      Gun   Hill 
road,  s  s,  at  c  1  DeKalb  av.  runs  s  99.5  x  e  SO  x  n  100.11  x  s 
80.     July  5,  2  years,  5%.     July  17.  1906.     12:3327.  4,322.50 

Grogan.  Julia  A  to  TITLE  GUARANTEE  &  TRUST  CO.  183d  st, 
n  s,  325  w  Webster  av,  25x100.9x25x99.9.  July  17,  due,  &c.  as 
per  bond.     July  18,  1906.     11:3143.  1,000 

Greenberg.  Nathan  to  Simon  Ginsburg.  Fulton  av,  w  s.  2.53.6  s 
175th  st,  40x102.7x40x104.1.  P  M.  July  16,  due  July  15,  1910. 
6'/f.      July    18,    1906.      11:2930.  3.(X)0 

Same  to  same.  Fulton  av,  w  s.  293.6  s  175fli  st,  41x101x41.1x100. 
P  M.     July  16.  due  July  15,  1910,  6%.     July  18,  1906.     11:2930. 

3,000 
•Goldberg.   Adele   to   N   Y   Catholic   Protectory.      Westchester   av, 
s  s.  275  w  Pugsley  av.   50x100.      P  M.      June  28.   due   July   15. 
1909,  — c/f.     July  17,  1900.  3,290 

•Griffin,  Lulu  A  to  Adee  Park  Realty  Co.  Cruger  st,  w  s,  375  s 
207th  st,  50x100*— x78.6.  P  M.  July  11,  3  years,  5%.  July  13, 
1906.  972 


•Garry,  Bertha  to  Sound  Ktalty  Co.     226th  st,  s  s,  353.7  e  Paulding 

av.  50x109.     P  M.     July  12,  3  yrs,  —%.     July  16,  1906.  875 

•Greco,  Frank  to  Edward  Regenhard.     White  Plains  road,  e  s.  50  n 

220th    st,    25x100.5,    Wakefield,    except    part    for    White    Plains 

road.     P  M.     July  2,  3  years,  ii%.     July  18,  1906.  4,000 

•Same  to  Alex  E  Margolis  and  ano.     Same  property.     P  M.     Prior 

mort  $4,000.     July  2.  3  years,  6%.     July  18,  1906.  2,000 

•Gianporcaro,   Isabella,  Brooklyn,  N  Y,  to  Geo  H  Taylor.     Theriot 

av,    w   s.    125   n   Westchester   av,   50x100.      P   M.      June   28,   due 

July  16.  1909.  57f.     July  18,  1900.  1,200 

•Geiszlcr.   Martin   to   Christian  Strohm.     2d  st,   w   s,  774   s  224th 

St.   109x105,   Wakefield.      P  M.      May  5,   1  year,  —%.     July   14. 

1906.  1,200 

Galiani,  Tony  to  James  T  Nelson.     Lorillard  pi,  ne  cor  187th  st, 

90.2x98x— x9S.      P  M.     May  24,  2  years,  5%7o.     July  17,   1900. 

11:3050.  8,000 

•Greenberg.   Harry  to  Malinda  G  Mace  et   al   trustees.     229th  st, 

s  s,  155  w  5th  av,  50x114,  Wakefield.     P  M.     July  5,  3  years,  0%. 

July   16.   1900.  750 

•Haschek,    Adolph    to   Sound   Realty   Co.      227th   st,   s   s,   152.7   e 

Paulding  av,   25x100.0.      P  M.     July   12,   3   yrs,  — %.      July  16, 

1906.  490 

•Horowitz,  Samuel  and  Adolph  Stark  to  Sound  Realty  Co.     226th 

St.  n  s,  138  e  Paulding  av,  50x109.6.     P  M.     July  12,  3  yrs,  — %. 

July  16,  1900.  945 

•Hoffmann,   Camilla  to   Sound   Realty  Co.     227th   st.   s   s,   177.7  e 

Paulding  av.   25x109.0.      P  M.     July   12,  3  yrs,  — %.     July  16, 

1906.  490 

•Hewitt,    Chas   I   to   Emma   L  Shirmer.      Plots   115   and   134,   map 

Arden  property.     P  M.     July  9,  2  yrs,  5V2%.     July  16,  1900.     2.795 
•Same  to  same.     Plots  79  and  s  %  plot  76,  same  map.     P  M.     July 

9,  2  yrs,  51/2%.     July  10,  VJW.  1,965 

Henry,  James  J  to  Mary  A   Ferris.     Lot  31,   map   112  lots   Moses 

Devoe.     July  13,  3  yrs.  5%.     July  16,  1906.    11:3219.  4,000 

•Huertas,  Anna  L  (Miller)  to  Eastchester  Savings  Bank  of  Mt  Ver- 
non, N  Y.     Bronx  River  pi,  n  w  s,  lot  402,  map  of  Washington- 

ville.  25.1sl77x   irreg  .k2(J0.     July  11,   1  yr,  0%.     July  10,   1900. 

1,500 
•Hart,  Bertha  to  Sound  Realty  Co.     225th  st,  n  s,  306.6  e  Paulding 

av,  50x109;  225th  st,  s  s,  abt  497  e  Paulding  av,  100x109.6.     P  M. 

July  11,  3  years,  —9;.     July  14,  19(J(i.  2,730 

•Horowitz,  Saml  to  Sound  Realty  Co.     220th  st,  n  s,  413  e  Paulding 

av,  50x109.0.     P  M.     July  11.  3  yrs,  — %.     July  14.  1906.  875 

•Hennessy.  Jos  P  to  Sound  Realty  Co.     226th  St.  s  s.  386.3  w  Pauld- 
ing av,  .50x109.     P  M.     Jtily  15,  3  yrs,  —%.     July  14,  1906.  910 
•Halley,  Chas  V.  Jr,  to  Chas  V  Halley  et  al.     Waterbury  av,  n  s, 

25  e  Hollywood  av,  25x100.     P  M.     June  21,  3  yrs,  5%.     July  12. 

1900.  477.75 

•Same  to  same.     Coddington  av,  n  w  cor  Eastern  Boulevard,  runs 

w  .50  X  n  101.10  X  w  .50  X  n  25  X  e  100  x  s  128.7  to  beginning. 

P  M.     June  21,  3  yrs.  ')Vr-     July  12.  1006.  1.950 

Hattenbach,   Isaac  to  Lena  Michael.     Belmont  av,  w  s,  425  s  183d 

st,   runs   w  (JO  x  s  88.11   to   st  x  e  and  n   e   128.7  to  beginning. 

July  5.  2  yrs,  0%.     July  12,  lOOti.     11:3086.  2,000 

•Hunt,  Henry  A  J  to  Hudson  P  Rose  Co.     Lots  293,  294,  309  and 

310,   map  327,   lots   Hunter  estate.     P  M.     June  22,  due  July  1. 

ISM19,   oVzVr-     July   12.   19(10.  1,.500 

Hannigan.    Michl    to    Robert   A    B   Dayton.      Park   View   pi,    n    w  s, 

382. 2  e  Tee  Taw  av.  runs  n  w  108.4  x  e  on  curve  52  x  s  e  94.10  to 

pi  X  s  w  50.     July  11,  3  yrs.  (j%.     July  12.  1906.     11:.3219.        2.000 
•Hector.  Anna  Jl  to  Lawrence  G  Goodhart.     Washington  av,  n  e  s, 

132   s   road   leading   from   Westchester   Landing  to   Bear  Swamp. 

75x100,    Westchester.      Prior   mort   $4,500.      July   5,   1   yr,   —%. 

July  12,  1906.  1.200 

•Herold.    Geo   E   to   Julius   G   Weyandt.      Av   C   .s   w   cor   13th   st. 

.33x105.  Unionport.     July  9,  5  yrs,  51/2%.     July  12,  1906.  5,000 

Hurley,   Ellen  J  to   Chas   Laird  and  ano.      180th  st.  No   10(jO,   s  s, 

(;9.11   e   Mapes   av,   2."'x93.      P  M.      Prior  mort  $3,200.     July  12. 

installs.  —'/,.     July  13.  IIKK?.     11:3108.  3.100 

Hecht,  Solomon  to  Chas  Dickinson.     Gates  pi.  c  1.  174.4  n  Mosholu 

Parkway  North,  runs  c  I.'IO  x  n  25  x  w  130  to  c  1  Gates  pi  x  s  2.5 

to  beginning.     P  M.     July  5,  2  yrs.  .5%.    July  13,  1906.     12:3324. 

910 
Same   to  Wm  P  Williams,  trus  for- Mary  L.   Hillhouse.     Gates  pi, 

c  1.  199.4  n  Mosholu  Parkway  North,  runs  e  130  x  n  25  x  w  1.30 

X  s  25  to  beginning.     P  M.     July  5,  2  yrs,  5%.     July  13,   1906. 
12:3.324.  910 

Hulster,  Carl  to  Lillie  Xpuhaus.  152d  st.  No  674,  s  s,  1.S6..S  e 
Melrose  av,  10.Sxll4\1i;,.Sxll4.1.  P  M.  July  12,  due  July  1. 
19119,  5%.     July  13.  lOOH.     9:2374.  5.000 

Same  to  Marie  C.  Neuhaus.  1.52d  St.  s  s.  203.4  e  Melrose  av. 
10.8x114.     P  M.     July  W,  due  July  1,  1909,  5%.     July  13,  1906. 

9:2374.  ^  5.000 

Same  to  Mary  Brenneman.  1.52d  st.  No  672.  s  s.  170  e  Melrose  av. 
10.Sxll4.1xl(i.8xll4.2.  P  M.  July  12,  due  July  1,  1909,  5%. 
July  13,  1906.     0:2374.  5,000 

Hecht,  Ella  A  to  Chas  Dickinson.  Gates  pi,  c  I,  149.4  n  Mosholu 
Parkway  North,  runs  e  130  x  n  25  x  w  130  to  c  1  Gates  pi  x  s  25 
to  beginning.     P  M.     July  5,  2  yrs,  5%.     July  13,  1906.     12:3324.. 

Haas,  Julius  H  to  Leopold  Hutter.  Whittier  st,  n  e  cor  Lafayette 
av.  runs  e  230  x  n  305.2  x  n  w  and  w  247.3  to  st  x  s  lS9.ll  x  e 
10(1  X  s  .50  X  w  100  to  st  X  s  1.50  to  beginning;  Lafayette  av,  s  s, 
2(10  e  Whittier  st.  110x93x110x95.3;  Lafayette  av,  s  s,  .360  e 
Whittier  st,  runs  s  92  x  e  and  n  —  x  n  58.3  to  av  x  w  260  to 
beginning.  P  M.  July  0,  due  July  6,  1908,  6%.  July  14,  1906. 
10:2771  and  27(i5.  2,500 

Harlem  Savings  Bank  with  John  H  Lavelle  and  ano.  Fulton  av, 
w  s.b  293.5  s  175th  st.  40x104.6x40x102.6;  Fulton  av,  w  s.  334.5 
s  175th  St.  41x102.0x411x101.  2  extensions  of  mortgages.  Apr 
20.      July    18.    1900.      11:29.30.  nom 

Heramerdinger,  Louis  to  Josephine  A  Birch.  Beck  st,  e  s.  200  n 
1.5(;th  St.  25x100.  P  M.  July  17,  3  years,  41/2%.  July  18,  1906. 
10:2707.  8,.500 

Holland.  Cornelius  to  Annie  Hell.  Union  av,  No  605,  w  s,  45  s 
151st  St.  20x100.  Prior  mort  $3,500.  July  16,  5  years,  5%%. 
July  IS.  1906.     10:2064.  2,900 

Herriich,  Chas  to  Augusta  Riegelman.  161st  st,  s  s,  50  w  Trinity 
av,  2  lots,  each  25x100.  2PM  morts,  each  $5,000.  July  16, 
3  years.  .5'/,.     July  18,  1906.     10:2630.  10.000 
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DENNIS  G.  BRUSSEL 

ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT- HEAT- POWER 


The  Brussel  Method  and  organization  is 
devoted  exclusively  to  the  electrical  prob- 
lem of  the  building.  Independent  plants 
installed,  or  \viring  for  street  service.  Writ« 
for  particulars, 

15  West   29th    Street,    N.  Y. 


♦How,  Lucius  W  to  Adee  Park  Realty  Co.  Hicks  st,  e  s,  IHO  u 
l^OTth  St,  2S.2xl02.7x— .\10U.  P  M.  July  11,  3  years,  5%.  July 
13,  I'JOU.  441 

•Hogan,  Wm  B  to  Adee  Park  Realty  Co.  205tli  st,  q  s,  25  w  Hicks 
St,  2.5x1)1. fj;  Cruger  st,  e  s,  Ul.O  n  205tli  st,  50x100.  P  M.  July 
11,  3  years,  .5%.     July   13,   1000.  2,454 

♦Halberstad,  Leonard  to  N  'Y  Catholic  Protectory.  Westchester 
av,  s  s,  200  w  Pugsley  av,  7.5x120.  P  M.  June  28,  due  July  15, 
1900,   — %.      July    IS,    1000.  ■4;0S7..50 

•Same  to  same.  Westchester  av,  n  s,  100  w  Pugsley  av,  100x100. 
P  M.     June  28,  due  July  15,  1900,  — %,     July  IS,  1900.  7,000 

Heittler.  Jacob  to  Lion  Brewery.  Washington  av,  No  1.570. 
Saloon   lease.     July  9,   demand,   l}%.     July  17,   1900.     11:2912. 

*  7,000 

Holtelder,  John  J  to  Charles  F  W  A  Mueller  et  al.  Fordham  road, 
s  e  cor  Tiebout  av,  27.Sxll(i.7x91.2x74.5.  July  2,  due  July  10. 
1909,  57r.     July  17,  1900.      11:2923.  12,000 

Jacobs.  Abrahams  to  Sarah  A  De  Lacy.  Franklin  av,  w  s,  13.3.8  s 
17(Hh  st,  runs  w  20S.1  x  s  20.3  x  e  207.6  x  n  44  to  beginning, 
all  title  to  strip  0.5x208.1  on  n  s.  July  10,  3  years,  O'X,.  July 
17,   I'.KJO.      11:2931.  S.fKK) 

*James,  Austin  J  to  Adee  Park  Realty  Co.  205th  st,  n  w  cor  Hicks 
st,  25x91.0.     P  M.     July  11,  3  years,  5%.     July  13,  1900.  000 

Jonas,  Leopold  with  Ansonia  Realty  Co.  St  Anns  av.  No  142, 
e  s,  20  n  134th  st,  20x80.  Extension  mort.  July  9.  July  10, 
190(i.      10:2547.  nom 

Janson,  Barbara  to  John  Bussing,  Jr.  Freeman  av,  s  s,  24  w 
Chisholm  av,  24x75.  July  1,  3  yrs,  5y2%.  July  10,  1900. 
11:2970.  5,.500 

•Jantzen,  Wm  to  Sound  Realty  Co.  Bronxwood  av,  e  s,  134  s 
220th  st,  25x101.7.     P  M.     July  12,  3  yrs,  — %.    July  10,  1900.    735 

Jacobson,  Joseph  to  Annie  McGovern.  Boone  st,  e  s,  70.0  s  West 
Farms  rd,  25x100.  Prior  mort  if5,0<Kt.  July  12,  3  yrs,  —%.  July 
13,   1900.     11:3012.  ^  1,200 

Jacobs.  Joseph  to  Annie  McGovern.  Boone  av,  e  s.  9.5.0  s  West 
Farms  rd,  25xl<M).     Prior  mort  $5,000.     July  12,  3  yrs,  — %.    July 

13,  1900.     n:.3012.  l,2tM) 
*Johnson.    Gustavo   O    to    Albert    Johnson.      Ellison    av,    e    s,   .350   s 

Latting  st,  runs  e  1.34.6  to  Edwards  av  x  s  e  26.3  x  w  142.6  to 
Ellison  av  X  n  25  to  beginning.     P  M.     July  12,  3  yrs,  O'/c.    July 

14,  i;mi(;.  .500 

♦Koehler,  Philip  to  Sound  Realty  Co.  225th  st,  s  s,  111.3  w  Pauld- 
ing av,  25x1(19.0.     P  M.     July  11,  3  yrs,  —%.     July  14.  1900.        5liO 

*Keliher,  Patrick  J  to  N  Y  Catholic  Protectory.  Benedict  av,  s  s, 
125  w  Storrow  st,  24.2x97.3x58.0x60.     P  M.     June  28,  due  July 

15,  1;MI9,  —'/(.     July  14.   1900.  2.870 
Same   to  same.     Benedict  av.  s  s,  25  w  Storrow  st,  2.5x53. 0x25. 3x 

55.2.  P   M.     June   28,   due  July   15,   1900,  —%.     July   14,   1900. 

1,837.50 
*Same  to  same.    Benedict  av,  s  s,  50  w  Storrow  st,  75x60x77. .3x.53.0. 

3     PM  morts,  each  $1,837..50.     June  28,  due  July  15,  1909,  — %. 

July  14,  1900.  _   ^       5,612.50 

*Same   to   same.      Benedict   av.   s  w  cor  Storrow  st,  2.5x.5.5  2x24.2x 

59.3.  P  M.     June  28,  due   July   15,   1909,  — 7t..     July   14,   190G. 

1,820 

*Koehler,  Philip  to  Sound  Realty  Co.  224th  st.  s  s.  141.0  e  Pauld- 
ing av.  .50x1(19.0.     P  M.     July  7,  3  yrs,  — %.     July  14.  19(10.  980 

*Koenig.  Herman  A  to  N  Y  Catholic  Protectory.  Westchester  av. 
n  s,  275  w  Pugsley  av,  50x100.  P  M.  June  28,  due  July  15,  1909, 
— %.     July  13,  1900.  3,010 

*Kuhlmann.  Emma  to  N  Y  Catholic  Protectory.  170th  St.  n  s, 
](K1.3  w  Pugsley  av.  .50x149.2x50x150.11.  P  M.  June  28,  due  July 
15,    1!KI9.  — '/,.      July  12,   ]9(l(;.  3,185 

*Kelleher,  Wm  to  same.  Benedict  av,  n  s,  151.11  e  Storrow  st, 
runs  e  1.5(1  x  n  90  x  w  ItRl  x  s  10  x  w  50  x  s  SO  to  beginning; 
Benedict  av.  n  s,  30O  w  Pugsley  av,  .50x100.  P  M.  June  28,  due 
July  15,  1909,  — %.     July  12,  1906.  5,110 

*Koenig.  Alrich  to  Hudson  P  Rose  Co.  Lots  46  and  47,  may  123 
lots  Willis  estate.     P  M.     July  2.  3  yrs,  5%'%.     July  12,  1900.      800 

*Krauss,  Nathan  to  Hudson  P  Rose  Co.  Lot  29,  map  108  lots  Cos- 
ter estate.     P  M.  July  2,  3  yrs,  51/2%.     July  12,  190(!.  500 

*Kurz.  Wm  F  A  to  Lydia  W  Thorne.  Lot  .SO.  map  South  Washin.?- 
tonville.     P  M.     3  years.  5y2%-     July  12,  1906.  900 

Koelble,  Henry  A  to  Chas  Keary,  indiv  and  as  exr  Patrick  J  Keary. 
Webster  av.  n  w  s,  375  n  e  l.SOth  St.  runs  n  w  10(1  x  n  e  50  x  s  e 
01. .5  X  s   111  X  e  40.10  to  av  x  s  w  .59  to  beginning;  plot  begins  at 

■  c  s  lot  19  distant  111.6  s  Kingsbridge  rd,  runs  s  IS. 3  x  w  1S..5  x 
n  14.11  X  e  19  to  beginning.  P  M.  July  0,  due  Jan  0.  1907,  5%. 
July  13,  lOOi;.     11:3026.  0.000 

Knelble,  .Anthony  to  CLithcrine  D  Colihan.  Webster  av,  w  s.  .375  n 
189th  st,  runs  w  1(10  x  n  e  .50  x  s  e  125  x  n  e  40  x  n  e  18.11  x  n  e 
43.5  X  s  e  45.11  x  s  229.4  to  beginning.  June  19,  due  Jan  1,  1907, 
5y27f,.     July  13,   1906.      11:3020.  14,000 

Kohler,  John.  J  to  Nicholas  Schaefer.  154th  St.  n  s,  220.3  e  Morris 
av.  25x100.  P  M.  July  13,  due  July  1,  1907,  4%%.  July  14, 
1906).     9:2414.  8.000 

*Kingsman,  Emma  to  /  doe  Park  Realty  Co.  Morris  St.  s  s.  .50  e 
Hicks  st,  25xlO(>.     P  M.     July  1 1.  3  years,  5'/,.     July  18.  1906.     .500 

*Sxme  to  same.  Cruger  st,  w  s,  1.50  n  207th  st,  75xl(X*.  P  M. 
July  11.  3  years,  5'/r.     July  18,  lOCHi.  •  1,700 

*Krone.  Constantin.  Westwood.  N  J,  to  Adee  Park  Realty  Co. 
Morris  st,  s  w  cor  Hicks  st,  KXIxl75.  P  M.  July  11,  3  yrs,  5%. 
July   IS.  1900.  3,234 

*Knopf,  Henry  R  to  Sound  Realty  Co.  227th  st,  s  s.  130.3  w 
Paulding  av,  runs  w  7.7  x  s  w  199. (i  x  e  174.6  x  n  109.0  to  be- 
ginning.    P  M.     July  12,  3  yrs,  — %.     July  16,  1900.  GOO 

Kirby,  Sinclair  H  to  John  Theurer.  Fort  Independence  st.  w  s.  at 
e  s  Bailey  av  on  curve,  77.1x105.1  to  Bailey  av  x  78.5x.59.8. 
Due  July  2,  1909,  5%.     July  10,  1900.     12:3261.  2,0(X> 

*Krauss.  Philip  to  Lewi3  Samuels.  Old  Boston  road,  at  highway 
leading  across  Old  Boston  load  to  the  road  leading  from  West- 
chester to  Bronxdale,  runs  n  e  along  Old  Boston  road  83  x  s  o 
09. (!  X  s  w  70  X  n  e  108  to  beginning,  Westchester;  also  Boston 
road,  e  s.  lots  00  to  6!  partition  map  Thwaites  vs  Thwaites, 
10<;.3x91. 1x120.5x125,  Bronxdale.  P  M.  July  16,  3  years,  0% 
and  5y27c.     July  17,  1900.  7,000 

Khouri,  Assad  G  to  Nassie  E  Esber.  Tiebout  av,  e  s,  507.10  n 
ISOth  St.  S.5.10xl6O.lx(i3xl04.4.  July  13,  abt  5  years(?),  .5%. 
July  18.  1906.     11:3143.  5,000 


Kuhn,  /3eo  J  to  Ge'o  M  Kuhn.  Park  av,  s  e  cor  181st  st,  ruas  e 
141  X  s  1.50  X  w  50  X  n  125  x  w  91  to  Park  av  x  n  25  to  begin- 
ning. Prior  mort  $3,000.  July  11,  1  year,  6%.  July  17,  I'.KXJ. 
11:3037.  3,000 

Kellogg, Florence  M  with  Emil  S  Levi.  .3d  av.  No  3320.  Exten- 
sion  mort.      Nov   19,   1904.     July  17,   1900.     10:2007.  nom 

Kleban  &  Siegel,  Inc,  to  Warren  W  Catlin.  Wendover  av,  n  w  cor 
Washington  av,  45x99.6.  July  10,  3  years,  0%.  July  17,  1900. 
11:2904.  14.000 

Same  to  same.  Same  property.  Consent  of  stockholders  to  above 
mort.     July  12.     July  17,   1906.     11:2904.  nom 

*Kuhn,  Geo  J  to  Hugh  D  Smyth  and  ano.  Av  A,  w  s,  extends  from 
3d  to  4th  st,  210x;;05;  Av  A,  e  s,  extends  from  .3d  to  4th  st,  216x 
105,  except  part  for  sts  and  av;  4th  st,  s  w  cor  Westchester 
Creek,  214x210  to  3d  st,  Unionport.  P  M.  July  12,  3  years, 
>>%■  13,500 

*Same  to  Geo  M  Kuhn.  Same  property.  Prior  mort  $27,500. 
July  11,   1  year,  (!%.     July  13,  1900.  3.000 

*Same  to  Louis  Wechsler.  Same  property.  P  M.  July  12,  3  years, 
6%.     July  13,  lOOC.  14,000 

*Krupin,  Eva  to  Charlotte  H  Heck.  227th  st,  s  s,  230  e  White 
Plains  road,  50x114,  Wakefield.  P  M.  June  10,  3  years,  — %. 
July  17,  1906.  1,.5(X) 

KoUum.  John  W  and  Irving  G  to  Geo  H  Schutts.  Morris  av.  w  s, 
bet  1.39th  st  and  Lowell  st,  and  at  line  bet  lots  182  and  183,  runs 
w  29  X  s  25  X  e  31.0  to  av  x  n  25.1  to  beginning,  being  part  of 
lot  1,S2  mnp  Mott  Haven.  Prior  mort  $8,000.  July  12.  due  July 
1,  1908,  (//,.     July  14,  1906.     9:2333.  "  1..500 

Kolkebeck,  Mary  to  Wm  Hodgson.  205th  st.  s  s.  307.7  w  Lisbon 
pi,  52.5xll4.7x.50xl30.2.  P  M.  Prior  mort  $2,.50O.  July  6.  1 
year,  O'/r.  July  11,  1906.  12:3311.  (Corrects  error  in  last  issue 
when  '/,   was  omitted.  1,000 

Lochinvar  Realty  Co  to  Joseph  A  Reid  trustee  Frances  Geiger. 
Grand  av,  e  s,  432.8  3  Burnside  av,  25x00.  Certificate  as  to  con- 
sent of  stockholders  to  mort  for  $3,000.  July  13.  July  17,  1900. 
11:2870.  

Same  to  Magdalena  Tuetel  and  Nicholas  Geiger  trustees  Nicholas 
Geiger.     Same  property.     Certificate  as  to  consent  of  stockhold- 

.  ers  to  mort  for  .$3,500.     July  13.     July  17,  19l)(i.     11:2870.  

*Lifrieri.  Giuseppe  to  Bankers  Realty  and  Security  Co.  Edison  av, 
e  s,  3(M)  s  Tremoiit  road,  50x100,  Tremont  terrace.  P  M.  July  17, 
due  July   1,  190!),  (!';!.     July   18,   lllOO.  2,000 

Lang,  Henry  to  EMPIRE  CITY  SAVINGS  BANK.  Topping  av,  Nos 
1694  and  1696,  e  s,  130  s  171th  st,  2  lots,  each  25x95.  2  morts, 
each  $(!.0O0.     July  17,   1   year,   '>7o.     July   IS,   1906.      11:2790. 

12,000 

*Lipset,  Bernhard  to  Adee  Park  Realty  Co.  Morris  st,  n  e  cor 
Hicks  st,  lOOxKK).     P  M.     July  11,  3  years,  5%.     July  13,  1900. 

1,908 

*Lowenstein,  Louis  to  N  Y  Catholic  Protectory.  Pugsley  av,  e  s, 
30.4   s   Old   road,   75.<103. 5x75x1(10. 2.      P   M.     June  28,   due   July 

15.  19(19,  — ".;.     July   IS,   1906.  2,047.,50 
*Lefkowitz,   Isaac  and  Wm  Fischman  to  Sound  Realty  Co.     224th 

st,  n  s.  100  w  Paulding  av,  100x109.6.    P  M.    July  13,  3  yrs,  — %. 

July  16,  190(i.  1,900 

Same   to   same.      Paulding   av,   n    w   cor   224th   st,   34.0xl00x.34.6x 

101.7.     P  M.    July  13,  3  yrs,  — %.    July  16,  1900.  945 

*Same   to   same.      Paulding  av,   s  e  cor  227th  st,   34.6xl02.7x34.6x 

104.0.     P  M.     July  13.  3  yrs,  — %.    July  10.  1006.  980 

*Same  to  same.     Paulding  av,  s  w  cor  227th  st.  34.6xlll.3x34.6x 

109.0.     P  M.     July  13.  3  yrs,  — %.     July  16,  1906.     •  980 

♦Same  to  same.     Paulding  av,  n  w  cor  226th  St.  34.6xl01.7x34.6x 

100.     P  M.     July  13.  3  yrs,  — %.     July  10.  1906.  980 

*Same   to   same.      227th   st,   s   s,   277.7  w  Paulding  av,   100x109.6. 

P  M.     July  13,  3  yrs,  — %.     July  10,   1900.  1,820 

*Same   to   same.     Paulding  av.   w   s,   34.6   n   226th   st,   125xlOS.2x 

125x101.7.     P  M.     July  13,  3  yrs,  — %.     July  10,  1906.  2,800 

*Same    to   same.      22(;th   st,    s    s,    17S.7    e    Paulding   av,    100x109. 

P  M.     July  13,  3  yrs,  — %.     July  10,  1906.  1,820 

♦Same  to  same.     Paulding  av,  w  s,  34.0  n  224th  st,  25xl03x25x 

101.7.     P  M.     July  13,  3  yrs,  — %.     July  16.  1906.  560 

•Same  to  same.     Paulding  av,  w  s,  34.0  s  227th  st,  25xl09.6x25x 

108.2.     P  M.     July  13,  3  yrs,  — %.     July  1(!,  1000.  595 

♦Same   to  same.     Paulding  av,  e  s,  34.6  s  227th  st,  25xl04.6x2.5x 

105.7.     P  M.     July  13,  3  yrs,  — %.    July  16,  1906.  577..50 

♦Leviich,   Nathan   to   Sound  Realty  Co.     Paulding  av.   w  s,  34.6  s 

225th  st,  25x109.0x25x108.2.     P  M.     July  12,  3  yrs,  — %.     July 

16.  1906.  560 
•Lowenstein,    Louis    to    Souhd   Realty   Co.      226th   st,    n   s,   513   e 

Paulding  av.   lOOxlO'.I.O.      P   M.     July  12,   3  yrs,  — %.     July  10 
1006.  1,680 

♦Lenihan,  John  J  to  Sound  Realty  Co.  227th  st,  s  s,  377.7  e 
Paulding  av,  75x109.6.  P  M.  July  12,  3  yrs,  — %.  July  16, 
1006.  1,365 

Lotz.  Mathilda  to  Emil  Liehtenfels.  Gouverneur  pi,  s  s,  135.6  e 
Park  av,  26x90.  Prior  mort  $10,000.  July  13,  1  yr,  6%.  July 
16,  1900.     9:2388.  2,500 

Lochinvar  Realty  Co  to  Magdalena  Tuetel  and  ano,  trustees  Titus 
Tuetel.  Grand  av,  e  s.  432.8  s  Burnside  av,  25x90.  July  13  3 
yrs.  5%.     July  16,  1906.     11:2870.  3,500 

Same   to  Joseph  A   Reid,   trustee  Francis  Geiger.     Same  property. 

July  13,  3  yrs,  5%.     July  10.  1906.     11:2870.  3,000 

Same  to  Emma  D  Rodman.  Grand  av,  e  s.  382.8  s  Burnside  av, 
25x90.      Certificate    as    to   consent    of   stockholders    to    mort   for 

$6,.500.     July  13.     July  16,   1906.     11:2870.  . 

Lochinvar  Realty  Co  to  Emma  D  Rodman.  Grand  av,  e  s,  382.8  s 
Burnside  av,  25x90.     July  13,  3  yrs.  .59/^,    July  14,  1906.    11:2870 

6,500 
Lyon,    Abraham   H   with   City   Mortgage   Co.      Southern    Boulevard, 
n  s,  2.50  w  Av  St  John,  150x115.     Subordination  agreement.    July 
.5.     July  13,   190(!.     10:2083.  nom 

♦Locurto,  Bernardo  and  Vincenzo  Buccheri  to  Fanny  Weisaman. 
Av  A,  n  s,  lot  66,  map  New  Village  Jerome,  25x125.  P  M.  1  yr. 
(>7,:    July  13,  1906.  900 

Lindsay,  Theresa,  Flushing,  N  Y,  to  Thomas  G  Barry.  182d  st, 
s  s,  125  e  Vyse  av,  runs  s  99.6  x  w  24.11  x  s  97.2  to  181st  st 
X  e  .50  X  n  191.3  to  1S2d  st  x  w  2.5  to  beginning.  July  11,  .3  yrs, 
aW/c.     July  12,   1906.     11:3134.  4.500 


Tbe  text  of  these  pages   Is  copyrighted.     All  rights  are  reserved.     Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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Bronx 


July  21,  1906 


RoGkland-Rockport  Lime  Company 


Look  for  thes*  words  on  th«  head  of  •Tftry  barrel: 

*<Muaf  actured  by  Rocklaad-Rockport  Lime  Company" 

DO  KOT  BE  DECEIVED  BY  ANT  SUBSTnTTHI 


Gnispolnt  At«.  ft  Ktwtown  Cnak 

Borou(h  of  Brooklyn,  N.  Y.  City 
TtUphoM,  SOT  QrMnpolnt 


Mannfactarers    of   tlia  following  Brands    af 
Rockland  Lime 

EXTRA  FINISHING  LUMP  ^:Jn,:: 

Alio  Sole  MaDafactar«rs  of 

EUREKA  BRAND  of  PREPARED  PURE  WHITE  UMB 

which  li  annarior  t«  taf  othar  Uma  or   wall  j>laitar 
on  tba  markat.  ~  " 


othar  Uma  or   wall    slaitar  nav 

guakjIlNteed  not  to  pnr. 


NKW   YORK   OFFICE,    FULtlR    BUILDING,    BROADWAY   AND   asd   STREET 


Lowe,  Mary,  wife  Wm  R,  to  Teresa  Wiuter.  Creston  av,  e  s,  299 
n  lS4th  St,  25x95.     July  2.  3  yrs,  57c.     July  12,  190C.     Il;31(j5. 

5,000 

Levin,  Joseph  to  Sound  Realty  Co.  Paulding  av,  e  s,  34.6  n  226th 
St,  25.\112.2.\25xll0.11.  P  M.  July  11,  3  yrs,  — %.  July  14. 
1906.  595 

MoSatt,  Patrick  J  to  John  Dematta  and  ano.  ISTth  st,  s  s,  lots  55 
and  56,  map  property  S.  Cambreling  et  al,  50x100,  except  part 
for  Crescent  av.  Prior  mort  $43,311.60.  July  13,  due  Sept  6, 
1906,  — %.     July  14.  1906.     11:3074.-  400 

Meyer,  Anna  H  to  Lehna  C  Feldhusen.  151st  st,  s  s,  300.3  e  Mor- 
ris av,  25x118.5.  P  M.  July  12,  5  yrs,  — %.  July  14,  1906. 
9:2410.  3,500 

Mann,  Rachel  to  Wm  P  Williams,  trus  for  Mary  L  Hillhouse. 
Gates  pi.  c  1,  224.4  n  Mosholu  Parkway  North,  runs  e  130  x  n 
50  X  w  130  to  c  1  place  x  s  50  to  beginning.  P  M.  June  25,  2 
yrs.  5%.     July   13,   1906.      12:3324.  1,820 

Meixel,  Elisabetha  to  Franz  Kahlenberg.  Washington  av.  No  1774, 
e  s,  296.3  s  175th  st,  26.3x120,  except  part  tor  av.  P  M.  Prior 
mort  $15,000.     July   12,   1  year,   57c.     July   14,   1906.      11:2916. 

3,000 

Markel,  Jacob  L  to  Wm  P  Williams  trustee  for  Mary  L  Hillhouse, 
&c.  Knox  pi,  c  1,  322.2  n  Mosholu  Parkway  North,  runs  n  25  x  w 
130  x  s  25  X  e  130.  P  M.  July  -5,  2  years,  5%.  July  13,  1906. 
12:3324.  910 

Same  to  Chas  Dickinson.  Knox  pi,  c  1,  297.2  n  Mosholu  Parkway 
North,  runs  n  25  x  w  130  x  s  2.">  x  e  130  to  beginning.  P  M.  July 
5.  2  years,  57c.     July  13.  1906.     12:3324,  910 

*Monat,  Lydia  to  Anna  Kaiser.  4th  or  Olinville  av,  n  e  cor  218th 
st,  57x105,  Wakefield.  July  12,  due  July  2,  1909,  5%%.  July  13, 
1906.  2,500 

Mooney,  Wm  J  to  DOLLAR  SAVINGS  BANK  of  City  N  Y.  Hoff- 
man st,  e  s,  49.10  n  lS4th  st.  50x119.  July  11,  due  June  29,  1907. 
«%.    July  13,  1906.     11:3065.  9,600 

Markowitz,  Mary  to  Rose  Orenttly.  Morris  av,  No  105,  w  s,  250.10 
n  105th  st,  25x101.3x25x101.5.  P  M.  Prior  mort  $T,500.  June 
11,  3  years,  6%.     July  12,  1900.     9:2448.  2,450 

*Muller,  Henry  P  to  N  Y  Catholic  Protectory  of  City  N  Y.  Bene- 
dict av,  s  s,  111.7  e  Storrow  st,  50x100.     P  M.     June  28,  due  July 

15,  1909,  —%.     July  12,  1906.  1,475 
*Mapes,  Lambert  G  to  N  Y  Catholic  Protectory  of  City  N  Y.     Ben- 
edict av,  s  s.  2S6.7  e  Storrow  st,  50x100.     P  M.     June  28,  due 
July  15,  1909,  — %.     July  12,  1906.  1,295 

*Morrissey,  Ellen  to  N  Y  Catholic  Protectory.  Westchester  av,  n 
8,  25.5  e  Pugsley  av,  25.5x100x23.6x100.  P  M.  June  28,  due 
July  15.  1909,  —%.    July  14,  1906.  1.750 

Same  to  same.  Westchester  av,  n  e  cor  Pugsley  av.  2.5.5x100x23.6 
xlOO.     P  M.     June  28,  due  July  28,  1909,  —%.     July  14,  1906. 

2,520 

*Mink,  Louisa  to  Sound  Realty  Co.  226th  st.  s  s,  100  e  Paulding 
av,  28.7x109.     P  M.     July  11,  3  years,  —%.     July  14,  1906.        500 

*Marty,  Werner  to  Sound  Realty  Co.  226th  st.  s  s,  278.7  e  Pauld- 
ing av,   50x109.      P  M.     July   11,   3  years,  —%.     July  14,   1906. 

910 

*Moses,  Ismar  S  to  Sound  Realty  Co.  224th  st,  s  s,  241.C  e  Paul- 
ding av,  50x109.6.     P  M.     July  11,  3  years,  — %.     July  14,  1906. 

700 

♦Mueller,  Mary  to  Sound  Realty  Co.  Paulding  av.  n  e  cor  225th  st, 
59x102.6x59x105.6.     P  M.     July  11,  3  years.  —%.    July  14,  190i!. 

1,500 

*Moller,  Edw  to  Sound  Realty  Co.  224th  st,  s  s,  111.3  w  Paul- 
ding av,  76x47.3  to  Corsa  lane,  x89.6,  gore.  P  M.  July  11,  3  yrs, 
—7c.    July  14,  1906.  770 

*Same  to  same.  223d  st,  s  s,  74.3  e  Corsa  lane,  25x63.2  to  Corsa 
lane,  x29.6x47.3.     P  M.     July  11,  3  years,  — %.     July  14,  1906. 

4.'55 

♦Milkowsky,  Morris  to  Sound  Realty  Co.  223d  st,  s  s,  99.3  e 
Corsa  lane,  25x79.2x29.6x63.2.  P  M.  July  12,  3  yrs,  — %. 
July  16,  1906.  400 

♦McDonald,  Thos  J  to  Sound  Realty  Co.  226th  st,  s  s,  128.7  e 
Paulding  av,  50x109.  P  M.  July  12,  3  yrs,  — %.  July  16, 
1906.  •  945 

Malloy,  James  J  to  the  Model  Building  &  Loan  Assn  of  Mott 
Haven  Park.  Av  East,  s  e  s,  83.9  n  e  153d  st,  27.11x66.2x25x 
78.6.     July  7,  installs,  5%.    July  16,  1906.    9:2442.  2,500 

♦McMorrough,  John  to  Emma  L  Shirmer.  Chestnut  st,  n  w  cor 
Kingston  av,  plot  97,  map  Arden  property.  P  M.  July  9,  2  yrs, 
5y2%.     July  16,  1906.  1,350 

*Muller,  Martha  to  Edward  Martin.  Fox  av,  w  s,  125  n  Jefferson 
av,  25x100.  Edenwald.    July  6,  6  yrs,  5y2%.    July  16,  1906.  50 

Mignogna,  Luigi  to  Giovanni  Lordi.  Stebbins  av,  w  s.  100  n  165th 
st,  25x99x26x106,  except  part  for  av.     July  13,  1  yr,  6%.     July 

16.  1906.    10:2691.  1,000 
♦MuUin,  Patrick  to  Agnes  Baker.     Classon  av,  w  s.  150  s  Mansion 

st,  50x— .     P  M.     July  14.  3  years,  5%.     July  17,  1906.  800 

Mascia,  Saverio  A  to  Mary  E  Oatis.     151st  st,  n  s,  100.3  e  Morris 

av,  25x117.5.    P  M.    July  17,  1  year,  — %.  July  18,  1906.    9:2411. 

5,000 
Same  to  Juliana  Reynolds.    151st  st,  n  s,  95.3  e  Morris  av,  25x117.5. 

P  M.     July  17,  1  year,  —%.     July  18,  1906.     9:2411.  5,000 

♦McCool,  Patrick  J  to  Victorine  Rampone.     233d  st,  s  s,  lot  17  map 

250  lots  Thompson-Rose  estate.     P  M.     Prior  mort  $3,000.     July 

16,  3  years,  67c.     July  18.  1906.  2.200 
Moehren,  Anton  to  John  C  Adams  exr  Mary  A  Adams.     Grand  av. 

w  s.  50  s  183d  st,  late  Hampden  st.  25x100.     3  years.  57c.  July 

17.  1906.     11:3196.  3.000 
Milyko.   Geo   to   Bertha  Secathe.      Crotona  pi.   No  29,   w  s,   159.10 

s  171st  st,  20x100.     P  M.     July  12,  3  years.  67c.     July  14.  1906. 

11:2927.  2,000 

♦MoUoy.   Cecilia  A  to  Ellen  Smyth  iadivid  and  as  admrx  Chas  H 

Smyth.     222th  st.  n  s,  405  e  4th  av,  100x114,  Wakefield.     P  M. 

July  3,  3  years,  67c.     July  17,  1906.  2,000 

*Monahan,  Patrick  to  Mary   E  Van  Zandt.     Tremont  av,   s  w  cor 

Old  road.   122.4x— x— x — ,  except  part  for  sts.     P  M.     July  5,  3 

years,  6%.    July  17.  1906.  2,000 

♦Same  to  same.    Same  av,  n  e  cor  Old  road,  75x79x109.  gore.    P  M. 

July  5.  due  Nov  1.  1906.  67c.     July  17.  1906.  1,000 

♦McArdle.   Patrick   to   Helen   M   Avery.      6th   av.   n   w  cor  Arthur 

st,  lots  916  to  921  map  Laconia  Park,  each  lot  25x100;  also  5th 


av,   w  s,   lots  4<4  and  4i.j,  same  map  50x66.10x50.6x70.9.     P  M. 
July  14.  5  years,  6Sc.     July  17,  1906.  3.667 

Newmark,  Joseph  and  Harry  Jacobs  to  AUiegro  &  Spallone  Con- 
struction Co.  Morris  av,  n  w  cor  153d  st,  50x100.  P  M.  Prior 
mort  $11,.")00.     July  12,  2  years,  6%.'  July  17,  1906.      9:2442. 

8,000 

♦Naumann,  John  to  N  Y  Catholic  Protectory.  Old  road,  s  s,  158,6 
e  Pugsley  av,  99x145.6x115.3x124.  P  M.  June  28,  due  July  15, 
1909,  — '/c.     July  13,  1906.  2,000 

♦Same  to  same.  Storrow  st.  e  s.  25  s  Benedict  av.  runs  s  57.6  to 
Public  pi,  .\  s  e  13.7  x  e  86.2  x  n  7.5  x  w  112  to  beginning.  P  M. 
June  28,  due  July  15,  1909,  — %.     July   13.  1906.  2,000 

North  Borough  Realty  Corporation  to  Timothy  Doorley.  149th  st, 
s  s,  320.3  e  Morris  av,  25x86.6.  P  M.  July  13,  3  years.  5%. 
July  14,  IftOe.     9:2330.  6,000 

♦Nuttale.  Harry  to  Sound  Realty  Co.  225th  st,  s  s,  336.3  w  Paul- 
ding av,  50x100.     P  M.     July  10,  3  years,  —%.     July  14,  106. 

1.050 

Olsen.  Sophie  M.  wife  of  Anton  L,  to  Crotona  Realty  Co.  Vyse  st, 
e  s.  375  s  173d  st.  runs  e  79.6  x  s  w  93.5  x  n  49.1  to  beginning. 
P  M.     July  12,  3  years,  5%.     July  13,  19<XJ.     11:2996.  1.750 

♦O'Rourke,  Patrick  to  Sarah  I  Hurtt.  Lot  39  map  No  1  of  Olin- 
ville.    P  M.     July   12,  3  years,  — Tc     July  13.   1906.  2.000 

Offner,  John  to  John  Wenzel.  Prospect  av,  w  s,  107.2  s  180th  st.  25 
xl00x23.5xl00.     July  9.  5  years.  57c.     July  13.  1906. 


♦Ott,  Henry  E  to  Augustua  Braun. 
108,   Unionport.     P  M.     July  12, 


11:3094. 
1,000 
13th  St.  s  s,  130  e  Av  C.  25x 
2  years,  57c.     July  13,  1906. 

3,500 

♦O'Ryan,  Jennie  A  to  Peter  Kiefer.  Williamsbridge  road,  n  s.  53.4 
n  w  Grant  st,  26.8x120x25x110,  Westchester.  P  M.  Prior  mort 
$4..50O.    Tluly  9.  3  years,  —7c.     July  12.  1906.  3,000 

♦O'Kennedy.  J  J  Karby  to  Sound  Realty  Co.  225th  st,  n  s,  231.11 
e  Paulding  av,  75x109.  P  M.  July  13,  3  yrs,  — %.  July  16. 
1906.  1.365 

O'Brien,  Alice  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
Tremont  av,  w  s,  abt  528  n  Harrison  av,  50x144. Ix.50xl46. 11. 
July  11,  3  years,  4%7c.  July  11,  3  years.  4y27c,  July  12,  1906. 
11:2869.  6,000 

♦Olson,  Andrew  to  Annie  C  Carlson.  Edwards  av.  w  s.  397.8  s  Lat- 
ting  st,  52.x56.1x50.x42.6,  Seton  Homestead.  P  M.  July  12,  3 
years,  67c.   July  14.  1906.  400 

♦O'Brien,  Michl  J  to  Serial  Building  Loan  and  Savings  Inst.  Plot 
begins  240  e  White  Plains  road  at  point  along  same  350  n  Morris 
Park  av,  runs  e  100  x  n  25  x  w  100  x  s  25.  right  of  way  over 
strip  to  Morris  Park  av.  P  M.  July  2.  3  years,  6%.  July  18, 
VMii.  3,500 

♦O'Connor,  Nellie  to  N  Y  Catholic  Protectory.  Storrow  st.  s  e  cor 
Old  road,  61.10xl00.8.x62.6xl00.  P  M.  June  28,  due  July  15, 
1909,  —%■    July  17,  1906.  1,890 

♦O'Connor,  Nellie  to  N  Y  Catholic  Protectory.  Old  road,  s  s,  lOO 
e  Storrow  st,  .50x82.6.  .  P  M.  June  28,  due  July  15,  1909, 
3  years,  —%.     July  17.   190<i.  945 

Panepinto,  Giuseppe  and  Giovanni  Carsio  to  Daniel  McLean.  Bel- 
mont av.  w  s,  200  n  188th  st.  25x87.6.  P  M.  Prior  mort  $3,000. 
July  12,  5  years,  67c.     July  IS,  1906.     11:3076.  3.500 

♦Prezioso.  Nicola  to  Hudson  P  Rose  Co.  Lot  19  map  of  sub- 
division of  plot  1  on  map  of  Clasons  Point.  P  M.  July  11, 
due  Aug  1,  1908,  —%.    July  17,  1906.  200 

♦Power,  Julia  to  Sound  Realty  Co.  225th  st,  n  s,  450  w  Paulding 
av,  25x109,     P  M.     July  12,  3  yrs,  — %.     July  16,  1906.        577.50 

♦Pivano,  Martin  and  Virginia  to  Sound  Realty  Co.  225th  st,  s  s, 
386.3  w  Paulding  av,  25x139.11  to  Corsa  lane  x  28.2x153  to  be- 
ginning.    P  M.   June  12.  3  yrs.  — %.    July  16,  1906.  300 

♦Provini,  Joseph  F  to  Sound  Realty  Co.  226th  St.  n  s,  463  e 
Paulding  av,  50x109,6.  P  M.  July  12,  3  yrs,  — %.  July  16. 
1906.  875 

Quinlan,  Joseph  to  Wm  F  Tiemann  trus.  Vyse  av  or  st,  e  s.  180.6 
s  Freeman  st,  2.5x100.  July  17,  3  years.  57c.  July  IS.  1906. 
11:2993.  gold.  2,.500 

Rea.  Mary  H  to  Chas  Pletz  guardian  Gertrude  C  Eberle  and  ano. 
Rogers  pi,  w  s,  283.10  n  Westchester  av,  16.8x72.4.  June  29. 
due  July  13.  1911.  5%.     July  14.  19<36.     10:2698.  3,400 

Reilly,  John  and  Philip  to  Eliz  Tierney.  Washington  av.  w  s.  163  n 
l.SSth  St.  2.5x110.  P  M.  July  13,  3  years,  57c.  July  14,  1906. 
11:3042.  2,000 

♦Reynolds,  James  to  Lucy  Webber.  Lafayette  av,  e  s,  128.6  n 
Fordham  av,  50x120.6.  P  M.  July  12,  3  years,  67o.  July  14, 
1906,  2,200 

Riger,  Max,  Queens  Borough.  N  Y,  to  Carrie  Weiss,  Dawson  st, 
n  w  cor  Tinton  av,  100x25.6.  P  M.  June  1,  3  years,  6%.  July 
13,  1906.     10:2654.  4,000 

Reubert,  Henry  to  N  Y  Society  for  the  Relief  of  Widows  and  Or- 
phans of  Medical  Men,  a  corporation.  Fulton  av.  No  2013, 
170.11  s  174th  St.  25x60.    5  years,  57c.    July  13,  1906.     11:2930.      ' 

10,800 

Same  to  Mary  A  Dilley.  Same  property.  Prior  mort  $10,000.  In- 
stalls, 67c.     July  13.  lOOi;.     11:2930.  .500 

♦Raben,  Pit  to  Georgiana  G  Quinn.     217th  st,  s  s,  50  w  6th  av,  25x 

109.4.  Laconia  Park.     Prior  mort  $ .     July  11,  3  years.  6%. 

July  12,  1906.  700 

Roehn.  Charles  J  to  Charles  P  Volk.  Bainbridge  av,  e  s,  42.8  n 
Mosholu  Parkway.  50x100.  July  11.  3  years,  57c.  July  12,  1906. 
12:.3334.  2.000 

♦Ronan.  Wm  J  to  Edgewater  Realty  Co.  Clarence  st,  e  s,  200  s 
Bartsley  av,  25x100.    P  M.    July  3,  3  years,  5^7o.    July  13,  1906. 

479.50 

♦Rosenbaum,  Emanuel  to  Sound  Realty  Co.  225th  st.  s  s,  486.3  n 
Paulding  av,  25xll3.10x2S.2xl26.ll.  P  M.  July  11.  3  years, 
—7c.    July  14.  1906.  612,50 

♦Roth.  Louis  to  Sound  Realtv  Co.  Paulding  av,  e  s.  34.6  s  225th  st, 
50x104.3x50x101.7.     P  M.     July  11,  3  years,  —%.    July  14,  1906. 

1.015 

♦Rosin,  Wm  to  Sound  Realty  Co.  Paulding  av,  w  s,  59.6  n  224th 
St.  .50x105.6x50x103.  P  M.  July  12.  3  yrs,  — %.  July  16. 
1906.  1,050 

♦Rosin,  Wm  to  Sound  Realty  Co.  Paulding  av.  w  s,  59.6  s  225th 
St,  50x108.2x50x105.6.  P  M.  July  12.  3  yrs,  — %.  July  16, 
1906.  1,050 
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The   Palmer   Lime  and  Cement  Company 

**  PAIvITIEII'.S  JVO,  1,  "  tho  Btrori^'oat  and  boat  brick  Ilmo  manufactured,  will  lay  more  brick  to  the  barrel  than  any  other  lime.  f 

Farnaiii  nil'.MIIIKE  Finisbiut^^,  wbli-h  bus  no  miual. 

Palmer's  FilliMliinf^,  hish  grad".  f. .r  all  flulsblng  an«l  plastering  work. 

Connpctic'iit  AVIiilo  I.init-,  fsj ialiy  adapted  to  brown  and  scratch  work. 

Palmer's  fliemicsil  Ivime,  absolutely  hlRh  grade. 

Alsen's  Portland  CemenI,  tor  Long  Island.  FOSTER    F.    COMSTOCK,    Manager 

Brooklyn  Station,  Telephone  14.-)3  Orpcnpolnt  SaleB  Department :     |  49    BROADWAY,    NEW    YORK 

Jersey  City  Station,  Telephone  13G2  Jersry  Telephones,  0fil0-tjiJll-6fU^  Ojrtlandt 


♦Rosin,  Wm  to  Sound  Realty  Co.  22.'5th  st,  s  s,  397.G  e  Paulding 
av,  50x109.6.     P  M.     July  12,  3  yrs,  — %.     July  10.  1906.  875 

•Rice,  Anna  C  to  Sound  Realty  Co.  226th  st,  s  s,  453.7  e  Paulding 
av,  50x109.    P  M.    July  12,  3  yrs,  — %.    July  16,  1906.  875 

Roebelen,  B  Spoerri  to  Hyman  Axelbroad  and  ano.  Walton  av, 
e  s,  75  s  181st  st,  25x100.  July  14,  2  yrs,  6%.  July  16,  1906. 
11:3178.  2,300 

*Reitano,  Joseph,  Carmine  Squilante  and  Alfonso  Bottino  to  Louise 
M  Koenig.  227th  st  (13th  av),  s  s,  280  e  White  Plains  rd,  25x 
114.     July  6,  3  yrs,  51/2%.     July  16,  1906.  4,000 

•Reid,  Emma  to  Frank  A  Beeker.  Cruger  av,  w  s,  206.6  s  Bear 
Swamp  road,  25x100.     P  M.    July  10,  2  years,  5%.    July  14,  1906. 

450 

•Riedinger,  Eliz  A  to  Harriet  E  Archer  and  ano,  extrx  Wm  D 
Berrian.  Marion  st,  w  s,  lot  311,  map  Washingtonville,  50x100. 
P  M.     June  4,  1  yr,  5Y//c.     July  18,  1906.  800 

Rechnitzer,  Rosa  to  Margt  Crowley.  Woodycrest  av,  w  s,  201.7  s 
162d  st,  25.2x111.10x25x114.11.  P  M.  July  17,  3  yrs,  5%. 
July  18,  1906.     9:2511.  3,500 

Ricca,  Amalia  to  EAST  RIVER  SAVINGS  INST.  132a  st,  n  s, 
325  e  St  Ann's  av,  100x100;  also  strip  begins  132d  st,  n  s,  325  e 
St  Ann's  av,  runs  n  10  x  e  100  x  s  10  x  w  100.  July  3,  due  June 
30.  1911).  -//(.     July  17,  1906.      10:2.546.  40,000 

Rubenstein,  Isaac  to  Mary  Broderick.  Morris  av,  e  s,  .50  s  15Sth  st. 
2.5x89.2  to  Railroad  av  West  x  27.9x101.10.  P  M.  Prior  mort 
$5,000.     3  yrs,  5i/.%.     July  17,  1906.     9:2420.  2,800 

Ruble.  John  H  to  Wm  P  Williams,  trus  for  Mary  L  Hillhouse. 
Kossuth  pi.  c  1,  3.55  n  c  1  210th  st,  runs  e  130  x  n  25  x  w  130  to 
c  1  Kossuth  pl  X  s  25  to  beginning.  P  M.  July  5,  2  yrs,  .5%. 
July  17,  190r,.     12:3327.  828.75 

Same  to  Elbert  H  Dickinson.  Kossuth  pi,  c  1,  330  n  c  I  210th  st, 
runs  e  130  x  n  25  x  w  130  x  s  25  to  beginning.  P  M.  July  5,  2 
yrs,  5%.    July  17,  1906.     12:3327.  828.75 

•Sass.  Ernest  to  Sound  Realty  Co.  225th  st,  s  s,  236.3  w  Paulding 
av,  100xl09.(i.     P  M.     July  12,  3  yrs,  —%.     July  16,  1906.        2,100 

•Sandblom,  Hilda  nd  May  Anderson  to  Sound  Realty  Co.  225th  st, 
s  s.  3S6.3  w  Paulding  av,  25xl6(i  to  Corsa  lane  x  28.2x179.1. 
P  M.     July  12,  3  yrs,  — '/,.     July  16,  1906.  910 

State  Bank  with  Clementine  M  Silberman.  Boston  rd,  n  w  s,  at 
n  e  s  168th  st,  137x140.4x135x139.4.  Extension  mort.  May  25. 
July  18,  1906.     10:'2615.  nom 

•Sweny,  Wm  H  to  Frank  A  Becker.  Bear  Swamp  rd,  s  e  cor 
Cruger  av,  63.4xll3.2x.50xl52.4.  P  M.  July  10,  3  yrs,  5%. 
July  14,  1906.  1,530 

Saunders,  Arthur  W,  Brooklyn,  N  Y,  to  Herman  Younker.  Pel- 
ham  av,  n  s,  127.3  w  Hughes  av,  50.llx69x50x.57. 8.  P  M.  July 
16.  3  yrs,  .57f.     July  18,  1906.     12:.3273.  7,-500 

Seligson,  Jacob  and  Ella  Weiss  to  Laura  Opper  and  ano.  Webster 
av,  Nos  1472  and  1474,  25  s  171st  st,  37.6x95.7  to  w  s  Mill  Brook 
X  37.6x93.8.  P  M.  Prior  mort  $18,000.  July  17,  1  yr,  6%. 
July  IS,   1906.     ll:289i;.  1,000 

♦Schumacher,  Herman  to  Edw  A  Shill.  Fillmore  st,  e  s,  225  n 
Columbus  av,  25x100.  P  M.  July  17,  due  Nov  12,  1907,  5%. 
July  IS,   1906.  500 

*Scholz,  Robert  to  Chas  Meyer.  Green  lane,  w  s,  about  100  n  Glebe 
av,   25x100.9.     July   14,   3  yrs,   ry/,.     July   18,   1906.  400 

Stetson,  Frederic  T  to  Edw  F  Brauning.  Montgomery  av,  w  s, 
315  s  Popham  av,  25x100.  P  M.  July  16,  5  yrs,  5%.  July  17. 
1900.     11:2877  and  2878.  6,000 

Same  to  same.  Same  property.  P  M.  Prior  mort  $6,000.  July  16, 
5  yrs,  r,%.     July  17,  lOOli.     11:2,S77  and  2878.  2,000 

Schofleld.  Ophelia  to  Fredk  W  Powell.  Arthur  av,  e  s,  220..5  n 
179th  st,  Ki. 8x129. 6xl(i.9x12S,  except  part  for  st.  P  M.  Installs. 
6'/-.     July  16,  1906.     11:3069.  2,000 

Stahl,  Ciias  E  to  Mary  A  Shea.     Crotona.av,  e  s,  99.4  s  178th  st, 

,2.5x96.1.     P  M.     July  2.  3  yrs,  .5%.     July  12,  1906.     11:3092.     2,000 

*Scoville.  Geo  S  to  Hudson  P  Rose  Co.  Lots  59  to  62,  map  126 
lots,  being  a  subdivision  of  plot  23,  map  Classon's  Point.  P  M. 
July  10,  due  Aug  1,  1909,  5y2'7r.    July  17,  1906.  1,500 

*Stadler,  Tillie  M  to  Anna  K  Adams.  174th  st,  e  s,'  288  s  West- 
chester av,  25x100.     July  5.  3  years,  iV/r.     July  13,  1906.  QOO 

*Shongut.  Abraham  to  Sound  Realty  Co.  224th  st,  n  s,  105.6  e 
Paulding  av,  45.2x109.6.  P  M.  July  12,  3  yrs,  — %.  July  16, 
1906.  3,290 

*Shongut,  Abraham  L  to  Sound  Realty  Co.  225th  st,  n  s,  105.6  e 
Paulding  av,  26.3x109.  P  M.  July  12,  3  yrs,  — %.  July  16, 
1906.  2,520 

*Sheehan,  John  E  and  Edward  Fisher  to  Sound  Realty  Co."  225th 
St.  n  s.  400  w  Paulding  av,  50x109.  P  M,  July  13,  3  yrs,  — %. 
July  16,  1906.  1,120 

*Sheehan,  John  E  to  same.  Bronxwood  av,  n  e  cor  225th  st,  59x 
121.6.     P  M.     July  13,  3  yrs,  — %.     July  16,  1906.  2,397.50 

*Sheehan,  John  E  to  Sound  Realty  Co.  Paulding  av,  n  e  cor  226th 
St.  .S4.6xn3x.34.6xll2.2.  P  M.  July  13,  3  yrs,  — %.  July  16. 
1!H>6.  1,032..50 

♦stokes, .Knute  to  Sound  Realty  Co.  226th  st,  s  s,  121.7  e  Bronx- 
wood  av.  .50x109.     P  M.     July  12.  3  yrs.  — %.     July  16,  1906.      945 

♦Same  to  Hugo  Wabst  et  al.  226th  st,  s  s,  121.7  e  Bronxwood  av. 
l(Hlxl09.     P  M.     July  12,  3  yrs.  — ':'.     July  16,  190<'>.  500 

♦Same  to  Sound  Realty  Co.  226th  st.  s  s,  171.7  e  Bronxwood  av 
50x109.     P  M.     July  12.  3  yrs,  —%.     July  16,  1906.  945 

•Shongut.  Abraham  L  to  Sound  Realty  Co.  223d  st,  s  s,  299.3  e 
Corsa  lane.  50x99.     P  M.     July  12.  3  yrs,  — %.     July  16,  1906.    840 

♦Shongut,  Abraham  L  to  Sound  Realty  Co.  224th  st,  n  s  375  11  e 
Paulding  av,   100x109.6.     P   M.     July   12,  3  yrs,  — %.     July  16 

.  1«X^-  1,680 

♦Shongut.  Abraham  L  to  Sound  Realty  Co.  225th  st  n  s  381  11 
e  Paulding  av,  125x109.  P  M.  July  12,  3  yrs,  — %.  'July  16, 
1906.  1,260 

♦Schwab,  John  J  and  Dorothea,  his  wife,  to  Sound  Realty  Co 
226th  St.  n  s,  336  e  Paulding  av,  7.5x109.1!.  P  M.  July  12  3  yrs 
— %.     JulK  16,  1906.  1,312.50 

♦Schmidt,  Joseph  to  Sound  Realty  Co.  227th  st,  s  s,  202.7  e  Pauld- 
ing av,   25x109.6.     P  M.     July  12,   3  yrs,  — %.     July  16    190() 

<     ^-   ¥-  472.50 


♦stern,  Hannah  to  Sound  Realty  Co.  226th  st,  n  s,  100  w  Paulding 
av,  25x109.6;  Paulding  av,  w  s,  34.6  s  224th  st,  runs  n  25  x  w 
109.6  X  s  12.10  to  Corsa  lane  x  s  e  22.11  x  e  88.7  to  beginning. 
P  M.     July  12.  3  yrs,  — %.     July  16,  1906.  1,155 

♦Schmidt,  Joseph  to  Sound  Realty  Co.  226th  st,  n  s,  113  e 
Paulding  av,  25x109.6.  P  M.  July  12,  3  yrs,  — %.  July  16, 
IfWO.  507..50 

♦Same  to  same.  Paulding  av,  w  s,  34  n  225th  st,  75xl05.6x75x 
101.7.     P  M.     July  12,  3  yrs,  — %.     July  16,  1906.  1,785 

Stroh,  Fredk  A  to  Rudolph  Zimmermann  and  ano.  Union  av,'  w  s, 
195.3  n  158th  st,  17.6x113.3.  P  M.  5  yrs,  5%.  July  16,  1906. 
JO:  2666.  5,000 

♦Swift,  Benjamin  T  to  John  Bussing.  Catherine  st,  n  w  s,  being 
n  e  1/2  lot  290,  map  Washingtonville,  25x100.  July  12,  installs, 
6%.     July  16,  190<3.  2,000 

Schaefer,  Nicholas  to  Kunigunda  Schaeter.  Av  St  John,  No  9,  e  s 
72.2  s  Prospect  av,  20.3x93.4x20.2x94.4.  P  M.  Prior  mort 
$6,000.    July  14,  due  July  1,  1909,  — %.  ■  July  16,  1906.    10:2686. 

5,000 

Schlosser,  Peter  W  to  Joseph  E  Phelan.  Hughes  av,  s  e  s,  125  n  e 
183d  st,  25x100.  P  M.  July  14,  3  yrs,  as  per  bond.  July  16 
1906.    11:3087.  1,600 

Schrier,  Max  to  Moritz  L  Ernst  and  ano.  137th  st,  s  s,  306.6  w 
Willis  av,  25x100.  Prior  mort  $1,400.  3  yrs,  installs,  6%. 
July  16,  1906.     9:2299.  1,200 

♦Sonkin,  Jacob  S  to  Sound  Realty  Co.  224th  st,  n  s,  200  w  Pauld- 
ing av,  runs  w  9S.(i  x  n  w  1.6  x  n  108.10  x  e  100  x  s  109.6  to  be- 
ginning.    P  M.     July  12,  3  yrs,  — %.     July  16,  1906.  2,030 

Sullivan.  Timothy  F  to  Louis  Zink  and  ano.  163d  st,  s  s,  100  3  e 
Tinton  av,  20.6.\94.8,  except  part  for  163d  st.  July  13,  5  years 
5%.     July  14,  1906.     10:2668.  5,000 

Sheridan,  Catherine  V  to  Dora  M  Eickwort.  236th  st.  n  s,  85  w 
Katonah  av,  25x100.  Prior  mort  .fS.OOO.  July  5,  5  years,  6% 
July   14.    1906.      12:3377.  l.ioo 

Spaeth,  Louis  and  Chas  W  to  Annie  McGovern.  Edgewater  road, 
w  s,  597.7  n  Westchester  av,  25x100.  P  M.  Prior  mort  iSl  000 
July  12,  5  years.  (,%.     July  13,  1906.     11:.3012.  1.4.50 

♦Shatzkin  (A)  &  Sons  to  Irving  Realty  Co.  Beech  av.  e  s  26  n 
Elm  st,  50x100.  2  morts,  each  $150.  July  10,  due  Oct  15,'  1907 
6'/r.     July  16,  1906.  '  300 

Same  to  same  Cedar  av,  w  s,  26  n  Elm  st,  50x100.  2  morts,  each 
$100.     July  10,   due  Oct  15,   1907,  6%.     July  16.   1906.  200 

♦Schweikert,  Maria  wife  of  and  Peter  to  Caroline  Schoft.  221st  st 
s  s,  180  e  2d  st,  25x100,  Wakefield.  July  2,  3  years,  5%.  July 
18,  190<!.  3,.5'oo 

Soule,  Myra  F  to  Isabella  F  Winslow.  Granite  pl.  w  s,  bet  lS3d  st 
and  184th  st,  and  53.11  s  from  n  s  lot  28  map  land  heirs  Re- 
becca Bassford,  runs  w  147  x  s  25  x  e  1.35.11  to  pl  x  n  26  11 
July  17,  1  year,  ',%.     July  18,  190<i.     11:3143.  800 

Sperzel,  Chas  H  to  Annie  McGovern.  Edgewater  road.  No  1489, 
w  s,  497.7  n  Westchester  av,  25x100.  P  M,  July  12.  July  IS' 
1906.     5  years,   6%.      11:.3012.  1,200 

♦Schapiro,  Jacob  to  N  Y  and  Suburban  Co-operative  Building  and 
Loan  Assoc,  a  corporation.  East  Vz  of  lot  143  map  Wakefield 
.50x114.     P  M.     July  12.  1  year,  0%.     July  13,  1906.  1,200 

Snyder.  Ida  F  to  Chas  Dickinson.  Jerome  av,  e  s,  173.4  s  Gun 
Hill  road.  25x100.  P  M.  July  5,  2  years,  5%.  July  13,  1906 
12:3327.  1,982.50 

Same  to  same.  Jerome  av,  e  s,  148.4  s  Gun  Hill  road,  25x100  P  M 
July  5,  2  years.     July  13,  1906.     12:.3327.  2,015 

Schonleben,  Jos  to  Mary  T  Kean.  Hawkstone  st,  s  s,  at  s  s  Wal- 
nut st,  runs  w  along  Walnut  st,  1  x  s  .50  x  s  50  x  e  100  to  w  s 
5th  av,  X  n  114.10  to  s  s  Hawkstone  st.  x  n  w  00.3  to  beginning; 
Rockfleld  st,  n  s,  being  plot  begins  at  n  w  cor  lot  101,  runs  s  — 
to  n  s  Rockfleld  st,  x  e  813  x  n  —  x  w  —  x  n  50  to  beginning 
being  part  of  lots  92.  93  and  100  map  Mt  Eden:  5th  av,  e  s.  being 
lot  101  same  map,  .50x100.  July  13,  3  years,  6%.  July  13,  1906 
11:2836.  4  000 

Schrader.  Christian  to  Annie  McGovern.  Edgewater  road.  No  1499 
w  s,  622.7  n  Westchester  av,  25x100.  P  M.  July  12,  5  years  6%' 
July  13,   1906.      11:3012.  '   1.70O 

Schmidt,  Lizzie,  Brooklyn,  N  Y,  to  Matthew  Schlitt.  153d  st  n  s 
295.3  e  Morris  av,  25x100.     P  M.     Prior  mort  $5,500.     July  I2' 

2  years,  6%.     July  12.  1906.     9:'_'413.  .5'oo 
Same    to   EMIGRANT   INDUST   SAVINGS   BANK.      Same  property 

July   12,  3  years,   5%.     July  12,   1906.     9:2413.  5,500 

Stevens,   Elmer   E   to   Margt  L   Zborowski.      Walton   av    n   e     cor 

177th  st,  100x45.    July  11,  5  years,  5%.     July  12,  1900      11-2.S'^8 

12.000 
Same  to  same.     Walton  av,  e  s,  100  n  177th  st.  42.10x45x42.6x45. 

P  M.    Prior  mort.     July  11,  5  years,  .5%.     July  12,  1906.     11-2828 

i,.5bo 

Sattler,  Christian  to  Union  Avenue  Realty  and  Construction  Co 
Tinton  av,  Nos  136  and  138,  e  s,  '25  n  152d  st,  40x100,     July  12 

3  years,  (i%.     10:2665.  8,250 
♦Schnell,  Richd  A  and  Chas  J  Liesak  to  N  Y  Catholic  Protectory 

of  City  N  Y.     Westchester  av.  s  s,  325  w  Pugsley  av,  50x90      P 
M.     June  '28.  due  July  15,  lOt©,  —%.     July  12,  1906.  2,870 

♦Steinberg,  Wm  and  Isaac  Rawitzer  to  Edgewater  Realty  Co, 
Barkley  av,  s  s.  25  w  Wilcox  st,  .50x100;  Wilcox  st,  w  s,  1'25  s 
Barkley  av,  50x100.  4PM  morts,  each  .J444..50.  July  3  3 
years,  5y^%.     July  13,  19(J6.  1,778.00 

♦Same  to  same.  Vincent  st,  w  s,  100  s  Barkley  av,  75x100.  3  P 
M  morts,  each  $280.     July  3,  3  years,  5%%.     July  13,  1906.        840 

♦Same  to  same.  Vincent  st,  e  s,  100  s  Barkley  av,  50x100.  2  P  M 
morts,   each   $353. .50.     July  3,  3   years,  5»^%.     July   13,   1906 

707.00 

♦Sternberg,  Max  to  N  Y  Catholic  Protectory.  Tremont  av,  w  s, 
1.8(;.9  w  170th  st,  57.1x92.Sx.50xl20.7.  P  M.  June  28,  due  July 
15,  1909,  —%.     July  14,  1906.  2,310 

♦Schappert,  John  to  Sound  Realty  Co.  225th  st,  n  s,  175  n  Paul- 
ding av,  50x109.     P  M.     July  11,  3  years,  —%■     July  14,  1906. 

875 
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*Siedler,  Annie  to  Edgewaier  Realty  Co.     Barkley  av,  n  e  cor  Wil- 
cox St.  25x100.     P  M.     July  3.  3  years,  '^W/c-     July  13,  IflOl!.      507 
Schmidt.    Peter    to   A    Huptels    Sons.      Forest    av.    No   872.      Saloon 

lease.     July. 7,  demand    <V',.     July  12.  VMS.     1():2(;.JS.  2,700 

*Sehill,   Edward  A  to  N'  Y  Catholic  Protectory.     Benedict  av.  n  s. 

250  w  Pugsley  av,  50x100.     P  M.     June  28,   due  July  15,   IIHIO. 

— %.     July  13,  1006.  •  1  3115 

*Same  to  same.     Pugsley  av,  w  s.  50  s  Benedict  av,  50x!)n.(i.x.50.x04.7. 

P  M.     June  2!S,  due  July  15,  1!)09.     July  13,  I'.XMi.     — '/,.  1505 

*Same  to  same.     Benedict  av,  n  s.  20O  w  Pugsley  av.  HO.xlOO.     P  M. 

June  28.  due  July  15,  I'.illll.  —1c.     July  13.  I'JO  i.  1,305 

♦Schumann.  John  A   to   Sound  Realty  Co.     22(')th  st,   s  s,   130.2  w 

Paulding  av,  25x100.    P  M.     July  11,  3  years,  —%.    July  14,  1900. 

525 
*Same  to  same.  220th  st,  s  s.  32S.7  e  Paulding  av,  25x109.     P  M. 

July  11,  3  years.  — <S.     July  14.  1000.  455 

♦Schumann,  Robert  W    to  Sound  Realty  Co.     220th  st,  s  s,  111.2  w 

Paulding  av,  25x100;  225th  st,  n  s,  181  0  e  Paulding  av,  50x100. 

P  M.     July  11.   3  years,  — %.     July  14,   1000.  1,435 

♦Steven,  Alex  to  Sound  Realty  Co.     223d  st,  s  s,  190.3  e  Corsa  lane, 

25x127.0x30.2x144.4.      P   M.     July   11,   3   years,   — %.      July    14. 

1000.  047.50 

♦Same  to  same.     223d  st,  n  s.  277.1  w  Corsa  lane.     P  M.     July  11. 

3  years.  — %.     July  14.   lOdl',.  .  1.750 

♦Same    to   same.      Paulding  av.   s   e   cor   224th   st    34.0xl00.'v34.(ix 

101.7.     P  M.     July  11.  3  years.  — -/f.     July  14,  1900.  080 

♦Tundis,    Frank   and    Urbano   Covallucci    to    .\il  j  •    Park    R.^nlty    Co. 

Cruger  st,  e  s,  375  s  207th  st,  25x100.     P  M.     July  11,  3  yrs,  5'/i 
iMly    lo,   1000.  ."07 

•Tuchman.  Herman  and  Philip  Kaufman  to  Clara  Kreischer.     Plot 

begins  7411  e  White  Plains  rd  from  point   1,100  n  from  n  e  cor 

Morris   Park   av   and   White   Plains   rd,   runs   e   100  x   n   25   x   w 

KKt  x  s  2.5  to  beginning  and  right  of  way  to  Morris  Park  av.     .'iih' 

10,  3  yrs,  5%7r.     July  17,  lOOii.  3,250 

♦Tisdale,  James  R  to  Clara  M  Davis.     Unionport  rd,  w  s,  240.5  s 

Morris   Park  av,   25.5x08.0x25x03.7.     July   10,  3   yrs,   Vf/o.     July 

17,  1000.  1.000 

Tepper.  Isak  to  Matthew  Hicks.     135th  st,  s  s,  275  w  Trinity  av, 

25x100.     P  M.     July  2,  due  July  1,  1009,  5V,%.     July  17,  100<;. 

10:2.547.  3,500 

»Toth.   George   to   .^dam  Furst.      7th   st,   n  s.   ISO  e  Av  C,  25x108, 

Unionport.     July  12,  3  yrs,  O'.r.      July  10.   1000.  .500 

Thompson.   Arthur  M,    Mt   Vernon,   N   Y,   and   Isabella   L  and   Ruby 

G,  N  Y.  to  LAWYERS  TITLE  INS  AND  TRUST  CO.     Franklin  av. 

6  s,  120.0  n  lliOth  st,  25x125.  except  part  for  av.    July  15,  1005. 

due  June  30,  1000.     July  14,  1000.     11:2033.  3,000 

♦Thern,  .^lex  to  Edgewater  Realty  Co.     Barkley  av.  n  w  cor  Vincent 

St.  50x100.     P  M.     July  3,  f>y//c.     July  13.  1900.  050 

♦Same  to  same.     Barkley  av,  n  w  cor  Valentine  st,  75x100.     P  M. 

July  3.  3  years.  5%%.     July  13.  1000.  820 

♦Same  to  Edgewater  Realty  Co.     Barkley  av.  n  e  cor  Vincent  st,  25x 

100.     P  M.     July  3.  3  years.  'iV^'A.     July  i:>,   lOOl!.  490 

♦Tarr,  Samuel  to  Sound  Realty  Co.     225th  st.  u  s,  500  w  Paulding 

av,  50x100.     P  M.     July  11,  3  years,  — %.     July  14,  1000.  1.120 

♦Tivers,   Annie   E   to   Sound   Realty   Co.      225th   st,   n   s,    407.7   e 

Paulding  av,  75x109.     P  M.     July  12,  3  yrs,  — %.     July  10,  190<1. 

1,200 
*Vlon,   Joseph   F   and   Emily   to    Sound   Realty   Co.      Paulding   av, 

e  s,  59  n  225th  st.  50x100x50x102.6.    P  M.     July  12,  3  yrs,  — %. 

July  16,  1906.  1,050 

*Vasi,  Salvatore.  Francesco  and  Pasquale  to  Edward  Cahlll.     Plot 

begins  740  e  White  Plains  rd  and  S25  n  Morris  Park  av,  runs  e 

100  X  n  25  X  w  100  x  s  25  to  beginning,  with  right  of  way  to 

Morris  Park  av.     July  14,   due  Oct  15,   1910,  5^%.     July   16, 

1906.  1,250 

♦Vance.   Ezekiel  W  to   .\dee   Park  Realty  Co.      Morris  st,   s  e  cor 

Holland  st.  50x100;   Cruger  st,  e  s,  100  s  207th  st,   100x100.     P 

M.     July  11,  3  years,  5%.     July  IS,  1900.  3,200 

Vian,   Benj  to  M  Anderson  Shaw  trustee  Deborah  A  Lane.     Boone 

st,  w  s,  100  s  172d  st,  25x100.     July  11,  3  years,  5%.     July  12. 

1900.     11:3008.  6  000 

♦Varley,    Michl   and   Thomas   J   Larkin   to    Adee    Park    Realty    Co. 

Hicks  st,  w  s,  100  n  205th  st,  75x100.     P  M.     July  11,  3  yrs,  5%. 

July  13,  1006.  ],l70 

Same  to  same.     Morris   st,   s   s,  50  e  Holland   st.   50x'0O.      P  M. 

July  11,  3  yrs,  5%.     July  13,   1006.  960 

♦Volpe,  Domenico  to  Elisha  G  Selchow.     229th  st,  s  s,  155  e  0th  st, 

50x114.  Wakefield.     P  M.     July  12,  3  yrs,  0%.     July  17,  1900.     425 
•Vradenburgh.   Frank   to  .Thomas  Burke.     Madison  st.   w  s.    125  s 

Morris  Park  av.  2.5x100.     July  0,  3  yrs,  5y29'r.     July  12,  1000.     3.800 
Von  der  Linden,   Edw  H  to  TITLE  GUARANTEE  AND  TRUST  CO. 

Decatur  av,  w  s.  51  s  201st  st,  30x110.     P  M.     July  16,  due,  &c, 

as  per  bond.     July  17.  IflOO.     12:3285. 
Same  to  Emil  Burkhardt.     Same  property.     P  M. 

000.      July   10,  3   years.   0%.     July   17.    1006. 
♦Vion,  Lillian  to  Emma  A  Hoffmann,     175th  st, 

son  av,  12.5x100.     P  M.     1  years.  57o.     July  10. 
Williams,   Harry  with  James  Cribble.      Franklin 

170th    st,    44x2t)7  0x    irreg   x    irreg.      Extension   mort.      Dec    15. 

1005.     July  17.  1000.     11:2031.  nom 

♦Walsh.  Michl  J  to  Bankers  Realty  and  Security  Co.     Edison  av,  e 

s.  150  n  Tremont  road,  25x234.0  to  Broadway.  x29.0x2.50.2,  Tre- 

mont  terrace.     P  M.     July  17.  2  years,  5%.     July  18.  1906.  9.50 

Wheaton.    Esther   A    to   Anna   L   Bachman.     Jackson   av,    n   w   cor 

156th  St.  25x77.2.x25x70.n.     July  9.  3  years,  5%.     July  18,  lOOO. 

10:2030.  •  23,000 

Wilkins   Realty   Co   to   Fleischmann    Realty   and   Construction   Co. 

Wilkins  av.  n  e  cor  170th  st.  37.0x100.     P  M.     July  17,  3  years 

5%.     July  18.  1900.     11:2900.  .3(1.(MX) 

Same   to   Harry   C   Holstein.      Same   property.      P   M.      Prior  mort 

$30,000.     July  17,  due  Jan  17,  1909,  — %.     July   18,  1006.     11:- 

2966.  7,500 

Same   to   Fleischmann   Realty   and   Construction    Co.      Wilkins   av. 

e  s,  37.6  n   170th  St.  3  lots,  each  37.0x100.     3PM  morts,  each 

925,000.    July  17,  due  July  31,  1909.  5%.  July  18,  1906.    11:2906. 

75,000 


5  000 
Prior  mort  .$5.- 
12:32.85.  1.800 

e  s    325  n  Glea- 
liWO.  000 

av,   e   s,   133.8  s 


Same  to  same.  Same  property.  3PM  morts,  each  .'i;7.500.  3 
prior  morts  .$25,000  each.     July  17,  2  years,  0%.     July  18,  lOOi;. 

22..500 

♦Wabst,  Hugo  to  Adee  Park  Realty  Co.  Matthews  st,  e  s,  3ll(l  s 
Morris  st,  50x100.     P  M.     July  11,  3  years,  57o.     July  13,  1000. 

888 

•Weinkauf,  Ferdinand  to  Chas  Meyer.  Green  lane,  w  s,  75  s  St 
Raymond  av,  25.\l(i0.0.  P  M.  July  14,  3  years,  6%.  July  18 
1000.  I.-JIH) 

♦Same  to  Norbert  Robillard.  Same  property.  P  M.  Prior  mort 
$4,200.     July  14.  due  Oct  14,  IIHW,  .5'/(.     July  18,  1900.  300 

♦White,  Joe  C  to  Lamport  Realty  Co.  Roosevelt  av.  s  s.  100  e 
Rosedale   lane,   25x1(10.     P  M.     July   10,   due  July  20,   1910,  57c. 

200 

♦Wexler.  Jacob  to  Edward  Beacom.  21Sth  st,  n  e  cor  6th  av,  50x 
105,  Wakefield.     Demand,  0%.     July  13,  1906.  224 

♦Wolsoner,  Jacob  to  Pit  Raben.     Sheil  st.  n  s.  being  plot  begins  on  . 
s  s  lot  295  adj  lot  200,  runs  n  100.6  x  e  28.8  x  s  109.6  x  w  28.8 
to   beginning.     July  10.   1   year,  O'/J.     July   17.   1000.  (jOO 

Waters,    Ethel  A  to   Lewis  Jawitz.      Arthur  av.   No  2125,   w  s,.45.0 

s   181st  St.   24  10x05.     P  M.     Prior  mort  ,$ ,     July   16    2  yrs 

0%.     July   17.   1000.     11:30()2.  800 

Whiting.  John  C  to  Thornton  Bros  Co.  Teller  av.  e  s.  74.9  n  lOOth 
st,  10.0x80.     P  M.     July  10.  instalts.  O'/c.     July  17,  1900.  11:2782 

1.300 

Weyrich.  Charles  F,  Jersey  City.  N  J.  to  John  Kropt.  134th  st.  No 
810.  s  s.  275  w  St  Anns  av,  25x100.  July  13,  3  years,  57c.  July 
14,  100(i.     0:22(!2.  13,000 

♦Wilson.  Judet  A  to  Hudson  P  Rose  Co.  Lot  102  map  .327  lots 
Hunter  estate.  P  M.  July  11,  due  Aug  1,  1009.  5%%,  July 
14,  1000.  400 

Wainwright,  Wm  to  City  Mortgage  Co.  Southern  Boulevard,  n  s. 
2."0  w  Av  St  John,  runs  w  150  x  n  115  x  e  20  x  n  6  x  e  130  x  s 
121  to  beginning.  Building  loan.  July  2,  demand,  Of/,.  July  13. 
lOOti.     1(V:2088.  07.500 

Whitely.  Emma  F  to  James  Reiley.  Grand  Boulevard  and  Con- 
course, e  s,  88.8  n  e  170th  st.  runs  e  \f\.^\  x  n  42  0  to  Grand 
Boulevard  and  Concourse,  x  s  w  44.2  to  beginning.  P  M  July 
13,  3  years,  hy^'-/,.     July  13,  1900.     11:2812.  .500 

♦Werner,  Christian  II  to  Oscar  D  Weed.  239th  st  (Kossuth  av), 
s  s.  .50  e  Concord  st,  .50x100,  So  Mt  Vernon.  P  M.  July  11,  due 
Jan  11,  1908,  07c..     July  12,  IIMM!.  223 

Winkler,  Julia  E  to  Julia  W  L  Symington  and  ano.  Marion  av, 
e  s.  .50  s  105th  st.  25x100.  Mar  21,  5  years,  ~r/(.  July  12,  1901! 
11:3282.  7,500 

♦Walker.  Robert  to  Edgewater  Realty  Co.  Clarence  st.  e  s,  225 
s  Barkley  av,  50x100.  P  M.  July  3,  3  years.  5V-7c.  July  12 
1900.  "  073 

♦Watts.  Wm  B  to  Sound  Realty  Co.  224th  st.  n  s,  175.9  e  Paulding 
av,  50xl09.().     P  M.     July  11.3  years,  —%.     July  14.  1006.  900 

♦Wilson.  Ada  B  to  Sound  Realty  Co.  225th  st,  n  s,  132.3  e  Paul- 
ding av,  50x109.      P  M,     July  11,  3  years,  — 7o.     July  14,   1900. 

980 

♦Wilson,  Edw  J  to  Sound  Realty  Co.  220th  st.  n  s,  375  w  Paul- 
ding av,  81.4x99.0:';57.2.  gore.  P  M.  July  11,  3  years,  — %. 
July  14.  1900.  420 

♦Same  to  same.  Paulding  av,  n  w  cor  225th  st,  34xl(.X)x34xl01,7. 
P  M.     July  11.  3  years,  — %.    July  14.  1900.  980 

Same  to  same.  225th  st.  s  s,  586.3  w  Paulding  av.  25x67.7x26.10x 
77.6.     P  M.     July  11.  3  years,  — %.     July  14,  1900.  420 

♦Wolz,  Anton  to  Mprtha  Wolz.  205th  st,  n  s,  25  e  Cruger  St. 
25x91.     P  M.     July  K!.  3  years,  57r.     July  17,  1906.  900 

•Wabst,  Hugo  and  John  Goergen  to  Sound  Realty  Co.  226tli  st, 
s  s,  461.2  w  Paulding  ar,  50x109.  P  M,  July  12,  3  yrs.  — %. 
July  10,  1906.  945 

•Same  to  same.  220th  st,  s  s,  221.6  e  Bronxwood  av,  50x109. 
P  M.     July  12,  3  yrs,  — %.     July  16,  1906.  945 

•Watson,  Chas  E  to  Sound  Realty  Co.  220th  st,  n  s,  125  w  Pauld- 
ing av,  25x109.6.     P  M.     July  12,  3  yrs,  — %.     July  10.  1900.      490 

•Same  to  same.  220th  st,  n  s,  1.50  w  Paulding  av,  25x109.6.  P  M. 
July  12,  3  yrs,  — %.     July  16,  1900.  490 

♦Same  to  same.  220th  st,  n  s,  200*  w  Paulding  av.  25x109.6.  P  M. 
July  12,  3  yrs,  — %.    July  10,  1906.  490 

♦Same  to  same.  226th  st,  n  s,  175  w  Paulding  av,  25x109.6.  F  M. 
July  12.  3  yrs,  — %,     July  10,  1906.  490 

♦Weinstock,  Louis  to  Sound  Realty  Co.  Paulding  av,  w  s,  34  s 
226th  st,  75x105.0x7.5x109.0;  225th  st,  n  s,  100  w  Paulding  av, 
75x109.     P  M.     July  12,  3  yrs,  — %.     July  10.  1906.  3,517..50 

♦Wabst.  Hugo  to  Sound  Realty  Co.  223d  st,  s  s,  224.3  e  Corsa  lane, 
25x161.2  to  Corsa  lane  x  30.2x144.4.  P  M.  July  12,  3  yrs,  — %. 
July  16,  1906.  700 

♦Yomtor,  Zacharia  R  to  Sound  Realty  Co.  225th  st,  n  s,  250  w 
Paulding  av,  50x100.     P  M.     July  12,  3  yrs  — %.     July  10,  1906. 

1,085 

Yockel,  Philip  to  City  Mortgage  Co.  Fox  st,  n  e  cor  1.50)th  st,  100 
x8.5.  Building  loan.  Prior  mort  $20,978.  July  2,  demand,  07,. 
July  14.  1900'/f.     10:2720.  17.522 

♦Yates,  John  E  to  Frank  A  Becker.  Cruger  av,  w  b,  76.6  s  Bear 
Swamp  road,  25x100.  P  M  .  July  10,  3  years,  5%.  July  14. 
10O6.  600 

♦Yates.  Maria  to  Frank  k  Becker.  Cruger  av,  w  s,  226.0  s  Bear 
Swamp  road,  runs  s  10. ,8  x  w  37.3  x  n  w  10.2  x  s  w  82. (!  x  n  w 
43.11  X  e  47  X  e  KK)  to  beginning.  P  M.  July  10,  3  years,  5%. 
July  14,  1900.  480 

Zulnno,  Bartholomeo  to  Saverio  A  Mascia.  150th  st.  s  s.  250  w 
Morris  av.  50x1(iO.  p  M.  Prior  mort  $32,000.  July  10.  3  yrs. 
Wr.     July  17,  1900.     0:2338.  12,000 

♦Zuckermau.  Harris  to  Land  Co  B  of  Edenwald.  Jones  av,  e  s, 
370.10  s  Kingsbrldge  road,  25x100.  P  M.  July  14,  3  years,  5^.-. 
July  17,  1906.  200 
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LAKGE,ST    DISTK.IBUTORS    OF    FRONT    BRICK    IN    THE    WORLA** 


EfiAMELEO 


FRONT 

BRICKS 


GENUINE 


'HARVARD 


NAZARETH        ^ 
CEMENT 


Portland 


FREDE.NBURG    6    LOUNSBURY 


Rooms.  63.69,  289  FOURTH  AVENUE.  Corner  22d  Street. 


NE,W  TOKJI 


PROJECTED  BUILDINGS. 


The  first  name  is  that  of  the  ow'r;  ar't  stands  tor  architect;  m'n 
tor  mason,  c'r  for  carpenter,  and  b'r  tor  builder. 

When  character  ot  root  is  not  mentioned,  it  is  to  be  understood 
that  the  roof  is  to  be  ot  tin. 

SOUTH  OF  14TH  STREET. 
Cornelia   st.   No   17,   two   2-sty   brli   and   stone   store   and   dwellings, 

25.1x3(1;   total  cost,  .$30,000;   Zampicri  Bros,  403  West  Broadway; 

ar't,  A  Vendrasco',  i'lOS  West   Broadway. — 780. 
Clinton   st,    s   e   cor    Broome    st,    0-sty   brk   and   stone    tenement   and 

store,  47.x72;   cost,  if. ")."), OtK);   Isaac   Flam,   1308  Kith  st,   Brooklyn; 

ar'ts.  Bernstein  &  Bernstein,  24  East  23d  st. — 7S.5. 
Elizabeth  st.  No  I'lO,  O-sty  brk  and  stone  store  and  tenement,  24.11 

xSO.4;    cost,   $2."),00O;    Michael   Briganti,   19   Marion   st;    ar't,   Chas 

M  Straub,  122  Bowery. — 781. 
Jackson  st.  s  e  cor  Monroe  st.  (J-sty  brk  and  stone  store  and  tene- 
ment,   20x!M),    slag    root;    cost,    !f32,000;    Unity    Construction    Co, 

240  East  Broadway;  ar't,  J  C  Cocker,  103  East  12.5th  st.— 7!I0. 
Pitt  St.  No   102,   1-sty  brk  and  stone  outhouse,  0.0x8. ti;   cost,  .$300; 

Lunitz  &  Weingarten,   148  Madison   st;   ar't,  O  Reissmann,  30  1st 
.   St.— 784. 
Water  st,  s  s,   104.0  w  Roosevelt  st,   1-sty  bck  and  stone  outhouse, 

16x7.2;    cost,   .$1,0.">0:    Augusta   M    Harper,   Hempstead,   L   I;    ar't, 

Joseph  Broome,  123  Liberty  st. — 788. 
13th  st,  Nos   114-110  East,   ll-sty  brk  and  stone  loft  building,  .'jOx 

112.10,    tile   root;    cost,   .f210,0IKI;    American   Felt   Co,    110-112   East 

13th  st;  ar'ts.  Knight  &  Collins,  24  East  23d  st. — 783. 
Park  av,  e  s,  iiO  n  .')1st  st,  1-sty  steel  and  cement  signal  tower,  42.8x 

2G..5;    cost,   .$1,.500;    N  Y  C  &   H   R   R  Co,   Grand  Central   Station; 

ar't,  Morgan  M  O'Brien,  Grand  Central  Stationi — 787. 

BETWEEN   14TH   AND   59TH   STREETS. 
18th  st,  Nos  1."i7-l."i'.)  West.  l!-sty  brk  and  stone  stable,  40x8.");  cost, 

!f(!0,000;  Linda  Stackleberg,  IS  East  OOth  st;  ar't,  Geo  M  McCabe, 

2  West  14th  St. — 777. 
12th  av,  n  e  cor  42d  st,  1  and  2-sty  brk  and  steel  car  house,  200x 

200.10,    slag    root;    cost,    .$100,000;    New    York    City    R    R    Co,    021 

Broadway;  ar't.  A  V  Porter,  021  Broadway. — 789. 

BETWEEN  59TH  AND   125TH  STREETS,  EAST  OF  5TH  AVENUE. 
73d   St.   No   121   East,   .5-sty  brk   and   stone   dwelling,   2."p.7x73;    cost, 

$4."),000;    Alfred  Jaretzki,   .'JO  East   74th  st;   ar't,   Edward  I   Shire, 

11(»  East  23d  st. — 78<i. 
110th  St.  n  s,  412  e  1st  av,  O-sty  brk  and  stone  tenement,  57x87.11; 

cost.    $00,(XIO;    Lordi,    Pemetti   &    De   Respiris,   2200   2d   av;    ar't, 

L  F  J  Weiher,  103  B  125th  st.— 792. 
2d  av,  s  w  cor  122d  st,  two  O-sty  brk  and  stone  tenement  and  stores, 

37.0x87;    total    cost,    $95,000;    D    Feigensohn,    1070    Madison    av; 

ar'ts,  Bernstein  &  Bernstein,  24  East  23d  st. — 779. 
5th   av,   Nos   1014-1015.   two  O-sty  brk  and  stone  dwellings,   25x75; 

cost,  .$170,(KI0;   Wm  Halls  Sons,  39  E  42d  st;   art's,  Welch,  Smith 

&  Provot,   HE  42d  st. — 791. 

NORTH   OF   125TH   STREET. 

Amsterdam  av,  n  w  cor  170th  st,  two  O-sty  brk  and  stone  tene- 
ments and  stores,  50x90;  total  cost,  $100,000;  I  L  Shapiro,  112 
West  117th  st;  ar'ts,  Bernstein  &  Bernstein,  24  East  23d  st. — 778. 

Audubon  av,  s  e  cor  lG9th  st,  O-sty  brk  and  stone  tenement,  30x 
85.0;  cost.  $45,000;  MSA  Wilson,  1278  7th  av;  ar't,  B  W  Levitan, 
20  West  31st  St.— 782. 

BOROUGH    OF   THB   BRONX. 

Bartholdi  st,  w  s,  30  s  Cedar  av,  2-sty  frame  dwelling,  20x51;   cost, 

$4,000;    Bernardini    &    Bruceiani.    Briggs   and   Maple   avs;    ar't,    L 

Howard,  170th  st  and  Carter  av. — 80.5. 
■Jennings   st,   s  s,   23.t>   e   Bristow   st.  3-sty  frame   tenement,   21x()0; 

cost.    $7,500;    Christina    Burkcl,    1325    Chisholm   st;    ar't,    Wm    T 

La  Velle,  1145  Freeman  st. — 802. 
Kelly  st,  w  s,  141  n  107th  st,  1-sty  frame  stable,  8.0x24;  cost,  $100; 

Carmine  Cofti,  1114  Intervale  av;  ar't,  Wm  T  La  Velle,  1145  Free- 
man St. — 803. 
Taylor  st,  n  s,  250  e  Van  Nest  av,  two  2-sty  frame  dwellings,  21.v 

48;    total   cost,   $12,000;    Keil   &   Rehbach,   1980  Daly   av;    ar't,   R 

Werner,  4192  Park  av. — 795.. 
Watson's    lane,    s    s,    from    177th    to    178th    sts,    1-sty    frame    shed, 

75x19.0    and    20;    cost,    .$.300;    J    C    Green-,    West    Farms;    ar't,    B 

Ebeling,   West   Farms  road. — SOU. 
177th  st,   w  s,   lOO  s   Eastern   Boulevard,   1-sty  frame   shop,  SO.xOl; 

cost,  $500;  Gleason  Realty  Co,  172d  st  and  Westchester  av;   ar'ts, 

Moore  &  Landsiedel,  14Sth  st  and  3d  av.— 800. 
177lh  st,  s  e  cor  Sedgwick  av,  1-sty  brk  garage,  40x10;   cost,  .$500; 

Chas  Brogan,  on  premises;  ar'ts,  Neville  &  Bagge,  217  West  125th 
•  St.— 808. 
182d  st,  s  s,  100  w  8d  av,  2-sty  frame  dwelling,  20x155;  cost,  .$0,CK)0; 

Wilhelmina  R  Finley,  500  East   179th  st;   ar't,  Chas  S  Clark,  709 

Tremont  av. — 800. 
198th  st,  n  s,  29  w  Bainbridge  av,  1-sty  frame  garage,  18x12;  cost, 

$1.50;    Wm   Werfelman,   055   East   198th   st,   ar't,   Wm   Kenny,   082 

East   195th  St.— 798. 
Bai2ey    av,    e    s,    2Jt2    s    Boston    av,    2-sty   brk    store    and    dwelling. 


ar't, 


25x90;    cost,    $15,000;    Martlia    Roman,    103   West    118th   sf 

Wm  T  La  Velle,  1145  Freeman  st.— 804. 
Crotona  av,  e  s,  209.3  n  181st  st.  three  2-sty  frame  dwellings    22.25x 

.50;    total   cost.   .$12,000;    H   Fellow   &  Co,   3750  3d   av;    ar't,   J   J 

Vreeland,  2019  Jerome  av. — 797. 
Commonwealth  av,   w  s,   25  s   Beacon  st,  2-sty  frame  dwelling,   21x 

45;    cost,    $4,000;    Betty    Peterson,   21   Amethyst    st;    ar't,    Ehrich 

Peterson,  21  Amethyst  st, — 790. 


Creston  av,  w  s,  294.9  n  I'.IOth  st,  two  2-sty  frame  dwellings,  21x 
55;  total  cost,  $12,000;  Ernest  Keller,  152  East  121st  st;  ar't, 
J  J  Vreeland,  2019  Jerome  av. — 812. 

Ft  Schuyler  road,  w  s,  %  mile  s  Eastern  Boulevard,  2-sty  brk 
garage  and  dwelling,  17.9x32;  cost,  $3,000;  Mrs  Cora  Morris,  on 
premises    ar't,  Thornton  Chard,  287  4th  av. — 811. 

Morris  av.  w  s.  120.81/2  u  138th  st,  1-sty  brk  office,  20.8y2xlO.l  and 
10.0;  cost,  $5(W;  J  Reefer's  Sons,  139th  st  and  3d  av;  ar't,  M  J 
Garvin,  .3307  3d  av,— 794. 

Mosholu  Parkway,  w  s,  140  n  Perry  av,  2V{;-sty  frame  dwelling, 
peak  shingle  roof,  24x40;  cost,  $7, .500;  E  A  Borrman,  433  Lexing- 
ton av;  ar't,  Chas  S  Clark,  709  Tremont  av.807. 

Park  av,  e  s,  100  s  170lh  st,  1-sty  frame  shed,  15x13;  cost,  $100; 
Mary  Brady,  180th  st;  ar't,  R  Werner,  4192  Park  av. — 801. 

Sedgwick  aV,  w  s,  84.10%  s  182d  st,  3  and  5-sty  brk  club  house, 
42x37;  cost,  $17,000;  Delta  Phi  Fraternity,  2  Wall  st;  ar't,  Chas 
H  Detwiller,  90  Nassau  st.— 792. 

St  Lawrence  av,  w  s,  1.5(1  s  Merrill  st,  two  2-sty  frame  dwellings, 
22x52;  total  cost,  $10,(MI0;  Sarah  Spero,  344  Tacoma  st;  ar't, 
Henry  Nordheim,  170  Van  Buren  St. — 703 

Webster  av,  w  s,  48  n  175th  st,  1-sty  frame  shed,  23x50;  cost,  $200; 
Patrick  J  Cleary,  175th  st  and  Carter  av,  ar't,  R  Werner,  4102 
Park  av. — 709. 

Westchester  av,  s  e  cor  Simpson  st,  O-sty  brk  tenement  and  store, 
7.5x89.3;  cost,  $115,000;  American  Real  Estate  Co,  Southern  Boule- 
vard and  Westchester  av;  ar't,  W  D  Johnson,  same  address. — 810. 


ALTERATIONS. 

BOROUGH    OF   MANHATTAN. 

Allen  St.  No  81.  plumbing,  windows,  partitions,  to  5-sty  brk  and 
stone  tenement;  cost,  $5,(¥H»;  Isaac  Wachs,  201!  Greene  st,  ar't, 
M  Zipkes,  147  4th  av.— 1959. 

Broad  st,  s  e  cor  Pearl  st,  2-sty  brk  and  stone  rear  extension,  15x 
2(j,  partitions,  stairs,  to  5-sty  brk  and  stone  office  building;  cost, 
$.50,000;  Sons  of  the  Revolution,  140  Broadway;  ar't,  Wm  H 
Mersereau,  32   Broadway. — 19(i.S. 

Columbia  st.  No  ]'23,  show  windows,  to  5-sty  brk  and  stone  tene- 
ment; cost,  $1,000;  Anthony  Hoffman,  11.37  Tinton  av;  ar't,  O 
Reissmann,  30  1st  st. — 199.5. 

Columbia  st,  No  57-50.  toilets,  windows,  plumbing,  to  5-sty  brk 
and  stone  store  and  tenement;  cost,  .$3.(XH1;  Weil  &  Mayer,  5 
Beekman  st;   ar't,  Samuel   Gross,  5  Beekman  st. — 1989. 

Columbia  st.  No  28,  toilets,  partitions,  to  5-sty  brk  and  stone 
tenement;  cost,  $1,100;  David  Finalite,  11  Chambers  st;  ar't, 
Alfred  L  Kehoe,  20()  Broadway.— 200(!. 

Delancey  st.  n  w  cor  Orchard  st,  1-sty  brk  and  stone  front  exten- 
sion, 0.9x21,  alter  root,  partitions,  stairs,  shaft,  to  four  5-sty 
brk  and  stojie  tenements  and  stores;  cost,  $25,000;  Morris  Rose, 
03  Orchard  st;  ar't.  H  Horenburger,  122  Bowery.  Corrects  error 
in  issue  ot  June  23.  when  cost  was  $2, .500. — 1704. 

Division  st.  No  234,  bake  oven,  to  5-sty  brk  and  stone  store  and 
tenement;  cost.  $1,400;  Philip  Starr,  17  Essex  st;  ar't,  H.  Horen- 
burger,  122  Bowery. — 1976. 

East  Broadway,  No  1(39,  show  windows,  toilets,  to  5-sty  brk  and 
stone  tenement;  cost,  $5,0(X);  Henry  H  Korn,  Mount  Vernon,  N.  Y. ; 
ar't,  M  Zipkes,  147  4th  av. — 2017. 

Gramercy  Park,  No  23,  2-sty  brk  and  stone  rear  extension,  7.6x4.10, 
alter  stairs,  baths,  to  4-sty  brk  and  stone  dwelling;  cost  $15,000; 
Geo  Zabriskie.  .39  Wall  st :  ar't.  W  W  Bosworth,  527  5th  av. — 1906. 

Henry  st.  No  2.50.  partitions,  to  o-sty  brk  and  stone  tenement; 
cost,  $1,000;  estate  of  Geo  Graham,  401  Grand  st;  ar't,  J  A 
Dolan,  401   Grand  St.— 1998. 

Henry  st.  No  110.  plumbing,  to  5-sty  brk  and  stone  tenement  and 
store;  cost,  $1.50;  Isr.-iel  D  Goodman,  110  Henry  st;  ar'ts,  Bern- 
stein &  Bernstein,  24  East  23d  st. — 1994. 

Houston  St.   No   104  Eastjparlitions,    toilets,    store    fronts,    to    2,    4 

1st   st.   No  80  I     and    5-sty    brk    and    stone     tenements; 

cost,  $2,00(;);  Marks  Rosenberg,  080  Broadway;  ar't,  Chas  M 
Straiib,  122  Bowery. — 2005. 

Lafayette  st.  No  224,  n^w  stairs,. partitions,  to  5-sty  brk  and  stone 
tenement;  cost,  $2,0il0;  James  S  &  Geo  A  Jenkins,  Stamford, 
Conn;   ar'ts,  Bernstein  &  Bernstein,  24  E  23d  st. — 2020. 

Montgomery  st.  No  60,  store  fronts,  partitions,  to  5-sty  brk  and 
stone  tenement;  cost,  $1,00(1;  Max  Wachsman,  108  W  115th  st; 
ar't,  O  Reissmann,  30  1st  st. — 1983. 

Mott  St.  No  1.35,  toilets,  windows,  to  5-sty  brk  and  stone  tenement; 
cost,  $1,.500;  J  ZarillD,  137  Mott  st;  ar't.  Baiganti  &  Steeneken, 
205  E  17th  St.— 1005. 

Mott  st.  No  122,  toilets,  windows,  skylights,  to  5-sty  brk  and  stone 
tenement  and  store;  cost,  .$6,0011;  Albert  E  Lowe,  230  Grand  st; 
ar't,  E  A  Meyers,  1  Union  sq. — 2018. 

Pitt  st.  No  102,  stairs,  show  windows,  toilets,  partitions,  to  two 
5-sty  brk  and  stone  tenements;  cost,  $(i,(KIO;  Lunitz  &  Wein- 
garten, 148  Madison  st;   ar't,  0  Reissmann,  .30  1st  st.— 1085. 

Ridge  st.  No  134,  toilets,  windows,  to  5-sty  brk  and  stone  tene- 
ment and  store;  cost.  $1..50O;  Emil  Neufleld.  195  Stanton  st;  ar'ta, 
Bernstein  &  Bernstein.  24  East  23d  st. — 1991. 

Sullivan  st,  Nos  224-2'28,  toilets,  windows,  store  fronts,  to  three 
5-sty  brk  and  stone  tenetaents  and  stores;  cost,  $15,000;  Gordon, 
Levy  cS;  Co,  230  Grand  st;   ar't,  E  A   Meyers,  1  Union  sq. — 1909. 

Suffolk  St.  s  e  cor  Rivin^ton  st.  windows,  toilets,  to  .5-sty  brk  and 
stone  store  and  tenement;  cost.  .$2,500;  Dr  S  Friedman,  107  At- 
torney st;   ar'ts,  Bernstein  &  Bernstein.  24  East  23d  st, — 1973. 

7th  St.  No  21  E,  partitions,  toilets,  tank,  to  5-sty  brk  and  stone 
tenement;  cost,  .$2,500;  cbns  Heitman,  21  7th  st;  ar't,  Henry  J 
Feiser,   1.5(_>  Nassau  st. — 1996. 

7th  st.  No  225  E,  show  windows,  plumbing,  to  5-sty  brk  and  stone 
tenement;  cost,  $2,000;  Wm  Kerner,  premises;  ar't,  H  R  Daniels, 
14  Beekman  st. — 1993. 


Th«  text  of  these  ipiges  Is  copyrighted.     All  rlshti  are  reserved.        Notice  la  hereby  given  that  Intrlngement  will  lead  to  prosecution. 
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KING'S  WINDSOR  CEMENT 

For  Plastering  Walls  and  Ceilings  J.  B.  kino  &  CO..  No.  1  Broadway,  New  York 


Elastic  In  its  nature,  can  be  applied  with  25  per 
cent,  less  labor  and  has  12 '2  percent,  more  cov 
erinc  capacity  than  any  other  similar  material 


llth  St,  No  625  E,  toilets,  windows,  partitions,  to  .^-sty  brk  and 
stone  tenement;  cost,  .$1,200;  Chas  R  Faruolo,  4.t  E  Houston  st; 
ar't,  O  Reissmann,  80  1st  st. — I'JSli. 

17th  St.  Nos  (iO,S-(ilO  E.  toilets,  to  two  5-sty  brk  and  stone  tene- 
ments; cost,  .$S(X);  W  Figunstio,  156  Mott  st;  ar't,  A  Magnoin,  13 
Jackson  av,  Corona,  L  I. — 1963. 

17th  st,  426  E,  partitions,  toilets,  stairs,  windows,  to  5-sty  brk 
and  stone  tenement  and  store;  cost,  $4,000;  Salvatore  Lopicolo, 
426  E  17th  st;  ar't,  Henry  Regelmann,  30  1st  st. — 1061, 

17th  st.  No  409  E,  toilets,  plumbing,  show  windows,  to  5-sty  brk 
and  stone  tenement;  cost,  .$1,200;  Bernard  Springer,  114  St 
Mark's  pi;  ar't,  M  Zipkes,  147  4th  av. — 1958, 

29th  st.  No  540  W,  shaft,  windows,  partitions,  to  5-sty  brk  and 
stone  tenement;  cost,  .$S0O;  J  Bruder,  72  W  117th  st;  ar'ts, 
Bernstein  &  Bernstein,  24  East  23d  st. — 1971. 

3.5th  st.  No  253  W,  1-sty  brk  and  stone  rear  extension,  23.\26.9, 
partitions,  piers,  to  two  4-sty  brk  and  stone  store  and  meeting 
hall;  cost,  $8,000;  Martin  Beekman,  314  W  39th  st;  ar't,  G  W 
Foster,  Jr,  1  W  34th  St.— 1981. 

35th  St.  No  113  E,  1-sty  and  basement  brk  and  stone  rear  extension, 
12x10,  to  4-sty  brk  and  stone  dwelling;  cost,  $1,.500;  Mrs  A  A 
Roberts,  1'25  W  58th  st;  ar't,  'R'm  S  Miller,  141  E  40th  st,— 1967, 

40th  St.  s  s,  215  w  2d  av,  add  1-sty  new  fireproof  roof,  to  5-sty  brk 
and  stone  factory;  cost,  $5,000;  Rees  &  Rees,  232  E  40th  st;  ar't, 
Frank  A  Rooke,  489  5th  av.— 1992.  , 

41st  St.  00  e  Broadway,  new  stairs,  walls,  columns,  to  10-sty  brk 
and  stone  hotel;  cost,  $7, .500;  M  L  Townes,  37.5  Fulton  st, 
Brooklyn.  Douglass  W  Mabe,  Saratoga  Springs,  N  Y,  E  J  Mc- 
Crossin,  375  Fulton  st,  Brooklyn;  ar'ts,  B  &  J  P  Walther,  147 
E  125th  St. — 1974. 

45th  St.  No  55  W,  partitions,  toilets,  windows,  to  3-sty  brk  and 
stone  dwelling;  cost,  $1,(M)0;  Bloomingdale  estate,  78  5th  av; 
ar't.  Otto  L  Spannhake,  200  E  79th  st. — 2004. 

47th  St.  No  3.53  W.  store  fronts,  piers,  partitions,  to  5-sty  brk 
and  stone  store  and  tenement;  cost,  .$2,0i^0;  Solomon  Lowensohn, 
1977  7th  av;  ar't,  Walter  H  C  Hornum.  360  \V  125ih  st. — 1057. 

53d  st,  Nos  344-346  E,  vent  shaft,  plumbing,  partitions,  to  two  5- 
sty  brk  and  stone  tenements  and  stores;  cost,  $6,0U0;  Weil  & 
Mayer,  5  Beekman  st;  ar't,  Samuel  Gross,  5  Beekman  st. — 2000. 

53d  St.  n  s,  66  2-3  w  Park  av.  2-sty  brk  and  stone  rear  extension, 
9  2-.3xl9Vl>,  walls,  to  4-sty  brk  and  stone  dwelling;  cost,  .$2,000; 
Sarah  B  Putnam,  273  Beacon  st.  Boston,  Mass;  ar't,  Geo  B  de 
Gersdorff,  1133  Broadway. — 2021. 

54th  st,  Nos  318-324  E,  toilets,  windows,  skylight,  to  four  5-sty 
brk  and  stone  tenements;  cost.  $4,000;  estate  of  R  Riker  Har- 
mon, 771  Madison  av;  ar't,  Franklin  M  Small,  265  Broad- 
way.—2023. 

GOth  st.  No  121  E,  2-sty  brk  and  stone  rear  extension,  11x20.5,  to 
4-sty  brk  and  stone  dwelling;  cost,  $2,(XK);  C  P  Anderson,  103 
E  65th  st:  ar'ts,  Copeland  &  Dole,  135  William  st. — 2022. 

61st  st.  No  203  W,  partitions,  toilets,  to  5-sty  brk  and  stone  tene- 
ment and  store;  cost,  $1,800;  M  S  Lilbovitz,  603  Sth  av;  ar'ts, 
Bernstein  &  Bernstein,  24  E  2.3d  st. — 1072. 

65th  st,  s  s,  1,S1.3  e  2d  av,  new  floors,  walls,  to  ,3-sty  brk  and  stone 
factory  and  office  building;  cost.  .$3.(XlO;  Wm  Moller,  308  E  67th 
st;  ar't,  Henry  Placek,  316  E  65th  st. — 1088. 

66th  St.  No  211  W.  toilets,  to  5-sty  brk  and  stone  tenement;  cost, 
.$75;  Abraham  Grunberg.  240%  E  Houston  st;  ar't,  Ignatz  I  Rosen- 
berg, 00  E  7th  St.— 2{X»2. 

75th  St.  No  311  E.  store  fronts,  to  5-sty  brk  and  stone  tenement 
and  store;  cost,  $700;  Weigert  &  Tansky,  203  Broadway;  ar'ts, 
Schwartz  &  Gross,  30  W  21st  st. — 1070. 

77th  st.  No  34  W,  1-sty  brk  and  stone  rear  extension,  13.6x5.6,  to 
4-sty  brk  and  stone  dwelling;  cost,  .$800;  Hon  David  Leventritt, 
34  W  77th  st;  ar't,  W  C  Rohdenburg,  1  Union  sq. — 2012. 

78th  st.  No  131  E,  1-sty  brk  and  stone  rear  extension,  11.6x2.6. 
plumbing  fixtures,  stairs,  to  3-sty  brk  and  stone  dwelling;  cost. 
13,800;  A  W  Lord,  16  E  23d  st;  ar'ts.  Lord  &  Hewlett,  16  E  23d 
st,— 1975, 


78th  st,  No  114  E.  .3  and  4-sty  brk  and  stone  rear  and  front  ex- 
tension. 12.8x37.8.  rebuild  walls  to  3-sty  brk  and  stone  dwelling; 
cost,  $15,0(H>;  Robert  B  Roosevelt,  33  Wall  st;  ar't,  Clarence 
True,  729  6th  av.— 2008. 

86lh  st,  Nos  154-1.56  E.  new  stairs,  partitions,  to  two  5-sty  brk  and 
stone  tenements  and  stores;  cost,  $1,.500;  Allegiance  Realty  Co, 
31  Nassau  st;  ar't,  Oscar  Lowinson,  18-20  W  42d  st. — 2(X)7. 

88th  St.  n  s,  501.4  e  Riverside  Drive,  1-sty  brk  and  stone  rear  eji- 
tension,  14x.5,  add  1-sty.  to  4-sty  brk  and  stone  dwelling;  cost, 
$3,000;  Louis  Von  Bernuth,  315  W  88th  st ;  ar't.  Louis  Von  Ber- 
nuth,  315  W  88th  st;  ar't,  W  K  Benedict,  38  E  21st  st. — 2003. 

89th  st,  No  310  E,  partitions,  shaft,  beams,  to  5-sty  brk  and  stone 
store  and  tenement;  cost.  .$3,000;  Weil  &  Mayer,  5  Beekman  st; 
ar't,  Samuel  Gross.  5  Beekman  st. — 1900.  • 

97th  st.  No  1.54  E,  partitions,  show  windows,  to  5-sty  _brk  and 
stone  store  and  tenement;  cost.  $5,000;  W  J  Hamilton,  35  Nassau 
st;  ar't.  Otto  L  Spannhake,  200  E  79th  st. — 1080. 

107th  st.  No  ,58  E,  plumbing  fixtures,  store  fronts,  to  5-sty  bjk  and 
stone  tenement;  cost,  $1,.500;  Lazarus  Haunes,  60  E  107th  st, 
ar't  and  owner. — 2014. 

107th  st,  No  60  E,  bathroom,  partitions,  toilets,  to  5-sty  brk  and 
stone  tenement;  cost.  $2.0<„lO;  Lazarus  Haunes,  60  E  107th  st, 
ar't  and  owner, — 2015. 

110th  St.  No  251  E.  partitions,  steel  beams,  stairs,  to  3-sty  brk  and 
stone  dwelling  and  shop:  cost,  $2,000;  Mrs  Teresina  Sorgi.  403  E 
107th  st;  ar't.  Henry  I  Feiser.  1.50  Nassau  st. — 1969. 

114th  St.  Nos  24-28  W.  stairs,  columrls.  to  3-sty  brk  and  stone 
synagogue:  cost.  $5.(100;  Bedsh  Hanedrach  Hagodol,  premises; 
ar'ts,  Sommerfeld  &  Sleekier,  10  Union  sq. — 20<_HX 

120th  st,  No  227  E,  add  1  sty.  stairs,  to  4-sty  brk  and  stone  stable; 
cost.  $5,000;  Richard  Webber,  208-210  E  120th  st;  ar'ts,  B  &  J 
P  Walther.  147  E  125th  st.— 2001. 

133d  st,  Nos  61-63  E,  plumbing,  to  two  5-sty  brk  and  stone  tene- 
ments; cost,  $1,(XI0;  M  M  Pulman,  61  E  133d  st;  ar'ts,  Bernstein 
&  Bernstein,  24  E  23d  st — 2016. 

135th  st,  s  s,  150  e  8th  av.  erect  sign,  to  1-sty  brk  and  stone  garage 
building;  cost.  $300;  Empire  Auto  Car  Co.  266  W  1.3.>th  st;  ar't, 
J  Schroth,  113  W  Broadway. — 1960. 

Av  C,  No  205,  partitions,  toilets,  windows,  to  4-sty  brk  and  stone 
tenement  and  store;  cost,  .$2,000:  R  Federman,  346  Lenox  av; 
ar't,  D  J  Comyns,  147  4th  av. — 1982. 

Av  C,  No  204.  toilets,  windows,  partitions,  to  4-sty  brick  and  stone 
tenement;  cost,  $1,.5(X»;  H  Reissmann,  234  E  6th  st;  ar't,  O  Reiss- 
mann. 30  1st  St.— 1987. 

Broadway,  e  s,  40.14  s  46th  st.  stairs,  partitions,  to  4-sty  brk 
and  stone  store  and  tenement;  cost.  $1.0iOO;  M  Helme.  Helmetta', 
N  J;  ar'ts,  Westervelt  &  Austin,  7  Wall  st. — 1977. 

Lexington  av.  No  324.  2-sty  brk  and  stone  rear  extension.  10.9x24, 
windows,  plumbing,  to  4-sty  brk  and  stone  dwelling:  cost,  $2,000; 
Jane  Daly,  Ridgefleld,  Conn;  ar'ts,  J  B  Snooks  &  Sons,  73  Nassau 
st,— 1979, 

Park  av,  n  w  cor  42d  st,  new  oven,  bakery,  columns,  beams  to 
— sty  brk  and  stone  hotel;  cost,  $1,000;  Subway  Realty  Co,,  23 
Nassau  st;   ar'ts,  Warren  &  Wetmore.  3  E  33d  st. — 2013. 

1st  av.  No  085,  partitions,  toilets,  tank,  to  4-sty  brk  and  stone 
tenement;  cost,  $2.0<i0;  Wm  Pollack,  077  1st  av;  ar't,  Henry  J 
Feiser,  150  Nassau  st.— 1007. 

1st  av,  n  e  cor  83d  st,  1-sty  and  cellar,  brk  and  stone  rear  exten- 
sion, 27.6x3.10.  windows,  toilets,  show  windows,  to  5-sty  brk 
and  stone  tenement  and  store;  cost,  $1,200;  Geo^  C  Engel,  09 
Barclay  st;  ar't,  Henry  Regelmann,  133  7th  st. — 1962. 

1st  av,  n  e  cor  75th  st.  1-sty  brk  and  stone  side  extension,  35.x26, 
to  4-sty  brk  and  stone  tenement;  cost,  $5,000;  A  J  Kohn,  198 
Broadway;  ar'ts,  Sommerfeld  &  Steckler,  10  Union  sq. — 1964. 

1st  av.  No  525.  partition,  vent  shaft,  to  5-sty  brk  and  stone  tene- 
ment; cost,  $2,8(X>;  Adolph  Schlesinger,  7  Stanton  st;  ar't,  Nathan 
Langer,  81  E  125th  St.— 2010, 


YOUR     SYSTEM    OF     RECORDS? 

BETTER         USE         OURS 

It  costs  X  dollar  a  mile  to  go  to  Chicago  in  a  Special  Train,  but  only  a  few  cents  a  mile  on  the  Empire  State  Express. 

The  same  is  true  of  the  Record  and  Guide  Quarterly.     Each  subscriber  receives  for  Twenty  Dollars  a  year  a 

service  that  would  cost  him  thousands  of  dollars. 

A  system  of  records  is  as  necessary  to  a  real  estate  broker  as  the  "ticker"  to  a  stock  broker.     Conceivably  a  man 

might  get  along  without  either,  but  he  would  suffer  immensely  both  in  person  and  estate. 

By  means  of  the  Record  and  Guide  Quarterly,   which  occupies  only  a  few  square  inches  on  a  shelf  or  a  desk,  the 

real  estate  man  is  put  in  possession  of  a  system  of  records  in   which   he  could  find  any  particular  transaction,  be  it 

conveyance,  mortgage,  auction  sale  or  lease,  as  easily  as  he  can  find  the  name  of  one  of  hit  clients  in  the  telephone  book. 

It  is  permanent  in  form,  ever  ready  and  available.      It  does  not  go  "out "  like  the  oSice  boy,  or  make  mistakes  like 

the  stenographer. 

The  annual  number  of  the  Record  and  Guide  Quarterly  contains  ALL  the  legal  records  for  the  past  year  coBcern- 

ing  real  estate  and  projected  buildings,  arranged  alphabetically  and  numerically,  with  invaluable  annotations. 

These  are  supplemented  by  tables  of  important  transactions,  with  typical  prices,  covering  the  past  quarter  of  a  century 

cr  more,  accompanied  by  expert  comments. 
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HECLA  IRON  WORKS  I  Architectural  Bronze 


AND 


North    lOth,  I  Ith  and   12th  STREETS 
BROOKLYN,  -  -  -  NEW  YORK    i     IRON    WORK 


2d  av,  No  230<"i,  partitions,  skylight,  plumbing,  to  5-sty  brk  and 
stone  tenement  and  store:  cost,  $o,0<lll:  Samuel  Cohen,  97  Spring 
St,  ar't,  Ed  A  Meyers,   1  Union  sq. — 11.178. 

2d  av,  No  565,  toilets,  windows,  partitions,  to  4-sty  brk  and  stone 
tenement;  cost,  $500;  Joseph  H  Schwartz,  G13  2d  av;  ar't,  O 
Reissmann,  30  1st  st. — 1084. 

2d  av.  No  1110.  erect  tank  on  root,  to  4-sty  brk  and  stone  tene- 
ment; cost,  .$200;  Samuel  Lurio,  1110  2d  av;  ar't,  Harry  Zlot, 
230  Grand  St.— 2011. 

10th  av.  No  314,  1-sty  brk  and  stone  rear  extension,  25.10x24.8. 
partitions,  baths,  to  3-sty  brk  and  stone  dwelling:  cost,  $9,000; 
owner  and  ar't,  O  A  Lembeck,  173  9th  st,  Jersey  City. — 2019. 

BOROUGH   OF    THE   BRONX. 

139th  st.  No  841,  1-sty  brk  extension,  5x18.  6,  new  beams  and  par- 
titions to  5-sty  brk  store  and  tenement;  cost,  $3,000;  Wm 
Schwarz,  713  Columbus  av;  ar't,  John  J  Kennedy,  Riverdale. — 403. 

144th  st.  No  439,  add  2-stys  to  2-sty  brick  factory;  cost,  $10,000: 
Rockland  Realty  Co.  148th  st  and  3d  av;  ar't,  Arthur  Arctander, 
523  Bergen  av. — 400. 


10.5th  st,  n  w  cor  Prospect  av,  new  store  front,  new  partitions,  &c, 
to  3-sty  frame  store  and  dwelling;  cost.  .'i;5tK1;  Christian  Brnne, 
1029  E  105th  st;   ar't,  Fred  Hammond.  1)43  Washington  av. — 101. 

Alexander  av.  No  22.3,  new  girders  and  columns  &c,  to  4-sty  brk 
tenement;  cost,  $2,000;  Stephen  Miller,  317  Broadway;  ar't,  John 
H  Friend.  148  Alexander  av. — 398. 

Tremont  av,  n  s,  101  e  Park  av.  new  store  front,  &c,  to  1  and 
3-sty  frame  store  and  dwelling:  cost.  .$350:  Harriet  A  Heylman, 
502  Echo  pi;  ar't,  J  J  Vreeland,  2010  Jerome  av. — 102. 

Tremont  av.  n  s,  •)7.4  e  Washington  av.  new  store  fronts  to  3-sty 
frame  store  and  dwelling;  cost.  $400;  Clement  H  Smith,  1782 
Bathgate  av;  ar't,  L  Howard,  170th  st  and  Carter  av. — 399. 

Union  av.  s  w  cor  Home  st,  new  toilet,  &c,  to  .5-sty  brk  tenement; 
cost,  $.50:  Albert  Freebert,  981  Home  st;  ar't,  S  Hammond,  943 
Washington  av. — 105. 

Wendover  av.  No  740,  new  columns,  beams  and  partitions,  &c  to 
4-sty  brk  store  and  tenement:  cost,  $2, .500  Elias  Hershfleld,  on 
premises:  art's,  Goldner  &  Goldberg,  Westchester  &  Jackson 
avs. — 397. 

White  Plains  av,  n  e  cor  Morris  Park  av,  move  1-sty  frame  office; 
cost,  $25;  A  B  Levy,  25  W  42d  st,  owner  and  ar't.— -404. 


JUDGMENTS     IN     FORECLOSURE 
SUITS. 

Jul;'    13. 

No    Judgments    in    foreclosure    filed    this    day. 

July    14. 

Central  Park  West,  s  w  cor  .Sflth  st,  125.11x 
loOx  irreg.  Central  Park  West  Realty  Co 
agt  Peter  Banner  et  al;  Philip  S  Deau,  att'y; 
Abrahnm  L  Jacobs^  ref.  CAmt  due, 
li;l:n.li.")!i.77.) 

July    10. 

Washington  av,  w  s,  241  n  17Sth  st,  10S.7x 
Uo..'!.  H  Cooper  agt  J  J  Robinson  et  al:  J 
A  Siedman,  att'y;  David  Thomson,  ref.  (Amt 
(lue,    .S;i,7.D2. 1 

117th  st,  s  s.  13S.4  w  5th  av,  33.4x100.11.  Julia 
A  Smith  agt  Abraham  Orently  et  al;  James 
R  Burnett,  att'y;  Wm  J  Bolger,  Jr,  ref. 
(Ami    due,    ?i;.'5.304.5S. ) 

July    17    and    IS. 

No  Judgments  in  Foreclosure  filed  these  days. 

July    19. 

126th   st.    No   I'.i  West.     Geo  B   Lange  agt  Geo 

B    McAneny    et    al;    action    No    1.      Ronald    K 

Brown,    att'y;    Isaac    B    Brennan,    ref.      (Amt 

due.    ,f!l,.i3.5.) 
128th  st.    No  14  West. 

No    2:     same     att'y; 

S8.47.5..5,5. ) 
128th   st.    No   IS   West. 

No     3;     same     at'y; 

$8,473.35.) 


Same  agt  same:   action 

same    ret.  (Amt    due. 

Same  agt  same:   action 

same     ret.  (Amt     due. 


LIS    PENDENS. 

192     TE.VEMEXT     HOUSE     LIS     PENDENS. 
July    14. 

105th  St.  n  s,  120.2  w  3d  av,  49.11x187.  Henry 
G  Silleck,  Jr.  agt  Gustav  Ernst;  action  to 
foreclose  mechanics  lien;  att'ys,  Phillips  & 
Avery. 

82d  st,  Nos  325  and  .327  East.  Louis  Lese  et 
al  agt  Frederick  Stubenvoll  exr:  action  to  im- 
press  vendee's    lien;    atfys,    Lese   &    Connolly. 

138th  st,  n  s,  220  w  5th  av,  50x99.11.  City  of 
New  York  agt  Frederick  W  Meyer;  action  to 
acquire   title:   att'y.    J   J    Delany. 

Brook  av,  s  e  cor  141st  st,  131.1x87.9x12.5x100. 
Same  agt  John  McQuade  et  al;  action  to  ac- 
quire title;   att'y,   J  J  Delany. 

Av  A,  2d  st,  Av  B  and  1st  st,  whole  block,! 
200x2,50,    Bronx.  | 

73d  st,  n  s,  173  e  Av  A,  25x102,2.  .      I 

Clinton  av,  s  w  cor  Oakland  pi,  25xl00.x25.4x 
100,     Bronx. 

Mott  st,  s  s.  ,301.10  e  Terrace  pi,  50x100,  Bronx. 

4th  av,  n  s,  i,i  of  lot  648  map  of  Wakefield,  25 
xll4,    Bronx. 

8th  st,  n  s,  lot  184  map  of  Unionport,  33.4x108, 
Bronx. 

Lot  690.  map  of  Sec  C  of  Vyse  Estate.  Bronx. 

Daly  av,  e  s,  150.6  n  177th  st,  25x44.9x25x1 
44.1,    Bronx.  | 

15th   st,   s  s,   2.38.4  e  2d  av,  33.4x114.4,   Bronx. 

Lot  42  map  of  Gleason  property.  Bronx,  and| 
other    property    in    Westchester    County.  | 

Eliza   R    Rabell   agt   Chas   F   Rabell   indiv  and 
admr   et   al:    partition:   att'y.   E   X   Edwards. 

Trinity  av,    w  s,   27  s   304th  st,  30.0x100.     Will- 
iam    Lemberg     agt     Welcome     R     Steinmetz; 
action   to  declare  vendee's  Hen;   att'y,   I  Cohn. 
July    16. 

E'm  st,  w  s,  71.3  n  Howard  st,  8x,S0.  Henrietta 
C  S  Dodd  agt  Henrietta  E  Rutledge  et  al; 
action  to  debar  claim:    att'y,   W  O   Campbell. 

SherilT  st,  Nos  00  and  08.  Adolph  Davis  dgt 
Morris  Weissberger  et  al;  specific  perform- 
ance:  att'y,  J  I  Wiener. 

Elizabeth    st.    No    113.      George    M    Adrian    agt 
Samuel   Glaser;    specific   performance;   att'y,   E 
Fav. 
3d    st,    No    86    Bast.      Jacob    Katz    agt    Charles 


Seidenwerg:  specific  performance;  att'y,  S  N 
Tuckraan. 

13th  st,  Nos  235  to  239  East.  Julius  Stolofl' 
agt  Esther  Minsky  et  al;  specific  performance: 
att'y.    A  S   Jaffer. 

OOth  st,  Xos  339  to  341  East.  Max  Schwartz 
et  al  agt  Joseph  White  et  al:  action  to  im- 
press vendee's  lien;  att'y,   L  Moschcowitz. 

July    17. 

102d  st,  n  s.  1,80  e  Madison  av.  80x100.11.  Harry 
Abrams  agt  Heimau  Glasser;  specific  per- 
formance:  att'y,   L  J  Jacoves. 

Lots  14,  15  and  16  in  block  C,  map  of  Arnow 
Estate,  Bronx.  Longin  P  Fries  agt  S  Chester 
Realty  Co;  action  to  set  aside  deed:  att'y,  R 
Arnold. 

34th  st.  No  427  West.  Elizabeth  Scully  agt 
Catharine  Ryan  et  al;  partition:  att'y,  I  J  P 
Adlerman. 

114th  st,  Nos  202  to  210  East.  Morris  Punch 
agt  Wolf  Rosenberg  et  al;  action  to  set  aside 
contract:    att'ys,    Arnstein    &    Levy. 

Mott  st.  No  102.  Albert  B  Lowe  agt  Antonio 
Staffa:  action  to  declare  vendee's  lien;  att'y. 
.1     Gordon. 

92d  st.  No  154  East,  Leon  Kahn  agt  Thomas 
Gill:  action  to  impress  lien:  att'ys,  Stras- 
bourger,    Weil,    Eschwege    &    Schallek. 

July    IS. 

3d   St.    s   w   s,    lot  505,    11th   Ward.    24.9x105.11. 

John    Woerner    agt    Anthony    Woerner    et    al: 

partition:    att'ys,    Steiner    &    Peterson. 
Brook    av.     No    990.       Solomon     Rosenthal     agt 

Saml    Levine    et    al:    action    to    declare    lien: 

att'y,    P   Wohlstetter. 

July    19. 

Broome   st.    No   241.  I 

Allen   St.   Nos  141  and  143.  i 

Ann   M   Haley   agt   Ann   M  Haley  extrx   et  al; 

partition:    att'y.    H   W   Gaines. 
Warren  st.   No   115.  I 

4th    av.    No    3.52. 
Church  St.   Nos  315  and  317. 
West    st,    Nos    319,    320   and   321. 
Charlton    st.    No    130. 

Cornelius    F    Kingsland    agt    Helen    Schermer- 

horn    et   al:    partition:    att'ys,    F   de   P   Foster. 
100th  St.    No  303  East.     Louis  Shifrin  et  al  agt 

Benjamin    Rosenfeld:    action    to    declare    lien; 

att'y.    P    H    Goldbaum. 
West   Farms  rd,    Nos  1825  to  1S29.  | 

West   Farms  rd.   e  s.    1S9.9  n   174th   st,   runs   n] 

tiO.lO  X  e  2.1  X  s  20.1  to  beginning. 
■V\"est   Farms   rd.   e   s.  438.5   n   174th   st,   runs  n 

135.0  X  e  29.10  x  s  w  —  x  w  13.1  to  beginning.  I 
Sedgwick  av,  s  e  cor  107th  st,  80x23.  j 

Sedgwick  av,  s  w  cor  167th  st,  runs  w  244.2  x  si 

,332.6  X   s  e   100.10  x  n   e  375.7  to  beginning.] 

Cornelius      C    Fogel    agt    Edwin    Devoe    et   al; 

partition:    att'y.    G   Frey. 
11,3th    St.    No    00    East.      Harris    Epstein    et    al 

agt    Morris    Lazarus:    action    to    declare    lien; 

atfys,    Goldfogle.   Cohn   &   Lind. 
Grand    st,    Nos    444    and    440.      Davis    Berkman 

et    al    agt    Benjamin    Leipzig   et    al:    action    to 

compel  conveyance:  att'y,  J  H  Reiter. 

July   20. 

2d  av,   n  e  cor  77th  st,  22x75.  I 

77th   st,    s  s,   200  w   1st  av,   23x102.2.  | 

John  Schreyer  agt  Willett  D  Morgan  et  al; 
action  to  set  aside  conveyances:  att'y.  L  Wen- 
del,    Jr. 

eith  st,  Nos  233  and  256  West.  Thomas  J  Mc- 
Grath  agt  Thomas  E  Devine;  specific  per- 
formance:   att'y.    S   Graham. 

100th  st,  Nos  227  and  2'29  East.  Abraham 
Kaden  et  al  agt  Jacob  H  Matfus:  action  to 
impress  vendee's  lien:   att'y,   D  J  Gladstone. 

Rivington  st,  Nos  322  and  324.  Gerson  Krim- 
skv  agt  Samuel  Cantor:  action  to  declare  lien; 
att'y,    J    H    Reiter. 

14,8th  st,  n  s,  425  w  7th  av,  75x99.11.  Myron 
Sulzberger  et  al  agt  Aaron  H  Haskell:  action 
to  remove  encroachment;  att'y,  G  L  Donnellan. 


William  st,  Nos  80  and  82.  John  L  Dudley, 
Jr.  agt  Armenia  Ins  Co  of  Pittsburg,  Pa;  notice 
of  attachment:   att'y.   H  Jones. 

113th  st.  No  78  East.  Lena  Brown  agt  Benja- 
min Fishel  et  al;  specific  performance;  att'y, 
M   S  Hyman. 

Brown  pi,  e  s,  66.8  n  135th  st,  ,33.4x100.  Bar- 
ney Goldman  et  al  agt  Morris  Eschwege  et  al; 
specific   performance;    att'y,    H   S   Mack. 

Jerome  av,  e  s,  194.1  n  165th  st,  214.4x198.11x1 
irreg.  1 

Cromwell  av,  w  s,  3.57.9  n  163th  st,  51. Ix—.  I 
Louis  R  Berg  agt  Jessie  R  Crommette:  action 
to    compel    conveyance:    att'y,    J   C   Levi. 

14Sth  St.  No  803  East.  Caroline  Witt  agt  Mary 
E  Cooney;  action  to  declare  lien;  att'y,  P  S 
Dean. 

Eldridge  st.  No  113.  Charles  Cohen  agt  Isaac 
Lipschitz  et  al;  action  to  foreclose  mechanics 
lien:    att'y.    M    Meyers. 

3d  st.  No  89  East.  Same  agt  Morris  Lipschitz 
et  al:  action  to  foreclose  mechanics  lien;  att'y, 
M    Meyers. 


FORECLOSURE    SUITS. 

July    14. 

Ridge  st.  No  93.  John  Cornell  agt  Meyer  Green- 
berg  et  al:  att'ys,   Roelker,   Bailey  &  Curtis, 

Grant  av,  s  e  cor  165th  st,  S0.9x208x  irreg. 
Lambert  Suydam  agt  May  V  Campbell  et  al; 
att'ys,    Quackenbush    &   Adams. 

July    16. 

14th   St.    s   s.   lOO  w  2d  av,   21x100.11.      Elias   S 

Jackson    agt    Bertha    Frankel    et    al;    att'y,    E 

Ph!!li;is. 
Trinity   av,   w  s.   27  s   164th  st,   36.6x100.  Sarah 

A  Dusenbury  agt  Herman  Strauss  et  al;  att'ys, 

Reed     &     Pallister. 

July    17. 

Amsterdam  av,    s  e  cor  125th  st,  25.2x100.  | 

12.5th   St.    s   s.    100  e   Amsterdam  av,   25x100.11.1 

Samuel  M  Cohen  agt  Max  Lipman  et  al;  att'ys. 

Wolf.   Kohn  &  Ullman. 
Home    st,    s    s,    10.3    e    Union    av,    24.10xllO.llx 

irreg.      Hyman    Fish   agt   Samuel    Offer   et   al; 

att'y,    H   Cohen. 

July    IS. 

Southern  Boulevard,  w  s,  325  n  Jennings  st, 
,50xltKJ.  Julius  D  Tobias  agt  Hawthorne 
Building  Co  et  al;  att'y,  I  Josephson. 

Stebbins  av,  n  e  cor  Home  st,  112.7x49.3.  Sam- 
uel Finkelstein  et  al  agt  Joseph  Langan  et  al; 
att'y,   C   H  Friedrich. 

July    19. 

llSth  st,   n  s,   123.10  e  Pleasant  av,  24.2x100.11. 

Sophia  Shapiro  agt  Louis  Gordon  et  al;  att'ys, 

Engel,    Engel    &   Oppenheimer. 
Boone   st,   e   s,   195.6  s   West  Farms  rd.   25x100. 

The     Board    of    Education    of    the    Reformed 

Church  in  America  agt  John  McGovern  et  al; 

att'y,    H    D   'Van  Orden. 

July   20. 

Leggett  av.  s  w  cor  Kelly  st,  2.50x107.3.  James 
P  Robertson  agt  Gustav  E  Bauhan  et  al;  att'y, 
A    Knox.  ^ 

West  End  av.  e  s,  19  s  OOth  st,  16x80.  Au- 
guste  Gahren  agt  Nellie  R  Kurtz  et  al;  atfys, 
A  L  &  S  F  Jacobs.  ■ 

Ernesclitf  pi,  s  s,  lots,  482  and  .483,  map,  of 
property  of  Geo  F  &  Henry  B  Opdyke,  24th 
Ward.  Sophia  A  O  Betz  agt  Eliza  Prescott  et 
al:   att'y,   R   H  Hutchius. 

Tinton  av,  w  s,  207.6  n  101st  st,  S2.7xlOOx 
irreg.  George  Rosenfeld  agt  Louis  Weinstein 
et   al;    att'y,    P   M   Herzog.  •; 


The   text   of   these   pages   is   erjpyrlghted.      All   rights   are   reserved.     Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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Bright,    Henry— L    Hannes costs,    13.i 

Buccola.    Antonio— N    Y    Milling    Co 94.r 


Ammaturo,    Salvatore— Pasquale    De    Sieno. 

113.91 

Anson.    Frederick    R— Edw    C   Bruen 69.83 

Alban.    Christ— N    Y   Edison   Co $65.65 

Altschiller.    Sam— United    Electric    Light    & 

Power  Co    64.31 

Alexander,  Henri  P— Frederica  Ashton. 49.60 
Bristol,   Ellas   L   M— W   C   Adams   et  al.... 

costs,    107.00 
87 

Buccola.    Antonio— N    Y    Milling    Co 94.41 

Ballentine,  Minnie  H— S  Hass  et  al 9oi.07 

Broome.   Geo  C— Forrest  McNee  et  al.  .296.40 

Betts,    Basil    H— John    T    Bauer 6o.78 

Berinstein,    Isaac    M— William    Scully   et   al. 

388.90 

Bennett,    Tyler   H— John    Burkley 126.63 

Brown.    Edw   W— Wm   B  Andrews li9..S(; 

Becker.   Geo  W— Aaron   H   Sherwin i.S.24 

Barry.   Jeremiah   J— American    Ice   Co.  ..6S.2I> 

Bernstein,    Samuel the    same    43.13 

Bunker,    Geo    T— J    Edw    Howland 296.92 

Byran,    Michael— Hyman    Marcus   et   al.l62.1."i 

the     same E     Zach 29.6.J 

Bleichrode,  Jacob  B— Frank  Kiernan.  .94.51 
Borowitz.  Morris— J  Rheinfrank  &  Co... 110.92 
Brown,    Edw    P— A    B    Farquhar    Co,    Ltd. 

lOOAi 

Boehring,    Joha — Selian   Neuhof    37.61 

Brunn.     Ebeai— Leo     Leipziger     179.31 

Bleistift,    Abraham    I— Fred    Ebeling 27.41 

Blown,    Catherine    J    indlv    &    extrx— S    G 

Bronson  et  al    100.87 

Beck.  Katie— United  Electric  Light  &  Power 

Co 44.82 

Brinkman,  John  G— N  Y  Edison  Co.... 42.41 
Bergoffen,    Samuel    &    Albert— N    Y    Edison 

Co 26.89 

Burr,    Chas   A— Ellas   Taradash    96.42 

Barnard.  Wm  L — Selah  Patterson  Co.  .495.52 
Busch,   Benjamin— Melchior  Schneider  et  al. 

31.16 

Boulin,    Raymond — Elvert    Miller    84.41 

Brady,    Matthew — Magnus    Larsen 2.S3.38 

Beer,    Anton    H— Titus    K    Hauer    48.25 

Boyce.  Edw  C— Globe  Ticket  Co.. 1.549.11 
Barnard.  Geo  T — Augustus  Tredwell.  .  .144.40 
Chase.  Geo  C— Interboro  Bank  of  N  Y. $155.78 
Conkling,    Roscoe — Ellen    O'Donovan    et    al. 

384.92 

Clark,  Wm  A  &  Chas  W— Geo  A  Treadwell. 

costs,   240.70 

Clarke,  Joseph — Henry  W  Gennerich.l.26S.72 
Constantine,    Joseph — H    Hermann    Lumber 

Co   172.74 

Crosby,  Thomas  G — Thomas  F  Maguire.279.22 

Cornell,   John  M— John  Pierce    104.721.22 

Chisling.  Michael — Domenico  Bastone.  .70.66 
Catlin,  Warren  W— Merle  J  Wightman. 65.48 
Congleton,    Osborn — Gertrude    B    De    Reyer. 

213  88 

Cantwell.   John   M — American   Ice   Co.... 43. 13 

Cattawav,    John    J— City    of    X    Y 208.45 

Cochran,    Wm    H— J    Edw    Howland.  ..  .296.92 

Curto.    George— John    Nini 11.8.91 

Corkhill,    John    J — Christian    Raeser    et    al. 

, 176.77 

Curtin,     Patrick    R— Herman     Raff 46.41 

Conay,    Max— Funk    &    Wagnalls    Co.... 67.00 

Clark,    Edw    J— Michael    J    Flynn 230.17 

the   same the    same    cos-ts,    25. (X) 

Collins,  Francis  H— F  E  Carpenter  Co.. 86.22 
Christakos,   Nicholas — United   Electric   Light 

&    Power    Co 105.49 

Clark,  Alt  F— Selah  Patterson  Co 495.52 

Cantwell,  John  M — Louis  Judelovitz. .  .93  05 
De  Montlord,  Geo  R — Alice  J   Brantingham. 

11.3.73 

18  Diamond,    Louis— City    of    N    Y 104.00 

15  Dowd.    John    F— John    Novak    81.86 

19  Doying,    Henry    J    E— Louis   A    Queen.  ..365.16 

20  Doe.    John — Leo  X.eipziger    179.31 

20  Determann.  Maria— Chas  J  Edwards. ..  .279.25 
20  Edwards,    Shepard   N— Arthur   A   Clappe. 63.96 

16  Flanagan,    Jeremiah    M— E    Naumburg.  ..S3. 30 

16  Fisher.    Barbara— C    Winters     97.89 

17  Friedman,    Joseph— Isidor    Berger 271.00 

17  Fitzmaurice,    John — Hans    Mahler 452  18 

17  Flood.    Timothy— Clifford    L    Miller 267.59 

18  Fernandez,   Joseph   M— Joseph   L  Torres.... 

56,756.09 

15  Friedman.    Monroe — American    Ice    Co.  .74.66 

19  Friedman,    Robert — Louis    Weinstein. .  .101.,34 

19  Freeman,     Jacob — William     McChristie.  .47.62 

20  Findlay,  David  A— Edgar  W  Townsend. 12,3.21 
20«Frishmuth,    Louise    B— Marv    Ryan...   314  91 

16  Goldmark,    Godfrey— U   S   Electro   Galvaniz- 

ing   Co    costs,    109.75 

16  Giles,    Cecil    D— National    Ice   Co 99.14 

17  Goss,    Mary — Morris    I    Maiburns 30.91 

17  George,     Henry*     &     Wilhelmina— Chas     F   i 

Moodinger    80.81 

18  Gordon,    Milton   J— Henry    Broder. costs.   45.96 
18  Getzelsohn,    Abraham— Michael    J    Donnelly. 

costs,    7.8.92 

l.S  Galpern,    Abraham— Louis    Jacobs    29.72 

18  Griffith,    George— Oscar    Oestreicher    et    al. 

92.16 

18  Gracie,     Effie— Emil    Spindler     43.55 

19  Greenspan,   Isaac— Wallace  Muller  &  Co. .34. 09 

19  Gessert,    Fred— William    Scharath 104.83 

20  Gallauner,  Edmund— Alexander  Gordon.  174. .57 

20         the   same Harry   L   Gordon    149.27 

20  Giles,    Leonard    W— John    Dunston 41. .30 

20  Gaige.    Roscoe    C— Arthur    s    Luria.  ..  .171.17 
20  Greenhaus,    Harry   &   John— Leo   Leipziger 

179.31 

16  Hahn,    Henrietta    &    Chas    F— A    H    Sigler. 
1,538.43 


17  Helm.     David    B— David    Crutchfleld    et    al. 
91.91 

17  Holbrook,  Emily  M — Jackson  Joscelyn..2I5.01 
IS  Hanser,   Chester  F — Isaac  Murray    52.71 

18  Hamilton,    Thomas    J James    McCreery 

Realty    Corp 351.70 

IS  Hamilton.     Thomas     L    &     Alexander     H — 
Mason    M    Smith     92.02 

18  Hill,    Embree— American    Ice    Co 2.35.30 

IS  Harris,    Israel    U the    same    285.28 

l.S  Hochstadter.    Laura   J    E — Ludwig   Bauman. 

&    Co,    Harlem 405.92 

IS  Ho'mes.    Richard — American    Ice    Co.... 51. 97 

15  Hnckenbruch,    Henry the   same    127.22 

19  Hayman.    Henrietta— Emile    Heimberger.93.38 

19  Herring,  Peter  B— William  McChristie.  .69.22 
2t>  Hutchinson,     Joseph — Hammerschlag     Mfg 

Co 357.04 

20  Hughes,     William— Clenen     Bishop 565.60 

20  Higfis.     William — Mary     Lynch     108.62 

20  Herzog,  George — Harriet  R  Robeson. .  .35.00 
14  Inglessi,     Demetrius     S — Leopold     Barth     et 

al    24.3..35 

16  Johnson,    Geo    B — Lockland   Lumber   Co.47.(>l 

16  Jupiter,    Regina— J    E    Moore costs,    27.41 

17  Johnson,    Luman    W — John   H    Meyer   et   al. 

1,226.40 

19  James,    Chas    F— Consolidated    Dental    Mfg 

Co    4.85.32 

19  Jacobson,    Mark    S— Funk    &    Wagnalls    Co. 

24.33 

19  Josephson,  Lee  D— William  McChristie.  .47.92 
14  Kaplan,   Abraham — American    Woolen   Co  of 

N    Y     6,935.51 

14  Kesner,  Henry  E— U  S  Frame  &  Picture  Co. 

73.32 

14  the    same the    same     25.92 

17  Kitchen,    James— Geo    A    Treadwell 240.70 

17  Kolb,    Max— John    H    Mahnken    Co 423.98 

17  Kirby,    Hayward   S— Sidney   S   Toman  et   al. 

130.59 

17  Khuen,    Frank— William    Bernard 26.61 

15  Knowles,    RoUin    H— Grace    Biddle    De   Que- 

lin    44.31 

18  Kern,   Leopold  &  Hirsch— American   Ice  Co. 

2,8.72 

18  Kaufman.    Morris— City   of    N    Y 57.75 

19  Klotz.    Sidney— Frank    Kiernan 94.51 

19  Kingsland.   Richard— Joseph  Stewart 45.77 

19  Krause,    Henry— Mutual   Milk  &   Cream   Co. 

70.98 

19  Kopper,  Herman  A— G  Furman  &  Co.  .66.54 
19  Krachmolinck.    Sophia — Jacob    Kreisman    et 

al    84.65 

19  Kull.    Albert    L— Frank    K    Raymond.  .  .401.97 

19  Keenan,   Marv— Met  St  Ry  Co.. ..costs,  245.46 

20  Kisselburgh,  Wm  E,  Jr- Philip  Keck.. 80.12 
20  Kandel,     Moritz— United    Electric     Light    & 

Power    Co 69.06 

20  Kreiger,    Bertha— Leo   Leipziger    140.16 

20  Kelly,   J  Frank — Leo  Schlesinger 

costs,    120  .30 

20  Kreirer.  Ste'la— Wm  B  Quiintance. .  .14S..53 
20  Kleinman,    Max— Louis   Siegbert   et   al..l37.78 

20  Kelley.    Henry    C— Richard    Bennett 364.15 

14  Leibowitz,     Michael    &    Abraham — American 

Woolen    Co    of    N    Y 4,696.48 

14  Leber,    Edward — Herman    Pensak    37.41 

17  Linsky.     David    A— John    H    Mahnken    Co. 

423.98 

15  Laughran.  Patrick — American  Ice  Co.  .115.46 
IS  Mever.  Bernard  J — American  Ice  Co. 329. 05 
17  Mountain,  E  D— John  L  Maher  et  al., 80.57 
17  Macdonald,   James  A — Geo  A  Treadwell. 240. 70 

17  Malz,     Ernest — James    H    Finegan 31.22 

15  McGinnis,    Peter    J — Martin    Behrer    et    al. 

136.79 

18  McQuade,     Thomas     F— Daniel     R     Kendall. 

50.41 

18  McKenzie.    Wm    U— Arthur    C    Brady.  .3.59.10 

18  McCaffrey.    James— Wm    J    Cullen .549.91 

Is  Martin,     George — John     Nini     118.91 

19  Martin.    Cornelius— Chas    F    Runkle.  ..  .720.22 

19  Meyers.    Max   H— Wm   F  Cameron 301.93 

19  Mooney,    Geo    W — Meyer    Feinberg 41.52 

19  Merkin,    Yetta — Singer   Sewing   Machine   Co. 

costs,  20.00 

19  McCormick.   Clarence — Sarah   Carter    ....44.40 
19  McGuinness,    Thomas — Union    Subway    Con- 
struction   Co 70.04 

19  Marum.     Simon     C— John     C    Heckert.  .266.24 

19  Mann,    Lewis   F— William   McChristie 38.00 

20  Manheimer,    Manuel — United    Electric    Light 

&   Power  Co 16.64 

20  Mechanic.  Michael — X  Y  Edison  Co.... 15. 22 
20  Morris.  Margaret — Wilson  C  Morris.  ..  .93.52 
20*MarshaU,   Pauline — Katharine  C  Martin. 563. 71 

20  Murray.     James — John     Dougherty 41,70 

20  Mackie,    John— Mary    Lynch    108.62 

20  McAuley,     John     C— United     Electric    Light 

&    Power    Co    113.71 

20  McNeal,  Frank  W— Hayes  Machine  Co..  108.22 

16  Nissen,  John  M— E  C  Mundt  et  al 75.31 

18  Nagen.     Joseph — Louis     Jacobs     24.72 

15  Nugent,     Catharine — American     Ice     Co.  .35.86 

19  Nissen.    Johannis — A    Featherstone   Co.. 104. 91 

14  Orlando.    Guiseppe— August    C    Bedell.  .174. OS 

16  Osk,     Barnett— H    Ratner 13.3.51 

17  Ohlson,    John — Mary    Baerkowska 82.72 

15  Owen.     F,rtwara— Orlando     P     Metcalt.  .  .480.31 

14  Peach.    Robert— George   Bechtel   Brewing  Co 

411.39 

16  Parsons,  Francis  H— C  M  Preston 1,352.52 

18  Plunkett.    Chas   L— John    F    Graff,    Jr 

costs,    74.45 

IStPalmer.    Josephine — American    Ice    Co... 34. 62 

15  Pupilla.    Michael— Wood    &    Selick 114.18 

19  Perry,  Robert  G  trustee— Van  Norden  Trust 

Co    costs,    1 16.98 

20  Pulling,   Henry   S— Bill   E   Lyman 1,84.28 

14  Ryan,  John — Morris  Rosenfield  et  al....82.81 
14  Ross,    Geo    K — Thomas    J    MacEvoy    et    al. 

2,.577..36 

14         the    same Fourteenth    St    Bank.  1. 19.5. 6S 

14         the    same the    same    1.. 323. 77 

14         the    same the    same     1,010.59 


14  Rheinstrom,    Robert— Morris    E    Howlett    et 

al     162.62 

16  Roth,    Ignatz.    prst— J    Weisz 32.41 

li;  Robinson,    Fred— H    Putsch    222.16 

16  Ramson,    Rastus    S,    exr,    &c— A    T    Banks. 

11,13.3.84 

17  Rosenthal,  Morris— E  Hiller  &  Co.... 135.13 
17  Robinson,  Archibald  J— Joseph  A  Abbott  70.22 

15  Ryan.    James    H— Jacob    Meurer 164.36 

19  Rosenfeld,    Morris    H— Edward   Curry   et   al, 

32.67 

19  Rothcamp,    Dietrich— Sander   P   Jones   et   al. 
„      103.07 

19  Reiser,    Aaron- Benjamin    Jacklovitz. ..  .33.46 

20  Reeves,  Elmira  M— United  Electric  Light  & 

Power   Co 16.06 

■-<)  Renner,  Frederick  H— Melch.or  Schneider  et 

al   ,si.i6 

20  Roe.    Richard— Leo  Leipziger    179.31 

20  Raynor.  John  H— Pellet  &  Reed  ....75.12 
20  Ridly,  Cuthbert— Richard  R  Kalynack. 496.85 
20  Roodman.  Xal— Edmond  P  Curry   32  "2 

14  Sheck.    Geo    S— Jacob    Finkelstone 77.11 

16  Stewart,    Andrew    admr— A    L    B    Stewart. 

16  Sheridan,    Theresa   A    S— C    R    Bleakley.  . . . 

1,051.02 

16  Snh'.ff,     Simon— H    N    Schloss 100.71 

16  Storm,    Chester   J— Easton    Foundry    &   Ma- 
chine   Co     215.29 

16  Ptqffa,     Antonio — Bronx    Co '.298!62 

16  Schwartz,   Abraham — City  of  X  Y '.140!s6 

16  Schwartz.    Tobias— I    Schneider   et    al       251  79 

17  Sapiro,    Gabriel— E    Heller    &    Co 135  13 

17  Sykes,    Walter    F— City   of   N   Y 105.76 

17  S-ndman.    Oscar— Domenico    Bastone 70  66 

li    Smith.    Albert    E    C— Isidor   Berger    ,...271.00 

15  Siegel.    Morris— Manhattan    Woolen    Co.  197.38 

18  Schiff,    Simon— Brooklyn    Heights    R    R    Co 

,„  „ 106.82 

18  Stanton,    Lottie — American    Ice    Co 34.62 

"i  ^  Shafer.    Frank the   same    '^lO  96 

IS  Sexsmith.  A.  .If red  W— Isaac  Murray!T52"71 
18  Suriani,  Philip— Samuel  Griffin  et  al..l60  75 
IS  Schneider.  Joseph— X  Y  Telephone  Co.. 81. 31 
18  Sanford,    Frank— Motor   Car   Equipment   Co. 

89  44 

18  Schlesinger,    Morris— U   S    Grand    Lodge   In- 
dependent   Order   Free   Sons   of   Judah. 32.41 

18  Spittler,    Chas    J— Morris    Rosenfield    et    al. 

l-'O  •'■! 

lOtSeppos,  Albert— Enstathio  D  Papavasilopulo. 

26  86 

19tSimon.    Mary— Charles   Sanberg  et   al..!!54^78 

19  Spann.    James    H— Henry    W    Merrill    et    a}. 

.399.00 

19  Sam,  Joseph— North  American  Distilling  Co. 

Steuerwald.  Chas  G-^Andrew  Burhenn'e  .">15  6'' 
Sullivan.   Cornelius  J— John  A  Bodine       29  7-^ 

Sire,    Meyer   L— X    Y   Steam    Co ].,86.73 

Steier.    Isidore— Hammerschlag   Mfg   Co. 3.57  04 

Stephens,    Chas   A— Wm   B   Logan j260.79 

Stutz.     Benjamin— Xational     Cash     Register 

Co 20 ~  '^l 

Tenthomy.  Emile— Rose  F  Tenthoiny  T22  bd 
Tierce,    Gustave    H    &    Francis    G    B— W    D 

Moore     5  ,*Q],s;  §7 

Thill.  John  B— W  W  Snyder  .....'  " '  '■  9ir>o 
Treadwell,  Arthur— C  F  Buckley.  .'.!!  ..3s!40 
Taft.  Theodore  M,  trustee— State  Bank.266..30 
Townes.  Willis  G— Samuel  Hoffman  .  141.77 
Tierney.  Frank  A— Chas  S  Sweet ....  128.68 
Tabor,  Harriett— Katharine  C  Martin  .  ..563  71 
Taffet,   Joseph— Hammerschlag   Mfg  Co.. 357.04 

Ushkow,    David— Louis   Meyer ...274  65 

Valentine.  Chas  E— City  of  N  Y  \  267  74 
Van  Tascher,  Chas  B— L  Gander.  "*..  .77  66 
Valentine,  William— Chas  S  Sanderso  n.  .74  7'' 
Van    Antwerp,    Wm    B— John    J    Sutphen    et 

al     1.S9..52 

Weiss.  Helen  G— Leopold  Barth  et  all.. 243.35 
Weintraub,     Morris— Xathan     Ulman; 

costs,    80.25 

Warm.    Max— G    A    Blank J...100  3S 

Weiss.    David— C   First  et   a  I • 85.52 

Woodhouse,   Addle- F  N   Monjo  et    al 

co."ts,    121.90 

Weinstein,    Moses— J    Liebman 64,61 

Watson,    Lindsay— Geo    A    Treadwell. .  .240.70 

White,     Jacob- Isidor     Berger     . 271.00 

Walsh,     Patrick     J— Margaret     McGrath... 

...1,834.47 

Wadick,    Arthur    H— Malinda    G    Mace    .... 

r-osts.    98.62 

Watt,    Eugene    B— Sidney    S    Toman    et    al. 

130.59 

Wilson,   William— Dr   Dadrians   &   Sons   Co. 

488.81 

Weinman,  Abraham— Manhattan    Woolen   Co 

197.38 

Watson,   John    H,    Jr— Jeannette    Jenkins  et 

al   32.25 

Wood,    Chas   S— Wm   G   McKinli^y 264.41 

the    same the    same    264.41 

Wilner.    Jacob- North    Americ»n    Distilling 

Co    123.66 

Wallace,    James    G — John    Furlong    et    al. . . 

1,559,97 

Wyatt-Hannath,    Wm    H— Unltjed    Electric 

Light  &  Power  Cn 15..37 

Wood,    Fernando — William    Levin    42.76 

Waterman.  Alfred  D— Cremo  Light  Co.. 283.91 

Withecomb.     Elida— Mary     Rviin 314  91 

Wallace.  William— X  Y  Telephone  Co.. 26.10 
Warren.  William — Barker  Norton  .  . .  .4<1.S1 
Yachnin,  Morris— David  Ravitch  et  al. 1.222. 10 
Zeiler,     Simon — Leo     Leipzig*-'r     140.16 

.CORPORATIONiS. 

14  Merchant     Tailoring     Co— Thomas     J     Mac- 
Evnv     et    al     2.577.36 

14  Eppinger   &    Russell    Co— City   of    N    Y. 697.0 1 

14  Bremer,    Du   Four,   Pinkney    &   Dudley   Co- 
John     L     Dudley,     Jr 942.44 

16  Buffalo     Refrigerating     Marhine     Co— C     J  _ 
Webb -'■'- 
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July  21,  1906 


HECORD  AND   GUIDE 


Manhattan 


i5i 


10  Languages    Printing    Co— B    C    Olds 86.23 

11)  Morse    Supply    Co— L   Josephthal 52.65 

17  Central    Park    Automobile    Co— Geo    W    Gal- 
loway     25.30 

17  The   Kenvil   Co— Edw   H  Van   Ingen. ..  .653.52 
17  United   Verde   Copper   Co— Geo   A   Teadwell. 

240.70 

17  The  New  Idea  Pattern  Co— Bass  Dry  Goods 

Co 83.94 

17  Interurban   St   RV   Co— Bridget   &   Hall.. 74. 35 
17  National    Surety    Co— Margaret    McGrath. 

1.834.47 

17  Construction  Sheet  Metal  Works— U  T  Hun- 

gerford    Brass    &    Copper    Co 123.97 

18  Eureka   Sanitary   Pipe   &   Faucet   Co— Madi- 

son   Square    Garden    Co 186.28 

18  Rossiter,     McGovern     &     Co— Bowery    Bay 

Bldg  &  Ibprovement  Co 151.34 

18         the    same the    same    33.04 

18  Leslie  Syndicate— Herarld  Co costs,   110.20 

18  Scottish  Union  &  Ntl  Ins  Co— Geo  E  Wood- 

et  al    6,222.42 

10  Brown     &     Fleming     Contracting     Co— Na- 
tional  Powder   Co 864.71 

19  Nicholas    Conforti    Realty    Corporation 

Samuel    H    Landesberg     295.40 

19  Construction     Sheet     Metal     Works— John 

Weldon  Trucking  Co 166.35 

19  National    Display    Co— Frank    Kiernan.  .94.51 
19  Construction  Sheet   Metal  Works— Emil  Ru- 
dolph   et    al    353.44 

19         the  same David  S  Egleston  et  al.  125.15 

19  Fulton    Furnace    Co— Lamar    Lyndon.  .290.98 

19  M    Groh's    Sons— Gottlieb    Treffinger    

costs,    111. .38 

19  Hariem   Sash   &   Glass  Co— John   J   Sutphen 
et   al    189.52 

19  Star  Fire  Ins  Co  of  Louisville,   Kentucky- 

Philip    Applebaum  • 1,050.48 

20  New    York    Building    Loan    Banking    Co— 

Vincenzo   La  Rosa    224.41 


SATISFIED  JUDGMENTS. 

July  14,  16,  17,  18,  19  and  20. 

'Albert.    Isaac— C   H    Potter.    1906 81.72 

'Adler,  Jacob,   Louis  Katz  &   Bernard  Boetts— 

People,    &c.    1!K)6    $1,000.00 

Borst,  Amalia  &  Anton— R  Spaeth.  1903.. 229.13 
Berardini,   Michael— A  Julian  et  al.   1900.  .386.81 

Same A    Julian    et    al.    190(1    27.41 

Bonnie,    Christopher    P— J    A    Mclntyre.    1906. 

383.91 

Buchler,  Louis^United  El  Light  &  Power  Co. 

1900    143.45 

■Burnsteine,    Nathan— H   D   Mould.   1897.  .$327.04 
"Budd,    William— Patterson,    Gottfried    &    Hun- 
ter.   1003    102.19 

"Same E   F   Klenle.    1898   363.16 

"Same H   Gross   et  al.    1898    46.59 

"Same M    Bechter.      1902    133.15 

•Benne,    William— A    Hopper.    1905 2,138.06 

'Bumstine,   Nathan- J   Talcott.    1902 2,997.71 

Becker,    Samuel- City   of   N    Y.      1905 34.79 

Benson,  Samuel  E  &  Elizabeth— J  Meyer.   1898 

182.58 

Burns,    Frank    B— A   Ginzburg.    1906 661.22 

'Bremer,    Jefferson    D    &    Chas    E    Ring — North 

Kansas   City   Mfg   Co.    1904 1,071.79 

"Cimiatti,     Gustave— T     Allison.     1906 10.00 

"Cohen,    Louis— S    Silver.    1903 274.72 

Coniglio,  Rosolio  &  Carmine  Altieri — C  Liberti. 

I'.KKi   ; 272.93 

"Chanin,    Samuel— City    of   N    Y.      1906 160.12 

Caldwell,    Wm   H   &   Emily   R— B   R   Merwin. 

1903 133.40 

Ca'-'.ell,  Emily  R— W  T  Koch  et  al.  1906.98.19 
Curry,  Sallie  A— Empire  Lite  Ins  Co.  1906.135.18 
Circurrelli,    Vinvensio    &    Seoppione — E    Buon- 

giorno.      19(.h;    185.40 

Carucci,    Antonio    &    Nicholas — F    J    Cranwell. 

19(:Hi   417.57 

'Croscup,  Geo  E— Fourteenth  Street  Bank.  1906 

1.217.40 

De  Mllle,  Matilda  B— A  J  Timoney  et  al.  1906. 

246.66 

Daly,  Agnes  E— W  R  Gardiner.   1906 326.00 

Emslie,    James — N    Y    County    National    Bank. 

1906    5,974.48 

Eppley,    Francis    M— C    H    Puller   et    al.    1906. 

46.47 

Eisen,    Louis   &   Abraham   Feldman— S    Singer. 

1901) 419.16 

Fairbank,    Cecil    R— J    F   Simpson    et   al.    1906. 

272.58 

Furno,    Lulgi— Schmitt  &   Schwanenflugel.  1901 

173.34 

Freeman,   Tracy  L  &  Alvin   L — P  E  Moller  et 

al.   1900 165.00 

'Faber,    Eberhard- C    H    Leonard    et    al.    1900. 

; 796.07 

•Same Holmes,    Booth    &    Hayden.    1900 

1,219.20 

'Fleet,    Chapin    S— L   Bernstein.    190(! 1.. 304. 45 

Fairbanks.  Cecil  R— J  Simpson  &  Co.  1906.272.58 
Googlns,  Emma  or  Emma  Parker— M  E  Strong. 

1904     121.48 

Goodwin,  Wm  H^A  Tredwell  et  al.  1892.. 483.64 
"Goodwin,    Wm    H— N    F    Vought    et   al.    1891. 

237.85 

"Gleason,  Joseph  J— P  J  Coleman.  1906.  .4,519.26 
Gallaher,    Edw    B— N    Y   Edison    Co.    1900 

costs.    90.30 

Click,    Abraham    &    Isadore    Weine'r — L   Woelo- 

witz.    1906    73.13 

Helneman,    Isaac— E   Mayer.    1906    129.75 

Hyman,    Samuel   F— N    Y   Telephone   Co.    1905. 

77.22 

Hardy,  Frank.  Wm  H  Caldwell  &  Emily  Cald- 
well—G   M   Smith.    1900    4,037.33 

Same Washington   Lite  Ins  Co.   1902.13,622.05 

Helneman,    Isaac— E    Mayer.    1904    1,410.05 

Same same.     1905     132.11 

Jackman,   Michael— Seigel  Foster  Co.   1906.144.72 

Keyes,    James— C    Ettinger.    1901 72.04 

Same University    Society.      1902    43.22 

Same W  C   Deyo  et  al.    1897    76.57 

Keyes,    James    &    Mary— C   J    Gallagher.    1897. 

• 477.58 

Keyes,    James— P    Zillo.     1904 330.29 

Krauss,    Philip— A  Marschall   et   al.   1897.  .409.26 

Knox.    Andrew  W— J   G   Hurmuze.    1906 .38.39 

Kaufman.    Samuel— I   Garter  et   al.    1906.. 144. 86 

Levey,     Hary— Met    Printing    Co.    1903 161.00 

Lynch.    James   A— Butler   Bros.    1006 166.52 

Loewenthal,    Emil— A    B    Woodruff    Co.    1899. 

li- 147.54 


'Lippman,    Israel — Tenement  House  Dept.   1905. 

264.91 

Magrath,    Frank   P— A   Blaurock.    1900 178.00 

Same Beadleston     &     Woerz.       1901 208.72. 

Marx,   Ferdinand— C  A  Page.   1898 196.24 

McCarthy,    John    H— C    F    Boker.    1904 756.95 

O'Donohue,    Louis    V— Tenement    House    Dept. 

IIHUI    59.91 

Permansky,    Max— S   Rogers.    1905   4,598.09 

Pomeranz,  Samuel  &  Julius  Berliner — S  H  Ra- 
phael.   1906    - 251.91 

Pomeranz,    Samuel the    same.    1906. ..  .519.41 

Same same.     1906     519.41 

Paige,    Margaret    L— J    F    Degner.    1900 84.00 

spadula,    Frank— V    Nessel.    1899 532.05 

'Proal,     Arthur    B— C    McCarragher    by    gdn. 

1905    1,976.32 

Plummer,   John   F— A  P  Morrison.   1900.  ..  .58.34 
Quackenbush,    Abraham    &    Joseph    A   Taylor — 

F   Burt.    1903    107.48 

Rosevear,  Thomas— J  A  Lynch  et  al.  190(3.172.10 

"Reaske,    Gustav— L    Schneider.    1897 701.69 

"Same same.     1897     355.00 

Rades,    August    C— H   Fisher.    1906    354.67 

Rosenbaum,   Henry— B  N  Hiller.     1905 129.31 

Shaw,   Henry  B— C  P  Croft.   1904 195.94 

Schierloh,    Christopher — S    Raubenbauer.    1905. 

401.75 

Same same.      1905     350.72 

Sroka,   Louis— A  Walker.   1903   947.76 

Same L   Stefanini.    1902    2.200.55 

'Siris.    Jacob   &    Plncus   Malzman— P   Goldberg. 

19(Ki    1,490.06 

Simon,    Emanuel— W_G    Wagner.    1901 35.40 

"Slocum,  Joseph  J— ETC  Benedict.   1903.26,411.72 

"Same J     L     Scovill.       1903 20,350.84 

Rosott,    Samuel— S   Pomeranz.    1906 1,199.30 

Same same.      1906    1,209.30 

Stella.    George— E    Sands   et  al.    1902 112.65 

Stewart,  Thomas  H— G  M  Lawton  et  al.    1904. 

182.01 

'Slocum,     Joseph    J— W    P    Grovesteen    et    al. 

1884    9,163.03 

'Same E   C   Benedict  et  al.    1904 110.48 

Volmer.    Louis— W    Simpson    et    al.    1906.  .375.40 

Vett.    William— W    F    Palmer.    1906 474.17 

Van   Sant,    J   Leslie— J   Gould.    1900 65.00 

Wohlstetter,    Philip— Title    Guarantee    &    Trust 

Co.    I'.MXI    307.18 

'Wilson,    John    C,    Jr— S   November.    1905.  .535.41 
Young,   Samuel   T— J   F   Degener.    1906 143.51 

CORPORATIONS. 

'American  Bonding  Co  of  Baltimore— B  Schley, 

Jr.      1906    11.330.78 

Met  Lite  Ins  Co— C  W  Valen,  Inc.     1905.1,577.87 

Same same.      1905    1,577.87 

Western   Electric   Co— H   Fischel.    1900 109.10 

United   States   Trust  Co— U   S   Trust   Co  et  al. 

1901    106.87 

'Acker,  Merrall  &  Condit— T  J  Dunn.  1898.141.12 
C   W   Dunlap  Mfg  Co— J  W  Keller.    1906.  .355.57 
Weinstein.    Louis— S    P    Pearson    &    Co.      1906. 
1,350.53 

^Vacated  by  order  of  Court.  ^Satisfied  on  ap- 
peal. ^Released.  •Reversed.  ^Satisfied  by  exe- 
cution.    "Annulled   and   void. 


MECHANICS'  LIENS. 


July    14. 

125 — Orchard  st,  No  20.  Abraham  Monis  agt 
Sam  Harris  &  Sam  Margolies $80.00 

12()— Jackson  av.  No  687.  Church  E  Gates  & 
Co  agt  Mary  J  Davis  &  E  H  Strauss 62.63 

127— 22d  St,  Nos  217  to  221  East.  Penney  & 
Bunt  agt  110th  Street  Company  &  Wm  J 
Merritt     300.00 

12.S — .50th  st,  s  s,  whole  front  between  Park 
and  Lexington  avs,  40()x45.  Bossert  Elec- 
trical Construction  Co  agt  Engineering  Co 
of  America  &  New  York  Central  &  Hudson 
River    R    R    Co    279.37 

129— Satisfied. 

130— Satisfied. 

131— Riverside  av,   Nos  548,  549  and  550 1 

127th   St.    No   630  West | 

Fowler  Plumbing  &  Heating  Co  agt  Cal- 
vert   Construction    Co    5.700.00 

132— 3d  st,  No  .84  East.  H  Olansky  &  Co  agt 
Silverman  &  Leader,  Hyman  Levine,  Yamie 
Kantrowitz     &     Ike    Levy     275. (X) 

1.3.3— 179th  St.  n  s,  100  w  Amsterdam  av.  125x 
100.  Abraham  Denemark  et  al  agt  Hyman 
Ellender    194.30 

134— Wad.sworth  av,  n  e  cor  180th  st,  llO.Ox 
100.  John  J  Hart  Co  agt  Ella  V  Dempsey 
&  William   Dempsey    3,206.00 

1.3.5— 8th  av,  s  e  cor  149th  st,  75x100.  Jacob 
Sanders  agt  Louis  Weinstein    ...$ 2,2!58.(X) 

136— 12Uth  St.  Nos  1  to  5  East.  Feldman  & 
Walter  _agt  Collins  Construction  Co 619.00 

July    16. 

137— Satisfied. 

138 — Lenox  av,  e  s.  whole  front  between  138th 
and  139th  sts.  Maresca  Walsh  Tile  &  Mar- 
ble   Works    agt    Meyer    Frank 675.00 

139— 27th  st,  Nos  17  and  19  East.  Martinelli 
&  Thoma  agt  Wells  Realty  &  Construction 
Co    0,000.00 

140— Av  A,  No  167.  Friedman  &  White  Arch- 
itectural Iron  Works  agt  Abraham  Fox  & 
John    Levy    60.00 

141 — Jumel  Terrace,  N.  14.  Rose  Kuntzman 
agt  Henrietta  Born  &  Hilliger  &  Fowler. 
1(39.03 

142— 13Sth  st,  n  s,  295  w  5th  av.  75x86.11. 
Harry  W  Bell  agt  Hyman  B  Goldberg.  .375.00 

14.3— 106th  st.  No  311  East.  Carmine  Palgano 
agt  Angela  M  Milano  &  Pasquale  Forino. 
160.00 

144— Same  property.  Nicolo  Buoncristano  agt 
same 140.00 

145— 1st  st.  No  17  East.  Milton  J  Deern- 
berg  agt  Julius  Hofflin,  Morris  Wolf  & 
Harry    Slepian    300.(X) 

146— West  St.  Nos  .87  to  93.  Cedar  st,  Nos 
136  and   138,    and   Albany   st.    No   21.     John    . 


Monks    &    Sons    agt    West    Street    Improve- 
ment Co   &  John   Pierce  &   Co 42,509.31 

JAily    17. 

147— Attorney  st.  No  156.  Max  Balik  agt 
Sam   Leder  &  Speiss  &  Brettholz 110  40 

148— 138th  st,  n  s,  295  w  5th  av,  75x100 
Sheperd  Sheet  Metal  Co  agt  Hyman  B  Gold- 

1,?,^''|     ••••• 375.00 

149 — Satisfied. 

150— Pitt  st.  No  135.  S  Alters  agt  J  Kauf- 
man &  J  Perlman  &  Herschkowitz   250  00 

'lul— l.)6th  st,  n  s,  whole  front  between  Jack- 
son and  Forrest  avs,  200x100.  Union  Stove 
Works  agt  Katz  Polacek  Realty  &  Construc- 
tion       Co        ggg  QQ 

152-73d  st,  No  221  East.  'Abrahkm'ban  agt 
Harry    &    Benjamin    Abend 198  50 

lo3— 16th  st,  Nos  417  and  419  West.  Solomon 
Simon    agt   Cornelius   J   Crawley 479  00 

lo4- Washington  st,  Nos  81  to  85.  Samuel 
Greenwald  agt  D  J  Faour  &  Bros  and  Fook 

^       Katz        ^QQQfy 

July    18. 
155-113th   st,    Nos  234   and  236  East.     Henry 
Altman   agt  Biagio  Pernetti    1325  00 

^~n-1  ":„  ^°    f  J'^^'--      Anton    Loti'  agt 

,-A    B    Swathusy   &    B   D    Stair    2§  75 

lu7— 138th   st.    No   525   West.      Domenico   Bra- 

vin    agt    Marks    &    Zeeman    190  00 

l;;^t°H  •?"■    ^    \  i""    "<^"'    ^'^    ti0-ll"xlO5. 
Frank  Heitzner  agt  Morris  Levy  &  Max  Ro- 

^seublum '  900  00 

159-^149th  st,  s  s,  whole  front  "between 'Tin- 
ton    and    Union    avs,    200x100.      Josef   Weisel 

1,?,*^  ,.'{?'l°   °°''   ^   Raffaele   Figkuto 78  00 

1(:,(>-I24th  st,  n  s,  100  e  8th  av,  50x100.     Pat- 

^   p,v^  *^'"T1.'""'''   ''St   Charles    Weisbecker 

4c   l<lygare  &   Co    q'in  (¥> 

161-Broadway,  No  841.  Chas  J  Wi^inz  agt 
Broadway   Improvement  Co  &   Star  Asbestos 

iVlIg       1^0 QH^   f^ 

lt)2-5th    st.    No    703    East...         | 

Av   C,    Nos   74    and   70 

Ike     Mech     agt     Abraham     Blumenkrinz'   & 
Aaron    Barenbeim    qom 

163-146th  st,  Nos  502  to  516' West". '^  Kimler 
&  Cohen  agt  Max  Weinberg  &  Herman 
Siedgan    &    otto    Gordon    ....  450  00 

164-133d  st.  No  004  East.  Eaton"  "&"  "Ander- 
son agt  Anna  Schoneweg,  Charles  Hohl  & 
John   Simon    125  00 

^'^'i^^^-'S'^'^'"'^''  *^'  "  «  <=<"■  Dawson  "st, 
:^  i'.-'^  "■'■''S-  Stephan  Michel  agt  Na- 
than  Marcus,   John   Kruly   &  George  Lowry. 

lOfr-Alien  "s"t,  •No"i62."    Loiiis  Le"v"in"  "agt"  iilnry*^ 

J  Brodsky  &  Abram  Shatz    1  8'VoO 

l()7-SherifE  st.  No  58.     Louis  Deutsch  agt' Hy- 

i,.'?^-.P''*'''"*"'<'  ^  Samuel  Zucker   75000 

ij;:'',?-  ''''■„''  ''/'S"'  ^-"^  ^''  100x120.     Brook- 
lyn Fire  Proof  Sash   &   Door  Co  agt  Collins 

Building    &    Construction    Co T    . .  2"o  OO 

169-Division  st    No  108.     Chas  M  Gray'Mar- 

,-^    ,,,    °'^'^   ^°   agt   Meyer   Frank 253  00 

liO-.Jd  st,  Nos  259  and  261  East.  Same  agt 
same     -■  ftiT^  j\k 

"?l?V'-  ''•  ,^?"  11!''  a"nd"'l'2'l"Easl."""Alf?^d 
J  Melvm  agt  Irving  Improvement  Co  &  Var- 
ick    Contracting    Co    gog  33 

172--Leno.x  av,  e  s.  whole  trout  b'e't'wiie'n "  i38th 
and  139th  sts.  N  Y  Asbestos  Mfg  Co  agt 
Meyer  Frank 117  (X) 

173-1.5,Sth  St.  Nos  524  to  530 "  "w"est." ""  Same 
agt  Abraham  Horowitz  &  Son,  Fowler 
Heating  &  Plumbing  Co  &  Otto  C  H  May- 
"'^S    75  00 

1'-*— ll'th  st,  n  s,  2(XI  w  Amsterdam  av  150 
xlOO.  Same  agt  Abraham  C  Weinstein  & 
f.'^^L'^'^i'P'''''  Raisler  Heating  Co  &  Otto  C 
H     Maydag     .85  00 

175— l.S2d  st,  s  s,  84  e  Washington  "av"  "72x7''x 
irreg.      Anderson    &    Co    agt    Hillside    Realty 

&    Construction    Co    '.415  84 

July    19. 

176— 40th  St.  Nos  314  and  316  East.  Louis 
Krause  agt  Jacob  Subin,  Sol  Miirekoff  & 
Samuel  Lipshitz    ,50  00 

177— Sheriff  st.  No  .5,s.  Same  agt  John"  "(jreen- 
wald,    Sol   Minsky    &   John   Zuckerman.  .2.50  00 

I18— Goerck  st,  Nos  71  and  73.  Benjamin 
Schwab  agt  Julius  Lehrer  &  Sam  Cuperman. 

1(9- Amsterdam  av,  s  e  cor  136th  st,  100x100 
New  York  Asbestos  Mfg  Co  agt  Chas  I,  Max 
&  Julius  Weinstein,  Raisler  Heating  Co  & 
Otto  C  H  Maydag   gg  qo 

I.SO— 129th  st,  n  s,  191.8  e  Lenox  av.  250x100 
Same  agt  Jacob  Weinstein  &  Max  Lurie 
Fowler  Heating  &  Plumbing  Co  &  Otto  C  H 
Maydag    280.00 

181- Edgecombe  av.  w  s,  233  n  141st  st,  200x 
100.  Same  agt  F  C  Candee,  Fowler  Heating 
&   Plumbing   Co   &   Otto   C   H   Maydag.  .  .225.00 

182- Amsterdam  av,  w  s,  whole  front  between 
94th  and  95th  sts.  201x100.  Same  agt  Julius 
S  Sandler,  Ninety-fifth  Street  Co,  Raisler 
Heating  Co  &  Otto  C  H  Maydag  120.00 

1.83— 3d  av.  e  s.  whole  front  between  66th 
and  67th  sts,  200x100.  Same  agt  Hamilton 
Heights  Syndicate,  Samuel  Mendel  Raisler 
Heating   Co    &   Otto    C    H    Maydag 110.00 

184- 7th  av,  w  s,  whole  front  between  119th 
and  120th  sts,  200x100.  Same  agt  Max 
Weinstein,  Ike  Edlestein,  Abraham  Arn- 
stein,  Raisler  Heating  Co  &  Otto  C  H  May- 
dag      9S.00 

185- Audubon  av,  s  e  cor  182d  st,  75.11x100. 
Pasquale  Ventimiglia  agt  De  Weltoff  & 
Marcuson    625.00 

186— Amsterdam  av,  w  s,  25  s  178th  st,  75x 
1(X>.  Same  agt  Casca  de  Realty  &  Con- 
struction Co   115.00 

187— 127th  st,  Nos  311  and  313  Bast.  Joseph 
Weine  agt  Louis  Cohen  &  Raphael  Kumin. 
290.00 

188- 79th  St.  No  338  Bast.  J  Dickman  &  Co 
agt  Meyer  W  Stein   220.00 

189 — Amsterdam  av,  e  s,  whole  front  between 
127th  and  128th  sts.  104x150.  New  York 
Asbestos  Mfg  Co  agt  Beruheimer  &  Schwartz 
Pilsener  Brewing  Co.  Fowler  Heating  & 
Plumbing  Co  &  Otto  C  H  Maydag  98.00 

190— 12.3d  st,  Nos  51  and  53  West.  Benjamin 
Silverman  agt  Samuel  Williams  &  Jacob 
Hirsch    &    William    Gamp    265.00 


Th*  text  of  these  pagei  Is  copjrrigfated.     All  rights  are  reserved.         Notice  Is  hereby  given  that  Infringement  will  lead  to  prosecutioa. 
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RECORD      AND      GUIDE  Manhattan 


July  21,  1906 


Harder  than  yours  have  been  many  of  the  light-problems  we  have  solved  by  the 
Luxfer  System.  We  can  bring  daylight  into  basement,  back  room,  court  or  any  other 
place  where  you  want  it.  Give  us  a  chance  to  prove  it.  Telephone  3276  Gramercy. 
,  AMERICAN  LUXFER  PRISM  CO.,  160  Fifth  Avenue,  NEW  YORK. 


101— loSth  St,  s  s,  70  e  Melrose  av.  oOxOS.  Same 
agt  Jacob  Hirsch,  Abraham  Lipke  &  Will- 
iam  Gamp    300.00 

1!):;— nstb  st.  No  7  East.  Theodore  W  Morris 
ft  Co  agt  Estate  J  J  Astor.  Riding  club 
(lessee).     Temple    Ornamental    &    Structural 

Iron    Works   Co    1S9.95 

ms— Suffolk  St,   No  Vi.     Nochen  Puchalsky  agt 

Meyer    Landsberg    &    Sam    Margulies. . .  .220.(X) 

July   lU 

11)1— Chrystie  st.   No  133.     Louis  G  Meyer  agt 

Abraham    Bamberger    &    Walter    Reid    &    Co. 

$203.05 

lf)r>— n4th  st,  Nos  407  and  4O0  East.  Electric 
Installation  Co  agt  New  York  City  Church 
Extension    &   Missionary   Society  of  the   M   E 

Church    &    Walter    Reid    &   Co 334.G0 

lOtJ — 73d   st.    No  24   East.     Same  agt  Abraham 

N  Stein  &  Walter  Reid  &  Co 331.30 

107— Norfolk  st,  No  54.  Candee,  Smith,  Hcw- 
land  Co  agt  The  State  Bank  &  Walter  Reid 

&    Co    3,033.27 

108— 114th  St.  Nos  407  and  400  East,  Same 
agt  New  York  City  Church  E.ttension  & 
Missionary    Society    of    the    M    E    Church    & 

Walter  Reid  &  Co 3,802.64 

199— 16th  st,  Nos  417  and  419  West.  Solo- 
mon  Simon   agt   Carnelius  J  Crawley 479.00 

200— 64th  st.  No  117  East.  Candee,  Smith  & 
Howland  Co  agt  Henry  M  Chappell  &  Walter 

Reid  &  Co    1.550.60 

201— Chrystie    st,    No    133.      Same    agt    Abram 

G  Bamberger  &  Walter  Reid  &  Co 1,929.88 

202— Same  property.  William  Somerville  agt 
Abram    E    Bamberger  &   Walter   Reid   &   Co. 

•„ 4,950.00 

203 — 14th  st.  No  7  East.  Candee,  Smith  & 
Howland  Co  agrt  Florence  S  Bache  &  Walter 

Reid   &   Co    409.40 

204— Amsterdam  av,  w  s,  25  s  178th  st,  SO.Sx 
IIXI.  Same  agt  Cascade  Realty  &  Construc- 
tion   Co    &    McDermott    &    Keenan 8S1.79 

205— 172d  st,  n  s,  100  w  Amsterdam  av,  16.xS6 
Frank    Krakora    agt    Moses    Press    &    Julius 

London    4  Q4g  gj^ 

206— Morris  av,  Nos  631  and  '633." 'kaftael 
Luongo    agt    Amodio    Di    Toro,    Teofllo    Zan- 

chelli   &   Nicholas  Couforti 400  00 

207— 0th  av.  No  796.  Charles  Estner  agt 
Cyrille   Carreau   &    Levine   &    Myer   Con    Co. 

„■■   i; 530.00 

208— Henry     st,     Nos     243     and     245.       Harris 

Nimes   agt    Sarah    Gellis   extrx    1,150  00 

209— 116th   st.    No  208   East.      Herman   Heidel'- 

berg   agt    Pocasset    Club    40'>  so 

210— 114th  st,  Nos  407  and  409  East.  Wiiliam 
Sommervllle  agt  New  York  City  Extension 
&   Missionary  Society  of  the  M   E  Church  & 

Walter   Reid   &   Co 1,990.09 

211— 1st  av.  No  o2o.  Jordan  &  Fox  agt 
Shlezinger  &  Eisenberg,  Louis  Deutch  Solo- 
mon  Minskoft   &   Samuel   Zucker 187  4'' 

212— Sheriff    st.     No    58.       Same    agt    Hyman  " 
Greenwald,    Louis   Deutch,    Solomon   Minskotf 

&  Samuel  Zucker '*00  00 

"^StT^'^''''^'^''-'^'"  =»v,  s  w  cor  i.isth  stV  50x113. 
Nicholas  Aquilino  agt  William  Van  Ant- 
werp   &    Max    Strasberg    800.00 

1^       ./'tl™  J"''   ■"  ''^   -•"'  s  17Sth  st,   S0.8X 
100       M    Eberhart    &    Son    Co    agt    Cascade 

Realty    &     Construction     Co 40'T'S 

21.5— Av   A.    No    1,S28 •*"-.-» 

71st   st.    No  3(H)  East  

Central  Iron  Works  agt  John  Do'e'ft' August 

Roosler   Co 407  IX) 

216-Ridge  st  No  145.  David 'shuidiner  agt 
Lena    Gurgel    &    Louis   Sroka    200.00 

New    York,    July    IS,    1906, 
'To  the  Editor  of  the  Record  and  Guide: 

This  i.s,  to  certify  that  the  lien  filed  yesterday, 
July  17th,  against  Katz  &  Polacek  Realty  & 
Construction  Co.,  I.i6th  St.,  between  Jackson 
and  Forest  Aves.,  Bronx,  was  due  to  a  misun- 
derstanding, which  we  are  very  glad  to  say  was 
promptly   and   happily   settled   to-day. 

THE   UNION   STOVE   WORKS, 

Wm.  J.  Myers,  Treas. 
• 

BUILDING  LOAN  CONTKACTS. 

July    14. 

C.Tthedral  Parkway,  s  s,  100  w  Manhattan  av 
/",j"";  ^i"  T  Hookey  loans  Max  Hirsh- 
feld   to  erect  a  (>-sty  tenement;   4   payments 

.fl9,(.>00 

July    16. 

Jefferson  st,  w  s.  775  n  Morris  Park  av  •>5x 
10).  Adam  Feick  loans  Geo  A  Deverinann 
to    erect    a    2-sty    dwelling;    2    payments.  .3  000 

Clarcmont  av,  s  w  cor  119th  st  lOOxP'T 
City  Mortgage  Co  loans  Robert  Ferguson~& 
Sons  to  erect  two  6-sty  tenements:  o  pay- 
ments       73  700 

E.igle  av,  w  s,  202.3  s  Westchester  av'  .56x 
ILO.  Bronx  Investment  Co  loans  George  N 
Blust  and  Charles  Stumpf  to  erect  a  6-sty 
tenement ;    5    payments     o^  noo 

227th  st,  s  s,  2,S0  e  White  Plains 'rd"^5ill4 
Louise  M  Koenig  loans  Joseph  Reitano  Car- 
mine   Squilante    &   Alfonso    Bottino    to    erect 

a  —  sty   building;    2   payments    4,000 

July    17. 

Wadsworth  av,  s  e  cor  179th  st,  125x99  11 
North  American  Mortgage  Co  loans  Palni 
Realty  &  Construction  Co  to  erect  three  5- 
sty    tenements ;     15    payments 115,000 


l:J3d  st,  n  s,  100  w  Amsterdam  av,  75x'.l'.l.U. 
Atlantic  Dock  Co  loans  Carmine  Altieri  to 
erect   a  —  sty   building;    0   payments.  ..  .30.(KliJ 

133d  st,  n  s,  Uxj  w  Amsterdam  av,  10f).'i00.11. 
Bertha  L  Hookey  loans  Carmine  Altieri  to 
erect  two  6-sty  tenements:   10  payments. 27. (UK) 

.36th  st,  n  s,  72  e  loth  av,  28x08.9.  Pincus 
Lowenfeld  &  William  Prager  loan  Lasar  Wal- 
lenstein  to  erect  a  —  sty  building:  10  pay- 
ments     15,tKX) 

July    18. 

146th  st,  s  s,  125  e  Broadway,  75x99.11.  Wm 
T  Hookey  loans  Dora  Pollack  &  David  Na- 
thanson  to  erect  two  5-sty  tenements;  11 
payments    40.300 

i;«th  st,  s  s,  293.2  w  Broadway,  231.9x00.11. 
Bronx  Investment  Co  loans  D  L  Block  to 
erect  six  —  sty  tenements;  3  payments.  .26. OilO 

135th  st,  s  s,  203  w  Broadway,  232.\99.11. 
Same  loans  same  to  erect  a  —  sty  tenement; 
—    payments    217.ot)0 

o2d  st,  s  s,  221  e  1st  av,  48x100.5.  Same 
loans  Samuel  Parnass  &  George  Dellou  to 
erect    a   —   sty    tenement:    5    payments.  .19.500 

Julv    19. 

86th  St.  s  s,  07.7  w  Av  A,  121x102.2.  Realty 
Mortgage  Co  loans  Isaac  Grossman  &  Barnet 
Sundelevich  to  erect  three  6-sty  tenements; 
2   payments    10.000 

143d  st,  s  s,  100  e  Broadway,  75x99.11.  Same 
loans  Jacob  Kotlowsky  to  erect  two  6-sty 
tenements;     11    payments 75  000 

142d  st,  n  s,  100  e  Broadway,  75x99.11.  Same 
loans  same  to  erect  two  6-sty  tenements: 
11  payments    75.000 

143d  st,  s  s,  100  e  Broadway,  75x99.11.  Aaron 
M  Janpole  &  Louis  Werner  loans  same  to 
erect  two  6-sty   tenements;   3   payments.  .3,000 

142d  st,  n  s,  100  e  Broadway,  75x99.11.  Same- 
loans  same  to  erect  two  6-sty  tenements;  3 
payments    3000 

Victor  st,  w  s,  130  s  Morris  Park  av,  50x100. 
Thomas  Burke  loans  Gamache  &  Guillotte  to 
erect    two   2-sty    dwellings:    4   payments.  .S.tlOO 

104th  st,  n  s,  135  e  Park  av,  65xUK).ll.  Law- 
yers' Title  Ins  &  Trust  Co  loans  Philip  Levin- 
son  &  Paul  Sipkin  to  erect  a  —  sty  build- 
ing:   —   payments    64,000 

July    20. 

225th  st,  s  s,  205  w  4th  av,  25x114.  Rachel 
L  &  Leah  Bartley  loan  Laura  &  Frank 
Ramstedt  to  erect  a  —  sty  building;  3 
payments    .f5,000 

124th  st,  n  s,  175  w  1st  av,  .50xl00.11x  irreg. 
Realty  Transfer  Co  loans  Ellas  Kaplan  to 
erect    a    6-sty    tenement:    11    payments.  .25,500 

Park  av,  e  s,  315  s  171st  st,  75x150.  City 
Mortgage  Co  loans  Joseph  A  Schwarzler, 
Jr,  to  erect  two  6-sty  tenements;  8  pay- 
ments      52.l)iX) 

* 

SATISFIED  MECHANICS'  LIENS. 

July    14. 

150th  st,  Nos  458  and  460  East.  Oscar  G 
Borkstrom  agt  Saverio  A   Mascia.      (May  22 

„1SJ0«1     w ¥516.84 

Broadway,  w  w.  lot)  n  125th  st,  2.j0xl(W.  Man- 
hattan Window  Shade  Co  agt  Emanuel  Doe- 
tor    et    al.       (June    20.     1006) 20.S.85 

Simpson  st,  e  s,  150  s  Westchester  av,  40xllK). 
Max  Feld  agt  American  Real  Estate  Co. 
(July    2,    1906)    220.00 

-Duane  st.  Nos  .55  and  57.  Geo  A  Cross  et 
al  agt  N  Y  Edison  Co  et  al.  (July  3. 
1!X)6)      4.452.95 

Claremont  av,  s  e  cor  127th  st.  Dominick 
Peloso  agt  John  V  Signell  Co.  (June  27, 
1906)     32.00 

Same  property.  Mulhearn  Steam  Heating  Co 
agt    same.      (June    27,    1906)    4,200.00 

Same  property.  Batavia  &  N  Y  Wood  Work- 
ing Co  agt  Same.      (June  27,   1906) 3,100.00 

Same  property.  Thomas  C  Edmonds  &  Co 
agt    same.      (June    27,    10061 l,ltK).00 

Same  Property.  Edwin  Shuttleworth  Co. 
agt  same.      (June  27.    lOOiii 3,800.(X1 

Hamilton  pi,  w  s,  whole  front  between  i43d 
and  144th  sts.  Dominick  Peloso  agt  same. 
(June   27,    19011)    3,165.00 

Broadway,  e  s,  whole  front  between  143d,  and 
144th  sts.  Same  agt  same.  (June  27,  1SXJ6) 
3, 754. .SO 

Claremont  av,  n  e  cor  125th  st.  Batavia  & 
N  Y  Wood  Working  Co  agt  same.  (June 
26,    19(m;)    6,004.00 

Same  property.  Mulhern  Steam  Heating  Co 
agt    same.       (June    27.    V.Wi)     3,4(X).O0 

Same  property.  Edwin  Shuttleworth  Co  .agt 
same.     (June  27,  1006)    8.500.01) 

Same  property.  Wm  F  Campbell  et  al  agt 
same-      l.lune  2S.    1901)    4.:lO().O0 

Same  property.  Dominick  Peloso  agt  same. 
(June    27.    1903)     229.56 

Riverside  Drive,  n  e  cor  13.5th  st.  .Same  agt 
some.      (June  27.   lOOii)    3:i.;i2 

Same  property.  Sigmund  Adler  agt  same. 
(June  27.   ]!M)(3)    2,1.50.00 

Same  property.  Edwin  Shuttleworth  Co  agt 
same.      (June    27,    lOtKi)    14.300.00 

Same  property.  Batavia  &  N  Y  Wood  Work- 
ing Co  agt  same.      (June  26,  1900) 4,733.00 

13.5th  st,  n  s.  525  w  Broadway.  Same  agt 
same.      (June    26,    19(X3)    2,600.00 

135th  st.  No  625  West.  Sigmund  Adler  agt 
same.      (June   27,    IfKKi)    6(X).00 

"Lexington  av,  Nos  1595  and  1597.  Isaac 
Jacobs  agt  Joseph  Solomon.  (May  28.  1906) 
94.85 


"bame    property.      Same    agt    same.       (Feb    8 

lOOO)     \     _    4j  'yg 

ISith  St.  s  s,  50  w  Cambrelling  av  Al- 
berene  Stone  Co  agt  Patrick  J  Moffat  et  al 
(July    10.    ItHiO)    319  00 

Same  property.  De  Mattia  &  Ziu'i  agt  'same'. 
(July    10,    19<X!) ...850.00 

•'«''  S,"',"".  "  "">"  ^'fi  St.  lOOxKX)  Bernstein 
&    h,pstein    agt    Lowe    &    Jerrich.      (July    13 

^■"'*''    475.00 

July    16. 

Elm  st,  No  1(H.  John  Martoccia  agt  Michele 
Brigante.      (July    7,    1006)    us  00 

n„    '","'.P  '''•t^'  ""  '■'"'■     Keshin.  Blitstein  & 
Co  agt  Meyer  Frank.     (July  13,  1906). 4,723.00 
July    17. 

'\^  ^'i,^  "^  '^°'"  ^""^  *>'•  Crane  &  Co  agt 
Max    Bernstein    et   al.      (June   :'2.    loot;). 674  73 

rL?s\?ir'^'t  ^-z.^t'\^.  .-y£ 

•'(Tuly'ra;    .«.■"'-   *   ^^o-^-   agt   sa£e.^ 
^'a'ufyT'm^)    .'.''."'"'    K"-'»c^'aWt  -samr 
''^,?™fn,?r°P^'"'5'-      Ike    Bloom"agt    s'a'i^e." '  ( July 


0,    1906) 


.451.40 


'^.3"l906)''^''"''     "^"^  °°''^°  'ast'  ^ame.' "  (July 

"%„■"'■    ^°  '203'  West!  ■  ■  'yulius ■  'Hiirris'^t^'t*^ 
William    Oppenheim.      (May    12     1906)     '«75(X) 
Hamilton    pi,    w    s,    whole   front   between  'rl^.T 


and    144th   sts.      The   Montauk    Sanitary    Im- 


Broadway,   e  si   whole  'front  betw^^n'  'l'4'3d 'f  nd"" 
lOOiJ?  •         ""^     agt     same.       (June  _28: 

'^r m,/''  'fi°]  *  -^ff  ■ .   <3eorge '  Spae'th  'agt'  — "^ 
Gous.     (July  7,  1906)   ...163  00 

July    IS. 

^Iwfh "",•)/  '•„''''?'^  '™°'  between  138th  and 
139th  sts  Raisler  Heating  Co  agt  Meyer 
Frank.      (July  14,    1906)    ....  1  001  -xi 

144?),'"';   "^  !•   "''°'<'  f™°'  between 'i43d'and 
144th  sts.     Same  agt  same.      (July  14,   1006) 

'^Z  ^.'  ^y  P-    '  Albe'ren^'  Ston;'  Co  "agt  ^iS?y"° 
Fred   et  al.      (June  9,    1006)    ....  vf"^ 

M°l°°  ,  ^^  J^'°    ■*'•      ^"'■"'s    Silverstein'agt 
.Michael    Cohen.      (Nov    2,    lf)05)  "lano 

nnta'c^'v',"'?^  and  430.     William' Simoii'Sgt 
Dora  Sakolski  et  a  .     (May  1''    looiii         7,,nn 

U.3th    St.    No    641    East.'    Thomas    Dor'se'y' agt 
Moses  Pechter.     (March  13,   ItlOO)   ... ...   3064 

July    19. 

s.3d  av.  No  2945.  Albert  Bleckner  agt  Au- 
gust  Kuhn  et  al.      (Jan  27.   1906)....       1^700 

u?  ),"=;/  ',•  "^^S^"  f™"'  between  165th  ai^d 
166th  sts.  Leo  Sess  et  a  agt  Whitney  Con 
struction    Co.      (July   3,    1S106)    .4^1)0  00 

Same  property.  Edward  Beacon  e't'al'a^t 
same.      (July    7,    1906)    961  no 

^2d  av  Nos  4:«  and  436.  Koslowits'k; '  &  Lo- 
b™?'y   agt   Dora   Sokolski   et   al.      (June    15. 

^'  '''*'      -WU^  fifi 

Bathgate  av.  e  s.  191.2  n  174th  st'.'iix'll'M)  J 
Kiesel  et  al  agt  William  Sugarman  et  al 
(July   li,    1906)    Tnoon 

=S6th  st,  Nos  2  to  8  West.  Wi'rii'a'm"c'raie 
?.f  u^^lr?""  Building  &  Con  Co  et  al.     (JunI 

'^•'-    ^■■"'''    0,.SOO.34 

July    20. 

Hamilton  pi,  w  s,  whole  front  between  143a 
and  144th  sts.  Fiske  &  Co  agt  John  V  Sig- 
nell  Co.     (June  2,S.   IIKHJ)    1306  64 

Grant  av.  n  e  cor  165th  st.  414x103.4.  George 
Schafer    agt    WWtney    Con    Co.       (July    16. 

1006)       -^^y  1^ 

Allen   st.    No   102.      Israel   Freiman  agt' Henry 

i/^^';°*x,''''-?J>  ?]•      (May  29,    1900)    tMO.OO 

n.h  st.  No  o29  East.     Barnet  Silverman  &  Co 

,,".?'  ?''"S''  ?,"-b'°  et  al.     (May  12,  lOiXi).  .6<X)  00 

1  ,    ^.V.^"  "^^  ^ast.     Same  agt  same.     (May 

1_.    1006)     ([U(^  QQ 

-Bathgate  av.  e  s,  ?m  n  174th  st."56.xlod 
Frank  Padula  agt  William  Sugarman  et  al' 
(July    3,    1006)     .,^;(JQ 

'Discharged   by   deposit. 
^Discharged    by   bond. 
^Discharged   by  order  of  Court 


ATTACHMENTS. 


July    13. 
Taylor.     Catherine    or    Catherine    G    Galljigher- 

Patrick   A   Conroy;    $2..5(M1;    M    Stein. 
Ilolbrook   Worcestershire   Sauce   Co,    Ltd-    Frank 
McCoy;    $631.23;    Chas    N    Morgan    &    Son. 
July    14. 

Gorman    Ins    Bank;    Geo    M    Rittenhouse-    S2 - 

2;()56;    Blair    &    Rudd. 
.Manhattan  Transportation  Co  of  N  J;  G  R  Shep- 

ard  Engineering  &   Con   Co;   .$445.53;    Stoddart 

&    Marshall. 
Thaddeus.    Henry    J;    Darsa    J    Densmore   et    al- 

.$1,400;    C    Gignoux. 

July    18. 
Texas    Bank    &    Trust    Co;    Stewart    W    Eames: 

$4,328.57;    Gould    &    Wilkie. 
Blanchard,    John    O    &    Wm    D   Page;    Alexander 

Moss;  $1,656.09:   Baggott  &   Ryall. 
July    10. 
German    Ins    Bank;    Geo    M    Rittenhouse    &    Co; 

$2.29().5(i;    Blair    &    Rudd. 
Korak.    Guiseppe:    Emanuel    S    Kuh    et   al;    $7,- 

426.87;    Stanley,    Holcomb   &Mol!eson 


The  t*xt  0{  them  pagei  la  copyrightad.      All  rl«hU  ar*  raacrrad.       Notice  la  hereby  given  that  Infringement  will  lead  to  pronQutlon. 


July  28,  1906 
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CUMULATIVE  bull  conditions  of  the  year  are  beginning  to 
malie  themselves  felt  at  last.  It  has  been  truly  an  un- 
natural situation,  for  each  increase  in  the  rate  of  dividend  for 
the  past  six  months  has  been  promptly  followed  by  a  decline 
in  the  stock  involved,  although  it  had  not  theretofore  advanced 
in  anticipation.  Again,  when  at  last  Amalgamated  Copper,  in 
which  an  increase  in  dividend  had  been  unanimously  expected, 
celebrated  its  disappointment  by  a  five  point  rise,  Wall  Street 
was  disposed  to  say  that  this  nonsense  had  gone  far  enough, 
and  we  must  be  permitted  to  have  at  least  or  at  last  a  logical 
market.  It  certainly  looks  now  as  if  this  may  be  the  case 
under  the  leadership  of  Southern  Pacific  and  perhaps  Canadian 
Pacific.  The  large  banking  Interests  that  have  been  buying 
Southern  Pacific  for  weeks  assert  that  the  present  move  will 
be  phenomenal.  Par  is  predicted,  and  many  new  records  in 
railroad  shares  as  well.  It  seems  a  certainty  that,  measured  by 
market  value,  the  country's  crops  will  be  the  greatest  ever 
known,  and  the  conditions  for  an  extended  bull  movement  in 
stocks  are  thus  highly  favorable.  Commission  houses,  which 
means  margin  holders,  are  bare  of  shares,  while  perhaps  there 
.is  the  largest  scattered  short  interest  in  the  history  of  Wall 
Street.  The  London  settlement,  just  concluded,  also  shows  a 
meagre  bull  account  and  a  large  short  interest  in  Americans. 
This  state  of  affairs,  taken  together  with  the  decline  in  the 
prices  of  last  January,  afford  material  for  an  advance  of  fifteen 
to  twenty  points.  Some  authorities  say  that  60  may  well  be 
reached  on  the  next  lap  for  Steel  Common. 


HERETOFORE  we  have  expressed  the  opinion,  to  which  we 
still  adhere,  that  low-priced  railroad  stocks  like  Wiscon- 
sin Central,  Iowa  Central,  Toledo,  St.  Louis  &  Western,  and 
others  of  a  similar  character  will  show  the  greatest  profit,  some 
of  them,  perhaps,  doubling  in  market  value.  The  Wheat  crop 
will  certainly  be  the  largest  on  record,  and  only  something 
entirely  unforeseen  can  prevent  Corn  from  being  so,  while  the 
Cotton  yield  may  well  be  the  largest  if  we  except  the  freak 
crop  of  two  years  ago.  Money  has  ceased  to  be  an  element  of 
danger  to  the  market.  That  is  to  say.  Wall  Street  has  arrived 
at  the  conclusion  that  money  is  to  be  eliminated  from  the 
list  of  things  of  which  to  be  afraid.  Of  the  Russian  situation, 
it  may  be  said  that  it  is  bound  to  improve,  through  the  mere 
exhaustion  of  the  people,  who  are  beginning  to  give  evidence 
that  they  are  tired  of  dancing  to  the  tune  played  by  the  ex- 
tremists of  the  several  parties.  To  sum  up,  the  strength  of  the 
market  indicates  that  it  should  both  rise  and  broaden.  Strong 
interests  have  certainly,  for  the  time  being,  ranged  them- 
selves on  the  bull  side,  and  the  return  to  this  centre  of  activity 
of  financiers  and  operators  of  international  fame  and  reputa- 
tion cannot  but  fail  to  have  a  beneficial  effect. 


A  LL  the  reports  from  San  Francisco  tend  to  confirm  the  im- 
•^*-  pression  that  the  spirit  of  optimism  with  which  the 
people  of  that  city  first  met  their  disasters  has  been  succeeded 
by  a  spirit  of  depression.  They  are  beginning  to  realize  how 
enormous  the  work  of  restoring  the  city  must  be,  and  what  a 
long  time  it  will  take.  The  insurance  companies  are  paying 
up  very  slowly,  the  population  of  the  city  is  dwindling,  and  it 


is  even  being  asked  whether  the  city  will  ever  recover  from  the 
shock  of  the  earthquake  and  the  effect  of  the  conflagration.  Such 
a  feeling  of  depression  is  natural  after  the  strain  upon  the 
nerves,  which  so  serious  a  calamity  necessarily  involved;  but  it 
probably  contains  as  large  an  element  of  illusion  as  the  earlier 
hopes  o'f  an  almost  immediate  recovery.  The  prosperity  of  San 
Francisco  will  probably  experience  a  set-back  more  serious  than 
did  either  Chicago  or  Baltimore  under  similar  circumstances, 
because  the  destruction  was  more  complete,  and  because  of  the 
peculiar  situation  of  the  city.  It  will  be  more  difficult  for  San 
Francisco  to  rebuild  cheaply  than  it  was  for  a  city  like  Balti- 
more, which  can  draw  on  unlimited  supplies  of  labor  and  build- 
ing materials.  Nevertheless,  we  believe  that  the  prosperity 
of  the  city  will  prove  to  be  beyond  even  the  power  of  such  a 
calamity  permanently  to  diminish.  In  the  long  run,  the  influ- 
ence of  its  magnificent  harbor,  of  its  improving  means  of  rail- 
road communication,  is  bound  to  effect  the  process  of  restora- 
tion. It  is  bound  to  be  the  exporting  and  distributing  centre  for 
almost  the  whole  of  California,  and  for  parts  of  certain  neigh- 
boring states.  Seattle  may  for  a  while  be  able  to  snatch  away 
some  of  the  Oriental  export  trade,  and  Los  Angeles  may  become 
for  a  while  the  distributing  centre  of  a  larger  region;  but,  in  the 
long  run,  the  competition  of  neither  of  these  cities  can  seriously 
diminish  the  amount  of  business  which  will  be  transacted  in 
San  Francisco.  It  will  remain  the  commercial  centre  «f  a  state 
which  has  larger  undeveloped  natural  resources  than  any  state 
in  the  Union;  and  as  California  increases  her  production  both 
of  agricultural  and  manufacturing  commodities,  San  Francisco 
is  bound  to  be  the  place  in  which  these  goods  are  sold  and  dis- 
tributed, and  in  which  the  growing  business  of  the  state  is 
financed.  The  only  doubt  about  the  future  of  the  city  which  a 
pei'son  who  understands  the  economic  situation  can  feel  is, 
whether  San  Francisco  can  afford  to  rear  on  the  ruins  of  the 
old  wooden  city  an  edifice  constructed  of  really  fireproof  mate- 
rials. There  will  be  the  strongest  temptation  to  rebuild  in 
the  same  bad  old  way;  and  unless  this  temptation  is  with- 
stood, even  at  a  very  heavy  cost,  the  future  prosperity  may  be 
threatened  by  the  only  possible  permanent  danger,  viz.,  by  a 
feeling  of  insecurity. 


TT  looks  very  much,  however,  as  if  the  old  wooden  San  Fran- 
J-     Cisco  would  be  succeeded  by  a  city  built  of  concrete.     From 
every  point  of  view  the  system  of  reinforced  concrete  construc- 
tion seems  peculiarly  adapted  to  the  local  needs  and  conditions. 
A  wall  of  armored  concrete  is,  of  course,  quite  fireproof,  and, 
according  to  the  opinions  of  experts,  it  is  able  to  stand  the  strain 
of  an  earthquake  as  well  as  a  wall  resting  on  a  steel  frame,  and 
better    than    masonry    construction.      Then    a    city   of   concrete 
could  be  built  much  more  cheaply  than  could  a  city  composed  of 
any  other  equally   fireproof  materials.     Clay   is   scarce   in   the 
neighborhood  of  San   Francisco,  and  the   necessary  amount  of 
brick  «could  be  obtained  only  at  an  impossible  expense.     Good 
building  stone  has  to  be  carried  from  a  long  distance,  and  is 
very  expensive  to  lay.     Steel  beams  must  be  transported  from 
the  East,  and  come  high  by  the  time  they  are  laid  down  in 
San   Francisco.     On   the  other   hand,   cement    mills    could   be 
erected  at  convenient  points  in  a  short  time,  and  without  a  large 
investment  of  capital.     Sand  can  be  obtained  in  sufficient  quan- 
tities,   and    steel    rods   would    be    much    cheaper   to    transport, 
compared  with  the  amount  of  work  they  do,  than  steel  beams. 
It  seems  very  probable  consequently  that  the  new  San  Francisco 
will  be  substantially  a  concrete  city,  particularly  in  view  of  the 
fact  that,  inasmuch  as  the  old  buildings  were  mostly  wooden, 
the  debris  will  not  contain  much  material  which  can  be  used 
over  again.    If  such  should  prove  to  be  the  case,  it  will  be  inter- 
esting to  see  what  the  architects  of  the  new  city  will  do   in 
order   to   make   concrete   construction    superficially    attractive. 
When  reinforced  concrete  is  used  for  factories  and  mills,  there 
is,  of  course,  no  reason  for  any  veneer,  but  whenever  the  same 
method  of  construction  has  been  used  for  buildings  which  face 
the  streets  of  a  large  city,  some  attempt  has  usually  been  made 
to  convert  the  dull  monotone  of  the  cement  into  something  more 
interesting.     In  many  cases  a  coating  of  tiles  has  been  used, 
while  in  others  the  concrete  itself  has  been  colored  in  a  livelier 
fashion.     However  the  surfaces  of  these  buildings  are  treated, 
it    is    very    much    to    be    hoped    that    the    architects    will    not 
be  tempted  to  spend  much  money  on  the  ordinary  decorative 
detail.    Such  detail  is  meaningless  when  plastered  on  a  concrete 
building,  the  effect  of  which  should  be  made  to  depend  upon 
good  masses,  lines  and  surfaces,  varied  by  well-placed  openings. 


UNRIVALLED  in  excellence  as  are  the  hotels  of  New  York 
City,  the  extent  of  the  accommodations  they  offer,  the 
conveniences  which  they  have  installed,  and  their  progressive 
management,  combine  to  make  it  the  more  surprising  that  New 
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York  should  be  the  only  large  city  in  the  country  which  has,  in 
fact,  few  "middle  grade"  family  hotels.  Between  the  first-qlass 
hotels  and  those  of  the  cheapest  sort  there  is  little  middle 
ground  in  New  York.  There  are  no  hotels  here  which  cater 
or  profess  to  cater  to  middle  class  patrons  at  moderate  rates. 
All  other  American  cities  have  three  varieties  of  hotels,  those 
of  the  highest  class  and  largest  accommodations,  those  of  the 
middle  class  at  moderate  rates,  and  the  cheap  and  transient 
hotels  to  be  found  usually  near  railway  stations  or  boat  land- 
ings. New  York  has  cheap  hotels,  but  it  has  few  family  hotels; 
that  is  to  say,  hotels  which  cater  to  "family  patronage"  particu- 
larly. The  reason  for  this  is  that  the  standard  of  rents  charged 
in  New  York  in  eligible  locations  is  so  much  higher  than  else- 
where in  the  country  that  to  run  a  New  York  hotel  according 
to  the  standard  of  family  hotels  in  other  cities  would  result 
In  a  loss.  Moreover,  the  measure  of  prosperity  of  hotels  in  this 
city  is  based  on  the  extent  of  the  accommodations  they  offer. 
The  most  up-to-date  hotel  is  by  an  invariable  rule  the  most 
successful,  and  the  New  York  hotel  which,  through  the  standard 
of  the  prices  charged,  is  confessedly  not  "up-to-date,"  would 
have  little  chance  of  attracting  a  considerable  patronage  from 
other  places  or  from  residents  of  the  city  itself. 


Real  Estate  Less  Active. 

Ci  IGNS  are  evident  on  all  sides  of  a  falling  off  in  the  volume 
^-^  of  real  estate  transactions.  Popular  interest  in  the  sales 
of  suburban  lots  in  the  outlying  boroughs  steadily  diminished  as 
the  season  advanced.  The  trading  in  tenement  houses,  which 
has  of  late  years  continued  pretty  steadily  in  Manhattan  all 
summer,  has  shrunk  to  comparatively  small  proportions.  Build- 
ing operations,  which  in  the  beginning  of  the  year  showed  an 
increase  over  the  amount  of  the  preceding  year,  are  now  week 
by  week  turning  in  decreases.  It  is  probable  that  by  the  end  of 
the  year  the  figures  representing  transactions  of  all  kinds  will 
be  substantially  smaller  than  the  corresponding  figures  for  1905. 
Some  of  this  subsiding  activity  is  doubtless  due  to  the  con- 
dition of  the  money  market,  which  has  been  acting  for  some 
time  as  a  restraint  upon  speculative  transactions  in  real  estate, 
and  it  is  very  much  to  be  hoped  that  the  money-lending  institu- 
tions all  over  the  country  are  using  their  influence  in  favor  of  a 
similar  conservatism.  Speculation  in  real  estate,  and  particu- 
larly in  unimproved  property,  was  assuming  large  and  unwhole- 
some proportions,  and  a  speculation  of  this  kind  when  it  does 
overreach  itself  has  very  serious  consequences.  It  involves  a 
far  larger  number  of  people  than  an  excessive  speculation  in 
grain  or  stocks,  and  is  much  less  restrained  by  the  prudence  of 
professional  knowledge. 

So  far  as  the  local  situation  is  concerned,  it  looks  as  if  the 
activity  in  real  estate  would  be  moderated,  but  the  general  situa- 
tion would  not  be  essentially  weakened.  There  will  be  less 
trading  than  there  has  been  in  the  tenement  house  districts,  and 
tenement  house  property  will  be  less  profitable.  Consequently, 
fewer  tenement  houses  will  be  built.  On  the  other  hand,  there 
is  no  reason  to  suppose  that  the  situation  will  become  very 
weak,  or  that  the  diminution  of  activity  will  spread  to  the  busi- 
ness districts.  As  long  as  the  existing  business  activity  con- 
tinues, the  demand  for  more  space  for  the  transaction  of  busi- 
ness will  continue,  and  new  oflice  and  loft  buildings  will  be 
erected  to  meet  it.  It  is  not  reasonable  to  anticipate  that  any 
shrinkage  in  general  business  will  take  place  during  the  com- 
ing winter,  and  consequently  we  may  expect  that  the  whole  sec- 
tion between  Fourteenth  and  Fifty-ninth  Streets  will  exhibit 
a  continuation  of  existing  conditions  for  another  season. 

General  speculative  purchases  during  the  coming  year  will 
depend  to  some  extent  on  the  result  of  the  pending  negotiations 
between  the  Rapid  Transit  Commission  and  the  Interborough- 
Metropolitan  Company.  If  satisfactory  arrangements  could  be 
reached  for  Lexington  Avenue  and  Seventh  Avenue  subways,  it 
is  probable  that  this  fact  would  have  a  considerable  effect  upon 
the  market.  The  whole  situation  on  the  East  Side  between 
Fifth  Avenue  and  Lexington  Avenue  would  be  enormously 
strengthened  by  the  authorization  of  a  tunnel  under  Lexington 
Avenue,  particularly  as  such  a  tunnel  could  probably  be  com- 
pleted in  less  than  three  years;  and  the  same  statement  is  true 
in  respect  to  the  West  Side  south  of  Forty-second  Street.  Specu- 
lation in  the  Pennsylvania  Terminal  district  has  almost  ceased 
of  late;  but  a  Seventh  Avenue  subway  would  be  the  signal  for 
an  early  revival.  But  If  the  construction  of  new  subways  is  post- 
poned, that  fact  will  undoubtedly  have  a  depressing  effect,  and 
will  leave  speculators  somewhat  at  a  loss  for  districts  in  which 
to  operate  profitably. 


The  Big  Catalogue. 

Is  the  big  catalogue  efficient?  Is  it  really  exempt  from  the  fate 
that  we  know  befalls  the  smaller  catalogue? 

Big  firms  imagine  they  gain  something  by  issuing  a  big  cata- 
logue. They  think  size  has  in  itself  some  virtue;  they  send  out 
to  architects  and  others  a  heavy  bound  volume  of  several  hun- 
dred pages,  in  which  they  illustrate  every  article  they  make  or 
deal  in.  This  proceeding  costs  a  deal  of  money.  Is  the  ex- 
penditure made  upon  sound  principle?  Does  inquiry  justify  the 
enterprise? 

But,  here  let  it  be  remarked,  the  last  thing  any  firm  inquires 
into  is  the  validity  of  the  expenditures  made  for  catalogues. 
Other  outlays,  as,  for  instance,  in  the  manufacturing  department 
or  the  sales  department,  are  subjected  to  rigorous  accounting. 
Cause  and  effect  are  scrupulously  compared.  Expenditures 
not  justified  are  dropped.  However,  disbursements  made  for 
catalogues  are  rarely  questioned.  Nearly  everything  is  taken 
for.  granted.  It  is  understood  that  in  all  other  commercial 
affairs,  methods  once  efficient  become  inefficient;  machinery  once 
profitable  becomes  unprofitable;  men  once  money-makers  become 
outgrown,  and,  by  changed  conditions  are  transformed  into  fi- 
nancial drones,  whose  cost  of  maintenance  is  chargeable  to  the 
wrong  side  of  the  ledger.  But  the  catalogue!  That  does  not 
seem  to  be  subject  to  any  of  these  deteriorations  of  time  or  cir- 
cumstance! The  idea  appears  to  be  that  because  a  certain  cata- 
logue was  a  good  thing  ten  or  twenty  years  ago  it  still  is  just 
as  good.  If  it  were  wise  to  spend  upon  it  ten,  twenty  or  fifty 
thousand  dollars  a  decade  or  two  ago,  why  it  Is  quite  as  judi- 
cious to  continue  or  even  to  enlarge  the  expenditure.  No 
wonder  so  much  money  is  wasted  at  present  on  catalogues;  and 
the  big  catalogue  is  in  many  cases  the  most  flagrant  instance 
of  mere  routine  inefficiency. 

Several  conditions  contribute  to  the  increasing  inutility  of  the 
ponderous  catalogue.  These  books  have  now  become  so  numer- 
ous that  they  compete  with  one  another.  Any  one  of  them  is  no 
longer  sufficiently  distinctive  to  confer  any  great  amount  of 
prominence  upon  the  firm  that  issues  it.  These  volumes,  there- 
fore, have  lost  almost  all  their  "advertising"  value.  They  are  so 
numerous  they  destroy  one  another.  The  architect  cannot  house 
a  hundred  or  more  of  them.  Consequently,  their  efficiency  also 
is  degenerating  steadily.  Why?  Think  a  minute.  The  first 
small  catalogue  that  was  ever  issued  attracted  attention  by  its 
novelty,  but  as  soon  as  everyone  issued  small  catalogues,  was 
not  the  novelty  dead?  The  first  firm  that  "got  on"  to  this,  and 
issued  an  illustrated  catalogue  or  an  art  catalogue  hit  the  mark 
for  a  moment,  but  only  until  these  novelties  became  the  common 
property  of  everyone;  and  so  on  with  other  attempts  to  gain 
the  customer's  attention.  Likewise  with  the  big  bound  cata- 
logue. When  first  issued,  it  exerted  an  imposing  effect,  but 
every  additional  big  catalogue  that  has  been  published  has 
tended  to  detract  from  the  initial  advantage,  until  to-day  the 
predominance  has  dwind'.ed  to  comparatively  small  dimensions. 
Every  year  makes  it  less. 

But,  more  important  than  all  is  this:  In  order  to  give  these 
big  books  their  bulk,  a  vast  amount  of  unrelated  material  is 
perforce  included  within  the  covers.  Everything  a  firm  makes 
is  thrown  into  their  pafres,  and  the  books  are  issued  to  people 
who  have  no  possible  interest  in  seven-eighths  of  all  that  they 
contain.  Take  architects,  for  instance.  What  possible  interest 
can  they  have  in  a  large  proportion  of  the  matter  printed  in 
the  big  hardware  catalogues,  plumbing  catalogues,  steam  fitting 
catalogues  and  others  of  that  class?  Does  an  architect  ever 
specify  trunk  locks  or  meat  choppers?  Yet  these  things  are  to 
be  found  illustrated  through  scores  of  pages  in  the  ponderous 
tomes  sent  out  by  big  hardware  concerns.  How  many  architects 
are  directly  concerned  with  common  wash  bowls,  the  lowest 
grade  of  faucets,  the  cheapest  plumbing  fixtures  of  one  kind 
and  another?  Yet  plumbing  firms  devote  page  after  page  to 
this  grade  of  goods,  and  so  swell  out  the  unwieldy  volumes  they 
distribute  among  the  profession.  This  material  is  undoubtedly 
valuable  to  the  local  hardware  dealer,  or  the  country  plumber, 
but  is  it  not  largely  irrelevant  so  far  as  the  real  architect  is 
concerned? 

Finally,  the  presence  of  this  cheap  material  reflects  a  cer- 
tain air  of  commonplace  upon  the  better  material  depicted  in 
these  books,  and  in  which  the  architect  really  is  interested. 
The  tastes  and  standards  of  the  profession  have  advanced 
greatly  in  the  last  few  years.  Architects  as  such  are  seeking 
more  and  more  the  highest  grade  of  goods.  They  prefer 
the  "exclusive."  The  utterly  cheap  and  mechanical  acts  as  a 
sort  of  grit  to  the  teeth.  Besides,  does  not  the  architect  take 
some  things  for  granted?  A  man  can  purchase  a  bowl  of  rice 
and  milk  as  readily  in  the  Waldorf-Astoria  or  Delmonico's  as 
in  a  Childs'.  restaurant,  but  neither  the  Waldorf  nor  Delmonico's. 
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parade  the  rice  and  milk  up  and  down  their  menus.  We  are 
not  contending  that  there  Is  no  place  at  all  for  a  catalogue 
that  contains  the  commonplace,  but  we  do  contend  that  that 
place  Is  not  in  the  catalogue  prepared  for  the  architectural 
profession.  A  wiser  policy  would  be  to  send  the  cheap  catalogue 
to  the  dealer  and  the  limited  catalogue  of  the  higher  grade 
goods  to  the  architect. 


London's  Largest   Landlords 

Nine    Chief    Estates    Hold    Five 
Square    Miles    of    City    Territory 


LONDON. — (Special). — Strange  as  it  may  seem  in  this 
twentieth  century,  when  statistics  on  every  conceivable  sub- 
ject, from  the  mountains  and  rivers  of  the  moon  to  the  bacilli 
in  a  square  inch  of  Shoreditch,  are  as  open  to  all  our  sights 
as  the  lines  in  a  man's  hand,  there  is  no  reliable  or  official  in- 
formation available  on  the  subject  of  the  ownership  of  Lon- 
don. Even  the  authorities  at  Westminster  and  Spring  Gardens 
themselves  do  not  know;  it  is  useless  to  inquire  of  the  parish 
authorities;  they  are  as  ignorant  as  the  rest.  Attempts  have 
been  made  in  the  past  to  compel  the  owners  of  land  to  make 
a  return,  but  the  attempts  have  failed.  So  that  the  only 
method  of  arriving  at  an  estimate  of  the  magnitude  of  each 
property,  and  ascertaining  its  boundaries,  is  to  follow  by-paths, 
to  make  local  inquiries,  to  collate  old  maps.  For  you  must 
not  hope  to  receive  any  assistance  whatever  from  the  owners 
themselves  or  their  agents  and  surveyors;  with  them  the  old 
feudal  principle  of  secrecy  is  maintained  to  the  letter.  It  Is 
irritating,  but  perhaps  we  may  after  all  be  able  to  dispense 
with   their  co-operation. 

Let  us,  then,  begin  with  the  Duke  of  Westminster's  prop- 
erty and  its  precise  boundaries,  not  because  this  estate  is  the 
oldest — that  distinction  belongs  to  the  Bedford  property — but 
because  it  is  the  largest.  It  was  acquired  by  the  marriage 
in  1676  of  Sir  Tliomas  Grosvenor  with  Mary  Davis,  the  only 
child  of  Alexander  Davis,  of  Ebury  Manor.  Now,  Ebury 
Manor,  leaving  out  of  consideration  the  public  paries,  was, 
roughly  speaking,  just  what  the  Grosvenor  estate  is  to-day. 
Nobody,  not  even  the  holders  of  such  estates,  had  any  thought 
in  those  days  of  the  immense  value  land  on  the  outskirts  of 
London  would  eventually  attain. 

It  was  then  open  country;  indeed,  only  a  century  ago  snipe 
were  shot  in  the  neighborhood  of  Belgrave  sq.  Any  old  map 
will  show  you  the  boundary  of  the  old  Grosvenor  estate,  which 
to-day  is  situated  in  the  parishes  of  St.  George,  Hanover 
Square  and   St.   John,   Westminster. 

The  northern  portion  is  bounded  by  Oxford  st,  the  western 
by  Park  lane.  On  the  east  the  line  passes  close  to  South 
Molton  st,  down  Davies  st,  traverses  a  portion  of  Berkeley  sq, 
takes  in  both  sides  of  Mount  st,  and  so  back  to  Park  lane.  The 
southern  section  starts  at  St.  George's  Hospital,  passes  down 
the  centre  of  Grosvenor  pi  to  Buckingham  Palace  road;  thence 
down  Vauxhall  Bridge  road  to  the  Thames,  and  eastward  to 
the  Grosvenor  Canal.  On  the  west  it  reaches  nearly  to  Sloane 
sq,  and  so  on  northwards  almost  to  Knightsbridge  road.  In 
addition  to  these  two  parcels  of  land,  covering  altogether  nearly 
340  acres,  there  is  another — ^the  tidy  little  Milbank  estate,  near 
the  houses  of  Parliament,  an  oblong  patch  between  Horseferry 
road  and  the  Tate  Gallery.  Here  was  formerly  Peterborough 
House,  the  town  seat  of  the  Mordaunts,  Earia  of  Peterborough, 
it  eventually  passing  to  the  Grosvenors.  Altogether  we  have 
nearly  400  acres  on  the  map,  a  very  handsome  slice  indeed  out 
of  the  metropolis,  two-thirds  the  area  of  the  city  of  London 
proper. 

The  Cadogan  estate  in  Chelsea,  originally  the  manor  and 
embracing"  some  400  acres,  is  to-day  by  no  means  so  large, 
being  only  about  half  the  size  of  the  Westminster  property.  It 
is  situated  in  a  district  bearing  many  reminders  of  its  owners 
in  the  names  of  streets  and  squares,  such  as  Hans  pi,  Cadogan 
sq,  Pont  st  and  Sloane  st.  The  estate  came  into  the  family 
tlirough  General  Cadogan,  an  officer  of  the  Horse  Guards  in 
Queen  Anne's  time.  He  had  married  the  daughter  and  heiress 
of  Sir  Hans  Sloane,  who  had  previously  (in  1712)  acquired  the 
manor   of   Chelsea   from   the   Cheyne   family. 

From  the  Cadogan  we  pass  to  the  estate  of  Viscount  Port- 
man,  which  covers  270  acres.  It  lies  north  of  Oxford  st,  be- 
tween Edgware  road  and  High  st,  Marylebone,  its  northern 
limits  being  even  beyond  the  Regent's  Canal.  It  takes  in  Port- 
man,  Manchester,  Bryanston  and  Montagu  sq.  Baker  st  and 
Lisson  Grove.  On  this  site  was,  in  the  sixteenth  century,  a 
farm  which  the  Lord  Prior  of  the  Knights  of  St.  John  of 
Jerusalem  granted  for  fifty  years  to  John  Blennerhasset  and 
his  wife.  At  their  death,  in  1532,  Chief  Justice  Portman  ac- 
quired the  reversion  of  their  house  and  finally  the  fee-simple 
of   the   farm   from   Queen   Mary. 

East  of  the  Portman  estate  is  Lord  Howard  de  Walden's 
vast  property,  popularly  known  as  the  Portland  estate.  Its 
southern  boundary  is  Oxford  st,  between  Marylebone  lane  and 
Wells   st,    taking    in    Wigmore    st,    running    north    to    Regent's 


Park,  excluding  the  top  of  Portland  pi,  and  east  as  far  as 
Cleveland  st.  But  this  is  not  all.  There  is  Portland  Town,  a 
fine  estate  to  the  north  of  Regent's  Park,  between  Wellington  . 
road  and  Primrose  Hill,  and  northward  to  St.  John's  Wood 
Terrace,  and  another  parcel  to  the  west  of  Lord's  Cricket 
Ground,  which  Lord  Howard  de  Walden  recently  acquired  for 
the  surfi  of  (54,000  pounds.  Altogether  we  have  here  about 
200  acres  in  the  possession  of  a  young  man  of  five  and  twenty, 
who  inherited  it  from  the  daughter  of  the  fourth  duke  of 
Portland. 

The  estate  of  the  Eyre  family  adjoins  Lord  Howard  de 
Walden's  and  Lord  Portman's  on  the  north,  running  as  far  as 
Swiss  Cottage,  and  embracing  a  great  part  of  St.  John's  Wood. 
The  lord  of  the  manor  and  owner  of  Hampstead  is  Sir  Spencer 
Maryon-Wilson,  whose  seat  of  Fitzjohns  we  find  commemo- 
rated in  Fitzjohns  av.  Claim  was  formerly  made  by  the 
owner  of  this  vast  property,  Hampstead  Heath  itself,  so  that, 
in  1870,  it  had  to  be  purchased  for  the  unrestricted  use  of  the 
public  by  the  old  Board  of  Works.  But  all  the  contiguous  part 
of  this  great  and  growing  district  is  in  the  hands  of  this  for- 
tunate baronet,  and  has  to  pay  tribute  to  him  as  ground  land- 
lord. Coming  back  southward,  we  strike  into  the  nortliern 
portion  of  the  domain  of  Lord  Southampton,  in  the  neighbor- 
hood of  Chalk  Farm,  and  so  on  to  Camden  Town  and  Kentish 
Town,  the  property  of  the  Pratt  family,  amounting  to  200 
acres. 

A  far  more  valuable  and  important  estate,  so  far  as  London 
and  Londoners  are  concerned,  than  any  of  these  last  mentioned 
is  that  owned  by  the  Duke  of  Bedford,  as  head  of  the  Russell 
family.  It  was  formerly  only  220  acres,  but  there  have  been 
recent  important  purchases  from  the  Crown,  of  which  Parlia- 
ment and  the  public  seem  to  have  been  kept  in  ignorance.  The 
Bedford  property  comprises  three  distinct  parcels  of  land.  The 
first  is  in  St.  Pancras  parish,  north  of  Euston  Station,  east  of 
Hampstead  road  and  south  of  Crowndale  road,  and  including 
Harrington  sq,  Ampthili  sq  and  Oakley  sq.  The  second  por- 
tion Is  that  upon  which  the  British  Museum  and  Russel  sq 
stand,  stretching  as  far  north  as  Endsleigh  Gardens  to  below 
New  Oxford  st  on  the  south — between  Tottenham  Court  road 
and  Southampton  row.  The  third  division,  although  the  small- 
est,' is  not  the  least  important,  as  it  includes  Covent  Garden 
and  neighborhood,  including  Southampton  st  and  the  offices 
of  the  Strand  Magazine.  As  will  be  seen,  there  are  a  great 
many  theatres  also  on  the  Duke  of  Bedford's  estate,  in  each 
of  which  he  stipulates  for  the  reservation  of  a  special  ducal 
box. 

East  of  the  Bedford  property  is  that  owned  by  Lord  North- 
ampton, situated  in  the  parish  of  St.  James,  Clerkenweil  and 
St.  Mary,  Islington — roughly  speaking,  about  200  acres,  ex- 
clusive of  the  manor  of  Canonbury,  which  came  into  the 
Compton  family  by  the  marriage  of  the  heiress  of  Sir  John 
Spenser,  who  died  in  1009,  with  an  ancestor  of  Lord  North- 
ampton. Eastward  several  hundred  acres  are  in  possession 
of  Lord  Amherst,  who  is  the  landowner  of  Hackney.  The 
Tysens,  a  Dutch  family,  settled  at  Hackney,  and  purchased 
the  manor  two  centuries  ago.  Afterwards  the  property  passed 
to  the  Kentisli  family  of  Daniel,  who  assumed  the  surname 
and  arms  of  Tyssen,  with  the 'additional  name  of  Amherst. 
De  Beauvoir  Town  to  the  north  of  Hoxton  is  part  of  the 
Amherst  estate. 

To  the  south  of  the  Thames  a  great  landowner  is  Lord 
Llangattock,  otherwise  Rolls,  of  the  Hendre.  This  property 
lies  in  Berniondesey,  in  Southwark,  in  Camberwell  and  New- 
ington,  and  includes  the  Old  Kent  road.  Rotherhithe  is  in  the 
possession  of  the  heirs  of  the  late  Sir  W.  Gomme. 

The  last  illustration  of  this  kind  that  we  give  shows  the 
extent  and  vicinity  of  the  estate  vested  in  the  Bishop  of  Lon- 
don, which  approximates  in  area  the  estate  of  Lord  Southamp- 
ton, although  far  less  in  extent  than  that  of  Lord  Amherst. 

On  the  whole,  then,  we  see  the  nine  leading  London  land- 
lords— the  nine  chief  estate  owners  of  the  metropolis,  apart 
from  the  Crown  and  the  city  companies — hold  between  them 
not  less  than  five  square  miles  of  territory.  The  vast  and  ever- 
increasing  value  of  land  in  London  makes  the  possession  of  so 
much  property  in  the  hands  of  a  small  group  of  peers  an 
event,  in  our  days,  of  extraordinary  significance.  It  must  l>e 
remembered  that  sites  for  building,  in  certain  of  the  more 
populous  districts,  have  realized  as  much  as  fifty  pounds  per 
square  foot! 


No  Bids  Before  1907. 

From  present  appearances  it  will  be  1907  before  bids  are 
opened  for  the  construction  work  of  the  Bronx  Valley  sewer, 
which  is  to  run  from  White  Plains  through  the  towns  of  Green- 
burgh,  Eastchester  and  Scarsdale  past  Mt.  Vernon  and  Yonkera 
and  across  the  southern  boundary  line  of  the  city  in  an  outlet 
to  the  Hudson,  near  Ludlow.  The  long  engineering  work  Js 
now  about  ended.  There  were  25  miles  of  territory  in  the  as- 
sessment district  to  be  surveyed,  and  the  maps  are  now  about 
ready  to  be  presented  to  the  commission.  After  this  has  been 
done  and  after  the  commission  generally  approves  the  maps, 
public  hearings  must  be  given  so  that  those  people  included  in 
the  assessment  district  may  enter  any  objections  they  may  have. 
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When  Ihe  plans  have  been  finally  approved  by  the  State 
authorities,  the  commission,  through  its  counsel,  will  then 
apply  to  the  Supreme  Court  for  the  appointment  of  commis- 
sioners to  estimate  the  cost  of  land  condemned  for  sewer  uses. 
Once  those  commissioners  have  been  appointed  the  sewer  com- 
mission then  comes  into  possession  of  the  land  and  can  pro- 
ceed to  advertise  for  bids  and  open  contracts. 


Rapid  Transit  Needs  of  the   Bronx. 

A  largely  attended  meeting  in  favor  of  better  rapid  transit 
in  the  Bronx  was  held  on  Wednesday  night  in  the  Morris 
Building,  at  149th  st  and  3d  av,  under  the  auspices  of  the 
Joint  Transit  Committee  of  the  Civic  Associations  of  tlie  bor- 
ough. Addresses  were  made  by  J.  Homer  Hildreth.  who  was 
called  to  the  chair;  Captain  Baxter,  State  Railroad  Commis- 
sioner F.  M.  Baker,  Mr.  Barnes,  the  electrical  expert  of  the 
State  Railroad  Commission.  Julius  H.  Hass,  F.  W.  HoUen- 
roth,  J.  B.  Fowci-s  and  others.  The  plan  of  the  committee 
covers   the    following    transit    additions    and    improvements: 

1.  Building  of  the  so-called  .  "McLaughlin  loop"  from  the 
subway  at  the  corner  of  Brook  and  Westchester  avs,  thence 
on   elevated   structure   throu.^h    Brook   av.    to   its   junction   at   3d 


Views  in  the  Hotel  Belmont. 
Entering  from  42d  street,  we  are  at  once  in  a  spacious  two- 
story  lobby,  with  an  interior  staircase,  the  second  story  form- 
ing galleries  around  three  sides  and  affording  excellent  loung- 
ing space  amply  provided  with  comfortable  chairs  from  which 
patrons  can  see  down  onto  the  lobby  floor  and  still  be  out  of 
the  bustle  of  the  moving  crowd,  a  very  admirable  piece  of  hotel 
planning.  The  decorative  treatment  of  the  ceiling  and  wall 
surfaces  calls  for  less  enthusiastic  praise.  The  piers,  ceiling 
and  ceiling  beams  are  treated  in  artificial  Caen-stone  with  the 
joints  marked  oft  in  white.  Supporting  the  beams  and  on  each 
side  of  the  piers  which  look  quite  able  to  support  their  loads, 
there  have  been  placed  ponderous  Atlas-like  figures  executed 
in  white  staff.  Aesthetically  one  can  find  no  excuse  for  them, 
nor  do  they  give  any  particular  character  to  the  room.  Even 
as  architectural  ornaments  they  fail  to  hang  together,  spring- 
ing as  they  do  from  little  trivial  pilasters,  the  intersection  of 
which  with  the  figures  iias  been  but  awkwardly  concealed. 
Passing  through  the  lobby  and  through  the  corridor  on  the 
Park  avenue  side,  one  emerges  into  the  other  entrance  hall, 
which  contains  a  pretentious  and  ample  staircase  running  to 
the  third  story,  and  the  elevators,  which  run  all  the  way  up. 
The   floor,    walls   and   supports   are   treated   in   red   marble   and 
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av  and  IfiOth  st.  Thus  all  passengers  coming  up  or  riding 
downtown  will  be  enabled  to  ride  via  subway  and  elevated 
to  and  from  Tremont,  Fordham  and  Bedford  Park,  without 
changing  cars. 

2.  Extend  the  spur  of  the  elevated  structure  as  originally 
built  and  now  ending  near  the  junction  of  Willis  av  and  145th 
st,  through  Willis  av  to  Bergen  av,  to  Westchester  av,  there 
to  intersect  with  existing  elevated  system.  This  will  afford 
trackage  to  run  some  of  the  2d  and  3d  av  ttalns  direct  to  West 
Farms  without  change. 

3.  All  island  stations  from  133d  st  to  Bedford  Park  stations 
should  be  removed,  and  third  track  put  all  the  way  through 
between  said  points. 

4.  Establish  express  service  during  the  entire  day  on  all 
these  intersecting  roads  or  lines. 

5.  Institute  express  service  trains  all  day  from  West  Farms 
to  City  Hall  via  subway.  In  this  connection  it  must  be 
distinctly  understood  that  the  traveling  public  in  the  Bronx 
expect  that  on  the  adoption  of  the  additions  and  improvements 
recommended  herein,  the  aforesaid  spurs  and  third  track  will 
be  used  for  running  express  and  regular  trains,  and  at  no  time 
for  the  storage  of  cars. 

The  plan  when  worked  out  will  render  transfers  at 
149th  st  and  3d  av  unnecessary,  and  end  the  disgraceful  con- 
gestion at  that  point. 

The  civic  associations  of  the  Bronx,  as  represented  by  the 
committee,  are  pledged,  regardless  of  political  affiliations,  as 
taxpayers  and  home  seekers,  to  secure  the  results  sought,  and 
will  co-operate  through  their  accredited  representatives  to  ob- 
tain proper  consents  and  grants  for  the  use  of  streets  and  tracks 
as  recommended  herein. 


produce  an  effect  so  different  from  the  entrance  lobby  we  have 
just  left  that  we  can  scarcely  believe  we  are  still  in  the  same 
building.  The  view  beyond  shows  the  end  of  the  dining  room 
which,  like  the  entrance  lobby,  has  balconies  on  three  sides, 
but  instead  of  sculpture,  the  entire  surface  is  elaborately  fres- 
coed, pale  blue  and  green  being  the  predominating  colors.  The 
effect  is  rather  cold  and  uninviting,  though  perhaps,  it  may  at- 
tract in  summer.  The  brilliant  chandelier  of  cut  glass  in  the 
centre  forms  the  most  attractive  spot  of  decoration  in  a  rather 
expressionless  interior,  but  unfortunately  that  was  draped  when 
the  photograph  shown  herewith  was  taken.  The  floor  is  richly 
carpeted  and  the  furniture  and  curtains  are  simple  and  appro- 
priate in  design  and  color.  We  retrace  our  steps  into  the  en- 
trance hall  and  go  up  to  the  second  floor  to  the  banquet  room 
which,  unlike  the  rooms  we  have  thus  far  noted.  i=  small  for 
such  a  large  hotel;  it  has  a  ceiling  of  plain  gold,  and  mirrors 
on  all  sides,  somewhat  counteracting  its  smallness.  Red  is  the 
predominating  color  in  the  furniture  and  draperies,  which  here 
as  elsewhere,  are  simple  and  appropriate. 


Hearing  on  Route  No.  9. 

Official  notice  is  given  that  the  commission  appointed  by  the 
Supreme  Court  to  pass  upon  the  necessity  for  route  No.  9  of 
the  projected  subway  system  will  hear  intferested  property 
owners  at  the  offices  of  Boardman,  Piatt  &.  Soley,  on  Aug.  8. 
As  proposed  the  route  is  briefly  as  follows: 

Broadway  (Brooklyn)  from  its  intersection  with  Fulton  st 
and  Jamaica  av  to  Williamsburgh  Bridge  approach,  running 
thence  over  the  said  approach  and  bridge  and  connecting  with 
a  route  in  the  Borough  of  Manhattan;  Cranberry,  Pineapple  and 
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Montague  sts,  each  connecting  by  a  tunnel  under  the  East  River 
with  a  route  in  Manhattan;  Fulton  st  from  Cranberry  st  to 
Brooklyn  Borough  Hall,  connecting  with  the  present  subway; 
Wllloughby  st  to  Flatbush  av  extended;  Flatbush  av  from 
Willoughby  at  to  Fulton  st;  Fulton  st  from  Flatbush  av  to 
Lafayette  av;  Lafayette  av  from  Flatbush  av  to  Stuyvesant 
av;  Bedford  av  from  the  Eastern  Parkway  to  Wllllamsburgh 
Bridge  approach;  Gates  av  from  Bedford  av  to  Broadway. 


Bronx  Improvements. 

Petitions  for  the  following  indicated  improvements  are  now 
pending  before  local  boards  in  the  Bronx: 

311.  Regulating  and  grading,  setting  curbstones  and  flagging 
sidewalks  a  space  4  ft.  wide,  laying  crosswalks,  building  ap- 
proaches and  erecting  fences  where  necessary  in  Tremont  av 
(177th  st),  from  the  eastern  end  of  the  proceeding  now  pending 
on  that  avenue  at  the  Eastern  Boulevard  to  Fort  Schuyler  road. 

312.  Constructing  temporary  sewers  and  appurtenances  in 
White  Plains  road  (west  side),  between  East  208th  st  (Eliza- 
beth st)   and  Bast  20.5th  st   (King  st). 

313.  Regulating  and  grading,  setting  curbstones  and  flagging 
sidewalks  a  space  -4  ft.  wide,  laying  crosswalks,  building  ap- 
proaches and  erecting  fences  where  necessary  in  South  Oak 
drive,  between  Cruger  av  and  Bronxwood  av  and  North  Oak 
drive,  between  Cruger  av  and  South  Oak  drive,  and  north 
Chestnut  drive,  from  Barnes  av  to  Bronxwood  av. 

314.  Regulating  and  grading,  setting  curbstones  and  flagging 
sidewalks,  a  space   4  ft.    wide,  laying   crosswalks,   building   ap- 


av  (Gun  Hill  road),  from  White  Fla;ins  road  to  Baychester  av, 
at  or  near  Pelham.Bay  Park. 

323.  Regulating  and  grading,  setting  curbstones,  flagging 
sidewalks  a  space  4  ft.  wide,  laying  crosswalks,  building  ap- 
proaches and  erecting  fences  where  necessary  in  Railroad  av, 
between-  Unionport  road  and  Glebe  av. 

94.  Acquiring  title  to  the  lands  necessary  for  Ten  Broeck  av, 
from  Pelham  Parkway  South  to  Pierce  av. 

62.  Acquiring  title  to  Unionport  road,  from  White  Plains  road 
to  the  New  York,   Westchester  and  Boston  Railway. 

All  these  matters  are  awaiting  reports  from  the  chief  en- 
gineer. 


Municipal  Bonds  Less  Desirable. 

In  connection  with  the  sale  of  city  bonds  this  week  bankers 
gave  an  exposition  of  the  mortgage  money  situation  peculiarly 
enlightening  to  real  estate  and  building  interests,  so  far  as  it 
has  a  bearing  on  building  loans  and  permanent  mortgages, 
though  spoken  in  reference  particularly  to  city  bonds.  Con- 
troller Metz  was  able  to  dispose  of  but  $11,029,000  of  the 
.?13,r>00,000  of  city  bond.^  advertised  for  sale,  and  at  an  average 
of  only  100.97.  President  Rhodes,  of  the  Greenwich  Savings 
Bank,   summarized   his  impression   of  the  situation   in   this  way: 

"In  my  judgment  the  low  price  obtained  for  New  York  City 
bonds  in  the  sale  held  yesterday  rises  from  the  following  causes: 

"In  the  first  place,  business  activities  of  the  country  have 
been   so   great   and  speculation   has  been   so   rampant   as   to  pro- 
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proaches  and  erecting  fences  where  necessary  in   Rosewood   av 
(Locust  av),   between  White  Plains   road  and  Cruger  av, 

316.  Acquiring  title  to  Eastchester  road,  from  East  225th 
st  to  Williamsbridge  road,  and  East  225th  st,  from  Bronx 
Boulevard  to  Eastchester  road,  to  be  acquired  in  one  proceed- 
ing, as  these  streets  form  one  continuous  highway  or  boule- 
vard. 

317.  Acquiring  title  to  Sedden  st,  from  MacClay  av  to  West 
Farms  road. 

318.  Acquiring  title  to  Buck  st.  from  Zerega  av  to  Seddon  st. 

319.  Acquiring  title  to  the  widening  and  extension  of  Becker 
av  (or  241st  st),  from  the  White  Plains  road  or  boulevard  to 
the  centre  line  of  the  Bronx  River,  Wakefield,  Borough  of  the 
Bronx,  New  York  City. 

320.  Regulating  and  grading,  setting  curbstones  and  flagging 
sidewalks  a  space  4  ft.  wide,  laying  crosswalks,  building  ap- 
proaches and  necessary  drains  and  appurtenances  in  West 
Farms  road,  from  the  Bronx  River  to  the  easterly  side  of  Mor- 
ris Park  av,  and  paving  the  roadway  thereof  with  granite 
blocks  on  a  sand  foundation. 

321.  Paving  with  granite  blocks  on  sand  foundation  Devoe 
av,  between  West  Farms  road  and  East  180th  st,  and  setting 
curb  where  necessary. 

.322.  Regulating  and  grading,  setting  curbstones  and  flagging 
sidewalks  a  space  4  ft.  wide,  laying  crosswalks,  building  ap- 
proaches and  erecting  fences  where  necessary  in  Westchester 
av,  from  Main  st  (West  Farms  road)  to  Eastern  Boulevard 
at  Pelham  Bay  Parli. 

294.  Regulating  and  grading,  setting  curbstones  and  flagging 
sidewalks  a  space  4  ft.  wide,  laying  crosswalks,  building  ap- 
proaches and  erecting  fences  where  necessary  in  Briggs  av, 
from   Bronx   River   to   Pelham   Bay   Park.      Amended    to   Briggs 


duce  a  condition  of  strained  credit,  that  is  to  say,  with  all  the 
increase  in  currency  we  have  had,  there  is  not  enough  money 
to  meet  the  demands  which  come  from  every  direction  and 
which  are  now  especially  heavy  in  connection  with  real  estate 
speculation. 

"So  far  as  the  savings  banks  are  concerned  they  are  very 
large  holders  of  city  bonds,  and  the  larger  banks  as  a  rule 
are  now  carrying  as  large  an  amount  of  these  bonds  as  they 
deem  proper.  The  decided  demand  for  bonds  of  this  class  has, 
for  the  time  being,  lessened  materially,  owing  to  the  employ- 
ment of  money  more  profitably  in  other  directions.  It  is  to  be 
regretted,  however,  that  in  view  of  the  large  debt  of  this  city, 
constantly  increasing,  with  greater  demand  for  improvements 
of  all  kinds,  more  effort  had  not  been  made  to  keep  the  credit 
of  the  city  up  to  the  highest  standpoint." 

Other  bankers  say  that  not  for  "ten  years  has  the  general 
bond  market  been  so  overloaded.  For  this  circumstance  there 
are  three  excuses — that  the  resources  of  life  insurance  com- 
panies have  been  diminished,  that  the  fire  insurance  companies 
liave  been  compelled  to  pour  out  into  trade  nearly  half 
their  accumulated  surpluses,  and  that  more  money  is  needed, 
because  of  prevailing  high  prices  for  staples,  to  carry  on  almost 
any  given  enterprise." 

It  is  also  pointed  out  that  under  the  new  mortgage  law, 
municipal  bonds,  not  only  of  New  York  City,  but  of  any  city, 
are  less  desirable  than  tax-exempt  real  estate  mortgage  se- 
curities in  this  State,  and  gradually  but  surely  capital  is  turn- 
ing that  way,  and  this  week's  city  bond  transaction  is  only  a 
forerunner  of  what  is  to  follow,  as  lending  institutions  are 
certain  to  prefer  five  and  six  per  cent,  loans  to  four  per  cent. 
or  less.  In  fact,  the  results  of  the  city  bond  sale  are  not 
alarming    but  highly  significant  to  real  estate  interests. 
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Building  Operations. 


Geo.  B.  Post  &  Sons  to  Plan  $5,000,000  Capitol  Building. 

Plans  submitted  by  the  architectural  firm  ot  George  B.  Post 
&  Sons,  No.  33  East  17th  st,  this  city,  have  been  selected  by 
the  State  commission  for  the  new  State  Capitol  building  to  be 
erected  at  Madison,  Wisconsin,  and  estimated  to  cost  $5,000,000. 


Brooklyn's  Central  Library  Plans. 

PROSPECT  PARK. — Raymond  P.  Almirall,  51  Chambers  st, 
Manhattan,  has  been  selected  to  prepare  plans  and  specifica- 
tions tor  the  new  Central  Library  building  to  be  erected  on  the 
Prospect  Park  Plaza,  Brooklyn,  at  a  cost  ystimatefl  at  $2,000,- 
000.     Bird  S.  Coler  is  Borough  President. 


Parish  House  and  School  for  121st  St. 

:  121ST  ST. — On  the  north  side  of  121st  st,  near  Broadway, 
the  Church  of  Corpus  Christi,  Rev.  John  H.  Dooley,  pastor, 
will  build  a  3-sty  brick  and  stone  parish  house  and  school 
building  on  a  plot  OoxOO  ft.  P.  A.  de  Meuron,  architect,  S7 
Main  st,  Tonkers,  N.  Y.,  is  now  taking  estimates  on  separate 
contracts. 


The  Travers'  Island  Clubhouse  Plans. 

The  New  York  Athletic  Club,  58  West  59th  st,  is  to  erect  a 
handsome  new  clubhouse  on  Travers'  Island.  This  was  decid- 
ed upon  at  a  meeting  held  on  Monday  evening.  The  cost  is 
not  to  exceed  $125,000,  and  it  is  to  be  ready  for  occupancy  by 
next  spring.  The  secretary  has  informed  the  Record  and  Guide 
that  so  far  no  plans  have  been  accepted  or  architect  commis- 
sioned. 


Ancient  Order  of  Hibernians  Clubhouse  Plans. 

5TH  AV— Architect  H.  Van  Buren  Magonigle,  7  West  3Sth 
st,  is  now  ready  to  receive  estimates  oh  the  general  contract 
for  the  5-sty  fireproof,  brick,  stone  and  terra  cotta  clubhouse, 
101x85  ft,  which  the  Ancient  Order  of  Hibernians  is  to  build 
on  the  northeast  corner  of  5th  av  and  116th  st.  Patrick  J.  Mc- 
Nulty,  514  Lexington  av,  is  the  head.  Bids  will  be  taken  up  to 
12  o'clock,  August  6.     (See  issue  of  September  30,  1905.) 

Post  &  McCord  Get  Steel  Contract  for  Martin  Building. 

GTH  AV,  34TH  ST— General  Contractor  Charles  T.  Wills, 
ioG  5th  av,  has  just  awarded  to  Messrs.  Post  &  McCord,  of 
44  West  23d  st,  the  structural  steel  contract  for  the  new  16-sty 
store  and  office  building  which  W.  R.  H.  Martin,  owner  of  the 
"Hotel  Martinque,"  and  of  Rogers,  Peet  &  Co.,  is  erecting  on 
the  old  Tabernacle  site  at  the  northeast  corner  of  6th  av  and 
34th  st,  98.9  ft  on  6th  av,  150  ft  on  34th  st,  and  three  abutting 
plots  on  the  south  side  of  35th  st,  of  53  ft.  The  enlarged  plans 
for  this  work  will  bring  the  total  steel  up  to  about  4.500  tons. 
No  other  sub-contracts  have  been  let  up  to  this  time.  Town- 
send,  Steinel  &  Haskell,  29-33  East  19th  st,  are  the  architects. 


Estimates  Wanted  from  New  York  Contractors. 

Estimates  will  be  received  by  the  library  committee  of  the 
village  of  White  Plains,  N.  Y.,  until  8  P.  M.,  on  Wednesday, 
Aug.  8,  for  furnishing  all  labor  and  materials  necessary  to 
build  and  complete  the  Public  Library  of  White  Plains  On 
the  northwest  corner  of  Grand  and  Quaroppas  sts,  that  city. 
The  time  for  the  completion  of  the  work  and  the  full  perform- 
ance of  the  contract  is  two  hundred  working  days.  The  amount 
of  security  required  is  $15,000.  Plans,  specifications  and  all 
information  may  be  obtained  at  the  offices  of  the  architects, 
Messrs.  Whitfield  &  King,  No.  IGO  5th  av,'  New  York.  John  J. 
Brown  is  chairman  of  building  committee,  Public  Library  of 
White  Plains. 


To    Build    New   Assay    Office. 

WALL  ST. — Plans  are  now  in  preparation  for  the  erection 
of  a  new  Assay  Office,  on  the  present  site  of  the  old  structure. 
No.  30  Wall  St.  It  is  probable  that  a  comparatively  low  build- 
ing will  be  put  up,  as  an  administration  building,  with  a  taller 
building  in  the  rear  for  the  transaction  of  necessary  assay 
work.  The  purpose  will  be  to  make  the  design  conform  with 
the  architecture  of  the  new  Custom  House,  in  lower  Broad- 
way. Assistant  Secretary  of  the  Treasury  Edwards  and  the 
Supervising  Architect  of  the  U.  S.  Treasury,  James  Knox  Tay- 
lor, have  been  making  examinations  of  the  old  building,  and 
have  recommended  the  renting  of  temporary  quarters  and  the 
rebuilding  at  once.     No  building  contracts  have  yet  been  made. 
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Apartments,  Flats  and  Tenements. 

AV  A— Julius  Tishman,  13  West  88th  st,  will  build  on  the 
northwest  corner  of  Av  A  and  8th  st,  two  6-sty  50x72.5  flats, 
to   cost  $97,000.     E.  A.   Meyers,   1  Union  sq,   is  planning. 

07TH  ST— Geo.  Fred  Pelham,  503  5th  av,  is  planning  for  two 
G-sty  flats,  45x87.5  ft,  for  Rockmore  &  Kramer,  35  Nassau  st, 
on  the  south  side  of  67th  st,  100  ft  east  ot  3d  av,  to  cost  $92,000. 

7TH  ST— Frank  Straub,  10  East  14th  st,  is  preparing  plana 
for  a  5-sty  and  basement  flat,  25x79  ft.,  for  Sam  Salvinsky,  195 
Allen  st,  to  be  erected  at  53  7th  st.  All  improvements;  cost,  $25,- 
000. 

98TH  ST— Geo.  Fred  Pelham,  503  5th  av,  is  preparing  plans 
for  a  G-sty  34-tamily  flat,  50x87.11   ft,   for  Chas.   I.   Weinstein, 

81  East  109th  st,   to  be  erected  at  37-41  West  98th   st,  to  cost 
$55,000. 

121ST  ST— B.  V/.  Levitan,  20  West  31st  at,  is  making  plans 
for  a  6-sty  22-family  flat,  100.11x75,  for  Harris  &  Siegal,  CO 
Liberty  st,  on  the  southwest  corner  of  121st  st  and  Lenox  av, 
to  cost  $150,000. 

24TH  ST— Pasquale  Lauria,  244  Mott  st,  will  build  on  the 
south  side  of  24th  st.  225  ft  west  of  1st  av,  a  6-sty  39-famiIy 
flat,  50x85.9.  to  cost  $50,000.  Chas.  M.  Straub,  122  Bowery,  is 
preparing  plans. 

GGTH  ST — Rockmore  &  Kramer,  35  Nassau  st,  will  build  on 
the  north  side  of  66th  st,  100  ft  east  of  3d  av,  two  C-sty  38- 
family  flats,  45x87.5  ft,  to  cost  $92,000.  Geo.  Pred  Pelham,  503 
5th  av,  is  planning. 

IIITH  ST — E.  A.  Meyers,  1  Union  sq,  is  preparing  plans  for 
two   C-sty   29-tamily   flats,    50x87.11    ft,    for    Morris    S.    Rochmil, 

82  Rutgers  st,  on  the  south  side  of  111th  st,  250  ft  west  of  7th 
av,   to  cost  $100,000. 

102D  ST — Nieberg  Bros.,  200  Broadway,  will  soon  build  on 
the  northwest  corner  ot  102d  st  and  Lexington  av,  three  G-sty 
37.Gx87.ll  ft  flats,  to  cost  $145,000.  B.  W.  Levitan,  20  West 
31st  st,  is  architect. 

WASHINGTON  AV— Two  5-sty  flats,  53.9  5-8x112  ft,  will 
be  erected  on  the  west  side  of  Washington  av,  242  ft  north  of 
178rh  st,  Bronx,  from  plans  by  Harry  T.  Howell,  to  cost  $100,- 
000.     Isidore  Robinson,  1989  Washington  av,  owner. 

COLLEGE  AV— Harry  T.  Howell,  3d  av  and  149th  st,  is 
planning  for  one  5-sty  apartment  house,  44x98  ft,  all  improve- 
ments, to  be  situated  on  the  east  side  of  College  av,  117.3  ft 
south  of  lC4th  st,  Bronx,  for  Messrs.  Noble  &  Gauss,  owners, 
of  City  Island.     Cost  $40,000. 

TREMONT  AV— Harry  T.  Howell,  3d  av  and  140th  st,  has 
on  the  boards  plans  for  one  C-sty  elevator  apartment  house, 
122  ft  front  by  100  ft  deep,  on  the  southeast  corner  Tremont  av 
and  Crotona  Parkway,  Bronx,  for  Rose  and  Jerry  Altieri,  own- 
ers,  1573   Pulton   av,   all   improvements;    cost  $160,000. 


Dwellings. 

50TH  ST — Hoppin,  Koen  &  Huntington,  244  5th  av,  are  tak- 
ing figures  on  extensive  alterations  to  the  high-class  residence 
28  West  50th  st. 

Welch,  Smith  &  Provot,  11  East  42d  st,  Manhattan,  are 
taking  figures  on  a  residence  for  D.  E.  Seydell,  to  be  erected 
at  Port  Chester,  N.  Y. 

Walker  &  Gillette,  No.  131  West  40th  st,  Manhattan,  are 
taking  figures  on  a  high  class  country  residence  for  Wiilinn! 
Woodward,   to  be  erected  at  Mount  Kisco,   N.  Y. 

FREEMAN  ST— Harry  T.  Howells,  3d  ave  and  149th  st,  has 
on  the  boards  plans  for  one  private  dwelling  for  Martha  Gra- 
ham, of  1337  Vyse  av,  21x58,  to  be  erected  on  the  south  side 
of  Freeman  st,  25  ft  west  of  Vyse  av,  to  cost  $7,500. 

Churches. 

76TH  ST — Work  on  the  alterations  and  decoration  of  St.  An- 
drew's Methodist  Church,  in  West  76th  st,  is  progressing  rap- 
idly. The  work  being  done  in  the  auditorium  will  make  St. 
Andrew's  notable  among  churches.  Messrs.  Cady  &  See,  6-8 
West   22d   st,   are   the   architects. 

5TH  AV — Plans  will  soon  be  ready  for  contractors  by  Arch- 
itects Cram.  Goodhue  &  Ferguson,  170  5th  av,  tor  new  St. 
Thomas's  Episcopal  Church,  to  be  erected  at  the  northwest 
corner  of  5th  av  and  53d  st.  It  has  been  necessary  to  make 
alterations  in  these  plans,  and  the  architects  are  now  at  work 
on  them.  No  contracts  have  yet  been  awarded.  The  Archi- 
tectural League  is  showing  in  its  room  in  the  Fine  Arts  Build- 
ing, 215  West  57th  st,  other  designs  submitted  in  the  competi- 
tion. The  drawings  shown  are  by  R.  W.  Gibson,  Parish  & 
Schroeder,  C.  C.  Haight,  Geo.  B.  Post  &  Sons,  and  Allen  &  Col- 
lins, of  Boston,  Mass. 
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HE  Highest  Standard  of 
Instruction  in  Real  Estate 


We  teach  by  mail  howlto  buy  and  sell  real  estate.    We  teach  all  the  phases 

of  the  real  estate  business  thoroughly  and  exhaustively:  and  our  lessons  will 

be  worth  hundreds  of  dollars  to  every  one  interested  in  real  estate. 

IT    IS    THE    IDEAL,    METHOD 

Write  for  Booklet  H,  which  will  tell  you  all  about  it 

U.  S«  Real  Estate  Corresponclence  Institute,  Hegeman  Bide.  200  B'way 


Hotels. 

Wm.    R.    H.    Martin's   hotel,    "The   Trowmart   Inn,"    in    Abing- 
don sq,  for  business  women,  will  be  ready  to  open  on  August  1. 


Mercantile. 

IITH  ST.— Louis  Korn,  .5th  av  and  34th  st,  is  talking  figures 
on  the  general  contract  for  the  1'2-sty  mercantile  building  to 
be  erected  at  110-11,8  West  14th  st,  for  Samuel  Weil,  19(i 
Franklin   St. 

MERCER  ST — W.  J.  Dilthey.  1  Union  sq,  is  still  takin.^  fig- 
ures on  the  general  contract  for  the  r2-sty  business  building, 
50:;1U0  ft.,  which  the  estate  of  Chas.  Broadway  Rouss,  549 
Broadway,  is  to  erect  at  123-125  Mercer  st.  (See  issue  of 
March  24,   lilOO.) 


Alterations. 

IIHTH  ST— B.  W.  Levitan,  20  West  31st  st,  is  making  plans 
for  alterations  to  27(5-278  West  115th  st,  for  L.  A.  Pincus,  cost 
about  .fS.OOU.     No  contract  let. 

SoTH  ST— Revillon  Frercs.  19  West  34th  st,  informs  the  Rec- 
ord and  Guide  that  no  plans  have  yet  been  made  or  achitect 
selected  for  the  improvements  he  will  make  to  the  two  build- 
ings 2()-28  West  .35th  .st.  He  has  leased  the  premises  for  a 
term  of  21  years,  at  a  yearly  rental  of  $20,000.  The  plot 
measures  40x99  ft,   and   adjoins   the  Revillon   Building. 

Miscellaneous. 

Gordon,  Tracy  &  Swartwout.  244  5lh  av,  are  architects  for  a 
large  warehouse  for  The  .Simmons  Warehouse  Co..  to  be  erected 
at  Av  N  and  4th  st,  Minneapolis,   Minn.,  to  cost  .$180,000. 

William  W.  Knowles,  1133  Broadway,  Manhattan,  is  prepar- 
ing plans  for  a  10-sty  steel  frame  office  building  to  be  erected 
for  the  Mississippi  Home  Insurance  Co.,  at  Vicksburg,   Miss. 

The  Public  Service  Corporation,  of  Newark,  N.  J.,  is  taking 
figures  on  buildings  to  be  erected  at  Front  and  Lombardy  sts, 
Newark,  from  plans  by  the  company's  engineer.  Brick,  steel, 
fireproof. 

The  Barber  Asphalt  Co.,  114  Liberty  st.  Manhattan,  is  taking 
bids  on  a  brick  and  steel  building  to  be  erected  at  Maurtcr,  N.  J.. 
(.i0x250  ft.  W.  D.  Sewall,  Land  Title  Building,  Philadelphia.  Pa., 
is  the  company's  engineer. 

IRVING  PL. — Plans  are  being  prepared  by  C.  B.  J.  Snyder, 
500  Park  av,  for  a  new  public  school  to  be  erected  in  Irving  pi. 
The  city  has  secured  a  plot  on  the  east  side  of  Irving  pi,  79  ft. 
south   of   17th   st,   4G.lxllG.lx   irregular. 

Preliminary  plans  submitted  by  Tubby  &  Peel,  SI  Fulton  st. 
Manhattan,  for  the  proposed  Fourth  Ward  School,  for  East 
Orange,  N.  J.,  have  been  approved  and  building  will  begin  as 
soon  as  permanent  plans  are  ready.     Cost,  $105,000. 


Contracts  Awarded. 

77TH  ST. — The  Jones  Construction  Co  ,  1  Unicn  ^jq,  has  re- 
ceived the  contract  for  alterations  to  .34  West  77th  st,  for  Hon. 
David  Leventritt,  on  premises,  fiom  plans  by  W.  C.  Rohden- 
burg,  1  Unicn  sq. 

The  E.  H.  Kluge  Weaving  Co.,  1207  Broadway,  Manhattan, 
has  awarded  the  general  contract  for  a  new  factory  building 
which  is  to  be  built  of  brick  and  steel,  at  West  New  York,  N.  J., 
to  John  W.  Ferguson,  of  Paterson,  N.  J. 

lOTH  AV— Isaac  Beers  &  Co.,  114  East  23d  st,  have  received 
the  contract  to  build  for  the  National  Biscuit  Co.,  at  10th  av, 
northeast  corner  15th  st,  a  1-sty  concrete  and  brick  vault  llOx 
15  ft  in  size.  A.  G.  Zimmerman,  '205  La  Salle  st,  Chicago,  111., 
Is  architect. 

The  New  York  Central  &  Hudson  R.  R.  Co.,  Park  av  and 
42d  st,  G.  W.  Kittredge,  chief  engineer,  has  awarded  to  Archi- 
bald Brady,  of  Syracuse,  N.  Y..  the  structural  steel  and  iron 
work  for  the  1-sty  frieght  house,  40x382  tt.,  to  be  erected  at 
the  Westchester  yards,  in  the  Bronx. 

59TH  ST — Isaac  S.  Rossell,  1  Madison  av,  has  received  the 
masonry,  and  O.  T.  Mackey  &  Co.,  1  Madison  av,  the  carpen- 
ter -work,  for  extensive  improvements  to  the  Administration 
Building,  south  side  of  59th  st,  3.50  tt.  east  of  10th  av,  for 
Roosevelt   Hospital.     W.    Wheeler    Smith,   7   Wall    st.,    architect. 

PARK  AV — Eidlitz  &  Son,  4.S9  5th  av,  has  obtained  the  ma- 
sonry, and  Sloane  &  MoUer,  310  East  Uoth  st,  the  carpenter 
contract,  for  Instaliing  new  oven  and  bakery,  with  steel  col- 
umns and  beams,  in  the  Hotel  Belmont,  northwest  corner  of 
Park  av  and  42d  st.  Warren  &  Wetmore,  3  East  33d  st,  archi- 
tects. 

WEST  %T. — Andrew  Brose,  1  Madison  av,  has  received  the 
general  contract  to  erect  a  7-sty  side  extension,  18.1x79.2  ft., 
and  general  interior  changes  to  the  0-sty  loft  building  Nos. 
193-195  West  St,   for  Gugtav  Yintschger,   194  West  st,   to  cost 


about  .f.50,000.  Roos  &  Booraem,  47  Cedar  st,  are  the  archi- 
tects. 

38TH'sT.— The  J.  B.  &  J.  M.  Cornell  Co.,  llth  av  and  20th 
st,  have  received  the  steel  and  iron  work  for  the  12-sty  store 
and  loft  building,  42x98.9  ft.,  which  B.  S.  Castles  is  to  erect 
at  Nos.  39  to  41  West  38th  st,  at  an  estimated  cost  of  $200,000. 
Fountain  &  Choate,  114  East  2.3d  st,  are  general  contractors, 
and  Gordon,  Tracy  &  Swartwout,  244  5th  av,  architects. 

Messrs.  T.  Shriver  &  Co.,  333  East  .50th  st.  are  removing 
their  machine  shop  and  foundry  to  Harrison,  N.  J.,  where  they 
are  about  to  erect  a  modern  brick,  stone  and  steel  semi-fire- 
proof manufacturing  plant,  200x300  ft  in  size.  The  Cooper  Iron 
Works,  1  Madison  av.  New  York,  has  obtained  the  contract  for 
steel  and  iron. 

fiOTH  ST— Richard  Deeves  &  Son,  309  Broadway,  have  re- 
ceived the  general  contract  to  build  a  2-sty  brick,  composition 
roof,  bakery  building,  5.5.8x100.5  ft,  on  the  north  side  of  60th 
St.  300  ft  west  of  West  End  av,  to  cost  $20,000.  N.  A.  Cush- 
man,  71st  st  and  Columbus  av.  Is  the  owner.  Chas.  Fred'k  Rose, 
1  Madison  av,  architect. 

lOTII  ST. — The  National  Biscuit  Co.  has  awarded  to  Charles 
A.  Cowen  &  Co.,  1123  Broadway,  the  contr.ict  to  build  a 
new  building  at  Nos.  4.30-4.30  West  16th  st.  at  an  approximate 
cost  of  .f275.(KI0.  The  Hay  Foundry  &  Iron  Works,  of  114  East 
28th  st,  have  the  contract  for  the  steel  and  iron  work,  amiunt- 
ing  to  about  $135,000.  The  Andrew  J.  Robinson  Co.,  123  East 
23d  st,  is  the  general  contractor  for  the  8-sty  building  for 
the  company,  to  be  erected  on  9th  av,  northwest  corner  15th  st, 
to  cost  $'280,000,  reported  in  last  week's  issue. 


Estimates  Receivable. 

Raymond  F.  Almirall,  51  Chambers  st,  is  taking  estimates 
on  a  brick,  stone  and  steel  fireproof  building  for  the  Home  for 
the  Aged   in   the   Bronx. 

Architects  Hurd  &  Sutton,  of  Newark,  N.  J.,  are  now  taking 
estimates  on  the  county  buildings  to  be  erected  at  Overbrook, 
N.  J.     Bids  close  on  Tuesday,  July  31. 

28TH  ST— E.  L.  Shattuck,  architect,  care  of  Robert  Hoe  & 
Co.,  .504  Grand  st,  is  taking  separate  estimates  on  an  addition 
to  the  store  and  loft  building  13-15  West  •28th  st. 

lOTH  AV--Franklln  M.  Small,  265  Broadway,  has  plans 
rsady  for  $10,(XtO  worth  of  alterations  to  the  5-sty  factory 
building  707-709  10th  av,  for  Jacob  Becker,  235  West  30th  st. 
No   contract    let. 

WATER  ST.— The  New  York  Edison  Co.,  55  Duane  st, 
throu.gh  their  engineering  department,  Thomas  E.  Murray, 
Chas.  F.  Hoppe,  architect,  is  taking  estimates  for  a  brick,  stone, 
steel,  rotary  and  battery  room  station,  at  No.  100  Water  st  and 
134  Pearl  st. 

145TH  ST. — Buchman  &  Fox,  11  East  59th  st,  are  taking 
figures  on  the  general  contract  for  the  2-sty  store  and  loft 
building  to  be  erected  on  the  south  side  of  14oth  st,  100  ft. 
east  of  8th  av,  for  the  Henry  Morgenthau  Co.,  20  Nassau  st, 
to  cost  $2.5,000. 

1ST  AV — No  contract  has  yet  been  awarded  for  the  7-sty 
loft  and  store  building,  25x85  ft,  which  G.  Ro£s"ano,  3.39  Bast 
107th  st,  will  build  at  2132  1st  av,  to  cost  .$35,000.  C.  Cavianto, 
.552  West  Broadway,  is  architect.  Brick,  terra  cotta  coping, 
concrete  roof,  steam  heat,   etc. 

18TH  ST.— Chas.  Brendon  &  Co.,  .500  5th  av,  are  taking 
figures  on  separate  contracts  for  the  work  in  connection  v.lth 
their  6-sty  loft  building  to  be  erected  at  Noa.  120-1'22  West  18th 
St.  They  have  awarded  the  contract  for  'he  steo!  and  Iron  work 
to  the  Lenox  Iron  Works,  1959  Pai-k  av. 

MESEROLE  ST — Jackson  &  Rosencrans,  31  Union  sq,  Man- 
hattan, have  plans  ready  for  a  clubhouse  for  the  Brooklyn 
Young  Men's  Christian  Association,  502  Fulton  st,  to  be  erected 
on  the  northeast  corner  of  Meserole  and  Lorimer  sts,  Brooklyn, 
to  cost  $110,000.  Four  stories,  brick,  terra  cotta,  concrete,  94x 
.53   ft.    fireproof,   gravel   roof,    etc. 

Bids  are  asked  until  noon.  Aug.  7,  by  the  Aqueduct  Coinmls- 
sioners  a*,  tlieir  office,  280  Broadway,  for  constructing  a  reser- 
voir, including  the  building  of  a  large  masonry  dam  across 
the  West  Branch  of  the  Croton  River,  an  earth  diverting  dam 
across  the  East  Branch  of  the  Croton  River,  and  an  open  con- 
necting channel.  H.  W.  Walker  is  Secy.;  John  F.  Cowan  is 
Pres. 

30TH  ST. — Bids  will  soon  be  advertised  for  the  new  19th 
Precinct  Police  Station,  which  the  Police  Department  is  to 
erect  on  the  south  side  of  30th  st,  263  ft  east  of  7th  av,  at  a 
cost  of  $154,000.  The  exterior  will  be  of  brick  and  granite, 
with  bluestone  coping,  felt  and  gravel  roof,  steam  heat,  iron 
stairways,  etc.  R.  Thomas  Short,  3-5  West  29th  st,  is  the  arch- 
itect. The  drawings  show  a  massive  edifice  of  four  stories  and 
mezzanine  floor,  of  castellated  design.  Entrance  is  through  an 
archway  into  a  central  court.  The  building  will  have  a  front- 
age of  85  ft  and  a  depth  Of  93  ft,  and  will  h4ve  a  central  court 
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at  the  rear  to  .increase  the  light  and  ventilation.  Part  of  the 
first  floor  and  the  mezzanine  floor  are  to  be  the  headquarters 
of  the  police  inspector  assigned  to  the  Tenderloin.  Both  these 
floors  will  contain  muster  rooms  for  the  "cops."  ,  The  upper 
floors  are  to  be  fitted  as  "dorrhifbrles  finished  with'  up-to-date 
sanitary  arrangements. 


Bids  Opened. 

Bids  were  opened  by  the  Board  of  Education  on  Monday, 
July  23,  N.  1 — For  general  construction  of  new  Public  Scliool 
12,  Manhattan,  George  Hildebrand,  at  .¥386,888,  low  bidder. 
Other  bidders  were:  Charles  H.  Peckworth,  P.  J.  Brennan  & 
Son,  P.  Gallagher,  Thomas  Coclierill  &  Son,  Richard  B.  Hening- 
ham,  Patrick  Sullivan.  No.  2 — For  sliding  doors,  repairs,  at 
Public  School  52,  Manhattan,  Thomas  McKeown,  at  ?8S9,  low 
bidder.  No.  3 — For  the  general  construction  of  additions  to 
and  alterations  in  Public  School  76,  Queens.  Charles  Wille,  at 
.$C."),!)00,  low  bidder.  Other  bidders  were:  George  Hildebrand 
and  James  MacArthur.  No.  4 — For  installing  electric  equip- 
ment in  new  Public  School  SO,  Queens.  T.  Frederick  Jackson, 
Inc.,  at  )f(i,731,  low  bidder.  No.  5 — For  installing  heating  and 
ventilating  apparatus  in  new  Public  School  6,  Brooklyn.  Blake 
&  Williams,  at  $44,900,  low  bidders.  The  only  other  bid  re- 
ceived was  from  E.  Rutzler  &  Co.  No.  G — For  installing  electric 
light  wiring,  fixtures,  in  Public  School  17,  and  Public  School  22, 

^Brooklyn.  T.  Fred'k  Jackson,  Inc.,  P.  S.  17,  $4,662;  P.  S.  22, 
^S.TOl.     No.    7 — For    sanitary    work    and    gas    fitting    of    Public 

'  School  14S,  Brooklyn.  James  Harley,  .$21,211,  low  bidder. 
Other  bidders  were:  James  Fay's  Son,  Christopher  Nally, 
Frank  J.  Fee,  William  C.  Ormond.  No.  8 — For  general  con- 
struction of  office  and  storage  building,  for  the  Board  of  Edu- 
cation, Brooklyn.  Chas.  H.  Peckwdrth,  $242,800,  low  bidder. 
Other  bidders  were:  Richard  E.  Heningham,  Clarke  &  Stowe, 
Thomas  Cockerill  &  Son,  P.  J.  Brennan  &  Son,  Peter  Cleary. 
All  bids  were  rejected.    Bids  will  be  readvertised  for. 


BUILDING      NOTES 


William  Runkel,  president  of  the  Warren  Foundry  &  Machine 
Co.,  New  York,  sailed  for  Europe  on  Friday. 

John  W.  McKay  has  been  appointed  acting  chief  engineer  of 
the  Department  of  Water  Supply,  Gas  and  Electricity  of  the 
Borough   of   Brooklyn. 

The  Otis  Elevator  Co.,  17  Battery  pi,  was  the  only  bidder  for 
.  installing  an  electric  elevator  in  the  sheet  metal  shop  at  Puget 
Sound  Navy  Yard,  Washington,  at  $3,7.W. 
.-  G.  A.  Rouilier,  of  Flushing,  L.  I.,  and  R.  H.  Bethel,  of  Man- 
,  hattan,  have  formed  Ihe  firm  of  Rouilier  &  Bethel,  civil  en- 
,  gineers  and  .surveyors.  They  have  oiBces  at  211-217  West  12."pth 
■  St  and  20  Main  st.  Flushing. 

As  noted  in  the  Record  and  Guide  last  week,  plans  for  only 
twenty  buildings  were  filed  in  Manhattan  from  July  14  to  20, 
as  compared  with  plans  for  101  buildings-  for  the  corresponding 
week  a  year  ago.  In  the  Bronx  the  falling  off  amounted  to  only 
50  per  cent.,  being  26  last  week  against  51  for  the  same  period 
in  1905. 

An  unexpected  falling  off  in  building  operations   Is   reported 
by    the    Queens    Bureau    of    Buildings.      During    the   week   Just 
.closed  plans  for  only  31   new   buildings   were  approved  by  the 
.Queens   Bureau,    the   estimated   cost    of   which   is   a   trifle   more 
than  $100,000.    In  the  preceding  week  C7  plans  for  new  build- 
ings had  been  passed  upon,  involving  an  outlay  of  almost  $500,- 
.  ODD. 

:'  The  demand  for  homes  in  the  Jamaica  section  has  increased 
r'to  such  an  extent  that  several  New  York  and  Brooklyn  builders 
have  filed  plans  for  the  erection  of  large  brick  flats.  Until  now 
-practically  all  of  the  construction  has  been  of  wood,  and  the 
.erection  of  .flat  houses  will  be  watched  with  interest  by  those 
'wJho  have  recently  invested  heayily.  in,  unimproved  property  in 
..■thart;  vicinity,  ■,  .  -.r  ■-,-, 

•■  Edward  Johnson  is  now  building  sixty-seven  new  houses  in 
Borough  Park,  and  thirty-five  -of  them  are  2-family  brick  struc- 
-tiires,  situated  on  44th  St.  His  2-family  houses,  he  says,  sell 
-before  the  foundations  are  complete.  All  the  eighty  houses 
now  in  course  of  erection  west  of  New  Utrecht  av,  in  Borough 
Park,  on  the  former  Bocker  estate,  are  of  the  2-family  type, 
-and  throughout  Bath  Beach,  J.  H.  Pennock;  the  Pinover  Con- 
"struction  Co.,  W.  R.  Pengel  and  other  well-known  builders, 
are  finding  it  their  biggest  seller.  The  same  is  true  in  Bay 
Ridge  and  Fort  Hamilton. 

Twenty-two  hundred  houses  were  commenced  in  the  Borough 
"of  Brooklyn  during  the  second  quarter  of  1906.  The  Thirtieth 
Ward,  Which  takes '  in  Borough  Park,  Bay  Ridge,  Van  Pelt 
'lilanor,  Bath  Beach  and  Be'nsonhurst,  exceeded  any  other  ward 
.in  number  started.  In  the  Thirty-first  Ward  167  were  started, 
and  in  the  Eighth  128!  The'  proposed  improving  of  transit 
'facilities  with  the  coming  df  the  "new  subway  is  considered 
largely  responsible  for  thisrapld  development,  but  real  estate 
dealers  also  regard  iitber  circumstances  as-prime  factors  in- the 


movement.  One  of  these  is  the  recent  sub-division  of  large 
tracts  of  land,  which  have  for  years  been  held  by  estates  and 
syndicates.  Another  is  the  increasing  demand  for  suburban 
homes. 


A  Concrete  Office  Building. 

The  first  reinforced  concrete  office  building  in  New  York  City 
will  be  erected  on  the  plot  No.  231-241  West  39th  st  by  the 
McGraw  Realty  Co.,  a  subsidiary  concern  of  the  McGraw  Pub- 
lishing Co.  The  plans  were  filed  a  few  days  ago  by  Radcliffe 
&  Kelley,  architects,  who  with  Prof.  Wm.  H.  Burr,  consulting 
engineer,  and  Walter  S.  Timmis,  mechanical  engineer,  have 
the  building  in  charge.  The  builder  is  Frank  B.  Gilbreth,  who 
has  sublet  to  the  Underwriters  Engineering  and  Construction 
Co.  the  reinforced  concrete  work.  Operations  have  been  started 
and  it  is  expected  that  the  building  will  show  above  grade  in 
three  weeks'  time. 

The  structure  will  have  a  frontage  of  126  ft.  4  ins.,  a  depth 
of  98  ft.  and  9  ins.  and  a  height  of  eleven  stories,  ajid  is  to 
be  finished  as  an  up-to-date  office  building.  The  basement  is 
planned  for  a  press  room,  and  the  first  floor  will  be  used  for 
finishing  and  shipping  the  products  of  the  press  room.  These 
and  two  upper  floors  will  be  occupied  by  the  McGraw  Pub- 
lishing Co.,  and  the  remainder  of  the  building  will  be  rented  as 
offices. 

The  design  of  the  structure  embraces  all  the  most  approved 
features  of  this  new  method  of  construction  and  is  logically  and 
consistently  worked  out  as  a  reinforced  concrete  problem,  brick 
not  entering  into  the  construction  in  any  part,  not  even  in  the 
facing  of  the  walls,  which  will  be  of  concrete,  finished  on  the 
front  in  a  more  careful  manner  than  has  heretofore  been  done, 
with  the  result  that  the  facade  will  not  suffer  in  comparison 
with  fronts  of  .the  usual  materials,  and  will  be  an  honest  ex- 
pression of  the  construction  of  the  building. 

The  design  of  columns,  with  beam  and  girder  connections  to 
them,  has  received  particular  study  and  will  be  of  a  more  simple 
nature  than  those  in  vogue,  with  steel  reinforcement  of  no 
greater  weight  than  usual,  but  of  an  inherent  stability,  which 
will  give  the  strength  necessary  to  carry  the  dead  load  of  the 
structure  independent  of  the  concrete  filling  and  covering. 

All  partitions,  shaft  enclosures  and  even  the  stairs  will  be 
of  concrete.  The  doors  w-ill  be  metal  covered;  the  window 
frames  will  be  of  metal  glazed  with  wire  glass,  and  the  equip- 
ment of  building  generally  will  be  such  as  to  give  the  greatest 
fire  protection,  which  naturally  will  result  in  the  lowest  rate  of 
insurance. 


Measures  for  the  Protection   of   Workmen. 

Acting  Mayor  McGowan  has  returned  with  his  disapproval  the 
proposed  ordinance  entitled  "An  ordinance  for  the  better  pro- 
tection of  persons  employed  in  the  construction,  altering  or  re- 
pairing of  buildings  in  the  City  of  New  York." 

His   objections   are   briefly   shown   and   specified    as   follows: 

Section  1  provides  in  substance  that  it  shall  be  unlawful  for 
any  owner  or  contractor  to  place  in  any  building  in  course  of 
construction,  alteration  or  repair  any  ladder  or  step-ladder  in 
excess  of  8  ft.  in  length,  or  stairs  or  any  landing  of  stairs  in- 
tended to  be  used  by  men  engaged  in  the  construction,  altering 
or  repairing  of  the  building  unless  said  ladder  shall  be  securely 
fastened  at  the  top  and  bottom,  and  unless  said  ladder  shall  be 
so  constructed  as  to  bear  four  times  the  maximum  weight  re- 
quired to  be  placed  thereon  when  in  use,  and  unless  said  stair- 
ways have  treads  thereon  and  said  landings  be  covered  imme- 
diately after  the  iron  stair  springs  are  put  up  and  unless  every 
part  thereof  is  securely  and  sufficiently  fastened,  and  unless 
each  and  every  part  of  said  staii-s  and  of  every  such  landing 
is  capable  of  sustaining  at  least  three  times  the  maximum 
weight  required  to  be  placed  thereon  when  in  use. 

The  second  section  makes  certain  provisions  as  to  well-holes, 
floor  openings  and  guard  rails. 

The  third  section  provides  that  a  violation  of  the  ordinance 
shall  be  a  misdemeanor  punishable  by  fine  of  not  exceeding 
$100.  and  imprisonment  of  not  exceeding  six  months,  or  both. 

There  are  already  in  the  statutes  of  the  State,  and  especially 
in  the  Labor  Law,,  provisions  intended  to  protect  worklngmen 
and  laborers  while  engaged  in  building  operations. 

For  instance,  in  Section  18  of  the  Labor  Law,  it  is  provided 
as  follows:  "A  person  employing  or  directing  another  to  per- 
form labor  of  any  kind  in  the  erection  *  *  *  of  a  house, 
building  or  structure,  shall  npt  furnish  or  erect,  or  cause  to 
be  furnished  or  erected  for  the  performance  of  such  labor, 
scaffolding,  hoists,  stays,  ladders  or  other  mechanical  con- 
"trivances  which  are  unsafe,  unsuitable,  or  improper,  and  which 
are  not  so  constructed,  placed  and  operated  as  to  give  proper 
protection  to  the  life  and  limb  of  a  person  so  employed  or  en- 
gaged.    *     *     »     " 

Section  19  provides  as  follows:    "Whenever  complaint  is  made 

to     the     factory     inspector     that     *     »     *     ladders     *     *     * 

■used    in    the    construction,    alteration,    repairing      *      *      ♦      of 

.  building    within    the    limit    of    a    city    are    unsafe    or   liable    to 

prove  dangerous  to  the  life  or  limb  of  any  person,  such  factory 

inspector  sban  immediately  Cfttise  an  inspection  to  be  made  of 
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such  *  *  *  ladders.  *  *  *  If,  after  examination,  such 
scaffolding  or  any  of  such  parts  Is  found  to  be  dangerous  to 
lifs  or  limb,  the  factory  inspector  shall  prohibit  the  use  there- 
of and  reiuirc  tho  o'^nie  to  bo  a'teied  anJ  re^ors'-ructed  ro  as 
to  avoid  such  danger." 

In  Section  20  there  are  provisions  as  to  the  protection  of  per- 
sons employed  in   buildings   in  cities. 

In  Section  21  provision  is  made  that  the  factory  inspector 
shall  enforce  the  various  provisions  of  the  Labor  Law  in  the 
respects  provided  for  in   the  sections  just  referred   to. 

Furthermore,  in  Section  447a  of  the  Penal  Code  is  the  fol- 
lowing provision: 

"A  person  or  corporation  employing  or  directing  another  to 
do  or  perform  any  labor  in  the  erection,  repairing,  altering  or 
painting  of  any  house,  building  or  structure  within  this  State, 
who  knowingly  or  neg'.igently  furnishes  or  erects  or  causes  to 
be  furnished  or  erected  for  the  performance  of  such  labor,  un- 
safe, unsuitable  or  improper  scaffolding,  hoists,  stays,  ladders 
or  other  meclianical  contrivances  *  *  *  or  permits  the  use 
thereof  after  the  same  has  been  declared  unsafe  by  such  of- 
ficer contrary  to  the  provisions  of  Article  One  of  the  Labor 
Law,  is  guilty  of  a  misdemeanor."   ■ 

There  are,  I  believe,  other  provisions  of  statute  in  the  Build- 
ing Laws  and  in  the  Health  Laws  which  are  intended  to  safe- 
guard the  lives  and  persons  of  workingmen  and  laborers. 

The  prnpo.'sed  ordinance  is  thus  an  attempt  to  at  least  supple- 
ment and  perhaps  to  repeal,  modify  or  amend  the  statu' e  laws 
of  the  State.  The  Legislature  has  already  passed  such  laws 
upon  the  subject  as  It  bas  deemed  wise.  An  ordinance  of  the 
Board  of  Aldermen  which  attempted  to  repeal,  modify  or  amend 
a  State  statute,  would,  of  course,  be  illegal  and  of  no  force  or 
effect,  and  the  same  would  be  the  case  if  the  ordinance  was  in- 
consistent with  any  State  law. 

Some  of  the  provisions  of  this  proposed  ordinance,  even  if 
they  would  be  valid,  would  operate  as  a  hardship  in  many 
cases,  would  be  difficult  or  impossible  to  enforce  and  would 
work  injustice  and  be  almost  destructive  in  their  operation. 
For  instance,  it  would  seem  that  under  this  ordinance  if  a 
ladder  more  than  8  ft.  long  were  to  be  used  by  workingmen  re- 
pairing a  cornice,  or  a  chandelier  in  a  room,  it  would  be  nec- 
essary to  mutiliate  the  ceiling  and  the  floor  in  order  that  each 
end  of  the  ladder  might  be  secured. 

Without  pursuing  the  subject  further,  enough  has  been  shown 
to  indicate  why  I  disapprove  of  the  proposed  ordinance. 

P.  F.   M'GOWAN,  Acting  Mayor. 


Architects  at  San  Francisco. 

In  spite  of  all  statements  to  the  contrary,  it  is  absolutely 
certain  that  Mayor  Schmitz,  soon  after  the  fire,  caused  tele- 
grams to  be  sent  to  the  mayors  of  the  principal  cities  of  the 
United  States  urging  them  to  send  at  once  architects  and 
draftsmen  to  San  Francisco  to  help  build  up  the  new  city.  The 
consequence  is  that  San  Francisco  is  overrun  with  architects 
and  draftsmen.  Hundreds  have  gone  there  and  hundreds  rriore 
are  going.  A  San  Francisco  letter  says  that  architects  are  on 
the  whole  less  busy  than  they  were  before  the  18th  of  April. 

"In  fact,  nearly  all  building  operations  of  magnitude  have 
stopped  short  just  as  completely  as  the  machinery  of  a  large 
plant  does  when  the  power  gives  out.  All  this  frenzied  talk 
of  this  man  and  that  man  starting  skyscrapers  next  week  is 
pure  tommyrot.  As  to  the  fear  lest  the  world's  steel  supply 
will  give  out  in  the  vast  u.ndertaiiings  of  the  immediate  future, 
all  we  can  say  Is  that  such  an  apprehension  is  as  absurd  as 
the  rumor  that  reached  Paris  to  the  ef'ect  that  300,000  people 
of  San  Francisco  were  killed  by  the  earthquake  and  that  Chi- 
cago was  twenty  feet  under  the  waters  of  Lake  Michigan. 
Doubtless  there  will  be  plenty  of  work  for  architects  in  due 
time,  and  there  will  be  enough  architects  here  to  attend  to  it. 
The  evil  of  th*  mayor's  ridiculous  telegram  is  to  the  deluded 
men  who  come  here  rather  than  to  the  established  ones  already 
in  the  field.  An  influx  of  new  professional  blood  would  do  us 
good,  providing  the  men  are  of  the  right  kind.  Among  the 
many  arrivals  from  Eastern  cities  are  several  quite  eminent 
names,  anc^  no  doubt  other  quite  eminent  men  without  any 
name.  Such  men  we  are  glad  enough  to  welcome,  but,  failing 
employment,  what  are  they  to  do?  On  the  other  hand,  seeing 
that  the  architects  come  here  by  way  of  their  respective  City 
Halls — through  the  mayorality,  as  it  were — It  Is  safe  to  as- 
sume that  they  are  not  all  quite  the  kind  that  we  need." 


Plan  New  Route  to   Coney  Island. 

Extreme  activity  on  the  part  of  the  Brooklyn  Rapid  Transit 
Co.  disclosed  the  fact  that  plans  are  being  made  for  the  opera- 
tion of  a  new  trolley  line  to  Coney  Island. 

-The  proposed  line  will  be  especially  advantageous  to  resi- 
dents of  Dyker  Heights,  Bath  Beach  and  Bensonhurst,  and  also 
to  those  living  in  Borough  Park,  as  the  intention  is  to  form  a 
junction  with  the  present  line  on  Kith  av. 

So  far  as  known  the  proposed  route,  beginning  at  Coney  Isl- 
and, is  along  Stillwell  av  to  79th  at,  through  79th  st  to  7th  av, 
thence  to  8th  av,  and  from  this  point  of  intersection  along  8th 
av  to  Prospect  Park,  vi'here  a  connection  will  be  established 
With  other  lines  going  downtown.     At  16th  av  and  79th  st  ft 


junction  will  be  made  with  the  16th  av  line,  which  is  to  be  ex- 
tended from  its  present  terminus  at  58th  st. 

For  some  time  rumors  have  been  afloat  that  the  B.  R.  T. 
was  about  to  operate  the  franchise  granted  a  number  of  years 
ago  for  a  trolley  line  along  10th  av  to  Benson  av  and  thence 
through  Stillwell  av  to  Coney.  The  proximity  of  Benson  av 
to  SCth  st,  however,  caused  this  plan  to  be  abandoned,  and  the 
10th  av  line  was  never  extended  beyond  the  Sea  Beach  tracks 
at  58th  St.  The  rapid  development  of  building  operations,  with 
the  consequent  increase  in  population,  has  since  then  made  ap- 
parent the  necessity  of  providing  additional  transit  facilities, 
and  the  present  road  Is  planned  as  a  provision  for  the  future. 
Agents  of  the  B.  R.  T.  were  In  Dyker  Heights  last  week  to 
secure  the  consent  of  79th  st  property  owners,  and  are  now  ap- 
proaching others  whose  land  fronts  on  the  line  of  the  proposed 
road.  The  necessary  formalities  will  probably  be  pushed  with- 
out delay. 


Values  in  Long  Branch. 

LONG  BRANCH,  N.  J.,  July  12.— (Special).— The  real  estate 
market  in  Long  Branch  City,  which  Includes  North  Long 
Branch,  Branchport,  Long  Branch,  West  End,  Hollywood  and 
Elberon,  has  been  very  active  for  the  past  half  year,  owing  to 
the  many  improvements  that  have  been  made  to  the  beach 
front,  such  as  the  new  board  walk,  and  to  the  Casino,  the  widen- 
ing of  the  Ocean  Boulevard,  and  the  concerts  now  given  by  the 
Government  Carlisle  Indian  Band,  they  having  altogether  made 
an  increased  demand  for  desirable  property.  There  are  not 
more  than  fifty  unrented  cottages  in  the  City  of  Long  Branch 
this  season.  A  considerable  number  of  new  cottages  and  busi- 
ness buildings  are  being  erected,  notably  the  elegant  business 
building  of  Park  &  Tllford,  on  what  was  the  rear  site  of  the 
old  West  End  Hotel,  which  was  razed  during  the  past  few 
months.  This  new  building  and  land,  when  completed,  will 
cost  about  $30,000.  The  Hollywood  Hotel  &  Cottage  Company, 
which  owns  the  tract  between  Tacanassa  Lake  and  Park  av, 
will  Improve  Its  vast  holdings  by  opening  streets,  building  a 
bridge  connecting  Woodgate  av,  and  by  the  erection  of  cot- 
tages. Mr.  Jeremiah  C.  Lyons,  the  large  New  York  builder, 
who  owns  the  Hollywood  Hotel  and  cottages  north  of  the  lake, 
will  improve  that  site  as  far  north  as  Cedar  av  by  the  widening 
of  the  lake  and  the  erection  of  cottages  and  a  garage.  Values 
of  cottage  sites  range  from  $40  to  $125  per  front  foot.  Busi- 
ness property  Is  worth  from  $100  to  $250  per  front  foot.  The 
average  cottage  containing  from  12  to  15  rooms  rents  for  the 
summer  season  for  900  to  $2,500,  and  sells  from  $11,000  to 
$.30,000.  The  train  service  on  the  Jersey  coast  is  the  finest  that 
can  be  had,  there  being  about  84  trains  from  and  to  New  York 
dally,  and  the  running  time  of  the  Long  Branch  specials  on  the 
N.  Y.  &  Long  Branch  Railroad  Is  about  75  minutes.  Jacob 
A.  King,  the  New  York  real  estate  agent,  who  recently  estab- 
lished a  branch  at  West  End,  N.  J.,  is  credited  with  being  the 
moving  spirit  in  the  Improvements  to  be  made. 


One   Way  of  Getting   Rich. 

At  once  the  easiest  and  surest  method  of  getting  rich  in  a 
growing  community  that  has  been  hit  upon  by  the  inquisitive 
instinct  of  man  is  that  of  securing  possession  of  a  piece  of  land, 
sitting  down  upon  it,  and  watching  it  increase  in  value.  The 
successful  merchant  must  have  a  genius  for  anticipating  the 
capricious  tastes  of  the  public  and  for  organizing  and  directing 
his  business  so  as  to  meet  these  tastes.  The  successful  manu- 
facturer must  have  a  capacity  for  constantly  devising  improved 
and  more  economical  methods  of  production  or  for  utilizing  the 
brains  of  those  who  can  devise  them.  To  get  rich  through  in- 
vestment In  land — not  speculation  in  land,  understand  but  in- 
vestments in  it — what  Is  chieflly  needed  is   to  "sit   tight." 

Some  of  the  greater  fortunes  in  the  world  have  been  created 
by  this  means.  The  duke  of  Westminster  owes  his  enormous 
fortune  mainly  to  It.  London  chose  to  extend  itself  over  a  tract 
acquired  by  his  ancestors.  It  is  now  in  the  heart  of  the  city 
and,  of  course.  Is  Immensely  valuable.  The  Astor  fortune 
chiefly  consists  of  lands  in  New  York  City  which  were  farms 
when  the  first  John  Jacob  Astor,  the  founder  of  the  family,  bought 
them.  Covered  with  great  skyscrapers,  the  rents  from  them  in 
a  month  far  exceed  Its  whole  value  a  few  generations  ago. 

Land  may  fluctuate  in  value  as  times  alternately  become  good 
and  bad.  but  unlike  other  sources  of  wealth  it  will  not  take 
unto  Itself  wings  and  fly  away,  and  experience  shows  that  It 
almost  invariably  will  be  worth  more  at  the  end  of  a  period  of 
fluctuation  than  It  was  at  Its  beginning.  Improvements  will 
add  to  its  value,  but  In  the  long  run  its  value  usually  will  in- 
crease without  them.  What  it  is  worth  depends  less  upon  what 
is  done  with  it  than  upon  what  goes  on  around  It — less  upon 
the  enterprise  of  its  owner  than  upon  the  progress  of  society. 
■Where  society  is  in  a  progressive  state,  with  industry  expand- 
ing and  population  growing,  the  owner  of  land  may  get  rich, 
though  he  never  turn  a  furrow  or  build  a  shanty  upon  it.  Of 
course,  he  must  cultivate  or  rent  or  otherwise  utilize  his  prop- 
erty to  realize  on  his  investment,  but  meantime,  whether  he 
does  anything  or  nothing  with  it,  the  price  for  which  he  could 
sell  It  grows.  Time  la  PD  his  side  aTid  works  for  him  wltl)  as- 
siduous Industry. 
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Real  Estate  and  Building  Statistics. 

The  following  are   the  comparatlv*   tables  of   Manhattan,   Th« 
Bronx  and   Brooklyn   of  the  Conveyances,   Mortgages  and   Pro- 
jected Buildings  for  the  corresponding  weeks  of  1905  and  190C: 
MANHATTAN    AND    THE    BRONX. 

CONVEYANCEB. 


1906. 
July  19  to  26,  ICC. 

Total  No.  tor  Manhalta.11 336 

No.  with  consideration. . . 

Amount  Involved 

Number  nominal 316 


190B. 
July  21  to  27.  inc. 
Total  No.  tor  Manhattan  229 

20    No.  with  consideration. .  26 

1975,325    Amount  InvolVBd $919,350 

Number  nominal 203 


Total  No.  Manhattan,  Jan.  1  to  date 

No.  with  consideration,  Manhattan,  Jan. 

1  to  date 

Total  Amt.  Manhattan,  Jan.  1  to  date 

1908. 
Jvily  19  to  26,  Inc. 


1906. 
14,753 


896 
$46,625,649 


1905. 
14,724 

1,168 
$58,134,695 


Total  No.  for  the  Bronx 
No.  with  consideration 


346 
47 


1905. 
July  21  to  27.  Inc. 
Total  No.  tor  The  Bronx  240 

No.  with  consideration..  18 


Involved .....        $273,840    Amount  Involved $157,250 


Number  nominal. 


299    Number  nominal. 


Total  No.,  The  Bronx,  Jan.  1  to  date 

Total  Amt.,  The  Bronx,  Jan.  1  to  date... 
Tota:  iVo.  .llanlialtan  and  The 

Bronx.  Jan.  I  to  date 

Total  Amt.  itlanliallau  and  The 

Bronx,  Jan.  1  to  date 

Assessed  Value, 


1906. 
7,920 
$5,460,074 

2-2,673 

«.51. 985,723 

inanhattan. 

1906. 


222 

1905. 
8.724 
$9,506,569 

•23,448 

«67, 641,264 

1905. 


July  19  to  26.  Inc.  July  21  to  27,lnO| 


Total  No.,  with  Consideration 20 

Amount  Involved i^'^5^S^'' 

Assessed  Value $899,700 

Total  No..  Nomlaal 316 

Assessed  Value *8.8  1  2,200 

Total  No.  with  Consid.,  from  Jan.  Ist  to  date  896 

Amount  Involved "              "  $48,525,649 

Assessed  value "            *'  $32,211,275 

Total  No.  Nominal "            "  13,857 

Assessed  Value "            "  $458,220,300 


26 

$919,350 

$487,000 

208 

$5,832,700 

1.168 

$58,134,695 

$39,975,557 

18,556 

$460,675,134 


MORTGAGES. 

1906. 
. — July  19  to  26,  inc. — 


29 
$74,035 


4 
$36,200 


Manhattan.  Bronx. 

Total  number 380  237 

Amount  involved $8,983,872  $1,490,945 

No.  at6% 195  77 

Amount  Involved $3,787,872  $556,960 

No.at5J4?4 

Amount  involved 

N...   at  os'-i 17 

Amount  Involved $741,000 

No.Bt5'<i% , 

Amount  Involved 

No.  at  5% 84  77 

Amount  involved $2,327,700  $383,155 

No.at4J(% 

Amount  Involved 

No.  at4ii«.i ,      29 

Amount  Involved $j  86,000 

No.at4i4S 

Amount  involved 

No.  at  4S 5  ^           

Amount  involved.  $282,000  $40,000 

Number  at  3»iH 

Amount  involved — 

Namberst2sS — 

Aiaounl  Involved 

N«.  without  interest 50  49           — 

Amount  involved $1,059,300  $400,595 

No.  above  to    Bank,    Trust 

and  Insurance  Companies                   74  -17           — 

Amount  involved $1,788,000  $337,200 

1906. 

Total  No.,  Manhattan,  Jan.  1  to  date 11,761 

Total  Amt.,  Manhattan,  Jan.  1  to  date $221,643,310 

Tital  No..  Thi"  Bronx.  Jan   1  to  date 5.655 

Total  Amt. .The  Bronx.  .Ian.  1  to  date $44,067,042 

ratal  No.,  nantiattan  and  The 

Bronx,  Jan.  1  to  date     17,416 

Total  Amt.  tianbattan  i"\A  Tbe 

Bronx.  Jan.  1  to  date        S-265,7  10,352 


1905 

^-July21  to27,ino 

Manhattan.        Bronx. 


$403,' 


1905. 
16.182 
725.415 
7.326 
$67,462,818 

22,507 

•471,188,031 


Note.  — Owlns  to  the  great  number  of  mortgases  filed  on  June  30  of  last  year 
It  is  Impossible  to  give  a  correct  comparison  of  the  corresponding  week  of  1905. 

PEOJEOTED    BUILDINGS. 


Total  No  New  Buildings : 

July  21  to  27, inc.  J 
28 
49 

uly  22  to  28,  inc. 
63 

48 

77 

$1,483,400 
567,950 

$1,991,350 

$277,899 
4,530 

$282,429 

1.208 
1.385 

106 

Total  Amt.  N       BuUdings  : 

Manhattan -. 

The  Bronx 

$2,481,500 
394,300 

Grand  Total 

$2,875,800 

Total  Amt.  Alterations : 

$310,975 

The  Bronx 

10.150 

$321,125 

Total  No.  of  New  Buildings : 

1.456 

The  Bronx,  Jan  1  to  date 

1,395 

^nbtn-Bronx,  Jan.  1  to  dare 

Total  Amt.  New  Buildings: 

2,593 

$81,946,430 
17.961,495 

2,851 

$74,104,587 

The  BroDx,  Jan.  1  to  date 

28,692,975 

nnhtn-Bronx.  Jan.  ItXo  dat« 

T>tal  Ami  Alterations : 

llnbtD*Bronx    Jan.  I  to  date 

«99,907,923 
»13,617,128 

«97, 797,562 
»9,933,310 

Total  number 

No.  with  consideration  

Unount  involved 

Number  nominal 

Totitl  nnmber  of  ConTeyances, 

Jan.  I  to  date 

Total  amonnt  of  Conveyances, 

Jan.  1  to  date 


BROOKLYN. 

CONVEY  ANOE8. 

1908.  1906. 
July  19  to  25.  Inc.    July  20  to  28,  Inc. 

905  714 

47  60 

$358,575  $277,831 

858  654 


MOETGAGEf. 

Total  number 

Amount  Involved 

No.  at  8"4 

Amount  Involved 

No.  at  5 '•4% 

A  mount  Involved 

No.  at  6>i?f 

Amount  Involved 

No.  at  6J»» 

Amount  Involved 

No.  at  5%   

Amount  Involved '. 

No.  at  4Vi 

Amount  Involved  

No.  at  4% 

Amount  involved 

No.  at  3  % 

Amount  Involved 

No.  without  Interest 

Amount  Involved 

Total     nnmber    of    Mortgages. 

Jan.  1  to  date 

Total     amount    of    JTIortga^es, 

Jan.  1  to  date 


30,278 
•  19,301,654 

890 

$3,809,058 
422 

$1,233,688 
209 

«1,203,300 


25,978 
•  19,580,643 


213 

$1,083,436 

1 

$3,000 

2 

$130,800 


No.  of  New  Buildings 

Estimated  cost 

Total    No.    of    ISew  Bnlldtngs. 

Jan.  1  to  date 

Total   Amt.  of  IVen^  Building^s, 

Jan.  1  to  date 

Total   amount   of    Alterations, 

Jan.  1  to  date 


43 
$154,834 

22,497 

•94,416,211 

PROJECTED  BUILDINGS. 

208 
$1,912,340 


22,406 
$129,383,396 

»07 
$1,098,400 

4,782  4,696 

•  34,731,682       S37,979,879 

•3,126,537  •3,066,888 

NOTE. — Owing  to  the  great  number  of  mortgages  filed  on  June  30  of  last  year 
it  is  impossible  to  give  a  correct  comparison  of  the  corresponding  week  of  1906' 


PRIVATE    SALES    MARKET 


South  of  59th  Street. 

DIVISION  ST.— Mandelbaum  &  Lewine  bought  from  Nathan 
Marco  2C0  Division  st,  a  4-sty  tenement,  22.5xG4.1x  irregular. 
They  now  own  tlie  adjoining  northeast  corner  of  Ridge  st. 

PRINCE  ST. —  l;:.  V".  Pescia  &  Co.  have  sold  for  a  client  the 
3-sty  building  G4  Prince  st,  adjoining  the  southwest  corner 
of  Elm  st,  20x54. 

MINETTA  ST.— E.  V.  Pescia  &  Co.  have  sold  No.  'i  Minetta 
st,  a  3-sty  brick  flat,  on  a  plot  25x50  ft. 

MINETTA  ST.— E.  V.  Pescia  &  Co.  sold  for  a  client  16-18- 
20-22  Minetta  st,  also  21  Minetta  lane,  five  3-sty  brick  tene- 
ments, being  the  southwest  corner  of  Minetta  st  and  Minetta 
lane,  80x75. 

lOTH  ST. — D.  Friedman  and  Apotheker  sold  to  H.  Mendetz 
353  East  lOth  st,  a  4-sty  tenement,  25x94.9. 

15TH  ST.— John  Peters  &  Co.  sold  for  James  P.  Kein  419 
East   15th  St.  a  0-sty  tenement,   with  stores,  25x103. 

17TH  ST. — The  Garfleld  Building  Co.  bought  from  William 
E.  Hurd  and  resold  to  E.  J.  Galway  Building  Co.  138  and  140 
West  17th  st,  old  buildings,  50x92.  The  purchasers  will  build 
a  10-sty  fireproof  loft  building  on  the  site. 

I'.JTH  ST. — S.  B.  Goodale  &  Son  sold  for  a  client  to  Louis 
Schramm  302  West  lUth  st,  a  5-sty  dwelling,  20x70. 

2STH  ST.— John  Peters  &  .Co.  sold  for  Frank  Hertel  245 
East  28th  st,  a  5-sty  tenement,  with  two  rear  buildings,  22x 
172. Ox   irregular. 

34TH  ST. — M.  H.  Beringer  &  Co.  sold  for  a  client  to  Julius 
Sternfeld,  of  23d  st,  317-319-321  East  34th  st,  three  4-sty  tene- 
ments, 64.2x98.9. 

34TH  ST.—  E.  V.  Pescia  &  Co.  sold  314  East  34th  st,  a 
5-sty  double  tenement,  with  stores,  21.6x100,  for  Marcus  Rosen- 
thal to  Lazarus  Haness,  who  will  make  extensive  improvements. 
42D  ST. — R.  S.  Trercy  &  Son  sold  for  Miss  Mary  Fitzpatrick 
to  F.  K.  Seagrist  315  AVest  42d  st.  a  lot  25x100.  This  gives 
the  purchaser  250  ft.  on  42d  st,  being  the  largest  individual 
holding  on  tlie  street. 

49TH  ST. — J.  Romaine  Brown  &  Co.  sold  for  Louise  Living- 
ston 157  West  49th  st,  a  3-sty  dwelling,  20.10x100.5,  to  Dr.  An- 
drew R.  Robinson,  who  owns  159,  adjoining,  and  controls  a  plot 
42.4x100.5. 

52D  ST. — Archibald  C.  Gunter,  the  author,  sold  to  Gustavus 
L.  Lawrence  66  West  52d  st,  a  4-sty  brownstone  front  dwell- 
ing. 20x100.5,  160  ft.  east  of  6th  av. 

LEXINGTON  AV. — Henry  B.  Riggs  sold  through  Bloodgood, 
De  Saulles  &  Talbot  209  Lexington  av,  northwest  corner  37th 
st,  a  4-sty  dwelling,  20x80. 
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1ST  AV. — Leon  S.  Altmayer  sold  fOF  Frederick  Zwiekert, 
Kate  Korsteger,  Josephine  Ludwig  and  Flora  Buggle,  heirs  of 
;he  Zwiekert  estate,  lo  a  client  o4li  1st  av,  a  4-sty  tenement, 
with  stores.  This  property  has  not  changed  hands  since  1SV7. 
It  was  sold  about  ten  days  ago  at  auction  and  was  bought  in 
by   the  heirs. 

9TH  AV. — Peter  P.  Sherry  sold  for  David  and  Harry  Lipp- 
niann  to  Mrs.  Hattie  Fox  Bass  60  9th  av,  a  4-sty  building,  17. Ox 

loo. 

lOTH  AV. — Joseph  F.  Feist  sold  for  Mrs.  Mary  McEntegart 
the  5-sty  tenement  southeast  corner  of  10th  av  and  5.3d  st, 
25x75. 


North  of  59th  Street. 

79TH  ST.— Williams  &  McAnerney  sold  for  ^\'illiam  H.  Luiin 
l.'i.S  and  KiO  West  7t»th  st.  two  4-sty  flats,  40x102.2. 

yOTH  ST.— The  McVickar,  Gaillard  Realty  Co.  sold  for 
Eugene  Vallens  2.j4  West  99th  st,  a  4-sty  American  basement 
dwelling,    Ki.SxlUOll,   to  Jolin   J.   Crawford,    the   present   tenant. 

lOlST  ST. — John  R.  Davidson  sold  for  L.  P.  Henryson  the 
northweKt  corner  of  IKlst  st  and  Manhattan  av,  a  5-sty  triple 
flat,   with  stores,  27.0xlWI. 

102D  ST. — Moe  Sturtz  and  Joseph  D.  Cronan  sold  for  Clara 
A.   Weinacht   171  West   102d  st,   a  5-sty  flat,  2.5x100.11. 

117TH  ST. — H.  A.  Jackson  sold  for  Jacob  Till  to  Louis  Rand 
and  D.  Bernstein  429  and  401  East  117th  st,  a  new  7-sly  flat, 
37.6x100.11. 

124TH  ST. — Calder  &  Levy  and  Sheldon  &  Becker  sold  for 
Jonas  B.  Weil  and  Jacob  Wolf  the  Maria,  a  7-sty  elevator 
apartment  house,  52x100.11,  527  and  529  West  124th  st. 

New  Library  in  Harlem. 

124TH  ST.— The  City  of  New  York  has  bought  from  Wm.  A. 
Martin  9  and  11  West  124th  st,  one  frame  and  one  brick 
dwelling,  the  latter  at  one  time  the  residence  of  ex-Postmaster 
Chas.  W.  Dayton.  On  the  plot.  47x101.  the  city  will  erect  a 
Carnegie  Library,  the  present  one  at  12.3d  st  to  be  abandoned 
when  the  new  one  is  completed. 

LEXINGTON  AV. — Louis  Bleier,  of  M.  M.  Singer's  office, 
sold  for  Dr.  Samuel  Hess  to  Maria  D.  lasilli  1740  Lexington  av, 
a  4-sty   building,   20x62.10%. 

MADISON  AV.— R.  Wilmarth  Appleton  sold  for  E.  V.  Loew 
the  Hotel  Brunswick,  a  7-sty  structure  at  the  southwest  corner 
of  Madison  av  and  89th  st,  for  about  $400,000.  The  property 
has  a  frontage  of  2.5. .S  ft.  on  Madison  av  and  138  ft.  on  89th  st, 
witli  a  depth  of  100.8  ft.  on  the  street.  The  building  will  be 
extensively  altered. 

WEST  END  AV.— A.  E.  Barrett  sold  for  the  estate  of  Calvin 
Stevens  to  a  buyer  for  occupancy  237  West  End  av,  a  5-sty 
American  basement  dwelling,   17x82. 

5TH  AV. — The  Germania  Life.  Insurance  Co.  sold  2081  5Ui 
av,  a  -l-s'.y  dwelling,  20x80.  The  buyer  is  a  Mr.  Parson,  who 
intends  to  remodel  the  building,  with  adjoining  property,  into 
a  school. 


The  Bronx. 

134TH  ST. — Charles  Wynne  sold  through  Joerns  &  Von  Pein 
to  Mrs.  M.  Baer  717  East  134th  st,  a  5-sty  double  flat,  25x100. 

169TH  ST. — E.  Eichelbtrg  has  sold  for  M.  C.  Rupf  1100  and 
llo2  E:ist  I'JOlh  3t,  soutli:;aKt  corner  of  Fox  st,  a  3-sty  dwell- 
ing, with  store.  77x45. 

17STH  ST.— Paul  Bultuiann  sold  ]0((S  East  178th  st,  a  2-sty 
family   frame   house,   23.0x145. 

COMMONWEALTH  AV. — J.  A.  Steinmetz,  1343  Tremont  av, 
sold  for  E.  H.  Norton  161  Commonwealth  av,  Mapes  estate, 
1-family  house,  with  full  lot,  to  a  client. 

COURTLANDT  AV. — Paul  Bultmann  sold  566  Courtlandt  av. 
a  3-3ty  brick  tenement,  with  store,  25x100.  This  property  has 
not   chanjed   owiioi-s  since   1882. 

INTERVALE  AV. — J.  W.  Gallubier  sold  for  E.  Schu'itz  to 
James  Burns  1298  Intervale  av,  a  3-sty  frame  flat.  27x70x 
irregnl:ir.   adjoinin:?  the  southeast  corner  of  Freeman  St. 

WILLIS  AV. — E.  Eichelberg  sold  for  a  client  286  Willis  av, 
a  4-3ty   building,    with  stores,   25x100. 

NELSON  AV — W.  S.  Patten  and  J.  L.  Van  Sant  bought 
from  the  Riley  estate  the  plot,  75xlll0x  irregular,  northeast 
corner  of  Nelson  av  and  106th  st.  Walter  S.  Auld  was  the 
broker. 


Leases. 

Kells  &  Delaney  lea.sed  to  the  City  of  New  York  for  a  term 
of  years   the   double  store   .590  Amsterdam   av. 

Mandelbaum  &  Paepke  leased  for  Elizabeth  McColgan  the 
two  6-sty  buildings  207  and  290  Mott  st,  50x100,  for  a  term  of 
years. 

Henry  Corn  leased  to  Siegfried  Blumenkrohn  43  to  47  West 
."3d  St.  The  lease  is  for  twenty  yeai~s  at  a  yearly  rental  of 
$35,000. 

Important  Lease  in  34th  St. 

The  Verplanck  estate  leased  to  Revillon  Preres,  for  twenty- 
one  years.  26  and  28  West  35th  st,  40x98.9,  at  $20,000  a  year. 
This  is  almost  double  any  former  valu.ition  in   the  street,  being 


on  a  basis  of  Ave  per  cewt..  of  $400,000;  making  the  highest 
land  rental  on  record  for  the  thoroughfare. 

B.  Crystal  &  Son  leased  through  Nathan  Weiss  the  entire 
C-s'.y  building  141 -to' 145  West  17th  St^  66x92.  The  lease  is  for 
a  term  of  twenty-one  years  at  an  aggregate  rental  of  $2.50,000. 
•   Leased  by  Sailors'  Snug  Harbor  Corporation. 

The  Edward  Coopo;r  estate  leased  from  the  Sailors'  Snug 
Harboi'  Corporation  the  plot  30.1x142.2,  north  side  ot  Waverly 
pi,  353.10  ft.  west  of  Univeisity  pi,  for  twenty-one  years,  at 
$1,4-28  a  year;  also  the  plot,  31.6x144.8,  north  side  same  st, 
322.4  ft.  west  of  University  pi,  for  twenty-one  years,  at  $1,092 
a  year.  The  lessee  owns  two  old  dwellings  now  on  the  plot 
directly  opposite   Washington   Park. 

H.  C.  Senior  &  Co.  leased  for  Nathan  and  Leon  Hirscli  to 
Mrs.  li.  Lipert,  for  a  term  of  years,  100  West  04th  st,  a  4-sty 
dwelling;  also,  for  Bolton  Hall  to.  M.  Montenot  107  West  03d 
st,  a  3-sty  dwelling;  also,  for  N.  &  L,.  Hirsch  to  Mrs.  Paula. 
Poethe  129  West  04th  st,'  a  4-sty  dwelling;  also,  for  Max  Aron 
to  Mrs.  M.  Savage,  for  a  term  of  years,  the  4-sty  dwelling, 
102  West  09th  st;  also,  for  Clara  L.  Craft  to  Mrs.  H.  Ward 
j44  West  64th  st.  a  4-sty  dwellin.a;;  also,  for  Alice  F.  Ward  to 
Dr.  S.  Foster  Haven  118  West  04th  st,  a  4-sty  dwelling;  also, 
for  William  S.  Patten  to  J.  Monheimer  123  West  04th  st.  a  4- 
sty   building. 


P.  EAL     ESTATE     NOTES 


The  Board  of  Estimate  will  not  meet  again  until  Friday, 
September  14. 

Charts  F.  Mehltrttter  &  Co.,  active  real  estate  brokers  .and 
agents  in  the  Tremont  section  of  the  Bronx,  are  now  occupying 
large  and   pleasant  offices  at  967  Tremont  av,   near  Crotona  av. 

Ashforth  &  Co.,  real  estate  brokers  and  appraisers,  will  re- 
move on  August  1  from  51  West  42d  st  to  the  Schmidt  Build- 
ing, 11  East  42d  st,  where  ihey  will  occupy  offices  on  the  second 
floor   front. 

For  bargains  in  Bronx  lots,  H.  Goodman,  of  130  Nassau  st, 
offers  three  choice  parcels,  2.5x100.  situated  at  140th  st  and 
Southern  Boulevard,  SO  ft.  from  southea.st  corner.  They  can  be 
had  at  .$3,000  per  lot.  Twenty-flve  per  cent,  cash,  the  balance  on 
mortgage   to  suit. 

The  Local  Board  of  Chester,  25th  District,  recommends  to  the 
Board  of  Estimate  and  Apportionment  a  widening  of  East 
225th  st,  from  Bronx  Terrace  or  Bronx  Boulevard,  to  Laconia 
av,  from  50  ft  to  100  ft,  and  an  extension  of  Eastchester  road, 
from  Laconia  av  to  East  225th  st. 

About  three  hundred  protests  have  so  far  been  received 
against  the  report  of  the  commission  in  the  condemnation  pro- 
ceedings for  the  Grand  Boulevard  and  Concourse.  Hearings 
are  being  held  daily  by  the  commissioners  at  the  Bureau  of 
Street  Openings,  90  West  Broadway. 

Henry  M.  &  Joel  H.  Ribeth,  in  conjunction  with  Sherman 
Buhre,  sold  for  William  J.  Hyland  to  George  Keller  40  lots 
facing  Westchester  Creek  and  Pelham  av.  The  buyer  intends 
to  bulkhead  the  property  on  Westchester  Creek  and  build  docks 
for  the  benefit  of  shipping  interest  in  that  section.  West- 
chester Creek  flows  into  Long  Island  Sound. 

Bronx  citizens  complain,  and  a  local  paper  calls  attention  to 
the  supposed  fact,  that  the  borough  is  suffering  injury  to  its 
real  estate  interests  through  a  seeming  discrimination  against 
it  by  the  large  holders  of  capital.  There  is  said  to  be  aa  evi- 
dent unwillingness  on  the  part  of  many  banks  and  loan  com- 
panies to  take  mortgages  in  the  Bronx.  Bronx  representatives 
assert  on  the  other  hand  that  "nothing  could  be  more  solid  and 
enduring  than  the  values  of  real  estate  on  the  North  Side." 
The  symptoms  complained  of  are  general  rather  than  local,  but 
it  is  natural  for  the  Bronx  to  consider  its  case  exceptional. 

President  Haffen.  of  the  Bronx,  has  written  a  letter  to  Mar- 
tin Petry,  secretary  of  the  Heights  Taxpayers'  Associatisn  of 
the  Bronx,  which  called  the  Borough  President's  attention  to 
the  alleged  injustice  of  demanding  an  extra  fare  in  order  to  be 
carried  over  the  lines  of  a  single  company  to  or  from  any  sec- 
tion of  the  city.  In  this  letter  Mr.  Haffen  says:  "I  beg  to  say 
that  I  am  heartily  in  favor  of  the  proposition  that  the  payment 
of  one  fare  should  entitle  the  passenger  to  all  transfers  from 
the  surface  and  subway  roads  in  this  borough,  and  will  co- 
operate as  far  as  possible  with  the  people  of  the  Bronx  desiring 
to  be  accorded  this  privilege." 

The  Municipal  Art  Society,  in  conjunction  with  the  West  End 
.Association,  is  making  an  effort  to  get  Park  Commissioner  Her- 
mann to  improve  the  Parkway  on  upper  Broadway,  in  the  same 
manner  as  the  sampl;  biock  maintained  by  Mrs.  Potter  between 
87th  and  88th  streets.  Frank  A.  Houghton  has  charge 
for  the  West  £nd  Association,  and  Charles  H.  Israels,  as  Chair- 
man of  the  Committee  on  Street  Fixtures,  is  acting  for  the 
Municipal  Art  Society.  The  official  gardenere  have  not  treated 
the  grass  plots  kindly  at  all.  and  weeds  thrive  in  them  and 
bare  spots  are  numerovis.  In  brief,  this  middle  section  of  the 
city's  main  artery  is  unpleasant  to  look  at,  and  it  ought  not  to 
be  left  to  citizens  to  point  out  such  a  blemish. 
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WANTS 


OFFERS 


BUILDING 
LOANS 

1    A  laree  amoont  for  Manhattan  and  centrally 
located  Bronx  Properties.       Liberal  payments. 

PERMANENT 
LOANS 

Promptly  available   In   any  amonnt  at  current 
rates  and  reasonable  charges. 

A.  W.  McLaXighlin  &  Co. 

Brokers  and  Dealers  In  Mortt^nges 
Am.  Ex.  Nat.  Bank  BIdg.,  12a  B'way,  Cor.  Cjdar 


WAN'TKD.— In  the  office  of  the  Record  and 
Guide,  a  young  man  about  17  or  IS  years  old; 
one  who  is  ambitious,  a  hustler,  and  nr-quainted 
with  the  city.  Address  "W.  R.  O,,  cIo  Record 
and    Guide. 

TO  LET— Pennsylvania  Section  2-story  rear 
building;  wide  entrance;  established  carpenter 
builder;  suitable  for  any  business.  149  W. 
30th    St. 


Industrial  Sites 

To  Real  Estate  Agents 


The  Industrial  Department  of  the 

Erie  Railroad  Company 

advises  Real  Estate  Agents  submit- 
ting: for  the  consideration  of  manu- 
facturers sites  adjacent  to  railroad 
that  it  will  gfladly  furnish  them  with 
full  technical  information  in  regard 
to  the  reaching  of  such  sites  by  side 
tracks.  No  interference  with  clients, 
Ko  leakage.  Confer  with  absolute 
confidence.  Every  assistance  freely 
rendered  agents  in  securing  business. 
Call  or  address, 

LUIS  JACKSON 

&idnatrlal  Ooi2unlaslon*r,  Srl»  Railroad  Oomyaay 

11   BROADWAY.   NEW  YORK. 


KURD'S  PRINCIPLES  OP    CITY  LAND  VALUES 
Price.    $1.50. 
A    book    lust    published    that    shows    how    city 
values  are  made  and  the  basis  upon  which  real 
estate   appraisements   should  be  made. 


Lawyers  Title  Insurance  &  Trust  Company 

CAPITAL  AND  SURPLUS   -  $9,500,000 

TRUST   AND    BANKING   DEPARTBtENT,    59    LIBERTY    ST.       1 

TITLE    DEPARTMENT 37    LIBERTY    ST.       I      MANHATTAN 

Brooklyu  Br,-iEcli.  Title  Department  and  Trust  and  Banking  Department.  188  Montague  Street 

RECEIVES  DEPOSITS  subject  to  check  or  on  certificate, 
allowing  interest  thereon. 

LENDS  ON  APPROVED  STOCKS  and  Corporation  Bonds 
as  Collateral.  . 

ACTS  AS  TRUSTEE,  Guardian,  Executor,  Administrator, 
Assignee  or  Receiver,  Transfer  Agent  or  Registrar  of 
StocRs  of  Corporations.  Takes  Charge  of  Personal 
Securities. 

OFFICERS  : 
EDWIN  W.  COGGESHALL.  President  and  General  Manager. 

PAYP,'*-  OliDEN.  ,  WALTER  N.  VAIL,  Secretary. 

^T^},^,h\-r  hWW^^k^?^-  Vi™.Pre,i,Ient«  LEWIS  H.  LOSEE.  Asst.  Genl.  Manager. 

LuriS  V.  BDKillT,  ,   Vice  1  residents.  ARCHIBALD  FORBES,  \  j=.t    T„        -, 

HENRY  .MORCJKNTHAU,    '  U    COXDIT  VARICK    '  | Asst.  Treasurers. 

THDKWALD  .STALLKNEOHT,  Treasnrei.  GE()R(iEA    FLEURY. 

HERBERT  E.  J.iCKSON,  Comptroller.  FREDERICK  1).  REED, 


Asst.  Secretaries. 


GEO.  F.  BUTTERWORTH, 
DUMONT  CLARKEi 
EDWIN  W.  COaGESHAXiL, 


EXECUTIVE  COMMITTEE  : 

WILLIAJI  A.  DAY, 
WILLIAM  P.  DIXON, 
JULIAN  D.  PAIRCHILD, 


JOHN  T.  LOCKMAN. 
HENRY  MORGENTHAtr, 
JAMES  N.  WALLACE.  ^ 


LAWYERS 
TRUSTEES 

OF 

ESTATES 

AND 

OWNERS 
Will  Buy  for  Cash 

or  Lease  Flats  or  Tenements  in  any 
part  of  New  York  or  Brooklyn; 
security  and  rental  paid  quarterly, 
half-yearly  or  yearly  in  advance. 

Apply  to 

G.  TUOTI  &  CO. 

206  BROADWAY 

Telephone,  4334  Cortlandt 


Many  People 
Want  to  Study 
Real     Estate 

They  want  to  know  what  it 
means  to  buy  and  sell  property, 
all  about  contracts,  deeds 
mortgage,  etc. 

There  is  a  book  which  tells 
all  about  this,  "Guide  to 
Buyers  and  Sellers  of  Real 
Estate,"  by  Geo.  W.  Van  Siclen 


It    Costs    One    Dollar 

THE  RECORD  ANDGUIDE 

14-16  Vesey  Street,  New  York  City 


Private  Sales  Market  Continued. 


South  of  59th  Street. 

BEDFORD  ST.— Williams  &  Grod- 
ginsky  sold  to  a  Mr,  Sullivan  the  north- 
east corner  of  Bedford  and  Downing  sts, 
a  .">-sty  tenement,  2.5x75. 

CARJMINE  ST— E.  V.  Pescia  &  Co.  sold 
for  Pepe  Bros.  &  D.  Gallo  to  Shapiro, 
Levy  &  Starr  the  5-sty  double  tenement 
with    stores,    07   Carmine   st,    2.5x9.5 10. 

ELDlilDGE  ST. — Schenkman  &  Brown 
Fold  to  Zenes  &  Brooks  210  and  212  Eld- 
ridge  st,    tv/o  6-sty   tenements,   44.10x88.6. 

HENRY  ST— J.  Dimand  &  Co.  .sold  for 
M.  Prank  and  S.  Lipschitz  to  H.  Stras- 
bourger,  .304  Henry  st,  a  5-sty  tenement, 
24x;»5. 

JAMES  ST— G.  Carlucci  &  Co.  sold  to 
Martin  Garrone  the  5-sty  building,  G8 
James  st,  23x100. 

JONES  ST— Joseph  J.  Kiernan  sold  for 
Tessie  Capperilli  to  Morris  Grossman,  13 
Jones  st,  a  5-sty   tenement   house,  25x100. 


MADISON  ST— L.  Kolmer  and  S.  Se- 
gall  sold  for  L.  A.  Goldstein  to  Wexler  & 
Posner,  8(5  Madison  st,  a  tenement,  25x 
100. 

MANGIN  ST.— Lischinsky,  Rosen  & 
Lischinsky  sold  for  Bondy  &  Kramer  71 
Mangin  st,  a  G-sty  building,  25x100. 

PEARL,  ST. — Charles  F.  Noyes  Co.  sold 
for  the  estate  of  Emil  Caiman  the  4-sty 
and  basement  building  299  Pearl  st,  22.5x 
125.  The  Noyes  Co.  has  sold  six  build- 
ings on  Pearl  st  within  the  past  few 
months. 

PERRY  ST. — In  exchange  for  lots  on 
East  95th  st  Mr.  Levy  gives  to  Mr.  Dob- 
kin  117  and  119  Perry  st,  northeast  cor- 
ner of  Greenwich  st,  a  G-sty  tenement, 
S5. 1x20.2x70x50.0. 

SUFFOLK  ST— L.  Davis  sold  to  Byk  & 
Lowensohn,  142  Suffolk  st,  a  5-sty  tene- 
ment  house,   25x100. 

4TH  ST. — Zenes  &  Brooks  sold  to 
Schenkman  &  Brown  332  and  334  East 
4th  st,  a  0-sty  tenement,  45.0x90. 

5TH    ST— S.    Fine  sold   for   Max   Borck, 


TIO    E.    5th    St.    a    G-sty    tenement,    with 
stores,    2.5x97. 

IGTH  ST— John  Peters  &  Co.  sold  for 
Messrs.  Frankel,  Wachsman  cfe  Bru- 
der,  315  W.  IGth  st,  a  5-sty  and  base- 
ment  triple  flat,   25x92. 

29TH  ST— V^illiam  Oppenheim  sold  to 
the  Bathgate  Really  &  Construction  Co. 
the  plot  north  side  of  ■29th  st,  1S2.6  west 
of  1st  av,  101.3x98.9  irregular.  The  buy- 
ers will  erect  modern  G-sty  flats,  with 
stores. 

44TH  ST— The  McVickar,  Gaillard  Re- 
alty Co.  sold  for  the  Medcef  Eden  Realty  ' 
Corporation  to  George  Forbes  147  W  44th 
st,  a  3-sty  and  basement  brownstone 
dwelling,  lG.SxlOO.5.  Mr.  Forbes  owns 
the  adjoining  property,  145,  and  now  has 
a  frontage  of  41.8  on  this  street. 

47TH  ST.— George  Latour  sold  542  and 
,544  West  47th  st,  two  5-sty  tenements, 
.50x100.5. 

.54TH  ST.— Collins  &  Collins  sold  for  the 
F.  &  M.  Schaefer  Brewing  Co.,  124  E. 
54th  st,  a  2-sty  brick  stable,  25x100.5. 


176 


RECORD    AND    GUIDE 


July  28,  1906 


5GTH  ST— The  Coleman  Stable  Co. 
bought  from  Edward  V.  Loew  118  "W. 
5(!th  St,  a  2-sty  building.  2.5x100,  and  will 
erect  a  new  G-sty  annex  to  the  stable,  ad- 
joining. 


North  ol  59th  Street. 

C2D  ST. — B.  Freedman  sold  for  Pass- 
man Seplow  323  to  327  East  (j2d  st,  two 
G-sty  nt  .V  law  flats,  51x100.5. 

70TII  ST. — Simon  Levy  sold  for  A. 
Weinstei;i  to  Jacob  Israel.son  41.3  to  417 
East  70lh  St.  two  G-sty  flats  in  course  of 
construction,  .37.Gx100.5  each. 

77TH  ST. — Williams,  Grodginsky  &  Haft 
bought  344  to  352  East  77th  st,  five  4-sty 
flats,  25j;100.2  each.  They  have  resold 
344  to  34S  to  Doll  &  Johnson  and  3.50  to 
a  Mr.  Loluiian. 

S'lTII  ST.— Philip  Eckel  sold  to  Sophie 
Switzer  211  West  80th  st,  a  5-sty  double 
f.at,  25x102.2. 

S2D  ST — Folsom  Brothers  sold  for  the 
estate  of  Charles  A.  Acton  the  3-sty  and 
basement  private  house,  20.">  E.  82d  st, 
17x102.2,     to    an    investor. 

8GTH  ST — Slawson  &  Hobbs  sold  for 
W.  E.  D.  Stokes  to  a  client,  for  occu- 
pancy, the  4-sty  brownstone  dwelling,  332 
West   SOth   st,   20x00x100. 

n3D  ST. — L.  I.  Hattenbach  and  M.  Marx 
sold  for  D.  Ryan  to  Carl  Blum,  173  E. 
93d  st,  a  4-sty  flat,  20x100. 

0.5TH  ST. — Joseph  Dobkin  sold  to  Jacob 
Levy  the  plot  100x100.8,  south  side  of 
!)5th  St.  KKt  ft.  east  of  2d  a  v. 

09TH  ST— McVickar,  Gaillard  Realty 
Co.    sold    for    Eugene    Vallens    to    E.    E. 


Meacham,  for  occupancy,  25G  W.  99th  st, 
a  4-sty  American  basement  d%velling,  1G.8 
xlOO. 

103D  ST. — Chas.  S.  Kohler  sold  for 
Jacob  Mattern  the  5-sty  single  flat  1U7 
West  103d  st,   IS.OxlOO.ll. 

103D  ST. — Kuppei-stein  &  Lowenfeld 
sold  for  a  client  to  Lowenfeld  &  Prager 
1-5  to  133  East  103a  st,  flve  3-sty  dNvell- 
ings,   77x100.11. 

lOGTH  ST — Jacob  Bobbins  sold,  through 
Arthur  S.  Cox,  to  Henry  W.  Resler,  50  E. 
KXjth   st,   a  5-sLy   tenement,   25x100.11. 

IIOTH  ST— B.  &  D.  W.  Blumenthal 
sold  for  Patrick  Keenan  to  the  Herbert 
Realty  Co.,  519  E.  119th  st,  a  5-sty  flat, 
20x100. 

AMSTERDAM  AV — Henry  Marks  & 
Caspar  Levy  sold  2138  Amsterdam  av, 
southwest  corner  IGGth  st,  5-.sty  triple 
flat,  with  stores.  25x100. 


WASHINGTON  AV.— Samuel  Williams 
bought  through  Jacob  Leitner  from  Harry 
Lehr  the  plot,  .50x100,  east  side  of  Wash- 
ington av,  94  ft.  south  of  Wendover  av. 
Mr.    Williams    will    build   a   (i-sty   Hat. 


The  Bronx. 

TAYLOR  ST.— Wm.  Peters  &  Co.  sold 
for  M.r.  Pahle  to  Elizabeth  Shur  a  3-sty 
dwelling  east  side  of  Taylor  st,  near  Mor- 
ris Park  av.  Mr.  Shur  gave  in  exchange 
two  lots  east  side  of  Bryant  st,  near  172d 

St. 

CLASON  AV.— Wm.  Peters  &  Co.  sold 
to  Mr.  Wellbrock  a  1-family  cottage,  .5()x 
100,  east  side  of  Clason  av.  near  West 
Farms  road. 

GRANT  AV. — William  E.  Diller  sold  a 
3-sty  2-family  brick  and  stone  house  on 
Grant  av,  north  of  l(!3d  st.  the  seventh 
sold  of  a  row  of  ten  houses  built  b.r  Mr. 
Diller   at   this   point. 


Leases. 

F.  Vazzana  &  Co.  leased  to  a  clie.it  the 
7-sty  tenement  111  Cannon  st  for  a 
number  of  years  at  an  aggregate  rental 
of  .$10,200. 

Cuozzo  &  Gagliano  Co.  leased  for  S.  T. 
Slater  to  a  client  the  t%vo  G-sty  apartment 
houses,  179  to  185  E.  100th  st,  for  a  term 
of  years,  at  an  aggregate  rental  of 
.$75,000. 

The  McVickar,  Gaillard  Realty  Co. 
lecsed  for  a  term  of  yeafs  1G71-1G73  Ijex- 
ington  av,  southwest  corner  105th  st;  also 
for  a  term  of  years  the  property  tiO  W. 
128th    St. 

E.  V.  Pescia  &  Co.  leased  322  E. 
112th  st,  a  G-sty  double  tenement,  with 
stores,  for  Joseph  Gertner,  to  Seraiine  Bl- 
lotti,  for  a  term  of  years,  at  an  aggregate 
rental   of  about  .$1G,.500. 

E.  V.  Pescia  &  Co.  lo  ised  2317  1st 
av,  a  5-sty  double  tenernent,  with  stores, 
for  the  Stone  Realty  Co.,  to  Ferdinand 
Cefola,  for  a  term  of  yeais,  at  an  agg-^- 
gate  rental  of  about  .$15,0v0. 

Charles  F.  Noyes  Co.  leased  foi-  Abbot 
A.  Lowe  the  three  upper  floors  31-33-.35 
Burling  slip  to  the  National  Type  Co.  for 
a  term  of  ten  years.  The  lessees  recently 
rented  the  store  and  basement  of  the 
building   through  the  same  brokers. 


ALTERATIONS 


(Continued  from  page  204.) 
BOKOUGH    OF    MANHATTAN. 

7iSth  st,  Nos  319-.32.5  East,  toilets,  windows,  to  four  4-sty  brk  and 
stone  tenements;  cost,  .$.5,(1(11);  The  Vincent  Realty  &  Construction 
Co,  3112  Broadway;  ar't,  A  J  MacManus,  1831  Bath  av,  Brook- 
lyn.—2(177. 

79th  st,  Nos  531-533  East.  2-sty  brk  and  stone  rear  extension,  4.5x 
4(5.2.  to  1-sty  brk  and  stone  storage  building;  cost,  $3,5(X);  Louis 
Newman,  324  East  79th  st;  ar't.  H  Horenburger,  122  Bowery. — 
20!)8. 

81st  St.  No  27  West,  l-sty  and  basement  brk  and  stone  rear  exten- 
sion, 14x7,  new  side  walls,  to  4-sty  brk  and  stone  dwelling;  cost, 
.$1,(KX);  S  Charles  Welsh,  2.5()  Broadway;  ar't,  Valentine  German, 
IVlorse  pi,   Englewood,   N  J. — 2005. 

81st  St.  No  137  West,  partitions,  win,dows  to  4-sty  brk  and  stone 
dwelling;  cost,  $5,(100;  Albert  A  Levi,  137  W  81st  st;  ar't,  J  C  Levi, 
24  E  23d   St.— 2059. 

89th  St.  No  320  West,  add  1  sty,  partitions,  to  4-sty  brk  and  stone 
dwelling;  cost.  $1.2(10;  Thomasina  E  O'Brien,  320  W  80th  st;  ar't, 
Richard    Berger,    3()!>   Broadway. — 20(13. 

94th  st.  No  2,'iG  East,  show  windows,  to  5-sty  brk  and  stone  tene- 
ment; cost,  $1,500;  Joseph  Shapiro,  170  Delancey  st;  ar't,  O 
Reissmann,   30   1st   st. — 2081. 

103d  st,  n  s.  138.9  e  Madison  av,  skylight,  stairs,  partitions,  gallery, 
to  2-sty  brk  and  stone  synagogue;  cost,  .$5,(X)0;  Congregation 
Nachlass  Ziwi,  1  E  117th  st;  ar't,  Solomon  D  Cohen,  105  W  137th 
St.— 2028. 

104th  st.  No  103  West,  partitions,  store  fronts,  to  5-sty  brk  and 
Stone  tenement;  cost,  $2,2(M);  Daniel  Buckley,  830  West  End  av; 
ar'ts.  Brand  &  Mooney,  3d  av  and  8.5th  st. — 2042. 

10(>th  st.  No  71  East,  partitions,  store  fronts,  piers,  to  5-sty  brk  and 
stone  store  and  tenement;  cost.  $2,100;  Abraham  Woltsohn,  175  E 
102d  st;  ar't,  Nathan  Langer.  81  E  125th  st.— 20.54. 

lOGth  st.  No  102  West,  partitions,  store  fronts,  to  5-sty  brk  and 
stone  tenement;  cost,  $2,000;  C  Adler,  237  W  105th  st;  ar'ts, 
Brandt  &  Mooney,  3d  av  and  85th  st.— 2041.' 

112th  st,  Nos  47-49  East,  toilets,  partitions,  show  windows,  to  two 
5-sty  brk  and  stone  tenements;  cost.  $8,000;  Isaac  Rosenwasser, 
.308  2d  st;    ar't,   O   Reissmann,  30   1st  st.— 2025. 

114th  St.  No  304  East,  store  front,  to  4-sty  brk  and  stone  tenement; 
cost,  $400;  V  Marrzione,  2241  2d  av;  ar't,  L  F  J  Weiher,  103  E 
125th   St.— 2091. 

118th  st.  No  133  E,  1-sty  brk  and  stone  front  extension,  lG.4x5.10, 
partitions,  windows,  fire  escapes,  to  4-sty  brk  and  stone  store  and 
tenement;  cost,  $2,(100;  The  Cozy  Home  Realty  Co,  227  Broadway; 
ar't.   Chas   M   Straub,   122   Bowery.— 20.50. 

132d  St.  No  40  East,  stairs,  partitions,  to  5-sty  brk  and  stone  tene- 
ment; cost,  $5,000;  George  Harris,  40  E  132d  st;  ar't,  Nathan 
Langer,  81    E  125th  st. — 2055. 

KJOth  st,  s  s,  175  e  Audubon  av,  build  new  foundations,  to  2-sty 
frame  dwelling;  cost,  $000;  Chas  Scheidecker.  55G  W  170th  st; 
ar't,   L   F   J   Weiher,   103   E   125th  st.— 20G2. 

Amsterdam  av,  n  e  cor  185th  st,  alter  roof,  to  1-sty  and  attic  frame 
hotel;   cost,  ,$9(X);   ow'r  and  ar't,  M  Seraphine,  on  premises. — 2083. 

Broadway,  n  e  cor  l(l3d  st.  erect  sign,  to  1-sty  brk  and  stone  store; 
cost.  .$190;  Edwin  A  Watson,  141  Broadway;  ar't  and  b'r,  J 
Schroth,  113  West  Broadway.— 2030. 

Lexington  av,  s  e  cor  112th  st,  toilets,  partitions,  windows,  to  5-sty 
brk  and  stone  stbre  and  tenement;  cost,  $1,.500;  S  Charig  71  "Nas- 
sau st;  ar'ts,  Bernstein  &  Bernstein,  24  E  23d  st. — 2004. 
St  Nicholas  av.  No  1154,  partitions,  show  windows,  to  2-sty  brk 
and  stone  store  and  office  building;  cost,  $l,.50O;  L  J  &  S  J 
Rackendorfer.  21  East  (j2d  st;  ar't.  Franklin  M  Small,  205 
Broadway. — 2097. 

West  End  av.  No  307,  1-sty  brk  and  stone  rear  extension,  8x13.  add 
1  sty,  partitions,  to  3-sty  brk  and  stone  dwelling;  cost,  $3,.50(^; 
A  G  Crawford,  251  W  91st  st;  arts,  James  E  Ware  &  Sou,  1170 
Broadway.— 2052. 


1st    av.    No   2437,    IH-sty   brk   and    stone   rear   extension,    21.6x4.4, 

partitions,   windows,   to  4-sty  brk   and   stone  store   and   tenement; 

cost,  $7,5U0;  Robert  J  Haguet.  023  W  141st  st;  ar't,  Richard  Rohl, 

128   Bible   House.— 2057. 
1st   av.  No  811,  partitions,  toilets,  to  4-sty  brk  and  stone  tenement 

and  store;  cost,  $000;  Miss  Mary  Oeters,  21  E  128th  st;  ar't,  Will- 
iam  Kurtzer,  Spring  st  and  Bowery. — 2040. 
1st  av.  No  1.545,  toilets,  partitions,  to  4-sty  brk  and  stone  tenement; 

cost,   ?1.0(iO;    Emma   L   L   Pohlman.  37"2   Lexington   av;    ar't,   Chas 

Henry   Dietrich.   21   2d  av. — 2024. 
1st   av.   No  391,  partitions,   windows,   skylight,   toilets,   to  5-sty  brk 

and-  stone   tenement   and   store;    cost,  .$1,000;   Adam   Stichl,  502  E 

87th  st;   ar't,   Chas  Stegmayer,   l(j8  E  91st   St.— 2(180. 
2d   av.   No   S(j.S.   partitions,   stairs,   show   windows,   to  5-sty  brk   and 

stone  tenement  and  store;   cost,  .$.5,(.KXt;   Anton  Finger,  S(jG  2d  av; 

ar't.   Otto  L  Spannhake,   2f)0  E  79th  st.— 2035. 
3d  av.  No  2140,  partitions,  store  fronts,  to  4-sty  brk  and  stone  store 

and   dwelling;    cost,   ,$M,500;    J   Bishop,   on   premises;    ar't,    L   F  J 

Weiher,   103  E   125th  St.— 2038. 
3d   av,   s   w   cor   15th   st.   stairs,   storm   house,   alter   walls,   to  3-sty 

brk   and    stone   hotel;    cost,    $1,500;    estate   of   Hamilton   Fish,    135 

Broadway;    ar'ts.   B  W   Berger  &  Son,   121    Bible   House. — 2075. 
3d   av.   No  4(i5,   plumbing,   windj.vs.   stairs,   to   4-sty   lirk  and   stone 

store    and    tenement;    cost,    $5,(-00:    Francis   J    Keogh,   53   3d   av; 

ar't,    E   A    Meyers,    1    Unlet  sq. — 210(.). 
7th  av,  s  w  cor  127th  st,  pirtitions.  windows,  piers,  to  four  5-Ety  brk 

and  stone  dwellings;   co:  t.  $,"(.MI0;   M  G  Rieser,  427  E  57th  st;  ar't, 

Geo   Keister,   11   W  20th   st.— 2037. 
9th   av.   Nos   15-17,   3-sty   brk  and   stone   side  extension,  25x100,   to 

2-sty  brk  and  stone  stable;   cost,  $4,(100;  Astor  estate,  23  W  26th 

st;   ar't,  G  M  McCabe.  2  W  14th  st.— 204!t. 
lOih   av.    Nos   7(i7-7(i9.   adl    1    sty.   skylight,   to   5-sty  brk  and   stone 

factory;   cost,  $10.(100;  Jacob  Becker,  235  W  30th 'st;  art,  Frank- 
lin M  Small,  2(15   Broadway. ^2053. 
tOUi  av,  n  e  cor  15th  st.  1-sty  concrete  and  brk  side  vault,  110x15, 

to  —  sty  bakery;  cost,  $5  (l')U;  National  Biscuit  Co,  409  W  15th  st; 

ar't.   A   G  Zimmerman.  ■2(i5  La  Salle  st.   Chicago,   111. — 20G1. 
11th    av.    No    035,    partitions,    toilets,    windows,    to    4-Fty    hrl;    and 

slone  tenement;   cost,  ?2.il«>0;   Prescott  Realty  Co,   171   Broadway; 

ar't,   Natl-.an  Langer,  81   East   125th  st. — 2(l'.l(;. 

BOROUGH   OF  THE   BRONX.   . 

Kelly  st,  s  e  cor  Robbins  av,  new  sink,  new  partitions  and  new 
extension  to  cellar  of  5-sty  brk  tenement;  cost,  $500;  Morris 
Garfinkel.  on  premises;  ar'ts,  Moore  &  Landsiedel,  148th  st  and 
.3d   av.— 111. 

14(ith  st.  No  735,  new  show  windows,  new  partitions,  &c,  to  4-sty 
brk  store  and  tenement;  cost,  $1,.S(10;  August  Schultz.  on  prem- 
ises;, ar'ts,  Chas  Baxter  &  Son,  .3(iO  Alexander  av. — 406. 

233d  st,  n  s,  200  w  Verio  av,  1-sty  glass  and  frame  extension,  20x 
59,  to  1-sty  glass  and  frame  greenhouse;  cost,  $G00;  Matilda 
Roemer,   233d  st ;   ar'ts,   Hitchings  &   Co.   1170  Broadway. — ilO. 

Broadway,  e  s.  289.0  n  23lst  st,  new  plumbing  system  to  2-sty 
frame  store  and  dwelling;  cost,  $2.50;  Chas  B  Meyer,  99  Cedar 
st;   ar'ts,   Ahneman   &   Younkheere,   Kingsbridge. — tl3. 

Broadway,  e  s,  2.54.85  n  231st  st,  new  plumbing  system  to  2-sty 
frame  store  and  dwelling;  cost,  $250;  IDmma  and  Bertha  Wuest- 
hoft.  42  Murray  st;  ar'ts,  Ahneman  &  Younkheere,  Kingsbridge. 
—412. 

Clay  av.  No  1131,  change  from  cellar  to  basement,  new  brk  wall, 
new  partitions,  &c,  to  2-sty  frame  dwelling;  cost,  not  given;  Chas 
Greite.   on   premises;   ar't,   Louis  Faik.  278,5  3d  av. — 414. 

Morris  av.  No  2200,  new  water  closets,  new  partitions,  &c,  to  2-sty 
frame  dwelling;  cost.  $1.(KX);  Michael  Bowler,  1(J35  3d  av;  ar't, 
Wra  B  Turhill    287  4th  av. — 407. 

White  Plains  road,  w  s,  4(X)  s  Elizabeth  st,  move  1-sty  frame  office 
and  stor.-^;  cost,  .$30;  Chas  L  Ullman,  Bronxwood  Park;  ar't  and 
ow'r.— 1(\S. 

Wales  av,  n  w  cor  145th  st.  new  bathroom  to  3-sty  frame  tenement; 
cost,  $1Cm:);  Herman  J  Rohrich,  145  Wales  av;  ar't,  Harry  T 
Howell,   3d  av   and   149th   st. — 409. 


The   text  of   these   pages   Is   eopyrlghted.      All   rights   are   reserved.  Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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MlMCBLLAStOVa. 


\J\J    P.    MAGAM, 

Real  Estate  and  Loans 

108  and  110  EAST  12oTH  STREET 

Telephone,  222  Harlem  New  York  City 

NOTARY  PUBLIC 

J     C.    LYONS    BUILDING   & 
'^"  OPERATING    COMPANY 

4  AND  6   EAST  42d  STREET 
Telephone,  6438  38th  St.  NEW  YORK 


MIMOBLLAHMOVB. 


QHARLES  H.    EASTON   &  GO. 
Real  Estate  Agents  and  Brokers 

Tel.,  6420  38th  St.  Estates  Managed 

116  We.st  42d  Street,  NEW  YORK 

Cable  Address,   "Cheaston,  N.  Y." 

Charles  H.  E.^ston  Robert  T.  McGusty 

HUKD'S  PRINCIPLES  OF   CITT  LAND  VAX.inia 
Prlc*.  (1.69. 
A    book    Juit   publUhad    that   ibowi   h*v    eltr 
raluu  ar*  mad*  and  tba  basli  upon  wbick  raal 
estat*  appraleementa   abouK  b«  mad*. 


■  <McaLi_A««oca 


"THOMAS  DIMOND 
'  Iron   Work  for  Building 

rjS  WEST  33D   ST..   NEW  YORK 

Wnilcs  /  l'-'^  '^^'o't  33d  St.  Estahlished  1852 

""""''\  137  West  32d  St. Tel..  1780  Mad.  Sq. 

[\J     BRIGHAM    HALL  &  SON 

'   '  ■  Real  Estate  Brokers  and  Agents 

Tel.,  G03  Spring  681  Broadway 


J 


AMES    A.     DOWD  TeI.,93PIaza 

Real  Estate  and  Insurance 

an    SIXTH   AVENUE,    al.ove   49th    Street 


HE  TITLE  INSURANCE  COMPANY, OF  new  YORK 

135  Broadway,  Manhattan  CAPATAL  AND  SURPLUS 

and  203  Mongtague  St.,  Brooklyn  $3,000,000 

Examines  and  Insures  Titles  to  Real   Estate  on  Sales  and  Loans,  and   deals  in   Mortgages. 


EDGAR  J.  LEVEY,  President 

JOHN  D.  CRIMMINS,      1,,.      „       .,      . 

CHARLES  T.  BARNEY, /Viee-Presidents 

CVRIL  H.  BURDETT.  Sei-retary 

CHAUNCEY  H.  HU.MPHREYS,  \  Asst. 

EDWIN  A.  BAYLES,  /Sec'ys 

WILLIAM  N.  HARTE,  Treasurer 

Hon.  ABRAHAM   R.  LAWRENCE,  Counsel 


|-|ARRY    W.     HOPTON 
REAL    ESTATE 


Tel.,  q^Iq  Cortlandt 


No.    180    BROADWAY 
Cor.  Liberty  St. 


NOTICE  TO   PROPERTY  OVSTNERS. 

HEARINGS    FOR    THE    CUMING    WEEK. 

At   90-92  West  Broadway. 

Monday,    July    30. 

Classon  Point  rd,  Westchester  av  to  East  River, 

at  2   p   m. 
1st  st  east  of  the  Bronx,   at  3  pm. 
Westchester    av,    Bronx    River    to    Main    st,    at 

10.30    a    m. 
West  ISTth  st,    Amsterdam  av  to  a  new  avenue 

bounding   Highbridge   Parlf,   at  3  p  m. 
Seabury  pi,  Charlotte  st  to  Boston  rd,  at  1  p  m. 
West    16Sth    st,    Broadway    to    Fort    Washington 

av.    at   3.30   p    m. 
Bridge   at   Borden   av.    Queens,    at  4   p   m. 

Tuesday,    July   31. 

West  170th  st,  Amsterdam  av  to  St  Nicholas  av, 

at    1    p   m. 
West    ITTlh    st,    bulkhead    line   of   Harlem   River 

to  point  about  l.'iO  ft  east,  at  2.'/d  p  m. 
3d  av,  widening  at  IjOth  st,  at  1  p  m. 

Thursday,    Aug.    2. 

While     Phtins     rd,     Morris     Park     av     to     West 
Farms   rd,    at   11   a  m. 

■ « 

AUCTION   SALES    OF  THE  WEEK. 

The  follnwing  is  the  complete  list  of  the  prop- 
erties sold,  withdrawn  or  adjourned  during  week 
ending  July  27,  l!)tKl,  at  the  New  York  Real 
Estate  Salesroom.  14  and  16  Vesey  st.  Except 
where  otherwise  slated,  the  properties  offered 
were  in  foreclosure.  Adjournment  of  legal  sales 
to  next  week  are  noted  under  Advertised  Legal 
Sales. 

•Indicates  that  the  property  described  was  bid 
in  for  the  plaintiff's  account. 

The  total  amount  at  the  end  of  the  list  com- 
prises the  consideration  in  actual  sales  only. 

JOSEPH    P.    DAY. 

112th  st.  No  153,  n  s,  345  w  3d  av,  16.8x100. 10. 
2-sty  frame  dwelling.  (Amt  due,  $2,410.32; 
taxes,    &c,    .$82.52.)      Alexander    Schlang.  19.025 

Madison  av,  Nos  20.59  and  20(il]n     e     cor     l.'iOth 

130th  st,  Nos  45  and  47  I  st,  99.11  x  35, 
5-sty  brk  lenemeiit  and  store.  Adj  to 
Aug  9 

34th  St.  No  113,  n  s,  1()2.(!  e  Park  av,  21x98.9, 
4-sty  stone  front  dwelling.  (Sheriff's  sale 
of    all    right,    title,    &c.)      Withdrawn ■ 

Land  under  water  situated  on  e  shore  of  Har- 
lem River  and  w  s  of  Wards  Island,  705  w 
road  shown  on  Bridges  map,  containing 
3  43-ltM>    acres.      J    Edward    Simmons.  ..  .7,075 

Parcel  of  land  beginning  at  a  point  on  s  shore 
of  the  water  at  junction  of  Harlem  River  and 
Little  Hell  Gate  at  high  water  mark,  413.8  w 
boundary  line  between  lots  1  and  2  on  afore- 
said map.  containing  97-100  acre.  J  Ed-  _ 
ward     Simmons     1,175 

Parcel  of  land  beginning  at  a  point  on  s  shore 
of  Little  Hell  Gate  at  high  water  mark,  149.8 
w  boundary  line  between  lots  1  and  2  on  said 
map  and  272.5  n  of  road  laid  down  on  said 
map,  containing  2  7-100  acres.     Withdrawn. 

53d  st.  No  358.  s  s,  150  e  9th  av,  25x100.5,  4- 
sty  brk  tenement  and  2-sty  brk  tenement 
in  rear.  (Partition.)  The  Estates  Settle- 
ment Co 18,100 

•James  slip.  No  lis  w  cor  Cherry  st,  24x36.2, 
Cherry  st.  No  75  I  4-sty  brk  tenement  and 
store.  (Amt  due,  .$10,707.89;  taxes,  &c, 
$2.30.)     Henry  S  Bowrou   11,000 

Lexington  av,  Nos  161  and  163|n    e   cor   30th   st, 

30th  st.  No  131  I  43.10  x  100,  12- 
sty  brk  and  stone  hotel.  (Sheriff's  sale  of 
all  right,  title.  &c.)     Leo  Hutter   800 

129th   st,    Nos  231   to  255,   n   s,    199  e  8th  av, 
70x99.11,     6-stv     brk     tenement.       (Sheriff's  , 
sale  of  all  right,  title,  &c.)     Withdrawn  ... 

St  Georges  Crescent,  w  s,  355.6  s  'Van  Cort- 
landt av.  runs  s  25.4  x  w  70.9  x  s  16.7  x  w 
.52.1  X  e  15  3  to  beginning,  2-sty  frame 
dwelling.  (Amt  due  ,$1,176.72;  taxes,  &c, 
.$141,44;  sub  to  a  prior  mort  of  $2,500.)  Mort 
recorded    May    4.    1905.      Withdrawn    

Total •^■'I-i^.E 

Corresponding   week,    1905 9.  ibl 

Jan.    1,    1900,    to   date 21.258,'214 

Corresponding   period,    1905 21, .349. .391 


JOSEPH   P.  DAY 

Real  Estate 

AUCTIONEER  AND  APPEAI8EB 

MAIN  OmCE:  AQENOT  DEPT 

31  NASSAU  ST.  932  EIQHTH  AVENUB 


ADVERTISED    LEGAI.    SALES. 

Sales  to  be  held  at  the  Real  Estate  Exchange, 
14  and   16  Vesey  st,   except  as  elsewhere  stated. 

July  28,  30,   Sl^and  Aug.   1. 
No   Legal   Sales  advertised  for  these  days. 
Aug.    2. 
Cliff  st,    Nos  70  and  72,   s  w  cor  Ferry  st,   Nos 
46    and    48,    59.11x57.4x57x55.2,    3    and    5-sty 
brk     loft    and    store     buildings.       Mamie    Von 
Felde  agt  Robert  W  Von   Felde  et  al;   Michael 
C  Gross,  atL'y.  3  Chambers  st;  Henry  W  Book- 
staver,   ref.      (Partition.)     By  Joseph   P  Day. 

Aug.    3. 

]4lh  st.  No  4.  s  s,  ,34  e  5th  av.  .33x103.3,  lease- 
hold, G-sty  brk  loft  and  store  building.  Ruth- 
erford Really  Co  agt  Willet  F  Cook  et  al; 
Wells  &  Snedeker,  att'ys,  34  Nassau  st ;  Job 
E  Hedges,  ref.  (Amt  due,  $27,720.82:  taxes, 
&c,  $2,mX).)  Mort  recorded  May  1,  1893.  By 
.loseph    P    Day. 

.•13d  st,  s  s,  .3,'10  w  Sth  av.  4x98.9.  I 

8th  av,    w   s,   9S.9   n   31st  st,    1x100. 
Pennsylvania,    New   York  &  Long  Island   R   R 
Co    agt.  John    W    de    P    Toler    et    al ;    Edward 
Menocal,    att'y,    146   Broadway;    Alfred    E   Om- 
men,   ref.      (Partition.)     By  James  L  Wells. 

Aug    .4. 
No  Legal   Sales  advertised  for  this  day. 
Aug.    6. 
Central  Park  Wcstis   w   cor   S9th    st,    runs    w    1.30 
S!lth  st.  No  2  I   X  s  1<H).8  X  e  .50  x  s  25.2  x  e 

100  X  n  125.11  to  beginning.  13-sty  brk  and 
stone  hotel.  Central  Park  West  Realty  Co 
agt  Peter  Banner  et  al:  Philip  S  Dean,  att'y. 
37  Liberty  st ;  Abraham  L  Jacobs,  ref.  (Amt 
due,  $132,500.69;  taxes,  &c,  $1.0IX).)  Mort  re- 
corded Nov  6,   1903.      By  Joseph  P  Day. 


JUDGMENTS     IN     FORECLOSURE 
SUITS. 

July    20. 

Morse  av,    n   w   s,    lot  91,   map    Village   of   Mor- 
lisania.     Bronx.      John    J    Golden    agt    Michael 
Woods  et  al;    Rose   &   Putzel.    att'ys;    Mitchell 
A    C    Levy,    ret.      (Amt   due,    $2,872.73.) 
July    21. 

62d  si,  No  .337  East.  Joseph  B  Redmond  agt 
Samuel  Epstein  et  al;  Thomas  W  Butts,  att'y; 
August  P  Wagener,  ret.     (Amt  due,  $4,167.80.) 

July    23,    24    and    25, 
No  Judgments  in  Foreclosure  filed  these  days. 
July    26. 

lOSth  st;  n  s.  whole  front  between  3d  and  Ful- 
ton avs.  342xl28x  irreg.  Emigrant  Indus- 
trial Savings  Bank  agt  Lena  Kuntz  extrx  et 
al;  R  &  E  J  O'Gorman,  att'ys;  Leo  C  Dessar, 
ret.     (Amt  due,  $82,413.33.) 

i:^7th   St.    No  739   East.      Christina  Arbuckle  agt 
Fred  A  Duncan  et  al;  Dykman  &  Carr,  att'ys: 
Cornelius     J     Sullivan,     ret.       (Amt     due, 
$5,366  59.) 


specific     per- 

100.11x110. 
100.11x100. 


LIS   VESHTSSS. 

394    TENEMENT     HOUSE    LIS    PENDENS. 

July    21. 

Prospect  av,  w  s,   155  n  1,30th  st,   20x100.   Louis 
Halpin     agt     Becky     Schwartz; 
formance:   att'y,   S   H    Kugel. 

Morningside  av,   n  e  cor  llSth  st, 

Morningside  av,    s  e  cor   119th   St. 
Robert   C   Morris   et  al   agt   Edgar   W   Bassick 
et  al;  notice  of  attachment:  att'y,  G  B  Plante. 
July    23. 

,3d  av.  No  2505.  Antonio  Bonagur  agt  Isaac 
Boehm  et  al;  action  to  foreclose  mechanics 
lien;    att'ys,    Menken    Bros. 

121st   st,   n   s,    110  w   2d   av,   25x100.11.      Abram 

,  G  Abramson  agt  Rachel  Cohen  et  al;  specific 
performance:    att'y.    C    Stein. 

Park  av,  w  s.  whole  front  between  40th  and 
41st  sts,  and  Av  B  and  16th  st.  s  w  cor,  129.1 
xl70x  irreg.  Van  Norden  Trust  Co  exr  agt 
John  H  Murphy  et  al;  partition;  att'ys,  Johns- 
ton  &   Johnston. 


5th  av.  s  s.  lots  .300  and  .301  map  of  Wakefield. 
Bronx.  Patrick  Dwyer  agt  Patrick  Butler  et 
al;  action  to  enforce  contract;  att'ys,  Stilwell 
&    Decker. 

July    24. 
Jackson    st.    No   69.      Louis    Daum    agt    Sigmund 

W   Barnard;   specific  performance:   att'ys,  Lese 

&    Connolly. 
1.8th   St."  Nos   15  and   17  West.     Marietta  Benoit 

agt    Languages    Printing    Co    et    al ;    action    to 

establish    lease;    att'y,    E    Herrmann. 
70th    St.    Nos    422    and    424    East.      Rosa    Solner 

agt    Simon     Lefkowitz;     specific     performance: 

att'y,    J    L    Kornicker. 

July    25. 

2d  av,  n  e  cor  85th  st,  46.2x72.  Katie  Lau- 
ber  agt  Samuel  D  Davis;  action  to  remove  en- 
croachment;   att'y,    J    Kohler. 

Madison  st.  No  456,  Bronx.  Benjamin  F  Fos- 
ter trustee  agt  Hyman  Rosenfeld;  action  to 
set  aside  deed;   att'y,   J  V   Schavrien. 

Cooper  av,  e  s.  lots  46,  47  and  48,  map  of 
William  Cooper  Estate,  Bronx.  John  Young 
et  al  agt  Levina  A  Y  Hayman  et  al;  action  to 
cancel    deed:    att'y,    C    P    Hallock. 

113th  st,  Nos  234  and  2,36  East.  Henry  Alt- 
man  agt  Biagio  Pernetti;  action  to  foreclose 
mechanics    lien;    att'y.    P    Hillinger. 

Hoffman  st.  n  cor  at  a  point  where  it  intersects 
road  leading  from  Kingsbridge  to  West  Farms, 
runs  n  127  x  n  w  .50  x  s  w  122  x  s  e  55.6  to 
beginning. 

Prospect  av,  n  w  s,  lots  57,  58,  59,  60,  62  and 
No  A  on  a  map  of  Village  of  Fordham, 
Bronx.  | 

James   J   O'Meara   agt  John   S   O'Meara  et   al; 
partition:    att'ys.    Berry,    Davis  &   Breen. 

July    26. 

Broadway,  Nos  227  and  229.  Schuyler  Hamil- 
ton agt  Wm  P  Hamilton  et  al;  partition; 
att'y.    H    Statou. 

Murray  st.  s  s,  163.6  e  Greenwich  st.  25x75. 
Julius  Davidson  agt  John  A  Serrell;  specific 
performance:    att'y,    S    M    Fischer. 

64th  St.  Nos  2.53  and  255  West.  Thomas  J 
McGrath  agt  Thomas  F  Devine:  specific  per- 
formance:   att'y,    S   Graham. 

140th  st,  Nos  :W5  and  307  West.  Chas  H 
Stoddard  agt  Patrick  Farnan  et  al;  specific 
performance:    att'y,    G    A    Stearns. 

July    27. 

St  Nicholas  av.  No  195.  Bernard  Schmertz  et 
al  agt  Joseph  Schrier;  specific  performance: 
att'y.    S    N   Tuckerman. 

Part  of  lots  2.33  and  2,'IS,  map  of  Partition  Sale 
of  the  Lott  G  Hunt  Estate  near  Van  Nest 
Station,  Westchester.  N  Y,  Westchester  & 
Boston  Ry  Co  agt  Philip  E  Habenicht  et  al ; 
action   to   acquire   title;    att'y.    J   T    Richards. 

96th  st.  No  177  East.  Henry  Schultz  agt  Fran- 
cis J  Schnugg  et  a!:  action  to  declare  ven- 
dee's   lien:    att'y,    G    Hahn. 


FORECLOSURE   SUITS. 

July    21. 

141  h  st,  n  s,  1.50  w  5th  av,  2.5x103.3.  Ada  G 
Gray  agt  The  Central  National  Realty  & 
Construction  Co  et  al;  att'y,  E  J  Ludvigh. 

July    23. 
Lot  .330  map  of  section   B,   Vyse  estate,    Bronx. 

Sophia   Gorsch    agt    Charles    Weber,    Jr;    att'y, 

G    M    Bode. 
17th  st,  Nos  440  to  446  West.     The  Mutual  Life 

Ins  Co  agt  James  C  Cady  et  al;   att'y,   J  Mc- 

Keen. 
137th    St.    n   s.    118   e   Cypress   av,    lOOxlOO,    and 

1,38th  st,   s  s,   lis  e  Cypress  av,   lOOxlOO;   two 

actions.       Thomas     Dwyer    agt    Samuel     Stras- 

bourger  et  al;  att'ys.   Hardy  &  Shellabarger. 

July    24. 

74th    st,    n    s,    213    e    1st    av,    41.8x75x41.8x79.6. 

Simon  Uhlfelder  et  al  agt  Jacob  Siegel  et  al; 

att'y,   Silverstein. 

July    25. 

43d  st.  No  106  West.  Jesse  I  Eppinger  et  al 
agt  Sadie  Schlesinger  et  al;  att'y,  A  B 
Fletcher.. 

Tiffany  st,  e  s,  intersection  s  w  s  169th  st,  150x 

45.11x79.6x146.2.  Arthur  Knox  agt  Flood 
Construction  Co  et  al;   att'y,   H  A  Knox. 

Bathgate  av,  u  e  cor  175th  st,  108x112.6.  Har- 
lem Savings  Bank  agt  Edwin  Bedell  et  al: 
attv.     F    B    Wightman.  ..„..,      . 

Union  av.  s  w  cor  158th  st,  36.3xll3.11x  irreg. 
Richard  S  Collins  agt  George  Dorr  et  al;  att'y, 
S    W    Collins. 

(Continued   on    page   179.) 
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proposals. 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  July 
11  to  U4  1906,  of  the  Confirmation  by  the  Board 
of  Assessors  and  the  entering  in  the  Bureau  for 
the  Collection  of  Assessments  and  Arrears,  of 
Assessments  for  LOCAL  IMPROVEMENTS  IK 
THE   BOROUGH   OF  THE   BRONX. 

23D  WARD.  SECTION  9.  GRANT  AVENUE 
—SEWER,    between   East   161st   Street. and   163d 

^"'^^''  HERMAN  A.  METZ. 

Comptroller. 

City  ot  New  York,  July  10,  1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT  IN  THE  CITY  RECORD  OF  July 
11  to  24,  1906,  of  the  Confirmation  by  the  Board 
of  Assessors  and  the  entering  in  the  Bureau  for 
the  Collection  of  Assessments  and  Arrears,  ot 
Assessments  for  LOCAL  IMPROVEMENTS  IN 
THE    BOROUGH    OF    MANHATTAN.  ,„„,„„ 

12TH  WARD,  SECTION  7.  WEST  128TH 
STREET— REGULATING,  GRADING,  CURBING 
AND   FLAGGING,    from   Convent  Avenue   to   St. 

Nicholas  Terrace.  ^    „   .     ,.„„,„ 

HERISaN  A.  METZ. 

Comptroller. 
City  of  New  York,  July  10,  1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  July 
•13  to  27.  1906,  of  the  Confirmation  by  the  Board 
of  Revision  ot  Assessments  and  the  entering  in 
the  Bureau  for  the  Collection  of  Assessments 
and  Arrears,  ot  Assessments  for  LOCAL  IM- 
PROVEMENTS IN  THE  BOROUGH  OF  THE 
BRONX 

23D  WARD,  SECTION  9.  WEST  163D 
STREET— REGULATING,  GRADING,  CURB- 
ING FLAGGING  AND  LAYING  CROSSWALKS, 
from  Ogden  Avenue  to  Woodycrest  Avenue. 
23D  AND  24TH  WARDS,  SECTION  11.  MA- 
COMBS  ROAD— REGULATING.  GRADING, 
CURBING,  FLAGGING  AND  LAYING  CROSS- 
WALKS, from  Jerome  Avenue  at  Marcy  Place 
to  Inwood  Avenue.  24TH  WARD.  SECTION 
11  GROTE  STREET— REGULATING,  GRAD- 
ING CURBING.  FLAGGING  AND  LAYING 
CROSSWALKS,  from  Belmont  Avenue  to  the 
Southern  Boulevard.  EAST  172D  STREET- 
REGULATING.  GRADING.  CURBING,  FLAG- 
GING AND  LAYING  CROSSWALKS,  from  Je- 
rome Avenue  to  the  Grand  Boulevard  and  Con- 
course. _ 
HERMAN  A.  METZ. 

Comptroller. 

City    of   New    York.    July    12.    1906. 

ATTENTION  IS  C.VLLED  TO  THE  ADVER- 
TISEMENT  IN  THE  CITY  RECORD  OF  July 
13  to  27.  1906.  of  the  Confirmation  by  the  Board 
of  Revision  of  Assessments  and  the  entering  in 
the  Bureau  for  the  Collection  of  Assessments 
and  Arrears,  of  Assessments  for  LOCAL  IM- 
PROVEMENTS IN  THE  BOROUGH  OF 
QUEENS. 

1ST  WARD,  LOCKWOOD  STREET— REGU- 
LATING, GRADING,  CURBING,  FLAGGING 
AND  PAVING,  from  Broadway  to  Grand  Ave- 
nue. 

HERMAN  A.  METZ. 

Comptroller. 

.City   of    New    Y'ork.    July    12.    1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  July 
17  to  30,  1906.  of  the  confirmation  by  the  Su- 
preme Court  and  the  entering  in  the  Bureau  for 
the  Collection  of  Assessments  and  Arrears,  ot 
Assessments  for  OPENING  AND  ACQUIRING 
TITLE  to  the  following  named  street  IN  THE 
BOROUGH    OF    THE    BRONX: 

24TH  WARD.  SECTION  11.  EAST  179TH 
STREET— OPENING,  from  3d  Avenue  to  Bronx 
Street.  Confirmed  April  2.  1905,  and  January 
24     1906;   entered  July   16.    1906. 

HERMAN    A.    METZ. 

Comptroller. 

City   ot   New   York.   July   16,    190G.  (27942) 

~ATTENTIO>f"lS~CALLED"  TO  THB~ADVER- 
TISEMENT  IN  THE  CITY  RECORD  OF  July 
19  to  August  1.  1906.  of  the  confirmation  by  the 
Board  of  Assessors  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears  of  Assessment  for  LOCAL  IMPROVE- 
MENTS   IN    THE    BOROUGH   OF   THE    BRONX. 

23D  WARD.  SECTION  10.  SPOFPARD  AVE- 
NUE—REGULATING. GRADING.  CURBING. 
FLAGGING  AND  LAYING  CROSSWALKS  from 
Hunts  Point  Road  to  Longwood  Avenue. 

HERMAN    A.    METZ. 

Comptroller. 

Ciy   of  New   York.    July   18.    1906.  (27952) 

ATIKNTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT  IN  THE  CITY  RECORD  OP  July 
19.  190().  to  August  1.  1906.  of  the  confirmation 
by  the  Board  of  Assessors  and  the  entering  in 
the  Bureau  for  the  Collection  of  Assessments 
and  Arrears,  of  Assessments  for  LOCAL  IM- 
PROVEMENTS IN  THE  BOROUGH  OF 
BROOKLYN. 

THIRTIETH  WARD.  SECTION  18.  73D 
STREET— REGULATING.  GRADING.  CURB- 
ING. GUTTERING  AND  LAYING  CEMENT 
SIDEWALKS,  between  Third  and  Narrows  Ave- 
nues. 

HERMAN   A.    METZ. 

Comptroller. 
City  of  New  Y^ork— Department  of  Finance, ) 
(27990)  Comptroller's  Office.   July  18.    1906.  ( 


proposals. 


Bellevue  and  Allied  Hospitals  Department  ot 
New  York  City.  Twenty-sixth  Street  and  First 
Avenue,  Borough  of  Manhattan,  The  City  of 
New    York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Board  of  Trus- 
tees at  the  above  office  until  3  o'clock  P.  M. 
on 

WEDNESDAY,    AUGUST   1,    1906, 

For   fruits   and   vegetables. 

For  full  particulars  see  City  Record. 

JOHN    W.     BRANNAN, 
President.     Board     of     Trustees,     Bellevue     and 
Allied   Hospitals. 

Dated   July    17,    1906.  (27932) 


Bellevue  and  Allied  Hospitals  Department  of 
New  York  City.  Twenty-sixth  Street  and  First 
Avenue,  Borough  of  Manhattan,  The  City  of 
New    York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  ot  the  Board  of  Trus- 
tees at  the  above  office  until  3  o'clock  P.  M. 
on 

WEDNESDAY,    AUGUST    1,    1906, 

For   uniforms. 

For  full  particulars  see  City  Record. 

JOHN     W.     BRANNAN. 
President,     Board     of     Trustees,     Bellevue     and 
Allied    Hospitals. 

Dated    July    17,    1906.  (27932) 

Bellevue  and  Allied  Hospitals  Department  ot 
New  York  City.  Twenty-sixth  Street  and  First 
Avenue,  Borough  ot  Manhattan,  The  City  ot 
New    York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  ot  the  Board  ot  Trus- 
tees at  the  above  office  until  3  o'clock  P.  M. 
on 

WEDNESDAY,    AUGUST    1,    1906. 

For  all  the  labor  and  material  required  tor 
additions  and  alterations  to  the  refrigerating 
plant  and  boxes  in  the  city  morgue,  for  Belle- 
vue and  Allied  Hospitals,  at  the  foot  of  East 
Twenty-sixth  Street  and  East  River,  in  the 
Borough    of    Manhattan,    City    ot    New    York. 

For   full  particulars  see   City  Record. 

JOHN     W.      BRANNAN, 
President,     Board     of     Trustees,     Bellevue     and 
Allied    Hospitals. 

Dated    July    17,    1906.  (27932) 

Office    ot    the    Department    ot    Parks.    Arsenal 
Building,   Fifth  Avenue  and  Sixty-fourth   Street, 
Borough  ot  Manhattan,   The  City  ot  New  York. 
SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  Park  Board  at  the  above  office  of 
the  Department  of  Parks  until  3  o'clock  p.  m.  on 
THURSDAY.    AUGUST   2.    1906, 
Borough  of  Brooklyn. 
For    furnishing    all     the    labor    and    material 
necessary    to    excavate    and    grade    with    topsoil 
the  planting  spaces  on  Prospect  Park  West,   be- 
tween   Fifth    and   Fifteenth    Streets,    Borough    of 
Brooklyn. 
For  full  particulars  see  City  Record. 
MOSES    HERRMAN. 

President; 
GEORGE    M.    WALGROVE, 
MICHAEL    J.     KENNEDY, 

Commissioners   of  Parks. 
Dated    July    18,    1906. 

Headquarters  ot  the  Fire  Department  ot  The 
City  ot  New  York.  Nos.  I.''i7  and  1.59  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  The  City 
of    New    Y'ork. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office   until   10.30  o'clock   A.    M.   on 

TUESDAY,    JULY    31.    1906. 
Boroughs   of   Manhattan    and    The    Bronx. 

No.  1.  For  furnishing  and  delivering  one  ex- 
tra first-size  steam  fire  engine. 

No.  2.  For  furnishing  and  delivering  one 
first-size    steam    fire    engine. 

No.  3.  For  furnishing  and  delivering  two 
third-size    steam    fire   engines. 

No.  4.  For  furnishing  and  delivering  one 
sixty-five-foot  aerial  hook  and   ladder  truck. 

For  full  particulars  see  City   Record. 

JOHN  H.   O'BRIEN, 
Fire    Commissioner. 

Dated   July    IS,    1906. (-7978) 

Headquarters  ot  the  Fire  Department  of  The 
City  of  New  York.  Nos.  l.')7  and  l.">9  East  Sixty- 
seventh  Street.  Borough  ot  Manhattan,  The  City 
of   New  Y'ork. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office   until    10.,S0  o'clock   A.    M.    on 

TUESDAY.    JULY    31.    1906, 
Boroughs    of    Manhattan    and    The    Bronx. 
No.  1.    For    furnishing   and    delivering   sixteen 
(16)     first-size    hose    wagons. 

No.  2.    For  furnishing   and   delivering   ten   top 
buggies  for  battalion  chiefs. 
For  full  particulars  see  City  Record. 

JOHN  H.   O'BRIEN, 
Fire   Commissioner. 
Dated    July    18,    1906.  (27978) 

Headquarters  of  the  Fire  Department  ot  The 
City  ot  New  Y'ork,  Nos.  157  and  1.59  East  Sixty- 
seventh  Street.  Borough  of  Manhattan,  The  City 
of   New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office   until   10.30  o'clock  A.    M.    on 

TUESDAY.    JULY    31,    1906. 
Boroughs   of   Brooklyn   and   Queens. 
No.  1.    For     furnishing     and     delivering     one 
extra    first-size    steam    fire    engine. 

No.  2.    For  furnishing  and  delivering  one  first- 
size   steam   fire   engine. 
For  full  particulars  see  City  Record. 

JOHN  H.   O'BRIEN. 
Fire   Commissioner. 
Dated   July    18,    1906. ('■^7978) 

Office  ot  the  Department  ot  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough   ot   Manhattan,   The   City   of   New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office  of 
the   Department  of  Parks   until  3  o'clock  P.    M. 

°°  THURSDAY,  AUGUST  2.  1906, 

Borough  of  The   Bronx. 
For   furnishing   and    delivering   fifty    (50)    tons 
No.    1  timothy  hay.   six   thousand   (H.OOO)   pounds 
wheat    bran,    and    two   thousand    (2.000)    pounds 
oil  meal  (No.  1.  1900),  Borough  ot  The  Bronx. 
For  full  particulars  see  City   Record. 
MOSES    HERRMAN. 

President; 
GEORGE  M.  WALGROVE. 
MICHAEL  J.   KENNEDY. 

Commissioners   of   Parks. 
Dated    July    13,    1956.  (27971) 


Headquarters  of  the  Fire  Department  ot  The 
City  of  New  York.  Nos.  1.57  and  1.511  East  Sixty- 
seventh  Street.  Borough  of  Manhattan,  The  City 
of   New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office   until    10. .10  o'clock  A.    M.   on 

TUESDAY,    JULY    31.    1906. 
Boroughs    of    Manhattan    and    The    Bronx. 
For  furnishing  all  the  labor  and  materials  re- 
quired for  constructing  and  delivering  three  steel 
screw   propelling   fireboats. 
For  full  particulars  see  City  Record. 

JOHN   H.    O'BRIEN. 
Fire   Commissioner. 
Dated    July    18,    1906.  (27985) 

DEPARTMENT  OF   DOCKS  AND  FERRIES. 

Sealed  bids  or  estimates  for  Oak  Piles  and 
Lumber  (1016)  will  be  received  by  the  Commis- 
sioner of  Docks  at  Pier  "A,"  Battery  Place, 
until  12  o'clock  M.,  August  6th.  1906.  (For 
particulars    see    City    Record.)  (28023) 


publfc  IRoiices. 


CORPORATION     SALE     OP.  BUILDINGS     AND 
APPURTK.NANCES      THERETO      OF      CITY 
REAL     ESTATE. 
At    the    request   of   the    President    of   the    Bor- 
ough   of    The    Bronx,    public    notice    is    hereby 
given    that    the    Commissioners    ot    the    Sinking 
Fund   of   The   City   ot   New    Y'ork.    by    virtue   of 
the    powers    vested    in    them    by    law.    will    offer 
for   sale    at   public    auction    the   buildings,    parts 
ot    buildings,     etc.,     standing    within    the    lines 
and    on    property    owned    by    The    City    of    New 
Y'ork,    acquired    for    street    purposes    in    the 

Borough  ot  The  Bronx, 
being  the  property  required  for  the  regulating 
and  grading  of  Belmont  Avenue,  from  Clay 
Avenue  to  Topping  Avenue,  in  the  Borough  of 
The  Bronx,  and  being  the  building  situated  at 
the  Topping  Avenue  end  of  said  improvement. 
The   sale   will    take    place   on 

THURSDAY'.     AUGUST    16.     1906, 
at   11   A.    m.,   on   the  premises  and  will  be   sold 
for  the  highest  marketable  price  at  public  auc- 
tion. 
For    further    particulars    see    City    Record. 
H.    A.    METZ. 

Comptroller. 
City  of  New  York— Department  of  Finance.) 
(28015)        Comptroller's   Office,    July   19,    1906.  j 

CORPORATION     SALE     OP     REAL     ESTATE. 
William    H.    Smith.    Auctioneer. 

Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund  of  The  City 
of  New  Y'ork.  by  virtue  of  the  powers  vested  in 
them    by   law,    will    offer   for   sale   on 

THURSDAY'.  AUGUST  9.  1906. 
at  12  o'clock  M..  at  the  Brooklyn  Real  Estate 
Exchange.  No.  189  Montague  Street,  the  fol- 
lowing described  real  estate  belonging  to  the 
Corporation  of  The  City  of  New  York,  and 
located  in  the  Borough  of  Brooklyn,  viz.: 

BEGINNING  at  a  point  in  the  southerly  side 
of  Ridgewood  Avenue  distant'  56  feet  10  inches 
easterly  from  the  intersection  of  the  southerly 
line  of  Ridgewood  Avenue  with  the  easterly  line 
of  Richmond  Street  and  running  thence  easterly 
along  the  southerly  side  of  Ridgewood  Avenue 
94  feet  51^  inches  to  the  center  line  of  the 
block;  thence  southerly  along  the  center  line 
ot  the  block  12  feet  ,5%  inches;  thence  westerly 
in  a  straight  line  93  feet  7%  inches  to  the  point 
or  place  of  beginning,  the  said  premises  being 
known  as  Lot  No.  28  in  Block  4127,  Section  13 
on   the   Land   Map   of  Brooklyn. 

The    minimum    or    upset    price    at    which    said 

property  shall   be  sold  is  fixed  at  $.500,  and  the 

Comptroller  is  authorized  to  take  the  necessary 

steps   to    make    such    sale    upon    the    following 

TERMS     AND      CONDITIONS. 

The  highest  bidder  will  be  required  to  pay  10 
per  cent,  of  the  amount  of  his  bid.  together  with 
the  auctioneer's  fee  at  the  time  of  sale  and  the 
balance,  90  per  cent.,  upon  the  delivery  of  the 
deed,  the  quit-claim  for  the  premises  to  be  de- 
livered within  thirty  days  from  the  date  of  sale. 

The  Comptroller  may  at  his  option  resell  the 
property  if  the  successful  bidder  shall  fail  to 
comply  with  the  terms  of  the  sale,  and  the 
person  failing  to  comply  therewith  will  be 
held  liable  for  any  deficiency  which  may  result 
from   any   such   resale. 

The  right  to  reject  any  bid  is  reserved. 

By  order  of  the  Commissioners  of  the  Sinking 
Fund  under  resolution  adopted  at  a  meeting 
ot    the    Board    held    June    20.    1906. 

H.    A.    METZ. 

Comptroller. 
City  of  New   Y'ork — Department  of  Finance.  \ 
(2.8013)       Comptroller's    Office,    July    20,    1906.  j 

CORPORATION     SALE     OF     BUILDINGS     AND 
APPURTENANCES      THERETO      OP      CITY 
REAL    ESTATE. 
At    the   request    of   the   President   ot   the   Bor- 
ough    of     Brooklyn,     public     notice     Is     hereby 
given    that    the    Commissioners    ot    the    Sinking 
Fund    ot    The    City    of    New    York,    by    virtue    of 
the    powers    vested    in    them    by    law.    will    offer 
for   sale   at   public    auction    the   buildings,    parts 
of    buildings,     etc.,     standing    within    the    lines 
and    on    property    owned    by    The    City    of    New 
Y'ork,    acquired    for    street    purposes    in    the 
Borough   ot   Brooklyn. 
All  of  the  property  shown  on  a  certain  map  on 
file   in  the  office  of  the   Collector  of  City   Reve- 
nue,   showing    encroachments    on    Sterling    Place 
(Butler  Street)  extending  from  Schenectady  Ave- 
nue to  Utica  Avenue,  in  the  24th  Ward,  Borough 
of    Brooklyn,    City    of    New    Y'ork. 
The   sale    will    take   place   on 

WEDNESDAY.    AUGUST    15.    1906. 
at   11   A.   m..   on   the  premises  and  will   be  sold 
for  the  highest  marketable  price  at  public  auc- 
tion. ^.,      „         , 
For    further    particulars    see    City    Record. 
H.    A.    METZ. 

Comptroller. 
City  of  New  York— Department  of  Finance.  1 
8017)       Comptroller's    Office,    July    19,    1906.  J 


(28017)       Comptroller's 
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FORECrOSUBE  SUITS. 

(Continued    from    page    177.) 
July    26. 
Bathgate  av,   s  e  cor  17oth  st,   108x1 12. fix  irreg. 
Harlem  Savings  Bank  agt  Edwin   Bedell  et  al- 
atfy,    F    B    Wightman. 

July    27. 

MadLson  av.  n  w  cor  n7th  st,  loailxHj.  Maria 
E  Herrick  agt  Metropolis  Construction  Co  et 
al;    att'ys.    Moss    &    Feiner. 

Southern  Boulevard,  w  s,  1125  n  Jennings  st, 
50x10(1.  Julius  D  Tobias  agt  Hawthorne  Build- 
ing Co  et  al;  att'y,   I  Josephson. 

1.50th  st,  n  s,  22.")  e  Amsterdam  av,  2.">xn.S.  Vir- 
ginia M  Dittmar  agt  Ellen  Mulligan  et  al; 
att'ys,    Guggenheimer.    Untermyer   &    Marshall. 


proposals 


Department  of  Water  Supply.  Gas  and  Elec- 
tricity, Room  1.">:!II,  Nos.  K!  to  21  Park  Row. 
Borough  of  Manhattan.  The  City  of  New  York 
SEALED  BIDS  OR  ESTIMATES  will  he  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until  2 
o'clock   P,    M.    on 

WEDNESDAY,    AUGUST    l.^,    100(!, 

Borough  of  Brooklyn. 

For    furnishing,    constructing    and    erecting    an 

Engine    House    for   high    pressure    tire    service  at 

WilloHghby  and  St.  Edwards  Streets,  Borough  of 

Brooklyn. 

For  furnishing,  constructing  and  erecting  an 
Engine  House  for  high  pressure  fire  service  at 
Furman  and  Joralemon  Streets,  Borough  of 
Brooklyn. 

For    furnishing,    delivering    and    laying    water 
mains   and   appurtenances  in   Utica,    Church   and 
Remsen    Avenues. 
For  full  particulars  see  City  Record. 

WILLIAM    B.    ELLISON, 

Commissioner. 
Dated   July    20.    1906.  (28003) 


HERBERT  A.  SHERMAN 

REAL  ESTATE 
AUCTIONEER,     BROKER 

APPRAISER,  AGENT 

GROUND    FLOOR    A8T0R    BUILDING 

9  Pine  and  10  Wall  St., 

Uptown  Office,  530  and  532   FIFTH   AVENUE 

Corner  44th  St..  under  5th  Ave.  Bank 
Tel.  Connections,     Privat*  Wire  Between  Offices 

Office  of  the  President  of  the  Borough  of  Man- 
il?Ai  S!i^J}?.'J-    ■^'"'  City  of  New  York. 
SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  President  of  the  Borough  of  Man-  - 

o'c'S   P.'  ^5'"'on''"^    "^"'    «'«■"    ^«'    "°">    3 
MONDAY.    AUGUST    6.    1006 
For  tm   roofing   West  Washington    Market 
{•or   full   particulars  see   City   Record 

JOHN    F.    AIIEARN. 
^u       Prf'sident  of  the  Borough   of  Manhattan. 
The  City  of  New  York,  July  2.^,   lOOli.     (2,SO.">71 

Office  of  the  Department ^of  Parks7~Arsenal 
Building.  FifUi  avenue  and  Sixty-fourth  street 
Borough  of  Manhattan,  The  City  of  New  York 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock  P.  M, 
on 

THURSDAY,    AUGUST   E),    WOC. 
Borough    of    Brooklyn. 
For    furnishing   and    delivering    200   barrels    of 
Portland     Cement.     Atlas     Lehigh     or     equal      at 
Prospect   Park,    Borough   of   Brooklyn. 
For    full    particulars    see    City    Record. 
MOSES    fiERRMAN. 

President; 
GEORGE    M.    WALGROVE, 
MICHAEL    J.    KENNEDY, 

Commissioners    of    Parks. 
Dated  July  24,    1006.  .(28064) 


Headquarters  of  the  Fire  Department  of  the 
City  of  New  York,  Nos  l."i7  and  1.-|0  East  Sixty- 
.seventh  Street,  Borough  of  .Manhattan,  the  City 
of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office   until    10. .'iO  o'clock  A.    M.   on 

THURSDAY.     AUGUST     2,     1006 
Boroughs   of   Brooklyn   and   Queens. 
No.  4.     For     furnishing     and     delivering     hay, 
straw,    oats   and    bran    for   companies    located   in 
the  Boroughs  of  Brooklyn  and  Queens. 
For  full  particulars  see  City  Record. 

JOHN   H.   O'BRIEN,  - 
Fire    Commissioner. 
Dated   July   21,    lOOti.  (28010) 

Office  of  the  President  of  the  Borough  of  Man- 
hattan,  City  Hall,   The  City  of  New  York 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Borough  of  Man- 
hattan, at  the  City  Hall.  Room  10.  until  3 
o'clock    P.    M.    on 

MONDAY.    AUGUST    6.    IWK!. 

No.  1.  Constructing  parkways  thereon  and 
regulating  and  repaving  with  asphalt  block 
pavement  on  concrete  foundation  the  roadway  of 
Broadway,  from  One  Hundred  and  Fifty-flfth 
street    to   One    Hundred   and    Sixty-ninth   street. 

No.  2.  For  repairing  asphalt  block  pavement 
in  the  Borough  of  Manhattan,  together  with 
work    incidental    thereto. 

No.  3.  Regulating  and  grading,  curbing  and 
flagging  new  avenue  (Bennett  avenue),  extend- 
ing from  One  Hundred  and  Eighty-first  sreeet. 
about  2(H)  feet  west  of  Broadway,  and  running 
from    Broadway    opposite    Nagle    avenue. 

No.  4.  Regulating  and  paving  with  asphalt 
jiavement  on  concrete  foundation,  the  roadway 
of  One  Hundred  and  Thirty-sixth  street,  from 
Broadway    to    Riverside    Drive. 

For  full   particulars   see  City   Record. 

JOHN    F.    AHEARN, 

Borough   President. 

The  City  of  New  York.  July  25.  1906.     (28057) 


CONVEYANCES 


Whenever  the  letters  Q.  C.  C.  a.  G.  and  B.  &  S.  occur,  preceded  by 
the  name  of  the  grantee,  they  mean  as  follows: 

1st. — Q.  C.  is  an  abbreviation  for  Quit  Claim  deed,  I.  e.,  a  deed 
wherein  all  the  right,  title  and  Interest  of  the  grantor  Is  conveyed, 
omitting  all  covenants  and  warranty. 

2d. — C.  a.  G.  means  a  deed  containing  Covenant  against  Grantor 
only,  in  which  he  covenants  that  he  hath  not  done  any  act  whereby 
the  estate  conveyed  may  be  impeached,  charged  or  encumbered. 

3d. — B.  &  S.  Is  an  abbreviation  for  Bargain  and  Sale  deed,  wherein, 
although  the  seller  makes  no  expressed  consideration,  and  thus  Im- 
pliedly claims  to  be  the  owner  o(  it.  The  street  or  avenue  num- 
bers given  in  these  lists  are,  in  all  cases,  taken  from  the  insurance 
maps  when  they  are  not  mentioned  In  the  deeds.  The  numbers,  it 
will  occasionally  be  found,  do  not  correspond  with  the  existing  ones, 
owing  to  there  having  been  no  official  designation  made  of  them  by 
the   Department   of   Public   Works. 

4th. — The  first  date  Is  the  date  the  deed  was  drawn.  The  second 
date  Is  the  date  of  filing  same.  When  both  dates  are  the  same,  only 
one  Is  given. 

5th. — The  figures  In  each  conveyance,  thus,  2:482 — 10,  denote  that 
the  property  mentioned   is  In  section  2,  block  482,  lot  10. 

tith. — It  should  also  be  noted  in  section  and  block  numbers  that 
the   Instrument  as  filed   Is   strictly   followed. 

7th. — A  $20,000 — .$aO,0(X»  indicates  the  assessed  value  of  the 
property,  the  first  figures  being  for  the  lot  only,  and  the  second  fig- 
ures representing  both  lot  and  building.  Letter  P  before  second  fig- 
ure indicates  that  the  property  is  assessed  as  in  course  of  con- 
struction. 

July  lit.  211.  'Jl.  L':;.  '24,  2.")  and  2(i. 
BOROUGH  OF  MANHATTAN. 

Allen  St.  No  102,  e  s,  154.1  s  Delancey  st,  old  line,  ■24.0x87.(>.  .">- 
sty  brk  tenement  and  store.  Frieda  Hart  to  Henry  J  Brodsky. 
Q  C  and  correction  deed.  July  17.  July  20,  lOOO.  2:414—37.  A 
.f  10,000— !l(28,000.  nom 

Allen   st.   No  "2  |  n  e  cor  Division  st,  runs  n  ItlO.l  x  e  27. -5  x  s 

Division  st,  No  108|  8.3.4  x  s  or  s  w  37  to  beginning,  5-sty  brk 
tenement   and   store.      H    Louis   Altmark   to  Jacob   Altmark.      1-.3 

part.     Mort  .$ .     July  18.     July  21.  lOOIJ.     1:2'.I4. 

other  consid  and  100 
Barclay  st.  No  7,  n  s,  abt   102  w  Broadway,  2~>x~Tt.  Ti-sty  brk  loft 
and   store   building.      Margaret    E   Baird   widow   et   al   to   Annie    E 
Strang,  of  Orange.  N  J.     Q  C.     July  20.     July  21,  l!)(ll>.     1:1'23— o. 
A  .$47.;)00— .f57.50O.  nom 

Bedford  st.  No  40,  w  s,  28  n  Leroy  st.  runs  n  22  x  w  75  x  s  2t)  x  e 
12.2  x  n  e  0.11  x  e  —  to  beginning,  with  all  title  to  4  ft  alley 
adj.  5-sty  brk  stable.  J  C  Bogert  Co  to  Edward  M  Gardner.  Mt 
.$20,0(10.  July  Id.  July  20,  l!"Mi.  2:.583— 35.  A  .$8,0(X>— .$16,- 
000.  other  consid  and  100 

Bedford  st.   Nos  (iO  and  02  I  n    e    cor   Morton    st,    43x00.   G-sty 

Morton  st.  No  27%.  on  map  No  2'.)|  brk  tenement  and  store.  Harry 
A  Thuor  to  H  Everett  Russell,      Mort  $58,001),     July  2.     July  10, 

10(10,     2:.587— 1  and  2.     A  $]0,.5llO— $ .       other  consid  and   101) 

Cannon  st.  No  111,  on  map  Nos  I.IO  and  111,  w  s,  ()2  n  Stanton  st, 
runs  w  45.1  x  n  12.10  x  w  .54.11  x  n  20.1  x  e  18  x  n  0.7  x  e  — , 
X  n  —  X  e  —  to  st,  x  s  33.0  to  beginning.  7-sty  brk  tenement  and 
store.  Abraham  Hymanson  to  Leopold  L  Langrock.  Mort  .$32,- 
000.     July  18.     July   10,   lOOC.     2:;«.5— 78.     A  $13,(M)0-$4!),00(). 

100 
Carmine   st,   Nos  00.  to  (i4V4.  on  map  Nos  CO  to  (14,  s  w  cor  Bed- 
ford st,  75x00,  three  5-sty  frame  brk  front  tenements  and  stores. 
Irving   Bachrach    et    al    to    Samuel    Miller.      Mort    .$(15.. 5(10.      July 

10.     July  21,  IDOO.     2:.528— 70  to  7(),     A  $2ti  .500— .$ . 

other  consid  and  100 
Catherine  st,  Nos  17  to  25,  e  s,  .35.10  s  Water  st,  .80.2x41. 4x,S0.2x 
40.7,    two    4-sty    brk    tenements    and    stores.      Martin    Garone    to 
Michele  Bosco.      1/2  part.     Mort  .$.''.( )..5IX>.     July  10,  10116.     1:2.50— 
37.      A   .$20,000— $28,(H)0.  100 

Cherry  st.  No  151,  s  s,  abt  110  w  Market  slip,  20x(!0,  5-sty  brk 
tenement  and  store.  Louis  Kovner  to  Hyman  Rubin.  Mort  .$0.- 
200.     July  17.     July  19,  1900.     1:2.50—70.     A  $4.000--$(!.0()0. 

other  consid  and  100 


Cherry  st.  No  151,  s  s,  abt  110  w  Market  slip,  20x60,  5-sty  brk  ten- 
ement and  store.  Hyman  Rubin  to  Leah  Levy.  Mort  .$12 .500 
July    ],S,      July   24,   1006.      1:2.50—70.      A   .$4,000— $6,(.)0a 

other  consid  and  100 
Cherry  st.   No   152,   n   s,   abt   100  w   Market   st.   runs   n   132.2  x  e 

12.8  x  s  54.5  X  e  7.6  x  s  75.7  to  st,  x  w  20.2  to  beginning. 
Interior  lot,  75.7  n  Cherry  st.  adj  above  runs  w  7.0  x  n  .54.5  x  e 
12.8  X  s  .54.7  X  w  5.2  to  beginning. 
5-sty  brk   tenement  and  store. 

Samuel  Dubovsky  to  Max  Zion  and  Nathan  Burzinsky.  Mort 
$12.(l()().  July  23.  July  25,  1906.  1:2.53—20  and  21.  A  $10.- 
000— $]3.(H)0.  other  consid  and  100 

Cherry  St.   Nos  346  and  3.50    |n    w   cor    Montgomery    st.    40.8x97.1 
Montgomery  st,  Nos  04  and66|     x46.8x96.8,  6-sty  brk  tenement  and 
store.      Samuel   Levy  et  al   to  Gerson   Krimsky.      Mort  $104,000. 
May  8.     July  26,  1900.     1:258—16.     A  $25,(XlO— $75.(MIO. 

other  consid  and  100 
Same    property.      Gerson    Krimsky    to    Samuel    Glucklich,    Barnet 
Laighold,    Israel    Winograd    and    Louis    Reisner.      Mort    $104,(M)0. 
July   25.     July   26,    1906.      1:2.58.                       other   consid   and   1(X» 
Chrystie  st,  No  205  |  n  w  cor  (?)  should  be  s  w  Stanton  st,  25x66.6x 
Stanton  st.  No  19     |      25x6(j.8,    5-sty     brk     tenement     and     store. 
Jacob    Lunitz    et    al    to    Francesco    Aiello,      Mort    $40,(XK).      July 
18.     July  II),  1906.     2:426—25.     A  $22,000— .$30,000.  1(X» 

Chrystie  st.  No  182,  e  s,  abt  100  n  Rivington  st,  — x — ,  6-sty  brk 
tenement  and  store.  Fee,  also  check  tor  $4, .500  and  second  bond 
and  mortgage  of  .$4,7.50  on  Broome  st.  No  280.  Agreement  of 
sale  of  all  right  title,  &c,  in  above  property  in  trust  and  pay- 
ment of  $1,500  of  income  to  second  party,  &c.  Mark  I  Knapp 
and  ano  to  Adolph  Schlessinger.  April  19.  July  19  lIKKi 
2:421—1,   A  $16,0(X)— $23.0(XI;    2:414.  nom 

Delancey  st.  No  ]92i/2.  n  s.  41.10  w  Ridge  st.  25x51.10.  5-sty  brk 
tenement  and  store.  Max  Schenkman  to  Harry  Burnett.  Mort 
$21,924.83.  July  25.  July  26,  1II06.  2:343—33.  A  $13,000 
—$18,000.  other  consid  and  KX) 
Dey  st.  No  49,  s  s,  abt  150  e  Greenwich  st,  25x90,  5-sty  brk  loft 
and  store  building.  Francis  Hustace  and  ano  to  Alexis  P  Bart- 
lett.     July  10.     July  23,  1900.     1:61—21.     A  $28,400—$ .     nom 

East  Broadway,  No  .39,  s  s,  293.2  from  Catharine  st,  runs  s  75  x  w 
25  X  n  75  x  e  25  to  beginning,  5-sty  brk  tenement  and  store  and 
5-sty  brk  tenement  in  rear.  Blise  Boyd  to  Isaac  E  Smith.  Mort 
$•27,000.  July  10.  July  20,  1906,  1:280—41.  A  $19.(XK)— .$'28 - 
t»00.  other  consid  and  100 

Dust  Broadway.  No  65.  s  s.  90  w  Market  st,  25x75,  4-sty  brk  ten- 
ement and  store.  FORECLOS.  Isidor  Cohn  ref  to  Harry  and  Wolf 
Elias.     July  14.     July  21,  1906.     l:-280— 28.     A  $19,000— $22,«X)0. 

35,000 
East  Broadway.  No  3011  s   e   cor   Scammel    st.   24x78.11x24x79.4.   3- 
Scammel  st.  No  2  |      sty     brk     tenement     and     store.       Isidore 

Jackson    to    Morris    Fisher.      Mort    $20.0(;m).      July    20.      July   26 
1006.     1:288— .58.     A  $21.000— $24,0(X),  other  consid  and  100 

Ehiridge  st.  No  202  (old  Nos  176  and  158),  e  s,  abt  150  n  Riving- 
ton st,  24.4x,88,  .5-sty  brk  tenement  and  store.  Samuel  Horn  to 
Isidore  Colle  and  Moses  Gutman.  Mort  $.'{O.OoO.  July  18.  July 
19,  1906.  2:416—4.  A  $16.000— $31,000.  other  consid  and  iOO 
Eldridge  st.  No  230,  e  s,  100  n  Stanton  st,  2.5x87.6,  5-sty  brk  ten- 
ement and  store.  Jacob  Katz  to  Joseph  Jacobs.  B  &  S.  Mort 
$18,.5(I0.  July  1,8.  July  25,  1906.  2:417—2.  A  $14,.5(X>-.$19,- 
000.  other  consid  and  100 

Elizabeth  st.  No  1.55,  w  s,  257  s  Spring  st,  25x94,  .5-sty  brk  tene- 
ment and  store,  John  J  White  to  Wm  Long.  July  9.  July  19, 
19(16.     2:479-29.     A  $14,500— $23,000.  nom 

Gouverneur  st.  No  47,  w  s,  130  s  Madison  st,  I(;.llx64.10xl7.1x 
64.,3,  4-sty  brk  tenement.  Benjamin  Margulies  to  Jennie  Gins- 
burg.  Mort  $12,000.  July  20.  July  24.  1906.  1:2(J8— 16.  A 
$7.(XI0— $9.0(X).  other   consid   and   100 

Grand  st.  No  474,  n  s,  75  w  Willett  st,  25x100,  6-sty  brk  tenement 
and  store.  Charles  Berger  to  Max  Berger  of  Brooklyn.  %  part. 
Mort  .$38,0(X).  Mar  15.  July  20,  1906.  2:336—26.  A  $20,(XM> 
—$40,00(1.  nom 

Hamilton  pi,  Nos  91  and  93,  n  e  cor  141st  st,  47.3xl05.4x43.6x 
1'23.9,  (1-sty  brk  tenement  and  store.  Abraham  Schlesinger  et 
al  to  David  Silberstein.  Mort  .$63,000.  July  18.  July  19.  190C. 
7:2073.  nom 
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Hamilton  pi,  Nos  95  and  0".  e  s.  47.3  n  141st  st,  01.3x81.ox.j(i..jx 
105  4,  (i-sty  brk  tenement.  Herman  Fenichel  et  al  to  Wm  Wein- 
berg and  Morris  Rubin.  Mort  $(kS,(JOO.  July  18.  July  19, 
1906.      7:2073.  °o™ 

Henry  st.  No  320,  s  s,  1.50  w  Jackson  st.  25x94.10x25x94.11. 
6-sty  brk  tenement  and  store.  Adolph  Press  to  Mayer  Dince. 
Mort  $32..50O.     July  2(1.     July  25.   VMM.      1:207-58.     A  ifH.lHHI 

$33,000.  other  consid  and   100 

Henry  st.   No  3191  n  s.  372.0  e  Scammel  st.  runs  n  40.0  x  n  e  43.4 

Grand   st,   No  517|     to  s  s  (irand  st.  x  e  lO.S  x  s  w  .39.2  x  s  e  41.10 

to  Henry  St.   x  w   10.9  to   beginning,    two  3-sty   frame   brk   front 

•  tenements,   store  in  No  517.     Jennie  Miller  to  Tobe  Hershowitz. 

All  liens.     July  IS.     July  20,  1906.     1:288-31  and  40.     A  .$10,- 

QOO .fl2,0(X).  other  consid  and  100 

Hester  st,"  Nos  127  to  131,  n  s,  00  w  Forsyth  st,  0O.lx.5O,  7-sty 
brk  tenement.  Alex  H  Pincus  to  Louis  Crieger  and  Davis  Meyer. 
Mort  $79,.500.     July  10.     July  24,  1900.     1:305-35.     A  *25,000 

juO.OOO.  other  consid  and  ItlO 

Hester  st,  Nos  204  and  200.  s  s,  .52.5  w  Baxter  st,  runs  w  40  x  s 
.58.9  X  e  20  x  s  4.9  x  e  20  x  n  03.0  to  beginning,  two  5-sty  brk 
tenements  and  stores.  Mary  E  wife  of  D  Brainerd  Ray  to  Ales- 
sandro  Delli  Paoli.  July  10.  July  19,  190<i,  1:207—10  and  11. 
A  .$19,(!00 — .'f22,S(10.  othar  consid  and  100 

Houston' st.  No  194J  begins   1st  st,  s  s,   393.8  w  Av   A.  runs  s  31.2 
1st  st.  No  89  I     X  e  0.71/2  x  s  54.7  to  n  s  Houston  st,  x  w  li.9 

X  n  .30.7  and  23  and  29.2  to  1st  st,  at  point  198.4  e  1st  av,  x  e 
21  to  beginning,  tour  and  5-Ety  brk  tenements,  store  on  Hous- 
ton st  Marks  Rosenberg  et  al  to  Nathan  Kirsh  and  Samuel  Sin- 
deband.  Mort  .i;22.00O.  July  10.  July  19,  lOOli.  2:42,'«— .39  and 
14.     A   $12.,50(t— .$1!).(100.  other   consid   and   100 

Houston  st.  No  4021  n  s,  abt  40  w  Sheriff  st,  58.1  to  s  s  2d  st,  x2().2 
2d  st.  No  293         ]     xOO.7  w  s,  4-sty  brk  tenement  and  store.     Ja- 
cob  Brown   to   Abraham  Fosner.      Mort  $10,400.     July  24.     July 
25,  1900.     2:371—19.     A  ,$10,000— $15,000.       other  consid  and  100 
Houston  st.  No  157,  s  s,  58.4  e  Eldridge  st,  25x75,  5-sty  brk  ten- 
ement and  store.     Magdalena  Kuhner  et  al  HEIRS,  &c,   Magda- 
lena  Kuhner  deed  to  Isaac  Kleinfeld  and  Isaac  Rothfeld.     Mort 
$14,.500.     July  25.     July  20,  1900.     2:417-13.     A  .$10.000-.$22,- 
(J00  other  consid  and  100 
Houston  st,  No  308,  n  s,  abt  95  e  Av  B,  22.6x113.3x22.7x110.0  e  s, 
'     5-sty  brk  tenement   and  store  and  4-sty   brk   tenement   in  rear. 
Geo    Margraf   and    ano    TRUSTEES    Henrietta    Margraf    to    Emil 
and  Leopold  Adler.      Vi  part.      All   title.      B  &  S.     July  20.     July 
21,  1900.     2:384— <n.     A  .$19.(100— $2(;.O0O.  7.750 
Houston  St.  No  308,  n  s,  abt  95  e  Av  B,  22. (!xn3. 3x22. 7x110.0  e  s, 
5-sty  brk   tenement   and  store   and  4-sty   brk  tenement   in  rear. 
George  Margraf  et  al  to  Emil  and  Leopold  Adler.     Mar  31.     July 
21,  190(!.     2:384.  nom 
Howard  st.  No  .34,  n  s,  abt  .50  w  Crosby  st,  25x119x25x119.6  e  s, 
5-sty  brk  loft  and  store  building.     John  J  McDonald  to  Mary  A 
McGuire.      Mort   .$35,0(10.     July   10.     July  21,   1906.       1:232—23. 
A  .$20,400— •.$42,000.                                                                                   nom 
Howard  st.   No  34,   n  s,   abt  50  w  Crosby  st,   25x119.6,  5-sty  brk 
loft   and    store    building.      Virginia   Danziger    INDIVID   and   ano 
as    EXRS    Max    Danziger    to    John    J    McDonald.      Mort    .$25,000. 
May  30.     July  21,   1900.      1:232-23.     A  $20,400— ?42, (MM >.     5tl.0(l0 
Inwood  st,  n  e  s,  at  w  s  Hudson  River  R  R,  runs  n  along  R  R  to 
original  east  line  high  water  mark  of  Hudson  River,  x  s  w,  w,  s 
and  s  e  on  curve  to  westerly  terminal  line  of  Inwood  st,   x  n  — 
to  n  e  s  said  st,  x  s  e  —  to  beginning;   also  land  under  water, 
dock,  wharves,  &c.     Inwood  Realty  &  Dock  Co  to  Frederic  J  Mid- 
dlebrook.      B  &  S,     July.l(.     July  20,   1900.     8:2257,  2258   and 
2259.                                                                                other  consid  and  100 
Irving  pi,  Nos  42  and  44,  e  s,  79  s  17th  st,  runs  e  110.1  x  s  13  x 
w  29.9  X  s  33.1  X  w  ,80.4  to  pi,  x,  n  40.1  to  beginning,  two  4-sty 
brk  dwellings.     Mary  L  Owen  to  The  City  of  N  Y.     July  9.     July 
24,   190(i.     3:872-,  IS  and   19.      A   .$43,000— $.56,000.                90.000 
John  st.  No  75  (53),  n  s,  abt  75  e  Williams  st,  25x90.11x25x99.11 
s  s,  4-sty  brk  loft  and  store  building.     Eliz  R  Whittingham  widow 
to  the  South  Manhattan  Realty  Co.     June  0.     July  24,  19(M).     1:77 
—6.     A  $50,(KM) — $00.(MM>.                                            other  consid  and  100 
Jones  st.  No  13,  n  s,  144.S  w  4th  st.  25x100.  5-sty  brk  tenement. 
CONTRACT.      Tessie    Caparelli    with    Morris    Grossman.      Mort 
.$30,(5.50.     July  9.     July  20,   1900.     2:590—79.     A  $11,000— $20.- 
000.                                                                                                             33,6.50 
King  St.  No  28,  s  s,  400  e  Varick  st,  25.11xl0(lx20xl(J0,  0-sty  brk 
tenement   and  store.      Vdam  Wiener  to   Fannie   Bernstein.     Mort 
$38,2.50.     June  22.     July  20,  1000.     2:510—24.     A  $14,.500-.$32.' 
0(30.                                                                                  other  consid  and  100 
King  st.  No  2(i,  s  s,  425.11  c  Varick  st,  25.11x100,  fi-sty  brk  ten- 
ement.    Adam  Wiener  to  John  Morris  and  Joseph  Zorwitz.     Mort 
.$38.2.50.     June  22.     July  24,  1!M)0.     2:519—20.     A  $14„"00— .$.32,- 
000,                                                                                        other, consid  and  100 
Ludlow  st,   Nos  118  and  120,  e  s.  200.0  n  Delancey  st,  50.9.x,S7.(jx 
50.3x87.0.  two  5-sty  brk  tenements  and  stores.     Bernard  Gordon 
et   al   to   Joseph   Zabrinski   and   Barton   H   Zabin,      Mort    $78,420. 
July  18.     July  19,  19()(j.     2:410—11  and  42.     A  .$31,(XI0— .$(i4.000. 

other  consid  and  10(1 
Ludlow  st.  No  53,  w  s,  abt  1(X)  s  Grand  st,  25x87.0.  5-sty  brk  ten- 
ement and  store.     Morris  Aaronson  to  Samuel  Stern.     Mort  $30.- 
500.     July  10.     July  20,  1906.     1:309—21.     A  $18,000— $27,000. 

nom 
Ludlow  st,  No  53,  w  s,  abt  100  s  Grand  st,  25x87.0.  5-sty  brk  ten- 
ement and  store.     Nathan  L  Hirshfeld  et  al  to  Morris  Aronsou. 
Mort  $36,500.     July  3.     July  20,  1906.     2:309—21.     A  $18,000— 
$27,000.  other  consid  and  100 

Madison  st,  No  242,  s  s,  171  w  Clinton  st,  25.0x90,  0-sty  brk  ten- 
ement and  store.  Esther  Rosenberg  to  Joseph  Levine.  Mort 
$42,000.     July  25,   1906.     1:270—23.     A  $13,000— .$33,0tX). 

other  consid  and  100 
Madison  st.  No  102,  s  s.  abt  4S  e  Pike  st,  23x100,  3-sty  brk  tene- 
ment.    Woolf  Fish   to   Emil   and   Barnet   Reibstein.      Mort  $18,- 
400.      July   20,    19(X>.      1:272—44.      A   $10,000— $18,000. 

other  consid  and  100 
Mangin  st,  No  71.  w  s.  75  s  Rivington  st,  2.5x99,  5-sty  brk  tene- 
ment.    Eugene  C  Bondy  et  al  to  Jacob  Salmonowitz,  Louis  Valk 
and    Rebecca    Levy.      Mort    .$28,950.      July    19.      July    20,    1906. 
2:323— 1!>.     A   $8,000— $25,000.  other  consid  and   100 

Monroe  st.  No  260,  s  s,  175  w  Jackson  st,  2.5x97.3x25x97.4,  .5-sty 
brk  tenement  and  store.  Solomon  Metzner  to  Morris  Goldberg  and 
Solomon  Mingelgreen.  Mort  .$20,000.  July  10.  July  21.  1900. 
1:261--14.  A  $13,000— $23,000.  other  consid  and  100 

Monroe  st.  No  169,  n  s,  162.0  w  Montgomery  st,  23x100,  6-sty  brk 
tenement  and  store.  Abraham  Fine  et  al  to  Wolf  Bogel.  Mort 
$27,.500.  June  19.  July  20,  1906.  1:260—10.  A  $13,000— $33,- 
000,  other  consid  and  100 

Monroe  st.  No  245,  n  s,  286.10  e  Scammel  st,  26.9.\94..5x20.9x94.8, 
5-sty  brk  tenement  and  store-  Abraham  Levenstein  to  Ida 
Machiz.  Mort  $26,0(X).  July  25.  July  26,  1906.  1:266—25. 
A  $14,0X1- .$.30,000.  other  consid  and  100 


Monroe  st.  No  2,S(i.  s  s.  175.7  e  Jackson  st,  25.5x97.7.  0-sty  brk 
tenement  and  store.  Isidor  Wexler  et  al  to  Isaac  Moritz.  Mort 
$30,300.     July  24,  1900.     1:26.3—7.     A  $9.000— P  $12,0tl0.  100 

Mott  st.  No  59,  w  s.  abt  75  n  Bayard  st,  25x100,  5-sty  brk  tene- 
ment and  store  and  ,5-sty  brk  tenement   in  rear.      Lena  Bimberg 
and  ano   to   Max   Levy.      All  title.      Mort   .$15,0(X)  and   al!   liens. 
July  1,3.     July  25,  1900.     1:200—30.     A  $20,000— $28,500. 

other  consid  and  100 
New  Chambers  st,  Nos  4  and  01  s  w  cor  Duane  st,  41.3x28x,50.0xl9.3, 
Duane  st.   No   10  ]     5-sty   brk   loft   and   store  building. 

Gesina  F  Rose  and  ano  to  Leopold  Purcaro.     Mort  $19.(XlO.     July 
19.     July  2(1,  190i;.     1:121—59.     A  .$27,200— $32,000.  nom 

Norfolk  St.  No  107.  w  s,  08.9  n  Stanton  st.  29.5x47.6x79.7x47.6, 
.5-sty  brk  tenement  and  store.  Nathan  Kirshanbaum  to  Abra- 
ham Teichman.  Mort  $26,000.  July  13.  July  19,  1900.  2:355 
—28.     A  $15,000— $20,aiO.  other  consid  and  100 

Orchard  st.  No  180.  e  s.  abt  175  n  Stanton  st,  25x87.0.  0-sty  brk 
tenement  and  store  and  4-sty  brk  tenement  in  rear.  Samuel 
Zaleschitz  to  Sarah  Neidel.  14  part.  All  title.  Mort  $37,000. 
June  27.     July  20,  1900.     2:412—8.     A  $10,CKXI— $25,000. 

other  consid  and  100 
Pearl   St,    No   290,   s   s,   abt   25   e   Beekman   st,   25x83.9x21.6x83.9, 
5-sty    brk    loft    and    store    building.      Robt    F   Tysen   to   Albert    H 
Frankel  and  Morris  Cooper.     June  29.    July  25,  1900.     1:98-21. 
A  $10,000— $18,000.  other  consid  and  100 

Perry  st.  No  118,  s  s,  abt  40  e  Greenwich  st,  19x48.4x20.4x40.8 
w  s,  4-sty  brk  tenement.  Edward  Hammann  and  ano  EXRS 
Margaretha  Hammann  to  Maria  Maher  All  liens.  May  21. 
July  19,   ]9(Mi.     2:032—40.     A  $4,.5(iO-$0,000.  nom 

Same   property.     Edward  Hammann  et  al  to  same.     B  &  S.     May 

21.     July  19,  1900).     2:632.  nom 

Same  property.     Charles  Hammann  by  Jacob  F  Miller  GUARDIAN 

to  same.     B  &  S.     May  21.     July  19,  V.mV,.     2:632.  nora 

Same  property.  Maria  wife  of  John  Maher  to  M  Bayard  Brown. 
Mort  $4,000.     May  28.     July  19,  1900.     2:032.  other  consid 

other  consid  and  100 
Prospect  pi.  No  45|  n  e  cor  42d  st,  17.1x58,  4-sty  stone  front  dwell- 
42d  st.  No  349        |     ing.      Ellen   C   Reilly   DEVISEE  John   J   Reilly 
to  Morris  Weinstein.     June  6.     July  25,  1900.     5:1335. 

other  consid  and  100 
Rivington  st,   Nos  333  and  335.  s  s,  24.1   w  Mangin   st,  50x75,  6- 
sty   brk  tenement  and  store.     Abraham  Schulder  et  al   to  Jacob 
Hyman.     Mort  $55,700.     June  25,     July  20,  1906.     2:323—10  and 
17.     A  $17,000— $46,000.  other  consid  and  100 

Rivington  st.  No  227,  s  s,  .50  w  Willett  st,  25x1(m:),  5-sty  brk  ten- 
ement and  store.  Samuel  Haber  to  Simon  Banner.  V4  part, 
right,  title  and  interest.  Mort  $29,000.  July  23.  July  25,  1906. 
2:.33S— 17.     A  $20.0(30— .$35,000.  other  consid  and  100 

Rivington  st.  No  301,  s  s,  125  e  Cannon  st,  25x80,  4-sty  brk  tene- 
ment and  store.  Toba  Gusswirth  and  ano  to  Samuel  Weisel  and 
Katie  Spanier.  Mort  $16,000.  July  23.  July  24,  19(10.  2:.328 
—16.     A  $11,000— $15,00(.>.  other  consid  and  KJO 

South  st.  No  1,52,  n  s,  abt  38  e  Peck  slip,  runs  e  24.0  x  n  70.0  x  e 
2.4  X  n  7.0  X  w  20.5  x  s  70  to  beginning,  5-sty  brk  loft  and  store 
building.  Ess  Ess  Realty  Co  to  Marine  Metal  and  Supply  Co. 
Mort  $10.0(10.  July  24.  July  25,  1900.  1:107—0.  A  $12,1(X» 
—$19,000.  100 

Suffolk  st.  No  93,  w  s,  275.11  s  w  Rivington  st,  25.1x100,  4-sty  brk 
tenement  and  store  and  3~sty  brk  tenement  in  rear.  Pincus  Lo- 
wenteld   et   al    to   Abraham   Goodman.      Mort   $2(j,000.     July   18. 

July  20,  1900.     2:3.53—72.     A  $17,0(M>— $ . 

other  consid  and  100 
Sylvan  pi,  Nos  3,  4  and  5,  w  s,  40  n  120th  st,  runs  w  95.1  x  n 
54.11  X  w  0.11  X  n  25.11  x  e  96  to  pi,  x  s  SO.IO  to  beginning, 
two  2-sty  frame  and  one  3-sty  brk  dwellings.  Moritz  L  Ernst 
et  al  to  Samuel  Grodginsky.  Mort  .*,")(1(MM1.  June  27.  July  25, 
1906.      (i:  17(59-25,  26  and  47.     A   $19,000— $27,500. 

other  consid  and  100 
Thompson  st.  No  231,  w  s,  80.4  s  3d  st.  runs  w  25  x  n  0.11  x  w 
.50  x  s  25  X  e  75  to  st,  x  n  24.1  to  beginning,  0-sty  brk  tene- 
ment and  store.  Ida  Machiz  to  Benj  M  Gruenstein  and  Sophia 
Mayer.  Mort  $20,(MM>.  July  24.  July  25,  1906.  2:.539— 22.  A 
$12.(XI0— $25,000.  other  consid  and  100 

Thompson  st.  No  231,  w  s,  80.4  s  3d  st,  runs  w  25  x  n  0.11  x  w 
50  x  s  25  X  e  75  to  st.  x  n  24.1  to  beginning,  0-sty  brk  tene- 
ment and  store.  Benj  M  Gruenstein  and  ano  to  Ida  Machiz.  Mt 
$20,000.  July  17.  July  25,  1900.  2:539—22.  A  $12.(M10— ,$25.- 
000.  other  consid  and  100 

Vandam  st,  Nos  95  and  97,  n  s,  99.10  e  Greenwich  st,  49.11x100.11 
x49. 11x100.8.  two  2-sty  brk  tenements.  Susan  H  Geissenheimer 
to  Louisa  A  Davids;  of  New  Rochelle,  NY.  B  &  S.  June  25. 
July  23,   IfHlO.     2:.597— 70  and  71.     A   $24.0(Kl— $25,000.  nom 

1st  st.  No  32,  n  s,  84.4  e  2d  av,  24.2x0O.4x.33. 9x07. 8,  5-sty  brk  ten- 
ement and  store.  Bernard  L  Jaworower  to  Leo  Rovere.  All  liens. 
July  5.     July  19,  ]9(M!.     2:443—02.     A  $10,000— $16,000. 

other  consid  and  100 
2d  st.   No   110.   n  s,  242.11  e   1st  av,  24.8x121.11,  0-sty  brk  tene- 
ment   and    store.      Sanders    Frankel    and    Pincus    D    Epstein    to 
Bernard    Gordon    and    Rachel    Richard.      Mort    $47,5t)0.      July   9. 
July   20,    1900.      2:430—48.      A   $10,000— $45,000, 

other  consid  and  100 
od  St.  Nos  383  and  385,  on  map  Nos  385  and  387,  n  s,   100.10  e 
Lewis   st,   50x97,   6-sty   brk   tenement.   Morris   J   Simon   et   al   to 
Joseph    Fine   and    Abraham   Schwartz.      Mort   .$5.8.000.      July   16. 
July  20,  1900.     2:3.58.  other  consid  and  100 

3d  st,  Nos  89  and  91,  n  e  s,  125  w  Thompson  st,  .50x109,  5-sty  brk 
loft  and  store  building.  Adeline  H  Palmenberg  HEIR,  &c,  Ray- 
mond P  Palmenberg  to  Wm  F  and  Emil  T  Palmenberg  undivided 
right,  title  and  int  and  B  &  S.  July  24,  1900.  2:541—31.  A 
$33,0(X1— $55,000.  nom 

3d  st.  No  00,  s  w  s,  abt  205  e  2d  av,  22.9x101.5x22.9x101.4,  s  e  s, 
G-sty  brk  tenement  and  store.  Louis  Katz  et  al  to  Selig  Carlip 
and  Wolf  Rudinsky.  Mort  $30,000.  July  20.  July  25,  1906. 
2:444—19.      A    $14.(XM3— .$.34,000.  nom 

3d  st.  No  197,  n  e  s,  ,80  n  w  Av  B,  23.x96.2,  5-sty  brk  tenement 
and  store.  Abraham  Meller  to  David  Podolsky  and  Bernhard 
Klingenstein.  Mort  $22,000.  July  25.  July  20.  1906.  2:399— 
39.     A   $11.000— $20,000.  other  consid  and  100 

3d  st,  No  197,  n  e  s.  80  n  w  Av  B,  23x90.2,  5-sty  brk  tenement 
and  store.  Margaret  Duckgeischel  to  Abraham  Meller.  July  25. 
July  20,   1906.     2:,399— 39.     A  $11,000— $20,000. 

other  consid  and   100 
4th  St.  No  77,  n  s,  200  w  2d  av,  25x96.5,  0-sty  brk  tenement  and 
store.     Pauline  Goodman  and  ano  to  Morris  J  Feinberg  and  Max 
Staloff.      Mort    $36,(MI0.      July    15.      July   23,    1906.      2:460—48. 
A  $10,000— $37,000.  other  consid  and  100 

4th  st,  Nos  3,50  to  354:  s  s,  100  w  Av  D,  50.3x90.  0-sty  brk  tene- 
ment and  store.  Abraham  Samuels  to  Benjamin  Leipzig  and 
Samuel  Miller.  Mort  $83,000.  July  5.  July  25,  1906.  2:373 
27.     A  .$28,000— $70,000.  other  consid  and  100 
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4th  St,  No  04,  s  s,  275  w  2d  av,  25x105.5,  5-sty  brk  building_and 
store.  Jacob  Corday  to  Joseph  L  Rosenberg.  Mort  !l!24,500. 
July  15.     July  24,  1900.     2:45U— IS.     A  !fl5,.500— .f25,000. 

other  consid  and  100 

5th  St,  No  413,  n  s,  200  e  1st  av,  25x07.  0-sty  brk  tenement  and 
store.  Michael  Henig  et  al  to  Julius  Berkowitz.  Mort  .'i;25.01IO. 
July   14.     July   24.   1900.     2:4;53— 51.      A   .$14.000— $21,(1(10.       noiu 

Oth  St,  No  54;i,  n  s,  70  w  Av  B,  20x90.10,  5-sty  brk  tenement 
aud  store.  Geo  P  Herrmann  to  Louis  P  Deffaa.  July  23,  1900. 
2:402 — 14.     A  $11,000— .$18,000.  other  consid  and  100 

7th  St,  Nos  295  aud  297.  n  s.  12.>  e  .\v  1).  40x97. (i.  0-sty  brk  ten- 
ement and  store.  Rudolph  I'oiJpcr  (o  Herman  I  Lurie.  Vt  part. 
Mort  $4.S..5(K).  July  lo.  July  24,  19IMJ.  2:303—53.  A  .$14,- 
(KJO— .$45,000.  100 

7lh  St,  Nos  41  and  43,  n  s,  100  w  2d  av,  50x74.10,  G-sty  brk  tene- 
ment and  store.  Isaac  Edelson  et  al  to  Louis  Manevetz,  of  Ho- 
boken,  N  J.  Mort  .$59,000.  July  10.  July  20,  1900.  2:4(j3— 3('>. 
A   $25.000— .$.55,000.  other  consid  and   100 

8th  St,  Nos  308  and  310,  s  s,  189.0  e  Av  B,  49.0x97.6,  G-sty  brk  ten- 
ement and  store.  Reuben  Sadowsky  to  Aaron  Adler.  Mort 
.$83,900.     July  20,   lOOG.     2:300—11.     A  $30,0(X)— $70,000. 

other  consid  and  100 

Oth  St,  No  C47,  n  s,  S3  w  Av  C,  25x92.3,  4-sty  brk  tenement  and 
store.  Herman  Hoffman  to  Samuel  Farber.  Vi  part.  Mort  $15.- 
.500.     July  20.     July  24,   lOOG.     2:392—39.     A  .$12,000— .$15,000. 

other  consid  and  100 

Oth  St.  Nos  734  and  7.30,  s  s,  218  w  Av  D,  40.x93.11,  G-sty  brk  ten- 
ement and  store.  Victor  Muller  to  Benjamin  and  Louis  Sonnen- 
schein.  Mort  .$51,000.  July  15.  July  19.  llKKi.  2:378—24.  A 
$20,000— .$.50,000.  other  consid  and  KJO 

11th  St,  No  540,  s  s.  70  w  Av  B,  25x94.9.  5-sty  brk  tenement  and 
store.  Samuel  Rozinsky  et  al  to  Nathan  Freuder.  Mort  $30.- 
000.     July  20.     July  24,   1900.     2:4(J4— 27.     A  $13,000— $18,000. 

other  consid  and  KX) 

12th  St,   No  537,  n  s,  abt  170  w  Av  B,  25x103.3.  5-sty  brk  tener 
ment  and  store.     CONTRACT.     Morris  Rosen  et  al  with  Ernestine 
Frankel.     Mort  $35,700.     May  24.     July  25,  190C.     2:406—46.     A 
.$12.(I(.K»— $18,000.  43,200 

i;ith  St,  No  337.  n  s,  1(J5  w  1st  av,  28.4x103.3.  5-sty  stone  front 
tenement.  Dora  Cohn  to  Sara  A  Horwitz.  of  Yonkers,  N  Y.  Mt 
.$43,500.  July  25.  July  20,  19<J0.  2:4.55—47.  A  $17,000— .$37.- 
000.  other  consid  and  100 

13th  St,  No  7<>4,  s  s.  86.4  e  Av  C,  23.10x103.3,  5-sty  brk  tenement 
and  store.  Robt  I  Brown  to  Joseph  Pinstein.  July  16.  July  19. 
1900.     2:382 — 10.     A  $7, (JOO— $11,000.  other  consid  and   100 

14th  St,  No  434,  s  w  s,  444  s  e  1st  av.  25x38.8  to  n  s  Stuyvesant 
St,  x29.10x55.i,  with  all  title  to  Stuyvesant  st,  in  rear  of  above, 
runs  s  39.6  x  e  29.10  x  n  39.7  x  w  29.10  to  beginning.  4-sty  brk 
tenement  and  storae  and  2-sty  brk  tenement  m  rear.  George 
Charig  to  Abram  A  Weigert  and  Alex  A  Tausky.  Mort  $13,500. 
June  22.     July  19,  1906.    2:441—24.     A  $11.(X>(.I— $14,000. 

other  consid  and  100 
153.7  e  Av  B,  21.10x103.3,  5-sty  brk  tene- 
Geo   C   Norton   ref   to   Meyer   Goldberg   and 
July  19.    July  20,  1900.    3:982—9.    A  $7.- 

13,725 
319  w  Av  A.  25x103.3,  0-sty  brk   tenement 
P   Kein    to   Helene   wife    of   Adolph   Galewski. 


14th  St,  No  609,  n  s 

ment.    PARTITION. 

Abraham  Greenberg. 

.500 $11,000. 

15th  st.  No  419,  n 

and   store.      James 


Mort  $20,000.     July  19,   1906.     3:947—13.     A  $10,000— $18,000. 

other  consid  aud  KXI 

10th  st.  No  .520,  s  s,  295.6  w  Av  B,  24.10x103.3,  5-sty  brk  tene- 
ment and  store.  Sophia  Moore  to  Gertrude  Faust,  of  3rookIyn. 
Mort  .$21,800.  July  12.  July  19,  1006.  3:973—13.  A  $7,.5i.lO— 
$10. .500.  other  consid   and   100 

16th  st,  No  345,  n  s,  250  e  9th  av,  25x91.9,  5-sty  brk  tenement. 
Prudential  Real  Estate  Corporation  to  Frank  Rosen.  Mort  $22.- 
500.  June  30,  1904.  Re-recorded  from  June  30,  1904.  July  21. 
1906.     3:740-11.     A  $10,500— $21,(1(10.  other  cousid  and  100 

10th  st.  No  345,  n  s,  250  e  Oth  av,  25.\91.9,  5-sty  brk  tenement. 
Max  Wachsman  et  al  to  Rachel  Lippi,  of  Brooklyn.  Mort  .$25,- 
.500.     July  16.     July  21,   1906.     3:740—11.     A  $10..500— $21,000. 

other  consid  and  100 

17th  st.  No  429,  n  s,  304  e  1st  av,  25x92,  5-sty  brk  tenement  aud 
store.     Samuel  Feldman  to  Reuben  Warso.     %   part.     All   liens. 

July  18.     July  19.  1906.     3:049-17.     A  $0,.5(M> $12,000. 

other   consid   and   100 

17th  st,  Nos  138  and  140,  s  s,  .500  w  Oth  av,  42.2.x02.1.x3S.5x92, 
3-sty  brk  tenement  and  3-sty  brk  tenement  and  store  and  3-sty 
brk  tenement  in  rear.  Wm  N  Heard  to  E  J  Galway  Building 
Co.  Mort  .$.30.(KI0.  July  21.  July  25,  1906.  3:792—58  and  59. 
A  $21. ,500— $25,000.  other  consid  and  100 

17th  st.  No  140,  s  s,  521.1  w  Oth  av.  21.1.xn2.1xl7.4x02,  3-sty  brk 
tenement  and  store  and  3-sty  brk  tenement  in  rear.  Rose  Reilly 
et  al  widow  and  HEIRS,  &c,  James  Reilly  to  Wm  N  Heard.  July 
20.     July  25,  1900.     3:702—59:     A  $10,(.l(X)-$ll,.5(Xl. 

other  cousid  and  1(X> 

17th  st.  No  138,  s  s,  500  w  Oth  av,  21.1x92,  3-sty  brk  tenement. 
Wm  Rau  to  Wm  N  Heard.  Mort  $15,000.  July  24.  July  25. 
1906.     3:792—58.     A  $11,500— $13,.5(X).  other  consid  and  100 

20th  st.  No  148  East,   orjs  s,  100  w  3d  av,  25x108,  with  privileges 

Gramercy  Park,  No  31  |  of  park,  &c,  4-sty  stone  front  building. 
Jacob  L  Lissner  to  Kenneth  M  Murchison.  Mort  $20,(X)0.  July 
16.     July  21,  1900.     3:87.5—48.     A  $24,000— $30,000. 

other  consid  and   100 

23d  st.  No  444,  s  w  s,  30O  s  e  10th  av,  2.5x98.9,  5-sty  stone  front 
dwelling.  Geo  D  Kuper  and  ano  EXRS  Chas  P  C  Kuper  to  Chas 
E  Harvey.  Mort  $15,000.  May  2S.  July  10,  1900.  3:720-09. 
A  $15,000-$19,<XK).       .  27,000 

Same  properly.  Release  dower.  Emilie  J  Kuper  widow  to  same. 
May  28.     July  19,  1906.     3:720.  other  consid  and  100 

23d  St.  No  418,  s  s,  172  w  Oth  av,  26.0x'98.0,  5-sty  stone  front 
dwelling.  Chas  R  Christy  to  Chas  W  Rainbow.  B  &  S.  Mort 
$21,0O(.).  July  14.  July  24,  19O0.  3:720—50.  A  $10,0ix:i— $22.- 
(X)0.  nom 

27th  st.  No  315,  n  s,  200  e  2d  av,  16.8x98.9,  3-sty  brk  tenement. 
Edmoud  Hearn  and  ano  to  Ellen  J  Mooney.  July  25.  July  20. 
1906.     3:933—9.     A  $0,000— $7..500.  KX) 

28th  st,  Nos  325  and  327,  n  s,  2S4.2  e  2d  av,  40x98.9,  6-sty  brk 
tenement  and  store.  C  Joshua  Epstein  to  Isaac  Silberberg.  % 
part.  All  title.  B  &  S.  Mort  .$51,875.  July  20.  July  24,  1900. 
3:934.  other  consid  and  KXI 

28th  st.  No  245,  n  s,  75  w  2d  av,  runs  n  74  x  w  50  x  n  24.8  x  e 
25xn74xe  —  xse  —  xs  —  xe  19  x  s  73.9  to  st  x  w  22  to 
beginning,  5-sty  brk  tenement  and  store  and  4-sty  brk  tenement 
In  rear.  Frank  Hertel  to  Lawrence  Lippe.  of  Brooklyn.  July 
18.     July  19,  1006.     3:909—23.     A  $2o,(XJ0-$27,000. 

other  consid  and   100 


29th  st.  No  331,  n  s,  360.3  e  2d  av,  22.4.x98.0,  5-sty  brk  tenement. 
James  J  Kennedy  to  Harris  Weinstein.  Mort  $10,(XX).  July  12. 
July   21,    1900.     3:93.5—21.      A   $8,000— $10,.500. 

other   consid    and    KX) 

31st  st.  No  324,  s  s,  305  w  1st  av,  20.x98.9. 

31st  st,  No  .328,  s  s,  205  w  1st  av,  20x98.9. 
two  5-sly   brk   tenements  and   stores. 

Maria  C  Kelly  by  John  J  Neeson  GUARDIAN  to  Frederick 
Vogel.  All  title.  B  &  S.  July  19.  July  21,  1900.  3:930—47 
to  49.     A  $19,.5(10— .$28,.500.  23,750 

32d  St.  No  10,  s  s,  258.8  w  5th  av.  Ki. 10x98.9.  5-sty  stone  front 
dwelling.  Fredk  R  Sturgis  to  Harry  H  Kutner.  Mort  $52,00(». 
July  20.     July  21,  19(X;.     3:833—54.     A  $42,000— $.50,000.  nom 

Same  property.  Harry  H  Kutner  to  Jacob  Wolf.  Mort  $52,000. 
July   20.     July   21,    19(X!.     3:833.  nom 

34th  st.  No  314.  s  s,  207.0  e  2d  av,  21.3.x98.9,  4-sty  brk  tene- 
ment. Rose  Side  to  Marcus  Rosenthal.  Mort  $10,.500.  July  10. 
July   20,    19(X).     3:939—52.      A   $8,000- $11,000. 

other  consid  and  100 

35th  st,  No  434,  s  s,  400  w  Oth  av,  25x98.9,  4-sty  brk  tenement 
and  2-sty  brk  tenement  in  rear.  Mary  Marrin  DEVISEE  Mary 
Marrin  to  Samuel  H  Anspacher.  Q  C.  July  23,  1006.  3:732 — ■ 
58.     A  $9,500— $13,000.  nom 

35th  st.  No  434,  s  s,  4(X)  w  Oth  av,  25x98.0.  4-sty  brk  tenement 
and  2-sty  brk  tenement  in  rear.  Samuel  H  Auspacher  to  Ru- 
dolph PederroU.  Mort  $14,000.  July  24.  July  25,  1900.  3-732 
—58.      A  $0,500— $13,(KI0.  other  consid   and   KtO 

.3^)th  st.  No  28,  s  s,  305  w  5th  av.  20x08.9,  3-sty  stone  front  dwell- 
ing. Arthur  W  Saunders  to  Ver  Planck  Estate.  Mort  $110,000. 
June  27.     July  21,   1906.     3:8,30—59.     A  .$45,000— .$.50,000. 

other  consid  and   100 

30th  st.  No  245,  n  s,  .323  e  8th  av,  18.6x98.9,  4-sty  brk  dwelling. 
Mary  A  Brady  to  James  H  Ottley.  July  18.  July  19.  19(H!. 
3:786—20.     A   $10.(I(M>— $13,(I(X».  other  consid  and   100 

.38th  st.  No  411.  n  s,  1.50  w  Oth  av,  25x.98.9,  3-sty  brk  stable.' 

38th  st.  No  413,  n  s,  175  w  Oth  av,  25x98.9,  2-sty  frame  tene- 
ment and  store  and  3-sty  frame  tenement  in  rear. 
Elizabeth  wife  of  and  Fredk  W  Cook  to  Isaac  B  Miller  and  Joe 
Seldin.  Mort  $12.00(1.  July  17.  July  19.  KMX;.  3:73(i— 26  and 
27.     A   $17.500— $20,500.  other   consid   and   100 

38th  st.  No  442,  s  s,  245.6  e  10th  av,  25x98.9,  4-sty  brk  tenement 
and  store. 

37th  St.  No  441,  n  s,  2.50  e  10th  av,  25x98.0,  4-sty  brk  tenement 
and  store  and  2-sty  brk  tenement  in  rear. 

Henry  F  Friedgen  to  Emma  W  Wingate.  of  Brooklyn.  1-10  part. 
All    title.      Mort   $5.(100   and   sub    to   life   estate   of     Wilhelmina 


July  24,  1906.     3:735—61  and  12.     A  $18,- 

nom 
174.11  e  2d  av,  21.2x02.8,  4-sty  stone  front 

196.1  e  2d  av,  21.2x92.8,  4-3ty  stone  front 


Friedgen.     July 
000— $25,500. 

38th  st.  No  308,  s  s, 
tenement. 

38th  st.   No  310,   s  s, 
tenement  and  store 

3Sth  st.  No  310,  s  s,  250.5  e  2d  av,  21.2x92.8,  5-sty  brk  tenement. 

5th  av.  No   1300  |  n   w  cor   113th   st,   25.2x100,   2-sty  brk  building 

113lh  st.   No  1     I     and  store. 

Nassau  st.  No  03,  w  s,  75.6  n  e  Maiden  lane,  runs  n  w  48.2  x  n  e 
20.6  x  s  e  1.2  X  n  e  0.2  xse  47.6  to  st,  x  s  w  22.0  to  beginning, 
5-sty  brk  office   and  store  building. 

Armand  J  Carroll  and  Louise  E  his  wife  lo  Harry  Goett.  1-6 
part.  All  title.  July  21.  July  23,  1006.  .•!;94::— 51.  .52  and  48. 
A  $19.000— $27.-500;  0:1507—33.  A  $18,0O(l— $i;.S,()(M);  1:6.5—2. 
A  $57,.50O— .$()5,(XI().  nom 

Same  property.  Harry  Goett  to  Armand  J  Carroll  and  Louise  E 
his  wife,  joint  tenants.  1-6  part.  All  title.  B  &  S.  All  liens. 
July  21.     July  23,  lOiX!.     3:943;  0:1.597;  1:65.  nom 

41st  st.  No  3,  n  s.  K.H)  e  5th  av,  22x98.9,  5-sty  stone  front  build- 
ing and  store.  Michael  Dreicer  et  al  to  John  Hoge  of  Zanes- 
ville,  Ohio.  B  &  S  and  C  a  G.  Mort  .$.84,000.  July  10.  July  24. 
1900.     5:1276-5.     A  $57,0(X)— .$(:!4,(X)0.  other  consid  and   lOO 

43d  st.  No  323,  n  s,  300  w  8th  av,  25x100.5.  5-sty  brk  tenement. 
Emma  A  Condie  and  ano  INDIVID,  EXRS,  &c.  Robert  Kennedy 
deed  and  et  al  to  Martin  M  Heller.  Mort  $18,000.  June  27. 
July  25,  10(X!.     4:1034—20.     A  $12,000— $24,000.  nom 

44th  St.  No  34(i.  s  s.  225  e  Oth  av,  2.5xKX).5.  3-sty  brk  tenement 
and  2-sty  brk  tenement  in  rear.  Theophile  Kick  to  Ernest  F 
Kick.  Mort  $13.0<X>.  July  17.  July  20,  1900.  4:KX34— 55.  A 
$12,.50O— $13,000.  other   consid   and   100 

44th  st.  No  346,  s  s,  225  e  Oth  av,  25x100.5,  3-sty  brk  tenement 
and  2-sty  brk  tenement  in  rear.  Wm  Richtberg  to  Theophile 
Kick.  Mort  $13,000.  Feb  6,  1005.  July  10,  1006.  4:1034—55. 
A   $12,500- $13,000.  other   consid   and   100 

Kith  st.  No  404,  s,s.  KX1  w  Oth  av,  25xKX).5,  3-sty  frame  tenement. 
James  Mulholland  to  Julius  Weinstein.  Mort  $12..5(X1.  July  10. 
July  19,  1900.     4:10.5.5—37.     A  .$9,(XX)— $10,000.  nom 

40th  st,  No  221,  n  s,  334  w  2d  av,  26x100.5,  5-sty  brk  tenement. 
Jacob  Katz  to  Joseph  Jacobs.  B  &  S.  Mort  $13,000.  July  18. 
July  25,   10(XI     5:1320—12.     A   $10,.500— $13,500. 

other  consid  and   100 

47th  st.  No  25S,  s  s,  1.50  e  8th  av.  25x100.5,  5-sty  brk  tenement. 
Abraham  Schreiber  to  Isaac  Schreiber  and  Samuel  Liebovitz. 
Mort  .$33.(KX>.  July  17.  July  20,  1006.  4:1018—58.  A  $18,- 
0(X1— $21,000.  other   consid   and   KX) 

48th  st,  No  529.  n  s,  400  w  10th  av,  25xl00..5. 

48th  st.  No  531,  n  s,  425  w  10th  av,  25x100.5. 
two  5-sty  stone  front   tenements. 

Giuseppe  Grieco  to  Pasquale  Clemente.  1-3  right,  title  and  in- 
terest. All  liens.  July  20.  July  21,  1000.  4:1077—15  and  16. 
A   $13,000— .$30,000.  other  consid   and   100 

Same  property.  Pasquale  Clemente  to  Francesco  Grieco.  '^  part. 
Right,  title  and  interest.  Morts  $45,000.  July  20.  July  21, 
1900.     4:1077.  other   consid   and   100 

40th  st.  No  458,  s  s,  100.6  e  lOlh  av,  21.0x100.5,  4-sty  stone  front 
tenement.  Joseph  Schlaich  to  Margret  Coyle  and  Margret  Har- 
ten.     July  10.     July   10,  1900.     4:1058—60.     A  $8,(XX>-$11,0(X). 

other   consid   and   100 

50th  st.  No  231,  n  s,  205  w  2d  av,  29x100.5,  6-sty  brk  tenement. 
Mitchel  Levy  et  al  to  George  Geffers.  Mort  $42,000.  July  3. 
July  26,   1906.     5:1.324—14.     A  $12,000— .$40,000. 

other  consid  and  1(X> 

.50th  st.  No  414,  s  s,  140  e  1st  av,  20x90,  5-sty  stone  front  dwell- 
ing. Arthur  G  Nathan  to  Nathan  Heilmann.  %  part.  Q  C, 
July  23.     July  24,   1900.     5:1361—  43  .A  $5,000—.$ .  nom 

50th  st.  No  414,  s  s,  140  e  1st  av,  20x90.  5-sty  stone  front  dwell- 
ing. Bertha  Nathan  widow  et  al  HEIRS,  &c.  Edward  Nathan 
to  Rachel  Heilmann.  Vz  part.  July  6.  July  24.  ICMX}.  5:1.361— 
43.     A  $5.000—.$ .  other  consid  and  100 

Same  property.  Jacob  Levy  ret  to  Nathan  Heilmann.  %  part. 
July  23.     July  24,  1906.     5:1361.  5,500 
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olsl  St,  No  43c.,  s  s.  3(X>  e  lOth  av,  I'OxKKj.r.,  3-sty  stone  front 
dwelling.  Rebecka  Hilsmann  to  Anna  M  C  Hildebrand.  July 
17.      July   -M,    rJUU.      4;10(iO— "pO.      A   .^T.-IW)— .$n,»KK). 

other   consid  and   100 

52d  St,  No  449.  n  s,  150  e  10th  av,  25x100.5,  5-sty  brk  tenement 
and  store.     Harry  N  Kohn  to  Lina  Weil.      Mort   .$17,950.     July 

20.  July  21.   I'.IO;.     4:1002-7.    A  $!:t,fKX)-$ia,(lO0. 

other  consid  and  100 

52d  St  No  427,  n  s.  339  e  1st  av,  20x(;2.9x— .\f.(i.4.  4-sty  stone 
front  tenement  and  store.  The  J  Chr  G  Hupfel  Brewing  Co  to 
David  Klein.  July  13.  July  20,  1900.  5;1304— 15.  A  $4.(XI0 
Sy  i^iQo  other  consid  and  100 

55th  St  No  204.  s  s,  KMJ  w  7th  av,  7.5x100.5.  7-sty  brk  tenement. 
The  Peoples  Trust  Co  EXR.  &c,  Isidore  M  Bon  to  Edward  H 
Titu.s  Mort  .$1!M).(J00.  July  10.  July  20,  1900.  4:1020— 3i.  A 
$f<5,(H)0— .f235,000.  ^  ^  ^  '^,^' •,'^!'*^ 

50th  St,  Nos  321  to  349.  n  s,  100  w  1st  av,  runs  w  2.M  to  c  1  Old 
Post  road  x  w  again  44.11  to  point  275  e  2d  av  x  n  140.5  x  s  e 
18.11  to  e  1  said  road  x  s  w  —  x  e  31  to  e  s  said  road  x  s  e  224.9 
x  s  121.0  to  beginning,  1,  2,  3.  4  and  5-sty  brk  buildings  of  iron 
works  Frank  Hillman  et  al  to  Harris  M  Cohen.  Mort  .$225,- 
125.  July  17.  July  19,  1900.  5:1349—12  to  22V4.  A  .$99,0<JO 
.«j-)<)  (UK)  other  consid  and  100 

50th'  stT-No  .54,  s  s,  193  e  0th  av.  20x100.5,  4-sty  stone  front  dwell- 
ing      Robert  Connor  to  Ralph  M  Holzman.      Mort_  .$(i3.0IK_».     July 

21.  July   24,    I'.KXi.      5:1271—00.      A    $47.WMJ— .$.)1,(H(0.       omitted 
577h  St,   Nos  137  and  139  |  n    w    cor    Lexington    av,    40x(i0.2, 
Lexington  av,   Nos  702  and  70<>|    5-sty    brk     tenement    and    store. 

FORECLOS.     John   Hone,  Jr,   ret  to  Carrie  Schwab.     Mort  $00.- 
000.     July  25,     July  20,  1900.     5:1312—15.     A  $50,000— $75,000. 

74,250 
59th  St.  No  Oil,  n  s,  175  w  West  End  av,  25x100.5,  4-sty  brk  ten- 
emen  land  store  and  4-sty  brk  tenement  in  rear.     Michael  Mil- 
ler to  Geo  B  Clifton.     July  25.     July  20,   1900.     4:1171—25.     A 


$5,0(J0— .$9.IHI0. 
00th  St.  No  230,  s  s, 

ement  and  store. 

$10,700.     July  21. 
■     500. 
04th   St,    No   114,   s 

front   dwelling. 

July  25,   1900. 


nom 

4.50  w  Amsterdam  av,  25x100.5,  4-sty  brk  ten- 

Wm  Rabinowitz  to  Leopold  D  V  Shea.     Mort 

July  23,  1900.     4:1151—51.     A  $5,(;mX)— $8,- 

other  consid  and  lOO 
s    s,    132.0   e   Park   av,    17.0xltlO.5.   4-sty   stone 
Joseph   T  Low   to   Henry   G   Sanford.      May  14. 
„„.,   _..    .......     5:1398—07.     A  $17,5(KI— $23,000.  nom 

05th  St,  Nos  330  and  332,  s  s,  312.0  e  2d  av,  37.0x100,  0-sty  brk 
tenement  and  store.  Release  mort.  The  Jefferson  Bank  to  Jacob 
Binder  and  Jacob  Baum.     July  14.    July  20,  1900.  5:1439—39  and 

39>;4.     A  $9.(KH)— $ .  20,000 

Same  property.     Release  mort.     Corporate  Realty  Assoc  to  same. 

July  19.     July  20,   lOOli      5:1439.  S.OOO 

00th  st.  No  225,  n  s,  140  w  2d  av,  40x100.5,  0-sty  brk  tenement. 
Release  mort.  Harris  Mandelbaum  and  ano  to  Solomon  Lewine, 
Louis  Davis  and  Harry  Wittenberg.  July  17.  July  20,  1900. 
5:1421.  other  consid  and  100 

Same  property.     Release  mort.     Same  to  same.     July  17.     July  20. 

1900      5:1421.  other  consid   and   100 

COt'h  st,  n  s,  100  w  2d  av,  120x100.5,  three  0-sty  brk  tenements. 
Solomon  Lewine  et  al  to  Solomon  Frankel  and  Samuel  Werner. 
Mort  $120,000.     July  19.     July  20,  1900.     5:1421. 

other  consid  and  100 
G7th  st.   No  428,  s  s,  220  w  Av  A,  40x100.5,   G-sty  brk  tenement 
and  store.     Koppel  Friedland  to  Meyer  H  Friedman.     2-3  parts. 
B  &  S.     Mort  $49,250.     July  5.     July  19,  1900.     5:1461.  nom 

69th  st.  No  221,  n  s.  225  w  Amsterdam  av.  40xl(.H).5,  part  1-sty 
brk  chapel.  Florence  Finn  to  Lawson  C  Rich.  Q  C.  July  19. 
July  23,   1900.     4:1101.  nom 

70th  st.  No  20,  s  s,  225  w  Central  Park  West,  20xl00.;j,  4-sty 
stone  front  dwelling.  David  F  Meyer  to  Miriam  H  Nathan.  Mt 
$22,500.     July  25,   1906.     4:1122—13.     A  $18,0<X)— $34.0(X). 

other  consid  and  100 
70th  St.  Nos  321  and  323.  n  s,  275  w  1st  av,  .50x100.5,  two  4-sty  brk 
tenements.      Samuel    Engle    to   Julius    B    Ikelheimer   and   Morris 
Mendel.      Mort   .$2t).500.      July    18.      July  25,   1900.      5:1445—14 
and  15.     A   $12.000— $24,000  nom 

70th  st,  No  420.  s  s,  101  w  Av  A,  38x100.5.  6-sty  brk  tenement 
and  store.  Hyman  Manheim  et  al  to  Harry  M  Stotf.  Mort  $50,- 
(KK).     July  23.     July  24.  19IXi.     5:1404.  other  consid  and  100 

70th  st.  No  420,  s  s,  101  w  Av  A,  38x100.5,  0-sty  brk  tenement 
and  store  Simon  Lefkowitz  to  Hyman  Manheim  and  Abraham 
I   Weinstein.      Mort  $40,.500.     July  23.     July  24.   litOO.     5:14(i4. 

other  consid  and  1(K) 
113  e  1st  av,  25x100.5,  5-sty  brk  tenement, 
to    Abraham    Cohen.      Mort    $23,525.      July    19. 

A    .$5.000 — $14,(KI0.  other   consid   and   100 

200  e  2d  av,  20x102.2.  4-sty  stone  front  tene- 
ment Abraham  J  Dworsky  to  Annie  Halpern  and  Ike  Cinnamon, 
Mort   $10,000.     June   15.     July  20,   1900.     5:1447—9.      A  $0,000 


70th  st.  No  403,  n 
Abraham  S  Levy 
1906.      5:140.5- 

72d  st.  No  31." 


-$12,000. 

72d  st.  No  423,  n  s,  250  w  Av  A,  25x102.2. 

72d  st.  No  429,   n  s,   175  w  Av  A,  2.5x102.2. 
two  4-sty  stone  front  tenements. 
Abraham   Kassel   et   al   to    Rachel    Foses 
July    19.    190<j.      5:1407—14   and    17 


other  consid  and  100 


73d  St.  No  303,  n  s,  100 
Charles   Hammel   &   Co   to 
July  25,  1906.     5:1448—5. 

74th  st.  No  153.  n  s.  101  e 
front  dwelling.  Alfred  V 
Park.  N  Y.  Mort  $12,500. 
A  $10,0(K)— $13,.500. 


All    liens.      July    16. 
A   $12.(HI0— $2(!,000. 

other   consid   and   100 
Same  properly.     Rachel  Moses  to  Abraham  Kassel  and  Isaac  Gold- 
berg.     Mort  .$3O,0(J0.     July  18.     July  19,   190t).     5:1407. 

other  consid  and  100 
2d  av,  2.5x102.2,  4-sty   brk  tenement. 
Lena   Hill.      Mort   $12. .500.      July  24. 
A  $6,00(^-$12,0<X>. 

other  consid  and  100 
Lexington  av,  18.(!xl02.2,  3-sty  stone 
Barnes    to    Herbert    C    Pell    of  Tuxedo 
July  25.     July  20,  I'.MII'..     5:1409—24. 

other   consid   and    1(X) 
74th   st.   No   100,  s  s,   195  w  3d  av,   18.9x102.2,  3-sty  stone   front 
dwelling.     Robt  H  E  Elliott  to  the  Renaissance  Realty  Co.     Mort 
%  of  .$24,000.     May  28.     July  24,  1906.     5:1408 — 15.     A  $ll.tM)0 

J12,.500.  other  consid  and  100 

74th  sT,  No  104.  s  s,  187.0  e  Lexington  av,  18.9x102.2,  3-sty  stone 
front  dwelling.  Robt  H  E  Elliott  to  The  Renaissance  Realty  Co. 
Mort  y.  of  .$24.0^10.  May  28.  July  24,  1906.  5:1408^6.  A 
$11,(H,mJ— $12,.500.  other  consid   and   1(X) 

74th  St.  No  1.52,  s  s,  75  e  Lexington  av,  18.9x68.2,  3-sty  stone 
front  dwelling.  Robt  H  E  Elliott  to  The  Renaissance  Realty  Co. 
Mort  $10,0(K).  May  28.  July  24,  1900.  5:1408— .50.  A  .$9,000— 
$11,000.  other  consid  and  lt)0 

74th  St.  No  220.  s  s,  235  e  3d  av,  25x102.2,  4-sty  brk  tenement 
and  store  and  .3-sty  brk  tenement  in  rear.  Edw  T  Kennard  to 
Samuel  Graff  and  Samuel  Riegelhaupt.  Mort  $12,000.  July  18. 
July  20,  1900.     5:1428—39.     A  $9,000— $14,000.  nom 


74th  st.  No  220.  s  s,  235  e  3d  av,  25x102.2.  4-sty  brk  tenement  and 
store  and  3-sty  brk  tenement  In  rear.  John  F  Kelly  to  Edw  T 
Kennard.  Q  C  and  correction  deed.  Apr  0,  1905.  July  20,  1900. 
5:1428-39.     A  $9,000— $14  000.  nom 

75th  st.  No  425.  n  3,  277  w  Av  A,  20x102.2,  4-sty  brk  tenement. 
Charles  Steiner  to  Solomon  Baum.     Mort  $10,000.     July  12.     July 

19,  19tKi.     5:1470—14.      A  .$4.(XX)— $8,0a).         other  consid  and  HX> 
70th  st.  No  305,  n  s,   100  w  1st  av.  2.5x102.2.  4-sty  brk  tenement 

and  store.      Benjamin   Guth   et   al   to   Sarah   Ressler.      Mort   $14,- 
000.     July  24.     July  26,  1900.     5:1451—22.     A  $6,0OI>— $10,000. 

other  consid  and  KX) 

78th  st.  No  440.  s  s,  119  w  Av  A,  2.5x102.2,  0-sty  brk  tenement 
and  store.  Reisler-Freudenheim  Realty  and  Construction  Co  to 
Davis  Brooks.  Mort  .$25,000,  July  12.  July  26.  V.Ktii.  5:1472 
—31.     A  $5,(HtO.  other  consid  and  KX) 

78th  st,  Nos  249  to  253,  n  s,  152.10  w  2d  av,  41.0x102.2.  0-sty  brk 
tenement  and  store.  Harry  Gleich  et  al  to  John  A  Clayton,  of 
Brooklyn.  Mort  $6t),000.  July  23.  July  24,  1906.  5:1433—17% 
to  ISV*-.     A  $13,500—.$ .  other  consid  and  100 

7Sth  st.'Nos  243  to  247,  n  s.  194.4  w  2d  av,  41.6x102.2,  0-sty  brk 
tenement  and  store.  Max  J  Kramer  et  al  to  John  A  Clayton,  of 
Brooklyn.  Mort  $60,000.  July  23.  July  24,  1906.  5:1433— 151^ 
to  17.     A  $13..5<X)— $ .  other  consid  and  loO 

78th  st,  Nos  24.'!  to  247,  n  s,  194.4  w  2d  av,  41.0x102.2,  6-sty  brk 
tenement  and  store.  John  A  Clayton  to  Anna  M  Dwyer.  Mort 
$60,(XXK  July  23.  July  24,  1906.  5:1433— 15^4  to  16.  A  $13,- 
500—$ .  nom 

7Sth  st,  Nos  249  to  253.  n  s.  152.10  w  2d  av,  41.6x102.2,  0-sty  brk 
tenement  and  store.  John  A  Clayton  to  Anna  M  Duryer.  Mori 
.$60.tMK(.  July  23.  July  24,  1900.  5:1433—17%  to  18%.  A  $13,- 
500—$ .  nom 

78th  st.  No  417,  n  s,  269  e  1st  av.  25x102.2.  4-sty  brk  tenement. 
Rosa  Jackie  to  Rosie  Tauber.  Mort  $12.0(MI.  July  19.  July  20. 
VJm.      5:1473—12.      A    $5,(XKj — $11,000.  other    consid    and    100 

SOth  st.  No  143,  n  s.  .308.9  w  Columbus  av.  19x102.2,  4-sty  and 
basement  brk  dwelling.  Lizzie  Eder  to  Adolph  Platky.  Mort 
$16,000.  July  19.  July  21,  1900.  4:1211—17.  A  $11,000— 
$22,000.  other  consid  and   100 

81st  St.  No  58,  s  s,  149  e  Madison  av,  10x102.2,  4-sty  stone  front 
dwelling.  W  Bayard  Cutting,  Jr.  to  W  Bayard  Cutting  of  Suf- 
folk Co,  N  Y.  Mort  .$20,0(K>.  Sept  IS,  1905.  July  24,  VMG. 
rt:lV.y2 — 161/2.     .'\  $19,(K10— .$29,000.  nom 

S5th  st.  No  42.3,  n  s.  269  e  1st  av.  2.5x102.2,  4-sty  stone  front 
tenement.  Wm  Koechlin  to  Frederick  Schempf.  Mort  $12,000. 
July  14,     July  23,  190li.     5:1505—12.     A  .$5.500— $13,500. 

other  consid  and  100 

85th  St.  Nos  514  and  510  s  s.  142  e  Av  A.  37.4x102.2,  3-sty  stone 
front  dwelling  and  2-sty  brk  building  in  rear.  John  Tillmann 
to  George  Ehret.  Mort  $24.6(X).  July  25.  July  26,  V.HM.  5:- 
1581—46.      A   $7,.500— $18,000.  1,500 

85th  st.  No  219,  n  s,  2.50.10  e  3d  av.  25.7x101.0x25.1x102.1,  5-sty 
brk  tenement.  Alexander  Wiener  to  Bernard  Lang.  Mort  .$25,- 
7.50.     July  18.     July  25,  1900.     5:1531—11.     A  $S,.50O— .$25,<XX). 

other  consid  and  100 

85th  st.  No  443,  n  s,  94  w  Av  A,  2.5x102.2,  4-sty  stone  front  tene- 
ment.     Henry   Breimer  to   John   Schwamb.     Mort   $15,000.     July 

20.  July  21,  1900.     5:1565—21.  A  $5,500— $13,.500. 

other  consid   and   100 
85th  st.   No   205.   n  s,   110  w  Amsterdam  av,  40x102.2,  5-sty  brk 
tenement.      Edmund  Dwight  to  Gertrude  D  Hawes.     Mort  $45,000. 
July    10.      July   20,    19(K>.     4:1233—27.      A   $26.CKX)— .$»iO,000. 

other  consid  and  100 
SOth  st.   No  322,  s  s,  304  w  West  End  av,  20.11x102.2,  4-sty  and 
basement    stone    front    dwelling.      Frank   T   Warburton    to    Leah 
Richard,   of  Waterloo,   Seneca  Co,   NY.     C  a  G.     Mort  .$22,500. 
July  17.     July  20,   1906.     4:1247 — 15.     A  $14.000— $28,000.       nom 
SOth   st,    s   s,   400   e   Columbus   av,    l(!xl02.2,   5-sty   brk   dwelling.l 
.SOth  st,  s  s,  438  e  Columbus  av,  12x102.2,  vacant.  ] 

Release  mort.     Stephen  C  Clark  to  Wm  W  and  Thos  M  Hall.    July 
14.     July  24.   1906.     4:1199.  nom 

Stith  st;  s  s,  372  e  Columbus  av,  28x102.2,  5-sly  brk  dwelling. 
Release  mort.  Stephen  C  Clark  to  Wm  W  and  Thos  M  Hall. 
July  14.     July  24,   1900.     4:1199.  nom 

90th  St.  No  74,  s  s,  133.4  w  Park  av,  17x100.8,  3-sty  brk  dwelling. 
Amelia    E    Nichols    to    Sarah   W    Swords,    of    Hughsonville,    N   Y. 
Mort   $12,(MI0.      July   16.      July   19,   1206.      5:1.501—13.      A   $12.-      , 
.-,(^M>— $17,0tK),  other  consid  and   100 

90th  st.  No  104,  s  s,  65  w  Columbus  av,  35x100.8,  5-sty  brk  ten- 
ement. Isidor  M  Alexander  to  Mary  wife  of  Isaiah  Friesner.  Mt 
$40,000.  July  21.  July  24,  1906,  4:1220—30.  A  $17,000— $35,- 
000.  100 

92d  st.  No  13,  n  s,  204.5  e  5th  av,  25x100.8,  4-sty  brk  dwelling. 
Isaac  Untermyer  to  James  A  Blanchard.  July  12.  July  24, 
1900.     5:1.504—9.      A   .$.50,000— $62,500.  nom 

94th  st.  No  177,  n  s,  118.9  w  3d  av,  18.9x1(;ki.S,  3-sty  stone  front 
dwelling.  Mary  Habes  to  Francis  X  Habes.  Q  C.  All  liens. 
Oct  12,  1903.     July  21,  1900.     5:1523-31%.     A  $8,000— $11,(XH>. 

nom 
97th  st,  Nos  60  and  62,  s  s,  150  w  Park  av,  50x100.11.  6-sty  brk 
tenement    and    store.      CONTRACT.      Abraham    Schlesinger   and 

ano   with   .-Vdolph   Messer   and   Louis  Kraut.      Mort   $ .      June 

19.      July    20.    11X)6.      6:1602.  80.000 

98th  st,  Nos  37  to  41,  n  s.  300  e  Columbus  av,  .50xl(X>.ll.  two  2  and 
one  3-sty  frame  tenements.  Pincus  Lowenfeld  et  al  to  Chas  I 
Weinstein.  Mort  .$32  9(X).  July  19.  July  20.  ltX>6.  7:18.34—13 
to   14.     A  $21.0(m— $24,000.  other  consid  and  100 

99th  st.  No  .53,  n  s,  125  e  Madison  av,  25x100.11,  5-sty  brk  tene- 
ment. Joe  Ginsberg  et  al  to  Bessie  Greenberg.  Mort  $25,500. 
July  11.     July   19,   1!M)6.     6:1605—26.     A  $S..500— $22..50(». 

•    other  consid  and  100 
100th  st,  No  150,  s  s,  275  w  3d  av,  25x100.11,  5-sty  brk  tenement. 
Max    Mayerson    to    Simon    Rosenzweig.      Mort    $1S.0<X).      July    19. 
July    20,    1906.      6:1627—48.      A    $5,500— $14,.5tKl. 

other  consid   and   100 
100th  st,   No  305,  n   s,   118  w  West  End  av,   17x100.11,  5-sty  brk 
dwelling.      Geo    M    Pinney   Jr   lo   Bertha   Goodfriend.      Mort  $23,- 
0(M).     July  19,  liMXi.     7:1889—15%.     A  .$9..500— $26.0(X).  100 

100th  st.  No  127.  n  s,  2.50  w  Columbus  av,  25x100.11,  5-sty  brk 
tenement.  Hyman  Manskv  to  Emil  Schloss.  Mort  $23,00(.).  July 
16.     July  19.   1906.     7:18.5.5—22.     A  $8,(HM>-$1S.OOO.  K.XI 

100th  st,  No  203.  n  s,  200  e  Broadway.  24.9x51.10x25.8x51.10, 
3-sty  brk  tenement  and  store.  Charles  Hall  to  Joseph  T  Conway. 
Mort  $5,.50O.  Apr  10.  July  19,  1900.  7:1872—27.  A  $7,000— 
$12,000.  27,(X)0 

lIHJth  st.  No  168  (110th  st.  No  168  (?)  )  deed  reads  KlOth  st, 
s  s,  125  w  3d  av,  25x100.11  (?)  probably  error,  5-sty  brk  tene- 
ment. Vincent  Garofalo  to  Annie  Rosenthal  and  Tina  Hohen- 
stein.  Mort  $16,300.  July  19,  1906.  6:1627 — 42.  A  $5,500— 
$14,500.  nom 
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lOOth  St,  No  117,  n  s,  176.6  w  Lexington  av,  25.6x100.11,  5-sty 
brk  tenement.  Samuel  Fleischman  et  al  to  Milan  Schreiber 
and  Katie  Pikinsky.  Mort  $28,935.  July  19.  July  20,  1906. 
6:1(;2S— 9.     A  ifO.OlHI — $19,000.  other  consid  and  100 

101st  St,  No  57.  n  s.  2."iO  w  Park  av.  25x100.11,  5-sty  brk  tene- 
ment. Victorine  E  Bowles  to  Isabel  A  McKinstry,  of  Green- 
port,  Columbia  Co.  N  Y.  Mort  $18,000.  July  17.  July  20,  1906. 
6:1(1(»7— 25.     A  .f 7, 500— .f  17, 500.  .   nom 

102d  St,  No  30S,  s  s.  175  e  2d  av,  25x100.11,  5-sty  brk  tenement. 
JoEset  Fried  et  al  to  Esther  Reich.  Mort  .$26,650.  July  20. 
July   25,    1906.      6:1673—45.     A   $5,(X)0— $18,000. 

other  consid  and  lOO 

102d  St,  No  41(!,  s  s,  270  e  1st  av,  25x100.11,  4-sty  brk  tenement 
and  store  and  1-sty  brk  building  in  rear.  Philip  Hunt  to  George 
Wittmann  and  Louis  Mattern.  Mort  $7,000.  July  26,  1906. 
(!:169.")— 39.      A  .$3,500— $10,0aj.  16.8(X» 

103d  St,  Nos  262  and  2(14,  s  s,  85  e  3d  av,  runs  s  100  x  e  20  x  s 
0.11  X  e  25  X  n  ](X).ll  to  st,  x  w  45  to  beginning,  6-sty  brk 
tenement  and  store.  Julius  Weinstein  to  Aaron  Adler.  Mort 
$44,0110.  July  19.  July  26,  1906.  6:1652—14  and  441/2.  A 
$9,tKXt— ,$ .  other  consid  and  100 

104th  st.  No  163.  n  s,  225  w  3d  av,  25x100.11,  4-sty  brk  tenement. 
Henry  Hett  to  Harris  Taschman.  Mort  $7,500.  July  20.  July 
21,  1906.     6:1632—27.     A  .fO.OtWJ— $11,500.  nom 

107th  st.  No  223,  n  s,  350  e  3d  av,  25x100.11,  4-sty  brk  tenement 
and  store.  Sheriffs  sale.  Nicholas  J  Hayes,  Sheriff,  to  Abra- 
ham A  Heller  and  B  Samuel  Chanin.  All  title  of  Wm  Methner, 
defendant.  Mort  $11,500.  July  5.  July  20,  1906.  6:1657—15. 
A  $5,500— $11,500.  1.900 

Same  property.  B  Samuel  Chanin  to  Abraham  A  Heller.  %  part. 
Mort  $11,5(H).     July  11.     July  20,   1906.     6:1657.  nom 

107th  st,  N'o  208,  s  s,  135  e  3d  av,  21.10x109.11,  4-sty  brk  tene- 
ment and  store.  Harry  A  Thuor  to  Fanny  Klein.  Mort  $9,000. 
July  9.     July  25,   1906.     6:1656—43.      A  $5.006— $9,000. 

other  consid  and  1(X) 

109th  st,  Nos  204  and  206,  s  s,  abt  110  e  3d  av,  — x— ,  6-sty  brk 
tenement  and  store.  CONTRACT.  Reuben  Moss  with  Libbie 
Goodstein.  1/2  part.  Mort  $.50,000.  July  16.  July  26,  1906. 
6:16,58—13  and  44.     A  $8,000— $ .  59,000 

109th  st,  Nos  305  to  309,  n  s,  100  e  2d  av.  57x100.10,  two  6-sty  brk 
tenements  and  stores.  Barnet  Goldfein  et  al  to  Samuel  B  Cooper. 
Mort  $52,50l>.  July  20.  July  24,  1906.  6: 1i;.'~!1— "  »"d  6.  A 
$12,000 — .$54,<KH».  other  consid  and  100 

Same  property.  Samuel  B  Cooper  to  Louis  Levin,  Morris  H  Feder 
and  Henry  M  Flateau,  each  %  part.  Mort  $70,000.  July  23. 
July  24,  1906.    6:1681.  other  consid  and  100 

109th  st.  No  74,  s  s,  119  w  Park  av,  17x100.11.  4-sty  stone  front 
tenement.  Aaron  Appell  to  David  Skrilow.  Mort  $11,0<X).  July 
23.     July  24,   1906.     6:1614^-411/2.     A  $5,000— $9,500. 

other  consid  and  100 

110th  St.  Nos  243  and  245.  n  s,  110.8  w  2d  av,  37.6x160.11,  6-sty 
brk  tenement  and  store.  Abraham  D  Weinstein  to  Bertha  Zucker. 
Mort  $38,000.     July  23,  1906.     6:1660—171^  and  18.     A  $7,0U0 

— $ .  other  consid  and  100 

s  s,  125  w  Lexington  av,  25xl(X).ll,  5-sty  stone 

Agnes   A   Cording   to    Wolf   Mellis.      Mort   $16.- 

July  26,   1906.     6:1637—61.     A  $6,000— $17,500. 

other  consid  and  100 
s  s,  125  w  Lexington  av,  25x100.11,  5-sty  stone 
Wolf  Mellis  to  Jacob  J  Zinsler.     Mort  $22,000. 


110th  st.  No  126, 
front  tenement. 
000.     July  25. 

110th  st.  No  126, 
front  tenement. 
July  25.     6:1637—61.     A  $6,0(X>— $17,.50O. 

other  consid  and  100 

111th  st,  Nos  610  and  612,  s  s,  175  w  Broadway,  50x100.11,  2  and 
3-sty  frame  dwellings.     Milton  M  Eisman  to  Harry  Schift.     Mort 
$25.(X10.     July  20.   1906.     7:1894—23   and  24.     A  $26.<lfl(>-.l;26.- 
(lUO.  other  consid  and  100 

112th  St.  No  216.  s  s,  183  w  7th  av,  17x100.11,  3-sty  and  basement 
stone  front  dwelling.  Luke  H  Cutter  to  Manuel  A  Guerrero. 
B  &  S.  Mort  $7,000.  July  IS.  July  19,  1906.  7:1827^1.  A 
;(;(5.,-,0O— $12,000.  other   consid   and    100 

114th  st,  Nos  94  and  96,  s  e  cor  Park  av,  34.10x100.11,  6-sty  brk 
tenement  and  store.  Hyman  Levin  to  Samuel  Ramstelder.  Mort 
$45,000.  July  19.  July  25,  1906.  6:1641—71  and  72.  A  $10.- 
700— $18,000.  other  consid  and  100 

Same  property.  Samuel  Ramstelder  to  Emanuel  Cohn  1-3  part. 
Carl  Rosenberger  1-3  part.  Victor  E  Wolf  1-6  part  and  Isidor 
Rosenberger   1-6  part.      Mort  $62,.500.     July   25.    1006.     6:1641. 

other  consid  and  100 

114th  st,  Nos  166  and  168  on  map  Nos  164  and  168,  s  s,  159.4  e 
Lexington  av,  40.SxlOO.10,  6-sty  brk  tenement  and  store.  Phil- 
lip Tenzer  to  Clara  Heyman.  Mort  .$55,000.  July  24.  July  25. 
1906.     (i:1641.  other  consid  and  100 

114th  st,  Nos  1.56  and  158,  s  s,  78  e  Lexington  av,  40.8x100.11, 
6-sty  brk  tenement  and  store.  Jacob  Binder  et  al  to  Samuel  Zi- 
rinsky.     Mort  $.55,000.     July  24.     July  25,  1906.     6:1641. 

other  consid  and  100 

114th  st,  Nos  162  and  164,  on  map  Nos  160  and  162,  s  s.  118.8 
e  Lexington  av,  runs  s  100.11  x  e  31.11  x  n  0.1  x  e  9.4  x  n 
100.10  to  st,  X  w  40.8  to  beginning,  6-sty  brk  tenement  and  store. 
Jacob  Binder  et  al  to  Caroline  Cohn.  Mort  $.55.0(X>.  July  24. 
July  25,  1906.     6:1641.  other  consid  and  100 

114th  st,  Nos  164  and  168,  s  s,  1.59.4  e  Lexington  av.  4t.>.Sxl(Xl.lO, 
6-sty  brk  tenement  and  store.  Jacob  Binder  et  al  to  Philip 
Tenzer.     Mort  .$55,000.     July  24.     July  25,  1906.     6:1641. 

other  consid  and  100 

114th  st,  Nos  216  and  21S,  s  s  ,201.10  e  3d  av,  .36x100.11.  two  3- 
sty  stone  front  dwellings.  Michael  McGrath  to  The  M  Fine 
Realty  Co.  July  23.  July  24,  ItMX"..  6:1663 — 13%  and  44.  A 
.$S,t)00— $l(i.O(X).  other  consid  and  100 

114th  st.  No  2.30,  s  s,  .329.6  e  3d  av,  25x100.11,  5-sty  brk  tene- 
ment. Bertha  Bank  to  Georg  A  Hofmann.  Mort  .$20,000.  July 
23.     July  24,  1906.     6:1663—39.     A  $5,50(^$16,0(K). 

other  consid  and  lOO 

115th  st.  No  224.  s  s.  375  e  3d  av,  25x100.11,  5-sty  stone  front 
tenement.  Susannah  Bauer  to  Isaac  Mannheimer.  Mort  $20.- 
500.     July  24.     July  25,  1906.     6:1664—34.     A  $6,000— $17,500. 

100 

117th  st,  n  s,  248  e  Pleasant  av,  75x100.10,  vacant.     SamI  M  Hoff- 
berg  et  al   to   Montifiore   Realty  Co.      Mort  $28,000.      July   19. 
July  23,  1906.     6:1716—11  to  13.     A  $12.(100— $12,000. 

other    consid   and    100 

117th  st.  No  57,  n  s,  179  e  Lenox  av.  26x1(10.11. 

117th  st.  No  .53,  n  s,  231  e  Lenox  av,  26xl(X).ll. 
two  5-sty  brk  tenements. 
Victor  Lubliner  to  Annie  Lubliner,  Rose  Landau  and  Frances 
Steinberg.  Morts  $5O,.50O.  July  17.  July  19,  1006.  6:1601—9 
and  11.     A  $21,000— $48,000.  other  consid  and  100 


July  24, 

exch 


100 


117th  st.  No  304,  s  s,  105  e  2d  av,  20x100.11,  4-sty  stone  front 
tenement.  Emil  Loewenthal  to  Marziano  Marino.  Mort  $13,- 
000.     July  19.     July  20,  1906.     6:1688—49.     A  $4.000— $13,000. 

other  consid  and  100 

119th  st.  No  118,  s  s,  215  e  Park  av,  25x100.10,  5-sty  brk  tene- 
ment and  store.  Samuel  William  et  al  to  Moritz  L  and  Carl 
Ernst.  Mort  $20,9.50,  July  12.  July  26,  1906.  6:1767—63.  A 
.$6,500— $17,(I0(».  other  consid  and  100 

120th  st.  No  1.59.  n  s,  77  e  7th  av,  10x100.11,  3-sty  and  base- 
ment stone  front  dwelling.  Hermann  Grad  to  Bertha  B  wife 
Hermann  Grad.  Mort  $10.0(X>.  July  IS.  July  19,  19(_I6.  7:1905 
—5.     A  $S,(XXI— $12,(.KX).  gift 

120th  st.  No  73,  n  s,  100  w  Park  av.  25x100.11,  5-sty  stone  front 
tenement.  Louis  Wachtel  to  Mark  Blumenthal.  Mort  .$20,,50O. 
July  18.     July  19,  I'.MHi.     6:1747—13.     A  $10.(K>()— $19,000.        nom 

121st  St.  Nos  232  and  234,  s  s,  321  w  7th  av,  36xl(J0.11,  two  5-sty 
brk  tenements.  Fredericka  Hack  to  Esther  Blumenthal.  Mort 
$13,000.  July  l.S.  July  21,  1906.  7:1926—17  and  47%.  A 
.$15,000— $28,(X)0.  100 

121st  st.  No  232,  s  s,  321  w  7th  av,  18x100.11,  5-sty  brk  tenement, 
Esther  Blumenthal  to  Julia  Swartz.  Mort  $16.5(X).  July  18. 
July    21,    1906.      7:1926^7.      A    $7,900— $14,0(X). 

other   consid   and   100 

122d  st.  No  231,  n  s,  261.3  w  2d  av,  18.9x100.11.  4-sty  stone 
front  tenement.  Margaret  Knight  to  Isaac  Kahn.  Mort  $8,(X)0. 
Mar   23,    1906.      July  26,    1906.     6:1787—14.      A   $4,500— .$9,. 500. 

nom 

123d  st,  Nos  221  and  223,  n  s,  2.50  w  7th  av,  runs  n  100  x  w  25  x  n 
0.11  X  w  14.9  X  s  100.11  to  st  X  e  39.9  to  beginning,  with  all  title 
to  strip  adj  in  rear  to  c  1  of  blk.  two  .5-sty  stone  front  tenements. 
Eugenie  E  Pechin  and  ano  to  Arthur  Dyett.  Mort  $28,(X)0.  July 
19,   19IJ6.     7:1929—20  and  21.     A  $17,300— $32,000. 

other  consid  and  100 

123d  st.  No  154,  s  s,  285  w  .3d  av,  25x100.11.  Mort  .$34,(MX), 
valued  at  $44,(XI0.  6:1771—48.  A  $8,000— $8,500.  CONTRACT 
to   exchange   for 

167th  st,  n  w  cor  Tiffany  hi.  75.1x109.2x94.5x92.11,  vacant.  Mort 
$16.(100,   valued   at   $26.(100. 

Max   Lasberg   and   ano   with   James  Siculer.     July  20. 
1906. 

124th  st,  Nos  102  and  104,  s  s,  .35  w  Lenox  av,  40x,50.5,  2-sty  brk 
stores.      Ella   Gilon   to   Edward   Gilon.      Dec   21,   1904.      July 
1U06.     7:1908—361/2.     A  $12,000— $13,000. 

124th  st,  Nos  341  and  .343,  n  s.  175  w  1st  av,  50x100.11,  except  in- 
terior gore,  at  c  1  blk  bet  124th  and  125th  sts,  204.10  w  1st  av, 
runs  w  9.8  x  s  5.8  x  e  along  c  1  old  Harlem  or  Church  lane  7.4  to 
beginning,  2  and  3-sty  frame  dwellings.  Realty  Transfer  Co  to 
Elias  Kaplan.  Mort  .$29.(:H)0.  July  10.  July  20,  1906.  6:1801 
—18  and   19.      A  $11,000— $13, .500.  other  consid  and  100 

125th   st,   No  532,   s  s,  332.6  e  Broadway,  20.6x100.11. 

125th  st.  No  530,  s  s,  279  e  Broadway,  27x100.11, 
two  5-sty  brk  tenements  and  stores. 

Morris  Freundlich  et  al  to  Lizzie  Eder.     Mort  $49,000.     July  17. 
July  21,   190(>.     7:1979—50  and  52.     A  $16,900— $.50,000. 

other  consid  and  1(X) 

125th  st.  No  22.  s  s,  285  e  5th  av,  20x100.11,  4-sty  stone  front 
building  and  store.  American  Mortgage  Co  to  Emma  S  Hart. 
B  &  S.  Mort  $21,000.  July  10.  July  25,  1906.  6:1749—60%. 
A  .$25,(XX>— .$31,000.  nom 

126th  st.  No  1(19,  n  s.  IfK)  e  7th  av,  16.8x99.11,  3-sty  and  base- 
ment stone  front  dwelling.  Edith  M  Warford  to  Herbert  D 
Burnham.  Mort  $8,000.  July  20.  July  21,  1!K>6.  7:1911—6. 
A  .$(i,6O0— $12,500.  other  consid  and  100 

127th  st,  Nos  31  and  33,  n  s,  335  e  5th  av,  50x99.11,  6-sty  brk 
tenement.  Barnet  Levy  et  al  to  Daled  Realty  &  Construction 
Co.  Mort  .$56,500.  July  20.  July  21,  ItKXJ.  6:1752—14  and 
15.     A  $21,(I(X)— .$ .  other  consid  and  1(X» 

128th  st.  No  (j8,  s  s,  100  e  Lenox  av,  17.6x99.11,  3-sty  and  base- 
ment stone  front  dwelling.  Twenty-seventh  Street  Co  to  John 
F  Haase  and  Louis  Sasse.  C  a  G.  Mort  .$9,500.  July  23.  July 
25,   1906.      6:172.5—68.     A   $7,(XMI— $12,500.  100 

129th  st.  No  345,  n  s,  38.10  w  Old  Broadway,  37.5x99.11,  6-sty 
brk  tenement.  Release  mort.  Hamilton  Bank  to  William  Gunn 
and    Andrew    Grant.      June   28.      July    25,    1906.      7:1984. 

other  consid  and  1(X) 

Same  property.  Release  mort.  State  Realty  and  Mortgage  Co  to 
same.     June  29.     July  25,  1906.     7:1984.         other  consid  and  1(X) 

129th  st.  No  149,  n  s,  275  e  7th  av,  16.8x99.11,  3-sty  and  base- 
ment stone  front  dwelling.  Mary  A  Brenan  to  Marks  Moses. 
Mort  .$9,0(X).  July  20.  July  23,  1906.  7:1914—13.  A  .$6,(XI0— 
$9,(XI0.  other  consid  and  1(X) 

1.30th  st.  No  218,  s  s,  225  w  7th  av,  20x99.11,  3-sty  and  basement 
stone  front  dwelling.  Julia  A  Pettengill  to  Edward  Lissman. 
July   19.      July  20,    1906.      7:1935—43.      A  $7,2(X:)— $12,0(X). 

other  consid  and  100 

1.30th  st.  No  218,  s  s,  225  w  7th  av,  20x99.11,  3-sty  and  basement 
stone  front  dwelling.  Edward  Lissman  to  Hebrew  Tabernacle 
Assoc.  Mort  $14.7.50.  July  19.  July  20,  19(Hj.  7:193.5^3. 
A  $7.2(XI— $12  0(K».  other  consid   and   100 

130th  St.  No  489,  n  s,  200  e  Amsterdam  av,  2.5x99.11.  5-sty  brk 
tenement.  Charles  Wynne  to  Pauline  Samek.  Mort  $18,500. 
July   14.      July   21,   1906.      7:1970—9.      A  $5,.5(M>-$18,00(». 

other  consid  and  100 

130th  st.  No  57,  n  s,  235  e  Lenox  av,  20x99.11,  4-sty  stone  front 
dwelling.  Wm  F  Patterson  to  Geo  A  Gardner.  July  19,  IfMX!. 
6:172.8—11.     A  $7. (X»0— $12,000.  other  consid  and  1(X) 

130th  St.  No  l(i<;,  s  s,  116  e  7th  av,  20x99.11,  3-sty  and  basement 
brk  dwelling.  Marks  Moses  to  Mary  A  Brenan.  Mort  $10,500. 
July  20.     July  23,   11106.     7:1914—5872.     A  $8,0tXI— $13.(XlO.     nom 

130th  st,  Nos  574  and  576,  s  s,  122  e  Broadway,  50x99.11,  1-sty  brk 
office  and  3-sty  brk  stable.  American  Ice  Co  to  Frank  Derren- 
bacher.  Mort  $10,000.  July  20.  July  24,  1906.  7:19.84—57.  A 
$11.(XI0— $1S,0(X>.  nom 

133d  st.  No  6,  s  s,  110  e  5th  av,  2.5x99.11,  5-sty  brk  tenement. 
Samuel  Grossman  to  Edward  A  Davis.  Mort  .$24,000.  July  9. 
July   19,   1906.     6:1759-68.     A  |5,. 500— $19,000. 

other  consid  and  100 

133d  St.  No  223,  n  s,  260  w  7th  av,  20x99.11,  3-sty  stone  front 
dwelling.  Leopold  Katzensteiu  to  Meyer  Mayers.  July  18.  July 
26    19(Xi.     7:1939-21.     A  $7,2(X>— $10,.500.  100 

1.33d  St.  No  9.  n  s,  160  w  5th  av,  2.5x99.11,  5-sty  brk  tenement. 
Otto  Polinsky  to  Moses  Hauptman,  Mort  $19,.5(I0.  July  25. 
July  26.  190(5.     6:1731—30.     A  $7,000— $17,.500. 

other  consid  and  100 

133d  st.  No  144.  s  s,  300  e  7th  av,  runs  e  24.9  x  s  27.4  x  again  s 
72.0  X  w  24.10  X  n  99.11  to  beginning.  6-sty  brk  tenement  and 
store      Philip  Lien  et  al  to  George  Oken.     Morts  .$33,000.     July 

24.     July  25,    1906.      7:1917—51.     A  $7,000—$ . 

other  consid  and  100 
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i:!4th  St,  No  51,  n  s.  2tj.">  w  Park  av,  2.">x99.n,  S-sty  brk  tene-l 
ment.      Mort  .$17,500. 

Cathedral  Parkway,  n  s,  ].">0  w  7th  av,  ItlOxKIO,  vacant.  Mort 
.flK),(J(JO.  I 

Henry  Mandel  to  Samuel  Mandel.     %  part.     .Inly   19,  1900.     U;- 
1759—25.     A  $5,000— $15,00t>.     7:182(i.  other  consid  and  lOO 

13Gth  St.  Nos  170  and  172,  s  s,  75  e  7th  av,  50x99.11.  | 

136th  St,  s  s,  adj  above  on  west.  | 

Encroachment    agreement.      Philip    and    Irving   Simon    with    The 
Greenwood  Cemetery  et  al.     July  2.'!.     July  24,  liMKi.     7:1920.   nom 

i:?7th  St,  No  2-8t'>,  s  s,  Kili  e  8th  av,  15.0x99.11,  4-sty  brk  dwelling. 
Annie  E  King  to  Louis  Kean.  Mort  .fll.OUO.  July  17.  July  23. 
19(MJ.     7:1942— .57.     A  .1:5,500— $12,000.  100 

137th  st.  No  312,  s  s.  104  w  8th  av,  10x9011,  3-sty  brk  dwelling. 
John  C  Pieper  to  Harry  S  Stone.  Mort  !);9,000.  July  18.  July 
19,  1900.     7:1900—57.     A  .$4,4U0-$9,00(J.  nom 

138th  st.  No  115,  n  s,  404  e  7th  av,  20x99.11,  5-sty  stone  front 
tenement.  Pauline  Beekman  to  Jacob  E  Strass.  Morts  $23,500. 
July  20,  1900.     7:2007—21.     A  .$10,000— $25,0(10. 

other  consid  and  100 

138th  st,  Nos  41  and  45,  n  s,  425  e  Lenox  av,  75x99.11,  two  0- 
sty  brk  tenements.  Albert  Peiser  to  Moses  Matthews  and  Mo- 
ses Valenstein.  Mort  .$88,2.50.  July  16.  July  21,  1900.  0:1730 
—19  to  21.     A  $15,000— P  $18,000.  other  consid  and  100 

140th  st  No  .507,  n  s,  150  w  Amsterdam  av,  .37.(ix99.11,  5-sty 
brk  tenement.  Mort  ,$45,000.  Valued  at  $02.0110.  7:2072—20. 
A  .$9,(;kX1— .$33,000.     CONTRACT  to  exchange  for 

Clinton  av  |  n  e  cor  l.SOth  st,  275.4  to  s  s  181st  st, 

iSHHh  st.   No  995  I     x  e  97  x  s  140.2  x  w  00  x  s  135.2  to 

181st  st,  Nos  994  and  990|  180th  st,  x  w  ;'.l  to  beginning,  2-sty 
frame  dwelling  and  vacant.     Mort  $18,.5(H.).      Valued  at  $41,000. 

144th  st,  n  s,  2(K1  w  Broadway,  50x99.11,  5-sty  brk  tenement. 
Release  mort.      N  Y  Trust  Co  to  Psaty-Edelson  Construction  Co. 

July   19.      Jikly  2(».   1900.     7:2091—22  and  X',.      A  $5,000—$ . 

nom 

Same  property.  Release  mort.  Rose  Edelsou  and  ano  to  same. 
July   18.     July  20,   1900.     7:2091.  nom 

144th  st.  No  200,  s  s,  125  e  8th  av,  25x99.11,  3-sty  frame  tenement 
and  store.  Dora  Friede  EXTRX,  &c,  Robert  Kessler  to  Bertha 
K  Boswald,  July  14.  July  20,  1900.  7:2029— .59.  A  .$5,<:kk>— 
.$7,000.  1^.000 

144th  st,  s  s,  410  e  Lenox  av,  125.\99,11,  vacant,  Saml  M  Hoff- 
berg  et  al  to  Montiflore  Realty  Co.  Vi  part.  Mort  .$27,5C)0.  July 
19.     July  23,  1900.     0:1741—51  to  55.     A  $10,000— $10,000. 

other  consid  and  100 

149th  st.  No  303,  n  s,  80  w  8th  av,  20.x99.11,  5-sty  brk  tenement. 
Emanuel  Holloubeck  to  Bertha  Wolf  and  Isldor  D  Brokaw.  Mort 
$10,.500.  July  10.  July  23,  1900.  7:2045—88.  A  $4,oa.)— $13.- 
(KMK  other  consid  and  100 

14'.>th  St.  s  s  ,175  w  Broadway,  .50x99.11,  vacant.  Hymon  Man- 
heim  et  al  to  David  Lang.  Mort  $14,000.  July  23.  July  24, 
1900.     7:2095—41  and  42.     A  $7,000— $7,(X»0. 

other  consid  and  100 

Same  property.  David  Lang  to  Joseph  R  Scheinberg.  Mort  $18,- 
500.     July  23.     July  24.  1900.     7:2095.  other  consid  and  100 

151st  st  I    s  s.   125  w  Broadway,  runs  s  99.11  x  w  100  x  s 

1.50th  st  I    99.11  to  1.50th  st,  x  w  75  x  n  99.11_.\  w  125  to 

Riverside  Drive]  e  s  Riverside  Drive,  x  n  —  to  s  s  151st  st,  x  e 
.328.1  to  beginning,  with  all  right,  title  and  interest  to  strip 
bounded  on  n  by  line  199.10  s  151st  st,  on  s  by  line  229.10  s 
151st  st,  on  e  by  line  125  w  Broadway,  and  w  by  e  s  Riverside 
Drive,  vacant.  City  Real  Estate  Co  to  Realty  Mortgage  Co, 
1-3  part.  Surety  Realty  Co,  1-3  part,  Emanuel  Heilner  and 
Moses  J  Wolf  together  1-3  part.     B  &  S.     July  25,  1900.     7:2097. 

other  consid  and  100 

103d  st,  n  s,  100  e  Broadway,  205x99.11,  vacant.  Joshua  Sil- 
verstein  to  Leonard  Weill.  Mort  $,SO,(XIO.  July  24.  July  20. 
190<i.     8:2122.  other  consid  and  100 

105th  st.  No  408,  s  s,  250  e  Amsterdam  av,  16.8x65.8x10.9x63.4, 
3-sty  frame  dwelling.  Peter  Alexander  to  Rowland  Patterson. 
July  24.     July  25.  1900.     8:2111-18.     A  $2,0(X)— .$6,000.  7,000 

170th  st,  s  s,  100  w  Amsterdam  av,  44x99.11,  vacant.  Release 
mort.  Chelsea  Realty  Co  to  Winslow  Realty  Co.  June  29.  July 
19,  1900.     8:2132.  nom 

Same  property.  Release  mort.  The  Title  las  Co  of  N  Y  to  same. 
June   29.      July    19,    1906.      8:2132.  30.000 

Av  A,  No  1364,  e  s,  51.3  s  73d  st.  25x98,  5-sty  brk  tenement  and 
store.  Land  and  Mortgage  Company  Bohemia  of  N  Y  City  to 
John  J  Hubel.  Mort  $14,(XlO.  July  19.  July  25,  1900.  5:1484 
—51.     A  $0,000— $10,000.  other  consid  and  100 

Av  A,  s  w  cor  70th  st,  50.5.x85,  6-sty  brk  tenement  and  store. 
Maurice  J  Burstein  to  Nathan,  Hyman  and  Norman  Miller  and 
Joseph    Morowitz.      Mort    $78,000.      June    21.      July    20.    1900. 


:1464 

Av  A,  No  270,  e 
store.  Aaron 
July  20,   liXKj. 


s,  40  s  17th  st,  24.6x95.6,  5-sty  brk  tenement  and 
Avrutis   to   Sara   Sobel.      Mort   $10,750.      July   25. 
3:974—00.     A  $8,50O-$13,50O. 

other  consid  and  100 

Av  A.  No  1735,  w  s,  50.4  n  90th  st,  runs  w  107  x  n  25  x  e  0.1% 
again  IO6.IO14  to  av  x  s  25.2  to  beginning,  3-sty  brk  tenement 
and  store.  Wm  J  Slattery  et  al  to  Joseph  Kornhauser.  Mort 
$7,000.  July  10.  July  19,  1906.  5:1570—23.  A  .$5,000— $7,- 
500.  other  consid  and  100 

Av  B,  No  172,  w  s,  139.6  n  10th  st,  25x70,  5-sty  brk  tenement 
and  store.  Emanuel  Schwal  to  Jacob  Feirberg.  V2  part.  All 
liens.     July  25.     July  20,  1906.     2:404—29.     A  $12,000-$19,00O. 

other  consid  and  100 

Av  C.  No  297.  w  s.  42  n  17th  st,  20x66,  5-sty  brk  tenement  and 
store.  Geo  W  Fanning  to  Lena  Zeichner.  July  15.  July  24. 
1900.     3:98.5—28.     A  $4,500— .$8,000.  100 

Av  C,  No  199.  w  s,  26  n  w  12th  st,  25x70,  4-sty  brk  tenement 
and  store.  Alexander  Greif  to  Abe  Cohen,  2-3  parts,  and  Morris 
Cohen,  1-3  part.  Mort  $12,500.  July  16.  July  21,  1906. 
2:.39.5— 37.    A   $8, .500— $11,000.         .  other   consid   and   100 

Amsterdam  av.  No  640,  w  s,  100.8  s  92d  st,  25x100,  5-sty  brk 
tenement  and  store.  Eugene  Vallens  to  John  J  Powers.  Mort 
$27,500.  July  19.  July  21,  1906.  4:1239—32.  A  $17,.500— 
.$33,000.  other  consid  and  100 

Amsterdam  av.  No  503,  e  s,  25.8  n  87th  st,  25x100,  1-sty  frame 
store.  Nathan  Wilson  to  James  S  McCool.  Mort  $18, .500.  July 
18.     July  20,  1906.     4:1218—2.     A  $18.000— $18,000. 

other  consid  and  100 

Amsterdam  av.  No  648.  w  s,  75.8  s  92d  st,  25x100,  5-sty  brk  tene- 
ment and  store.  Eugene  Vallens  to  Ferdinand  J  Baas.  Mort 
$27,500.  July  19.  July  21,  1906.  4:1239—33.  A  $17,500— $33,- 
000.  other  consid  and  100 

Audubon  av,  n  w  cor  171st  st,  9.5x100,  vacant.  Moses  Matthews  et 
al  to  Albert  Peiser.  Mort  $33,300.  July  12.  July  20,  1906. 
8:2128—19  to  22.     A  $15,40fr-$15,400.  other  consid  and  100 


Broadway,  No 


Amsterdam  av.  No  782,  w  s,  25.9  n  98th  st,  2.5x84.2,  5-sty  brk 
iiiiement  and  store.  Benj  Wechsler  to  Margt  C  Magan.  Mort 
.•SL'OddO.  June  2.  July  2(!,  IVMIO.  7:1870—30.  A  $13,500— 
.$21,000.  other  consid  and  100 

.Amsterdam  av.  No  21.38|s  w  cor  100th  st,  2.5x100,  5-sty  brk  ten- 

KiOth  St.   No  500  I     ement  and  store.     Hcnrv  Marks  et  al  to 

Thomas    Reynolds.      Mort    .$44,0(X>.      Jnlv    17.      July    20.    1900. 
8;212;!— :;8.      A   $12.0110— .$:i2,000.  other  consid  and  100 

,\msterdam  av.   No  1909i  s   e   cor   15Stli   st.   99.11x1.50,   3-sty  frame 

1.58th   st  I     dwelling  and  vacant,  ('has  K  Miller  et  al 

EXRS  Chas  L  Tiffany  to  Reuben  Quint.  July  20.  1900.  8:2108 
—50  to  01.     A  $57.0<Xt— $58,500.  110.000 

.Amsterdam  av.   No  1909]     s  e  cor  15Sth  st,  99.11x1.50,  3-sty  frame 

158th  st  I     dwelling  and  vacant.      Reuben   Quint   to 

Pincus  Lowenteld  and  Wm  Prager.  July  25.  July  20,  19(XJ. 
8:2108- .50  to  01.     A  $57,000— $5S,.500.  other  consid  and  100 

Amsterdam  av.  No  1009  I   s   e  cor  158th   st,  99.11x150,  3-sty  frame 

158th  st  I     dwelling    and    vacant.      Pinucus    Lowen- 

feld  et  al  to  Middle-Town  Realty  Co  and  Michael  Cohn.  Mort 
$103,000.  July  25.  July  26,  1906.  8:2108—56  to  01.  A  $57,- 
000— $58,.500,  other  consid  and  100 

Amsterdam  av.  No  2142,  w  s,  25  n  160th  st,  25x100,  0-sty  brk 
tenement    and   store.      Isaac   Heifer   to   Isaac   Schlesinger.      Mort 

.$.35,000.     July  10.     July  19,  1900.     8:212.3—08.     A  .$8,.50O— $ . 

other  consid  and  100 
'27,  w  s,  65.5  n  21st  st  .runs  n  21.4  x  w  52  x  n  w 
.8  X  s  15.1  X  s  e  34  X  s  of  e  24  X  e  34  to  beginning,  5-sty  brk 
building  and  store. 

4th  av.  !\"o  251      |n  e  cor  20th  st,  23.\(M),  4-sty  brk  tenement  and 

20th   st.   No    Kill     store. 

St  Nicholas  av,  No81|  n  w  cor  114th  st,  50.2x108.8  to  e  s  7th  av 

7th  av.   No  1881  |     x.50.5xl39.8.   vacant. 

Leopold  Waller  et  al  to  Edwin  J  Walter.  C  a  G.  June  5.  July 
25.1900.  7:1.824-1.  A  $55,000— $55,000;  3:850— 10.  A  .$115,- 
0(IO— $130,(MIO:   870—1.     A  .$37,000— .$42,000.   other  consid  and  100 

Same  properly.  Morilz  Walter  et  al  to  same.  C  a  G.  June  6. 
July  25,  1900.     7:1.S24;  3:8.50;  ,870.  other  consid  and  1,000 

Broadway,  No  701,  w  s,  19  n  4th  st,  24.5x100,  5-sty  brk  loft  and 
store  building.  P.'XRTITION.  David  B  Ogden  referee  to  Caroline 
A  Grant.  V^  part.  June  20.  July  20,  19U6,  2:.546— 39,  A 
$10.3,000— $1 10,000.  50,000 

Broadway,  Nos  329  and  331,  s  w  cor  Worth  st,  — x — ,  .5-sty  brk 
office  and  store  building.  James  L  Barclay  TRUSTEE  Henry 
Barclay  for  Henry  A  Barclay  to  Gertrude  O  Ullman,  Henry  A 
and  Wright  Barclay,  Mildred  M  Vanderpool  and  Clara  W  Bar- 
clay, July  9.  July  21,  1900.  1:152—25.  A  $320.100— $365,- 
000.  nom 

Columbus  av,  Nos  441  to  449|  n  e  cor  81st  st,  102.2x100.  12-sty  brk 

81st  St.   Nos  51  to  57  |     and  stone  hotel.     Eighty-flFst  Street 

and  Columbus  Avenue  Realty  Co  to  Hunter  Wykes.  Mort  $641,- 
000.07.  July  10.  July  24,  1906.  4:119.5—1.  A  $190,000—  P 
$600,000.  other  consid  and  100 

Convent  av|  s  e  cor  136th  st,  runs  e  150  x  s  199.10  to  n  s  l.S.5th 

135th  st      I     st,   x   w   1,58.10  to   av,   x  n   109.10  to   beginning,   va- 

136th  st      I     cant.      John   O   Baker   to  James   J   Dunn.    Brooklyn. 
July  26,  1006.     7:1957—78  and  96  to  101.     A  $41,000— $41,0)0. 

nom 

Edgecomb  av.  No  203,  w  s,  325  s  145th  st,  16.8x100.  3-sty  brk 
dwelling.  Eva  G  Sauter  to  Mabelle  S  Wood,  of  Watertown 
Conn.      Mort    $5,000.      July    20,    1006, 


$9,500. 

Lenox  av.   No  .338,  e  s,   17.6  s   127th  st, 
ment    stone    front    dwelling.      Thomas 
Thomas   O'Reilly.      B  &   S.      July   20. 
70.     A  $12.000— $16,000. 


7:2051—72.      A   $4,000— 

other  consid  and  100 
16.6x,85,  4-sty  and  base- 
O'Reilly    to    Marion    wife 
July   21,   1900.      0:1724— 
nom 


Lenox  av.  No  552|  s  e  cor  13Sth  st,  09.11x100,  7-sty  brk  tenement 

138th  st  1     and   store.     Thomas   Berkeley  to   Peter  Herche. 

Correction  deed.  All  liens.  July  25.  July  20,  1906.  6:1735 — 
0)0.     A  $55,000— $250,000,  nom 

Lexington  av,  No  1,846       |n    w   cor    114th    st,    61x42.11.    6-sty- brk 

114th  St.  Nos  145  and  147|  tenement  and  store.  Abe  Rosenthal  to 
Harry  Rosenthal.  All  liens.  June  16.  July  25,  1906.  0:1642 
17.     A  $13,(IOO-$40,000,  08,500 

Lexington  av.  No  1740,  w  s,  80.11  s  109th  st,  20x62.10,  4-sty  brk 
tenement.  Samuel  Hess  to  Maria  D  lasilli.  Mort  $13,600.  July 
24,1000.     0:10;iO— 50.     A  $6,000— $10,000.  other  consid  and  100 

Lexington  av.  No  1657,  e  s,  58.4  n  104th  st,  10.8x70,  5-sty  stone 
front  tenement.  Joseph  Nasanowitz  et  al  to  Abraham  Kosower. 
Mort  $13,.50O.  July  20.  July  21,  lOUO.  0:1032—20.  A  $5,500 
—$10,500.      •  other  consid  and  100 

Lexington  av,  NosllK?  and  1655,  e  s,  25  n  104th  st,  33.4x70,  two 
5-sty  stone  front  tenements.  Isidore  Cohen  to  Abraham  Koso- 
wer. Mort  $25,000.  July  20.  July  21,  1006.  0:1032—21  and 
201/2.     A   $ll.tlOO— $21,000.  other  consid  and  100 

Lexington  av,  No  441,  e  s,  41.11  n  44th  st,  19.0x75,  3-sty  stone 
front  dwelling.  Edw  A  Borrmann  to  Edmund  A  Hurry,  of 
Saugerties,  N  Y.  July  25.  July  26,  1906.  5:1299 — 20.  A 
$13,000 — $16,000.  nom 

Madison  av.  No  1230[  s  w  cor  80th  st,   runs  s  25.8  x  w  7-5  x  s  75 

09th  st.  No  22  I      X  w  03.10  x  n  100.8  to  80fh  st  x  e  138.10 

to   beginning,   7-sty  brk  and  stone   hotel.     Edw  V   Loew,   Jr,   to 
Franklin   J   Wood,   of   Newark,   N   J.      Mort   $2tK>.000.     July   20 
July  25,  1000,     5:1.500—58.     A  $170.000— $283,000.  nom 

Madison  av.   No   1840,   w  s,   70  s' 120th  st,  fexlOO, 

Madison  av.  No  1838,  w  s,  101  s  120th  st,  25x100. 
two  5-sty  brk  tenements  and  stores. 

Yetta  Brody  and  ano  to  Solomon  Lachraan  and  Emma  Dressner. 
Mort  $.58,000.  July  19.  July  21,  1900.  0:1740—17  and  50.  A 
$.30.000— .$.56, OW.  other  consid   and   100 

Madison   av.   No   1471  In    e    cor   101st    st,    25.5x70.1x20x73.7.   5-sty 

101st  st,   No  .51  I     brk  tenement  and  store.     Anna  Goldstein 

and  ano  to  Bertha  B  Rosenzweig  and  Salm  Behrend.  Mort  .$40,- 
500.     July  20.     July  21,  1900.     6:1007—23.     A  $22,000— $31,000. 

other  consid  and  100 

Madison  av.  No  1473.  e  s,  25.5  n  101st  st,  25.2x84.7x25.9x70.1,  5-* 
sty  brk  tenement  and  store.  Minnie  Israel  and  ano  to  Amalie 
Gonzalez.  Mort  $23..500.  July  17.  July  25,  1006.  6:1607—22. 
A  $14,.500— $21,0110.  other  consid  and  100 

Manhattan  av.  No  441.  w  s,  100.11  n  118th  st,  25x100,  5-sty  stone 
front  tenement.  Sigmund  Gutfreund  to  Francis  De%vald.  Mort 
$20,500.  July  25.  July  20,  1900.  7:194.5—51.  A  $13,000— 
.$25.0CH).  other  consid  and  100 

Manhattan  av.   No  21 1  n  w  cor  101st  st,  27.0x00.11,  5-sty  brk  ten- 

101st  st.   No  05  I     ement    and   store.      CONTRACT.      Louis    P 

Henryson  with  Thos  C  Kadien  of  L  I  City.  Mort  $53,000.  July 
17.     July  20,  lOtlO.     7:1837—11.     A  $19,000— $50,000.  66,500 
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Mornlngside  aV'  East,  No  C,  e  s,  75.3  s  115th  st,  43.CxoG.3x37x79.2, 
fi-sty  brk  tenement.  Mary  C  Zerban  to  John  Soltau.  Mort 
$31,01)0.  July  jn.  July  2C,,  1!)00.  7:184!l— -JO.  A  $10.<JU(J— 
.'t!;{0,(JOO.  nom 

Park  av.  No  174i),  e  s,  SO.ll  n  121st  st,  20.':75.  4-sty  brk  tenement. 
Release  claims  as  to  Park  av  Viaduct.  Martin  Dienst  to  N  Y  & 
Harlem  R  R  Co  and  the  N  Y  C  &  H  R  R  R  Co.  June  19.  July 
24,   IlKMi.     (i:  17711— 4.     A  .'f4,ritlO— .f lO.OOO.        other  consid  and    lUO 

Same  property.  Consent  by  mortgage  to  above.  U  S  Trust  Co  to 
same.      June   2ti.      July    24,    1!M1(I.      (i:1770.  nom 

Park  av.  No  J,S1(5.  on  map  No  1S07J  s  e  cor  12!)lh  st,  24.11x80,  5-sty 

12!tth   st,   Nos   lOU  and    102  |     brk    tenement    and    store.      Re- 

lease claims  as  to  Park  av  viaduct.  Anna  Siegel  INDIVID  and 
Samuel  Rosenthal  and  Ruben  Cronson  EXRS,  &c,  Abraham  Siegel 
to  N  Y  &  H  R  R  Co  and  the  N  Y  C  &  H  R  R  R  Co.  June  10. 
July  24,   lOOG.     ti:1777— «!).     A  .'jilO.OOO— )(:23,000. 

other   consid   and    100 

Park  av,  Nos  1001  to  1<;07,  on  map  Nos  IGOl  to  1009|   n  e  cor  114th 

114th  St.   No  101  I  st,      4-sty 

stone  front  tenement  and  store.  Release  claims  as  to  Park  av 
viaduct,  &c.  Samuel  Josephs  to  N  Y  &  Harlem  R  R  Co  and  the 
NYC&HRRRCo.  July  23.  July  24,  1900.  0:1042—1.  A 
.f 7, ri(X>— .$13,000.  other  consid  and  100 

Same  property.  Release  mort  as  to  easements,  &c.  Title  Guar- 
antee and  Trust  Co  to  same.     July  23.     July  24.  1900.     0:1042. 

nom 

Park  av,  No  1S40,  w  s,  74.11  n  120th  st,  2r>x90,  4-sty  brk  tene- 
ment and  store.  Release  claims.  &c,  as  to  Park  av  Viaduct.  Ag- 
nes Karl  lo  N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H  R  R  R 
Co.     July    10.     July   24,   1900.      0:1751—30.     A  .'f;7,000— .$13,500. 

other  consid  and  lOtl 

Same  properly.  Release  mort  as  to  easement,  &c.  The  Harlem 
Savings   Bank  to  same.     July  10.     July  24,  1900.     (!:1751.  nom 

Park  av.  No  1748.  w  s,  75.11  .s  122d  st,  25xS0.  5-sty  brk  tenement 
and  store.  Release  mort  as  to  easement,  &c.  Louise  C  Kreig  to 
N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H  R  R  R  Co.  July  10. 
July  21,  i;»00.    <i:1747— 57.     A  .$7,000— !fl5,(K10.  nom 

Park  av,   Nos   1.S21   to   1.S27  |n  e  cor  125th  st.  99.11x9tl.  12-sty  brk 

125th  st,   Nos  101   to   105       |     and    stone    loft,    office    and    store  , 
building.     Release  claims,  &c.  as  to  Park  av  viaduct.     Washing- 
Ion  Life  Ins  Co  to  N  Y  C  &  H  R  R  R  Co.    July  19.     July  21.  I'.KIO. 
0:1774—1.     A  .$140,0(X)— .$550.(J00.  nom 

Riverside  Drive|  e  s,   175  s   122d  st.  25x200  to  w  s  Claremont  av, 

Claremont  av  |  vacant.  Chas  M  Rosenthal  to  Walter  J  Dean. 
Mort  $25,0(K).  July  20,  190i;.  7:1991—24  and  39.  A  .$29,500 
— !i!29,50t>.  other  consid  and  100 

Riverside  Drive,  e  s.  10-5  n  110th  st,  00x135.5  to  c  1  Old  Bloom- 
ingdale  road,  x01.2xl23.7  to  beginning,  vacant.  Release  dower. 
Mary  A  Cohnfeld  to  Catherine.  John  J,  Eugene  P,  Thos  F,  James 
F  and  Edwin  L  McCrorken.  July  23.  July  25,  1900.  7:1990— 
04.     A  $50.000— .$50,000.  nom 

Riverside  Drive,  e  s,  107.0  n  110th  st,  57.0x123.7  to  c  1  Old 
Bloomingdale  road,  x.5.8.1xll2.3,  vacant.  Release  dower.  Mary 
A  Cohnfeld  to  Samuel  H  Spingarn.  July  23.  July  25,  1900. 
7:1990—07.      A   .$45,009— .$45,000.  nom 

St  Nicholas  av.  No  202,  e  s,  23.5  n  120th  st,  30.3.xS8.3.\30.11x(j9.3. 
5-sty  brk  tenement.  Morris  Haber  to  Morris  Haber,  Samuel 
Dworkowitz  and  David  Haber.  Mort  $20,000.  July  0.  July  23, 
1900.     7:1920—8.     A  $13.00(J— .$25,000.  other  consid  and  100 

St  Nicholas  av.  e  s,  .50  n  ISlth  st,  .50x100.  vacant.  Geo  W  Wick- 
ersham  TRUSTEE  Francis  B  Cutting  tor  Wm  Cutting  to  Mau- 
rice Simmons.  June  25.  July  21,  1900.  8:2157 — 3  and  4.  A 
$14,000-$14,000.  24,000 

Verrailyea  av|  n  w  s,  at  n  e  s  Isham  st,  runs  n  e  148.2  to  211th  st. 

Isham  st  |  x  n  w  91.0  x  s  w  —  to  Isham  st,  x  s  e  75  to  be- 
ginning, vacant.  Michael  Lehmaier  et  al  to  Max  Marx.  Mar 
15.     July  21,  1900.     8:2228.  other  consid  and  100 

1st  av,  No  1118,  6  s,  50  n  Gist  st,  2.5x95. 

1st  av.  No  1120.  e  s,  75  n  61st  st,  25x95. 
two  5-sty  brk  tenements  and  stores. 
Shapiro,  Levy  &  Starr  to  Isaac  Shapiro,  Abraham  H  Levy  and 
Louis  Starr.  i/4  part.  Right,  title  and  interest.  Mort  $40,.50f». 
July  20.     July  21.  1906.     5:1456-3  and  4.     A  $15.000— $20,000. 

other  consid  and  100 

Same  property.  Same  to  Louis  Levin.  %  part.  Right,  title  and 
Interest.     Mort  $40,500.     July  20.     July  21,   1900.     5:1450. 

other  consid  and  100 

1st  av,  Nos  1118  and  1120.  e  s,  50  n  Gist  st,  50x95,  two  5-sty  brk 
tenements  and  stores.  Jacob  Hymes  to  Shapiro,  Levy  &  Starr. 
Mort  $40,500.  July  20.  July  21,  190G.  5:14.50—3  and  4.  A 
$15,000— $20,000.  other  consid   and   100 

1st  av.  No  1021,  w  s,  50  n  S4th  st,  26x77.10,  4-sty  stone  front  ten- 
ement and  store.  Chas  B  Gumb  to  Aaron  Rothman.  Mort  $20.- 
000.     July  21.     July  23,  1000.     5:1.547—25.     A  $9,000— $18,000. 

other  consid  and  100 

1st  av,  No  1154,  e  s,  25.5  n  G3d  st,  25x81,  5-sty  brk  tenement 
and  store.  Ernest  Scheer  to  Wm  B  Scheer  of  Brooklyn.  Mort 
.$20,000.  July  25.  July  20,  1900.  5:1458—2.  A  $7,(X«)— $17.- 
000.  nom 

2d  av,  e  s.  25.8  n  82d  st.  strip  0  GxlOO.  Valentine  Lapp  to  Eliz- 
abeth, Chas  G  and  Johanna  S  Peterson  and  Katharina  A  Faus- 
ner.     B  &  S.     July  25.     July  20.  1900.     5:1545.  800 

2d  av,  e  s,  25.8  n  S2d  st,  strip  O.OxKX).  Release  mort.  M  Adele 
Smith  and  ano  EXRS,  &c,  Samuel  Smith  to  saihe.  May  28.  July 
20.   1900.     5:1545.  nom 

2d  av,  Nos  1094  and  10961  e  s,  60  s  .5Sth  st,  runs  e  78  x  n  00  to 

58th  st.   No  302  |     58th  st,  runs  &  22  x  s  100.5  x  w  100  to 

av,  X  n  40.5  to  beginning,  .3-sty  brk  dwelling  on  st  and  two  2- 
sty  frame  tenements  and  stores.  Release  dower.  Josephine  F 
Schneider  widow  to  Pincus  Lowenfeld  and  Wm  Prager.  July  2.3. 
July  26,  1906.     5:1350— 48%,  52  and  52^4.     A  .$24,.500— $28,000. 

nom 

Same  property.  Joseph  Hesdorfer  EXR  Franz  Schneider  to  same. 
July  23.     July  20,  lOCKX     5:1.3.50.  41.000 

2d  av.   No  2401  |  n  w  cor  123d  st.  25.1x90,  5-sty  stone  front  ten- 

123d  st.   No  251 1     ement  and  store.     Jennie  Goldstein  to  The  J  Chr 
G   Hupfel   Brewing   Co.      Mort   .$30,000.      July  9.      July   20,    190G. 
0:1788—22.     A  $12,000— .$20,000.  nom 

2d  av.  No  21.32,  e  s,  50.8  s  llOth  st.  25x75,  4-sty  stone  front  ten- 
ement and  store.  CONTR-ACT.  Nicola  Silvestro  with  Abraham 
M  Nachbar.  Mort  $13,000.  Junje  19.  July  20,  1900.  G:l(iSl 
—51.     A  $(i..500— $11,000.  18,000 

2d  av.  No  2245,  w  s.  22  n  115th  st,  28.11x90,  4-sty  brk  tenement 
and  store.  Rosario  wife  of  John  Carucci  to  Felice  Giunta.  Mt 
$15,000.  July  21.  July  23,  1900.  0:1665-24.  A  .$9,00O-$10.- 
<I(K'.  other  consid  and  100 

2d  av.  Nos  2410  to  2414,  e  s,  40  s  124th  st,  00x80,  three  3-sty 
stone  front  dwellings.  Elizabeth  Wood  to  Abraham  Nevins  and 
Harrv  W  Perelman.  June  11.  July  25.  1900.  6:1800—51  to 
53.     A  $18,000— $24,000.  other  consid  and  100 


2d  av.  No  2.387,  w  s,  71.10  n  122d  st,  runs  w  87.6  x  n  25.1  x  e  7.0 
X  n  0.11  X  e  .SO  to  av,  x  s  30  to  beginning.  4-sty  brk  tenement. 
Wra  Gorzog  to  Philip  Wirth.  Mort  $23.500.  July  24.  July  25 
1900.      0:1787—23.      A   .$9,5(JO— $18,0(K1.  other   consid   and    I'OO 

2d  av.  No  670,  e  s,  .59.2  s  37th  st,  19.7x78,  4-sty  brk  tenement 
and  store.  James  P  Boyle  to  Julius  Crystal.  Mort  $12,000  July 
19.     July  20.  1900.     3:942—01.     A  .$9.000— $12,000.  nom 

2d  av.  No  241'!,  w  s,  25.5  s  124th  st,  25.2.\90.  5-sty  brk  tenement 
and  store.  Isiilor  Wexler  et  al  to  Slata  Sleppin.  Mort  $24  000 
July    10.      July   20,    19110.      0:1788—28.      A   $7,00(J— $18,00<K 

other  consid  and    100 

2d  av,  No  2073.  w  s,  50.11  s  107th  st,  25x75,  4-sty  brk  tenement 
and  store.  Chas  H  Potter  to  Max  Grossman.  July  14.  July  21 
1900.     0:1050-20.     A   .$0..5OO— $14,000.  other  consid  and  100 

2d  av.   No  2282ln  e  cor  117th  st,  25x81,  5-sty  stone  front  tenement 

117th  St.  No  301]  and  store.  Giuseppe  Labriola  to  Mary  Simon. 
Mort  .$25,000.  July  19.  July  21,  1900.  0:1089-1.  A  $11,000 
-$27,000.  nom 

2d  av,   Nos  2340  and  2.342in   e   cor  120th   st,   40.11x80,   G-sty   brk 

120th  st_^  No  301  !     tenement  and   store.     Joseph  Wolf  et 

July  2. 


al   to  Wm  Wolf.     2-3  parts.     All   title.     Mort  .$50,000. 
July   21,    1900.      0:1797—1   and   2.      A   $15,500'-.$ . 


KH) 


other  consid  and 

2d  av,  w  s,  41.11  n  66th  st,  39x100. 

2d  av,  w  s,  80.11  n  OGth  st,  30x100. 
two  6-sty  brk  tenements  and  stores. 

Release  mort.     The  State  Bank  to  Abram  L  Libman.  Wm  C  Horo- 
witz   and   Charles   Libman.      July    18.      July   20,    1900.      5:1421. 

35,000 

2d  av,  No  2485       |n  w  cor   127th  st,  25.8x100,  .5.-sty  brk  tenement 

127th  st.  No  251|  and  store.  Herris  Schapiro  to  Bernstein  & 
Feinberg  Realty  Co.  Mort  .$37,000.  July  10.  July  20,  1900. 
(i:1792-21.      A   $11, .500— .$32,000.  other   consid   and   100 

3d  av,  Nos  .551  and  5.53,  s  e  s,  49.5  s  w  37th  st,  49.4x100,  two  5-sty 
brk  tenement.^  and  stores.  Frank  Gens  to  Julius  and  Nathan 
Hebald.  Mori  $80,000.  June  1.  July  20,  I'.XIO.  3:917— .58  and 
.59.     A   $34,000— .$80,000.  other  consid  and   100 

.3d  av.   No  1.801  |n   e   cor   100th   St.   25x100,   5-sty  stone 

100th  st,  Nos  201  and  2011^1  front  tenement  and  store.  Samuel 
Gross  et  al  to  Jacob  L  Lissner.  Mort  .$38, .500.  July  Hi.  July 
19,   lOIMi.     0:10.50-1.     A  $15,.5O0— $33,000.       other  consid  and  KM) 

3d  av,  Nos  2135  and  2137,  e  s,  37.5  s  117th  st.  38.3x79.9,  5-sty 
brk  tenement  and  store.  Alfred  C  Bachman  to  Philip  Aronson. 
B  &  S.  C  a  G.  July  24.  July  26,  1900.  6:1000^7  and  47"^. 
A  $22.000— .$32,000.  other  consid  and  100 

3d  av,  Nos  21."i9  and  2141   ]  s  e  cor  117th   st,   runs   s  37.5  x   e  79.8 

117th  st,  Nos  200and20(;r  x  s  38.3  x  e  20.3  x  n  7.5.8  to  st,  x  w 
100  to  beginning,  three  4-sty  brk  tenement  and  stores.  Alfred 
C  Bachman  to  Otto  Maier.  Mort  .$.54,000.  July  24.  July  20, 
1900.     0:1000—45  to  45^/4.     A  $32,000— $40,000. 

other  consid  and  1(X) 

.3d  av,  Nos  1390  to  1398  |     n  w  cor  79th  st,   110x90,  five  4-sty  brk 

79th  st,  Nos  183  to  187|  tenements,  stores  on  av  and  3-sty  frame 
tenement  and  store.  Eliza  A  Burggraf  et  al  to  Robt  E  J  Cor- 
coran, of  Brooklyn.  July  12.  July  20,  1900.  5:1508—321/2  to 
.36%.     A  .$90.O(KJ— $139,.50O.  other  consid  and  100 

3d  av,  Nos  2135  to  2141  [  s  e  cor  117th  st,  75.8x100,  two  5  and 

117th  st,  Nos  200  and  200|  three  4-sty  brk  tenements  and  stores. 
John  H  Degelman  to  Alfred  C  Bachman.  Mort  $90,000.  June  21. 
July  26,  1900.     6:1606—45  to  47%.     A  $.54,000— $78,000. 

other  consid  and   100 

4th  av,  s  e  cor  46th  st,  100.5x145.0. 

4th^av,  n  e  cor  45th  st,  100..5xl45.e. 
vacant. 

Guaranty  Trust  Co  of  N  Y  to  N  Y  State  Realty  and  Terminal  Co! 
July   11.      July   23,   1900.      5:13tX).  nom 

4th  av.  No  61|  s  w  cor  18th  st,  42x78.7,  9-sty  brk  loft,  office   and 

18th  st.  No  48|  store  building.  Daniel  I  Bradley  to  Ellen  M  Hen- 
nessy.  14  part.  July  23,  1900.  3:840^11.  A  $90,000— $200,- 
000.  nom 

4th  av,  Nos  .3.54  and  350,  n  w  s,  49.4  s  w  26th  st.  49.4x51. Ion  s  w  s 
-x — x85.9  on  n  e  s,  two  2-sty  brk  stores.  W  Emlen  and  John  E 
Roosevelt  EXRS  and  TRUSTEES  Cornelius  V  S  Roosevelt  to 
Ogden  Mills.  June  11.  July  19,  1900.  3:8.55—22  and  23.  A 
.$03,000— $08,000.  other  consid   and  100 

5th  av,  No  2103,  e  s,  25  n  1.32d  st,  24.11x90,  5-sty  brk  tenement 
and  store.  Julius  Davidson  to  Aaron  Simon.  All  liens.  May  20, 
1905.     July  26,  1906.     6:1757—2.     A  $13,000— $23,000.  nom 

0th  av.  No  155,  w  s,  43.3  n  11th  st,  20x00,  3-sty  brk  tenement 
and  store.  Otto  Maier  to  City  Real  Estate  Co.  Mort  $15,000. 
July  25.     July  26,  1906.     2:007-4.5.     A  $13,.500-$1S,000. 

other  consid  and  100 

0th  av.  No  24,  e  s,  110.6  s  4th  st,  18..3.x97xl7.4x98,  3-sty  brk 
tenement  and  store.  Jennie  Guttenberg  and  ano  to  William  Gut- 
tenberg.  Mort  $8,000.  July  23.  July  24,  1906.  2:543—35. 
A  $13,000— $13,500.  14,000 

6th  av.  No  52,  e  s,  38.0  s  West  Washington  pi,  19x.55.4xl9x56.7. 
2-sty  brk  tenement  and  store.  Annie  B  Phelps  to  Blakeslee 
Barnes  and  Moses  Kinzler.  Mort  $11,000.  July  5.  July  19, 
1900.      2:552-8.      A   $9.500— $11,000.  other   consid   and    lt)0 

7th  av,   Nos  2132   to  2138  |s  w  cor  127th  st,  80x80,  four  4-sty  and 

127th  st,   No  200  I     basement      stone      front      tenements, 

store   on   cor.      Charles   Laue   to   Max   G   Rieser.      Mort   .$80,000. 
July  20.     July  21.  1906.    7:1932—34  to  36.     A  .$58,00O-$79,.50O. 

other  consid  and   100 

7th  av,  Nos  2317  to  2319|  s  e  cor  136th  st,  runs  s  49.11  x  e  75  x  s 

1.30th  St.  Nos  170  to  174  |  50  x  e  50  x  n  99.11  to  s  s  130th  st,  x  w 
125  to  beginning,  two  G-sty  brk  tenements,  store  on  cor.  Realty 
Transfer  Co  to  Solomon  Simon.  Mort  $05,000.  June  20.  July  24. 
1900.     7:1920—00  and  01.     A  $32,000—$ .   other  consid  and  100 

8th  av.  No  2455,  w  s,  334.6  s  133d  st,  25..3xl00,  5-sty  brk  tene- 
ment and  store.  Martin  Ungrich  to  A  B  C  Realty  Co.  Mort  $13,- 
000.     July  20.     July  26,  1906.     7:1958—20.     A  $13,000— $19,000. 

other  consid  and  100 

9th  av.  No  GO,  e  s,  51.7  s  15th  st,  17.2x100.  3-sty  brk  tenement 
and  store.  Edw  D  Douglas  and  ano  EXRS  Henrietta  L  Doug- 
las to  Hattie  F  Bass.  July  20.  July  26,  1900.  3:738—78.  A 
$S,.5I)0— $10,000.  13,000 

10th  av,  No  445.  w  s.  49.5  s  35th  st,  24.8x100,  4-sty  brk  tenement 
and  store  and  3-sty  brk  tenement  in  rear.  Rebecca  S  Mills 
widow  to  Bernhard  Lohmann.  July  2.  July  25,  190G.  3:70(> — 
34.     A  $13,000— $19,000.  other  consid  and   100 

10th  av,  Nos  470  and  472.  e  s,  49.4  n  3Gth  st.  49.5x72,  two  4-sty 
brk  tenements  and  store.  Pincus  Lowenfeld  et  al  to  Rudolph 
Fedcrroll.  Mort  $32,000.  July  20.  July  21,  1906.  3:734—3 
and  4.      A  $22.000— $30,000.  .  other   consid  and   100 

Plot  begins  112.10  n  from  c  1  208th  st,  and  bounded  e  by  land 
Isaac  Dyckman.  s  and  w  by  c  1  of  the  principal  private  road  or 
av,  running  through  plots  10,  9,  8,  7,  0  and  5  x  irreg,  being  part 
of  plots  5,   0  and  7  on  map   No  521  of  Samuel  Thompson,   12th 
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Conveyances  RECORD     AND     GUIDE 


Bronx 


July  28,  1906 


Ward,  contains  3  18-100  acres.  Florence  L  T  wife  of  Conrad  M 
Braker  to  Fredk  W  Parsons,  ot  New  Rochelle,  N  Y.  1-7  part. 
B  &  S.     July  17.     July  24.  lOIIC.     ,S:22r>r).  nom 

Interior  gore,  at  c  1  blk  bet  I'Jith  and  12oth  sts,  204.10  w  1st  av, 
runs  w  O.S  x  s  5.8  .x  e  along  c  1  Old  Harlem  or  Church  lane 
7.4  to  beginning.  Realty  Transfer  Co  to  Elias  Kaplan.  All 
title.     July  10.     July  20,  lOCKi.     0:1801.  other  consid  and  100 

MISCELLANEOUS. 

General    release.  Louis    B    Wright    to    Grosvenor    S    Hubbard 

INDIVID  and  as  TRUSTEE  James  Bogert.  Feb  8,  1002.  July 
21,    liMKi.      General   Conveyances.  nom 

Last   will   of  Eliz  M   Lawrence.      Aug  31.   lOO:',.      July   18,   1000.     

BOBOTJGH   OF   THE   BRONX. 


Under  this  head  the 
new   Annexed   District 


'  denotes  that  the  property  is  located  In  th» 
(Act   ot   1805). 

Adams   pi.    No   2227,   w   s,    159.4  s   183d   st,    lO.SxSO,   3-sty   frame 

tenement.      Peter  Kiefer  to  John  Lofink.      '^  part.     Mort  $4,500. 

July  21.     July  23.   190(i.     11:3071.  omitted 

*Adams  st,  e  s,  128.4  s  Columbus  av,  16.8x100.     Mark  P  Ansorge  to 

Gustus  Gassner.     Mort  $2,500.     July  11.     July  20.  1900. 

other  consid  and   100 
*Briggs  st,  n  s,  lot  1052  map  Laconia  Park,  20.11xlO2.9.x25xll2.1O. 

James   Rolston    to   Katie    C   Johnson.     June   18.      July   24,   1900. 

100 
*Bronx   River   pi,   w   s,  at   line   bet   lots  395  and  390  map   Wash- 

ingtonville.  runs  w  30  x  s  50  x  e  30  x  n  50  to  beginning,  except 

part  for  241st  st. 
Bronx  River  pi.  w  s,  at  line  bet  lots  385  and  380  same  map,  runs 

w  10  x  s  w  25  X  e  12.2  x  n  25  to  beginning. 

Geo  A  Brannan  to  N  Y  C  &  H  R  R  R  Co.     July  9.     July  19,  1900. 

nom 
*Same  property.   Release  mort.   Benj   De  F  Curtiss  to   same.  June 

18.-    July  19,   1900.  200 

Beck  st|n  w  cor  Av  St  John,   runs  w  100  x  n  125  X  w  41.7  x  n  e 
Kelly  st|    50.11  x  e  30  x  n  79  to  s  s  Kelly  st  x  e  SO  to  w  s  Av  St 

John  X  s  2.50  to  beginning,  vacant.     Rebecca  Cohn  widow  et  al  to 

Marks  L  Frank.      Mort  $34,000  and  all   liens.     July  0.      July  20, 

190fj.     10:2(i85.  other  consid  and  100 

*Beacon  st,  s  s.  100  e  St  Lawrence  av,  25x154x25.2x157.     Georgi- 

ana  McDonough  to  Alice  Williams.     Mort  .f3,0(X).     July  18.     July 


20,  1900. 
Crotona   Park   South, 
20.10x88.11, 
W    Markel. 


other  consid  and  100 

No  91(i,   s   s,   01.9  e   Crotona  av,   21.9x82. 5x 

3-sty    frame    dwelling.       Gustave    J    Fox    to    Louis 

Mort   .$5,0a».      July   IS.      July    19.    1900.      11:2937. 

other  consid  and  100 

♦Cruger  st.  w  s.  225  n  207th  st,  89x102.9x112.4x100.  Adee  Park 
Realty  Co  to  Edward  Brennan.     July  11.     July  25,  19O0. 

other  consid  and  100 

Cogans  alley  or  lane,  n  s,  167.4  e  Riverdale  av,  runs  n  S.9  x  s  e 
3  to  w  s  of  a  20  ft  alley,  x  s  8.9  to  lane,  x  w  3  to  beginning. 
Hugh  Tighe  to  James  I  Mulligan.  Right,  title  and  interest. 
B  &  S.  Jan  17,  1903.  Re-recorded  from  April  10,  1903.  July  24. 
1906.     13:3423.  nom 

Coles  lane,  n  w  cor  Poe-pl,  31x70x31.8x70,  2-sty  frame  dwelling, 
and  2-sty  frame  stable  in  rear.  Mary  E  Fitzgerald  to  Otto  L 
F  Wiese.     July  23.     July  24,   1906.      12:3293. 

other  consid  and  100 

*Desbrow  pi,  w  s,  150  n  DeMilt  av,  100x100.  Release  mort.  Bridget 
Marshall  to  Wm  W  Penfield.     July  13.     July  24,  1906.  nom 

*Desbrow  pi,  w  s,  1.50  n  DeMilt  av.  109x100,  South  Mt  Vernon. 
Robert   Marshall   to   Wm   W  Penfield.      July   13.     July  24.    1900. 

nom 

♦Dean  st,  w  s,  KX!)  s  Barkley  av.  .50x100.  Edgewater  Realty  Co  to 
Wm  H  Booth.     July  3.     July  26,  1900.  100 

Elsmere  pi.  No  1(156.  s  s,  275  w  Marmion  av.  25x100.  2-sty 
frame  dwelling.  Victor  Spirlet  to  Ignatius  F  Waizmann.  Mort 
$3,500.     June  28.     July  26,  1906.     11:295.5.      other  consid  and  100 

Ford  st       |n  s.  370  w  Webster  av.  19.4  to  e  s  proposed  Tiebout  av 

Tiebout  av]  xlOdxlOxlOO.  vacant.  Leopold  Hutter  to  Mosholu 
Realty  Co.     July   19.     July  21,  1906.     11:3143. _  nom 

Fairmount  pi.  n  s.  21.9  e  Marmion  av,  75x100x75.2x100.  vacant. 
The  Tremont  Avenue  Land  Co  to  Daniel  C  Griffin.  Mort  $4,500. 
May  4.     July  21,  190ti.     11:2960.  other  consid  and  100 

Fairmount  pi,  n  s,  21.9  e  Marmion  av.  75x100x75.2x100.  vacant. 
Daniel  G  Griffin  to  Evelyn  H  White.  Mort  $4,500.  July  20. 
July  21.   1900.      11:2960.  other  consid  and   100 

Freeman  st,  s  s,  25  w  Vyse  av.  25x95,  vacant.  John  Browne  to 
Martha  Graham.     July  18.     July  19,   1900.     11:2986. 

other  consid  and  100 

Fox  st  I  e  s.  200  n  Homo  st,  runs  e  100  x  n  237  x  w  73.4  to 

Intervale  av|  e  s  Intervale  av.  x  s  w  46.11  to  Fox  St.  x  s  1SS.6 
to  beginning,  vacant.  Philip  Bauer  to  Irving  Realty  Co.  Mort 
$38,200.     Mar  20.     July  21,   1906.     11:2974.  other  consid  and  100 

Fairmont  pi.  No  980,  s  s,  197,4  e  Crotona  av.  late  Grove  st. 
26.8x95.8x26.9x94.6,  4-sty  brk  tenement.  Frank  Frankel  to  01- 
gar  Hirsh.      Mort   $14,000.      July  24.     July   25,   llRMj.      11:2950. 

other  consid  and  100 

Fairmount  pi.  No  978,  s  s,  170.2  e  Crotona  av,  late  Grove  st.  27. 2x 
94.0x20.10x93.4,  4-sty  brk  tenement.  Frank  Frankel  to  Bertha 
F  Hirsh.     Mort  $13,000.     July  24.     July  25,  1906.     11:2950. 

other  consid  and  100 

Faile  st.  No  1028,  e  s,  280.8  n  Aldus  st,  20x100.  3-sty  brk  dwell- 
ing. American  Real  Estate  Co  to  Mary  Guggenheim.  July  24. 
1900.     10:2748.  other  consid  and  100 

Harlem  River  Terrace   [e    s,    528.2    s    190th    st,    25x178.5    to    w    s 

Bailey  av  1     Bailey    av    x27xl68.2    to    beginning,    va- 

cant.    Release  mort.     John  O  Baker  to  Kingsbridge  Real  Estate 
Co.     July  18.     July  19,  1900.     11:3236.  400 

Same  property.  Release  mort.  Knickerbocker  Trust  Co  to  same. 
July  18.     July  19,  1906.  800 

Harlem  River  Terrace   le    s,    5.53.2    s    190th    st.    25x189.4   to    w   s 

Bailey  av  |     Bailey    av    x27. 3x178.5.      Release    mort. 

Knickerbocker  Trust   Co   to   Kingsbridge   Real   Estate   Co.      July 
18.     July  19,  190<J.     11:3236.  8OO 

Same  property.  Release  mort.  John  0  Baker  to  same.  July  18. 
July   19,   1906.      11:3230.  400 

Harlem.  River  Terrace,  e  s,  553.2  s  190th  st,  runs  s  25  x  e  89.4  x 
n  —  x  w  78.5  to  beginning,  vacant.  Kingsbridge  Real  Estate  Co 
to  John  Mackintosh  Jr.     July  18.     July   19,    19(m;.      ll:323(i. 

other  consid  and  100 

Harlem  River  Terrace,  e  s.  528.2  s  190th  st.  25x78.5x— xtj8.2.  va- 
cant. Kingsbridge  Real  Estate  Co  to  Douglas  Brown.  July  18. 
July  19,   1906.     11:3236.  other  consid  and   100 

Hoffman  st.  w  s.  bet  3d  av  and  187th  st.  and  being  s  %  of  lot  108 
and  n  V4  of  lot  107  map  Union  Hill,  Powell  farm,  .50x100,  except 
part  for  st.  Wm  P  Neary  to  Elizabeth  Lewis.  Q  C.  July  13. 
July  21,  1906.     11:3054.  nom 


Same    property.      Elizabeth    Lewis    to    Frank    Marrone.      July    19. 

July  21.   1900.     11:3054.  other  consid  and  100 

Lorillard  pi.  Nos  2365  and  2.'!67,  n  w  s,  173.8  n  from  e  s  3d  av, 
50x90,  4-sty  brk  tenement.  Magdalena  Marx  to  Arthur  H  Sigler. 
Mort   $30,000.     July   10.     July  20,   1906.      Il:3a55. 

other  consid  and  100 

Lyman  pi.  No  1372,  e  s,  125  s  Freeman  st.  20x100,  2-sty  frame 
dwelling.  Edwin  J  Hinley  to  Elizabeth  Garner.  All  liens. 
July  19.     July  20.   1906.     11:2970.  other  consid  and  100 

*Magenta  st,  s  s.  lots  145  and  146  on  map  No  426  of  building  lots 
near  Williamsbridge.  .50xl(Xl.  A  Shatzkin  &  Sons  to  Angelo 
Fierro.      Mort   $1,280.      July   20.      July   21,   1906. 

other  consid  and  100 

♦Matilda  st.  w  s.  lot  235  map  Washingtonville.  50x100.  Julius 
Lewine  to  Christian  Schumacher.     May  8,   1906.     July  21,   1906. 

other    consid    and    100 

*Same  property.  PARTITION.  Gerard  Roberts  referee  to  Julius 
Lewine.     Aug  30,  1904.     July  21,  1900.  700 

♦Matilda  st,  e  s,  100  s  239th  st,  100x100.  Catharine  Witt  to 
Emily  J  and  Louise  J  Madden.  Mort  $3,853.33.  July  20.  July 
21.   19(K;.  other  consid  and   100 

♦Marian  st.  n  w  s.  lot  310  map  Washingtonville,  50x100  to  s  e  s 
Railroad  pi.  Abner  B  Mills  EXR.  &c.  Ella  M  Curtiss  to  Elisha 
B  Gregory.     July  2.     July  19,   1906.  1.350 

♦Same  property.  Elisha  B  Gregory  to  Abner  B  Mills  EXR,  &c, 
Ella  M  Curtiss.      C  a  G.      June  28.     July  19,  1906.  nom 

♦Marian  st,  n  w  s,  lot  310  map  Washingtonville,  50x100  to  s  e  s 
Railroad  pi.  Elisha  B  Gregory  to  Henry  Stahl,  of  Philadelphia. 
Pa.     July  0.     July  19,  1900.  1,600 

♦Magenta  st,  n  s,  lots  196  and  197  on  map  426  of  building  lots  near 
Williamsbridge  Station,  50x100.  A  Shatzkin  &  Sons  to  Vincenzo 
Todaro  and  Gaetano  Armao.  Mort  $1,300.  July  18.  July  19, 
1906.  other  consid  and  100 

♦Oak  st,  e  s,  200  n  Syracuse  av,  100x100,  East  and  Westchester. 
Release  lien.  Walter  W  Taylor  to  City  and  County  Contract  Co. 
July   12.      July  25,   190(i.  nom 

♦Oak  st,  n  w  s,  at  n  e  s  Beach  st,  lots  165  to  108  map  property 
S  L  Haight,  at  Westchester.  Jim  Davis  and  ano  EXRS  Cath  A 
?  Kennion   to  Sophie  K  Ahrens.     July  18.     July  19,   1906.       2,540 

♦Same  property.  Chas  G  Smith  to  same.  Q  C.  July  18.  July  19, 
1900.  nom 

♦Same  property.  Rollin  Ellison  et  al  HEIRS.  &c,  Sarah  E  Elli- 
son to  Chas  G  Smith.     Q  C.     May  23.     July  19.  1906.  nom 

♦Roselle  st.  w  s,  95.4  n  Silver  st,  25x125.  Longin  P  Fries  to  Fred 
M   Weiss.     Mort   $3,500.     June  1.     July  25,   lOOtj. 

other   consid   and   100 

♦Shell  st,  s  s,  225  w  Tilden  av.  .50x100.  Mary  E  Gedney  to  Simon 
C  Wolff.     June  30.     July  23,  1906.  nom 

♦Silver  st.  n  s.  67.8  e  West  Farms  road,  25.1x154.4x25x156.2.  Es- 
ther E  Hanlon  to  Mark  H  Brown.     July  23.     July  24.  190C.       100 

Simpson  st.  No  1168.  e  s.  222.11  n  Home  st,  25x100,  3-sty  frame 
tenement.  Katie  Zorn  to  Jacob  G  Riedel.  Mort  $7,000.  July  25. 
July  26,  1900.     11:2975.  nom 

♦Taylor  st,  e  s,  275  n  Columbus  av,  25x100,  except  part  for  Taylor 
St.  Otto  Pahle  to  Elizabeth  Schur.  Mort  $5,500.  July  19.  July  21. 
190G.  ,  other  consid  and  100 

♦Taylor  st,  e  s.  205  n  Columbus  av,  except  part  for  st,  2.5x100. 
Frederick  Rieper  to  Morris  Kaplan.  Mori  $5,000.  July  21. 
July  24,  190(i.  other  consid  and  100 

Timpson  pi.  s  e  s,  100  n  e  l-t4th  st,  runs  n  e  119.4  to  an  angle  x  n 
e  again  08  x  s  100  x  s  w  25  x  n  w  1.8  x  s  w  104.7  x  n  w  75  to 
beginning,  vacant.  Release  mort.  Charles  P  Rogers  to  Land  Co 
Number  One.     Correction  deed.     July  21.     July  23,  1906.  10:2600. 

nom 

♦view  pi,  e  s,  and  being  lots  91.  92  and  93,  map  Penfield  prop- 
erty. South  Mt  Vernon.  ReHase  mort.  Provident  Life  and  Trust 
Co  of  Philadelphia,  to  Wm  W  Penfield.     July  17.     July  24.  190(3. 

750 

♦Van  Buren  st.  w  s.  237.11  s  Morris  Park  av.  25x100.  John  E  Gor- 
man et  al  HEIRS.  &c.  Chas  F  Gorman  to  Ida  L  Gorman  widow  ot 
Chas  P  Gorman.  Q  C.     .luly  12.     July  19.  1900.  nom 

♦Willow  ]ane,  s  w  cor  Gainsborg  av.  50x93.0x50x91.11.  Bankers 
Realty  &  Security  Co  to  Angelina  Squitieri.  July  3.  July  23, 
1906.  1,000 

♦2d  St.  s  s.  lots  500  to  502  map  Laconia  Park,  75x100.  Estelle  A 
Moore   to   Edward   Quist.     July  14.     July  21.   1900. 

other  consid  and  100 

♦7th  st!  s  s,  105  e  Av  D.  100x216  to  n  s  6th  st,  Unionport.  Eliz- 
6th  st|  abeth  Pratt  and  ano  to  Emma  A  Wolfrath.  Mort  $4,000. 
July  23.     July  24,  1906.  other  consid  and  100 

♦7th  st|  s  s,  305  e  Av  D,  100x216  to  n  s  6th  st,  Unionport.  All 
6th  st|  title,  &c,  under  tax  lease.  Edward  Haight,  Jr,  to  Frank- 
lin C  Albee.     June  4.     July  24,  1906.  nom 

♦12th  st,  n  s,  205  e  Av  D.  100x108,  Unionport.  Emma  A  Wol- 
frath to  Arnold  Timmerhans.  Mort  $2,500.  July  23.  July  24. 
1906.  other  consid  and  100 

♦13th  St.  s  s.  180  w  Av  C.  25x108.  Unionport.  Louis  Nathan  to 
Mary  E  Kavanagh.     Mort  $2,350.     July  25.     July  26,  1900. 

other  consid  and  1(X) 

♦13tU  st,  n  s,  255  e  Av  E,  25x108.  Thomas  Driscoll  HEIR  Sarah  E 
DriscoU   to   Wm  Richelt.     July   19.     July  20,   1906. 

other  consid  and  100 

133d  st.  No  977,  n  s,  321.11  e  Cypress  av,  or  Trinity  av.  18x103.6, 
2-sty  frame  dwelling.  Frank  Volpe  to  John  H  Jantzen.  Mort 
.$2,500.     June  14.     July  20,  1906.     10:2.562.      other  consid  and  100 

135th  St.  Nos  5.50  and  .55,S.  s  s.  175  w  Alexander  av.  50x100,  two  5- 
sty  brk  tenements  and  stores.  Harry  M  Stott  to  Samuel  Cohn. 
Morts  .$35,200.     July  19.     July  24,  1906.     9:2310.  nom 

Same  property.  Samuel  Cohn  to  Harry  M  Stoff.  Mort  $47,500. 
July  19.     July  24,  1906.     9:2310.  nom 

Same  property.  Harry  M  Stoff  to  Hymon  Manheim.  Abraham  I 
Weinstein  and  Harry  A  Gordon.  Morts  $47,500.  July  23.  July 
24.  UHIO.     9:2310.  other  consid  and  100 

136th  st.  No  557.  n  s,  1.50  w  Alexander  av,  25x100,  4-sty  brk  ten- 
ement. Benj  Cohen  to  Harris  Linowitz.  %  part.  All  liens. 
July  21.      July  24,   1906.      9:2312.  100 

143d  st,  Nos  031  and  633,  n  s,  4.50.3  e  Alexander  av.  37.0x100,  two 
2-sty  frame  dwellings.  Release  judgment.  Peter  Sheridan  to 
Mary  A  Faulhaber.     Q  C.     July  5.     July  19,  1!M10.     9:2306.        nom 

14Sth  St.  No  611  (Mott  st).  n  s.  125  e  Courtlandt  av,  25x106.6.  ex- 
cept   part    for   st.    5-sty  brk    tenement.      George    Kohlenbusch    to" 

John    Friedrich.      Mort    .$24.0110.      July    24.    1906.      9:2.327.       omitted 

149th  St.  No  323.  n  s.  80.4  w  .Mott  av,  18.7x82.10x18.7x82.0.  3-sty 
brk  dwelling.  Wm  C  Ormiston  et  al  EXRS,  &c,  Wm  Ormiston  to 
Florence  M  Moen.     Mort  $4,500.     July  9.     July  21.  190(i.     9:2.347. 

other  consid  and  5.O0O 

1.50th  St.  No  579.  n  s,  125  w  Courtlandt  av.  25x118.5,  2-sty  frame 
dwelling.  George  Sterneckert  to  Matilda  Miller.  July  18.  July 
20,  1906.     9:2410.  nom 
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153(1  St,  Nos  (ill  to  fi77,  11  s.  lliri  w  Elton  av.  TaxlOO.  three  2-sty 
frame  dwellings  and  X-sty  frame  dwelling  and  stores.  Rock- 
land Realty  Co  to  Hyman  Glick  and  Samuel  Allen.  Mort  $16,- 
500.     June  1.     July  21.   I'.Wti.     9:2375.  100 

154tli  St,  No  629,  n  s,  27:i  e  Courtlandt  av/  25x100,  3-sty  frame 
dwelling.  Harry  Frohmann  to  Louis  Lese.  July  9.  July  20, 
19(i<i.      9:2401.  other  consid  and   100 

ISSth  St.  s  s,  113.11  w  Union  av,  runs  s  75  x  w  25  x  s  25  x  w  25 
X  n  H.H)  to  st,  X  e  50  to  beginning,  5-sty  brk  tenement.  Max 
Sternberg  to  Augusta  B  Fromm.  All  liens,  July  23.  July  2-t, 
1906.     10:2655.  other  consid  and  100 

l()3d  St,  No  972,  s  s,  KMI.S  e  Tinton  av,  20.6x94.8,  except  part  tor 
st,  3-sty  frame  dwelling.  Timothy  F  Sullivan  to  William  Fair- 
lie,     Mort  $5,000.     July  23.     July  24,  1906.     10:26(;S. 

other  consid  and  KX) 

168th  st.  No  076,  s  s,  30  e  Brook  av,  30x96,  4-sty  brk  tenement  and 
store.  Gennaro  Caldarelli  to  Edward  Ruehl.  Mort  .$19, .500. 
July  16.     July  24,  19<.»6.     9:2393.  other  consid  and  100 

169th  st,  n  s,  101  e  Gerard  av,  25x85,  vacant.  Julius  Wolf  to 
Laura   Selje.     July   19.     July   20,   1906      11:28.39. 

other    consid    and    100 

169th  st,  Nos  1160  and  1162,  on  map  No  1162   I  s     w     s,     44.11     s     e 
■    169th  st  I      Barretto    (Fox)    st. 

Fox  or  Barretto  st  |      runs    s    w    62.1    to 

Barretto  st  x  n  76.9  to  169th  st  x  s  e  44.11  to  beginning.  3-sty 
frame  tenement  and  store.  Marie  C  Rupf  to  Antonie  Eichel- 
berg.     Mort  $8,625.     April  19.     July  26,  1906.     10:2718. 

other  consid  and  liK) 

172d  st,  n  s,  75  e  Hoe  av,  25x77.2x20.4x61.9,  2-sty  frame  dwelling. 
Samuel  Horowitz  to  Harry  Itzkowitz.  B  &  S.  Mort  $4..500.  July 
18.     July  19,  1906.     11:29S9.  nom 

Same  property.  Harry  Itzkowitz  to  Pauline  Itzkowitz.  Mort  .$4,- 
500.     July  19,   1906.     11:2989.  nom 

17.3d  st,  s  s,  137.6  e  St  Nicholas  av,  37.6x100,  vacant.  Release 
mort.  N  Y  Mortgage  and  Security  Co  to  Mutual  Construction  Co. 
July  23.     July  24,  1906.     8:2129.  2,000 

Same  property.  Release  mort.  Same  to  same.  July  23.  July  24, 
1906.     8:2129.  9,0(K) 

*174th  st,  e  s,  213  s  Westchester  av,  dated  June  21,  1894,  50x100, 
Westchester.  Joseph  J  Gleason  to  Christian  Wilhelm.  June  22. 
July  20,   1906.  nom 

*174th  st,  e  s,  113  s  Westchester  av,  25x100.  Joseph  J  Gleason 
to   Aaron   W   and   Edwin   R   Tallman.      July   12.      July   26,   1906. 

nom 

176th  st  (Woodruff  av).  s  w  s,  1.50  s  e  Arthur  av,  late  Broad  st, 
25x100,  except  part  (or  176th  st,  vacant.  Mary  A  Graham  to 
Margt  E  Malcolm.  Mort  $1,000.  July  23.  July  24,  1906.  11:- 
2945.  nom 

17()th  st,  s  s,  100  w  Amsterdam  av,  44x99.11,  6-sty  brk  tenement. 
Winslow  Realty  Co  to  Cath  G  and  Clarence  C  Burke  TRUSTEES 
Francis  P  Burke.     Mort  $40,000.     July  21.     July  24,  1!M16.  8:2132. 

other  consid  and  100 

177th  st.  No  474,  s  s,  173  e  Madison  av,  and  168  e  Morris  av,  27 
xl25,  2-sty  frame  dwelling.  Jules  F  A  Peyrot  et  al  EXRS,  &c, 
Maria  L  A  Peyrot  to  Dorothea  J  wife  of  Frank  Young.  July  24. 
July  25,   190(i.      11:2805.  8,000 

*178th  st,  s  s,  125  e  Bronx  Park  av,  25x100.  Morris  Lebas  to  Au- 
gust Diener.     Tvlort  $3,000.     July  23.     July  24,  1906. 

other  consid  and  100 

*179th  st,  n  s,  125  w  Bronx  Park  av,  25x100.  John  Lenzen  to  Chas 
A   Lomberg.      Mort   $3,000.      July   10.     July  26.   1901!. 

other  consid  and  100 

ISSth  st,  s  w  cor  Hoffman  st,  96.11x29.6,  vacant.  Teresa  Cerra 
to  Vincenzo  Grosso.  Mort  $3,000.  July  19.  July  20,  ItWO. 
11:3056.  other  consid  and   100 

182d  st,  s  s,  156.3  e  Washington  av,  runs  s  57.9  x  w  72.10  x  n 
72.11  to  st  X  e  72  to  beginning,  four  3-sty  brk  tenements.  Wal- 
ter Smith  to  Hillside  Realty  &  Construction  Co.  Q  C.  July  17. 
July  21,   1906.     11:3049.  nom 

182d  st,  s  s,  84.3  e  Washington  av,  36x65.4x36.5x72.11,  two  3-sty 
brk  tenements.  Release  mort.  Eureka  Realty  Co  to  Hillside 
Realty  &  Construction  Co.     July  11.     July  23.   1906.     11:3049. 

other  consid  and  100 

Same  property.  Release  mort.  Same  to  same.  July  11.  July 
23,   1906.     11:3049.  other  consid  and  100 

183d  st,  s  -s,  350  w  Webster  av,  38.8  to  Tlebout  av,  xl00x39xl00, 
vacant.  James  B  Kilsheimer,  Jr.  to  Mosholu  Realty  Co.  B  &  S. 
July  23.     July  24,  1906.     11:3145.  nom 

197th  st.  No  1)76,  s  s,  2.50  e  Bainbridge  av,  2.5x116,  2-sty  brk 
dwelling.  Michael  J  Gilleran  to  Valentin  Behringer.  June  28. 
July  25,  1006.     12:3288.  other  consid  and  100 

200th  st,  Nos  ,38.52  and  .38.54,  n  e  s,  80.3  s  e  Decatur  av,  40.9x117. 5x 
40.5x112. .3,  3-sty  frame  tenement  and  store.  John  Miles  to 
Amanda  B  Manee.  Mort  $10,0(M».  July  17.  July  21,  1906. 
12:3280.  other   consid   and   100 

200th  st,  s  w  cor  Bainbridge  av,  30.8x100x50x101. 10,  2-sty  frame 
dwelling.  Marie  Paley  to  Victor  Klingenbeek.  July  20.  July 
26,  1906.     12:3297.  100 

200th  st,  s  w  cor  Bainbridge  av,  30.7x100x50x101.10,  2-sty  frame 
dwelling.  Helen  R  Miller  to  Marie  Paley.  April  20.  July  26, 
1906.     12:3297.  100 

207th  st,  s  w  cor  Perry  av,  25.4x107.7x25x103.7,  vacant.  Marcus 
Nathan  et  al  to  John  Stanton  and  John  Higgins.  Mort  $1,2.50. 
July  16.     July  26  ,190(!.     12:3.340.  other  consid  and  100 

*223d  st  (9th  av),  s  s,  605  e  4th  av,  126x— ,  Wakefield.  Joseph 
Weisman  to  David  M  Levy.  Mort  $2,200.  July  11.  July  21, 
IfMK!.  other  consid   and   1(10 

*223d  st,  n  s,  abt  291  e  Paulding  av,   IfWxlOO.t!. 

*Paulding  av,  s  e  cor  224th  st.  34.(ixlO1.9x.34.6xl0O. 

223d  st,  s  s,  220  w  Laconia  av,  25xl27.(!.x30.2xl44.6. 
Alexander   Steven   to   J   Romaine    Brown.      Mort  $3,377,50.     July 
13.     July  25,  190(!.  nom 

*224th  st  (10th  av).  s  s,  280  e  White  Plains  av.  25x114.  Wakefield. 
Anna  A  Williamson  to  Emil  Leske.     July  20.     July  21,  1906. 

other    consid    and    100 

*224th  st  (10th  av),  n  s,  80  e  White  Plains  road.  100x100,  Wake- 
field.    Jasper  M  Odell  to  Kate  Muller.     July  19.     July  20,  19<J6. 

nom 

*224th  st,  s  s,  100  w  Bronx  Terrace,  .55x — x— x63.8.  Wakefield. 
John  Stahl  to  Frederick  Stahl,  of  Philadelphia,  Pa.  July  1.  July 
23,   190(i.  other  consid  and  100 

*225th  st,  s  s,  100  e  Paulding  av,  22.6x109.6. 
225th  st,  s  s,  222.6  e  Paulding  av,  75xln9.6. 
22.5th  st,  n  s,  272.6  e  Bronxwood  av,  25x109. 
225th  st,  n  s,  171.0  e  Bronxwood  av,  5(.>xl09. 
Sound  Realty  Co  to  A  Shatzkin  &  Sons.     July  12.     July  23,  \mc>. 

other  consid  and  1(X) 

*225th  st,  (11th  av),  s  s,  205  w  4th  av,  50x114.  Wakefield.  Bar- 
bara Gejtz  to  Laura  Ramstedt.     Q  C.     July  11.     July  20,  19(Xi. 

other  consid  and  100 


*226th  st,  s  s,  403.9  e  Paulding  av,  .50x109.  Sound  Realty  Co  to 
Kate   B   Higgins.      July   12.      July  20,   1906.  1,2.50 

*227th  st  (13th  av),  s  w  cor  5th  st,  165x114.  Bertha  Brandste'in 
and  ano  to  Samuel  Levy.     Mort  .$3,800.     July  25.     July  26,  1906. 

nom 

*23.3d  st,  n  s,  abt  .325  w  Kingsbridge  road,  50x114.6.  Julius 
Wolf  to  Christian  H  Werner.     May  14.     July  19,  iy(J6.  100 

*233d  st,  n  s,  abt  275  w  Kingsbridge  road,  25x114.6.  John  Snyder 
to   Andrew   J   Snyder.     July  25.     July  26,   1906. 

other  consid  and  100 

Si.ilh  st,  c  I,  at  c  1  Oxford  av,  runs  s  330  x  w  270  to  c  1  Johnson 
av  X  s  204.3  to  c  1  proposed  road  x  again  s  284.6  to  c  I  232d  st 
X  e  29.11  to  c  1  another  proposed  st  x  n  e  on  curve  918.6  to  c  1 
235th  st  X  w  266.3  to  beginning,  contains  4  616-1,000  acres, 
vacant.  PARTITION.  Thos  F  Gilroy  Jr  referee  to  Henry  W 
James  R  and  Mary  L  Hayden.     July  16.     July  21,  1906.     13:3409. 

15,400 

2.i.ith  st,  c  1,  at  c  1  Oxford  av,  runs  s  along  c  1  of  av  330  x  w 
270  to  c  1  Johnson  av  x  n  330  to  c  1  235th  st  x  e  270  to  begin- 
ning, contains  2  47-100  acres,  vacant.  PARTITION.  Thos  F 
Gilroy  Jr  referee  to  Edward  J  Gallagher.  Michael  J  Hart  and 
Sinclair  H  Kirby.     July  16.     July  21,  1906.     13:3409.  7,000 

235th  st,  c  1,  at  c  1  Netherland  av,  runs  s  along  c  1  of  av  368.7  to 
c  1  proposed  road  x  e  213.3  x  s  7.11  on  a  curve  and  1.55.3  to  c  I 
Johnson  av  x  n  204.3  and  330  x  w  270  to  beginning.  PARTI- 
TION.    Same  to  same.     July  16.     July  21,  1906.     13:3409.        8,100 

240th  st  (4th  av)  n  s,  bet  Martha  av  and  McLean  av,  and  being 
lots  189  to  192  on  map  No  1,  Valentine  vs  Brady  et  al  for  par- 
tition of  part  Hyatt  farm,  near  Woodlawn.  Ella  L  Hebberd  to 
John  F  Coffin,  Brooklyn.  Mort  $3,000.  July  2.  July  25,  190(3. 
12:3394.  other  consid  and  100 

240th  st  (4th  av),  bet  Katonah  av  and  Kepler  av  and  being  lots| 
315  and  31()  in  parcel  45  on  map  339  lots  of  Edw  K  Willard  at 
Woodlawn   Heights,  40x100. 

2,39th  St.   (3d  av),   n  s,   bet   Kotouah  av  and  Kepler  av  and  being 
lots  237  and  238  in  parcel  31   same  map  40x100. 
Release  mort.     Thos  E  Fitz  Gerald  to  Albert  B  Hardy.     July  24 
July  25,  1906.     12:3378  to  3381.  nom 

240th  st  (4th  av),  bet  Katonah  av  and  Kepler  av,  and  being  lots 
315  and  316  in  parcel  45  of  map  3.30  lots  of  Edw  K  Willard  at 
Woodlawn  Heights,  40xl(K).  Albert  B  Hardy  to  Harriet  F  Stu- 
bing.     July  24.     July  25.   1906.      12:3378  to  3381.  100 

*Amundson  av,  w  s,  350  s  Nelson  av,  25x100.  Land  Co  C  of  Bden- 
wald  to  Oscar  Paulson.     July  l(i.     July  25.  190(i.  nom 

Arthur  av,  No  2483,  on  map  No  2481  (w  s,   3-18   s    Pelham    av,   25    to 

189th   st  I     189th    st    xll8.    except    part 

for  av,  2-sty  frame  dwelling  and  store.     Matteo  Citaldi  to  Antonio 
Capo.     Mort  $3,750.     July  21.     July  23,  1906.     11:3067.  nom 

"'Benedict  av,  s  s,  21.6  e  Pugslcy  av,  21.(ixlOOx23.6xl(M).  N  Y 
Catholic  Protectory  to  Richard  K  Arnold.  N  Y,  and  Harry  Ar- 
nold, of  Poughkeepsie,  N  Y.  Mort  $770.  June  28.  July  26 
1906.  1,100 

*Barkeley  av,  s  e  cor  Dean  st,  25x100.  Edgewater  Realty  Co  to 
Anna  A  Fries.      July  3.      July  20,   lOOtj.  other  consid  and   100 

*Burdett  av.  n  s,  434.4  w  Fort  Schuyler  road,  50xl(M».  Harris 
Mindlin  to  Isaac  Malamud  and  Louis  Cohen.  Mort  $700.  July 
— .     July  20.  1906.  100 

*Bronxwood  av,  s  e  cor  226th  st,  59x121.7.  Sound  Realty  Co  to 
Giacinto  Bizzarri.     July  12.     July  20,  1906.       other  consid  and  100 

Briggs  av.  No  265(!,  e'  s,  124.10  n  194th  st,  22.8x71.2x22.7x70.3, 
2-sty  frame  dwelling.  Wm  H  Wright  to  Joseph  Berlin.  Mort 
.$4,000.     July  23.     July  25,  1906.     12:3294.        other  consid  and  100 

Brook  av,  w  s,  50  s  Anna  pl,  runs  w  2  to  w  s  Mill  brook,  x  s  4.11 
to  av.  X  n  4.6  to  beginning,  gore.  Jacob  Wolf  to  Max  Miller. 
B  &  S  and  Correction  deed.     July  19.     July  24,  1906.     11:2803. 

nom 

Bailey  av.  e  s.  bet  229th  st  and  230th  st  .and  274.4  n  lands  of 
Reed,  2.50x100.7x2.50x101.3.  Lazarus  Fried  et  al  to  Albert  Mam- 
lock.     All  liens.     July  16.     July  23,  1906.     12:3260. 

other  consid  and  100 

Bryant  av,  e  s,  150  n  172d  st,  50x100,  vacant.  Adele  Le  Bihan  to 
Otto   Pahle.      Mort   $2,250.      July   12.      July  21,    1906.      11:3001. 

other  consid  and  100 

Bathgate  av       |w    s,    bet    179th    st    and    180th    st,    and    being    the 

Washington  av  |  Quarry  road,  a  strip  bet  lands  of  Bassford  and 
Morris,  — x —  to  e  s  Washington  av.  Alfred  I  Edie  to  Isaac  N 
Hebberd.     Q  C.     May  22.     July  20,   190(!.      11:3046.  nom 

Bathgate  av..s  w  cor  17.'!d  st,  100  2x70,  vacant.  Samuel  Good- 
man to  Solomon  Geilich  and  Abraham  Goodman.  Mort  .$17,000. 
July  18.     July  19,   1906.     11:2914.  other  consid  and   100 

Brook  av.  No  14(;8,  e  s,  134.2  n  St  Pauls  pl,  25x100.7,  4-sty  brk 
tenement.  Charles  Schneider  to  Fannie  King.  Mort  $n,00(). 
July   20.     July   21,    1906.      11:2,S95.  other   consid   and   100 

Brook  av.  No  437,  w  s,  25  s  145th  st,  25xfK»,  5-sty  brk  tenement 
and  store.  Henriette  wife  Simon  Katzenstein  to  Lena  Roth  and 
Samuel  Herskowitz.  Mort  $14,000.  July  3.  July  20  ,1906. 
0:22.S9.  -     other  consid  and   100 

Same  property.  Simon  Katzenstein  to  same.  Mort  $14,000.  July 
16.     July   20.   1906.      9:2289.  other  consid   and   100 

Beekman  av.  No  1(>,  e  s,  2(J0  n  141st  st.  40x101.3x40x102.8,  5-sty 
brk  tenement.  Release  mort.  N  Y  Trust  Co  to  Moser  Arndt- 
stein.     July  18.     July  20,  1906.     10:2.5.54.  2,641.32 

Same  property.  Release  mort.  Same  to  same.  July  18.  July 
20,    1906.      10:2554.  26,500 

*Boyd  av,  e  s,  100  n  Jefferson  av,  25x100,  Edenwald.  Everybodys 
Land  Co   to   Wm   Ufland.     Mort  $500.     July  20.     July  21,   1!XI6. 

other  consid  and  100 

*Bronxwood  av,  e  s,  .302.6  n  Kingsbridge  road,  25x102.6.  Marie 
wife  Fridolin  Weber  to  August  Schautele.  July  25.  July  26, 
190(!.  100 

*CastIe  Hill  av,  w  s,  600  s  Green  lane,  25x105.2.  Vito  Ricci  to 
Pasqualina  Ricci.     July  16.     July  19,  1906.        other  consid  and  100 

College  av|  s  e  cor  170th  st,  runs  e  50  .x  s  107.4  x  e  194.4  to  w  s 

Findlay  avl     Findlay  av,  x  s  182.5  x  w  100  x  n  75  .x  w  100  to  av, 

170th  st      I     X   n  209.10   to   beginning. 

Findlay  av,  w  s,  bet  KiOlh  and  170th  sts,  and  being  182.5  s  land 
last  described,  with  s  line  land  conveyed  by  de  Montsaulnin  to 
Levy,  recorded  July  22,  1.897,  runs  s  250  to  point  254,6  n  land 
Wm  H  Morris,  x  w  100  x  n  250  x  e  100  to  beginning. 

Findlay  av.  w  s.  bet  169th  and  170th  sts,  and  being  432.5  s  line 
as  above,  runs  s  2.54.6  to  n  s  land  Wm  H  Morris  and  w  100.11 
x  n  268.3  x  e  1(K>  to  beginning. 
Findlay  av.  e  s,  bet  169th  and  170th  sts  and  being  2.59.2  n  lands 
Wra  H  Morris,  runs  e  100  x  n  225  and  2.5  x  w  101.10  to  av, 
X  s  2.55.6  to  beginning.  The  Findlay  Realty  Co  to  Mount  Clare 
Impt  Co.  Mort  .$40,7,50.  June  27.  July  26,  190(i.  11:2782  and 
2783.  other  consid  and  100 

Courtlandt  av.  No  766,  e  s,  abt  95  s  157th  st,  20x100,  except  part 
for  av,  3-sty  frame  tenement  and  store.  Charles  Scheid  to 
Louis  Lese.     July  20.     July  26,   1906.     9:2403.  nom 
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Crotona  av,  No  2070,  e  s,  72  n  Oakland  pi,  24x100,  2-sty  frame 
dwelling.  Elizabeth  Zwonetschek  to  Hermann  Trompeter.  Mort 
.f;{,:jllO.     July  24.     July  2.'.,   I'.IUlj.     lliSOt)").     other  consid  and  100 

Cedar  av,  w  s,  bet  178th  st  and  Harlem  River  Terrace^  200  n  land 
Lewis  G  Morris.  2.jxl0(i.0.';2.")xl04.1,  being  lot  9  on  map  Mary 
P  Chrystie.  near  Morris  Heights.  Henry  tom  Suden  to  Louis 
Wohltmann.     July  ti.     July  25,   1900.     11:3281. 

other  consid  and  100 

*Crosby  av,  w  s,  55  n  Schuyler  St.  50x100.  Hudson  P  Rose  Co  to 
Jacob  E  Reiss.     July  1(>.     July  25.  1900.  nom 

*Crosby  av,  n  w  cor  Waterbury  av,  2.5.9x103.7x25x97.0.  Same  to 
Frank  Russo.     July  21.     July  25.  1900.  nom 

Clay  av,  e  s,  210  n  KHIth  80.4x101.10x80x112.5,  vacant.  Margt  L 
Zborowski  EXTRX  Elliott  Zborowski  to  Chas  H  and  Edw  A 
Thornton.      All    liens.      July  .'5.      July   24,    l'.MM>.      11:2887.         5,.5(:h) 

Clay  av.  No  1705.  w  s,  245  s  17r)th  st.  25x9i!),  2-sty  frame  dwelling. 
Rachel  A  Blanchard  to  Henry  W  Sieberu.  Mort  .f5,000.  July 
17.     July  19.   190ii.      11:2799.  other  consid  and   HH) 

Courtlandt  av.  Nos  814  and  810,  e  s,  .50  s  159th  st.  48.5x92.  2-sty 
frame  dwelling  and  vacant.  Abraham  Brown  et  al  to  Chas  S 
Levy.     Mort  .faO.OOO.      Feb  18.     July  21,   I'.MIO.     9:2405.  nom 

Cypress  av.  s  e  cor  141st  st.  91.tixl20,  vacant.  Louis  M  Block  to 
Michael  Goldman.  Undivided  right,  title  and  interest.  Mort 
$22,500.     July  17.     July  19.  190(;.     10:2507  and  2508.  nom 

*Classons  Point  road,  c  1.  at  u  line  bet  lots  .'>3  and  .'!4  map  No 
48<t  of  Classons  Point,  runs  s  e  along  road  4(JS.2  to  high  water 
line  East  River  x  w  and  n  w  49(i.2  x  n  e  239.0  to  beginning,  with 
all  title  to  land  under  water,  &c.  Paul  Fuller  et  al  to  The  Ford- 
ham  I3ock  Co.     B  &  S.     June  23.     July  19.  1900.  15,000 

*CoIumbus  av.  n  e  cor  Lincoln  av,  25xlOt>.  Mary  Walsh  to  Jacob 
Cohen.     July  21.     July  23,  1900.  other  consid  and  KH) 

DeKalb  av.  2IK>  s  212th  st,  .50x100,  vacant.  John  B  Arnold  to 
Franklin  D  Seward.  Mort  ^2,100.  June  15.  July  25.  1900. 
12:3328.  other  consid  and  100 

Daly  av,  e  s,  200  s  Tremont  av,  130x150.  vacant.  Chas  S  Levy  to 
Charles  and  Abraham  Brown.  Mort  $11,000.  July  20.  July  21. 
1900.     11:2992.  other  consid  and   100 

*Elllson  av  [e   s.   350  s   Lalting   st,   25x142.0   to   w   s   Edwards   av 

Edwards  av  |  x2e.3xl34.6,  Westchester.  Gustave  O  Johnson  to 
Theresa  Hoffmann.     Mort  $500.     July  20.     July  21.  1900. 

other  consid  and   100 

*Eastchester  road,  s  e  cor  Chester  av.  50x97x.50x90.9.  Thomas 
Sexton  to  Walter  W  Taylor,  of  Winterhaven,  Florida.  July  20. 
July  24,  1900.  other  consid  and  100 

*Eastern  Boulevard  (6thst)|   s  s.  155  e  Av  B,  52.0x210  to  n  s  5th 

5th  st  I     st,   Unionport.      Henry  Dilg  to  Gott- 

lieb Klotz.     July  19.     July  20.  1900.  other  consid  and  100 

*Fort  Schuyler  road,  w  s,  50  n  Burdett  av,  2.5x100.  The  Lamport 
Realty  Co  to  Yetta  Frank,  of  Brooklyn.     July  10.     July  19,  1900. 

other  consid  and  100 

*Fort  Schuyler  road,  w  s.  50  n  Burdett  av.  25x100.  Release  mort. 
Eugene  R  Dennis  et  al  to  The  Lamport  Realty  Co.  July  9.  July 
19.   1900.  200 

*Fort  Schuyler  road,  w  s,  1.5.5  n  Marrin  st,  25x91.5,  Westchester. 
Harriet  Niner  to  Clarkson  P  Ryttenberg.  %  part.  July  19. 
July  20,  1900.  other  consid  and  100 

Franklin  av.  s  e  s,  bet  3d  av  and  IGGth  st,  and  at  line  bet  lots 
147  and  14.8,  70xl]3x70xll(i,  being  part  lot  147  map  Morris- 
ania.  Joseph  Salomon  to  Chas  Agman.  of  Jersey  City,  N  J.  Mort 
$20,500.     July  11.     July  23,   1900.     10:2007.  nom 

Grand  av,  w  s,  4.80.8  s  Burnside  av,  2.5x109. 1x25x107. .5.  2-sty  frame 
dwelling.  The  Lochinvar  Realty  Co  to  Joseph  B  Levy.  Mort 
ifO.OOO.     July  19.     July  20.  1906.     11:2809.       other  consid  and  100 

Grand  av,  e  s,  382.8  s  Burnside  av,  25x90,  2-sty  frame  dwelling. 
Release  mort.  The  Estates  Settlement  Co  to  The  Lochinvar 
Realty  Co.     July  11.     July  19.  1900.     11:2870.  nom 

Grand  av.  e  s,  432.8  s  Burnside  av,  25x90,  2-sty  frame  dwelling. 
Release  mort.  The  Estates  Settlement  Co  to  The  Lochinvar 
Realty  Co.     July  10.     July  19,   1900.     11:2,870.  nom 

Same  property.  Release  mort.  Manhattan  Mortgage  Co  to  same. 
July  10.     July  19,  1900.     11:2870.  nom 

Grand  av,  w  s,  480.8  s  Burnside  av,  25x109.1x25x107.5,  2-sty  frame 
dwelling.  Release  mort.  The  Estates  Settlement  Co  to  the 
Lochinvar  Realty  Co.     July  19.     July  20,   1900.     11:2809.         nom 

Grant  av   Is  e  cor  lOSth  st,  80.10x208  to  w  s  Morris  av  x79.7x207. 

Morris  av|     vacant.      Louis    Weinstein    to   Sally   Weinstein.      Mort 

ICSth  st   t     $23,580.     June  12.     July  23,  1900.     9:2447.  nom 

Greystone  av.  c  1,  100.9  from  e  s  Riverdale  av,  runs  s  w  —  x  n 
220.10  X  e  520.5  to  c  1  Spuyten  Duyvil  road  x  s  w  284.1  x  n  w 
3.34.11  to  beginning,  contains  1  910-1,000  acres,  vacant.  PAR- 
TITION. Thos  P  Gilroy  Jr  referee  to  Francis  W  Pollock.  July 
10.     July  21.  1900.     13:3400.  5,000 

Greystone  av,  c  1,  100.9  from  e  s  Riverdale  av,  runs  s  w  —  to  e  s 
said  e  s  of  Riverdale  av  x  s  177.8  x  s  e  277.4  to  c  1  Spuyten 
Duyvill  road  x  n  e  293.3  x  n  w  334.11  to  beginning,  contains  2 
831-1.0<X)  acres,  vacant.  PARTITION.  Same  to  same.  July 
10.     July  21.  1900.     13:.3400.  3.900 

*Glebe  av.  s  e  cor  Grace  av,  20x100.9x20x107.1,  Westchester. 
Wm  H  Callahan  to  John  Cook.  Mort  .$3,000.  July  19.  July  20, 
1906.  nom 

*Glebe  av.  s  s,  02.6  e  Parker  av,  37.6x101.5x37.0x102.  Westchester. 
Wm  D  Jennings  to  Wm  F  Rutherford.  Mort  $2,000.  July  19. 
July  20.   1900.  other  consid  and  100 

Grand  av,  e  s,  432.8  s  Burnside  av,  25x90,  2-sty  frame  dwelling. 
Release  mort.  Henry  G  Silleck.  Jr,  to  The  tiochinvar  Realty  Co. 
July  10.     July  25.   1900.     11:2870.  nom 

Grand  av.  e  s.  382.8  s  Burnside  av.  25x90,  2-sty  frame  dwelling. 
Release  mort.  Same  to  same.  July  12.  July  25,  1906.  11:- 
2869  and  2870.  nom 

Grant  av.  No  9.59.  w  s,  215.0  n  163d  st,  20x95,  3-sty  brk  tene- 
ment. Wm  E  Diller  to  Julia  Huerstel,  of  White  Plains,  N  Y. 
Mort  $8,0<;)0.     July  19.     July  25.  1906.     9:2446.  nom 

Grand  av.  w  s.  130  n  c  1  of  1,84th  st.  50.x— xSO.Sx— .  2-sty  frame 
dwelling.  Release  covenants.  Anne  E  Levey  et  al  EXRS,  &c, 
Isaac  Levy  to  Nellie  C  Swan.     June  7.     July  21,  1906.     11:3212. 

nom 
Hull  av,  No  3198,  s  e  s,  107.4  n  e  205th  st,  25x100,  2-sty  frame 


dwelling.     Henry  W  Korndorfer  to  Mary  F  Levings.     Mort  $3.- 

000.     July  23.     July  25,  1900.     12:3350.  other  consid  and  100 

Same    property.      Mary   F    Levings   to    Marion   Tobbett.      Mort   .'84.- 

0(l0.     July  23.     July  25.  1906.     12:3350.  other  consid  and  100 

*Harrison   av,   e    s.   47   n    Westchester   av.    150x100.   vacant.      Re- 
lease   mort.      Gerhardt    Fledderman    to    Herman    H    Fledderman. 

July   18.     July  20.   1900.  3.4(:m) 

Heath   av.   w   s.   bet   229th  st   and  230th  st.  and  279.3   n   lands   of 

Reed.  250x1(30.7.  vacant.     Lazarus  Fried  et  al  to  Phyllis  Posner. 

All    liens.      July    10.     July   23,    1900.      12:3260. 

other   consid   and    100 
*Jones  av.  w  s,  400  s  Jefferson  av. 

wald  to  Joseph  Devlin.     July  12. 
*Jones  av,  w  s.  425  s  Jefferson  av, 

12.     July  25.   1900. 
Jerome   av.    w   s     ' 

cant.    Release 


25x100.     Land  Co  A  of  Eden- 
July  25,  liXtO.  nom 
25x100.     Same  to  same.     July 
nom 
18t>.ll    n   Mosholu   Parkway   North.   50x100.   va- 
mort.    Elbert    H    Dickinson    to   Meyer-Gatling   In- 


vesting Co.      July   5.      July   19.    11X)0.      12:3324.  nom 

Jerome  av.  w  s.  130.11  n  Mosholu  Parkway  North,  lOtlxlOO,  vacant. 
Meyer-Gatling  Investing  Co  to  John  A,  Chas  A,  James  A  and 
Fred  C  Doren.  all  of  Whitehall,  N  Y.  July  5.  July  19.  190(i. 
12:3324.    .  nom 

Jackson  av         |n    w    cor    1.50th    st,    25x77.2x25x76.11,    5-sty    brk 

15(ith  st,  No  905!  tenement  and  store.  Esther  A  Wheaton  to 
Lambert  Suydam.  Mort  $23,000.  July  17.  July  20.  1900. 
10:2030.  other  consid   and    10(1 

Jerome  av,  w  s,  130.11  n  Mosholu  Parkway  North,  50x100,  va- 
cant. Release  mort.  Elbert  H  Dickinson  to  Meyer-Gatling  In- 
vesting Co.     July  5.     July  19.  1906.     12:.3324.  nom 

*Kossuth  av.  s  e  cor  of  Concord  st.  and  being  lots  4.5  and  40  map 
93  lots  at  South  Mt  Vernon.  5(Jxl(X>.  Nellie  wife  of  and  Frank 
Blokus   to  Christian  H  Werner.      April   14.     July  2;).   1906. 

other  consid  and  100 

Lind  av,  n  w  cor  Lawrence  av,  52.6x87.3  to  Lawrence  av  xl07  to 
beginning,  gore,  vacant.  Florence  Worms  to  Emerence  K  Ager. 
of    Brooklyn.      July    18.      July    19,    1906.      9:2527. 

other    consid    and    100 

*Lafayette  av,  w  s,  128.0  n  Fordham  av.  .50x120.6.  probable  error. 
James  Reynolds  to  Rosanna  Farrell.  Mort  .$2.2(X).  July  25. 
July  26.   190(!.  other  consid  and   100 

Locust  av.  n  e  cor  132d  st.  100. 5x —  to  high  water  mark  East  River 
X —  to  132d  st  X — .  with  all  title  to  land  under  water  to  bulkhead 
line.  &c.  vacant.  The  Port  Morris  Land  &  Impt  Co  to  City  Real 
Estate  Co.     July  5.     July  20.  1906.     10:2583.  other  consid  and  100 

Longwood  av.  w  s.  bet  Truxton  st  and  Garrison  av.  and  being  part 
lot  (51  map  Edw  T  Young  at  Springhurst.  except  part  for  av. 
Theresa  wife  of  George  Dietz  to  Theresa  Ulrich.  All  liens.  July 
23.     July  24.  1900.     10:2730.  nom 

*Livingston  av.  lot  (59  map  Ruser  estate.  25x87.0.  Hudson  P  Rose 
Co  to  Giuseppe  Gilormino.     Jan  0.     July  23,  1906.  nom 

Morris  av.  No  1815,  n  w  cor  North  st.  runs  n  25  x  w  95  x  n  75  x  w 
100  X  s  100  to  North  st  x  e  195  to  beginning,  with  all  title  to 
North  St.  2-sty  frame  dwelling  and  vacant.  Martha  F  Schorer 
to  Frank  A  Schorer.  Mort  $10,000.  July  14.  July  21.  1900. 
11:282(>.  other  consid  and  100 

Marion  av.  e  s.  250  n  1,80th  st.  25x113.0x25x112.1.  vacant.  Chas 
and  Fanny  Keary  EXRS.  &c,  Patrick  J  Keary  to  Church  of  Our 
Lady  of  Mercy.     July   19.     July  20,   1900.      11:3026. 

I  other   consid   and   3,000 

Same  property.  Charles  and  Fanny  Keary  to  same.  July  19.  July 
2(_).  1900.     11:.3026.  other  consid  and  3  (XK) 

Marion  av.  e  s.  2i>0.2  s  Kingsbridge  road.  25x112.1x2.5x113.0. 
vacant.  Release  mort.  Emigrant  Industrial  Savings  Bank  to 
Fanny  and  Charles  Keary  EXRS.  &c.  Patrick  J  Keary.  July  19. 
July  20.   1906.      11:3026.  nom 

Morris  av.  n  w  cor  179th  st.   175x100.  vacant.  I 

177th  St.  No  .348,  s  s,  185.9  s  e  Jerome  av,  25x125,  2-sty  brk| 
dwelling.  I 

David   R   Richards  to   N  Y  Exchange  Realty  Co.      Mort  $22,500. 
June  29.     July  19,  1906.     11:2852-2807  and  2829.  100 

Mott  av,  Nos  557  to  .501.  w  s,  31.7  n  i49th  st.  49.0x81.9x49.6x80.11, 
three  3-sty  brk  dwellings.  Wm  C  Ormiston  et  al  EXRS,  &c. 
Wm  Ormiston  to  Florence  M  Moen.  Mort  $1(5. .500.  Mar  23. 
July  21.  1906.     9:2347.  other  consid  and  15.000 

*Maitland  av.  n  s.  325  w  Mapes  av,  25x100,  Westchester.  John 
Davis  and  ano  EXRS  Cath  A  Skennion  to  Walter  E  Long.  July 
18.     July  19,   lOlKi.  2,700 

*Maitland  av,  n  s,  275  w  Mapes  av,  50x100.  Same  to  Henry  P  Wil- 
son.    July  18.     July  19,   1906.  1..500 

Morris  av.  No  2000.  e  s.  2(53.9  n  Burnside  av,  25x100,  2-sty  brk 
dwelling.  Herman  Hunecke  to  Rose  V  Malone.  Q  C  and  cor- 
rection deed.     July  23.     July  20.   1906.     11:3178  and  3179.       nom 

*Morris  Park  av.  s  s.  7.5  e  Hancock  st,  25x100,  2-sty  frame  dwell- 
ing. Sadie  M  Gorton  to  Desiderio  Triulzi.  Mort  $3,5t)0.  July 
21.     July  23,   1006.  other  consid  and  100 

*Mulford  av,  s  w  cor  Alice  st,  25x100.  Throggs  Neck.  Josephine 
A  wife  of  and  Andrew  Murray  to  Wm  N  O'Donnell.  July  25. 
July  26.  1906,  other  consid  and  100 

Morris  avl  e  s.  .50  s  1.58th  st.  25x89.2  to  w  s  Park  av,  x27.9xl01.10. 

Park  av  |  vacant.  Isaac  Rubenstein  to  Peter  Wolff.  %  part. 
Mort  $7,800.     July  19.     July  25,  1900.     9:2420. 

other  consid  and  100 

Napier  av,  n  W  cor  235th  st.  50x100.  2-sty  frame  dwelling  and 
vacant.  Andrew  Johnson  to  Mary  Gottschalk.  July  16.  July 
25,  1900.     12:33(54.  nom 

Nathalie  av.  w  s,  bet  Kingsbridge  road  and  230th  st  ,and  564.11 
n  lands  of  Reed,  runs  w  122.1  x  n  25.2  and  30  x  e  —  to  av  x  s 
55  to   beginning. 

Heath  av,  e  s,  bet  Kingsbridge  road  and  230th  st,  and  558.7  n 
lands  of  Reed,  runs  e  10O.7  x  n  25.2  and  30  x  w  —  to  av  x  s  55.2 
to  beginning. 

Heath  av.  w  s.  bet  229th  st  and  230th  st.  and  .529.3  n  lands  of 
Reed.  55xl(X).7. 

Bailey   av.  e   s.   bet  229th  st  and  230th   st.   and  .524.4  n   lands   of 
Reed.  55x100.7. 
Lazarus    Fried    et    al    to    Martha    Roman.      All    liens.      July    10. 


July  23,   1900.      12:3250  and  3260. 


other   consid   and   100 
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OFFERS 


ISKE^&  CO.lNC.       100,000  HARVARD 
A^C^BKICI^     i-  BLACK  HEADS 

i/ATiKpR Building  for  immediate  delivery 


July  ]"J,   l!IO(i. 
*Rooseveit   av,    s 
Realty  Co  to  Chas 


Norwood  av  or  Docatur  av.  w  s.  11(4,11  n  207th  st.  li.'xlOlX  vacant. 
John  Selfridgf  to  Thos  F  Riley  and  John  Loughney.  Mort  $1,- 
0(10.      July    ],S.      July    1!),    lilOO.      12::»"il.       other   consid    and    100 

Netherland  av,  c  1,  at  c  1  235th  st,  runs  s  308.7  to  c  1  proposed 
road  X  w  271.2  to  c  1  Arlington  av  x  n  427.4  to  c  1  235th  st  x  e 
200  to  beginning,  contains  2  292-1,000  acres,  vacant.  PARTI- 
TION. Thos  F  Gilroy  Jr  referee  to  Geo  F  Martens,  July  lO. 
July  21,  KtllO.     13::?40!;».  0,0.50 

Ogden  av.  No  ll.'U,  w  s,  300  s  Union  st,  25x165,  2-sty  frame 
dwelling.  Charles  Schwank  to  Cath  A  Schwank.  B  &  S.  July 
IS.     July  li),  lilOi;.     0:2.520.  nom 

Ogden  av.  No  1152,  e  s,  75  s  107th  st,  25x115,  3-sty  frame  tene- 
ment and  store.  Jacob  Zeldman  to  Max  and  Ethel  Goldwasser. 
Mort   .');0,2(lt).     July  23,   l!tO().     0:2514.  other  consid   and   1(X) 

*01d  road,  s  s,  2(iS  w  Pugsley  av,  75x75.t!x75x.S1.2.  N  Y  Catholic 
Protectory  to  James  H  Davis.  Mort  .$700.  June  28.  July  10, 
moo.  1,575 

*Pratt  av,  e  s,  271  s  Nelson  av,  .50xl<H).  Land  Co  C  of  Edenwald 
to  Olive   Russell.      July  10.      July  25,   1000.  nom 

*Penfleld  av,  s  s,  lot  154  map  Penfleld  property.  South  Mt  Vernon, 
50x113. 5x."0xll4. 2  e  s.  Release  mort.  James  T  Penfleld  to  Wm 
W  Penfleld.     July  21.     July  24,  I0<1i;.  nom 

Pelham  av,  n  s,  127. .3  w  Hughes  av.  .50.11x69x50x57.8,  vacant. 
Arthur  W  Saunders  to  August  Kuhn.  Mort  $7, .500.  July  10. 
July  10,  1000.     12:3273.  nom 

Park  av,  e  s,  315  s  171st  st,  75x1.50,  vacant.  Albert  J  Schwarzler 
to  Joseph  A  Schwarzler  Jr.  Mort  .$5,.500.  July  19.  July  20. 
1906.      11:2002.  other  consid   and  100 

*Public  road,  known  as  plot  .3.3  on  map  No  76  of  Classons  Point, 
bounded  on  n  e  s  by  c  1  said  Public  road,  on  s  s  by  L  I  Sound,  on 
w  X  lot  34,  and  contains  2  32-100  acres,  with  all  title  to  land 
under  water,  &c.  Frederic  R  Coudert  to  Paul  Fuller  and  Fred- 
eric R  Coudert.     B  &  S.     Feb  9,  1903.     July  10,  llMXi.  nom 

"''Roosevelt  av,  e  s,  7.5  n  Rosedale  lane,  .50xlOt>.  Release  mort. 
Eugene    R    Dennis    et    al    to    The    Lamport    Realty   Co.      July  3. 

400 
7.5   e   Rosedale    lane,   25x100.      The    Lamhert 
A  and  Max  Cohen.     July  16.     July   19,   190(>. 

other  consid   and   KXI 

*Road  from  N  Y  to  Westchester  Docks,  n  e  cor  road  leading  to 
N  Y,  runs  n  e  111.9  x  n  w  48  x  s  w  9(i3  x  s  w  40.3  to  beginning, 
Westchester.  Isaac  Butler  to  Monah  H  Morgan.  May  2.  July 
25,  190(i.  other  consid  and  100 

*Robin  av,  e  s,  175  n  Tremont  road,  runs  e  100  x  n  —  to  point 
bet  land  of  Buhre  &  Ferris,  x  s  w  —  to  av,  x  s  —  to  beginning, 
being   part    lots    770   and    .561    block    l.S   map    Tremont    Terrace. 

Part  lots  737  and  738  block  17  same  map,  begins  at  n  e  cor  lot 
738  at  line  bet  lots  73.S  and  747.  runs  s  —  to  n  s  lot  736  x  w  — 
x  n  w  to  s  s  lot  739,  x  e  —  to  beginning.  | 

Release  mort.      Washington  Savings  Bank  to  Bankers  Realty  and 
Security    Co.      July  24.      July   25,    1906.  600 

*Robin  av,  e  s,  IfK)  s  Tremont  road,  25x100.  Bankers  Realty  and 
Security   Co   to    Patrick   Brick.      July   14.      July   25,    19(16. 

other  consid  and  lOIJ 

*Robin  av,  e  s.  12.5  s  Tremont  road,  25x100.  Same  to  same.  July 
14.     July  25,  1906.  other  consid  and  100 

Riverdale  av.  e  s,  177.8  s  of  c  1  Greystone  av,  runs  s  4(i<').  1  x  e 
147  to  c  1  Spuyteit  Duyvil  road,  x  n  e  402.3  x  n  w  277.4  to  be- 
ginning, contams  1  774-1,000  acres,  vacant.  PARTITION. 
Thos  F  Gilroy,  Jr,  to  Harriet  Hayden.  July  16.  July  24,  1906. 
13:3406.  6,900 

*Robin  av,  e  s,  250  n  Tremont  road,  50x100.  Bankers  Realty  and 
Security  Co  to  Wm  Hagemann.     July  23.     July  24.  19011.  2.300 

■•"Westchester  av  or  road  to  Harlem,  s  e  s,  at  n  e  s  Ferris  pi,  runs 
n  e  38  7  and  25  x  s  e  77.1  to  n  e  s  Ferris  pi  x  n  w  71.3  to  begin- 
ning. Westchester.  Wm  A  Mallett  to  Marcus  Nathan.  Mort 
.$2,100.      July   1(.  July   20.    1906.  other   consid   and    1«H) 

*Road  from  Westchester  to  Pelham  Bridge,  w  s,  at  s  c  cor  land 
J  Sands  Secor  lot,  runs  s  17-5  x  w  600  x  n  by  Mill  Pond  175  x  e 
.500  to  beginning,  Westchester.  Israel  Gore  to  Alexander  Walsh. 
July  23.  1906.  nom 

*Robin  av,  e  s,  20t)  n  Tremont  road,  50x100.  Bankers  Realty  & 
Security  Co  to  Mary  and  Julia  Tucker.     July  23,  1906.  '  '2,300 

Southern  Boulevard,  s  w  cor  l.'^Oth  st,  runs  —  30.4  x  w  113.2  x  n 
108.6  to  beginning,  probable  omission,  vacant. 

1.86th  st,  s  s,  108.6  w  Southern  Boulevard,  75x130,  vacant. 

Southern  Boulevard,  n  w  cor  184th  st,  25.3x117x25x120.11,  vacant. 

Southern  Boulevard,  w  s,  25.3  n  184th  st,  25.3x113.2x2.5x117, 
vacant. 

w  s,  50.7  n  l.S4th  st,  25.3x109.3x2.5x113.2. 
36.6  n  176th  st.  100x100,  vacant. 
75  n  17(!th  st,  50x100,  vacant. 
211.6  n  17(ith  St.  50x100,  vacant, 
Sophia  Frank  to  Ray  E  Schenkman,  of  Iselin,  N  J,  All  title. 
Morts  $38,878.  June  30.  July  10,  1906.  11:3113-3114-2877- 
2880.  other  consid  and  100 

St     Anns  av.   No   110  |s   w  cor  Southern   Boulevard.  25x75,  .5- 

Southern  Boulevard,  No  8.36|  sty  brk  tenement  and  store.  Robert 
C  Watson  et  al  EXRS,  &c,  Wm  Watson  to  Annie  De  Jonge.  Mort 
.$18,000.     May  15.     July  19.  1906.     0:2260.  23.2.50 

St  Anns  av,  Nos  1.50  and  152,  e  s,  (!0  s  135th  st,  40x80,  two  4-sty 
brk  tenements  and  stores,  .^nsonia  Realty  Co  to  Wolf  Stiebel. 
Mort  .$16.tMlO.     July  19,  1906.     10:2.547.  100 

Spuyten  Duyvil  Parkway,  e  s,  at  c  1  235th  st,  runs  s  w  2.89.4  x  e 
.309.1  to  c  1  Arlington  av  x  s  2.55  to  c  I  235th  st  x  w  172.10  to  be- 
ginning, contains  1  384-1,000  acres,  vacant.  PARTITION.  Thos 
F  Gilroy  Jr  referee  to  Jacob  Herb.  July  16.  July  21,  1906. 
13:3400.  8,600 

Spuyten  Duyvil  Parkway,  e  s,  289.4  s  w  c  1  235th  st,  runs  s  w  on 
curve  112.7  and  121.10  x  s  30  (o  c  1  proposed  st  x  e  ,339.11  to  c  I 
of  Arlington  av  x  n  172.4  x  w  .307.1  to  beginning  .contains  1 
70-100  acres,  vacant.  PARTITION.  Same  to  Henry  R  Knopf. 
July  1(>.     July  21.  190(5.     13:3409.  _  8,(m0 

Southern  Boulevard,  e  s,  2.50  s  Jennings  st,  50x100,  vacant.  Mary 
A  McCarville  to  Trinidad  McCarville.  July  18.  July  19,  1906. 
11:2980.  nom 


Southern  Boulevard. 
Undercliffe   av, 
Undercliffe  av,  w  s, 
Undercliffe  av,  e  s. 


Spuyten  Duyvil  road,  proposed,  c  1,  at  n  s  farm  Jas  R  Whiting 
dec'd,  runs  s  21(i.2  x  w  346.11  x  n  192  x  e  257.2  to  beginning, 
contains  1  325-1, (.)()(_)  acres,  with  land  under  water,  &c,  Hudson 
River.  PARTITION.  Thomas  F  Gilroy  Jr  referee  to  Archibald 
Douglas.     July  l(i.     July  20,   IIMJO.     13:3412.  11,1.50 

Southern  Boulevard,  w  s,  325  n  Jennings  st,  50x100,  6-sty  brk 
tenement  and  store.  Louis  Barth  to  Harry  Held.  Mort  .$.52,500. 
July  24.     July  2(;.   1906.      11:2977.  other  consid  and  100 

Spuyten  Duyvil  Parkway,  w  s,  at  w  s  of  old  Riverdale  av,  at  point 
immediately  s  of  Morrison  st,  runs  s  along  av  144.11  to  Parkway 
X  n  —  to  beginning,  intended  to  convey  part  of  bed  of  said  av. 
Isabella  M  Ewen  et  al  to  Henry  Kroger.  Q  C.  July  18.  July 
21,  1906.     13:.3411.  nom 

Spuyten  Duyvil  road,  c  1,  at  n  line  farm  James  R  Whiting,  runs 
e  4.8  to  c  1  Tibbetts  Brook  x  s  e,  s  and  w  and  s  w  —  to  c  1  234th 
st  X-  n  w  to  said  road  x  n  e  512.1  to  beginning,  contains  1  930- 
1,000  acres,  with  all  title  to  land  under  water  Tibbetts  Brook 
only.  PARTITION.  Thomas  F  Gilroy  Jr  referee  to  Francis 
W   Pollock.     July   16.      July  21.   1906.      13:3406.  3,000 

Spuyten  Duyvil  Parkway,  w  s.  238  n  lands  Mrs  Cox,  runs  n  112.8  x 
w  58.4  to  s  s  of  a  new  st  x  w  286.4  to  e  s  Independence  av  x  s 
150  x  e  —  to  beginning.  Christian  F  Gennerich  to  Henry  Kro- 
ger.    July  2.     July  21,   1906.      13:3411.   .  nom 

Spuyten  Duyvil  Parkway,  w  s,  238  n  lands  Mrs  Cox,  runs  n  112.8 
X  w  on  curve  58.4  to  s  s  of  a  new  st  x  w  286.4  x  s  1.50  x  e  —  to 
beginning. 

Spuyten  Duyvil  Parkway,  w  s,  at  land  Mrs  Cox,  runs  n  29.8  to 
n  s  230th  st  x  w  2,')8.2  x  s  29.6  x  e  293.10  to  beginning,  vacant. 
Release  mort.  Fritz  R  Altenheim,  a  corpn,  to  Christian  F  Gen- 
nerich.    June   8.      July   21,   19116.      13:3411.  nom 

Spuyten  Duyvil  road,  c  I,  at  s  line  farm  James  R  Whiting,  runs 
e  31(J  to  c  1  Tibbetts  Brook  x  n  e,  n,  n  w  and  u  to  c  1  234th  st 
X  n  w  to  c  I  said  road  x  s  w  467.6  to  beginning,  contains  1  .571- 
1,(X10  acres,  vacant.  PARTITION.  Thomas  F  Gilroy  Jr  referee 
to    Gyulo    Armeny.      July    16.      July    21.    1906.      i;;:.340(;.  3,150 

Southern  Boulevard,  w  s,  325  n  Jennings  st,  .5(1x1(10,  (i-sty  brk  ten- 
ement and  store.  The  Hawthorne  Building  Co  to  Louis  Barth, 
Mort  .$52,500.     July  23.     July  24,   1906.     11:2077, 

other  consid  and  100 

*Tremont  av,  n  s,  104.3  e  11th  st,  105xl0xll4xlO0.x53.9. 

Av  B,   s  w  cor  11th  st,   108x200.5,  Unionport.  | 

Thos  F  McLaughlin  to  Wm  J  Hyland.     July  19.     July  21.   1906. 

other  consid  and  1(X) 

Tiebout  av.  e  s.  301.4  n  184th  st.  25x107.1,  vacant.     Thos  J  L  Mc- 

Manus  and  ano  EXRS,  &c,  Catharine  Clinton  to  Cecilia  A  Clinton, 
of  Jersey  City.  N  J.     July  10.     July  25,  1906.     11:3(J22.  2,275 

'''Tremont  road|  n  w  cor  Pilgrim  av,   runs  w   14S.4  x   n  e  2.51.-5  to 

Pilgrim  av  |  w  s  Pilgrim  av,  x  s  203  to  beginning.  Bankers 
Realty  and  Security  Co  to  Elmer  M  Kimbark.  July  11.  July 
24.   1!K)6.  other  consid  and  100 

*Tremont  av.  n  s,  93  e  Rosedale  av,  runs  n  5.10  x  w  15  x  s  e  16  to 
beginning.  Geo  A  Noonan  to  Henry  S  Maidhoff.  Q  C.  June  15. 
July  24.   1906.  nom 

*Same  property.  George  McCausIan  to  Henry  S  Maidhoff.  July 
24,   19(J(i.  nom 

Topping  av,  e  s,  200  n  174th  st,  75x95,  2-sty  frame  building  and 
vacant.  Release  mort.  Harlem  Savings  Bank  to  James  Buck- 
ley.    July  23.     July  24.   1906.      11:2799.  3.(i51.30 

Same  property.  James  Buckley  to  Ella  Gundlach.  July  23.  July 
24,   1006.     11:2799.  other  consid   and   100 

*Tremont  av.  n  s,  75  w  Amsterdam  av,  25x100.  | 

Amsterdam  av,  w  s,  12.5  n  Tremont  road.  2.5x1(M).  j 

Bankers    Realty   &   Security   Co   to   Thomas   Hamilton.      July  20. 
July  23,   190G.  other  consid  and  100 

*Tremont  road   |n  w  cor  Pilgrim  av,  runs  w   148.4  x  n  e  251.5  to 

Pilgrim  av  |     w  s  Pilgrim  av  x  s  203  to  beginning. 

Edison  av,   e  s.  200  n  Tremont  road,  50x100. 
Release    mort.      A    Morton    Ferris    to    Bankers    Realty   &   Security 
Co.     July  14.     July  23,  10(t6.  2,250 

Union  av.  No  7(i7.  w  s.  KIO  n  1.56th  st,  16..Sx75.11x17.10x,86.9.  2- 
sty  frame  dwelling.  Gaetano  Salerno  et  al  to  Henry  Cohen.  Mort 
.$3.(100.     June  20.     July  20.  1906.     10:2(;7(i.       other  consid  and  100 

Union  av.  No  (!;!(!.  e  s.  111.5  s  152d  st,  1(;.8.\90.  2-sty  brk  dwell- 
ing. Annie  Ripp  to  John  H  Bargon.  July  19.  July  20,  1906. 
10:2674.  100 

Valentine  av.  No  2041.  w  s,  324.3  s  180th  st,  16.8x98.7x16.8x98.9, 
2-sty  frame  dwelling.  Jacob  Taub  to  Dennis  H  Stokes.  Mort 
$2,.5O0.     July  23.     July  24,  1906.     11:3144  and  3149. 

other  consid  and  1(X> 

Vyse  av.  No  1137.  w  s.  KiO  n  Kuth  st,  20x100,  3-sty  brk  dwell- 
ing. Abraham  A  Silberberg  to  Lillie  Leichtman.  Mort  $8,(X)0. 
July  23.     July  25,  1906.     10:2752.  other  consid  and  100 

Valentine  av.  No  2011,  w  s,  618.8  s  180th  st,  16. 8x06. OxK). 8x96.9, 
2-sty  frame  dwelling.  Walter  F  Baker  to  Frank  L  French. 
Mort   .$2..50O.      June   30.      July   26,    1906.      11:3149. 

other  consid  and  100 

Vyse  av.  No  1139,  w  s,  I.80  n  l(i7th  st.  20x100,  3-sty  brk  dwell- 
ing. Abraham  A  Silberberg  to  Dora  B  Goodman.  Mort  $8,(XH>, 
July  23.     July  2(i,   1906.      10:2752.  other  consid  and  100 

Valentine  av.  e  s.  123  n  1.82d  st,  25x(.!9. 11x25. 1x68.  2-sty  brk 
dwelling.      Martha   F   Schorer   to   Henrietta   Hahn.      Mort   .$7.7.50. 


July    19.      July   21 
Valentine    av.    e    s,    7.3    n 
dwelling.     Same  to  same 
11:3145. 


1901).      11:3145.  other   consid   and   100 

182d    st,    25x66.2x25.1x64.3.    2-sty    brk 
Mort  .$",.500.     July  19.     July  21,  1906. 

other   consid   and    100 


Valentine  av,  e  s,  22.11   n  l,S2d  st,  16.8x61.9x16.9x66.6, 


dwelling 
11:314.5. 

Valentine 
dwelling, 
11:3145. 

Valentine 
dwelling, 
11:3145. 

Vyse  av,  s 


Same  to  same. 

av,   e   s.   56.4   n 
Same  to  same. 

av,   e   s,   39.8   n 
Same  to  same. 


-sty  brk 


Mort  $7,500.     July  19.     July  21,  1906. 

other  consid  and   100 
182d   st,    16.8x64.3x16,9x63.   2-sty  brk 
Mort  $5,2.50.     July  19.     July  21,  1906, 

other  consid  and  100 
182d   St.    16.8x63x16.9x61.0.    2-sty   brk 
Mort  $5,250.     July  19.     July  21,  1906. 
other  consid  and  100 
w  cor  Freeman  st.  95x25,  vacant.     Geo  J  Fernschild  to 


Martha  Graham.     July  18.     July,  19,  1906.     11:298(). 


100 


The  text  of  these  pages  Is  copyrighted.     All  rights  are  reserved.         Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 


ipo 


Conveyances  RECORD      AND      GUIDE 


Bronx 


July  28,  1906 


G.  A.  ROULLIER  AND  R.  H.  BETHEL 


M.   A.    S.   C.    E. 


New  York   OfTic*.  211-217   West  125th  St.,  Tel.  7195  Morningside 


ASSOCIATED   CIVIL  ENGINEERS 
AND  CITY   SURVEYORS 

Specialists  on  Developements 
Long  Island   Office,   20   Main  St.,   Flushing,  Tel.  39   Flushing 


M.    M.    E.    S. 


Valentine  av.  e  s,  148  n  lS2d  St.  25.x71.9.x2.").l.\ri!l.ll,  2-sty  brk 
dwelling.  Same  to  same.  Mort  j$7,750.  July  I'J.  July  21.  1906. 
11:314.').  other  consid  and  100 

Valentine  av,  e  s,  19S.1  n  lS2d  st,  2.").\7.5..T>.\2.j.lx73.7,  2-sty  brk 
dwelling.  Martha  F  Schorer  to  Wm  P  Hagerman.  Mort  $7,800. 
July   19.     July  21.   1906.      11:3145.  other  consid  and   100 

♦Westchester  av,  late  Southern  Westchester  Turnpike,  w  s.  2.J.H 
s  e  2d  st,  37.11x112.10x37.0x11.5.1!,  Westchester.  Longin  P  Fries 
to  Jennie  A  O'Ryan.     Mort  $7,000.     July  23.     July  24,  lOOti. 

other  consid  and  1(X) 

Westchester  av.  Nos  924  and  92(1,  s  s,  190.2  w  Wales  av.  runs  s 
124.11  X  s  30.2  X  n  w  22.4  x  n  131.11  to  av,  x  e  4.')  to  beginning, 
5-sty  brk  tenement  and  store.  Mercury  Realty  Co  to  Samuel 
Brener  and  Max  Montried.  Mort  .$48,000.  June  22.  July  24. 
1900.     10:2044.  other  consid  and  100 

♦Westchester  av,  late  road  to  Harlem|  s  e  s,  at  line  bet  lots  22  and 

Ferris  pi  I     -1.    and    being    lot    21    par- 

tition map  heirs  of  Capt  Cornell  Ferris,  runs  s  e  77.1  to  s  w  s 
Ferris  pi,  x  s  e  .33  2  x  n  e  1  x  n  w  IIK)  to  said  road,  x  s  w  2.5  to 
beginning.  Agnes  M  Cooley  to  Hyman  Wolfson.  July  20.  July 
24,  1900.  other  consid  and  100 

Westchester  av,  Nos  910  to  914,  s  e  s,  at  e  s  Robbins  av.  at  point 
83.C  n  l.">2d  st,  runs  e  110  x  n  12.4  x  n  w  79.11  to  Westchester 
av.  x  s  w  70.0  to  beginning.  .5-sty  brk  tenement  and  store.  Pe- 
ter Kieter  to  Atlas  Investors  Co.  Mort  $3(t,0tX).  July  24.  July 
2.5,  1900.     10:2044.  other  consid  and  1(X) 

Washington  av.  No  1237,  w  s.  90  n  lC8thst,  21.0x140,  2-sty  frame 
dwelling,  .^lice  Hall  to  Rudolph  Brojer.  July  24.  July  25, 
1900.     9:2390.  other  consid  and  100 

Washington  av,  e  s,  bet  lG8th  st  and  lG9th  st,  and  _at  line  bet 
lots  51  and  50.  on  map  Morrisania,  runs  e  123  x  s  25  x  w  123.8 
to  av,  X  n  25  to  beginning. 

Washington  av.  e  s,  bet  IGSth  st  and  169th  st,  25  s  line  bet  above 
lots   25x124.4x25x123.8. 

Washington  av.  e  s,  on  n  w  line  of  lots  51  and  .50  x  s  w  from  n  w 
cor  said  lot,  runs  s  w  25  x  s  e  parallel  with  168th  st,  to  c  1  blk 
between  Pordham  and  Washington  avs,  —  x  n  e  25  x  n  w  to 
beginning,   except  part  for  av. 

Harris  Danzig  et  al  to  The  Diamond  Construction  Co.  Mort 
.$19,500.     July  23.     July  25,  1900.     9:2373.     other  consid  and  100 

♦Westchester  av,  s  s.  100  w  Pugsley  av,  100x150.  I 

170th  st        In  s,   160  w  Pugsley  av,   runs   w  11.6  to   Tremont   avj 

Tremont  av  |  x  n  w  44  x  n  130.3  x  e  50  x  s  1.50.11  to  beginning. 
N  Y  Catholic  Protectory  to  Christian  Vorndran.  Mort  $8,100. 
June  28.     July  19,   1900.  15,700 

Webster  av(?)  or  Kingsbridge  road,  n  s,  at  e  s  land  N  Y  &  Harlem 
R  R  Co.  runs  e  20O  x  n  w  1.50  to  w  s  Bronx  River  x  n  w  210  to  a 
stake  on  w  s  Bronx  River,  x  n  w  74  x  s  —  to  beginning,  contains 
1  acre. 

Public  road  or  highway  leading  to  Williamsbridge  and  New 
Rochelle,   s  s,  adj  land  N  Y  &  Harlem  R  R,  24x110. 

Bronx  River.  — s.  near  Williamsbridge,  on  road  leading  to 
Kingsbridge,  runs  w  —  to  land  formerly  conveyed  by  Jacob 
Dodge  to  John  Morrison  x  n  e  to  Bronx  River  x  s  e  —  to  begin- 
ning,  gore. 

Release  dower.  Susan  A  Tier  widow  to  Irving  Tier.  All  title. 
July  11.     July  26,   1906.     12:3360.  other  consid  and  100 

♦Washington  av,  e  s,  269  s  Westchester  av.  33x101.  Mary  A  Ford 
to  Rosina  F  Berndt.     Mort  $2,700.     July  17.     July  21,  1006.     nom 

♦Westchester  av.  n   s,   287.3   e   Public   pi.  50x100.  | 

Tremont  av.  s  s.  274  w  Pugsley  av,  runs  n  w  on  Tremont  avi 
28.6  to  170th  st  X  w  75  x  s  115.3  x  e  99.7  x  n  113  to  beginning.] 
N  Y  Catholic  Protectory  to  Provincial  Realty  Alliance.  Mort 
$8,900.     June  28.     July  26.  190(1  12,800 

Webster  av.  No  2494,  e  s,  91.3  u  189th  st,  20x103.11x19.11x105.8, 
2-sty  frame  dwelling.  Therina  T  Barnard  to  John  F  Steeves, 
Henry  H  Barnard  and  Bradley  L,  Eaton.  Q  C.  July  19.  July  23, 
1906.      11:3032.  other    consid    and    100 

Webster  av,  Nos  2513  to  2517,  n  w  s,  63.6  s  w  Kingsbridge  road, 
63.10x45.11x65.4x47.10.  three  3-sty  frame  tenements  and  stores. 
Emma  V  Van  Zandt  to  Luke  S  Van  Zandt.  Aug  22,  1890.  July 
23,   1906.      11:3026.     R  S  $8.  nom 

Walton  av.  No  2102,  e  s,  75  s  181st  st,  25x100,  3-sty  frame  tene- 
ment. Release  mort.  Elsie  L  Herzog  to  Hyman  Axelroad  and 
Nathan  Cohn.     July  16.     July  19,  1906.     11:3178-3180  and  3185. 

500 

Wendover  av.  No  091,  n  s.  221.11  e  Webster  av,  37.6.x83.10x37.6 
xS3  7  4-sty  brk  tenement.  Maurice  Cohn  to  Louis  Jawitz.  Q  C. 
July   18.     July  20.   1906.     11:2897.  nom 

Wendover  av.  No  693,  n  s,  2.59.5  e  Webster  av.  37.6x.S4x37.6x83.10, 
4-sty  brk  tenement.  Joseph  Koch  to  Maurice  Cohn.  Q  C  and 
confirmation  deed.     June  20.     July  19,  19tKi.     11:2897.  nom 

Washington  av,  e  s,  94.10  s  Wendover  av.  .50x100,  vacant.  Harry 
Lehr  to  Samuel  Williams.  Samuel  Grodginsky  and  Isaac  Haft. 
Mort  $30,000.     July  10.     July  19,  1900.     11:2912. 

other  consid   and   100 

Willis  av,  Nos  424  and  420;s   e    cor    145th    st,   50x74,    1   and   2-styj 

145th  St.   No  0.50  ;.  frame  stores.  1 

145th  St.  No  060,  s  s.  74  e  Willis  av.  25x50,  2-sty  frame  dwelling.; 
James  J  Kennedy  to  Wm  Oppenheim  and  Meyer  Vesell.  Mort 
$35,000.     July  19.     July  21.  1906.     9:2289.       other  consid  and  100 

♦Wright  av,  e  s.  100  s  Randall  av,  25x100.  Land  Co  C  of  Eden- 
wald  to  Michael  J  Murphy.     July  11.     July  19,  1900.  nom 

♦Williams  av.  e  s,  2.50  n  Tremont  road.  .50x1110.  Bankers  Realty 
&  Security  Co  to  Francis  Mullen.     July  20,  1906.  2.050 

♦Zulette  av,  s  s.  375  e  Mapes  av,  25xl<10.  Fred  M  Weiss  to  Jo- 
seph Newman  and  Longin  P  Fries.     June  1.     July  25,  1906. 

other  consid  and  100 

♦1st  av.  s  s,  lot  7  and  part  lots  4  and  5  map  of  Olinville,  180.2. 
bounded  e  by  line  bet  lots  7  and  6  300  ft  s  by  lot  3  248  ft.  and  w 
bv  Bronx  River  312  ft.  John  Stahl  and  ano  to  Henry  Stahl,  of 
Philadelphia,   Pa.     June  1.     July  23.  19013.       other  consid  and  100 

♦1st  av,  w  s.  part  lot  15  same  map.  bounded  e  by  1st  av  100  ft, 
n  X  lot  16  100,  s  by  lot  14  100.  and  w  by  remainder  of  lot  15  100 
ft.  Same  to  same.  Mort  $6,000  on  this  and  other  property. 
June  1.     July  23.  1906.  other  consid  and  ItH) 

♦1st  av.  e  s,  part  lot  14  same  map,  adj  lot  15,  100x100.  Same  to 
Frederick  Stahl.  of  Philadelphia.  Pa.  Mort  $6,(.100  on  this  and 
other  propertv.     June  1.     July  23.  1906.  other  consid  and  100 

♦1st  av,  s  w  cor  2d  st,  100x100.  Olinville.  Same  to  John  Stahl,  of 
N  Y.  Mort  $6,000  on  this  and  other  property.  June  1.  July  23. 
190(5  other  consid  and  100 

♦2d"  av,  e  s,  30O  n  2d  st,  25x100,  Olinville.  Release  mort.  Daniel 
Ryer  to  Virginia  T  Smith.     June  30.     July  20,  190*5.  nom 


♦2d  av,  n  e  cor  229th  st  (15th  st),  51.6x105,  Wakefield.  Nathan 
Levkowitz  to  Wm  E  Shoemaker.  Mort  $.5.50.  July  10.  July  21, 
1906.  other  consid  and   VM) 

3d  av.  No  3802,  e  s,  25  n  171st  st,  23.6x100x18.7x1110.1,  5-sty  brk 
tenement  and  store.  Isador  Dobroezynski  to  Philip  Zuckerman. 
Mort   $19  0<I0.     July  25.     July  26,   19IJ6.     11:2928. 

other   consid   and  100 

3d  av.  No  .3320,  e  s.  2.53.5  s  Franklin  av,  25.11.x87.8x20.11x!:»4.5, 
4-sty  brk  tenement  and  store.  Joseph  Corbett  to  Ida  Daniel 
Mort  J15..500.     July  26,  1906.     10:2007.  other  consid  and  100 

3d  av.  No  38711.  e  s.  104.5  n  Wendover  av,  25x125,  4-sty  brk  tene- 
ment and  store.  Hyman  Dickstein  to  Lester  Antler.  Mort 
$14,900.     July  24,   1900.     11:2929.  other  consid  and  100 

3d  av,  w  s,  201.2  s  173d  st,  50.1x80. 7.\.5O.\80.0,  vacant.  Chas  A 
Krause  et  al  HEIRS,  &c,  Sarah  McVey  Krause  to  James  Mc- 
Intyre,  of  Wayne  Co.  N  Y.  Jan  7,  1904.  Rerecorded  from  Jan 
.8,   1!KI4.     July   19,   19(>;.     11:2920.  nom 

3d  av.  Nos  2073  to  2677,  w  s,  .50.8  n  142d  st,  .50.3x100,  three  4- 
sty  frame  brk  front  tenements  and  stores.  Ede  Levenson  to  Geo 
Pfister.  %  part.  Mort  %  of  .$35.0110.  July  17.  July  24,  lOOti. 
9:2323.  other  consid  and   100 

♦5th  av.  w  s.  lot  24  map  J  E  BuUard  &  Co,  adj  South  Mt  Vernon. 
2.5x100.  James  Lockwood  to  Maria  Urbansky.  July  19.  July 
26,   190li.  other  consid  and  100 

♦5th  av,  w  s,  lot  24  map  J  E  BuUard  &  Co,  adj  South  Mt  Vernon, 
2.5x100.  Marv  Kavton  to  James  Lockwood,  of  Y^onkers,  N  Y. 
Mort  $175.     June  25,  1895.     July  20,  1906.  300 

♦6th  av,  s  w  cor  216th  st,  100x100,  Laconia  Park,  Clarence  E 
Gilmope  to  Geo  F  Keep,  of  Cochituate,  Mass,  Mort  $1,47.5. 
March  23.  1903.  Rerecorded  from  Dec  2,  1903.     July  23,  I'Mii.  nom 

Lots  84  and  85  map  Woodlawn  Heights,  begins  3.53.7  n  236th  st,     . 
50.2  e  s  xl37.1  s  s  x.50  w  s  xl33.10  n  s.     Daisy  B  Cohen  to  Adele 
Goldberg.      Mort   $1,770.      July   10.      July   24,    1906.      12:3398. 

omitted 

♦Lots  301  to  305  map  subdivision  of  partition  of  Penfield  prop- 
erty.    Wm  W  Penfield  to  Mary  A  Horan.     July  23.     July  24,  1900. 

other  consid  and  100 

♦Lots  154a  and  1.54b,  same  map.  Same  to  Fanny  T  Horan,  Port 
Jervis.  N  Y.     July  23.     July  24.  1900.  other  consid  and  1(X) 

♦Lot  98  on  map  No  14.3.  of  Wakefield.  Sound  Realty  Co  to  Joseph 
H  Myers.     July  25,  1900.  other  consid  and  100 

♦Lots  32  and  86.  on  map  No  llOSa  on  amended  map  of  126  lots, 
being  a  subdivision  of  plot  23  of  Clasons  Point.  Release  mort. 
Mary  A  Kent   to   Hudson  P  Rose   Co.     July  18.     July  25,   1906. 

550 

♦Lots  33  and  .34  same  map.  Hudson  P  Rose  Co  to  Francesco  Equil- 
lante.     June  11.     July  2.5.  1900.  nom 

♦Lots  87  and  88  same  map.  Same  to  Pasquale  Raimo.  July  11. 
July  25.  1900.  nom 

♦Lot  .36  on  map  No  426  of  building  lots  near  Williamsbridge  Sta- 
tion. Irving  Realty  Co  to  Giuseppe  Russo.  Mort  .$40(1.  July 
17.     July  23.   l'.)06.  other  consid  and   lOO 

♦Lots  14  to  1<?  blk  C  map  portion  Matson  S  Arnow  estate.  West- 
chester. Chester  Realty  Co  to  Henry  C  Mapes.  July  10.  July 
19,  1906.  nom 

♦Lot  97  on  map  No  143  of  Wakefield.  Sound  Realty  Co  to  Louis 
Klayt.     July  25.     July  26,  190(5.  other  consid  and  100 

♦Lot  267  map  Pugsley  estate,  Unionport.  John  Reardon  to  Julia 
L  Reardon.     All  liens.     July  19.     July  26,   1900.  nom 

♦Lots  14.  15  and  Itj  blk  C  map  portion  Matson  S  Arnow  estate, 
at  Westchester.  Henry  C  Mapes  to  Longin  P  Fries  and  James 
Fowles.     July  24.     July  26,  ir)06.  nom 

♦Same  property.  Longin  P  Fries  et  al  to  The  Chester  Impt  Co. 
July  24.      July  20.   IfMX!.  nom 

Lots  7.59.  700  and  7151  map  Sec  C  of  Vyse  estate.  Meta  A  wife 
Wm  Wetterer  to  Wm  R  Rose.  Q  C.  July  21.  July  23,  1906. 
11:2977.  nom 

Same  propertv.  Wm  R  Rose  to  Marcus  Nathan.  July  16.  July  23. 
190(5.      11:2977.  other  consid  and  100 

♦Lot  2.54  partition  map  Wm  Adee,  Westchester,  being  a  part  plot 
G7  on  map  No  066.  Susan  A  Tier  EXTRX  Daniel  Tier  to  Joseph 
and   Louis   W   Palchinski.     May   10,    1892.      July   20,    19(H5.     1..500 

♦Lot  19  amended  map  .Adee  Park.  Adee  Park  Realty  Co  to  Mabel 
Bernhart.     July  11.     July  21,   190(5.  other  consid  and  llX) 

♦Lots  78.  79,  170,  177  and  178  same  map.  Same  to  Filomena  Ci- 
poUa.     July   II.     July  21,   1906.  other  consid  and  100 

♦Lot  107  map  108  lots  Coster  estate.  Hudson  P  Rose  Co  to 
Zecilia  Pewny.     June  11.     July  23,  190(5.  nom 

♦Plot  begins  740  e  White  Plains  road,  at  point  1070  n  along  same 
from  Morris  Park  av,  runs  e  100  x  n  25  x  w  100  x  s  25  to  be- 
ginning, with  right  of  way  to  Morris  Park  av.  Herman  Tuch- 
man  et  al  to  Samuel  Storch.  Mort  $3,2.50.  July  24.  July  25. 
1906.  other  consid  and  1(X) 

♦Plot  begins  45  w  'RTiite  Plains  road,  at  point  .345  n  along  same 
from  Morris  Park  av,  runs  w  100  x  n  25  x  e  KXI  x  s  25  to  begin- 
ning, with  right  of  way  to  Morris  Park  av.  Augusta  Baker  to 
Onofrio  Maniscalco.     .Mort  $2.(n:i(l.     July  16.     July  24.  1906. 

other  consid  and  100 

LEASES . 

Under  this  head  all  Leases  recorded.  Assignment  of  Leases  and 
Leasehold  Conveyances  will  be  found.  The  expiessed  consideration 
following  the  term  of  years  for  which  a  lease  is  given  means  so 
much  per  year.) 

July   19.   20,  21,'  23.  24,  25   and  26. 
BOBOtTGH    OF   mANHATTAIT. 

Allen  st.  No  1(53,  all.  Max  Rosenthal  et  al  to  Alex  Grushevsky: 
3  years,  from  June  8,  VMt).     July  19,  1906.     2:416 4,(H)0 

Broome  st.  No  213.  Assign  lease,  letter  Brewing  Co  to  Max 
Hayman.     June  21.     July  19,  1906.     2:351 nom 

Canal  st.  No  79,  n  part  of  ground  floor.  N  Y'  Industrial  Co-opera- 
tive Soc  to  Chas  I  Bardin;  from  July  21,  1906,  to  May  1,  1908. 
July  24,  1;K)0.     1:300.  600 

Cannon  st.  No  111,  all.  Surrender  lease.  Louis  Mondschein  and 
ano  to  Abraham  Hvmanson.  July  2.  July  19,  1906.  2:335.. 
654.86 

Columbia  st.  No  SI.  Assign  lease.  Isidor  Reiss  and  ano  to  The 
Eastern  BrewiDg  Co.     July  5.     July  24,   1906.     2:334 3,500 

Columbia  st.  No  81,  Consent  to  assign  lease.  Max  Speiser  to 
Isidor  Reiss  and  ano,     July  6.     July  24.  1906.     2:334 
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DENNIS  G.  BRUSSEL 

'  ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT- HE  AT- POWER 


The  Brussel  Method  and  organization  is 
devoted  exclusively  to  the  electrical  prob- 
lem of  the  building.  Independent  plants 
installed,  or  wiring  for  street  service.  Writ* 
for  particulars, 

15  West   29th    Street,    N.  Y. 


East  Broadway.  No  tS8,  store  and  basement.     Israel  D  Schlachefzki 
to  Morris  Garflnkel;   2  years,  from  Mar  1,  I'.MX').     July  10,  1900. 

1:281 1.000 

East   Broadway.   No  211,   basement  store.     Annie   F  Haber  to  Az- 
riel  Coopersmith  and  ano;  3  years,  from  May  1,  1007.     July  23. 

1000.     1:28") 90O  and  1.020 

Elizabeth  st.  No  lO'i,  store.  (Sic.     Miehele  Rossi  to  Antonio  Maglio; 

3  years,  from  Jan  1,  1900.     July  21,  lOOt..     2:479 720 

Elizabeth  st.   No  259.      Subordination  of   lease   to   mortgage.      H   B 
Seharmann   &  Sons  with   \Vm  H  Jay   EXR  Mary  E   B  Field  and 

ano.     July  24.     July  2.j,   1900.     2:.")08 nom 

Eldridge    st,    Nos    23<i    to    242.    1st   store   north   from    Stanton   st. 
Esther    Minsky    to    Morris    Ginberg;    6   years,    from   Aug   1,    1900, 

with   renewal.      July   20,    1!KX;.      2:417 1.800 

Goerck  st.  No  144,  stoop  floor.     Benj  J  Weil  and  ano  to  Nachlath 
Zwee   Aschei   Ungarn;   3   10-12   years,  from  July   1,   1906.      July 

19,    1900.      2:325. 540 

Grand  st,  No  133.     Assign  lease.  Louis  Schippes  and  ano  to  Adolph 

Gressard.     July  10.     July  19,  190(!.     1:233 nom 

Grand   st,   No   423,   s    w   cor   Attorney   st,    store,   &c.      The   Estate 
Samuel    Levin    to    Morris    Sookue;    2    years,    from   Mar    1,    1909. 

July   21.    1906.      1:314. I,.o00 

Grand  st,  n  w  cor  Clinton  st,  — x — .     Assign  lease.     Mary  E  Sulli- 
van to  Samuel  B  Weisberger.     July  24.     July  2."),   1900.     2:346. 

nom 

Greenwich  st,   n  w  cor   Duane  st,  — x — .      Assign   lease.      Martin  A 

Phelps  to  J  Herman  Rohrs.     May  1.").     July  23,  1000.     1:142.. nom 
Hudson  st.   No  103  [stores.      Michael    Murtha   to   Daniel    Dil- 

Laight  st,  Nos  47  and  47%|     hon;   3  years,  from  May  1,  1906.     July 

21.   1900.     1:21.'5 1..500 

Lewis   st.   No   102,   all.      Max  L   Schallek   to   Moses   Wold;   2  9-12 

years,   from  Aug   1,    1006.      July   20,   1000.     2:330 3,200 

Ludlow  St.   Nos   118  and  120.     Surrender  lease.     George  Schor  to 

Hyman   Watchstein.     July   13.     July  19,   1.100.     2:410 nom 

Monroe  st.  No  109.     Surrender  lease.     Samuel  Zurick  to  Abraham 

and   Joseph   Fine.      July    19.      July   20,    11MJ6.      l:20!t 150 

Monroe  st,   No  245.     Surrender  lease.     Joseph   Sussman   to  Abra- 
ham  Levenstein.      July   25.      July   20,    1900.      1:200 755 

Norfolk   st.   No   107.      Surrender   lease.      Nathan   Havel   to   Nathan 

Kirshanbaum.      July   13.      July   19.   1000.      2:355 nom 

North   Moore  st,   Nos  5(5  to  02  |s  s,  109.4  w  Hudson  st,  runs  s  88.1 
Franklin  st,  Nos  178  and  180        |     .x  w  25. .5  x  s  88.1  to  n  s  Frank- 
lin st  X  w  33  X  n  S8.1  x  w  42  x  n  88.1  to  North  Moore  st  x  e  100.7 
to  beginning.     The  Rector,  &c,  of  the  P  B  Church  of  St  Marks  in 
the  Bowery  to  Joseph  T  Jones;  21  years,  from  May  1,  lOIIO,  with 

renewal.     July  19,   19O0.     1:187 taxes.  &c,  and  5.200 

Nassau  st,  Nos  105  and  107  |u    w    cor,    .34.9x70x44.1x70.7,      Ann    E 

Ann  st,   Nos  25  to  29  |     Hoff   and   ano   to  Rose   Schulte   et   al 

EXRS,  &c,   Anthony  Schulte  et  al ;   0  10-12  years,  from  July  1, 

1906,   with  5  years   renewal- at  $18,000.     July  21,   1900.      1:90. 

15,000 

Orchard  st.  No  23,  basement  store  and  1  room  on  stoop  floor. 
Israel   D   Shlachetzki   to  Fishel   Foskowitz;   .5  years,   from   Aug  1, 

1006.     July   19.   1901!.      1:229 900  and  900 

Pitt   st.   No   10,   all.      Sigmund   W  Barasch   to   Isidor  Jackowitz;   3 

years,   from  July   1,   1906.     July   21,   1900.     2:330 3,600 

Rivington  st.  No  118,  basement  store  and  sub-basement  and  rear 
yard.      Stanislaus    N    Tuckman    and    ano    to    Samuel    Goldner   and 

.     ano;  5  years,  from  May  1,  1000.     July  20,  1006.     2:354 960 

Rivington  st,  No  70.     Assign  lease.     Louis  Kapit  to  David  Binder 

and  ano.     July  18.     July  19,   1906.     2:416 nom 

South  st,  No  ,371,  21.2x52.3  on  Gouverneur  slip,  all.  Estate  of 
Charles   A   Coe.    a   corporation,    to   Patrick   M   Cannon;    5   years, 

from  May  1,  100<!.     July  25,  19(.K!.     1:244 1,200 

Same    property.      Assign    lease.      Patrick    M    Cannon    to    P    Ballan- 

tine  &  Sons.     Mort  .$2,500.     June  2.     July  25,  1906.     1:244.... nom 
Stanton  st.  No  02,  west  store.     Harry  Goldstein  and  ano  to  Heres 
Tachinsky  and  ano;  3  years,  from  May  1,  l',KJ6.     July  23,  1900. 

2:417 660 

St  Marks  pi,  No  91  basement,  &c.     Mary  E  Lawson  EXTRX  Robert 
8th  st  I     Lawson    to   Henry   A    Tadman;    4   10-12   years, 

from  July  1,  1906.     July  23.   1000.     2:404 l.OSO 

Waverly  pi.  No  13,  n  s,  3.53.10  w  University  pi,  30.7x142.2  to  alley, 
x30.10xl44.8.  TRUSTEES  of  Sailors  Snug  Harbor  to  Edward 
Cooper;  21  years,  from  May  1,  1804.     July  23,  1906.     2:550.... 

, taxes,  &c,  and  1.42S 

Waverly  pi.  n  s,  322.4  w  University  pi,  31.6x144.8  to  alley,  x31."x 
146.0.      Same   to   same;    21   years,   from  May   1,   1894.     July   23, 

1906.     2:5.50 taxes,   &c,   and   1.092 

William  st.  No  112.  store  basement  and  1st  loft.  The  South  Man- 
hattan   Realty    Co   to   Jacob   Berkovitz   and   ano;    2   vears.    from 

May   1,    1907.      July  21,    1900.      1:77 l.,SOO 

2d   st.   No  213.      Assign   lease.      Ascher  Siegfried   to   H  Koehler   & 

Co.-  Mar  20,   10O5.     July  21,   1900.     2:384 nom 

2d  St.   No  24(i,   all.      Hyman   Freedman  and   ano   to   Israel   Bieren- 

baum;  3  years,  from  Aug  1.  1900.     July  19.  19O0.     2:385. ..  .4,800 
2d    st.    No    282,    store,    &c.      Frank    Gaudy    to    Adolph    Freireich; 


2   10-12  years,  from   Aug   15,   KHIO.     July  20,   19(H;.     2:372. 


..540 


.5th  St.  No  412  East.     Assign  lease.     Jacob  Katz  to  Joseph  Jacobs. 

July  18.     July  25.   1000.     2:432 100 

7th   st,    Nos   199  and   201   East,   all.     Mores  Goldberg  and   ano   to 

Samuel  Weidhorn  and  ano;  3  years,  from  July  1,  1906.     July  20, 

1906.      2:.390 5,0<K) 

7th  st,  Nos  209  and  211  East,  all.     Abraham  Gronowitz  to  Isidor 

Rieger   and   ano;    3   years,    from   July   1,    1006.      July   20,    lOOi;. 

: 6,000  and   7,000 

0th  st,"Nos  734  and  736  East,   all.     Benjamin   Sonnenscheim  and 

ano   to  Albert  A   Rose;   3  years,   from  July   15,   1006.     July  25. 

1006.     2:378 5,4.50 

13th  st.  No  513  East,  store,  &c.      Francesco  Graziano  to  Vincenzo 

Vitale;  3  8-12  years,  from  May  1,  1906.  July  20,  1006.  2:407.540 
ICth  st,   Nos  514  and  510  East.     Surrender  lease.      Rocco   Gama- 

rone  and  ano  to  Louis  Klepper.     Apr  30.     July  21,  1906.     3:97.3. 

nom 

17th   st.   No  5  East,   store,   &c.     Emanuel  Heilner  and  ano  to   Al- 

fonse  D  Weil  et  al;   7  years,  from  May  1,  1006.     July  20    10<I0 

3:840 4..500 

Same  property.     Same  to  same;  3  years,  from  Apr  30,  1913.     July 

20,   1006.     3:846 5,000 

19th  st.  No  447,  n  e  s,  2.50  s  e  10th  av,  2.5x91.11.     Assign  lease. 


Nathan   B   Blum  with   consent   of  Francis  S  Ogden  to  Robert  M 
Lamm.     July   11.     July  21,   1900.     3:717 nom 

21st  st.  No  13  West,  all.  C  LeRoy  White  and  ano  to  James  J 
Mills;  3  years,   from  Jan  1,   1005.     July  20,   1900.     3 : 823 . . . . 2,500 

31st  st.  No  328  East.  Surrender  lease.  Vincenza  Laduca  and 
ano  to  John  J  Neeson  GUARDIAN  Maria  C  Kelly.  July  20.  July 
21,    1906.      3:936 132 

33d  st,  Nos  43  to  47,  n  s,  102.11  e  Broadway,  03.'4x08.0.   "Assign  " 
lease.      Henry   Corn   to   Improved   Property   Holding  Co   of   N  Y 
June  1.     July  20,   1006.     3:8.35 other  consid  and  100 

Same  property.  Consent  to  assign  lease.  Austen  G  Fox  to  Henry 
Corn  and  Improved  Property  Holding  Co.  June  1.  July  20 
lOI.Ni.      3:835 nom 

33d  st,  Nos  43  to  47  West,  all.  Henry  Corn  to  Siegfried  Blumen- 
krohn  and  ano;  20  yrs,  from  Jan  1,  1007.     July  26,  19U0.     3:835. 

„_ taxes,   &c,   and  35,000 

3oth  st.  No  28,  s  s,  395  w  5th  av,  20x98.9.  Ver  Plank  Estate  to 
Revillon  Freres,  Inc,  a  corpn;  from  July  19,  1906,  to  Apr  30 
1926.     July  21,   1906.     3:836 taxes,   &c,   and   10  000 

42d  st.  No  49,  n  s,  16(;.4  e  6th  st,  20.8x100.5.  Agreement  as  to  sale 
of  the  building  on  leasehold  property  and  assignment  of  lease. 
Samuel  V  Hoffman  et  al  TRUSTEES  Eugene  A  Hoffman  to  Julia 
Martinet.      May   20.      July   20,    llXXi.      5:1258 12.500 

44th  St.  Nos  ,50  to  03.  n  s,  145  e  0th  av,  71.1l)xltl0.5  "The  Algon- 
quin." Andrew  H  Smith  to  Edward  Earle;  20  5-12  years  from 
Dec  1,  1904.     July  23,  1906.     5:12(!0 taxes,  &c,  and  46,800 

Same  property.  Consent  to  assign  lease.  Same  to  same  and  Algon- 
quin Hotel  Co.     Dec  5.  1004.     July  23,  1000.     5:1200 nom 

Same  property.  Assign  lease.  Edward  Earle  to  Algonquin  Hotel 
Co.      Dec  5,   1904.     July  23,   1006.     5:1200 09,500 

45th  st.  No  433  West.  Subordination  of  lease  to  Mortgage.  Thos 
Brodmerkel  and  Geo  Hofmann  with  Bernheimer  &  Schwartz  July 
2.3.     July  24.  1000.     4:10.55 nom 

48th  St.  No  410  West,  east  store.  Maximilian  G  Jantzen  to  Thos 
Conville  Brewing  Co.  July  10,  1900;  5  years,  from  May  1,  1900. 
July  23,  1900.     4:10,58 720 

Same  property.      Cancellation   of  lease  dated  May  1.   1905.     Same 
__with  same.     July  lit.  liKlO.     July  23,  1000.     4:10.58 

57th  St.  No  .5.39  West,  store,  &c.  Vincent  Realty  &  Construction 
Co  to  Henry  Friedman;  1  11-12  years,  from  June  1,  190<i.  July 
21,  190(!.     4:10.80 420 

62d  st,  Nos  221  and  239  West.  Assign  lease.  Sophie  Knepper  to 
The  Knepper  Realty  Co.  May  0,  1004.  July  24,  lOUO.  4:11.54. 
nom 

Same  property.  Assign  lease.  The  Knepper  Realty  Co  to  Jacob 
Klein.      July  20.      July  24,    1906.     4:11.54    nom 

04th  st.  No  228  West,  east  store.  Adam  and  Anna  May  to  Wm 
Elvers;   3  years,   from  May  1,   1907.     July  20,   1906.     4:1J.55..000 

08th  St.  Nos  (iO  and  02  East,  west  store.  Moses  Peckter  to  Jacob 
Hirshkowitz;  2  years,  from  May  1,  1900.     July  20,  1906.     6:100.3. 

100th  st,  Nos  179  and  1.'^5  East,  two  buildings.  Samuel  T  Slater  to 
Nunzio  and   Miehele   Bonfiglio;   3  1-12  years,  from  Aug  1    1900 

July  23.    1006.      6:1028 12,800 

100th  st,  Nos  .305  and  309  East.  Surrender  lease.  Battista  Mira- 
bella    to    Barnett   Goldtein   and   ano.      July  23.      July   24,   100() 

,'i:l'>Sl l,.50O 

121st  st,  Nos  407  to  423,  n  s,  1.30  e  1st  av,  133x100.11.  Assign 
lease.      Leopold   Goldschmidt   to   Charles   Freysz.      Nov  6     1005 

July  24.  1006.     6:1809 .nom 

124th  st,   Nos  102  and   104  West.  all.     Edwari  Gilon  to  Frank  H 

Mines;  5  years,  from  May  1,  1900.     July  20,  lOOli.     7:1008 1.200 

120th  st,  Nos  80  and  82  West,  .50x— ,  all.  Isabella  Wallace  to 
Herman    Herrnstadt;    10    years,    from    Sept    1,    1900.      July    10 

1000.      0:1723 ,...; ..,5„5'00 

127th  St.  No  311  East.  all.  Louis  Cohen  to  Meyer  Friedlander  and 
Louis  Cohen,  firm  Cohen  &  Friedlander;  8  vears.  10  months  and 

12   days,    from   July    18.    1900.      July  24,    10(10.      (i:l,S04 1,400 

1.33d  st,  Nos  49  to  53  West,  east  store.  &c.  Max  Miller  to  Eman- 
uel Zimmer;   3  years   and   IVi   mouths,   from  Mar  15,   1906,  with 

2  years  renewal.     July  19,  1000.     6:1731 420 

151st  st.  No  525  West.  all.  Louis  Meyer  Realty  Co  to  Afro-" 
American   Realty  Co;   5  years  and  11   days,   from  July  20,  1000 

July  21,  1!X)(J.     7:2083 5,.5bo 

Av  A,  No  1.304,  s  e  cor  70th  st,  two  stores.  &c.  Henry  Nathan  and 
ano    to   Joseph    Goldberg;    4    11-12   years,    from   July    15     lOOO 

July  26,  19(Xk     5:1481 l.-joo  and  1,.380 

Same    property.      Assign    lease.      Joseph   Goldberg   to   H    Koehler  & 

Co.     July  24.     July  20.   1000.     5:1481 nom 

Av  A.  No  1074.  n  e  cor  88th  st.  store  floor.  &c.  Magdalena  Sieke 
to  Solomon  Scheuer;  5  years,  from  Dec  12,  1000.     July  20    190(> 

5:1585 ,S40 

Av  B,  No  253.  Assign  lease.  Herman  Koch  to  The  Ebling  Brew- 
ing Co.     July   19.     July  20.    1906.     3:983 nom 

Av    B,    No    107,   store.      Isaac   Mendoza   to   Arnold   Wolf;    4   10-12 

years,  from  July  1,  1900.     July  20,  19(X>.     2:.389 780  to  1.000 

Av  C.  Nos  33  to  41,  n  w  cor  3d  st,  certain  apartments.  Wolf 
Cohen   and   ano   to   Charles    Chess;    3   years,   from   May   1     1090 

July    10.    1906.      2:38i; 03(5 

Amsterdam  av.  No  1.i20.  n  w  cor  1,35th  st.  Assign  lease.  Tim- 
othy J  Raftery  to  M  Grohs  Sons.     July  2.     July  20,  1900.  7:1988. 

» nom 

Amsterdam  av,  Nos  868  to  876  s   w  cor   103d   st,   runs   s   1017  x   w 

10.3d  st.  No  202  !     217.9  x  n   19.8  x   e  99.9  x  n   77.1 

to   s   s   103d   st   X   e   118   to   beginning.      Judson   Lawson   to   The 

Clendening   Co;    21    years,    from    Sept    1,    1000.      July    19,    lOtXI. 

7:1874 taxes.   &c,  and   16,000  to   10.000 

Bowery,    Nos    115   and   117.      Assign   lease.      Edward   Morrissey   to 

The    Eastern    Brewing   Co.      June   6.      July  24.    1006.      1 : 304.  .2. (WO 
Bowery.  Nos  115  and  117.      Assign  lease.     Jacob  F  Hadley  TRUS- 
TEE Benj  F  Hadley  to  Edw  Morrissey.     June  25.     Collateral  se- 
curity.    July  10.  1906.     1:304 

Bowery,  Nos  115  and  117,  all.  Estate  of  Benj  F  Hadley,  Jacob  F 
Hadley  TRUSTEE   to   Edward   Morrissey;   8  years,   from   May   1 

m>(\.     July   19,.  1906.     1:.304 2„S0()  and  3,200 

Broadway,  Nos  1 161  to  1175In   w    cor   27th   st,   runs   n    1.35.10  x   w 

27th  st.   No  25  I     78.11   to   w  s   Old   Bloomingdale   road 

X  s  25  X  e  17.2  x  s  25  and  ,58.0  to  27th  st  x  e  87.7  to  beginning. 

Assign    lease.      Henry    Corn    to    Improved   Property   Holding   Co 

of  N  Y.     June  1.     July  20.  ]9(X;.     3:829 other  consid  and  100 


Tte  text  of  these  pages  Is  copyrighted.     All   rights  are   reserved.     Notice  is  hersbr  given  that  Infrlntement  will  lead  to  prosecution. 
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Cooper  Iron  Works' 

JOHN  COOPER,  Proprietor 

Works :  Emmett  Street  &  Avenue  D,  Newark,  N.  J. 

New  York  Office :  I  Madison  Avenue 


IRON  and  STEEL  WORK 

FOR 

BUILDINGS,  BRIDGES,  &c. 


Broadway,  Nos  894  to  900  |s  e  cor  20th  st,  9G.lx97.2x92  to  s  s  20th 

20th  St.  No  18  East  |  st  xl25.7  to  beginning.  Assign  lease. 
Henrv  Corn  to  Improved  Property  Holding  Co  of  NY.  June  1. 
July   20,    1900.     3:848 other   eonsid   and   100 

Same  property.  Consent  to  assign  lease.  Mary  R  Goelet  et  al 
TRUSTEES  Ogden  Goelet  to  Henry  Corn  and  Improved  Prop- 
erty Holding  Co  of  N  Y.     July  12.     July  20,  lOOt!.     3:848 nom 

Lenox  av.  No  412.  double  store  and  bakery  in  basement.  Samuel 
Munch  and  ano  to  Richard  J  Kronke;  5  years,  from  Sept  1,  1905. 
July  2."i,   100(i._   (i:1728 1,201)  and  1,50(J 

Lenox  av.  No  ,"iil.>.  south  ^  of  store.  T  J  McGuire  Construction  Co 
to  Mandel  Clug;  o  5-12  years,  from  Dec  1,  1004,  July  23,  lOtlll. 
7:2007 000  and  600 

Madison  av.  No  1837.  6  rooms,  &c.  Samuel  EUsberg  to  Harris 
Cohen:  2  8-12  years,  from  Feb  1,  1905,  July  20.  190G.  0:1740. 
480 

Ist  av,  Nos  2014  and  2(ll(),  all.  Aaron  H  Levine  to  Gerardo  Ca- 
sale;  2  9-12  years,  from  Aug  1,  1900,     0:1097 4,200  and  4,740 

1st  av.  No  875,  s  w  cor  49th  st,  store,  &c.  Herman  Herst.  Jr,  to 
The  Thomas  ConviUe  Brewing  Co;  5  years,  from  May  1,  1907. 
JuV    23,    lOtXi,      5:1341 1,200    to    1,500 

1st  av.  No  2054,  all.  Vincent  Garotalo  to  Angelo  Cerbone;  3  yrs, 
from   May   1,   1900.     July  24,   lOOt;.     0:1700 2.904  and  2,928 

2d  av,  n  w  cor  107th  st,  store,  ^c.  Jacob  O  Leffler  and  ano  to  Ja- 
cob Sternberg;  4  10-12  years,  from  July  1,  1901!.  July  24,  1906. 
0:lli.-)7 1,2(X)  and  1,320 

2d  av,  n  w  cor  107th  st.  store,  &c.  Assign  lease.  Jacob  Stern- 
berg to   H  Koehler  &  Co.     July  24,   1906,     6:1057 nom 

2d  av.  No  1638.  Assign  lease.  Saranac  Realty  Co  to  Adolf  Miller. 
July   13.      July   19,    1000.      5:1547 nom 

2d  av.  No  1038.  Assign  lease.  Saranac  Realty  Co  to  Adolf  Miller, 
Brooklyn.     July   13.     July  19,   1906.     5:1547 nom 

2d  av,  No  181,  w  s,  S3  s  12th  st,  20x100.  Assign  lease.  Charles 
Ewald  EXR  John  Halk  to  Minnie  F  Augermiller.  June  7,  July 
23,   1906.     2:467 4.000 

2d  av.  No  822,  store,  &c,  Michael  J  Cantwell  to  Patrick  Warnock; 
5  years,  from  May  1,   1905.     July  23,   1906.     5:1330 1,530 

Same  property.  Assign  lease.  Patrick  Warnock  to  Thomas  Con- 
viUe  Brewing  Co.     June  12.   1905.      July  23.   1906.     5:133C> nom 

2d  av.  No  1170,  store.  &c.  Mary  J  Shine  to  The  Thomas  ConviUe 
Brewing  Co;  5  years,  from  Jan  1,  1905.  July  23,  1906.  5:1436. 
4,S0  and  540 

2d  av.  No  1390.  store,  &c.  Sadie  Eppinger  to  Chas  E  Sitting;  3 
years,   from   May  1,   190().     July  21,  1906.      5:144(; 900 

3d  av.  No  17S5,  all.  Agreement  as  to  extension  of  lease  for  2 
years,  from  MaV  1,  1907.  Louise  Ellis  to  Peter  Lennon.  May 
21.  •  July   20,    1906.      6:1649 nom 

3d  av,  No  487,  s  e  cor  33d  st,  store,  &c,     Seitz  Realty  Co  to  Jas 
Jurcell;   ID  years,  from  Aug  1,  1900.     July  19,   1900.     3:913.... 
3.000   to   3,000 

3d  av.  No  337,  s  e  cor  25th  st,  all.     Patrick  J  O'Keeffe  and  ano  to 
Edward  McCormick  and  ano;   2  years,   from  May  1,   1909.     July 
3,75 


21.    1906 


3:905 


50 


3d  av.   No  340    |  n  w  cor  25th  st,  24.4x.S4,  4-sty  stone  front  tene- 
25th  st.  No  161 1     ment    and    store.      Leasehold.      Release    claims, 

&c,   tor  R  R,      Charles   and  Bertha   Braaf   to   Interborough   Rapid 

Transit   Co   and   N   Y   Elevated  R   R   and   Manhattan   Railway   Co. 

June  11.     July  17.  liMllS.     3:881.     Reprinted  from  last  issue  when 

this  appeared  under  Manhattan  Conveyances 18.800 

3d  av.  No  741.  store.  &c.     Thos  G  McFarland  to  Michael  McFarland 

and  ano;  10  9-12  years,  from  Aug  1,  1906.     July  23,  1906.  5:1320. 

2,400  to  2,600 

Same    property.      Assign    lease.      Michael    McFarland    and    ano    to 

Thomas  ConviUe  Brewing  Co.     July  16,     July  23,  1900,     5:1320. 

nom 

3d  av.   No  2313,  all.      Louis  J  Kahn  to  Eugene   Kahn  and  ano;    1 

year,  from  .\ug  1,  1906  (9  years  renewal),     July  24,  1906.     0:1790. 

2,700 

3d   av.   No  487.     Assign  lease.     James  Purcell   to   Walter  F   Rau. 

July  24.     July  25,    1906.     3:913 nom 

3d   av.   No   1.S56,    all.      John   J   Sullivan  TRUSTEE   John  J   Wordoji 

to    Alexander   Schlang;    3   years,    from    May    1,    1906.      July   25, 

190(i.     6:10.30 1.200 

3d  av.  No  337,  s  e  cor  25th  st.     Assign  lease.     EdWard  Donnelly 

to    Edward    McCormack.      All    title.      July    18.      July    21.    1906. 

3:905 2..500 

4th  av.  or  I  e   s.   bet   14th   and   15th   sts,   all.      Lambert   Suy- 

Union  pi.   No  6|      dam    and    ano    to    Daniel    Brubacher;    5    years. 

from  May   1.   1907.     July  25,   1906.     3:870 5.0110 

5th  av,  Nos  84-90,  n  w  cor  14th  st.  103.3x100.  Assign  lease.     Fifth 

Ave  &  14th  St  Realty  Co  to  Henry  Corn.     Mort  .$4.50,000.     June 

1.     July  2(t,  1906.     3:816.'. nom 

Same  property.     Assign  lease.     Henry  Corn  to  Improved  Property 

Holding  Co  of  N  Y.     June   1.     July  20.   1900.     3:816 

other   eonsid   and   100 

Same  property.     Leasehold  covenant  by  assignee.     Improved  Prop- 
erty Holding  Co  with  Henry  S  Van  Beuren  et  al.     July  19.     July 

20,    1906.      3:816 nom 

5th  av',   Nos  110  and  112|n  w  cor  Kith  st,  runs  n  91.6  x  w  89  x  n   ■ 
16th  st,  No  1  West  i     0.6  x  w  09.4  x  s  92  to  10th  st  x  e  15S.4 

to  beginning.     Assign  lease.     Henry  Corn  to  Improved  Property 
"Holding  Co   of  N  Y.      June   1.     July  20,   1906.     3:818 

other   eonsid   and  100 

Same    property.      Consent    to   assign    lease.      Mary    R    Goelet   et    al 

TRUSTEES  Ogden  Goelet  to  Henry  Corn  and  Improved  Property 

Holding  Co   of  N  Y.     July   12.     July  20,   1906,     3:818 nom 

5th  av,  Nos  320  and  3221n  w  cor  32d  st,  runs  w  123.0  x  n  98.9  x  e 
32d  st,  Nos  1  and  3  1     23.0  x  s  32.11  x  e  100  to  av  x  s  65.10    . 

to  beginning.     Assign  lease.     Henry  Corn  to  Improved  Property 

Holding   Co   of   N   Y.     June   1.      July  20.   190<i.      3:834 

other  eonsid  and  100 

5th  av.   No  315  |s  e  cor  32d  st.  28.9x150.     Assign  lease.  Henry 

32d  St.   Nos  2  and  4|     Corn   to   Improved   Property   Holding  Co   of 

N  Y.     June  1.     July  20.  1906 other  eonsid  and  100 

Same  property.     Consent  to  assign  lease.     Mathias  Rock  to  Henry 

Corn  and  Improved  Property  Holding  Co  of  N  Y.     June  22.  July 

20,    1906.     3:861 nom 

5th  av,  Nos  341  to  347,  e  s,  59.3  s  34th  st,  runs  e  100  x  s  39.6  x  w 
5  x  s  .39.6  X   w  95   to   av  x  n   79   to  beginning.      Assign   lease. 


Henry   Corn    to    Improved    Property   Holding   Co   of   N   Y.      Mort 
$400,000.     June  1.     July  20,  1906.     3:.S(i3...   other  eonsid  and  1110 

Same  property.  Consent  to  assign  lease.  Union  Trust  Co  of  N  Y 
TRUSTEE  Laura  A  Delano  for  John  .\  Chanler  et  al  to  Henry 
Corn  and  Improved  Property  Holding  Co  of  N  Y.  July  17.  July 
20.   1906.     ;!:.S(:3 nom 

6th  av,   Nos  736  to  744   ]n  e  cor  42d  st.  100x2<IS.     Samuel  V  Hoff- 

42d  st,  Nos  47  to  .59  |  man  et  al  TRUSTEES  Eugene  A  Hoff- 
man to  Henry  Corn:  20  years,  from  Mav  1,  1906.  Apr  20,  1906. 
July  20.  190(i.     5:12.58 taxes.  &c,  and  6,s,0li0  to  ,S9,<MI0 

Same  proiierty.  Consent  to  assign  lease.  Same  with  Henry  Corn 
and  Improved  Property  Holding  Co  of  N  Y.  June  11.  July  20, 
190t;.     5:1258 nom 

Same  property.  Same  with  Henry  Corn.  Agreement  modifying 
lease  as  to  erection  of  building  and  rental  to  be  .fOO.OOO  to  .$98,- 
000  per  annum.     May  20.     July  2(),  IflOO,     5:12.58 nom 

Same  property.     .■Assign  lease.     Henry  Corn  to  Improved  Property 

Holding  Co  of  N   Y.     June   1.     July  20,   190f3.     5:1258 

other   eonsid  and   100 

7th  av.  No  1.52,  store,  &c.  Wm  L  Albro  to  John  Freitag;  3  years, 
from   May   1,   1906.      July   19,   190(!.      3:769 1,320 

7th  av.  No  789,  all.  Mary  J  Cunningham  to  John  Hanney;  5  7-12 
years,  from  Oct  1,  1905.     July  26,  1906.     4:1004.  .3.(MX»  and  3.200 

7th  av,  No  789.  Receipt  for  $.500  for  deposit  as  security  under 
lease.  Mary  J  Cunningham  to  John  Hanney.  Oct  2.  190.5.  July 
26.1906.     4:1004 

7th  av,  No  263,  n  e  cor  25th  st,  all.  Emma  E  Horn  to  Thos  Con- 
viUe Brewing  Co;  7  years,  from  May  1,  1906,  July  23,  1D06. 
3:801 4,000 

7th  av.  No  479,  s  e  cor  36th  st,  4-sty  building.  E  Francoise  Fou- 
quet  to  Thos  F  ConviUe;  9  5-12  years,  from  Dec  1,  1905,  July 
23.1906.     3:811 3..500  and  4,(X)0 

7th  av,  Nos  128  and  130,  store  and  4  rooms  above.  Thomas  Con- 
viUe Brewing  Co  to  Harry  Levine:  5  years,  from  Aug  1,  1905. 
July  23,   1906.     3:767 1,380 

8th  av.  No  2444.  Assign  lease.  Michael  Scanlon  to  Chas  F  J 
Ring.     July  18.     July  19,  1906.     7:1936 nom 

9th  av.  No  3.52.  store,  &c.  Michael  Scanlon  to  Peter  Larkin  and 
ano;  7  4-12  years,  from  Aug  1,  1906,     July  21,  1906.    3:754.  .1,. 500 

10th  av.  No  776.  store,  &c.  Henry  W  Krumwiede  and  ano  to 
Henrv  and  Nathan  Pallant;  5  years  and  8%  months,  from  Aug 
15,   1906.      July   20.   19(16.     4:1062 1,500 

10th  av.  No  51;;,  south  store.  Philip  Linder  to  Charles  Wolf;  2 
9-12  years,  from  Aug  1,  1906.     July  19.  1906.     3:710 540 

10th  av.  No  445,  w  s,  49.5  s  35th  st,  24.8x100.  Surrender  lease. 
John  Hardy  to  Bernhard  Lohmann.  All  title.  July  2.  July  25. 
1906.     3:706 3.000 

lOlh  av.  No  223.  upper  floors.  Diedrich  H  Van  Glahn  to  Dominick 
Wolf;  2  11-12  years,  from  June  1,  \'M(i.  July  19,  1906.  3:695. 
7.S0 

11th  av.  No  564,  s  w  cor  57th  st,  store,  &c.  Kath  B  and  Eliz  C 
Tyrrell  to  The  Thos  ConviUe  Brewing  Co;  5  years,  from  May  1, 
190-5.      July   23.    1906.      A  AVH 9(!0 

BOKOUGH   OF   THE   BRONX. 

Hoffman   st.   No   2389.      Assign  lease.     Antonio   Rosetta   to   Pietro 

Cinelli.      July   23.      July   25.    1906,      11:30.54 nom 

150th   st.    No   469   East,   all.      Marv   A   McBride   to   Almerinda    Lin- 

fanle:  5  years    from  Aug  1,  1906.     July  26,  1906.     9:2440 840 

l.iOth  St.  No  6.57  East,  n  e  cor  Melrose  av,  store,  &c.  Robert  J  Kir- 

sten  to  Otto  Gerdts;  9  10-12  years,  from  Julv  1,  190().     July  23, 

1906.     9:2378 1.200  to  1,080 

Arthur   av.    No   2157,    cor   store.      Benjamin   Benenson   to   Lazuras 

Kamen:   2  years  and  2iA  months,  from  Feb   1.5,   1906.     July  19. 

1906.      Il:.30(i3 420 

Brook  av.  No  .348,  store,  bake  oven,  &c.     Mary  C  Schmidt  and  ano 

to  Matilda  Reralein;  .5  years,  from  Feb  15,  1!K)6.     July  21,  190(i. 

9:2268 7,S0 

Prospect  av.  No  718,  n  0  cor  Dawson  st.  store.  &c.     Ida  Kraus  to 

Anton    Berbst;    10    years,    from    Aug    1,    1906,      July    23,    190(>. 

10:2687 1.200   to    1.800 

Ryer  av.   No  20S6,   1st  floor,  &c.     Samuel  and  Morris  Mencher  to 

Alte    Mencher;    10    years,    from   Aug    1,    1900,      July    21,    190<>. 

11:3144  and  3149 150 

Willis  av.  No  .355,  n  w  cor  142d  st.  all.     G  F  Gerhard  Schirmer  to 

Otto  Ries;  5  years,  from  May  1,  1900.     July  23,  1906.     9:2305. 

2,100  and  2,.300 

3d   av.   n  w  cor  159ih  st,   store.     A  De  Nobriga   to  Jennie   Freid; 

5  years,   from  July   15,   1906.     July  19.   1906.     9:2.381 672 
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BOROUGH  OF  MANHATTAK. 

Aronson.  Philip  to  TITLE  GUARANTEE  &  TRUST  CO.  3d  av,  Nos 
2135  and  21.37.  e  s.  37.5  s  117th  st.  .38.3x79.9.  P  M.  June  28. 
due,  cSrc,  as  per  bond.     July  26,  190(5.     6:1666.  32,000 

Adler,  Aaron  to  Julius  Weinstein,  103d  st,  Nos  202  and  204,  s  s, 
85  e  3d  av,  runs  s  1(X>  x  e  20  x  s  0.11  x  e  25  x  n  100.11  to  st 
X  w  45  to  beginning.  P  M.  Prior  mort  $44,0(X).  July  19,  6 
years,  0%.     July  26.   19(Xi.     6:1652.  17.000 

.\ltman.  Henry  to  Isidor  Rosenschein.  99th  st.  Nos  58  and  60. 
s  s.   187.4  e  Madison  av.   37.7x100.11.      P  M.     July  25.  2  years. 

■  6%.     July  26,  ]9CH;.     6:1604.  '        10.000 

A  B  C  Realty  Co  tc  Martin  Ungrich.  Sth  av,  No  24.55,  w  s, 
3.34.6  s  1.33d  St.  25.3xl(Xl.  P  M.  Prior  mort  $13,000.  July  25. 
5  years,  5%';,     July  26,   1906,     7:1958,  11,500 

Alhambra    Realty    Co    to    Harry    Burnett.      Eldridge    st,    Nos    210 

and  212,   e   s,   105   s  Stanton   st,  45x87. (5.      Prior   mort   .fl.IO.tXHl. 

■     July  25,  due  Oct  25,   1906,  0%.     July  26.   1906.     2:416.     3,717,27 

.\iello,  Francenco  to  Jacob  Lunitz  and  ano.     Stanton  st.  No  19,  n  w 
cor  (Should  be  s  w  cor)  Chrystie  st.  No  205,  66.8x25x()0.6x25.  P  M. 
Prior    mort    $40,000,      July    18,    3    years,    6%,      July    19,    1906, 
2-426.  6.500 

Allen.  Augustus  H  and  Florence  H  to  MANHATTAN  SAVINGS 
INSTITUTION.  Park  av.  No  10.36,  w  s,  22.2  s  86th  st,  20x70, 
Julv  15,  due,  &c.  as  per  bond.     July  26,  1906,     5:1497.         IS.OIX) 
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Alheidt,  Conrad  to  Jacob  A  Geissenhainor  and  ano  trustee  Henry 
Elsworth.  Washington  st,  Nos  702  and  704.  n  w  cor  Perry 
St,  No  153,  41x82.3x51t.l0x70.  July  25,  19(M!,  3  years,  4%. 
2:(;37.  45,000 

/ronson.  Morris  to  Louisa  H  Klatthaar  and  ano.  'Ludlow  st,  No 
ii3,  w  s,  abt  KMJ  s  Grand  st,  25x87.6.  P  M.  July  3,  10  years. 
5%.     July  20,  190«.     1:301).  .     28.000 

Same  to  Morris  M  Stone.  Same  property.  P  M.  Prior  mort  $28,- 
000.     July  3,  7  years.  0%.     July  20,  1906.     1;309.  8,500 

Atkinson,  Wm  to  TITLE  GUARANTEE  AND  TRUST  CO.  Attor- 
ney St.  No  8,  e  s,  140.7  s  Grand  st.  runs  e  100  x  s  9.4  x  w  50 
X  s  11.3  X  w  .50  to  Attorney  st.  x  n  20  to  beginning.  July  19, 
due,  &c,  as  per  bond.     July  20.   1906.     1:315.  6,000 

Adler,  Aaron  to  Reuben  Sadowsliy.  Nth  st.  Nos  308  and  310,  s  s, 
189.6  e  Av  B,  49.6x97.6.  P  M.  Prior  mort  |54,0U0.  July  20, 
1906,  5  years,  G7c.     2:390.  13  000 

Adler,  Emil  and  Leopold  to  TITLE  GUARANTEE  AND  TRUST  CO. 
Houston  st.  No  308,  n  s,  abt  95  e  Av  B,  22.7x110.0.  P  M.  July 
20,  due,  &c,  as  per  bond.     July  21,   1906.     2:384.  20,000 

Same  to  Amelia  Margrat.  Same  property.  P  M.  Prior  mort  |20.- 
(WXt.     July  20,   1  year,  —%.     July  21.   1906.     2:384.  5,000 

Adam,  James  to  James  Adam  and  ano  trustees  Jemima  Payne.  18tli 
st,  No  324,  s  s,  290  w  Sth  av,  20x92.  July  2,  1  year,  4i47c.  July 
24,  1906.     3:741.  11.400 

Avitabile,  Andrea  to  Minnie  A  Indelli  and  ano.  09th  st,  n  s,  225 
w  West  End  av,  124.8x100.5.  Due  Sept  1,  1906,  6%..  July  24,  1906. 
4:1181.  3,450 

Avitabile.  Andrea  to  E  H  Ogden  Lumber  Co.  69th  St.  n  s.  225  w 
West  End  av,  124.8x100.5x124.8  or  possibly  125x109.5.  Prior 
mort  $151,383.     July  20,  demand.  — %.     July  21,   1906.     4:1181. 

3,500 

Avitabile,  Andrea  to  Wm  T  Hookey.  69th  st,  n  s,  225  w  West 
End  av,  124.8x100.5x124.8  or  possibly  125x100.5.  July  13,  de- 
mand, — %.     July  20,   1906.     4:1181.  12,000 

Austin,  Harry  M  to  Henry  A  C  Taylor.  Riverside  Drive,  e  s,  525 
n  122d  st,  25x86.     July  16,  1  year,  .5'/,.     July  24,  1906.     7:1994. 

12,000 

Arnold  Realty  Co  to  Simon  Marcus.  133d  st.  Nos  537  to  543.  n  s. 
400  w"  Amsterdam  av.  ltH).x99.n.  July  12,  due  Jan  12,  1907, 
6%.     July  20,   I'.HtO.     7:1987.  10.000' 

Alter,  Solomon  to  Eliza  M  Zerega  et  al  trustees  Augustus  Zerega. 
Thompson  st.  Nos  110  and  112.  e  s.  138  s  Prince  st.  38x70. 9x38x 
70.     July  23.  1906.  3  years.  5%.     2:502.  33,(X)0 

Same  to  Henry  De  F  Weekes.  Same  property.  Prior  mort  $33,- 
000.     July  23.   1906,  3  years,  6%.     2:502.  5.000 

Apollo  Realty  Co  to  Sam  Golding.  116th  st,  Nos  228  to  236. 
s  s.  193  w  2d  av,  117x100.11.  July  20,  1  year,  67c-  July  23, 
1906.     6:1665.  60.01  H3 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     July  23,  1906.     6:16(i5.  

Amendola.  Alberto  to  Henry  Elias  Brewing  Co.  1st  av.  No  2062, 
e  s.  60.11  s  107th  st,  20x93.  Prior  mort  $11,500.  July  18. 
demand.  67^.     July  19,  1906.     6:1700.  1,500 

Baum,   Solomon  to  Chas  Steiner.     75th  st.  No  425,  n  s,  277  w  Av 
■      A.   20x102.2.      P   M.      Prior   mort  $9,000.     July   12,   1  year,  6%. 
July   19,   1900.     5:1470.  1.000 

Birnbaum,  Samuel  with  Abraham  E  Letcourt.     1st  av.  Nos  18  and 

20,  e  s,  89  s  2d  st,  44x100.  Agreement  as  to  cancellation  of 
subordination  clause  in  mort,  &c.  July  1.  July  19,  1906. 
2:429.  nom 

Berwick  Realty  Co  to  TITLE  GUARANTEE  &  TRUST  CO.  Declara- 
tion as  to  consent  of  stockholders  to  mortgage  land  in  Queens 
County  for  $16,000.     July  17.     July   19.   liKki.  

Bagel,  Wolf  to  Abraham  Fine  and  ano.  Monroe  st.  No  169,  n  s, 
162.6  w  Montgomery  st.  23x100.  P  M.  Prior  mort  $27,500. 
July  19.  5  years.  OTc     July  20,  1906.     1:269.  11.500 

Baas,  Ferdinand  J  to  Eugene  Vallens.  Amsterdam  av.  No  648, 
w  s,  75.8  s  92d  st,  25x100.     P  M.     July  19.  3  years,  6%.     July 

21,  1906.  4:1239.  10.400 
Binder,  Jacob  and  Jacob  Baum  to  Katherine  E  Cropper.     65th  st. 

Nos  330  and  332,  s  s.  312.6  e  2d  av.  37.6x100.     July  10.  due  July 

31,  1911,  — %•     July  20,  1906.     5:1439.  36.000 

Brodsky,  Henry  J  to  Frieda  Hart.     Allen  st.   No  102.  e  s.   154.1  s 

Delancey  St.   old   line,  24.9x87.6.      Prior  mort  $25.00t).     July  19. 

due  Feb  6,   1909,  — %.     July  20,   1906.     2:414.  7.000 

Same   to    same.      Same   property.      Prior   mort   $32,000'.      July   19, 

due  Sept  19,  1906,  — %.     July  20,  1906.     2:414.  5.500 

Braun,    Maria   W   to   Willmarth   A   Robinson.      Washington   st.   No 

340,  n  w  cor  Harrison  st.  Nos  40  and  42.  75x32.     July  20.  3  yrs. 

5%.     July  21.   1906.      1:183.  50,000 

Boswald    Bertha  Kessler  to  Dora  Friede  extrx,  &c,  Robert  Kessler. 

144th  st.   No  266,  s   s,   125  e  8th  av.  25x99.11.     P  M.     July  14. 

3  years,  57f.     July  20.  1906.     7:2029.  6.(X)0 

Bagel.  Wolf  to  Oscar  Dobroczynski.     Monroe  st.  No  169,  n  s,  1(S.6 

w    Montgomery    st,    23x100.      Prior   mort   $39,000.      July    19,    due 

Aug  1,  1907,  6'/f.     July  20.  1906.     1:269.  1,500 

Brodsky.  Henry  J  to  Annie  E  Koch.     Allen  st,  No  102,  e  s.  154.1  s 

Delancey   st,   24.9x87.6.     July   18.   5   years,   5%.     July  20,    1906. 

2:414.  ■  25,000 

Bremel,   Julius   with  David  Banks.      113th  st,  >ro   75.   n   s.   150.10 

w    Park   av.   26.4x100.11.      Extension   mort.     July   17.      July   19. 

IftOO.     ii:ltU9.  nom 

Bachrach,   Irving  to   Benj   Guth  and   ano.      76th   st.   No  365   West. 

Certificate   as   to   reduction   of   mort.      July   24.     July   26,   1906. 

5:1451.  

Bachmann,    Alfred   C   to    TITLE   GUARANTEE   &    TRUST    CO.      3d 

av.   No  21.39.   e  s.   18.6  s  117th   st.   18.11x70.9.     P   M.     July  24. 

due,   &c,   as   per  bond.     July   26.   1906.     6:1660.  17,000 

Bachmann,     Alfred     C     to     TITLE     GUARANTEE     &     TRUST     CO. 

117th  st,   No  206,  s  s,  79.9  e  3d  av.  20.3x75.8.     P  M.     July  24, 

due,  &c.  as  per  bond.     July  26.  1906.     6:1666.  10.000 

Bloch.    Louis   and    Henry   M    to    Anna    M    Goebel.      6th   st.    No   613, 

n  s,  218  e  Av  B.  25x!;m.).10.     July  25.  5  years,  — %'.     July  26.  l'.)06, 

2:389.  .  gold,  28,000 

Brooks,   Davis  to  Reisler-Freudenheim   Realty  &  Construction  Co. 

78th  st.  No  446,  s  s,  119  w  Av  A,  25x102.2.     P  M.     Prior  mort 

$25,000.  July  25,  5  years,  6%.  July  26.  1906.  5:1472.  8,500 
Bachmann,     Alfred     C     to     TITLE     GUARANTEE     &     TRUST     CO. 

3d    av.    No    2141,    s    e    cor    117th    st.    No    200.    18.6x79.9.      P    M. 

July  24,  due,  &c.  as  per  bond.     July  26.  1906.     6:1666.  27,000 

Berliner.    Julius    and    Max    Greenberg    to    Yetta    Cohen.      100th    St. 

Nos  401   to  413.   n  e  cor   1st  av.   No   1940.   172.6xl(X).ll.     Prior 

mort  $157,400.     July  28,  due  Jan  25,  1907.  C%.     July  20,  1906. 

6:1694.  11,000 


Buck.    Chas  to    TITLE    INSURANCE   CO   of   N   Y.      Fulton    st,    Nos 

64    to   i;8,  s   cor   Ryders   alley,    runs   s   e   along   s    w   s   Fulton    st 

59  X   s-  w  71  X   n  w  7.2  x   s  w  1.5  x  n   w  33.7   to  s  e   s  Ryders 

alley  x  n  e   79.11   to   beginning.     July  17,   5  years,  4i4%.     July 

1!),    1906.  1:76.  :>  ■      72  ^c    ^._  J^^^ 

Same  to  Hudson  Mortgage  Co.     Same  property.     Prior  mort  $1T5,- 

000.  July  17,  1  year,  6;,.     July  19.  19U6.     1:76.  2.;),000 
Banner,  Simonto   Ber  Goldstein.      Rivington  st.  No  227,  s  s,  50  w 

Willett  st,  2.]xl()0.  Prior  mort  $24,000.  July  23,  3  years,  6%. 
July  25,   1906.     2:338.  11.000 

Bosworth.  Wm  G  to  LAWYERS  TITLE  INSURANCE  &  TRUST 
CO.  Madison  av.  No  309,  e  s,  60.9  s  42d  st,  17.6x95.  July  25, 
19(Xi,  3  years,  41/2%.     5:1276.  65,000 

Bass,  Hattie  F  to  Edw  D  Douglas  and  ano  exrs  Henrietta  L 
Douglas.  9th  av.  No  60,  e  s,  51.7  s  15th  st,  17.2x100.  P  M. 
July  20,  2  years,  5%.     July  25.   1906.     3:738.  10.000 

Borowsky.  Saml  to  Isabel  H  Bangs.  113th  st,  Nos  210  and  214, 
s  s,  140  e  3d  av,  45x100.11.  J.uly  17,  5  years,  5%.  July  25, 
1906.     6:1662.     '  45,000 

Brodmerkel.  Thomas  to  Bernheimer  &  Schwartz.  45th  st  No 
433,  n  s,  377.6  e  10th  av,  22.6x100.4.  July  23,  demand,' 6%. 
July  24.  1906.     4:1055.  3,000 

Blanchard,  James  A  to  Sallie  M  Blanchard.  92d  st.  No  13,  n  s 
204.5  e  5th  av,  25x100.8.  July  12,  demand,  4%.  July  24.  1906.' 
5:1504.  gold.  40,000 

Bartlett,  Alexis  P  to  Francis  Hustace  and  Grace  M  Lane.  Dey  st, 
No  49,  s  s,  abt  150  e  Greenwich  st,  25x90.  July  23,  1906.  3 
years,  41/2%   and  5%.     1:61.  60,000 

Bloch,  Isidore  to  Bertha  Ahrens.  Hester  st.  No  88,  s  s  58  2  w 
Allen  st,  29.2x76.3x29.2x76.1.  July  16,  5  years,  5%.  July  23, 
IWe.     1:360.  26  000 

Brummel.  Adonijah  H  to  Cyrille  Carreau.  Grand  st,  Nos  408  and 
410,  n  e  cor  Clinton  st,  Nos  150  to  160,  50x100.  Given  to  se- 
cure advances  to  amount  of  .$3,000.  Prior  mort  $66,060.  July 
13,   1   year.  6%.     July  19,   1906.     2:346.  3.000 

Brevoo_rj,  Real  Estate  Co  to  City  Mortgage  Co.  Bank  st.  No  59. 
n  s.  77  w  4th  st.  25x106.  Subordination  agreement.  July  2.  July 
19,  1906.     2:624.  nom 

Butler.  Josephine  K  wife  of  and  John  W  to  Louise  Constable  et  al 
exrs,  &c,  Fredk  A  Constable.  S3d  st.  No  333,  n  e  cor  Riverside 
Drive.    No    110,   .S.'!  8x52.2x107.5x57.3.      July   24.    1906,    due    Nov 

1.  1!MJ9,  41/2';;.     4:1245.  100,000 
Blumenthal,    Esther    to   Fredericka  Hack.      121st    st,    Nos   232   and 

2.34.  s  s,  321  w  7th  av,  2  lots,  each  18x100.11.  2  P  M  morts, 
each  .$3,i"iOO.  July  18,  due,  &c.  as  per  bond.  July  21,  1906 
7:1926.  7,000 

Burnham,  Herbert  D  to  Edith  M  Warford.  126th  st.  No  169  n  s 
100  e  7th  av,  16.8x99.11.     P  M.     July  20,  1  year,  6%.     July  2l' 

1906.  7:1911.  4,oi)0 
Bernstein   &   Feinberg   Realty   Co   to   Louis   Manheim.      2d  av.   No 

2485,  n  w  cor  127th  st.  No  251,  25.8x100.  P  M.  July  20,  1900, 
1  year,  6%.     6:1792.  l.,500 

Binder.  Jacob  and  Jacob  Baum  to  LAWYERS  TITLE  INS  AND 
TRUST  CO.  114th  St.  Nos  160  and  162.  s  s,  11S.8  e  Lexington 
av.  runs  s  100.11  x  e  31.4  x  n  0.1  x  e  9.4  x  n  100.10  x  w  40.8. 
July   16,   5   years,    'y/c.     July   21.   1906.      6:1641.  42.000 

Binder.  Jacob  and  Jacob  Baum  to  LAWYERS  TITLE  INS  AND 
TRUST  CO.  114th  st,  Nos  164  and  168,  s  s,  159.4  e  Lexington  av 
40.8x100.10.     July   16,  5   years.   5%.     July  21.   1906.      6:1641. 

42.000 

Binder.  Jacob  and  Jacob  Baum  to  LAWYERS  TITLE  INS  AND 
TRUST  CO.  114th  st,  Nos  1.56  and  158,  s  s.  78  e  Lexington  av 
40.8x100.11.     July  16,  5  years,  5%.     July  21,  1906.     6:1641. 

42.000 

Binder.  Jacob  and  Jacob  Baum  to  Prank  Hillman  and  ano.  114th  st. 
Nos  156  to  168,  s  s.  78  e  Lexington  av,  runs  s  100.11  x  e  72 
X  n  0.1  X  e  50  x  n  KXt.lO  x  w  122  to  beginning.  Prior  mort 
$126.0t)0.      July   16,   demand,   6%.      July  21,   1906.     6:1641. 

16  403.74 

Bernstein.  Mitchell  and  Wm  W  Levy  and  Jacob  Friedman  to  Philip 
Siegel.  136th  st.  No  IS,  s  s,  2.35  w  5th  av,  49.11x99.11;  136th 
St.   No  22.   s   s,   285  w  5th  av,   50x99.11.     July  14,   due  July  16 

1907,  6^;,.     July  24,  1906.     6:1735.  "  S.OUO 
Burlington  Realty  and  Construction  Co  to  City  Mortgage  Co.  134th 

St.  n  s,  100  w  Amsterdam  av.  275x09.11.  Building  loan.  Prior 
mtjrt  $176.0(10.     July  6,  demand,  67c.     July  20,  1906.     7:1988. 

34.000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mortgage.     July  20.  1906.     7:1988.  

Crystal.  Julius  to  James  F  Boyle.  2d  av.  No  676,  e  s.  .59.2  s 
37th  St.   19.7x78.     July  19',  5  years,  5%.     July  20.   1906.     3:i>42 

12.000 

Cohen.  Harris  M  to  Frank  Hillman  and  ano.  56th  st.  Nos  331  to 
349.  n  s.  100  w  1st  av.  runs  w  230  to  c  I  Old  Post  road,  x  w  44.11 
X  n  140.5  X  s  e  18.11  to  c  1  Old  Post  road,  x  s  w  —  x  e  31  to 
e  s  Old  Post  road,  x  s  e  224.9  x  s  121.6  to  beginning.  P  M. 
July   17.   2   years,   67r.      July   19.   1906.     5:1349.  45.125 

Clark.  Mary  E  to  Jacob  A.  Geissenhainer  and  ano  trustees  Henry 
Elsworth.  120th  st.  No  307.  n  s.  150  w  8th  av,  25x100.11.  July 
20.    1906.  3  years.  4y27f.     7:1947.  15.000 

Capo.  Antonio  to  John  B  Ricco.  115th  st.  No  319.  n  s.  250  e  2d 
av.  2.5xl(X>.ll.  Prior  mort  $24,000  on  this  and  other  premises. 
July  19.  2  years,  —7,.     July  20.  1906.     6:1687.  1.000 

Church  of  the  Annunciation  at  Manhattanville  in  City  N  Y  to 
EMIGRANT  INDUST  SAVINGS  BANK.  Convent  av,  n  w  cor 
131st  st,  146.1x127.5x134.8x184.2.  1  year,  4%.  July  24.  lOOC. 
7:1970.  lOO.lXIO 

Cohen.  Abe  and  Morris  to  Alex  Greif  and  ano.  Av  C,  No  199,  w  s. 
26  n  w  12th  st,  2.5x75.  P  M.  Prior  mort  $12,.50O.  July  16,  5 
years,   6%.     July  21.   1906.     2:395.  3.2.50 

Cohn.  Caroline  to  Jacob  Binder  and  ano.  114th  st,  Nos  162  and 
164.  on  map  Nos  160  and  162.  s  s.  118.8  e  Lexington  av.  runs 
s  100.11  X  e  31.4  X  n  0.1  x  e  9.4  x  n  100.10  to  st  x  w  40.8  to 
beginning.     July  24,  7  years,  6%.     July  25,  1906.     6:1641.   13,000 

Cagliostro.  Antonio  to  ITALIAN  SAVINGS  BANK  of  City  N  Y. 
Mulberry  st.  No  139,  w  s,  175  n  Hester  st,  25x100.  July  26. 
1906,    3    years,    5%.      1:2.36.  26.000 

Corcoran.  Robert  E  J,  Brooklyn.  N  Y,  to  NEW  YORK  LIFE  IN- 
SURANCE &  TRUST  CO.  3d  av,  Nos  1.390  to  1398,  n  w  cor 
79th  St.  No  183.  llO.xOO.  P  M.  July  12,  3  years,  41/,%.  July 
26.   1906.     5:1508.  "         90.000 

Conlon.  Michl  F  and  Wm  W  to  Gerhardt  Fledderman.  27th  st. 
No  .507,  n  s,  125  w  10th  av,  25x98.9.  Prior  mort  $23,000.  July 
24,  demand.   6>;.     July  25,   1900.     3:699.  3.000 


The   text  of   these   pages   Is   copyrighted.      All   rights   are   reserved.      Notice  is  hereby  given  that  Infringement  will  lead  to  prosecution. 


194 


Uortgagea 


RECORD     AND     GUIDE  Manhattan 


July  28,  1906 


THE    GEORGE    A.  JUST   COMPANY 

WASHINGTON,   D.  C,   "THE  COLORADO"  239  Vernon  Ave.,   Boro.  of  Queens,   New  York  City 

IRONWORK    FOR    BUILDINGS 


Cooper,  ilorris  and  Albert  H  Frankul  to  Waller  S  Gurnee  et  al 
trustees  for  E  Norman  Scott  will  \V  S  Gurnee.  Pearl  st.  No 
290,  s  s,  abt  25  e  Beekman  st.  ijx83.'Jx21.(ix83.9.  P  M.  July 
25,  I'JOa,  5  years,  4%%.     1:08.  ,    23,000 

Cahn.    Louis    M    and    Joseph    Levy    and    David    Levy    and    Robert 
Freidman   to  Commonwealth  Mortgage  Co.     Audubon  av.  Nos  11 
and  15.  s  e  cor  l(!(ith  st,  No  51S.  7<k:{x1U0x83.5x!)5.     Subordina- 
tion agreement.     Dec   15,  1!I05.     July  28.  lOOO.     8:2123.  nom 
Crieger.  Louis  and  Davis  Me^r  to  Alex  H  Pincus.     Hester  st,  Nos 
127  to   131,  n  s.  (iO  w  Forsyth  st,  (;0.1.x50.     Prior  mort  $50.(XI0. 
July  10,  5  years,  0%-     July  24,  1900.     1:305.                               29..500 
Clayton,   John   A   to  Max  J  Kramer  and  ano.     7Sth  st,   Nos  243  to 
253.  n  s.  152.10  w  2d  av.  2  lots,  each  41.11x102.2.     2  morts,  each 
.f  15.000.     2  prior  morts  ^45.000.     July  23,  5  years,  U%.     July  24, 
lOOli.     5:1433.                                       -                                                  30.000 
Clayton.  John   A   to  Mitchel  Valentine.     78th  st,  Nos  243  to  253, 
n  s.  1.52.10  w  2d  av.  2  lots,  each  41.0x102.2.     2PM  morts.  each 
.1!45.OI!0.     July  23,  5  years,  5%.     July  24.  1000.     5:1433.          110.000 
Cooper.   Saml   B   to   Barnet   Goldtein   and  ano.       100th   st.   No  305, 
n  s,  100  e  2d  av,  28.0x100.10.     P  M.     Prior  mort  $20,250.     July 
20,   installs,  (>%.     July  24.   1900.     0:1081.                                      8  750 
Cooper,  Samuel  B  to  Barnet  Goldfein  and  ano.     109th  st.  No  309, 
n  s,  128.0  e  2d  av.  28.0x100.10.     P  M.     Prior  mort  $20,500.     July 
20.   installs.  O'/r.     July  24,   1900.     0:1081.                                      8,750 
Cohen.  Louis  with  City  Mortgage  Co.  Audubon  av,  e  s,  extends  from 
178th    to    179th    st.    — xS5.      Subordination    agreement.      July   2. 
July  19.   1900.     8:21.52.                                                                             nom 
Cohen,  Louis  with  City  Mortgage  Co.     178th  st,  n  s,  100  w  Audu- 
bon  av.   125x100.      Subordination  agreement.     July  2.     July   19. 
ISKJO.     8:2153.                                                                                              nom 
Caragher.   John   F   and  Jos   A   to   Jacob   A   Geissenhainer  and   ano 
trustees  Henry  Elsworth.     Downing  st,  Nos  49  and  51,  n  s,  122.3 
w  Bedford  st,  39.0x90.     July  17,  3  years,  4%%.     July  19,   1900. 
2:528.                                                                                                   27,000 
Coyle,  Margt  and  Margt  Harten  to  Jos  Schlaich.     49th  st.  No  458, 
s  s,   100.0  e  .KHh   av.  21.0x100.5.      P  M.     July  IG,  5  years,  5%. 
July  19.  11100.    4:10.58.                                                                     10,000 
Cugnard,  Celine  E  A  to  MUTUAL  LIFE  INS  CO  of  N  Y.     149th  st. 
No   .5.50.    s    s,   491.8   w   Amsterdam   av.   10,8x99.11.      Prior   mort 

.f .     July   18.   due,  &c,   as  per  bond.     July  19,   1900.     7:208<). 

3.000 
Club   Building   Co   to   TITLE  GUARANTEE  &   TRUST  CO.   44th  st. 
Nos   130  and   138.  s   s,  395  w  0th  av,  35xlO<).4.     Building   loan. 
July  3  2.  demand.  0'^.     July  21.  1900.     4:990.  95  000 

Dyett,  Arthur  to  Eugenie  E  Pechin  and  ano.  123d  st,  No  221, 
n  s,  250  w  7th  av.  19.19x100.  All  title  to  strip  11  ins  wide  in 
rear.  P  M.  July  19.  3  years,  (i%.  July  20,  liKM.  7:1929.  5,000 
Dyett.  Arthur  to  Eugenie  E  Pechin  and  ano.  123d  st.  No  223,  n  s, 
209.10  w  7th  av.  runs  w  19.11  x  n  100.11  x  e  14.9  x  s  9.11  x  e  5.2 
X  s  100  to  beginning.  All  title  to  strip  0.11  wide  in  rear.  P 
M.     July  19.  3  years,  G%.     July  20,  1(»0.     7:1929.  5.0(X) 

Draper,  Ruth  D  widow  to  U  S  TRUST  CO  of  N  Y.  55th  St.  No  122, 
s  s,  105  w  Lexington  av,  18.9.K100.5.  July  19,  due,  &c,  as  per 
bond.     July  20,   1900.     5:1309.  20,000 

Dillon.  Danl  to  Lion  Brewery.  Hudson  st.  No  103.  and  Laight  st, 
Nos  47  and  47%.  Saloon  lease.  July  10.  demand,  0%.  July  21. 
1900.     1:215.  1,900 

Dunn,  James  J,  Brooklyn,  N  Y,  to  John  O  Baker.  Convent  av.  e 
s,  at  s  s  130th  st  if  extended,  199.10  to  135th  st  xl58.10xl99.10 
xl.50.     P  M.     July  20.  1900,  3  years,  — %.     7:19.57.  90,000 

Dillon.  Frank  J  M  to  Manhattan  Mortgage  Co.  Park  av.  No  112, 
n  w  cor  40th  st,  runs  w  230  x  n  98.9  x  e  100  x  n  98.9  to  s  s  41st 
st  X  e  130  to  av  X  s  197.0  to  beginning.  July  25,  1  year.  0%. 
July  20,    1900.     5:127.5.  10,000 

Dince.  Mayer  to  Adolf  Press.  Henry  st.  No  326,  s  s,  150  w 
Jackson  st,  25x94.10x25x94.11.  P  M.  Prior  mort  .'j;32,.50<^». 
July  5.  3  years.  0%.     July  25,   1906.     1:207.  3.500 

Day,  Christopher  C  to  Mary  L  Day.  1st  av,  No  393,  n  w  cor 
23d  st,  Nos  351  and  3.53,  24.8x75.  %  part.  Prior  mort  $3,200. 
July  21,   1  year,  4V4%.     July  25,   1906.     3:929.  1,000 

Same    to    Jos    P    Day.       Same    property.       Vt    part.       Prior    mort 

$3,200.     July  24.  1  year.  41/2%.     July  25,  190ti.     3:929.  1..300 

Day.  Mary  L  and  Jos  P  and  Christopher  C  to  GERMAN  SAVINGS    • 
BANK   in   City  N   Y.      1st   av.   No  393.   n   w  cor  2.3d   st,   Nos  351 
and  3.53,  24.8x7.5.     July  0,  1  year,  41/,%.     July  25,  IIKIO.     3:929. 

3,200 
Doyle,  Lucy  J   to  EMIGRANT  INDUST  SAVINGS  BANK.     45th  st. 
No  1.37,  n  s,  282  w  3d  av,  18x100.5.     July  20,  1906,  5  years,  4%%. 
5:1300.  11,000 

Davis,  Joseph  to  SEAMANS  BANK  FOR  SAVINGS  in  City  N  Y. 
121st  st,  Nos  .503  to  507,  n  s.  100  w  Amsterdam  av,  75x95.11. 
July  18,  5  yeaars.  4W/r.     July  24,  1901').     7:1970.  95.000 

Davis,  Joseph  H  to  TITLE  GUARANTEE  ANL  TRUST  CO.  93d 
St.  n  s.  30O  w  West  End  av,  75x100.8.  July  13,  demand,  6%. 
July  21  ,1906.     7:1893.  24.000 

Daled  Realty  and  Construction  Co  to  Barnet  Levy  and  ano.  127th 
St.  Nos  31  and  33.  n  s,  335  e  5th  av,  .50x99.11.  P  M.  Prior  mort 
$56,500.     July   20.   6  months,  G%.     July  21,   1900.     0:1752. 

10,500 
Doctor,   Geo   to   Carl   Fischer.      St   Nicholas   av.   No   725,   n   w  cor 
140th  St.  No  401.  74.11x100.     Building  loan.     July  19,  due  May  1, 
1907,  O',:;,.     July  20,  1900.     7:2001.  70.000 

Duggan,  Nellie  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
185th  St.  n  s,  100  w  Amsterdam  av,  50x53.6x.50x53.'4.  July  23. 
1900,   1  year.  4Vi%.     8:2150.  3..500 

Deffaa,  Louis  to  Geo  P  Herrmann.  0th  st.  No  543,  n  s,  70  w 
Av    B,    20x90.10.      P   M.      July   23,    1906,    5   years,    5%.      2:402. 

19.000 
Elias.    Wolf    and    Harry    to    PHILADELPHIA    TRUST.    SAFE    DE- 
POSIT   &    INS    CO    trustee    for    Neilson    Brown    will    Alex    Brown. 
East  Broadway.  No  65.  s  s.  90  w  Market  st,  25x7.5.     P  M.     July 
20.  3  years,  5%.     July  21.  1906.     1:2S0.  24.(KX> 

Ennis.  Ephraim  L  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
97th  St.  No  33.  n.  s.  3.50  w  Central  Park  West,  18x100.11.  July 
23.   1906.  3  years.  S'/f.     7:18.33.  10,000 

Ellentuch.  Max  and  Harry  Wasserman  to  Sigmund  S  Gass.  91st 
st.  No  404.  s  s,  74  e  1st  av.  20v.50.8.  July  24,  2  years,  6%. 
July  2.-1,  1906.     5:1570.  2,200 

Earley,  Augusta  and  Fredk  Tietig  with  ITALIAN  SAVINGS  BANK. 
Mulberry  st.  No  139.  Agreement  as  to  priority  of  mort.  July 
19.    July  26,  1906.    1:236.  nom 


Falk.  Gustav  with  Mich.iel  Grenthal.  Columbus  av.  .\'o  988.  w  s, 
7.5.9  s  KMtth  St.  25.2x100.  Extension  mort.  July  10.  July  26. 
1900.     7:1803.  nom 

Foley,  Catharine  to  Lamont  McLoughlin.  Broadway,  e  s.  oM  line, 
151.0  n  c  1  175th  st,  20.0x12.5x25x125,  except  part  for  Kings- 
bridge  road;  Wadsworth  av,  c  1,  114  n  175th  st,  runs  w  88.4 
X  n  w  —  X  e  96.3  to  c  1  Wadsworth  av  x  s  25  to  beginning. 
Prior  mort  $4,0(l().     July  20.  1906,  2  years,  0%.     8:2145.       .5.33.00 

Freuder,  Nathan  to  Saml  Rozinsky  and  ano.  11th  st.  No  546, 
s  s,  70  w  Av  B.  25x94.9.  P  M.  July  12.  due  April  20,  1909, 
0%.     July  24,  190<!.     2:404.  2.000 

Freundlich,  Morris  and  Abraham  M  Baumann  to  Andrew  Wilson 
trustee  Chas  E  Fleming.  80th  st.  No  349.  s  s.  2(10  w  1st  av,  25x 
102.2.     July   19,   3   years,   .5%.     July  24.   1900.     5:1548.  28,000 

Fine  (M)  Realty  Co  to  American  Mortgage  Co.  114th  st,  Nos 
216  and  218.  s  s.  201.10  e  3d  av.  36x1(10.11.  P  M.  July  23,  1 
year,  5<7, .     July  24,   19(Mj.     0:1003.  10.000 

Feinberg,  Morris  J  and  Max  Staloff  to  Pauline  Goodman  and  ano. 
4th  St.  No  77.  n  s,  2(X»  w  2d  av,  25x96.5.  P  M.  Prior  mort  .$30,- 
000.     July  15,   due  Jan   1,  1914,  6%.     July  23.   1906.     2:460.     tK)0 

Frank,  Roberta  F  to  TITLE  GUARANTEE  &  TRUST  CO.  49th  st, 
Nos  225  to  231,  n  s,  275  e  8th  av.  75x100.5.  Building  loan. 
Prior  mort  $110,000.  July  19,  due  Feb  1,  1907,  6%.  July  23. 
1900.     4:1021.  38.000 

Flam.  Isak  to  Jacob  Cranzler.  Delancey  st.  No  46.  n  s,  50.1  w 
Eldridge  st,  25.1xl(X).2.  July  20,  due  Oct  20,  1907,  O'/c  July  23. 
190(j.     2:420.  12,000 

Federman,  Rudolph  to  August  Knatz.  Clinton  st,  No  181,  w  s, 
150  n  Hester  st,  24.6xl(X).  July  18,  1  year,  6%.  July  19,  1900. 
1:313.  2,500 

Faust,  Gertrude  to  Ernst  G  Gehben.  16th  st.  No  526,  s  s,  295.6  w 
Av  B,  24.10x103.3.     July  20.  1906.  5  years,  5%.     3:973.  22,000 

Ferraro,  Antonio  to  De  Witt  C  Flanagan  and  ano  trustees.  Canal 
st.  No  207.  Saloon  lease.  July  19,  demand.  6%.  July  20,  1906. 
l:20<j.  2,500 

Fish,  Woolf  and  Ike  Brook  to  Abraham  Dan  and  ano.  Madison 
St.  No  248.  s  s,  112.0  w  Clinton  st.  20x90.  Prior  mort  $12,750. 
July  5,  5  years,  6%.     July  19.  1906.     1:270.  3,625 

Frankel,  Solomon  and  Saml  Werner  to  Solomon  Lewine  et  al. 
06th  St.  n  s.  1011  w  2d  av.  3  lots,  each  40x1005.  3PM  morts. 
each  $11.(XMJ;  3  prior  morts,  .$40,(:mjO.  July  19,  5  years,  C,%. 
July  20,   19(Mj.     5:1421.  33,000 

Faust.  Gertrude  to  Sophia  Moore.  Kith  st.  No  520,  s  s,  295.6  w 
Av  B.  24.10x103.:!.  Prior  mort  $22,OUO.  July  20,  installs,  6%. 
July  21,   1900.     3:973.  5.000 

Friedman.  Henry  to  Lion  Brewery.  57th  st.  No  539  West.  Sa- 
loon   lease.      June    28,    demand.    6%.      June    21,    1906.      4:1086. 

1.596.54 

Fisher,  Morris  to  Isidore  Jackson  and  ano.  East  Broadway,  No 
301,  s  e  cor  Scaramel  st.  No  2.  24x78.11x24x79.4.  P  M.  July 
20,  demand.  0%.     July  26.   1906.     1:288.  14,500 

Garfiel.  Charles  and  Isidor  Moll  with  Manhattan  Mortgage  Co. 
172d  St.  s  s,  125  w  Amsterdam  av,  14.5x95.  Subordination  agree- 
ment.    July  5.     July  19.   1900.     8:2128.  nom 

Ghiglione,  or  Chiglione,  Maria  to  MichI  Rini.  Elizabeth  st,  Nos 
232  and  234.  e   s.   114.5  n   Prince  st,  39.11x92. 7x40.\!>2. 11.     July 

18.  1  year.  6'/f.     July  19.   19(16.     2:507.  5,000 
Galaida.  Joseph  to  De  Witt  C  Flanagan  and  ano  trustees.     73d  st. 

No  406  East.     Saloon  lease.    July  16,  demand,  6%.     July  20,  19(X). 

5:1467.  2,700 

Gardner,  Geo  A  to  Wm  F  Patterson  exr  Saml  P  Patterson.   130th 

St.  No  57,  n  s.  235  e  Lenox  av,  20.x99.11.     P  M.     July  19    3  yrs. 

— %.     July  19,  1906.     (i:1728.  10.000 

Garone.   Martin   to   Lockwood  Realty  Co.     Catharine  slip.   Nos   17, 

19,  21.  23  and  25.  e  s.  35.10  s  Water  st,  89.2x41.4x.S9.2x49.7. 
Prior  mort  $27,.500.  July  18,  5  years,  6%.  July  19.  U)0(l 
1:250.  9,000 

Godfrey,  Mary  A  to  METROPOLITAN  LIFE  INS  CO.  56th  St.  No 
361.  n  s,  100  e  9th  av.  18x100.5.  July  20,  due  May  1.  1909, 
5V4%.     July  21,   190<>.     4:1047.  16,000 

Greif,  Alex  to  Marie  E  De  Grauw.  Av  C.  No  199.  w  s,  26  n  e  12th 
st,  25x70.     July  10.  5  years.  — %.     July  20,  1906.     2:395.       12,500 

Goldberg,  Meyer  and  Abraham  Greenberg  to  American  Mortgage 
Co.  14th  St.  No  609,  n  s  153.7  e  Av  B.  21.10x103.  P  M.  July 
19,  3  years,  5%.     July  20.  1906.     3:982.  9,500 

Gutman,  Leo  B  and  Arthur  S  to  Scholle  Bros.  Park  av,  No  950,  w 
s,  45.6  s  82d  st,  27xl(K>.  July  26,  1903,  due  July  1,  1911,  4%. 
5:1493.  25.000 

Galway  (E  J)  Building  Co.  a  corporation,  to  Garfield  Building  Co. 
17th  st,  Nos  138  and  140.  s  s,  500  w  6th  av,  42.2x92.1x38.5x 
92.     P  M.     July  24.  demand.  —%.     July  26,  1900.    3:792.        30,000 

Ginocehio,  Benedetto  to  Wm  Jay  exr  Mary  E  B  Field.  Baxter  st, 
Nos  10  and  12,  w  s,  171.11  n  Park  Row,  37.5x83.7.  July  26,  3 
years,   41/2%.     July  26.   19(Mi.      1:160.  30.000 

Grodginsky,  Samuel  to  Moritz  L  Ernst  and  ano.  Sylvan  pi,  Nos. 
3,  4  and  ,5.  w  s,  46  n  120th  st,  runs  w  95.1  x  n  54.11  x  w  O.ll" 
X  n  25.11  x  e  96'  to  pi  x  s  80.10  to  beginning.  Prior  mort 
$30,000.     July  25,  1906.  due  July  1,  1907.  0%.     0:17(>7.  0,950 

Galway  (E  J)  Building  Co  to  Wm  Rau.  17th  st.  Nos  1.38  and 
140,  s  s.  .500  w  (ilh  av.  42.2x92.1x38.5x92.  P  M.  July  24, 
due  Jan  24,  1908,  0%.     July  25,  190(5.     3:792.  15.000 

Goodstein.  Harry  and  Annie  IJerger  to  John  B  Hasslocher.  109th 
st.  No  142,  s  s,  175  e  Amsterdam  av,  25x100.11.  July  24,  .5 
years,  5%.     July  25.  1906.     7:1863.  22.000 

Gongalez,  Amalie,  Brooklyn,  N  Y,  to  Minnie  Israel  and  ano. 
Madison  av,  No  1473,  e  s,  25.5  n  101st  st,  runs  e  79.1  x  n 
25.9  X  w  87.4  X  s  25.2  to  beginning.  P  M.  July  17,  2  years, 
0%.     July  25.   1906.     6:1607.  750 

Goldberg.  Jacob  and  Max  Smith  to  Ravitch  Bros.  Amsterdam 
av.  Nos  1422  to  14.32.  w  s,  24.11  n  l.SOth  st.  150x100.  Prior 
mort  $1.54,(XtO.     July  23.  demand,  6%.     July  25,  1900.     7:19,8.5. 

10,000 

Grossman,  Max  to  Chas  H  Potter.  2d  av.  No  2073,  w  s,  50.11  s 
107th  st,  25x75.  P  M.  July  14,  3  years,  6%.  July  21,  1906. 
6:1656.  5.000 

Golden,  Barney  to  Marie  M  Heink.  Cherry  st.  No  109,  s  s,  80.5 
w  Catharine  slip.  10.8x60.2;  Cherry  st.  No  112,  n  s,  25.8  w 
Catharine  st,  runs  n  50.7  x  w  8  x  n  39.3  to  alley  x  w  17  x  s 
90  to  Cherry  st  x  e  24.5  to  beginning,  rights  to  alleyway  on 
north.     July  13,  3  years,  6%.     July  19,  1906.     1:251  and  2,52. 

2,500 
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Adaptable  for 

Offices  and  Residences 

Systems  of  Less  Than  Five  Stations 


Interior  Telephones 

Fifty  Cents  a  Month 


No  Installation  Charge 
No  Maintenance  Charge 

THE  AHENTION  OF  ARCHITECTS  AHD  BUILDERS  IS  PARTICUURLY  CALLED  TO  THE  ADVANTAGES  Of  OUR  SYSTEMS. 
RATES  FOR  SYSTEMS  OF  OVER  FIVE  STATIONS  AND  ALL  OTHER  INFORMATION  MAI  BE  OBTAINED  UPON  APPLICATION. 

IMEWYORK     TELEPHONE     COMPANY 


I  15  WEST  38th  STREET 


15  DEY  STREET 


220  WEST  124th  STREET 


Gibson,  Adelaide  M  to  Manliattaii  Mortgage  Co.  .^i3d  St.  No  4."), 
n  s,  20.")  e  Otli  av,  lU.llxlU0.."ixl!i..5xl(J<J..5.  14  part  subject  to 
life  estate  Wm  F  Costenbader.  July  2.j,  I'JOU,  1  year,  GX. 
5:12(i0.  3.6()0 

Graff,  Samuel  and  Samuel  Riegelhaupt  to  Edward  T  Kennard.  74tli 
St.  No  220.  s  s,  285  e  3d  av.  2:jxl02.2.  P  M.  Prior  mort  $12,- 
000.     July  v.).  3  years,  (J'/t.     July  21,  1000.     ."k142S.  4,0n0 

Giunta,  Felice  to  John  Carucci.  2d  av.  No  224."i,  w  s,  22  n  11.5th 
St,  28.11x!)0.  P  M.  Prior  mort  $15,0110.  July  21,  due  Aug  1, 
1909,0%.     July  23,  lOOO.     0:1005.  6,400 

Goodman,  Abraham  to  Pincus  Lowenfeld  and  ano.  Suffolk  st.  No 
93,  w  s,  275.11  s  w  Rivington  st,  25.1x100.  P  M.  Building  loan. 
July  l.S,  1  year,  O'/i.     July  23,  I'.KIO.     2:3.52.  8,000 

Holl,  John  to  Frank  B  Freunch.  47th  st.  Nos  525  and  527,  n  s, 
400  e  11th  av,  50x100.5.  Prior  mort  .$10,000.  June  29,  demand, 
6%.     July  23.   1900.      4:1070.  5  000 

Harris.  Valeria  L  with  METROPOLITAN  LIFE  INSURANCE  CO. 
I<l3d  st.  No  88,  s  s,  150. t;  e  Columbus  av,  20xl(X>.ll.  Extension 
mort.     July   13.     July  19,   19011.     7:1838.  nom 

Heard.  Wm  N  to  Marc  H  Mack.  17th  st.  No  140,  s  s.  .521.1  w 
(ith  av,  21.1x92.1x17.4x92.  P  M.  July  24,  3  years,  5%.  July 
25.   1900.     3:702.  15,000 

Heller.  Martin  M  to  Euphemia  E  Kennedy  and  ano.  43d  st,  No 
323,  n  s,  300  w  Sth  av,  25x100.5.  P  M.  July  18.  5  years,  li%. 
July  25,   1000.     4:1034.  9,000 

Hill,  Lena  to  Chas  Hammol  &  Co.  73d  s(.  No  .30.3,  n  s,  100  e  2d 
av,  25x102.2.  P  M.  July  24.  3  years.  0%.  July  25,  190i;. 
5:1448.  2,900 

Hubel,  John  J  to  Land  &  Mortgage  Co  Bohemia  of  N  Y  City.  Av 
A,  No  ]3(!4,  e  s,  51.3  s  73d  st,  25.1x98.  P  M.  Prior  mort  .fll.- 
000.     July  10,  3  years,  (!%.     July  25,  1900.     5:1484.  8,090 

Heilmann,  Rachel  to  Bertha  Nathan  widow  et  al.  50th  st,  No 
414,  s  s,  140  e  1st  av,  20x90.  %  part.  P  M.  Equal  lien  with 
mort  of  $4,000.     July  23,  5  years,  5%.     July  24,  1906.    -5:130]. 

4,000 
Heilmann,    Nathan    to    Henry    Nathan    trustee    Philipp    Burgauer. 
50th  st.  No  414,  s  s,  140  e  1st  av,  20x90.     V2  part.     P  M.     Equal 
lien  with  mort  of  $4,000.     July  23,  5  years,  5%.     July  24,  1900. 
5:1361.  4,000 

Herman,   David  to  STATE  BANK.     Lenox  av.  e  s.  50  s  13Cth  st, 
49.11x100;    Lenox    av,    s    e    cor    136th    st,    50x100.      Prior   mort 
$14,000.     July  23.   demand,   0%.     July  25,   1906.     6:1733.     30,000 
Same    to    Louis    Nieberg    and    ano.       Same    property.       Prior    mort 

?44,000.     July  23,  demand,  0%,.     July  25,   1906.     6:1733.       18,00(1 
Hyman,  Jacob  to  Abram  Katz  and  ano  guardian  Bella  Katz.     115th 
st,  Nos  167  and  167V^,  n  s,  1.50  e  Lexington  av,  25x100.     July  0, 
demand,  6%.     July  21.   190(3.     6:ltU3.  2,100 

Hoffman,  Chas  and  Saml  Koplik  to  V  Loewers  Gambrinus  Brewery 
Co.  3d  av.  No  1435,  n  e  cor  81st  st.  Saloon  lease.  July  18, 
demand,   6%.     July   19.   1906.     5:1.527.  4  363..50 

Herman.  David  to  U  S  TRUST  CO  of  N  Y.  Lenox  av.  s  e  cor  136th 
st.  No  46,  ,50x100.  July  23,  due,  &c,  as  per  bond.  July  24,  1906. 
6:1733.  80,0(HJ 

Herman,  David  to  U  S  TRUST  CO  of  N  Y.  Lenox  av,  e  s,  50  s 
136th  St.  49.11x100.  July  23,  due,  &c.  as  per  bond.  July  24, 
1906.     6:1733.  60,000 

Herzig,  Joseph  to  TITLE  GUARANTEE  AND  TRUST  CO.  34th 
St,  No  305,  n  s,  OS  e  2d  av,  16x.5.5.4.  July  21,  due.  &e.  as  per 
bond.     July  24,  1906.     3:940.  7,500 

Hoffman,  Mayer  to  Manhattan  Mortgage  Co.  172d  st,  s  s,  12.5  w 
Amsterdam  av,  145x95.  July  5,  due  June  30,  1907,  6%.  July 
19.    1906.     8:2128.  122..5O0 

Horwitz.  Jacob  H  and  Max  I  Lefkowitz  with  Jacob  Levy.  .SSth  st, 
Nos  447  and  449  East.  Subordination  agreement.  July  17.  July 
19.   IfMIO.     5:1.5(!8.  nom 

Hildebrand.  Anna  M  C  to  Cath  M  E  Hildebrand  and  ano  exrs  John 
H  G  Hildebrand.  51st  st.  No  4.36,  s  s,  360  e  10th  av,  20x100.5. 
P  M.     July  17,  3  years,  .5%.     July  20,   ]!X)6.     4:1060.  10.000 

Howe,  Roy  S  to  Henry  S  Bartholomew.  (iOth  st.  No  110,  s  s,  100 
w'  Columbus  av,  18x100.5.  July  18.  1  year,  6%.  July  19,  1906. 
4:1140.  .500 

Hawes.  Gertrude  D  to  Edmund  Dwight.  85th  st.  No  205.  n  s.  110  w 
Amsterdam  av,  40x102.2.  P  M.  Prior  mort  $45,000.  July  16, 
1  year,  — %.     July  20,  1906.     4:1233.  11,000 

Harvey,  Chas  E  to  Geo  D  Kuper  and  ano  exrs  Chas  P  C  Kuper. 
23d  st.  No  444,  s  w  s,  .300  e  10th  av,  25x9S.,S.  P  M.  May  28.  due 
July  16,   1909,  4i^%.     July  2o,   ]!I06.     3:720.  15,000 

Habicht,  Anna  to  John  H  Loos.  Lenox  av.  No  .517,  w  s,  24.11  s 
130th  st,  16.8x75.  July  16,  due  Aug  1,  1909.  5%.  July  20,  1906. 
7:1920.  13  000 

Halpern,  Annie  and  Ike  Cinnamon  to  Abraham  J  Dworsky.  72d 
st.  No  315,  n  s,  2(M>  e  2d  av,  20x102.2.  P  M.  July  15,  installs, 
6%.     July  20,   1906.     5:1447.  4,525 

Hurry.  Edmund  A  to  Edw  A  Borrmann.  Lexington  av.  No  44J, 
e  s.  41.11  n  44th  st.  19.6x75.  P  M.  July  25,  3  years,  — %. 
July  26.   1906.     5:1299.  18.000 

Improved  Property  Holding  Co  of  N  Y  to  COLONIAL  TRUST  CO 
trustee.  5th  av.  No  315.  s  e  cor  32d  st.  Nos  2  and  4.  28.9x1.50; 
33d  st,  Nos  43  to  47,  n  s,  192.11  e  Broadway,  63.4x98.9;  Broad- 
way, Nos  894  to  900,  s  e  cor  20th  st.  No  18,  96.1x97.2x92x125.7; 
Sth  av.  Nos  341  to  347.  e  s,  .59.3  s  34th  st.  runs  e  100  x  s  39.6 
X  w  5  X  s  .39.6  X  w  95  to  av.  x  n  79  to  beginning;  .5th  av,  Nos 
320  and  322,  n  w  cor  32d  st,  Nos  1  and  3,  runs  w  123.6  x  n  9.S.9 
X  e  23.6  X  s  .32.11  x  e  100  to  av,  x  s  65.10  to  beginning;  6th  av, 
Nos  730  to  744,  n  e  cor  42d  st,  Nos  47  to  59,  100.5x208;   Broad- 


way. Nos  HOI  to  1175,  n  w  cor  2ilh  st.  No  25.  runs  n  l:!5, 10  x  w 
78.11  X  s  25  X  e  17.2  x  s  25  x  s  58.6  to  st,  x  e  87.7  to  beginning; 
Sth  av,  Nos  84  to  90.  n  w  cor  14th  st.  No  1,  103.3x100;  Sth  av, 
Nos.  110  and  112,  n  w  cor  16th  st,.  No  1,  runs  n  91.6  x  w  89  x  n 
0.6  X  w  69.4  X  s  92  to  st,  x  e  1.58.4  to  beginning.  Leasehold. 
Prior  mort  .$1,(110,000.  Trust  mortgage.  June  1.  due  June  1, 
1918,  6';.  July  20,  1900.  3:848,  861,  818,  829,  863,  835,  834 
and  816;  5:12.5,8.  gold  bonds.  1,000.000 

Improved  Property  Holding  Co  to  COLONIAL  TRUST  CO.  Sth  av, 
Nos  320  and  322,  n  w  cor  32d  st,  Nos  1  and  3,  — x — ;  Broadway, 
Nos  IKi]  to  1175,  n  w  cor  27th  st.  No  25,  — .x — ;  6th  av.  Nos 
736  to  744,  n  c  cor  42d  st,  Nos  47  to  59  West;  Broadway,  Nos 
894  to  900,  and  20th  st,  No  18  East;  Sth  av,  Nos  110  and  112 
n  w  cor  16th  st.  No  1,  — x— ;  33d  st,  Nos  43  to  47  West;  Sth  av, 
Nos  84  lo  90,  n  w  cor  14th  st.  No  1,  103.2x100;  Sth  av,  No  315, 
s  e  cor  32d  st,  Nos  2  and  4,  28.9x1.50;  Sth  av,  Nos  341  to  347. 
All  leasehold.  Certificate  as  to  consent  of  stockholders  to  mort 
for  $1,000,000.  J\me  1.  July  23,  1906,  3:848-861-818-829-863- 
.S.35-834  and  810.  and  5:12.58.  

lasllli.  Maria  D  to  Saml  Hess.  Lexington  av.  No  1740.  w  s,  80.11  s 
109th  st,  20x62.10.  P  M.  Prior  mort  ,'i;8,5(J0.  July  24,  1906, 
due  Aug  1,  1911,  >;%,.     6:16.30.  5,100 

Jaffer,  Louis  A,  Jos  A  Goldfteld.  Herman  Heidelberg  and  Saml 
Schenkein  witht  Realty  Mortgage  Co.  163d  St.  n  s,  175  e  Am- 
sterdam av,  50x112.6.  Subordination  agreement.  June  12.  July 
21,  1906.     8:2110.  nom 

Janpole,  Aaron  M  and  Louis  Werner  willi  Realty  Mortgage  Co. 
143d  st,  s  s,  K.IO  e  Broadway,  75V^x  blk;  ]42d  st.  n  s,  loO  e  Broad- 
way.    Subordination  agreement.     July  13.     July  19,  1900.     7:2074. 

nom 

Jacobson,  Siegmund  with  Rosa  Elstroth  or  Rosina  Elsroth.  81st 
St.  No  2.38,  s  s,  104.1  w  2d  av,  23x102.2.  Extension  mort.  July 
10.     July  19.  1900.     5:1526.  nom 

Kirsh,  Nathan  and  Saml  Sinderband  to  Marks  Rosenberg  and  ano. 
1st  st.  No  89,  s  s,  393.8  w  Av  A,  runs  s  31.2  x  e  0.7i/4  x  s  .54.7 
to  n  s  Houston  st.  No  194,  x  w  17.9  x  n  36.3  x  n  23  x  n  29.2  to 
s  s  1st  st  X  e  21  to  beginning.  P  M.  July  16,  due  May  1,  1911, 
6%.     July  10,  lfMI6.     2:428.  4,250 

Kutuer,  Harry  H  to  Fredk  R  Sturgis.  32d  st.  No  16,  s  s,  258.8  w 
5th  av.  16.10x98.9.  Prior  mort  .$30,000.  July  20,  1906,  3  years. 
5%.     3:833.  22,000 

Koch,  Eugene  to  Beadleston  &  Woerz.  Centre  st,  Nos  57  and  59, 
Saloon  lease.     July  18,  demand,  C,'/, .     July  21,  1906.     1:168.     1,250 

Kahn,  Samuel  to  John  F  Calder.  94th  st,  No  70,  s  s,  130  w  Park 
av,  25xlfM).8;  94th  st.  s  s,  80  w  Park  av,  50x100.8.  July  23, 
1906,  1  year,  6'/-.     5:1.505.  35  000 

Kean.  Louis  to  Annie  E  King.  137th  st.  No  286,  s  s,  166  e  8th  av, 
15.6x99.11.  P  M.  Prior  mort  $11,000.  July  17,  3  years,  —%. 
July  23  ,1906.     7:1942.  3,000 

Kerr,  Margt  A  to  Amelia  B  Lazarus.  46th  st,  No  137,  n  s,  100  e 
Lexington  av,  20x100.5.  July  23,  due  Nov  i;  1908,  5%.  July 
24.  190(!.     5:1301.  1.000 

Kosberg,  Hyman  to  METROPOLITAN  SAVINGS  BANK.  Madi- 
son st.  No  3.50.  n  s,  216  e  Scammel  st,  23.9x96.  July  18,  5  yrs. 
5%%.-    July  20.  1906.     1:267.  19,000 

Kerrison,  Philip  D  to  LAWYERS'  TITLE  INS  &  TRUST  CO.  56th 
st,  No  58,  s  s,  161  e  6th  av,  16x100.5.  July  16,  3  yrs,  4y,%. 
5:1271.     July  24.   1906.  .35,000 

Kingsley,  Susie  B  to  GREENWICH  SAVINGS  BANK.  113th  st. 
No  619,  n  s,  300  w  Broadway,  20x100,11.  July  13,  due  July  IS, 
1911,  41/2%.     July  19,   ]9(.10.     7:1895.  20.000 

Kaplan,  Elias  to  Realty  Transfer  Co,  124th  st,  Nos  341  and 
34.3,  n  s,  175  w  1st  av,  50x100.11,  except  gore  beginning  204.10 
w  1st  av.  runs  w  9.8  x  s  5.8  x  e  7.4  to  beginning.  Building 
loan.     July  10.  1  yr,  6%.     July  20,  1906.     6:1801.  25,.500 

Same  to  same.  Same  property.  P  M.  July  10,  1  yr,  6%.  July  20, 
1906.     0:1801.  "11,000 

Kornhauser,  Joseph  to  Kate  C  Woodhull  and  ano.     Av  A,  No  1735 


w  s.  50.4  n  90th  st,  runs  w  107  x  n  2.5  x  e  0.1  x  e  —  x  s  25.: 


to 


beginning.     P  M.     July  13,  3  yrs,  51/2%.     July  19.  1906.     5:1570. 

10.000 

Kotlowsky,  Jacob  to  Realty  Mortgage  Co;  143d  st,  s  s,  10)  e 
Broadway,  75x99.11.  Building  loan.  July  13,  1  yr,  6  '.  Julv 
19,  1906.     7:2074.  75,000 

Same  to  Aaron  M  Janpole  and  ano.  Same  property.  Building 
loan.  Prior  mort  $75,000.  July  13.  1  year,  6%.  July  19,  1906. 
7:2074.  3.000 

Kotlowsky.  Jacob  to  Realty  Mortgage  So.  142d  st,  n  s,  100  e 
Broadway,  75x99.11.  Building  loan.  July  13,  1  yr,  tt%.  Julv 
I'.l,  1906.     7:2074.  75,000 

Same  to  Aaron  M  Janpole  and  ano.  Same  property.  Building 
loan.  Prior  mort  $75,000.  July  13,  1  yr,  6%.  July  19,  1906. 
7:2074.  3,000 

Kotzen  Realty  Co  to  Max  Kotzen.  Gth  st,  Nos  713  and  715,  n  s, 
195.1  e  Av  C,  4O.9x9O.10;  6th  st.  No  717,  n  s,  2.3.5.11  e  Av  C, 
18.2x90.10.  July  24,  due  April  24,  1907,  6%.  July  25,  1906. 
2:376.  6,000 

Klein,  David  to  The  J  Chr  G  Hupfel  Brewing  Co.  52d  st.  No 
427.  n  s.  3.39  e  1st  av,  runs  n  66.4  x  s  e  —  x  s  62.9  to  st  x  w 
20  to  beginning.  July  25,  due  Nov  25,  1906,  — %.  July  26, 
1900.     5:1364.  5,000 

Kotzen  Realty  Co  to  Max  Kotzen.  13th  st,  Nos  523  to  527,  n  s. 
296  e  Av  A,  75x103.3.  July  24,  due  Feb  15,  1907,  6%.  July 
25,   1906.     2:407.  24,000 

>      -  ■ .      •, 
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Uort  gages 


RECORD    AND    GUlDfc       lUnhattaa 


July  28,  1906 


JOHN  C.  ORR  CO., 


India.  Java  and  Huron  Sts.  and  East  Riye<- 
City   ol    New  York,   Borough    ol    Brooktyo 


9ASH.  DOORS,  BLINDS 
AND      house:     TB^I 


'S  LUMBER  OF  ALL  KINDS  FOR  BUILDERS 


Kronl.c,    F.iihil    J    to    Calhariue    M    Uiekman.      Leuo.x    av,    N'o    412. 

Saloon  lease.     All   title.     July  '21,  installs,  C>y^.     July  25,   190<j. 

0:1728.  5,000 

Koref,    Ignatz    to    L.\WYERS   TITLE    INSURANCE    &    TRUST    CO. 

Av  B.  Xos  227  to  231,  s  e  cor  14th  st,  Nos  600  and  602,  68.9x 

88.     July  24.  demand,  5%.     July  25,   lOOC.     2:396.  .50,000 

Klein,   Fanny   to   Harry   A   Thuor.      107th   st.   No   20S,   s   s,   135   e 

3d   av,    21. 10x100.11.      July   !»,   due   Jan   1,    1907,   6%.      July   25, 

1900.     6:1050.  900 

Kleinfeld,    Isaac    and    Isaac    Rothfeld    to   Ma.x   Radt.      Houston   st. 

No  157,  s  s.  58.4  e  Eldridge  st,  25x75.     P  M.     July  25,  demand, 

0%.     July  20.  1906.     2:417.  11,000 

Knapp,   John   H   to   Margt    Mahan.      Post   av,   n   e   cor   Hawthorne 

st,  lOOxKX).     July  20,   I'.HIO,  1  year.  5%.     8:2222.  2,.500 

Kelly.    MichI    J    to    Elise    Boyd.      152d    st.    No    025,    n    s,    375    w 

Broadway.   25.5x199.10  to   s   s  153d  st.      Feb   13,   1  year,   5%%. 

July  2(;,  1900.     7:2099.  1.500 

Larkin.  Andrew  J  to  Charles  Cohen.     124th  st.  No  534,  s  s,  225  e 

Broadway,  5(lxltX).ll.     Prior  mort  $55,000.     July  11,  1  year,  6%.     • 

July   26.    19U0.      7:1978.  5,000 

Lowenfeld.    Pincus    and    Wm    Prager    to    American    Mortgage    Co. 

2d  av.   Nos   1094   and   1090,  e   s,  60  s  58th  st,  40.5x100.     P  M. 

July  20.  1900.  1  year,  5;' .     5:13.50.  22,500 

Same  to  same.     Same  property.     P  M.     Prior  mort  $22,500.     July 

20,   1900,  1  year,  0%.     5:1350.  4,500 

Lowenfeld,    Pincus    and    Wm    Prager    to    American    Mortgage    Co. 

58th  st.  No  302,  s  s,   78  e  2d  av,  22x00.     P  M.     July  26,  1900, 

1   year,   5%.     5:1350.  9,000 

Lowenfeld,    Pincus    and    Wm    Prager    to    American    Mortgage    Co. 

158th  st,  s  s,  100  e  Amsterdam  av.  .50x99.11.     P  M.     July  25,  1 

year,  aVo%.     July  20,  1906.     8:2108.  17,<X)0 

Same  to  same.     Same  property.     P  M.     Prior  mort  $17,000.     July 

25,  1  year.  0%.     July  26,  19(10.     8:2108.  2,000 

Lowenfeld,    Pincus    and    Wm    Prager    to    American    Mortgage    Co. 

Amsterdam  av,  e  s,  50  s  1,58th  st,  49.11x100.     P  M.     July  25.  1 

year.  5%%.     July  20,  1900.     8:2108.  28,000 

Same  to  same.     Same  property.     P  M.     Prior  mort  $28,000.     June 

28,  1  year.  6%.     July  20.  19CKi.     8:2108.  4,000 

Lowenfeld.    Pincus    and    Wm    Prager    to    American    Mortgage    Co. 

Amsterdam  av.  s  e  cor  1.58th  st.  No  1909,  50x100.     P  M.     July 

25,  1  year.  5%%.     July  20,  1900.     8:2108.  32,000 

Same  to  same.     Same  property.     P  M.     Prior  mort  $32,000.     July 

25.  1  year,  0%,.     July  20.  1900.     8:2108.  5,000 
Leonard,   Michl   J   to  James   Rozell.     3Sth   st.   No   554,   s  s,   100  e 

11th  av.   25x98.9.      Prior  mort   $5,000.     July  26,   1906,  due  Nov 

26,  1907,  5%.     3:709.  2,000 
Levy,   Max   to   GERMAN   SAVINGS  BANK  in  City   N  Y.      Mott   st. 

No  59.  w  s.  75  n  Bavard  st.  25.\100.  July  20,  due  July  1.  190". 
41/,%.     July  25.   1900.     1:21X).  9,0(10 

Lang,  Bernhard  to  Alex  Wiener.  S5th  st,  No  219,  n  s,  2.50.10 
e  3d  av,  25.7x101. ()x25.1xl02.1.  P  M.  Prior  mort  .$22,000. 
July  18,  2  years,  6%.     July  25,  1900.     5:1.531.  1,7.50 

Levine,  Joseph  to  Esther  Rosenberg.  Madison  st.  No  242.  s  s, 
171  w  Clinton  st,  2.5.6x90.  P  M.  Prior  mort  $30,000.  July  25, 
1900,  5  years,  0%.     1:270.  12,fMI0 

Lohmanu.  Bernhard  to  TITLE  GUARANTEE  &  TRUST  CO.  10th 
av.  No  445,  w  s.  49.5  s  o5th  st,  24.8x100.  P  M.  July  24.  due, 
&c.  as  per  bond.     July  25,  1900.     3:706.  "      14,000 

Laudin.  Charles  and  Nathan  Stamm  Individ  and  as  firm  of 
Laudin  &  Stamm  to  Austin  B  Fletcher  and  ano  trustees  Jack- 
son S  Schultz.  140th  St.  s  s.  112.0  w  8th  av,  runs  s  94.10  x  w 
37.6  X  s  25  X  w  75  to  New  or  Bradhurst  av  x  n  119.10  to  st  x 
e  112.6  to  beginning.  July  2.5,  1906,  due  Feb  1,  1907,  6%. 
7:2045.  80,000 

Lippi,  Lawrence  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
28th  st,  No  245,  n  s,  75  w  2d  av,  runs  n  74  x  w  50  x  n  24.8  x  e 
25  X  n  74  X  e  —  x  s  e  —  x  e  19  x  s  72.9  to  st  x  w  22  to  be- 
ginning.    P  M.     July  18,  5  yrs,  5%.     July  10.  190(i.     3:909.     21,000 

Same  to  Frank  Hertel.  P  M.  Prior  mort  $21,000.  July  18,  4 
yrs,  6%.     July  19,  1906.     3:909.  6,000 

Libman,  Abram  L  and  Chas  and  Wm  C  Horowitz  to  Real  Estate 
Mortgage  Co  of  N  J.  2d  av,  w  s.  41.11  n  00th  st.  2  lots,  each 
39x100.  2  morts.  each  $42,000.  July  18.  due  July  1,  1911,  5,°/. 
July  20.    1900.      5:1421.  84,000 

Lowenfeld,  Pincus  and  Wm  Prager  party  first  part  with  Chas  I 
Weinstein  party  second  part  and  John  E  and  Wm  L  Marsh  exrs 
&c  Rolph  Marsh  and  Lily  W  Beresford  trustee  Louis  C  Hamers- 
ley  parties  third  part.  Madison  av,  Nos  1033  to  1()41.  n  e  cor 
109th  st,  Nos  51  to  01,  100.11x138.9.  Declaration  by  party 
first  part  that  party  of  second  part  is  indebted  to  them  for 
$119,500  on  account  of  5  certain  bonds  and  morts  recorded  June 
30,  190.5,  and  that  party  of  third  part  is  to  advance  to  party 
of  second  part  $188,000.  it  said  first  indebtedness  shall  be  sub- 
ordinated.     July  24,   1900.      0;1()15.  nom 

Levinson,  Philip  and  Paul  Zipkin.  Brooklyn,  N  Y,  to  LAWYERS' 
TITLE  INS  &  TRUST  CO.  lOlth  st.  Nos  115  to  121,  n  s.  135 
e  Park  av,  2  lots,  each  32.0x100.11.  2  morts,  each  $32.0(X). 
July  19.  1906,  due  June  30,  1911,  5%.     6:1632.  64,000 

Levin.  Hyman  to  N  Y  SAVINGS  BANK  of  City  N  Y.  Park  av, 
s  e  cor  114th  st.  Nos  94  and  96,  100.11x34.10.  5  yrs,  5%. 
July  19,  1900.     0:1641.  45.000 

Ludins  &  Romm  Realty  Co  to  Commonwealth  Mortgage  Co.  95th 
st,  Xos  303  to  313,  n  s,  lOO  e  2d  av,  4  lots,  each  37.6x100.8. 
4  morts,  each  $5,875.  July  6,  due  Dec  0,  1906,  6%.  July  20, 
1906.     5:1558.  23.500 

Same  to  same.  Same  property.  4  certificates  as  to  consent  of 
stockholders   to   above  morts.     July  6.     July  20.   1906.     5:1558. 

Ludins  &  Romm  Realty  Co  to  Commonwealth  Mortgage  Co.     95th 

st,   Nos  315  to   319,   n  s.   2.50  e  2d  av.   2  lots,   each  37.6x100.8. 

2  morts.   each  $8,125.     July  0,  due  Dec  6,   1900,   6%.     Julv  20, 

IttOe.     5:1.558.  16.2.50 

Same    to    same.      Same    property.      2    certificates    as    to    consent 

of     stockholders    to    above    morts.       July    6.       July    20,     190(i. 

5:1.558.  

Lang,    David    to    Hymen   Manheim    et    al.      149th   st.    s    s.    175    w 

Broadway.  .50x99.11.     July  21,  due  April  20,  1908.  6%.     July  24. 

1«I0.      7:2095.  4.500 

Leichner.   Lena   to  Levi   Munson.      Av  C,  No  297,   w  s,  42  n   17th 

St.  20x60.     P  M.     July  15,  5  years,  5%.     July  24,  1906.     3:985. 

9,000 


Langrock,   Leopold  L  to  Abraham  Hymanson.      Cannon   st.   No  111 
w  s.  62  n  Stanton  st,  runs  w  45.1  x  n  12.10  x  w  .54.11  x  n  20.1 
xel8xn0.7xe  —  xn  —  xe  —  xs  33.9  to  beginning.     Prior 
mort   $32,000.      July   18,   due   July   1,   1910,   OTc.     July   19,   1900 
,  2:33o.  16,350 

Levmson,  Philip  and  Paul  Zipkin  to  Julius  Weinstein.  104th  st 
Nos  115  to  121,  n  s,  135  e  Park  av,  65x100.11.  Prior  mort  $82  - 
000.     July  19,   lt»06,   demand.  6%.     6:1632.  5,606.75 

Same  to  Isidore  Jackson  and  ano.  Same  property.  Prior  mort 
$64,000.     July  19,   1906.  demand,  0%.     (i:ltl32.  4.000 

Same  and  Isidor  Jackson  and  Abraham  Stern  with  LAWYERS 
TITLE  INS  &  TRUST  CO.  Same  property.  Subordination  agree- 
ment.    July  19.  IVMXJ.     0:1632.  nom 

Larken,  Peter  and  Martin  Mulli  to  Mich  Scanlon.  9th  av.  No  352. 
Leasehold.  All  title.  Prior  mort  $1((,(XI0.  July  19,  installs, 
6%.     July  21.   ]>HI6.     3:754.  3,000 

Liebovitz.  Saml  to  Isaac  Schreiber.  47th  st.  No  258,  s  s,  150  e  8th 
av,  25x100.5.  Prior  mort  $33,000.  July  17,  due  Oct  17,  1907. 
6%.      July  20,   190(!.      4:1018.  3  500 

Lissman,  Edward  to  TITLE  INS  CO  of  N  Y.     130th  st,  No  218    s  s 
225  w  7th  av.  20x99.11.     P  M.     July  19,  3  years,   -,%.     July  20.      . 
1900.     7:1935.  U.OOO 

Same  to  Julia  A  Petttengill.  Same  property.  P  M.  July  19  in- 
stalls, 6%.     July  20.  Itt06.     7:1935.  3,750 

Larkin,  Peter  and  Martin  Mulli  to  De  Witt  C  Flanagan  and  ano 
trustees,  &c.  9th  av.  No  352.  Saloon  lease.  July  19,  demand, 
6%.     July  21,    li»06.     3:754.  5.QOO 

Mutual  Life  Insurance  Co  of  NY  with  Wh  Prodgers.  8th 
av.  No  2666,  e  s,  24.11  s  142d  st,  25x100.  Extension  mort.  July 
3.     July  25,  1900.     7:2027.  nom 

Mozer,  Robert  with  Ferdinand  Penner.  90th  st,  No  302,  s  s,  100 
e  2d_  av,  25x100.8.  Extension  mort.  July  5.  July  23,  1906. 
o:lot>2.  nom 

Marien  Metal  &  Supply  Co  to  Sigmund  Cohn.  South  st.  No  152, 
abt  38  e  Peck  slip,  runs  e  24.6  x-  n  70.0  x  e  2.9  x  n  7.6  x  w  26.5 
X  s  70  to  beginning.  July  24,  3  years,  0%.  July  25,  1906. 
1 :  107.  3,000 

Mellis,  Wolf  to  Agnes  A  Cording.  110th  st.  No  120.  s  s.  125  w 
Lexington  av,  25xl(K(.ll.  P  M.  Prior  mort  $10,000.  July  25,  3 
years,  6%.     July  26,  1906.     6:1037.  6,000 

Mooney.  Ellen  J  to  Edmond  Hearn  and  ano.  27th  st.  No  315,  n  s, 
200  e  2d  av,  10.8.x98.9.  P  M.  July  25,  3  years,  5%.  July  26, 
1906.     3:933.  '         •  7,000 

Mayers,  Meyer  to  Leopold  Katzenstein.  133d  st,  No  223,  n  s, 
2(J0  w  7th  av,  20x99.11.  P  M.  July  26,  1906,  6  years,  5%. 
7:1939.  10,000 

Magan,  Margt  C  to  Benj  Wechsler.  Amsterdam  av.  No  782,  w  s, 
25.9  n  9Sth  st,  25x84.2.  P  M.  Prior  mort  $2(l,(l()0.  June  28, 
due  Feb   1.   1908,  0%.     July  20,   1900,     7:1870.  6,000 

Meller,  Abraham  to  Margt  Duckgeischel.  3d  st.  No  197.  n  e  s, 
abt  79  w  Av  B,  23x96.2.  P  M.  July  25,  3  years,  5%.  July  26, 
1906.     2:399.  22,000 

Middle  Town  Realty  Co  to  Pincus  Lowenfeld  and  ano.  Amsterdam 
av.  No  1969,  s  e  cor  158th  st,  99.11x1.50.  P  M.  July  25,  1 
year,  6%.     July  26,  1900.     8:2108.  15,000 

Marx,  Isaac  with  Joseph  T  Staff.  Forsyth  st.  No  5,  w  s,  75  u 
Bayard  st,  2.5x100.  Extension  mort.  July  17.  July  21,  1906. 
1:291.  nom 

Machiz,  Ida  to  Eliza  M  Zerega  et  al  trustees  Augustus  Zerega. 
Thompson  st.  No  231,  w  s.  80.4  s  3d  st,  runs  w  25  x  n  0.11 
X  w  .50  X  s  25  X  e  75  to  Thompson  st  x  n  24.1  to  beginning. 
July  24,  3  years.  5%.     July  25,  1906.     2:539.  22,000 

Same  and  Sam  Jacobs  with  same.  Same  property.  Subordination 
agreement.     July  17.     July  25,  190(i.     2:.539.  nom 

Moore,  Eliz  J  to  GERMAN  S.WINGS  BANK  in  City  N  Y.  10th 
av.  Nos  208  and  2711.  e  s.  59.3  s  26th  st,  39.6x(58.  Ju:y  14,  1 
year,  4%°,.     July  25.   19(10.     3:723.  4,000 

Mayer,  Isaac  and  Henry  to  City  Mortgage  Co.  Amsterdam  av, 
Nos  226)0  to  2270.  s  w  cor  173d  st.  No  500.  runs  w  200  x  s  100 
X  e  100  X  s  94.6  to  n  s  172d  st.  No  501,  x  e  100  to  Amsterdam 
av  X  n  194.6  to  beginning.  Building  loan.  Prior  mort  $162,- 
475.     July  17,  demand,  6%.     July  25,   I'.MIO.     8:2129.  34,725 

McDonald,  John  J  to  Virginia  Danziger  and  ano,  exrs  Max  Dan- 
ziger.  Howard  st.  No  34,  n  s,  about  125  e  Broadway,  25x119x25 
xll9.0,  e  s.  P  M.  Prior  mort  $25,000.  May  30,  due  July  1, 
1909,  0%.     July  21.  1900.     1:232.  10,000 

Miller,  Saml  to  Isaac  Schmeidler.  Carmine  st,  Nos  60  to  64%,  on 
map  Nos  (50  to  Ii4,  s  w  cor  Bedford  st,  75x60.  July  19,  1  yr.  6%. 
July  21.   ltHX>.     2:528.  35,000 

Same  to  Isaac  Bachrach  and  ano.  Same  property.  P  M.  Prior 
mort  $ .     July  1(3,  demand,  6%.     July  21,  1906.     2:,528.     23,500 

Miller,  Isaac  B  and  Joe  Seldin  to  American  Mortgage  Co.  38th 
St.  Nos  411  and  413.  n  s.  1.50  w  9th  av,  50.x98.9.  P  M.  July  18, 
2  yrs,  5%.     July  19,   HXMi.     3:73(i,  21,000 

Miller,  Nathan,  Hyman  and  Norman  and  Joseph  Morowitz  to 
Maurice  J  Burstein.  70th  st,  s  w  cor  Av  A.  85x50.  P  M.  Prior 
mort    $60,000.      June   21,    6   yrs,    6%.      July   20,    1906.      5:1464.     • 

18.000 

McEnroe.  Christiana  M  J  wife  of  &  Eugene  J  to  Mary  Miller. 
130th  st.  No  208,  s  s,  100  e  8th  av,  18.6x99.11.  July  18.  3  yrs. 
5%.     July  19.  KH16.     7:193.5.  gold,  10,(100 

Same  to  Timothy  Daly.  Same  property.  July  18,  1  yr,  6%.  July 
19,  1<K)0.     7:1935.  1,000 

Moloughney,  Edw  J  with  City  Mortgage  Co.  113th  st,  n  s.  2.50  w 
Broadway,  ,50x100.11.  Subordination  agreement.  July  2.  July 
19,  1900.     7:189.5.  nom 

Moses,  Rachel  to  Virginia  Danziger  and  ano  exrs  Max  Danziger. 
72d  St.  No  429,  n  s,  175  w  Av  A,  25x102.2.  July  10,  due  April 
15.   1911,  5%.     July  19,   1906.     5:1.567.  15,000 

Mutual  Construction  Co  to  Andrew  Wilson  trus  Chas  E  Fleming. 
173d  st,  s  s,  137.6  e  St  Nicholas  av,  37.6x100.  July  11,  3  yrs. 
5%.     July  24,  1900.     8:2129.  33,(X)0 

Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.     July  19.     July  24,  190(j.     8:2129.        

Manheim,  Hymon  and  Abraham  I  Weinstein  to  Louis  Manheim. 
70th  St.  No  420.  s  s.  161  w  Av  A,  38x100.5.  P  M.  July  23.  2 
years,  0%.     July  24,  1906.     5:1464.  3,.500 

Mohican  Springs,  a  corpn,  to  Edw  L  Dobbins.  Certificate  as  to 
consent  of  stockholders  to  mortgage  or  deed  of  trust  dated  July 
2,  1906.    July  19,  1906. 


The  text   of  theae  pages  is  copyrighUd.     All   ricbti   are   r«i«rT«i. 


Notice  l8  hereby  given  that  infringement  will  lead  to  prosecution. 


July  28,  1906 


Mortgages 


REORD     AIND     GUIDE  Manhattan 


197 


The  McCORMACK  REAL  ESTATE  CO., ,«' 


X<otB,  Flota  and  Acres 


44.  COURT  STREET,   BROOKLYN 


Times  Bnilding,  Broadway  and 

42d  Streel .  Manhattan 

CORPORATED 
l-arge  Properties  Financed  and  Developed 


Munday.  Rose,  New  Rrxhelle,  and  Ann  Monaghan  widow,  of  same 
place,  to  IWUTUAL  ALLIANCE  TRUST  CO  of  N  Y.  2d  av.  Nos 
(!2G  and  028,  e  s,  49.4  n  3-itli  st.  runs  n  40.4  x  e  100  x  s  43.4  x 
w  .50  x  s  (i  X  w  50  to  beginning.  July  18,  1  year,  4%%.  July  19, 
1900.     3:940.  15,(JO0 

Moses,  Rachel  to  Virginia  Danziger  and  ano  exrs  Max  Danzigcr. 
72d  St,  No  423,  n  s,  2.50  w  Av  A,  25x102.2.  July  16.  due  Apr 
15,   1911,  5%.     July   19,   1906.     5:1407.  15,<X)0 

Marx,  Max  to  Adolph  D  Bendheim  and  ano  admrs  Meier  Bendheim. 
Vermilyea  av,  n  e  cor  Isham  st,  14.S.2  to  w  s  211th  st  x91.6x95.S 
x75.  P  M.  July  20,  3  years,  O'/r.  July  21,  1900.  8:2228.  14.(XI0 
Manevetz,  Louis,  Hoboken,  N  J,  to  Isaac  Edelson  and  ano.  7th  st, 
Nos  41  and  43,  n  s,  100  w  2d  av,  50x74.10.  P  M.  Prior  mort 
$.50,000.     July  10,  (i  years,  ii'/c.     July  20,  1906.     2:403.  11,000 

Marino.  Marziano  to  Emil  Loewenthal.  117th  st.  No  304,  s  s,  105 
e  2d  av,  20x100.11.  P  M.  July  19,  2  years,  6%.  July  20,  1900. 
6:1688.  3,000 

McCormack,  Edw  to  Lion  Brewery.     3d  av,  No  337.     Saloon  lease. 

July  18,  demand,  6%,     July  21,  1906,     3:905,  5,000 

McCann,  Patrick  to  De  Witt  C  Flanagan  and  ano  trustees,  &c. 
11th  av,  No  570.  Saloon  lease.  July  17,  demand,  6%.  July  21. 
1906.     4:1071.  1,000 

Maglio.  Antonio  to  Lion  Brewery.     Elizabeth  st.  No  165.     Saloon 

lease.     July  11,  demand,  6%.     July  21,   1906.     2:479.  1.000 

Mulcahy,  Patrick  to  Lion  Brewery.  2d  av.  No  1327,  s  w  cor  70th 
St.     Saloon  lease.     July  18,  demand,  6%.     July  21,  1006.     5:1424. 

4,0(X) 
Nagel,  John  H  W  to  GERMAN  SAVINGS  BANK  In  City  N  Y.  28th 
St.  No  221.  n  s,  272  w  7th  av.  24.10x98.8.     July  18,  due  July  1. 
1909.  4%<7c.     July  19,  1906.     3:778.                                             20,000 
Same  and  Wm  Fehlhaber  with  same.     Same  property.     Subordina- 
tion agreement.     July  IS.     July  19,  1006.     3:778.                         nom 
New  Construction  Co  to  City  Mortgage  Co.     178th  st,  n  s,  100  w 
Audubon  av,  125x100.     Building  loan.     Prior  mort  $39,000.     July 
2,  demand,  G7c.     July  19,  190t!.     8:2153.                                       60.0(X) 
Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.     July  2.     July  19.  1906.     8:2153.  • 

New  Construction  Co  to  City  Mortgage  Co.     Audubon  av,  s  e  cor 
170th  st,  200  to  178th  st  x85.     Building  loan.     Prior  mort  $85,- 
0(X>.     July  2,  demand,  0'/.     July  19,   1900.     8:21.52.                  78.1KX) 
Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.     July  2.     July  19.  1006.     8:2152.  

N  Y  Homoepathic  Medical  College  and  Hospital  with  Alex  H  Pincus. 
Hester  st,  Nos  127  to  131.  Extension  mort.  July  23.  July  24, 
1906.     1:305.  nom 

Nevins,  Abraham  and  Harry  W  Perelman  to  Eliz  Wood.  2d  av. 
Nos  2410  to  2414.  e  s,  40  s  124th  st,  60.\80.  P  M.  July  15,  3 
years,  5%.     July  25.  190(1.     0:1,S(IO.  26, .500 

Nieberg  Bros  with  STATE  BANK.  117th  st,  No  509,  n  s,  98  e 
Pleasant  av.  30x100.10.  Subordination  agreement.  June  29. 
July  23,  1906.     6:1716.  nom 

Nieberg,  BenJ  and  Louis  with  STATE  BANK.  137th  st.  s  s,  335  w 
5th  av,  75x09.11.  Subordination  agreement.  May  17.  July  23. 
1900.     6:1734.  nom 

Ottensoser,  Fannie  to  Theo  Greentree.  134th  st.  No  118,  s  s,  318.6 
w  Lenox  av,  28x90.11.  Prior  mort  $18,000.  July  20,  2  years. 
6%.     July  21,  1000.     7:1918.  4,000 

Olveira.  Jane  C  to  Thomas  A  McGee,  Amsterdam  av.  No  407,  e  s, 
77.2  n  79th  st.  25.x80.  Prior  mort  $22,000.  July  23,  3  yrs,  6%. 
July  24.   1000.     4:1210.  5,000 

Overington,  Maude  M  wife  of  an4  Harry  to  Lizzie  B  Stillwell. 
Madison  av,  No  2(X)0,  e  s.  40  s  128th  st,  25x85.  July  18.  5 
yrs.   5%.      July   19.    1000.      6:1752.  15,000 

O'Rourke.  Frank  to  Patk  G  Tighe.     22d  st,  Nos  555  and  557  West. 

Saloon  lease.     July  24.  demand,  0%.     July  25,  1900.     3:694.  8,.500 
Orawetz.    Anthony    to    V    Loewers    Gambrinus    Brewing    Co.      6th 
st.    No   431    East.      Saloon    lease.      July  25.    1906,    demand,    0%. 
2:434.  2,000 

Psaty,  Max,  Israel  Goldsmith  and  Domenico  Bravin  to  Annie  Ma- 
guire.  Broome  st,  No  30.  n  s,  25  e  Goerck  st,  25x75.  July 
24,  3  years,  .5^4%.     July  25,  1900.     2:322.  "'' 

Patterson,  Rowland  to  Peter  .\lexander.  16.5th  st, 
2.50  e  Amsterdam  av.  10.8x0.".. Sxl0.9\63.4.  P  M. 
years.  5%.  July  25,  1906.  8:2111. 
Platsky.  Adolph  to  Lizzie  Eder.  80th  st,  No  143,  n  s,  368.9  w 
Columbus  av.  19x102.2.  P  M  July  20,  due  May  20,  1907,  6%. 
July  21,  1906.     4:1211.  3,000 

Powers.  John  J  to  Eugene  Vallens.  Amsterdam  av.  No  646,  w  s. 
100118  s  92d  st,  25x100.  P  M.  July  19,  3  years,  0%.  July  21, 
liXXi.      4:1230.  6.2.50 

Portman.  Isaac  to  Jacob  B  Bngel.     18th  st.  No  417.  n  3.  365  w  Av 

A,  2.5x92.     July  21.  demand,  6%.     July  23,  1906.     3:950.        1.000 
Pasinsky    Henry  to  Isaac  Bell.     Elizabeth  st.   No  255.  w  s,  231  s 
Houston  st,  24x.S8.7x23. 10x88.2.     5  years,  4%%.     July  24.   lOW!. 
2:. 508.  22,500 

Pasinsky,  Henry  to  Wm  Jay  as  exr  trustee  Mary  E  B  Field.  Eliz- 
abeth st.  No  257,  w  s,  207  s  Houston  st.  24x88.2x23.10x87.9.  5 
years.  AVi^e.     July  24.  1906.     2:.508.  22,.500 

Pasinsky.  Henry  to  Wm  Jay  exr  Mary  E  B  Field.  Elizabeth  St. 
No  2C>o.   w  s,   159  s   Houston   st,   24x87,3x23.10x80.10.     5   years 


20.000 
No  468,  s   s, 
July   24,   3 

6,000 


4%%.      July  2i.    1006. 


:508.  ■      22.500 

Pasinsky,   Henry   to  Wm  Jay   exr  Mary   E  B  Field.     Elizabeth   st. 

No   2.50,   w  s,   183  s  Houston  st,   24x87.9x23,10x87,3.     July  24. 

1900.  5  years,  4M>%.     2:.508.  22..500 

Purcaro,   Leopold   to  Gesina   F   Rose  and  ano.     New  Chambers  st. 

Nos  4  and  0.  s  w  cor  Duane  st.  No  10.  41.3x50.6x28x19.3.     P  M. 

July   19,   5  yrs,  5%.     July  20,   1000.     1:121.  34,700 

Paoli.  Alessandro  D  to  Mary  E  Ray.     Hester  st.  Nos  204  and  200, 


s  p.  52. .5  w  Baxter  st,  runs  w  40 
n  63. ()  to  beglnn:n3 
1:207. 
Pimstein.  Jos   to   Robert 
Av  C,  25.10x103.3.     P 


."S.9  X  e  20  X  s  4.9  X  e  20 
P  M.     Ju!y  16.  5  yrs,  5%.     July  19,  1906. 

20000 
I   Brown.      13th  st,   No  704.   s   s.   86  4' e 
M.     July   16.  5  yrs,  5%.     July  19,   1900. 
2:382.  15,000 

Same  to  same.     Same  property.     P  M.     Prior  mort  $15,000.    July 

16.  3  yrs,  5%.     July  19.  1906.     2:382.  2.000 

Parnass,  SamI  and  Geo  Dellon  to  Bronx  Investment  Co.  52d  st. 
Nos  410  to  420.  s  s.  221  e  1st  av.  48x100.5.  Prior  mort  $26,000. 
July  18.  due  Jan  1.  1907,  6%.     July  19,  1906.     5:1363.  19..500 

Psaty-Edelson  Construction  Co  to  Stephen  0  Lockwood.  144th  st. 
n  s.  200  w  Broadway,  50x99.11.  July  20,  1906,  3  yrs.  5%. 
7:2091.  40,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above.    July  19.    July  20,  1906.    7:2091.  - — • 


Rosenberg.  Joseph  L  to  Jacob  Corday.  4th  st,  No  64.  s  s.  275  w 
2d  av.  25x105.5.  P  M.  Prior  mort  $20,0<I0.  July  15,  3  years 
6%.     July  26.   1000.     2:450.  4,5(10 

Rubenstein,  Nathan  to  Hyman  Adelstein  and  ano.  Eldridge  st, 
Nos  ,141  and  143,  s  w  cor  Delancey  st.  runs  s  48.11  x  w  39.5 
x  n  —  x  w  00.7  X  n  49.3  to  Delancey  st  x  e  100  to  beginning. 
Prior  mort  $137,000.  July  12,  1  year,  6%.  July  25,  1900. 
2:410.  18,000 

Ramsfelder.  Samuel  to  Hyman  Levin.  Park  av.  s  e  cor  114th 
St.  Nos  94  and  96,  100.11x34.10.  July  10,  5  years,  6%.  July  25. 
1900.     0:1041.  'i7,500 

Rubin.  Hyman  to  Louis  Kovner.  Cherry  st.  No  151.  s  s  about 
110  w  Mark-t  Slip.  2O.v0O.  P  M.  July  17.  due  Jan  18.  1909,  6%. 
July  19.   1900.      1:250.  sTsnO 

Rosenberg.  Louis  and  Lazarus  Perelson  to  Frank  Hillman  and 
ano.  12th  st.  No  04<t.  s  s,  216.4  w  Av  C,  16.8x103.3.  July  12^ 
demand.   0/,.     July  19.   1906.     2:394.  13,000 

Riedler,  Sam  to  Joshua  Velleman.     Rivington  st.  No  26,  n  s,  75  e 

Chrystie  st,  25x100.     5  yrs.  5%.     July  10,  1900.     2:421.  20  000 

Rieser,  Max  G  to  Chas  Laue.  7th  av,  No  2138,  s  w  cor  127th 
st.  No  200,  19.10x.SO,  p  M,  July  20.  due  Aug  1,  1900,  0%. 
July   21.   IfHIO.      7:1032.  9,000 

Rubenstein,  Nathan  to  August  Ruff.  Eldridge  st,  Nos  141  and  143. 
s  w  cor  Delancey  St.  runs  s  48.11  x  w  .39.5  x  n  60.7  x  n  49  3  to 
St.  X  e  100  to  beginning.  Prior  mort  $4,00t>.  July  19,  1  year 
6<7r.      July  24.    1!MJ6.     2:419.  3  000 

Rainbow.  Chas  W  to  Charles  R  Christy.  23d  st.  No  418.  s  s,  172  w 
9th  av,  26.6x08.0.  P  M.  July  14,  1  year,  07c.  July  24,  lOOli 
3:720,  ,s,000 

Ruth,  Abraham  and  Herman  Cohen  with  City  Mortgage  Co.  178th 
st,  n  s,  100  w  Amsterdam  av,  100x100.  Subordination  agreement. 
July  12.     July  10.  1900.     8:2152.  nom 

Ruth,  Abraham  and  Herman  Cohen  with  City  Mortgage  Co.     Audu- 
bon av.  e  s.  extends  from  178th  to  179th  st.  — xSo.     Subordina- 
tion agreement,     July  2.     July  19,  1000.     8:2152.  nom 
Ruth.  Abraham  with  City  Mortgage  Co.     170th  st.  s  s.  1.50  w  Am- 
sterdam  av.   50x100.     Subordination   agreement.     July  12.     July 
19.   1000.     8:21,52.                                                                                      nom 
Russell.  H  Everett  to  Harry  A  Thour.     Morton  st.  No  27i4,  n  e  cor 
Bedford  st,  Nos  60  and  02,  09.x43.     Prior  mort  $.54,000.     July  6. 
3  years.  {-,%.     July  10,  190(5.     2:587.                                                  4,000 
Ruth,   Abraham  and  Herman  with  City  Mortgage  Co,     178th  st,  n 
s,   KM)  w  Audubon  av,   125x100,     Subordination  agreement.     July 
2,     July  19,  loot).     8:21.53.                                                                      nom 
Rogers.  Madeline  S.  South  Norwalk,  Conn,  to  James  R  Steers.     51st 
St.  No  46.  s  s.  (!21  w  5th  av.  22x100  5.     Leasehold.     Prior  mort 
$10,(NM».     Juiy  10,  demand,  O'/r.     July  10,  ItKlO.     5:120(5.         10.000 
Ruth,   Abraham  and  Herman  Cohen  with  City  Mortgage  Co.     170th 
St.  s  s.  1.50  w  Amsterdam  av.  .50x100.     Subordination  agreement. 
July  12,     July  19,  1906.     8:2152.                                                          nom 
Reed,   Bessie  E  wife  Washington  B  to  Thomas  W  Cassidy.     184th 
st,  n   s,  325  w  Amsterdam  av,  2.5x99,11.     July  17,  3  years.  6%. 
July  21,  1900.     8:21.50.                                                                           3,500 
Rieser,    Max   G   to   Chas   Laue       7th   av,   Nos   2132   to   2136,   w   s, 
19.10  s  127th  st,  3  lots,  together  in  size  .59.9x80.     3PM  morts. 
each   .?6,000.      July   20,    due    Aug   1,    1000,    6%.      July   21,    1900. 
7:1931.                                                                                                 18.000 
Richard.  Leah.  Waterloo.  N  Y,  to  Frank  T  Warburton.     ,SOth  st.  No 
322.   s   s.  .304   w   West   End   av.  20.11x102.2.      P  M.      Prior  mort 
$22,500.     July  17,  3  years,  — %,     July  20,  1900.     4:1247,          6,.500 
Reibstein,    Emil    with   Hyman    Kosberg.      Madison  st.    No  3.55.   n   s. 
21(5  e  Scammel  st,  23.9.\06.     Subordination  agreement.     July  20. 
July  21,  1906,     1:2(57.                                                                                nom 
Sullivan,   Christopher  D  to  NEW  YORK  SAVINGS   BANK  of  City 
N  Y.     47th  st.  No  118,  s  s,  550  e  7th  av,  18.9x100.5.     July  25, 
due  June  1.  1011.  5%.     July  26.  190(5.     4:999.                           20,000 
Schenkman,   Max   with  Harry  Burnett.      Eldridge   st,   Nos  210  and 
212.     Subordination  agreement.     July  25.     July  26,  1906.     2:416. 

nom 
Sutherland.    Wm    E    to   James    H    Aldrich    et    al    trustees    Eliz    W 
Aldrich,     25th  st.  No  244,  s  s,  405  w  7th  av,   15x78.9.     July  20, 
3  years,  5%.     July  20.   1900.     3:744.  10,(100 

Sobel.  Sam  to  Morris  Dlugasch.  Av  A.  No  270.  e  s.  40  s  17th 
St.  24.0x95.0.  P  M.  July  25,  due  Jan  25,  1907,  0%.  July  20, 
1006,      3:074.  1.7.50 

Schmeidler.  Adolph  to  LAWYERS  TITLE  INSURANCE  &  TRUST 
CO.  80th  St.  Nos  222  and  224,  s  s,  235  e  3d  av,  2  lots,  each  25x 
100.8.  2  morts,  each  $19,000.  July  24,  5  years,  5%.  July  25. 
190(5.     5:1.534.  38,000 

Shretski,   Wm   with  John   B  Hasslocher.     109th   st.   No   142  West. 

Subordination  agreement.     July  24.     July  25,  1006.     7:1863.      nom 
Sanger,    Rachel    to   Jacob    Levy.      111th   st.    No   SO.    s    s.    14(5.8   w 
Park    av.    16.8x1(10.11.      Prior    mort   $4,500.      July   24,    2   years, 
0%.     July  25,  190(5.     0:1010.  2,000 

Sanford,  Henry  G  to  TITLE  GUARANTEE  &  TRUST  CO.  04th 
St.  No  114.  s  s,  132.0  e  Park  av.  17.6xl(X).5.  P  M.  July  25. 
19(:k5.  due.  &c.  as  per  bond.     5:1308.  23.000 

Scheer-Glnsberg  Realty  &  Construction  Co  to  TITLE  INSUR- 
ANCE CO  of  N  Y.  152d  st,  Nos  .528  to  .532,  s  s.  425  w  Amster- 
dam av.  3  lots,  each  41.8x90.11.  3  morts.  each  .$.38,000.  July 
24,  5  years,  5%.     July  25,  1906.     7:2083.  114.000 

Scheer-Glnsberg  Realty  &  Construction  Co  to  TITLE  INSUR- 
ANCE CO  of  N  Y.  151st  St.  n  s,  425  w  Amsterdam  av.  125x 
199.10  to  s  s  152d  st.  Certificate  as  to  consent  of  stockholders 
to    6    morts.    aggregating    $234,000.      July    24.      July    25.    1906. 

7:2083.  

Standard  Operating  Co  with  Lewis  H  Schultz  and  ano  trusliBes 
Jackson  S  Schultz.  140th  st.  s  s.  112.6  w  8th  av,  runs  s  94.10 
X  w  37.6  X  s  2.5  X  w  75  to  e  s  New  or  Bradhurst  av  x  n  119.10 
to  146th  st  X  e  112.(5  to  beginning.  Subordination  agreement. 
July   25.    1906.      7:2045.  no  a 

Scheer-Ginsberg  Realty  &  Construction  Co  to  TITLE  INSUR- 
ANCE CO  of  N  Y.  151st  st,  n  s.  423  w  Amsterdam  av,  3  lots, 
each  41.8x90.11.  3  morts,  each  $40,000.  July  24,  5  years,  5% 
July  25,  1906.     7:2083.  120.000 

Schwab.  Abraham  to  LAWYERS'  TITLE  INS  &  TRUST  CO.  00th 
St.  No  34.  s  s,  240  e  Madison  av.  20x100,5.  July  13,  due  Junf 
30,  1909,  51/2%.     July  19,  1900.     5:1374.  40,0  '0 

Shapiro,  Charles  to  Harris  Mandelbaum  and  ano,  122d  st,  s  s 
200  e  Broadway.  125x90.11.  Building  loan.  Mar  8.  due  Mar 
lo.  1907,  6%.     July  19.  1006.     7:1076.  65,000 

Stickney.  Mary  A  to  Patrick  Dunn.  Madison  av.  No  1993.  n  e 
cor  127th  St.  No  49.  17x60.  Prior  mort  $11,.500.  July  21.  2 
years,  6%.     July  24,   1906.     6:1752.  1,000 


The  text  of  tbeae  pages  is  copyrighted.     All  rlshts  are  reserved.        Notice  Is  hereby  given  that  iDfrlngement  will  lead  to  prosecution. 
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GAS  COOKERS    ^    GAS  HEATERS 


We  Rent  a 
Qas     Range 

$3 

Per    Year 


A  handsome  up-to-date  line  of 
appliances  may  be  seen  at  our  offices 


[ 


SOLVE  THE  FUEL  PROBLEM 


We  Rent  « 

Qas     Rang» 

$3 

Per    Year 

CONSOLIDATED  GAS  COMPANY  OF  NEW  YORK 


CLEANLY,  EFFIC!1:NT,  ECONOMICAL 


] 


Prior  mort  .$70.- 
7: 1111:0.  20,000 


&c, 


as  per  bond. 

fiS.OOO 


Swords.    Sarah   W.    Hughsonville.    X   Y.    to   James    .MiUcurv.      '.M>th 

St,   No   74,   s   s,   i;«.4   w   Park   av.   17x100.8.     P  M.     July   18,   ;{ 

years,  4%.     July  I'J,   liKIO,     .-.;1.-.01.  12,000 

Simon.    Marv    to    Giuseppe    La^^ioIa.      2d    av,    No    2282,    n    e    cor 

117th  St.  No  301,  2,").\81.     P  M.     Prior  mort  $2.5,000.     July  19.  3 

years,  (i';.     July  21,  V.Mi.     (;:1(j89.  IJ.OOO 

Simon.    Philip   and   Irving   to   Greenwood   Cemetery.      7th   av,   Nos 

2:;i7  and  2:il!:».  s  e  cor  IHiith  si.  No  174,  49.11x7.").     July  18.  due 

Aug  1.   1911,  o'/r.     July  24.  I'.IOli.     7:1920.  70.000 

Simon,    Philip   and   Irving   to   Solomon   Simon,      7th   av,   Nos   2317 

and  2319,  s  e  cor  l.SOth  st.  No  174,  49.11x7.5. 

OUO.     July  23.  .5  years,  (i  ,.     July  24,   19(Ki. 
Gc-hlesnger,    .\braham   and   Herman   Fenichel    to   UNITED   STATES 

TRUST    CO    of'  N    Y.      Hamilton    pi,    Nos    91    and    93,    n    e    cor 

141st  St.  47.3x10.5.4x43.0x123.9.     July  18,  due, 

July   19,    1900.      7:2073. 
Schlesingcr,    .-Vbraham  and   Herman   Fenichel   to   UNITED   ST.A.TES 

TRUST   Co   of   N   Y.      Hamilton   pi,   Nos  95  and  97,   e   s,   47.3   n 

141st   St,   01.3x81.5x50.5x105.4.     July   18,  due,   &c,  as  per  bond. 

July  19.   19«)li.     7:2073.  54,000 

Shapiro.    Isaac    L    to    FRANKLIN    SAVINGS    BANK    in    City    N    Y. 

-■Vmstcrdam   av,   Nos  20!."9   and  2101.   on   map   No   2101,   n   e   cor 

104th    St,    No    409,    37.0x100.      July    20,    1900,    5    years,    5%. 

8:2111.  53,000 

Scheukein,  Saml  to  Realty  Mortgage  Co.     103d  st.  n  s,  175  e  Am- 
.  sterdam    av.    5(1x112.0.      Building    loan.      July   20,    1    year,    6%. 

July   21,    1900.      8:2110.  45,000 

South  Manhattan  Realty  Co  to  Henry  A  C  Taylor.     John  st.  No  75. 

n  s.  abt  75  e  William  st,  25x96.11.x25x99.11  s  s. 
4%%.     July  24,   1900.      1:77. 
Seaman,   Eliz  C  to  .•\merican   Surety  Co  of  N  Y. 

n  s,  320  w  5th  av,  2.5x08.9.     July  12,  due  Dec  1, 
24,  loot;.     3:839. 
Skrilow.  David  to  Aaron  Appell.     109th  «t.  No  74, 


P  M.       3  years, 

05.000 
37th  st.   No  15, 
19O0,  — %.     July 

25.009 
119  w  Park 
17xl(R1.11.     July   23,   1   year,   67o.      July  24,    1900.      0:1014. 

1,000 

Simon,  Philip  and  Irving  to  Solomon  Simon.  136th  st,  Nos  170 
and  172,  s  s.  75  e  7th  av,  runs  s  99.11  x  e  50  x  n  99.11  to  st, 
X  e  .50  to  beginning  (?)  probable  error.  Prior  mort  .$52,000.  July 
23,  5  years,  O'';.     July  24.  1900.     7:1920.  18.000 

Simon,  Philip  and  Irving  to  Walter  S  Gurnee  el  al  trus- 
tee Wm  S  Gurnee  for  benefit  of  Delia  E  Gurnee.  13Gth  st,  Nos 
170  and  172.  s  s.  75  e  7th  av.  .50.x99.11.  July  18,  5  years,  5%. 
July   24.    HXlO.      7:1920.  52,000 

Schroeder,  Cathajine  to  EMIGRANT  INDUST  SAVINGS  BANK.  2d 
av,  No  G,  e  s,  oO  n  Houston  st,  runs  e  7.5  x  n  20.4  x  w  5  x  n  2.5  x 
w  5  X  s  25  X  w  65  to  av,  x  s  26.4  to  beginning.  July  24,  lOOtj.  3 
years.   4%7c.      2:442.  14,000 

Shea,  Leopold  D  V  to  Wm  Rabinowltz.  GOth  st.  No  236,  s  s,  4.50  w 
Amsterdam  av,  25x100.5.  P  M  Prior  mort  $10,700.  July  21,  3 
years.  (!%.       July  23.  1906.     4:1151.  2,.3O0 

Stokes,  Thomas  to  Ann  Stokes  et  al.  West  End  av.  No  572,  e  s, 
60  8  s  ,S8th  st,  20x100.  P  M.  July  21,  due  Apr  21,  1907,  4%%. 
July  23,   1906.     4:1235.  10.000 

Bchiff,  Harry  to  Israel  Lippmann  and  ano.  111th  st,  Nos  610  and 
612,  s  s,  175  w  Broadway,  .50x100.11.  P  M.  Prior  mort  $25,- 
000.     July  20.   1900,   1  vear,  6%.     7:1894.  12  000 

Schnaars.  Elisabetha  wife  of  John  to  FRANKLIN  SAVINGS  BANK 
in  City  N  Y.  36th  st,  No  412.  s  s,  175  w  9th  av,  25x%  blk.  July 
20,  1906,  3  years,  4V,f;f.     3:733.  12.000 

Sonnenschein,  Benj  and  Louis  to  Victor  MuUer.  9th  st,  Nos  734 
and  73G,  s  s.  218  w  Av  D,  40x93.11.  P  M.  Prior  mort  $51,000. 
July  15,  4  years,  6%.     July  19,  190G.     2:378.  5.000 

Same  to  Isaac  Goldblatt.  Same  property.  P  M.  Prior  mort  $5,- 
000.     July  15,  due  Jan  17,  1907,  0%.     July  19.  1906.     2:378.     1,000 

Seitz  Realty  Co  to  U  S  TRUST  CO  of  N  Y.  13Sth  St.  Nos  62  and 
64,  s  s,  127  e  Lenox  av,  48x99.11.  July  20,  1906,  due,  &c,  as  per 
bond.     0:1735.  20,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     July  13.     July  20.  190().     0:1735.  . • 

Smith.  Isaac  E  to  Elise  Boyd.  East  Broadway,  No  30,  s  s,  26S.2  e 
Catharine  st,  25x75.  P  M.  July  19,  5  years,  5%.  July  20, 
190G.     1:2,80.  25.000 

Same  to  same.  Same  property.  P  M.  Prior  mort  $25,000.  July 
19.  3  years.  —%.     July  20    1906.     1:280.  2,000 

Schmidt,  Frederick  to  Elizabeth  Schoerry.  12th  st.  No  440,  s  s, 
70  w  Av  A,  .30.X56.G.     July  1.  demand,  5%.     July  21,  1906,     2:439. 

2,500 

Simmons.  Maurice  to  Geo  W  Wickersham  trustee  Francis  B  Cut- 
ting for  benefit  of  Wm  Cutting.  St  Nicholas  av.  e  s,  abt  50  n 
184th  st,  50x100.  P  M.  July  9,  2  years,  5%%.  July  21,  1906. 
8:2157.  22,000 

Shapiro,  Isaac  L  to  FR.-^NKLIN  SAVINGS  BANK  in  City  N  Y. 
Amsterdam  av,  Nos  2103  and  2105,  e  s,  37.6  n  164th  st,  37.6x100. 
July  20,  190G,  5  years.  7y/t.     8:2111.  37.000 

Schreiber.  Milan  to  Saml  Fleisehman  and  ano.  100th  st.  No  117, 
n  s,  170.6  w  Lexington  av,  25.6x100.11.  P  M.  Prior  mort  $28,- 
935.     July  19.  due  Jan  19,  1907,  6%.    July  20,  1906.    6:1628.      815 

Sleppin.  Slata  to  Isidor  Wexler  and  ano.  2d  av.  No  2413,  w  s, 
25.5  s  124th  st,  25.2x90.  July  16,  installs,  6%.  July  20,  190<). 
6:1788.  2,100 

Schneider,  Yetta  to  Lion  Brewery.  2d  av.  No  1975.  Saloon  lease. 
July  9.   demand,  G%.     July  21,   1906.     6:1651.  600 

Selke.  Franciska  to  Lion  Brewery.  46th  st.  No  344  East.  Sa- 
loon lease.     July  13.  demand.  67c.     July  21.  1906.     5:1338.       1,500 

Tenzer,  Phillip  to  Jacob  Binder  and  ano.  114th  st,  NoS  164  and 
168,  s  s,  1,59.4  e  Lexington  av,  40.8x100.10.  %  part.  P  M.  Prior 
mort  $42,000.     July  24,   7  years,  6%.     July  25,  1906.     6:1641. 

13.000 

Telfair.  Minnie  V,  Morristown,  N  J,  to  Benjamin  C  Harvey.  25th 
st.  No  32,  s  w  s,  375  s  e  6th  av,  25x98.9.  Prior  mort  $51,000. 
July  21,  due  Sept  21,  1906,  — %.    July  26,  1906.     3:826.  600 

Thuor,  Harry  A  to  Max  Schlesinger,  Hester  st.  No  137,  n  w  cor 
Chrystie  st.  No  73,  38.4x25.1x38x25.1;  Hester  st.  No  139,  n  s. 
38.4  w  Chrystie  st.  22.4x25.1;  Hester  st.  No  141,  n  s,  60.8  w 
Chrystie  st,  22.4x25;  Hester  st.  No  143,  n  s,  S3  w  Chrystie  st, 
22.4x25.1;  Chrystie  st.  No  75.  w  s,  25.1  n  Hester  st,  25x104.. 
July  IS,  due  Jan  2,  1907,  6%,     July  21,  1906.     1:304.     .  3,000 

Titus,  Edward  H  taTJEOPLE'S  TRUST  CO  exr,  &c,  Isidore  M  Bon. 
55th  St.  No  204.  s  s.  100  w  7th  av,  7.5x100.5.     P  M.     July  10,. -2 
--         -  70,000 


years,  514%.     July  20,   1906.     7:1026. 


Teriaco  Luciano  and  Giovannina  Cusimane  to  H  B  Scharmann  & 
Sons.      Catharine   st.   No  79%.     Saloon   lease.     July  17,  demand. 

•   6'/;.     July  23,   1906.      1:2.53.  1,300 

Tadman.  Henry  A  to  Peter  Doelger.  St  Marks  pi.  No  9  (8th  st). 
Saloon  lease.     July  20.  demand,  6%.     July  23,  1906.     2:464.     1,.500 

Teichman,  Abraham  to  Helene  wife  Bernard  Galewski.  Norfolk  st. 
No  167,  w  s,  68.9  n  Stanton  st,  29..5x47.6x29.7x47.6.  Prior  mort 
$26,000.     July  IS,  due  July  18,  1907,  6%.     July  19,  1906.     2:355. 

2.000 

Tisch,  Conrad  with  Harry  Overington.  Madison  av.  No  2009. 
Subrogation  agreement.     July  18.     July  21,  1996.     6:1752.  nom 

Taschman,  Harris  to  Paul  T  Kammerer.  104th  st.  No  163,  n  s, 
225  w  3d  av.  2.5x100.11.  P  M.  July  20.  5  years,  5%.  July  21. 
1906.     6:1632.  13.000 

Ullman,  Saml  to  Saml  Rosenberg.  Lewis  st.  No  146,  e  s,  45  s  3d 
st,  19x60.  Prior  mort  $0,500,  July  18,  3  years,  6%.  July  19. 
190(1     2:.35(5.  3,.500 

Valleus,  Eugene  to  TITLE  GUARANTEE  &  TRUST  CO.  Am- 
sterdam av.  Nos  646  and  64,S,  w  s,  75.8  s  92d  st,  2  lots,  each  2.5 
xliiO.  2  morts,  each  $27,500.  July  19,  due,  &c,  aS  per  bond. 
July  21.   1906.     4:1239.  55.000 

Vogel,  Fredk  to  TITLE  GUARANTEE  &  TRUST  CO.  31st  St.  No 
324.  s  s.  325  e  2d  av.  20x98.9.  P  M.  July  20.  due,  &c,  as  per 
bond.     July  21,   1900.     3:936.  8,000 

Vogel.  Fredk  to  TITLE  GUARANTEE  &  TRUST  CO.  31st  st.  No 
328.  s  s,  365  e  2d  av,  20x98.9.  P  M.  July  20,  due,  &c.  as  per 
bond.    July  21.  1906.     3:9.36.  8.000 

Veigel.  John  to  Wm  Kleeman.  143d  st.  No  251,  n  s,' 287.6  e  8th 
av.  .37.6x99.11.  Prior  mort  $34  000.  July  19,  due  July  1,  1908, 
67.     July  20,   1906.     7:2029.  1,000 

Wolf,  Charles  to  V  Loewers  Gambrinus  Brewery  Co.  10th  av.  No 
513.  Saloon  lease.  July  17,  due  July  31,  1906,  6%.  July  19. 
1906.     3:710.  1,468 

Weinstein,  Charles  1  to  Pincus  Lowenfeld  and  ano,  9.5th  st.  Nos 
37  to  41.  n  s,  .SW  e  Columbus  av,  .50x100.11.  Building  loan. 
July  19.  1  year.  6%.     July  20.  190G.     7:1,S34.  30,000 

Same  to  same.  Same  property.  P  M  and  building  loan.  July  19, 
1  year,  6%.     July  20,  1906.     7:1834.  7,400 

Weinberg,  Wm  and  Morris  Rubin  to  Herman  Fenichel  and  ano. 
Hamilton  pi,  Nos  95  and  97,  e  s,  47.3  from  n  e  cor  141st  st,  runs 
e  10.5.4  X  n  56. .5  x  w  .81. ,5  x  s  61.3  to  beginning.  Prior  mort  .$.54.- 
000.     July  18,  3  years,  6%.     July  19.   1906.     7:2073.  14,000 

Werner,  Eliza  L  to  TITLE  GUARANTEE  &  TRUST  CO.  West 
End  av.  No  523,  w  s,  22.2  n  85th  st.  20x90.  July  20,  1906,  due. 
&c,  as  per  bond.     4:1247.  16,000 

Wildfeuer,  Morris  and  Philip  to  Peter  Otten.  Av  B,  No  89,  e  s, 
21  s  6th  st,  19.0x(;4.  July  19,  3  years,  6%..  July  20,  1906. 
2:388.  4.500 

Wilson,  Max  S  A  to  Irving^  Bachrach  and  ano,  164th  st,  Nos 
4.38  to  444,  s  s,  225  e  Amsterdam  av,  100x112.4.  Prior  mort 
$100,000.  July  25,  due  Aug  25,  1906,  6%.  July  26,  1906. 
S:2110.  10,000 

Wflson.  Max  S  A  to  METROPOLITAN  LIFE  INSURANCE  CO. 
164th  st,  Nos  434  to  444,  s  s,  225  e  Amsterdam  av,  3  lots, 
each  50x112.4.  3  morts,  each  $50,000.  July  24,  due  Nov  1. 
19(.I9,  51/0%.     July  26,  1906.     8:2110.  150.000 

Whitehead,  Pennington  exr  Macy  W  Strang  to  Mary  L  Villaret, 
]S3d  st.  No  554,  s  s,  43.9  w  Audubon  av,  18.9x104.11.  Certifi- 
cate as  to  reduction  of  mort.  Sept  1.  1904.  July  24,  1906. 
8:21.54.  

Wallach.  Jos  G  to  VAN  NORDEN  TRUST  CO.  .59th  st.  No  332, 
s  s,  233.4  w  1st  av.  16.8x100.5;  .59th  st.  No  330,  s  s.  250  w 
1st  av.  25x100.4.  Building  loan.  July  14,  installs,  — %.  Julv 
2(i,  1906.     5:1370,  75,000 

Same  to  same.     Same  property.     Building  loan.     July  14,  due  Dec 

12,  1011,  5%,     July  26.  lOWi.     5:1.351.  75.000 
Weinstein,    Morris   to   TITLE   GUARANTEE   &  TRUST   CO.      Pros- 
pect  pi.   No  45.   n   e   cor  42d  st.   No  349.   17.lx.58.      P  M.     July 
24.  3  years,  — %.     July  25,  1906.     5:1335.  6.000 

'Wallenstein,  Jacob  J  to  TITLE  GUARANTEE  &  TRUST  CO, 
62d  st,  No  .59.  n  s.  20  e  Columbus  av.  20x75.  July  13,  due,  &c. 
as  per  bond.     July  2.5,   1906.     4:1115.  21.000 

Werner,  Louis.  Charles,  Samuel  and  Simon  and  Rebecca  wife 
David  Sherman,  Celia  wife  Marcus  Roth  and  Fannie  wife  Sol- 
oihon  Frankel  heirs  Helena  Werner  to  Meyer  Goldsmith.  Lud- 
low st.  No  IS.  e  s,  abt  175  n  Canal  st,  25.\86.  July  18,  5  years, 
5%.     July   19.   1906.      1:297.  25.000 

Weinstein.  Julius  to  James  MuIhoUand.  46th  st.  No  404,  s  s, 
'  100  w  9th  av,  25xl(X).5.  July  16,  3  years,  6%.  July  19,  1906. 
4:10.55.    .  2,500 

Weinstein,  Chas  I  to  Lilv  W  Eeresford  trustee  Louis  C  Hamers- 
lev.  Madison  av.  Nos  1639  and  1641,  e  s.  .50.11  n  109th  st,  .50x 
100;  also  all  title  to  Madison  av.  e  s,  100.8  n  109th  st,  0.3x70. 
July  19,  5  years,  5  :.     July  24,   1906.     6:1615.  60,000 

Weinstein,  Chas  I  to  Lilv  W  Beresford  trustee  Louis  C  Hamers- 
ley.  109th  St.  Nos  59  and  61,  n  s,  100  e  Madison  av,  38.9x 
100.11.     July  19,  5  years,  5%,     July  24,  190(5.     6:1(315.         40,000 

Weinstein,  Chas  I  to  John  E  Marsh  and  ano  exrs  Ralph  Marsh. 
Madison  av.  Nos  1G33  and  1637,  n  e  cor  109th  st,  Nos  51  to 
57,  50.11x100.     Julv  19,  5  years,  5%.     July  24,   1906.     6:1615. 

88,000 

Wolf,  Wm  to  Jos  Wolf  and  ano.  2d  av,  Nos  2.340  and  2342,  n  e 
cor  120th  st.  No  301,  40,11x80.  P  M.  Prior  mort  $50,000. 
July  2.  5  years,  6%.     July  21,  1906,     6:1797.  17,500 

Wolf,  Wm  to  India  Wharf  Brewing  Co.  2d  av.  Nos  2340  and 
2342,  n  e  cor  120th  st.  No  301,  40.1x80.  July  19,  demand, 
6%.     July  21.   190t).     6:1797.  8,500 

Weingarten,  Abraham  C  and  Paul  Chopak  to  UNION  DIME  SAV- 
INGS INSTITUTION.  147th  st,  Nos  511  to  521,  n  s.  200  w 
Amsterdam  av,  3  lots,  each  50x99.11.  3  morts.  each  $43,000. 
July  17,  due  May  1,  1911;  5%-%  and  5%.  -  July  19„  1906.  7:2079. 
.,■...-,      ... ,  '    .;   .         _  129,000 

W66dj: Franklin   J,   Newark,   N  J,   to   Edw  V  Xoew,   Jr.      Madison 

.".v;  No  1230,"  s  w  cor  89th  st.  No  22,  runs  s  2.5.8  x  w  7.5  x  s  75 

X  w  03.10  X  u  100.8  to  st  X  e  138.10  to  beginning.     P  M.     Prior 

inort  $200,000,-    Julv  24,  5  years,  6%.     July  25,  1906.     5:1500. 

•  51,500 

Za'ji-:.skl.  Lizzie  to  B.MIGRANT  INDUSTRIAL  SAVINGS  BANK. 
East  Broadwav,- No  94,  n  s.  abt  235  e  Market  st,  .25x(>i.     July 

13,  3  years,  5%.    July  20,  190(3.    1:282.  24,000 


n«  t*Kt  ef  thMe  pages  Is  copyrighted.     All  rights  are  reserved.     Notice  is  hereby  given  that  InfriDgement  will  lead  to  proseoutloo. 
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Zobel,  Fredk  C  to  State  Realty  &  Mortgage  Co.  20th  st.  Nos 
32  and  34.  s  s,  350  e  Gth  av,  50.0x02.  July  19,  due,  &c,  as  per 
bond.     July  2O..10O(i.     3:S21.  15,000 

Zion,  Max  and  Nathan  Burzinsky  to  Jos  Dube  and  ano.  Cherry 
St,  No  152,  n  s,  abt  IHO  w  Market  st.  runs  n  132.2  x  e  12.8  x  s 
54.5  X  e  7.0  x  s  75.7  to  st  x  w  20.2  to  beginning;  also  interior 
lot,  75.7  n  Cherry  st.  adj  above,  runs  w  7.6  x  n  54.5  x  e  12.8  x  s 
54.7  X  w  5.2  to  beginning.  P  M.  Prior  mort  $12,000.  July  24. 
due  Jan  24,  1907,  0%.    July  25,  1900.     1:253.  _      2,100 

Zirinsky,  Saml  to  Jacob  Binder  and  ano.  114th  st,  Nos  156  and 
15S,  s  s,  7S  e  Lexington  av,  40.8x100.11.  July  24,  7  years,  6%. 
July  25.  1900.     6:1641.  _13,000 

Zisola,  Mary  to  Abraham  Fisher.  Lewis  st,  No  55,  w  s,  175  n 
Delancey  st.  25xlW).  Prior  mort  $18,800.  July  19,  2  years,  6%. 
July    26,    1906.      2:328.  3,000 

Zucker,  Bertha  to  Abraham  D  Weinstein.  110th  st,  Nos  243  and 
245,  n  s.  116.8  w  2d  av,  37.6x100.11.  P  M.  Prior  mort  .$38.- 
000.     July  23,  190(>.  0  years.  (>%.     6:1660.  11,000 

BDROTTGH   OF   THE  BRONX. 

Under  this  head  the  •  denotes  that  the  property  Is  located  In  th« 
new  Annexed  District   (Act  of  1895). 

Autler,  Lester  to  Hyman  Dickstein.  3d  av.  No  3870,  e  s,  164.5  n 
Wendover  av,  25x125.  P  M.  Prior  mort  $14,000.  July  24,  190(5, 
due   Aug   15.   1909.   67r.     11:2929.  5.000 

*Auer,  Barbara  C  to  Margt  Wicks.  Amethyst  av.  e  s,  135  n 
Morris  Park  av,  20x100.     July  24,  3  years,  —7o-     July  25,  190(5. 

3,500 

Atlas  Investors  Co  to  Peter  Kiefer.  Robblns  av,  e  s,  at  s  e  s 
Westchester  av,  Nos  910  to  914,  runs  e  110  x  n  12.4  x  n  w  79.11 
to  Westchester  av  x  s  w  76.(5  to  beginning.  Prior  mort  $30.- 
000.     July  24,  5  years,  — 7r.     July  25.   190t!.     10:2(544.  14,500 

•Arnold,  Richd  H  to  New  York  Catholic  Protectory,  Benedict 
av.  s  s,  21.6  e  Pugsle  av,  24.6x100x23.6x100.  P  M.  June  28. 
due  July  15,  1909,  — %.     July  26,  190(),  770 

Ager,  Emerence  K,  Brooklyn,  N  Y,  to  Edwin  C  Worns,  Llnd  av, 
n  w  cor  Lawrence  av,  52.6x87.3  to  Lawrence  av  xl07  to  begin- 
ning, gore.     P  M.    July  18,  3  years,  5%.    July  19,  1906.    9:3527. 

2,250 

Amabile.  Filomena  to  Joseph  Tesoro.  Arthur 
William  st  or  186th  st.  25x87x25.\86.11.  July 
July  2<5.    1906.      11:3073. 

Avitable,  Andrea  to  Alonzo  Jackson.  Kilst  st,  s 
av,  50x95.2.  July  23,  due  April  1,  1907,  6%. 
10:2647. 

Altieri,  Mary  wife  Antonio  to  Hyman  Sonn  and  ano 
22,  e  s,  195.6  s  West  Farms  road,  25xl(.>0.     July  18,  demand,  G%. 
July  21,   1906.      11:3012.  3.650 

Altieri,  Rosa  to  American  Bonding  Co  of  Baltimore.  Daly  av,  w  s, 
353.8  s  Tremont  av.  50.0x129x52.2x136.9.  June  28.  given  to  se- 
cure payment  of  .}!2.500,  —%.     July  23,  1900.     11:2985.  2..500 

Arndtstein,  Moser  to  Joshua  Velleman.  Beckman  av,  e  s,  294.9  s 
St  Marys  st,  40x101.3.  July  20,  5  years,  5%.  July  21,  1906. 
10:25.54.  30,000 

Arnold,  Rasha  to  Henry  Sillcocks.  Topping  av,  e  s,  195  s  175th  st, 
100x95.  Building  loan.  July  19,  due  Dec  1,  1906,  —%.  July 
21,  1906.     11:2799.  20.500 

Armeny,  Gynlo  to  Thos  P  Gilroy  Jr  referee.  Spuyten  Duyvll  road, 
c  1.  at  s  s  farm  of  the  late  Jas  R  Whiting,  runs  e  310  to  c  I  Tib- 
betts  Brook  x  n  e.  n  and  n  w  and  n  —  to  234th  stxne  —  xsw 
4(57.6  to  beginning,  contains  1  511-1.000  acres.  P  M.  July  16,  3 
years,  5%.     July  21,   1906.     13:.3406.  1,575 

Becker,  Wm  H,  Brooklyn,  N  Y.  to  GERMAN  SAVINGS  BANK  in 
City  N  Y.  Clay  av,  w  s.  129.2  s  174th  st,  2  lots,  together  in  size 
37.10x95.  2  morts,  each  $6,000.  July  20,  1906,  due  Aug  1,  1907, 
57r.     11:2790.  12.000 

*Bolsterling,  Edward  to  Christopher  Bolsterling,  Plot  begins  690 
e  White  Plains  road,  at  point  along  same  S25  n  Morris  Park  av, 
runs  n  2.5  X  w  100  x  s  25  x  e  100.  with  right  of  way  to  Morris 
Park  av.  P  M.  Prior  mort  .f  3  000.  July  18,  installs,  5%.  July 
19,  1906.  1,800 

Bronx  Borough  Realty  &  Construction  Co  with  City  Mortgage  Co. 
1.5<;th  st,  n  e  cor  Fox  st,  85x100.  Subordination  agreement. 
July  2.     July  19,  1906.     10:2720.  nom 

Beck.  Henry  to  UNION  TRUST  CO  of  N  Y.  9th  av.  No  598.  e  s. 
20.1  s  43d  St.  20.1x80.  July  17,  due  Aug  1,  1911,  4%%.  July 
19,  1906.     4:1033.    •  14,000 

Same  and  Charlotte  H  C  Beck  with  same.  Same  property.  Sub- 
ordination agreement.     July  17.     July  19.  1906.     4:10.33.  nom 

Belmont  Realty  &  Construction  Co  to  Wm  Seldman.  Hughes  av.  e 
s,  45  s  188th  st,  2  lots,  together  in  size  51.4x87.6.  2  morts,  each 
$3,000     July  2   2  years.  — r; .     July  21,  1906.     11:3067.  6,000 

Same  to  same.  Same  property.  2  certificates  as  to  consent  of 
stockholders  to  above  morts.     July  2.     July  21,  1906.     11:3067. 

*Brown,  Mark  H  to  NORTH  SIDE  SAVINGS  BANK.  Silver  st, 
n  s,  67.8  e  West  Farms  rd.  25.1x1,54.4x25x1.56.2,  24th  Ward. 
July  23,  due  June  30,  1907,  5'/,%.     July  24,  1906.  3,500 

Buckbee.  Geo  E  to  Christian  P  Roos.  Grand  Boulevard  and  Con- 
course, e  s,  149.10  n  187th  st.  runs  e  33.2  x  e  136.4  x  n  75.2  x 
w  136.2  X  w  27.3  to  Grand  Boulevard  and  Concourse  x  s  75  to 
beginning.  July  23,  due  July  1,  ltK)9,  5%.  July  24,  1906.  11:3152. 
and  3160.  6,000 

"Booth.  Wm  H  to  Edgewater  Realty  Co.  Dean  st,  w  s,  100  s 
Barkley  av,  50x100.    P  M.    July  3,  3  years,  5%%.    July  26,  190(5 

1,120 

*Baker,  Augusta  with  Ellen  Wilson.  Plot  begins  375  n  Morris 
Park   av   and   324.6   e   Unionport   roid,    runs   e   100  x   n   25   x   w 

■  100  X  s  25  to  besinning,  with  right  of  way  to  Morris  Park  av 
Extension    mort.      Dec    1,    1905.      July  24,   1906.  nom 

"■Bernhardt.   Mabel    to   Adee    Park    P.ralty   Co.      Lot   19   map   Adee 
Park,   east   of  Botanical   Gardens.     P  M.     July  11,  3  years    57 
July  21,   1906.  '       600 

*Blzzarri.  Giacinto  to  Sound  Realty  Co.  Bronxwood  av  s  e  cor 
226th   St.  59x121.7.     P  M.     July  20,   1906,  3  years,  — %.         2,030 

Bergen,  Wm  C  to  Henry  Grubenbecher,  Perry  av,  e  s,  56  4  s 
Mosholu  Parkway,  25x110.  July  2,  3  years,  5%.  July  26  1906 
12:32,81.  7,000 

Begrisch-Schorn  Realty  &  Construction  Co  to  Manhattan  Mort- 
gage Co.  Freeman  st,  n  s,  125  e  Stebbins  av,  runs  e  122  x  n 
121,1  X  w  3.6  X  n  225  x  w  92,2  x  s  82,4  x  s  w  126  x  n  w  1.4 


X  s  11(;.6  to  beginning.  July  24,  demand.  C)^;.  July  26  190(5 
11.29(55.  ■    47  000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders  to  above  mort.  July  24.     July  26,  19015,     ll-'>965 

Brown,  John  to  Rockland  Really  Co.  149th  st,  n  s,  ISO  e  Brook 
av,   120x,;j.     July  20,   1  year,  6%.     July  25,  1906.     9:2276.     5  500 

Berlin,  Joseph  to  Wm  H  Wright.  Briggs  av,  No  2650,  es  124  10 
n  ]94th  st,  22.8x71. 2x22.7x70..3.  P  M.  .July  2.3,  3  years,  SV^'Yc 
July  25.   1906.     12:3294.  >        .       J'         .  •'■'Y()()0 

Becker,  Wm  H  to  Grace  C  Marvin.  Chiy  av,  late  Lexington  a'v 
w  s,  bet  Belmont  st  and  174th  st,  and  300  s  from  s  s  lot  100 
runs  w  100  x  s  19.2  x  e  100  to  av  x  n  19  2  to  beginning,  being 
part  of  1  It  1)9  map  Mt  Hope,  except  part  for  Clay  av  July  16 
due    Mar   2,   i:ni,   5'-;,.      July  2],    1906.      11:27911.  (',  ,-,oO 

•Brick.  Patrick  to  Bankers  Realty  &  Security  Co.  Robin  av  e  s 
12.J  s  Tremont  road,  25x100,  Tremont  Terrace.  P  M.  July  14' 
2  years.  5%.     July  25,  19(H5.  gbo 

Brojer.  Rudolf  to  Alice  Hall.  Washington  av,  No  1237,  w  s  96  n 
lliSth  st,  21.6x140.  P  M.  July  24,  3  years,  5%.  July  25,'  1906. 
9 :  2390.  q  .5(X) 

•Brennan,  Edw  to  Adee  Park  Realty  Co.  Cruger  st,  w  s  225  n 
207th  st,  89x102.9x112.4x100.  P  M.  July  11,  3  years,  5% 
July  2a.  1906.  j  500 

♦Costello,  Mary  A  to  John  B  Stevens.  224th  St.  s  s,  230  w  4th  av 
25x114,  Wakefield.     July  17,  3  years,  — %.     July  19.  1906.      4  .500 

•Same  (o  same.  224th  st.  s  s.  2(55  w  4th  av,  25x114,  Wakefield 
July  17,  3  years,  —%..     July  19,  1906.  .  4.500 

Coffin.  John  F  to  Ella  L  Hebberd.  240th  st,  n  s,  bet  Martha  av 
and  McLean  av,  and  being  lots  189  to  192  map  No  1  of  partition 
sale  of  Hyatt  farm.  P  M.  July  2,  3  years,  5%7c.  July  25,  1906. 
12:3.394.  3  OOO 

Clynes,  Patrick  W  to  Maggie  D  Clynes  et  al.  Clay  av.  No  1.347 
w  s,  564.1  n  169th  st.  16.8x79.11x16.8x80.  July  7,  due  Oct  l' 
1914.  57r.     July  25.  1900.     11:2782.  1200 

Church  of  St  Thomas  Aquinas  to  EMIGRANT  INDUSTRIAL  SAV- 
INGS BANK.  Crotona  Parkway,  e  s,  439.1  s  177th  st  or  Tre- 
mont  av.    137.2x219.8   to    w   s   Daly   av   xl26.3x2.58.1.      Julv   23 

1  year.   4%.      July  25.   1906.      11:2985.  '  40,0'00 
•Cohen,   Chas   A    and   Max   to   Lamport   Realty   Co.     Roosevelt   av, 

s  s,  75  e  Rosedale  lane,  25x100.  P  M.  July  16.  5  years  5'Tr' 
July   19.   1906.  '       2So 

•Cipoila,  Filomena  to  Adee  Park  Realty  Co.  Lots  78.  79.  17(5, 
177  and  178  map  Adee  Park,  east  of  Botannical  Gardens  P  M 
July  11,  3  years,  5%.     July  21,  1906.  2  650 

Cohn,  Samuel  to  Hayman  Stoff.  135th  st,  Nos  556  and  558,  s  's, 
175  w  Alexander  av,  2  lots,  each  2,5x100.     2  morts,  each  $6  1.50 

2  prior  morts,  each  .$19,600,  July  19,  due  June  30,  1908, '6%. 
July  24,  190(5.     9:2310.  12,300 

•Cooley,  Agnes  M  to  Herman  G  Loew.  Bronx  and  Pelham  Park- 
way, s  e  cor  road  from  Eastchester  to  Westchester,  runs  s  91  7  x 
s  w  155.4  x  s  e  265.9  x  n  e  1(56  x  s  e  571  x  s  e  .352  x  s  e  .564  to 
Westchester  creek  x  n  w  310.2  x  n  w  214.8  to  Parkway  x  w 
1  192  to  beginning.     July  19,  1  year,  6%.     July  21,  1906.  5,000 

Clark,  Phineas  A  and  Wm  D  to  Consumers  Biscuit  &  Mfg  Co.  235th 
St.  s  s  350  e  3d  st,  25x100.  July  17,  due,  &c,  as  per  bond.  Julv 
20,   190(5,      12:3375.  2(X) 

Cohen,  Henry  to  Gaetano  Salerno  and  ano.  Union  av.  No  767  w  s 
100  n  1.5(!th  St.  16.8x7.5.11x17.10x86.9.  P  M.  Prior  mort  $3  OOo' 
July  19,   1  year,  — 9r.     July  20.   1906.      10:2(576.  500 

•Cohen.  Jacob  to  John  R  Merritt  exr  Rhoda  A  Reid.  Van  Nest 
av,  n  e  cor  Holland  av,  25x100.  Building  loan.  Equal  lien 
with  mortgage  of  $3, .500.     July  1,  3  years,  5M%.     July  23,  190i! 

4,000 

•Same  to  Henry  C  Merritt.  Same  property.  Building  loan.  Equal 
lien  with  mortgage  of  $4.(KX).  July  21,  3  years,  5>^%.  July  23 
lf'0(5.  ,  3,500 

Dustman.  Mary  to  Agnes  H  Deane  et  al  trustees  under  deed  of 
trust.  Webster  av.  No  2096.  e  s,  627.2  n  179th  st,  20.10x103  4 
July  20,  3  years,   5W/c.     July  21,   1906.      11:3029.  5,000 

Delaney,  Peter  to  Aaron  O  Whaley.  Kingsbridge  av,  w  s,  43  n 
234th  St.  37x117.  July  17,  3  years.  51/2%.  July  21.  1906. 
13:3406.  I.OOO 

Douglas,  Archibald  to  Thos  F  Gilroy  Jr  referee.  Spuyten  Duyvil 
road,  proposed,  c  1,  at  n  s  farm  of  Jas  R  Whitney,  dec'd,  runs  s 
21(5.2  X  w  346.11  x  n  193  x  e  257.2  to  beginning,  contains  1  325- 
1,000  acres,  with  land  under  water  in  front  of  above  P  M 
July  16,  3  years.  5%.     July  20.  1906.     13:3412.  5.500 

De  Jonge.  Annie  to  Sarah  E  Bruce.  Morris  av,  e  s,  130.6  s  140th 
St.  runs  s  29.8  x  s  e  87.2  xne25xnw5xnelxnw  90.6  to 
beginning.     July  19,  due  May  1.  1909.  .5%.     July  20.  1900.  9:2321. 

17,000 

De  Jonge,  Annie  to  Robert  C  Watson  et  al  exrs  Wm  Watson. 
Southern  Boulevard,  s  w  cor  St  Anns  av.  25x75.  P  M.  May  15 
due  July   10.    1909,   5%.     July  19.   190(5.     9:2260.  18.000 

Doren,  John  J.  Chas  A,  James  A  and  Fred  C  to  Elbert  H  Dickinson. 
Jerome  av.  w  s.  130.11  n  Mosholu  Parkway  North.  50x100  P 
M.     July  5.  2  years.  .5%.     July  19,  1906.     12:.3.324.  3.750 

Same  to  Wm  P  Williams  trustee  for  Mary  L  Hillhouse.  Jerome  av. 
w  s,  180.11  n  Mosholu  Parkway  North,  50x100.  P  M  July  5 
2  years,  57c.     July  19,  1906.     12:3324.  3,7'50 

Doll,  Anthony  Jr  to  TITLE  GUARANTEE  &  TRUST  OO.  Kelly 
St.  No  45,  w  s.  3(X)  n  156th  st,  25x100.  Due.  &c,  as  per  bond. 
July  24,   1906.     10:2701.  6,000 

•Davis,  James  H   to   New  York  Catholic   Protectory.     OM  road, 
s,    268    w    Pugsley    av.    7.5x75.6x75x81.2.      P    M.      June    28.    du 
July  15.   1909.  — %.     July  19.   1906.  700 

Doernberg.  Jennie  to  TITLE  GUARANTEE  &  TRUST  CO.  163t:i 
St.  No  844.  s  s,  25  e  Cauldwell  av,  14.7.x82.  July  24  due  &v 
as  per  bond.     July  25,   1906.      10:2631.  3.(i!)0 

•Diener,  August  to  Morris  Lebas.  17Sth  st,  s  s,  125  e  Bronx  Paik 
av,  25x100.  P  M.  Prior  mort  .$3,000.  July  23,  2  ysars,  &/r 
July  24,   1906.  1,0  )0 

•Devlin,  Joseph  to  Land  Co  A  of  Edenwald.  Jones  av.  w  s.  425  s 
Jefferson  ^v,  25x100.  Edenwald.  P  M.  July  19,  3  years  59',- 
July   25,    1906.  250 

•D'Auria,  Pasquale  to  Rosanna  Feehan.  Unionport  road,  w  s, 
25  s  Jackson  av,  25x102.    July  23,  3  years,  6%.     July  24,  190  !. 

2  "00 

•Dippolito.  Nicolo  and  Salvatore  to  G  De  W  Clocke.  S  %  lot  442 
map  Unionport.     June  29,  3  years.  67c.     July  24.  1906.  1,300 


due 
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Eraerman,  Jos  S  with  John  J  Brown.  Prospect  av.  No  583,  w  s. 
T.'i  n  150th  St.  :^<l.xl(M».  Extension  mort.  July  18.  July  21, 
1!IU(!.      10:2074.  nom 

Edcar.  Ceo  and  Thomas  C  to  TITLE  GUARANTEE  &  TRUST  CO. 
Lougwood  av,  n  s.  (i!)  w  Hewitt  pi.  4  lots,  each  39x100.  4  morts. 
each  .fJS.OOO.  July  l(i,  due.  &c,  as  per  bond.  July  21.  10(Hi. 
10:2(389.  112,000 

Same  to  same.  Longwood  av,  n  w  cor  Hewitt  pi,  runs  w  69  x  n  100 
X  e  6.4  to  pi  X  s  e  102.1!  x  s  18.9  to  beginning.  July  16,  due,  &c, 
as  per  bond.     July  21.   1906.     1(2^2689.  42.000 

Same   to  same.      Hewitt  pi,  n  e  s,  57.7  n  w  Longwood  av.  SOxlOOx 

38.11x100.     July  16,  due    &c,  as  per  bond.     July  21,  1906.      24,000 
Same   to   same.     Longwood   av.   n  e  cor  Hewitt  pi,   runs  e  50  x  n 
107.5  X  w  1.7  X  s  w  100  to  pi  X  s  e  57.7  to  beginning.     July  Hi, 
due,  &c,  as  per  bond.     July  21,  1906.     10:2696.  45,(X»0 

Same  to  same.     Dawson  st,  n  w  cor  Longwood  av,  107.5x41.     July 

16.  due.  &c    as  per  bond.     July  21.  VMii.     10:2696.  40.000 

Same  to  same.  Longwood  av.  n  s,  41  w  Dawson  st,  2  lots,  each 
39x107.5.  2  morts,  each  3<28,000.  July  16,  due.  &c.  as  per  bond. 
July  21.  1006.     10:2696.  56.000 

Elson.  Isaac  and  Isaac  Rosenzweig  to  Standard  Mortgage  Co.  Bath- 
gate av.  w  s.  185.2  s  173d  st,  35x114.5.  July  16.  3  years,  57c. 
July    20.    1906.      11:2914.  25.000 

*Fleischman,  Wm  !\I  to  Ralph  F  Baxter.  Blondell  av.  n  e  cor 
Evadna  st.  25x100.  Westchester.  April  1,  3  years,  6%.  July  20, 
190<5.  1.000 

*Same  to  same.     Blondell  av,  e  s,  150  s  Evadna  st.  50x100,  West- 
chester.    April   1.  3  years.  67,.     July  20.  1906.  3JMX) 
*Same  to  same.     Blondell  av.  e  s.  100  s  Evadna  st.  25x100.  West- 
chester av.     April  1.  3  years,  6%.     July  20.  1906.  2.000 
*Same   to  same.     Mary  st.  n  s.  125  w  Blondell  av.  .50x125.     April 

1.  3  years.  69^  July  20.  1906.  2.000 
Tordham  Dock  Co  to  .\merican  Mortgage  Co.  Classons  point  road, 
c  1  at  line  bet  lots  33  and  34,  runs  s  e  4()8.2  to  high  water  line 
ot  East  River,  x  w  and  n  w  490.2  x  n  e  239.6  to  beginning.  P 
M.  July  17,  3  years,  69'(.  July  19.  1906.  8.00t> 
*Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to  above  mort.      July  17.      July   19,   1906.  

Friedrich.  John  with  Henry  Metzner.  Bathgate  av.  No  2400,  e  s, 
72.7  n  187th  st,  22x,S9.11x24x,S9.11.  Extension  mort.  July  19. 
July  20.  i;X)6.     11:30.56.  nom 

Freudenmacher.  Philipp  to  Helena  Freudenmacher.  Elton  av. 
s  w  cor  1.55th  st.  25x100;  Elton  av.  w  s.  25  s  155th  st.  25x100; 
Elton  av,  w  s,  75  s  155th  st,. 25x100;  Elton  av,  w  s,  .50  s  155th 
st,  25x100.  July  IS,  demand,  67c.  July  25,  1906.  9:2376.  1S.0<.X) 
*Frank.  Yetta  to  Lamport  Realty  Co.  Fort  Schuyler  road,  w  s, 
50  n  Burdett  av.  25x106.10.  P  M.  July  16,  due  Feb  10,  1910. 
57c.     July  19,  1906.  5(X) 

Flagg,  Minnie  E  to  Ferdinand  Daehne  and  ano.  Marion  av,  w  s, 
19.3  s  193d  st,  30.9x77.8x30.9x78.  July  14,  due  July  1.  1910, 
594-     July  25.  1906.     12:3286.  7.500 

♦Pries.    Anna   A    to   Edgewater   Realty   Co.      Barkley   av.    s   e   cor 

Dean  st.  25x100.     P  M.     July  3,  3  years,  5%%.     July  20,  1906.  665 
French.  Frank  L  to  Albert  Baker.     Valentine  av,  w  s,  618.8  s  lS<lth 
st,  16.8x96.6x16.8x96.9.     P  M.     June  30,  3  years,  6%.     July  2(i, 
190().     11:3149.  1,200 

Friedrich,  John  to  Geo  Kohlenbusch.  148th  st.  No  611,  n  s,  125  e 
Courtlandt  av,  25x106.6.  except  part  for  st.     P  M.     Prior  mort 

$ .     5  yrs.  51/2%.     July  24.  1906.     9:2327.  6.000 

Fairlie,  Wm  to  Timothy  F  Sullivan.  163d  st.  No  972.  s  s.  100.3 
e  Tinton  av,  20.6x94.8,  except  part  for  st.  P  M.  July  23,  3  yrs. 
6%.  July  24,  190(1.  10:2(i68.  2,.5O0 
Garibaldi  Realty  &  Construction  Co  to  North  American  Mortgage. 
Co.  152d  st,  s  s,  170.3  e  Morris  av,  50xll7x.50xll7.2.  July  20. 
due  July  20  as  per  bond.  July  23.  1906.  9:2411.  35.000 
Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.  .  July  20.     July  23.   1906.     9:2411.         

Graham.  Martha  to  City  Mortgage  Co.  Wllkins  pi.  e  s.  281.6  n 
Jennings  St.  53.5x100.  Building  loan.  July  20,  demand.  6%. 
July  21.   1906.     11:296(;.  40.000 

Griffin.  Daniel  G  to  Tremont  Av  Land  Co.  Fairmount  pi,  n  s.  21.9 
e  Marmion  av.  75x100x75.2x100.  P  M.  April  6.  2  years,  5%7c. 
July  21.   1906.  .11:2960.  4,.500 

Glick.  Hyman  and'  Saml  Allen  to  Rockland  Realty  Co.  153d  st.  n 
s,  195  w  Elton  av,  7.5x100.  P  M.  June  1,  due  June  30,  1907.  6%. 
July  21.   1906.     9:237.5.  9.000 

Ginsberg,  Max  with  Manhattan  Mortgage  Co.  Brook  av.  w  s,  .50  s 
-■^nna  pi,  125x90.  Subordination  agreement.  July  19.  July  20. 
1906.     11:2893.  nom 

*Gassner,  Gustus  to  Mark  P  Ansorge.  Adams  st,  e  s,  128.4  s  Co- 
lumbus av,  16.8x100.  P  M.  July  19,  2  years,  5%9'r-  July  20. 
1906.  400 

Glauber,  Emanuel  and  Max  Cohen  to  Caspar  Bornmann.  Union 
av.  No  612.  s  e  cor  151st  st,  17.6x90.  July  20,  3  yrs,  — %. 
July  24,  i;X)6.     10:2674.  10:500 

Gundlach.  Ella  to  James  Buckley.  Topping  av,  e  s,  200  n  174th 
st,  75x95.  P  M.  July  23,  due  Nov  15,  1906,  41/2%.  July  24, 
1906.     11:2799.  9.200 

Goodstein.  Harry  and  Thomas  W  Jones  to  TITLE  GUAR.A.NTEE 
&  TRUST  CO.  Willow  av,  s  e  cor  138th  st,  100x225.  July  21, 
due,  &c,  as  per  bond.     July  24.  1906.     10:2.589.  24,000 

Guggenheim.  Marv  to  American  Real  Estate  Co.  Faile  st,  No 
1028,  e  s,  2.S0.8  n  Aldus  st,  20x100.  P  M.  5  yrs,  5%.  July 
24,    1906.      10:2748.  8,000 

''Greenebaum,  Ferdinand  to  Van  Coflear  Realty  Co.  6th  st,  n  s, 
405  e  Av  C,  100xlO,S,  Unionport.  P  M.  July  IS,  due  Jan  18. 
1908,  09'f.     July  19,  1906.  l.(!00 

German  Real  Estate  Co  to  Marv  Eckert.  144th  st,  n  s,  223.9  e 
Willis  av,  2.5x100.  July  23.  due  Aug  7.  1908.  5%7c-  July  25. 
1906.     9:2289.  3.000 

Gottschalk,  Marv  to  Ida  Bruder.  Napier  av.  n  w  cor  235th  st. 
50x100.     P  M.     July  16,  3  years,  5%%.     July  25,  1906.  12:3364. 

4,000 
Guigliano,   Antonetta   to  J  &  M  Haffen  Brewing  Cio.  Villa  av.  n  e 
cor   204th   st   or   Transverse   road   to   the   Concourse,   2.5x82x25x 
82.6.  except  part  for  st.     Julv  20,  1  year.  5%7c.    July  21.  1906. 
12:3311.  2.000 

Gates.  Louis  with  Agnes  H  Deane  et  al  trustees  for  Saml  Deane 
Sr.  Webster  av.  No  20!12.  Subordination  agreement.  July  20. 
July  21.  1906.     11:.S029.  nom 


Goldberg.  Ad -le  lo  Daisy  B  Cohen.  Lots  229  and  231  map  No  1 
partition  sale  part  of  Hyatt  farm,  near  Woodlawn.     P  M.     July 

10.  3  years,  5%.     July  25,   1906.     12:3398.  '       1.770 
Hirsh,   Olga  to   Eastern  Crown  Realty  Co.      Fairmount  pi.  No  9S0, 

s  s,  197.4  e  Crotona  av,  late  Grove  st,  26.8x95.8x26.9x94.6. 
P  M.     Prior  mort  $14,000.     July  25,  1906,  3  years,  0%.     11:2950. 

.  2,250 

Hirsh.  Bertha  F  to  Eastern  Crown  Realty  Co.  Fairmount  pi.  No 
978,  s  s,  170.2  e  Crotona  av,  late  Grove  st,  27.2x94.6x26.10x9.3.4. 
P  M.  Prior  mort  .$13.(X)0.  July  24.  3  years,  6^,.  July  25,  lftO(5. 
11:29.50.  3  2.50 

*Higgins.  Kate  B  to  Sound  Realty  Co.  226th  st,  s  s,  403.9  e 
Paulding  av.  50x109.  P  M.  July  IS.  3  years,  — %.  July  20. 
19(X).  875 

Hookey.  Wm  T  with  Alonzo  Jackson.  161st  st,  s  s,  250  w  Forest 
av.  50x95.  Subordination  agreement.  July.  23.  July  26,  19()6. 
10:2647.  nom 

*Hagemann.  Wm  to  Bankers'  Realty  &  Security  Co.  Robin  av. 
e  s,  250  n  Tremont  rd,  50x100,  Tremont  Terrace.  P  M.  July 
23,  3  yrs,  5:;.     July  24,  1906.  1,150 

Hillside  Realty  and  Construction  Co  to  Lilian  W  Shift.  182d  st, 
s  s,  ,84.3  e  Washington  av,  18xfj9.3xlS.2x72.11.  July  11,  3  yrs, 
5%.     July  21,  1906.     11:3049.  8.000 

Same  to  Eureka  Realty  Co.  Same  property.  Prior  mort  |8.0Cio. 
July  11.  1  year,  67..     July  21,  1906.     11:3049.  1,750 

Same  to  Lilian  W  Shiff  as  guardian.  182d  st,  s  s,  102.3  e  Wash- 
ington av.  18x65.4x18.2x69.3.  July  11,  3  years.  5%.  July  21. 
190(!.     11:.3049.  7,600 

Same  to  Eureka  Realty  Co.  Same  property.  Prior  mort  $7.6<)0. 
July  11,  1  year,  6%.     July  21.  190(j.     11:3049.  1.500 

Herb,  Jacob  to  Thomas  F  Gilroy,  Jr,  ref.  Spuyten  Duyvil  road, 
e  s,  at  c  1  235th  st,  runs  s  w  289.4  x  e  307.1  to  c  1  Arlington  av, 
X  n  172.10  to  beginning,  contains  1  .3.84-1,000  acres.  P  M.  July 
16.  3  years,  59r.     July  21.   1906.     13:.3409.  4.000 

Hirsch.  Jacob  and  Abraham  Lipke  to  City  Mortgage  Co.  158th  st, 
s  s.  300  w  Elton  av.  50x98.2.  Building  loan.  Prior  mort  .^.32.- 
.500.     July   11.   demand.   67.     July  20.   190(;.     9:2.379.  2..5(X) 

'Hamilton.  Thomas  to  Bankers  Reaky  &  Security  Co.  Tremont 
road,  n  s,  7.5  w  Amsterdam  av.  25x100;  Amsterdam  av.  w  s.  12.5 
n  Tremont  road,  2,5x100.  Tremont  Terrace.  P  M.  July  20,  1  year, 
57c.     July  23,  1906.  400 

Hillside  Realty  &  Construction  Co  to  Lilian  W  Shiff  as  guardian. 
182d  st,  s  s,  84.3  c  Washington  av,  3(Jx65.4.x36.5x72.11.  Cer- 
tificate as  to  consent  of  stockholders  to  mort  for  $15,6(X).     July 

11.  July  23,  19(M3.     11:3049.  • 

Hillside  Realty  &  Construction  Co  to  Edw  Anderson  et  al.'    182d 

st,  s  s,  84.3  e  Washington  av.  72x57.9x72.10x72.11.  July  20, 
demand,   69'f.      July  23.   1906.      11:3049.  .    425 

Jantzen.  John  H  to  S  irah  L  Payne  exrs  Wm  H  Payne.  13.3d  st. 
No  977,  n  s,  321.11  e  Trinity  or  Cypress  av,  18x103.6x18x103.7. 
P  M.     June  14,  due  June  1,  1909.  — %.    July  20,  1906.     10:2.562. 

500 

Jantzen.  John  H  with  Sarah  L  Payne  et  al  exrs  Wm  H  Payne. 
1.3.3d  st,  n  s,  321.11  e  Trinity  av  or  Cypress  av,  18x103.6.  Ex- 
tension  mort.     June   14.     July  20,   1906.      10:2562.  nom 

Johnson,  Geo  F  with  TITLE  GUARANTEE  &  TRUST  CO.  Kelly 
St.  No  4.5.  w  s.  300  n  156th  st,  25x100.  Subordination  agree- 
ment.    July  20.     July  24.   1906.     10:2701.  nom 

*Kuhnle.  Babette  to  Manhattan  Mortgage  Co.  216th  st,  s  s.  206 
e  White  Plains  road,  29.4x194x29.6x190  w  s,  Wakefield.  July 
10,    demand,    07 .      July   19.    190(5.  2,000 

*Kast,  Julius  Jr  to  John  Schwaerzer.  Columbus  av.  s  s,  250  e  Gar- 
field st,  25x100.  P  M.  July  10,  due  Jan  6,  1907,  5%.  July  19. 
1906.  1,000 

*Klayf.  Louis  to  Sound  Realty  Co.  Lot  97  map  Wakefield.  P  M. 
July  25.  3  years,  5'^.%.     July  26.  1906.  2.000 

*Kinnbark,  Elmer  M,  Jersey  City,  N  J,  to  Bankers'  Realty  &  Se- 
curity Co.  Tremont  rd.  n  w  cor  Pilgrim  av,  runs  w  148.4  x  n  e 
2-51.6  to  av,  X  s  203  to  beginning.  P  M.  July  11,  3  years,  0%. 
July  24,   1906.  2,250 

King,  Fannie  to  Estella  Spandau.  Brook  av.  No  1468.  e  s.  134.2  n 
St  Pauls  pi.  25x1007.  P  M.  July  20,  3  years,  — %.  July  21, 
1906.     11:2895.  2.500 

Kramer,  Bertha  to  Mary  T  Sweeney.  Southern  Boulevard,  No  2232, 
e  s,  275  n  167th  st.  37.(ixlOO.  Prior  mort  $8,000.  July  18.  2 
years.  —%.     July  20.  190(3.     10:274.5.  1,500 

Knopf,  Henry  R  to  Thomas  F  Gilroy  ref.  Spuyten  Duyvil  Park- 
way, e  s,  289.4  s  w  235th  st,  runs  s  w  112.7  x  s  e  121.10  x  s 
.30  x  e  3.39.11  to  c  1  Arlington  av,  x  n  172.4  x  w  307.1  to  begin- 
ning, contains  1  70-l(X)  acres.  P  M.  July  16.  3  years.  57. 
July  21,   1906.      13:3409.  4,000 

Katz,  Harry  and  Abernathe  Ferguson  with  Henry  Sillcocks.  Top- 
ping av,  e  s,  195  s  175th  st,  100x95.  Subordination  agreement, 
July  19.    July  21.  190(3.     11:2799.  nom 

Kroetz.  Charles  to  John  Bezold.  3d  av,  w  s,  161.3  s  172d  st,  25.1 
x87. 10x25x87.6,     July  20,  1906,  due  July  1,  1911,  57c.     11:2919. 

16,000 

Kelly,  Mary  wife  of  and  Malachl  to  Hannah  Wills.  Bathgate  av. 
No  2182,  e  s,  173.3  s  182d  st,  16x110.7.  July  2.  3  years,  5%. 
July  20,  1906,     11:3048.  3,600 

*Klotz,  Gottlieb  to  Henry  Dilg.  Eastern  Boulevard,  s  s,  e  %  lot 
103  map  Unionport.  ,52.(3x216  to  5th  st,  except  part  for  Eastern 
Boulevard.     P  M.     July  19.  3  years.  59'r.     July  20,  1906.  3,000 

Kroger,  Henry  to  Christian  F  Gennerich.  Spuyten  Duyvil  Park- 
way, w  s,  238  n  land  now  or  late  Mrs  Cox,  runs  n  II3..8  x  w  on 
curve  58.4  to  s  s  of  a  new  st  x^w  286.4  x  s  1.50  x  e  —  to  begin- 
ning.    P  M.     July  2.  3  years,  57c.     July  23,  1906.     13:3411.     10,000 

Linowitz,  Harris  to  Benj  Cohen.  136th  st.  No  557,  n  s,  1.50  w 
Alexander  av,  25x100.  P  M.  Prior  mort  .f9,000.  July  21.  3  yrs. 
67c.     July  24.  1906.     9:'2312.  1,000 

Levings.  Mary  F  to  Henry  W  Korndorfer.  Hull  av.  No  3198,  s  e 
s,  107.4  n  e  '205th  st.  '25x100.  P  M.  July  23,  2  years,  5V47c- 
July  -25.   1906.     12:3350,  1000 

Loewenthal.  Realty  and  Building  Co  to  Commonwealth  Mortgage 
Co.  Morris  av,  n  e  cor  1.5.5th  st,  runs  e  166.3  x  n  100  x  w  46  x  n 
98  to  1.56th  st,  X  w  46.10  to  e  s  Railroad  av,  x  s  w  143.5  to  e  s 
Morris  av.  x  s  75  to  beginning.  July  18,  demand,  6%.  July  20, 
1906.     9:2415.  5.000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.    July  18.     July  20,  1906.     9:2415.  
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KING'S  WINDSOR  CEMENT 

For  Plastering  Walls  and  Ceilings  J.  B.  king  &  CO..  No.  1  Broadway,  New  Yorfc 


Elastic  in  its  nature,  can  be  applied  with  25  pet 
cent.  less  labor  and  tias  12 '^  percent,  more  cov 
ering   capacity  tlian   any  other  similar   materiaS 


*Levy,  David  M  to  Joseph  Welsman.  223d  st,  s  s,  605  e  4th  av, 
126x— ,  Wakefield.  P  M.  Prior  mort  $900.  July  11,  2  years, 
6%.     July  23,  1906.  ^1,300 

Lese,  Louis  to  American  Mortgage  Co.  Courtlandt  av.  No  7G6, 
e  s,  abt  95  s  157th  st,  20x100.  P  M.  July  20,  1  year,  5%. 
July  26,  1900.     9:2403.  5,000 

Lesley,  Dora  M  to  Marget  S  Hull  extrx  Adeline  J  Cheney.  227th 
st,  late  Sidney  st,  s  s,  126.3  e  Fairfield  av,  late  Westchester 
av,  29x358.11  to  Kappock  st  x31. 1x348  to  beginning;  Kappock 
st,  n  s,  at  w  s  lot  5  on  partition  map  action  Stevenson  vs  Lesley, 
runs  n  37.9  x  s  e  — •  to  st  x  n  w  — -to  beginning.  April  15,  3 
years,  6%.    .July  21,  1906.     13:3407.  5,000 

Lubkemann,  Katharina,  widow,  to  Chas  B  Hart.  Forest  av,  w  s, 
39  s  166th  st,  20x97.3.  July  23,  due  Aug  1.  1907,  — %.  July 
24,  1906.     10:2650.  2,000 

Levy,  Chas  S  to  Abraham  Brown  and  ano.  Courtlandt  av,  Nos  814 
and  816,  e  s,  50  s  159th  st,  48.5x92.  P  M.  Prior  mort  $30,000. 
Feb  18,  3  years,  6%.     July  21,   1906.     9:2405.  10,000 

Levy,  Joseph  B  to  Celestine  M  Kenney.  Grand  av,  w  s,  480.8  s 
Burnside  av,  25x109.1x25x107.5.  P  M.  July  19,  3  years,  6%. 
July  20,  1906.     11:2869.  1,500 

*Lee,  Joseph  B  to  Beulah  Oppenheimer.  Catherine  st,  s  w  s,  s  w 
^  of  lot  81  map  South  Washingtonville,  25x100.  July  1,  3  yrs, 
5%.     July  20,  1906.  1,250 

Lese,  Louis  to  American  Mortgage  Co.  154th  st.  No  629,  n  s, 
275  e  Courtlandt  av,  25x100.  P  M.  July  20,  1906,  1  year.  5%. 
9:2401.  4,000 

Lochinvar  Realty  Co  to  Estates  Settlement  Co.  Grand  av,  e  s, 
382.8  s  Burnside  av,  25x90;  Grand  av,  e  s,  432.8  s  Burnside  av, 
25x90.     July   13,  demand.     July  20,   1906.     11:2870.  1,500 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     July  20,  1906.     July  13.     11:2870.        

Lavelle.  John  H  and  Geo  H  Hill  to  City  Mortgage  Co.  165th  st, 
s  e  cor  Kelly  st,  45x88x50x85.  Building  loan.  Prior  mort  $18.- 
832.96.    July  2,  demand,  6%.    July  19,  1906.    10:2715.        21,167.04 

♦Long,  Walter  E  to  Michl  Struth.  Maitland  av,  n  s,  325  w  Mapes 
av,  25x100,  Westchester.     July  18,  3  years,  6%.     July  19,  1906. 

2,000 

Lynn,  Geo  to  Anna  M  Hobbs  and  ano  trustees  Marietta  H  Hull. 
Lots  57  and  58  map  University  Heights  North.  July  16,  3  years, 
5%.     July  10,   1906.     11:3224.  14,000 

Moen,  Florence  M  to  Wm  C  Ormiston  et  al  trustees  Wm  Ormiston. 
Mott  av,  w  s,  31.7  n  149th  st,  16.6x80.11.  P  M.  Mar  23,  due 
May  8,  1909,  6%.     July  21,  1906.     9:2347.  1,500 

Same  to  same.  149th  st,  n  s,  80.4  w  Mott  av,  18.7.x82.10xl8.7x 
82.6.    P  M,    July  9,  due  May  8,  1909,  6%.    July  21,  1906.  9:2347. 

2,300 

Same  to  same.  Mott  av,  w  s,  47.7  n  149th  st,  16.6x81.3xl6.6x80.il. 
P  M.     Mar  23,  due  May  8,  1909,  6%.     July  21,  1906.    ,9:2347. 

1,600 

Same  to  same.  Mott  av.  No  561,  w  s,  64.1  n  149th  st,  16.6x81.7x 
16.6x81.3.  P  M.  Mar  23,  due  May  8,  1909,  6%.  July  21,  1906. 
9:2347.  1,600 

Miller,  Max  to  Manhattan  Mortgage  Co.  Brook  av,  w  s,  .50  s  Anna 
pi,  125x90.    July  19,  due  Jan  1,  1907,  6%.    July  20,  1900.  11:2893. 

77,500 

Miller,  Matilda,  City  Island,  to  Laura  N  Richards.  150th  st,  n  s, 
125  w  Courtlandt  av,  25x118.5.  P  M.  July  14,  3  years,  5%. 
July  20,   1900.     9:2410.  4,500 

*Marx,  Magdalena  wife  of  and  John  to  Kertscher  &  Co.  224th  st, 
n  s,  187.6  w  4th  av,  17.6x114.  July  10,  1  year,  6%.  July  20, 
1906.  954.76 

Marrone,  Frank  to  Eliz  Lewis.  Hoffman  st,  w  s,  bet  3d  av  and 
187th  st,  and  being  s  V2  lot  108  map  Union  Hill,  Powell  estate, 
50x100.  except  part  for  st.  P  M.  July  19,  1  year,  5%.  July 
21,  1906.     11:3054.  6,.500 

Marfllino,  Jacob  to  GERMAN  SAVINGS  BANK  in  City  N  Y.  150th 
st.  No  766,  s  s,  225  e  Brook  av,  25x100.  July  26,  1906,  5 
years,  41/2%.     9:2276.  11,000 

Meyer,  Albert  to  Albert  Junge.  Southern  Boulevard,  No  847, 
n  s,  201.9  e  St  Ann's  av,  runs  n  87.11  xe5xn3xe20xs 
86.1  to  Southern  Boulevard  x  w  25.6  to  beginning.  Prior  mort 
$13,000.  July  20,  due  Jan  20,  1908,  5%.  July  24,  1906. 
10:2546.  500 

Mulligan,   James   I    to   Yonkers    Building   &   Loan   Assn.      Cogan's 
.  alley,   n  s,   104.4  e  Riverdale  av,  69.9x69.11x72x65.8.     May  21, 
installs,  6%.    July  24,  1906.    13:3423.  2,800 

Meyer,  Henry  J  T  to  Carl  Schneeweiss.  194th  st,  late  John  st,  s  s, 
bet  Marion  av  and  Webster  av..and  being  s  %  lot  43  map  of  part 
of  Village  Fordham,  25x107.10x25x109.7.  July  20,  due  July  1. 
1909,  5%.     July  21,  1906.     12:3276.  2,500 

*Muller.  Kate  to  Jasper  M  Odell.  224th  st,  n  s,  80  e  White  Plains 
road,  100x100,  Wakefield.  P  M.  July  19,  3  years,  5Vi%.  July 
20.  1906.  2,900 

*Marion,  John  B  to  Wm  H  Deady.  Columbus  av,  s  w  cor  Van 
Buren   st,   26x— x25xl00.     July  20,   1  year,  —<%.     July  21,   1906. 

1,000 

McCaul,  Thomas  F  to  Sarah  Gear  extrx  Washington  J  Gear  Jr. 
Cauldwell  av,  n  e  cor  156th  st,  90x201  to  Trinity  av.  July  24,  1 
year,  6%.     July  25,   1906.     10:2620.  4,500 

Same  to  Frank  Murphy.  Same  property.  July  24,  1  year,  6%. 
July  25,    1906.     10:2629.  3,700 

♦Morgan,  Monah  M  to  Isaac  Butler.  Road  from  N  Y  to  West- 
chester Docks,  n  s,  at  e  s  road  leading  to  N  Y,  runs  n  e  111.9  x 
n  w  48  X  s  w  96.3  to  w  s  road  to  N  Y  x  s  w  40.3  to  beginning, 
Westchester.     P  M.     May  2.  3  years,  5%.     July  25,  1906.      15,000 

♦Myers,  Jos  H  to  Sound  Realty  Co.  229th  st,  s  s,  105  w  6th  av. 
100x114,   Wakefield.      P   M.     July  25,    1906,  3  years,   5i^%.     2.000 

♦Mullen,  Francis  to  Bankers  Realty  and  Security  Co.  Williams  av, 
e  s,  250  n  Tremont  road,  50x100.  P  M.  July  20,  1906,  3  yrs, 
5%.  1,025 

♦Muller,  Otto  to  Canrobert  E  T  Miller.  Lots  73  and  74  map  163 
lots  of  Estate  of  M  J  Radway.  July  16,  2  years,  5%.  July  19. 
1906.  2,000 

Nathan,  Marcus  to  TITLE  GUARANTEE  &  TRUST  CO.  Charlotte 
st,  n  w  cor  Jennings  st,  being  lots  759  to  761  map  Section  C 
Vyse  estate.  P  M.  July  20,  due,  &c,  as  per  bond.  July  23,  1906. 
11:2977.  6,000 

♦O'Hara,  Richd  J  to  Chas  V  Culyer.  Barker  av,  s  e  cor  Elizabeth 
st,  100x125,  except  the  following:  Barker  av,  e  s,  50  s  Elizabeth 
st,  50x100,     July  19,  demand,  6%.     July  24,  1906.  5,000 


♦O'Ryan,  Jennie  A  to  Longin  P  Fries.  Westchester  av,  late 
Southern  Westchester  turnpike,  w  s,  25.11  s  e  2d  st,  37.11x 
112.10x37.6x115.6,  Westchester.  Prior  mort  $7,000.  July  21, 
3  yrs,  6%.     July  24,  1906.  3,000 

O'Leary,  James  to  Mary  C  Crane.  Ernescliffe  pi,  s  s,  138.3  w 
Lisbon  pi,  25.2x105.9x25x102.6.  July  25,  1906,  3  years,  5%. 
12:3311.  3,500 

♦Paulson,  Oscar  to  Theresa  Tengstrom.  Amundson  av,  w  s,  350  a 
Nelson  av,  25x100,  Edenwald.  P  M.  July  18,  2  years,  5%. 
July  25,  1906.  350 

♦Pettinati,  Frank  to  Thomas  P  Howley.  Av  A,  n  s,  lot  68  map 
New  Village  Jerome,  25x125.  July  24,  1  year,  6%.  July  25, 
1906.  500 

♦Pape,  Annie  to  Clarence  C  Ferris.  Classon  av,  w  s,  75.6  s  Mer- 
rill st,  25.6xll2.7x25x— .  July  24,  1906,  due  Jan  24,  1907, 
6%.  100 

Pollock,  Francis  W  to  Sarah  T  Umpleby,  extrx  John  J  Umpleby, 
Spuyten  Duyvil  av,  c  1,  at  c  1  235th  st,  runs  w  520.5  to  e  s 
Riverdale  av  x  s  226.10  to  c  1  Greystone  av  x  n  160.9  x  e  334.11 
to  c  1  Spuyten  Duyvil  av  x  n  284.11  to  beginning,  contains 
1  916.1000  acres;  Greystone  av,  c  1,  at  s  s  lot  A,  map  lands  in 
partition  action  Hayden  vs  Arnold  et  al,  runs  s  w  160.9  to  e  s 
Riverdale  av  x  s  177.8  x  e  277.4  to  c  1  Spuyten  Duyvil  av  x  n 
293.3  X  w  334.11  to  beginning,  contains  2  331-1000  acres;  235th 
st,  c  1,  at  c  1  Spuyten  Duyvil  rd,  runs  s  512.1  to  c  1  234th  st  x 
e  —  to  c  1  Tibbetts  Brook  x  n  e  n  and  n  w  along  c  1  Tibbetts 
Brook  as  it  winds  and  turns  x  w  48  to  beginning,  contains 
1  930-1000  acres.  P  M.  July  16,  3  yrs,  5%.  July  24,  1906. 
13:3406.  6,000 

♦Provincial  Realty  Alliance  to  New  York  Catholic  Protectory. 
Westchester  av,  n  s,  287.3  e  Public  pi,  50x100,  lots  138  and  139 
map  property  party  second  part.  P  M.  June  28,  due  June  15, 
1909,  — %,     July  26,  1906.  3,570 

♦Same  to  same.  Tremont  av,  s  s,  274  w  Pugsley  av,  runs  n  w 
on  Tremont  av  28.6  to  170th  st  x  w  75  x  s  45.3  x  e  99.7  x  n 
113  to  beginning.  P  M.  June  28,  due  July  15,  1908,  — %.  July 
26,  1906.  5.390 

Prospect  Avenue  Realty  Co  to  Jos  Simon.  Prospect  av,  Nos  622 
and  624,  e  s,  137.6  s  Kelly  st,  37x100.  Prior  mort  $30,000.  July 
16,  3  years,  6%.    July  20,  1906.  9,000 

Same  to  Jos  Strachstein.  Prospect  av,  Nos  626  and  628,  e  s,  100 
s  Kelly  st,  37.6x100.  Prior  mort  $30,000.  July  16,  8  years, 
6%.     July  20,  1906.     10:2685.  9,000 

♦Quist,  Edward  to  Estelle  A  Moore.  2d  st,  s  s,  lots  500,  501  and 
502  map  Laconia  Park,  75x100.  P  M.  July  19,  3  years,  5%%. 
July  21,  1900.  1,750 

Roth,  Lena  and  Saml  Hershowitz  to  Simon  Katzenstein.  Brook  av, 
w  s,  25  s  145th  st,  25x90.  P  M.  Prior  mort  $14,000.  July  16, 
due  July  16,  1910,  G%.    July  21,  1906.     9:2289.  6,500 

Rosenthal,   Evelina   A   to   Fannie  A   Dodge.      Park  av.   West,   w  s,     • 
184.6  s  182d  st,  25x90x25x90.2.     P  M.     Prior  mort  $3,000.     July 
2,  3  years,  G7o.    July  20,  1906.     11:3030.  1.100 

♦Rezzano.  Angelo  and  John  B  Dosso  to  FISHKILL  SAVINGS  INST 
of  Fishkill,  N  Y.  Hancock  st,  w  s,  400  n  Columbus  av,  2  lots, 
each  18.9x100.  2  morts,  each  $3,500.  July  18,  due  Oct  1,  1909, 
5%.     July  19,  1906.  7,000 

Roach,  Hibbert  B  to  Robert  M  Lyman  and  ano  trustees  for  Fred- 
eric G  Cunningham.  Jr,  et  al.  206th  st,  n  s,  89.11  w  Perry  av, 
25x100.    July  2,  3  years,  57c.     July  19,  1906.     12:3342.  5,500 

♦Russo,  Guiseppe  to  Irving  Realty  Co.  Lot  36  map  building  lots  in 
24th  Ward  near  Williamsbridge  Station  on  N  Y  &  Harlem  R  R. 
P  M.     July  17,  due  June  21,  1907,  6%.     July  23,  1906.  2,000 

Rector,  &c,  of  St  Simeons  Church,  a  corpn,  to  American  Church 
Building  Fund  Commission,  a  corpn.  Sheridan  av,  s  w  cor 
165th  st,  runs  s  124  x  w  and  n  150  to  164th  st  x  e  74.3  to  be- 
ginning.    July  18,  5  years,  5^%.     July  23.  1906.     9:2455.      7,000 

♦Rickard,  Catherine  A  to  EASTCHESTER  SAVINGS  BANK  of  Mt 
Vernon,  N  Y.  Cross  st,  s  s,  125  e  Minnieford  av,  134  to  high 
Water  line  L  I  Sound  x  —  x  141  x  100,  City  Island.  1  yr,  6%. 
July  24,  190(>.  6,700 

Rescignio,  Rosina  to  Julia  Dennerlien.  Arthur  av,  e  s,  300  n 
188th  st,  25x87.6,  except  part  for  Arthur  av.  July  2,  3  years. 
5%%.     July  25,  1906.     11:3077.  2,000 

Roberts,  Sadie  M  wife  Wm  with  TITLE  INS  CO  of  N  Y.  Garden 
St.  n  s,  365.2  w  Southern  Boulevard,  50x227.7  to  s  s  Kingsbridge 

road  x50x227.2.  Subordination  agreement.  July  5.  July  21,  19(K). 
11:3100.  nom 

♦Ramstedt,  Laura  wife  of  and  Frank  to  Rachel  L  Bartley.  225th 
st,  s  s,  205  w  4th  av,  25x114,  Wakefield.  July  20,  1906,  3  yrs, 
5%.  5,000 

♦Remington,  Annie  to  HAMILTON  BANK  of  N  Y  City.  Columbus 
av,  n  s,  25  w  Garfield  st,  50x100.  July  23,  due  Jan  23,  1907, 
6%.     July  25,  1906.  6,000 

Reinisch,  Caroline  widow  to  Eliza  C  Waterbury.  Cambreleng  av. 
No  2315,  w  s,  200  n  183d  st,  100x100.  July  25,  1906,  3  years, 
5%.      11:3088.  gold,   3,000 

Rosner,  Hyman  to  Isidor  Koplik.  Franklin  av,  w  3,  bet  168th  st 
and  169th  st,  and  50  n  lot  121,  runs  n  76.6  x  w  168.8  x  s  60  x 
w  11.6  X  e  44.8  x  n  46.2  x  e  115.3  to  beginning,  being  part  of 
lots  116  and  117  map  Morrisania.  Prior  mort  $15,000.  Mar 
1,  2  years,  6%.     July  24,  1906.     10:2612.  3,000 

♦Russell,  Olive  to  Land  Co  C  of  Edenwald.  Pratt  av,  e  s,  271  s 
Nelson  av,  50x100.     P  M.    July  23,  3  years,  5%.    July  25,  1906. 

450 

Rosenzweig,  Ignatz  to  James  M  Wentz.  Washington  av,  w  s,  225 
n  179th  st,  50x145.  Building  loan.  July  24,  demand,  6%.  July 
25,  1906,     11:3036.  42,000 

♦Reiss,  Jacob  E  to  Hudson  P  Rose  Co.  Crosby  av,  w  s,  55  n 
Schuyler  st,  50x100.  P  M.  July  16,  duo  Aug  1,  1910,  5%%, 
July  25,  1906.  1,100 

♦Raimo,  Pasquale  to  Hudson  P  Rose  Co.  Lots  87  and  88  amended 
map,  being  a  subdivision  of  plot  2.3  on  map  Clasons  Point.  P  M. 
July  11,  due  Aug  1,  1910,  5%%.     July  25,  1906.  800 

♦Russo,  Frank  to  Hudson  P  Rose  Co.  Crosby  av,  n  w  cor  Water- 
bury  av,  25.9x103.7x25x97.6.  P  M.  July  21,  due  Aug  1,  1909, 
514%.     July  25,  1906.  650 

Stokes,  Dennis  H  and  Euphemia  S  to  Jacob  Taub.  Valentine  av. 
w  s,  324.4  s  ISOth  st,  16.8x98.7x16.8x97.9.  P  M.  Prior  mort 
$2,500.  July  23,  3  years,  5%.  July  24,  1906,  11:3144  and 
3149.  2,000 


Ttia  taxt  of  thesa  pages  li  copyrltMted.     All  righU  aro  rtMrr*!.         Notice  Is  hereby  glveo  that  IntrlDgemcnt  will  I«M  to  pitweeutlon. 


202 


Mortgages 


RECORD    AND    GUIDE 


Bronx 


July  28,  1906 


RoGkland-Rockport  Lime  Company 


Look  for  these  Tvorda  on  the  head  of  every  barreli 

"Manufactured  by  Rockland-Rockport  Lime  Company" 

DO  NOT  BE  DECEIVED  BY  ANY  SUBSTITDTS 


Oreenpoint  Ave.  &  Newtown  Creek 

Borough  of  Brooklyn,  N.  Y.  City 

Telephone,  207  Greenpolnt 


Manofactorers    of   the  following  Brandt    •< 
Rockland  Lime 

EXTRA  FINISHING  LUMP  ^:J.:: 

Also  Sole  Manafscturert  of 

EUREKA  BRAND  of  PREPARED  PURE  WHITE  UMB 

which  It  superior  to  any  other  Hme^r_waU_^Utter  j^ov 


on  the  mark 


NEW    YORK    OFFICE.    FULLER    BUILDING.    BROADWAY    AND   23d    STREET 


GUARANTEED  NOT  TO  ft 


*Schur,  Eliz  to  Otto  Pahle.  Taylor  st,  e  s,  275  n  Columbus  av, 
LTjxlOO,  except  part  for  Taylor  st.  P  M.  Prior  mort  .$.">, r>0(>. 
July  li).  installs,  ()%.  O.OtIO 

Sherwood,    Wm   to    Maria   H    Bodly.      160th   st,   n   s,    12.5  w   Elton 

av,  25x100.     July  1,  3  years,  5%.     July  2,o,  1900.     0:2382.      3,500 
Stubing,  Harriet  F  to  Robert  Caterson.     240th  st,  n  s,  1G5  w  Ka- 

tonah  av,  -10x100.     July  2."),  1900,  3  years,  57c.     12:3381.  1,0.50 

*Schwartz,  Annie  and  Leuna,  and  Jacob  Weinberger  to  John  C 
Feehan.  Grant  av,  n  s,  125  e  Garfield  st,  25x100.  July  10,  due 
May  10,  1911,  5%.     July  19.  1900.  1,450 

Sonneborn,  Gertruth  to  Christiana  Jacobs.  Tinton  av,  w  s,  152.8 
s  15Sth  st,  20.4x135x25.2x135.  July  24,  3  years,  5%.  July  25, 
1900.     10:2055.  3,000 

Same   to  August   G  Beil.      Same   property.     July  24,  3  years,   0%. 

July  25,  li)O0.  10:20.55.  800 
Seitz  Realty  Co  to  Geo  G  Uthe.  Webster  av,  w  s,  501.11  s  Gun 
Hill  road,  runs  s  09  x  w  40  x  n  w  190  to  e  s  Decatur  av  x  n  e 
13.7  X  n  42.7  x  e  190  to  beginning.  July  24,  3  years,  5%.  July 
25,  19O0.  12:3355.  0,000 
Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to  above   mort.     July  24.     July  25,   1906.      12:3355.    

*Squillante,  Francesco  to  Hudson  P  Rose  Co.  Lots  33  and  34 
amended  map,  being  a  subdivision  of  plot  23  on  map  Clasons 
Point.     P  M.     June   11,  due  July  1,   1910,  5i47o.     July  25,  I'M',. 

850 
Valentine  av,  No  2234,  e  s, 
June  4,  1  yr,  6%.     July  24, 

300 
to   Sund   Realty   Co.      225th 
:l'.0x]09.6;    225th   st,   s   s,   222.0   e 
M   morts,    each   $400.      July  20,   3 

1.840 


Schorer,   Martha  F   to  Louis  Gates. 
198.10  n  182d  st,  25x75x25.1x73.7. 
1006.     11:3145. 

*Shatzkin    (A)    &    Sons,    incorporated 
st,   s   s,    100  e   Paulding   av. 
Paulding   av,   75x100. (!.      4   P 
years,   — %.      July    23,    KWO. 

*Same  to  same.  225th  st,  n  s,  272.6  e  Bronxwood  av,  25x109; 
225th  st,  n  s,  171.0  e  Bronxwood  av.  50x109.  3PM  morts, 
each  .$00(».     July  20,  3  years,   — %.     July  23,   19CKi.  1,800 

Sullivan,  John  J  and  Wm  Klein  to  Mary  Sullivan.  136th  st.  No 
559,  n  s,  125  w  Alexander  av,  25x100.  Prior  mort  $9,000.  July 
25,  3  years,  0%.     July  26,  100<i.     0:2312.  3,000 

*Storch,  Saml  to  Herman  Tuchman  and  ano.  Plot  begins  740  e 
White  Plains  road  at  point  along  same  1,070  n  Morris  Park 
av,  runs  e  10(*  x  n  25  x  w  100  x  s  25,  right  of  way  over  strip 
to  Morris  Park  av.  P  M.  Prior  mort  $3,250.  July  24,  due 
Aug  1,  1911,  6%.     July  26,  1906.  1,150 

Samuelson  &  Rubin,  a  corpn,  to  North  American  Mortgage  Co. 
Webster  av.  e  s,  50  s  Wendover  av,  100x107.10  to  Mill  Brook 
xl06x74.1.     July  20,  due,  &c,  as  per  bond.  July  23,  1906.  11:2896. 

16.000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     July  20.     July  23,  1006.     11:2806.      

Schorer,  Martha  F  to  John  J  Cox.  Valentine  av,  e  s,  56.4  n  lS2d 
st,  16.8x04.3x16.9x63.  Prior  mort  $4,000.  July  10,  due,  &c,  as 
per  bond.     July  21.  1906.     11:3145.  1,2.50 

Same  to  same.  Valentine  av,  e  s,  39.8  n  lS2d  st,  16.8x03xl6.9x 
61.9.     July  16,  due,  &c,  as  per  bond.     July  21,  1906.     11:3145. 

1,250 

Same  to  same,  Valentine  av,  e  s,  123  n  182d  st,  25x69.11x25.1x68. 
July  10,  due,  &c.  as  per  bond.     July  21,   1006.     11:3145.        1,250 

Same  to  same.  Valentine  av,  e  s,  148  n  182d  st.  25x71.0x25x60.11. 
July  16,  due,   &c,  as  per  bond.     July  21,   lOOij.     11:3145.        1,250 

Siener,  Charlotte  S  to  Mary  S  Todd.  19Sth  st,-  s  s,  80  w  Briggs 
av,  25x98.     July  3,  3  years,   -,%.     July  21,  1006.     12:3301.     5,500 

*Shoemaker,  Wilmer  E  to  Nathan  Leokowitz.  229th  st,  n  e  cor  2d 
av,  105x51.0.  P  M.  July  10,  due  Oct  10,  1007,  6%.  July  21, 
1900.  750 

Schwarzler.  Joseph  A,  Jr,  to  City  Mortgage  Co.  Park  av,  e  s,  315 
s  171st  st,  75x150.  Building  loan.  July  10,  demand,  67o.  July 
20,  1006.     11:2002.  52,000 

Selje.  Laura  to  Julius  Wolf.  169th  st,  n  s,  101  e  Gerard  av,  25x 
85.     P  M.     July  19,  2  years,  5%.     July  20,  1906.     11:2839.     1,500 

Stiebel,  Wolf  to  Leopold  Jonas.  St  Anns  av,  Nos  150  and  152.  e  s, 
60  s  135th  st,  2  lots,  each  20x80.  2PM  morts,  each  $2,500. 
2  prior  morts  $8,000  each.  July  IS,  3  years,  0%.  July  19, 
1906.     10:2.547.  5,000 

Steubenvoll.  Fredk  and  Philip  to  Mary  S  Todd.  Bainbridge  av,  w 
s,  420.7  n  190th  st,  3  lots,  each  25x100.  3  morts,  each  $6,.50O. 
July  11,  3  years,  5%.     July  19,  1900.     12:3295.  19,500 

StubenvoU,  Fredk  and  Philip  to  Luis  M  Lyman.  Bainbridge  av.  w 
s.  395.7  n  106th  st,  2.5x100.  July  11,  3  years,  5%.  July  19,  1906. 
12:3295..  6,500 

♦Todaro,  Vincenzo  and  Gaetano  Armao  to  A  Shatzkin  &  Sons  Inc. 
Magenta  st,  n  s.  lots  106  and  107  map  building  lots  in  24th  Ward 
near  Williamsbridge  Station  on  N  Y  &  Harlem  R  R.  P  M.  July 
18,  due  June  1,  1907.     Without  interest.     July  10,  1006.  220 

Thornton,  Chas  H  and  Edw  A  to  Margt  L  Zborowski  as  extrx 
Elliott  Zborowski,  Clay  av,  e  s,  210  n  160th  st,  80.4x101. lOx 
80x112.5.     P  M.     July  23,  3  yrs,  51/2%.     July  24,  1000.     11:2,887. 

4,000 

Trompeter,  Hermann  to  Eliz  Zwonetschek.  Crotona  av.  No  2070, 
e  s,  72  n  Oakland  pi,  24xl0<l.  P  M.  Prior  mort  .$3,300.  July 
24,   installs,   5%%.      July  25,   lOOIj.      11:3095.  1..800 

*Ta!lman,  Aaron  W  and  Edwin  R  to  Verene  Trott.  174th  st, 
e  s,  113  s  Westchester  av,  25x100.  P  M.  July  13,  3  years, 
5%%.     July  26,  1006.  3.500 

Upland,  Wm  to  Everybody's  Land  Co.  Boyd  av,  e  s,  100  n  Jeffer- 
son av,  2.5x100,  Eastchester.  July  20,  2  years,  67c.  July  21, 
1906.  214.28 

•Van  Allen,  Isaac  C  to  Samuel  G  Dayton.  City  Island  av,  e  s,  100 
s  Ditmar  st,  103,6x22.5x108x225,  City  Island,  July  5,  due 
July  10,  1911,  6%.     July  24,  1900.  1,600 

*Vorndrau,  Christian  to  New  York  Catholic  Protectory.  West- 
chester av,  s  s,  100  w  Pugsley  av,  100x150;  170th  st,  n  s,  160  w 
Pugsley  av,  runs  w  11.0  to  Tremont  av  x  n  w  44  x  n  1.30.3  x  e 
50  x  s  1,50.11  to  beginning.  3PM  morts,  each  $2,700.  June 
28,  due  July  15,  1909,  — %.     July  19,  190(!.  8,100 

*Weiss,  Fred  M  to  Longin  P  Fries.  Roselle  st,  w  s,  95.4  n  Silver 
st,  25x125.     P  M.     June  1,  3  years,  6%.     July  25,  1906.  1,000 

Wiese,  Otto  L  F  to  Abner  K  Durham.  Poe  pi,  n  w  cor  Coles 
lane,  70x31.8x70x31.  P  M.  July  23,  5  yrs,  5%.  July  24,  1906. 
12:3293.  2,000 


Same  to  Mary  E  Fitzgerald.  Same  property.  P  M.  Prior  mort 
$2,tHl().     July   23,   3  yrs,   —%.     July   24,   I'.MMj.      12:3293.         1.000 

Ward,  Sarah  A  widow  to  John  F  Schwanewede.  136th  st.  No  678, 
s  s,  225  e  Willis  av,  15x100.  July  17,  3  years,  — %,  July  20, 
1906.     9:2280.  1,500 

Wolff,  Simon  C  to  Adelaide  Burlando.  Shell  st,  s  s,  225  w  Tilden 
av,  .50x100,  Laconia  Park.     July  23.  1006,  3  years,  6%.  800 

*Same  to  same.     Same  property.     July  23,  190tj,  1  year,  G%.  300 

Wohltmann,  Louis  to  Henry  torn  Suden.  Cedar  av,  w  s,  bet  178th 
st  and  Harlem  River  Terrace,  and  being  lot  9  map  auction  sale 
of  building  lot  and  water  grant  estate  Mary  P  Chrystie  near 
Morris  Heights  Station,  25x106.9x25x104.1  s  s.  P  M.  July  6, 
3  years,  5%.     July  25,  1906.     11:3231.  1,000 

*Werner,  Christian  H  to  Chas  T  Marvin.  Kossuth  av,  s  e  cor 
Concord  st,  2  lots,  each  25x100,  South  Mt  Vernon.  P  M.  July 
25,    100«i,   3   years,    n%.  1,.500 

*Weininger,  Caroline  to  Wm  Watson.  Lot  296  map  in  partition  of 
real  estate  of  Wm  ASee.     July  24,  3  years,  5%.     July  25,  1006. 

2,000 

Y^oung,  Dorothea  J  to  Chas  Dorn  and  ano.  177th  st.  No  474,  s  s, 
173  e  Madison  av.  also  168  e  Morris  av,  27x125,  all  title  to 
driveway  li%  ft  wide  xl25  on  west  side.  July  24,  3  years,  5%. 
July  25,  19011.     11:2805.  5,000 

Same  to  John  T  Bauer  et  al  trustees  Dora  Bauer.  Same  property. 
Prior  mort  .$5,000.  July  24,  due  Aug  24,  1009,  6%.  July  25, 
10O6.      11:2805.  2.000 

Zeh,  Herman  to  Jos  Eckert.  133d  st.  No  965,  n  s,  216.8  e  Trinity 
av  or  Cypress  av.  16.8x103.7.  May  24,  5  years,  5%.  July  21,  190«i. 
10:2.562.  3,500 

Zimmermann,  Chas  Jr  and  Richd  H  Mitchell  to  Christian  H 
Werner.  1.53d  st,  n  s,  3.50  e  Courtlandt  av,  75x100.  Prior  mort 
.$38,000.     July  13,  demand,  6%.     July  23,  1906.     0:2400  3,000 

Zorn,  Katie  to  Chas  A  Benkiser.  Simpson  st,  No  ll(i8,  e  s, 
222.11  n  Home  st,  25x1(:hi.  Prior  mort  $5,500.  July  25,  due  Jan 
1,   1009,  6%.     July  26,   1006.     11:2075.  1,500 

Zuekerman,   Philip  to  Isador  Dobroezynski.     3d  av.  No  3802,   e  s, 

25   n   171st   st,   2O.lixl0Oxl8.7xl00.1.      P   M.      Prior   mort   $ . 

July  25,  due  July  1,  1910,  6%.     July  26,  190ii.     11:2028.         5,00) 


PROJECTED  BUILDINGS. 


The  first  name  is  that  of  the  ow'r;  ar't  stands  for  architect;  m'n 
f6r  mason,  c'r  for  carpenter,  and  b'r  for  builder. 

When  character  of  roof  is  not  mentioned,  it  is  to  be  understood 
that  the  roof  Is  to  be  of  tin. 

BOROUGH   OF   MANHATTAN. 

SOUTH  OF  14TH  STREET. 

Christopher  st.  n  s,  21.4  w  Waverly  pi,  6-sty  brk  and  stone  tene- 
ment, 42.0x60.0;  cost,  .$32,0tlO;  Abbate  &  Alvino,  ,50  Spring  st: 
ar'ts,   Bernstein  &  Bernstein,  24  East  23d  st. — 810. 

Columbia  st,  s  e  cor  Houston  st.  6-sty  brk  and  stone  tenement,  50x 
(i7.6;  cost,  ,$(iO.(l(JO;  D  Feigensohn,  1070  Madison  av;  ar'ts,  Bern- 
stein &  Bernstein,  '24  E  23d  St.— 703. 

Lewis  st,  e  s,  100  n  Delancey  St.  two  0-sty  brk  and  stone  tene- 
ments, 37.6.x87;  total  cost,  $70,000:  Weinberg  &  Perelman,  247 
Canal  st;  ar'ts,  Bernstein  &  Bernstein,  24  East  23d  st. — 808. 

Mott  st.  No  141.  1-sty  brk  and  stone  outhouse,  0.0x18.2;  cost,  $1,- 
400;  A  Faggello,  126  Mott  st;  ar't,  O  Reissmann,  30  1st  st. — 708. 

10th  st,  s  s,  241.8  e  Av  D,  two  6-sty  brk  and  stone  tenements, 
50.6x79.3;  total  cost,  $!KX00O;  M  Rubin,  256  Henry  st;  ar'ts, 
Bernstein   &   Bernstein,   24  East   23d   st. — 800. 

BETWEEN   14TH   AND   59TH   STREETS. 
30th  st,  s  s,  263  e  7th  av,  4-sty  and  mezzanine  floor  brk  and  stone 

police    station,    S4.7x!ll.9,    felt    and    gravel    root;    cost,    .$1.54,000; 

Police  Dept  City  of  N  Y,  300  Mulberry  st;   ar't,  R  Thomas  Short, 

3-5  W  29th  St.— 707, 
34th  st,  n  s,  1.50  w  5th  av,  8-sty  and  basement  brk  and  stone  store 

and    loft    building,    .50x114.0,    plastic    slate    roof;    cost,    $1'20,000; 

Bonwit-Teller  &  Co.  .50-58  W  23d  st;   ar't,   Simeon  C  Eisendrath, 

41  W  24th  St.— 700. 
30th   st,    Nos   231-241    West,    11-sty   brk   and   stone   office    building, 

126.4x88.10,    tar    and    gravel    roof;    cost,    $2(K>,0(K);    The    McGraw 

Realty  Co,  114  Liberty  st;  ar'ts.  Radeliffe  &  Kelley,  3  W  29th  st. 

—706. 
56th  st,  s  s,  204.4  e  2d  av,  6-sty  brk  and  stone  tenement  and  store, 

44.10.XS7.5;    cost.   $45, WO;    Samuel   Pomerany,  603  Water  st;   ar't, 

Chas    M    Straub,    122   Bowery.- 807. 

BETWEEN  59TH  AND  125TH  STREETS,  EAST  OF  5TH  AVENUE. 

70th   st,  s   s,   175   e   Av   A.   4-sty  brk  and   stone   tenement,  37x.S7.5; 

total  cost,  $160,000;   Jacob  Boltan,   112  W  103d  st;   ar't,  Louis  C 

Maurer,  22  E  21st  St.— 804. 
76th   st,   s  s,   148  e   Av  A,   two  6-sty  brk  and  stone   tenements  and 

stores,   37.0x102.2;    total   cost,   $7(i.00O;    Steinman   Realty   Co,   200 

E   116th  st;   ar't,   Geo   Fred  Pelham.  .50.'i  5th  av.— 794. 
122d  st,  Nos  247-251  East,  6-sty  brk  and  stone  tenement  and  store, 

42x100.11;  cost,  .$45,000;  Furman,  WeItfisch_&_Gertner,  280  Broad- 
way;  ar't,  Geo  Fred  Pelham,  .503  5th  av. — 795. 
Av  A,  w  s.  102.2  n  75th  st,  6-sty  brk  and  stone  tenement,  51.1x87; 

cost,    .$,50.(M)0;    P    Leveuson,    114    E    28th    st;    ar'ts,    Bernstein    & 

Bernstein,  '24  E  23d  St.— 805. 
1st  av.  No  2132,  7-sty  brk  and  stone  loft  and  store  building,  25x85; 

concrete   roof;    cost,   .'f35,000;G   Rossano,   339  E   107th   st;    ar't,   C 

Cavinato,  552  West   Broadway. — 800. 

BETWEEN  59TH  AND  125TH  STREETS,  WEST  OF  8TH  AVBNUa 

06th  st,  n  s,  .300  w  West  End  av,  2-sty  brk  and  stone  bakery,  55.8x 
100.5,  composition  roof;  cost,  $20,000;  N  A  Cushman,  71st  st 
and  Columbus  av;   ar't,  Chas  Frederick  Rose,  1  Madison  av. — 801. 

NORTH   OF  125TH   STREET. 

Manhattan  st,  Nos  37-.39,  three  (i-sty  brk  and  stone  stores  and  tene- 
ments, 40x87;  total  cost,  $120,000;  H  &  E  Maran,  71  Nassau  st; 
ar't,  S  Sass,  23  Park  row.— 803. 
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The   Palmer   Lime  and  Cement  Company 

**  PAtiftlER'S  IVO,  1,  "  tli(>  Btronpeat  and  best  brick  limo  manufactured,  will  lay  more  brick  to  the  barrel  than  any  other  lime.  f 

Farnaui  I'lHIOSlD  I  ICE  Finislaiugr,  which  has  no  equal. 

Palmer's  FiiiiKliiiiK-,  hl;;h  t'ra<ie.  f..r  all  finishing  and  plastering  work. 

Conned U-iit  At'liite  l^inie,  e.specially  adapted  to  brown  and  scratch  work. 

Palmer's  Chemical  I..inie,  absolutely  high  grade. 

Alsen's  Portland  Cement,  for  Long  Island.  FOSTER    F.    COMSTOCK,    Manager 

Brooklyn  Station,  Telephone  14r>.'!  Oreenpoiiit  Sales  nepartnieiit :     (49    BROADWAY      NEW     YORK 

Jersey  City  Stateni,  Teli..phone  13ii2  Jersey  Teleiihonos,  UDIU-Iliill-Bijil^  Ccntiandt 


Manhattan   st,   Nos  .31-33.  r>-sty  brk   and  stone  store  and  tenement. 

42.3x87;   cost,  .fJfiS.OllO;   H  ■&  E  Maran,  71  Nassau  st;   ar't,  S  Sass, 

23   Park    row.— 802. 
145th  st,   n  s,   125  w  Lenox  av,  two  <)-sty  brk  and  stone  stores  and 

tenements.  37.t;x.S(!.ll;    total   cost.   $70,(MKJ;   Joseph  Bernstein,  227 

E  6th  st;   ar'ts,  Bernstein  &  Bernstein,  24  E  23d  st. — 800. 
KiOth   st,  n   w  cor  Audubon  av,   (i-sty  brk  and  stone  tenement,  dOr, 

2(i.l0;    cost,    $33,000;    MSA    Wilson,    1278   7th    av;    ar't,    B    W 

Levitan,    20   West    31st    st.— Sll. 

BOBOXTG'H    OF   THE   BRONX. 

German  pi,  n  w  cor  Westchester  av,   1  and  2-sty  brk  freight  house 

and  office.  382x40;   cost,  .'f.")0,01KI;   NYCcfeHRRRCo.   Grand 

Central     Station;     ar't,    Dwight    R    Collins,    Grand    Central    Sta- 
tion.— 813. 
Jefferson  st,  e  s,   1,050  n  Morris  Park  av,  two  2-sty  brk  dwellings, 

20x50;   total  cost,  *12,000;  ow'r  and  ar't,  Thomas  Scott,  Amethyst 
•   St.— 818. 
1.37th   St.    n   s,   13. .5   w   East   River.    1-sty   frame   shop,   50x00;    cost, 

$4,000;  The  De  La  Vergne  Co,  on  premises;  ar't,  William  Lougton, 

738  East   138th  st.— 831. 
1.5.3d   st,    s   e    cor   Park    av,    1-sty   frame    shed,   30x.50;    cost,    $500; 

ow'r  and  ar't,  Antonio  Caggiano,  055  Morris  av. — 83i>. 
lG2d  st,  n  s,  85  e   Morris  av,   2-sty  brk  church,   .50x70;   cost,  .$20,- 

000;    The   Consistory  of  the   Church  of  the   Comforter,   Rev   Floyd 

Decker.   .501)   East    102d   st.    president;    ar'ts.    Bannister   &   Schell, 

00  Wall   St.— S2(i. 
187th  St,  n  w  cor  Hughes  av,  .5-sty  brk  store  and  tenement,  25x00; 

cost,    $25,000;    John    Maresca,    2370    Arthur    av;    ar'ts,    Moore    & 

Landsiedel,   14Sth  st  and  3d  av. — 824. 
203d   st,    n    w   cor    Valentine    av,    1-sty    frame   shed,    13x18.0;    cost, 

not   given;    Auguste   Hoffstadt.   on   premises;   ar't,   Chris   F   Lohse, 

027   Eagle    av.— 840. 
223d  St.  s  s.  1.5.5  e  White  Plains  av,  2-sty  brk  dwelling,  21x50;  cost, 

.$0,000;   Mary  Capodilapo,  Courtlandt  av  and  148th  st;   ar't,  Louis 

Falk,  2785  3d  av.— 810. 
223d   st,   n   s,   225   e   Barnes   av,   2-sty  frame   dwelling,   22x48;    cost, 

.$4,(M10;    James    Celurre,    on    premises;    ar't,   J   Melville    Lawrence, 

230th  st  and  White  Plains  road. — 814. 
22Sth  St.  s  s,  80  e  White  Plains  av     |  six    2-sty    frame    dwellings,    21x 
220th  st,  n  s,  1.30  e  White  Plains  av    |      58;    total   cost.  $24, (MM);    Isidor 

Holtsberg,   00   Nassau   st ;    ar't,   Henry  P   Harris,   3   East   17th   st. 

—837. 
Av  C,  e  s,  33  n  4th  st,  three  2-sty  frame  dwellings,  16.8x.50.G;  total 

cost.    $15,000;    James   Reynolds.    Av   C    and    5th   st;    ar't,    Thos    L 

Newman.    41    Liberty   st. — 82.3. 
Av   C.   n   e   cor   4th   st.   2-sty   frame   dwelling.   21x48;    cost,   $5.0<K1; 

James  Reynolds,  Av  C  and  5th  st;   ar't,  Thos  L  Newman,  41  Lib- 
erty   St. — 822. 
Barnes  av,   w  s,   30  s   210th   st.   two  2-sty  frame   dwellings,   21x57; 

total    cost,    $12,000:    Jacob    Diehl,    2V.tth    st   and    Barnes    av;    ar't, 

Chas  Kreymborg,  Prospect  and  Westchester  avs. — 827. 
Bainbridge   av,   w   s,    1.52.3  s   100th   st,    two   2t/j-sty  frame   dwellings. 

peak  shingle  roof,   21x40;    total   cost.  $14,000;   D  Houlihan,   100th 

st  and  Bainbridge  av;   ar't,  J  J  McMillan,  111  East  205th  st. — 810. 
Bryant  av.   e   s,   7.5  n  Jennings   st,   two  3-sty  brk  dwellings,   20x.5.5; 

total   cost.   $12,000;    Hawthorn    Building   Co.   Solomon   Busch,    138 

Broadway;   Sec.  ar'ts,  Moore  &  Landsiedel,  148th  st  and  3d  av. — ■ 

828. 
Briggs  av.  n  s.  2.50  e  4th  av,  1-sty  frame  stable.  30x31;   cost,  .$750: 

David    Auerba^,    203   West    113th    st;    ar't,    James    W    Cole,    403 

West  51st  St.— 820. 
Decatur    av,    w    s,   220..5    s   205th   st.    two   2%-sty    frame   dwellings. 

peak  shingle  roof.  21x50;   total   cost,  $14.(100;   Annie  M  J  Muller, 

31.58  Decatur  av;  ar't.  Gustav  Muller.  .31.58  Decatur  av. — 830. 
Fulton   av,   No   1303,   5-sty   brk  tenement,   42.8x84.0;   cost.   .$.30,000; 

Tank   &   Cooper,   055  Prospect  av;   ar'ts,   B   &  J  P  Walthers,   147 

East   125th   St.— 8.30. 
Hull   av,   w  s,   251. .5   n  Woodlawn   road,   five   2-sty   frame   dwellings. 

20x58:    total    cost,    $25,000;    Morton    M    Greene,    1040   Tinton   av; 

ar't,  John   C  Ruhl,  400  East  20.'M  St.— 833. 
Hughes    av,    e    s.    75    n    l,82d   st.    4-sty   brk    tenement,   .30x.50;    cost. 

$15,000:    Maria   Krabs,  4422   Park   av;   ar't,   Franz   Wolfgang,   787 

East  177th  St.— 821. 
Morris  av,  w  s,  07  n  144th     st,  1-sty  brk  stable,  24x20;   cost,  $500; 

Solomon   Zeigler,   42d   st  and   Park  av;    ar't,  Louis  Falk,   2785  3d 

av.— 815. 
Park   av,    w   s,   opposite   1.56th   st,    1-sty   brk  toilet,    17.6x0.8;    cost. 

.$000;   NYC&HRRRCo,  Grand  Central  Station;  ar't,  Francis 

Boardman,  5  Vanderbilt  av. — 832. 
Pleasant   av,   w  s.  400  n  2d   st,   four  2-sty  frame  dwellings,  21x52; 

total    cost,   $'20,000;    Victor   Gerhardo,    1418    Clinton   av;    ar't,    Wm 

T  La  Velle,    1145   Freeman   st. — S42. 
Prospect   av.   n   e   cor   Macy   pi,   0-sty   brk    tenement,   35x73.3x80.3; 

cost,  $70,000;   Haase  &  Lippraan,  074  East  141st  st;   ar't,  Lorenz 

F  J   Weiher,    103   East    125th   st.— 820. 
Perry  av,  n  e  cor  201st  st,  2-sty  brk  dwelling,  25x58;  cost,  $10,000; 

ow'r  and  ar't,  Albert  J  Schwarzler,   1313  Brook  av. — 838. 
Perry   av,    e    s.    145   n   205th   st.    2-sty   frame    dwelling.   20x00;    cost, 

$5,000;    Catherine   Surge.   072  East   152d   st;   ar't.   Chris  T  Lohse, 

627  Eagle   av,— 841. 
Rider  av,  w  s,   1,342.10  s   144th  st,   1-sty  frame  shed,   21x60;    cost, 

.$300:   Arthur  C  Chesley,  1342  Teller  av;  ar't,  Albert  E  Davis,  404 

East  138th  St.— 835. 
St  Lawrence  av,  w  s,  181  s  West  Farms  road,  2-sty  frame  dwelling, 

21x55;   cost,  $4,000;   Wm  Orr,  75  St  Lawrence  av;   ar't,   P  H  Mc- 

Donough,  09  St  Lawrence   av. — 8.34. 
Willow  av.  e  s,  from  130th  to  137th  sts,  5-sty  brk  factory,  200x2.50; 

cost,    $150,000;    International    Mfg    Co,    Willow    av    and    1.30th    st; 

ar't,  Lewis  R  Kaufman,   100  5th  av. — 817. 
White   Plains  av,   s  w  cor  233d  st,  3-sty  frame  store  and  dwelling, 

25x78    and   00;    cost,    .$0,000;    Geo    H    Sundermann,    on    premises; 

ar't,  Geo  Hoffman,  236th  st  e  of  White  Plains  av. — 825. 


ALTERATIONS. 

BOROUGH    OF   MANHATTAN. 

Allen    St.    No    130,    plumbing,    skylight,    windows,    to   5-sty   brk   and 
stone    tenement;    cost,    $.i,(l(ltl;    Herman    Klein,    1.30    Allen    st,    and 
Louis  Enoch,  848  Fulton  st,  Brooklyn;   ar't,  M  Zipkes,  147  4th  av. 
—2051. 
Bayard   st.   No  02.   toilets,   partitions,   to  3-sty  brk  and  stone  tene- 
ment:   cost,  .$400;    estate  of  J   Day,   02   Bond  st;    ar't,   Geo   Hang, 
700   E    IC'M   St.— 2082. 
Canal    st.    No    117,    store    fronts,    windows,   to   5-sty   brk   and   stone 
store  and  tenement;   cost,  $5,000;   T  Schreiber,  98  Canal  st;   ar't, 
B  W  Levitan,  20  W  31st  St.— 2058. 
Cherry  st.   No   274,   store  fronts,   to  5-sty  brk  and  stone  tenement; 
cost,  $1,000;   Wolf  Bloom,  04  Catherine  st;   ar't,  O  Reissmann,  .30 
1st   St.— 202<i.    . 
Christopher  st.  No   122,  show  windows,  partitions,  to  5-sty  brk  and 
stone    tenement;    cost,    .$.500;    Alfred   Marshall.   Mamaroneck.    N   Y; 
ar'ts.   B  W   Berger  &  Son.    121   Bible   House.— 2000. 
Chrystie    st.    No   220.    partitions,    windows,    to   (i-sty   brk   and   stone 
store  and  tenement;   cost,  $2.5(10;   Israel  Rosenberg,  .8  W  112th  st; 
ar't,   C  M  Straub,   122  Bowery.— 2032. 
Crosby  st.   No   135     |l-sty   brk   and   stone   rear   extension,   27.lx.32. 6, 
Lafayette  St.  No  300  I     to   ()-sty   brk   and  stone   store   and  tenement; 
cost.   $3..5(K(;    Peter   D   Jordon,   135   Crosby  st;    ar't.   Henry  Klein, 
101    E  3d  St.— 20(50. 
Greene  st,   Nos  03-00,   tanks,   to  6-sty  brk  and  stone   store  and  loft 
building;    cost.   .$2, .500;    David   L   Einstein,    on   premises;    ar't   and 
b'r.   The    Rusling  Co.   20   Cortlandt    St.— 20.50. 
Hester  st.  No  87,   toilets,  windows,  partitions,  to  two  4-sty  brk  and 
stone    tenements;    cost,    $2,000;    Morris   and   Isaac    Haimowitz,   87 
Hester  st;    ar't,   O   Reissmann,   30  1st  st. — 2027. 
Hester  st.   No   105,   toilets,  partitions,   to  .5-sty  brk  and  stone  tene- 
ment;   cost,   .$5(K);   Anna  Beidelman,  401    Grand  st;    ar't,   O   Reiss- 
mann, 30  1st  St.— 203(!. 
Houston  st.   No  247   East,   toilets,   windows,   to  4-sty  brk  and   stone 
tenement;   cost,  .$.50ll';   John  Roesch.  320  E  51st  st;   ar't,  0  Reiss- 
mann. 30  1st   St. — 2047. 
Houston  st.  No  92  West,   1-sty  brk  and  stone  rear  extension,  18. 9x 
55,   to   3-sty   brk  and  stone   hotel;   cost,   $1,500;    G  Colombara,  92 
West  Houston  st;   ar't,  A  Vendrasw,  5(i8  West  Broadway. — 2074. 
Leonard  st.  No  15.   1-sty  brk  and  stone  rear  extension,  18x5.8.  toil- 
ets,   partitions,    to    4-sty   brk    and    stone    tenement;    cost,    $1,000; 
W  B  Lawrence,  1.57  East  Broadway;   ar't,  H  J  Feiser,  150  Nassau 
St.— 2(>J2. 
Market    slip.    No   85,    alter    roof,   partitions,  .skylight,    to   5-sty   brk 
and   stone   tenement;    cost,   .$.5(X):    ow'r  and   ar't,   Israel  Jacobson, 
338  E   110th  St.— 2(187. 
Market  slip,  No  87.  partitions,  windows,  chimneys,  to  5-sty  brk  and 
stone    tenement;    cost,   .$5,000;    Israel   Jacobson,   338   E   llGth   st; 
ar't,   O   Reissmann,   .30   1st    st.— 2078. 
Monroe  st,   No   134i/4.   toilets,   windows,  partitions,   to  5-sty  brk  and 
stone  tenement:   cost.  $2,.500;  M  Maekler,  4()  Allen  st;  ar'ts,  Bern- 
stein &  Bernstein,  24  E  23d  St.— 2030. 
Mott    st.    No    141,    toilets,    partitions,    to    two    .5-sty   brk   and    stone 
tenement;    cost,   $1,500;    A   Faggello,   126   Mott  st;    ar't,   O   Reiss- 
mann, 30  -st  St.— 2044. 
Mott  St.  No  137.  toilets,  windows,  to  5-sty  brk  and  stone  tenement; 
cost,  $1,.5(10;   T  Larillo,   137  Mott  st;   ar'ts,  Briganti  &  Steeneken, 
205  E  17th  St.— 2072. 
Mott    st.    No    112,    toilets,    windows,    to    4-sty   brk   and    stone    tene- 
ment   and    store;    cost,    $.500;    Mary    E    Kenigan,   3474   Broadway; 
ar't,   Chas  M   Straub,    122   Bowery. — 2102. 
Mulberry    st.    Nos    123-125.    toilets,    windows,    partitions,    to    4-sty 
brk   and   stone    tenement;    cost,   $2,000;    A   Sbarboro,    14   Franklin 
st;   ar'ts,  Bernstein  &  Bernstein,  24  East  23d  st. — 2095. 
Rivington   st.    No   320.   toilets,   stairs,   partitions,   show   windows,   to 
5-sty  brk  and  stone  tenement;   cost,  $8,(MM);   Dr  Joseph  Greif,  708 
6th  st;  ar't,  O  Reissmann,  30  1st  St.— 2045. 
Spring   St.    No    52.    toilets,    windows    to   5-sty   brk   and   stone    tene- 
ment;   cost,    $1,(100;    R    Russo,    52    Spring    st;    ar'ts,    Briganti    & 
Steeneken,  205  East   17th  st. — 2072. 
Stanton  st.   No  1(J0,   toilets,   windows,   partitions,  shaft,   to  5-sty  brk 
and  stone  tenement;    cost,  $3.(X>II;    Sam  Benenson,   104  Stanton  st; 
ar't,   O   Reissmann,   30   1st   st. — 2080. 
Sullivan    st.    No   230.    toilets,    skylight,    windows,    to   5-sty  brk   and 
stone  store  and  tenement;  cost.  .$3, (MX);   Louis  Sass,  230  Grand  st; 
ar't,   E  A   Meyers,   1   Union  sq. — 2004. 
Sullivan   St.    No   148.   toilets,   windows,   partitions,   to  .5-sty   brk   and 
stone  store   and   tenement:    cost,   .$3,000;    Israel   Schlachetzky,   227 
Henry  st;   ar't,  C  Dunne,  210  E  14th  St.— 20'20. 
Water  st.   No  614,   plumbing,  partitions,   windows,   to  6-sty  brk  and 
stone  store  and  tenement;  cost,  $"2,.50();  A  Roffman,  47  Ludlow  st; 
ar't,   H   Horenburger,   122   Bowery, — 2031. 
West  st.  No  4"2.3,  shaft,  toilets,  windows,  to  5-sty  brk  and  stone  tene- 
ment; cost,  .$3..500;   Wm  P  Fogarty.  .363  W  17th  st;   ar't,  O  Reiss- 
mann, 30  1st  St.— 2048. 
West    st,    Nos    193-105,    7-sty    brk   and   stone    side   extension,    18. Ix 
70.2,  add  1  sty,  steel  beams,  columns,  to  6-sty  brk  and  stone  loft 
building:    cost,    $.50,0(X»;    Gustav   Vintschger,    194   West   st;    ar'ts, 
Roos  &   Booraem,   47  Cedar  st. — 2073. 
2d   St.   No   173,   toilets,   windows,   partitions,   to  .5-sty  brk  and  stone 
tenement:    cost,    $5,000;    Geo    W    Folsom,    Lenox,    Mass;    ar't,    M 
Zipkes,  147  4th  av.— 2090. 
13th   St.   No  444   East,   toilets,   walls,   to  6-sty  brk  and  stone   tene- 
ment;   cost,    $1,000;    C    Zuccaro,    on    premises;    ar'ts,    Briganti    & 
Steeneken,  205   E   17th  St.— '2070. 
14th  st.  No  424  East,  5-sty  brk  and  stone  rear  extension,  13x30,  win- 
dows,  partitions,   to  5-sty   brk  and  stone   tenement;    cost,   .$8,000; 
John  Baltes,  716  E  171st  st;  ar't,  O  Reissmann,  30  1st  st. — 2046. 
20th   St.   No   127  West,  partitions,   windows,   to  3-sty  brk  and  stone 
dwelling   and   store;    cost,   $300;    Ireland   Realty   Co,    Fuller   Bldg, 
Broadway  and  23d  st;  ar't,  Louis  C  Maurer,  22  E  21st  St.— 2088. 
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28th  St,  No  32G  East,  partitions,  toilets,  tank,  to  4-sty  brk  and  stone 
tenement;  cost,  $900;  Peter  Raub,  504  2d  av;  ar't,  Thomas  W 
Lamb.  224  .5th  av.— 2007. 

29th  St,  No  210  East,  plumbing,  windows,  partitions,  to  5-sty  brk 
and  stone  tenement;  cost,  $3,000;  Bernhard  Friend,  210  E  29th  st; 
ar't,  M  Zipkes,  147  4th  av.— 2043. 

32d  St,  Nos  314  and  310  E.  toilets,  windows  to  two  4-sty  brk  and 
stone  tenements;  cost,  .$2,500;  Henry  Reuning,  314  East  32d  st; 
ar't,   John   H   Knubel.  318  West  42d   St.— 2101. 

38th  st.  No  333  East,  build  fireproof  shaft,  partitions,  to  5-sty  brk 
and  stone  tenement;  cost,  if  1,500;  Dennis  Gallagher,  333  East 
38th  st;   ar'ts,  Rees  &  Rossbach,   1947  Broadway. — 2099. 

45th  St.  No  530  West,  toilets,  windows,  partitions,  to  5-sty  brk  and 
stone  tenement;  cost,  .$1,000;  The  Vincent  Realty  &  Construction 
Co  302  Broadway;  ar't.  A  J  MacManus,  1831  Bath  av,  Brook- 
lyn'.—2076. 

55th  st.  No  122  East,  1-sty  and  basement  brk  and  stone  rear  ex- 
tension, 5.9x10.11,  to  4-sty  brk  and  stone  dwelling;  cost,  $1,200; 
Mrs  Wm  H  Draper.  IS  W  Sth  st;  ar't,  Wm  S  Miller,  141  E  40th 
St.— 2085. 

57th  St.  n  w  cor  Sutton  pi.  1-sty  brk  and  stone  rear  extension,  6.8x 
9,  partitions,  windows,  to  3-sty  brk  and  stone  dwelling;  cost, 
$1500;  Peter  Doelger,  407  E  55th  st;  ar't,  Chas  Stegmayer,  168 
E  91st  St.— 2084. 


59th  st,  s  s,  380  e  10th  av.  install  lecture  room,  beams,  to  2-sty  brk 
and  stone  hall  and  sleeping  rooms;  cost.  $12,000;  Roosevelt  Hos- 
pital, on  premises;   ar't,  W  Wheeler  Smith.  7  Wall  st.— 2069. 

61st  st,  Nos  315-319  East,  partitions,  .shaft,  toilets,  to  three  5-sty 
brk  and  stone  stores  and  tenements;  cost,  $3,300;  John  Bozzuffi, 
1149  1st  av;    ar't,   John   Ph  Voelker,  979  3d  av.— 2093. 

70th  St.  No  109  East,  walls,  to  4-sty  brk  and  stone  dwelling;  cost, 
$1,500;  Nathan  Necarsulmer,  109  E  70th  st;  ar't,  Edward  Necar- 
sulmer,  31   Union  sq. — 2034. 

71st  St.  No  426  East,  show  windows,  to  5-sty  brk  and  stone  tene- 
ment;   cost,   $1,000;   Pincus   Burger,  96  Av  C;   ar't.   O  Reissmann, 

__30  1st  St.— 2079. 

74th  st.  No  175  East,  partitions,  windows,  toilets,  fire  escapes,  to 
5-sty  brk  and  stone  store  and  tenement;  cost,  $2,000;  Mrs  M  S 
Clarkson,  175  E  74th  st;  ar't,  Henry  Regelmann,  133  7th  st. — 
2033. 

75th  St.  No  51  East,  shaft,  baths,  plumbing,  to  4-sty  brk  and  stone 
dwelling;  cost,  $5,000;  Samuel  Aronson,  51  E  75th  st;  ar'ts, 
Schwartz  &  Gross.  35  W  21st  St.— 20(38. 

7Gth  St.  No  422  East,  store  fronts,  windows,  toilets,  shaft,  to  5-sty 
brk  and  stone  tenement;  cost,  $5,000;  Joseph  Bruder,  78  W  114th 
st;    ar't,    O   Reissmann,   30  1st   St.— 2080. 

(For  balance  of  Alterations  see  page  176.) 
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CORPORATION  SALE  OP  BUILDINGS  AND 
APPURTENANCES  THERETO  OP  CITY 
REAL   ESTATE. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  THAT 
the  Commissioners  of  the  Sinking  Fund,  by  vir- 
tue of  the  powers  vested  in  them  by  law,  will 
offer  for  sale  at  public  auction  the  buildings, 
parts  of  buildings,  etc.,  standing  upon  property 
owned  by  the  City  of  New  Y'ork,  acquired  for 
bridge    purposes,    in    the 

BOROUGH    OF    MANHATTAN. 

All  the  buildings,  parts  of  buildings,  etc., 
situated  and  erected  upon  property  owned  by 
the  .City  of  New  Y'ork.  acquired  for  Bridge  De- 
parthient  purposes,  and  bounded  and  described 
as    follows: 

BEGINNING  at  the  intersection  of  the  souther- 
ly side  of  Delancey  Street  with  the  westerly  side 
of  Suffolk  Street;  running  thence  southerly  50 
feet  along  the  westerly  side  of  Suffolk  Street; 
thence  westerly  and  parallel  with  Delancey 
Street  200.49  feet  to  the  easterly  side  of  Nor- 
folk Street;  thence  northerly  along  the  easterly 
side  of  Norfolk  Street  50  feet  to  the  southerly 
side  of  Delancey  Street;  thence  easterly  along 
ttie  southerly  side  of  Delancey  Street  200.42 
feet   to   the   point  of  beginning. 

By  direction  of  the  Comptroller,  the  sale  of  the 
above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance,  The  sale  will  take  place  on  MONDAY, 
AUGUST  20,  1906.  at  11  a.  m.,  on  the  premises. 
(For  further  particulars  see  "City  Record.") 
H.   A.   MBTZ. 

Comptroller. 
Department  of  Finance— City  of  New  York, ) 
Comptroller's  Office,   July  25,   1906. ) 


(280TO) 


CORPORATION     SALE     OF     BUILDINGS    AND 

APPURTENANCES      THERETO      OP      CITY 

REAL   ESTATE. 

At  the  request  of  the  President  of  the  Borough 

of  The  Bronx,  public  notice  is  hereby  given  that 

the   Commissioners   of  the   Sinking   Fund  of   the 

City    of    New    York,    by    virtue    of    the    powers 

vested    in    them    by    law,    will    offer   for    sale    at 

public  auction  the  buildings,   parts  of  buildings, 

etc.,   standing  within   the   lines  and  on   property 

owned   by  The   City   of   New   York,   acquired  for 

street    purposes     in    the 

BOROUGH  OF  THE  BRONX, 
being  the  property  required  for  the  opening  of 
East  199th  Street,  between  Marion  and  De- 
catur Avenue,  in  the  24th  Ward  of  the  Borough 
of  The  Bronx,  City  of  New  York,  which  is  more 
particularly  described  on  a  map  on  file  in  the 
office  of  the  Collector  of  City  Revenue.  Depart- 
ment of  Finance,  Room  141,  No.  280  Broadway, 
Borough  of  Manhattan.  The  sale  will  take 
place    on 

THURSDAY,     AUGUST    23,     1906, 
at  11  A.   M..   on  the  premises,   and  will  be  sold 
at  the   highest  marketable   price   at   public   auc- 
tion on  the  following 

TERMS    AND    CONDITIONS. 

Cash  payment  in  bankable  funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of  the 
buildings,  parts  of  buildings,  etc.,  standing 
within  the  lines  of  said  streets  from  the  streets 
by  the  purchaser  or  purchasers  immediately 
after  the  sale.  If  the  purchaser  or  purchasers 
fail  to  effect  a  removal  within  thirty  days,  he  or 
they  shall  forfeit  his  or  their  purchase  money, 
and  the  ownership  of  the  buildings,  parts  of 
buildings,  etc.,  and  The  City  of  New  York  will 
cause  the  same  to  be  removed  without  notice  to 
the   purchaser. 

Purchasers  to  be  liable  for  any  and  all  dam- 
ages of  any  kind  whatsoever  by  reason  of  the  oc- 
cupation or  removal  of  said  buildings,  parts  of 
buildings,    etc. 

The  bidder's  assent  and  agreement  to  the 
above  terms  and  conditions  are  understood  to 
be  implied  by  the  act  of  bidding. 

By   direction   of  the   Comptroller,   sales   of   the 


above  described  property  will  be  made  under 
the  supervision  of  the  Collector  of  City  Revenue 
\t    the   time   stated   herein. 

Full  particulars  of  sale  can  be  obtained  at 
the  office  of  the  Collector  of  City  Revenue, 
^oom  No.  141,  Stewart  Building,  No  2S0  Broad- 
way,   Borough   of   Manhattan. 

H.    A.    METZ, 

Comptroller. 
City  of  New  York— Department  of  Finance, ) 
Comptroller's   Office,   July  26,    1906.  J 


PUBLIC  NOTICE  IS  HEREBY  GIVEN  TO 
the  owner  or  owners  of  all  houses  and  lots,  im- 
proved or  unimproved  lands  affected  thereby, 
that  the  following  proposed  assessments  have 
been  completed  and  are  lodged  in  the  office  of 
the  Board  of  Assessors  for  examination  by  all 
persons   interested,    viz. : 

BOROUGH     OF     BROOKLYN. 
List  8781.   No.    1.     Regulating,   grading,  paving 
with   granite   block   pavement,    curbing   and   lay- 
ing  cement    sidewalks    in    Nostrand    afenue,    be- 
tween  Malbone  street  and  Flatbush  avenue. 

All  persons  whose  interests  are  affected  by  the 
above-named  proposed  assessments,  and  who  are 
opposed  to  the  same,  or  either  of  them  are  re- 
quested to  present  their  objections,  in  writing,  to 
the  Secretary  of  the  Board  of  Assessors.  No. 
.'120  Broadway.  New  York,  on  or  before  August 
28.  1906.  at  11  a.  m..  at  which  time  and  place 
the  said  objections  will  be  heard  and  testimony 
received    in    reference    thereto. 

ANTONIO  ZUCCA, 
PAUL  WEIMANN, 
JAMES    H.    KENNEDY, 

Board   of  Assessors. 
WILLIAM   H.   JASPER. 

Secretary. 
No.   320  Broadway. 
City  of  New  Y'ork,   Borough  of  Manhattan,  1 


July    26.    1906. 

(280(36) 


PUBLIC  NOTICE  IS  HEREBY  GIVEN  TO 
the  owner  or  owners  of  all  houses  and  lots,  im- 
proved or  unimproved  lands  affected  thereby, 
that  the  following  proposed  assessments  have 
been  completed  and  are  lodged  in  the  office  of 
the  Board  of  Assessors  for  examination  by  all 
persons   interested,    viz. : 

BOROUGH     OF     BROOKLYN. 

List  8802,  No.  1.  Regulating,  grading  and 
curbing  St.  John's  place  (formerly  Douglass 
street),  from  Plaza  street  to  Underbill  avenue. 

List  8906.  No.  2.  Paving  East  Thirty-fifth 
street,    from    Glenwood    road    to    Avenue    H. 

List  8912.  No.  3.  Grading  lots  on  the  south 
side  of  Park  place,  between  Underbill  avenue 
and  Vanderbilt  avenue,  and  on  west  side  of  Un- 
derbill avenue,  between  Park  place  and  Sterling 
place. 

List  8917.  No.  4.  Grading  lots  on  the  north 
side  of  Forty-first  street,  between  Third  avenue 
and  Fourth  avenue. 

All  persons  whose  interests  are  affected  by  the 
above-named  proposed  assessments,  and  who  are 
opposed  to  the  same,  or  either  of  them  are  re- 
quested to  present  their  objections,  in  writing,  ta 
the  Secretary  of  the  Board  of  Assessors,  No. 
320  Broadway.  New  York,  on  or  before  August 
28,  1906,  at  11  a.  m..  at  which  time  and  place 
the  said  objections  will  be  heard  and  testimony 
received    in    reference    thereto. 

ANTONIO  ZUCCA. 
PAUL  WEIMANN. 
JAMES    H.    KENNEDY, 

Board  of  Assessors. 

WILLIAM  H.   JASPER, 

Secretary. 
No.  320  Broadway. 

City  of  New  York,   Borough  of  Manhattan, ) 


Headquarters  of  the  Fire  Department  of  The 
City  of  New  Y'ork,  Nos.  157  and  159  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  The  City 
of    New    Y'ork. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office  until   10.30  o'clock  A.   M.   on 

TUESDAY.   AUGUST  7,    1906, 
Boroushs  of  Manhattan  and  The  Bronx. 
No.   1.    For     furnishing     and     delivering     two 
eighty-five  feet  aerial  hook  and  ladder  trucks. 

No.  2.    For     furnishing     and     delivering     two 
seventy-five  feet   aerial   hook  and   ladder  trucks. 
For    full    particulars    see    City    Record. 

JOHN  H.   O'BRIEN, 

Fire    Commissioner. 
Dated    July    25,    1906. 

Department  of  Public  Charities,  Foot  of  East 
Twenty-sixth   Street,    New   York. 


TO    CONTRACTORS. 


July  25,  1906. 


(28068) 


PROPOSALS  FOR  BIDS  OR  ESTIMATES. 

SEALED    BIDS    OR    ESTIMATES   will    be    re- 
ceived   by    the    Department    of    Public    Charities 
at  the  above  office  until  12  o'clock  M.  on 
MONDAY.    AUGUST   6.    1906. 
For    furnishing    all    the    labor    and    material 
necessary  to  remove  the  present  fire  escapes  from 
the  three   cottages  at  the  New  York   City  "Farm 
Colony.    Borough    of    Richmond,    and    to   replace 
them  with  new   fire  escapes. 
For    full    particulars    see    City    Record. 

ROBERT  W.  HEBBERD, 

Commissioner. 
Dated    July    25,    1906. 

Office  of  the  President  of  the  Borough  of  Man- 
hattan.   City   Hall,    the   City   of   New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Borough  of  Man- 
hattan, at  the  City  Hall,  Room  16,  until  3 
o'clock   P.    M..    on 

MONDAY.    AUGUST   6.    1906. 

For  furnishing  all  the  labor  and  material  re- 
quired for  building  sewer  and  appurtenances  in 
West  One  Hundred  and  Seventy-fourth  street, 
between    Amsterdam    and    Audubon    avenues. 

For    full    particulars    see    City    Record. 

JOHN   F.   AHEARN. 

Borough  President. 

The  City  of  New  York,  July  26,  1906. 

Office  of  the  Department  of  Parks.  Arsenal 
Building.  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
P.   M.   on 

THURSDAY.    AUGUST   9.    1906, 

No.  1.  For  the  completion  of  the  improve- 
ment of  Mosholu  Parkway,  from  Webster  Avenue 
to  Van  Courtlandt  Park,  in  the  City  of  New 
York. 

No.  2.  For  furnishing  and  erecting,  complete, 
one  thousand  (1,000)  wire  tree  guards  around 
trees,   as  directed.   Borough  of  The  Bronx. 

No.  3.  For  furnishing  and  erecting,  complete, 
twelve  thousand  (12.0(>0)  linear  feet  galvanized 
wrought  iron  two-pipe  fence,  around  small 
parks,  where  directed.  Borough  of  The  Bronx. 

No.  4.  For  paving  with  asphalt  the  existing 
walks  in  St.  Mary's  Park,  in  the  Borough  of 
The   Bronx,    in   the   City   of   New   York. 

No.  5.  For  furnishing  and  delivering  one 
steam  road  roller  for  parks.  Borough  of  The 
Bronx. 

No.  6.  For  furnishing  and  delivering  three 
hundred  (.300)  tons  No.  1  white  ash  anthracite 
coal  (No.  2,  1906)  for  parks.  Borough  of  The 
Bronx. 

For    full    particulars    see    City    Record. 
MOSES    HERRMAN, 

President: 
GEORGE    M.    WALGROVB, 
MICHAEL   J.    KENNEDY, 

Commissioners   of   Parks. 

Dated    July    26,    1906. 
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ilo«n*,  63-69,  289  FOURTH  AVENUE.  Corner  22d  Street, 


NE,W  TOBJI 


propo«a!9 


Office  of  thu  Department  of  Parks,  Arsenal 
Building.  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Maahattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
P.    M.    on 

THURSDAY,    AUGUST    9.    19CHJ. 
Borough  of  Brooklyrv 
For    furnishing    all    the     labor    and    materials 
necessary    for    wiring    and    lighting    the    Soldiers 
and    Sailors'    arch,    Prospect    Park. 

For    full    particulars    see    City    Record. 
MOSES    HERRMAN. 

President; 
GEORGE    M.    WALGROVE, 
MICHAEL    J.    KENNEDY. 

Commissioners    of    Parks. 
Dated    July    2o,    liXtG. 

Office  of  the  Department  of  Parks.  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan.  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
P.    M.    on 

THURSDAY,    AUGUST   9.    1906, 
Borough  of  Brooklyn. 
For  furnishing  all   the  labor  and  materials  re- 
quired  in   framing   of  combination   gas  and'  elec- 
tric   lighting    fixtures    in    Parade    Ground    Build- 
ing.   Prospect   Park,    Borough   of   Brooklyn. 
For    full    particulars    see    City    Record.  . 
MOSES    HERRMAN, 

President; 
GEORGE    M.    WALGROVE, 
MICHAEL    J.    KENNEDY', 

Commissioners    of    Parks. 
Dated    July    27*.    190fj. 

Oftue  ot  the  Department  of  Parks.  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATJ^S  will  be  re- 
ceived by  the  Park  Board  at  tne  above  office 
of  the  Department  of  Parks  until  3  o'clock 
P.    M.    on 

THURSDAY,    AUGUST   9.    190G. 
Borough  of  Brooklyn. 
No.   1.     For    furnishing   all    the    labor   and    ma- 
tei  1  'Is    neiv  -s'^i  _,    tu   .  >_;j.st,  ucc    ■m  t    '■uuii).e>.e   Mc- 
Laughlin   Park,    Borough   of   Brooklyn. 
"No.  2.     For     regulating,     grading     and     paving 
or    repaving    with    asphalt    pavement    on    a    con- 
crete    foundation     the     roadway     of     McLaughlin 
Park,   between   Bridge   and   Jay   Streets,    Borough 
of     Brooklyn. 

For    full    particulars    see    City    Record. 
MOSES    HERRMAN, 

President^ 
GEORGE    M.    WALGROVE. 
MICHAEL    J.    KENNEDY, 

Commissioners   of   Parks. 
Dated    July    25.    1900. 

Headquarters  of  the  Fire  Department  of  The 
City  of  New  York.  Nos.  157  and  15!»  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  The  City 
of    New    York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office  until   10..*iO  o'clock  A.    M.   on 

TUESDAY.   AUGUST   7.    1906, 
Bof-ou      -;  O'    Minti;t  ran      ad    The    o,-onx. 
No.   1.     For    furnishing   and    delivering    various 
supplies    for    the    repair    shops. 
For    full    particulars    ^ee    City    Record. 

JOHN  H.   O'BRIEN, 

Fire    Commissioner. 
Dated    July    25,     19<h;. 


JUDGMENTS. 


In  these  lists  of  Judgments  the  names  alpha- 
betically arranged  and  which  are  first  on  each 
line,  are  those  of  the  Judgment  debtor.  The  let- 
ter (D)  means  Judgment  for  deficiency.  (•) 
means  not  summoned,  (t)  signifies  that  the  first 
name  is  fictitious,  real  name  being  unknown. 
Judgments  entered  during  the  week  and  satisfied 
before  day  of  publication,  do  not  appear  in  thla 
column,  but  in  list  of  Satisfied  Judgments. 

The  Judgments  filed  against  corporations,  etc., 
will   be  found   at  the  end  of  the  list. 

Julv 

L'l  Allen,  Gilbert  M— N  Y  Telephone  Co.  .If 20.30 
i4  Argilagos.  Alfred  A— N  Y  Telephone  Co.  .i;.").89 
2"!  Audley,    Francis    H — Chas    E    Kenistou.  .2."). 10 

27  Ascoli.    Wm    D— A   Halliday  &   Co 23.5.60 

27  Altheimer,    Samuel — Schwa'rzschild    &    Sulz- 
berger Co   86.99 

21  Bernstein,    Benjamin — N    Y    Telephone    Co. 

60.69 

21  Bernstein,    Samuel— Leo   Schlesinger,    recvr. 

1,000.00 

2T         the  same the  same    costs,   6,432.48 

21  Bryner,    Samuel the    same    500.00 

21  the  same the  same    costs,   6,432.48 

21  Buda,    Deborah    B the    same 500.00 

21         the  same the  same    costs,   6,432.48 

21  Burns,    Chas    O the    same    2,000.00 


21 
21 
21 
21 
21 
21 
21 
21 
21 
21 
21 
23 
23 
23 
24 
24 


21 
21 
21 
21 
21 
21 

21 
21 
21 
21 
21 
21 
21 
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24 
24 

24 
24 


26 


21 
21 
21 
21 
21 
21 
21 
21 
2.S 
23 
23 
24 
24 

24 
26 

26 
26 
26 

27 

21 
21 
21 
23 

24 
27 
21 
21 
21 
21 

21 
21 
21 
21 
23 
23 

23 
24 
24 
24 
24 
24 
24 
24 


the   same the   same    costs,   6.432.48 

Barbour,     Geo    H the    same     500.00 

the  same the  same   costs,  0,432.48 

Barron,    Henry    F the    same    500.00 

the  same the  same    costs,   6,482.48 

Bluestone,     Joseph     I the     same.  .  .2,500.00 

the  same the  same    cos.s,  6,432.4.S 

Berger,     Morris the    same l.lN.)O.Oi) 

the  same the  same    costs,   6,432.48 

Bass,    Hattie    F the   same 600.0(1 

the   same-* — the   same    costs.   6.432.48 

Burkau,     Meyer — L     Ehrenbeig 512.01 

Becher.     Herman— W    J     Anderson 135,40 

Belke,  Charles— N  Y  Telephone  Co...2(i.24 
Bernstein,    Isaac— N    Y    Telephone    Co... 34. 21 

Breen,    James— John    B    Haskin 84.41 

Biuno,     bophe     &     Caarles — Bernheimer     & 

Schwartz    Piisener    Biewing    Co 461.31 

Bruno,    Charles the   same    415.09 

Brown,  George— Julius  J  Millner. ..  .547.00 
Uaite.s,        John- Brunswitk-Balke-Collender 

Co     37.5.22 

the    same the    same    457.82 

Baird,   Wm  A— Alcohn   Co    44.41 

Barcher,   Chas  A— N  Y  Bureau  of  Informa- 
tion      costs.    131.90 

the    same Louis    A    Proudfoot 

costs,     118.72 

Botrow,  Hyman— N  Y  Edison  Co 60.91 

Beetson,  Frederick  W— Aeolian  Co.... 194. 00 
Brockman,    Julia— Sophie    McGrover    et    al. 

costs,    104.55 

Brokaw,    Wm    H— Elmira    Advertiser    Assn. 

35.72« 

Becker,  De  Witt  C— Chapin  S  Fleet.  .  .322.91 
Bidwell,  Geo  R— Locomobile  Co  of  Am.  102.47 
Black,  Joseph  R— Union  Stove  Works.  .311.30 
Colton,    Chas   W— J   I   Raymond .  .costs,   214.75 

Cohen.    Harris— Leo    Schlesinger 300.00 

the  same the  same    costs,   6,432.48 

Cohen,   Morris  V  D the  same 1,000.00 

the  same the  same    costs,  6,432.48 

Cohen,     Leopold    S    &    Julius the    same. 

1,0110.00 

the  same the  same   costs,  6,432.48 

Cantor,    Samuel the    same    300.00 

the  same the  same    costs,  6,432.48 

Cohan.    Nathan    H the    same    1,000  00 

the  same the  same    costs,  6,432.48 

Carraway,    John the    same    1,000.00 

the  same the  same    costs,  6,432.48 

Clason,    Augustus — Dieterich    Fink 44.28 

Costello,    Owen— Am    Radiator    Co 317.13 

Cornell,    Herbert    B.    Florence    B    &    Morton 

S— Robert  Hill    103.51 

Cooper,  Harry  B— N  Y  Telephone  Co... 25.06 
Connington,    George — John    H    Hudson,  .79.10 

Cohen,    Louis   C — Benjamin    Dairs 217.41 

Clark,    Willard— Alcohn    Co 131.91 

Cohen.    Henry— N    Y    Edison    Co 17.97 

Corcoran,    Emma    admrx — City    of    N    Y.... 

costs,    119.65 

Cahill,  David— Francis  V  Green .  .costs,  67.25 
Chapman,  Wm  O  &  Robert— N  Y  Telephone 

Co 37.42 

Cashman,    John    C— Hannah    Stark 85.90 

Counieigt,    Jcin — Hy.mn    Potakoff 90.53 

Cozzens.   Lemuel — W  Ross  Thomson 68.31 

De  Beck,   Alexis  M— N  Y  Telephone  Co. 46.97 

Dooley,    John    J— E    Osteibolt    040.10 

Dolan,    Thomas    E— Leo    Schlesinger. .  .4<:)0.00 

the   same the  same    costs,   6.432.48 

Doolittle,    Robert    A the    same 1,000.00 

the   same the  same    costs,   6.432.48 

De  Lanoy,   Geo  W the  same   1,0(X).00 

the   same the  same    costs,   6,432.48 

Danahar.   John  J— M   S   Madden 469.41 

Davis.    Woodford    M— A    Jansen 2,626.84 

Dunn,    Ethel— E    Pynchon     74.85 

Duke.    Alice    W— Auto    Renting    Co 253.10 

De   Mott.   Ellsworth— Edwin  H   Sayre  et   al. 

, 40,8.57 

Dorian,  Frank  J— N  Y  Telephone  Co.,. 27.69 
Danziger,    Nathan — J    Edw    Simmons    et    al. 

18  45 

Distasio,  Onofrio- N  Y  Telephone  Co 37.20 

De    Meno,    Nicolo— Dept    Health 200.00 

Durnberg,    Wm    H— Joseph   M   Fishel   et   al 

112.95 

De  Mille,    Matilda   B— St  John   Lewis 85.47 

Disken,    James    F — Morris    Eschwege.  ..  138.87 

Engelberg,     Jacob the     same     200.00 

the   same the  same    costs,   6.432.48 

Eckan,  Siegfried- N  Y  Telephone  Co.  .31.55 
Eagleson.    Thomas    .1 — J    Seemaii    et    al.n2  82 

the  same J   D   Staut  &   Co 96.27 

Epstein,  Gustav  A— N  Y  Telephone  Co. 23.50 
Eckstein,  David  D— Alfred  Post  et  al. 36.51 
Falconi,    Chas   A— N   Y   Telephone   Co.,. 32.29 

Faske,    Max the    same    25.60 

Fraser,  Henry — Leo  Schlesinger. costs  6.432.48 
Fraser,    Henry,    Wm   M  Woods  &   Robert  A 

Doolittle the    same     63.300.00 

Fischel,  Harry the  same   2.500.00 

the  same the  same    costs,   6,432.48 

Fox,     Jacob the     same      1,000.00 

the   same the  same    costs,   6,432.48 

Falvey,    Frank   A— G    Fiencke   et   al 223.05 

Fisher,    Erwin    C— L    F    Robertson    &    Sons. 

614.92 

Finn,    Daniel    E — Fidelity    Loan    Assn.  .172.91 

Freeborn,     Geo     W— Emily     Henry 61.11 

Fowkes.  Horatio— N  Y  Telephone  Co... 23  11 
Freeman,  Tracy  L— Fairbanks  Co.... 224.38 
Finman,  Jacob — Wm  T  Neely  et  al...l44.5,S 
Filson,-   Arthur    M — John    H    Behrmann .  .54.72 

the    same the    same     134,72 

Fawcette,    Chas   W— Craft   C   Carroll 82.47 


24  Fielder,    Harvey   C— N   Y   Telephone   Co. 01.94 

25  Friedman,  James  S— N  Y  Telephone  Co. 31.72 

26  Furber,    Chas    W— Gilbert    Plowman    et    al. 

105.45 

26  Feelev,  Matthew  M— Morris  Rosenberg  et  al 

70.25 

26  Fleischer,  Charles— N  Y  Telephone  Co,. 29.31 
20*Felstyne,  Max— Robert  W  Hebberd ..  125.41 
26  Foerster,    Emil    C— Gottfried    Piel 1,022.69 

26  Fessender,  Samuel— Wm  L  Walker. . .  .220.27 
2U  Fulling.    Lottie — Sophie    McGrover   et   al.... 

costs.    104.55 

27  Fox.  Arthur  W— City  of  N  Y 1.37.44 

"7   fc   cr.   Pavie- Edwin  B  Eifing  et  al 281.12 

21  Geiger,   Julius— N   Y   Telephone   Co 25.60 

21  Gossin,  Paul— Standard  Marble  Works. 271. 75 
21  Graves.    Geo   W— P  M   Hummell  et  al.  .100  56 

21  Gartler,    Louis— M    Brown    89.40 

21  Goldberg,    Meyer— Leo    Schlesinger. .  .1,000.00 

21         the  same the  same    costs,  6,4.32.48 

21  Galler,    Harris the    same    300.00 

21  the   same the  same    costs,   6,432.48 

21  Gotthelf,    Charles the  same    1,000.00 

21  the  same the  same    costs,  6,432,48 

21  Glanckopf,     Oscar the    same     1,000.00 

21  the  same the  same    costs,  6,432.48 

21  Geiger,    Charles    &    Solomon    Braverman 

the    same    2,500.00 

21         the  same the  same    costs,  6,432.48 

21  Gumbiner.    Nathan the    same    1,000.00 

21         the  same the  same    costs,  6,432.48 

21  Garfunkel,    Aaron the    same    1,000.00 

21         the  same the  same    costs,  6,432.48 

21  Gans.    Henry the    same    200.00 

21  the  same the  same    costs,  6,432.48 

21  Goldfogle,    Henry   M the   same 1,500.00 

21  the  same the  same    costs,  6,4.32.48 

23  Grossman,    Jacob— 0   M   Lea   et   al 19.99 

23  Godding.    Edw    A— A    E    O'Brien 361.40 

24  Grossi,    Anchise— N   Y   Telephone   Co 68.87 

25  Gainsburg,    Isadore — Manly    A    Burnham    et 

al     168.91 

26  Gutzseil.  Howard  C— Jacob  Sinolensky.  .35.65 
26  Goldbaum,  Wm  B— N  Y  Telephone  Co. 34.89 
26  Goodman,  Solomon— Robert  W  Hebberd.125.41 
26  Grunewald,    Albert— Herman    Geller    80.41 

26  Gilbert,     D    Marie— Manhattan    Leasing    Co. 

544.13 

27  Gartler.   Louis— Max   Brown 89.40 

27  Giles.    John    R— John    D    McBarron 63.38 

27  Gotha.    Morris— Norman    B    Mellor 94.85 

21  Howard.     Ellen     A the     same 500.00 


21         the  same the  same    costs, 

21  Horwitz,     Otto the    same 

21  the  same the  same    costs, 

21  Hurwitz,     Nathan     &     Morris the 


6,432.48 
1,000.00 
6,432.48 
same. 
.500.00 
6,432.48 


21  the  same       the  same    costs, 

21  Haase,     Lewis the     same     10,000.00 

21         the  same the  same    costs,  6,4,32.48 

21  Hazell.  Arthur  M— N  Y  Telephone  Co.. 36.55 
21  Hicks,  Rebecca  S— P  M  Hummell  et  al.l00..56 
21  Hinley,    Edwin   J— H   J   Garner 446.05 

23  Howe.    Chas    F— N    Y    Telephone    Co 29.29 

24  Hutchings,    Minnie— C    Van    Oden    Hughes. 

38.00 

24  HanerrSanford  C— Nicholas  V  Cantasano  et 

24  Hoyt     Colgate— Edward    Blewelt    et    al.... 

200.536  79 

25  Hofier,  James  H— Drope  &  Maynard  Co. 44.92 

25  Hazen     Wm    P— Alcohn    Co    44.41 

25  Hegeman,     Joseph— Safety     Insulated     Wire 

*    Cable    Co    of    N    V    .522.84 

25  Howard,     Susan    A— Robert    Gordon    et    al   ^ 

25  Hoiden]    Lawrence    E— Robert    A    Keasbey. 

175  43 

26  Hattermann,   John   H— Anthony   C   Guntzer. 

2'!  Hermann.     Theodore — People,     &c. ..  .1,000.00 

"0*Hirdman,    Annif^-Dept    Health 260.00 

26  Henry.    Wm    F— Robert    Griffin    Co 84.24 

26  Hullbritt,    Minnie— Sophie    McGrover    et    al. 

costs.    1<M  55 

"7  Hi?Vs".    Ti''-"'bv— P    M    Fletcher    Co 65.07 

27  Heyman,  Siegfried — Norman  B  Mellor.  .94.85 
21   Ingersoll,  Robert  H  &  Chas  H— J  Z  Rogers 

f-     il     costs,     168.91 

27  Irabrie.    Andrew    C— Schlicht    Combustion 

P-oes^    Cn    887.43 

21  Jeidell.  Joseph  &  Hugh- G  .A  Cornwall. 691. .38 
21  Jackerson.     J^cob— Leo    Schlesinger     ,,200.00 

21  the  snme the  same    costs,  6.432.48 

21  Jacobs,  llarrv the  s:'me   ,500.00 

21  the  san^p the  ^ame    costs,  6,432.48 

25  Jenkins.     Nnrhnn'^Al.ohn    Co 44.41 

25  James.  Wm  I'— Edward  Thompson  Co.. 169.21 

21  Kaminsky,     Isaac the     same 1,000.00 

21  the  same the  same    costs,  6,432.48 

21  Kahn,  William the  same    500.00 

21  the  same the  same    costs.  6.432.48 

21  Kplok,     Morris the    same     1,000.00 

21  the  same the  same    costs.  6,432.48 

•21  Kurzrok,   Raphael the  same    500.00 

21  the  same the  same    costs,  6,4.32.48 

21  Kass.   Abraham  L the  same    100.00 

21  the  same the  same    costs,  6,4,32.48 

21  Kobilinsky,    John— P    S    Halpean 145.15 

21  Killacky,   Thomas  J— H  J  Garner 446.05 

23  Koster,    John— J    F    Harrington 119.80 

24  Krabs,     Harry— Julia    W    Hay     97.86 

24  Kolb,    Morris — Herman    Isaacs    616.05 

25  Kleinfeld,  Morris — Benjamin  Davis. .  .217.41 
25  Klung,     Fritz Beinheimer     &     Schwartz 

Pilspiier    Brewing   Co    87.61 

25  Kieran.   Thomas— Wm  S  Bainbridge 79.16 

25  Kamber,    Bernard— Max   Rosen   et  al...,49.91 
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25  Kauffmau.   E  John— James  E  Stiebbert.  .65.48 

26  Kaplan.    Moses— Albert    Haas 217.29 

26  Krlmsky,    Emil   J— N   Y   Telephone   Co.  .33.99 

27  Kurtz.    Wm   K— Weber,    Bunke.    Lange   Coal 

Co S6  16 

21  Levonsohn.     Louis— Leo    Schlesinger. .  .300.00 

21  the  same the  same    costs.  6,432.48 

21   Levitow,     Samuel the     same     300.00 

21  the  same the  same   costs,  6.4,32.48 

21  Letkowitz,    Joseph the    same     300.00 

21         the  same the  same   costs,  6.432.48 

23  Lawrence.    Wm    B— N    Jacobssen 250.41 

24  Lawless.    Robert— Weld    G    Trail. costs,    97.94 

24         the    same the    same     319.67 

24  Lichtenberg.    Joseph— David    Shuldiner. 204.57 

24         the     same the     same     436.16 

24         the    same the    same    294  98 

24  Lechowsky.    Lena— Morris   Dicker   et  al.. 30.21 

24tLevension,    Abe— Edw    W    Bull 113.37 

24  Levine.    Jacob— Singer    Mfg   Co   et    al 

costs.   45.00 

24  Linsky,     David    A— Herman    Isaacs. ..  .016.05 

25  Lesser.  Arthur  W— Conrad  H  Pinches.  .166.81 
25  Levene,    Harry    &    Joseph— Max    Kaempter. 

62.16 

25  Long.     Thomas    J — Brunswick-Balke-Collen- 
der  Co 457.82 

25  the    same the    same    375.22 

26  Levitsky,    Isaac— Louis    Arnheimer 129.96 

26  Levy,    Lillie— Brooklyn    Bank    .''i45.90 

26         the    same the    same    544.49 

26  Levitin,    Wolf— N   Y   Edison   Co 112,13 

26  Lvoii.    Elizabeth— City    of    N    Y.. costs,    .300  75 
2(i  Light,    Samuel— J   Martin   White  et  al.. 455.10 

26  Lang.    Marie    A— Emanuel    Spellman    et    al. 

32.75 

27  Lynch.    Wilford   S— A   Halliday   &   Co.. 23.5.60 

21  Morris,    Julius the    same    20000 

21  the  same the  same    costs,   6,432.48 

21  Marans,    Morris the   same    1,500.00 

21         the  same the  same   costs,  6,432.48 

21  Marans,    Hyman the   same    500.00 

21         the  same the  same    costs,   6,4.32.48 

21  Michael.    Bernard the   same    500.00 

21  the  same the  seme    costs,  6,432.48 

21  March,   James  E the  same    500.00 

21  the  same the  same    costs,  6,4.32.48 

21  McCaffrey.  Michael  J  A— N  Y  Telephone  Co. 

22..S1 

21  MacGregor.    Eleanor— J    S    Ehrich 149.57 

23  MacDonald.     Heber— J     Ottman     Lith     Co. .  . 

3.318.61 

23  Morris.    Moritz — Am    Woolen    Co    of    N    Y; 

possession  of  property  and  costs.  ,.  ,53.86 
23  Mantone.    Peter- N    Y    Telephone    Co.... 22.83 

23  Mann.    Isaac— N    Y    Telephone    Co .32.1X) 

24  Morton,     Randolf     J— Ida     Petty 77.17 

24  Miller.    Carl— Joseph   Weil    255.11 

25  Martin,    Fred— Decauville    Automobile    Co. . 

437.67 

25         the    same the    same    437.67 

23         the  same the    same    473.91 

25  Mann,    Alfred    C— Kopt    Engel    Co 116.01 

25  Menges,    Morris    C— Aspell    &    Co 464.14 

25  McDonald,    Thomas    J — International    Text- 

Book    Co     44.90 

26  Munch.     William— Emily    Munch 4..392.73 

26         the    same Sophie    Munch    374.35 

26         the    same Emma    Munch    374.35 

26         the    same F    Munch    374.36 

26  Martinson.    Julius— People.    &c 1,000.00 

26  Manice,    William    exr— City    of    N    T 

costs,  3(X).75 

26  Mohl,  William— N  Y  Edison  Co 77.04 

26  Melia.     John— Dept     of     Health 260.00 

26  Mahoney,   Jeremiah  F — John  H  O'Brien 

costs,  20.65 

26  Meyers,    George— N   Y   Telephone   Co 21.23 

26  Michael.   Samuel  H the  same  60.72 

26  Muldberg.    Michael the    same    38.55 

26  Mayer,    Augusta — Sophie    McGrover    et    al. 

104.55 

26  McPherson,    Don    Shelton— N    Y    Telephone 

Co 43.67 

27  Miller.    Conrad— Adolph    Lindner 46..S1 

27  Mannello.     Angelo— Joseph     Bode 27.72 

27  McMillan,    Elizabeth— Delos   Griffin 684.05 

27  Moerlin,    Wm    E— Edwin    Christy 1,156.91 

27  Marks,    Herman — Abraham   Bernhard    et  al. 

115.44 

27  McGowen.    Michael    &    John— Mallard    Dis- 
tilling Co 124.84 

21  Nash,  Lizzy  C— Leo  Schlesinger 5,0<X1.00 

21         the  same the  same    costs,  6,432.48 

23  Xacheu,    Nicholaus — J    H    Meyer   et    al.. 40.73 
25  Normoyle,  Michael — J  W  Fiske  Iron  Works 

189.57 

21  O'Neale.  James  S the  same 2.000.00 

21         the  same the  same   costs,  6,432.48 

24  O'Connor.    Patrick— Robert    Hill    45.91 

27  O'Neil.    John    G — Edwin    B   Eising   et   al.54.12 
27  O'Conuell.    William— Frederick    C    Clark    et 

al    317.12 

21  Perman,    Samuel the    same    500.00 

21         the  same the  same   costs,  6,432.48 

21  Perman.     Charles the    same     1,500.00 

21         the  same the  same   costs,  6,432.48 

21  Prince,    Adolf the    same    500.00 

21         the  same the  same    costs,   6,432.48 

21  Peterson,     Isaac the     same     500.00 

21         the  same the  same   costs,  6,432.48 

21  Parker,    Chas    D the    same    500.00 

21         the  same the  same   costs,  6,432.48 

21  Polstein,    Joseph the    same    1,500.00 

21         the  same the  same    costs,   6,432.48 

23  Pennell,    Fred   M— J   O   Tryon 132.15 

23  Proskey,   Alexander— F  W  Hunnewell  et  al. 
34.41 

25  Petrella,    Michele Edmund    Kohn    et    al. 

224.78 

26  Prezeworsky,    Herman— N   Y   Telephone   Co. 

34.83 

26*Pepper.   Geo  E— N  Y'  Edison  Co 77.04 

26  Post,    Samuel    B— E    J   Willis    Co 488.95 

26  Person,  Orrin  D— John  0  Morris  &  Co.  121.91 


20  Peck.     Robert   'W- Philys     K     Swelt.  .  .412.94 
26  Paddell,     Timothy    F— City    of    N    Y 

costs,    70.63 

26  Preiss,    Edw    &    Louis — Sophie   McGrover   et 
al     costs,    101.35 

26  Power,   Francis   R — Peter  Young    2(t5.'.)8 

27  Pollick.   Harry- P  M  Fletcher  Co li.'i.o" 

27  Petersen.    Peter    J — George    Miller    22.41 

27  Peterson.     Charles — Max     Alexander. ..  .144.63 

21  Rosenzweig.    David the   same    2..50l>.tHl 

21  the   same the  same    costs.   ('t.432.4S 

21  Romin.    Louis the  same    .3<K).<M) 

21         the  same the  same    costs.   6.432.48 

21  Romin.   Isaac  W the  same    .500  <XI 

21         the  same the  same    costs.   6.432.4S 

21  Rabinowitz,    Louis the    same    2.00IV0II 

21         the  same the  same   costs,  6.4.'i2.4S 

21  Rothschild,    David   &   Louis   R the   same. 

.S3. 01111.00 

21         the  same the  same    costs,   6.432.48 

21  Rabiner.   Abraham  J the  same   . . .  .l.oim.fm 

21  the  same the  same    costs,   6,432,4S 

23  Reed,     J     Sloter — Wilson     Braiding     &     Em- 
broidery   Co     3.S.0] 

23  Randolph.    Samuel    F— M    Donohue 119.91 

24  Rhum.    Julius— Julia    W    Hay 97..Sfi 

24*Robinson,    Isaac — ^'arteveer   Sarajdarian.7,3.54 
24  Reich,     Bernard — Ignatz     Schneider    et     al. 

3.165.48 

24  Robinson.   Frederick — Robert  J  Metzler. 750.37 

24  Reiner,    Louis — A   E    Klotz   Fireprooflng   Co. 

164.16 

25  Rouis,    Raphine— Wm    T.   Emmet 83.17 

25  Ross,     Wm     H — Eugene     A     Bofinger- 

costs,     79.82 

25  Rosenthal,  Julius  C — Anthony  G  Ibbeken  et 
al     163.36 

25  Ruddock,   Mary  C— James   Beggs  &  Co.  160.08 

26  Read.    Emma   S    &   Frederick   F — Brooklyn 

Bank    1,013.08 

C6  Richey.    David— X    Y    Edison   Co 45.99 

26tRothschild.    Henry— Willard    Marcuse 86..S2 

26  Remsen.   Charles  exr— City  of      NY 300.75 

26  Rothenberg,     Hannah — Sophie     McGrover. .  . 

costs,    104  53 

27  Rappel,  Edw  F  P— N  Y  Telephone  Co... 41. 42 

27  Rubeustein.     George the     same 44.21 

21  Stoft.     Hyman the     same 5,000.00 

21         the  same the  same    costs,  6,432.48 

21  Shulman.     Behr the    same     1.000.00 

21         the  same the  same    costs,   6,432.48 

21  Silverman.    Lina    or    Miutz    admrx the 

same     3.000.00 

21  Segal.    Herman the    same    .300.00 

21  the  same the  same   costs,   6,432.48 

21  Stern,    Celia the    same    1,OIX).00 

21  the  same the  same    costs.   6,432.48 

21  Stone,    A   Judson the   same    1,<.X)0.00 

21  the  same the  same    costs,   6,432.48 

21  Steiugut.     Simon the     same 500.00 

21  the  same the  same    costs.  6,432.48 

21  Schwartz,     Selig the     same     5(X).O0 

21  the  same the  same    costs,   6.432.48 

21  Salsbury.    Mrs    Rachel the    same.  .2.000.00 

21         the  same the  same   costs,   6,432.48 

21  Scheuer,     Simon,     Frederick     &     Albert 

the   same    4,300.00 

21  the  same the  same    costs.   6.432.4.^ 

•21  Saranson.    Asher    B the    same    .300.<X) 

21         the  same the  same   costs,   6,432.48 

21  Sarasohn,    Ezekiel the    same    500.00 

21  the  same the  same    costs,   6,432.48 

21  Subin,    Jacob the    same    500.00 

21         the  same the  same    costs,  6,432.48 

21  Solomon,  Joseph  &  Max  W the  same. 500, (HI 

21  the  same the  same    costs,   6,432.48 

21  Schweitzer,    Julius the    same    ,5(t0.(»0 

21         the  same the  same    costs.   6,432.48 

21  Sicke,     William— Standard     Marble     Works. 

271.75 

21  Shattuck,  Chas  E— J  W  Kennedy  et  al.  167.95 

23  Stern,     John— H     Sperling     36.31 

23  Sanchez,   Carlos   N— H   T   Siefert .'.65.72 

23  Strauss,  Harry— N  Y  Telephone  Co...26..'53 
23  Spifz.    Minnie the    same     70.05 

23  Stripp,    Matthew,    Jr — Fidelity    Loan    Assn. 

172.91 

24  Seligman,   Samuel— Julia  W  Hay 97.86 

24  Steiman,     Michael — Varteevar     Saraydariau. 

73..J4 

24  Schwartzbard,    David — Abraham    Berkowitz 

et    al    22.65 

24  Schmitz,    Frederick — Geo    B    Burnett    et    al. 

96.32 

24  Scott.    James— Weld    G    Trail    319.67 

24         thesame the     same costs.     97.94 

24  Spence.   Mary — Moses   Sahlein    69.91 

24  Simmis.     William — Morris     Solomon 48.79 

24  Steinberg.  Jacob  H  &  Alexander — Wm  Gietz 

et  al   692.13 

25  Snyder,     Bernard— Citizens'    Trust    Co    of 

Brooklyn    331.42 

25  Shapiro.    Louis— N    Y    Telephone    Co 22.71 

25  Sears.    Clarence   A the    sanie    71.75 

25  Sachers,    Ralph    J— Alcohn    Co 44.41 

25  Stanley,    Arthur    L the    same 77.41 

25  Siskin.     Hvman — Simon     Doyne 465.97 

25  Schefer.     Carl— Daniel    M     Barr 2,378.30 

25  Schramm,    William the    same 2,378.30 

25  Sprinkle,    Zachay    T — Henry    Eggers    et    al. 

95.94 

■     25  Smith.    Samuel    A— N   Y'   Telephone   Co..29..50 

26  Selly.    Isaiah— Chas    E    Ring 912.01 

26  Storm,     Theresa — Sophie     McGrover    et    al. 

costs,   104.53 

26  Stafford,     Balnbridge    A— Morris     Goldberg. 

■. 94.41 

26  Schapiro,    Samuel— Frank    V    Burton    et    al. 

36.03 

26  Sayles,  Nellie  V— Joseph  M  Delaney.l.034..34 
26  Sayles,    Henry   L the   same    1.0.33.54 

26  Straus,  Louis— Winfleld  R  Koller.  .11..3.35.02 
*26         the     same the    same     5,356,52 

27  Stevenson.  J<(S  G — Cambridge  Society .ITJ. 64 
27  Sugarman,    Martin    L — N    Y'    Telephone    Co. 


26.43 

27  Stein,    John    B the    same 37.99 

27  Svmons.   Gertrude the  snme    27.60 

27  Silverman.     Arthur    E— George    Weltje.     Jr 

• .365.52 

27  Signell.    John     V— Kertscher    &    Co 7.S.91 

21  Tobin.    Joshua    F— L    C    Brown 35.21 

21   Tolk,     Morris— Leo     Schlesinger IflO.fX) 

21  the  same the  same    costs,   6,4.'J2.48 

21  Traum.     Jacob the     same      200.00 

21  the  same the  same    costs.   6.4.32.48 

23  Tolpin,    Nathan— X    Y    Telephone    Co... 27.04 

23  Tienken.     John     H— J     MeurerT 74.30 

•24  Taylor,    Frank    M— Frederick    J    Stoer.  .279.96 

24  Tucker.    Cummings    H.    Jr — Oliver    Ames   & 

Son     70.33 

26  Trotta.  Pasquale — Arcangelo  Altleri.  .4.30.72 
26  Twombley.  Willard  I— Isaac  Frank. .  .146.44 
26  the     same the     same     145.78 

26  Terrel.    Henrv    A— Geo   M    Warner 180.20 

2i;»Toop.    Henry    R— N    Y    Telephone   Co .33.99 

27  Thomas.  Louise  S — Abraham  Bernhard  et  al 

27.74 

23  Vhlfelder.    William— X   Y   Telephone   Co. 34.72 

24  Underbill.    Ada    L— H    Lieber    &    Co 42.62 

21  Valenstein,     Julius     &     Morris the     same. 

1 .300.00 

21  the  same the  same    costs,  6,432.48 

21  Vander     Veer,     Benjamin     H — The     Photo- 
chrome   Engraving    Co    67.21 

23  Vunck,  Wm  L— E  Chase   375.51 

25  Vogel,  Herman— Daniel  M  Barr.  . .  .2,37.S.30 
21  Ward,    Martin    J— J    W    Kennedy    et   al. 167.95 

21  Wilmott.    Herbert    A the   same 1.000.00 

21         the  same the  same    costs.   6,4.32.48 

21.  Wassmuth.    Augustus    C the    same.. 300.00 

21  the  same the  same    costs.   6.432.48 

21  Wagner,    Ernest the   same    2.000.00 

21  the  same the  same    costs,   6,4.32.48 

21  Woods.    Wm    M the    same    1.000.00 

21  the  same the  same    costs.   6,432.48 

21  Woods.   Wm   M   &  Robert  A  Doolittle  2.000.00 

21  the  same the  same    costs,   6,432.48 

23  Wolfe.    Philii)— X    Y    Telephone    Co 26.24 

23  Washburn,   Evelyn  S— L  T  Xoonan 66.24 

23  Wolfman.    Henry— X    Y    Telephone    Co.  .43.42 

24  Weinstein,   Louis— N  J  Terra  Cotta  Co. 773.28 

24  Weissman.     Arnold — Douglas    Phonograph 

Co 203..58 

257Witkov.    Anna— N    Y    Telephone    Co 27:94 

25  Whitemore.    John    J the    same     80.65 

25  Weisberg,    Nathan the  same 82.80 

27  Wagner,    Arthur— Eagle    Roll   Mill   Co.  .143.75 

27  Wiell.    Edear    I^-Louis    H    Bike- 6-*. 74 

27  Watson.    John — N   Y   Telephone    Co 25. .34 

27  White.     Edw     G the     same 66.99 

27  Waller.    Robert   K the  same    33,77 

27  Wachtel.    Max— Richard    R    Sebring    et    al. 

125.65 

23  Young.  Alexander  C— N  Y  Telephone  Co. 47.09 

21  Zirinsky.     Samuel the    same     2,000.00 

21         the  same the  same    costs,  6,432,48 

23  Zoellner,    Carl— Met    Printing    Co 188.00 

CORPORATIONS. 

21  Wright  Steam  Engine  Works— G  W  Mc- 
Adam    costs,   120.64 

21  Premium   Co— N   Y  Telephone  Co 32.79 

21  The  O'Connell  Lime  &  Marble  Dust  Co— 
W  A  .Marshal    6,52..36 

21  Central  Long  Island  Con  Co — N  Y  Tele- 
phone   Co    99.09 

21  Home  Ins  Co — A  Prince  et  al.... costs,  92.45 

21  The  Medical  Pub  Co  of  America— C  A  Blau- 
velt    337.63 

21  I   S    Van    Loan    Co— W   J    Powers 26..32 

21  Fidelity  &  Casualty  Co  of  N  Y— W  H  Wool- 
verton costs,  160.57 

21  Bremer.  Du  Four,  Pinkney  &  Dudley  Co 
— C  N  Pinkney  et  al    2,629.89 

23  Afro-Am    Realty    Co— A   Jackson. costs.    140.40 

23  Wells    Realty    &    Construction    Co— J    H 

Meyer  et   al    3.38.40 

24  Cosmonolitan    Fashion    Co — Wm    L    Geisler. 

■ .38.85 

24  Bigelow    &    Hinds    Co — Joseph    Buellesbach. 

575  70 

24  The    Kenvil    Co— Patrick    W    Vallely 51.95 

24  American  Surety  Co  of  N  Y'— Wm  C  Haight. 

11,961..32 

24  Cleano    Co— N    Y    Telephone    Co 28.42 

24  Art  Glass   Co the  same    23.67 

25  Milliken  Bros — Jacob  Van  Arsdale. .  .251.72 
25  A  B  Williams  &  Co— Alfred  Allen  Watts  Co. 

77.70 

25  Central   Brewing  Co  ofj   N  Y — Frederick  W 

Neuweiler     3.150.62 

25  Monroe     Club — Brunswick-Balke-Collender 

Co .31.22 

25  White  Diamond  Water   Co— N  Y  Telephone 

Co '29.49 

23  Newsbovs   Co the   same    178  54 

•25  American    Newsboy    Co the    same    ...27.90 

25  The  City  of  N  Y— U  S  Fire  Proof  Account 

Book  &   Box   Co 1.021.71 

25  The  Westminster   Printery— James   Beggs   & 

Co 2.34  65 

'26  MacLevy    Co— Brooklyn    Bank    .544.49 

26  the    same the    same     545  90 

26  Art    Plating   Co— X   Y   Edison    Co 182.66 

26  Bronx  Steam  Laundry — Oswego  Maize  Pro- 
duce Co   .39.43 

26  Thomas  Reese.  Jr.  Co— J  Edw  O.gden  Co.20.60 
26  Merchant    Tailoring    Co — X    Y    Edison    Co. 

102.74 

26  Quehadillas  Mining  Co — N  Y  Telephone  Co. 

50.47 

26  Tide   Water   Building   Co— John   Mulvey.... 

costs,  99.97 

26  The    Turbine    Engineering    Co — Wm    A    Pitt 

2.121.20 

27  United  States  Felting  Co— American  Felt  Co. 

22.731.04 

27  Orvis  Press — Benjamin  Connor  et  al...l41.15 
27  Reliance  Mfg  Co— N  Y  Telephone  Co.... 37.12 
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Zalriskie    Construction    Co— N    Y    Telephone 

Co '. 27.50 

Marine   Safety   Appliance  Co— Battery   Place 

Realty    Co ■.','Xt.2l\ 

Broadway   Vendome  Co — Henry   Brumil  .;Hiri.l;t 

the   same the   same    21.~i.41 

A   D   Farmer  &   Son  Typefounding  Co— Wm 

W   Farmer    costs.    .'i!i:j.87 

New  York  Transfer  Co— Francis  P  Pace.  .0.91 
Long  Clove  Trap   Rock  Co— J  Chr  G  Hupfel 

Brewing    Co    , 1.23(1.01 

Bassford    Realty    Co — Union    Stove    Works. 

311..30 


MECHANICS'  LIENS. 


SATISFIED  JUDGMENTS. 

July  21,   23,  24,  2r>,  20  and  27. 
Alexander,      Peter- Fourteenth      Street 

intVo    

Same same.     VMH     

Same same.    IJHHJ    

Aaron.  Adolph — E  Hartman  et  al.   I'.Hh; 
Same United    Electric    Light    &    Powe 

WOO ■. 

Brodil,  Chas  J  &  Francis— J  Schwarzkopf. 


Bowers,     John     A— S     S     Burtis.     1!M14.. 

Barclay,    Wright— M    A    Pettit.    1003 

Bultmann.  Anna— United  Con  Co.  IflOIJ 
'Brown.  Julius  S— B  Nolan.  liKM!.... 
Boss.     Lsrael — S    Jarmulowsky.     1900.  . .  . 

"Corday,    Jacob — L    Levy.    1897    

Church,    Byron   W — Bridgeport  Motor  Co 


Bank. 

.  .ns.7.1 

..107.50 
.  .100.83 
.  .2.')ii»)l 
r    Co. 

63.58 
.  1901 
..71)15 
.  .92.25 
..$09.22 
.521.00 
.543.82 
.123.87 
.486.41 
1006 
103.55 


Cohn,   Aaron— S  W  Qolferstein  et  al.   1906.120.16 

'Colucci,    Domenico— P   Thoma.    1899    100.30 

Donovan,    Richard    J— F    J    Middlebrook.    IJKM. 

1.S3.40 

Same same.    1904    119.88 

Daly,   Cornelius— M   Kommer.    1906 882.90 

Dougherty,    Michael    J— J    F    Dougherty.    10O6. 

134.69 

Duryea,   Mary  L— J  P  Storm.  1904 423.90 

Da    Silva,    Moses    &    Isaac   &    Henry   Gobetz— G 

Coon.    1887    360.49 

Doherty,  Patrick  H— Estate  of  Braidish  John- 
son.   1906    1,241.77 

Freund,    John    C— City    of    N    Y.      1006 .357.27 

Goodwin,    Edward— A   Powell   et   al.    1.893.  .113.22 

Genovese.    Sorgi    C— .f    Edmonds.    100:! 70.17 

"Guttenberg.  Jacob  Solomon  Henig  &  Mich- 
ael   Henig— People.    &c.    1902    .5011.09 

Galevitz.    Louis— D    Levinsky.     1905 303.50 

Hillson,     Samuel— A     Lustgarten.      1906.  ..  .70.72 

Hazell,    Jesse— J    A    S    Gregg.    liKK) 2,2.58.67 

Same G    E    Palliser.    19ilO     330.83 

"Horwitz.    Samuel— I    Blumberg.       1896.  . .  .669..87 

"Same G    L   Jaeger.    l.S9i;    1.56.:i5 

Howells.    Henry   C— M   Chalus.    1903 141.74 

"Howard,    Michael    D— W    Wile.    1001 685.68 

Jay.   William— F   A   O'Donnell   et  al.    1906.  .66.85 

Same same.     I006     70.65 

Same same.    1006    105.10 

Keyes,    James— J    C    Foley.    1897 63..84 

Same T    J     Morrow.     1002     268.07 

Same same.    10O2    526. .so 

Keyes,    James— N    Y    Telephone    Co.    1002.  .53.19 

Same M     Raphael.     1902     69.31 

■Keller,   Benjamin— Crandall  &  Godley  Co.  1897 

963.97 

Same H   Rice.    1.898   550.87 

'McNamara    or    O'Donovan,    Ellen — P    J    Ryan. 

19(111    371.83 

McMullen.    Arthur    &    Duncan    D    McBean— M 

G    Pinckney.     1006     1.451.61 

Moe,   Andrew   B— H   Cohen.    1903    1,461.43 

Marx,    Magdalena— H    G    Silleck,    Jr.    1906.186.24 

Malz,     Ernest— J    H    Finegan.    1906    31.22 

McFetridge,  Wm  H,  Edward  P  McFetridge, 
Georgiana  McFetridge,  Martha  G  McFet- 
ridge and  Mary  E  Burger — F  M  Marks.   1906 

1,1.55.04 

"Moskowitz,    Joseph— J    W"   Buckley.    I9(«. .  ..59.92 
Moller,   William— G  Gennerich  et  al.   1900.169.81 

Myerson,    Chas    S— S    Rayan.    1906 274.65 

Martin,     Clinton     S — Orinoco     Steamship     Co. 

1003    341.15 

Nagle,    Percy    E    &    Katharine — M    Morrissey. 

1006     .340.14 

Nelson,   Chas   R  &  John  J   Palmer — J  Murray. 

1903     66.84 

Oberst,    Leopold— L  T   Noonan.    1901 329.75 

O'Farrell,    Matthew— J    E    Nichols   et    al.    189.8. 

450.42 

Perry,    Wm    H— L    Maconsey.    1906 31.22 

Phipps.    Edw   H— The   Brainerd,    Shaler   &  Hall 

Quarry    Co.    1'.«I6    640  66 

"Reich,    David- Dept    of    Health.    1006 2(i2.00 

Raynor,   Gilbert  W— F  C  Goffe.   1808 .5.59.75 

'Stubbert,    J    Edw— N    Y   Telephone   Co.      19((5. 

106.73 

'Smith.    Harry    M    &    B    Redman    Pearson — T 

Kirkwood.     1!Hk;     106.73 

Schlomowitz.     Ellas— R     Stravitz.     ItKKJ 169.72 

Sanders,    Chas    W— J    J    Salke.    11X15 207.6S 

Schelsinger,   Henry  W  &  Henry  V  Blum — C   H 

Wilson  et  al.     10O6  768.14 

Schuz,    John    L— I    Benyakar.      1905 718.22 

Tillman.   John— R   A   Whittemann   et  al.      1002 

1,083.10 

Same same.    1902    1,0.83.10 

Same same.    1:k)2 1.118.70 

Stevens,    Wm    H   &   Wm    D   Boggs— C   Austin. 

1004 571. .50 

Tishman,    Julius— I    Willis.    1006 1,499.07 

Vingut,    Harry    K— L    B    Bangs.    1006 1,010.20 

Wallace,    James    G— J    Furlong.    ir«)6.  . .  .1..5.50.57 
White,    Edward    H— W    H    Bitter.    lOOH.  ...  123.00 

Witt.    Samuel— B    Jacobs    et    al.    1004 142.37 

Woodward.    Robert   S— H  A   Latham.    1906.371.83 

CORPORATIONS. 
'Ludin    Realty    Co— H    P    Pitcher.    ItKXi.  .  .499.22 
The   NY&HRRCo&NYC&HRRR 

Co— A   Siegel.    lOOl    2,35.63 

'Manhattan    Ry   Co— C    Horsfall.    10O5.  ..  .0.. 567.48 
The  Kenvil  Co— E   H  Van   Ingen.    lOiK;.  . .  .6.53..52 

Met    Express    Co— N    G    Rieser.     1!H)6 75  83 

Rossiter.  MacGovern  &  Co — Bowery  Bay  Build- 
ing  &    Improvement   Co.    1006    33.04 

Same same.      1006    151.34 

N  Y  &   Harlem  R   R  Co  et  al— A  Siegel.   lOOO. 

1,032..88 

Washington    Heights    Co— City    of    N    Y.    1006. 

175.64 

'Vacated  by  order  of  Court.  'Satisfied  on  ap- 
peal. 'Released.  'Reversed.  'SatisBed  by  exe- 
cution.    'Annulled   and   TOid. 


July    21. 

217— Chryslie  si.  No  133.  M  Larkin  &  Son  agt 
Abraham  B  Bamberger  &  Walter  Reid  &  Co. 
.f447  .30 

218 — Grand   st,    Nos  .376  and   378 | 

Noifolk  St,  Nos  52  and  54 .' | 

M    Larkin     &     Son    agt    The    State    Bank    & 
Walter     Reid     &     Co 3.484.65 

210— Ludlow  st,  No  177.  Barnet  Silverman 
agt    Philip    Posener   &    Max    Zimmerman .  18O..30 

220— 114th  st,  Nos  407  and  4(K)  East.  Pelham 
Operating  Co  agt  New  York  City  Church 
Extension  &  Missionary  Society  of  the  M  E 
Church    &    Waller    Reid    &    Co 186  (HI 

221 — Norfolk  st,  Nos  52  and  .34.  Same  agt 
The   State   Bank   &   Walter   Reid  &  Co.... 96.00 

222 — 64th  st.  No  117  East.  Same  agt  Henry 
M    Chapell    &    Walter    Reid    &    Co 66.00 

22.3— Chrystie  st.  No  13.3.  Same  agt  Abraham 
E    Bamberger   &    Walter   Reid  &   Co .52.09 

224— 73d  St.  No  24  East.  Kemlein  &  Leahy 
agt  Abraham  M  Stein  &  Walter  Reid  & 
Co 1,200.00 

22.3— Satisfied. 

226— Satisfied. 

21:7- .?ntisfi'ji. 

■-2.S— Stt.sfled. 

220— Freeman     st,     Nos    1133    to     1141.       Max 

Fold    agt    Rohitchek,    &    McGarrety    & 

Guggoldo    40.00 

230— 62d    St.    No    219   West.      Isaac    Cohen    agt 
Louis     Goldberg,     Jacob     Keren     &     Davis 
Keren     35.00 

231— Bowery,  No  163.  M  Larkin  &  Son  agt 
Abraham  E  Bamberger  &  Walter  Reid  & 
Co so.M 

July   23. 

232— 1.82d  st,  s  s,  84  e  Washington  av.  72x 
75.  Andrew  Larsen  agt  Hillside  Realty  & 
Construction     Co      84.00 

2.33— Norfolk  St.  Nos  .32  and  ,54.  H  C  Clausen 
Iron  Works  agt  State  Bank  &  Walter  Reid 
&   Co    17,757.IHI 

234— Grand  st.  Nos  376  and  .378,  and  .Norfolk 
st,  Nos  .32  and  .54.  C  W  Klapperfs  Sons 
agt  State  Bank  &   Walter  Reid  &  Co.  .22,802  (Kl 

2.3,3— Norfolk  st.  No  54.  George  Brown  & 
Co  agt  .same 18,665.09 

236— 53d  st,  Nos  36  and  38  West.  George 
Brown  &  Co  agt  S  L  Hine  et  al  &  Walter 
Reid     &     Co     2,778  09 

237— 114th  St.  Nos  407  and  409  East.  George 
Brown  &  Co  agt  N  Y  City  Extension  & 
Missionary  Soc.  of  M  E  Church  &  Walter 
Reid   &   Co 6.50.0I) 

2.3.8— 64th  St.  No  117  East.  George  Brown  & 
Co  agt  Henry  M  Chappell  &  \Calter  Reid  & 
Co 1,620.00 

2.39— 12.3th  St.  -Nos  4.36  and  4.38  West.  Jacob 
Cohen    agt   William    Soltz    116.80 

240— 5th  av.  n  e  cor  126th  st.  Warner  Ele- 
vator Mfg  Co  agt  Collins  Bldg  &  Con  Co. 
625.00 

241— 27th   St.    Nos  9   to  15   East,    and   2Sth   st, 

■  Nos  10  to  14  Ea.st.  Wm  H  Toop  agt 
Twenty-eighth    Street    Co 365.00 

242— Av  A,  No  167.  Max  Zwerdllng  agt 
John    Doe    &    Wechselbaum    25.00 

243— Broadway,  No  1.5.5.5.  Strauss  &  Co  agt 
Thomas  J  Shanley  &  Co-op  Advertising  Co. 
185.00 

244— Norfolk  st.  Nos  ,52  and  54.  Washington 
Hydraulic  Press  Brick  Co  agt  State  Bank 
&   Walter  Reid  &  Co 2,33  65 

245— 125th  st.  No  lis  West.  M- Abbott's  Sons 
agt  Edward  D  Farrell  &  Sexsmith  &  Hauser 
Co 258.20 

July    24. 

246— 114th  st,  Nos  407  and  409  East.  White 
Fire  Proof  Construction  Co  agt  New  York 
City  Extension  &  Missionary  Society  of  the 
M    E   Church   &   Walter   Reid  &  Co 760  (HI 

247— 106th  st,  No  311  East.  Antonuccio  & 
Damiano  agt  Guiseppe  Milano  &  Charles 
Martin     48.00 

248— 149th  st,  s  s,  whole  front  between  Tin- 
ton  and  Union  avs,  200xl(JO.  Mike  Gerome 
agt    John    Doe   &    Raffaelo   Fguritto    .50.40 

24!l— Hughes  av,  e  s,  45  x  s  18.Sth  st,  125x— . 
National  Mantel  &  Looking  Glass  Co  agt 
Belmont    Realty    &    Construction    Co....  111.00 

2,'iO— 34th  St.  Nos  .331  and  .33  East.  Michael 
Wielandt  agt  James  E  Brandt  &  Michael 
Voccoli     1.340  (10 

251— Madison  av,  Nos  1772  and  1774.  Morris 
Levin   agt  Julian   Benedict    e.CKHI.CH) 

252— Broadway,  No  1611.  Jacob  Foster  agt 
Walter   J    Salomon    &    Bernard    Muhsold.  .(50.09 

2.33— 5th  av.  n  e  cor  126th  st,  100x120.  Piet- 
rowski  &  Konap  Co  agt  Collins  Building  & 
Construction     Co 402.26 

254— Attorney  st.  No  156.  William  Williams 
agt   Samuel  Leder  &  Spies  &  Betholz. .  .110.00 

2.3.3— Satisfied. 

256— 18th  St.  No  417  East.  Jacob  Specter  agt 
Isaac    Portman    &    M    H    Feder .308..50 

257— lO'h  av,  n  w  cor  14th  st,  25xl(KI.  Web- 
ster   -Mfg    Co    agt    Lewis    S    Chanler   &    Win- 

throp   A   Chanler   &   Henry    E   Armstrong.  .80  70 

2.38— Grand    st,    Nos    376    and    378 1 

Norfolk    St.    Nos    52    and    .54 | 

United    Damp    Proofing    &    Painting    Co    agt 
State    Bank    &    Walter    Reid    &    Co.... 460.00 

2.39— 114th  St.  Nos  407  and  409  East.  Same 
agt  N  Y  City  Extension  &  Missionary  So- 
ciety of  M  E  Church  &  Walter  Reid  &  Co. 
70(I.(H) 

260— 144th  St.  n  s.  200  w  Broadway.  .30.x99.11. 
Frank  J  Dahlmeyer  agt  Psaty  Edelson  Con- 
struction   Co    &    Joseph    Eissman     18.00 

261— 152d  St.  s  s.  175  w  Amsterdam  av,  125x 
09.11.      Same    agt    same    30.16 

July    25. 

262— Norfolk  st.  Nos  .52  and  54.  Thomas 
Crump  agt  State  Bank  &  Walter  Reid  &  Co. 
305.25 

263— 31st  st,  Nos  119  and  121  East.  John  J 
Cunningham  agt  Irving  Press  &  Varick  Con- 
struction    Co 170, .30 

264— 73d  st.  No  24  East.  Buehler  &  Lauter  agt 
A  N  Stein  &  Walter  Reid  &  Co 3.700.00 

2(i.3— 182d   st,    s   s,   &4.3  6   Washington   av,   72x 


57  8x72.11x72.11.         Charles       Izmirian       agt 
Hillside    Realty    &    Construction    Co 40.30 

266— 1.30th  St.  151st  St.  .sth  av  and  Macomb's 
Dam   rd.   whole  block.     A  E   Klotz  Fireproof- 

ing   Co   agt   William    Soltz    118.32 

.  267— 7.'id  st,  No  24  East.  Lieberman  &  San- 
ford  Co  agt  Abram  N  Stein  &  Walter  Reid 
*    Co 1,200.00 

.26.8— Timpson  pi,  e  s,  UM)  n  144th  st,  144x.S5. 
T  R  De  Lacey  Co  agt  Ajax  Construction  Co. 
745.00 

269— Chrystie  st.  No  133.  Empire  Cornice 
Works  agt  Abram  E  Bamberger  &  Walter 
Reid    &    Co    209.00 

27t>— Same  property.  Adam  Hapfel  agt  Abra- 
ham   E    Bamberger    &    Walter    Reid    &    Co. 

„_ 1,147.00 

2(1- 1st  av.  No  124,  O  Reissmann  agt  E  G 
Schoenberg     35.00 

272— 64th  st.  No  117  East.  Adam  Hapfel  agt 
Henry   M   Chappell   &   Walter   Reid   &   Co. 32.25 

27,'i— Stanton  st.  No  161.  Jacob  Katz  agt 
Samuel  Kalz  &  Beckie  Levitch  &  Louis 
Sherman    460.00 

274— 72d  st.  No  46  East,  William  Somerville 
agt  Oscar  L  Richard  &  Walter  Reid  &  Co. 
2.50.(» 

2i,j— 7.'W  st.  No  24  East.  John  Morrow  agt 
Abraham  N  Stein  &   Walter  Reid  &  Co. 2.30  00 

276— 114th  St.  Nos  407  and  400  East.  John 
H  Scully  Blue  Stone  Co  agt  New  York 
City    Extension    &    Mission    Society   of   the   M 

E  Church  &  Walter  Reid  &  Co 3.S4  00 

,277— Satisfied. 

278— 28th   st,    Nos   114  and   116  East.     Toscani 
,     Bios  agt   Frederick   C   Zobel 1.58.00 

279— .'-;3d  St.  .\os  38  and  40  West.  Same  agt 
Waldorf    Realty    Co     63  00 

2.S0— 03th  st,  Nos  125  and  127  East.  Wm  L 
Cray  agt  Laura  B  Lee  &  Frederic  S  Lee. 
3.002,87 

281— 1 75th  st.  No  721  East.  Alonzo  H  Magee 
Co  agt  Evans  &  Buscall  &  Empire  Heating 
C" 16.8.00 

2.82— Prospect  av,  Nos  730  and  732.  Chas  M 
Gray  Marble  &  Slate  Co  agt  Sugarman  & 
Gli'k    1.35.60 

2.83— Same  property.  Federal  Tiling  &  Man- 
tel   Co   agt    same    1,30.00 

284— 72d  st.  No  46  East.  Adam  Hapfel  agt 
Oscar   L    Richardk    &    Walter   Reid   &   Co. 81. 12 

2.8-3— 114th  St.  Nos  407  and  400  East.  Bogert 
&  Carlough  Co  agt  N  Y'  City  Church  Exten- 
sion &  Missionary  Society  of  the  M  E 
Church    &    Walter    Reid    &    Co .'iOl  50 

286— St  Nicholas  av,  e  s,  100  s  1.54th  st,  lOrtx 
100.  Alexander  Olson  agt  John  J  Hearn 
Construction   Co 2(H).0O 

287— Forest  av,  Nos  064  and  0(iB,  Edw  R 
Riley  agt  Emanuel  Solomon  &  Dooley  & 
Johnson   Co 60.00 

July .  26. 

2.88— 04th  st.  No  117  East.  James  McCarthy  & 
Co  agt   Henry   M   Chappell   &   Walter   Reid   & 

„  Co 1.80.50 

289— 44th  st.  No  7  East.  Same  agt  Florence 
S   Bache  &   Walter  Reid  &   Co 118  00 

200— Chrystie  st.  No  133.  Same  agt  Abra- 
ham E  Bamberger  &  Walter  Reid  &  Co. 4.37.65 

201— Grand     st,     Nos     376     and     378 1 

Norfolk    st,    Nos    52    and    54 | 

Same  agt   State   Bank   &   Walter  Reid  &   Co. 

„  ■ 973.95 

202— Columbus  av.  No  152.  Joseph  Hoffman 
agt    J    Zimmer    &    Wm    H    Durnberg 50  09 

203— Chrystie  st.  No  133.  Louis  Fagin  agt 
A   E    Bamberger   &    Walter    Reid   &    Co.. 18000 

294— Madison  av,  Nos  1772  and  1774.  Au- 
gust H  Hillers  agt  Julian  Benedict  &  Mor- 
ris   Levin     1,0(10.011 

2!i.3— Satisfied. 

206- Satisfied. 

207— 1.32d  st,  s  s,  175  w  Amsterdam  av,  12,5x 
00.11.     John   Dahlmeyer's  Son   agt  same.  ..30  16 

20,8— 144th  st,  n  s,  200  w  Broadway,  50x00.11. 
Same    agt    same     , .  . .        18  00 

299— 134th  st,  s  s,  100  w  Amsterdam  av,  i20x 
99.11.  Abraham  Srager  agt  Joseph  Rosen- 
t'l-il     : 163.(H) 

.J0(>— Madison  av,  Nos  1772  and  1774.  John 
Eichwald    agt    Julian    Benedict PAS  75 

3t)l— 7.'id  St.  No  24  East.  Paul  E  Lindb'lad  & 
Co  agt  Abraham  N  Stein  &  Walter  Reid  & 
Co 5,.503.O0 

302— Wadsworth  av,  s  e  cor  1.82d  st,  75xl'^5 
J  J  Sewall  agt  Morris  Bernstein  '&  David 
Pelton 1„S00.00 

.30:5— Amsterdam  av,  s  e  cor  l(i3d  st,  110x125 
Same  agt   same    3,50000 

304— Ridge  st.  No  111.  William  Williams  et  al 
agt  Isaac  Schlanger  &  Spies  &  Betholz.  .143.85 

30.5— 123d  St.  Nos  511  and  513  East.  Patrick 
Fogarty   agt    Samuel    Fritz 2.55.96 

306— 114th  St.  Nos  407  and  409  East  J  P 
Duffy  Co  agt  N  Y  City  Extension  &  Mis- 
sionary Society  of  the  M  E  Church  &  Wal- 
ter   Reid    &    Co 66.84 

307— Satisfied. 

308— Hamilton  pi.  n  e  cor  140th  st.  100x108  0 
Sam    Lanes    agt    Miller    Realty    Co 525.00 

300— 71st  St.  No  113  East.  James  W  Conlon 
agt   R   H   Derby   &   William   Henderson .  .449.65 

310— H3th  st,  No  325  East.  Indelli  &  Conforti 
Co  agt  Antonio  Spinelli    175.00 

.311— Piospect  av.  n  e  cor  Fox  st.  155.6xl22x 
irreg.  Kingston  &  Hammer  agt  Hercules 
Realty    Co 850.00 

312— 60th  St.  Nos  315  to  321  West.  James  T 
Riley  agt  Andrea  Avitabile  &  E  C  La  Monte 
.33.00 

313— Sth  av.  s  e  cor  140th  st,  .30x100.  Chas 
H    Parsons    agt    Louis    Weinstein 284.00 

314 — Jackson  av.  No  687.  Sam  Levy  agt 
James    T    Patton    &    E    H    Strauss 20.00 

313— Park  av.  n  e  cor  178th  st.  107x100.2. 
Philip  Weber  agt  Frank  M  Patterson  &  Will- 
iam   Grammer    (56.60 

316— lUth   St.    Nos  407  and   400   East.      Robert 

.  F  Cary  agt  N  Y  City  Church  Extension  & 
Missionary  Society  of  the  M  E  Church  & 
Walter    Reid    &    Co 1.. 300.00 

317— Vyse  av,  w  s,  102.1  s  Home  st,  420x100. 
Mueller  Bros  agt  Abraham  A  Silberberg  & 
John    Saul    550.00 
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RECORD    AND    GUIDE       Manh.tta. 


July  28,  1906 


Telephone  to  us  when  you  want  daylight  put  where  it  doesn't  naturally 
fall.  We  can  manage  it  for  you.  Send  for  our  booklet  now  and  then 
call  us  up  when  you  want  quick  action.    Gramercy  3276. 

AMERICAN  LUXFER  PRISM  CO.,  160  Fifth  Avenue,  NEW  YORK. 


July    27. 
318— Madlsoa  av,  Nos  1772  and  1774.     Jackson 

Mantel   &   Grate  Works  agt  Julian   Benedict. 

650.00 

SlO^Chrystie    st,    No    133.      F    J    Fleck    &    Co 

agt   Abram   E    Bamberger  &   Walter   Reid   & 

cl 135.00 

320— 126th    St.    No   208   East.      Samuel    Prinsky 

agt  Moses  I  &  Philip  Siegal 1,825.00 

321— Montgomery    st,    No    58.      Hyman    Miller 

agt    Abraham    Levinson    220.00 

322— St   Nicholas   av.    No   53.      Lewis   S    Davis  _ 

agt    A    Baumann 9.35 

323— 1st   st.    No   73   East.      Same   agt   D   Lehr- 

fleld     16.20 

324— St  Nicholas  av,  No  51.     Same  agt  A  Bau-  _ 

raann    36.05 

325— 115th  st.   No  268  West.     Same  agt  Laura 

Elshoffer   19.90 

326— 64th  st.   No  406  East.     Jacob  Babich  agt 

Nathan    Goldstein    500.00 

327— 106th    St.    No    311    East.      Samuel    Ascher 

agt   Maria  Milano   &  Charles  Martin 205.00 

32S_Union  av,   s  w  cor  158th  st,   75x75.  Mug- 

ler  Iron  Works  agt  Max  Sternberg  &  W  van 

Antwerp   3,450.00 

329— 158th    st,    s    s,    100   e   Tinton   av,    50x100. 

Same    agt    same    * 450.00 

330— Ludlow    St.    No    24.      Keshin,    Blitstein    & 

Co   agt   Ike   Shapiro   &    I   Block 160.00 

331— Montgomery  st,   Nos  30  and  41.     Thomas 

Crump   agt   Henrv   Wilchinsky    512.45 

332— 27th   st,    Nos  27   and  29   East.      Benjamin 

Rosenblatt    agt    Harry    L    Toplitz    &    Ernst 

Horner    125.00 

333— 5th  av,  No  398.  Frank  L  Davis  agt  Al- 
bert  Simonson   &   Walter  Reid  &  Co 218.88 

334— 39th  st.   No  520  West.     C  Reissmann  agt 

E    I    Schoenberg    40.00 

335— 11th    st.    No   512    East.      Same   agt    same. 

35.00 

336^Timpson   pi.   e  s,   100  n   144th  st,   144x85. 

William   McShane   Co   agt  Ajax   Construction 

Co  &  T  R  Db  Lacey  Co 710.00 

337— 114th  St.  Nos  407  and  409  East.     Chestnut 

Ridge,  White  Brick  Co  agt  N  Y  City  Church 

Extension   &   Missionary  Society  of  the  M   E 

Church    &    Walter   Reid    &    Co 51.43 

338— 114th  st,  Nos  407  and  409  East.     Gillis  & 

Geoghegan    agt    same 1,599.58 

339— 187th   st,    s  s,   50  w   Cambrelling   av,   50x 

100.      John    V    McEvily    Co    agt    Patrick    J 

Moffatt   3,000.00 

340— 73d  St.   No  24  East.      Gillis   &   Geoghegan 

agt  Abraham  H  Stein   &  Walter  Reid  &  Co. 

.    175.00 

341— 5th   av.    No  398.      Thomas   J  Toumey   agt 

A    Simonson    &    Walter   Reid    &    Co 302.59 

342— 145th  st,  n  s,  125  w  Lenox  av,  150x99.11. 

Maxmilian  Zipkes  agt  Joseph  Bornstein. 375.00 
343_101st  st,  No  62  West.  Max  Gomonsky  agt 

George     Herris     17.00 

344— Rivington    st.    Nos   .308   to   312.      Thomas 

Crump  agt  Louis  Aronowitz   2.294.50 

345— Pitt  St.  No  123.  O  Reissmann  agt  Eliza- 
beth   A   Appleby   &   E    I    Schoenberg    50.00 

* 

BUILDING  LOAN  CONTRACTS. 

July    21. 

St  Nicholas  av,  n  w  cor  146th  st,  74.11x100. 
Car!  Fischer  loans  George  Doctor  to  erect 
a    6-sty    tenement;    14    payments $70,000 

163d  St.  n  s,  175  e  Amsterdam  av,  50x112.6. 
Realty  Mortgage  Co  loans  Samuel  Schenkein 
to  erect  two  6-sty  tenements;  11  payments. 
45,000 

Carmine  st,  Nos  60  to  641^.  Isaac  Schmeidler 
loans  Samuel  Miller  to  erect  a  6-sty  tene- 
ment ;    10   payments    35,000 

July   23. 

127th  st,  n  s,  48.11  w  Convent  av.  120.x99.11. 
Bertha  L  Hookey  loans  Arnold  Realty  Co  to 
erect  a  —  sty  building:   8  payments. ..  .26,500 

Same  property.  Same  loans  same  to  erect  a 
—  sty  building;   14  payments 35.000 

9.8th   st,    Nos  37   to  41   West.      Pincus  Lpwen- 

■  feld  and  William  Prager  loan  Charles  I 
Welnstein  to  erect  a  —  sty  building;  10  pay- 
ments     30,000 

Suffolk  st,  w  s,  275.11  s  w  Rivington  st.  25.1x 
100.  Pincus  Lowenteld  and  William  Prager 
loan  Abraham  Goodman  to  erect  a  —  sty 
building;    10    payments    15,000 

Jackson  av,  w  s,  32.10  s  160th  st.  84x74.11. 
North  American  Mortgage  Co  loans  Olenick 
Realty  Co  to  erect  two  5-sty  tenements;  7 
payments    14,500 

152d  st,  s  s,  170.3  e  Morris  av.  North  Ameri- 
can Mortgage  Co  loans  Garibaldi  Realty  & 
Con  Co  to  erect  a  6-sty  tenement;  15  pay- 
ments   35,000 

Webster  av,  e  s,  50  s  Wendover  av,  100x107.10. 
North  American  Mortgage  Co  loans  Samel- 
son  &  Rubin  to  erect  two  5-sty  tenements; 
14    payments    60.000 

95th  St.  n  s,  100  e  2d  av,  150x100.8.  Com- 
monwealth Mortgage  Co  loans  Ludins  & 
Romm  Realty  Co  to  erect  tour  G-sty  tene- 
ments;  5  payments    23. .500 

93th  st,  n  s,  250  e  2d  av,  75x100.8.  Same 
loans  same  to  erect  two  6-sty  tenements;  7 
payments    16,250 

July    24. 

49th  st,  Nos  225  to  231  West.  Title  Guar- 
antee &  Trust  Co  loans  Roberta  F  Frank  to 
erect  a  —  sty  building;  —  payments. ..  .38,000 

Wilkins  pi,  s  e  cor  170th  st.  53x100.  City 
Mortgage  Co  loans  Martha  Graham  to  erect  a 
6-flty   tenement;    11   payments    40,000 


July    25. 

161st  st,  s  s,  250  w  Forest  av,  50.\95.2.  Alon- 
zo  Jackson  loans  Andrea  Avitabile  to  erect  a 
6-sty    tenement;    11    payments    35.000 

Bradhurst  av,  s  e  cor  146th  st,  119.10x112.1. 
.Austin  B  Fletcher  &  Lewis  H  Schultz  loan 
Laudin  &  Stamm   to  erect  a  —  sty  building; 

11   payments    80,000 

July    27. 

Washington  st,  s  e  cor  Washington  pi,  25x95.11 
x  irreg.  G  De  Witt  Clocke,  atfy,  loans  Gui- 
seppe  Spisso  &  Maris  Spisso  to  erect  a  2-sty 
dwelling;  o  payments   3,500 

Mulford  av,  e  s,  53  n  Pelham  rd,  25x100. 
Herbert  S  Ogden,  atfy,  loans  Thomas  F  & 
Catharine  R  Kelly  to  erect  a  2-sty  dwelling; 
3    payments     2,000 

Southern  Boulevard,  n  s,  250  w  Avenue  St 
John,  150x115x150x121.  The  City  Mortgage 
Co  loans  William  Wainwright  to  erect  three 
6-sty  tenements;   10  payments   97,500 


SATISFIED  UECHANICS'  UENS. 

July    21. 

69th  st,  Nos  315  to  323  West.  E  H  Ogden 
Lumber  Co  agt  Andrea  Avitabile.  (July  13, 
ItHKj)    $3,284.32 

William  st,  Nos  05  and  97.  John  A  Fincke 
agt  North  River  Fire  Ins  Co  et  al.  (March 
28,    190<j)     110.00 

=West  st,   Nos  87  to  93 

Cedar    st,    Nos    136    and    138 

Albany     st.     No     21 

John  Monk  &   Son  agt  West  Street  Improve- 
ment Co  et  al.      (July  16,   19(K))    42.509.31 

-Amsterdam  av,  e  s,  45.4  n  lS5th  st,  16Sx 
1(X).  Pasguale  Ventimiglia  agt  Moses  Press 
et   al.      (June   19,    1006)    700.00 

=Same  property.  Same  agt  same.  (June  19, 
WOO)    65.95 

-'164th  st,  s  s,  225  e  Amsterdam  av,  50x112.4. 
Pierce,    Butler    &    Pierce    Mtg    Co    agt    Max 

5  A  Wilson. et  al.      (July  9,   1906) 2,360.30 

'Rivington    st,    No    301.      Jacob    S    Friedman 

agt  John  Doe  et  al.     (Nov  11,  1905) 20.00 

Julv   23.      • 
Forsyth    st,    No    124.      Harry    Levy    agt    Sam 

Etlinger  et  al.      (July   6,    1900) 75.00 

13th     st.     No    519     East.       Bois     Sheet    Metal 

Stair   Co   agt   Julius   Tishman   et  al.      (April 

5,    1906)    270.00 

182d   st,   s   s,   84  e  Washington  av.     Anderson 

6  Co   agt   Hillside   Realty   &   Con   Co.    (July 
18,    1906)     415.84 

Same  property.  Charles  Baxter  &  Son  agt 
same.      (June   29,    1906)    500.00 

Amsterdam  av,  n  w  cor  138th  st.  John  Fur- 
long et  al  agt  James  G  Wallace  et  al.  (Au- 
gust  22,    1905)    213.47 

July    24. 

West  End  av.  No  378.  Chas  K  Barnum  et  al 
ayt  Amelia  Drake  et  al.  (Feb  24,  1906) 
311.00 

Same  property.  John  Fulton  agt  same.  (Feb 
27,     1906)     1,505.09 

Same  property.  Chas  H  Darmstadt  agt  same. 
(Feb   26,    1906)    505.40 

Same  property.  Sommerfeld  &  Riesner  agt 
same.      (Nov   10,   19(B)    135.00 

Same  property.  Thomas  I  Crane  et  al  agt 
same.      (Oct    25,    1905) 266.00 

156th  st,  n  s,  whole  front  between  Jackson 
and  Forest  avs.  The  Union  Stove  Works 
agt  Katz,  Polacek  Realty  &  Con  Co.  (July 
17.    1906)    888.00 

Lenox  av,  e  s,  whole  front  between  138th  and 
i:.«)th  sts.  Maresca  Walsh  Tile  &  Marble 
Works  agt  Meyer  Frank  et  al.  (July  16, 
1;k)6)    675.00 

^Madison  av,  s  w  cor  96th  st.  Crane  Co  agt 
Cades  Realty   Co  et  al.     (April  12,  1906). 84.64 

•Fairmount  pi,  Nos  978  to  982.  Max  Feld 
agt  Frank  Frankel  et  al.     (July  12,  1906). 56.50 

^Same  property.  James  A  Irving  agt  same. 
(July   12,    1906)    524.00 

^Park  av,   e  s,   45   s  oOth  st.      Bossert  Electri- 
cal   Con    Co    agt    N    Y    Central    &    Hudson 
River  R  R  Co  et  al.     (July  14,  1906)    .  .270.37 
July    25. 

Lorillard  pi.  No  2365.  Barnet  Masor  agt 
Magdalena  Marx.     (Nov  1,  1905)    145.00 

131st  st,  No  524  West.  Louis  Bornstein  agt 
Samuel  M  Hoffberg  et  al.  (June  14,  1906) 
151.33 

Hughes  av,  e  s,  45  s  188th  st.  125x100.  Will- 
son,  Adams  &  Co  agt  Belmont  Realty  & 
Trust   Co.      (Jan    6,    1906)    2,345.52 

Valentine  av,  e  s,  39  n  182d  st,  210xl(X>. 
August  Heil  agt  Martha  F  Schorer  et  al. 
(May    11.    190C)    195.00 

Amsterdam  av,  s  e  cor  138th  st,  extending  to 
127th  st  and  Lawrence  st.  N  Y  Asbestos 
Mtg  Co  agt  Bernheimer  &  Schwartz  Pilsener 

Brewing  Vo.      (July  19,   1900)    98.00 

July    26. 

'Lexington  av.  s  w  cor  50th  st.  Russell  & 
Stoll  Co  agt  N  Y  Central  &  Hudson  River 
R   R   Co   et  al.      (July  21.    1906) 614.75 

'Exterior  st,  w  s.  330  n  192d  st.  Same  agt 
same.      (July    21,    1900)    446.21 

1153d  St.  s  s,  opp  Sheridan  av.  Same  agt 
same.      (July   21.    1906) 446.21 

'Webster  av.  e  s,  opp  198th  st.  Same  agt 
same..    (Julv   21.    1906)    446.21 

72d  St.  No  49  West.  Anton  Loti  agt  A  B 
Swathusey   et  al.      (July   18,    1905) 22.75 

s3d  av.  No  2945.  Dunbar  Box  &  Lumber  Co 
agt  August  Kuhn.      (Feb  6,   1906)    319.75 


Audubon  av,   s  e  cor  178th  st.     N  Y  Asbestos 

Mtg    Co    agt    Henry    Fox    et    al.      (July    25, 

1906)     H8.00 

158th    st,    Nos    524    to    530    West.      Same    agt 

Abraham    Horowitz    et    al.      (July    18.    1906) 

75.00 

Edgecombe  av,    w   s,   223   n   141st  st,   200x100. 

Same  agt  F  C  Candee  et  al.     (July  19,  1906) 

225.00 

129th  st,  n  s.  191.8  e  Lenox  av,  230x100.  Same 

agt  Jacob  Weinstein  et  al.      (July  19,  1906). 

280.00 

GOth   st.    No  315  East.     Louis  Sherman  agt  M 

Steronberg.       (July    13.    1906)     4,000.00 

149th   st,   s  s,   whole  front  between   Union  and 

Tinton    avs.       Josef    Weisel    agt    John    Doe 

et    al.      (Julv    18.    10O6) 78.00 

l.'iSth   st,   n   s,    295  w  5th   av.      Shepard   Sheet 
Metal    Co    agt    Hyman    B    Goldberger.       (July 

13,    1906)    375.00 

'3d  av,  e  s,  whole  front  between  66th  and  67th 

sts.      N    Y    Asbestos    Mfg    Co    agt    Hamilton 

Heights  Syndicate  et  al,     (July  19,  1906). 110.00 
'Amsterdam   av,    s   e   cor  136th   st.      Same   agt 

Chas  I  Weinstein  et  al.     (July  19,  1906)    .65.00 
'7th   av,    w   s,    whole   front   between   119th   and 

130th    sts.      Same   agt    Max   Weinstein   et   al. 

(July   la,    1900)    98.00 

'Amsterdam  av,   whole  front  between  94th  and 

95th    sts.      Same    agt   Julius    S    Sadler   et   al. 

(July   19,    1906)    120.00 

'Lenox    av,    e    s,    whole    front    between    138th 

and    1.39th    sts.      Same    agt    Meyer   Frank    et 

al.      (July    18,    1906)    117.00 

'147th  st,   n  s,  200  w  Amsterdam  av,   150x100. 

Same    agt    Abraham    C    Weingarten    et    al. 

(July    18,   1906)    85.00 

Belmont  av.   .\os  2127  to  2141.     Max  Feld  agt 

Aron   &   Mendelsohn.      (July  24,   1906) ... 650.00 

July    27. 

Division  st.  No  108.  Chas  M  Gray  Marble 
&  Slate  Co  agt  Meyer  Frank.  (July  18,  1906) 
253.50 

Av  C,  n  w  cor  3d  st.  Same  agt  same.  (July 
18,   1906)    1,035.00 

46th  St.  n  s  160  e  6th  av.  Crane  Co  agt 
Langdon  Realty  Co  et  al.  (June  22,  1906) 
■ 479.19 

1.87th  st,  s  s,  50  w  Cambrelling  av.  Geo  B 
Raymond  agt  Patrick  J  Moffat.  (July  26, 
1906)    538.58 

6Gth  St.  Nos  153  to  157  West.  Monroe  M  Gold- 
ing  agt  Alexander  Realty  Co  et  al.  (Oct  19, 
1905)    122.23 

113th  st,  n  s,  175  w  Broadway,  100.\90.  Ex- 
celsior Terra  Cotta  Co  agt  Herman  Oppen- 
heim  et  al.      (July  2,    1906) 530.00 

'144th  St.  B  s.  2(K)  w  Broadway.  John  Dahl- 
meyer's  Sons  agt  Psaty  Edelson  Construc- 
tion  Co.      (July  27,   1906)    18.00 

'132d  st,  s  s,  173  w  Amsterdam  av.  Same  agt 
same.      (July   2,    1906)    30.16 

'Same  property.  Klein  &  RoUa  agt  same. 
(July  26,  1906)    40.02 

'144th  st,  n  s,  200  w  Broadway.  Same  agt 
same.      (July    20.    19061     60.00 

'Discharged   by    deposit. 
'Discharged   by   bond. 
■Discharged  by  order  of  Court. 

* 

ATTACHMENTS. 

July    20. 
Huff,    Frederick;    H    S    Horton    &    Co;    $800.23; 

F  B  Hunt. 
Kargen,  Joseph  &  Kurt  Heyman;  A  J  Plrosnick; 
$537.83;  G  A  Rogers. 

July    23. 
Bassick,    Edgar  W   &  Frederick   C;    R   C   Morris 
et  al;  $5,050;   G  B  Plante. 

July   25. 
Frederick  K  Fish.   Jr.  &  Co,   Frederick   K  Fish, 
Jr..     Frank    J     Horton     &     Barnett    Emanuel; 
Irvin  C  Garverick;  $1,268.34;  Sumner  &  Parry. 

♦ 

CHATTEI.  MORTGAGES. 

July  20,  21,  23,  24,  25  and  26. 
AFFECTING  REAL  ESTATE. 

Atlas  Motor  Co.  102-4-G  W  107th.  .A  B  See 
Elect    Elevator    Co.       Elevator.  $2,775 

Arthan  Realty  Co.  Jackson  av,  54  ft  s  IGOth 
St.  .Kleinfeld.    G   &   Co.      Mantels.  306 

Bell,  A  E.  n  w  cor  lS3d  st  and  Wadsworth 
av,  or  200  Wadsworth  av.  .U  S  Gas  Fix  Co. 
Gas   Fixtures.  275 

Cohen.  B.  1869-71  3d  av..New  England  Man- 
tel   &    Tile    Co.      Mantels.  380 

Decauville  Automobile  Co.  Broadway,  between 
36th  and  57th  sts.  .A  B  See  Electric  Elevator 
Co.      Elevator.  3.700 

Feinberg.    Watsky    &    Feinberg.      127-129    E 
113th.  .Kleinfeld.    G    &    Co.      Mantels.  220 

Jacobson,  J.  13Sth  st,  120  ft  w  of  5th  av. . 
Kleinfeld.    G    &    Co.      Mantels.  528 

Miller  Realty  &  Construction  Co.  140th  st 
and  Hamilton  pl..U  S  Gas  Fix  Co.  Gas 
Fixtures.  850 

Oppenheim,  H.  n  s  H.5th  st,  175  ft  w  of 
Broadway.. A  B  See  E  E  Co.     Elevator.     2.550 

Sugerman  &  Gliok.  Prospect  av  near  156th 
St.. Roys    System    Co.      Radiators.    &c.       1.000 

Steinman  Realty  Co.  139th  st  and  Brook  av. . 
U    S    Gas    Fix    Co.      Gas    Fixtures.  2.100 

Wimpil,  M.  306-12  E  27th.  .Silberstein  &  Sil- 
ver.     Mantels.  4W 
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AROUSING  advance  has  characterized  the  stock  market  this 
week,  much  on  the  lines  the  Record  and  Guide  has 
forecasted.  In  the  opinion  of  many  banking  houses,  however, 
the  advance  has  gone  far  enough.  This  may  be  tlie  case,  but 
yet  there  are  indications  of  stocks  going  still  higher.  Old 
operators  in  Wall  Street  have  learned  by  experience  that  all 
great  movements  up  or  down  may  be  divided  into  two  periods. 
In  the  first  period  prices  reach  a  point  where  the  best  agree- 
ment is  that  they  shall  not  go  any  farther.  Then  they  proceed 
to  go  a  great  deal  farther.  This  they  are  likely  to  do  now,  and 
we  probably  have  only  seen  the  beginning  of  the  rise.  The 
resumption  of  dividends  on  United  States  Steel  Common  un- 
questionably has  given  a  fillip  to  the  market,  if  that  were 
necessary.  It  came  as  a  surprise,  but  is  apparently  amply 
justified  by  the  large  earnings  of  the  company.  Bullish  senti- 
ment has  been  greatly  encouraged  by  it  and  inquiry  among  com- 
mission houses  shows  that  outside  buying  has  already  begun,  in 
strong  contrast  to  the  conditions  that  have  prevailed  for  several 
months.  It  would  seem  as  if  good  profits  were  to  be  found  in 
the  low-priced  railroad  issues.  Colorado  Southern  has  made 
a  new  high  record,  and  others  in  the  same  class  heretofore  men- 
tioned in  these  columns  should  logically  do  likewise.  The  pros- 
pect of  bumper  crops  this  year  has  now  become  an  old  story, 
but  the  iteration  of  the  fact  is  nevertheless  impressive.  The 
Government  July  crop  reports  indicate  that  the  corn  crop  will 
break  all  records,  the  acreage  planted  being  the  largest  ever 
devoted  to  a  sii^gle  grain  in  any  country.  Wheat,  much  of 
which  is  already  harvested,  may  go  beyond  the  record  by  thirty 
million  bushels.  Corn,  hay,  wheat  and  oats,  taking  them  at 
their  gross  value,  may  be  estimated  to  be  worth  $2,750,000,000. 
Statistics  and  deductions  from  statistics  are  often  misleading, 
but  they  are  interesting  nevertheless.  Fifty-five  years  of 
American  progress  (1850-1905)  have  seen  American  wealth  grow 
from  7  to  110  billions,  or  1,600  per  cent,  increase,  while  the  popu- 
lation has  increased  by  only  250  per  cent.  In  other  words,  the 
national  wealth  has  increased  eight  times  as  fast  as  the  popu- 
lation. Certainty  of  ease  in  the  money  market  is  undoubtedly 
a  favorable  factor  in  the  general  situation.  Call  money  has 
loaned  during  the  last  month  as  high  as  six  per  cent,  and  as  low 
as  one  and  one-half  per  cent.,  the  ruling  rate  at  this  writing 
being  two  per  cent.  Attention  must  be  directed  to  the  very 
successful  sale  by  the  Government  of  $30,000,000  2  per  cent.  30 
year  Panama  Canal  bonds.  It  was  admirably  conducted  by  the 
Secretary  of  the  Treasury,  and  the  best  possible  prices  secured, 
though  national  banks  were  not  largely  represented.  Although 
the  Russian  situation  is  disquieting,  it  has  so  far  not  had  any 
marked  effect  on  the  European  bourses.  From  London  it  is 
learned  that  the  instalment  of  20  per  cent,  of  the  Russian  loan 
due  on  Wednesday  was  fully  covered  without  any  hitch.  It  is 
pertinent  to  the  money  and  exchange  question  to  state  that  the 
United  States  exports  to  Europe  alone  in  1905  amounted  to 
$1,021,000,000,  having  grown  nearly  $400,000,000  in  the  last  ten 
years.  Compared  with  figures  for  1896,  the  imports  during  the 
fiscal  year  just  ended  show  an  increase  of  $447,000,000  and  the 
exports  an  increase  of  $861,000,000.  Such  facts  argue  well  for  a 
continuation  of  the  prosperity  which  the  country  now  enjoys, 
and  as  Messrs.  Fisk  &  Robinson  say,  "it  also  means  the  building 


up  of  still  greater  financial  resources,  which  ultimately  will 
seek  investment  in  high-class  securities."  It  was  Messrs.  Fisk 
&  Robinson  who  secured  $15,000,000  of  the  Panama  bonds,  and 
are  naturally  in  touch  with  the  financial  conditions.  With  an 
advancing  stock  market  and  the  prospects  of  a  continuance  of 
easy  money,  it  is  highly  probable  that  at  the  opening  of  fall 
business  and  the  increase  of  activity  in  real  estate  transactions, 
there  will  be  less  difficulty  for  builders  and  operators  in  obtain- 
ing loans. 


■pVECIDEDLY  more  animation  characterized  the  real  estate 
-L-'  market  this  week  than  has  been  observed  for  a  month, 
and  the  sales  comprised  a  very  good  variety  of  properties, 
though  not  of  marked  significance  in  any  individual  case.  The 
business  of  the  -week  was  at  least  normal  for  midsummer,  and  is 
a  very  strong  indication  that  September  will  see  the  beginning 
of  another  long  era  of  activity.  As  to  the  monetary  phase  of  the 
question,  there  is  nothing  in  the  condition  of  the  mortgage 
market  to  be  wondered  at.  The  total  amount  of  money  loaned 
during  the  last  eighteen  months  in  the  County  of  New  York 
has  been  enormous,  and  much  greater  than  during  the  preceding 
period.  This  has  been  the  case  in  spite  of  very  disturbing  tax 
legislation.  The  average  amount  of  money  loaned  for  each 
week  for  the  last  three  has  been  at  the  rate  of  over  $600,000,000 
a  year.  When  allowance  is  made  for  the  recording  of  new  mort- 
gages to  take  up  old  ones,  the  total  is  still  surprising.  And  there 
are  other  reasons  which  are  more  general  for  the  high  rates  of 
interest  at  the  present  time.  The  better  feeling  is  also  evi- 
denced in  the  building  line  and  in  the  stronger  demand  for 
material,  with  higher  quotations  for  common  brick.  Dealers  in 
building  materials  agree  that  the  slump  is  only  natural  and 
usual  in  brick  building  at  this  period,  but  seems  more  pro- 
nounced because  of  the  long  period  of  high  prices  preceding. 
The  brick  market  on  Wednesday  was  quite  clear  of  material 
and  shippers  up  the  river  were  reported  to  be  holding  their 
cargoes  for  a  minimum  of  $6.25  per  M.  It  may  be  remarked  that  , 
other  building  materials  have  maintained  values  at  the  highest 
levels  of  the  summer,  in  spite  of  the  bear  movement,  which 
indicates  that  building  operations  generally  continue  in  strong 
force. 


PHILANTHROPISTS  and  would-be  philanthropists  have  long 
sought  to  establish  hotels  or  lodging  houses  for  women 
wlio  work  in  stores,  offices  or  factories,  and  whose  income  is 
necessarily  small.  What  is  now  known  as  the  Park  Avenue 
Hotel  on  Fourth  avenue  was  originally  built  by  the  late  Alex- 
ander T.  Stewart,  the  dry  goods  millionaire,  with  such  an  end  in 
view.  But  the  management  was  inefficient,  and  the  restrictions 
were  so  severe  that  the  enterprise  proved  a  failure,  and  the 
Stewart  heirs  turned  the  structure  into  a  regular  hotel.  This 
was  over  twenty-five  years  ago.  There  is  still  a  crying  need  for 
such  establishments,  and  so  we  now  have  the  "Trowmart  Inn," 
a  seven-story  hotel  in  Abingdon  square,  built  for  working  girls,  . 
which  will  open  its  doors  in  a  few  days.  The  hotel  possesses 
many  original  features,  and  is  an  imposing  and  substantial 
structure.  Mr.  W.  R.  H.  Martin,  who  built  it,  says:  "I  put  up 
this  building  because  I  did  not  want  to  make  the  mistake  of 
many  well-meaning  persons,  who  leave  such  enterprises  for 
executors  and  legatees,  who  may  or  may  not  be  in  sympathy 
with  the  plan.  It  is  said  that  the  structure  is  not  an  invest- 
ment, and  that  Mr.  Martin  does  not  expect  any  return  from 
the  property,  but  that  it  is  to  be  made  self-supporting.  When 
this  is  the  case  it  is  to  be  turned  over  to  a  board  of  trustees. 
There  are  some  four  hundred  rooms,  many  bath-rooms,  and 
on  the  ground  floor,  parlors,  a  library,  reading  and  recreation 
rooms.  The  terms  will  be  very  moderate  to  begin  with,  and  it 
feasible  will  be  reduced  to  a  lower  figure  to  a  point  where  the 
income  and  outlay  will  be  equal.  Provision  is  to  be  made  for 
some  sort  of  social  life  for  the  Trowmart  Inn's  patrons  and  for 
the  entertainment  of  visitors.  There  are  to  be  no  unnecessary 
restrictions,  and  if  Mr.  Martin  can  carry  out  his  beneficent 
plans  in  conducting  the  establishment  it  should  prove  a  boon  to 
working  girls  in  having  a  home  in  a  great  up-to-date  structure 
with  all  sanitary  improvements,  good  and  cheap  food,  and  amid 
desirable  surroundings. 


SINCE  the  bids  were  opened  for  the  last  sale  of  New  York 
City  bonds  many  good  reasons  have  been  offered  to  ex- 
plain the  failure  of  the  sale,  and  these  several  reasons  agree  sub- 
stantially with  one  another.  The  low  price  at  which  the  city 
was  obliged  to  sell  its  securities  was  due  chiefly  to  the  fact  that 
more  of  them  have  been  offered  for  sale  recently  than  the  mar- 
ket could  take.  The  city  has  been  borrowing  enormous  amounts 
of  money  during  the  past  five  years,  and  practically  throughout 
the  whole  of  this  period  business  has  been  active  and  money 
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was  in  lively  demand.  The  consequence  has  been  that  the 
bond-brolvers  have  been  loading  up  with  city  securities  which 
they  could  not  easily  sell,  and  each  successive  issue  has  been 
•bought  at  a  lower  price,  until  now  the  city  is  obliged  to  pay 
practically  four  per  cent,  for  its  money.  Tlie  credit  of  New 
York  ought  to  be  quite  as  good  as  it  was  ten  years  ago,  when 
the  corporation  was  not  obliged  to  pay  even  three  per  cent, 
for  its  money,  because  in  the  mean  time  the  assets  of  the  city 
and  its  taxable  resources  have  been  increasing  even  faster  than 
its  obligations;  but  such  is  not  the  case,  for  the  reasons  out- 
lined above.  The  condition  will  most  assuredly  rectify  itself  in 
time,  but  the  serious  question  is,  whether  its  credit  will  be  re- 
stored at  a  suflRciently  early  date.  The  existing  demand  for 
money  in  general  business  will  last  in  all  probability  at  least 
for  another  year,  and  during  this  period  New  York  will  have  to 
borrow  a  great  many  million  dollars.  Will  the  city  be  able  to 
raise  this  money  under  existing  laws?  It  cannot  sell  its  bonds 
for  less  than  par  or  raise  the  interest  rate  to  more  than  four 
per  cent.;  and  in  view  of  the  recent  sale  the  day  may  come 
when  a  bond  issued  by  the  City  of  New  York  bearing  four  per 
cent,  interest  cannot  be  sold  at  par.  Obviously  the  situation 
is  a  serious  one,  and  demands  careful  management  on  the  part 
of  New  York's  financial  officials.  Before  any  more  bonds  are 
issued,  they  must  receive  some  assurance  in  advance  that  the 
issue  will  not  be  a  failure.  Furthermore,  the  city  ought  to  have 
the  power  to  issue  notes  running  tor  several  years  and  carrying 
more  than  four  per  cent,  interest.  These  notes  would  be  dif- 
ferent from  revenue  bonds,  for  they  would  simply  be  temporary 
issues,  to  l>e  paid  for  by  the  proceeds  of  long-term  bonds  sold  at 
a  later  date,  and  under  happier  conditions.  Apparently  the  im- 
provements demanded  by  the  fifture  of  the  city  cannot  be 
financed  in  the  near  future  unless  officials  have  the  power  to 
issue  notes  of  this  character. 


The  Means  of  National  Success. 

NOT  so  many  years  ago,  when  the  expansive  power  of  Eng- 
land appeared  to  be  irresistible,  a  Frenchman  published  a 
book  in  which  he  sought  to  analyze  what  he  believed  to  be  the 
sources  of  Anglo-Saxon  superiority,  and  after  much  appearance 
of  discussion  he  traced  England's  success  to  the  free  expression 
of  individual  energy  characteristic  of  Anglo-Saxon  methods. 
This  explanation  was  naturally  very  popular  in  Great  Britain, 
and  a  large  number  of  articles  were  published,  in  which  Eng- 
lishmen congratulated  themselves  on  the  admirable  achieve- 
ments of  their  race.  There  followed,  however,  a  number  of 
years  in  which  Anglo-Saxon  superiority  was  not  so  manifest. 
The  display  which  England  made  of  her  military  prowess  during 
the  Boer  war  was  not  of  a  nature  calculated  to  tickle  Anglo- 
Saxon  vanity,  and  during  the  first  five  years  of  the  new  century 
it  has  been  apparent  that  England  was  being  out-.distanced  in 
international  industrial  competition,  both  by  Germany  and  the 
LInited  States.  Various  explanations  were  advanced  by  English- 
men for  this  apparent  failure  to  maintain  their  superiority,  and 
the  suspicion  that  the  national  policy  of  their  country  was  not 
as  necessarily  successful  as  it  might  be  has  undoubtedly  been  re- 
sponsible for  the  attempt  made  by  Mr.  Joseph  Chamberlain  to 
substitute  a  certain  amount  of  protection  for  the  traditional 
English  fiscal  policy.  But  it  cannot  be  said  that  the  discussion 
provoked  by  the  knowledge  that  England  was  being  in  some  re- 
spects outdistanced  in  the  race  for  industrial  success  has  re- 
sulted in  any  practical  measures  of  reformation. 

Recently  another  book  has  been  published,  which  bears  an 
interesting  relation  to  the  earlier  French  analysis  of  Anglo- 
Saxon  superiority.  This  book  is  written  by  a  Mr.  Eltzbacher,  an 
English  citizen  of  German  descent;  and  his  conclusions  are  just 
the  opposite  of  those  reached  by  his  French  predecessor.  In 
this  book,  which  is  entitled  "Modern  Germany,"  Mr.  Eltz- 
bacher attempts  to  show  that  England  is  being  beaten  by  Ger- 
many just  because  of  an  excessive  dependence  by  England  upon 
individual  activity.  The  average  Englishman,  according  to  this 
explanation,  is  energetic,  but  unintelligent:  and  as  he  has  in- 
sisted upon  having  his  own  way,  and  upon  being  let  alone  by 
his  government,  he  has  neglected  certain  things  which  are  in- 
dispensable to  industrial  success  under  contemporary  conditions. 
He  has  neglected  the  advantages  of  special  training,  scientific 
knowledge,  and  the  disciplined,  carefully  regulated  effort  on  the 
part  of  many  individuals  towards  an  important  national  purpose. 
Germany  has  been  obtaining  a  gx'eater  measure  of  success  be- 
cause the  individual  energy  of  her  citizens  has  been  more  wisely 
directed.  She  has  not  depended  upon  vigorous,  but  frequently 
misguided  individual  effort,  but  she  has  depended  upon  the 
value  of  efficient  national  organization,  upon  scientific  training, 
and  upon  the  authoritative  regulation  by  the  government  of  Ger- 
man industrial  and  commercial  activity.  All  the  advances  made 
by  the  Prussian  Kingdom  and  the  German  Empire  have,  accord- 


ing to  Mr.  Eltzbacher,  been  due  to  efficient  and  far-sighted 
management  on  the  part  of  the  State.  Her  national  unity  was 
effected  by  wise  leadership,  and  now  her  increasing  industrial 
supremacy  must  be  traced  to  precisely  the  same  cause.  She 
started  in  the  race  handicapped  in  every  way.  She  was  deficient 
in  natural  resources,  in  accumulated  capital,  in  the  habit  of 
industrial  production,  and  in  convenient  harbors  for  interna- 
tional commerce;  yet  ift  spite  of  all  these  drawbacks  her  re- 
sources have  been  so  wisely  managed  that  she  is  gaining  steadily 
on  England,  and  is  in  many  respects  advancing  more  rapidly 
than  the  United  States.  Her  whole  economic  system  is  based 
upon  the  leadership  of  the  State,  and  upon  the  application  of 
scientific  methods  to  industrial  problems. 

Whether  Mr.  Eltzbacher's  analysis  of  the  causes  of  Germany's 
success  is  entirely  correct  we  shall  not  pretend  to  say;  but  the 
industrial  and  commercial  expansion  of  modern  Germany  is  cer- 
tainly a  hard  nut  for  economists  of  the  old  school  to  crack. 
It  was  their  theory  that  State  interference  with  the  natural 
course  of  business  was  doomed  to  failure,  because  such  inter- 
ference was  nearly  always  both  unwise  and  ineffective.  Com- 
mercial and  industrial  success  depended  absolutely  upon  non- 
interference with  the  natural  course  of  business.  Herbert 
Spencer  went  so  far  as  to  develop  this  policy  of  "laisser-faire" 
into  an  absolute  political  theory.  States  were  divided  into  the 
military  and  the  industrial  classes.  The  military  state  depended 
for  its  springs  of  action  upon  what  he  called  regimentation, 
that  is,  upon  the  strict  classification  of  individuals  and  upon  the 
assignment  to  each  of  his  proper  work.  In  such  a  state  indi- 
vidual initiative  counted  for  little,  and  the  majority  of  the  people 
worked  simply  according  to  orders.  It  was  absolutely  controlled 
by  the  principle  of  authority,  and  it  resulted  in  political  and  in- 
dustrial stagnation.  Opposed  to  this  was  the  industrial  state,  in 
which  the  competition  between  individuals  was  allowed  the  freest 
possible  play,  in  which  the  state  interfered  only  to  preserve 
order  and  in  which  every  particle  of  the  whole  fabric  was  sup- 
posed to  be  endowed  with  the  utmost  energy  and  momentum. 
Whatever  truth  there  was  in  this  theory,  it  certainly  fails  to 
explain  Germany's  success.  Germany  is  a  military  empire,  and 
its  industry  and  commerce  are  handicapped  by  a  tremendous  di- 
version of  energy  and  capital  for  merely  military  purposes.  Yet 
in  spite  of  its  military  organization,  it  has  certainly  afforded  an 
example  of  singular  industrial  ability  and  extraordinary  indus- 
trial success;  and  if  the  two  types  of  states  were  as  radically 
opposed  as  Mr.  Herbert  Spencer  believed,  it  would  not  have 
been  possible  for  a  people  who  are  so  completely  regulated  as 
the  Germans  are  by  their  official  superiors  to  have  exhibited 
so  much  industrial  and  commercial  efficiency.  Evidently  there 
is  something  to  be  said  in  favor  of  Mr.  Eltzbacher's  contention 
that  unregulated  individual  activity  is  wasteful,  and  that  a 
nation  cannot  reach  its  greatest  industrial  efficiency  without 
wise  governmental  direction  and  capable  leadership. 


The  Central  Park  West  Section. 

The  improving  ni  ymipfrty  in  <-cnlral  sections  is  a  work  wliich 
American  cities  liave  been  callod  upon  to  undertake  within  a 
comparatively  recent  period.  Nearly  all  the  work  henceforth 
to  be  undertaken  on  Manhattan  Island  must  partake  of  tho 
character  of  central  improvements.  It  has  to  do  with  the  very 
heart  of  the  most  valuable  holdings.  However  large  in  them- 
selves, these  areas  baar  but  a  small  proportion  to  the  area  of 
the  territory  which  pays  tribute  to  them,  but  this  relation  is 
positive  and  vital  and  must  exist,  or  central  property  would 
have  no  more  value  than  suburban  property.  Values  for  real 
estate  on  Manhattan  Island  over  most  of  its  extent,  but  par- 
ticularly in  the  middle  latitudes  south  of  110th  st,  bear  such 
a  relation  to  the  values  in  other  sections  and  other  boroughs 
of  the  great  city  and  the  territories  beyond  that  all  improve- 
ments to  lands,  even  sites  never  actually  occupied  except  by 
the  traditional  farmer  and  squatter,  must  be  considered  as 
central  in>p;ovenient.'';  and  the  business  of  improving  such 
valuab'e  real  estate  in  a  way  to  meet  the  requirements  of  the 
prtient  and  anticipate  the  fuuire  is  one  that  requires  the 
liighest  talents  in  the  real  estate  and  building  world. 

It  is  a  business  for  men  of  large  means  as  well  as  of  large 
grasp  of  affairs,  and  while  not  so  absorbing  for  the  masses 
as  the  less  expensive  operations  of  the  suburbs,  it  is  the  line 
of  work  to  which  Manhattan  operators  must  devote  themselves 
more  and  more  in  the  future.  Millions  are  necessary  for  carry- 
ing out  plans  now  wliera  thousands  would  have  sufficed 
years  ago.  Under  such  circumstances  they  necessarily  must 
interest  as  principals  a  fewer  number  of  men  except  as  mem- 
bers of  investing  or  building  corporations  and  syndicates. 
Speculative  operations  by  individual  builders  must  in  the  nature 
of  things  become  fewer  with  the  advancing  .veai-s  and  the  as- 
cending prices,  if  it  is  a  true  saying  that  Manhattan  values 
must  always  ascend,  and  corporations,  both  as  investors  and 
builders,  must  replace  them.  Men  are  still  engaged  in  this  im- 
proving  work    who    grew   up    financially   with    the   times   from 
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nothing,  but  who  will  be  financially  ablo  to  start  where  they 
leave  off  ^ffl  handle  the  still  larger  quantities  that  centr:il  im- 
provements of  the  future  will  require? 

For  example,  what  cyclopean  mechanics  and  financiers  will 
rebuild  Central  Pari^  West  when  all  its  sites  are  occupied 
as  they  soon  must  be  if  the  present  rate  of  improvement  con- 
tinues much  longer?  Famous  as  a  thoroughfare  of  fine  apart- 
ment houses.  Central  Park  West  is  seeing  in  the  present  more 
improving  :vork  that  at  any  period  in  its  history  since  the  move- 
ment attending  the  building  of  the  elevated  railroad.  The 
great  demand  for  apartments  in  handsome  and  central  sec- 
tions has  affordecf  an  opportunity  to  improve  a  large  number 
of  sites,  neco,s.sarily  with  costly  structures.  The  opportunity 
was  emphasized  ty  the  opening  of  the  subway  last  year,  and 
by  the  pressure  of  demand  re.sulting  from  the  tenement  house 
legislation  and  thi:  building-  trade  war  of  1903.  The  apartment 
house  situation  on  the  upper  West  Side  was  never  in  more  de- 
sirable form;  houses  were  never  occupied  to  better  advan- 
tage, the  percentage  of  vacancies  never  less,  by  the  testimony 
v)t  leading  brokers.  The  inquiry  for  private  houses  has  also 
been  a  notable  factor  for  fully  a  year,  and  has  increased  suffi- 
ciently to  indicate  a  distinct  market  tendency,  and  builders 
arc  preparing  to  meet  a  more  expensive  taste  on  the  part  of 
homeseekers.  The  combination  of  apartment  house  building  on 
Central  Park  West  together  with  the  high-class  residential  con- 
struction in  the  lateral  streets  constitutes  a  building  move- 
ment of  a  quality  if  not  of  a  size  surpassing  any  similar  move- 
ment in   the  same  section   in  recent  years. 

Typical  of  the  dwelling  house  comstructioa  is  a  row  of  fifteen 
which  Mr.  James  Cariew  is  rearing  in  85t'h  st,  on  the  north 
side,  an  operation  requiring  a  total  investment  of  nearly 
a  million  and  a  quarter.  Two  have  been  finished  and  sold 
for  prices  reported  to  be  in  thei  neighborhood  of  .$7."i,- 
000.  The  operations  which  Mr.  Cariew  has  carried  through 
on  tha  West  Side,  extending  over  a  period  of  many  years  con- 
tinuously, has  put  him  in  the  forefront  of  New  York  builder.-i. 
Tne  fifteen  buildings  In  80th  st  are  similar  to  the  row  which 
Mr.  Cariew  erected  a  year  or  more  ago  in  77th  st.  facing  the 
Museum  of  Natural  Hi.=;tory.  These  latter  are  built  of  lime- 
stone and  limestone  and  brick.  The  vestibules  occupy  the  full 
width,  and  are  of  marble.  Each  "house  has  an  electric  ele- 
vator. Billiard  rooms,  parquet  floors,  parlors  and  music  rooms 
in  white  enamel  and  gold,  are  attractive  features.  The  dining- 
rooms  are  wainscoted  to  a  height  of  0  ft.,  with  beamed  ceiling 
of  red  mahogany.  A  separate  servants'  staircase  runs  from 
cellar  to  roof,  and  each  house  has  a  5-sty  extension.  W.  W. 
&  T.  M.  Hall  are  finishing  in  Sfith  st  the  last  of  a  row  of  .j-sty 
dwellings,  of  the  iVmerican  basement  type,  similar  to  the  row 
of  five  which  the  same  firm  erected  in  West  7.3d  st,  and  which 
sold  for  .1172,500  each.  Within  the  scope  of  the  present  move- 
ment in  the  Central  Park  West  section  is  the  very  exceptional 
row  of  eighteen  dwellings  erected  by  the  Clark  estate  in  the 
south  side  of  74tli  st.  As  Ihey  were  erected  for  rental  and 
not  for  sale,  they  constituted  a  rather  unusual  operation  for 
the  West  Side,  taking  into  account  their  iiigh  cost.  The  prin- 
cipal rooms  are  in  mahogany,  rosewood  and  oak,  wilh  open 
fireplaces  in  the  bedrooms.  Kitchens  have  parquetry  floors, 
French  ranges  and  gas  ranges,  ovens  and  broilers.  Cook  pan- 
tries have  Lorillard  glass-lined  storage  refrigerators,  butlers' 
pantries  have  wine  refrigerators  of  the  same  make,  sliver  safes 
and  steam  heated  plate  warmers.  Servants'  bed  and  bath- 
rooms occupy  the  entire  top  floor.  The  rents  are  .$.'i,(H)0, 
.f.".,,")(K)  and  !t;(i,000.  Each  house  cost  to  build  a  little  over 
!fl(K).O0O,  exclusive  of  the  value  of  the  land,  so  that  the  outlay 
by  the  Clark  estate  on  the  operation  is  approximately  .$2,000,- 
CMX).  Another  Interesting  feature  in  the  private  house  situation 
on  the  upper  West  Side  is  the  demand  for  remodelled  dwell- 
ings. This  is  a  sort  of  improvement  which  appeals  to  many 
owners,  and  answers  the  requirement  foi-*  "central"  improve- 
ments, as  its  effect  is  to  virtually  produce  a  modern  dwelling 
capable  of  being  rented  at  a  figure  in  accordance  with  the  real 
value  of  the  property.  A  house  so  made  over  recently  sold 
for  .fCO.OUO.  The  entrance  is  ornamental,  with  large  plate  glass 
doors.  The  floors  throughout  were  relaid  in  parquetry,  the 
mural  coverings  replaced  by  silk  and  tapestry  hangings  in 
effective  designs;  bathrooms,  of  which  there  are  three,  were 
tiled  and  otherwise  elegantly  equipped  and  fitted. 

Central  Park  West  monopolizes  for  the  time  being  all  the 
apartment  house  construction  going  on  in  the  territory  under 
consideration.  At  the  south  corner  of  (i.'ith  st  the  "Prasada," 
a  house  of  12  stories,  is  expected  to  be  ready  for  the  fall  rent- 
ing. It  is  intended  tor  housekeeping  rather  than  for  boarding, 
and  gives  from  nine  to  twelve  rooms  to  each  apartment,  with 
three  apartments  on  a  floor.  Rentals  will  range  from  .$2,400  to 
.$2,(>00  a  year.  As  some  Central  Park  West  rentals  mount  well 
into  the  thousands  per  year,  this  schedule  is  not  considered 
more  than  an  average  one.  Some  of  the  apartments  in  the 
"Langham,"  a  13-sty  house  occupying  the  block  between  73d 
and  74th  sts,  are  rated  at  $0,(X)0  annually.  Twelve-room 
apartments  in  the  best  part  of  the  street  bring  about  $5,000 
each  a  year,  and  apartments  range  in  size  from  seven  to  twelve 
rooms.  Rentals  of  apartments  in  Central  Park  West  are  not 
figured  on   a  basis   of  so  much  a  room.     Their  value   is   deter- 


mined by  their  finish,  their  layout  and  the  size  of  the  rooms. 
In  some  cases  a  ten-room  apartment  brings  as  much  rent  as 
a  twelve-room  apartment  and  a  seven-room  as  much  as  a  nine- 
ro.om  apartment.  During  the  last  two  years  there  has  been 
an  increase  of  about  twenty  per  cent,  in  the  rental  power  of 
Central  Park  West  apartments. 

On  the  north  corner  of  70th  st,  a  12-sty  house  is  rising,  this 
for  the  Vairima  Realty  Co.,  of  52  Broadway,  from  plans  of 
Robert  T.  Lyons.  The  ground  dimensions  of  this  building  are 
1.50x90.0,  and  the  estimated  cost,  exclusive  of  the  land,  is 
^800,000.  On  the  south  corner  of  SOth  st  the  Gotham  Building 
and  Construction  Company  is  erecting  a  12-sty  apartment  that 
will  cost  $9.50,000,  exclusive  of  the  land,  from  plans  of  Milliken 
&  Moeller. '  Excavating  has  commenced  for  another  elevator 
apartment  house  on   the  north  corner  of  8.5th  st. 

On  the  south  corner  of  89tli  st  the  "Urban"  apartment 
house,  12.5x140,  costing  $800,(K)0.  not  including  equipment  and 
site,  was  finished  this  year  for  Peter  Banner,  from  plans  of 
Robert  T.  Lyons.  It  is  not  the  largest,  but  is  a  typical  house 
for  Central  Park  West.  The  basement  contains  private  store- 
rooms for  the  use  of  tenants,  the  superintendent's  quarters, 
the  machinery  and  apparatus  for  heating,  lighting,  refrigera- 
tion and  power,  and  the  system  of  drainage  is  that  which 
is  used  in  modern  high-class  hospitals.  All  water  is 
filtered  before  being  used.  There  are  four  apartments 
on  each  floor  of  twelve  rooms  each,  these  suites  renting 
for  from  .$3,(M)0  to  .$4,.500  per  annum.  The  apartments  are  so. 
arranged  that  all  of  the  living  rooms,  bathrooms  and  bed- 
rooms open  directly  to  the  outer  air.  The  servants'  rooms, 
kitchens  and  pantries  are  isolated  from  the  apartments  proper, 
and  all  household  supplies  are  brought  directly  from  the  base- 
ment to  the  several  kitchen  service  hallways  by  a  separate 
electric  freiglit  elevator  system.  The  living  rooms  and  re- 
ception halls  of  each  apartment  are  also  entirely  separated 
from  the  bedrooms,  bathrooms  and  private  halls.  The  rooms 
and  halls  of  th.>  apartments  are  all  finished  with  parquet 
flooring,  hardwood  trim  and  with  specially  designed  hardware, 
lighting  fixtures,  mantels  and  radiators.  The  dining-rooms  are 
trimmed  in  quartered  oak  v.'ith  paneled  walls  and  beamed 
ceilings;  the  parlors  and  libraries  in  mahogany,  and  the  bed- 
rooms and  bathroom.s  in  white  enamel.  The  main  bedroom  in 
each  apartment  is  piovided  with  a  heavy  safe,  built  into  the 
brickv. ork  and  having  oniy  the  dial  exposed.  All  the  bedrooms, 
bathrooms  and  dressing  rooms  have  the  doors  fitted  with  full 
size  plate  glass  mirrors.  The  bathrooms  are  large  and  sump- 
tuous, the  walls  lined  with  glazed  tile  and  the  fioors  paved 
with  vitrified  tile  having  artistic  borders.  The  tub,  lavatory 
and  c;oset  are  of  solid  porcelain  ware  of  handsome  design.  la 
the  kitchen  of  eacli  apartment  is  a  large  tile  lined  refrigerator 
box,  containing  in  the  upper  part  the  cooling  coils,  which  con- 
nect direct  with  the  large  ice  plant  in  the  basement.  It  is 
possible  for  the  tenants  to  make,  at  any  time,  their  ovi-n  ice  by 
simply  placing  ir.  the  freezing  chamber  a  can  filled  with  water. 

On  the  block  next  south  of  the  Museum  the  classic  edifice  of 
the  Historical  Society  is  in  course  of  erection,  and  at  KKIth  st  the 
Red  Cross  Hospital.  In  the  past  three  years  construction  jobs 
have  been  unusually  numerous,  but  now  the  movement  seems 
to  be  at  its  height.  At  the  Jones  sale  in  February,  1880,  the 
lots  between  74th  and  75th  sts,  fronting  on  Central  Park  West, 
sold  for  an  aggregate  of  $149,550.  The  north  corner  of  74th, 
25.8x100  (as  the  land  was  then  divided)  was  bought  by  Judge 
Dugro  for  .$28,000,  the  south  corner  of  75th  st,  25.8x100,  by 
V.  K.  Stevenson,  for  $25,100.  Oppenheimer  &  Metzger  paid 
$48,4.50  for  7ti  ft.  and  .$32,800  for  51  ft.  In  the  seventeen  years 
values  have  nearly  trebled.  In  1847  a  single  corner  lot  at  the 
corner  of  (i5th  st  and  Central  Park  West  was  valued  at  .$400; 
in  1857  at  $5.0011,  and  in  1808  at  $12,<;00. 


Conditions  in  the  Bronx. 

Though  October  is  yet  two  months  awa.y,  agents  are  in  the 
midst  of  their  renting  arrangements  for  another  year.  The 
season's  business  seems  to  be  coming  on  fully  as  early  as  last 
year.  In  old  New  York  conditions  are  as  highly  satisfactory 
to  owners  as  last  year.  While  rents  are  not  being  raised  on 
old  tenants,  advantage  is  being  taken  of  the  opportunities  af- 
forded by  removals  to  advance  rates,  especially  for  the  upper 
West  Side  houses.  On  Washington  Heights  there  are  some 
vacancies,  and  from  some  sections  of  the  Bronx  reports  of 
over-production  of  houses  and  a  lowering  of  rents  have  come. 

Regarding  particularly  the  Tremont  section  of  the  Bronx, 
Mr.  Mehltretter,  of  9ti7  Tremont  av,  was  interrogated  yester- 
day with  reference  to  any  relaxation  of  rentals  in  that  section, 
or   the  evidence  of  any  slump   either  in  rentals  or  values. 

"Rather  than  a  relaxation  in  rentals,  there  was  a  decided 
demand  for  apartments  of  a  modern  character,"  said  Mr. 
Mehltretter.  "There  is  a  very  active  demand  for  five  and 
six  rooms,  with  bath,  where  the  rents  average  around  from 
20  to  28  dollars,  and  to  show  as  a  few  examples  of  how  some 
recent  buildings  were  filled  up,  take  the  McNulty  Building,  a 
5-sty  apartment  as  179th  st  and  Arthur  av.  This  building  has 
twenty  apartments;  they  average  from  $23  to  .$25.  The  entire 
building    was    rented   in    less    than    a    month    after    completion. 
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Then  the  building  which  Mr.  Bejorgen  put  up  at  Oak  Tree  pi 
and  Arthur  av,  seven  rooms  with  bath,  at  an  average  of  ^30. 
This  house  is  just  getting  ready  for  rentals  and  beginning  to 
fill  up.  The  building  constructed  by  Waters  &  Connell.  corner 
17oth  St  and  Crotona  av,  is  all  rented.  Those  built  by  the 
Crown  Realty  Co.  in  Fairmount  pi,  between  Crotona  and  Clin- 
ton avs,   and  just  completed,   are  half  rented. 

"These  apartments  are  very  much  in  demand  and  go  to  show 
that  there  are  more  demands  for  rooms  than  there  are  vacan- 
cies, although  there  will  be  some  more  buildings  .ready  shortly, 
as  Mr.  G:ordano  is  constructing  three  5-sty  buildings  on  the 
southwest  corner  of  ISOth  st  and  Prospect  av.  The  Hensol  Powell 
Realty  Co.  have  just  finished  up  their  new  building  at  ISTth 
st  and  Prospect  av,  where  the  rents  range  from  $23  to  .$27, 
and  where  they  rented  quite  a  number  of  ap.^rtments  before 
they   were  ready   for  occupancy. 

"Sargeant  Egan  is  putting  up  two  large  high-classed  apart- 
ments in  Elsmere  pi,  near  Marmion  av.  Mr.  Benerson  is  build- 
ing a  -l-sty  building,  two  families  on  a  floor,  up  in  Oakland  pi, 
which  will  rent  from  about  .$20  and  up.  We  have  now  on  our 
list  the  names  of  enough  tenants  to  fill  these  buildings  up  as 
soon  as  ready.  If  the  builders  would  only  realize  or  dream  of 
the  demand  for  vacancies  here,  they  would  hu.stle  up  and  give 
us  some  buildings. 

"In  reference  to  2-family  houses,  the  demand  is  steadily 
increasing,  with  nothing  building  to  supply  this  demand.  The  2- 
family  house  is  selling  at  a  higher  price  than  ever  before.  The  in- 
crease in  price  has  been  steady  within  the  last  two  years.  As 
soon  as  there  js  any  desirable  property  on  the  market,  it  is 
generally  snapped  up  in  short  order." 

"Do  you  notice  any  improvement  in  the  building-muney 
market?" 

"Well,  money  for  building  purposes  is  pretty  tight.  We  have 
the  hardest  time  to  get  our  mortgages  placed  just  now.  and 
builders  are  hindered  to  quite  some  extent,  but  judging  from 
the  outlook  this  will  be  remedied  before  very  long. 

"In  this  section  there  is  no  danger  of  an  over-production  of 
houses  either  of  the  apartment  class  or  of  the  2-family  class. 
The  trouble  is  rather  the  other  way;  we  haven't  enough.  The 
big  mistake,  as  I  have  said  before  in  previous  interviews,  is 
that  the  builders  in  most  cases  forget  the  middle-class  man 
and  put  up  buildings  for  which  they  must  ask  too  high  a 
rental,  and  from  this  cause  the  trouble  in  renting  some  of  the 
lower  sections  of  the  Bronx  arises,  but  I  can  safely  state 
that  there  is  no  difficulty  whatever  in  renting  where  the  builder 
had  an  eye  for  the  middle-class  man. 

"To  prove  that  there  has  been  a  tendency  toward  activity 
rather  than  the  opposite,  we  ourselves  have  been  forced  to 
take  larger  oflices  where  we  can  handle  our  business  more 
easily,  and  so  as  to  be  better  located  and  more  accessible  to 
our  clients." 

Mr.  Edward  Polak,  of  174th  st  and  3d  av,   remarked: 

"There  does  not  seem  to  be  any  relaxation  of  rentals.  Flats 
are  well  filled.  However,  it  would  be  wise  for  awhile,  even  in 
this  section,  to  stop  building  flats  until  they  are  filled  in  all 
sections. 

"Values  are  steady  as  yet,  but,  where  building  operations 
diminish,  as  they  soon  will,  lots  fit  for  flats  will  have  to  be  held 
in  strong  hands  to  maintain  present  prices.  Flats  may  suffer 
likewise,  but  not  to  such  an  extent  as  vacant  land.  It  will 
only  be  temporary,  however,  as  population  increases  so  rapidly 
in  Greater  New  York  that  vacancies  Avill  soon  disappear. 

"There  are  some  vacancies,  but  not  more  than  can  be  filled 
in  a  reasonable  time.  I  do  not  think  there  is  a  real  over- 
production of  houses.  But  I  do  think  it  necessary  for  builders 
to  be  cautious  and  not  to  undertake  too  many  building  opera- 
tions. 

"I  do  not  notice  an  improvement  in  the  building-money 
market.  It  is  a  mistake  to  tighten  the  money  market  too 
quickly.  New  York  real  estate  represents  good  security,  and 
there  is  absolutely  no  danger  to  capital  if  judiciously  loaned  in 
New  York  real  estate." 


Third    Tracking   of  the   Third   Avenue 
Elevated. 

In  a  letter  which  Mr.  Lawrence  Veiller  has  written,  under 
date  of  August  2,  in  behalf  of  the  trustees  of  the  City  Club, 
to  the  Hon.  John  J.  Deiany,  Corporation  Counsel,  urging  prompt 
action  in  bringing  before  the  courts  the  matter  of  third-track- 
ing the  elevated  road  on  3d  av,  in  order  to  test  the  right  of  this 
railway  to  maintain  and  operate  this  third  track,  he  states  the 
position  and  views  of  the  City  Club  in  these  terms: 

"As  early  as  January  22.  190(i — over  six  months  ago — the  Citj 
Club  called  to  the  attention  of  Mayor  McClellan  the  fact  that 
at  that  time  the  Interborough  Railroad  Compan.v,  without  the 
consent  of  the  local  authorities  and  in  your  opinion  rendered 
to  the  Mayor,  without  having  a  franchise,  was  deliberately  con- 
structing an  additional  third  track  at  various  points  on  the 
Third  Avenue  Elevated  line;  we  submitted  with  that  com- 
munication affidavits  and  photographs  showing  this  construc- 
tion, and  called  upon  Mayor  McClellan  to  stop  this  work. 
Nothing,  however,  was  done;  and  the  Interborough  Company 
was  permitted,   so  far  as   the  city   authorities   were   concernelJ, 


to  continue  this  construction  without  interruption.  On  March 
22,  19015,  this  work  stiil  going  on,  we  again  called  Mayor  Mc- 
ClellanJs  attention  to  this  matter  and  requested  to  be  informed 
what  action  bad  been  taken  by  the  city  authorities.  We  were 
then  advised  by  the  assistant  secretary  to  the  Mayor  that  the 
matter  was  in  the  hands  of  the  Corporation  Counsel  and  ac- 
cordingly, under  date  of  March  30,  I  addressed  you  a  com- 
munication reciting  the  facts  and  asking  you  what  action  had 
been  taken;  notwithstanding  this  letter,  nothing  w^as  done.  On 
May  23,  lOOti,  the  Interborough  Company  had  completed  all 
its  work  as  far  south  as  42d  st,  and  proceeded  to  run  express 
trains  on  its  third  track  to  that  point.  Again,  on  that  very 
day,  a  further  communicStion  was  addressed  to  Mayor  Mc- 
Clellan reciting  the  facts,  advising  him  of  the  operation  of 
these  trains  on  this  track,  and  asking  hiiu  to  act.  Under  date 
of  June  12.  I'.MMi.  you  advised  the  Mayor  that  'You  had  con- 
sidered the  whole  question  involved  with  care  and  had  reached 
the  conclusion  that  it  was  extremely  doubtful  that  either  on 
the  ground  advanced  b.v  counsel  to  the  company  or  on  any 
other  ground  the  New  York  Elevated  Railroad  Company  or  its 
succe.s.sor,  ever  had  a  franchise  to  operate  a  third  track  on  this 
structure,  or  if  it  may  be  contended  that  it  bad,  its  franchise 
has  been  lost  and  forfeited,  so  that  the  Interborough  Rapid 
Transit  Company  has  no  right  whatever  to  operate  a  third 
track  on  the  Third  Avenue  Elevated  structure.' 

"In  this  opinion  you  stated  that  court  proceedings  would  be 
greatly  facilitated  if  the  Rapid  Transit  Commission  would  take 
final  action  upon  an  application  for  a  franchise  for  this  addi- 
tional third  track  which  the  Interborough  Company  had  made 
on  May  31,  I'.IO."),  but  on  which  the  commission  had  not  taken 
final  action.  In  accordance  with  this  suggestion,  the  Rapid 
Transit  Commission  on  June  28,  lOOli,  definitely  denied  this 
application.  It  was  immediately  thereafter  announced  in  the 
newspapers  as   follows:    (Evening   Post.   June  30.   lOOfi.) 

"  'A  complaint  will  be  filed  in  Part  I.  of  the  .Supreme  Court 
on  Monday  by  the  corporation  counsel's  office  against  the  Inter- 
borough Rapid  Transit  Company  because  of  its  effort  to  build 
and  operate  a  third  track  on  its  Third  Avenue  Elevated  line. 
At  the  same  time,  the  city  will  ask  that,  pending  the  determina- 
tion of  the  case,  two  injunctions  be  granted,  one  preventing 
the  Interborough  from  operating  the  third  track,  the  other 
preventing  it  from  maintaining  it.  This  second  order,  if 
granted,  would  compel  the  removal  of  the  track.  The  action 
of  the  legal  department  follows  closely  the  unanimous  decision 
of  the  Rapid  Transit  Commission  against  this  project  two  days 
ago.  At  that  time  Acting  Mayor  McGowan  announced  that  he 
would  have  the  Corporation  Counsel  take  action  to  compel  the 
removal  of  the  tracks.' 

"Upon  inquiry  at  your  office,  we  find,  notwithstanding  your 
announced  intention  as  stated  on  June  30,  that  now,  a  month 
later,  no  action  whatsoever  has  been  brought  on  behalf  of  the 
city  against  the  Interborough  Company  in  this  matter,  and  the 
Interborough  Company  is  still  allowed  to  continue  its  unlawful 
operation  of  this   third   track. 

"To  sum  up:  Over  a  year  ago  a  powerful  street  railroad  cor- 
poration applies  to  the  local  authorities — the  Rapid  Transit 
Commission — for  a  franchise  for  a  third  track  on  one  of  their 
elevated  roads.  The  franchise  is  not  granted.  This  railroad 
corporation  then,  through  the  en.suing  six  months,  proceeds  to 
take  by  force  that  to  which,  in  your  opinion,  it  had  no  legal 
right;  a  body  of  private  citizens  finds  it  necessary  to  call  this 
situation  to  the  attention  of  the  duly  constituted  authorities 
whose  function  it  is,  under  the  provisions  of  the  charter,  to 
prevent  such  occurrences  from  taking  place;  two  months  later, 
nothing  has  been  done,  and  these  citizens  call  this  matter  again 
to  the  attention  of  the  proper  authorities,  but  still  nothing  is 
done.  Finally,  the  railroad  corporation  finishes  its  construc- 
tion and  begins  to  operate  trains.  The  matter  is  again  brought 
to  the  attention  of  the  proper  authorities  and  nearly  one  month 
later,  an  opinion  is  rendered,  that  the  railroad  company  has 
no  rights  whatsoever  in  the  matter;  two  weeks  later  the  Rapid 
Transit  Commission  formally  and  officially  denies  the  applica- 
tion of  this  railroad  company  for  this  franchise.  It  is  then 
announced  by  the  Acting  Mayor  and  by  the  Corporation  Coun- 
sel that  legal  proceedings  will  be  brought  two  days  later  by  the 
Corporation  Counsel  to  stop  the  unlawful  operation  of  these 
trains  and  to  compel  the  removal  of  the  third  track.  To-day, 
one  month  after  this  declared  intention  on  the  part  of  the 
Corporation  Counsel  nothing  has  been  done  and  the  railroad 
corporation  is  still  operating  its  trains  without  let  or  hindrance 
from  the  city  authorities." 


Amendments  to  the  ordinances  of  garage  regulation.-^  were 
recommended  by  the  Municipal  Explosivep  Commission  on 
Wednesda.v  to  Acting  Mayor  McGowan.  The  chief  features  of 
the  proposed  amendments  are  the  requirements  of  a  pump 
house  for  the  handling  of  inflammable  liquid  and  storing  the 
safety  cans;  that  a  cement  floor  be  provided,  and  also  heavy 
galvanized  iron  drip  pans,  with  improved  iron  ventilating  pipe. 
A  copy  of  garage  regulations,  published  January  1,  100(5,  of 
the  City  of  New  York,  can  be  obtained  from  the  Bureau  of 
Combustibles,  Fire  Department,  157-159  East  G7th  St.  George 
E.  Murray  is  inspector. 
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Building  Operations. 


Little  Sisters  of  the  Poor  Award  Contract. 

CAMBRELING  AV.— Hichard  L.  Walsh  Co.,  KM)  WiUiain  st, 
has  oblanied  the  general  contract  to  build  the  fireproof  home, 
"(10x250  ft.,  to  be  erected  at  Cambreling,  Belmont  avs  and  18;5d 
.^t,  the  Bronx,  for  the  Little  Sistei-s  of  the  Poor.  Raymond  F. 
Almirill,  .51  Chambers  st,  is  architect.  No  sub-contracts  nave 
been   awarded. 


Another    Broadway    Garage. 

BROADWAY. — Marvin  &  Davis,  ll:).'!  Broadway,  have  been 
commissioned  to  prepare  plans  for  a  .^-sty  reinforced  concrete 
automobile  garage,  .50x140  ft.,  for  the  Matheson  Motor  Car 
Co.,  Kili)  Broadway,  to  be  erected  at  Nos.  74S-7.50  7th  av  and 
1(!18-1(!U0  Broadway.  Figures  will  now  be  received  on  the 
general  contract. 


H.  C.  F.    Koch  &  Co.  to  Build  Warehouse. 

124TH  ST.— William  H.  Hume  &  Son.  1  Union  sq,  are  pre- 
paring plans  for  an  8-sty  brick  warehouse  to  be  erected  by 
H.  C.  F.  Koch  &  Co.  on  a  plot  .50x100  ft.,  at  Nos.  1.3S  and  140 
West  124th  st,  immediately  opposite  the  rear  of  the  firm's 
12.5th  st  store,  A  tunnel  under  124th  st  will  connect  the  two 
buildings.     No  building  contracts  have  .vet  been   issued. 


Plans  for  A.  C.  Train's  Residence. 

73d  ST. — Former  Assistant  District  Attorney  A.  C.  Train 
iias  oommissioned  Architects  Geo.  B.  Post  &  Sons,  of  No.  3.'{ 
East  17th  st,  to  design  plans  for  a  handsome  new  residence 
which  he  is  to  build  at  No.  113  East  73d  st,  at  a  cost  of  about 
.flOO.OOO.  The  building  will  contain  5  .stories,  a  stone  front  and 
every  convenience.  The  architects  inform  the  Record  and 
Guide  that  estimates  are  all  in,  but  that  no  awards  have  yet 
been   made. 

Contract    for   Philadelphia   Theatre. 

The  Thompson-Starrett  Co.,  40-51  Wall  st,  Manhattan,  and 
1408  Pennsylvania  Building,  Philadelphia,  Pa.,  have  received 
the  general  contract  to  build  the  new  Adelphi  Tneatre,  on  the 
property  adjoining  the  Lyric  Theatre,  at  Broad  and  Cherry 
sts,  Philadelphia,  Pa.  The  building  will  be  an  exact  duplica- 
tion of  the  Lyric,  fireproof  construction  with  cantilever  gal- 
leries and  exterior  walls  of  buff  with  terra  cotta  trimmings. 
The  dimensions  will  be  70x120  ft.,  and  the  estimated  cost  about 
.f  300,000. 


Plans  for  E.  H.  Harriman's  Mansion  at  Mount  Orama. 

Plans  will  be  ready  for  estimates  about  September  1.5th,  for 
the  new  country  mansion,  33x2(X)  ft.,  which  E.  H.  Harriman, 
banker,  No.  120  Broadway,  is  to  erect  at  Mount  Orama,  near 
Tuxedo,  New  York,  at  an  estimated  cost  of  .$300,000.  The 
structure  is  to  be  erected  on  Tower  Hill,  a  sightly  elevation  of 
1,350  ft.,  of  brick,  stone  and  steel,  partially  fireproof.  The 
proposed  work  also  includes  extensive  stables,  barns,  lodge, 
formal  gardens,  power-house,  etc.  The  site  has  been  cleared 
and  excavating  and  grading  has  been  going  on.  Messrs.  Car- 
rere  &  Hastings,  the  architects,  28  East  41st  st,  Manhattan, 
will  receive  all  bids.  (Particulai-s  were  given  in  these  columns 
Oct.   8,    1904.) 


Contract  for  Numismatic  Society  Museum. 

15.5TH  ST. — The  general  contract  for  the  erection  of  the  new 
American  Numismatic  and  Archaeological  Society  Building,  to 
be  situated  on  the  north  side  of  155th  st,  325  ft.  west  of  Broad- 
way, .'?().Sx(i4.3  ft.,  has  been  awarded  to  John  Clark  Udall,  of 
29th  West  34th  st,  for  which  Charles  P.  Huntington,  1.57th  st 
and  Audubon  av,  is  the  architect.  The  structure  will  be  fire- 
proof, of  handsome  design,  3  stories  high,  with  a  tile  roof,  and 
will  cost  about  .$55,000.  The  society's  large  collection  of  coins, 
medals  and  tokens  will  be  on  permanent  exhibition — in  many 
respects  the  most  complete  and  valuable  display  in  the  world. 
Mr.  Archer  M.  Huntington,  of  No.  1083  5th  av,  is  president. 
Byrne  &  Murphy,  890  Park  av,  have  the  plumbing  contract. 
The  site  adjoins  the  new  $3.50.0tlO  building  of  the  Hispanic 
Society  of  America,  at  Audubon  Park.  (See  issue  Jan.  20, 
IVMMJ.) 


Apartments,  Flats  and  Tenements. 

WHITLOCK  AV. — Albert  Rothermel,  owner,  architect  and 
builder,  080-088  East  149th  st,  will  build  on  the  southwest 
corner  of  Whitlock  av  and  Tiffany  st,  Bronx,  a  (5-sty  fiat,  .50x 
90  ft. 


81ST  ST.— J.  Weinstein,  IIG  Nassau  st,  will  build  on  the 
south  side  of  81st  st,  90  ft.  west  of  3d  av,  a  0-sty  22-family 
flat,  40x91  ft.,  to  cost  !i;.'i8,0IK:).  Bernstein  &  Bernstein,  24  East 
23d   st,    are   planning. 

13TH  ST. — Harbater  &  Silk,  .53  Av  B,  will  build  on  the 
north  side  of  13th  .st,  171  ft.  east  of  'id  av,  a  0-sty  .33-faniily 
tenement,  40x!m.3  ft.,  to  cost  .$42,000.  Bernstein  &  Bernstein, 
24  East  23d  st,  are  architects. 

102D  ST. — Richmond  &  Greenfield,  208  Broadway,  will  build 
on  the  north  side  of  102d  st,  127.(i  ft.  west  of  Lexington  av,  a 
0-sty  .S5-family  flat.  .50x87.11  ft.,  to  cost  $.50,000.  Bernstein  & 
Bernstein,  24  East  23d  st,   architects. 


Dwellings. 

72D  ST.— Plans  are  now  ready  for  .$10,000  worth  of  renova- 
tions to  the  4-sty  residence  147  East  72d  st  for  Mrs.  S.  W. 
Swords,  57  East  52d  st,  from  plans  by  E.  L.  Satterlee,  1123 
Broadway.     No  contract   let. 

WHITLOCK  AV. — Albert  Rothermel,  owner,  architect  and 
builder.  080-088  East  149th  st,  has  just  purchased  a  plot  of 
OOOxKK)  ft.  at  the  southwest  corner  of  Whitlock  av  and  Tiffany 
st,  Bronx,  on  which  he  will  erect  twenty-three  2  and  3-sty 
frame  dwellings. 


Churches. 

104TH-l(i.5TH  STS.— Bosworth  &  Holden,  1170  Broadway, 
are  now  taking  estimates  on  tne  general  contract  for  a  crypt 
and  parish  house  for  Saint  Simeon's  Episcopal  Church,  to  be 
erected  at  l(i4th-105th  sts  and  Sheridan  av,  at  an  approximate 
cost  of  .$35,0(KI.  The  edifice  is  to  be  of  brick,  stone  and  frame, 
semi-fireproof. 

AV  D. — No  awards  have  yet  been  made  for  the  1-sty  and 
basement  synagogue,  54x75  ft.,  which  the  Hungarian  Congre- 
gation Beth  Hamidrish  Hogodal  is  to  build  at  Nos.  30-.34  Av  D. 
Steam  heat,  tin  roof,  brick  and  terra  cotta  exterior,  to  cost 
.$50,000.  C.  B.  Meyers,  1  Union  sq,  is  architect.  L.  Ransner, 
113  8th  St.  is  president,  and  D.  Maskovitz,  4ft  Cannon  st,  is  chair- 
man  of   building  committee. 


Mercantile. 

24TH  ST. — No  sub-contracts  have  yet  been  awarded  for  the 
11-sty  mercantile  building,  l(M>x85  ft.,  which  Andrew  J.  Ker- 
win,  Jr,,  13-15  West  24th  st,  is  to  build  at  Nos.  27  to  35  West 
24th  st,  at  a  cost  of  $.50l).(K)0.  Brick,  stone  and  terra  cotta 
exterior,  metal  cornices,  steam  heat,  and  four  buildings  will  be 
demolished.  Mr.  Kerwin  will  receive  separate  estimates  in 
about  two  weeks'  time.  William  H.  Birkmire,  390-398  Broad- 
way,  is  architect.     (See  issue  of  July  21,  I'.IOO.) 


Alterations. 

S7TH  ST. — J.  R.  Dardis,  5.55  West  140th  st,  is  planning  for 
alterations  to  3.53  East  87th  st  for  E.  Krathie,  5.32  East  SOth  st, 
to  cost  $3,tJ00. 

40TH  ST. — Frank  J.  Fee,  .3i;;5  9th  av,  owner  and  architect, 
will  make  extensive  alterations  to  Nos.  415-417  West  40th  st. 
No  contract  let. 

81ST  ST. — Greenstein  &  Mayer.  2.30  Grand  st,  will  alter  Nos. 
507  to  515  East  81st  st,  to  cost  $12,000.  C.  B.  Meyers,  1  Union 
sq,  is  architect. 

49TH  ST. — W.  G.  Clark,  438  West  40th  st,  is  preparing  plans 
for  alterations  to  No.  420  West  49th  st.  Sinton  &  Kransler, 
504  9th  av,   ownei-s. 

WEST  END  AV. — Leopold  Hellinger,  71  East  90th  st,  will 
make  alterations  to  Nos.  20  to  20  West  End  av.  O.  Reissmann, 
30   1st  st,   is   making  plans.     Cost,   $9, .500. 

12TH  ST. — Joseph  Schinkeim,  07  Av  B,  will  make'  $7,000 
worth  of  alterations  to  the  southeast  corner  of  Tith  st  and  Av 
C.     C.  Dunne,  210  East  14th  st,  is  architect. 

MADISON    AV. — The    Berkshire    Apartment    Association,    .500 
Madison   av,    will   make   extensive   alterations    to    the   9-sty    ele-. 
vator   apartment    house   northwest   corner   of   Madison   av   and 
52d   St.      Edward    S.   Hewitt,   3   West   29th    st,    is   making   plans. 
No  contract   let. 


Miscellaneous. 

Lewis  Leining,  Jr..  355  P^ast  19th  st,  is  preparing  plans,  for 
a  country  house  for  Henry  Hillen,  to  be  erected  at  Amityville, 
Long  Island.     Cost,  about  $8,(K10. 

The  Gardner  Engineering  Co..  of  130  Liberty  st.  New  York, 
is  about  to  erect  a  plant  for  manufacturing  improved  machinery 
and  equipment  in  the  vicinity  of  New  York,  which  will  employ 
about  200  men. 
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HE   Highest  Standard  of 
Instruction  in  Real  Estate 


We  teach  by  mail  howito  buy  and  sell  real  estate.    We  teach  all  the  phases 

of  the  real  estate  business  thoroughly  and  exhaustively;  and  our  lessons  will 

he  worth  hundreds  of  dollars  to  every  one  interested  in  real  estate. 

IT    IS    THK    IDEAL    METHOU 

Write  for  Booklet  H.  which  will  tell  you  all  about  it 

C  S.  Real  Estate  Correspondence  Institnte,  Uegeman  Bldg.  200  B'way 


Contracts  Awarded. 

D.  C.  Weeks  &  Son,  liW)  4th  av,  Manhattan,  has  obtained  the 
general  contract  to  build  for  the  Central  New  Yorl<  Telephone 
and  Telegraph  Co.  a  o-sty  office  and  business  building  on  Mont- 
gomery St,  Syracuse,  N.  Y. 

PRINCE  ST.— Jeans  &  Taylor,  4.53  West  Broadway,  have 
obtained  the  general  contract  to  build  for  Charles  H.  Darrow 
at  Nas.  ]!)!l-201  Prmce  st.  a  fi-sty  flat  building,  41).  IxTTxKltl  ft., 
from  plans  by  John  Ph.  Voelker,  !I79  .Sd  av. 

PAItK  AV. — Chas.  T.  Wills,  l.')i;  5th  av,  has  obtained  the 
general  contract  to  build  the  new  residence  for  G.  A,  Brewster, 
T!)  Wall  st,  at  No.  74S  Park  av,  from  plans  by  Trowbridge  & 
],.ivingston,   42.">  3th   av.      No   sub-contracts   let. 

34TH  ST. — The  Jones  Construction  Co.,  1  Union  sq,  has  ob- 
tained the  general  contract  for  extensive  alterations  to  the 
.'i-sty  store  building  42  West  34th  st,  for  Vivant  Macliin,  mil 
East  59th  st.  L.  Martineau,  1  Union  sq,  is  architect.  New 
stairs,  store  fronts,  chimney,   partitions,  etc. 

PARK  AV. — Geo.  Vassars  Son  &  Co.,  lit  5th  av.  have  re- 
ceived the  general  contract  for  .$10,000  worth  of  alterations  to 
the  4-sty  residence  northwest  corner  of  Park  av  and  .3Sth  st 
for  James  Stokes,  G8  Park  av,  from  plans  by  Boiler  &  Hodge,  1 
Madison   av.     S.   P.   Woodruff,   49  Cedar  st,   will  superintend. 


Estimates  Receivable. 

JORALEMON  ST. — Napoleon  Le  Brun  &  Sons,  architects,  1 
Madison  av,  Manhattan,  are  taking  figures  on  an  addition  to 
the  Packer  Collegiate  Institute,  Joralemon   st,    Brooklyn. 

5TTH  ST.— A.  S.  G.  Taylor,  24  East  23d  st,  has  plans  ready 
for  the  erection  of  an  11  and  15-sty  front  and  side  addition  to 
the  11-sty  apartment  house  Nos.  201-213  West  57th  st,  to  cost 
about  .fl25,O0O.     No   contract   let. 

82D  ST. — Clement  B.  Brun,  1  Madison  av,  has  plans  ready 
for  the  3-sty  garage,  .50x95  ft.,  which  S.  B.  Mills,  10  West  130th 
st,  will  build  at  No.  213  West  82d  st,  at  a  cost  of  $20,000. 
Concrete,  stucco  finish,  plastic  slate  roof,   etc. 

KENT  AV. — Henry  Regelmann,  133  7th  st,  is  taking  figures 
on  general  contract  for  a  4-sty  factory,  .50x130  ft.,  for  Wm. 
Henne  &  Co.  (slippers),  '  S07  East  0th  st,  Manhattan,  to  be 
erected  at  No.  0(55  Kent  av,  Brooklyn.     No  contracts  let. 

Arthur  Kaufman,  1133  Broadway,  Manhattan,  is  taking 
figures  on  the  general  contract  for  a  factory  building  to  be 
erected  on  Ogden  st,  near  4th  av,  Newark,  N.  J.,  for  L.  A. 
Meyers.  The  building  is  to  be  of  brick,  frame  and  steel,  non- 
fireriroof. 

HICKS  ST. — Francis  A.  Regan,  245  President  st,  Brooklyn, 
is  taking  figures  on  general  contract  for  a  3-sty  fireproof 
parochial  school,  100x100  ft.,  for  St.  Stephen's  Roman  Catholic 
Church,  to  be  erected  at  Hicks  and  Carroll  sts,  Brooklyn.  No 
contract  let. 


9TH  AV.— No  contract  has  yet  been  awarded  for  the  improve- 
ments which  the  estate  of  V.  Diefenthaler,  SO  Washington 
Sq  East,  is  to  make  to  the  store  and  office  building  southeast 
corner  of  9th  av  and  .57th  st,  to  cost  about  .$10,000.  A.  O. 
Hoddick,  29  West  34th   st,   is  architect. 

SPRING  ST. — C.  Abbott  French,  158  West  4th  st,  has  plans 
ready  for  figures  on  the  7-sty  storage  building,  7.3x112x80  ft., 
which  Anton  L.  Olsen,  1518  Vyse  av,  is  to  build  at  Nos.  .341-347 
Spring  st,  to  cost  $X0,tX)0.  Harvard  brick  in  flemish  bond, 
galvanized  iron  skylights,  plastic  slate  roof,  fire  clay  tile 
coping.      No   contract   let. 

4TH  ST. — No  contract  has  yet  been  awarded  for  the  3-sty 
stable,  13.5x27  ft.,  tar  and  gravel  roof,  which  Hencken  &  Will- 
enbrock,  foot  of  Stanton  st,  will  build  on  the  north  side  of 
4th  st,  310  ft.  east  of  Lewis  st,  to  cost  .$12,000.  Henry  Holder, 
Jr..  242  Franklin  av,  Brooklyn,  is  architect.  One  building 
w.ll  be  demolished,  glazed  tile  coping,  brick  exterior,  brick 
cornices. 

51ST  ST. — No  contract  has  yet  been  awarded  for  the  9-sty 
warehouse,  00x95  ft.,  which  Thomas  M.  Stewart,  104  West  7(>th 
st,  is  to  build  at  Nos.  438  to  442  West  51st  st,  at  a  cost  of 
,$100,000.  John  T.  Rowland,  Jr.,  and  Frank  Enrich,  of  15 
Exchange  pi,  Jersey  City,  are  associate  architects.  Plans  call 
for  an  exteiior  of  brick,  limestone,  stone  trim,  tile  and  stone 
coping,  steam  heat,  slag  roof,  etc. 

BRIDGE  ST. — D'Oench  &  Tost,  architects.  No.  289  4th  av, 
are  taking  figures  on  alterations  and  additions  to  the  depart- 
ment store  building  of  Messrs.  Chapman  &  Co.  at  the  northwest 
corner  of  Bridge  and  Fulton  sts.  Brooklyn.  These  alterations 
consist  of  show  windows  for  their  building,  with  entrances 
from  the  Hoyt  st  station  of  the  subway  of  the  Rapid  Transit 
Railway.  It  is  learned  that  several  of  the  large  department 
stores  of  Brooklyn,  which  are  situated  along  the  subway  lines, 
will  have  these  show  windows,  etc.,  which  will  be  similar  to 
the  ones  at  the  Astor  pi  station  of  the  subway,  such  as  at 
Wanamaker's  store. 


Bids  Opened. 

Bids  w^ere  opened  by  the  Board  of  Education  on  Monday, 
July  .30,  No.  1,  installing  electric  generating  equipment  in 
Stuyvesant  High  School,  Manhattan.  Peet,  McAnerney  & 
Powers,  .$44,87.3,  low  bidders.  Other  bidders  were:  W.  M. 
Sheehan  &  Co.,  Johnston  Livingston,  Jr.,  &  Co.  No.  2.  Install- 
ing electric  equipment  in  Public  .School  1,  Richmond.  T.  Fred- 
erick Jackson,  Inc.,  .$9,400,  low  bidder.  The  only  other  bid  re- 
ceived was  from  Daniel  J.  Diel  &  Co.  No.  3.  Installing  shop 
equipment  in  the  annex  to  .Stuyvesant  High  School,  at  Public 
School  105,  Manhattan.  No  bids  were  submitted.  No.  4.  In- 
stalling heating  and  ventilating  apparatus  to  Public  School 
158,    Manhattah.      Evans,    Almirall    &    Co.,    .$24,777,    low    bidder. 


Rye,  N.   Y. 

William  H.  Browning,  vice-president  of  Browning,  King  & 
Co,,  .clothiers.  No.  20  Cooper  Square  West,  is  to  build  on  the 
north  end  of  Manursing  Island,  at  Rye,  N.  Y.,  overlooking  the 
sound.  Everything  pertaining  to  the  improvement  is  in  the 
hands  of  the  architect,  Oscar  Bluemner,  29  West  42d  st,  who 
will  have  full  charge  of  the  work.  The  structure  will  contain 
many   unusual   features,   such   as   are  not   found   in   similar  resi- 


COTTAGE    FOR    W.    H.    BROWNING. 


Oscar  Bluemner,   Architect. 


dences.  The  scheme  shown  calls  for  a  library,  drawing,  billiard 
and  living  rooms,  seven  baths  and  sleeping  rooms.  The  exterior 
will  be  in  native  stone  and  frame  2i,i>-stys  in  heiglit,  and 
measure  20x40x220  ft.  irregular,  w^th  shingle  roof,  steam  heat, 
electric  lights,  etc.  The  general  contract  has  just  been  awarded 
to  Daniel  H.  Berry,  of  Rye,  N.  Y.,  the  cost  being  estimated  at 
about  $85,000.  Mr.  Browning  resides  at  No.  18  West  .54tli  si, 
Manhattan. 
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The  Baldwin  Engineering  Co's 

Pneumatic  Renovating  ^^  Cleaning 

Apparatus 

We  guarantee  a  cleaning  plant  of  unequalled  service  for  Office 
Buildings,  Hotels,  Hospitals,  Schools,  Residences,  Railroad  Stations 

and  also  Portable  Plants 

Our  Cleaning  and  Scrubbing  Implements  Are  Valuable  Improvements 


IVE  FURNISH   ESTIMATES 


THE  BALDWIN  ENGINEERING  CO. 

107    WEST     17th    STREET,    NEW  YORK 


other  bidders  were:  N.  Y.  Steam  Fitting  Co.,  Blake  &  Williams, 
Prank  Dobson.  No.  .5.  Erection  of  outside  iron  stairs  at  Public 
School  1.34,  Manhattan.  Joseph  Balaban,  !i!l,13!),  low  bidder. 
No.  0.  Alterations  and  additions  to  heating  and  ventilating  ap- 
paratu.s  of  .'^'choo!  51,  Brooklyn.  DowdeweU  *Bros.,  !f2,(!r>U,  low 
bidders.  No.  7.  Installing  electric  equipment  in  Public  School 
(!,  Brooklyn.  Commercial  Construction  Co.,  .1(14,03-1,  low  bidder. 
The  only  other  bid  received  was  from  Frederick  Pearce  Co.  No. 
8.  General  construction  of  additional  stories  of  temporary 
buildings  in  the  rear  of  School  4."),  Brooklyn.  P.  S.  O'Brien, 
$2r),343,  low  bidder.  No.  !).  General  construction  of  toilets  and 
stair  houses  and  general  alterations  to  Public  School  .50,  Brook- 
lyn. Joseph  Ohlhausen,  !fl7,(i.S4,  low  bidder.  Other  bidders 
were:  K.  A.  Hutan,  i'orli  &  Jaesjer,  Christopher  Nally.  No.  10. 
Installing  heating  and  ventilating  apparatus  to  Pubiic  School 
2."),  Queens.     Isaac  B.  Merritt,  $3,440,  low  bidder. 

Lands  for  the  Memorial  Viaduct. 

The  Corporation  Counsel'-s  office  has  conunenced  proceedings 
to  acquire  lands  which  are  required  for  the  Henry  Hudson 
Memorial   Viaduct. 

The  property  which  the  Department  of  Bridges  desires  for 
this  bridge  consists  of  a  strip  .300  ft.  in  width  and  comprising 
one  parcel  lying  in  the  Borough  of  Manhattan  and  immediately 
south  of  the  Harlem  River,  with  a  length  of  about  1,100  ft., 
and  of  four  parcels  lying  in  the  Borough  of  the  Bronx,  ex- 
tending from  the  Harlem  River  northwardly  to  a  point  about 
80  ft.  north  of  the  northerly  side  of  West  227tn  st.  The  ac- 
quisition of  a  strip  .300  ft.  wide  is  a  very  wise  precaution,  as  it 
will  prevent  the  disfigurement  of  the  dignified  bridge  which  it 
is  proposed  to  erect  by  unsightly  structures  in  close  proximity 
to  it.  If  an  object  lesson  were  needed  of  the  unfortunate  re- 
.^ults  of  the  building  of  structures  alongside  of  such  a  bridge,  it 
could  be  found  in  the  viaduct  by  which  tlie  Riverside  Drive  is 
carried  across  Manhattan  Valley,  immediately  adjoining  whicli, 
and  so  near  that  it  can  be  reached  by  those  passing  along  the 
sidewalk,  has  been  built  an  enormous  gas  receiver,  which  de- 
tracts greatly  from  the  appearance  and  dignity  of  this  bridge. 

The  Bridge  Commissioner  has  furnished  technical  descriptions 
for  each  of  the  five  parcels  required,  but  he  does  not  give  the 
assessed  value  of  any  of  them.  This  value  it  is  exceedingly  difB- 
cult  to  obtain,  as  the  property  divisions  in  no  case  agree  with 
the  lines  fixed,  but  as  nearly  as  can  be  estimated,  they  are  as 
follows: 

Parcel  No.   1 — Borough  of  the  Bronx .$47,0011.00 

Parcel  No.  2 — Borough  of   the   Bronx 22,II(MI.(M) 

Parcel  No.  3— Borough  of  the  Bronx .5,(MI0.(M) 

Parcel  No,  4— Borough  of  the  Bronx 23,OOO.t)0 

Parcel   No.   .5 — Borough   of  Manhattan (;.-|, 0011.00 

• 

Personal. 

At  a  meeting  of  the  executive  committee  of  the  New  York 
Chapter  of  the  American  Institute  of  Architects,  the  Society  of 
Beaux  Arts  Architects  and  the  Architectural  League  of  New 
York,  resolutions  expressing  a  great  loss  in  the  death  of  Stan- 
ford White  were  adopted.  The  secretary  was  instructed  to  send 
a  copy  of  the  resolution  to  Mrs.  Stanford  White  and  Messrs. 
McKim,  Mead  &  White. 

Charles  Addison  Bragg.  District  OfBce  Manager  of  the  West- 
inghouse    Electric    &    Mfg.    Co.,    Philadelphia,    Pa.,    died    at    that 


place  on  Sunday,  July  29.  after  an  illness  of  over  two  months' 
duration.  Mr.  Bragg  was  one  of  the  pioneers  in  the  electrical 
business,  he  having  been  associated  with  the  United  States 
Electric  Lighting  Co.  as  early  as  1882.  His  connection  with  the 
Westinghouse  Electric  &  Mfg.  Co.  began  in  the  year  1880,  when 
he  was  made  the  manager  of  the  Piiiladelphia  office,  which  posi- 
tion he  filled  successfully  up  to  the  time  of  his  death.  Mr.  Bragg 
po.ssessed  a  most  genial  disposition,  which  endeared  him  to  all 
with  whom  he  came  in  contact.  He  was  born  and  reared  in 
Franklin  County,  Mo.  Following  his  early  education,  he  at- 
tended Yale  College,  from  which  he  was  graduated.  He  was  50 
years  old.     Mr.  Bragg  is  survived  by  his  wife  and  one  daughter. 


Statement  of  Losses  Incurred  in  the  City  of  San  Fran- 
cisco, Cal.,  by  the  Continental  Insurance  Company 
of  New  York. 

(.Statement   made  as  of  July  20,   1000,  as  required  by   the   Insur- 
ance Commissioner  of  tiie  State   of  Kentucky.) 

Gross  liability  (being  the  face  amount  of  every 
policy  in  the  burned  or  damaged  district  of  .San 
Francisco     !f2.741.,S8(i.04 

Amount   of   leuisurame  held   in  solvent   companies..       704,(i5Li..5"2 


Continental's    liability    less    reinsurance $1,077,230.42 

Gross   amount   adjusted   and    paid $l,.'">17,8tJ.5.53 

Less    reinsurance    303,177.!59  1,124,087.94 


Unpaid   Continental   liability   July   20,    1900.. 

Gross    liability    paid    '.less    rein- 
surance)     .1!l,l'24,(iS7.94 

Amount    paid    994,400.95 


.i;s.52,.'j42.48 


Saivase     130,277.09  =  11.5% 

Estimate  salvage  on  unpaid   (at   10%) 


85,2.54.24 


Estimated    remaining   liability    in    San    Francisco .$707,288.24, 

Liability  has  not  been  denied  upon  any  claim  up  to  this  date. 
No  amounts  have  been  paid  into  the  company  for  the  pur- 
pose of  increasing  its  capital   or  surplus. 

The  foregoing  statement  is  true  and  correct  to  the  best  of.! 
my   knowledge  and   belief.  ,, 

HENRY   EVANS,   President. 
.Subscribed    and    sworn    to    before    me    this    .30th    day    of    July, 
A.    D.,    1900. 

ERNEST    STURM. 
(Seal)      Notary  Public,   Kings  County,   New  York. 
(Certificate  filed   in   New   York  County,   N.   Y.) 


All  records  for  quick  construction  were  broken,  it  is  said, 
by  the  Thompson-Starrett  Co.,  of  New  York,  in  the  construction 
of  the  great  mercantile  plant  for  Seai-s,  Roebuck  &  Co.,  of  Chi- 
cago, and  a  bonus  of  .l!75,00O  was  given  the  builders.  There  are 
six  buildings,  occupying  a  good  part  of  a  site  a  half  mile  long 
by  7(X»  ft.  wide,  with  a  total  fioor  area  of  fifty,  acres.  Seven 
thousand  building  mechanics  were  employed  at  one  time  on  the 
group  of  structures.  Tlie  buildings  are  remarkable  for  their 
architectural  elegance.  In  the  centre  of  the  plant  a  whole  city 
block  has  been  laid  off  in  an  Italian  garden. 


2l6 


HFXOIID    AND    (;UIDE 


August  4,  1906 


IN  THE  REAL   ESTATE  FIELD 


Real  Estate  and  Building  Statistics. 

Th«  following  are  th«  comparatlv*  tables  of  Manhattan,  Th« 
Bronx   and   Brooklyn   of  th«   Conveyances,   Mortgages   and   Pro- 
jected Buildings  for  the  corresponding  weeks  of   1905  and  1900: 
MANHATTAN    AND    THE    BRONX. 

CONVEYANCES. 


1906. 
July  27Aiig.  2,  Ino. 

TutaJ  No.  tor  Manhattan 391 

No.  with  oonolderatlon 23 

Amount  InTolTOd 12,137,170 

Number  nominal 368 


Tjtal  No.  Manhattan.  Jan.  1  to  date 

No.  with  consideration,  Manhattan,  Jan. 

1  to  date 

Tstal  Amt.  Manhattan,  Jan.  1  to  date 


1905. 
July  28-Aug.3,  inc. 
Total  No.  tor  Manhattan  428 

No.  with  consltieratkm. .  _  26 

Amount  Involved J642,365 

Number  nominal 402 


1906. 
15,144 


919 
148,662,819 


1905. 
16,152 

1,194 
$58,777,060 


1903. 
July  27-Aug.  2,  Inc. 

Total  No.  tor  the  Broni 233 

No.  with  consideration 12 

Amount  Involved 1123,492 

Numbernomlnal 221 


Tatal  No.,  The  Bronx,  Jan.  1  to  date 

Total  Amt.,  The  Btoni,  Jan.  1  to  date. . . 
Total  IVo.  manbaltaii  and  The 

Bronx.  Jan.  1  to  date 

Total  Amt.  manbattau  and  TUe 

Bronx,  Jan.  1  to  date 


1905. 
July  28-Aug.  3,  Inc. 
Total  No.  tor  The  Bronx  259 

No.  with  consideration . .  26 

Amount  Involved $263,039 

Numbernomlnal 233 


1908. 
8,153 
15,583,566 

23,497 

«.54,-J46,3S3 


1905. 
8.993 
»9,779,608 

24,135 

ft68,336,6tiS 


Assesaed  Value 


T>>tal  No.,  with  Consideration 

Amount  1  nvolved 

Auessed  Value 

Tetal  No.,  Nominal 

Aigesied  Value 

Total  No.  with  Consld.,  Irom  Jan.  1st  to  date 

Amount  involved "  " 

Assessed  value "  " 

Total  No.  Nominal "  " 

Aaaessed  Value "  " 

Total  Tio.  tor   Manhattan,  tor 

July 

Total  Amt.  tor  manhattan  for 

July 

Total  No.  Nominal 

Total  No.  tor  The    Bronx,    tor 

July ■■■• 

Total  Amt.  tor  The  Bronx,  tor 

July 

Total  No.  Nominal 

MOBTOAQES, 
1908. 
^-July  27-Aug.  2 
Manhattan. 

Tjtal  number 299 

Amount  Involved $4,501,163 

No.aten 168 

Amount  Involved $1,294,099 

No.  at  d;;?^ 

Amount  Involved 

No.   at  6HH 5 

Amount  involved f  186.000 

N«.»»S«« 

Amount  Involved 

No.atSK 74 

Amount  Involved $1,626,214 

N*.al4KH 

Amount  Involved 

Ne.at4X5i 21 

Amount  Involved $560,500 

N».  mimti 

AMtant  Involved 

jja  at  49£         ^ 

AflieuntlnvoiTed.' $201,000 

NBmbar  at  S?-4'H 

AKLSOftt  Involved 

««a»r»l2HJ< 

Ai»4ftai  Involved 

Nft.  without  Interest 28 

Amount  Involved $633,350 

No.  above  to   Bank,   Trust 

and  Insurance  Companies  33 

Amount  involved $888,500 


Total  No.,  Manhattan,  Jan.  1  to  date 

Total  Amt.,  Manhattan,  Jan.  1  to  date 

Tetal  So..  The  Bronx,  Jan.  1  to  date 

Total  Amt., The  Bronx.  Jan.  1  to  date 

Total  No.,  manhattan  and  The 

Bronx,  Jan.  1  to  date  

Total  Ami.  Manhattan  »  ad  The 

Bronx,  Jan.  1  to  date        

Total   No.   tor   manhattan   tor 

July 

Total  Amt.  tor  manhattan  for 


manhattan. 

1906. 
July  27Aug.  2.1no.  July 
23 
$2,137,170 
$1,679,000 
368 
$10,868,400 
919 
$48,662,819 
$33,890,275 
■    14,225 
$469,078,700 


1,702 

47,237,268 
1,59S 

1,633 

•  1,216,232 
1,468 


1905. 

28-Aug.  8,lnc. 

26 

$642,365 

$463,500 

402 

$10,974,100 

1,194 

$58,777,060 

$40,444,057 

13,958 

$471,649,234 

1,080 

«S,048,343 
1,003 

1,080 

S322,9»4 
003 


Inc. — , 
Bronx. 

166 

$719,199 

68 

$236,848 


26 
$115,350 


1905 

._  -July  28-Aug.  3,  Ino.- 
Manhattan.         Bronx. 


67 
$292,501 


2 
$10,000 


'"'^c 


Total 

July 

Total  Amt, 

July 


tor   The    Bronx,  tor 


tor  The  Bronx,  tor 


13            

$84,500           

12            

$150  500             

1906. 

12,060 

$228,144,473 

5,821 

$44,786,241 

1905. 

15,384 

$406,080,375 

7,541 

$68,557,267 

17,881 

22,923 

«270,930,7  14 

•474,637,642 

1,696 

344 

»33,714,470 

«0,407,987 

1,366 

380 

»7,110,371 

•  1,295,490 

PROJECTED   BUILDINGS. 


lotal  No.  New  Buildings : 

Manhattan 

The  Bronx 


Grand  total 

Total  Amt.  Ns  ■'  BuUdlngs : 


Manhattan. 
Tbe  Bronx  . 


Grand  Total. . 


76 

$1,918,100 
1,344,300 

$3,260,400 


Note.— Owing  to  the  great  number  of  mortgages  filed  on  June  30  of  last  year 
It  Is  impossible  to  give  aoorrectoomparlsonof  thecorrespondlngweek  of  1905 


1900.  1905. 

July  28-Aug.  8,  Inc.  July29Aug.4,ino. 
21  61 

54  58 


114 


$3,455,400 
1,284,000 


$4,789,400 


Total  Amt.  Alterations : 

Manhattoji 

Tbo  Bronx 


Grand  total 

Total  No.  ot  New  Buildings  : 
Manhattan,  Jan.  1  to  date. 
The  Bronx,  Jan  1  to  date . . 


$368,370 
12,800 


$381,170 


1.229 
1,439 


mubtn-Bronx,  Jan.  1  to  date 

Total  Amt.  New  Buildings  : 

Manhatun,  Jan.  1  to  date 

The  Bronx,  Jan.  1  to  date 

mnbtu-Hronx,  Jan.  1  to  date 

T  )t«l  Amt.  Alterations  : 

mnbtn-BronT    Jf%n.  1  to  «1a.te 

Total    No.    Netv    Hiagti.,    man- 
hattan, for  .luly 

Total  Amt.   Neu'  Bldgtt.,  man- 
hattan, for  July 

Total     No.     New     Bldgrs.,    The 
Bronx,  for  July 

Total    Amt.     New    Bld^s.,    The 
Bronx,  for  July- 


2,668 

$83,882,530 
HI, 305,795 


$150,650 
14,450 


$174,100 


1,517 
1,448 


2.965 


$77,559,987 
24,976,975 


•  103,168,323    •102,336,962 
•13,998,298       ^10,107,410 


132 
•8,322,430 
1S2 
83,003,930 
BROOKLYN. 

OONVEYANCEB. 

1906. 


276 

•  13,804,300 

228 

•  .'3,042,260 

1905. 
July26-Aug.  1,  Inc.  July  27-Aug.2, Inc. 


Total  number 840 

No.  with  consideration  59 

iraount  Involved $445,615 

Number  nominal 781 

Fot«il  niiii.beruf  Conveyances, 

Jau.  I  ««  date 31,118 

Total  auioiiut  of  Conveyances, 

Jan.  I  t«.  dam «19,747,269 

Total   No.  of   Conveyances   tor 

July 4,770 

Total  Amt.  of  Conveyances  tor 

July »1,931,097 

Total  No.  of  Nominal  Convey- 
ances for  July 4,302 

•  MORTGAGES. 

Total  number.  863 

Amount  involved $3,256,801 

No.  at  6?j; 477 

Amount  Involved $1,218,009 

No.  at  5ii% 132 

Amount  Involved $601,322 

No.  at  5i4?i 

Amount  involved 

No.  al5{% 

Amount  Involved 

No.  at  5«i  220 

Amount  Involved $1,298,038 

No.  at  4i<,9i; 4 

Amount  Involved  $33,650 

No.at4?i 2 

Amount  Involved $2,350 

No.  at3«{ 2 

Amount  Involved $1,775 

No.  without  Interest 26 

Amount  involved $101,657 

Total     number    of    Mortgagea. 

Jan.  1  to  date 23,360 

Total     amount    of    mortgages, 

Jan.l  to  date S97, 673.012 

Total     No.     of     mortgages     for 

July 4,326 

Total    Amt.    of    mortgages   for 

July •17,443,684 

PROJECTED  BUILDINGS. 

238 
$1,568,260 


841 

75 

$892,628 

768 

26,819 

•  20,473,271 

3,030 

•  1,629,994 

2,467 


No.  ot  New  Buildings 

Estimated  cost 

Total    No.    of    Neir  Buildings, 

Jan.  1  to  date 3,020 

Total  Amt.  of  New  Buildings, 

Jan.  1  to  dale «36,299,942 

Total    amount   of    Alterations. 

Jau.1t«da«<- S3,241,S43 

Total    So.    of    Nenr    Bldgs.    for 

July 883 

Total  Amt.  of  Nen^  Bldgs.  tor 

July $7,392,761 


24,481 

$138,981,037 

1,334 

•4  268,380 

166 
$1,514,700 

4,862 

•39,494,579 

•3,101,603 

776 

•  5,853,570 


NOTE.— Owing  to  the  great  number  of  mortgages  filed  on  June  30  of  last  year. 
It  Is  Impossible  to  give  a  crtrroct  comparison  of  thecorrespondlngweek  of  1905. 


PRIVATE    SALES    MARKET 


Jere  Jolm.-^on,  Jr..  Co.,  will  ."icll  at  auction  on  Tuesday, 
August  7,  at  12  m.,  in  the  Brooklyn  Real  Estate  Exchange,  189 
Montagnie  st,  2tH>  lots  situated  on  Av  L  and  Remsen  av.  East 
Slith  to  East  91st  st,  Canarsie,  close  to  Canarsie  extension  of 
the  Kings  County  Elevated  R.  R.  station  at  Av  L;  five-cent 
fare  to  Manhattan.  The  property  is  also  accessible  by  trolley 
lines  and  is  within  a  short  walk  of  Canarsie  Landing  and  the 
new  City  Park.  Titles  will  be  insured  by  the  Title  Guarantee 
and  Trust  Co.,  and  the  lots  may  be  paid  for  in  monthly  in- 
stalments, or  with  a  five  per  cent,  discount  for  cash.  Maps 
and  information  may  be  obtained  from  the  auctioneers,  211 
Montague  st,  Brooklyn,  or  187  Bi'oadway,  Manhattan,  ur  fi-om 
the  Realty  Associates,  170  Remsen  st,   Brooklyn. 


South  of  59th  Street. 

ALLEN  ST. — Isadoie  M.  Levy  sold  for  a  client  to  Perlman 
&  Levene  202  an.l  2t)4  Allen  st,  old  buildings,  43x50.  New  law 
loiieiiieat   houses   will  be  erected   on   the  site. 

DOWNING  ST. — Zunino,  Gillen  &  Co.  sold  for  John  F.  Galvin 
to  a  builder  the  plot,  90x'.)2,  n-irthwest  corner  of  Downing  & 
Bedfoi-d  sts.     Tenements  will  be  build  on  the  site. 


August  4,  1906 


RECORD    AND    GUIDE 


iif 


JONldS  ST. — Pollok  &  Deutsch.  as  attorneys,  bought  7  Jones 
tt,  a  .T-bty  tenement,  i;.")x]0(!,  and  re.sild  to  Hany  Oucker. 

McDOUGAL  ST. — Porrino  &  Ragaglia  solJ  tor  Mrs.  Maria 
Habermann  to  Mrs.  Conti  and  Mrs.  Pellegrini  the  4-sty  building 
133   McDougal  st,   24.(ixS,S.0. 

WASHINGTON  PL.— R.  Wilmarth  Appleton  sold  tor  a  client 
(!8  to  72  Washington  pi,  3  and  4-sty  connected  buildings,  (!3x(J0, 
forming  what  is  known  as  the  Mitchell  House. 

lOTH  AV. — John  I".  Dooling  sold  to  William  T.  Young  47 
40th  av,  4-sty  tenement  houses  southwest  corner  of  Soth  st, 
24.Sxlt)0. 

IITH  ST. —J.  Rosenbluni  &  Co.  sold  for  David  Strauss  to 
Mandol  Kata  (140  East  J  1th  st,  a  5-sty  tenement,  2r)xS)l. 

12TH  ST. — Chas.  E.  Duross  sold  to  an  investor  for  the  A.  C. 
&  B.  M.  Hall  Realty  Company  the  "i-sty  double  flat  131!  West 
12th    st,    25x103. 

2GTH  ST. — Samuel  Blumenstock  and  Henry  Nichols  sold  to 
the  Central  Consumers'  Wine  and  Liquor  Co.  507  to  511  West 
20th  st,  three  4-sty  flats,   with  stores,  09x100. 

37TH  ST. — The  estate  of  Cornelia  H.  Davies  sold  to  a  Mr. 
Eno  17  West  37th  st,  a  4-sty  dweliing,  21.0v98.9. 


North   of  59th   Street. 

70TH  ST. — John  P.  Kirvv'in  sold  tor  Frank  Dana  to  John  J. 
Healy  242  West  70th  st,  a  5-sty  American  basement  dwelling, 
17x100.5. 

IKiTH  ST. — Saul  R.  Lippnian  sold  for  a  client  to  Jacob  H. 
Harris  and  Sainuel  Barnett  451  and  453  East  IKith  st,  a  0-sty 
tenement  house,   with  stores,  40x83. 

LEXINGTON  AV. — Montgomery  &  Seitz  soW  tor  B.  Baruch 
1044  Lexinrfton  av,  a  4-sty  and  basement  dwelling,   17x80. 

2d  av. — I.  Sprung  bought  from  Gertrude  Rhinelander  Waldo 
1710  to  1722  2d  av,  two  5-sty  buildings  with  stores,  lOO.xlOO, 
northeast  corner  of  89th  st.  Ashforth  &  Co.  wei~e  the 
brokers. 


Cuozzo  &  Gagliano  Company  leased  for  A.  L.  Ernst  to  a  client 
the  5-sty  tenement  421  West  39th  st,  at  an  aggregate  rental 
of  .$18,001). 

Ogc'en    &    Clarkson    leused    for    Robert    Smith    to    Leon    Rosen- 
the  entire  btiiiding  40  West   14th  st  tor  a  long  term  of  .veai-s,  at 
an  aggregate  rental  of  about  $250,000. 

Chas.  ,E.  Duross  leased  the  entire  third  lott  in  4<)8  to  412 
West  13th  st  tor  G.  B.  Rafetto  to  American  Musical  String 
Co.;  leased  the  first  loft  118  West  23d  st  to  Translucent  Window 
Sign  Co.;  leased  340  West  19th  st  for  Nevins  &  Perelman; 
leased  sixth  loft  at  28  West  1.5th  st  for  Catherine  De  Nyke  to 
Freedman  &  Jacoby;  leased  store  1.52  West  14th  st  to  Ernest 
Clerissy;  store  120  West  17th  st  to  George  A.  Berger;  leased 
210  West  39th  st  for  L.  A.  Early  to  Antonia  Belucci;  leased 
store  at  242  West  14th  st  for  A.  C.  Bechstein  to  Abraham 
Convisser. 

Important  Bronx  Borough  Lease. 

Goodman  Realty  Co.  leased  for  the  Fleischmann  Realty  Co. 
to  a  client  for  a  term  of  years  the  southeast  corner  of  149th  st 
and  3d  av,  being  at  the  junction  of  Willis  av  and  known  as  the 
Realty  Building. 

Important  Hotel  Lease. 

R.  Wilmarth  Appleton  leased  tor  F.  J.  Woods  the  Hotel  Bruns- 
wick, southwest  corner  Madison  av  and  89th  st.  a  7-sty  building, 
fronting  25  ft.  in  Madison  av  and  1.38  tt.  in  89th  st,  by  KXt  tt.  in 
depth.  The  lease  is  tor  0  years,  at  an  aggregate  rental  of 
$1.50,000. 


The  Bronx. 

149T1I  ST. — Herman  A.  Rappold  sold  701  and  7<i3  East  119tli 
st,  a  5-sty  triple  flat,  with  stores,  — x75,  to  Chas.  F.  Coy. 

180TH  ST.— Ed.vard  Polak  sold  for  Chas.  Laird  to  E.  Hurley 
1000   Ea..^t   K-Oth   st,  2-sty  frame  2-family  house,   2.5x03. 

183D  ST. — Herman  A.  Rappolt  sold  a  corner  plot  of  six  lots 
southwest  corner  of  ]S3d  st  and  Ryer  av,  34  tt.  front.  Grand 
Concourse,  for  Mary  A.  Brady. 

207TH  ST. — Herman  A.  Rappolt  sold  14  lots,  including  two 
corners  on  the  north  side  of  207th  st,  on  Hull  and  Decatur 
avs  for  the  B.  S.  Prince  Realty  Co.  to  Central  Realty  &  Con- 
struction Co. 

214TH  ST. — Edward  Polak  sold  tor  J.  Schneider  to  Patrick 
Butler  lot,  25x100,  north  side  214th  st,  200  tt.  east  of  Tilden  av. 
219TH  ST. — Edward  Polak  sold  for  John  Hanson  Kennard 
and  John  J.  Townsend,  as  receivers  to  Leopold  Salamon,  two 
2-sty  frame  2-family  houses,  .50x114  each,  90-92  East  219th  st. 
227TH  ST. — Edward  Polak  .sold  for  Albert  Hamlik  to  Anna 
A.  Williamson  two  lots  north  side  227th  st,  105  tt.  east  4th 
av,   .50x114. 

ARTHUR  AV. — Edward  Polak  sold  for  Lewie  Jawitz  to 
Ethel  Waters  2125  Arthur  av,  near  180th  st,  3-family  frame 
house.  25xl(X). 

CROTONA  AV. — Edward  Polak  sold  Mrs.  E.  Zwonetschek  to 
Mr.  Trompter  2070  Crotona  av,  near  180th  st,  a  2-sty  frame 
2-family   house.  25x100. 

CROTONA  AV. — Chas.  F.  Mehltretter  sold  to  a  client  for  Mr. 
C.  A.  Peterson  2-famiIy  house  2159  Crotona  av,  25x100. 

CLINTON  AV. — Edward  Polak  sold  for  Mr.  Schlobolm  to 
Mr.  Emil  Polack  1940  Clinton  av,  2-family  house,  25x100. 

FULTON  AV. — Edward  Polak  sold  to  Barr  &  Gruber  two 
private  brick  houses  2019-2020  Fulton  av,  near  174th  st,  18.9x 
100  each. 

HUGHES  AV. — EdVvard  Polak  sold  for  Mr.  Steinmetz  to  Mr. 
Vermont  2530  Hughes  av,  1-family  brick  house,  14x87.0. 

LORILLARD  PL. — Edward  Polak  sold  for  Ignatz  Price  to 
Robert  A.  McGregor  49  Lorillard  pi,  southeast  corner  188th  st, 
private  brick  residence,  2.5x100. 

MONROE  AV. — Edward  Polak  sold  for  Julius  I.  Livingston 
to  John  J.  Larkin  1094  Monroe  av,  private  dwelling,  2.5x100. 

TILDEN  AV.— Edward  Polak  sold  to  C.  Klein  lot,  25x100, 
on  east  side  Tilden  av,  10f»  ft.  north  214th  st. 

TILDEN  AV. — Edward  Polak  sold  to  M.  Moshkovitz  lot, 
25x1(m:>,  on  east  side  Tilden  av,  125  ft.  north  214fn  st. 

WADSWORTH  AV. — Blum  &  Co.  sold  for  W.  J.  Meehan  to 
Harriet  Blum  294  Wadsworth  av,  a  3-sty  brick  building,  23.S%x 
33.8. 


Leases. 

20TH  ST. — S.  B.  Goodale  &  Son  have  leased  for  Alex.  Felt  the 
fourth  loft   of  his  building,  at  147  and  149  West  20th  st. 

Louis  BecLer  leased  for  William  I.  Seaman  to  Mrs.  M.  Siegrist 
for  a  term  of  years  884  St.  Nicholas  av,  a  3-sty  dwelling. 

E.  V.  Pescia  &  Co.  leased  for  Jo^ef  Gertner  to  a  client  the 
7-sty  doujile  tenement,  ^vith  store?,  W  Jones  st,  for  a  term  of 
year?,  ,     ■• 


Suburban. 

CASTLETON,  S.  I.— E.  V.  Pescia  &  Co.  sold  for  Susan  L. 
Oxholm  the  4-sty  brick  dwelling  north  side  of  4th  av,  near 
Westertelt  av,  Castleton.  S.  I.,  50x100. 

ARLINGTON,  S.  I. — Power  &  Steers  sold  for  Joseph  A. 
Johnson  the  Robinson  farm  of  51/.  acres  ■  north  side  of  Wash- 
ington av,  between  Holland  and  Western  avs,  Arlington,  Staten 
Island. 

CU04Z0  &  Gagliano  Co.  sold  for  Horace  T.  Wandell  and  Lucy 
Wandell  Sharrotle  to  a  syndicate  the  tract  of  10.45  acres  situ- 
ated at  the  northeast  corner  of  Richmond  and  Fingerboard  rds. 
Concord,  Southfiekl,  Staten  Island.  This  property  has  been  in 
the  Wandell  family  for  100  years,  and  is  in  one  of  the  prettiest 
spots  of  the  island.  There  is  over  1,300  ft.  front  on  the  Rich- 
mond rd  and  ovsr  900  ft.  front  on  the  Fingerboard  rd.  The  Mid- 
land Railroad  trolley  cars  from  St.  George  pass  on  the  Rich- 
mond rd,  which  is  one  of  the  most  important,  and  the  Baltimore 
&  Ohio  Rapid  Transit  Railroad  Grasmere  station  is  within  5 
minutes'  walk.  The  property  will  be  divided  into  restricted  lots 
and  will  be  built  up  with  one  and  two-family  dwellings  strictly 
up  to  date  with  every  convenience. 

Graham  Estate  Sold. 

Stephen  L.  Angell,  of  the  firm  of  Angell  &  Co.,  bought  the 
Graham  property  at  Hawthorne,  Westchester  Co.,  a  tract  of 
about  203  acres,  one  of  the  largest  estates  in  the  section.  Be- 
fore the  Revolutionary  war,  this  tract  belonged  to  a  Lady 
Phillipse,  but.  being  confiscated,  was  afterward  deeded  to  Dr. 
Graham,  an  army  surgeon,   whose  granddaughter  now  sells  it. 


REAL     ESTATE     NOTES 


A  remarkable  real  estate  sale  was  made  at  auction  on 
Friday,  August  3d,  by  James  L.  Wells,  Nos.  14-16  Vesey  st,  to 
the  Pennsylvania  Railroad  Co.,  of  the  following  parcels  of 
land  on  33d  st,  south  side,  .530  ft.  west  of  8th  av,  0.4x98.9,  and 
8th  av,  west  side,  98.9  ft.  north  of  31st  st,  0.1x100  ft.  The 
total  price  paid  was  .$3,9<10. 

"This  is  a  sleeping  market."  said  a  broker,  "and  I  look  for 
it  to  wake  up  about  September  1.  Ther.e  has  been  a  good  de- 
mand for  low-priced  properties  all  the  year,  but  even  that  is 
now  feeling  the  effect  of  summer  dullness.  There  is  compara- 
tively little  centrally  located  business  property  in  the  market 
and  the  prices  are  holding  up  well  on  that  class,  although  the 
transactions  are  not  numerous  just  now.  Perhaps  the  most 
peculiar  recent  development  in  the  market  is  the  great  de- 
mand  tor  loans  on   real  estate." 

East  149th  st  now  crosses  the  tracks  of  the  New  York  Cen- 
tral &  Hudson  River  Railraod  Co.  immediately  west  of  Park 
av  by  a  bridge  90  ft.  in  length;  for  the  remaining  distance,  some 
200  ft.,  between  the  bridge  and  Spencer  pi  the  property  on  both 
sides  ef  the  street  is  owned  by  the  railroad  company,  and  m  the 
improvement  and  adjustment  of  its  yard  and  terminal  facilities 
it  is  desirous  of  utilizing  this  space,  and  it  is  proposed  to  erect  a 
new  bridge  which  will  be  about  293  ft.  in  length,  spanning  the 
entire  distance  between  Spencer  pi  and  Park  av.  This  bridge 
will  have  a  grade  which  is  piractically  uniform,  a  portion  of  it 
being  a1  the  rate  of  1.5  per  cent,  and  the  remainder  at  the  rate 
of  1.435  per  cent.  The  cost  of  this  bridge  is  to  be  borne  by  the 
railroail  company,  and  this  company  being  the  abutting  owner  on 
both  sides,  there  can  be  no  possible  claim  for  damage  on  the 
pari,  of  any  other  owner.    The  Improvement  is  about  to  be  made. 


2l8 
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When  the  members  of  the  Board  of  Estimate  meet  again, 
which  will  not  be  until  September,  there  will  be  laid  before  the 
body  a  dennite  plan,  with  an  accompanying  agreement  on  the 
part  of  the  railroads  concerned,  for  either  an  elevated  or  under- 
ground loop  to  connect  the  Broolilyn  and  Williamsburgh  bridges. 
Engineers  of  the  B.  R.  T.  and  the  Interborough  are  to  investi- 
gate and  report  on  details.  The  B.  R.  T.  is  willing  to  run  its 
cars  over  the  loop,  and  it  is  understood  that  the  two  transit 
companies  are  willing  to  defray  the  cost  of  a  superimposed 
structure  on  the  elevated  road  in  Park  row  and  the  Bowery.  Ic 
would  seem  that  the  matter  is  being  brought  gradually  to  a 
definite  proposition  by  a  very  evident  necessity  for  some  kind 
of  a  connection,  either  above  or  below  ground.  Whoever  will 
consider  must  conclude  that  Brooklyn,  a  great  city,  with  only 
one  really  accessible  door  of  entrance,  is  left  in  a  cruel  and 
unreasonable    position. 

One  effect  of  the  unexampled  trading  in  apartments  and 
dwelling  houses  for  the  two  or  three  years  now  past  has  been 
quite  serious  to  the  old  established  agencies.  Agents  who  have  had 
the  management  of  particular  houses  and  estates  for  a  long 
period  of  years  have  suddenly  had  to  see  the  supervision  of 
them  given  into  other  hands  owing  to  changes  of  ownership, 
and  they  have  had  to  canvass  for  clients  as  keenly  as  if  they 
were  starting  in  business  all  over  again.  Some  old  managers 
have  found  themselves  as  the  result  of  the  great  shifting  of 
titles  with  comparatively  few  properties  left  to  manage,  and 
are  deliberating  whether  it  is  worth  while  in  their  case  to  start 
in  and  build  up  anew.  Said  one  veteran:  "I  have  determined 
to  sell  out  what  I  have  here  and  retire.  I  have  lost  much  of 
my  business  through  the  tremendous  shifting  of  the  past  few 
years.  In  a  very  large  degree  property  in  this  territory  has 
been  sold  into  the  hands  of  individual  owners,  for  the  most 
part  ambitious  men  coming  up  from  nothing,  and  who  are 
taking  care  of  their  own  collections  and  repairs.  It  has  been 
difficult  to  keep  track  of  all  the  changes  in  ownership  and  fol- 
low them  up,  and  as  I  am  not  required  to  do  this  by  financial 


necessity,  I  am  willing  to  give  a  more  needy  man  a  chance.  In 
the  old  days  ownership  was  much  more  settled  than  it  has 
been  of  late,  and  conditions  were  much  more  comfortable  for 
those  who  made  a  specialty  of  managing  estates.  The  broker  is 
in  the  lucrative  field  under  present  conditions  with  the  man- 
agers  of  office   and    business   property   as   second    choice." 


Street  Planning  on  the  Heights. 

A  project  for  the  opening  of  new  streets  in  the  Foit  Wash- 
ington section  is  stiil  held  in  abeyance  through  inability  of 
the  interested  parties  to  agree  on  a  plan.  A  resolution  which 
was  passed  by  the  Local  Board  provides  for  the  laying  out  of 
West  173d,  West  174th  and  West  175th  sts,  from  Fort  Wash- 
ington av  to  a  proposed  extension  of  Haven  av,  and  an  ex- 
tension of  'H^ven  av,  from  its  present  terminus  north  of  West 
171st  St  to  West  177th  st,  and  also  for  a  change  in  the  lines  of 
Buena  Vista  av. 

This  action  of  the  Local  Board  is  the  result  of  a  petition  by 
Xettij  F.  McCormick,  asking  for  the  extension  of  Haven  av 
and  for  the  laying  out  of  West  172d  and  West  173d  sts.  The 
plan  which  is  submitted  complies  with  the  petition  as  to  the 
extension  of  Haven  av,  but  instead  of  extending  West  172d 
and'  West  173d  sts,  the  plan  shows  three  new  streets,"  known 
as  West  173d,  West  174th  and  West  175th  sts.  Of  these  three 
streets,  the  lai^t  named  is  an  extension  of  West  175th  st,  as 
now  laid  Out  east  of  Fort  Washington  av.  The  other  two 
streets,  however,  are  not  extensions  of  any  existing  streets, 
and  are  so  located  as  to  destroy  several  large  building.s;  in  fact, 
the  plan,  as  submitted,  appears  as  though  it  had  been  designed 
to  take  wholly  or  in  part  every  building  which  it  is  possible  to 
reach.  Of  the  five  streets  covered  by  the  plan,  only  one,  namely, 
the  direct  extension  of  West  175th  st,  fails  to  destory  some 
substantial  building.  On  Chief  Engineer  Lewis's  recommenda- 
tion, the  Borough  President  has  been  asked  to  report  another 
plan,  one  that  will  avoid  the  taking  of  buildings. 


Private  Sales  Market  Continued. 


South  of  59th  Street. 

BARROW    ST.— Zunino,     Gillen    &    Co.  ' 
sold   for  Thompson   &   Degen,   to   a  client, 
the  5-sty  tenement  22  Barrow  st,  25x9!5. 

IMINETTA  LANE. — B.   V.   Pescia  &  Co. 
sold  for  a  client  the  vacant  lot  northwest 
corner    of   Minetta    Lane    and    MacDougal 
'  st,  25x75. 

MONROE  ST.— Louis  Lebewohl  and 
Hyman  Weinstein  sold  for  Joseph  Price 
to  Barnett  Freedman  and  Samuel  Harris 
13  and  15  Monroe  st,  two  6-sty  tenements 
with   stores,   50x100. 

5TH  ST. — G.  Freedman  sold  for  Albert 
E.  Lowe  to  K.  Sadofsky  327  5th  st,  a  5- 
sty  tenement,  25x97. 

6TH  ST.— G.  Freedman  sold  for  Albert 
E.  Lowe  to  K.  Sadofsky  530  East  6th  st, 
a  5-sty  tenement,  25x97. 

3'JTn  ST.— McColgan  &  Mahony  sold 
for  Mary  Klinker  to  Daniel  F.  Mahony 
317  West  391h  st,  4-sty  front  and  3-sty 
rear  tenement,  25x100.5. 

44TH  ST. — Chas.  Hibson  &  Co.  sold  for 
Emma  Friend  to  a  Mr.  Collins  244  East 
i-lth  st,  a  5-sty  tenement.  25x100.5,  and 
resold  same  to  Mrs.  Annie  Flynn. 

47TII  ST.— A.  I .  Sadev  sold  for  L. 
Scherer  the  5-sty  tenement  320  East  47th 
st,  25x100. 


North  of  59th  Street. 

OOTH  ST. — Marcus  Kohner  sold  for 
Mandelbaum  &  Lewine,  who  bought  the 
plot  at  auction,  the  northeast  corner  t)f 
60th  st  and  1st  av,  old  buildings.  75x100. 

GOTH  ST.— Post  &  Reese  sold  for  Mrs. 
Glover  C.  Arnold  to  Edward  Baumgarten 
318  East  69th  st,  a  3-sty  and  basement 
brownstone  front  dwelling,  16.8x77.4. 

74TH  ST.— Pease  &  Elliman  sold  for 
Mr.  R.  H.  E.  Elliott  164  East  74th  st,  a 
5-sty  American  basement  dwelling,  18.9x 
102.2,  to  a  client  for  occupancy. 

82D  ST.— Richard  V.  Harnett  &  Co. 
sold  for  Julia  Rieper  the  7-sty  elevator 
apartment  house  146  West  823  st,  25x 
102.2. 

lOlST  ST.— Frederick  Loewenthal  sold 
to  J.  B.  Tckelheimer,  307  and  300  East 
101st  St.  two  5-sty  tenements  with  stores, 
50x100.11. 

105TH   ST.— John   Miller  sold  for   John 


MeKee  to  I.  .S.  and  M.  S.  Korn,  three  5-.sty 
flats,  115-117-110  East  105th  st,  75xl0<.).ia. 

IIOTH  .ST. — A.  Blumenthal  sold  to  a 
Dr.  Rosenthal  the  5-sly  flat  221  East 
llOtn   st,   2.")xl00.11. 

112TH  ST. — Moses  Mendelsohn  sold  for 
Jessie  Goldberg  to  the  Becker  Realty  Co. 
157  East  112th  st,  a  6-sty  tenement,  25x 
100.  In  part  payment  the  company  gave 
2  lots  on  lS5th  st,  100  ft.  east  of  Park 
av. 

120TH  ST. — Henry  R.  Levine,  in  con- 
junction with  John  Senftenberg,  sold 
for  a  client  123  and  125  East  120th  .^t, 
two  5-sty   tenement  houses,  50x100. 

135TH  ST. — D.  L.  Block  &  Co.  sold  to 
an  investor  602,  604,  606  and  608  West 
135th  st,  four  of  a  row  of  eleven,  apart- 
ment houses,  just   completed. 

143D  ST.— Joachim  &  Goldschmidt  sold 
for  Mrs.  Mathilda  Henry  259  West  143d 
st,  a  5-sty  triple  apartment  house,  37. 6x 
99.11. 

14GTH  ST.— Jacob  J.  Tabolt  sold,  in 
conjunction  with  Wm.  C.  &  A.  Edward 
Lester,  for  Anna  and  Katharine  Manix 
to  John  Conlin  the  5-sty  single  flat  464 
West   146th   st,  20x100. 

AMSTERDAM  AV. — M.  Edgar  Fitz- 
Gibbon  sold  for  Henry  Schaefer  to  Frank 
Jaeger,  965  and  967  Amsterdam  av,  a  6- 
sty  apartment  house,  with  stores,  .50.4x 
100,  known  as  the  Oregon.  The  property 
has  been  held  at  ?1 10,000. 

COLUMBUS  AV.— Elias  Alexander  .-old 
Colonial  Hall,  at  the  southwest  corner  of 
Columbus  av  and  101st  st,  a  6-sty  build- 
ing 100x100,  for  Sonn  Bros,  to  H.  Mark- 
owitz,  who  gives  in  part  payment  a  block 
of  about  26  lots  bounded  by  Southern 
Boulevard,  Intervale  av,  F'ox  and  Tif- 
fany  sts. 


The  Bronx. 

17,STH  ST.— A.  Reich  mann  sold  to  C. 
Mildner  1008  East  178th  st,  a  2-family 
dwelling,  2.5x140. 

BROOK  A'\'^E. — F.  Domberger  sold  for 
Bock  &  Glauber  to  Loui,3e  Kunz  the  4- 
sty  double  flat  1526  Brook  av,  25x100. 

CLINTON  AV.— I.  Levy,  in  conjunction 
with  F.  V.  La  Bonte  and  J.  Berlin,  sold 
for  Ferdinand  Hecht  1348  to  1354  Clinton 
av,  to  Adelson  Bros.,  who  give  in  part 
payment  a  plot  west  side  of  3d  av,  run- 


ning through  to  Washington  av,  north  of 
160th  St. 

GRAND  CONCOURSE.— Duff  &  Brown 
sold  for  Solomon  Katz  a  plot  100  ft.  front 
on  Grand  Concourse  (west  side)  near 
181st  st,  to  John  Brown. 

PLEASANT  AVE. — Hugo  Wabst  sold 
for  D.  Driscoll  a  plot  on  Pleasant  av  near 
216th  st,   to  Anna  Zeller. 

ST.  ANNS  AV. — Paul  Bultmann  sold 
for  Mr.  Maurice  Ahl  northwest  corner  St. 
Anns  av  and.  134th  st,  a  5-sty  triple  flat, 
with   stores.   26.6x100. 

WENDOVER  AV.— Frankenthaler  & 
Sapinsky  and  Charles  Kaufman  sold  748 
Wendover  av,  a  5-sty  flat,  with  stores, 
25x86,  to  Louis  I.  Siff. 


Leases. 

Charles  E.  Duress  leased  the  5-sty 
dwelling  236  West  14th  st,  for  Morris  A. 
Isham  to  William  D.  Perry,  who  will  alter 
the    building. 

E.  V.  Pescia  &  Co.  leased  for  Shapiro, 
Levy  &  Starr  to  Giuseppe  Liano  the  5- 
sty  double  tenement  367  Carmine  st  for 
a  term  of  years. 

H.  L.  Suydam  &  Co.  leased  the  store 
and  basement,  425  6th  av,  to  Austin  Hat 
Co.  for  a  term  of  years;  also  the  store  at 
the  southeast  corner  of  Broadway  and 
Astor  pi  to  Marshall.  Spader  &  Co.;  also 
5,000  sq.  ft.  in  the  building  137  and  139 
Wooster  st  to  Philip  Cohen;  also  loft  IG 
and  18  East  12th  st  to  B.  &  I.  Goldstein. 

Heil  &  Stern  leased  for  J.  S.  Simon  to 
Klee  &  Co.,  from  the  plans,  the  entire 
upper  part  of  building  11  to  19  East  4th 
st,  corner  of  Lafayette  st.  The  building 
was  recently  destroyed  by  fire,  but  will 
be  rebuilt  and  remodeled.  The  space 
leased  contains  a  total  area  of  60,000  sq. 
ft.,  and  the  lease  covers  a  long  term  of 
years  at  a  total  rental  of  .?125,000. 

Richard  M.  Montgomery  leased  in  the 
new  Royal  Building,  at  Maiden  Lane  and 
William  st:  The  ninth  floor,  containing 
.5.0.56  sq.  ft.,  to  the  Aachen  and  Munich 
Insurance  Co.,  of  Germany,  for  a  long 
term  of  years;  tenth  floor  to  the  Rossia 
Insurance  Co.,  for  a  long  term,  and  the 
twelfth  floor  to  the  Lumber  Insurance  Co. 
of  America.  Mr.  Montgomery  has  also 
leased  space  on  the  ground  floor  of  the 
Produce  Exchange  to  the  United  Cigar 
Stores  Co. 
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WANT 


BUILDING 
LOANS 


^   A  large  amonnt  for  Manhattan  and  centrally 
located  Bronx  Properties.      Liberal  payments. 

PERMANENT 
LOANS 

Promptly  available   in    any  amount  at  correni 
rates  and  reasonable  charges. 

A.  W.  McLaughlin  &  Co. 

Brokers  and  Dealers  In  Mortgages 
Am.  Ex.  Nat.  Bank  BIdg.,  128  B'way,  Cor.  Cedar 


HIGHLY 

IMPORTANT 

AUCTION 


BY  OEDEB  OF-THE 


Realty  Associates 

TUESDAY,  AUG.  7 

AT  Vi  O'CLOCK  NOOIV 

IN    THE 

Brooklyn    Real    Estate    Exchange 

IS9  and  191  MONTAtJIlE  ST. 

266  ™?  LOTS 

Av.  L.  and  Remsen  Av. 

E.  86th  St.  to  E.  91st  St. 

CANARSIE 

32d   Ward,    Borough   of  Brooklyn, 
City   of  New  York 

Close  to  Canarsie  Extension  of 
Kings  County  Elevated  R.  R. 

5  CENT  FARE 

Station  at  Avenue  L 

Five-cent  fare  to  Manhattan.  Property  also 
accessible  by  the  trolley  lines  on  Rockaway  Ave. 
Avenue  L  macadamized.  Water  mains  on  Avenue 
L.  Excellent  grade.  Property  within  a  short 
walk  of  Canarsie  Landing  and  the  new  City  Park. 


am:.!,  titces  insured  without 

any  expense  to  purchasers 

BY  THE 

Title  Guarantee  &  Trust  Co. 

rOTS     HIAY     BE     PAII>     FOR     IN 

MONTHLY  INSTALLMENTS 

OR  WITH  A  DISCOUNTOF  FIVE 
PER    CENT.     FOR    ALL     CASH 

inaps  and  additional  inforiuatiou 
from  lUe  RE.4tTY  ASSOCIATES,  1»6 
REinSEN  STREET,  BROOKLYN,  or 
JERE  JOHNSON,  Jr.,  CO.,  211 
MONTAGUE  STREET,  BROOKLYN, 
a,Dd    18»    BROADWAY,    NEW    YORK. 


OFFERS 


Lawyers  Title  Insurance  &  Trust  Company 

CAPITAL  AND  SURPLUS  -  $9,500,000 

TRUST   AND    BANKING   DEPAKTMENT,    59    LIBERTY    ST.       j       „,-,-,    _        „ 
TITLE    DEPARTMENT 37    LIBERTY    ST.       i       MANHATTAN 

Brooklyn  Branch,  Title  Department  and  Trust  and  Banking  Department,  188  Montague  Street 

RECEIVES   DEPOSITS    subject   to    check   or  on  ceptificate, 

allowing  interest  thereon. 
LENDS    ON   APPROVED   STOCKS   and    Corporation   Bonds 

^    as  Collateral.  f>,  ^ 

ACTS  AS  TRUSTEE,  Guardian,  Executor,  Administrator, 
Assignee  or  Receiver,  Transfer  Agent  or  Registrar  of 
Stocks  of  Corporations.  Takes  Charge  of  Personal 
Securities. 

OFFICERS  : 
EDWIN  W.  COGGESHALL,  President  and  General  Manager. 
PAVID  B.  OGDEN.  ^  WALTER  N.  VAIL.  Secretary. 


JOHN  T.  LOCKMAN, 

LOUIS  V.   liKKiHT, 

HENKY  .■MDRCiKNTHAU, 

THOKWALI)  STALLKNECHT,  Treasurer. 

HEEBERT  E.  JACKSON,  Comptroller. 


LEWIS  H.  LOSEE.  Asst.  Oenl.  Manager. 
ARCHIB,\LD  FORBES,]..,,,    Trei.!nr6rs 
U.  CONDIT  VARICK,     (^^^^-  treasurers. 
GEORGE  A.  FLEURY,    \  ,„.    g»pretaries 
FREDERICK  D.  REED,/'^^'*^-  oscreiaries. 


GEO.  F.  BUTTERWORTH, 
DUMONT  CLARKE, 
EDWIN  W.  COGGESHALL, 


EXECUTIVE   COMMITTEE  : 

WILLIAM  A.  DAY, 
WILLIAM  P.  DIXON, 
JULIAN  D.  FAIRCHILD, 


JOHN  T.  LOCKMAN, 
HENRY  MORGENTHAU, 
JAMES  N.  WALLACE.  ^ 


WANTED.— In  the  office  of  the  Record  and 
Guide,  a  young  man  about  17  or  18  years  old; 
one  who  is  ambitious,  a  hustler,  and  acquainted 
with  the  city.  Address  "W.  R.  O.,,  c[o  Record 
and    Guide. 

SALESMAN  WANTEQ— In  prominent  Fifth 
Ave.  Heal  Estate  office,  youug  man  of  pleasing 
address,  and  who  can  furnish  exceptional  ref- 
erence.s.  State  experience  and  present  employ- 
ment, which  facts  will  be  treated  in  strict  con- 
fidence. Address  BOX  18.S,  Record  &  Guide  Of- 
fice,  II!  Vesey  St.,   City. 

WANTED.— Experienced,  high  grade  man  as 
Draughting  Room  Manager,  by  an  Architect 
doing  from  one  to  two  million  dollars  of  Store 
and  Apartment  House  work  per  year  in  New 
York.     "ARCHITECT,"  clo  Record  and  Guide. 

HELP   WANTED-MALES 

WRITE  US  TO-DAY  for  latest  issue  of  "OP- 
PORTUNITIES," containing  descriptions  of  high 
grade  positions  now  open  for  Salesmen,  Execu- 
tive, Clerical  and  Technical  men;  salaries, 
.fl,00O-$.j,0(X).  It  is  free  for  the  asking.  HAP- 
GOODS.  .'ill."!  Broadway,   N.   Y. 

TO  WHOM  IT  MAY  CONCERN.— Take  notice 
that  tlie  copartnership  heretofore  existing  be- 
tween Kurtzer  &  Rentz,  as  Architects,  has  been 
dissolved,  and  the  business  will  be  continued 
by   me.  WM.    KURTZER. 

Gormania  Bank,    Bowery.   New   York  City. 


.WANTED— Abright,  smart, 
experienced  man  to  rent  down- 
town offices.  Good  position 
for  the  right  man. 

Address  stating  experience, 
age,  salary  wanted,  etc. 

Box  346,  care  of  R.  &  G. 


The  Record  and  Guide 
Q  uarterly     gfyf- 

If  you  are  keeping  a  system  of 
real  estate  records  it  is  costing 
you  a  good  deal  of  money  for 
cards,  cabinets  and  labor. 

We  can  do  all  this  work  for 
you  at  a  net  cost  of  only  $20. 

Write    for   particslars. 
THE     RECORD     AND     GUIDE 

14-16   7ESEY    STEEET.    ::     ::    NEW    YORK 


TO  LET— Pennsylvania  Section  2-story  rear 
building:  wide  entrance:  established  carpenter 
builder;  suitable  for  any  business.  149  W. 
30th    St. 

Industrial  Sites 

r 

To  Real  Estate  Agents 


The  Industrial  Department  of  the 

Erie  Railroad  Companyj 

advises  Real  Estate  Agents  submit- 
ting: for  the  consideration  of  manu- 
facturers sites  adjacent  to  railroad 
that  it  will  gladly  furnish  them  with 
full  technical  information  in  regard 
to  the  reaching  of  such  sites  by  side 
tracks.  No  interference  with  clients,' 
No  leakage.  Confer  with  absolute 
confidence.  Every  assistance  freely 
rendered  agents  in  securing  business,' 
Call  or  address, 

*  LUIS  JACKSON 

tiu}uatrl«l  OomznlaBlonor,  Brie  BftUroad  OonvA^y. 
11  BROADWAY,  NEW  YORK. 


Record  and  Guide  Quarterly 


The  annual  number  of  the  Record  and  Guide 
Quarterly  contains  all  the  legal  records  for  the 
past  year  concerning  real  estate  and  projected 
buildings,  arranged  alphabetically  and  numerically, 
with  invaluable  annotations.  These  are  supple- 
mented by  tables  of  important  transactions,  with 
typical  prices,  covering  the  past  quarter  of  a  cen- 
tury or  more,  accompanied  by  expert  comments; 
also  by  a  list  of  realty  corporations  created  during 
the  past  two  years,  with  officers  and  the  enterprises 
in  which  they  are  engaged.  The  whole  makes  a 
volume  of  reference  which  no  real  estate  man  can 
afford  to  be  without.  It  should  be  on  every  desk 
and  in  every  library.  Its  cost  is  as  nothing  com- 
pared to  its  value  as  a  time-saver.  This  important 
work  can  be  obtained,  with  three  quarterly  num- 
bers, for  the  comparatively  small  sum  of  $20.  It 
is  published  by  the  Record  and  Guide,  at  Nos.  14 
and  16  Vesey  St.,  where  interested  parties  may  see 
it  and  have  its  uses  explained  to  them.  If  you  can- 
not call,  drop  a  postal  card  to  the  Publisher,  or  call 
him  up  on  telephone,  3157  Cortlandt.  r- 
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MIMOMLLASaOBt. 


miMOMLLAMaOVM. 


\/^    P.    MAGAM, 

Resl  LLtais  end  Loans 

108  and  110  EAST  125TH  STREET 

Telephone,  222  Harlem  New  York  City 

NOTARY  PUBLIC 

J     C.    LYONS    BUILDING   & 
'''  OPERATING   COMPANY 

4  AND  6   EAST  42d  STREET 
Telephone.  6438  38th  St.  NEW  YORK 


QHARLES  H.    EASTON   &  CO. 

Real  Estate  Agents  and  Brokers 

Tel..  6420  38th  St.         Estates  Managed 

116  West  42d  Street,  NEW  YORK 

Cable  Address,  "Cheaston,  N.  Y." 

Charlis  H.  Easton Robert  T.  McGvbtv 

HUKO'S  PRINCIPtJia  OF   OITT  LAND  TALUia 
Frtet.  ll.M. 
A    book   juit   publlitacd   that   ihowa    h*w    iltr 
raluM  «r*  mad*  and  tha  baiti  upas  whlak  raal 
aitata  appraliemanti  ahouK  ka  aada. 


vftoazxurMwa. 


THOMAS   DIMOND  ^ 

'  Iron   Work  for  Building 

128  WEST  33D  ST..  NEW  YORK 

Works  -f  JS§  S""'  33d  St.  Established  1852 

"°'^''ni37We3t32d.St. Tel..  1780  Mad.  Sq. 

|\|     BRIGHAM   HALL  &  SON 
'^"         Real  Estate  Brokers  and  Agents 

Tel.,  603  Sprine  gSl  Broadw.iy 


jAMES    A.     DO  WD  Tcl..93Plaza 

Real  Estate  and  Insurance 

874  SIXTH  AVENUE,   above  49th  Street 


THE  TITLE  INSURANCE  COMPANY,  OF  new  YORK 
135  Broadway,  Manhattan  CAPATAL  AND  SURPLUS 

and  203  Mongtague  St.,  Brooklyn  $3  qqq  qoo 

Examines  and  Insures  Titles  to  Real  Estate  on  Sales  and  Loans,  and  deals  in  Mortgages. 


EDGAR  J.  LEVEY,  President 

.lOHN  D.  CRIMMINS,     \„.     „      .,     , 

CHARLES  T.  BARNEY  /Vice-Presidents 

CYRIL  H.  BURDETT.  Secretary 

CHAUNCEY  H  HUMPHREYS,!  Asst. 

EDWIN  A.  BAYLES.  /Sec'ys 

WILLIAM  N.  HARTE,  Treasurer 

Hon.  ABRAHAM   R.  LAWRENCE.  Counsel 


H 


ARRY    W. 
REAL 


Tel..  Z%%  Cortlandt 


HOPTON 
ESTATE 

No.    180    BBOADWAI 
Cor.  Liberty  St. 


NOTICE  TO  PBOPEBTT  OWNERS. 

HEARINGS    FOR    THE    COMING    WEEK. 
At  90-02  West  Broadway. 
Monday,    Aug.    6. 
Hill   St.    from   Railroad   av   to   Claremont   av,    at 

2.30   p    m. 
Cypress     av.     closing,     northerly     line     Harlem 

River  &  P  R  R  to  bulkhead  line,  at  3  p  m. 
Anderson  av,   from  Jerome  av  to  East   lG4th  st, 
at   11   a  m. 

Tuesday,    Aug.    7. 
3d  av,   widening,   at  149th  st,   at  1  p  m. 
Tremont    av,    Bronx    River    to    Eastern    Boule- 
vard,  at  2  p  m. 

Wednesday,  Aug.  8. 
White  Plains  rd.  Morris  Park  av  to  West  Farms 
rd,    at    11    a   m. 

Thursday.    Aug.   9. 
West  176th  st,    Sedgwick  av   to  easterly   line  of 

N  Y  &  P  R   R,   at   1   p  m. 
White    Plains     rd.     Morris     Park    av     to     West 

Farms   rd.   at   11   a  m. 
Bridge   at   Morris    Heights,    at   4   p   m. 


AUCTION  SALES   OF  THE  WEEK. 

The  following  is  the  complete  list  of  the  prop- 
erties sold,  withdrawn  or  adjourned  during  week 
ending  August  3.  ISKXi.  at  the  New  York  Real 
Estate  Salesroom.  14  and  16  Vesey  st.  Except 
where  otherwise  stated,  the  properties  offered 
were  in  foreclosure.  Adjournment  of  legal  sales 
to  next  week  are  noted  under  Advertised  Legal 
Sales. 

*  Indicates  that  the  property  described  was  bid 
in    for  the   plaintiff's   account. 

The  total  amount  at  the  end  of  the  list  com- 
prises the  consideration  in  actual  sales  only. 

JOSEPH    P.    DAY. 
Cliff  st.  Nos  70  and  72,  s  w  cor  Ferry  st.  Nos 

46    and    48.    .'>0.11xr>7.4x.'57x55.2,    3   and    5-sty 

brk    loft    and    store    buildings.       (Partition). 

Isabella    Von    Felde ; 44,.')25 

14th    St.    No    4.    s    s.    .34    e    5th    av.    33x103.3, 

leasehold,   6-sty   brk  loft  and   store  building. 

Adjourned    to    Aug    17 

JAMES   L.    WELLS. 

3.Sd  st,  s  s,  5,30  w  8th  av,   0.4x98.9...'. 1 

8th   av,   w   s,   98.9  n  3l5t   st,   O.lxKX) | 

(Partition.)     Chas  A  Cone,   party  in  interest. 

S.ilOO 

Total     »48,425 

Corresponding    week,     1905 95,765 

Jan.    1,    1906.    to    date 21,306,6;ffl 

Corresponding     period.     1905 21,445,156 

a . 

ADVERTISED    LEOAI,    SALES. 

Sales  to  be  held  at  the  Real  Estate  Exchange, 
14  and   16  Vesey  st,   except  as  elsewhere  stated. 

Aug    .4. 
No  Legal  Sales  advertised  for  this  day. 

Aug.    6. 
Central  Park  West|s  w   cor  S9th  st,   runs   w   150 
89th  st.  No  2  I  X  s  100.8  x  e  30  x  s  25.2  x  e 

100  X  n  123.11  to  beginning,  13-sty  brk  and 
stone  hotel.  Central  Park  West  Realty  Co 
agt  Peter  Banner  et  al;  Philip  S  Dean,  atfy. 
37  Liberty  st ;  Abraham  L  Jacobs,  ref.  (Amt 
due.  $132,500.69:  taxes.  &c,  $1,000.)  Mort  re- 
corded Nov  6,  1903.     By  Joseph  P  Day. 

Aug.  7. 
91st  St.  Nos  23  and  27.  n  s.  36.8  w  Madison  av. 
ill. 11x100.8.  vacant.  Andrew  Carnegie  agt 
Daniel  Gaffney:  De  Forest  Bros,  atfys.  30 
Broad  st;  Alfred  Katzenstein,  ref.  (Amt  due 
.$107,837.66:  taxes,  &c.  .$3,138.20)  Mort  re- 
corded May  13,  1903.     By  Herbert  A  Sherman. 

Aug.    S. 
No   Legal    Sales   advertised   for   tis   day. 

Aug.    9. 
Madison  av,  Nos  2059  and  2061|n    e   cor   130th    st, 
130th  st,  Nos  45  and  47  199.11    x    35     6-8ty 

brk  tenement  and  store.  Elizabeth  Hafner  agt 
Edgar  Logan  et  al:  Allen  &  Sabine,  att'ys  146 
Broadway:  Wm  H  Wadhams,  ref.  (Amt  due. 
$5,898.  <5;  taxes,  &c,  $2,023.08.)  Mort  re- 
corded May  4,   1903.     By  Joseph  P  Day. 


JOSEPH   P.  DAY 

Real  Estate 

AUOTIONEEB  AND  APPBAI8EB 

UMIV  OmOE:  AOIMOT  DIPT 

H  NASSAU  ST.  933  EIQHTH  AVENUE 


Washington  av.  No  lO.SII,  w  s.  241  n  178th  St. 
Iil.s.7xl43. 3x108.7x145.6,  1-sty  stone  front 
building  and  vacant.  Hene  Cooper  agt  Isidor 
Robinson  et  al:  J  A  Seidman,  atfy.  61  Park 
Row:  David  Thomson,  ref.  (Amt  due,  $3.- 
968.13:  taxes.  &c.  $2li3.:i8;  sub  to  prior  mort 
aggregating  $17.0(X).)  Mort  recorded  May  1. 
1!K)3.      By  Joseph   P   Day. 

Aug.   10,   11  and  13. 
No   Legal   Sales  advertised   for  these  days. 


JUDGICENTS     IN    FORECLOSURE 
SUITS. 

July  27,   2.8,  30,   31  and  Aug.   1. 
No  Judgments  in  Foreclosure  filed  these  days. 


LIS   PENDENS. 

210   TENEMENT   HOUSE   LIS  .PENDENS.      " 
July    28. 

32d  st,  s  s,  100  w  6th  av,  20.10x98.9.  Geo  A 
Talbot  agt  Geo  W  Crane  et  al;  specific  per- 
formance:   att'y,    A    Smith. 

30th  St.  No  .323  West.  May  C  Fogarty  agt  John 
A  Fogarty.  indiv  and  admr  et  al;  partition: 
att'ys,  Levy  &  Unger. 

July    30. 

Timpson  pi.  s  e  s,   HKI  n  e  St  Joseph's  st,  4.88.7 
X    irreg.      Michael    J    Moriarty    agt   Ajax    Con- 
struction   Co    et    al;    action    to    foreclose    me- 
chanics   lien:    att'ys.    Menken    Bros. 
July    31. 

Beaver  st.  No  3.  Geo  F  Lockwood  agt  Helen  L 
Weed  et  al;  partition;  att'ys,  Thompson,  Koss 
&   Warren. 

Magenta  st.  n  s,  lots,  223  and  224,  map  of 
building  lots  in  24th  Ward.  Biagio  Marullo 
agt  A  Shatzkin  &  Sons;  action  to  declare 
lien:  att'y.   M  Silverstein. 

130th  St.  No  28  West.  Frederick  Shafer  agt 
Jacob  Rauth  et  al;  action  to  foreclose  me- 
chanics lien;  att'y.   L  B  Ginsberg. 

Lot  43.  map  of  112  lots  of  Moses  Devoe  Estate, 
Bronx,  and  other  property  in  Queens  County. 
Harry  M  Levinson  agt  Benjamin  Bensoff;  ac- 
counting: att'ys,  H  &  J  J  Lesser. 

lOlst  St.  .\o  323  West.  Harry  Schwitzer  agt 
Jesse  L  Hurlburt:  action  to  compel  convey- 
ance:   att'y,   J    B   Liberman. 

Wadsworth  av.  n  e  cor  1.80th  st.  119.6x100. 
John  J  Hart  Co  agt  Ella  V  Dempsey;  action  to 
foreclose  mechanics  lien;  att'ys.  Weaver  & 
Early. 

133d  St.  No  16  West.  Aaron  Coleman  agt  Anna 
Bruch;  action  to  foreclose  lien;  atfy,  M 
Cooper. 

21st  st.  No  342  East.  Amelia  Hartung  agt 
Magbus  Hartung  et  al;  partition:  atfy,  W  X 
Volkel. 

Canal  st.  Nos  207  to  211.  John  Geery  et  al  agt 
Edw  C  Geery  et  al;  partition;  atfys,  Brussel 
&    Beebe. 

106th    St.     No    ,311    East.       Samuel    Ascher    agt 
Maria    Milano    et    al:    action    to    foreclose    me- 
chanics   lien:    atfy.    D   W    Rockmore. 
Aug.    1. 

S6th  st,  n  s,  282  w  Av  A,  25x100.8.  Samuel 
Gross  agt  Sigmund  Cohen;  specific  perform- 
ance:  atfy,   J  Wilkenfeld. 

10th  st,  No  438  East.  Isidor  Freedman  agt 
Abraham  Bernstein  et  al;  action  to  impress 
vendee's  lien:  atfys,  Arnstein  &  Levy. 

100th  st,   Nos  143  and  147  West.     Rachel  Cohen 
et    al    agt    Eduard    Wagner;    specific    perform- 
ance:   atfy,    B    Gordon  . 
Aug.    2. 

140th  St.  No  .307  West.  Wolf  Borland  et  al  agt 
Carl  C  Hoffman:  specific  performance:  atfy, 
S   H  Herman. 

Stanton  st.  No  80.  Myer  Herman  agt  Bene- 
dict Bockar;  action  to  establish  vendee's  lien: 
atfy,   J  Gans. 

Willet  St.  No  3.3.  Meyer  V  Turchin  agt  Abra- 
ham Lantzman  et  al:  specific  performance; 
atfys.    Bienenfeld    &   Avrutis. 

Av  A,    Nos   174   to   180.  I 

nth  st,   Nos  .303  and  .305  East.  | 

Henrietta  Fisch  agt  Joseph  Berlowitz  et  al; 
specific  performance;  atfys,  Wentworth, 
Lavenstein    &    Stern. 


Aug.  3. 

Belmont  av,  n  e  cor  ISlst  st,  80.9x151. IxSO.lx 
141.2.  Merle  I  St  John  agt  Harry  Browner 
et  al;  action  to  declare  ownership:  atfy,  T  T 
Baylor. 

Water  st.  Nos  614  and  616.  Elias  Kosower  agt 
.\braham  Koffman  et  al:  specific  performance; 
att'ys.    Feltenstein    &    Rosenstein. 

Kith   av,    Nos  613  to   619.  I 

44th  St.   Nos  .301  and  .303  W.  | 

Katie  F  Hayek  agt  Louis  Hayek  et  al;  par- 
tition;   atfy,    E   Meihling. 


FORECLOSURE   SUITS. 

July    2S. 

2d  av.  n  w  cor  14th  st,  103.3x79.3.  Adolf  Man- 
del  agt  Mary  Feller  et  al;  atfys,  Lese  &  Con- 
nolly. 

'I'.uitb  st,  n  s,  whole  front  between  St  Nicholas 
and  Wadsworth  avs,  runs  w  300  x  n  25  x  e  100 
X  u  41.8  X  e  200.5  x  s  83.11  to  beginning.  Mu- 
tual Life  Ins  Co  agt  Edward  Joyce  et  al:  atfy, 
J  McKeen. 

Intervale  av.    w  s.   266.11   s   l(j7th   st,   23x77.4x25 
x.SO.ll.      Arthur    C    Phillips    agt    Max    Glauber 
et  al;  atfy,  McLaughlin  &  Stern. 
July    30. 

Henry  st,  Nos  274  and  276.  The  Jefferson  Bank 
agt  Morris  Jerchower  et  al;  atfys,  Kantrowitz 
&   Esberg. 

July    31. 

Lot  487  w  Vi.  map  of  Arden  property,  Bronx. 
Walter  W  Taylor  agt  Sarah  A  Vaden  et  al; 
atfys  De  La  Mare  &   Morrison. 

Morris  Park  av,  s  s.  lot  103  map  of  Downing 
Estate.  Bronx.  Ella  T  Townsend  agt  Catherine 
O'Rourke:    atfys.    Peck    &    Wilcox. 

Cauldwell  av.  No  1028.  Henry  F  Lippold  admr 
agt  Walter  W  TInslay  et  al;  atfy,  G  A 
Steinmuller. 

Leggett  av,  w  s.  whole  front  between  Kelly  and 
Beck  sts,  250x107.5.  Lawyers'  Title  Ins  & 
Trust  Co  agt  Gustav  E  Bauhan  et  al;  atfy,  P 
S   Dean. 

17th  St.  Nos  440  to  446  West.  Mutual  Life  Ins 
Co  agt  James  C  Cady  et  al;   atfy.  J   McKeen. 

Leggett  av.  s  w  s,  28.3  n  Dawson  st.  24.9x82.9x 
irreg.     Herman   Roth  agt  James  H  Stewart  et 
al;    atfys,    Weinberg   Bros. 
Aug.    1. 

24th  St.  No  406  East.  Simon  Uhlfelder  et  al 
agt  Arnold  Diamond  et  al;  atfy,  M  Silver- 
stein. ' 

9Sth  St.  s  s,  450  w  Central  Park  West.  25x 
100.11.  Isaac  Cohen  agt  Thomas  S  Dayle  et 
al;   atfy,   W  B   Marx. 

Aug.    2. 

Rivington  st.  No  330.  Maria  H  Rider  agt  Mor- 
ris Goldstein  et  al;  atfy,  J  M   Rider. 

162d  St.  No  342  West.  Lillie  J  Herts  agt  Robert 
M  McDonald  et  al;  atfys,  Hollander  &  Bern- 
heimer. 

3d  av.  No  4216.  Sarah  Rafel  et  al  agt  John 
D  Creamer  et  al:   atfys.   Sern   &   Ballin. 

Dradhurst  av.  s  e  cor  ],3:M  st.  199.10xl(X»:  five 
actions.  Denis  J  Dwyer  et  al  agt  Broadway 
Reliance   Realty  Co  et  al:   atfy.   W   C  Arnold. 

14th  St.  No  .321  East.  Louisa  G  Schaefer  agt 
Solomon   Miller  et   al:   atfy.   S   Bier. 

Bleecker   st.    e   s.    20.11    s   Christopher   st,   39.8x 
72. 4x    irreg.      Isis    P    Carter    et    al    agt    Jacob 
Cohen    et    al;    atfy,    G    F    Chamberlin. 
Aug.    3. 

119th  St.  n  s.  211  e  Lenox  av.  1.8x100.11.  Millie 
1  Levy  agt  Solomon  Litteuberg;  atfy.  S  D 
Levy. 

Lot  271  block  G.  Mapes  estate.  West  Farms. 
Charles  F  Rabell  agt  David  Murphy  et  al; 
atfy,   B  E  Rabell. 

142d  st,  s  s.  ICK)  w  Broadway,  50x99.11.  Flor- 
ence T  Baker  agt  Louis  Frauk  et  al;  atfy, 
I   S    Montgomery. 

Parcel  of  land  on  w  s  Bronx  River  adj  lands 
formerly  of  Lemuel  Pearce  and  John  Denison. 
Bronx. 

Road  leading  from  West  Farms  to  Hunts  Point, 
e  s.  and  West  Farms  Creek,  w  s,  adj  land  of 
John   Denison,    Bronx. 

Wm  H  Birchall  agt  Isidor  L  Cohen  et  al;  atfy, 
C  P  Hallock. 

70th  St.  No  231  W.  The  Mercantile  Trust  Co 
agt  John  N  Goldiug  et  al;  atfys,  Alexander  & 
Green. 


'To  the  Editor  of  the  Record  and  Guide: 

Lis  Pendens  filed  July  28th,  Mutual  Life  vs. 
Edward  F.  Joyce,  inoth  Street  and  St.  Nicholas 
Avenue.  I  sold  this  property  two  years  ago, 
but  I  am  still  on  the  bond.  I  hold  $20,000  mort- 
gage  against   this   property  myself. 

EDWARD  F.   JOYCE. 


TJie  teit  of  these  pages  Is  copyrighted.     All  rights  are  reserred.  Notice  U  herohy  given  that  infringement  will  lead  to  proieeutiaa. 
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(gfflctal  teaal  U  tkes. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  July 
17  to  30,  lOOC,  of  the  confirmation  by  the  Su- 
preme Court  and  the  entering  in  the  Bureau  for 
the  Collection  of  Assessments  and  Arrears,  of 
Assessments  for  ORBNING  AND  ACQUIRING 
TITLE  to  the  following  named  street  IN  THE 
BOROUGH    OF    THE    BRONX: 

24TH  WARD,  SECTION  11.  EAST  179TH 
STREET— OPENING,  from  3d  Avenue  to  Bronx 
Street.  Confirmed  April  2,  1905,  and  January 
24,    1006;   entered   July   Hi.    1906. 

HERMAN    A.    METZ, 

Comptroller. 

City   of   New   York,    July   16,    1906.  (27942) 


IProposals. 


IPuFslic  morices. 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  July 
10  to  August  1,  1906,  of  the  conflrmation  by  the 
Board  of  Assessors  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  Assessment  for  LOCAL  IMPROVE- 
MENTS  IN   THE    BOROUGH   OF  THE   BRONX. 

2:1D  WARD,  SECTION  10.  SPOFFARD  AVE- 
NUE—REGULATING, GRADING.  CURBING, 
FLAGGING  AND  LAYING  CROSSWALKS  from 
Hunts  Point  Road  to  Lougwood  Avenue, 

HERMAN    A.    METZ, 

Comptroller. 

City  of  New  York,   July  IS,   1906.  (27952) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  July 
26,  190<.>.  to  August  S,  liiOO,  of  the  conflrmation 
by  the  Board  of  Assessors  and  the  entering  in 
the  Bureau  for  the  Collection  of  Assessments 
and  Arrears,  of  Assessments  for  LOCAL  IM- 
PROVEMENTS IN  THE  BOROUGH  OP  BROOK- 
LYN. 

TWENTY-FOURTH  WARD,  SECTION  5. 
HOPKINSON  AVENUE— REGULATING.  GRAD- 
ING, CURBING  AND  LAYING  CEMENT  SIDE- 
WALKS, between  Eastern  Parkway  Extension 
and    Blake    Avenue. 

HERMAN    A.     METZ. 

Comptroller. 
City  of  New  York — Department  of  Finance,  ) 
Comptroller's    Office.    July   24.    1006.  f 


proposals. 


DEPARTMENT  OP  DOCKS  AND  FERRIES. 

Sealed  bids  or  estimates  for  Oak  Piles  and 
Lumber  (1016)  will  be  received  by  the  Commis- 
sioner of  Docks  at  Pier  "A,"  Battery  Place, 
until  12  o'clock  M.,  August  6th,  1906.  (For 
particulars    see    City    Record.)  (2S023) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity. Room  1336,  Nos.  13  to  21  Park  Row, 
Borough  of   Manhattan.    The   City  of  New   York. 

SEALED  BIDS  OR  ESTIMATES  will  he  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until  2 
o'clock   P.    M.    on 

WEDNESDAY,    AUGUST    15,    1006, 
Borough  of  Brooklyn. 

For  furnishing,  constructing  and  erecting  an 
Engine  House  for  high  pressure  fire  service  at 
Willoughby  and  St.  Edwards  Streets,  Borough  of 
Brooklyn. 

For  furnishing,  constructing  and  erecting  an 
Engine  House  for  high  pressure  fire  service  at 
Furman  and  Joralemon  Streets.  Borough  of 
Brooklyn. 

F6r  furnishing,  delivering  and  laying  water 
mains  and  appurtenances  in  Utica,  Church  and 
Remsen    Avenues. 

For  full  particulars  see  City  Record. 

WILLIAM    B.    ELLISON, 

Commissioner. 

Dated   July    20.    1906.  (2S003) 

Office  of  the  President  of  the  Borough  of  Man- 
hattan,  City  Hall,   The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Borough  of  Man- 
hattan, at  the  City  Hall,  Room  16,  until  3 
o'clock    P.    M.    on 

MONDAY.    AUGUST   6,    1906. 
For  tin   roofing  West  Washington   Market. 
For   full   particulars  see  City  Record. 

JOHN    F.    AHEARN, 
President  of  the  Borough  of  Manhattan. 
The  City  of  New  York,  July  25,  1006.     (28057) 

Office  of  the  Department  of  Parks.  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
P.   M.   on 

THURSDAY.    AUGUST   0.    1906, 
Borough  of  Brooklyix 
For    furnishing    all    the    labor    and    materials 
necessary    for   wiring    and    lighting    the    Soldiers 
and    Sailors'    arch.    Prospect    Park. 
For    full    particulars    see    City    Record. 
MOSES    HERRMAN, 

President; 
GEORGE    M.    WALGROVE, 
MICHAEL    J.    KENNEDY, 

Commls'sioners   of   Parks. 
Dated    July    25,    1906. 

Office  of  the  Department  of  Parks.  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  fhe  above  office 
ot  the  Department  of  Parks  until  3  o'clock 
P.  M.   on 

THURSDAY,    AUCtUST   9,    1906, 
Borough  of  Brooklyn. 
For  furnishing  all  the  labor  and  materials  re- 
quired  in   framing   of  combination   gas  and  elec- 
tric   lighting    fixtures    in    Parade    Ground    Build- 
ing.   Prospect   Park,    Borough    of   Brooklyn. 
For    full    particulars    see    City    Record. 
MOSES    HERRMAN, 

President: 
GEORGE    M.    WALGROVE, 
MICHAEL    J.    KENNEDY, 

Commissioners   of   Parks. 
Dated    July    25,    1906. 


Office  of  the  President  of  the  Borough  of  Man- 
hattan.  City  Hall.   The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
cc.ved  by  the  President  of  the  Borough  of  Man- 
hattan, at  the  City  Hall,  Room  16,  until  3 
o'clock    P.    M.    on 

MONDAY,    AUGUST    6.    IIHK!. 

No.  1.  Constructing  parkways'  thereon  and 
I'egulating  and  repaying  with  asphalt  block 
pavement  on  concrete  foundation  the  roadway  of 
Broadway,  from  One  Hundred  and  Fifty-fifth 
street    to   One    Hundred   and    Sixty-ninth   street. 

No.  2.  For  repairing  asphalt  block  pavement 
in  the  Borough  of  Manhattan,  together  with 
work    incidental    thereto. 

No.  3.  Regulating  and  grading,  curbing  and 
flagging  new  avenue  (Bennett  avenue),  extend- 
ing from  One  Hundred  and  Eighty-first  sreeet, 
about  200  feet  west  of  Broadway,  and  running 
from    Broadway    opposite    Nagle    avenue. 

No.  4.  Regulating  and  paving  with  asphalt 
pavement  on  concrete  foundation,  the  roadway 
of  One  Hundred  and  Thirty-sixth  street,  from 
Broadway    to    Riverside    Drive. 

For   full    particulars  see   City   Record. 

JOHN    F.    AHEARN, 

Borough   President. 

The  City  of  New  York,  July  25.  1006.     (28057) 

Office  of  the  Department  of  Parks.  Ar.senal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  ot  Parks  until  3  o'clock 
P.   M.    on 

THURSDAY,    AUGUST   0,    1906, 
Borough  of  Brooklyn. 
No.  1.    For   furnishing   all    the   labor   and   ma- 
rciials   neccssar/    to   consti  net   and   complete   Mc- 
Laughlin  Park.    Borough   of   Brooklyn. 

No.  2.  For  regulating,  grading  and  paving 
or  repaving  with  asphalt  pavement  on  a  con- 
crete foundation  the  roadway  of  McLaughlin 
Park,  between  Bridge  and  Jay  Streets,  Borough 
of  Brooklyn. 
For  full  particulars  see  City  Record. 
MOSES    HERRMAN, 

President^ 
GEORGE    M.    WALGROVE, 
MICHAEL    J.    KENNEDY, 

Commissioners   of   Parks. 
Dated    July    25,    1906. 

Headquarters  of  the  Fire  Department  of  The 
City  of  New  York,  Nos.  1.57  and  159  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  The  City 
of    New    York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office  until   10.30  o'clock  A.    M.   on 

TUESDAY,   AUGUST  7,    1906, 
BoroU'Jhs  of  Manhattan  and  The  Bronx. 
No.   1.    For     furnishing     and     delivering     two 
eighty-five  feet  aerial  hook  and  ladder  trucks. 

No.  2.     For     furnishing     and     delivering     two 
seventy-five   feet    aerial   hook   and    ladder   trucks. 
For    full    particulars    see    City    Record. 

JOHN  H.   O'BRIEN, 
Fire    Commissioner. 
Dated    July    25,    1906. 

Office  of  the  Department  of  Parks.  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived bv  the  Park  Board  at  the  above  office 
of  the  "Department  of  Parks  until  3  o'clock 
P-   M.   on  „     ^„„„ 

THURSDAY,    AUGUST   9,    1006, 

No.  1.  For  the  completion  of  the  improve- 
ment of  Mosholu  Parkway,  from  Webster  Avenue 
to  Van  Courtlandt  Park,  in  the  City  of  New 
York.  ,  . 

No  2  For  furnishing  and  erecting,  complete, 
one  thousand  (1,000)  wire  tree  guards  around 
trees,   as  directed.    Borough  of  The  Bronx. 

No  3.  For  furnishing  and  erecting,  complete, 
twelve  thousand  (12,000)  linear  feet  galvanized 
wrought  iron  two-pipe  fence,  around  small 
parks    where  directed.  Borough  of  The  Bronx. 

No  '4  For  paving  with  asphalt  the  existing 
walks  in  St.  Mary's  Park,  in  the  Borough  of 
The   Bronx,    in   the   City   of   New   York. 

No  5.  For  furnishing  and  delivering  one 
steam    road    roller    for    parks.    Borough    of    The 

No    6.    For    furnishing    and    delivering    three 
hundred    (300)    tons   No.    1   white   ash   anthracite 
coal    (No.    2,    1006)    for   parks.    Borough   of   The 
Bronx. 
For    full    particulars    see    City    Record. 
MOSES    HERRMAN, 

President: 
GEORGE    M.    WALGROVE, 
MICHAEL    J.    KENNEDY, 

Commissioners    of   Parks. 
Dated    July    26,    1906^ 

Headquarters  of  the  Fire  Department  of  T^e 
City  of  New  York.  Nos.  157  and  159  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  The  City 

"^SEALED^bIdS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office  until  10.30  o'clock  A.   M.  on 

TUESDAY,    AUGUST   7,    1906, 
Boroughs  of  Manhattan  and  The   Bronx. 
No.  1.    For   furnishing   and   delivering   various 
supplies    for    the    repair    shops. 
For    full    particulars  ^see^^Cit^    Record.  ^^ 

Fire    Commissioner. 

Dated    July    25,    1906. 

Office  of  the  President  of  the  Borough  of 
Manhattan.  City  Hall,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Borough  of  Man- 
hattan     at    the    City    Hall,    Room    16,    until    3 

'■'^"'*    ''■i-u'^ESDAY,  AUGUST  14,  1006. 

For  furnishing  all  labor  and  material  required 
for  building  sewer  and  appurtenances  in  Scam- 
mel  Street,  between  Madison  and  Henry  Streets. 
For  full  particulars  see  City  Record. 

JOHN   F.    AHEARN, 
Borough   President. 
The  City  of  New  York,   August  2,  1906. 


CORPORATIO.N     SALE     OF     BUILDINGS     AND 
APPURTENANCES      THERETO      OF      CITY 
REAL     ESTATE. 
At    the    request    of    the    President   of    the    Bor- 
ough    of     Brooklyn,      public     notice     is     hereby 
given    that    the    CommtssiDners    of    the    Sinking 
Fund    of    The    City   of    New    YorH.    by    virtue    ot 
the    powers    vested    in    them    by    law,    will    offer 
for    sale    at    public    auction    the    buildings,    parts 
of     buildings,     etc..     standing     within     the     lines 
and    on    property    owned    by    The    City    of    New 
York,    acquired    for    street    purposes    in    the 
Borough    of    Brooklyn. 
All  of  the  property  shown  on  a  certain  map  on 
file   in   the  office  of  the  Collector  of  City   Reve- 
nue,   showing    encroachments    on    Sterling   Place 
(Butler  Street)  extending  from  Schenectady  Ave- 
nue to  Utica  Avenue,  in  the  24th  Ward,  Borough 
of    Brooltlyn.    City    of    New    York. 
The    sale    will    take   place    on 

WEDNESDAY.    AUGUST    15,    1006. 
at  11   A.    m.,   on   the  premises   and   will   be   sold 
for  the  highest  marketable  price  at  public  auc- 
tion. 
For    further    particulars    see    City    Record. 
H.    A.     METZ, 

Comptroller. 
City  of  New   York — Department  of  Finance, ) 
-  ■■      s    Office,    July    19,    1906.1 


(2.8017)       Comptroller's 


CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  OF  CITY 
REAL    ESTATE. 

At  the  request  of  the  President  of  the  Borough 
of  The  Bronx,  public  notice  is  hereby  given  that 
the  Commissioners  of  the  Sinking  Fund  of  the 
City  of  New  York,  by  virtue  of  the  powers 
vested  in  them  by  law»  will  offer  for  sale  at 
public  auction  the  buildings,  parts  of  buildings, 
etc.,  standing  within  the  lines  and  on  property 
owned  by  The  City  of  New  York,  acquired  for 
street    purposes     in     the 

BOROUGH  OP  THE  BRONX, 
being  the  property  required  for  the  opening  of 
East  199th  Street,  between  Marion  and  De- 
catur Avenue,  in  the  24th  Ward  of  the  Borough 
of  The  Bronx,  City  of  New  York,  which  is  more 
particularly  described  on  a  map  on  file  in  the 
office  of  the  Collector  of  City  Revenue,  Depart- 
ment ot  Finance,  Room  141,  No.  280  Broadway, 
Borough  ot  Manhattan.  The  sale  will  take 
place    on 

THURSDAY,     AUGUST    23,     1906, 
at   11   A.   M..   on   the  premises,   and  will  be   sold 
at    the    highest   marketable   price   at   public   auc- 
tion on  the  following 

TERMS    AND    CONDITIONS. 

Cash  payment  in  bankable  funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of  the 
buildings,  parts  of  buildings,  etc.,  standing 
within  the  lines  of  said  streets  from  the  streets 
by  the  purchaser  or  purchasers  immediately 
after  the  sale.  If  the  purchaser  or  purchasers 
fail  to  effect  a  removal  within  thirty  days,  he  or 
they  shall  forfeit  his  or  their  purchase  money, 
and  the  ownership  of  the  buildings,  parts  of 
buildings,  etc.,  and  The  City  of  New  York  will 
cause  the  same  to  he  removed  without  notice  to 
the   purchaser. 

Purchasers  to  be  liable  for  any  and  all  dam- 
ages of  any  kind  whatsoever  by  reason  of  the  oc- 
cupation or  removal  of  said  buildings,  parts  of 
buildings,    etc. 

The  bidder's  assent  and  agreement  to  the 
above  terms  and  conditions  are  understood  to 
be  implied  by  the  act  of  bidding. 

By  direction  of  the  Comptroller,  sales  of  the 
above  described  property  will  be  made  under 
the  supervision  ot  the  Collector  of  City  Revenue 
it   the   time   stated   herein. 

Full  particulars  of  sale  can  be  obtained  at 
the  office  of  the  Collector  of  City  Revenue, 
^oom  No.  141,  Stewart  Building,  No  280  Broad- 
way,   Borough   of   Manhattan. 

H.    A.    METZ, 

Comptroller. 
City  of  New  York— Department  of  Finance. ) 
Comptroller's   Office,   July  26,   1906.  ) 


CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  THAT 
the  Commissioners  ot  the  Sinking  Fund,  by 
virtue  of  the  powers  vested  in  them  by  law, 
will  offer  for  sale  at  public  auction  the  build- 
ings, parts  ot  buildings,  etc.,  standing  upon 
property  owned  by  The  City  of  New  York,  ac- 
quired for  Carnegie  Library  purposes,  in  the 
BOROUGH    OF    BROOKLYN. 

All  the  buildings,  parts  of  buildings,  etc..  situ- 
ated and  erected  upon  property  owned  by  The 
City  of  New  York,  acquired  for  Carnegie  Library 
purposes,  and  bounded  and  described  as  follows: 

Beginning  at  a  point  on  the  northerly  side  of 
Devoe  street  distant  125  feet  westerly  from  the 
point  of  intersection  of  the  northerly  side  of  De- 
voe street  with  the  westerly  side  of  Leonard 
street;  running  thence  northerly  and  parallel 
with  Leonard  street  100  feet;  running  thence 
easterly  and  parallel  with  Devoe  street  100  feet; 
running  thence  southerly  and  parallel  with 
Leonard  street  25  feet;  running  thence  easterly 
and  parallel  with  Devoe  street  25  feet  to  the 
westerly  side  of  Leonard  street;  running  thence 
southerly  along  the  westerly  side  of  Leonard 
street  75  feet  to  the  point  of  intersection  of  the 
northerly  side  of  Devoe  street  with  the  westerly 
side  of  Leonard  street:  running  thence  west- 
erly along  the  northerly  side  of  Devoe  street  125 
feet   to   the  point   or  place  of  beginning. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above-described  buildings  and  appurtenances 
thereto  will  he  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  ot 
Finance.  The  sale  will  take  place  on 
SATURDAY,  AUGUST  25,  1006, 
at  11  a.  m.,  on  the  premises,  and  will  be  sold 
for  the  highest  marketable  price  at  public  auc- 
tion. 

For  full   particulars  see  City  Record. 

H.  A.  METZ, 

Comptroller. 

City  of  New  York— Department  of  Finance, ) 
(28141)       Comptroller's   Office,    July   31,    1006.  { 
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CORPORATION  SALE  OF  REAL  ESTATE. 
William-  H.  Smith.  Auctioneer. 
Public  notice  is  hereby  given  that  the  Com- 
missioners of-  the  Sinking  Fund  of  The  City 
of  New  York,  by  virtue  of  the  powers  vested  In 
them    by    law,    will    offer    for   sale   on 

THURSDAY,  AUGUST  9.  IVlOll. 
at  12  o'clock,  M.,  at  the  Brooklyn  Real  Estate 
Exchange,  No.  ISO  Montague  Street,  the  fol- 
lowing described  real  estate  belonging  to  the 
Corporation  of  The  City  of  New  York,  and 
located  In  the  Borough  of  Brooklyn,  viz.: 

BEGINNING  at  a  point  in  the  southerly  side 
of  Ridgewood  Avenue  distant  50  feet  10  inches 
easterly  from  the  intersection  of  the  southerly 
line  of  Ridgewood  Avenue  with  the  easterly  line 
of  Richmond  Street  and  running  thence  easterly 
along  the  southerly  side  of  Ridgewood  Avenue 
94  feet  S^-^  inches  to  the  center  line  of  the 
block;  thence  southerly  along  the  center  line 
of  the  block  .12  feet  5%  inches;  thence  westerly 
in  a  straight  line  93  feet  T^i  inches  to  the  point 
or  place  of  beginning,  the  said  premises  being 
kncwn  as  Lot  No.  28  in  Block  4127,  Section  13 
on   the   Land   Map   of   Brooklyn. 

The    njinimum    or    upset    price    at    which    said 
property  shall   be  sold  is  fixed  at  $500.  and  the 
Comptroller  is  authorized  to  take  the  necessary 
steps    to    make    such    sale    upon    the    following 
TERMS     AND     CONDITIONS. 
The  highest  bidder  will   be  required  to  pay  10 
per  cent,  of  the  amount  of  his  bid,  together  with 
the  auctioneer's  fee  at  the  time  of  sale  and  the 
balance.   90  per  cent.,    upon   the   delivery  of  the 
deed,    the   quit-claim   for  the   premises   to   be   de- 
livered within  thirty  days  from  the  date  of  sale. 
The   Comptroller  may   at  his  option  resell   the 
property    if    the    successful    bidder    shall    fail    to 
comply    with    the    terms    of    the    sale,    and    the 
person     failing     to     cofcply     therewith     will     be 
held   liable  for  any  deficiency  which  may  result 
from   any   such    resale. 
The  right  to  reject  any  bid  is  reserved. 
By  order  of  the  Commissioners  of  the  Sinking 
Fund    under    resolution    adopted    at    a    meeting 
of    the    Board    held    June    20.    1906. 

H.     A.     METZ, 

Comptroller. 
City  of  New  York— Department  of  Finance,  J 
(2S013)        Comptroller's    Office.    July    20,    1906.  f 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  OF  CITY 
REAL    ESTATE. 


PUBLIC  NOTICE  IS  HEREBY  GIVEN  THAT 
the  Commissioners  of  the  Sinking  Fund,  by 
virtue  of  the  powers  vested  in  them  by  law. 
will  offer  for  sale  at  public  auction  the  build- 
ings, parts  of  buildings,  etc..  standing  within 
the  lines  and  upon  property  owned  by  The  City 
of  New  York,  acquired  for  the  use  of  the  De- 
partment of  Water  Supply,  Gas  and  Electricity, 
at  Rosedale,  Jamaica  South,  Woodhaven  South, 
etc..  Long  Island,  for  the  72-inch  steel  pipe  line. 
The  property  in  question  is  shown  upon  a  map 
on  file  in  the  office  of  the  Collector  of  City  Reve- 
nue. Department  of  Finance,  said  property  being 
known    as    follows: 

PARCEL  NO.  53. 
Plate  3758.  V.  Probst  Estate,  Queens  Borough, 
Ward  No.  4,  Rosedale — 130  feet,  more  or  less, 
south  of  centre  line  of  conduit  on  the  east  side 
of  Ocean  avenue,  two-story  dwelling,  one-story 
extension,  cellar,  brick  foundation,  shed  with 
wagon  and  chicken  house  attached,  one  and 
one-half-story     stable;     all     frame. 

PARCEL  NO.  54. 
Plate  3758.  C.  J.  St.  John,  Queens  Borough, 
Ward  No.  4,  Rosedale— 2fX)  feet,  more  or  less, 
south  of  centre  line  of  conduit  on  east  side  of 
Ocean  avenue,  two-story  and  attic  house,  cellar, 
brick    foundalion,    chicken    house,    all    frame. 

PARCEL  NO.  34. 
Plate  3758.  Mount  Estate.  Queens  Borough, 
Ward  No.  4,  Rosedale— 300  feet,  more  or  less. 
south  of  centre  line  of  conduit,  facing  west  side 
of  Rosedale  avenue,  two-story  attic,  with  one- 
story  and  attic  extension  dwelling,  brick  foun- 
dation;   all    frame. 

PARCEL  NO.  20. 
Plate  3758.  Charles  Sutter,  Queens  Borough, 
Ward  No.  4,  Woodhaven  South— 175  feet,  more 
or  less,  south  of  centre  line  of  conduit,  350  feet 
east  of  Cedar  lane,  two-story  attic  and  basement 
dwelling,  brick  foundation,  frame;  a  lot  of  old 
shack  out-buildings,  corn  cribs,  shed,  etc.,  one 
and  one-half-story  barns,  one-story  extension; 
a  portion  of  barn  has  brick  wall  half  way  up  to 
eaves. 

PARCEL  NO.  19. 
Plate  375S.  Bertha  Strobel.  Queens  Borough, 
Ward  No.  4,  Woodhaven  South— 150  feet  south 
of  centre  line  of  conduit,  facing  west  side  of 
Cedar  lane,  two-story  attic  and  basement  frame 
dwelling,  brick  foundation,  one-story  and  attic 
outhouse  and  shed;  one  and  one-half-story  barn 
and  shed  adjoining. 

PARCEL  NO.  0. 
Plate  375S.  Mary  Platz.  Queens  Borough, 
Ward  No.  4,  Spring  creek — 70  feet,  more  or  less, 
south  of  centre  line  of  conduit,  1,100  feet  east 
of  Spring  Creek  Gate  House,  two-story  attic  and 
basement  frame  dwelling,  brick  foundation,  one 
and  one-half-story  barn  and  two  one-story  out- 
house   buildings;    all    good. 

PARCEL  NO.  5. 
Plate  3758.  Henry  Meyer,  Brooklyn  Borough. 
Ward  No.  20—75  feet,  more  or  less,  south  of 
centre  line  of  conduit,  .300  feet  east  of  Elder's 
lane,  two-story  and  attic  frame  house,  cellar, 
brick  foundation;  one  and  one-half-story  barn 
and  stable,  one-story  barn  and  shed  attached; 
one-story  outhouse,  summer  kitchen,  wood  shed 
and   brick   smoke    house. 

PARCEL  NO.  30. 
Plate  3758.  John  B.  Hopkins,  Queens  Bor- 
ough, Ward  No.  4—140  feet,  more  or  less,  north 
of  centre  line  of  conduit  and  facing  east  side 
of  Hawtree  Creek  road;  two  and  one-half-story 
frame  house,  partially  burned;  one  and  one- 
half-story  frame  barn,  two-story  frame  barn  and 
outhouse,  one  and  one-half-story  frame  barn, 
small  half-story  buildings;  these  buildings  are 
in    a    dilapidated    condition. 


PARCEL  NO.  34. 
Plate  3(i75,  Sheet  No.  1.  American  Home 
Company,  Queens  Borough,  Ward  No,  4,  Ja- 
maica South— 40  feet,  n.o.e  or  less,  south  of 
centre  line  of  conduit,  l.OfjO  feet  west  of  Rock- 
away  road,  one  and  one-half-s*ory  and  base- 
ment frame  building;  foundation  brick  and  con- 
crete; this  bouse  is  being  built  and  was  com- 
menced after  survey. 

PARCEL  NO.  33. 
Plate  3675,  Sheet  No.  1.  Daniel  Higby,  Queens 
Borough.  Ward  No.  4,  Jamaica  South— 120  feet, 
more  or  less,  south  of  centre  line  of  conduit 
facing  east  side  of  Three-Mile  Mill  road,  one 
and  one-half-story  frame  building,  one-story 
kitchen    adjoining. 

PARCEL    NO.    24. 

Plate  3G75,  Sheet  No.  1.  J.  B.  Hopkins, 
Queers  Borough.  Ward  No.  4 — 150  feet,  more  or 
less,  south  of  centre  line  of  conduit,  facing 
north  side  of  Old  South  road,  and  375  feet,  more 
or  less,  east  of  the  intersection  of  the  centre  line 
of  said  road  and  of  conduit,  four  large  green- 
houses and  heating  plants,  one-story  market 
hcure  adjoining,  wind  mill  and  tank,  one  and 
one-half -story  stable  and  shed  adjoining,  wood 
shed  and  chicken  house,  two-story  dwelling, 
b.ick  cellar,  one-s_ory  cook  house;  all  frame. 
PARCEL    NO.    20. 

Plate  3675,  Sheet  No.  1 .  Charles  Lewis, 
Queens  Borough,  Ward  No.  4 — 50  feet,  more  or 
less,  south  of  centre  line  of  conduit  and  1,300 
fee*  earl  of  Long  Island  Railroad  Station  at 
Aqueduct,  two-story  dwelling  and  one-story 
extension;  frame;  cellar,  brick;  small  wood 
shed. 

PARCEL  NO.  19. 
Plate  3675,  Sheet  No.  1.  G.  Neipp,  Queens 
Borough,  Ward  No.  4 — 100  feet,  more  or  less, 
south  of  centre  line  of  conduit  and  adjoining 
Parcel  No.  20,  two  large  greenhouses  with  heat- 
ing   plants. 

PARCEL    NO.    18. 

Plate  3675.  Sheet  No.  1.  J.  H.  Muller,  Queens 
Borough,  Ward  No.  4 — GO  feet,  more  or  less, 
.'^outh  of  centre  line  of  conduit  and  900  feet  east 
of  Aqueduct  Station  (railroad),  large  greenhouses 
with  heating  plants,  small  two-story  frame 
house  with  one-story  extension,  wood  shed  and 
small  stable. 

PARCEL    NO.    12. 

Plate  3G75,  Sheet  No.  1.  Christopher  Bub, 
Queens  Borough,  Ward  No.  4 — 120  feet,  more  or 
less,  south  of  centre  line  of  conduit,  facing 
west  side  of  road  to  Remsen,  two-story  and 
attic  frame  dwelling,  one-story  extension,  cellar 
brick  foundation,  one-story  stable. 
PARCEL    NO.    38-7. 

Plate  3675,  Sheet  No.  1.  James  Brown,  Queens 
Borough.  Ward  No.  4 — 50  feet,  more  or  less, 
south  of  centre  Hue  of  conduit  and  facing  east 
side  of  Centreville  avenue,  one-story  house, 
kitchen  and  extension,  old  stable,  old  frame 
buildings ;    all    dilapidated. 

PARCEL    NO.    6. 

Plate  3G75,  Sheet  No.  *1.  Mrs.  Samuel  Coe. 
Queens  Borough,  W^ard  No.  4 — 50  feet,  more  or 
less,  south  of  centre  line  of  conduit,  facing  west 
side  of  Centreville  avenue,  one  and  one-half- 
story  frame  house,  cellar,  old  out-kitchen,  one- 
story  stable  and  shed;  buildings  old  and  dilapi- 
dated. 

PARCEL    NO.    2. 

Plate  3675.  Sheet  No.  1.  Gilbert  Elliott, 
Queens  Borough.  Ward  No.  4 — 120  feet,  more 
or  less,  south  of  centre  line  of  conduit  and  500 
feet  east  of  Sloothoff  Neck  road,  one-story  attic 
and  basement  house,  brick  foundation,  tin  roof, 
old  frame  stable  and  extension,  one  and  one- 
half-story  barn  with  shed  extension;  all  frame. 
PARCEL    NO.    41. 

Plate  3675,  Sheet  No.  2.  W.  B.  Mills,  Queens 
Borough,  Ward  No.  4 — 110  feet,  more  or  less, 
south  of  centre  line  of  conduit,  facing  east  side 
of  Farmer's  avenue,  two-story  and  attic  dwell- 
ing, one-story  extension,  cellar,  brick  founda- 
t  ion ;  to  be  reserved  for  engineer's  residence ; 
old  one-story  house,  all  frame;  other  buildings 
burned  since  survey  was  made. 
PARCEL    NO.    38. 

Plate  3G75,  Sheet  No.  2.  Silas  Van  Brunt, 
Queens  Borough,  Ward  No.  4 — 225  feet,  more  or 
less,  south  of  centre  line  of  conduit  and  250 
feet  east  of  Rockaway  road;  old  dilapidated 
barn. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above-described  buildings  and  appurtenances 
thereto  will  he  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.  The  sale  will  take  place  on 
MONDAY,  AUGUST  13,  1906, 
at  11  a.  m.,  on  the  premises,  and  will  be  sold 
for  the  highest  marketable  price  at  public  auc- 
tion. 

For  full   particulars  see  City  Record. 

HERMAN   A.    METZ. 

Comptroller. 

City  of  New  York—Department  of  Finance,  \ 
(2.S143(        Comptroller's    Office,    July    30.    1906.  \ 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 


PUBLIC  NOTICE  IS  HEREBY  GIVEN  THAT 
the  Commissioners  of  the  Sinking  Fund,  by 
vii'tue  of  the  powers  vested  in  them  by  law, 
will  offer  for  sale  at  public  auction  the  build- 
ings, parts  of  buildings,  etc.,  standing  upon 
property  owned  by  The  City  of  New  York,  ac- 
quired for  Carnegie  Library  purposes,  in  the 
BOROUGH  OF  MANHATTAN. 

All  the  buildings,  parts  of  buildings,  etc.,  situ- 
ated and  erected  upon  property  owned  by  The 
City  of  New  York,  acquired  for  Carnegie  Library 
purposes,  and  bounded  and  described  as  follows: 

Beginning  at  a  point  on  the  northerly  side  ol 
East  Thirty-sixth  street  distant  52  feet  lOM: 
inches,  more  or  less,  easterly  from  the  point 
of  intersertion  of  the  northerly  side  of  East 
Thirty-sixth    street    with    the    westerly    side    of 


Second  avenue;  running  thence  northerly  and 
parallel  with  Second  avenue  98  feet  9  inches, 
more  or  less,  to  the  center  line  of  the  block; 
running  thence  easterly  along  the  centre  line 
of  the  block  47  feet  l^^^  inches,  more  or  less; 
running  thence  southerly  and  parallel  with 
Second  avenue  98  feet  9  inches,  more  or  less, 
to  the  northerly  side  of  East  Thirty-sixth  street; 
running  thence  westerly  along  the  northerly  side 
of  East  Thirty-sixth  street  47  feet  V/z  inches, 
more  or  less,  to  the  point  or  place  of  beginning. 

By  direction  of  the  Comptroller,  the  sale  of 
(he  above-described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.  The  sale  will  take  place  on 
TUESDAY.  AUGUST  28.  1906. 
at  11  a.  m.,  on  the  premises,  and  will  be  sold 
for  the  highest  marketable  price  at  public  auc- 
tion. 

For  full   particulars  see  City  Record. 

H.  A.   METZ. 

Comptroller. 

City  of  New  York— Department  of  Finance.  ) 
(28135)       Comptroller's  Office,   August   1.    190G.  f 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  THAT 
the  Commissioners  of  the  Sinking  Fund,  by 
virtue  of  the  powers  vested  in  them  by  law, 
will  offer  for  sale  at  public  auction  the  build- 
ings, parts  of  buildings,  etc.,  standing  upon 
property  owned  by  The  City  of  New  York,  ac- 
quired   for    school    purposes,    in    the 

BOROUGH    OF    THE    BRONX. 

All  the  buildings,  parts  of  buildings,  etc.,  situ- 
ated and  erected  upon  property  ov/ned  by  The 
City  of  New  York,  acquired  for  the  Board  of 
Education,  and  bounded  and  described  as  fol- 
lows: 

Beginning  at  a  point  on  the  easterly  line  of 
Catherine  street  distant  300  feet  southerly  from 
the  southerly  line  of  Westchester  avenue  and 
running  thence  easterly  along  the  southerly  line 
of  the  lands  of  Public  School  16.  100  feet; 
thence  southerly  along  the  westerly  line  of  lands 
of  said  school  100  feet;  thence  westerly  and 
parallel  with  Westchester  avenue  1(X>  feet  to  the 
easterly  line  of  Catherine  street;  thence  north- 
erly along  the  easterly  line  of  Catherine  street 
UK)  feet  to  the  point  or  place  of  beginning. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above-described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.      The    sale   will    take    place   on 

WEDNESDAY,    AUGUST    22,    1900. 
at  11  a.    m.,   on  the   premises,   and  will  be  sold 
for  the  highest  marketable  price  at  public  auc- 
tion. 

For   full   particulars  see   City  Record. 

HERMAN  A.    METZ. 

Comptroller. 

City    of    New    York — Department    of    Finance,  ) 
(28139)        Comptroller's    Office,    July    31,    190G.  ] 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 


PUBLIC  NOTICE  IS  HEREBY  GIVEN  THAT 
the  Commissioners  of  the  Sinking  Fund,  by 
virtue  of  the  powers  vested  in  them  by  law. 
pursuant  to  a  resolution  adopted  by  them  under 
date  of  July  31.  1906,  offer  for  sale  at  public 
auction  the  buildings,  parts  of  buildings,  etc.. 
standing  on  property  owned  by  The  City  of 
New   York,   acquired   for  park   purposes,   in  the 

BOROUGH    OF   MANHATTAN. 
The     said    buildings     being    situated    upon     land 
described   as   follows: 

Beginning  at  a  point  on  the  southerly  side 
of  West  Twenty-eighth  street  distant  200  feet 
easterly  from  the  corner  formed  by  the  inter- 
section of  the  easterly  side  of  Tenth  avenue 
with  the  southerly  side  of  W^est  Twenty -eighth 
street;  thence  southerly  and  parallel  with  Tenth 
a^'enue  98  feet  9  inches;  thence  easterly  and 
imrallel  with  West  Twenty-eighth  street  75 
feet;  thence  northerly  and  parallel  with  Tenth 
avenue  98  feet  9  inches  to  the  southerly  side 
of  West  Twenty-eighth  street;  thence  westerly 
along  the  southerly  side  of  West  Twenty-eighth 
street  75  feet  to  the  point  or  place  of  beginning. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above-described  buildings  and  appurtenances 
thereto,  known  as  Nos.  442.  444  and  446  West 
Twenty-eighth  street,  in  the  Borough  of  Man- 
hattan, will  he  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance,    on 

TUESDAY.    AUGUST    14.    190(>. 
at   11   a.    m..    on    the   premises,    and   will   be   sold 
for   the   highest   marketable   price   at  public   auc- 
tion. 

For  full   particulars   see   City   Record. 

HERMAN  A.   METZ, 

Comptroller. 

City  of  New  Y'ork — Department  of  Finance.  ) 
(28137)        Comptroller's  OffiL-e.   August  1.   190(J.  ( 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  to  the 
owner  or  owners  of  all  houses  and  lots,  im- 
proved or  unimproved  lauds  affected  thereby, 
that  the  following  proposed  assessments  have 
been  completed  and  are  lodged  in  the  office  of 
the  Board  of  Assessors  for  examination  by  all 
persons     interested,     viz.: 

BOROUGH   OF    BROOKLYN. 

List.  8582.  No.  1.  Regulating,  grading,  pav- 
ing with  sheet  and  block  asphalt  pavement, 
curbing  and  laying  cement  sidewalks  in  Oving- 
ton  avenue,  between  Third  and  Fifth  avenues; 
together  with  a  list  of  awards  for  damages 
caused  by  a  change  of  grade. 

List  8908,  No.  2.  Sewer  in  East  Thirty-second 
street,    from    Glen  wood   road   to   Avenue    H. 

List  8909,  No.  3.  Sewer  basin  southeast  cor- 
ner of  Herkimer  street  and  Columbus  place. 

List  8910.  No.  4.  Fencing  vacant  lots  on  east 
side  of  Bancroft  place,  between  Herkimer  street 
find  AHnntir.  avt.n>i<i.  iind  qh  north  side  o*"  At- 
lantic avenue,  between  Bancroft  place  and  How- 
ard avenue;  and  on  the  west  side  of  Howard 
avenue,  between  Atlantic  Avenue  and  Herkimer 
street ;    on    the    south    side    of    Herkimer    street, 
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boLween  Pi'.sro!i.  iiUuf  an  1  lUlph  avenue:  al^o 
on  the  soulhcast  corner  of  Throop  avenue  and 
Quiiicy  Rtreef;  also  on  the  southeast  corner  of 
Kourth  avenue  and  Fiftv-ninth  street;  on  the 
west  side  of  Prest-oU  place,  between  Herkimer 
street    and    Atlantic    avenue. 

List  8014,  No.  r>.  Paving  Ames  street  with 
asphalt  on  concrete,  between  East  New  York 
avenue   and   Sutter   avenue. 

All  persons  whose  interests  are  affected  by  the 
above-named  proposed  assessments,   and  who  are 
opposed   to   the   s..uie   or  either  of  them,   are   re- 
quested   to    present    their    objections,    in    writing, 
to  the  Secretary   of  the   Board  of  Assessors,   No. 
:V2i>   Bro?dway,    New   Yok,   on   or  before  Septem- 
ber   4,    liHH!,    at    11    a.    m.,    at    which    time    and 
place  the  said  objections  will  be  heard  and  tes- 
timony   received    in    rcfe  ence   thereto. 
For   fall    particulars    see    City    Record. 
ANTONIO     ZUCCA, 
PAUL    ^V'E1MANN. 
JAMES     H.     KENNEDY. 

Board    of    Assessors. 
WILLIAM   H.   JASPER, 
Secretary, 

No.    320    Broadway. 
City    of    New    York,    Borough    of    Manhattan,  ) 
(2,S145)  July  31,    lOOti.      J 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  OF  CITY 
REAL    ESTATE. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  THAT 
the  Commissioners  of  the  Sinking  Fund,  by  vir- 
tue of  the  powers  vested  in  them  by  law,  will 
offer  for  sale  at  public  auction  the  buildings, 
parts  of  buildings,  etc..  standing  upon  property 
owned  by  the  City  of  New  York,  acquired  for 
bridge    purposes,    in    the 

BOROUGH    OF    MANHATTAN. 

All  the  buildings,  parts  of  buildings,  etc., 
situated  and  erected  upon  property  owned  by 
the  City  of  New  York,  acquired  for  Bridge  De- 
partment purposes,  and  bounded  and  described 
as    follows: 

BEGINNING  at  the  intersection  of  the  souther- 
ly side  of  Delancey  Street  with  the  westerly  side 
of  Suffolk  Street:  running  thence  southerly  50 
feet  along  the  westerly  side  of  Suffolk  Street; 
thence  westerly  and  parallel  with  Delancey 
Street  200.49  feet  to  the  easterly  side  of  Nor- 
folk Street;  thence  northerly  along  the  easterly 
side  of  Norfolk  Street  50  feet  to  the  southerly 
side  of  Delancey  Street;  thence  easterly  along 
the  southerly  side  of  Delancey  Street  200.42 
feet   to   the   point   of   beginning. 

By  direction  of  the  Comptroller,  the  sale  of  the 
above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.  The  sale  will  take  place  on  MONDAY, 
AUGUST  20,  liKM).  at  11  a.  m.,  on  the  premises. 
(For  further  particulars  see  "City  Record.") 
H.    A.    METZ. 

Comptroller. 
Department   of  Finnnee — City  of   New   York.} 
(28070)  Comptroller's   Office.    July   25.    1906.  J 

CORPORATION     SALE     OF     BUILDINGS     AND 
APPURTENANCES      THERETO      OP      CITY 
REAL     ESTATE. 
At    the    request    of    the    President    of    the    Bor- 
ough   of    The    Bronx,     public     notice    is    hereby 
given    that    the    Commissioners    of    the    Sinking 
Fund    of    The    City    of    New    York,    by    virtue    of 
the    powers    vested    in    them    by    law,    will    offer 
for    sale    at    public    auction    the    buildings,    parts 
of    buildings,     etc.,     standing    within    the     lines 
and    on    property    owned    by    The    City    of    New 
York,     acquired     for    street    purposes    in    the 

Borough  of  The  Bronx, 
being  the  property  required  for  the  regulating 
and  grading  of  Belmont  Avenue,  from  Clay 
Avenue  to  Topping  Avenue,  in  the  Borough  of 
The  Bronx,  and  being  the  building  situated  at 
the  Topping  Avenue  end  of  said  improvement. 
The   sale  will  take   place  on 

THURSDAY,     AUGUST     16,     1906. 
at  11   A.    m.,   on   the  premises   and  will   be  sold 
for  the  highest  marketable  price  at  public  auc- 
tion. 
For    further    partic^ulars    see    City    Record. 
H.     A.     METZ. 

Comptroller. 
City  of  New   York— Department  of  Finance,) 
(28015)        Comptroller's    Office,    July    19,    1906.  J 


HERBERT  A.  SHERMAN 

REAL  ESTATE 

AUCTIONEER,     BROKER 
APPRAISER,  AGENT 

GROUND    FLOOR    A8T0R    BUII,piNQ 

9  Pine  and  10  Wall  St.. 

Uptown  Office.  530  and  532   FIFTH   AVENUE 

Corner  44th  St.,  under  5th  Aye.  Bank 
Tol.  Connections.     Private  Wire  Between  Offices 

Iproposa's 

Headquarters  of  the  Fire  Department  of  The 
City  of  New  York.  Nos.  157  and  150  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  The  City 
of  New   Yoik. 

SEALED  BIDS  OR  ESTIMATES  will  "be  re- 
ceive J  by  the  Fire  Commissioner  at  the  above 
office  until   lO.^'O  o'clock  A.    M.   on 

WEDNESDAY,    AUGUST    15.    1!)00. 
Boroughs   of    Manhattan    and    The    Bronx. 

No  1.  For  furnishing  all  the  labor  and 
materials  required  for  additions  and  alt eriit ions 
to  building  of  Engine  Company  16,  located  at 
No.    2'2:^   East    Twenty-fifth    Street. 

No.  2.  For  furnishing  all  the  labor  and 
materials  required  for  additions  and  alterations 
to  building  of  Engine  Company  27,  located  at 
No.    nii    Franklin    Street. 

For  full   particulars  see   City  Record. 

JOHN   H.    O'BRIEN. 
Fire    Commissioner. 

Dated    August    2.    1006. 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity. Room  ir.riO.  Nos.  13  to  21  Park  Row, 
Borough  of   Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply. 
Gas  and  Electricity  at  the  above  office  until  2 
o'clofk   P.    M.   on 

WEDNESDAY.    AUGUST    15,    1906. 
Borough  of  Queens. 
For     repairs     to     the     public     gas     lamp-posts, 
ereition    of    new    lamp- posts    and    removal,    etc.» 
of  lamp-posts  as  required  to  December  .'il.   1II06, 
inclusive. 
For  full  particulars  see  City  Record. 

WILLIAM   B.    ELLISON, 
Commissioner. 
New   York,    August   1,    1906. 

Belle vue  and  Allied  Hospitals  Department  of 
New  York  City,  Twenty-sixth  Street  and  First 
Avenue.  Borough  of  Manhattan,  The  City  of 
New   York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  President  of  the  Board  of  Trustees 
at  the  above  office  until  .'1  o'clock  P.    M.  on 
WEDNESDAY.    AUGUST    15,    IIKX!. 

For  all  labor  and  materials  required  for  the 
excavation,  nodding,  seeding,  concrete,  plumbing, 
iron  and  other  work  in  the  layout  of  the 
grounds,  j>ath,  sidewalks,  drive  and  fences  at 
the  New  Harlem  Hospital,  situated  on  Lenox 
Avenue  and  bounded  by  One  Hundred  and 
Thirty-sixth  and  One  Hundred  and  Thirty- 
seventh   Streets,    The   City   of   New   York. 

For  full   particulars  see   City   Record. 

JOHN    W.     BRANNAN. 
President  of  the  Board  of  Trustees, 
Bellevue  and  Allied   Hospitals. 

Dated  August  2.    1006. 

Office  of  the  Department  of  Parks,  Arsena' 
Building.  Fifth  Avenue  and  Sixty-fourth  Street. 
Borough  of   Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office  of 
the  Department  of  Parks  until  3  o'clock  P.  M. 
on 

THURSDAY.     AUGUST     16,     1906, 
Borough    of    Brooklyn, 
For    regulating,     grading    and     paving    or    re- 
paving    with     asphalt    pavement    on    a    concrete 
foundation     the    roadway    of    Glen  more    Avenue, 
between     Stone     Avenue     and     Doscher     Street. 
Borough     of     Brooklyn,     together    with    all    the 
work   incidental   thereto. 
For  full  particulars  see  City  Record. 
MOSES   HERRMAN. 

President: 
GEORGE   M.    WALGROVE, 
MICHAEL    J.    KENNEDY. 
Commissioners   of    Parks. 
Dated  July   11.    1906. 


B>rorossl5. 


Belle  VUG  and  Allied  Hospitals  Department  of 
New  York  City,  Twenty-sixth  Street  and  First 
Avenue,  Borough  of  Manhattan,  The  City  of 
New  York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  President  of  the  Board  of  Trustees 
at  the  above  office  until  3  o'clock  P.    M.   on 
WEDNESDAY.    AUGUST    15,    1900. 
For    Milk    and    Cream. 
For  full   particulars  see  City  Record. 

JOHN     W.     BRANNAN. 
President  of  the   Board  of  Trustees, 
Bellevue  and  Allied   Hospitals. 
Dated  August  2,   1906. 

Office  of  the  Department  of  Correction,  No. 
148  East  Twentieth  Street,  Borough  of  Manhat- 
tan,   The   City  of   New    York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived   by     the    Commissioner    of    Correction    at 
the  above  office  until  11  o'clock  A.   M.   on 
TUESDAY.    AUGUST   11.    1906. 
Borough   of  Manhattan. 
For  furnishing  all  labor  and  material  required 
for   the   addition   to   the   brick   building   proposed 
for    the    artificial    ice    making    plant    on    Hart's 
Island. 
For  full   particulars  see  City   Record. 

FRANCIS    J.     LANTRY, 
Commissioner. 
Dated   August   2.    19tl6. 

Office  of  the  Department  of  Parks,  Arsenal 
Building.  Fifth  Avenue  and  Sixty-fourth  Street 
Borough  of  Manhattan.  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Bo^rd  at  the  above  office  of 
the  Department  of  Parks  until  3  o'clock  P.  M. 
on 

THURSDAY,     AUGUST     Hi,     1906, 
Borough    of    Brooklyn, 
For     regulating,     grading    and     paving    or    re- 
paving    with     asphalt    pavement    on     a    concrete 
foundation  the  roadway  of  Pennsylvania  Avenue, 
between     Jamaica    Avenue    and     Sutter    Avenue, 
Borough  of  Brooklyn,   together  with  all  the  work 
incidental   thereto. 
For  full  particulars  see  City   Record. 
MOSBS    HERRMAN, 

President; 
GEORGE    M.    WALGROVE, 
MICHAEL    J.     KENNEDY, 
Commissioners    of    Parks. 
Dated   July   U,    1906. 

DEPARTMENT   OF    DOCKS   AND   FERRIES. 

Sealed  bids  or  estimates  for  three  ferryboats 
(KX>3)  will  be  received  by  the  Commissioner  of 
Docks  at  Pier  "A,"  Battery  Place,  until  12 
o'clock  noon.  August  14th.  19)Ml  (For  particu- 
lars  see   City    Record.) 


Rtiord  and  Guide  Quarterly 


The  annual  number  of  the  Record  and  Guide 
Quarterly  contains  all  the  legal  records  for  the 
past  year  couccrning  real  estate  and  projected 
buildings,  arranged  alphabetically  and  numerically, 
with  Invaluable  annotations.  These  are  supple- 
mented by  tables  of  important  transactions,  with 
typical  prices,  covlfjii;  the  past  quarter  of  a  cen- 
tury or  mere.  acc<,m:\-;u;cd  l.y  oxpcit  ccmmentsi 
also  by  a  list  of  realty  corporations  created  during 
the  past  two  years,  ivilh  ofCcers  aaC  thu  cn'orprises 
in  which  tliey  aro  engaeed.  The  whole  maU:  a 
volume  of  rofcren'^e  which  no  re.il  estate  man  can 
afford  to  be  without.  It  should  bo  on  every  desk 
and  in  every  llbrury.  lis  cost  is  as  notbine  com- 
pared to  its  value  as  a  time-saver.  This  important 
work  cnn  bo  obtained,  with  three  quarterly  num- 
bers, fcr  the  comparatively  Email  sum  of  $2C.  It 
■li  published  by  the  Record  and  Guide,  at  Nos,  14 
and  16  Vesoy  St.,  where  interested  parties  may  see 
it  and  have  he  uses  explained  to  them.  If  you  caa- 
not  call,  drop  a  postal  card  to  the  PuDlishor.  or  call 
him  up  on  telephone,  3157  Cortlardt. 


CONVEYANCES 


Whenever  the  letters  Q.  C.  C.  a.  G.  and  B.  &  S.  occur,  preceded  by 
the  name  of  the  grantee,   they  mean  as  follows: 

Ist. — Q.  C.  Is  an  abbreviation  for  Quit  Claim  deed,  1.  e..  a  deed 
wherein  all  the  right,  title  and  Interest  of  the  grantor  Is  conveyed, 
omitting  all  covenants  and  warranty. 

2d. — C.  a.  G.  means  a  deed  containing  Covenant  against  Grantor 
only.  In  which  he  covenants  that  he  hath  not  done  any  act  whereby 
the  estate  conveyed  may  be  Impeached,  charged  or  encumbered. 

3d. — B.  &  S.  Is  an  abbreviation  for  Bargain  and  Sale  deed,  wherein, 
although  the  seller  makes  no  expressed  consideration,  and  thus  im- 
pliedly claims  to  be  the  owner  of  it.  The  street  or  avenue  num- 
bers given  In  these  lists  are,  in  all  cases,  taken  from  the  insurance 
maps  when  they  aje  not  mentioned  In  the  deeds.  The  numbers,  it 
will  occasionally  be  found,  do  not  correspond  with  the  existing  ones, 
owing  to  there  having  been  no  official  designation  made  of  them  by 
the   Department   of   Public   Works. 

4th. — The  flrst  date  Is  the  date  the  deed  was  drawn  The  second 
date  is  the  date  of  filing  same.  When  both  dates  are  the  same,  only 
one  is  given. 

5th. — The  figures  in  each  conveyance,  thus,  2:482 — 10,  denote  that 
the  property  mentioned  is  in  section  2.  block  482,  lot  10. 

6th. — It  should  also  be  noted  in  section  and  block  numbers  that 
the   Instrument  as  filed   Is  strictly  followed. 

7th. — A  .$20.000 — $30,000  indicates  the  assessed  value  of  the 
property,  the  flrst  figures  being  for  the  lot  only,  and  the  second  fig- 
ures representing  both  lot  and  building.     Letter  P  before  second  fig- 


ure  indicates   that  the   property   Is   assessed   as  In   course   of  con- 
struction. 

July  27,  28,  30,  31,   .\ugiist   1,  2. 
BOBOU6H   OF   MANHATTAN. 

Allen  St,  No  124,  e  s.  100  n  Delancey  st,  33.6x87.0,  5-sly  brk  ten- 
ement and  store.  Louis  Untcrman  et  al  to  Rosa  Goldrl.  Mort 
)(;.SS.(I0<1.  July  1(».  July  31,  1006.  2:415—47.  A  !t!22.0O0-.'(;27.- 
(XIO.  other    considand    100 

Attorney  st,  Nos  155  and  157,  w  s.  200  s  Houston  si.  50x100,  two 
t)-sty  brk  tenements  and  stores  and  4  and  5-sty  brk  tenements 
in  rear.  Isaac  Roth  to  Pincus  Burger.  IVIorts  $58,000.  June  28. 
Aug  2,  1906.     2:350—69  and  70.     A  $36.000— 146  (1(K). 

other   consid    and    100 

narrow  si.  No  22,  n  s,  abt  100  e  Bleecker  st,  25x90.  5-sty  brk  ten- 
ement. James  F  Thompson  et  al  to  Donate  Robilotto.  Mort  $15,- 
000.     July  21.    July  30,  1900.     2:591-36.    A  $10,000— $17,(100. 

other  conskl  and  100 

Baxter  st.  Nos  10  and  12,  w  s,  171.11  n  Park  Row,  37.5.x83.7x.'!7.5x 
84.11,  O-sty  brk  tenement  and  store.  Benedetto  Ginnocchio 
to  Barnett  Freedman  and  Samuel  Harris.  Mort  ,$.30,000.  Aug 
2,  1006.     1:160 — 45.     A  .$22,100 — $36,500.       other  consid  and  100 

Bedford  st,  Nos  14  and  16,  e  s,  .58.10  s  Downing  st,  runs  o  75.1  x  s 
17.6  X  e  24.1  X  s  13,3  x  w  09. S  to  st  x  n  .38.11  to  beginning,  0-sty 
brk  tenement  and  store.  Julius  Bachrach  to  Antonio  Bagarozy. 
Mort  .$34  000.  July  31.  Aug  1,  1906.  2:527-7.  A  $13,000- 
,$35,000.  other  consid  and  100 

Bleecker  St.  Nos  292  and  294|  s  w  cor  Barrow  st,  40x81x39.7x81.  6- 

Barrow  st.   No  37  |     sty    brk    tenement    and    store._^     David 

Gordon    to    Louis    Ludwig   and   Albert    M    Gilday.      Mort   $78,000. 
July  7.     July  31,  19<J6.     2:587-56.    —  ?28,000— $60,000. 

omitted 
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August  4,  1906 


5")   w   Cannon   st,   25x75,   5-sty   brk  tene- 
Weil    et    al   to   Joseph   Rothman.      Mort 


Bleecker  st,  Nos  358  to  364|  s  w  cor  Charles  st,  96x75,  four  5-sty 

Charles  st,  No  98  |     brk  tenements  and  stores.     Edward  C 

Goodwin  et  al  EXRS  Matilda  E  Goodwin  to  Herbert  J  Cochhran. 
Mort  JBOS.tKW.  July  IG.  July  31,  i;iOI>.  2;l>20— 20  to  23.  A 
$57.000— $85,0(10..  127.000 

Same  property.  Herbert  Cochran  to  Sound  Realty  Co.  Mort  $109.- 
000.     July  30.     July  31.   UMIIi.     2:(!20.  other  consid  and  100 

Broome  st.  Xos  1(1  and  IS  |n  e  por  Mangin  st.  50.x75.  ti-sty  brk  tene- 

Mangin  st.  No  20  j     mcnt  and  store.     Victor  Perlman  et  al 

to  Kalman  Goldman  and  Samuel  Wohlstadter.  Mort  $(J5,000. 
July  30.     Aug  2,  190(;.     2:322—00.     A  $20 ,0(_l0— $00,000. 

other   consid   and    100 

Broome  st.  No  30.  n  s.  25  e  Goerck  st,  25x75.  5-sty  brk  tenement 
and  store.  Max  Psaty  et  al  to  Gussie  Hessberg.  Mort  .$20,000. 
July  24.     July  31,   llKJt!.     2:322—32.     A  $7,000— $14,000. 

other  consid  and  100 

Broome  St.  No  51.  s  s.  abt  2S  w  Lewis  st.  25x75.  5-sty  brk  ten- 
ement and  store.  Isak  Schcinert  to  Eidel  wife  of  Isak  Scheinert. 
Vi  part.  All  liens.  July  1(3,  July  30.  190G.  2:326—14.  A  $12.- 
000— $22,000.  other  consid  and  100 

Broome  st.  No  59,  s  s,  50  e  Cannon  st,  25x100,  5-sty  brk  tenement. 
Caroline  M  Smith  to  Simon  Reich  and  Jones  Schlesinger.  Mort 
$30,000.     July  31.     Aug  2,  1906.     2:326—10.  A  $14,000— $30,000. 

omitted 

Broome   st.   No   70,   n   s, 
ment    and   store.      Jonas 

$25,000.  July  31.  Aug  1,  1906.  2:332— 7(.).  A  $13.000— $22,- 
000.  other  consid  and  100 

Cannon  st.  No  131,  w  s,  100  s  Houston  st,  20x100.  5-sty  brk  tene- 
ment and  store.  Adolf  Weiss  to  Annie  Guttenberg.  Mort  $12.- 
500.     July  30.     July  31.   1906.     2:335—68.     A  $9.000— ?14.000. 

100 

Carmine  st.  Nos  60  to  64%.  on  map  Nos  60  to  64.  s  w  cor  Bedford 
St.  75x(_iO.  three  3-sty  frame  (brk  front)  tenements  and  stores. 
Harry  A  Thuor  to  Samuel  Friedman  and  Samuel  Scher.  Morts 
$113,000.  Aug  1.  Aug  2.  1906.  2:528-71  to  76.  A  $26.500— 
$ .  other   consid    and   100 

Carmine  st.  Nos  60  to  64%.  on  map  Nos  60  to  04.  s  w  cor  Bedford 
St.  75x60.  three  3-sty  frame  (brk  front)  tenements  and  stores. 
Samuel  Miller  to  Harry  A  Thuor.  Mort  $100,500.  July  24.  July 
28,   1906.     2:528—71   to   76.      A  $26,500— $29,500. 

other   consid   and   KK) 

Charles  st.  or  Ins.   82.1   e    Bleecker  st,   20x95.2x20x95.3,  3- 

Van  Nest  pi.  No  16|  sty  brk  dwelling.  Harriet  F  Laughliu  INDI- 
VID and  DEVISEE  Geo  H  Laughlin  to  Louise  C  Mohlman.  July 
31.     Aug  1.  190(>.     2:621—76.     A  .$9.000— $11,500.  nom 

Cherry  st.  No  308.  n  s.  258.1  e  Jefferson  st,  25x80,  5-sty  brk  ten- 
ement and  store.  Mutual  Alliance  Trust  Co  to  Mary  Goldberg. 
All  title.  Q  C.  April  25.  Aug  2,  1906.  1:257—11.  A  $7,000 
—$15,000.  nom 

Same  property.  Mary  Goldberg  to  Simon  Clug.  Mort  $26,125. 
Aug  1.     Aug  2.  1900.     1:257.  other  consid  and  100 

Cherry  st.  No  294,  n  s.  83.1  e  Jefferson  st.  25x80.  5-sty  brk  tene- 
ment and  store.  Berko  Kopelowitz  to  Jacob  Bucker.  Mort 
$19,000.     Aug  1.     Aug  2.  19(Ki.     1:2.57—4.     A  $8.000— $17,000.  nom 

Cherry  st,  Nos  .3.38  to  344.  n  s.  46.8  w  Montgomery  st.  116.8x96.11. 
four  6-sty  brk  tenements.  Harry  Wittenberg  to  Harris  Man- 
delbaum.  %  part.  Mort  $90,250.  July  27.  190(3.  1:258—10. 
A   $.35.000— $110,000.  other  consid   and   100 

Cherry  st.  Nos  338  to  344.  n  s.  46.8  w  Montgomery  st.  116.8x96.11. 
four  6-sty  brk  tenements.  Jacob  Kooperstein  to  Harry  Witten- 
berg. 1-3  part.  Mort  1-3  of  $90,250.  July  26.  July  27.  1906. 
1:258—10.      A   $35,000— $110,00).  other  consid   and   100 

C!linton  St.  No  66.  e  s.  78.10  n  Rivington  st,  21.2x75,  3-sty  brk 
tenement  and  store.  Margaretha  Schmitt  to  Solomon  and  Mich- 
ael Henig.  Mort  $11,000.  Aug  1.  Aug  2,  1906.  2:349—39. 
A  $13,000— $15,000.  nom 

Columbia  st.  No  115,  w  s,  175  n  Stanton  st.  25x100,  5-sty  brk  ten- 
ement and  store.  Joseph  L  B  Mayer  to  Adolph  Grossman.  Mort 
$33,000.     July  31.     Aug  1,  190t).     2:335—26.     A  $15.000— $22.- 

000.  other  consid  and  100 
Columbia  st.  No  89,  w  s.  150.11  s  Stanton  st.  25.7x100.  6-sty  brk 

tenement  and  store.  Isaac  Goldovitz  to  Isidor  Wexler.  and  Her- 
man Posner.  Mort  .$43,000.  Aug  1.  1906.  2:334—25.  A  $15,- 
000— $34,000.  other  consid  and  100 

Commerce  st.  No  10,  s  s,  125  w  Bleecker  st,  25x70.  3-sty  brk  dwell- 
ing. Barbara  Spanner  to  Bernard  McFarland.  Mort  $6,000.  July 
26.     July  27,   1906.     2:587—18.     A  $7.500— $9,000. 

other   consid   and   100 

Delancey  st  |  s  0  cor  Chrystie  st.  100.7x50.7,  3  and 

Chrystie  st,  Nos  1.38  and  140|  4-sty  brk  tenements  and  stores  and 
3  and  5-sty  brk  tenements  in  rear.  CONTRACT.  Isaac  Klein- 
feld  and  ano  with  Herman  Lubetkin  and  Alex  H  Pincus.  Mort 
$156,250.  April  13.  Aug  1,  1906.  2:419—9  and  10.  A  $55,000 
—$61,000.  186,250 

East  Broadway,  No  48,  n  s,  abt  295  W  Market  st,  25x%  blk,  5-sty 
brk  tenement  and  store.  George  Rubenstein  to  Louis  Ruben- 
stein.  Mort  $26,500.  June  5.  Aug  2,  1906.  1:281—22  A 
$18,000— $24,000.  other   consid   and    100 

Eldridge_st,  Nos  114  and  116,  e  s.  112.6  s  Broome  st,  3S.2x87.6x 
38.3x87.6.  6-sty  brk  tenement  and  store.  Max  Rosen  to  Fannie 
Levy.  Mort  $(38,000.  July  31.  Aug  2,  1906.  2:413—4.  A  $25,- 
000— $.50,000.  other  consid  and  100 

Eldridge  st.  No  78.  e  s.  225  s  Grand  st.  25x87.6.  4-sty  brk  tene- 
ment and  store  and  4-sty  brk  tenement  in  rear.  David  Skrilow 
et  al  to  Jacob  Goldstein.  Barney  Biderman  and  Barney  Peltz. 
Mort  $30,000.     Aug  1,   1906,     1:307—8.     A  $18,000— $24,000. 

other  consid   and  100 

Elizabeth  st,  No  88,  e  s,  155.8  s  Grand  st,  24.9x89.11x24.9x89.10, 
6-sty  brk  tenement  and  store.  Alexander  Sabsevitz  to  Meyer 
Sabsevitz.  %  part.  Mort  14  part  of  $37,000.  July  11.  Aug  1 
1906.      1:239-10.      A    $14.300-.$35,000.  other   consid   and    100 

Essex  st.  No  109,  w  s,  abt  176  n  Delancey  st,  25x87.6,  5-sty  brk 
tenement  and  store.  Morris  Kitteuplan  et  al  to  Sam  Katz  of 
Brooklyn.  Mort  $20,000.  July  27.  Aug  2.  1906.  2:410-59. 
A  $18,000— $27,000.  other  consid  and  100 

Same  property.     Sam  Katz  to  Israel  Bardteld.     Mort  $46,000.  Aug 

1.  Aug  2.  1906.     2:410.  other  consid  and  100 
Forsyth  st.  No  46.  e  s.  175  n  Canal  st.  25x100.     Townsend  Scudder 

and  ano  TRUSTEES  under  deeds  of  trust  to  John  F  Gribbon  Jr 
All  liens.  Feb  1,  1905.  Aug  2,  1906.  1:301—8.  A  $18,000— 
$ ■  other  consid  and  100 

Front  st.  No  365       |  s   s,   125   w   Jackson   sq,   25x140  to  n   s   South 

South  st,  No  384%  I  st,  1  and  3-sty  brk  shop.  John  W  Sullivan 
to  Richard  De  Coursey  and  Jennie  P  Maneely.  Aue  1.  Aug  2 
1906.     1:243—20.     A  $7.000— $12,000.  nom 

Front  St.  No  30.  n  s.  ,85.4  e  Broad  st,  19.3x70.9x18.11x72.6. 

Front  st.  No  28%,  n  s,  66.8  e  Broad  st,  18,8x72.6x18.9x73.9. 
4-sty  brk  loft  and  store  building. 


Henry   Schultz   to   George   Hahn.      % 
July  31.     Aug  2.   1906.     1:7—6  and 


$4,500.     July  .30! 

Henry  st.   No  284  I 
Scammel  st,   No   15 


part.     Mort  %   of  $20,000. 
A  $17,40O-$26,0U0. 

other  consid  and  100 
Same    property.      FORECLOS.      Guthrie    B    Plante    ref    to      Henry 

Schultz.     July  31.     Aug  2.  HM.III.     1:7.  ''7 ''50 

Fulton  St.   Nos  ,S2  to  881  s   w   cor   Gold   st,    102.4x77. 4xl(X).2x94.'4 
Gold  St.  Nos  45  to  51      )     three  6-sty  brk  loft  and  store  buildings 
Edw   T   Bartlotl   et   al  TRUSTEES  for  Ruth  A  Bruce-Brown  will' 
George  Bruce-Brown  to  Alfred  C  Bachmann.     B  &  S.  Mort  $-'.50  - 
000.     July   14.     Aug  2.  1906.     1:77—24.     A  $210,000-$30O,006. 

o  .         .,,     ,  300,(J00 

Same  property.      Alfred   C  Bachman  to   Daniel   E   Seybel    of  Port- 

chester,  N  Y.     Mort  $250,000.     Aug  1.     Aug  2,  1906.     1:77. 
„,,„,.„  „  other  consid  and  100 

Goerckst.  No  103,  on  map  No  97,  w  s,  177.3  s  Stanton  st,  25  lOx 

HMA  o-sty  brk  tenement.     Samuel  Barnett  et  al  to  Samuel  Green- 

$8, u(X)— $2.0.000.  Q^„j 

Grand  st.  No  557   |  begins  Madison  st.  n  s,  1.50  e  Jackson  st.  runs 

Madison  st.   No  4011     n  79  to  s  s  Grand  st,  x  s  e  28  x  s  65  '>  to  n  s 

Madison  st.  x  w  25  to  beginning,  5-sty  brk  tenement  and  store 

Zenobia   Hanficld    widow   to   Betsy   Regenmogen       Mort   $1'>  000 

July  27.     July  31,   1906.      1:265—69.     A   $16.000— $25,000.  '       ' 

o  •     X,       ..-o         ,^_,  other  consid  and  100 

Greene  st.   Nos  1*3   to  15(|w  s,  20.1  n  Houston  st.  runs  w  79  x  s 

Houston   St.   No  .50  |     20.1  to  n  s  Houston  st  x  w  21  x  n  80  4 

X  e  100  to  Greene  st  x  s  60.3  to  beginning.   G-sty  brk  loft  and 

store  building.     Isidore  S  Korn  and  ano  to  Edgewood  Realty  Co 

$VooUlo^»"^-    '"'"^  '■   ^"'^  -'■  ^^°''-    ^^-^-^^o-    too 

Greenwich  st.  Nos  838  and  840,  w  s,  60.4  n  Horatio  st.  runs  w  96  7 
X  n  24  X  e  6.4  x  n  19.10  x  e  90.2  to  st  x  s  44  to  beginning.  4-sty 
brk  stable^  Release  mort.  Emilie  J  Kuper  widow  to  Geo  D 
Kuper.  1-3  part.  All  title.  May  1.  July  27  1906  ''■64.3—57 
A  .$20,000-$29.000.  other  conoid  and  100 

Same  property  Geo  D  Kuper  and  ano  EXRS.  &c,  Chas  P  C  Kuper 
ionp''™*'o  (\f  P"""'-     '^"  ""^-     '^•"■t  $18,000.     May  1.     July  27 

Grove  st.  No  01,  n  s,  137.7  e  Bleecker  st,  19.10x41.7x19  11x44    3- 

stybrk  dwelling.     Edward  J  Reilly  to  Andrew  Cavagnaro      Mort 

July  31.  1906.     2:.591-61.     A  $5.000-$6,000. 

other   consid  and  100 
s   w   cor   Scammel   st,   25.1x77.4x25.3x78.9,   6- 
,     sty  brk  tenement  and  store.     Alice  J  Acker- 
man  to  Barter  Realty  Co.     Mort  $36,050.     Aug  1     Aug  ">    1906 
1:267-11      A  $lS.00(J-$38.000.  o^ther  co/sid  and  100 

Henry  st.  No  201,  n  s,  abt  72  w  Clinton  st,  24x86,  4-sty  brk  ten- 
ement. Adolph  Lowy  to  Harry  Goodman.  Mort  $18,500  July 
31.     Aug  1,  1906.     1:285-12.     A  $14,.500-$18.000 

Houston  st,  No  128.  n  s.  75.8  e  2d  av.  runs  n  80°8  xV4°o'x  n°l*9  2 
X  e  14.(3  X  n  4  X  s  e  15.8  x  s  98.8  to  st  x  w  25  to  beginning. 
(;i-sty  stone  front  tenement  and  stores.  Abraham  Satz  et  al 
?  Tr^^  Mandel  and  Ida  Feinstein.  Mort  $38,000  July  30  Au? 
2    1906.     2:442-03.     A  $16.000-$32,000.^     other  consid  andToO 

Jefferson  st.  Nos  ,82  and  S4|   s    w    cor    Water    st.    76.4x23x76  6x23 

Water  st.   No  535  |     4-sty  brk  tenement  and  store.     Aaron 

Leviton  to  The  Lamport  Realty  Co.  Mort  $14,000.  July  Y> 
Aug  2,   190(3.      1:247-14.     A  $7,000-$12.0OO.  nom 

John  St.  No  102  (86).  s  s.  abt  1.S3  e  Gold  st,  21.3x47.9x18  4x47  with 
all  title  to  yard  adj  same  and  right  of  way,  5-sty  brk  loft  and 
store  building.  Alexander  Findlay  et  al  to  Eliza  Findlay  of 
Smithtown  LI.  1-6  part.  July  31,  1888.  July  27  1906  1-69 
-50.      A   $14,S0O-$18,50O.  '  ^om 

Lawrence  st.  No  110,  s  w  s,  abt  1.58  e  Old  Broadway  2-sty  frame 
tenement  and  store.  John  P  Dexheimer  EXR  Katharine  Dexhei- 
mer  '0  Paul  Rothlauf.     July  31,  1906.     7:1982-44.     A  $5,500— 

$0,000.  '  g    QQQ 

Leroy  st,  Nos  48  and  50.  s  s,  75.6  w  Bedford  st,  50x90.  two  5-s'tv 
brk  tenements  and  stores.  Charles  Ast  to  Alfred  C  Bachman 
r>'?[on^^-^^  J">«  3.  July  31,  1906.  2:582-26  and  27  A 
$-3.000-$o(;i.0()0.  other  consid  and  100 

Leroy  st.  Nos  48  and  50,  s  s,  75.1  w  Bedford  st.  50x90  two  5- 
sty  brk  tenements  and  stores.  Alfred  C  Bachman  to  Denis  M 
Gallo  and  Francesco  Pepe.    Mort  $48  000.     July  31,  1906.    2:582. 

T       •       »    »,     on  ^,-  Other  consid  and  100 

Lewis  St.  No  86.  e  s.  145  s  Stanton  st.  20x100,  5-sty  brk  tenement 
and  store.  Max  Iczkowitz  et  al  to  Moses  Weberman.  Mort  $31  - 
800.     July  30.     July  31,   1906.     2:329-44.      A  $9.000-$20  0(X). 

T       .      i    »,       ,„  _^  Other  consid  and  100 

Lewis  St.  Nos  49  and  51.  w  s.  100  n  Delancey  st,  50x100  two  4-sty 
brk  tenements  and  stores  and  two  4-sty  brk  tenements  In  rear 
?,?"^,l°„i'^™P°'"'-  '°  Morris  Fisher.  Mort  $33,250.  .July  25  July 
30,   1906.       2:.328-27.        A   $24.000-$30,000.  ^ 

T       ■       »    XT     cr^-  other  consid  and  100 

-i^^ic^"  -^»-  ■"  ®-  ^^^  '^^  °  ^"^  ='•  22.10x,S5.11  to  3-ft  alley 
x_2.)?x89  s  s,  2  and  3-sty  brk  tenement  and  store.  Max  Bauers- 
I'^y.^'"  '^""'^  Simon.  Mort  $7,000.  July  31.  Aug  1  1906 
2:363-20.     A  $7.000-$S,000.  other  consid  and  100 

Lewis  st.  No  ,..1.  w  s.  175  s  Rivington  st.  25x100.  5-sty  brk  tene- 
ment and  store.  Victor  Perlman  to  Joseph  Springer  %  nart 
All   title.     July  30.     Aug  2.  190(3.     2:32,8-24. ,    A  $12.O0(?-.|3O.: 

r       ■       .    »,       00  ^^  „  Other   consid   and   100 

Lewis  St.  Nos  88  and  90,  e  s,  100  s  Stanton  st,  45x100  6-sty  brk 
i-o*".??5.°'  ^^^  ^^°^^-  Nathan  Levy  to  Anna  C  Storner.  Mort 
$tj3,000.     July  31.     Aug  1.   1!)06.     2:329-45.      A  $22,000-$55,- 

T       -  ■    ,.,,,-  ,,„  other  consid  and  iOO 

Lewis  St.  No  11;>.  w  s.  150  s  Houston  st,  2.5.1x100.2.  3-sty  brk  ten- 
ement with  5-sty  brk  extension  and  store.  Morris  Amster  to  Louis 
Whitestone.     Mort  $17,000.     July  13.     Aug  1.  1906.     2-330— ''5 
A    $13.000-$20.000.  other    consid    a^   100 

Lewis  St.  No  115.  w  s.  150  s  Houston  st,  25x100.  3-sty  brk  tene- 
ment with  5-sty  brk  extension  and  store.  Louis  Whitestone  to 
Hyman  Silberman.  Mort  $17,000.  July  31.  Aug  1,  1906  2-330 
-25.      A  $13.000-$-20.000.  other  consid  and  100 

Ludlow  St.  e  s.  1.50  n  Rivington  st.  strip  0.6x89.  Joseph  Polstein 
to  Louis  and  Joseph  Hoffman.     All   title.     Q  C.     Aug  21,   1902. 

Ludlow  St.  Nos  1.38  and  140.  e  s,  102.6  n  Rivington  st,  48x89,  6- 
sty  brk  tenement  and  store.  Ida  wife  of  and  Meyer  Weiss  to 
Louis  and  Joseph  Hoffman.  Mort  $SO.(X)0.  July  16  Aug  "^ 
1906.      2:411-42.      A    $30.000— $60,000.        other  "consid    and    I'OO 

Macdougal  st.  No  133.  n  w  s.  106  s  w  4th  st,  24.7x88.9,  4-sty  brk 
stable.  Maria  Habermann  to  Jennie  F  Pellegrini  and  Mary  P 
Conti.     Aug  1.     Aug  2,  1906.     2:543-56.     A  $12,50O-$17,OOO. 

nom 

Madison  st,  No  3o7,  n  s,  239.9  e  Scammel  st,  23.9x96,  5-sty  brk 
tenement  and  store.  Sarah  Blumenkehl  et  al  to  Morritz  Heuberg 
Mort  $26,850.  July  30.  July  31,  1906.  1:267—30.  A  $11,000^ 
$16,000.  other  consid  and  1(X) 
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Madisou  St,  No  355,  n  s,  216  e  Scammel  st,  23.9x96,  5-sty  brk 
tenement  and  store.  Hyman  Kosberg  to  Harris  Bernstein.  Mort 
$22,075.  July  25.  July  28,  1906.  1:207—29.  A  $11,000— $16,- 
000.  nom 

Madison  st,  Nos  129  and  131,  n  s,  137.10  e  Market  st,  50x100,  two 
5-sty  brk  tenements  and  stores.  Harry  Wittenberg  to  Harris 
Mandelbaum.  Mort  $68,000.  July  27,  1906.  1:275—3  and  4. 
A  $34,000— $6S,O0O.  other  consid  and  100 

Madison  st.  No  93  (87),  n  s,  abt  315  w  Market  st,  25x100,  G-sty 
brk  tenement  and  store.  Abraham  S  Schomer  et  al  to  Henry  J 
and  Joseph  Cohen.  Mort  .$38,900.  July  16.  Aug  2,  1900. 
1:277—10.     A  $17,000-$37,000.  100 

Maiden  lane,  Nos  47  and  49.  n  s,  192.9  e  Nassau  st,  45.6xl38.8x 
42.10x134.7,  12-sty  brk  and  stone  office  and  store  building. 
Samuel  F  Myers  to  S  F  Myers  Realty  Co.  B  &  S.  July  19.  July 
31,    1906.      1:07—14.      A    $158,000— $270,000. 

other  consid  aud   100 
Mangin  st.  No  29,  w  s,  150  n  Broome  st,  25x100,  3-sty  frame  ten- 
ement and  2-sty  brk  stable  in  rear.    Julius  Myer  to  Hyman  Ros- 
ner.     Mort  $22,500.     Aug  1.     Aug  2,  1900.     2:322—20.     A  $5,- 
000— $5,500.  other  consid  and  100 

Market  st.  No  53,  w  s,  22  n  Monroe  st,  27x86.5,  5-sty  brk  tenement 
and  store.  Amelia  Essner  to  Christian  C  and  Geo  P  Horn,  V4  part 
to  each.  Secures  annuity  of  $960  per  annum.  June  28,  1906. 
Rerecorded  from  June  29,  1906.  July  28,  1906.  1:276—22.  A 
$16,000— $28,000.  nom 

Minetta  st,  Nos  16  to  22  |  n  w  s,  at  s  w  s  Minetta  lane,  runs  s  w 
Minetta  lane,  Nos  19and21|  along  st,  SO  x  n  w  75,  x  n  e  SO  to 
lane,  x  s  e  75  to  beginning,  two  2  and  two  3-sty  brk  tenements, 
store  on  corner,  3-sty  frame  tenement  and  store  and  3-sty  brk 
tenement  in  rear.  Mary  wife  of  and  Leopold  Ehrmann  to  Thomas 
Rosson.  Mort  $21,000.  July  31.  Aug  1,  1906.  2:542—14  to  17. 
A  $13,500— .?16,50O.  other  consid  and  100 

Monroe  st.  No  257,  n  s,  200.8  w  Jackson  st,  24.10x93.5x25.2x93, 
6-sty  brk  tenement  and  store.  Sigmund  Morgenstern  to  Samuel 
and  Harry  Lippman.  Mort  $39,500.  July  31,  Aug  1,  1906.  1:266 
30.     A  $13,000— $29,000.  nom 

Monroe  st,  Nos  81  and  S3,  n  s,  50.6  e  Pike  st,  runs  n  71.7  x  e  17.4 
X  n  0.3  x  e  17.2  x  s  29.3  x  e  4.9  x  s  42.7  to  st,  x  w  39.8  to  be- 
ginning, 6-sty  brk  tenement  and  store.  Morris  Chavin  to  Meyer 
Chinsky.  Mort  $45,500.  July  20.  July  30.  July  30,  1906.  1:272. 
—81.     A  $20,000— $40,000.  other  consid  and  100 

Mulberry  st.  No  126,  e  s,  50  s  Hester  st,  16x50,  5-sty  brk  tene- 
ment and  store.  Faust  D  Malzone  to  Vitaliano  and  Maria  Li- 
berti.  Mort  $10,000.  July  31,  1906.  1:205—14.  A  $7,600— $10,- 
500.  100 

Nassau  st,  Nos  93  to  99  |  begins  Fulton  st,  n  s.  74.8  w  Nassau  st, 
Fulton  st,  Nos  135  to  139|  runs  e  74.8  to  n  w  cor  Nassau  st  and 
Ann  St.  Nos  30  to  34  |     Fulton   st,  x  n  117  to  s  w  cor  Fulton 

and  Ann  st  (?),  x  w  7.5.6  x  s  124.4  to  beginning.  10-sty  brk  and 
stone,  office  and  store  building.  Felix  Isman  to  Geo  B  Wilson,  of 
Philadelphia,  Pa.  Mort  $800,000.  July  12.  (Re-recorded  from 
July  13,  1906.)     July  30,  1906.     1:89—1.     A  $570,000— $895,00. 

1.100,000 
Perry  st,   Nos  117  and  110        i  n  e   cor  Greenwich   st,   85.1x26. 2x 
Greenwich  st,  Nos  733  and  735|     70x5(j.6,   6-sty  brk  tenement  and 
store,   valued   at   $85.0(J0.      2:633—38.      A  $26,000— P   $60,000. 
CONTRACT  to  exchange  for 
95th  st,  Nos  304  to  310,  s  s,  100  e  2d  av,  100x100.8,  1-sty  brk 
store,   valued   at  .$48,000. 

Jacob  Levy  with  Joseph  Dobkin.  July  20.  July  31,  1906.  5:- 
1557—15.      A   $16,00(-)— $18,000.  exch 

Pitt  St.  No  100,  e  s,  125  s  Stanton  st,  25x100. 
Pitt  st.  No  102,  e  s.  100  s  Stanton  st,  25x100. 
two  5-sty  brk  tenements  and  stores  and  two  5-sty  brk  tenements 
in  rear. 

Morris  Rebenshik  to  Lippe  Lunitz  and  Maurice  Weingarten.  Mort 
$60,000.     Aug  1,  1906.     2:.339— 10  and  11.     A  $32,000— $39.0(JO. 

nom 
Pitt  st.   No  127,   n   w  s,   175.2  n  e   Stanton  st,   24.10x100x25x100. 
7-sty   brk   tenement   and   store.      Alexander   Sabsevitz   to   Mever 
Sabsevitz.     Vi  part.     Mort  %  of  .$43,5(J0.     July  11.     Aug  1,  190(1. 
2:345—63.      A   $18.000— $38,000.  other  consid   and   100 

Pitt  st,  Nos  48  and  50,  e  s,  .5-1  n  Delancey  st,  runs  n  46  x  e  7.5  x  s 
27  X  w  25  X  s  19  X  w  50  to  beginning,  two  4-sty  brk  tenements 
and  store.  Michael  L  Flank  to  Mali  wife  of  and  Leib  Konigs- 
burg  and  David  Miller,  each  1-3  part.  Mort  $24,000.  Aug  1, 
1906.     2:338—1.     A  $20,000- $28,000.  other  consid  and  100 

Rivington  st.  No  70]n  e  cor   Allen  st,   22.4x75.  4-sty  brk  tenement 
Allen  st.   No  1.50     |     and  store.     Ethel  Dick  to  Moritz  Klein.   Mort 
$30,000.     July  25.     July  30,  1906.     2:416—74.    A  $18,000— $22,- 
00(J.  other  consid   and   100 

Rivington  st,  No  54  In  e  cor  Eldridge  st,  25x80,  4-sty  brk 

Eldridge  st,  Nos  192  to  194Ai  tenement  and  store.  Abraham 
Teichman  et  al  to  Jennie  Goldstein.  Mort  .$49,500.  July  26. 
July    27,    1906.      2:410—54.      A    $24,000— $30,000. 

other   consid   and    100 

Rivington  St.  Nos  322  and  324   In    e    cor    Goerck    st.    40.x81.3,    6-sty 

on  map   No  322  I     brk   tenement   and   store.     Samuel 

Goerck  st,  Nos  84  to  88  I     Cantor  to  Gerson  Krimsky.     Morts 

$50,300.     Aug  1.     Aug  2,  1900.     2:324—39.     A  $20,00O-$50,(RJ0. 

other  consid  and   100 
St  Marks  pi,  No  44,  s  s,   (rear  of)  lot  begins  at  s  w  cor  of  lot  bet 
7th  and  8th  sts  at  point  12.5  e  2d  ac,  runs  s  4  x  e  25  x  n  4  to  s 
e  cor  said  lot,  x  —  25  to  beginning.     Moses  Hochhster  to  Moritz 
Mulberg.     Q  C.     July  27.     July  31,  1906.     2:449.  nom 

South  St.   Nos  3S6  and  387  I  n  w  cor  Jackson  st,  50 

Jackson  st,  Nos  83  to  91,  on  map  Nos  87  to  91|  xl04.4,  three  6-sty 
brk  tenements  and  stores.  Esther  Isenberg  to  Aaron  Drusin. 
Mort  $52,600.  Aug  1.  Aug  2,  1906.  1:243—24.  A  $25,000- 
$75,000.  other  consid  and   100 

Same  property.  Jacob  Isenberg  .to  Esther  wife  of  Jacob  Isenberg. 
Mort   $52,600.      July   30.      Aug  2,    1906.      1:243. 

other  consid  and  100 
Suffolk  st.  No  93,  w  s,  275.11  s  Rivington  st.  25.1x100,  4-sty  brk 
tenement   and  store   and  3-sty  brk  tenement   in  rear.     Abraham 
Goodman  to  Hene  Cooper  and  Joseph  Corn.     Mort  $34,000.     July 
18.     Aug  2,  1906.     2:353—72.     A  $17,000— $18,000. 

other  consid  and  100 
Suffolk   st,   No   170,    e   s,    125   n   Stanton   st.   25x100,   5-sty   stone 
front  tenement  and  store.     Abraham  Schwartz  to  Israel  Koenigs- 
berg   2-3    parts    and   Jacob    Goldtarb    1-3    part.      Mort   $34,500. 
July  30.     Aug  2,   1906.     2:3.50—3.     A  $15,OO0-$22,0OO. 

other  consid  and  100 

Water  st,  Nos  640  and  642,  n  s,  95  e  Scammel  st,  45.5.\S0x44.(jxSO, 

two   5-sty  brk   tenements   and   stores.      Isidor  I   Gans   to  Joseph 

Gans.     Mort  $30,000.     July  27.     July  28.   1906.     1:260—11.     A 

$8,000— $24,000.  nom 

West  st,  No  73,  e  s,  58  s  Carlisle  st,  25x89.5x25x90.2,  3-sty  brk 


tenement  and  store.     Newbold  L  R  Edgar  et  al  to  the  City  Real 
Estate  Co.     July  5.     Aug  1,   1906.     1:55—12.     A  $14,200— $17,- 

,  i'OO.  other  consid  and  100 

3d  st.  No  70.  s  s,  300  e  2d  av,  25x101,  G-sty  brk  -tenement  and 
store.  Anna  C  Storner  to  Nathan  Levy.  Mort  $33,500.  July 
31.     Aug  1,  1906.     2:444—24.     A  $16,000— $36,000. 

other  consid  and   100 

4th  st.  No  2.33,  n  s.  100  w  Av  B,  24.3x96.2. 

4th  st.No  231,  n  s,  124.3  w  Av  B,  24.3x96.2,  , 
two  5-sty  brjc  tenements  and  stores. 
Ernestine  Berowicz  and  ano  to  Abraham  Meller  and  David  Pod- 
olsky.  Mort  .$50,000.  July  31.  Aug  2,  190G.  2:400-^2  and  43. 
A  $26,0aj— $40,000.  100 

Same  property.  Abraham  Meller  et  al  to  Bernhard  Klingenstein. 
>/2   part.      Mort  $(.iO,000.      Aug   1.      Aug  2,   1906.     2:400. 

other  consid  and  100 

4th  st.  No  142,  s  s,  94.11  e  1st  av,  33.7x96.2x33.9x9(5.2.  7-sty 
brk  tenement  and  store.  Edward  Rubin  to  Joseph  Oshinsky. 
Mort  $.52,000.  July  25.  Aug  1,  1906.  2:431—9.  A  $22,000— 
$00,000.  other  consid  and  100 

5th  st.  No  716,  s  s,  235.6  e  Av  C,  25x96,  6-sty  brk  tenement  and 
store.  Adeline  Borck  to  Charles  Meshel.  Mort  $24,000.  Aug 
1.     Aug  2,  190G.     2:374—17.     A  $15,000-$36,000. 

other  consid  and  100 

7th  st,  s  s,  14G.6  e  Av  D,  strip  0.5%x90.10.  Abraham  Moshko- 
witz  et  al  to  Julius  Karlsberg  and  Isadore  H  Mitnick,  Q  C. 
July   18.     July   31.    1906.      2:363.  nom 

7th  st.  No  292,  s  s.  127.3  w  Lewis  st,  21.(5x90.10,  6-sty  brk  tene- 
ment. Abraham  Moshkovitz  et  al  to  Julius  Karlsberg  and  Isi- 
dore H  Mitnick.  Mort  $27,.50O.  July  18  July  31,  1906.  2:363 
—11.     A   $8,0(h:k-$28,000.  nom 

7th  st.  No  292,  s  s,   136.9  w  Lewis  st,  22x90.10,  6-sty  brk  tene- 
ment.    Peter  C  Doyle  to  Margt  T  Doyle  and  Bedelia  M  Quinn. 
1-3  part.     All  title.     B  &  S.     Sept  30,  1882.     (Re-recorded  from 
Jan  30,  1883.)     July  31,   1U06.     2:363—11.     A  $8,000— $28,000. 

666.67 

9th  st.  No  744,  s  s,  118  w  Av  D,  2.5x93.11,  5-sty  brk  tenement 
and  store.  Elias  Diamand  et  al  to  Himan  Fischer  and  Louis 
Ettinghoff.  Morts  .$23,4.50.  July  31.  Aug  2,  1901!.  2:378—29. 
A  $11,000— $16,0(X).  other  consid  and  100 

9th  st.  No  703.  n  s.  58  e  Av  C,  25x58.2,  5-sty  brk  tenement  and 
store,  Moritz  Zimmerman  et  al  to  Philip  Blumenkranz.  Mort 
$22,000.     Aug  1,  1906.     2:379—63.     A  $10,000— $13,000. 

other  consid  and  100 

10th  st,  Nos  141  and  143,  n  s.  176.3  w  Greenwich  av,  44x95,  6-sty 
brk  tenement  and  store.  Edward  Klein  to  Joseph  Rosenberg. 
Mort  $54,500.  July  31.  Aug  1,  1906.  2:611—70.  A  $22,000— 
$60,000.  other  consid  and  100 

lUth  st.  No  263,  n  s,  319  n  w  Av  A,  25x94.8,  5-sty  brk  tenement 
and  store.     Malka  Glass  to  Harry  Goldman.     Mort  $29,000.     Aug 

1.  Aug  2,   1906.     2:438—46.     A  $14.000— $25,000. 

other  consid  and  100 

10th  st.  No  211,  n  s,  abt  175  e  2d  av.  25x94,10,  6-sty  brk  tenement. 
Babette  Schmidt  to  Alexander  Frankenstein,  Etta  Harris  and 
Max  Sturtz.  Mort  $40,0(X).  July  26.  July  27,  190(5.  2:452— 
.52.     A  $16,000— $38,000.  other  consid  and  100 

llthst.  No  266,  s  s,  125  w  4th  st,  25x95,  with  all  title  to  strip  0.5 
x9u  adj  on  west,  5-sty  brk  tei>ement.  Frank  Seely  to  Ida  wife 
Henry  Kahn.     July  27,  1906.     2:(522^t4.     A  $11.0OO-$2S.O0O.     100 

13th  St.  No  640,  s  s.  158  w  Av  C,  25x103.3.  5-sty  brk  tenement  and 
store.  Kotzen  Realty  Co  to  Joseph  Kreinik  V2  part,  Louis  Rieger 
V-i  part  and  Samuel  Ladner  &  part.  Mort  .$17,731. .50.  July  16. 
July  31,   1906.     2:395—26.     A  $10,000— $15,000. 

other  consid  and  100 

13th  St.  No  1.54,  s  s.  140.6  e  7th  av.  20x103.3,  3-sty  and  basement 
brk  dwelling.  Henry  C  Roth  to  Lillian  Roth.  July  30.  July  31, 
1906.     2:608-12.      A   $13..50O— $16,500.  nom 

13th  st.  No  524,  s  s,  320  w  Av  B  25x103,3.  5-sty  brk  tenement  and 
store.  Samuel  Rappapaport  to  Max  Sass.  Mort  $14,750.  July 
31.     Aug  1,  190G.     2:406—18.     A  $11,000— $24,000. 

other  consid  and  100 

13th  st.  No  317,  n  s,  217  e  2d  av,  23x103.3x22.6x103.3,  5-sty  brk 
tenement.  Clara  Weiner  to  Moses  Morris.  July  26.  July  27. 
1906.      2:4.5.5—57.      A   $13,000— $20,000.  other   consid   and    1(X) 

13th  st.  No  640,  s  s,  1.58  w  Av  C.  25x103.3,  5-sty  brk  tenement 
and  store.  Morris  Lazaroft  to  The  Kotzen  Realty  Co.  Mort 
$17.8.50.  Feb  5.  July  27,  1906.  2:39.5—26.  A  $10.00(J— $15,- 
000.  other  consid  and  1(X) 

15th  st.  No  415,  n  s,  3(59  w  Av  A,  25x103.3,  5-sty  brk  tenement 
and  store  and  part  1-sty  brk  building  in  rear.  FORECLOS.  Edw 
D  O'Brien  ref  to  Abraham  Greenberg.  July  20.  July  31,  1906. 
3:947—11.     A  $10,000— $15,000.  20,500 

Kith  St.  No  131.  n  e  s,  2;W.8  n  w  3d  av,  23x92,  5-sty  brk  dwelling. 
Chas  C  Buel  EXR  Mary  A  Bull  to  City  N  Y.  July  12.  July  31, 
19(X>.    3:872—26.     A  $16..50O— $27,000.  48.000 

16th  st,  Nos  125  and  127,  abt  85  e  Irving  pi,  n  e  s.  50x92,  two  .3- 
sty  frame  dwellings.  Realty  Mortgage  Co  et  al  to  City  of  New 
York.  June  23.  July  31,  1906.  3:872—23  and  24.  A  $37,000 
—$39,000.  72..500 

Kith  st.  No  129  (1.53),  n  s.  2.59.8  w  3d  av,  24x92,  4-sty  brk  dwell- 
ing. J  Frederic  Kernochan  et  al  as  COMMITTEE  Marie  Mar- 
shall to  the  City  of  N  Y,  B  &  S  and  C  a  G.  July  25.  July  31, 
1906.     3:872—25.      A   $16,.500— $22,000.  30.000 

16th  st.  No  336,  s  s,  abt  422  w  8th  av.  25x.53.1x26.2x55.5  w  s,  5- 
sty  brk   tenement   and   store.     Joseph   Mattes   et   al   HEIRS.   &c, 
John   Mattes   to   Mary   Mattes   widow  of  John   Mattes.     All   title. 
B  &  S.     Mort  $8,000.     July  24.     Aug  1,  1906.    3:739—63.     A  $7.-    ' 
00O-$]0..500.  100 

Kith  st.  No  17,  n  s,  200  w  Union  sq  West,  25x92,  5-sty  brk  build- 
ing and  store.  Robt  P  Crary  et  al  to  Max  and  Raphael  Kurz- 
rok.     June  25.     July  27,   1906.     3:844—12.     A  $45,000— $55,000. 

other  consid  and  100 

17th  st,  Nos  612  and  614.  s  s,  213  e  Av  B,  50x92,  two  5-sty  brk 
tenement's  and  stores.  Gottlob  F  Jaissle  to  Annie  E  Loesch.  Mt 
$27,0(X).  Aug  1.  Aug  2,  1906.  3:984-^8  and  49.  A  $11,000 
— .$26,0(X).  other  consid  and  100 

17th  st,  Nos  349  and  ,351,  n  s,  80  w  1st  av,  42x92,  6-sty  brk  tene- 
ment. Henry  B  Rosenthal  et  al  to  Hanie  Porges.  Morts  $57,- 
500.     July  27.     Aug  2,  1906.     3:923—29.     A  $24,0(10— $57,000. 

other  consid  and  100 

20th  St.  No  132,  s  s,  abt  385  w  6th  av,  25x92,  3-sty  brk  dwelling. 
Abraham  Stadmauter  et  al  to  Edw  G  Eckert.  Mort  $43,250.  July 
31.     Aug  1,  1906.     3:795-60.     A  $28,000— $48,000. 

other  consid  and  100 

21st  St.  No  345.  n  s,  200  e  9th  av,  25x98.9.  5-sty  brk  tenement. 
Aaron  C  Horn  to  John  H  Crockett.     Mort  $28,000.     Aug  1.     Aug 

2,  1906.     3:74.5—12.     A  $ll,50O-$26,000.         other  consid  and  100 
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21st  St,  No  41,  n  s,  299.5  e  fith  av,  25x98.9,  7-sty  brk  lott  and  store 
buiidiDg.  James  D  Gagen  to  Century  Holding  Co.  Mort  $92,- 
500.     July  1.     Aug  2,  I'.MHj.     3:82:5— 1«J.     A  $4(;,0<JO— !f .        non 

22d  St,  s  s,  U5  \v  (ith  av,  runs  w  20  x  s  51.9  x  e  4  x  s  47  x  e  10 
n  98.9  to   beginning. 

21st  St,  n  s,  150  w  Otb  av,  25x98.9. 

22d  St,  No  110,  s  s,  141.8  w  6th  av,  16,8x98.9. 

22d  st,  s  s,  125  w  6th  av,  16.8x98.9. 

22d  st,  n  s.  175  w  COi  av,  16.8x98.9. 

22d  st,  s  s,  1.58.4  w  6th  av,  41.8x98.9. 
part  of  6-sty  brk  store. 
Adams  Dry  Goods  Co  to  O'Neill-Adams  Co.   a  corpn.     All  liens. 
B  &  S.     July  25.     July  27,  llKlCi.     3:797.  nom 

24th  St.  Nos  117  and  119,  n  s,  204  e  4th  av,  46x98.9,  two  3-sty 
brk  dwellings.  James  D  Gagan  to  Century  Holding  Co.  Mort 
$37,0110.  July  1.  Aug  2.  1906.  3:880—12  and  13.  A  .$37.il00— 
.'f44,0tl0.  other  consid  and  100 

26th  st,  No  320,  s  s.  325  w  1st  av,  25x98.9,  5-sty  brk  tenement. 
Saml  Halpern  to  Dora  Cohn.  Mort  $19,600.  July  10.  Aug  1, 
1906.      3:931—44.      A   $!1,000— $16,000.  other   consid   and   100 

26lh  st,  Nos  549  to  555.  n  s,  125  e  11th  av,  100x98.9.  1  and  6-sty 
brk  foundry.  Release  mort.  Ambrose  K  Ely  to  Jno  Williams 
Incorporated,  a  corpn.  July  30,  1906.  3:698—6.  A  $30,(100— 
$85,(.I00.  nom 

27th  St.  No  48,  s  s,  111.6  e  (ith  av,  22x98.9,  7-sty  brk  office,  lott 
and  store  building.     James  D  Gagan  to  Century  Holding  Co.     Mt 

$85,000.     July  1.     Aug  2,  1906.     3:828—74.     A  $37,000—$ . 

other  consid  and  100 

33d  st.  No  235,  n  s,  221.8  w  2d  av,  18.5x98.9,  3-sty  stone  front 
dwelling.  Stephen  H  Jackson  to  Lizzie  Arenson.  Mort  $10,000. 
July  25.     July  27,   190(J.     3:914—17.     A  $7,500-$10,000. 

other  consid  and  1(X) 

34th  st,  Nos  317  to  321,  n  s,  185.8  e  2d  av,  (34.3x98.9,  three  4-sty 
brk  tenements  and  stores.  Theo  H  Joseph  et  al  to  Julius  Stern- 
feld.  Mort  $34,000.  July  23.  July  27,  1906.  3:940—12  to  13. 
A  $24.000— $27,000.  other  consid  and  lUO 

34th  st.  No  323,  n  s,  250  e  2d  av,  25x%  blk.  4-sty  brk  tenement 
and  store.  Samuel  Posner  to  Julius  Sternfeld.  Mort  $10,00(j. 
July  26.     July  27,  1906.     3:940—15.     A  $9 .(XHJ— $10,500. 

other  consid  and  100 
■85th  st.  No  54,  s  s,  245  e  Gth  av,  20x98.9,  4-sty  stone  front  build-  ' 
ing   and    store.      Arthur   W    Saunders    to    Bankers   Investing   Co. 
Mort  $1]5,0(h;i.     July  26.     July  30,  1906.     3:83(}— 72.     A  $45.t)OI) 
—$52,000.  other  consid  and  100 

35th  st.  No  54,  s  s,  245  e  (ith  av,  20x98.9,  4-sty  stone  front  build- 
ing and  store.  Isidore  H  Kramer  to  Arthur  W  Saunders.  Mort 
$75,000.  July  26.  July  27,  1906.  3:836—72.  A  $45,00(_K-$.52,- 
000.  other  consid  and   100 

36t  hst,  Nos  407  and  409,  n  s,  125  w  9th  av,  50x98.9,  3-sty  brk 
building  and  store  and  1  and  2-sty  frame  buildings.  Alfred  L 
M  BuUowa  et  al  to  Nathan  Coleman  and  Adolph  Krause.  Mort 
$27,000.  July  13.  Aug  1,  I'Mii.  3:734—27  and  28.  A  $18,00(J 
—$23,000.  other  consid  and  100 

36th  st,  Nos  308  and  310,  s  s,  120  w  8th  av,  30x98.9,  3  and  4-sty 
brk  tenements.  Wm  L  Miller  to  Atlantic  Realty  Co.  Morts  $26,- 
000.  July  26.  Aug  1.  1906.  3:759—49  and  50.  A  $13,000— 
$17,500.  other  consid  and  1(X) 

36th  st,  Nos  303  and  305,  n  s,  52.10  e  2d  av,  47.1x98.9,  two  5-sty 
brk  tenements  and  stores.  Mary  A  G  O'Beirne  to  City  of  New 
York.  Aug  1.  Aug  2,  1906.  3:942—6  and  7.  A  $17,000— 
$28,500.  48,000 

37th  st.  No  408,  s  s,  150  w  9th  av,  25x98.9,  5-sty  stone  front  ten- 
ement. John  Parr  to  Morris  J  Gordon  and  Bearnett  Cohen.  Mt 
$18,000.     July  31.     Aug  1,  liMX).     3:734—41.     A  $9.000— $22,000. 

other  consid  and  100 

40th  st,  No  328,  s  s,  425  w  8th  av,  25x98.9,  5-sty  brk  tenement. 
Jacob  Mandelbaum  et  al  to  Paul  Kaskel,  Abe  Bruder  and  Frank 
Hahn.  Mort  $24,000.  Aug  1.  Aug  2.  1906.  3:763—57.  A.  $10,- 
500— $25.0(J0.  other  consid  and   100 

41st  st.  No  337,  n  s,  300  e  9th  av,  32.2x98.9,  4-sty  brk  tenement 
and  store  and  3-sty  frame  tenement  in  rear.  The  Flatiron  Real- 
ty Co  to  Harry  R  Purdy.  Mort  $25,(X)0.  July  31.  Aug  2,  1906. 
4:1032—13.     A   $14,000— $23,000.  nom 

42d  st.  No  248,  s  s,  249.6  e  8th  av,  16.8x98.9,  5-sty  stone  front 
dwelling.  Charles  Cunningham  to  Cornelia  McG  Cunningham. 
All  title.  B  &  S.  July  26.  July  27,  19LK5.  4:1013—54.  A  $31,- 
000—$ '.  nom 

43d  st.  No  225,  n  s,  227  w  2d  av,  28x100.5,  5-sty  brk  tenement. 
Louis  Oppenheim  et  al  to  Charles  R  and  Edward  C  Somer.  Mort 
$23,(J0O.  Aug  1.  Aug  2,  1906.  5:1317—15.  A  $12,000— $22,- 
000.  other  consid  and  KM) 

43d  st.  No  230,  s  s.  175  w  2d  av,  25x100.5,  5-sty  brk  tenement  and 
store.  John  C  Eidt  to  Wm  and  Philip  Hoffmann.  Morts  $13,- 
000.     Aug  1.     Aug  2,  1906,     5:1316—34.     A  $10.000— $20,000. 

other  consid  and  100 

43d  st.  No  356,  s  s,  125  e  9th  av,  25x100.4,  5-sty  brk  tenement. 
Joseph  Bogner  to  Paul  Kaskel  and  Abe  Bruder,  N  Y,  and  Frank 
Hahn,  of  Brooklyn.  Mort  $26,500.  July  23.  July  30,  1906. 
4:]033_51).     a  $12.0(X>— $23,000.  other  consid  and   100 

4.3d  st.  No  324,  s  s.  300  w  8th  av,  25x100.5,  5-sty  brk  tenement. 
Jacob  Herb  et:  al  to  Peter  H  Alnor.  Mort  $25,750.  July  31. 
Aug  1,  190(i.     4:1033—45.     A  $12,500— $28,000. 

other  consid  and  100 

44th  st.  No  311,  n  s,  169.8  e  2d  av,  26.4x100.5,  4-sty  brk  tenement. 
Edw  H  Floyd-Jones  EXR,  &c,  Edw  H  Floyd-Jones  to  Bernard 
Scheinkman.  Aug  1.  Aug  2,  1900.  5:1337—8.  A  $8,000— $11,- 
fKIO.  17,750 

44(h  st.  No  309,  n  s,  143.4  e  2d  av.  26.4x100.5.  4-sty  brk  tenement. 
Edw  H  Floyd-Jones  EXR  De  Lancey  Floyd-Jones  to  Bernard 
Scheinkman.  Aug  1.  Aug  2,  190(j.  5:1.337—7.  A  $8,000— $11,- 
000.  17,750 

44th  st.  No  .309,  n  s,  143.4  e  2d  av,  26.4x100.5;  also  | 

45th  st.  No  316,  s  s,  248.8  e  2d  av,  26.4x100.5.  I 

4-sty  brk  tenement.  1 

Minnie  Floyd-Jones  widow  to  same.  Release  dower.  All  title, 
&c.  Q  C.  June  20.  Aug  2,  1906.  5:1337—7  and  42.  A  $16,- 
000— $22,aKI.  nom 

44th  st.  No  67  West.  Order  of  court  approving  bond  and  appoint- 
ment of  receiver  in  matter  of  O'Rourke  &  Creamer,  composed 
of  Eugene  O'Rourke,  John  D  Creamer  and  Daniel  Noble,  bank- 
rupts. Petition  filed  Dec  12,  1905.  Aug  2,  1906.  5:1260— 5yo. 
A   $26,0110— .f30,(lOO. ■ 

45th  st,  Nos  308  and  310,  s  s,  143.4  e  2d  av.  52.8x100.5,  two  4- 
sty  brk  tenements.  Geo  B  Bonney  et  al  EXRS,  &c,  Josephine  K 
Jones  to  Bernard  Scheinkman.  July  13.  Aug  2,  1906.  5:1337 
—45  and  4(j.     A  $16,000— $22,000.  35,500 

45th  st.  No  316.  s  s,  248.8  e  2d  av,  26.4x100.5,  4-sty  brk  tenement. 
Edw  H  Floyd-Jones  EXR,  &c,  Edw  Floyd-Jones  and  De  Lancey 
Floyd-Jones  to  Bernard  Schienkman.  Aug  1.  Aug  2,  1906. 
5:1337—42.     A  $8,000-$11,000,  17,750 


45th  st.  No  316,  s  s,  248.8  e  2d  av,  26.4x100.5,  4-sty  brk  tene- 
ment. Robt  H  Floyd-Jones  et  al  to  Edward  Floyd-Jones.  1-3 
part  of  all  title,  right  and  interest.  B  &  S.  Jan  4,  1889.  Aug 
2.    1906.      5:1337 — 12.      A   $8.000— $11,000.  3,920 

46th  St.  No  .306,  s  s.  KHI  e  2d  av.  25x100.5,  5-sty  brk  tenement 
and  store.  Kalman  Goldman  et  al  to  Henry  C  Finck.  Mort  $21,- 
100.      July   7.     July  31,    19(_K5.      5:1338-^8.      A   $7,500— $15,000. 

other  consid  and  HXl 

45th  st,  No  342,  s  s,  70  w  1st  av,  30x100.5,  4-sty  brk  building  and 
store.  Paul  P  Zubiller  to  Louis  Sigloch.  Mort  $13,000.  July 
28.     July  30,   1906.     5:1337— 30y2.     A  .fU.OOO— $12..5(IO.  nom 

47th  st.  No  76,  s  s,  41  e  (jth  av,  19x7(J,  3-sty  stone  front  dwell- 
ing. Wm  P  Simpson  to  Alice  Simpsou.  Mort  .$32,000.  July  25. 
July   28,    1906.      5:1262—73.      A   .$30.000— $33,oa). 

other  consid  and  100 

4ith  st,  No  330,  s  s,  200  w  1st  av,  25x100,  4-sty  brk  tenement 
and  3-sty  brk  tenement  in  rear.  Eliz  J  Cuttle  to  Irving  Bach- 
rach  and  Isaac  Schmeidler.  Mort  $0  500.  July  26.  July  27, 
1906.      5:1339—35.      A   $7,.500— $10,(KK).  other   consid   and   100 

49th  St.   No   157,  n  s,   125  e  7th  av,  20.10x100.4,  3-sty  stone  front 
dwelling.      Louise    Livingston   to    Andrew    R    Robinson.      July   20.     " 
July  27.  190.;.     4:1(J(J2— 6.     A  .$22,(100— $24,(.l00.  nom 

49th  st.  No  333,  n  s,  345  e  2d  av,  20x100.5,  4-sty  brk  dwelling. 
Bertha  Kahn  to  Frank  Hillman  and  Joseph  Golding.  Mort  $6. .500. 
June   13.     July  27,  1906.     5:1342—15.     A  $6,000— $7,500. 

other  consid  and  100 

49th  st,  Nos  329  and  331,  n  s,  305  e  2d  av,  40x100.5. 

49th  st.  No  333,  n  s,  345  e  2d  av,  20x100,5. 
two  4-sty  brk  dwellings. 
Frank  Hillman  et  al  to  Michael  Rosenthal  and  Albert  Price. 
Mort  $26,000.  July  26,  July  27,  1900.  5:1342—13  to  15.  A 
$18,(X>0— .'t;22,.500,  other  consid  and  lOO 

49th  st,  No  335,  n  s,  365  e  2d  av,  20x100.5,  4-siy  brk  dwelling. 
Jennie  Schlossheimer  to  Prank  Hillman  and  Joseph  Golding. 
Mort  $6,000.  July  9.  Aug  2,  1906.  5:1342—151/2.  A  .$6,000 — 
$7,500.  .  other  consid  and  100 

51st  st,  Nos  428  and  430.  s  s,  253  e  1st  av,  36x100.5.  6-sty  brk 
tenement.  Samuel  Greenteld  et  al  to  Isidor  Wiesenberger  2-3 
part  and  Salomon  Goodman  1-3  part.  Mort  .$30,000.  July  31. 
Aug   1,   1906.     5:1362—39,     A  $11,000— $40,000. 

other  consid  and  100 

51st  st.  No  541,  n  s,  275  e  11th  av,  25x100.5,  3-sty  frame  tenement. 
John  Donnelly  to  the  John  T  Brook  Company.  July  31.  Aug  1, 
1906.     4:1080—12.      A   $7,000— $7,000.  nom 

51st  st,  Nos  408  to  414,  s  s,  73  e  1st  av,  72x100.5,  four  3-sty  brk 
dwellings.       Jacob    Quartner    to    Jacob 
Mort  $84.(X)0.     July  16.     July  28,  1906. 
$20,0<I0— $24,00(J. 


Kooperstein.  %  part. 
5:1362—45  to  46%.  A 
other  consid  and   100 


52d  st.  No  434,  s  s,  425  w  9th  av,  25x100.5,  .5-sty  brk  tenement. 
Henry  Nechols  e  tal  to  Berthha  Pasternack  and  Paulina  Nechols. 
Mort  .$22,2,50.  July  24.  July  31,  1906.  4:1061—50.  A  $9,000 
— $19,(J(X).  nom 

52d  St.  No  560,  s  s,  100  e  11th  av,  25xl(X),  5-sty  brk  tenement  and 
store.  Morris  Sherwin  et  al  to  Benjamin  Wertheimer  and  Jacob 
Hutter.  Mort  $19,000.  Aug  1,  1906.  4:1080—60.  A  $6,500— 
$16,500.  other  consid  and  1(X) 

52d  st.  No  32,  s  s,  55  e  Madison  av,  2(1x100.5,  5-sty  brk  dwelling. 
Release  mort.  Arthur  Braun  to  James  A  Farley.  July  24.  Aug 
2,  1906.     5:1287— 4!».     A  $45,000— P  $60,000.  nom 

Same  property.     Release  mort.     Same  to  same.     July  24.     Aug  2, 

nom 

Aug   1. 

nom 


1906,     5:1287. 
Same   property.      James 
Aug  2,    1906,     5:1287. 


A   Farley   to   Natalie   W   Peters. 


52d  st.  No  32,  s  s,  325  w  Park  av,  20x100.5,  5-sty  brk  dwelling. 


G   Bourne   to  James   A  Farley. 
).     A  $45,(.KI0 — P  $60,000, 


July  31. 
40,000 


Release   mort.      Fredk 
Aug  2,  19(.)6.     5:128' 

54th  st.  No  556,  s  s,  125  e  11th  av,  runs  s  128.2  .x  n  131.7  to  st  x  w 
25  to  beginning,  gore,  5-sty  brk  tenement  and  store  and  3-sty 
frame  tenement  in  rear.  Henry  Wieland  to  Henry  Wieland  and 
Adolheid  his  wife.  B  &  S.  Mort  $25,000.  July  25.  July  27, 
100(1.     4:.10S2— 59.     A  $8,000— $13,000.  other  consid  and  100 

54th  st.  No  232,  s  s,  200  w  2d  av,  25xl(X).4.  5-sty  stone  front  ten- 
ement. Harry  N  Kohn  to  Leopold  Kaufmann.  Mort  $12,000. 
July  2.  (Re-recorded  from  July  3,  1906.)  Aug  2,  1906.  5:1327. 
—33.      A   $10,000— $14,0ai.  other   consid   and   100 

55th  St.  No  9,  n  s,  177  e  5th  av.  23xl(X>.5,  4-sty  stone  front  dwell- 
ing. Wm  C  Kemp  to  Richard  A  Canfield.  July  14.  Aug  1,  196. 
5:1291—8.      A   $70,000— $75,000.  other  consid   and   100 

56th  st.  No  307,  n  s,  110  e  2d  av,  20xl(X).5,  4-sty  stone  front  tene- 
ment. Morris  Iser  to  The  Decimo  Realty  Co.  Mort  $10,0(X\ 
July  25.     July  30,   VM6.     5:1349—5.     A  .$6.0(X1— $11,000.  nom 

57th  st.  No  .549,  n  s,  2(X)  e  11th  av,  25x100.5,  3-sty  frame  tene- 
ment and  3-sty  frame  tenement  in  rear.  Catherine  Seabrook 
and  ano  to  Harry  Jones  and  David  Wright.  Aug  1.  Aug  2, 
1!MM!.     4:10.S6 — 9.     A  $8.00(5— $S,5(«1.  other  consid  and  100 

60th  st.  No  248,  s  s,  95  w  2d  av,  20x100.5.  4-sty  stone  front  dwell- 
ing. Jacob  Manheimer  to  Cornelius  V  Clark.  Mort  $10,000. 
Aug  1.    Aug  2,  1906,    5:1414—20.    A  $10,000— $13,000. 

other  consid  and  100 

60th  st.  No  .309,  n  s,  1.50  e  2d  av,  25xl(XX5,  4-sty  brk  tenement. 
CONTRACT.  Tenement  Impt  Co  with  Max  Stern.  Mort  $21,000. 
July  9.  Aug  2,  1906.  5:1435—7.  A  $0,500- $12,000.  Contracts 
only.  24,500 

61st  st.  No  235,  n  s.  275  e  West  End  av,  25x100.5,  5-sty  stone 
front  tenement.  Samuel  B  PoUak  and  auo  to  Sarah  Sachar.  All 
right,  title  and  interest.  Mort  $17,100.  July  IS.  July  30,  1906. 
4:115:!— 12.      A   $5,0(10— $11,500.  nom 

61st  St.  No  2.36.  s  s.  2(15  w  2d  av.  20x100.5,  3-sty  stone  front 
dwelling.  George  Sinram  to  Jessie  F  Gatens.  Mort  $12,000.  Aug 
1.   I'.MHi.     5:141.5— ;«.     A  $10,000— $i:',,0(X(.         other  consid  and  100 

62d  st.  No  156,  s  s,  120  w  3d  av,  20x1011.5,  3-sty  stone  front  dwell- 
ing. Jessie  F  Gatens  to  Anne  de  W.  Dominick.  July  31.  18S6. 
5:i:i!l6 — 12.       A    $15.000— $18 (XX).  other    consid    and    1(X1 

62d  St.  No  :i4;),  n  s,  405  3  e  2d  av,  17x100.5,  ::i-sty  stone  front 
dwelling.  Henry  Miller  to  John  Bozzuffi.  Mort  $6,000.  July  ;{1. 
Aug  2.    1906.      5:1437—17.      A   $4. .500 — $6,(100.  1,.500 

(i?,<i  st,  No  22!1,  on  map  No  2:51,  n  s.  180  w  2d  av,  25x100.5,  7-sty 
brk    tenement   and   store.      Max  Friedman   to   Samuel   Tucker  and 
Mort  .$33,200.     Aug  1,  1900.     5:1418-17.     A  ,$9.- 

other  consid  and  100 
s  s,  375  w  Amsterdam  av,  2.5x100.5. 

64th  St.  Nos  2,30  and  2.32,  s  s,  425  w  Amsterdam  av,  50x100.5. 
three   5-sty  brk   tenements. 

Moss    Realty    Co    to    Simon   R   Schultz.      Mort   .$39..500.      July   25. 
July  ■.',<>.  1006.     4:115.5—48  and  50  and  51.     A  $15.000— .$39,000. 

other  consid  and  1(X) 

64th  st.  No  224,  s  s,  350  w  Amsterdam  av.  25x100.5,  5-sty  brk 
tenement.  Moss  Realty  Co  to  Benjamin  Guth  and  Wolf  Kufeld. 
Mort  $12.CK)0.  July  25.  July  27.  1906.  4:11.55—47.  A  .$5.(XM) 
—$13,000.  other  consid  and  100 


tenement 
Sarah   Pearl. 
000— $27,000. 
64th  st.  No  226, 
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C7th  St  s  s,  (lO  e  Lexington  av,  strip,  lOxlOO.5.  Release  mort. 
U  S  Trust  Co  of  N  y  to  League  Realty  Co.  June  12.  July  L'T. 
in:  11;.      nrlJOl.  Kl.OilO 

69th  Jt.  No  41,  K  3,  4<)2.G  w  Central  Parle  West,  23x1(10..").  1-sty 
St;.-S  front  d-.vc.li.'.L'.  An".a  S  'vlf?  anJ  Sjloij-m  K  Li:'ht'j-31:i  1 
to  Charles  H  Guye.  Mort  $30,00*).  Aug  1.  Aug  2,  1906. 
4:1121—03.     A  .$21.000— $44,000.  other  consid  and  100 

G!)th  St,  No  20.  s  s,  2!»2  w  Central  Park  West,  20xl(l0..">.  4-sty 
stone    front    dwelling.      L    Napo'eon    Levy    to    Henry    Ruhlender. 

Mori  $ .     July  23.     Aug  2,  1!)06.-  4:1121 — 45.     A  $18,00(1— 

.$3.3.000.  other  eonsid  and  100 

70th  St.  No  0,  s  s.  lO.S  w  Central  Park  West,  21x100.5,  4-sty  brk 
dwelling.  Blanche  T  Newnn.an  to  Constance  B  Newman.  14  part. 
Mort  .$;!0.(KIO.  June  2,S.  July  30.  l"J(Xi.  4:1122—37.  A  .$llt.- 
<HI(J— $40,000.  gift 

71st  St.  No  11.5,  n  s,  abt  140  e  Park  av,  — x — ,  4-sty  stone  front 
dwelling.  Assign  contract.  John  L  Martin  to  Fredk  T  Barry. 
Vz  part.     Aug  2,   1900.     5:1400—7.     A  $25,000— $30,000.         nom 

71st  st.  No  423.  n  s,  288  e  1st  av,  2.5x102.2,  G-sty  brk  tenement 
and  store.  Charles  Jacobs  to  Charles  Pitthan.  Mort  $25,000. 
Aug   1.      Aug  2,    1900.      5:1400—12.      A   $5,000— $27,000. 

other   consid  and   100 

75th  St,  No  225,  n  s,  abt  298  w  2d  av,  25x102,  4-sty  brk  tenement 
and  store.  CONTRACT.  Isidor  Greitzer  with  Gussie  Albert. 
Mort  $11,000.  June  1.  July  31,  1900.  5:1430—12.  A  $9,000— 
$12,000.  23.700 

75th  St.  No  231.  n  s,  230  w  2d  av,  25x102.2,  4-sty  brk  tenement. 
Morris  D  Saldinger  to  Solomon  Hudes  and  David  Linzer.  Mort 
$11,000.     Aug  1,  1900.     5:14;!0— 15.     A  .$9,000— $13,000.  nora 

77th  St.  No  822.  s  s.  2.50  w  Wosst  End  av,  22x102.2.  4-sty  and 
basement  brk  dwelling.  Otto  Gerdau  to  Patk  F  Griffin.  July  30. 
July  31,  190IJ.     4:11.S.5— 80.     A  $15,000— $25..50O. 

other  consid  and  100 

77th  st.  No  .301,  n  s,  25  v/  West  End  av,  rui)s  n  30  x  w  12  x  n  35 
x  w  l.S  X  s  <>.5  to  st  X  e  30  to  beginning.  .5-sty  brk  dwelling.  Helen 
L  G  Stapler,  of  Pelham  Manor.  N  Y.  to  New  Rochelle  Trust  Co 
as  TRUSTEE  for  Helen  L  G  Stapler.  Mort  $25.U00.  July  21. 
July  28,   190G.     4:ll.S(i— 22.     A  $10,000— .$32,000.  nom 

77th  St.  No  3.52.  s  s,  75  w  1st  av,  25x102.2,  4-sty  brk  tenement. 
Francis  P  Rannoy  and  ano  EXRS,  &c,  Cath  H  Ranney  to  Samuel 
Grodginsky.  July  2.  Aug  2,  1906.  5:1451— SOVa.  A  $G,OllO— 
$10,000.  other  consid   and   100 

78th  st.  No  401.  n  s.  G4  e  1st  av.  runs  n  .39.2  and  12.11  x  e  20  x  s 
.52.2  to  st,  X  w  30  to  beginning,  5-sty  brk  tenement.  Samuel  Da- 
vis to  Ignatz  Letkovitz.  Mort  $15,000.  July  21.  Aug  2.  1900. 
5:1473 — 11/2.     A  $4  000- $1(1.000.  other  consid  and  100 

79th  St.  No  309.  n  s.  145  e  2d  av.  20x102.2.  4-s(y  stone  front  tene- 
ment. Moritz  Weiss  to  Biri  wife  Moritz  Weiss.  Mort  $15,(J00. 
July   30.      Aug   2,    1006.      5:1.542—7.      A   $7.0(XI— $14,0<;k>. 

other    consid   and    100 

81st  st.  No  213,  n  s,  212.5  w  Amsterdam  av,  37.7x102.2,  5-sty  brk 
tenement.  Stephen  W  Jones  to  Wm  W  Skiddy.  Mort  $40,000. 
July   1,    1898.      Aug   1,    1900.     4:1229—23.      A   $22.000— .$44,<J0O. 

nom 

81st  St.  Nos  170  and  178.  s  s,  42  e  Amsterdam  av,  74x102.2,  two 
5-sty  brk  tenements.     Albert  Vesell  to  Wm  M  Benger.  Mort  $93.-    - 
000.     Aug  1,   190G.     4: 121 1— 01   and  02.     A   .$43.000— $96,000. 

other  consid  and   100 

82d  st.  No  1.58.  s  s,  GOO  e  Park  av,  and  120  e  Lexington  av,  25.k 
102,2,  5-sty  stone  front  tenement.  Louise  T  Welsh  to  John  H 
Welsh.  All  liens.  July  0.  July  30,  190G.  5:1510—48.  A  $12.- 
.500— $28,000.  other  consid   and  100 

82d  st.  No  8,  s  s,  130  w  Central  Park  West,  18x100,  4-sty  and 
basement  stone  front  dwelling.  Louise  E  B  Paterson  to  Leon  M 
Hirsch.  Mort  $2lt,ll00.  Aug  1.  Aug  2.  1900.  4:119-5- 38i/-. 
A   $12.500— $27,0<I0.  nom 

82d  st.  No  8,  s  s,  139  w  Central  Park  West,  18x100,  4-sty  and 
basement  stone  front  dwelling.  Eugene  L  Button  to  Louise  E  B 
Paterson.  Q  C.  Aug  1.  Aug  2,  1006.  4:1195— 881/2.  A 
$12..50O— $27,000.  nom 

83d  st.  No  227,  n  s,  2.50  w  Amsterdam  av.  25x102.2,  3-sty  and 
basement  frame  dwelling.  Richard  S  Treacy  and  ano  trustees 
Peter  McCullough  to  Margt  A  Mulcahy.  July  27.  Aug  1,  lOtKi. 
4:1231—22.      A    $14.000— $16,0u0.  other    consid    and    100 

85th  st.  No  310,  s  s.  144  e  2d  av.  28x102.2, 
mont.     Otto  Fichtner  to   Geo  L   Muller. 
1906.     5:1.547—46.     A  $7,.5fl0— $14,000. 

other   consid   and   100 

SGth  st,  s  s,  450  w  Central  Park  West.  25x102.2.  5-sty  brk  dwell- 
ing. Release  mort.  Stephen  C  Clark  to  Wm  H  Hall,  Jr.  June 
30.     July  31.   190(5.     4:1199.  nom 

8Gth  st,  s  s,  4.50  w  Central  Park  West,  25x102.2,  5-sty  brk  dwell- 
ing.    Wm  H  Hall.  Jr.  to  Chas  Altschul.     July  31,  1900.     4:1199. 

other  consid  and  100 

80th  st.  No  .340,  s  s,  200  w  1st  av,  25x102.2,  6-sty  brk  tenement 
and  store.  Morris  Freundlich  et  al  to  Joseph  Manganaro  and 
Adelina  A  Varasano.  Mort  $28,(K10.  July  31.  Aug  2,  190G. 
5:1.548—35.     A  $8,000— $28,000.  other  consid  and  100 

.■S7th  st.  No  231,  n  s,  335  e  3d  av,  25x100.8,  5-sty  brk  tenement. 
Henry  Breimer  to  John  Wilke.  Mort  $20,(300.  June  26.  Rere- 
corded from  June  28,  1900.  July  27,  1906.  5:1.533—15.  A  $8.- 
.500— $23  000.  other   consid  and   100 

88th  st,  Nos  443  and  445,  n  s,  147  w  Av  A,  40x100.8.  G-sty  brk 
tenement.  Esther  Rosenberg  to  Israel  Berkowitz.  Mort  $35.- 
GOO.     July  26.     July  28,   1900.     5:15G,S— 18.     A  .$9,000— $45,0(KJ. 

other  consid  and  100 

89th  st.  No  304,  s  s,  100  w  West  End  av,  20x100.8,  4-sty  and  base- 
ment brk  dwelling.  John  Webber  to  Annie  Davis.  Mort  $17,000. 
July  30.     Aug  1.   1906.     4:12.50—41.     A  $12,000— $24.(100. 

other   consid   and    100 

91st  st,  Nos  431  and  433,  n  s,  94  w  Av  A,  7.5x100.8.  two  1-sty  brk 
stores.  Henry  Heisner  to  Charles  Roos.  July  .30.  1900.  5:1571 
—19  to  21.     A  $12.000— $12,000.  other  consid  and   100 

03d  St.  No  :i05,  n  s.  100  e  2d  av.  25x100.8,  4-sty  brk  tenement. 
Morris  Rotter  to  Rosa  Jackie.  Mort  $12,000.  July  31.  1906. 
5:1550-5.     A  $4,500— $1 1,500.  other  eonsid  and  100 

!)3d  st.  No  173.  n  s.  2811.4  w  3d  av.  19.8x100.8.  4-s(y  stone  front 
dwelling.  John  Ryan  to  Charles  Blum.  Mort  $10,000.  Aug  1, 
1906.      5:1.522—25.      A    .$9,000-$15,000. 

other  consid  and  100 

94th  st.  No  177,  n  s.  118.9  w  3d  av,  18.9x100.8.  3-sty  stone  front 
dwelling.  Francis  X  Habes  et  al  to  Philip  Walter.  Mort  $7.- 
000.     July  30.     Aug  2,  190G,     5:1523—31%.     A  $8,000— $11,000. 

nom 

94th  st.  No  312,  s  s,  300  w  West  End  av,'75x  %  block,  vacant. 
CONTRACT.  Belwood  Realty  Co  with  John  H  Davis.  Mort 
$15,000.  Feb  2.3.  Aug  2,  190G.  4:12.52— 68  to  70.  A  .$26,000— 
$26,500.  65,000 

9Gth  st.  No  GO.  s  s,  180  e  Columbus  av,  20x100.8,  4-sty  and  base- 


4-sty  stone  front  tene- 
Mort  $17,000.      Aug  1, 


ment  brk  dwelling.     Geo  H  Jones  to  Jonas  Koch.     Mort  $15,000. 
July  31.    1906.      4:1209— .57.     A   $11,000— $21,000. 

other  consid  and  1(X) 

l'".th  st.  No  19,  n  s  204  e  Columbus  av,  20.8x100.11,  4-sty  and 
base-ient  b'k  dv/elling.  Mary  Frank  to  Annie  Goldtlam.  Movt 
$27,5<R).  July  25.  July  28,  1906.  7:1832—9.  A  $11,(X)0— 
$23,0(W.  other  consid  and  100 

Same  property.  Annie  Goldflam  to  Emanuel  Hochheimer.  Mort 
$27.5(10.     July  26.     July  28,  190(!.     7:1.832.  nom 

97th  st.  No  202,  s  s,  51  e  3d  av,  49x62.11.  G-sty  brk  tenement  and 
store.,  Jos  Bernstein  et  al  to  Matthew  Kaicher,  Brooklyn,  N  Y. 
Mort  $30,000.     July  31.     Aug  2,  1906.     G:1G46. 

other  consid  and  100 

97th  st.  No  229,  n  s,  175  w  2d  av,  25x100.11.  5-sty  brk  tenement 
and  store.  Moses  Reeves  to  Frank  M  Franklin.  July  23.  July 
27.  1900.     6:1(>47— 17.     A  .$5,(X)0— $12,000.       other  consid  and  ioo 

97th  st.  No  41,  n  s,  420  w  Central  Park  West,  20x100,11,  4-sty  and 
basement  brk  dwelling.  Mary  E  Pettit  to  Thos  P  McKenna, 
of  Long  Branch.  N  J.  Mort  $15,000.  July  20.  July  27,  1906. 
7:183:'.— 15.      A   $8,5(M)— $16,000.  other  consid   and   100 

98th  st.  No  140,  s  s,  350  w  Columbus  av,  25x100.11,  5-sty  brk  ten- 
ement. Selina  O  Cottlow  to  Emma  Z  Smedley.  Mort  $27,000. 
July  30.     July  31,   1900.     7:18.52^7.     A  .$9,000— $20,000. 

other  consid  and  100 

9Sth  st.  No  64,  s  s,  100  e  Columbus  av,  25x100.11,  5-sty  stone 
front  tenement.  Harry  E  Herman  to  Kingsby  Realty  Co.  Mort 
$29.5(10.  July  23.  Aug  2,  1906.  7:1833-00.  A  $11,000— 
.$28,000.  nom 

99th  St.  No  157.  n  s,  275  w  3d  av,  25x100.11,  5-sty  brk  tenement. 
Jennie  Bogorod  to  Alter  and  Louis  Mishkind.  Mort  $14,500. 
Aug   1.      Aug  2,   1906.     6:1627-2.5.      A   .$5,50(1— $14,500. 

other   consid   and   100 

99th  St.  No  224,  s  s,  212.0  w  2d  av.  37.6x100.11.  G-sty  brk  tene- 
ment and  store.  Simon  Cyge  et  al  to  Moritz  Weisberger.  Mort 
$45,;!75.     July  30.     Aug  1.  1900.     0:1648.  other  consid  and  100 

99th  si.  Nos  67  and  09.  n  s.  .50  w  Park  av,  50xltX).ll,  two  5-sty 
brk   tenements  and  stores.     Jennie  Goldstein   to  Abraham  Teich- 

.  man.  Mort  $26,000.  July  25.  July  27,  1906.  0:1605—33  and 
34.     A  $17.000— $47,000.  nom 

lOOth  st.  No  121,  n  s,  125.6' w  Lexington  av,  25.6x100.11,  5-sty 
brk  tenement.  Rubin  Auerbach  to  Frank  M  Franklin.  Mort 
$29,000.  Aug  1.  Aug  2,  1906.  6:1028-11.  A  $6,(XX)— $19,- 
(>n(J.  other  consid  and  iOO 

100th  St.  No  119,  n  s,  151  w  Lexington  av,  25.6x100.11.  5-sty  brk 
tenement.  Rubin  Auerbach  to  Frank  M  Franklin.  Mort  $29,- 
(MIO.     Aug  1.     Aug  2,  1906.     6:1628—10.     A  $6,((00— $19.0(K). 

other  consid  and  100 

100th  st.  No  .5(19,  n  s,  153  w  West  End  av,  18x100.11,  5-sty  stone 
front  dwelling.  Elizabeth  Minturn  to  Emily  L  Landon.  Mort 
$24.0(;H).     July  G.     July  28.   1906.      7:1.8.89-14.     A  $10,000— .$27,- 

000.  other  consid  and  100 
101st  st.   No  50,  s  s,  75  e  Madison  av,  25x100.11,  5-sty  brR  tene- 
ment.     Barney  Peltz  et  al   to  Abraham  Sturman  and   David   Mil- 
ler.    Mort  $21,000.     July  31.     Aug  1,   1906.     6:160(;— 49.     A  $7.- 
.500— $18,000.                                                              other  eonsid   and   1(X) 

101st  st,  Nos  125  to  131,  n  s,  225  w  Columbus  av,  75x160.11, 
two  G-sty  brk  tenements  and  stores.  Nathan  Navasky  et  al  to 
.\aron  H  Levine  and  Joseph  M  Levie.  each  1/.  part.  Mort  $85.- 
(KlO.  July  27.  Aug  2,  1906.  7:18.56-21  to  23y2.  A  $23,000 
.  other  consid  and  100 

l(l2d  St.  No  224,  s  s,  360  e  3d  av,  25x100.11,  4-sty  brk  tenement 
and  store.  Hyman  Block  to  Nathan  L  Fischer,  Simon  Gluck- 
stern,  Samuel  Haber  and  Wolf  Parker.  Mort  $14, .500.  Aug  1. 
Aug   2,    1906.      6:1051-34.      A   $5,000— $11,0(J0. 

other  consid  and  100 

102d  st,  No  57,  n  s,  ISO  w  Park  av,  40x100.11,  6-sty  brk  tenement. 
Heiman  Glasser  to  Josef  Hamburger.  Mort  $49,000.  July  27. 
July  28.  1900.     6:100,8.  other  consid  and  100 

102d  st.  No  238,  s  s,  75  w  2d  av,  25x100.11.  5-sty  brk  tenement 
and  store.  Marks  Friedman  et  al  to  Meyer  H  and  Herres  Schon- 
zeit.  Mort  $22.9.50.  July  31.  Aug.l,  1906.  6:1651— 281/2.  A 
.$5,000— $10  000.  other  consid  and  100 

102d  st.  No  302,  s  s,  100  e  2d  av,  2.5xl(X).ll,  5-sty  brk  tenement, 
Samuel  S  Manheimer  et  al  to  Morris  Rosen  14  part,  Louis  Rosen 
i/i  part  and  Tillie  Talsky  y^  part.     Mort  .$27.2.50.     July  31.     Aug 

1.  190G.     6:1673—18.     A  .$5.(i00— $18,000.  100 
102d  st,   No  216,  s  s.  260  e  3d  av.  25x100.11.  4-sty  brk  tenement 

and   store.      Emil    Seldis   to   Nettie  Jacobs.      Mort   $14,000.      July 
31.     Aug  1,   lOOG.     0:1051—38.     A  $5.000— $11,000.  nom 

102d  st.  No  216,  s  s,  200  e  3d  av.  25x100.11,  4-sty  brk  tenement 
and  store.  Nettie  Jacobs  to  Dora  Seldis.  Mort  $14.(100.  July 
.31.      Aug  1.   1906.      6:l(i51— 38.      A  .$5  (UK  >—$11. 1  IOO.  nom 

102d  st.  No  63.  n  s,  02.6  w  Park  av,  37.6x100.11,  6-sty  brk  tene- 
ment and  store_.  _Louis  Koch  et  al  to  Sam  Fox.  Mort  $52,000. 
July  30.     July  31,  1906.     6:1608.  other  consid  and  100 

102d  st.  No  202,  s  s,  93.4  w  Amsterdam  av.  runs  s  e  75.8  x  s  e  7.2 
X  w  32.5  X  n  3  X  n  w  81.7  to  st,  x  e  35.9  to  beginning.  5-sty  brk 
tenement.  James  Bradley  to  Rose  M  and  Anna  C  Matthews. 
July  31,  1906.     7:187.3—37.     A  $14,0(10— .$35,000. 

other  consid  and  1(X) 

l(l3d  St.  Nos  230  and  232,  s  s,  205  w  2d  av,  50x100,11,  6-sty  brk 
tenement  and  store.  Louis  Goldman  to  Alter  and  Louis  Mish- 
kin.  Mort  $.54,500.  July  20.  Aug  2,  19(10.  ():1G52— 33.  A  $10,- 
000— P  .$42,000.  other  consid  and  100 

l()3d  st,  Nos  328  and  330,  s  s,  200  w  1st  av.  .50x100.11,  3-sty  brk 
store.  Josephine  N  Cowperthwait  to  Ruth  Cowperthwait.  July 
31,    1906.      6:1071—35.      A   $1IHI(I0— $25.0(M).  25.000 

1(l.3d  st.  No  160,  s  s,  155. G  e  Lexington  av,  27x100.11,  5-sty  stoni' 
front  tenement.  Emma  L  Michaelis  to  Konrad  Guhring.  Mort 
$15,000.  July  31.  Aug  1,  1906.  0:1630-46.  A  .$G,0(X)— $19.- 
000.  o(her  consid  and  100 

lOlth  st.  No  65,  n  s,  189.8  e  Columbus  av,  27x100.11.  5-sty  brk 
tenement.  John  T  Halliday  to  John  Alexander.  Mort  $28.(X)0. 
July  26.     Aug  2.   1900.     7:1840—9.     A  $11.000— .$31,000.  100 

104th  st.  No  71.  n  s.  117.10  e  Columbus  av.  17.10xl(X).ll.  5-sty 
brk  tenement.  John  T  Halliday  to  Wm  J  Rodenbach.  Mnrt  %\1.- 
000.     July  26.     Aug  1,   1906.     7:1840— G.     A  $7,000— $20,000. 

other  consid  and  1((0 

104th  st.  No  73.  n  s.  100  e  Columbus  av.  17.10x100.11,  5-sty  brk 
tenement.  John  T  Halliday  to  Betty  Behrendt.  Mort  $17,000. 
July  20.     Aug  2,  1906.    7:1846— .5.     A  .$7,000— .$2O,(J00. 

other  consid  and  1(X) 

104th  st.  No  CO,  n  s,  135.8  e  Columbus  av.  27x100.11,  5-sty  brk 
tenement.  John  T  Halliday  to  Jessie  M  Proctor.  Mort  .$2.8,000. 
July  14.     Aug  2,  1900.     7:1840—7.     A  $11.0(:k)— $31,000.  100 

104th  St.  No  67,  n  s,  162,8  e  Columbus  av,  27x100.11.  5-sty  brk 
tenement.  John  T  Halliday  to  Margaret  Hollowood.  Mort  .$28,- 
000.     July  26.     Aug  2,  1900.     7:1840-8.     A  $11,000— .$31,000. 

other  consid  and  100 
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105th  St,  No  251,  n  s.  94  w  2d  av,  runs  n  24.5  x  e  O.G  x  n  76.6  x  w 
26.6  X  s  100.11  to  St,  X  e  26  to  beginning,  5-sty  brk  tenement 
and  store,  Julius  Levy  et  al  to  Jacob  Gildenberg.  Mort  $24,500. 
July  31.   lOlJIi.     6:1655—20.     A  .ft), 500— $17,000. 

other  consid  and  100 

105th  St.  Nos  171  and  173,  n  s,  125  w  3d  av,  50x100.11,  two  5-sty 
brk  tenements.  Fany  Schwartz  to  Diedrich  Gronholz.  Mort 
$45,00l>.  July  30.  July  31,  1006.  6:1633—30  and  31.  A  $13,- 
000— $45.0U0.  other  consid  andd  lOO 

105th  St,  No  115.  n  s,  125  e  Park  av.  25x100.11. 

105th  St.  Nos  117  and  119,  n  s,  150  e  Park  av,  49.10x100.11. 
three  5-sty  brk  tenements. 
John   McKee   to  Allegiance  Realty  Co.      Mort   $.30,000.     July  31. 
Aug  1.   1906.     6:1633—6  to  !S.     A  $16.500— $54,000. 

other  consid  and  100 

105th  St.  Nos  211  and  215,  n  s.  13S.4  e  3d  av,  40.10x100.11,  6-sty 
brk  tenement  and  store.  Kalman  Sadowsky  et  al  to  Annie  Sol- 
omon.    Mort  $56,300.     July  31.     Aug  1.   1906.     6:165.j. 

other  consid  and  100 

106th  St,  No  234,  s  s,  200  w  2d  av,  2.5x100.9,  6-sty  brk  tenement 
and  store.  Chas  J  Oppenheim  et  al  to  Giuseppe  Stella.  Mort 
$28,000.  July  31.  Aug  2,  1906.  6:1655 — 33.  A  $7,000— 
$26,000.  other  consid  and  KX) 

106th  St.  No  59,  n  s,  150  e  Madison  av,  25x100.11,  5-sty  brk  tene- 
ment. Jacob  Robbins  et  al  to  Joseph  Eckstein.  Mort  $17,000. 
July  28.     Aug  2,  1906.     6:1612—27.     A  $9,000— $19.1500. 

other  consid  and  100 

Same  property.  Joseph  Eckstein  to  Floris  T  Whittaker.  Mort 
$2],fX>0.     Aug  1.     Aug  2.  1906.     6:1612.  other  consid  and  100 

107th  St.  No  228,  s  s,  225  w  2d  av,  25x100.11,  4-sty  brk  tenement. 
Louis  Solomon  et  al  to  Minnie  Grossman.  Mort  $10,000.  July 
18.     July  31.  1906.  6:16.56—34.     A  $5,500— $10..50<.i. 

other  consid  and  100 

Same  property.  Minnie  Grossman  to  Eliza  Cohn.  Mort  $16,000. 
July  30.      July  31,    1906.     6:16.56.  other  consid  and   100 

107th  St.  Nos  (12  and  (U,  s  s.  2(Xt  e  Madison  av.  50xlO(.>.ll.  two 
5-stv  brk  tenements.  Louis  Phillips  to  Dora  Weisberg  and  Re- 
beca  G  Goldring.  Mort  $48,500.'  July  30.  July  31,  1906.  6:1612 
—43  and  44.     A  $14.0)0— $44,000.  nom 

108th  St.  s  s.  100  e  2d  av.  117.10x125.  three  6-sty  brk  tenements 
and  stores.  Israel  Lippmann  to  Jacob  and  Meyer  Bloch.  Mort 
$108,000.     July  11.     July  28.  1906.     6:1679.      other  consid  and  100 

109th  St.  No  116.  s  s.  152  e  Park  av.  19xl(K).ll,  4-sty  stone  front 
tenement.  Frank  Stock  to  Israel  Blum  and  Jacob  Edelson.  Mort 
$9,500.     July  31.     Aug  1,  1906.     6:1636—65.     A  $4..50O— $8,500. 

other  consid  and  100 

109th  St.  No  220.  s  s,  235  e  3d  av,  25x100.10,  6-sty  brk  tenement 
and  store.  Barnet  Appel  to  John  H  Meyer.  Mort  $33,625.  July 
9.     Aug  1,  1906.     6:16.58—39.     A  $5,500— $27,000. 

other  consid  and  100 

109th  st.  No  86.  s  s,  17  w  Park  av,  runs  s  66  x  w  0.10  x  s  4.9  x  w 
6.7  x  s'lO  x  w  9.5  x  n  80.10  to  st  x  e  17  to  beginning,  4-sty  stone 
front  tenement.  Sender  H  Alexander  to  Dora  Blauschild.  Mort 
$9,000.  July  10.  July  30,  1906.  6:1614— 38i^.  A  $4.000— $9.- 
000.  other  consid  and   100 

109th  St.  s  s.  100  e  Riverside  Drive,  75x100.11,  vacant.     The  West 

Side  Construction  Co  to  Joseph  H  Davis.     Morts  $ .     July  2. 

July  27,   lOWi.      7:1893.  other  consid   and   100 

110th  st,  Nos  105  and  109,  n  s.  35  e  Park  av,  42.6x100.11,  6-sty 
brk  tenement  and  store.  Julius  Kaplan  to  Sarah  Cohen.  Mort 
$56,500.  July  27.  July  31,  1!X>6.  6:1638—3  and  4%.  A  $7.- 
000— $13,000.  other  consid  and  100 

112th  st,  Nos  40  to  44,  s  s,  70  e  Madison  av,  40.3xl(X>.ll,  6-sty 
brk  tenement  and  store.  Abram  Finkelstein  to  Louis  Barnett. 
Mort  $.55,150.     Aug  1.     Aug  2,  1906.     (!:1617.  other  consid  and  100 

112th  St.  No  234,  s  s,  342  w  7th  av.  16x100.11.  3-sty  and  basement 
stone  front  dwelling.  Amos  E  Brush  GUARDI.^N  Andrew  L  Brush 
to  Andrew  L  Brush.  B  &  S  and  C  a  G.  July  25.  July  30.  1!X)6. 
7:1827^7.     A  $6.00(1- .'fl3.00f».  nom 

112th  St.  Nos  611  to  ()]7.  n  s.  141.7  e  Riverside  Drive,  S7.()xl00.11, 
6-sty  brk  tenement.  Thomas  Simpson  to  Mary  B  Geyer.  Mort 
$125,000.  July  26.  Aug  1,  1906.  7:189.5—8.  A  $45,000— $135.- 
000. 

113th  St.  No  273,  n  s,  100  e  Sth  av,  27x100.11. 

113th  st.  No  271.  n  s,  100  e  Sth  av,  27x100.11. 
two  5-sty  brk  tenements. 

E   Kessler.      Mort   .$44,000. 
A    $22,000— $.56,000. 

other   consid   and   100 
Lenox  av,   20xl(X).ll,  5-sty  brk  tene- 
ment.     Sarah  Rubenstein  to  Regina  Weledinger.     Mort  $23,000. 
July  26.     Aug  2,  loot).     6:159()— 69.     A  $7.000— $20,000.  nom 

113th  St.  No  233,  n  s,  2.50  w  7th  av,  16.8xl(X».ll,  3-sty  and  base- 
ment brk  dwelling.  Max  Marx  to  Cornelia  W  Roos.  Mort  $11,- 
000.     July  16.     Aug  2.  19(H!.     7:1829—21.    A  $6,.500— $14,000.     100 

114th  st.  No  85,  n  s.  30  w  Park  av,  25x100.11.  5-sty  brk  tenement 
and  store.  Fanny  Marcuson  et  al  to  Joseph  Berrett  and  Maurice 
H  Oser.  Mort  $22,000.  July  31.  Aug  1,  lOOti.  6;1620— 34.  A 
$7.500— $17,500.-  100 

114th  st.  No  123,  n  s,  175  e  Park  av,  15x100.11.  3-sty  stone  front 
dwelling.  Max  I  Lefkowitz  to  Harrv  Freedman.  All  liens.  Julv 
31.     Aug  1,  1906.     6:l(:i42— 9.     A  $3,700— .$8,000.  nom 

115th  st,  .\os  612  and  (ill,  s  s,  225  w  Broadway,  50x100.11,  8-sty 
brk  tenement.     Frank  Woytisek  to  Max  Blanck.     Mort  $100,000. 

June  29.     Aug  1,   1!M»6.     7:1896—34  and  35.      A   $24.tKXt— $ . 

other  consid  and  100 

115th  st.  No  606,  s  s,  125  w  Broadway.  50x100.11.  7-sty  brk 
tenement.  Ella  S  West  to  Jessie  B  Falk.  Mort  $85,000.  July 
28.     Aug  2,  1906.     7:1896—30.     A  $24,000— $90,000. 

other  consid  and  100 

110th  st,  No  315,  n  s,  2(X).6  e  2d  av,  16.6x100.11,  3-sty  stone  front 
dwelling.  Sarah  wife  of  Moses  Sulzberger  to  Vincenzo  Bifulci, 
Leonardo  Melaragno,  Roberto  D'Alessio  and  Angelo  Salottolo. 
Mort  $10.(X)0.  July  31.  Aug  1,  1906.  6:1688—9.  A  $4,000— 
$S  000  1^  000 

116th  st,  No  317,  n  s.  217  e  2d  av.  16.6x100.11.  3-sty  stone  front 
dwelling.  Solomon  Sulzberger  to  Vincenzo  Bituci.  Leonardo  Me- 
laragno. Roberto  D'AUessio  and  Angelo  Salottolo.  Mort  $10,000. 
July  31.     Aug  1.  1906.     6:1(jS8^10.     A  $4,000— $8,000. 

other  consid  and  100 

116th  st.  No  319,  n  s,  233.6  e  2d  av.  16.6x100.11,  3-sty  stone  front 
dwelling.  Helen  E  Stein  DEVISEE  Emma  Stein  to  Vincenzo  Bi- 
fulci, Leonardo  Melaragno,  Roberto  D'AUessio  and  Angelo  Sal- 
ottolo. Mort  $5,000.  July  31.  Aug  1,  1906.  6:1(588—10%.  A 
$4.00O-$S,000.  other  consid  and  100 

116th  st,  Nos  38  and  40.  s  s.  441  w  5th  av.  54x100.11.  two  5-sty 
brk  tenement  and  store.  Pilgrim  Realty  Co  to  Rose  Spiegel. 
David  Gutter  and  Henrietta  Lazarus.  Mort  $55,000.  July  30. 
July  31,   1!:)06.     6:1599—54  and  55.     A  $26,000— $54,000. 

other  consid  and  100 


Barbara    Feigert    to    Carl 
1906.      7:1829—5   and    6. 

113th  st.  No  84,  s  s.  55 


other  consid  and  100 


July   31. 


116th  st.  No  308,  s  s,  156.3  w  Sth  av,  18.9x100.11,  5-sty  brk  tene- 
ment. David  Hershfield  to  Sara  and  Leonora  Alexander.  Mort 
$18.<:h)0.  July  26.  July  30,  1906.  7:1848—58.  A  $10,0(J0— 
$17,000.  other  consid  and   1(X) 

llSth  st.  No  74,  s  s,  89.6  w  Park  av,  runs  s  50.5  x  w  0.6  x  s  50 
X  w  25  X  n  100.11  x  e  2.5.6,  4-sty  brk  tenement.  Max  Greenwald 
et  al  to  Max  Benjamin,  Samuel  Barembe  and  Jacob  Rudek. 
Mort  $16,001).  July  26.  Aug  2,  190(j.  6:llj23— 41.  A  $7,000— 
$14,000.  other  consid  and  100 

llSth  st,  Nos  305  to  311.  n  s,  100  e  2d  av,  ItXlxlOO.ll.  two  6-sty 
brk  tenements  and  stores.  Minnie  Greenberg  to  Rebecca  Wolf. 
H  part.  Right,  title  and  interest.  Mort  $122,000.  July  27. 
July    28,    1906.      6:1795—5.      A   $22,000-$40,000. 

other  consid  and  100 

118th  st,  Nos  .305  to  311,  n  s,  100  e  2d  av,  l(X>xl00.11,  two  6-sty 
brk  tenements  and  stores.  Raphael  Kurzrok  to  Minnie  Green- 
berg. Mort  $96,000.  July  19.  July  27,  1906.  6:1795—5.  A 
$22,000— $40,000.  other  consid  and   100 

119th  st.  No  78.  s  s.  135  e  Lenox  av,  17x100.11.  3-sty  and  base- 
ment stone  front  dwelling.  Henry  M  Halsey  to  Louis  Pick. 
Mort  $13,(X)0.     July  31,  190(5.     6:1717—66.     A  $7,O0O-$12.00O. 

17,170 

119th  st.  No  311,  n  s.  131.9  e  2d  av,  18.9x100.11,  4-sty  stone  front 
tenement.  James  H  Purdy  to  Vito  Contessa  Realty  Co.  Mort 
$6.0iX).  July  21.  July  31,  1906.  6:1796—7.  A  $3,700— $10,- 
(iKXt.  other   consid   and   100 

120th  st,  Nos  123  and  125,  n  s,  265  e  Park  av,  49.llxl00.10x 
.50x100.10.  two  5-sty  brk  tenements.  Jacob  Larschan  to  Sophie 
Mayer.  Mort  $42,000.  July  2.  Aug  2,  1906,  6:1769 — 12 
and  13.     A  $14,000— $34,C0O.  other  consid  and  100 

121st  st,  Nos  503  to  507.  n  s,  100  w  Amsterdam  av,  75x95.11,  6-sty 
brk  tenement.  Joseph  H  Davis  to  Wm  L  O'Connell.  Mort  $111,- 
500.     Aug  1.  1906.     7:1976.  other  consid  and  100 

122d  st.  No  144,  s  s,  448  w  Lenox  av,  17.4x100.11.  3-sty  and  base- 
ment stone  front  dwelling.  Sophie  Rotholz  to  Chas  E  Hauselt. 
Mort  $12,0(X).     Aug  1,  1906.     7:1906—52.     A  $7,600— $16,000. 

other  consid  and  100 

122d  st.  No  174,  s  s,  150  w  od  av,  26x7o.l.  5-sty  brk  tenement. 
John  J  McEvoy  to  Marcus  L  Osk  and  Isidore  Edelstein.  Mort 
$18,000.     Aug  1.  1906.     6:1770—43.     A  $6.000— $18,000. 

other  consid  and  100 

122d  sdt.  No  105,  n  s.  115  e  Park  av,  24.9x100.11,  5-sty  stone 
front  tenement.  Henry  I  Lewis  et  al  to  Julius  Herrick.  Mort 
$22,000.  July  26.  July  31,  1906.  6:1771—6.  A  $7,000— $22,- 
000.  other  consid  and  100 

123d  st.  No  457,  on  map  Nos  455  and  457,  n  s.  50  e  Amsterdam  av, 
50x100.11,  6-sty  brk  tenement.  Henry  J  Braker  to  Lars  G  Jo- 
nasson.  Mort  .$77,(K»0.  July  16.  Aug  1,  1906.  7:19(54^^4-  A 
$2().(XI0— $80,(100.  other  consid  and  100 

123d  st.  No  KX),  s  e  cor  Park  av,  20.1x100.11,  4-sty  stone  front 
tenement.  Release  claims  as  to  Park  av  viaduct.  Caroline  M 
Babbitt  to  N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H  R  R  R  Co. 
June  30.     July  28.  1£)06.     6:1771—72.     A  $10.000— $17,000. 

other  consid  and  10(5 

Same   property.     Release  mort  as  to  easements.     Mary  L  Higgins 

-  as  GUARDI.4N  by  James  L  Breese  atty  to  same.  July  13.  July 
28,   1906.     0:1771.  •  other  consid  and  100 

124th  st,  Nos  527  and  529,  on  map  No  .5.31.  n  s.  335  e  Broadway. 
52x100.11,  7-sty  brk  tenement.  Jacob  Wolf  et  al  to  Dorbar 
Realty  Corporation.  Mort  $80,000.  July  24.  July  28,  1906. 
7:1979—16.      A   $16.500— $90,000.  other   consid   and   100 

126th  st.  No  502,  s  s,  100  w  Amsterdam  av,  25x99.11,  3-sty  brk 
tenement  and  store  and  2-sty  brk  stable  in  rear.  Magdalena 
wife  John  Ingebrand  to  John  Darre.  July  31.  Aug  2,  1906. 
7:19.SO— 37.      A   .$8.000— $13,000.  20,000 

129th  st,  Nos  251  to  2.55,  n  s,  199  e  Sth  av,  76x99.11,  6-sty  brk 
tenement.  Crescent  Mercantile  &  Realty  Co  to  Besse  C  Clark. 
Mort  $1.50.000.  July  28.  190(5.  7:193.5—9.  A  .$.30,000— P  .¥65,- 
000.  nom 

129th  St.  No  109.  n  s.  140  e  Park  av,  25.x99.ll.  4-sty  brk  tenement 
and  store.  Jacob  Freeman  to  Emil  Loewenthal.  Mort  $10,000, 
July  24.      Aug  2,    1»K)6.      6:1778—7.     A   $6..500— $10,000. 

other  consid  and   100 

Same  property.  Emil  Loewenthal  to  Isaac  Cohen  and  Joseph 
Ziskind.      Mort  $12,750.     Aug  1.     Aug  2,  190(5.     6:1778. 

other  consid   and  100 

129th  St.  No  149.  n  s.  275  e  7th  av,  16.8x99.11,  3-sty  and  basement 
stone  front  dwelling.  Marks  Moses  to  Otto  J  Martens.  Mort 
.$9,000.     July  23.     Aug  2,  1906.     7:1914—13.    A  $6,60O-$9,00O, 

nom 

130th  St.  No  244.  s  s.  443.9  w  7th  av.  18.9x99.11.  3-sty  brk  dwell- 
ing. Minnie  C  Kelso  to  Henry  J  Fredericks  and  Lizzie  Tiemeyer. 
Mort  $10,000.     July  31,  1906.     7:1935— 51J^.     A  $6,700— $9,000 

nom 

130th  st.  No  222,  s  s,  2C5  w  7th  av,  17.6x99.11,  3-sty  and  base- 
ment stone  front  dwelling.  Emily  S  Hutchinson  to  Francis  J 
Markham.  Mort  $10(X)0.  July  26.  July  27,  1906.  7:1935— 
44y2.     A  $6,300- $]()..500.  100 

130th  st.  No  55,  n  s,  255  e  Lenox  av,  20x99.11,  4-sty  stone  front 
dwelling.  Wm  F  Patterson  EXR  Samuel  P  Patterson  to  Mary  E 
Motfatt.  July  24.  July  27,  1906.  6:1728—12.  A  $7,000— $12,- 
0(X).  other  consid  and  IIH) 

1.31st  st.  No  219.  n  s,  240.8  w  7th  av.  16.8.x99.11.  3-sty  stone  front 
dwelling.  Thankful  M  Jennings  to  Sarah  J  Ogden.  July  27. 
July  30.  1906.     7:1037—211^.     A  $6.000— $9,5(X).  nom 

1.32d  st,  s  s,  100  w  Amsterdam  av,  125x99.11.  vacant.  Hyman 
Manheim  et  al  to  Bennv  Book  and  Samuel  S  Ginsburg.  Mort 
.$45,000.  July  27.  July  2S.  1906,  7:1986-37  to  41.  A  $27,000 
—$27,500.  '  other  consid  and  100 

1.32d  st.  No  58,  s  s,  50  w  Park  av,  25x99.11,  o-sty  brk  tenement. 
Esther  Shaikewitz  to  George  Carroll.  Mort  $17,450.  July  16. 
July  27.   1906.     6:175(5— .39.     A  $5,500— $18,500.  100 

133d  st.  No  16,  s  s,  abt  2.30  w  5th  av,  25.x99.ll,  5-sty  brk  tene- 
ment. CONTRACT.  Anna  Bruch  with  Gustave  Gross.  Mort 
$15.0(X).  June  30.  July  28,  1900.  6:1730-^6.  A  $7,0tX)— $15,- 
000.  18,500 

133d  st,  Nos  49  to  53,  n  s.  285  e  Lenox  av,  .50.x99.11.  6-sty  brk 
tenement  and  store.  Max  Miller  to  Max  Fertig.  Mort  $58,929.24. 
July  19.     July  28,  1906.     6:1731—13  to  14.     A  $15,000— $24,000. 

other   consid   and    jf)0 

133d  St.  No  510.  s  s,  200  w  Amsterdam  av,  25.x99.ll.  5-sty  brk 
tenement.  Wm  H  Stewart  to  Dora  Mever.  Mort  $16,500.  July 
28.     Aug  2.   19015.     7:1986—103.     A  $5  .5tW— $18,000.  100 

134th  St.  No  4.  s  s,  75  e  5th  av,  25x99.11,  5-sty  brk  tenement. 
Eda  M  wife  of  and  Elbert  W  Gates  to  Samuel  Wormser.  Mort 
$14..5(X).  July  24.  Aug  2,  1906.  6:1758— (38%.  A  $6.000-$16,- 
(XlO.  other  consid  and  100 

1.34th  st,  n  s,  500  w  Broadway,  75x99.11,  vacant.  Maurice  W 
Halpin  to  Mary  M  Snowber.  Mort  $6,300.  July  27,  1906.  7:2001 
—10  to  12.     A  $9.0OO-i.$9,0OO.  other  consid  and  100 
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134th  St,  No  4,  s  s,  75  e  5th  av,  25x99.11,  5-sty  brk  tenement. 
Charles  Gluek  to  Cornelia  MacBeth.  ot  Ossining.  N  Y.  Mort 
.flS.OOO.  Feb  27,  1905.  Rerecorded  from  Feb  27,  1905.  Aug  2, 
190(j.     6:1758—68%.     A  .$6,000— $16,000.  other  consid  and  100 

IHlth  St,  n  s,  575  w  Broadway,  75x99.11,  vacant.  Chas  Hensle 
to  Hensle  Construction  Co.  Mort  $6,300.  June  8.  July  31, 
1900.      7:2001—56    to   58.      A   $24,000— $24,000. 

other   consid    and    100 

134th  St,  No  506,  s  s,  150  w  Amsterdam  av,  40x99.11,  5-sty  brk 
tenement.  Release  mort.  N  Y  Trust  Co  to  Joseph  Rosenthal. 
July  30.     July  31,  10t)6.     7:1987.  other  consid  and  100 

Same  property.  Release  mort.  Same  to  same.  July  30.  July  31, 
190().      7:1987.  other   consid   and    100 

134th  St,  No  130,  s  s,  235  e  7th  av,  30x99.11,  5-sty  brk  tene- 
ment. Asher  Shapiro  et  al  to  Alfred  L  M  Bullowa  2-3  part  and 
Arthur  M  Bullowa  1-3  part.  Mort  $23,875.  July  3.  Aug  1,  1906. 
7:1918—53.     A  $10,800— $25,000.  other  consid  and  100 

135th  st.  No  17(i,  s  s,  225  e  7th  av,  25.x99.ll,  5-sty  brk  tenement. 
Lazar  Picard  to   Ida   Brodsky,   ot   Waterbury,   Conn.     Mort  $20,- 

000.  Aug  1,    1906.      7:1919—54.      A   $11,000— $21,000. 

.  other  consid  and  100 

135th  St,  Nos  30  and  32,  s  s,  435  e  Lenox  av,  50x99.11,  two  5-sty 
brk  tenements.  Afro-American  Realty  Co  to  Aaron  Coleman. 
Mort  $33,500.  July  30.  July  31,  1906.  6:1732—53  and  54.  A 
$10,000— $27,000.  nom 

135th  st,  n  s.  325  w  Broadway,  .52.7.\99.11,  5-sty  brk  tenement. 
Release  mort.  Realty  Transfer  Co  to  John  V  Signell  Co.  July 
25.     July  27.   1906.     7:2002.  100 

136th  st.  No  150,  s  s,  266.8  e  7th  av,  16.8x99.11,  3-sty  stone  front 
dwelling.  FORECLOS.  Charles  Forster  referee  to  Edgar  Logan, 
of  Yonkers,  N  Y.  Mort  $11,000.  July  23,  July  27,  1906.  7:1920 
—521/2.     A  $6,000— $19,500.  3,500 

136th  st,  s  s,  100  w  Amsterdam  av,  300x99.11,  vacant.  Crescent 
Mercantile  &  Realty  Co  to  Besse  C  Clark.  Mort  $132,000.  July 
28,  1906.     7:1988.  nom 

136th  st,  s  s,  400  w  Amsterdam  av,  200x99.11,  vacant.  Milton 
Berlinger  to  Simon  P  Hamelburger.  Vi  part.  -Mort  $49,800. 
July  30.      July  31,   11*06,      7:1988.  nom 

137th  st.  No  224,  s  s,  291  w  7th  av,  17x99.11,  3-sty  stone  front 
dwelling.  Kath  A  Farrelly  to  Max  Lederer.  July  31,  1906. 
7:1942—45.      A    $6,100— $14,000.  other    consid    and    100 

138th  st,  n  s,  250  w  Amsterdam  av,  50.x99.11.  5-sty  brk  tene- 
ment. Release  mort.  Fleischmann  Realty  and  Construction  Co 
to  Isaac  Levy  and  Simon  Weinstein.  July  27.  July  30,  1906. 
7:2070-21  and  22.     A  $11,000-$ .  2,553.75 

Same  property.  Release  mort.  Harris  Cohen  and  ano  to  same. 
July   26.     July  30,    1900.      7:2070.  2,500 

139th  st.  No  235,  n  s,  349.8  e  8th  av,  18.2x99.11,  4-sty  brk  dwell- 
ing. Thos  F  Maguire  to  Mary  I  Maguire.  Mort  $11,000.  July 
30.     July  31,  1906.     7:2025—15.     A  $5,500— $11,000. 

other    consid    and   75 

141st  st.  No  311,  n  s,  175  w  8th  av,  25x99.11,  5-sty  brk  tenemnt. 
Lina  Kreilelsheimer  to  L  Sonora  H  Harper.     Mort  $20,000.     Aug 

1,  1906.     7:2043—7.     A  $5,000— $19,000.  nom 
144th   st,    n    s,   200   w   Amsterdam   av,    100x99.11,    two   5-sty   brk 

tenements.  Samuel  S  Ginsburg  et  al  to  Hymon  Manheim  and 
Abraham    I   Weinstein.      Mort   ifOO.OOO.      July  27.      July   28,    1906. 

7:2076—21  to  24.     A  $20,000— $ .  other  consid  and   100 

144th  st,  No  162,  s  s,  KM)  e  7lh  av,  37.6x99.11,  5-sty  brk  tene- 
ment. Mathilda  Friedman  and  ano  to  Harry  N  Barueh.  Mort 
$37,000.     July  1.     Aug  2,  1906.     7:2012—58.     A  $11,200— $38,- 

000.  nom 
146th  st,  No  464.  s  s,  220  e  Amsterdam  av,  20x99.11,  4-sty  brk 

tenement.  Catherine  Manix  and  ano  to  John  Conlan.  Mort 
$9,000.     Aug  1.     Aug  2,  1906.     7:2060—55.     A  $4,800— $12,000. 

other  consid  and  KX) 

147th  st.  No  428,  s  s,  833  w  Av  St  Nicholas,  19x99.11,  3-sty  stone 
front  dwelling.  John  H  Duffy  to  Mary  F  Schwartz,  of  Yonkers, 
N  Y,  Mort  $10,000.  July  31.  Aug  1,  1906.  7:2061^6.  A 
$5,300— $16,000.  nom 

153d  st.  No  528,  s  s,  400  w  Amsterdam  av,  25x99.11,  5-sty  brk 
tenement.  John  W  HugUes  et  al  to  Martin  Kilpatrick.  Mort 
$20,500.  July  17.  Aug  2.  1906.  7:2084—49.  A  $4.000— $18,- 
(XM).  other  consid  and  100 

359th  st.  No  511.  n  s,  120  w  Amsterdam  av,  27x99.11,  5-sty  brk 
tenement.  Louis  Jaffe  et  al  to  Isaac  Marsak.  Mort  $26,000. 
July  31.     Aug  1,  1906.    8:2118-^4.     A  $5,400— $20,000. 

other  consid  and  100 

159th  st.  No  515,  n  s.  173  w  Amsterdam  av,  27x99.11,  5-sty  brk 
tenement.     Jacob  C  Harris  to  Rose  H  Frey.     Mort  $26,000.     Aug 

1.  1906.      8:2118—46.      A   .$5,400— $20,500.  nom 
164th   st,   Nos  434  and  436,   s  s,  325   e   Amsterdam   av,   50x112.4, 

5-sty  brk  tenement.  Max  S  A  Wilson  to  Harris  Rosenthal.  Mt 
.$63,000.  July  26.  Aug  1,  1906.  8:2110—78  and  79.  A  $10,000. 
— .$ .  other  consid   and   100 

166th  st,  s  s,  90.2  w  Edgecombe  av,  25x117.4x25.3x121.1,  vacant. 
Irving  Bachrach  et  al  to  Isaac  Shapiro  and  Abraham  H  Levy. 
Mort  $10.5(X>.  Aug  1.  Aug  2,  1906.  8:2111—58.  A  $5.0(10— 
$5,(MJ0.  ^      other   consid   and   100 

173d  St.  s  s.  137.6  e  St  Nicholas  av.  37.6x100,  vacant.  Release 
mort.  N  Y  Mortgage  &  Security  Co  to  Mutual  Construction  Co. 
July  23.     July  28,   1906.     8:2129.  18,000 

179th  st,  s  s,  1.50  w  Amsterdam  av,  .50x100,  vacant.  Abel  Weitzer 
et  al  to  The  New  Construction  Co.  Mort  $57,000.  July  25.  July 
27,  1906.     8:21.52.  other  consid  and  100 

214th  st,  s  s,  KM  e  10th  av,  100x99.11,  vacant.  Henry  Laue  to 
Gesine  A  Laue.  Mort  $7,<KJ0.  May  31.  July  31,  190().  8:2210 
—0   to    12.      A   .$4,800— $48,000.  other   consid   and   100 

Av  A,   No  224  Is   e   cor   14th   st,   runs  e   96  x  s  51.9  x 

14th  st,  Nos  500  and  502  |  w  27  x  n  27.9  x  w  69  to  Av  A  x  n  24 
to  beginning,  6-sty  brk  tenement  and  store.  Hymon  Manheim 
et  al  to  The  C  Realty  Co.  Mort  .$50,000.  July  26.  July  27,  1906. 
2:407—8.      A   $30,000— P  $61,000.  other  consid   and   lOO 

Av  A,   No  125   Is   w   cor  8th   st,   24.8x70,   6-sty   brk   tenement   and 

8th  st,  No  132  j  store.  Sarah  Ackerman  to  Barter  Realty  Co, 
Mort  $55,000.  June  2.  Aug  2,  1906.  2:435—30.  A  $20,000— 
$40,000.  other  consid  and   100 


Av  A,   Nos   129  to   133   In   w   cor  Sth   st,   80.6x113,   two   4-sty   brk 

8th  st,  Nos  123  to  127  |  tenements  and  stores  and  3-sty  brk 
chapel.  The  Wilson  Industrial  School  tor  Girls  to  Julius  Tish- 
man.  C  a  G.  June  29.  Aug  2,  1906.  2:436-33  and  34.  A 
$63,t.)00— .$35,000  and  exempt.  nom 

Av  B,  No  289.  e  s,  22  s  17th  st,  20x68,  5-sty  brk  tenement  and 
store.  Nathan  Glantz  et  al  to  Louis  Pollock  and  Louis  Cohen. 
Mort  .$8,900.  July  16.  July  28,  1906.  3:984—57.  A  $5,000— 
$8,000.  other   consid   and   100 

Av  C,  No  201,  w  s,  51  n  12th  st,  25x70,  4-sty  brk  tenement  and 
store. 

Av  C,  No  202,  e  s,  51.9  n  12th  st,  25.9x62.6,  4-sty  brk  tenement 
and  store. 

Abraham   Strauss   to   David  Mann.    Mort  $25,500.     July  2.     July 
28,   1906.     2:382  and  395—36.     A  $8,500— $11,000. 

other  consid  and  100 

Av  C,  No  193,  w  s,  19  s  12th  st,  19.6x67,  5-sty  stone  front  tene- 
ment and  store.  Isaac  Rosenwasser  to  Robert  Rosenthal.  Mort 
$10,000.     July  14.     July  31,  1906.     2:394—38.     A  $7,000— $11,- 

000.  other  consid   and   100 
Same   property.      Isidor   Halpert   et   al   to   Isaac   Rosenwasser  and 

Jacob   Weisz.      Mort   $10,000.      Sept   2,    1002.      Rerecorded   from 
Sept   2,    1902.      July   31,    100(3.      2:394.  12,500 

Av  D,  No  25,  w  s,  32.0  n  3d  st,  27.5x100,  6-sty  brk  tenement  and 
store.     Max  Weiss  et  al  to  Samuel  Eckert.     Mort  $31,000.     Aug 

1.  Aug  2,   1906.     2:373—30      A  $16,50O-$36,00O. 

other   consid   and   100 
Amsterdam  av.  No   1580in    w   cor   1.38th    st,   99.11xl(X),   7-sty   brk 
13th  st.   No  501  I    tenement.      Release    judgment.         John 

Furlong  and  ano  to  James  G  Wallace.     July  30.     July  31,  1906. 

7:2070—29.      A   $45.000— P   $135,000.  1,559.97 

Amsterdam  av,'  Nos  96o  and  967,   e   s,  50.7  n   107th  st,  50.4x100, 

6-sty  brk  tenement  and  store.     Emma  Frank  to  Frank  A  Jaeger. 

Mort  $83,500.     July  31.    Aug  1,  1906.     6:1862—3  and  4.     A  $30,- 

00O-$ . 

Amsterdam  av,  Nos  2143  and  2145, 

5-sty  brk  tenements  and  stores 


other  consid  and  100 
s,  50  n  166th  st,  75x100,  two 
Simon  Friedberg  et  al  tt)  Alex 


July  14.     Aug  1,  1906.     8:2111- 


-81 
nom 
25  s  133d  st,  75x75,  with 


H  Pincus.      Morts  $92,500. 
to  83.     A  $25,500—$ . 

Amsterdam  av,  Nos  1471  to  1475, 
strip  on  s  0.4%  x  75,  three  5-sty  brk  tenements  and  stores.  Eva 
Rosenzweig  to  Marianna  Rosenzweig.  1-8  part.  Mort  $58,500. 
July  1,  1905.  Aug  1,  ima.  7:1970—62  to  64.  A  $24,000— $54,- 
000.  other  consid  and  100 

Amsterdam  av.  No  784,  w  s,  50.9  n  98th  st,  25x84.2,  5-sty  brk 
tenement  and  store.  Robt  S  Streep  to  Nathan  Grabenheimer  and 
Max  J  Sulzberger.  Mort  $23,500.  Aug  1,  1906.  7:1870—13.  A 
$13,500— $24,000.  100 

Amsterdam  av.  No  807,  e  s,  75.1  n  99th  st,  25xl(X>,  5-sty  brk  ten- 
ement ond  store.  Simon  and  Mary  Fink  to  George  Ash.  Mort 
$33,000.  July  28.  Aug  1,  1906.  7:1854—4.  A  $15,000— $28,- 
000.  other  consid  and  100 

Amsterdam  av,  Nos  965  and  967,  e  s,  50.7  n  107th  st,  50.4x100, 
6-sty  brk  tenement  and  store.  Henry  Schaefer  to  Emma  Frank. 
Mort  $63,500.     July  3L     Aug  1,  1906.     7:1862— 3  and  4.    A  $30,- 


000—.$- 


other  consid  and  100 


Bradhurst  av  Is  e  cor  153d  st,  199.10  to  n  s  152d  st  xKX),  vacant. 

152d  st  Louis    Block    to    Bessie    Agins.      1-3    part.      Mort 

153d  st  I    $77,000.      July    26.      July    27,    1906.      7:2046. 

other  consid  and  100 

Bradhurst  av.  No  126,  e  s,  74.11  n  148th  st,  25x75,  5-sty  brk  ten- 
ement. Betty  Frankel  and  ano  to  Bertha  Levy.  Mort  $20,500. 
July  31.     Aug  1,   1906.     7:204.5—66%.     A  $4..500— $14,000. 

other  consid  and  100 

Bradhurst  av.  No  122,  e  s,  24.11  n  148th  st,  25x75. 

Bradhurst  av.  No  124,  e  s,  49.11  n  148th  s  t,25x75. 
two  5-sty  brk  tenements. 

Moritz  and  Emil  Goldstein  to  Sceptre  Realty  Co.  Morts  $43,-' 
000.  July  31.  Aug  1,  1906.  7:2045—65  and  66.  A  $9,000— $28,- 
000.  other  consid  and  100 

Broadway,  w  s,  40  s  127th  st,  40x100,  6-sty  brk  tenement  and 
store.  Arthur  E  Silverman  to  Emil  Berger.  Mort  $45,000. 
July  28.     July  31,  1906.     7:1993.  other  consid  and  100 

Broadway,  w  s,  40  s  127th  st,  40x100,  6-sty  brk  tenement  and 
store.  Release  mort.  Chas  M  Rosenthal  to  Arthur  E  Silverman. 
July  26.     July  31,   1906.     7:1993.  other  consid  and  100 

Broadway,  w  s,  120  s  127th  st,  124.10x100.  three  6-sty  brk  tene- 
ments and  store.  Emanuel  Doctor  to  Chas  M  Rosenthal.  Mort 
$150,000.     July  26.     July  28.  1906.     7:1993.     other  consid  and  100 

Broadway,   w  s,  202.5  n  215th  st,  75xl(X). 

Seaman  av,  e  s,  abt  90  n  215th  st,  100x100. 

Seaman  av,  w  s,  50  n  215th  st,  50x100. 
vacant. 

Chelsea  Realty  Co  to  Provincial  Realty  Alliance.  Mort  $23,940.' 
July  25.     July  2(!,  1906.     8:2243  and  22.50.      other  consid  and  100 

Central  Park  West]   n  w  cor  62d  st,  runs  w  225  x  n  100.5  x  e  25 

()2d  st  I     X  n  100.5  to  s  s  63d  st,  x  e  200  to  av,  x  s 

63d  st  I    200.10  to  beginning,  vacant.     Charles  T  Bar- 

ney to  The  New  Theatre,  a  corporation.     Q  C.     May  17.     Aug  1, 
190(3.     4:111.5-29  to  36.     A  .$298.000- $298,000.  100 

Columbus  av,  Nos  31  and  33,  e  s,  40.5  s  lilst  st,  40x70.0,  two  4-sty 
stone  front  tenements.  Ann  D  R  Hagedorn  to  Nathan  Ottinger. 
Mort  $41,000.  Aug  1,  1906.  4:1113— 621/2  and  (j3.  A  .$.30,000 
— $42.0(X>.  other  consid  and  100 

Columbus  av,  Nos  615  and  617|s  e  cor  90th  st,  50.8x74.6,  two  5-sty 

90th  st.   No  82  1     stone  front  tenements  and  stores. 

Julia  Vogel  to  Hortense  Osterman.     Mort  $74,5()0.     Aug  1.     Aug 
2,   1906.     4:1203—61  and  62.     A  .$52,000— $74,000. 

other  consid   and   KX) 

Convent  av|s  e  cor  136th  st,  runs  e  150  x  s  199.10  to  n  s  135th  st 

135th  st     I     X  w  1.58.10  to  av  x  n  200.4  to  beginning,  vacant.  James 

136th  at  I  J  Dunn  to  James  A  Deering.  Mort  $90,000.  July  27, 
1006.     ^7:1957.  other   consid  and   100 

East  End  av.  No  83|e   s,   26  n   83d  st,   25.4x76,  4-sty   brk  tenement 

Av  B,  No  K!17  I  and  store.  Paul  C  Georgi  to  Max  L  Harris. 
July  30.     July  31,   1906.     5:1590—37.     A  $8,.500— $22,000. 

•  other  consid   and   100 
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ISKE  &  Co. Inc. 
AC^BKJCKS    -1- 

ixATiRpK  Building 


Recerttiv  completed 
UNITED    ENGINEERING    BUILDING 

23  to  25  West  39th  St^ 
Hale  &  Rogers,  Archts. 
Wells  Bros.  Company,  BIdrs. 
350,000  gray  bricks 
THE    HERMITAGE 

W.  S.  Seventh  Ave.,  25  ft.  S.  of  42d  St< 
Robert  D.  Kohn,  Archt. 
Charles  A.  Cowven  &  Co.,  BIdrs. 
'"Pennsylvania  Harvards." 


Jansen  av,  n  s,  318  w  from  s  s  :228th  st,  late  Terrace  View  av, 
33x100.  2-sty  frame  dwelling.  Frank  Shiller  to  Rose  M  Tobin. 
July  ol.     Aug  1.  1006.     13:3402.  nom 

Lcno.N  av.  No  5.">2.  s  e  cor  loSth  st.  99.11x100.  7-sty  brk  tenement 
and  store.  Frank  B  French  to  Ernestine  Nioholsburg.  Mort 
.$191,000.  Dee  15,  1001.  Aug  1,  1906.  0:1735—09.  A  $.55,000 
— it!250.000.  0,000 

Lenox  av.  No  552,  s  e  cor  138th  st,  99.11x100,  7-sty  brk  tenement 
and  store.  Certificate  of  redemption  from  judgment.  Mitchell 
L  Erlanger  (sheriff)  to  Ernestine  Nicholsberg.  Aug  1,  1900. 
0:1735—09.     A  *55,000— $25,000.  S9C.00 

Lexington  av.  No  788,  w  s,  40.5  n  lilst  st.  20x05,  3-sty  stone  front 
dwelling.  Adolph  Platky  to  Thomas  E  Crimmins  Real  Estate  and 
Construction  Co.  July  20.  Aug  1,  1900.  5:1390-10.  A  $17.- 
000— !fl9,(T00.  other  consid  and  100 

Lexington  av,  No  000.  w  s,  75.11  s  50th  st.  24.(ix90.  4-sty  stone 
front  dwelling.  Brooklyn  Trust  Co  as  TRUSTEE  to  Paul  S 
Bolger.  July  27.  Aug  1,  1900.  5:1310—50.  A  $17,000— $22.- 
000.  33,000 

Lexington  av.  No  1514,  w  s,  125.11  n  97th  st,  25x105,  5-sty  brk 
tenement  and  store.  Emanuel  Linhardt  et  al  to  Regine  Feld- 
bauer.  Mort  $23,000.  July  31.  Aug  1,  1900.  0:1025—58.  A 
$10.000— $20,000.  other  consid  and   100 

Lexington  av.  No  1007,  e  s,  73.11  n  106th  st,  27x82.9.  4-sty  stone 
front    tenement.      Anna    Dutch    to    Hulda    Cohn.      Mort    $19,100. 
July   10.     Aug  1,   1906.     0:1034—21.     A  $9,500— $18,000. 

other  consid  and  100 

Lexington  av,  s  e  cor  67th  st,  100.5x60.  vacant.  League  Realty 
Co  to  Harris  Mandelbaum  and  Fisher  Lewine.  B  &  S.  Mort 
$45,000.      July   25.      July   27,    1906.      5:1401. 

other  consid   and   100 

Same  property.  Harris  Mandelbaum  et  al  to  Samuel  and  Henry 
Mandel.  Mort  .f02,500.  B  &  S  and  C  a  G.  July  25.  July  27. 
1900.     5:1401.  other  consid  and  100 

Lexington  av,  n  e  cor  07th  st,  100.5x59.  vacant.  League  Realty 
Co  to  Harris  Mandelbaum  and  Fisher  Lewine.  B  &  S.  Mort 
$51,500.     July  25.     July  27.  1900.     5:1402.      other  consid  and  100 

Same  property.  Harris  Mandelbaum  et  al  to  Samuel  and  Henry 
Mandel.  B  &  S  and  C  a  G.  Mort  $02, .500.  July  25.  July  27, 
1900.     5:1402.  other  consid  and  100 

Lexington  av,  s  e  cor  G7th  st.  100.5x00.  I 

07th  St.  s  s,  00  e  Lexington  av,  00.x — .  I 

Restriction  agreement.     League  Realty  Co  with  Harris  Mandel- 
baum and  Fisher  Lewine.     June  12.     July  27,  1900.     5:1401.    nom 

Lexington  av.  No  1514,  w  s.  125.11  n  97th  st.  25x105,  5-sty  brk 
tenement  and  store.  Regine  Feldbauer  to  Morris  Rotter.  7-10 
parts.  Mort  $23,800.  July  31.  Aug  2,  1900.  0:1025— .58.  A 
$10,00(1— $20.(HI0.  other   consid   and   100 

Madison  av.  No  14.59.  e  s,  75.11  s  101st  st,  25x75,  5-sty  brk  tene- 
ment and  store.  Samuel  Richman  to  Charles.  Henry  and  Jacob 
Rothenberg  and  Archibald  Bergman.  Mort  $25,500.  July  26. 
July   27,    1906.     0:1600—53.     A   $13,500— $20,000. 

other   consid   and   100 

Madison  av.   No  2119|s  e  cor  133d  st,  19.11x80,  4-sty  stone  front 

133d  st,   No  40  I     tenement    and    store.       Max     Kurzrok     to 

.  Alexander  Rothschild.  %  part.  Mort  .$17, .500.  July  24.  July 
27,   1900.     0:1757—50.     A  $9..50O— $17,000.     other  consid__and  100 

Madison  av,  Nos  1515  and  lyl7,  e  s,  4(;.ll  n  103d  st.  .54x70.  two 
5-sty  brk  tenements  and  stores.  Isidor  Wiesenberger  to  Solomon 
H  Jackson.  Morris  Asch  and  Bertha  Kraemer.  Mort  $49,500. 
Aug  1,   lOOi!.     0:1609—20  and  21.     A  .$22,000— $.38,000. 

other  consid  and  100 

Madison  av,  Nos  1515  and  1.57,  e  s,  40.11  n  103d  st,  54x70.  two 
5-sty  brk  tenements  and  stores.  Morris  Asch  and  Bertha  Krae- 
mer to  Solomon  H  Jackson  10  2-3  parts  right,  title  and  interest, 
so  that  each  of  parties  1st  part  hold  >4  part  and  party  2d  part 
holds  1/2  part.     Mort  .$49..500.     Aug  1,  ItKJO.     0:1009—20  and  21. 

nom 
s,    75.11   n    107th   St.   25x100,   5-sty   brk 
Hermann 


A   $22.tl0l)— $38,000. 
Madison   av.    No   1595, 
tenement    and    store. 


Rixmann  to  Herman  Kemper. 
Mort  $21,000.  July  31,  1900.  0:101.3—20.  A  $13.000— .$21.- 
0(X>.  other   consid   and   100 

Manhattan  av.   No  21|n  w  cor  101st  st,  27.0x99. 11.  5-sty  brk  tene- 

101st  st.  No  05  I     ment    and    store.      Louis    P    Henryson    to 

Thos  C  Kadien,  Long  Island  City.     Mort  $.53,000.     July  27.     July 
28,    1900.      7:1837—11.      A    $19,000— $50,000. 

other    consid   and    100 

Morningside  av  East.  No  34,  e  s,  75  n  117th  st,  25x100,  5-sty  stone 
front  tenement.  E  Spencer  Peets  to  Margt  Pendergast.  Mort 
$20,(.U10.  Aug  1.  Aug  2,  1906.  7:1944-^.  A  $15.000— $25.- 
000.  other  consid  and  100 

Park  av.  No  1908.  w  s,  80  n  132d  st,  19.11x75. 

Park  av.  No  1974,  w  s,  40  s  133d  st,  20x75. 
two  4-sty  brk  tenements  and  stores. 
Release  claims  as  to  Park  av  viaduct.  James  Forrester  to  N  Y  & 
Harlem  R  R  Co  and  the  N  Y  C  &  H  R  R  R  Co.  June  14.  July 
28,   1900.      0:1757—35   and   38.     A   $8,000— $15,000. 

other  consid  and  100 

Park  av.  No  1908,  w  s,  80  n  132d  st,  19.11x75,  4-sly  brk  tenement. 
Release  mort  as  to  easements.  Emigrant  Industrial  Savings 
Bank  to  same.     July  11.    July  28.  1900.     (i:1757.  nom 

Park  av.  No  1974.  w  s,  40  s  133d  st,  20x75,  4-sty  brk  tenement 
and  store.  Release  mort  as  to  easements.  Same  to  same.  July 
11.     July  28.   1900.     0:1757.  nom 

Park  av,  Nos  1731  to  1737[s    e    cor    121st    st,    75.7x90,    three    3-sty 

121st  st,  Nos  100  to  104  |  frame  dwellings  and  three  2-sty  frame 
dwellings  and  stores.  Release  claims  as  to  Park  av  viaduct. 
Wni  S  Patten  by  Millard  F  Johnson  atty  to  N  Y  &  Harlem  R  R 
Co  and  the  N  Y  C  &  H  R  R  R  Co.    June  14.  July  28.  1000.  0:1769. 

nom 

Samo  rr;p:>r:y.     Releasa  mort  as  to  easenent. 
to  same.     July  24.     July  28.  1906.     6:1709. 

Stme  property.     Release  morts  as  to  easement, 
in^s  Bank  to  same.     June  18.     July  2.S.  19(")0 

Park  av,  Noi  1733  to  1737|s    e    cor    121st    st,    50.5x90,    three    3;Sty 

121st  st,  Nos  100  to  104     I    frame  dwellings  and  three  2-sty  frame 


Paulina  Goldstein 

nom 
The  German  Sav- 
0:1709.  nom 


dwellings  and  stores.  Release  mort  as  to  easement.  The  German 
Savings  Bank  to  same.     June  IS.     July  28,   1900.     0:17li9.       nom 

Park  av  |  n  e  cor  104th  st.  100.11x24.10,  5-sty  stone  front 

l(14th  st.  No  101|  tenement  and  store.  Lizzie  F  Brady  to  Bar- 
ney Cohen.  July  31.  Aug  1,  1900.  0:1032-1.  A  $8,500— 
$20,000.  other  consid  and  100 

Park  av,  Nos  1192  and  1194.  w  s,  50.8  s  94th  st,  50x80,  two  5-sty 
brk  tenements.  Charles  Rosenberg  et  al  to  John  C  Barr,  of 
Brooklyn.  Mort  $45,01K).  Aug  1.  Aug  2,  lOtlO.  5:1505—37  and 
38.      A  $27.0(X1— .$49..5O0.  other  consid  and   100 

Park  row  .No  82.  n  s,  abt  136  w  Chambers  st,  25x95.3.  2-sty  brk 
building   and   store.      Sylvan  L  Cook   to  Arthur   G   Larkin.      June 

27.  July   31,   1900.      1:121—18.     A   $107.000— $111,000. 

other   consid   and   100 

Park  row,  Nos  90  to  94|  n  s,  37  w  Chambers  st.  runs  n  42  to  s  w  s 

Chamberss  st  |     Chambers  st,  x  n  w  5.1  x  w  40.8  x  s  48  to 

Park  row,  x  e  .50.4  to  beginning,  three  5-Ety  brk  loft  and  store 
buildings.  Edw  M  Rice  to  Wm  H  Lvnn.  Mort  .$90,000.  July  7. 
July  27,   19110.      1:121—12.      A  $118 .800— $130,000.  nom 

Pleasant  av.  No  344.  e  s.  50.8  n  llSth  st,  25.3x70,  5-sty  brk  tene- 
emen't  and  store.  Morris  Garfinkel  to  Charles  Seidenwerg.  Mort 
.$20,000.     July  31.     Aug  1,  1906.     6:1815—3.     A  $4.000— $14,.500. 

other  consid  and  100 

Riverside  Drive|e   s.   200  s   122d  st,   25x200  to  w   s   Claremont   av, 

Claremont  av  j  vacant.  J  Romaine  Brown  to  Walter  J  Dean. 
Mort  $8,000.  July  30.  July  31,  1900.  7:1991—10  and  23.  A 
$39.500— $39,.500.  other   consid   and   100 

Seaman  av,  e  s.  SO  s  21Sth  st,  1.50x100,  vacant.  Chelsea  Realty 
Co  to  Wm  E  Paine.     Mort  $9,120.     July  26,   1900.     8:2243. 

other  consid  and  100 

West  Broadway,  No  229|  s   e    cor   White    st,    15x47    to    alley,    4-sty 

White  st,  No  1  1      brk    tenement    and    store.      CONTR.\CT. 

Thos  J  Welsh  with  Ernest  H  Meyer.  2-5  part.  Mort  on  whole 
$S,.500.     Aug  1.     Aug  2.  1900.     1:178—21.     A  $19.100 — $22,000. 

9,(iOQ  over  and  above  proportionate  share  of  said  mort 

1st  av.  No  1109,  w  s.  25. .5  s  61st  st.  25x91.  .5-sty  brk  tenement 
and  store.  Peter  Sobotky  to  Abraham  Jacobs.  Mort  $24,0110. 
June  20.     Aug  2,  1906.     5:143.5—29.     A  $9,500— $15,500. 

other  consid  and  100 

1st  av.  No  1306,  n  e  cor  70th  st,  30.1x87,  4-sty  brk  tenement  and 
store.  Moses  Baumgarten  to  Herman  Mandelbaum.  Mort  $27,- 
250.     July  16.     July  27.  1906.     5:140.5—1.     A  $14.500— ,$30,000. 

other  consid  and  100 

1st  av,  Nos  2233  and  2235,  w  s,  19.7  s  115th  st.  37.0x90,  two  4-sty 
brk  tenements  and  stores.  Michele  Lagomarsino  et  al  to  Giu- 
seppe Labriola.  Mort  $17,000.  Aug  1.  Aug  2,  1906.  0:1080 
— 2SV4   and  29.     A  $10,000— $21,000.  other  consid  and   100! 

1st  av.  No  290  |  n    e   cor    17th   st,   23x94,    two   5-sty   brk 

17th  st,  Nos  401  and  403|  tenements  and  stores.  Moses  Gold- 
man to  Samuel  Glaser  and  Louis  Weisman.  Mort  $20,000., 
July  25.     Aug  2,  1900.     3:949—1.     A  $15,000— $25,000. 

other  consid  and  100 

1st  av,  Nos  1704  and  1706,  e  s,  39  n  88th  st,  30.6x80.  0-sty  brk 
tenement  and  store.  Charles  Stern  et  al  to  Morris  Schlossman. 
Mort  .$40  000.  July  13.  July  31,  1900.  5:1.56,8—3.  A  .$9.00O 
—$31,000.  other  consid   and   100 

1st  av.  No  22S9,  w  s,  50.5  s  118th  st.  19x100.  4-sty  stone  front 
tenement  and  store.  Samuel  Rosenthal  to  Margherita  Galotta. 
Mort  $8,000.  July  20.  July  27,  1906.  6:1089-28.  A  $5,500— 
$11,000.  other  consid  and  100 

1st  av.  No  951,  w  s,  00  n  52d  st,  20x(34,  5-sty  brk  tenemnt  and 
store.  Benjamin  Bloom  to  Home  Circle  Realty  Corporation.  Mt 
$14,300.  July  31.  Aug  1,  1906.  5:1345—25.  A  $0,500— $11,-. 
■500.  nomi 

1st  av.  No  1154.  e  s  (  25.5  n  63d  st,  2.5x81.  5-sty  brk  tenement  and 
store.  Wm  E  Scheer  to  Herman  Brand  and  Julius  Felsenthal.. 
Mort  $20,000.     Aug  1,  1006.    5:1458-2.    A  $7.000— $7,000. 

other  consid  and  KXi 

2d  av.  No  450,  e  s,  78.9  s  26th  st,  20x100,  4-sty  brk  tenement  and 
store.  Esther  Greenberg  to  Bertha  Theise.  Mort  $12,000.  July 
24.     Aug  1.  1906.     3:931—58.     A  $9,500— $14,000. 

other  consid  and  100 

2d  av.  No  2148,  e  s,  25.11  n  110th  st,  25x100.  5-sty  brk  tenement 
and  store.  Jacob  Grab  to  Max  Mesner.  Mort  $10,(K10.  July 
31.      Aug   1.   1906.      6:10.82—2.     A   $8.000- $20,000.  omitted 

2d  av.  No  2491.  w  s.  75  n  127th  st.  24.11x100.  5-sty  brk  tenement 
and  store.  Max  Domroe  to  Barnet  Berman.  Mort  $24,000.  July 
31.     Aug  1,  1906.     6:1792—24.     A  $7,000— $20,000. 

other  consid  and  100 

2d  av.  w  s.  41.11  n  0(!th  st,  .39x100. 

2d  av.  w  s,  .80,11  n  06th  st,  39x100. 
two  0-sty  brk  tenements  and  stores. 
Release  mort.     The  State  Bank  to  Wm  C  Horowitz  and  Charles 
Libman.     July  18.     Aug  1,  1906.     5:1421.  35.000 

2d  av,  w  s,  41.11  n  Ollth  st,  39x100.  6-sty  brk  tenement  and  store. 
Abram  L  Libman  et  al  to  Jacob  Corday.  Mort  .$42,000.  .  July 
,30.     July  31.   1900.     5:1421.  other  consid  and   100 

2d  av.  No  20.32,  e  s,  75.11  s  105th  st,  2.5x75.  4-sty  stone  front 
tenement  and  store.  Aniello  Bovino  et  al  to  Domenico  Netri. 
Mort  $17.(X10.  July  19.  July  31,  1906.  6:1676— .52.  A  $6..50O 
—$14  OtXI.  other  consid  and  100 

2d  av.  No  .805,  w  s,  25  n  46th  st,  25x73,  5-sty  brk  tenement 
and  store.  Abraham  Fox  et  al  to  Michele  Marraffino.  Mort 
$17.(X)0.  July  18,  July  31,  1906.  5:1320—23.  A  $12,500— 
.$10,0110.  other  consid  and   ItXI: 

2d  av.  No  2387,  w  s,  71.10  n  122d  st,  runs  w  87.6  x  n  29.1  x  e  7.6 
X  n  0.11  X  e  SO  to  av  X  s  30  to  beginning.  4-sty  brk  tenement. 
Philip   Wirth   to   .\dolph   Aaron.      Mort   $23.50t).     July   24.     July 

28.  1900.     (i:17.S7— 23.     A  $9,500— $18,000.       other  consid  and  100' 
2d  av.  Nos  1716  to  1722   in  e  cor  S9th  st.  10O..Sxl(X).  two  5-sty  hrk 
89th  st.   No  301  i     tenements  and  stores.  Gertrude  R  Waldo 

to  Isaac  Sprung.  July  31.  Aug  2.  1906.  5:1.552—1  and  3.  A 
.$49,(MM)— $113<X)0.  other  consid  and  100. 

2d  av.  w  s,  80.11  s  67th  st,  39x100,  0-sty  brk  tenement  and  store. 
Abram  L  Libman  et  al  to  Tillie  Lange.  Mort  $42,000.  Aug  1. 
Aug  2,  1906.     5:1421.  other  consid  and  lOO) 
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Is  made  in  Germany.  The 
superior  quality  amply  compensates 
the  consumer  for  its  higher  price. 
It  is  perfect. 

E.  THIELE,  Sole  Agent, 
99  John  St.,  New  York. 


2(J  av,  Nos  1711)  to  1722   |n  e  cor  SOth  st.  lOO.SxKX).  two  5-sty  brk 

89th  St,  No  301  I     tenements    and    stores,      RcU  ase    inert. 

Anna  M  Schmitt-Baier  to  Gertrude  R  Waldo.  Aug  1.  Aug  2, 
100!!.     .t;3->-2— 1   and  3.     A  $10,000— $113.01)0.  .30.000 

2d  av.  No  17ii2,  e  s,  1)1.2  n  91st  St.  2.5x80,  H-sty  brk  tenement  and 
store.  Samuel  Rahm  to  Miehael  Erlanger  and  Herman  Reis. 
Morts  .$23, .".7.").  July  31.  Aug  2,  1906.  5:l."j."i-t— .3.  A  $9,iHK>— 
$19,000.  other  cousid   and   100 

2d  av,  Nos  1094  and  lOOCI  begins  2d  av,   e   s,   00  s  5Sth   st.   runs   e 


1     78  X   n   60  to   s   s   .58th   st 


')o 


e   -Z-Z  X   s 


.$21,000.       Aug 
$2V.0(I<'. 
;id   av.    No    1701, 


1. 


58th  st,   No  302 

100.5  X  w  lOi)  to  av  X  n  40..")  to  beginning,  two  2-sty  frame 
tenements  and  stores  on  av  and  3-sty  brk  dwelling  on  st. 
Pineus  Lowenfeld  et  al  to  Aaron  Goodman.  Mort  .$42,000.  Aug 
1.  Aug  2,  1900.  5:13.")0 — ISVa,  52  and  021/2.  A  $24,.500— 
.$28,000.  other  consid  and  KM) 

3d  av.  Nos  1.S31  to  1835,  e  s,  25.11  n  101st  st,  75.6x90,  three  5-sty 
brk  tenements  and  stores.  Elise  Boyd  to  Lena  Kannensohn. 
Mort  $75,000.  July  23.  Aug  1,  190(5.  0:1051—2  to  4.  A 
^25,50tV-$01,OnO.  other   consid   and   100 

3d  av,  No  830  I  s  w  cor  51st  st,  20.xS0,  3  and  4-sty  brki 

51st  st,  Nos  170  and  172  |      tenement  and  store. 

40th  st,  No  214,  s  s,  178.0  e  3d  av,  17.3x98.9,  4-sty  stone  front 
tenement.  ] 

Edw  F  Boyle  to  Kate  K  Kenney.  All  title.  B  &  S.  Aug  1. 
Aug  2.  lOOO.  3:920—45,  A  $7,000— $10,500;  5:1305 — 10,  A  $25,- 
000— .$40,000.  nom 

3d  av.  No  1920,  w  s.  25.2  s  lOOth  st,  25,3x100,  5-sty  stone  front 
tenement  and  store.  Abraham  Silver  to  Milton  M  Dryfoos. 
Mort  $21,000.  Aug  1.  Aug  2,  1900.  0:1033-39.  A  $15,(J0tl— 
$27,000.  other  consid  and  IHO 

3d  av.   No  1920,  w  s,  25.2  s  KlOth  st,  25.3x100,  5-sty  stone  front 
tenement  and  store.      Marcus  A  Frank  to  Abraham  Silver.    Mort 
Aug    2,    1900.      0:1033—39.      A    $15,000 — 

nom 
75.8  n  95th  st,  25x100,  5-sty  brk   tenement 
and   store.      Sophia   Mayer  to   Ida   Machiz.      Mort   $28  01)0.     July 
23.     July  28,   1900.     5:1541—1.     A  $10,000— $24,000. 

other  consid  and  lOO 

3d  av.  Nos  1721  and  1723  Is    e    cor    97th    st,    02.11x51,    (i-sty    brk 

97th  st,   No  200  I    tenement   and  store.     Joseph   Bornstein 

et  al  to  Matthfw  Kaicher,  Brooklyn,  N  Y.  Mort  $50,000.  July 
31.      Aug  2.   1900.     0:1040.  other  consid  and  100 

3d  av,  Nos  1717  and  1719,  e  s,  02.11  s  97th  st,  37.9x100,  0-sty  brk 
tenement  and  store.  Joseph  Bornstein  et  al  to  Matthew  Kaicher, 
Brooklyn,  N  Y.     Mort  $41.0t)0.     July  31.     Aug  2.  1900.     0:1040. 

other  consid  and   100 

3d  av,  No  587,  e  s,  105  s  39th  st,  20x100,  5-sty  brk  tenement 
and  store.  PORECLOS.  Eugene  H  Pomeroy  referee  to  C  Liv- 
ingston Jones,  of  Pleasantville,  N  Y.  July  31,  Aug  2,  1900. 
3:919—5.      A    $13,500— $20,000.  24,2.50 

4th  av,  No  100,  w  s,  207.1  n  10th  st,  19.7.x80.4xl9.7x79.10,  4-sty 
brk  loft  and  store  building.  James  R  Brevoort  to  Wm  R  Hunt- 
inglon.     July  11.     Aug  2,  lOtHi.     2:557—31.     A  $24,000— .$27,O(J0. 

other  consid  and  100 

5th  av.  No  2081.  e  s,  44.11  n  12Sth  st,  20x80,  4-sty  stone  front 
dwelling.  Germania  Life  Ins  Co  of  City  of  N  Y  to  James  W 
Power.     July  25.     Aug  1,  1900.     0:1753— 2i^.     A  $11.500— $20,- 

000.  other  consid  and  100 
5th   av,   No  2104,   w   s,   51.11   n   132d   st,   27x100,   5-sty   brk   tene- 
ment.     Lena    Rosenblatt    to    Adolph    Silk.      Mort    $3o.000.      Aug 

1,  1900.     6:1730—35.     A  $14,000— $27,00(5. 

other  consid  and  100 
5th  av.  No  1055,  e  s,  87.10  n  SOth  st,  19x102.2,  4-sty  stone  front 
dwelling.     Septima  M  Collis  widow  to  Elma  D  Thaw.     Mort  $4.5,- 
000.     July  13.     July  27,  1900.  5:1498^ty2.     A  $80,000— .$100,000. 

other  consid  and  100 

7th  av.   No  561  I  n  e  cor  40th  st,  19.9x60,  4-sty  brk  tenement  and 

40th  St.  No  1491     store.      Susan   A  wife   of  Thomas   Dennison   and 

HEIR   John   Long   to   Katherine   E   Brady.     Q   C.      Aug   1,   1906. 

4:993—1.      A   $45,000— $50,000.  nom 

7th  av,   No.501|  n  e  cor  40th  st,   19.9x60,  4-sty  brk  tenement  and 

40th  st.  No  149[     store.      Thomas    Dennison    EXR.    &c,    John    Long 

to  Kath  E  Brady.     Aug  1,  1900.     4:993—1.     A  $45,000— $50. Oua 

100.000 
7th  av.   No  2021     In  e  cor  121st  st,  25.11x92,  5-sty  brk  tenement 
121st  st,  No  103       I     and    store.      John   H   Van    Tine    to    Josephine 
and  Max  Beck.     Mort  $.50,000.     July  30.     July  31,  ltM)6.     7:1900 
—1.     A  $20  000— $4.*-', 000.  other  consid  and  KMJ 

7lh  av.  Nob  2033  and  2035,  e  s.  25.2  s  122d  st.  37.10x100,  6-sty  brk 
tenement  and  store.  Carl  E  Hoffman  to  Hannah  wife  Carl  E 
Hoffman.      All   liens.     July  31,   l'.)t)G.     7:1900.  nom 

7th  av.  No  7.S9.  Assignment  of  deposit  of  $.500  that  will  become 
due  on  surrender  of  lease.  John  Hanney  to  Bernheimer  & 
Schwartz  Pilsener  Brewing  Co.  Al!  title.  July  20.  Aug  2. 
190(i.     4:1004—4.     A  $28,000— $41 .000.  nom 

Sth  av.  Nos  2420  to  2420JS    e    cor    130th    st,    99.11x100,    two    0-sty 
130th  st.   No  270  I     brk     tenements    and    stores.       Abraham 

Silverson    and    David     Shaff    to    Chase    Realty    Co.       All     liens. 

Feb  20.     July  31.  1900.     7:19.35-61  to  04.     A  $05,000—$ . 

other    consid    and    100 
Sth   av.   No   2580,   e   s,   124.11   n   137th  st,   25.\80,  5-sty   brk  tene- 
ment  and  store.      Expert   Realty  Co   to   Frederick  Meyer.      Mort 
$23,.50O.      Aug   1.      Aug   2,    1906.      7:2023—03.  A   $7,500— $18- 
000.  100 

Sth  av,  Nos  081  to  085)  n  w  cor  43d  st,  60x100,  thre  4-sty  brk  ten- 
'43d  st,  Nos  301  to  305|  ements  and  stores  on  av  and  two  5-sty 
brk  tenements  on  st.  Harris  Mandelbaum  et  al  to  Nathan  and 
Isidor  H  Kempner.  V2  part.  All  title.  All  liens.  Mar  21.  (Re- 
recorded from  Mar  22.  1900.)  Aug  1,  1906.  4:1034— 29B,  29A, 
and  i;;j  to  3U.     A  $87.000— $104,000.  other  consid  and  100 

Sth  av.  No  2455.  w  s,  334.0  s  133d  st,  25.3x100,  5-sty  brk  tene- 
ment and  store.  ABC  Realty  Co  to  John  E  Simons  and  Jacob  C 
Harris.     All  liens.     July  20.     July  27.  190(i.     7:19.58.  nom 

9th  av.  No  573,  w  s,  78.9  s  42d  st.  2(1x100,  4-sty  brk  tenement  and 
store.  Harry  M  Greenberg  to  Lincoln  Price.  Mort  $14,000,  July 
25.     Aug   1,   1906.     4:1051—33.      A   $14,000— $18,(A)0. 

other  consid  and   100 


9th  av.  No  573.  w  s,  78  9  s  42d  st,  20x100,  4-sty  brk  tenement 
and  :.tore.  Liucoln  Price  to  Jacob  E  McMichael.  Mort  $18,000. 
July  _5.     Aug  2,  1900.     4:1051—33.     A  $14,000— $18,000. 

other   cons'd   and   100 

10th  av.  No  8:54,  e  s.  21  n  .5fith  st,  19.6x01,  4-sty  brk  tenement 
and  store.  Geo  D  Bartholomew  to  Geo  M  Rutherford.  Mort 
$7,(.MJ0.     July  31.     Aug  2,  1900.     4:1060—2.     A  .$8,000- $12,000. 

other  consid  and  100 

10th  av.  No  443,  w  s,  98.9  u  34th  st,  24.8x100,  4-sty  brk  tenement 
and  store  and  3-sty  brk  tenement  in  rear.  Wm  Bauer  et  al  to 
Jacob  Mattern.     July  28,  1906.     3:70()— 33.     A  $13,000— $19,000. 

100 

loth  av,  Nos  118  to  122,  e  s,  45.6  n  17th  st,  08.10x100,  two  2  and 
one  4-sty  frame  tenements  and  stores  and  two  3  and  one  2-sty 
frame  tenements  in  rear.  John  and  Henry  Maguire  EXRS  Eliz- 
abeth Kelter  to  Hannah  Maguire.  1-0  part.  July  20.  Aug  1, 
VMii.     3:715—3,  4   to  60.     A  $28,090— $30,500.  8.000 

Same  property.  John  Maguire  et  al  HEIRS,  &c.  John  Maguire  to 
same.     July  20.     Aug  1.  1900.     3:715.  other  consid  and  lOO 

11th  av.  No  .500,  e  s.  123,5  n  39th  st,  24.Sxl(J0,  5-sty  brk  tene- 
ment and  store.  Isaac  Rubin  et  al  to  Wm  J  and  Henrietta 
Ludwig.  Mort  $22,2.50.  Aug  1.  Aug  2,  1906.  3:711—63.  A 
$9,000 — $1.5.000.  other  consid  and  100 

MISCELLANEOUS. 

All  interest  as  HEIR,  &c,  Henry  B  Gibson  under  will  dated  Sept 
21,  1.S03.  Harry  G  Sherman  to  Wm  W  Sherman  and  William 
Man.      Trust  deed,      Apr  12.   1,892.     July  23,  1900,  nom 

Copy  last  will  of  Gabriel  Rosenstein,  late  of  Philadelphia,  Pa. 
Nov  30,   1900.     Aug  1,   1906.  

Deed  of  appointment.  Wm  W  Sherman  and  ano  TRUSTEES  Annie 
W  Sherman  to  Frank  W  Matteson,  of  Providence,  R  I,  as  TRUS- 
TEE.    July  17.     July  23.  1906.     Miscl.  

Deed  of  appointment  under  deed  of  trust.  Wm  W  Sherman  TRUS- 
TEE to  Frank  W  Matteson  as  TRUSTEE.  July  17.  July  23 
1900.     Miscl.  . 

General  release.  Augusta  S  Leary  to  Theodore  Schmidt  INDIVID 
and  as  EXR  Julia  Schmidt.  Sept  19,  1902.  July  30,  1906. 
Miscl.  nom 

General  release.  Julius  Schmidt  to  same.  Sept  23,  1902.  July  30, 
1906.     Miscl.  nom 

Order  approving  bond  of  Augustus  H  Skillin  as  TRUSTEE  in  mat- 
ter of  Peter  Banner  bankrupt.     July  18.     JiOy  27,  1906.     Miscl. 

BOROUGH   OF    THE   BRONX. 

Under  this  head  the  *  denotes  that  the  property  Is  located  In  th« 
new   Annexed   District    (Act   of   1895). 

*Adams  st,  e  s,  111.8  s  Columbus  (Van  Nest)  av,  10.8x100.  Mark 
P  Ansorge  to  Henry  C  Reid.  Mort  $2,500.  July  31.  Aug  1, 
190(j.  nom 

Beck  st,  s  w  cor  Av  St  John,  100x250,  vacant.  Frank  Starkman 
to  Joseph  Leitner  and  Charles  Kreymborg.  Mort  $47,000.  Dec 
0,  1905.     Aug  1,  190(i.     10:2084.  nom 

*Billar  pi,  w  s.  100  s  Fordham  av,  25.5xll(;x23..5xll6,  City  Island. 
Patrick  Smith   to  Edw  F  Haulton.      A.ug  1,  1900. 

other  consid  and  100 
lots   1175  and   1174,   60x105, 
David  Davis  to  Simon  Lesser 
July  28.     July  30.   1906. 

other  consid  and  100 

*Bronx  Terrace,  w  s,  abt  -181  s  224th  st,  77x1.50,  Wakefield.  Ap- 
plication of  Frank  McGarry  to  take  the  depositions  of  Geo  W 
Gosline  et  al  as  witnesses  to  perpetuate  their  testimony  before 
Ferdinand  W  Buermeyer  referee.     July  2(3.     July  30,  1906.       

*Billar  pi,  w  s,  100  s  Fordham  av,  25,5x116x23.5x116,  City  Island. 
A   Benjamin  Martin  to  Patrick  Smith.     July  30.     July  31,  1906. 

nom 

Brown  pi.  No  10,  e  s,  .33.4  n  135th  st,  33.4xl(X).  5-sty  brk  tene- 
ment. Nancy  Krakower  to  Chas  S  Levy.  Mort  $25,875.  July  9. 
Aug  2,   1906.     9:2203.  100 

Bristow  st.  No  138.5.  w  s,  1.5(.)  n  Jennings  st.  runs  n  22. (j  x  w  59.3 
and  28  x  s  24.1  x  e  87.2  to  beginning,  2-sty  frame  dwelling. 

Plot  begins  at  n  s  lot  11  blk  420  map  subdivision  property  Char- 
lotte F  Trowbridge  and  w  s  lot  12  at  point  .59, .3  w  Bristow  st, 
runs  n  25  x  w  2.8  x  s  25  x  e  28  to  beginning. 

Lizzie   W    Brown    to   Abraham   Krawatz.      Mort   $.3,000.      July   23. 
July  27.   lOCM).      11:2903.  other  consid  and  100 

Chisholm  st.  No  1322,  e  s,  235  s  Jennings  st,  20x100,  2-sty  frame 
dwelling.  Ida  C  Butterworth  to  Wm  Kunz.  Mort  .$2,200.  July 
30.     July  31,   190O.     11:2972.  other  consid  and  100 

*Chestnut  st.  w  s,  2.50  n  Cornell  av,  .50x100.  Cleopatra  Ice  to  John 
C    Wallace.      July    .'iO.      July   31,    190(.!, 

*Cedar  st,  w  s,  2(.>0  n  Syracuse  av,  100x100. 

Sycamore  st,  w  s.  2(X)  n  Albany  av,  200x100.  | 

Marjorie  M   Flynn   to  Townsend  A   Verity,   of   Pleasant  Valley,   N 
Y.      B   &   S.      All    liens.      July   31.      Aug   1,    ]90(i:  nom 

*Deane  pi,  s  w  cor  Hilton  av,  38.11x100x38.1x100.  Westchester. 
James  D  Gagan  to  Century  Holding  Co.  Mort  $4,000.  July  1. 
Aug  2,   1906.  100 

Ernescliffe  pi.  n  s,  .5.30  along  w  and  n  s  of  said  Ernescliffe  pi  in 
a  s  and  w  direction  from  the  s  w  cor  Ernescliffe  pi  and  Grenada 
pi,  runs  w  along  pi  27.1  x  n  107.2  x  e  25  x  s  117. .8  to  beginning, 

Ernescliffe  pi.  n  s,  501.1(.l  along  w  and  n  s  of  sts  as  above,  28.2x 
117.8x25x105.7, 
two  2-sty  frame  dwellings. 

Thos  F  Darcy  to  Chas  A  Guntzer  Jr.     %  part.     Apr  7.     July  27. 
1900.      12:3312.  nom 

Fairmount  pi.  No  982,  s  s.  224  e  Crotona  av,  late  Grove  st,  26. 3x 
90.10x20.3x95.8,  4-sty  brk  tenement.  Frankel  Frank  to  Yoodel 
and   Samuel  Seligman.     Mort  $12,500.     Aug  2,   1906.     11:29.50. 

other  consid  and  100 

*Fillmore  st,  w  s,  3(X)  s  Morris  Park  av,  25x100.  Otto  Ostwald  to 
Grace   G   Schanz.      Mort   $4,200.     July  30.      Aug  2,   1906. 

other  consid  and  100 


'Bronx  Terrace,  e  s,  5.5  s  line  bet 
being  part  lot  1175  map  Wakefield, 
and  Giovanni   Turco.      Mort  $800. 


other    consid   and   100 
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Fort  Independence  St,  w  s,  bet  233d  st  and  Bailey  av,  and  being  s 
14  plot  71  map  Wm  O  Giles,  24th  Ward,  25x— x23.9xll6.3.  Theo- 
dore Kiendl  INDIVID  and  as  TRUSTEE  to  Anna  A  Forbell,  of 
Brooklyn.     July  10.     July  27,  1906.     12:3261.  nom 

Same  property.  Anna  A  Forbell  to  John  L  Miller  Jr.  July  21. 
July  27.   1906.     12:3261.  nom 

*Guion  pi.  n  s,  150  e  St  Lawrence  av,  25x80.  Samuel  Geller  to 
Moses  Schlansky  and  Harry  Cohen.  Mort  $2,500.  July  25.  Aug 
2,   1906.  other  consid  and   100 

Gouverneur  pi,  No  5,  n  s,  125.9  e  Park  av,  26x119,  -l-siy  brk 
tenement.  Friedrich  Muller  to  Henry  W  Holtgrewe.  Mort 
.$14,500.     Aug  1.     Aug  2,   1906.     9:2388.         other  consid  and  100 

*Garfield  st,  e  s,  175  s  Morris  Park  av,  25x100.  Susan  Goerg  to 
John   Petrila.      Mort   $4,000.      July   28.     July   31.    1906. 

other   consid   and   100 

Grote  st  or  road  from  Fordham  to  West  Farms,  s  w  s,  bet  Crotona 
av  and  Southern  Boulevard,  and  being  lots  78  and  79  map  South 
Belmont,  1*2.5x102.5  to  n  e  s  Garden  av  xl00x79.5,  with  land 
lying  bet  said  road  and  s  s  Grote  st.  Fredk  Flaccus  and  ano 
EXRS  Fredk  Flaccus  to  Christian  Knapp.  July  25.  July  27. 
1906.     11:3100.  5.400 

*Green  lane,  s  w  s,  354.9  s  e  Castle  Hill  av,  lot  14  map  120  lots 
Daily  estate.  Christian  Broschart  to  Norbert  Robillard.  July 
21.     July  28,  1906.  nom 

*Green  lane,  or  av,  s  w  s,  lots  183  and  184  Sec  2  map  St  Raymond 
Park.  August  George  to  Norbert  Robillard.  July  26.  July  28. 
1906.  other  consid   and   100 

*Hancock  st,  w  s,  275  n  Columbus  av,  2.5x100.  Andrew  G  Anderson 
to  Annie  Bringman.     Mort  $3,250.     Aug  1.     Aug  2,  1906. 

other  consid  and  100 

Hoe  st,  or  av,  e  s,  300  n  167th  st.  25.\— .  I 

Hoe  st,  or  av,  e  s,  adj  above  on  south.  I 

Party  wall  agreement,  &c.  Henry  D  Koch  and  Johann  C  Doerr 
with  Silberberg  &  Saul,  incorporated.  July  24.  July  27,  1900. 
10:2752.  nom 

Kelly"  stT  No  31,  w  s,  125  n  15()th  st,  25x100,  3-sty  brk  dwelling. 
Geo  F  Johnson  to  Edward  J  and  Mamie  Reilly.  Mort  $7,500. 
July  27.     Aug  2,  1906.     10:2701.  other  consid  and  100 

*Latayette  st,  e  s,  lot  142  map  St  Raymond  Park,  25x04.6x25x63.4, 
Frank   Brojer   to   Annie  Jetter.     July  26.     July  27,   1900. 

other   consid   and   100 

♦Lafayette  st,  e  s,  lot  141  same  map,  25x63.8x25x64.6.     Same  to 


same.     July  26.     July  27,  1906. 


other  consid  and  100 


♦Lincoln   st.   w  s,   22 


_       _  _   _  s   Columbus  av,   24.10x100.     Lott  Deegan 

to  Wm  C  Baker.     Mort  $4,000.     July  31.     Aug  1,   1906. 

other  consid   and   100 
Lorillard   pi.   No   49,    s   e   cor   ISSth   st,   24.7x9Sx22.i;x98.1,    2-sty 
brk  dwelling.     Ignatz  Price  to  Robt  A  MacGregor.     Mort  $3,500. 
June  14.     Aug  2,   1900.     11,^056.  other  consid  and  100 

*Madison  st,  e  s.  125  n  Columbus  av,  25x100,  2-sty  frame  dwelling. 

Annie  Neuburger  to  Sophie  Anger.     July  27.     Aug  1,  1906.         nom 
*Same  property.     Mattie  Neuburger  et  al  by  Annie  Neuburger  to 

same.     All  title.     June  27.     Aug  1,  1906.  3,000 

*Mariou  st,  e  s,  lot  258  map  of  Washingtonville,  .50x100.  Fredk 
W  Sacher  by  Harry  V  Morgan  GUARDIAN  to  Mary  Muller.  % 
part.     All  title.     July  25.     July  31,  19«j.  1.500 

Potter  pi,  n  s,  125  w  Cadiz  pi,  25x125,  vacant.  Nicholas  J  Pender- 
gabt   to  Carmine  Vetrano.     July  30.     Aug  1,  1906.     12:3311. 

other  consid  and  100 
Rodman  pi,  Nos  1293  and  1295  (Cross  st),  n  e  s,  abt  102  e  Long- 
fellow av,  50x10.3x51x103,  two  2-sty  frame  dwellings.     Henry  A 
Hauck  to  John  Londergan.     July  31.     Aug  2,  1906.     11:3016. 

other  consid  and  100 
St  Georges  Crescent,  w  s,  355.6  from  s  e  cor  Van  Courtlandt  av 
and  Cordova  pi,  measured  along  s  e  s  Van  Courtlandt  av  in  an 
easterly  direction,  runs  s  along  w  s  St  Georges  Crescent  25.4  x 
w  70.9  X  s  16.9  X  w  52  x  e  115.3  to  beginning.  2-sty  frame  dwell- 
ing Chas  F  Kurz  to  Margaret  Kurz.  Mort  $3,600.  July  27. 
1906.     12:3313.  nom 

♦Schuyler  st,  n  s,  150  w  Crosby  av,  27.5x130x30.9x130.     Hudson  P 

Rose  Co  to  Geromina  Grimaldi.     Aug  1.     Aug  2,  1906.  nom 

♦Schuyler  st,  n  s,  125  w  Crosby  av,  25x130.     Same  to  Emmanuele 

P  Forto.      Aug  1.      Aug  2.   190<5.  nom 

♦Taylor  st,  e  s,  300  s  Morris  Park  av,  2.5x100,  except  part  for  st, 
2-sty  frame  dwelling.  Clara  Sallaeh  to  Joseph  W  Dunwoody. 
Mort  $3,400.     Aug  1.  1906.     July  31.  other  consid  and  100 

Tiffany  st,  w  s,  at  old  s  s  Lafayette  road,  runs  s  67.2  x  n  w  72.10 
X  n  e  25  to  Lafayette  road  x  e  32.10  to  beginning,  except  part  for 
st  vacant.  Cora  H  Lockwood  to  John  McClurg  Jr.  July  24.  July 
27,   1906.     10:2737.  nom 

♦Wright  st   e  s,  175  s  lS7th  st,  2.5x100.     George  Cambeis  to  Thomas 

Scott.     July  30.     Aug  1,  1906.  other  consid  and  100 

♦Walnut   St.    w   s.   20  On    Syracuse   av,    100x100,    Eastchester   and 
Westchester.     Marjorie  M  Flynn  to  Walter  W  Taylor,  of  Winter- 
haven,  Fla.     May  20.     July  3(»,  1906.  3.200 
♦2d  st,   s   s,   100  w   Union  av,   50x1-50,   Westchester.     Louise   wife 
of  aiid  Wm  R  Sprague  to  Matilda  M,  Jonas  P,  Anna  E  and  Karl 
E  Peterson  HEIRS,  &c,  Jonas  Peterson.     Correction  deed.    July 
27.     July  31,   190(3.  nom 
*4th    St.   e   s,   93.5   s   1st   av,   31.2x96.7x30x105.1,   Williamsbridge. 
Chas  M  Preston  as  RECEIVER  of  the  N  Y  Building  Loan  Bank- 
ing Co  to  Henry  Davis.     B  &  S.     Mort  $1,500.     July  12.     July 
31,  1906.                                                                                               3,100 
♦4th  st,  s  e  s.  120  n  e  Union  av,  20x100. 
4th  st,  s  e  s,  220  u  e  Union  av,  20x100. 

4th  st,  s  e  s,  280  n  e  Union  av,  20.9x100x22.4x100.  Westchester. 
John  H  Kennard  and  ano  as  recvrs  of  the  Columbia  Mutual  Bldg 
and  Loan  Association  and  the  Columbia  Mutual  Bldg  and  Loan 
Association  to  Peter  Schiffer.  B  &  S.  Mort  $4,400.  July  18. 
Aug  1,  1906.  '7.500 

♦4th  stls  s,  405  e  Av  B,  100x216  to  n  s  3d  st,  Unionport.     Wm  J 
3d  st     J    Hyland  to  Frederick  Kleinmann.     Mort  $3,000.     Aug  1. 

Aug  2,   1906.  other   consid  and   100 

♦9th  st,  s  s,  260  w  Av  D,  begins  at  line  bet  lots  184  and  185.  33. 4x 
108  Unionport.  Anna  M  Schrader  to  Hugh  J  Lunny.  Mort  $1.- 
500      July  28.     July  30,  1906.  other  consid  and  100 

♦11th  st,  s  s,  205  e  Av  E.  100x108-  Unionport.  Headley  M  Green_e 
to  Hannah  and  Ferdinand  Greenebaum.  Mort  $1,000.  July  17. 
Aug  2    1906.  other  consid  and  100 

♦11th  stls  s,  280  w  Av  B,  25x210  to  n  s  10th  st.  Unionport.     Bais- 
10th  st        ley  Realty  Co  to  Frank  Gass.     July  27.     July  30,  1900. 

other  consid  and  100 
134th  st,  Nos  810  and  812,  s  s,  250  w  St  Anns  av,  50x100,  5-sty 


brk   tenement.     Max   Goldberg  et  al   to   Henio   Siff  and  Isaac   N 
Dallin.     Mort  $42,000.     July  25.     July  31,  1900.     9:2261. 

other   consid   and    100 
135th  st,  s  s,  122  w  St  Anns  av,  78x100,  two  0-sty  brk  tenements. 
Release   mort.      Sylvester  L  H  Ward  to  David  Zipkin.     July  25. 
July  31,  1906.     9:2262.  nom 

135th  st,  s  s,  122  w  St  Anns  av,  39x100,  6-sty  brk  tenement. 
Release  mort.  The  Jefferson  Bank  to  David  Zipkin.  Aug  1. 
Aug  2,   1906.     9:2262.  nom 

135th  st,  s  s,  122  w  St  Anns  av,  39x100,  6-sty  brk  tenement. 
David  Zipkin  to  Rosa  Heitlinger.  Mort  $30,000.  Aug  1.  Aug 
2,  1906.     9:2262.  other  consid  and  100 

135th  st.  No  ()25,  n  s,  181.6  w  Willis  av,  25x100,  5-sty  brk  tene- 
ment. Henry  J  Grupe  to  Vito  Fanelli.  Mort  $20,.500.  July  14. 
Aug  2,   1906.     9:2298.  other  consid  and  100 

138th  st,  No  755,  n  s,  94.1  w  Brook  av,  25x100,  5-sty  brk  tene- 
ment and  store.  Charles  Bruggemann  to  John  C  Hitchman. 
Mort   $16,000.      Aug    1.      Aug   2,    1906.      9:2283. 

other   consid    and    100 
13Sth  st.   No  606,   s  s,   125   e  Willis  av,   25x100,  5-sty  brk  tene- 
ment and  store.     Wm  Danzeisen  to  George  A  Linicus.     Mort  $16,- 
000.     Aug  1.     Aug  2,  1906.     9:2282.  other  consid  and  100, 

14(;th  st.  No  444,  s  s,  268.9  e  Park  av,  25x95,  4-sty  brk  tenement. 
Robert  Davis  to  Charlotte  M  Stoker.  Mort  $6,000.  July  30. 
Aug  2,   1906.     9:2335.  other  consid  and  100 

14(ith  St.  s  s,  new  line,  407.5  w  Brook  av,  runs  w  18.3  x  s  1.9  to  old 
s  s  146th  st  X  e  18.4  to  beginning,  gore.  Chas  S  Brown  et  al 
EXRS,  &c,  Lewis  B  Brown  to  Altman  Realty  Co.  July  16.  July 
28,  1906.     9:2290.  25 

147th  st,  No  80(5,  s  s,  2(X)  e  Brook  av,  25x100,  4-sty  brk  tenement. 
Pauline  Wolf  to  John  W  Boehnert.  Mort  $14, .500.  July  27. 
July  28.  190().     9:2273.  other  consid  and  100 

147th  st.  No  802,  s  s,  150  e  Brook  av,  25x100,  4-sty  brk  tenement. 
Louise  Freytag  to  Johanna  Taliaferro.  Oct  3.  July  27,  1906. 
9:2273.  nom 

147th  st.  No  808,  s  s,  225  e  Brook  av,  25x100,  4-sty  brk  tenement. 
Pauline  Wolf  to  Isidor  Schartstein.  Mort  $15.(X)0.  July  27. 
July  31,   1906.     9:2273.  other  consid  and  100 

148th  st.  No  .521,  n  s.  170.3  e  Morris  av,  25x100.6,  2-sty  frame 
dwelling.  Timothy  Toohig  to  Nicola  and  Liberate  Biondi.  Mort 
$1,800.  July  20.  July  27.  1900.  0:2330.  other  consid  and  100 
149th  st.  No  616,  s  s,  175  e  Courtlandt  av,  25x100.6,  except  part 
for  st,  3-sty  brk  dwelling.  Abraham  Kaufman  to  William  Loeb. 
%   part.     Mort  $18,000.     July  3.     July  30,   1906.     9:2327. 

other  consid  and  100 
1.50th   st,   n  s,   300  w  Morris   av,   strip,   0.1x23.      Marie   C   Nelson 
et  al   EXRS.   &c,   Wm   Nelson   to  The  Narrazzi   Construction   Co. 
July  27.  1906.     9:2440.  100 

15Sth  st,  Nos  848  and  850,  s  s,  57.3  e  Cauldwell  av.  37x85,  two 
3-sty  frame  tenements.  Peter  Steinacker  to  Martin  Brunjes. 
Mort  $9,000.     July  31.  1900.     10:2029.  other  consid  and  100 

159th  St.  No  042.  s  s.  24.0  w  Melrose  av,  24.0x08.3,  0-sty  brk  ten- 
ement.      Miriam    V    Lincoln    and    ano    to    David    Steigerwald. 
Mort  $17,000.     July  10.     Aug  1,   1900.     9:2405. 

other  consid  and  100 
100th  st.   No  879    I  n  w  cor  Jackson  av,  75x25,  5-sty  brk  tenement 
Jackson  av.  No  849|     and  store.     Mayer  Freedman  et  al  to  Rebecka 
Berstine.      Mort   $27,000.      July  30.      Aug  1,   1900.      10:2037. 

other  consid  and  100 
101st  st.   No  875       |n   e   cor  Trinity   av,  25x88.7,  4-sty  brk   tene- 
Trinity  av.   No  872   |     ment  and  store.     Marie  Q  Peters  to  Stephen 
F   Leahy.      Mort   $17,000.     July  30.     July  31,   1900.      10:2li3S. 

other  consid  and  1(X> 
l(52d  st,  No  651        |n    w    cor    Melrose    av,    24.5x100x22.6x100,    two 
Melrose  av.   No  915j     2-sty   frame    tenements   and   stores.     FORE- 
CLOS.     James  A  Foley  referee  to  Ferdinand  Kurzman  and  Mary 
C  Brown.     July  26.     July  31,  1906.     9:2408.  12.5.50 

l(j2d  st.  No  705,  n  s,  212.10  w  3d  av,  26.10x100,  5-sty  brk  tene- 
ment. Esther  Davis  to  Henry  Reuhl.  Mort  $23,000.  Aug  1. 
Aug  2,  1906.     9:2367.  100 

16)4th  st.  No  831,  n  s,  93.4  w  Cauldwell  av,  10.8x100.  2-sty  frame 
dwelling.  Patrick  G  Mahony  to  James  J  Buckley.  Mort  $4,000. 
July  25.     July  30,  1900.     10:2022.  other  consid  and  100 

164th  st,  No  829,  n  s,  110  w  Cauldwell  av,  10.8x100,  2-sty  frame 
dwelling.  Julia  A  Walsh  widow  to  James  J  Buckley.  Mort  $3,- 
500.     July  25.     July  30,   19tlO.     10:2022.  other  consid  and  100 

l(i7th  st,  s  w  s,  bet  Washington  av  and  3d  av,  and  at  n  w  cor  lot  42 
being  part  lot  42  map  Morrisania,  41x92.  August  H  Daum  to 
Esther  Eisenberg.     Mort  $3,000.     Aug  1.     Aug  2,  1906.     9:2371. 

other  consid  and  100 
107th  st,  late  James  st,  n  s,  at  c  1  Jerome  av.  runs  s  e  along 
167th  st,  late  James  st,  155  x  n  e  200  x  n  w  1.55  to  c  1  Jerome 
av  X  s  w  200  to  beginning,  except  part  for  107th  st  and  Walton 
av,  vacant.  Isabelle  C  Martin  and  ano  EXRS,  &e,  Thos  T 
Martin  to  Wm  W  Sharpe.  %  part.  July  9.  Aug  2,  1906. 
9:2405.  6,500 

Same  property.     Minnie  wife  Pedro  S  Mesny  et  al  to  same.     All  of. 

May  30.     Aug  2,   1006.     9:2420.  nom 

170th  St.  No  830,  s  s.  90.7  e  Fulton  av,  16.8x65.10x17.4x109.8,  2- 
sty  frame  dwelling.  Henry  R  Hildebrandt  to  George  Ringler  & 
Co.     Mort  .$3,(X)0.     Feb  24.     Aug  1,  lOOIi.     11:2031.  nom 

*176th  st,   w   s.   100  n   Gleason  av,  25x100.     Joseph  J  Gleason   to 

Patrick  Murphy.     July  10.     July  31,  1906.  nom 

178th  st,  No  1008,  s  s,  1(X»  e  Clinton  av,  23.7x145x23.5x145,  2-sty 
frame  dwelling.  Herman  Lankenau  to  Emil  Mildner.  Mort  $3,7(X). 
July  31.     Aug  1,  1906.     11:.3093.  other  consid  and  100 

170th   st,   s   s,   95.2   e   Mapes   av,   50x75.3x,5Ox75,   two  2-sty   frame 
dwellings.      Henry    G    Steinmetz    to    Bertha   J    Steinmetz.      Cor- 
rection deed.     July  30.     July  31,   1000.     11:3107.  nom 
187th  st,  n  s,  1.54  w  Valentine  av,  runs  n  1(X>  x  e  54  x  n  202  x  w 

136  X  s  302  to  sq  X  e  82.8  to  beginning,  vacant. 
Plot  released  begins  at  n  e  cor  of  mortgaged  lands  as  above,  and 
runs  w  136  x  s  175  x  e  136.5  x  n  175  to  beginning. 
Release  mort.     Emma  B  Raymond  to  Geo  E  Buckbee.     July  11. 
July   27,   1900.     11:3152   and  31(30.  5,250 

lS8th  st.  No  718,  s  s,  51.10  e  Park  av.  23.2x100,  2-sty  frame  dwell- 
ing Michael  Madden  to  Philip  Nelson.  Mort  .$3,000.  July  20. 
July  31,  1900.      11:3041.  other  consid  and  100 

180th  st,  s  s,  100  w  Valentine  av,  68x13.5,  vacant.  Release  mort. 
Abbie  L  Henshaw  to  John  H  Henshaw.  July  10.  July  27,  1906. 
11:3152.  °o™ 
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Cooper  Iron  Works 

JOHN  COOPER,  Proprietor 

Works :  Enunett  Street  &  Avenue  D,  Newark,  N.  J. 

New  York  Office :  I  Madison  Avenue 


IRON  and  STEEL  WORK 

FOR 

BUILDINGS,  BRIDGES,  &c. 


189th  St,  s  s,  100  w  Valentine  av,  68x13.5,  vacant.  John  H  Hen- 
shaw  to  Geo  E  Buckbee.     July  25.     July  27,  1900.     11:3152. 

other   cousid   and   lllO 
*203d  St   |n  s,  200  w  Wallace  av.  lOOx —  to  s  s  Morris  st,  being  in 
Morris  st|     bed    of    Adee    av.      Release    mort.      Marie    T    Dunn    to 

Michael  J  Mack.     July  10.     July  28,  190(:!.  3,500 

*205th   St.   n   e   cor   Hicks   st,   25x91.6.      Adee   Park   Realty   Co   to 

Emma  Kingsman.     July  11.     July  27,  1906.      other  eonsid  and  100 
*205th  St.  n  e  cor  Holland  av.  .50x91.6.     Adee  Park  Realty  Co  to 

Aton   Wolz.     July   1.     July  27,    1906.  other  eonsid  and   100 

205th  st  (Ernescliffe  pi),  n  s.  .501.10  along  w  and  n  s  205th  st  in  a 
s  and  w  direction  from  s  w  cor  205th  st  and  Grenada  pi,  runs  w 
along  st  55.3  x  n  107.2  x  e  50  x  s  25  and  105.7  to  beginning, 
2-sty  frame  dwelling.  Anthony  C  Guntzer  to  Edw  A  Hillebrand. 
July  27.   1906.     12:3312.  other  eonsid  and  100 

*223d  St.  s  s.  155  e  White  Plains  road,  25x100,  Wakefield.  Mar- 
tha C  Havens  to  Mary  Capodilupo.     Q  C.     July  31.     Aug  1,  1906. 

nom 
*223d  St.  s  s,  155  e  White  Plains  road,  2.5x100,  Wakefield.     Eliza 

A  Banham  to  Mary  Capodilupo.     July  31.     Aug  1,  1906.  nom 

*224th  St.  s  s,  205  w  4th  av,  25x114.  Wakefield.  Mary  A  Cos- 
tello  to  Guiseppi  Francomano  and  Guiseppe  Muscolino.  Mort 
$5,.500.     July  19.     July  31,  1906.  100 

*224th   st,   s   s,   205  w  4th  av,   50x114,  Wakefield.     Release  mort. 

James  M  Wentz  to  Mary  A  Costello.     July  14.     July  28,  1906.    nom 
*226th  St.  n  s,  225  w  Paulding  av,  75x109.6.     Sound  Realty  Co  to 

Alex  J  Robertson.     July  12.     July  27.  1906.     other  eonsid  and  100 
*226th  st,  s  s,  236.3  w  Paulding  av,  75x109.     Sound  Realty  Co  to 
William   Jentsch,   of   Pittsburg,   Pa.      July   12.      Aug   2,   1906. 

other  eonsid  and   100 
'*220th  st,  n  s,  105  e  5th  av,  100x114,  Wakefield.     Jacob  Lubin  to 
Samuel  Marcus.     Mort  .fl,50O.     June  5.     July  27,  1906. 

other  eonsid  and   100 
*227th  st,  n  s,   105  e  4th  av,   50x]14,  Wakefield.     Albert   Hamlik 
to  Anna  A  Williamson.     May  31.     July  28,   1906. 

other  eonsid   and   10(J 
*228th  st,  n  s,  280  e  White  Plains  av,  100x114.     Abraham  Shatzkin 

to  Henry  Bruckner.     Mort  .'i<2.200.     May  15.     Aug  2,  1906.         100 
*231st  st,  n  s,  .330  w  White  Plains  road.  25x114,     August  Koenig  to 

Anna  Odehnal.     June  5.     July  30.  190G.  gift 

236th  st,  s  s,  72. S  e  Verio  av,  20x100.  2-sty  frame  dwelling.  Ger- 
man Real  Estate  Co  to  Wm  H  Westrup.  Mort  .$5,200.  July  26. 
July  27,   1906.      ]2:.3397.  other  eonsid  and  100 

*Av  B,  n  w  cor  10th  st,  108x280,  Unionport.  Baisley  Realty  Co 
to  Longin  P  Fries,  Charles  Dobbs  and  Wm  A  Mallett.  July  27. 
July  30.   190<3.  other  eonsid  and  100 

*Av  B,  s  w  cor  11th  st,  108x280,  Unionport.  Baisley  Realty  Co  to 
Daniel  and  John  D  McLean.     July  27.     July  30,  1906. 

other  eonsid  and  100 
Av  St  John,  No  3,  e  s,  11.4  s  Prospect  av,  20.3x98.1x20.2x99.8, 
4-sty  brk  tenement.  Aaron  Reder  to  Bertha  Leichtag.  Mort 
$10,000.  June  26.  Aug  1,  1906.  10:2686.  other  eonsid  and  100 
Anthony  av.  No  2050,  e  s,  12.5  n  Burnside  av.  25x150.7x25.4x155, 
2-sty  frame  dwelling.  Eliz  J  Moore  to  David  C  Maobride.  Mort 
$4,200.     Aug  1.     Aug  2,  1906.     11:3149  and  3156. 

other  eonsid  and  100 
Arthur  av.  No  2471,  w  s,  bet  l.SSth  st  and  lS9th  st,  and  being  lot 
XL  on  map  of  70  lots  Cedar  Hill  plot,  on  Powell  farm,  Fordham, 
25x119.5x25x119.7.    except   part    for   av.      Wm    H    Stonebridge    to 
Frank  Fanizzi.     July  26.     July  27,   1906.     11:3066. 

other  eonsid  and   100 
*Amundson  av.  e  s.  200  n  Nelson  av,  25x100,  Edenwald.     Anton  P 
Christenson   to   Ferdinand   V  Pettrich.      Mort  .$987.06.     July  27. 
July  28.   190(i.  other  eonsid  and   100 

*Adee  av,  all  right,  title  and  interest  to  that  portion  of  av  adj 
and  in  front  of  lots  95.  114  and  124  to  130  amended  map  Adee 
Park,  to  c  1  of  said  av.  Michael  J  Mack  to  Jennie  Adee.  B  &  S 
and  C  a  G.    July  13.     July  28.  1906.  nom 

*Adee  av,  all  right,  title  and  interest  to  that  part  of  av  ad]  and  in 
front  of  lots  118  to  123  same  map.  to  c  1  said  av.  Same  to  Louis 
F  W  Wallace.  B  &  S  and  C  a  G.  July  13.  July  28,  1906.  nom 
*Adee  av.  all  right,  title  and  Interest  to  that  portion  of  said  av 
which  lies  adj  and  in  front  of  lots  97  to  110.  11.3  and  131  same 
map,  and  to  c  1  of  said  av.  Same  to  Warwick  Realty  &  Con- 
struction Co.  B  &  S  and  C  a  G.  July  13.  July  28,  1906.  nom 
*Balcom  av.  n  e  cor  Gifford  av.  .50x107.7x50x105.8.  John  R  Peter- 
son  to   Pafick   Duffy.      July   30.      Aug  2,    1006. 

other   eonsid   and   100 
Brook  av.  No  465.  w  s,  24.11  s  146th  st.  25x90,  5-sty  brk  tenement 
and    store.      Coleman    Ebb    to    Henry    Weber    and    William    P 
Fricke.     1/2  part.     Mort  .$20,000.     July  30.     Aug  2.  1006.     9:2290. 

other  eonsid  and  100 
Brook  av,  No  465,  w  s,  24.11  s  14Gth  st.  2.5.x90,  5-sty  brk  tenement 
and    store.      Isidore    Witkind    to    Henry   Weber   and    William    P 
Fricke.     %  part.     Mort  $20,000.     July  30.     Aug  2,  1906.     9:2290. 

other   eonsid   and   lOt.) 
•Burdett  av,   lot  21   map  Tremont   Heights.     The  Lamport   Realty 

Co  to  Nathan  Postal.     July  31.     Aug  2,  1906.  other  eonsid  and  100 
*Beech  av,  w  s.  lot  128  map  Laconia  Park,  Westchester,  25x100. 
A   Shatzkin   &   Sons,    incorporated,    to   Antonio   Mafaraci.      Mort 
$500.     Aug  2,  1906.  other  eonsid  and  100 

*Beeeh  av.  being  lot  127  map  Laconia  Park.  Westchester,  25xl(X). 
A  Shatzkin  &  Sons,  incorporated,  to  Domenick  and  Mary  Bran- 
cale.     Aug  2,  1906.     Mort  .$8,800  on  this  and  other  property. 

other  eonsid   and   100 
*Beech   av,   w   s,   being   lot   129   map   Laconia   Park,   Westchester, 
25x100.       A     Shatzkin     &     Sons,     incorporated,     to     Bgidio     and 
Rosario  Cacciola.     Mort  .$500.     Aug  2.  1906.     other  eonsid  and  100 
Belmont  av.  No  2101,  w  s,  152.3  s  182d  st,  25.1x81.10x2.5x82.6,  2- 
sty   frame  dwelling.    Carl   Schubert   to  Antonio   F   Campiglia   and 
Gaston  Nevraumont.     Mort  $4..500.     July  31.     Aug  1,   1900.       nom 
Brook  av.   No   1476.   e  s,  234.2  n  St  Pauls  pi.  25x100.8,  4-sty  brk 
tenement.     Rubin  Siegel  et  al  to  Wilhelm  Frimel.     Mort  $7..500. 
Aug  1,  190().     11:2895.  other  eonsid  and  100 

*Bracken  av.  w  s,  647.0  s  Kingsbridge  road.  .50x60.  Land  Co  B  of 
Edenwald  to  Max  Greenberg  and  Jacob  Shapero.  Mar  27.  Aug 
1,   1906.  nom 


Boston  road,  Nos  1187 
5-sty  brk  tenement. 
Paterson, 
1,   1900. 

Bryant   av. 


and  ll.SO,  w  s,  174.2  s  lli8th  st.  53.3x100, 
Isadore  Isaac   to  Frances   P  Eckstone,   of 
N  J,  and  Clara  Cohen.     Mort  $.52,.50O.     July  26.     Aug 
10:2614.  other  eonsid  and  100 

No  1211.  w  s.  111.8  n  Home  st,  20x100,  2-sty  frame 
dwelling.  David  M  Phillips  to  Bridget  Sause.  July  30.  July 
31,    1000.      11:2993.  other  eonsid  and   100 

Bathgate  av.  No  1902,  e  s,  1.50.10  s  179th  st,  18x77.11x18x77.3, 
2-sty  frame  dwelling.  James  A  Regan  et  al  to  Michl  J  Cava- 
naugh.      Mort  .$5,000.     July  31.   190(;.      11:3044.  nom 

*Bay  av,  n  e  cor  North  st.  30x100.  City  Island.  Geo  W  Baxter  to 
Mary  L  Roeder.     Mort  $1,7,50.     June  25.     July  28,  1900,  nom 

*Barkley  av,   s  e   cor   Clarence   st,   100x150,  3-sty  frame   dwelling 

and  vacant.     Wm  J  Hyland  et  al  to  Mary  G  Reilly.     Mort  $ 

July  27.     July  30,  1900.  nom 

Bainbridge  av.  No  2653,  w  s,  104.1  n  194th  st,  runs  n  7.11  and  18.11 
X  w  70.2  X  s  25.7  x  e  71.3  to  beginning,  2-sty  frame  dwelling. 
Lance  de  Rohan  to  Louisa  Ochnes.  Mort  $5,450.  May  19  Re- 
recorded from  May  31,  1906.     July  30.  1906.     12:3294.  nom 

Bathgate  av.  No  2239,  w  s,  97  n  lS2d  st,  18.3x86,  3-sty  frame 
dwelling.  Joseph  Reed  to  Kate  McGrath.  Mort  $5,500.  July  28 
July  30.   1900.     ll:.305O.  ot^.er  eonsid  and  100 

*City  Island  av  (Main  st),  e  s.  .50  n  land  J  C  Deneaugh,  25x100  to  a 
20-ft  road  running  from  Fordham  av.  John  M  Bell  to  John  J 
Frewen.     July  23.     Aug  2,   1906.  other  eonsid  and  100 

*Same  property.  Carrie  F  Guion  to  John  M  Bell.  Q  C.  July  27 
Aug  2,  1906.  ^  "^    nom 

Courtlandt  av,  Nos  819  and  821,  s  w  cor  159th  st,  48.6x98,  6-sty 
brk  tenement  and  store.  George  Schumar  to  Max  Kessler  and 
Peyser  Bookstaver.     All  liens.     July  3.     Aug  2,  1906.     9:2418. 

^   ,,  „-„  ^_>  other  eonsid  and  100 

College  av,  s  e  s,  2.00  s  w  lilst  st,  25x125,  vacant.  Geo  L  Schupp 
to  Percy  D  Adams,  N  Y  City.     July  31.     Aug  1.  1906.     11:2784. 

other  eonsid  and  100 

College  av,  s  e  s,  225  s  w  171st  st,  50;{125,  vacant.  Percy  D  Adams 
to  Anna  Habicht.     Mort  $1,050.     July  31.     Aug  1,  1900.     11:2784. 

other  eonsid  and  100 

College  av,  s  e  s,  225  s  w  171st  st,  25x125,  vacant.  Fredk  W 
Zausch  to  Percy  D  Adams,  of  Sound  Beach,  Conn.  Mort  J550 
July  23.     Aug  1,1906.     11:2784.  ■     other  eonsid  and  100 

Concord  av,  s  e  cor  149th  st,  80x100,  vacant.  Adamant  Real  Es- 
tate  Co    to   Thos    F   Somers.      Mort   $10,000.      July  2      July  27 


1900. 


10:2580. 


other  eonsid  and  100 


*Crosby   av,   w   s.   125  s  Waterbury  av.   25x100.     Hudson   P   Rose 

Co  to  Sebastian  Humbert.     July  23.     July  28,  1906.  nom 

*Crosby  av,  w  s.  100  s  Waterbury  av,  25x100.     Same  to  Karl  Gil- 

brecht.     July  23.     July  28.   1900.  nom 

Dalyavl  n  e  cor  180th   st,   runs  n  1.50.11  x  e  221.5  to  s  s   181st 
181st  st      st  X  —  to  ISOth  st  X  s  12.1  x  e  25  x  s  .50  x  e  125  t>j 
Vyse  av|      w  s  Vyse  av  x  s  94.8  to  180th  st  x  w  358.7  to  begin- 
ning. 
Vyse  av,  s  w  cor  181st  st.  runs  w  183.8  x  s  114  to  s  s  181st  st 
X  e  19.10  X  —  to  180th  st  x  e  50  x  n  100  x  e  100  to  av  x  n  25 
to  beginning. 
Vyse   av,   s   e   cor   ISlst   st,   runs   e   100.8   x   s  99.11   x   e   25   x   1 

6.8  X  w  1.10  X  s  166.3  x  w  121.1  to  av  x  n  270.9  to  beginning 
l»lst_st,  s  s,  225.8  e  Vyse  av,  runs  e  32.2  x  s  86.8  x  w  28.6  x  i 
86.7  to  beginning,  vacant. 

Chelsea  Realty  Co  to  Joseph  Fried.  B  &  S.  Aug  1.  Aug  2 
1906.      11:3128   and   3133.  other  eonsid   and   I'OO 

Daly   av,   No   2013,   w  s,   o4.7  s   179th   st,   22.1x111.6,   2-sty   frame 
dwelling.     Hyman  Axelroad  et  al  to  Isadore  Davidoff      Mort  $5  - 
^  5110.     July  27.     Aug  1,  1906.     11:3122.  other  eonsid  and  100 

■De  Milt  av,  s  w  s,  at  n  w  s  Soundview  pi,  lots  70  to  75  map  Pen- 
field  property,  South  Mt  Vernon,  300x100. 
De_  Milt  av^  s  w  s.   at  s  e  s   Soundview  pi,  82.5x90x100x100,  lots 

lO  and  77  same   map. 
De  Milt  av,  n  e  s,  lots  88  and  89  same  map.  100x100. 
Soundview  pi,  s  e  s,  lots  90  to  93  same  map.  202.5x100. 
De   Milt   av,  n   e  s,   at  s   e   s  Disbrow  pi,   100x100x100x112,   being 
lots  245  and  246  same  map. 

Thos  D  Penfield  et  al  INDIVID,  EXRS,  &c,  Geo  J  Penfleld  dec'c 
to  Wm  W  Penfleld.  All  title.  Sept  16,  1898.  July  31,  1906. 
R  S  $1.  500 

Eagle  av.  No  725,  w  s,  38  s  156th  st,  18x99.2,  2-sty  brk  dwelling. 
Joseph   Fettretch   et   al   to   Sarah  Leve   and   Rosabelle   G  Myers 
Mort  $6,.50<).     July  2.     Aug  2.  1906.     10:2617.  other  eonsid  and  100 
Eagle  av,  No  600.  e  s,  .387.9  n  Westchester  av,  25x115,  3-sty  frame 
dwelling.      Louis   Engelking  to  John  Weiss.     Mort  $4  000      July 
^  27.     July  28,   1906.     10:2024.  other  eonsid  and  IW 

-Edison  av|w   s.   2.50  n   Tremont   road,   runs  w  190  to  e  s   Pilgrim 
Pilgrim  av   |     av  x  n  37.4  x  n  e  15.6  x  e  181  to  av  x  s  50  to  begin- 
ning.     Bankers    Realty    &    Security   Co    to    Frederick    Ehrenberg 
July  25.     July  27.  1006.  other  eonsid  and  10( 

*Eastern  Boulevard,  n  s,  50  e  Quincy  st.  27.6x112.6x79.2x100. 
Eastern  Boulevard,  n  s.  25  e  Quincy  st.  25x1011. 
Eastern  Boulevard,  n  e  cor  Quincy  st,  25x1(10. 
Eastern  Boulevard,  u  w  cor  Quincy  st,  2.5x100. 
Eastern  Boulevard,  n  e  cor  Swinton  st,  25x100. 
Eastern  Boulevard,  n  w  cor  Swinton  st,  2.5x100. 
Eastern   Boulevard,   n  s.  25  w  Swinton  st,  .50x100. 
Scribner  av.  n  s.  27.9  w  Eastern  Boulevard,  ,50xlC)0. 
Scribner  av,  n  s,  177.0  w  Eastern  Boulevard.  2.5x100. 
Scribner  av,   n  s,   202.9  w  Eastern   Boulevard,   125x100. 
Gifford  av.  s  s,  203.10  e  Balcom  av.  .50x100. 
Swinton  st,  s  w  cor  Gifford  av,  20.10x100.8x02.8x83.2. 
Balcom  av.  n  e  cor  Gifford  av.  50x107. 7x.50xl05.9. 
Balcom  av.  s  e  cor  Scribner  av.  runs  e  397.0  x  s  9.11  to  n  s  East- 
ern Boulevard  x  w  4  x  w  .397.5  to  Balcom  av  x  n  3.4  to  begin- 
ning. 
Gifford  av.  n  s.  105.9  e  Balcom  av.  .50x100. 
Westchester. 

Release  mort.     Robert  Miller  to  John  R  Peterson.     July  26.  July 
30.  1906.  nom 

•"Eastern  Boulevard,  n   w  cor  Swinton  st,  25x100.     John  R  Peter- 
son  to   Mary   A   Nally.      July  30.      Aug  2,    1906. 

other  eonsid  and  100 


00 
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DENNIS  G.  BRUSSEL 

ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT-HE  AT- POWER 


The  Brussel  Method  and  organization  is 
devoted  exclusively  to  the  electrical  prob- 
lem of  the  building.  Independent  plants 
installed,  or  wiring  for  street  service.  Write 
for  particulars, 

15  West   29th    Street,    N.  Y. 


*Eastern    Boulevard,    n    s.    ."()  e   Quiney   s_t,    'JT.Gxl  l'J.f>xT!l.2.\llMJ. 

Eastern  Boulevard    n  w  cor  Quiney  st.  2oxlOO. 

Glftord   av.   s   s.   2(V?.10  e   Baleom  av.  ."iOxinO.  I 

Johu  R  Peterson  to  Benjamin  Packer  and  Fredi  Baunie.  July 
SO.      Aug  2,   1900.  other  eoiisid  and   l(ll> 

♦Eastern  Boulevard,  n  s.  25  w  Swinton  si,  .50x100.  John  R  Peter- 
son  to   Maria   Urbansky,    of   Brooklyn.     July  .W.      Aug  2.    1901k 

other   consid   and    KX) 

♦Eastern  Boulevard,  n  e  cor  Swinton  st,  25x100.  John  R  Peter- 
son   to   Thomas    Gilligan.      July   30.     Aug   2,    lOOfi. 

other  consid  and  100 

♦Eastern  Boulevard,  n  e  cor  Quiney  st,  25x100.  John  R  Peter- 
son  to  Augustus  M   Field.     July  30.     Aug  2,   IDOl!. 

other   consid   and   100 

Franklin  av,  w  s,  110.3  n  of  the  tangent  point  directly  n  of  lOSth 
St.  runs  n  70.0  x  w  108.8  x  s  00  x  w  11.0  x  s  —  x  e  44  8  x  n 
40.2  X  e  115  to  beginning,  3-sty  frame  dwelling.  Hyman  Rosner 
to  Julius  Myer.     Mort  .$18,000.     Aug  1.     Aug  2,  1900.     10:2012. 

other   consid   and    100 

Forest  av.  No  1100.  old  e  s,  103  n  100th  st.  22x100,  with  strip  bet 
old  and  new  lines  of  av.  2-sty  frame  dwelling.  Wm  C  Butler 
INDIVID  and  as  ADMR  Stephen  Butler  dec'd  and  et  al  to  John 
Burke.      July    12.      July    31,    1900.      10:2001. 

other   consid   and    lOO 

Fulton  av.  No  1571,  w  s,  250.9  n  Wendover  av,  .50xl5S.2x.50.3x 
103.1.  5-stv  brk  tenement.  Jerry  Altieri  Co  to  Rosa  Altieri. 
Mort   .1:45.000.      July   27.     July  .•?!,   1900.      11:2929. 

other    consid    and    100 

Fulton  av.  w  s.  32.8  s  Wendover  av,  50xl10.2x.50.4xl03.11.  5-sty 
brk  tenement.  Jerry  .\ltieri  Co  to  Rosa  Altieri.  Mort  $30,- 
000      July  27.     July  31,  1900,     11:2928.  other  consid  and  100 

Franklin  av.  No  1205,  n  w  s,  abt  142  s  lOSth  st,  17.2x83.7xl0.8x 
80  s  w  s,  with  strip  in  front,  bet  old  and  new  lines  of  av,  2-sty 
frame  dwelling.  Elbert  H  Dickinson  to  Frieda  Wattenberg. 
B  &  S.     Mort  .$3,300.     July  12.     July  31.  1006.     10:2011. 

other   consid   and   100 

♦Grant  av,  s  s,  .50  e  Garfield  st.  2.5x100.  Agnes  Decker  to  Fred  L 
Blofl.gett.      Mort    S3,.500.      Aug   1.      Aug   2.    lOOO. 

other  consid   and   100 

*Grant  av,  s  s.  25  e  Garfield  st.  25x100.  Joseph  C  Luke  and  ano 
to   Fred   L  Blodgctt.      Mort   )f;0.50.      Aug  1.     Aug  2,   1900, 

other   consid    and   100 

Grant   av.   n   c   cor  105th  st,  .32..«;x102.8x41. 9x103.4.  I 

Grant  av.  fe  e  cor  ItJOth  st,  32x100.0x32x100.4. 
vacant.  ' 

Release  mort.  Michael  D  Howard  and  ano  to  Whitney  Construc- 
tion  Co.     July  2.     July  31.   1900.  ■  9:2448.  2,340 

Same  property.  Release  mort.  Bronx  Home  Realty  Co  to  same. 
July  2.     July  31.  1900.     9:2448.  other  consid  and  100 

♦Gifford  av.  n  s.  105.8  e  Balcom  av.  25x100.  John  R  Peterson  to 
Catherine   A   Didrikson.      July  30.      Aug  2,    1000. 

other   consid   and   100 

♦Gifford  av,  n  s,  1.30.8  e  Balcom  av.  25x100.  John  R  Peterson  to 
Geo  H  Snow.     July  30.     Aug  2,  1900.  other  consid  and  100 

Grand  av.  e  s,  .382.8  s  Burnside  av,  25x90,  2-sty  frame  dwelling. 
The  Lochinvar  Realty  Co  to  Henry  Newbury.  Mort  .$0,500,  Aug 
1.     Aug  2.  19O0.     11:2870.  other  consid  and  100 

♦Grant  av,  n  s  130  w  Unionport  road,  2.5x100.  2-sty  frame  dwell- 
ing. Bertha  Baresel  to  Robert  .\delman.  Mort  $3,000.  Aug  1. 
Aug  2.   1900.  100 

Hughes  av.  No  2127.  w  s.  17.10  s  181st  st.  runs  w  95  x  n  41.11  to 
s  s  ISlst  st  X  s  e  98  to  av  x  s  17.10  to  beginning,  2-sty  frame 
dwelling.  James  T  Murray  to  Gerald  C  Conner.  Morts.  &c, 
.$8,811.00.     Aug  1.      Aug  2.  1900.      11:3070.       other  consid  and  100 

Heath  av.  w  s.  490.10  s  Kingsbridge  road.  25x100,.  vacant.  Ford- 
ham  Realty  Co  to  Herman  C  Borger.  of  Northport,  L  I.  Mort 
.$4,500      Aug  1.1900.     11:.32.39.  other  consid  and  100 

Hughes  av.  No  24.58,  e  s,  95  n  188th  st.  10.8x.S7.0.  2-sty  frame 
dwelling.  .\rcangelo  Mezzacappa  to  Giovannina  wife  Nicholas 
Damiane.     Mort  $3,432.     July  28.     July  30,   190(i,     ll:.307e. 

other  consid  and  100 

Hughes  av.  No  24.58.  Agreement  by  party  2d  part  to  accept  title  as 
f-r-^nlce  under  deed  dated  July  28.  1900.  and  to  pay  party  1st  part 
$15  per  month  and  set  apart  2  rooms,  rent  free,  &c.  for  life. 
&c.  Nicholas  Damiane  with  Giovannino  Damiane  his  wife.  July 
28.     July  30,  1900.     11;.3070.  nom 

Intervale  av.  No  1118,  e  s,  145.8  s  w  Kelly  st,  runs  s  e  .55.11  x  e 

51.1  to  w  s  Kelly  st  x  s  17.5  x  w  58.4  x  n  w  01.5  to  Intervale  av   . 
x   n    20   to   beginning.   3-stv   frame    tenement.      Charles   Cramer 
to    Peter    A    Murray.      Mort    $3..50O.      July    20.      July    27.    1900. 
10:2706.  other  consid  and  100 

Intervale  av.  n  w  s.  378.11  s  w  Home  st.  2.5xl20.7.x25x127.11.  va- 
cant. Margaret  Haggertv  to  Frank  Rericha.  Mort  $1,700.  July 
31.     Aug  1.  1900.     10:2092.  other  consid  and  100 

Jerome  av.  No  18.50,  e  s,  149,4  s  Mt  Hope  pi,  20,7x101x20x90.1, 
3-sty  frame  tenement,  Gerald  C  Connor  to  Ellen  Murray. 
Mort  $0,750.     Aug  1.     ,\ug  2,  1900.     11:2851.  other  consid  and  100 

Jackson  av,  No  888,  e  s.  154  n  161st  st.  25.7x83,  3-sty  frame 
dwelling.  Mary  A  Sheeran  INDIVID  and  EXTRX  Edward 
Sheeran  (deceased)  to  Jacob  A  Braun.  Aug  1.  Aug  2,  1900. 
10:2048.  other  consid   and   lOO^ 

Jackson  av.  No  1090,  n  e  cor  160th  st,  19,0x.87.6x]9.2x.S7.0.  3-sty 
brk  tenement  and  store.  Otto  M  Bierling  to  Mary  Brode.  Mort 
$14,000.     July  .30.     Aug  1.  1906.     10:2051.  other  consid  and  100 

Jerome  av     |e  s.   194.8  n   l(i5th  St.  214x —  to  Cromwell   av.  abt   17 

Cromwell  ay|  lots.  Agreemnt  as  to  ownership,  interest.  &c, 
under  contract  dated  Mar  IS.  1905.  for  $32  000.  Jessie  B  Croni- 
mette  with  Louis  R  Berg.  Mar  18.  1905.  July  31.  1906. 
9:2.503  and   contracts.  nom 

♦Kinsella  av.  n  s.   123  e  Rose  St.  25x100.    _  I 

Kinsella  av,   n  s,   174.0  w   Bronxdale   av.   2.5x100.  | 

Agnes  K  Mulligan  to  Frederick  Rieper.  Mort  $700.  July  23. 
Aug  2.  1900.  nom 

Lafayette  av.  old  line,  s  w  cor  Tiffany  st.  runs  s  along  st  02.2  or 

07.2  X  n  w  72.10  x  n  e  25  to  s  s  of  av  x  —  32.10  to  beginning, 
vacant.  Demorest  &  Little,  a  corporation,  to  John  McClurg, 
Jr.     %  part.     July  31.     Aug  2,  1900.     10:2737.  nom 


Same  property.  Henrv  C  Demorest  et  al  to  same.  ',4  part.  Q  C. 
July  31.     Aug  2,  1900.     10:2737.  nom 

Same  property.  Release  judgment.  Lawrence  N  Martin  to  same. 
July  23.      Aug  2,    1901!,      10:2737.  nom 

Lo:igwood  av.  No  1(144.  s  s.  29.S.4  e  Prospect  av.  37,6x110,  .5-sty 
brk  tenement,  .\rtliur  Berel  to  August  L  Knoepke,  Mort  $.30.- 
000.     Aug  1.  190!i.     10:20.88.  other  consid  and  100 

Lind  av         Iw   s.   004. .'{  n   from  e  s  Sedgwick  av.   runs  n   1.55  x  w 

Sedgwick  av|  149.10  to  e  s  Sedgwick  av  x  s  157.11  x  e  119.2.  2-sty 
frame  dwelling  and  vacant.  John  F  Kaiser  et  al  to  John  H  Jones. 
Mort   $10,750.      July   26,      July   27,    1900.      9:2527. 

other  consid  and   100 

Longwood  av.  No  1044,  s  s,  298,4  e  Prospect  av.  37.0x110,  5-sty  brk 
tenement.  Samuel  Altschul  and  Nettie  his  wife  to  Arthur  Berel. 
%  part.  All  title.  Mort  $30,000.  July  27.  July  28,  1906. 
10:2088.  other  consid  and  100 

Longwood  av.  No  1040,  s  s,  200,10  e  Prospect  av,  .37.0x110,  .5-sty 
brk  tenement.  ,\rthur  Berel  and  Sarah  his  wife  to  Samuel  Alt- 
schul. %  part.  All  title,  Mort  $30,000.  July  27.  July  2.8. 
1900.      10:2088.  other   consid   and   100 

Morris  av     |  w   s.   50   s   178th    st.   50x120.    except   part    for   Grand 

Concourse  |  Boulevard  and  Concourse.  2-sty  frame  dwelling. 
Martin  Walter  to  Elizabeth  wife  Martin  Walter.  Mort  .$2,000. 
Aug  L     Aug  2,  1900.     11:2808,  nom 

Mott  av.  Nos  310  to  314,  e  s,  792  s  144th  st,  runs  n  c  7.2  x  n 
42.9  X  s  e  142  x  s  w  85  x  w  133.0,  4-sty  stone  front  dwelling 
and  two  2-sty  stone  front  dwellings.  David  Rosseau  to  New 
York  State  Realty  &  Terminal  Co,  Mort  $10,000.  Aug  1.  Aug 
2,  1900.     9:2,341.  other  consid  and  100 

Morris  av.  No  20(50.  e  s.  203.9  n  Burnside  av.  25x100.  2-sty  brk 
dwelling.  Rose  V  Malone  to  Sarah  Taub.  Mort  .$5,000.  Aug  1. 
1900.      11:3178  and  3179.  other  consid  and   100 

Morris  av.  w  s,  551.9  n  190th  st,  .50.2x,SS.,Sx51 .4x96.2.  vacant.  I 

Morris  av.  n  e  cor  Park  View  Terrace.  113.7x100.11x126.2x106.5,! 
vacant,  •  | 

Albert  Wiggers  to  Jennie  H  Reid  and  Martha  L  Collard,  of  Essex 
Co,  N  J,  and  Eleanor  L  Edwards,  of  Huddson  Co.  All  liens. 
Apr  30.    1904.     July  31.   1906.      12:.33],8.  gift 

Monroe  av.  Xo  1094.  e  s.  12.5  s  174th  st,  old  line,  2.5x95.  2-sty  frame 
dwelling.  Julius  I  Livingston  to  John  J  Larkin.  July  26.  July 
.30.    1906.      11:2791.  other   consid    and    100 

♦Madison  av.  s  w  cor  Robin  av.  50x100.  Bankers  Realty  &  Se- 
curity Co  to  James  H  Tibbits.  Borough  of  Queens.  N  Y.  July 
30.   1906.  other  consid  and  100 

♦Murdock  av.  e  s.  400  s  Jefferson  av.  50x100.  Land  Co  A  of  Eden- 
wald  to  David  Ashkenazy.     July  26.     July  30,  1906.  nom 

♦Oakes  av,  e  s.  1.50  s  Jefferson  av.  .50x100.  Land  Co  B  of  Eden- 
wald  to  James  F  Gallagher.      Mar  6.     .\ug  1.  .1906.  nom 

♦Old  Boston  road  w  s,  220.11  s  Elizabeth  st.  25.4x101.0x25x103.4, 
Olinville.  Margt  A  Heath  and  ano  to  Caterina  Viola.  Mort  $1.- 
200.     July  27.     Aug  1,1900.  1,500 

♦Olinville  av  (2d  av),  w  s,  000  n  210th  st,  7.5x100.4.  Martha  A 
Smith  to  Gustave  Blass.     Mort  .$2,000.     July  27.     July  28.  1906. 

nom 

♦Old  Boston  road,  w  s,  275.0  s  Elizabeth  st.  25x97.1x2.5x99.8. 
Mar.gt  A  Heath  an  dano  to  Felice  Di  Pietro  and  Maria  Di  Pietro. 
Mort    $2000.     July  27.      .Tuly  30.   1906.  4.000 

Park  av  West  n  w  cor  1.89th  st.  runs  n  147.10  x  w  00.11  x  s  .30 
X  w  .50  X  s  19.11  X  s  91.7  to  st  x  e  125.11,  vacant.  Release  mort. 
Bowerv  Savings  Bank  to  .Tohn  F  Steeves.  Henrv  H  Barnard  and 
Bradley   L   Eaton.      July   20.      July  27.    1900.      11:3032.  2  000 

Same  propertv.      John  F  Steeves  et  al  to  Henry  J  Hemmens.     July 


25.     July  27.  1900.     11:.m32. 


other  consid  and   100 


Perry  av.  e  s,  200  s  209th  st.  2.5x100,  2-sty  frame  dwelling. 
Thos  F  Rilev  et  al  to  Eva  Stamm.  Mort  $4,500.  Aug  1.  Aue 
2,   1900.      12:3.347.  other  consid   and   100 

Pelham  av.   No  0.84  I  s  e  cor  Webster  av.  .30.9x1 27.3x.38.7 

Webster  av.  Nos  2514  to  25221  x127.7.  2-sty  frame  dwelling  and 
store,  .3-sty  frame  dwelling  and  store  and  two  1-sty  frame  stores. 
John  T  Meehan  to  Arthur  H  Murphy.  Mort  $28,000.  July  31. 
Aug  1.  1900.     11:.3033.  other  consid  and  100 

Perry  av.  No  .3002.  e  s.  100.4  s  Mosholu  Parkway  South.  25x110, 
2-stv  frame  dwelling.  Wm  C  Bereen  to  Delia  O'Connor.  Mort 
.$7  000.     July  31,     Aug  1,  1906.      12:.3281.       other  consid  and   100 

Park  av.  No  4057.  w  s.  .395.5  s  175th  st,  10  8x100,  2-sty  frame 
dwelling,  Carrie  Eckstein  to  John  and  Elizabeth  Jost.  Mort 
.$4,600.     July  31.     Aug  1.  1900.     11:2,899.        other  consid  and  100 

Park  av.  No  4229.  w  s.  214  s  178th  st.  late  road  to  West  Farms. 
25x1.50.  except  part  for  Park  av.  2-stv  frame  dwelling.  Chas  A 
Robins  et  al  to  Lizzie  Knierim.    July  27.    Aug  1.  1900.     n:.3027. 

other  consid  and  100 

♦Pleasant  (2d)  av.  w  s.  1.50  n  2d  st.  .50x100.  Olinville,  Wm  R 
Crump  to  Albert  H  Crump.  Mort  $3,500.  July  27.  July  31. 
1900.  nom 

♦Pleasant  (2d)  av.  w  s.  125  n  2d  st.  25x100.  Olinville.  Release 
mort.  Sarah  h.\  Briggs  to  Wm  R  Crump.  July  20.  July  31. 
1900.  nom 

♦Pleasant  (2d)  av.  w  s.  100  n  2d  st  .50x100  Olinville.  Release 
mort.     Same  to  same.     July  26,     July  31,  1900.  1,000 

Prospect  av.  No  .591.  w  s,  155  n  1.50th  st,  20x100  4-sty  brk  tene- 
ment. CONTR.ACT.  Beckv  Schwartz  with  Nathan  Zimmer- 
man.    Mort   $10.3.50.     July  24.     July  28.  1900.     Contracts  onlv. 

12..80O 

Pelham  av.  s  e  cor  Hoffman  st.  .53..3xl08x54.3xl08  vacant.  Mich- 
.nel  Duffv  to  Friedrich  Kummerle.  July  27.  Julv  28,  1900. 
11:.3007.  other   consid   and   100 

Prospect  av.  No  21.39  w  s.  110  n  ISlst  st,  22x150,  2-sty  frame 
dwellin-r.  CONTRACT.  James  J  Dnughertv  with  Antonio  Ga- 
liani.     Mort  $5,000.     July  25.     July  28.  1900.  0  900 

♦Pugsley  av  Is  w  cor  170th  st.  72.0  to  Tremont  av  x.S4.7x43.2.  gore. 

Tremont  nv  I  Dominic  Fasulo  and  ano  to  Samuel  Fischel.  Mort 
Mort  $1,207..50.     July  20.     July  28.  1900.  other  consid  and  100 

Prospect  av.  No  2002.  old  e  s,  20.5  s  old  line  Samuel  st  now  1.80th 
St.  10.0x1.50  2-sty  brk  dwelling.  John  Pechacek  to  .August  A 
Wimmer.  All  right,  title  and  interest.  Q  C.  Mort  $5.,500.  Julv 
30.   1900.     11:3109.  other  consid   and  100 
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*Robin  av.  e  s,  325  s  Madison  av.  runs  e  100  x  s  —  to  line  bet  lands 

Baiire  and  Ferris  x  s  w  to  av  x  n  —  to  beginning. 
Edison   av,   e   s,   150  n  Treniont   road,  25x234.0  to   w  s   Broadway 
x29.0x250.2  to  beginning. 
.  Williams  av.  e  s,  250  u  Tremont  road.  50x100. 
Madison  av.  s  w  cor  Robin  av,  50x1(10. 
Tremont  road,   n  s,  75  w  Amsterdam  av,  25x100. 
Amsterdam  av,  w  s,  125  n  Tremont  road,  25x100. 
Edison  av,  w  s,  25  On  Tremont  road,  runs  w  100  to  e  s  Pilgrim  av 
X  n  37.4  X  n  e  15. G  x  e  181  to  Edison  av  x  s  50  to  beginning. 
Release  mort.     A    Morton   Ferris   to   Bankers   Realty   &   Security 
Co.     July  24.     July  30,  lUOO.  4.100 

Robbins  av,  No  575,  w  s,  175  n  Westchester  R  R  st,  or  old  linj 
140tb  st,  25x95,  4-sty  brk  tenement.  Max  J  Adler  to  Albert 
Brasse.      Mort   $10,000.      July  27.      Aug  2,   lOOli.      10:2623. 

other  consid  and  100 

Ryer  av,  No  2068,  e  s,  556.8  n  Burnside  av,  24.5x100.10x24.5x100.7, 

2-sty  frame  dwelling.     Geo  H  Zimmerman  to  Jessie  wife  of  Geo 

H   Zimmerman       All   title.      B  &   S.      All   liens.      July  2.      Aug   1, 

1906.     11:3144  and  3149.  nom 

*Rosedale   av,   e   s,   lOU   n   Merril  st,   50x100.     Rose   Lustbader   to 

Frank  Gass.     July  30.     Aug  1,   1906.  other  consid  and  100 

*Road  to  West  Farms  Station,  w  s,  133.4  n  17Sth  St.  26.,Sx66.3x25x 
5).!. 11.  Moses  Schlansky  et  al  to  Margaret  and  Annie  M  Green. 
Mort   !f2,90O.     July  25.     July  27,   1906.  other  consid   and   100 

*Scribner  av  |s  e  cor  Balcom  av,  runs  e  397.6  x  s  9.11  to  n  s 

Balcom  av  I     Eastern    Boulevard   x   w   4   x   n   397.5   to   e   s 

Eastern  Boulevard  |  Balcom  av  x  n  3.4  to  beginning.  John  R 
Peterson   to   Wm   A   Rosenbaum.     July  30.      Aug  2,   1906. 

other    consid   and    HM) 
*Scribner  av,   n  s,  202.8  w  Eastern   Boulevard,   125x109.     John   R 
Peterson   to   Hannah   Stern.     July  .'SO.     Aug  2.   1906. 

other    consid    and    lOO 
*Scribner  av,   n  s,   177.8  w  from  n   s   Eastern   Boulevard.   25x100. 
John   R  Peterson   to  Leon  A  Spehler.     July  30.     Aug  2.   1906. 

other  consid   and   100 
St  Anns  av.  No  130  |  n  w  cor  134th  st,  26.6x100,   5-sty  brk 

134th  st,  Nos  82.5  and  827  |  tenement  and  store.  Maurice  Ahl  to 
Conrad  Witt.     Mort  $21,000.     Aug  1.     Aug  2,  inOfi.     9:2262. 

other  consid  and   UK) 
*Scribner  av,  n  s,  27.8  w  Eastern  Boulevard,  50x100.     John  R  Pet- 
erson  to   Fielding  A   Seymour.      July  30.      Aug  2,   190(). 

other  consid  and  109 
St  Anns  av.  No  340,  e  s,  100.4  n  141st  st,  25xtK),  4-sty  brk  tene- 
ment.     Frank  D  Cook  to  Chas  H  Goebel.     Mort  $11,000.      Aug  1. 
Aug  2,  190li.     10:25,56.  other  consid  and  100 

Summit  av.  n  e  cor  164th  St.  25x100,  vacant.  Eliz  M  Devine  to 
Mary  A  CoUeran.     Mort  .t!4,750.     July  2(!.     July  27,  1906.  9:2525. 

other    consid    and    KK) 
*St   Lawrence  av,   e   s,   125  n  Merrill   st,   25x100.      Sarah   Spero   to 

Julius  Heimann.     July  30.     Aug  1,   1906.         other  consid  and  100 

Stebbins  av.  No  n.S2  |s  e  s,  at  s  s  Home  st,  runs  e  52.11 

Home  st,   Nos   1056  and  1058|     x   s   94  x   n   w   102.9   to   av  x   n   e 

32.11   to   beginning,    three   3-sty  frame    tenements   and   store   on 

cor.      Herman    Mundheim   to    John    J    and    Margt    T    Rowe.      Q    C 

and  confirmation  deed.     July  20.     July  31.   1906.     10:2692.       nom 

Sedgwick  av,  w  s,  bet  Washington  Bridge  and  177th  st,  and  266. S| 

s  from  a  stone  monument,  which  monument  is  500  s  Dock  st  as 

measured    along   w   s    Riverview   Terrace,    16.8x100,    being   part 

lots  20  and  21  map  Lewis  G  Morris  at  Morris  Dock. 

Lot    at   Morris    Heights,    in    rear   of   a    lot    conveyed    by   Andariese 

and  ano  to  Pollock   by  deed  recorded  Sept  10,   1897,  and  begins 

at  n  w  cor  of  said  lot,  runs  s  16.8  x  w  16.11  to  e  s  land  NYC 

&  H  R  R  Co  X  n  16.8  x  e  15.8  to  beginning. 

Wm  Pollock  to  Helen  D  Moles.     Mort  ;f2,000.     July  7.     July  31, 
1906.      11:2882.  other  consid  and  100 

*Saxe  av,  w  s,  100  s  McGraw  av,  75x100.  I 

McGraw  av,  s  s,  25  w  Saxe  av.  25x100.  except  part  for  Tremont  av.j 
Frank  Gass  to  Rose  Lustbader  and  Johanna  Taub.  Mort  !f5,000. 
July  3],   19(X>.  other  consid  and   100 

Tinton  av.  No  920.  e  s,  101.2  s  163d  st,  26.7xl.S5,  2-sty  frame  dwell- 
ing. Magdalena  Mandler  to  Fredk  A  01pp.  Mort  .f.'i.OOO.  July 
31.     Aug  1,   1906.     10:2668.  other  consid  and  100 

Union  av  I  n  w  cor  168th   st,  26.7x96.1x22.0x96.2,  5-s(y  brk 

168th  st,  No  983|  tenement  and  store.  Isidor  Holtsberg  to  Ar- 
thur D  Katcher.     Mort  $28,500.     July  31,     Aug  1,  ItlOO.     10:2673. 

KX) 

Undercliffe  av,  e  s,  311  n  176th  st.  100x100.  I 

Undercliffe  av,  w  s,  22.9  n  170th  st,  50x100.  I 

Max  Ginsberg  to  Max  Fertig.     Mort  $8,000, 

1906.     11:2880. 

Vyse   av,   Nos  1141    to   1145,   w   s.   200  n   167th   st,   60x100.   three 

3-sty  brk   dwellings.      Abraham   A   Silberberg  to  Paul  Friedland. 

July  27.     July  2S,  1906.      10:2752.  nom 

Same  property.     Paul  Friedland  and  Jennie  his  wife  to  Abraham  A 

Silberberg.      Mort   $24,000.     July   27.     July  28,   190(>.      10:2752. 

nom 
Valentine   av   ,e   s,   198.1   n   182d  st,   2.5x75.5x25.1x73.7,   2-sty   brk 
dwelling.      Wm    P    Hageman    to    Martin    L   Henry.      Mort    .5!7.SOO. 
July   26.      July  27.    19(M1.      11:3145  other   consid   and    100 

Verio  av.  n  w  cor  2.')5th  st.  110.2x131.1x100x84.11,  vacant.  Louise 
E  Burton  to  Walker  L  Otis.  Mort  .$3,.500.  July  10.  July  30. 
1906.      12:3384.  other  consid   and  100 

Vyse  av,  w  s,  1.50  n  Jennings  st,  50x100,  vacant.  Abraham  Kauf- 
man to  Mary  P  McQueeney.  Mort  .$3,000.  July  31.  Aug  1,  1906. 
11:2987.  other  consid  and  100 

Washington  av,  e  s,  bet  Wendover  av  and  172d  st,  and  being  s  % 
lot  1.86  map  Central  Morrisania,  25x120,  except  land  for  av. 
Israel  C  Jones  to  Robt  and  Nettie  H  Morrison.  July  31.  Aug 
2.   1900.     11:2913.  other  consid  and  100 

Washington  av.  No  949,  w  s,  109.6  n  163d  st,  24.9x149.7,  2-sty 
frame  dwelling.  Michele  Sasso  to  Louis  E  Kleban.  Mort  $3.- 
.500.     Aug   1,   1906.     9:2.385.  other  consid  and  100 

Walton  av,  Nos  2062  to  2068.  e  s.  227.1  n  Burnside  av,  lOO.llx 
100.11,  four  2-stv  brk  dwellings,  Leah  Hecht  to  Joseph  Reed. 
Mort   $22,000.     July   31,   1906.      11:3179  and  3185. 

other   consid   and   100 
♦Westchester  av,  s  s,  77  e  172d  st,  25.9x122.10x25x116.9.     Release 
mort.     Joseph  J  Gleason   to   Denis   0   Mahoney.     July  21.      Julv 
28,  1906.  1,200 


July  1.8.     July  28. 
other  consid  and   100 


Washington  av.  No  2162,  e  s,  217.11  s  lS2d  st,  17;10xll7xlS.lx 
120.1,  2-sty  frame  dwelling.  Harry  W  Davis  to  Charles  Orth 
Mort   .$5000.     July  30.     July  31,    1906.      11:3049. 

other  consid  and  10.) 
Westchester   av,   No  808,   s   s,   32.5  w  Eagle   av,   29.4x90..5x29.x95, 
.i-sty  brk  tenement  and  store.      Auguste  C  Buckmann   to  John  D 
Altherr.     Mort  $26,000.     July  17.     Aug  2,  190li.     10:2616. 

„.  ^  ,  ,., other  consid  and  100 

Webster  av.  No  13oo,  w  s,  311.5  s  170th  st,  25x90,  4-sty  brk 
tenement.  Michael  J  Lane  to  Thomas  Cogan.  Mort  $11 500 
July  30.      Aug  2,  1006.      11:2887.  other  consid  and  100 

Woodycrest   av,   w  s,   196.7   s   l(i8th  st,  25x89.8x25.5x94.8    vacant 
Wm  H  Nelson  to  John  F  Kaiser.     July  24.     July  28:  196.  9:2515. 
„.  ,  .,_„  other  consid  and  100 

Webster  av.  No  2iS6,  e  s,  513.2  s  200th  st,  1.5x64.11,  1-sty  frame 
store.  Conrad  E  Kremp  to  Thoss  H  Roach.  Mort  $3,933.33 
July  7.     July  28,  1906.     12:3273.  *  nom 

Webster  av.  No  2786,  e  s.  513.2  s  200th  st,  15x64.11.  I 

Webster  av,  No  2784.  e  s,  528.2  s  200th  st,  15x04.11.  | 

two  Isty  frame  stores.  '  1 

Conrad  E  Kremp__  to  Edw  J   Kehoe.      Mort  .$8,000.     July  6.     July 

*Whito  Plains  road,  w  s,  600  n  Morris  Park  av.  .50x100      Hannah 
Stern  to  Lillian  A  Cooper.     Mort  $3,300.     July  21.     July  3(»,  1906. 
^., ,  other   consid   and    100 

*_'d  or  Pleasant  av,  e  s,  475  n  216th  st,  50x99.10,  Olinville     Chris- 
tian  H   Werner   to   Eliza  J   Lyie.      Mort  $1,000.     July  26.     July 
.  -'•   ]006.  other  consid  and  100 

"lith  av,  e  s,  59.4  s  217th  st,  50x100,  Laconia  Park.  Ida  Hillmann 
to   Anna  Werner.     Mort  $700.     June  28.     July  28,  VM(i. 

other  consid  and  100 

Interior  lot  in  rear  of  No  1053  Tinton  av,  begins  at    v  I  block  bet 

Tinlon  and  Forest  av,  368  n  165th  st,  runs  n  24  x  e  25  x  s  24  x 

w  25   to  beginning.     Annie   H  Roach  to  Jenny  F  Conboy.     June 

18,     Aug  1,  1906,     10:2660.  other  consid  and  100 

•'■Lot   19  map   subdivision  of  plot   1   map  Classens   Point.      Hudson 

P  Rose  Co  to  Nicola  Prezioso.     July  11.      Aug  1,   1906  nom 

*Lots  322  and  323  and  325  to  352-  (.30  lots)  on  map  No  1131 
amended  map  Adee  Park.  Release  mort.  Ada  M  Adee  ass  COM- 
MITTEE Clara  A  Adee  to  Hale  Building  &  Realty  Co.  July  24 
July  28,  1906.  other  consid  and  100 

*Lots  :>,  to  60.  95,  114  to  117,  124  to  1.30,  1.54  to  157,  264  to  271 
and  :W(i  to  .309  (32  lots),  same  map.  Release  mort.  Same  to 
Jennie   Adee.      July  24.      July  28,    1906.  other  consid   and   100 

*Lots  44  to  49,  .52  (0  5(!.  61  to  68,  97  to  113,  166,  167,  ISS  to  193 
200  and  2!>1,  318  to  321.  353  to  376  and  .396  to  398  (77  lots), 
same  map.  Release  mort.  Same  to  Warwick  Realty  &  Con- 
strucjion   ("o.      July  24.      July  28.   1906.  other  consid  and   100 

*Lots  .59  and  60  same  map.      Hale  Building  &  Realty  Co  to  Jennie 

Adee.      July   ](i.     July  28,   1906.  other  consid  and   100 

*Lot  245  or  w  y,  of  lot  245  map  No  298  of  Penfleld  property  at 
South  Mt  Vernon.  Release  mort.  The  Provident  Life  &  Trust 
Co  of  Philadelphia,  Pa,  to  Wm  W  Penfield.  July  17.  July  31. 
1906.  350 

"Same  property.      Wm  W  Penfield   to  Benno   Neuberger.     Julv  30. 

July   31.    1906.  100 

*Lot  233  map  W  A  and  H  C  Mapes.  near  Westchester.  John  S 
Mapes  to  Andrew  and  Antonina  Forembski,  Aug  1.  Aug  2, 
1906.  nom 

Lots  204  and  205  amended  map  Cammann  estate  at  Fordbam 
Heights,  except  part  for  new  bridge  approach  at  Fordham 
Hei.ghts.  John  C  Rodgers  to  Mary  wife  of  Stephen  H  Mapes, 
of  Scarsdale,  N  Y.     Jan  15.     Aug  2,  1906.     11:3235.  nom 

Same    property.      Mary    wife    Stephen   H    Mapes    to    Frank   J    Mc- 

Ardle.     July   26.      Aug  2,   190(i.      11:32.35.  nom 

*Lots   300   to    303   map    W    A    &   H    C    Mapes,    near   Westchester 

Wm  A_ Mapes  to  Edw  C  H  Steinbeck.     July  16.     Aug  2.  1006.     nom 
*Lots  174  and   17(!  map  Jacksonville  property,  Eastchester.      John 
W   Brown   to  Christian  H  Werner.     June  4.     Aug  2,   190('). 

other  consid  and  lOO 
*Lots  46.   47   and  48   map   W  A   &  H   C   Mapes   near  Westchester. 
Wm  A  Mapes  to  Robt   E  and  Allen  Walker  and  Edmund  L  Stef- 
tens.      Aug    1.      Aug   2,    1906.  nom 

*Lots  240  to  244  map  W  A  &  H  C  Mapes  near  Westchester.  Park 
Versailles  Realty  Co  to  Robt  E  and  Allen  Walker  and  Edmund 
L  Steffens.      Aug  1 .     Aug  2,  1906.  nom 

*Lots  11,  25.  26.  92.  98,  99.  141.  142,  143.  187A,  187,  188,  189, 
190  and  207  (15  lots)  on  map  No  426  of  building  lots  near  Will- 
iamsbridge    Station.      Milton   Realty   Co    to   A   Shatzkin   &   Sons. 

Morts  .$ .     July  .30.     July  31.   1906.  100 

*Plot  begins  .590  e  White  Plains  road,  at  point  725  n  along  same 
from  Morris  Park  av,  runs  e  100  x  n  2.5  x  w  100  x  s  2.5  to  begin- 
ning. Release  mort.  Regent  Realty  Co  to  Geo  A  Devermann. 
July  20.     July  31,   1906.  700 

•"Plot  begins  940  e  White  Plains  road,  at  point  750  n  along  same 
from  Morris  Park  av,  runs  n  2.5  x  w  100  x  s  25  x  e  100  to  begin- 
ning, with  right  of  way  to  Morris  Park  av.  Jacob  Cohen  to  An- 
drew G  Anderson.     Mort  $3,000.     July  27.     July  30.  1906. 

other  consid   and   100 
*PIot   begins  940  e  White  Plains  road  at   point  77.5  n  along  same 
from  Morris  Park  av,  runs  n  25  x  w  lOO  x  s  2.5  x  e  100  to  begin- 
ning, with  right  of  wav  to  Morris  Park  av.     Jacob  Cohen  to  Lina 
Anderson.      Mort    ,$3,000.      July   27.      July  30,    1906. 

other  consid  and  100 
*Piot  begins  990  e  White  Plains  road,  at  point  .S20  n  along  same 
from  Morris  Park  av.  runs  e  100  x  n  2.5  x  w  100  x  s  2.5  to  begin- 
ning, with  right  of  way  to  Morris  Park  av.  Jacob  Cohen  to 
Biagio  Colloraffi  and  Pietro  Gallucci.  Mort  .H3.000.  July  25. 
July  28,  1906.  other  consid  and  100 

Plot  at  Fieldston.  near  Riverdale.  begins  652  e  of  c  1  H  R  R  R 
track  as  in  year  1869,  at  n  line  of  premises  devised  to  party] 
1st  part  by  Joseph  Delafleld  by  will  in  year  1867.  and  designated! 
as  parcel  11  and  described  in  deed  recorded  Apr  (!.  1906.  and 
contains  77.626  sq  ft,  fee  simple.  I 

Parcel    F.    described    in    deed    recorded   as    above,    contains   1.2.581 

sq  ft.     Q  C. 
Parcel  C,  described  in  deed  recorded  as  above,  contains  42,782  sq| 
ft,      Q    C.  I 

Julia    L   Delafleld    to    Maturin    L   Delafield.      July   24.      July   27. 
190(5.     13:3418.  nom 
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Conveyances 


RECORD    AND    GUIDE 


Bronx 


August  4,  1906 


THE  CHARLES  H.  SMITH  CO.  SELLl^6,  Renting,  Coilecting 

REAL    ESTATE  ^1  10  Van  Siclen  Ave.,  Brooklyn 


East  New  York  (26th  Ward)  Property "i' 
Specialty  Send  Partieularri 


I'art  lot  7  oil  map  No  SV>  of  the  south  part  of  farm  Peter  Valentine 
at  Fordham,  begins  at  east  line  land  Chas  Berrian  at_  line  bet 
lots  (i  and  7,  runs  e  li.S  to  point  1(!.S  \v  Valentine  av  x  s  7'.l.ll  x  w 
(iS.2  X  n  70.11  to  beginning.  Geo  E  Buckbee  to  John  H  Hen- 
shaw.     July  2T>.     July  2~.  ItXJIi.     11:3152.       other  consid  and   KM 

Parcel  0,  described  in  deed  recorded  Apr  (!,  I'JOli,  contains  16'J,- 
959  sq   ft,   fee  simple. 

Parcel  E,  described  in  deed  as  above,  contains  2,(jGl  sq  ft.    Q  C. 

Parcel  B,  described  in  deed  as  above,  contains  98,039  sq  ft,  land 
under   water,   &c.      Q   C. 

Maturin  L  Delafield  to  Edw  C  Delafleld.     July  25.     July  27,  1906. 
13:3418.  nom 

Same  property,  except  parcel  (1,  contains  170,00<i  sq  ft,  tee  sim- 
ple, and  parcel  E,  contains  1,949  sq  ft,  Q  C;  and  parcel  B,  con- 
tains 98,813  sq  ft.  Q  C,  land  under  water,  &c.  Maturin  L  Delafleld 
to  John  R  Delafield.     July  25.     July  27,  1901).     13:3418.  nom 

*Plot  of  4  acres  of  salt  meadow,  bounded  e  and  n  by  salt  meadow 
of  Wm  Watson,  w  by  John  Valentine  and  Joseph  Thwaites,  and  s 
by  the  Creek.  Frank  Jenkins  to  James  J  Murray.  Q  C.  Mar  13. 
Rerecorded  from  Mar  19,  lOCM).     July  27.   1900.  100 

MISCELIiANEOUS. 

All  right,  title  and  interest  to  plot  lying  within  the  exterior  lines 
of  the  Old  Point  road  or  old  road  leading  to  Hunts  Point  on  map 
No  41  filed  in  Westchester;  and  also  as  said  old  road  now  ex- 
ists, with  awards  for  any  parts  taken  for  new  sts,  &c. 

Also  all  right,  title  and  interest  to  plot  on  Old  Hunts  Point  road, 
n  s,  being  within  biks  bounded  by  Eastern  Boulevard.  East  Bay 
av,  Longfellow  st  and  the  New  Hunts  Point  road,  with  awards, 
&c.  I 

Marie    L   wife    Walter   F    Miller   to    Geo    P   Johnson.      July    27, 
1906.     10:2708   to  2772, ,  2775,   2777  and  2780. 

other   consid    and   55 

All  right,  title,  &c,  in  1100  lots  of  Ogden  estate  at  Highbridge,  of 
which  Wm  B  Ogden  died  seized.  Julie  H  Macfle  to  Fredk  G  Rus- 
sell. B  &  S.  Mar  22,  1904.  Rerecorded  from  Jan  18.  1905. 
July  25,  190(!.  9:250()-252C.-2521 -2522-2.528  to  2538,  2540-2.541- 
2.542  and  ll:2S73-2874-2875-2SSn-2s,S2  and  2884.  nom 

All  right,  title  and  interest  and  estate  of,  in  and  to  all  undivided 
estate  of  Wm  B  Ogden.  Same  to  same.  Mar  21,  1904.  July  25, 
1906.     Blk  Nos  as  above.  nom 

*Grant  of  lands  in  Bronx  an!  Pelham  Parkway  and  in  Pelham  Bay 
Park,  authorized  by  chapter  670  laws  of  1905,  a  strip  not 
more  than  60  ft  wide  contiguous  to  and  on  east  side  of  existing 
right  of  way  of  said  R  R  Co  as  far  as  said  right  of  way  passes 
through  said  park  and  parkway,  begins  at  Westchester  yards  and 
runs  to  Pelham  Manor,  contains  329,250  sq  ft.  The  City  of  New 
York  to  The  Harlem  River  &  Portchester  R  R  Co  and  the  N  Y. 
N  H  &  H  R  R  Co.  its  lessee.  All  title.  B  &  S.  June  .30.  July 
30,  lOno.  74,742.70 


LEASES 


Under  this  head  all  Leases  recorded.  Assignment  of  Leases  and 
Leasehold  Conveyances  will  be  found.  The  expressed  consideration 
following  the  term  of  years  for  which  a  lease  Is  given  means  so 
much  per  year.) 

July  27,   28,   30,   31,   August   1,   2. 
BOROUGH   OF  MANHATTAN. 

Bedford  st.  No  4,  all.     Honore  Loretz  to  Angelo  Michelini  and  ano; 

5  years,  from  July  1,  1906.     July  30,  1906.     2:527 960 

Bedford  st,   Nos   14  and  16.      Surrender  lease.     Domenico  Lagrut- 

ta  to  Wm  and  Julius  Bachrach.     July  31.     Aug  1,  1906.     2:527. 

814.62 

Bleecker  st.  Nos  358  to  364.     Surrender  lease.     Denis  M  Gallo  to 

Henry  L  Goodwin  and  ano  EXRS,  &c,  Matilda  E  Goodwin.     June 

15.     July  31,   1906.     2:620 1,2.50 

Broad  st,   No  88.    Assign  lease.     Charles  Quadt  to  Henry  Morick. 

July  26.     July  27,   1906.     1:11 nom 

Broome  st.  No  202,  all.     Fannie  A  O'Callaghan  to  Richd  J  Lacey; 

5    years,    from   Apr   1,    1006.      Aug   2,    1906.      2:352 2,500 

Broome  st,  No  259|s   w   cor,   store   and   two   basements.     Israel   M 
Orchard  st.  No  85     |     Oshinsky    and    ano    to    Samuel    Grossman:    5 

3-12  years,  from  Feb  1,  1907.     July  30,  1906.     2:413 2,100 

Broome    st,    No    309.      Assign    lease.      Abraham    Felder    to    Jacob 

Steierman.      July  7.     July  31,   1906.     2:418 nom 

Canal  st.  No  399,  part  of  store  and  basement.     Henry  Y  Satterlee 

ct  al   to   Louis  M  Simon;   2  years,  from  May  1,   1907.     July  31, 

1906.    1:227 620 

Clinton  st.   No  210.  2d  store   south  of  entrance.      Barnet  Goldfein 

to   Louis   Rattner;   2  years,   from   May   1,    1906.     July  31,   1906. 

1:269 420 

Clinton  st.  No  9,   w  s,  100  s  Houston  st,  25x64,     Chas  J   Beck  to 

Elighu  or  A  L  Goldstein  and  ano;  21  years,  from  Aug  10,   1906. 

July  27,   10(16.      2:3.50 taxes,   &c,   and   1.1.50 

Same  property,     .\ssign  lease.     Simon  Tannenbaum  to  same.     July 

10.     July  27,   1906.     2:3.50 nom 

Columbia  St.  No  88,  all.     Kreminitz  Realty  and  Commercial  Co  to 

Max  Grossman  and  ano;  3  years,  from  Aug  1,  1906.     Aug  1,  1906. 

2:334 4,000 

Delancey   st.    No   48,    all.      Michael   J    Adrian     to     Hyman     Bratt- 

schneider   and  ano;   3   years,   from  May   1,   1906.      Aug  1,   1906. 

2:420 1,800 

Delancey   st.   No   28,   all.      Miriam   King   to   Dora   Appel;    3   years. 

from   May   1,    1006.     July  31,    1906.      2:420 3.600 

Delancey  st.  No  246,  all.     George  Modell  to  Max  Mencher;  2  yrs, 

from   June   1.   1906.      July   31,   1006.      2:338 5,768 

Goerck   st.    No    103.      Surrender   lease.      Raphael    Block   to    Simon 

Lazerowitz  and  ano.     July  20.     July  28,   1906.     2:329 625 

Goerck   st.    No    ItXl.      Surrender   lease.     Joe   Liebman   and   ano   to 

Max  Goldstein  and  ano.  Aug  1.  Aug  2,  1006.  2:324. ..  .452.34 
Grand  st,  Nos  426  and  428,  n  e  cor  Attorney  st.  2d  floor.     Julius 

Miller  to  Joseph  Solot;  5  years,  from  May  1,  1907.     Aug  1,  lOOij. 

2:341 1,020 

Henry  st.   No  326,   all.     Mever  Dince  and   ano  to  David  Sader;   3 

years,  from  Aug  1,  1906.     Aug  2,  1906.     1:267 3,900 

Houston  st,  Nos  398  and  400  East,  west  basement.     Annie  Pariser 

to  Joseph   Pariser;   2  years,   from  May   1,   1006.     July  30.   1906. 

2:371 180 


Houston  st.  No  194  East,  store  and  basement.  Marks  Rosenberg 
to  Uavid  Bulkin  and  ano;  5  years,  from  July  1,  lOOti.  Aug  2. 
1006.      2:42.S.^ !m;(I 

Ludlow  St.  No  7,  all.  Augusta  Minisman  to  Israel  Goldberg  and 
Louis  Altar;  2  0-12  years,  from  Aug  1,  1906.  July  27,  19(H). 
1:208 4,100 

Mangin  st.  No  31.  Assign  lease.  Julius  Myer  to  Hyman  Rosner. 
Aug  1  .  Aug  2,   10(16.     2:322 nom 

Mulberry  st.  No  12(i.  Surrender  lease.  Vitaliano  Liberto  to 
Faust  D  Malzone.     July  31,   19(K;.     1:205 %..   nom 

North  Moore  st,  Nos  (U  and  66  (70  and  72),  s  s,  50x87.6.  The 
Rector,  &c,  of  the  P  E  Church  of  St  Marks  in  the  Bowery  to  Max 

Ames;   21  years,   from  May  1,   ltK)6.     July  31,    1006.      1:1.S7 

taxes,    &c,    and    1.7.50 

South  st.  No  182,  all.     Mary  A  McGuire  tn  Frank  Mormando  et  al; 

4  7-12  years,  from  Oct  1,   1005.     July  .30.   lOtKi.     1:110 1,0(J0 

Spring  st.   No   258.      Assign   lease.     Agnes   F   Mahoney   to   Andrew 

McKenna.     July^30.     July  31,   11XJ6.     2:579 ' nom 

Stanton  st,   No  257  lall.  except  store  and  basement  at  No  257 

Sheriff  st,  Nos  98  and  100|     Stanton  st,  cor  Sheriff  st.     Wm  Kono- 

vitz  to  Moses  Katz;   3  years,  from  May  1,  1906.     July  27,  1006. 

2:334 4,600 

Stanton  st.  No  2(>6,  all.     Leopold  E  Levine  to  Hersch  Hochman;  3 

years,   from   May  1,   1906.     Aug  1.   1906.     2:3.34 3,800 

Suffolk  st.   No  60,  north  store.      David  Michelson  to  Hyman  Zwei- 

fach;  3  years,  from  Aug  1,  1906.     July  28.  1006.     2:3.52 1.200 

Union  sq,  Nos  11  and  13,  s  w  cor  15th  st,  3d  loft  in  Tiffany  Bldg. 

Moss  Realty  Co  to  Isidor  Isaac;  10  years,  from  Feb  1,  1907.  July 

27,    1906.     3:842 lO.tKX) 

Water  st,   No  344,  all.      Jennie  Benning  by  Henry  G  Wise  AGENT 

to  Prospero  Viggiano;  3  2-12  years,  from  Aug  1,  100(1     July  27, 

1906.     1:110 1,020  and  1,080 

Willett  st.  No  65.  north  store.     Barnet  Hoffman  to  Morris  Maltz; 

5  8-12  years,  from  Sept  1,  1006.     Aug  1,  1906.     2:338 900 

3d  st.  No  301.  n  s,  3.30.4  w  Av  D,  24.11x96.     Subordination  of  lease 

to  mortgage.     Jos  Berger  et  al  with  Susie  K  and  Virginia  B  An- 
derson.    July  12.     Aug  1.  1006.     2:373.  nom 
3d  St.  No  1.38,  s  s,  100  w  Av  A,  2.5x111.11,     Assign  lease.     William 

Brandmaier  to  Fredk  N  Hauff.     July  31.     Aug  1,   1906.     2:4.30. 

5,000 

9th  st.  No  61,  n  s,  174.4  w  Broadway,  26.x92.3,  leasehold.    FORE- 

CLOS.     Alfred  Lauterbach   referee   to   Chas  L  Patton.   N  Y.   and 

Frank    Squier,    of   Brooklyn.      July   30.      July   31,    1906.     2:561. 

18,200 

loth   st,   Nos   91   and  93   East,    store.      Maurice   F   Schlesinger   to 

Arnold  Hirtweil;  2  8-12  years,  from  Sept  1,  1906.     Aug  2,  1006. 

2:556 540 

12th  st.  No  .528  East,  west  store,     Wm  Borer  and  ano  to  Sam  Ger- 

zog;  2  9-12  years,  from  July  15.  1906.     July  28,  1906.     2:405.. 3(X) 
12th  st.  No  .528  East,  all.     Asher  Shapiro  et  al  to  William  Boren 

and  ano;  3  years,  from  Apr  15,  1906.     July  .30.  190(5.     2:405.. 4. 100 
14th  St.  No  3,  n  s,  1(X>  w  5th  av,  25x103.3.     Assign  lease.     Helen 

L  G  Stapler  to  New  Rochelle  Trust  Co.     July  21.     July  28,  1906. 

3:816 nom 

14th    st.    No   .3    West,     leasehold.       Consent     by     assignee.      New 

Rochelle   Trust   Co   with   Henry   S  Van   Beuren   et   al.     July  26. 

Aug  2,  1906.     3:816 nom 

16th  st,  Nos  441  and  443  West.     Surrender  lease.     Samuel  Heller 

to  Jacob  Hyman  and  ano.     July  26.     July  27,  1906.     2:714 

other  consid  and  2.5 

18th  st  Is  s,  100  e  Av  B.  38x184  to  n  s  17th  st. 

17th  st,  Nos  609-and  611  |     Anthony   F   Koelble    to    Art    Bedstead 

Co;  4  10-12  years,  from  July  1,  1905.     Rerecorded  from  July  1, 

1905.     July  27,   1906.     3:985 2.700 

Same  property.     Assign  lease.     F  W  Adams,  doing  business  as  The 

Art    Bedstead   Co   to   Kindel   Bed   Co.     June   19.     July  27,   1906. 

3 :  98.5 nom 

17th  st,  Nos  349  and  351  East.     Surrender  lease.     Martin  Rafalo- 

vitz  to  Henry  B  Rosenthal  et  al.     July  31.     Aug  2,  1906.     3:923. 

1,350 

18th   st,   No   110  West.     Assign   lease.      Michael   Ronan  to   George 

Smith.     June  28.     July  31.  100(>.     3:793 nom 

21st  St.  No  320.  s  w  s,  360  n  w  1st  av,  20x92.     Rutherfurd  Stuy- 

vesant   by   Henry  L   Morris   ATTY   to  Jane  Fell   ADMRX  John  H 

Fell;   21  years,   from  Aug  1,  1906.     Aug  1,  1906.     3:026 

taxes,   &c,  and  5.50 

Same  property.     Assign  lease.     Jane  Fell  INDIVID  and  as  ADMRX 

John  H  Fell  to  Chas  F  Smith.     July  31.     Aug  1,   1906.     3:026.. 

1.500 

2.3d  st.  No  427  W,     Assign  lease.     Martin  M  Lewis  and  ano  EXRS 

Nathan  Lewis  to  Sidney  H  Stuart.     All  title.     Dec  31,  1003.     July 

31.   190(j.      3:721 250 

Same    property.      Assign    lease.      Sidney    H    Stuart    to    Edward    S 

Chase,  of  Rahway,  N  J.     July  31,  1906.     3:721 6,500 

23d  st,   No  543.   n  s,  475  w  10th  av,   25x98. .8.     Consent  to  assign 

lease  by  way  of  mort.     Francis  L  Ogden  to  H  Blanchard  Dom- 

inick  as  president  of  Dominick  &  Hatf.     July  20.     July  27,  1906. 

3:605 

23d  st,  Nos  .545  and  547,  n  s,  500  w  10th  av,  .50.x08.S.     Consent  to 

assign  leas;  by  way  of  mort.     Mary  M  Sherman  to  same.     July 

20.     July  27.  1006.     3:695 ■. ■ 

24th  st.  No  434,  s  w  s,  404  s  e  10th  av,  14.8.x80.  Consent  to  as- 
sign  lease.      Mary   M  Sherman   to  Josephine  C   Cakes.     July  20. 

Aug  2,  1006.     3:721 

24th   St.   No  434.   s  w  s,  404  s  e  10th  av,   14.8x80.     Assign  lease. 

Josephine    C   Oakes   to   Ada   M   Luckey.      Aug    1.      Aug  2,    1906. 

.3:721 nom 

24th  st,   No   103  West,  all.     Jane  E  Britton  to  Wm  B  McGurn;   2 

years,  from  May  1.  1909.     Aug  2,  1906.     3:800. ..  .1,700  and  1,800 
2(ith  St.  Nos  549  to  5.55,  n  s,  125  e  11th  av,  100.x98.9.     Subordina- 
tion of  lease  to  mort  for  .$50,000.     A  Garside  &  Sons  to  Broadway 

Savings  Instn  of  City  N  Y.     July  26.     July  30,  1906.     3:608 nom 

28th  St.  Nos  321   and  323  East.     Surrender  lease.     Luigi   lUo  and 

ano  to  Adolph  Holland  and  ano.    July  25.     July  27,  1906.     3:934. 

375 

29th   st.    No   210   East,    west   store.      Banned   Friend   to   Margueto 

Cuccia;  3  years,  from  May  1,  1906.     July  30,  1906.    3:909 .324 

29th  st.   No  210  East,  east  store.     Banned   Friend  to  Pietro  Fin- 

netreddo;  3  years,  from  May  1,  1906.     July  30,  1906.     3:909.  ...324 
29th    St.    Nos   220   and   222   East,   all.      Angelo   Legniti   to   Egidio 

Sampogna;    4    11-12   years,    from   June    1,    1906.      Aug   2,    1006. 

3:909 8,100 
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34th  St.  No  4'J,  s  s,  225  e  Oth  av,  2rix'.I.S.t).  Assign  lease.  Heury 
Siede  to  Wm  F  Newkirk.     June  !>.     July  27,  ll)U(i.     3:,S30 nom 

35th  st,  No  r)4  West,  basement  store.  Arthur  R  Parsons  to  Susie 
E  Cornet;  2  years,  from  May  1.  liMXl.     July  28.  1!M>IJ.     3:S3(i.  .l.tiOO 

3(!th  St.  Nos  (;(13  to  0(17  W.  r)-sty  building.  Surrender  lease.  Ar- 
thur H  Strickland  and  ano  to  Daniel  J  McGillieuddy.  Aug  1, 
1!H1<!.     3:(JS2 nom 

42d  St.  No  315  West,  n  s.  all.  Mary  Fitzpatrick  to  Peter  J  Doo'l- 
ing;  5  years,  from  Sept  1.  11100,  with  5  years  renewal.  June 
31.    IflOC.      4:1(133 taxes.    &c.   and    1.0(H) 

45th  St.  No  55  West.  all.  Clara  Bloomingdale  to  Marie  Hamilton 
and  Adolph  Polav  firm  "Adolphu-Marie;"  5  years,  from  Oct  1, 
IIMJC.     Aug  2.  lilOC.     5:1201 2.300 

50th  St.  Nos  IS  and  20,  s  s.  293.10  e  5ih  av.  5(>.2xl(K>.5.  Assign 
lease.     Arthur  H  Cutler  to  Eliz  J  Cutler.     Aug  2.   ItHHi 5.(J()0 

55th  St.  No  3.50,  s  s.  525  w  8th  av.  20xl(J0.5,  all  title.     Leasehold. 

*Boston  road,  a  s.  midway  bet  Cedar  and  Oak  st,  runs  s  —  x  e  50 

X  n  to  road  x  w  .54.0  to  beginning,  the  fee 

David  B  Jutter  TRUSTEE  Lavinia  Cudlipp  to  Charles  Cudlipp  and 
Wallace  H  Lockwood.  of  Mt  Vernon.  N  Y,  EXRS  Lavinia  Cud- 
lipp.     Mar  20.    10(J5.      July  27,    1900 other   consid   and   100- 

(ilst  St.  No  2(j  West.  Assign  lease.  Anna  L  Alston  to  Miss  Al- 
stons House  for  Private  Patients.      Aug  1.   llRXj.     4:1113 nom 

COth  St.  Nos  153  to  157  West.  Surrender  lease.  Emilie  Dunker 
to  Barney  Greenstone  et  al.     Feb  28.     July  31.  1900.     4:1138.. nom 

00th  St.  No  157  West.  Subordination  of  lease  to  mort  for  .$33,(MH). 
Eliz  W  Ketcham  with  N  Y  Trust  Co.  July  23.  July  31,  190(j. 
4:1138 ' nom 

(XJth  st,  Nos  153  and  155  West.  Subordination  of  lease  to  mort  for 
^33.(I(X>.  David  P  Saltzman  with  N  Y  Trust  Co.  July  24.  July 
31.    ISItH).      4:1138 nom 

79th  St.  No  218  East.  3-sty  brownstone  dwelling.  Jacob  Roths- 
child to  Mrs  F  Foerster;  5  years,  from  July  1.  1900.     5: 1433.. 950 

73d  st,  No  213  East,  west  store,  &c.  Herman  Popper  to  Patrick  C 
Levins;  5  years,  from  July  1,  ItHJO.  July  30,  19(J(i.  5:1428. 
390  to  440 

102d  St.  No  213  East.  Assign  lease.  Vincenzo  lulle  to  Paolo 
Panito  and  ano.     July  30.     Aug  2,  190(>.     0:1(>52 nom 

Same  property,  all.  Sigmund  Morgenstern  to  Vincenzo  luUe;  3 
years,    from   Aug  1.    1900.      Aug   2.   ItMHj.     0:1052 2.050 

l(J9th  st.  No  220  East.  Surrender  lease.  Morris  Levine  and  ano  to 
Barnet  Appel.     June  27,   1905.     Aug  1.  1900.     0:1(J58 nom 

112th  St.  No  329  East.  Assign  lease.  Luigi  Forrisi  to  Nicolo  Di 
Renna.     July  31.     Aug  2.   19(M1.      0:1084 nom 

119th  St.  No  311  West.  all.  Harlin  J  Woodward  to  Afro-American 
Realty  Co;  3  years,  from  Aug  1,  1900.  July  30,  1900.  7:li>40. 
2.700 

119th  st,  Nos  247  to  251  East,  n  w  cor  2d  av,  two  buildings,  ex- 
cept cor  store.  Emjl  Adler  et  al  to  Borich  Wiesenthal!  5  yrs. 
from   July    1,    1900.      Aug   2.    19O0.      t;:1784 9.0(M)   to    10.500 

Av  A,  No  4(!.  Assign  lease.  Joseph  Jacobs  to  Jacob  Katz.  All 
title.     July  IS.     Aug  2,  190(j.     2:399 nom 

Av  C,  Nos  70  and  72.  Assign  lease.  Benjamin  Jacoby  to  Mary 
Jacoby.     Mort  $1,5(X).     July  19.     July  30.  190(!.     2:375 nom 

Av  C,  No  155.  Assign  lease.  Abraham  Cytryn  to  Isidory  S  Jame 
and  ano.     July  17.     July  27.  19(Xi.     2:39'.^ nom 

Same  property.  Assign  lease.  Same  to  same.  July  17.  July  27, 
19(m;.      2:392 nom 

Amsterdam  av.  Nos  20(M(  and  2002,  n  w  cor  159th  st,  cor  store,  &c. 
Robert  Arnstein  to  James  Brennan;  10%  years,  from  Nov  1,  1900. 
July  28,   I'.KKl.     8:2118 2,(KJ0  and  2,400 

Amsterdam  av,  Nos  7(X!  and  708.  store,  &c.  Thomas  S  Doyle  to 
Annie  Bienstock;  3  years,  from  Oct  1,  19(X).  July  30,  1900. 
4:1242 1,2(X) 

Broadway,  No  033,  store,  basement  and  sub-basement.  United 
Merchants  Realty  &  Improvement  Co  to  "Huylers."  a  corpora- 
tion; from  Aug  1,  1900.  to  Feb  1,  1911.  Aug  2,  1900.  2:523. 
4,500 

Columbus  av,  No  430.  Assign  lease.  Isaac  Westevelt  to  Louis 
Muller.     July   17.     July  31,   19(X!.     4:1211 nom 

West  Broadway.  Nos  408-472|   1st   loft.      Lilla  B  Marvin  to  the  In- 

Thompson  st.  No  140  |  candescent  Supply  Co;  3  4-12  yrs. 
from   Oct   1.   1900.     Aug  1,   1900.     2:510 2,2(X) 

West  Broadway,  No  242%,  all  except  roof  and  adj  No  1  North 
Moore  st.  Mary  J  George  to  Philip  Dockart;  4  years,  from  May 
1.     Aug  1.  190(i.     1:1!I0 GOO 

1st  av.  No  1(>9.'>.  Assign  lease.  Bernard  Wertheim  to  Magnus  Si- 
mon.    July  2.5.     July  31,   1900.     .5:1.550 nom 

1st  av.  No  951,  all.  Home  Circle  Realty  Corporation  to  Benjamin 
Bloom;  5  years,  from  Aug  1,  1900.     Aug  1,  1900,     5:1345. ..  .1.800 

1st  av.  No  2112.  Agreement  as  to  reassignment  of  lease  and  as 
to  collateral  for  .$1.(KI0.  &c.  Raftaele  G  Bastone  to  Raffaele 
Colalulco  and  Esther  Fellman.  July  23.  July  30,  1900.  0:1702. 
nom 

1st  av.  No  11.5.  Assign  lease.  Christian  Schussler  to  Henry  Rob- 
berto.      July   2.      July   31,    I'.RXi.      2:449 nom 

1st  av.  No  1789.  Assign  lease.  John  Bergmann  to  Fritz  Schwab. 
Aug  1.     Aug  2.  19(Mi.     .5:1.5.55 nom 

2d  av.  No  2303.  Assign  lease.  Wm  F  Mattes  to  John  McMahon. 
July  31,   I'.MX).     0:1783 nom 

2d  av,  No  38.5.  south  store,  &c.  Elizabeth  Hochhausen  to  John 
Baader;  2  years,  from  May  1,  19(X;.     July  .30,  19(Kj.    3:9a3....300 

2d  av.  No  13.35.  south  half  store  floor,  also  flat  above  same,  &c. 
Samuel  Aufses  to  George  Wolz;  3  9-12  years,  from  Aug  1,  19(X>. 
Aug  2,  I'.XlO.     5:1425 900 

3d  av.  No  1201.  s  e  cor  70th  st,  all.  Nathan  Lischinsky  to  John  J 
and  Joseph  A  Flanagan;  5  years,  from  July  1.  liKXJ.  July  30. 
1900.      5:1424 2.500 

3d  av.  No  790,  all.  Mary  Carroll  to  Chas  H  Partridge;  5  years... 
from  Aug  1,  19(X5.     July  30   190(!.    5:1.303 2,5(X) 

3d  av.  1845,  store,  &c.  The  Farmers  Loan  and  Trust  Co  as  TRUS- 
TEE for  Alma  L  Larner  to  Harris  Sarason;  3  years,  from  Oct  1, 
1SH)0.     Aug  1.   liXX;.     0:10.52 1,380 

3d  av.  No  1114,  w  s,  40.5  n  05th  st.  20x83.(>.  Consent  to  assign 
lease.  Louisa  M  Gerry  to  Lina  Meierhof  and  Albert  Reiser. 
July  C.     Aug  2,   1900.     5:1400 

3d  av,  No-  213.  s  e  s.  74  n  e  18th  st.  18x00.  Assign  lease.  John 
Ratzer  to  Mary  Schulz.     July  27.     Aug  1.  1900.     3:899 nom 

4th  av.  No  85,  all.  John  Wills  to  Louis  Becht;  7  years,  from  May 
1,  1905.     July  31,  190(5.     2:550 2,2S0 


.5th  av.  No  1.37.  Assign  lease.  Fifth  Avenue  and  14th  Street 
Realty  Co  to  Henry  Corn.  Mort  $1(J5,0(JO.  July  14.  July  27, 
19(Xj.      3:849 nom 

5th  av,   Nos  320  and  322   |n  w  cor  32d  st,  runs  w  123.(i  x  n  98.9  x 

32d_st.  Nos  1  and  3  |  e  23.0  x  s  32.11  x  e  1(X)  to  5th  av  x  s 
(>5.10  to  beginning.  Consent  to  assign  and  mortgage  lease.  Mary 
Bell  with  Henry  Corn  and  Improved  Property  Holding  Co  of  N  Y. 
July  lit.     July  27,  lOOO:    3:834 nom 

(>th  av.  No  092.  all.  A  A  Anderson  to  Andre  Bustanoby  et  al; 
5   2-12    years   and    13   days,   from   Feb    14.    1907.      July  31,    190(i. 

__  3:841 

7th  av.  No  2474.  s  w  cor  144th  st.  store,  &c.  Jacob  Wenner  to 
Stephen  J  Sullivan;  5  7-12  years,  from  Feb  20,  1904.  Aug  2. 
1900.      7:2029 540   to   1.2(10 

Same  property.  Assign  lease.  Stephen  J  Sullivan  to  The  J  Chr  G 
Hupfel   Brewing  Co.      Aug   1.      Aug  2.    1900.     7:2029 nom 

9th  av.  No  7.50.  e  s.  75.5  s  51st  st.  25x100.  Subordination  of  lease 
to  mort  for  .f35.(XX).  Rosa  Yesky  and  Sigmund  Wiltscek  with 
Adolf  and  Sophia  Brodteck.     July  1.     July  27.  1900.     4:1041..nom 

KHh  av.  No  498.  Assign  lease.  Bernard  McNamara  to  James 
Everards   Breweries.     July  22.     Aug   1,   liXXi.     3:73.5 nom 

13th  av.  e  s.  at  c  1  blk  bet  23d  and  24th  sts,  runs  n  00  x  e  57.11 
X  s  .59  X  w  44.11  to  beginning.  The  Eagle  Tube  Co  to  Charles 
Beckmann;  19  7-12  years,  from  Sept  30,  1900.  Aug  2,  190(5. 
3:009 4,.50O  and  5,000 

BOROUGH   OF   THE   BRONX. 

1.38th  st.  No  CiiM'i  East,  store.  &c.  Wm  Danzeisen  to  Wm  Tomlin- 
son;   3  years,   from  May  1,   1900.     July  27.  190(>.     9:2282. ..  .1.080 

141st  st.  No  873  East,  store  and  rooms  in  rear.  Otto  Gilcher  to 
H  Heimann;  3  years,  from  Muy  1,  1900.  July  27,  1900.  9:2555. 
600  to  720 

1.5(Jth  St.   Nos  4.59  and  401   East.  all.     The  Marrazzi  Construction 

Co  to  Frank  Soricelli;   July  19.  lOtXj,  3  years,  from  ,  with  2 

years    renewal.      July    27,    liMXi.      9:2440 0,300 

103d  st.  No  844  East,  store,  &c.  Joseph  Doemborg  AGENT  for 
Jennie  Doemberg  to  Pasquale  Pagano;  5  years,  from  Jan  1,  lOCMJ. 
July  31,  1900.     10:2(531 330 

170th  st        I  w  s,  70.10  s  e  Boston  road,  runs  s  w  73.8  x  n  w  — -to 

Vyse  av         |      e  s   Vyse   av  x  —  to   s  s  Boston   road  x  n  e  —  to 

Boston  road]  w  s  17(5th  st  x  s  e  70.10  to  beginning.  Wm  J 
O'Rourke  to  Patrick  Flanagan;  5  years,  from  April  1,  ItXX!. 
Aug  2,    1900.      11 :2998 900 

Boston  road.  No  13.51,  store,  basement  and  floor  above  store.  Jacob 
Kronenberger  to  Jacob  Boerschinger;  5  years,  from  May  1, 
1906.     July  30,   llXXI.     11:2930 1,2(X) 

Same  property.  Assign  lease.  Jacob  Boerschinger  to  George 
Lautensack.     July  10.     July  30,  19(X5.     11:2934 nom 

Brook  av.  No  1.5(1(5,  n  e  cor  171st  st,  cor  store,  &c.  S  Parker  and 
ano  to  Arthur  Lewin;  4  10-12  years,  from  June  1,  190(i.  July 
31,    1900.      11:2895 550   to   900 

*Columbus  av,  No  147,  store.  Van  Ness  Gamache  &  Guilbotte  to 
Joseph  Goepferich;  3  2-12  years,  from  Mar  1,  19(X5.  Aug  2, 
11MX5 420  to  540 

Morris  av.  No  479,  north  store.  Frank  Majewskl  to  D  Finkel- 
stein;   3  years,   from  May  1,   1905.     July  31.  19(X>.     9:2330 300 

Southern  Boulevard.  No  978.  s  e  cor  130th  st,  store.  Elise  Bosch  to 
C  F  Gerhard  Schirmer;  5  10-12  years,  from  July  1,  1900.  July 
30.    19(X;.      10:2504 iHX)  and  900 

*Unionport  road,  e  s,  131  s  Columbus  av,  30x70,  2-sty  frame  club- 
house building.  George  Mueller  to  Daniel  J  Curley;  5  years, 
from  Jan   1,   1907.     Aug  1.   1900 300 

Westchester  av,  s  e  cor  St  Anns  av,  all.  Herman  Joveshot  to 
John  Kuck;  5  years,  froto  May  1,  1900.  Aug  2,  190(5.  10:2010. 
1.500  to  1.800 

3d  av.  No  2701,  store.  &c.     Charles  Khuen  to  Sidney  Bernstein;  5 

9   -12  years,   from  July  31,   190(5.     July  28,   1900.     9:2324 

900  and   1,200 

3d  av,  e  s,  107  s  l(5.3d.st,  58x10.5,  floor  above  store.  Anthony 
Cuneo  to  Wm  C  Grahl  and  ano;  July  30,  1900,  5  years,  from 
completion  of  building.     July  31.   1900.     10:2020 2.100 

Parcel  0  in  blks  3420.  3417  and  3418  described  in  deed  recorded 
Apr  0,  19(X),  and  contains  18. .520  sq  ft.  Maturin  L  Delafield  to 
John  R  Delafleld;  10  years,  from  May  1,  1906.  July  27,  1900. 
13:3418 taxes,  &c.  and  1 

Parcel  10  same  blk,  &c,  as  above,  contains  0(5,890  sq  ft.  Julia  L 
Delafield  to  John  R  Delafleld;  10  years,  from  May  1,  19(X;.  July 
27,   1900.     13:3418 taxes.  &c,  and  1 

Plot  begins  at  s  e  cor  land  conveyed  by  party  1st  part  to  Maturin 
L  Delafield  by  deed  recorded  Apr  10,  1900.  contains  .57,030  sq  ft. 
Julia  L  Delafleld  to  Edw  C  Delafield;  10  years,  from  May  1,  1900. 
July  27.    19(X1.      13:3418 taxes,   &c.   and   1 

*Plot  at  Clasons  Point,  begins  12  w  from  the  canal  and  1(J2.8  n 
from  n  e  cor  of  the  Casino,  runs  w  1.38.0  x  n  2.34  x  s  244.8  to 
beginning.  Clinton  Stephens  to  Fred  DoUe;  8  years,  from  Jan 
1,  19(t(;.     July  30,  1900 1,(X)0 

MORTGAGES 

July   27,   28,   ,30.   31,   August   1,   2. 
BOROUGH    OF   MANHATTAN. 

Arnold  Realty  Co  to  Simon  Marcus.  133d  st,  Nos  .537  and  539 
West.  Certificate  as  to  consent  of  stockholderse  to  mort  for 
.'i!10,(MK>.     July  11.     July  27,  190(5.     7:1987.  

Anchor  Bohemian  Real  Estate  Assn.  a  corporation,  to  Frank  Anis. 
Av  A,  No  1302,  e  s,  70.3  s  73d  st,  25.10x98.  July  27,  due  July  1. 
1909,  0%.     Aug  2,  llXXi.     5:1484.  ,  .       5,000 

Alexander,  John  to  John  T  Halliday.  104th  st.  No  65,  n  s,  189.8 
e  Columbus  av,  27x100.11.  P  M.  Prior  mort  $28,000.  July  26, 
3  yrs,  0%.     Aug  2,   llHXi.     7:1840.  7,500 

Alnor,  Peter  H  to  Jacob  Herb  and  ano.  43d  st.  No  324,  s  s,  300 
w  8th  av,  25x100.5,  P  M.  July  31,  1  yr,  0%.  Aug  1,  1906. 
4:1033.  2.750 

Allegiance  Realty  Co  to  John  McKee.  10.5th  st.  Nos  11.5  to  119, 
n  s,  125  e  Park  av.  3  lots  together  in  size  74.10x100.1  lx74.9x 
100.11.  3  P  M  morts,  each  .i!10.(XX».  3  prior  morts  $10,(XX). 
July  31.  4  yrs,  5%,     Aug  1,  1900,     0:1633.  30,000 


Tk«  t«zt  o(  thM*  pa«ei  la  ooprrlflited.     All  rlcktt  ar*  raiarrad.      Notice  is  herebjr  given  that  Infringement  will  lead  to  proieeutlon. 
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Mortgages 


REORD     A^D     GUroE         Manhattan 


August  4,  1906 


Adaptable  for 

Offices  and  Residences 

Systems  of  Less  Than  Five  Stations 


Interior  Telephones 

Fifty  Cents  a  Month 


No  Installation  Charge 
No  Maintenance  Charge 


THE  ATtENTION  OF  ARCHITECTS  AND  BUILDERS  IS  PARTICULARLY  CALLED  TO  THE  ADVANTAGES  OF  OUR  SYSTEMS. 
RATES  FOR  SYSTEMS  OF  OVER  FIVE  STATIONS  AND  ALL  OTHER  INFORMATION  MAY  BE  OBTAINED  UPON  APPLICATION. 

NEW     YORK     TELEPHONE     COMPANY 


I  16  WEST  38th  STREET 


16  DEY  STREET 


220  WEST  i24th  STREET 


Abbate.  Domenico  and  Pietro  Alvino  to  Jacolj  A  Geissenhainer  and 
ano  trustees  Henry  Elsworth.  Houston  st.  Nos  lo3  and  13.J,  s  s, 
48.1  w  Sullivan  st,  37.11.\1(X>.  July  27,  3  years.  4V«.<7c.  July 
27,    lOtMI      2:518.  4G.500 

Same  to  Eleanor  M  wife  Chas  G  Gilliat.  Same  property.  Prior 
mort  !i;4(i.r.OO.     July  27,  IflOG,  3  years,  57t.     2:.">18.  9.500. 

Abbate,  Domenico  and  Pietro  Alvino  to  Jacob  A  Geisssenhainer  and 
ano  trustees  Henry  Elsworth.  Houston  st,  Nos  145  and  147,  s  e 
cor  Macdougal  st,  Nos  OS  and  70,  30.11x74.11.  July  27,  190G.  3 
years,  iy^Vc-     2:518.  00,000 

Same  to  Eleanor  M  wife  Chas  G  Gilliat.  Same  property.  Prior 
mort  .fOO.tXK).     July  27.  lOOli,  3  years,  57r.     2:518.  12.000 

Abbate.  Domenico  and  Pietro  Alvino  to  Jacob  A  Geissenhainer  and 
ano  trustees  Henry  Elsworth.  Houston  St.  Nos  127  to  131,  s  w 
cor  Sullivan  st,  Nos  100  and  102,  48.1x100.  July  27,  1906,  3 
years,  41^%.     2:518.  82,000 

Same  to  Eleanor  M  wife  Chas  G  Gilliat.  Same  property.  Prior 
mort   .f82.(XX).      July   27,   1900,   3   years,   57c.      2:518.  16.400 

Abbate,  Domenico  and  Pietro  Alvino  to  Jacob  A  Geissenhainer  and 
ano  trustees  Henry  Elsworth.  Houston  st,  Nos  141  and  143, 
s  s,  30.11  e  Macdougal  st,  37.10x75x38x78.11.  July  27,  1900, 
3  years,  4%'7r-    2:518.  40.500 

Same  to  Eleanor  M  wife  Chas  G  Gilliat.  Same  property.  Prior 
mort  .$40,500.     July  27,  1906,  3  years,  5%.     2:518.  8.300 

Abbate,  Domenico  and  Pietro  Alvino  to  Eleanor  M  wife  Chas  G 
Gilliat.  Houston  st,  Nos  137  and  139,  s  s,  74.0  e  Macdougal  st, 
runs  e  39.3  x  s  141.2  x  w  14.1  x  n  1.3  x  w  25.1  x  n  140.1  to  be- 
ginning.    Prior  mort  $.5S..50O.     July  27,  1900,  3  years,  5%.  2:518. 

11.900 

Same   to   Jacob   A   Geissenhainer  and   ano.      Same   property.      July 


27,  1900,  3  years,  5%.     2:518. 


58.500 


Abbate,  Domenico  and  Pietro  Alvino  to  Eleanor  M  wife  Chas  G 
Galliat.  Sullivan  st.  Nos  1.50  and  1.58,  w  s.  100  s  Houston  st. 
40.5x80.(!x41.1xSO.O.  Prior  mort  $39,000.  July  27,  1906,  3 
years,  57c.     2:518.  11.000 

Abbate,  Domenico  and  Pietro  Alvino  to  Eleanor  M  wife  Chas  G 
Gilliat.  Macdougal  st,  Nos  64  and  66,  e  s,  74.11  s  Houston  st, 
39.8x75.  Prior  mort  $39,000.  July  27,  1906,  3  years,  57c. 
2:518.  7,400 

Arenson.  Lizzie  wife  Saml  to  Stephen  H  Jackson.  3.3d  st.  No  235, 
n  s,  221.8  w  2d  av,  18.5x98.9.  P  M.  July  25.  due  July  1,  1913. 
07f.     July  27.  1".XH;.     3:914.  11..500 

Avrutis,  Aaron  to  Elias  S  Jackson.  2d  av,  No  1.58,  n  e  cor  10th 
st,  Nos  201  and  203,  25x105.  Prior  mort  $20,500.  Aug  2.  190(3, 
due  June  8.  1907,  6%.     2:452.  5,000 

Bagarozy,  Antonio  to  Julius  Bachrach.  Bedford  st,  Nos  14  and 
10,  e  s,  58.10  s  Downing  st,  runs  e  7.5.1  x  s  17.6  x  e  24.1  x  s 
13.3  X  w  99.8  to  Bedford  st  x  n  38.11  to  beginning.  July  31. 
due  July  1,   1912.  G7c.     Aug  1.   1!K)6.     2:527.  6,000 

Bardfeld.  Israel  to  Sam  Katz.  Essex  st.  No  109.  w  s,  abt  175  n 
Delancey  st,  25x87.6.  P  M.  Prior  mort  $20,000.  Aug  1,  due 
Feb  1.  1910.  0%.     Aug  2,  1906.     2:410.  2.0(Xt 

Berkowitz.  Israel  to  Esther  Rosenberg.  88th  st.  Nos  443  and  445. 
n  s,  147  w  Av  A,  40x100.8.  P  M.  Prior  mort  $33,500.  July 
27,  due  Aug  1,  1911,  G7c.     July  30,  1906.     5:1508.  18.000 

Baker.  James  to  LAWYERS  TITLE  INS  &  TRUST  CO.  10th  st, 
No  112.  s  s.  1.50  w  0th  av,  25x103.3.  July  27,  1906,  3  years. 
4%%.     3:79L  12,000 

Blauschild,  Dora  to  Sender  H  Alexander.  109th  st.  No  86,  s  s, 
17  w  Park  av,  runs  s  66  x  w  10  x  s  4.9  x  w  0.7  x  w  9.5  x  n  80.10 
to  st  X  e  17  to  beginning.  P  M.  Prior  mort  $7,000.  July  10. 
installs,  0%.     July  30,  1906.     6:1614.  2,000 

Bloch,  Jacob  and  Meyer  to  Israel  Lippmann.  lOSth  st.  No  302,  s  s, 
KM)  e  2d  av.  3  lots,  each  .39.3x125.  3PM  morts,  each  $19,500;  3 
prior  morts.  each  $30,000.  July  27,  3  years,  0%.  July  28,  1906. 
6:1079.  __   58,500 

Bernstein,  Harris  to  Hyman  Kosberg.  Madison  st,  No  355,  n  s, 
216  e  Scammel  st,  23.9x96.     P  M.     Prior  mort  $22,075.    July  25,_ 


yrs,  6%.     Aug  1,  1900.     1:267 


2o,000 
Prior  mort  $25,000. 

5.150 


2,925 

Berger.  Joseph  to  Susie  K  Anderson  and  ano.     3d  st.  No  301,  n  s, 

330.4   w   Av    D,    24.7x90.      July    12,    5   yrs,    5%.      Aug   1,    1906. 

2:373. 
Same  to  Herman  Oppenhelm.     Same  property. 

July  31.  due  Dec  1.  1910.  6;'.     Aug  1,  1906. 
Brook.   (John  T)  Co  to  John  Donnelly.     51st  st.  No  541,  n  s,  275 

e  11th  av,  25x100.5.     P  M.     July  31,  2  yrs,  5%.     Aug  1,   190(i. 

4:1080.  6,500 

Bel,   John  J   with  N  Y  Investment  &  Impt  Co.     71st  st,  Nos  3-50 

and   3.52  West.      .Agreement   as   to   ownership   of  mort.     Oct   15, 

1003.     Aug  1,  1906.     4:1182.  nom 

Benger.  Wm  M   to  Albert  Vesell.     81st  st,   Nos  170  and  178,  s  s, 

42  e  Amsterdam  av,  2  lots,  each  37x102.2.     2PM  morts.  each 

$2,250.  .  2  prior  morts  $35,000.    Aug  1,  1906,  3  yrs,  6%.    4:1211. 

0.500 
Blum,   Israel    and   Jacob   Edelson   to   Frank   Stock.      109th   st.    No 

116,  s  s,   152  e  Park  av.   19x100.11.     P  M.     Prior  mort  $6,000. 


July  31,  3  yrs,  6%.     Aug  1,  1906.     6:1086. 


3,500 


Barrett,    Joseph    and    Maurice    H   Oser    to    Fanny    Marcuson    et    al. 

114th   St.    No   85,    n   s,   30  w   Park   av.   25xH10.11.      P    M.      Prior 

mort   $22,000.      July  31,   due   Jan  31,   1909,   6%.      Aug   1,    1906. 

0:1620.  1,750 

Blanck.    Max    to    Frank   Woytisek.      115th    st,    Nos   612    and   614, 

s   s,   225   w   Broadway,   50x100.11.      P   M.     July  31,   2  yrs,   6%. 

Aug  1,  1906.     7:1896.  20,000 


Bitulci.  Vincenzo.  Leonardo  Melaragno.  Roberto  D'.\llessio  and  An- 
gelo  Salottolo  to  Solomon  Sulzberger.  116th  st.  No  317,  n  s, 
217  e  2d  av,  16.(ixl00.11.  P  M.  July  31.  3  yrs,  6%.  Aug  1,  1906. 
■   6:1688.  3,000 

Bifulci,  Vincenzo.  Leonardo  Melaragno,  Roberto  D'Allessio  and  An- 
gelo  Salottolo  to  Helen  E  Stein.  110th  st,  No  319,  n  s,  233.6  e 
2d  av.  16,6x100.11.  P  M.  July  31,  3  yrs,  6%.  Aug  1,  1906. 
(i:1688.  3..500 

Brettel,  Julia  B  with  John  J  McEvoy.  122d  st,  No  174  East. 
Extension  mort.     June  1.     Aug  1.  I'.KKi.     0:1770.  nom 

Bifulci,  Vincenzo,  Leonard  Melarango,  Roberto  D'Allessio  and  An- 
gelo  Salottolo  to  Sarah  Sulzberger.  116th  st.  No  315,  n  s,  200.6 
e  2d  av,  16.0x100.11.     July  31,  3  yrs,  6%.     Aug  1,  1906.     6:1(!89. 

4,000 

Brodsky,  Ida.  wife  of  Isaac  Brodsky.  Waterbury,  Conn,  to  Lazard 
Picard.  135th  st.  No  176.  s  s,  225  e  7th  av,  25x99.11.  P  M. 
Prior  mort  $20.0(10.     3  yrs,  (!%.     Aug  1.  1000.     7:1919.  5.000 

Brodsky.  Ida  to  Saml  Rouse.  135th  st.  No  176.  s  s.  225  e  7th  av, 
25x90.11.  P  M.  Prior  mort  $5,0(X).  Due  Feb  1,  1909,  6%.  Aug 
1,  19(.H!.     7:1010.  3,000 

Bolger,  Paul  S  to  BROOKLYN  TRUST  CO.  Lexington  av,  No  066, 
w  s,  75.11  s  .56th  st,  24.6x90.  P  M.  July  27,  3  yrs,  6%.  Aug  1, 
190(j.     5:1310.  23.000 

Berman.  Barult  to  Max  Domroe.  2d  av.  No  2491,  w  s.  7.5  n  127th 
St.  24.11xl0(.>.  P  M.  Prior  mort  $16,000.  July  31,  2  yrs,  6%. 
Aug  1,  1900.     0:1792.  8,(KX) 

Brady.-  Katherine  E  to  Thomas  Dennison  exr  John  Long.  7th  av. 
No  501.  s  e  cor  40th  st.  No  149,  19.9x60.  P  M.  5  yrs,  5%. 
Aug  1,  IttOG.     4:093.  75.000 

Bachman.  Alfred  C  to  Chas  Ast.  Leroy  St.  Nos  48  and  50.  s  s.  75.1 
w  Bedford  st.  2  lots,  each  25x90.  2PM  morts.  each  .$4.(K)0; 
2  prior  morts,  ,$20,000  each.  July  3,  due  July  31,  1911,  G%.  July 
31.  IIMX;.     2:582.  8.OOO 

Brizzi.  Vito  to  The  F  &  M  Schaefer  Brewing  Co.  107th  St.  No 
328  East.     Saloon  lease.     July  31,  1006.     demand,  67c.     6:1678. 

800 

Berger,  Emil  to  Arthur  E  Silverman.     Broadway,  w  s,  40  s  127th 

■  st,  40x100.  P  M.  Prior  mort  $45.(X>0.  July  31,  1906,  due  Aug  1. 
1dm.     7:1903.  lO.(KX) 

Benjamin,  Max,  Saml  Zarembe  and  Jacob  Rudek  to  Max  Greenwald 
and  ano.  118th  st.  No  74,  s  s,  89.0  w  Park  av.  runs  s  50.5  x  w 
0.6  X  s  .50  X  w  25  x  n  KXMl  to  st  x  e  25.6  to  beginning.  P  M. 
Aug  1,  installs.  0%.     Aug  2,  1900.     6:1(J23.  5(X) 

Bendon,  Mary  J  to  American  Mortgage  Co.  47th  st,  Nos  510  and 
512.  s  s,  130.8  w  10th  av,  38.4x100.4.  1  yr,  6%.  Aug  2,  1000. 
4:1075.  2..5(M) 

Blair  &  Co.  vendors,  and  Chesapeake  &  Ohio  Railway  Co  with 
N  Y  TRUST  CO,  as  trus.  Rolling  stock.  &c.  Equipment  agree- 
ment. June  1.  .$132,600  on  execution  hereof  and  balance  in  20 
installments  of  $.50,(XI0  each,  up  to  June  1,  1916,  ■i'/-..  Aug  2, 
1006.     Gen'l  morts.  gold  bonds.  1,132.(!()0 

Baruch.  Harry  J^  to  Mathilda  Friedman  and  ano.  144th  st.  No 
162.  s  s.  100  e  7th  av,  37.6.x99.11.  P  M.  Prior  mort  $37,000. 
Aug  1,  due  Mar  1,  1008,  6%.     Aug  2,  1906.     7:2012.  4,000 

Baker,  John  O  with  trustees  of  the  Sustentation  Fund  of  the  Re- 
formed Episcopal  Church.  Hamilton  Terrace,  No  47.  Exten- 
sion mort.     July  14.     July  27,  1900.     7:20.50.  nom 

Barbour.  Wm.  N  J,  to  Bond.  Mortgage  &  Securities  Co.  51st  st. 
No  1,35,  n  s.  325  e  7  th  av,  25x99.8.  July  26,  3  years,  — %.  July 
27.  1900.    4:1004.  20,000 

Barr,  John  C.  Brooklyn,  to  Charles  Rosenberg  and  ano.  Park  av, 
Nos  1192  and  11(^4,  w  s.  ,50.8  s  94th  st,  5O.xS0.  P  M.  Aug  1,  2 
yrs.  6  =  :.     Aug  2.  1006.     5:150.5.  15,000 

Behrendt.  Betty  wife  Oscar  W  to  Clara  A  Baab.  104th  st.  No  73, 
n  s,  1(X)  e  Columbus  av,  17.10x100.11.  P  M.  Aug  1,  1  yr,  6%. 
Aug  2,  1906.     7:1840.  2,000 

Bachman,  Alfred  C  to  Edw  T  Bartlett  et  al,  trus  for  Ruth  A 
Bruce-Brown,  will  Geo  B  Brown.  Fulton  st,  Nos  82  to  88.  s  w 
cor  Gold  st,  Nos  45  to  51,  102.4x77.4xl00.2.\94.4.     P  M.     Aug  1. 

5  yrs.  4%.     Aug  2.  1!X)(!.     1:77.  1.55.000 
Blumenkranz.   Philip   to  Morris  Zimmerman  and  ano.     9th  st.   No 

703.  n  s.  .58  e  Av  C,  25x.58.2.  P  M.  Aug  1,  1  yr,  6%.  Aug  2, 
1001;.     2:379.  7.50 

Comellas,  Louis  F  and  Henry  J  Garner  to  Chas  F  Bauerdorf.  60th 
st,  Nos  115  and  117,  n  s,  175  w  Columbus  av,  2  lots,  each  25x 
1(X).5.  2  morts,  each  $20,000.  July  2,  5  years,  5%.  July  28. 
1906.      4:1132.  40,0<X) 

Same  to  Annie  E  Frey.  Same  property.  2  morts,  each  $4,(XK1;  2 
prior  morts  .$20.(100.     July  2,  3  yrs,  0%.     July  28,  1906.     4:1132. 

8.(K10 

Chinsky.  Meyer  to  Morris  Chavin.  Monroe  st.  Nos  81  and  83, 
n  s,  .50.6  e  Pike  st,  runs  n  71.7  x  e  17.4  x  n  17.2  x  s  29.3  x  e  4.0 
X  s  42.7  to  st  X  w  30.8  to  beginning.  P  M.  Prior  mort  .$45..5(X). 
July  20.  5  years.  67.     July  28.  lOdli.     1:272.  7..500 

Cohen.    Lecvn    and    Isidor    Ginsberg    with    LAWYERS    TITLE    INS 

6  TRUST  CO.  IKIth  st.  Nos  240  and  242.  s  s.  158.4  w  2d  av, 
41.8x100.11.  Subordination  agreement.  July  17.  July  27,  1906. 
6:1659.  nom 

Cohen.  Henry  J  and  Joseph  to  Sam  Lichter  and  ano.  Madison  st, 
No  93,  n  s.  abt  .320  w  Market  st,  2.>xlOO.  P  M.  Prior  mort  .$.38.- 
0(X>.     Aug  1.  3  years,  67.     Aug  2,  1906.     1:277.  3,950 

Crockett,  John  H  to  Aaron  C  Horn.  21st  st.  No  345,  n  s,  200  e 
9th  av,  25x98.8.  P  M.  Aug  1,  2  years,  6%.  Aug  2,  1906. 
3:745.  3,000 
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GAS  COOKERS    ^    GAS  HEATERS 


We   Rent  a 
Qas    Range 

$3 

Per    Year 


A  handsome  up-to-date  line  of 
■pplianceg  may  be  seen  at  our  offices 


[ 


SOLVE  THE  FUEL  PROBLEM 


Wa  Rent  « 
Qas     Range 

$3 

Per    Year 

CONSOLIDATE,D  GAS  COMPANY  OF  NEW  YORK 


CLEANLY,  EFFICIENT,  ECONOiVlICAL 


Cutter,   Eliz  J  wife  of  and  Arthur  H  to  Joseph  Eastman.     OOth  St. 

Nos  18  and  20,  s  s,  293.10  e  fith  av.  '><>. 2x100.5.     Leasehold.     July 

;!1,   1   year,  47t-.     Aug  2,   1000.      r,:12S5.  2,000 

Cohen.    Isaac    and    Joseph    Ziskind    to    Julius    E    Siegel.      129th    St. 

No  109,  n  s,  140  e  4th  av,  2r).\90.11.     P  M.     Prior  mort  .$ . 

Aug  1,  2  yrs,  i>%.     Aug  2,  190i;.     0:1778.  2.7r)Q 

Cohen.   Leon  and   Barnet   and   Nathan   Michalover  with   LAWYERS 

TITLE  INS  &  TRUST  CO.     110th  st,  Nos  240  and  242.  s  s,  158.4 

w  2d  av,  41.8x100.11.     Subordination  agreement.     July  17.     July 

27,   190G.     G:1059.  nom 

Crandell.  Walter  S  to  C  Fredk  Mosle.     5Gth  st.  No  34.  s  s,  475  w 

5th   av,   25x200.10  to  s   s  5Gth  st.     July  27,   1900,  3  years,  5%. 

5:1271.  110.000 

Cumming  Construction   Co   to   City  Mortgage  Co.      Brqadway,   n  w 

cor  335th   st,   99.11x125.      Building  loan.     Prior  mort  $154,025. 

Aug  1.  demand,  G%.     Aug  2.  19(»0.     7:2002.  3,375 

Clark,   Cornelius   W   to  Jacob   Manheimer.      00th   st.   No   248.   s   s, 

95  w  2d  av,  20x100.5.     P  M.     Prior  mort  $ .     Aug  1,  3  yrs, 

— %.     Aug  2.   1900.     5:1414.  G,.500 

Cochran,  Herbert  J  to  Jos  F  CuUinan  and  ano  e.xrs  Jacob  F  Culli- 

nan.     Blcecker  st,  Nos  358  to  302,  w  s.  21  s  Charles  st,  3  lots, 

each  25x75.     3PM  morts,  each  $19,000.     July  30,  5  years,  5%. 

July  31,  1906.     2:020.  57,000 

Same  to   Edw  C  Goodwin  et  al  as  exrs  Matilda  E  Goodwin.      Same 

properly.      3    morts,    each    $0,(l<>f);    3    prior   morts,    each    $19,0(10. 

July  30,  5  years.  0%.     July  31.  1900.     2:020.  18,(MJ0 

Cochran,   Herbert  J  to  Joseph  W  Cullinan  an  dano  as  exrs  Jacob 

F   Culinan.      Bleecker   st.   No   3(;4.   s   w   cor   Charles   st.    No   OS, 

21x75.      P  M.     July  30,   5  years,  57c.     July  31,  190<j.     2:020. 

28,000 
Same   to   Edw   C   Goodwin   et   al   exrs   Matilda   E   Goodwin.      Same 

property.      P   M.      Prior   mort   $28,000.      July  30,   5   years,    (i'/r. 

July  31.  1!K)G.     2:020.  '  0.<KX) 

Chase.  Edw  S  to  Sidney  W  Stuart.     23d  st,  No  427,  n  e  s,  abt  270 


Leasehold.      July    31,    1900, 


1   year,   G'J 

750 
w  s,  41.11   n 
5   years,   C%. 

11.500 


w    9th    av,    22x117.0 

3:721. 
Corday,   Jacob   to   Abram   L   Libman   et   al.     2d   av 

00th   st,   .39x100.      Prior   mort   $42,000.      July   30, 

July  31.   1900.     5:1421. 
Casino,  Christ  to  Jetter  Brewing  Co.     Madison  st.  No  10  and  Now 

Bowery,    No   2(>.      Saloon   lease.     Feb   10,   demand,   6%.      Aug   1, 

19(X).     1:115.  2,790.95 

Cohen,  Bearnett  and  Morris  J  Gordon  to  Christian  F  Zobel.     37th 

st.  No  408.  s  s.  150  w  9th  av.  25x98.9.     P  M.     Prior  mort  $18,0(10. 

3  yrs.   — %.     Aug  1,   190(!.     3:734.  G.OOO 

Coleman,  Nathan  and  Adolph  Krause  to  Alfred  L  M  Bullowa  et  al. 

3()th  St.  Nos  407  and  409,  n  s,  125  w  9th  av,  50x98.9.     July  27. 

1  yr.  0%.     Aug  1.  I'.XIO.     3:734.  8.0(10 

Coe.    Henry    E.    Southampton,    N    Y,    to    TITLE    GUARANTEE    & 

TRUaT  CO.     50th  St.  No  153.  n  s.  200  e  Lexington  av,  19xl(MJ.5. 

July  13.  due,  &c.  as  per  bond.     Aug  1,  190G.     5:1311.  15,000 

Coe,  Henry  E  to  TITLE  GUARANTEE  &  TRUST  CO.     5Gth  st,  No 

150,  s  s,  185  e  Lexington  av,  20x100.5.     July  1.3,  due,  &c,  as  per 

bond.     Aug  1,  19(10.     5:1310.  15,000 

Crimmins   (Thomas   E)    Real   Estate   &   Construction   Co   to   LAW- 
YERS'   TITLE    INS   &   TRUST   CO.      Lexington   av.   No   788 


40.5  n  01st  st,  20x05.     P  M.     3  yrs,  5%.     Aug  1,  1900 


Lexington  av.   No   109' 
July  IG,  3  yrs,  G% 


Cohn.   Hulda  to   Anna   Dutch. 

n   100th  st,  27x82.9.     P  M. 

0:1034. 
Cohen.    Barney    to    Lizzie    F    Brady.      Park  av,   n   e 

No  101.  100.11x24.10.     P  M,     July  31,  5  yrs,  5%. 

():1G32. 
Same  to  same.     Same  property.     P  M.     Prior  mort  $20,000, 

31,  10  yrs,  0%.     Aug  1.  1900.     0:1032. 


0:139(i. 

10.000 
.  73.11 
Aug  1,   190G. 

1,300 
cor   104th   St. 
Aug  1,  1900. 
20,000 
July 
10.(MX» 


Carroll.  Geo  to  GERMAN  SAVINGS  BANK  in  City  N  Y.     1.32d  st. 

No  60.  s  s,  25  w  Park  av,  25x99.11.     3  yrs,  5%.     Aug  l.'l90(i. 

0:1750.  .  14,(XI0 

Cohen.   Maurice  to  whom  it  may  concern.     50th  st,  No  307  East. 

Certificate  as  to  payment  of  $1,000  on  account  of  mort.     July  30, 

1900.     5:1349.  .  • 

Cohn.    Sigmund    and    Louis    Daum    with    EMIGRANT    INDUSTRIAL 

SAVINGS  BANK.     8th  st.  Nos  99  and  99^4.  n  s.  102.0  e  1st  av, 

37.0x]](».      Subordination  agreement.     July  30,  19O0.     2:430.       nom 
C   Realty   Co    to    Hymon    Manheim    et    al.      Av    A,    No   224,    s   e    cor 

14th  St.  Nos  5(X)  and  502,  runs  e  90  x  s  51.9  x  w  27  x  n  27.9  x  w 

09  to  av  x  n  24  to  beginning.     P  M.     July  20,  due  Aug  1,  1911. 

July  27,  190(i.     0%.     2:407.  30.(XX) 

Cohen,  Leon  to  LAWYERS  TITLE  INS  *  TRUST  CO.     110th  st,  Nos 

240  and  242,  s  s,  158.4  w  2d  av.  4T.Sx1(H>.11.     July  24,  due  June 

30.  1911,  57r.     July  27,  1900.     0:1059.  41,0(X> 

Consolidated  Chandelier  Co  with  John  V  Signell.     135th  st,  n  s,  325 

w    Broadway,    52.7x99.11.      Subordination    agreement.      July    26. 

July  27,  19(X1.     7:2002.  nom 

Chester    Mortgage    Co    with    John    V    Signell    Co.      Riverside    Drive. 

n  e  cor  135th  St.  102.0x305.     Subordination  agreement.     July  24. 

July  27,   190(i.      7:2002. 
Chester    Mortgage    Co    with    John    V    Signell    Co.      135th 

325  w  Broadway.  105x99.11.     Subordination  agreement. 

July  27.   104IO.      7:2002. 
De    Coursey.    Richd    and   Jennie    P   Maneely    to   John   W   Sullivan. 

Front  st,  No  3(i5.  s  s.  125  w  Jackson  sq.  25x140  to  South  st.  No 

384%.      P   M.      Aug   1,   due   July   1,    1911,   5%%.      Aug  2,    190(i. 

1:243.  

Daum.    Louis    to    EMIGRANT    INDUSTRIAL   SAVINGS    BANK:      St 

Marks  pi,   Nos  99  and  99y2   (8th   st),   n  s,   1()2.0  e   1st  av,  37.0x 

no:     July  30,  19(X:i,  5  years.  r,%.     2:430.    - 
Dahnke.   Frederick  F  to  New  Jersey  Agency  Co.     58th  St.  No  450, 

s  s,  275.1  e  10th  av.  49.9x100.5.     All  title  to  strip  0.3%  wide  on 

east.     July  30,  1900,  5  years,  4%%.    4:1(Xj7.  30.000 

Derrico,   Guiseppe,    Nicola   Nese  and  Giovanni   and   Cono   Capozzolo 

to  Sarah  A  M^ks  extrx  Albert  V  Meeks.     111th  st.  No  229.  n  s. 

250  w  2d  av.  25xl(X».ll.     July  20,  3  years,  ^-/c.     July  30,   1!K)0. 

0:l(X;i.  11.0(X) 

Darre,  John  to  Magdalena  Ingebrand.     120th  st.  No  502,  s  s,  lOO  w 

Amsterdam  av,  25x99.11.     P  M.     July  31,  10  yrs,  5%.     Aug  2. 

1900.     7:1980.  15.000 

Same  to  same.     Same  property.     P  M.     July  31,  2  yrs,  G",'.     Aug  2. 

1906.    7:1980.  2,000 


nom 
St.    n    s. 
July  24. 

nom 


15.000 


42.0(X) 


Dougherty,  Wm  A  C  to  E.MIGRANT  INDUSTRIAL  SAVINGS  BANK. 

35th  st,  No  322.  s  w  s.  3(X)  n  w  1st  av.  25xlO(.>.     July  26,  1  year, 

4y27c.     July  27.  1906.     3:910.  14.000 

Dorbar  Realty  Corpn  to  Jacob  Wolf  and  ano.     124th  st.   No  531, 

n    s,    335   e    Broadway,   .52x100.11.      P   M.      Prior   mort   $15,000. 

July  27.  due  Aug  1.  1911.  G'/r.     July  28.  19W.    7:1979.  11,500 

Davis,  Joseph  to  Jacob  Axelrod.     121st  st,  Nos  503  to  507,  n  s,  KM) 

w  Amsterdam  av,  75x95.11.     Prior  mort  $95,000.     July  2,  due  Aug 

1,  1908,  — %.  July  27,  1906.  7:1893.  16.500 
Dougherty,   Alice  H  to   Abram  A  Weigert  and  ano.     125th  st.  No 

540.  s  s,  1.50  e  Broadway,  25x100.11.  Extension  mort.  July  27. 
19(Xi.     7:1979.  nom 

Dean.  Walter  J  to  J  Romaine  Brown.  Riverside  Drive,  e  s,  200 
s   122d  St.  2.5x200  to  w  s  Claremont  av.     P  M.     Prior  mort  $8,- 

000.  July  30,  3  years,  4%.  July  31,  1906.  7:1991.  28,000 
Di  Renna.   Nicolo  to  F  &  M  Schaeter  Brewing  Co.     112th  st,   No 

329  East.  Saloon  lease.  Aug  1,  demand,  0%.  Aug  2,  1900. 
6:1084.  721 

de  Dorticos,  Matilda  P,  Los  Angeles,  Cal,  to  Wm  P  de  Luna.  .32d 
St.  No  7.  n  s.  245  w  Madison  av,  25x98.9.  July  26,  due  Aug  1, 
1908,  ()%.     July  28,  1906.     3:802.  10,000 

Dominick,  H  Blanchard,  president  of  and  acting  for  Dominick  & 
Haft  to  N  Y  LIFE  INS  &  TRUST  CO.  23d  st,  n  s,  475  w  10th  av, 
75x98.9.  Leasehold.  July  24,  5  years,  5%%..  July  27,  1906. 
3:095.  100,000 

Davis,  Annie  to  John  Webber.  89th  st.  No  304,  s  s,  100  w  West 
End  av,  20x100.8.  P  M.  Prior  mort  $17,000.  July  30,  2  yrs, 
5'/f.     Aug  1,  1900.     4:12.50.  0,000 

Drusin,  Aaron  to  Esther  Isenberg.  Jackson  st,  Nos  87  to  91,  n  w 
cor  South  St.  Nos  380  and  387,  104.4x50.  P  M.  Prior  mort  $15,- 
100.     Aug  1,  7  years,  67o.     Aug  2.  10(X1.     1:243.  25.400 

Eokert,  Saml  to  Max  Weiss  and  ano.  Av  D  No  25,  w  s,  32.6  n  3d 
st,  27.5x100.     P  M.    Prior  mort  $31,0(X).     Aug  1,  6  yrs,  6%.     Aug 

2.  19(X1.  2:373.  10.000 
Edman.    Ricka   to    Albert   Karutz.      109th   st.   No   22.   s   s.   88.2   w 

Madison  av,  30.10x100.11.     July  2,  due  May  10,  1911,  5%.     July 

31.   1906.      6:1014.  27.(J0O 

Elias,  Emil  to  Carrie  T  Young,     9th  st.  No  612,  s  s,  193  e  Av  A, 

20.x93.11.     July  31,  5  yrs,  5%.     Aug  1,  1900.     2:391.  12.000 

Eckstein.  Joseph  to  Jacob   Robbins.     KXith   st.  No  .59.   n  s.   150  e 

Madison   av,  25xl(X).ll.      P   M.      Aug   1,   due  July  20,  1907,   6%. 

Aug  2,    1900.     6:1612.  4,000 

Flanagan,  John  J  and  Jos  A  to  Central  Brewing  Co  of  N  Y.     3d  av, 

No   1201.     Saloon  lease.     July  25,   demand,  G%.     July  30,   1900. 

5:1424.  3,796.61 

Fine    (M)    Realty   Co   to   Harris   Mandelbaum   and   Fisher   Lewine. 

114th  st,  Nos  210  and  218,  s  s,  201.2  e  3d  av,  36.3x100.11.     July 

23.  1  year.  0%.     July  30,  19(X;.     0:1(X13.  5.5(X) 

Frank.   Emma   to   Henry   Schaefer.      Amsterdam   av,   Nos   965   and 

967,  e  s,  50.7  n  107th  st,  .50.4x100.     P  M.     Prior  mort  $03,500. 

July  31,  3  yrs,  6%.     Aug  1.  1906.     7:18(52.  20.000 

Feldbauer.    Regine   to    Emanuel    Linhardt   and   ano.      Lexington   av. 

No    1514,    w    s,    125.11    n    97th    st.    25x105.      P    M.      Prior    mort 

$18,(KI0.  July  31.  due  July  1.  1908,  G%.  Aug  1,  1906.  6:1(525.  800 
Fisher.  Morris  to  Nathan  Lamport.     Lewis  st,  Nos  49  and  51.  w  s, 

100  n  Delancey  st,  50x1(50.     July  25,  1  yr,  0%.     July  30,  11906. 

2:328.  5.750 

Finck.   Henry   C   to   Kalman   Goldman  and  ano.     46th   st.   No  306, 

s  s.  100  e  2d  av.  25x100.5.     P  M.     Prior  mojt  $21,000.     July  24. 

0  years,  (.i'/r.  July  31.  IfHXl.  5:1338.  6.9<X) 
Frankfeld.    Benj.    Julius   and   Sophie,   and  Jasques   B   Rice    trustee 

under  deed  of  trust  to  Dora  Klaber.     8th  av.  Nos  2445  to  2449. 

w  s.  410.7  s  133d  St.   79.11x120.     Prior  mort  $63,000.     July  27. 

3  years.  .57r.     July  31.  19(X;.     7:1958.  11.214.28 

Fink,  Louise  wife  of  and  Alois  Fink  to  METROPOLITAN  SAVINGS 

BANK.      72d   st,   Nos  4.38   and  440,   s   s,  (iG.8  w   Av   A,  33.4x75. 

Aug  2.   190(1.  4  yrs.  5%.     5:1466.  4.(XI0 

Friedman.    Saml   to   Harry   A   Thuor.      11th   st,   Nos  322  and   324, 

s  s,  73.5  w  Greenwich  st.  45.7x58.8x48.4x00.4.     P  M.     Prior  mort. 

$35,000.     Aug  1.  3  yrs.  6%.     Aug  2,  190().     2:(j33.  2.600 

Freedman,  Barnett  and  Saml  Harris  to  Benedetto  Ginocchio.  Bax- 
ter st,   Nos  10  and  12,  w  s,  171.11  n  Park  row.  37.5x83.7x37.5x 

84.11.     P  M.     Prior  mort  $30,000.      15   yrs,  6%.     Aug  2,   19(X5. 

1:160.  .  30.0(X> 

Fisher.    Morris    to   Harrv   Brener.      Grand   st.   No  5<i8,   n   s.    100  e 

Lewis   St.   25x100.      Prior   mort   $33,(I<k:>.      July  27,   demand,   (>%. 

July  28,  19(Xi.     2:326.  2,000 

Franklin,   Frank  M   to  Aaron  Avrutis.     97th  st.   No  229.   n  s.   175 

w  2d   av.   25x1(Xril.     P  M.     Prior  mort  $14,900.     July  2(i.   due 

Jan  12,  1909.  0%.     July  27,  1906.     6:1647.  2.000 

Findlay,  Alex,  Smithtown,  N  Y.  to  Rachel  Purdy.     John  st.  No  102. 

s   s.   21.3x47.9x18.4x47.   with   use   of   right  of   way,   yard.   &c.   on 

rear.  5-9  parts.     July  26.  due  Aug  7,  1909,  0%.     July  27.  1900. 

1:09.  5,CKlO 

Fanelli.  Vito  to  Stephen  Duncan.     1st  av,  Nos  2249  and  2251,  w  s, 

61.10  s  llOth  st,  2  lots,  each  20x7(».     2  morts,  each  $9,(XX».     Aug 

1.  5  yrs.  4%%.  Aug  2.  1906.  6:1(;87.  18.000 
Same    to    Howard    J    Haselhurst.      Same    property.       Prior    mort 

$18,000.     An,-;  1.  5  yrs,  0%.     Aug  2,  190(!.     0:1(387.  .1.000 

Fishman.   Julius    to    American    Mortgage   Co.      Av   A,    Nos   129   to 

1.33.  n  w  cor  8th  st.  Nos  123  to  127,  80,6x113.    P  M.    Aug  1,  1  yr. 

5%.     Aug  2,  190(5.     2:436.  S6.(XJ0 

Satne  to  same.     Same  property.     P  M.     Prior  mort  $86,(XI0.     Aug  1. 

1  yr,  6%.  2:430.  9,(XJ0 
GoU,  Davis  and  Harris  Levit  to  Isabel  A  Bangs.     111th  st,  Nos  57 

to  01,  n  s.  70  e  Madison  av,  50x100.11.  July  26,  5  years,  5%. 
July   27.   a9(Xi.      0:1617.  55,000 

Goll,  Davis  and  Harris' Levit  to  STATE  BANK.  111th  st.  Nos  57 
to  01.  n  s,  70  e  Madison  av,  .50xllX».11.  Prior  mort  .$55.0(X).  July 
26.  demand.  0^;.     July  27.  190(;.     6:1617.      •'  15.000 

Same  to  Abraham  Silverson.  Same  property.  Prior  mort  $70,- 
<)()(».     July  20.  demand,  0%.     July  27,  19(X1.     6:1617.  10,426.34 

Glaser,  Saml  and  Louis  Weisman  to  Moses  Goldman  et  al.  1st  av. 
No  403.  n  e  cor  17th  st,  23.x94.  P  M.  Prior  mort  $20,0(X>.  Aug 
1,  5  yrs,  6%.     Aug  2,  1900.     3:949.  8,000 

Greenstone,  Barney,  Jonas  V  Spero,  and  Sadie  O  and  Annie  Alex- 
ander to  X  Y  TRUST  CO.  (50th  st,  Nos  155  and  157.  n  s,  182.2  e 
Amsterdam  av,  2  lots,  each  31x1(50.4.  2  morts,  each  $33,000. 
July  28,  4  years,  5%.     July  31,  1906.    4:1138.  66,000 


Tbe  t««t  9t  theag  pages  Is  copyrighteil.     AU  rights  ar«  r«serv«d.    Notice  Is  bereby  given  that  Intringement  will  lead  to  prosecution. 
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Branch  Office :  Bay  Ridge  Ave. .  cor,  FortHamlltOB  AT*. 


GoTdman,  Aaron  to  Pincus  Lowenfeld  and  ano.  2d  av,  Nos  109-4 
and  KllHi.  e  s,  GO  s  .j8th  st,  40.5x100.  P  M.  Aug  1,  1  yr,  6%. 
Aug  2,   1900.     5:13.jO.  5,000 

Guttenberg.  Annie  to  Adolf  Weiss.  Cannon  st.  No  131,  w  s, 
10  Os  Houston  st,  20x100.  P  M.  July  30,  5  years,  5%.  July 
31.  I'.WO.    2:335.  7,.500 

Goldman.  Kalman  and  Saml  Wohlstadter  to  Victor  Perlman  and 
ano.  Broome  st.  Nos  10  and  1.S,  n  e  cor  Mangin  st,  No  20,  IJOxTn. 
P  M.     July  31,  1  year.  C7i.     Aug  2,  1000.     2:322.  1,100 

Gildcnberg,  Jacob  to  Julius  Levy  and  ano.  105th  st.  No  251,  n  s, 
04  w  2d  av,  runs  n  24.5  x  e  O.C  x  n  7G.G  x  w  2G.G  x  s  100.11  to 
lO.'ith  st  X  e  2G  to  beginning.  P  M.  Prior  mort  $19,2.50.  July 
31,  1900,  due  June  29.  1910.  l.'/r.     G:1G.5.5.  _  5.500 

Grossman,  Minnie  to  Louis  Solomon  and  ano.  107th  st.  No  228, 
s  s,  225  w  2d  av,  25x100.11.  P  M.  Prior  mort  $10,000.  July 
18,  3  years,  G7<.     July  31.  190G.     G:1G5G.  G.OOO 

Guttenberg.  Annie  to  Gussie  Seligman.  Cannon  st.  No  131,  w  s, 
100  s  Houston  st,  20x100.  July  30,  installs,  6%.  Secure  notes. 
Aug  1,  190(i.     2:335.  GOO 

Grossman,   Adolph   to   Joseph   L   B   Mayer.      Columbia   St.   No   11.5, 

w  s,   175  n  Stanton  st,  25x100.      P  M.      Prior  mort  .$ .      July 

31,  due  Oct  15,  1!X>9,  —V,.    2:335.  6.500 

Goodman,  Harry  to  .\dolph  Lowy.  Henry  st.  No  201.  n  s,  abt  72 
w  Clinton  st,  24xS().  P  M.  Prior  mort  .$18,.500.  July  31,  7  yrr^ 
G%.     Aug  1,  190G.     1:285.  4.000- 

Grossman.  Saml  to  Hugo  Cohn.  6th  st.  No  808,  s  s,  171  w  Lewis 
st,  21x97.     July  31,   1  yr,  5%.     Aug  1,  lOOtl.     2:300.  11,000 

Same  to  same.  Same  property.  Prior  mort  $11,000.  July  31,  1  yr, 
6%.     Aug  1,   1906.     2:300.  l.aX) 

Grodginsky,  Saml  to  Francis  P  Ranney  and  ano  exrs  Cath  H 
Ranney.  77th  st.  No  3.52.  s  s,  75  w  1st  av.  25x102.2.  P  M. 
July  2,  due  July  19,  1909.  5%.     Aug  1,  19(_M1.     5:1451.  13,000 

Guhring.  Konrad  to  Emma  L  Michaelis.  103d  st.  No  IGO,  s  s, 
1.55. G  e  Lexington  av,  27xlf)0.11.  P  M.  Prior  mort  .$15,000. 
July  31,  3  yrs.  G%.     Aug  1,   190G.     6:10.30.  5.800 

Gcyer,  Mary  B  to  Thos  Simpson.  112th  st,  Nos  Oil  to  017,  n  s, 
141.7  e  Riverside  Drive,  87.6x100.11.  P  M.  Prior  mort  $125,000. 
July  27,  3  yrs,  0%.     Aug  1.  19(Xi.     7:189.5.  42,0(X) 

Grosner,  Saml  and  Heyman  Kallman  with  Frances  E  Ausbacher. 
lOGth  st.  No  ,59  East.  Extension  mort.  Mar  28.  Aug  2,  19(M>, 
6:1612.  nom 

Genchi,  Pietro  to  Monroe  Eckstein  Brewing  Co.  Stanton  st.  No  25. 
Saloon  lease.     July  30.  1900.  demand.  — %.     2:421.  600 

Guth.  Benj  and  Wolf  Kufeld  to  Moss  Realty  Co.  (Uth  st.  No  224, 
s  s,  3.50  w  Amsterdam  av.  25x100.5.      P  M.      Prior  mort  $12,000. 

.   July  25,  due  Jan  25,  1911,  O^r.     July  28.  1900.     4:11.55.  T.CKIO 

Greenberg.  Minnie  to  Raphael  Kurzrok.  118th  st,  Nos  305  to 
311.  n  s.  WO  e  2d  av.  2  lots,  each  50xl(X).ll.  2PM  morts,  each 
$13,(M)0;  2  prior  morts,  .$48,0CH»  each.  July  19,  5  years,  67c.  July 
27.  liXtl!.     0:1795.  2G.0(X) 

Halton,  Patrick  to  Central  Brewing  Co  of  N  Y.  3d  av.  No  703. 
Saloon    lease.      July   20,    demand,    G7c.      July   30,    190G.      5:1318. 

6,284.29 

Hoffman.  Elouise  C  daughter  Maria  L  Schwarz  to  Sophie  Kanen- 
bley.  Elizabeth  st.  No  302,  e  s,  90.1  s  Blecker  st,  runs  e  (53.5 
X  s  22.0  X  w  1.9  X  s  2.6  x  w  61.8  to  Elizabeth  st  x  n  25  to  be- 
ginning.     July   10,   3  years,   5%.     July   28.   1906.     2:521.       15.000 

Hotmer,  Chas  F  to  FRANKLIN  SAVINGS  BANK  in  City  N  Y.  74th 
St.  No  2(!0,  s  s,  30  e  West  End  av,  runs  e29xse4xel3xs 
14.6  X  e  8.6  x  n  2,5. (i  x  n  w  5  x  n  17.6  to  st  x  w  21  to  beginning. 
3  yrs,  4V2%.     Aug  1.  1!X»6.     4:11(!5.  10,000 

Harper,  L  Sonora  H  to  Lina  Kreilesheimer.  141st  St.  No  311, 
n  s,  175  w  8th  av.  25x99.11.  P  M.  Prior  mort  $20.(X)0.  2  yrs, 
6%.      Aug  1,   1906.      7:2043.  6,500 

Herter  Realty  Co  with  METROPOLITAN  LIFE  INS  CO.  Park  av, 
Nos  4.80  and  482,  w  s.  .50..5  n  .58th  st,  runs  n  .50  x  w  200  x  n 
100.5  to  s  s  .59th  st.  No  .54,  x  w  25  x  s  100.5  x  w  25  x  s  100.5  to 
.5.8th  St.  Nos  43  to  .5.3.  x  e  1.50  x  n  .50.5  x  e  100  to  beginning. 
Extension  mort.      July  24.      July  30.   liMM!.     .5:1294.  noni 

Hudes.  Solomon  and  David  Linzer  to  Morris  D  Saldinger.  7.5th 
st.  No  231,  n  s,  230  w  2d  av,  25x102.2.  P  M.  Prior  mort 
$11,000.     2  yrs,  6%.     Aug  1,  19()6.     5:1430.  2.000 

Hessberg,  Gussie  to  Max  Psaty  et  al.  Broome  st.  No  30.  n  s,  2.5 
e  Goerck  st,  25x7.5.  P  M.  Prior  mort  ?20,000.  July  30,  4  yrs, 
(!%.     July  31.  19(Mi.     2:.322.  7.000 

Hillenbrand.  Gertrude  H  wife  E  Francis  Hillenbrand  to  David 
Sears.     69th  st.  No  108.  s  s.  ,80  w  Columbus  av,  20x120.5.     July 

30.  5  years.  — %.     July  31.  1900.     4:1140.  24,(X)0 
Hamburger.  Josef  to  Heiman  Glasser.     102d  St.  No  57,  n  s.  180  w 

Park  av,  lOxKtO.ll.     P  M.     Prior  mort  .f46,7.50.     July  27,  2  yrs. 

6'/r.     July  28,   19(X;.     6:1608.  2,2.50 

Hillman.  Frank  and  Joseph  Golding  to  American  Mortgage  Co.  49th 

st.  No  333.  n  s,  345  e  2d  av,  20x100.5.     P  M.    July  26,  1  year,  5%. 

July  27,   V.m>.     5:1342.  8,000 

Huntington,  Wm  R   to  James  R  Brevoort.     4th  av.   No   100,   w  s, 

267.1  n  10th  st,  19.7x80.4x19.7x79.10.     P  M.     July  11,  due  July 

31,  1!X)7,  5%.     Aug  2.  1906.     2:.557.  24.000 
Harris.   Max  L  to  Paul  C  Georgi.     East  End  av.  No  83,  or  Av  B, 

No  1(>17,  e  s,  2(i  n  83d  st,  25.4x70.  P  M.  July  30,  3  years,  5%. 
July  31,  19W.     5:1.500.  13,000 

Hollister,  Georgia  T  to  Sarah  R  Wells  trustee  Cath  A  Schuckardt. 
91st  st.  No  61,  n  s.  210  w  Park  av,  17xl(X).8.  Aug  1,  5  years. 
■iW/r.     Aug  2.  1906.     5:1.503.  18.000 

IRVING  SAVINGS  INSTN  to  Saml  Aronson.  Broome  St.  Nos  302 
to  366,  n  s.  50.1  e  Mott  st,  65.3x111. 2x  irrcg  xllO.lO.  Certificate 
as   to   reduction    of   mort.      July   3'>.      Aug   1.   IIXH!.      2:479.       

Isenberg.  Esther  to  Jacob  A  Geissenhainer  and  ano  trustees  Henry 
Elsworth.  Macdougal  st.  No  118.  e  s.  abt  248  n  Bleecker  st, 
25x100.     Aug  2,  1906,  3  years,  -iW/c     2:.540,  23,000 

Same  and  Jos  L  Buttenwieser  with  same.  Same  property.  Sub- 
ordination agreement.      July  11.      Aug  2,   1iK>6.      2:.540.  nom 

Israel.  Julius  to  Benj  Hirsch  et  al,  exrs  &c  Isaac  Hirsch.  Clinton 
st.  No  1(13.  w  s.  501.4  s  Rivington  st,  25.4x100.  Aug  1,  3  yrs, 
— %.     Aug  2,  1906.     2:348.  28.000 

lanziti  or  Janziti.  Raftaele  and  Andrea  Maichetti  to  Jetter  Brew- 
ing Co.  Sullivan  st.  Nos  167  and  169;  n  e  cor  Houston  st.  No 
128.     Store   lease.     June  7,   demand,  6%,     Aug  1,   1906.     2:525. 

500 

Jacobson,  Jos  and  Murtha  &  Schmohl  Co  with  North  .American 
Mortgage  Co.  13Sth  st.  Nos  8  to  12.  s  s.  12(1  w  5th  av.  125x 
90.11.  Subordination  agreement.  June  28.     Julv  27.  19(Xi.     ti:1735. 

aom 

Jacobson,  Joseph  and  David  Levy  and  Robert  Friedman  with  North 
American  Mortgage  Co.    138th  st,  Nos  8  to  12,  s  s,  120  w  5th  av, 


12.5x90.11.      Subordination   agreement.      June  2.S.      July  28.    I'.M);;. 
ti:l(J.).  nom 

Jackson.  Solomon  H,  Morris  Aasch  and  Bertha  Kraemer  to  Isidor 
Wiesenberger.  Madison  av,  Nos  1515  and  1517,  e  s.  4().11  n 
103d  st,  2  lots,  each  27x70.  2PM  morts,  each  $2,500.  3  yrs, 
6%,     Aug  1,  liKKi,     6:1(M:)9.  .-,.(KX) 

Joseph  Ratschel  to  Louis  Joseph.     Av  B,  No  221,  c  s.  71.9  n  13th 

St.  22x,SS.     July  31,  3  yrs.  5%.     Aug  1.  19(Xi.     2:396.  16,(X10 

Jacobs,  Abraham  to  Peter  Lobotsky.  1st  av.  No  1109,  w  s  25. .5 
s  Gist  st,  25x!n.  P  M.  J'rior  mort  $20.0(^H).  Aug  1,  3  yri.  6/'. 
Aug  2,  19CX;.     5:143.5.  4,(X10 

Jones,  Cyrene  L,  Pleasantville,  N  Y,  to  Moses  Mendelsohn  and  ano. 
3d  av.  No  .587.  e  s,  105  s  39th  st,  20x100.  P  M.  July  81,  5  yrs, 
5%.     Aug  2,   19(16.     3:91il.  18,(XI0 

Jaffe.  Louis  and  Max  Zatulove  with  Julia  A  Howe.  1.59th  st.  No 
511,  n  s.  120  w  Amsterdam  av,  27x99.11.  Extension  mort. 
July   ir,.      Aug   1.    19(MJ.      8:2118.  nom 

Jonasson.  Lars  G  to  Henry  J  Braker.  123d  st.  No  457,  on  map  Nos 
4.5.5  and  457,  n  s,  50  e  Amsterdam  av,  50x1(X).n.     P  M.'   Prior 

mort  $ .     July  31.  3  years,  5%.     Aug  1.  I'.MM!.     7:1964.      17.0(X) 

Jones.  Harry  and  David  Wright  to  Catharine  Seabrook  and  ano. 
57th  St.  No  .549.  n  s,  2(10  e  11th  av,  25xl(Xt.5.  P  M.  Aug  1. 
4  years,  .5%,     Aug  2,  190(>.     4:1086.  5.000 

Same  to  same.     Same  property.     P  M.     Aug  1,  1  year,  5%.     Aug  2, 

1906.     4:1(KSG.  1,000 

Kaicher,  Matthew,  Brooklyn,  N  Y,  to  Joseph  Bornstein  and  ano. 
3d  av,  Nos  1717  and  1719,  e  s,  62.11  s  97th  st,  37.0x100.  P  M. 
Prior  mort  .$41,000.     July  31,  3  years,  6%.     Aug  2,  1906.  6:1646. 

11.00(J 

Kannensohn.   Lena   to   Elise   Boyd.     3d  av,   Nos  1831   to   183.5,   e   s, 

2.5.11  n  101st  St.  3  lots,  together  in  size  75.6x90.     3PM  morts, 

each  $25.(K)0.     Aug  1.  liMXi,  7  years,  5';r.    (i:1651.  75,(XK) 

Konigsburg,    Leib    and   David   Miller   to   Michl   L   Flank.      Pitt   st, 

Nos  48  and  .50.  e  s.  54  n  Delancey  st,  runs  n  4()  x  e  75  x  s  27  x  w 

25  X  s  19  X  w  50  to  beginning.     P  M.     Prior  mort  .$ .     Aug  1. 

1906,  due  Feb  1,  1910,  r.'Tc.     2:.338.  12,(XI0 

Katz,  Saml,  Brooklyn,  N  Y,  to  Morris  Kittenplan  and  ano.     Essex 
St.   No  109,   w  s,  abt   175  n  Delancey  st,  2.5x87.6.     P  M.     Prior 
mort  .$2O,0(MI.     July  27.  8  years,  6%.     Aug  2,  1906.     2:410.      26.000 
Same   with   same.      Essex   st.   No   1(19.      Agreement   as  to  payment 

of  first  mort.   &c.     July  27.     Aug  2.   19(;k>.     2:410.  nom 

Kenny,  Kate  K  to  American  Mortgage  Co.  40th  st.  No  2.38.  s  s, 
181.8  w  2d  av,  16.8x98.9.  Aug  1,  3  years,  57c.  Aug  2,  1906. 
3:920.  8.500 

Kurzrok.  Max  and  Raphael  to  Robert  F  Crary.  16th  st.  No  17. 
n  s,  200  w  4th  av  or  Union  pi,  2.5x92.  P  M.  July  26,  5  years, 
—7c.     July  27.  1!XX).     3:844.  42.(MX) 

Same  to  same.     Same  property.     P  M.     Prior  mort  M2,0(X>.     July 

26.   due   May  1.   1908.  —%.     July  27.   1906.     3:844.  7.000 

Kahn,  Ida  wife  Henry  to  NORTH  RIVER  SAVINGS  BANK.  11th 
st.  No  2G6,  s  s,  125  w  4th  av,  25.5x95.  P  M.  July  27,  19(k;,  1 
year,  — %.     2:622.  20,000 

Krimsky.  Gerson  to  Samuel  Cantor.  Goerck  st.  No  84  to  88,  n  e 
cor  Rivington  st,  Nos  322  and  324,  on  map  No  322,  40x81.3. 
P  M.  Prior  mort  $.50,000.  Aug  1,  5  yrs,  6%.  Aug  2,  19(X5, 
2:324.  25,000 

Kreinik,  Joseph,  Louis  Rieger  and  Saml  Radner  to  Kotzen  Realty 
Co.  13th  st.  No  (UO,  s  s,  158  w  Av  C,  25x103.3.  P  M.  July 
16,   due  Feb   11,   1907,   (S'/r.     July  31,   19(Xi.     2:395.  5,2(58.50 

Keller,  Theo  to  Selmar  Hess.     Av  A,   No  123,  w  s,  24.8  s  8th  st, 

24.1x70.      July  31.    19(X1.   3  years.   4^4%.      2:43.5.        _  10,0(X) 

Klein.  Moritz  to  Frank  Brewery.  Rivington  st.  No  70,  n  e  cor 
Allen  st.  No  1.50.  22.4x75.  P  M.  July  25,  demand,  6%.  July 
30.   1906.     2:416.  5,000 

Kostiuk,  Goodman  to  Morris  Kostiuk.  9th  st.  No  724,  s  s,  308  e 
Av  C,  24.11x93.11.  Prior  mort  $30,000.  May  18,  3  years,  6%. 
July  30,   19(X!.     2:378.  5,000 

Klein,  Henry  to  Max  Schwartz.  Stanton  St.  No  196,  n  s,  49.10  w 
Ridge  St.  25.1x75x25x75;  Stanton  st.  No  198.  n  s,  25.1  w  Ridge 
st,  24.9x75.  July  26,  due  Spt  1,  190(i,  67f.  July  27,  lOtMi. 
2:. 345.  8,500 

Lebenstein,  Charles  to  Simon  A  Hirshbaum.  5th  av.  No  1334,  s  w 
cor  112th  st.  No  2,  25,11x100.  Prior  mort  $48,000.  Aug  1,  due 
Mar  1,  1909,  (!%.     Aug  2.  IfMXi.     6:1.59.5.  8,000 

Same  to  TRUST  (JO  OF  AMERICA.     Same  property.     Aug  1,  3  yrs. 

5%.     Aug  2:  1906.     6:1.595.  48.000 

Loesch.  Annie  E  to  Gottlob  F  Jaissle.  17th  st,  Nos  612  and  614, 
s  s,  213  e  Av  B,  2  lots,  each  25x92.  2PM  morts,  each  $3,.5(X), 
2  prior  morts,  each  $13,.500.  Aug  1,  due  Jan  1,  1909,  6%.  Aug 
2,  1!XX!,     3:984.  7,000 

Levy,  Fredericka  and  Minnie  Frey  to  STATE  BANK.  6.3d  st.  No 
128,  s  s,  4(X)  w  Columbus  av,  25x100.5.  July  27,  secures  notes. 
6%.     July  28,  IIMIO.     4:1134.  _  2,(XX) 

Lawyers  Mortgage  Co  with  Ida  Machiz.     3d  av,   No   1701.      Exten- 
sion mort.     July  25.     July  28.  1900.     5:1.541.  nom 
Lefkovits.  Ignatz  to  Saml  Davis.     7Sth  st.  No  401.  n  s,  (>4  e  1st  av, 
runs  n  39.2  x  n  12.11  x  e  30  x  s  ,52.2  to  st  x  w  30  to  beginning. 
P  M.     July  21,  3  yrs,  6%.     Aug  2.   1906.     5:1473.                      5,000 
Labriola  Giuseppe  to  Michele  Lagomarsino.     1st  av.  No  223.5,  w  s, 
19.7  s  115th  St.  18.10x90.     P  M.     Prior  mort  .$8.0(^10.     Aug  1,  3 
yrs,  (i%.     Aug  2.  19(Xi.     6:1686.                                                _         4,000 
Labriola  Giuseppe   to  Bertolomeo  Zunino.     1st   av.   No  2233,   w  s, 
38.5  s  115th  St.   1,8.11x90.     P  M.     Prior  mort  $9,000.     Aug  1,  3 
yrs,  6%.     Aug  2.   1906.     6:1(58(!.                                                       3,500 
Ludwig,   Louis   and   .Mbert   M   Gilday   to   David   Gordon.      Bleecker 
st,   Nos  292  and  294,  s  w  cor  Barrow  st.  No  37,  40x81x.39,7x81. 
P  M.     July  .30.  due  Oct  1,  1910,  6'/r.     July  31,  190(!.     2:.5S7.    3.500 
Larkin.    Arthur    G    to    James    H    Aldrich    et    al    trustees    Eliz    W 
Aldrich.     Park  row.   No  82,  n  s,  abt  136  w  Chambers  st,  24.10x 
95.2x25x95.3.     July  31,   19(Xj.   2   years,   5V4%.      1:121.              65.(X)0 
Liberti.  Vitaliano  to  Faust  D  Malzone.     Mulberry  st.  No  12(),  e  s, 
.50   s    Hester   st,    16x50.      P   M.      Prior   mort   $10,(X)0.      July  31, 
190(>,  4  years,   i\'/,.     1:205.                                                                  5.000 
Lederer,  Max  to  Katherine  A  Farrelly.     137th  st.  No  224,  s  s,  291 
w  7th  av,  17.x99.11.     P  M.    July  31,  19(X).  5  yrs,  4V4%.       7:1942. 

8,00(.) 
Levine,  Aaron  H  and  Joseph  M  Levie  to  Nathan  -Navasky  and  ano. 
101st    St.    Nos    129    and    131.    n    s.    262.6    w    Columbus    av,    .■)7.(ix 
100.11.     P  M.     Prior  mort  $41.(XI0.     July  27,  due  July  27,  1911, 
6%,     Aug  2,  19<Xx     7:1856.  13,000 

Levine,  .4aron  H  and  Joseph  M  Levie  to  Nathan  Navasky  and  ano. 
101st  St.  Nos  125  and  127,  n  s,  225  w  Columbus  av,  37.6x100.11. 
P  M.  Prior  mort  $4-1,000,  July  27,  5  years,  67c.  Aug  2,  1906. 
7:1856.  10,000 


Tbe  text  of  these  pagea  Is  copyrigbted.    All  rights  are  reserved,         Notice  Is  hereby  given  that  iDtrlngement  will  lead  to  proseoutlon. 
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KING'S  WINDSOR  CEMENT 

For  Plastering  Walls  and  Ceilings 


Elastic  in  Its  nature,  c&n  be  applied  with  25  pet 
cent.  less  labor  and  has  12'^  percent,  more  cov> 
erlng  capacity  than   any  other  similar   matertall 

J.  B.  KING  &  CO.,  No.  1  Broadway,  New  York 


Levins,  Patrick  C  to  Central  Brewing  Co  of  N  Y.  73d  st.  No  213 
East.  Saloon  lease.  July  14,  demand,  0%.  July  30,  190t!. 
r>:14-'8.  850 

Levy,  Max  to  Julius  A  Ellis.  Mott  st.  No  59,  e  s,  75  n  Bayard  st, 
25x100.  Prior  mort  .1!24,000.  July  26,  due  Aug  1,  1906,  —%.  July 
:',(K    l!)0(i.      1:201.  1,000 

Logan,  Edgar.  Yonkers.  N  Y,  to  Rudolph  J  Muller.  13(>th  st,  Nos 
l.'iO  and  1;)2.  s  s.  2.50  e  7tli  av,  :>:{.4x'.l'.».ll.  Prior  mort  $21,500. 
July  23,   1   year,  6%.     July  27.   I'.MKi.     7:1920.  2.2.50 

Lippman,  Saml  and  Harry  to  Sigmund  Morgenstern.  Monroe  st. 
No  257,  n  s,  2(K1.8  w  Jackson  st,  24.10x93.5x25.2x93.  P  M.  July 
31,  3  yrs,  — %.     Aug  1,  1900.     I:2(i6.  5.500 

Lawyers  Mortgage  Co  with  Frank  Beck.  3d  av.  No  1699,  e  s^ 
.50.8  n  95th  st-,  25x100.  Extension  mort,  July  23.  July  27, 
in(X!.     5:1.541.  nom 

Lordi,  Pernetti  and  De  Respirls  Construction  Co  to  North  Amer- 
ican Mortgage  Co.  llOth  st,  Nos  421  to  427,  n  s,  239  e  1st  av, 
80x100.10,     July  31,  due,  &c,  as  per  bond.     Aug  1,  I'.MMi.     6:1710. 

50,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders  to  above  mort.     July  .'51st.     Aug  1.  1906.     6.1710. 

Levy,  Isaac  and  Simon  Weinstein  to  H  Louisa  Mulford.  I3Sth  st. 
No  519,  n  s,  262.6  w  Amsterdam  av,  37.6x99.11.  5  yrs,  5%. 
July  30.  1906.     7:2070.  4O,0(X) 

Lordi,  Pernitti  and  De  Respirls  Construction  Co  to  North  Ameri- 
can Mortgage  Co.  116th  st,  Nos  421  to  427,  n  s,  239  e  1st  av, 
80x100.10.     July  31,  due,  &c,  as  per  bond.     Aug  2,  1906.     6:1710. 

30,WK) 

Same  to  same.  Same  property.  Certificate  .as  to  consent  of  stock- 
holders to  above  mort.     July  31.     Aug  2.  19(X>.     6:1710.  

Lange.  Tillie  to  Abram  L  Libman  et  al.  2d  av,  w  s,  80.11  s  67th 
St.  39xl(M>.  Prior  mort  .'t;42,(RIO.  Aug  1,  5  years,  Cr/c  Aug  2, 
KHX).     5:1421.  9.750 

Matthews,  Rose  M  to  James  Bradley.  102d  st.  No  202,  s  s,  93.4 
w  Amsterdam  av,  runs  s  e  7.5.8  x  s  e  7.2  x  w  3.5. .5  x  n  3.1  x  n  w 
81.7  X  e  35.9  to  beginning.  P  M.  July  31,  5  yrs,  5%.  Aug  1, 
1906.     7:1873.  35,000 

Same  to  same.  Same  property.  P  M.  Prior  mort  35,000.  July 
31,   installs,  3  yrs,  (;%.     Aug  1.   1906.     7:1873.  3,000 

McGuire,  Hannah  to  Annie  R  Bauerdort.  10th  av,  Nos  118  to  122, 
e  s,  45  n  17th  st,  68.10x100.  P  M.  July  20,  due  July  30,  1909. 
5%.   Aug  1,   1906.     3:715.  2.5,0(M) 

Mulcahy,  Margt  A  wife  Patrick  J  to  American  Mortgage  Co.  83d 
st.  No  227,  n  s,  250  w  Amsterdam  av,  25x102,2.  P  M.  July  26, 
3  yrs,  5%,.     Aug  1,  1906.     4:1231.  15.000 

McGuire,  Hannah  to  John  Maguire.  10th  av,  Nos  118  to  122, 
e  s.  45.6  n  17th  st,  68.10x100.  P  M.  Prior  mort  |25,0<X). 
July  20,  due  July  30,  1907,  6%.     Aug  1,  190(i,     3:715.  8,000 

Menline,  Emanuel  with  NEW  YORK  TRUST  CO.  66th  st.  No 
1.5.5,  n  s.  213.2  e  Amsterdam  av,  31x100.4.  Subordination  mort. 
July  24.     July  31,  IIKM!.     4:1138.  nom 

Martens.  Otto  J  to  Marks  Moses.  129th  st.  No  149,  n  s,  275  e 
7th  av,  16.8x99.11.  Prior  mort  $9,fK)0.  July  23,  3  yrs,  6%. 
Aug  2,   1906.     7:1914.  3,000 

Mishkin,  Alter  and  Louis  to  Jennie  Bogorod.  99th  st.  No  157,  n  s, 
275  w  3d  av.  25x100.11.  P  M.  Prior  mort  .1!14,.500.  Aug  1,  4 
yrs,  6%.     Aug  2,  1906.     6:1627.  6,000 

Meshel,  Charles  to  Max  Borck.  5th  st.  No  716,  s  s,  235.6  e  Av  C, 
25x96.  P  M.  Prior  mort  $24,OfK).  Aug  1,  3  yrs,  6%.  Aug  2, 
1906.     2:374.  14.(X)0 

Manganaro,  Joseph  and  Adelina  A  Varasano  to  Morris  Freundlich 
and  ano.  8(ith  st.  No  340,  s  s,  2(H)  w  1st  av,  25x102.2.  P  M. 
Prior  mort  .$28,000.     July  31,  3  yrs,  6%.     Aug  2,  1906.     5:1548. 

lO.tXM) 

Mandelbaum,  Harris  and  Fisher  Lewine  to  League  Realty  Co. 
Lexington  av,  s  e  cor  67th  st,  ltK>.5x60.  P  M.  Prior  mort  $45,- 
000.     July  25,   due  July  12,   1907,  6%.     July  27,   1906.     5:1401. 

22, .500 

Mandel,  Saml  and  Henry  to  Harris  Mandelbaum  and  ano.  Lex- 
ington av,  n  e  cor  67th  st.  100.5x.59.  P  M.  Prior  mort  $62,.50O. 
July  25.   due  June   12.   1907,  6'/,.     July  27,   1906.     5:1402.       7,aM1 

Mandel.  Saml  and  Henry  to  Harris  Mandelbaum  and  ano.  Lex- 
ington av,  s  e  cor  (i7th  st,  100.5x60.  P  M.  Prior  mort  .$62,500. 
July  25.   due  June   12,   1907,  6'/,.     July  27,   l!KKi     5:1401.       7,000 

Mandelbaum,  Harris  and  Fisher  Lewine  to  League  Realty  Co.  Lex- 
ington av.  n  e  cor  67th  st.  100.5x,59.  P  M.  Prior  mort  .$51„500. 
July  25,  due  July  12.   1!M)7,  6'/f.     July  27,  190(5.     5:1402.       11.000 

Mattern.  Jacob  to  Lena  Maier.  10th  av.  No  443,  w  s,  98.9  n  34th 
st,  24.8xl(K>.     P  M.     July  28,  190(!.  5  years,  .5%.     3:706.       20.(_)00 

Melmon.  Jacob  and  Yetti  Lanes  and  Joseph  Larchan  with  LAW- 
YERS TITLE  INS  &  TRUST  CO.  91st  st.  No  321,  n  s.  325  e 
2d  av,  25xlOO.,S.  Subordination  agreement.  July  12.  July  27, 
1906.     5:1.5.54.  nom 

Manheim,  Hymon  and  Abraham  I  Weinstein  to  Louis  Manheim. 
144th  st,  n  s.  200  w  Amsterdam  av,  2  lots,  each  .50x99.11.  2  P 
M  morts,  each  $15,000;  2  prior  morts  .$48,0CM)  each.  July  27,  5 
years,  6%.     July  28.  1906.     7:2076.  30,000 

McCormack  (M)  Construction  Co  to  City  Mortgage  Co.  Dyckman 
st,  e  s,  KM)  n  Vermilyea  av,  100x125.  Building  loan.  Prior  mort 
.$65,410.63.       July    2,    demand,    r//(.      July    27,    190<j.       8:2233. 

22.089.37 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     July  2.     July  27,  1906.     8:2233.  

Melmon.  Jacob  to  LAWYERS  TITLE  INS  &  TRUST  CO.  91st  st. 
No  321,  n  s.  .'!25  e  2d  av.  25xl(KI.8.  July  20,  due  June  30,  1910, 
.5%.     July  27.   11X16.     5:1,554.  19.fXX1 

Moffat,  Mary  E  to  Wm  F  Patterson.  130th  st.  No  .55,  n  s,  2,55  e 
Lenox  av,  20x99.11.  P  M.  July  20,  due  Aug  1,  1911,  —%.  July 
27,  1906.     6:1728.  11,000 

Morris,  Moses  to  Clara  Weiner,  13th  st.  No  317,  n  s,  217  e  2d  av, 
23x103.3x22.6x103.3.  July  26,  5  years,  5%.  July  27,  1906. 
2:4.55.  18,500 

Marasco,  Rocco  M  to  Van  Buren  Land  Co.  Mott  st.  No  278,  e  s, 
126.6  s  Houston  st,  25x87.1x2.5x87.  July  25,  5  years,  .5%.  July 
27,  1906.     2:.508.  25,000 

Markham.  Francis  J  to  Emily  S  Hutchinson.  1.30th  st.  No  222,  s  s, 
265  w  7th  av,  17.6x99.11.  P  M.  July  26,  1  year,  G%.  July  27, 
1906.     7:19.35.  1..500 

Morick.  Henry  to  F  &  M  Schaefer  Brewing  Co.  Broad  st.  No  88. 
6aloon  lease.     July  26,  demand,  6%.     July  27,  1906.     1:11.        5,000 


Melmon.  Jacob  and  Yetti  Lanes  and  Saml  Lorber  and  Levi  Ruben- 
stein  wrth  LAWYERS  TITLE  INS  &  TRUST  CO.  91st  st.  No  321, 
n  s,  325  e  2d  av,  25x100.8.  Subordination  agreement.  July  12. 
July  27,  1906.     5:1.554.  nom 

Meyer,  Dora  to  Wm  H  Stewart.  133d  st.  No  510,  s  s,  200  w  Am- 
sterdam av,  25x99.11.  P  M.  Prior  mort  $16,500.  Aug  1,  3  yrs. 
—  %.     Aug  2,   r.MH!.      7:19,86.  7,360 

Muldberg,  Moritz  to  METROPOLITAN  SAVINGS  BANK.  St  Marks 
pi,  No  44  (8th  st),  s  s,  125  e  2d  av,  25x1/2  blk;  also  strip  begins 
at  s  w  cor  above,  and  distant  125  e  2d  av,  runs  s  4  x  e  25  x  n  4  x 
s  25,  together  known  as  No  44  St  Marks  pi.  July  31,  I'.KXi, 
5  years,  5%.     2:449.  20.000 

Masch,  Morris  to  American  Mortgage  Co.  2d  av.  No  407,  w  s, 
l(K».n  s  124th  st,  25.2x90.  July  .30,  5  years,  57c.  July  31,  1!X)6. 
6:178.S.  2,500 

McCormick.  Margt  C  to  EQUITABLE  LIFE  ASSUR  SOC  of  the 
U  S.  38th  st.  No  15,  n  s,  278.8  w  5th  av,  runs  5  x  n  60.2  x  <i 
.33.5  X  w  18.3  x  s  33.4  x  s  (10.2  x  s  5  to  st  x  e  18.10  to  begin- 
ning.    July  30,  2  years.  41/2%.     July  31.   1906.     3:840.  50,000 

Mansfield,  Wm  C  to  METROPOLITAN  LIFE  INS  CO.  122d  st.  No 
234,  s  s,  420  w  7th  av,  34x100.11.  Extension  mort.  July  24, 
July  31,  1906.     7:1927.  nom 

Neumann,  Alwln  A,  Dunwoodie,  to  EMIGRANT  INDUSTRIAL  SAV- 
INGS BANK.  Mort  reads  2d  av  (?),  n  s,  61.7  w  from  n  w  cor 
2d  st  and  2d  av,  runs  n  78.1  x  w  20.6  to  pt  77  from  n  s  2d  st 
X  w  17.10  X  s  7  X  w  2.8  X  s  69.4  to  n  s  2d  st  x  e  40.10  to  begin- 
ning (?).     Probable  error.     5  yrs,  4i/>%.     Aug  1,   1906.     2:458. 

15,000 

Nagle.  Katharine  J  wife  of  and  Percival  E  to  BROADWAY  SAV- 
INGS INST.  129th  st.  No  3,  n  s,  73  e  5th  av,  37.x5().  July  31, 
due  May  1.  1!»(I8,  5%.     Aug  1.  1!K)6.     6:17.54.  14,000 

O'Rourke.  Frank  to  Patk  G  Tighe.  22d  st.  Nos  .5.55  and  557  West. 
Assignment  of  rents  to  secure  mortgage  of  $8,500.  July  24.  July 
31,    llMMi.     3:694.  nom 

Oshinsky.  Joseph  to  Edw  Rubin.  4th  st.  No  142,  s  s,  94.11  e  1st 
av,  33.7x96.2x33.9x96.2.  P  M.  Prior  mort  $40.0(X).  July  25, 
5  years,  6%.     Aug  1.  1906.     2:431.  11,000 

Osterman,  Hortense  to  Julia  Vogel.  Columbus  av,  Nos  015  and 
617,  s  e  cor  !M)th  st.  No  82,  50.8x74.6.  Aug  1,  3  years,  6%,  Aug 
2.   190(!.     4:12(«.  29,500 

Provincial  Realty  Alliance  to  Chelsea  Realty  Co.  Seaman  av, 
w  s,  50  n  215th  st,  ,50xl(H).  P  M.  Prior  mort  $3,040.  July  25, 
due   May   29,   1910,   4V4%.     July  26,    lOOIL     8:22.50.  495 

Provincial  Realty  Alliance  to  Chelsea  Realty  Co.  Seaman  av,  e  s, 
abt  9(i  n  215th  st,  lOOxKXI.  P  M.  Prior  mort  $6,080.  July  25, 
due  May  29.   1910.  4%9'c.     July  26,   l')06.     8:2243.  1,620 

Provincial  Realty  Alliance  to  Chelsea  Realty  Co.  Broadway,  w  s, 
202.5  n  215th  st.  75x100.  P  M.  Prior  mort  $14,820.  July  25, 
due  May  29,   1910,  41^%.     July  26,  llXMj.     8:2243.  4,430 

Porges,  Hanie  to  Henry  B  Rosenthal  et  al.  17th  st,  Nos  349  and 
351,  n  s,  80  w  1st  av,  42x92.  P  M.  Prior  mort  $.50,000.  July 
27.  5  years,  6'/(.     Aug  2,  1906.     3:933.  .        5,000 

Portman,  Isaac  to  Marcus  Rosenthal.  18th  st.  No  417,  n  s,  36.5 
w  Av  A,  25x90.  P  M.  Prior  mort  $10,000.  Apr  18,  2  years,  6%. 
Rercorded  from  Apr  19,  19(J6.     July  30,  1906.     3:9.50.  3,.500 

Partridge,  Charles  H  to  Jos  Doelgers  Sons.  3d  av.  No  796,  s  w  cor 
49th  st.  Saloon  lease.  July  27,  demand,  ii'/i.  July  30,  1906. 
5:1303.  1,500 

Pitthan,  Charles  to  Charles  Jacobs.  71st  St.  No  423.  n  s,  2,88  e 
1st  av,  25x102.2.  P  M.  Prior  mort  $25,0(XJ.  Aug  1,  5  yrs,  6%, 
Aug  2,  1906.     5:1466.  5,000 

Proctor,  Jessie  M  to  John  T  Halliday.  104th  st,  No  69,  n  s,  135,8 
e  Columbus  av,  27x100.11.  P  M.  Prior  mort  $28.(H)0.  July  14. 
due  July  31,  19(».  6%.     Aug  2,  1906.     7:1840.  7,.5(X) 

Peltz,  Barney  and  Barney  Biderman  with  Oscar  EnglandeY.  101st 
st.  No  50  East.  Agreement  as  to  payment  of  principal  of  mort. 
July  23.     Aug  1,   1906.     (kKSH).  nom 

Pincus,  Alex  H  to  Simon  Friedberg  and  ano.  Amsterdam  av, 
Nos  2143  and  2145,  e  s,  .50  n  166th  st,  2  lots,  each  37.6x100. 
2pm  morts,  each  .$4,7.50.  2  prior  morts  .$46,2,50  each.  July 
14,  due  Aug  1,  1908.   6%.     Aug  1,  ItMWi.     8:2111.  9,.500 

Power,  James  W  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
5th  av.  No  2081,  e  s,  44.11  n  128th  st,  20x80,  P  M.  1  yr,  4%. 
Aug  1,  19(Mi.     6:1753.  1,8,000 

Price,  Lincoln  to  Harry  M  Greenberg.  9th  av.  No  573,  w  s,  78.9 
s  42d  st,  20x100.  P  M.  Prior  mort  $14,000.  July  25,  due  Mar 
1,  1!M)S,  0%.     Aug  1,  1906.  4,000 

Psaty-Edelson  Construction  Co  to  Stephen  O  Lockwood.  144th  st, 
n  s,  1,50  w  Broadway,  50.x99.11.  July  31,  3  yrs,  5%.  Aug  1, 
19()6.     7:2091.  40,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     July  31.     Aug  1.  19(X;.     7:2091.  

Pettit.  Mary  E  to  Francis  R  Robins  trustee  Amelia  Robins.  97th 
st.  No  41,  n  s.  420  w  Central  Park  West,  20x100.11.  July  26.  3 
years,  5%.     July  27,  1906.     7:18.33.  15,000 

Pag  Co  of  N  Y  to  T  Drysdale  Buchanan.  61st  st.  No  226,  s  s,  285 
e  3d  av,  20xl(X).5.     July  2,  5  years,  5%%.     July  27,  1906.  5:1415. 

2.000 

Pellegrini,  Jennie  F  and  Mary  F  Conti  to  Maria  Haberman.  Mac- 
dougal  st.  No  133,  n  w  s,  106  s  w  4th  st,  24.7x.88.9.     P  M.     Aug. 

Aug  2,  r,XMi.     2:.54.3.  15,(K)0 

L.  N  Y,  and  Frank  Squier,  Brooklyn,  N  Y,  to 
9th  st.  No  61,  n  s,  174.4  w  Broadway,  26x92.3. 
M.      July   30,    due   Jan    15,    1907,   6%.      July   31, 

15,500 

Purdy,  Sarah  E.  West  Orange.  N  J,  to  Geo  A  Dowden.  Pearl  st.  No 
67,  n  s,  139.1  e  Broad  st.  runs  n  84.4  x  w  0.(>  x  n  —  to  Stone  st. 
No  .32,  x  e  19.10  x  s  .3.5.1  x  e  —  x  s  7.5  x  w  3.4  x  s  73.2  to  st  x  w 
20.4  to  beginning;  Stone  st.  No  .32i/4,  s  s,  67.7  w  Coenties  slip, 
runs  s  39. .5  x  w  6.10  x  n  3.8  x  w  1.1  x  n  35.2  to  st  x  e  7.1  to  be- 
ginning. Prior  mort  $25,(XK).  July  19,  3  years,  6%.  July  31, 
1906.      1:29.  32,000 

Quittner.  Edward  with  N  Y  TRUST  CO.  6(;th  st,  Nos  1.53  to  157, 
n  s,  1,S2.2  e  Amsterdam  av.  31xl00.4r  Subordination  agreement. 
July  23.     July  .'51,   1!MK!.     4:1138.  nom 

Robilotto.  Donato  to  James  F  Thompson  and  ano.  Barrow  st.  No 
22,  n  s.  abt  100  e  Bleecker  st,  25xlKJ.  P  M.  July  1,  3  years,  6%.. 
July  .30.   I'.MMi.     2:,591.  4,000 


1,  3  yrs,  — /„. 
Patton,    Charles 
Oliver  Smith. 
Leasehold.      P 
1906.     2:.561. 


The   text   of  these   pages   13   copyrighted.      All   rights   are   reserved.  Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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The   Palmer   Lime  and  Cement  Company 

**  PAI^MER'S  NO.  1 , "  the  BtronKest  and  best  brick  lime  manufactured,  will  lay  more  brick  to  the  barrel  than  any  other  lime.  ( 

Farnani  CHESHIRE  FiniohluE,  which  has  no  equal. 

Palmer's  Fiuisliingr^  hl^h  grade.  St  all  finishing  and  plastering  work. 

Connecticut  AVIiite  ijime^  espt^laliy  adapted  to  brown  and  scratch  work. 

Palmer's  Chemical  I.iiine,  absolutely  high  grade. 

Alsen's  Portland  Cement,  for  Long  Island.  FOSTER    F.    COMSTOCK,    Manager 

Brooklyn  Station,  Telephone  1453  Greenpnlnt  Sales  Department :     149    BROADWAY,    NEW    YORK 

Jersey  City  Station,  Telephone  13fi2  Jersey  Tolophonos,  UUl(i-(Jijll-Ui;i2  Oirtlundt 


Realty  Operating  Co  with  City  Mortgage  Co.  Dyckman  st,  e  s, 
100  n  Vermilyea  av,  ]00.\100.  Subordination  agreement.  July 
.•',0,  1!J()(!.     8;i'2.33.  nom 

Rosenthal.  Robert  to  Isaac  Rosenwasser,  Av  C.  No  lf)3,  w  s,  1'.) 
s  12th  St,  ]9.6xfi7.  P  M.  Prior  mort  $10,000.  July  30,  due 
July  15,  1010,  G%.     July  31,   1900.     2:304.  4,000 

Regenbogeu.  Betsy  to  Zenobia  Hanfield.  Madison  st.  No  4(11,  n  s, 
l.")0  e  Jackson  st.  2."ix(i.">.2  to  Grand  st,  No  .ViT,  x2Sx70.  P  M. 
Prior  mort  $12,000.     July  27.  .5  years.  (i'X.     July  31,  1900.  l:20."i. 

■5,0(.X> 

Risenthal,  Joseph  to  Peter  Donald.  134th  st.  No  500!,  s  s,  1.50  w 
Amsterdam  av.  40x09.11.  July  29,  3  years.  .5'/,.  July  31,  1900. 
7:1987.  .85.000 

Roosevelt  Realty  &  Construction  Co  to  Israel  Bloch.  KjOth  st,  Nos 
524  and  52ti,  s  s,  3<I0  w  Amsterdam  av,  2  lots,  each  37.0x00.11. 
2  morts,  each  $0.(MIO;  2  prior  morts.  $35.0(X).  July  20,  due  Aug  1, 
1909,  —%.     July  27.  1900.     8:2118.  IS.OOO 

Rosenthal,  Louis  M  to  METROPOLITAN  SAVINGS  BANK.  0th  St. 
No  210.  s  s.  230  e  3d  av.  2.5x97.  Estoppel  certificate.  July  18. 
July  27,   1!M)0.     2:401.  

Rosenthal,  Michl  to  Frank  Hillman  and  ano.  49th  St.  No  331.  n  s. 
325  e  2d  av.  20x100.5.  P  M.  July  20,  1  year,  5%.  July  27. 
19(K>.     5:1342.  8,000 

Robinson.  Andrew  R  and  Marie  to  John  F  Nevins.  49th  st,  No  1.59, 
n  s,  104.2  e  7th  av,  20.10x100.5.  Prior  mort  .$7,500.  July  20. 
5  years.  41/2%.     July  27,  I'.HKi.     4:1(K)2.  _  5,Ck:)0 

Same  to  Annie  L  Horn.  Same  property.  Prior  mort  $12,.500.  July 
20,  5  years.  4%%.  July  27.  1900.  Given  as  collateral  security 
for  payment  of  mortgage  of  .$25.<1(X)  on  No  157  W  49th  st.       5.000 

Rosenthal,  Michael  and  Albert  Price  to  Frank  Hillman  and  ano. 
49th  st,  Nos  329  and  331,  n  s,  305  e  2d  av,  40x100.5;  49th  st.  No 
3.33,  n  s.  345  e  2d  av,  20x100.5.  P  M.  July  20,  1  year,  0%.  July 
27.  19(h;.     5:1342.  10,000 

Roos.  Cornelia  W  to  Max  Marx.  113th  st.  No  23.3,  n  s,  2.50  w 
7th  av.  lO.SxKHlll.  P  M.  Prior  mort  .$11,000.  Aug  1.  3  yrs. 
(i%.     Aug  2.  1900.     7:1829.  1.500 

Roos.  Charles  to  Geo  Ehret.  91st  st,  Nos  431  and  433,  n  s.  94  w 
Av  A,  75x100.8.     P  M.    July  30,  19(K;,  1  year,  .5%.     5:1571.     15,000 

Rosendorf.  Hugo  D  to  Emily  D  Van  Wagener.  24th  st.  No  47.  n  s, 
200  e  0th  av.  20.10x98.9,  except  strip  O.Ox.55.4  on  west.  July 
27,  5  years,  .57,.     July  30,  1900.     3:820.  30.000 

Robinson.  Andrew  R  to  Annie  L  Horn.  49th  st.  No  157.  n  s.  12.5 
e  7th  av.  20.10x100.4.  P  M.  July  20.  5  years.  41/2%-  July  27. 
IfKXj.     4:1002.  25.000 

Robinson.  Andrew  R  and  Marie  to  Geo  W  Ellis.  49th  st.  No  159, 
n  s.  im.2  e  7th  av.  20.1(>xf00.5.  Prior  mort  .$ .  July  20,  se- 
cures  notes,   .$2, .500,   —%,.     July   28,    190(i.     4:1(X>2.  2,.500 

Rubin.  Max  and  Simon  Uhlfeldr  and  Abraham  Weinberg  with 
North  American  Mortgage  Co.  118th  st,  Nos  510  to  .524.  s  s, 
248  e  Pleasant  av,  125x100.11.  Subordination  agreement.  July 
27.     June  29,   1900.     0:1710.  nom 

Same  with  same.  Same  property.  Subordination  agreement.  June 
29.     July  27.  19(H;.     0:1710.  __         nom 

Rothman.  Joseph  to  Jonas  Weil  and  ano.  Broome  st.  No  70,  n  s. 
25  w  Cannon  st.  25x7.5.  P  M.  Prior  mort  $14,000.  July  31,  7 
yrs,  6%.     Aug  1,   1!XI0.     2:332.  15,400 

Rosson,  Thomas  to  Mary  Ehrmann.  Minetta  lane,  Nos  19  and  21, 
s  w  s  at  n  w  s  Minetta  st,  Nos  10  to  22,  75x80.  P  M.  Prior 
mort  $21.(KK1.     July  31.  2  yrs.  (!/'.     Aug  1.  19(X>.     2:542.        8.875 

Rosen,  Morris  and  Louis  to  Joel  Sammet.  ]02d  st.  No  302.  s  s.  100 
e  2d  av.  25x100.11;  Norfolk  st.  No  152,  e  s,  75  s  Stanton  st,  25x 
100.  Prior  mort  $07,3W.  July  31,  due  Aug  31.  11X10.  0%.  Aug 
1.  190{!.     2;. 354  and  0:1073.  4.(X10 

Rodenbach,  Wm  J  to  Chas  S  Kohler.  104th  st.  No  71.  n  s,  117.10 
e  Columbus  av,  17.10x100.11.  P  M.  Prior  mort  $17,0<XI.  Aug  1, 
due  Nov  1.  1904!,  0%.     Aug  1,  1900.     7:1840.  2,000 

Rindlaub.  Conrad  to  Theo  W  Pierce.  12th  st.  No  511.  n  s.  140  e 
Av  A,  25  X  103.3.     July  .30,  3  yrs,  41/2%.     July  31,  1900.     2:400. 

15,000 

Reich,  Simon  and  Jonas  Schlesinger  to  Caroline  M  Smith.  Broome 
st,  No  59,  s  s,  abt  .50  e  Cannon  st,  2.5xl(K).  P  M.  Aug  1,  5 
years,  —^r..     Aug  2.  1900.     2:320.  30.0(X) 

Same  to  Julius  Stolott  and  ano.  Same  property.  P  M.  Prior  mort 
$30.0(10.      Aug    1,    5    years,    (!%.      Aug  2.    1900.      2;32(!.  0,200 

Stella,  Giuseppe  to  Charles  J  Oppenheira  and  ano.  100th  st.  No 
234  s  s,  liOO  w  2d  av.  25xl(M).9.  P  M.  Prior  mort  $25.0(X1. 
Aug  1,  5  years,   CZ/r.     Aug  2,   1900.     <!:  10.5.5.  10,000 

Sprung,  Isaac  to  METROPOLITAN  LIFE  INS  CO.  2d  av,  Nos 
1720  and  1722.  e  s.  .52.2  n  89th  st,  4.8.0x100.  Aug  1,  due  Nov 
1,   1011,  51^%.     Aug  2,   190(!.     5:1.5.52.  40000 

Same  to  Eliz  S  Jones.  Same  property.  Prior  mort  $40,000.  Aug 
1.   due  Nov  1,   1911,   O'/r.     Aug  2.   1900.     5:1.5.52.  10,000 

Sprung,  Isaac  to  METROPOLITAN  LIFE  INS  CO.  2d  av,  Nos 
1710  and  1718,  n  e  cor  89th  st.  No  301,  .52.2x100.  Aug  1,  due 
Nov  1,   1911.  .5y27c.     Aug  2.  19(X>.     5:15.52.  -(!0.(X)0 

Same  to  Eliz  S  Jones.  Same  property.  Prior  mort  .$(X1.0(X).  Aug  1, 
due  Nov  1,  1911,  0%.    Aug  2,  19(Xi.     5:1.5.52.  15,000 

Schwadron,  Isaac  and  Isaac  Grossman  to  Fannie  Rosenblum.  22d 
St.  No  2.35.  n  s.  1.50  w  2d  av.  2.5x150.  P  M.  Aug  1,  due  July  2, 
1911.   Of/,.      Aug  2,   1900.     3:903.  7.7.50 

Schultz.  Simon  R  to  Moss  Realty  Co.  04th  st.  No  220.  s  s.  37.)  w 
Amsterdam  av.  2.5xl(X").5.  P  M.  Prior  mort  $12.CMX>.  July  25. 
due  Jan  25.  1911,  0%.     July  28,  1900.     4:1155.  7,0<X) 

Schultz.  Simon  R  to  Moss  Realty  Co.  04th  st,  No  2.30.  s  s.  42;)  w 
Amsterdam  av,  2.5x100.5.  P  M.  Prior  mort  $13,7.50.  July  2:i, 
due  Jan  25,  1911,  09;,.     July  28,  1900.     4:11.55.  5,2.50 

Shatf,  David  and  Saml  Silberman  with  Max  Miller.  1.35th  st,  Nos 
49  to  53  West.  Subordination  agreement.  July  27.  July  28, 
l!X»(i.     0:1733.  ■  no™ 

Salzetein,  Julius  to  Sender  Jarmulowsky.  Madison  st.  No  ITO,  s  s, 
211.5  e  Pike  st,  25x100.     July  27,  ItKJO,  secures  note,  — 7f.   1:272. 

1,,500 
Schultz.  Simon   R  to   Moss  Realty  Co.     G4th  st.  No  2.32,   s  s.  450 
w  Amsterdam  av.  25x100.5.     P  M.     Prior  mort  $13,750.     July  25, 
due  Jan  25.  1911,  07o.     July  27,  1900.     4:1155.  5,2.50 


Saunders.  Arthur  W  to  Brokers  Investing  Co.  .35th  st.  No  .54, 
s  s,  245  e  Olh  av.  20x98.9.  P  M.  Prior  mort  $75,(D00.  July  20, 
1   year.  iV/, .     July  27,   19(1(!.     3:,S3(1.  40,(KKI 

Scheinkman,  Bernard  to  LAWYERS'  TITLE  INS  &  TRUST  CO. 
44th  st.  No  311.  n  s,  109.8  e  2d  av,  20.4x100.5.  P  M.  Aug  1.  5 
yrs.  5%.     Aug  2,  1900.     5:1337.  12,000 

Same  to  Lewis  M  Isaacs.  Same  property.  P  M.  Prior  mort 
$12,000      Aug  1.  2  yrs.  0%.     5:1337.  2,.500 

Scheinkman.  Bernard  to  LAWYERS'  TITLE  INS  &  TRUST  CO. 
45th  St.  No  310.  s  s.  248.8  e  2d  av,  20.4x100.5.  P  M.  Aug  1.  5 
yrs.  5%.     Aug  2.  1900.     5:1337.  12.0(K) 

Same  to  Isaac  S  Isaacs  trus.  Same  property.  P  M.  Prior  mort 
$12.0(K».      Aug  1,  2  yrs,  (!%.     Aug  2.   19(X!.     5:1337.  2..500 

Scheinkman.  Bernard  to  Leo  C  Mack.  45th  St.  Nos  308  and  310, 
s  s.  143.4  e  2d  av,  2  lots,  each  20.4xlCH)..5.  2PM  morts,  each 
$2,.500.  2  prior  morts,  each  $12,000.  Aug  1,  2  yrs,  0%.  Aug 
2.  19(X!.     5:1337.  5,000 

Same  to  LAWYERS'  TITLE  INS  &  TRUST  CO.  Same  property. 
2PM  morts,  each  $12.0(X).  Aug  1,  5  yrs,  5%.  Aug  2.  l/(0<!. 
5:1337.  •J4.<MH) 

Scheinkman,  Bernard  to  Lewis  M  Isaacs  trus.  44th  st,  No  .309, 
n  s,  143.4  e  2d  av,  20.4xl(K).5.  P  M.  Prior  mort  .$12.(X)0.  Aug 
1.  2  yrs,  0%.     Aug  2.  1900.     5:1337.  2..500 

Same  to  LAWYERS'  TITLE  INS  &  TRUST  CO.  Same  property. 
P  M.     Aug  1.  5  yrs,  5%.     Aug  2.  VMHl     5:1.337.  12.(MI0 

Struckenhausen,  Lina  M  to  John  Finkbeiner.  Av  A.  No  1.5.5.'?,  w  s. 
51.5  n  82d  st.  25.5x80.4.  P  M.  Prior  mort  $13,000.  Mar  31,  5 
years,  ii'/t.  Apr  2.  19(l(i.  .5:1.502.  Corrects  error  in  issue  of  Apr 
7.  1900.  when  property  was  9th  av.  9(I(M> 

Spero,  Sadie  G  with  N  Y  TRUST  CO.  00th  st,  Nos  1.53  to  157,  n  s, 
182.2  e  Amsterdam  av,  92.9x100.4.  Subordination  agreem->ni, 
July  28.    July  31.  19(X!.     4:1138.  nom 

Spiegel,    Rose.    David    Gutter    and    Henrietta    Lazarus    to    Pilgrim 
Realty   Co.      llOth   st,    Nos   38   and  40.   s  s.  441   w   5th   av,   .54x 
100.11       P  M.     Prior  mort  $55,000.     July  30,  3  years,  0%.     Ji-l 
31.    1900.      0:1.599.  13,000 

Shapiro,  Levy  &  Starr,  a  corpn.  with  American  Mortgage  Co.  2d 
av.  No  2407.  Subordination  agreement.  July  19.  July  31,  I'.XX!. 
(!:1788.  nom 

See.  Alonzo  B  and  Walter  L  Tyler  with  METROPOLITAN  LIFE 
INS  CO.  115th  St.  Nos  009  to  (!15.  n  s.  175  w  Broadway,  l(K)x 
100.11.  Subordination  of  contract  for  elevators  to  mort.  July  27. 
July  31,  190(1.     7:1890.  nom 

Schmidt,  Melenda  P  to  Chas  K  Beekman  trustee  Charles  H  Neil- 
son.  75th  st.  No  54,  s  s.  70  w  Park  av,  15x102.2.  July  20,  3 
years,   41/2%.     July  31,   1900      5:1389.  5,0(M> 

Sunshine  Mission  to  Mary  L  Herrick.  40th  st.  No  550,  s  s.  lOO  e 
11th  av,  25x98.9.  Aug  1,  due  Aug  8,  1908,  5%.  Aug  2,  1901!. 
3:711.  I'l.Oil,) 

Sommer,  Charles  R  and  Edw  C  to  Louis  Oppenheim  et  al.  43d 
st.  No  225,  n  s,  227  w  2d  av,  28x100.5.  P  M.  Aug  1,  3  yrs,  5%%. 
Aug  2.  19(X!.     5:1317.  -l.^XXl 

Stone.  Saml  and  Solomon  Sheintag  to  Matilda  Schiff.  Monroe  st. 
No  108.  s  s.  103.4  w  Montgomery  st.  23.4x98.9.  Prior  mort 
$22,000.     Aug  1.  5  yrs,  0%.     Aug  2.  19(X1.     1:2.58.  4.(HI0 

SLorner,  Anna  C  to  Nathan  Levy.  Lewis  st.  Nos  88  and  90.  e  s.  100 
s  Stanton  St.  45x100.  P  M.  Prior  mort  .$48,000.  July  31.  5  yrs. 
0%.     Aug  1,  19(«!.     2:329.  8,(H)0 

Silberman,  Hyman  to  Louis  Whitestone.  Lewis  st.  No  115,  w  s. 
150  s  Houston  st,  25.1x100.2.     P  M.     Prior  mort  $ .     July  31, 

1  yr.  0%.      Aug  1.  liMIC.     2:3:«l.  1.5(X) 
Schoonmaker,  Mathilda  L  widow  to  U  S  TRUST  CO  of  N  Y.     Lex- 
ington av,  No  221,  n  e  cor  33d  st.  No  141,  28x72.     July  31,  due, 
&c,   as  per  bond.      Aug  1,   1900.      3:889.                                           40,000 

Seidenwerg.  Charles  to  Mary  Caspe.  Pleasant  av.  No  344.  e  s, 
50.8  n  llSth  st,  25.3x70.  P  M.  July  31.  1  yr,  0%.  Aug  1, 
I'.XH!.     0:181.5.  2.(K)0 

Schlossmann.  Morris  to  Susanna  Mihalik.  1st  av,  Nos  1704  and 
17(Mi,  e  s.  39  n  88th  st.  30.0x80.     Prior  mort  $40,000.     July  .3'). 

2  yrs,  0%.     Aug  1.  1900.     5:1.508.  t^.OOO 
Silk,   Adolph   to   Lena  Rosenblatt.     5th  av.   No  2104,  w  s,  51.11    n 

132d  St.  27x1110.  P  M.  Prior  mort  $25,000.  4  yrs,  0%.  Aug  1, 
190(1.     0:17;'.0.  lO.IKMJ 

Schulz.  Mary  to  John  Ratzer.  3d  av.  No  213,  s  e  s,  74  n  e  18th 
st,  18x00.  Leasehold.  P  M.  July  27,  3  yrs,  5%.  Aug  1.  19tHi. 
3:899.  ■  ."),0(X) 

Silver,  .A.braham  to  Marcus  A  Frank.     3d  av.  No  1920,  w  s,  25.2  s 

lOOth  st,  25.3xltKl.     P  M.     Prior  mort  $ .     5  yrs.  0%.     Aug  1. 

1900.     0:1033.  9,000 

Schlenker.  Geo  with  Isaac  Marsak.  2d  av.  No  2032.  e  s.  75.11 
s  105th  St.  '25x75.  Certificate  as  to  payment  of  $.5(K1  on.a|c  of 
mort,     July  28.     July  31,   V.RIO.     0:1070.  

Satterlee.  Hnry  Y,  Arthur  B  and  Geo  R,  and  Mary  L  Catlin  widow 
exrs  Edward  R  Satterlee  and  Emily  V  Satterlee  Individ  to  MU- 
TUAL LIFE  I.NS  CO  of  N  Y.  Thompson  st.  No  1.  n  w  cor  Canal 
St.  Nos  .'!97  and  399,  runs  n  79.1  x  w  14.9  x  s  33.2  x  s  42.3  to 
Canal  st  x  e  25  to  beginning.  June  19,  due,  &c,  as  per  bond. 
July  27,   1900.     1:227.  13,5(M1 

Shay.  Catherine  A  to  Robert  W  Cooper.  19th  st.  No  318.  s  s,  abt 
225  w  8th  av,  21  10.\92.  July  28,  1  year,  —%.  July  30,  UMKl. 
3:742.  1000 

Schlesinger,  Abraham  and  Herman  Fenichel  to  Theo  C  Wood. 
97th  st,  Nos  00  to  00,  s  s.  l(K)  w  Park  av.  100x100.11.  Prior 
mort  $100, (HIO  and  equal  lien  with  mortgage  of  $15,0(X).  July 
20,  demand.  O',! .     July  27.  19(X;.     (1:1002.  17,(.K)0 

Same  to  Murtha  &  Schmohl  Co.  Same  property.  Prior  mort 
.$100,000  and  equal  lien  with  mortgage  for  $17,000.  July  20,  de- 
mand. O'/f.      July  27,   1900.     0:1002.  15,0(K1 

Signell  Co  (John  V)  to  MUTUAL  ALLIANCE  TRUST  CO  of  N  Y. 
135th  St.  n  s,  .•!25  w  Broadway.  .52.7x99.11.  July  20,  5  years, 
4W/c-     July  -'('.   1900.     7:2(X12.  49..500 

Signell  (John  VI  Co  to  MUTUAL  ALLIANCE  TRUST  CO.  1.35th  st, 
n  s  325  w  Broadway,  52.7x99.11.  Certificate  as  to  consent  of 
stockholders  to  mort  for  $49,500.  July  20.  July  28,  T.HX!. 
7:-2(Xl2.  


The  text  of  theM  pagei   U  copyrl«ht«(!.     All  rights  are   reeerved.       Notice  is  hereby  given  that  InfringemeDt  will  lead  to  prosecution. 


August  4,  ir,o6 
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RoGkland-Rockport  Lime  Company 


Look  for  these  words  on  the  head  of  every  barrel: 

•«Maflufactured  by  Rockland-Rockport  Lime  Company*' 

DO  NOT  BE  DECEIVED  BY  ANY  SUBSTITUTE 


Oreenpoint  Ave.  &  Newtown  Creek 

Borough  of  Brooklyn,  N.  Y.  City 
Telephone,  207  Greenpolnt 


Kanofactorers    of   th*  JoUowing  Brwddi   «C 
Rockland  Lime  fp 

EXTRA  FINISHING  LUMP  V.i,i:: 

Also  Sola  Macufactorvrt  of 

EUREKA  BRAND  of  PREPARED  PURE  WHITE  UMB 

which  Is  snperior  to  ao/  other  lima  or   wall    plutar  n*v 
on  the  market.  GUASANTKKD  NOT  TO  PIT. 


NEW    YORK    OFFICE,    PULLER    BUILDING,    BROADWAY    AND    23d    STREET 


Shapiro,  Isaac  aud  Abraham  H  Levy  to  Irving  Bachrach  and  ano. 
KJlUh  St,  s  s,  !Kt.2  w   Edgecombe   rd,  2oxtl7.4x2.'J.3xl21.1.     P  M. 

Prior  mort  $ .     Aug   1,  due  Feb  1,   1008,  0%.     Aug  2,  IDOtJ. 

8:2111.  .5.5<X» 

Seliultz,  Henry  to  John  L  Lawrence.  Front  st,  No  30,  n  s.  8o.4  e 
Broad  st,  runs  n  72.(!  x  e  18.11  x  s  70.0  to  Front  st  x  w  10.3; 
Front  st.  No  281/,,  „  sT  (JO.S  e  Broad  st,  18,8x72.0x18.0x73.0. 
P  M.     July  31,  .")  yrs,  .')%.     Aug  2,  1000.     1:7.  gold,  20j(J0O 

Teichraan.  Abraham  to  Jennie  Goldstein.  00th  st.  No  (17.  n  s,  75 
w  Parli  av,  2r)xl00.11.  P  M.  July  20,  1  year,  (1%.  July  27,  1900. 
0;ltiOr>.  l.CMTO 

Teicher,  SamI  and  Sarah  Pearl  to  Max  Friedman.  ti3d  st.  No 
220,  on  map  No  231,  n  s,  ISO  w  2d  av,  2r.xl(M).5.  P  M.  Aug  1, 
1000,   3  yrs,  0%.     .^:1418.  3,050 

Tobin,  Rose  M  to  Park  Mortgage  Co.  Jansen  av,  n  s,  318  w  228th 
st,  late  Terrace  View  av,  33xl(l(»,  P  M.  July  31.  3  yrs,  5%. 
Aug  1,  llMMi.     13:3402.  _    5,500 

Theise,  Bertha  to  Esther  Greenberg.  2d  av.  No  4.">0,  e  s,  78.0  s 
20th  st,  2(>xlOf>.     P  M.     July  24,  1  yr,  0%,     Aug  1,  rJO<!.     3:031. 

2.000 

Thuor,  Harry  A  to  Saml  Miller.  Carmine  st,  Nos  C0-(i4'/4,  s  w  cor 
Bedford  st,  8  lots,  each  2.")x(l(l.  P  M.  Prior  mort  .$35,000.  July 
20.  demand,  li'/r.     July  30,  10(Mi.     2:.'(28.  12,.500 

Tucker,  Margt  F  to  Robert  Tucker  and  ano  exrs  Thomas  Finegan. 
132d  st.  No  143,  n  s,  312.0  e  7th  av,  18.0x00.11.  July  28,  19(Mi. 
4  months.   '>'/,.     7:1017.  10,000 

Tietjen,  Henry  and  John,  firm  of  Tietjen  Bros,  to  Rudolf  Schildt. 
118th  st,  s  s.  148  e  Pleasant  av,  runs  s  1(K».10  x  w  ,">0  x  n  100.10 
to  st  X  w  50  to  beginningi  ?),  probable  error.  July  1,  3  years, 
— %,     July  31,   1000.     0:1710.  7,tKX» 

Williams  (Jho),  Incorporated,  to  BROADWAY  SAVINGS  INSTN 
of  City  N  Y.  20th  st,  Nos  ,540  to  555,  n  s,  125  e  11th  av,  lOOx. 
08.0.     July  2t;,  due  July  30,   1!)07,  -IW/r-     Ju'v  -^0,   1000.     3:698. 

50.000 

Same  to  same.  Same  property.  Consent  of  stockholders  to  above 
mort.     July  26.     July  3(t,  1006.  

Same  to  same.  Same  property.  Certificate  as  to  consent  ot  stock- 
holders to  above  mort.     July  26.     July  30,   1000.      3:»)08.  

Wetyen,  Chas  W,  Closter.  N  J.  to  EMIGRANT  INDUSTRIAL  SAV- 
INGS BANK.  6th  av.  No  4,S<),  s  e  cor  20th  st,  Nos  .54  and  50,  23.0 
x75.     July  27,  lOfXi,  1  year,  4Vz%.     3:8.30.  10,000 

Weinstein,  Charles  I  to  Isaac  Lowenfeld.  Madison  av,  Nos  163;} 
to  1641,  n  e  cor  100th  st,  Nos  51  to  61,  l(H>.llxl38.0.  Prior 
mort  $ .    July  19,  demand,  (;%.     July  27,  1006.     6:161.5.    52,(XM) 

Wallenstein.  Lasar  to  Harris  Mandelbaum  and  ano.  Lexington 
av,  Nos  1.5!>0  to  1.594,  n  w  cor  101st  st.  No  133,  51.2x75.  July 
27,   lOdtS,   due  Oct   1,   1907,   67o.     t;:l(!20.  6,000 

Wilson,  Max  S  A  to  Isaac  Gingold.  164th  st,  Nos  434  and  436, 
s  s,  325  e  Amsterdam  av,  50x112.4.  Prior  mort  $50,000.  July 
26,  3  years,  6%.     July  30,   19t)6.     8:2110.  13.tK10 

Walter,    Philip   to    DRY    DOCK   SAVINGS   INST.      94th   St.   No    187, 
n  s,  118.9  w  3d  av,  18.9x100.8.     P  M.     Aug  1,  3  yrs,  5%.     Aug  2.  . 
1906.     5:1523.  8,500 

Wormser,  Saml  to  Eda  M  Gates.  134th  st.  No  4,  s  s,  75  E  5th  av, 
25x99.11.  P  M.  Prior  mort  $14,500.  Aug  1,  due  June  1,  1907, 
5%.     Aug  2,   190(i.     (!:1758.  2.500 

Wiesenberger.  Isidor  and  Salomon  Goodman  to  Saml  Greenfeld. 
51st  st,  Nos  428  and  4.30.  s  s,  2.53  e  1st  av.  36xlfM).5.  P  M. 
Prior  mort  .$30.0<M».     July  31,  5  yrs,  6%.     Aug  1,  1006,     5:1362. 

o,(:mx) 

Wolf,    Theo    with    Lina    Kreielsheimer,      141st    st,    No   311    West. 

Extension  mort.     Jan  9.     Aug  1.   1906.     7:2043.  nom 

Weil.    Lina    to    Caroline    L   Gilsey    extrx    Peter   Gilsey   2d.      52d   st. 

No   449,   n   s,    1.50  e   10th   av.   25x100.5.      July  20,   3   years,   5%. 

July  31,   lOCMi.     4:1002.  23,(:hX) 

Weledinger,   Regina   to   Sarah   Rubenstein,      113th   st.   No  84,   s   s, 

.55  e  Lenox  av,  20xl(M).ll.     P  M.     Prior  mort  $20,400.     Aug  1.  2 

yrs.   (i%.      Aug  2,    1906.      6:].5'.t6.  2.(KX) 

Ward.  Mary  B  to  Wm  C  Kimball  as  trustee  Jos  B  Bowden.     91st 

St.  No  Kil.  n  s.   149  e  Amsterdam  av.   17x100.8.     July  28,   llKMi, 

3  years,  5%.     4:1222.  13.000 

Yesky.  Rosa  to  Adolf  Brodbeek  and  ano.     0th  av.  No  7.50.  e  s.  75.5 

s  51st  St.  25xl(KI.    July  1.  10  years.  5%.     July  27.  1!X)6.     4:1041. 

35,000 
Same   and   Emma   Frank   with   Adolf  and   Sophia   Brodbeek.      Same 

property.       Subordination    agreement.      July    1.      July    27,    1906. 

4:1(»41.  nom 

Yogg     Morris    and    Max    B   Juditsky   and   Harris    Mandelbaum    and 

Fisher     Lewine     with     LAWYERS     TITLE     INS     &     TRUST     CO. 

Lenox  av,    Nos  427   to  433,   w  s,  50  s   1.32d  st.  99.11x75.     Sub- 
ordination mort.    June  27.     Aug  1,  1900.     7:1916.  nom 
Zucker,  Jacob  to   derko  Kopelowitz.      Cherry  st.  No  294,  n  s,  83.1 

e  Jefferson  st,  25x8(».      P  M.      Prior  mort  .$19,(X)0.     Aug  1.  3  yrs. 

6;^      Aug  2,  1006,      1:257.  5.0(H1 

Zobel,    Fredk    C,    Bergen    County,    N    J,    to    GERMANIA    LIFE    INS 

CO   of    City   N   Y.      20th   st,    Nos   ;!2   and   .34,    s   s.   .3.5t)  e   6th   av. 

50x02.      Aug    1,    due,    &c,    as    per    bond.      Aug    2,    11X)6.      3:821. 

210.000 
Same  and  State  Realty  &  Mortgage  Co  with  same.     Same  property. 

Subordination  agreement.      Aug  1.      Aug  2,   1906.     3:821.  nnni 

Same    to    State    Realty    &    Mortgage    Co.      Same    property.       Prior 

mort  .$210.0<lO.      Aug  1,   1  yr,  6  Aug  2,   1906.     3;,S21.         49.0tlO 

BOROUGH   OF   TH£  BRONX. 

Under  this  head  the  •  denotes  that  the  property  la  located  In  th« 
new  Annexed  District   (Act  ot  1895). 

Adams,  Percy  D,  Sound  Beach,  Conn,  to  Geo  L  Schupp.  College 
av,  s  e  s.  2.50  s  w  171st  st.  2.5x125.  P  M.  July  31,  1  yr,  5%. 
Aug  1,  lOfMi.     11:2784.  500 

*Adee,  Jennie  wife  Chas  T  to  EMPIRE  CITY  SAVINGS  BANK. 
Lots  .57  to  60.  95,  114  to  117,  124  to  130,  154  to  157,  264  to  271 
and  306  to  309,  map  Adee  Park.  July  17,  1  yr,  51/2%.  '  July  28. 
1900.  <i..5O0 

♦Ashkenagy.  David  to  Land  Co  A  of  Edenwald.  Murdock  av.  e  s, 
400  s  Jefferson  av,  50xl(Kl,  Edenwald.  P  M.  July  26,  3  years, 
.5%.     July  30.  1906.  550 

*Anderson,  Lena  wife  Andrew  G  Anderson  to  Jacob  Cohen.  Plot 
begins  940  e  White  Plains  road,  at  point  along  same  775  n  Mor- 


ris Park  av.  runs  n  2.5  x  w  100  x  s  25  x  e  lOt),  with  right  of  way 
to  Morris  Park  av.  P  M.  Prior  mort  $3,000.  July  27,  3  years, 
5%7r.      July  .30.    lilOO.  8IH) 

•Anderson.  Andrew  G  to  Jacob  Cohen.  Plot  begins  040  e  White 
Plains  av.  at  point  along  same  750  n  Morris  Park  av.  runs  n  25 
X  w  100  X  s  25  X  e  100,  with  right  of  way  to  Morris  Park  av. 
P  M.  Prior  mort  .$3,(KH».  July  27,  3  years.  51/2%.  July  30. 
11  km;.  800 

Appelbaum,  Harris  and  Nathan,  Jerome  Reiss,  composing  firm  of 
Appelbaum  Bros  &  Reiss  to  Manhattan  Mortgage  Co.  165th  st, 
n  s,  KMt  e  Morris  av,  runs  e  114.9  x  n  282  x  w  122.0  x  s  207  x  e 
7.6  X  s  75  to  beginning,  except  part  for  College  av.  July  31,  due 
Jan  1,   l',H)7,  67c.     Aug  2,  19tM;.     9:2437.  25,000 

♦Adelmann,    Robert    to    Bertha    Baresel.      Lot    .509    map    Van    Nest 

Park.     Prior  mort  .$3.0(M).      Aug  1,  3  years,  6%,     Aug  2,  I'.HMi.     900 
Brener,    Saml    to   Leopold    Cohn.      Brook   av.    No   .5.55,   s   w   s,    1.58.1 
s  Westchester  av,  runs  w  .54. .5  x  s  0. 10  x  s  w  29..5  x  e  68.6  to  av. 
X    n    26.10   to    beginning.      Aug    1,   3   years,    5%.      Aug   2.    19(H!. 
0:2294.  10,(M)0 

Blaesius,  Emile  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
Southern  Boulevard,  w  s,  75  n  180th  st,  43x112.6.  Aug  2,  1906.  1 
year,   41/2'/,.      11:3111.  9,000 

Budke,  Margaretha  widow  to  Geo  A  linpold.  1.36th  st.  No  1029, 
n  s.  471.1  e  Southern  Boulevard.  25x100.  July  31,  3  years,  — %. 
Aug  2,   190(i.      10:2.5(!5.  3.000 

Braun,  Jacob  A  to  Mary  A  Sheeran  extrx  Edw  Sheeran.  Jackson  av. 
e  s.  1.54  n  161st  st,  25.7x83.  P  M.  Aug  1,  5  years,  5%,  Aug  2, 
1906.      10:2648.  0,000 

Brasse,  Albert  to  Max  J  Adler.  Robbins  av,  w  s,  175  n  149th  st, 
late  Westchester  Railroad  st,  2.5x95.  P  M.  Prior  mort  $10,- 
000.     Aug  1,  5  years,  (i%.     Aug  2,   1900.      10:2(i23.  5,200 

Boehnert,  John  W  to  Pauline  Wolf.     147th  st,  s  s,  2tX)  e  Brook  av, 

25xl(Mt.     July  27,  3  years.  7V/r.     July  28.   19(Ki.     9:2273.       14.500 
Biondi.    Nicola   and    Liberate    to   Timothy   Toohig.      148th   st.   n   s. 
170.3  e  Morris  av.  25xl(H1.6.     P  M.     Prior  mort  $1,800.     July  26. 
2  years,  5%%.     July  27,  1!M)6.     9:2330.  1,700 

Bergen,  Wm  C  to  Henrv  Grubenbecher.  Perrv  av,  e  s,  117.5  n 
201st  st,  2.5x110.     July  2,  3  years,  .5%.     July  27.  1906.  12:3281. 

7.000 
Bosch,  Henry  with  TITLE  GUARANTEE  &  TRUST  CO.      135th  st. 
s  s,  .512.6  e  St  ."^nns  av,  — x — .     Subordination  agreement.     July 
26.     July  27,   1906.      10:2547.  nom 

Burke.  John  to  Wm  C  Butler  et  al.  Forest  av,  No  1100.  e  s.  103  n 
166th  st,  22xl(M);  also  strip  22x2.0  in  front.  P  M.  July  12,  due 
July  .30.    l'.K)9.  :>'/<■     July  31.   T.MKi.      10:2661.  4.(HX> 

Brady,  Daniel  to  Lois  H  Lyman.  Tremont  av.  s  s.  17.5  w  Mar- 
mion  av.  25x100.     July  28,  3  years,  5%.     July  31,  190<5.  11:2956. 

5,000 
Baukal.  John  to  Abbie  P  Buchholz.     Woodycrest  av,  e  s,  170.10  n 
164th  st,  25x100,     July  30,  1  year,  6%.     July  31,  1906,     9:2.508. 

1,(J(X> 
Berstine,   Rebecka  to   Mayer  Freedman  and  ano,     Jackson  av.   No 
849,  n  w  cor  160th  st.  No  879,  25x75.     P  M.     Prior  mort  $25.0(K>. 
July  31,  4  yrs,  6%.     Aug  1,  1906.     10:2637.  »,O00 

*Baker,  Wm  C  to  Lott  Deegan.  Lincoln  st,  w  s.  225.2  s  Columbus 
av.  24.10x100.  P  M.  July  31,  due  June  21,  1908,  6%.  Aug  1, 
19(Mi.  1,000 

Brode,  Mary  to  Otto  M  Bierling.  Jackson  av.  No  1096,  n  e  cor 
16(ith  st,  19.6x87.6x19.2x87.6.  P  M.  July  30,  due  July  15, 
1908.  '<Vz'/'-     Aug  1.   I'.KtO.     10:2(U51.  6,000 

CoUeran,  Mary  A  to  Eliz  M  Devine.     Summit  av.  n  e  cor  164th  st. 

25xl(RI.     July  27.  1  yr,  5%.     July  27,  1906.    9:2525.  4,7.50 

Campiglia,  Antonio  F  and  Gaston  Nevraumont  to  Carl  Schubert. 
Belmont  av.  No  21(il,  w  s,  152.3  s  lS2d  st,  25.1x81.10x2.5xS2.(i. 
P  M.  July  31,  due  July  1.  1!H)9,  6%.  Aug  1,  1906.  11:3082.  2.200 
*Colloraffi.  Giagio  and  Pietro  Gallucci  to  Jacob  Cohen.  Plot  be- 
gins 9!K)  e  White  Plains  road,  at  point  along  same  820  n  Morris 
Park  av,  runs  e  KKI  x  n  2.5  x  w  KX)  x  s  25,  with  right  ot  way  over 
strip  to  Morris  Park  av.  P  M.  Prior  mort  $3,000.  July  25,  due 
Dec  1,  1910,  6%.     July  28.  1906.  1,300 

*Didrikson,  Catherine  A  to  John  R  Peterson.  Glfford  av.  n  s,  105.8 
e  Balcom  av,  25x100,  Westchester.  P  M.  July  30,  3  years.  .5%. 
Aug  2.   1900.  2,070 

*Duffy,  Patrick  to  John  R  Peterson.  Balcom  av,  n  e  cor  Gifford 
av,  50x107.7x50x105.8,  Westchester.  P  M.  July  30,  3  years, 
6%,      Aug  2,   1906.  690 

Daab.  Georgiana,  Jersey  City.  N  J,  to  Foster  L  Haviland  trustee 
Fisher  F  Valentine.  Washington  av,  e  s,  50  n  166th  st,  25xl(MI. 
July  23,  due  Dec  6,  1909,  (i'/r.     July  27,  1006.     9:2371.  800 

D'Auria.   Pasquale   to  John  J   Brady.     Hughes  av.   e  s,   20  n  188th 

St.  25x87. (i.    July  27.  10(M!.  1  year,  5%.     11:3076.  l.tMKJ 

*Di  Pietro,  Felice  to  Margt  A  Heath  and  ano.  Old  Boston  road, 
w  s,  275.1;  s  Elizabeth  st.  25x97.1x2.5x99.8.  Olinville.  Ju,ly  28. 
5  years,   iV/, .     July  .30,    190(;.  2,(Kk;) 

*Deverman.  Geo  A  to  Herman  A  Koenig.  Columbus  av,  s  s,  25  e 
Madison  st,  2.5x100;  Columbus  av,  n  e  cor  Madison  st,  25x100. 
2  morts,  each  .$3,(KI0.     July  31,  I'.MMJ,  5  years,  5%.  (;,000 

Davidoff,  Isadore  to  Hyman  Axelroad  and  ano.  Daly  av.  No  2013, 
w  s,  ,54.7  s  179th  st.  22.1x111.6.  P  M.  Prior  mort  $5,.50l>. 
July  27.   3  years,   (;%.   .Aug   1,   1!)06.      11:3122.  1,.550 

Diltmar,  Adolf  J  to  Moritz  Dittmar.  Simpson  st.  No  llTil,  w  s, 
177.1  n  Home  st,  l(;.8xl0<).  July  26,  demand,  5%.  Aug  1, 
10t«>.      11:2974.  3,000 

Eckstone,  Frances  P,  Paterson,  N  J,  and  Clara  Cohen,  New  York, 
to  Isadore  Isaac.  Boston  road,  Nos  1187  and  1189,  w  s,  174.2 
s  168th  st,  .53.3x100.  P  M.  Prior  mort  $.38,000,  July  2t;,  5 
years,   (;%.      Aug   1,    100(;.      10:2ti14.  14,500 

*Ekendahl,   Alfred   to   Katharina  Gass.      11th  st,  n  s,  305  e  Av  C, 

50x108,  Unionport.     July  (;,  3  years,  6%.     Aug  1,  1906,  400 

*Edwards,   Robert   to   Thomas  Jones.      Commonwealth  av,   n  e  cor 

Mansion  st,  25x100.     July  1,  3  years,  5%.     July  31,  I'.XKJ.        3,000 
*Ehrenberg,    Frederick   to   Bankers    Realty   &   Security   Co.     Edison 
av.   w  s,  2.50  n  Tremont  road,  runs  w  1!X>  to  e  s  Pilgrim  av  x  u 
37.4  X  n  e  15.6  x  e  181  to  Edison  av  x  s  50  to  beginning,  Tremont 
Terrace.     P  M.     July  25,  3  years,  .5%.     July  27.  190<j.  1,6(X» 

Fanelli,  Vito  to  Henry  J  Grupe.  13.5th  st,  n  s,  181.5  w  Willis  av, 
25x100.  P  M.  Prior  mort  $19,000.  July  14,  due  July  1,  1909, 
O^f.     Aug  2,   191H!.     9:2298.  2,000 


The  text  of  these   pases   la  copyrighted.     All   rlthts  are   rsserTad.         Notice  Is  hereby  given  that  Infringement  will  lead  to  proieoutlan. 
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Nov   York 


*Forembski.  Andrew  to  John  S  Mapes.  Lot  '2'S3  map  building 
lots  of  \V  H  &  H  C  Mapes  near  Westchester.  P  M.  Aug  1.  3 
years,  5'/r.     Aug  2.  IIKH!.  1,700 

Fried.  Joseph  to  KNICKERBOCKER  TRUST  CO.  Daly  av.  n  e  cor 
180th  St.  runs  n  15(1.11  x  e  2L'1.5  to  s  s  181st  st  .x  —  to  18()th  st 
X  s  12.1  X  e  25  x  s  50  x  e  125  to  w  s  Vyse  av  x  s  !I4.8  to  180th 
st  X  w  o58.T  to  beginning;  Vyse  av,  s  w  cor  181st  st.  runs  w 
18.3.8  X  s  114  to  s  s  ISlst  st  x  e  10.10  x  —  to  180th  st  x  e  50  x 
n  KM)  X  e  100  to  av  x  n  25  to  beginning;  Vyse  av,  s  e  cor  181st 
St.  runs  e  1(R).8  x  s  ilO.ll  x  e  25  x  s  t!.S  x  w  1.10  x  s  100.3  x  w 

121.1  to  av  X  n  270.1)  to  beginning;  ISlst  st,  s  s,  225. S  e  Vyse  av, 
runs  e  32.2  x  s  SO.S  x  w  28.0  x  n  80.7  to  beginning.  P  M.  Aug 
1,   1   year,  5%.     Aug  2,   1905.      11:3128  and  3133.  75,0(X> 

Flanagan,  Patrick  to  Lion  Brewery.     170th  st,  s  e  cor  Boston  road 

and    Vyse    st.      Saloon    lease.      July    26,    demand,    0%.      Aug    2. 

I.'IOO.     11;2;)!)8.  4,328.45 

'Field,  Augustus  M  to  Robert  Miller.     Eastern  Boulevard,  n  e  cor 

Quincy  st,  25x100.     P  M.     July  30,  3  years,  5%.     Aug  2.   1900. 

090 
Friedland.  Paul  to  Julia  S  Wright.     Vyse  av,  w  s,  200  n  107th  st, 

3  lots,   each  20x100.     3PM   morts,  each  $8,000.     July  27,  due 

Aug  ].  moo.  514%.     July  28,  1900.  .         24,000 

*Fries,    Longin    P.    Chas    Dobbs    and    Wm    A    Mallett    to    Baisley 

Realty  Co.      Av   B.   n  w  cor  10th  st,   10,S.x208,   Unionport.      P  M. 

July  27,  3  years,  OTc     July  30.   1900.  O.CHH) 

*Finueran,  Mary  E  to  Wm  C  Arnold.     3d  st,  s  w  cor  220th  st,  50x 

KHI.l,  Laconia  Park.     July  27,  3  years,  0%.     July  30.  19(K;.     3,800 
*Frank,  Alois  to  Mathias  Hatfen.     Louise  st.  w  s,  125  n  Columbus 

av.  25x1011.  Van   Nest  Station.     July  20.  3  years,  5%.     July  30, 

1900.  3,500 

*Francomano,  Giuseppi  and  Giuseppi  Muscolino  to  Mary  A  Costello. 

224th  st,  s  s,  205  w  4th  av,  25x114.  Wakefield-.     P  M.     July  19. 

due.  &c,  as  per  bond.     July  31,  V.W>.  1,000 

Frimel,  Wilhelm  to  Rubin  Siegel  et  al.     Brook  av.   No  1470,  e  s. 

254.2  n  St  Pauls  pi.  25x](:m).S.  P  M.  Prior  mort  $7,500.  Aug  1, 
lOtMi,  5  years,  0%.     11:2895.  7,.50O 

*Greenberg.  Max  and  Jacob  Shapero  to  Land  Co  "B"  of  Edenwald. 

Bracken   av.   w   s.   047.9  s   Kingsbridge   road,  50x100,   Edenwald. 

P  M.     July  25,  3  years,  51/2%.     Aug  1.   IIMIO.  475 

Granville.  Thomas  J  to  Joseph  Corbett.     Robbins  av,  e  s,  bet  144th 

st   and   147th  st,   and  being  lot  102  map  Wilton,   Port  Morris  & 

East   Morrisania,  50x100.     July  25,  3  years,  57c.     July  30,  19lX!. 

10:2578.  _     3.000 

Goldwasser,  Max  to  Jacob  ^eidman.     Ogden  av,  e  s,  75  s  lG7th  st. 


P  M. 


July  — ,  due  Jan  23,  1907,  5%.     July  27,  1906. 


1,000 


2.5x115. 
9:2514. 

Goebel.  Charles  H  to  Fredk  W  C  Horn.  St  Anns  av.  No  340.  e  s, 
100.4  n  141st  st,  2.5.x90.  P  M.  Prior  mort  $11,000.  Aug  1.  3 
years.   6%.      Aug  2,   1900.      10:2556.  2,000 

Grimm,  Louis  to  Wilhelm  Henne.  148th  st.  No  797.  n  s,  187.11  w 
St  Anns  av,  37.7x84.9.  Prior  mort  $20,000.  July  30,  3  years, 
O'/r.     Aug  2,  1900.     9:2275.  5,000 

*Gilligan.  Thomas  to  John  R  Peterson.  Swinton  st,  n  e  cor  East- 
ern Boulevard.  100x25,  Westchester,  P  M.  July  30,  3  years. 
5%.     Aug  2,  1906.  645 

Hitchman,  John  C  to  Charles  Bruggemann.     138th  st.  n  s,  94.1  w 


Brook  av,  25x100.     P  M.     Prior  mort  $17 

O'/r.      Aug  2,   lilOO.     9:2283. 

Heitlinger.   Rosa   to  David  Zipkin.     135th  st.  s   s.  122  w 

av,  39x100.     P  M.     Aug  1.  3  years,  6%.     Aug  2,  190G. 


■.000.     Aug  1,  3  years, 
4,500 
St   Anns 
9:2202. 
_9,000 

Harrison.  Richd  C  with  Thomas  H  Roach.  Webster  av,  e  s,  573.2 
s  200th  St.  15xt>4.11.  Extension  mort.  July  27.  July  28,  1906. 
12:3273.  nom 

Hillebrand,  Edw  A  to  TITLE  GUARANTEE  &  TRUST  CO.  Ernes- 
cliffe  pi.  n  s.  .501.10  w  Grenada  pi,  runs  w  .55.3  x  n  107.2  x  e  50 
X  s  25  X  s  105.7  to  beginning.  P  M.  July  27,  1906,  1  year,  — %. 
12:3312.  1..500 

Habicht.  Anna  wife  T  J  to  Percy  D  Adams.  College  av,  s  e  s,  22.5 
s  w  171st  st,  .50x12.5.  P  M.  July  31,  due  July  31,  1907,  6%. 
Aug  1,   1906.     11:2784.  800 

Heilbroner.  Alex  to  TITLE  GUARANTEE  &  TRUST  CO.  Beck 
St.  No  33.  w  s.  125  n  1.50th  st.  25xl(X).  July  30,  due,  &c,  as  per 
bond.     Aug  1.  1900.     10:2708.  (i.OOO 

*HaIe   Building   &   Realty   Co   to   EMPIRE   CITY   SAVINGS   BANK. 


Lots  32.)  to  3.52  map  Adee  Park.     July   17,   1  year,  5i/>% 
28,   1900. 
Jost.  Elizabeth  to  Carrie  Eckstein 
derbilt  av.  w  s,  395. .5  s  17.5th  st 
Oct  1,  V.)0(^.  5%.     Aug  1,   IMO. 


July 
0,.50O 
Park  av.  No  4057,  late  Van- 
10.8x100.     P  M.     July  31,  due 
11:2.899.  2,000 


*Jentsch,  Wm.  Pittsburg.  Pa.  to  Sound  Realty  Co.  226th  st,  s  s. 
236.3  w  Paulding  av,  75x109.  P  M.  July  28,  3  years,  — %.  Aug 
2.  1900.  1.305 

Kummerle.  Friedrieh  to  Michl  Duffy.  Pelham  av,  s  e'  cor  Hoff- 
mann St.  .53.3x108x54.3x108.  P  M.  July  27,  3  years,  5%.  July 
2S.  1900,     11:3(X)7.  0,500 

*Kelly.  Thomas  F  to  Geo  Hauser.  Multord  av,  e  s,  .53.1  n  Pelham 
road,  25x100.     July  21,   3  years,  6%.     July  27,   1906.  2,000 


Krawatz.  Abraham  to  Lizzie  W  Brown.  Bristow  st.  No  1.3,85.  w  s, 
150  n  Jennings  st,  runs  n  226  x  w  59.3  x  w  2,8  x  s  24.1  x  e  87.2 
to  beginning;  also  all  title  to  plot  begins  at  intersection  of  n  s 
lot  11  and  w  s  lot  12  on  map  of  subdivision  of  property  Char- 
lotte F  Trowbridge,  which  point  is  50.3  w  Bristow  st.  runs  n  abt 
25  X  w  abt  28  X  s  abt  25  x  e  28  to  beginning.  P  M.  Prior  mort 
$3,000.     July  15,  4  years,  6f/(.     July  27,   lOOO.     11:2963.         1,2.50 

Kern,  Geo  to  John  F  Caragher  guardian  Annie  V  Reilly.  Bath- 
gate av,  w  s,  49  n  182d  st,  48x97,  Aug  1,  3  years,  5%.  Aug  2, 
1900.      11:30.50.  5,100 

*Kelly.  John  F  to  Jos  D  Baker.  2d  st,  w  s,  lot  11.3(r  map  Wake- 
field. 109.0x105.     July  20,  1  year,  ti'/r.     July  31,  190li.  4.800 

Kleban.  Louis  E  to  Michele  Sasso.  Washington  av.  No  949,  w  s. 
109.0  n  163d  st,  24.0x149.7.  P  M.  Prior  mort  .i;3,500.  Aug  1. 
190(!.   1  year,  6%.     9:2385.  2,500 

Knierim,  Lizzie  to  Tremont  Building  &  Loan  Assoc,  Park  av,  No 
4229,  w  s,  214  s  178th  st.  late  road  .to  West  Farms,  25x1.50, 
except  part  for  Park  av,  July  27,  installs,  0%.  Aug  1,  1!MM'>. 
11:3027.  4,000 

Kitzinger,  Harry  &  Co,  endorsed  by  Carrie  Kitzinger  and  Arthur 
Berel.  to  Harry  N  Baruch.  137th  st,  s  s,  172  w  7th  av,  18x 
99,11;  Longwood  av,  s  s,  223.4  e  Prospect  av,  37.6x110;  also 
all  title  to  two  plots  in  Bronx  as  per  agreement  made  between 
Berel  and  McGrath  et  al  March  — .  11X1.5.  July  30.  4  months. 
0%.     Aug  1.  1906.     7:1942  and  10:2688.  secures  note.  10,000 

*Kingsman,  Emma  to  Adee  Park  Realty  Co.  20.5th  st,  n  e  cor 
Hicks  st,  25x91.0.     P  M.     July  11,  3  years.  5%.     July  27,  11HI6.  000 

Linicus.  Geo  A  to  Wm  Danzeisen.  13Sth  st.  No  006.  s  s,  125  e 
Willis  av,  25x100,  P  M.  Aug  1,  due  Feb  1,  1900,  —%.  Aug  2, 
IIMR).      9:2282.  2,000 

Levy,  Charles  S  to  Seymour  Realty  Co,  Courtlandt  av,  Nos  814 
and  816,  e  s,  .50  s  1.59th  st,  48.5x92.  July  31,  1900,  due  Sept  1. 
100().  07.     9:2405.  3,000 

Luhrsen,  Ernest  F,  Brooklyn,  N  Y,  to  Adelia  A  Carpenter  and  ano 
trustees  Isaac  T  Carpenter,  Intervale  av,  s  e  s,  at  w  s  Fox  st, 
runs  s  e  97.11  x  s  e  27  x  e  .34.11  to  w  s  Fox  st  x  n  9.5.4  to  he- 
ginning.     July  25.  3  years.  57t.     July  28,   1900.      11:2974.    35  000 

Same  to  Amy  Willets.  Same  property.  Prior  mort  $3.5, OOO.  July 
25,  2  years,  iV/r.     July  28.  1900.     11:2974.  14,1)00 

Same  to  Mary  W  Seaman.  Same  property.  Prior  mort  J49.tM(0. 
July  25.  1  year,  6':;.     July  28.  1900.     11:2974.  1,1.50 

Luhrsen.  Ernest  F.  Brooklyn,  to  Wm  H  Willits.  Intervale  av,  at 
junction  Fox  (Barretto)  st,  97.11x9.5.4,  the  Woodstock.  As- 
signment of  rents  in  trust  to  apply  the  rents  to  payment  of  inter- 
est on  3  morts  for  .'?.50,1.50.     July  25.     July  28,  1906.     11:2974. 

nom 

Levin.  Arthur  to  Beltner  Brewing  Co.  Brook  av.  No  1.500.  Saloon 
lease.     July  25.  demand.  0%.     Aug  1.   1906.     11:2895.  410 

♦Lewis.  Llywellyn  to  Sarah  I  Lewis.  2d  av.  n  s.  40.5  w  219th  st. 
2.5x114,  Wakefield.     July  1,  4  years,  5%.     Aug  1,  liKM!.  4,000 

*Locatell,  Annie  to  EMPIRE  CITY  SAVINGS  BANK.  Lots  162, 
103  and  104  and  165  map  Adee  Park.  July  17,  1  year,  5%%. 
July  28,   1906.  800 

*LesBer,  Simon  and  Giovanni  Turco  to  David  Davis.    Bronx  Terrace, 
e   s,  lot   1175  map   Wakefield.  00x105.      P  M.     Prior  mort 
July  28.   1  year.  OOv.     July  ,30,  1906. 

Lautensack.  George  to  Lion  Brewery.      Boston  road.  No  1.3.51. 
loon  lease.     July  10.  demand.  6%.     July  30,  1906.     11:2934. 

Larkin,  John  J  to  Francis  M  Sweeney.  Monroe  av.  No  1(!94,  e  s, 
125  s  174th  st,  25x95.  P  M.  July  28,  3  years,  5%.  July  30, 
1900.     11:2791.  ,  5,000 

*Lunny,  Hugh  J  to  Anna  M  Schrader,  9th  st,  's  s,  205  w  Av  D, 
33.4x108,  Unionport.  P  M.  July  28,  3  years,  0<7c.  July  30, 
1900.  ■  1,000 

Link,  Louise  to  Matthew  Gress.  181st  st.  s  w  s.  bet  Crotona  av  and 
Prospect  av.  and  being  lot  46  map  East  Tremont.  6(ixl50.  except 
part    for   Clinton   av.      P   M.      July   21,    demand,   — %.     July   27, 

1906.  ]l:309(i.  6.tK)0 
*Lotz,   Hattie   A   to   Chas  F  W   A  Muller  et  al.     Morris   Park   av. 

s  s.  70  e  Washington  st.  2.5x100.     Aug  2.  1906.  3  years,  (K; .    3.000 

Morrison.  Robert  to  Israel  C  Jones  and  ano.  Washington  av, 
e  s,  bet  Wendover  av  and  172d  st,  and  being  s  %  lot  136  map 
Central  Morrisania,  25x120,  except  part  for  av.  P  M.  July  31. 
3   years,    .5^.      Aug   2.    1!KH).      11:2913.  6,(HX> 

*McLean.  Daniel  and  John  D  to  Baisley  Realty  Co.  Av  B,  s  w  cor 
11th  st,  108x280,  Unionport.  P  M.  July  27,  3  years,  6%.  July 
30,   1906.  6,000 

*Mackenzie,  Annie  F  to  Herbert  S  Ogden.  175th  st,  w  s,  305  s 
Westchester  av,  2.5x100.  June  25,  due  July  1,  IIMX),  5Vi%.  July 
27.   1900.  1.0<X) 

*Marcus,  Saml  to  Jacob  Rubin.  226th  st,  n  s,  105  e  5th  av,  lOOx 
114,  Wakefield.     P  M.     Prior  mort  $15,000.     July  5,  due  July  16. 

1907,  i)'/,.     July  28.  1900.  500 
McCabe.    Catharine    to   Wm   A   Martin.    Bathgate   av,   e   s,   116.8   s 

179th  st,  10.8x90.  July  26,  3  vears,  0%.     July  27,  1906.     11:3044. 

1.000 
*Miller,   John   H   to   Julius   Miller.      Prospect   Terrace,   w  s,  25  n 
12th  st,  25x100.     July  28,  1900,  due  July  1,  1909,  5%.  2,000 


300 
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NEW  TORJl 


McMaiius.  JaniPS  H  to  John  J  Bradv.  Park  av,  e  s,  i'Tt  n  1711th  st, 
2r)xlll.     July  2(5,  due  Dec  2(J,  100(j.  U%.  July  28,  I'JOfj.  ll;3(r>l!. 

4,0110 

*Mackenzie,  Annie  F  to  John  J  Palmer.  ITiith  st,  w  s.  42.5  n 
Gleason  av,  25x100.  July  2(i,  due  June  4,  1009,  5%%.  July  27, 
190(!.  4..500 

*Same  to  Elmer  A  Allen.     Same  property.     Prior  raort  .f .     July 

2(i.   due   June   4.   1009.   <17r.     July  27.   liMMi.  ritM!! 

Mottatt.  Patrick  J  to  Simon  Lesser  and  ano.  l<S7th  st.  s  s.  lots 
."1.5  and  !">()  map  property  of  S  Cambrclleng  et  al,  oO.xlOIK  Prior 
mort  .1:4:!, 711. (iO.  July  2(!,  due  Sept  1.  I'.MKi,  —%.  July  27.  IWii. 
11:;OT74.  r),(KK) 

"Mitchell,  Bartholomew  to  James  M  Wentz.  21!)th  st,  s  s,  79.4  w 
Park  av,  ri(i.\12.S.10.\.")(«.lxl32."J.  Building  loan.  July  2(!,  de- 
mand,  i>7c-     July  27.   1!I0I).  10,5(10 

Murray,  Peter  A  to  Chas  Cramer.  Intervale  av.  No  lll.S,  e  s,  140. S 
s  w  Kelly  st.  runs  s  o  55.11  x  e  .51.1  x  s  17.5  x  w  58.4  x  n  w  (il..5 
to  av  x  n  20  to  beginning.  P  M.  July  2(i,  2  years,  (5%.  July 
27,   UMHi.      10:270C..  2.:!00 

MaoGregor,  Robert  A  to  Ignatz  Price.  Lorillard  pi,  s  e  cor  l.SSth 
St.  24.7x!),Sx22.(;x9S.  P  M.  June  14,  1  year,  ii%.  Aug  2,  190(1. 
ll:::!0.5(i.  4.50 

Murray.  Ellen  to  Gerald  C  Connor.  Jerome  av,  e  s.  149.4  s  Mt 
Hope  pi.  20. 7xl(X).  11x20x90.1.  P  M.  Aug  1,  due  Feb  1,  1907,  ij'/,. 
Aug  2,  1900.     11:2851.  400 

Moody,  Geo  F  to  John  A  Sweeney  guardian  Eugenie  M  Sweeney. 
Brook  av,  e  s,  237.11  n  o  Hi8th  st,  42xl00.(>.  July  31,  5  years. 
.5'/,.     Aug  2.    lOOli.      9:2.395.  7,000 

McKeon,  Nellie  W  to  Anna  1  Lyman.  Nelson  av,  0  s,  17.5.0  n 
l(i4th  st,  25x(i9.Gx25. 2x08.3.  July  28,  3  years,  5',!:.  July  .".l. 
19<K!.     9:2512.  4  200 

Same   to   Emma  Jiran.     Same  property.     Prior  mort   $4,200.     July 


years.   11' 


July  31.    190(1.     9:2512. 


:'.oo 


McClurg.  John  Jr  to  Thomas  Morris.  Lafayette  av,  s  w  cor  Tif- 
fany St.  32.10x25x72.10x07,2.  Aug  1.  1  year,  (i%.  Aug  2,  19011. 
10:2737.  _   .SOO 

Nelson,  Philip  to  Michl  Madden  joint  tenants.  188th  st,  No  718, 
s  s,  51.10  e  Park  av,  23.2x100.  P  M.  Prior  mort  $3,000.  July 
20.   installs,  51/2'/^.     July  31,   190(1.      11:.3041.  1,300 

Same  to  same.  Same  property.  P  M.  Prior  mort  .$1..3O0.  Julv 
20.  due  Jan  2.   1907.  51/2%.     July  31.   190(1.     11:.3041.     notes.   1  (tOO 

*Nally,  Mary  A  to  Peter  J  Kelly.  Swinton  av,  n  w  cor  Eastern 
Boulevard,  100x25,  Westchester,  P  M.  July  30,  3  years,  5%. 
Aug  2,    190(1.  795 

Newcorn.  Harris  to  TITLE  GUARANTEE  &  TRUST  CO.  135th 
st.  No  8S4,  s  s.  512.(1  e  St  Anns  av.  :!7.0xl(KJ.  July  18.  due,  &c.  as 
per   bond.      July  27.    190(1.      10:2.547.  20.000 

OIpp,  Fredk  A  to  Wm  StoUwagen.  Tiuton  av.  No  920,  e  s,  T01.2 
s  l(i3d  st,  2(1.7x135.  P  M.  July  31.  3  years,  5%,  Aug  1,  190(1. 
10:2(1(hS.  5.,-HIO 

Otis,  Walker  L  to  A  Walker  Otis.  235th  st,  n  w  cor  Verio  av, 
,S4  11x100x141.1x110.2.  P  M.  Prior  mort  J3,.50O.  July  30, 
190(1.   demand,   &/'■      12:.33S4.  2,3.50 

*Pettrich,  Ferdinand  V  to  Anton  Christenson.  Amundson  av.  e  s, 
2011  n  Nelson  av,  25xl<Xt,  Edenwald.  P  M.  July  27,  3  years, 
.5',;.     July  30.   1!I0(1.  770 

*Petrila.  John  to  Susan  Goerg.  Garfield  st,  e  s,  17.5  s  Morris  Park 
av,  2.5x100.  P  M.  Prior  mort  .f4.000.  July  28,  due  Feb  28. 
1909,  .5'/r.     July  30.   190(1.  ■    900 

Powers,  Lawrence  P  to  Sarah  A  Williamson.  Briggs  av,  n  w  s. 
377.4  n  e  19,Sth  st.  2.5xl0(J.  July  27,  due  Nov  1,  liXMl,  0%.  July 
2.S.  190(1.      12:.3302.  4,000 

*Packer.  Benj  and  Freda  Baume  to  Peter  J  Kelly.  Eastern  Boule- 
vard, n  s,  .50  e  Quincy  st,  27.0x112.0x79.1x100;  Eastern  Boule- 
vard, n  w  cor  Quincy  st,  25x100;  Gifford  av,  s  s,  203.10  e  Balcom 
av.    50x100.      P    M.      July   30.   3   years,   .5%.      Aug   2,    19011.       1.935 

*Postal,  Nathan  to  Lamport  Realty  Co.  Burdett  av,  —  s.  being  lot 
21  map  Tremont  Heights.  P  M.  July  31,  due  Feb  24,  1911,  5%. 
Aug  2.  r.KMl.  .300 

Perlitch.  Joseph  to  John  Yule.  lOlst  st,  late  "William  st,  n  s, 
bet  Courtlandt  av  and  Melrose  av.  and  being  lot  70  map  North 
Melrose,  50x103. 5x.50xl(l2. 5.  Prior  mort  $38,000.  July  9,  1 
year,   (1%.      Aug  2,   19011.     9:240,8.  3.900 

Reilly,  Edw  J  to  Geo  F  Johnson.  Kelly  st.  No  31.  w  s,  125  n 
15(lth  st,  25x100.  P  M.  July  27.  5  years,  5%.  Aug  2.  1!M)(1. 
10:2701.  5,000 

*Rosenbaum.  Win  A  to  Joshua  A  Briggs.  Scribner  av,  s  e  cor 
Balcom  av,  runs  0  397.(1  x  s  9.11  to  n  s  Eastern  Boulevard  x  w 
4  X  w  .397. .5  to  Balcom  av  x  n  3.4  to  beginning.  Westchester. 
P  M.     July  30,  5  years.  .57r.     Aug  2,  190(1.  (115 

Roberts.  Robert  to  Thos  Jones.  Arthur  av,  e  s,  bet  1.80th  st  and 
182d  St.  and  at  line  bet  lots  17  and  l.S,  runs  e  100  x  n  25  x  w  100 
to  av  X  s  2.5  to  beginning,  being  part  of  lot  17  map  Oak  Tree 
plot.     July  1.  3  years.  .5%.     July  31.   1900.     11:3070.  1..5O0 

Rcricha,  Frank  to  Margt  Haggerty.  Intervale  av,  n  w  s,  .378,11 
s  w  Home  st,  25x12(1,7x25x127.11.  P  M.  July  31.  3  years,  5%. 
Aug   1.   190(1.      10:2092.  14,00(J 

*Rpichelt.  Wm  to  Emma  Keck,  l.'lih  st,  n  s,  2.5.5  o  Av  E,  25\ 
lOS.     July   19,  3  years,  (1%.      Aug   1,   190(1.  000 

*Reid.  Henry  C  to  Mark  P  Ansorgc.  Adams  st.  e  s.  111, .8  s 
Columbus  av,   ](1.8xlfM).     July  31.   installs,  G%.     Aug  1,   1900.     000 

*Ritchie,  Gordon  with  EMPIRE  CITY  SAVINGS  BANK.  Lots  1(12 
to  105  map  Adce  Park.  Subordination  agreement.  July  2(1, 
July  28.   1900.  nom 

*Robillard.  Norbert  to  Wm  Watson.  Green  lane,  e  s,  50  s  Carroll 
lane,  25x100;  and  being  lot  1.S4  map  Section  2  St  Raymond  Park. 
J>Oy  30.   3   years.   51/2%.      Aug   1.    190(1.  3..5O0 

Roberts.  Thomas  to  Thomas  Jones  Arthur  av,  e  s,  bet  1,80th  st 
and  1.82d  st,  and  25  s  line  bet  lots  17  and  l.S,  runs  s  25  x  e  100 
X  n  2.5  X  w  100  to  beginning,  being  part  of  lot  1,8  map  Oak  Tree 
plot,  except  part  for  av,  July  28,  due  July  1,  1909,  5%.  July 
30,  19(:mj.     11:3070.  2,500 


Ryan,  Margaret  to  Caroline  A  Thorn.  Lane,  n  s,  2.35.(1  n  w  road 
from  Kingsbridge  to  Williamsbridge,  runs  n  w  .50  x  n  e  101.0  x  s 
e  40  X  s  e  10.5  x  s  w  10,S  to  beginning.  July  30,  1906,  3  years 
(17r.      12:3258  and  32(11.  kmX) 

*Robillard,  Norbert  to  Mina  E  Weygandt.  Green  lane,  or  av,  e  s 
lot  183  map  Section  2  St  Raymond  Park,  25x104.  July  27  .3 
years,   5%'/,.      July   28,    I'.IOO.  3  5(K) 

*Robertson,  Alex  J  to  Sound  Realty  Co.  22(lth  st,  n  s,  225  'w 
Paulding  av,  75x109.0.  P  M.  July  25,  3  years,  — %.  July  ■'7 
190(1.  f  4i,Q 

Stone,  Louise  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK  For- 
rest av.  No  8,80,  e  s,  372.10  n  KlOth  st  late  New  st,  23x150  with 
all  title  to  strip  0  ft  wide  on  north,  July  28,  190C  1  year 
4%%.      10:20,5,8.  i,(kk) 

Silberberg  &  Saul.  Inc.  to  North  American  Mortgage  Co.  Hoe  av 
e  s,  300  n  107th  st,  25x100.  July  2(1,  due,  &c,  as  per  bond.  July 
27,    190(1.      10:27.52.  i;^  5,10 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to   above   mort.      July   19.      July  27,    190(1.  

Somers,  Thomas  F  to  Adamant  Real  Estate  Co.  149th  st,  s  e  cor 
Concord  av,  lOOx.80.  P  M.  July  2,  1  year,  5%%.  July  27  1900 
10:2.580.  3.ri(|o 

Stoker,  Charlotte  M  to  Robert  Davis.  140th  st.  No  444,  s  s 
2(1.S.9  e  Park  av,  2.5x95.  P  M.  Prior  mort  ,$(1,000.  Aug  1  3 
years,  — %.      Aug  2,   1900.     9:2335.  5,000 

Stamm,  Eva  to  Thomas  F  Riley  et  al.  Perry  av.  e  s,  200  s  209th 
st,  25x100.     P  M.     Aug  1,  installs,  5%.     Aug  2,  19011.     12::!347 

2.7<»0 

*btern,  Hannah  to  Josiah  A  Briggs.  Scribner  av,  n  s.  202.8  w 
Eastern  Boulevard,  125x100.  P  M.  July  30,  3  years.  5%.  Aug 
2,   lilOO.  2,100 

*Snow.  Goo  H  to  John  R  Peterson.  Gifford  av,  n  s,  130.8  e  Bal- 
com av,  2.5x100,  Westchester.  P  M.  July  30,  3  years,  5%.  Aug 
2,   1900.  270 

♦Seymour,  Fielding  A  to  Robert  Miller.  Scribner  av,  n  s,  27.8  w 
Eastern  Boulevard,  .50x100.  P  M.  July  .30,  3  years,  5%.  Aug 
2,   1900.  i)30 

Seligman.  Yoodel  and  Saml  to  Eastern  Crown  Realty  Co.  Fair- 
mount  pi,  No  9.82,  s  s,  224  e  Grove  st,  runs  s  w  95.8  x  s  e  20.8 
X  n  e  90.(1  to  pi  x  n  w  20.2  to  beginning.  P  M.  Prior  mort 
$12. .500.     Aug  1.  3  y.ears,  07c     Aug  2,  1900.     11:29.50.  3,!M)0 

*gtein!jcck,  Edw  C  H  to,  Wm  A  Mapes.  Lots  302  and  303  map 
building  lots  of  W  A  &  H  C  Mapes  near  Westchester  Village. 
P  M.     July  1(1.  3  years.      Aug  2,   1900.  OOO 

*Sarae  to  same.  -4^ots  300  and  301  same  map.  P  M.  July  10,  3 
years,   5%,.      Aug  ;2,   IfKXi. ,    .  ,-.,    -,-  725 

Scharfstein.  Isidbr  to  Paiiline'  Wolf.  147th  st.  No  80S,  s  s,  225 
e  Brook  av.  25x100.  Prior  mort.  $11,000.  July  27,  4  years,  6%. 
July  31,  190(1,     9:227.3.    !"■   '-'"'''<  4,000 

Steele,   Henry  R.   Mamaroneck,   N  Y,  to  Realty  Operating  Co.   Park 
av.   e   s.   50   n    184th   st.   75x100.      Prior   mort   ,$0,000.      July   31 
19(M1.   demand,   (1%.      11:,3039.  l.tKK) 

Sause,  Bridget  to  Charles  J  Weber  joint  tenants.     Bryant  (Hunter) 
av,   w  s,   111,8  n  Home  st,' 20x100.      P  M.     July  30,  due  July  1,     ' 
1909.  t;%.     July  ,31.   190(1.      11:2993.  3.500 

Same  to  David  M  Phillips  joint  tenants.  Same  property.  P  M. 
Prior  mort  .$3,5(JO.  July  30,  2  years,  0%.  July  31,  1900. 
11:2993.  mo 

*StadIer.  Tillie  M  wife  Henry  A.  Jr,  to  Robert  R  Ellison.  Taylor 
av  or  174th  st,  e  s,  213.10  s  Westchester  av,  2,5x100.  July  31^ 
3    years.    — %.      Aug    1,    190(1.  4.O00 

Sheedy,  Matthew  to  Edmund  Coffin,  Boscobel  av,  n  w  s  at  n  s 
lO'.lth  st,  runs  —  82.11  x  n  0.0  x  e  1.2  x  n  100  x  e  112.0  to 
av  X  s  139.9  to  beginning.  July  23,  due  Aug  1,  1907,  51/,%. 
Aug   1,    1900.      9:2.500.  2.000 

Spallone.  Caritina  to  Mark  Myers.  152d  st,  s  s,  400.3  e  Morris 
av.  .50x1 1(1. 7x.5(lxl  10.8.  July  30,  2  years,  (1%.  Aug  1,  19(M!. 
9:2411.  5,000 

*Shatzkin  &  Sons  (A).  Inc.  to  Milton  Realty  Co.  Lots  11,  25,  20, 
92.  98,  99.  141.  142  and  143  map  building  lots  near  Williams- 
bridge  Station  on  N  Y  &  Harlem  R  R.  P  M.  Prior  mort  $47,- 
(JdO  on  this  and  other  property.  July  30.  2  years,  (1%.  July  31 
190(1.  i)00 

Thomas,    Rowland  W   to  Edw   P  Larned.      Belmont   av,   e   s.   80  8   n 
181st    St.    23.0x1.53.11x2.3.4x151.1.      July   30,    1    year,    6%.      Aug    • 
2,    1900.      11:3083.  6.500 

Same  to  same.  Belmont  av.  e  s,  127.9  n  181st  st,  23.fixl59.9x23.4x 
150.10.     July  ,30.  1  year,  O'/f.     Aug  2,  lOlMl.     11:3083.  0.000 

Same  to  same.  Belmont  av.  e  s,  104.3  n  181st  St.  23.(jxl.5(l. llx 
23.4x1.53.11.     July  30.  T  year,  (1%.     Aug  2,  ItHXl.     11:30.83.      0,000 

*Tibhits,  James  H  lo  Eugenia  R  Sweeny.  Madison  av,  s  w  cor 
Robin  av,  .50x100,  Tremont  Terrace.  P  M.  July  30,  190(1,  3  yrs. 
51/2%.  1,200 

*Urbansky,  Maria  to  Robert  Miller.  Eastern  Boulevard,  n  's,  25 
w  Swinton  st.  50x100,  Westchester.  P  M.  July  30.  .3  years,  .5'/;. 
Aug  2,  1900.  1.0,80 

*Viola,  Caterina  to  Margt  A  Heath  and  ano.  Old  Boston  road, 
w  s.  22(1.11  s  Elizabeth  st.  25.4x101.0x25x103.4,  Olinville.  P  M. 
July  28.  5  years,   (1,X.      Aug  1,   1900.  1,200 

Vetrano,  Carmine  to  Nicholas  J  Pendergast.  Potter  pi,  n  s,  12-5  w 
Cadiz  pi,  25x12.5.  P  M.  July  3(»,  1  year,  0%.  Aug  1,  1900. 
12:.3311.  l.flOO 

Wi(l.  Conrad  to  Maurice  Ahl.  St  Anns  av,  n  w  cor  1.34th  st,  20. (Ix 
KKI,  p  M.  Prior  mort  $21,000.  Aug  1,  3  years,  (I'/f,  Aug  2, 
190(1.     9:2202.  (i,000 

*Wallace.  John  C  to.  Cleopatra  Ice.  Chestnut  st.  vv  s.  2.50  n  Cor- 
nell av.  .50x100.  Eastchester  and  Westchester.  July  30,  due 
Aug   1,    1:107,   07.      July  31,    1900.  500 

*Walker.  Robert  E  and  Allen,  and  Edmund  L  Steffens  to  Park 
Versailles  Realty  Co.  Lots  240  to  244  map  building  lots  of  W  H 
&  H  C  Mapes  near  Westchester  Village.  P  M.  Aug  1,  3  years. 
Aug  2,   KtOO.  1,.500 
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*Same  to  Vv'm  A  Mapes.  Lots  47  and  48  same  map.  P  M.  Aug 
1,  3  years.  .">%7c.     Aug  2.   lOOC.  l.()7.> 

♦Werner,  Christian  H  to  John  \V  Brown.  Lots  174  and  17li  map 
Jacksonville  property.  Eastchester.  2  P  M  morts,  each  $1,(XK). 
June  4,  a  years.  r)V47r.      Aug  2.   !'.)(»',.  2  000 

♦Warwick  Realty  &  Construction  Co  to  EMPIRE  CITY  SAVINGS 
BANK.  Lots  44  to  4i1,  r)2  to  ".(1.  I!.",  to  (>8.  '.17  to  113.  188  to  103, 
290  291.  .Hl.S  to  321.  3.'i3  to  370,  :!!l(i.  3il7  and  398  map  Adee 
Park.     July  17,  1  year,  oW/r-     July  28,  I'.KMi.  _        lo.OdO 

*Same  to  Geo  W  Davis.  Lots  (U  to  64  same  map.  July  17,  1  year, 
(i%.     July  28,  19t)fi.  2,500 

Weiss,  John  to  Louis  Engelking.  Eagle  av,  e  s,  387.9  n  Westches- 
ter av,  2.")xl  ITi.  p  M.  Prior  mort  $4.(KX).  July  27,  2  years,  5%7r. 
July  28,  liKlli.     10:2(124.  2.(KI0 

Westrup,  Wm  H  to  German  Real  Estate  Co.  23lith  st.  s  s,  72.8  e 
Verio  av.  2llxl0<1.    July  20,  3  years,  .V/f.     July  27,  1!M>I>.   12:3397. 

3,500 

Same  to  same.  Same  property.  Prior  mort  $3  5M0.  July  2(i,  3 
years,  5%.     July  27,  1'M»i.     12:3397.  1.700 

Walter,  Eugenia  to  TITLE  INS  CO  ot  N  Y.  Woodycrest  av.  w_s, 
138.7  n  l(!3d  st.  runs  n  34.8  to  lt;4th  st  x  n  w  —  x  w  99. 9  x  s  37.1! 
X  e  95.3  to  beginning.  July  2li,  3  years.  5%.  July  27,  190(;. 
9:2.511.  7,(XM) 

*Wolz,  Anton  to  Adee  Park  Realty  Co.  205th  st,  n  e  cor  Holland 
st,  .50x91. (i.     P  M.     July  11.  3  years,  5";;.     Julv  27.   190(i.       1,17() 

♦Wallace,    Louis    F   W    to    EMPIRE   CITY    SAVINGS   BANK,      Lots 

119  to  123,  1.58  to  101   map  Adee  Park.     July  17,   1  year,  5%%. 
July  28,   llMMi.  _  2,2W 

♦Williamson,  Anna  A  to  Albert  Hanlik  and  ano.  227th  st.  n  s, 
109  e  4th  st,  50x114,  WakeHeld.  P  M.  July  9,  3  years,  iV/r. 
July  28,   l!MMi.  l.(X)0 

Wattenberg,  Frieda  to  Elbert  H  Dickinson.  Franklin  av.  No  V2iVi. 
n  w  s,  abt  142  s  l(i8th  st,  17.2x80x10.8x83.7  n  e  s;  also  strip  bet 
old   and   new  lines  of  av.   being  part   of  subdivision   No   1   of  lot 

120  map    Morrisania.      P   M.      Prior   mort    .$3.;!(K>.      July   25,    due 
Nov   1     19(I,S,   (rr.     July   31.   1901!.      10:2011.  1.400 

Zeller.  Eliz  wife  ot  and  Conrad  to  Thomas  Jones.  Arthur  av,  e  s, 
bet  180th  st  and  182d  st,  and  being  n  part  of  south  %  of  lot  18 
map  Oak  Tree  plot,  25x90.  July  1,  3  years,  5%.  July  30.  IfMM!. 
11:3070.  5  500 

Zipkin.  David  to  Jefferson  Bank.  135th  st,  s  s.  122  w  St  Anns 
av.  39x10(1.      Aug  1,  5  years,  5i^7r.     Aug  2,  1901).     9:2202.     30.000 


PROJECTED  BUILDINGS. 


The  first  name  Is  that  ot  the  ow'r;  ar't  stands  for  architect;  m'n 
for  mason,  c'r  for  carpenter,  and  b'r  for  builder. 

When  character  of  roof  Is  not  r  entloned,  It  Is  to  be  understood 
that  the  roof  Is  to  be  of  tin. 

BOROUGH    OF    MANHATTAN. 

SOUTH    OF    14TH    STREET. 

Cherry  st.  No  27,  1-sty  brk  and  stone  outhouse,  (ixlS;  cost,  .$2,000; 
S  P  Flannery,  2,59  William  st;  ar't,  C  Dunne,  210  East  14th  st.— 
821. 

East  Broadway,  Nos  137-139,  1-sty  brk  and  stone  outhouse,  1x1; 
cost,  $.500;  H  Sokolski  &  Son,  354  Grand  st;  ar't,  M  Zipkes,  147 
4th   av.— 824. 

Pearl  st.  n  s,  70.3  w  Whitehall  st,  2-sty  concrete  and  brk  store- 
room, 19x107. 2xl(K!.4:  cost,  $13,0110;  Chesebrough  Building  Co, 
17  State  st;  ar't,  F  B  Richardson,  17  State  st.— 820. 

Spring  st,  Nos  341-347,  7-sty  brk  and  stone  storage  building  73.1% 
x,SO;  cost,  .$80,000;  Anton  L  Olsen,  1518  Vyse  av;  ar't,  C  Abbott 
French,    1.58  W  4th  St.— 829. 

4th  St.  n  s.  310  e  Lewis  st.  3-sty  brk  and  stone  stable.  135x27.  tar 
and  gravel  roof;  cost,  $12.IKH1;  Hencken  &  Willenbrock  foot  of 
Stanton  st;  ar't,  Henry  Holder  Jr,  242  Franklin  av,  Brooklyn. — .823. 

Av  D,  Nos  30-34,  1-sty  and  basement  brk  and  stone  synagogue,  .54x 
75;  cost,  .$.50,000;  Hungarian  Cong  Beth  Hamidrish  Hogodol.  49 
Cannon   st;    ar't,   E   A   Meyers,   1  Union   sq.— 815. 

BETWEEN    14TH   AND   59TH   STREETS. 

14th  st.  No  012  East,  1-sty  brk  and  stone  outhouse,  13.x9;  cost, 
$1.0110;  Katherine  A  Healy,  183d  st  and  Grand  Concourse;  ar't, 
Geo  Fred  Pelham,  .503  5th  av.— 827. 

14th  st,  s  s,  225  w  (ith  av,  12-sty  brk  and  stone  loft  building,  .50x 
95.3.  tile  roof;  cost,  .$1110,000;  Samuel  Weil.  190  Franklin  st; 
ar't,  Louis  Korn,  .■i49-3.53  5th  av.— 8'J8. 

l(!th  St.  Nos  4;^O-440  West.  8-sty  brk  and  stone  factory,  210.3x92, 
tar  and  gravel  root;  cost,  .$340  (K Ml;  National  Biscuit  Co.  409  W 
15th  st;   ar't,  A  G  Zimmermann,  Chicago,  111—812. 

■'4th  st,  Nos  27-.35  West,  11 -sty  brk  and  stone  loft  building.  lOOx 
85,  slag  roof;  cost,  $.50OtHIO;  Andrew  J  Kerwin,  13-15  W  24th  st; 
ar't.  Wm   H   Birkmire.   39(i  Broadway. — 814. 

51st  St.  Nos  438-442  West,  9-sty  brk  and  stone  warehouse,  00.x95, 
slag  roof:  cost,  $100.0IMI;  Thomas  M  Stewart.  104  W  70th  st;  ar'ts, 
John  T  Rowland  Jr,  and  Frank  Enrich  Jr,  associated,  15  Ex- 
change  pi,   Jersey   City,    N   J.— 810. 

0th  av,  Nos  730-744,  i!-sty  brk  and  stone  office  building,  l(Kj..5x"208, 
slag  root;  cost,  $3.50,000;  Eugene  A  Hoffman  estate,  s  w  cor 
Broadway  and  Warren  st;  ar'ts,  Waynicke  &  Franke,  298  5th  av. 
—831. 

BETWEEN  59TH   AND  125TH  STREETS,   EAST  OF  5TH  AVENUE. 

3d  av,   n   e  cor  79th   st.   two  0-sty  brk   and   stone   tenements,  40.2x 

71.4;    total    cost,    $100,000;    Kleinfeld    &    Rothfeld,    190    Bowery; 

ar'ts.  Stern  &  Morris,  113.';  Broadway —8'25. 
3d  av,  e  s,  .84.4  n  79th  st,  0-sty  brk  and  stone   tenement,  40x72.2; 

cost,   $40  000;    Kleinfeld  &   Rothfeld,    190  Bowery;    ar'ts.   Stern   & 

Morris,   1133   Broadway.— 820. 


BETWEEN  59TH  AND  125TH  STREETS,   WEST  OF  8TH   AVBNUHl 

82d  St.  No  213  West.  3-sty  brk  and  stone  garage.  .50.x95;  cost.  $20.- 
WO:  S  B  Mills.  10  W  130th  st;  ar't,  Clement  B  Brun,  1  Madisou 
av.— 822. 

9Gth   St.   No  44   West.   0-sty   brk   and   stone   tenement,   .39x87;   cost, 

$.50(MK(;    L    W    Morxison,    .53    Exchange    pi;    ar't.    Henry    Andersen, 

11.8.3  Broadway.— 818. 
West   End  av,  w  s,  20  s  03d  st,   1-sty  frame  temporary  shed,  44x10; 

cost,  $3(HI;   N  Y  Central  &  H  R  R  R  Co,  4'_'d  st  and  Park  av;  ar't, 

Erwin    Rossbach,    1947    Broadway.— 817. 

IIOTH   TO    12oTH  STREET,   BETWEEN   5TH   AND  8TH   AVENUES. 

110th  St.  n  s,  375  e  7th  av,  1-sty  frame  temporary  storage  shed, 
.50.\25;  cost.  $300;  Emma  T  and  Harry  L  Toplitz,  Irvington,  N  Y; 
ar'ts,    Israels   &   Harder,   ,'!1    W  31st   st.— 819. 

NORTH   OF   125th   STREET. 

155th  st,  n  s.  325  w  Broadway,  3-sty  brk  and  stone  museum,  ::i9.8x 
114..")  tile  roof;  cost.  $.55,000;  American  Numismatic  &  Archaeologi- 
cal Soc,  1.55th  st  and  Audubon  Park;  ar't.  Chas  P  Huntington, 
157th   st    and   Audubon    Park. — 813. 

100th  st,  n  s,  9.5.1  w  Edgecombe  road,  two  5-sty  brk  and  stone 
tenements;  cost.  .$:{0.<HHI;  J  Jacobson.  .57  W  112th  st;  ar'ts  Som- 
merteld   &    Steckler,    19   Union    sq.— .S;iO. 

BOROUGH   OF    THE    BRONX. 

Brown   pi,   w  s,  from   135th  st    to   13llth  st,  4-sly  brk  school,  2lK).xG0 
and  83;    cost,   $2:-!0,000;    City  of  N  Y;    ar't,   C   B  J   Snyder,  .59th  st 
and  Park  av. — 8.52. 
Cruger  st,   e  s,   330  s   187th   st,   2-sty   frame   dwelling,   20x.j0;    cost. 
.$5,000;    Desso    and    Rezzanio     Adams    st;    ar't,    B    Ebeling,    West 
Farms   road. — .8.59. 
Cruger  st,   w   s,   275  s   187th   st,   two  "J-sty   frame   dwellings,   20x50; 
total   cost,   $10,000;   Desso  &  Rezzanio,  Adams  st.  Van   Nest;   ar't, 
B    EbeLng,   West   Farms   road. — .8.50. 
Elsmere  pi.  s  s,  41  e  Marmion  av,  5-sty  brk  tenement,  40x88;   cost, 
$45,WO;    Wm   C   Egan,   1080   Elsmere   pi;    ar't,   Chas   S   Clark,   709 
Tremont    av. — 8.50. 
Louise  St.  e  s,  .5.5  n  Barnett   pl,   two  2-sty  frame  dwellings,  20x48; 
total    cost,   .$9,000;    Edw   and   Eugene   Salvatore,   800   E   lOSth   st; 
ar't,   B   Ebeling,  West  Farms  road. — 800. 
Magenta  pl,  e  s,  100  s  Magenta  st.  2-sty  frame  dwelling.  22x.32;  cost, 
.$;?,. "KM);   Terresina  Pizzutielo,  1.87  E  171st  st;  ar'ts,  Moore  &  Land- 
siedel,    14.Sth   st   and  3d   av. — 881. 
Poplar  st,  n   s,   13.3  e   Bear  Swamp  road.  2-sty  frame  dwelling.   21x 
45;   cost,  $4, .500;   Samuel  Steinmetz,  2015  Fulton  av;  ar't,  B  Ebel- 
ing,  West    Farms   road. — 8.57. 
Poplar  st    n  s,  4t>.5.7  w  Main  st,  2i4-sty  frame  dwelling,  peak  slate 
roof,    22x51.0;    cost,    $10,(M10;    Thos    H    Oneill,    Ferris    pl;    ar't.    B 
Ebeling,    West    Farms    road. — 801. 
6th  st,  s  s,  205  w  Av  B,  two  2-sty  brk  dwellings,  20x.5.5  each;   total 
cost,   $10,<KIO;    Brohmer   Bros,   Av   B   and  (ith  st ;    ar't,   B   Ebeling. 
West    Farms   road. — .8.53. 
133d  st,  s  s.   175  e  St  Anns  av.  2-sty  stable.  .50.x33.4;   cost,  $3,.500; 
John  and   Edw  Bahr,   133  Lincoln   av;   art,   C   B   Brun,   1   Madison 
av. — 805. 
135th  st,  n  s,  175  w  Willow  av,  1-sty  frame  shop,  24x00;   cost,  $2,- 
(H)0;    Mary    Hulke,    170  Van   Buren   st;   ar't,    Henry   Nordheim,    170 
Van  Buren  st. — 8.51. 
151st  st,  n  s,  200  e  Courtlandt  av,  2-sty  brk  stable,  49.8x20.4;  cost, 
.$3(KH>;  Wm  Blumenauer,  017  E  151st  st;  ar't,  Fred  Hammond,  943 
Washington   av. — 877. 
Kiod   St.   s   e   cor   3d   av.   0-sty   brk   stores  and   tenement.   40..SOx90; 
cost,   .$.50,(MI0;    John    M   Linck,    1047  Trinity   av;    art,   M   J   Garvin, 
3307  3d  av— 800. 
178th   st,   n   w  cor  Lafontaine  av,   six  2-sty  brk   tenements,  37.()x!)0 
and  88;  total  cost,  $240,(X)0;  Stefano  La  Sala,  2022  Fulton  av;  ar't, 
Louis   C   Maurer,   22   E  21st   st.— 840. 
181st  st    s  s,  from  Park   to  Webster  av,   1-sty  brk  shop,  92.10.\20; 

cost,  $0,(H)0;  City  of  N  Y;  ar't,  M  J  Garvin,  .3307  .3d  av.— ,S(i7. 
181st  St.  s  s.  from  Park  to  Webster  av.  1-sty  brk  wagon  room.  95.10 
xll'8.3  and   177.14;   cost,  .$40,000;   City  ot  N  Y;   ar't.   M  J  Garvin. 
3307  3d  av— 870. 
181st   St.  s  s.  from  Park  to  Webster  av.   1-sty  brk  shed.   100.2x74.6 
and  22.0;   cost.  .$2,000;   City  ot  New  York;   ar't,  M  J  Garvin,  3307 
.•?d  av.- .809. 
181st   St.  s  s.  from  Park  to  Webster  av,  2-sty  brk  wagon  ^hed  and 
stable,   97.1x45   and    00;    cost,   $27,(X)0;    City   ot    New   York;    ar't, 
M  J  Garvin    3307  3d  av.— 808. 
187th   st,   s   s,   83   e   Tiebout  av,   two  2%-sty   frame   dwellings,   peak 
shingle  root.  24.(ix.'i8;  total  cost.  $13  0(KI;  Mrs  Hyacinth  A  Sutphen. 
100  W  72d  st;  art.  Chas  H  Schumann,  280  Broadway.— 875. 
Brook   av,    w   s.   1.50  n    Kiod   St.    1-sty   brk   warehouse     100x82;    cost, 
.$'25,(X]0;  Geo  N  Reinhardt,  l(i2d  st  and  Brook  av;  ar't,  M  J  Garvin, 
3307  3d   av.— 8(i3.  _ 
Belmont  av.  w  s,  17.i  n  ISlst  st,  rear,  H4-sty  frame  workshop.  S.Ox 
11.0;    cost.    $150;    Herman    Knepper,    212    Broadway;    ar't.    Chas    S 
Clark,   709  Tremont   av,— 880. 
Cedar  av.   No  2,  2-sty   frame  dwelling,   20x55;   cost,  $3,000;    Bayar- 

sky  &  Wilitoft.  04  E  103d  st,  ow'rs  and  ar'ts —870. 
College   av,  e  s,   117.3  s   l(i4th   st,  5-sty  brk  tenement.  -14x98;   cost, 
$40(to<1;    Noble-Gauss    Construction    Co,    City    Island;    ar't,    Harry 
T   Howell,   149th   st  and  3d  av.— 844. 
Hughes  av,  e  s,   125  n   1.8:?d  st,  2  frame  buildings,   one  2-sty  frame 
dwelling.  '25x40    1-sty  frame  shop,  2.5x25;   total  cost,  ,$2,150;   Peter 
W   Schlosser,   2330   Belmont  av,   ow'r  and   ar't. — 878. 
Lyon  av,   s   s,   KXt  w  Zerega   av,   two  2-sty  frame  dwellings,  21x50; 
total    cost,    $9,000;    Samuel    Berger,    940    Amsterdam    av;    ar't,    B 
Ebeling,    West    Farms    road. — 8.55. 
Morris  Park   av.   s   s.   75   e   Wallace   av.  3-sty   frame   tenement,  25x 
52;    cost,    $0,000;    Cornelius    Lanzondeon,    Morris    Park    av;    ar't, 
Tiiiiothy   J   Kelly,    Morris    Park   av.— 847. 
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Marion   av,   p  s,  ."id  n    ISllth   st     two  li-sty   brk   tenements,  50x81)  and 

lul-l:    total   cost,   $,S(),()|)U;    Adolph   Wexler.   lS'."i8  Xorr:s   av;    :ir't, 

Harry   T    Howell,    l-l!Uh   st    and   .'Jd   av— SJ3. 
Mapes  av.  e  s.  ."lO  s  Green  av,  li-sty  frame  dwelling.  iirLXliil;  cost,  .fj.- 

"lirO:  Martin  Kretsch.  WXi  Bristow  st;  ar't,  B  Ebeling.  West  Far:as 

road. — 8.)4. 
Olinville  av.  w  s.  fitIO  n  liKith  st.  three  2-sty  frame  dwellings.  21x."i2; 

total    cost.   .$1.").(1(K);    Gustav    Blass,    i;i.5   Olinville    av;    ar't.    Albert 

Gerhards.    3.">S    Barnes    av. — 871. 
Rosedale  av.  e  s,  5tl  n  Mansion  st,  2-sty  frame  dwelling,  21x48 

.1!4,rinO;     Wm    Schraille,    5'M    W    40th    st;    ar't,    B    Ebeling, 

Farms   road. — .S.")8.  ■ 
Saxe  av.   n   e   cor  Old   road.   3-sty  frame   stores  and  dwelling. 

44;  cost,  .fT.OOO;  Patrick  Monahan,  4415  3d  av;  ar't,  J  J  Vreeland 

2019  Jerome   av, — 845. 
Tiebout   av,   s   e   cor   187th   st.    three   214-sty  frame   dwellings,   peak 

shingle    root.    l(!.Sx.")(J;    total   cost.    .'?lli  ."idd;    Mrs    Hyacinth   A    Sut- 

phen.   KiO  W  72d  st;   ar't.  Chas  H  Schumann,  28(1  Broadway.— .S74. 
White    Plains   av,    e    s,    ~Tt   n   '_"2l)th    st,    two   3-sty    frame    stores   and 

dwellings,    18.(i  and  'JO.dxdn;    total   cost,  .^Kx'idd;    Ralph   Hickox.   2 

Wall  st;   art,  J  Harold  Dobbs,  222d  st  and  White  Plains  av.— S7!l. 
Washington  av,  w  s.  ld!).d  n  l(».*td  st.  two  Ci-sty  brk  tenements.  3d.7x 

lllt.ri;    total   cost.   .1;8d.(Hld:    Louis   E   Kleban.   I.j72  Washington   av; 

ar't.   Maximilian   Zipkes.    147  4th   av. — 848. 
Westchester  av.   s   w   cor   Southern    Boulevard,   (j-sty   brk  stores   and 

tenement.   18!).r)xl*!t  and  8d;   cost,  .$210, dOU;   American  Real  Estate 

Co,  Edwin  K  Martin,  2!ld  Broadway,  Pres;  ar't,  Wm  D  Johnson,  on 

premises. — 8(i4. 
Willet  av.  w  s.  20l  n  21l»th  st.  214-sty  frame  dwelling,  peak  shingle 

roof.  2dx4d;    cost.  •$4.(KI<i;    Paul   Dannhauser,  1833  Marion  av;   ar't, 

Chas  S  Clark.   7d!l  Tremont  av.— 840. 
Washington    av.   e   s.   2dO   n    171st   st,   0-sty   brk   tenement.   ."idxl22; 

cost.  ifSO.ddd;  Isaac  Haft.  Ill)  Nassau  st;  ar'ts,  Euell,  Van  Wart  & 

Co,   129  W   12.")th  St.— 81)2. 
3d  av.  e  s.  from   171)th  st   to   180th  st.  1-sty  brk  shop.  41.10x108.11; 

cost.   .$19..'i(KI:    Manhattan    Ry   Co.    13    Park    row;    ar't,    Geo    H    Pe- 

grara,   13  Park  row. — 872. 


ALTERATIONS 

BOROUGH    OF    MANHATTAN. 

Bayard  st,  No  81,  toilets  to  3-sty  brk  and  stone  store  and  dwellings; 

cost,  Jf;."i(Id;  Jacob  Appleby  estate,  291  Broadway;  ar't.  Max  Muller, 

3   Chambers    st. — 2129. 
Canal    st.    Nos   99-KH.    toilets,    partitions,    to   (j-sty   brk    and   stone 

loft  building;   cost,  .f.'idd;   Louis  Barnett.  on  premises;   ar'ts,  Som- 

merfeld  &   Steckler,    19  Union   sq. — 214.5. 
Clinton   st.    No   181.   shaft,    toilets,   windows,   to  2-sty   brk  and  stone 

tenement    and   stores;    cost.   .$.*i..5dd;    R   Federman,   34t!   Leno.\   av; 

ar't.   C  Dunne,   210  East   14th  st. — 2130. 
Delancey   st.    No    192V4.   toilets,    plumbing,    show    windows,    to   5-sty 

brk    and   stone    tenement;    cost,   .$7,000;    H    Burnett,    147   4th   av; 

ar't,    D   J   Comyns,    147   4th   av.— 2143. 
Division   st.   No  3.).   partitions,   toilets,   to  .5-sty  brk  and   stone   tene- 
ment   and    store;    cost.   $2.50O;    Morris   Weinstein.   80   W    119th   st; 

ar'ts,   Teil   &  Spelman,   29  W  34th  St.— 2110. 


Eldridge  st.  No  18,  toilets,  partitions,  windows,  to  two  3  and  4-sty 
brk  and  stone  Irncr.ienLs  and  stores;  cost.  .$2,500;  Solomon  M  Bar- 
inn.    102  7th  s!  ;   ar'ts,   Bernstein  &  Bernstein,  24  E  'JSd  St.— '.'UO. 

Hor.iiio  .,t,  No  'it<.  partitions,  baths,  to  4-sty  stable  and  dwel'ing; 
cost,  if.)."**!!;  Ilrnrv  Duhne.  on  premises;  ar't.  Henry  Andersen, 
1183    Broadway.— :.'123. 

King  rt.  r'os  3  and  5.  pr.rtitions.  to  5-sty  brk  and  stone  tenement; 
cost  .'f'-IHl;  C  Ai.3.alta.  31  Prince  stf  ar't,  H  Zlot,  230  Grand  st. 
—2110. 

Ludlow  St.  Nos  1.5'2-1.5G,  toilets,  windows,  partitions,  to  three  .5-sty 
brk  and  stone  tenements;  cost.  .$12,(XX>;  .Louis  Krause,  507  E 
11th  st;   ar't.   O  Reissmann.  30  1st  St.— 2157. 

Mulberry  st.  No  243.  bake  oven,  store  fronts,  to  .5-sty  brk  and 
stone  store  and  tenement;  cost,  $."i.50;  Francesco  Urgo,  247  Mul- 
berry st;    ar'ts,   Kurtzer   &  Rentz,    Spring  st   and   Bowery. — 2115. 

Pitt  st.  No  1.37,  shaft,  toilets,  windows,  to  two  4  and  .5-sty  brk  and 
stone  tenements;  cost,  .$5,IK)0;  Samuel  Koshetz,  150  Rivington 
st;   ar't,  O   Reissmann,  30   1st  st. — 2134. 

Suffolk  St.  No  118,  partitions,  toilets,  tank,  shaft,  to  5-sty  brk 
and  stone  tenement;  cost.  $2..5(MI;  Louis  Cohen,  300  West  12Sth  st; 
ar't.   Max   Muller,   3   Chambers   st. — 2128. 

Worth  St.  n  w  cor  Lafayette  St.  new  stairs,  to  O-sty  brk  and  stone 
store  and  office  building;  cost,  .$720;  Mercantile  Real  Estate  Co, 
115-117  Worth  st;  ar't,  James  C  Hoes  Sons,  52  Gansevoort  st. 
—2113. 

3d  st,  Nos  74  and  71!  East,  toilets,  windows,  to  two  .5-sty  brk  and 
stone  tenements;  cost,  .$5,000;  M  Neuman,  304  Pearl  st;  ar'ts, 
Schwartz  &  Gross,  35  West  21st  St. — 21'25. 

4th  St.  No  97  East,  toilets,  windows,  partitions,  to  .5-sty  brk  and 
stone  tenement  and  stores;  cost,  .$3,000;  Isaac  Heller,  71  Nassau 
st;    ar't,   Samuel   Gross,  3'25   E   84th  St.— 2152. 

4th  st,  Nos  231-2.33  East,  toilets,  windows,  partitions,  to  two  5-sty 
brk  and  stone  stores  and  tenements;  cost,  .$7,(M)0;  A  Meller,  38  Av 
B;    ar't    Otto   L  Spannhake.    2(H)  E   79th   St.— 21.53. 

Sth  st.  No  355  East,  partitions,  windows,  to  3-sty  brk  and  stone 
tenement;  cost.  $.500;  Simon  Rubens.  3.55  8th  st;  ar't,  Fred  Ebel- 
ing,  420  E  9th   St.— 2144. 

13th  st.  No  G42  East,  toilets,  windows,  partitions,  to  .5-sty  brk  and 
stone  tenement;  cost.  $.3,000;  Weil  &  Mayer,  5  Beekman  st;  ar't, 
Samuel   Gross.  .5  Beekman  st. — 2140. 

17th  st,  Nos  515-521  East,  partitions,  interior  chauges,  to  7-sty 
brk  and  stone  stable;  cost,  $15.(X)0;  N  Y  Contracting  &  Trucking 
Co.  215  W  33d  st;  ar't,  James  J  F  Gavigan,  1123  Broadway. 
—2149. 

2(Ith  St.  No  .50.5  West,  toilets,  partitions,  to  4-sty  brk  and  stone 
tenement  and  store;  cost,  $1,200;  Moore  Bros,  1904  Broadway; 
ar'ts,    Rees   &    Roosbach.    1947   Broadway. — 2120. 

34th  st.  No  42  West,  new  stairs,  partitions,  store  fronts,  chimney, 
to  5-sty  brk  and  stone  store;  cost,  $10,000;  Vivant  Machin,  31(! 
East  .59th  st;    ar't.   L  Martineau,   1   Union  sq. — 213().  ' 

45th  St.  No  311  East,  toilets,  partitions,  to  .5-sty  brk  and  stone 
tenement  and  store;  cost,  .$1,.5()0;  Afonso  Misteretta,  .500  E  13th 
st;    ar'ts,    Rees   &    Rossbach,    1947   Broadway. — 210.'!. 

47th  St.  Nos  340-342  East,  toilets,  windows,  tank,  to  two  4-sty  brk 
and  stone  stores  and  tenements;  cost,  .$3,(!(H);  Aaron  Avontis,  30'2 
Broadway;   art,  H  Horenburger,   122  Bowery. — 2148. 


Do  you  Want  to  Knous  ? 

^he   Architectural    S'ublication 
W^ith   the    IBiggest   Circulation. 


The  only  architectural  publication  that  guarantees  Its  circulation  and  makes  the  figures  a 
part  of  the  written  contract  with  all  its  advertisers. 

The  only  architectural  publication  with  a  general  sale  throughout  all  the  United  States,  on 
news  stands  and  news  counters  everywhere. 

The  only  architectural  publication  that  does  not  print  an  article  that  is  not  from  the  pen  of 
someone  prominent  In  the  architectural  profession  or  eminent  as  a  critic. 

The  only  architectural  magazine,  easy  to  read,  easy  to  handle. 

Sold  everywhere  for  Twenty-five  cents. 

Send  for  a  sample  copy  to 


^he   Architectural   Slecord   Clo«, 

14-X6    Veseg   Street,   ISeu;   ^ork   Citg 
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248 


RECORD     AND      GUIDE  Manhattan 


August  4,  1906 


HECLA  IRON  WORKS 

North    lOth,  I  Ith  and   12th  STREETS 
BROOKLYN,  ...  neW  YORK 


Architectural  Bronze 

AND 

IRON  WORK 


48th  St,  No  404  West,  store  fronts,  to  5-sty  brk  and  stone  tenement; 

cost,  $5()(t;  Chas  Stumpt,  KV  9th  av;  ar't,  John  H  Knubel,  318  W 

42d  St.— 2110. 
4Sth  St.  No  ;{1.5  East,  partitions,  store  fronts,  stairs,  to  two  2  and 

5-sty   brl<   and   stone   stores   and   tenements;    cost,   $2, ,500;    Morris 

Gliclc,  3(i  Eldridge   st;   ar't,  H   Horenburgcr,   122  Bowery. — 2147. 
51st  St,   No  ."i.">.5  West,   toilets,   windows,   to  two  4-sty  brlt  and  stone 

tenement;    cost,    .fLHOO;    Elizabeth    Stumpf,    on     premises;     ar'ts. 

Thorn    &    Wilson,    112.S    Broadway.— 2n.S. 
r^id  St.   No  3,34   East,   partitions,   plumbing,   to   .")-sty   brk  and  stone 

store  and   tenement:   cost.  .$3,000;   Weil   &  Mayer,  5  Beekman  st; 

ar't,   Samuel   Gross.  5  Beekman  st. — 2141. 
54th  st.  No  131   East.  2-sty  brk  and  stone  rear  extension,  n.Oxl().0, 

partition,  plumbing,  to  4-sty  brk  and  stone  dwelling;  cost,  ifli.OOO; 

Chester  Griswold,   131   E  54th  st :   ar't,  Harry  Kernan,  2.53  Broad- 
way.— 2107. 
57th  st,  Nos  201-213  West,  11  and  15-sty  front  and  side  extension, 

25x80.5.    partitions,    windows,    to    11 -sty   brk   and    stone    apartment 

house;  cost.  $125  0(10;  Mrs  R  C  Freeman,  •J<)5  W  57fh  st ;  Mrs  John 

5  Ely.  (il  Trumbull  st.  New  Haven,  Conn,  and  A   S  G  Taylor.  Nor- 
folk. Conn;    ar't,  A  S  G  Taylor.  24   E  2;!d  st.— 2104. 

(list  st.  No  33(!  East,  windows,  shaft,  plumbing,  to  5-sty  brk  and 
stone  tenement;  cost.  .$1,0(MI;  Michael  Bowler,  1035  3d  av;  ar't, 
W  B  Tuthill.  287  4th  av.— 212<i. 

72d  St.  No  147  East,  2-sty  rear  extension,  3x24,  shaft,  windows, 
partitions,  to  4-sty  brk  and  stone  residence;  cost,  .$10,000;  Mrs  S 
W  Swords,  57  East  52d  st;  ar't,  E  L  Satterlee,  1123  Broadway. — 
2135. 

72d  st,  n  s,  375  e  Broadway.  1-sty  brk  rear  extension,  14x4.10, 
bath,  windows,  to  4-sty  brk  and  stone  dwelling;  cost,  $2.50;  H 
Spaadone,  141  W  72d  st;  ar't.  R  S  De  Caster.  421  5th  av.— 2137. 

74th  st,  No  .■!42  East,  toilets,  windows,  partitions,  to  4-sty  brk  and 
stone  store  and  tenement;  cost,  $.8,00(1;  S  Lewy.  1443  1st  av;  ar't. 
Otto   L  Spannhake,  200   E   79th   St.— 21.54. 

74th  st.  No  321  East,  toilets,  windows,  partitions,  to  5-sty  brk  and 
stone  store  and  tenement;  cost.  $(;.00();  M  Rosenbluth,  1440  Lex- 
ington av;   ar't.  Otto  L  Spannhake,  2(M)  E  711th  St.— 21.55. 

!)3d  St.  No  30(1  West,  windows,  to  (i-sty  brk  and  stone  tenement; 
cost  $1011;  W  H  Wingate,  30'o  W  93d  st;  ar'ts,  Butler  &  Rodman, 
1(!   E  23d   St.— 2142. 

100th  St.  Nos  319-325  East,  toilets,  windows,  partitions,  to  four 
5-sty   brk    and   stone   tenements   and   stores;    cost,   $().(I00;    Meller 

6  Podolsky",   38   Av    B;    ar't.    Otto    L   Spannhake,   2(X)   E   79th   st. 
— 21.50. 

115th   st.   No  404   East,   partitions,    toilets,   to  5-sty  brk   and  stone 

tenement:   cost.  .$2,000;   Frank  and  Vincent  Garofalo,  419  E  IKjth 

st;    ar't,   Nathan  Langer. — 2117. 
110th   St.   No   74   East,   partitions,   show  windows,   to  5-sty  brk  and 

stone    tenement;    cost.   $5,000;    M   Schloss,  20  Waverly   pi;    ar't,   O 

Reissmann,   30   1st   st. — 213-'->. 
120th  St.  n   w  cor  Amsterdam  av.  4-sty  brk  and  stone  front  exten- 
sion.   3:!.(ix5S,    partitions,    to   4-sty   brk   and   stone   public    school; 

cost.   .$35,0110;    City  of   New   York,   City   Hall;    ar't,    C   B  J   Snyder, 

.500    Park    av. — 2105. 
133d  St.   No  50  West,  stairs,  stalls,   to  5-sty  brk  and  stone  stivble; 

cost.  $1.(HI0;   Fred  Graft,   l(i2  East  8(ith  st;   ar't,   Harry  Zlot,  230 

Grand   st. — 2100. 
133d  st.  No  172  West,  partitions,  toilets,  windows,  to  5-sty  brk  and 

stone    tenement;    cost,    $5,0(MI;    Harry   Goodstein.    "245   West    113th 

st;   ar't,  W  H  C  Hornum.  300  West    l'25th  st. — 2112. 
1.50th  St.  No  401  West.  2-sty  brk  and  stone  rear  extension,  15x15,  to 

2-sty   frame   and    brk  dwelling;    cost.   5;30(»;    C  J   Chartress,   4(31   W 

150th   st;    art.    Michael    Hoctor,   2710   Broadway. — 2138. 
Av    C,    No    1.50.    light    shaft,    fire    escapes,    to   5-sty    brk   and   stone 

store    and    tenement;    cost.   $3,500;    S    Rosenthal,   115   East   118th 

st;    ar't.   C   Dunne,    210  East    14th  st. — 2131. 
Columbus  av.   No  .532,  store  fronts  to  5-sty  brk  and  stone  tenement 

and  store;   cost,  $700;  Abraham  H  Levy,  1803  7th  av;   ar't.  Oscar 

Lowinson,   18-20  East   42d  st.— 2111. 
Lenox   av.   No   111.   plumbing,   store   fronts,   to  4-sty   brk   and   stone 

office   and   dwelling;    cost.   .$3,000;    M   Levy,    100   West   116th    st; 

ar't,   L  F  J  Weiher,   103  East   125th  st. — 2i:'>2. 


Madison  av,  s  e  cor  89th  st.  iron  columns  to  5-sty  brk  and  stone 
tenement  and  store;  cost,  $400;  Allegiance  Realty  Co.  31  Nassau 
st;   art,  Oscar  Lowinson.   18  and  21  East  42d  St.— 2101',. 

Madison  av.  s  e  cor  2(ith  st,  new  windows,  partitions,  lockers,  to 
5-sty  brk  and  stone  clubhouse;  cost.  $l.'Jon;  Jerome  estate,  on 
premises;   ar'ts,  Denby  &  Nute,  333  4th  av.°'.2114. 

Madison  av,  No  'J'JO,  partitions,  windows,  to  5-sty  brk  and  stone 
dwelling;  cost.  $800;  Arthur  P  Heinze,  220  Madison  av;  ar't, 
Herts    Bros.    507   5th    av.%2121. 

Park  av.  n  w  cor  38th  st.  alter  bathrooms,  partitions,  beams,  to 
4-sty  brk  and  stone  residence;  cost.  .$1().(KM1:  James  Stokes,  08 
Park   av;    arts.    Boiler  &    Hodge,    1    Madison   av. — 2122. 

1st  av,  Nos  200-;!03,  plumbing,  partitions,  chimney,  to  three  4-sty 
brk  and  stone  stores  and  tenements;  cost,  $4(MK);  Miss  Ellen 
Brady,  .53  3d  av;  art.  E  A  Meyers,  1   Union  sq. — 2130. 

2d  av,  Nos  10,8(1-10.88,  toilets,  windows,  to  two  5-sty  brk  and  stone 
tenements;  cost,  .$5,200;  Meyer  &  Harris  Schonzeit.  270  East  7th 
st;    ar't,    D   J    Comyns,    147   4th    av. — 2124. 

2d  av,  Nos  2i;-'28,  windows,  stairs,  walls,  to  five  (i-sty  brk  and 
stone  tenements;  cost.  $20.(HIO;  S  E  Bernstein,  71  Nassau  st; 
ar't,   Edward  I  Shire,   110  E  23d  st.— 2151. 

5th  av.  n  e  cor  27th  st.  windows,  show  windows,  to  5-sty  brk  and 
stone  store  and  loft;  cost.  $300;  estate  C  A  Coe,  (iO  Wall  st;  ar't, 
J  A  Hassi,  201  West  l.'iOth  St.— 2108. 

5th  av.  n  e  cor  20th  st.  new  chimney,  windows,  to  5-sty  brk  and 
stone  club  house;  cost,  $1  200;  Mrs  Frances  A  Lawerence,  27 
Pine  st;  ar't,  Thomas  W  Lamb,  224  5th  av.— 21.50, 

9th  av,  s  e  cor  57th  st,  2-sty  brk  and  stone  front  and  rear  exten- 
sion, 20x5O..5,  partitions,  iron  columns,  girders,  to  4-sty  brk  and 
stone  store  and  office;  cost,  $10,(K10:  Estate  of  V  Diefenthaler,  8Ct 
Washington  sq  East;  ar't.  A  O  Hoddick.  20  West  34lh  st. — 2127. 

BOROUGH   OF   THE  BRONX. 

Ruskin  st.  s  e  cor  White   Plains  av.   move  1-sty  frame  office;   cost, 

$100;    Adelaide   Burlando.   00   Park   av;    ar't,   L  Howard.   17(ith   st 

and  Carter  av. — 12'2. 
138th  st,   No  842.  new  store  front  to  5-sty  brk  store  and  tenement; 

cost,  .$3(X);  Henry  Oehl,  on  premises;  ar't,  Fredk  Fenz,  25  Willow 

av.-423. 
1.53d  st,  s  w  cor  Melrose  av,  1  and  3-sty  frame  extensions.  20.4x20.4 

x5.11    and   15.   and    Vs   sly   added   to  2^-sty   frame   dwelling;    cost, 

.$3. .5(H);    Karolina   Schwarz,    230th   st,   Williamsbridge;    ar't,   Gustav 

Schwarz,   .554   E   1.58th   st. — 125. 
Anthony  av.   No  2085,  new  partitions,  &c,   to  2-sty  frame  dwelling; 

cost,  .$400;   Catherine  Seib,  on  premises;   ar'ts,  Ebbinghaus  &  Co, 

Olin   av.— 418. 
Franklin  av.   No   13.52.   two  2-sty  frame  extensions,  12  and  8.4x1.11 

and  4.1  and  8.1.  and  add  %  sty  to  1-sty  and  attic  frame  dwelling; 

cost.  $1.80(1;   Nicolaus  Altbaus,  13.50  Franklin  av;  ar't.  Wm  Kurt- 

zer.   Spring   st   and    Bowery. — 117. 
Melville  av.  e  s.   1'J5  s  Columbus  av.  new  partitions,  to  2-sty  frame 

dwelling;    cost.    $150;    Frank    Larocca,    on  premises;    ar't,   Timothy 

J   Kelly,   Morris   Park  av. — 121. 
Morris  av.  w  s.  (17  n   144th  st,  new  water  closet,  new  plumbing,  new 

partitions,  and  move  3-sty  frame  store  and  dwelling;  cost.  $1,000; 

Solomon   Zeigler.   42d   st   and   Park  av;    ar't,   Louis   Falk,   "278.5  3d 

av. — 110. 
Olinville  av,  w  s.  100  n  21(ith  st,  add  1  sty  to  l'/4-sty  frame  dwell- 
ing;  cost,  .$3,500;   Wm  R  Crump,  on  premises,  ow'r  and  ar't. — 120. 
Prospect  av.  n  s,  770.7  e  Fort  Schuyler  road.  1-sly  frame  extension. 

13x14.    to    1-sty    frame    dwelling:    cost,    .$(!(M);    Wm    A    Cokeley,    on 

premises;  art,  Wm  F  Garvey,  171  White  Plains  av. — 11.5. 
Rider  av.   w  s.    100  n   l.'Wth  st,  change   from  peak   to  flat   roof  2-sty 

frame  coal   pocket  shed  and  office;    cost,   $.3.50;    I  Stewart  Willson, 

208  W  13(!th  st;   ar't,  H  S  Baker,  494  E  138th  st.^19. 
Walnut  av.  n  e  cor  1,50th  st,  new  partitions,  to  5-sty  brk  tenement; 

cost.   $.5(K);   Hopp   &   Rosse,  on  premises;   ar't,  Wm  T  Staab,  20I11 

Anthony   av. — 420. 
Webster  av.  No  27,'-'2,  1-sty  frame  extension,  15xl4>/4,  to  1-sty  frame 

waiting   room;    cost,  .$(iOO;    Union   Ry  Co,   204   E   128th  st;    ar't,   A 

Pasquini,    112,'!    Broadway. — 124. 


JUDGMENTS. 


In  these  lists  of  Judgments  the  names  alpha- 
betically arranged  and  wlilch  are  first  on  each 
line,  are  those  of  the  judgment  debtor.  The  let- 
ter (D)  means  judgment  for  deficiency.  (*) 
means  not  summoned,  (t)  signifies  that  the  first 
name  Is  fictitious,  real  name  being  unknown. 
Judgments  entered  during  the  week  and  satisfied 
before  day  of  publication,  do  not  appear  In  this 
columri.  but  in  list  of  Satisfied  Judgments. 

The  Judgments  filed  against  corporations,  etc., 
will   be  found  at  the  end  of  the  list. 


July    and    Aug. 

2.S  Anderson.    R    Harcourt— N   Y  Telephone  Co. 

^i-'l.-i 

-H  Angen.   Chas  F— Abraham  Heyman    .  . .  .IS'J-.'i.'i 

:^1  Aiello.   Andrew — Joseph   E  Ellery l:J!t.2.S 

.31   Ansorge.    Henry   P — John   H    Behrmann  .li;2!i.7'_: 
;i  Alaman.     Frudee — Frank     R     Munzenberger. 

2.S*Biliup.    Edw   A— N   YTeiephoiie   Co.!  !!!:i."K!li! 

'2K  Burton,    Wm    H the   same    ,'1J)..'3;-* 

i-io  Behrens,    Bernard— James    Rowland    &    Co. 

4.s.(IS 

;il>  Berkeley.    Edw    F.    Jr— F    W   Jansen. .  .i:n.4(i 

.'i(>  Berger.    Jacob — Empire    Biscuit   Co :i7..")7 

IW  Blumenfeld.    Martin,    Meyer   &   Morris —  Le- 
high   Valley   R    R costs,    12.T2 

.SO  Bloyens,    Frank— C    Groll 141.:^fi 

:n  Bebro,  Harry  J— Daniel  B  Thompson.  .:W(i.!10 
.•il  Bellotte.  Geo  A— Mary  E  Bellotte. costs  110.(17 
al   Boylan.   Joseph— John    B    Hull  et  al.  . .  ..SaO.Iia 

1  Bebro.    Harry  J— H   M   Storms  Co 141.;« 

1   Brown,    Chas   A— John    Simmons   Co. . .  .Ifi4.12 

1  the  same the  same   3riB.4(i 

2  Becker.   Gabriel  W— Michael   Zachmann.142  (HI 

Co ."iJ.CiO 

2  Brown.  Chas  A— N  Y  &  N  J  Telephone  Co. 
<)7.17 


2  Buffuns,   T    Bellows— Empine   Square   Realty 
2  Barclay,    A'exander— Samuel    C    Winstian    et 

al 2(;o.!M) 

2         the    same the    same    201.84 

2  Bimberg.    Bernard— Murice    Solomon    et    al. 

.-. ,'«).l!) 

:i  Barnard.    Arthur   W— Hanford    Greenleaf^.so.dl) 
.'i  Binswanger,    Hyman   P — Marcus    Mayer. 7:14. 02 

.'!  Bartholf.     Sophia— Solomon     Kahn 40.<il 

.'{  Berek.     Solomon — Associated     Merchants     of 

New     York lO.l.Sl 

:(  Bradshaw.  Edna  M— Chas  E  Humphrey.  .44.41 

:j  Bclke,    Charles — Morris    Robbins .">n.(,."i 

2.S  Crane,    Louis — J    Archibald    Murray 01.07 

2.S  Coohran.    Eva   S.    extrx.    &c.    Alexander   S  & 
Wm    F,    Jr,     exrs,    &c — Elizabeth     Reich. 

0..-)4O.3y 

;«)  Conklin.    Geo    W— Kniftin    &    Demarest    Co. 

40.50 

:!(►  Crane.  James — M  Rosenfield  et  al....l21.25 
;I0  Checkman,   Joseph — Associated  Merchants  of 

N   Y    :««.4l 

.'11   Cain,    Sarah— Simon    Stein 04  07 

1   Cardoza.   David  L — Francis  G  Alvord.  . .  ..S7.(J,S 

1  Colville.    Emeline — Florine  R  Albright .  .l:,."*.."!! 

2  Ch:iiiman,     Lucian    I — Albert    Bergen.  ..  .;iS.(MJ 
2  Cox,    W^m    F    indiv    and    trustee — Ntl    Bank 

or    Norwich,    N    Y    710.8H 

2  Christen.sen,     Oliet— R     B    Henry    &    Sudler 

Co 32..54 

2  Crippen,    John    J    &    Henry    D — Emma    G 

Badgeley    ,3,8.-.,S.n" 

a  Curry,    John    J — Atlantic    Distributing    Co.. 

22fi.7.S 

'A  Cupcrman.     Samuel — Leopold    Josephson.20.41 

:<  Carson.    Thos    H— Bertha    Stoerzer l.'i.S,41 

:i  Cassidy,    Thomas — Atlantic    Distributing   Co. 

V2-.M 

:i  Cohen.   Matfhew  J— N  Y  Teleohone  Co.  .40.S2 

2S  Durnberg.    Wni    H— Stoll    &    Co ri.'i0.22 

2.S  Dailey,  Peter  F— Samuel  Has.s  ct  al .  . .  .  14.''> '22 
30  Doolittle,    Joseph    W    &    Frances    M— Serial 

Building  Loan  &   Savings   Institution. 954. ,'i6 


:M  Duke,    William— L    Doelger,    Sr,    et  al.  .n")(J.77 
.'{1    Drowne,   Henry  R   Exr — John   A  Stewart,   Jr 
et  al -•280.,-|l 

2  Daniel.    Chas    M — Samuel    Glatner    41.51 

.'i  Dunphy.    John   F— John   Baecker :i0.01 

'A  Drucker,  Monia — Frank  R  Munzenberger  31.82 

3  Diamond.   Adolph— Ferdinan   Cahn SO.K! 

:i  Davin.    Patrick— Catherine    Davin. costs.    (IS. 74 
3  Durlachcr.   Jonas   F— Chas  F   Benisch  ct  al. 

li • 100.8(! 

31   Engelberg.      Morris — Henry     Davidson.  .2:18.01 

:!1   Edling.     Julius— David     Shuldiner 27.81 

31   Ede'man.    John— City    of    N    Y 343,53 

3  Eucker,    Louis    H — George    Briggs 77.00 

3  Eunson.    Eugene — James    B    Smith 147.81 

28  Fayaut.     Frank     H— John     Wanamaker.  .44.31 

30  Forbes,  Thomas  P,  Jr— J  A  Behan 1.54.45 

2*Fredys.    Jacob — Samuel    Rosenberg 08.1.5 

3  Franz,   John — Atlantic   Distributing   Co... 40.13 
3  Fleming,     Myron — Annie     F    Leyland. ..  .(14.41 

.3  Feldman.     Meyer — Barnet     Reibstein 20.75 

3  Field.   Geo  A— Leonard   K  Smith   et  al.. 514.82 
3  Farrow.   Geo   D— N   Y  Telephone  Co 62.08 

28  Glautz.  Gabriel  A— N  Y  Telephone  Co 81, .'SO 

28  Grey,  John   B the  same   72.20 

2StGIaser,    C— Julia    Dawson    8(j.01 

2S  Gus,     Ignatz — Frederick    Assum 23  t»2 

28  Gibson,  James— Bert  K  Bloch 124.70 

:W  Grant.  James  H— F  A  McCoun 18.21 

31*Guidette.    Raphael— Joseph    E    Elleny. ..  120.08 

31  Gonnoud.    Andrew    G— Atlantic    Distributing 

Co 8.S.(iJ 

ItGoodman,     Morris*     &    Samuel — John     Sim- 
mons   Co 322.01 

2  Greenwald,      Samuel — Samuel     Glatner.  .(J^.i20 

2  Gonzales.     John — John     Rubin     125.01 

2  Gallup,   Geo  B— Chas  H  Fuller's  Advertising 

Agency     27.07 

2  Garfinkle.     Charles — Maynard    N    Clement. . 

- costs,    318.22 

2  Gragrio.    Porporo — Alfred   C    Dodge 24.40 

;i  Geherty.    John— Peter    W    Schlosser 44.27 

•3  Greenfield.  Morris— Joachim  Spiro  et  al. 312.31 
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StGoldberg,  Jacob— Robert  Griffin  Co.  .219.88 
L'HiH:Ul;ihiui,   Wm   H— Stanley  &  Patterson .  .«.8'J 

lis  Heiiienian.  Paui— John  Wan.imaker ILS.or 

•JH  Hains,    Luuls— N    Y   Telephone   Co 7S.5J 

28  Hochstein,    Annie the    same    :il.l3 

;;8  Hofs,    Kudolph   K Ihe  same    81. H 

;!0  Hau|it,    Matthew— W    Gllles   et   al (;.s4.4o 

a<)         the    same the    same    .")42.11 

ISO  Hill,     Florence— M     A     Jackson     et     al.... 

costs,    110.  lU 

.",0  Harding,    Geo    E— Kirkpatrick   Co o0.2'J 

30  Heinze,   Otto  C  &  Arthur  C— T  P  Spitz 

costs,    liU.lo 

."SO  Hosenknopf,    John— 0   Varasano 11.8.(it 

.'il   Hcrvan.    John— Rollin    M    Morgan 170.44 

1   Hanscom.  Waller  A— John  Simmons  Co.. 1411, 24 

1   Hecdel,     Irene— Louis    Hamburger ll'.l.aii 

1  Haft,     Alexander— Joseph     Martinelli     et    al. 
2:1.1.74 

1  Husted,     Anson— C    C     Dutton    Lumber    Co. 

■.'. ; (i.->S.23 

2  Heustis.    Eliza   D— Lewis   A  Williams  ot  al. 

2!).41 

3  Haas,    Gallus— Fred    Kuser !l!).Ul 

3  Hall,    Chas    M— Lucerne    Hotel    Co I.IKJIJ.BS 

3  Human,    Louis   A— Almeda   Creameiy   Co. 28. 59 

31  Jacobson.  Fannie— Simon  Liberman.  ..  .121.41 
3  Jackson,     Frank     H— Associated     Merchants 

ot  New  York 30.67 

3  Johnson,   Chas  P— Atlantic  Distributing  Co. 

200.27 

28  Koscielmy,    Peter— Bert    K    Bloch    127..')0 

30  Koch,    Peter— James    Rowland    &    Co.  .180.03 

30  Koar,     Henry    D— T    Walker 136.90 

31  Kane,    Ihomas   —Rolling    M    Morgan    et    al. 

74.41 

31  Kasp,    Maier— Morris    Greenwald    et    al.147.01 

31  Kraft,    Samuel— Simon    Eisenberg   et   al.21lj.09 

2  Kopetsky,    Joseph— David    Jacobs. costs,    24.35 

2  Knepper,    Herman— John    Laura    V)7.41 

3  Kirschner,  Anton— Lachman  &  Jacobi.  ..313.10 
28  Lustbader,   Samuel,   Jr— N  Y  Telephone  Co. 

81.30 

SO  Lose,    Louis— W    M    Lawson costs,    73.48 

30  Lubcke,     Herman— James     Rowland    &    Co. 

162.88 

31  Lynch,    Bernard    &    Anna   L    exrs— John    B 

Huff  et   al    .■i20.32 

31  Lins,    Henry— Am  Agriculture  Chemical   Co. 

33ii.0S 

31  Largy,   Arthur  J— John  S   Bush 80.23 

31  Levey,    Rose— Louis   K   Ungrich   et  al 

costs,    67.35 

31  Linter,     Isaac — Joseph    Horwich 307.25 

31  Levy,   Abraham— Joseph   Beck  et  al.  ..  .2,84.65 
31  Ledvitt,   Frank  K— Daniel  B  Thompson.  117.90 
1   Lowe,    Geo    F— Frederick    Kushman.  ..  .592.08 
3  Lynch,    James    A    and    Richard    T— Thomas 

Rosevear cash,  22. .SO 

3  Lauiensack,  George — Lachman  &  Jacobi. 313. 10 
3  Llchtenburg,    Hynian— Theodore    W    Morris 

et  al 66.58 

3  Lawrence,   Edna — Anna  von  Vroman ,41.31 

3  Luby,    Louis— Sarah    K    Boylan 329.81 

3  Lentz,   Tobias   H— Wm   J   Wright  Co 79.41 

28  Marcus,     Nathan— George    Ballard 123.91 

28  Mills,  Daniel  A— N  Y  Telephone  Co.... 29. 57 
;^>  Murray,    Wm   J— Cypress   Incubator  Co.  181.23 

30  Miller,     Mary— People,    &c 500.00 

30  McKay.  John  M— J  A  Behan 182.61 

30  McConnell,    Arthur    L    C— Heywood    Boot    & 

Shoe    Co 2,988.71 

31  Meltzner,     Charles     &     Florence — Jefferson 

Bank    1,037.33 

31  Mueller,    Conrad— Joseph    Beck   et   al 97.53 

31  Mangin,  John  J— Cecelia  Mangin. costs,  206.10 

31  McCoy,    Geo    B— Pollack   Fertilizer   Co... 42. 66 

■  31  McKnight,    Frank- Joseph    E    McCabe.  .217.92 

1  Mann,    Louis— David    Waldman 190.91 

1  Munch,    William— Emily    Munch    ....4,392.73 

1  the   same Sophie   Munch    374.35 

1         the    same Emma    Munch    374.36 

1  Miller,    Annie    J    M— Michael    Morris. .  .LSI. 60 

2  Martin,    Edw   H— Chas   W   Hatfield 194.72 

2  Minden,    Henrietta — Emil    Steffens    et   al.S5.74 

3  Mitchell,    Wm    R— Joseph    H    Dunn 59.41 

3  Moeller,  Carl  E— Guy  C  Caldwell  et  al.. 9.8.17 

3  Metter,     Aaron — Jacob    Margulis 24.41 

3  Myers,    Franklin   P— Samuel    Smith 52,31 

30  Nassy,  Jaques  B— A  D  Park  et  al....451.95 
2  O'Sullivan,   Bartholomew  F — W'm  H  Hussey 

et  al    75.80 

28  Perncheon,  Chas  W— John  Wanamaker.33.46 
30  Phillips,    Wm    H— Adams   &   Elting   Co.  1.53.54 

30  Peluso,     Thomas— Phoenix     Mills     Distilling 

Co 82.12 

1  Pitney,     Frederick — Weber,     Bunke,     Lange 

Coal    Co 66.91 

2  Peck,    Edmund    E— Chas    R    Partridge.  .649.16 

3  Peters,    Eva    C— Robert    E    Westcott .302.73 

28  Redding,    Wm    F— Theodore   Prine 1.39.07 

31  Rodda,  Chas  H— Ren.sselaer  H  Isman .  .630.46 
1   Rice,    Nora   II— Robert   T   Varnum 291.81 

1  Rosenblum,    Jacob — Harry    T    Pond 37.10 

2  Raynor,  John  H— Elmer  Underbill  .  . .  .08.66 
2  Ringrose,    Hyaciuthe— John    B    Walker.  115. 91 

2  Rayner,     John     H — Elmer    Underbill. ..  .68.66 

3  Raul.    Leo— Max    Vos    225.91 

28*Stack,    Richard— N    Y    Telephone    Co 81.14 

28  Simpson,    Thomas   C the    same    77.06 

28  Shalet,     Paul— Max     Ranch costs,     27.41 

28  Silverman,    Morris — N    Y    &    Queens   County 

Ry  Co   costs,  118.69 

.30  Schultze,    Max   H— T   P   Spitz. ..  .costs,   164.10 

30  Shuts,    Lorenzo    M— G    W   Carr 180.11 

30  Schoonmaker,     Alfred     G — E     Tannenbaum. 

345.76 

30  Silverman,    Morris — N    Y    &   Queens    County 

R    R costs,    176.49 

30  Searls,  Hury  H— A  Powell 97.07 

31  Smith,  Allen  W— Kips  Bay  Realty  Co.. 113.22 
31  Schumacher,  Otto — Joseph  Beck  et  al..29.15 
31  Schnackenberg.   John— Emelia  Walther  et  al 

058.36 

1  Strauss,    Max— C   &   C   Electric   Co 22.72 

1  Schlufsky,    Harry— John    Schindler    et    al. 

costs,    17.72 

1  Stfirffeld,  Louis— John  Simmons  Co. ..  .322.91 
1  Slimer,    Nancy — Julius    Rabow    et   al....33.81 

1  Sage,   James   H— Clarence  H   Bahrenburg  et 

al 398.02 

2  Scalnton,    Isaac— Samuel    Rosenberg 98.15 

2  Schlesinger,     Jacob — Meyer     Xemcrofsky  .38.71 

3  Smyth.  James  J— Christopher  Dunleavy.151.04 

3  Stern,     David— Morris    Tohnack .53.46 

3  Springer.   J   Harwood— Orinston   Scenic  Con- 
struction  Co 195.50 

3  Sanson,  Alexander  G— James  Rowland  &  Co. 
47.76 


28 

28 

28 

30 

30 
30 
31 
31 

31 
31 

31 

31 

1 

1 

1 
1 

1 

1 


Somerville,     Malcolm — Atlantic    Distributing 

Co 127.34 

Spiro,  Henry — Joachim  Spiro  et  al. .  .312.31 
bietlens,    Charles — Maynard    N    Clement. . . . 

1,820.82 

Spratley,    Henry    C — Fifth    Avenue    Library 

Society    70..59 

Siie,    Meyer   L— David    Shuldiner 31.58 

Turner,  Max  &  Mary— Gould  Mersevean  Co. 

47.36 

Taylor,    Ellen— James    Bamforth    et    al.. 23.81 

Thom,    David    R— Thomas    Kelly    19.02 

Tebbs,  Robert  W— Ellen  S  Auchmuty.  .171.27 
Thompson,    R    Percy — Albert    Bugen ...  .27.82 

Tenthorey,    Emile — Rose    Tenthorey 529.41 

Tilly,       Chas       F— Stanford       Co-operative 

Creamery    Co 367.92 

Underbill,  Edw  C— R  Underbill  et  al.. 313.35 
Von  Sails,  Emma  B — Anne  J  Fitzpatrick. 77.93 
Vandergnft,    Joseph    B— Max    Kaskel    et    al. 

249.49 

Vetter,   Mary  I — Bergdox  &  Goodman  Co. 75.^0 

White,    Chas    H— N    Y    Telephone   Co 60.88 

Wellbrook,    Martin the   same    78.44 

WoUowitz,    Louis— A    Glick    et    al 1,056.44 

Weudel,  Joseithine  J  S — Hudson  &  Man- 
hattan   R    R    Co .2,070.60 

W^olff,    Annie — Samuel    Brown     167.59 

York,     John     W — Herman    Fromme 49.31 

CORPORATIONS. 

Imperial   Registration   Co— N    Y   Telephone 

Co 89.81 

Brown    &    Fleming   Contracting   Co— Cornell 

Steamboat    Co 14,329.99 

Ocean   Electric  Ry  Co — Irene  V   Barrett.... 

costs,    250.00 

Cambridge    Court   Hotel   Co — J    P   Klausner. 

182.03 

Constitution    Club— Pettit    &    Reed 39.09 

the    same A    Koblenzer 128.72 

James  H  Lancaster  Co — C  Perry  Marks. 37. 15 
New    York   Metal   Celling   Co— Wm   G   Park. 

32.41 

Silma  National  Bank— Leo  Schlesinger. OOO.OfJ 
American     Coinometer    Co Haeuserman 

Metal    Mfg    Co '. 29.23 

William  R  Cole  Co— L  N  Rayburn 293.-J 

The    Tounell    Co— Kate    E    Griswold 3.5.8.01) 

Fulton  Furnace  Co — Dorman  T  Connet.034.96 
Manhattan     Transport    Co    of    N    J — John 

Simmons     Co ."     350.46 

the    same the    same    H>4.12 

Cambridg    Court    Hotel    Co— J   Applegate    & 

Co 144..21 

Claus  Llpsius  Brewing  Co— David  Jones  Co 

et    al costs,    78.01 

H  C  &  A  I  Piercy  Contracting  Co— Thomas 

Shepard    125.00 

Flood  Construction  Co— G  Robitzek  &  Bros. 

256.42 

'Thompson    Starrett    Co— Samuel    Rosenberg 

98.15 

New  Y'ork  City  Ry  Co— Mary  E  L  Wright. 

125.91 

International    Motor   Car   Supply   Co — Trade 

Advertising  &   Pub  Co    52.41 

Crippen     Lawrence     Investment    Co — Emma 

G     Badgeley      3,858.94 

The  Frasse  Co— Hudson  &   Manhattan  R   R 

Co 2,07o.(iO 

The  B   Joseph   Co— Sarah    Katz 311.10 

B  Joseph  Co— Isaac  Grossman 201.00 

The  American  Exchange  Natl  Bank— Se- 
curity  Warehousing   Co 22,819.18 

Broderick  &  W'ind  Engineering  &  Construc- 
tion Co— Arnold   E   Peterson 177. .58 

Acme    Ornamental    Iron    Works — Edwin    H 

Johnson costs.   12.41 

The     Maryland     Aquarania      Co— Frank      E 

Gates    et    al 216.00 

Patrick     Hirsch     Co— Laurence    Barnum 

14,076.01 


SATISFIED  JUDGMENTS. 

June  28,  30.  31,  Aug.   1  2  and  3. 

Black,    Joseph    R    &    Bassford    Realty    Co- 
Union  Stove  Works.   1906    311.30 

Bowen,     Elizabeth     E— B     Williams.     1906.  .27.41 
■'Uassei,    Solomon    &    Sadie— D    Mayer.    1905.51.92 

Bossel,     Sadie — M     Kamins.     li)04 2iv4.65 

Burmester,    Henry— T  J   Callan   et   al.    190<J.  73.22 

Bandonine.   John   F— W    H   Dodd.    1906 ?l'.i4.64 

Cordes.    Fred— L    Ritter.    1899 ,    ""       " 

Diamond,    E    Herbert— W  Hatfield   et   al. 


1,52.43 
1891. 
.151.08 
.327.68 


Diamond,   Chas  H— G  A  Hill.   1895 

Diamond,   Chas  H   &  Austin  J   Roberts— F   M 

Clute.    1891    249.39 

Diamond,  C  Herbert— I  H  Blanchard.  1896.143.25 
Deitsch,  Charles  &  Edward— G  N  Berwin.  1905 

.1;l,276..54 

Diamond,    Chas   H— N   L  Archer.    1888 99.33 

Dussie,    Frank    P— W    M   Fleischman.    1902.75.97 

'Ellas,    Emil— S    Dubow.    1905    517.05 

Engelbrecht,    Charles    &    Frank    Beckemeyer- 

J   Schaumberger.    1897    261.03 

Ferris,  William— G  M  Hine  et  al.  l.Siilt. .  .386.78 
Goldfogle,  Henry  M— L  Schlesinger.  1900.1. .5011.0(1 
Glas.  Siegfried- Louis  Hershfleld.  l:io:! .  .  .  .:i44.1'0 
Gold.smlth,  Marcus  T"— L  Schlesinger.  1905.716.81 
Hess,  Myer  T— C  W  Schumann  et  al.  190(3  378  17 
Henschel,    Benjamin    M    &    B    M    Henschel    & 

Co— A    Rosenthal.     llKKj    170.10 

Horner,    Ernst— R    Sugden.    11H)0 1.023.54 

"Horwitz,   Samuel— H   M   Robertson  et  al.   1890. 

005.45 

Ham,  George  H  exr- P  Schwieckert.  1!I06.16.5..53 
Heinsohn,  William — P  Friedlander.  1!M>4. 1,80.91 
Jennings,     Wm    S— Real    Estate    Record    Assn 

1881    74.;i7 

Kenny.    Wm  F— W  O   Rossner.   1902 34.42 

Kavanagh,  Mary  E  &  Thomas— The  Richardson 

&   Morgan   Co.    1.8!I9    228. !)2 

Levis,    Joseph— J    Levy.    1899 10  00 

Little,    Geo  -F,   John   N   &   Edw   H— C   C   Orth 

190l>    224.40 

'Lawrence,    Wm    B— N    Jacogsen.    1!X>6 2.50.41 

Lockwood,  Mary  A  &  Geo  W— A  Margolis    190<1 

340.:i5 

Loewenthal,    EmiL.H    Ludlam.    ].8!I9 35.07 

Last,   Jacob— M   J   Wade  et  al.   19(Mi i 2(1  00 

McQuade.   James    R   &   George   H   Harris— T   H 

Bakewell.    1905    389  76 

Moller,     William— E    J    Gillies.     1895 '.   72  46 

Same M    H    Coin.    1895    03  70 


McDonald,  John  B— D  W  Moran.  1906  4(r'  m 
Mieldberg   or   Muldberg,    Morris— City    of '  N    Y 

190.J    5'l'i)l 

Nicholsburg,    Henry— J    Hallahaii    et    al.' '  l!i():(.' 

O'Reilly,  Margaret-R  J  ' Donovan.' 'i-JOo;  'AiajM 
Peudergast,    Nicholaa   J-N    Y    Telephone   Co. 

l.'Oo      vo  Q  , 

Rosenstein,  Hugo— E  Junger  et  "al'.'iudti] .' "4-)  03 
bpero,    Jaons    V— R    Peabody.    1897...  Oo'sT 

'Straus,   Louls-W   R   Koller.    I'm; ll' 35500 

'Same same.    DUKj    ....  5  -j-jo  5., 

'®i?,f,-''     '*"'''"    *    Jacob-B    Sh'u'bltz'et    al    '  ~ 

l.'(.M       .    ...,,.    -  I 

Sosnowsky,     Jacob— 'm'  '  Perl'o'wit'z.  '  'I'iloij.'.  '  ,3.-h'v, 
Steinfeld,   Solomon  &   Ferdinand— Boland  Com- 
mission Co.   1!)05    37...  g.{ 

Toplltz,    Monroe   F-W    C    Straige." 'iooe:  :i3i:3S 

bame same.    1905    ^58  -n 

^fiUKf"'    •"'°"'''   ^-James    y' WatkiDs"& 'son.' 

^w'll",'   °''k'''',^'  Fo'-'-est  'S  'Chil'ton'  &  '(j^rge'^ 
Wilhelm-E     H     Bartley.     HMH) 210  (Ki 

Weed,    Daniel    R    &    Daniel    R,    Jr-Victor    Dls- 
tributmg    &    Export    Co.    1901    .s4 -ji 

VVhitlick,    Thomas-G   P   Putnam's    Sons.    V.mrl 

Waido,    Gertrude  'r'-^N  'F"vought'  'et'  'a'l! '  1905.''"' 

Same^^'R'  Y  'New'begin'.'  'iWJl'i'. '.■.'.'.'.■.'.'.■."■  ■i?>4'H!^ 
^.!  '!i™''A  Bertha-E  E  Bowen.  1906  .'  '  l"'4l 
■Wood,    Geo    M-Colonial    Bank.    1901 377;!i,s 

CORPORATIONS. 
NYC&HRRR   Co-C  M   Babbitt  .1900.  . 

'^Zy\^/'^'^,?'^°  R'j'''-''^^'  is^:n;872;58 

•Same B    Campbell.    1901    1.888")] 

??'?'= — s    ^"'"■y-    inoi    l-'SO-'ii 

-r     W?,/   ^>S°-  &   N    Y   C   &   H    R  -r'r   Co 

~i^     Welde.     1897     i<  i„,,   ., 

'Same same.    1899 '■("i   s  so 

'Sami; same.    1900    ...     u^.^: 

Same G   R   Fries.    VMl    .  .'.' "-'fiS 

4aSI=f"iJ^^b.^"ilK,i^^"''-  ''''''■■'■^^^ 
'SnL^JL''  %Z-^  ^  La;ney."l(iio-;509:28 

'Same P   w   Sander,    im)".'.'.'.'. s-.'s'm 

'Press   Pub  Co-T   F  McAvoy.    1!KI5. '.'."."  "3  oTiS4 
n,  nn™i"°,"    P^'-'land    Cement    Co.    Beckley    S 
Dunn   &   Louis   S   Dunn-G   A   Morrison.    ]:i05 

160.0L' 

nn'nX'"'^^'',''^  °/^'^':„''^  ^lourt.  ^Satisfied  on  ap- 
peal. ^Released.  'Reversed.  "Satisfied  by  exe- 
cution.    "Annulled   and   void 


MECHANICS'  LIENS. 


July    28. 

■'■'L;^'"',""^'^''  •'^°  ^^-  Louis  Krause  agt 
n^  ,"1   ^<5i;eenwald,      Sol      Minskoff,      Louis 

Deutsch  &  John  Zuckerman    •  ,«-..-rf  ,)o 

rr  nt'^,"".'"'  "^■0'^°  '■''^''-     Church   e' Gate's  & 
,,^-^61  James  Patton  &  E   H   Strauss.  ..  .(J2  03 
34)y--(lst    St,    No    212    West.       Ried    &    Jaeger 
■'j^F  D°,        ^   Merrlam  &  John   Fulton.  .  .(BO.oO 
349-Ridge    St     No    14.5.      Louis    Borustein    agt 

.,  Lena   Gurgel   &   Louis  Sroka    30(MK) 

m'    M    f,',-^  .■"*•„ '^"'^   Cambrelling  a^,'  .50x 
KK).      M   Altien   &   Sons   agt    Patrick   J    Mof- 

'"t      l.",0  (kt 

3ol— Prospect  av.   Nos  022  to  63o' '■Mi.inj 

Kelly    St,    No    1030    "■ 

Philip  Jacobson   agt   Prospect  Avenue'ReaiVy 

352— s'at'isfled. 262.97 

t.j3-3d  St.  No  320  East.     Charles  Prohman  agt 

Hyman    Wallach   &   Levy   &   Wechselman.7(l  75 
.i.)4-Grand    st.    No   577.      Charles    Froman    agt 
S/T",  ^a'lach,    Morris    Zucker   &    Levy    & 

Wech.selman   4C  "o 

355-Pitt    St,    No    133.      Jacob'  'riechi '  ^t '  ai '  agt' 

..-■i.acob  Kaufman  &  H   Berkowltz   .-khki 

1^*^''°'^°",/''   ■"  ^'    ^"0  n   "ester  st,   25x'lOO 
Morris  Goldstein  agt  Reuben  Federman.  .(ai.oo 
3.ji-loOth    st,    Nos   304    to   310    West.      Angelo 
Gagliano    agt    William    Soltz    1,028 1;5 

July    30. 

''•"*-l*'l'*',s'.  s  s,  150  e  11th  av,  100x100.  A 
P  Dienst  &  Co  agt  William  H  Bingham  & 
Sherman    Contracting    Co...  199  06 

.3;i9-ir,Oth   st,    Nos  304   to  310  West!  "Bb'g'gs"& 

Stephens    agt    William    Soltz ..2(KI.00 

July    31. 

360-133d    st,    Nos    40    to   53    West.      David    M 

•j,.?"",';?^    '™"    Works    agt    Max    Miller.  .1.155  (Kl 

T  '^i*^    *''    '^''   13^    East.      E    Adolph    Reich 

agt    Mary    Lyons    14  (H) 

3Ii;~5y"i'v.''''  ^^  l'""*  Ea^'-     Same'a'gt"s'a'me!25;,50 

.S(..3— Mulberry  st,  Nos  166  to  170.  Luigi  Rus- 
so  agt  Giovanni   Laudi  &  Louis  D  Cantilmo. 

.,,.■,■■;;•:.   1.20(i,(kp 

.i()4— Madison    av,    s    w    cor    06th    st,    100x145 

....'la'^E's   Higgins  agt  Cades  Realty  Co...   265  (K( 

,i(M— LOith  st,  n  s,  ,350  e  Grand  Boulevard  and 
Concourse,  ,5t(xlO0.  Bronx  Sash  &  Door  Co 
agt    Emilia    Badolotl    •>•.-,  „,, 

366— Monroe  st.  Nos  2.56  and  2,58.     Sam'sh'eTn-  ' 
wald    agt    Herman    Goldberg    &    Max    Liiio- 
"l''^''    10,5.(K) 

307— 1.85th  st,  s  s,  .50  w  Audubon  av,  100>c7ii 
Central  Union  Gas  Co  agt  Aaron  F  Kurz- 
man    &    Mathew    Haupt   r,it.m 

308— Union  av,  s  w  cor  ]5Sth  st,  .59x114  Sa- 
verio  Feraca  agt  Wm  B  Van  Antwerp. 2, KKKKI 

.■{69— Garfield  st,  n  e  cor  Jackson  av.  25x6"  Ox 
irreg.  Alexander  Deluca  agt  Edw  P  Boyle 
163.95 

370— Wendover  av,  Nos  775  to  770.  John 
Seellg  agt  Otto  J  Schwarzler  30O.(W 

371— Satisfied. 

372— 5th  av,  n  e  cor  120th  st,  100x120  Will- 
iam   Puzer    agt    Collins    Building    Co 160.00 

37.3— Vyse  av,  w  s,  102  s  Home  st,  420xl(K) 
Abraham  Caro  agt  Abraham  A  Sllberberg  & 
Harris    Saul     40(KKJ 

374— Brook  av,  Nos  1310,  131.3,  1314  1318 
1320,   l.')24,   r.VM.   13.32  and   l.'«6.     John  Sells 


agt  Albert   Schwartzer 


Otto  J   Schwarzler 
1,.5(KI.00 


TJie   text   of   these   pages   Is   copyrighted.      All   rlghta   are   reserved.     Notice  Is  hereby  given  that  Infringement  will  lead  to  proBecutlon. 


Free  daylight  can  be  delivered  anywhere  you  want  it  by  use  of  the  Luxfer 
System  of  Prism  Lighting.  Let  us  solve  any  problem  you  have.  The 
results  we  get  will  amaze  you.    Telephone  3276  Gramercy. 

AMERICAN  LUXFER  PRISIVI  CO.,  160  Fifth  Avenue,  NEW  YORK. 


370— 158th  St,  s  s.  113.11  w  Union  av,  runs  s 
75  X  w  25  X  s  25  X  w  25  X  n  100  x  e  —  to 
beginning.  Joseph  Danella  agt  Augusta  B 
Fromm.  Max  Sternberg  &  Wm  B  Van  Ant- 
werp     350.00 

;i7U— llSth  St.  No  2H2  Bast.  Thomas  Graham 
agt   Alice   M    Lynch   &   W   J    Lynch 1.500.00 

.'{77 — Audubon  av,  n  e  cor  ll>7th  st,  51.1x!)5. 
Central  Union  Gas  Co  agt  Max  S  A  Wilson 
&    Mathew    Haupt    231.71 

Aug.    1. 

1— Chamber  st.  No  11.  Central  Iron  Works 
agt  John  Doe  &  York  Contracting  &  Sup- 
ply  Co 100.00 

2— 2Uth  st.  No  15:{  West.  A.  C.  D  Rader  & 
Co  agt  Mrs  M  F  Johnston  &  Owen  Costello. 
luO.tH) 

3— Madison  av,  Nos  1772  and  177-1.  Pierce 
Warny   agt   Julian    Benedict    570. IM) 

4— 57th  st.  No  15  Bast.  John  Hasbrouck  agt 
Richard    T    Wilson,    Jr    &    Hiss    Co l,32tl.(K> 

5— Bssex  st.  No  44.  Ryan  &  Fiukelstein  agt 
Jacob   S   Uaum  &   Henry   Slepian IIO.OO 

G— ISth  st,  Nos  .•i42  and  ;t44  East.  Wm  A 
Thomas  Co  agt  Charles  Rubinger  &  Max 
Kittenplan    &    Louis   Levine 134.(il 

7— Ridge  st.  No  111.  Same  agt  Isaac  Schlanger 
&    Speis   &    Brettholz    20.S.7G 

8_l,-,,Sth  St.  s  s,  loo  c  Tinton  av,  50x100. 
Salvatore   &  Scocca  agt  A   Van  Antwerp. OtW.lii 

0— 31st  St.  Nos  ."i23  to  527  East.  Samuel  Smith 
agt  Cohen,  Noviasky  &  Evens  and  Kimler  & 
Cohen    86.00 

1(> — Madison  av,  Nos  1772  and  1774.  Gordon 
&    Rubin    agt   Julian    Benedict    (i(i7.(K) 

11— Same  property.  Sam  &  Nathan  Rubin  agt 
same    210.00 

la— Amsterdam  av,  Nos  2507  to  2315.  Leonar- 
do CarioM  agt  Meyer  Bach  and  Bach  & 
Goodman    700.00 

Aug.    2. 

l,t— Southern  Boulevard,  .w  s.  23  s  172d  st,  50x 
100.  Van  Nest  Wood  Working  Co  agt  Haw- 
thorne   Building    Co 80.32 

14— 71st  st.  So  141  East.  Adolph  Reich  agt 
Mary    Lyons    43.10 

1.5— Summit  av,  n  e  cor  ItUth  st,  25x100. 
Joseph  H  Waters  agt  John  CoUeran  or 
Gilleran    172.55 

10— Union  av,  e  s,  iKi  n  Kilst  st,  225x100. 
James  R  Sayre,  Jr,  &  Co  agt  Syndicate 
Construction    Co    &    Erwin    G    Gollner.  .  .607.50 

17— Sheriff  st.  No  5S.  Samuel  Zlot  agt 
Samuel  Greenwald.  Samuel  Zuckerman  & 
Louis   Deutsch    1.50.00 

IS— Cortlandt  st,  No  2!).  Acme  Ornamental 
Iron  Works  agt  Lott  &  Co  and  Robert  J 
Mahoney    742.38 

l:i— 2!lth  st,  Nos  115  and  117  Bast.  Same  agt 
Hudnut  Realty  Co  &  Robert  J  Mahoney. 
.1.H01I.26 

20— Valentine  av,  e  s,  :!!>  n  l,S2d  st,  210xl(X). 
Noumau  &  Co  agt  Martha  F  Schoier  &  Wm 
B    Schorcr 54.(X) 

21— Webster  av,  e  s,  25  s  Ann  pi.  125xl.so  to 
Brook  av.  Nathan  Goldstein  agt  Max  Miller 
14,0.50.00 

22— 76th  st,  No  346  East.  Nathan  Weber  agt 
Barnet    Hamburger    &    Louis    Yudkoff .  .  .2.50.<M) 

2.'1— Broadway,  n  e  cor  41st  st.  50x100.  Bern- 
hard  Voss  agt  M  S  &  I  S  Corn  and  Chas  A 
Swan    238.07 

24— 5th  av,  n  e  cor  12(!th  st,  !l0.11xl20.  Isaac 
Lewis  &  Sons  agt  Collins  Building  &  Con- 
struction   Co ,    102.68 

25— 168th  st,  Nos  040  and  042  East.  Central 
Fire  Proof  Door  &  Sash  Co  agt  Hugh  Kink. 
130.00 

26— Riverside  Drive,  No  .SOU.  Bessie  Freed  agt 
Rose    Woods    510.50 

27— Cypress  av,  n  w  cor  138th  st,  l(y.>.t20. 
Chas  P  Foybusch  agt  Harry  Goodstein  & 
Port  Morris  Realty  &  Construction  Co. 6. 735. 00 

Aug.    3. 

28— Spring  st.  No  7.  AG  Richter  agt  Car- 
mine Minctti  and  L  D  Cantelmo  &  Co.  .$154.24 

2!)— 2!)th  St.  Nos  115  and  117  E.  National 
Elevator  Co  agt  Hudnut  Realty  Co  and 
Robert  J   Mahoney SOO.OO 

30— Hoe  av.  No  14S9.  Hugh  McCreery  agt 
John    Heim 214.00 

31— 5th   av,    Nos   22.52   to   2258 I 

137th  st.   No  1   W I 

Pechacek  agt  Cohen  &  Brannfield. .  .873.52 

32— St  Nicholas  av,  e  s,  1,54.10  u  1.5M  st,  .50x 
UK).  A  C  Rad^r  &  Co  agt  Marion  Miller  and 
John   J    Hearn    Construction    Co +  ..,41.14^ 

33 — Park  av,  n  e  cor  83d  st,  70x100.  Pelham 
Operating  Co  agt  Hauben  Realty  Co  and  H 
B    Meyer 1.53.50 

34 — Mulberry  st.  No  100.  Marx  &  Jacobson  agt 
Antonio   Cagliostro 766.00 

3.5— Park  st.  No  37.  Leonard  Sheet  Metal 
Works  agt  H  C  Hallenbeck  and  Walter  Reid 
&  ,  Co 70.40 

36— Union   av,    s   w   cor   15Sth    st.   511x114.      Geo      v 
Vairo    agt    Wm    B   Van    Antwerp l.SO.OO 

37— 177th  St.  n  s.  !I5  w  Morris  av.  lOOxllRl. 
Giuseppe  G  Zibelli  agt  Stephen  G  Williams. 
22e.OO' 

38 — Summit  av,  n  e  cor  164th  st.  25x100. 
Dominick  Peloso  agt  Mary  A  Calleron  and 
Elizabeth  M  Devine  and  John  F  Colieron. 
■ C0S.70 

30 — 1st  av.  No  2.30.  Sherman-Brown-Clement 
Co  agt  Abe  Miller.  Max  Cannon.  Adolph 
Fox,   Levy  &  Wechselman  and  Joe  Ftotli. 2.33. 86 

40 — Spring  st.  No  7.  Luigi  Russo  agt  Carmine 
Minnetti.  owner  and  contractor.  Christian 
Minetti  and  Louis  D  Castelmo 005,00 


41— Creston  av,  e  s,  03  s  183d  st,  lOOxKK). 
Annie  Deane  agt  Hillside  Realty  &  Con- 
struction   Co $075.(H) 

42— Pearl  st.  Nos  .50  and  01.  Patrick  F  Tracey 
agt    Wm   F   Pigueron 154.18 

• 

BTTILDING  I<OAN   CONTRACTS. 

July    2.S. 

102d  st,  n  s,  227.6  e  Park  av,  30x — .  Abraham 
Nevins  &  Harry  W  Perelman  loan  Harris 
Richman  &  Louis  Greenfield  to  erect  a  — 
sty   building:    14  payments    :f30,000 

2d  av,  e  s,  40  s  124th  st,  00x80.  Same  loan 
Morris    Friedman    &    Ellas    Smith    to    erect   ." 

0-sty   tenement;    12    payments    27,(JOO 

July    30. 
No    Building   Loans   filed    this   day. 
July    31. 

Webster  av,  s  s,  250  e  "Woodlawn  rd,  .50x152.7 
x541.0xl50.1o.  Joseph  D  Carroll  loans  Wal- 
ter C  McGee  to  erect  a  —  sty  building;  4 
payments    40,0t>0 

118ih  st,  Nos  3.35  to  .341  Bast.  Italian-Ameri- 
can Trust  Co  of  the  City  of  New  York 
loans  Michael  Marrone  to  erect  a  0-sty  tene- 
ment;    7     payments     45,(X>() 

134th   st,    s   s,    l')0  w   Amsterdam   av.   40x00.11. 
Peter     Donald     loans     Joseph     Rosenthal     to 
erect  a  —  sty   building;    —   payments. .  .35, (XXl 
Aug.    1. 

Hoe  av,  e  s,  3lW  n  l(J7th  st.  25x180.  North 
American  Mortgage  Co  loans  Silberberg  & 
Saul  to  erect  a  5-sty  tenement;  15  pay- 
ments     13,500 

Aug.    2. 

■20th  st,  s  s,  .3.50  e  0th  av.  .50.0x02.  Germania 
Life  Ins  Co  loans  Frederick  C  Zobel  to  erect 
a  —   sty    building;    0    payments    210.0tK) 

Amsterdam  av,  e  s,  whole  front  between  121st 
and  122d  sts,  101..Sxl(KK  Harris  Mandel- 
baum  and  Fisher  Lewine  loan  Solomon 
Lewine  and  Louis  Danis  to  erect  five  tJ-sty 
tenements;    7    payments    125.<.K)i.> 

3d  av,  n  e  cor  .30th  st,  OS.OxKK).  Townsend 
Wandell  &  Harris  D  Colt  loan  George  & 
Catherine  L  Lowther  to  erect  a  0~sty  tene- 
ment; —  payments    1,30,000 

123d  st,  n  s,  .320  e  2d  av,  103.0x100.11.  Jacob 
Klingenstein  loans  Harry  Gleich  &  Alexan- 
der Rockmore  to  erect  three  0-sty  tenements; 

9  payments   .55,000 

Aug.    3. 

Rivington  st.  Nos  .3tt8  to  312.  Italian-Ameri- 
can Trust  Co  of  the  City  of  New  York  loans 
Louis  Aronowitz,  to  erect  a  6-sty  tenement; 
7    payments J.iO.OOO 

H>5th  st,  s  s,  207  e  Amsterdam  av,  4'.>. 4x102. 11 
x  irreg.  Lambert  Suydam  loans  Joseph 
Haslun  and  James  Higgins,  to  erect  a  5-sry 
tenement;     8     payments 35,0<X> 

Av  A,  e  s,  25.0  n  70th  st.  ,50.0x08.  Max  I 
Kraner  and  Henry  Rockmore  loan  John 
Greenberg  and  Meyer  Kirschenbluth.  to 
erect    a   —   sty    building;    l(i   payments.  .25. (KiO 

Stanton  st,  Nos  100  and  lOS.  Max  Schwartz 
loans  Henry  Klein,  to  erect  a  —  sty  build- 
ing;   5    payments $s..5i>0 

♦ 

SATISFIED  MECHANICS'  LIENS. 

July    28. 

Creston  av,  e  s,  03.0  s  lS3d  st,  100x100. 
Charles  Baxter  &  Son  agt  Hillside  Realty  & 
Construction  Co.      (June  20,  HKMS)    ^OlKKKI 

Madison  av,  s  w  cor  !MUh  st.  A  P  Bigclow  & 
Co    agt    Cades    Realty.      (July    5,    lOOOi.. 03.00 

182d  st,  s  s,  .84  e  Washington  av.  Jacob  Fried- 
man agt  Hillside  Realty  &  Construction  Co. 
(July   0,    1000)    46.30 

liioadway.  w  s,  HH)  s  127th  st.  Isaac  Osser- 
man  agt  Emanuel  Doctor.  (July  5,  1000) . 
2.<.K)S.<M) 

-Madison  av.  s  w  cor  00th  st.  Rapp  Con- 
struction   Co   agt   Cades   Realty    Co.      (March 

22,    1000)     150.00 

July    30. 

236th  st,  s  s,  .300  w  Oneida  av.  Alexander 
Margolis  agt  Geo  W  Lockwood.  (Feb  3. 
liMNi)    .307.00 

31st  st,  Nos  110  and  121  East.  Alfred  J 
Melvin  agt  Irving  Impvt  Co.  (July  18,  1!M)|!) 
600.33 

3nth  st.  No  312  East.  Morris  Goldstein  agt 
Sarah   Bach   et   al.      (July   7.    1!H)0) .8.50.(10 

1st  av,  w  s.  whole  front  between  00th  and 
100th  sts.  Pierce,  Butler  &  Pierce  Mfg  Co 
agt  Isaac  Kleinfeld.      (July    10,   18t)6).  .2,.308..30 

134th  st,  s  s,  UK)  w  Amsterdam  av.  Same 
agt  Joseph  Rosenthal  et  al.  (July  10,  lOOO) 
2,238.34 

Mangin  st.  No  29.  Arthur  M  Hazell  agt 
Julius  Myer  et  al.      (May  10.  10O6)   -. 2.50.40 

OOth  st,  Nos  315  to  .323  West.  Peerless  Brick 
Co  agt  Fortunate  C  Lomonte  et  al.  (Feb 
21,     10(K))     422..50 

=Mangin  s.t  No  20.     Samuel  Rutzkin  et  al  agt 

Julius    Myer   et    al.     .(May    13,    1906) (!(M).tK) 

July    31. 

■1.34th  St.  s  s,  1.50  w  Amsterdam  av.  Abraham 
Srager     agt     Joseph     Rosenthal.       (July     28. 

1000)    163.00 

Aug.    1. 

Suffolk  st.  No  13.  N  Puch.alsky  ag(  Meyer 
Landsberger  et   al.      (July   19,    1000) 220.(K) 


Same  property.  Sam  Margulies  agt  Estate  of 
Dora  Landsberger  et  al.   (July  12.  liKHl)  .02o.cK) 

3d  av,  e  s,  whole  front  between  OOth  and  07th 
sts.  N  Y  Asbestos  Mfg  Co  agt  Hamilton 
Heights    Syndicate    et    al.       (July    10,    looiii 

llO.iKJ 

■'72d  st.  No  140  East.  Kleine  &  Buckmaster 
agt  Edw  O  Leroy,  Jr,  et  al.  (April  2, 
V.KHl)    015  ()1 

''72d  st.  No  151  East.  Same  agt  Harry  C 
Beadleston  et  al.      (April  2.  VMO)   000.20 

^Bedford    st,    Nos   01)   and   02 1 

Morton    st.    No    '21^2 | 

GH  Gerard  Son  &  Co  agt  Samuel  Miller. 
(May     14.     lO(Ki)      1.385.(K) 

42d  st.  No  10  East.  John  A  Murray  agt 
Charles  Weinberg  et  al.  (June  20,  I'.KH!) 
10.81 

Lenox  av.  e  s,  who'e  front  between  138th 
and  130th  sts.  N  Y  Asbestos  Mfg  Co  agt 
Meyer  Frank   et   al.      (July    1.8.    llHMi) . .  .117.(W 

7th  av,  w  s,  whole  front  between  llilth  and 
120th  sts.  Same  agt  Max  Weinstein  et  al. 
(July    10.    19O0)    98.00 

Amsterdam  av,  s  e  cor  136th  st.  Same  agt 
Charles   T   Weinstein   et  al.      (July   19,   lOOO) 

mm 

147th  St.  n  s,  2(KI  w  Amsterdam  av,  l.lOx 
100.  Same  agt  Abraham  C  Weingarten  et 
al.      (July   1,8,    1!M>0)    .85.fK1 

^Amsterdam  av,  w  s,  25  s  178th  st,  80.8x100. 
Pierce.  Buler  &  Pierce  Mfg  Co  agt  Cascade 
Realty  &  Construction  Co.  (July  10,  1900) 
807.75 

Courtlandt  av,  s  w  cor  1.59th  st.  National 
Damp  Proofing  Co  agt  Schuman  &  Kauf- 
man.     (June   25.    1900)    JiOO.OO 

Same  proiierty.  Louis  Greenky  et  al  agt 
same.       (June    2.    19(Ki)     4.50.00 

Same     proiierty.       Peter     Foland    agt    same. 
(May    17.    19O0)    IIKl.flO 

Same  property.  Salvatore  DeglmominI  et  al 
agt  same.      (May   23.    19O0)    2.9.50.(V1 

Woodlawn    rd.    n    w    cor    Perry    av.      Louis    C 
Rose    agt    Ro.sa    Walig.      (May    10,    19O0). 02.50 
Aug.    2. 

Orchard  st.  No  18l>.  Isaac  Schwartz  agt 
Israel  M  Oshinsky  et  al.  (June  21,  1900). 
2.145.00 

Same  property.  Edward  Smolla  &  Co  agt 
same.      (June  21,   IIKK!)    4.53.09 

Same  property.  Rudolph  A  Weiss  agt  same. 
(June   21,    1906)    .8(K).(J0 

Creston  av,  s  w  cor  1.89th  st.  Eaton  &  An- 
derson agt  N  Y  City  Baptist  Mission  Society 
et    al.      (July    31.    1900)     673.02 

Mangin  st.  No  20.  Griffin  Roofing  Co  agt  J 
Myer   et   al.      (July   13.    liMMi)    .50.00 

-'Bedford  st.  n  e  cor  Morton  st.  James  W  Con- 
Ion  agt  Samuel   Miller  et  al.      (July  3,    1!H)I1) 

,    • 288.0(5 

1.82d  st,  s  s,  84  e  Washington  av,  72x51x72x72. 

Van    Nest    Wood    Working    Co    agt    Hillside 

Realty    &    Construction    Co.      (July    3,    llM)li) 

„ 20.25 

-Hester   st,    Nos    127   to    131.      Israel    Danziger 

agt   Alexander   H    Pincus.      (May   14,    1900). 

,33.5.(X) 

-14(ith     St.     Nos    .502    to    510    West.       William 

Cohen  et  al  agt  Max  Weinberg  et  al.      (July 

18.    UKIO)     4.-,()(io 

'Lenox  av,   n  w  cor  112th  st.     James  E  Brady 

agt    Samuel    Mandell.      (July    28,    1900). 389.00 
Aug.    8. 
-Eldridge     st.     No     113.       Charles     Cohen     agt 

Isaac  Lipschitz  et  al.    (July   10.   llHMi). $1,270.00 
Washington     av.     No     1071.       Joe     Levoli     agt 

Isaac   Hyman  et  al.     (July  5,   1900) ItJO.OO 

Rivington  st.   Nos  308  to  312.     Thomas  Crump 

agt   Louis  Aronowitz.      (July  27,   ItKMl)  .2.294.50 
Forest    av.    Nos   904   and   900.      James   T   Riley 

et  al  agt  Emanuel  Solomon  et  al.     (July  25 

19(«) $00.00 

St    Nicholas   av,    e   s,    100   s   1,54th   st,     {HlxlOO. 

Alexander     Olson     agt     John     J     Hearn     Con 

Co.      (July    25.    1906) 2lK).00 

'Riverside  Drive,   e  s,   76  s  9.5th  st.     Theodore 

C  Wood  agt   Robert  E  Westcott  et  al.      (Sept 

25.     liKK)) i.;>7.so 

'Same   properly.      Lawrence   Hoynes  agt   same 

(Oct  5,   19001 3(H).00 

^Discharged   by   deposit. 
^Discharged   by   boncl. 
'Discharged  by   order  of  Court, 

• . 

ORDERS. 
Aug.    3. 
Bloecker  st.   No  181.     Max  Zimmermann  et  al 
on   Blise  and  Albert  Zanmatti  to  Tom   Weiss 
and     Ike     Fox $2..500.(K) 

• 

ATTACHMENTS. 

July    27. 
Keapert.    Chas   W;    S    S    Long   &    Bro;    $6,878.10; 

R    B    Aldcroft,    Jr. 
Belfast   Mesh   Unlerwear  Co;   The   Linen   Thread 

Co;    $3,846.57;     Harris,     Corwin,     Gunnison    & 

Meyers. 

July   29. 
Conroy.    Martin    J  &  Mary;    David  Meyer  Brewing 

Co;    .ll.KK);    Schenkman    &   Brown. 
Lanzer.    Chas    O;    Gillie    Engine    &    Machine    Co; 

.f1.5(K);    J    E    Hedges. 

July    31. 
Meroni,  Adele;  B  Altman  &  Co;  ,$494.47;  Choate, 
Ilanford    &    Larocque. 
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THERE  is  not  much  to  be  said  of  the  stock  market  this 
week,  beyond  the  conclusions  reached  and  commented 
upon  in  these  columns  for  two  weelvs  past.  There  is  no  ex- 
tended speculation,  except  what  is  going  on  in  half  a  dozen 
stoclvs,  such  as  the  Harriman  issues,  Pennsylvania,  Reading  and 
Amalgamated  Copper.  Outside  of  these  issues,  the  market  is 
dull  and  lifeless,  but  with  a  very  strong  undertone.  For  the 
want  of  a  better  reason  for  the  abstention  of  the  public,  politics 
is  the  commonly  assigned  cause  of  the  dullness  and  inertia. 
Of  course,  money  at  this  season  of  the  year  is  always  a  bugaboo, 
and  the  recollection  of  rates  ranging  from  fifty  to  one  hundred 
per  cent,  last  November  and  December  is  still  too  fresh  in  the 
minds  of  people  who  were  the  victims  of  these  exacting  rates 
not  to  act  as  a  deterrent  against  running  in  debt  just  at  this 
time.  A  section  of  the  banking  interest  is  inclined  to  hope  that 
Secretary  Shaw's  plans  for  preventing  such  another  disgraceful 
exhibition  of  inordinate  rates  at  this  center  will  be  successful, 
but  until  the  money  situation  is  clearer  the  bulls  may  have 
uphill  work,  and  their  present  successful  operations  may  be  due 
to  a  larger  short  interest  than  was  supposed.  This  short  interest 
may  remain  uncovered  pending  the  development  of  the  autumn 
money  conditions,  in  which  case,  if  money  should  not  become 
stringent,  the  removal  of  fear  from  the  bulls  and  the  necessities 
of  the  bears  coming  together  might  result  in  a  startling  advance 
in  prices,  particularly  for  those  issues  which  have  been  selected 
for  short  sales.  The  buying  of  Pennsylvania  this  week  for  the 
first  time  in  a  long  period  has  been  both  aggressive  and  con- 
fident. It  would  not  therefore  be  surprising  if  Pennsylvania 
should  prove  to  be  the  leader  in  next  week's  speculation.  Two 
weeks  ago  we  said  of  the  Russian  situation  and  its  influence  on 
the  financial  world  that  it  was  bound  to  improve  through  the 
mere  exhaustion  of  the  people,  who  were  beginning  to  give 
evidence  that  they  were  tired  of  dancing  to  the  tune  played  by 
the  extremists  of  the  several  parties.  Notwithstanding  the 
many  disquieting  events  in  that  unhappy  country,  it  is  apparent 
that  all  but  the  professional  agitators  are  growing  weary  of  the 
strife  and  strain,  and  the  view  talten  in  this  column  is  borne 
out  by  the  latest  news.  Still  the  end  is  not  yet,  and  the  unex- 
pected may  happen,  as  the  monotonous  record  of  acts  of  violence 
are  scarcely  reassuring. 


THE  purchase  of  the  present  sitejaf  the  Union  Dime  Savings 
Bank,  on  Greeley  Square,  by  the  City  Investing  Company 
is  a  very  interesting  transaction.  It  is  interesting  not  only 
because  of  the  high  price  which  has  been  paid,  but  because  it 
shows  how  peculiarly  valuable  these  irregular  plots,  with  front- 
ages on  three  streets,  have  become.  It  is  a  great  pity  that  the 
layout  of  New  York  does  not  provide  for  more  of  them.  The 
commission  who  planned  the  city  early  in  the  century  would 
have  entirely  dispensed  with  such  irregular  plots  if  it  had  been 
possible  to  do  so,  but,  as  It  happened,  the  diagonal  course  of 
Broadway  could  not  very  well  be  altered,  even  at  that  early 
date,  and  the  consequence  was  that  wherever  Broadway  crossed 
a  longitudinal  avenue  in  their  new  rectangular  plan,  it  was 
necessary  to  introduce  irregularities  in  the  plan.  These  irregu- 
larities, which  were  regarded  at  the  time  as  necessary  evils, 


have  proved  to  be  great  boons  for  the  contemporary  exploiter  of 
real  estate,  because  they  afford  him  unusually  good  sites  for 
tall  buildings.  The  big  rectangular  blocks  are  very  bad  in  that 
lespect,  because,  unless  the  who'.e  block  frontage  is  purchased, 
the  liglit  and  air  on  two  sides  of  the  skyscraper  is  placed  in  a 
precarious  position;  and  when  a  skyscraper  is  erected  on  such  a 
plot,  it  is  generally  necessary  to  purchase  and  reserve  adjoining 
property  in  order  to  afford  the  offices  in  the  building  a  sufficient 
supply  of  sun  light.  But  a  small  plot,  facing  on  three  streets, 
like  the  one  just  purchased  by  the  City  Investing  Company,  has 
no  such  drawback.  A  building  erected  on  such  a  plot  will  have 
good  light  and  air  secured  to  it  in  perpetuity,  and  that  is  the 
reason  why  the  two  tallest  buildings  erected  in  Manhattan  north 
of  the  financial  district  are  the  Fuller  and  the  "Times"  buildings. 
Doubtless  a  similar  structure  will  eventually  be  erected  on  the 
present  site  of  the  Union  Dime  Savings  Bank,  and  the  securing 
of  this  property  by  the  City  Investing  Company  is  an  evidence 
of  wise  and  far-seeing  management.  Greeley  Square  will  un- 
doubtedly be  the  most  important  business  center  uptown,  and 
well-lighted  offices  on  the  square  will  command  higher  rents 
than  they  will  in  any  other  part  of  the  middle  section  of  Man- 
hattan. Within  five  years  the  square  will  be  enclosed  by  sky- 
scrapers, and  the  only  possible  threat  to  its  future  prosperity 
consists  in  its  bad  plan.  It  is  not  properly  laid  out  to  accom- 
modate conveniently  all  the  business  which  will  eventually  be 
concentrated  at  that  point,  and  it  is  probable  that  the  demand 
for  more  space  and  the  tunnels  which  will  run  under  the  square 
will  result  before  many  years  in  the  building  of  a  new  square  a/ 
that  point  below  the  surface. 


IS  the  art  of  the  sculptor  and  stone-carver  to  become  a  dead 
letter,  or  will  it  receive  an  additional  impetus?  This  ques- 
tion is  suggested  by  the  exhibition  of  a  sculpturing  machine,  the 
invention  of  Augusto  Bontempl,  of  Italy.  It  was  shown  in 
operation  at  the  Pittsburgh  Plate  Glass  Manufacturing  Com- 
pany's building,  316  Hudson  street,  on  Tuesday  morning  last, 
August  7.  It  is  truly  a  marvelous  device,  and  is  calculated  to 
exercise  a  great  influence  on  sculpture  and  carving  in  marble, 
stone  and  wood  and  in  the  reproduction  of  the  art  treasures  of 
statuary.  The  work  that  the  machine  accomplished  in  the 
presence  of  members  of  the  press,  architects,  builders  and  men 
in  the  marble  business  was  remarkable.  The  exhibition  was  by 
no  means  experimental,  as  the  machine  was  invented  about  four 
years  ago,  and  is  in  practical  operation  in  several  countries — 
on  the  continent  of  Europe  and  in  Great  Britain,  in  which 
latter  country  it  was  introduced  by  Sir  Arthur  Conan  Doyle,  of 
"Sherlock  Holmes"  renown.  This  Bontempi  machine  should 
ultimately  effect  something  in  the  nature  of  a  revolution  in  the 
carving  of  stone,  marble  or  in  sculpturing.  It  executes  busts 
in  seven  hours  which  would  require  six  weeks'  work  by  hand. 
Replicas  of  art  treasures  of  statuary  are  produced  by  the  Bon- 
tempi machine  perfect  in  every  way  as  the  originals.  Special 
adaptations  of  the  device  will  carve  ivory,  jasper,  porphyry, 
mother-o'-pearl,  silver,  bronze  and  other  materials.  The  possi- 
bilities of  the  machine  are  practically  unlimited.  A  great 
ancient  or  modern  work  of  the  sculptor's  art  can  now  be  repro- 
duced so  that  what  is  equal  to  the  original  may  become  familiar 
to  everybody  throughout  the  civilized  world.  The  Sculptrix  was 
Mr.  Bontempi  calls  it,  will  prove  a  large  factor  in  the  beautifica- 
tion  of  cities,  as  it  will  make  the  very  best  stone  or  marble 
artistic,  ornamental  and  decorative  work  procurable  at  a  com- 
paratively small  cost. 


FATHER  KNICKERBOCKER  has  his  own  system  of  finance, 
which,  if  in  some  respects  a  little  old-fashioned,  is  in  all 
respects  conservative.  It  provides  that  bondholders  should  be 
preferred  creditors,  though  none  of  them  need  ever  have  the 
slightest  reason  to  doubt  the  fullness  of  the  security  which 
Father  Knickerbocker  has  to  offer.  Certain  revenues  of  the  city 
are  applied  to  its  ordinary  expenses,  and  so  diminish  taxation. 
These  amount  in  a  year  to  about  $8,000,000,  and  include  fees, 
franchises,  licenses,  interest,  commissions  and  penalties.  The 
other  items  of  city  revenue,  exclusive  of  taxes,  are  set  aside,  as 
for  the  sinking  fund,  to  be  held  for  the  benefit  of  bond  owners 
and  be  applied  to  paying  off  the  bonds  as  they  become  due.  The 
city  is  getting  this  year  $700,000  from  the  sale  of  real  estate, 
$300,000  from  market  rents  and  fees,  $3,200,000  from  docks, 
$200,000  from  licenses,  $250,000  from  street  vault  privileges, 
$25,000  from  gas  franchises,  $325,000  from  railroad  franchises  and 
$140,000  as  interest  on  city  deposits  in  banks  or  trust  companies, 
the  official  theory  being  that  as  such  interest  comes  from  prop- 
erty on  which  the  city  bondholders  have  a  lien,  the  interest 
should  be  safeguarded  for  the  bondholders,  or,  rather,  should 
be  held  for  their  benefit  under  the  same  conditions  a?  the  pay- 
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ment  of  insurance  for  damage  to  a  house  by  fire  is  paid  to  the 
holder  of  a  mortgage  upon  it  in  part  liquidation  of  his  claim. 
The  sinking  fund  will  suffice  this  year  to  take  up  $11,780,000  of 
city  bonds  becoming  due  in  1906. 


The  Methods  of  Real  Estate  Brokers. 

EVERYBODY  interested  in  New  York  real  estate  is  familiar, 
of  course,  with  the  change  which  has  taken  place  in 
brokers'  methods  during  the  past  ten  or  fifteen  years.  Time  was 
when  a  real  estate  agent  used  business  methods  analogous  to 
those  of  a  lawyer.  He  rented  and  occupied  an  office  in  a  promi- 
nent situation  on  the  best  business  street  in  the  district  in 
which  he  was  interested,  and  there  he  waited  for  customers  to 
come  to  him.  His  object  was  to  obtain  the  confidence  of  the 
owners  of  property  in  the  selected  neighborhood,  so  that  when 

.  they  wished  to  rent  or  sell  their  houses  they  would  place  their 
property  in  his  hands,  and  he  knew  that  if  he  succeeded  in  get- 
ting on  his  books  whatever  desirable  real  estate  there  was  for 
sale  or  for  rent  in  his  vicinity,  the  people  who  wished  to  occupy 
or  purchase  such  houses  would  be  obliged  to  come  to  him.  He 
did  not  try  to  make  business;  he  simply  tried  to  secure  for  his 
office  the  business  which  made  itself.  Little  by  little  all  this  has 
changed.  The  broker  still  tries,  of  course,  to  obtain  the  confi- 
dence of  people  who  own  real  estate,  particularly  in  the  vicinity 
of  his  office  or  offices,  and  a  large  part  of  the  brokerage  business 
which  is  transacted  goes  to  the  long-established  firms  who  have 
gained  the  confidence  of  a  large  and  wealthy  clientelle;  but  even 
the  best  known  and  most  conservative  firms  are  no  longer  con- 
tent with  the  old,  passive  methods.  The  broker  has  become  the 
active  instigator  of  real  estate  transactions.  He  does  not  wait 
for  business  to  come  to  him,  but  he  seeks  to  create  it.  He 
follows  closely  the  course  of  real  estate  transactions  in  all  parts 
of  the  city,  and  is  constantly  writing  letters  to  property  owners, 

■  In  which  ,he  asks  them  to  place  their  property  on  his  books. 
Then,  when  he  obtains  a  figure  at  which  he  is  authorized  to 
sell  a  particular  piece  of  property,  he  is  equally  active  in  seek- 
ing to  secure  a  purchaser.  Of  course,  as  often  as  not,  he  is 
actually  representing  a  purchaser  and  is  working  in  the  interest 
of  people  who  are  ready  to  buy  almost  any  piece  of  real  estate 
at  a  price  which  makes  it  look  cheap  instead  of  expensive.  But 
whoever  he  represents  he  is  no  longer  a  gentleman  who  sits  in 
an  easy  chair  and  waits  patiently  for  customers  to  come  to  him. 
He  is  constantly  scouring  the  city,  either  by  correspondence  or 
in  person,  and  endeavoring  to  persuade  people  who  have  either 
real  estate  or  money  to  sell  or  buy. 

This  change  in  brokerage  methods  is  not,  of  course,  an  acci- 
dental one.  It  is  the  result  of  a  change  in  the  actual  condition 
of  real  estate  ownership  in  New  York  City.  In  the  old  times, 
when  there  were  more  private  houses  than  flats,  real  estate  was 
owned  chiefly  by  estates  or  by  small  investors,  or  by  the  occu- 
piers of  the  property.  The  number  of  speculative  transactions 
was  comparatively  small,  and  was  confined  chiefly  to  those 
parts  of  the  city  in  which  an  active  building  movement  was 
taking  place.  During  the  past  fifteen  years,  however,  the  in- 
vestor has  been  superseded  as  the  active  factor  in  the  New  York 
real  estate  market  by  the  speculator.  Property  is  no  longer 
bought  chiefly  for  occupation  or  as  a  means  of  obtaining  a 
smaller  or  greater  income.  It  is  bought  chiefly  by  men  who 
believe  that  they  can  resell  within  a  comparatively  short  time 
at  a  profit,  and  this  fact  has,  of  course,  increased  enormously 
the  number  of  real  estate  transactions.  There  are  thousands  of 
people  in  New  York  who  constantly  employ  a  capital  ranging  from 
a  few  thousand  to  many  million  dollars  in  purchasing  pieces  of 
real  estate  in  which  they  see  a  profit;  and  the  broker  who  scours 
the  city  for  business,  instead  of  sitting  passively  in  his  office, 
is  really  the  representative  of  these  speculators.  This  specula- 
tion means  that  a  much  larger  proportion  of  New  York  real 
estate  is  constantly  for  sale  than  used  to  be  the  case,  and  at  the 
same  time  that  the  steady  demand  is  also  much  greater.  In  the 
less  active  parts  of  New  York  the  speculator  will  not,  of  course, 
buy  unless  he  can  secure  a  bargain,  but  in  the  active  sections 
he  is  constantly  advancing  prices  until  frequently  the  buildings 
yield  a  small  income  Compared  to  their  market  price.  The 
brokers  are  becoming  men  a  large  part  of  whose  business  con- 
sists in  satisfying  the  demands  of  professional  speculators.  They 
know  that  they  can  always  find  purchasers  at  a  price,  and  they 
believe  that  it  pays  them,  consequently,  to  spend  every  minute 
of  their  spare  time  in  simply  finding  out  at  what  prices  different 
pieces  of  property  in  different  parts  of  the  city  are  for  sale.  The 
larger  brokers  keep  many  typewriters  constantly  at  work  who 
do  nothing  but  write  letters  to  property  owners,  and  the  smaller 
brokers  use  the  same  methods  in  proportion  to  their  means  and 
opportunities. 

This  constant  solicitation  must  seem  to  be  profitable,  or  else 
so  much  time  and  money  would  not  be  spent  upon  It;  but  tho 


question  is  worth  raising  whether  it  is  not  being  carried  too  far. 
At  the  present  time  it  certainly  defeats  its  purpose  in  many 
cases.  Property  owners  receive  so  many  letters  which  mean 
nothing  except  a  desire  for  information  on  the  part  of  an  enter- 
prising broker  that  they  no  longer  pay  any  attention  to  a  letter 
unless  it  bears  the  evidence  of  being  written  with  a  much  more 
serious  purpose  than  usual,  and  where  the  letter  is  written  with 
a  more  serious  purpose  than  usual  the  effect  is  always,  of  course, 
to  stiffen  the  backs  of  property  owners.  The  owner  of  a  parcel 
in  an  active  section  will  receive  several  letters  a  week,  all  of 
which  may  bear  evidence  of  being  written  at  the  instigation  of 
some  speculator  who  is  really  ready  to  buy;  and  the  consequence 
is,  of  course,  that  the  owner  tacks  on  a  few  thousand  dollars  to 
the  price.  This  few  thousand  additional  dollars  may  not  make 
much  difference  at  a  time  when  prices  are  still  advancing;  but 
a  couple  of  years  of  Inactivity  and  sagging  prices  might,  under 
such  circumstances,  have  a  serious  effect.  Brokers  would  become 
still  more  solicitous  of  business  and  property  owners  would  find 
it  hard  to  believe  that  a  genuine  demand  did  not  lie  behind 
these  continual  and  pressing  inquiries.  On  the  whole,  it  Is 
probably  true  that  even  now  this  constant  letter  writing  pre- 
vents as  many  transactions  as  it  provokes.  The  property  owner, 
while  he  throws  the  letters  into  the  basket,  is  still  persuaded  by 
them  to  believe  that  he  must  have  a  pretty  valuable  parcel.  The 
actual  transaction,  however,  is  nearly  always  the  outcome  of  a 
personal  call,  and  the  owner  waits  for  such  a  call  as  a  necessary 
preliminary  to  serious  negotiations.  It  is  not  to  be  supposed 
that  there  will  ever  be  any  reversion  to  the  methods  of  the 
earlier  days,  in  which  the  broker  was  a  passive  rather  than  an 
amount  of  miscellaneous  letter  writing  will  diminish.  Many 
active  agent;  but  it  is  probable  that  a  few  years  from  now  the 
brokers  keep  it  up  at  the  present  time  only  because  they  are 
afraid  that  if  they  do  not  do  so  they  will  not  secure  as  much 
business  as  their  competitors.  But  even  if  It  pays  at  present  it 
will  not  pay  during  a  period  of  Inactivity.  Under  such  circum- 
stances it  will  really  act,  not  as  a  stimulus,  but  as  a  curb  to 
real  estate  business.  The  lesson  will  not  be  learned  all  at  once, 
but  in  the  long  run  business  methods,  which  Involve  as  much 
waste  as  those  do  which  now  prevail  in  the  New  York  real  estate 
business  are  not  likely  to  be  continued. 


Vanishing  oJ  a  Church. 

Tlie  wrecking  of  the  old  Madison  Square  Church  is  nearly 
complete.  The  New  York  House  Wrecking  Company's  men 
(of  51-1  East  23d  st)  are  seven  days  ahead  of  the  45-day  limit 
of  their  contract.  A.  L/ederer  is  in  charge  for  the  wrecking- 
company. 

The  Madison  Square  Presbyterian  Church,  at  Madison  av 
and  24th  st,  was  organized  in  1S53,  in  response  to  the  growing 
■  demand  for  houses  of  worship  in  what  was  then  the  uptown 
section  of  the  city..  Most  of  the  congregations  at  that  period 
were  Presbyterian,  and  the  merchant  princes  and  other  leaJing 
men  of  business  of  that  day  were  then  largely  of  Presbyterian 
stock.  The  original  members  of  the  Madison  Square  Church 
were  drawn  largely  from  the  Central  Presbyterian  Church  in 
Broome  st,  and  the  Rev.  Dr.  William  ASams  left  the  pastorate 
of  the  Central  Church  to  assume  that  of  the  new  organization. 

The  odific  now  being  razed  was  first  occupied  in  December. 
18.54.  It  was  a  brownstone  in  a  simple  style  of  Gothic  archi- 
tecture. The  new  church  across  the  way  is  a  radical  departure 
from  old  forms  of  ecclesiastical  architecture,  as  all  can  see. 
Designed  by  McKim,  Mead  &  White,  it  was  erected  under  con- 
tract by  Charles  T.  Wills,  and  cost  $200,000,  exclusive  of  the 
cost  of  the  land  and  the  equipment.  The  new  church  occupies 
the  site  of  the  old  Bishop  mansion,  which  was  purchased  by  the 
Metropolitan  Life  Insurance  Co.  and  gi\'«n  to  the  Madison 
Square  Presbyterian  Society,  together  with  about  three  hundred 
thousand   dollars,  in  e.KChange  for  the  old  church   property. 

Yellow  brick,  white  marble  and  terra  cotta  compose  the  walls 
of  the  new  church.  There  is  an  ornate  cornice  of  terra  cotta, 
and  fronting  Madison  sq  are  six  Corinthian  columns  of  light 
colored  granite.  The  auditorium  is  52  ft.  square.  Supported 
entirely  by  the  walls,  the-dome  rises  69  ft.  from  the  street  level. 
Steel  girders  are  used  in  the  walls.  A  3-sty  parish  house  con- 
nected holds  a  large  lecture  room,  the  pastor's  room  and  the 
session  room  on  the  first  floor;  on  the  second  floor  the  main 
Sunday  school  and  two  meeting  rooms;  a  parlor,  sewing  room 
and  study  on  the  third  floor,  and  in  the  basement  a  gymnasium. 


Ready    for    Delivery. 

The  Record  and  Guide  Quarterly,  covering  the  period  between 
April  1  and  June  30,  1906,  is  now  ready  for  delivery.  In  addi- 
tion to  the  record  matter  which  this  publication  has  always 
contained,  there  has  been  added  to  the  conveyances  the 
grantee's  address,  and  under  each  mortgage  will  be  found  the 
name  and  address  of  the  attorney  loaning  the  money,,  making 
this  publication  an  invaluable  real  estate  directory,  which 
should  be  in  every  broker's  ofiRce. 
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"Ruilding   Material 
A    ^    Values    A    ^ 


Brick  Manufacturers  Association 
Cannot  Curtail  Output  — When 
Prices  May  Be  Expected  to  Ad- 
vance Again. 


Brick  values  have  reached  a  level  at  which  they  will  prob- 
ably rest  for  a  time,  the  lowest  in  several  years.  Attempts  to 
co-ordinate  manufacturing  forces  and  conserve  energy  and  pro- 
duct seem  to  be  unavailing  in  this  trade,  and  the  consequence 
is  that  builders  have  the  full  benefits  resulting  from  unlimited 
independence.  It  is  understood  that  a  suggestion  was  made  to 
suspend  work  on  Mondays  and  Saturdays.  This  scheme,  it  ap- 
pears, was  to  become  operative  upon  the  securing  of  85  per 
cent,  of  those  engaged  in-  the-_tra.de,  with  the  understand- 
ing that  a  bond  was  to  be  given  in  the  sum  of  $1,000 
for  each  machine  operated  by  any  individual  brick  manufactur- 
er, to  be  paid  to  the  general  association  in  case  of  a  violation 
of  the  agreement.  But  a  sufficient  number  of  manufacturing 
firms  would  not  consent  to  this,  and  there  was  some  fear  that 
such  action  would  be  considered  as  in  restraint  of  trade.  Nine 
more  manufacturing  plants  than  last  year,  and  extensive  en- 
largements of  old  works,  eventually  overwhelmed  a  diminish- 
ing requirement  for  material. 

Other  lines  seem  not  to  be  particularly  assailed  by  such  cir- 
cumstances as  have  routed  the  brick  manufacturers.  Cement 
and  other  masons'  materials  are  still  commanding  the  highest 
prices  of  the  season.  The  North  Carolina  pine  manufacturers 
have  been  obliged  to  propose  measures  for  the  curtailment  of 
output,  and  hemlock  lumber  has  been  let  down  sufBciently  to 
touch  the  previous  base  price  of  $20,  though  the  maximum  rate 
of  $22.50  continues   to   hold. 

MR.    ROWLAND'S    VIEWS. 

Francis  N.  Howland,  of  Candee,  Smith  &  Howland,  foot  of 
East  2(>th  st,  and  President  of  the  Association  of  Dealers  In 
Masons'  Building  Material,  remarked  this  week  that  it  was  a 
difficult  matter  for  anyone  to  properly  forecast  the  building  sit- 
uation in  this  city,  or  to  in  any  positive  way  account  for  the 
present  mixed  up  and  unsatisfactory  state  of  affairs. 

"The  extremely  high  prices  of  building  material,"  said  Mr. 
Howland,  "the  cost  of  labor,  not  to  mention  the  advance  in  cost 
of  building  plots,  has  brought  the  building  situation  to  a  point 
where  it  is  better  to  make  haste  slowly,  at  least  until  the  loan 
market  improves  to  a  very  marked  extent. 

"As  to  the  common  brick  situation,  I  can  only  see  the  law  of 
supply  and  demand  in  the  present  marked  decline  in  the  price  of 
that  commodity.  When  the  demand  was  far  ahead  of  the  sup- 
ply, we  saw  the  price  soar  to  $13  p6r  1,000,  and  now  that  de- 
mand, from  various  causes,  has  fallen  off,  and  the  supply, 
through  new  yards  and  new  machines  on  the  old  yards,  has 
increased  to  many  millions,  the  inevitable  happens,  and  we  see 
prices  falling  to   their  present  state. 

"The  manufacturers  of  brick  are  not  taking  kindly  to  the 
existing  state  of  affairs,  and  are  meeting  at  stated  intervals 
and  trying  to  devise  ways  and  means  for  keeping  their  product 
from  going  to  what  they  consider  ruinous  prices,  and  I  under- 
stand are  seriously  talking  of  curtailing  production  by  stopping 
work  for  at  least  two  days  each  week  through  the  present  sea- 
son. As  we  have  had  considerable  wet  weather  through  the 
last  week,  no  doubt  the  output  ha.3  been  materially  curtailed, 
and  the  manufacturers  may  feel  that  the  Lord  is  looking  out 
for  them,  but  when  it  is  remembered  that  the  same  wet  weather 
prevented  the  using  on  the  buildings  here,  it  would  about  even 
up  matters  on  that  line.  From  my  point  of  view,  I  cannot 
see  any  possible  reason  for  much  of  an  advance  over  present 
rates  on  brick  until  the  season  for  making  is  over,  and  the 
manufacturers  with  full  sheds  canvass  the  situation  and  con- 
sider whether  it  is  wiser  to  hold  for  a  better  market  in  the  com- 
ing spring,  or  market  their  product  for  what  it  will  bring. 

"Cement,  Portland  especially,  stands  on  its  own  platform.  It 
is  used  in  so  many  places  where  other  material  was  thought 
necessary,  and  the  demand  is  so  great,  that  In  the  face  of  enor- 
mous and  steadily  Increasing  manufacture  it  has  advanced  In 
price  until  it  Is  possible  to  import  foreign  cement  at  a  profit. 

"As  to  the  outlook  for  the  rest  of  the  year,  while  there  ia 
some  large  work  under  way  and  to  be  started,  I  do  not  imagine 
we  shall  see  as  many  apartments  and  tenements  built  as  early 
reports  led  us  to  believe,  at  least  until  the  money  situation 
clears  and  allows  the  builder  some  hope  of  placing  his  loans," 

PRICES  WILL  ADVANCE  AGAIN— VIEWS  OF  MR.  GOSS. 
President  Goss,  of  the  Empire  Brick  and  Supply  Co.,  874. Broad- 
way, one  of  the  largest  concerns  in  the  trade,  remarked  yesterday 
that  a  fall  in  the  price  of  North  River  hard  brick  is  not  an 
unusual  occurrence  at  this  season  of  the  year.  The  decline 
in  comparison  is  greater  than  usual,  because  it  must  be  con^ 
sidered  In  relation  to  the  extreme  high  prices  which  have  ruled 
since  the  close  of  navigation  on  the  Hudson  River  last  Decem- 
ber,    said  >ir,  Goss,  and  he  added: 


"In  July  of  IW.'j  North  River  hard  brick  sold,  cargo  rates 
f.  o.  b.  dock  New  York  City,  at  $0.50  to  $7.25  per  thousand. 
D\iring  the  past  montii.  under  similar  conditions  of  delivery, 
brick  have  ruled  ai  fixm  $.5.50  to  $0.25  per  thousand;  a  differ- 
ence of  only  $1  per  thousand  less  than  the  low  price  of  last 
year. 

"Everyone  familiar  with  this  subject  knows  that  this  annual 
slump  in  the  price  of  brick  is  to  some  extent  unnecessary,  and 
misleading  to  those  contractors  and  consumers  who  are  at  this 
particular  period  making  their  plans  and  calculations  for  work 
which  will  require  this  material  during  future  months  of  the 
year. 

"Experience  has  not  brought  about  any  change  in  the  m.ethods 
of  manufacturers  in  the  handling  of  their  products.  Each 
year,  induced  by  the  higher  prices  which  usually  prevail  in  the 
spring  before  the  opening  of  navigation,  manufacturers  employ 
every  facility  to  hurry  brick  to  this  market  at  a  time  when 
work  is  not  ready  and  the  demand  for  building  materials  is  at 
the  minimum.  The  market  being  thus  temporarily  overfed, 
prices  naturally  decline. 

"The  character  of  construction  used  in  the  better  class  of 
buildings  of  recent  years  has  been  such  that  it  was  late  In  the 
year  before  the  larger  demand  for  bricks  was  felt.  Par- 
ticularly is  this  apparent  in  this  year's  business.  Plans  for 
thousands  of  new  buildings  have  been  filed  with  the  Bureau 
of  Buildings.  Many  of  these  operations  .are  now  lying  dormant, 
being  temporarily  held  back  owing  principally  to  the  difficulty 
experienced  in  securing  loans,  either  on  temporary  or  permanent 
mortage,  to  carry  on  the  work.  This  inability  to  procure  money 
readily  is  the  chief  cause  of  retarding  speculative  building 
operations  and  is  reflectei  in   the  diminished  demand  for  bricks. 

"Concrete  steel  construction  has  not  been  to  an  appreciable 
extent  a  factor  in  reducing  the  price  of  bricks.  Unless  some 
new  form  of  construction  or  materials  had  been  available  during 
the  past  year  many  building  operaiions  would  have  been  sus- 
pended, as  the  facilities  for  furnishing  bricks  were  taxed  to  the 
utmost. 

"The  indications  at  present  are  that  the  demand  for  bricks 
will  increase  very  much  as  the  season  advances  and  the  con- 
sumer who  delays  his  building  operations  in  anticipation  of 
lower  prices  for  bricks,  or  who  calculates  that  present  prices 
will  not  he  advanced,  will  no  doubt  be  very  much  deceived." 


Personal. 

Henry  M.  Steel,  formerly  chief  engineer  of  the  Central  of 
Georgia  Railway,  has  become  Chief  Civil  Engineer  for  J.  G. 
^Vhltc  &  Co.,  contractors  and  engineers,  43  Exchange  pi,  Man- 
liaitan. 

.^aines  M.  Wentz,  who  died  August  3  at  his  residence  at  New- 
burgh,  was  one  of  the  largest  Individual  lenders  for  building 
loans  doing  business  in  New  York  City.  He  was  a  director  of 
ihe  A^Tercantile  National  Bank  of  New  York,  a  director  of  the 
Mortgage-Bond  Company,  39  Liberty  st.  New  York,  director 
of  the  National  Bank  of  Newburgh,  and  President  of  the 
Newburgh  Savings  Bank.  He  was  82  years  old,  worth  sev- 
eral n:illions,  and  30  years  ago  was  prominent  in  the  wholesale 
diygoods  trade  here,  being  head  of  the  firm  now  known  as  Teft, 
Weller  &  Co.,  but  then  as  James  M.  Wentz  &  Co. 

The  Executive  Committees  of  the  New  York  Chapter  of  the 
American  Institute  of  Architects,  the  Society  of  Beaux  Arts 
Architects  and  the  Architectural  League  of  New  York  have 
passed  a  resolution  expressing  their  sense  of  the  great  loss 
which  the  profession  and  the  art  of  architecture  have  sus- 
tained In  the  death  of  Stanford  White  in  these  words:  "His 
quick  and  generous  appreciation  of  all  that -Is  beautiful,  even 
beyond  the  field  of  its  immediate  profession,  was  so  genuine 
that  the  Influence  of  his  work  will  long  continue  to  be  a  stimu- 
lus to  the  artistic  development  of  this  country.  Only  those  of 
us  who  have  been  closely  associated  with  him  professionally 
can  fully  appreciate  the  love  and  enthusiasm  with  which  he 
flevoted  himself  to  art.  His  was  a  commanding  personality, 
and  whatever  he  produced  had  the  touch  of  genius." 

Mr.  E.  W.  T.  Gray,  who  has  for  years  been  manager  of  the 
New  York  sales  office  of  the  Westlnghouse  Electric  &  Manu- 
fac'.urlnp  Company,  resigned  recently  to  take  up  commercial 
•work  in  another  field  Mr.  Gray's  decision  to  sever  his  connec- 
tion with  the  AVestlnghouse  Company  was  received  with  great 
regret  by  the  management,  he  having  been  one  of  the  pioneer 
employes  of  the  company.  Mr.  Gray  began  his  work  with  the 
Weslinghouse  Company  about  the  year  1890,  starting  in  the 
laboratory   of   the   original   works   in   the  heart   of   the   city   of 
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Pittsburgh.  Later  he  took  up  installation  worI\  for  the  com- 
l)any,  installing  the  first  railway  motors  the  company  ma.lo,  on 
cars  in  Lansing.  Mich.,  about  the  year  1901.  Following  a  short 
period  spent  in  installation  work,  Mr.  Gray  was  called  by  the 
Cf.rnpany  to  its  sales  organization,  with  headquarters  at  Pitts- 
burgh. In  189S  Mr.  Gray  received  the  appointment  of  manager 
of  the  New  York  office.  Mr.  W.  C.  Webster,  who  succeeds  Mr. 
Graj-  as  manager  of  the  New  York  sales  office,  hcis  a  broad  «;n- 
eral  knowledge  of  the  company's  commercial  policy,  and  on  ac- 
count of  his  close  association  with  the  sales  department  In  the 
past  enjoys  a  personal  acquaintance  with  the  entire  sales  force, 
which  should  be  of  great  advantage  to  him  In  his  new  work. 
Mr.  Webster  entered  the  employ  of  the  company  in  1898,  and 
has  plways  been   identified   with   the  sales  department. 


West  Farms  Waits 
Builders 


for 


Fortunes  Can  Be  Made  There— Small  Loans  Available 
—Nothing  to  Rent  in  Bedford  Park  and  Williamsbridge 


Tne  vacancies  in  the  East  Bronx  appear  to  be  confined  to  the 
new  houses  in  the  southeastern  section,  where  a  class  of  houses 
has  been  erected  not  altogether  adapted  to  the  neighborhood. 
In  the  central  and  northern  sections  of  the  borough,  properties 
are  well  occupied,  and  values  are  firm. 

The  situation  seems  to  be  that  in  some  quarters  a  type  of 
house  has  been  erected  from  which  such  a  revenue  is  needed 
owing  not  only  to  high  cost  of  land,  but  also  to  constructive  de- 
sign and  building  coats,  which  the  surrounding  public  is  un- 
willing to  meet.  For  less  money  more  commodious  apartments 
can  be  hid  in  old-law  houses,  and  invariably  these  must  be 
filled  first  when  it  is  a  matter  of  competition  between  the  two 
types. 

For  nearly  a  year  concessions  have  been  offered  in  special 
cases,  and  builders  and  owners  of  new  houses  have  been  per- 
suaded to  modify  schedules  which  were  decidedly  more  attract- 
ive to  buyers  than  to  renters.  In  this  connection  a  story  is  told 
of  a  prospective  buyer  who  went  to  an  agent  and  broker  for 
some  free  information  concerning  values  In  the  vicinity.  "I  am 
assured,"  said  he,  "that  the  rent  roll  in  the  house  I  am  thinking 
of  buying  runs  from  $22  to  $25  a  month."  To  this  the  broker 
returned:  "I  think  you  are  being  deceived  about  that.  I  know 
the  present  owner  has  asked  such  rates,  but  I  am  Informed  he 
has  never  been  able  to  obtain  them."  "But  I  have  seen  receipts 
for  $2.5."  ejaculated  the  bargain  hunter.  "Well,  I  know  that 
the  highest  rent  next  door  is  only  $18,  because  I  collect  it." 

Nevertheless,  the  speculative  gentleman,  relying  on  the  genu- 
ineness of  the  receipts,  bought  the  house,  and  a  month  later 
came  back,  and.  acknowledging  that  he  had  been  stung,  com- 
missioned the  broker  to  sell  the  property  for  the  best  terms  he 
could  get.  In  cases  perhaps  numerous  in  some  sections,  prop- 
erties may  be  held  on  margins  so  slender  that  the  summer  dull- 
ness has  caused  an  uncomfortable  feeling,  and  the  decline  of 
brick  may  even  represent  a  larger  share  of  such  margins  than 
it  is  thought  best  to  admit.  But,  for  the  most  part,  improved 
realty  in  the  Bronx  at  least  Is  in  hands  amply  strong  enough 
to  hold  it,  and  the  growing  population  assures  a  very  healthy 
tone  to  values  for  the  borough  as  a  whole,  in  spite  of  sectional 
mistakes  or  temporary  fluctuations.  As  this  is  an  era  of  great 
growth  with  promised  transit  outlets  to  the  suburbs  not  yet 
realized,  it  is  apparent  that  for  years  to  come  at  least  nothing 
but  an  oversupply  of  houses  can  affect  the  market,  and  only  in 
a  few  sections  is  there  any  danger  of  this,  certainly  not  in  Tre- 
mont,  nor  in  Fordham,  or  Mount  Hope,  or  University  Heights, 
or  the  Central  Bridge  Section,  or  Kingsbridge  or  West  Farms. 

Regarding  the  status  of  real  estate  affairs  at  West  Farms, 
Mr.  John  A.  Steinmetz,  13-13  East  ITTth  st.  near  the  Bronx 
River,  remarked  yesterday  that  he  could  rent  almost  anything 
in  that  vicinity.     He  added: 

"One  block  from  my  office  they  are  renting  finished  attics, 
with  four  rooms,  for  which  they  get  as  high  as  $15  a  month.  I 
had  a  2-family  house  vacant  not  long  ago  and  I  had  so  many 
people  applying  for  it  that  two  parties  were  fighting  for  the 
?anie  rooms.  At  the  present  time  I  have  scarcely  any  rooms  to 
U:l. 

MARKET    GOOD    FOR    SMALL    LOANS. 

"1  find  the  market  very  good  for  small  loans.  I  have  several 
clients  w-aiting  for  good  loans.  I  must  say  there  is  no  activity 
in  the  building  line  in  West  Farms.  If  some  of  the  builders 
would  wake  up  they  would  see  we  need  as  many  apartments 
with  five  and  six  rooms  as  we  can  get,  for  there  Is  not  a  thing 
to  rent  in  this  section,  and  I  have  at  least  20  to  30  people  in 
my  office  each  day  inquiring  for  rooms.  That  Is.  apartments  to 
rent  from  .$22  to  $28  a  month.  I  could  almost  guarantee  to  rent 
a  4-sty  double  within  30  days. 

"I  know  if  the  right  man  would  take  hold  he  could  make  a 
small  fortune  here.  A  few  months  ago  I  built  two  2-farnily 
touses  in   this   vicinity  and  before   they  were  finished  I  rented 


both  houses,  five  rooirs  and  brth.  for  $-4.  and  six  rooms  an.l 
bath  for  $20  per  month,  without  heat  or  hot  water,  with  the 
exception  of  range  and  boiler;  and  I  also  sold  both  of  them  after 
h'.liiinsr  them  a  short  t;nie  and  made  a  nice  profit. 

"Any  builder  who  would  desire  any  information  in  regard  to 
this  section,  or  who  would  like  to  look  over  the  ground  for 
building  purposes  with  small  payments.  I  can  show  him  just 
what   he  is   looking  for." 

BEDFORD   PARK   AND   WILLIAMSBRIDGE. 

Wilbur  L.  Varian,  of  2777  Webster  av,  said  it  was  almost 
impossible  to  find  a  private  house  for  rent  in  the  vicinity  of 
Bedford  Park,  Williamsbridge,   Wakefield  or  Woodlawn  Heights. 

"There  are  a  number  of  floors  in  2-family  houses  to  be  had, 
and  a  fair  demand  for  them.  What  we  want  at  Bedford  Park. 
in  the  vicinity  of  the  "L"  station,  is  a  number  of  good  flat 
houses. 

"The  general  market  at  present  is  inactive,  but  in  my  opinion 
this  is  caused  by  the  hot  weather  and  the  vacation  season.  We 
are  looking  forward  to  a  good  fall  business." 


Bronx  Streets  Closed. 

Under  recent  proceedings  the  Board  of  Estimate  has  taken 
cognizance  of  the  desire  of  manufacturing  and  commercial  in- 
terest.^  situated  on  water  frontage  to  have  land  enough  for  the 
expansion  of  their  business,  by  making  a  very  considerable 
change  in   Bronx  street  lines. 

The  changes  are  somewhat  radical  and  consist  of  the  closing 
and  discontinuing  of  four  of  the  existing  streets  leading  to  the 
water  front,  between  Eastern  Bouif^vard  and  the  bulkhead  line, 
while  every  third  street  Is  retained.  This  will  result  in  leaving 
unbroken  pints  with  a  width  of  720  ft.  which  will  be  available 
for  large  commercial  or  manufacturing  purposes.  While 
changes  of  the  city  map  for  trivial  reasons  are  inexcusable 
and  should  be  discouraged,  it  Is  undoubtedly  the  case  that 
blocks  with  a  width  of  200  ft.  along  the  water  front  render  it 
impossible  to  build  up  large  commercial  enterprises  employing 
a  great  amount  of  labor.  Manufactories  of  this  kind  have  fre- 
quently been  compelled  to  abandon  their  plants  within  the  city 
and  transfer  them  to  New  Jersey,  because  the  restricted  block 
dimensions  do  not  permit  them  to  expand  sufficiently  to  meet 
the  demands  made  upon  them.  Requests  for  changes  such  as 
the  one  under  consideration  are  frequently  condemned  as  in 
the  interest  only  of  some  corporation,  and  it  Is  stated  that  the 
interests  of  the  public  are  being  sacrificed.  This  may  be  true 
in  some  cases,  but  the  authorities  cannot  see  why  the  changes 
asked  for  in  this  instance  will  embarrass  the  public  in  any  way. 
While  It  is  quite  evident  that  they  will  permit  of  a  development 
increasing  materially  the  wealth  of  the  city  and  giving  em- 
ployment to  a  large  number  of  men. 

It  IS  proposed  to  close  Dupont  st.  from  Leggett  av  to  the 
bulkht ad  line  of  the  East  River;  East  Bay  av,  from  the  lands 
of  the  New  Tiork.  New  Haven  &  Hartford  Railroad  to  Tiffany 
st;  Craven  st.  from  the  Eastern  Boulevard  to  Edgewater  road; 
VVorthen  St.  from  the  Eastern  Boulevard  to  Edgewater  road; 
Edgev.atei  road,  from  Truxton  st  to  Tiffany  st.  including  the 
public  place  at  the  intersection  of  Edgewater  road,  East  Bay 
av  and  Craven  st.  The  map  also  provides  for  the  re-establish- 
mtnt  of  Barry  st,  between  Leggett  av  and  Eastern  Boulevard, 
and  f..r  shifting  the  lines  of  Dupont  st  by  moving  them  east- 
wardly  and  laying  out  a  new  Dupont  st,  to  take  the  place  of 
the  one  discontinued  and  closed. 


Quarter  of  Million  for  Sidewalks. 

Ficklen  &  Stobaugh,  wTio  have  just  completed  five  miles  of 
cement  sidewalk  in  Douglas  Manor,  have  been  awarded  the 
contract  for  the  rest  of  the  grading,  cement  sidewalks  and 
macadamized  streets  at  Broadway-Flushing.  This  is  one  of 
the  largest  contracts  ever  awarded  in  the  Borough  of  Queens, 
and  will  amount  to  approximately  a  quarter  of  a  million  dol- 
lars. Ficklen  &  Stobaugh  claim  to  be  the  largest  sidewalk 
contractors  in  the  United  States.  Their  first  work  was  the 
Court  of  Honor  at  the  World's  Fair.  About  five  years  ago  the 
firm  came  Bast  to  do  the  cement  work  for  Wood.  Harmon  & 
Co.  and  others.  They  have  since  secured  the  largest  contracts 
in  their  line  which  have  been  let  in  Greater  New  York,  and 
they  now  have  over  $1,000,000  in  contracts,  employ  over  800 
men  and  150  teams,  operate  90  steel  cars,  control  three  miles 
of  railroad  track  and  own  all  kinds  of  implements  and  machines 
for  doing  work  which  is  usually  done  by  hand. 

In  addition  to  their  contracts  with  the  Rickert-Finlay  Co., 
they  have  large  contracts  for  the  Cord  Meyer  Co.  at  their  new 
town.  Forest  Hills;  Hallock  &  Co.  at  Queensboro;  Bankers' 
Land  &  Mortgage  Co.  at  Elmhurst  Heights;  William  H. 
Reynolds  Co.  at  Westminster  Heights  and  Vandeveer  Cross- 
ings. Brooklyn.  They  also  have  contracts  with  the  Realty  Trust 
Co.  at  East  New  York,  and  With  the  City  of  New  York  for  five 
miles  of  cement  curb  and  gutter  on  Staten  Island. 


The  grading,  etc..  of  East  IHGth  st.  between  Morris  av  and 
the  Grand  Boulevard  and  Concourse,  has  been  authorized. 
Property  in  this  vicinity  is  being  rapidly  improved.  The  same 
action  has  been  taken   with   McCleiian  st. 
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Transformation  of  Morningside  Heights 

A  New  High-class  Apartment  House  Quarter  Growing  Up  Around  the 
University  and  Cathedral— A  New  Century  Development  for  Manhattan 


TWENTY-FIVE  years  ago  the  upper  West  Side  was  a  wilder- 
ness of  confusing  possibilities.  In  the  curious  anticipations 
of  that  era  it  was  thought  that  Central  Parli  West  would  be 
seized  upon  first  of  all  the  avenues  on  the  West  Side  by  the 
wealthy  as  the  one  for  private  mansions  more  splendid  and 
aristocratic  than  anything  and  everything  on  5th  av.  Tenth 
or  Amsterdam  av  was  to  be  preferred  to  9th  or  Columbus  av, 
the  Boulevard  was  to  be  the  seat  of  lordly  pleasure  houses, 
and  11th  or  West  End  av,  to  which  small  thought  was  given, 
was  consigned  by  many  to  be  the  location  of  small  household 
supply  shops.  The  future  of  property  on  Morningside  Hill 
was  regarded  as  exceedingly  promising,  but  much  of  the  land 
was  still  owned  by  the  Lealie  and  Watts  Orphan  Asylum  and 
by  the  Society  of  the  New  York  Hospital.  The  former  owned 
three  blocks  between  Morningside  and  10th  avs,  110th  and 
113th  sts,  the  Hospital  Society  owned  the  entire  tract  (with 
the  exception  of  a  few  lots),  between  112lh,  120th,  10th  av  and 
Broadway  boulevard,  together  with  a  large  piece  west  of  the 
Boulevard,  north  of  110th  st.  leaving  only  a  comparatively  small 
number  of   lots   for   private  owners. 

For  the  strip  on  Morningside  av,  from  11.3th  st  to  122d  st, 
averaging  about  five  hundred  feet  in  width  and  on  the  front 
along  the  avenue,  exclusive  of  the  Leake  and  Watts  Asylum, 
there  were  only  ten  owners  in  all;  namely,  Emanuel  Garcia, 
Frederick  de  Peyster,  General  James  Watts  de  Peyater,  James 
J.  Goodwin,  Joseph  W.  Drexel,  Dwlght  H.  Olmstead,,  the  Cen- 
tral National  ^ank,  Tracy,  Olmstead  &  Tracy,  Mary  G.  Pinck- 
ney  and  James  Rufus  Smith.  Among  the  large  owners  of  in- 
side or  street  lots  were  Butler  H.  Bixby,  Roscoe  Conkling  and 
B.  W.  McCready.  It  was  in  1886  that  the  authorities  of  the 
Episcopal  Church  bought  for .  $850,000  the  site  between  110th 
and  113th  sts,   and   Morningside  and   10th  avs. 

Twenty-flve  years  ago  it  was  difficult  to  explore  the  region 
without  a  guide.  The  growth  of  Nevif  York  at  every  stage  has 
been  strictly  controlled  by  the  nature  of  rapid  transit  facili- 
ties, and  the  extent  of  the  one  has  ever  marked  the  boundary 
of  the  other.  When  the  omnibus  was  the  type  of  rapid  transit 
the  wholesale  district  was  confined  below  Chambers  st,  the  re- 
tail stores  extended  to  Canal  st,  and  the  upper  residential  part 
of  the  city  Fi retched  to  14th  st  and  beyond;  but  the  'bus  could 
not  extend  the  town  very  much  farther  than  23d  st,  and  the 
Long  Island  and  Jersey  suburbs  began  to  grow  instead.  Tin 
horse  car,  coming  next,  about  1852,  built  the  city  up  to  59th 
st,  and  the  Elevated  carried  the  population  past  Morningside 
Heights,  but  left  this  area  bare  almost  until  the  Subway  electric 
road  and  its  heralds  began  a  new  era.  For  some  time  after  the 
first  section  of  the  Riverside  Drive  was  constructed  there  may 
have  been  some  doubt  as  to  the  fate  of  this  important  tract, 
but,  if  so,  it  was  dispelled  soon  when  the  trustees  of  the  Cathe- 
dral of  St.  John  the  Divine  acquired  the  orphan  asylum  prop- 
erty. Only  a  year  later  .St.  Luke's  Hospital  bought  an  ad- 
joining square.  Columbia  University  soon  followed,  buying 
four  blocks,  and  the  two  In-stltutlons  have  both  erected  mag- 
nificent buildings.  With  Columbia  came  Barnard  and  the 
Teachers'  Colleges  and  some  minor  Institutions,  all  of  a  char- 
acter that  determined  the  status  of  the  district  and  made  first- 
class   improvements   only   possible. 

In  ihe  coure  of  the  following  years  a  large  amount  of  land 
passed  out  of  the  hands  of  original  owners,  but  always  with 
restrictions  that  protected  old  ana  new  buyers,  and  in  the 
confidence  thus  created  investments  immense  in  the  aggregate 
have  been  made  there.  The  whole  of  the  Heights  is  not  re- 
stricted, but  there  existed  for  many  years  an  organination 
known  as  the  Mornirtgsii'e  Protective  Association,  of  which 
Seth  Low  was  president,  that  watched  over  the  interests  of 
the  section.  It  Is  high  and  salublnous  with  nalur.al  boundaries 
on  two  sides,  making  It  as  delightful  a  place  of  residence  as 
there  is   iii   New   York. 

One  who  has  not  looked  over  the  Heights  within  so  short  a 
period  as  three  years  can  perceive  a  great  transformation.  Six 
years  ago  there  was  less  than  two  million  doUars'worth  of  build- 
ings, apart  from  the  institutional  an-d  ecclesiastical  structures, 
and  as  the  area  between  Cathedral  Parkwaj'  and  llSth  st  seems 
now  to  be  fully  half  built  over,  there  has  been  a  wonderful 
Chang';,  even  for  New  Y'ork,  con'Sidering  the  value  as  well  as 
the  siz3  of  the  operations;  for  the  area  has  developed  in  that 
short  time  into  probably  the  most  distinctive  high-class  apart- 
ment house  quarter  in  the  city.  Almost  all  the  buildings  are 
of  that  type;  the  few  private  residences  are  survivals  for  the 
most  part,  and  it  would  seem  some  law  had  been  passed  against 
any  other  kind  of  a  house  than  a  great  multi-family  palace.  The 
sort  of  living  which  preceded   can  be  judged  from   the  row  of 


1-sty  and  attic  cottages  on  the  south  side  of  Cathedral  Park- 
way. A  similar  row  still  stands,  but  unoccupied,  on  the  south 
side  of  111th  st,  between  Amsterdam  av  and  Broadway.  The 
re-grading  of  the  street  left  them  far  below  the  curb,  almost 
hidden  from  view,  but  a  curious  and  interesting  collection  to 
those  who  can  remember  this  territory  as  It  was  fifty  years  ago. 
Property  abutting  on  Cathedral  Parkway,  between  Amsterdam 
and  Riverside,  still  remains,  except  in  one  single  instance,  in 
a  state  not  permanently  Improved,  which  may  be  taken  as  an 
Indication  that  It  has  not  changed  hands  in  many  years,  and 
that  it  is  being  reserved  for  a  higher  type  of  improvement  than 
is  possible  now.  This  parkway  (110th  st)  is  destined  to  be 
one  of  the  principal  crosstown  streets  of  the  city,  and  the 
owners  are  supported  by  public  opinion  i-i  reserving  it  for 
structures  more  in  harmony  with  the  Cathedral  than  can  be 
assured  at  the  present  time.  On  the  Riverside  frontage  ex- 
cavating has  commenced  for  the  great  Hendrik  Hudson  apart- 
ment house,  which  is  to  cover  the  block  front  and  have  a  depth 
of  135  feet.  (See  Record  and  Guide  July  21,  1900,  for  picture 
and  authoritative  description.)  When  this  great  building  is 
finished  (including  an  addition)  it  will  be  the  largest  house  of 
the  sort  in  the  city,  so  far  as  has  been  arranged  for  lo  this 
time. 

One  Hundred  and  Eleventh  st  has,  so  far  as  the  north  side  is 
concerned,  been  one  jf  the  active  streets.  In  the  summer  of 
1903  a  series  of  large-  apartments  was  erected  between  Amster- 
dam and  Broadway,  and  at  the  present  time  a  block  of  five 
is  going  up  on  Amsterdam  av,  taking  in  the  two  corners. 
Frank  G.  Ormsby  bought  from  Margaret  Morrison  last  March 
the  G-sty  apartment  525-531  West  111th  st.  100x100.11.  The 
property  is  assessed  for  $155,000,  of  wliich  .$14,000  is  for  the 
land.  In  February  Lewis  D.  Jones  sold  to  Herman  Schwarz 
the  0-sty  brick  apartment,  75xlO<l.ll.  Assessed  valuation  of 
property.  .$120.(X)0,  of  which  .'i!33.0<K)  is  for  the  land.  In  April 
MUton  Eli^man  bought  from  John  Campbell  Nios.  ^010-012 
south  side  of  111th  st,  175  feet  west  of  Broadway.  50x100.11,  on 
which  were  frame  dwellings,  and  last  month  he  sold  to  Harry 
Schiff.     The  property  is  assessed  at  .*20,000,   including  buildings. 

On  the  south  side  of  112th  st,  Klelnfeld  &  Engelsberg  are 
erecting  three  6-sty  elevator  apartments.  On  the  east  side  of 
Amsterdam  av,  from  114th  to  115th  st,  preparations  are- being 
made  for  a  large  structure,  200x100,  recently  bought  by  the 
Polsteln  Realty  and  Construction  Co.  The  land  is  assessed 
for  $145,000.  On  the  south  side  of  llGth  st  the  Nurses'  Home 
(9  stories)  is  in  course  of  erection  by  Contractor  C.  W.  Kinsella. 
On  Morningside  av,  Paterno  Bros.,  builders  and  owners,  are 
covering  the  block  between  115th  and  llGth  sts  with  two  G-sty 
houses.  At  the  northwest  corner  of  117th  st  and  Morningside 
av  an  elegant  7-sty  house,  with  interior  court,  ^  ready  for  oc- 
cupancy. 

From  Cathedral  Parkway  to  llSth  st,  the  Heights  section 
is  building  up  not  only  with  great  rapidity,  but  with  a  generally 
higher  class  of  apartments  than  can  be  found  in  any  other  part 
of  the  city  of  equal  area. 


$70,200  in  Sales  at  Broadway-Flushing. 

Although  it  is  the  summer  season,  when  there  Is  little  activity 
in  the  real  estate  market,  the  sale  of  lots  at  Broadway-Flush- 
ing continues  very  active.  The  purchases  are  by  persons  who 
Intend  In  the  near  future  to  build  on  the  property.  The  out- 
look is  that  commencing  either  in  the  fall  or  early  spring  a 
number  of  houses  will  be  erected  there. 

Among  the  buyers  are  a  number  who  bought  several  years 
ago  in  the  Bronx  and  who  have  erected  apartment  houses  there 
and  have  made  a  success  of  their  investments.  They  expect 
to  repeat  their  success  at  Broadway-Flushing.  The  total  of 
sales  reported  by  the  Rlckert-Finlay  Co.  is  102  lots  of  a  total 
value  of  $79,200. 

In  detail  the  sales  are  as  follows: 

Amelia  M.  Chapman,  10  lots,  $7,400;  Mrs.  Charles  H.  Canner, 
3  lots,  |1,800;  Daniel  A.  Weight,  4  lots,  $2,G00;  William  H. 
Konther,  Jr.,  2  lots,  $1,000;  Joseph  C.  Conklin,  28  lots,  $20,400; 
Harmon  G.  Uroge,  4  lots,  .$3,200;  William  Quirk,  3  lots,  $1,800; 
Mary  E.  Shoemaker,  4  lots,  $2,G00;  Joseph  Alleman,  G  lots, 
$8,200;  August  H.  Sievers,  10  lots,  $7,600;  August  H.  and 
Charles  C.  Sievers,  5  lots,  ?5,2(X);  Conrad  D.  Trubenbach,  4  lots, 
$3,400;  Thomas  F.  Scheffmeyer,  3  lots,  ¥2,400;  Adam  Snyder, 
Jr.,  3  lols,  $2,400;  Mrs  Gussie  F.  Greenwald  and  Nathan  Fried- 
man, 3  lots,  $2,400;  John  T.  McCarthy  and  John  Kramer,  3  lots, 
$2,400;  Anna  F.  Hodgins,  3  lots,  $2,400;  Mamie  Rae  Cottreli,  3 
lots,  $2,400. 
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Building  Operations. 


Thompson-Starrett  Co.  to  Build  Schieren   Building. 

CLIFF  ST. — The  general  contract  for  the  11-sty  loft  bifikling, 
(il!.!txlL'1.4  ft.,  to  be  erected  at  Nos  CI  and  O.'i  Cliff  st  for 
Charles  A.  Schieren  &  Co..  No.  30  Ferry  .st.  has  just  been 
awarded  to  the  Thompson-.Starrett  Co..  4!t-.">l  Wall  st,  at  an 
estimated  cost  of  $2(10.000.  Messrs.  Radcliffe  &  Kelley,  3  West 
'J'.)th  st,  are  the  architects. 


Contract  for   Kindergarten    Building. 

42D  ST. — Isaac  A.  Hopper  &  Son,  1170  Broadway,  has  re- 
ceived the  general  contract  to  build  the  4-sty  fireproof  kinder- 
garten building.  ."iSxOO  ft.,  at  Nos.  ."522  to  .520  West  42d  st,  for 
ihe  New  York  Kindergarten  Association,  20  West  42d  st.  from 
plans  by  Babb,  Cook  &  Willard,  3  West  2!ltli  .>t.  (For  complete 
list   of  officers,  see  issue  November   18,   1!)0.").) 


Improvements  at  Ellis  Island. 

The  Ellis  Island  Innnigration  -Station,  Ellis  Island,  is  to  re- 
ceive extensive  improvements  in  the  near  future.  It  is  pro-- 
posed  to  consolidate  the  space  devoted  to  dining-rooms  near  the 
kitchen  and  to  build  additional  sleeping  rooms.  In  addition  to 
remodeling  the  present  structure,  a  new  building  will  be  erected. 
The  improvement  is  estimated  to  cost  about  If]."i0.0:i0.  .lames 
Kno.x  Taylor,  supervising  architect  at  Washington,  D.  C,  is 
preparing  the  plans.     No  building  contracts  have  yet  been  made. 

High  Class  Apartment  for  Park  Av.  &  61st  St.  " 
PARIC  AV. — The  Five  Hundred  and  Forty  Park  Avenue  Co., 
.^i2  William  St.  has  purchased  a  p'.ot  at  the  northwest  corner  of 
Park  av  and  Olst  st,  57x100.5  ft.,  on  which  a  high-class  apart- 
ment house  for  IC  families  will  be  erected.  The  exterior  will 
be  in  light  brick,  limestone  and  terra  cotta.  The  interior  will 
contain  electric  lights,  steam  heat,  marble,  tile,  mosaic  and 
hardwood  finish.  William  A.  Boring,  .S2  Broaiway,  is  now  pre- 
paring the  plans.  The  project,  he  estimates,  will  cost  about 
.$1151  (.1)110. 


Isaac  A.  Hopper  &  Son  to  Build  Koch  Warehouse. 

124TH  ST. — Isaac  A.  Hopper  &  Son,  1170  Broadway,  have  ob- 
tained the  general  contract  from  plans  by  William  H.  Hume  & 
Son,  1  Union  sq,  to  build  the  8-sty  fireproof  warehouse,  50x100 
ft.,  at  138  and  140  West  124th  st,  for  H.  C.  F.  Koch  &  Co.,  132 
West  125th  St.  The  new  structure  will  stand  immediately  oppo- 
site the  rear  of  the  firm's  125th  st  store,  and  will  connect  by  an 
underground  tunnel.  The  steel  contract  has  been  sublet  to  John 
J.  Uadley  &  Co.,  18th  st  and  East  River.  No  other  sub-eon- 
tracts  have  bee*  awarded. 


John  F.  De  Baun  to  Rebuild  Thaw  Residence. 

FIFTH  AV. — John  F.  De  Baun,  1308  Broadway,  has  obtained 
the  genera!  contract  to  remodel  the  two  4-sty  dwellings,  1054- 
lt'r.55  5th  av,  into  a  single  residence  for  Benjamin  Thaw,  of 
Pittsburg,  Pa.  The  improvement  consists  of  a  2-sty  extension 
.■!2. 5x43.10  ft.,  new  stairways,  a  central  entrance,  with  a  bal- 
cony at  the  second  story  supported  by  columns.  The  first  story 
will  contain  a  circul.ir  dining  hall,  conservatory,  library  and 
music  room.  Mr.  Thaw  is  half-brother  of  Harry  K.  Thaw. 
Henry  Ives  Cobb,  42  Broadway,  is  architect. 


No  Architect  Yet  for  Dime  Savings  Bank. 

tiTH  AV. — The  Union  Dime  Savings  Bank,  Broadway  and  32d 
St.  informs  the  Record  and  Guide  that  no  plans  or  architect 
have  yet  been  selected  for  the  pew  bank  building  which  they 
will  erect  on  a  plot  at  the  northwest  corner  of  Gth  av  and  40tli 
st,  fronting  08.0  ft.  on  the  avenue  and  110  ft.  on  the  street,  op- 
posite Bryant  Park,  For  this  site,  upon  which  now  stands  5-sty 
Hats  with  stores,  the  bank  has  just  paid  $550,000,  and  has  sold 
its  property  in  Greele.v  sq.  at  Broadway  and  32d  st,  to  the  City 
Investing  Co.,  for  .$3,000,000,  about  4,000  sq.  ft.,  at  the  ratft  of 
?250  a  sq.  ft.  ,.jrhe  new  bank  will  be  low  in  design  and  will  be 
occupied  entirely  by  the  firm.  Just  what  style  of  architecture 
and  materials  to  be  used  is  also  at  this  time  undecided,  and  of 
course  no  awards  have  yet  been  made  for  construction. 


Bricklayers'  Union  No.  33,  with  headquartei-s  in  the  Bronx, 
has  endorsed  Architect  Michael  J.  Garvin  for  the  Democratic 
leadership  in  the  Thirty-third  Assembly  district.  The  action 
was  taken  at  a  regular  meeting  of  the  members  on  Monday  in 
liOefTler's  Hall,   148th  st   and     Willis  av. 


Apartments,  Flats  and  Tenements. 

127TH  ST.— Simon  Wolk.  1!  Ea.st  InOih  .st,  will  build  at  70 
East  J27th  st,  a  (i-sty  18-family  flat,  25x80.11  ft.,  to  cost  $30,- 
000.     Geo.  Fretl  Pelham,  503  5th  av,  is  architect. 

7TH  ST. — Frank  Straub.  10  East  14th  st,  is  planning  for  a 
5-sty  11-family  flat,  25x79.0,  for  Solomon  Salminsky,  195  Allen 
st,  to  be  erejted  at  .53  East  7th  st,  to  cost  $20,000. 

144TH  ST.— Henry  G.  Harris,  3  East  17th  st,  is  preparing 
plans  for  three  C-sty  flats,  .50.\80.11  ft.,  for  Rosenberg  &  Perel- 
son.  1"24  Bowery,  on  the  north  side  of  144th  st,  100  ft.  west 
of  7fh  av,  to  cost  $170,000. 

IIITH  S'J'.— Neville  &  Bagge,  217  ^^>st  ]-25th  st.  are  making 
plans  for  a  G-sty  10-family  flat,  .50x80.11  ft.,  for  Harry  Schiff, 
13  W&st  ri2th  st,  on  the  .south  side  of  111th  st,  1.35  ft.  east  of 
Riverside   Drive,   to   cost  $80,000. 

lOlST  ST. — C.  E  Meyers.  1  Union  sq,  is  planning  for  a  row  of 
five  6-sty  30-family  flat  buildings,  40x97.11,  for  R.  Kurzrok,  491 
Broadway,  to  be  erected  on  the  north  side  of  101st  st,  80  ft. 
east  of  Lexington  av,  to  cost  a  total  of  .$'245,000. 

AMSTERDAM  AV. — The  Polstein  Realty  Co.,  198  Broadway, 
wli  b:_iild  on  the  ea.u  side  of  Amsterdam  av,  between  114th 
and  1 15th  sts,  a  ro-v  of  five  O-sty  22-family  fiat  bulldmgs, 
40.11x90  ft.,  to  cost  .$220,000.  Geo.  Fred.  Pelham.  .503  5tn  av, 
is   planning. 


DwellingF. 

WEST  END  AV. — Carpent.-!',  Blair  &  Gould,  475  5ih  av,  are 
taking  bids  on  alterations  and  additions  to  the  residence  of 
Louis  IMouquin,  273  West   End  av. 

Bruce,  Price  &  de  Sibour,  1135  Broadway,  New  York,  have 
drawn  plans  for  a  $1.50.000  dwelling  for  the  Potomac  Realty 
Co.,  W.ashington.  D.  C  to  be  erected  on  16th  st,  between  N 
and   O  sts,   N.  W.,   Washington. 

M.\DlSf)N  AV.  —Figures  are  now  being  received  by  Thomas 
W.  Lamb,  244  5th  av,  tor  additions  and  alterations  to  tne  resi- 
dence of  Mr.    Steii.art,  northeast  corner  of  Madison  av  and  93d 

St. 


Churches. 

The  cornerstone  of  the  New  First  Baptist  Church  of  Long 
Island  City  was  laid  on  Monday.  The  edifice  will  cost  about 
$30,000. 

,117TH  ST. — Neville  &  Bagge,  217  "West  125th  st,  are  now 
taking  figures  on  a  brick,  stone  and  steel,  partially  fireproof 
church  and  i-ectory  for  St.  Paul's  Roman  Catholic  Church,  to 
be  erected  on  the  north  side  of  117th  st,  115  ft.  east  of  Park  av. 
The  Rev.  John  McQuiik.  154  East  117th  st,  is  pastor.  (See 
issue  Oct.  28,  1905.) 

IIOTH  .3T. — Hedman  &  Schoen,  302  Broadway,  have  awarded 
to  the  Schafer  Cairoll  Construction  Co.,  360  Lonox  av,  the 
general  contract  to  build  the  brick,  stone  and  steel  synago.gup, 
70x100.11  ft.,  for  the  Ohab  Zedek  Congregation,  190  Bowtry, 
on  the  south  side  of  IjOth  st,  200  ft.  west  of  5th  av,  at  an 
estimated   cost   of  .$00,000. 


Stables. 

5(!TH  ST. — Plans  are  ready  for  flguies  on  $20,000  worth  of 
improvements  to  the  0-sty  stable  Nos.  120  and  122  West  .5(!th 
st  for  the  Coleman  Stable  Co.,'  from  plans  by  John  H.  Knubel, 
318  West  42d  st.     No  contract  let. 

43D  ST. — No  contract  has  yet  been  awarded  for  remodeling 
the  4-sty  stable  Nos.  148-1.50  East  43d  st  for  the  Westcott 
Expre.ss  Co.,  47th  st  and  Madison  av,  to  cost  about  .$'20,000.  C. 
Abbott   French,   1.50  West   4th    st,   is  architect. 


Mercantile. 

13TH  ST.— Knight  &  Collins.  24  East  23d  st,  have  prepared 
plans  for  a  loft  building,  11-stys,  50x93  ft.,  for  the  American 
Felt  Co.,  110  East  13th  st.  to  be  erected  at  114-116  East  13th 
st,  to  cost  $210,000. 

MADISON  AV.— M.^.s^'is.  Schwartz  &  Gross,  35  We.st  21st  st, 
have  completed  plans  for  a  5«sty  ?oft,  building,  GOxlOO  ft.,  for 
the  J.  W.  Beekman  estate,  5  East  42d  st,  to  be  erected  at  Nos. 
417-421  Madison   av.     Figures  are  now  being  received. 

CTH  AV. — Plans  are  ready,  by  Maynicke  &  Franke,  298  5th 
av,  for  the  li-sty  store  and  office  building,  100.5x208  ft.,  which 
rhe  Hoftmaii  estate,  Broadway  and  Warren  st,  will  build  at 
7.3G-744  Gth  av,  at  a  cost  of  $350,000.  The  Improved  Property 
Holding  Co.,  of  which  Henry  Corn,  320  5th  av,  is  president,  are 
the  lessees.  Twelve  old  buildings  will  be  demolished.  No 
building  contracts  have  yet  been  awarded.  (See  issue  May  5, 
190G.) 
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Alterations. 

AV,  B.^-I.ouis  Abi'Minson,  DOS  East  lOSth  st,  is  malting  plans 
for  .^10.000' worth  of  alterations  to  northwest  corner  of  Av  B 
arid  Itilh  sf.     No  contract  let. 

lOTH  AV. — Samuel  Gross,  325  East  S-tth  st,  is  making  plans 
for  extensive  alterations  to  Nos.  641-C43  10th  av  for  Isaac  Hel- 
ler,  71   Nassau   st.      No   contract   let. 

Miscellaneous. 

D.  C  Baxter  &  Co.,  engineers,  New  York  City,  will  commence 
plans  at  once  for  a  power  plant  to  be  erected  by  the  Kent 
Traction  Co.  at  Chestertown,  Md.  The  cost  will  be  about 
$75,000: 

F.  S.  Napier  &  Co.,  of  Manhattan,  who  are  ownei-s  of  the 
Binghamton    Steel    Mill,    situated    on    Park    av,    in    Binghamton, 


will  erect  a  new  factory  to  manufacture  silk  dress  goods  at 
Sidney,   N.  T.,   valued  at  .f."55,000. 

J.  Broome,  123  Liberty  st,  is  preparing  plans  and  will  soon  be 
ready  for  figures  on  all  contracts,  separately,  for  a  manufact- 
uring plant  to  be  erected  at  Bayonne,  N.  J.,  for  the  J.  Ed- 
ward  Ogden  Co.,  147  Cedar  st,   Manhattan.     No  contract  let. 

Figures  are  being  received  by  A.  G.  C.  Fletcher,  1133  Broad- 
way, Manhattiin,  on  the  general  contract  for  a  3-sty  hospital, 
105x35  ft.,  to  be  erected  for  the  New  Rochelle  Hospital  Asso- 
ciation at  New  Rochelle,  N.  Y.     No  contracts  have  been  Issued. 

Kendall,  Taylor  &  Stevens,  03  Federal  st,  Boston,  Mass.,  are 
taking  figures  on  a  hospital  to  be  erected  at  Ashburton  and 
Park  avs,  Yonkers,  N.  Y.,  for  the  Yonkers'  Homeopathic  Hos- 
pital Corporation,  to  cost  $100,000.  Brick  and  steel,  2  and  3- 
stys,  135x62  ft. 

John   B.   McElfatrick  &   Son,    1402   Broadway,   Manhattan,   are 


What  '•  Monolith  "  Is. 

The  manufacturers  of  the  Ideal  Monolith  Building  Material 
claim  that  they  have  in  this  material  the  superior  of  all  build- 
ing materials  of  manufactured  product  and  of  some  of  nature's 
productions  also. 

There  is  ample  scope  for  such  materiul  in  this  age 
of  building  construction  and  the  demand  for  a  ma- 
terial which  will  meet  all  the  exigencies  created  by 
building  inspectors  and  fire  underv.'riters.  £.nd  yet 
be  readily  utilized  in  any  form  or  style,  and  supplant 
stone,  concrete,  or  wood,  with  economy,  .must  cer- 
tainly be  far  beyond  the  possibility  of  one  factory  to 
supply. 

Six  years  ago  Ideal  Monolith  was  subjected  to  ex- 
acting tests  on  the  advice  of  the  late  Edward  Atkin- 
son, whom  the  world  respected  as  an  expert  on 
"fireproof"  products.  The  tests  werfe  made  at  the 
Massachusetts  Institute  of  Technology  in  Boston 
under  the  direction  i>f  Professor  C.  L.  Norton, 
whose   report    says: 

"I   'have    made    a   series    of    tests   of    your    Monoliili 
floor.      It   is   a   good,  fire   retardant.      A   blast   of   hoi 
gases  3,000°   F.,  impinging  on  the  face  of  a  piece  of 
Monolith  floor,  %  in.  thick,  fails  to  ignite  the  wooden 
backing    for    upwards    of    twenty    minutes,    and    does 
not   in    that    time   seriously    damage   the   Monolith.      I 
should  rate   Monolith  as  a  better  non-conductor   than 
brick  or   tile  or  asbestos   mill-board.      Monolith   is   es- 
sentially   waterproof.       A    box    having    a    bottom    of 
Monolith   has   been   kept   full   of  water  in   my   labora- 
tory  for   nearly   two   months   without   showing   signs 
of   leakage,   and   on   drying  tlie  Monolith   appears   un- 
affected.     The    durability    of    Monolith    as    shown    by 
its   ability   to  stand   heavy   blows   without   fracture   is 
slightly   greater   than    in    the   case    of   oak   or   birch.      Slight    in- 
dentations, like  the  marks  of  nails  in  boot  heels  are  less  notice- 
able   than    in    hardwood.      Monolith    is    not    slippery    when    wet, 
and  takes  a  good,  smooth  surface,  and  appears  to  me  to  be  a 
very   satisfactory   floor.-  -C.   L.    Norton." 

The   Ideal    Monolith   is   already   used    as    flooring  stair   treads. 


continue  to  specify  it,  which  they  would  not  be  likely  to  do  if 
it    were  not  very  desirable. 

Wha!  is  this  Ideal  Monolith  and  why  are  thorough  architects 
applying  it  in  various  ways  are  two  questions  to  be  answered. 
It  is  a  dry  and  also  a  liquid  preparation;  its  composition  is  a 
chemical    secret.      When    the    two    preparations    are    combined 
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wainscoting,  bases  and  in  the  form  of  tile  flooring  on  wooden 
construction  with  or  without  the  use  of  concrete,  and  from  in- 
quiries it  appe'.irs  to  have  given  groat  sutisfaation  both  to 
architects,  builders  and  owners.  No  adverse  opinions  can  be 
learned.  One  of  the  best  proofs  of  the  value  of  this  new  build- 
ing  material  is  the  fact  that   the  same  architects  and  builders> 


A    VESTIBULE— TEN-POINT    STAR    DESipN. 
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it  forms  a  body  and  may  become  as  hard  as  stone  or  as  elastic 
and  pliable  as  hardwood.  It  may  be  applied  and  molded  for 
a  variety  of  building  purposes — sanitary  and  fireproof  flooring 
for  instance.  Put  down  in  plastic  shape  it  makes  a  continuous 
jointless  floor  surface,  and  when  "continued  around  the  walls  in 
the  shape  of  a  baseboard  to  a  height  of  six  inches,  makes  a 
floor  surface  that  is  sanitary,  dustless  and  absolutely 
fireproof. 

The  floor  surface  can  be  treated  and  flnished  the 
same  as  hardwood  floor.s.  Lar.ce  surfaces  can  be 
laid  oft  in  squares  and  the  entire  mass  of  the  floor 
surface  can  be  finished  to  match  woodwork  or  other 
trim  in  color  or  tints  to  harmonize-  with  tVie  sur- 
roundings, and  intricate  designs  of  gorgeous  lines  or 
delicate  tints  may  be  reproduced  in  facsimile.  The 
flojr  is  not  noisy  to  walk  upon,  neither  is  it  hard 
and  rigd  Uke  cement  or  tile  floor"?.  It  is  not  cold 
to  the  touch  and  retards  the  sound  of  footsteps  or 
other  noises  from  passing  below.  These  facts  re- 
garding Monolith  make  it  an  ideal  flooring  for  hos- 
pitals, schools,  sanitariums,  bathrooms,  toilets, 
kitchens  and,  in  fact,  every  place  where  it  is  neces- 
sary to  have  a  dustless,  noiseless,  sanitary,  fireproof 
floor  surface. 

The  stair  treads  and  risers  made  from  this  ma- 
terial have  many  advantages  over  wood,  stone  or 
concrete.  They  are  made  in  one  piece  and  have  cove 
corners,  while  the  ends  rest  on  stringers  and  the 
tread  of  one  step  rests  on  the  riser  of  the  one  belgvy. 
These  stairs  are  made  with  or  without  reinforce- 
mint  and  are  the  cheapest  fireproof  stairways  on  the 
market. 

The  wainscoting  of  Monolith  is  made  in  the  form  of 
sfabs,  which  are  secured  to  the  Wall  by  screws  or  ce- 
mented  with   the  same  material.     Acids  do  not  affect 
It   is   therefore   specially   applicable   for    toilets. 

Monolith    has    a    remarkable    field    of    usefulness. 


Monolith 

As    cement 

It  enables  the  tile  setter  to  lay  tile  floors  over  old  wooden  floors 
without   tearing  out. 

The  Sedgwick  Flower  Company,  of  1135  Broadway,  New  York 
City,  will  be  pleased  to  send  full  details  and  prices  on  application. 
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HE  Highest  Standard  of 
Instruction  in  Real  Estate 


We  teach  by  mail  how. to  bny  and  sell  real  estate.    We  teach  all  the  phases 

of  the  real  estate  business  thoroughly  and  exhaustively;  and  our  lessons  will 

bo  worth  hundreds  of  dollars  to  every  one  interested  in  real  estate. 

IT    18    THE    IDEAL    METHOD 

Write  for  Booklet  H,  which  will  tell  yon  all  about  it 
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preparing:  plans  for  a  new  theatre  to  be  erected  at  Washington, 
D.  C.  David  Moore.  1328  New  York  av,  N.  W.,  Washington, 
represents  clients  who  are  negotiating  for  the  site.  The  esti- 
mated cost  is  $100,000. 

The  Consolidated  Engineering  Co.  of  America,  •43  Exchange 
pi,  Manhattan,  is  now  taking  figures  on  a  fireproof  packing 
house  for  David  Smalley,  of  147  North  av,  Plainfield,  N.  J.,  to 
be  erected  at  Plainfield.  Tlie  structure  will  be  of  reinforced 
concrete  and  steel,  2-stys. 


Estimates  Receivable. 

JORALEMON  ST. — The  Fire  Department,  157-159  East  67th 
St,  is  now  taking  figures  on  two  high  pressure  pumping  stations, 
to  be  situated  on  Joralemon  and  St.  Edward  sts.,  Brooklyn, 
from  plans  by  Messrs.   Bernstein  &  Bernstein,  24  East  23d  St. 

STH  AV. — G.  B.  Johnson,  15  East  34th  st,  has  plans-  ready 
for  $10,000  worth  of  improvements  to  the  hall  and  ball  room 
northeast    corner   8th   av   and   40th   st   for   the    A.stor   estate,   29 


Duffy,  on  premises,  to  cost  about  $15,000.  R.  E.  Dusinberre, 
123  East  23d  st,  architect. 

The  Geo.  A.  Fuller  Co.,  Broadway  and  23d  st,  has  received 
the  general  contract  to  build  on  Massachusetts  av,  Washington, 
D.  C,  a  handsome  (•4-room  residence,  containing  sixteen  baths, 
elevator,  interior  marble  work,  to  cost  $2.50,000.  Plans  are  by 
Bruce    Price  &  De  Sibour,   1135  Broadway,  Manhattan. 

RIVERSIDE  DRIVE.— The  Eastern  Steel  Co.,  71  Broadway, 
has  Just  received  the  contract  for  structural  steel  and  iron- 
work on  the  new  apartment  house  on  Riverside  Drive,  south- 
east corner  of  80th  st,  12-stys,  100x100  ft.,  estimated  to  cost 
$350,000.  Ranald  H.  Macdonald  &  Co.,  20  West  34th  st,  is 
owner  and  general  contractor.  Chas.  E.  Blrge,  0  West  31st 
st,  architect. 

The  contract  for  building  the  arches,  draw  spans  and  ap- 
proaches of  Pelham  Bridge  over  Eastchester  Bay  in  Pelham 
Bay  Park,  the  Bronx,  has  been  awarded  by  the  Department  of 
Bridges   to   the  Godwin  Construction  Co.,  00  Wall  st.     The  work 


HOTEL    BELMONT— THE    ELEVATOR   ENCLOSURES   ARE    TREA 
Park  Avenue,  41st  and  42d  Streets. 

West  26th  St.  Bowling  alleys,  baths,  plumbing,  windows,  etc. 
No  contract  let. 

25TH  ST.— Frank  F.  Ward,  203  Broadway,  Is  still  taking 
figures  on  the  general  contract  for  the  5-sty  factory,  50x89  ft., 
for  the  Bishop  Gutta  Percha  Co.,  420  East  25th  st,  to  be  erect- 
ed at  428-4.30  East  25th  st,  at  a  cost  of  $57,000.  Henry  A. 
Reed,  420  Bast  25th  st,  is  president. 

145TH  ^T. — No  contract  has  yet  been  awarded  for  the  2-sty 
store  and  billiard  hall,  40x70.0  ft.,  which  Mi-s.  Martha  Mosher, 
Graham  Court,  7th  av  and  110th  st,  will  build  on  the  north  side 
of  145th  st,  100  ft.  west  of  Amsterdam  av,  to  cost  .$12,000. 
Chas.  E.  Blrge,  29  West  34th  st,  is  architect.  Brick,  frame  and 
glass  front,  asphalt  roof,  etc. 

BEACH  ST.— Louis  Korn,  353  5th  av,  has  plans  ready  for 
the  0-sty  warehouse,  25x80.3  ft.,  which  Samuel  Weil,  190 
Franklin  st.  Is  to  build  on  the  northwest  corner  of  Beach  and 
Greenwich  sts,  to  cost  $.30,000.  One  building  will  be  demol- 
ished, brick,  limestone  and  granite  exterior,  bluestone  coping, 
tin  roof,  steam  heat,  etc.    No  contract  let. 


TEU     IN     MARBLE     AND      ARE      COVERED      WITH      MIRRORS. 

Warren  &  Wetmore,  Architects. 

consists  of  six  reinforced  concrete  arch  spans,  each  105  ft.  long, 
betweeii  sprin.ging  lines,  and  52  ft.  wide,  and  a  Scherzer  rolling 
lift   bridge.     The  contract  price   is  $257,325. 


Contracts  Awarded. 

The  American  Bridge  Co.,  Manhattan,  has  received  the  struc- 
tural steel-  contract  for  the  new  municipal  building  to  be  erect- 
ed at  Seattle,  Wash.,  to  cost  $108,474. 

The  Abbott-Gamble  Co.,  32  Broadway,  Manhattan,  obtained 
the  contract  for  the  extension  of  the  underground  system  for 
the  Fitchburg  Gas  &  Electric  Lighting  Co.,  at  Fitchburg, 
Mass. 

Herbert  A.  Weeks  &  Co.,  24  East  28th  st,  Manhattan,  have 
obtained  the  general  contract  to  build  an  addition  to  the 
Bloomingdale  Hospital  at  White  Plains,  N.  T.,  to  cost  about 
$25,000.'  Bruce  Price  &  de  Sibour,  1135  Broadway,  are  the 
architects. 

24TH  ST. — The  Andrew  J.  Robinson  Co.,  123  East  23d  st, 
has  received  the  general  contract  for  extensive  improvements 
to   the    6-sty   stable   Nos.    533-535   West   24th    st    for   James    J. 


Bids  Opened. 

Bids  for  installing  vacuum  cleaning  plants  in  all  hospitals 
controlled  by  the  city  will  be  opened  on  Wednesday  by  Dr.  John 
W.  Brannan,  president  of  the  board.  The  plants,  it  is  ex- 
pected,  will   cost  $125,000. 

Bids  were  opened  on  Mond.ay,  Aug.  G,  by  the  Board  of  Edu- 
cation, for  the  demolition  of  present  and  the  general  con- 
struction of  the  new  office  and  storage  building  for  the  Board  of 
Education,  Brooklyn,  as  follows:  Chas.  H.  Peckworth,  at  $241,370, 
low  bidder.  Other  bidders  were:  John  Auer  &  Sons,  Thomas 
Cockerill  &  Son,   P.  J.  Brennan  &  Son. 

Bids  were  received  by  the  Fire  Commissioner  for  construct- 
ing three  steel  screw  propelling  flre  boats.  Contracts  were 
awarded  as  follows:  Boat  No,  1,  James  Reilly  Repair  &  Supply 
Co.,  7S  Beach  st,  $129,400.  Boats  No.  2  and  No.  3,  to  Harlan 
&  Hollingsworth,  11  Broadway,  at  $129,271  and  $125,47(5,  re- 
spectively. 


BUILDING      NOTES 


The  Board  of  Water  Supply  has  appointed  Mr.  Arthur  H. 
Pratt  an  as.sistant  engineer. 

Hemlock  lumber  Is  a  little  cheaper,  with  a  minimum  base 
price  of  $20  per  M.,  a  reduction  of  $2. 

The  North  Carolina  pine  mills  are  curtailing  output  about 
25  per  cent,  on  account  of  current  conditions. 

Josepli  H.  Wallace,  Temple  Court  Building,  Manliattan,  has 
been  appointed  engineer  in  charge  of  Improvements  to  the 
Roanoke  Navigation  &  Water  Power  Co.'s  plant  at  Roanoke 
Rapids,  N.   C,   to  cost  $100,000. 
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Prof.  Mansfield  Merriman,  M.  Am.  Soc.  C.  E.,  Professor  of 
Civil  Engineering  at  Lehigli  University,  with  Mr.  Clarence  W. 
Hudson,  M.  Am.  Soc.  C.  E.,  who  has  resigned  as  assistant  en- 
gineer of  the  Phoenix  Bridge  Co.,  will  open  offices  at  -15  Broad- 
way Sept.  1,  as  consulting  engineers.  They  will  give  special  at- 
tention to  investigations  and  reports  on  water  supply  and  water 
power,  the  design,  inspection  and  erection  of  bridges,  founda- 
tions, steel  buildings,  etc. 

Columbia'  University  has  erected  at  llGth  st  and  Broadway 
the  first  outdoor  reinforced  concrete  hand-ball  court  in  America. 
This  court  consists  of  one  wall  SO  ft.  long  and  15  ft.  6  ins.  high 
by  2%  ins.  in  thickness.  Every  20  ft.  a  buttress  is  built,  also 
21-2  ins.  thick.  There  is  not  one  pound  of  structural  steel  in 
these  walls,  as  the  reinforcing  consists  of  truss  metal  lath, 
the  sheets  of  which  are  temporarily  wired  to  temporary  stud.s, 
and  the  joints  of  all  sheets  are  broken  to  insure  perfect  bond. 
This  80-ft.  wall  by  .15  ft.  f!  ins.  high,  subject  to  wind  and 
weather,  is  an  example  of  what  can  be  done  with  2%-inch  walls 
when  properly  reinforced.  The  wall  is  built  the  same  as  truss 
metal  partitions  in  buildings,  and  technical  men  will  recognize 
in   it   a  striking  departure  'in   outdoor  work. 


Commei 

need. 

Dec. 

29, 

1894. 

Dec. 

29, 

1894. 

Dec. 

2!), 

1894. 

Dec. 

29, 

1894. 

Mar. 

25, 

1895. 

Feb. 

10. 

1900. 

Feb. 

27, 

19<J0. 

July 

14, 

1902. 

July 

14, 

1902. 

Feb. 

9, 

19(18. 

Feb. 

9, 

1903. 

Oct. 

15, 

1903. 

Oct. 

15, 

1903. 

Nov. 

7, 

1903. 

July 

6, 

1904. 

Oct. 

31, 

1901. 

Oct. 

HI. 

1904. 

Oct. 

HI. 

1904. 

Oct. 

HI. 

1904. 

Oct. 

HI. 

1904. 

Oct. 

HI, 

1904. 

Jan. 

2S, 

1905. 

Jan. 

2S, 

1905. 

Jan. 

28, 

1905. 

Feb. 

10, 

1905. 

Condemnation    Proceedings. 

According  to  the  Annual  Report  of  the  I..aw  Department  just 
published,  condemnation  proceedings  (other  than  street  open- 
ing proceedings)  were  pending  in  the  following  cases  at  the 
beginning  of  this  year: 

Dock  Department  Sites. 

Title. 

Harlem  River,  between  104th  and   105th  sts. 

North  River,  between  42d  and  43d  sts. 

North  River,  between  39th  and  41st  sts. 

North  River,  between  35th  and  30th  sts. 

West  St.  100  ft.  south  of  southerly  line  of  Perry  st. 

Pier  Old  15,  East  River. 

North  River,  between  10th  and  17th  sts,  and  be- 
tween 17th  and  18th  sts. 

Pier   Old  24,   East  River. 

North  River,  between  18th  and  23d  sts. 

North  River,  between  15th  and  ISth  sts. 

North  River,  between  41st  and  42d  sts. 

Pier  Old  23.  East  River. 

Piers  Old  23  and  24,  East  River. 

Pier  Old  IS,  East  River. 

North  River,  uplands,  between  West  20th  and 
West  22d  sts. 

Piers  Old  9  and  10.  East  River,  Manhattan. 

Piers  Old  19  and  20,  East  River,  Manhattan. 

Pier  Old  11,  East  River,  Manhattan. 

Pier  Old  13.  East  River,  Manhattan. 

Piers  Old  10  and  17,  East  River,   Manhattan. 

Pier  Old  14,  East  River,  Manhattan. 

Pier  Old  52,   East   River,  Gouverneur  slip. 

Pier  Old  51,  East  River,  Gouverneur  slip. 

Pier  Old  36,  East  River,  Market  Slip  Pier. 

North  River,  between  22d  and  23d  sts,  11th  and 
13th  avs. 

Public  School  Sites   (Boroughs  of  Manhattan  and  The  Bronx). 

1st  av,  between  9th  and  10th  sts,   17th  Ward. 

135th  st  and  Lenox  av,  12th  Ward. 

117th  st,  between   1st  and  2d  avs. 

Hester  and  Eldridge  sts. 

7th  and  8th  avs,  119th  and  120th  sts. 

05th  st,  between  Broadway  and  Amsterdam  av. 

Wendover  and  Washington  avs.   The   Bronx. 

Jackson  av,  Home  st  and  Boston  road.  The  Bronx. 

Pitt  and  Rivington  sts,  Manhattan. 

140th  st  and  141st  st,  between  Alexander  and 
Brook  avs.   The  Bronx. 

Andrews  av  and  Burnside  av.  The  Bronx. 

41st  and  42d  sts,  between  2d  and  3d  avs,  Man- 
hattan. 

176th  st  and  Prospect  av.  The  Bronx. 

Barrett  st  and  Fox  st,  The  Bronx. 

23d  and  24th  sts,  7th  and  8th  avs,  Manhattan. 

Amsterdam  av,  between  65th  and  0(!th  sts.  Man- 
hattan. 

Riter  place  and  Prospect  av.  The  Bronx. 

57th  st  and  2d  av,  Manhattan. 

Madison  and  Jackson  sts,  Manhattan. 

Houston  and  Clarkson  sts,  between  Hudson  and 
Varick  sts,   Manhattan. 

Av  A  and  82d  st,  Manhattan. 

Amsterdam  av,  btlween  129th  and  130th  sts,  Man- 
hattan. 

48th  st,  between  Sth  and  9th  avs,  Manhattan. 

Clinton,  Cherry,  Water  and  Montgomery  sts,  Man- 
hattan. 

Norfolk  and  East  Houston  sts,  Manhattan. 

East  157th  st.  between  Courtlandt  and  Melrose  avs, 

The   Bronx. 
Catherine  st,   south  of  Westchester  av.  The  Bronx. 

Christopher,  Hudson,  Grove  and  Bedford  sts,  Man- 
hattan. 

Oak,  James  and  Oliver  sts,  Manhattan. 


Dec. 

16, 

1897. 

Mar. 

18, 

1899. 

April 

16, 

1904. 

May 

17, 

1904. 

June 

0 

1904. 

June 

11, 

19<14. 

June 

11, 

1904. 

Sept. 

16, 

1904. 

Sept. 

16, 

1904. 

Sept. 

16, 

1904. 

Sept. 

16, 

1904. 

Sept. 

16, 

19tH. 

Nov. 

3, 

1904. 

Dec. 

19, 

1904. 

Dec. 

20, 

1904. 

Nov. 

21, 

1904. 

Feb. 

8, 

1905. 

Feb. 

8, 

190.5. 

Feb. 

15, 

1905. 

April 

14, 

1903. 

May  23,  1905. 

May  23,  1905. 

July  26,  1905. 

July  26,  1905. 


Aug. 
Sept. 


5,   1905. 
5,  1905. 


Oct     26,   1905. 
Oct.     26,  1905. 

Oct.     26,   1905. 


Public   School   Sites   (Brooklyn). 

Oct.  1,   1902.  Evergreen  av  and  Eldert  st. 

Fob.  19,    190.'?.  Noll  st  and  Central  av. 

Oct.  i:!,    190:',.  Hicks  and  Middagh  stt. 

April  18,    19tl4.  York   and   Bridge   sts. 

Aug.  .3,    1904.  Robinson   st,  west  of  Rogers  av. 

Aug.  3,   1904.  Knickerbocker    av,    between    Halsey    and    Wierfleld 

sts. 

Aug.  H.   1904.  Baltic  and  Warren  sts. 

Aug.  3,   1904.  Powell  and  Sackman  sts. 


Aug. 

3. 

1904. 

Aug. 

H, 

1904. 

Sept. 

29, 

19<14. 

Sept. 

29, 

1904. 

Sept. 

29, 

1904. 

April 

19, 

1905. 

April 

14, 

1905. 

Sept. 

5, 

1905. 

Sept. 

5, 

1905. 

Oct. 

2(i, 

1905. 

Nov. 

22, 

1905. 

Dec. 

23, 

1005. 

Sept. 

29, 

1904. 

Sept. 

21, 

1904. 

Nov. 

21, 

I!t04. 

Nov. 

21. 

1904. 

May 

26, 

1905. 

Oct.  1,  1902. 

Dec.  16.   1903. 

Sept.  21,  1904. 

Nov.  21,  1904. 

Dec.  20,  1904. 

Mar.  3,   1905. 

Mar.  4.   1905. 

May  23,  1905. 


Dec.    31,  1896. 


Nov. 
Oct. 


10,  1902. 
13,  1903. 


Feb.  13,  1903. 

Mar.  8,  1903. 

June  2,  1904. 

June  24,  1905. 

Feb.  15,  1905. 

Feb.  19.  1003. 

June  2,   1904. 

Sept.  5,  1905. 

Oct.  31,  1904. 


Dec.    16,  1901. 


Feb. 
July 
May 
June 


3,   1903. 

7.  1894. 
23,  1894. 
20,   1905. 


Osborn  and  Watkins  sts. 

Conover  st,   between   Wolcott  and  Sullivan  sts. 

Classon  and  St.  Marks  avs. 

5th  and  4th  sts. 

Ellery    st    and    Hopkins    av. 

(ith  av,  between  50ih  and  51st  sts. 

Marcy  and  Division  avs,  between  Keap  and  Rod- 
ney sts. 

Norman   av  and  Oakland  st. 

Av  G,  East  23d  and  East  54th  sts. 

St.   Marks  av,   west   of  Classon   av. 

Tillary.  Bridge  and  Lawrence  sts. 

Reid  av,  between  Lafayette  av  and  Van  Buren  st. 
Public  School   Sites   (Queens). 

Bergen  av  and  Henry  st. 
Public  School  Sites  (Richmond). 

Danube  av  and  Rhine  av,  west  of  Steuben  st. 

Maurice   av,   between   Columbia  av   and   Carroll   pi. 

Summit  st,  between  Garretson  and  Prospect  avs. 

Anderson  and  Clare  sts,  between  Clifton  and  Penn- 
sylvania avs. 

Library   Sites. 

Rodney  st,  Marcy  and  Division  avs,  Brooklyn. 
23d  st,  between  2d  and  3d  avs,  Manhattan. 
Central   av   and   Stuyvesant   st,    south   of   Hyatt   st, 

Richmond. 
Canal  and  Brook  sts,  Richmond. 
23d  st,  between  7th  and  Sth  avs,  Manhattan. 
95th  st  and  4th  av.   Brooklyn. 
East  23d  st,   near  3d  av.   Manhattan. 
145th  st,  west  of  Amsterdam  av. 

Sites  tor  Bridge  Approaches. 

East  River  Bridge  No.  2.  lands  for  approaches  in 
New  York  and   Brooklyn. 

East  River  Bridge  No.  2,   Brooklyn  term'Jial. 

East  River  Bridge  No.  2,  Delancey  st  widening, 
from  Clinton  st  to  the  Bowery. 

East  River  Bridge,  No.  2,  Manhattan  terminal,  Suf- 
folk, Norfolk,  Delancey  and  Broome  sts,  Man- 
hattan. 

East  River  Bridge  No.  2.  Delancey  st  widening,  be- 
tween Suffolk  and  Norfolk  sts,  Manhattan. 

East  River  Bridge  No.  3,  lands  on  Cherry  st  for 
New  York  Anchorage. 

East  River  Bridge  No.  3,  lands  on  Plymouth, 
Adams,  Washington  and  Water  sts,  for  Brook- 
lyn approach. 

East  River  Bridge  No.  3  approach,  Flatbush  av 
extension. 

East  River  Bridge  No.  3,  lands  on  Cherry  and 
Water  sts,  between  Pike  and  Market  sts. 

East  River  Bridge  No.  4,  lands  on  Av  A,  59th  and 
60th  sts,  Manhattan. 

Willis  Av  Bridge  approach. 

Vernon   Av   Bridge   extension. 

Brooklyn  Bridge  terminal  (Tryon  row,  etc.),  6th 
Ward,  Manhattan. 

Flushing  Creek  Bridge,  Jackson  av  and  Broadway 
(Queens). 

Park  Sites, 

Eastern  District  Park,   Berry,   Nassau   and  Lorimer 

sts,  Driggs  and  Manhattan  avs,  Brooklyn. 
Prospect  Park  addition. 
Riverside    Park    extension. 
St.   Nicholas  Park,  12th  Ward. 
27th  and  28th  sts,  between  9th  and  10th  avs. 


Nov. 

0. 

1900. 

Dec. 

11. 

1902. 

Dec. 

27, 

lfMi2. 

June 

4, 

1903. 

Mar. 

11, 

1904. 

Nov. 

11, 

1004. 

Nov.  3,   1902. 

Dec.  31,   1902. 

Nov.  13.   1903. 

May  2,   1904. 

May  4,   1904. 

July  28,   1904. 

Feb.  21,  1905. 


Oct.     27,   1905. 
Dec.    15.   1905. 


Oct.     27.   1905.     Corlears  Hook  Park,  additional  lands. 


Rapid  Transit  Sites. 

Broadway,  122d  to  1.35th  st. 

Joralemon   st,   Brooklyn. 

4th   av  widening.  Sth  and  9th  sts. 

Bergen  av  and  149th  st. 

Worth   and   Elm   sts,   Manhattan. 

Joralemon  and  Furman  sts,  Brooklyn. 

Watershed  Sites. 

Lakes  Mahopac  and  Kirk  and   Muscoot  River. 

Wampus  and  Rye  ponds. 

Towns  of  Yorktown,   Bedford  and  Somers. 

Elmstord  drainage  proceeding  (Saw  Mill  River). 

Cornell  Dam   (Ninth  Supplemental  Proceeding). 

"Wantaugh,"   Town  of   Hempstead,   Nassau   Counfv. 

Cross  River  Section,  Towns  of  Lewisboro,  Pound- 
ridge  and  Bedford,  Westchester  County,  Reser- 
voir "N." 

Wantaugh,  Town  of  Hempstead,  Nassau  County. 

Cross   River.    Reservoir   "N."    Westchester   County. 

Miscellaneous  Sites. 

Bellevue  Hospital  extension,  28th  and  29th  sts,  1st 

ave  and  East  River. 
Bronx  River  Bridge,  lands  on  Westchester  av. 
Canal  St  Dock  Improvement,  at  Stapleton,   S.   I. 
Pumping  Station  on  Joralemon,  Furman,  Willoughby 

and   St.   Edwards   sts,    Brooklyn. 
Pumping  Station   on  Oliver  st,  between  Water  and 

South  sts.  Manhattan. 
Thirteenth    Regiment    Armory    extension,    Jefferson 

and  Putnam  avs,  Brooklyn. 
College  of  The  City  of  New  York,  additional  lands 

at  Amsterdam  av,  between  1.39th  and  140th  sts. 
Gravesend  Pumping  Station  on  Av  S,  East  14th  and 

ISth  sts,   Brooklyn. 
Harlem  Hospital,  additional  lands,  Lenox  av,  1.36th 

and  137th  sts. 
Hospital    site.   Ocean   parkway,   Av   Y,   East   6th   st 

and  Canal  av.  Brooklyn. 
Massapequa  Pumping  Station.  Town  of  Hempstead. 
Police  Department  site,  5th  st,  between  Vernon  and 

Jackson   avs.   Queens. 
Public  bath,  Allen  st,   Manhattan. 
Richmond  Ferry  terminal,  Richmond  av  and  Ferry  st. 
Viaduct  site.  South  st,  St.  George,  S.  L 


Oct. 

20, 

1903. 

May 
May 
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6, 
8, 

1904. 
1904. 
1905. 
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8, 

1905. 
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15, 

1905. 
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•1904. 

Nov. 
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1904. 
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1903. 

July 

17, 
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Nov. 
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IN  THE  REAL   ESTATE  FIELD 
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Real  Estate  and  Building  Statistics. 

Th*  following  are  the  comparatlTe  t&bles  of  Manhattan,  The 
Bronx  and  Brooklyn  of  the  Conveyances,  Mortgagee  and  Pre- 
jected  Buildings  for  the  corresponding  weeks  of  1905  and  1006: 

MANHATTAN    AND    THE    BRONX. 

CONVKTANOB8. 

IS06.  1905. 

Aug.  3  to  9,  mo.  Aug.  4  to  10,  Ino. 

Total  No.  tor  Manhattan 328    Total  No.  for  Manhattan  232 

No.  with  oonslderatlon IS    No.  with  consideration..  19 

Amount  InTOlved 11,624,600    Amount  InTOlred $568,850 

Numbernominal 815    Number  nominal 213 


Total  No.  Manhattan,  Jan.  1  to  date 

No.  with  consideration,  Manhattan,  Jan. 

1  to  date 

Total  Amt.  Manhattan,  Jan.  1  to  date. . . . 


1906. 
15,472 


932 
1150,187,419 


1905. 
15,384 

1,213 
$59,345,910 


Total  No.  for  the  Bronx. 
N<k  with  consideration., 

Alhount  involved 

Number  nominal 


Aug. 


1906.  1905. 

8  to  9,  Inc.  Aug.  4  to  10,  Inc. 

228  Total  No.  for  The  Bronx  148 

21  No.  with  consideration..  17 

1490,240  Amount  Involved »65,340 

207  Numbernominal 131 


Total  No.,  The  Bronx,  Jan.  1  to  date 

Total  Amt.,  The  Bronx,  Jan.  1  to  date... 
TotaS  No.  mftntaallaii  and  Tbe 

Bronx.  Jan.  1  to  date 

Total  Amt.  Manhattan  and  The 

Bronx,  Jan.  1  to  date 


1908. 
8,381 
16,073,808 

23,833 

136,261,223 


1905. 
9,141 
19,834,948 

24,313 

•  69,180,838 


Aseeaaed  Value,  laanbattau* 


Total  No.,  with  Consideration 

Amount  Involved 

Assessed  Value 

Total  No,,  Nominal 

Assessed  Value 

Total  No.  with  Consld.,  from  Jan.  Ist  to  date 

Amount  Involved "  " 

Assessed  value '*  " 

Total  No.  Nominal "  " 

Assessed  Value "  " 


1906. 

Aug.  3  to  9,  Inc. 

13 

11,524,600 

$1,176,000 

31B 

»8,942,800 

932 

$50,187,419 

$35,066,275 

14,540 

$478,021,600 


1905.- 
Aug.  4  to  10,  ing 

$668,851? 

$335,50" 

213 

$9,560,000 

1,213 

$59,845,010 

$40,779,557 

14,171 

$481,209,284 


UORTaAGES. 


Total  number  — 
Amount  involved. 

No.at6V 1«6 

Amount  involved $1,878,189 

N  Q.  a t  5  J4  >{ •■ 

Amount  Involved 

No.   at  5KK 10 

Amount  Involved $201,619 

Ne.atSSiH 

Amount  Involved 

No.atSX 67 

Amount  Involved 12,211,400 

N«.at4«« 

Amount  involved 

No.at4'^?i 24 

Amount  Involved $1,087,045 

N«.  %t*''iK. 
nt  lnt( 


1908.  1906 

, -Aug.  3  to  9,  inc.— — .  . — Aug.  4  to  10,  ino 

Manhattan.         Bronx.  Manhattan.         Bronx. 
845                   166  144  82 

»7, 123,694    $1,254,005  $1,895,222        $264,469 
62  118  55 

$369,438  $1,408,968        $167,050 


29 
$118,250 


9 
$109,600 


10 

$44,580 


64 

$350,394 


12 
$242,500 


17 
$52,839 


$240,000 


5 
$100,500 


■olved. 


At&aunt  I 

N6.  at4« 1 

Aflieunt  Involved.  $2,000 

Number  at  3 'i'H 

AKdun*  involved 

Nnmwrat  2!,iX 

Am'*tttli  Involved 

N».  Without  Interest 57 

Amount  Involved $1,743,441 

Ne.  above  to   Bank,   Trust 

and  Insurance  Oompanles  55 

Amount  Involved $2,362,075 

Total  No.,  Manhattan,  Jan.  1  to  date 

Total  Amt. ,  Manhattan,  Jan.  1  to  date 

Total  Wo,,  The  Bronx.  Jan.  1  to  date 

Total  Ami.,  The  Bronx,  Jan.  1  to  date 

Total  No.,  inanhattan  andTbe 

Bronx,  Jan.  1  to  date  

Total  Ami.  iTtanliattan  »  nd  Tbe 

Bronx,  Jan.  1  to  date       


1 

$1,600 


2 
$33,764 


19            

$184,325           

13                     18                     10 
$224,500       $285,200          $62,500 

1906. 

12,405 

1233,268,167 

5.987 

146,040,246 

1905. 

15,528 

♦407,975.597 

7,623 

$68,821,736 

18,392 

23,131 

«2r9,308,4l3 

•476,797,333 

BROOKLYN. 


OONVETANOEB. 


Total  number 

No.  with  consideration  

Amount  involved 

Number  nominal 

Total  number  of  CouToyancea, 

Jan.  1  to  date 

Total  amount  of  Couveyancee, 

Jan.  1  to  date 

MORTGAGES. 

Total  number 

Amount  involved 

No.  ate V 

Amount  Involved 

No.  at  5  K?4 

Amount  involved 

No.  at  5  Vi Ji 

Amount  Involved 

No.  at  5i% 

Amount  Involved 

No.  at  5!4  

Amount  Involved 

No.  at  i^fi 

Amount  Involved  

No.  at  4H 

Amount  Involved 

No.  at  \% 

Amount  Involved 

No.  without  Interest 

Amount  Involved 

Total     number    of    inortg:ag^va. 

Jan.  1  to  date 

Total    amount    of    mortgrag^ca, 

Jan.  1  to  date 


PROJECTED   BUILDINGS. 


No.  of  New  Buildings     ..,,»...,,.■..*«.: 

Estimated  cost 

Total    No.    of    Ne-nr  Buildlngra, 

Jan.  1  to  date 

Total  Amt.  of  New  Buildingra, 

Jan.  1  to  date 

Total   amount  of    Alteration*. 

Jan.  ]  to  date 


lone. 

Aug.  2  to  8,  Inc. 

1,077 

52 

$191,380 

1,025 

32,195 

•  19,938,619 


831 

$2,772,882 

440 

H, 073.902 

131 

«620,967 

1 

$2,200 


1905. 

Aug.  3  to  9, Inc. 

779 

04 

$429,506 

715 

27,398 

•20,902,837 

475 

$1,596,974 

826 

$1,005,896 

68 

$247,100 


231 
$1,011,258 


1 

$1,000 


1 

$1,000 

1 

$2,000 


22 
$64,555 

24,191 

24,956 

100,443,894 

$140,378,0  1 

118 
$1,081,985 

246 
$1,503,600 

5,138 

5,108 

•  37,381,927 

•49,998,179 

•3,313,113 

•3,280,027 

PRIVATE    SALES    MARKET 


PROJECTED   BUILDINGS. 


E.vceptionally  interesting  announcement.^  in  tlie  first  part  of 
tlie  week  were  not  imitated  sufficiently  in  later  days  to  give 
the  real  estate  market  of  the  v.-eek  any  marked  distinction 
from  other  dull  ones  in  mid-summer.  Wliile  trading  is 
mediocre,  conditions  are  developing  in  other  ways  very  satis- 
factorily to  real  estate  and  building  interests.  From  the  upper 
parts  of  the  Bronx  reports  come  of  a  scarcity  of  apartments, 
of  the  avail.ibility  of  money  for  small  loans,  and  of  splendid 
opportunities  for  builders,  which  is  intelligence  that  quite 
counteracts  the  rumors  of  over-production  of  apartments  in 
the  lower  eastern  sections  of  that  borough.  South  Brooklyn, 
which  has  done  a  great  deal  of  brick  building  this  year,  ofters 
homes  for  a  thousand  families  in  the  fall,  and  is  confident 
that  there  will  not  be  many  vacancies  left.  Property  every- 
where is  held  at  the  highest  levels  of  the  era,  and  in  many 
wards  cf  the  greater  city  movements  seem  to  have  slowed  down 
for  that  reason  more  than  on  any  other  account.  In  the  con- 
struction departments  the  amount  of  work  in  hand  is  very 
great,  and  the  projected  work  is  not  after  all  very  much  less 
than  it  was  a  year  ago  in  Manhattan  and  the  Bronx.  In  Brook- 
lyn it  is  greater,  and  in  Queens  very  much  so.  I^abor  forces 
are  all  at  work  and  contented  with  conditions;  apartments  in 
most  parts  are  rented  better  than  ever,  and  on  the  whole  any 
large  view  of  the  situation  which  for  the  moment  forgets  the 
tempo:-ary  speculative  dullness  and  money  tightness  must  give 
extremely   satisfactory   results. 


rotal  No.  New  Buildings : 

Manhattan 

The  ^ronx 

Aug.  4  to  10,  ino. 
24 
33 

Aug.  6  to  11,  inc. 
80 
87 

Grend  total 

67 

$1,118,900 
482,800 

ll7 

Total  Amt.  NS..V  Buildings  : 

Manhattan 

•2,249.900 

774.850 

»1, 601, 700 

»299,465 
14,175 

♦3,024,750 

Total  Amt.  AlteraUons : 

Manhattan 

$265,325 

The  Bronx 

12,350 

Grand  total 

1813,640 

1,258 
1.472 

2,725 

184,981,430 
19,788,595 

$277,675 

Total  No.  of  New  Buildings : 

Manhattan,  Jan.  1  to  date 

1,597 

The  Bronx,  Jan  1  to  date 

1,485 

mnbtn-Bronx,  Jan.  1  to  date 

Total  Amt.  New  Buildings  : 

Manhattan,  Jan.  1  to  date 

3,082 

$79,809,887 

The  Bronx,  Jan.  1  to  date 

25,751,825 

mnbtn-Bronx,  Jan.  1  to  date 

T,»tal  Amt.  Alterations : 

mnbtn-Broux   Jan.  1  to  4«te 

•  104,770.025 
•  14,311,038 

•  103,361,712 
•10,281,310 

South  of  59th  Street. 

BLEBCKER  ST. — E.  V.  Pescia  Co.  sold  for  a  client  the 
three  3-sty  brick  tenements,  101-193-19.5  Bleecker  st,  between 
Minetta  and  Macdougal  sts,  07x75.  The  property  will  be  im- 
proved with  a  6-sty  tenement. 

Sale  of  Old  East  Side  Holdings. 

HESTER  ST. — The  Daniel  Braine  estate  sold  3.5  Hester  st 
and  42  and  44  Allen  st,  three  5-sty  tenements,  owned  by  them 
for  137  years.  Eighteen  signatures  were  affixed  to  the  deed  of 
transfer. 

MONROE  ST. — Julius  H.  Rciter.  as  attorney,  bought  tor 
Israel  Solomon  89  Monroe  st,  a  5-sty  tenement,  25x100. 

MONTGOMEK'S  ST. — John  H.  Rider  bought  for  David  Berk- 
man  and  Li'uis  H.  Silver  the  northwest  corner  of  Montgomery 
and    Monroe   sts,    a   6-sty    tenement,   4Sx75. 

13TH  ST. — Julius  H.  Reiter,  as  attorney,  bouglit  GOl  East 
13th  st,  a  7-sty  tenement,  25x103.3. 
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loTH  ST. — G.  Freeman  sold  for  Moses  Morris  to  K.  Sofinsky 
317  East   l.'ith  st,  a  5-sty  tenement,  •j;!x]03.3. 

4(»TH  ST. — The  Century  Realty  Co.  bought  from  Ralph  A. 
Kellogg  10.")  to  111  West  4nth  st,  four  5-sty  flats.  92x9S.'.»,  ad- 
joining the  northwest  corner  of  (!lh  av  and  40th  st,  which  was 
sold  to  the  Union  Dime  Savings  bank  as  a  site  for  its  new 
building. 

ri4TH  ST. — A.  W.  Miller  &  Co.  sold  for  M.  Kamak  to  Ilarnet 
Blum  and  Adolph  Kasner  425  West  .54th  st,  4 -sty  from  and  rear 
tenenifnts,   2.5xl00..5. 

5(;tH  ST. — David  Bernbaum  sold  to  Morris  E.  Gossett  412 
West  JiOth  st,  a  5-sty  fiat,  25x01.2. 

AV  B. — Julius  H.  Reiter,  as  attorney,  bought  for  Berkman 
&  Gutterman  275  and  277  Av  B  and  (101  East  COth  st,  three  5-sty 
tenements,  42x03. 

Sale  of  Old  Landmark. 

The  City  Investing  Co.  bought  from  the  directors  of  the 
Union  Dime  Savings  Bank  for  .$l,0(Ki.OOi>  the  bank  property  at 
the  southerly  junction  of  Broadway,  32d  st  and  Cth  av,  a  0-sty 
building,  fronting  42.3  ft.  on  Broadway,  39.(!  ft.  on  (5th  av  and 
a  block  front  on  32d  st.  The  price  averages  .f2.50  a  square 
foot.  The  bank  will  continue  to  occupy  the  old  building  until 
May,  1908,  when  a  new  structure  will  be  ready.  A  new  site  has 
been  acquired  at  Cth  av  and  40th  st,  fronting  on  Bryant  Park, 
diagonally  opposite  the  Beaux  Arts  Building,  price  paid  being 
$.550,000.  The  proposed  •  building  will  be  highly  ornamental, 
to  be  used  solely  for  banking  purposes,  taking  in  100  ft.  street 
frontage,  allowing  10  ft.  for  light.  Dennis  &  Preston  were  the 
brokers. 

EAST  BROADWAY.— John  H.  Rdcr  .sold  for  Berkman  & 
Kovner  1.58  East  Broadway,  running  through  to  30  Canal  st, 
two  5-i^ty   tenements,  25x112. 


North  of  59th  Street. 

OlST  ST. — Nathan  Kempner,  pre.'sident  of  the  New  Amster- 
dam Realty  Co.,  bought,  for  his  own  occupancy,  from  Lena 
Aronson,  39  West  91st  st,  a  4-sty  brownstonc  private  dwelling, 
18.9xl(KJ.8. 

97TH  ST. — Douglas  Robinson,  Charles  S.  Brown  &  Co.  sold 
for  the  Lincoln  Trust  Co.  to  a  client  of  H.  M.  Fisher  204-0-8 
East  y7thst.  tliree  4-sty  flats.  81x100.11,  100  ft.  east  of  .'Jd  av. 
The  buyer  will   improve   the  property   with   stores. 

104TH  ST. — Emanuel  E.  Fox  bought  from  Henry  C.  Strohman 
133  West  104th  st,  a  7-sty  fireproof  apartment  house,  the  Iowa, 
on  plot  SOxlOtl.ll.  The  selling  price  is  said  to  be  $1.30,000. 
Watkins  &  Co.   were  the  brokers. 

107TH  ST. — Samuel  L.  Golden  sold  for  Louis  Phillips  to  P. 
Goldringe  02  and  04  East  107t'h  st,  two  5-sty  tenement  houses, 
50x100.11. 

112TH  ST. — E.  Sciiwarzer  sold  for  Kramer  &  Ro.senthal  to 
Mrs.   A  unit  Lilfer  tho  5-sty  single  flat  13  East  H2th  st,  10x100. 

118TH  ST. — The  Harlem  Realty  Exchange  sold  for  Mrs. 
Anna  C.  Stolzenberg,  227  and  229  East  118th  st,  two  5-sty  triple 
flats,  .50x100. 

1.33D  ST.— The  Terra  Firma  Realty  Co.  bought  ot  Jen.nie 
Taylor  Wells  the  5-sty  apartment  house  208  West  1.33d  st, 
37.0x90.11.     ThoK.   H.   Henneberry  was   the  broker. 

Realty  Company  Formed  by  Property  Owners. 

151ST  ST. — Property  owners  in  West  1.50th,  151st  and  1.52d 
sts,  between  Broadway  and  Amsterdam  av,  represented  by  L. 
H.  Slawson,  Geo.  R.  Cannon  and  Jacob  Scheer,  have  purchased 
the  G-sty  flat  .525  West  151st  st,  which  was  leased  recently  by 
the  Afro-American  Realty  Co..  with  the  idea  that  the  white 
tenants  were  to  move,  the  building  to  be  occupied  exclusively 
by  colored  people.  To  prevent  this  undesired  invasion,  the  com- 
pany was  formed,  and  an  effort  will  be  made  to  preserve  the 
rights  of  land  owners  in  the  section.  This  shows  the  good 
effects   of   organization. 

Sale  of  the  Balmoral. 

LENOX  AV. — Sundel  Hyman  bought  from  Henry  J.  Mc- 
Guckin  the  Balmoral  Hotel,  a  5-sty  building,  201.10x125.  The 
property  covers  the  eastern  block  front  on  Lenox  av,  between 
113th  and  114th  sts. 


The  Bronx. 

109TH  ST.— Henry  M.  and  Joel  H.  Ribeth  sold  for  Mr.s.  A. 
Schaaf  979  iJast  100th  st,  a  3-sty  frame  single  flat,  25x100,  to 
an  inveitor. 

GRANT  AV. — Wm.  Peters  &  Co.  sold  for  a  client  to  Mr. 
Robert  Adelmann  a  2-family  dwelling  known  as  509  Grant  av, 
Van  Nest. 

ST.  ANN'S  AV.— Goldberg  &  Wolfson,  1.32  Nassau  st,  sold 
for  Chas.  Kausen  to  B.  J.  Zeeman  150  St.  Ann's  av,  4-sty 
store,   20x80,   and  resold  same  to  Chas.   Solomon. 

GRANT  AV. — Wm.  Peters  &  Co.  sold  for  A.  Decker  to  Mr. 
F.  Blodgett  a  2-family  dwelling  known  as  .5'28  Grant  av.  Van 
Nest;  also  adjoining  lot  to  the  same  purchaser  for  Joseph  C. 
Luke. 

EDWARDS  AV.— Wm.  Peters  &  Co.  sold  for  Dr.»Mark  L. 
Brown  to  Mr.  Rieper  three  lots  on  Edwards  av,  Seton  home- 
stead, Westchester;   for  Mr.   Eisen  to  a  client  a  lot  north  side 


of  Columbus  av.  near  Bronxdale  road;  for  Mrs.  O'Rourke  to  a 
client  a  lot  south  side  of  Morris  Park  av,  125  ft.  west  of  Bronx- 
dale  road;  for  A.  Breyhan  to  a  client  a  2-family  dwelling  on 
Bronx  Park  av.  near  Tremont  av,  in  exchange  for  a  2-family 
dwelling  on   Victor  .st,   near  Morris  Park  av,  Van   Nest. 


Leases. 

F.  Vazzana  &  Co.  leased  the  two  0-sty  tenements  438-440| 
East  13th  st  for  a  term  of  years.  ' 

Cuozzo  &  Gagliano  Co.  leased  for  Richuean  &  Rosenfeld  tor 
a  client  the  0-sty  apartment  house  19.57-19.50  1st  av  tor  a  term!' 
of  years,   at  an  aggregate  rental  of  .$.30,000. 

Chris.  Schierloh  leased  the  following  properties  for  a  long 
term  of  years:  House  310  West  .58th  st  for  the  estates  of  I.  &, 
S.  Bernheimer,  and  408  West  5Sth  st  for  Daniel  Meenan. 

Heil  &  Stern  leased  for  the  J.  C.  Lyons  Building  and  Oper- 
ating Co.  18-22  West  18th  st,  three  lofts,  comprising  42,0IJ(J 
ft.  of  space,  for  a  term  of  years  at  a  total  rental  of  ,$100,000. 

Charles  E.  Duross  leased  the  store  and  basement  1.53  8th  av 
for  William  Devery  to  J.  Kaufman;  also  leased  the  third  loft 
at  075  Hudson  st  for  G.  P.  Schinzel  to  George  Murray  Manu- 
facturing  Co.  I 

Home    for    Working    Girls. 

Loin's  Schrag  and  Douglas  Robinson.  Chas.  .S.  Brown  &.  Co., 
leased  to  John  S.  Huyler  444  West  23d  st,  a  4-sty  and  base- 
ment dwelling,  which  will  be  used  and  known  as  the  "Coopera- 
tive Home  for  Working  Girls." 

Mirabeau  L.  Towns  and  associates  leased  to  the  R.  P.  Murphy 
Hotel  Co.  the  remodeled  Vendome  Hotel,  southeast  corner  of 
Broadway  and  41st  st,  for  a  term  of  fifteen  years,  on  a  gradu- 
ated scale  of  rental   ranging  from  .$80,000  to  $105,000  yearly.         S 


Suburban. 

Mf'ntgomery  Maze  bought  from  Cornelius  G.  Blauvelt  the 
old  Blauvelt  homestead  of  100  acres,  lying  between  Pearl  River 
and  Orangeburg.  The  property  has  been  held  by  members  of 
the  family  for  more  than  100  years. 

Howard  P.  Wheeler  is  pushing  the  work  of  developing  Flush- 
ing Heiphts  (the  Mann  farm).  The'  tract,  which  lies  to  the 
north  of  the  Hempstead  road,  contains  30  acres,  or  over  COO 
lots,  and  will  be  placed  on  the  market  about  Sept.  1.  A  large 
force  of  men  and  teams  are  at  work  grading,  and  the  macadam- 
izing will  soon  be  commenced. 

At  Queensboro  Hill,  lying  just  across  the  Hempstead  turn- 
pike from  Flushing  Heisrhts,  the  work  of  paving  and  macadam- 
izing is  being  pushed.  The  grading  and  macadamizing  now 
being  done  is  largely  on  Highland  and  Hillcrest  avs,  the  highest 
point  on  the  property.  The  view  from  t'.his  point  is  fine,  and 
is  expected  to  be  the  location  of  the  highest  class  residences 
on   the  tract. 

The  demand  for  apartments  in  the  Hunter's  Point  section  is 
still  strong,  despite  the  usual  midsummer  dullness  in  the  rent- 
ing line.  'When  the  fall  season  opens  up  it  is  expected  to  be 
much  greater.  The  new  5-sty  store  and  flat  house  which  is 
no'A'  in  course  of  completion  at  Crescent  and  13th  sts,  will  be 
done  in  a  month  or  so  and  it  is  said  that  every  apartment  will 
be  rented  by  the  time  the  plaster  is  dry  on  the  walls.  This  is 
the  first  5-.sty  tenement  of  its  kind  to  be  erected  in  this  section. 
The  Langley  apartment,  house  on  11th  st  comes  under  a  some- 
what different  classification,  for  it  has  no  stores.  It  is  likely 
that  this  new  bouse  will  be  followed  by  others  as  soon  as  the 
success  of  the  venture  is  assured  and  builders  are  brought  to  see 
that  structures  of   that  sort   are  safe  investments. 

William  P.  Jones,  broker,  of  Brooklyn,  reports  the  following 
sales:  for  Eugene  W.  Lane  to  private  investor,  .35  acres  at 
Manor,  Town  of  Brookhaven,  L.  I.;  for  Eugene  F.  De  Lee  Ree 
to  a  private  investor,  44  acres  at  East  Manor,  town  of  Brook- 
haven,  L.  I.;  for  Aaron  Reidell  and  Mary  Reidell  to  a  private 
investor,  two  lots,  25x100  ft.  each,  west  side  of  Atfield  st,  325 
ft.  south  of  Broadway,  Dunton;  for  Marie  Eisemann  to  J. 
Reuben  Covert  and  Chas.  H.  Acker,  lot  25x184  ft.  south  side  of 
Irving  av.  100  ft.  east  of  Chichester  av,  Jamaica;  for  Robert 
B.  Patterson  to  a  private  investor,  10  lots,  each  20x100,  north- 
east corner  of  Grant  av  and  Walnut  st,  and  three  lots,  each 
20x100.  south  side  of  Fulton  st.  20  ft.  east  of  Grant  av,  Rich- 
mond Hill;  for  N.  Y.  Mutual  Real  Estate  Association  to  Ru- 
dolph Ossenfort,  the  2-sty  double  house  on  plot  50x100,  south 
side  of  5th  av,  50  ft.  west  of  Pearl  pi,  Springfield.  L.  I.;  for 
Caroline  T.  Bellsmith  to  William  J.  Peck  and  Grace  C.  Peck, 
five  lots,  each  2.5x100,  north  side  of  Long  View  av,  109  ft.  east 
of  Myrtle  av,  and  the  lot,  25x100,  on  east  side  of  Myrtle  av, 
100  ft.  north  of  Long  View  av,  Corona;  for  David  S.  Yeoman 
to  Patrick  Doherty,  two  lots,  each  20x100,  east  side  of  Milford 
st,  150  ft.  south  of  Blake  av;  for  J.  Reuben  Covert  and  David 
I.  Maufer  to  a  private  investor,  the  plot.  100x100.  northeast 
comer  of  Leggett  av  and  Roswell  pi,  Woodhaven;  for  Thos.  H. 
Harper  to  Wm.  B.  Codling,  72  acres  on  the  Peconic  River, 
Calverton,  town  of  Brookhaven,  L.  I.;  for  Michael  Newman  to 
a  private  investor,  lot  •2-5x120,  west  side  Lawn  av,  GOO  ft. 
south  of  Belmont  av,  Ozone  Park. 
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REAL     ESTATE     NOTES 


West  13(!th  st,  between  Broadway  and  Riverside  Drive,  is  to 
be  asphalted. 

Westchester  av,  between  West  Farms  road  and  Whitlock  av 
(5  bloclcs),  is  about  to  be  sewered  at  an  expense  of  $17,400. 

Crotona  av,  between  East  189th  st  and  the  Southern  Boule- 
vard, has  been  graded,  curbed  and  flagged  and  is  about  to  be 
sewered  prior  to  being  paved. 

Some  good  building  lots,  highly  situated,  near  the  main  line 
of  the  Erie  Railroad,  at  Rutherford,  N.  J.,  are  offered  for  sale 
cheap  for  cash.  Address  F.  H.  Dow,  507  West  158tli  st.  New 
York  City. 

Some  concessions  in  rentals  are  being  made  in  South  Brook- 
lyn, where  there  is  said  to  be  full.v  a  thousand  apartments 
ready  for  fall  renting,  though  owners  are  confident  that  there 
are  none  too  many  for  the  requirement.  If  there  should  be 
many  vacancies  by  Thanksgiving,  it  will  be  the  first  time  in 
several  years. 

John  N.  Golding  has  sold  for  tlie  Graffiin  estate  to  the  New 
York  Central  &  Hudson  River  Railroad  Co.  fifty  acres  at  Little 
Ferry,  N.  J.  The  property  will  be  added  to  the  freight  yards 
of  the  Weehawken  terminal.  The  land  adjoins  the  New  Dur- 
ham end  of  the  terminal  property,  and  is  needed  for  car  storage 
and   switching   purposes. 

West  102d  sL,  between  Broadway  and  Riverside  Drive,  is 
to  be  regraded.  Title  to  this  block  has  been  legally  acquired, 
and  the  street  has  already  been  graded,  curbed  and  flagged. 
There  are  a  large  number  of  buildings  upon  the  abutting  prop- 
erty. The  grade  of  the  street  was  altered  in  connection  with 
the  Riverside  Drive  improvement,  the  crown  located  approxi- 
mately in  the  centre  of  the  block  having  been  removed  and 
the  elevation  at  the  Riverside  Drive  raised  a  little  over  Itj  ft. 
The  reconstruction  of  the  sewer  has  already  been  authoriz-ed, 
and  the  Riverside  Drive  improvement  has  progressed  to  such 
an   extent   that   the  street   may   now   be  connected  with   It. 

The  grading  of  Clason  Point  road,  between  Westchester  av 
and  the  East  River,  has  been  authorized.  A  resolution  'for 
acquiring  title  to  Clason  Point  road  between  the  same  limits 
was  adopted  on  April  14,  lOOij,  by  the  Board  of  Estimate,  and 
the  oaths  of  the  Commissioners  of  Estimate  and  Assessment 
were  filed  on  April  20  last.  The  improvement  affects  almost 
the  entire  length  of  the  street,  or  a  little  over  two  miles.  At 
the  present  time  there  is  no  street  system  in  use  through  tlie 
territory  to   be  traversed   by   this  road,   although   tlie  old  Clason 


for  the  new  flat  on  the  south  side  of  Floyd  st,  200  ft.  east,  of 
Tompkins,  from  plans  by  Samuel  Sass,  23  Park  row. 

BRISTOL,  ST.— Danmar  &  Co.,  Liberty  and  Thatford  avs,  have 
plans  for  15  G-family  houses,  on  the  west  side  of  Bristol  st,  100 
ft.  south  of  Livonia  av,  for  A.  Kennedy,  and  M.  Gorman,  127 
Bristol  St.     Cost,  $90,000. 

BUSHWICK  AV.— R.  T.  Rasmussen.  Graham  av,  has  com- 
pleted plarns  for  a  store  and  flat  for  J.  Macrooft,  4(1  Graham 
av,  on  the  east  side  of  Bushwick  av,  50  ft.  south  of  Forest  st. 
Approximate   cost,   $50,000. 

ST.  JOHN-S  PL.— A.  B.  Koch,  26  Court  st,  has  plans  ready  for 
the  new  tenement  to  be  erected  for  Gisella  Maske,  IC  Palmetto 
st,  on  the  south  side  of  St.  John's  pi,  304  ft.  east  of  Rogers  av. 
Approximate  cost,  $20,000. 

NEW  JERSEY  AV. — Seven  flats  will  be  built  on  the  west 
side  of  New  Jersey  av,  24  ft.  north  of  Sutter  av,  by  Arkaway 
Bros.,  1584  St.  Marks  av.  L.  Danancher,  377  Rockaway  av,  Is 
architect.     Approximate  cost,  $50,000. 

MESEROLE  AV. — Work  is  to  begin  on  a  new  clubhouse  and 
hall  at  the  northeast  corner  of  Meserole  av  and  Lorimer  st,  for 
the  Brooklyn  Y.  M.  C.  A.,  522  Fulton  st.  Jackson  &  Rosen- 
crans,  31  Union  sq,-  Manhattan,  are  architects. 

DE.^N  ST. — A.  H.  Waterman,  201  Montague  st,  is  still  open 
for  estimates  on  interior  work  and  fixtures  for  two  flats  on  the 
north  side  of  Dean  st,  125  ft.  east  of  New  York  av.  C.  F. 
Roosen,  189  Montague  st,  is  architect.     Cost,  $GO,000. 

WINDSOR  PL. — Plans  have  been  approved  for  the  new  par- 
ish house  to  be  built  on  the  east  side  of  Windsor  pi  for  the 
Church  of  the  Holy  Name,  by  Architects  E.  Lynch  and  W.  H. 
Orchard,  1  West  31st  st,  Manhattan.    Cost,  about  $25,000. 

MANHATTAN  AV. — Contracts  have  not  been  let  yet  for  roof- 
ing, plumbing-  fixtures,  trim,  mantels,  plastering,  painting,  gas 
fixtures,  hardwood,  plate  glass,  etc.,  for  the  new  store  and  flat 
which  Lasar  Lurie,  40  Graham  av,  will  build  at  the  northeast 
corner  of  Manhattan  av  and  Java  St.  R.  T.  Rasmussen, 
Graham  av,  is  arcliitect. 


Tl-|t  I. WEST  OF 


A  DRUG  STORE  OUTFIT. 

Point  road,  whicli  has  been  in  use  for  many  years  and  has  been 
macadamized  through  a  large  portion  of  its  length,  falls  partly 
within  its  lines.  When  the  opening  proceedings  were  instituted 
several  buildings  encroached  upon  the  land  to  be  acquired,  but 
in  their  anxiety  to  secure  this  improvement  at  the  earliest 
possible  date  owners  of  property  in  the  vicinity  have  provided 
for  the  removal  of  all  encroachments.  The  improvement  of 
this  street  by  reason  of  its  location  must  precede  any  other 
development  in  the  area  traversed,  and  there  can  be  no  doubt 
but  that  it  will  be  the  initial  step  in  the  immediate  develop- 
ment of  a  large  area. 


Brooklyn  Building  Notes. 

(From   the   Brooklyn   Edition.) 

SUMMIT  ST. — A  committee  of  St.  Stephen's  Roman  Catholic 
parish,  Broolilyn,  are  taking  figures  on  a  parochial  school  to  be 
erected   at   Summit   and   Hicks  st,    Brooklyn. 

FLOYD  ST. — Max  Berger,   242  Vernon  av,   is  ready  for  bids 


Store  Fixtures  Cost  Less. 

Forty-six  years  ago,  in  the  basement  of  a  shack  in  Cincinnati, 
the  foundation  of  what  is  now  the  largest  store  fixture  factory 
In  the  world  was  laid.  It  is  strange  to  note  that  in  all  these 
years  the  enormous  growth  of  the  business  has  never  materially 
changed  the  manner  of  making  the  thousands  of  business  in- 
teriors that  are  now  an  evidence  of  the  success  of  the  firm 
of  Wm.  Kleeman  &  Co.,  located 
in  their  spacious  building  between 
54th  and  .55th  sts,  from  11th  to  12th 
avs,  New  York. 

The  large  enterprise  is  conducted, 
instead  of  by  a  single  proprietor 
and  helpers,  by  as  many  "charge 
men"  as  there  are  jobs  in  the  fac- 
tory, each  "charge  man"  having  the 
entire  job  under  control,  so  that  the 
largest  factory  in  the  world  to-day 
is  condui;ted  just  like  several  !iun- 
'Ired  small  shops,  all  under  one  roof. 
The  superintendent,  instead  of  re- 
muteb  sei^iiig  to  the  execution  of  all 
jobs,  is  responsible  for  controlling 
ihe  several  .hundred  smaller  "shops," 
and  each  shop  exercises  .absolute  and 
particular  attention  to  the  details  of 
its  own  jobs.  Thus,  the  large  insti- 
tution gives  to  each  detail  the  atten- 
tion that  it  should  have,  with  the 
added  superlative  supervision  of 
trained  experts  in  every  department 
of   its  great   work. 

The  accompanying  illustration 
shows  the  "Colonial"  drug  store  out- 
fit recently  built  by  Wm.  Kleeman  &  Co.-  for  a  prominent 
Hai-lei.i  druggist.  It  consists  of  modem  patent  medicine  cases 
with  gla.ss  sliding  doors,  and  panel  sliding  doors  below;  also 
tnicture  shelving-  with  drawers  below.  All  drawers  are  in  dust 
end  mouse  proof  compartments.  A  prescription  case,  counters, 
all-glafs  display  cases  and  cigar  cases.  The  material  is  quar- 
tered oak,  and  the  cabinet  varnished  and  rubbed.  The  fixtures 
are  made  in  sections  of  four  feet  each,  and  can  be  used  and 
reused  in  this  forin  or  any  other  form  to  fit  this  or  any  other 
^tore.  Such  an  outfit  was  easily  worth  $1,000  in  ISCO,  and  to- 
day, in  spite  of  advanced  price  of  material  and  labor,  is  sold 
for  abput  twenty-five  per  ctnt.  less. 

This  is  true  of  nearly  all  store  fixtures.  The  volume  of  busi- 
ness is  so  much  larger  that  a  very  much  smaller  percentage 
of  profit  satisfies  the  firm  and  thus  benefits  the  consumer.  This 
age  is  but  the  beginning  of  elegance  in  store  fittings  and  equip- 
ment. It  is  safe  to  predict  greater  elegance,  leading  to  ex- 
travagance, in  time  to  come. 
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Private  Sales  Market  Continued. 


& 


South  of  59th  Street. 

MACDOUGAL  STJ— E.  VI.  Pescia 
Co.  sold  for  William  S.  McCotter  to  Al- 
bert Bach  the  plot  15  Macdougal  st,  and 
1  and  3  Vandam  st,  northwest  corner  of 
Macdougal  and  Vandam  sts.  The  buyer 
will   erect   a  5-sty  stable   on   the  property. 

WATER  ST. — G.  Carlucci  &  Co.  sold  for 
a  Client  to  Martin  Garone  the  4-sty  tene- 
ment 385  Water  st,  20x8H.O. 

12TH  ST. — Mrs.  M.  E.  Alexander  sold 
for  Angelica  F.  Church  to  Marcia  A. 
Townsend  36  West  12th  st,  a  4-sty 
brownstone   house,   21xl(»3.3. 

20TH  ST. — Conway  &  Corduke  bought 
from  Herbert  J.  Cochran  122  West  2nth 
st,  a  5-sty  double  flat,  25x92,  adjoining 
the  Island  Realty  Co.'s  holdings,  west  of 
the   Simpson-Crawford   store. 

24TH  ST. — Mrs.  M.  E.  Alexander  sold 
for  Josephine  Oaltes  to  Ada  M.  Jjuckey 
434  West  24th  st.  a  2-sty  brick  house, 
11.8x80. 

37TH  ST. — Pease  &  Elliman  sold  for 
the  Davies  Estate  17  West  37th  st.  a  4- 
sty  brownstone  house.  21. Ox  half  the 
block,  to  a  client  for  occupancy. 

53D  ST. — Jos.  F.  Feist  sold  the  5-sty 
flat  for  Mary  McEntegart  southeast  cor- 
ner 53d  st  and  lOth  av,  25.2x75. 

AV.  B. — Tannenbaum  &  Lowenstein 
sold  the  southeast  corner  of  Av  B  and 
11th  st  to  Levi  W.  Rubenstein,  Samuel 
Lorber  and  Nathan  Leibson,  a  5-sty  ten- 
ement, with  stores.  25x93. 
•  3D  AV. — J.  Arthur  Fischer  sold  for 
Mr.  Gazzo  the  tJ-sty  and  basement  apart- 
ment building,  with  stores,  535  3d  av,  2.5x 
125. 


102D  ST.— Hillenbrand  &  Nassoit  sold 
lor  Thomas  McK.  Taylor  to  Mrs.  E. 
Frances  Hillenbrand  207  West  102d  ht,  a 
5-sty   double  apartment   house,   30x100. 

105TH  ST.— E.  V.  Pescia  &  Co.  sold  for 
Salvatore  Imperato  the  C-sty  new  law 
tenement  34ti-348  East  105th  st,  40x100. 

IIOTH  ST.— E.  Califano  sold  for  C. 
Schneider  to  Nicola  Celia  2.35  East  llfith 
st,  a  4-sty  dwelling.   10.8x100. 

AMSTERDAM  AV. — A.  V.  Amy  &  Co. 
sold  for  the  Lynch  estate,  047  Amster- 
dam av,  a  5-sty  double  flat,  with  stores, 
27.(ixlCO. 

3D  AV. — Wm.  P.  Mangam  sold  for  An- 
ton Hedbavny  2343  3d  av,  a  4-sty  tene- 
ment with  stores,  28x80. 

7TH  AV. — Weisberger  &  Kaufman  sold 
for  Edward  E.  Fischer  to  a  client  1987 
7th  av,   a  5-sty  double  flat,  27x100. 


near 
with 


sold 


North  of  59th  Street. 

79TH  ST. — George  Cohen  sold  for 
Aaron  Stern  to  Dora  .Solinsky  239  East 
V9th   st,    a  5-sty   building,    25x102.2. 

97TH  ST. — F.  M.  Franklin  sold  through 
.S.  Steingut  &  Co.  to  Martin  Engel  229 
East  97th   st.   a  5-sty   flat,   25x100. 

lOOTH  ST.— John  R.  Davidson  sold  for 
Patrick  Cashin  04  West  100th  st,  a  5-sty 
flat,   25x100. 


The  Bronx. 

179TH  ST. — John  A.  Steinmetz  sold  for 
j^iertla  J.  Steinmetz  2-fami;y  house,  all 
iniprovements,  1008  East  179th  st,  near 
Crotona   Parkway,    to   Henry   Marquart. 

179TH  ST.— John  A.  Steinmetz  sold  for 
Bertha  J.  Steinmetz  to  Charles  and  Wil- 
liam Gaertner,  1070  East  179tb  st, 
Crotona  Ptirkway,  2-faniily  house 
all  improvements. 

BATHGATE  AV. — M.  F.  Kerby 
for  Grace  Myrick  Kesserling  and  Frances 
E.-  Bourne  to  the  Mount  Hope  Realty  Co. 
the  lot,  east  side  Bathgate  av,  203  ft. 
north   of  ]7.">th  st. 

CONCOURSE.— M.  F.  Kerby  sold  for 
Clias.  G.  Dochterman  to  Mr.  Turk  a  lot 
east  side  Concourse,  141ft.  south  of  ISiUh 

St. 

LORILLARD  PL.— M.  F.  Kerby  sold 
tor  John  Marx  to  A.  H.  Sigler  a  4-sty 
triple  flat,  50x76x90,  west  side  Lorillard 
pi.  173  ft.  north  of  3d  av. 

PROSPECT  AV. — Goodman  Realty  Co. 
sold  for  a  Mr.  Schwartz  to  Mr.  Nathan 
Zimmerman  the  4-sty  brick  house  591 
Prospect   av,   20x100. 

PELHAM  AV. — M.  F.  Kerby  sold  for 
John  T.  Meehan  to  Arthur  H.  Murphy  the 
plot  37x127  with  frame  stores,  southeast 
corner  Pelham  and  Webster  avs. 


Leases. 

Spear  &  Co.  rented  for  the  Chesebrough 
Estate  the  entire  5  lofts,  18  Waverly  pi, 
for  a  long  term  of  years. 

E.  E.  Sanborn  leased  to  B.  J.  Pearl- 
man  the  stores  at .  56  to  02  West  125th 
st,  at  a  gradual  rental  of  from  $7,250  to 
$8,000  a   year. 

A.  Blumenthal  leased  for  Eiagio  Per- 
netti  413  and  415  East  114th  st  to  Sal- 
vatore Mirabella  and  Leonardo  Ollveti  for 
a  term  of  5  years  at  an  annual  rental  of 
$0  400. 

Frederick  Fox  &  Co.  leased  for  Ran- 
dolph Guggenheimer  15.000  s^.  fi.  of 
space  in  the  Commercial  Building,  715- 
717-719  Broadway;  also,  for  A.  T.  Bjw- 
on,  10,00(1  sq.  ft.  of  space  155-157  Woos- 
ter  St. 

Colin  M.  Eadie  leased  for  the  Eagle 
Tube  Company  to  Chas.  Beckman  a  2-sty 
building  on  13th  av,  opposite  the  23d  st 
ferry  for  a  term  of  years  at  an  aggre- 
gate rental  of  !flOO,(HXI.  The  lessee  will 
alter   the  building  and   use  as  a  hotel. 

Heil  &  Stern  leased  for  the  Mitchell 
Vance  Co.,  to  the  Crown  Suspender  Co. 
the  3d  and  4th  lofts  in  building  830-838 
Broadway,  a  total  space  of  20,000  ft.,  for 
a  term  of  j-ears  at  a  total  rental  of  .$00,- 
OnO;  also  for  the  Hamilton  Fish  Cor- 
poration, to  the  Yaeger  Sanitary  Woolen 
System  Co.  the  flrst  loft  northeast  corner 
of  4th  av  and  12th  st  for  a  term  of  years 
at   a   total    rental   of  $40,000. 

Frederick  Fox  &  Co.  leased  for  a  long 
term  of  years  for  the  MidJleboro  Realty 
Co.  to  M.  L.  Geffen  &  Co.,  20,(X)0  sq.  ft. 
of  space  in  the  new  9-sty  building  130-134 
West  17th  st,  now  in  course  of  construc- 
tion; also  tor  the  Middleboro  Realty  Co. 
15.000  sq.  ft.  of  space  in  the  new  11-sty 
mercantile  building  88  Uni\'ersity  pi, 
running  through  to  24-20  East  12th  st. 
This  completes  the  renting  of  this  build- 
ing. 


The  Prince's  Bay  Realty  Co.  sold  the 
following  Staten  Island  properties:  Seven- 
ty a'res  at  Prince'-;  Bay,  46  acres  at 
Pleasant  Plains,  11  acres  at  Redmond 
Valley,  and  35  acres  with  waterfront,  at 
Tottenville.  to  be  used  for  factory  pur- 
poses. 


ALTERATIONS. 

BOROUGH    OF    MANHATTAN. 

(Continued    from    page   290.) 

Lexington   av,   n   w  cor  37th   st.   partitions,   windows.   Are  place,   to 

4-sty    brk    and    stone    residence;    cost.    $8.(KX1;    P    W    Hunter,    68 

William  st ;   ar't.  Warren  H  Conover,   110  W  33d  St. — 2215. 
Madison   av.   Nos   417-421,   5-sty   brk   and   stone   front   and   rear  ex- 
tension,  19.0x4.10x43.1,  partitions,   toilets,  to  three  4-sty  brk  and 

stone  store  and  loft  buildings;  cost,  $15  000;  The  Beekman  estate, 

7  E  42d  st;   ar'ts,  Schwartz  &  Gross,  35  W  21st  st— 21ti9. 
St  Nicholas  av.   e  s,  75  s  173d  st.  show  windows,   to  3-sty  brk  and 

stone    dwelling:    cost.    .$325;    N    Lassmann,    1248    St    Nicholas    av; 

ar't,    Robert   E   La  Velle,    1033  Prospect   av.— 2199. 
West   End  av,   Nos  22-24,   toilets,   windows,   air  shaft,   to   two  5-sty 

brk   and   stone   tenements;    cost,   $5,000;    Leopold   Bellinger,   71   E 

90th  st;  ar't.  O  Reissmann,  30  1st  St.— 2219. 
2d  av.  No  2405.  toilets,  windows,  to  5-sty  brk  and  stone  tenement; 

cost,  $1,000;   David  Goldfarb,  77  Monroe  st;   ar't,  James  R  Dardis, 

.5.55  W   140th   St.— 2164. 
2d  aV,  Nos  424-430|l-sty  brk  and  stone  rear  extension.  9.4.\6.  parti- 
24th  st.  No  301  E     |     tions.    skylights,    windows,    to    five    -i-sty    brk 

and  stone   stores   and   tenements;    cost.   $1  025;    Daniel   S   McElroy. 

1489   Broadway;' art.   Geo   H   Van   Auken.  30  E   14lh  st— 2211. 
3d  av.  No  17.59,  plumbing,  windows,  toilets,   to  5-sty  brk  and  stone 

tenement  and  store;  cost.  .$5,000;   Greenstein  &  Mayer,  2.30  Grand 

st;    ar't.    E    A    Meyers,    1    Union    sq. — 2200. 
3d   av,   n   w  cor  S2d   st,   toilets,   partitions,   to   4-sty   brk   and   stone 

store  and  tenement;   cost.  $1.(X)0;   James  E  and  W  H  Corbitt,  108 

E  87th  st;   ar't.  James   R  Dardis,   .5.55   VV   140th  St.— 2202. 
5th  av.  Nos  1054-10.55.  2-sty  brk  and  stone  rear  extension.  32..5xV4x 

43.10,   stairway,  partitions,   to  two  4-sty  brk  and  stone  dwellings; 

cost,   .$40.(KK);    Benj   Thaw,   Pittsburg,   Pa;   ar't,   Henry  Ives   Cobb, 

4"2  Broadway. — 2105. 
6th  av.   No   740,   walls,   to  4-sty  brk  and  stone  store  and  dwelling; 

cost,  $1.0tlO;    estate  of  Louise   N  Garry,   2   E  01st  st;   ar't,  George 

Keister.    11   W   29th   st  — 2177. 
8th    av,    n   e    cor   40th   st,    windows,    baths,    toilets,    bowling   alleys, 

to  two  4-sty  brk  and  stone  hall  and  ballroom;   cost,   .$15,000;    As- 

tor  estate,  29  w  20th  st;  ar't,  G  B  Johnson,  15  E  .34th  St.— 2192 
8th  av,  Nos  23.35  to  2343,  erect  sign  to  five  3-sty  brk  stores;   cost. 

$300;  A  Saitta.  on  premises;  art,  F  O  Smith.  1'28  4th  av.— 2205. 
8th  av.  No  847,  1-sty  brk  and  stone  rear  extension,  23.5x7.  toilets, 

windows,   to   1   and  4-sty   brk  and   stone  hotel   and  dwelling;    cost, 

$3,500;    estate   of  Julian   T   Davies,  32   Nassau   st;    ar't,   James  W 

Cole,  403  W  51st  St.— 220G. 


9th  av,  n  e  cor  24th  st,  show  windows,  store  fronts,  to  5-sty  brk  and 

stone  tenement;  cost.  .$2.0t)0;  Thomas  Gibney,  448  W  24th  st;  ar'ts, 

B  W  Berger  &  Son,  121  Bible  House.— 2170. 
9th  av,  Nos  440-44(i  Iwindows,    toilets,    to    six     4-sty     brk     and 

35th  st,   Nos  378-380  W|     stone    stores    and    tenements;    cost.    $1.- 

9.50;    Daniel   S   McEIroy,  1489  Broadway;   ar't.  Geo  H  Van  Auken, 

30  E   14th  St.— 2210. 
10th  av.  No  284,  partitions,  skylights,  windows,  to  two  4-sty  brk  and 

stone  stores   and   tenements;    cost.  $3.tM)0;    H  F  Fox,  290   10th  av; 

ar't,  C  Dunne,  210  E  14th  St.— 2181. 
11th  av.  No  760,  partitions,  toilets,  plumbing,  to  4-sty  brk  and  stone 

tenement  and  store;   cost,  $1,5110;   Adam  Schneider,  .531  W  51st  st; 

ar't,  James  W  Cole,  403  W  51st  st.— 2172. 

BOROUGH    OF    THB    BRONX. 

Garden    pi.    e    s.    opposite    Sommer   st,    move    1-sty    frame    dwelling; 

cost,    $200;    Angelo    Perito,    White    Plains    road    and    Sommer    st; 

ar't,  J  Melville  Lawrence,  •2.39th  st  and  White  Plains  road. ^43. 
Tiffany   st.    e   s.   275   n   Spottord   av.   move    1-sty   frame   tool   house; 

cost,    $250;    Thos    Riley,    Burnett    pi   and   Tiffany   st;    ar't,    Chas    S 

Clark,    709    Tremont    av. — 137. 
130th   st.   No   778,   new   store  front,   new   water  closet,   &c.   to  6-sty 

brk   tenement;    cost,  .$.'}tM);   Fredk  Gruber.  on  premises;   ar't.  Louis 

Falk,   2T.S5   .'id   av. — 144. 
145th  St.  No  945,  2-sty  frame  extension.   10x10.8,  and  add  1   sty  to 

Isty    and    attic    frame    store    and    dwelling;     cost.    $800;    Louisa 

Lynch,  943  E  105th  st;  ar't,  Thos  W  Lamb,  224  5th  av. — 131. 
18'2d  St.   n  s.   100  w  3d  av.  ^-sty  added  to   lV4-sty  frame  dwelling; 

cost.   $200;    Angelo   Di    Benedetti.   .'{34   E   112th   st;    ar'ts,    Moore  & 

Landsiedel,    148th   st    and   3d    av. — 132. 
204th  st,  s  s.  100  e  Jerome  av,  raise  to  grade  3-sty  frame  dwelling; 

cost,    $l.(XtO;    James    Williams,    Asbury    Park;    ar't,    L    A    Soule, 

952   E   180th   St.— 4:«. 
214th  St.  n  s.  .'i(X>  e  Maple  av.  1-sty  brk  extension.   18x28.  to  4-sty 

brk  store  and  tenement;  cost,  $80t);  Guiseppe  Schiavone,  on  prem- 
ises;_  ar't,   J    Melville    Lawrence,    239th   st   and   White   Plains   av. 

240th  St.  s  s,  100  e  Richardson  av,  2-sty  frame  extension,  19x13, 
to  2-sty  frame  dwelling;  cost.  ,$1,(X)0;  Chas  Kohlenberger,  on 
premises;  ar't,  J  Melville  Lawrence,  239th  st  and  White  Plains 
road. — 142. 

Barker  av.  e  s,  182  s  Burke  st,  move  2-sty  and  attic  frame  dwell- 
ing; cost,  $1,000;  Hugh  Colum.  Olinville  av  and  Burke  st;  ar't, 
Chris  F  Lohse.  027  Eagle  av. — 141. 

Bathgate  av.  e  s.  120  s  183d  st,  new  piazza,  new  partitions,  &e,  to 
2-sty  and  attic  frame  dwelling;  cost.  $1,(X>0;  Margurite  Sullivan. 
2270  Bathgate  av;  ar't,  Robt  Glenn,  619  E  149th  St.— 129. 
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OFFERS 


BUILDING 
LOANS 


')   A  laree  amoant  for  Manhattan  and  centrally 
located  Bronx  Properties.      Liberal  payments. 

PERMANENT 
LOANS 

Proniptly  available   In   any  amoant  at  onrrent 

rates  and  reasonable  cbarses. 

A.  W.  McLaughlin  &  Co. 

Brokers  and  Dealers  In  Mortcages 
Am.  Ex.  Nat.  Bank  Bldg:.,  128  B*way.  Cor.  Csdar 


TO  LET— Pennsylvania  Section  2-story  reai 
building;  wide  entrance;  established  carpenter 
builder;  suitable  for  any  bustnesa.  149  W. 
30th    St. 


WILL  SUBLET  half  of  completely  furnished, 
large,  light  Broadway  corner  room,  with  private 
reception  hall.  New  Times  Bldg..  42d  St.  and 
Broadway,  N.  Y.  Admirably  adapted  branch  up- 
town real  estate  or  N.  Y.  office  out  of  town 
concern.  Will  share  stenographic  and  tele- 
phonic service.  Address  BOX  104,  c]o  Record 
and    Guide, 


YOUNG  MAN,  thoroughly  versed  in  Insurance, 
all  branches,  wants  jiosition  with  reputable  real 
estate  concern :  excellent  references  furnished. 
Address  Box  IDS.  care  of  Record  and  Guide. 


A  MAN  of  abiiily  and  experience  wanted  to 
sell  New  York  City  real  estate;  good  position  for 
right  man.  Address,  stating  experience.  Box 
327.   care  of  Record  and  Guide. 


,000  at  5  per  cent. 

For  first  mortgages  on  Man- 
hattan improved  property  in 
sums  not  to  exceed  $25, GOO 
each.  Call  or  send  applica- 
tions to 

RICHTMYER  &  IRVING 

2649  Broadway     lOlst  St.), 

New  York 


The  Annual   Number  of  the 

Record    and   Guide 

Quarterly   for   1905 

IS    NOW    ON    SALE 

Annual    Subscription    $20.00 

Lawyers  Title  Insurance  &  Trust  Company 

CAPITAL  AND  SURPLUS  -  $9,500,000 

TRUST   AND    BANKING   DEPAKTMENT,    59    LIBERTY    ST.       1 

TITLE    DEPARTMENT 37    LIBERTY    ST.       )       MANHATTAN 

Brooklyn  Branch,  Title  Department  and  Trust  and  Banking  Department,  188  Montague  Street 

RECEIVES  DEPOSITS  subject  to  check  or  on  certificate, 
allowing  interest  thereon. 

LENDS  ON  APPROVED  STOCKS  and  Corporation  Bonds 
as  Collateral.  <- 

ACTS  AS  TRUSTEE,  Guardian,  Executor.  Administrator, 
Assignee  or  Receiver,  Transfer  Agent  or  Registrar  of 
Stocks  of  Corporations.  Takes  Charge  of  Personal 
Securities. 

OFFICERS  : 
EDWIN  W.  COGGESHALL,  President  and  General  Manager. 
DAVID  B.  OGDEN.  ,  WALTER  N.  VAIL,  Secretary. 

i^n'vS^^ii^-  Vice.P«.idents.  "^l^MA^^^l'sfihTI'  T^'"' 

HENRY  MORGENTHAUj,  '  U   CONDIT  VARICK,    l'*'^'*-  Treasurers. 

THORWALD  STALLKNfiCHT,  Treasurer.  GEORGE  A.  FLEUbV,   \.„^,    «„„„♦„.„. 

HERBERT  E.  JACKSON,  Comptroller.  FREDERICK  D.  REED, /•*•*"•  oecretaries. 


GEO.  F.  BUTTERWORTH, 
DUMONT  CLARKE, 
EDWIN  W.  COGUESHALL, 


EXECUTIVE  COMMITTEE: 

WILLIAM  A.  DAT. 
WILLIAM  P.  DIXON, 
JULIAN  D.  FAIRCHILD, 


JOHN  T.  LOCKMAN, 
HENRY  MORGENTHAtJ, 
JAMES  N.  WALLACE. 


lawyers' 
trustees 

or 

ESTATES 

AND 

OWNERS 


Will  Buy  for  Cash 

or  Lease  Flats  or  Tenements  in  any 
part  of  New  York  or  Brooklyn; 
security  and  rental  paid  quarterly, 
half-yearly  or  yearly  in  advance. 

Apply  to 

G.  TUOTI  &  CO. 

206  BROADWAY 

Telephone,  4334  Cortlandt 


Industrial  Sites 

To  Real  Estate  Agents 


The  Industrial  Department  of  the 

Erie  Railroad  Company 

advises  Real  Estate  Agents  submit- 
ting for  the  consideration  of  manu- 
facturers sites  adjacent  to  railroad 
that  it  will  gladly  furnish  thenj  with 
full  technical  information  in  Yegard 
to  the  reaching  of  such  sites  by  side 
tracks.  No  interference  with  clients. 
No  leakage.  Confer  with  absolute 
confidence.  Every  assistance  freely 
rendered  agents  in  securing  business. 
Call  or  address, 

*  LUIS  JACKSON 

btfoatrtal  Oeaunl««lo|Mr,  Kil*  BaOroad  Ooxa^aaf 


V^    A  Complete  Real  Estate  Information  Service 


1 


t  I^HE  RECORD  AND  GUIDE  is  completing  arrangements  for  a  Complete  Real  Estate  Information 
Service,  which  will  cover  every  item  of  real  estate  news  required  for  real  estate  transactions  of  any 
kind.  The  requirements  of  Brokers,  Auctioneers,  Owners,  and  others  have  been  very  carefully 
investigated,  and  the  leading  members  of  the  real  estate  profession  are  unanimous  in  their  opinion  as  to  the 
need  that  exists  for  a  really  complete,  prompt  and  accurate  service.      ^ 

The  Record  and  Guide  will  be  glad  to  receive  suggestions  as  to  requirements  from  any  of  its  readers. 
The  purpose  of  the  contemplated  service  is  entirely  professional,  and  is  aimed  to  assist  the  working  of 
Brokers'  oiifices,  perfect  existing  methods  and  reduce  operating  expenses. 

If  the  information  required  affects  real  estate,  the  RECORD  AND  GUIDE  hereafter  by  its  new  service 
will  supply  it.  f 

Further  details  of  plan  and  scope  will  be  announced  shortly. 
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\/\/    p.    MAGAM, 

Real  Estate  and  Loans 

108  and  110  EAST  125TH  STREET 

Telephone,  222  Harlem  New  York  City 

NOTARY  PUBLIC 


QHARLES  H.    EASTON   &  CO. 
Real  Estate  Agents  and  Brokers 

Tel.,  6420  38th  St.  Estates  Man.iged 

116  West  42a  Street,  NEW  YORK 

Cable  Address,   "Cheaston,  N,  Y." 

Charles  H.  Easton  Robert  T.  McGustt 


miufmij^AKBovm 


T 


J     C.    LYONS    BUILDING   & 
'^'  OPERATING   COMPANY 

i  AND  6  EAST  42d  STREET 
Telephone,  6438  38th  St. 


HUKO'S  PRINCIPLHS  OF   OITT  L.AND  VALOBS 
Pric*.  ll.M. 
A    book    ]u>t    pubUih*d    that    ibowt    hew    cltj 
TaluM  *r*  mad*  and  Ui«  baiti  upon  whtck  i-mI 
NEW  YORK  '  titat*  appral»em«nt»  «houI4  b*  mad*. 


HOMAS   DIMOND 

Iron   Work  for  Building 

128  ■n'E.ST  3:iD  ST.,   NEW  YORK 
Works  -f  1-S  ■"'e'st  33d  St.  Est.il.lisliH,!  1852 

"°'^'"^U37West32dSt. Tel..  17.S0  Mud.  Sq. 

M     BRIGHAM    HALL  &  SON 

'  ^  ■         Real  Estate  Brokers  and  Agents 


Tel.,  003  Spriuii 


681  Broadway 


[AMES    A.     DOWD  Tel..93Pla2a 

Real  Estate  and  Insurance 

874  SIXTH  AVENUE,   above  49th   Street 


HE  TITLE  INSURANCE  COMPANY, OF  new  YORK 


135  Broadway,  Manhattan 
and  203  Mongtague  5t.,  Brooklyn 


CAPATAL  AND  SURPLUS 
$3,000,000 

Examines  and  Insures  Titles  to  Real  Estate  on  Sales  and  Loans,  and  deals  in   Mortgages. 


EDGAR  ,T.  LEVEY,  President 

JOHN  D,  CRIMMINS.      1  ,,■      -d      -j     . 

CHARLES  T.  BARNEY,  |*  "'S^osldentS 

CYKIL  H.  BIRDETT,  Secretary 

CHAUNCFA'  H.  HUMPHREYS,!  Asst. 

EDWIN  A.  BAYLES,  /Sec'ys 

WILLIAM  N.  HARTE,  Treasurer 

Hon.  ABRAHAM   R.  LAWRENCE.  Counsel 


UARRY    W.     HOPTON 
REAL    ESTATE 

No.    160    BBOADWAY 

^^«'-  tttt  Cortlandt Cor.  Liberty  St. 

NOTICE  TO  PROPERTY  OWWERS. 

HEARINGS  FOR  THE   COMING   WEEK. 
At  90-92  West  Broadway. 

Monday.   Aue.   1."!. 
Tremont    av.    Bronx    River    to    Eastern    Boule- 
vard, at  2  p.  m. 

Tuesday,    Aug.    14. 
Public  Park  at  Farragut  st,  at  10  a.  m. 

Wednesday,  Aug.  15. 
Bartow   St.    Queens.   Walcott   av   to   Jackson   av, 
at  10  a.  m. 

Thursday.   Aug.    16. 
■S\Tiite  Plains  road,  northern  boundary  of  city  to 
Morris  Park  av,  at  11  a.  m. 

. * 

AUCTION  SALES   OF  THE  WEEK. 

The  following  is  the  complete  list  of  the  prop- 
erties sold,  withdrawn  or  adjourned  during  week 
ending  August  10.  liiOfi.  at  the  New  York  Real 
Estate  Salesroom.  14  and  16  Vesey  St.  Except 
where  otherwise  stated,  the  properties  offered 
were  in  foreclosure.  Adjournment  of  legal  sales 
to  next  week  are  noted  under  Advertised  Legal 
Sales. 

The  total  amount  at  the  end  of  the  list  com- 
prises the  consideration  in  actual  sales  only. 

JOSEPH   P    DAY. 

Central  Park  West|  s    w    cor    ,8nth    st.    runs    w 

80th  St.  No  2  I      150  X   s  100.8  x   e  50  x  s 

2.").2  X  e  100  X  n  12.5.11  to  beginning,  13-sty 
brk  and  stone  hotel.  (Amt  due.  ?132.5(X).69: 
taxes.    &c.    Ifl.OOO.)      John    B    Knox.  .$1,079,300 

Madison  av.  Nos  2059  and  2061' n  e  cor  130th  St. 

130th  St.  Nos  45  and  47  I  99.11x35.  5-sty 
brk  tenement  and  store.  Adjourned  to  Sept. 
6 

Washington  av.  No  19S9.  w  s.  241  n  178th  st. 
10,S.7xl45..SxlOS.7xl45.6.  1-sty  stone  front 
building  and  vacant.     Withdrawn • 

HERBERT  A.   SHERMAN. 
91st  St.   Nos  25  and  27,   n   s,   36.8  w  Madison 
ax,     51.11x100.8,     vacant.       Adjourned     sine 
die 

Total $1,079,300 

Corresponding   week,    1905 573.556 

Jan  1.  1906.  to  date 22.3.85.9.39 

Corresponding  period   1905 22.018.712 

♦ 

ADVERTISED    LEGAL    SALES. 

Sales  to  be  held  at  the  Real  Estate  Exchange. 
14  and  16  Vesey  st,  except  as  elsewhere  stated. 

Aug.    11,    13,    14,    15   and   16. 
No  Legal  Sales  advertised  for  this  day. 
Aug.    17. 
14th  St.  No  4.  s  s,  34  e  5th  av.  33x103.3.   lease- 
hold. 6-sty  brk  loft  and  store  building.  Ruther- 
ford Realty  Co  agt  Willet  F  Cook  et  al;  Wells 
&  Snedeker,  att'ys.  34  Nassau  st;  Job  E  Hedges, 
ref.      (Amt   due.    ?27. 720.82;   taxes.    &c.   $2,000.) 
Mort  recorded  May  1.  1893.    By  Joseph  P  Day. 

Aug.  IS  and  20. 
No  Legal  Sales  advertised  for  these  days. 

■ ♦ ■ 

JUDGMENTS     IN     FORECLOSURE 
SUITS. 
Aug.   3. 
55th   St.   No  249  W.     Francis   Neher  agt   People 
of    the    State    of    N    Y    et    al;    Harold    Swain, 
atfy;    Henry    Marshall,    ref.      (Amt   due,    $31,- 
430.) 
Ryer  av,  s  w  cor  183d  st.  runs  s  144  x  w  133  x 
n  50  X  e  50  X  n  93  X  e  66  to  beginning.  Chas 
F  Rabell  agt  Mary  A  Brady  et  al;   Burlock  E 
Rabell.    att'y;    Adolph    Stern,    ret.      (Amt    due. 
$4,538.66.) 

Aug.  4. 
Chambers  st.  n  e  s.  42.4  s  e  City  Hall  pi.  runs 
s  e  60.8  X  n  e  47.3  x  e  51.3  to  Reade  st  x  n 
w  53.2  to  City  Hall  pi  x  s  w  90.1  x  s  20.6  x 
s  e  18.3  to  beginning.  American  Mortgage  Co 
agt  Henry  B  Sire  et  al;  Bowers  &  Sands, 
att'ys;  William  Ferguson,  ref.  (Amt  due, 
$138,372.61.)  ■' 


JOSEPH   P.  DAY 

RealEsUte 

AUOTIONEEB  AND  APPRAI8EB 

UAIM  OinOB:  AQENOT  DEPT 

31  NASSAU  ST.  932  EIGHTH  AVENUB 

Aug.    6. 

151st  st.  No  521  W.  Mary  J  Lasla  agt  Sophia 
Tuchfeld  et  al;  Merritt  &  Rogers,  att'ys;  Ar- 
thur Smith,   ref.     (Amt  due,  $27,340.28.) 

llOth  St.  n  s.  185  e  3d  av.  25x100.11.  Alonzo 
Kimball  agt  Edw  B  Rogers  et  al;  A  A  Silber- 
berg.  att'y;  Emil  Goldmark.  ref.  (Amt  due. 
$22,766.21.) 

Aug.   7. 

No  Judgments  in  Foreclosure  Suits  filed  this  day. 
Aug.   8. 

Findlay  av,  e  s,  whole  front  between  166th  and 
lti7th  sts.  425x200.  Augusta  M  De  Peyster  agt 
Broadway  Reliance  Realty  Co  et  al;  Morris. 
Sentell  &  Main,  att'ys;  Gerard  Roberts,  ref. 
(Amt  due,  $70,060.) 


LIS   PENDENS. 


August   4. 
73d  st.  No  211  l^st.     Abraham  Cohen  agt  Israel 
Tamases;    action    to    establish    lien;    att'y,    M. 
Meyers. 

147th  St.  n  s,  200  w  Amsterdam  av,  50x99.11. 
Israel  Doushkess  agt  Paul  Chopak  et  al;  spe- 
cific performance;   att'y,   H  M   Goldberg. 

Tlnton  av,  w  s,  216.8  n  163d  st,  24.4x125. 
Charles  Graf  stein  agt  Johanna  Grafstein;  parti- 
tion; att'y,  H  G  Loew. 

August   6. 

172d  St.  n  s.  100  w  Amsterdam  av.  175x94.6. 
Frank  Krakora  agt  Moses  Press  et  al;  action  to 
foreclose  mechanic's  lien;  atty's  Grauer  & 
Rathkopf. 
3d  av.  u  w  s.  1.50.7  n  e  136th  st.  2.5x100;  3d  av. 
No  2717;  road  leading  from  West  Farms  to 
Hunt's  Point,  s  e  s.  adjoining  lands  widow 
Kelly.  180x178  x  irreg.  and  road  leading  from 
West  Farms  to  Hunt's  Point,  n  w  s.  adjoining 
lands  of  Harvey  Scofleld.  25x100.  Bertha  Er- 
denbrecher,  indiv  and  ex'x  agt  August  Erden- 
brecher  et  al;  amended  partition;  att'y,  E. 
Hall. 

Mott  St.  No  127.  Russel  Goldman  agt  Mary  E 
Raymond;  action  to  declare  lien;  atty's.  Rose 
&  Putzel. 

August  7. 

Stanton  st,  n  w  cor  Norfolk  st,  ^x — .  Israel 
Wingrad  et  al  agt  Max  Goldberg;  action  to 
enforce  vendee's   lien;   att'y,   J  G  Kremer. 

3d  av,  w  s,  45.5  s  54th  St.  20x70;  Morris  av,  s  w 
cor  140th  St.  101.6x100.2.  Julia  A  Schmidt  agt 
Eugene  F  Hentze  et  al;  partition;  att'y,  W  H 
Loughran. 

134th  st,  Nos  71  to  75  East.  Adolf  Klemt  agt 
Ferdinand  N  Mongo  et  al;  specific  perform- 
ance;   att'y.    M    H    Hayman. 

Rivington  st.  No  147.  Jacob  Rosenthal  et  al  agt 
Samuel  Friedman  et  al;  specific  performance; 
att'y,  I  M  Lerner. 

Aug.   8. 

Union  av.  No  1232.  Salvatore  Denofrio  agt 
Martin  Kretsch  et  al;  action  to  impress  trust; 
att'y,  E  J  Kelly. 

Aug.   9. 

Columbus  av,  s  e  cor  Van  Buren  st,  25x100. 
Van  Nest  Wood  Working  Co  agt  John  B 
Marion;  action  to  foreclose  mechanics  lien; 
att'y.   D  S   Decker. 

R.Sth  St.  No  114  E.  Edw  S  Burtis  agt  Chester 
Griswold  et  al;  action  to  recover  possession; 
att'y.   L   S   Backus. 

Railroad  av,  n  e  cor  Washington  st,  108.\205, 
Bronx.  I 

Turnpike  road  from  New  York  to  New  Ro- 
chelle.  50  e  Washington  st,  58x100,  Bronx.  \ 
Carrie  Barbanes  agt  Annie  Barbanes  et  al; 
partition;  att'y,  J  H  Corn. 

Lenox   av.    Nos   134   to  142.  I 

117th  St.   No  68  W.  I 

Leo  S  Bing  et  al  agt  Francis  J  Schnugg  et  al; 
action    to    declare    lien;    att'ys,    M    S    &    I    S 

13Sth  St.  s  s.  402  w  Cypress  av.  49.11x100.     Ben 

Cohen  agt  Robert  Arnstein;   action  to  impress 

vendees  lien;  att'y.  M  Kronacher. 
Jones   St.   No   7.     Tame   Schapiro   agt   Walter   L 

Bogert;   specific  performance;   att'ys,   Pollak   & 

Deutsch. 

Aug.  10. 
109th  st.  No  154  E.     Sam  Strashinsky  agt  Jacob 

(patenter   et   al:    action    to    foreclose   mechanics 

lien;  att'y,  C  P  Kitchel. 


Forsyth  st.  No  103.  William  Rabinowitz  agt 
David  B  Phillips;  specific  performance;  att'ys, 
Rabinowitz  ife   Perlo. 

114th  St.  n  s.  100  w  1st  av.  25x100.10.  Gio- 
vnnni  Carucci  agt  Madalena  Fuma  et  al;  spe- 
cific performance:   att'ys.   Boudin  &  Liebman. 

4sth  St.   s  s,  331.4  w  2d  av.   18.8x100.5. 

23  and  3d  avs.  hetween  .83d  and  84th  sts,  lot  IDS 
map   of   Harlem   Commons. 

Johanna  C  Diffenbach  agt  Richard  G  P  Diet- 
fenbach  et  al:  action  to  determine  claim  &c: 
att'y,  W  H  Brady. 

Park  av.  n  e  cor  185th  st,  100x100.  PUinkett 
Plumbing  &  Heating  Co  agt  Bassford  Realty 
Co  et  al:  action  to  foreclose  mechanics  lien; 
att'y.    H   S   Sayers. 

Amsterdam  av.  s  e  cor  125th  st,  25.2x100.  Hy- 
man  Horwitz  agt  William  Soltz  :specific  per- 
formance;  att'y.   C  H  Friedrich. 


FORECLOSURE   SUITS. 

August   4. 

61st  St.  No  241  West.  Irving  I  Kempner  agt 
Morris  B  Arnold  et  al;  att'ys,  Kurzman  & 
Frankensheiraer. 

Bathgate  av,  s  w  cor.  17.3d  st.  101.2x124.5.  Bes- 
sie Barkin  agt  Samuel  Goodman  et  al;  att'y, 
J  A   Seidman. 

West  End  av.  e  s.  19  s  99th  st.  16x80.  Henry  F 
Schwarz  agt  Hellie  B  Kurtz  et  al:  att'ys. 
Rounds.  Hatch.  Dillingham  &  Debevoise. 

August  6, 
Beach    av.    s   s.    76.2   e   Elm   st.    1.50x100.    Bronx. 
Joseph   Cohen  agt  A  Shatzkin  &  Sons,   Inc,   et 
al;  att'ys,   Boudin  &  Liebman. 

August  7. 
124th    St.    Nos    122   to    128   West,    three    actions. 

Chas    S    Whitman    agt   James   W   Camp    et   al; 

att'ys.    Stralev   &    Hasbrouck. 
73d   St.    n   s,    98   e   Av   A,    1.50x102.2.      Albert   M 

Harsch.  agt  John  Fica  et  al;  atty's.  Eisman  & 

Levy. 

Aug.   8. 

51st  St.  No  321  W.  Emigrant  Industrial  Sav- 
ines  Bank  agt  Marv  Travers  extrx,  &c,  et  al; 
att'ys,  R  &  E  J  O'Gorman. 

Wadsworth  av.  s  e  cor  1.82d  st.  2.5x100.  Daniel 
Coffey  agt  Helena  M  Adelman  et  al;  att'ys,  R 
&   E  J  O'Gorman. 

Cvpress  av.  s  e  cor  141st  St.  91.6x120.  Simon 
Uhlfelder  et  al  agt  Louis  M  Block  et  al; 
att-'y.    M   Silverstein. 

Road  leading  from  Spuyten  Duyvil  Station  to 
Kingsbridge.  e  s.  adj  lands  of  David  B  Cox 
Cox  nnd  F'ias  Johnson.  190x  irreg.  Francis 
R  Holbrook  agt  Patrick  Stafford  et  al;  att'y, 
J  J  Lewis. 

Aug.   9. 

07th  St.  n  s.  .59  e  Lexington  av.  50x100.5. 
League  Realty  Co  agt  George  Buckle  et  al; 
att'ys.  Baldwin  &  Blackman. 

132d  St.  s  s.  100  w  Amsterdam  av,  125x99.11. 
Aaron  M  Jani)ole  et  al  agt  Hymon  Manheim 
et   al:    att'ys,    Kantrowitz    &   Esberg. 

Plots  125  and  471  mortgage  map  of  Arden  prop- 
erty. Bronx.  Annie  V  Taylor  agt  Julia  A 
Woodson  et  al;  att'ys,  De  La  Mare  &  Morri- 
son. 

Aug.  10. 

13th  st.  No  241  E.  Celia  Sampson  agt  Philip 
Federman  et  al:  att'vs.  Lipman  &  Ruck. 

Frederick  st. .  w  s.  100  s  William  st.  25x87.6. 
Jessie  W  Sherman  agt  Giuseppe  Carozza  et 
al;  att'y,   H  H  Sherman. 

Water  st.  No  610.  Meyer  Jarmulowsky  et  al  agt 
Samuel  Pomeranz  et  al:  att'y.  B  Alexander. 

%CQa\  fRctkcs. 

ATTENTION  IS  CALLED  to  the  advertise- 
ment in  the  "City  Record"  of  August  9.  1906.  to 
August  22.  inoii.  of  the  confirmation  by  the 
Board  of  Assessors  and  the  entering  in  the  Bu- 
reau for  the  Collection  of  Assessments  and 
Arrears  of  Assessments  for  LOCAL  IMPROVE- 
MENTS  IN   THE    BOROUGH   OF   BROOKLYN. 

THIRTIETH  WARD.  SECTIONS  3  AND  17, 
FIFTY-FIFTH  STREET— OPENING,  from  the 
old  City  line  to  the  east  side  of  Kouwenhoven 
Lane.  Confirmed  June  20,  1906;  entered  August 
8.   1906. 

THIRTY-FIRST  WARD,  SECTION  21,  BEN- 
SON AVENUE— OPENING,  from  Bay  Thirty- 
fifth  Street  to  Stillwell  Avenue.  Confirmed  June 
S,  1006;  entered  August  8.  1906. 

HERMAN  A.   METZ. 
Comptroller. 
City  of  New  York.  Department  of  Finance, 
Comptroller's  Office,  August  8,  1906. 

028297" 
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Cfflctal  Xeflnl  IRottces. 

ATTENTION  IS  CALLED  T(3  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  August 
4,  1!»J(J,  to  August  17,  IVIUfi,  of  the  confirmation 
by  the  Board  of  Assessors  and  the  entering  in 
the  Bureau  for  the  Collection  of  Assessments 
and  Arrears  of  Assessments  for  LOCAL  IM- 
PROVEMENTS IN  THE  BOROUGH  OF  BROOK- 
LYN. 

TWENTY-NINTH  WARD.  SECTION  16. 
BUTLER-  STREET— OPENING,  between  Flat- 
bush  Avenue  and  Nostrand  Avenue. 

TWENTY-NINTH  WARD,  SECTION  1.5.  NEW 
YORK  AVENUE— OPENING,  between  Church 
Avenue  and  Cauarsie  Lane  or  Avenue. 

TWENTY-NINTH   WARD,    SECTION   l.",.    BEV- 
ERLEY      ROAD— OPENING,       between         East 
Thirty-first  Street  and  Holy  Cross  Cemetery. 
HERMAN   A.    METZ, 

Comptroller. 
City  of  New   York — Department  of    Finance,  \ 
(28242)       Comptroller's  Office,  August  2,  1906. ) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  August 
6,  1006,  to  August  18,  1906,  of  the  confirmation 
by  the  Board  of  Assessors  and  the  entering  in 
the  Bureau  for  the  Collection  of  Assessments 
and  Arrears  of  Assessments  for  LOCAL  IM- 
PROVEMENTS IN  THE  BOROUGH  OF  BROOK- 
LYN. 

THIRTIETH  WARD,  SECTIONS  IS  AND  19. 
EIGHTIETH  STREET— OPENING,  from  Nar- 
rows Avenue  to  Fourteenth   Avenue. 

THIRTY-FIRST  WARD,  SECTION,  21.  SHELL 
ROAD— OPENING,  from  Avenue  X  and  Canal 
Avenue,  and  WEST  SIXTH  STREET— OPEN- 
ING, between  Neptune  Avenue  and  Sheepshead 
Bay. 

HERMAN  A.   METZ, 

Comptroller. 
City  of   New    York — Department  of   Finance,  ] 
(282441       Comptroller's  Office,    August   3.   1906.  ( 


proposals. 


proposals. 


proposals. 


Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  l.'jISO,  Nos.  IS  to  21  Park  Row, 
Borough   ot   Manhattan,    The   City   of   New   York. 

SEALED  BIDS  OR  ESTIMATES  will  he  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until  2 
o'clock   P.   M.    on 

WEDNESDAY,    AUGUST    15,    1906, 
Borough  of  Brooklyn. 

For  furnishing,  constructing  and  erecting  an 
Engine  House  for  high  pressure  fire  service  at 
Willoughhy  and  St.  Edwards  Streets,  Borough  of 
Brooklyn. 

For  furnishing,  constructing  and  erecting  an 
Engine  House  for  high  pressure  fire  service  at 
Furman  and  Joralemon  Streets,  Borough  of 
Brooklyn. 

For  furnishing,  delivering  and  laying  water 
mains  and  appurtenances  in  Utica,  Church  and 
Remsen    Avenues. 

For  full  particulars  see  City  Record. 

WILLIAM    B.    ELLISON, 

Commissioner. 

Dated   July    20.    1900.  (28003) 

Headquarters  of  the  Fire  Department  of  The 
City  of  New  York,  Nos.  1,")7  and  159  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  The  City 
of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office  until   10.,"!0  o'clock  A.   M.   on 

WEDNESDAY,    AUGUST    1.5,    1906. 
Boroughs   of    Manhattan    and   The   Bronx. 

No  1.  For  furnishing  all  the  labor  and 
materials  required  for  additions  and  alterations 
to  building  of  Engine  Company  16,  located  at 
No.   223  East   Twenty-fifth   Street. 

No.  2.  For  furnishing  all  the  labor  and 
materials  required  for  additions  and  alterations 
to  building  of  Engine  Company  27,  located  at 
No.    173    Franklin    Street. 

For  full  particulars  see  Citv  Record. 

JOHN    H.    O'BRIEN, 
Fire    Commissioner. 

Dated    August   2,    1906. 

Bellevue  and  Allied  Hospitals  Department  of 
New  York  City,  Twenty-sixth  Street  and  First 
Avenue,  Borough  of  Manhattan,  The  City  of 
New  York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  President  of  the  Board  of  Trustees 
at  the  above  office  until  3  o'clock  P.   M.  on 
WEDNESDAY,    AUGUST    15,    lf)«3. 

For  all  labor  and  materials  required  for  the 
excavation,  sodding,  seeding,  concrete,  plumbing, 
iron  and  other  work  in  the  layout  ot  the 
grounds,  path,  sidewalks,  drive  and  fences  at 
the  New  Harlem  Hospital,  situated  on  Lenox 
Avenue  and  bounded  by  One  Hundred  and 
Thirty-sixth  and  One  Hundred  and  Thirty- 
Beventh  Streets,   The  City  of  New  York. 

For  full   particulars  see  City   Record. 

JOHN     W.     BRANNAN, 
President  of  the  Board  of  Trustees, 
Bellevue  and  Allied  Hospitals. 

Dated  August  2,  1906. 

Office  of  the  Department  of  Parks.  Arsena' 
Building,  Fifth  Avenue  and  Sixty-fourth  Street. 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office  of 
the  Department  ot  Parks  until  3  o'clock  P.  M. 
on 

THURSDAY,     AUGUST     16,     1906, 
Borough    of    Brooklyn, 

For  regulating,  grading  and  paving  or  re- 
paving  with  asphalt  pavement  on  a  concrete 
foundation  the  roadway  of  Glenmore  Avenue, 
between  Stone  Avenue  and  Doscher  Street, 
Borough  of  Brooklyn,  together  with  all  the 
work  incidental   thereto. 

For  full  particulars  see  City  Record. 
MOSES    HERRMAN, 

GEORGE   M.    WALQROVB. 
MICHAEL    J.    KENNEDY, 

Commissioner'  ot  Parks, 
Dated  July  U,  1906, 


Bellevue  and  Allied  Hospitals  Department  of 
New  York  City,  Twenty-sixth  Street  and  First 
Avenue,  Borough  of  Manhattan,  The  City  of 
New   York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  Presiflent  of  the  Board  of  Trustees 
at  the  above  office  until  3  o'clock  P.   M.  on 
WEDNESDAY,    AUGUST    15,    1906. 
For    Milk    and    Cream. 
Fur   full   particulars  see  City  Record. 

JOHN     W.     BRANNAN, 
President  of  the  Board  of  Trustees, 
Bellevue  and  Allied  Hospitals. 
Dated  August  2,   1900. 

Office  of  the  Department  of  Parks,  Arsenal 
Building.  Fiflh  Avenue  and  Sixty-fourth  Street 
Borough  of  Manhattan.   The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office  of 
the    Department  of  Parks   until  3  o'clock   P.    M. 

THURSDAY.     AUGUST    16,     1906, 
Borough   of   Brooklyn, 
For    regulating,     grading    and     paving    or    re- 
paving    with    asphalt    pavement    on    a    concrete 
foundation  the  roadway  of  Pennsylvania  Avenue, 
between    Jamaica    Avenue    and    Sutter    Avenue, 
Borough  of  Brooklyn,  together  with  all  the  work 
incidental   thereto. 
For  full  particulars  see  City  Record. 
MOSES    HERRMAN. 

President: 
GEORGE    M.    WALGROVB. 
MICHAEL    J.     KENNEDY, 
Commissioners   of    Parks, 
Dated  July   11,    1900. 

DEPARTMENT    OF   DOCKS   AND   FERRIES. 

Sealed  bids  or  estimates  for  three  ferryboats 
(1003)  will  be  received  by  the  Commissioner  of 
Docks  at  Pier  "A,"  Battery  Place,  until  12 
o'clock  noon,  August  14th,  1006.  (For  particu- 
lars  see   City   Record.) 

DEPARTMENT  OF  DOCKS  AND  FERRIES. 
Sealed  bids  for  Miscellaneous  Supplies  (1017) 
will  be  received  by  the  Commissioner  of  Docks 
at  Pier  "A."  Battery  Place,  until  12  o'clock 
noon,  August  17,  1906.  (For  particulars  see  City 
Record.)  (28209) 

Bellevue  and  Allied  Hospitals  Department  of 
New  York  City.  Twenty-sixth  Street  and  First 
Avenue,  Borough  of  Manhattan,  The  City  of  New 
York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  President  of  the  Board  of  Trustees 
at  the  above  office  until  3  o'clock  P.   M.  on 
WEDNESDAY,   AUGUST   15,   1900. 

For  the  providing  of  all  labor  and  materials 
required  for  the  erection  and  entire  completion 
of  vacuum  sweeping  systems  and  all  work  Tn 
connection  therewith,  in  the  present  Bellevue 
Hospital,  situated  on  the  northeast  corner  of 
First  Avenue  and  Twenty-sixth  Street,  Borough 
of  Manhattan:  in  the  new  Bellevue  Hospital, 
situated  on  First  Avenue  from  Twenty-sixth  to 
Twenty-eighth  Street,  Borough  of  Manhattan:  in 
the  new  Harlem  Hospital,  situated  at  Lenox 
Avenue  and  One  Hundred  and  Thirty-seventh 
Street.  Borough  of  Manhattan:  in  the  new  Ford- 
ham  Hospital,  situated  at  Crotona  Avenue  and 
Southern  Boulevard,  Borough  of  The  Bronx,  and 
in  Gouverneur  Hospital,  situated  at  Gouverneur 
Slip.  Borough  of  Manhattan,  The  City  of  New 
York. 

For  full  particulars  see  City  Record. 

JOHN    W.    BRANNAN, 
President  of  the  Board  of  Trustees, 
Bellevue   and   Allied   Hospitals. 

Dated   August  4.   1906.  (28259) 

Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office  of 
the  Department  of  Parks  until  3  o'clock  P.  M. 
on 

THURSDAY.    AUGUST    16.    1906, 
Borough  of  Manhattan. 
For  furnishing  and  delivering  gymnasium  sup- 
plies. 
For  full  particulars  see  City  Record. 
MOSES    HERRMAN. 

President: 
GEORGE    M.    WALGROVE, 
MICHAEL    J.    KENNEDY. 
(28218)  Commissioners  of   Parks. 

Office  of  the  Department  of  Correction.  No. 
148  East  Twentieth  Street.  Borough  of  Man- 
hattan.  The   City  of   New  York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived   by    the    Commissioner    of    Correction    at 
the   above   office    until    11    o'clock   A.    M.    on 
THURSDAY.    AUGUST    16.    1006. 
Borough  of  Manhattan. 
No.  1.  For  furnishing  and  delivering  hardware, 
paints,    Iron,    steam   fittings,    lumber   and  miscel- 
laneous   articles. 
For  full  particulars  see  City  Record. 

FRANCIS  J.   LANTRY, 

Commissioner. 
Dated    July    23,    1906.  (28225) 

Department  of  Public  Charities,  Foot  ot  Bast 
Twenty-sixth   Street,    New   York. 

TO  CONTRACTORS, 


PROPOSALS  FOR  BIDS   OR  ESTIMATES, 


SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived   by    the    Department    of    Public    Charities 
at  the  above  office  until   12  o'clock  M.   on 
FRIDAY,    AUGUST    17,    1006. 
For    furnishing    all     the    labor    and    material 
required    to    erect    three   spiral   fire   escapes,    one 
of  which   is  to   be   located   at  the  City   Hospital, 
and  two  at  the  new  Male  Tuberculosis  Inflrroary, 
Blackwell's  Island. 
For  full  particulars  see  City  Record. 

ROBERT   W,    HEBBERD, 

Cogl^issiOBer. 
Puted  Augupt  8,  1909,  (?S2^?) 


DEPARTMENT  OF  DOCKS  AND  FERRIES. 

Sealed  bids  for  Heating  Boilers  (1018)  and 
Paints  and  Oils  (1020)  will  be  received  by  the 
Commissioner  of  Docks,  at  Pier  "A,"  Battery 
Place,  until  12  o'clock  noon,  August  16,  lOOfi. 
(For  particulars  see  City  Record.) (28202) 

Department  of  Public  Charities,  Foot  ot  Bast 
Twenty-sixth    Street,    New    York. 


TO   CONTRACTORS. 


PROPOSALS  FOR   BIDS   OR   ESTIMATES. 


SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived   by    the    Department    of    Public    Charities 
at  the  above  office  until  12  o'clock  M.  on 
FRIDAY,    AUGUST    17,    1906. 
For    furnishing    ail     the    labor    and    material 
necessary  to  erect  poles  and  wire  same,  for  street 
lighting  and   feed  lines  to  the  various  buildings 
on  Randall's  Island. 
For  full  particulars  see  City  Record. 

ROBERT   W.    HEBBERD. 

Commissioner. 
Dated   August  6,    1906.  (28232) 


IpuDlic  ittotues. 


CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 


PUBLIC  NOTICE  IS  HEREBY  GIVEN  THAT 
the  Commissioners  of  the  Sinking  Fund,  by 
virtue  of  the  powers  vested  in  them  by  law, 
will  offer  tor  sale  at  public  auction  the  build- 
ings, parts  of  buildings,  etc.,  standing  upon 
property  owned  by  The  City  ot  New  York,  ac- 
quired for  Carnegie  Library  purposes,  in  the 
BOROUGH  OF  MANHATTAN. 

All  the  buildings,  parts  of  buildings,  etc.,  situ- 
ated and  erected  upon  property  owned  by  The 
City  of  New  York,  acquired  for  Carnegie  Library 
purposes,  and  bounded  and  described  as  follows: 

Beginning  at  a  point  on  the  northerly  side  dl 
East  Thirty-sixth  street  distant  52  teet  10V4 
inches,  more  or  less,  easterly  from  the  pom' 
of  intersection  of  the  northerly  side  of  Bast 
Thirty-sixth  street  with  the  westerly  side  ol 
Second  avenue:  running  thence  northerly  and 
parallel  with  Second  avenue  98  feet  9  Inches, 
more  or  less,  to  the  center  line  of  the  block: 
running  thence  easterly  along  the  centre  Hue 
ot  the  block  47  teet  IVo  inches,  more  or  less; 
running  thence  southerly  and  parallel  with 
Second  avenue  98  feet  9  inches,  more  or  less, 
to  the  northerly  side  of  East  Thirty-sixth  street; 
running  thence  westerly  along  the  northerly  side 
of  East  Thirty-sixth  street  47  feet  IV2  inches, 
more  or  less,  to  the  point  or  place  ot  beginning. 

By  direction  of  the  Comptroller,  the  sale  ol 
the  above-described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  ot  City  Revenue.  Department  ot 
Finance.  The  sale  will  take  place  on 
TUESDAY,  AUGUST  28,  1906, 
at  11  a  m.  on  the  premises,  and  will  be  sold 
tor  the  highest  marketable  price  at  public  auc- 
tion. ^.,      „         , 

For  full   particulars  see  City  Record. 

Comptroller. 
Citv   ot    New    York— Department   of   Finance, ) 
(28135)       Comptroller's  Office,   August  1,   1906.  ) 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  'THAT 
the  Commissioners  ot  the  Sinking  Fund,  by 
virtue  ot  the  powers  vested  in  them  by  law, 
will  offer  for  sale  at  public  auction  the  build- 
ings parts  ot  buildings,  etc.,  standing  upon 
property  owned  by  The  City  ot  New  York,  ac- 
ouired  for  Carnegie  Library  purposes,  in  the 
BOROUGH    OF    BROOKLYN. 

All  the  buildings,  parts  of  buildings,  etc.,  situ- 
ated and  erected  upon  property  owned  by  The 
City  of  New  York,  acquired  for  Carnegie  Library 
purposes    and  bounded  and  described  as  follows: 

Beginning  at  a  point  on  the  northerly  side  ot 
Devoe  street  distant  125  teet  westerly  from  the 
point  of  intersection  of  the  northerly  side  of  De- 
voe street  with  the  westerly  side  of  Leonard 
street-  running  thence  northerly  and  parallel 
with  Leonard  street  100  feet:  running  thence 
easterly  and  parallel  with  Devoe  street  1(X>  feet; 
running  thence  southerly  and  parallel  with 
Leonard  street  25  teet:  running  thence  easterly 
and  parallel  with  Devoe  street  25  feet  to  the 
westerly  side  ot  Leonard  street;  running  thence 
southerly  along  the  westerly  side  of  Leonard 
street  75  teet  to  the  point  ot  intersection  ot  the 
northerly  side  of  Devoe  street  with  the  westerly 
side  of  Leonard  street:  running  thence  west- 
erly along  the  northerly  side  ot  Devoe  street  123 
feet  to   the  point  or  place  ot  beginning. 

By  direction  ot  the  Comptroller,  the  sale  ot 
the  above-described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  ot 
Finance.  The  sale  will  take  place  on 
SATURDAY,  AUGUST  25,  1906, 
at  11  a.  m.,  on  the  premises,  and  will  be  sold 
for  the  highest  marketable  price  at  public  auo- 

For  full  particulars  see  City  Record. 

H.  A.  METZ, 
Comptroller. 
City   of   New   York-Department   of   Finance,  I 
(28141)       Comptroller's    Office,    July   31,    1908,  ) 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  THAT 
the  Commissioners  of  the  Sinking  Fund,  by 
virtue  of  the  powers  vested  in  them  by  law. 
will  offer  for  sale  at  public  auction  the  build- 
ings parts  of  buildings,  etc.,  standing  upon 
property  owned  by  The  City  ot  New  York,  ac- 
oulred    tor    school    purposes.    In    the 

BOROUGH  OF  THE  BRONX. 

All  the  buildings,  parts  of  buildings,  etc.,  sltu- 
Rted  and  erecteij  upon  property  owned  by  The 


268 


RECORD     AND     GUIDE         Manhattan 


August  II,  1906 


public  Ittotlces. 


public  "Woticcs. 


City  of  New  York,  acquired  for  the  Board  of 
Education,  and  bounded  and  described  as  fol- 
lows: 

Beginning  at  a  point  on  the  easterly  line  of 
Catherine  street  distant  300  feet  southerly  from 
the  southerly  line  of  Westchester  avenue  and 
running  thence  easterly  along  the  southerly  line 
of  the  lands  of  Public  School  16,  100  feet; 
thence  southerly  along  the  westerly  line  of  lands 
of  said  school  1(_K>  feet;  thence  westerly  and 
parallel  with  Westchester  avenue  100  feet  to  the 
easterly  line  of  Catherine  street;  thence  north- 
erly along  the  easterly  line  of  Catherine  street 
1(H,>  feet  to  the  point  or  place  of  beginning. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above-described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.      The   sale    will    take    place   on 

WEDNESDAY,    AUGUST   22.    190G, 
at  11  a.   m.,   on  the   premises,   and  will   be  sold 
for  the   highest  marketable  price  at  public  auc- 
tion. 

For  full  particulars  see  City  Record. 

HERMAN  A.    METZ, 

Comptroller. 

City  of  New  York— Department  of  Finance,  | 
f2-S13n)        Comptroller's    Office.    July    31.    1906.  | 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 


public  notices. 


PUBLIC  NOTICE  IS  HEREBY  GIVEN  THAT 
the  Commissioners  of  the  Sinking  Fund,  by 
virtue  of  the  powers  vested  in  them  by  law. 
pursuant  to  a  resolution  adopted  by  them  under 
date  of  July  31,  1900,  offer  for  sale  at  public 
auction  the  buildings,  parts  of  buildings,  etc.. 
standing  on  property  owned  by  The  City  of 
New  York,   acquired  for  park  purposes,  in  the 

BOROUGH   OF   MANHATTAN. 
The    said    buildings    being    situated    upon    land 
described  as  follows: 

Beginning  at  a  point  on  the  southerly  side 
of  West  Twenty-eighth  street  distant  200  feet 
easterly  from  the  corner  formed  by  the  inter- 
section of  the  easterly  side  of  Tenth  avenue 
with  the  southerly  side  of  West  Twenty-eighth 
street;  thence  southerly  and  parallel  with  Tenth 
avenue  98  feet  0  inches;  thence  easterly  and 
parallel  with  West  Twenty-eighth  street  75 
feet;  thence  northerly  and  parallel  with  Tenth 
avenue  98  feet  9  inches  to  the  southerly  side 
of  West  Twenty-eighth  street;  thence  westerly 
along  the  southerly  side  of  West  Twenty-eighth 
street  75  feet  to  the  point  or  place  of  beginning. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above-described  buildings  and  appurtenances 
thereto,  known  as  Nos.  442.  444  and  446  West 
Twenty-eighth  street,  in  the  Borough  of  Man- 
hattan, will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance,    on 

TUESDAY.    AUGUST    14,    1906, 
at  11   a.    m.,   on   the   premises,   and  will  be  sold 
for  the  highest  marketable  price  at  public  auc- 
tion. 

For  full   particulars  see  City  Record. 

HERMAN  A.   METZ. 

Comptroller. 

City  of  New  York— Department  of  Finance, ) 
(28137)        Comptroller's  Office,   August  1.   1906.  } 

CORPORATION  SALE  OP  BUILDINGS  AND 
APPURTENANCES  THERETO  OF  CITY 
REAL    ESTATE. 


PUBLIC  NOTICE  IS  HEREBY  GIVEN  THAT 
the  Commissioners  of  the  Sinking  Fund,  by 
virtue  of  the  powers  vested  in  them  by  law. 
will  offer  for  sale  at  public  auction  the  build- 
ings, parts  of  buildings,  etc.,  standing  within 
the  lines  and  upon  property  owned  by  The  City 
of  New  York,  acquired  for  the  use  of  the  De- 
partment of  Water  Supply.  Gas  and  Electricity, 
at  Rosedale,  Jamaica  South.  Woodhaven  South, 
etc..  Long  Island,  for  the  72-inch  steel  pipe  line. 
The  property  in  question  is  shown  upon  a  map 
on  file  in  the  office  of  the  Collector  of  City  Reve- 
nue, Department  of  Finance,  said  property  being 
known   as   follows: 

PARCEL  NO.  53. 
Plate  3758.  V.  Probst  Estate.  Queens  Borough, 
Ward  No.  4,  Rosedale— 130  feet,  more  or  less, 
south  of  centre  line  of  conduit  on  the  east  side 
of  Ocean  avenue,  two-story  dwelling,  one-story 
extension,  cellar,  brick  foundation,  shed  with 
wagon  and  chicken  house  attached,  one  and 
one-half-story    stable;     all     frame. 

PARCEL  NO.  54. 
Plate  3758.  C.  J.  St.  John,  Queens  Borough, 
Ward  No.  4.  Rosedale— 200  feet,  more  or  less. 
south  of  centre  line  of  conduit  on  east  side  of 
Ocean  avenue,  two-story  and  attic  house,  cellar, 
brick    foundation,    chicken    house,    all    frame. 

PARCEL  NO.  34. 
Plate  3758.  Mount  Estate,  Queens  Borough 
Ward  No.  4.  Rosedale— 3W  feet,  more  or  less, 
south  of  centre  line  of  conduit,  facing  west  side 
of  Rosedale  avenue,  two-story  attic,  with  one- 
story  and  attic  extension  dwelling,  brick  foun- 
dation;   all    frame. 

PARCEL  NO.  20. 
_  Plate  3758.  Charles  Sutter,  Queens  Borough. 
Ward  No.  4,  Woodhaven  South— 175  feet,  more 
or  less,  south  of  centre  line  of  conduit.  350  feet 
east  of  Cedar  lane,  two-story  attic  and  basement 
dwelling,  brick  foundation,  frame;  a  lot  of  old 
shack  out-buildings,  corn  cribs,  shed,  etc.,  one 
and  one-half-story  barns,  one-story  extension; 
a  portion  of  barn  has  brick  wall  half  way  up  to 
eaves. 

PARCEL  NO.  19. 
Plate  3758.  Bertha  Strobel.  Queens  Borough, 
Ward  No.  4,  Woodhaven  South— 150  feet  south 
of  centre  line  of  conduit,  facing  west  side  of 
Cedar  lane,  two-story  attic  and  basement  frame 
dwelling,  brick  foundation,  one-story  and  attic 
outhouse  and  shed;  one  and  one-half-story  barn 
and  shed  adjoining. 

PARCEL    NO.    9. 

Plate    3758.       Mary     Platz,     Queens    Borough, 

Ward  No.  4,  Spring  creek— 70  feet,  more  or  less, 

south   of  centre   line  of  conduit,    1,100  feet  east 

of  Spring  Creek  Gate  Houa«,  two-story  attic  and 


basement  franiQ  dwelling,  brick  foundation,  one 
and  one-half-story  barn  and  two  one-story  out- 
house   buildings;    all   good. 

PARCEL  NO.  5. 
Plate  3758.  Henry  Meyer,  Brooklyn  Borough, 
Ward  No.  26 — 75  feet,  more  or  less,  south  of 
centre  line  of  conduit,  .".00  feet  cast  of  Elder's 
lane,  two-story  and  attic  frame  house,  cellar, 
brick  foundation:  one  and  one-half-story  barn 
and  stable,  one-story  barn  and  shed  attached; 
one-story  outhouse,  summer  kitchen,  wood  shed 
and   brick   smoke   house. 

PARCEL  NO.  30. 
Plate  3758.  John  B.  Hopkins,  Queens  Bor- 
ough, Ward  No.  4 — ^140  feet,  more  or  less,  north 
of  centre  line  of  conduit  and  facing  east  side 
of  Hawtrec  Creek  road;  two  and  one-half-story 
frame  house,  partially  burned ;  one  and  one- 
half-story  frame  barn,  two-story  frame  barn  and 
outhouse,  one  and  one-half-story  frame  barn, 
small  half-story  buildings;  these  buildings  are 
in    a   dilapidated    condition. 

PARCEL  NO.  34. 
Plate  3675.  Sheet  No.  1.  American  Home 
Company.  Queens  Borough,  Ward  No.  4.  Ja- 
maica South — 10  feet,  more  or  less,  south  of 
centre  line  of  conduit,  l.lHiO  feet  west  of  Rock- 
away  road,  one  and  one-half-story  and  base- 
ment frame  building;  foundation  brick  and  con- 
crete: this  house  is  being  built  and  was  com- 
menced after  survey. 

PARCEL  NO.  33. 
Plate  3675.  Sheet  No.  1.  Daniel  Higby.  Queens 
Borough,  Ward  No.  4.  Jamaica  South— 120  feet, 
more  or  less,  south  of  centre  line  of  conduit 
facing  east  side  of  Three-Mile  Mill  road,  one 
and  one-half-story  frame  building,  one-story 
kitchen    adjoining. 

PARCEL  NO.  24. 
Plate  3675,  Sheet  No.  1.  J.  B.  Hopkins, 
Queens  Borough.  Ward  No.  4 — 150  feet,  more  or 
less,  south  of  centre  line  of  conduit,  facing 
north  side  of  Old  South  road,  and  375  feet,  more 
or  less,  east  of  the  intersection  of  the  centre  line 
of  said  road  and  of  conduit,  four  large  green- 
houses and  heating  plants,  one-story  market 
house  adjoining,  wind  mill  and  tank,  one  and 
one-half-story  stable  and  shed  adjoining,  wood 
shed  and  chicken  house,  two-story  dwelling, 
brick  cellar,  one-story  cook  house;  all  frame. 
PARCEL  NO.  20. 
Plate  3675.*  Sheet  No.  1.  Charles  Lewis. 
Queens  Borough,  Ward  No.  4 — 50  feet,  more  or 
less,  south  of  centre  line  of  conduit  and  1,300 
feet  east  of  Long  Island  Railroad  Station  at 
Aqueduct,  two-story  dwelling  and  one-story 
extension;  frame;  cellar,  brick;  small  wood 
shed. 

PARCEL  NO.  19. 
Plate  3675.  Sheet  No.  1.  G.  Neipp,  Queens 
Borough.  Ward  No.  4 — 100  feet,  more  or  less, 
south  of  centre  line  of  conduit  and  adjoining 
Parcel  No"  20,  two  large  greenhouses  with  heat- 
ing  plants. 

PARCEL  NO.  18. 
Plate  .3675.  Sheet  No.  1.  J.  H.  Muller,  Queens 
Borough.  Ward  No.  4 — 60  feet,  more  or  less, 
south  of  centre  line  of  conduit  and  900  feet  east 
of  Aqueduct  Station  (railroad),  large  greenhouses 
with  heating  plants,  small  two-story  frame 
house  with  one-story  extension,  wood  shed  and 
small  stable. 

PARCEL    NO.    12. 
Plate    3675.    Sheet    No.    1.      Christopher    Bub, 
Queens  Borough.  Ward  No.  4 — 120  feet,  more  or 
less,    .south    of    centre    line    of    conduit,    facing 
west    side    of    road    to    Remsen,    two-story    and 
attic   frame   dwelling,   one-story  extension,   cellar 
brick    foundation,     one-story    stable. 
PARCEL    NO.    38-7. 
Plate  3675,  Sheet  No.  1.     James  Brown,  Queens 
Borough.    Ward    No.    4—50    feet,    more    or    less, 
south   of  centre   line   of  conduit  and   facing  east 
side     of     Centreville     avenue,     one-story     house, 
kitchen    and    extension,    old    stable,    old    frame 
buildings;    all    dilapidated. 

PARCEL  NO.  6. 
Plate  3675.  Sheet  No.  1.  Mrs.  Samuel  Coe, 
Queens  Borough.  Ward  No.  4 — 50  feet,  more  or 
.  less,  south  of  centre  line  of  conduit,  facing  west 
side  of  Centreville  avenue,  one  and  one-half- 
story  frame  house,  cellar,  old  out-kitchen,  one- 
story  stable  and  shed;  buildings  old  and  dilapi- 
dated. 

PARCEL  NO.  2. 
Plate  3675.  Sheet  No.  1.  Gilbert  Elliott, 
Queens  Borough,  Ward  No.  4—120  feet,  more 
or  less,  south  of  centre  line  of  conduit  and  500 
feet  east  of  Sloothoff  Neck  road,  one-story  attic 
and  basement  house,  brick  foundation,  tin  roof, 
old  frame  stable  and  extension,  one  and  one- 
half-story   barn   with   shed  extension;   all  frame. 

PARCEL  NO.  41. 
Plate  3675.  Sheet  No.  2.  W.  B.  Mills.  Queens 
Borough.  Ward  No.  4^110  feet,  more  or  less, 
south  of  centre  line  of  conduit,  facing  east  side 
of  Farmer's  avenue,  two-story  and  attic  dwell- 
ing, one-story  extension,  cellar,  brick  founda- 
tion ;  to  be  reserved  for  engineer's  residence; 
old  one-story  house,  all  frame;  other  buildings 
burned  since  survey  was  made. 

PARCEL    NO.    38. 

Plate  3675,  Sheet  No.  2.  Silas  Van  Brunt, 
Queens  Borough,  Ward  No.  4 — 225  feet,  more  or 
less,  south  of  centre  line  of  conduit  and  250 
feet  east  of  Rockaway  road;  old  dilapidated 
barn. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above-described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.      The   sale   will    take   place   on 

MONDAY.  AUGUST  13,   1906, 
at  11  a.    m.,   on   the  premises,   and  will   be  sold 
for  the  highest   marketable  price  at  public  auc- 
tion. 
For   full   particulars  see   City   Record. 

HERMAN  A.   METZ, 

Comptroller. 
City   of   New    Y'ork- Department   of   Finance, ) 
(28143)       Comptroller's    Office,    July   30,    1906.  J 


FINANCE    DEPARTMENT. 

CORPORATION  SALE  OF  REAL  ESTATE. 
PUBLIC  NOTICE  IS  HEREBY  GIVEN  THAT 
the  Commissioners  of  the  Sinking  Fund  of  the 
City  of  New  York,  by  virtue  of  the  powers 
vested  in  them  by  law,  will  offer  for  sale  at 
public  auction,  on 

FRIDAY.  AUGUST  24.  1!KH>, 
at  12  o'clock  m.,  at  the  Comptroller's  office 
(Bureau  of  City  Revenue).  Room  141.  280  Broad- 
way, Borough  of  Manhattan,  all  the  right,  title 
and  interest  of  the  City  of  New  York  in  the 
following  described  property  which  it  has  by 
virtue  of  a  lease  from  the  Supervisor  of  the 
Town  of  Gravesend  to  the  City  of  Brooklyn, 
which  lease  is  dated  December  24.  1896.  and  re- 
corded in  the  Kings  County  Register's  office  on 
December  2!l,  1896,  in  Section  21.  Liber  3  of 
Conveyances,  page  146,  said  property  being 
situated  at  Coney  Island,  Borough  of  Brooklyn, 
and   bounded   and  described  as  follows: 

BEGINNING  at  a  point  on  the  easterly  side 
of  West  Third  Street,  distant  101  feet  7  inches 
northerly  from  the  northeasterly  corner  of  Nep- 
tune Avenue  and  West  Third  Street;  thence  east- 
erly and  parallel  with  Neptune  Avenue  !<!)<>  feet; 
thence  northerly  and  parallel  with  West  Third 
Street  30  feet;  thence  westerly  again  parallel 
with  Neptune  Avenue  100  feet  to  the  easterly 
side  of  West  Third  Street;  thence  southerly  along 
the  easterly  side  of  West  Third  Street  30  feet 
to  the  point  or  place  of  beginning. 

The  minimum  or  upset  price  at  which  the 
said  land  shall  be  sold.  be.  and  it  is  hereby,  ap- 
praised and  fixed  at  the  sum  of  $120.42,  the 
purchaser  in  addition  thereto  to  pay  the  auc- 
tioneer's fee  and  the  further  sum  of  $100  for  the 
expense  of  examination,  advertising,  etc. 

(For  further  particulars  see  City  Record.) 
HERMAN    A.    METZ. 
Comptroller. 

City  of  New  York— Department  of  Finance, ) 
(28211)         Comptroller's  Office.  August  3,  1906.  S 


PUBLIC  NOTICE  is  hereby  given  to  the  owner 
or  owners  of  all  houses  and  lots,  improved  or 
unimproved  lands  affected  thereby,  that  the  fol- 
lowing proposed  assessments  have  been  com- 
pleted and  are  lodged  in  the  office  of  the  Board 
of  Assessors  for  examination  by  all  persons  in- 
terested,  viz. : 

BOROUGH    OF   BROOKLYN. 
List  8907,   No.  1.     Sewer  in   East  Twenty-ninth 
Street,   between  Avenue   F  and   Avenue  G. 

List  891ti.  No.  2.  Regulating  and  paving 
Sherman  Street,  between  Ocean  Parkway  and 
Reeve   Place. 

All  persons  whose  interests  are  affected  by  the 
above  named  proposed  assessments,  and  who  are 
opposed  to  the  same,  or  either  of  them,  are  re- 
quested to  present  their  objections,  in  writing,  to 
the  Secretary  of  the  Board  of  Assessors.  No. 
32(1  Broadway.  New  York,  on  or  before  Septem- 
ber 11,  liMMl.  at  11  a.  m.,  at  which  time  and 
place  the  said  objections  will  be  heard  and  testi- 
mony received  in  reference  thereto. 

ANTONIO   ZrCCA, 
PAUL    WEIMANN, 
JAMES    H.    KENNEDY, 
Board  of  Assessors. 
WILLIAM    H.    JASPER. 
Secretary, 
No.  320  Broadway. 
City    of    New    York.    Borough    of    Manhattan,     7 
(2829.*'.)  August    8,    1906.  f 


proposals 


Department  of  Water  Supply,  Gas  and  Elec- 
tricity. Room  1.">.36.  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan.  The  Citv  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until  2 
o'clock  P.    M.   on 

FRIDAY.    AUGUST   24.    19(Xt. 
Boroughs    of    Manhattan    and    The    Bronx. 

No  1.  For  furnishing,  constructing  and  erect- 
ing an  engine  house  for  high  pressure  fire  ser- 
vice at  Gansevoort  and  West  Streets,  Borough 
of   Manhattan. 

No.  2.  For  furnishing,  constructing  and  erect- 
ing an  engine  house  for  high  pressure  fire  ser- 
vice at  Oliver  and  South  Streets,  Borough  of 
Manhattan. 

No.  3.  For  furnishing,  delivering  and  erecting 
the  necessary  plumbing  and  gas  fitting  for  the 
high  pressure  fire  service  station  at  Gansevoort 
and   West  Streets.   Borough  of   Manhattan. 

No.  4.  For  furnishing,  delivering  and  erecting 
the  necessary  plumbing  and  gas  fitting  for  the 
high  pressure  fire  service  station  at  Oliver  and 
South  Streets,   Borough  of  Manhattan. 

For  full   particulars  see  City   Record. 

WILLIAM  B.   ELLISON, 
Commissioner. 

Dated   August   6.    1906.  (28280) 

Office  of  the  Department  of  Correction.  No. 
148  East  Twentieth  Street.  Borough  of  Man- 
hattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above  olfice  until  11  o'clock  A.   M.  on 

THURSDAY.    AUGUST    16,    IWMJ, 
Borough  of  Brooklyn. 
No.    1.     For  furnishing  and  delivering  supplies 
for  manufacturing   purposes,   etc. 
For  full   particulars   see  City   Record. 

FRANCIS    J.    LANTRY. 
Commissioner. 
Dated   July   23.    1906.  (2S266) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  l.'»36,  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until  2 
o'clock  P.   M.   on 

FRIDAY.   AUGUST   17.   1906. 
Boroughs    of    Manhattan    and    The    Bronx. 
For  furnishing,   delivering  and   storing  anthra- 
cite coal   in   the    following   amount:    13.1XX)  gross 
tons  of  egg  size  anthracite  coal. 
For  full   particulars  see  Citv   Record. 

WILLIAM  B.    ELLISON, 
Commissioner. 
Dated  August  6,  1906.  (28273) 
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public  Bottccs, 


CORPOKATION     SALE     OF     BUILDINCS     AND 

APFUHTENANCIiiS      THKREIU      OX      VVV\' 

REAL    ESTATE. 

At  the  request  of  the  President  of  the  Borough 

of  the  Bronx,   public  notice  is  hereby  given  that 

the   Commissioners   of   the    Sinking   Fund    of   the 

City  of  New  York,  by  virtue  of  the  powers  vested 

in    them    by    law,    will    offer    for    sale    at    public 

auction    the    buildings,    parts    of    buildings,    etc., 

standing  within  the  lines  and  on  property  owned 

by    the    City    of    New    York    acquired    for    street 

purposes   in   the 

BOROUGH  OF  THE  BRONX. 
Being  the  property  required  for  the  opening 
of  Anaerson  Avenue,  between  West  One  Hun- 
ared  and  Sixty-fourth  and  West  One  Hundred 
end  Sixty-seventh  Streets,  in  the  Borough  of 
The  Bronx,  City  of  New  York,  which  is  more 
particularly  described  on  a  map  on  file  in  the 
office  of  the  Collector  of  City  Revenue.  Depart- 
ment of  Finance,  Room  141,  2S0  Broadway, 
Borodgh  of  Manhaltan.  The  sale  will  take 
place  on  THURSDAY.  AUGUST  aOTH.  T.HMJ.  at 
11  a.  m..  on  the  premises,  and  will  be  sold  for 
the  highest  marketable  price  at  public  auction 
on  the  following 

TERMS    AND    CONDITIONS. 

Cash  payment  in  bankable  funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of  the 
buildings,  parts  of  buildings,  etc..  standing 
within  the  lines  of  said  streets  from  the  streets 
by  the  purchaser  or  purchasers  immediately 
after  the  sale.  If  the  purchaser  or  purchasers 
fail  to  effect  a  removal  within  thirty  davs.  he 
or  they  shall  forfeit  his  or  their  purchase  money, 
and  the  ownership  of  the  buildings,  parts  of 
buildings,  etc.,  and  the  City  of  New  York  will 
cause  the  same  to  be  removed  without  notice  to 
the   purchaser. 

Purchasers  to  be  liable  for  any  and  all  damage 
of  any  kind  whatsoever  bv  reason  of  the  occu- 
pation or  removal  of  s.iid  buildines,  parts  of 
buildings.    o*c. 

The  bidder's  assent  and  agreement  to  the 
above  terms  and  conditions  are  understood  to 
be  implied  by  the  act  of  bidding. 

By  direction  of  the  Comptroller,  sales  of  the 
above    described    property    will    be    made    under 


HERBERT  A.  SHERMAN 

REAL  ESTATE 

AUCTIONEER,     BROKER 

APPRAISER,  AGENT 

GROUND    FLOOR    A8T0R    BUILDING 

0  Pine  and  10  Wall  St.. 

Uptown  Office.  530  and  582   FIFTH   AVENUE 

Corner  44th  St..  under  5th  Ave.  Bank 
Tel.  Connections.     Private  Wire  Between  Offices 


the  supervision  of  the  Collector  of  City  Revenue, 
at   the  time   stated   herein. 

Full  particulars  of  sale  can  be  obtained  at  the 
office  of  the  Collector  of  *ity  Revenue.  Room 
141,  Stewart  Building,  1*80  Broadway,  Borough 
of  Manhattan. 

H.    A.    METZ, 
Comptroller. 
City  of  New  York.   Department  of  Finance,         ) 
Comptroller's  Office.  August  8,  11)00.      ( 

C2S200) 

CORPORATION  SALE  OP  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL  ESTATE. 
Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of  the 
powers  vested  in  them  by  law,  will  offer  for 
sale  at  public  auction  the  buildings,  parts  of 
buildings,  etc..  standing  within  the  lines  and 
upon  property  owned  by  the  City  of  New  York, 
acquired  for  the  Wantagh  Infiltration  Gallery, 
under  the  jurisdiction  of  the  Department  of 
Water  Supply,  Gas  and  Electricity,  being  the 
buildings  formerly  owned  by  Phoebe  Smith,  and 
known  as  Parcel  No.  .'iO  on  a  map  on  file  in  the 
oftice  of  the  Collector  of  City  Revenue,  Depart- 
ment of  Finance.  Room  141.  280  Broadway, 
Borough  of  Manhattan,  consisting  of  two  barns, 
dwelling,   shed.   etc. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue.  Department  of 
Finance.     The  sale  will  take  place  on 

MONDAY,     AUGUST     i:i.     10()0. 
at   10  a.    m.,   on    the   premises,    and   will   be   sold 
for  the   Irghest   marketable  nrices  at  public  auc- 
tion on   the  following 


TERMS    AND    CONDITIONS. 

Cash  payment  in  bankable  funds  at  the  time 
ai,d  place  of  sale,  and  the  entire  removal  of  the 
buildings,  parts  of  buildings,  etc.,  standing 
within  the  lines  of  said  streets  from  the  streets 
by  the  purchaser  or  purchasers  immediately 
after  the  sale.  If  the  purchaser  or  purchasers 
fail  to  effect  a  removal  wiihin  thirty  days,  he 
or  tliey  shall  forfeit  his  or  their  purchase  money, 
and  the  ownership  of  the  buildings,  parte  of 
buildings,  etc..  and  the  City  of  New  York  will 
cause  the  same  to  be  removed  without  notice  to 
the  purchaser. 

Purchasers  to  be  liable  for  any  and  all  damage 
of  any  kind  whatsoever  bv  reason  of  the  occu- 
p:it  on  or  removal  of  said  buildings,  parts  of 
buildings,    etc. 

The  bidder's  assent  and  agreement  to  the 
above  terms  and  conditions  are  understood  to 
be  implied  by  the  act  of  bidding. 

By  direction  of  the  Comptroller,  sales  of  the 
above  described  property  will  be  made  under 
the  supervision  of  the  Collector  of  City  Revenue, 
at  the  time   stated   herein. 

Full  particulars  of  sale  can  be  obtained  at  the 
office  of  the  Collector  of  City  Revenue,  Room 
141.  Stewart  Building,  1^80  Broadway,  Borough 
of  Manhattan. 

H.    A.   MRTZ. 
Comptroller. 
City  of  New  York.   Department  of  Finance,         ) 
Comptroller's  Office,  August  8,   liHlG.      { 

©fficial  Xeoal   "Kotices. 

ATTENTION  IS  CALLED  to  the  advertise- 
ment in  the  "City  Record"  of  August  !)  to  22. 
I'.hk;,  of  the  confirmation  by  the  Board  of  As- 
sessors and  the  entering  in  the  Bureau  for  the 
Collection  of  Assessments  and  Arrears  of  Assess- 
ment for  LOCAL  IMPROVEMENTS  in  the  BOR- 
OUGH   OF    THE    BRONX. 

TWENTY-FOURTH  WARD,  SECTION  11, 
BELMONT  STREET— REGULATING,  GRAD- 
ING. CURBING.  FLAGGING  and  LAYING 
CROSSWALKS,  from  Topping  Avenue  to  Weeks 
Avenue. 

HERMAN  A.    METZ. 
Comptroller. 

City  of  New  York.  August  8.  190G.  (2828S) 


Id 


CONVEYANCES 


Aug.  3.  4.  Ij,  7,  8  and  9. 

BOROUGH   OF   MANHATTAN. 

Allen  St,  Nos  43  and  4.").  w  s,  ."0  n  Hester  st.  50x50.  two  5-sty 
brk  tenements  and  stores.  Abraham  Levy  to  Joseph  Klein.  Mt 
$43,500.  June  2t;.  Aug  7,  I'.tOl!.  1:307—33.  A  5;20.()( M >— !);30. - 
000.  other  consid  and   100 

Allen  St,  No  183.  w  s.  50  n  Stanton  st,  25x75,  .5-sty  brk  tenement 
and  store.  Abraham  Josephson  to  Yetta  Josephson.  Mort  .$2(3,- 
5(:M).      Aug  3.      Aug  (i,   lOtM',.     2:417—29.      A   $12,000— $24.(X)0. 

other  consid  and  100 
Allen  St.   Xos  202  and  204,   e  s,  .55.(5  s  Houston  st,  42.3x50,   two 

.3-sty   frame   brk   front    tenements   and   stores;:    also 
All   title   to   strip   at  s  e   cor  of  above,   runs  e   .37.(3  x  n  0.9  x  w 
37.0  X  s  0.0  to   beginning. 

Amelia    Rubinsky   to   May  Perlman.      Mort   $21,000.      Aug   1.     Aug 
4,    liKHi.      2:417—17    and   48.      A   $14,.5(J0— $15,.5(X). 

other  consid  and   100 

Ibegins  Broad  st,  s  e  cor  Beaver  st.   runs 

1     s  99.8  X  e  100  x  s  0.0  x  e  2(i.(i  x  n  0.11 

I     X  e  12.5  x  n  11   x  e  0(j.5  x  s  30.5  x  e 

South  William  st  x  e  25.0  x  n  03.7  x  w  10.7 


Broad  st,  Nos  61  to  09 

South  William  st.  No  8 

Beaver  st,  Nos  32  to  40 
37.8  X  s  37.0  to  n  s 
X  D  59.11  to  s  s  Beaver  st  x  w  211.1  to  beginning,  twelve  4-sty 
brk  loft,  oftice  and  store  buildings.  City  Real  Property  In- 
vesting Co  to  Broad  and  Beaver  Street  Co.  Mort  $,SOO,00(y.  July 
27.  Aug  3,  lOOO.  1:29—85,  71  to  77  and  (J7  to  70.  A  $814,7<KI 
—.$945,500.  lilO 

Broad   st,    Nos   01   to  09|s  e  cor  Beaver  st,  runs  e  112.2  x  s  95.10  x 

Beaver  st,  Nos  .32  to  30  |  w  1.10  x  s  0.11  x  w  20.0  x  n  0.0  x  w  1(X> 
to  Broad  st  x  n  99.8  to  beginning,  six  4-sty  brk  loft,  office  and 
store  buildings.  Release  mort.  Equitable  Lite  Assurance  Soc 
of  the  U  S  to  Broad  and  Beaver  Street  Co.  Aug  2.  Aug  3,  ItlOO. 
1:29—71  and  72  and  07  to  70.     A  $.533,50O-.$570,500.  .570.000 

Same  property.  Broad  and  Beaver  Street  Co  to  Consolidated 
Stock  and  Petroleum  Exchange  Building  Co.  B  &  S  and  C  a  G. 
Aug  2.     Aug  3,   T.MIO..    1:29.  870,0(10 

Broome  st,  Nos  25  and  27,  s  s,  7.5  w  Mangin  st,  50x75,  C-sty  brk 
tenement  and  store.  Max  Gross  to  Morris  Levy  and  Jacob 
Lapinsky.  Mort  $50,200.  Aug  7.  Aug  8,  1900.  2:321— 1(_>.  A 
$14.0(HI — .$45,000.  other   consid    and    100 

Broome    st,    Nos   305    to   309  |  s    e    cor    Mott    st,    72.9xl03.8x70.8x 

Mott  st,  Nos  100  to  170  I  108.10,  two  3-sty  brk  tenements 
and  two  4-sty  brk  loft  and  store  buildings.  Release  mort.  Cor- 
porate Realty  Association  to  Rocco  M  Marasco.  Aug  7.  Aug 
8.   1900.     2:470—8   to   U.     A   $70,000— .$78,000.  nom 

Canal  st.  No  .332       Is  s.  103  e  Church  st,  runs  e  24.9  x  s  100.2  to 

Lispenard  st.  No  .39|  n  s  Llspenard  st  x  w  25  x  n  50..S  x  e  4.4  x  n 
12  X  w  3.11  X  n  49.3  to  Canal  st  at  beginning,  part  0-sty  brk 
loft   and  store   building,   fee.  all   of. 

Lispenard  st.   No  41.   n   s.   abt  12.S  e  Church  st.  25x50,   part  C-sty 
brk    loft    and   store  building,    leasehold,   all   title. 
Robt    B    Honeyman    to    Sydney    W    Peoples,    of    Philadelphia,    Pa. 
B  &  S.     Mort  $90,000.     June  1.      Aug  3,  IfMMi.     Ij210.  nom 

Cherry  st.  No  174.  n  s.  abt  .^'.>  e  Market  slip.  2.5x114,  .5-sty  brk 
tenement  and  store.  Hanna  King  to  Abraham  Salkin.  1-3  part 
right,  title  and  interest.     All  liens.     Aug  1.     Aug  3,  1906.     1:254 


—5.      A   $S.Of«>— $20,000. 

Same  property.     Same  to  Ida  Salkin.     1-.3 

terest.      All  liens.     Aug  1.      Aug  .3.  1900. 

Cherry  st,  No  174,  n  s.  abt  .85  e  Market  st, 

Giovanni   Lordi   et   al 

Aug  3,   1900.      1:2.54- 


ment   and   store. 
$14,000.     Aug  1. 


](H) 
part  right,  title  and  in- 
1:2.54.  100 

25x114.  5-sty  brk  tene- 
to  Hanna  King.  Mort 
5.      A   $8,(MM)— $20.(KI(>. 

other  consid  and   lOlt 
e  s.  KXJ  s  Grand  st,  25x100,  6-sty  brk  tenement 
and  store.     PARTITION.     Sylvester  L  H  Ward  referee  to  Herman 
Moench,     Brooklyn.       Mort     .$28.1100.       July    31.       Aug    3,     1900. 
1:30.5—12.     A   $19.(«l(>— .$:!i;.(lOO.  28,(MK) 

Same  property.     Herman  Moench  to  Hyman  Kosberg.     Mort  $44.- 
500.     Aug  2.     Aug  3,  1906.     1:305.  100 


Chrystie  St.  No  96 


Delancey  St.  No  27(5,  n  s,  7.5  w  Cannon  st,  25x75,  5-sty  brk  tene- 
ment and  store.  Abraham  Katz  et  al  to  Moritz  Mark.  Mort  $25,- 
Om).     Aug  3,   1906.     2:333—73.      A   $12,(KI0— $17,000. 

other  consid  and   100 

Division  st,  Nos  252  and  2.54[n    w    cor    Ridge    st,    44.4x.84x39.6x63.5. 

Ridge  st,   Nos  1   to  .5  |     6-sty  brk  tenement  and  store.     Hene 

Cooper  to  Prank  Feldman  and  Newman  Grossman.  Mort  $73.- 
.500.      Aug   1.      Aug  4.   1!)06.      1:315.  other  consid  and   100 

Division  st,  Nos  54  and  56.  on  map  No  .56.  n  s,  81.1  e  Chrystie  st, 
runs  n  w  73.6  x  n  e  3.11  x  s  e  39.3  x  s  w  5  x  w  3.9  x  s  52.10  x  w 
28,  5-sty  brk  tenement  and  store.  Sophia  Mayer  to  Abram 
Schultz  and  Louis  Winkler.  Morts  .$28,750.  Aug  2.  Aug  3, 
1906.      1:2.S9 — 19.      A   $18.00(1— $25.(100.  other   consid   and   100 

Downing  St.  No  .'13  jn  e  cor  ISedford  st,  25x70,  3-sty  brk  and 

Bedford  st,  Nos  24  and  2(i  |  frame  tenement  and  store.  Samuel 
Williams  et  al  to  Abraham  H  Altschul.  Mort  $17,.5(X).  July  30. 
Aug    4,    1906.      2:527—114.      A    $13,500— $16,000. 

other   consid   and   100 

Downing  st,  Nos  .55  and  5514,  n  s,  182.2  w  Bedford  st,  38.11x90. 
two  5-sty  brk  tenements.  Angelo  and  Peter  Alpi  to  Domenico 
Garofalo.  of  Brooklyn.  Mort  $15,000.  June  19.  Aug  9.  1906. 
2:528—85  and  86.     A  $14.(XK>— $20,(XI0.  other  consid  and   1(X) 

East  Broadway.   No  158|  n   s.   50.4   w   Rutgers  st,   25xl(X).9   to   s   s 

Canal   st.    No  30  |     Canal    st,      x2.S.5x93.6,     two    5-sty      brk 

tenements  and  stores.  Davis  Berkman  et  al  to  Isaac  Lipschitz. 
Mort  .$07,000.  Aug  1.  Aug  9,  1900.  1:283— 70  and  7.5.  A  $31,- 
000— .$40,000.  other   consid    and    100 

East  Broadway.  No  .38.  n  s,  280  e  Catherine  st.  24.llx69.8x24.llx 
69.10,  5-sty  brk  tenement  and  store.  Morris  Garflnkel  to  Samuel 
J  Silberman.  Mort  $25.(X10.  Aug  3.  Aug  4.  1906.  1:281—17. 
A   $17,(XMI— $24,(X10.  other  consid  and   KX) 

East  Broadway,  No  38,  n  s.  2.S0  e  Catharine  st.  24. 11x69. 8x24. llx 
09.10.  5-sty  brk  tenement  and  store.  Samuel  J  Silberman  or  Sib- 
lerman  (?)  to  Harris  Silberman.  Mort  $16.(I(KI.  Aug  3.  Aug  (i. 
1906.     1:281—17.     A  $17.(KH)— $24,000.  100 

East  Broadway,  No  50,  n  s,  264.2  w  Market  st,  24.1 1x08.1 0x25x 
68.1(1,  5-sty  brk  loft  and  store  building.  Wm  Simis  EXR.  &c, 
Mary  0  Simis  to  Leon  Kauffman  TRUSTEE  Mary  O  Simis.  ^Ai 
part.  All  title.  July  27.  Aug  8,  1906.  1:281—23.  A 
$18,000 — ,$28.0(H).  nom 

Essex  St.  Nos  110  to  114,  e  s,  147  s  Rivington  st.  runs  p  60  x  n 
32  X  e  40  x  s  101.0  x  w  1(10.4  to  st,  x  n  (iO.O  to  beginning,  three 
5-sty  brk  tenements  and  stores  and  three  4-sty  brk  tenements 
in  rear.  Louis  Stoiber  and  ano  TRUSTEES  Felix  Stoiber  deed 
to  Louis  Stoiber.  Brooklyn.  -Aug  8.  Aug  9,  1900. 
9.      A    $48.(XI0— .$ . 

Forsyth   st.   No  62  |n  e  cor  Hester  st,  25x(5().8. 

Hester  st.  No  119     | 

Forsyth  st.  No  64.  e  s,  25.1  n  Hester  st,  25x67.3,  C-sty  brk  tene- 
ment   and    store. 
Henry    Meyer    to    Barnet    (ioldtein.       Morts    $117,000.      July    31. 
Aug  3,  1906.     1:3(X!— 1.     A  .$40  000— $8( I  01 10.     other  consid  and  100 

Same  property.  Charles  Michael  to  Henry  Meyer.  Mort  $117.- 
0(K».     June   13.     Aug  3,   1906.     1:306.  other  consid  and  100 

Front  st,  Nos  229  and  231,  s  e  s,  51.10  s  w  Peck  Slip,  37.9x73.10 
x37. 4x72.11.  5-sty  brk  loft  and  store  building.  Francis  X 
Ahern  to  Amos'  F  Eno.  Aug  7.  Aug  8,  111(10.  1:117 — 26.  A 
.$1.3,1(X1 — $29,000.  other   consid    and   100 

Front  St.  No  301,  s  e  cor  Montgomery  st.  21.2x70.  4-sty  brk  tene- 
ment and  store.  Nicholas  F  P  Behrens  to  Frederick  Pape.  July 
24.      Aug   3,    1900.      1:244-18.      A    $6.000— .$8,000. 

other   consid   and    100 

Goerck  st.  No   1.35,   w  s,   173.11   n   Stanton  st.  25.10.vl(l(.>.   with  all 
title   to   strip  on   n  0.2x0.3>/2xlOO. 
Abraham    Reich    et    al    to    Morris 
Mort   .$:U,6(X).      July  26.      Aug  3. 
.$:50.(XKI. 

Grand  st.  No  474.  n  s.  75  w  Willett  st. 
and   store.      Hyman    Rechtseit    et 
ber.      Mort    .$30,000.      Julv   31. 
$20,000— $40,000. 


:3.53 — 7  to 
130,300 


0-sty  brk  tenement  and  store. 
Lesser  and  Paulina  Goodman. 
19(Xi.  2:330—04.  A  $11,000— 
other  consid  and  100 
2.5xl(X),  (i-sty  brk  tenement 
al  to  Max  and  Abraham  Gru- 
Aug  8,  1906.  2:33(5—26.  A 
other  consid  and  1(XI 
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Greenwich  st,  Nos  S38  and  S40,  w  s,  abt  60  n  Horatio  st,  — x — ,  4- 
sty  brk  stable   (Mort  .$18,000). 

Christopher  st.  No  157.  n  s.  abt  70  e  Washington  st,  — x — ,  3-sty 
brlt  building   (Mort  .^Ci.GW). 

Tith  av.  n  w  cor  Washington  av,  80x100. 

Rockaway  Park,  N  Y. 

Washington  av.  —  s,  near  5th  av.  — x — ,  Rockaway  Park,  N  Y. 

Park  av.  w  s.   115  s  14th  st.  10(KSJ.(i,  Hoboken,  N"  J. 

CONTRACT.  Geo  D  Kuper  and  ano  EXRS  Chas  P  C  Kuper  with 
Geo  D  and  Jacob  E  W  Kuper  1-3  partt  all  title.  Mort  $4,500. 
April  11  Aug  4,  190(3.  2:043—57.  A  $20,0(X>-$29,000.  2:C30— 
2<J.     A  $8,500—115,000.  1G,700 

Grand  st,   No  402|   n    w    cor   Pitt    st,   25x100,   (i-sty   brk   tenement 

Pitt  St.  Nos  1  to  5|  and  store.  Samuel  Greenfeld  ct  al  to  Solo- 
mon H  Schlanger.  Mort  $(;0,000.  July  0.  Aug  7,  IHOG.  2:341— 
58.     A  $35,000— $70,000.  other  consid  and  1(X> 

Greene  st,  Nos  175  and  177,  w  s,  100  s  Bleecker  st,  40x100.  H-sty 
brk  loft  and  store  building.  John  Rollmann  to  Wm  Cohen, 
Joseph  M  Goldberg  and  Isidor  Witkind.  Mort  $75,(X)0,  Aug  1. 
Aug    8,    lOOti.      2:. 524— 53.      A    $48,000— $8(  1,000. 

other    consid    and    100 

Hamilton  st,  No  81.  n  s,  abt  255  w  Market  st,  31x52x — x4S.9,  e  s, 
.5-sty  brk  tenement  and  store.  Wm  Burns,  EXR,  &c,  James  H 
Goodchild  to  Andrew  Coppola.  Mort  $1(1.(100.  Aug  3.  Aug 
8.    inOO.      1:2.53—70.      A   $5,000— $10,000.  l(l(X)0 

Henry  st,  No  304.  s  s,  215.3  e  Scammel  st,  24x95.\23.11x95,  5-sty 
brk  tenement  and  store.  Meyer  Frank  ct  al  to  Harry  Strasbour- 
ger.  Mort  .$21,300.  July  31.  Aug  7,  1900.  1:207—08.  A  $13,- 
(ICMI— $18,000.  nom 

Henry  st.  No  34,  s  s,  220  e  Catharine  st,  25x100,  5-sty  brk  tene- 
ment and  store.  Peter  Caughlin  to  Harriet  T  Caughlin,  Cath  E 
Dague,  Ellen  Allison.  Mary  Klotz  and  John.  Joseph  and  Rose 
Caughlin  heirs.  &c,  Catherine  Caughlin.  Release  curtesy.  Q 
C,  &c.  All  title.  Jan  19.  Aug  7,  1900.  1:277^1.  A  $17,- 
.50O— $28,000.  nom 

Hester  st,  No  40,  s  s,  02.0  e  Ludlow  st.  25x.50.  3-sty  frame  (brk 
front)  tenement  and  store.  Kathryn  Banks  by  Allen  Broomhall 
GUARDIAN  to  Cornelia  K  Averill.  1-250  interest.  B  &  S.  Aug 
1.     Aug  3,  1900.     1:297—15.     A  $10,000— $17,000.  SO 

Hester  st.   No   17  |   n   w   cor  Suffolk   st,  — x — ,   5-sty  brkl 

Suffolk  St.   Nos  7  and  9     |     tenement   and   store. 

04th  St.  No  102,  s  s,  abt  20  e  Park  av,  — x — ,  4-sty  stone  front 
dwelling. 

Undivided  interest  in  all  right,  title  and  estate  of  which  Jacob' 
Jacobs    died    seized.  ] 

Herman  Jacobs  to  Joseph  Jacobs.  Trust  deed.  All  title.  July 
30.  Julv  31.  1900.  1:312—33.  A  $37,000— $.50,000;  5:1.398- 
71.     A  $20.000 — $25,000.  nom 

Hester  st.   No  9.5        |  n  e  cor  Allen  st.  runs  e  21.10  x  n  75  x  e  43.9 

Allen  St.  Nos  40  to  44]  x  n  25  x  w  05.7  to  e  s  Allen  st,  x  s  100  to 
beginning,  two  .5  and  one  3-sty  frame  and  brk  tenements  and 
stores.  Lawrence  F  Braine  et  al  EXRS.  cSic.  Daniel  L  Braine  to 
Benedict  Bockar.  C  a  G.  Aug  7,  litOO.  1:308—34  and  1.  A 
.$35.(100— $4t;.O0O.  other  consid  and  100 

Horatio  st.  Nos  75  and  77,  n  s,  abt  189  w  Greenwich  st,  40x84.4. 
two  2-sty  brk  dwellings.  David  Kidansky  et  al  to  Mary  Meagher. 
Mort  $15.(1(10.  July  23.  Aug  4.  I'.RIO.  2:043—07  and  08.  A 
$18,000— $21. (JOO.  other  consid   and   100 

Houston  st.  Nos  100.  102,  lOC'^,  E,  n  s,  120.1  e  Bowery,  runs  s  e 
75.2  X  n  e  .34.11  x  w  3.1  x  w  24.3  x  e  0.3  x  u  e  40.11  x  n  w  74  x  n 
e  25.1  X  n  w  14.9  x  s  w  120.7,  .3  and  4-sty  brk  and  frame  tene- 
ments and  stores  and  1-sty  brk  building  in  rear.  | 
Frank  Hillman  et  al  to  Chas  Lowe  and  Max  Jorrisch.  Mort 
.$84,000.  July  5.  Aug  3,  1900.  2:45(3 — 10  to  42.  A  .$48,000— 
.$54  000.                                                                       other  consid  and  100 

Houston  St.  Nos  398  and  400  [n  s,  abt  00  w  Sheriff  st.  40x00.7  to  s 

2d  St.  Nos  289  and  291  |  s  2d  st  x40.4xli5.8  w  s.  0-sty  brk 
tenement  and  store.  Annie  Pariser  to  Sarah  Rappaport.  Mort 
$00,000.    July  23.    Aug  3,  1906.    2:371—17.    A  $27,000-$00,(HKi. 

nom 

James   st.    Nos   44   and   46  |  s    e    cor   Madison    st,    37.4x00.7.x37.1x 

Madison  st.   No  42  |     .50.9,      0-sty      brk      tenement        and 

store.  Martin  Garone  and  ano  to  Harris  Gabrilwitz.  Mort 
$01.(KiO.  Aug  7.  Aug  8,  1900.  1:278—20  and  21.  A  $17,(XI0 
— $20,000.  other  consid  and  100 

John  st.  No  77  (.55),  n  s,  90.4  e  William  st,  25xl00.2x2.5.x9S.5,  4- 
sty  brk  loft  and  store  building.  August  Klipstein  to  The 
South  Manhattan  Realty  Co.  Mort  JliO.OOO.  C  a  G.  June  25. 
Aug  8.   1900.     1:77—5.     A   $50,000— $58,000.  nom 

Lewis  st.  No  78.  e  s,  124.9  n  Rivington  st,  25x99,  5-sty  brk 
tenement  and  store  and  ;5-sty  brk  tenement  in  rear.  Aaron 
Gottlieb  to  Hyman  Moskovitz,  Morris  Kurlanshik  and  Barnet 
Fishman.  Mort  $10,000.  Aug  7.  Aug  8,  1900.  2:329—39.  A 
$12,000- $22,000.  other   consid   and   100 

Lewis  st.  No  113,  w  s,  175.1  s  Houston  st,  25x100.2.  .5-sty  brk  ten- 
ement and  store  and  2-sty  brk  tenement  in  rear.  Sophia  Meyer 
to  Charles  Wolf.  Morts  .$34,.500.  Aug  1.  Aug  7,  1901).  2:330 
—20.      A   $13.000— $18,000.  other   consid   and    100 

Lewis  st,  Nos  72V4  and  74  |n   e  cor  Rivington   st,   100x25,   6-sty  brk 

Rivington  st.  No  300  1     tenement    and    store.      Paul    Sbalet    to 

Joseph  and  Samuel  Bruder.  Mort  $01,000.  Julv  31.  Aug  3,  1900. 
2:329-78.     A  $10.000— .$40,000.  other  consid  and  100 

Lewis  St.  No  1.50,  on  map  No  1.54,  e  s.  2.5  n  3d  st,  runs  n  24  x  e 
100.5  -x  s  27.3  X  w  100.7  to  beginning.  0-sty  brk  tenement  and 
store.  Barnet  Cohen  to  Julius  Stoloff.  Mort  $37,500.  Aug  2. 
Aug   3,    1900.     2:358-^.      A   $11,000— $33,0(X). 

other   consid    and    100 

Ludlow  st.  No  78,  e  s,  50  s  Broome  st,  19.1x75.  5-sty  brk  tenement 
and  store.  Abraham  Saks  to  Samuel  Steinik  and  Meyer  Blumen- 
feld.  Mort  $17,800.  Aug  2.  Aug  4,  1900.  2;40.S— 3l>.  A  .$3.CMX1 
— $18.(;kX).  other  consid  and  100 

Ludlow  St.  No  182,  s  e  s,  1.50  s  e  Houston  st,  25x87.0,  4-sty  brk 
tenement  and  store  and  4-sty  brk  tenement  in  rear.  Harris 
Beckelman  et  al  to  Jacob  Silver.  Mort  $23,000.  July  20.  Aug 
3,  1900.     2:412—49.     A  $17.000— $20,000.         other  consid  and  100 

Ludlow  st,  No  18,  e  s,  abt  175  s  Hester  st,  25x86,  5-sty  brk  tene- 
ment and  store  and  4-sty  brk  tenement  in  rear.  Rebecka  wife 
David  Sherman  et  al  HEIRS  Helena  Werner  to  Louis  Margu- 
lies.  Eward  A  Koenig  and  Lawrence  B  Witzel,  of  Brooklyn.  Mort 
$25,000.     July  27.     Aug  4,  1900.     1:297-0.     A  .$17,(J00— $25,000. 

other   consid   and   100 

Macdougal  st.  No  30  (26).  s  e  s,  abt  GO  s  Prince  st.  25x100.  3-sty 
brk  tenement.  Maria  Marsicano  widow  to  Emilio  Repetto.  'A 
part.      Aug  4,   1900.     2:.504— 17.     A   $14,000— $10,000.  10,000 

Madison  st.  No  SO,  s  s.   172.8  e  Catharine  st.  25x100.8,  5-sty  brk 
tenement  and  store.     Louis  A  Goldstein  to  Isidor  Wexler  and  Her- 
man  Posner.     Mort  $40,000.     Aug  0.     Aug  7,   1900.     1:270 — JO. 
A  $17,000— $.32,000.  other  consid  and  100 


Madison  st.  No  94,  s  s,  abt  270  e  Catharine  st,  25x100,  2-sty  brk 
tenement. 

Madison   st.   No  98,   s   s,   abt  320  e   Catharine   st,   25.2xl00.x25.1x 
KM),   3-sty   brk   tenement. 

Pincus   Lowcnfeld  et  al   to  Louis  Frank.     Mort  .$.50,500.     July  1. 
Aug  8.  1900.     1:270 — tO  and  42.     A  $34.000— $36,000.  100 

Monroe  st.  No  89,  n  s.  135.7  e  Pike  st.  25.1x100.  5-sty  brk  tene- 
ment and  store.  .Morris  Goldstein  to  Israel  Solomon.  Mort 
.$34,1.55.     Aug  2.     Aug  3,  1900.     1:272—5.     A  $18,0<M>-.$23.on(>. 

other  consid  and  lOO 

Monroe  St.  No  97,  n  s,  235.4  e  Pike  st,  20x100,  5-sty  brk  tenement 
and  store.  Louis  Jaffe  et  al  to  Louis  Lesser.  Mort  $38,750. 
July  25.     Aug  3,  1900.     1:272—9.     A  $18,500- $32,000. 

other   consid    and    100 

Monroe  st.   Nos   181  and  183    |  n  w  cor  Montgomery  st,   48x75,  6- 

Montgomery  st,  Nos  40  to  44|  sty  brk  tenement  and  store.  Mey- 
er Scbwartzreich  to  Davis  Berkman  and  Louis  H  Silver.  Mort 
$98,000.  July  31.  Aug  9,  1906.  1:200— ISy^  to  14y2.  A  $45,- 
(_I00— .$ .  other  consid  and  100 

Monroe  st.  No  245,  n  s,  280.10  e  Scammel  st,  2G.9.x94.5x26.9x94.S. 
5-sty  brk  tenement  and  store.  Ida  Machiz  to  Abraham  Leven- 
stein.  Mort  $2(i.(lOO.  July  25.  Aug  9,  1906.  1:200—25.  A 
$14. 00t»— $30.0110.  other  consid  and   100 

Monroe  st.  No  131  .n  s,  207.10  w  Jefferson  st.  28x100.  0-sty  brk 
tenement  and  store.  David  Mayer  to  Jacob  Liberman.  Mort 
$56,2.50.     Aug  0.     Aug  7,  1906.     1:271—1.     A  $17.000— $40,000. 

other  consid  and  1(X) 

Mott  st.  No  01.  w  s.  100  n  Bayard  st.  25x100,  6-sty  brk  tenement 
and  store.  Max  Levy  to  Bessie  Marks  and  Lena  Bimberg.  All 
title.  Mort  $20,000.  July  25.  Aug  9,  1900.  1;20(.)— 29.  A 
$18,000— .$33,000.  other  consid  and   100 

New  Chambers  st,  Nos  82  and  84.  s  s,  125.3  w  Cherry  st.  runs  w 
40.10  s  75.2  X  e  20.11  x  n  43.8  x  e  10  x  n  —  to  beginning,  4- 
sty  brk  tenement  and  store.  Union  Construction  and  Realty  Co 
to  George  R  Simpson.  July  31.  Aug  6,  190G.  1:111—31.  A  .$4.- 
4011— $6,100.  100 

Orchard  st.  No  74,  e  s,  137.6  n  Grand  st,  25x87.6,  5-sty  brk  tene- 
ment and  store.  Abraham  Weiss  to  Morris  Goldstein.  Mort 
$30,500.      Aug  3,    1906.     2:408— t.     A  $17,000— $27,000. 

other  consid  and  100 

Pearl  st,  Nos  1.S7  and  ISO.  n  w  cor  Cedar  st.  runs  n  35.0  x  w  59.11 
X  s  O.lj  X  w  12.8  X  s  29.4  to  n  s  Cedar  st  x  e  71.0  to  beginning,  two 
4-sty  brk  loft  and  store  buildings.  Carson  C  Peck  to  Julia  D 
Martin  widow.  Mort  $36,000.  July  31.  Aug  3,  1900.  1:42—5 
and   0.      A   .$29.300— .$37,600.  other   consid   and   100 

Pearl  st,  Nos  1.S7  and  189,  n  w  cor  Cedar  st,  runs  n  3.5.0  x  w  .59.11 
X  s  0.0  X  w  12.8  X  s  29.4  to  n  s  Cedar  st  x  e  71.0  to  beginning, 
two  4-sty  brk  loft  and  store  buildings.  Julia  D  Martin  to  Con- 
stantia  Bixby.  Brooklyn.  1-5  part.  Mort  $00,000.  Aug  2.  Aug 
4.  19O0.     1:42—5  and  6.     A  .$29..S00— .$37.(iOO.  100 

Pike  St.  No  52.  w  s.  49  n  Monroe  st.  24x86.  4-sty  brk  tenement. 
Julius  Valcnstein  to  Joseph  and  Wra  Cohn  and  Jacob  Acker- 
mann.  Mort  $20,001).  July  20.  Aug  3,  1900.  1:274—17.  A 
$15,000— .$20,000.  other  consid  and   100 

Pitt  st.  No  91,  w  s,  abt  122  n  Rivington  st.  25x100.  7-sty  brk 
tenement  and  store.  Release  dower.  Rachel  Bachrach  widow  to 
Louis  Bachrach.  Aug  3.  Aug  9,  1900.  2:344—60.  A  $10,000 
—.$30,000.  other  consid  and  100 

Same  property.  Abraham  Bachrach  et  al  EXRS  Solomon  Bach- 
rach to  same.     Aug  3.     Aug  9.  1906.     2:344.  4,000 

Same  property.  Louis  Bachrach  to  Joseph  S  Eile.  Mort  $40.- 
000.      Aug  7.     Aug  !l.   1900.     2:344.  other  consid  and   100 

Prince  st.  No  04,  s  s,  7.0  w  Lafayette  st,  20x54.9,  3-sty  brk  build- 
ing and  store.  Dora  Westermann  et  al  to  Thomas  Rosson.  Aug 
6.      Aug  7,   1900.      2:496—17.     A   $11.000— $12,500.  nom 

Rivington  st.  Nos  101  and  1031s    e    cor    Ludlow    st,    34.4x100,    6-sty 

Ludlow  st.   No  126  |    brk    tenement    and    store.         Annie 

Feinberg  to  Esther  Riedler.  Mort  $65,.5(X».  Aug  1.  Aug  4,  1906. 
2:410— 1(!.      A  .$38,000— $75  000.  other   consid  and   100 

Rivington  st.   No  20|  n   e   cor   Chrystie   st,   25x100,  6-sty  brk  ten- 

Chrystie  st.  No  l.SO|  ement  and  store.  Samuel  Weinstock  et  al  to 
Louis  Morrison  and  Salamon  Schecbner.  Mort  $73,500.  Aug  6. 
Aug  7,  VXy.i.     2:421—42.     A  $28  t iOO— .$60,000. 

other  consid  and  100 

Rivington  st.  No  28,  n  s,  75  w  Forsyth  st,  25x100,  4-sty  brk 
stable.  Wm  Simis  EXR,  &c.  Mary  O  Simis  to  Leon  Kauffman 
as   trustee  Mary  O   Simis.     I'-i  part   of  all   title.     Julv  27.      .\ug 

8,  1906.     2:421—38.     A   $197000— $25,000.  nom 
Sheriff   st.    No   80,    e   s,   175.4   n   Rivington   st.   25x100,   5-sty   brk 

tenement  and  store  and  4-sty  brk  tenement  in  rear.  Abraham 
Kahn  to  Saml  Stone  and  Solomon  Sheintag.  Mort  $33..50O. 
Aug   7,    1906.      2:334—7.      A   $15,000— $21,000. 

other    consid    and    100 

St  Marks  pi,  Nos  110  and  112,  s  s.  293.5  w  Av  A.  runs  w  ,38.9  x  s 
97.7  X  s  again  15  x  e  37. (i  x  n  90  to  beginning.  (5-sty  brk  tenement 
and  store,  .\braham  M  Bachrach  et  al  to  Abraham  Simiansky. 
Mort  $iil,40(l.  Aug  2.  Aug  3,  1900.  2^435— 19.  A  $24,000— 
$52,000.  other  consid   and  IOO 

Stanton  st,  No  178,  n  s,  80  w  .\ttorney  st  ,20.\09.0.  3-sty  frame 
brk  front  tenement  and  store  and  5-sty  brk  extension.  Morris 
Gottlieb    to    Maria    Neustaedter.      Mort   $17,000.      Aug   8.      Aug 

9,  1900.     2:3.50—79.     A  $16,000-$19,000. 

other  consid  and  100 
Stanton  st.   No  2S6  |n    e    cor   Cannon    st.    33.4x75,    6-sty    brk 

Cannon  st,  Nos  10()  to  110|  tenement  and  store.  Julius  A  Ellis  to 
Isaac  Ginsberg.  Mort  .$40,000.  Aug  1.  Aug  4.  1906.  2:330—1. 
A  $25.000— $55,000.  nom 

Stanton  st.   No  2.S(!  In    e   cor   Canonn    st,    33.4x75,    6-sty   brk 

Cannon  st,  Nos  100  to  110|  tenement  and  store.  Isaac  Ginsberg  to 
Jacob  Klini;ens(ein.  Mort  $40,000.  Aug  3.  Aug  4,  1900.  2:330 
—1.      A   .$25.000— .$.55,000.  other  consid  and   100 

Washington  st.  No  515,  e  s,  abt  228  n  Spring  st,  21.3x.56.6x21.2 
x.56.3  s  s,  4-sty  brk  tenement.  Domenico  Garofalo  to  Angelo 
and  Peter  Alpi.  Mort  $7,000.  Aug  6.  Aug  9,  1906.  2:596— 
59.      A   $7.000— .$8, .500.  11,(X)0 

Watts  St.  No  SO.  on  map  No  136,  n  s,  60  e  Washington  st,  20x56.3, 
3-sty  brk  tenement  and  store.  Elizabeth  Wagner  widow  to 
William  Kuhn  and  John  Lawson.  Aug  8.  Aug  9.  1900.  2:595 
— 18.      A    .$0,. 500— $7,200.  other   consid   and    100 

White  St.   Nos  f)4  and  9(j|n   w   cor   Elm   st.   — x — ,    two   3-sty    brk 
Lafayette  st.  or  |     and    frome    loft    and    store    buildings. 

Elm  st,  Nos  S.S  and  90  |  Samuel  Fessenden  to  Chas  W  Davton. 
B  &  S  and  C  a  G.  Mort  $45,000.  July  23.  Aug  3,  1906.  1:195 
J— 22  and  23.      .\  $52.000— $57,500.  other  consid  and  100 

Same  property.     Chas  W  Davton  to  Clyde  Realty  Co.     Mort  $4.5.- 

000.     July  27.     Aug  3,  1906.     1:195.  80,750 

Willett  st.  No  33.  w  s.  1.50  s  Delancey  st.  old  line,  25xl(X),  5-sty 
brk  tenement  and  store.  Abraham  Lantzman  and  ano  to  Meyer 
V  Turchin.  Mort  $.30,000.  Aug  1.  Aug  3,  1900.  2:337—24.  A 
$16.0(X>— $32,000.  other  consid  and   100 


The   text    of   these   pages   is   copyrighted.      All   rights   are   reserved. 


Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 


August  II,  1906       ConTej^AHOM 


RECORD     AND     GUIDE  Manhattan 


2^1 


Water  st.   No  014: 

05.6  e   s. 
Water  st,  No  OK!, 

or>.o  w  s. 

two  0-sty  brk  tenements  and  stores. 
Abraham   Roffman    et    al    to    Ray    E 


n  s,  abt  70  w  Gouverneur  st,  26.2x64.5x26.3x 
I  s,  abt  54  w  Gouverneur  st,  2O.0x05.11xl0.1O.\ 


July  30.     Aug  3,  lOUO.     1:25'J— 7  and  8, 


Schenkman.      Mort   .$;{2,00(). 


A  112,000— $27,000. 
other   consid   and    lUO 
e   cor   Walker  st,    18.8x60. 


s,   18.8  s  Walker  st,  18.8x57  to  3-ft 


West   Broadway,   No  253  | 

Walker  st,  Nos  1  and  3 

West   Broadway,   No  251, 
alley. 

West  Broadway,  No  249,  e  s,  37.4  s  Walker  st,  18.8x00. 
two  5-sty  brk  loft  and  .store  buildings. 

Wm  Laue  to  Chas  H  Keys,  Orange,  N  J.  Mort  $40,000.  Aug  1. 
Aug  3,  1906.     1:191—18  and  19.    A  $43,800— $64,000.  nom 

Willett  st.  No  71,  w  s,  63  s  Rivington  st,  18.6.x50,  5-sty  brk  tene- 
ment and  store.  Joseph  Feierstein  to  Sarah  wife  Joseph  Feier- 
stein.  Mort  $14,250.  July  28.  Aug  3,  1906.  2:338-20.  A  $8,- 
000— $12,0(:k).  other  consid  and   100 

3d  st,  No  284,  s  w  s,  503.3  n  w  Av  D,  18.10x106,  6-sty  brk  tene- 
ment and  store.  Isaac  Sprung  to  Rachel  Feldman  and  Joseph  Co- 
hen. Mort  $30,000.  Aug  7,  1906.  2:372—15.  A  $9..500 
—$23,000.  other  consid  and  100 

3d  st.  No  86,  s  s,  abt  125  w  1st  av,  25x100.5x25x100.4,  6-sty  brk 
tenement  and  store.  Charles  Seidenberg  et  al  to  Jacob  Katz. 
Mort  $35,000.  July  16.  Aug  7,  1906.  2:444—32.  A  $15,000— 
$25,000.  44,500 

3d  st,  No  410|  s  s,  131.1  w  Tompkins  st,  40.4  to  e  s  Mangin  or  East 

Mangin  st       |     st,   x68.x40x62.11. 

3d  st,  No  418,  s  s,  90.9  w  Tompkins  st,  40.4x68x40x62.11. 
two  6-sty  brk  tenements. 

Louis  Kean  to  Samuel  Strauss.  Mort  $41,000.  Aug  1.  Aug  3, 
1906.      2:356.  omitted 

3d  st,  Nos  345  and  347,  n  s,  75  e  Av  D,  40.2x96,  6-sty  brk  tene- 
ment and  store.  Regina  Unger  et  al  to  Barnet  Cohen.  Mort 
$49,000.     Aug  1.     Aug  9,  1906.     2:357—96.     A  $20,000- $50,000. 

other  consid  and  100 

3d  st.  No  222,  s  s,  189.6  e  Av  B,  24.9xKMj,  6-sty  brk  tenement  and 
store.  Max  Backer  et  al  to  Sam  Koschetz  and  Hyman  Weiner. 
Mort  .$32,650.  Aug  2.  Aug  3,  1906.  2:385—16.  A  $12,000— 
$21,<Xm:i.  other  consid   and   100 

4th  st.   No  236   In  w  cor  10th  st,  29.7x88,  5-sty  brk  tenement  and 

10th  St.  No  189  I  store.  James  F  Hunt  to  Mary  T  Meehan. 
Mort  $47,500.  July  18.  Aug  3,  1906.  2:620—71.  A  .$25,000— 
$50,000.  nom 

4th  st,  Nos  162  and  164     1  n  w  cor  Cornelia  st,  75x20.10x75x40.11, 

Cornelia  st,  Nos  1  and  3  |  5-sty  brk  tenement  and  store.  Rosa 
Reid  to  Gladys  L  Loewenstine.  Aug  2.  Aug  4,  1906.  2:.590— 
32.      A   $28,000— $42,000.  nom 

5th  st,  Nos  719  and  721,  n  s,  233  e  Av  C,  runs  e  50  x  n  97  x  e  5 
X  n  7  x  w  43.8  x  s  7  x  w  11.4  x  s  97  to  beginning,  two  5-sty 
brk  tenements.  Frank  Schaeffler  et  al  to  Jacob  Abraham.  Mort 
$38,0<_I0.  Aug  1.  Aug  8,  1900.  2:375—59  and  60.  A  $30,000 
—$64,000.  other  consid  and  100 

5th  st,  Nos  743  and  745.  n  s,  151  w  Av  D,  .34.0.\97,  6-sty  brk  tene- 
ment and  store.  Abraham  Schwartz  et  al  to  Moritz  Markowitz. 
Mort  $52,000.  Aug  1.  Aug  3,  1906.  2:375—48.  A  $22,000— 
$50,000.  other  consid  and  100 

6th  st,  No  810,  s  s,  1.50  w  Lewis  st,  21x97,  4-sty  brk  tenement  and 
2-sty  brk  building  in  rear.  Anna  E  L  wife  of  and  Geo  H  Beaman 
and  ano  to  Thos  F  Kane.  Mar  28,  1894.  Rerecorded  from  June 
6,  1.S94.     Aug  3,  1906.     2:360—50.     A  $7,000— $8,000.  nom 

6th  st.  No  436,  s  s,  125.2  w  Av  A,  24.9x97,  5-sty  brk  tenement 
and  store.  Agathe  Bochus  to  Mathilda  Greulock,  of  Basking 
Ridge,  N  J.  Mort  $12,000.  Sept  14,  1903.  Aug  8,  1900.  2:433 
—25.      A   $13,000— $19,000.  gift 

Cth  st,  No  436,  s  s.  125.2  w  Av  A,  24.9x97,  5-sty  brk  tenement 
and  store.  Mathilda  Greulock  to  Agathe  Bochus.  Mort  $12,000. 
Sept  14,  1903.     Aug  8,  1900.     2:433—25.     A  $13,000— $19,000. 

other  consid  and  100 

Oth  st.  No  740,  s  s,  221  w  Av  D,  22x97,  3-sty  brk  tenement.  Leo- 
pold Gottlieb  to  Louis  Lewinthan.  Mort  $13,000.  Aug  1. 
Aug  8,   1906.     2:375—29.     A  $9,500— $11,000.  nom 

7th  st.  No  195,  n  s,  213  e  Av  B,  runs  s  e  20  x  n  e  73.1  x  w  21.5  x 
s  w  65.3  to  beginning.  4-sty  brk  tenement  and  store.  Isidor 
Greenfield  to  David  Goodman  and  Marcus  Beck.  Mort  $12,500. 
Aug  7.      Aug  8,   1906.      2:390—58.     A   $8,000— $9,000. 

other  consid  and  100 

7th  st,  No  191,  n  s,  173  s  e  Av  B,  20x57.5x21.5x49.7,  4-sty  brk 
tenement  and  store.  Isaac  Messer  et  al  to  Louis  E  Gluck. 
Mort  $8,750.  Aug  1.  Aug  8,  1906.  2:390—60.  A  $7,000— 
.$8,000.  other  consid  and  lOO 

Oth  st.  No  402.  s  s,  00  e  1st  av,  20x50,  3-sty  brk  tenement. 
Philippina  Kleinbaus  to  Marks  Gross.  Aug  3.  Aug  4,  190<5. 
2:436—7.      A   $6,00f)— $7,000.  other   consid   and   100 

Oth  st.  No  428,  s  s,  213  w  Av  C,  25x94,  5-sty  brk  tenement  and 
store.  Henry  Braun  to  Paul  Scheel.  Mort  $27,4<X).  July  31. 
Aug    3,    1906.      2:436—23.  '    A    $14,000— $25,000. 

other   consid   and   100 

Oth  st.  No  341,  n  s,  125  w  1st  av,  25x02.3,  5-sty  brk  tenement 
and  store.  Herman  Goldberj^er  to  Alfonso  and  Concetta  Cera- 
selli.  Mort  $25,000.  Aug  2.  Aug  3,  1906.  2:451—11.  A  $13,- 
000— $19,000.  other   consid   and   100 

loth  st.  No  3.53.  n  e  s.  143  s  e  Av  B,  25x94.9,  4-sty  brk  tenement 
and  store.  Harry  Mendetz  to  Charles  Juster.  %  part.  Mort 
$20,000.     Aug  6.     Aug  7,  1906.     2:393—59.     A  $14,000— $17,000. 

other  consid  and  100 

10th  st.  No  .3.53,  n  e  s,  143  s  e  Av  B,  25x94.9.  4-sty  brk  tenement 
and  store.     David  Friedman  et  al  to  Harry  Mendetz.     Mort  $20,- 

000.  Aug  3.     Aug  7,  1900.     2:393—59.     A  $14,000— $17,0(X). 

other  consid  and   -00 

10th  st,  No  281,  n  s,  94  w  Av  A,  25x94.8,  4  and  5-sty  brk  tenement 
and  store. 

11th  st.  No  436,  s  s.  94  w  Av  A,  22.x94.8,  5-sty  brk  loft  and  store 
building. 

John  G  Meister  and  ano  to  Conrad  R  Schmitt.  B  &  S.  Mort 
$26,000.  July  31.  Aug  3,  1906.  2:438—37  and  26.  A  $24,500— 
$39,000.  nom 

Same  property.  Conrad  R  Schmitt  to  Cora  A  Meister.  of  High- 
wood  Park,  N  J.  B  &  S.  Mort  $26,000.  July  31.  Aug  3,  1906. 
2:438.  nom 

11th  St.  No  519,  n  s,  245.0  e  Av  A.  25x103.3,  5-sty  brk  tenement 
and  store.     Isabella  Wilson  to  Morris  Ross.     Mort  .$40,500.     Aug 

1.  Aug  3,   1906.     2:405—52.     A  $13,000— $27,000. 

other  consid   and  100 
11th   st,   Nos  528  to   .532,   s  s,   370.6  e   Av  A,  60x94.8,  6-sty   brk 
tenement    and    store.      Abraham    L    Kass    to    Max    Wolper    and 
Samuel   Cantor.     Mort  $69,000.     July  30.     Aug  8,   1906.     2:404 
—18.     A  $33,000— $80,000.  other  consid  and  100 


12th  st.  No  504,  s  s,  95.6  e  Av  A,  37.6x103.3,  6-sty  brk  tenement 
and  store.  Josef  Feirsten  to  Sarah  wife  Josef  Feirsten.  y,  part. 
Q  C.  Mort  $00,000.  Aug  3,  1906.  2:405—10.  A  $20,000— $50,- 
'*00.  other  consid  and   100 

l.'ith  st,  Nos  438-440.  s  s,  148.6  w  Av  A,  48.6x103.3,  two  5-sty  brk 
tenements  and  stores.  William  Weinberg  to  Sabina  Bardach. 
V2  part.  Morts  $73,80(».  Aug  3,  1000.  2:440—27  and  28  A 
.$22,(j<X)-$46,000.  other   consid   and   lOO 

l.'ith  St.  No  4.38,  s  s,  172.0  w  Av  A,  24.3x103.3. 

13th  st.  No  440,  s  s,  148.0  w  Av  A,  24.3x103.3. 
two  5-sty  brk  tenements  and  stores. 

Morris  Haber  et  al  to  Herman  Gruher  and  Wm  Weinberg.  Mort 
$73,800.  June  28.  Aug  3,  1906.  2:440—27  and  28.  A  $22,000 
—$46,000.  other  consid  and  100 

13th  st,   Nos  332  to  336,  s  s.  254  w  1st  av,  46x103.3,  6-sty  brk    . 
tenement    and   store.      Cassel    and   Rose    Cohen   to    Isaak   Rubin. 
Mort   .$57,000.     July   27.     Aug  9,   1906.     2:454—24.      A   $25,000 
— $60,0(;mj.  other  consid   and   100 

15th  st,  Nos  234  to  242,  s  s,  444.4  w  7th  av,  90x103x01.7x103.3, 
five  3-sty  brk  dwellings,  Austin  Browne  to  Russell  W  Smith.  Mt 
$60,000.  Aug  1  Aug  3,  1906.  3:764—57  to  61.  A  $38,500— 
.$45,000.  other  consid  and  100 

15th  st.  No  150,  s  s,  125  e  7th  av.  20x103.3,  4-sty  brk  dwelling. 
Emil  Bachmann  to  John  B  Quintin.  July  6.  Aug  8,  1906. 
3:790-07.     A  $13,000— $16,.500.  other  consid  and  100 

17th  st.  No  230,  s  s,  362  w  7th  av,  2.5x84. 

17th  st.  No  232,  s  s,  388  e  Sth  av,  25x84. 
Two  3-sty   frame   tenements. 

John  H  Dickside  to  Cohn-Baer-Myers  cfe  Aronson  Co.  Mort 
$24,000.  Aug  2.  Aug  8,  I'MG.  3:766—61  and  62.  A  $19,000— 
$20,."(X).  other  consid  and  100 

17th  st,  No  34,  s  s,  496.6  w  5th  av,  28.6x92,  4-sty  stone  front 
dwelling.  Gustav  Cjmiotti  to  Clifton  G  Marshall.  Mort  $.30,000 
Aug  1.     Aug  9,  1906.     3:818—70.     A  $38,000— $45,000. 

other  consid  and   100 

19th  st,  Nos  110  to  1.30,  s  s,  1.52.10  w  Oth  av,  runs  s  100  x  w 
329.7  X  n  20.4  x  w  3  x  n  73.8  to  st.  x  e  332.7  to  beginning,  six 
4-sty,  one  0  and  one  3-sty  brk  buildings  and  stores  and  part 
0-sty  brk  store. 

18th  St.  Nos  109  to  1231  n   s,    100  w  Oth   av,   runs  n  02.0  x  w  54.6 

18th  st,  Nos  131  to  143|     x  n  22.0  x  w  322  x  s  84  to  n  s  18th  st,  x     • 
e  375  to  beginning,  part  5  and  6-,pty  brk  stores. 
Benjamin    Altman    to    Dry    Goods    Realty    Co.      Aug   3.      Aug   4, 
1000.     3:704.  other  consid  and  100 

Same  property.  Same  to  same.  All  title.  Q  C.  Aug  3.  Aug  4, 
1906.      3:794.  other  consid  and   100 

22d  st,  No  235,  n  s,  1.50  w  2d  av,  25x%  blk,  5-sty  brk  tenement 
and  5-sty  brk  tenement  in  rear.  Fannie  Rosenblum  to  Isaac 
Schwadron  and  Isaac  Grossmann.  Mort  .$22,000.  Aug  1  Aug 
3,   1906.     3:903—22.     A   $12,000— $19,000.  nom 

22d  st.  No  411,  n  s,  83.4  w  Oth  av,  10.8x98.8,  5-sty  brk  tene- 
ment. Emily  K  Goodwin  to  William  Drescher,  Mort  $14,000. 
Aug   1.     Aug  0,   1900.     3:720—12.     A   $8,000— $14..50O. 

other  consid  and  lOO 

24th  st.  No  406,  s  s,  131.6  e  Ist  av,  25x98.9,  5-sty  brk  tenement. 
Max  M  Pullman  et  al  to  Frank  P  Vigna.  Mort  $23,1(X).  Aug  3 
Aug  4,  1906.     3:05.5—47.     A  $6.500— $18,000.  other  consid  and  100 

25th  st,  Nos  310  and  312,  s  s,  102.6  e  2d  av,  37.0x08.9,  5-sty  brk 
tenement.  Nathan  Federgreen  to  Harry  Maurer.  Mort  $35,0(X). 
Aug  1.     Aug  3,  1900.    3:930—50.     A  $15,000— $45,000. 

other   consid  and   100 

28th   st,    No   126,   s   s,   100  n   w   Lexington   av,   20x98.9,   3-sty   brk 
dwelling.     Helen  M  Jacobs  widow  to  Maria  A  wife  of  Wm  J  Swift 
and   Helen   S  J   wife   of  Geo   H   Smillie.     B  &  S.      Mort  $10,000. 
July   2,   1901.      Aug   9,   1906.     3:883—77.     A   $15,500— $19,000. 

gift 

28th  st.  No  433,  n  s,  425  w  Oth  av,  25x68.9,  5-sty  brk  tenement. 
Edw  M  Miner  to  William  Adams.  Assignment  of  all  title  to 
secure  note  for  $520.40.  Aug  8.  Aug  9,  1906.  3:726—17.  A 
$7,500— $14,000.  nom 

31st  st,  Nos  317  and  310,  n  s,  200  e  2d  av,  40x08.0,  6-sty  brk 
tenement  and  store.  Louis  Kidansky  et  al  to  Moses  Feltenstein 
and  Paul  W  and  Louis  Solomon.     Morts  $.57,200.     July  27.     Aug 

3,  1900.     3:937—12  and  13.     A  $13,000— $16,000. 

other  consid  and  100 

34th  st,  No  314,  s  s,  207.6  e  2d  av,  21..3x9S.9,  4-sty  brk  tenement. 
Marcus  Rosenthal  to  Lazarus  H^nnes.  Mort  $16,000.  July  .30. 
Aug  3,  lOCKi.     3:939—52.     A  .$8,0(X>— $11,000.    other  consid  and  100 

34th  St.  No  318.  s  s,  2.58.4  w  8th  av,  16.8x98,9,  4-sty  stone  front 
dwelling.  Phebe  J  McAdam  widow  to  H  Juliet  McAdam.  Feb 
16.     Aug  3,  1906.     3:757—48.     A  $15,000— $18,000.  nom 

34th  st.  No  4.33.  n  s,  375  e  10th  av,  25x98.9.  5-sty  stone  front 
tenement.  Christian  Betz  to  Caroline  and  Mary  Betz  his  daugh- 
ters.    July  18.     Aug  3,  190C.     3:732—20.     A  $14,000— $26,000. 

nom 

36th  st,  No  10,  s  s,  183.2  w  Sth  av,  16.10x98.9,  4-sty  stone  front 
dwelling.  Edna  P  Jenkins  et  al  to  Wra  M  Walker,  of  Bayville.  L 
L  1/2  part.  All  title.  Mort  V2  of  $13,000.  July  30.  Aug  7,  1906. 
3:837—53.     A  $38,000— $50,000.  37.250 

36th  st.  No  10,  s  s.  183.2  w  5th  av,  16.10.x98.9.  4-sty  stone  front 
dwelling.  Kenneth  L  Peck  by  Walter  J  Peck  GUARDIAN  to 
Wm  M  Walker,  of  Bayville.  L  I.     V2  part.     All  title.     Mort  $13.- 

000.  July  30.     Aug  7,   1000.     3:837—53.     A  $38,000— $50,000. 

37,250 
.3Sth  st,  Nos  414  to  430,  s  s,  200  w  Oth  av,  227.9x98.9. 
37th  st,  Nos  417  to  425,  n  s,  225  w  Oth  av,  125x98.9. 

1,  2,   3   and   4-sty   brk   factory. 

C  Poyet,  Inc,  a  corpn,  to  Cohn-Baer-Myers  &  Aronson  Co. 
Mort  $120,000.  Aug  2.  Aug  8,  1906.  3:735—20  to  24,  48, 
50  and   .5(>.      A  $131.000— $158,500.  other  consid   and   100 

41st  st,  Nos  540  to  546,  s  s,  175  e  11th  av,  100x98.9,  4-sty  brk 
stable  and  three  2-sty  frame  buildings.  V  Loewer's  Gambrinus 
Brewery  Co  to  Loswer  Realty  Co.  All  liens.  June  6.  Aug  8, 
190(!.      4:1009—54    to   56.      A   $27,000— $44,000.  nom 

41st  st,  Nos  .5.36  and  .538.  s  s,  275  e  11th  av.  50x98.9.  2  and 
3-sty  brk  stable.  V  Loewer's  Gambrinus  Brewery  Co  to 
Loewer  Realty  Co.  All  liens.  June  6.  Aug  8,  1906.  4:1069 
—52.     A  $13,000— $17,000.  nom 

45th  st.  No  131.  n  s,  65  e  Lexington  av,  runs  n  29  x  e  5.6  x  n  31 
X  e  1.5.6  x  s  60  to  st  X  w  21  to  beginning.  4-sty  brk  dwelling. 
Henrietta  H  Boardman  to  Wm  T  Keleher.  Mort  $10,000.  Aug  2. 
Aug  3.  1000.     5:1.300—2314.     A  $12..50O-.$2O,00O.  nom 

46th  st.  No  61,  n  s,  185  e  6th  av,  20x100.5,  4-sty  stone  front 
dwelling.  Declaration  of  trust.  Wm  H  Brown  with  Sarah  A  M 
Brown,  Adelaide  E  Brown,  Eliza  B  Boyd  and  John  J  Boyd.     Apr 

4,  1902.     Aug  4,  1906.     5:12(i2— 81/2.     A  $38,000— .$40,000.      45,000 
47th  st.  No  107,  n  s,  60  w  Oth  av,  20x80,  5-sty  stone  front  dwelling. 

Blanche  E  Thomas  to  Bertha  Singe.  Mort  $30,000.  Aug  2.  Aug 
6,  1906.     4:1000-30%.     A  $22,00O-$25,000.  100 
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2^2 


Conveyance.  REORD     AJND     GUIDE  Manhattan 


August  II,  1906 


4t(th  St.  No  335.  n  s.  305  e  2d  av.  20x100.5.  4-sty  brk  dweUing. 
Frauk  Hillman  et  al  to  Michael  Rosenthal  and  Albert  Price. 
Mort  $0,000.  Aug  2.  Aug  3  ,llKKi.  1:342— 15^4.  A  $0,000— 
j;7  ,",(K(.  other  consid  and   IIK) 

40th'  St,  No  335.  n  s.  3(i5  e  2d  av.  20x100.5.  4-sty  brk  dwelling. 
Release  judgment.  Morris  Schlossheimer  to  Frank  Hillman  and 
Joseph  Gelding.  July  30.  Aug  9,  1900.  5;1342— 15^:.  A  $(>,- 
Olio— .fT.-^OO.  nom 

50th  St.  No  530.  s  s,  375  w  10th  av.  25x11)0.5.  5-sty  brk  tene- 
ment and  store  and  2-sty  brk  tenement  in  rear.  V  Loewer's 
Gambrinus  Brewery  Co  to  Loewer  Realty  Co.  All  liens.  June 
G.      Aug  «.   I'.MIO.     4:1078 — IS.     A  .$0..500— $l.).flOO.  nom 

52d  St.  No  30.  s  s,  345  w  Park  av.  25x100.5,  5-sty  brk  dwelling. 
James  A  Farley  to  Arthur  B  Proal.  Aug  7.  Aug  S,  llMKl. 
5:1287 — .50.     A  .$(iO.(KXI — P  if.SO.OtMJ.  other  consid  and  ItK) 

50th  St.  No  412,  s  s.  200  w  Uth  av.  25x8.8x25.2x01.2.  5-sty  stone 
front  tenement.  David  Bernbaum  et  al  to  Morris  E  Gossett. 
Mort  .'i;i8..50O.  Aug  8.  Aug  0,  1900.  4:100.5—41.  A  $S.5tl0 
— $13(100.  other  consid  and  100 

57th  St.  No  4.34.  s  s.  251.3  w  Sutton  pi  (Av  A).  22.lxnC.7x22.lx 
118.1.  4-sty  stone  front  tenement.  Declaration  of  trust.  Wm  H 
Brown  with  Edw  M  Brown.  Sarah  A  M  Brown.  John  J  Boyd  and 
Eliza    B    Boyd.      Feb   27.    1902.      Aug   4,    1900.      5:1308—30.      A 

.fio.doo— .t;i3.ooo. 


50th  St.  No  328.  s  s, 
Frank  M  Franklin 
31.      Aug   3.    1900. 

Olst  St.  No  200.  s  s, 
tenement  and  store. 
Mort  .$15,000.  Aug 
.i;i2.(Kl0. 


1G.500 
275  w  1st  av,  25x100.4,  5-sty  brk  tenement, 
to    Reuben   Auerbach.      Mort   .$25,500.      July 
5:1351—38.      A   ^7,5a)— $15.0<K). 

other  consid  and  100 
100  w  Amsterdam   av.   25x100.5.   5-sty   brk 
Harnett  Disler  to  Isaac  N  and  Alex  R  Elkin. 
1.      Aug  3.   1901!.     4:1152—37.      A  .$5,000— 

other  consid  and   IdO 
Gist  St.  n  s.  114.4  w  Park  av.  strip.  — xlOO.5.     Antonio  Haughwout 
HEIR   Frank  G  Haughwout  to  George  Meyers,     Q  C.     All  title. 
July  27.     Aug  4.  1900.     5;137t!.  nom 

G2d  St.  No  314.  s  s.  149.(i  e  2d  av,  25x100,5  , 5-sty  brk  tenement. 
Lottie  Hahn  et  al  to  Louis  Rosenberg,  Mort  $25,4(KI,  Aug  2. 
Aug   9,    1900.      5:1430—10.      A    .$()..500— $21,0(_M.>. 

other  consid  and  100 
02d  St.  No  129.  n  s.  239  e  Park  av.  10x74x10x73.1,  3-sty  stone  front 
.     dwelling.     Joseph  C  Mott  and  ano  INDIVID  and  EXRS.  &c.  Agnes 
M  Molt   to  Anna  M  Brennan,  of  Newark,  N  J.     .Ml  title.     June  14. 
Aug  3.    1900,     5:1397—11.      A   $12,50C^-.$15..5(R>. 

oth^r    consid    and    100 
G2d  St.  No  129.  n  s.  2.39  e  Park  av.  10x74x10x73.1.  3-sty  stone  front 
dwelling.  Anna  M  Brennan  to  Martin  H  Goodkind.  Mort  .$10,000. 
Aug  2,     Aug  3,  19(10.     5:1397—11.     A  .$12..509— $15,.5II0.  nom 

00th  St.  No  217.  n  s.  .50tl  e  West  End  av.  25xl»K>.5.  5-sty  stone 
front  dwelling.  Emanuel  Realty  Co  to  Sadie  R  Hess,  Mort  $15,- 
200.     Aug  2.     Aug  3,   1900.     4:11.58-21,     A  $5.00t)— .$12.0(X). 


other  consid  and  100 
vacant,     Louis  Jaffe  to 
Aug  3.      Aug  7.   1900. 

other  consid  and   100 


G7th  St.  s  s,  100  w  West  End  av.  200x100.5 
Joseph   Levin.      'A   part.      Mort  $o7.000. 
4:1178. 

G7th  St.  s  s.  100  w  West  End  av.  200x100.5,  vacant.  The  Junction 
Realty  Co  to  Louis  Jaffe  and  John  L  Rubinsky.  Mort  $47,000. 
Aug  2,     Aug  4.  1900.     4:1178.  other  consid  and  100 

G8th  St.  No  10.  s  s.  175  w  Central  Park  West,  18x100.5,  5-sty  brk 
dwelling.  May  Irvin  to  Richard  J  Donovan.  July  10.  Aug  7. 
1900.     4:1120—40.     A  $14.oa>— $20.00(».  100 

71st  St.  No  428.  s  s.  17.)  w  Av  A.  25x120.  5-sty  brk  tenement. 
Louis  Kautsky  et  al  to  Morris  Schwartz.  Mort  $24,000.  July  26. 
Aug   4,    1900.      5:1405—32.      A    .$5..500— $18..500. 

other   consid    and    100 
72d  St.  No  121.  n  s.  195  w  Columbus  av,  20x102.2.  4-sty  and  base- 
ment stone  front   dwelling,     Atlantic  Realty  Co  to  Geo   L  Slaw- 
son  and  Fredk  G  Hobbs.     B  &  S,     Mort  .$37,.5(lt1,     Oct  10.  1905. 
Aug   3.    19tR;.      4:1144—24.      A   $30.0tX)— .$44 .000. 

other    consid    and    100 
I  n  s.  423  e  Av  A,  runs  n  204.4  to  s  s  74th  st.  x  e  257,7 
I     to  w  s  Exterior  st,  x  s  205,1  to  73d  st,  x  w  2.'!9.5  to 
Herbert  J  Cochran  to  The  City  of 
5:14.S5.  145.000 

.K.  25x102.2.   5-sty  brk   tenement. 


Mort   .$2.">.7 


50.      Aug  2.      Auf 
other   consid   and 


100 


73d  st 

74th  st 

Exterior  stl     beginning,  vacant 
N  Y.     July   10.      Aug  3.   1900. 

70th  St.  No  422,  s  s,  3)10  w  Av 
Joseph  Bruder  to  Paul  Shalet. 
1906.      5:1470—38.      A   $5.0tX)— $14,(HI0, 

70th  St.  No  500,  s  s.  148  e  Av  A.  2.5x102.2. 

70th  St.  No  508.  s  s.  173  e  Av  A,  25x102.2. 

70th  St.  No  510,  s  s.  108  e  Av  A.  25x102.2. 
vacant. 

Eastern  Crown  Realty  Co  to  The  Steinmann  Realty  Co.  Mort 
$23,750.  July  31.  Aug  3,  1900.  5:1487—44  to  40.  A  $10,.50O 
,|  10  .fjOO  other  consid  and  100 

77th  st!  No  348,  s  s.  125  w  1st  av.  2.5x102.2.  4-sty  brk  tenement. 
Matilda  Henssel  to  Bertha  Waldman.  Mort  $13,.S00,  Aug  0.  Aug 
7.   1900.      5:1451—32.      A   $0,000— $10.<HM».      other   consid  and   100 

78th  St.  No  401.  n  s.  04  e  1st  av.  runs  n  39.2  and  12.11  x  e  30 
X  s  .52,2  to  st  X  w  30  to  beginning,  5-sty  brk  tenement.  Ignatz 
Letkovits  to  Lena  wife  Ignatz  Lefkovits.  1^  part.  Mort  $15,000, 
Aug  0.      Aug  8,   1900.     5:1473—414.      A  $4.000— $l(i,000,  nom 

79th  St.  No  220.  s  s.  283  w  Amsterdam  av.  17x102,2,  3-sty  and 
basement  brk  dwelling.  Sheldon  Hopkinse  et  al  EXRS.  &c. 
Woolsey  Hopkins  to  John  J  White.  Mort  $15,000.  Aug  8. 
Aug  9.   1900.     4:1170—45.      A  $13..50O— $21.(XI0.  nom 

80th  St.  No  319.  n  s.  .3.50  w  1st  av.  25x102.2.  4-sty  stone  front 
tenement.  Harris  Spring  to  Morris  Selinger.  Mort  $12.7.50. 
Aug  3.     Aug  4.  1900.     5:1.543—12.     A  $7.(KH)— $13,(XK). 

other   consid   and   100 

81st  St.  No  110.  s  s,  200  w  Columbus  av.  18x102.2.  4-sty  and  base- 
ment stone  front  dwelling.  Cath  A  Crowe  to  Prelate  D  Barker,  of 
Mobile,  Ala.  Mort  $22,500,  Aug  3.  Aug  4.  1906.  4:1211—11, 
A   $10,000— .$21,000.  other  consid   and   100 

83d  st.  No  420,  s  s,  300  e  1st  av,  25x102,2,  5-sty  brk  tenement, 
Borivoj  Bohemian  Real  Estate  Assoc  to  Samuel  Davis.  Mort 
$15,000.      Aug   8,    1900.      5:1502     ""        '    '-^ -^'"^     '^^'•'" 


-3G. 


85th  st.  No  418. 
front  tenement. 
$17,.500.     Aug  7. 


i  s,  230.10  e  1st  av. 
August  Kalkhof  to 
Aug  8,  190(!.     5:1564- 


A   .$5,500— $16,0lXX 

other  consid   and   100 
29.2x102,2,    4-sty   stone 
Nina     Botstiber.       Mort 
—11.   A  .$0..5(XI — $18,000. 
other  consid  and  100 
8.5th  St.  No  430,  s  s.  375  e  1st  av,  25x102.2,  5-sty  brk  tenement, 
Frieda  Dintenfass  et  al  to  Adolph  Gleitsman  and  .^b^ahanl  Schul- 
der.     Mort  $19. (XK).     Aug  3.     Aug  4,  1900.     5:1504—35,     A  .$5,- 
nOO — $17,000,  other    consid    and    1(X> 

S7th  st.  No  200.  s  s.  100  e  3d  av.  25x100.8.  5-sty  brk  tenement. 
Mary  M  Loden  et  al  INDIVID.  EXTRX.  &c.  Geo  C  Dappert  to 
Philip  Menschel.  Aug  3.  Aug  6,  1906.  5:1.532 — 15.  A  $8,500— 
$21,000.  30,300 

8Sth  st.  No  210,  s  s,  185  e  3d  av,  25x100.8,  5-sty  brk  tenement. 
Harrv  Friedman  to  Theodore  Katz.  Mort  .$22,925.  Aug  2,  Aug 
3.   I'.KMi.     5:1533 — 12.     A  $8,tM.K»— $19,(:h:)0.         other  consid  and  100 


8Sth  St.  Nos  212  and  214.  s  s.  210  e  3d  av.  .50xl0<\8.  two  5-sty  brk 
tenements.  The  Goldman  Realty  Co  to  Harry  Lessen  and  Isaac 
Tiplitzky.  Mort  $40,300.  Aug  1.  Aug  3,  1906.  5:1.533 — 10  and 
41,      A  .$lli.OOO— .$38(I(H).  1(J0 

92d  St.  No  15,  n  s.  170,11  w  Madison  av,  19.7xl00.8xl9.2xltK).8. 
4-sty  stone  front  dwelling.  George  Rubenstein  to  Sarah 
Rubenstein.  All  liens.  June  22.  Aug  8.  liKHi.  5:1504 — 10.  A 
$:i8,00O— .$49,<MX).  other   consid   and    100 

94th  St.  No  312.  s  s.  300  w  West  End  av.  75xl(M).8.  vacant.  The 
Belwood  Realty  Co  to  Joseph  H  Davis.  Aug  3.  Aug  4.  1900. 
4:1252-68  to  70.     A  $20,.50O— .$20,.5OO.  other  consid  and  100 

95th  St.  No  163.  n  s.  168  e  Amsterdam  av.  18x100,  3-sty  and  base- 
ment stone  front  dwelling.  Chas  S  Hirsch  to  Henry  F  Schutter. 
Mort  $12.0(KI.  Aug  2.  Aug  3,  1900.  4:122(;— 8.  A  $9,0(H.l— 
$17.tHH>.  other  consid  and  100 

96th  St.  No  08.  s  s.  KXKIO  e  Columbus  av.  runs  s  w  .S.2  x  s  92.0 
X  e  20  X  n  lt)0.8  to  st  x  w  19.2  to  beginning.  4-sty  and  basement 
brk  dwelling,  Michael  F  Joyce  to  Priscilla  Wallace.  Mort  $20.- 
000.      Aug   3.      Aug   4,    1900.     4:1209—00.      A   $ll.t)0(^.$22..5tX). 

other  consid  and   100 
s.  239  w  3d  av.   20x100.11,   5-sty   stone   front 
Dietz    to    Jacob    J     Plonsky.       Mort    $19,000. 
1906,      6:1624—40.      A   $6.20t>— $15.0tK>. 

other  consid  and   1(X> 
s.  262.6  e  3d  av,  24.GxlOO.ll,  5-sty  brk  tene- 
B    Mayer    to    Sara    Sober    and    Jennie    Faden. 


97th  St.  No  150,  s 
tenement.  Elise 
July  31,      Aug  8, 


97th  st,  No  217 
ment.  Joseph 
Mort  $25,0(K>. 
$14.(HI0. 

97th  St.  No  303 


Aug  2,      Aug  3,   ItXHi. 


0:1647—11,     A  $5,(X)0 

other  consid  and   100 
100  e  2d  av,  25.1x100.11,  4-sty  brk  tenement 
and  store,     Angelo  B  Longone  to  Michele  and  Aniello  Acampora. 
Mort  $11,427,33.     Aug  3,     Aug  4,   19O0.     0:1(HJ9— 5.     A  $4,.500— 
$0,000.  other  consid  and  100 

98th  St.  Nos  203  and  205.  n  s.  84.2  w  Amsterdam  av.  .52.7  to  c  1 
Old  Bloomingdale  road  xl0.5x— xl05.  two  5-sty  brk  tenements. 
Bernard  Lynch  to  Martha  Kommer.  B  &  S.  Mort  .$40,(KK).  Aug 
1.     Aug  3,  1906.     7:1870—28  and  28y2 


A  $22.0tM>— $48.(K)0. 

other  consid  and  ItX) 
25x100.11.   5-sty   stone 
to     Anchor    Bohemian 
July  10.     Aug  8.  19(X!. 

other  consid   and   100 
West.   25x100.11.   5-sty 


98th  st,  No  50,  s  s,  200  e  Columbus  av, 
front  dwelling.  Morris  Lustig  et  al 
Real  Estate  Association.  Mort  $23, .500. 
7:18.33- .50.      A   $n.O(M)— $25.aX». 

98th  St.  No  48,  s  s.  475  w  Central  Park 
stone  front  tenement,  Adolph  Bloch  to  Henry  Bloeh.  All  title, 
Mort  .$20.(MM).  July  1,8.  Aug  7.  1900.  7:183,3— .52.  A  $11.(M:h1 
— $25,000.  other  consid  and  1(H) 

Same  property.  Louis  Bloom  to  same.  All  title.  Mort  .$26,0IX). 
July  20,     Aug  7,  I'.KIO.     7:1833.  other  consid  and  100 

98th  St.  No  2tK;.  s  s.  135  e  3d  av.  25x98.9,  4-sty  brk  tenement 
and  store.  Bertha  Gordon  to  Isaac  Dunsst,  Mort  $18.(XK),  Aug 
0.      Aug  9.    1906.      0:1(547—43.      A   $4.500— $10..500, 

other  consid  and  100 

100th  St.  No  237.  n  s.  170  e  West  End  av.  15x100,11,  4-sty  stone 
front  dwelling.  RoUie  B  Low  to  Madeline  E  Claussen.  of 
Brooklyn.  Mort  $10.<MH>.  Aug  2.  Aug  8,  1900.  7:1872—8.  A 
$7.,5(X) — $17,0(M).  nom 

lOoth  st,  Nos  227  and  229.  n  s,  4(X)  e  3d  av,  50x100.8,  two  5-aty 
brk  tenements.  Jacob  H  Matfus  to  Abraham  Kaden  and  David 
Rutenberg.  Mort  $28.4(W.  July  19.  Aug  3.  1906.  6:1650—17 
and  18.     A  .$9,000- .$21.0(«1.  other  consid  and  100 

100th  st,  Nos  227  and  229,  n  s,  4(_X)  e  3d  av.  .50xl(X).8,  two  5-sty 
brk  tenements.  David  Rutenberg  et  al  to  Nathan  Wittkin.  % 
part.  All  liens.  Aug  6,  Aug  9,  1906.  0:1650—17  and  18.  A 
$9.0(X)— $21.0000.  nom 

100th  St.  No  145.  n  s.  300  c  Amsterdam  av.  2.5x100.11. 

100th  St.  No  147.  n  s.  275  e  Amsterdam  av,  25x100.11. 
two  5-sty  brk  tenements. 
Eduard  Wagner  to  Rachel  and  Charles  Cohen  and  Max  Fried- 
man. Mort  $54.(KKt,  July  31.  Aug  3,  1900.  7:18.5.5—12  and 
13.      A  $10.000— .$48.0(Xt.  other  consid  and   KM) 

100th  St.  No  115.  n  s.  202  w  Lexington  av.  25.0xl(X>.ll.  5-sty  brk 
tenement.  Mendel  W  Greenberg  to  Esther  Silberman.  Mort  $30.- 
500.    July  25.     Aug  6.  1906.    0:1628-8.     A  $(i.O(X>— $19.(MX). 

other  consid  and  100 

101st  St.  No  2.35.  n  s.  100  w  2d  av.  25xl(X).ll.  4-sty  brk  tenement. 
Morris  Zabloff  to  Harris  Kalan.  Vi  part.  Isidor  Grossman  and 
Meyer  Scheinman  together  y^  part.  Mort  $12,400.  .\ug  2.  Aug 
4,  19tKi.     6:1(!51— 20.     A  .$5.(XK)— $10.(X)0.         other  consid  and  100 

101st  St.  No  322.  s  s.  202  w  West  End  av.  lOxKXt.ll.  5-sty  stone 
front  dwelling,  Annie  Davis  to  Sadie  Bonwit.  Mort  $23,(X)0, 
Aug   1.     Aug  8,    1!10(>.      7:1889— 28y2.     A  $10,.500— $28,000. 

other  consid  and   KM) 

101st  st,  No  315,  n  s,  400  w  1st  av,  25xl(X1,lO,  (i-sty  brk  tenement 
and  store.  Samuel  Rose  et  al  to  Abraham  Goldstein  and  Samuel 
Widelitz.  Mort  $29,7r(0,  July  14.  Aug  6,  1906.  6:1073—10,  A 
.$5.000— P  $15,000.  nom 

102d  st,  Nos  313  and  315,  n  s,  212.6  e  2d  av.  37.0x100.11,  6-sty  brk 
tenement  and  store,  Michael  Rosenthal  to  Simon  Goodman  and 
Barnett  Harris.     Morts  $47,4(X1.     Aug  1.     Aug  4.  1906.     (i:1074. 

other  consid  and  100 
102d    st,    No    07,    n    w    cor    Park    av.    25x100.11.    0-sty    brk    tene- 
ment and  store.     Sitamie  wife  Max  Tischler  to  Samuel  Tischler. 
All    title,      Mort   $48,000.     May  24.      Aug  8.   19tX!.      (;:1008, 

other   consid    and    1(X) 
103d  st.  No  241,  n  s,  183  e  West  End  av.  17xl<X).ll,  3-sty  and  base- 
ment   stone    front    dwelling.      FORECLOS.      Sylvester   L   H    Ward 
ref  to  William   \   Miles  &  Co.      Mort  $17,<XM).      July  31.      Aug  4. 
1900.     7:187.5—8.     A  .$8..50t)— $18.(XX>,      $2,700  over  mort  as  above 

103d  st.  No  (>0.  s  w  cor  Park  av.  25xl(X>.ll.  0-sty  brk  tenement 
and  store,  Samuel  Tischler  to  Simmie  Tischler.  All  title.  Mt 
$48,000.      May   24.      Aug   9.    ItMMi.      6:1608. 

other  consid  and  KXl 

104th  St.  No  53,  n  s,  230  w  Park  av.  25x100.11.  5-sty  stone  front 
tenement.  Joseph  Whitmore  et  al  to  Wm  Grunbaum.  Mort  $20,- 
025.      Aug   1.      Aug  7,    1906.     6:1610—27,      A   $7,0(K>— $18,000. 

other  consid  and  100 

104th  st,  Nos  122  to  132.  s  s.  200  e  Park  av.  120xlCH).ll,  three 
6-sty  brk  tenements  and  stores.  Charles  Kinken  Doyle  to 
Anna  J  Doyle.  Mort  $162.0<X).  Aug  7.  Aug  8.  1906.  0:10;!1— 
00  to  04.      A  $27.000 — .$ .  other  consid  and   100 

104th  St.  No  242.  s  s.  150  w  2d  av.  25x100.11.  0-sty  brk  tenement 
and  store.  Chas  J  Egler  to  Frank  Gens.  Mort  $lS,.5tX>.  Aug  1, 
Aug    3,    11X16.      6:1653—31.      A    $5.0(X)— $20,000. 

other  consid    and    100 

104th  St.  Nos  234  and  236,  s  s,  212.6  w  2d  av.  .37.6xl(M>ll,  0-sty 
brk  tenement  and  store.  Release  mort.  Max  Lipman  to  Simon 
Siegel  and  Samuel  Rodt.  Aug  1.  Aug  4.  1906.  0:16.53 — 33  and 
34.      A  $7.(X  !<>—.$ .  nom 

Same  property.  Release  mort,  Samson  Lachman  to  same.  July 
31.     Aug  4.  19(X!,     0:l(i53,  nora 


The   text    of   these   pages   is   copyrighted.      All    rights   are   reserved.     Notice  is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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KMth  St,  Nos  'S'A  and  'J,H).  on  map  No  234,  s  s,  lillili  w  2d  av.  .'!7.(i 
xKMt.ll,  (i-sty  brk  tenement.  Release  mort.  Max  Lipnian  to 
Simon  Siegel  and  Samuel  Rodt.  Aug  1.  Aug  -1,  100(5.  (i:lG53— 
33  and  34.     A  $7,(J<M>— $ .  nom 

lO.jth  St.  No  3(1."..  n  s.  1(K)  e  2d  av.  25x100.11,  5-sty  brk  tenement 
and  store.  Benjamin  Fishman  to  Isaac  Brown.  Mort  .flT.tKW. 
Aug  1.      Aug  3,   lOOti.      G:l(i77— 5.      A  .$r>,(Xl()— $1.S.(I(K>. 

other    consid    and    10(} 

105th  St,  Nos  (18  and  70,  s  s.  130  w  Park  av,  50.xl00.11,  two  5-sty 
brk  tenements.  Michael  Lessler  et  al  to  Pauline  Blaustein. 
Mort  $40  000.  Aug  1.  Aug  0,  1000.  (i:l(!10 — 14  and  45.  A 
.$15.000— .f;45,(HI0.  other    consid    and    lOO 

KJoth  St,  No  115.  n  s,  125  e  Park  av,  25x1(m:>.1].  5-sty  brk  tene- 
ment. Allegiance  Realty  Co  to  Harry  G  Cowen.  Mort  .$20,000. 
Aug  (i.     Aug  7,  10(l(;.     6:1(13.3—0.     A  $5..5(Xt— $1S,000. 

other  consid  and  100 

107th  St.  No  220.  n  s,  100  w  2d  av.  25xl(K\n.  4-sty  brk  tenement 
and  store.  Ma.x  Keve  to  Israel  Lewis  and  Morris  Punsky.  Mort 
$10.0(M>.  July  31.  Aug  4,  1900.  0:1057—18.  A  $5,5CM>- $11,- 
•5(K).  other  consid  and  100 

107th  St,  No  220,  s  s,  250  w  2d  av,  25x100.11,  4-sty  brk  tene- 
ment. Henry  Epstein  et  al  to  Louis  Solomon  and  Julia  Tom- 
back.  Mort  $11,(I(X>.  Aug  7.  Aug  8,  1000.  0:1050—35.  A 
$5,.50O— $10,.5(I0.  other  consid   and   100 

108th  St,  No  218,  s  s,  262  e  3d  av,  24.6x100.11,  4-sty  brk  tene- 
ment.  Cesidio  Boccio  to  Salvatore  Castello.  Mort  $13,150. 
Aug  9,   1900.     6:1057—38.      A   $5,.500— $10,.500. 

other  consid  and  100 

109th  St,  No  20,  s  s.  119  w  Madison  av,  31xl(XKll,  5-sty  stone 
front  tenement.  David  L  Weil  to  Max  L  Schallek.  %  part.  All 
title.  Mort  $23,000.  Aug  8.  Aug  9,  1000.  0:1614—01.  A 
$15.."i(M>— $;',0(IOO.  nom 

100th  St,  No  7(1.  s  s,  1.53  w  Park  av,  17x100.11,  4-sty  stone  front 
tenement.  Morris  B  Sasmorsky  to  Yetta  wife  of  Morris  B 
Sasniorsky.  All  liens.  July  2.  Aug  9.  10(Xi.  0:1014 — 43.  A 
.$5.(I(K)— $0..5()0.  other  consid  and  100 

109th  St,  No  205,  n  s,  125  w  Amsterdam  av.  25x100.11.  5-sty  brk 
tenement.  Wilhelm  G  Reimer  to  John  J  Schwartz.  Mort  .$29,- 
0(XI.     Aug  1.     Aug  3,   ]9(K!.      7:1881-27.     A  .$11,(MK)— .$24,000. 

other  consid   and   100 

109th  St,  No  2.32,  s  s,  300  e  3d  av,  25x100.11,  5-sty  brk  tenement 
and  store.  Frank  Taus  et  al  to  Samuel  Schendel.  Mort  .$17,000. 
Aug  3.     Aug  0,   lOtHi.     0:10.58— .34.     A  .$5..5<X)— $l(i.(XX>. 

other  consid  and  1(X1 

110th  St,  No  228,  s  s,  310  e  3d  ay,  25x100,11,  4-sty  brk  tenement. 
Fortunato  D'Onofrio  et  al  to  John  Schelberg.  Mort  $11,2.50. 
Aug   7.      Aug  9.    1000.     0:16.59— 3fi.     A   .$0.0<X)— $12.(XX1.  nom 

110th  St.   Nos  239  and  241,  n  s,   1.54.2  w  2d  av,  37.0xlO<l.ll. 

110th  St,   Nos  235  and  237.  n  s,  101.8  w  2d  av,  37.0xl(K».ll. 

110th  St,  Nos  231  and  233.  n  s,  220.2  w  2d  av,  37.0x100.11. 
three  (i-sty  brk  tenements  and  stores. 
Abraham  D  Weinstein  to  Harris  Beckelman  and  Jacob  Kauf- 
man. Mort  $114,(XK).  July  31.  Aug  4,  1900.  (i:16(30— 13  to  17. 
A  .$21.(XM)— .$- .  other  consid  and  100 

tilth  St.  No  OS,  s  s,  24<i.8  w  Park  av,  lO.SxlOO.ll,  3-sty  stone 
front  dwelling.  Jacob  H  Morris  to  Gerson  B  Citron.  Mort  .$8,- 
500.     Aug  3.     Aug  4,  1906.     0:1616-^7.     A  $5,<XX»— .$.S.(XX\ 

other  consid   and   1(X) 

112th  St.  Nos  Oil  to  017,  on  map  Nos  611  to  (!15,  n  s,  141.7  e  River- 
side Drive,  87.0x100.11.  0-sty  brk  tenement.  James  F  TuUy  to 
Mary  B  Geyer.  Q  C  and  C  a  G.  All  liens.  Aug  1.  Aug  4,  1000. 
7:180.5—8.      A   $45,000— $135,000.  nom 

113th  St.  No  71,  n  s,  203.5  w  Park  av.  25.1x100.11,  5-sty  brk 
tenement.  Minnie  Goldstein  to  Libby  Epstein.  Mort  .$23,4(.I0. 
Aug  2.      Aug  3.    I'.MM!.      0:1010—27.      A  $7,0<X>— $17,.500.  KKl 

113th  st,  Nos  204  to  208.  s  s,  95  e  3d  av,  45xKXt.ll,  0-sty  brk 
tenement  and  store.  Morris  Bernstein  to  Leopold  Harris, 
7-12  part,  and  Adolph  Gross,  5-12  part.  Mort  $43,(XX>.  Aug  7. 
Aug  8,    19(Mi.      0:1062 — 45   to  40Vo.      A  $12,000 — $ ,  nom 

114th  st,  Nos  202  to  210,  s  s.  80  e  3d  av.  84.7xl00.ll,  two  6-sty 
brk  tenements  and  stores.  Wolf  Rosenberg  et  al  to  Morris  Punch. 
Mort  $113,.5t)0.  July  2.  Aug  6,  11XX3.  6:1663^6^4  to  48%.  A 
$17.5(10— $35.(XlO.  other   consid   and   100 

noth  St.  No  228,  s  s,  425  e  8th  8V,  runs  s  103.7  x  n  e  S.IO  x  e  16.10 
X  n  KXKll  to  st  X  w  25  to  beginning,  ,5-sty  stone  front  tenement 
and  store.  Max  Silberberg  to  Moses  R  Springer.  Mort  .$30,(X)O. 
Aug  1.     Aug  3,  19(H;.     7:1831—47.     A  $10.000— $29.0(XK  100 

117th  St.  No  327.  n  s,  325  e  2d  av.  25xl<X).ll,  5-sty  brk  tene- 
ment. Solomon  Nirenberg  to  Albert  Mezey.  1-6  part.  All  title. 
Mort  $20,000.  Aug  8.  Aug  9,  1906.  6:1689—14.  A  $5,000— 
$16,000.  nom 

118th  st,   Nos  205  to  2(X)         |n  s,  125  w  7th  av,  runs  n  201.10  to 

119th  st,   Nos  204   to  212         I     s  s   llOth  st   x  w  2.59.5  to  e   s  St 

St  Nicholas  av,  Nos  104  to  174  |  Nicholas  av  x  s  236.10  to  118th  st 
X  e  135. (>  to  beginning,  nine  5-sty  brk  tenements,  stores  on  av. 
CONTRACT.  Irving  Ottenberg  as  ATTY  for  Hannah  Ottenberg 
with  Max  Marx  and  Henry  Sonn.  Mort  $315,000.  July  12.  Aug 
4.  1000.  7:1024-22  to  20,  39  to  41  and  21  and  45.  A  $224,(XX) 
— $3.50.0(X)  and  contracts.  450.000 

118th  St.  Nos  231  and  2.33,  n  s.  231  w  2d  av.  29xl(X>.10,  except 
strip  0.2x29  adj  on  west.  0-sty  brk  tenement  and  store.  Julia 
Taggart  to  Max  Borck.  Q  C.  Correction  deed.  Aug  3.  Aug  7, 
I'.MM!.     6:1783—15.     A  $7,500—.$ .  nom 

118th  st,  Nos  231  and  2.33.  n  s.  231  w  2d  av,  29x100.10  except  strip 
0.2x29  adj  on  west,  0-sty  brk  tenement  and  store.  Max  Borck 
to  Joseph  McEvoy.    Mort  $36,000.     Aug  6.    Aug  7.  1006.      6:1783. 

other  consid  and  UK) 

119th  st,  Nos  332  and  334,  s  s,  265  w  1st  av,  3.5xl(X).ll,  6-sty  brk 
tenement  and  store,  Phillip  Tenzer  to  Leopold  Lefkowitz.  Mort 
$40,250.  Aug  1.  Aug  4,  1906.  6:1795—38%  and  39.  A  $7,(X»0 
— $ .  other  consid  and   1(10 

120th  st,  Nos  325  and  327,  deed  reads  130th  st.  Nos  325  and  327 
(?),  begins  120th  st,  n  s,  275  e  2d  av,  .50x100.11  (error).  2  and 
3-sty  brk  tenements  and  stores  and  1  and  2-sty  brk  buildings  on 
rear.  Joseph  Sulinski  to  Ladislaus  W  Schwenk.  of  Brooklyn.  % 
part.  Mort  $29,000.  Aug  6.  Aug  7,  1906.  6:1797—12  and  13. 
A  $10,00O-$18,000.  nom 


rjdth  St.  No  3.53,  n  s,  OS  w  Manhattan  av.  17x100.11,  o-sty  and 
basement  stone  front  dwelling.  Agnes  L  Rodgers  to  Eda  E  Bertch, 
of  Bridgeport,  Conn.  Mort  .$8,000.  Aug  6.  Aug  7.  1006.  7:1947 
—10%.     A  $0,800- $12.0(10.  other  consid  and  1(X) 

121st  st,  Nos  322  and  324,  s  s,  225  e  2d  av,  37.0xl(Xl.ll.  6-sty  brk 
tenement  and  store.  Samuel  Barnett  et  al  to  Clara  Krancer. 
Mort  .$40,500.  Aug  1.  Aug  3,  1906.  6:1797— 45y2  and  46.  A 
$8,(MI0— $ .  100 

122d  st.  No  2()1,  n  s.  31.6  w  2d  av.  14x71.10.  3-sty  stone  front 
dwelling.  Jacob  Lichtenstein  to  Louis  Singer.  Mort  .$(i..5.50. 
Jjily   28.      Aug  3.   10(H!.     (:!:17,S7.  100 

123d  st.  No  1.54,  s  s.  2.S5  w  3d  av,  25xl<X).ll,  6-sty  brk  tenement 
and  store.  James  Siculer  to  Max  Lasberg,  1-3  part.  Chester  B 
Bates,  1-3  part,  Samuel  Glassman,  l-li  part,  and  Nathan  Lehr. 
1-6  part.  Mort  .$34,000.  Aug  3.  Aug  4.  10(Hi.  0:1771 — 48.  A 
.$8.000—.$ .  other  consid  and  100 

123d  St.  No  1.54,  s  s,  285  w  3d  av,  25xl(X).tl.  (i-sty  brk  tenement 
and   store.      Benjamin   Berger   to  James   Siculer.      Mort   $20,000. 

Aug  2.     Aug  3,  190(1     6:1771—18.     A  $8,000— .$ . 

other  consid   and   100 

124th  st^,  Nos  333  to  337,  n  s.  2.50  w  1st  av,  runs  w  .50  x  n  100.11 
X  e  2-5  x  s  .50  to  c  1  Old  Church  lane  x  n  e  30.0  x  s  0.8.8  to  be- 
ginning, (i-sty  brk  tenement  and  store.  Simon  Lazerowitz  et 
al  to  Jacob  Salmanowitz.  Maurice  Altman,  Louis  Valk  and 
Becky  Levy.  Mort  .$45..5fK).  July  30.  Aug  8,  1906.  6:1801. 
—15.     A   $9.(XX>— P  $45.0(X).  other  consid   and   100 

125th  St.  Nos  45  and  47,  n  s.  .345  e  Lenox  av.  40x09.11.  two  4-sty 
brk  tenements  and  stores.  Wm  J  Kelly  to  Homer  R  Gillies.  Mt 
$O5.(MI0.  July  31.  Aug  7,  1900.  6:1723—15%  and  16.  A  $57,- 
(KIO- .$(;s.(XM>.  nom 

12(ith  St.  No  270.  s  s.  KM)  e  8th  av.  2.5x100,  4-sty  brk  stable.  Wm 
C  Bretherton  to  Annie  D  Maddox.  June  4.  Aug  9,  1906.  7:1931 
—00.     A  $14(MI0— $17,<K)0.  other  consid  and  100 

127th  St.  Nos  305  and  307.  n  s.  109.6  w  8th  av,  50.0x90.11,  two 
.5-sty  brk  tenements.  Leooold  Yesky  et  al  to  Lewis  Newman 
and  Joseph  Ettlinger.  Mort  .$.30. (MX).  Aug  7.  Aug  8.  1906. 
7:1954—25   and   26.      A   $1(1,(MM)— .$3(i.(M10.  other   consid   and   1(X) 

12.Sth  st,  Nos  79  and  K\,  n  s,  7.5  e  Lenox  av,  (iOx99.11,  two  6-sty 
brk  tenements.  Joseph  Lenowitz  et  al  to  Abraham  Silverson. 
Mort  .$(i8.0(X».  Aug  3.  Aug  4,  190(i.  6:1726—5  to  6.  A  $22,- 
.500—.$ .  other  consid   and   100 

129th  st,  n  s,  .341.8  e  Lenox  av,  .50x90.11,  6-sty  brk  tenement.  Re- 
lease mort.  Harris  Mandelbaum  and  ano  to  Max  Lurie  and  Ja- 
cob Weinstein.     July  20.     Aug  3,  1906.     6:1727. 

other  consid  and  100 

1.3.3d  St.  No  9.  n  s.  100  w  5th  av.  25x09.11.  5-sty  brk  tenement. 
Moses  Hauptman  to  Isaac  Goldberg.  Mort  $10..5(M>.  Aug  2.  Aug 
7.  19(Mi.     6:1731—30.     A  $7,(XlO— $17,.500.  other  consid  and  100 

135th  st,  Nos  3,  5  and  7,  n  s,  25  e  5th  av,  75x09.11,  two  0-sty  brk 
tenements  and  stores.  Julius  M  Cohen  to  Jacob  Frankenthaler. 
Mort  .$50,105.  June  21.  Aug  7,  19(Xj.  6:1700—2  to  4.  A  $19,- 
500—$ .  other   consid   and   100 

135th  st,  No  4(!,  s  s.  2(!0.3  e  Lenox  av,  — x—  to  c  I  blk  and  24.9x 
%  block,  2-stv  brk  building.     Louis  Partzschefeld  to  Theo  E  Her- 
gert.      Mort   .$12,000.      July  30.      Aug  9,   1006.      6:1732— (it,.      A  . 
.$S,(X)0— $15,0(MX  other  consid  and  100 

13(ith  st.  No  .30:!.  n  s,  85  w  8th  av,  16.8x09,11,  3-sty  brk  dwelling. 
Henry  B  Fuller  to  Celia  K  Fuller.  All  title.  All  liens.  July 
31.     Aug  3,   1006.     7:1960—13.     A  $4.(:iO*J— $11.5(X>. 

other  consid  and  100 

137th  st.  No  .55,  n  s,  275  e  Lenox  av,  2.5.x99.11,  5-sty  brk  tenement. 
Samuel  Cohen  et  al  to  Martha  Singer.  Mort  $20,0(X).  July  11. 
Aug   3.    lOCKi.      0:173.5—13.      A   .$5,500— $20.0(X). 

other    consid    and    100 

1.39th  St.  Nos  47  and  49,  n  s,  .300  e  Lenox  av,  50.x99.11,  0-sty  brk 
tenement.  Fredk  H  Nadler  to  Tobias  Zindler  2-3  parts,  and  Jo- 
seph Yanover  1-3  part.  Mort  $42,000.  July  1.  Aug  4,  1906. 
6:1737.  nom 

139th  St.  n  s.  350  e  Lenox  av,  old  line,  25xll2.5x.33.2x90.7.  Re- 
lease mort  of  all  land  which  lies  n  of  the  c  1  of  blk  bet  139th 
and  140th  sts.  a  gore,  vacant.  Francis  M  Jencks  to  Sol  Brill, 
Esther  Schilt  and  Annie  Levy.     July  2(5.     Aug  7,   1906.     6:1737. 

nom 

140th  St.  Nos  24  to  28,  s  s.  320  w  5th  av.  runs  s  99.11  x  w  125  x  n 
90.8  X  n  e  0.4  to  st.  x  e  124.0  to  beginning,  three  (i-sty  brk  tene- 
ments. Benjamin  Harris  et  al  to  Afro-American  Realty  Co.  Mort 
$t.50,(l(M).     July  9.     Aug  4,  1906.     (i:1737.  nom 

141st  st.  No  311,  n  s,  175  w  Sth  av,  2.5x99.11.  5-sty  brk  tenement. 
L  Sonora  H  Harper  to  Wm  C  Hyde.  Mort  $46,.5(X).  Aug  1. 
Aug   8,    191X1.      7:2043—7.      A    .$5,000— $19,(X)0. 

other   consid   and   100 

144th  st,  n  s,  1.50  w  Broadway,  KX1xKX).ll,  two  5-sty  brk  tene- 
ments. Psaty-Edelson  Construction  Co  to  Rose  Edelson  and  An- 
nie Hoffman.     Mort  $SO(XM).     Aug  2.     Aug  3,  10(Mi.     7:2091.  _ 

other  consid  and   125,500 
147th   st.   No  .502.   s  s.   KM)  w   Amsterdam  av.  25x00.11.  5-sty  brk 
tenement.      Louis  Etkin  to  John  J  Schwartz.     Mort  .$27..50().     Aug 
3.     Aug   4,    10(M!.      7:207.8—37.      A   $5.0(:m)— $10,000. 

other   consid   and   100 

152d  St.   No  610  Is  s.  1.50  w  Broadway.  75x199.10  to  n  s  151st  st, 
1.51st  st  I     2-sty    frame    dwelling    and    vacant.      Joseph    M 

Goldberg    et    al    to    John    Rollmann.       Mort    $30,(MIO.       July    .30. 

Aug  8,   1006.     7:2098—23  to  25  and  40.     A  $13.5(X)— $17,.5(X). 

other  consid  and   100 

158th  st,  Nos  '529  and  531,  n  s,  375  w  Amsterdam  av,  .50x90.4.  5- 
sty  brk  tenement.  CONTRACT.  Jennie  Lyman  with  Johanna 
Seff.  of  Baltimore,  Md.  Mort  $.55.(MX>.  Nov  23,  1905.  Aug  0, 
1900.      8:2117-54   and   55.      A   $10.000—$ .  67,500 

Ki3d  St.  No  436,  s  s,  275  e  Amsterdam  av,  25x112.6,  5-sty  brk  ten- 
ement. Herman  P  Ohm  to  Isaac  Heifer.  Aug  2.  Aug  6,  1906. 
S:21K)— 17.     A  $5,.500— $22,(MX).  100 

l(53d  st.  No  436,  s  s,  275  e  Amsterdam  av,  25x112.6,  5-sty  brk 
tenement.  ABC  Realty  Co  to  John  E  Simons  and  Jacob  C  Har- 
ris.     All  liens.      Aug  8,   1!MX5.      8:2110-17.     A  $5,500-.$22,000. 

nom 
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163(3  St.  No  436,  s  s,  275  e  Amsterdam  av,  25x112.6,  5-sty  brk 
tenement.  Isaac  Heifer  to  A  B  C  Realty  Co.  Mort  $25,000. 
Aug    8,    1906.      8:2110-1".      A    $5,50O-$22.00O. 

other   consid  and   100 

163d  St.  No  438.  s  s.  250  e  Amsterdam  av,  2.")xll2.6,  5-sty  brk 
tenement.  Isaac  Schlesinger  to  Sophie  M  Goldstein  and  Bertha 
Abrams.  Mort  .f:25,0UO.  July  31.  Aug  3,  1900.  8:2110—16.  A 
$5,500— $22,000.  other   consid   and   100 

165th  St,  No  470,  s  s,  250  e  Amsterdam  av,  runs  s  102.11  x  w  50  x 
n  46  X  s  e  25.2  x  n  59.11  to  st,  x  e  25  to  beginning,  vacant.  Al- 
fred Benson  to  Joseph  Haslun.  %  part.  All  title.  Mort  $10,- 
000.     June    12.      Aug   3,    1906.      8:2111—15.      A    $2,000— $4,000. 

other  consid  and  100 

165th  st,  Nos  470  and  472,  s  s,  200.7  e  Amsterdam  av,  runs  s 
56.6  X  n  w  0.71^  x  s  46.5  x  e  50  x  n  102.11  to  st,  x  w  49.4  to 
beginning,  2-sty  frame  dwelling  and  vacant.  Joseph  Haslun  to 
James  Higgins.  i^  part.  Mort  $15,000.  June  13.  Aug  3,  1906. 
8:2111—14  and   15.      A   $4,500— .$9,.50O.  other  consid  and  100 

180th  st  Ins,  as  proposed.  302  w  Haven  av,  runs  w  299.3  to 

Riverside  Drivel  e  s  Riverside  Drive,  x  s  211.2  x  e  283.5  x  n  210 
to  beginning,  vacant.     Sound  Realty  Co  to  Samuel  W  Weiss.    Aug 

2.  Aug  4,  1906.     8:2177.  other  consid  and  100 
Same    property.      Release    mort.      City   Real    Estate    Co    to    Sound 

Realty  Co.     Aug  2.     Aug  4,   1906.     8:2177.  42,000 

Ajnsterdam  av,  Nos  716  and  71S!s    w    cor    95th    st,    40.8x100,    5-sty 
95th  St.  No  200  I     brk  tenement   and  storp.   Ninety- 

Fifth  Street  Co  to  Joseph  Blau.  Mort  $75,000.  Aug  7.  Aug 
8,   1906.     4:1242.  other  consid   and   100 

Amsterdam  av,  Nos  708  and  710,  w  s,  80.8  n  94th  st,  40x100, 
5-sty  brk  tenement  and  store.  Ninety-Fifth  Street  Co  to  Peter 
Clemens.      Mort  $50,000.     Aug  0.     Aug  8,   1906.     4:1242. 

other   consid   and    100 
Amsterdam    av.    No    14S5.    e   s.    50   n    1.33d   st,    25x100,    5-sty    brk 
tenement   and   store.      Herrmann   Realty  Co   to   Charles   Richter. 
Mort   $28,000.      Aug   7,      Aug   8,   1906.     7:1971—3.      A   .$9,500— 
$22,000,  other   consid   and   100 

Amsterdam  av,  Nos  708  and  710.  w  s,  80.8  n  94th  st,  40x100,  5-sty 
brk  tenement  and  store.  Peter  Clemens  to  Standard  Operating 
Co.  Moit  .$.54..500.  C  a  G.  Aug  6.  Aug  8.  19U6.  4:1242.  100 
Amsterdam  av.  No  643.  e  s,  27.11  n  91st  st,  27x100,  5-sty  brk 
tenement  and  store.  Harry  Goodstein  to  Valentine  Gumprecht. 
Mort  .$30,000.  July  — ,  1906.  Aug  9,  1906.  4:1222—2.  A 
$18,000-$29.000.  other  consid  and  100 

Amsterdam  av,  e  s.  49.6  n  133d  st,  strip  0.6x100.  Release  mort. 
Juliu^  Herrman  to  Herrman  Realty  Co.  Aug  2.  Aug  3,  1906. 
7:1971.  nom 

Amsterdam  av,  Nos  2101  to  2105|n  e  cor  164th  st,  75x100,  two  5-sty 
164th  st.   No  469  |     brk  tenements  and  stores.     Isaac 

L  Shapiro  to  Samuel  Greenberg  and  Philip  Lederer.     Mort  $90,- 

000.  Aug  3.     Aug  4,  1906.     8:2111—1  to  3.    A  .$30,000—$ . 

other   consid  and   100 

Amsterdam  av,  No  1483,  e  s,  25  n  133d  st,  25x100,  5-sty  brk  tene- 
ment and  store.  Herrmann  Realty  Co  to  Henry  Offerman.  Mort 
$28,000.     Aug  2.     Aug  3,   1906.     7:1971.  other  consid  and  100 

Audubon  av,  n  w  cor  190th  st,  —x220.4x97. 4x220,  vacant.  Mort. 
$59,000. 

St  Nicholas  av,  s  w  cor  lS8th  st,  94.10x100,  vacant.     Mort  $30,500. 

lS4th  st,  n  s,  200  e  St  Nicholas  av,  90x99.11.     Mort  $15,000. 
Arthur  Berel  et  al  to  Herman  Hirsch.     2-3  parts.     All  title.     Aug 

3.  Aug  4,  190(j.  8:2161—75.  A  $34,000— $40,000;  2168—15.  A 
$26,000— $26,000;  2157—25  to  28.     A  $16,200-$16,200. 

other  consid  and   100 
Av  A,  No  1684,  e  s,  101.5  n  SSth  st,  20x75,  4-sty  stone  front  tene- 
ment and  store.     Sarah  Zimney  to  Morris   Insel.     Mort   $10,700. 
Aug    1.     Aug   3,    1906.      5:1585—52.      A   $5,000— $9,.500. 

other  consid  and   100 
.Av  A,  No  206,  e  s,  26  s  13th  st,  25.9x96,  5-sty  brk  tenement  and 

store  and  2-sty  brk  building  on  rear. 
Av  A,  No  204,  e  s,  51.9  s  13th  st,  25.9x96,  4-sty  brk  tenement 
and   store. 

Sarah  E  Hazlett  to  Caroline  Long.  Q  C.  June  16.  Aug  3,  1906, 
2:406—6  and  7.     A  $32,000— $43,000.  nom 

Ay  B,   Nos  275  and  277   In   e  cor   16th  st,  42x93,  three  5-sty  brk 
16th  st.  No  601  1     tenements    and    stores.       Bartholomew 

A  Greene  et  al  EXRS,  &c,  Bartholomew  Greene  to  Davis  Berk- 
man  and  Abram  Gutterman.  Aug  1.  Aug  4,  1906.  3:984—1.  2 
and  5.     A  $15,500— $29,000.  .54,500 

Same  property.     Bartholomew  A  Greene  et  al  to  same.     Q  C.     Aug 

1.  Aug  4,  1906.     3:984.  nom 
Av  B,  No  221,  e  s,  71.9  n  13th  st.  22.\88,  5-sty  brk  tenement  and 

store.  Ratschel  Joseph  to  Benjamin  Lastfogel  and  Louis  Freed- 
man.  Mort  $16,000.  Aug  2.  Aug  7,  1906.  2:396—4.  A  $10,- 
0OO-$14  00O.  other  consid   and   100 

Av  B,  No  173  .  s  e  cor  11th  st,  25x93,  5-sty  brk  tene- 

11th  st,  Nos  600  and  602|  ment  and  store.  Tannenbaum  &  Lo- 
wenstein  to  Levi  W  Rubenstein,  Samuel  Lorber  and  Nathan  Leib- 
son.  Mort  .$50,000.  Aug  1.  Aug  6,  1906.  2:.393— S.  A  $22,000 
—$36,000.  other  consid  and  100 

Av  B,  No  44,  n  w  s,  72.2  n  e  3d  st,  24x80,  5-sty  brk  tenement  and 
store.  Fanny  Schlossman  to  Morris  Schlossman.  Mort  $30,750. 
Aug  8.     Aug  9,  1906.     2:399—35.     A  $16,000— $25,000, 

other  consid  and  100 

Av  B,  Nos  176  and  178  In    w    cor    11th    st,    43.3x90.6,    6-sty   brk 

11th  st,  Nos  549  and  551  (  tenement  and  store.  Joseph  D  Gold- 
stein to  Abraham  Smith.  Mort  $85,000.  Aug  7.  Aug  8,  1906. 
2:405—37.     A  $35,0(lO-$80,000.  nom 

Same  property.  Abraham  Smith  to  Annie  Smith  wife  of  Abra- 
ham   Smith.      Mort    $103,000.      Aug   8,   1906.      2:405.  nom 

Av  C,  No  217,  w  3,  45.10  n  13th  st,  22.10x63. 

Av  C,  No  219,  w  s,  68.9  n  13th  st,  23x88x23x87.11. 
two   5-sty   brk   tenements   and   stores. 

Leopold  Linder  to  Henry  Dorb  and  Leopold  Neustadt.  Mort 
$28,000.  Aug  7.  Aug  8,  1906.  2:396—34  and  35.  A  $17,000 
—$26,000.  other  consid  and  100 

Av  D,  Nos  97  and  99,  w  s,  36.6  n  7th  st,  36.6x77,  6-sty  brk  tene- 
ment and  stores.  Joseph  Green  to  Meyer  Chapkowsky.  Mort 
$43,150.    July  31.     Aug  3,  1906.    2:377—43.     A  $18,00O-$40,000. 

other  consid  and  100 

Boulevard  Lafayette,  w  s,  425.4  s  Fort  Washington  Park,  50x100, 
vacant.  Jackson  Architectural  Iron  Works  to  Fernando  Wood,  of 
Englewood,  N  J.     Aug  6.     Aug  7,  1906.  other  consid  and  100 

Bradhurst  av.  No  2|n  e  cor   142d   st,   27.8x61.10x27.11x64.11,   5-sty 

148d  st,  No  317    I  brk  tenement  and  store.  V  Loewers  Gambrlnus 


Brewery  Co  to  Loewer  Realty  Co.  All  liens.  June  0.  Aug  8, 
1906.     7:2043—29.     A  $8,000— $21,000.  nom 

Columbus  av,  Nos  615  and  617  |  s   e   cor   90th   st,   50.8x74.6,   two   5- 

OUth  st.   No  82  I    sty     stone     front    tenements    and 

stores.  Hortense  Osterman  to  Matthew  Bernheim.  Mort  $74,- 
500.  Aug  2.  Aug  9,  1906.  4:1203—61  and  62.  A  $52,000— 
$74,000,  nom 

Fort  Washington  av.  No  9,  s  s,  100  w  of  Broadway  on  a  line  par- 
allel with  s  s  159th  st,  runs  s  91.9  to  point  115.6  n  158th  st, 
X  w  50  X  n  115.3  to  av,  x  s  e  55.4  to  beginning,  5-sty  brk  ten- 
ement;   also 

All  right,  title  and  interest  to  small  gore  at  n  w  cor  of  above, 
the  base  1.7  along  c  1  159th  st,  x  1.10  along  n  s  of  said  av,  x 
0.11. 

15Sth  st.  No  603,  n  s,  lOO  w  Broadway,  50x115.6,  5-sty  brk  ten- 
ement. 

Wm  Kuhn  et  al  to  Elizabeth  Wagner,  Mort  $105,000.  Aug  4. 
Aug  9,   1906.     8:2136.  other  consid  and  100 

Lenox  av.  No  54,  e  s,  68.5  n  112th  st,  32.0x100,  5-sty  brk  tene- 
ment. Paula  Klau  to  Mary  E  Mullay.  Mort  $36,000,  Aug  1. 
Aug   3,    1906.      0:1590—4.      A   $22,000— $42,500. 

other   consid   and   100 

Lenox  av.  No  54,  e  s,  08.5  n  112th  st,  32.6x100,  5-sty  brk  tenement. 
Mary  E  Mullay  to  Salo  Cohn.  Morts  $43,500.  Aug  1.  Aug  3, 
1906.      6:1.596-^.     A  $22.000— $42  .5TO.  other  consid  and  100 

Lenox  av  |  s  e  cor  136th  st,  99.11x100,  two  0-sty  brk  tene- 

13(ith  st.  No  46]  ments  and  stores.  David  Herman  to  Isidore 
Friedman,  of  Allegheny,  Pa.  Mort  $188,000.  Aug  4.  Aug  6, 
1906.     6:1733—09.      A   $70,000—.$ .  other  consid  and   100 

Lexington  av,  No  296,  n  w  cor  37th  st,  20x80,  4-sty  stone  front 
dwelling.  Henry  B  Riggs  to  Frederick  W  Hunter.  Aug  3. 
Aug  8.   1906.     3:893—17.     A  $28,500— $37,500.  nom 

Lexington  av.  No  176,  w  s,  19.9  s  31st  st,  19.9x64,  3-sty  brk 
dwelling.  Wm  Simis  EXR,  &c,  Mary  O  Simis  to  Leon  Kauff- 
man  TRUSTEE  Mary  O  Simis.  V2  part  of  all  title.  July  27. 
Aug  8,  190(i.     3:886—70.     A  $12.000— $16,000.  nom 

Lexington  av,  Nos  1874  to  1878|s  w  cor  117th  st,   100.11x24x100.11 

117th  st,   No  142  I    x23.11,    5-sty    brk    tenement    and 

store.  Michael  H  Eisman  to  Morris  Weinstein.  %  part.  Mort 
$.38,000.     July  12.    Aug  4,  1906.    6:1644— 56V4.    A  $15.0(K3— $42,- 

000.  other  consid  and  100 
Madison  av.  No  1833,  e  s,  80  s  120th  st,  20.11x75,  5-sty  brk  tene- 
ment.     Arthur   M    Bullowa   et    al   to    Alfred   L   M   BuUowa.     All 
title  in  %  parts.     Mort  $12,000.     July  31.     Aug  3,  1906.     6:1746 
—52.      A   $10,500— $18,000.                                    other   consid   and  100 

Madison  av,  No  873,  e  s,  27  s  73d  st,  23x63,  4-sty  stone  front 
dwelling.     Eliz  L  Grinnell  to  Giles  Whiting.     Mort  $25,000.     Aug 

1.  Aug  4,  1906.     5:1.387— 501^.     A  $.5O,00O-$63,000. 

other   consid   and   100 
Park   av.   No   1748,   w  s,   75.11   s   122d  st,  2.5x80,   5-sty   brk  tene- 
ment  and  store.      Release   claims,   &c,   to  Park  av  viaduct.     Ida 
H  Hodges  et  al  to  N  Y  &  H  R  R  Co  and  theNYC&HRRR 
Co.     July  20.     Aug  8,  19(X!.    6:1747—57.     A  $7.000— $15,000. 

other   consid   and   100 
Park  av,  Nos  IWiO  and  1662  |  n   w  cor  117th   st,   50.5x72,   two  4-sty 
117th  st.   No  77  I     brk   tenements   and   stores.      Release 

claims  as  to  Park  av  viaduct.  Mathilde  G  Kittel  INDIVID  and 
as  EXTRX  Joseph  J  Kittel  et  al  to  N  Y  &  H  R  R  Co  and 
the  N  Y  C  &  H  R  R  R  Co.  April  4.  Aug  9,  1900.  6:102.3—33 
and  34.     A  $17.000— $30,000.  other  consid  and  100 

Park  av.  No  1548]  s  w  cor  112th  st,  75.11x26.3,  5-sty  stone  front 
112th  st.  No  74       I     tenement  and  store.     Nathan  Fastenberg  et  al 
to    Abram    Spanner    and    Maier   Salzman.      Mort    $28.2.50.      June 
29.     Aug  0,  1906.     6:1617—38.     A  $11,000-$20,000, 

other   consid   and   100 
Pleasant  av.  No  344,  e  s,  50.8  n  118th  st,  25.3x76,  5-sty  brk  tene- 
ment and  store.     Charles  Seidenwerg  to  Solomon  Weitz  and  Ben- 
jamin Weissman.     Mort  $22,000,    Aug  1.    Aug  3,  1906.    6:1815— 

3.  A  $4,000— $14..500.  other  consid  and  100 
Wadsworth  av.  No  294,  on  map  No  239,  w  s,  166.1  n  187th  st,  23.8 

x95,  3-sty  brk  dwelling.  Thos  J  Meehan  to  Harriet  Blum.  Mort 
$7,500.     Aug  1.     Aug  8,  1906.     8:2170—18.     A  $3,000— $5,500. 

other  consid   and   100 

West  End  av.  No  752,  e  s,  60  s  97th  st,  40.11x100,  5-sty  brk  ten- 
ement. Release  mort.  Wm  J  Sloane  and  ano  to  Philip  Wood, 
Brooklyn,  N  Y.  Oct  24,  1905.  (Re-recorded  from  Oct  26,  1905.) 
Aug  7.  190«j.     7:1868—63.     A  $25.000— $55,000.  nom 

West  End  av,  No  752,  e  s,  60  s  97th  st,  40.11x100,  5-sty  brk  ten- 
ement. Philip  Wood  to  Berthold  Meyer.  Mort  $43,000,  July 
27.     Aug  9,   1900.     7:1868—63.     A  $25.000— $55,000.  nom 

Same  property.  Berthold  Meyer  to  Samuel  Roseff.  Mort  $53,- 
000.     July  27.     Aug  9,  1906.     7:1868.  nom 

1st  av.  No  873,  w  s,  25.5  s  49th  st,  25x100,  5-sty  brk  tenement 
and  store.  Israel  Diajnond  et  al  to  Jennie  Glaustein.  Mort  $24,- 
700.     Aug  2.     Aug  3,  1906.    5:1341—29.    A  $10,000— $20,000. 

other  consid  and  100 

1st  av.  No  846,  e  s,  26  n  e  47th  st,  24.10x80. 

1st  av.  No  848,  e  s,  50.11  n  47th  st,  2.5x80. 
two  5-sty  brk  tenements  and  stores. 

Julius  Eichman  to  Rachel  and  Bessie  Shweitzer.  Morts  $44,- 
500.  Aug  6.  Aug  7,  1906.  5:1359—2  and  3.  A  $14.000— $.32,- 
000.  other   consid   and   100 

1st  av.  No  2046,  e  s,  50.11  s  106th  st,  25x84,  5-sty  brk  tenement 
and  store.  Release  mort.  George  Ehret  to  Frank  De  Rosa. 
July  31.     Aug  3,  1906.     6:1099—47.     A  $5.50O-$17,000.  nom 

1st  av,  No  2046.  e  s,  50.11  s  106th  st,  25x84,  5-sty  brk  tenement 
and  store.  Frank  De  Rosa  to  Patrick  Garofalo.  Mort  $15,000. 
Aug  1.     Aug  3,  1906.     6:1699-47.     A  $5,50O-$17,00O, 

other  consid  and   100 

1st  av,  No  2398  |s  e  cor  123d  st,  24x83,  4-sty  brk  tenement  and 

123d  st.  No  400  I  store.  Morris  Weinstein  to  Michael  H  Eisman, 
Susquehanna  Depot,  Pa.     %  part.     Mort  $11,000.     July  12.     Aug 

4,  1906.     6:1810—45.     A  $9,500— $15,000.      other  consid  and  100 
1st  av,  No  2387  In  w  cor  122d  st,  19.9x75,  4-sty  brk  tene- 
122d  st,  Nos  347  and  349|     ment   and   store.      Laura  J   wife   John   C 

Brady  HEIR,  &c,  Bridget  Dillon  to  Margt  A,  James  T,  Ellen  T 
and  Mary  A  Dillon  HEIRS  Bridget  Dillon.  Q  C.  Aug  3.  Aug  4, 
1906.     6:1799—24.     A  $7,000— $13,000.  2,400 

1st  av,  Nos  2020  and  2028,  e  s,  76.1  n  104th  st,  50x100.  two'5-sty 
stone  front  tenements  and  stores.  Jacob  Horowitz  to  Nathan 
Kirsh  and  Samuel  Slndeband.  Morts  $51,000.  July  27.  Aug  3, 
1906,     6:1698-4   and  48.     A  $13,(X)0~$34,000. 

other  consid  and  100 


Tfte  test  of  these  pages  Is  cppyrlghted.     All  rights  are  reseryed.  Notice  is  hereby  glvea  that  Infringement  will  lead  to  prosecution. 
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Cooper  Iron  Works 

JOHN  COOPER,  Proprietor 

Works:  Emmett  Street  &  Avenue  D,  Newark,  N.  J. 

New  York  Office :  I  Madison  Avenue 


IRON  and  STEEL  WORK 

FOR 

BUILDINGS,  BRI  DOES,  &c. 


Istav,  No  23G6,  e  s,  76.11  n  121st  st,  26x73.10,  4-sty  brk  tene- 
ment and  store.  John  J  Sullivan  to  Josef  Schart.  Mort  $15.- 
750.     Aug  1.     Aug  4,  1906.     6:1800—4.     A  $.5,500— $12,500.        100 

1st  av,  Nos  2026  and  2028.  e  s.  76.1  n  104th  st.  .50x100,  two  5-sty 
stone  front  tenements  and  stores.  Samuel  Sindeband  to  Bertha 
Dworsky.  1/2  part.  Mort  $51 000.  Aug  1.  Aug  3,  1906.  6:1698 
—4  and  48.     A  $13,000— $34,000.  other  consid  and  100 

1st  av,  No  237  Is  w  cor  14th  st,  23.3x00,  4-sty  brk  tenement  and 

14th  st.  No  350  I  store.  Peter  W  O'Reilly  et  al  TRUSTEES,  &c, 
Thomas  Bolger  to  Cornelius  Fitzgibbon.  Aug  1.  Aug  3,  1906. 
2:455—33.     A  $12,00O-$10,00O.  45.000 

1st  av.   No  2.37  |s  w  cor  14th  st,  23. .3x60,  4-sty,  brk  tenement  and 

14th  St.  No  3.50  I  store.  Release  dower.  Catharine  Bolger  widow 
to  Cornelius  Fitzgibbon.  Aug  1.  Aug  3,  1906.  2:455—33.  A 
$12,000— $19,000.  nom 

2d  av.  Nos  2188  and  2190,  on  map  Nos  2180  and  21.S8.  e  s.  84.2  s 
113th  St.  41.8x100,  except  gore,  begins  100.10  s  113th  st  and 
1110  e  2d  av.  runs  s  3.10  x  s  w  —  to  point  95.7  e  2d  av  and 
109.2  s  113lh  st  X  n  e  —  to  beginning.  6-sty  brk  tenement  and 
store.  Hyman  Romm  to  Joseph  Faggelle.  Mort  $.54  000.  July 
7.     Aug  8,  1906.     6:1684.  other  consid  and  100 

2d  av,  Nos  2192  and  2194,  e  s,  42.6  s  113th  st,  41.8x100,  6-sty  brk 
tenement  and  store.  Hyman  Romm  to  Otto  A  Rosalsky  and  Bes- 
sie Subin.     Morts  $55,500.     July  7.     Aug  S,  1906.     6:1084. 

other  consid   and  100 

2d  av.  No  1273.  w  s,  41.11  s  67th  st.  39x100,  G-sty  brk  tenement 
and  store.  Abram  L  Libman  et  al  to  Lena  Meyer  and  Marion 
Kahn.     Aug  8,   1900.     5:1421.  other  consid  and  100 

2d  av,  No  733,  w  s,  40  n  .39th  st,  20x83,  4-sty  brk  tenement  and 
store.  Chas  W  B  Wilkinson  to  Florence  L  Roome.  Plainfleld, 
N  J,  and  Louise  S  Wilson.  Darien.  Conn.  Mort  .$S.00O.  Aug  3. 
1906.      3:920—30.      A   $10.000— $12,500.  other  consid   and   100 

2d  av.  No  1273,  w  s,  41.11  s  67th  st,  39x100,  6-sty  brk  tenement 
and  store.     Release  raort.     The  State  Bank  to  Abram  L  Libman, 


Aug   8. 


Aug   9, 
Aug    8. 


1906. 
7,000 

Aug 

10.500 
stone 


Wm   C    Horowitz   and   Charles   Libman 
5:1421. 

Same    property.      Release    mort.      Same    to 
9,  1906.     5:1421. 

2d  av.  No  1584  |   n    e    cor    82d    st,    26.2x100,    4-sty 

82d  st,  Nos  301  and  303  I  front  tenement  and  store.  Elisabeth  Pe- 
terson et  al  HEIRS.  &c,  Peter  Peterson  to  Andrew  Davey.  Mt 
$24,000.     Aug  7.     Aug  9,  1906.    5:1545—1.     A  $19,000— $30,000. 

100 

3d  av.  No  1660  |  s   w  cor  93d  st,   25.4x69,   5-sty  brk   tenement  and 

93d  st.  No  188|  store.  Louis  and  Lena  Newman  to  Samuel  Sam- 
uels. Mort  $.33  000.  Aug  8.  Aug  9,  1906.  5:1.521—40.  A 
.$23,000— $31,000.  nom 

3d  av.  No  1701,  e  s,  75.8  n  95th  st,  25x100,  5-sty  brk  tenement 
and  store.  Ida  Machiz  to  Sophia  Mayer.  Mort  $28,000.  July  30. 
Aug   3,    1906.      6:1.541—4.      A    $l(i,000— $24,000. 

other  consid   and   100 

3d  av.  Nos  1833  and  1835,  e  s,  50.11  n  101st  st,  50.6x90,  two  5-sty 
brk  tenements  and  stores.  Lena  Kannensohn  to  Morris  J  and 
Solomon  Simon.  Mort  $50,000.  Aug  1.  Aug  3.  1906.  6:1651— 
3  and  4.     A  $17,000— .$41,000.  other  consid  and  100 

5th  av,  Nos  1465  and  1407,  e  s.  50.5  n  llSth  st,  50.6x110,  6-sty  brk 
tenement  and  store.  Meyer  Frank  to  Simon  and  Harris  Ginsburg. 
Mort  $87,000.  July  17.  Aug  3,  1906.  6:1745—3.  A  $30  000— 
P   $40,000.  other   consid   and   100 

5th  av,  Nos  2188  and  2190,  w  s,  24.11  s  134th  st,  .50x85,  two  5-sty 
brk  tenements  and  stores.  John  E  Simons  et  al  to  Joseph  Shenk. 
Mort  !f45..3.33..33.  Aug  2.  Aug  3.  1906.  6:1731-38  and  39.  A 
$27,500— $56,000.  nom 

6th  av,  Nos  466  and  468,  e  s,  24.8  n  28th  st.  49.4x40,  two  5-sty 
stone  front  buildings.  Edward  Lauterbach  to  Alfred  C  Bach- 
man.  Q  C.  July  13.  Aug  9,  1906.  3:830—3.  A  $55,000— 
$75,000.  nom 

Same  property.  Wm  Lauterbach  et  al  to  same.  C  a  G.  Mort 
$125,000.     Aug  9.  1006.     3:830.  other  consid  and  100 

Same  property.  Alfred  C  Bachman  to  City  Real  Estate  Co.  Mt 
$125,0110.     Aug  8.     Aug  9,  1906.     3:830.  other  consid  and  100 

7th  av.  No  2267.  e  s,  74.11  n  133d  st.  25x75.  5-sty  brk  tenement 
and  store.  Rachel  Prowler  to  Carl  Eichhorst.  Mort  $13,000. 
Aug   1.     Aug  4,    1900.      7:1918—1.     A   $13,000— .$21,000. 

other  consid  and  100 

7th  av.  No  1987,  e  s,  54  n  119th  st.  26.11x98.  5-sty  brk  tenement 
and  store.  Emanuel  Fischer  to  Ernest  A  Fairbanks,  of  Yonkers, 
N  Y.  Mort  .$35,000.  Aug  4.  Aug  6,  1906.  7:1004—3.  A  $19,- 
000— $28,000.  other  consid  and   100 

7th  av,  Nos  2645  and  2467,  e  s,  42.11  n  143d  st,  38x100,  5-sty  brk 
tenement  and  store.  Joseph  Shenk  to  John  E  Simons  and  Jacob  C 
Harris.     Mort  $50,000.     Aug  1.     Aug  3,   1906.     7:2012.  nom 

Sth  av.  Nos  2424  and  2426|  s   e   cor   1.30th   st,   49.11x100,   6-sty   brk 

130th  st.  No  270  .  I  tenement  and  store.  Chas  Realty  Co 
to  Israel  Hoffman.  Mort  $100,000.  Aug  2.  Aug  7,  1906.  7:1935 
—62  and  63.     A  $24,000—.$ .  other  consid  and  100 

Sth  av,  Nos  2420  to  2428,  s  e  cor  130th  st.  Assign  contract  re- 
corded April  21,  1905.  Abraham  Silverson  and  David  Shaft  to 
Chase  Realty  Co.  Aug  3.  Aug  4,  1906.  7:1935—61  to  64.  A 
$65.000— $81,000.  ■  nom 

Sth  av,  Nos  2420  and  2422,  e  s,  49.11  s  130th  st,  50x100.  6-sty  brk 
tenement  and  store.  Israel  Hoffman  to  Johannes  M  Johannsen. 
Mort  .$85,000.     Aug  3.     Aug  4,  19(Hi.     7:1935.     other  consid  and  100 

Sth  av,  Nos  2420  and  2422.  e  s.  49.11  s  I30th  st.  .50x100.  6-sty  brk 
tenement  and  store.  Chase  Realty  Co  to  Israel  Hoffman.  Mort 
$85,000.     Aug  3.     Aug  4,  19(16.     7:1935.  other  consid  and  100 

10th  av.  No  723,  w  s,.25.5  n  49th  st,  25.'{75,  4-sty  stone  front  tene- 
ment and  store.  Louis  Eibsen  to  Louis  H  Arky,  of  Meridian, 
Miss,  and  Samuel  Fischer,  N  Y.  Mort  $22,0<JO.  Aug  t!,  1906. 
4:1078—30.     A  $12,000— $19,000.  other  consid  and  100 

10th  av.   No  780|s  e   cor  53d  st,  25.2x75,  5-sty  brk  tenement  and 

53d  st.  No  454  1  store.  Mary  McEntegart  to  Michael  Farrell. 
July  31.     Aug  8,   1906.     4:1062—61.     A  $17,000— .$30,000.       nom 

10th  av.  No  447,  w  s,  24.9  s  35th  st,  24.8x100,  4-sty  brk  tenement 
and  store  and  3-sty  brk  tenement  in  rear.  Kathryn  Eckert  to 
Wm  T  Young.  1-6  part.  Aug  2.  Aug  3,  1906.  3:706—35.  A 
$13,000— $19,000.  other  consid   and   100 

Same  property.  Augusta  Hartman  et  al  by  John  J  Buckley 
GUARDIAN  to  same.  5-6  parts.  All  title.  Aug  2.  Aug  3,  1906. 
3:706.  18,750 


10th  av,  No  780  Is  e  cor  53d  st,  25.2x75,  5-sty  brk  tenement  and 

53d  st.  No  454  f  store.  CONTRACT.  Mary  McEntegart  with 
Michael  Farrell.  June  30.  Aug  3,  1006.  4:1062—61.  A  $17,- 
O(JO-$3O.0O0.  IjO.OOO 

11th  av.  No  .502.  e  s,  74.1  n  .39th  st,  24.8x100,  5-sty  brk  tenement 
and  store.  Susanna  Orth  to  Adolph  H  Urban.  Mort  $18,500. 
Aug  1.      Aug  3,    1906.      3:711—4.      A  $9,000— $15,000. 

other   consid   and   100 

11th  av,  No  504,  e  s,  98.9  n  39th  st,  24.8x100,  5-sty  brk  tene- 
ment and  store.  Isaac  Rubin  et  al  to  Percy  S  Clark.  Mort  .$22  - 
2.50.      Aug  7.      Aug  8,   1906.     3:711—64.     A  $0  000— $15,000. 

other  consid  and  100 

11th  av.   No  084|n   e   cor  49th   st,  25x60,  4-sty  brk   tenement  and 

49th  st.  No  557  |  store.  V  Loewers  Gambrinus  Brewery  Co  to 
Loewer  Realty  Co.  All  liens.  June  6.  Aug  8,  1006.  4:1078— 
1.     A  .$9,000-$12.000.  nom 

Part  of  plot  9  and  10.  part  farm  Samuel  Thomson,  known  as  Mt 
Washington,  and  lying  e  of  s  s  of  road  leading  from  Kingsbridge 
road  through  said  plots' to  Mansion  House,  &c,  begins  at  line 
bet  plot  9  and  land  Isaac  Dyckman.  00  s  of  c  1  211th  st,  runs 
w  420  to  e  s  of  road  as  above  x  n  180  to  point  120  n  of  c  1  211th 
st   X   e   420  X   s    ISO   to   beginning. 

Emerson  st,  n  w  s,  477.1  s  w  Prescott  av,  300x221x300x215.3, 
except   part   conveyed. 

Part  plot  9  as  per  map  1st  parcel  as  above,  begins  at  n  line  land 
De  Witt  C  Hays,  which  line  is  also  the  s  line  of  1st  parcel  as 
above,  at  e  s  of  said  road,  runs  s  e  405.6  to  land  of  Dyckman 
now  of  Hays  x  s  w  3.2  x  n  w  405.6  to  ^oad  x  n  e  2.9  to  begin- 
ning. 

Also  all  right,  title  and  interest  to  Bolton  road,  adj  and  in  front 
of   on   the   west   and   Emerson   st   adj   on  the   east. 
Thos    F    Farrell    to    Cornelius    Kahlen.      Mort    $30,000.      Aug   7. 
Aug  8,   1906.     8:2255.  100 

mSCELLANEOUS. 

1-7  part  or  all  right,  title  and  interest  in  estate  of  Christopher  H 
Gardner.  Herman  G  Vetterlein.  of  Philadelphia,  to  John  R 
Schreiner,   of  Philadelphia,   Pa.     July   17.     Aug  3.   1006.      Miscl. 

other   consid    and   175 

BOROUGH    OF    THE   BRONX. 

Under  this  head  the  •  denotes  that  the  property  Is  located  in  th« 
new   Annexed    District    (Act    of    1895). 

*Adams  st,  e  s,  145  s  Columbus  or  'Van  Nest  av,  .50x100.  Mark  P 
Ansorge  to  Isaac  Friedman  and  Aaron  Sirota.  Mort  $7,500.  July 
30.     Aug  6,  1906.  nom 

*Bronx  terrace,  e  s,  n  25  ft  of  lot  1178  map  No  143  of  Wakefield, 
2.5x105. 

Bronx  Terrace,  e  s,  25  s  lot  1177,  25x105,  being  part  lot  117S  same 
map. 
John  Lofink  to  John  W  Barthel.     Aug  2.     Aug  3,  1906. 

other  consid  and  100 

Bryant  st,  w  s.  91.8  s  Freeman  st,  25x100,  vacant.  Margaret 
Bradley  to  Elizabeth  M  Cupeta.     Aug  8.     Aug  9.  1006.     11:2993. 

other  consid   and   100 

*Bronx  pi,  n  s,  lots  81  and  82  map  No  1  of  South  Vernon  Park, 
50x100.  Wm  A  Langdon  to  Wm  W  Penfield.  Aug  17.  Aug 
8,    1906.  other   consid   and   100 

*Chestnut  st.  w  s,  200  n  Cornell  av.  lOOxlOO,  Eastchester.  John 
C  Wallace  to  Wm  J  Wallace  and  Geo  C  Sowden.  both  of  Brook- 
lyn.    Mort  $.500.     July  .30.     Aug  3.  1901!.  other  consid  and  100 

Clinton  pi,  n  s,  125  e  Grand  av,  50x100,  vacant.  John  C  Sanders 
to  Felix  Krupp.     Mort  $2,000.     Aug  2.     Aug  3.  1906.     11:3195. 

other  consid  and  100 

*Centre  st  (Central  av),  s  s.  at  n  e  cor  which  adjoins  land  Irene 
A  Hepburn  said  land  being  known  as  lot  20  map  Eliz  Pell  at  City 
Island,  runs  s  99.3  x  w  42  x  n  107.5  to  st,  x  s  e  44  to  beginning. 
Annie  A  Horton  EXR  Rosetta  B  Marston  to  Eugene  E  Crosson. 
Aug  3,  1906.  3,100 

*Disbrow  pi,  e  s,  112  n  DeMilt  av,  .50x95.  South  Mt  Vernon.  James 
T  Penfield  to  Martin  J  Burke.     July  9.     Aug  4,  190().  nom 

Fox  St.  n  w  cor  Home  st,  101.4x89.11x110.10x77.1.  vacant.  Jacob 
Bhiestein  to  Abraham  J  Goldstein.  Mort  $12,000.  July  23.  Aug 
3.  1906.     11:2974.  other  consid  and  100 

*Harrison  St.  e  s,  305.4  n  Davis  st,  25x100.  Hudson  P  Rose  Co  to 
Antonio   Zampino.      May   21.     Aug  3,   1906.     other  consid   and   100 

*Hobart  st.  e  s.  abt  468.9  n  Kingsbridge  road    25xlt>2.  I 

Coster  st,  w  s,  abt  .300  n  Kingsbridge  road,  50x102.  ( 

Coster  St.  e  s,  and  being  lots  227  and  228  map  Thompson-Rose  es- 
tate. .50x100.  I 
Leslie  M  McCrum  to  James  C  Talley.     B  &  S.     Aug  3,  1906.      nom 

Hoffman  st,  e  s,  283  s  Pelham  av,  2.5x118x25x117.11.  except  part 
for  st,  vacant.  Augustus  S  Nicholson  et  al  to  Thomas  Oakes. 
Q  C.     Mar  27.     Aug  4,  1906.     11:3067.  nom 

Same  property.  Thomas  Oakes  to  The  Belmont  Realty  and  Con- 
struction Co.     April  18.     Aug  4,  1906.     11:30(57. 

other  consid  and  100 

Hoffman  st,  e  s,  26  n  189th  st,  .37x118x37.3x118.3,  except  part  tor 
st,  vacant.  Wra  Seidman  to  The  Belmont  Realty  and  Construc- 
tion Co.     Mort  $3,000.     Aug  1.     Aug  4.  1906.     11:3067.  nom 

Hewitt  pi.  w  s.  135  n  Macy  pi,  runs  w  100  x  n  ,5  x  w  141. .11  x  n 
40  X  e  112.6  X  n  .5.5  x  e  129.-5  to  pi,  x  s  50..5.  vacant.  Abraham 
Perlman  and  Elias  Hirschfeld  to  Breslauer  Realty  Co.  Mort  $13.- 
.500.      Aug   3.      Aug   7,    ]90(i.      10:2(i95.  other    consid    and   100 

Hoffman  st.  No  2.352,  e  s,  225.10  n  184th  st,  or  Belmont  pi,  18x 
119.1,  3-sty  frame  tenement.  Alois  Gruschka  to  Margaretha  Leu- 
kel.      Q   C.     Aug  1.     Aug  7,   1906.      11:3065.  nom 

Same  property.  Margaretha  Leukel  to  Joseph  Gallo.  Aug  6.  Aug 
7.  1906.     11:3005.  other  consid  and  100 

*Hobart  st,  w  s.  370  n  Kingsbridge  road,  75x100.  Frederick 
Grimm   to   Fridolin   Weber.      Aug  6.      Aug   7,   1906. 

other    consid    and    100 

*Main  st,  lots  648  to  651  map  Eliz  R  B  King  at  City  Island,  100 
xlOO  to  Pelham  Bay. 

Minnieford  av,  lots'  359  to  362  and  .369  to  372  same  map,  lOOx 
2(X)   to   e   s   Main   st. 

Louis    A    Scheuch    to    Zeltner   Realty    Co.      All    liens.      June    13. 
Aug  8,   1906.  ■  nom 


The  text  of  these  pages   is  copyrighted.     All   rights  are   reserved. 


Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 


276 


CoBTeyaaoM  RECORD     AND     GUIDE 


Bronx        August  11,  1906 


DENNIS  G.  BRUSSEL 

'  ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT- HE  AT- POWER 


The  Brussel  Method  and  organization  is 
devoted  exclusively  to  the  electrical  prob- 
lem of  the  building.  Independent  plants 
installed,  or  wiring  for  street  service.  Write 
for  particulars, 

15  West   29th    Street,    N.  Y. 


*Poplar  St,  lot  40  partition  map  Storer  et  al  vs  Wells  et  al.  El- 
len Kearney  to  Patrick  Murphy.     Aug  3.     Aug  4,   lllOO. 

other  consid  and  100 

*Ruskin  st,  s  s,  lots  i;04  and  lit)."  map  J  S  Wood  at  Williams- 
bridge,  r)0x!)l2.1O.xr)0x!14.:i  w  s.  Abraham  Shatzkin  to  Mario 
Seminara.       Mort    .$1.1(K».      Aug    7.       Aug    S.    HUM). 

other    consid    and    1<_MI 

*St  Lawreitce  st,  w  s.  IT.")  n  Merrill  st,  2.")xl(H).  Manuel  Rich  to 
Sarah  Spero.      June  2.").      Aug  !).   l!K)li.  other  consid  and  1(K) 

*St  Lawrence  st,  w  s,  l.")0  n  Merrill  st,  liSxlOtl.  Santord  D  Schwar- 
zenberg  to   same.      June   12.      Aug  !),   1!M»(>.  100 

*Schuyler  st,  n  s.  1(1(1  w  Crosby  av.  IJ.'ixloO.  Hudson  P  Rose  Co  to 
Eugenio  Spinetto.     Aug  1.      Aug  3,   lUdti.  nom 

Simpson  st.  No  IKiO,  e  s,  11)7.11  n  Home  st,  li.")xl(lO.  3-sty  frame 
tenement.  Katie  Zorn  to  Mary  J  Weldon.  Mort  .$(),4(I0.  Aug  3. 
Aug  4,   iriOC).      Il:'_>rt7.">.  other  consid  and   100 

*Wright  St.  w  s,  and  being  lot  SO  map  107  lots  Hudson  Park.  Lu- 
cia wife  of  and  Joseph  De  Fine  to  Frederich  Blum.  Mort  .$3:'.4. 
Aug  3.     Aug  11,  lilOd.  ■  dther  consid  and  100 

*Wright  st,  w  s.  lot  103  on  map  of  107  lots  Hudson  Park.  2.")xlO(>. 
Zefferino  Segnatelli  to  Joseph  Follini.  Mort  $325.  Aug  3.  Aug 
(!,   1!I0().  nom 

*4th  St.  s  e  s,  280  n  e  Union  av,  20.9xl(X)x22.4xl(K).  Westches- 
ter. Peter  Schiffer  to  Max  Koch.  Mort  $l,2(Xl.  Aug  (!.  Aug 
S,    1900.  other   consid   and    100 

*4th  st,  s  e  s,  140  n  e  Union  av,  20x100.  Kath  P  Hooks  to  John 
J  Darcey.     Mort  $2,00(_).     Aug  3.     Aug  0.  1000.  other  consid  and  KKI 

*13th  St.  n  s,  230  w  Av  C.  2.")xl03,  Unionport.  Philip  Morey  to 
Joseph  and  Carrie   Blah's.      Mort  $1,200.     Aug  8.     Aug  9,   1900. 

nom 

13.5th  st.  No  881,  n  s,  504.0  e  St  Anns  av,  40x100,  5-sty  brk  tene- 
ment,    Breslauer  Realty  Co  to  Abraham  Perlman.     Mort  $33,(X)0. 

.    Aug  0.     Aug  7,  1900.     10:2548.  nom 

'135th  st.  No  883,  n  s,  544.0  e  St  Anns  av,  40x100,  5-sty  brk  ten- 
ement. Same  to  same.  Mort  $33,0<X».  Aug  0.  Aug  7,  lOtMi. 
10:2548.  nom 

135th  st.  No  885,  n  s,  .584.0  e  St  Anns  av,  40.Gxl(X).  5-sty  brk  ten- 
ement. Same  to  same.  Mort  $33,000.  Aug  0.  Aug  7,  1900. 
10:2.548.  nom 

140th  st,  Nos  873  and  875,  n  s,  .340  e  St  Anns  av,  80x95,  two  5-sty 
brk  tenements.  Fleischmann  Realty  and  Construction  Co  to  Cor- 
nelius Daniels  and  Isidor  Teitelbaum.  Mort  .$.50,000.  May  21. 
Aug  7,  1900.     10:2.552.  other  consid  and  1(X) 

140th  st,  Nos  873  and  875.  n  s,  340  e  St  Anns  av,  runs  n  95  x  e 
80  X  s  05  to  st,  X  w  9.5  to  beginning  (?)  probable  error,  two  .5- 
sty  brk  tenements.  Cornelius  Daniels  et  al  to  Sadie  Myer.  Mort 
$71,5(K).     Aug  0.     Aug  7.   1900.     10:25.52.  other  considand  100 

144th  st.  No  075,  on  map  No  079,  n  s.  223.9  e  Willis  av,  25x100. 
5-sty  brk  tenement.  German  Real  Estate  Co  to  George  Seller. 
Mort   .$19,000.      Aug   0.      Aug   9,   1900.      9:2289. 

other  consid  and  100 

148th  st,  Nos  -U'A  to  470,  s  s,  455.4  e  Park  av,  late  Terrace  pi, 
99.8x100x98.2x100,  two  0-sty  brk  tenements  and  stores.  Garibaldi 
Realty  &  Construction  Co  to  Jacob  and  Meyer  Bloch.  Mort 
$70.(MIO.     Aug  1.     Aug  3.   ]9(Hi.     9:2330.         other  consid  and   1(X) 

148th  st.  No  oil  I  n    s,    125    e    Courtlandt    av,    25x100.0,    except   part 

Mott   st  I     for  148th  st,  5-sty  brk  tenement.     John  Fried- 

rich  to  Lena  Messenkopt.  %  Part.  Mort  Vi  of  $24,000.  July  24. 
Aug  7.  19(X).     9:2327.  other  consid  and  100 

148th  st|begins  Mott  St.  s  s,  94  w  Courtlandt   av,  a  strip,  runs  w 

Mott  st  I  100  X  n  1  to  s  s  148th  st,  x  e  100  x  s  1  to  beginning. 
Henry  L  Morris  et  al  INDIVID  and  TRUSTEE  Mary  M  Ostran- 
der  to   Adolph  Hank.     Q  C.     June  23.     Aug  7,   19(X;.     9:2329. 

109.38 

Same  property.  John  A  Foley  as  assignee  in  bankruptcy  Francis 
J  Barretto  to  Adolph  Hank.     Q  C.     July  25.    Aug  7,  19(J0.    9:2329. 
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1.50th  st,  No  705,  n  s,  200  e  Brook  av,  25x100,  5-sty  brk  tenement. 
Simon  Lesser  et  al  to  Henry  Heuser.  Mort  $17,900.  Aug  0. 
Aug  7,   1000.     9:2270.  100 

1.59th  St.  No  040.  s  s.  ,375  e  Courtlandt  av.  25xl(X),  except  part  for 
st,  2-sty  frame  dwelling.  Harriet  West  to  Chas  C  Sarirs.  % 
part.     July   18.      Aug  7,   19(10.     9:2405.  nom 

Same  property.  Chas  F  Root  to  same.  %  part.  July  18.  Aug 
7.  1900.     9:2405.  nom 

Same  property.  Florence  Massaker  by  Harriet  West  GUARDIAN 
to  Chas  F  Root  of  Brooklyn.  V4  part.  All  title.  June  29.  Aug 
7,   19O0.      9:2405.  1.010 

Same  property.  Release  dower.  Harriet  West  to  same.  July  18. 
Aug  7.   liHIO.     9:2405.  nom 

Same  property.  Chas  C  Sarirs  to  Francis  D  Haines.  Mort  $4,.5(X). 
July  18.     Aug  7.  ]!KIO.     9:2405.  nom 

lOlst  st.  No  028,  s  s,  2(i7  e  Courtlandt  av,  25x05,  2-sty  frame 
dwelling.  Jane  Flynn  and  ano  to  Catherine  L  Wynne.  Aug  2. 
Aug  3,  1900.     9:2407.  other  consid  and  loO 

l()7th  St.  s  w  s,  bet  Washington  av  and  3d  av  and  at  n  w  cor  lot 
42  map  Morrisania,  41x92.  Esther  Eisenberg  to  Max  Cohen.  Mt 
$8  500.      Aug  1.      Aug  3.  111(10.     9:2371.  other  consid  and  lOO 

107th  St.  n  w  cor  Tiffany  st.  75.1x109.2x94.5x92.11,  vacant.  Sam- 
uel Glassman  et  al  to  James  Siculer.  Mort  $2().00(l.  July  31. 
Aug  4,  19(.K).     10:270(i.  other  consid  and  100 

Same  property.  Nathan  Lehr  to  Samuel  Glassman.  All  title.  Q 
C.     July  31.     Aug  4.  liWlO.     10:2700.  nom 

108th  st.  No  978,  s  s,  14S.5  e  Tinton  av.  24x100.  2-sty  frame  dwell- 
ing. Bartholomew  Singleton  to  Joseph  F  McMahon.  Mort  .$3,- 
.5(K).     Aug  3.     Aug  4,  1900.     1():2(:)72.  other  consid  and  100 

108th  st.  No  978,  s  s.  148.5  e  Tinton  av.  2.5x100.  2-sty  frame  dwell- 
ing. Bartholomew  Singleton  to  Joseph  P  McMahon.  Q  C.  Aug 
3.     Aug  4,  1900.     10:2072.  100 

108th  st,   late  Cth  st|s  w  s.   124  s  e  .Sd  av,  late  Fordham  av,  runs 

Fulton  av  |     s  e  133  9  x  s  w  .58  x  s  e  74.8  to  n  w  s  Ful- 

ton av  x  s  w  74  X  n  w  along  line  bet  lots  127  and  128  19(j  x  n 
e  133  to  beginning.  2-sty  frame  dwelling  and  vacant.  Louis  A 
Scheuch  to  Zeltner  Realty  Co.  All  liens.  June  13.  Aug  8. 
1900.      10:2009.  nom 

171st  st.  No  740,  s  s.  1.50  w  3d  av.  10x100,  2-sty  frame  dwelling. 
Emma  A  Forth  to  Jacob  M  Tobias.     Aug  8.     Aug  9,  1900.  11:2911 

100 

*172d  st,  w  s,  118  s  Westchester  av,   100x100.     Frederick  L  and 

;.  Wm  A  Ruetler  to  Dorothy  Rentier.  Mort  $2,100.  May  1. 
Aug  0,   1900.  other  consid  a^d   100 


173d  St.  No  I  19,  n  s.  100  e  Park  av,  50xlO(>,  1  and  3-sty  frame 
buildings.  FORECLOS.  Frank  D  Arthur  ret  to  Carl  F  MuxoU. 
Mort   .$5,4(JO.      Aug   7.      Aug  9,    liHHl.      11:2900.  8,200 

Same  property.  Release  dower.  Francesca  M  Dressel  widow  to 
Morris    Offner.      Aug   0.      Aug  9.    1900.      ll:2<MMi.  nom 

*17.3d  st,  w  s,  431  s  Gleason  av,  ,50x100.  Joseph  J  Gleason  to  An- 
(jrew   Siefermann.      .\ug  2.      Aug   4.    1900.  nom 

lS2d  st.  No  799,  n  s,  1(K»  w  Fordham  av,  and  102.11  w  3d  av.  40x 
14(.).  2-sty  frame  dwelling  and  2-sty  frame  building  in  rear,  Ja- 
cob Graff  to  Vittoria  Di  Benedetto.  Mort  JO.OtMJ.  Aug  1.  Aug 
4,    1900.      11::!051.  nom 

183d  St.  No  .592,  s  s,  225  w  Webster  av,  25x100.  2-sty  brk  dwell- 
ing. Harry  Feller  to  Catharine  Barbig.  Mort  $5,700.  Aug  0. 
Aug  7.   1900.      11:3143.  other  consid  and   100 

187th  St.  s  s,  120.9  w  Southern  Boulevard,  25x12.5x20.5x125,  vacant. 
Joseph  Liebertz  to  Henry  M  Powell.  B  &  S.  Aug  1.  Aug  4, 
19O0.      11:3114,  100 

205th  st  (Ernscliff  pi),  n  s,  bet  Concourse  and  Mosholu  Parkway 
South  and  being  lot  52-5  map  Geo  F  and  Henry  B  Opdyke.  adj 
N  Y  City  Prival:e  Park,  24th  Ward.  2.Sxll7. 11x25x105. 7.  Emilia 
Badolati  to  Ludwig  Sauer,  N  Y,  and  Martin  Sauer,  of  Brook- 
lyn.    Mort  .$0,.5(X).     Aug  7.  I'.MX!.     12:3312.       other  consid  and  100 

*21(ith  st,  n  s,  125  w  Tilden  av,  25xl01).  Release  contract.  A  Shatz- 
kin  &  Sons   to   Paolo  Cordone.     July  24.      Aug  3,   ItKMl.  nom 

*217th  St.  s  s,  155  e  Barnes  (4th)  av.  .50x114.  Williamsbridge. 
Helen  M  Knapp  to  Willoughby  B  Dobbs.     Aug  3,  1900.  nom 

•Same  property.     Mary  R  Dobbs  to  Helen  M  Knapp.     July  14.     Aug 

3.  1900.  nom 
*221st  St.  n  s.  4,S0  e  4th  av.  2.5x114  w  s  and  103.9  e  s.  Wakefield. 

John    L   Arold    to    Anthony   Wazeter.      Aug  4.      Aug   7,    1900.        ](.)0 

*221st  st  (7th  av),  n  e  cor  2d  st.  or  av,  .50x10.5.  John  Davidson 
to   Wm   Kelly   and  John   F   Buckley.      Aug  4.      Aug  9,   lOtXi. 

other  consid  and  100 

*223d  st  (0th  av),  n  s,  105  e  4th  av,  50.x—,  Wakefield.  Elizabeth 
Smithson   to  Patrick  J   Dwyer.      B  &  S.     July  17.     Aug  9,   190(i. 

nom 

*223d  st  (9th  av),  n  s,  105  e  4th  av,  25x— ,  Wakefield.  Patrick 
J   Dwyer  to  Thos  J   Habicht.     July  17.     Aug  9.   1900. 

other  consid  and  100 

*220th  st,  s  s,  405  e  2d  st,  50x114,  Wakefield.  Ludwik  Wojtusiak 
to  Maria  M  wife  Ludwik  Wojtusiak.  Mort  .$.3,00tK  July  0.  Aug 
7,   lOOO.  ■  nom 

*220th  st,  s  s,  411.3  w  Paulding  av,  50x109.  Sound  Realty  Co  to 
James   McFarland.      July  12.     Aug  8,   1900.       other  consid  and  100 

*229th  St.  s  s,  10.5  w  Carpenter  av  (2d  st),  l(M)xll4.  Annie  I  John- 
ston to  James  Myles.     Aug  3.     Aug  0.  19(l().         other  consid  and  KX) 

*233d  st,  n  e  s,  105  e  4th  av,  100x114,  Wakefield.  Joseph 
Schneider  to  Elizabeth  Smithson.  B  &  S.  All  liens.  June  23, 
Aug  9,    190(!.  other  consid  and   100 

234th  st  (Clinton  av),  n  s,  1.50.4  e  1st  av.  now  Verio  av.  25x100, 
vacant.  Eva  C  Roemer  to  Samuel  Garland.  Aug  0.  Aug  7,  1900. 
12:3390.  nom 

Same  property.  Matilda  Roemer  to  same.  All  title,  dower,  &c.  Q 
C.     Aug  0.     Aug  7,  1900.     12:3390.  nom 

234th  st  (Clinton  av),  n  s,  175.4  e  1st  st,  now  Verio  av,  25x100, 
vacant.  Peter  G  Roemer  by  Matilda  Roemer  to  Samuel  Gar- 
land.    All   title.     B  &  S.     Aug  0,  1900.     Aug  7,  1900.     12:3390. 

1,1.50 

Same  property.  Matilda  Roemer  to  same.  Q  C  dower  rights.  AH  ti- 
tle, &c.     Aug  0.     Aug  7,   1900.     12:3390.  -     nom 

235th  St.  s  s,  102.0  w  Webster  av,  50x100,  vacant.  John  P  Ga- 
han  et  al  to  Olaf  G  Ericsson.     June  30.     Aug  4.  ItMHl.     12:.3390. 

other  consid   and   100 

230th  st,  s  s,  52.8  e  Verio  av,  20x100,  2-sty  frame  dwelling.  Ger- 
man  Real   Estate  Co   to  Francis  W  French.      Mort  .$4,750.     Aug 

1.  Aug  4,   1900.      12:3397.  other   consid  and   KX) 
230th  St.  s  s,  2.50  w  Oneida  av,  .50x100,  two  2-sty  frame  dwellings. 

Release  mort.  E  S  Prince  Co  to  Geo  W  Lockwood,  of  Yonkers. 
Aug  3.      Aug  0,    1900.      12:3300.  nom 

230th  st,  s  s,  300  w  Oneida  av,  25xl(.X),  2-sty  frame  dwelling.  Geo 
W  Lockwood  to  Gustav  Theissig.  Mort  $4,000.  Aug  0.  Aug  7, 
1900.     12:3300.  other  consid  and  100 

23(ith  st,  n  s.  1.S5  w  Katonah  av,  25x100,  vacant.  Dora  M  Eick- 
wort  to  Katherine  Graham.  Mort  .$3,0(X).  Aug  7.  Aug  8, 
liHlO.     12:3377.  100 

*2.30th  St.  late  22d  av,  s  s,  3.55  e  2d  st,  .50x110,  Wakefield.  Har- 
ris  L  Varian   to  Anna  Zeller.     Aug  7,   1900.  nom 

Arthur  av,  No  2373,  w  s.  214.7  s  187th  st,  25x110.2x25x115.11.  3- 
sty  frame  tenements  and  store  and  2-sty  frame  tenement  in  rear. 
Francesca  wife  Melchio  Tabusco  to  Giovanni  Saccomanno.  Q  C. 
July    11.     Aug  0,    1900.      11:3005.  other  consid   and   100 

Alexander  av.  No  140,  e  s,  20  n  134th  st.  20x75,  3-sty  brk  dwell- 
ing.     Louis  Langefeld  et  al  to  Charles  Langefeld.     ^V^  parts.     Avig 

2.  Aug  3,   1900.     9:2297.  other  consid   and   KX) 
*Av   B,    s   w  cor   lOth   st,    108x300,   Unionport.      Martin   Geiszler  to 

Wm  A  Mailed  and  Charles  Dobbs.     Mort  $5, .500.     July  30.     Aug 

7.    1900.  other  consid   and   lOO 

*Av  B,  n  w  cor  Kith  st,   108x280.      Longin  P  Fries  to  Wm  A  Mal- 

lott.     Q  C.     1-3  part.     Right,  title  and  interest.     July  3(1.     Aug  7, 

1901!.  other  consid  and    lOO 

*Av   D,   n   e   cor  2d   st,   28x100,   Unionport.      Babette   C  J    Bauer   to 

North  Borough  Realty  Corpn.     Aug  2.     Aug  3,   1900. 

other  consid  and  100 
*Av  Als  w  cor  2d  st,  108x205. 
1st  st  I 
2d  st     i 
2d  St.  n  w  cor  1st   st.  108x101),   Unionport. 

Van  E  Hubbard  et  al   to  Mary  A  Caftrey;  of  Freehold.  N  J.  Q  C. 

June  25.     Aug  3,  19(X!.  500 

Briggs  av,  late  1st  av.  n  w  s,  bet   194th  st  and  V.Kith  st.  lot  23  on 

map  No  103,  being  part  farm  John  Cromwell  al  Fordham.  .50x100. 

Release   dower,      .\nnie  Fox  widow  to   Minnie  Fox.      Aug  2.      Aug 

4,  1900.      12:33(H).  nom 
Same   property.      Annie   Fox  ADMRX  Abr  L  Fox   to  same.      Aug  2. 

Aug  4.  1900.     12:3300.  2.000 

Bathgate   av,   w  s,  49  n   182d   st,  48x87.  vacant.     George   Kern   to 

Nicholas  Roberti.     Mort  $5,000.     Aug  1.     Aug  3,  liXMi.     11:3050. 

other  consid  and   100 
Bathgate  av  (Madison  av) In    s,    208    s    w    3d    av.    late    Kingsbridge 
Bassford  av  |     road.    55x184.5    to    Basstord    av   x.55.1x 

184.7,  vacant.     Edw  M  Miner  to  Wm  Adams.   Asssignment  of  all 
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title    to  secure   note   of  .folilt.-IO,      B   &   S.      Aug  S.      Aug  '.>,    liHIIi. 
lliotri!!.  noin 

Brook  av.  No  14G2.  e  s,  59.2  n  St  Pauls  pi,  25xlOI>.7.  4-sty  brk 
tenement.  Wm  J  Diamond  to  Philip  Dimayer,  Solomon  Liblan 
and  Louis  Fisoh.      Mort  .^ilO.FjOO.     Aug  3.     Aug  4.   1!M1;;.      llt-JSll.^). 

other  eonsid   and    KID 

Brook  av.  No  l.">ol         ]s   w   cor   Wendover   av.   2."ix2.").llx75. 2x25.1 1, 

Wendover  av.  No  (182|  4-sty  brk  tenement  and  store.  Sadie 
Bassel  to  Pauline  Levy.  Vi  part.  Mort  .f24.<lll(l.  Aug  3.  Aug 
4,   l!HI(i.      ll:2.S'.l(i.  other  consld  and  1(10 

Brook  av.  No  1IIII4.  e  s.  14!>.T  s  Ki.'ith  st.  2(1.(1x1411.1  lx2.">xl."..">.ll. 
4-sty  brk  tenement.  Mathilde  Rnhland  to  Samuel  Qualler.  Mort 
.fl.S  (JOd.      July  2.S.      Aug  4,   ISKWi.      (l:2oS().       other  eonsid  and   100 

*Bronx  &  Pelham  Parkway,  s  s,  at  w  s  lands  .N  Y,  N  H  &  H  R  R  Co. 
runs  vv  475. !l  x  s  10(1  x  w  1.5(1  x  n  1(10  to  Parkway  x  w  —  to  West- 
chester or  Mill  Creek  x  s  e  —  x  e  —  x  n  e  —  to  beginning.  Kath- 
arine J  Nagle  to  Percival  E  Nagle.     Aug  4.  I'JOll.  45,(100 

*Bronx  Park  av,  w  s,  75  s  177th  st,  25x100.  Joseph  Diamond  to 
Francois  Rigo.     Mort  .^5.(J0O.     Aug  1.     Aug  4.  lilOli.  100 

*Beach  av.  s  s,  lots  204  and  205  map  Laconia  Park,  50x100.  I 

Lots    110  to    11.5  same  map.  I 

Milton   J    Doernberg   to   Siegfried   Waldeck.      Mort   $3,200.      July 
23.     Aug  3,  liKX).  nom 

Bathgate  av,  Nos  1058  and  IGGO,  e  s,  100.2  s  173d  st,  50x115.7,  5- 
sty  brk  tenement.  Urry  Goodman  to  Emilie  M  wife  of  Herbert  G 
Streat.     Mort  .fSO.OOO.     Aug  7,  l!)0(j.     11:2920. 

other  eonsid  and  100 

Brook  av.  No  1314,  e  s.  201.3  n  KiOth  st,  43x100.0,  0-sty  brk  ten- 
ement. Frank  Starkman  to  Jacob  Leitner.  Mort  $42,375.  June 
2(i.     Aug  7°,  1900.     11:2!S94.  nom 

*Bracken  av.  w  s.  150  n  Jefferson  av,  25x100.  Land  Co  A  of  Eden- 
wald  to  Paul  M  Ginsburg,  Boston,  Mass.     July  31.     Aug  7,  1900. 

nom 

Bathgate  av.  No  2157,  w  s,  43.9  n  l.Slst  st,  18.9x94.5,  2-sty  frame 
dwelling.  FORECLOS.  Frank  D  Arthur  ret  to  Johanne  M 
Muxoll.      Mort   .$4,000.      Aug   7.      Aug   9.    190(1.      11:3049.     ^   O.KJO 

Burnside  av.  No  570,  s  s,  .331.4  e  Anthony  av.  old  line,  25x134. 4x 
.33.10x111.7,  2-sty  brk  dwellmg.  Herman  Mundhoim  to  Annie 
Matthies.      Aug  7.      Aug  9,    1900,      11:2814.  nom 

♦Commonwealth  av.  w  s.  25  s  Beacon  av,  25x100.  Charles  Daniel 
to   Betty  Peterson.     Aug  1.      Aug  (!,   1900.         other  eonsid  and  100 

Clinton  av.  No  2001,  w  s,  23  n  e  Oakland  pi,  23x100,  3-sty  frame 
tenement  and  store.  John  Weigel  to  Lena  Freidman.  Moris  .$3,- 
9tK).      Aug  1.     Aug  3.  1900.      11::'>()95.  other  eonsid  and  lIlO 

Courtlandt  av.  No  794,  e  s,  24  s  158th  st,  24.0x91.11.  4-sty  brk 
tenement  and  store.  Daniel  Reynolds  to  Charles  Cogswell.  Mort 
$7.(100.     Aug  0.     Aug  8.  1900.     9:2404.  other  eonsid  and  1(X) 

*Cedar  av.  s  s,  2.59  w  Corsa  av,  2.5x100.  Heinrich  Bauer  to  Max 
Germansky.      Mort    .$400.      July    .3.      Aug    8.    1900.  nom 

♦Country  Club  av,  s  s,  150  w  John  st,  25x100.  Frank  Wrana  to 
Joseph   Ruzicka.     July  20.  other  eonsid  and  100 

Courtlandt  av,  Nos  723  and  725,  w  s,  50  n  154th  st,  50x100,  except 
part  tor  av,  4-sty  brk  tenement  and  store  and  3-sty  frame  ten- 
ement and  store.  Adolph  G  Hupfel  to  A  Huptels  Sons,  a  cor- 
poration.     All   liens.     July  23.      Aug  8,   1900.      9:2414.  nom 

♦Commonwealth  av,  e  s,  25  s  Beacon  st,  25xl(JO.  Anton  Land- 
grebe  to  Carlo  Antonino.     Aug  0.     Aug  9.   1900.  nom 

Decatur  av  or  Norwood  av,  n  w  s,  410.7  n  e  205th  st,  25x100,  2-sty 
frame  dwelling.  Henry  Seebeck  to  Abraham  Pink.  Mort  $5  00(1. 
July  25.      Aug  0.  1900.      12:3350.  other  eonsid  and  100 

Elton  av,  Nos  808  and  810.  s  e  s.  .52  n  158th  st,  50x100,  5-sty  brk 
tenement.  Vincent  Bouagur  to  Frank  Mezger.  All  liens.  Aug  2. 
Aug  3,   190().     9:2380.  other  eonsid  and  100 

Eagle  av,  w  s.  202.2  s  Westchester  av,  25.(jx120,  vacant.  Release 
mort.  Mary  Miller  to  Geo  N  and  Caroline  Blust  BXRS.  &c,  Anna 
B  Egger.     June  15.     Aug_4,   1900.      10:2(J10.  2,000 

♦Eastern  Boulevard,  n  s,  25  e  Quincy  st,  25x100.'  I 

Swinton  st,   s  w  cor  Gifford  av.  20. 10x100.8x02. 8x.83.2.  | 

John  R  Peterson  to  Frank  J  O'Donnell.     July  :'.().     Aug  3.  1900. 

other  eonsid   and   100 

Elton  av,  Nos  808  and  810,  s  e  s,  52  n  1.58th  st,  50x100,  5-sty  brk 
tenement.  Frank  Mezger  to  Vincent  Bonagur.  Mort  $45,000. 
Aug  2.     Aug  7.   1900.     9:2380.  other  eonsid  and  100 

♦Edison  av.  e  s,  227  n  Pelham  road,  25xl(X),  Westchester.  Frank 
Gass    to    Chaa    J    Hausmann.      July   23.      Aug   8.    19(10. 

other   eonsid   and    It.'O 

Elton  av,  No  7o:!,  w  s,  25  s  157th  st,  .39.0x100,  O-sty  brk  tene- 
ment and  store.  Aaron  Goldschmidt  et  al  to  Saml  Goldschmidt. 
Mort   $45,000.      Aug    7.      Aug   8,    1900.      9:2378. 

other  eonsid  and  100 

Pulton  av.  s  w  cor  170th  st.  20. 5x — xl7. 5x100,  vacant.  Louis  A 
Schoueh  to  Zeltner  Realty  Co.  All  liens.  June  13.  Aug  8. 
1900.      11:2925.  other  eonsid  and  100 

Franklin  av,  w  s,  110.3  n  of  a  tangent  point  directly  n  of  l(58th  st, 
runs  n  70.0  x  w  108.8  x  s  GO  x  w  11.0  x  s  —  x  e  44. .8  x  n  4(>.2  x  e 
11.5.3  to  beginning.  2-sty  frame  dwelling.  Julius  Myer  to  Cor- 
nelius Daniels  and  Isidor  Teitelbaum.  Mort  .$18,000.  Aug  G. 
Aug  7,  1900.     10:2012.  other  eonsid  and  100 

Fulton  av.  No  2019,  w  s,  54.11  s  174th  st.  18x85.0x18x80.2,  2-sty 
brk  dwelling.  Newman  Dube  to  Charles  Gruber  and  Izak  Barr. 
Mort    $4,500.      July   30.      Aug   0.    190G.      11:2930. 

other   eonsid    and    100 

Fulton  av,  No  2020,  w  s,  .30.11  s  174th  st,  18.x80.2xl8x.SG.ll.  2-sty 
brk  dwelling.  Pietro  Capozzoli  to  Charles  Gruber.  Mort  $5,700. 
July  31.     Aug  0,  1900.     11:2930.  nom 

♦Gleason  av.  n  s  100  e  17Gth  st,  ;50xl00.  Joseph  J  Glcason  to  Mary 
Reiner.      Aug  3.      Aug  0.    19O0.  uoai 

Grand  av,  e  s,  3,82.8  s  Burnside  av.  25x90,  2-sty  frame  dwelling. 
Release  mort.  Estates  Settlement  Co  to  Lochinvar  Realty  Co. 
Aug  1.      Aug  :i.  1900.      11:2870.  nom 

Heath  av,  w  s,  537  n  Boston  av,  2.5x.S4. 0x25.1x82. 7.  2-sty  frame 
dwelling.  Elizabeth  McDonald  DEVISEE  Wm  McDonald  to  Jo- 
seph  Zilli.      All   liens.      Aug  3.      Aug  9.   1900.      12::i2G1.  nom 

Hull  av.  No  3290.  e  s.  5(1  s  2(J9th  St.  25xl(M),  2-sty  frame  dwelling. 
CONTRACT.  Joseph  Lash  with  Joseph  E  Haas.  Mort  $5  000. 
Aug  3,  1900.     12:3351.  7,000 

Intervale  av.  No  1033,  w  s,  4GG.11  s  lG7th  st,  25x.82.3.  3-sty  frame 
tenement  and  store.  FORECLOS.  S  L  H  Ward  referee  to  Mar- 
garetha  Budke.     Aug  0.  1900.     10:27(:K).  8.750 

Jerome  av.  w  s.  02.7  s  Kingsbridge  road.  1(10x114. .SxlOOxll.5.2, 
vacant.      Mort  $13,000.      Also  | 


Propel-ty    at    Eastchester,    Scarsdale   and    Islip.    N   Y.  | 

Louis   Baer  to  Chemical   Realty  Co.     June   15.      Aug  9,   I'.M);!. 

other  eonsid  and  KXJ 

Jackson  av.  No  1(X!7,  w  s,  100  s  lOGth  st,  19.8x72,  3-sty  frame 
tenement.      Henry  A  Kennedy  to  Israel  Silberkleit.     Aug  2.     Aug 

3,  19(h;.      10:2040.  other  eonsid  and   100 
Mott   av.   No  .582.   s  e  cor  1.50th  st,   10.8x100,  3-sty  brk  dwelling. 

PARTITION.   Sol   Kohn   ref   to   Richard   G   Wiener.   Mort   $3,(KX). 
Aug  8.      Aug  9,   1900.      9:2.347.  9,150 

Monroe  (Morris)  av,  e  s.  bet  174th  and  175th  st,  and  being  lot 
2,S2  map  No  1  of  land  Julia  Hard  at  Mt  Hope.  25x100.  Wm  Mc- 
Glone  to   Katie   McGlone.      Aug  8.      Aug  9,   19(X>.      11:2798.         nom 

♦Myrtle  av.  n  w  cor  Albany  av.  200.1 — x — x — ,  Eastchester.  FORE- 
CLOS. Wm  W  Pellet  referee  to  Walter  W  Taylor.  Sept  15. 
1905.     Aug  G,  1900.  300 

♦Myrtle  av.  w  s,  100  s  Cortland  av.  KXlxlOO.  Eastchester.  FORE- 
CLOS. Chas  A  Ogren  referee  to  Walter  W  Taylor,  of  Winter- 
haven.  Fla.     All  liens.     Sept   19,   1905.     Aug  0,  1900.  300 

Marion  av.  e  s,  bet  195th  st  and  19Sth  st,  and  being  lot  93  map 
Benjamin  Berrian,  50.5x127x.5Ox134.  Release  dower.  Josephine 
C  Haslam  to  William  McMahon.     July  6.     Aug  3,  19<Xi.     12:3283. 

nom 

Mosholu  Parkway  South,  s  s.  140. .3  w  Perry  av,  runs  s  113. .8  x  w 
37.3  X  n  25  x  w  13.3  x  n  111.11  to  st  x  e  .50.11  to  beginning,  va- 
cant. Wm  C  Bergen  to  Wm.  Amalia  and  Julia  Borrmann.  Aug 
2.      Aug  3,    19(Xi.      12:3299.  other   eonsid   and    1(K» 

Morris  av,  No  22.53.  w  s.  201.10  s  183d  st,  18.9x102.9x18.9x103.2, 
2-sty  frame  dwelling.  Annie  E  wife  Denis  L  Delaney  to  Wm  S 
Harden.      Mort  $2,.500.     July  28.      Aug  0,    190G.      11:3182. 

other  eonsid  and  100 

Mosholu  Parkway,  s  s,  70.3  s  e  Bainbridge  st,  runs  s  111.11  x  e 
12.0  X  s  25  X  e  37.G  x  s  103.0  x  e  12.7  x  s  59.1  x  e  10  x  n  24().G  to 
st  X  n  w  111.2  to  beginning:  Release  mort.  Peter  V  Bussing 
to  Wm  C  Bergen.     Aug  1.      Aug  3,  19(X;.      12:3299.  10,000 

Morris  av.  No  1003,  w  s,  325.10  n  lG5th  st,  25x100.10,  2-sty  brk 
dwelling.  The  Bronx  Home  Realty  Co  to  Clara  Bernstein.  Mort 
$7,500.      Sept    1.    1905.      9:2448.  other   eonsid   and   lOO 

Same  property.  Clara  Bernstein  to  David  Bussel.  Mort  $7,500. 
Aug  G.      Aug  7,    190G.      9:2448.  other  eonsid   and   1(X) 

♦Mulford  av.  e  s.  228  n  Pelham  road.  2.5x100.  Peter  Schiffer  to 
Chas  J   Hausmann.      July  31.      Aug  8.   11X)0. 

other    eonsid    and    100 

Mosholu  Parkway  South,  s  s,  50.11  n  w  Perry  av,  42x — x.37.Gx 
110.5,  vacant.  Wm  C  Bergen  to  Isabella  L  Goldmann.  July  27. 
Aug  8.  1900.     12:3299.  other  eonsid  and  100 

♦Middletown  road,  n  e  cor  Mayflower  av,  .50.4xl21.4x.50xl27.6. 
Bankers  Realty  and  Security  Co  to  Harry  Crumpton.  of  Fish- 
kill   on    Hudson.      Aug  7.      Aug  8.    llKKi.  other   eonsid  and   1(X) 

♦Pleasant  av.  e  s.  2(i(»  n  Flower  st.  40xl(X>.  Olinville.  Arthur  A 
Austin  to  John  G  Mahony.     Mort  .$2..50(>.     July  31.     Aug  4.  1900. 

other   eonsid   and   lOO 

Perry  av.  s  w  cor  Mosholu  Parkway  South,  .S.5x — x — xS5,l,  2-sty 
frame  dwelling.  Release  mort.  Ambrose  G  Fell  to  Wm  C  Ber- 
gen.     Aug   3.      Aug   8,    1900.      12:3299.  nom 

Perry  av.  w  s.  bet  2(17th  st  and  Gun  Hill  road  and  being  lot  302 
map  Norwood.  24th  Ward.  25xl(M).  Chas  Lindner  to  Stephen  A 
and  Mary    Jones.      Aug    7.      Aug    8,    1900.      12:3.343. 

other  eonsid  and  100 

♦Pier  av,  e  s,  100  s  Emily  st,  25x1.53.5x29.4x108.1 1.  Westchester. 
Frank   Gass   to  J   Edward   Bentz.     May   15,    1905.      Aug  8.   19tXi. 

other  eonsid  and  1(X) 

Prospect  av.  No  591,  w  s,  1.55  n  1.50th  st,  20xl(HI,  4-sty  brk  ten- 
ement. Becky  Schwartz  to  Nathan  Zimmerman.  Mort  $10,3.50. 
Aug  7.      Aug  9.   190G.      10:2074.  other  eonsid  and   1(X» 

♦Pleasant  av.  No  91.  or  2d  av.  e  s,  333.4  s  2d  st,  33.4x100,  Olin- 
ville. Jennie  E  Jutten  to  Alma  Schostak.  Aug  0.  Aug  9, 
190G.  ■  nom 

Park.  av.  No  40.53,  w  s,  428.10  s  175th  st.  10.8x120x20.7x120.  ex- 
cept part  for  Park  av,  2-sty  frame  dwelling.  FORECLOS. 
Moses  Feltenstein  ref  to  Leopold  Hutter.  Aug  8.  Aug  9.  llXXi. 
11:2,899.  4.100 

Perry  av.  s  s,  14.5.5  e  205th  st,  2.5x100,  vacant.  Kate  Joyce  to 
Catherine  Burge.     Mort  $1.2(X1.     Aug  7.     Aug  9.  1900.     12:.3.340. 

other  eonsid  and  1(K) 

♦Penfield  av,  s  w  s,  lot  147  map  Penfield  property  at  South  Mt 
Vernon,  .50xl10.2x.5Ox11O..3.  Release  mort.  John  Bussing  Jr  to 
Wm  W  Penfield.     July  21.     Aug  4.  IIHIO.  5<XJ 

♦Penfield  av.  s  w  s,  lot  149  same  map,  50x1 10. 4x.50x1 10.5.  Release 
mort.      Same   to   same.      July  21.      Aug  4.    19(Ki.  500 

♦Penfield  av.  s  w  s,  lot  1.51  same  map.  50x111. 2x.50xlll. 11.  Re- 
lease mort.      Same   to  sjime.     July  21.      Aug  4.    19(X>.  5(X1 

♦Penfield  av.  s  w  s.  lot  1.55  same  map.  50x114. 2x.50xll.5.  Release 
mort.     Same  to  same.     July  21.     Aug  4,   190G.  500 

♦Penfield  av.  s  s,  lot  14.S 'same  map,  50x110x50x1 10..3.  Release 
mort.  James  T  Penfield  to  Wm  W  Penfield.  July  17.  Aug  4. 
190G.  nom 

♦Penfield  av.  s  s.  lot  158  same  map,  50x110. ,8x50x117.0.  Release 
mort.     Same  to  same.     July  21.     Aug  4.  19(Xi.  nom 

♦Penfield  av,  s  s.  lot  14G  same  map,  .50xll0.1x.50xll0.2.  Release 
mort.  James  T  Penfield  to  Wm  W  Penfield.  July  17.  Aug  4. 
190G.  nom 

♦Penfield  av.  s  s.  lot  1.50  same  map.  .50xll0.5x.50xlll.2.  Release 
mort.      Same  to  same.      July   17.      Aug  4.   190G.  nom 

♦Penfield  av.  s  s.  lot  1.52  same  map.  .50x111. 10x.50xll2. 5.  Release 
mort.     Same  to  same.     July  21.     Aug  4.  190G.  nom 

♦Penfield  av,  s  s,  lot  1.50  same  map,  50xll5x.50xl1G.l.  Release 
mort.     Same  to  same.     July  21.     Aug  4,  1900.  nom 

♦Penfield  av.  s  w  s.  lot  147  map  Penfield  property,  at  South  Mt 
Vernon,  .50x110.  | 

Penfield  av.  s  w  s,  lot  149  same  map,  .50x110.  | 

Patrick  A  Nolan  to  Wm  W  Penfield.     B  &  S.     Feb  4.  189,8.     Aug 

4.  19(X!.  nom 
♦Robin  av,    e   s,   200  s  Tremont    road,   25xl(Kl.      Bankers    Realty   & 

Security  Co  to  Julian  Bally  and  August  Tfelt,  of  N  Y.  and  Arsene 
Maertens,   of  Passaic,   N  J.     Aug  4.     Aug  G.   190G. 

other    eonsid    and    100 

Sedgwick  av|  e    s,    25   s    stairs    leading   to   Lawrence    av,    1.50x120. 

Lawrence  ay|  to  Lawrence  av,  vacant.  John  J  Brennan  to  John  F 
Kaiser.      Aug   7.      Aug  8,    190G.     9:2527.       other   eonsid   and   100 
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*St  Lawrence  av,  e  s,  225  n  Mansion  st.  25x100.  John  Boyle  to 
Rebecca   Del  Gaudio.     Aug  4.     Aug  7,  1906. 

other  coDsid  and  100 

St  Anns  av|  s  e  cor  IGlst  st   .runs  e  244.1   to  w  s  Eagle  av.  x  s 

Eagle  av     |    350  x  w   100  x  s  .50  to  n  s   1.59th  st.  x  w   12.). 1   to 

1.59th  st       I     e   s   St  Anns   av.   x   n  400  to   beginning.    1.   2.   3  and 

101st  st       I    5  and  0-sty  brk  and   frame  bldgs   of  brewery. 

Eagle  av.  No  S.5S.  e  s.  1.50  s  llilst  st,  100x100,  3-sty  frame 
dwelling   and  2-sty   frame   stable   and   vacant. 

Adolph  G  Hupfel  to  A  Hupfel's  Sons,  a  corporation.     Mort  $350,- 
OtK).      July   25.      Aug   8.    1906.      10:2619—2626.  nom 

Southern  Boulevard.  No  843.  n  s,  150.11  e  St  Anns  av.  runs  n  89.3 
xe5xn5xe20xs  00.4  to  st.  x  w  25.4  to  beginning.  5-sty 
brk  tenement.  Samuel  Newmark  to  Frank  M  Paul.  Mort  .$14.- 
000.      Aug   G.      Aug   8,    1906.      10:2546.         other    consid    and    100 

St  Anns  av.  No  620,  e  s.  124.7  s  Westchester  av.  runs  e  77.5  x  s 
25.1  X  w  81.3  to  St  Anus  av.  x  n  25.5  to  beginning.  3-sty  frame 
tenement  and  store.  Adolph  G  Hupfel  to  A  Hupfel's  Sons,  a 
corporation.      July   23.      Aug   8.    1906.  •    10:2616.  nom 

St  Anns  av.  No  738,  e  s,  25  s  156th  st,  25xlX).  4-sty  brk  tenement 
and  store.  Ester  Rosner  to  Louis  Berkowitz.  Mort  .$3, .500.  July 
26.     Aug  3.  190(3.     10:2617.  other  consid  and  100 

*Tremont  av.  s  s.  28.6  e  170th  st,  276  to  Prospect  av  xl72xll2.11. 
N  Y  Catholic  Protectory  to  Mary  M  Kenning.  Mort  !f6,090.  June 
28.     Aug  3.  1906.  8.7(X)  ' 

Teller  av.  No  13.34,  e  s,  209.1  n  169th  st.  16.8x82.1x16.8x82.3, 
2-sty  frame  dwelling.  Henry  J  Peterman  to  Marie  Peterman. 
Mort   $2,S25.      July   26.      Aug   6,    1906.      11:2782. 

other    consid    and    100 

♦Throggs  Neck  road,  leading  from  Fort  Schuyler  to  Westches-I 
ter  Village,  e  s,  at  n  w  cor  lands  formerly  of  Fredk  C  Have- 
meyer,  contains  about  135  acres,  being  the  country  place  in 
Westchester  formerly  of  George  Bruce  Brown  with  the  Man- 
sion,  stables   &c,   Throggs  Neck,   and  all   title.  &c.   to 

Lands  under  water  of  Eastchester  Bay  or  Long  Island  Sound,  and 
runs  to  Weir  Creek,  Town  Dock  road,  &c.  I 

John   R   Davies   ref  to   Edward  H  Tobey,   of  Brooklyn.     July  18. 
Aug  9,  1906.  3.50,000 

*Same  property.  Edw  H  Tobey  to  Manor  Park  Realty  Co.  Mort 
.$240,000.     Aug  8.     Aug  9.  1906.  ■        nom 

Tiebout  av.  w  s,  37  n  182d  st,  202.5x76.3x200.8.x00.11,  vacant. 
Amelia  Katz  to  Wm  P  Hagemann.  Mort  $6,000.  Aug  9.  1906. 
11:3145.  nom 

Union  av.  No  911.  w  s,  208.4  s  163d  st,  runs  w  164.3  x  s  52  x  e  — 
to  av,  x  n  52  to  beginning.  2-sty  frame  dwelling.  Mary  Tuohey 
to  Clinton  Stephens.     Aug  6.     Aug  7,  1006.     10:2668. 

other  consid  and  100 

Union  av  I   n  w  cor  16Sth  st,  26.7x96.1x22.6x96.2.  5-sty  brk 

168th  St.  No  0S3|  tenement.  CONTRACT.  Isidor  Holtsberg  with 
Louis  Kovner.      Mort  $28,500.     July  27.     Aug  9,   190G.   10:2673. 

34.500 

*Unionport  road,  n  e  cor  Washington  st,  lots  84,  85  and  86  map 
portion  Hunt  estate.  Van  Nest  Station,  164x — xl47x.S3,  2-sty 
frame  dwelling  and  store  and  1-sty  frame  shed  and  vacant. 
CONTRACT.  Barbara  Hahn  with  Gottfried  Katz,  of  Mt  Vernon, 
N    Y,      Mort   $22,000.      Aug   3.      Aug   G,    1906.      Contracts    only. 

28  000 

Union  av.  No  857,  w  s,  50.6  s  161st  st,  25.6x100,  2-sty  frame 
dwelling.  Bertha  Morford  et  al  to  Peter  Tavolacci.  Mort  $4,- 
501).     July  31.      Aug  3,   190G.      10:2667.  other  consid  and   100 

*Union  av.  s  w  s,  100  n  w  New  Haven  R  R  av,  38.6x101.4x23x100, 
Westchester.  John  Morrisse  to  Thomas  Gore.  Mar  30,  18.54.' 
Aug   4,    190(;.  G.50 

*Union  av,  w  s,  100.4  n  w  Railroad  av.  .35.2x103.10x27.3x103.4. 
Westchester.  Israel  Gore  et  al  DEVISEES,  &c,  Thomas  Gore  to 
Hugh   Carney.     July  31.     Aug  4,   1906.  nom 

Villa  av,  e  s,  385.3  n  Southern  Boulevard,  which  is  376.8  n  200th  st 
approach  to  Concourse,  24.9.x92.5,  vacant.  Emil  Burkhardt  to 
Mary  R  Fitzpatrick.     July  13.     Aug  7,  1906.     12:3310. 

other  consid  and  100 

Valentine  av|  n    s.    7.6   w    Southern    Boulevard,    former    line,    runs 

200th  st  I  along  w  s  of  200th  st,  as  now  exits  62.6  x  w  112.6 
X  s  62.6  to  st,  X  e  112.6  to  beginning,  2-sty  frame  dwelling. 
Theodore  Dieterlen  to  Mary  E  Flynn.  June  29.  (Re-recorded 
from  July  3,  1906.)     Aug  0,  1906.     12:3.320.  nom 

Valentine  av.  No  2098,  e  s  169.11  n  ISOth  st.  runs  e  91.11  x  n 
7.2  X  w  5  X  n  11.3  x  w  89. .3  to  av,  x  s  18.6  to  beginning,  2-sty 
frame  dwelling.  Mark  Hirsh  et  al  to  Abbie  C  Preisinger.  Mort 
.$3,300.     July  23.     Aug  8.  1906.     11:3144.  nom 

Washington  av,  Nos  951  and  959,  w  s,  1.34.3  n  l(i3d  st,  runs  w  149.7 
X  n  .50.3  X  e  50  x  s  1.10  x  e  99.4  to  av,  x  s  4S.5  to  beginning. 
2-sty  frame  dwelling  and  several  1-sty  frame  buiUlings.  David 
Cohen  to  Golde  &  Cohen.  Mort  .$10  000.  July  31.  Aug  7.  190('>. 
9:2385.  other  consid  and  100 

Same  property.  Golde  &  Cohen  to  Louis  E  Kleban.  Mort  $10,000. 
Aug  1.     Aug  7,  1906.     9:2385.  other  consid  and  100 

*Washington  av,  e  s,  504  s  Westchester  av,  25xl04x — x — .  Mary 
E  wife  of  Wm  J  Purdy  to  Philip  and  Mary  Morey.  Mort  $4,- 
000.     Aug  8.     Aug  0,   1906.  _     _  nom 

Webster  av,  s  e  s,  75  n  e  Mosholu  Parkway,  7.5x77.9x87.4x122.5, 
4-sty  brk  tenement  and  store  and  1-sty  frame  building.  Adolph 
G  Hupfel  to  A  Hupfel's  Sons,  a  corporation.  All  liens.  July 
23.     Aug  8,   1906.      12:3330.  nom 

*White  Plains  road,  e  s.  50  n  10th  st,  21.10.x80.4,  Wakefield.  Kar- 
olina  lenchelik   to   Eliza   E   Dunn.     Q   C.      Aug  8.     Aug  9,   1906. 

nom 

Wales  av.  No  596  (Tinton  av),  e  s,  150  n  149th  st,  25x105,  2- 
sty  frame  dwelling.  James  Dripps  to  Henry  Wilker.  Aug  8. 
Aug  9.  19IK!.     10:26.53.  other  consid  and  100 

*White  Plains  road,  e  s,  42.2  s  line  between  lots  716  and  717 
strip  O.lOxSll.  being  part  lot  717  map  Wakefield.  Karolina 
Jenchalik  to  Eliza  E  Dunn.     Aug  9,  1906.  nom 

*White  Plains  road  e  s,  .50  n  224th  st,  21x105,  Wakefield.  Jas- 
per M  Odell  to  Eliza  E  Diinn.     July  17.     Aug  9,   1906.  nom 

*White  Plains  road,  w  s,  60.5.2  s  Westchester  av,  42.9x99.Gx44.3x 
90.6.  V.'ra  R  Devine  to  Mary  Reiner.  Mort  $1,092.  Aug  3. 
Aug  6,   1906.  other  consid  and   100 

Walton  av.  No  2062,  e  s,  227.2  n  Burnside  av,  25.3x100.11.  2-sty 
brk  dwelling.  Joseph  Reed  to  James  P  and  Margaret  E  Dunn. 
Mort   .$5  5(XI.     July   30.      Aug  3,   1906.      11:3179-3185. 

other  consid  and   KJO 

■Washington  av,  Nos  1089  to  1095,  n  w  cor  166th  st,  72x98.7,  three 
2  and  one  3-sty  frame  tenements  and  stores.     Ida  Pager  to  Jacob 


R    Schiff.      Mort   $19,5(X).      Aug   2.      Aug  4,    190G.     9:23.88. 

other  consid  and  100 

Westchester  av.  Nos  924  and  926,  s  s.  190.2  w  Wales  av.  runs  s 
124.11  X  s  w  30.2  X  n  w  22.3  x  n  131.11  to  Westchester  av  x  e 
45  to  beginning,  5-sty  brk  tenement  and  store.  Max  Monfried  to 
Herman  Hirsch.  14  part.  All  title.  Mort  $4,8,000.  Aug  3.  Aug 
4.   190(!.     10:2644.  other  consid  and  100 

♦Wallace  av,  e  s,  100  s  Bartholdi  st.  25x117.9,  Williamsbridge. 
A  Shatzkin  &  Sons.  Inc.  to  Vincenzo  Basso.  Mort  $610.  Aug 
2.     Aug  3.   190(i.  other  consid  and  100 

'Wallace  av.  e  s,  125  s  Bartholdi  st.  2.5x117.9.  Williamsbridge. 
A  Shatzkin  &  Sons,  Inc,  to  Michael  Belluscio.  Morts  .$(i40. 
Aug  2.     Aug  3,  1906.  other  consid  and  100 

*2d  av,  w  s,  400  n  21Gth  st,  lOOxlOO  Olinville.  Ina  E  Wilzin 
to  Victor  Gerhards.     Aug  1.     Aug  4,  190G.  other  consid  and  100 

*2d  av,  w  s.  79  s  22Sth  st,  .3.3x105.  Wakefield.  William  Garrett 
to  Wm  H  Widder.     Aug  3.    Aug  4,  1906.  nom 

3d  av,  Nos  3(J84  to  3G90|  s  e  cor  170th  st.  runs  e  322  x  s  w  120  and 

170th  st  I    50  X   n  w  109.2  x  n  e  50  x   n  w  209   to 

av,  X  n  S9  to  beginning,  2  and  3-sty  hotel  and  store.  Louis  A 
Scheuch  to  Zeltner  Realty  Co.  Mort  $80,000.  June  13.  Aug 
8.    1906.      11:2925.  nom 

3d  av,  late  Fordham  av.  e  s.  bet  167th  st  and  16.8th  st  and  at 
line  bet  lots  127  and  128.  runs  n  30.G  x  e  121  x  s  30.6  x  w 
120,  being  part  lot  127  map  Morrisania.  Louis  A  Scheuch  to 
Zeltner  Realty  Co.     All  liens.     June  13.     Aug  8,  1906.     10:2609. 

nom 

3d  av,  e  s.  52  n  1.33d  st  or  Southern  Boulevard,  26x20x2.5x27.1, 
vacant.  Chas  D  Sutton  HEIR  Chas  J  Sutton  to  L\icv  M  Cornell. 
%  part.     Mort  $1,600.     Aug  3.     Aug  G,  1906.     9:2317. 

other  consid  and  100 

Lots  17  to  19  map  of  19  lots  part  Anthony  estate  at  Kings- 
bridge.  Arthur  B  Claflin  to  Henry  P  Wilson.  July  9.  Aug  9. 
1906.      12:, 3253.  9,000 

Lots  1  to  4  same  map.  Same  to  Max  Marks.  July  9.  Aug  9. 
1906.     12:32.53.  12,200 

*Lots  125  and  126  map  W  F  Duncan  at  Williamsbridge.  Robert 
C  Burlando  to  Giovanni  Gentile.  Mort  $750.  July  23.  Aug  9, 
1906.  nom 

*Lots  1,  2  9,  10,  144,  148,  149,  209a,  20Sa,  208.  209,  210.  212, 
213  and  214  (15  lots)  on  map  42(5  of  buildipg  lots  in  24th  Ward, 
near   Williamsbridge   station.      Milton   Realty   Co   to   A   Shatzkin 

&  Sons.     Mort  $ .     Aug  7.     Aug  9,  1906. 

other  consid  and  100 

*Lots  143  and  144.  on  map  No  426  of  building  lots  in  24th  Ward, 
near  Williamsbridge  station.  A  Shatzkin  &  Sons  to  Matteo 
Merola.     Morts  $ .     Aug  8.     Aug  9,  1906,     other  consid  and  100 

*Lots  1  to  3.  311,  15  to  1.S,  36  to  43,  83  to  90.  132  to  139,  228 
to  241  and  250  to  263  (60  lots),  amended  map  Adee  Park.  War- 
wick Realty  &  Construction  Co  to  Stern-Wolf  Realty  Co.  June 
18.     Aug  9,   1906.  other  consid  and  100 

*Lots  204  and  205  map  J  S  Wood,  at  Williamsbridge.  Joseph  S 
Wood  to  Abraham  Shatzkin.  Mort  $1.1(X>.  Q  C  and  correction 
deed.     July  25.     Aug  8,   1906.  100 

Lots  5  and  G  map  19  lots  part  Anthony  estate,  at  Kingsbridge. 
Arthur  B  Claflin  to  Margaret  Maxwell.  July  9.  Aug  8,  1906. 
12:32.53.  6000 

*Lots  142  to  144,  426  to  428,  430  to  441,  518,  526,  .527  and  615  to 
617  on  map  No- 401  of  Seton  Homestead  and  all  title  to  streets 
and  land  under  water  of  Westchester  creek,  wharfage,  docks, 
&c.  Emily  F  wife  of  and  Geo  C  Marrin  to  Wm  A  Mallett,  N  Y, 
and  Jacob  E  Conklin,  of  Haverstraw,  N  Y.     June  7.     Aug  7,  190(). 

12000 

*Lots  441.  518.  615  to  617,  577,  4.39.  440.  .398,  415,  142  to  144. 
549,  426  to  428  and  .526  and  527  same  map  with  all  title  to  land 
under  water  Westchester  creek,  &c.  Seton  Homestead  Land  Co 
to  Emilv  F  Marrin.  May  12,  1905.  (Re-recorded  from  May 
16,   1905.)      Aug  7.   1906.  nom 

*Lot  19  map  subdivision  lot  1  on  map  No  IIOIA  of  Classons  Point. 
Hudson  P  Rose  Co  to  Nicola  Prezioso.  Correction  deed.  Aug  1. 
Aug  4,  1906.  nom 

*Lots  14gb  and  147A  map  subdivision  of  portion  Penfield  property, 
lying  east  of  White  Plains  av  at  Wakefield.  Wm  W  Penfield  to 
Wm  H  Longton.     July  31.     Aug  4,  1906.  100 

*Lots  148b  and  149A  same  map.  Same  to  Alex  McCulloch.  July 
31.     Aug  4,  1906.  100 

*Lots  151  n  nnd  152A  same  map.  Same  to  Edw  J  Reilly.  July  31. 
Aug  4.   1906.  100 

*Lots  156.^  and  156B  same  map.  Same  to  John  McClure.  July  31. 
Aug  4.   1906.  100 

*Lots  158a  and  15SB  same  map.  Same  to  Louis  Mantell  and  Wm 
Gullery.      .Aug  1.     Aug  4.  1!!06.  100 

*Lot3  liOb.  1.i(ia,  l.'Ob  and  151a  same  map.  Same  to  Wm  H  Os- 
born      July  31.     Aug  4,  1906.  100 

*Lot  75b  same  map.  Same  to  Hattie  L  Ovens.  July  31.  Aug  4 
19(16.  100 

'Lots  71  and  72  same  map.  Same  to  Elbert  M  Dickerson.  July  30. 
Aug  4_  19(M1  100 

*Lnts  1;i4a  and  155b  same  map.  Same  to  Wm  I  Brown.  July  31. 
Aug  4.  1.006.  100 

*Lots  72.  73  and  e  ',4  lot  71  map  Penfield  property.  South  Mt  Ver- 
non. Release  mort.  Provident  Life  &  Trust  Co  of  Philadelphia 
to  Wm  W  Penfield.    July  17.     Aug  4,  1906.  1.500 

*Lot  15  map  subdivision  of  lot  1  on  map  Clasons  Point.  Hudson 
P  Rose  Co  to  Giuseppe  Napolitano.  Correctin  deed.  Aug  1. 
Aug  4,   190().  nom 

*Lots  17  and  18  same  map.  Same  to  same.  Correction  deed.  Aug 
1.     Aug  4,  19<H!.  nom 

*Plot  begins  940  e  White  Plains  road  at  point  775  n  along  same 
from  Morris  Park  av.  runs  n  25  x  w  KX>  x  s  25  x  e  100  to  begin- 
ning, with  right  of  way  to  Morris  Park  av.  Lina  wife  Andrew  G 
Anderson  to  Charles  Mehlich.  Mort  $3,000.  Aug  4.  Aug  6. 
1906.  other  consid  and  100 

*Plot  begins  990  e  AVhite  Plains  road  at  point  795  n  along  same 
from  ^Iorris  Park  av.  runs  e  100  x  n  25  x  w  100  x  s  25  to  begin- 
ning, with  right  of  way  to  Morris  Park  av.  Jacob  Cohen  to 
Biagio  and  Carmela  Cortese.     Mort  $3,000.     Aug  3.     Aug  G,  1906. 

•    .  other  consid   and   100 

*Plot  begins  940  e  'Uliite  Plains  road  at  point  800  n  along  same 
from  Morris  Park  av,  runs  i>  25  x  w  100  x  s  25  x  e  100  to  begin- 
ning, with  right  of  way  to  Morris  Park  av.  Jacob  Cohen  to  John 
and  Bertha  Kovarick,  each  V^  part.  Mort  $3,(X)0.  Aug  1.  Aug 
3    1906.  other  consid  and  100 
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*Plot  begins  45  w  White  Plains  road  at  point  along  same  '2'27i  n 
Morris  Park  av.  runs  n  25  x  w  100  x  s  25  x  e  lOU;  right  of  way 
over  strip  to  Morris  Park  av.  Hyman  Fast  to  Giwauni  or  Gio- 
vanni and  Louis  Bernabo.     Mort  $2,800.     Aug  1.     Aug  7,  1900. 

100 

Plot  ot  1100  lots  at  Highbridge,  being  all  right,  title  and  inter- 
est in  all  real  and  personal  estate  of  all  kinds  of  which  Mah- 
lon  D  Ogden  died  seized.  Mary  O  wife  of  and  VVm  E  Strong  to 
Frances  E  Ogden  widow,  ot  Elmhurst,  111.  Q.C.  May  24,  18S3. 
Aug  ,S,  1001;.  9:2500,  2520  to  2522,  2528  to  2538,  2540  to  2542 
and  ll:287o  to  2875.  2880,  2882  and  2884.  nom 

Plot  ot  1100  lots  at  Highbridge.  being  all  real  estate  wherever 
situated,  now  held  or  hereafter  acquired  by  Frances  E  Og- 
den as  devisee  will  Mahlan  D  Ogden.  Fanny  W  wife  of  and 
Matthews  S  Bradley  to  Frances  E  Ogden  INDIVID  and  as 
TRUSTEE  Mahlan  D  Ogden.  Q  C.  May  22,  1885.  Aug  0,  lOOO. 
9:2.501.1,  2520  to  2522,  2528  to  2538.  2540  to  2542  and  11:2873 
to  2875,  28,S0,  28.S2  and  2884.  nom 


LEASES 


Under  this  head  all  Leases  recorded,  Assignment  u(  Leases  and 
Leasehold  Conveyances  will  be  found.  The  expiessed  consideration 
roUowIng  the  term  of  years  for  which  a  lease  is  given  means  so 
much  per  year.) 

Aug.  3,  4,   G.   7,  8  and  9. 
BOROUGH    OF   MANHATTAN. 

Allen   st,   Nos   151   and   1.53,   all.     Jennie   Ginsberg  to   Isidore   La- 

motta  and  ano;  3  years,  from  Aug  1,  1900.    Aug  4,  1900.    2:410. 

0,400 

Broad  st.   No  88.     Assign  lease.      P   Ballantine  &  Sons   to  F  &  M 

Schaefer  Brewing  Co.     July  27.     Aug  3.  1900.     1:11 nom 

Broome   st.   Nos   2.5   and  27.      Surrender  lease.     Isaac  Slutzky  and 

ano   to   Max   Gross.      Aug  7.     Aug  8.   1900.     2:321 1,320 

Centre    st,    Nos   .57   and   59,    cor   Pearl    st,    part   store   and   cellar. 

Thos  P  Fitzsimons  to  Eugene  Koch;  5  years,  from  May  1,  IftOO. 

Aug  0,   1900.      1:108 1,800 

Cherry  st.  No  27,  store,  &c.     Rosa  Osuato  to  Rosa  Calimano;  2  9-12 

years,  from  Aug  1,  1900.     Aug  0,  190li.     1:109 480 

Chrystie  st.  No  130,  e  s,  25x100.     Consent  to  assign  lease.     Clara 

L  Cheesman  to  A  Maria  Simon.     July  28.     Aug  7,  1900.     2:419. 

Same   property.      Assign   lease.      A  Maria   Simon   to  Abraham  Dan 

and  ano.      Mort  $3,000.     Aug  3.     Aug  7,   1900.       2:419 100 

Cornelia  st.  Nos  1  and  3,  n  w  cor  4th  st,  Nos  102  and  104,  40.11x 

75x20.10x70.      Assign    lease.      Rosa    Reid   to   Gladys    P   Loewen- 

stine.      Aug   2.      Aug   4,    1900.      2:590 nom 

Division  st.  No  243,  all.     Louis  Kovner  to  Joe  Rosenberg  and  ano; 

5   years,   from  June   1,   1900.     Aug  3,   lOlKJ.      1:280 2.510 

East    Broadway,    No    230,    s    s,    231.2    w    Montgomery    st,    23.7xV4 

block.       Clarence    R    Conger    INDIVID    and    TRUSTEE    Cath    A 

Hedges   e(  al  to   Tany  Levien;    10  years,   from   May   1,   1900;    10 

years   renewal.     Aug  8,  1906.     I:2s0 taxes,   &c,   and  $720 

Elizabeth  st.  No  244,  all.     Geo  J  and  Wm  J  Kenny  to  Francesca 

Siragusa;  3  years,  from  May  1.  1000.  Aug  4,  1900.  2:.507..900 
Elizabeth  St.  No  88,  all.     Harris  Gabrulowitz  to  Antonio  and  Rosa 

Testa;   5  years,  from  June  1,  1900.     Aug  7,  1900.     1:239 4,000 

Goerck  st.  No  125,   1st  floor,   rear.     Isaac  Laitin  to  Isaac  Finkel- 

stein;  1  year,  from  Aug  1,  1900  (1  year  renewal).     Aug  8,  1900. 

2:330 210 

Grand   st.   No   127,   part   store  and  basement.     Henry  Von   Minden 

and  ano  to  Matteo  Montera  and  ano;  2  years,  from  Feb  1,  1900. 

Aug  7,  1900.      1:232 900 

Hester  St.  No   103,   centre  and  west  stores  and  basements.     Kas- 

sel  Simon  to  Morris  Dort;  4  8-12  years,  from  Sept  1,  1900.     Aug 

7,    19(Xi.      1:307 2.700 

Hester  st.  No  200js  w  cor  two  stores,  &c.     Fannie  M  Wallace   to 
Baxter  St.  No  130    |     Leonard  Volpe;   5   years,   from   May   1,   1900. 

Aug  4,  1900.     1:207 1.500 

Houston  st.  No  22  West.     Assign  lease.     Edward  Schumann  to  Her-   . 

man  Tulp  Jr.     Aug  2.     Aug  3,   1900.     2:523 100 

Houston  St.  No  22  West.     Agreement  as  to  consent  to  assign  lease. 

Herman   Tulp  Jr   with   Marie   Sonntag  INDIVID   and   as  GUARD- 
IAN Clara  H  Sonntag  an  dano.     Aug  2.     Aug  3.  1900.     2:523.. 

Houston  St.  Nos  398  and  400  East|all.      Sarah    Rappaport    to    Moses 
2d  st.   No  289  ■      I     Liebman  and  ano;  3  years,  from 

Aug  1,  1900.     Aug  3,  1900.     2:871 0,1.50  and  0,200 

James    st,    Nos   2    and   4.      Surrender    lease.      Rocco   Carnevale   and 

the   N  Y  &   Brooklyn   Brewing  Co  to   Charlotte   H   Gordel.     July 

27.     Aug  9,  1900.     1:117 nom 

Ludlow  st,  Nos  141  and  14.3.    Assign  lease.     Morris  Alterowitz  and 

ano  to  Mary  Greenfeld.     July  24.     Aug  4,  1900.     2:411 1,125 

Manhattan  st.  No  02,  4  rooms  1st  floor,  n  s,  furnished,  dental  fix- 
tures. &c.     Chas  L  Fox  to  Amenzo  H  Butterfleld;   2  8-12  years, 

Aug   3,    1900.      7:1981 

$1,080   for   1st  3   years,   and   thereafter   $35   monthly 

Madison  st,  No  300  all.     Jacob  Fisch  to  Joseph  Rosenberg  and  ano; 

3  years,  from  June  1,   1900.     Aug  3.   1900.     l:2(i(; 2,900 

Monroe    st.    Nos    82    and    ,84.    all.      Samuel    Schechner    to    Frank 

Krashcs;  3  years,  from  Aug  1,  1900.     Aug  4,  1901!.     1:2.55 9,700 

Mott   st,   Nos  297   and  299,   all.      Elizabeth  McColgan   to  Giuseppe 

Sabbatino;  5  2-12  years,  from  Aug  1,  1900.     Aug  4.  19O0.     2:.521. 

5,000 

Pearl   st,   No   58.  2d,   3d.  4th   and  5th   floors.      Piatt   &  Washburn 

Refining  Co  to  Samuel  J  Park  et  al;  5  years,  from  May  1,  190<>. 

Aug   9,    1900.      1:7 1,000 

Rivington  st.  No  151.  2d  floor.     Adolf  D  Lindemann  to  Jacob  Galer- 

stein;   from  Aug  15,  1000,  to  May  1,  1909.     Aug  0,  1900.     2:.34.8. 

480  to  COO 

St  Marks  pi,  Nos  110  and  112.     Surrender  lease.     Isaac  Schechter 

to  Abraham  M  Bachrach  and  ano.     Aug  2.     Aug  3,  1900.     2:435. 

1208.75 

Sheriff   st.   No   .SO.      Surrender   lease.      Morris  Takoft  to   Abraham 

Kahn.      Aug    7.    1900.      2:334 972.07 

University  pi.   No  .88   ISubordination   of   lease   to   mortgage.     John. 
12th  st   Nos  24  and  20  E|     R  Perhhelfer  and  ano  with  Germania  Lite 

Ins  Co.     Aug  2.     Aug  3,  1900.     2:.509 nom 


1st  st.  No  13  East,  store.  Julius  Hofflin  to  Nicola  Sarconi:  2 
yea.s    troai   May   1.   19O0.      Aug  8,   1900.      2:450 .'.900 

3d  st.  No  2i0  East.  Subordination  of  lease  to  mort.  Sarah  Sil- 
berman  and  ano  to  James  H  Aldrich  and  ano  TRUSTEES  for 
Mary  G  E  Aldrich.     Aug  3.     Aug  7,  1900.     2:372 nom 

3d    st.    No   234   East,   store.      Solomon   Chess   to   Samuel    Kramer; 

2  9-12  years,  from  July  20,  1900.     Aug  9,  1906.     2:385 1,155 

3d  st,   Nos  418  and  420  East,     Surrender  lease.     Morris  Schwartz 

and  ano  to  Louis  Kean.     Aug  1.     Aug  3,  1900.     2:356 omitted 

3d  St.  No  410  East.     Surrender  lease.     Same  to  same.     Aug  1.     Aug 

.3,   1900.     2:3.50 omitted 

7th   st.    No   134,   s   s,    75   e   Av  A,   25x90.10.      Caroline   A   Drayton 

et  al  by  James  C  Drayton  GUARDIAN  to  George  Roese;  20  yrs, 

from  May  1,  1900.     Aug  3,   1906.      (Duplicate  lease.)     2:402.... 

taxes,   &c,   and  750 

10th  st.  No  240  East,  1st  store,  from  w  s.     Joseph  Spivak  to  John 

Mombach;    1    10-12    years,    from    July    1,    1900.      Aug    9,    1900. 

2:451 420  and  480 

12th  st,   Nos  3.39  and  341  East,  store.     Nathan  Blum  to  Giuseppe 

Carbonaro;    2    9-12    years,    from    Aug    1,    1900.      Aug    3,    1900. 

2:454 3G0 

13th   st,   Nos  438  and  440  East.     Surrender  lease.     Samuel  Shiner 

to  Mo:ris  Haber  et  al.     Aug  1.     Aug  4,  1900.     2:440 

other   consid   and   100 

14th  st    No  007  East,  all.     Helman  Kagel  to  Giuseppe  Papia  and 

ano;    3   years,   from   July   1,   1900.     Aug   9,    1900.      3:892...  .1,505 
15th  st.  No  515  East,  all.     Elisa  Caruso  to  Giuseppe  Garamella;  3 

years,  from  Aug  1,  1900.     Aug  7,  1900.     3:973 2,742 

17th  st,  n  e  s       150  n  w  3d  av,  — x — .     Assign  lease.     V  Loewers 

Gambrinus    Brewery    Co    to    Loewer    Realty    Co.      June   6.      Aug 

_8.    190(i.      3u873 nom 

17th  st,   Nos  55  to  01  West,  store  and  basement.  Gustave  L  Mor- 

genthau    to    the    Childs    Company;    20   1-12   years,    from   Jan    1, 

1907.     Aug  8,   1900.     3:819 12.000 

24th  st.  No  330.  s  s,  371  e  9th  av,  20.9x55.  Assign  lease.  Sam- 
uel   McCullough   to   James   E   Mitchell.      Deo   11,    1905.      Aug  8, 

lEMJO.      3:747 nom 

24th  St.  No  406  East.     Surrender  lease.     John  B  Grattarola  to  Max 

M  Pullman.     Aug  3.     Aug  4,  1900.     3:9.55.... 525 

2(ith  St.  No  320  East,  all.     Salina  Silverstein  and  ano  to  Fannie  Af- 
■  ferman;    3   years,   from   Aug   1,    1900.     Aug   7,   1906.      3:931 

2,510  and  2,500 

39th  st.  No  421  West,  all.     Alois  L  Ernst  to  Lea  R  Langredl  and 

ano;  5  years,  from  Sept  1,  IWO.     Aug  3.  1900.     3:737 2,740 

45th  st.  No  135  West,  all.     Simon  Brentano  et  al  to  John  F  Olive; 

7  years,  from  May  1,  1900.     Aug  4,  1900.     4:998 3,000  to  3,500 

47th  st,  Nos  124  and  120  West.  Hotel  Stanley.     The  Mutual  Hotel 

&  Realty  Co  to  Eliz  G  Weidemeyer;   10  2-12  years,  from  Aug  1. 

1900.      Aug   0,    1900.      4:999 taxes.    &c,    and    14.000 

47th  st.   No  .503,  n  s,   100  w   10th  av,   2.5x100.5.     Henry  L  Morris 

et    al    trustees    tor   Henry   Astor   to   Rosine    Merklen;    21   years. 

from   May  1,   1900.     Aug  8,   1900.     4:1070 taxes,  &c,  and  423 

48th  St.  No   114  West,  all.     Michael  J  Mulhall  to  Susan  T  Govern 

et  al;  0  years,  from  Sept  1,  1905.     Aug  4,  1900.     4:1000 

2„S00   and   3,(X10 

50th    st.    No    23.    n    s,   378   w   5th   av..      Consent   to   assign    lease. 

The    TRUSTEES    of    Columbia    College    to    Harry   J    Douglas,    of 

Mt  Vernon.     June  1.  '  Aug  9,  1900.     5:1200 

.53d  St.  Nos  103  and  105  W  |all.      John    S   Ferguson   to   Jackson   Jos- 
54th  St.  Nos  104  and  100  W|     celyne;   5  2-12  yrs,  from  Maf  1,  1906. 

Aug   7.    1900.      4:1000 13. .500 

82d  st,   No  35  West,   all.     Martha  H   Beers  to  Eliza  Hill;   3  3-12 

years,   from  June   1,   1904.      Aug  7,   1906.     4:1196 2,000 

80th   St.    No  331   West.   all.      Cath   C   Hall   to   Robt  J   Masbach;    3 

years,    from    Oct    1,    1900.      Aug   8,    1900.      4:1248 2,500 

98th  st,  Nos  5  to  13  East.  Subordination  of  lease  to  mort.  Gree- 
ley Realty  and  Impt  Co  with  Leopold  Frank  et  al.     Aug  6.     Aug 

8.   1906.     6:1004 nom 

107th   St.   No  2t)8  East.  all.     Fannie   Klein   to  Frank  Pressimone; 

3  years,  from  Aug  1,  1906.     Aug  3,  1900.    0:1056 900 

119th  st.   No  9  West,  all.      Morris   Weinstein  to   Albert  Rohmelt: 

3  years,  from  May  1,  1906.     Aug  6,  1906.    6:1718 720 

125th    st.    No    62    West I 

125th  st,  Nos  .50  to  00  West   | 

Assigns  two  leases.  Benj  J  Pearlman  to  Louisa  Jacober.  1-3  part. 

of  all  title.     July  20.     Aug  0,  1906.     6:1722 1.333.33 

12.;>th  St.  No  02  West,  all.     Elmer  E  Sanborn  to  Benj  J  Pearlman; 

from   June   1,   1906,   to   May  1,   1913.      Aug  6,   1900.     0:1722.... 

0,2.50  and  7,2.50 

125th  st.  No  .50  West,  all I 

125th  st,  Nos  58  and  60  West,  2d.  3d  and  4th  floors | 

Same  to  same;  from  July  1,  1900,  to  May  1,  1913.     Aug  0,  1906. 

0:1722,....     7,2.50   and   8,000 

l.Stith   st,   n   s,    110   w  5th   av,   125x99.11.      Surrender   lease.      Wm 

Betz  et  al  to  Abraham  Perlman.    July  3.     Aug  0,  1906.     6:17.34. 

400 

Amsterdam  av,  n  w  cor  107th  st,  store.     Irving  Judis  to  Timothy 

and  John   Raftery;   5   years,   from  June   15,   1900.     Aug  4,   1906. 

7:1879 2.400 

Amsterdam  av.  No  900.  n  w  cor  107th  St.     Assign  lease.     Timothy  J 

Raftery  and  ano  to  M  Grohs  Sons.     July  2.     Aug  0,  1906.  7:1870. 

nom 

Amsterdam   av.   No  93,   south   part  ot  store.      Wm   H   Gentzlinger 

and  ano  to  Adam  Friess;  3  years,  from  May  1,   1906.     (2  years 

renewal).     Aug  S,   lOflt).     4:11.35 ,S40  and  900 

Amsterdam   av.    No   1720,   store   and   basement.     Jacob   Raichle   to 

George  Lieb  Jr;  3  yrs,  from  May  1,  1900.     Aug  7,  1900.     7:2077. 

2,000 

Av  A,  No  1514,  n  e  cor  80th  st,  all.  Martin  Engel  to  Patrick  Cough- 

lin;  4  11-12  years,  from  June  1,  1906.     Aug  4,  1906.     5:1577.... 

1.<XX»  and   1.250 

Av  C,  No  1.55.     Assign  lease.     David  Friedman  to  H  Koehler  &  Co. 

Jan  23.      Aug  0,    ]90(!.      3:.S21 nom 

Av   D,   No   .55,   store.      Louis  Kovner  and   ano   to   Morris   Klein;    2 

years,    from    Aug    1,    1906.      Aug   9,    1906.      2:374 480 

Broadway.  No  713,  rear  basement.  Moritz  Brockman  to  Wolf  Czos- 

nek;  3  8-12  years,  from  June  1,  1906.     Aug  8.  1900.     2:546.... 

1,400   and    1,.5(X» 

Broadway.  No  02|   e  s.  07.4  n  Exchange  pi.  runs  s  e  60.6  x  n  or  n 
New  St.   No  21     I     e  0.8  x  s  e  66.7  to  w  s  New  st,  x  n  20.8  x  w 

122.10   to   Broadway,   x   s   23.6   to   beginning.      Assign   lease   and 
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Conveyances 


l^ECOHD    AND    GuIDE 


K&nliatt«a 


August  II,  1906 


Adaptable  for 

Offices  and  Residences 

Systems  of  Less  Than  Five  Stations 


Interior  Telephones 

Fifty  Cents  a  Month 


No  Installation  Charge 
No  Maintenance  Charge 

THE  AHENTION  OF  ARCHITECTS  AND  BUILDERS  IS  PARTICULARLY  CALLED  TO  THE  ADVANTAGES  OF  OUR  SYSTEMS. 
RATES  FOR  SYSTEMS  OF  OVER  FIVE  STATIONS  AND  ALL  OTHER  INFORMATION  MAY  BE  OBTAINED  UPON  APPLICATION. 

NEW     YORK     TELEPHONE     COIVIPANY 


I  16  WEST  38th  STREET 


15  DEY  STREET 


220  WEST  124th  STREET 


guarantee.       The    Consolidated    Stock    and    Petroleum    Exchange 

Building  Co   to   Walter  B   Warren,   of  Brooklyn.     July  27,   1000. 

1:23 " nom 

Broadway,   No  .58      |   n  e  cor  Exchange     pi  runs  s  e   182.7  to  n  w| 
New  St.  Nos  2.T  to  2!)|     cor  New  st  and  Exchange  pi.  x  n  e  42.7  x  n 

w  8.11  X  s  1..5  X  n  w  18.4  x  s  w  8.4  x  n  w  1H1.8  to  Broadway, 

X  s  w  32.4  to  beginning. 
Broadway.   No  (i(l|   s  e  s.  3'2A  n   e  Exchange  pi.  runs  s  e  101.8  x 
New  St,   No  23     |     n  e  8.4  x  s  e  18.4  x  n  e  l.."!  xse8.ll  tonw 

s  New  St,  X  n  e  24.2  x  n  w  6(!.7  x  s  w  0.8  x  n  w  (iO.G  to  Broad- 
way,  X  s  w  3.">  to  beginning. 

Surrender  lease.  The  Consolidated  Stock  and  Petroleum  Exchange 

Building   Co    to   Walter    B   Warren,    of    Brooklyn.      July  27.      Aug 

3,    l!)(Mi.      1 :23 310,000 

Broadway.  No   1448       |  e  s,  .30.11  s  41st  st,  runs  s  22.11  x  e  78.0 
41st  st,  Nos  1.30  to  13(>|     x  s  22  x  e  20  x  s  24.8  x  e  50.0  x  n  08.0  to 

s  s  41st   st,   X  w  79.0  X  s  30  X  w  84.11   to  beginning. 

Broadway.  No   14.^.0]  s    e    cor   41st    st,    31.2x84.11x3(1x03.4 

41st  st.   No   1.38       I 

Mirabeau  L  Towns  et  al  to  The  Robert  P  Murphy  Hotel  Co;   1.5 

years,   from  Oct   1,   100(!.     Aug  0,   lOOti.     4:003.  .S'D.OOO  to  10.5,(X>0 
Lenox  av,  Nos  27<>  and  27S|s   e  cor    124th    st,  .50..5x7.5,    all.      John    R 
124th  st.  No  78  West  ]     Kelly   to  Nathaniel   B  Ellis;  0(j  years, 

from    May   1.    1007.      Aug  0,    1000.      (i:1721 

taxes.  &c.  and  4  140  and  5,000 

Madison  av.  No  410,  e  s.  61  n  48th  st,  lO.OxlOO.     James  W  Beek- 

man   to   Daniel   rteuman;   20  years,   from   Sept    1.    lOtHj.     Aug  4, 

1000 taxes.   &c.   and  3,000  to  4,(100 

Madison  av.  No  417.  e  s,  41.6  n  48th  st,  lO.OxlOO.  I 

Madison  av.   No  421.  e  s,  S(l.(>  n  4Sth  st,  lO.OxKX).  \ 

two    4-sty    stone    front    dwellings.  | 

The  Beekman   Estate   to  Daniel   Neuman:    20  years,   from  Sept   1, 

1SMK),  as  to  No  417,  and  10  4-12  years,  from  May  1,  1007,  as  to 

.\o  421.     Aug  4,_100(j.     5:1284 taxes,  &c.  and  4.0(X)  to  8,000 

Madison   av.    No    17(>8.      Assign   lease.      Addle   M   Haney   to  John    E 

Collins.      Aug  8.    1000.      0:1022 nom 

Pleasant    av.    No    208.      .Agreement    as    to   conditions    in    lease.    &c. 

Vincenzo   Gariano   and  ano  with  Henry  Mindlin.      Apr  20,   1905. 

Aug  (i,   10(10.     0:1714 nom 

Same  property.     Assign  lease.     Henry  Mindlin  to  Luigi  Petronelli. 

Aug  3.     Aug  0.  1000.     0:1714 nom 

1st  av  In   e   cor   lOtlth  st,   cor  store,   and   adj   store   and 

100th   st.    No  401 1     two    basements.      Julius    Berliner    and    ano    to 

Alfred  Sulla;  5  years,  from  Sept  1,  lOOl!.     Aug  7,  lOllO.     0:1004. 

1,. 500   and    1.800 

1st   av.    No   220,   south   store.      Enterprise   Realty   Co   to   Tonv   Sci- 

acca;   1  0-12  years,  from  Aug  1,   1000.     Aug  0.  I'.MJO.     2:441.. .540 
1st  av.   No  2042,   all.     Giacomo  Miglionico  to  Concetta  Alibertl;  5 

years,   from   Sept    1.    10(Mi.      Aug  0,   10(10.      0:1000 3.900 

1st    av,    Nos    10.57   and    10-50.      Assign   lease.      Ansonea   Madonna   to 

Thomas   Palora.      Aug   1.      Aug  3,   1000.     <i:l(i72 

other  consid  and   KJO 

1st  av.   No  10.53,  n  vi  cor  100th  st.     Assign  lease.      Amodio  Peloso 

to  Donato  or  Daniel  Vitelli.     Aug  4.     Aug  0.  100;i.     0:1072 800 

1st  av.  No  250,  s  e  s.  51.0  s  w  15th  st.  25.0x04.     Wm  W  Astor  to 

Henry  J  Kopf;   10  years,  from  May  1,  1000.     Aug  3.  lOOC.  3:040. 

taxes,  &c,  and  1  K.K) 

1st  av.  No  248,  s  e  s,  77  0  s  w  15th  st,  25.0x04.     Same  to  same;  10 

years,    from   Mav   1,    1000.      Aug  3,    1006.      3:940 

taxes,    &c,    and    1100 

1st   av,   Nos   2020   and   2028.     Surrender   lease.      Cosino   Quero   to 

Jacob  Horowitz.     July  27.     Aug  3,  1000.     0:1098 1  000 

3d   av.    No   (i.55,    all.      Edmond   J    Curry   and   ano    TRUSTEES   John 

Curry  to  Charles   Hauserman;    5  years,   from  May   1,   1000.      Aug 

9,    1000.      5:1315 1.800 

3d  av.  No  l(i20.  store  and  bake  shop.     Charles  Kroner  to  H  Peter 

Nielsen;  5  years,  from  Sept   1,  1000.     Aug  7,  10(10.     5:1.520.  .1  .3,S0 
3d  av.  No  1922.     Assign  lease.     Zadvk  Fischer  to  Adolph  Julien.     % 

part.      All    title.      July   27.      Aug  0.    lOIW!.      0:10.33 100 

3d  av.  No  17(iO.  store  door,  &c.      Sophia  Mayer  to  Solomon  Reich- 

gott;    3   years,    from   May   1.    1000.      Aug  8.    1000.      0:1025. ..  .000 
3d  av.   Nos   1833   and   183.5.      Cancellation   of  lease.      MorrisKan- 

nensohn  to  Lena  Kannensohn.     Aug  1.     Aug  3.  1000.     0:10. )1.  .nom 
3d  av.  No  403,  .3  upper  floors,  basement,  cellar.  &c.     Thos  Hackett 

to  Charles   Kallmeyer;   3  0-12  years,  from  Aug  1,  1000.      Aug  4, 

1000.     3:014 1,080 

0th  av,  Nos  280  to  203      |n   w   cor  18th  st,   65.3x100x62.0x100;   also 
ISth  St.  Nos  101  to  105   I     all   strips   adj.     Assign  lease.      Benjamin 

Altman  to  Dry  Goods  Realty  Co.     Aug  3.     Aug  4,  1906.     3:704. 

nom 

0th  av,  Nos  293  to  303  |s    w    cor    19th    st,    118.0x153x122.0x1.52.10, 
10th  St.   No   1(K)  1     Assign    lease.      Benjamin   Altman    to    Dry 

Goods  Realty  Co.     Aug  3.     Aug  4,  1900.     3:794 nom 

0th  av.  No  1044,  n  e  cor  5,Sth  st,  store  No  .5  and  cafe.  Wm  H  Bur- 
gess  to  Philip  Brod;   5  years,   from  May   1,   1910.     Aug  8,   10(Mi. 

5:1274 2,500 

6th  av.  No  270.   Agreement  modifying  lease.     Gustave  L  Morgen- 

thau  to  Childs  Company.     July  27.     Aug  8,  lOOO.     3:819 nom 

Sth   av,   No   2070 'all.       Chas    Beckmann    to    Fredk    Ostermann;     6 
142d  st    No  205  W|     vears   and   4   months,    from   Aug  1,    1900.      Aug 

7,  100(!.     7:2028 3,800  and  4,3(X) 

Same    property.      Assign    lease.      Fredk    Ostermann    to    Excelsior 

Brewing  Co.     Aug  0.     Aug  7.  1000.     7:2028 nom 

0th  av.  No  145,  store.  &c.     Emilie  Stein  to  Chas  J  McGirr;  5  yrs. 

from  Aug  1,   1900.     Aug  4,  1906.     3:716 2,400 


0th  av.  No  .SI  7.  .Assign  lease.  James  McEntegart  to  James  Ever- 
ards    Breweries.      Aug    .3      Aug    8,    1000.      4:1004 nom 

10th  av.  No  037,  n  w  cor  45th  st,  store,  &c.  Rosa  Newman  to 
Michael  O'Neill;  10  0-12  vears,  from  Aug  1.  1000.  Aug  8,  1000. 
4:1074 1,500 

BOROXTGH   OF   THE   BRONX. 

Courtlandt  av.  No  721.  lease,  bill  of  sale.  &c.  Joseph  N  Trabulsy 
and  ano  to  Shakn  N  Trabulsy  and  ano.  June  12.  Aug  8,  1900. 
0:2415 1,000 

Courtlandt  av.  No  023,  all  with  use  of  adj  lot  No  .525  Court- 
landt av.  Chas  and  David  Galewski  to  Frank  Merando;  5  yrs. 
from  Mar  1.   19(10.     Aug  9,   ]0(J0.     0:2411   780 

Tremont  av.  No  007,  all.  Luder  Hanken  to  Chas  F  Mehltretter; 
3  years,  from  Aug  1     1000.     Aug  0,   1000.     11:.3002 720 

Washington  av.  No  O.SO  store.  Anna  R  Aiken  to  D  Winter;  3 
years,    from    May    1,    1005.      Aug  3,    1000.      11:2010 300 

3d  av,  s  e  cor  170th  st,  runs  e  322  x  s  w  120  and  .50  x  n  w  109.3 
X  n  e  .50  x  n  w  200  to  av,  x  89  to  beginning.  Zeltner  Realty  Co 
to  Louis  A  Schench;  10  years,  from  May  1,  1000.  11:2025. 
Aug  8,    100;; ..,. taxes.   &c,   and   7,500 

Same  property.  Assign  lease.  Louis  A  Schenck  to  Zeltner  Casino 
Co.      June   13.      Aug   8,   1006.     11:2925 nom 

.3d  av,  3  e  cor  140th  st.  Assigns  fifteen  leases.  James  O  Parrell 
as  recvr  to  Fleischmann  Realty  and  Construction  Co.  July  31. 
Aug   0.    1001;.      0:2203 

3d  av.  Nos  28.38  to  2444.  store,  &c,  also  store  ad]  on  149th  st. 
Fleischmann  Realty  and  Construction  Co  to  United  Merchants 
Realty  and  Impt  Co;  10  9-12  years,  from  Aug  1,  1000.  0:2293 
Aug  0.   1000 ....1.5,600 

3d  av.  Nos  2.s:i,S  to  2844,  s  e  cor  140th  st.  Assigns  four  leases. 
Fleischmann  Realty  and  Construction  Co  to  United  Merchants 
Realty  and   Impt   Co.     July  31.      Aug  9,   lOOli.     9:2203 nom 


MORTGAGES 


Aug.  3.  4,   0,  7,  8  and  0 
BOROUGH    OF   MANHATTAN. 

Abraham,  Jacob  to  Frank  Schaeffler  et  al.  5th  st.  No  721.  n  s, 
233  e  Av  C,  runs  n07xel1.4xn7xe  13.8  x  s  104  to  st  x  w 
25  to  beginning.  P  M.  Prior  mort  $10,000.  Aug  1,  7  yrs,  0%. 
Aug  8.   1000.     2:375.  10,000 

■Abraham,  Jacob  to  Frank  Schaeffler  et  al.  5th  st.  No  710,  n  s, 
258  e  Av  C,  runs  n  104  x  e  30  x  s  7  x  w  5  x  s  97  to  st  x  w  25 
to  beginning.  P  M.  Prior  mort  $10,000.  Aug  1,  7  yrs,  0%. 
.4ug  8.   10(10.     2:37.5.  10,000 

.\brahams,  Joseph  to  Isaac  Shiman.  11th  st.  No  6.33,  n  s.  208  w  Av 
C,  25x1(13.3,     Aug  2.  5  years,  ->%.     Aug  3.  1000.     2:394.  2(i.0OO 

Abraham,  Joseph  and  Isaac  Shiman  with  EQUIT.ABLE  LIFE  ASSUR 
SOC  of  the  U  S.  11th  st.  No  (;33,  n  s.  208  w  Av  C,  25x103.3. 
Subordination  agreement.     Aug  2.     Aug  3,  llMJd     2:304.  nom 

ABC  Realty  Co  to  Rose  Cramer.  103d  st.  No  430,  s  s,  275  e 
Amsterdam  av,  25xll2.(i.  P  M.  Prior  mort  .$20,000.  Aug  8,  3 
yrs,  0%.     Aug  9,  1000.     8:211(.t.  5,000 

Aronson,  Philip  to  TITLE  GUARANTEE  &  TRUST  CO.  North 
Moore  st.  No  21.  n  s.  43.2  w  Varick  st,  21,7x75.  July  27,  due, 
&c,   as   per  bond.      Aug  0.   1000.      1:100.  9,000 

Altschul.  Abraham  H  to  Saml  Williams  and  ano.  Bedford  st,  Nos 
24  and  20,  n  e  cor  Downing  st.  No  33,  70x2.5.  P  M.  Prior  mort 
$17, ."00.      Aug   1.  2  years.  i>%.     Aug  4,   1000.     2:.527.  1.250 

Aronowitz,  Louis  to  ITALIAN- AMERICAN  TRUST  CO.  Riving- 
ton  st,  Nos  308  to  312,  n  s.  25.1  e  Lewis  st,  55.10xS0.9x55.0xl(X). 
Aug  2,   due  Feb   1,   1007,  0%.     Aug  3.   1906.     2:329.  30,000 

.\campora,  Michele  and  Aniello  to  Angelo  B  Longone.  97th  st. 
No  303,  n  s,  IdO  e  2d  av,  25.1x100.11.  P  M.  Aug  3,  1  year.  Or;. 
Aug  4,   1000.     0:1000.  072.07 

Afro-American  Realty  Co  to  Mary  Timble  et  al.  140th  st,  Nos  24 
to  28,  s  s  .320  w  5th  av.  runs  s  90.11  x  w  125  x  n  99,8  x  n  e  0.4 
to  s  s  140th  st  X  e  124.0,  P  M.  July  30,  3  months,  69'c.  Aug 
4,  10(10.     0:1737.  4,.500 

Berkman.  Davis  and  Abram  Gutterman  to  Bartholomew  A  Greene 
et  al  exrs  Bartholomew  Greene.  Av  B.  No  277,  e  s,  22.1  n  10th 
St.  19.10x04.10x10.11x04.10.  P  M.  Aug  1,  5  years,  5%.  Aug  4, 
IflOli.     3:084.  10,.500 

Bollt.  Abraham  to  Harris  Cohen  and  ano.  Essex  st.  No  86,  e  s. 
175.4  s  Delancey  st,  24.11x100x25x100.  Prior  mort  $22.5(X). 
July   1,   installs,  rr',.     Aug  3,  1000.     2:3.52.  21,150 

Bachrach,  Abraham  M  and  Jacob  Bernstein  with  Abraham  Simian- 
sky.  St  Marks  pi,  Nos  110  and  112,  s  s,  203.5  w  Av  A,  runs  w 
38.0  X  s  07.7  X  s  15  x  e  37.0  x  n  06  to  beginning.  Agreement 
as  to  payment   of  mortgage.     Aug  2.     .Aug  3.  1006.     2:435.       nom 

Berkman.  Davis  and  .Abram  Gutterman  to  Bartholomew  A  Greene 
et  al  exrs,  &c,  Bartholomew  Greene.  10th  st.  No  001,  n  s,  04.11 
e  .Av  B,  2S.l.x42x2S.2x42.  P  M.  Aug  1,  5  years,  57c.  Aug 
4.   10(W.     3:0,«4.  12,000 

Brennan,  Anna  M  to  Samuel  P  Savage  e2d  st.  No  129,  n  s,  239  e 
PaTk  av,  I(!x74xl0x73.1.  P  M.  June  14,  3  years,  4V4%.  Aug  3. 
1000.     5:1397.  10,000 

BuUowa.  Alfred  L  M  to  MUTU.AL  LIFE  INS  CO  of  N  Y.  Madi- 
son av.  No  18.33,  e  s.  SO  s  120th  st,  20.11x75.  July  31,  due,  &c. 
as  per  bond.     Aug  3,  1900.    6:1746.  12,500 
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GAS  COOKERS    -^  '  GAS  HEATERS 


We  Rent  a 
Qas    Range 

$3 

Per    Year 


A  handsome  up-to-date  line  of 
appliances  may  be  seen  at  our  otflceg 


SOLVE  THE  FUEL  PROBLEM 


Wc  Rent  s 
Qas     Rang» 

$3 

Per    Year 

CONSOLIDATE.D  GAS  COMPANY  OF  NEW  YORK 


CLEANLY,  EFFICIENT,  ECONOMICAL 


Brown.  Isaac  to  Bonj  Fishman.  KCith  St.  No  305,  n  s,  100  e  2d 
av.  2r).tl(H).ll.  P  M.  Prior  mort  |17,000.  Aug  1.  3  years,  6%. 
Aug  3,  I'JfHi.     (i:  11)77.  9.300 

Beckelman.  Harris  and  Jacob  Kaufman  to  Abraham  D  Weinstein. 
110th  St,  Nos  2;!r>  and  237.  n  s.  1'.>1,S  w  2d  av,  37.0x100,11.  P 
M.  Prior  raort  if.^.S.UOO.  July  31,  0  years,  0%.  Aug  4,  litix;. 
6:1COO.  13,000 

Beckelman,  Harris  and  Jacob  Kaufman  to  Abraham  D  Weinstein. 
110th  St.  Nos  230  and  241,  n  s.  154.2  w  2d  av,  37.6x100.11.  P  M. 
Prior  mort  , $38,000.     July  31,  6  years,  0%.     Aug  4,  1900.     0:1(500. 

13,000 

Beckelman,  Harris  and  Jacob  Kaufman  to  Abraham  D  Weinstein. 
110th  St.  Nos  231  and  233.  n  s.  220.2  w  2d  av,  .37.0x100.11.  P  M. 
Prior  mort  .f:!,S, (100.     July  31,  0  years,  0'7o.     Aug  4,  1900.     0:l(i(!0. 

13,000 

Bachmann,  Alfred  C  to  Wm  Lauterbach  et  al.  Cth  av,  Nos  4()(i 
and  408,  e  s,  24.S  n  28th  st,  40.4x4(K  P  M.  July  13,  due  Aug 
8,  1009,  5%.     Aug  9,  1000.     3:830.  125,000 

Bates,  Lillian  E  to  Leon  Levy.  57th  st.  No  249,  n  s,  (50  w  2d  av. 
10.8x100.5,  given  as  security  tor  payment  of  mort.  Mort  of 
$4,(HM>.  Prior  mort  .$10,500.  Aug  0,  due  July  9,  1907,  (5%. 
Aug  9,  lilOO.     5:1.331.  1.000 

Brandt,  Annie  F  to  Townsend  Wandell  and  ano  trus  for  Caroline 
H  Johnston  will  Richd  Arnold.  117th  st,  Nos  109  and  111,  n  s, 
135  w  Lenox  av,  40x100.11.  Aug  3,  5  yrs,  4yo%.  Aug  9,  1900. 
7:1902.  31,000 

Same  to  Howard  J  Haslehurst.  Same  property.  Prior  mort 
$31,000.     Aug  3,  2  yrs,  5%.     Aug  9,  lOOO.     7:1'.KI2.  2,000 

Blaustein,  Pauline  to  Michl  Lessler  and  ano.  l(.)5th  st,  Nos  08 
and  70,  s  s,  1.30  w  Park  av,  50xl(M).ll.  P  M.  Prior  mort 
.$40,000.     Aug  8,  2  yrs,  —%.     Aug  9,   190(5.     6:1010.  2,000 

Bates.  Lillian  B  to  Henry  A  C  Taylor.  .58th  st.  No  144,  s  s,  65  e 
Lexington  av,  20x80.5.  Aug  8,  3  yrs,  5%.  Aug  9,  190(!. 
5:1312.  21.000 

Bates,  Lillian  E  to  Leon  Levy.  57th  st.  No  21,  s  s,  191.3  e  3d 
av,  18.9x100.4.  Given  as  security  for  payment  of  mort  of 
$4,000.  Prior  mort  $14,300.  Aug  (i,  due  July  9,  1907,  6'/. 
Aug  9,    llMMl.      5:1.330.  1,000 

Bachrach,  Irving  and  Isaac  Schmeidler  to  American  Mortgage  Co. 
47th  st.  No  330,  s  s.  200  w  1st  av,  2.5x100.  3  yrs,  5%.  Aug  9, 
1900.     5:1339.  11,000 

Berkman,  Davis  and  Louis  H  Silver  to  Meyer  Schwartzreich, 
Monroe  st,  Nos  181  and  183,  n  w  cor  Montgomery  st,  Nos  40  to 
44,  48x7.5.     P  M.     July  31,  2  yrs,  6%.     Aug  9.  1900.     1:209.     (i.(;(IO 

Berger,  Joseph  and  Leon  Tuchman  with  Susie  K  Anderson  and  ano. 
3d  st.  No  301.  n  s.  333.4  w  Av  D.  24.7x9<).  Subordination  agree- 
ment.    July  12.     Aug  (5.  1900.     2:.37.3.  nom 

Briner.  Magdalena  to  TITLE  GUARANTEE  &  TRUST  CO,  145th 
st.  No  4.52,  s  s,  110  w  Convent  av,  10x99, 11.  Aug  (!,  1900,  due. 
&c.  as  per  bond.     7:20.59.  8.000 

Buttenwieser,  Joseph  L  with  Martin  Garone.  107th  st.  No  229 
East.  Agreement  as  to  reduction  and  extension  of  mort.  Mar  .5, 
1900.     Aug  0.  1900.     0:1(557.  nom 

Benning.  Jennie  to  Adele  Kneeland  extrx  Chas  Kneeland.  Cherry 
st.  No  (52,  n  s.  100  w  New  Chambers  st,  20.1x50.2x20.11x.55.7. 
Aug  2,  3  years,  .57^.     Aug  0,  1900.     1:111.  7,0C» 

Same  to  Union  Construction  &  Realty  Co  of  N  Y.  Same  property. 
Prior  mort  $7,000.     Aug  2,   installs,  Q%.     Aug  0,  1906.     1:111. 

875 

Benaim,  Jacob  H  to  TITLE  GUARANTEE  &  TRUST  CO.  52d  st. 
No  .531,  n  s.  375  e  11th  av,  2.5x100,5.  Aug  3,  due,  &c,  as  per 
bond.     Aug  6,  1900.     4:1081.  14.000 

Beck,  Henrietta  to  LAWYERS  TITLE  INS  &  TRUST  CO.  Am- 
sterdam av,  n  w  cor  135th  st,  30.11x1(J0.  July  13,  due  June  30. 
1911,   5%.      Aug  3,   1906.     7:1988.  73,.5()0 

Same  and  Crystal  Realty  &  Construction  Co  with  same.  Same 
property.  Subordination  agreement.  July  13.  Aug  3,  1000. 
7:1988.  nom 

Bockar,  Joseph  to  Samuel  Rosenberg.  Stanton  st.  No  270,  n  w  cor 
Columbia  St.  No  103,  24.5x59.10.  July  12,  1  year,  6%.  Aug 
3.  19(10.     2:335.  2..5(l0 

Burger,  Morris  by  Max  Burger  atty  to  Samuel  Cantor,  Rivington 
st.  No  322,  n  e  cor  Goerck  st,  Nos  .S4  to  88.  40x80.x40x81.  Re- 
ceipt for  .$5,037.50  on  account  of  mort;  also  power  of  atty.  Aug 
1.     Aug  3,   190(!.     2:324.  

Berkman,  Davis  and  Abram  Gutterman  to  Bartholomew  A  Greene 
et  al  exrs.  &c,  Bartholomew  Greene.  Av  B,  No  275,  n  e  cor  16th 
st,  22.1x(54.10x22x(i4.11.  P  M.  Aug  1,  5  years,  5%.  Aug  4. 
190(5.     3:984.  19,000 

Bernstein,  Morris  to  Theo  A  Swan  trus  for  Julia  S  Swan.  113th 
st,  s  s,  Nos  204  to  208,  05  e  3d  av,  45xl(X>.ll.  July  30,  3  yrs, 
5%.     Aug  8,   190(i.     0:1(5(52.  43,000 

Botstiber,  Nina  to  August  Kalkhof.  85th  st.  No  418,  s  s,  230.10 
e  1st  av,  29.2x102.2  .  P  M.  Prior  mort  $11,(500.  Aug  7,  3  yrs, 
5%.     Aug  S,  1900.     5:15(54.  0,.5(I0 

Same  to  Florence  K  Norman.  Same  property.  Prior  mort 
$17,.500.     Aug  7,   due,  &c,   as  per  bond.     Aug  8,   1906.     5:15(54. 

1,200 

Blum,  Harriet  to  Thomas  J  Meehan.  Wadsworth  av.  No  204,  on 
map  No  239,  w  s,  160.1  n  lS7th  st.  23,8x95.  P  M.  Aug  1,  due 
Sept   1,   1908,  — %.     Aug  8.   1906.     8:2170.  1.125 

Baldwin,  Thos  F  to  John  G  Baldwin.     Washington  st,  Nos  47  and' 
49,  e  s,  75  n  Morris  st,  25x80.     May  1,  1  yr,  5Vi%.     Aug  8,  1906.  ■ 
1:18.  2,270.50 

Bockar,  Benedict  to  Mary  E  Braine  et  al,  exrs  Daniel  L  Braine. 
Allen  st.  No  44,  e  s.  75  n  Hester  st,  25x65.7.  P  M.  Aug  2.  5 
yrs,  5%.     Aug  7.  190(5.     1:308.  20,000 

Bockar,  Benedict  to  Mary  E  Braine  et  al  exrs  Daniel  L  Braine. 
Hester  st.  No  95,  n  e  cor  Allen  st.  Nos  40  and  42.  21.10x75. 
P  M.     Aug  2.  5  yrs.  5%.     Aug  7,  190(5.     1:308.  45,(500 

Bockar,  Benedict  to  Mary  E  Braine  et  al  exrs  Daniel  L  Braine. 
Allen  St.  Nos  40  to  44,  n  e  cor  Hester  st.  No  95,  runs  e  21.10 
X  n  7.5  x  e  4.3.9  x  n  2.5  x  w  (5.5.7  to  Allen  st  x  s  100  to  beginning. 
P  M.     Aug  2.  due  Sept  (5.  lOOt).  — ",.      Aug  7.  1900.     1:308.       5.000 

Brazier,  Thomas  to  Wm  E  Wyatt  trus.  Barrow  st.  No  27,  s  s.  abt 
115  e  Bleecker  st.  .37.6x80.  Prior  mort  $12,000.  2  yrs,  5>^^. 
Aug  7,   190(5.     2:. 590.  4,500 

Binder,  Jacob  and  Jacob  Baum  to  LAWYERS'  TITLE  INS  & 
TRUST  CO.     (55th  st,  Nos  334  to  340,  s  s,  225  w  1st  av,  2  lots, 


each  37.6x1(10.     2  morts,  each  .$.30,000.    -Aug  6,  5  yrs,  5%.    Aug 
8,   190(i.     5:1439.  72,000 

Buscemi,   Vincent   to   John    F   Galvin.     Bedford  st,   Nos  31   to  3.5, 


s  w  s.  at  n  w  s  Downing  st,  Nos  35  to  4.3,  90x02.7. 

3.    1    year,    51/2'/,.      Aug  9.    lOOll.      2:.528. 
Cashman.    Ester    with    Benj    Harris.      84th    st.    No   210,    s 

Amsterdam    av,    20x102.2.      Extension    mort.      Aug    1. 

1906.      4:1'-'31. 
Cleary,    Catharine    and    Robt    J    Hubbard    to    EMIGRANT 

TRIAL  SAVINGS    BANK.      Henry   st.    No   278.   abt  45   e 

neur  st,  21.2x73.8x21x73.8.     July  28,  1  yr,  41/2%.     Aug 

1:207. 
Crystal,   Israel   to  Saml   Schulhofer.     8th  st.  No  315,  n  s 

Av  B,  20.7x09.10;   Sth  st.  No  317,  n  s,  301  e  Av 

Prior  mort  .$24,000.     Aug  6,  due  Jan  4,  1907,  6%. 

2:391. 


P  M.     Aug 

64.(k:)0 
5   s,   19(5   w 
L      Aug    9, 

nom 
INDUS- 
Gouver- 
1,   19(K5. 

9,000 
280.4  e 
B,  20.7x(59.10. 
Aug  8,  1906. 
1,200 


Cohn-Baer-Myers  &  Aronson  Co  to  C  Poyet  (inc.)  a  corporation. 
38th  st,  Nos  414  to  430,  s  s,  200  w  9th  av,  227.9x98.9;  37th  st, 
Nos  417  to  425,  n  s,  225  w  9th  av,  125x98.9.  P  M.  Prior 
mort  $1'20,(KJ0.  Aug  7,  due  Oct  31,  1906,  — %.  Aug  8,  190(5. 
3:73.5.  G3,.500 

Carpineto,  Joseph  to  Consumers'  Brewing  Co  of  N  Y.  James  st, 
No  08.  Saloon  lease.  July  23,  demand,  iS%.  Aug  8,  lf)0(5. 
1:278.  '  3,(;.54.50 

Clemens,  Peter  to  Ninety-Fifth  Street  Co.  Amsterdam  av,  Nos 
708  and  710,  w  s,  80.8  n  9kh  st,  40x100.  P  M.  Aug  (i,  installs, 
0%.     Aug  8.   19(56.     4:1242.  4,500 

Coppola,  Andrew  to  Janet  L  McVickar  et  al  trus  Janet  S  Lansing. 
Hamilton  st.  No  31,  n  s,  abt  2.55  w  Market  st,  .31x.52x4.S.9,  w  s. 
P  M.      Aug  3,  3  yrs,  5%.      Aug  8,   190(5.      1:253.  10,000 

Same  to  Wm  Burns  exr  and  trus  James  H  Goodschild.  Same 
property.     P  M.     Aug  3,   1   yr.  6%.     Aug  8,  190i;.     1:2.53.        2,000 

Cohen.  Rachel  and  Chas  and  Max  Friedman  to  Edward  Wagner. 
100th   st,   Nos   14.5   and   147,   n   s,   275   e   Amsterdam   av,   2   lots, 

each  25xl(Xl.ll.    2PM  morts,  each  .$6,000;  2  prior  morts  .$ 

each.      July   31,   due   Aug   1,   1912,   6%.      Aug  3,    1906.      7:18.5.5. 

12.000 

Caspary,  Hans  with  Wm  M  Holmes.  185th  st.  No  .5.55  West.  Sub- 
ordination agreement.     Aug  6.     Aug  7,   190().     8:2157.  nom 

Chase  Realty  Co  to  LAWYERS  TITLE  INS  &  TRUST  CO.  Sth  av, 
Nos  2424  and  2426,  s  e  cor  IMOth  st.  No  270,  49.11x100.  Aug  2, 
due  June  3(t,  1911.  57r.     Aug  3,  19(16.     7:193,5.  75,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Aug  2.     Aug  .3.  190(5.     7:193.5.  

Chase  Realty  Co  to  LAWYERS  TITLE  INS  &  TRUST  CO.  Sth  av, 
Nos  2420  and  2422,  e  s.  49,11  s  1.30th  st,  .50x100.  Aug  2,  due 
June  30,  1911,  .57,.     Aug  .3,  UMIO.     7:193.5.  (55,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to  above  mort.      Aug  3.   190(5.      7:1935.  

Crystal.  Israel  to  Benj  Garfunkle  and  ano.  .Sth  st.  No  .315.  n  s,  280.4 
e  Av  B,  20,7x09,10;  Sth  st.  No  317.  n  s,  301  e  Av  B.  20.7x09.10, 
Aug  (i,   1900.  due  Oct  1(1.    1910,  6%,      2:.391.  O.OOO 

Crystal.  Israel  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
Sth  st,  No  315,  n  s,  280.4  e  Av  B,  2O.7x()9.10.  Aug  0,  1900,  3 
years.   .5%.     2:391.  9  000 

Carter,  Hannah  M  to  N  Y  TRUST  CO.  75th  st,  s  s,  187  w  Park  av, 
1.8x102.2.     Aug  3.  3  years.  41/2'/,.     Aug  6.  190(5.     5:1.389.  2(5  000 

Crawford.  David  with  TITLE  GUARANTEE  &  TRUST  CO.  52d  st. 
No  .531  West.  Subordination  agreement.  -July  2(5.  Aug  (5.  190(5. 
4:1086.  nom 

Carr,  Grace  M  wife  Walter  L  to  Alexander  Maitland.  51st  st.  No 
(58,  s  s,  .58.4  e  6th  av,  16.8x100.5.  June  1,  3  years,  — %.  Aug  6, 
190(5.     5:12(56.  18,(K)0 

City  Mortgage  Co  with  CENTRAL  TRUST  CO  of  N  Y.  111th  st, 
Nos  (!05  to  (511,  n  s,  125  w  Broadway,  125x100,11.  Subordina- 
tion agreement.     Aug  2.     Aug  3,  19011.     7:1.S94.  nom 

Castello,  Salvatore  to  Cescidio  Boccio.  108th  st,  No  218,  s  s, 
2(52  e  3d  av,  24.(5x100.11.  P  M.  Aug  9,  due  Aug  1,  1011,  6%. 
Aug  9.   I'.HHi.      6:1657.  2,6.50 

Cohen.  Barnet  to  Regina  I'nger  and  ano.  3d  st.  Nos  .345  and  347, 
n  s,  75  e  Av  D,  40.2x9(;x40x9(i.  P  M.  Prior  mort  $49,000. 
Aug   1.  4  yrs,  0%,.      Aug  9.   I'.MIO.      2:357.  5.000 

Cumming  Construction  Co  to  City  Mortgage  Co,  Broadway,  No 
.3.341,  n  w  cor  135th  st.  No  001.  99.11x125.  Certificate  as  to 
consent  of  stockholders  to  mort  for  $30,37.5.  Aug  1.  Aug  9, 
1906.      7:2002.  

Consolidated  Stock  &  Petroleum  Exchange  Building  Co  to  Broad  & 
Beaver  Street  Co.  Broad  st,  Nos  (il  to  (19.  s  e  cor  Beaver  st, 
Nos  32  to  .3(5.  runs  e  112.2  x  s  95.10  x  w  1,10  x  s  6.11  x  w  26.6 
X  n  (J. (5  X  w  100  X  n  99. ,8  to  beginning.  P  M.  Aug  2,  20  years. 
41/2%.     Aug  3,  190(5.     1:29.  .570  000 

Cohn.  Joseph,  Wm  Cohn  and  Jacob  Ackermann  to  Julius  Valen- 
stein.  Pike  st.  No  .52,  w  s.  49  n  Monroe  st,  24x.86.  P  M.  Prior 
mort   $16. (KK).      Aug  2,   installs,  W/r.      Aug  3,   190(5.      1:274.       4  000 

Clyde  Realty  Co  to  Chas  W  Dayton.  White  st,  Nos  94  and  !l(i.  n  w 
cor  Elm  st,  or  Lafayette  st.  Nos  88  and  90.  P  M.  July  27.  due 
July  27.  I!5fl8,  .5%.     Aug  3.  VXW.     1:195 

Comerford,  Margt  to  Mary  Costello, 
Sth  av.  '25x98.9.  July  31,  due,  &c, 
3:7.";a 

Citron,  Gerson  B  to  Jacob  H  Morris. 
Park  av,  10.8x100.11.  P  M.  Aug 
6:l(il(!. 

Denison,  Felicia  L  and  Geo  H  and  Chas  F  to  Fred  Pierson.  97th 
st.  No  32,  s  s,  293  w  Central  Park  West.  18x100.11.  P  M.  Prior 
mort  .$ .     Aug  2,  1  year.  (!%.     Aug  3.  19(Xi.     7:1832.  4.00) 

Dunbar.  Annie  W  with  Eliza  J  Gamble.  215th  St.  n  s.  .300  e  10th 
av,  25.x99.ll.  Subordination  agreement.  July  30.  Aug  3,  1906. 
8:2212.  nom 

Dry  Goods  Realty  Co  to  TITLE  GUARANTEE  &  TRUST  CO.  19th 
st,  Nos  110  to  136,  s  s,  1.52.10  w  6th  av.  runs  s  100  x  w  329.7 
X  n  26.4  x  w  3  X  n  73.8  to  st  x  e  332.7:  18th  st,  n  s,  1(X>  w  6th 
av,  runs  w  375  x  n  84  x  e  .322  x  s  22.(5  x  e  .5.3  x  s  t5'2.9  to  be- 
ginning, fee;  (ith  av.  s  w  cor  19th  st.  runs  w  152.10  x  s  122.(5  x 
e  1.53  to  av  X  n  U.S. 9  to  beginning,  leasehold.  P  M.  Aug  3. 
due.   &c,   as   per   bond.      Aug  4,    1906,      3:794.  1.200,000 

Dammann.  Fredk  to  TITLE  GUARANTEE  &  TRUST  CO.  102d  st, 
Nos  42(5  and  42S,  s  s,  395  e  1st  av,  .5(1x100.11.  Aug  2.  due.  &c, 
as  per  bond.     Aug  3,  1006.     ():1()9.5.  8,000 


1(5,000 

2(ith  st,  No  317,  n  s,   17.5  w 
as  per  bond,  5%.  Aug  4,  190(5. 

1  000 
111th  St.  No  68,  s  s,  24(5.8  w 
3,  2  years,  (57o.     Aug  4,  1906. 

1,.500 


The   text   of   these   pages   is   copyrighted.      All   rights   are   reserved. 


Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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MAPLEDORAM  &  CO. 

->REAL  ESTATE  BROKERS 


Bay  Ridge  Property 
Our  Specialty 


Fifth  Ave.  and  TOth  St.,  Brooklyn,  N.  Y. 

Telci.hone,  724  Bay  EWge 
Branch  Office :  Bay  Ridge  Ave.,  cor.  Fort  Hamilton  At©, 


Davis,  Joseph  H  to  TITLE  GUARANTEE  &  TRUST  CO.  94th  st, 
No  :iV2.  s  s,  300  w  West  End  av.  75x100.8.     Building  loan.     Aug 

3,  demand,  0%-     Aug  4,  1!X)U.     4:1252.  95_.000 
Same   to   Realty  Mortgage   Co.     Same   property.     Prior  mort   $95,- 

000.     Aug  3,  demand,  — %      Aug  4,  19UU.     4:1252.  20,000 

Dunphy,  Mary  E,  Brooklyn,  N  Y,  to  East  River  Savings  Inst. 
Cherry  st,  No  175,  s  s,  abt  72  e  Market  slip,  18x(J0.\18.\ — . 
Aug  0,  3  yrs.  5%.    'Aug  9,  lUOlJ,     1:249.  3,000 

Donovan,  Rlchd  J  to  MUTUAL  LIFE  INS  CO  of  N  Y.  G8th  st,  No 
IG,  s  s,  175  w  Central  Park  West,  18x100.5.  P  M.  Aug  7,  1900, 
due,  &c,  as  per  bond.     4:1120.  12.000 

Dorb,  Henry  and  Leopold  Neustadt  to  Leopold  Linder.  Av  C, 
No  219,  w  s,  08.9  n  13th  st,  23x88x23x87.11,  P  M.  Prior 
mort  $14,CH)0.     Aug  7,  installs,  0%.     Aug  8,  1906.     2:39(3.       1,875 

Dorb,  Henry  and  Leopold  Neustadt  to  Leopold  Linder,  Av  C, 
No  217,  w  s,  45.10  n  13th  st,  22.10.x(i3x22.10x63.  P  M.  Prior 
mort  $14,000.     Aug  7,  installs,  0%.     Aug  8,  1906.     2:396.       1,875 

Diehl,  Eliz  to  MUTUAL  LIFE  INS  CO  of  N  Y.  106th  st,  No  115, 
n  s,  ISO  e  Park  av,  i:5xlU0.11.  Due,  &c,  as  per  bond.  Aug  8. 
1906.     0:1634.  7,000 

Dan,  Abraham  and  Minnie. Goldstein  to  A  Maria  Simon.  Chrystie 
st,  No  136,  e  s,  abt  50  s  Delancey  st,  25x100.  Leasehold. 
Aug  6,   1  yr,  6%.     Aug  7,   19U6.     2:419.  3,000 

Draper,  Maria  H  to  LAWYERS'  TITLE  INS  &  TRUST  CO.  Mac- 
dougal  st.  No  141,  s  w  cor  4th  st.  No  39^.,  34x86.  Aug  4,  due 
Oct  1,  1907,  4Vi%.     Aug  8,  1906.     2:543.  15,000 

Elkin,  Isaac  N  and  Alex  R  to  Barnett  Disler.  61st  st,  No  200,  s  s, 
100  w  Amsterdam  av,  25xl00.o.  P  M.  Aug  1,  due  Feb  1,  1908. 
67c.     Aug  3,   1906.     4:11.52.  2,000 

Eichhorst,  Carl  to  Rachel  Provpler.  7th  av,  No  2267,  e  s,  74.11  n 
133d  St.  25x75.    P  M.    Aug  1,  3  years,  67o.    Aug  4,  1906.    7:1918. 

11,000 

Eighty-First  Street  &  Columbus  Avenue  Realty  Co  with  METRO- 
POLITAN LIFE  INS  CO.  Columbus  av,  Nos  441  to  440,  n  e  cor 
81st  st,  Nos  51  to  57.  102.2x100.  Extension  mort  and  consent 
to  same.     July  5.     Aug  8,   190u.     4:1195.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Leopold  Horowitz. 
66th  st.  No  205  West.  Extension  mort.  July  30.  Aug  7,  1906. 
4:11.58.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Henry  Hornstein. 
06th  st.  No  207  West.  Extension-  mort.  July  30.  Aug  7,  1906. 
4:1158.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Henry  Hornstein. 
66th  st.  No  207  West.  Extension  mort.  July  30.  Aug  6,  1906. 
4:1158.       .  nom 

Estates  Settlement  Co  with  Manhattan  Mortgage  Co.  Audubon 
av,  s  e  cor  178th  st,  88.3x100.  Subordination  agreement.  Feb 
6,   1906.     Aug  6.   1906.     8:2132.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Leopold  Horowitz. 
66th  st.  No  205  West.  Extension  mortgage.  July  30.  Aug 
6,   1906.     4:1158.  nom 

Eile,  Joseph  S  to  Louis  Bachrach.  Pitt  st.  No  91,  w  s,  abt  122  n 
Rivington  st,  25x100.  Prior  mort  $30,000.  Aug  8,  installs,  6%. 
Aug  9,   1906.     2:344.  3,500 

Frank  Meyer  to  STATE  BANK.  Av  C,  Nos  33  to  41,  n  w  cor  3d 
st,  Nos  257  and  259,  96.2x90.  Aug  9.  Secures  note,  6  months, 
6%.     Aug  9.    1906.     2:386.  20.000 

Fink,  Val  to  Edgar  S  Appleby  trus.  10th  av,  e  s.  49.11  s  207th  st. 
25x100.     Aug  1,  3  yrs,  5%.     Aug  9,  1906.     8:2203.  4,-500 

Fairbanks.  Ernest  A,  Yonkers,  N  Y,  to  Emanuel  Fischer.  7th  av. 
No  1987.  e  s,  54  n  119th  st,  26.11x98.  P  M.  Prior  mort  $30,- 
000.    Aug  4.  due  Dec  3,  1007,  6-r.    Aug  6,  1908.    7:1904.  5.000 

Fitzgibbon,  Cornelius  to  Peter  W  O'Reilly  et  al  exrs,  &c,  Thomas 
Bolger.  1st  av.  No  237,  n  w  s,  at  s  s  14th  st.  No  350,  23.3x 
60.     P  M.     Aug  1,  2  yearv  5%.    Aug  3,  1906.     2:455.  35,000 

Fitzgibbon,  Cornelius  to  Peter  Doelger.  1st  av.  No  237,  n  w  s,  at 
s  s  14th  st.  No  350,  23.3x60.  P  M.  Prior  mort  $35,000.  Aug  1. 
demand,  G%.     Aug  3,  1006.     2:455.  8,000 

Feldman,  Rachel  and  Joseph  Cohen  to  Isaac  Sprung.  3d  st.  No  284, 
s  w  s.  503.3  n  w  Av  D.  18.10x100.  P  M.  Prior  mort  $20,000. 
Aug  7,   1906,  3  years.  G^c-     2:372.  4,000 

Frankenthaler,  Jacob  to  Julius  M  Cohen.  135th  st,  Nos  3  and  5. 
n  s,  25  e  5th  av,  2  lots,  each  25x99.11.  2PM  morts,  each  .$5,- 
000;  2  prior  morts.  aggregating  .$35,000.  Aug  6,  due  July  16, 
1909.  6%.     Aug  7.  1906.     6:1760.  _         10^000 

Frankenthaler.  Jacob  to  Julius  M  Cohen.  135th  st.  No  7,  n  s,  75 
e  5th  av,  25x09.11.  P  M.  Prior  mort  $15,105.  Aug  6,  due  July 
16,  1909.  O'/c     Aug  7.  1906.     6:1760.  4,145 

Frank.  Louis  to  Pincus  Lowenfeld  and  ano.  Madison  st.  No  94. 
s  s,  abt  27l>  e  Catharine  st,  25x100;  Madison  st.  No  08,  s  s, 
abt  320  e  Catharine  st,  25.2x100x25.1x100.  P  M.  Building 
loan.     July  1.  due  Nov  1,  1907,  6%.     Aug  8,  1908.     1:276.     11.500 

Fishman,  Barnet  to  Paul  Hellinger.  Pitt  st.  No  7,  w  s,  100  n 
Grand  st,  25x100.     Aug  7,   demand,   6%.     Aug  8,   1908.     2:341. 

1.200 

Feltenstein.  Moses  and  Paul  W  and  Louis  Solomon  to  Louis 
Kidansky  and  ano.  31st  st,  Nos  317  and  319,  n  s,  200  e  2d  av, 
40x08.0.     P  M.     July  27,  5  yrs,  6%.     Aug  3.  1006.     3:037.     14.200 

Forward  Ass'n,  a  corporation  to  Jacob  Kasten.  East  Broadway, 
No  175.  s  s,  abt  185  w  Jefferson  st,  26x100.  July  31,  due  Jan  1. 
1007,  6v.     Aug  8,   1906.     1:284.  5.000 

Farrell,  Michl  to  EMIGR.4NT  INDUSTRIAL  SAVINGS  BANK. 
10th  av.  No  780,  s  e  cor  53d  st.  No  454,  25.2x75.  July  31.  5 
yrs.  5  and  4V2%.     Aug  8,   1906.     4:1062.  30,0)0 

Fritz,  Saml  to  Max  Schwartz.  123d  st,  Nos  151  to  1.53,  n  s,  35  e 
Lexington  av,  runs  n  100.11  x  e  30.8  x  s  e  4  x  s  1(X)  to  st  x  w 
35  to  beginning;  all  title  to  gore  at  n  e  cor  4  ft  long  x  0..5V> 
deep.     Aug  7.  due  Nov  7.  1906.  6%.     Aug  8.  1006.     6:1772.     3,000 

Faggelle,  Joseph  to  Hyman  Romin.  2d  av.  Nos  2186  and  2188, 
e  s,  84.2  s  113th  st.  41,8x100,  except  from  above  gore,  begins 
100.10  s  113th  st  and  KM)  e  2d  av,  runs  s  3.10  xsw  —  xne  — ■ 
to  beginning.     P  M.     July  7,  5  yrs,  6%.     Aug  8,  1906.     6:1684. 

11,000 

Feldman,  Frank  and  Newman  Grossman  to  Hene  Cooper.  Division 
st,  Nos  2,52  and  2.54,  n  w  cor  Ridge  st,  Nos  1  to  5,  44. 4x84x39. 6x 
63.5.      P   M.      Prior   mort   $65,000.      Aug   1,   2   years,   6%.     Aug 

4.  190C.     1:315.  8.400 
Fischer.  Carl  to  Jules  E  Espiro.     100th  st.  No  145  West,     Exten- 
sion mort.     Mar  ft).  1904.     Aug  3.  1006.     7:1855.  nom 

Fuller.  Celia  K  to  Matilda  A  Fordon.  137th  st.  No  302,  s  s,  85  w 
8th  av,  10x99.11.  Prior  mort  $8,500.  July  2,  3  years,  0%.  Aug 
3,  1906.     7:1960.  8,500 


22,000 
Saloon 
l.OUO 
Norfolk  st.   No  142. 
1906.     2:354.         nom 


Goldstein,  Morris  to  Abraham  Weiss.  Orchard  st.  No  74,  e  s, 
137.6  n  Grand  st.  25x87.6.  P  M.  Prior  mort  .$30,500.  Aug  3, 
1906,   installs.  67c-     2:408.  2,500. 

Ginsberg,  Isaac  to  Julius  A  Ellis.  Stanton  st.  No  286.  n  e  cor 
Cannon  st,  Nos  106  to  110,  33.4x75.  P  M.  Prior  mort  $40,000. 
Aug  1.  4  years,  6%.     Aug  4.  1906.     2:330.  11,000 

Gross,  Marks  to  Philippina  Kleinhaus.  9th  st.  No  402,  s  s.  60  e 
1st  av.  20.v50.     P  M.     Aug  3,  5  years,  57c-     Aug  4.  1906.    2:436- 

7.500 

Goldberg.  Harry  to  Norman  L  Archer.  75th  st.  No  403.  n  s.  68  e 
1st  av.  20x51.     Aug  3.  1906,  5  years.  5%.    5:1470.  2.000 

Garofalo.  Patrick  to  Frank  De  Rosa.  1st  av.  No  2046,  e  s.  50.11  s 
106th  St.  25x84.  P  M.  Prior  mort  $15,000.  Aug  1,  3  years,  67c- 
Aug  3,  1906.     6:1699.  6.000 

Gladstein.  Jennie  to  Wolf  Wolkenberg.  1st  av.  No  87.3,  w  s,  25.5 
s  40th  st,  25x100.  Prior  mort  $24,700.  Aug  2,  demand,  6%.  Aug 
3,  1006.     5:1341.  2.000 

Garofalo.  Patrick  to  STATE  BANK.  1st  av.  No  2044,  e  s,  75.11  s 
106th  st,  25x84;  1st  av.  No  2048,  e  s,  25.11  s  106th  st,  25x84. 
July  30,  secures  notes,  ij%.     Aug  3,  lOOli.     6:1699.  6.000 

Goodman,  Simon  and  Barnet  Harris  to  Michl  Rosenthal,  102d  st, 
Nos  313  and  315,  n  s.  212.6  e  2d  av,  37.(>xl00.11.  P  M.  Prior 
mort  $- — .     Aug  1.  2  years.  6%.     Aug  4,  1906.     6:1674.  2.O0O 

Gens,  Frank  to  Chas  J  Egler.  104th  St.  No  242,  s  s,  150  w  2d  av, 
25x10(1.11.  P  M.  Prior  mort  $18,500.  Aug  1,  due  Feb  1,  1910, 
67c.     Aug  3,   1006.     6:1653.  9.500 

Grassi,  Pancrazio  to  Corporate  Realty  Ass'n.  50th  st,  Nos  234 
and  236,  s  s,  187.6  w  2d  av,  41.8x100.5.  Building  loan.  Prior 
Mort  $25,500.     July  31,  1  yr,  6;,.     Aug  8,  li.MMj.     5:1323.     30,000 

Gruber,  Max  and  Abraham  to  Hyman  Rechseit  and  ano.  Grand 
st.  No  474,  n  s,  75  w  Willett  st.  25x100-  P  M-  Prior  mort 
$30,000.     Aug  7,  5  yrs,  6%.     Aug  8,  i;K)6.     2:336. 

Glicksman,    Louis   to   H   Koehler   &   Co.      2d   st.    No   176. 
lease.     July  23,  demand,  6%.     Aug  8,  1906.     2:398. 

Glassheim,   Nathan  with  Abraham  Schwartz. 
Subordination   agreement.      Aug   7.      Aug  8, 

Gillies.  Homer  R  to  Wm  J  Kelly.  125th  st,  Nos  4-5  and  47,  n  s,  34.5 
e  Lenox  av,  40x09.11.  P  M.  Prior  mort  $65,000.  July  31.  1 
year,  —^c-     Aug  7,  1006.     6:1723.  10.000 

Grasser,  Geo  to  Chas  A  Robinson  trustee  for  Chas  A  Robinson  will 
Agnes  H  Robinson.  Pearl  st.  No  126,  e  s.  188.3  n  Old  slip,  25. 8x 
74.4.\22.8x76.6  s  s.     Aug  3.  3  years.  4i^7c.     Aug  6.  1906.     1:31. 

25,000 

Goldstein,  Abraham  and  Saml  Widelitz  to  Saml  Rose  and  ano. 
101st  st,  No  315,  n  s,  400  w  1st  av.  25x100.10.  P  M.  Prior  mort 
$29,350.     Aug  3,  due  Feb  3,  1909,  -%.     Aug  6,  1906.     6:1673. 

1.600 

Greenberg,  Saml  and  Philip  Lederer  to  Isaac  L  Shapiro.  Amster- 
dam av.  No  2101,  n  e  cor  164th  st.  No  469,  37.6x100.  P  M- 
Prior  mort  $53,000-  Aug  3,  due  Feb  4.  1909,  67c.  Aug  4,  1906. 
8:2111.  14.000 

Greenberg,  Saml  and  Philip  Lederer  to  Isaac  L  Shapiro.  Amster- 
dam av,  Nos  2103  and  2105,  e  s,  37.6  n  164th  st,  37.6x100.  P  M. 
Prior  mort  $37,000.  Aug  3,  due  Feb  4,  1909,  67o.  Aug  4.  1906. 
8:2111.  11,000 

Greenberg.  John  and  Meyer  Kirschenbluth  to  Max  J  Kramer  and 
ano.  Av  A,  No  1436,  e  s,  25.6  n  76th  st,  50.6x98.  Building  loan. 
Prior  mort  $28,000.     Aug  1,  demand.  67c.     Aug  4.  190G-    5:1488. 

25,000 

Gafney,  Bernard  E  and  Mary  E  Butler  children.  &c.  Owen  Gafney 
to  BOWERY  S.WINGS  B.ANK.  Houston  st.  Nos  403  and  405,  s  e 
cor  Sheriff  st,  Nos  124  to  128,  runs  s  100  x  e  100  x  n  24  x  w  -50 
X  n  76  X  w  50.     July  31.  1  year,  57c.     July  6.  1906.     2:335.     30.000 

Garofalo,  Domenico,  Brooklyn.  N  Y.  to  Angelo  Alpi  and  ano. 
Downing  st.  Nos  55  and  55^^.  n  s,  182.2  w  Bedford  st,  38.11x90. 
P  M.     Aug  8,  3  yrs,  — %.     Aug  9,  1906.     12:528-  10,000 

Same  to  same.     Same  property-     P  M.     Prior  mort  $ .     Aug  8, 

3  yrs,  — %.     Aug  9,  1906.     2:528.  6.250 

Gleich.  Harry  and  Alex  Rockmore  to  Cornelius  Daniels.  123d  st, 
Nos  333  to  341.  n  s.  220.3  w  1st  av.  103.9x100.11.  Aug  8,  1  yr. 
6%.     Aug  9.  1006.     6:1800.  55.000 

Hart,  Minnie  J  to  MUTUAL  LIFE  INS  CO  of  N  Y.  S4th  st. 
No  54,  s  s,  188  e  0th  av,  17.8x102.2.  Due,  &c,  as  per  bond. 
Aug  9.   1".XI6.     4:1197.  12,000 

Hergert,  Theo  E  to  Albert  Hinz.  135th  st.  No  46,  s  s,  260  e 
Lenox  av,  — x — x24.9.\ — .  Prior  mort  $12,000.  Aug  6,  due 
July  1,  1908,  ()".     Aug  9.   lf)06.     6:1732.  4.000 

Heifer.  Isaac  to  E.MPIRE  CITY  SAVINGS  BANK.  lG3d  St.  No  436, 
s  s,  275  e  Amsterdam  av,  25x112.6.  P  M.  Prior  mort  $20,000. 
July  25,  3  years,  5<,c.     Aug  6,  ItMJG.     8:2110.  20.000 

Hoffman,  Saml  and  Joseph  to  Standard  Operating  Co.  Ariister- 
dam  av,  n  w  cor  174th  st,  89.8x100.  Prior  mort  $115,000.  July 
11,  demand,   6^:^.     Aug  3,   1906.     8:2131.  4.000 

Heller.  Jennie  E  to  Wm  H  Eaglesoh.  3Sth  st.  No  207,  n  s,  67  w  7th 
av,  20x90.     Aug  2,   1  year,  67c.    Aug  3  1906.     3:788.  4.0U0 

Hitchcock.  Frances  to  Ernest  G  W  Woerz.  36th  st.  No  57.  n  s. 
195  e  6th  av,  20x98.9.     Aug  2,  1  year,  —%.    Aug  7,  1906.  3:838. 

25.000 

Hoffman,  Israel  to  Chase  Realty  Co.  8th  st,  Nos  2424  and  2426,  s 
e  cor  130th  st.  No  270,  49.11x100.  P  M.  Aug  2,  3  years,  67c- 
Aug  7,  1906.     7:1935.  25.000 

Harris,  Leopold  and  Adolph  Gross  to  Morris  Bernstein.  113th  st, 
Nos  204  to  208,  s  s,  95  e  3d  av,  4.5x100.11.  P  M.  Prior  mort 
$86,000.     Aug  7,  5  yrs,  6%.     Aug  8,  lOOti.     6:1662.  ^     15,750 

Haslun,  Joseph  and  James  Higgins  to  Lambert  Suydam.  165th  st, 
Nos  470  to  472,  s  s,  2110.7  e  .Amsterdam  av,  runs  s  56.6  x  n  w 
0.7  X  s  46.5  X  e  -50  x  n  102.11  to  st  x  w  49.4-  Building  loan. 
July  5,  1  vr,  6°'.     Aug  3.  190(i.     8:2111.  35.000 

Herrman  Realty  Co  to  TITLE  GUARANTEE  &  TRUST  CO.  Am- 
sterdam av.  No  1485,  e  s,  50  n  133d  st,  2.5x100.  Aug  7,  due 
&c,  as  per  bond.     Aug  8,  1906,     7:1971.  18.000 

Herrman  Realty  Co  to  TITLE  GUARANTEE  &  TRUST  CO.  Am- 
sterdam av.  No  1485,  e  s,  50  n  133d  st,  2.5x100.  Certificate  as 
to  consent  of  stockholders  to  mortgage  of  $18,000.  Aug  2. 
Aug  8,   lOOG.     7:1071.  

Hopkins.  Emily  B  to  Stephen  C  Clark.  Pine  st.  Nos  .56  and  58. 
n  s,  125.5  e  William  st,  runs  e  46.5  x  n  1-34.11  to  Cedar  st.  Nos 
26  and  28,  x  w  51.9  x  s  17.3  x  e  1  x  s  23.9  x  e  3.2  x  s  06.4  to 
beginning.     July  27,  5  yrs,  — %.     Aug  7.   1006.     1:41.         300,000 

Hornichter,  Sigmund  and  Abram  or  Abraham  Kane  to  Geo  A 
Archer.  13th  st.  No  521,  n  s,  271  e  Av  A,  25x103.3.  3  yrs,  — %. 
Aug  8,  1906-     2:407.  gold,  19,000 


The   text   of   these   pages   is  .copyrighted.      All   rights   are   reserved. 


Notice  is  hereby  given  thai  infringement  will  lead  to  prosecution. 
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KING'S  WINDSOR  CEMENT 

For  Plastering  Walls  and  Ceilings 


Elastic  in  its  nature,  can  be  applied  witli  28  per 
cent.  less  labor  and  lias  12)4  per  cent,  more  cov 
ering  capacity  than  atiy  other  similar  material 

J.  B.  KINO  &  CO.,  No.  1  Broadway,  New  York 


Kiuben  Hcalty  Co.  to  LAWYERS'  TITLE  INS  &  TRUST  CO. 
i:Oth  St.  Nos,  222  to  284,  s  s.  2'JO  e  3d  av,  4  lots,  each  4()x 
KiO.n.  4  raorts.  each  ifaS.OflO.  Aug  6,  5  yrs,  5%.  Aug  8.  lOOll. 
(!:17.s:!.  14.S,(J<10 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  morts.     Aug  (i,  Aug  8,  ]!)Oli.     (MTS;}.  

Hauben  Realty  Co  and  Adolf  Mandel  with  LAWYERS'  TITLE  INS 
&  TRUST  CO.  110th  st,  Nos  222  to  234,  s  s,.2!»0  e  3d  av.  ICO.k 
.1(10.11.     Subordination  agreement.   Aug  7.     Aug  8,  190(!.   (.):178;t. 

nom 

Henig.  Solomon  and  MichI  to  Margaretha  Schmitt.  Clinton  st,  Nos 
(!0  and  08,  e  s,  78.10  n  Rivington  st,  21.2x75.  P  M.  Aug  1, 
3  years.  (>%.     Aug  3,  IIIOI!.     2:349.  G.OOO 

Hannes,  Lazarus  to  Marcus  Rosenthal.  34th  st,  No  314,  s  s,  207. (J 
e   2d  av.   21.3x98.9.      P   M.     Aug  1,  due  Nov   1.   1906,  G%.     Aug 

3,  190(;.     3:939.  5,5U0 
Hoffman.   Israel  to  Chase  Realty  Co.     8th  av,  Nos  2420  and  2422,     ' 

e  s,  49.11  s  I30th  st.  50x100.     P  M.     Aug  3,  3  years,  (J%.     Aug 

4,  190(i.     7:1935.  20,000 
Hamilton.   Schuyler   to   Edgar   S   Appleby  trustee.      Broadway.    Nos 

227  and  229.  cor  Barclay  St.  Nos  1  and  1%,  runs  n  w  along  Bar- 
clay st  140  X  n  e  (19  x  s  e  25  x  s  w  23  x  s  e  115  to  Broadway 
X  s  w  4(i  to  beginning.  *  5-3(1  parts.  All  title.  Aug  1,  1  year. 
(i%.     Aug  9.    19(_i(i.      1:123.  12.000 

Israel,  Mary  F  to  Johanna  Muller.  115th  st.  No  203.  n  s,  80  e  3d 
av,  18x100.11.  Prior  mort  .fO.UOO.  Aug  1,  3  years,  (i%.  Aug 
4,   190i;.     U:l(i(15.  3  0(10 

Jaffe.  Louis  and  John  L  Rubinsky  to  Junction  Realty. Co.  (;7th 
St.  s  s,  100  w  West  End  av.  '_'(M)xl(HI.5.  P  M.  Prior  mort  .$47.- 
(K)0.  Aug  2,  due  Sept  10,  1907,  (IVc  Aug  4,  IdW).  4:1178.  lO.OIK) 
Jaffer,  Louis  A,  Joseph  A  Goldfleld  and  Herman  Heidelberg  to  Max 
Lachman.  14.5th  ^.  Nos  't'AH  to  .544,  s  s.  IdO  e  Broadway,  2  lots, 
each  59x99.11.  2  morts,  each  .'t;i5.(l(K».  2  prior  mort  $(;0,(KM) 
each.     Aug  3,  5  years,  {>%.     Aug  4.  19(m;.     7:297(1.  30,(XM) 

Joseph,  Blanch  V  to  J  Blackburn  Miller.  Madison  av.  No  14(11, 
e  s.  50.11  s  Kllst  st,  2.5x75.  Given  in  place  of  mort  of  .$21,000, 
dated  Sept  !),  1903,  due  Oct  1,  1911,  5%.     Aug  9,  19011.     (!:](1(M1. 

21,000 
Jame,  Isidore  and  Sol  Arnowitz  to  H  Koehler  &  Co.     Av  C,  No  155. 
Saloon    lease.      July    17,    demand,    iV/c      Aug    6,    190().     2:392. 

2,548.50 
Jaffer.   Louis   A,   Jos   A   Goldfield  and   Herman   Heidelberg  to   SEA- 
MENS  BANK  FOR  SAVINGS  in  City  N  Y.      145th  st,  s  s,   100  e 
Broadway,  2  lots,  each  5(1x99.11.    2  morts,  each  .$(J0,(X)O.     Aue  3. 
190(1,  5  years,  5%.     7:207(1.  ]2d,0(J0 

Jaffer.  Louis  A.  Jos  A  Goldfleld  and  Herman  Heidelberg  to  SEA- 
ME.'>JS  BANK  FOR  SAVINGS  in  City  N  Y.  145th  st,  s  s,  200  e 
Broadway  2  lots,  each  37.(1x99.11.  '2  morts,  each  .$45.(M)(J.  Aug 
3.   190(1,  5  years.  .5'/,.     7:"2o7(!.  90,(XK) 

Jorrisch  Max  to  Frank  Hillman  and  ano.  Bowery,  No  102,  w  s, 
abt  150  n  Hester  st,  12.0x90.  Aug  2,  due  Dec  2,  1900,  given  as 
collateral  security  for  note  to  become  due  Dec  2,  1906,  0%.  Aug 
3,    190(1.'   2:450.  3.090 

Johnson.  Mary  to  Geo  W  Folsom  committee  Margt  W  Folsom. 
107th  st.  No  108.  s  s,  175  w  Columbus  av,  25x100.11.  Aug  (1, 
3  yrs,  — %.     Aug  8.  190(1.     7:1801.  4,(J<Xt 

Josephson,  Yetta  to  Paul  Hellinger.  Allen  st.  No  183,  w  s,  50 
n   Stanton   st,   25x75.      Aug  3,    1    yr,   6%.     Aug  8,   1990.      2:417. 

1.1-25 
King,   Hanna  to   Giovanni   Lordi.     Cherry  st.   No   174,   n   s,  abt   85 
e   Market   slip.   25x114.      P   M.      Prior  mort   $14,090.      Aug   1.   4 
years.  O'/f.     Aug  3.  19(Mk     1:254.  8,000 

Koenigsberg,  Israel  and  Jacob  Goldtarb  to  Abraham  Schwartz. 
Suffolk  st.  No  170,  e  s,  125  n  Stanton  st,  25xl(X>.  P  M.  Aug  1, 
3  years,  — %.     Aug  3,   1900.     2:3.50.  l,.5O0 

Krausi,  Wm  J  to  FARMERS  LOAN  &  TRUST  CO.  10th  st.  No 
140,  s  s.  140.0  w  3d  av,  25x103.3.  Aug  3,  1900,  3  years,  -r%. 
3:871.  .  18,000 

Kirsh.  Nathan  and  SamI  Sindeband  to  Jacob  Horowitz.  1st  av. 
Nos  2(r2(l  and  2028.  e  s,  70.1  n  104th  st,  2  lots,  each  25x100. 
2  morts,  each  .$10, .500:  2  prior  morts  $15,009  each.  July  27.  3 
years.  (1%.     Aug  3,  1900.     0:1098.  21,000 

Kommer,  Martha  to  Bernard  Lynch.  98th  st,  Nos  203  and  205, 
n  s.  84.2  w  .\msterdam  av.  52.7  to  c  I  Bloomingdale  road  xlOSx 
— x84.2.  P  M.  Aug  1,  1  year.  i;%.  Aug  3,  1900.  7:1870.  15,0(X) 
Kaplan,  Harris,  Isidor  Grossman  and  Meyer  Scheinman  to  Morris 
Zabloff.  Kllst  St.  No  235.  n  s,  100  w  2d  av,  25x100.11.  P  M. 
Prior  mort  $12,400.  Aug  3,  due  Nov  2,  1907,  6%.  Aug  4,  1906. 
0:1051.  1,000 

Kramer,  Max  J.  N  Y,  and  Henry  Rockmore,  Brooklyn,  N  Y,  to 
Mathilda  A  Stier.  103d  st,  No  23,  n  s,  300  e  5th  av,  25x100.11. 
Aug  1,  5  years,  5%.     Aug  4,  19(Xi.     0:1609.  26,000 

Krancer,  Clara  to  Saml  Barnett  and  ano.  121st  st,  Nos  322  and 
324,  s  s,  225  e  2d  av,  37.0x190.11.  p  M.  Prior  mort  $40,.5OO. 
Aug  1,  due  Feb  1    19(17,  0%.     Aug  3,  19(Xi.     0:1797.  1,500 

Kosberg,  Hyman  to  Hannah  Autenreith  gaurdian  Wm  A  Auten- 
reith.  Chrystie  st,  No  90,  e  s,  1(X)  s  Grand  st,  25xl(M1.  P  M. 
Aug  2,  7  yrs,  6%.     Aug  3,   19(X>.     2:. 305.  10,500 

Kleinfeld,  Isaac  and  Isaac  Rothfeld  to  Nathan  L  Hirshfeld.  1st 
av,  Nos  1921  to  1939,  n  w  cor  99th  st,  201.10  to  KMkh  st.  No 
3;{8.  X  ItlO.  Prior  mort  $222,oiiO.  Aug  7,  due  Oct  7,  1900,  6%. 
Aug  8.   1900.     (1:1093.  10.000 

Kurlanshik.  Morris  to  Rosie  Fi,shman  and  ano.  Lewis  st.  No 
78,  e  s,  124.9  n  Rivington  st,  25x99.  Aug  7,  due  Feb  7,  1907, 
0%.     Aug  8.   1900.     2:329.  ().50 

Kornhauser,  Joseph  to  Joseph  Herzig.  Av  A,  No  1735,  w  s,  50.4 
n  99th  st,  runs  w  107  x  n  25  x  e  0.1%  x  e  lOO.lOH  to  av  x  s  25. 
Prior  mort  $10,000.     July  19,  1  year,  —%.     Aug  3,  190(3.     5:1570. 

1,500 
King.  Nora  G,  Upper  Montclair.  N  J.  and  Mary  B  Cotter,  N  Y,  to 
Peter   Doelger.      2d   av.   No   020,   6   e   cor  34th  st,   Nos  .300  and 
3(X)i4.  25x80.     Aug  3,  1  year.  57r.     Aug  4,  1900.     3:939.  4,000 

Kurzman,  Saml  to  U  S  TRUST  CO  of  N  Y.  5th  av,  No  3'24,  w  s, 
05.10  n  32d  st,  15.11xl(XJ.  Aug  2,  due,  &c,  as  per  bond.  Aug 
9.   190(1.     3:834.  175.0(J0 

Kuhn,    Wm    and    John    Lawson    with    METROPOLITAN    LIFE    INS 
CO.      158th   st,    No   003,   n   s.    KX)   w   Broadway,   50x —   to   Fort 
Washington    av.    No   9,   .55.4x — .      Agreement   as    to    reduction   of 
■  interest.   &c.      Aug  4.      Aug  9,    ItKHJ.     8:2130.  1,.575 

Kuhn,   Wm  and  John    Lawson   to   METROPOLITAN   LIFE   INS   CO. 


15$th   st,   Ko   (03,   n   s,   109   w   Broadway,   50x115.      Aus  4,   due 
Nov  1,  l.Jll,  51/2  and  5%,     Aug  9,  1900.     8;213i!.  .55,00  1 

Kuhn.  V,  .n  and  John  Lawson  to  METROPOLITAN  LIFE  INS  CO. 
Fori  Washlnston  av.  No  9,  s  s,  KJO  w  Broadway,  55.4x1 15. 3x.50x 
ill. 9.  Aug  4,  due  Nov  1,  1911,  5V4  and  5%.  Aug  9,  1900. 
8:7130.  50.0(X> 

Ka.xher,  Matthew,  Brooklyn,  N  Y,  to  Jos  Bornstein  and  ano, 
9iih  st  No  202,  s  s,  51  e  3d  av,  49x02.11.  P  M.  Prior  mort 
.$30.(XI0.     July  31,  3  years,  ii'/c.     Aug  2,   lilOO.     6:1640.  5,5(X) 

Lewine,  Solomon  and  Louis  Danis  to  Harris  Mandelbaum  and  ano. 
Amsterd.im  av,  n  e  cor  121st  St.  191,8  to  s  s  122d  st  xKX). 
Building  loan.  trior  mort  $2>Ai,0lK).  Aug  2,  1  year  6% 
Aug  9,    1900.      7:1903.  125,000 

Lipsch.tz,  Isaac  to  Dav.s  BerkJian  anJ  ano.  East  Broadway,  No 
158,  n  s,  50.4  w  Rutgers  st,  25x100.9  to  s  s  Canal  st.  No  30,  x 
28..)x93.0.  P  M.  Prior  mort  $53,500.  Aug  1,  3  yrs,  0%.  Aug 
9,   1900.     1:28.3.  13,.500 

Levy,  Leon  with  Lillian  E  Bates  and  Henry  A  C  Taylor.  58th  st. 
No  144,  s  s,  (15  e  Lexington  av,  20x80.5.  Subordination  agree- 
ment.    Aug  7.     Aug  9,   IIKIO,     5:1312.  nom 

Liggan,  Julia  to  Aaron  Coleman.  134th  st,.  No  31,  n  s,  285  w  5th 
av,  25x!l9.11,  Prior  mort  $24,(XHJ.  Aug  8,  due  Nov  8,  1906,  6%. 
Aug  9.   1906.     6:1732.  4,000 

Levy,  Isaac  and  Simon  Weinstein  to  Geo  A  Acken.  13Sth  st,  No 
507,  n  s,  150  w  Amsterdam  av,  112.6x99.11.  Prior  mort  $41  - 
009.     Aug  3,  due  Nov  3,  190(>,  6%.     Aug  4,  1906.     7:2070.      35.<KX) 

Levy,  Eugenie  to  Ferdinand  Kassler  et  al  exrs  Isaac  Hirsch.  Am- 
sterdam av.  No  1425,  e  s,  129.7  s  131st  st,  20x100.  Aug  1,  5 
years,  5'/^.     Aug  3.   V.HMJ.     7:20(55.  22,0(X) 

Lowther,  George  to  Townsend  Wandell  and  ano  trustees  for  Caro- 
line H  Johnston  will  of  Richd  Arnold,  3d  av,  Nos  431  to  439 
n  e  cor  30th  st,  Nos  201  to  205,  98.9x100.  July  24,  3  years.  5% 
Aug  3.  I'.MJO.     3:911.  1.30,(X10 

Lewinthan,  Louis  to  Adolph  Pawel.  Lewis  st.  No  227,  w  s  abt 
109  n  7th  St.  22.3x85x22.1x88.1  3  s;  Lewis  st.  No  229.  w  s',  abt 
lis  n  7th  st,  18  3x.S0.7xl8.3x82,ll,  Prior  mort  $26,500  July 
2S,    due   Jan   28,    1907,    iV/, .      Aug  3,    l!Xt6.      2:363.  1,.5(M) 

Lastfogel,  BenJ  and  Louis  Freeman  to  Morris  Punch.  Av  B,  No  221, 

e  s,  71.9  n  13th  st,  22x88.     Prior  mort  $ .     Aug  3,  1  year,  6"/, 

Aug  7,   1900.     2:390.  2.500 

Levy,  Gusta  to  Jos  Green.  Attorney  st.  No  33,  w  s,  125  n  Grand 
st,  25x100.  Aug  1.  given  to  secure  performance  of  lease  on  No 
0  Allen  st,  — %.      Aug  8,    19110.      2:34(1.  641. (i6 

Lewinthan,  Louis  to  Leopold  Gottlieb.  (Ith  st.  No  740,  s  s,  221 
w  av  D.  2'2x97.  P  M.  Prior  mort  $13,0(J0.  Aug  1,  installs'  i','/-. 
Aug  8,  1906.     2:.375.  2,(XX) 

Levinson,  Philip  to  Sigmund  Morgenstern.  Mangin  st.  No  10,  e  s. 
75  s  Broome  st,  25x51.6.  July  30,  given  to  secure  sum  of 
$1,750  on  104th  st,  Nos  115  to  121,  — %.     Aug  8,   19(XJ.     2:321. 

1,750 

Lawyers'  Title  Ins  &  Trust  Co  with  Rector,  &c.  Church  of  the 
Epiphany  in  City  N  Y.  Lexington  av.  No  203,  e  s,  74.1  n  35th 
St.  24.8x,S."').     Extension  mort.     Aug  2.     Aug  4,  1900.     3:891.    nom 

Lowe.  Charles  and  Max  Jarrisch  to  Frank  Hillman  and  Josenh 
Golding.  Houston  st,  Nos  KX)  to  100,  n  s,  120.1  e  Bowery,  runs 
s  e  75.2  X  n  e  34,11  x  w  3.1  x  n  24.3  x  e  6.3  x  n  e  40.11  x  n  w 
74  X  n  e  25.1  x  n  w  14.9  x  s  w  126.7  to  beginning.  P  M.  Prior 
mort   $84,000.     Aug  2.   1   year,  6%.     Aug  3,   1900.     2:450.       5.(X>0 

Same  to  same.     Same  property.     P  M.     Prior  mort  $129,000.     Aug 

2,  due  Dec  2,  19(Mi.  O'/f.     Aug  3,  KKXl.     2:4,56.  ■     3,000 
Lefkowitz,    Leopold    to    Phillip    Tenzer,      119th    st,    Nos    332    and 

334,   n   s,   265  w   1st   av,  35xlO(J,ll,      P  M.     Prior  mort  .$32  000 

Aug  1,   installs,  O'/r,     Aug  4,   19(Ki.     0:1795.  2,7.50 

Lesowitz,  Joseph  and  Saml  Kaufman  to  Sophie  M  Bach.     128th  st. 

No  S3,  n  s,  75  e  Lenox  av,  30x99.11.     Aug  3,  5  years,  .5%.     Aug 

4,   19(Xi.      0:1720.  35.000 

Lesowitz.  Joseph  and  Saml  Kaufman  to  Emily  S  Wood.     128th  st. 

No   79,   n   s.   105   e   Lenox   av,   30x99.11.     July  31,   5  years    5%. 

Aug  4.   19<X1     6:172(>,  33,000 

Martin,   Julia   D   widow   to   Charles   Tannenbaum.      Cedar   st,    n   w 

cor  Pearl  st,  Nos  187  and  189,  runs  n  35.6  x  w  59.11  x  s  0.6  x  w 

12.8  X  s  29.4  to  Cedar  st  x  e  71.0  to  beginning.     Aug  2,  1  year. 

5V4%.     Aug  3.  19(X.).     1:42.  11,000 

Martin.  Julia  D  to  Louis  J  de  Milhau.     Cedar  st.  n  w  cor  Pearl  st. 

Nos  1,S7  and  189,  runs  n  35, ()  x  w  .59.11  x  s  0.(3  x  w  12.8  x  s  29.4 

to  Cedar  st  x  e  71.0  to  beginning.     P  M.     July  31,  3  years,  6%. 

Aug  3.   10^3.     1:42.  47,000 

Manfredonia,   Serafluo   and   Raffaele   Branaccio   with   Irving   Bach- 

rach  and  ano.     Carmine  st.  No  05.     Extension  mort.     Aug  2.     Aug 

3,  1906.     2:582.  nom 
Meehan,  Mary  T  to  Thomas  J  Meehan.     10th  st.  No  189,  n  w  cor 

4th  st.   No  '236,  88x29.7.      Prior  mort  .$42,500.     Aug  2,  3  years, 

—7c.    Aug  3,  1900.     2:620.  7,.50O 

Maurer,   Harry  to  Nathan  Federgreen.     25th  st,  Nos  310  and  312, 

s  s.   102.6  e  2d  av,  37.6x98.9.     P  M.     Prior  mort  $35,(XX».     Aug 

1,  5  years,  0%.     Aug  3,  1900.     3:930.  15,900 

Manborgne,   Cath   E   to   Margt   E   Burns   trustee   Alice   M   Connolly, 

29th  st.  No  223,  n  s,  285  e  3d  av,  '25x98.9.     Aug  1,  3  years,  — %. 

Aug  3.   1006.     3:010.  4.300 

Mullay,   Mary   E   to   Nathan   Klau.      Lenox   av,   No  54,   e   s,  68.5   n 

112th   st,   32.0x100.      P  M.      Prior  mort  $ .      Aug  1,   3  years, 

0%.     Aug  3,  190(3.     0:1596.  7,500 

Marino,   Vincenzo  to  Henry  Elias  BreVing  Co.     111th  st,  Nos  212 

and    214    East.      Saloon    lease.      July   .31,    demand.    6%.      Aug  3, 

19(K3.     0:10(30.  6<X) 

Marks,  Marcus  M  to  Julius  Oppenheimer.     98th  st.  No  7,  n  s,  14.5.(3 

e  5th  av,  27x100.11.     Aug  6,  3  yrs,  4%%.     Aug  8,  1906.     6:1604. 

24,000 
McNulty,  Mary  to  Lillie  Whitton,     100th  st.  No  23,  n  s,  275.3  w 

Central   Park   West,   94.8   to   e   s   Manhattan   av.   No   2,   x  25.11. 

July  31.  demand,  —%.     Aug  ,8.  100(3.     7:18.36.  3,000 

McClenahan,   James   with    Mary   Bacon.      Amsterdam   av.    No   340, 

n   w   cor   70th   st,   Nos   201   and   203,   25.6x90,      Extension   mort. 

Aug  3.     Aug  4,  19<X3.     4:1108.  nom 

Marks,   Marcus   M   to   Leopold   Frank.      98th   st.   No  5,   n  s,   12.5  e 

5th  av,  20.6x100.11.     Aug  6,  3  yrs,  4i4%.     Aug  8,  1906.     6:1604. 

15,000 
Moskovitz,    Hyman,    Morris    Kurlanshik    and    Barnet    Fishman    to 

Aaron   Gottlieb.      Lewis   st.    No   78,   e   s,    124.9  n   Rivington   st. 

25x99.     P  M.     Aug  7,  installs,  6%.     Aug  8,  1906.     2:329.      11,000 


The   text   of   tliese   pages   is   copyrighted.      All   rights   are   reserved. 
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Rookiand-Rockport  Lime  Company 


Mantif  act  oxers    of   the  JoUowing   Brands    «tf 
Rockland  Lime 

EXTRA  FINISHING  LUMP  c".'™IL;: 

_  ^  Also  Sole  Manufactureri  of 

Look  for  these  words  on  the  head  of  every  barrel:  Greenpoint  Ave.  &  Newtown  Creek         FlfPPK'A  RDA^H  nf  PDPDADPn  PI  TOP  WHITD  I  lUD 

"Manufactured  by  Rockland-Rockport  Lime  Company"      Borough  of  Brooklyn.  N.  V.  City       SusuTtorl"™^^^^^^ 

DO  NOT  BE  DECEIVED  BY  AXY  SUBSTITUTE  Tcloplinno.  207  Greenpoint  on  t^a  market.  GUARANTEED  NOT  TO  PIT. 

NEW    YORK    OFFICE,    FULLER    BUILDING,    BROADWAY    AND    23d    STREET 


Marasco,  Rocco  M  to  Bronx  Investment  Co.     Broome  st,  Nos  305 

to   3G9,   s   e   cor   Mott   st,    Nos   166   to    170.      72.9xl03.8x70.8x 

108.10.     Building  loan.      Aug  4.   due   May  4,   1907,   6%.     Aug  8, 

lOOC.     2:470.  75,000 

Marks,  Marcus  M  to  Seymour  Realty  Co.     98th  st,  No  9,  n  s,  172.(1 

e    5th    av,    27.0x100.11.      Aug    0,    3    yrs,    41/,%.      Aug   8,    r.Mli:. 

0:1004.  "  24,000 

Mulhall,  John  T  to  Jennie  T  Wells.     13.3d  st.   No  208,   n  s.  212.6 

w  7th   av,  37.0x99.11.     P  M-.     Prior  mort  $33,000.     Aug  7,   due 

July  31,  1009,  — %.     Aug  8.  1000.     7:1938.  2,000 

Meyer,    Lena,    widow   and   Adolph    Kahn    to   FRANKLIN    SAVINGS 

BANK    in    City    N    Y.      2d    av.    No    1273,    w    s,    41.11    s    67th    st, 

39x100.     P  M.     5  yrs,  5%.     Aug  8.   19U0.     5:1421.  40,000 

McEvoy,   Joseph   to   Max  Borck.     118tli  st,  Nos  231  and  233,   n  s, 

231   w   2d   av,   29x100.10,   except   strip  0.2   wide   on   w  s.      P   M. 

Prior  mort  $28,000.     Aug  6,  3  years,  67c.     Aug  7,  1900.     0:1783. 

3,750 
Mendelz,  Harry  to  David  Friedman  and  ano.     10th  st.  No  33.3.  s  w 

s.   143  s  e   Av   B,   25x94.9.     Aug  3,  5  years,   6%.     Aag  7,   1906. 

2:393.  5,000 

Morrison,  Louis  and  Salomon  Schechner  to  Saml  Weinstock  and  ano. 

Rivington  st.  No  20,  n  e  cor  Chrystie  st.  No  ISO,  2.5x100.     P  M. 

Prior  mort  $52,500.     Aug  0,  5  years,  (i%.     Aug  7,  1900.     2:421. 

9.000 
Meller,  Abraham   and   David   Podolsky  to   Ernestine   Berowicz   and 

ano.     4th  st.  No  233,  n  s.  100  w  Av  B,  24.3x90.2;  4th  st.  No  231, 


n  s,  124.3 -w  Av  B,  24.3x90, 
—%.     Aug  (i,  1900.     2:400. 
Menschel,  Philip  to  Eliza  Van  Namee 


P  M.     July  31,  due  Oct  15, 


S7th  st,  No  206,  s  s. 


')xlOO.S.      P    M.      Aug   3,    5   years,    5%.      Aug   0, 


1900. 

10,(X)0 
100  e 
1900. 

21,000 


3d    av, 
5:1.532. 

Meeks,  Edwin  B  trustee  Jos  W  Meeks  to  whom  it  may  concern. 
10th  st,  No  189  West.  Certificate  as  to  reduction  of  mort.  Aug 
4.     Aug  0,  1900.     2:020.  

Markeufield  Construction  Co  to  CENTRAL  TRUST  CO  o£  N  Y. 
111th  St.  Nos  605  to  Oil,  n  s.  125  w  Broadway,  62.6x100.11. 
Aug  2.  5  years,  4H%.     Aug  3,  1906.     7:1894.  92,500 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to   above  mort.      Aug  2.      Aug  3,    1900.      7:1.S94.  

Mesner.  Max  to  Jacob  Grab.  2d  av.  No  2148,  e  s,  25.11  n  110th  st, 
25x100.  P  M.  Prior  mort  $10,000.  July  31,  6  years,  6%.  Aug 
3,  1900.     0:1082.  11.000 

Middleboro  Realty  Co  to  GERMANIA  LIFE  INS  CO  of  City  N  Y. 
12th  st,  Nos  24  and  20,  s  s,  02.0  w  University  pi.  runs  s  77.11 
-x  e  50.8  to  w  s  Uni.*jrsity  pi.  No  88,  x  s  31.9  x  w  110.10  x  s  w 
—  xn  —  xe  —  xn  100.8  to  12th  st  x  e  46.5  to  beginning.     Prior 

mort  i .     Aug  2,  due,  &c,  as  per  bond.     Aug  3,   1906.     2:. 509. 

10,000 

Middleboro  Realty  Co  to  GERMANIA  LIFE  INS  CO.     12th  st,   Nos 
24  and  26,   s  s,   62.0  w  University  pi,  — x — ,  and  University  pi. 
No  88,   w  s,   78.1   s   12th   st,  — x — .     Consent  of   stockholders  to  ,, 
mort  for  $10,000.     July  31.     Aug  4,  1900.     2:509.  

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  mort  for  $10,000.     July  31.     Aug  4,  1900.     2:500.    ■ 

Margulies,  Louis,  Edw  A  Koenig  and  Lawrence  E  Witzel,  Brook- 
lyn, N  Y,  to  Saml  Werner.  Ludlow  st.  No  IS,  e  s,  abt  175  n 
Canal  st,  25x80.  P  M.  Prior  mort  $25,000.  July  27,  5  years, 
07r.     Aug  4,  1900.     1:297.  10,000 

M  Fine  Realty  Co  to  Harris  Mandelbaum  and  ano.  116th  st, 
Nos  424  to  434,  s  s,  202.9  w  Pleasant  av,  100.3x100.10.  Building 
loan.     Aug  7,   1  yr,  0%.     Aug  9,   1900.     0:1709.  04,000 

Marshall.  Clifton  G  to  GERMANIA  LIFE  INS  CO  of  City  N  Y. 
17th  st.  No  34,  s  s,  490.0  w  5th  av,  28.0x92.  P  M.  Aug  1,  due, 
&c,  as  per  bond.     Aug  9,  1906,     3:818.  45,000 

Meyer,  Berthold  to  Philip  Wood.  West  End  av.  No  752.  e  s,  60 
s  97th  st,  40.11x100.  P  M.  Prior  mort  $43,000.  July  27,  3 
years,   6'a.     Aug   9,    1900.      7:1808.  10.000 

McNulty.  Mary  to  Sigmund  Nettel.  100th  st.  No  23,  n  s,  275.3 
w  Central  Park  West,  04.8  to  Manhattan  av.  No  2,  x2.5.11.  July 
31,  due  Dec  1,  1908,  OSf.     Aug  2.   1900.     7:1830.  3,000 

Morche.  Ernest  W  to  Annie  Koenig  and  ano  exrs  and  trustees 
August  Koenig.  10th  st.  No  007,  n  s.  138  e  Av  B,  25x74.  Aug 
7,   3   years,   5rt.  Aug   8,    1900.      3:984.  12,000 

Meryash,  Louis  to  Realty  Mortgage  Co.  1.50th  st.  No  549,  n  s, 
200  e  Broadway,  275x99.11.  Aug  3,  1906,  due  Feb  3,  1907,  6%. 
8:2115.  85.000 

Nowick.  Wm  and  Barnett  to  Morris  Goldberg.  Allen  st.  No  94,  e 
s,  75  n  Broome  st,  24.9x.S7.0.  Prior  mort  $23,000.  July  28.  3 
years,  —^Z.     Aug  3,  1900.     2:414.  10,(M)0 

Northwestern  Realty  Co  with  Henry  Dreyer.  Manhattan  av,  n  w 
cor  107th  st,  201.10  to  s  s  108th  st  x  100.  Agreement  as  to 
payment  of  .$27.-500  on  or  before  Feb  7,  1907,  and  assiguraent 
of  all  title.  &c,  to  3  agreements  dated  Feb  23,  1906.  Aug  7. 
Aug  8,  1900.     7:1843.  nom 

Newman,  Lewis  and  Joseph  Ettlinger  to  Leopold  Yesky  and  ano. 
127th  st.  No  305,  n  s.  109.0  w^  Sth  av,  2  lots  each  25.3x99.11. 
2PM  morts,  each  $4, .500.  2  prior  morts  $19, .500  each.  Aug  7, 
3  yrs,  6%.      Aug  8,   1906.     7:19.54.  9,000 

Neumann,  .  Alwin,  Dunwoodie.  N  Y.  to  EMIGRANT  INDUSTRI.VL 
SAVINGS  BANK.  2d  st,  Nos.2S  and  30,  n  s,  <il.7  w  2d  av.  runs 
n  78.1  X  w  20.0  x  w  17.10  x  s  7  x  w  2.8  .x  s  09.4  to  st  x  e  40.10  to 
beginning.  Aug  1,  5  years,  4%%.  Rerecorded  from  Aug  1,  1900. 
Aug  3.   1006.     2:458.  15,000 

NicoU,  Louis  C  and  Solomon  Merksamer  to  Pincus  Lowenfeld  and 
ano.  St.  Nicholas  av,  Nos  925  and  927,  w  s,  51.9  n  1.50th  st. 
runs  w  80  x  s  49.11  to  st  x  w  25  x  n  90.11  x  e  97.3  x  s  51.10  to 
beginning.  Prior  mort  $71,500.  Aug  6,  due  Feb  2,  1007,  6%. 
Aug  8,  1900.     8:2107.  15,000 

Ostermaun,  Fredk  to  Haaren  &  Meinken.  7th  av.  No  2401.  Sa- 
loon lease.  Aug  3,  demand,  0%,  Aug  4,  1900.  7:2012.  2,000 
Ormsby,  Frank  G  to  Laura  S  Lachenous.  22d  st.  No  36,  s  s,  205  w 
4th  av,  2().2x98.9.  Prior  mort  $85,000.  July  18,  5  years,  5%. 
Aug  6,  1900.  3:850.  20,000 
Oliver,  Mary  B  wife  Wm  B  Oliver  Jr  to  N  Y  LIFE  INS  &  TRUST  CO. 
70th   St.    No   16,   s   s,   95   w   Madison   av,   17.6x100.5.      Aug   2.   3 


years.  5%- 


Aug  3,  1906.    5:1384. 


55,000 


Oken,  Geo  with  Felix  Metzger.  133d  st.  No  144,  s  s,  300  e  7th  av, 
runs  e  24.9  x  s  27.4  x  s  72.6  x  w  24.10  x  n  99.11  to  beginning. 
Extension  mort.     Aug  2.     Aug  7,   1906.     7:1917.  nom 


Pisko,  Jenny,  wife  Edw  to  N  Y  SAVINGS  BANK  of  City  N  Y. 
115th  st.  No  114,  s  s,  105  e  Park  av,  25x100.11  Due  Sept  1, 
1911,  4%%.     Aug  S,  1906.     0:1042.  15,000 

Presbyterian  Church  on  University  pi  with  Saml  Cohen  and  ano. 
137th  st.  No  55,  n  s,  275  e  Lenox  av,  25x99.11.  Extension 
mort.     July  7.     Aug  3,   ItRKj.     0:1735.  nom 

Potick,  Samuel  and  Sidney  Stern  to  whom  it  may  concern.  121st 
st.  No  421,  n  s,  125  e  Amsterdam  av,  37.0xKXI.10.  Declaration 
and  correction  of  description  in  mortgage  dated  June  29,  1905. 
Aug  7.     Aug  8,  1900.     7:1903.  ■ 

Pfeiffer,  Sarah  to  Bernhard  Feifer.  2d  av.  No  2158,  e  s,  25.11  s 
111th  st,  25x100.     July  20,  installs,  5%.     Aug  8,  1906.     6:1682. 

4,400 

Proal,  Arthur  B  to  GREENWICH  SAVINGS  BANK.  523  st.  No 
30,  s  s,  30  e  Madison  av,  25x100.5.  P  M.  Aug  7,  5  yrs,  — %. 
Aug  8,   1900.     5:1287.  90,000 

Plonsky,  Jacob  J  to  Elise  Dietz.  97th  st.  No  150,  s  s,  239  w  3d 
av,  20x100.11.  P  M.  Prior  mort  $12,000.  Aug  1,  4  yrs, -6%. 
Aug  8,  1906.     6:1624.  7.(X)0 

Perlman,  May  to  Amelia  Rubinsky.  Allen,  st,  Nos  202  and  204, 
e  s,  55.0  s  Houston  st.  42.3x50.  All  title  to  strip  at  s  e  cor 
above,  runs  e  37.()  x  n  <l.9  x  w  37.6  x  s  0.9  to  beginning.  P  M. 
Prior   mort   $17,000.      Aug   1,   1   yr,   6%.      Aug  4,   1906.     2:417. 

4.000 

Pape,  Frederick  to  Nicholas  F  P  Behrens.  Front  st.  No  301,  s  e 
cor  Montgomery  st,  21.2x70.  P  M.  Aug  2,  5  years,  —%.  Aug  3, 
liKlO.      1:244.  12.tKX) 

Palaia.  Thomas  to  De  Witt  C  Flanagan.  1st  av,  Nos  1957  and 
19-59.     Saloon  lease.     Aug  1,  demand,  0',"<:.     Aug«5,  1906.     6:1672. 

1,800 

Perlman,  May  with  Polstein  Realty  &  Construction  Co.  1.37th  st, 
Nos  6  to  12,  s  s,  85  w  .5th  av,  1.50x99.11.  Subordination  agree- 
ment.     Aug  2.     Aug  .3,  1900.      0:1734.  nom 

Polstein,  Joseph  with  Sender  Jarmulowsky.  137th  st,  Nos  0  to  12, 
s  s.  85  w  5th  av,  150x99.11.  Subordination  agreement.  Aug  2. 
Aug  3.   190(>.     0:1734.  nom 

Polstein  Realty  &  Construction  Co  with  Sender  Jarmulowsky. 
137th  St.  Nos  0  to  12.  s  s.  .85  w  5th  av,  1.50x99.11.  Subordination 
agreement.      Aug  2.     Aug  3.  1900.     0:1734.  nom 

Pearl  Realty  &  Construction  Co  to  Polstein  Realty  &  Consrtuction 
Co.  137th  st,  Nos  6  to  12,  s  s,  85  w  Sth  av,  150x99.11.  Aug  2. 
due  Jan  10.  1907.  1;'/,.     Aug  3.  1906.     0:1734.  17.900 

Quintin.  John  B  to  Louis  Frank.  1.5th  st.  No  156,  s  s,  125  e  7th 
av.  20x103.3.  P  M.  Aug  7,  due  Sept  1,  1911,  4%%.  Aug  8. 
1906.  12,000 

Same  to  Chas  E  Harvey.  Same  property.  P  M.  Prior  mort 
$12,000.     Aug  6,  3  yrs,   5%.     Aug  8,   1906.     3:790.  3,000 

Rich,  Lawson  C  to  Cornelius  F  Kingsland  trus.  69th  st,  Nos 
217  to  221,  n  s,  20.5  w  Amsterdam  av,  00x100.5.  Aug  2,  5  vrs, 
5%.      Aug  8,    1900.     4:1101.  28,000 

Rosenberg,   Louis   to   Lottie   Hahn   and  ano.     62d  st,  No  314,   s  s, 

149.0  e  2d  av,  25x100.5.     P  M.     Prior  mort  $ :     Aug  2,  2  yrs, 

0%.     Aug  8,   1900.     5:1436.  1,000 

Rosalsky,  Otto  A  and  Bessie  Subin  to  Hyman  Romm.  2d  av,  Nos 
2192  and  2194,  e  s,  42.0  s  113th  st,  41.8x100.  P  M.  July  7,  5 
yrs,  6%.     Aug  8,  100(3.     6:1684.  12,500 

Retus,  Josef  to  H  Koehler  &  Co.  Av  A,  No  1361.  Saloon  lease. 
July  19,   demand,  6%,.     Aug  8.  190(5.     5:14(37.  l,.50O 

Rosenzweig,  Bertha  wife  of  and  Max  to  Stephen  Roeser.  Man- 
hattan av.  No  390,  e  s,  75.10  s  117th  st,  25x70.  July  31,  3  yrs, 
— %.     Aug  8,  1900.     7:1943.  17,000 

Rosson,  Thomas  to  The  Van  Buren  Land  Co.  Prince  st.  No  64,  s  s, 
7.0  w  Lafayette  st,  20.x54.9.  P  M.  Aug  6,  3  years,  5^%.  Aug 
7,  1906.     2:490.  14.(XI0 

Rubin,'  Isaak  to  Cassel  Cohen.  13th  st,  Nos  332  to  336,  s  s,  254 
w  1st  av,  4(3x103.3.  P  M.  Prior  mort  $57,000.  5  yrs,  6%.  Aug 
9,  1900.     2:454.  32,000 

Rubenstein,  Levi  W,  Saml  Lorber  and  Nathan  Leibson  to  Tannen- 
baum  &  Lowenstein.  a  corpn.     Av  B,  No  173,  s  e  cor  11th  st.  Nos 
.      600  and  Ot>2,  25x93.     P  M.     Prior  mort  $50,000.     Aug  1,  3  years, 
C,%.     Aug  0,  1900.     2:393.  4,000 

Rosentover.  Morris  and  Morris  Markowitz  to  Jacob  A  Geissenhainer 
and  ano  trustees  Henry  Elsworth.  2d  av.  No  2322,  n  e  cor  119th 
st,  Nos  301  and  303,  25.0x75.  Aug  2,  3  years,  5%.  Aug  3,  190t!. 
6:1796.  22  000 

Realty  Operating  Co  withCENTRAL  TRUST  CO  of  N  Y.  111th  st, 
Nos  130.5  to  Oil,  n  s,  12.j  w  Broadway,  125xi/2  blk.  Subordination 
agreement.     Aug  2.     Aug  3.  1900.     7:1894.  nom 

Rappaport.  Sarah  to  Annie  Pariser.  Houston  st,  Nos  398  and  4110, 
n  s,  abt  00  w  Sheriff  st,  40x00.7  to  2d  st,  Nos  289  and  291.  x40.4 
.x(35.S  w   s.      P   M.      July  23,   1   year,  O^c.     Aug  3,   1906.     2:371. 

2,000 

Rosenthal,  Alex  to  Saml  Friedman  and  ano.  Madison  st.  No  390, 
s  s.  100  e  Jackson  st,  24.i0.\95.Sx25x95.S.  P  M.  Prior  mort 
$22,0a).     July  2,  due  Mar  10,  1907,  —%.     Aug  3,  1906.     1:2(35. 

7,.500 

Riedler,  Esther  to  Annie  Feinberg.  Rivington  st.  Nos  101  and 
103.  s  e  cor  Ludlow  st.  No  126,  34.4xl(X).  P  M.  Prior  mort  $(30,- 
000.     Aug  1,  due  Nov  7.  1010,  O^r.     Aug  4,  1906.     2:410.        36,500 

Ross.  Morris  to  Isabella  Wilson.     11th  st.  No  519.  n  s.  245.6  e  Av 

A,   25x103.3.      P   M.      Prior   mort   $ .      Aug   1,    10  years.   5%. 

Aug  3,  1900.     2:405.  30,000 

Same  to  same.     Same  property.     P  M.     Prior  mort  $ .     Aug  .1, 

5  years,  0%.     Aug  3,  1900.     2:405.  5,500 

Rosenthal,  Michl  and  Albert  Price  to  Frank  Hillman  and  ano. 
49th  st.  No  .335,  n  s.  305  e  2d  av,  20x100.5.  P  M.  Aug  2,  1  year, 
6%.     Aug  3,  1906.     5:1342.  7,000 

Rogers,  Robert  to  MUTUAL  LIFE  INS  CO  of  N  Y.  61st  st.  No  48, 
s  s.  115  w  Park  av.  20x100.5.  Aug  2,  due,  &c,  as  per  bond.  Aug 
4.  1906.     5:1375.  25,000 

Richman  Realty  &  Construction  Co  to  MUTUAL  LIFE  INS  CO  of 
N  Y.  5th  av.  No  73,  n  e  cor  15th  st.  No  1.  runs  n  38.0  x  e  1(X)  x  n 
01  X  e  25  X  s  100  to  st,  x  w  125  to  beginning.  Aug  3,  due,  &c,  as 
per   bond.      Aug  4,   1900.     3:843.  500,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  ot  stock- 
holders  to   above  mort.     July  26.     Aug  4,  1906.     3:843. ■ 

Reimer,  Wilhelm  G  and  John  J  Schwartz  with  F  P  Hummel.  109th 
St.  No  205  West.     Escrow  agreement.     Aug  3,  190(3.     7:1881.    ■ 


The   text   of   these   pages   is   copyrighted.      All   rights   are   reserved. 
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The   Palmer   Lime  and  Cement  Company 

**  PAfjItlElt'S  NO,  1,  "  tliB  8lrt>nt:ortt  and  beet  brick  linio  manufjictured,  will  lay  more  brick  to  the  barrel  tliau  auy  other  lime,  ( 

Fariiaui  CIIKSIDIKK  Finisliliit;,  which  has  no  equal. 

Paliiier^N  FiiiiNliinfJTf  high  /u'raUe,  for  all  finishing  and  plastering  work. 

C'oniiet'tii'ut  A%'liite  L.inie,  especially  adapted  to  brown  and  scratch  work. 

■paliinT^K  Clieinical  L.iuie,  absolutely  high  grade. 

AIscii's  Portland  C'emcut,  for  Long  Island.  FOSTER    F.    COMSTOCK,    Manager 

Brooklyn  Station,  Telephone  14r)3  Greenpoint  Salon  Deparliiieiit :     |  49    BROADWAY      NEW    YORK 

Jersey  City  Station,  Telephone  13G2  Jersey  Telephones,  (iUlii  (;i;i  i-ijr,ii>  (Jurtluudt 


Schwartz.  Abraham  (o  MichI  Noodloman.  Norfolk  s(,  No  14'-'. 
e  s.  175  n  Rivington  st,  2.")xl(.)0.  Prior  mort  $25,000.  Aug  3, 
5  yrs,  — %.     Aug  8,  190(i.     2:3.54.  8,500 

Stapler,  Helen  L  G  wife  of  and  Henry  B  B  with  Caroline  A  Brun- 
dage  trustee  Ann  S  Young.  77th  st.  No  301,  n  s,  2.5  w  West 
End  av,  30x6.5xl8x  irreg.  Extension  mort.  May  16.  Aug 
9,    1900.      4;11S(!.  nom 

Strauss.  Simon  to  Joseph  Blau.  Amsterdam  av,  Nos  712  and  714, 
w  s,  40.8  s  !l5th  st,  40x100.  P  M.  Prior  mort  $50,000.  Aug  7, 
2  yrs,  (>%.     Aug  8,  1!KM!.     4:1242,  6,000 

Stewart,  Marietta  C  to  TITLE  GUARANTEE  &  TRUST  CO.  West 
End  av.  No  822,  s  e  cor  KXIth  st.  No  2.58,  runs  s  17.5  x  e  05.6 
X  n  7.7  X  w  8  X  n  9.10  to  st  x  w  57. (!  to  beginning.  Aug  1,  due. 
&c,  as  per  bond.     Aug  7.  1906.     7:1871.  15.000 

Susswein,  Henry  M  and  Sigmund  to  Minnie  N  Levy  admx  Max 
Levy.  105th  st,  Nos  420  to  432,  s  s,  175  w  Av  A  or  Pleasant 
av,  175x100.11.  Prior  mort  .f20,000.  Aug  6,  3  yrs,  G%.  Aug  8. 
l'.XI6.     6:1698.  .      23,000 

Smith,  Abraham  to  Jos  D  Goldstein.     Av  B.  Nos  176- and  178,  n  w 

cor   llth   st,   43.3x90.6.      P   M.      Prior  mort  $-^ .     Aug  7,   due 

June  12,  1911,  6%.     Aug  8,  1!W6.     2:40.5.  18,000 

Sarceni,  Nicola  to  H  B  Scharmann  &  Sons.  1st  st.  No  13. 
Saloon  lease.     July  26,  demand,  6%.     Aug  8,  ]9(X!.     2:456.        800 

Silberman,  Sarah  and  Louis  Gordon,  Barnett  Levy  and  Moritz 
Gruenstein  with  James  H  Aldrich  and  ano  trustees  Mary  G  E 
Aldrich.  3d  av.  No  276  East.  Subordination  agreement.  Aug 
3.     Aug  7,  1006.     2:372.  nom 

Silberman.  Sarah  to  James  H  Aldrich  and  ano  trustees  for  Mary 
G  E  Aldrich.  3d  st.  No  276,  s  s,  (i9.9  e  Av  C,  23.3x87.  Aug  7. 
19CK1,  5  years,  —</(.     2:. 372.  gold.  19.000 

Styles  &  Cash,  a  eorpn.  to  Bond  &  Mortgage  Co.  14th  st.  No  135, 
n  s.  325  e  7th  av,  2.5x103.3.  Aug  7,  lOCMi,  due,  &c,  as  per  bond. 
3:790.  05,000 

Same  to  same.  Same  property.  Certifica'te  as  to  consent  of  stock- 
holders to  above  mort.     July  16.     Aug  7,  1906.     3:790.  nom 

Schlanger.  Solomon  H  to  Samu  Greenfeld  and  ano.  Grand  St.  No 
462,  n  w  eor  Pitt  st,  Nos  1  to  5,  25x100.  P  M.  Prior  mort 
.'i;69,0OI(.      July  9,   due   Aug  1,    1911,   (i%.     Aug  7,   1900.      2:341. 

8,000 

Stoiber,  Louis,  Brooklyn,  N  Y.  to  N  Y  SAVINGS  BANK.  Essex 
st,  Nos  110  to  114,  e  s,  157  s  Rivington  st,  runs  e  (iO  x  n  .32  x 
e  40  X  s  101.6  X  w  100.4  to  e  s  Essex  st  x  n  69.6  to  beginning. 
P  M.     Aug  8.  5  yrs,  41/2%.     Aug  9,  11X)6.     2:3.53.  70.000 

Schapiro,  Herrls  to  Mary  E  Fitts.  Pitt  st.  No  11,  w  s,  1,50  n 
Grand  st,  25.8x128.5.     5  yrs,  5%.     Aug  9,  1900.     2:341.         32,000 

Same  to  Esther  Stamper.  Same  property.  Prior  mort  $32,000. 
Due  Feb  14,  1911.  6%.     Aug  9,  190<i.     2:341.  10.000 

Simpson,  Geo  R  to  Adele  Kneeland  extrx,  &c,  Charles  Kneeland. 
New  Chambers  st.  No  82,  on  map  Nos  82  and  84,  s  s,  12,5.3  w 
Cherry  st,   runs  w  41.10  x  s  31.10  x  s  again  43.4  x  e  20.11  x  n 

43.8  X  e  11.2  to  beginning.     P  M.    July  31,  3  years,  5%.     Aug  6, 
1906.     1:111.  13,000 

Simpson,  Geo  R  to  Union  Construction  &  Realty  Co.  New  Chambers 
st,  Nos  82  and  84,  s  s,  125.3  w  Cherry  st,  runs  w  40.10  x  s  75.2 
X  e  20.11  X  n  43. ,S  x  e  10  x  n  —  to  beginning.  P  M.  Prior  mort 
$13,0(.M1.      July  31.  3  years.  SVs'/r.     Aug  0.  1906.      1:111.  1,800 

Schendel,  Saml  to  Frank  Taus  and  ano.  109th  st.  No  232,  s  s,  225 
w  2d  av,  2.5x100.  P  M.  Aug  3,"  3  years,  6%.  Aug  6,  1906. 
6:1658.  8,000 

Sattenspiel  Frank  and  David  Rachmiel  to  H  Koehler  &  Co.  Lewis 
st.  No  60.  Saloon  lease.  Nov  1,  1905,  demand,  6%.  Aug  6. 
1906.    2:328.  654 

Smith,  Russell  W  to  Austin  Browne.  15th  st,  Nos  234  to  242,  s  s, 
444.4  w  7th  av,  90xl<13x91. 7x103.3.  P  M.  Aug  1,  installs,  6%. 
Aug  3,  ICMW.     3:764.  .  5,000 

Schultz,  Abram  and  Louis  Winkler  to  Sophia  Mayer.  Division  st, 
Nos  54  and  56,  n  s,  81.1  e  Chrystie  st,  runs  n  w  73. G  x  n  e  3.11 
X  s  e  .39.3  X  s  w  5  X  w  3.9  x  s  .52.10  x  w  28.  P  M.  Prior  mort 
$28.7.50.     Aug  1,   installs,  O'/c.      Aug  3,   1906.      1:289.  5,875 

Siragusa,  Francesco  to  Kips  Bay  Brewing  and  Malting  Co.  Eliza- 
beth st,  Nos  244.  Saloon  lease.  Aug  3,  demand,  6%.  Aug  4, 
1906.     2:492.  325 

Solomon,  Israel  to  Morris  Goldstein.  Monroe  st.  No  89,  n  s,  135.7 
e  Pike  st,  25.1x100.  P  M.  Prior  mort  $22,000.  Aug  2,  2  years, 
6%.     Aug  3.   1906.     1:272.  1,000 

Solomon,  Israel  to  Fannie  Lesser.  Monroe  st.  No  89,  n  s,  135.7  e 
Pike  st,  25.1x100.  P  M.  Aug  2,  due  Nov  1,  1007,  6%.  Aug  3, 
1906.      1:272.  1,500 

Simiansky,  Abraham  to  Abraham  M  Bachrach  and  ano.  St  Marks 
pi,  Nos  110  and  112,  s  s,  293.5  w  Av  A,  runs  w  38.9  x  s  97.7  x  s 
15  x  e  37.6  x  n  96  to  beginning.     P  M.     Aug  2,  4  years,  6%. 

•  Aug  3,  1906.     2:4.35.  2,600 

Strauss,   Saml   to   Louis  Kean,  a  corporation.     3d  st.  No  41,8,   s  s, 

90.9  w  Tompkins  st,  40.4x68x40x62.11.     P  M.      Prior  mort  $20,- 
500.     Aug  1,  due  Feb  1,  1912,  6%.     Aug  3,  1906.     2:.356.    _  11,000 

Strauss,  Saml  to  Louis  Kean,  a  corporation.  3d  st.  No  416,  s  s, 
131.1  w  Tompkins  St.  40.4x68x40x62.11.  P  M.  Prior  mort  $20,- 
500.     Aug  1.  6  years.  6%.     Aug  3,  1906.     2:3.56.  11.000 

Select  Realty  Co  to  James  M  Crafts  and  ano  trustees  Ogden  Hag- 
gerty  for  benefit  Clenlence  H  Crafts,  &c.  54th  st,  No  349,  n  s, 
IfW  w  1st  av,  20x100.    Aug  3,  3  years,  5%.    Aug  4,  1906.    5:1347. 

7,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Aug  3.     Aug  4,  190.     5:1347. 

Steinmann  Realty  Co  to  Eastern  Crown  Realty  Co.  76th  st.  No  .506 
s  s,  148  e  Av  A,  25x102.2;  76th  st,  No  508,  s  s,  173  e  Av  A,  25x 
102.2;  76th  st.  No  510,  s  s,  198  e  Av  A,  25x102.2.  P  M.  Aug  2, 
due  July  1,   1907,  6%.     Aug  3,   1906.     5:1487.  1,650 

Scharf,  Josef  to  John  J  Sullivan.  1st  av.  No  2366,  e  s,  76.11  n 
121st  st,  26x73.10.  P  M.  Prior  mort  $10,000.  Aug  1,  5  years, 
C%.     Aug  4,  1906.     6:1809.  5.750 

Scher,  Sara  and  Jennie  Faden  to  Joseph  L  B  Mayer.     97th  st,  No 

217,   n  s,  262.6  e  3d  av,  24.Gxl00.ll.      P  M.      Prior  mort  .$ . 

Aug  2,  5  years,  G%.     Aug  3,  1906.     6:1647.  6,750 


SicKcI.  Simon  iuicl  Saml  Ko.li  lu  Ceo  Vassar.  Sr,  Kllth  st,  Nos  234 
and  2.'!6,  s  s,  212.6  w  2d  av,  37,6x100.11.  Aug  1,  3  years,  5%. 
Aug  4,  1906,     6:1653.  38,000 

Schwartz,  John  J  to  Wilhelm  G  Reimer.  109th  st,  No  205.  n  s, 
125  w  AmsterSam  av,  25x100.11.  P  M.  Prior  mort  $21,000. 
Aug  1,  3  years,  6%.     Aug  3,  1906.     7:1881.  8,000 

Springer,  Moses  R  to  Max  Silberberg.  116th  st.  No  228,  s  s,  42,5  e 
8th  av,  runs  s  103.7  x  n  e  8.10  x  e  Iti.lO  x  n  KXtll  to  s  s  st.x  v^ 
25  to  beginning.  P  M.  Prior  mort  $30,000.  Aug  2,  3  years, 
— %,     Aug  3,   1906.     7: J 831.  5,500 

Siculer,  James  to  Eastern  Crown  Realty  Co.  123d  st.  No  154.  s  s, 
285  w  3d  av,  25xl(X).ll.  Prior  mort  .$26,000.  Aug  2,  due  May  30, 
1909,  67c.     Aug  3,  1906.     6:1771.  8,000 

Silverson,  Abraham  to  STATE  BANK.  12Sth  st  ,Nos  79  and  83,  n 
s,  75  e  Lenox  av,  60.x99.11.  Aug  3.  Secures  note,  6%.  Aug  4, 
1900.     6:1726.  12,000 

Singer,  Martha  to  Saml  Cohen  and  ano.  137th  st.  No  55,  n  s,  275 
e  Lenox  av,  25x99.11.  P  M.  Prior  mort  $20,000,  Aug  1,  2  yrs, 
G%.     Aug  3,  1906.     6:1735.  2,100 

Silberman,  Saml  J  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
East  Broadway.  No  .38.  n  s.  280  e  Catharine  st.  24. 11x69.8x24. llx 
69.10  w  s.     Aug  3,  1  year,  41/29;.     Aug  4,   1906.     1:281.  16,000 

Turchin.  Meyer  V  to  Abraham  Lantzman.  Willett  st,  No  3.3,  w  s, 
1.50  s  Delancey  st,  old  line,  2.5x100.  P  M.  Aug  1,  1  year,  6%. 
Aug  3,  1906.     2:337.  1.000 

Tyler,  James  G  to  Eliza  J  Gamble.  215th  st,  n  s,  30O  e  10th  av,  25x 
99.11.  Prior  mort  .$3,.500.  June  12,  due  May  5,  1905,  5%%.  Aug 
3,   1906.     8:2212.  1,000 

Timpson,  Mary  C  to  GREENWICH  SAVINGS  BANK.  Nassau  st, 
Nos  60  and  62.  e  s,  42.3  n  Maiden  lane,  runs  n  30.1  x  e  20.8  x  n 
7.3  X  s  e  22  X  s  17.4  x  w  20.3  x  s  15.G  x  w  20.0  to  beginning: 
Aug  7,  1906,  5  years,  iy^'/c     1:67.  .        8,000 

Tishman,  Julius  to  August  Ruff.  Av  A,  Nos  211  and  213,  n  w  cor 
13th  st,  Nos  447  to  451,  51.8x1(10.  Due  Nov  7,  1906,  6%.  Aug 
7,  1906.     2:441.  10,000 

U  S  Mortgage  &  Trust  Co  with  Nathan'  Ottinger.  Columbus  av, 
Nos  31  and  .33,  e  s,  40.5  s  Gist  st,  40x70.6.  Extension  mort, 
July  31.      Aug  8,    1906.      4:1113.  nopi 

Urban,  Adolph  H  to  Susanna  Orth.  llth  av.  No  .502,  e  s,  74.1  n 
39th  st,  24. ,8x100.  P  M.  Prior  mort  $18, .500.  Aug  1,  2  yrs,  6%. 
Aug  3,  1906.     3:711.  4,000 

Voipe,  Leonard  to  Lion  Brewery.  Hester  st.  No  20O,  and  Baxter 
st.  No  130.  S£.loon  lease.  July  16,  demand,  0%.  Aug  4,  1906. 
1:207.  .  866.25 

Van  Cott,  Mary  C  to  American  Mortgage  Co.  Amsterdam  av.  No 
1741,  e  s,  25  n  146th  st,  24.10x100.  5  yrs,  4%%,  Aug  8,  1906. 
7:2061.  26.000 

Weekes,  Henry  de  F  with  Isaac  Male.  Market  st.  No  05.  Ex- 
tension mort.     Apr  18,  1905.     Aug  6.  1906.     1:253.  nom 

Wolper,  Max  and  Saml  Cantor  to  Abraham  L  Kass.  llth  st,  Nos 
528  to  532,  s  s,  370.6  e  Av  A,  60.\94.S.  P  M.  Prior  mort 
$69,000.     Aug  2.  8  yrs,  0%.     Aug  8.  1906.     2:404.  20,000 

Wood,  Fernando,  Englewood,  N  J,  to  Jackson  Architectural  Iron 
Works,  a  corpn.  Boulevard  Lafayette,  w  s,  425.4  s  from  s  bound- 
ary of  Fort  Washington  Park,  runs  w  100  x  s  .50  x  e  100  to 
Boulevard  Lafayette  x  n  .50  to  beginning.  P  M.  Aug  6,  due  July 
16,   1909,  —'/c.     Aug  7.   1906.     8:2140.  5,000 

Weiss,  Rachel  to  Isaac  Shiman.  llth  st.  No  635,  n  s,  183  w  Av  C, 
25x103.3.     July  31,  due  July  1,  1911,  5%.     Aug  7,  1906.     2:395. 

26.000 

Weiss.  Rachel  and  Bernard  Ojzykis  with  Isaac  Shiman.  llth  st, 
No  G3.5  East.  Subordination  agreement.  July  31.  Aug  7,  1906. 
2:. 394.  nom 

Weiss.  Rachel  and  Isaac  Shiman  with  EQUITABLE  LIFE  ASSUR 
SOC  of  the  U  S.  llth  st.  No  635  East.  Subordination  agree- 
ment.    July  31.     Aug  7,  1906.     2:394.  nom 

Wolf,   Charles  to  Benj   M   Gruenstein  and  ano.     Lewis  st.  No  113, 

w   s,    175.1    s   Houston    st,    25x100.2.     P   M.      Prior   mort   $ . 

Aug   1,   5   years,   6%.      Aug   7,   1906.     2:330.  10,900 

Warneke,  Mena  to  Eliza  Dean.  78th  st.  No  448,  s  s,  94  w  Av  A, 
25x102.2.     5  yrs,  — %,.     Aug  7,  19(16.     5:1472.  8,000 

Weinberg,  Max  and  Herman  Sudzen,  Brooklyn,  N  Y,  to  Hyman 
Horwitz.  146th  st,  s  s,  180  w  Amsterdam  av,  120x99.11.  Prior 
mort  $235,000.  Aug  2,  due  Feb  1,  1907,  — %.  Aug  8,  1906. 
7:2077.      '  10,000 

Weil,  Leah  A  P  to  Archibald  A  McGlashan  and  ano  trustees 
Woolsey  Hopkins.  77th  st.  No  109,  n  s,  100  w  Columbus  av, 
runs  n  1(X».8  x  w  3.2  x  n  3.2  x  w  15.4  x  s  10O.4  to  st  x  e  18.6 
to    beginning.      Aug    8,    3    years,    —%.      Aug   9,    1906.      4:1149. 

20.000 

Wallach,  Hayman  and  Nathan  Reisler  to  North  American  Mort- 
gage Co.  180th  st,  s  s,  100  w  Amsterdam  av,  75x100.  Prior 
mort  $31,000.  Aug  3,  due  Nov  3,  1906,  6%,     Aug  6,  1906.  8:2152. 

5,500 

Winslow  Realty  Co  to  Elm  Realty  Co.  176th  st,  proposed  s  s,  144  w 

Amsterdam  av,  131x99.11.     Prior  mort  $ .     July  21,  demand, 

(j%.     Aug  6,  1906.    8:2132.  10,000 

Same  to  same.     Same  property.     Consent  of  stockholders  to  above 

mort.     July  21.     Aug  6,  1906.     8:2132.  

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to   above   mort.     July  27.     Aug  6,   1906.     8:2132.  

Wallenstein.  Saul  to  LAWYERS  TITLE  INS  &  TRUST  CO.  96th  st, 
Nos  GS  to  74,  s  s,  100  w  Park  av.  2  lots  ,each  .50xlOtK8.  2  morts. 


- —  each  .$60,000.     Aug  2,  5  years,  5%-     Aug  3,   1906. 


120,000 


Wilner,  Leon  to  Josiah  W  Place.  Broad  st.  No  108,  n  w  cor  Water 
St.  Nos  IS  and  20.  31x74.11x31x69.2.  Aug  1,  due  Feb  1,  1907, 
— "/r.      Aug  4,   1906.      1:8.  notes,   10,000 

Wagner,  Eliz  to  Wm  Kuhn.     Fort  Washington  av.  No  9,  s  s,  100  . 
w   Broadway,   55.4x115.3x50x91.9.   all    title    to   gore   at   n   w   cor 
above,   1.7   on  c  1  1.59th  st  x   1.10.     P   M.     Prior  mort  $50,000. 
Aug  8,  3  yrs,  6%.     Aug  9,  1906.     8:2136.  10,000 

Same  to  John  Lawson.  Same  property.  P  M.  Prior  mort  $60,000. 
Aug  8,  1  yr,  6%."    Aug  9,  1906.     8:2136.  5,000 
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White.  John  J  to  Sheldon  Hopkins  et  al  exrs  Woolsey  Hopkins. 
Tilth  St.  No  L!2().  s  s.  lis;!  w  Amsterdam  av,  17xKI2.2.  P  M. 
Prior  mort   Sm.tKHI.      Aug  IS,  Ii  yrs.  i\%.      Aug  I),    1U(J(>.      4:1170. 

5.000 
Wagner,  Eliz  to  Wm  Kuhn.     158th  st,  No  tiOS.  n  s,  100  w  Broad- 
way. 50x115.(5.     Prior  mort  $55,000.     Aug  8.  3  yrs,  0%.     Aug  0. 

liHIO.     (I:213().  '  14,000 

Same    to    John    Lawson.      Same    property.      Prior    mort    $09,000. 

Aug  8,  1  yr,  (!%.     Aug  0.   1000.     0:2130.  5,000 

Wallace.  Priscilla  to  Michl  F  Joyce  and  auo.     90th  st.  No  68,  s  s, 

100.10  e   Columbus  av,   runs  s  w  8.2  x  s  92.0  x  e  20  x  n  100.8 

to  st,  X  w  19.2.     P  M.     Prior  mort  $20,0<K).     Aug  1.  1  year,  G%. 

Aug  4,  190t).    4:1209.  3,500 

Wittman.  Geo  and  Louis  Mattern  to  Philip  Hunt.     102d  st.  No  41G, 

s  s    270  e  1st  av.  25x100.11.     P  M.     Prior  mort  ,$7,000.     July  26, 

3  years,  0%.     Aug  4.   1900.     0:1095.  4,800 

Weinstein,  Jacob  and  Max  Lurie  to  Julia  L  Butterfleld.     129th  st.  n 

s,  341.8  e  Lenox  av.  50x99.11.     Aug  2,  5  years.  5%.     Aug  3.  1900. 

6:1727.  00,000 

Wallach,   Hayman  and  Nathan  Reisler  to  Margt  S  Brandreth  et  al 

trustees   Ralph   Br.indreth.      l.SOth  st,  s  s,   UK)  w  Amsterdam  av. 

2  lots,  each  37.0x100.   2  morts.  each  $31,000.   Aug  2,  5  years,  5%. 

Aug  4,   19()i;.      8:2152.  62,000 

Yesky.    David   and   Leopold    to    Julia   L    Butterfield    trus   Fredk    P 

James.     127th  st,  No  305.  n  s.  I<l9.(i  w  Sth  av,  25.3x99.11.     Aug 

7,  5  yrs,  5%.     Aug  9.  1900.     7:19.54.  19,500 

Yesky.  Leopold  to  Julia  L  Butterfleld  trus  Fredk  P  James.     127th 

st,  No  307.  n  s,  134.9  w  8th  av,  25.3x9!t.ll.     Aug  7,  5  yrs,  5%-. 

Aug  9,  1900.     7:1054.  19,500 

Young,   Wm  T  to  John  J  Buckley  guardian  Frank  J  Gebhard  et  aTl. 

10th   av.    No  447.    w   s.   24.9  s  35th   st.   24.SxlO<(.      P  M.      Aug  2, 

due  as  per  bond  5  and  'tW/c-     Aug  3.  1900.     3:706.  12,049.05 

Same  to  Ettie  V  V  Knox.     Same  property.     P  M.     Aug  2,  3  years, 

5  and  5%%.     Aug  3,  19(10.     3:700.  6,000 

Zindler.  Tobias  and  Joseph  Yanover  to  Fredk  H  Nadler.     139th  st, 

Nos  47  and  49.  n  s.  3(10  e  Lenox  av.  .50x99.11.     P  M.     Prior  mort 

$42,000.     July   1.  5  years,  O'v.     Aug  4.   lOOC.     (•,:1737.  12.0(XI 

BOROUGH   OF    THE   BRONX. 

Under  this  head  the  •  denotes  that  the  property  is  located  In  th« 
new  Annexed  District   (Act  of  1895). 

Bussel,  David  to  Clara  Bernstein.  Morris  av,  No  1063.  w  s.  325.10 
n  l(;5th  St.  25x1(10.10x25x100.11.  P  M.  Aug  0,  2  years,  6%. 
Aug  7,  1906.     9:2448.  1.000 

*Bernabo,  Giovanni  or  Giwanni  and  Louis  to  Hyman  t'ast.  Plot 
begins  45  w  White  Plains  road,  at  point  225  n  Morris  Park  av. 
runs  n  25  X  w  100  x  s  25  x  e  100  to  beginning,  with  right  of  way 

-  to  Morris  Park  av.  Prior  mort  $2,800.  Aug  1,  installs,  6%.  Aug 
7,   1906.  9U0 

*Blaha,  Joseph  to  Philip  Mosey  and  ano.  13th  st,  s  s,  230  w  Av 
C,  25x103,   Unionport.      P   M.      Aug  8.   1   yr,   5%.     Aug  9.   19(J0. 

1.000 

♦Basso,  Vincenzo  to  Michael  Bellerscio.  Wallace  av,  e  s,  100  s 
Bartholdl  st,  25x117.8.  P  M.  Aug  2,  due  Aug  2,  1911,  6%.  Aug 
3,  1906.  SOO 

*Brown,  Wm  I  to  Wm  W  Penfleld.  Lots  155A  and  15aB  map  sub- 
division of  portion  of  Penfleld  property.  P  M.  Aug  1,  3  years. 
,5%.     Aug  4,  1906.  900 

Barany.  Ella  to  V  Loewers  Gambrinus  Brewery  Co.  3d  av.  No 
3401.     Saloon  lease.     Aug  3,  demand.  0%.     Aug  6,  1906.     9:2371.  _ 

l,48iJ 

*Bally,  Julian  and  August  Ttelt  to  Bickers  Realty  &  Security  Co. 
Robin  av,  e  s,  200  s  Tremont  road,  25x100.  P  M.  Aug  4,  3 
years,  5%-     Aug  6,  1900.  oOO 

Budke  Margaretha  to  Henry  Schwanewede.  Intervale  av,  w  s. 
41)6.11  s  167th  St.  25x82.3.  P  M.  Aug  6,  1906,  3  years,  57o. 
10:2700.  5000 

♦Barthel,  John  W  to  Mary  Lofink.  Bronx  Terrace,  e  s.  being  n  2o 
ft  of  lot  1178  map  Wakefield,  2.5x105;  Bronx  Terrace,  e  s.  25  s 
lot  1177.  runs  s  25  x  e  105  x  n  25  x  w  105  to  beginning,  being 
part  lot  1178  same  map.  P  M.  Aug  2,  5  years,  — %.  Aug  3. 
1906.  1.500 

Belmont  Realty  &  Construction  Co  to  Nathan  N  Cohen.  Hoffman 
st,  e  s,  283  s  Pelham  av,  25x118x25x117.11;  Hoffman  st,  e  s,  26  n 
189th  st,  37x118x37.3x118.3.  except  part  for  st.  Aug  1,  1  year. 
— %.     Aug  4,  1906.     11:3007.  '  3.000 

Same  to  same.  Same  property.  Certificate  as  to  conseiit  of  stock- 
holders to  above  mort.     Aug  1.     Aug  4.  190(5.     11:3067.  

Banhahn  Realty  Co  to  City  Mortgage  Co.  150th  st.  s  w  s,  at  s  e 
s  Fox  st,  210  to  n  w  s  Southern  Boulevard  xlOO.  Building  loan. 
Prior  mort  $130,000.     July  17,  demand,  6%.  Aug  3,  1906.  10:2720. 

20,(X)0 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     July  17.     Aug  3.  1900.     10:2720.  

B  G  F  Realty  Co  with  City  Mortgage  Co.  lotith  st.  s  s,  extends 
from  Southern  Boulevard  to  Fox  st,  — xlOO.  Subordination 
agreement.     July  13.     Aug  3.  1906.     10:2720.  nom 

♦Benoist.  Louis  to  Christian  Hellgren.  Classon  av,  w  s,  51  s 
Mansion  st,  25x1015.3.     Building  loan.     Aug  6,  3  yrs,  5%.     Aug  7, 

1906.  asTO 

♦Bringman,  Annie  to  Andrew  G  Anderson.  Hancock  st,  w  s,  2iO 
n  Columbus  av,  25x100.  Prior  mort  $3,250.  Aug  1,  3  yrs,  5%%. 
Aug  6,  1906.  1,150 

*Byrnes,  Chas  J  to  Martha  Gamble.  224th  st,  s  s,  3.55  w  4th  av, 
25x114    Wakefield.     Aug  1.  5  yrs,  .5V'%.     Aug  3,   ItKMJ.  3.000 

Brinkman,  John  C  to  TITLE  GUARANTEE  &  TRUST  CO.  Kelly 
st  No  49,  w  s,  350  n  156th  st,  25x100.  Aug  7,  due,  &c,  as  per 
bond.     Aug  8,  1906.     10:2701.  6,000 

Becker,  Frank  C  J  to  TITLE  GUARANTEE  &  TRUST  CO.  Kelly 
st.  No  47,  w  s,  325  n  156th  st,  25x100.  Aug  7,  due,  &c,  as  per 
bond.     Aug  8,  1900.     10:2701.  6,000 

*Baehrle.  Philip  F  to  Harriet  A  Satterley.  Catharine  st,  e  s, 
s  Vz  lot  245,  map  Washingtonville,  25x100.  Aug  7,  3  yrs,  6%. 
Aug  8,  1906.  .  1,600 

Cahill,   Mary   E   with  TITLE   GUARANTEE   &    TRUST   CO.      Kelly 


st.    No    49.      Subordination    agreement.      Aug    (5.      Aug    8,    llMKi. 
10:2701.  •  nom 

Cogswell,  Charles  to  Daniel  Reynolds.  Courtlandt  av,  e  s,  24  s 
158th  st,  24.6x91.11.  P  M.  Prior  mort  $7,000.  Aug  0,  due 
Mar  30.    19(19.  Ci     .      Aug  8.   19(1(1.      9:2404.  2,500 

Coller,  Wm  W  with  LAWYERS'  TITLE  INS  &  TRUST  CO.  St 
Ann's  av,  e  s,  85  s  137th  st,  4(1x101.7  x  irreg  x  102.8;  St  Ann's 
av.  e  s,  45  s  137th  st,  40x102.8x40x103.10;  St  Ann's  av.  s  e 
cor  137th  st,  4.5x101^.10x4.5x10.5.  l^  agreements  as  to  ownership 
of  3  morts,   &c.     Feb  23.     Aug  8,   190(5.     10:2549.  nom 

Coller.  Wm  W  to  Northwestern  Realty  Co.  St  Ann's  av,  e  s,  45 
s  137th  st,  40x102.8x4(1x103.10.  Assignment  of  all  title  in 
agreement    affecting    mort.      Mar    12.      Aug   8.    1906.      10:2549. 

other  consid  and  100 

Same  to  same.  St  Ann's  av,  s  e  cor  137th  st,  45x103.10x45x105. 
Similar  assignment.     Mar  12,  Aug  8,   19(!M5.     10:2.549. 

other  consid  and  1(X) 

Same  to  same.  St  Ann's  av,  e  s,  85  s  137th  st,  40x101.7  x  irreg  x 
102.8.     Similar  assignment.     Mar  12.     Aug  8,  19<Mi.     10:2.549. 

other  consid  and  100 

*Cortese.  Biagio  and  Carmela  to  Jacob  Cohen.  Plot  begins  9tK)  e 
White  Plains  road,  at  point  along  same  795  n  Morris  Park  av, 
runs  e  100  x  n  2.5  x  w  100  x  s  2.5,  with  right  of  way  over  strip 
to  Morris  Park  av.  P  M.  Prior  mort  $3,(XX).  Aug  3,  due  Jan  1. 
1911,  0%.     Aug  6.  1906.  1.300 

*Crosson,  Eugene  E  to  Annie  A  Horton  extrx  Rosetta  B  Marston. 
Centre  st,  s  s,  adj  land  late  of  Irene  A  Hepburn,  runs  s  99.3  x  w 
42  X  n  107.5  to  st  x  s  e  44  to  beginning.  City  Island.  P  M. 
Aug  3.   1900.  1  year,  5%7r.  1,600 

Cooney,  Mary  E  to  Theo  J  Chabot.  Hoffman  st,  e  s,  64.11  s  189th 
St.  25x114.5x25x114.3.  Aug  2,  3  years,  5%.  Aug  3,  1906. 
11:30(50.  6..500 

Same  to  same.  Hoffman  st,  e  s,  89.11  s  189th  st,  25x114. 7x25x 
114.5.     Aug  2,  3  years,  5%.     Aug  3.  100C5.     11:,3066.  6,500 

*Costello,  Mary  A  wife  of  and  Thomas  to  Charles  A  Robinson 
and  ano  trustees  for  Geo  H  Robinson  will  Agnes  H  Robinson. 
224th  St.  s  9,  2.55  w  4th  av,  25x114,  Wakefield.  Aug  8,  3  years, 
57f.      Aug   9,    IIHJO.  4.5(X) 

*Same  to  same.  224th  st,  s  s,  280  w  4th  av,  25x114.  Aug  8,  3 
years,  5<7t.     Aug  9.  1!X)6.  4,500 

Daniels.  Cornelius  and  Isidor  Teitelbaum  to  Fleischmann  Realty  & 
Construction  Co.  140th  st,  Nos  873  and  875,  n  s.  340  e  St  Anns 
av,  2  lots,  each  40x95.  2PM  morts,  each  $7.7,50;  2  prior 
morts,  $28,000.      May  21,  5  years,  6%.     Aug  7,   190(5.     10:2.5,52. 

15,.5O0 

Duane,  John  to  Wm  J  Duane.  Prospect  av,  s  w  cor  180th  st, 
— X — .  Declaration  that  party  2d  part  is  owner  of  %  of  mort, 
dated  Dec  8,  1904.     Dec  10,  1904.     Aug  9,  1900.     11:3094.        

*Dunn,  Eliza  E  to  Jasper  M  Odell.  White  Plains  rd,  e  s,  50  n 
224th  st,  21x105,  Wakefield.  P  M.  July  17,  3  yrs,  51^%.  Aug 
9.   100(5.  4,600 

*Dickerson,  Elbert  M  to  Wm  W  Penfield.  Lots  71  and  72  map 
subdivision  of  portion  of  Penfleld  property.  P  M.  July  .'iO,  due 
July  30.   1909,  57r.     Aug  4,   liWO.  1,680 

♦Darcey,  John  J  to  Katherine  P  Hooks.  4th  st.  s  e  s.  140  n  e 
Union  av,  20x100,  Westchester.  P  M.  Prior  mort  $2,(X)0.  Aug 
4.  2  years,  69;.     Aug  0.  1906.  1.2.50 

Del  Gaizo.  Maria  and  Emilia  Badolati  to  Manhattan  Mortgage  Co. 
206th  st  (St  Georges  Crescent),  s  s.  at  s  s  206th  st  (Grenada  pi), 
runs  w  along  St  Georges  Crescent  24.(5  x  s  92.6  x  e  25  x  n  10()  to 
s  s  Grenada  pi  x  w  1.7  to  beginning;  200th  st.  s  s.  lot  .5.5.'?  map 
property  of  (jeo  F  and  Henry  B  Opdyke.  25.6x92.6x25x87.7  w  s, 
except  part  for  2tK)th  st.  Aug  3,  due  Mar  1,  1907,  6%.  Aug  6, 
1906.     12:3312.  4,250 

Di  Benedetto,  Vittoria  to  Jacob  Graff.  lS2d  st.  No  799,  n  s, 
102.11  w  3d  av.  late  Fordham  av.  40x140.  P  M.  Aug  1,  5  yrs, 
5%.     Aug  4.  190(1.     11:3051.  6.000 

Doutney,  Lillian  I.  Newton  Williams  and  Chas  Caldwell  with  Annie 
M  Gomez.  Belmont  av,  s  e  cor  179th  st.  runs  s  130.11  x  s  w 
KTl  X  w  22.9  X  s  80.9  x  w  105.9  to  av  x  n  202.2  to  beginning. 
Subordination  agreement.     Dec  18,  1905.    Aug  4,  1906.     11:3079. 

nom 

Dunayer,  Philip,  Solomon  Liblau  and  Louis  Fisch  to  Wm  J  Dia- 
mond. Brook  av.  No  1462,  e  s,  .59.2  n  St  Pauls  pi,  25xl00.7x25x 
100.     P  M.     Aug  31.  3  years.  0%.     Aug  4.  1!K)0.     11:2895.      4,750 

D'Auria.  Pasquale  to  John  J  Brady.  Hughes  av,  e  s,  97.2  n  180th 
St.  runs  e  81.(5  x  n  2.5.1  x  e  80.8  to  w  s  Belmont  av  x  n  25.1  x  w 
162.10  to  Hughes  av  x  s  50.2  to  beginning.  Aug  1,  1  year,  5%. 
Aug  3,  lflO(5.     11:3081.  4,500 

Diamond.  Wm  J  with  Sophie  Diamond.  Brook  av.  No  1402,  e  s, 
,59.2  n  St  Paul's  pi,  25xl(X).0.  Extension  mort.  Aug  1.  Aug 
4,    19(M5.     11:2895  nom 

Ericsson.  Olat  G  to  Maria  Luhring.  235th  st,  s  s,  102.9  w  Web- 
ster av,  50x100.  P  M.  June  30,  1  year.  6%.  Aug  4,  1906. 
12:339(1.  1,000 

Egan.  Hallecy  Construction  Co  to  Theo  J  Chabot.  Summit  av,  n  e 
cor  101st  st,  75x95.     Aug  2,  1  year,  6%.     Aug  4,  1906.     9:2524. 

15,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Aug  3.     Aug  4,  1906.  _9:2524.  

Same  to  same.  Ogden  av.  n  w  cor  161st  st,  75x95.  Aug  2,  1  year. 
6%.    Aug  4,  190(5.    9:2.524.  ■  15,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to  above  mort.     Aug  3.      Aug  4,   1906.     9:2524.  

*Forto,  Emmanuele  P  to  Hudson  P  Rose  Co.  Schuyler  st,  n  s, 
125  w  Crosby  av,  25x130.  P  M.  Aug  1,  due  Jan  1,  1914,  5%%. 
Aug  4,   1906.  450 

Fischer,  Ida,  Brooklyn,  N  Y,  to  Welz  &  Zerweck,  a  corporation. 
3d  av.  No  3.593,  s  w  cor  109th  st.  30x114x29.5x113.8.  1-3  part. 
Demand.  (I'/J.     Aug  9.  190(5.     9:2373.  1,0(50 

Frankel.  Frank  to  Maurice  Frankel.  Hughes  av,  n  w  cor  178th 
st,  101.4x100x101.3x100.  July  19,  due  Nov  1,  1006,  6%.  Aug  6, 
1006.     11:3068.  10,000 

Freidman.  Lena  to  Johne  Weigel  and  ano.  Clinton  av.  w  s.  23  n  e 
Oakland  pi,  23x100.  P  M.  Prior  morts  $3,3(X).  Aug  1,  due 
July  1,  1907,  (5%.    Aug  3,  1906.     11:3095.  2,500 
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*Fricdman.  Isaac  and  Aaron  Snota  to  Mark  P  Ansorge.     Adams  st, 

e  s,   145  s   Columbus   av.  3  lots,   each   10.8x100.     3PM  morts, 

each   $1,100;   3  prior  morts,   $2,000  each.     Aug  1,   installs,   G%. 

Aug  6,  lOOG.  3,300 

Finn,  John  T  to  Kertscher  &  Co.     Westchester  av,  s  s,  110  e  Brook 

av.    21Cx208.10.x24(l.Sxl37.11;    150th    st,    n   s,    350   e    Brook    av, 

102.4x117.4x41x100.      Prior   mort   $105,000.      Aug   1,   due   Oct   1, 

1906,  6%.     Aug  3,  1900.  14,050.3" 

♦Grimaldi,  Geromina  to  Hudson  P  Rose  Co.     Schuyler  st,  n  s,  150 

w    Crosby    av,    27.4xl:i0x30.nxl.30.      P    M.      Aug    1,    due    Jan    1, 

1914,  5%%.     Aug  4,   I'.IOO.  450 

*Gilbrecht,    Karl    to   Hudson   P   Rose   Co.      Crosby   av,   w  s,   100  3 

Waterbury  av,  25x100.     P  M.     July  23,  due  Aug  1,   1909,  5%%. 

Aug  3,   1900.       ■  525 

Goldmann,   Isabelle  L  wife   Frank  J   to   Abraham   B  Cox   and  ano. 

Mosholu    Parkway,    s    s,    5(i    n    w    Perry    av,    42x — )(S7. 0x110.5. 

P  M.     July  27,  5  yrs,  — %,     Aug  8,   19110.     12:.3299.  0,500 

Graham,    Katherine    to   Dora   M   Eickwort.      230th   st,   n   s,   185   w 

Katonah   av,    25x100.      P   M.      Prior   mort   $3,000.      Aug   7,    due 

Feb  7,  1914,  0%.     Aug  8,  V.m;.     12:3.377.  1,500 

*Gullery,   Wm   to   Wm   W   Penfield.      Lots   158a  and   158b   map   of 

subdivision    of   portion    of    Penfield    property.   Wakefield.      P    M. 

Aug  1,  3  years,  .5%.     Aug  4,  ll10(i.  930 

Goldstein.   Abraham  J   to   Jacob   Bluestein.     Fox   st   (Simpson   st), 

n  w  cor  Home  (Lyon)  st,  77.1x110.10x89.1x101.3.     P  M.     July  23. 

due  July  27,  1  year,  0%.     Aug  3.  1900.   .11:2974.  9.000 

*Gamache,  Joseph  and  Phillias  Guillotte  to  Thomas  Burke.     Victor 

st,  w  s,  150  s  Morris  Park  av.  2  lots,  each  25x100,  Westchester. 

2  building  loan  morts,  $4,000  each.    Aug  2.  due  July  1.  1909,  5%. 
Aug  3.  1901).  ,  8,000 

*Same  to  Anton  Bayer  and  ano.  Victor  st,  w  s,  200  s  Morris  Park 
av,  25x100,  Westchester.  Building  loan.  Aug  2,  due  July  1. 
1909,  5%.    Aug  3,  ]9(.1C.  4,000 

Gallo.  Joseph  to  Margaretha  Leukel.  Hoffman  st.  e  s,  225.10  n 
184th  st,  18x119.1.  P  M.  Aug  6,  5  years,  5%.  Aug  7,  190(i. 
11:3065.  4.000 

*Germansky,  Max  to  Adelaide  Burlando.  Cedar  av,  s  s,  259  w 
Corsa  av,  25x100.     P  M.     July  31.  3  years,  0%.     Aug  9,  1906.    400 

Hageman-.  Wm  P  to  Wm  D  Lent.  Tiebout  av,  w  s,  37  n  182d  st, 
00.11x20O.Sx7().3x2O2.5.  Prior  mort  $0,000.  Aug  9,  1900,  1  year, 
6%.      11:3145.  3,0(J0 

Hold,  Friedrich  to  Gustav  Schwarz.  158th  st,  s  s.  338.5  w  Court- 
landt  av,  20x98.6.     Aug  1,  5  years.  5'/r.     Aug  3,  1906.     9:2417. 

3  000 

*HaIe  Building  &  Realty  Co  to  EMPIRE  CITY  SAVINGS  BANK. 
Lots  325  to  352  (inc.).  map  Adee  Park.  Certificate  as  to  con- 
sent of  stockholders  to  mort  dated  July  17,  1900.  Aug  3, 
190(1.  • 

*Hausmann.  Charles  J  to  Frank  Gass.  Edison  av,  e  s,  227  n  Pel- 
ham  rd,  2.5x100.     P  M.     July  31,  3  yrs,  0%.     Aug  8,  1900.        .300 

*Same  to  same.  Multord  av,  e  s,  228  n  Pelham  rd,  25x100. 
Throggs  Neck.     P  M.     July  31,  3  yrs,  6%.     Aug  8,  1906.  300 

♦Humbert.  Sebastian  to  Hudson  P  Rose  Co.  Crosby  av,  w,s,  105 
n  Schuyler  st,  25x100.  P  M.  July  23,  due  Aug,  1,  1909,  5V^%. 
Aug  3.  1906.  .525 

*Henning,  Marv  M  to  N  Y  Catholic  Protectory.  Tremont  av,  s  s, 
28.6  e  17<Hh  st,  272x233.0x113  gore.  P  M.  June  28,  3  yrs,  — %. 
Aug  3,  IfHJO.  6,090 

*Helde,  Thomas  to  EASTCHESTER  SAVINGS  BANK  of  Mt  Ver- 
non, N  Y.  223d  st,  s  s,  105  w  White  Plains  rd,  75x114,  Wake- 
field.    1  yr.  0%.     Aug  8,   1900.  6,000 

Jones,  Stephen  A  to  Tremont  Building  &  Loan  Ass'n.  Perry  av, 
w  s,  bet  207th  st  and  Gun  Hill  rd  and  being  lot  302,  map  Nor- 
wood,   25x100.      Aug   7,    installs,    6%.      Aug   8,    1906.      12:3.343. 

6,000 

Johnson,  Geo  F  with  TITLE  GUARANTEE  &  TRUST  CO.  Kelly 
st.  No  46.  Subordination  agreement.  July  31.  Aug  3,  19()0. 
10:2708.  nom 

Jones.  Stephen  A  to  Eliz  Williams.  Perry  av,  w  s,  bet  207th  st 
and  Gun  Hill  road,  and  being  lot  3(j2  map  Norwood.  25x100. 
P  M.  Prior  mort  $6,000.  Aug  11,  1  year,  —%.  Aug  8,  1900. 
12:3343.  1,000 

Kirby,  Ellen  wife  Martin  to  Female  Academy  of  the  Sacred  Heart. 
Webster  av,  s  e  cor  l.S4th  st,  runs  s  90  x  e  85  x  n  45  x  e  5  x  n 
45.6  to  st  X  w  90  to  beginning.  Aug  3,  1906,  3  years.  5%. 
11:3031.  5,000 

*Kelly,  Wm  and  John  F  Buckley  to  Mary  Murphy.  2d  av  or  st, 
n  e  cor  221st  st,  105x.50,  Wakefield.  P  M.  Aug  4,  1  yr,  5y2%. 
Aug  9.  1906.  1,500 

Kraus,  Ida  to  Malcom  Sundhelmer.  Prospect  av,  e  s,  at  n  w  s 
Dawson  st,  65.7x90.5x8.5x113.9.  Aug  8,  3  yrs,  6%.  Aug  9, 
1906.     10:2687.  5,000 

Kaufman,  Mendel  to  STATE  BANK.  St  Ann's  av,  Nos  443  and 
445,  w  s,  25  n  145th  st,  50xl(K>.  July  31,  6  months,  6%.  Secure 
notes.     Aug  9,  1906.     9:2272.  3,000 

Kleban.  Louis  E  to  Golde  &  Cohen,  a  corpn.  Washington  av,  w  s, 
134.3  n  103d  st,  runs  w  149.7  x  n  50.3  x  e  50  x  s  1.10  x  e  99.4 
to  av  X  s  48.5  to  beginning.  P  M.  Aug  1,  1  year,  6%.  Aug  7. 
1906.     9:2.385.  6,000 

Kaiser.  John  F  to  John  J  Brennan.  Lawrence  av,  w  s,  25  s  stairs 
leading  to  Sedgwick  av.  1.50x100  to  Sedgwick  av.     P  M.     Aug  7. 

3  yrs,   5%.      Aug  8,   1906.     9:2.527.  5,000 
Kearns.    Ellen   with    Helene   Heydt.      145th   st,   s   s,    100  e   Brook 

av,   25x100.      Extension   mort.      Aug  2.      Aug  3,   1906.     9:2272. 

nom 

*Koch,  Max  to^atharina  Gass.     4th  st.   3  e  s,  280  n  e  Union  av, 

20.9x100x22.4x100  Westchester.     P  M.     Aug  6,  3  yrs,  6%.     Aug 

8.  1906.  600 

*Kovarick.   John   and   Bertha   to   Jacob   Cohen.     Plot   begins  940  e 

White  Plains  road,  at  point  8(X)  n  Morris  Park  av.  runs  n  25  x  w 

.100  x  s  25  X   e   100  to   beginning,   with   right  of  way   to   Morris 


Park   av.      P   M.      Prior  mort   .f3,(JO0.     Aug  1,   due  Jan  31,  1908. 
5^2%.     Aug  3.  19aj.  825 

Koelsch.  Huebner  Co  to  GERMAN  SAVINGS  BANK  in  City  N  Y 
180th  st,  s  s.  132.0  w  Park  av  West,  49.8x102.3x49.8x99.10.     Aug 

2.  3  years,  5%.     Aug  3,  19011.     11:3029.  42.(HI0 
Same  to  same.     Same  property.     Consent  of  stockholders  to  above 

mort.     Aug  2.     Aug  3.   1900.     1]:.3029.  

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Aug  2.     Aug  3,  1906.     11:3029.  

Londergan,  John  to  Henry  A  Hauck.  Rodman  pi  (Cross  st),  n  e  s, 
bet  Longfellow  av  and  West  Farms  rd-,  and  being  lots  29  and 
30,  map  land  of  estate  Wm  Crowether,  .50x103x51x103.  P  M. 
July  31.   3  yrs,   — %.      Aug  (>.   1900.      11:3010.  4,000 

Lesley,  Dora  M  to  Margt  S  Hull  extrx  Adaline  J  Cheney.  227th 
st,  late  Sidney  st,  s  s,  12().3  e  Westchester  av,  29.1x358.11  to 
n  s  Kappock  st  x  31.1x348;  Kappock  st,  n  s,  lot  5,  partition 
map,  action  Stevenson  et  al  vs  Lesley  et  al,  runs  n  37.9  X  s  e — 
to  n  s  Kappock  st  x  n  w  —  to  beginning.  Apr  15,  3  yrs,  6%. 
Aug  7.  1900.     13:3407.  842 

Leucler,  Isaac  and  Jacob  Bloom  and  Morris  Silverman  to  Mary  S 
Croxson.  Washington  av,  s  e  s,  bet  173d  st  and  174th  st,  and 
being  lot  119,  map  Central  Morrisania,  50x120,  except  part  for 
av;  Washington  av,  s  e  s,  bet  173d  st  and  174th  st,  and  being 
lot  129,  sam?  map.  .50x120.  except  part  for  av.  Aug  (j,  1  yr,  6%. 
Aug  7.  1900.     11:2915.  20,000 

*Loughton.  Wm  H  to  William  W  Penfield.  Lot  147a  map  subdivi- 
sion of  portion  of  Penfield  property.  Wakefield.  P  M.  July  31.* 
3  years.  r>%.     Aug  4.  1906.  1,128 

Lockwood  .Geo  W  to  Central  Mortgage  Co.  230th  st,  s  s,  250  w 
Oneida  av,  2  lots,  each  2.5x100.  2  morts,  each  $4,000.  Apr  2.  3 
years.  .57,.     Aug  6,  1900.     12:. 3.306.  8,000 

Langefeld.  Charles  to  Carrie  K  Greis.  Alexander  av.  No  140.  e  s, 
20  n  134th  st,  20x75.     Aug  2.  3  years,  5%.     Aug  3,  1906.    9:2297. 

5..500 

Monfried.  Max  to  Henry  J  Blumcnsohn.  Robbins  av.  s  e  s,  100  n  e 
Fox  st,  25x104.     July  .30,  1  year,  6%.     Aug  6.  1900.     10:2()42.     7,50 

Muller.  Joshau  to  Stephen  Theobald  l.SOth  st,  s  s,  175.3  e  Crotona 
av,  29x142.11x29.3x138.9.  July  1.  3  years,  6%.  Aug  4,  190r>. 
11:3095.  •  2,000 

Morford,  Bertha,  Laura,  Louise,  Mary  D  and  Abraham  D  to  TITLE 
GUARANTEE  &  TRUST  CO.  Union  av.  No  8.57,  w  s,  50.6  s  Kjlst 
st,  25.(;xl00.  except  part  for  av.  July  31,  due,  &c,  as  per  bond. 
Aug  3,    1900.      10:2607.  4.500 

Mezger,  Frank  to  Wm  T  Hookev.  Elton  av.  s  s,  52  n  1.5Sth  st,  .50x 
100.  Prior  mort  |.33,000.  Aug  2,  3  years,  — %.  Aug  4,  190(5. 
9:2380.  12,000 

Mezger,  Frank  to  ITALIAN  SAVINGS  BANK  of  City  N  Y.  Elton 
av,  s  e  s  .52  n  e  1.58th  st,  50x100.  P  M.  Aug  2,  3  years,  5%. 
Aug  3.   19(Xi.     9:2.380.  33,000 

*Mahony,  John  G  to  Arthur  A  Austin.  Pleasant  av,  e  s,  200  n 
Flower  st.  40x100,  Olinville.    July  31.  2  years,  0%,     Aug  4,  1906. 

300 

Montgomery.  Charles  W.  Scarsdale.  N  Y,  to  Eliz  Morris  et  al.  Lin- 
coln  av.   n   e  cor  1.35th   st,   25x100.   July  12,  3  years,   5%.     Aug 

3,  1900.    9:2311.  .  6,000 
Mencke.   Magdalena  to   Alfred  Howey.     Vyse  av.   w  s.   100  n  Jen- 
nings st,  25x100.     July  25,  3  yrs,  5%.     Aug  7,  1906.     11:2988'. 

5,400 

♦McFarland,  James  to  Sound  Realty  Co.  226th  st.  s  s,  321.6  e 
Bronxwood  av,  .50x109.  P  M.  Aug  7,  due  July  12,  1908,  — %. 
Aug  8.  1906.  035 

Mellert.  Emma  M  wife  Fredk  M  to  Maurice  J  Kraus.  Park  av, 
e  s,  90  s  183d  st,  runs  e  97.2  x  s  10  x  e  50  x  s  ,38  x  w  145.10  to 
av  X  n  48  to  beginning,  except  part  for  av.  Aug  2,  6  months. 
—  %.      Secures   notes.      Aug  8.    UIOO,      11:.3038.  5,(X)0 

McNulty,  Catherine  to  AMERICAN  SAVINGS  BANK.  Arthur  av, 
n  e  cor  179lh  st,  38.1x90.6x.j4.1xl00.2.  Aug  7,  1  yr,  5%.  Aug 
8.  1906.     11;.3()09.  .30,()(X) 

*Ma!lett.  Wm  A  and  Chas  Dobbs  to  Martin  Geiszler.  Av  B.  s  w  cor 
10th  St.  108x300,  Unionport.  P  M.  July  31,  3  years,  6%.  Aug 
7,  1901!.  4..500 

McGee,  Walter  C  to  Joseph  D  Carroll.  Webster  av.  s  s  3.50  n  e 
Woo'dlawn  road,  runs  s  e  1.59.10  x  n  e  .50.6  x  n  w  1.52.7  to  av  x 
s  w  50  to  beginning.  Building  loan.  July  31,  due  Nov  1.  1906, 
(Y/r.     Aug  7,   1900.     12:3357.  30.000 

Mitchell,  Richd  H  to  Enoch  C  Bell.  108th  st,  s  e  cor  Washington 
av,    128.10x04.9.      Aug   3,    1    year,   6%.      Aug   7,    1906.      9:2372. 

6,000 

Montgomery,  Chas  W  and  Mary  M  Stegman  with  Eliz  Morris  et  al. 
Lot  273  blk  9  map  1.572  building  lots  of  Clarence  S  Brown.  Sub- 
ordination agreement.     July  25.     Aug  3,  1900.    9:2.311.  nom 

*McClure.  John  M  to  Wm  W  Penfield.  Lots  1.56a  and  1.56b  map 
subdivision  of  portion  of  Penfield  property  at  Wakefield.  P  M. 
Aug  1.  3  years.  5%.     Aug  4,  1906.  900 

*McCulloch,  Alex  to  Wm  W  Penfield.  Lots  148B  and  149A  map 
subdivision  of  portion  of  Penfield  property.  Wakefield.  P  M. 
July  31.  3  years.  5%.     Aug  4.  lOOl).  1,080 

*Myles,  James  to  Annie  I  Johnston.  229th  gt,  s  s,  105  w  Car- 
penter av,  100x114,  Wakefield.  P  M.  Aug  3,  3  years,  5%.  Aug 
0.  1906.  2,000 

*Mehlich,  Charles  to  Louisa  Mehlich.  Plot  begins  940  e  White 
Plains  road,  at  point  along  same  775  n  Morris  Park  av,  runs  n 
2,5  X  w  1(10  x  s  2.5  x  e  100  to  beginning,  with  right  of  way  over 
strip  to  Morris  Park  av.  P  M.  Prior  mort  .$3,000.  Aug  4,  5 
yers,  .5%.     Aug  0.  1906.'  1.900 

♦Manor  Park  Realty  Co  to  Edw  H  Tobey  of  Brooklyn.  Throggs 
Neck  rd  leading  from  Fort  Schuyler  to  Westchester  Village, 
e  s  at  n  w  cor  land  formerly  of  Fredk  C  Havemeyer,  contains 
about  1.35  acres,  being  the  country  place  in  Westchester,  for- 
merly   of    George    Bruce    Brown,    with    mansion,    stables,    &c, 
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Throsgs  Neck,  and  aU  title,  &c.  to  lands  under  waters  East- 
chester  Bay  or  L  I  Sound,  and  runs  to  Weir  Creek,  Town  Dock 
rd,  &c.     P  M.     Aug  8,  3  yrs,  — %.     Aug  0,  1900.  100.000 

Martin.  Mary  A  to  Joseph  Demmer  trus  will  Michl  Kuntz  tor 
Frances  L  Weber.  Lafontaine  av,  No  2122,  e  s.  200. .5  n  ISOth 
st,  2,5x95.  Due  May  1,  190!^.  5%.  Aug  3,  1900.  11:3002.  5,000 
Maxwell.  Margt  to  Arthur  B  Claflin.  Lots  5  and  0,  map  19  lots 
formerly  a  portion  Anthony  estate.  Aug  7,  3  yrs,  5%.  Aug  9. 
1900.     12:3253.  3.900 

Martin.  Mary  F  to  Martha  A  Garrison.  Franklin  av.  No  829.  n  c 
cor  167th  St,  25x100.    Aug  8,  3  yrs,  5%.     Aug  9,  1900.     10:2014. 

9,000 
McLoughlin,    Charles.    Rye.    N   Y,    with    Kertscher   &    Co.      West- 
chester  av,   s   s.    110  e   Brook   av,   21(>:    1.50th   st.   n   s,   452.4   e 
Brook  av.   102.4x — .      Subordination   agreement.     July  26.     Aug 
9.  1900.    9:2270.  nom 

Northwestern  Realty  Co  to  City  Mortgage  Co.  Tinton  av.  n  w 
cor  1.5Sth  st,  runs  n  125  x  w  135  x  s  25  x  e  40  x  s  100  to  158th 
st  X  e  95  to  beginning.  Building  loan.  Aug  8,  demand,  0%. 
Aug  9,  1900.     10:2050.  90,000 

Same    to    same.      Same    property.      Certificate    as    to    consent    of 

stockholders  to  above  mort.     Aug  8.     Aug  9,  1900.     10:2056.    

Northwestern  Realty  Co  to  Henry  Dreyer.  St  Ann's  av.  e  s,  85 
s  137th  st,  40x101.7  x  irreg  x  102.8.  Assignment  of  all  right, 
title,  &e.  in  and  to  an  agreement  dated  Feb  24,_1900.  This 
assignment  is  given  as  security  tor  payment  of  $27,500,  cover- 
ing Manhattan  av,  w  s,  from  107th  to  108th  st.  — x— .  Aug  7. 
Aug  8.  1900.     10:2549.  other  consid  and  100 

Same  to  same.  St  Ann's  av,  e  8,  45  s  137th  st,  40xl02.8x40x 
103.10.  Similar  assignment  in  and  to  agreement  dated  Feb 
23.  1900,  to  secure  payment  of  $27,500  on  Manhattan  av,  w  s, 
from  107th  to  lOSth  sts,  — x— .     Aug  7.     Aug  8,  1900.     10:2549. 

other  consid  and  100 
Same  to  same.     St  Ann's  av,  s  e  cor  137th  st,  45x103.10x45x105. 
Similar  assignment  in  and  to  agreement,  dated  Feb  23  to  secure 
•    .$27,500  on  said  Manhattan  av  property.     Aug  7.     Aug  8,   1906. 

10:2549.  other  consid  and  100 

*North  Borough  Realty  Corpn  to  Babette  C  J  Bauer.  Av  D,  n  e 
cor  2d  av,  28x100.     P  M.     Aug  2,  5  years,  5%%.     Aug  3,  1906. 

000 
*Osborn.  Wm  H  to  Wm  W  Penfleld.  Lots  149b,  150a  and  150b  and 
151a    map    subdivision    of    Penfleld    property,    Wakefield.      P    M. 
July  31.  3  years,  .5%.     Aug  4.  1900.  2.000 

*Ovens.  Hattie  L  to  Wm  W  Penfleld.  Lot  75  map  of  subdivision 
of  portion  of  Penfleld  property  at  Wakefleld.  P  M.  July  31.  3 
years,  'f/r.     Aug  4,  1901).  5.001 

*0'Donnell,  Frank  J  to  John  R  Peterson.  Eastern  Boulevard,  n  s. 
25  e  Quincy  st,  2.5x100;  Swintou  st.  s  w  cor  Gifford  av,  26.10x 
100.S.x02.8x83.2.  P  M.  July  .30.  3  years,  5%.  Aug  3,  1906.  800 
*0'Kennedy,  Eliza  to  Alice  J  Murray  and  ano.  Westchester  av, 
s  s  210  w  Av  D.  07xl21x — xll9.10,  except  part  for  Westchester 
av,  Unionport.     July  14,  3  yrs,  5%.     Aug  3,  1906.  4.000 

Perlman,  Abraham  to  Breslauer  Realty  Co.  135th  st.  Nos  881  to 
885.  n  s.  504.6  e  St  Anns  av.  3  lots,  each  40x100.  3PM  morts. 
2  .!;2.606.67  each,  and  1  $2,600.06.  Aug  6,  2  years,  6%.  Aug  7. 
1907.     10:2.548.  7,600 

*Peterson,  Bettv  to  Henry  Monahan.  Commonwealth  av,  w  s, 
25  s  Beacon  s"t,  amended,  25x100.  Aug  1,  3  yrs,  — %.  Aug  0, 
1906.  2,500 

Pink.  Abraham  to  Henry  Sebeck.  Decatur  av  (Norwood  av),  n  w  s, 
416.7  n  e  205th  st,  2.5x100.  P  M.  July  -25,  3  years,  5%%.-  Aug 
6,  1906.     12:3350.  1.000 

*Plaut,    Domina    to   BRONX   SAVINGS   BANK.      Rosa   pi.   n   e,  cor 

Grace  av,   100x25,     Aug  2,  3  years,  6%.     Aug  3.   1906.  4..500 

Powell.  Henry  M  to  BANKERS  LIFE  INS  CO  of  City  N  Y.      187th 
.  St.  s  s.  20  e  Prospect  av.  2  lots,  together  in  size  68..5x70.  2  morts. 
each  .$14,000.     Aug  3,  5  years.  51/2%.     Aug  4,  1900.     11:3114. 

28,000 
Same  to  same.     Prospect  av,  s  e  cor  lS7th  st,  70x26.    Aug  3,  5  yrs. 

.51/2%.     Aug  4.  1906.     11:3114.  15.000 

Powell.  Henry  M  to  Joseph  Liebertz.  187th  st,  s  s.  120.9  w  South- 
ern Boulevard.  23.4xl'25.  P  M.  Aug  1,  3  years,  5%.  Aug  4, 
190(1     11:3114.  2..500 

Quallcr.  Saml  to  Mathilde  Ruhland.  Brook  av,  No  1004.  e  s,  149.7 
s  105th  St.  26.(;xl46.11x'25xl.55.11.  P  M.  Prior  mort  $12.00(X 
Aug  1.  5  years.  6-7,.     Aug  4,  1906.     9:2386.  6.000 

*Reilly.  Edward  J  to  Wm  W  Penfleld.  Lots  151b  and  152a  map 
subdivision  ot  portion  of  Penfleld  property.  P  M.  July  31,  3 
years,   5%.     Aug  4.   190(i.  725 

*Rezzano.  Angelo  and  John  B  Dosso  to  Robert  Marshall.  Han- 
cock st,  w  s,  150.9  s  Morris  Park  av,  2  lots,  each  18.9x100.  2 
morts,  each  .$3,500.     Aug  1 ,  3  years,  5%.     Aug  3.  1900.  7.000 

*Rigo.  Francois  to  Joseph  Diamond.  Bronx  Park  av.  w  s.  75  s 
177th  st,  25x100.  P  M.  Aug  1.  due  as  per  bond,  5%.  Aug  4. 
1900.  .  2.000 

Robert!.   Nicholas   to  Geo  Kern.     Bathgate  av.  e  s.  49  n  182d  st. 

48x97.     P  M.     Aug  1.  2  years,  67o.     Aug  3,  1906.     11:3050.       1,000 
*Russo,   Francesco   D   to   Carlo   Rampone.      •234th   st,   s   s,   74.2   w 

Kingsbridge  rd,  25x114.     Aug  2,  1  yr.  6%.     Aug  4.  1906.        3,.50O 
♦Reiner.  Mary  to  Jos  J  Gleason.     Gleason  av,  n  s.  50  w  177th  st. 
.50x100.     2PM  morts,  each  $500.     Aug  3,  3  yrs,  5%.     Aug  6. 
1900.  .  1,000 

Reinecke.  Charles  H  or  Charles  and  William  Fajen  to  DOLLAR 
SAVINGS  BANK  of  City  N  Y.  151st  st,  n  5,  245.3  e  Morris  av. 
.37.0xll0.11x.37.0xll7.  Aug  3,  due  Dec  1,  1907,  5%.  Aug  7. 
1906.     9:2411.  27.000 

Same  to  same.  151st  st,  n  s,  282.9  e  Morris  av,  37.6x116. 10x37. Ox 
116.11.     Aug  3,   due   Dec   1.   1907,  57r.     Aug  7,   1906.    9:2411. 

27.000 
Ripp,    Martin    A    to   A   Hupfel's    Sons.      3d   av.    No   2766.      Saloon 

lease.    July  26,  demand,  0%.     Aug  9.  1906.     9:2307.  3,000 

•Schostak.  Alma  to  James  M  La  Coste.  Pleasant  av.  No  91,  e  s, 
333  s  210th  st,  33.4x100.  Olinville.  P  M.  Aug  6,  due  July  1, 
1909,  5y2%.     Aug  9.  1906.  -  2,500 

♦Shatzkin.  A  &  Sons  (inc)  to  Milton  Realty  Co.  Lots  9,  10,  144, 
148  and  149,  map  No  426.  Building  lots  in  24th  Ward,  near 
Williamsbridge  station  on  N  Y  &  Harlem  R  R.  P  M.  Prior 
mort  ,$47,000  on  this  and  other  property.  Aug  7,  due  Aug  7. 
1908,  6%.     Aug  9,  1906.  .  5(X) 

*Stern-Wo!f  Realty  Co  to  Warwick  Realty  &  Construction  Co. 
Lots  83  to  90,  amended  map  Adee  Park,  east  of  Botanical 
Gardens.     P  M.     June  18,  3  yrs,  5y2%.     Aug  9.  1906.  3,500 


*Same  to  same.     Lots  132  to   139,  same  map.     P  M.     June  18,  3 

yrs.  51/2%.     Aug  9,  1906.  5.000 

•Same   to  same.     Lots   15   to   18  and  36  to  43,  same  map.     P  M. 

June  18,  3  yrs,  51/2%.     Aug  9.  190<5.  5..500 

*Same  to   same.     Lots  228  to  241,  same  map.     P  M.     June  18,  3 

yrs,  51/!%.     Aug  9.  1900.  6,000 

*Same  to  same.     Lots  2.50  to  263,  same  map.     P  M.     June  18,  .3: 

yrs,  5V^%.     Aug  9.   IVMIO.  0.000 

*Same  to  same.     Lots  1.  2.  .3  and  311,  same  map.     P  M.     June  18. 

3  yrs,  51/2%.     Aug  9,  1900.  4,000 

Sarvis,  Chas  C  to  Jessie  M  Onderdonk.  1.59th  st.  s  s.  375  e  Court- 
landt  av,  25x100.  except  part  for  st.  July  18,  3  years,  57(i.  Aug 
7.  1900.     9:2405.  4..500 

Sugarman.  William  and  Samuel  Click  to  Jacob  Schwartz.  Pros- 
pect av.  e  s,  100  s  Leggett  av  or  150th  st.  runs  e  125  x  s  w  — 
x  w  106.11  to  av  X  n  25  to  beginning;  Prospect  av,  e  s.  125  s 
Leggett  av,  or  1.50th  st,  25x98.11x31. 5x106. 11.  Prior  mort  $45.- 
000.     July  20,  demand,  — %.     Aug  7,  1906.     10:26,87.  2.000 

Stephen,  Clinton  to  Mary  Tuohey.  Union  av.  No  911,  w  s.  208.4  s 
163d  St.  .52x — x.52xl(!4.3.  P  M.  Aug  6,  3  years.  — %•  Aug 
7,  1!MJ6.     10:2668.  6,000 

Sabella,  Fidelia  to  Ebllng  Brewing  Co.     189th  st,  n  e  cor  Arthur 

av.  ,80.3x65x79.11x65.     Aug  7.  1906.  demand,  07r.     11:3078.      3.000 
*Spinetto.   Eugenio   to    Hudson    P   Rose    Co.      Schuyler   st,   n  s.   100 
w    Crosby    av,    25x1.30.      P    M.      Aug    1,    3    yrs,    5^^%.      Aug   4. 
1900.  325 

*Schlansky.  Moses  and  Harry  Cohen  to  Saml  Geller.  Lot  492 
amended  map  Mapes  estate.  P  M.  Prior  mort  $2,500.  July 
25.   1   year,  6<vr.      Aug  2.   190<'>.  500 

Sauer,  Ludwig,  N  Y,  and  Martin  Sauer,  Brooklyn,  N  Y,  to  Emilia 
Badolati.  205th  st  (Ernscliff  pi),  n  s.  bet  Concourse  and  Mosh- 
olu  Parkway  South,  and  being  lot  ,52.5  map  property  of  Geo  F 
and  Henry  P  Opdyke,  28x117.11x25x105.7  w  s.  Prior  mort  .$6.- 
.500.      Aug   1.   3   years.   6%.      Aug   7.   1906.      12:3312.  1.500 

*Siefermann.  Andrew  to.  Jos  J  Gleason.     173d  st,  w  s.  431  s  Glea- 
son av.  25x100.     P  M.     Aug  2.  3  yrs,  5%.     Aug  4.  1906.  495 
*Sieferman.  Andrew  to  Jos  J  Gleason.     173d  st,  w  s,  4.56  s  Glea- 
son av.  25x100.     P  M.     Aug  2.  3  yrs.  Z%.     Aug  4,  1906.  495 
•Schneider.   Nanette  L  to  Addle  A  Sullivan.     2'28lh  st,  s  s,  405  e 
4th  av,   75x114,  Wakefleld.     Aug  3,  demand,   6%.     Aug  6,   1906. 

1.700 
Saecomanno,  Giovanni  to  Eliz  K  Dooling.     Arthur  av,  w  s,  214.7  s 
187th  St.  25x116.2x25x115.11.     July  11,  3  years,  5%%.     Aug  6. 
190(!.     11:3005.  5..500 

Siculer,  James  to  Saml  Glassman  et  al.  167th  st,  n  w  cor  Tif- 
fany St.  75x109.2x94.5x92.  Building  loan.  Aug  3,  6  months,  6%. 
Aug  4,  1906.     10:2700.  .  5,000 

Silberkleit,  Israel  to  Henry  A  Kennedy.  Jackson  av.  No  1007,  w  s. 
100  s  100th  st,  19.8x72.  P  M.  Aug  2,  3  years,  — %.  Aug  3. 
1900.      10:2640.  7,000 

Schrumpf,  Mary  A  to  Jacob  Schrumpf.  Trinity  av.  No  902,  e  s. 
2.50  n  161st  st,  25x100.  All  title.  July  31,  1  year,  b%.  Aug  3. 
1900.     10:2638.  3,000 

Tavolacci,  Peter  to  Abraham  O  Morford.  LTnion  av,  w  s,  50.0  s 
.101st  St.- 25.0x100.  except  part  for  av.     P  M.     Prior  mort  $4,500. 


Aug 


6  years. 


Aug  3,  1900.     10:2067. 


1,800 


*Tobey,  Edward  H,  Brooklyn,  to  John  R  Davies  (referee).  Throggs 
Neck  rd.  leading  from  Fort  Schuyler  to  Westchester  Village, 
e  s,  at  n  w  cor  land  formerly  ot  Fredk  C  Havemeyer,  contains 
about  135  acres,  being  the  country  place  in  Westchester  former- 
ly ot  George  Bruce  Brown,  with  mansion,  stables,  &c,  Throggs 
Neck,  and  all  title,  &c.  to  lands  under  waters  Eastchester  Bay 
or  L  I  Sound,  and  runs  to  Weir  Creek,  Town  Dock  rd,  &c.  P  M. 
Aug  8.  3  yrs.  4M>%-     Aug  9,  1900.  240.000 

Tobias,  Jacob  M  to  David  McClure  trus  Georgiana  Everett.  171st 
St.  s  s.  150  w  3d  av.  late  North  3d  av,  16x100.  P  M.  Aug  7. 
due,   &c,  as  per  bond.     Aug  9,   1900.     11:2911.  3,.500 

Viau,  Benj  to  M  Anderson  Shaw  trus  Deborah  A  Lane.  Boone  st, 
w  s,  100  s  172d  st,  25x100.  July  11.  3  yrs,  5%.  Re-recorded 
from  July  12,  1906.     Aug  S,  1906.     11:3008.  6.000 

Werner-Knaus  Realty  Co  to  GERMAN  SAVINGS  BANK  in  City 
N  Y.  162d  St.  n  s,  190.3  e  Melrose  av,  37.6x100.  Aug  6.  3  yrs. 
57f.     Aug  7,  1900.     9:2384.  27.000 

Same  to  same.     Same  ■property.     Certificate  as  to  consent  ot  stock- 

Wilker,  Henry  to  James  Dripps.  Waters  av,  late  Tinton  av, 
e  s.  150  n  149th  st,  25x105.  P  M.  Aug  8,  5  yrs,  4%.  Aug  9. 
1906.      10:2653.  1,600 

Winter,  Julius  to  TITLE  GUARANTEE  &  TRUST  CO.  Kelly  st, 
No  46,  e  s,  300  n  15th  st,  2.5x100.  July  31,  due,  &c,  as  per  bond. 
Aug  3,  1906.     10:2708.  6.000 

Wilkinson.  James  to  Caroline  F  Baack.  St  Georges  Crescent,  w  s, 
being  lot  010  map  property  of  Geo  F  and  Henry  B  Opdyke,  runs 
n  25  X  w  1.38.8  x  s  .33.1  x  s  e  2.3  x  e  160.10  to  beginning,  ex- 
cept part  for  Grand  Boulevard  and  Concourse.  July  5,  2  years, 
.5%.      Aug  3.   1906.     12:3313.  2,000 

*Wellman,  Fredk  to  Eureka  Co-operative  Savings  &  Loan  Assoc. 
3d  St.  n  s.  2,80  e  Av  C.  2.5x108,  Unionport.  July  20,  installs,  6%. 
Aug  3,  19O0.  4,000 

Wynne,  Cath  L  wife  John  to  Jane  Flynn  and  ano.  161st  st,  s  s, 
292  e  Courtlandt  av,  25.x65.  P  M.  Aug  2.  5  years,  5%%.  Aug 
3.  10O<i.     9:2407.  4,000 

Wilkinson,  Mary.  John  J  and  Mary  E  and  Eleanor  Hartman  to 
Caroline  F  Baack.  Webster  av,  s  e  cor  189th  st.  36.4x90.x42.5x 
91.1.     Aug  2,  due  July  16,   1907.  6%.     Aug  3,  1906.     11:3032. 

2.000 

*Waldeck.  Siegfried  to  MUtou  J  Doernberg.  Beech  av,  n  s,  162 
w  Corsa  av,  150x100.  P  M.  Prior  mort  $2,500.  July  23,  1  yr. 
6%.    Aug  3,  1906.  1,000 

■"Same  to  same.  Beach  av,  s  s,  226  w  Corsa  av,  50x100.  P  M. 
Prior  mort  $700.  July  23,  due  Jan.  23,  1907,  6%.  Aug  3, 
1900.  300 

Wolf.  Helena  with  Wm  Beaman.  Brook  av,  w  s,  24.11  a  146th 
st,  24.11x90.  Extension  mort.  Oct  11,  1904.  Aug  3,  1906. 
9:2290.  ^.  nom 

*Zeller.  .\nna  to  Fredk  Dillemuth  Jr  and  ano.  236th  st,  s  s,  355 
e  2d  st,  50x110,  Wakefleld.     3  yrs.  51/2%.     Aug  7,  1900.  1.200 

■^Zampino.  Antonio  to  Hudson  P  Rose  Co.  Harrison  st,  e  s,  305.4 
n  Davis  st,  25x100.  P  M.  May  21,  due  June  1,  1909,  5%.  Aug 
3,  1900.  300 

Zilli.  Joseph  to  Sarah  T  Umpleby  and  ano.  Heath  av,  w  a, 
537.3  n  Boston  av,  25x84.6x25x82.7.  July  1,  3  yrs,  5>A%.  Aug 
9,  1906.     12:3261.  5,000 
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I.arge  Properties  Financed  and  Developed 


PROJECTED  BUILDINGS. 


The  first  name  i3  tliat  of  tlie  ow'r;  ar't  stands  for  architect;  m'n 
for  mason,  c'r  for  carpenter,  and  tj'r  for  builder. 

When  character  of  roof  is  not  rentioned,  it  is  to  be  understood 
that  the  roof  is  to  be  of  tin. 

BOROUGH    OF   lHANHATTAN. 

SOUTH    OF    14TH    STREET. 
Beach  st.  n  w  cor  Greenwich  st,  (1-sty  brlt  and  stone  warehouse,  25x 

S0..Sx70.11;    cost,    $30,000;    Samuei    Weii,    100    Franlilin    st;    ar't, 

Louis  Korn,  3.53  .5th  av.— 838. 
East  Houston  st.  n  w  cor  Goercic  st,  two  6-sty  brlc  and  stone  stores 

and  tenements.  50.3x01.0;   total   cost,  $75,000;   Sorlsin  &  Riccardi, 

301   E   107th   st;   ar'ts,   Bernstein  &  Bernstein.  24   E  23d  St.— 847. 

BETWEEN    14TH   AND   59TH   STREETS. 

47th  st  viaduct.  Grand  Cenirai  Station  yard,  abt  120  w  Lexington 
av,  1-sty  frame  temporary  office,  20.10x10.10;  cost,  $400;  NYC 
&  H  R  R  R  Co.  Grand  Central  Station;  ar'ts,  Grand  Central  Station 
architects.  314  Madison  av. — 833. 

BETWEEN  59TH  AND  125TH  STREETS,  EAST  OF  5TH  AVENUE. 

65th  St.  No  31G  E.  3-sty  concrete  and  stone  factory,  18.9x96.1; 
cost,  !f;3,(X10;  William  Moller,  316  East  .65th  st;  ar't,  Henry  Pla- 
cek,  316  East  65th  St.— 839. 

110th  St.  Nos  431-4.35  East,  6-sty  brk  and  stone  tenement,  50x87.11; 
cost.  $40,000;  M  Fine  Realty  Co,  103  E  125th  st;  ar'ts,  Bernstein 
&  Bernstein,  24  E  23d  St.— 835. 

117th  st,  s  s.  .595  w  Lexington  av.  three  6-sty  brk  and  stone  tene- 
ments. 44.7x87.11;  total  cost,  $180,000;  Harris  Kahn,  230  E  87th 
st;   ar'ts,  Neville  &  Bagge.  217  W  125th  st.— 8.36. 

Madison  av.  s  e  cor  122d  st.  1-sty  brk  and  stone  garage.  19x19,  glass 
roof;  cost.  $.50<1:  Bernard  Gordon.  M  D. -1.881  Madison  av;  ar't, 
L  F  J   Weiher.   103  E  125th  st.— 832. 

BE3TWEBJJ  59TH  AND  125TH  STREETS.  WEST  OF  8TH  AVBNUa 

124th  st,  Nos  138-140  West,  8-sty  brk  and  stone  warehouse,  50x 
lOtt.ll,  gravel  roof;  cost.  $118,000;  H  C  F  Koch  &  Co,  1.32  W 
125th  st;   ar'ts,  Wm  H  Hume  &  Son,  1  and  3  Union  sq. — 841. 

West  End  av.  n  w  cor  60th  st.  three  6-sty  brk  and  stone  tenements, 
40.5x90  and  40x87;  total  cost,  $100,000;  Samuel  D  Davis,  24  E 
23d  st;   ar'ts,   Bernstein  &  Bernstein,  24  E  23d  St.— 846. 

West  End  av.  s  w  cor  67th  st.  two  6-sty  brk  and  stone  tenements, 
40.5x90x87;  cost,  $105,000;  Oseroff  &  Wilcnsky,  1470  Webster 
av;    ar't,   B   W  Levitan,   20  W  31st   St.— 842. 

NORTH   OF   125TH   STREET. 
142d  st,  n  s,   100  e   Broadway,   two  6-sty  brk  and  stone  tenements, 

37.6x86.11;  total  cost.  .$80,000;  J  Kotlowsky,  60  W  117th  st;  ar't, 

B   W   Levitan,   20  W  31st   st  — 843. 
143d   St.   s  s.   100  e   Broadway,   two  6-sty  brk  and  stone  tenements, 

37.6x86.11;    total    cost,    $.80,000;    J    Kotlowsky,    60   W    117th    st; 

ar't,    B    W    Levitan,    20   W   31st    St.— 844. 
143d   St.    n   s,   112.10   e    Lenox   av.    5-sty    brk   and   stone   tenement, 

47.2x87.11;    cost,    $30,000;    Bertha    Leonard,   237   Broadway;    ar't, 

Geo   Martin   Huss.    1'285    Broadway. — 840. 
145th  St.   n  s,  160  w  Amsterdam  av.  2-sty  brk  and  stone  store  and 

billiard   parlor,   40x70.6.   asphalt   roof;    cost,   $12,000;    Mrs   Martha 

Mosher.   Graham  court,   7th  av  and  116th  st;   ar't,   Chas  E  Birge, 

29  W  .34th  St.— 834. 
155th  st,  s  w  cor  St  Nicholas  av,  6-sty  brk  and  stone  tenement,  59. 3H 

x91.11;   cost,  $100,000;   Gross-Herbener  Realty  &  Construction  Co, 
'     45  W  95th  st;   ar'ts,  Neville  &  Bagge,  217  W  125th  st.— 837. 
St  Nicholas  av.  s  w  cor  145th  st.  6-sty  brk  and  stone  tenement,  101.5 

xl03.9x,S9.2;    cost.    $175,000;    K   L   W   Realty   &   Construction   Co, 

18  W  4th  st;   ar'ts,  Thain  &  Thain,  4  E  42d  St.— .845. 

BOROUGH   OF    THE   BRONX. 

Elm   st,  w  s,   83  n   189th  st,   four  2-sty  and   attic   frame   dwellings, 

peak  shingle  root,  21x55;   total  cost,  $22,800;  S  A  Lisk,  Fordham; 

ar't,    F    E    Albrecht.    Fordham.— 904. 
Freeman   st,    s   s,   25   w   Vyse   av,   2-sty   brk   dwelling.   21x58;    cost, 

$7,500;   Martha  Graham,   1377  Vyse  av;   ar't,  Harry  T  Howell,  3d 

av  and  14Sth  St.— 889. 
Green  lane,  e  s,  529.7  s  e  Castle  Hill  av,  2-sty  frame  dwelling  and 

store,    21x51.6;    cost,   $5,000;    Dominic    Plante,   90   East   End   av,; 

ar't,    B   Ebeling,   West   Farms   road. — 894. 
Home  St.  s  s.  91.8  w  Prospect  av.  three  5-sty  brk  tenements.  40.1, 

55.5  and  57.8x72.2.  38.1  and  25.4;   total   cost.   $150,000;   Steinman 

Realty  Co,  200  E  116th  st;  ar't,  Geo  F  Pelham,  .503- 5th  av.— 900. 
Taylor  st,   w  s.   149  n  Westchester  av,   2-sty  frame   dwelling,  21. 6x 

57;    cost,   $5, .500;    Caecillia   and  John   W   Demler,   554   E   1.53d   st; 

ar't,   Gustav  Schwarz,  554  E  1.58th  st.— 891. 
5th  St.  s  s,  108  e  Av     B.  1-sty  frame  shed,  64x19.6;  cost.  $.300;  Thos 

R  Thorn,  on  premises;  ar't,   B  Ebeling,  West  Farms  road. — 905. 
13th  st,   s  s,  380  e  Av  B,   1-sty  frame  dwelling.  25x22;    cost,   .$800; 

J   Mazean.   12th   st.   Unionport.   ow'r  and  ar't. — 003. 
143d  St.  s  s,  100  w  Morris  av,  1-sty  frame 'shed,  84x12;  cost,  $500; 

Nemel    Mantilanel,    530    Morris    av;    ar't,    T    J    Cunningham,    634 

Prospect   av. — 884. 
15.3d   st,    Nos   671    to  677,   two   6-sty  brk   tenements,   37.6x87   each; 

total   cost,   $84,000;    Gluck   &   Allen,   1493   Madison  av;    ar't,   Edw 

A   Meyers.   1   Union   sq  West. — 890. 
157th   st   ,No  580,   1-sty  frame   shed,  20x77.8;   cost.   $.500;   Wilhel- 

mina  Schmidt,  on  premises;   ar't,  A  Rothermel,  686  E  149th  st. — 

888. 
173d  st,  w  s,  425  s  Gleason  av,  two  2-sty  frame  dwellings,  21x55; 

total    cost,    $10,400;    Andrew    Siefermann,    943    E    158th    st;    ar't, 

Chris   F   Lohse.   627   Eagle  av.— 899. 
217th  St.  s  s.  350  e  5th  av.  2-sty  frame  dwelling,  21x51;  cost,  $5,- 

000;   Fritz  Kuhnile,  .393  Audubon  av,  ow'r  and  ar't.- 895.' 
Bainbridge   av.   n    w   cor  Woodlawn    road.   1-sty   brk   chapel,   76.X.30; 

cost,   $10,000;    Bishop   David   H   Greer,   East   Hampton,   L  I;    ar'ts, 

Hoppin.   Keen  &  Huntington.  '244  5th  av.— 901. 
Brook   av.    w   s,   .360   n   168th   st,   5-sty   brk   tenement,   45x78;   cost, 

$30,000;    Peter   Fox,   747   Wendover   av;    ar't,    Clement   B   Brun,    1 

Madison  av.— 883. 
Bronx 'Park   av,   w   s,   50  n   177th   st,   two   2%-sty   frame   dwellings, 

peak,   shingle  roof,  21x50  each;   total  cost,  $10,000;  Jos  Diamond, 

Bronx  Park  av;   ar't,  B  Ebeling,  West  Farms  road. — 893. 


Cedar    and    Sedgwick    avs    junction,    6-sty    brk    tenement,    100x123, 

irreg;    cost.   .$45,000;    Antoinette    Retry,    17   Cedar   av;    ar't,   Chas 

M   Sulland,   70  5th   av.— 896. 
Columbus  av.  s  s.  .50  e  Louise  st.  two  2-sty  frame  dwelling^  20x50 

eilch;    total    cost,    $12,000;    John    Carey,    Jefferson    stV  Van    Nest, 

ow'r  and   ar't. — 885. 
Decatur  av.  n  e  cor  19.3d  st,  5-sty  brk  tenement.  32x67.5;  cost,  $27- 

tKIl);    Thos   Regan.   247   B   ,S3d  st;    ar't,   Clement  B   Brun,   1  Madi- 
son  av, — 882. 
Grant   av.  e  s,  .50  u  John  st,  2-sty  frame  dwelling,  20x30;  cost,  $3,- 

000;   C  R  &  G  J  Baxter,  Middletown  road;   ar't,  C  R  Baxter,  Mid- 

dletown   road. — 002. 
St   Lawrence   av.   e   s,   405  s  West   Farms   road.   2-sty  brk  dwelling, 

25x.55;    cost,    $5,000;    Rebecca    Del    Guidine,    39   St    Lawrence   av; 

ar't.   M   Del   Guidine.  37   St   Lawrence   av.— 892. 
Unionport  road,  w  s,  2'24  n  Van  Nest  av.  2-sty  frame  dwelling.  22x 

53;  cost,  $5,000;  Chas  Ringdstein,  445  Unionport  road;  ar't,  Henry 

Nordheim.    170  Van   Buren   St.— 898. 
White  Plains  av.   w  s.   175  s  Post  st,  3-sty  frame  tenement,  21x65; 

cost,  $7. .500;   Rosa  Muller,  White  Plains  av;  ar't,  Louis  Palk,  2785 

3d   av.— 887. 
Whitlock  av.  n  e  cor  Leggett  av.  3-sty  brk  factory.  29.45x63  and  78; 

cost.  $35,000;    J  Froelich,    499    E    133d    st;    ar'ts,    Bruno  W  Ber- 

ger    &    Son.    121    Bible    House.— 880. 
Willow   av.   e   s.   from   132d   to   133d   st.   1-sty  frame   shed.   165x15; 

cost,  $1.0(M);    Grossman  Bros  &  Rosenbaum,  540  W  58th  st;   ar't, 

Geo  Fred  Pelham,  503  5th  av.— 897. 


ALTERATIONS 

BOROUGH    OF   TOANHATTAN. 

Barclay  st.  No  7.  windows,  toilets,  to  5-sty  brk  and  stone  loft 
building;  cost,  $1.8tJ0;  Michael  H  Weltzins,  on  premises;  ar't, 
Alfred   H   Taylor,  6   E   42d  St.— 2162. 

Bayard  st.  No  70,  new  stairs,  to  7-sty  brk  and  stone  tenement;  cost, 
$"2<l(l;    L  Rosenberg,   70  Bayard  st;   ar't,   O   Reissmann,  30  1st  St. 

Cherry  st.   No   174.   shaft,   toilets,   windows,   to  5-sty  brk  and  stone 

tenement;    cost,   ,$3,500;    King  &  Salkin,   11   Av  A;   ar't,   0   Reiss- 
mann.  30   1st   St.— 22'20. 
East  Broadway,  No  2'23,  partitions,  windows,  io  4-sty  brk  and  stone 

tenement;   cost.  .$5,000;   Jacob  Oppenheim,  40  Canal  st;   ar't,  Otto 

L   Spannhake,   200   E   79th  St.— 2223. 
Eldridge   St.   No   1.33,    add   1   sty   to   extension,   partitions,   windows. 

Stairs,  to  two  5-sty  brk  and  stone  halls  and  dwellings;   cost.  $4,- 

(M)0:    Samuel   Agid,   82   Clinton   st;    ar't.   Max   Muller,   3   Chambers 

St.— 2196. 
Elizabeth   st,    Nos   208-210,   new   floors,   vaults,    plumbing,    to   4-sty 

brk  and  stone  electric   light  station;   cost,  .$0,365;   Brush  Electric 

Illuminating   Co,    1170  Broadway;   ar't,   W   E  McCoy,   1170  Broad- 

wav, — 2218. 
Forsyth  st,   No   171.   partitions,   windows,    toilets,   to   5-sty  brk   and 

stone  store  and  tenement;   cost,  $1,000;   Mrs  Anna  Schindler    174 

E   SOth   st;    ar't.   Henry   Regelmann.    133   7th   st.— 2203. 
Henry  st.  No  198.  toilets,  windows,  to  5-sty  brk  and  stone  tenement 

and  store;  cost.  $5,000;  Daniel  L  Korn,  9"24  Madison  av;  ar't,  Oscar 

Lowinson,    18-20   E  42d   st.— 2161. 
Lewis   St.    No  .33,   partitions,   toilets   to  5-sty  brk     store  and  tene- 
ment;  cost.  $1,200;   Church  of  St  Rose,  72  Av  B;  ar't,  Henry  Re- 
gelmann.  1.33  7th  St.— 21.S5, 
Monroe  st.   Nos  237  and  230.   toilets,  partitions,  windows,   skylights 

to   four  4-sty   brk   and  stone   store   and   tenements;    cost,   $12,000; 

Greenstein  &  Mayer,  230  Grand  st;   ar't,  E  A  Meyers,  1  Union  so. 

—2195. 
Montgomery  st,  No  63,  toilets,  windows,  to  3-sty  brk  tenement;  cost, 

$200;    Aaron    Cooper,   61   Jefferson   st;    ar't,   Henry  J   Feiser,    150 

Nassau   St.— 2160. 
Suffolk  St.  s  e  cor  Grand  st.  partitions,  store  fronts,  to  5-sty  brk  and 

stone  tenement;  cost,  $1,000;   Hyman  Werner,  391  Grand  st;   ar't, 

Henry  J   Feiser.    150  Nassau   St.— 2180. 
Stanton   st.    No   114,   air   shaft,    toilets,   windows,    to   6-sty   brk   and 

stone   tenement;    cost.   .$3,000;    Sigmund   Muldberg.   79   Willett  st; 

ar't,    O   Reissmann,   30   1st   st.— 2183. 
Whitehall  st,   No  .55,  alter  roof,  new  stairs,  partitions,  to  5-sty  brk 

and   stone   hotel;    cost.   $3,000;    David   H   Decker.   47  W  46th   st; 

ar't.   Walter  H   C  Hornum,   .360   W  125th  St.— 2179. 
West  St.  No  ,306,  partitions,  toilets,  windows,  to  3-sty  brk  and  stone 

store  and  dweiline;  cost.  .$3,000;  Barney  Goldman.  520  W  40th  st; 

ar't.  Thos  W  Lamb.  224  5th  av.— 2163. 
West  st,  s  e  cor  Bclhune  st,  tanks,  to  ten  13-sty  brk  and  stone  of- 
fice and  factory  buildings;   cost.  $7,000;   Western  Electric  Co,  463 

West   st;   ar'ts,   Bidlitz  &  McKenzie.   1123  Broadway.— 2217 
1st   St.   No  45.   partitions,   windows,   toilets,   to  5-sty  brk  and  stone 

(enement;    cost.    $2,500;     Harris    Brown,    86    W    113th    st;    ar't, 

Henry   J   Feiser,    150  Nassau   st. — 2197. 
2d   St.   No   215  East,   toilets,   partitions,   windows,   to  5-sty  brk  and 

stone    tenement    and    store;    cost.    .$2,000;    Aaron    Zwerdling,    194 
_  Delancey  st;    ar't.   Herman   Horenburger.    122   Bowery. — 2167. 
7th  St.  No  2.34  East,  store  fronts,  partitions,  to  5-sty  brk  and  stone 

tenement:    cost,    $1,500;     Morris    Meiizer.    234    E    7th    st;    ar'ts, 

Moore  &  Landsiedel,  14.Sth  st  and  3d  av.— 2208. 
8th  St.   Nos  58-60  West,  partitions,   windows,   toilets,   to   four  5-sty 

brk  and  stone   stores   and   tenements;    cost,   $3,500;   H  &   D  Lipp- 

man.    198   Broadway;    ar't,   .\lfred   L  Kehoe.  206   Broadway.— 22<  14. 
12th   St.   No  431   E.  partitions,   stairs,   walls  to  4-sty  brk  and  stone 

dvveiiing  and   church;    cost,   .$2(10;    Rev  John   Ferrazza,   299  E  8th 

st;   ar't,   Henry  J  Feiser,   1.50  Nassau  St.— 2188. 
13th  st.  No  406  East,  toilets,  windows,  show  windows,  to  5-sty  brk 

and    stone    tenement;    cost. '$1,000;    Morris   Soffer,    171   Canal    st; 

ar't,    O    Reissmann,    30    1st    St.— 2222. 
16th  St.  No  415  West,  partitions,  windows,  air  shaft,  to  .5-sty  brk  and 

stone    tenement;    cost.    $4,000;    Jos   Isaac,    117   Columbia   st;    ar't, 

O  Reissmann.  30  1st  St.— 2184. 
23d  St.  No  143  W.  1-sty  brk  and  stone  side  extension.  8x19,  toilets 

to  3-sty  brk  and  stone   theatre;   cost,  $500;   B  A  Darling,   5th  av 

Hotel;    ar't,    Carl    L   Otto,    1    West   34th   St.— 2189. 
24th   st,   Nos  533-.535   West,    install   columns,   trusses,   to  6-sty  brk 

and  stone  stable;   cost.  $12,000;   James  J  Duffy,  on  premises;  ar't, 

R  E  Dusinberre,   123  E  2.3d  st  — 2198. 
26th  st,   Nos  ,509  and  511  W.   toilets,  windows  to  two  4-sty  brk  and 

stone    tenement;    cost.    ,$3.0OO;    Nechols    &    Blumenstock,    418    W 

39th  Bt;  ar't,  John  H  Knubel,  318  W  42d  St.— 2194. 
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28th  St,  No  157  West,  partitions,  toilets,  to  4-stv  brk  and  stone 
tenement;  cost.  $1.(MX1:  E  A  Whitfield.  112  W  74th  st;  ar't.  Ru- 
dolph   Moeller.    10(17   Tinton   av.    Bronx.— 2174. 

43d  St,  Nos  14!S  and  150  E.  add  1-sty.  alter  roof,  new  floors,  stalls, 
piers  to  4-sty  brk  and  stone  stable;  cost,  $1S,0(X);  Westcott  Ex- 
press Co,  47th  St  and  Madison  av;  ar't,  C  Abbott  French,  150  W 
4th  St.— 2191. 

44th  St  .No  32G  West,  windows,  fire  escapes,  partitions,  to  4-sty  brk 
and  stone  tenement;  cost.  $.500;  John  G  Jenny.  225  W  37th  st; 
ar't.   P  F   Brogan.   11!)  E  '23d  st.— 21S2. 

4('>th  st,  Nos  6'21  to  025  W,  toilets,  windows  to  three  5-sty  brk  and 
stone  tenement;  cost,  ^1,500;  Henry  J  Humphrey  ,care  of  Reisen- 
wehers  Hotel.  5Sth  st  and  Sth  av;  ar't,  L  A  Goldstone,  110  W 
34th  St.— 2186. 

47th  St.  No  118  West,  2-sty  and  basement  brk  and  stone  rear  exten- 
sion, 18.0x27,  to  4-sty  brk  and  stone  dwelling;  cost.  .$5,000;  Chris- 
tian Sullivan,  118  W  47th  st;  ar'ts,  Bernstein  &  Bernstein,  24  E 
23d   St.— 2170. 

54th  st.  No  153  East,  partitions,  toilets,  to  5-sty  brk  and  stone 
store  and  tenement;  cost.  $300;  L  Rudinsky.  54  and  56  E  11th  st; 
ar't.  Fred  Ebeling.  420  E  0th  st.— 2212. 

56th  st,  Nos  120  and  122  W,  6-sty  brk  and  stone  side  extension, 
24.<!x!)5  to  6.sty  brk  and  stone  stable;  cost.  $20,000;  Coleman 
Stable  Co,  120  W  56th  st;  ar't,  John  H  Knubel,  318  W  42d  St.— 
2190. 

60th  St.  No  315  East,  toilets,  shaft,  partitions,  tank,  to  5-sty  brk  and 
stone  tenement;  cost.  $4,000;  Morris  Sternberg.  34  E  9th  st;  ar't, 
Harry  ZIot.   230  Grand   St.— 2173. 

62d  St.  No  208  W,  new  stairs,  store  fronts  to  5-sty  brk  and  stone 
tenement;  cost,  $1,000;  Joseph  Eisenberg,  1637  Lexington  av; 
ar't.   Max   Muller.   3  Chambers   st. — '2187. 

63d  St.  No  158  E.  2-sty  brk  and  stone  rear  extension.  16x8,  alter 
roof  to  3-sty  brk  and  stone  residence;  cost.  $2,000;  F  Livingston 
Pell.  58  E  50th  st;   ar'ts.   Pell  &  Corbett,  31  Union  sq— 2103. 

67th  St.  No  313  West.  1-sty  brk  and  stone  rear  extension.  25x23.5, 
partitions,  stairs,  to  two  2-sty  brk  and  stone  workshops  and 
dwellings;  cost,  $1,000;  Rody  Dunn,  216  W  65th  st;  ar't,  Erwin 
Rossbach,   1947  Broadway. — 2224. 

70th  St.  No  l<i8  East,  add  1  sty  to  extension,  to  5-sty  brk  and  stone 
dwelling;  cost,  $400;  Walter  Brooks,  108  E  70th  st;  ar'ts,  Adams 
&  Warren,  20  W  34th  St.— 2178. 


71st  St.  No  310  East,  partitions  toilets,  windows,  to  5-sty  brk  and 
stone  store  and  tenement;  cost,  .$5,000;  Greenstein  &  Mayer,  230 
Grand  st;   ar't.  Ed  A  Meyers.  1  Union  sq.— 2168. 

77th  St.  No  106  West,  toilets,  windows,  to  4-sty  brk  and  stone  dwell-' 
ing:  cost.  $l,.5O0;  M  E  Hewitt,  on  premises;  ar't,  Wm  J  Dilthey.  1 
Union   sq. — 2166. 

77th  st.  No  322  West,  rebuild  walls,  to  3-sty  brk  dwelling;  cost, 
$1(10;  Patrick  Griffin,  322  W  77th  st;  ar't,  Clement  B  Brun,  1 
Madison    av. — 2214. 

82d  st.  No  302  East,  show  windows,  partitions,  to  3-sty  brk  and  stone 
tenement  and  store;  cost,  $1,-500;  Ignatz  Janowitz,  3.53  E  85th  st; 
ar't,  Chas  Stegmayer,  l(i8  E  91st  st.— 2175. 

83d  st,  No  420  East,  partitions,  stairs,  to  5-sty  brk  and  stone 
store  and  tenement;  cost.  $1,800;  Samuel  Davis.  73  W  116th  st; 
ar't,    Herman    Horenburger,    122    Bowery. — 2213. 

S7th  St.  s  s.  96  e  1st  av,  add  1  sty  to  1-sty  brk  and  stone  church 
vestry;  cost,  $2..500;  St  Josephs  Roman  Catholic  Church,  on  prem- 
ises;  ar'ts.   Schickel  &  Ditmars.   Ill  51  h  av. — 2209. 

99th  St.  n  s   |'2.5.5  w  2d  av.  install  terra  cotta  arches,  cellar,  to  5-sty 

100th  st,  s  s|  brk  and  stone  public  school;  cost,  $24,000;  City  of 
New  York.  City  Hall;  ar't,  C  B  J  Snyder.  500  Park  av.— 2'207. 

112th  st.  No  12.3  West,  toilets,  partitions,  windows,  to  5-sty  brk  and 
stone  tenement;  cost,  $3,tK)0;  Israel  Sebowitz.  on  premises;  ar't. 
Walter   H   C   Hornum.   360  W  125th  st.— 2159. 

Av  A.  No  1045.  toilets,  windows,  partitions,  to  5-sty  brk  and  stone 
tenement  and  store;  cost.  $2. .500;  John  H  Scully.  100  W  126lh  st; 
ar'ts.   S   B  Ogdon   &   Co,  954   Lexington  av.— 2158. 

Broadway,  No  1214,  2-sty  brk  and  stone  rear  extension,  8x14. (>,  to 
4-sty  brk  and  stone  hotel;  cost,  $.500;  August  Janssen,  1214  Broad- 
way;   ar't,   B  Hustace  Simonson,  234  5th  av. — 2171. 

Broadway,  s  w  cor  71st  st,  1-sty  brk  and  stone  side  extension,  18x 
45,  to  7-sty  brk  and  stone  hotel;  cost,  .$2,000;  Peter 'D  Plunkitt, 
71  Nassau  st,  care  Kelly  &  Conally;  ar't,  Chas  E  Reid,  105  E 
14th   St.— 2201. 

Broadway,  n  w  cor  1.3th  st,  show  windows,  to  7-sty  brk  and  stone 
Store  and  office  building;  cost,  .$5,000;  Roosevelt  estate.  Roosevelt 
Blrtg.  Broadway  and  13th  st;  ar't,  Geo  Fred  Pelham,  503  5th  av. 
—2216. 

(Continued  on  page. 264.) 
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ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEME.N'T  IN  THE  CITY  RECORD  OF  August 
10  to  i'.'i.  1906,  of  the  confirmation  by  the  Board 
of  Hevision  of  Assessments  and  the  entering  in 
the  Bureau  for  the  Collection  of  Assessments 
and  Arrears,  of  assessment  for  LOCAL  IM- 
PROVEMENTS in  the  BOROUGH  OF  MANHAT- 
TA.N' : 

IL'TH  WARD.  SECTION  .S.  WEST  193RD 
STREET— REGULATING.  GRADING.  CURBING 
AND  FLAGGING,  from  Audubon  Avenue  to  Port 
George  Avenue. 

HERMAN  A.  METZ.  Comptroller. 

City  of  New  York,   August,  9,   190(;. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEME.NT  IN  THE  CITY  RECORD  OF  August 
10  to  'J:i.  1901).  of  the  confirmation  by  the  Board 
of  Revision  of  Assessments  and  the  entering  in 
the  Bureau  for  the  Collection  of  Assessments 
and  Arrears,  of  assessments  for  LOCAL  IM- 
PROVEMENTS in  THE  BOROUGH  OF  THE 
BRONX: 

2:HRD  WARD.  SECTION  10.  EAST  167TH 
STREET— PAVI.NG  AND  CURBING,  from  the 
Southern  Boulevard  to  West  Farms  Road. 
WALES  AVENUE— PAVING  AND  CURBING, 
from  St.  Joseph  Street  to  149th  Street.  2SRD 
AND  24TH  WARDS,  SECTION  9.  NELSON 
AVE.NUE— PAVING  AND  SETTING  CURB, 
fiom  West  ltl4th  Street  to  Boscobal  Avenue. 
2;mD  AND  -JiTH  WARDS.  SECTIONS  10  AND 
11.  HOE  STREET— REGULATING.  GRADING, 
SETTING  CURBSTONES,  FLAGGING  THE 
SIDEWALKS,  LAYING  CROSSWALKS,  BUILD- 
ING APPROACHES  AND  PLACING  FENCES, 
from  West  Farms  Road  to  Boston  Road.  24TH 
WARD.  SECTION  11.  EAST  187TH  STREET- 
PAVING  THE  ROADWAY,  from  Webster  Avenue 
to  the  Southern   Boulevard. 

HERMAN  A.  METZ.  Comptroller. 

City  of  New   York.  August.  9,  lOOG. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  August 
11.  liUXj.  to  August  24,  of  the  confirmation  by  the 
Board  of  Assessors  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
.  Arrears  of  Assessments  for  LOCAL  IMPROVE- 
MENTS IN  THE   BOROUGH  OF   BROOKLYN; 

TWENTY-SIXTH  WARD,  SECTION  12. 
BLAKE  AVENUE— REGULATING,  GRADING, 
CURBING  AND  LAYING  SIDEWALKS,  from 
Hopkinson  Avenue  to  Junius  Street. 

TWENTY-NINTH        WARD.  VANDERBILT 

STREET— GRADING  AND  PAVING,  gETTING 
AND  RESETTING  CURB,  between  Prospect  Ave- 
nue  and   Coney   Island   Avenue. 

TWENTY-NINTH  WARD.  SECTIONS  5  AND 
IK.  LINCOLN  ROAD— REGULATING,  GRAD- 
ING, CURBING,  GUTTERING  AND  LAYING 
CEMENT  SIDEWALKS,  between  Rogers  Avenue 
and  Nostrand  Avenue. 

TWENTY-NINTH  WARD,  SECTION  16.— 
BEVERLEY  ROAD— REGULATING.  GRADING, 
CURBING  AND  GUTTERING,  between  Ocean 
Parkway   and   East    Second    Street. 

THIRTIETH  WARD.  SECTION  18.  SIXTH 
AVENUE  —  REGULATING.  GRADING  AND 
CURBING,  from  Sixty-fifth  Street  to  Fort  Ham- 
ilton  Avenue. 

SEVENTY-FIFTH  STREET  —  REGULATING, 
GRADING.  CURBING,  GUTTERING  AND  LAY- 


ING   CEMENT    SIDEWALKS,     between    Second 
Avenue  and  Fifth  Avenue. 

THIRTIETH  WARD,  SECTION  19.  BAY  FIF- 
TEE.N'TH  STREET  (NOW  SEVENTEENTH 
AVENUE)— REGULATING,  GRADING,  CURB- 
ING, GUTTERING.  LAYING  CROSSWALKS 
AND  PAVING,  between  Cropsey  Avenue  and 
Eightv-sixth    Street. 

THIRTY-FIRST  WARD.  SURF  AVENUE- 
BASINS,  on  all  four  corners  of  WEST  FIFTH 
STREET;  on  north  and  south  sides,  about  3.-i0 
feet  west  of  WEST  FIFTH  STREET;  on  all 
four  corners  of  WEST  EIGHTH  STREET;  on 
north  side,  about  4(X)  feet  west  of  WEST 
EIGHTH  STREET:  on  southeast  and  southwest 
corners  of  WEST  TENTH  STREET:  on  north- 
east and  northwest  corners  of  WEST  TWELFTH 
STREET:  on  northeast  and  northwest  corners 
of  STILWELL  AVE.NUE:  on  northeast  and 
northwest  corners  of  WEST  FIFTEENTH 
STREET;  on  northeast  and  northwest  corners 
and  southwest  corner  of  WEST  SIXTEENTH 
STREET;  on  northeast  and  northwest  corners 
of  WEST  SEVENTEENTH  STREET:  on  all  four 
corner.s  of  WEST  NINETEENTH  STREET:  on 
northeast  and  northwest  corners  of  WEST 
TWENTIETH  STREET:  on  all  tour  corners  of 
^V'EST  TWENTY-FIRST  STREET:  on  northeast 
and  northwest  corners  of  WAREHOUSE  AVE- 
NUE: on  all  four  corners  of  WEST  TWENTY- 
THIRD  STREET:  on  southeast  and  southwest 
corners  of  JO.NES  WALK:  on  southeast  and 
southwest  corners  of  THOMPSON'S  WALK:  on 
southeast  and  southwest  corners  of  HENDER- 
SO.V'S  WALK:  on  southeast  and  southwest  cor- 
ners of  STRATTOXS  WALK:  on  southeast  and 
.southwest  corne.'s  of  SCHWEICKERT'S  WALK: 
on  southeast  and  southwest  corners  of  BUSH- 
MAN'S WALK:  on  southeast  and  southwest  cor- 
ners of  MIKADO'S  WALK:  on  southeast  and 
southwest  corners  of  KENINGSTON'S  WALK: 
on  southeast  corner  of  TILYOU'S  WALK:  on 
south  side,  about  27.'i  feet  west  of  WEST  SIX- 
TEENTH STREET:  south  side,  about  27.''i  feet 
west  of  WEST  NINETEENTH  STREET;  on 
south   side  opposite   WAREHOUSE   AVENUE. 

THIRTY-SECOND  WARD.  FLATBUSH  AVE- 
NUE— PAVING,  from  Nostrand  Avenue  to  Ave- 
nue N. 

HERMAN  A.  METZ.  Comptroller. 
DEPARTMENT  OF  FINANCE.   CITY  OF  NEW 
YORK.    COMPTROLLER'S   OFFICE.   AUGUST  9, 
I;... 


JUDGMENTS. 


4  Altschul,    Charlf's— Julius    Nassauer $2G,S.31 

4  Astor  Wm   W— Charles  Weil 52.09 

G  Arenson,    Samuel — Phoenix    Mills    Distillery 
Co 65.71 

6  Altman,    Jacob— I    Snitkin    84.65 

7  Appleton.     R     Wilmarth— Philip     Weinberg. 

203.49 

8  Alexander,     Bernard — Joseph    Weinstock    et 

al ,    26.15 

9  Arfman.     Henry    M— Alexander    M    Powell. 

266.60 

6  Brush,    Geo   S— E    R   Vollmer 1,193.47 

6  Babcock.  Fred  D— E  M  Merrill 271.87 

6  Brown.  Elmer  W— A  Heyman 133..S9 

7  Bernheimer.   Murray  S — John  Dunstan.  ..41.14 

7  Bates,   Chas  A— Brooklyn   Daily  Eagle.  .372.3S 

8  Berger,    Benjamin — Joseph   Weinstock  et   al. 

26.15 


8  Boynton.  Geo  A— Wm  S  Lawson  et  al. 7,724.07 
8  Brickley,    Wm    C— McCulden    Bros    Co.  .332.70 

8  Blackmar,  Horace  A— H  C  Smith  &  Co.  .82.91 

s  Bloom,   Sol— Charles  Cooper  et  al :i2:i.(56 

9tBosch.    Henry — Henry   B    Hardenburg   et   al. 

60.61 

9  Bowman.    Charles — Edw    S    McSweeney.  168.45 

9  Berry.   P  Vincent— Met  St  Ry  Co.costs,  143.88 
1*  Berger,    Sam — M    Zimmermann    Co 244.20 

10  Butler,     Ernest    L— H    Herrmann    Lumber 
Co 239.71 

10  Bohde.    Emma   C  and   Chas   H   exrs   Geo   W 

and  Edw   C— Hudson  &   Man   R  R   Co 

costs,  571.60 

10  Boughan,    Ben    A — Isaac    Untermeyer    et    al. 

1.113.37 

10  Boughan.    John    A the    same 139.17 

111  Bender.    Frank    R the    same 139.17 

II)  Boushan.     Ben     A the    same I.'i9.17 

1(1  Burns.    Chas    E— Alcolm    Co 16.41 

IM  Bennett.   Cha=   M— Photo   En^r.iving   Co. 143. 31 
4  Comerford,    Patrick— Isidor   Picker  et  al..7.31 

4  Carman,  Chas  M — Albert  E  Donnelly 457.47 

7  Cosgrove,    Joseph   F — Wm    M   Furey .80.25 

7  Cohen,    David— Carrie   J   Weil 90.51' 

7  Calla.  Thomas— Joseph   M  Davis 34.41 

■"<  Cohen,    Louis — Lazer    Schneider 370.65 

9  Calder,   John    F— New   Publication   Co.. 214.66 

9  Clavton.    Patrick— Max    Brennwasser. ..  .34.59 

9  Cady,    J   Carlton.    Jr- Aaron    Engel 31.93 

!l  Cady.    James    C the    same 98.20 

10  Caputo,    Mary — Joseph    Wegrampf 7(50.32 

10  Casey,    David    F — Isaac    Untermeyer    et    al. 

1.113.37 

10         the    same the    same 1.39.17 

10  Cohen.     George— Alcolm     Co 24.41 

lO'Cosgrove,    Samuel   A — Benjamin   E   Jones  et 

al 115.,81 

10  Chsse.    William— Elizabeth    T    Guindon .  144.72 
6  Day.    Christopher   C— S    Kandell   et  al..361.34 

6  Donohue,    Larry — Clinton    Point    Stone    Co. 

554.78 

7  Doran,  Michael  J — Catherine  Bradley 520.18 

7  Duhrenheimer.  Theodore — Andrew  J  Hamil- 

ton  et   al 120.28 

8  Davison,    Asa   R— Albert   E   Nettleton. 3, 695.28 
8  Drogarus,    Socrates    and    Acrivos — Wood    & 

Selick 520.41 

8  Durenheimer,    Theodore — ^Antoine    Borimon- 

ville 259.94 

9  Durkin,  Martin  J — Atlantic  Distributing  Co. 

61.93 

9  Drew,    Phineas    F — Almeda     Creamery     Co. 

100.32 

9  Dunn.   Ambrose  C— Geo  H    Russell 377.87 

10  Delano,  Arthur  M— Julius  Ruben 60.31. 

1(1  Dehn.    Christian— Ralph    M    Ward 129.55 

5  Elias.  M  Angela — Heinrich  Stern 29.41 

9  Eisele.    Louis— David    Mayer    Brewing    Co. 

170.21 

4  Friedman,    Barnet — Material   Men's   Mercan- 
tile Ass'n,   Ltd   41.91 

6  Foerster.   Oscar— E  Plonsky   132.91 

6  Fuchs.    Sigmund— United    Damp   Proofing   & 

Painting    Co costs,    31.93 

6  Forman.   Joseph— M   Kirschenbluth 133.15 

6  Same— M    Sperber    133.54 

7  Fink.    Chas   L— Braun   &   Filts 42.16 

7  Same— David  Coulter  et  al 285.85 

.s  Fuchs,    Loui.s— Schwarzschild    &    Sulzberger 

Co :^02.00 

8  Farg,   Secundo— C  Schilling  &  Co 152.24 

8  Fuchs.    Carl— Marie    Fuchs -....300.41 

9  Fay.  John  J— Stanley  Hod  Elevator  Co.:W3.71 
10  Frankenstyne.    Samuel — Sidney    H    Aarons. . 

59.91 
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10  Frankel,    Louis— People,    &c -...2,000.00 

Kt  Fanell,    Ainiie    L*    and    James    A— Wm    C 

Bergen 127.71 

10  Fettjetuh,  Altl-ed  D— Peter  A  Smitli.  .n;r.41 
10  Eelk.    Silllman  W— Isaac   Untermeyer   et  al. 

i:!<j  17 

10  Feiiluu,    .lohn    T— Isaac    Untermeyer    et    al. 

IB'.i  17 

4  Grimm,    Jacob — Associated    Merchants    of    N 

Y    68.31 

4  Guttroff,     Frederick    and    William— Chas    R 

Partridge    tiC.OO 

0  Gantert,    Louis    F— James    McCreery    &    Co. 

lOli.12 

6  Guterding,  Jacob— O  Parker  107. S3 

ti  Gragg,   Geo  C— T  True 112.84 

0  Gross,    Hlrsch    L— M    Hillmau aO.53 

7  Goodwin,    Cheever— Eliza   Livingston ISO.Ul 

7  Gardner,    Warren— Margaret    Morrison.  .171.91 

8  Goldsmith,     Maurice— Louis    Gordon 127,04 

5  Goldstein,  Harry  by  Josepb  guardian- Third 

Avenue    R    K    Co costs,   11^.88 

8  Gertuer,    Abraham— Henry   J    Nichols   et   al. 

54.50 

8*Gresser,    Philip— David    Spiegel 474.68 

9  Gai^e,    Benedetto- Interurb.m   St   Ry   Co.... 

costs,  118.38 

7  Holland,  David— Acme  Foundry  Co 20.80 

8  Haims,   Louis — Enrico   V   Peseta 4i;l8ti 

U  Heidenheauer,     Louis— Henry     Lacy .  . .  .  ITO.CO 

9  Hamillon,    Mary    J— Rider    Ericsson    Engine 

Co 44.91 

n  Hyman,  Toel— E  Albert  Brenner  et  al.  .  .36.42 
9  heiueman,   Arthur  J— James   Drew  et  al.BO.lO 

10  Hiischliorn,    Louis— People,    &c 2,O0iJ.0J 

10  liild,    Charles .he    same 2,00D.0J 

10  Hadley,   Wm   W— Empire  Square  Realty  Co. 

..    10182 

10  Hail,    Chas    M— Lucerne    Hotel    Co 167.02 

Ul  Howe,    Harry    W— Edwin    A    Howe.  ..  .809.98 

10  Hulman,    Anna— Jtmes   S   Roberts 37.31 

•4  Idlcman,   George— Material  Men's  Mercantile 

Ass'n,    Ltd    41.91 

9  Israel,    Soiomou— Gustavus   A   Rogeis   et   al. 

39.41 

10  Isaacs,   Fred  L— Fiank  G  Cieamer  et  al.94.i>r 
8»Jaffe,      Louis— Standard      Dampproofling      & 

&    Koohng    Co 11,8.79 

4  Kingsland,  Albert  A— Rembardt  Huck. 1,112.08 
4  Kellenbeck,     Edward— Isidor     Picker    et    al. 

120.04 

7  Kirchenbaum,    Leiser— Isaac    Leader    et    al. 
costs,  23.14 

7  Kolinstamm,    Philip— Harry    Levor 14.65 

8  Klager,     Barnett — Oavid     Spiegel 474.68 

8  Kre'h,    Augu.st— Richard    T    Bang 264.41 

8  Kreis,   Louis.  Jr— Bdw   P   Beak  et  al... 303.68 

9  Koeppicus,    Ernst— Wm    II    Barron 87.52 

9  Kurhol,   Louis.  .Moritz    Risett 584.10 

10  King,  Philip  F— Richardson-Boynton  Co. 65. 41 
10  Kershaw,  John  L— Agnes  E  Allfrey.  .656.21 
»4  Linsky,    David    A— Abraham    Karpmens. 123.24 

4  Litert,    Peter— Morris    Dembo 89.72 

4  Lubeke,    Herman— Harry    J    Pond 99.16 

7  Levin.   Samuel— Charles  Levin   84.40 

7  Lindsay,  Robert— A  J  Hemphill 117.19 

7  Lagona,    Antonio— David    Mayer    Brew    Co. 

.,  253.58 

8  Logakos,    Alexander— Wood    &    Selick.  .520.41 

8  Long,    George— Charles  Schlesinger   &  Sons. 

..    317.22 

5  Lehr,  Peter  J— Needham  Piano  &  Organ  Co. 

.. 86.72 

9  Lighthouse,    Chas    F — New    Publication    Co. 

.       214  66 

9  Leshnik.     Leopold    and    Martha— Joseph     V 

Rooney '  .  .  .■ 30.03 

'10  Levy.    Samuel— Morris  Levy   et  al 175.32 

10  Lilienthal,     Benjamin    A     and      Louis    M— 

Twelfth  Ward   Bank  of  City  of  N  Y. 221.79 
10  the   snnie the   same 325,63 

6  Munch,  William- Nassau  Trust  Co  of  N  Y, 

338.80 

7  MacDonald,   James  S  A— Graves  Typewriter 

Co   3.3.79 

7  Mash,   William— Robert  C  Perry 60.41 

8  Maucusco,  Joseph— Ferdinand   Munch   Brew- 

ery  143.69 

8  Mandry,  Lucy— Martha  Wilson  Home  of  the 

City   of   Mount   Vernon 79.06 

9  Mitchell,    Eliza    J— Mary    Jamieson 257  05 

9  Moore,  Geo  G— James  W  Ferguson.  .1,190.10 
9  Munch,   William— Union    Bank  of   Brooklyn. 

205.37 

10  Mustafa,  Ahmad — Arraan  A  Garabedian  .73.41 
10  Mills,    Frederick   A — Belden   J    Rogers   et  al. 

26.02 

\(>  Mackay,    John    W — Isaac    Untermeyer.  .1*^9.17 

10  Munzer.    Henry— J    B    Williams   Co 62.36 

7  Naloli,   Joseph— Geo  F   Doosti 123.25 

7  Newman,   Robert — Isidore  Mason  et  al.. 43.3. 99 

8  Nichols.    Wm    W    and    Clive    McK— John    B 

Kiev cos's,   45.00 

8  N'.erenberg.     Morris — Standard     Dampproof- 

ing  &   Roofing  Co 118.79 

9  0:;enberg,    William- -Morris    Freezer    et    al. 

.'59.41 

9  O'Connor,    James— N    Y    City    Ry    Co 

costs,    110,88 

4  Poole.  Oscar  B— Board  of  Education  of  City 

of   N   Y    ;costs,    112.85 

6  Pacher,  Konrad  O— J  H  Young 1.220.10 

7  Potter.  Daniel  C— Lillian  A  McAllister  et  al. 

456.1G 

n  Percival,    Albert    L— Burnet    Co 447.51 

9  the  same the  same 519.41 

10  Parker,  Joseph,  Jr — Chas  H  Woodruff  et  al. 

508.1.T 

7  Roberts,    Frank    K— Colonial    Bank 64.8.24 

7  Reiner,     Louis — E    H     Ogden     Lumber    Co. 

1,251.73 

7  Same— Same   1,608.50 

7  Rosenthal,    Morris — Charles   Levin 84.40 

5  Reedv,   Mary  C— Joseph  M  Fishel  et  al.. 90.65 

8  Rtine,  Samuel  A— Albridge  C  Smith .  .163  .32 
S*Rubinsky,   Moses — Standard  Dampprooflng  & 

Roofing  Co 118.79 

8  Reinecke.    Otto— Marie    Fuchs 300.41 

8  Raven,    John— John    Buckle i:!9.43 

9  Rosenstock,    Theo    F— Burnet    Co 377.,';6 

9  Rest,    Ernst— Mary   Cainbeis 1.197.16 

n  Ray,    Chas  W— Alfred   Kubler 519.65 

9  Rogers.    Stephen    C— Blanchite    Co 2J0  41 

9  Robertson,   Ann'e  E— Robert  Thedford.  .144  6'! 

10  Reeves,    Arthur  C — Isaac   Untermeyer  et   al. 

139  17 

10  Rohdcnburg,    George— Maynard    N    Clement 

2.820  ,82 

4  Schumacher,  Otto— Isidor  Picker  et  al.135.96 
4  Sehurtz,   Kate— Lang  &  Co 391.33 


4  Sampson,    Samuel— Royal    Beef   Co 432.37 

4  Shapiro,    Dora  and  Morris — Abraham   Kerpi- 

neus    123.24 

4  Smith,  Edward — Almeda  Creamery  CJo.  .45.48 
4  Starr,   Leo  V— Crocker  Woolworth  Ntl  Bank 

of    San    Francisco,    Cal 2,759.33 

4  Same— Same    • 2,202.2.i 

6  Somers,    James  C— M    H   Oppenheim 34.41 

6  Small,   Eugene  W— C   M   Roomson 828.63 

6  Sennett,  James  B — C  L  AltschuV 72.42 

7  Sllviera,   Angela— Ella  B   Rogers 38.41 

7  Shauahan,    John    B — Baker,    Voorhis    &    Co. 

, 73.88 

7  Strum,    Harry— Charles  Levin   84.40 

7  Schmidt,    William— Woodford    Distilling    Co. 

130.G1 

7  Scotti,    Salvatore — David    Mayer    Brew    Co. 

849.98 

8  sitiarsky,  MorrLs— Louis  Byreus 75.01 

8  Stuurman,  John  H  G,  Jr— William  Hawkin, 

1,026.76 

8  Stikernan,     George— David     Pettit 240.47 

8  Sturtevant,     Ernest    W— Harriet    G     Sturte- 

vant 226.24 

9  Stern,    Wm    H— New    Publication    Co 46.41 

9  Simon,   Lena— Kallman   Silverman 105  31 

9  Schwartz,    Samuel    L— Giamercy    Pub    Co.. 

273.47 

9  Scarborough,    Charlotte    R— Rockwood    Pho- 
tograph   Co 121.90 

9  Stouteuborg,    Henrietta— Interurban    St    Ry 

Co costs,   110,88 

10  Spiegel,    Max— Joseph    D    Clifton 133.71 

10  Schoier,    Wm    B    and    Martha    F— H    Herr-  _ 

mann  Lumber  Co 269.15 

10  Smith,    G    Wayland— John    Aitken 173.38 

10  Silverberg.    Charles— Frank    H    Lockwood   et 

al 636.47 

6  Tucker,   Enid  L— M  H  Oppenheim 79.41 

7  Tonnelle,  Walter— Benjamin  J  Dryer 033.38 

10  Tonneie,    Walter— Chas    H    Spencer 364.40 

10  Thompson,    Lewis    M— Byion    F    Barker... 

..     11,239.28 

10  Tanezer,     Alex— David     Manberg 67  90 

10  Thompson.  Patrick— Geo  J  Hominel.  ..  .32.03 
10  Tornay.    Abraham    G— Aliolm    Co 44.41 

6  Van  Huesen,  R  Fletcher— J  H  Reardon.  ..83.42 

7  Vogel,    D    I   and    Samuel— Alonzo    L    Tuska. 

207.39 

9  Vnn  Hogiaf.  John— Frederick  W  Johns, 112.31 
4  Whitcomb,  Herman  S— John  M  Raymond. 36.41 
7  Weiidell,  Lotiis  L— Isadore  Mason  et  al. 433.99 

7  Weisser,    Jacob— Arnold    Preim    547.78 

7  Warren,  John — Graves  Typewriter  Co... 70. 01 
•  7  Wilson,   Wm  G— A  J   Hemphill 117.19 

7  Weiss.    Milton— Alonzo   L   Tuska 207.39 

8  Wegener,    Wm    A— John    B    Ireland 117.65- 

8  We.ss.      Issy— Morris     Eichengreen  ...  1,463.93 

8  Wilson,    Hi.\on   and    Lydia— Siegfried    Karle- 

bach 47.12 

9  Weinberg,   Abe— Mary  Jamison 42.23 

9  Wolfson,   Abraham- Met   St   Ry  Co 

costs,  157.88 

9  Winnig,   Charles— Henry  Meyer  Co 58.66 

10  Vk'ilson,  Matilda  M— Hudson  &  Man  R  R_Co._ 
costs,  371.6  1 

10  Weinstein.    Louis— Henry    Alper    et    al..318.21 

CORPORATIONS. 
N    Y    Transportation    Co — Daniel    F    Healy. 

203.90 

Oxford    Realty    Co — Reliance    Ball    Bearing 

Door  Hanger  Co 728.93 

National  Surety  CO— Same  728.93 

n    A    Rosi    Printing    &    Publishing   Co — Per- 
kins-Goodman  Co 649.87 

The     Car    Trust     Investment     Co— Wm     W 

Miller    6,017.97 

American    School   of   College   Agency — B    De 

Mille   .'.costs,  23.30 

C  G  Flygare  Co— Adolph  Grant  &  Co... 847.47 
Feldmau     &     Brackett     Realty     Co — United 

Damp   Proofing   &    Painting   Co.. costs.   3193 
Pharmacists'    Mfg    Co — F   M    Prindle    et    al. 

costs,    27.57 

Security   Fire   Ins  Co  of   Baltimore   City — M 

M  Stone   557.87 

Varick    Contracting   Co — H   D   Brown   et   al. 

142.95 

Imperial    Coal    &    Coke    Co — R    M    Gilmour 

Mfg    Co    178.91 

Adams    Cylinder    &    Webb    Press    Printers' 

Ass'n   No  51   of  the  City  of   N   Y— George 

Shea    8.32.13 

The  Fidelity  &  Casualty  Co  of  N  Y— Hallen 

Wagner  5,373.87 

Same — Same    costs,   119,30 

St    Dunston   Society — Wm   D    Dyer 12.72 

National    Spring    Bed    Co— N    Y    Couch    Bed 

Co     : .39.56 

Electric     Water     Purifying     &     Filter     Co- 
Carson    G    Peck 277.56 

The  Prismatic   Light  Co — James  O   Bennett. 

237.84 

Fidelity  &  Deposit  Co  of  Maryland— Edw  P 

Beak    et    al 306.68 

Washington    Heights    Hardware    Co — Geo    B 

Curtis 1,500.93 

The   Consolidated    Gas    Co  of    N    Y— Samuel 

H    Draisen    et    al 122,54 

Pile  &  Bloc  Co— New  Publication  Co.  .339.41 
Times  Rea'ty  &  Con  Co— David  Kraus. 172,26 
Broadway   Vendonie  Co — Charles   Edgar. 222. 2t; 

Auto    Protective    League the    same.  .180,31 

Mrs  H  C  de  Mille,  corp— Selwyn  &  Co.. 12.67 
Adirondack    Land    &    Investment    Co — James 

W   Ferguson 1,190.01 

The  Tonneie  Co— John   M   Kemp 529,87 

the    same the    same costs,    32.39 

.Sexsmi^h    &    Hauser — Alco'm    Co 266.41 


SATISFIED  JUDGMENTS. 

August  4.   6,   7,   8,   0,    10. 

'Amos.  Kate— F  B  House  et  al.  1905.  ..  .283.0  i 
Binhorst,     Dungerman — N     Y     Telephone     Co. 

1903 52.60 

Behrmann,    Mary   S — David   Stevenson    Brewing 

Co.    1903 615.03 

Bernstein,    Samuel — L   Schlesinger,   recr.      1906. 

1.000 

Burke,  Wm  E— R  B  Cowing  Jr  et  al.     1906.  .66.91 

Bell,    Thomas— J    Pin.      1906 2,277.42 

Blauner,  Julius  and  Isidore — H  Edelman.    1905. 

249.80 

Cowen,    Charles   A,    Wm   N   Croxton,    Joseph   G 

Miller    and    Chas    E    Holme— H    Kain.      1906. 

278.91 


"Cohen,    Barney,  assignee,  &c— II   B  Claflin  Co. 

18ti7.    Possession  01  property  and  costs  $143.17     . 

or JlO.lO 

Cugs\*eii,    Ki.zabe.n    a— be^uiity   'iiust  &.   Lite 

Ins    i^u.    itiOo :;.M).81, 

Cohn,     David— M     Gornne.     1906 111.91 

Corey,  Lawrence  J— F  Welsh.     1902 332.09 

Dick,    Walter   A— E   F   Hall.      1904 1,022.85 

Diamond,  C  Herbert- M   Von  Keller  et  al.  1.895. 

109.91 

Eberhardt,    Martin— J    Beck.    1904 219.38 

Fisher,   Barbara— C  Winters.   1906 97.89i 

'Friedlander,    Eugene— City    of    N    Y.    1906.137.93' 

Ureeunerg,  narry— C  E  Ring.  1900 l»0.3r[ 

Goldflne,  Joseph— H  F  Gundrum.     1906 71.22: 

Grecnieid,    Morris    and    Henry    Spiro — J    SptrO-ii 

et    al.     lilOJ 312.31 

Horwitz,  Otto— L  Schlesinger.  1906.  ..  .1,000.00 
*rielinian,    Meyer    and    Henry    Nicholasburg — M 

C  Kervau.   1905 2,033.63 

"Howard,    Michael- J    H    Adams.     1906.  ..  .332.61 

Hazell,    Jes.se— W    Larder.      1900 671.18 

nu^va.d.  Michael  Lt — J  S  Hanson.  19tX>.. 18009 
Horowitz,  Barnet  &  Louis— B  Itzkowitz.     1906. 

J354.80 

Kornuorier,  Henry- H  H  Lyman.  1808 40.00 

b.iiue s.Lu.e.     I.>it8 lOU.  75 

Kennedy,  Charles— L  Tekulsky  et  al.     1S03.193.62 

Same— Same.      1903 69.91 

Klekner,   David— T  P  Jones.     1905 136.40 

Karasik,     Jacob — Schwarzschild    &     Sulzberger 

Co.      1905    149.27 

Lawrence,   Wm   B  Jr- P   Young  et  al.     1901.. 

347.56 

Lawior,    Norman    A — O   Otten.    1902 422.83 

McNe.iy,  't  nomas  J— E  VV  Harris.  1906.  ..  1.85.18 
Marks,  Joel  and  Sadie.. H  F  Rivers.  1898.  .67.10 
Mu.iay,    tidwaid    and    John    D    Edwards — New 

Home    Sewing    Machine    Co.    1894 1,038.29 

Mahoney,  Robert  J— J  Colleran  et  al,     1906.. 32. 72 

Mendel,    Adolf— Y    Salzman.      1906 1,048.71 

McMillan,     Elizabeth— D    Griffin.       1906 684.03, 

iVl.Li.  ucii,  v\  ui  i:. — .^  1  leiepuone  Co  1VKJ6..23.90 
O'Brien,    Thomas,    Catherine    and    James— S    L 

Kirkpatrick.     1906 442.72 

Ouenneimer,   Marion  L— H   D  Meyer.    19tXi..47.08 

Parlzscheteld,    Louis— A   Marks.    1903 117.98 

Peteisou,   Cnas  G — J    M   l-'.snei  et  al.   19tKJ.  .yr.43 

Paley,    Joiin— B    Sober.    1904 103.45 

Patten,  Harriet  L— M  L  Pelham.  1,894.  .128.30 
Powers,    Henry   C   or  Harry   C  and   Edward   A 

Jr— P    R    Brewster.      1904 148.60 

Roth,    Henry    and    Jose    BerkowiLz— G    H    Gala- 

tran.    1906 42.6S 

Seidenwerz,    Charles— J    Dalton.     1906 111.62 

Van    Sise,    Chas   E— M    Koseuneld   et   al.    1897. 

129.35 

Same M    Blum    et    al.    1900 171.56 

"Waiter.  James  K— H  Viilaum.   UKHi 70.41 

"Same — same.     1906 70.41 

'Wollowitz,  Louis— A  Glick  et  al.     1906.  .1,056.44 

Weil,   Isidor— R  Weil  et  al.     1896 97.12 

Wilkens.    Harry— S   P   Wilkens.    1902 424.64 

CORPORATIONS. 
'The  New  York  &  H  R  R  Co  and  N  Y  C  &  H 

R  R  i_o— W  Pape  et  al.  1901 1,351.43 

<Same ;.\    Dolan    et    al.    1901 2,484.60 

*Same same.   1902 132  05 

'Same VV    H    McCarthy.     1901 4,019.73 

♦Same same.   1902 147.35 

'Same G    Ehret.    1901 631..'50 

Adee  Syndicate— N  Y  Telephone  Co.  1906.  .32.21 
Inter  Rapid  Transit  Co  &  Man  Ry  Co— 1  Tesch- 

ner.   1906 197.50 

The  N  Y  &  H  R  R  Co  and  NYC&HRRR 

Co— H    Muhler.    10O5 279  78 

Same— L    Olivella.     1900 105  34 

The  N   Y  C  &  H   R   R   R  Co— M  Ahner.   1901. 

1.821.33 

'The  Security  Trust  &  Life  Ins  Co— J  N  Stout. 

1902 22,096.00 

Minsker   Realty    Co— A    Sauerstrom.      1906.  .27.41 

Same — Same.     19tJ6 34.41 

The   Long   Island   R   R   Co— E   Schaefer.     1906. 

a-j.OO 

Same — E    Glennan.    1906 150.00 

Ocean  Electric  Ry  Co— I  V  Barret.  1906.. 250.00 
A  B  &   E  L  Shaw   Co— A  A  Freeland.     1906. . 

6,197.40 

The    George    B     Van     C  eve    Cc — L    Brummer. 

1!:0I', 22  41 

Geo   W   Jump   Co— J    Williams.    1906 1,469  93 

'Vacated  by  order  of  Court.  ^Satisfied  on  ap- 
peal. ^Released.  'Reversed.  'Satisfled  by  exe- 
cution.     "Annulled   and    void. 


MECHANICS'  LIENS. 


August   4. 
4,3— 178th   St.    n   s,   38  w   Watson   lane,   25x100. 

Silberstein    &     Silver    agt    James    B    Cullen, 

Morgan    &    Wilson $78.00 

44— Bathgate    av.    Nos    17.34    to    1760.      Harry   S 

Lipshitz    agt    Baum    Realty    Co,    John    Baum. 

Harry  Ritzken  and  Joseph  Silverman 268.75 

4.3— l.'lsth  St,  Nos  6  to  14  West.     ABC  Roofing 

Co   agt   Joseph   Jacobson,   Joseph   Block.  .235.00 
46— Ludlow    St.    No    146.      John    F    Cronin    agt 

Greiner  &   Ginsberg,    R  Tobias  Schwartz.  195.63 
47— Rivington  st.   Nos  313  and  315.     Same  agt 

Abraham    Spiro,    Max    Sabowitz 18.50 

48 — Madison   av,   Nos   1772  and  1774.      Sibley  & 

Pitman  agt  —  Benedict,   Thomas  L   Murphy. 

278.98 

49— Essex    st.    No    170.      Isidore    Sinkowitz   agt 

Simon    Bollt    ,..150.00 

.30— Same    property.      Same   agt .3.30.IX) 

51— Spring   st.    No   7.      Jacob   Deutsch   agt   Car- 
mine   Minetti,     Christian    Minetti,     Louis    D 

Cantelmo    100.00 

5'2— 31st   St.    No   9   West.      William    Crowe    agt 

John   Nelson,   C  G   Flygare 33.00 

5.3— Union  av,  s  w  cor  160th  st,  39x103.     Ryan 

&    Finkelstein    agt    Jackson    Bros 23.'i.72 

August   6. 
5-! — 103d    st,    Nos    1;)3   and    157    East.      Hvman 

Greenberg     agt      Sundl      Hyman,      Friedman 

Building  &   Operating  Co   160.00 

.3.3— locth  St.  No  311  East.     Herman  Greenberg 

agt   John    Milano    .3(5.00 

56— 17th    St.    No    443    West.      Joseph    R    Potter 

agt   Nechols  &   Blumenstock,   Jacob   Drucker. 

173.81 

57 — 1st    St.    No    47%.      Bartelstone    &    Son    agt 

Joseph    Rabinowitz,    Harris   Goldberg 62.40 


The    text   of   these   pages   is   copyrighted.      All   rights   are    reserved.     Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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We'll  ?imaze  you  if  you'll  give  us  a  chance  to  show  you  how  the  Luxfer  System  will  put 
daylight  where  you  want  it  in  that  store,  that  apartment  or  that  basement.  Don't  you 
believe  it?     Call  up  3276  Gramercy,  and  let  us  talk  to  you  a  minute. 

AMERICAN  LUXFER  PRISM  CO.,  160  Fifth  Avenue,  NEW  YORK. 


August   7. 

5S— Prospect  av,  n  w  cor  Fox  st,  Io5.6.xl00x 
84.6x12:2.  Kingston  &  Hammer  agt  Hercules 
Realty  Co   S5O.O0 

5!/ — :3a[istie(l. 

60— Jackson  av,  s  e  cor  Garfield  st.  25xG2.6x 
25  5x00.1.  Alexander  Deluca  agt  Edw  F 
Boyle  1G3.05 

61— Broadway,  Nos  1278  to  12S0.  Electric  Car- 
riage Call  Co  agt  Mary  E  Hanley,  Co-op  Ad- 
vertising Co $1,125.00 

62— .'ilst  st,  Nos  407  and  400  East.  John  Pugh 
&    Son    agt    Paul    Morich :JOO.OO 

63 — Broadway,  s  e  cor  Howard  st.  52x100. 
James  W  Hunt  agt  Bradford  L  Prince  and 
Chas  De  K  Townsend.  trustee,   Chas  S  Wan- 

•  ner    4!>9.n6 

64— St  Nicholas  av,  e  s.  154.10  n  l.j3d  st,  S9.9x 
117.4  x  irreg.  Pasquale  Mascio  agt  John  J 
Hearn  Contracting  Co 710.00 

Aug.    8. 

65— Rivington  st.  No  .'iS,  Max  L  Rohman  agt 
Julius    Zweig 1,400.01) 

66 — Same  property.  Solomon  D  Multz  agt 
same 325.00 

67 — Av  A,  No  1437.  Joseph  Geller  agt  John 
King 100.00 

68— 125th  st,  Nos  456  and  458  W.  Jacob 
Maisel    agt    William    Soltz 304.06 

60— Amsterdam  av,  s  e  cor  185th  st,  80x100. 
Same  agt  Bach  &  Goodman - 83.03 

70 — Ludlow  st.  No  146.  Tobias  Schwartz  agt 
Elias    Ginsberg    and    Charles    Greimer.  .950.00 

71 — lioth  st,  No  12  E.  Martin  J  Monohan  agt 
William   RatuI   and   Campbell   &   Moian.  .140.00 

72 — 1st  av.  No  101.  Phillip  Silverman  agt 
John  Sussman  and  Lorenzo  Building  Cou- 
stiuction    Co 100.00 

73 — Sullivan  st.  Nos  6.i  to  07.  Same  agt  L  M 
Thorn  and  Loieuzo  Building  &  Construc- 
tion  Co 368.00 

74 — Eldridge  st,  Nos  236  to  242.  Brooklyn  Fire 
P.oof  Sash  &  Door  Co  agt  Louis  Minsky, 
S.egel  &  Rosenber,  and  Empire  Sheet  Metal 
Works 350.00 

75— Stanton  st.  No  62.  Max  Cohen  et  al  agt 
Victor  A  Lever  and   Harry  Goldstein.  .1,303.00 

76— 1st  st,  No  13.  Morris  Wolt  et  al  agt  J 
HoHlin 870.00 

Aug.    9. 

77 — Irt  st.  No  17  E.  Milton  J  Doeruberg  agt 
Juiius  Hottlin,  Morris  Wolf  and  Harry  Se- 
pian 350.00 

7,^, — Allen  st,  Nos  23  and  25.  Joseph  Jordan 
cgt  Moses  Harris,  Sam  Goldman  and  George 
Schor 400.00 

79 — 2d  av,  No  2288.  Maurice  Neumark  agt 
Alexander  Vannutille  and  Eunice  Archiles. 
675.00 

80— lytith  st,  Nos  168  to  172  W,  Maresca 
Walsh  Tiie  &  Marb.e  Works  agt  Phillip  and 
Irving   S. men    046.00 

81— 24th  st.  No  147  W.  D  &  D  Electric  Co 
:  agl    Albert   E    Smith 375.00 

82 — Columbus  av,  s  e  cor  Van  Buren  st,  25x 
100.  Van  Nest  Wood  Working  Co  agt  John 
B    Marion 222.19 

83— 14!ith  St.  s  s,  whole  front  beLween  Beach 
■and  Union  avs,  2O0xlO0xl8t>.  John  McManus 
agt  Hauben  Realty  Co  and  Raffaele  Figurita. 

■ 36.00 

84— Boston  road,  w  s,  303  s  liiUth  st,  72.11x 
108.11.        Same     agt     Sarah     Meisel,     Joseph 

■  Perlitch,   John   H.mburg  and  John   Meisel. 50  00 

8.5— 9Sth  st.  No  202  E.  Herman  Greenberg 
agt  Joseph  Rubin,  Joseph  Goldfarb  and  — — 
Rosenberg 106.80 

86— 8th  av,  s  e  cor  140th  st,  100x100.  Keshin, 
Blitstein    &    Co   agt    Louis    Weinstein.  .2,368.10 

87 — Madi.son  av.  No  1584.  Re.nhold  F  Wer- 
ner agt  Joseph  Greenberg  and  Ernestine  G 
Krause 283.50 

88— Eldridge  st.  Nos  236  to  244.  Solomon 
Bisgaier  agt  Louis  Minsky  and  1  or  B 
Fleischer 247.96 

89 — Grand  st.  No  568.  Same  agt  Morris 
Fischer  and   I   or   B   Fleischer 81.57 

90 — I2d  st.  No  104  W.  Truss  Metal  Lath  Co 
agt   John    Doe   and   James   L   McDermott. 125.00 

Aug.   10. 

91— 31st   st,    Nos   110    to   121    E.      Eltmer   Iron 

Works     agt     Irving     Improvement     Co     and 

Varick  Contracting  Co 150.00 

92— 122d  St.  Nos  515  to  521  W.     Hyman  Davis 

agt   Krulevitch    Realty    &   Construction    Co.. 

3.200.(« 

93— 104th    St.    Nos    l.SO   and    182    E.      Robinson 

Stoneware   Co  agt   N    Silverson 33.00 

94 — 76th  s'.   No  346  E.   Natan  Weber  agt  Louis 

Yudkoff    and    Barnett    Hamburger 250  00 

95— 147th  St.   Nos  2fO  to  204  W.     Max  Leven- 

kind  agt  Benjamin   Sperling 85.00 

90— 114th    st,    Nos    437    and    439    E.      Louis    D 

Retman    agt    Abraham    Bosk 174  50 

^Editor  Record  and  Guide; 

In  refeience  to  lien  for  .'fi6.735,  filed  August  2d, 
IflOG,  by  Charles  P.  Fe/busch,  I  desire  to  state 
that  the  same  was  filed  by  a  discharged  em- 
ployee of  mine  without  any  ius'.iflcation,  he 
having  been  discharged  by  me  for  willful  neg- 
lect of  duty.  The  lien  has  already  been  bonded 
and  dischaiged  of  record. 

(Signed.)  HARRY   GOODSTEIN. 


97— 22d  St.  Nos  217  to  221  E.  Standard  Fire- 
proof Sash  &  Door  Co  agt  Ella  M  Pelletrau 
and    Wm    J    Merritt 320.00 

98 — Sth  av,  s  e  cor  151st  st.  runs  e  96.7  to 
Macombs  lane  x  s  203.5  to  intersection  of 
150th  st  and  Sth  av  x  n  179  to  beginning. 
Braunfels,  Browning  &  Co  agt  Max  Raymond 
and    William    Soltz 311.08 

99— 125th  st,  Nos  368  and  370  W.  Charles 
Bayer  Co  agt  Charles  Weisbecker  and  United 
States    Foundry    and    Sales    Co 327.69 

HH>— Washington  st,  e  s,  150  s  Rector  st,  75x 
75.  George  Kleinbeck,  Jr.  agt  D  J  Favur 
&  Bros  and   R  &   M  Talsky  &   Co 537.11 


BUILDING  LOAN   CONTRACTS. 

August  4. 
156th    Et,    n    s,    200    e    Broadway,    275x99.11. 
Realty  Mortgage  Co  loans   Louis  Meryash   to 

erect  a  —sty  bldg;   6  payments $85,000 

August  6. 

Commonwealth   av,    w   s,   25   s   Beacon   st,    25x 

100,    Bronx,      J   J    K  O'Kennedy,   atfy,    loans 

Betty   Peterson   to  erect  a  2-sty   dwelling;   3 

payments    2,500 

August  7. 

206th  st,  s  s,  162.8  s  Grand  Boulevard  and  Con- 
course, 50x87. 7x50xHX).  Manhattan  Mortgage 
Co  loans  Maria  G  Del  Gaizo  and  Krnelia 
Badoiati,   to  erect  a  — sty   bulg;  6  payments. 

, 4,250 

Aug.   8. 

Madison    st,    Nos   94    and   98.      Pincus   Lowen- 
feld  and    William   Prager   loan  Louis   Frank,     - 
to   erect   a  —   story    building;    10   payments. 


.32,000 

llOth  st,  s  s,  290  e  3d  av,  160x99.11.  Lawyers 
title  Insurance  &  Trust  Co  loans  Hauben 
Realty  Co,  to  erect  a  —  story  building;  — 
payments 102, tWO 

Moit  st,  Nos  166  and  168 | 

Broome  st,    Nos  365  to  369 | 

Bronx  Investment  Co  loans  Rocco  M  Ma- 
rasco, to  erect  a  6-sty  tenement;  8  pay- 
mems 75,000 

St  Nicholas  av,  w  s,  51.9  n  156th  st,  runs  n 
51. JO  X  w  9i.3  X  s  99.1  to  156th  st  x  e  25 
X  u  49.11  X  e  86  to  beginning.  Piucus  Lo- 
wenfeld  and  William  Prager  loan  Louis  C 
Nicoll    and    Solomon    Merksamer,    to    erect    a 

6-sty   tenement;   4   payments 15,000 

Aug.  9. 

156th  st,  s  s,  whole  front  between  Fox  st  and 
Southern  Boulevard,  210x100.  City  Mort- 
gage Co  loans  Baubahn  Realty  Co,  to  erect 
nve  5-sty  tenements;   1  payment 2tf,OU0 

Tinton  av,  n  w  cor  15sth  st,  125.\95.  Same 
loans  Northwestern  Realty  Co,  to  erect  three 
6-sty  tenements;. 8  payments 90,000 

llO^n  st,  s  s,  262.9  w  Pleasant  av,  100.3x 
lOO.lO.  Harris  Mandelbaum  and  Fisher  Le- 
wine  loan  M  Fine  Realty  Co,  to  erect  a  6-sty 
tenement;     7     payments 64,000 

Classon  av,  w  s,  350.11  n  Merril  st,  25x 
lll.llx  irreg.  Christian  Hillgreu  loans 
Louis  Benoist,  to  erect  a  —  sty  building;  3 
payments 3,2(J0 

Aug.  10. 

Broadway,  e  s,  25  s  153d  st,  75x100.  North 
American  Mortgage  Co  loans  T  J  McGuire 
Construction  Co,  to  erect  two  6-sty  tene- 
ments;  12  payments 85,000 

Broadway,  n  e  cor  178th  st,  25.6x101.9.  City 
Mortgage  Co  loans  George  Coburn,  to  erect 
a  5-sty   tenement;  9   payments 30,000 


SATISFIED  MECHANICS'  UENS. 

August    4. 
Allen   st,    No   102.      Louis   Levin   agt   Henry   J 

Brodsky  et  al  (July  IS,  19U6J $1,825.00 

Broadway,   No  196.     Kiunear  Pressed  Radiator 

Co  agt  Mirror  Candy  Co  et  al   (Dec  7,  1905). 

••■ 139.56 

Webster  av,  e  s,  25  s  Ann  pi,  125x11  to  Brook 

av.      Nathan   Goldstein   agt  Max   Miller   (Aug 

-,   1066)    14,650.00 

^Amsterdam,     w    s,     25    s    17Sth    st,    80.8x100. 

Candee,    Smith   &    Howland   agt  Cascade   Re- 
alty &  Con   Co   (July  20,   1906) 881.79 

=Same     pro])erty.       Pasquale     Vertimiglia     agt 

same  (July  19.  ir06)   115.00 

l:iSth   st,    n    s.    295    w   5th    av.      Harry   W    Bell 

agt  Hyman  B  Goldberg  et  al  (July  16,  1906). 

375.00 

11th  av.  No  781.     Samuel  Greenberg  agt  Joseph 

Reskower  (June  7,  HM.Hi)   45.00 

123d   st,    Nos    151    and   153   East.     Patrick  Fo- 

gai-ty  agt  Samuel  Fritz  et  al  (July  26,  lOO.i) . 

255,90 

^Prospect  av,  s  e  cor  Kelly  st.     Philip  Jacobson 

agt  Prospect  Av  Realty  Co.    (July  28,   1906). 

262.94 

'Pearl   st,    Nos   59   and   61.      Patrick   F   Tracey 

agt   Wm  F  Pigueron   (Aug  3,    1SI06) 1.54.18 

iPark  av,  n  e  cor  .S3d  st.     Pelham  Operating  Co 

agt  Hauben  Realty  Co  et  al   (Aug  3,   1906).. 

153..50 

August   6. 

1.5.Sth  St.  Nos  0li2  to  6i!6  Bast.  Benjamin  Sil- 
verman agt  Jacob  Hirsch  et  al  (July  19 
1906)    300.00 

Pitt  st,  No  135.  Berkowitz  &  Perlman  agt 
Jacob  Kaufman  et  al   (July  6,  1906) 1,200.00 


Same  property.    Frederick  Turkowsky  agt  same 

(May   28,    l;)OU)    498.00 

Same  property.     J  Hecht  &  Co  agt  same  (July 

28,    1906)    50.00 

Same  property.     Solomon  Altes  agt  same  (July 

17,    1906)    250.00 

Same  property.     Jacob  Swidler  agt  same  (June 

20.   1906)    19.75 

August   7. 
=Dey  st.  No  1.8.  I 

Cortlandt   st.    No   22  | 

John  E  OKeefe  agt  N  Y  Telephone  Co  (Feb 

14,    1906)    135.75 

Fort  Washington  av,  s  e  cor  178th  st.  Chas  J 
Fahrenkopf   agt   William    Morris   et   al    (July 

11,    1906)    605.22 

Av  A.  No  1322.     Julius  L  Engel  et  al  agt  John 

Doe  et  al  (July  20.  19061   407.00 

178th  st,  n  s,  38  w  Watson's  lane.  Silber- 
stein  &  Silver  agt  James  B  CuUen  et  al  (.\ug 

6,    1906)    78.00 

Aug.    8. 
■n35'.h   si,    Xos    105   to   125  West.      David   Bre- 
zinsky    et    al    agt    Abraham    Silerson    et    al. 

(June    20.     1905) 1.200.(X) 

-'Amsterdam  av.  s  e  cor  163d  st.  J  J  Sewall 
agt   Morris   Bernstein   et  al.      (July  2,    1906i. 

3, .500,00 

-2d  av.  No  1982.     Hugh   Fitzpatrick  agt  Henry 

Feuerstein.      (April  11,   lOOli) 200.00 

-'Brook  av,  Nos  1310,  1313,  1314,  1318,  1320, 
1324,  1328,  1332  and  1336.  John  Seelig  agt 
Albert  K  Schwarzler  et  al.      (July  31,   lOOii). 

1.500.00 

^Wendover  av,  Nos  775  to  779.  John  Seelig 
agt  Otto  J  Schwarzler  et  al.     (July  31,  1:k>i!). 

360.00 

^Bedford  st.   Nos  60  and  62 1 

Morton    St.    No    27'/^ j 

Teddv    Connolly    agt    Samuel    Miller.      (June 

2.   ItiO(i) :i.S3.50 

Attorney  st.  No  1.50.  Max  Balik  agt  Sam  Les- 
ter et   al.      (July  17,   1906) 110.40 

^Cypress  av,  n  w  cor  138th  st.  Chas  P  Fei- 
busch  agt  Port  Morris  Realty  &  Construction 

Co.      (Aug   2,    1906) 6,735  00 

"Stanton    st,    No    66.      Max    Pius    agt    Samuel 

Katz.      (March    12.    1906) 525  00 

1119th  St.   Nos  222  to  '228  East.      Sam  Fox   agt 

Sam  Habin  et  al.     (Aug  7,  1900) 100.00 

i2Sth  st,  s  s,   1,S5  e  4th  av.     Toscani   Bros  agt 

Fredk  C  Zehel  et  al.     (July  25,  1006) 158.00 

Aug.   9. 
Amsterdam  av.  w  s.  whole  front  between  04th 
and    95th    sts.      N    Y    Asbestos    Mfg    Co    agt 
Julius  S  Sandler  et  al.      (July  19.    1906)  120.00 
34th    St.    No   1   W.      John    H   Carl   agt   Bankers 

Investing    Co    et    aL      (April    23.    lOOfi).  .115.46 
57th  St.  No  141   E.     John  H  Carl  agt  Emma  S 

Temple  et  al.     (April  23,   1900) 194  56 

''Vyse  av.  w  s.  102  s  Home  st,  4'20xlO().  Muel- 
ler   Bros    agl    A    A    Silberberg    et    al.      (July 

2li,    1906) 5.50.00 

^Prospect  av,  n  e  cor  Fox  st.  Kingston  & 
Hammer    agt     Hercules     Realty     Co     et     al. 

(July    26,    lOlHi) 8.50  00 

\ith  av.   No  3.5:i.     Jerome  G  Collins  agt  Louis 

Korn    et   al.      (July   2,    1906) 623.60 

'151st  St.  Nos  523  to  ,527  E.  Samuel  Smith 
agt   Cohen,    Mariasky   &    Evers   et   al.      (Aug 

1,    1906) 86.00 

Aug.   10. 
SouMiern    Bou'evard.    w    s,    225    n    Jennings   st, 
.■C0xl:'0,4.       The     Union     Stove     Works     agt 
Hawthorne   Building  Co.      (July  7.   190,)). 513.00 
I'.id   st.   No  221   W.      Abraham    Dan   agt   Harry 

Abend   et   al.      (July    17.    1901!) 198..50 

13th    st.    No    519    E.      .\braham    Weitzer    agt 

Julius    Toshman.       (June    5,     1901!) 160  00 

3d  st.   No  84   B,      H  Olansky   &   Co  agt   Silver- 
man  &  Leader  et  al.      (July   14,   190:!).  .275.00 
=3d  av,   Nos   l.'fill   to  1401.     Saverio   Nappi   agt 
Isaac  Kle  nfeld  et  al.     (June  13.  1906.).  .900  00 

'Discharged    by   deposit. 
-Discharged    by   bond. 
^Discharged   by  order  of  Court, 


ORDERS. 

Auf;.    8. 
Broadway,   Wadsworth  av.    181st  and   lS2d  sts, 
whole    block.      M    Fortunate   on    Adolph    Hol- 
lander   to    Braunsfels    &    Browning 617.03 


ATTACHMENTS. 

Aug.   -1. 

The  New  England  Tonopah   Mining   Co;    Samuel 

J   Harman  et  al :  .f  2.280.91 ;  J  C  Ouggenheimer. 

Aug.   8. 

Acker  Process  Co;  Frederick  W  J  Kuhl;  .fl.SOO; 

Gennert    &    Gennert. 


CHATTEL  MORTGAGES. 

AFFECTING    REAL    ESTATE. 
August  2,  3,  4.  6,  7  and  8. 

EHender,  H  M.  .507-511  W  179th  and  I79tb  st 
w  of  Amsterdam  av.  .A  Larsen.  Refrigera- 
tois.  (R)    480 

Hossel  Building  Co.  291  7th  av.. Reedy  Ele- 
vator  Co.      Elevators.  6.000 

Weinstein.  L.  S  e  cor  149th  st  and  8th  av.  . 
W  Kerby.      Ranges.  BOO 
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WALL   STREET  brokerage    houses   and    financial   writers 
persist  in  construing  tiie  advancing  market  action  each 
day  as  a  desperate  effort  of  big  interests  to  unload.    The  fact  is, 
that  when  big  interests  want  to   accumulate   stocks  they   can 
only  do  so  by  creating  this  very  suspicion,  making  each  seller 
pat  himself  on   the  back  and  say,  "The  big  interests  are  not 
fooling  me;  they  cannot  unload  on  me,  I  will  unload  on  them," 
and  so  the  street  has  been  unloading  on  these  great  controlling 
interests   as  they  supposed  for  the  past  month,  and   it  would 
appear  it  was  just  what  these  interests  in  question  wanted.  The 
manufacture  of  new  stocks  having  ceased  for  five  years,  whereas 
the  manufacture  of  new  money  has  proceeded  at  a  greater  pace 
than  ever  known,  is  it  not  conceivable  that  the  floating  supply 
of  stocks  is  smaller  than  five  or  six  years  ago,  so  that  when 
large  operators  wish  to  acquire  a  line  of  securities  their  task 
will  be  impossible  of  accomplishment  if  the  public  were  con- 
temporaneous buyers?     Such  operators  must  necessarily  create 
the  prevailing  sentiment  and   caution   to   "beware  of  distribu- 
tion"  in  order  to   have   the  buying  to   themselves.     All   signs 
point  to  a  sold-out  condition  of  the  average  Wall  Street  com- 
mission house,  and  this  belief  will  find  expression  later  in  low- 
priced  railroad  and   industrial   issues  which  have  not  yet  par- 
ticipated  in   the  advance.     The   sold-out   public  will   resort   to 
these  issues  so  as  to  get  back  into  the  game.     This  they  will 
prefer  to  purchasing  again  the  stocks  they  have  lost  by  their 
smart    unloading,    so    it    would    seem    that   stocks    like    Inter- 
borough,  Erie,  Wabash,  Iowa  Central  and  Wisconsin  Central  at 
current  quotations  offer  the  preponderance  of  cha^nces  in  favor 
of  an  extended  advance,  and  this  might  also  be  said  of  United 
States    Steel    Common.     The   threshing   returns   of   wheat   are 
greatly  exceeding  the  early  estimates  of  the  crop,  and  should  the 
Canadian  crop  realize  its  promise  we  may  see  an  approach  to  a 
thousand  million  bushels  as  a  product  of  the  North  American 
continent.     A    month   ago    there   was   some   disquietude   about 
money.     It  has  now  ceased  to  be  a  cause  for  alarm.    Never  has 
the  money  market  been  so  closely  watched  nor  more  sensitive; 
yet  it  is  not  now  believed  that  an  acute  situation  will  develop — 
"A  watched  pot  never  boils."    Whether  true  or  not.  Wall  Street 
has  also  come  to  the  belief  that  there  is  a  distinct  slackening  in 
real  estate  speculation,  for  which  great  relief  is  expressed,  as 
the  Street  had  worked  itself  up  into  a  state  of  "nerves"  over  the 
impression  that  the  speculation  had  become  strained  and  could 
not  stand  up  against  a  long  period  of  tight  money,  for  Wall 
Street  finds  it  pleasant  to  believe  that  its  panics  have  always 
been  caused  not  by  its  own  excesses  but  by  some  reckless  per- 
formance of  outside  interests. 


THE  extraordinary  thing  about  the  existing  activity  of  real 
estate  in  Manhattan  is  that  it  holds  its  own  so  well 
under  such  disadvantageous  conditions.  The  market  has 
against  it  now  two  factors  of  the  utmost  importance.  For  one 
thing,  renting  conditions  are  not  at  all  as  good  as  they  were  in 
certain  new  districts,  which  means  that  tenements  in  these  dis- 
tricts are  harder  to  sell,  and  that  comparatively  few  new  opera- 
tions win  be  undertaken.  But  of  even  greater  Importance  is 
the  condition  of  the  money  market,  vhlcb  makes  it  difficult  to 


obtain  building  loans,  and  which  is  holding  up  many  building 
enterprises.  The  plans  filed  for  new  buildings  to  be  erected 
in  Manhattan  and  the  Bronx  during  July,  1906,  called  for  the 
spending  of  only  about  half  as  much  money  as  the  plans  filed 
during  July,  1905.  It  is  extraordinary,  consequently,  that  the 
conveyances  continue  to  be  as  numerous  as  they  are.  Their 
number  does  not  vary  materially  from  the  number  recorded 
during  the  -corresponding  period  last  year,  and  inasmuch  as  the 
number  recorded  in  1905  broke  all  previous  records  by  a  large 
percentage,  it  can  hardly  be  said  that  the  contraction  In  the 
real  estate  business  has  as  yet  become  very  serious.  It  is  much 
more  serious  in  the  Bronx  than  it  is  in  Manhattan,  and  as  for 
Brooklyn,  the  current  activity  is  even  greater  than  it  was  a 
year  ago.  It  is  an  interesting  fact  that  during  the  first  week 
in  August  twice  as  many  conveyances  of  Brooklyn  property  were 
recorded  than  of  Manhattan  and  Bronx  property  combined.  It 
is  also  to  be  remarked  that,  owing  to  the  sudden  diminution  of 
building  in  Manhattan  and  the  Bronx,  the  total  figures  are  be- 
ginning to  run  behind  those  of  last  year.  The  plans  for  new 
Manhattan  buildings  recorded  during  the  first  seven  months 
of  190G  still  call  for  an  expenditure  of  $5,000,000  more  than  the 
plans  filed  during  the  same  period  in  1905,  but  the  Bronx  shows 
a  diminution  of  about  $0,000,000  for  the  same  period,  so  that 
the  balance  is  now  in  favor  of  1905.  This  balance  will  probably 
be  increased  before  the  end  of  the  year,  for  there  will  during 
the  rest  of  the  year  undoubtedly  be  a  lull  in  tenement-house 
building.  In  the  meantime  the  fall  renting  season  has  been 
begun,  and  upon  its  results  will  depend  the  activity  of  the  com- 
ing winter.  Since  1901  there  has  been  no  year  in  which  it  was 
so  difficult  to  predict  just  where  speculative  activity  would  be 
concentrated.  Much,  however,  will  depend  upon  the  fate  of 
the  proposed  rapid  transit  extensions. 


•pv  E  WITT  CLINTON  PARK,  with  an  area  of  seven  and  a  half 
■L'  acres  at  Fifty-second  to  Fifty-fourth  streets,  fronting  on 
North  River,  has  since  its  completion  in  November  last  greatly 
Iienefited  the  neighborhood,  which  was  much  in  need  of  such 
improvements.  Much  of  the  old  Strykers  Lane  property  was  in- 
cluded within  this  territory,  and  its  exceedingly  slow  develop- 
ment was  long  a  bar  to  the  growth  of  property  values  in  this 
vicinity  and  on  the  West  Side  generally.  The  neighborhood 
about  here  for  many  years  was  of  a  rough  character,  peopled 
by  some  of  the  most  undesirable  citizens  within  the  limits  of 
Manhattan.  It  was  recognized  as  a  slum  district,  and  indeed 
so  objectionable  was  the  reputation  it  had  acquired  that  ap- 
parently the  growth  of  the  city  at  this  point  and  hereabouts 
had  stopped  at  Fifty-ninth  street.  The  opening  of  De  Witt 
Clinton  Park  has  changed  all  this.  Play  grounds  for  the  chil- 
dren, a  gymnasium,  and  a  model  market  garden  kept  on  scien- 
tific principles  now  flourish.  The  garden  is  unique  in  respect  to 
the  attention  given  to  the  growth  of  ordinary  vegetables.  This 
section  of  the  city  is  daily  showing  signs  of  progress  in  a 
marked  degree,  and  there  is  a  distinct  improvement  in  the 
character  and  intelligence  of  those  who  make  this  district  their 
home.  The  Park  is  a  distinct  gain  in  every  way  for  those  who 
live  near  it,  and  cleanliness,  self-respect  and  a  moral  sense 
which  in  former  years  were  absent  to  a  great  extent  now  gener- 
ally prevail.  The  Park  is  a  boon  to  the  familes  of  laborers  and 
mechanics  who  have  taken  up  their  residence  here,  and  the 
uplifting  effect  of  a  pleasure  ground  in  bettering  conditions 
and  improving  the  tone  of  the  people  is  again  demonstrated. 


UNRIVALLED  in  excellence  as  are  the  hotels  of  New  York 
City,  the  extent  of  the  accommodations  they  offer,  the 
conveniences  which  they  have  installed,  and  their  progressive 
management,  combine  to  make  it  the  more  surprising  that  New 
York  should  be  the  only  large  city  in  the  country  which  has,  in 
fact,  few  "middle  grade"  family  hotels.  Between  the  first-class 
hotels  and  those  of  the  cheapest  sort  there  is  little  middle 
ground  in  New  York.  There  are  no  hotels  here  which  cater 
or  profess  to  cater  to  middle  class  patrons  at  moderate  rates. 
All  other  American  cities  have  three  varieties  of  hotels,  those 
of  the  highest  class  and  largest  accommodations,  those  of  the 
middle  class  at  moderate  rates,  and  the  cheap  and  transient 
hotels  to  be  found  usually  near  railway  stations  or  boat  land- 
ings. New  York  has  cheap  hotels,  but  it  has  few  family  hotels; 
that  is  to  say,  hotels  which  cater  to  "family  patronage"  particu- 
larly. The  reason  for  this  is  that  the  standard  of  rents  charged 
in  New  York  in  eligible  locations  is  so  much  higher  than  else- 
where in  the  country  that  to  run  a  New  York  hotel  according 
to  the  standard  of  family  hotels  in  other  cities  would  result 
in  a  loss.  Moreover,  the  measure  of  prosperity  of  hotels  in  this 
city  is  based  on  the  extent  of  the  accommodations  they  offer. 
The  most  up-to-date  hotel  is  by  an  Invariable  rule  the  most 
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successful,  and  the  l^ew  York  hotel  which,  through  the  standard 
of  the  prices  charged,  is  confessedly  not  "up-to-date,"  would 
have  little  chance  of  attracting  a  considerable  patronage  from 
other  places  or  from  residents  of  the  city  itself. 


Skyscrapers  in  Manhattan. 

THE  city  of  Springfield,  in  Massachusetts,  has  recently  im- 
posed by  municipal  ordinance  an  absolute  limitation  upon 
the  height  of  buildings  erected  within  the  city  limits  to  one 
hundred  feet;  and  this  action  has  again  raised  the  question  as  to 
the  desirability  of  such  limitations.  So  far  as  a  small  city  such 
as  Springfield  is  concerned,  there  is,  we  believe,  no  doubt  as  to 
the  wisdom  of  such  action.  It  is  better  for  the  interest  of  the 
great  majority  of  property-owners  in  a  small  city  that  the 
height  of  buildings  should  be  restricted.  A  community  of  from 
50,000  to  250,000  inhabitants  cannot  afford  more  than  a  few 
tall  buildings  at  the  outside,  and  these  few  "skyscrapers"  are  of 
no  particular  economic  value  to  the  whole  city.  If  structures 
ten  or  more  stories  high  are  permitted,  it  means  that  a  few 
fortunate  and  wealthy  property-owners  are  allowed  to  take 
advantage  of  the  growth  of  the  city  in  business  and  population 
to  the  disadvantage  of  other  property-owners  who  are  less  fortu- 
nate and  wealthy.  If,  on  the  other  hand,  buildings  are  re- 
stricted to  a  height  of  one  hundred  feet,  the  result  is  that  more 
property-owners  reap  a  benefit  from  the  growth  of  the  city.  A 
given  amount  of  business,  instead  of  being  transacted  in  a  few 
tall  buildings,  will  be  spread  over  twice  as  much  space,  and  will 
benefit  twice  as  many  people,  and  such  a  distribution  of  activity 
is  of  no  economic  disadvantage  to  the  community,  because  the 
business  is  not  spread  over  a  sufficiently  large  area  to  cause  any 
inconvenience.  Skyscrapers  in  a  small  city  do  not  contribute 
essentially  to  economic  efficiency. 

But  in  a  city  like  New  York  of  many  million  inhabitants  the 
case  is  very  much  more  complicated.  Let  us  suppose,  for  in- 
stance, that  in  1890  a  provision  had  been  inserted  in  the  Build- 
ing Code  limiting  the  height  of  all  buildings  to  one  hundred 
feet  or  approximately  eight  stories — what  would  have  been  the 
result?  Assuming  that  the  same  amount  of  business  continued 
to  be  transacted,  such  a  limitation  would  mean  that  this  busi- 
ness would  be  spread  over  a  much  larger  area.  The  financial 
district  now  includes  a  space  bounded  roughly  by  Maiden  lane, 
Church  street,  William  street  and  Beaver  street,  and  it  is  im- 
proved mostly  with  buildings  from  ten  to  twenty-five  stories  in 
height.  If,  however,  no  structure  could  have  been  erected  over 
eight  stories  high,  the  financial  district  would  cover  probably 
the  whole  of  Manhattan  south  of  Fulton  street.  The  other  lines 
of  business  now  situated  in  that  territory  would  have  been 
shoved  farther  north,  and  the  wholesale  trade,  being  confined 
also  to  eight  stories,  would  have  pushed  up  as  far  north  as 
Forty-second  street,  and  probably  would  have  occupied  a  good 
deal  of  intervening  territory  now  given  over  to  tenements.  The 
retail  trade  would  have  occupied  Broadway  and  Fifth  avenue  at 
least  as  far  north  as  Fifty-ninth  street.  The  old  private  resi- 
dences would  almost  have  disappeared  south  of  59th,  and  would 
have  been  replaced  by  eight-story  hotels  and  apartment  houses. 
Manhattan,  instead  of  being  improved  with  a  few  hundred  sky- 
scrapers situated  on  and  near  Broadway  and  Fifth  avenue, 
would  be  much  more  uniformly  covered  with  eight-story  build- 
ings devoted  to  all  sorts  of  purposes,  just  as  Paris  is  uniformly 
covered  with  six-story  buildings,  and  New  Yorkers  would  have 
been  obliged  on  the  whole  to  do  a  much  greater  amount  of 
traveling  in  keeping  their  business  appointments. 

It  is  probable  that  the  additional  traveling  which  would  under 
such  circumstances  have  been  necessary  would  have  really  been, 
to  a  certain  extent,  a  drain  on  the  economical  transaction  of 
business,  although  it  should  be  added  that  this  drain  would  have 
been  much  diminished  by  the  increasing  use  of  the  telephone; 
and  it  is  the  belief  that  the  concentration  of  business  activity 
which  the  erection  of  skyscrapers  encourages  results  in  a  great 
saving  of  time,  which  has  prevented  the  establishment  of  any 
limit  on  the  height  of  buildings.  Nevertheless,  we  have  never 
quite  been  able  to  understand  why  the  owners  of  less  advanta- 
geously situated  real  estate  have  not  insisted  upon  such  a 
limitation,  because  they  constitute  the  great  majority  of  prop- 
erty-owners in  Manhattan,  and  such  a  limitation  would  undoubt- 
edly tend  to  increase  the  value  of  their  property.  It  is  only 
the  owners  of  real  estate  situated  on  and  near  Broadway  and 
Fifth  or  Sixth  avenues  who  are  benefited  by  the  existing  lack  of 
regulation.  All  other  property-owners  are  positively  injured 
by  it,  because  it  means  that  business  is  concentrated  within  a 
small  area  instead  of  being  distributed  over  a  much  larger  area. 
The  very  high  price  which  real  estate  brings  in  the  financial 
district,  on  Greeley  square,  on  Thirty-fourth  street,  and  on 
Fifth  avenue  is  partly  due  to  the  fact  that  skyscrapers  can  be 


or  have  been  erected  in  these  locations,  and  a  legal  limitation  on 
the  height  of  buildings  would  have  meant  that  the  value  of  such 
real  estate  would  not  have  become  so  high  as  it  now  is.  On 
the  other  hand,  such  a  limitation  would  also  have  meant  that 
large  areas  of  property  situated  in  the  side  streets  and  on  the 
less  important  avenues  which  are  now  worth  from  ?15,000  to 
$100,000  a  lot  might  well  have  been  worth  from  $30,000  to 
$150,000  a  lot.  But  the  owners  of  less  advantageously  situated 
property,  who  are,  of  course,  in  the  majority,  have  never  appre- 
ciated that  their  interests  would  have  been  furthered  by  a  limi- 
tation on  the  height  of  buildings,  and  they  have  never  taken  any 
step  or  made  any  move  in  the  matter. 

At  the  present  time  there  is  practically  no  influential  demand 
from  any  quarter  that  the  height  of  hotels  and  business  build- 
ings in  Manhattan  should  be  restricted.  New  Yorkers  are  ap- 
parently entirely  satisfied  to  allow  a  property-owner  to  build  as 
high  as  he  wants^unless  he  should  want  to  build  a  tenement 
house — and  there  never  was  a  period  in  the  history  of  the  city 
in  which  a  larger  number  of  skyscrapers  were  being  erected.  In 
the  financial  district  ten  buildings,  ranging  from  sixteen  to 
twenty-six  stories,  are  under  construction,  while  on  Thirty- 
fourth  street,  Greeley  square.  Fifth  avenue  and  upper  Broad- 
way an  even  larger  number  of  corners  are  being  improved  with 
buildings  from  ten  to  eighteen  stories  in  height.  The  sky- 
scraper, so  far  from  disappearing,  as  was  predicted  several 
years  ago,  is  becoming  more  conspicuous  than  ever  in  the 
upper  regions  of  Manhattan,  and  the  tendency  is  to  build,  on 
the  average,  higher  and  higher.  At  least  one  tower  over  thirty 
stories  in  height  will  be  run  up  on  lower  Broadway,  and  another 
almost  equally  as  high  in  Madison  Square.  New  Yorkers  take 
pride  in  the  evidence  which  such  structures  afford  of  the  growth 
of  the  city  and  the  enterprise  of  its  citizens,  and  they  have  no 
wish  to  interfere  with  the  process.  Probably  it  will  not  be 
interfered  with  until  the  concentration  of  business  along  cer- 
tain lines  and  at  certain  points  leads  to  such  a  congestion  of 
street  traflic  that  some  drastic  measures  will  have  to  be  taken 
for  the  purpose  of  distributing  business  over  a  larger  area. 


Savings  Bank  May  Pay   the  Recording  Tax. 

To  the  Editor  of  the  Record  and  Guide: 

It  has  been  reported  by  newspapers  generally  that  the  deputy 
attorney  general,  the  Hon.  Danforth  E.  Ainsvvorth,  has  ren- 
dered an  opinion  holding  that  one  who  borrows  money  from  a 
savings  bank  on  mortgage  security  cannot  pay  the  recording 
tax,  but  that  it  must  be  paid  by  the  savings  bank.  This  state- 
ment is  entirely  erroneous.  I  have  before  me  a  copy  of  the 
opinion  which  decides  one  thing,  and  one  thing  only,  to  the 
effect  that  a  savings  bank  has  a  legal  right  to  pay  the  recording 
tax  it  it  desires  so  to  do. 

Yours   truly, 

LAWSON   PURDY. 
Secretary  N.   Y.   Tax   Reform   A.ss'n. 


Tax   Rate   in  the   Several   Boroughs  of  the   City   of   New 
York,  from  1898  to   1905,  Including  State  Tax. 


The 

Rich- 

State 

Manhattan. 

Bronx. 

Brooklyn. 

Queens. 

mond. 

Tax. 

Cents. 

Cents. 

Cents. 

Cfents. 

Cents. 

Mills. 

1898.. 

...2.01 

2.01 

2.08 

1809.. 

...2.4804 

2.4804 

2.36424 

3.27445 

2.42373 

2.49 

1900. . 

...2.24771 

2.24771 

2.32113 

2.34216 

2.22073 

1.9(i 

1901 . . 

...2,317-;« 

2.317.33 

2.38853 

2.35702 

2.35101 

1.20 

1902.. 

...2.27344 

2.27344 

2.35353 

2.31873 

2.33653 

.13 

1903.. 

. . .  1.41307 

1.41367 

1.48945 

1.47508 

1.49675 

.13 

1901.. 

...1.51342 

1.51342 

1.57296 

1.57228 

1.59281 

.13 

1905.. 

...1.49051 

1.49051 

1.56264 

1.55523 

1.55821 

.09 

— The  contract  for  furnishing  the  faience  for  the  main  corri- 
dors on  the  ground  floor  of  the  new  West  Street  Building,  at 
Cedar,  West  and  Albany  &to,  has  been  awarded  to  the  Rookwood 
Pottery  Co.,  of  Cincinnati.  The  use  of  faience  in  this  build- 
ing, one  of  the  most  notable  of  the  kind  yet  erected  in  New 
Y'ork,  affords  another  instance  of  the  growing  popularity  of 
this  new  material  for  purposes  of  structure  and  decoration. 
Almost  the  entire  public  space  in  the  ground  floor,  apart  I'roin 
the  ornamental  metal  screenwork  and  the  plaster  ceiling,  will 
be  carried  out  in  faience,  in  the  form  of  pilasters,  arclies, 
panels  and  frieze.s  of  faience  in  several  colors.  This,  however, 
is  not  the  only  use  of  color  to  be  made  in  this  building.  The 
exterior  scheme  involves  a  very  large  use  of  colored  terra  cotta, 
which  is  now  beings  manufactured  by  one  of  the  local  terra 
cotta  companies,  and  of  colored  marble.  Reaching  the  height  of 
23  stories  and  occupying  an  entire  block  front  on  West  st  im- 
mediately facing  the  river,  its  polychrome  exterior  will  be  a 
notable  feature  of  interest  in  the  group  of  great  business  build- 
ings at  the  lower  end  of  Manhattan  Island,  which  form  so  im- 
pressive a  sight  to  travelers  approaching  the  city.  The  architect 
of  the  West  Street  Building  is  Cass  Gilbert,,  who  has  before 
shown  what  can  be  done  to  beautify  New  York's  tall  buildings 
through   his  use  of  colored   terra  cotta   on   the   exterior  of   tlie 
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Rroadwuy  Chambers.  He  has  again  shown  himself  a  pioneer  In 
his  application  of  the  finer  material  known  as  faience  to  the 
decoration  of  the  corridorr  of  the  West  Street  Building.  The 
contractor,  the  John  Peirce  Co.,  Is  also  contiibuting  to  the  archi- 
tectural success,  ol  tilt  building,  by  using  only  the  best  mateiials 
in  all  lines. 


Cement  Industry  in  the  U.  S. 

No  Probability   of   a  Trust.  —  1905  the  Record 

Year    in    the    Trade.  —  Manufacture    of 

Natural  Cement  Diminishing. 


The  calendar  year  l'.M),"i  is  the  record  year  thus  fir  in  the  gain 
marked  in  total  production  of  hydraulic  cements  in  the  United 
States   over   the   preceding   year. 

The  increase  is  S, 427,0")!  barrels  of  cement  in  quantity  and 
$9,S09,<51.S  in  value,  which  statement  showT?  most  clearly  the 
great  bettering  of  conditions  in  the  cement  industry  in  this 
country  in  100."). 

The  total  production  of  cement  for  HW>  was  •iO,102..'5O.S  bar- 
rels, having  a  value  of  .$.'?.">,931,.^)3;i,  as  compared  with  a  total 
production  in  1904  of  31,()7.5,2.'')7  barrels  of  cement,  having  a 
value  of  .$2(;.031.92t). 

The  production  of  Portland  cement  in  19').")  was  3.'),246,812  bar- 
rels, valued  at  .$:«,24."),807. 

The  production  of  natural  cement  in  1905  was  4.47.3.049  bar- 
rels, valued  at  ?2,413,0r)2. 

The  production  of  puzzolan  cement  in  190.")  was  382,447  bar- 
rels,  valued   at   .f272,(114. 

These  are  the  revised  and  corrected  figures  of  the  U.  S. 
Geographical  Survey,  prepared  under  the  direction  of  Edwin  C. 
Eckel,  and  i.ssued  this  week.  They  will  be  found  to  vary  some- 
what from  the  preliminary  statement  of  production. 

The  present  geographic  distribution  of  the  cement  industry  is 
well  shown  in  the  following  table.  The  term  East,  as  here  used, 
includes  plants  in  Pennsylvanii,  New  York  and  New  Jersey, 
none  being  located  in  New  England.  The  "Central"  plants  are 
those  in  Ohio,  Indiana,  Illinois,  Michigan  and  Missouri.  Under 
West  are  included  Kansas,  Colorado,  South  Dakota  and  Utah. 
On  the  Pacific  Coast  are  the  three  active  California  plants. 
The  South  includes  Virginia,  West  Virginia,  Georgia,  Alabama, 
Arkansas,   Texas   and   Kentucky. 

GEOGRAPHIC     DISTRIBUTION    OF    PORTLAND    CEMENT    INDUSTRY 

IN    1(K)5. 

Pacific 
East.  Central.        West.         Coast.        South. 
Number  of  plants  operat- 
ing                   .sn  .^2  7  3  7 

Output  in  barrels.  1905. .  .19,589,675  10,723,802  2,470,349  1,225,429  1,237,557 
Percentage    of    total    out- 
put      .55.6  30.4  7.0  8.5  3.5 

Over  half  of  the  total  product  Is  still  made  from  a  mixture  of 
"cement  rock"  and  limestone,  but  this  percentage  is  slowly 
decreasing.  The  mar!-clay  mixture  shows  a  similar  decrease. 
The  proportion  of  the  product  made  from  a  mixture  of  hard 
limestone  and  clay  or  shale  is,  on  the  other  hand,  increasing 
rapidly. 

Cement  is  one  of  the  fundamental  materials  of  building  which 
has  never  been  controlled  by  a  trust,  and  there  seems  to  be 
no  op;)ortunity  or  desire  for  arranging  such  a  combination. 
Several  yeai-s  ago  a.  few  fairly  large  companies  took  up  this 
matter,  hut  an  three  ot  the  most  powerful  concerns  could  not 
be  induced  to  consider  it  the  question  never  reached  an  ad- 
vanced stage;  and  the  nature  of  the  industry  renders  it  im- 
probable that  any  combination  or  non-competitive  arrange- 
ment can  be  developed  into  a  monopoly.  Good  raw  materi.ils 
are  so  widely  distributed  throughout  the  United  States  that 
there  is  hardly  a  county  which  could  not  produce  cement  if 
prices  were  forced  high  enough,  as  the  only  limitation  now  on 
the  erection  of  cement  plants  is  that  their  cost  is  beyond  the 
financial  ability  of  an  individual  or  a  small  firm,  since  a  plant 
able  to  produce  two  thousand  barrels  per  diem  requires  an 
investment  for  land,  plant  and  working  capital  of  between 
SRl.OOO.OOO   and   .?l.riOO.O(KI. 

Setting  aside  as  impracticable  the  question  of  trusts  and 
combinations  based  on  monopoly  of  raw  materials,  it  can  be 
said  that  there  has  been  noticed  a  certain  concentration  of 
Interests  in  the  cement  industry.  Apart  from  the  organization 
of  cement  manufacturers,  it  is  undei-stood  that  several  of  the 
nominally  Independent  companies  are  closely  connected  in 
ov^nership.  The  eighty-eight  plants  in  existence  are  owned  by 
seventy-eight  companies.  Fifteen  of  the  companies  produce 
over  two-thirds  of  the  whole  American  Portland  output,  and 
seven  produce  half.  To  place  the  matter  in  a  comparative  form 
the  five  largest  companies  together  produce  about  the  same 
percentage  of  the  American  cement  output  that  the  United 
States  Steel  Corporation  does  of  the  American  output  of  pig 
Iron.  It  is  conservatively  estimated  that  it  would  cost  between 
.$7.5,(MX).fKX)  and  $,S.'"),(I00.(KM1  to  replace  the  plants  and  properties 
manufacturing  cement   in   the   United   States,   and   the  capitali- 


zation of  the  companies  falls  between  $110,000,000  and 
!i!12."),0  :0,(10(). 

Following  is  a  table  designed  to  show  the  growth  and  devel- 
opment of  the  Portland  cement  industry  in  this  country  since 
1J590.  Under  the  heading  ot  "Section"  are  the  names  of  the  two 
counties  in  Penn.sylvania  which  include  nearly  all  the  great 
cement  works  in  the  heart  of  this  Industry,  the  names  of  sev- 
eral ot  the  States  that  are  large  or  old  producers,  and  the  re- 
maining cement  producing  States,  namely,  Alabama,  California, 
Colorado,  Georgia,  Illinois,  Indiana,  Kansas,  Kentucky,  Mis- 
souri, South  Dalvota,  Texas.  Utah,  Virginia  and  West  Virginia, 
and  such  other  counties  in  Pennsylvania  as  have  cement  plants 
outside  of  Northampton  and   Lehigh  Counties. 

The  tables  for  189!)  and  liJOO  include  Warren  County,  N.  J., 
with  the  two  above  mentioned  counties  in  Pennsylvania,  and,  as 
the  New  Jersey  county  is  a  part  of  what  has  for  many  years 
been  known  as  the  Lehigh  district,  this  was  a  proper  inclusion 
at  that  time.  But  in  1903  the  State  totals  showing  production 
of  Portland  had  become  so  large  that  it  was  thought  best  by 
the  Government  statistician.?  to  make  a  separation  of  the  three 
counties  in  accordance  with  the  States  to  which  they  belong. 
This  course  has  been  followed  in  the  succeeding  tables  as  well. 

, 1890. >  , 1900. , 

Num-  Per-  Num-  Per- 
Section.                          ber  of  Quantity,    cent-  ber  of   Quantity,  cent- 
works,  barrels.      age.  wo.'-ks.     barre's.  age. 

New   York    4  65,000       19.4              8          465,832  5.5 

Lehigh  and  Northamiiton 
Counties,  Pa.,  and  War- 
ren   County,    N.    J 5  201.00:1      59.9           15      6,15.3,629  72.6 

Ohio     2  22.000        6.5            6         534,215  6.3 

Michigan    fi         664,750  7.8 

All     other    sections 5  47,.500      14.2           15         6t)3..594  7.8 

Total    16         335..500    100.0  50      8,482,020    100.0 

, I'Ml. ,      , —1905. -, 

Num-  Per-  Num-  Per- 
Section.                          ber  of  Quantity,  cent-  ber  of  Quantity,  cent- 
works,     barrels.  age.  works,    barrels.  age. 

New  York    11      1,362,514  5.1  11      2.111,411  6  0 

Lehigh     and     Northampton 

Counties,    Pa 15    11,411, (i20  4.3.1  15    13,713,910  38.9 

New  Jersey   3      2, 71:9.419  10.6  3      3.6,54,777  10.4 

Ohio    7          910.2fl7  3.4  8      1.312,977  3.7 

Michigan    16      2,247,160  8.5  16      2,773.283  7.9 

All    other    sections 29      7,774,871  29.3  36    11,680,454  33.1 

Total    81    26,505,881    100.0  89    35,246,812    100.0 

NATURAL    CEMENT. 

The  decrease  in  the  natural  cement  industry  continued  in 
190."),  and  the  total  production  fell  below  that  of  the  preceding 
year,  as  it  has  done  for  several  years.  Many  plants  in  the 
natural  cement  manufacturing  districts  were  not  put  into  opera- 
tion during  the  year,  and  some  were  started  up  simply  to  make 
a  small  quantity  of  cement  for  use  by  the  owners  of  the  plant. 
Several  natural  cement  mills  have  been  torn  down  and  the  land 
on  which  they  stood  sold  for  other  purposes,  and  a  few  have 
been  made  into  lime  kilns.  There  was  but  one  new  plant  built 
during  the  year  for  an  exclusive  production  of  natural  cement. 
The  decline   in   this   industry  seems   to  be   permanent. 

In  190")  the  total  production  of  natural  cement  in  the  United 
States  amounted  to  4,473,049  barrels,  having  a  value  of  $2,41.3,- 
0.j2.  This  decrease  of  393,282  barrels,  as  compared  with  the 
production  of  1904,  is  not  so  large  as  the  decrease  shown  in  a 
comparison  of  the  product  of  natural  cement  in  1904  with  that 
manufactured  in  190.3.  The  demand,  however,  seems  to  be 
mostly  for  Portland  cement,  and  reports  from  the  various 
manufacturers  of  the  natiiral  product  show  little  indication  of 
any  strong  revival  of  a  demand  for  this  variety  of  cement, 
though  the  falling  off  in  quantity  seems  to  be  checked  a  little. 
However,  the  well-known  and  historic  Rosendale  cement  main- 
tains a  good  trade,  and  has  its  stanch  champions  among  old- 
time  contractors  and  builders.  The  production  of  natural  ce- 
ment in  the  Rosendale  district  was  larger  in  190.5  than  in  1904. 
The  consolidation  of  a  number  of  natural  cement  producing 
companies,  which  occurred  several  years  ago  in  the  Rosendale 
district,  still  fiolds,  and  the  combined  .companies  reported  a 
production  decidedly  in  advance  of  their  output  in  1904.  One 
of  the  old,  well-established  plants  was  idle  because  of  the  death 
of  the  owner,  and  it  is  doubtful  if  the  kilns  will  be  used  agalp 
for  making  cement. 

PUZZOLAN  OR  SLAG  CEMENT. 
The  growth  in  the  slag  cement  industry  is  slow,  but  the 
number  of  plants  for  producing  it  gradually  increases.  In  1905 
Kentucky  was  added  to  the  list  of  slag  cement  producing  States, 
and  the  erection  of  a  large  plant  at  Buffalo  will  add  still  an- 
other State  to  that  list  in  1901!.  The  new  plant  is  located  on  the 
property  of  tlie  Union  Furnace  Company,  and  will  be  built  by 
the  same  people  who  designed  and  erected  the  new  slag  cement 
plant  at   Ashland.   Ky.     The  total   number  of  mills  is  8. 

IMPORTS. 
The  total  quantity  of  hydraulic  cement  brought  into  the 
United  States  from  foreign  countries  in  1905  was  840.577  bar- 
rels. The  total  quantity  withdrawn  for  consumption  was  896,- 
845  barrels.  For  the  first  time  in  the  history  of  cement  in  this 
country  the  quantity  of  cement  imported  from  foreign  countries 
is  smaller  than  the  quantity  withdrawn  from  warehouse  during 
the  year  of  consumption,  the  difference  being  50,208  barrels. 
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Following  is  a  table  showing  imports  of  all  hydraulic  cements 
into  the  United  States,  by  countries: 

, Barrels. 1 

Country.                                            1002.  lOO:!.  10O4.  1003. 

United    Kingdom    79,087  14(5,004  1(5.363  33.978 

BeiKium    01,3,704  7.S7..57(>  304.388  XJ5.154 

France             14.922  14,,S(iG  34,012  18.864 

Germany     1,259.263  1.. 377. 414  58^5.563  456,323 

Other    European    countries 18.6.34  27,415  7,538  603 

British   North   America    3.612  4.421  566  417 

Other   countries    4.134  0,2(55  7,001  1.23i 

Total       1.003,488    2,317,051-  1,046,403    846,577 

RELATION  OF  DOMESTIC  PRODUCTION  AND  CONSUMP- 
TION TO  IMPORTS. 
In  the  following  table  Is  shown  the  increase,  by  yeai-s,  in  the 
production  of  Portland  cement  in  the  United  States,  the  in- 
crease and  decrease  of  the  natural  cement,  and  the  variations  in 
imports  for  consumption  of  hydraulic  cements  into  this  country, 
.since  1000: 

t Barrels. , 

Total  of 
natural  and 
Natural      Portland       Portland 

Year.                                                      cement.        cement.          cement.  Imports. 

inOO     8,383,519      8.482.020    16.865,530  2,321.416 

1901    ' 7.0S4.823    12.711.225    10.706.048  922.426 

1002        S.(M4.:OT5    17.2:».644    25.274,040  1 ,063.023 

1903 7.O.30.271  22.:^42.073  20.:^7:J,244  2.251.969 

1904  ; 4.866,331  26.505. .881  31,372.212   968,410 

1905  4,473,040  35,246.812  30,710,861   896,815 

« 

Railroad  Spurs  for  R.   H.   Macy  &  Co. 

The  lirm  of  R.  H.  Macy  &  Co.  have  received  permission  to 
construct  and  use  two  spur  surface  railroad  traciis.  one  to  be 
operated  by  the  underground  electric  system  from  the  northerly 
surface  track  in  West  34th  st  into  their  new  store  at  the  corner 
of  Broadway  and  34th  st,  and  the  other  to  be  operated  by  the 
overhead  electric  system  from  the  easterly  surface  railroad 
track  on  Webster  av.  between  23(!th  st  and  McLean  av,  in  the 
Bronx,  into  their  building  on  the  east  side  of  Webster  av. 
The  permission  is  for  ten  years  and  is  revocable  on  sixty  da,ys' 
notice.  The  firm  will  pay  $1,070  per  annum  for  the  first  five 
years  and  |1.123  for  each  of  the  second  series  of  five  years 
for  the  spur  track  in  West  34th  st,  and  $100  per  annum  during 
the  first  five  years  for  the  Webster  av  spur. 

This  is  the  first  instance  where  application  has  been  made 
for  such  a  privilege,  and  the  borough  and  city  authorities  gave 
;tthe  subject  careful  consideration.  As  a  matter  of  broad  policy, 
the  chief  engineer  of  highways  in  Manhattan  objected  to  such 
a  concession,  but  Engineer  Nichols  of-  the  City  Finance  De- 
partment could  see  no  objection,  provided  that  the  tracks  were 
used  OTly  in  "the  night  time. 

R.  H.  Macy  &  Co.  are  lessees  for  a  term  of  about  eighty- 
tliree  years  of  the  property  at  Broadway  and  West  34th  st,  and 
they  are  owners  of  the  property  on  Webster  av.  At  present 
the  firm  use?  a  large  number  of  wagons  for  the  transportation 
and  delivery  of  packages  throughout  the  city  and  adjacent 
communities,  and  now  desire  to  limit  the  use  of  such  wagons 
■by  arranging  with  the  express  company  operating  a  system 
of  express  cars  over  the  surface  railroads  of  the  city  for  the 
transportation  of  these  packages.  The  construction  of  the  spur 
tracks  for  which  permission  has  been  granted  will  enable  the 
firm  to  do  so  and  transfer  their  packages  by  means  of  these 
expi-ess  cars  directly  between  their  premises  in  West  34th  st 
in  Manhattan,  and  on  Webster  av  at  West  23(5th  st  in  the 
Bronx.  They  are  to  be  used  exclusively  for  the  benefit  of  R. 
H.  Macy  &  Co.  It  is  proposed  to  make  use  of  one  car  per  day 
in  each  direction  at  the  beginning,  but  the  number  may  be 
■somewhat  increased  from  time  to  time,  as  the  business  of  the 
firm  may  require,  but  will  probably  not  exceed  three  cars  per 
day. 

At  many  points  throughout  the  city  the  surface  railroads  are 
much  congested  by  the  present  number  of  cars  running  over 
the  tracks  for  passenger  business,  and  the  public  is  at  times 
subjected  to  inconvenience  and  delay.  Undoubtedly  this  con- 
gested condition  could  be  materially  increased  by  the  addition 
of  cars  operated  for  express  business  only.  Under  present  con- 
ditions, comparatively  few  express  cars  are  run  over  the  surface 
railroads,  and  the  granting  of  this  petition  would  not  result  in 
any  appreciable  addition  to  Uiat  number  at  the  outset.  At  the 
.same  time  other  similar  applications  will  undoubtedly  be 
presented,  which,  if  granted,  might  result  in  a  large  increase 
in  the  number  of  express  cars,  which  would  necessarily  add 
to   the  congestion   materially  and    to   further  detention    to  pas- 


senger transportation  at  numerous  points,  caused  by  the  trans- 
ferring of  the  express  cars,  t.o  or  from  the  main  lines. 

In  this  case  of  R.  H.  Macy  &  Co.,  however.  Engineer  Nichols 
called  attention  to  the  fact  that  ample  provision  is  made  in 
their  bulding  ip  West  34;th  st  for  the  loading  and  iinloading  of 
their  wagons  inside  of  the  building,  and  beyond  the  lines  of  the 
street,  whereby  the  streets  are  kept  entirely  free  from  numerous 
teams  standing  in  the  street,  and  the  sidewalks  are  not  en- 
cumbered or  occupied  by  a  large  number  of  packages  and 
bundles,  as  is  usually  the  case  in  front  of  large  department 
stores. '  The  fact  that  the  firm  has  shown  every  disposition  to 
prevent  all  inconvienience  and  annoyance  to  the  public  passing 
along  the  streets  surrounding  their  place  of  business,  by  making 
such  provisions,  was  Tield  to  be  a  good  recommendation  when 
the  question  of.igranting  the  application  was  considered. 


Awards. 

Assessments. 

$121,964.33 

$7,805.99 

13.019.71 

2,730.54 

0,110.31 

72,9G8.4C 

17.006.78 
2.777.(JO 

20.491..58 
3.070.02 

0.318.05 

15,225.80 

5.00 

4,957.01 

7,990.77 

13.498.84 

110,.">00.00 

70.(5(58.25 

03.209.97 

,  Street  Opening  Awards. 

During  the  year  1905  finsci:  reports  were  signed  in  the  following 
street  opening  proceedings,  as  appears  from  the  annual  report 
of  Assistant  Corporation  Counsel   John   P.   Dunn: 

Proceedings. 

Morris  st.  from  Bronx  River  to  Old  Bos- 
ton  Post   road.   (Assessment  for  benefit) 

Hulst  st,  from  Greehpoint  av  to  Jack- 
son   av.    Queens 

Ditmars  av,  from  Steinway  av  to  Old 
fiowery    Bay    road.    Queens : 

Fordham  road,  from  Harlem  River  to 
Jerome   av.    (Last    partial) 

East  170th  st,  from  Jerome  av  to  the 
western,  approach  to  the  Concourse, 
and  frotn   the  easterly  approach  of  the 

Concourse    lo    Morris    av 

.  Elsmere  pi.  from  Prospect  to  Marion  ay. 

Johnson  av.  from  Spuyten  Duyvil  road  to 
West   230th   st 

Jerome    av.    trorn    its    present    southerly 

terminus    to    the    bulkhead   line    of    the 

.Jlarlem   River 

Buckout  St.  from  Grand  Boulevard  and 
Concourse    to    Ryer    av r.T..'.   ' 

Tiffany  st,  from  Longwood  av  to'^  Inter- 
vale av.      (Last    partial).. 

Spofford  av.  from  Longwood  av  to  Tif- 
fany St.  and  from  Tiffany  st  to  the 
Bronx   River 

Public  pi.  formed  by  East  101st  st  and 
Elton  av  and  East  Ki'id  st  and  Wash- 
ington av.  and  public  pi.  bounded  by 
East  KJlst  st  and  'Washington  av  and 
East  102d  st  and  Brook  av.  (Last 
partial) 

Crotona  av,  from  Boston  road  to  South- 
ern  Boulevard.      (Last   partial) ,  ..- 

Anderson  av.  from  Jerome  av  to  East 
l(54th   st 

East  13(ith  St.  from  Locust  av  to  the 
East   River.      (Assessments  tor  benefit). 

Baychester  av.  from  West  4th  st  to  the 
northern  boundary  of  Pelham  Bay 
Park   at    Baychester    station 

West  101st  St.  from  Audubon  av  to 
Wadsworth    av 

West  102d  St.  between  Audubon  av  and 
Wadsworth  a'V 

West  103d  st,  from  Audubon  av  to  Fort 
George  av .^,-....    .    

Nereid  av.  from  Wliite  Plains  road  to 
Bronx   River    

Audubon  av.  from  West  175th  st  to  Fort 
George  av.      (Assessments   for   benefit). 

East  170th  st,  from  3d  av  to  Bronx  st. 
(Benefit   No   1025) ......; 

Purdy  stv  from  Flushing  av  to  RiKer  av, 
Queens.     (Aasessmeot    for    benefit) 

Walton  av,  from  East.l(i7th  st  to  Tre- 
mont  av.  In  re  closing  of  5th  av  and 
other    streets) 

College  av,  from  East  l(54th  st  to  East 
172d    st 

Hawkstone  st.  from  Walton  av  to  the 
Concourse.  (Supplemental  and  amended 
report) 

East  138th  st,  widening,  from  United 
States  bulkhead  line  to  the  New  York 
&   Harlem   Railroad 

East  17Gth  St.  from  Arthur  av  to  the 
Southern   Boulevard    .• '. 

Westchester  av,  from  Bronx  River  to 
Main  st.     (As  to  awards) 

West  218th  st,  from  Seaman  av  to  0th 
av.  (Supplemental  and  amended  re- 
port)  

Fordham  Heights  Bridge  over  the  Har- 
lem River 


182,269.30 

144,109..54 

33,626.07  47.007.91 
91,998.15 


248.687.80 
78,000.00 
71,(584.00 
34,000.00 
30,433.42 


80,963.02 
98,805.21 

19,770.50 

337,005.73 

26,609.82 

505,309.39 

72,151.00 
176,500.00 


202,711.72 
83,941.42 
83.045.31 
42.255.98 
39.079.43 

260.340.53 

500.00 

42.589.50 

07,714.50 
110,075.57 

22,049.33 


42,925.91 


78,431.90 


Total.......    ...:..    ....    ...........$1,937,909.24  $2,052,759.05 


Assessed  Valuations  of  Real  and  Personal   Estate  in 

I Manhattan. 1  | The 

Real  Estate.  Personal.  Real   Estate 

1898  $1,754,082,400  $.500,022,449  $101..^,,S5..-23 

1899  2,054,903,875   483  67.5.942  IJ.S.Td'J.tr.O 

1900  2.231,502,655   421.8151.632  i;!S.41>4.S49 

1901  2,285.188.713   428,279.951  14;5.,v(iS,:',(i;5 

1902  2.3.58.030,(318   412,388.2,58  l.-,3..-,iui,.MuS 

1903  3.483.703,382   540  843,253  247.(i'.Kt.707 

1904  3.676.857.411   508  478,6,55  2(il,< (211,477 

1905  3,820,754,181   5(58.390.790  274.,s.-,ii,.3ii3 

1Q06    4,105,352,281      447.184,550  355,770,(502 


the  City  of  New  York,  by  Boroughs, 

Brooklyn. ■ — | 


Bronx. j 

Personal. 
$1,735  121 
6.806.988 
8.013.641 
12.].SS.(i07 
12,(583,110 
14.7(52  (Ml 
14,7.jf;,0.-;5 

i(;.(')i3.i;2."i 

18,028,857 


Real   Estate. 


$(;00,S22,2(;7 
651,40,S,."(i(l 
(i."i,'^,'.H;2.  lilt 

(;i(.i,."i;i:'..."i(is 
.s,"p:',,7i;ii.:;."7 

'.iO1.0!H,'.i."i7 

!l4ii.'.t,s2.;!(rj 

1,072,  (.107, 172 


Personal. 

$4.5.270.713 
43.937.440 
89.241.(524 
85,577.102 

100.0.52.348 
88,57(5.775 
00.01 1.;163 
87,722.810 


Since  Consolidation. 

-Queens. - 


— I 
Real  Estate.       Personal. 


$10;:!.7.52.(500 
104.427.772 
107.179.620 
IOS.8.59.704 
123,781.723 
31,379,225 
40,404,900 
159,446,205 


$6  314.032 

5.408.681 
10  82(;.S10 

0,o2(!.i:;4 

10.176.000 
7.477.425 
0.004.738 
9,604,428 
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Seventh  Avenue  Improvements. 

Though  7th  av  has  yet  to  see  the  beginning  ot  a  prophesied 
era  of  general  rebuilding,  two  operations  now  in  hand  on  that 
thoroughfare  are  very  significant  and  in  line  with  the  hopes 
■entertained  for  its  future,  notwithstanding  that  one  of  these, 
the  Mills  Hotel  No.  3,  on  the  northwest  corner  of  30th  st,  has 
been  the  cause  of  some  dissatisfaction  and  outspoken  criticism. 
Conceding  that  here  is  one  improvement  that  in  some  respects 
is  not  admirabl'^,  it  is  not  conceivable  that  it  can  seriously 
interfere  with  that  handsome  transformation  of  the  avenue 
which  far-seeing  investors  have  marl<ed  out.  Circumstances 
have  combined  to  reserve  this  central  avenue,  many  believe, 
for  a  distinctive  class  of  improvements,  in  which  palatial  apart- 
ment houses  and  hotels  will  be  predominating  notes;  and  as  the 
structural  forms  and  style  of  living  in  one  era  always  excel 
those  of  its  predecessor,  7th  av  in  its  middle  and  upper  parts 
cannot  be  viewed  in  any  other  light  than  one  of  the  finest 
avenues  of  the  future,  from  the  general  high  development  of 
which  one  Mills  Hotel  will  not  be  a  very  important  detraction. 

A  much  more  pleasant  subject  for  consideration  is  the  beauti- 
ful structure  nearly  ready  for  occupancy  at  the  southeast 
corner  of  55th  st,  representing  the 
enterprise  of  Messra  Potter  and 
Brother  at  135  Broadway.  This  is 
the  "Wyoming,"  from  the  plans  of 
Rouse  &  Sloan.  The  walls  are  laid 
up  in  bright  yellow  brides  with 
corners  and  base  of  light  cut  stone, 
and  the  whole  aspect  of  the  house 
is   attractive  and   imposing. 

The  Wyoming  is  considered  the 
finest  housekeeping  apartment 
house  yet  built  "below  5!);h  st." 
All  the  contractors  engaged  in  the 
construction  of  the  building  have 
a  high  reputation  in  their  respect- 
ive lines,  and  it  is  not  too  much  to 
say  that  the  plumbing  work  _and 
fixtures,  the  steam  fittings  and 
electric  fixtures  ard  of  the  best 
type,  workmanship  and  material. 
We  can  well  believe  that  the  house 
h.as  been  built  as  an  absolute  in- 
vestment, and  that  there  is  nothing 
of  a  speculative  nature  about  It. 

All  drawing  rooms,  dining  rooms 
and  libraries  are  finished  in  ma- 
hogany, and  all  doors  to  master 
rooms  are  of  mahogany,  the  bed- 
rooms and  bathrooms  being  finished 
in  white  woodwork.  The  floors  in 
all  rooms,  except  the  bathroo.ns, 
and  in  all  the  private  halls,  are  laid 
with  hard  wood.  The  apartments 
are  provided  with  telephones,  and 
equipped  for  electric  lighting.  A 
mail  chute  is  provided  in  the  main 
halls.  All  water  is  filtered  as  it 
enters  the  building  from  the  pub- 
lic mains.  For  each  apartment 
there  are  storage  rooms  in  the 
basement.  Furniture  and  supplies 
will  be  received  and  carried  through 
the  house  by  the  service  elevators 
from  rear  entrance,  thus  avoiding 
the  injury  to  furniture  and  annoy- 
ances which  occur  where  main 
entrances  or  outside  windows  of 
apartments  are  required  to  be  used 
for  moving  purposes.  The  build- 
ing    contains     a     complete     laundry 

and  drying  plant,  which  can  be  used  at  the  convenience  of  the 
tenants.  Apartments  comprise  from  seven  to  thirteen  rooms 
each,   and   the  rentals   are  from  $2,000   to  $5,000  per  annum. 


Wives  and  Husbands  as  Home  Buyers. 

Many  wives,  in  cases  where  the  husband's  name  only  ap- 
pears in  the  deeds  to  real  estate,  believe  that  such  fact  gives 
them  no  control  over  or  interest  in  the  property.  They  should 
know  that  in  such  cases  the  husband  alone  cannot  sell  or  bor- 
row money  on  the  property  without  their  signature  to  the  d6ed 
or  mortgage  (or  trust  deed)  which  will  bind  them  to  the 
transaction. 

In  such  cases,  where  a  touple  have  children,  then  on  the 
death  of  the  husband  the  wife  has  one-third  interest  for  life 
in  all  his  real  estate,  which  interest  is  called  her  dower  (which 
she  can  have  set  off  to  her  if  the  real  estate  is  extensiva 
enough),  and  the  children  have  the  other  two-thirds.  If  there 
are  no  children,  the  wife  is  entitled  to  one-half  and  the  heirs 
of  the  husband  to  the  other  half.  If  there  is  a  widow  and  no 
kin  whatsoever  to  the  husband,  the  widow  is  entitled  to  the 
whole  of  his  estate. 

In  cases  where  the  deed  is  made  to  husband  and  wife,  naming 
them  both  as  purchasers,  the  wife,  upon  the  death  of  her  hus- 
band,   has    one-half   of    the   property,    and   vice   versa,    and   the 


WYOMING   APARTMENT   H0U8E. 
Seventh  avenue  and  55th  street. 


Rouse  &  Sloatij  Architects. 


— The  question  of  the  broker's  commission  is  so  vital  to  a 
large  number  of  our  readers  that  the  following,  taken  from 
Bradstreet's  journal,  will  be  found  interesting:  The  Supreme 
Court  of  Minnesota  held,  in  the  case  of  McDonald  vs.  Smith, 
that  a  real  estate  broker,  in  order  to  earn  a  commission  for 
finding  a  purchaser,  must  either  obtain  a  contract  from  a  pro- 
posed purchaser  able  to  buy  whereby  he  is  legally  bound  to 
buy  on  the  authorized  terms,  or  he  must  produce  to  his  prin- 
cipal a  proposed  purchaser  able,  willing  and  ready  to  buy  on 
the  proposed  leniis;  that  it  is  not  necessary  that  the  principal 
and  purchaser  actually  be  brought  face  to  face,  though  the 
principal  must  be  notified  that  such  a  purchaser  has  been  found 
and  offered  a  full  opportunity  to  make  a  binding  contract  with 
him  for  the  sale  of  the  land  on  the  terms  authorized,  and  the 
evidence  of  conversations  between  the  broker  and  the  purchaser 
in  negotiating  the  proposed  sale  is  admissible  if  the  result  be 
communicated  to  the  principal. 


children  (if  .any)  the  other  half.  Under  such  deeds  the  estate, 
upon  the  death  of  either,   requires  probating. 

A  good  way  for  small  property  purchasers  to  do  is  to  have 
tlie  deed,  at  the  time  of  purchase,  made  to  both  hu.sband  and 
wife  (naming  them)  "as  joint  tenants  and  not  as  tenants  in 
common,"  which  means  that  the  survivor  of  either  shall  have 
the  entire  title.  After  the  death  of  both  the  whole  estate,  under 
the  law,  goes  to  the  children  or  the  legal  heirs,  as  the  case 
may  be. 

The  conveying  of  real  estate  to  husband  and  wife  "as  joint 
tenatns,  etc.,"  can  be  done  at  any  time,  if  not  done  in  the 
original  purchase,  by  the  making  of  a  deed  by  both  husband 
and  wife  to  a  third  party  (always  taking  for  this  an  unmarried 
person  who  has  no  judgment  against  him)  and  then  this  third 
party  making  a  deed  back  to  husband  and  wife  "as  joint 
tenants." 

As  all  this  is  well  enough  for  prospective  purchasei-s  of  homes 
to  know,  nevertheless  the  only  safe  way,  when  paying  out  their 
hard  earnings,  is  to  go  to  a  r£ liable  and  experienced  title  expert 
for  aid  and  advice  after  making  his  bargain  before  signing  any 
contract  of  purchase  and  place  themselves  in  his  hands  throagh- 
out  the  whole  transaction. 
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Building  Operations. 


Geo.  A.  Fuller  Co.  Get  San  Francisco  Contract. 

The  Geo.  A.  Fuller  Co.  have  been  awarded  the  contract, for 
a  modern  fireproof  building  to  be  erected  in  San  Francisco, 
Cal.,  for  the  Alaska  Commercial  Co.,  to  cost  .$500,000. 


New  Block  on  Washington  Heights. 

AMSTERDAM  AV. — The  whole  block  fronting  on  Amsterdam 
av.  between  158th  and  l.^Otli  sts,  the  east  side,  is  to  be  im- 
proved by  the  erection  of  a  row  of  (i-sty  high  class  store  and 
apartments,  at  a  cost  of  $300,000.  Plans  are  now  being  drawn 
by  Architect  John  Hauser,  of  3(!0  West  ]"J5th  st,  and  Louis 
Cohen,  25  St.  Nicholas  av,  will  be  the  owner.  A  large  force  Is 
now  excavating.     No  other  contracts  yet  issued. 


Contract  for  Barnard  College  Dormitory. 

lllJTH  ST. — The  .genera!  contract  for  the  7-sty  and  attic 
dormitory,  lJ0xt!7  ft.,  which  Barnard  College,  119th  st  and 
Broadway,  is  to  build  on  the  north  side  of  llGth  st,  40  ft.  west 
of  Broadway,  to  cost  $100,000.  has  just  been  awarded  to  M. 
Reid  &  Co.,  No.  114  West  2;tth  st,  from  plans  by  Architect 
Charles  A.  Rich,  320  5th  av.  The  exterior  will  be  in  limestone, 
brick  and  terra  cotta,  with  terra  cotta  cornices,  steam  heat,  etc. 


Twenty-Eighth   Street    Improvement. 

28TH  ST.— Architect  Frederick  C.  Zobel,  of  114  East  28th 
st,  is  preparing  plans  for  a  10-sty  fireproof  office  and  studio 
building  to  be  erected  at  Nos.  122-124  East  28th  st,  work  to  begin 
at  once.  The  building  is  to  be  of  steel  frame  with  concrete 
arches,  front  to  be  of  brick  and  limestone  and  equipped  with 
two  high-speed  elevaitors,  plumbing  and  steam  heat.  Tne 
feature  of  the  building  will  be  the  top  floor,  which  will  be  pro- 
vided with  ample  skylights  for  studio  purposes.  No  contracts 
have  yet  been  awarded.  Mr.  Zobel  states  that  he  will  be  the 
owner. 


Phipps   Model   Tenements. 

63D  ST. — Whitfield  &  King,  100  5th  av,  are  now  preparing 
plans  for  the  erection  of  three  more  model  tenement  houses, 
100x87.5,  50x87.5  and  .50x87.5  ft.,  for  100  families,  to  be  built 
by  The  Phipps  Houses.  787  5th  av,  on  the  north  side  of  G3d  st, 
125  ft.,  175  ft.  and  275  ft.  east  of  West  End  av,  to  cost  a  total 
of  about  $3i;h»,000.  No  time  has  been  lost  in  actually  carrying 
out  the  purpose  of  Mr.  Henry  Phipps  for  the  erection  of  a 
series  of  "model  tenements"  in  this  city,  for  which  he  subscribed 
5!1,000,0<:>0  about  a  year  ago.  Dr.  E.  R.  L.  Gould,  of  304  West 
78th  st,  is  interested  in  the  work. 


$300,000  Residence  for  East  80th  St. 

80TH  ST. — C.  P.  H.  Gilbert,  Townsend  Building,  1123  Broad- 
way, has  completed  plans  and  specifications  for  a  new  0-sty 
fireproof  residence,  42x100  ft.,  to  be  erected  at  Nos.  15  and  17 
East  80th  st  for  Mr.  P.  Warburg,  who  is  now  residing  in 
Germany.  Mr.  Gilbert  has  entire  charge  of  all  matters  per- 
taining to  building  operations,  and  will  award  all  contracts, 
including  the  interior  decorations,  furnishings,  rugs,  carpets, 
etc.  The  building  will  cost  over  $300,(XW.  The  old  buildings 
on  the  premises  are  now  being  wrecked  by  the  New  York 
House  Wrecking  Co.,  and  plans  will  be  filed  in  the  Building 
Department  immediately.  All  communications  should  be  ad- 
dressed to  the  architect. 


flats,  .50x80.11  ft.,  to  cost  ¥100,000.  Bernstein  &  Bernstein,  24 
East  23d  st,  are  architects. 

CHERRY  ST.— B.  Golden,  2.50  William  st,  will  build  on  the 
north  side  of  Cherry  st,  02.4  ft.  west  of  Roosevelt  St.  two  0-sty 
27-family  flats,  .50x80.11,  to  cost  $80.tKU).  Bernstein  &  Bern- 
sten,  24  East  23d   st,  are  making  plans. 

145TH  ST. — The  Northwestern  Realty  Co.,  170  Broadway, 
will  erect  on  the  north  side  of  14.5th  st,  27.5  ft.  east  of  8th  av, 
a  row  of  eight  0-sty  27-family  flats,  50x80.11  ft.,  to  cost 
$280,000.     Clement   B.  Brun,   1   Madison  av,   is  now  planning. 


Apartments,  Flats  and  Tenements. 

MOTT  ST. — E.  A.  Meyei-s,  1  Union  sq,  is  preparing  plans  for 
a  0-sty  30-family  flat,  .50x81  ft.,  for  Albert  E.  Lowe,  230  Grand 
st,  to  be  erected  at  Nos.  124-120  Mott  st. 

BLEECKER  ST. — John  Ph.  Voelker,  079  3d  av,  is  preparing 
plans  for  a  G-sty  store  and  tenement,  50x74  ft,,  for  John  L. 
Fogliasso,  114  Macdougal  st,  to  lye  erected  at  Nos.  191-195 
Bleecker  st. 

121ST  ST. — Samuel  Greenstein,  432  East  121st  st,  will  build 
on  the  south  side  of  121st  st,  324  ft.  east  of  1st  av,  a  C-sty  35- 
family  flat,  39x87.11  ft.,  to  cost  $40,000.  E.  A.  Meyers,  1  Union 
sq,  is  planning. 

82D  ST. — Pollard  &  Steinam,  2.34  5th  av,  are  preparing  plans 
for  three  G-sty  28-family  flats,  44.4x90.2  ft.,  for  the  Hauben 
Realty  Co.,  192  Bowery,  to  be  erected  at  Nos.  202-210  East 
82d  St.  Jo  cost  $135,000. 

152u  ST. — W.  &  J.  Bachrach,  35  Nassau  st,  will  erect  on  the 
north  side  of  1.52d  st,  100  ft.  east  of  8th  av,  two  6-sty  36-family 


Dwellings. 

Jam^b  P.  Matthews,  I'.O  East  42d  st,  has  prepared  plans  for 
a  dwelling  for  Fi  .d  Floyd  Jones,  to  be  erected  at  Eayside,  Long 
Island.     Ccst  about  $15,000. 


Mercantile. 

■34TH  ST. — Thomas  W.  Lamb,  224  5th  av,  has  plans  ready  for 
.$20,000  worth  of  alterations  to  the  o-sty  store  and  oiflce  build- 
ing. No  17  West  34th  si,  for  Frank  Bros.,  224  5th  av.  A  0-sty 
rear  extension,  2.5x24  ft.,  and  1-sty  will  be  added  to  the  main 
building.     No  contract  let. 

34TH  ST. — No  contracts  have  yet  been  awarded  for  the  11- 
sty  store  and  loft  building.  45x197.0  ft.,  which  Oppenheim, 
Collins  &  Co.  (cloaks).  No.  921  Broadway,  will  erect  on  the 
north  side  of  34th  st,  272  ft.  east  of  6th  av,  to  cost  $350,000. 
The  exteror  will  be  in  limestone,  ashlar  and  granite.  Messrs. 
Buchman  &  Fox,  11  East  59th  st,  are  architects.  (See  issue 
April   21,    190G.) 


Stables. 

1.S3D  ST, — John  and  Edward  Bahr,  1.35  Lincoln  av,  will  soon 
begin  the  erection  of  a  2-sty  stable,  50x33  ft.,  on  the  south  side 
of  133d  st,  180  ft.  east  of  St.  Ann's  av,  to  cost  about  $5,iXX». 
C.   B.  Brun,  1  Madison  av,  is  architect. 

lOTH  ST. — Louis  C.  Maurer,  22  East  21st  st,  has  plans  ready 
for  the  0-sty  plastic  slate  roof  stable,  20x92x88  ft.,  which  the 
Abingdon  Reconstruction  Co.,  330  West  4th  st,  will  erect  at 
No.  445  West  IGth  st,  to  cost  $25,000.     No  contract  let. 

MORTON  ST. — Wendell  &  Evans  Co.,  IIG  West  Houston  st, 
will  erect  at  Nos  23-27  Morton  st,  a  4-sty  fireproof  stable, 
5."xS0  It.,  of  reinforced  concrete  construction,  from  plans  by 
Wni.  Higginson.  13  I'ark  row.  Figures  are  now  being  received. 
No  contracts  let. 


Alterations. 

LENOX  AV. — J.  A.  Scheinberg,  44  Hester  st,  will  make 
.$10,0(X)  worth  of  alterations  to  55  Lenox  av.  B.  W.  Levitan, 
20  West  31st  st,  is  planning. 

39TH  ST.- -Otto  L.  Spannhake,  200  East  79th  St.  is  preparing 
plans  for  alterations  to  428  M'est  3Sth  st,  to  cost  $4,000.  Estate 
of  Silas  Davis.  130  East  79th  st,  owner. 

WASHINGTON  ST. — John  Ph.  Voelker,  979  3d  av.  is  making 
plans  for  extensive  alterations  changing  the  6-sty  tenement 
No.  515  Washington  st  to  a  loft  building.     A.   Alpi  is  owner. 

COLUMBUS  AV. — M.  Zipkes.  147  4th  av,  has  plans  ready  for 
$20,000  worth  of  alterations  to  the  northwest  corner  of  Colum- 
bus av  and  80th  st,  for  H.  Goodstein  &  J.  Palmer,  200  Broad- 
way.     No   contracts   let. 


Miscellaneous. 

John  W.  Masury  &  Son  (paints),  50  Jay  st,  Brooklyn,  are  to 
erect  a  large  fireproof  factory  building  at  Elizabeth,  N.  J. 
Telephone.   3800  Main. 

The  Pennsylvania  Railroad  Co.  has  purchased  ground  and 
will  spend  $10,000,000  in  improving  its  terminal  facilities  at 
Pittsburg,  Fa.  A  new  station  will  be  erected  at  5fh  av  and 
Grant  st,  opposite  the  old  St.  Paul  Cathedral  site. 

John  T.  Rowland,  Jr.,  Commercial  Trust  Bldg.  Jersey  City, 
has  prepared  plans  for  J.  W.  Greene  for  a  4-sty  brick,  slag  roof, 
warehouse  and  stable,  100x100  ft.,  55  ft.  high,  to  be  built  at 
115-121  Railroad  av,  Jersey  City;   cost,  about  $42,000. 

R.  L.  Warren,  522  Market  st,  Camden,  N.  J.,  wants  sub-bids 
for  25  2-sty  houses.  Brick,  tin  roofs,  open  plumbing,  mantels, 
tile  work,  plate  glass,  gas  fixtures,  etc.  W.  L.  Sweeten,  410 
Carteret  st,  will  receive  sub-bids  for  10  2-sty  houses. 

WHITE    PLAINS    ROAD. — The    city    will    erect    a    3-sty    fire. 
house  on   the  west  side  of  White  Plains  road,  400  ft.  north  6f 
Morris  Park  av.  Van  Nest,  on  a  plot  .50x100  ft.     Alex.  Stevens, 
157-1-59  Bast  G7th  st,  is  architect  for  the  fire  department. 

S.  Leschziner  &  Co..  782  Broad  st,  Newark,  N.  J.,  will  erect  rat 
No.    1012   Broad   st,    Newark,   N.   J.,   an  8-sty   apartment   hotel. 


August  i8,  1906. 


RECORD    AND    GUIDE 


299 


T 


HE  Highest  Standard  of 
Instruction  in  Real  Estate 


We  teach  by  mail  how' to  hny  and  sell  real  estate.    We  teach  all  the  phases 

of  the  real  estate  business  thoroughly  and  exhaustively;  and  our  lessons  will 

be  worth  hundreds  of  dollars  to  every  one  interested  in  real  estate, 

IT    18    THE    IDEAI,    METHOD 

Write  for  Booklet  H,  which  will  tell  you  all  about  It 

v.  S>  Beal  Estate  Corregpoudeuce  Institute,  Heeemau  Bldg.  200  B'wv 


■JOxlfjS  ft.,  of  best  fireproof  construction.  Nathan  Meyer,  '2SS 
Washiiigton  st,  Newark,  lb  now  raady  for  figures  on  separate 
contracts.      No   awards   have   been   made. 


Estimates  Receivable. 

Bids  are  asl<ed  until  2  P.  M.  August  30  by  John  H.  Little, 
Deputy  Commissioner  of  Bridges,  for  tile  worli  at  tlie  Man- 
hattan   terminal   of   the   Brooliiyn   Bridge. 

Bids  are  aslted  until  August  21  by  George  E.  Poole,  State 
Architect,  Trenton,  N.  J.,  for  an  addition  to  the  State  Reforma- 
tory, brick  and  steel,  four  stories  high,  255x155  ft. 

The  Street  and  Water  Board,  Charles  Van  Keuren,  cniet 
engineer,  Jersey  City.  N.  J.,  has  decided  to  build  a  sewer  in 
Merseies  st.     Bids  will  be  asked  for  in  about  one  month. 

3D  AV. — Geo.  H.  Pegram,  13  Park  row,  has  completed  plans 
for  a  1-sty  brick,  tin  roof,  shop,  42x109  ft.,  on  the  east  side  of 
3d  av,  ITilth  to  180th  sts,  for  the  Manhattan  Railway  Co.,  13 
Park    row.      Estimated   cost,   ,$20,000. 

79TH  ST. — No  contract  has  been  awarded  for  |10,000  worth 
of  alterations  to  the  Sheltering  Home  and  Asylum,  Nos.  221-223 
East  T9th  st.  which  Our  L.ady  of  Grace  Hospital  and  Home  will 
make  from  plans  by  F.  L.  Robinson,  lG-1  5th  av. 

Plans  are  now  ready  by  Hooper  &  Co.,  118  Market  st,  New 
ark,  N.  J.,  for  figures  on  separate  contracts  for  a  2  and  3-.-:fy 
l5dge  building  for  the  Peter  Breidt  City  Brewing  Co..  to  be 
erected  at  Elizabeth,  N.  J.,  at  an  estimated  cost  of  $.jl),000.  The 
structure  will  be  of  best  fireproof  construction.  No  contiacts 
awarded   yet. 

112TH  .ST. — No  contract  has  yet  been  awarded  for  the  0-sty 
dwelling,  25x87.11  ft.,  which  the  University  Construction  Co., 
25  Pine  st.  will  erect  on  the  north  sde  of  112th  st,  200  ft.  east 
of  Broadway,  at  a  cost  of  $4t).(HlO.  C.  Steinmetz,  25  Pine  st,  is 
architect.  Brick  and  limestone  exterior,  asphalt  pitch  and 
gravel  roof,  steam  heat,  etc.  The  officers  are  Wm.  Ehrlich,  38 
Park  row.  vice-president  and  secretary,  and  Chas.  H.  Benner, 
Jr.,  president. 


Contracts   Awarded. 

The  American  Bridge  Co.,  42  Broadway,  Manhattan,  has  se- 
cured the  contract  to  construct  the  superstructure  of  a  three- 
span  bridge  to  be  built  at  Tchula.  Miss. 

24TH  ST. — A.  Sonken,  32  Union  sq,  has  obtained  the  con- 
tract for  extensive  alterations  to  No.  17  West  24th  st,  for  Paul 
Shetland.  275  .5th  av,  from  plans  by  C.  Dunne.  210  East  14th  st. 

J.  G.  White  &  Co..  40  Exchange  pi.  New  York,  have  obtained 
the  contract  for  constructing  the  line  of  the  Des  Moines,  Fort 
Dodge  &  Southern  Railway  Company  from  Des  Moines  to  Fort 
Dodge,    Iowa. 

2D  AV.— John  Hedlund,  218  East  21st  st,  has  received  the 
contract  for  extensive  alterations  to  the  New  Tork  Post  Gradu- 
ate Hospital,  northeast  corner  of  2d  av  and  20th  st,  from  plans 
by    Marvin    &    Davis,    1133    Broadway. 

2d  av.— John  T.  Martin  has  secured  the  carpentry  and 
mason  work,  and  Jacob  F.  Oberle,  238  East  42d  st,  the  plumb- 
ing, at  Nos.  (52(;-02.8  2d  av.  for  Mrs.  Rose  Munday,  14  Pelham 
rd.  New  Rochelle,  N.  Y.  M.  R.  Grimes,  .39  East  42d  st,  archi- 
tect. 

HERKIMER  ST. — W.  J.  Taylor,  5  East  42d  st,  Manhattan, 
has  obtained  the  general  contract  to  build  the  5-sty  factory, 
SSxlCM)  ft.,  at  Herkimer  st  and  New  York  av,  Brooklyn,  for  the 
Herkimer  Realty  Co..  120  Grand  st,  from  plans  by  Pollard  & 
Steinam,   234  5th   av. 

WEST  ST. — Marc  Eidlitz  &  Son,  489  5th  av,  have  received 
the  contract  for  impiovements  to  the  13-sty  office  and  factory 
building,  southeast  corner  of  West  and  Bethune  sts,  for  the 
Western  Electric  Co.,  4(i3  West  st,  from  plans  by  Eidlitz  & 
McKenzie,   1123   Broadway. 

BROADWAY. — The  Concrete  Steel  &  Tile  Construction  Co., 
1  Madison  av,  has  obtained  the  general  contract  to  build  the 
3-si.y  fireproof  garage.  11.5x200  ft.,  at  the  northwest  corner  of 
Broadway  and  01st  st,  for  the  Packard  Motor  Car  Co.,  1540 
Broadway.     No  sub-contracts  nave  been  let. 

KENT  AV. — F.  J.  Ashfield,  350  Fulton  st,  Brooklyn,  has  ob- 
tained the  general  contract  to  build  the  4-sty  factory,  .50x130  ft., 
for  Wm.  Henne  &  Co.  (slippers),  807  East  0th  st,  to  be  erected 
at  No.  903  Kent  av.  Brooklyn.  Henry  Regelmann,  133  East  7th 
st.  Is  architect.     No  sub-contracts  have  been  let. 

LEXINGTON  AV. — E.  Van  Houten.  1183  3d  av,  has  received 
the  masonry,  and  Wm.  A.  Hankinson.  IK!  West  33d  st.  the 
carpenter  work,  on  the  4-sty  residence  northwest  corner  of 
Lexington  av  and  37th  st,  for  F.  W.  Hunter,  68  William  st. 
Warren   H.  Conover,   110  West   33d  st,   is  architect. 

41ST  ST.^ — J.  A.  Stahl.  1123  Broadway,  has  obtained  the 
plumbing  contract  for  .$70,000  worth  of  improvements  to  be 
made  to  the  automobile  building,  on  the  north  side  of  41st  st, 
100  ft,  east  of  1st  av,  for  the  New  York  Edison  Co.,  55  Duane 


St.     No  other  awards  have  yet  been   issued.     Chas.   F.   Hoppe, 
.55   Duane   st,   is  architect. 

47TH  ST.— Johnson  &  Co.,  11.33  Broadway,  has  obtained  the 
contract  for  improvements  to  the  5-sty  clubhouse.  No.  139  West 
47th  st,  for  the  Greenroom  Club,  from  plans  by  William  J. 
Massavene,  1133  Broadway.  Hollis  E.  Cooley,  144  West  43d  st, 
is  president;  Edward  C.  White,  139  West  47th  st,  secretary,.- 
and  Herbert   Howell  Winslow,   139  West  47th  st,  treasurer. 

CENTRAL  PARK  WEST. — The  general  contract  for  the  new 
5-sty  side  addition.  1.50.8x00.10  ft.,  to  the  American  Museum  of 
Natural  History.  Central  Park  West,  77th  st,  Columbus  av  and 
Slst  st,  for  which  bids  were  opened  on  March  22,  and  published 
in  full  in  issue  of  March  31.  has  been  awarded  to  Guidone  & 
Garlardi,  No  1  Madison  av,  at  their  bid  of  (a)  $343,000,  (b) 
.$334,000,  (c)  $325,000.  Chas.  Volz,  160  5th  av,  is  architect. 
(See   issue  of   April   14,    1900.) 


Bids  Opened. 

John  B.  Malastesta,  3170  Jerome  av,  at  $40,075,  was  lowest 
bidder  for  improving  Mosholu  Parkway  from  Webster  av  to 
Van   Courtlandt   Park. 

Bids  were  received  by  John  F.  Ahearn  for  constructing 
parkways  and  paving  with  asphalt  block  the  roadway  of 
Broadway  from  1.55th  st  to  109th  st:  Harlem  Construction 
Co.,  41  Wall  st,  .$81..503;  Barber  Asphalt  Paving  Co.,  144  Lib- 
erty, s.t,   $88,408. 

Bids  were  opened  by  John  F.  Ahearn,  President  of  the  Bor- 
ough, for  riguiating,  grading  and  curbing  New  av  (Bennett 
av);  C.  W.  Collins,  Fordham  road  and  Morris  av, 
$145,370,  low  bidder.  Other  bidders  were:  C.  N.  Whittier, 
1920  Amsterdam  av;  John  J.  Hart  Co.,  .54  Broad  st;  George  L. 
Brown,  013  W.  140th  st;  D.  W.  Moran,  563  Burnslde  av;  Troy 
Public  Woriis  Cc...  114S  St.  Nicholas  av;  Thomas  Cr'inmins 
Construction  Co.,  09th  st  and  A  v.  A;  A.  Kelly  215  W.  125th 
s*^,   and   A.    Loughetti. 

Bids  were  opened  by  the  Aqueduct  Commissioners,  John  F. 
Cowan,  President,  for  constructing  a  reservoir  masonry  dam 
across  the  west  branch  of  the  Croton  River,  an  earthen  dam 
across  the  east  branch  and  an  open  connecting  channel  from  the 
following:  A.  G.  Vermilye,  4f.3  W.  144th  st,  at  $2,817,511, 
low  bidder.  Other  bidders  were:  James  Mallory  &  Co.,  N. 
15th  St.  Brooklyn;  John  J.  Hart  Co.,  54  Broad  st.  New  York; 
Frank  Bradley,  foot  of  08th  st.  North  River,  New  York; 
Naughton  Co.  &  A.  McMullen,  299  Broadway,  New  Tork;  W. 
J.  Flanagan,  Yonkei-s,  and  Coleman,  Banchard  &  Coleman, 
Croton.      Harry   W.    Walker   is   secretary   of   the   Commissioners. 


BUILDING      NOTES 


The  temporary  station  of  the  Lackawanna  Railroad,  in  Ho- 
boken,  that  was  put  up  in  24  hours  after  the  recent  fire,  is  rap- 
idly being  replaced  with  the  new  steel  structure,  equipped  with 
all  modern  conveniences.  The  new  terminal  will  extend  000 
ft.   along   the   water  front. 

The  De  La  Vergne  Machine  Co.,  Bronx,  is  installing  at  the 
E.  &  G.  Brooke  Iron  CO.'s  plant,  Birdsbdro,  Pa.,  refrigerating 
machinery  of  3.50  tons  capacity,  to  be  used  in  drying  the  air 
blasts  for  their  furnaces.  Messrs.  Frank  C.  Roberts  &  Co., 
Philadelphia,    Pa.,   are   the   engineers. 

The  building  of  a  bridge  between  Perth  Amboy.  on  the  Jer- 
sey side,  and  Tottenvilie.  on  the  Staten  Island  side,  across  the 
Kill  von  Kull,  is  being  agitated  again,  and  it  is  expected  that 
the  Legislatures  of  New  York  and  New  Jersey  will  be  asked 
this   fall   to   make   the   necessary  appropriations. 

The  ironwork  on  the  new  Brunswick  office  building  in  5th  av, 
20th-27lh  sts,  is  now  up  ten  stories.  Following  this  the  stone 
and  brick  work  is  up  three  stories,  and  a  large  force  is 
working  briskly.  Chas.  T.  Wills,  156  5th  av,  is  general  con- 
tractor, and  Francis  H.  Kimball.  71  Boradway,  and  Harry  E. 
Donnell,  3  West  2'Jtli  st,  are  associate  architects.  The  estimated 
cost   is   $1.000,(X)0. 

Operations  at  Broadway  and  41st  st,  southeast  corner,  to 
the  Hotel  Vendome  are  also  in  progress.  The  entire  interior  is 
receiving  a  complete  remodeling  at  a  cost  of  $400,000.  Work 
is  to  be  finished  by  Oct.  1,  and  ready  for  occupancy  by  that 
date.  It  will  hereafter  be  known  as  the  "Hotel  Albmy."  The 
interior  fixtures  and  fittings  will  be  sold  at  auction  on  Aug. 
20  at  Nos.   115-117  West  23d  st. 

The  Piatt  Iron  Works  Co.,  which  has  long  occupied  offices  on 
Liberty  st,  Manhattan,  has  been  compelled  by  the  growth  of 
its  business  to  take  larger  quarters  at  100  Broadway.  A  large 
wareroo:n  with  a  complete  line  of  all  patterns  of  pumps  and 
compressors,  feed  water  heaters  and  condensing  apparatus,  has 
also  been  established  at  81  West  st,  where  parts  are  carried  in 
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stock  for  prompt  shipment.  The  New  York  office  of  this  com- 
pany is  in  charge  of  Mr.  R.  E.  Fox,  Jr. 

At  Broadway,  southeast  corner  42d  st,  carpenters,  trimmers, 
masons,  tile  setters  and  machinists  are  rushing  along  the  hew 
Hotel  Knickerbocker,  owned  by  John  Jacob  Astor.  J.  E.  &  A. 
L.  Pennock  are  the  general  contractors  to  Complete  the  work, 
and  Trowbridge  &  Livingston  the  architects.  The  estimated 
cost  when  complete  is  placed  at  $3.3.50.000.  James  B.  Regan, 
a  member  of  the  Knickerbocker  Hotel  Co..  who  held  the  original 
lease,  has  now  become  sole  lessee,  and  will  be  manager. 

The  Thompson-Starrett  Co.,  49-51  Wall  st,  has  issued  little 
booklets  including  photographs  of  buildings  taken  during  con- 
struction built  by  them,  showing  progress  of  construction  from 
foundation  to  the  structure  complete.  They  include  the  At- 
lantic Building,  Wall  and  William  sts,  Knabe  Building,  south- 
east corner  5th  av  and  39th  st;  New  York  Produce  Exchange 
Bank,  Broadway  and  Beaver  st;  the  Schieren  Building,  Clift  and 
Ferry  sts;  the  Crescent  Athletic  Club,  Clinton  and  Pierrepont 
sts,  Brooklyn;   and   the   Rockefeller  Building,   Cleveland,   Ohio. 

Common  labor  is  much  sought  for  in  San  Francisco.  The 
railroads  alone  want  10,000  men,  and  as  many  more  are  needed 
to  help  clear  away  the  debris  and  excavating  for  new  build- 
ings. There  is  also  a  good  demand  for  mechanics.  The  San 
Francisco  Argonaut  says  that  the  wage  for  laborers  on  railroad 
work  and  in  warehouses  is  now  $2.25  a  day.  Cement  workers 
get  |5,  hod  carriers  $4.  cabinetmakers  ,$3.50.  millmen  $3.50. 
plasterers  fC,  stonecutters  .$4.75,  carpenters'  lathers  $0,  shing- 
lers  $4,  painters  $4,  fresco  painters  $5,  paperhangers  $4, 
plumbers  .$5,  machinists  $3.75,  tinners  $4,  sheet  metal  workers 
$4,  glaziers  $4,  stationary  engineers  $4.  The  union  schedule  for 
bricklayers  is  $S  a  day. 

The  Gardner  Engineering  Co.,  of  13G  Liberty  st,  is  about 
to  build  a  plant  in  the  vicinity  of  New  York,  comprising  iron 
and  brass  foundries,  machine  shops  and  finishing  departments. 
The  site  of  the  factory  will  embrace  seven  acres  of  land  and 
have  ample  shipping  facilities.  The  company  will  employ  about 
200  men  at- the  start  and  it  is  expected  that  this  number  will 
be  largely  increased.  The  site  of  the  factory  has  been  offered 
free  on  condition  that  the  work  be  started  at  once,  and  about 
$50,000  will  be  needed.  The  strictest  investigation  is  invited 
by  the  company,  and  a  limited  amount  of  stock  is  offered  for 
sale  at  the  par  value  of  $10  per  share,  full-paid  and  non- 
assessable. The  business  of  the  company  will  be  conducted  on 
a  conservative  basis,  and  the  plan  is  to  work  for  the  mutual 
benefit  of  the  stockholders. 

Work  on  the  new  Astor  Theatre  and  office  building,  imme- 
diately, north  of  the  Hotel  Astor,  at  Broadway  and  44th  st, 
northwest  corner,  is  advancing  rapidly.  It  is  now  in  the  hands 
of  ornamental  and  plain  plasterers,  Hammerstein  &  Denivelle, 
of  No.  451  West  54th  st.  All  of  the  fireproof  partitions  have 
been  set  and  the  interior  trim,  woodwork  and  decorations  will 
now  be  installed.  Mr.  M.  R.  Blimljerg,  157  East  Sljth  st,  the 
o^Tier  and  general  contractor,  estimates  that  the  theatre  will 
be  ready  to  open  in  the.  neighborhood  of  about  six  weeks.  ,The 
btiilding  is'  of  Colonial  design,  among  the  first  of  its  kind  yet 
eijected  in  this  city  since  the  revision  of  the  laws  governing 
thie  construction  of  theatres.  'The  seating  capacity' is  about 
1,400,  1-sty  and  galleries  equalling  5-st>-s  in  height,  and  meas- 
uring 101x88  ft.  Along  the  Broadway  front  there  will  be  well 
equipped  stores,  with  offices  above.  The  estimated  cost  is 
about  $300,000.  George  Keister,  11  West  29th  st,  is  the 
architect. 


Cellar  Fires. 


GREAT    DIFFICULTY    OF    SUBDUING    THEM    PROMPTED 
•  THE    REGULATION    FOR    INSTALLING    PERFORATED, 
'PIPE.  '"'■    ■"'■ 

Chief  Beggin,  in  charge  of  the  Bureau  of  Violations  and 
auxiliary  fire  appliances  in  the  Fire  Department,  is  a  promi- 
nent advocate  of  the  installation  of  perforated  pipe  connections 
in  the  basements  and  cellars  of  business  buildings,  as  provided 
for  in  a  new  law.  The  perforated  pipe  system  consist  of  dry 
sprinkler  lines  to  be  supplied  with  water  from  the  street  by 
the  fire  department.  In  a  signed  article  of  the  August  "Journal 
of  Fire,"  Chief  Beggin  saj-s  the  popular  saying  credited  to  fire- 
men that  "they  can  eat  fire  but  they  can't  chew  smoke."  aptly 
illustrates  the  most  troublesome  feature  of  their  work,  and 
this  is  considered  at  its  worst  in  a  cellar  and  sub-cellar.  On 
an  upper  floor  it  is  generall.v  possible  to  provide  some  ventila- 
tion so  as  to  relieve  a  smoke-charged  atmosphere  to  the  extent 
that  men  can  live  in  it  long  enough  to  get  water  on  the  fire,  but 
the  underground  floor  rarely  offers  any  opportunities  of  ventila- 
tion. To  send  men  down  into  a  cellar  is  not  only  to  danger- 
ously overtax  their  physical  organism  but  also  to  risk  their 
lives,  for,  if  overcome,  they  may  fall  out  of  sight  of  their  com- 
rades and  in  the  effort  to  rescue  them  others  may  be  sacrificed. 
Under  any  circumstances  men  can  work  only  for  a  short  time 
in    a    smoke-charged    atmosphere,    arid    they    even    then    suffer 


from  the  efCects  of  it  for  some  days.  The  disabling  of  men  ex- 
plains the  sending  of  extra  alarms  for  cellar  fires;  it  is  neces- 
sary not  only  to  have  additional  men  to  relieve  those  incapaci- 
tated, but  also  to  perform  the  extra  work  required  to  extinguish 
such  fires.  In  accordance  with  the  established  custom  of  enter- 
ing buildings  and  fighting  fires  at  close  quarters,  an  attempt 
is  always  made  to  reach  cellars  by  the  usual  means  of  access, 
such  as  stairways,  elevators  or  other  shafts,  but,  as  a  rule, 
conditions  make  this  physically  impossible,  and  it  becomes 
necessary,  then,  to  make  openings  wherever  possible  in  order 
to  carry  off  the  smoke.  If  there  are  "dead  lights"  (deck  glass 
set  in  iron  frames  over  sidewalk),  these  are  broken  open,  holes 
are  cut  in  floors,  and  all  possible  outlets  provided  for  the  escape 
of  smoiie.  Into  the  floor  and  sidewalk  openings  are  put  cellar 
and  sub-cellar  pipes  and  distributing  nozzles,  which  discharge 
water  in  a  circle,  but  this  is  working  at  random,  for  it  is 
usually  difficult  to  locate  the  fire  or  to  bring  the  cellar  pipes 
to  bear  on  it.  A  cellar  belching  forth  sm.oke  and  gas  lilse  an 
active  volcano,  is  beyond  human  endurance  at  close  quarters, 
and  there  is  nothing  left  but  to  turn  the  lines  into  it  and  drown 
out  the  fire.  This  means  not  only  water  soaking  of  all  the 
contents  in  the  sub-cellar  but  in  the  cellar  as  well;  it  possibly 
means  the  spreading  of  the  water  through  the  foundation  walls 
into  the  adjoining  cellars  or  down  into  the  soil  under  the  walls, 
with  the  consequent  water  damage  in  other  premises;  it  means 
excessive  smoke  damage  throughout  the  upper  floors;  it  means 
a  chance  of  the  fire  getting  such  headway  that  all  the  efforts 
of  the  firemen  cannot  confine  it  to  the  underground  floors;  and 
it  means  an  e.xtra  tax  on  the  men  and  apparatus,  with  the  re- 
sult of  reducing  the  protection  for  other  districts.  The  danger 
from  cellar  fires  is  indicated  by  the  record  of  prominent  fires 
which  originated  in  such  places  and  extended  throughout  the 
building.  Many  of  the  most  destructive  fires  in  the  history  of 
the  city  started  in  basements  or  cellars,  and  while,  of  course, 
it  cannot  be  claimed  that  such  fires,  if  they  had  occurred  in 
upper  floors,  would  not  have  been  so  extensive,  there  is  no 
doubt  that  in  many  cases  the  location  was  an  extra  handicap, 
and  in  the  case  of  certain  particular  fires  it  was  directly  re- 
sponsible, for  it  is  safe  to  say  that  if  such  fires  had  been  above 
ground,   the  department  could  have  successfully  handled  them. 

The  actual  effect  of  a  typical  cellar  fire  is  shown  by  the 
record  of  the  fire  at  483-485  Broadway,  on  June  29,  1904.  The 
first  alarm  was  received  at  11.40  A.  M.,  followed  in  ten  ininutes 
by  a  second  and  third  alarm,  and  it  was  five  hours  before  the 
fire  was  completely  extinguished.  The  fire  duty  necessary  to 
extinguish  this  fire  is  indicated  by  the  record  of  ten  engine 
companies,  working  an  average  period  of  three  hours  and 
fifty  minutes,  or  a  total  of  thirty-eight  hours  and  thirty  minutes 
but  of  much  greater  significance  is  the  unprecedented  number 
of  men  disabled,  no  less  than  thirty-three  men,  three  chief 
officers,  five  company  officers  and  twenty-five  firemen  requiring 
the  attention  of  ambulance  surgeons  from  St.  Vincent's,  Hudson 
Street  and  Gouverneur  Hospitals,  as  the  result  of  working  in 
the  smolie-charged  atmosphere.  An  entire  company  of  eight 
men  and  two  officers,  and  another  company  of  an  officer  and 
seven  men  were  overcome.  The  extent  of  the  resulting  property 
damage  is  indicated  by  an  insurance  settlement  of  $00,000, 
covering  buildings  and  contents. 

In  contrast  to  this  fire  was  the  one  just  across  the  street. 
At  C.40  P.  M.,  Oct.  24,  1905,  station  170  was  received  and  the 
fire  department  upon  responding  found  smoke  issuing  from  the 
underground  fioors  of  484  Broadway.  When  the  street  door 
was  forced,  the  first  fioor  was  so  charged  with  smoke  that  the 
men  could  enter  hardly  more  than  fifteen  feet:  and  were  en- 
tirely unable  to  reach  the  only  stairway  leading  down  stairs. 
In  view  of  the  uncertainty  of  the  location  of  the  fire,  the 
Deputy  Chief  of  the  First  Division  had  lines  stretched  to  the 
cellar  and  sub-cellar  perforated  pipe  connections,  but  ordered 
the  companies  to  stand  fast.  Then  the  cover  of  the  sidewalk 
elevator  was  opened,  a  ladder  put  down,  and  in  the  short 
interval  before  the  changed  draft  rendered  it  impossible,  the 
Chief  descended  to  the  cellar  level,  where  he  was  able  to  assure 
himself  that  there  was  a  fire  in  the  sub-cellar.  The  sub-cellar 
line  was  immediately  charged,  and  in  a  very  short  space  of 
time,  estimated  at  two  minutes,  the  smoke  conditions  improved 
sufficiently  for  a  company  with  a  hose  line  to  enter  the  street 
floor,  then  proceed  to  the  cellar  by  the  stairway,  and  finding  no 
fire  there  to  keep  on  to  the  sub-cellar,  where  they  found  the 
pipes  working  and  located  the  fire  just  beyond  the  middle  of 
the  fioor.  Sending  up  word  to  shut  off  tlie  pipes,  the  men  used 
the  hose  stream  and  quickly  extinguished  what  little  fire  had 
survived  the  shower  from  the  pipes.  All  this  took  very  short 
time,  estimated  at  eight  minutes,  and  except  for  the  work  of 
wetting  down  and  overhauling,  it  may  be  said  that  this  sub- 
cellar  fire  was  extinguished  within  ten  minutes. 

This  remarkable  result  was  due,  in  the  opinion  of  Chief 
Beggin,  to  the  fact  that  the  building  was  equipped  with  proper 
appliances  for  the  use  of  the  fire  department  in  handling  cellar 
fires,  and  it  is  to  be  noted  that  not  only  was  the  fire  confined  to 
the  sub-cellar,  but  this  was  done  without  having  to  use  all 
the  first  alarm  companies.  One  company  had  water  on  the  fire 
a  total  of  sixteen  minutes,  a  second  company  ten  minutes,  a 
third  company  five  minutes  and  the  fourth  company  not  at  all. 
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IN  THE  lEAL  ESTATE  FIELD 


Real  Estate  and  Building  Statistics. 

Th«  following  are  th«  comparatlT*  tiblea  of  Manhattan,  Th« 
Bronx  and  Brooklyn  of  th«  Conveyances,  Mortgage*  and  Pre- 
lected Buildings  for  the  corresponding  weeks  of  1905  and  lOOd: 

MANHATTAN    AND    THE    BRONX. 

00NVKTAHOK8. 


1906. 
Aug.  10  to  16.  tno. 

Total  No.  lor  Manhattan 250 

Ko.  with  consideration. ....  14 

Amount  Involved 1466,015 


Number  nominal. . 


1806. 

Aug.  H  to  17j  ino. 

Total  No.  toV  Manhattan  255 

No.'wlthconelderatlon..      '  18 

Amount  Involved $898,750 


2 8 6  -511011)6?  nominffl^f 


Total  No.  Manhattan,  Jan.  1  to  date 

No.  with  consideration.  Manhattan.  Jan. 

1  to  date 

Total  Amt.  Manhattan,  Jan.  1  to  date 

1908. 
Aug.  10  to  10,  tnei' 


■.J:Ji(.',: 


1906. 
15,722 


Total  No.  tor  th»  Bronx. 
No,  with  consideration. 

Amount  Involved 

Number  nominal 


200 

12 

$54,103 

188 


24a- 

1906. 
15,^89 

1,226 
$eo;244,660 


1905. 

.1    'tiu.- ',      -t-ittig:  11  to  17.  me. 
Total  No.  for  The  Bronx  167 

No.  with  consideration..  32 

Amount  Involved 1271.780 

Number  nominal 135 


946 
$50,653,434 


■:(.. 


■;j' 


1908. 
10,127,909 
24,303 
t36,?81,343 


Total  No.,  The  Bronx.  Jan.  1  to  date 

Total  Amt.,  The  Bronx,  Jan.  1  to  date. . . 
Xotai  No.  IHanbaltau  and  The 

Bronx.  Jan.  1  to  date 

Total  Auit.  Mauliattan  and  The 

Bronx,  Jan.  1  to  date 

Assessed  Value,  IHanhatttln, 

1908.  ' 
Aug.  10  to  10.  Ino. 

Total  No.,  with  Consideration 14 

Amount  Involved I400-.015 

Assessed  Valu» $391,000 

Total  No..  Nominal 236 

Assessed  Value te.290,400 

Total  No.  with  Consid.jlrom  Jan.  Ist  to  date  946 

Amount  Involved "  "  $50,053,434 

Assessed  value "  "  $35,457,275 

Total  No.  Nominal "  "  14,770 

Assessed  Value ■■  •■  $484,311,900 


'  1905. 

9,808 
I1O.106.737 

24,»4r 

•  70,351,397 


'  I§05. 

Aug.  11  to  17,  Inc. 

13 

$898,750 

$579,000 

242 

$7,592^.000 

■1,226 

$80,244,000 

•      $41,358,557 

14.418 

$488,801,234 


MORTGAGES. 

1908. 
-Aug.  10  to  16,  Inc- 


Manhattan. 

Total  number 275 

Amount  Involved 10,480,855 

No.  at  6*< 165 

Amount  Involved $2,334,230 

No.  at5'4?J 

Amount  Involved ..^....,.' 

No.   at  6>iX 12 

Amount  Involved $224,250 

No.  at  6  V4  Ji 

Amount  Involved 

No.at5K 57 

Amount  Involved II  ,859,625 

ffo.atiiifi 1 

Amount  Involved $50,000 

No  at4^'V 21 

Amount  Involved $465,000 

No.  at  4>4>i 

Afiuount  involved 

No.  at  4ti 

Amount  involved 

Number  at  3?4H 

Amount  Involved 

NfitBBerat  2'.iX 

Amount  Involved 

No.  without  Interest ^^ 

Amount  involved $r,gff9,7S0^ 

No.   above  to   Bank,    Trust 

and  Insurance  Oompanies  25 

Amount  involved $2,717,000 

Total  No.,  Manhattan,  Jan.  1  to  date 

Total  /mt. .  Manhattan,  Jan.  1  to  date 

Total  No.,  The  Bronx,  Jan.  1  to  date 

Total  Amt.,  The  Bronx.  Jan.  1  to  date 

Total  Ko.,  manhattau  and  The 

Bronx,  Jan.  1  to  date  

Total  Amt.  ITianhattan  o  nd  The 

Bronx,  Jan.  1  to  date       


Brorvx. 

161 
$645,712 

•    '47 
$273,900 


190C, 
-Aug.  11  to  17.  Inc.— 


Manhattan. 

H34 
$1,692,482 

100 
$449,022 


Bronx. 
Ill 

$427,754 

26 

$56,854 


^ 12  . 

$S4;450 


83 
$294,185 


17 
$346,600 


20 
$265,652 


20 
$166,400 


46 
$78,900 


1 

$8,000 


28, 


19 
"143,177 


.-  4 
$84,000 


$253,108 


1 
$6,600 


22 
$296,200 


7 
$24,825 


16 

$378,000 

1906. 

12,080 

•239,749.022 

6,148 

t46,68S,958 


20 
$124,100 

10 

*86,500 

1906. 

16,692 

$409,668,079 

7,7«4 

$69,249,490 


18,828 
•  286,434,980 


23,426 
•478,917,569 


PEOJEOTED  BUILDINGS. 


Total  No.  New  Buildings : 

Manhattan 

The  Bronx 


1908. 
Aug.  11  to  17,  Ino. 
.88 
29^ 


1905. 
Aug.  12  to  18,  inc. 

.-:„■  .      66 

...     —  J^ 


Grand  total. 


Total  Amt.  N-,  .V  Buildings : 

Manhattan 

The  Bronx 


Grand  Total 

Total  Amt.  Alterations : 

Manhattan 

The  Bronx 


Grand  total 

Total  No.  of  New  Buildings : 
Manhattan,  Jan.  1  to  date. 
The  Bronx,  Jan  1  to  date. . . 


mnhtn-Bronx,  Jan.  1  to  date 

Total  Amt.  New  Buildings ; 

Manhattan,  Jan.  1  to  date 

The  Bronx,  Jan.  1  to  date 

ninhtn-Bronx,  Jan.  1  to  date 

T.>tal  Amt.  Alterations : 

ninhtn-Bronx    Jan.  1  to  dat« 


67 

$2,300,500 
,     484.200 

$2,764,700 

Hi- 

$629,600 
6.900 

$685,500 

1.282 
1,501 

2,783 

$87,281,830 
20,252'795 

•  107,334,723 

•14,947,438 


1*8 

$2,2i8.950 
1,142, $50 

$3,401,500 

$328,605 
46,260 

(372,766 

1,S5» 
1,537 


3,190 

$82,068'837 
28,894.378 

•  108,963,212 

•10,157,840 


Total  number 

No.  with  consideration. 

Unouct  involved 

Number  nominal . 


Totttl  number  of  Conveyances, 
Jan.  1  to  date 

Total  amount  of  Convey ances, 
Jan.  1  to  date 

MORTGAGES. 

Total  number 

Amount  Involved 

No.  at  6^ ...!!!.'!'. 

Amount  Involved 

No.  at  5»4'J4 ; 

Amount  Involved 

No.  at5>i>f ■. 

Amount  involved... 

No.  at  5,!<% '.'.'.'.'.'..... 

Amount  involved 

No.  at  5J{ .:.. 

Amount  Involved 

No.at4ifa>,- 

Amount InvolTed 

No.  at4?i 

Amount  Involved 

No.  at  IJi :;. 

Amount  Involved 

No.  without  Interest 

Amount  involved 

Total    number    of    inortg:ages. 

Jan.  1  to  date 

Total    amount    of    ]?Iortg:ag:es, 

Jan.l  to  date 


No.  of  New  Buildings    ^..._ ._♦., 

Estimated  cost 

Total    No.    of    View  Buildings, 

Jan.  1  to  date 

Total  Amt.  of  New  Buildings, 

Jan*  1  to  date 

Total    amount   of    Alterations. 

Jan.  I  to  date 


BROOKLYN. 

OONTETANOK8.  ■  - 

1908.  1906.  -'■ 
Aug.  9  to  16,  Ino.  Aug.  10  to  18,lIIQ. 

670  S7S 

33  57 

$216,708  $387,672 

637  B18" 


32,865 

9f,nx 

•20,155,352 

•21,300,309 

617 
$2,572,159 

838 
$1,084,326 

393 

$1,326,805 

211 

$467,234 

1 

$1,000 

71 

$284,600 

$6,000 

6U 

$190.1811 

$4,000 

$800 

114 
$692,747 

""iii 

$720,353 

1 

$4,000 

23 

$70,734 

57 

$384,020 

24,808 

25,349. 

•  103,018,053 

$141,904,816 

188 
$1,885,935 

'  1B4 
$2,127,695 

5,326 

5,262 

•  39,047,862 

•32,123,874 

•  3,373,953 

•3,434,61^ 

PRIVATE    SALES    MARKET 


South  of  59th  Street. 

BROOME    ST.— Wexler    &    Posner    bought    from    F.    Manchel 
254  Broome  st,  corner  of  Orchard  st,  a  G-sty  tenement,  30x100,, 
Strategy  ol  the  Broad-Exchange. 

BROAD    ST.— For   a   sum    stated   as   ^325,000   the   Broad-ESi:; 
change  Company   has   bought,   through   Samuel   Goldsticker,  ,tUe 
property   at   41   Broad   st,    three   doors   south   of,  the   Broad-Ex- 
change Building.     The  purchasers  will  obtain  through  the  build-  . 
ing  an  entrance  for   their  coal  supplies   in   place   of  a  rear  en- 
trariTie  through  Lord's  court,   that   was  in  danger  of  being  shut 
off.     Adjacent  owners  had  complained  that  the  Broad-Exchange 
was  lisurping  too  many  privileges  in  the  rear  alleyway;  that  the 
vacant    space   in    the    middle    of    the    block   had    been   set   aside 
originally  to  provide  light  and  air  to  the  surrounding  buildings 
and   for   the   joint   use  of   their  owners   and    tenants,   and,    fur-' 
thermore,   that  the  mere  fact   that  one  small  lot  in   the  Broad-  ' 
Exchange   site    had   .jriginally   enjoyed    these   privileges   was   no 
reason  why  the  courtyard  should  be  used  for  the  benefit  of  an  ■ 
immense   structure  which    also  spread  out  over  much  adjoining 
property.     The  caiie  was  carried  to  the  Court  of  Appeals,   with 
decisions  uniforinly  unfavorable  to  the  owners  of  the  big  build- 
ing,  namely,   the  Broad-Exchange  Company,  which  is  controlled 
by  tlte  United  States  Realty  Company.     The  former  owner  of  4l 
Broad  st  has  leased  it  back  for  ten  years  at  a  rental  o£  $10,000. 
It  is  also  considei-ed   that  -the  purchase  will   protect  the  air  and 
light  of  the  Bioad-Exchange  Building. 

CHERRY  ST.— Lottie  G.  Cohen  sold  to  L.  Pierce  144  Cherry 
st,  4-sty  front  tenetnent,  27x149.  A.  A.  Edelman  was  the 
broker. 

Fulton  Street  Activity  Continues.  ,..;•.•  iyi,..ii  .•■.:, 

FULTON  ST.— Daniel  B.  Fieedman  bought  58  and  GO  iPiilton'* 
st,  two  0-sty  buiiaings,  47xi]9,  from  the  Lewisohn  estate. 
Ruland  &  Whiting  were  the  brokers. 

Grand  St.  Property  Changes  Hands. 

GRAND  ST.— Rubinger,  Klinger  &  Co.  sold  for  the  firm  of 
"Weil  &  Mayer  to  an  investor-  283-285-287  Grand  st,  two  6-sty 
and  basement  buildings  with  stores,  50x100,  between  Eldrldge 
and  Forsyth  sts,  the  busiest  section  of  the  East  Side.  This  is; 
the  first  time  the  property  has  changed  hands  since  it  has  been  , 
constructed.  The  main  store  is  occupied  by  Finkelstein  Bros., 
"The  East  Side  5  and  10  Cent  Store." 

SPRING  ST.— E.  Kronacher  sold  for  Josephine  Peirano  266. 
Spring  st,  a  5-sty  building,  25x100. 

ST.  MARKS  PL. — Schreiber  &  Co.  sold  for  Isaac  Schlessinger 
to  B.  Grossman  98  St.  Marks  pi,  a  G-sty  tenement  house,  25.10x 
97.C. 


3oa 


AEGORD    AND    GUTOE 


August  18,  i9o5; 


THOMPSON  ST. — Cohen  &  Kraft  sold  to  Max  Levine  57  to 
C3  Thompson  st.  two  new  C-sty  tenements.  "."ixlOO,  between 
Broome  and  Spring  sts,  In  the  new  Italian  district.  The  houses 
were  completely  filled  with  tenants  two  days  after  the  certificate 
permitting  occupancy  was  received. 

13TH  ST. — Folsom  Bros,  sold  for  Anna  Michel  to  an  Investor 
a  4-sty  high-stoop  private  house  321  East  13. h  st.  23x1(13.3. 

14TH  ST. — S.  Steingut  &  Co.  sold  for  Martin  Engel  to  a 
client  for  occupancy  30(j  East  14th  st,  a  fj-sty  brownstone  front 
dwelling,   l!)xlOO. 

32D  ST. — The  Stuyvesant  Realty  Co.  bought  from  William 
and  Julius  Bachrach  345  and  347  E.  32d  st,  two  4-sty  tenements, 
33.4x08.0.  The  brokers  were  Douglas  Robinson,  Charles  S. 
Brown   &   Co. 

43D    ST. — Schreiber    &    Kasan    sold    for    Henry    Jackson    317 
East  43d  st,  a  "r-sty  tenement,  25xl(Ht,  to  Sigmund  Schnee. 
.  4STH    ST. — Nichols   &    Lummis   sold    for   John    W.    Kohl    to   a 
client  for  occupancy  238  East  48th  st,  a  3-sty  brownstone  d  .veil- 
ing, JS.SxlO' ,-.. 

53D    ST. — David    and    Harry    Lippman    sold    to    J.    Cohn    54(i, 
548  and  .").">()  West  53d  st,  three  5-sty  tenements,  75x](K).5. 
.  AV  A. — Van  Vliet  &  Place,   in  conjunction   with   Fryberger  & 
Greensberg,    sold    for    Leopold    Geissmann    252    Av    A,    a    4-sty 
building,  2.5.9x95.(i. 

2D  AV. — Aaron  Goodman  sold  to  Louis  Zimmerman  the  plot, 
■iOxKJO.  at  KWC  and  1098  2d  av,  near  5Sth  st.  The  buyer  will 
erect  a  tJ-sty  apartment  house,  for  which  Architect  Lorenz  F.  J. 
Weiher  is  now  preparing  plans. 

North  of  59th  Street. 

TrfiTH  ST. — M.  Harold  Hochdorf  bought  for  Joseph  Zlsklnd 
2.39  W.  <!<;th  st,  a  5-sty  tenement,  2.5x105. 

73D  ST. — Huberth  &  Gabel,  in  conjunction  with  J.  J.  Sullivan, 
sold  for  the  Reynolds  estate  to  a  Mr.  Duncan  a  4-sty  double 
flat,  204  East  73d  st,  2.5x102.2. 

87TH  ST. — Aaron  Goodman  sold  to  Meyer  Frank,  for  im- 
provement, the  northeast  corner  of  87th  st  and  3d  av,  a  plot 
.50x90. 

104TH  «T. — James  M.  Couper,  Jr.,  sold  for  Anton  Meyering 
to  Joseph  Haas  204  East  104th  st,  a  4-sty  flat,  with  store,  20x.50, 
and   resold   to  an   investor. 

114TH  ST. — Nicholas  V.  La  Cava  sold  for  Orazio  La  Cagnina 
337  and  .339  East  114th  st,  a  7-sty  tenement,  40x100. 

118TH  ST— Gci don.  Levy  &  Co.  sold  to  Morris  L.  Goldstein 
125  and  127  East  118th  st,  a  <>-sty  tenement  house,  50x100.11. 

IISTH  ST. — Sigmund  Lewg  sold  to  Mrs.  Frida  Kadisch  9 
We.^t   llSth  st,  a  5-sty  Hat,  with  stores,  27.9x100.11. 

122D  ST. — Eugene  Levy  sold  to  a  client  of  Millard  F.  Kuh 
208  East  122d  st,  a  5-sty  double  flat,  25x100.11. 

129TH  ST.— M.  Harold  Hochdorf  sold  for  Isaac  Cohen  109  E. 
129th   st,  a  5-sty   tenement,  25x100. 

1.3STH  ST.— A.  Barnett,  in  conjunction  with  Herbert  Ald- 
hoves,  sold  for  Mrs.  M.  Henry  to  M.  Milheiser  12!)  West  l.'?8th 
st,  a  5-sty  flat,  2(!xtKMl. 

14oD  .ST.— -Max  H.  Raubitschek  sold  for  Joseph  Goldberg  and 
Louis  Kramer  to  the  William  Rosenzweig  Realty  Operatmg  Co. 
107  to  113  West  143d  st,  2  new  (i-sty  apartment  houses,  S3.4x 
99.11. 

1ST  AV.— E.  V.  Pescia  &  Co.  sold  for  the  Stone  &  Aronson 
Realty  Co.  to  a  Mr.  Kaufman  2317  1st  av,  a  5-sty  double  tene- 
ment, with  stores,  25.2x100. 

2D  AV. — William  and  Julius  Bachrach  bought  the  (i-sty  flat 
southwest  corner  of  2d  av  and  <>7th  st,  42x100. 


The  Bronx. 

KINGSBRIDGE  ROAD.— L.  N.  Clark  sold  for  J.  Palmer  to 
James  F.  Finnegan  two  lots,  51.0x1.50,  south  side  of  Kingsbridge 
road,   109  ft.   west  of  Heath  av. 

New  Fire  House  lor  Bronx. 

WHITE  PLAINS  ROAD. — A  plot,  .50x100,  in  the  west  side  of 
White  Plains  road.  400  ft.  north  of  Morris  av.  Van  Nest,  has 
been  bought  by  the  city  to  be  used  as  an  engine  hou.?e.  A  3-sty 
brick  building,  one  of  the  finest  of  its  kind,  will  be  started 
immediately,  to  serve  the  district  between  Westchester  and 
Williamsbridge,   which  has  long  suffered  for  proper  protection. 

3D  AV. — Ben  Cohen  sold  to  Arthur  Herzog,  Mortimer  Ahrens 
and  Albert  Ahrens  the  flats  33(X)  to  3308  3d  av  and  991  to  995 
Boston  road. 


Leases. 

Chas.  E.  Duross  leased  009  Hudson  st  for  Lewis  J.  Sice  to 
Henry  Archeinger,  who  will  conduct  a  restaurant  on  the 
premises. 

G.  Cartucci  &  Co.  leased  for  Dr.  L.  Harris  and  A.  Gross  to  a 
client  a  (i-sty  new-law  tenement  with  stores.  20-1-200-208  E. 
113th  St.  for  a  term  of  years,  at  a  rental  of  $31,000. 

E.  V.  Pescia  &  Co.  leased  244  Clinton  st,  a  7-sty  double 
tenement,  to  Messrs.  Whiteman  &  Schumer  for  a  term  of  years, 
at  an  aggregate  rental  of  .$21,000,  for  Messrs.  Grossman  & 
Minor. 


H.   C.    .Senior  &   Co.   leased   for   Nathan   and   Leon   Hirsch   the , 
3-sty  dwelling   112   W.    111th   st   to   Mrs.    Nugent;    for  James   M. 
Horton   the  4-sty   dwelling   114   W.   (Uth   st   to   Louisa   Beck;   for 
Daniel  B.  Freeman  the  3-sty  dwelling  139  W.  (:3d  st  to  Mrs.  Ella 
D.  tJarby;^  for  David   Parks'-  Fackler  the  4-sty   dwelling   137   W. 
(J3d  st   to  John   O'Connor;   for  Josephine  B.   Colton  the  stores  at 
(iOS  Amsterdam  av  to  a  Mr.  Wechsler  and  Philips  &  Grossman. 
Filth  Avenue  Corner  Leased. 
The  former  residence  of  Henry  O.  Havemeyer,  now  owned  by 
Benj.    Altman,    at    the   northeast   corner  of   5th   av    and   30th   st, 
has   been   leased   for  ten   years,   with   a   privilege  of  renewal,    by 
the   Bankers  Trust  Co..   whose  downtown  office   is  at  7  Wall  st. 
The  rental  for  the  corner  is  about  $40,000  a  year.     Geo.  R.  Read 
&  Co.  and  John  N.  Golding  acted  as  brokers. 
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The  Lippner  Mortgage  &  Realty  Co.,  110  Nassau  st,  has  been 
incorporated  with  a  capital  of  $.50,000,  to  engage  in  buying 
second  mortgages. 

The  only  branch  of  the  real  estate  market  in  which  general 
activity  prevails  is  the  agency  department.  The  early  fall  ad- 
vent of  prospective  residents  and  seekers  for  housings  has 
begun. 

An  ofDce  for  the  Goodman  Realty  Co.  has  been  opened  at  115 
West  42d  st,  which  will  be  the  company's  main  office  in  future, 
the  present  office  at  910  Westchester  av  being  continued  as  a 
branch. 

Renting  business  is  very  active  at  present  and  likely  to  con- 
tinue so  for  sonre  time  to  come.  Landlords  have  no  difficulty  in 
disposing  of  their  vacancies,  and  many  places  are  let  for  later 
occupancy.  Cold  water,  medium  priced  modern  flats  are  in 
good  demand  and  bring  good  returns  in  all  parts  of  the  city. 

S.  Alvin  Piza  and  John  B.  Johns  announce  that  they  have 
formed  a  partnership  under  the  firm  name  of  Piza  &  Johns,  with 
otBces  at  Ka.^t  1.54ih  st  and  Melrose  av,  where  they  will  conduct 
a  real  estate  and  brokerage  business  in  all  its  branches.  Spe- 
cial attention  will  be  paid  to  the  placing  of  building  loans  and 
mortgages,  .Tnd  to  the  economical  management  of  properties. 
Particulars  of  properties  for  sale  or  exchange  requested. 


Borough  Park  Conditions. 

Edward  Johnson  reports  great  activity  in  Borough  Park  real 
estate.  Eight  contracts  are  now  being  closed,  and  among  sales 
just  completed  are  the  following: 

The  large  Colonial  house  just  finished  at  47th  st  and  12th  av 
to  Louis  Paccover,  a  Manhattan  lawyer,  for  $15,(XtO;  two  frame 
2-family  houses  on  40th  st.  near  12th  av,  to  Max  Putkowsky 
and  Robert  Rubenoff  respectively,  for  $8,500  each;  a  frame 
2-family  house  at  49th  st  and  17th  av  to  Mrs.  Bertha  Landau, 
of  Manhattan,  for  $8,500;  a  frame  2-family  house  on  52d  st, 
between  15th  av  and  ICth  av,  to  Igna  Olsen.  for  $8,500;  and  a 
single  brick  residence  on  44th  st,  between  12th  and  Fort  Hamil- 
ton avs,  to  Kalil,  the  well-known  restaurant  man,  of  Park  pi, 
Manhattan,   for  $5,.500. 

As  soon  as  his  family  returns  from  the  Adirondacks  in 
September,  Mr.  Johnson  will  move  into  his  new  residence  at 
17th  av  and  49th  st.  This  house  is  the  most  expensive  yet 
erected  in  this  Section.  With  the  fifteen  lots  about  it,  it  is 
valued  at  $40,000. 


The   Flushing   Boom. 

Edward  A.  MacDougall,  one  of  the  members  of  the  Kissjna 
Park  Corporation,  which  is  developing  Kissena  Park,  North, 
says  concerning  the  Flushing  section  that  the  people  of  Flush- 
ing have  the  chance  of  their  lives,  and  should  not  hesitate  to 
let  its  many  advantages  become  known.  They  cannot  paint 
the  picture  too  strongly,  he  said.  "Let  home  seekers  and  in- 
vestors know  that  we  have  in  addition  to  well  paved  and 
lighted  streets,  as  good  schools  as  can  be  found  anywhere, 
churches  of  all  denominations,  the  best  water,  sewers,  ample 
police  protection  and  all  the  social  advantages,  that  we  are  also 
only  a  few  minutes  from  the  business  centre  of  Manhattan,  and 
that  this  time  will  be  considerably  reduced  when  the  tunnel  is 
completed. 

"Show  the  home  seekers  from  the  crowded  boroughs  that 
they  are  paying  or  will  have  to  pay  as  much,  or  more,  for  lots 
miles  further  out  on  the  island  than  they  can  buy  them  for 
here,  and  you  will  see  such  an  era  of  good,  healthy  buying  as 
you   have  never  seen  before. 

"Massapequa  and  those  other  places  beyond  the  city  line  can 
never  compete  with  Flushing  and  points  west  of  it  when  the 
facts  become  known. 

"I  do  not  mean  to  be  an  alarmist,  but  if  this  sort  of  wildcat 
buying  continues  there  will  be  a  reaction  when  the  people 
wake  up. 

"What  the  business  man  who  comes  here  from  the  city  and 
invests  in  a  home  wants  is,  first,  quick  and  cheap  transportation 
to  the  city,  and  second,  some,  at  least,  of  the  city  improvements 
in  his  country  home." 
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WANTS 


OFFERS 


BUILDING 
LOANS 


A  laree  amount  for  Manhattan  and  eentralty 
located  Bronx  Properties.      Liberal  pajmsnti. 

PERMANENT 
LOANS 

Promptly  available   In    any  amonnt  at  onrraat 
rates  and  reasonable, charges. 

A.  W.  McLaughlin  &  Co. 

Brokers  and  Daalers  In  Mortgagaa 
Am.  Ex.  Nat.  Bank  BIdg.,  128  B'way,  Cor.  Cadar 


Industrial  Sites 

To  Real  Estate  Agents 


The  Industrial  Department  of  the 

Erie  Railroad  Company 

advises  Real  Estate  Agents  submit- 
ting for  the  consideration  pf  manu- 
facturers sites  adjacent  to  railroad 
that  it  will  gladly  furnish  then)  with 
full  technical  information  in  Regard 
to  the  reaching  of  such  sites  by  side 
tracks.  No  interference  with  clients. 
No  leakage.  Confer  with  absolute 
confidence.  Every  assistance  freely 
rendered  agents  in  securing  busines*. 
Call  or  address, 

LUIS  JACKSON 

tedoatrlkl  Oommlssloncr,  Bila  B*&ra*4  OO) 


A  MAN  of  ability  and  experience  wanted  to 
sell  New  York  City  real  estate;  good  position  for 
right  man.  Address,  stating  experience,  Box 
327.  care  of  Record  and  Guide. 


Lawyers  Title  Insurance  &  Trust  Company 

CAPITAL  AND  SURPLUS  -  $9,500,000 


TRUST  AND    BANKING   DEPARTMENT,    69    LIBERTY    ST.      1 


MANHATTAN 


TITLE    DEPARTMENT 37    LIBERTY    ST. 

Brooklyn  Branch,  Title  Department  and  Trust  and  Banking  Department,  188  Montague  Street 

RECEIVES   DEPOSITS   subject  to   checH  or  on  certificata, 

alloTving  interest  thereon. 
LENDS   ON   APPROVED   STOCKS   and   Corporation   Bonds 

as  Collateral. 
ACTS   AS   TRUSTEE,    Guardian,    Executor,  Administrator. 

Assignee    or    Receiver,    Transfer    Agent    or    Registrar   of 

Stocks     of     Corporations.       Takes     Charg*     of     Psrsonal 

Securities. 

OFFICERS  : 
EDWIN  W.  COGGESHALL,  President  and  General  Maaager. 
DAVID  B.  OGDEN.  ,  WALTER  N.  VAIL,  Secretary. 

JOHN  T.  LOCKMAN,  (  „•  .  p,„oi  i.„.=  LEWIS  H.  LOSEE,  Asst.  G»nl.  Manager. 

LOUIS  V.  BRIGHT,  }  Vice-Presidents.  ARCHIBALD  FORBES.i  ....    rr„„„r„r» 

HENRY  MORGENTHAU,   '  II.  CONDIT  VARICK,    /■*'"•  treasurers. 

THORWALD  STALLKNEOHT,  Treasurei.  GEORGE  A    FLEURY,    \.,.,    Sonr«t.rI«<. 

HERBERT  E.  JACKSON,  Comptroller.  FREDERICK  D.  RKED,/*'"-  B«<>"tanea. 


GEO.  F.  BDTTERWORTH, 
DUMONT  CLARKE, 
EDWIN  W.  COGGESHALL, 


EXECUTIVE  COMMITTEE  : 

WILLIAM  A.  DAY, 
WILLIAM  P.  DIXON, 
JULIAN  D,  FAIRCHILD, 


JOHN  T.  LOCKMAN, 
HENRY  MORGENTHAU, 
JAMES  N.  WALLACE. 


TO  LET — Pennsylvania  Section  2-story  rear 
building;  wide  entrance;  established  carpenter 
builder;  suitable  for  any  business.  H9  W. 
:i(>th    St. 

WILL  SUBLET  half  of  completely  furnished, 
large,  light  Broadway  corner  room,  with  private 
reception  hall.  New  Times  Bldg.,  42d  St.  and 
Broadway,  N,  Y.  Admirably  adapted  branch  up- 
town real  estate  or  N.  Y.  office  out  of  town 
concern.  Will  share  stenographic  and  tele- 
phonic service.  Address  BOX  104,  clo  Record 
and    Guide. 


The  Annual  Number  of  the 

Record  and   Guide 

Quarterly   for   1905 

IS   NOW    ON   SALE 

Annual    Subscription   $20.00 

WANTED 

A  clever  renting  man,  who  has 
had  experience  in  renting  Down- 
town QfTices.  Exceptional  oppor- 
tunity for  man  with  good  record 
and  plenty  of  snap. 

Ad   ress,   "CORPORATION" 
Care  of  Record  and  Guide. 


EXPERIENCED  IMAN  WANTED  to  take  en- 
tire charge  of  renting  department  of  uptown 
Broadway  Real  Estate  office.  Thorough  knowl- 
edge essential.  Address  "EXPERIENCED," 
Box  10.  clo  Record  and  Guide. 


The  Coming  Long  Island  Realty  Convention. 

The  proposition  to  hold  a  realty  convention  of  Long  Island 
dealers  on  Tuesday  and  Wednesday,  Sept.  18  and  19,  has  struck 
home.  Responses  have  been  received  from  all  over  Long  Island 
by  President  Kempner,  of  the  Kings  and  Queens  County  Real 
Estate  Exchange,  that  plainly  indicate  the  interest  and  en- 
thusiasm with  which  the  project  has  been  accepted  by  the  realty 
trade  in  general.  That  the  convention  will  be  largely  attended 
and  warmly  supported  is  amply  evidenced  from  the  expres- 
sions contained  in  the  letters  sent  in  reply  to  the  invitations. 

Among  the  men  suggested  for  speakers  on  the  occasion  are 
Judge  J.  M,  Kissam,  of  Queens,  N,  Y.;  Dean  Alvord,  Arthur 
Turnbull,  Hon.  Wm.  C.  Redfield,  Wm.  M.  Griffith,  of  Jamaica, 
Itobcrt  W.  Ilaff,  John  E.  Thompson,  L.  H.  Pound.?,  A.  L. 
Langdon.  traffic  manager  Long  Island  Railroad,  and  several 
other  men  prominent  in  connection  with  Long  Island  Railrotd 
and  transit  matters.  Among  the  subjects  to  be  treated  by 
them  are: 

"The  Lnng  Island  .Awakening." 
"Long   island   Real   Estate  Values." 

"Benefits  of  As.^ociation   in  the  Real  Estate  Rusiness." 
"Real   Estate  Advertising." 
"The  Real  Estate  Salesman." 

"Best  Methods   in   Land   Improvement   Enterprises." 
"Co-operation   in   Land   Buying  and    Home   Building." 
"Long   Island's  Advantages   for   the    Home   Seeker  and   Manu- 
facturer." 

"Sanitary   Precautions   m    Suburban   Towns." 
"The  Agricultural   Possibilities  of  Long  Island." 
"The    Present    and    Future    of    Queens    County,"    and    several 
other  topics  to  be  selected  by  the  writers  themselves. 

The  plans  so  far  as  they  have  progressed  embrace  a  business 
session  on  the  18th  day  of  September,  a  second  one  on  the 
morning  of  the  10th,  to  be  followed  in  the  afternoon  by  an 
excursion  to  Oyster  Bay  and  thence  to  some  seaside  resort 
where  dinner  will  be  served. 


HOW    THE    SUBJECT    IS    VIEWED. 

Showing  the  feeling  among  real  estate  men  in  regard  to  the 
convention  and  the  motives  underlying,  the  following  expres- 
sions are  typical: 

Milton  L'Ecluse,  of  S.  Osgood  Pel!  &  Co.:  "I  will  be  very  glad 
to  do  anything  within  my  power  to  help  such  a  convention 
along,  and  will  attend  it  on  Sept.  18. and  19,  representing  S. 
Osgood   Pell  &  Co.,  upon  receipt  of  program,   etc." 

Louis  H.  Pounds,  President,  Manor  Realty  Co.  and  Ditmas 
Park:  "I  will  say  that  I  am  very  much  interested  in  a  meeting  of 
this  character,  and  believe  it  will  prove  beneficial.  I  shall  be 
glad  to  be  present  and  do  anything  that  I  can  to  promote  its 
success." 

J.  L.  Hedden,  General  Manager,  Knickerbocker  Realty  Co.: 
"We  beg  to  advise  you  that  we  will  be  pleased  to  participate 
in  the  convention  which  is  to  be  held  in  Brooklyn  on  Sept.  18 
and  19  for  the  purpose  of  establishing  an  exchange  of  Long 
Island  acreage  and  realty  dealers." 

John  O'Neill,  of  O'Neill  Realty  Co.:  ''I  am  in  thorough  sym- 
pathy with  the  object  of  the  proposed  meeting.  The  present 
time  seems  most  opportune  for  such  a  movement  as  you  con- 
template. The  existence  of  so  large  and  influential  a  body  of 
then  as  the  real  estate  brokei-s  and  realty  men,  without  organi- 
zation, without  cohesion,  without  any  organized  methods  of 
expression,  adrift -without  any  guiding  apparatus,  appears  to 
me  to  present  an  anomalous  state  of  things.  My  object  in 
attending  your  meeting  consists  in  a  hearty  desire  to  con- 
tribute, as  tar  as  possible,  towards  a  permanent  organization 
of  this  energetic,  intelligent  and  highly  industrious  element  in 
the  social  and  commercial  organism  of  this  great  city,  and  you 
may  rely  upon  my  disinterested  services  and  independent  co- 
operation in  your  very  meritorious  work." 

T.  Jefferson  Burnett.  Flushing:  "I  am  thoroughly  In  favor 
of  united  action  on  all  matters,  and  see  no  reason  why  we  can- 
not apply  it  to  real  estate  with  good  results." 

John  E.  Thompson,  of  John  E.  Thompson  &  Co.,  375  Fulton 
St,  Brooklyn:  "If  a  permanent  organization  of  Brooklyn  and 
Long  I.?land  grows  out  of  this  proposed  convention,   I  think  it 
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will  be  a  great  benefit  to  all  who  will  become  members  of  the 
organization." 

T.  B.  Ackerson,  of  T.  B.  Ackerson  Co.,  1-10  Nassau  st,  New 
York:  "Our  Long  Island  business  has  always  been  a  successful 
department.  My  advice  to  brokers  and  operators  Is,  however, 
to  work  with  care  and  caution  and  not  aim  at  prices  so  high 
that  they  will  tumble  and  hurt  some  one  in  the  falling." 

Adolph  Bausch  Co.,  Farmingdale,  L.  I.:  "We  are  willing  to 
do  all  we  can  to  further  the  Interest  of  honest  dealers." 

Brandon-Silvestro  Realty  Co.,  Winfleld  Junction,  L.  I.:  "We 
think  the  movement  a  timely  one  and  our  company  will  be 
represented  at  such  convention." 

Paris  &  MacDougall,  1123  Broadway,  New  York,  represent- 
ing the  Queens  Borough  Corporation,  the  Klssena  Park  Cor- 
poration, Woodside  Heights  Land  Corporation  and  Elmburst 
Square:  "We  v.-ill  be  glad  to  co-operate  with  all  those  firms 
who  are  legitimately  engaged  in  developing  Queens  Borough 
property  for  the  legitimate  use   of  home  seekers." 

John.M.  Thompson  &  Co.,  212  Broadway,  New  York:  "We  are 
thoroughly  in  accord  with  the  project." 

Erger,  Stelner  &  Co.,  Woodhaven  Junction:  "We  are  always 
ready  to  help  any  movement  for  the  benefit  of  legitimate  real 
estate  brokers." 

Nevin  &  Nygren,  525  Nostrand  av,  Brooklyn:  "We  are  very 
glad  to  learn  that  the  suburban  realty  operators  contemplate 
such  a  move  as  an  organization,  as  we  think  It  is  a  move  in  the 
right,  direction." 

Wm.  M.  Griffith,  Vice-President  of  Queens  County  Trust  Co., 
Jamaica:  "I  should  be  pleased  to  do  what  I  can  to  make  your 
proposed  gathering  a  success." 

Henry  P.  Libby,  of  Freeport  and  Rockville  Centre,  L.  I.:  "I 
anticipate  much  interest  in  the  program  and  pleasure  in  meet- 
ing with  the  'fraternity'  and  listening  to  the  discussions  which 
may  arise.  I  believe  that  organized  effort  properly  directed 
will  work  out  good  results  in  this  calling,  as  well  as  in  others, 
and  trust  that  this  may  be  accomplished  after  a  time  in  the 
proposed  organization." 

C.  F.  Thurber,  Rockville  Centre,  L.  I.:  "Yours  is  a  good 
movement  and  ought  to  have  been  started  years  ago." 

Endorsements  and  acceptances  have  also  been  received  from 
W.  W.  Hulse,  Bay  Shore;  Wm.  Stoffel,  Hempstead;  Read 
Realty  Co.,  Brooklyn;  Cox  &  Minnls,  Jamaica;  Thomas  H. 
Snyder,  Brooklyn;  .\ugust  Vogel,  Gleridale;  H.  A.  Roberts, 
Richmond  Hill;  Lewis  H.  May  Co.,  Far  Rockaway;  John  L. 
Childs,  Floral  Park;  Geo.  E.  Tilly,  Jamaica;  Chas.  L.  Wallace, 
Freeport;  Daniel  M.  Gerard,  Huntington;  Henry  W.  Knight, 
New  York  City;   C.   T.   Smith,  Islip;   Geo.  H.  Hlgbie,   Springfield. 


E.  V.  Lane,  Manorville;  John  F.  Kelly,  Kings  Park;  Geo.  W. 
Schaffer,  Flushing;  Peter  F.  Lebkuecher,  Greenlawn;  Joseph  M. 
Beel,  3S2  Pearl  st,  Brooklyn;  New  York  Suburban  Land  Co., 
11.S3  Broadway;  Jacobs  &  Hoffman,  Astoria;  Frederick  Phillips, 
Richmond  Hill;  Frederick  Napier,  Coney  Island;  James  J. 
Smith.  Jamaica;  Frank  Krevoruck,  41  Park  row,  Manhattan; 
W.  S.  Vandewater,  Cedarhurst;  H.  J.  &  T.  C.  Martens,  Rock- 
ville Center;   B.   E.   Scheurer,  Long  Island  City. 

Moore  &  Gritman,  Woodhaven;  Robt.  W.  Haft,  189  Montague 
st;  D.  DeKremen,  Massapequa;  Combs  &  Clapham,  Sea  Cliff, 
L.  I.,  John  Greer,  Long  Island  City;  A.  C.  Haynes,  Far  Rock- 
away. 

James  Nevin,  President,  St.  Albans  Heights  Realty  Co.,  525 
Nostrand  av;  Aetna  Development  Co.,  188-190  Montague  st; 
W.  C.  Reeves  &  Co.,  Hollis. 


Large  Bay   Ridge  Sales. 

Messrs.  Howard  C.  Pyle  &  Co.,  of  199  Montague  st,  Brooklyn, 
have  recently  closed,  contracts  for  the  sale  of  about  440  lots  in 
Bay  Ridge  section,  in  the  vicinity  of  the  Bush  Terminal  prop- 
erty, aggregating  over  $(iOO,000. 

■2'25  lots  for  the  estate  of  William  H.  Laiigley,  between  1st  and 
2d  avs,  OOth  and  C3d  sts. 

70  lots,  block  bounded  by  1st  and  2d  avs,  59th  and  GOth  sts, 
for  Susan  W.  Hopkins  and  Frances  K.  Sanger. 

C4  lots  in  block  bounded  by  1st  and  2d  avs,  43d  and  44th  ats, 
for  Stewart   McDougal. 

35  lots  on  the  north  side  of  44th  st,  running  through  to  43d 
st,  for  Percy  Kent  and  others. 

10  lots  on  the  east  side  of  2d  av,  between  43d  and.  44th  sts, 
for  Owners'  Land  Co. 

30  lots  on  the  south  side  of  OOth  st,  between  2d  and  3d  avs. 

These  lots  were  all  sold  for  investment  to  New  York  parties, 
who  have  great  faith   in  the  future  of  this  location. 


— The  Interborough  Railway  Co.  has  asked  for  the  consent  of 
the  Board  of  Estimate  to  the  laying  of  a  railway  along  Ogden 
av  from  Central  Bridge  to  Aqueduct  av.  Such  a  transit  line 
would  be  a  great  convenience  to  the  heights  section  above  Cen- 
tral Bridge,  which  section  is  yet  practically  without  rail  facili-- 
ties,  with  the  exception  of  the  almost  inaccessible  line  on  Sedg- 
wick av.  The  railroad  company  has  a  franchise  for  Lind  av, 
but  it  desires  to  substitute  for  this  the  privilege  of  running  on- 
Ogden  av.  A  hearing  of  the  petition  will  be  given  on  Friday, 
September  28. 


Private  Sales  Market  Continued. 


South  of  59th  Street. 

CARMINE  ST.— E.  V.  Pescia  &  Co. 
sold  for  Gallo  &  Pape  to  Shapiro,  Levy 
&  Starr  67  Carmine  st,  a  4-sty  tenement 
house,  25x95. 

ELDRIDGE  ST. — M.  L.  Broads  sold  for 
Mark  Samuels  to  N.  D.  Rubin  228  Eld- 
ridge  st,  a  5-sty  tenement  house,  25x76.4. 

Sale  o!  Important  Holdings  on  Beaver  St. 

BEAVER  ST. — Gilsey,  Havemeyer  & 
Jehney  sold  for  the  estate  of  Thomas 
Cadwalader,  through  Strong  &  Cad- 
•walader,  as  attorneys,  the  4-sty  buildings 
23  and  25  Beaver  st,  together  with  .58, 
60  and  62  New  st,  forming  an  L  with 
the  Beaver  st  parcels.  Plot  is  about 
10,000  sq.  ft.  The  buyer  is  a  syndicate 
headed  by  George  Rosenfeld,  which  will 
Improve  the  property.  This  plot  has  been 
held  in  the  Cadwalader  family  for  about 
100  years,  23  Beavtr  st  having  been  the 
family  residence,  w-ith  the  stable  adjoin- 
ing on  New  st.  Close  to  the  new  site  of 
the  Consolidated  Exchange,  southeast 
corner  of  Broad  and  Beaver  sts,  and  di- 
rectly opposlite  the  Site  recently  pur- 
chased by  the  American  Bank  Note  Co., 
on  which  that  company  will  erect  a  build- 
for  its  executive  offices.  Opposite,  on  26 
and  28  Beaver  st,  the  Stock  Quotation 
Telegraph  Co.  is  about  to  erect  a  large 
building,  the  lower  floors  of  which  will 
be  occupied  by  that  company's  central 
office. 

KING  ST.— Horace  S.  Ely  &  Co.  and 
William  Cruikshank's  Sons  sold  for  the 
Kane  estate  to  Woodbury  Langdon  the 
block  front  in  the  north  side  of  King  st, 
between  Greenwich  and  Washington  sts, 
two  2-sty  brick  buildings,   146x25. 

20TH  ST.— Harry  B.  Cutner  sold  for 
Mary    M.    Williams    to    Carstens    Steffens 


25  West  20th  st,  a  4-sty  dwelling,  25x92, 
between  5th  and  Cth  avs;  also  to  the 
same  purchaser  the  adjoining  property 
23  West  20th  st,  a  5-sty  apartment  house 
for  the  Flat  Iron  Realty  Co.,  making  a 
plot  .50x92. 

3D  AV. — J.  Arthur  Fischer  resold  for 
Charles  Eager  the  0-sty  and  basement 
apartment  building  .535  3d  av,  24.8x125. 


family   frame   house,    18.5x100,    1833   Cro- 
tona  av. 

MOHEGAN  AV. — Chas.  F.  Mehltretter 
&  Co.  sold  for  I*eter  Leckler  to  a  client  a 
lot,  41x145.  west  side  of  Mohegan  av,  209 
ft.  south  of  l.SOth   St. 


North  of  59th  Street. 

O-ITH  ST. — Payson  McL.  Merrill  sold 
38  East  64th  st,  a  4-3ty  dwelling,  21x 
100.5,  to  a  client,  who  will  occupy. 

112TH  ST. — William  A.  White  &  Sons 
sold  for  John  Carle  to  Berliner  &  Green- 
berg  136  East  112th  st,  a  3-sty  dwelling, 
I'l. 10x100.11. 

158TH  ST. — Jennie  Lyman  sold  to 
.Tohanna  Seft  529  and  531  West  1.5Sth  st, 
a  5-sty  flat,  50x99.11. 

ST  NICHOLAS  AV. — The  William 
Rosenzweig  Realty  Operating  Co.  sold 
the  plot,  125x100,  east  side  of  St.  Nicho- 
las av,  18.'".  ft.  south  of  145th  st,  adjoining 
the  Majestic  apartment  house. 

5TH  AV. — Philip  Steinman  &  Co.  sold 
for  William  Holzwasser  1.3.59  and  1361 
5th  av,  two  5-sty  double  flats,  with  stores, 
50x100. 

8TH  AV. — Weisberger  &  Kaufman  sold 
for  a  Mrs.  Sophie  Oppenheimer  to  a  client 
2619  Sth  av,  a  5-sty  triple  flat,  with 
stores.  27x100. 


The  Bronx. 

171TH  ST. — F.  Wm.  Sohns  sold  for 
Henry  Rieper  the  northwest  corner  174th 
st  and  3d  av,  5-sty  flat.  40x100. 

184TH  ST. — O.  J.  Waite  sold  for  the 
Lochinvar  Realty  Co.  to  Elizabeth  M. 
White  a  ne\\^  2-family  house  southeast 
corner  of  184th  st  and  Valentine  av. 

CROTONA  AV. — R.  I.  Brown's  Sons 
sold    for    Margaret    V.    Gleason    the    3- 


Leases. 

John  J.  Boylan  leased  for  Herman 
Ruschmeyer  for  a  term  of  five  years  the 
store  and  basement  southwest  corner 
1.5th   st   and   7th   av. 

The  McVickar,  Gaillard  Realty  Co. 
leased  for  Erick  Parmly  to  E.  Kumke  the 
4-sty  and  basement  building  19  West  38th 
St.  25x98.9,  for  21  years  at  an  aggregate 
rental  of  over  $125,000.  After  extensive 
alterations  the  building  will  be  occupied 
for  business  purposes. 

The  Gross  &  Gross  Co.  leased  for  Henry 
Corn  to  the  Pennsylvania.  New  York  & 
Long  Island  Railroad  Co.  the  entire  ninth 
and  tenth  floors  in  the  building  now  being 
erected  southeast  corner  of  5th  av  and 
3'2d  St.  The  offices  will  be  occupied  by 
the  engineers  in  charge  of  the  construc- 
tion of  the  Pennsylvania  tunnel. 

The  Gross  &  Gross  Co.  leased  for 
Charles  J.  Schmidt  to  the  Caswell-Massey 
Co.  the  3-sty  building  2.57  6th  av;  also, 
for  Samuel  McMillan  to  the  same  com- 
pany, the  store  southwest  corner  of 
Broadway  and  106th  st;  also,  for .  the 
Times  Square  Automobile  Co.,  the  first, 
second  and  third  floors  164  West  46th  st. 

The  New  York  Telephone  Co.  leased  to 
Spies  &.Long,  the  store  20  Cortlandt  st 
for  five  years  at  a  rental  of  $10,000  a- 
year.  This  is  said  to  be  the  hlghe.st  rent 
ever  paid  for  a  store  in  Cortlandt  st.  Two 
years  ago  the  same  property  rented  for 
•HiSOO  a  year.  The  lessees  are  now  lo- 
cated at  No.  160  Broadway,  in  the 
Guernsey  Building,  which  was  recently 
sold  to  the  Lawyers'  Title  Insurance  Co. 
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Telephone,  222  Harlem                              New  York  City 

NOTARY  PUBLIC 

QHARLES  H.   EASTON  &  GO. 
^^          Real  Estate  Agents  and  Brokers 

Tel..  6420  38th  St.          Estates  Managed 

116  West  42d  Street,  NEW  YORK 

Cable  Address,  "Cheaston,  N.  Y." 

Charles  H.  Ea.ston                      Robert  T.  McQustt 

THOMAS  DIMOND 
■                              Iron  Work  for  Building 

128  WEST  33D  ST.,  NEW  YORK 
W„rV.  / 128  West  33d  St.                      Established  1852 
lYorKS  \  137  West  32d  St.                  Tel,,  1780  Mad.  Sq. 

|\l     BRIGHAM   HALL  &  SON 

'  ~  •         Real  Estate  Brokers  and  Agents 

Tel.,  603  Spring                                             681  Brcldway 

J     C.    LYONS    BUILDING  & 
"''            OPERATING   COMPANY 

4  AND  6  EAST  42d  STREET 
Telephone,  6438  38th  St.                            NEW  YOKK 

HUBO'S  PRINCIPLB8  OF   OITT  I.AND  YALUB* 
Price,  ll.M. 
A    book   ]u>t   publlib«il   that    ihowi    h*w    (ttgr 
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jAMES    A.     DOWD                    Tel.,93Plaza 

Real  Estate  and  Insurance 

874  SIXTH  AVENUE,  above  49th  Street 

EDGAR  J.  LEVEY,  President 


HE  TITLE  INSURANCE  OOMP IKH^ ,^^ m mi  ^Hmv.-^\^A^::'^z^^^^^,,^^^^ 

'  CHARLES  T.  BAKMiY./*"'^-'^'^''^'™"'* 


135  Broadway,  Manhattan  CAPATAL  AND  SURPLUS 

and  203  Mongtague  St.,  Brooklyn  $3,000,000 

Examines  and  Insures  Titles  to  Re;il  Estate  on  .Sales  and  Tjoans,  and  deals  in   Mortgages. 


CYRIL  H.  BUKDETT.  .Secretary 
CHAUNCEY  H.  HUMPHREYS,!  Asst. 
EDWIN  A.  BAYLES,  /.Sec'ys 

WILLIAM  N.  HARTE,  Treasurer 
Hon.   ABRAHAM    R.  LAWRENCE,  Counsel 


|-|ARRY    W.     HOPTON 
REAL    ESTATE 


Tel..  If^  Cortlandt 


No.    160    BROADWAY 

Cor.  Liberty  St. 


AUCTION   SALES    OF   THE   WEEK. 

The  following  is  the  complete  list  of  the  prop- 
erties sold,  withdrawn  or  adjourned  during  week 
ending  August  17,  ll'Olj.  at  the  New  Yorii  Real 
Estate  Salesroom,  14  and  10  Vesey  st.  Except 
where  otherwise  stated,  the  properties  offered 
were  in  foreclosure.  Adjournment  of  legal  sales 
to  next  week  are  noted  under  Advertised  Legal 
Sales. 

The  total  amount  at  the  end  of  the  list  com- 
prises the  consideration  in  actual  sales  only. 

JOSEPH  P.  DAY. 
14th  St,  No  4,  s  s,  .S4  e  5th  av,  3:^x103.3, 
leasehold.  (J-stv  brk  loft  and  store  building. 
(Amt  due  1)127,720.82;  taxes,  &c,  .f  2,000.) 
Mort  recorded  May  1,  1893.  Adjourned  to 
Sept    7    

Total     

Corresponding  week,    1905    $102,070 

Jan.    1,    1906,    to    date 22,.385.939 

Corresponding    period,    1905 22,120,791 

♦ 

ADVERTISED    LEGAL    SALES. 

Sales  to  be  held  at  the  Real  'Estate  Exchange, 
14  and  16  Vesey  st,   except  as  elsewhere  stated. 

Aug.    18.    20    and    21. 
No  Legal  Sales  advertised  for  these  days. 
Aug  22.- 

126th  St.  No  175,  h  s,  ,50.8  e  7th  av,  17x99.11; 
3-sty  and  basement  stone  front  dwelling, 
Geo  E  Lange  agt  Geo  B  Mc  Aneny  et  al, 
action  No  I;  Ronald  K  Btown,  atfy,  320 
Broadway;  Isaac  B  Brennau.  ref.  (Amount 
due.  $9,915.20;  taxes,  &c,  ,$9.00)  Mort  re- 
corded May  2,  1005.  By  D.  Phoenix  Ingraham 
&   Co. 

12Sth  st.  No  14,  s  s,  165.6  w  5th  av,  17x99.11; 
3-sty  and  basement  stone  front  dwelling. 
Same  agt  same,  action  No  2;  same  att'y;  same 
ref.  (Amount  due,  $8,8,50.85;  taxes,  &c,  .$9.0t.».) 
Mort  recorded  May  2,  1905.  By  D  Phoenix 
Ingraham   &    Co. 

128th  St.  No  18,  s  s,  200. w  5th  av,  17.6x99.11; 
3-sty  and  basement  stone  front  dwelling. 
Same  agt  same,  action  No  3;  same  att'y;  same 
ref.  (Amount  due,  $8,854.36;  taxes,  &c,  $9.00.) 
Mort  recorded  May  2,  1905.  By  D  Phoenix 
Ingraham    &    Co. 

62d  st.  No  337,  n  s,  279  w  1st  av,  17x100.5; 
3-sty  stone  front  dwelling.  Joseph  E  Redman 
agt  Samuel  Epstein  et  al;  Thomas  "W  Butts, 
att'y,  51  Chambers  st;  August  P  Wagener, 
ref.  (Amount     due,      ,1!4,469.13;      taxes,     &c, 

$213.73.)      Mort    recorded    Anr    24.    1S85.      By 
Joseph   P   Day. 

Aug.  23. 
No  Legal  Sales  advertised  for  this  day. 
Aug.  24. 

137th  st.  No  7.39,  n  s,  737.6  e  Willis  av,  16.3x75; 
4-sty  stone  front  dwelling.  Christina  Arbuckle 
trustee  agt  Fred  M  Duncan  et  al;  Dykman. 
Carr  &  Kuhn,  att'ys,  189  Montague  st,  Brook- 
lyn; Cornelius  J  Sullivan,  ref.  (Amount  due, 
.$5,613.17;  taxes,  &c.  $120.00.)  Mort  recorded 
Feb   11,    1901.      By  Joseph   P  Day. 

55th  st.  No  249,  n  s,  140  e  8th  av,  20x100.5; 
4-sty  stone  front  dwelling.  Francis  Neher  agt 
the  People  of  the  State  of  -N  Y  et  al;  Harold 
Swain;  att'y,  176  Broadway;  Henry  Marshall, 
ref.  (Amount  due.  $31,888.36;  taxes,  &c. 
.$930.22.)  Mort  reco.rded  May  7,  1.8.86.  By 
James   L   Wells. 

Aug.   25  and  27. 
No  Legal  Sales  advertised  for  these  days. 
♦ - 

JUDGMENTS     IN     FORECLOSURE 
SUITS. 

Aug.    10. 
Water   st.    No   ,36(5.      Daniel    Daly   agt    Catherine 

C   Cotter  et   al;    David   McCIure.    att'y;    Martin 

L   Stover,    ref.      (Amt  due,   .$5,1.55) 
Cypress   av.    n   e   cor   1401h   st,    JO0xl2O.      Simon 

Uhjfelder    agt    Jacob     H     Rubin    et    al;     Max 

Silberstein,    att'y;    Clarence    R    Freeman,    ref. 

(Amt     due,     .$6,980.20.) 

Aug.    11    and    13. 

No  Judgments  in  Foreclosure  filed   these  days. 


JOSEPH   P.  DAY 

Real  Estate 

AUCTIONEER  AND  APPRAISER 

MAIN  OFFICE:  AGENCY  DKPT 

31  NASSAU  ST.  932  EIGHTH  AVENUB 


Aug.    14. 

Avenue  A,  n  w  cor  T2d  st,  25.8x100.  Regina 
Grossmayer  agt  David  Gordon  et  al;  Frank 
M  Tichenor,  atfy;  Chas  M  Beattie,  ref.  (Amt 
due,     iflJ  901.24.) 

Aug.    15. 

■JSth  St.  n  s,  225  e  5th  av,  50x80.9.  Bowery 
Savings  Bank  agt  Thomas  J  Ducey;  .Strong 
&  Cadwa'-ader.  atfys;  Gustavus  A  Rogers,  ref. 
(Amt    due,    $12,715.48.) 


I.IS    PENDENS. 


Aug..  11. 

Garrison  av,  n  e  cor  144th  st,  100x75;  Spoffard 
av,  n  s,  20:>  w  Tiffany  st.  50x100;  Hugh  Duffy 
agt  Lucy  A  Duffy  et  al  (action  to  cancel  deed); 
at'y's.    Wasserman   &  Jacobus. 

i;!Mth  St.  n  s,  220  w  5th  av.  75x00.11;  Max  J 
Levinson  agt  Frederick  W  Mayer  et  al  (spe- 
cific performance);  att'y,   I  Eldis, 

27th  St.  n  s.  71. :i  e  Madison  av,  28.0x24.9;  Sea- 
board Realty  Co  agt  Harry  L  Toplitz  (action 
to  foreclose  mechanic's  lien);  att'ys.  Hardy  & 
Shellabarger. 

Aug.   13. 

KJ'id  st,  s  s.  125  e  of  Amsterdam  av.  75x112.6; 
John  Sommer,  Jr.  agt  Diegfried  Wittner  et  al 
{action  to  foreclose  mechanic's  lien) ;  atfy, 
W    E   O'Grady. 

White  Plains  av  and  2ar>th  st.  n  e  cor.  180.5x47 
x  irregular;  Henry  Siletan  agt  Simon  Schloss 
(action   to   declare   lien);   atfy,    H   H   Hull. 

Marmion  a  v.  e  s,  HH>  n  of  170  th  st,  47x1 18x 
irregular;  David  Tulloch,  Jr,  et  al  agt  Henry 
Jaeger  et  al  (action  to  impress  trust) ;  atfy. 
G   W    Minor. 

Aug.   14. 

Hughes  av,  n  e  cor  170th  st,  66.5x06. Ix  irregu- 
lar ;  Sadie  Felson  agt  Herman  Knepper  et  ai 
(action  to  set  aside  deed);  atfys,  Kelly  & 
Hellen. 

118th  st,  No  26  West;  Frank  Zirelstein  agt 
Esther  Berrant  (action  to  impress  vendee's 
lien):    atfy,   Morrison   &   Schiff. 

70th  st.  No  340  East:  Natan  ^Veber  agt  Louis 
Yudkoff  et  al  (action  to  foreclose  mechanic's 
lien);   atfy.   H  Kuntz. 

Au2.    15. 
Grand    st,    Nos    570   and    572,    1-3    part.      Joseph 

Goldline  agt  Jacob  Stroh  et  al;  action  to  compel 

conveyance:     atfy,     I    Josephson. 
4nth    St.     No    204    West.      James    R    Neely    agt 

Harry    T    Cunningham    et    al;    partition;    atfy, 

S    S    Gowdey. 
Grand  st,    n   s,   .50  w   Goerck   st,   50x75,   1-3  part 

Joseph    Goldfine   agt    Jacob   Stroh   et   al:    action 

to   compel   conveyance;   atfy,    I  Josephson. 

Aug.    16. 
31st  st.   No  125  East.   1-3  part.     Margaret  Maher 

agt    Ethel    R    Rouget;    action    to    declare    lien; 

atfy,    T    J    Regan. 
Grant    av,     w     s,    55.6    s    162d    st,    50x113-1    to 

Morrisania     av,     x52.6xl28.4.        Mugler's     Iron 

Works    agt    Waverly    Construction    Co;    action 

to    foreclose    mechanics    lien;    atfy,    G    M    S 

Schulz. 
110th    st.     No    315    West.       Isaac    Sekosky    agt 

Kuepper    Realty   Co    et    al;    action    to   foreclose 

mechanics   lien;    atfy,   A   J   Levy. 

AuE.    17. 

106th  st,  Nos  1005  to  1000  East.  1-4  part.  Ram- 
say Peugnet  agt  Adolph  Merlin  et  al;  action  to 
declare   ownership;    atfy,    J   O   Harrisson. 

UOth     st.     No    201     West.  I 

7th   av,    No   2522.  | 

John  J  Browne  agt  Patrick  P  Dickinson  et 
al :  reformation  of  lease,  &c;  att'y,  J  J  K 
O'Kennedy. 

20th  St.  s  s.  2."i0.4  w  1st  av,  24.8x08.0.  Isaac 
Moss  et  al  agt  Morris  Levin  et  al;  action  to  set 
aside    deed:    atfy,    Im    Salant. 

1.30th  st,  s  s.  47.4  e  Brook  av.  112.6x100.  Philip 
Schutzer  et  al  agt  Steiman  Realty  Co;  specific 
performance:   atfy,    H   Ernstein. 

Madison  st.  No  348.  Jacob  Hyman  agt  Joseph 
D  Sugarman  et  al;  action  to  impress  vendee's 
lien;     atfys,     Spire    &     W'asservogel. 


FOBECraSTTRE   SUITS. 

Aug.   11. 

00th  st,  s  s.  125  e  0th  av,  25x100.11.  Fannie 
Weisburger  agt  Michael  Kiely  et  al;  atfy,  E  A 
.  Isaacs. 

Aug.   13.- 

Lots  228  and  255.  mortgage  man  of  Arden  prop- 
erty, Bronx,  two  actions.  Annie  V  Taylor  agt' 
Emma  L  Shirmer;  atfvs.  De  La  Mare  & 
Morrison. 

Aug.   14. 

Wales  av.  e  s,  25  n  149th  st,  50x105.  Kate.F 
Considine  agt  Mary  Timble  et  al;  atfy,  M  J 
Sullivan. 

117th  st,  n  s.  98  e  Pleasant  av,  30x100.10.  Ben- 
jamin Neiberg  et  al  agt  Louis  Reiner  et  al; 
atfys,    Krakower   &    Peters. 

Southern  Boulevard,  e  s,  325  n  Barrett  st,  loO.ll 
xUlO,  two  actions.  J  Clarence  Davis  agt  Abra- 
ham Greenberg  et  al;  atfys,  Gay  &  Loew. 

Wales  av,  n  w  cor  Beck  st,  125x105.  August 
Kuhn  agt  Chas  F  Kasjenhuber  et  al;  atf y» 
G   H   Rudolph. 

Au£.    16. 

135th  St.  No  316  West.  Mary  L  Steele  agt 
Leonora  Mangan  et  al;  att'ys,  Spiro  &  Wass- 
ervogel. 

Dawson  st,  n  e  cor  156th  st.  100x25.  Donald 
Mackay  agt  Louise  C  D  Taylor  et  al;  atfy, 
H    W  -Schmitz. 

Au-.    17. 

Tinton  av,  w  s,  267.6  n  161st  st.  82.7x100.  Max- 
millian  Montgomery,  Jr.  agt  Nathan  Marcus 
et   al;    atfy,    W   D   Sporborg. 

2d  av.  w  s.  52  n  18th  st.  34.8x98.  Henrietta 
Hirschman  agt  Henry  Lippman  et  al;  att'y, 
M    H    Hayman. 

95th  st,  s  s,  199.8  w  9th  av,  24.10x108.  Joseph 
Marx  agt  Solomon  Miller  et  al;  att'y,  S  Bern- 
stein. 

110th  St.  s  s,  125  e  2d  av,  175x100.11.  Louis 
Schlechter  agt  Gerson  Hyman  et  al ;  atfy, 
W     Golden.     Jr. 

Broadway,  No  648.  Broadway  Trust  Co  agt 
Peter  Banner  et  al;  atfy.   I  L  Bamberger. 

142d  St.  s  s.  100  w  Broadway,  150x99.11.  Flor- 
ence T  Baker  agt  Louis  Frank  et  al;  att'y, 
J    S   Montgomery. 


proposals. 


Headquarters  of  the  Fire  Department  of  the 
City  of  New  York.  Nos.  157  and  159  East  Sixty- 
sevenlh  Street,  Borough  of  Manhattan,  the  City 
of    New    York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
olTice  until   10. ,30  o'clock  A.  M.  on 

MONDAY.   AUGUST  27,   1906. 
Boroughs   of   Brooklyn  and   Queens. 
No.   1.     For     furnishing     and     delivering     hay, 
straw,  oats  and  bran  for  volunteer  companies  in 
the    Borough    of    Queens. 
For   full    particulars   see   City   Record. 

JOHN     H.     O'BRIEN, 

Fire   Commissioner, 
Dated    August    15.    1906.  (28400) 

Headquarters  of  the  Fire  Department  of  the 
City  of  New  York,  Nos.  157  and  159  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  the  City 
of    New    York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office  until  10. .'^0  o'clock  A.  M.  on 

MONDAY,   AUGUST  27,   1906, 
Boroughs   of   Brooklyn   and   Queens. 
No.   1.     For      furnishing     and      delivering     one 
fifty    feet    water    tower. 

No.  2.     For     furnishing     and     delivering     two 
eighty-five  feet  aerial  hook  and  ladder  trucks. 
For    full    particulars    see    City    Record. 

JOHN     H.     O'BRIEN, 

Fire    Commissioner. 
Dated    August    15,    1008.  (28400) 

Headquarters  of  the  Fire  Department  of  the 
City  of  New  York,  Nos.  157  aud  159  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  the  City 
of    New    York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office  until   10.30  o'clock  A.   M.  on 

MONDAY,   AUGUST  27.   1906, 

No.  1.  For  furnishing  all  the  labor  and  ma- 
terials required  for  establishing,  building  and 
equi)>ping  an  extension  of  the  fire  alarm  tele- 
graph  system  in  the  Borough  of  Queens. 

For    full    particulars   see    City   Record. 

JOHN     H.     O'BRIEN, 

Fire   Commissioner. 

Dated   August   15,    1906.  (28407) 
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0lPcla[  legal  Hottceg. 

VTTKNTION  IS  CALLED  TO  THE  ADVER- 
riSEMEXT  IN  THE  CITY  RECORD  OF  August 
10  to  2a,  19015,  of  the  conflrmation  by  the  Board 
of  Revision  of  Assessments  and  the  entering  In 
the  Bureau  for  the  Collection  of  Assessments 
and  Arrears,  of  assessment  for  LOCAL  IM- 
PROVEMENTS'In  the  BOROUGH  OF  MANHAT- 
TAN: 

12TH  WARD.  SECTION  8.  WEST  193RD 
STREET— REGULATING.  GRADING,  CURBING 
AND  FLAGGING,  from  Audubon  Avenue  to  Fort 
George  Avenue. 

HERMAN  A.  METZ.  Comptroller. 

City  of  New  York,  August,  9.  1906. 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  August 
10  to  23,  1906,  of  the  conflrmation  by  the  Board 
of  Revision  of  Assessments  and  the  entering  In 
the  Bureau  for  the  Collection  of  Assessments 
and  Arrears,  of  assessments  for  LOCAL  IM- 
PROVEMENTS in  THE  BOROUGH  OF  THE 
BRONX: 

23RD  WARD.  SECTION  10.  EAST  167TH 
STREET— PAVING  AND  CURBING,  from  the 
Southern  Boulevard  to  West  Farms  Road. 
WALES  AVENUE— PAVING  AND  CURBING, 
from  St.  Joseph  Street  to  149th  Street.  23RD 
AND  24TH  WARDS,  SECTION  9.  NELSON 
AVENUE— PAVING  AND  SETTING  CURB, 
from  West  lB4th  Street  to  Boscobal  Avenue. 
23RD  AND  24TH  WARDS,  SECTIONS  10  AND 
11.  HOE  STREET— REGULATING,  GRADING. 
SETTING  CURBSTONES,  FLAGGING  THE 
SIDEWALKS,  LAYING  CROSSWALKS,  BUILD- 
ING APPROACHES  AND  PLACING  FENCES, 
from  West  Farms  Road  to  Boston  Road.  24TH 
WARD,  SECTION  11.  EAST  1S7TH  STREET- 
PAVING  THE  ROADWAY,  from  Webster  Avenue 
to  the  Southern   Boulevard. 

HERMAN  A.  METZ.  Comptroller. 

City  of  New  York,  August.  9.  1900. 


ATTENTION  IS  CALLED  to  the  advertise- 
ment in  the  "City  Record"  of  August  9  to  22, 
190fi.  of  the  confirmation  by  the  Board  of  As- 
sessors and  the  entering  in  the  Bureau  for  the 
Collection  of  Assessments  and  Arrears  of  Assess- 
ment for  LOCAL  IMPROVEMENTS  in  the  BOR- 
OUGH  OF  THE   BRONX. 

TWENTY-FOURTH  WARD.  SECTION  11. 
BELMONT  STREET— REGULATING.  GRAD- 
ING. CURBING.  FLAGGING  and  LAYING 
CROSSWALKS,  from  Topping  Avenue  to  Weeks 
Avenue. 

■    HERMAN  A.    METZ. 
Comptroller. 

City  of  New  York,  August  8,  1906.  (28288) 


proposals 


public  IRotlces. 


proposals. 


Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  1536,  Nos.  13  to  21  Park  Row. 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until  2 
o'clock  P.   M.   on 

FRIDAY,   AUGUST   24,    1906, 
Boroughs   of   Manhattan   and   The   Bronx. 

No  1.  For  furnishing,  constructing  'and  erect- 
ing an  engine  house  for  high  pressure  fire  ser- 
vice at  Gansevoort  and  West  Streets,  Borough 
of  Manhattan. 

No.  2.  For  furnishing,  constructing  and  erect- 
ing an  engine  house  for  high  pressure  fire  ser- 
vice at  Oliver  and  South  Streets,  Borough  of 
Manhattan. 

No.  3.  For  furnishing,  delivering  and  erecting 
the  necessary  plumbing  and  gas  fitting  for  the 
high  pressure  fire  service  station  at  Gansevoort 
and  West  Streets,   Borough  of  Manhattan. 

No.  4.  For  furnishing,  delivering  and  erecting 
the  necessary  plumbing  and  gas  fitting  for  the 
high  pressure  fire  service  station  at  Oliver  and 
South  Streets,  Borough  of  Manhattan. 

For  full  particulars  see  City  Record. 

WILLIAM  B.    ELLISON, 
Commissioner. 

Dated  August  6,   1906.  (28280) 


Police  Department  of  The  City  of  New  York, 
No.    300  Mulberry   Street. 

SEALED    BIDS    OR    ESTIMATES    will    be   re- 
ceived by  the  Police  Commissioner  of  the  Police 
Department    of    The    City    of    New    York    at    the 
above  office  until  10  o'clock  A.   M.  on 
FRIDAY,    AUGUST    24,    1906. 

For  furnishing  all  the  labor  and  materials  re- 
quired in  making  and  completing  general  re- 
pairs, alterations  and  painting,  etc..  at  the 
Seventeenth.  Twentieth,  Twenty-eighth.  Thirty- 
second,  Thirty-fourth,  Forty-fourth,  Forty-fifth, 
Forty-sixth.  Forty-seventh.  Forty-eighth.  Fifty- 
first.  Fifty-second.  Fifty-third,  Fifty-fifth  and 
Fifty-sixth  precinct  station  houses,  as  per  speci- 
fications, for  the  Police  Department  of  the  City 
of   New   York. 

For  full  particulars  see  City  Record. 

THEODORE    A.     BINGHAM. 

Police  Commissioner. 

Dated    Aueust    11,    1906.  (28352) 

Department  of  Public  Charities,  foot  of  East 
Twenty-sixth    Street.    New    York. 


TO  CONTRACTORS. 

PROPOSALS  FOR  BIDS  OR  ESTIMATES. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  Department  of  Public  Charities  at 
the   above   office   until    12  o'clock   M.    on 
THURSDAY.   AUGUST  23.   1906. 
For  furnishing  all  the  labor  and  material   re- 
quired to  paint  where  specified  and  repair  where 
necessary,   roofs,   leaders  and   gutters  on   certain 
buildings   at   the   New   York   City   Home.    Black- 
well's  Island. 
For  full  particulars   see   City   Record. 

ROBERT  W.   HEBBERD. 

Commissioner. 
Dated   August   11,    1906.  (28361) 


DEPARTMENT  OF  DOCKS  AND  FERRIES. 

Sealed  bids  for  new  ferry  structures  between 
Whitehall  and  Broad  Streets.  East  River,  and 
dredging  thereat  (1019),  will  be  received  by  the 
Commissioner  of  Docks  at  Pier  "A."  Battery 
Place,  until  12  o'clock  noon,  August  24th,  1906. 
Far   particulars   see   City    Record. (28328) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  l.":!6.  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan,   the  City  of  New  York. 

SEALED  BIDS  OR'  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply. 
Gas  and  Electricity  at  the  above  oftice  until  2 
o'clock  P.   M..   on 

FRIDAY.    AUGUST   24.    1906. 
Boroughs  of  Manhattan  and  The  Bronx. 
For    furnishing    and    delivering    miscellaneous 
supplies  for  laboratory. 
For  full   particulars  see  City  Record. 

WILLIAM    B.     ELLISON, 

Commissioner. 
Dated    August   9,    1906.  (28338) 

Department    of    Bridges.    Nos.    13    to    21    Park 
Row.   Borough  of  Manhattan,   City  of  New  York. 
SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived   by    the    Commissioner    of    Bridges    at   the 
above   office   until   2   o'clock   p.    m.,    on 

THURSDAY,     AUGUST     30,     19(H5, 
FOR    TILE    WORK    AT    THE    WESTERLY    OR 
MANHATTAN    TERMINAL    OF    THE    BROOK- 
LYN   BRIDGE. 
For  full   particulars  see  Citv  Record. 

JOHN  H.  LITTLE. 
Deputy  and  Acting  Commissioner  of  Bridges. 
Dated    August    11.    1906. (2S3ti8) 

Office  of  the  President  of  the  Borough  of  Man- 
hattan,   City    Hall,    The   Citv  of   New   Y'ork. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Borough  of  Man- 
hattan, at  the  City  Hall,  Room  10,  until  3 
o'clock    P.    M.    on 

MONDAY.   AUGUST  27,   1906. 

No.  1.  Constructing  parkways  thereon  and 
regulating  and  repaying  with  asphalt  block 
pavement  on  concrete  foundation  the  roadway  of 
Broadway,  from  One  Hundred  and  Fifty-fifth 
street    to    One    Hundred    and    Sixty-ninth    street. 

For  full  particulars  see  City  Record. 

JOHN    F.    AHEARN. 

Boroueh    President. 

Dated    August    14.    1906.  (28377) 

Office  of  the  Department  of  Parks.  Arsenal 
Building,  Fixth  avenue  and  Sixty-fourth  street. 
Borough  of  Manhattan,  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  oftice  of 
the  Department  of  Parks  until  3  o'clock  P.  M. 
on 

THURSDAY.   AUGUST  30.   1906. 
Borough    of    Brooklyn. 
For  furnishing  all  the  labor  and  materials  re- 
quired  in   framing  of  combination   gas   and   elec- 
tric   lighting    fixtures    in    Parade    Ground    Build- 
ing.   Prospect    Park.    Borough    of   Brooklyn. 
For  full  particulars  see  City   Record. 
MOSES    HERRMAN, 

President; 
GEORGE    M.    WALGROVE, 
MICHAEL    J.    KENNEDY, 

Commissioners  of  Parks. 
Dated    August    14.     190li.  (2.8391) 


public  IRotlces. 


CORPORATION  SALE  OP  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL     ESTATE. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  THAT 
the  Commissioners  of  the  Sinking  Fund,  by  vir- 
tue of  the  powers  vested  in  them  by  law.  will 
offer  for  sale  at  public  auction  the  buildings, 
parts  of  buildings,  etc.,  standing  within  the 
lines  and  upon  property  owned  by  the  City  of 
New  York,  acquired  for  the  use  of  the  Depart- 
ment of  Water  Supply.  Gas  and  Electricity,  at 
Rosedale,  Jamaica  South.  Woodhaven  South, 
etc..  Long  Island,  for  the  72-inch  steel  pipe 
line.  The  property  in  question  is  shown  upon 
a  map  on  file  in  the  office  of  the  Collector  of 
City  Revenue.  Department  of  Finance,  said 
property  being  known  as  follows: 
PARCEL    NO.    53. 

Plate.  3758.  V.  Probst  Estate,  Queens  Bor- 
ough, Ward  No.  4,  Rosedale— 130  feet,  more  or 
less,  south  of  centre  line  of  conduit  on  the  east 
side  of  Ocean  Avenue,  two-story  dwelling,  one- 
story  extension,  cellar,  brick  foundation,  shed 
with  wagon  and  chicken  house  attached,  one 
and  one-half-story  stable:  all  frame. 
PARCEL    NO.    54. 

Plate  3758.  C.  J.  St.  John.  Queens  Borough, 
Ward  No.  4,  Rosedale— 260  feet,  more  or  less, 
south"  of  centre  line  of  conduit  on  east  side  of 
Ocean  Avenue,  two-story  and  attic  house,  cellar, 
brick  foundation,  chicken  house;  all  frame. 
PARCEL     NO.     .34. 

Plate  .3758.  Mount  Estate.  Queens  Borough. 
Ward  No  4.  Rosedale — 300  feet,  more  or  less, 
south  of  centre  line  of  conduit,  facing  west 
side  of  Rosedale  Avenue,  two-story  attic  with 
one-story  and  attic  extension  dwelling,  brick 
foundation;    all    frame. 

PARCEL    NO.    20. 

Plate  3758.  Charles  Sutter,  Queens  Borough, 
Ward  No.  4,  W^oodhaven  South — 175  feet,  more 
or  less,  south  of  centre  line  of  conduit,  350  feet 
east  of  Cedar  Lane,  two-story  attic  and  base- 
ment dwelling,  brick  foundation,  frame;  a  lot 
of  old  shack  out-buildings.,  corn  crib.  shed, 
etc.,  one  and  one-half-story  barns,  one-story 
extension,  a  portion  of  barn  has  brick  wall  half 
way    up   to   eaves. 

PARCEL    NO.    19. 

Plate  3758.  Bertha  Strobel.  Queens  Borough, 
Ward  No.  4.  W^oodhaveo  South — 150  feet  south 
of  centre  line  of  conduit,  facing  west  side  of 
Cedar  Lane,  two-story  attic  and  basement  frame 
dwelling,  brick  foundation,  one-story  and  attic 
outhouse  and  shed;  one  and  one-half-story  barn 
and    shed    adjoining. 

PARCEL    NO.    9. 

Plate  3758.  Mary  Platz.  Queens  Borough, 
Ward  No.  4,  Spring  Creek— 70  feet,  more  or  less. 


south  of  centre  line  of  conduit.  1.100  feet  east  of 
Spring  Creek  Gate  House,  two-story  attic  and 
basement  frame  dwelling,  brick  foundation,  one 
and  one-half-s'.ory  barn  and  two  one-story  out- 
house   buildings:    all    good. 

PARCEL    NO.    5. 

Plate  3758.  Henry  Meyer,  Brooklyn  Borough. 
Ward  No.  26 — 75  feet,  more  or  less,  south  of 
centre  line  of  conduit.  ,TiO  feet  east  of  Elder's 
Lane,  two-story  and  attic  frame  house,  cellar, 
brick  foundation,  one  and  one-half-story  barn 
and  stable,  one-story  barn  and  shed  attached: 
one-story  outhouse,  summer  kitchen,  wood  shed 
and   brick   smoke   house. 

PARCEL    NO.    30. 

Plate  .3758.  John  B.  Hopkins,  Queena  Bor- 
ough. Ward  No.  4—140  feet,  more  or  less,  north 
of  centre  line  of  conduit  and  facing  east  side  of 
Hawtree  Creek  Road;  two  and  one-half-story 
frame  house,  partially  burned;  one  and  one- 
half-story  frame  barn:  two  story  frame  barn 
and  outhouse;  one  and  one-half-story  frame 
barn,  small  half-story  buildings;  these  build- 
ings are  in  a  dilapidated  condition. 
PARCEL    NO.    34. 

Plate  .3675.  Sheet  No.  1.  American  Home  Com- 
pany. Queens  Borough,  Ward  No.  4,  Jamaica 
South — 10  feet,  more  or  less,  south  of  centre 
line  of  conduit.  I.OIIO  feet  west  of  Rockaway 
Road,  one  and  one-half-story  and  basement 
frame  building,  foundation  brick  and  concrete; 
this  house  is  being  built  and  was  commenced 
after    survey. 

PARCEL   NO.    33. 

Plate  .3675,  Sheet  No.  1.  Daniel  Higby.  Queens 
Borough.  Ward  No.  4.  Jamaica  South— 20  feet, 
more  or  less,  south  of  centre  line  of  conduit, 
facing  east  side  of  Three  Mile  Mill  Road,  one 
and  one-half-story  frame  building,  one-story 
kitchen    adjoining. 

PARCEL  NO.  24. 
Plate  3675.  Sheet  No.  1.  J.  B.  Hopkins, 
Queens  Borough,  Ward  No.  4—1.50  feet,  more  or 
less,  south  of  centre  line  of  conduit,  facing 
north  side  of  old  South  Road,  and  375  feet, 
more  or  less,  east  of  the  intersection  of  the 
centre  line  of  said  road  and  of  conduit,  four 
large  green  houses  with  heating  plants,  one- 
story  market  house  adjoining,  wind  mill  and 
tank,  one  and  one-half-story  stable  and  shed 
adjoining,  wood  shed  and  kitchen  house,  two- 
story  dwelling,  brick  cellar,  one-story  cook 
house;    all    frame. 

PARCEL    NO.    20. 

Plate  .3675,  Sheet  No.  1.  Charles  Lewis, 
Queens  Borough.  Ward  No.  4—50  feet,  more  or 
less,  .south  of  centre  line  of  conduit  and 
1.309  feet  east  of  Long  Island  Railroad  Station 
at  Aqueduct,  two-story  dwelling  and  one-story 
extension;  frame,  cellar,  brick;  small  wood  shed. 
PARCEL    NO.    19. 

Plate  3675.  Sheet  No.  1.  G.  Neipp.  Queens 
Borough.  Ward  No.  4—100  feet,  more  or  less, 
.south  of  centre  line  of  conduit  and  adjoining 
Parcel  No.  20;  two  large  green  houses  with 
heating    plants. 

PARCEL   NO.    18. 

Plate  3675.  Sheet  No.  1.  J.  H.  MuIIer, 
Queens  Borough,  Ward  No.  4— GO  feet,  more  or 
less,  south  of  centre  line  of  conduit  and  900 
feet  east  of  Aqueduct  Station  (railroad),  large 
green'  houses  with  heating  plants,  small  two- 
story  frame  house  with  one-story  extension, 
wood    shed    and    small    stable. 

PARCEL    NO.    12. 

Plate  3675.  Sheet  No.  1.  Christopher  Bub, 
Queens  Borough,  Ward  No.  4—120  feet,  more  or 
less,  south  of  centre  line  of  conduit,  facing 
west  side  of  road  to  Remsen,  two-story  and 
attic  frame  dwelling,  one-story  extension,  cellar, 
brick  foundation,  one-story  stable. 
PARCEL   NO.    38-7. 

Plate  3675.  Sheet  No.  1.  James  Brown, 
Queens  Borough,  Ward  No.  4 — 50  feet,  more  or 
less,  south  of  centre  line  of  conduit  and  facing 
east  side  of  Centreviile  Avenue,  one-story  house, 
kitchen  and  extension,  old  stable,  old  frame 
buildings;    all    dilapidated. 

PARCEL    NO.    6. 

Plate  3675,  Sheet  No.  1.  Mrs.  Samuel  Coe, 
Queens  Borough,  Ward  No.  4—50  feet,  more  or 
less,  south  of  centre  line  of  conduit,  facing  west 
side  of  Centreviile  Avenue,  one  and  one-half- 
story  frame  house,  cellar,  old  out-kitchen,  one- 
story  stable  and  shed;  buildings  old  and  di- 
lapidated. 

PARCEL    InO.    2. 

Plate  3675,  Sheet  No.  1.  Gilbert  Elliott, 
Queen.-!  Borough.  Ward  No.  4—120  feet,  more 
or  less,  south  of  centre  line  of  conduit  and  500 
feet  east  of  Stoothoff  Neck  Road,  one-story 
attic  and  basement  house,  brick  foundation,  tin 
roof,  old  frame  stable  and  extension,  and  one 
and  one-half-story  barn  with  shed  extension;  all 
frame. 

PARCEL    NO.    41. 

Plate  .3758.  Alfred  Cook,  Queens  Borough, 
Ward  No.  4,  Rosedale — 225  feet,  more  or  less, 
south  of  centre  line  of  conduit,  corner  Prospect 
Place  and  Sherman  Avenue;  two-story  attic 
frame  dwelling;  cellar,  brick  foundation. 
PARCEL    NO.    38. 

Plate  3075.  Sheet  No.  2.  Silas  Van  Brunt, 
Queens  Borough,  Ward  No.  4 — 225  feet,  more  or 
less,  south  of  centre  line  of  conduit  and  250 
feet  east  of  Rockaway  Road;  old  dilapidated 
barn. 

By  direction  of  the  Comptroller,  the  sale  of  the 
above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  o( 
the  Collector  of  City  Revenue,  Department  of 
Finance.     The  sale  will  take  place  on 

TUESDAY.   AUGUST  21.  1906. 
at   10  a.    m.,    on    the   premises   and   will    be   sold 
for     the     highest     marketable     price     at     public 
auction. 

(For  full   particulars   see   "City   Record.") 
H.   A.    METZ, 

Comptroller. 
City    of   New   York— Department   of    Finance, 
Comptroller's  office,   August   14,    1906. 

(28393) 
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proposals. 


Department  of  Water  Supply,  Gas  and  Elec- 
triL-ily.  Room  lo3(J.  Nos.  i:i  to  lil  Park  Row, 
Borough   of   Manhattan,    The   City   of   New    York. 

SEALED  BIDS  OH  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until  2 
o'clock    P.    M.    on 

WEDNESDAY,    AUGUST    20,    lOOC. 
Borough    of    Brooklyn. 

No.  1.  For  furnishing  and  erecting  a  wrought 
iron  fence,  with  gates,  at  the  old  Ridgewood 
pumping    station.    Borough    of    Brooklyn. 

The  time  allowed  for  doing  and  completing 
the  work  will  be  eighty  (S*>)  working  days. 

The  security  required  will  be  Two  Thousand 
Dollars    ($1^.000). 

No.  2.  For  furnishing,  constructing  and  erect- 
ing a  concrete  coal  shed  and  culvert  and  doing 
all  grading,  sodding,  etc.,  required  at  the  new 
Canaisie  pumping  station,  near  Avenue  D  and 
Remsen  avenue,   in  the  Borough  of  Brooklyn. 

For  full   particulars  see   City   Record. 

WILLIAM   B.    ELLISON. 

Commissioner. 

Dated    August    14,    1006.  (28;{S4) 

Bellevue  and  Allied  Hospitals,  Department  of 
New  York  City.  Twenty-sixth  Street  and  First 
Avenue.  Borough  of  Manhattan,  The  City  of 
New    York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  President  of  the  Board  of  Trustees 
at   the  above  office  until   'A  o'clock   p.   ra.   on 
WEDNESDAY.    AUGUST    20.    1*.HH.;, 

For  all  labor  and  materials  required  for  the 
erection  and  completion  of  fitments  connected 
with  the  drug  rooms  and  storage  for  drug  room 
of  the  new  Harlem  Hospital,  situated  on  Lenox 
Avenue  and  bounded  by  One  Hundred  and 
Thirty-sixth  and  One  Hundred  and  Thirty- 
seventh    Streets,    The   City   of   New    York. 

For    full    particulars    see    City    Record. 
MYLES      TIERNEY, 

Acting    President    of    the    Board    of    Trustees 
Bellevue  and  Allied  Hospitals. 

Dated   August    Ki.    lOOiJ. 

Office  of  the  Department  of  Correction,  No. 
14S  East  Twentieth  Street,  Borough  of  Man- 
hattan.   The    City    of    New    York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  Commissioner  of  Correction  at  the 
above    otfice    until    11    o'clock    a.     m.    on 
THURSDAY,     AUGUST      30.     1000, 
Borough   of   Manhattan. 
No,   1.     For    furnishing   all    the    labor   and    ma- 
terials   required    for    repairs    and    alterations    to 
water  supply,    plumbing,    heating,    lighting,    ven- 
tilation,  etc..   at  the  Seventh  District  Prison. 
For    full    particulars    see    City    Record. 

FRANCIS  J.   LANTRY. 

Commissioner. 
Dated  August  13,   lOOG. 


publ  c  IRoilces. 


FINANCE    DEPARTMENT. 

CORPORATION  SALE  OF  REAL  ESTATE. 
PUBLIC  NOTICE  IS  HEREBY  GIVEN  THAT 
the  Commissioners  of  the  Sinking  Fund  of  the 
City  of  New  York,  by  virtue  of  the  powers 
vested  in  them  by  law,  will  offer  for  sale  at 
public  auction,  on 

FRIDAY.  AUGUST  24.  1906. 
at  12  o'clock  m..  at  the  Comptroller's  office 
(Bureau  of  City  Revenue),  Room  141,  280  Broad- 
way, Borough  of  Manhattan,  all  the  right,  title 
and  interest  of  the  City  of  New  York  in  the 
following  described  property  which  it  has  by 
virtue  of  a  lease  from  the  Supervisor  of  the 
Town  of  Gravesend  to  the  City  of  Brooklyn, 
which  lease  is  dated  December  24.  1806,  and  re- 
corded in  the  Kings  County  Register's  office  on 
December  29,  1806,  in  Section  21.  Liber  3  of 
Conveyances,  page  146.  said  property  being 
situated  at  Coney  Island,  Borough  of  Brooklyn, 
and  bounded  and  described  as  follows; 

BEGINNING   at    a   point   on   the   easterly   side 
of  West  Third  Street,  distant  101   feet  7   inches 


HERBERT  A.  SHERMAN 

REAL  ESTATE 
AUCTIONEER,     BROKER 

APPRAISER,  AGENT 

GROUND    FLOOR    A8T0R    BUILDING 

0  Pine  and  10  Wall  St.. 

Uptown  Office,  530  and  532   FIFTH   AVENUE 

C3orner  44th  St..  under  5th  Aye.  Bank 
Tel.  Connections.     Private  Wire  Between  Offices 

;iPubltc  IRottces. 

northerly  from  the  northeasterly  corner  of  Nep- 
tune Avenue  and  West  Third  Street;  thence  east- 
erly and  parallel  with  Neptune  Avenue  100  feet; 
thence  northerly  and  parallel  with  West  Third 
Street  30  feet;  thence  westerly  again  parallel 
with-  Neptune  Avenue  100  feet  to  the  easterly 
side  of  West  Third  Street;  thence  southerly  along 
the  easterly  side  of  West  Third  Street  30  feet 
to  the  point  or  place  of  beginning. 

The  minimum  or  upset  price  at  which  the 
said  land  shall  be  sold,  be,  and  it  is  hereby,  ap- 
praised and  fixed  at  the  sum  of  $120.42,  the 
purchaser  in  addition  thereto  to  pay  the  auc- 
tioneer's fee  and  the  further  sum  of  ?100  for  the 
expense  of  examination,  advertising,  etc. 

(For  further  particulars  see  City  Record.) 
HERMAN    A.    METZ, 
Comptroller. 
City  of   New   York— Department  of   Finance,  1 
(28211)        Comptroller's  Office,  August  3,  1906.  J 


CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

At  the  request  of  the  President  of  the  Borough 
of  the  Bronx,  public  notice  is  hereby  given  that 
the  Commissioners  of  the  Sinking  Fund  of  the 
City  of  New  York,  by  virtue  of  the  powers 
vested  in  them  by  law,  will  offer  for  sale  at 
public  auction  the  buildings,  parts  of  buildings, 
etc..  standing  within  the  lines  and  on  property 
owned  by  the  City  of  New  York,  acquired  for 
street    purposes,    in    the 

BOROUGH  OF  THE  BRONX. 
Being  the  property  required  for  the  opening  of 
East  lOGth  Street,  between  Walton  Avenue  and 
Morris  Avenue,  in  the  Borough  of  the  Bronx, 
City  of  New  York,  which  is  more  particularly 
described  on  a  map  on  file  in  the  office  of  the 
Collector  of  City  Revenue,  Department  of 
Finance.  Room  141.  280  Broadway,  Manhattan. 
The    sale    will    take    place   on 

THURSDAY.    AUGUST  30.    1006, 

at   12  m,,   on   the   premises,   and   will   be  sold  at 

the    highest    marketable    price,    on    the   following 

TERM.S    AND    CONDITIONS: 

Cash  payment  in  bankable  funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of  the 
buildings,  parts  of  buildings,  etc.,  standing 
within  the  lines  of  said  streets  from  the  streets 
by  the  purchaser  or  purchasers  immediately 
after  the  sale.  If  the  purchaser  or  purchasers 
fail  to  effect  a  removal  within  thirty  days,  he  or 
they  shall  forfeit  his  or  their  purchase  mone^ 
and  the  ownership  of  the  buildings,  parts  of 
buildings,  etc.,  and  the  City  of  New  York  will 
cause  the  same  to  be  removed  without  notice  to 
the    purchaser. 

Purchasers  to  be  liable  for  any  and  all  dam- 
ages of  any  kind  whatsoever  by  reason  of  occu- 
pation or  removal  of  said  buildings,  parts  of  • 
buildings,    etc. 

The  bidder's  assent  and  agreement  to  the  above 
terms  and  conditions  are  understood  to  be  im- 
plied  by  the   act   of  bidding. 

By  direction  of  the  Comptroller,  sales  of  the 
above  described  property  will  be  made  under  the 
supervision  of  the  Collector  of  City  Revenue,  at 
the    time    stated    herein. 

Full  particulars  of  sale  can  be  obtained  at  the 
office  of  the  Collector  of  City  Revenue.  Roonl 
141.  Stewart  Building.  No.  280  Broadway,  Bor- 
ough  of   Manhattan. 

H.  A.  METZ, 
Comptroller. 

City  of  New  York.  Department  of  Finance, 
Comptroller's    office,    August    10,    1006.      (28370) 


CORPORATION     SALE     OF     BUILDINGS    AND 

APPUU'l'ENANCES     THERETO     ON      CITY 

REAL    ESTATE. 

At  the  request  of  the  President  of  the  BorougV 

of  the  Bronx,  public  notice  Is  hereby  given  that 

the   Commissioners   of  the   Sinking  Fund   of  the 

City  of  New  York,  by  virtue  of  the  powers  vested 

in    them    by    law,    will    offer    for    sale    at    public 

auction    the    buildings,    parts    of    buildings,    etc., 

standing  within  the  lines  and  on  property  owned 

by    the    City    of    New    York   acauired    for    street 

purposes   in    the 

BOROUGH  OF  THE  BRONX. 
Being  the  property  required  for  the  opening 
of  Anderson  Avenue,  between  West  One  Hun- 
dred and  Sixty-fourth  and  West  One  Hundred 
and  Sixty-seventh  Streets,  in  the  Borough  of 
The  Bronx.  City  of  New  York,  which  is  more 
particularly  described  on  a  map  on  file  in  the 
office  of  the  Collector  of  City  Revenue,  Depart- 
ment of  Finance,  Room  141,  280  Broadway, 
Borough  of  Manhattan.  The  sale  will  take 
place  on  THURSDAY,  AUGUST  30TH,  1006,  at 
11  a.  m.,  on  the  premises,  and  will  be  sold  for 
the  highest  marketable  price  at  public  auction 
on  the  following 

TERMS    AND    CONDITIONS. 

Cash  payment  in  bankable  funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of  the 
buildings,  parts  of  buildings,  etc.,  standing 
within  the  lines  of  said  streets  from  the  streets 
by  the  purchaser  or  purchasers  immediately 
after  the  sale.  If  the  purchaser  or  purchasers 
fail  to  effect  a  removal  within  thirty  days,  he 
or  they  shall  forfeit  his  or  their  purchase  money, 
and  the  ownership  of  the  buildings,  parts  of 
buildings,  etc.,  and  the  City  of  New  York  will 
cause  the  same  to  be  removed  without  notice  to 
the   purchaser. 

Purchasers  to  be  liable  for  any  and  all  damage 
of  any  kind  whatsoever  by  reason  of  the  occu- 
pation or  removal  of  said  buildings,  parts  of 
buildings,    etc. 

The  bidder's  assent  and  agreement  to  the 
above  terms  and  conditions  are  understood  to 
be  implied  by  the  act  of  bidding. 

By  direction  of  the  Comptroller,  sales  of  the 
above  described  property  will  be  made  under 
the  supervision  of  the  Collector  of  City  Revenue, 
at   the   time   stated   herein. 

Full  particulars  of  sale  can  be  obtained  at  the 
office  of  the  Collector  of  City  Revenue,  Room 
141.  Stewart  Building,  280  Broadway,  Borough 
of  Manhattan. 

H.   A.    METZ, 
Comptroller. 
City  of  New  York.   Department  of  Finance.         ) 
Comptroller's  Office,  August  8,  1906.     J 

(2S299) 


PUBLIC     NOTICE     IS     HEREBY     GIVEN    TO 

the  owner  or  owners  of  all  houses  and  lots,  im- 
proved or  unimproved  lands  affected  thereby, 
that  the  following  proposed  assessments  have 
been  completed  and  are  lodged  in  the  office  of 
the  Board  of  Assessors  for  examination  by  all 
persons    interested,     viz. : 

BOROUGH  OF  THE  BRONX. 
List  8287,  No.  1.  Regulating,  grading,  paving 
with  macadam  pavement,  curbing,  flagging,  lay- 
ing crosswalks  and  ijlanting  trees  in  East  One 
Hundred  and  Seventy-fifth  street,  from  Third 
avenue  to  the  Southern  Boulevard.  Together 
with  a  list  of  awards  caused  by  a  change  of 
grad£. 

AH    persons    whose    interests    are    affected    by 
the     above-named     proposed     assessments,     and 
who  are  opposed  to  the  same,  or  either  of  them, 
are  requested  to  present  their  objections,  in  writ- 
ing,  to  the  Secretary  of  the   Board  of  Assessors, 
No.     320    Broadway,     New    York,    on    or    before 
September   18,    llwin,  at   11  a.   m..   at  which  time 
and   place   the  said   objections  will   be   heard  and 
testimony    received    in    reference    thereto. 
ANTONIO    ZUCCA. 
PAUL     WEIMANN, 
JAMES  H.   KENNEDY. 

Board     of     Assessors. 
WILLIAM    H.    JASPER. 

Secretary. 
No.   320  Broadway, 
City   of    New   York,    Borough   of   Manhattan  I 
(28400)  August   16,    1906.      j 


CONVEYANCES 


Whenever  the  letters  Q.  C.  C.  a.  G.  and  B.  £  S.  occur,  preceded  by 
the  name  of  the  grantee,  they  mean  as  follows: 

1st. — Q.  C.  is  an  abbreviation  for  Quit  Claim  deed,  I.  e.,  a  deed 
wherein  all  the  right,  title  and  Interest  of  the  grantor  la  conveyed, 
omitting  all  covenants  and  warranty. 

2d. — C.  a.  G.  means  a  deed  containing  Covenant  against  Grantor 
only'.  In  which  he  covenants  that  he  hath  not  done  any  act  whereby 
the  estate  conveyed  may  be  Impeached,  charged  or  encumbered. 

3d. — B.  &  S.  Is  an  abbreviation  tor  Bargain  and  Sale  deed,  wherein, 
although  the  seller  makes  no  expressed  consideration,  and  thus  Im- 
pliedly claims  to  be  the  owner  of  It.  The  street  or  avenue  num- 
bers given  In  these  lists  are.  In  all  cases,  taken  from  the  insurance 
maps  when  they  are  not  mentioned  In  the  deeds.  The  numbers.  It 
will  occasionally  be  found,  do  not  correspond  with  the  existing  ones, 
owing  to  there  having  been  no  official  designation  made  of  them  by 
the  Department   of  Public   Works. 

4th. — The  first  date  Is  the  date  the  deed  was  drawn.  The  second 
date  is  the  date  of  filing  same.  When  both  dates  are  the  same,  only 
one  Is  given. 

5th. — The  figures  In  each  conveyance,  thus,  2:482 — 10,  denote  that 
the  property  mentioned  is   In  section  2,  block  482,  lot  10. 

(jth. — It  should  also  be  noted  In  section  and  block  numbers  that 
the   Instrument  as   filed   Is   strictly  followed. 


7th. — A  $20,000 — $30,000  Indicates  the  assessed  value  of  the 
property,  the  first  figures  being  for  the  lot  only,  and  the  second  fig- 
ures representing  both  lot  and  building.  Letter  P  before  second  fig-, 
ure  indicates  that  the  property  is  assessed  as  in  course  of  con- 
struction. 

August  10,   11,  13.  14,  1.")  and  16. 
BOROUGH    OF    MANHATTAN. 

Bank  st.  No  44,  s  s,  105  e  4th  st.  20.x91.2x20x01.3,  2-sty  brk 
dwelling.  Chas  H  Van  Etten  child  and  DEVISEE  James  Van 
Etten  to  Frances  Clarke,  Brooklyn,  NY.  C  a  G.  1-3  part. 
June  2.      Aug   1.5,    li)0l5.      2:(n4— 10.      A   $0.000— $9,500.     2,3.33.33 

Bank  st.  No  42.  s  s,  125.2  e  4th  st,  20x[)0xl9.5xUO.  3-sty  and 
basement  brk  dwelling.  Chas  H  Van  Etten  HEIR  Sarah  C  Van 
Etten  to  Frances  Clarke,  Brooklyn.  N  Y.  14  part.  June  2. 
Aug   15,    1900.     2:014—11.      A  .fit.OdU- $ll,.50O.  5,000 

Bedford  st.  Nos  .31  to  35,  s  w  s,  at  n  w  s  Downing  st,  Nos  35  to 
43.  runs  s  w  92.7  x  n  w  90  x  n  e  92.7  to  Bedford  st,  x  s  e  90 
to  begiuning,  7-sty  brk  building.  John  F  Galvin  to  Vincent 
Buscemi.  Aug  3.  Aug  10,  190ij.  2:528—77.  A  $40,000— $100,- 
OUO.  other  consid  and  100 

Bleecker  st,  Nos  191  to  195.  n  s,  19  w  Macdougal  st.  5(!x74,  three 
3-sty  brk  tenements  and  stores.  Danl  S  iVIcElroy  to  John  L  Fog- 
liasso,  John  Ratfo  and  John  Garbarino.  July  14.  Aug  14,  1!)0(>. 
2:542 — 55   to  57.     A  $37,500— $42,000.  other  consid  and   100 
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Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 


308 


Conveyances 


RECORD     AJ^D     GUIDE  Manhattan 


August  1 8,  1906. 


Bleecker  st,  Nos  101  and  103,  n  s.  10  w  Macdougal  st,  f!7.3xT4.  two 
ri-sty  brk  tenements  and  stores.  Release  mort.  Broadway  Sav- 
ings Bank  of  City  N  Y  to  DanI  S  McElroy.  Aug  S.  Aug  14, 
loot!.     •J■.5■i■2-5-^  and  oti.     A  $25 ,0U0— $28,000.  25  000 

Broome  st.  No  233,  s  s.  G2  w  Essex  st,  13x04.3.  5-sty  brk  tene- 
taent  and  store.  Jeannette  B  Chappotin  to  Jacob  Etron.  June 
20.   -Aug   10,   1900.     2:408-41.     A  $8,000— $12,000. 

other  consid  and  100 

Broad  st.  No  41,  e  s,  194.3  n  Beaver  st,  30.3xll0.3.\31.2xl2S.l, 
4-sty  brk  loft  and  store  building.  Harry  L  Toplitz  to  Arthur  W 
Saunders  of  BrooklJ-n.  Mort  $200,000.  Aug  0.  Aug  1(1,  IJIOU. 
1:25—10.      A  $](;4.000— $180,000,  other  eonsid  and  100 

Cherry  st,  No  144,  n  s,  abt  240  w  Market  slip,  2().9xl47x2Txl40, 
3-sty  brk  tenement  and  store  and  5-sty  brk  tenement  in  rear. 
Lottie  G  Cohen  to  Louis  Pierce.  Mort  $18,000.  Aug  15.  1000. 
1:253—10.      A  $11,OUO— $18,tM:>0.  other  consid  and  100 

Commerce  st.  No  7,  n  a,  102  w  Bleecker  st,  21x40,  3-sty  frame 
brk  front  dwelling.  Frances  Clarke  child  and  DEVISEE  James 
Van  Etten  to  Chas  H  Van  Etten.  C  a  G.  2-3  parts.  June  2. 
Aug  15,   1000.     2:587-<31.     A  ,'i;3,nOO-$4..500.  5,333.34 

East  Broadway,  No  52,  n  s,  abt  245  w  Market  st,  25x81. 10x2ox 
81.11  e  s,  5-sty  brk  loft  and  store  building.  Mary  A  Hogan 
et  al  to  Harris  N  Goodstein.  Aug  15.  Aug  10,  1!X)0.  1:281 
—24.     A  $20  (X)0— $30,000.  other  consid  and  100 

East  Broadway,  No  140,  n  s,  200.10  w  from  n  s  Rutgers  st  (?). 
runs  n  01.10  x  w  25  x  s  01.10  to  n  s  East  Broadway,  x  e  2j  to 
beginning  (?)  probable  error,  5-sty  brk  tenement  and  store. 
Davis  or  David  Skrilow  et  al  to  Pauline  L  Goodman..  Mort  $25.- 
05O.     Aug   15.     Aug  10,   1000.      1:283—04.     A  $20,(X10— $25,000. 

other  consid   and   100 

Eldridge  st,  Nos  210  and  212,  e  s,  105.2  s  Stanton  st,  45.x87.0.  two 
G-sty  brk  tenements  and  stores.  Louis  Folbe  et  al  to  Alhambra 
Realty  Co.  Q  C.  All  title.  Aug  3.  Aug  11,  1000.  2:41ti— 8 
and  0.     A  $20,000— $52,000.  nom 

Same  property.  Samuel  Silverman  to  same.  Q  C.  All  title. 
Aug  10.      Aug  11,   1000.     2:4H;.  nom 

Essex  st.  No  124,  e  s,  70  s  Rivington  st,  17.0x,jO,  3-sty  brk  ten- 
ment  and  store.  Saml  Breitbart  to  Max  Moskowitz.  Mort  $0.- 
000.     Aug  15.     Aug   10.   1000.     2:353-15.     A  $8,0( Ml— $11,000. 

other   consid   and   ItM) 

Hamilton  terrace,  No  7,  e  s,  72. G  n  141st  st,  17x1)4.11.  3-sty  brk 
dwelling.  Kate  Keyes  to  Mary  Keyes.  July  17.  Aug  13,  1000, 
7:2050— 951^.      A   $2,800— $8,0011.  nom 

Hamilton  st.  No  38,  s  s,  104.G  w  Market  st,  27x90.0x25.5x103.0, 
5-sty  brk  tenement  and  store  and  4-sty  brk  tenement  in  rear. 
Louisa  De  G  wife  of  and  Andrew  Coppola  to  Isaac  Meister.  Mt 
$15,000.     Aug  7,     Aug  10,  1906.     1:253-43.     A  $8,000-$15,00o. 

Hancock  st,   Nos   170  and  172  |   n    w    cor    Houston    st,    35.10xl(W, 

Houston   st,    Nos   170  and   172|     0-sty    brk    tenement      and      store. 

David  L  Katz  et  al  to  Samuel  Barnett.     Mort  $00.tlOO.     May  31. 

June   1,   1000.     2:527—18.     A   $35,000— $00,000.      Corrects   error 

in    issue    of   June   0,    when    deed    read   Hancock   st,    Nos    170    and 

172,  n  w  cor  Hancock  st.  other  consid  and  100 

Houston  st.   No  74  |  n    s,    152.0    w    Bowery,    20    to    Eliz- 

Elizabeth  st,  Nos282  and284|     abeth    st,       x71. 11x23.1x74,      0-sty 

brk  tenement  and  store.     Moses  Levine  et  al  to  Nicola  Sarconi. 

Mort  $48,000.     Aug  15.     Aug  10,   liH)0.     •2:.521-03.     A  $23,000 

.$40,000.  other  consid  and  100 

Houston  st.  No  503,  s  s,  GO  w  Mangin  st,  20x75,  3-sty  brk  tene- 
ment and  store,  Sarah  A  DeLacy  to  Esther  Kotzen.  Aug  5. 
Aug  14,  1000.     2:325-17.     A  $8,0O0-$9,00O. 

other  consid  and  ItiO 
James  slip.   No  I's  w  cor  Cherry  st,  24x.3G.2,  4-sty  brk  tenement 
Cherry  st.  No  75   |     and   store.      FORBCLOS.      Peter   Schmuck   ref- 
eree  to   Henry  S   Bowron.     Aug   15.     Aug  16,   1000.      1:110—55 
A   .$8,400— $11. IMJO.  11,000 

Jones  st.  No  13,  n  s,  144.8  w  4th  st,  25x100,  5-sty  brk  tenement. 
Tessie  Capparelli  to  Philomena  M  Malton.  Mort  $25,000.  Aug 
9,     Aug  14,  1900.     2:500—37.     A  $10,500-$10,500. 

other  consid  and  100 
Lewis  st.  No  104,  e  s,  9G  n  Stanton  st,  25x100,  5-sty  brk  tenement 
and    store.      Bennie    Hershowitz    to    Wolf    Rosenberg    and    Yetta 
Kraner.      Mort   $22,000.     Aug  2.     Aug  10,   1000.     2:330—41.     A 
J13  000— $33,000.  other  consid  and  100 

Lewis  st.  No  53,  w  s,  150  n  Delancey  st,  25x100,  4-sty  brk  ten- 
emenc  and  store  and  3-sty  brk  tenement  on  rear.  Tillie  Weltz  to 
Samuel  Graff.  Mort  $11,000.  Aug  9.  Aug  11,  lOOG.  2:328— 
26.     A  $12,000— $10,000.  °om 

Madison  st.  No  111,  n  s,  88.2  w  Market  st,  25x100,  5-sty  brk  ten- 
ement and  store.  Isaac  E  Seikevitz  to  Sam,  Rachael  and  Annie 
Fischer.  Mort  $31,000.  Aug  7.  Aug  10,  1900.  1:277—19.  A 
$17  (;kX)-$2S,000.  ^^^     "om 

Market  st.   No  78  1  n   e   cor  Cherry   st,   runs  e  37  2  x  n 

Cherry  st,  Nos  10«)  and  108]  35.3  x  e  0.7  x  n  30.11  x  w  3i.9  to 
Market  st,  x  s  7G.1  to  beginning,  vacant.  Louis  Cohen  to  Max 
Fine.  Mort  $72..50O.  Aug  14.  Aug  l;j,  1000.  1:2.54—1-2.  A 
$10,500— $10,.500.  other  consid  and  100 

■  Same    property.      Chas   Peterson   to   Louis   Cohen.      Mort   .$:jU,OtMJ. 
Aug  10.     Aug  15,  1900.     1:254.  other  consid  and  100 

Monroe   st,   Nos  2.38   to  242,   s  s,   abt  205  e   Scammel   st,  (!4x  abt    . 
07.4,  three  3-sty  brk  tenements  and  stores  and  0-sty  brk  tene-   • 
ment  in  rear.     Caroline  E  Miles  widow  et  al  to  Caroline  A  wife 
of  Warren  A  James  and  Ada  E  wife  of  Wm  H  Carter..  Brooklyn, 
N  Y.     Aug  16,   1906.     1:261—53.  54,  55.     A  $32,500— $51,000. 

nom 
Monroe  st,  Nos  153  and  155,  n  s,  03,4  e  Clinton  st,  40.9x1(10x40.10 
xlOO,   3   and   4-sty   brk   tenements.      The   Church  of   St   Mary,   a 
corporation,    to    City    of    New    York.      Aug    14.      Aug    IG.    190l). 
1:200—2    and   3.      A   $20,00(1- $32,(XI0,  50,000 

Monroe  st.   No  28     I  s  s,  231.8  w  Market  st,  runs  w  23.8  x  s  97.10 
Hamilton  st,  No  83|     to  Hamilton  st,  x  e  25  x  n  55.2  x  w  2.11  x 
n  35.8  to  beginning,  6-sty  brk  tenement  and  store.     Harris  Co- 
hen  to   Wolf  Somer  and   Max   Kolowetzky.      Mort   $40.0(M).     Aug 
15.      Aug    10,    1000.      1:2.53.  other    consid    and    1(X) 

Morton  st.  No-' 14,  s  s,  abt  1.50  w  Bleecker  st,  25x00,  5-sty  brk 
tenement.  Enrico  V  Pescia  to  Jacob  Abraham.  Vi  part.  AU  ti- 
tle. Mort  $20,000.  June  .29.  Aug  13.  1906.  2:586—56.  A 
$13,000— $23,000.  other  consid  and  100 

Morton  st,  Nos  23  to  27,  n  s,  60  e  Bedford  st,  56x81.3,  two  3 
and  one  2-sty  frame  brk  front  tenements  and  3-sty  brk  tene- 
ment in  rear.  Albert  Etzel  and  Jos  H  Mahan  to  Wendell  & 
Evans  Co.  Mort  $10,.500.  July  10.  Aug  15,  lOOG.  2:587—37 
to   30.      A   $24,000— $27,000.  other   consid   and   100 

Old  slip.  No  21,  w  s.  56.1  s  Water  st,  25x19, 
Old  slip.   No  10     I   s  w  cor  Water  st,  5G.lxl9x56.3xl9. 
Water  st.   No  73|  ^    ^, 

Water  st.  No  71,  s  e  s,  19.2  s  w  Old  slip,  19.1x84. 
7-sty  brk  and  stone  office  and  store  building. 
John  Arbuckle  et  al,  firm  of  Arbuckle  Bros  as  joint  tenants,  to 
John  Arbuckle  and  Wm  A  Jamison.  B  &  S.  June  1.  Aug  14, 
1906,     1:32—14.     A  $50,600— $121,000.  nor 


Orchard  st.  No  185,  w  s,  17.5.7  n  Stanton  st,  25.2x87.0,  0-sty  brk 
tenement  and  store.  Louis  Gordon  et  al  to  Morris  Wekselblatt. 
Mort  if38.000.  Aug  9.  Aug  10,  1000.  2:417—62.  A  $16,001) 
—23,000.  .  other  consid  and  1(.)0 

Perry  st.  No  97,  n  s,  99.10  w  Bleecker  st,  25.2x05,  5-sty  brk 
tenement.  Lee  Dressner  to  Flora  Dressner.  Mort  $2(i,(X)0. 
Aug  0.     Aug  16  ,1000.     2:622—20.     A  $11,000— $2(i,000. 

other  consid  and  100 

Rivington  st.  No  70|  n   e  cor  Allen   st,  22.4x75.  4-sty  brk  tenement 

Allen  St.  No  150  I  and  store.  Release  mort.  The  Frank  Brew- 
ery to  Max  Dick.  July  25.  Aug-13,  1000.  2:410—74.  A  $18,- 
LMJO— $22,000.  5,000 

S( anion  st.  No  247,  s  s,  75  e  Willet  st,  25x75,  5-sty  brk  tenement 
and  store  and  4-stv  brk  tenement  in  rear.  Nathan  Ecker  to 
Abraham  Harden.  Mort  $16,500.  Aug  1.  Aug  15,  lOtM!.  2:.3.30 
—55.      A   $17,5011— $20,00(1.  other   consid   and   100 

Stanton  st.  No  60,  n  s,  70.4  e  Eldridge  st,  25.4xl<M>.  5-sty  brk 
tenement  with  store.  Becki  Levitch  and  ano  to  Nathan  Kirsh- 
anbaum.  Mort  .$.32,000.  Aug  0.  Aug  11,  1900.  2:417—32.  A 
$18,00(1— $25,000.  other  consid  and  IIIO 

Stanton  st.  No  120,  n  e  s,  127.0  n  w  Norfolk  st,  22.6x0.8.2.  5-sty 
brk  tenement  with  stores  and  5-sty  brk  tenement  in  rear.  Saml 
Rosenfeld  to  Joseph  Gelber.  Q  C.  Aug  1.  Aug  11,  1006.  2:355 
—34.      A  $18.000— $23,000.  other  consid  and   lOO 

St  Nicholas  pi,  w  3,  104.4  n  153d  st,  (!0xl04,  vacant.  Frank 
Fraukel  to  Nichols  Construction  Co.  Mort  $20,U(XI.  Aug  15. 
Aug  16,  1906.     7:2069—8.     A  $2(5,000— $20,0(JO. 

other  consid  and  100 

St  Nicholas  pi.  e  s,  1.50  n  1.53d  st,  7.5x100.  vacant.  Frank  Frankel 
to  Nichols  Construction  Co.  Morts  $37,000.  Aug  15.  Aug  16. 
1900.     7:20,54.  other  consid  and  KJO 

St  Nichols  pi.  No  22,  e  s,  225  n  1.50th  st,  37.(ixl00,  5-sty  brk 
tenement.  James  Murray  et  al  to  Wm  R  Bohmert,  Larchmont, 
N   Y.     Mort  $30,000.     Aug  1.     Aug  15,  1900.     7:20.54. 

other  consid  and  1(X) 

Suffolk  st,  No  95,  w  s,  2.50.10  s  w  Rivngton  st.  25.1x100.  5-sty  brk 
tenement  and  store.  Samr  Rosenfeld  to  Jos  Gelber.  Q  C.  Aug 
1.      Aug  11,   lOOti.     2:353—71.     A  $17,000— $25,000. 

other  consid  and  100 

Van  Corlear  pi,  n  s,  being  lots  101  and  102  on  map  North  Mar- 
ble Hill,  51.4x01.(ix50xS0.7.  Sumner  Deane  to  Jacob  Rosborg. 
Mort    $4.(X)0.      Aug  4.      Aug   l(i.    10(JG.      13:3402.  nom 

Washington  st.  No  803,  e  s,  42.6  n  Horatio  st,  18.2x86. 0xl8.1x 
87.11.  .3-sty  brk  tenement.  John  J  Clarke  to  Clarence  S  Ellen. 
Mort  $7,000.  Aug  9.  Aug  14,  1906.  2:643—38.  A  $7,5(.X>— 
$8,500.  other  consid  and  100 

1st   St.   No  80  I  s   s,   305.8   w   Av   A,    runs   s   31.2   x   e   0.7   x   s 

Houston  St.  No  194|  54.7  to  Houston  st,  x  w  17.0  x  n  36.3  x  n 
23  X  n  29.2  to  1st  st,  x  e  21  to  beginning,  4  and  5-sty  brk  ten- 
ements, store  on  Houston  st.  Nathan  Kirsh  et  al  to  Isidor 
Sinkowitz.  Mort  $20,250.  Aug  14.  Aug  10,  1000.  2:428—13 
and  38.     A  $12.500— $10.0(X>.  other  consid  and  100 

2d  st,  No  128,  n  s.  3(;(i.3  e  1st  av,  runs  e  25  x  n  1(X)  x  w  4.3Vi  x  n 
21.11  X  w  20.8V4  X  s  121.11  to  beginning,  0-sty  brk  tenement 
and  store.  Morris  Gross  to  Max  and  Louis  Mutnick.  Mort  $39,- 
800.     Aug  15,   1006,     2:430—42.     A  $17.000— $42,000. 

other  consid  and  100 

4th  St.  No  97,  n  s,  1.50  e  2d  av,  25.xOG.2,  5-sty  brk  tenement  and 
store.  Isaac  S  Heller  to  Leon  Goldberg.  Mort  $20,500.  Aug 
15.     Aug  16,  1900.     2:446—52.     A  $15,000— $24,000. 

other  consid  and  100 

5th  st.  No  435,  n  s,  125.3  w  Av  A,  25.2x97x25.2x07.  5-sty  brk  ten- 
ement and  store.  Abram  Bregman  et  al  to  Philip  Epstein.  Mt 
$24,800.     Aug  1.      Aug  14,   lOOG.     2:433—39.      A   $14.(X)0— $20.- 


000 


other  consid  and  100 


(AIU.  OLuer  cousiu  auu  i\) 

5th  st.  No  747,  n  s.  11G.7  w  Av  D,  34.1x07x33.9x97,  O-sty  brk 
tenement  with  store.  Louis  Rosenblum  to  Abraham  Reich  and 
Abraham  Einwohner.  Mort  $47,000.  Aug  G.  Aug  11,  1006. 
■2:S~rj — 17.      A   $22,000— .$.50,0(X).  other   consid  and   100 

Gth  st.  No  810,  s  s,  1.50  w  Lewis  st,  21x07,  4-sty  brk  tenement. 
Thos  F  Kane  to  Moses  Kinzler.  July  2.  Aug  10.  1900.  2:.3G0 
—50.      A  $7,000— $8,000.  other  consid  and  100 

Gth  st.  No  812,  s  w  s,  129  n  w  Lewis  st,  21x97,  3-sty  brk  tene- 
ment with  store.  Cecilia  A  Purdy  to  Moses  Kinzler.  July  1. 
Aug  10,   llKXi.     2:300—51.     A  $7  OOO— $8,000.  nom 

7th  st.  No  189,  n  s,  153  e  Av  B,  20x49. 7x21. G.xll.O,  4-sty  brk  ten- 
ement with  stores.  Isidore  Kalfus  to  Max  Lindner.  All  title. 
Mort  $12,000.  Aug  9.  Aug  10,  1906.  2:390—61.  A  $6,500— 
$7,500.  100 

7th  st.  No  241,  n  s,  545,2  w  Av  D,  24.5x97,  7-sty  brk  tenement 
and  store.  CO.NtRACT.  Saml  Labor  with  Nathan  Thumen. 
Mort  .$39.0(10.  June  18.  Aug  16.  1006.  2:377—67.  A  $12.00) 
-$31.0(X>.  ■  49,000 

7th  st.  No  62,  s  s,  275  e  2d  av,  25x99.10,  5-sty  brk  tenement. 
Jacob  H  Rubin  to  Montague  Aaron.  Mort  $20.(XIO.  Aug  15, 
1906.     2:448—15.      A  $15,000— $30  000.  other  consid  and  100 

9th  st.  No  747.  n  s,  93  w  Av  D.  25x92.3.  7-sty  brk  tenement.  Ja- 
cob Schwartz  et  al  to  Bernhard  Fink.  Joachim  Spiro  and  Adolph 
Hirsch.  Mort  .$:!8,500.  July  31.  Aug  10,  10(X>.  2:370—41.  A 
$13,000— $3(i,00O.  other  consid  and   100 

10th  st.  No  261,  n  or  n  e  -6,  344  n  w  Av  A,  25.\04.8,  5-sty  brk 
tenement  and  store.  Rosa  Gentzlinge.r  INDIVID  and  as  EXTRX 
Henry  Gentzlinger  to  Mabel  L  Port.  Mort  $15,000.  Aug  15, 
1006.     2:4.38 — 17.      A   $14.000 — $24,(XX).  other  consid   and   100 

10th  St.  No  00.  n  s.  .52.2  e  Gth  av.  10x4(>.  2-sty  brk  building.  Pat- 
rick J   Ryder   to  John  Addison.      Aug  13.      Aug   14,   lOOO.      2:574. 

other  consid  and  1(X) 

11th  st.  No  640,  s  s,  158  w  Av  C,  25x04.0.  5-sty  brk  tenement 
and  store.  Julia  Moore  et  al  to  Abraham  Marks  and  Mendel  Katz. 
Mort  $20,5(X:).  July  31.  Aug  16.  1906.  2:393—27.  A  $11,000 
$1C,  (lOtl.  other  consid  and  100 

13th  st'.  No  510,  n  s,  246  e  Av  A,  25x103.3.  4-sty  brk  tenement 
and  store.  Julius  Tishman  to  Max  Friedman.  Mort  $30,0(X>. 
Aug  15.     Aug  10.   lOOG.     2:407—51,     A  $10,000-$12,000. 

other  consid  and  100 

13th  St.  No  524,  s  &,  320  w  Av  B,  25x103.3,  5-sty  brk  tenement 
and  store.  Max  Feinberg  to  John  Becker.  Mort  $20,000.  Aug 
15.     Aug   W,   1906.     2:406-18.     A  $11,000-$24,(XW. 

other  consid  and  100 

13th  st,  Nos  530  and  534,  s  s,  220  w  Av  B  ,50x103.3,  2  and  3-sty 
brk  tenements  and  stores.  Arthur  J  McQuade  to  Sam!  and  Wal- 
ter Wanderman.  Mort  $35,000.  Aug  15.  Aug  16,  190G.  2:406 
—21  and  22.     A  $22,(K)0— $24,000.  other  consid  and  100 

14th  st.  No  300,  s  s,  72  e  2d  av,  10.6x51,  4-sty  stone  front  ten- 
ement Edw  T  Engel  to  Emma  Ernestine  and  Maria  Breuer. 
Mort  $12,000.  Aug  15.  Aug  16.  1006.  2:455-10.  A  $0,000 
—$13,000.  .  20,000 

15th  st,  No  328,  s  s,  297.S  e  2d  av,  25.8x103.3,  6-sty  brk  tenement 
with  store.  Victor  Steiner  to  Laird  Realty  Co.  Mort  $39,000. 
Aug  10.     Aug  11.  1900.     3:921—40.     A  $18.00O-,$40,0O0. 

other  consid  and  100 
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DYCKERHOFF 


Is  made  in  Germany. -The 

superior  quality  amply  compcnsatei 
the  consumer  for  its  higher  price* 
^^    It  is  perfect. 

PORTLAND  CEMENT   ^■J^'l^^^.'.l":: t^tr- 


19th  St,  No  862.  s  s,  GO  e  fHh  av.  20x(;'.).8,  3-3ty  brk  dwelling. 
WUber  C  Goodale  to  Louis  Schramm.  Mort  $«,500.  Aug  11. 
Aug  15,   1906.     3:742—71.     A  $0,500— $8,500. 

other  consid  and  100 

19th  St,  No  4(JS,  B  B.  12.')  w  9th  av,  25x*)2.  5-sty  brk  tenement, 
Milton  M  IJryfoos  to  Julia  K  wife  of  Reue  Anjard.  Mort  $25,- 
00(».     Aug  11.     Aug  10,  1900.     3:710—12.     A  $9„">00— $21,000. 

other  consid  and  100 

20th  St,  Nos  232  to  230.  s  s,  166  w  2d  av,  04x92,  several  2-Bty  brk 
buildinKS.  Title  Guarantee  and  Trust  Co  and  ano  TRUSTEES, 
&c.  Margaret  A  Moore  deed  to  Albert  Hartraann.  July  30.  Aug 
15,   lIMNi.     3:90O— 37   to  41.      A   $25,000— .*30.01Mj.  45,282 

2ad  St,  No  307,  n  e  s,  125  s  e  2d  av,  25x98.9,  5-sty  brk  tenement. 
Fanny  H  Hamilton  to  Selma  Wasserman.  July  27.  Aug  14. 
1900.     3:929—7.      A   $n.5(KI— $15,000.  100 

24th  St,  No  147.  n  b,  225  e  7th  av,  25x98.9,  7-sty  brk  tenement. 
Casimir  Y  Wagner  to  Joseph  T  B  Jones.  Morts  .f71.(KX)  and  all 
liens.     Aug  6.     Aug  10,   1900.     3:8^)0-14.     A  $14,000—$ •.   nom 

24th  Bt,  No  341,  n  8.,125  w  1st  av,  25x98.9,  4-aty  brk  tenement 
and  store.     Meyer  Solomon  to  Jacob  Miller.     Mort  $7,000.     Aug 

I.  Aug   10,   1900.      3:930—25.      A.      $9,000— .$11,000. 

other  consid  and  100 

28th  Bt,  No  433,  n  b,  425  w  9th  av,  25.x68.9.  5-6ty  brk  tenement. 
Assignment  of  all  right,  title,  &c,  in  above  to  Becure  note  of 
$529.40.  John  J  Leathern  to  Wm  Adams.  Aug  10.  Aug  16, 
liXKi.     3:720—17.     A  $7,500— $14,(X)0,  nom 

28th  Bt,  Nos  122  and  124.  s  b.  120  w  Lexington  av,  40.x98.9,  two 
3-sty  brk  dwellings.  Albert  Cavanagh  to  Fredk  C  Zobel.  C  a 
Q.     Aug   18,    1900.     3:883—78  and   79.      A   $3 1,<XK)— $38,000. 

other  consid  and  100 

28th  St.  Nos  122  and  124,  s  s,  120  w  Lexington  av,  40x98.9,  two 
3-sty  brk  dwellings.  Moses  Weinman  to  Albert  Cavanagh. 
Mort  $29,000.  Aug  1.  Aug  13,  1906.  3:883—78  and  79.  A 
$31,000— $38,(XtO.  other  consid   and   100 

29th  st,  Nos  3?,:i  to  339.  n  s,  1.82.6  w  1st  av,  78.llx98.9x92.llx 
99.9,  .5-sty  brk  tenement  and  3  and  4-sty  brk  tenements  and 
stores  and  frame  buildings  of  coal  yard  in  rear. 

29th  St.  No  331,  n  3,  300.3  e  2d  av,  22.4x98.9,  5-Bty  brk  tene- 
ment. 

Harris  Weinstein  to  Bathgate  Realty  and  Construction  Co.  Mt 
$50,<MK).  Aug  15.  Aug  16,  1906.  3:93.5—22,  23,  and  25.  A 
,$29,000— $:Ui,0<»0.  other    consid    and    100 

31st  St,  No  302,  s  s,  82  e  2d  av,  18x74,  4-sty  brk  tenement  with 
store.  Henrietta  Brown  to  Sigmund  B  Hauses.  All  title.  Q  C. 
Aug  9.     Aug  10,  19(li;.     3:930—60.     A  $4..500— $7,500.  nom 

35th  st.  No  441,  n  s,  495.6  w  9th  av,  17x98.9,  5-sty  stone  front 
tenement.  Adolf  Schlndler  to  Henry  Greenberg,  Brooklyn.  N  Y. 
Mort  $12,280.  Aug  13.  Aug  14,  1906.  3:733—13.  A  $6.50(J— 
$14.01M».  other  consid  and  100 

36th  st.  No  21t!,  s  3,  60")  e  8th  av.  21x98.9,  4-sty  brk  tenement. 
Niels  D  W  Jorgensen  to  Conrad  and  Katharina  Scherrer.  Mort 
$14,000.  July  24.  Aug  16,  1906.  3:785—54.  A  $11,000— $13,- 
500.  other  consid  and  100 

36th  st.  No  447,  n  3,  1.50  e  10th  av,  25x98.9,  6-s.ty  brk  stable. 
John  F  MoBer  to  George  Kern.  14  part.  Mort  $8,000.  Aug  9. 
Aug   10,    190t;.      3:734—8.      A    $8,W)0— $ .  nom 

38th  Bt,  No  339,  n  s,  275  e  9th  av,  25x98.9,  5-8ty  brk  tenement. 
Cyrus  M  St  John  to  Wm  R  Mason.  Mort  $10,000.  May  15.  Aug 
14,  1900.     3:762—13.     A  $10,500— $23,000. 

other  consid  and  100 

38th  st.  No  267,  n  s,  141  e  8th  av,  20.6x98.9,  4-sty  brk  dwelling. 
Mary  T  Sherwood  to  Margt  T  Albus.  Correction  deed.  Mort 
.?3,.S0O.  Aug  15.  Aug  16,  1906.  3:788—13.  A  $13,000— $15,- 
(MIO.  .       nom 

40th  St.  Nos  532  to  540,  s  s,  275  e  11th  av,  125x100.5,  1  and  2- 
sty  brk  buildings  of  factory.  Minnie  E  Hurst  to  Jacob  Pinner. 
Mort  .$50,750.  Aug  15,  1906.  4:1074—47,  48,  49,  53.  A  $50,- 
500— $04,000.  other  consid  and  100 

46th  st,  Nos  532  to  540.  s  s,  275  e  11th  av,  12.5x100.5,  1  and  2- 
sty  brk  buildings  of  factory.  Jacob  Pinner  to  Everett  Jacobs. 
Mort  .$.50,7.50.  Aug  15,  100(3.  4:1074—47,  48,  49,  53.  A  $50,- 
.500— $64.CXK».  other  consid  and  100 

53d  st,  Nos  408  to  421,  b  s,  94  e  1st  av,  200xl26.7x20:i.5x89.6. 
one  2  and  3-sty  brk  ice  factory.  Gideon  E  Fountain  EXR,  &c. 
Gideon  Fountain  to  Theo  Langenbahn.  Aug  15.  Aug  Ki,  1906. 
5:1304—39   and  40.     A  $52,0<.)0— $85,000.  87,500 

53d  st,  Nos  .540  and  548,  on  map  Nos  .546  to  550,  s  3,  100  e  11th 
av,  75x100. ,5,  three  5-8ty  brk  tenements.  David  Lippmann  et  al 
to  Louis  Daniels.  Mort  .$34,<_MX).  Aug  15.  Aug  16.  190(j.  4:1081 
—58    and    59.      A    $i:'..(K!0— $24.(XIO.  other    conoid    and    100 

.54th  st.  No  124,  s  3,  115  w  Lexington  av,  25x100.5,  2-Bty  brk  ten- 
ement and  1-Bty  brk  building  on  rear.  The  F  &  M  Schaefer 
Brewing  Co  to  Julia  F  Loew.  Aug  1.  Aug  10,  1906.  5:1308— 
61.      A   $17.,500— $19,500.  nom 

56th  st.  No  .308.  s  s.  125  e  2d  av,  25x100.4,  2-sty  brk  building  and 
store.  Chas  Miller  to  Selma  Miller.  %  part.  Aug  15,  1906. 
5:1348—47.      A   $7,500— $8,000.  nom 

.56th  st,  Nos  .535  and  537,  n  s,  2.50  e  11th  av,  50x100.5,  1-sty  brk 
building.  Release  mort.  Knickerbi5cker  Trust  Co  to  Augustus  H 
Sklllin   trustee   in   bankruptcy   of   Liberty  Silk   Co.      Aug  8.      Aug 

II,  1906.      4:108.5-11.      A    $13,aKI— $19,000.  12,350 
,5Cth  st.  No  118,  3  s,  275  w  6th  av,  24.10x100.5x24.11x100.5.  2-sty 

brk  dwelling.  Julia  F  wife  of  and  Bdw  V  Loew  to  John  S  DanI 
J,  Jr,  Harry  F  and  Edw  Coleman  composing  firm  of  Coleman 
Bros.  Mort  .$30,000.  Aug  8.  Aug  10,  ItMXJ.  4:1008—14.  A 
$2,S,000— $32,000.  nom 

56th  st,  Nos  .535  and  537,  n  3,  2.50  e  11th  av,  50x100.5.  1-sty  brk 
building.  Augustus  H  Skillln  trustee  to  Henrietta  S  Kernochan. 
Aug  8.     Aug   11,   1900.     4:108.5—11.      A  $13,000— $19,000.     12,500 

60th  st,  Nos  239  and  241,  n  s,  225  e  West  End  av,  50x100.5,  two 
4-sty  brk  tenements  and  stores.  Moss  Realty  Co  to  Saul  J  Sa- 
char.  Mort  $18,(K)0.  Aug  1.  Aug  13,  1900.  4:1152—10  and 
II.     A  $10,0<JO— $17,000.  other  consid  and  100 

01st  St.  No  303,  n  s,  75  e  2d  av,  25x75,  5-sty  brk  tenement. 
Irving  Bachrach  et  al  to  Isaac  Heifer.  Aug  14.  Aug  15,  1906. 
5:1436--1^,     A   $5,500— $12,000.  nom 


61st  st.  No  .303,  n  a,  75  e  2d  av,  25x75,  5-sty  brk  tenement.  Isaac 
Heifer  to  Irving  Bachrach  and  Isaac  Schmeldler.  Mort  $15,000. 
Aug  14.     Aug  15,   lt»06.     5:1436—4^.     A  $5,500— $12,000.        nom 

61st  st.  No  204,  8  s,  87  e  3d  av,  runs  s  60.5  xe8xs40xe9x 
n  1(X).,5  to  st,  X  w  17  to  beginning,  4-sty  brk  dwelling,  Re- 
becca Greenbaum  to  Ginsburg  Realty  Co,  Mort  $14,500.  Aug  10, 
lOWJ.     5:Uir,—44Vi.     A  .$8.0<X)— $12,500.         other  consid  and  100 

64th  st,  Nos  153  to  157.  n  a,  204  e  Amsterdam  av,  54x100.11,  three 
4-8ty  stone  front  dwellings.  Carman  H  Barrett  to  Maude  Sax- 
ton.  Mort  $4.5,000.  Aug  7.  Aug  15.  1906.  4:1136— llH,  12, 
13.     A  $27,000— $43,500.  other  consid  and  100 

65th  st,  Nos  ,330  to  340,  s  s,  225  w  1st  av,  112.6x100.  three  C- 
3ty  brk  tenements  and  stores.  Jacob  Binder  et  al  to  Abraham 
Alweil.  Mort  $36,000.  Aug  13.  Aug  14,  1906.  5:1439—36  to 
aHVa.     A  $27,000—$ .  other  consid  and  100 

00th  St.  No  211,  n  s,  575  e  West  End  av,  25x100.5,  5-sty  stone 
front  tenement.  Abraham  Grunberg  to  Moritz  Weiss.  Mort 
$11,500.  Aug  1.  Aug  15.  1906.  4:1158—24.  A  $5,000— $12,- 
0(X).  other  consid  and  100 

60th  Bt,  No  16,  on  map  No  10.  s  3,  175  w  Central  Park  West,  18x 
1(J0.5.  5-sty  brk  tenement.  Richd  J  Donovan  to  May  Irwin.  Mt 
$13,000.      Aug    15,    1906.      4:1120—16.      A    $15,000— $24,000. 

other  consid  and  100 

oath  st.  No  340,  s  s,  325  e  2d  av,  16.8x77.4,  3-sty  stone  front 
dwelling.  Chas  E  Riker  TRUSTEE  Josephine  A  Riker  to  Eliza  L 
Schillinger.  Aug  14.  Aug  15,  1906.  5:1443—39.  A  $3,500— 
.$0,500.  other  consid  and  100 

70th  st,  No  242,  s  s,  425  w  Amsterdam  av,  17x100.5,  4-sty  brk 
dwelling.  Frank  Dana  to  John  J  Healy.  Mort  $13,.500.  Aug 
1.5.     Aug  10,   1906.     4:1161—49^.     A  $8,000— $20,000.  nom 

72d  stjn  S.373   e  Av   A,    75x204.4  to  73d  st.  vacant.    Godfrey   Knoche 
»73d  Bt]     et    al    to    Bohemian    Workingmen's    Gymnastic   Assoc    (So- 
kol)    of   N   Y  City.      Aug   10.      Aug   11,   1906.      5:1484—14   to   16 
and  37,  38  and  39.     A  ,$2 1.0(X>— $21,000.  other  consid  and  100 

75th  st.  No  425,  n  s,  277  w  Av  A,  20x102.2,  4-Bty  brk  tenement. 
Solomon  Baum  to  Isidoro  Gelbtrunk.  Aug  13.  Aug  16,  1906. 
5:1470-14.      A  $4,000— $8,000.  nom 

76th  st.  No  439,  n  s,  75  w  Av  A,  25x75,  4-sty  brk  tenement  and 
store.  Henry  Erdman  to  Moritz  Klein.  Mort  $12,000.  Aug  15. 
Aug  16,  1906.     5:1471— 2H4,     A  $4,000— $7,000. 

other  consid  and  100 

77th  St.  No  2.39,  n  s,  230  w  2d  av,  25x102.2,  4-sty  stone  front 
tenement.  Jonas  Weil  and  ano  to  Max  Lomocbinsky  and  Gussle 
Wasserman.  Mort  $11,500.  Aug  15,  1906.  5:1432—15.  A  $9,- 
(X)0— $12,000.  other  consid  and  100 

79th  st.  No  1.58,  s  s,  90  e  Lexington  av,  20x102.2. 

79th  3t,  No  100,  s  s,  110  e  Lexington  av,  20x102.2. 
two  4-sty  stone   front  tenements. 
Wui  R  Lunn  et  al  to  Chas  M  Gay  and  Frank  B  McAnerney.     Mt 
.$38.0(X>.     Aug  14.     Aug  15,  1906,     5:1413—48%  and  49.    A  $30,- 
000— $50,000. 

79th  St.  No  239,  n  s.  110  w  2d  av. 
Aaron   Stern   to   Chas   Wolinsky. 
5:1525—20.     A   $12,000— $28,000. 

80th  St.  No  231,  n 
tenement.      Louis 


other   consid    and   100 
25x102.2,  5-sty  brk  tenement. 
Mort  $31,200.      Aug  15,   190(5. 

other  consid  and  100 
228.9  w  2d  av,  25.5x102.2,  4-sty  stone  front 
Arnstein    to   Saml    Cohen.      Aug   14.     Aug   15, 


19<Xj.     5:1,52(5—15.     A  $8,5(XJ— $13,500.  other  consid  and  100 

81st  Bt,  No  311,  n  s,  200  e  2d  av,  25x102.2,  5-Bty  stone  front  ten- 
ement. Morris  Abraham  et  al  to  Saml  Einhorn.  Mort  $17,000. 
Aug   7.      Aug  15,   1906.     5:1544—9.      A   $7,00O-$19,00O. 

other  consid  and  100 

81st  st.  No  213,  n  s,  152.6  e  3d  av,  25.6x102.2,  5-sty  brk  tene- 
ment. Saml  Grossmann  to  Henry  Bremer.  Mort  $19,(X)0.  Aug 
2.     Aug   16,   1906.     5:1.527—7.     A  $8,500— $23,000. 

other  consid  and  100 

82d  st.  No  223,  u  s,  305.5  w  2d  av,  25x102.2,  5-sty  brk  tenement 
and  store.  John  Masek  to  Emma  Baum.  Mort  $1(5, 5(X).  Aug  14, 
190(5.     5:1528—12.     A  $8,.500— $22,000.  other  consid  and  100 

82d  st.  No  414,  s  3,  256.6  e  1st  av.  25x102.2,  4-sty  stope  front 
tenement.  Rosa  McMillan  widow  to  Lizzie  Roth.  Mort  $7,(X)0. 
Aug  6.     Aug  13,   1906.     5:1.561—38.     A   $6.000— $12,000.        7,500 

83d  st,  Nos  345  to  349,  n  s,  100  w  Ist  av,  .50x102.2,  6-sty  brk  ten- 
ement and  store.  Jacob  Katz  et  al  to  Chas  Bimberg.  Mort  $52,- 
000.  Aug  14.  Aug  15,  1906.  5:1546—21,  2H4  and  22.  A  $12,- 
(XM)— $ .  other    consid    and    100 

83d  st.  No  447,  n  s,  138  w  Av  A,  25x100.4,  5-sty  brk  tenement, 
Llna  M  Struckhausen  to  Nathan  and  Saml  Levlne.  Mort  .$25,- 
000.     Aug   15.     Aug   16,   1900.     5:1563—19.     A  $5,.500— $20,000. 

other  consid  and  100 

85th  st,  No  414,  B  s,  172.6  e  Ist  av,  29.2x102.2,  4-Bty  stone  front 
tenement.  Lina  Schrader  widow  to  Wenzel  Slezak.  Mort  $11.- 
0(X>.     Aug  15.     Aug  16,  190(5.     5:1564—43.     A  $0,500— $18,000. 

100 

85th  st.  No  422,  s  s,  280  e  Ist  av,  20x102.2,  4-Bty  stone  frpnt 
tenement.  Johanna  Barry  to  Karoline  Reis.  Mort  $7,(X)0.  Aug 
15,   190().     5:1564—39.     A  $4,500— $10,500.     other  consid  and  100 

86th  st.  No  332,  s  s,  420  w  West  End  av,  20x100,  4-sty  brk  dwell- 
ing. Wm  E  D  Stokes  to  Josephine  M  L  Finlay.  Mort  $18,000. 
Aug  10.     Aug  11,  1906.     4:1247-50.     A  $13,00O-$28,0OO.        nom 

88th  st.  No  206,  3  s,  100  e  West  End  av,  17xl(X).8,  3-sty  and  base- 
ment  stone   front   dwelling.      Arthur   W   Bingham   to     Jessie      B 
Bingham    his    wife.      Mort   $14  (XX).      Aug    14.      Aug   15,    1906. 
4:123,5—00.      A    $8,500— $15,(XX).  gift 

91st  st.  No  1(59,  n  s,  125  w  3d  av,  25xl(X).8,  4-sty  stone  front 
tenement.  Ellz  Swezy  and  ano  to  Morris  Siegel.  Mort  $13,450. 
Aug  9.     Aug  16,  1906.     5:1520-31.     A  $11,000— $17,000. 

other  consid  and  100 

93d  st,  Nos  312  to  316,  s  3,  200  e  2d  av,  75x100.8%,  two  6-8ty 
brk  tenements  and  stores.  Hannah  Solomon  to  Isaac  Goldberg. 
Mort  $75,000.  Aug  15,  1906.  5:1555 — 12,  43  and  44.  A  $13,- 
,500—$ .  other   consid   and   100 

95th  Bt,  No  118,  B  3,  199.8  w  Columbus  av,  24.10x100.8,  3-sty  brk 
dwelling.  Ralph  E  Kempner  to  Solomon  Miller.  Mert  $1,000. 
Aug  13.     Aug  14,  1906.     4:1225^1.     A  $12,000— $15,000. 

other  consid  and  100 
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ISKf'  &  Co.  Inc. 

Z/ATIRpN  BUILDINO 


Recently  completed 
UNITED    ENGINEERING    BUILDING 

23  to  25  West  3Sth  St. 
Hale  Sl  Rogers,  Archts. 
Wells  Bros.  Company,  BIdrs. 
SSO.OOO  gray  bricks 
THE    HERMITAGE 

W,  S.  Seventh   Ave.,  25  ft.  S.  of  42d  St 
Robert  O.  Kohn,  Archt. 
Charles  A.  Cowen  &.  Co.,  BIdrs. 
"Pennsylvania  Harvards." 


95th  St,  No  70.  s  s,  80  e  Columbus  av,  20x100.8.  Tj-sty  stone  front 
tenement.  Fannie  S  Katzenberg  et  al  HEIKS  Henry  Stern  to 
Eliz  C  O'Rourke.  Aug  (i.  Aug  10,  1000.  4 : 1 2< t.S— 01  % .  A  .$11,- 
()(H) — .$20.0(X).  other  consid   and  100 

O.'^th  St.  No  lijl.  n  s.  270  e  Amsterdam  av.  IMxlOO.  3-sty  brk 
dwelling.  Henry  A  Laurent  to  Marie  wife  of  Henry  A  Laurent. 
Mort  $14,500.     Aug  10,  100(5.     4:1226—12.     A  $9.000— $17,000. 

gift 

98th  St.  No  40,  s  s,  4.'")0  w  Central  Park  West,  25x100.11,  vacant. 
Release  contract.  Samuel  G  Hess  to  Emil  Loewenthal.  Aug  13, 
Aug  14.  VMiJ.     7:1S:«— 51.     A  $9  000— ifO.OOO.  nom 

Same  property.  Thomas  S  Doyle  to  Emil  Loewenthal.  Mort  $11,- 
050.     Aug  (!.     Aug  14.   lOOtJ.     7;  1833.  nom 

09th  St.  No  254,  s  s.  1.58.4  e  West  End  av,  IG. 8x100.11,  4-sty  brk 
dwelling.  Eugene  Vallens  to  Fanny  L  Crawford.  Mort  $11!,- 
(MXK     Aug  13.     Aug  15.  l!M)li.     7;1870— 57Vi.     A  $8..-)a)— $14,000. 

other  consid  and  100 

99th  st,  No  171.  n  s.  100  w  3d  av,  25x100.11,  5-sty  brk  tenement. 
Samuel  Schendel  to  Sabato  and  Carminela  Capo.  Mort  $1(1,- 
000.     Aug   15.     Aug  IG,   190G.     0:1027—32.     A   $5..5()0— $14,500. 

other   consid   and   100 

OSHh  St,  No  169,  n  s.  125  w  3d  av,  25x100.11,  5-sty  brk  tenement. 
Samuel  Schendel  to  Giuseppa  and  Filomena  Ferrara.  Mort 
$16  000.  Aug  15.  Aug  16,  lOOIJ.  0:1627—31.  A  $5,500— $14,- 
500.  other   consid   and   100 

101st  St,  No  64,  s  s,  130  w  Park  av,  25x100.11,  5-sty  brk  tene- 
ment. Bessie  Gottlieb  to  Susan  Strauss.  Mort  $24  01)0.  Aug 
10.    100(i.      6:160(J— 42.      A   $7. .5(KI— $22,01)0.    other    consid   and    KM 

Same  property.  Susan  Strauss  to  Yetta  Berkowitz.  Mort  $24,000. 
Aug  10,  1906.     6:l<i(lli.  other  consid  and  100 

101st  St,  No  233,  n  s,  125  w  2d  av,  25xl(X).ll.  4-sty  brk  tenement. 
Giuseppe  Masino  to  Giambattista  Campiglia.  May  10.  Aug  14. 
190(J.     6:1651—19.     A  )|;5,CK)0— $10,IM)0.  other  consid  and  KX) 

102d  St,  No  311,  n  s,  175  e  2d  av,  37.6x100.11,  6-sty  brk  tene- 
ment with  store.  Abraham  Kosower  to  Barnet  Chrein  and  Isaac 
S  Harris.     Mort  $42,000.     Aug  10.     Aug  11,  lOOii.     (i:l()74. 

other  consid  and  100 

102d  St,  No  117,  n  s,  202  e  Park  av,  25.6x102.2,  5-sty  brk  tene- 
ment. Isidor  Mishkind  et  al  heirs.  &c,  Hannah  Mishkind  to  Max 
Kamerling.  Mort  $20,(KI0.  Aug  0.  Aug  10,  190(1.  6:1630—9. 
A  $5.5(H1— $16,()(J0.  other  consid  and  100 

104th  St.  Nos  105  and  107,  n  s,  40.10  e  Park  av,  .")0.1xl()0.11,  two 
5-sty  brk  tenements.  Eliza  Hannig  widow  to  Elias  KuUmann. 
Mort  $30.(J00.  Aug  1.  Aug  10,  1906.  6:1632—3  and  4.  A 
JllXKX)— $37,000.  other  consid  and   1(X) 

104th  St.  Nos  180  to  184,  s  s,  100  w  3d  av,  50xl(H).ll,  6-sty  brk 
tenement  and  store.  Nathan  Silverson  to  Noah  S  Sheifer.  Mort 
$50,000.  Aug  5.  Aug  16,  1906.  6:1631—41  to  42.  A  $12,0<M1 
— I .  other  consid  and  10(.) 

105th  st,  Nos  68  and  70.  s  s,  1.30  w  Park  av,  50x100,11,  two  5-sty 
brk   tenements.     Jacob  Glick  to  Louis  Levinsohn.      V4   part,     Mt 

$ .     Aug  10,   19(X1.     6:1610^4  and  45.     A  $15,000— $45,000. 

nom 

105th  st,  Nos  68  and  70,  s  s,  130  w  Park  av,  50x100.11,  two  5-sty 
brk  tenements.     Pauline  Blaustein  to  Jacob  Glick.     Mort  $.59,0(X). 

■  Aug  8.  Aug  10,  IWm.  6:1610—44  and  45.  A  $15,000— $45.- 
000.  other  consid  and   100 

l()8th  st,  Nos  235  to  2.39,  n  s,  200  e  Broadway,  75x100.11,  6-sty 
brk   tenement.      Matilda   May   to   Dora   M   Weil.      Mort   $122,.500. 


Aug  15. 
109th  St. 


Aug  IG,  190G.     7:1880—10. 


A  $33  0(10— $115,000. 

other  consid  and  100 
No  205.  n  s,  110  e  3d  av,  19.10x100.11,  4-sty  brk  tene- 
ment.     Patrick   English    to   Jacob   and   Nathan   Gimpiowitz.      Aug 
15.      Aug   16,   1906.      6:1659—5.      A   $4,,50(J— $10,0(M). 

other  consid  and  100 

109th  st,  Nos  212  to  210,  s  s,  185  e  3d  av.  50x100.10,  6-sty  brk 
tenement  and  store.  Simon  Schwartzberg  et  al  to  Cassel  Cohen. 
Morts  $64,0<X).  Aug  15.  Aug  16,  190(i.  6:1658 — iO.  A  $10.- 
r)<)0_$(;o,(X)0.  other  consid   and  100 

10!)th  St.  Nos  204  and  206,  s  s,  abt  110  e  3d  av,  — x— ,  6-sty 
brk  tenement  and  store.  Cancellation  of  contract.  Reuben  Moss 
with  Libbie  Goodstein.  Aug  13,  1906.  6:16.58 — 13  and  44.  A 
.f8  000—$ .  nom 

llOth  St.  No  334.  s  s,  400  e  2a  av,  25x100.11,  two  1-sty  frame 
buildings,  1-sty  brk  building  and  2-sty  brk  tenement  and  store. 
Jack  Vigorito  to  Marco  Sica.  1-5  part.  Mort  $7,000.  Aug  10. 
1906.      6:1681-36.      A   $5  ()00— $6  000.  600 

112th  st.  No  3,  n  s,  96  e  5th  av,  27x100.11,  5-sty  brk  tenement. 
Abraham  Cohn  et  ai  to  Louis  Epstein.  Mort  $25,000.  Aug  16. 
190(5.     6:1618—5.     A  $11, CM  10— 24.000.  other  consid  and  KX) 

112th  St.  Nos  04  and  iU>,  s  s,  105  w  Park  av,  32.6xl()().ll.  6-sty 
brk  tenement  and  store.  Harris  Richman  et  al  to  Jacob  Etten- 
son    and    Moses    Gootman.      Mort    $46,000.      Aug    15.      Aug    16, 

190(!.      6:1617—42   and   42^^.      A   $9,CKX)— $ . 

other  consid  and  100 

113th  st.  No  303,  n  s,  KM)  w  Sth  av,  25xl(;X).n.  5-sty  brk  tene- 
ment. Frederick  V  Haas  to  August  C  Nanz.  Mort  $23  (XM). 
Aug  15.     Aug  16,   1906.     7:1847—52.     A  $11 000— $28,000.       nom 

114th  st,  Nos  337  and  339.  n  s,  225  w  1st  av,  40x100. 

All  title  to  strip  in  rear  40x0.11. 
6-sty    brk    tenement   and    store. 

Orazio  La   Cagnina  to  Gabriele  Miglionico.     Mort  $.53,7.50.     Aug 
11.     Aug  13,  1906.     6:1686—16.     A  $8,000— $38,000. 

other  consid  and  1(X) 

115th  st.  No  77,  n  s,  53  w  Park  av,  37x76.5,  5-sty  brk  tenement. 
Sidonia  Weiss  to  Knepper  Realty  Co.  Mort  $24.CK)0.  May  10, 
Aug   16,   1906.     6:1621—33.     A  $10,000— $22,.5(X>. 

other  consid  and  1(X) 

115th  st.  No  17,  n  s,  160  v  Madison  av,  25x100.11,  5-sty  brk  ten- 
ement. Hyman  Cohn  et  al  to  Adolph  Biermann.  Mort  $21,000. 
July  30.     Aug  14.  1906.     6:1621—10.     A  $!).0(H)^$22,()00. 

other  consid  and  100 

116th  st,  Nos  408,  and  410,  s  s,  95  e  1st  av,  37.3xl(:«).10,  two  3- 
sty  stone  front  dwellings.     Giuseppina  D  Colio  to   David  Marks 


Realty  Co.      Mort  $24,(XM).      Aug   14.      Aug  15.   1906.      6:1709^3 
44.     A  $8.(M)0— $14,0(X>.  nom 

116th  st.  No  319,  n  s,  82  e  Manhattan  av,  38x100.11,  5-sty  brk 
tenement.  Victor  Heimberger  to  Alex  and  Fanny  Rich  tenants 
by  the  entirety.  Mort  $33,.5W).  July  9.  July  10,  I'.MXl.  7:1943. 
— 22.  A  $21, 0(Mj— $37,1)00.  Corrects  error  in  issue  of  July  14, 
when  lines  were  separated.  other  consid  and  100 

116th  st,  Nos  45  and  47,  n  s,  275  e  Lenox  av,  50x100.11.  6-sty  brk 
tenement   with  store.     Meyer  H  Ullman  to  Sigmund  B  Hauser. 
Mort   ,');(i7,(HM).      July  16.     Aug  11,  1906.     6:1600—13.     A  $25,(J00 
— .f82.6(M).  other  consid  and  100 

117th  St.  Nos  446  and  448,  s  s,  122.11  w  Pleasant  av,  41.11xl(MJ.ll, 
6-sty  brk  tenement  and  store.  Release  mort.  Harris  Mandel- 
baum  and  ano  to  David  Marks  Realty  Co.  July  26.  Aug  14.  1906. 
6:1710—31   and  32.     A   $7,(5(M>— .$ ,  other  consid   and   KX) 

117th  St.  No  321.  n  s.  2.50  e  2d  av.  2.5x100.11,  5-sty  brk  tenement 
and  store.  BenJ  L  Weil  to  Giuseppe  De  Cristotaro.  July  3. 
July  5,  lOCHj.  6:1(589—11.  A  $5,(J00— $16  500.  Corrects  error 
in    issue   of  July   14,   when   lines   were   separated. 

other  consid  and  100 

117th  st,  Nos  446  and  448,  s  s,  122.11  w  Pleasant  av,  41.11xl(K).ll. 
6-sty  brk  tenement  and  store.  David  Marks  Realty  Co  to  Jo- 
sephine De  V  Colio.  Mort  $36,(M)().  Aug  14.  Aug  15  190(5. 
6:1710—32.      A   $7.(500— $14,0(MJ.  other   consid   and   100 

117th  st,  Nos  429  and  431,  n  e  s,  30(5  s  e  1st  av,  37.6x1()0.1().  (1-sty 
brk  tenement  and  store.  Jacob  Till  to  Louis  Rand  and  Bessie 
Bernstein.  Mort  $44.2.50.  Aug  14.  Aug  16.  KMMl.  6:1711— 
Iji.      A   $7.(H)()— $37,000.  other   consid   and   100 

117th  St..  No  322,  on  map  Nos  .320  and  322.  s  s,  27.5  e  2d  av,  runs 
s  KM)  X  e  25  x  s  0.11  x  e  12.(1  x  n  1(K>.11  x  w  37.(1,  (1-sty  brk 
tenement  and  store.  Louis  Shapiro  to  Morris  Jacobovits  and 
Kalraan  Jakobovits.  Mort  $4(),.5tM).  July  31.  Aug  15.  liKXi. 
(1:1688—12.      A    $7..50(>-.f45,0()O.  other   consid   and   100 

llSth'st,   Nos   123y2,  125  and   127  on   map  Nos  125  and   127.  n  s,    ■ 
240  e   Park   av,  50xl(J0.11.   (1-sty   brk   tenement.     Ida   Machiz   to 
Louis   Gordon.    Barnet   Levy   and   Moritz   Gruenstein.      Mort   $45.- 
CMX).     Aug  14.     Aug  15.  KMXl.     6:1767.  other  consid  and  KX) 

Same  property.  Sophia  Moore  to  Ida  Machiz.  Mort  $46,0(X).  July 
27.     Aug  }5,  19(.M5.     6:1767.  other  consid  and  K)0 

119th  st.  No  1.58,  s  s.  100  e  7th  av.  17x100.11,  3-sty  brk  dwelling. 
Clarence  Warden  to  Fortunato  D'Onofrio.  B  &  S.  July  2.3.  Aug 
10,  1906.     7:1903—59.     A  $7,400— $13.tMX). 

other  consid  and   100 

119th  st.  No  515,  n  s,  243  e  Pleasant  av,  20x100.10,  4-sty  stone 
front  tenement.  Giuseppe  Didiodato  to  Rosina  Didiodato  his 
wife.  ^4  of  Vi  part.  Mort  $10,(X10.  Aug  13.  Aug  14.  1906. 
(1:181(5—11.     A  $3,000— $.S..5<X).  other  consid  and  100 

Same  property.  Annie  M  Keenan  to  Giuseppe  Didiodato  and 
Abramo  Fassoni.     Mort  $10,000.     Aug  10.     Aug  14,  190(1.     6:1816. 

other  consid  and  100 

121st  st.  No  234,  s  s,  339  w  7th  av,  18x100.11.  5-sty  brk  tenement. 
Esther  Blumenthal  to  Annie  Aaron.  Mort  $16 .5(M).  July  18. 
Aug  13.    19(Mi.      7:1926—47^4.     A   $7.900— $14.CXI0. 

•  other  consid   and   100 

121st  st,  Nos  ,503  to  507,  n  s,  100  w  Amsterdam  av,  75x95.11,  6- 
sty  brk  tenement.  Emanuel  Heilner  et  al  to  Jos  H  Davis.  Mt 
$27.0(K).  Oct  13.  i;X)5.  Re-recorded  from  Oct  18.  1905.  Aug 
13,    19(X1.      7:1976.  other  consid  and   100 

123d  St.  No  425.  n  s,  274.6  e  1st  av.  16.8xl(X).ll.  3-sty  brk  dwell- 
ing. Mary  F  O'Neill  to  Martin  O'Donnell.  Mort  $3,750.  Aug 
10.      Aug   11.    1!)(«5.      6:1811—12.      A  $3.000— $5,200.  100 

122d  st.  No  208,  s  s,  ia5  e  3d  av.  25x100.11.  5-sty  brk  tenement 
and  store.  Eugene  Levy  to  Saml  Heineman  and  Leopold  Gold- 
stein. Mort  $19,000.  Aug  15.  Aug  1(1,  1906.  6:178C — 16.  A 
$(1,(MX)— $21,000.  other  consid  and  KM") 

122d  St.  No  2.53,  n  s,  87.6  w  2d  av.  14x100.11.  3-sty  stone  front 
dwelling.  Mrs  Katie  Klockmeyer  to  Alfred  Sehacht.  Mort 
.$6,500.  Aug  15.  Aug  16,  1906.  6:1787—19%.  A  .$3,5(X)— $6,- 
(MM).  other   consid   and   100 

124th  st, 
eraent. 


No  5.34.  s  s.  225  e  Broadway.  50x100.11.  6-sty  brk  ten- 
Andrew  J  Larkin   to  Ella  Benner.     Mort   $,S9..5<X).     July 


16.      Aug   13,    1906.      7:1978—53. 


$16,0IX)— $75,0(M). 

other   consid   and   100 
20.x99.ll,  4-sty  brk  dwelling. 
Mort  $35,000.     Aug  10.     Aug 


125th  St.  No  33,  n  s,  390  w  Sth  av, 
Adolf  H  Landeker  to  Wm  J  Kelly. 
11,    190(1.     6:1723—21.     A  .$2S.()(X)— .$32.(M(I).  nom 

125th  st.  No  .545,  n  s,  150  e  Broadway,  25x!)9.11,  5-sty  brk  tene- 
ment. Matilda  May  to  Dora  M  Weil.  Morts  $23,000.  Aug  15. 
Aug   16,   KRK5.      7:1980—8.     A  $8,(X)0— $18,000. 

other  consid  and  100 

126th  st.  No  58,  s  s,  301.8  e  Lenox  av,  1(5.8x99.11.  3-sty  and  base- 
ment stone  front  dwelling.  Chas  F  Minor  to  Jerrv  J  Cohan.  B 
&  S.     Aug  9.     Aug  14,  1906.     6:1723—59%.     A  $(1.0(X)— $12  000. 

other  consid  and  100 

Same  property.  Jerry  J  Cohan  to  Chas  F  Minor.  B  &  S.  Aug  9. 
Aug  14.   19(Mi      <1:1723.  other  consid  and  1(10 

128th  St.  No  2.55.  n  s.  258  e  8th  av.  15x99.11.  3-sty  and  basement 
stone  front  dwelling.  Richard  M  Berrian  to  Ella  S  West.  July 
23.     Aug   16,   1906.     7:1934—11.     A  $5,400— $8,000. 

other  consid  and  100 

131st  St.  Nos  607  and  609,  n  s,  150  w  Broadway,  .50x99.11,  2-sty 
brk  building  and  store  and  vacant.  Thomas  Keitel  to  John  J 
and  Joseph  Flynn.  Mort  $21,000.  Aug  15.  Aug  16.  1!)(M1. 
7:1998—24  and  25.     A  $9,000— $13..5O0.  nom 

131st  St.  No  517,  n  s,  200  w  Amsterdam  av.  25x99.11,  5-sty  brk 
tenement.  Gerald  Fitzgerald  to  Anshel  Garmise.  Mort  $10, (MM). 
Aug  14.     Aug  15.   190(5.     7:198(5-24.     A  $5.(MX.)— $14,000.  nom 

132d  St.  No  38,  s  s.  400  w  5th  av,  15x99.11.  3-sty  stone  front 
dwelling.  FORECLOS.  Arthur  D  Truax  to  Chas  Yung.  Aug 
14.   1906.     6:1729— ,52%.     A  $4..5(X)— .$9,000.  9,100 

Same  property.  Franklin  F  Mayo  to  Franklin  F  Mayo  Co,  of  New- 
ark. N  J.  B  &  S.  July  31,  1!H)3.  Re-recorded  from  Aug  19, 
1903.     Aug  14.  1906.     6:1729.  nom 
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DENNIS  G.  BRUSSEL 

ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT- HEAT- POWER 


The  Brussel  Method  and  organization  is 
devoted  exclusively  to  the  electrical  prob- 
lem of  the  building.  Independent  plants 
installed,  or  wiring  for  street  service.  Write 
for  particulars, 

15  West   29th    Street.    N.  Y. 


other  consid  and  100 
40x09.11,  !)-sty  brk  tenement. 
Blumenkrohn.      Mori    .$;r.,0(KJ. 

other  consid  and  100 


l.'iL'd  St,  Nos  42  and  44.  s  s,  1)0  e  Madison  av.  54x90.11,  two  5-sty 
brk  tenements.  Saml  Levin  et  al  to  Moritz  Ehrenreich,  Moritz 
Gluck  and  Max  Iczkavits.  Mort  $.'I7.L'(KI.  Aug  14.  Aug  l.">,  1901!. 
(!:17r>(!— 47  and  4,S.  A  $12  01(0 — .f3S.(IOO.  other  consid  and  KM) 
l.TM  St.  No  123,  n  s,  24()  w  Lenox  av.  27xO!l.ll.  ."i-sty  brk  tene- 
ment. Isidore  Miller  to  Chas  B  Fraade.  Mort  .$20(K)0.  Aug 
.    15.      Aug   lli,    1900.      7:1018—21.      A   $9,700— .$22,000. 

other  consid   and   100 
133d  St.  No  208,  s  s,  212.0  w  7th  av.  .37.0x90.11,  .5-3ty  brk  tene- 
ment.    Jennie  T  Wells  to  John  T  Mulhall.     Mort  $33,(XHX     Aug 
7.     Aug  14,  1900.     7:1938—43.     A  $14,000— .$3.^,«l00. 

other  consid  and  100 
i;!.")th   St,    n    s.    420   w    Amsterdam    av.    100x90.11,    six    5-sty    brk 
tenements.      Assignment  of  contract  dated  Feb  0,  100.5.     Fleisch- 
mann    Realty   and    Construction    Co   with    Siegfried   Blumenkrohn. 
All   title.      Aug   14.      Aug   15,    1900.      7:19,S,S.  nom 

135th  st,  n  s,  420  w  Amsterdam  av,  40x99.11,  5-sty  brk  tenement. 
Myer  Cohen  et  al  to  Siegfried  Blumenkrohn.  Mort  $35,00<.>. 
July   10.      Aug   15.   1000.     7:1088.  other  consid  and   100 

135th  St,  n  s,  .540  w  Amsterdam  av,  40x00.11.  .5-sty  brk  tenement. 
Myer  Cohen  et  al  to  Siegfried  Blumenkrohn.  Morts  $35,000. 
July   10.      Aug   15.   10(K;.      7:1088.  other  consid   and   1(X) 

135th  St,  n  s,  400  w  Amsterdam  av,  40x09.11,  5-sty  brk  tenement. 
Myer  Cohen  et  al  to  Siegfried  Blumenkrohn.  Mort  .$35,000. 
July  10.  Aug  15,  1900.  7:1988. 
1.35th  St.  n  s,  .500  w  Amsterdam  av, 
Myer  Cohen  et  al  to  Siegfried 
July  10.  Aug  15.  liKlO.  7:1088. 
1,38th  St.  No  120.  n  s.  282  e  7th  av,  26x99.11,  5-sty  brk  tenement. 
Matilda  Henry  to  Louis  Millhauser.  Mort  .$23,000.  Aug  15. 
Aug  10.  1000.     7:2007—13.     A  $10,00(V^$25  000.  nom 

141st  St,  No  .504.  s  s,  125  w  Amsterdam  av.  2.5x90.11,  3-sty  frame 
dwelling.  Mary  Vosburgh  to  Henry  Korn,  N  Y,  and  Fredk  D 
Colcord.  Aug  15.  Aug  10,  1000.  7:2072—38.  A  $0,0(XK-$8,- 
(MJO.  other  consid  and  100 

143d  St,  No  240,  s  s,  32.5  w  7th  av,  25x00.11.  .5-sty  brk  tenement. 
Max  Litowich  et  al  to  Ellas  Feinberg.  Mort  $27,2.50.  Aug  15. 
Aug  10.  I'.WG.     7:2028—47.     A  $8,000— $32,000. 

other  consid  and  100 
144th   St.   n   s,    1.50   w   Broadway,    100x99.11,    two   5-sty   brk    tene- 
ments.    Solomon  M  Schatzkin  to  Michl  F  Burns.     Mort  $120,000. 

Aug  9.     Aug  13,  1900.     7:2001—22  to  25.     A  $11,200—$ . 

other  consid  and  100 
144th  St,  n  s,  150  w  Broadway.  100x99.11.  two  5-sty  brk  buildings. 
Rose  Edelson  and  ano  to  Solomon  M  Schatzkin.  of  Passaic.  N  J. 
Mort   $80,€ai.      Aug   7.      Aug    10   ,1000.      7:2091—40   to   43.      A 

$l<;.00O— .$ .  other  consid  and  100 

•  149th  St.  No  .500,  n  s,  100  w  Amsterdam  av,  17.0x99.11,  3-sty  stone 
front  dwelling.  John  J  Mahony  to  Louis  Biel.  Mort  .$8,000. 
Aug   13.      Aug   15,   1900.      7:2081-25.      A   $4,20tl— $12,.500. 

other  consid  and  100 
152d  St,  No  520.  s  s,  258.4  w  Amsterdam  av,  41.8x99.11.  5-sty  brk 
tenement.     Alex  Levene  to  Michl  F  Burns,   Brooklyn,  N  Y.     Aug 
10.      Aug  13.   19(m;.      7:2083.  other  consid  and   lOO 

1.52d  St,  No  520,  s  s,  2.58.4  w  Amsterdam  av,  41.8x90.11,  5-sty  brk 
tenement.  Michl  F  Burns  to  Alex  Levene.  Aug  10.  Aug  11, 
1900.      7:2083.  other  consid   and   100 

173d  st,  s  s.  137.0  e  St  Nicholas  av,  .37.0x100,  vacant.  Mutual 
Construction  Co  to  John  E  Simons  and  Jacob  C  Harris.  Mort 
.$;!3.0(JO.     Aug  13,   1900.     8:2120.  nom 

Amsterdam  av,   Nos  700  and  702  In    w    cor    04th    st,    40.8x100,    5- 
04th  St.   No  2t)l  I     sty    brk    tenement    and    store. 

Ninety-Fifth  Street  Co  to  Selma  Stahl.     Aug  14.     Mort  $75,000. 
Aug  15,  ItHHi.     4:1242.  other  consid  and  1(X) 

Amsterdam  av.  No  305,  e  s,  52.4  n  74th  st.  runs  e  37  x  n  7.7  x  e 
10.11  X  n  12.8  X  w  03  to  av,  x  s  18  to  beginning.  3-sty  and 
basement  brk  dwelling.  Maude  Saxton  to  Carman  H  Barrett. 
Mort  $23,000.  Aug  7.  Aug  15,  1900.  4:1140-2^4.  A  $11,000 
—$10,000.  other    consid    and    1(X) 

Amsterdam  av,  Nos  704  and  700,  w  s,  40.8  n  94th  st,  40x100,  5-sty 
brk  tenement  and  store.     Ninety-Fifth  St  Co  to  Samuel  G  Hess. 
Mort  $50,000.     Aug  13.     Aug  10.  1900.     4:1242. 

other  consid  and  100 
Amsterdam  av,   Nos  704  and  700,  w  s.  40.8  n  94th  st,  40xl(X),  5- 
sty  brk  tenement  and  store.     Saml  G  Hess  to  Thomas  S  Doyle. 
Mort  .$00,000.     Aug   13.     Aug  10,   190(5.     4:1242. 

other  consid  and  100 
Amsterdam  av,  Nos  2071  to  2075|  s    e    cor    103d    st,    100x45,    5-sty 
103d  st  I     brk   tenement  and   store.      Mor- 

ris Bernstein  et  al  to  Chas  Garfiel.     Mort  $75,000.     Aug  15.     Aug 
10,  19O0.     8:2110.  other  consid  and  100 

Amsterdam  av.  No  1052.  w  s,  24.11  s  142d  st,  25x100,  5-sty  brk 
tenement  and  store.  Rosa  Weiss  to  Max  Weiss.  Mort  .$.3.5.000. 
Aug  13.     Aug  14,  1900.     7:2073—35.     A  $10,000— $19,000. 

other  consid  and  100 
Amsterdam  av    No  32,  w  s,  00..5  s  Cist  st.  20x.80,  4-sty  stone  front 
tenement  and  store.      Rosa   Weiss  to  Max  Weiss.      Mort  .$12,000. 
Aug  10.     Aug  14.  1900.     4:1152—34.     A  $11,000— $20.(K HI. 

other  consid  and  100 
Amsterdam  av,   Nos  712  and  714.  w  s.  40.8  s  95th  st.  40xl(X(,   5- 
sty  brk  tenement   with  store.     Ninety-Fifth  Street  Co  to  Simon 
Strauss.      Mort  $.50,000.     Aug  7.     Aug  10,   190(>.     4:1242. 

other  consid  and  100 
Av  A,  Nos   174  to   180       |  n   e  cor   11th   st,   103.3x05.5,   three  5-sty 
11th  St.  Nos  .503  and  505|     one  4-sty  and  one  3-sty  brk  tenements 
with   stores.      Joseph   Berkowitz  et  al   to   Henrietta   Fisch.      Mort 
110,(«IO.      April   .30.     Aug   10,   1906.     2:40.5—1   to  4   and  50.      A 
$(18,500- $93,000.  other  consid   and   100 

Av  A,  Nos  174  and  170  l|  n    e    cor    11th    st,    51.7x05.5,    one    5,    one 
11th  st,  Nos  .501  to  .5051    3    and    two    4-sty    brk      tenements      and 
stores  and  4-sty  brk  tenement  in  rear.     Release  mort.     Sadie  L 
Lowenstein   to  Henrietta  Fisch.      Aug  11.      Aug  10,   1000.     2:405 
—1,   2   and  .50.      A   .$38,.50()— .$51,0(X).  nom 

Av  A,  No  1(.I14     I  n   e    cor   55th   st,    25.5x70.8,    .5-sty    brk    tenement 
,55th  St.   No  501 1     and  store.      Preston   Realty  Co  to  Harry  Lessem 
and   Isaac   Tiplitzky.      Morts   $20,250.      Aug   15,    lOOO.      5:1371— 
38.      A   $11.500— $24. (K 10.  other  consid  and   1(X) 

Av  A,  No  204,  e  s.  118.0  s  17th  st,  10.0x95.fi,  5-sty  brk  tenement 
and   store.      Josephine    D   Kumpf    EXTRX   Hugh   Doherty   to   Mo- 


ses Selig.     Aug  2. 


Aug  15,  1900.     3:074—3. 

Av  A,  Nos  1233_to  12451  s  w   cor  07th   st,   2<X).10  to   (JOth   st,   xl 
(;(ith  St.   No  435  I     five    0-sty     brk    tenements    and       stoi 


A  $0  800— $11,000, 
other  consid  and   100 

aoo, 

tores. 

Oithst,   No  4.30  I     Saml   Mandel   et   al  to   Clementine  M   and 

Milton    M    Silverman.      Mort    .$250,(K;kJ.      Aug    2.      Aug    15,    lOOO. 
f>:l-t(>l-  other   consid' and  100 

Av  A,  No  1237.  w  s,  40.5  n  OCth  st,  40x100,  (i-sty  brk  tenement. 
Clementine  M  Silverman  et  al  to  Ullmann  Realty  Co.  Mort 
.$.50,(AI0.      Aug  14.     Aug   15,   19O0.     5:1401. 

other  consid  and  100 

Av  A.  Nos  1233  and  1235|  n  w  cor  GOth  st.  40.5x100,  O-sty  brk  ten- 

00th  st,   No  435  |     ement  and  store.     Clementine  M  Silver- 

man et  al  to  Ullmann  Realty  Co.     Mort  $05,000.     Aug  14.     Aug 
15.   1900.     5:1401.  other  consid  and  100 

Ay  B.  Nos  275  and  277]  n    e    cor    IGth    st,    42x93,    three    5-sty    brk 

Kith  st.   No  (iol  I     tenements    and    stores.      Davis      Berkman 

et   al  to   Abraham   Fielman   and   Louis   Routman.      Mort  .$41  ,.500 
Aug  10.     Aug  10,  1000.     3:984—1,  2  and  5.     A  $15,.5(XI— .$20.0(JO. 

other-  consid    and    KMl 

Broadway,  No  2100,  n  e  cor  70th  st,  20.4x8!l.0x25.(ix83,  vacant. 
Amsterdam  Realty  Co  to  Joseph  W  Jones.  Mort  $40,000.  Aug 
0.      Aug   10,   1000.     4:ll(i8— 21.     A  $48,00(J— $48,0(X).  100 

Broadway,  No  372,  e  s,  100.8  n  Franklin  st,  25.1x150.2  to  w  s 
Courtlandt  alley,  5-sty  brk  loft  and  store  building.  Herman 
King  et  al  to  Carson  C  Peck  of  Brooklyn.  Mort  $1(I4,(M>(_».  Aug 
7.     Aug  10,  1900.     1:172-5.     A  $112.(_;(X)— $138  000. 

other   consid   and   100 

Broadway,  s  e  cor  120th  st.  runs  e  10.1  x  s  18.8  x  n  7.4  to  Broad- 
way. X  n  12.(i  to  beginning,  gore,  vacant.  PARTITION.  Jos 
C  Levi  ref  to  Anna  Fellman.  Aug  14.  Aug  15,  190(1  7:1980 
— f)0i4.      A    $2,50O-$2,.5O0.  1.000 

Bowery,   No   183  |   n    e    cor    Delancey    st,    25x05x25x02.10. 

Delancey  st,  Nos  2  and  4|  5-sty  brk  building  and  store.  Dwight 
H  Corwin  to  Lucy  E  Pettit  an  undivided  share.  B  &  S.  April 
(i.      Aug   IG,   1!X)0.     2:425—1.     A  $35,000— $55  0(Xt. 

other  consid  and  100 

Columbus  av,  Nos  441  to  440|  n    e    cor   81st    st.    102.2x100,    12-sty 

81st  St.   Nos  51   to  57  |     brk  and  stone  hotel.  Hunter  Wykes 

to  Moseley  Hotel  Co.     Mort  $041,(j00.07.     Aug  14,  1900.     4:1105 
—1.     A  $ltHMK)0— P  .$0(KJ(IOO.  other  consid  and  100 

East  End  av,  No  122,  or|  w   s.  21.2  n  85th  st,  27x98.9,  4-sty  stone 

Av   B  I     front    tenement.      Edward     Downey      to 

Catharine   Smyth.      Mort   $12,000.      Aug   15,    1900.      5:1.582—24 
A  .$8.(HI0— $17,0(X).  other  consid  and  100 

Kingsbridge  road  or  Broadway,  w  s,  0,220.11  n  1.50th  st,  runs  w 
404  X  n  138.9  x  n  e  458.0  to  road  x  s  138.2. 

Kingsbridge  road,  w  s,  at  n  s  land  hereinbefore  described,  runs 
w  2408   to   c   1   New   st,   x   n   (57.3   x   e  240  to   road,   x  s  50  to 


beginning. 

James    C    Holmes    to    Wm    F    Connor. 

Aug  15,  19tKi.     8:2180. 


Mort    $50,000.      Aug   8'. 
other  consid  and  100 

Lenox  av.  No  5.52,  s  e  cor  1.38th  st,  99.11x100,  7-sty  brk  tene- 
ment and  store.  Frank  Frankel  to  Minnie  Levin.  Morts  .$209,- 
2(K).  Aug  10.  Aug  10,  1900.  0:1735—69.  A  $55,tKlO— $2.5(J,- 
t)00.  other  consid'  and  100 

Madison   av        |  n  w  cor  55th  st,  08x25,  4-sty  brk  dwelling.  Laura 

55th  -St.  No  29|  D  Sherman  and  ano  EXRS  Fredk  J  Nott  to  Kate 
A  Brennan.  July  20.  Aug  14,  1900.  5:1291—17.  A  $90  000— 
$95,000.  90,000 

Madison  av,  Nos  1033  and  1035]  n   e   cor   109th  st,   .50.11x100,   fi-sty 

109th  st,   Nos  51   to  57  |     brk    tenement    and   store.      Chas   I 

Weinstein  to  Lewis  Samuels.     Mort  $88  (JOO.     July  19.     Aug  14, 
1000.     0:1015.  other  consid  and  1(X) 

Same  property.  Release  mort.  Isaac  Lowenteld  to  Chas  I  Wein- 
stein.    July  31.     Aug  14,   19(J(5.     0:1015.  18,.500 

Madison  av.  Nos  l(i39  and  1041,  e  s,  50.11  n  109th  st,  .50x100,  0- 
sty  brk  tenement  and  store.  Chas  I  Weinstein  to  Lewis  Samuels. 
Mort   $(iO.O(JO.      July   10.      Aug   14,   1900.     0:1015. 

other  consid  and  100 

Same  property.  Release  mort.  Isaac  Lowenfeld  to  Chas  I  Wein- 
stein.     July   31.      Aug   14,    19tK;.      0:l(il5. .  18,500 

Park  av.   No  .540       |   n    w    cor   01st    st,    l(K).5x57.0,    vacant.      City 

Gist  st,  Nos  5.5  to  59|  Real  Estate  Co  to  Five  Hundred  and  For/y 
Park  Avenue,  a  corporation.  B  &  S.  Mort  $125,000.  Aug  9. 
Aug    10,    1900.      5:1370—30.      A    $125.000— $125,000.  nom 

Park  av.  No  1712,  w  s,  24.11  s  120th  st,  runs  w  ,30  x  3  0.2  x  w 
.59.11  x  s  25.2  x  e  89.11  to  av  x  n  2.5. .5  to  beginning,  5-sty  brk 
tenement  and  store.  Bernard  Golden  to  Yetta  Sloves.  Mort 
.$14.(X)0.  Aug  6.  Aug  10,  1900.  0:174(5—30.  A  $7,O0O-$19,- 
000.  nom 

Madison  av.  No  (574,  w  s,  25.5  n  01st  st.  25. .5x73. 4,  with  strip 
adj  on  w.  4-sty  stone  front  dwelling.  Elizabeth  C  Gardiner 
to  Georgia  Development  Co.  July  27.  Aug  15,  1900.  5:137(5 — 
15.     A  .$75,000— $82,000.  other  consid  and  100 

Madison  av.  No  990|  n   w    cor   77th   st,    15x82.2,    5-sty   stone   front 

77th  st.  No  .35  |  tenement  and  store.  Chas  A  Stein  to  Sol- 
omon May.  Mort  .$48,000.  Aug  14.  Aug  15,  1000.  5:1302—17. 
A   .$.53,(HMI— $05.(MHK  other  consid  and   1(X) 

Morningside  av  East,  No  111.  e  s,  29  s  124th  st,  23.9x88,  5-sty 
brk  tenement.  Theo  Bingenheimer  to  Herman  Brand  and  Julius 
Felsenthal.  Morts  $18,500.  Aug  1.  Aug  15,  1900.  7:19.50—02. 
A  $10,5(.M)— $18tK)0.  other  consid  and  100 

Riverside  Drive,  No  140,  e  s,  25  s  87th  st,  23x100,  4-sty  brk 
dwelling.  Edith  E  wife  of  and  John  H  Hanan  to  Josephine  B 
Martin.  Mort  .$43,000.  Aug  9.  Aug  10,  1900.  4:1248— .58.  A 
$20,000— $55,000.  nom 

Riverside  Drive,  n  e  cor  137th  st,  runs  n  —  to  c  1  blk  x  e  14  x  s 
99.11  to  137th  st,  X  w  15,8  to  beginning,  vacant.  Chas  W  Ridg- 
wav  et  al  to  Transit  Realty  Co.  Q  C.  Jan  0,  1005.  Aug  10, 
19f»0.      7:2080.  nom 

West  End  av,  No  237,  w  s.  19.5  s  71st  st.  17x82,10,  5-sty  brk 
dwelling.  Calvin  A  Stevens  and  ano  TRUSTEES  Calvin  Stevens 
to  Grace  A  wife  of  Wm  S  Sterns.  July  27.  Aug  15.  190G. 
4:1182— 35y2.     A  $8,000— $19,000,  23,500 
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Cooper  Iron  Works 

>  JOHN  COOPER,  Proprietor 

Works :  Emmett  Street  &  Avenue  D,  Newark,  N.  J. 
New  York  Office :  1  Madison  Avenue 


IRON  and  STEEL  WORK 

FOR 

BUILDINGS,  BRIDGES,  &c. 


West   End  av   ]  n   e  cor   70th   st.   17x70,   3-sty  brk  dwelling.      Vir- 

70th  St,  No  l!7r)j     ginia   E   Verplanck  to  Thomas   Ogle.      Mort   |1"2,- 

C(H>.     July  2.-).     Aug  IG,   190(J.     4:1102—1.     A  $10,000-*iy,(-KX>. 

nom 
1st  av.   No   ()3.">,   w   s,   74   n   30th   st.   24..Sx.S0.   H-sty   brk   tenement 
and  store.     Mark  Jalonack  to  B  M  Weil  Realty  Co.     Mort  $10,- 
000.     Aug  1"),   1900.     3:942—30.     A  |9,000— $1.").W0. 

other   consld  and    100 
1st  av.  No  830,  e  s,  75.10  s  47th  st,  25.3x00,  5-sty  brk  tenement 
and  store.     Saml  Blumberg  to  Alfred  Frankenthaler.     Mort  $10,- 
000.     Aug  9.     Aug   15,   ILIOO,     5:135.H— 50.     A   .1:7,5<XM!1^.'^HK>. 

other  consld  and  KX) 
1st  av.   No  2.^00,   e   s,   125.S  s  119th  st.   25.8x!>4,   4-sty   brk   tene- 
ment and   store.      Giuseppe    Franco   to  Giuseppe   G   and   Giuseppe 
Zibelli    and    Francesco    Amodio.      Mort    .');14..)IK).      Aug    15.      Aug 
10,   1900.     0:180(j— 3.     A  .'fl^nOO — $13,500.       other  consid  and  loO 
1st   av.   No   1317,   w  s,   50.4  s  71st   st,  25x75,   4-3ty  brk   tenemeiit 
and  store.      Louis   Poborsky   to   Antonle   Bohaty.      Mort   $10,400. 
.Aug   15.      Aug   10,    1900.      5:1445-28.      A   $8,(N)0-$15.(XH>. 

other  consld  and   HX) 
1st  av,   Nos  1941  and  1943  |n    w   cor    lOOth    st,    03..5xllN»,    two    0- 
100th  st,  Noa  339  to  345  |     sty      brk      tenements      and      stores. 

Charlotte  Klein  to  Gianbatista  Gauzza.     Mort  $94,150.     Aug  15. 
Aug  10,   190(i.     0:1072.  nom 

1st  av,  No  830.  e  s,  75.10  s  47th  st,  25.3x60,  5-Bty  brk  tenement    . 
with    store.      Bella   Glaser   to    Samuel    Blumberg.      Q   C.      Aug   9, 
Aug  10,   1900.     5:1358—50.     A  $7,500— $12,000. 

other  consid  and  100 
1st  av.  No  S3G,  e  s,  75.10  s  47th  st,  25.3x60,  5-sty  brk  tenement 
■with  store.  FORECLOS.  Adolph  Stern  ret  to  Samuel  Blumberg. 
Aug  9.  Aug  10,  1900.  5:13.58—50.  A  $7,5(H>-$12,(.KHJ,  18,100 
1st  av,  No  1108,  e  s,  75.5  n  00th  st,  25xl(X),  1-ety  frame  build- 
ing. Edward  Bolger  to  Gustave  and  Saml  Wacht.  Mort  $0,(X>0. 
Aug  15.     Aug   10,   1900.     5:1455 — 1.     A   $S,(:KX)-.$8,(X)0. 

other  consid  and  100 
2d  av.  No  008,  e  s,  123.5  s  34th  st,  24.9x.8<X  5-sty  brk   tenement 
with   store.      Mary  Lysaght   to  Frank   Beck.     Mort  $8,000.     Aug 
9.     Aug  11,  1900,     3:939—3.     A  $10  500— $21 OOO.  nom 

2d  av.  No  2IHJ0,  e  s.  25.9  n  lOGth  st,  25x75,  4-8ty  brk  tenement 
with  store.  Israel  Sachs  et  al  to  John  Sbarboro.  Mort  $15,000. 
Aug  1.     Aug  11,  1900.     0:1078-2.     A  $0,500— $14,000. 

other  consid  and  100 
2d  av.  No  2132,  e  s,  50.8  s  110th  st,  25x75.  4-sty  stone  front  ten- 
ement   and    store.      Cancellation    of    contract,    &c.      Abraham    M 
Nachbar  to  Nicola  Silverstro.     Aug  10.     Aug  13,  1900.    6:10J!!1— 
51.      A  .l;0,.5flO— $11,000.  nom 

2d  av.   No   1.394  le  s,  76.2  n  72d  st,  runs  e  25  x  8  76.2  to  72a 

72d  St.  Nos  303  and  305  |  st  x  e  OO  x  n  102.2  x  w  85  to  av  x  s  20 
to  beginning,  three  4-sty  stone  front  tenements  and  stores. 
Peter  J  McNulty  and  ano  EXRS  Henry  M  Bennett  to  Walton 
Realty  Co.  Aug  9.  Aug  16,  1900.  5:1447—4,  3  and  2.  A 
$28  ."'.00— $52,000.  75,(XW 

2d  av.  Nos  1277  and  12791  s   w   cor   67th   st,   41.11xl(M»,   O-sty      brk 
67th  st,   No  250  |     tenement    and    store.      Release      mort. 

State  Bank  to  Abram  L  and  Chas  Libman  and  Wm  C  Horowitz. 
Aug  13.     Aug  14,  1906.     5:1421.  20.0<X) 

Same    property.      Release    mort.      State    Bank    to    same.      Aug    18. 

Aug  14,   1906.     5:1421.  5,000 

2d  av.  Nos  2.330  and  2332,  e  s.  CO.ll  s  120th  st,  40.xS0.  two  4-sty 
brk  tenements  and  stores.  Alfred  L  M  Bullowa  et  al  to  Jacob 
Levy  and  Leon  Rubinstein,  Brooklyn,  N  Y,  Morts  $18,.5(X>.  Aug 
15.     Aug  10,   1900.     0:1790—53  and  .54.     A  $12,(.MX>— $19,000. 

other  consid  and  100 
2d   av.    No   385,   w   s,   48.10  n   22d   st,   25.lx04.x25.2xtM,   4-Bty   brk 
tenement  and  store.     Eliz  M  Hochhausen  to  Chas  R  and  Edw  C. 
Sommer.      Mort    $13.0tK1. .    Aug    15.      Aug   16,    1906.      3:903—29. 
A  $12,.5(Xl— $16  01H).  100 

2d  av.  No  2214,  e  s,  40  11  s  n4th  st,  20x,SO,  4-sty  stone  front 
tenement  and  store.  Abraham  M  Nachbar  to  Wolf  and  Abra- 
ham Epner.  Mort  $10,000.  Aug  15.  Aug  16,  1906.  6:16,S5 
—53.     A  .$6,000— $10  000,  other  consid  and   10:1 

2d  av,  Nos  2410  to  2414,  e  s,  40  s  124fh  st,  00x80,  three  3-sty 
stone  front  tenements.  Abraham  Nevins  et  al  to  Morris  Fried- 
man and  Elias  Smith.  Mort  ,$20..50O.  July  31.  Aug  16,  1906. 
6:1800—51,    52    and    53.      A    $18,000— $24,tH)0. 

other    consid    and    100 
2d  av,  Nos  1277  and  12791  s    w    cor    07th    st,    41.11x100,    O-sty    brk 
67th  st.   No  2.50  |     tenement    and    store.       Abram    L    Lib- 

man  et  al  to  Fajbush  Libman  Vz  part  and  Julius  Bachrach  % 
part  and  Wm  Bachrach  %  part.  Mort  $t;5,00(.>.  Aug  14.  Aug 
15,  1901).     5:1421.  other  consid  and  lOO 

2d  av.  No  1909,  w  s,  70  s  99th  st,  28x100,  5-Bty  brk  tenement 
and  store.  Ellen  Gallagher  to  Daviid  S  Kalman.  Mort  $13,500. 
Aug   14.      Aug   15,   1906.      6:1648—25.     A  $9,(MK>  and   $17,500. 

other    consid    and    KX) 
2d   av.   No   20<;9,   w   s,   75.11   n   IWth   st,   25x75,    4-sty   brk   tene- 
ment and  store.     Elias  Nitzberg  to  Julius  Padve.     Mort  $15,200. 
Aug  15,  1900.     6:105«— 24.     A  $6,500— $14,000. 

other  consid  and  100 
2d   av.   No   1907,   w  s,   78  n  9Sth   st,  25.10x75.   5-siy   brk   tenrment 
with  store.     Saml  Hess  et  al  to  David.  P  Kalman.     Mort  $15,01X1. 
Aug  1.     Aug  11,   1906.     6:1648—24.     A  $7,0110— $14,(K10. 

other   consid   and    100 
3d   av.   No   2.343.   e   s,   22   n   127th  st,   28x80,   4-sty   brk    tenement 
and   store.      Anton   Hedbavny   to   Karoline   Kruser       Mort    .f24  - 
(WO.     Aug  15.     Aug  16,   1900.     6:1792—2.     A  $20  01  )0— .$26,000. 

o'hcr  consid  and  10:1 
3d  av,   Nos   1551   and  15.53|n    e    cor    S7th    st,    .50x90,,    two    2-sty 
87th  st,  Nos  201  to  205  [     frame,    one    2-sty    brk    and    one    3-sty 

brk  tenements  and  stores.  Aaron  Goodman  to  Meyer  Frank. 
Mort  $66,100.  July  1.  Aug  16,  1906.  5:1533—1.  A  $35  0IH»— 
.$40.0(X).  other    consid    and    100 

3d  av.  No  535,  e  s,  74.1  s  36th  st.  24.8x125,  tl-sty  brk  tenement 
and  store.  Virgilio  R  or  Virgil  R  Gazzo  to  Chas  Edgar.  Mort 
.¥35,000.  June  28.  Aug  15,  1906.  3:916—04.  A  $20.000— $45,- 
000.  other  consid   and   100 

3d  av.  No  535,  a  s,  74.1   s  3Cth  st,  24.8x125,  O-sty  brk  tenement 


and   store.     Chas  Edgar  to  Emanuel   A,  Gardner.     Mort  $35,000. 
Aug    14.      Aug    15,    ]9(XJ.      3:910—04.  '    A    $2O,0OtK-$45,OO0. 

other  consid  and  100 

3d  av.  No  .590,  n  w  s,  (J3  9  %  w  39th  st.  25.3x100,  5-8ty  brk  ten- 
ement and  utore.  Saml  Schnaper  to  Mary  Lysaght.  Mort  $20,- 
000.      Aug   14.      Aug    15,    19(XJ.      3:8»4-46.      A    $20,0(.)l>— $33,000. 

other  consid  and  100 

8d  av,  No  1875.  •  a,  75.7  s  104th  st,  24.10x110,  5-8ty  stone  front 
tensment  and  store.  LIppe  Schelnhous  et  al  to  Morltz  and  Al- 
fred Well.  Mort  $26  000.  Aug  13.  Aug  15.  1!X)0.  6:10,53—48. 
A  $12,000— $20, (NIO.  other  consid  and  100 

3d  av,  Nos  1703  and  ]7(>5  Is  e  cor  98th  st,  5<J.9x83.9,  two  5-sty  brk 

9Sth   st.    No   21.(0  I     tenements      and      stores.       CONTRACT. 

Chas   H   Potter  with 'Isaac  A   Benequit.      Mort  $,50  .5<M).      July   10. 
Aug   14,   liKIO.     6:1647—45  and  46.      A   $23,.5(X^-$41.fKlO.       67..500 
30 


6th   av,   Nos  33  to 

4th   st 

Cornelia  st.   Nob  2  to  8 


w  8,  at  3  w  8  4th  st,  runs  s  10.5  x  w  and 
n  —  X  —  to  Cornelia  st,  x  n  115.5  to 
4th  st  X  8  e  8.11  to  beginning,  four  2 
and  three  2-Hty  brk  and  frame  tenements  and  stores.  Mary  D 
Presslnger  to  James  Llssner.  Mort  .$.30,<XK>.  July  31.  Aug  15, 
1!MX5.     2:589—23,  25,  26  and  27.     A  .$40.00O— $50,(XK1 

other  consid  and  100 

Same    property.      James    Llssner   to   Lingia    Cavnlato,    Leah   Gold- 
stein   and    Betsy    Rosenberg.      Mort    $65,000.      Aug    15    ,1900. 
2:,58;».  other  conaid  and  100 

0th  ftT,  No  (X>8,  e  8.  49.3  s  36th  st,  24.8x02.6,  4-8ty  brk  tenement 
and  store.      James  D  Tiieston  to  Saml  C  Bennett,   Weston,  Mass, 

and  Roger  F  Sturges,  Boston,  Mass.     Mort  % .     June  20.     Aug 

14,  1!X)6.     3:8;;57— 89.     A  $54,0(X)— $.59.(XK.».  nom 

7th   av.   No  732  '  |  w   8,   112.6  n   48th   st,  22x128.5   to 

Broadway,    Nos   1(X>4  and  1006  |     Broadway,   x42. 11x121.1,    l-sty  brk 
store.      Robert    A   Grannls   to   Sarah   A   G   Skinner.      7-48   parts. 
B    &    S.      Aug    1.      Aug    10,    1906.      4:1020-34.      A    $130,000— 
$132,(Xt0.  100 

8th  av,  No  2019,  w  s,  59.5  8  140th  st,  27x100,  5-sty  brk  tene- 
ment and  store.  Sophia  Oppenheimer  to  Henry  Arnsteln.  Mort 
.$34,000.  Aug  15.  Aug  10.  1906.  7:2042-16.  A  $9,800— $26,- 
0()0.  other  consid  and  100 

9th  av,  Nos  855  and  857.  w  s,  55.5  a  50th  st,  45x100,  two  G-sty 
brk  tenementB  and  stores.  Meyer  Freeman  et  al  to  Arthur 
Price.  Mort  $57,000.  July  26.  Aug  16,  1906.  4:10<i,5— 3K  and 
34.     A  $25. .500— $52,000.  other  consid  and  100 

9th  av.  No  Wl\  n   e   cor   43d   et,    16.9x.59,   4-6ty   brk    tenement   and 

43d  St.  No  359!  ^tore.  John  F  Nugent  et  al  HEIRS,  &c,  John  Nu- 
gent to  Philip  McGovern.  Mort  $8,000.  Aug  14,  ItKJO.  4:ia34 
—1.      A  $15,(KK>— $23.CKK1.  other  consid  and  100 

10th  av.  No  161,  a  w  s,  09  s  w  20th  st,  22.10x100,  4-sty  brk  tene- 
ment and  stere.  Christina  Jaeger  to  James  McVlcker.  Mort 
$12,000.  Aug  15.  Aug  10,  19(.16.  8:691—33.  A  $11,Ik:m)— $17,- 
.5(K).  other   consid    and    100 

10th  av,  Nos  .543  and  .545,  w  b,  74,1  n  40th  st,  49.4x100,  two  5- 
sty   brk   tenements   and   stores. 

42d  St.  No  308,  s  B,  150  w  8th  av,  25x9^;  9,  5-3ty  brk  tenement 
and  store. 

Also  Klngsbridge  road,  late  road  from  Kingsbrldge  to  Williams- 
bridge,  B  B,  lOO  e  road  from  Fordham  to  Kingsbrldge,  150xl62x 
205x125,   vacant. 

Plot  begins  at  n  e  cor  lot  hereby  intended  te  be  conveyed,  dis- 
tant 78  w  lane  running  from  Wllllamsbridge  road  to  land  Bai- 
ley, runs  w  100.11  x  s  100  x  e  lOO  x  n  100. 

Childe  H  Childs  to  Herbert  H  Childs  and  Gwladys  C  Barber. 
Apr  10.  Aug  14.  llHHi.  4:1(H!9— 32  and  33.  A  $26,000— $42,(M)0. 
4:1032— ,■».      A   $20.(K  10— ,$34,000;    12:32,56  and  3260.  nom 

Interior  plot  62.10  w  Jackson  st,  and  16.2  s  Front  st,  runs  w 
12.2  X  s  19.6  X  e  12.2  x  n  19.6  to  beginning,  part  2  and  3-sty 
brk  shop.  Henry  D  Often  to  Smith  Ely.  July  14.  Aug  15, 
1000.      1:243.  SOO 

BOROUeR    OF    TEE    BRONX. 

Under  this  head  the  •  denotes  that  the  property  la  located  In  tht 
new  Annexed   Distrlet   (Aet   ef   1895). 

•Bronx  Terrace,  w  s,  being  lots  1236  and  1237  on  map  Wake- 
field, 138xl80xl.30xl8<J.  Leo  Levinson  et  al  to  Aron  Wein- 
berger.     Mort   $2,8(10.      Aug  4.     Aug  16,   1906. 

other  consid  and   100 

'Catherine  st.  n  w  s,  2.50  n  241st  st,  50x100,  Washingtonville. 
Anton  Eggert  to  Oliva  Eggert  his  wife,     Aug  10.     Aug  11,  llKXi. 

other  consid  a'nd  100 

*Catherlne  Bt,  n  w  s,  200  n  e  Kossuth  av.  27x— x45xlOO,  South 
Washingtonville.  Edw  L  E  Phlpps  to  Sallie  Moore.  Aug  9. 
Aug   14,   ItKK!.  nom 

Elsmere  pi,  b  b,  813  3  w  Southern  Boulevard.  SCtxlOO,  vacant.  Re- 
lease mort.  Fred  Kuser  to  Wm  C  Egan.  July  30.  Aug  11, 
19(M1.      ll:2!Hi0.  nom 

*Ferrls  pi,  s  w  s.  at  line  bet  lots  29  and  30.  runs  s  w  117.7  x  n 
w  21.9  to  B  e  s  Westchester  av,  x  n  e  114.4  to  pi,  x  s  e  28.1  to 
beginning.  Annie  Smith  to  Marcus  Nathan.  Mort  $4,000.  Aug 
4.     Aug   11.   inoo.  other  consid  and  100 

•Fillmore  st.  w  s,  1.50  s  Morris  Park  av.  25il(M).  2-sty  frame 
dwelling.  Hvman  Blau  et  al  to  Matilda  L  .^Ibrecht.  Mort 
$3,280.      Aug    15.      Aug    16,    IfKHi.  other   consid   and    100 

•Fillmore  st,  e  s,  100  n  Columbus  av.  25x100.  Jos  C  Luke  to 
Bertha  M  Wobbeklnd.     Mort  $3,500.     Aug  15.      Aug  10,   1906. 

other  consid  and   100 

Fox  St.  Nos  1185  and  1187,  w  s.  877.1  n  Home  st,  51.1xl00.11x 
37x100.  6-sty  brk  tenement.  Chas  Katz  to  Josie  Ernst.  Mort 
$47,250.     Aug  14.     Aug   10,   19CHj.     11:2974.  other  consid  and   100 

*George  st,  e  s,  1(X)  n  Dudley  av,  45.6x151.5x24.11x1.50,  Percy 
S   Dudley  to   Samuel   Speere.     Aug  14.     Aug   16,   191K). 

other    consid    and    1(X) 

•George   st.   w   s.    100  n    Dudley   av,   52.6x100.11x66.3x100.  I 

Harrington   av    n   b,   75  w  MapeE  av.  25x100.  | 

Percy   S   Dudley   to   Sarah   A   and   Charlotte   I   Alwell.      Aug   14. 
Aug    16    19<Xi  other   consid  and   100 


The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved.         Notice  is  hereby  given  that  Infringement  will  lead  to  proBecution. 
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THE  CHARLES  H.  SMITH  CO.  Selling,  Renting,  Collecting 

REAL    ESTATE  MO  Van  Siclen  Ave.,  Brooklyn 


East  New  York  (26th  Ward)  Property^ 
Specialty  Send  Particulars 


Home  St,  No  1152,  s  s,  21.3  e  Fox  st,  2UxSU.2x20.lx77.ll,  3-sty 
frame  teuement.  Florence  Stolz  to  Caroline  Bloch.  Mort  $3,- 
OUU.     Aug  15,  lilOO.     10:2719.  other  consid  and  100 

*Hobart  st,  w  s,  3!)5  n  Kingsbridge  road,  50x102.  Frldolin  We- 
ber to  Chancey  B  Nichols.      Aug  0,     Aug  15,    I'JOIi. 

other  consid  and  100 

Hoe  St.  No  1]()2,  c  s.  2041  s  Home  st.  75x100,  2-sty  frame  dwell- 
ing and  vacant.  Annie  Kirk  to  Francis  Kirk.  Mort  .f5,0OU., 
Aug  15,   l!l(Hi.      10:2752.  other  consid  and   lOO 

*IVlatilda  si,  n  w  s,  2.50  s  230th  st,  50x100,  South  Washingtonville. 
John  W  FiULke  to  Anton  Soikop.  Mort  $2,.S0U.  Aug  )S.  Aug 
11,   lOOl).  •  other  consid  and   100 

*Oak  st,   e   s,   200  s   Kingston  av.   ItKlxlOO.  | 

Oak  st,  e  s,  ,".(XI  s  Kingston  av.   lOUxlOII. 

Chestnut  st,   w  s,  300  s  Kingston  av,   lOOxlOO.  I 

Cedar  st,  e  s,   100  n  Syracuse  av,  lOUxlOU.  1 

Thomas   Gilleran   to   N  Y  Westchester  &  Boston  Railway  Co.      Q 
•     C.     Aug  1,S,   10U5.     Aug  15.  lOUO.  '  nom 

*Sound  View  pi,  w  s,  lllO  n  242d  st.  50x100.  James  T  Penfield  to 
Richard  Kelly.     July  21.     Aug  10.   lOOIi.  100 

*Washington  st,  n  s,  abt  10  e  Washington  pi,  25x105.2.  Hud- 
son P  Rose  to  John  H  Wood.     Aug  0.     Aug  10.   1000.  nom 

*Williara  st,  w  s,  125  n  Dudley  av,  7.5x82. llx75xU5.  Percy  S 
Dudley  to  Hermann  Jacobs  and  Jolin  Sendele.  Aug  11.  Aug  10, 
1000,  other  consid  and   100 

♦William  st.  w  s,  100  n  Dudley  av-,  25x05x25. 4.x99.  Percy  S  Dudley 
to  Carl  Sentz,   Hoboken,  N  J.     Aug  14.     Aug  10,  1900. 

other   consid   and    lOO 

*3d  St.  s  s,  1.50  w  Av  D,  25x103,  Unionport.  Florence  S  Crosby 
to  John  Cook.     July  20.      Aug  11,   1900.  nom 

*4th  St.  s  w  cor  Ruskin  st,  30.10x119.5x31x120.0,  Williamsbridge. 
John  G  Davis  to  Frank  Tofano.     Mort  ,$.500.     Q  C.     June  8.     Aug 


14.    VMM;. 
5th   St.   s   e   cor   Av   D,    105x108, 
Thomas  and  Margaretha  Keitel. 
190G. 


1.0. 
Unionport.  Augusta  Thoren  to 
Mort  $3.0  10.     Aug  14.     Aug  l(i. 

nom 

*llth  stls  s,  405  w  Av  A,   100x216  to  lUth  st,  Unionport.   Chas  A 
10th  st|  Laumeister  to  Teasdale  Realty  Co.     Mort  $4.1U0.     Aug  10. 
Aug  11,  1901i.  other  consid  and  100 

134th  st.  No  717.  n  s,  5,50  e  Willis  av.  25x100,  5-sty  brk  tene- 
ment. David  Rezzel  et  al  to  Susannah  Bauer.  Morts  $19,.5tM). 
Aug  14.     Aug  15.  1900.     9:2270.  other  consid  and  100 

130th  st.  No  .555,  n  s.  175  w  Alexander  av.  25x100.  4-sty  brk 
tenement.  Wm  F  Engel  to  Herman  Nolting  and  John  Foster. 
Mort    $9,000.       Aug    15.       Aug    10,    1900.      9:2312. 

other    consid   and    KW 

13Tth  st.  No  1008.  s  s,  1.S0.5  e  Southern  Boulevard,  25x100,  4- 
sty  brk  tenement.  Wilhelmine  S  M  Jarck  to  Pauline  Hauser. 
Mort   $7.0(X).      Aug   15.      Aug   16,    1900.      10:2565. 

other   consid   and   100 

143d  st.  No  70;),  n  s,  4.58.4  e  Willis  av,  16. ,8x100,  3-sty  frame 
dwelling.  Almira  wife  Albert  W  Briggs  to  Henry  G  Schweitzer. 
Mort   $3,000.      Aug   15.      Aug   16,    1906.      9:2288. 

other   consid   and   100 

14Gth  st,  No  091^  s  s,  400  e  Willis  av,  25x100.  5-sty  brk  tene- 
ment. Clara  W  Zucker  to  Peter  Caputa  4-7  parts,  John  Ca- 
puto  1-7  part  and  Joseph  Caputo  1-7  part  and  Michl  Rubino 
1-7  part.     Mort  $20,000.     Aug  13.     Aug  15,  1906.     9:2290.     • 

other  consid  and  100 

14Gth  st,  s  s,  407.6  w  Brook  av.  runs  w  18.3  x  s  1.9  x  e  18.4, 
vacant.  Altman  Realty  Co  to  Joseph  Suneran.  Q  C.  Aug  14. 
Aug    16,    1901).      9:2290.        <  nom 

149th  st,  s  s.  bet  Morris  av  and  Park  av.  and  being  w  y^  lot  80 
map  Melrose  South,  25x100.6.  except  part  for  st.  Ellen  Leon- 
ard by  GUARDIAN  to  Wm  Fisher.  All  title.  Aug  15.  Aug  16. 
1906.     9:2337.  1..500 

Same  property.  Catharine  Delaney  widow  et  al  to  Wm  Fisher. 
All  title.     Aug  7.     Aug  16,  1906.     9:2.337.  nom 

150th  st,  No  773,  n  s,  .300  e  Brook  av,  25x100,  .5-sty  brk  tenement. 
Heinrich  Hopp  to  Fredk  Dammann.  Mort  $14,000.  Aug  14. 
1906.     9:2270.  ,       other  consid  and  100 

1,50th  st,  ss,  bet  Park  av  and  Morris  aV  and  being  e  '■A.  lot 
164  map  Melrose  South,  25x100.  The  Bungay  Co  of  N  Y  to 
Annie    Levy.      Mort    $3,350.      Aug   9.      Aug    10,    1906.      9:2338. 

other  consid  and  100 

152d  St.  Xos  466  to  470,  s  s.  175  w  Morris  av,  75x118.3x75x118.1, 
3-sty  frame  tenement  and  store  and  two  2-sty  frame  dwellings. 
David  Levy  et  al  to  Ratfaele  Marrazzi  and  John  La  Spina.  Mort 
$15,000.     July  12.     Aug  14,  1006.     9:2441. 

other  consid  and  100 

155th  st.  No  665.  n  s,  295  w  Elton  av.  25x100,  2-sty  frame  dwell- 
ing. Rosa  Zink  EXTRX  Hironius  Zink  to  Fredk  W  Grimm.  Aug 
14.      Aug   15,    19U0.      9:2377.  7. .500 

157th  st,  No  505.  n  s,  250  n  w  Courtlandt  av,  25x100,  3-sty  brk 
dwelling.  Fritz  Volz  to  Ed  G  Clifton.  Morts  $5,00U.  Aug 
14.     Aug  15.   1906.     9:2417.  other  consid  and  100 

102d  St.  No  075.  n  s,  190.4  e  Melrose  av,  37.6x100,  6-sty  brk 
tenement.  Werner-Knaus  Realty  Co  to  John  Muth,  Hudson 
county,  N  J.     Mort  $27,090.     Aug  1.     Aug  16,   1906.     9:2384. 

other    consid    and    100 

169th  St.  No  11.5.5.  n  e  s,  40.2  s  e  Barretto  st  or  Fox  st.  runs  n  e 
80.10  X  e  12.1  X  s  0.4  X  s  e  10  X  s  w  87.8  to  st,  x  n  w  20  to 
beginning,  3-sty  frame  tenement  and  store,  Minnie  T  Rotter  to 
John  M  Mayer.     Mort  $7,000.     Aug  14.     Aug  15,  1901!.     10:2719. 

other  consid  and  100 

*172d  st,  e  s,  300  s  Gleason  av,  50x100.  Jos  J  Gleason  to  Michl 
J  Keaveney.     Aug  7.     Aug  14,  1906.  nom 

*173d  st,  w  s,  381  s  Gleason  av,  50x100.  Jos  J  Gleason  to  Hugh 
O'Keefe.      Aug    13.      Aug   16,    1906.  nom 

174th  st,  s  s.  2.'!0  e  Worth  av,  50x — x40. 6x100,  vacant.  Release 
dower.  Eliz  M  Greve  widow  to  John  W  Katzenberger.  June  7, 
1906.     Aug  14,   1906.     11:2898.  nom 

174th  st,  s  s,  239  e  Worth  av,  46.6x— x46.6xl00.  vacant.  Chris- 
tina Katzenberger  and  ano  EXRS  John  W  Katzenberger  to  Eliz- 
abeth Schwarzler.  Mort  $2,500.  July  21.  Aug  14,  1006. 
11:2898.  l..'»'03.76 

*175th  st,  w  s,  375  n  Gleason  av,  25x100.  Thomas  J  Devine  to 
Martin   Mitchell.     Mort  $510.      Aug   11.     Aug   13,   1906. 

other  consid  and  100 

175th  st,  n  s,  100.10  w  Crotona  av.  100x195.7,  vacant.  John  A 
Quinn  to  James  E  Smith.  Mort  $6,(X)0.  Q  C.  Correction  deed. 
Aug   11.   1906.     11:2945.  other  consid   and   ItKJ 

179th  st,   n   s,   100  e   Clinton  av,  21.11x100,   vacant.     CONTRACT. 


Wm  J  Powers  with  Antonio  Galiani.  Mort  $1,(XI0.  Aug  15. 
Aug   16,    1906.      Contract.  .  2,0U0 

179th  st,  s  s,  95.2  e  Mapes  av.  25x75. 3.\25x75,  2-sty  frame  dwell- 
ing. _  Bertha  J  Steinmetz  to  Henry  Marquart.  Mort  $5,009.  Aug 
1.3.      Aug  l.>,  19th;.      11:3107.  other  consid  and   100 

179ih  st,  s  s,  12U.2  e  Mapes  av,  2.5x75.3x25x75.  2-sty  frame  dwell- 
ing. Bertha  J  Steinmetz  to  Chas  and  Wm  Gaerlner.  Mort  $5.- 
0011.      Aug   Kl      Aug    15.    i;:06.      11:3107.  other   consid   and    KH) 

183d  St.  No  10...0.  s  s,  132  w  Southern  Boulevard,  16.8x125,  2-sty 
frame  dwelling.  Margaret  Clancy  to  Alice  F  Moellhausen.  Mt 
$4,(HI0.     Aug  2.     Aug  10,   190,;.     11:3113.         other  consid  and  100 

*213th  st,  s  e  cor  4th  av,  4  lots,  each  27.2x — x2.5x — .  Leo 
Levinson  et  al  to  Aron  Weinberger.  Mort  $2,000.  Aug  4.  Aug 
!<■>.    1906.  other    consid    and    100 

*217lh  st,  n  s,  205  w  4th  av,  33.4x114,  Wakefield.  2-sty  frame 
dwelling.  Daniel  P  Maher  to  Charles  Lake.  Aug  4.  Aug  10, 
1906.  4,800 

*218th  st,  n  s,  400  w  5th  st,  100x114,  Wakefield.  Gottlieb 
Schultheis    to    Henry    H    Windhorst.       July    16.      Aug    14    ,190(;. 

other  consid  and  100 

*223d  st,  n  s,  .581.10  e  White  Plains  road,  25x100.  Eliz  Smithson 
to  Julius  and  Henriette  Hesse.  Mort  $3,250.  Aug  14.  Aug 
16.    190l>.  other   consid    and    100 

*224th  st,  n  e  cor  Sound  View  pi,  .50x100.  Release  mort.  The 
Provident  Life  and  Trust  Co  to  Wm  W  Penfield.  July  17.  Aug 
1(1,    1!h;)6.  r^QO 

*224th  st,  s  s,  2,55  w  4th  av,  25x114,  Wakefield.  Mary  A  wife  of 
Thos  F  Costello  to  Domenico  Catanzaro  and  Pietro  Lavena.  Mt 
$4, .500.      Aug  9.      Aug  1.3,    1906.  other  consid  and   100 

*225th  St.  s  s.  122  e  Paulding  av,  100x109.6.  24th  Ward.  Saml 
M  Goddin  to  Henry  Waldman  and  Sidney  Hurtig.     Aug  14.     Aug 

15.  1906.  other  consid  and  100 
*225th  st,   s  e  cor  Bronxwood  av,   125x.55. 3x134. 2x — . 
Paulding  av,   s  w  cor  225th  st,  34.0x1(19, 6x34.(ixlll. 4. 
Paulding  av,  w  s.  ,59.()  s  224th  st,  .53.6x101.4x88.9,  gore. 
224th  st,  s  s.  100  e  Paulding  av,  41.6xlO!».6. 
223d  st       I  s   s,   249.4   e   Corsa   lane,   25x177.11    to   Corsa   lane, 
Corsa  lane|     30.2x161.2. 

Sound  Realty  Co  to  Isak  Tepper.       July  12.     Aug  15,  1906. 

other  consid   and  100 

*226th  st,  n  s,  105  e  5th  av,  KXIxlll,  Wakefield.  Agreement 
that  upon  sale  ot  above  party  1st  part  shall  be  entitled  to  (JC)0 
and  V2  of  profits  above  ,$3,600  and  party  2d  part  shall  be  en- 
titled to  $1.(.I(.IU  and  1^  of  said  profits.  Samuel  Marcus  with 
Meilach  Don.     July  27.     Aug  11.   1906.  

*226th  st,  n  s,  1,S8  e  Paulding  av,  75x109.6. 

226th  st,  n  s,  300  w  Paulding  av,  .5(1x74x51.6x92.5. 

226th  St.  s  s,  528.9  e  Paulding  av.  75x109. 

Paulding  av,   e  s,  59  s  226th  st,   25x104.4x25x103. 

Sound  Realty  Co  to  A  Shatzkin  &  Sons.     July  12.     Aug  15,  1906! 

other  consid   and   100 

•22.8th  St.  n  s.  100  e  4th  st,  55x114,  Bronx.  CONTRACT.  Joseph 
Schmid    with    Gennaro    Caldarelli.      Mort   $2,500.      Aug   8.      Aug 

16,  1906.  '  3,700 
*214th    st,    n   e   cor   Fulton    st,   33x150,   Washinj,tonville.      Max   L 

Rudensey  to  John  C  Mehlhop.     Q  C.      Aug  6.     Aug  11,  19(x;.     nom 

*242d  st,  s  w  cor  Sound  View  pi,  .50xHH>.  Release  mort.  The 
Provident  Life  and  Trust  Co  of  Philadelphia,  to  Wm  W  Pen- 
field.     July  17.     Aug  10,  19(X;.  500 

*242d  St.  n  s,  50  e  Sound  View  pi.  Release  mort,  Same  to  same. 
July  17.     Aug  10,   1906.  .     500 

*Av  D.  w  s.  53  n  7th  st.  25x100,  Unionport.  Wm  F  Van  Cook  lo 
Wm  Heinrich.     Aug  11.     Aug  13,  1906.  noai 

Arthur  av.  No  2373,  w  s,  214.7  s  187th  st,  25x110.2x20x115.11, 
3-sty  frame  tenement  and  store  and  2-sty  frame  tenement  in 
rear.  Giovanni  Saccommanno  to  Francesca  Tabuso.  Mort  $5,- 
,500.      Aug  4.      Aug   14.   lIKXi.      11:3005.  nom 

Aqueduct   av  1  e    s,    KJO    s    l,S3d    st,    50x101.1    to    MacCombs 

McCombs  Dam  road]  Dam  road.  x.50xl01.4,  vacant.  Herman  H 
Moritz   to    Elisabeth    Carl.      July   31.      Aug   15,    1906.      11:3211. 

nom 

Anthony  av,  e  s,  125  s  Prospect  pi,  75x92.4x75.1x97.8,  vacant. 
N  Y  Exchange  Realty  Co  to  Guy  W  Culgin.  July  25.  Aug  11. 
1906.     11:2890.  other  consid  and  100 

Brook  av  |  w    s.    .331. .3     n    Westchester    av,    .5(1x 

Bergen  av,  Nos  648  and  650|  151.2  to  Bergeh  av  x.50xl70.2.  2-sty 
frame  dwelling  and  vacant.  Minnie  L  wife  James  S  Maher  to 
John  E  and  Joseph  Conron.  Mort  $18,(XX.>.  June  7.  Aug  16, 
1906.     9:2361.  other   consid  and   100 

Bathgate  av,  n  s,  208  s  w  3d  av,  late  Kingsbridge  road,  .55x 
184. .5x5.5. 1x184. 7.  Assignment  of  all  right,  title,  &c,  in  above 
to  secure  note  of  $.529.40.  John  J  Leathem  to  Wm  Adams.  Aug 
10.      Aug    16.    1906.       11:30.53.  nom 

*nirchall  av,  w  s,  275  n  Sagamore  st,  — x — ,  except  part  tor 
White  Plains  road.  Emma  F  Parker  to  Velmore  Huse.  Aug  15 
Aug   K;,   I'.liX;.  nom 

Brook  av.  No  1372,  e  s,  73.4  s  170th  st,  24.4x100,  4-sty  brk  ten- 
ement. Harry  B  Buffington  et  al  to  Ferdinand  Hecht.  Mort 
$11..5(K).     July  30.     Aug  10,  1906.     11:2.894.  nom 

"Beech  av.  bet  Elm  st  and  Corsa  av,  25xl(X(,  lot  1.30  map  Laconia 
Park.  A  Shatzkin  &  Sons  to  Carraile  Carmattella.  Mort  $.5()0. 
Aug   1.      Aug   10,    1906.  nom 

*Bronx  Park  av,  w  s,  50  n  Lebannon  st  25x100,  2-sty  frame  dwell- 
ing. Charles  Geffe  to  Ernestine  Geffe.  Mort  $4.5(X.).  Aug  13. 
1906.  other  consid  and  100 

♦Boston  road,  s  w  cor  Birch  st,  2.5.1x80x2.5x90.  Chas  C  Sanders 
to  Frederic  C  Scofleld.  All  title.  B  &  S.  Aug  15.  Aug  li;. 
1906.  4.50 

•Briggs  av,  n  s,  lot  28  map  Briggs  estate,  50x213x,5Ox216.  Leo 
Levinson  et  al  to  Aron  Weinberger.  Mort  $1,700.  Aug  4.  Aug 
1(>,   19(X;.  other  consid  and   101 

Belmont  av  No  2147,  on  map  No  2149,  w  s.  204  n  181st  st.  25.1 
xS6.(;x25. 1x80.2,  2-sty  frame  dwelling.  The  Belmont  Realty  & 
Construction  Co  to  Cesare  Pianisani.  Mort  $7, (XX).  Aug  7. 
Aug   16.   1906.      11:3082.  nom 

Bathgate  av.  Xos  1647  to  1651,  w  s.  150  s  173d  st  .70x120.  ex- 
cept part  for  av,  two  5-sty  brk  tenements,  Isaac  Rosejizweig 
et  al  to  Harry  Rose  and  Herman  Berend.  Mort  .$.50,(XX>.  Aug  14. 
Aug  15,  1900.     11:2914.  other  consid  and  100 

Briggs  av,  No  2984,  s  s,  100  w  201st  st,  25x110,  vacant.  Geo  D 
Kingston  -to   Matthew   F   Byrnes.     Aug  15,   1906.      12:3298. 

other  consid  and  100 
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Bergen  av.  No  GOO.  s  e  s,  125.1  s  w  Grove  st,  17x101.11  to  c  1 
Old  Mill  brook,  xlSxSG.G,  3-sty  frame  tenement.  Joseph  Rei- 
ner to  Kate  Montague.  Mort  ifO.OUO.  July  17.  Aug  15.  ]!MKl. 
9:2;5G1.  other  consid  and  1(X) 

*Boston  road,  n  s,  midway  between  Cedar  and  Oak  sts,  runs  s  — 
X  e  50  X  n  —  to  road,  x  w  54. G  to  beginning.  Westchester,  alsol 

Boston  road,  n  s.  .54  w  Cedar  st,  54.4x1 14x.50xU7.  | 

Chas    Cudlipp    and    ano    EXRS    Lavinia    Cudlipp    to      Patrick      J 
Brady.      Aug  G.      Aug   11.    10(10.  2,300 

'Boston  Post  road,  n  s,  72  e  Cedar  st,  24x114x25x94.5;  also 

All  title  to  lots  Boston  road,  n  s,  54  w  Cedar  st,  54.4xll4x50x 
07:   also 

All   title   to  w   '^    plot   4:12  map   Arden   property. 
Emma  L  Shirmer  to  Patrick  J   Brady.     Aug   10.      Aug  11,   1906i 

other  consid  and  100 

♦Boston  Post  road,  s  s,  54.4  w  Oak  st,  54x — ,  Arden  property. 
East  and  Westchester.  Geo  E  Ekinner  to  Patk  J  Brady.  July 
10.      Aug   11,    1!KH!.  nom 

Belmont  av,  e  s,  2,59.2  n  181st  st,  23.3x175.10x23.1x172.11,  2- 
sty  brk  dwelling.  Rudolph  Schwartz  to  Annie  wife  of  Rudolph 
Schwartz.      Aug   14.      Aug  15,   1900.      11:3083.  nom 

Brook  av.  No  915,  w  s,  50  n  Elton  av,  24.9x07.1x25.2x09.5,  5- 
sty  brk  tenement  and  store.  Bernard  Gans  to  David  Robinson. 
Mort   $18,275.     Aug  9.     Aug   15.   1906.      9:2384. 

other  consid  and  100 

*Briggs  av,  n  s,  50  e  4th  av,  50x110.  Elias  Bodger  et  al  to  Is- 
rael JoUes.     Mort  $750.     Aug  2.     Aug  14,  19(M!. 

other  consid  and  100 

Bergen  av,  late  Retreat  av,  n  w  cor  Henry  st,  now  closed,  bet 
148th  st  and  149th  st,  50x100. 

Bergen  av,  late  Retreat  av,  s  w  cor  Henry  st,  now  closed  bet 
148th  and  149th  sts.  and  extends  w  along  st  99  to  land  Franklin 
A  Wilcox,  X — ,  being  lot  8  map  Melrose. 

Henry  A   Nimphius   to  John  Nimphius.     Nov  20,   1905.     Aug  14, 
'       lOOIi.     9:2293.  other  consid  and  100 

Bainbridge  av,  e  s,  123  s  193d  st.  75x74.5x78x70.7,  vacant.  Re- 
lease mort.  Eliz  wife  Martin  Walter  to  Geo  Olt.  July  13.  Aug 
15,   1900.     12:32.80.  nom 

Bergen  av,  Nos  .i.32  and  .534,  e  s,  97.11  n  14Sth  st.  50x100.  two 
2-sty  frame  buildings  and  stores.  Henry  A  Nimphius  and  ano  to 
John  Nimphius.     Dec  1,  1903.     Aug  14,  190G.     9:2293. 

other  consid  and  100 

Clay  av,  e  s.  210  n  IGOth  st,  112.0x80x101.11x80.4,  two  2  and  one 
3-sty  frame  dwellings. 

Webster  av.  w  s,  .SCO  n  e  IGSth  st,  .3.3.11x181.3  to  Clay  av,  xl2.1x 
180,    vacant. 
Chas   H   Thornton   et  al   to  Thornton  Brothers  Co.      July  9.      Aug 

14,  190G.     11:2,887.  other  consid  and  100 
*Classon  av,  w  s,  281.0  s  West  Farms  road,  50x100.     Fredk  Eisen 

to  Mary  Wellbrock.     Mort  $3,500.     Aug  1.     Aug  14,  liXlli. 

•  other  consid  and  100 

♦Country  Club  av,  s  s,  and  being  lot  21  map  No  1  in  partition  of 

Conrad    Buhre    estate.      Emanuel    Cerveny    to    Emma    Vyhualek. 

July  20.     Aug  14,  190G.  other  consid  and  100 

♦Same   property.     Release   mort.     Josephfne   F   Burke   to   Nettie   J 

Jones.     July  2li.     Aug  14,  190G.  250 

Creston  av|w   s.   252  n   184th  st,   runs  w  2.52.10  to  e  s   Morris   av, 
Morris  av  |     thence  to  left   125  x  e  250.4  to  Creston  av,  thence  to 

left    to    beginning,    except    parts    for    avs,    several    2-sty    frame 

dwellings.      Margaret  Connolly  to  August   H  Sievers.     Q  C.     June 

15.  (Re-recorded  from  July  5,   19O0.)     Aug  10.   lIRMi.      11:3173. 

other  consid  and  100 

Cambreling  av,  e  s,  199.4  s  Crescent  av,  .50x100,  vacant.  David 
Robinson  to  Bernard  Gans.  Morts  $4,5(X).  Aug  14.  Aug  15, 
190(i.     11:3089.  other  consid  and  100 

Courtlandt  av.  No  532,  e  s,  105.5  n  14Sth  st,  18.7x100,  2-sty  frame 
tenement  and  store.  Consent  to  sell  above  for  $10,000.  Ce- 
cilia Herrman  and  ano  to  Henry  Reich  and  Bertha  Lichten- 
stein  EXRS,  &c,  will  Salomon  Reich.  June  27.  Aug  10,  1900. 
9:2327.  

Same  property.  Henry  Reich  and  ano  EXRS,  &c.  Salomon  Reich 
to  Saml  E  Jacobs.      Mort   $2,500.  _Aug  10,   1900.     9:2327.    10.0(X) 

Crotona  av,  late  Grove  st|  w  s,    bet   170th   st   and   Tremont   av,   be- 

Arthur  av  |      ing  lots  81,  83  and  97  map  Fairmount, 

17(>th  st  I      runs    n    w    448.11    to    Arthur   av,    late 

Broad  st,  x  s  w  115.3  x  s  w  189.8  to  17(!th  st,  late  Woodruft 
av,  X  s  e  100.5  x  n  e  199  x  s  e  217.8  to  Grove  st  x  n  e  100  to 
beginning. 

All  title  to  lots  98,  99,  100  and  101  same  map. 

Chas  S  Drew  et  al  to  John  J  Martin,  Boston,  Mass.  1-8  part. 
All    title.      Aug   15.      Aug    10,    1900.      U:2947.  nom 

♦Cedar  av,  s  e  cor  Bartholdi  st,  100x25.  A  Shatzkin  &  Sons  (Inc) 
to  Raphael  and  David  Levin.     Mort  $040.     Aug  1.     Aug  11,  19(M). 

other  consid  and  100 

Courtlandt  av.  e  s,  bet  1.50th  st  and  151st  st,  and  at  s  w  cor  lot 
273,  runs  n  19.8  x  e  SO  x  s  19.8  x  w  80  to  beginning,  being  part 
of  lot  273  map  Melrose  South.  Bungay  Co  of  N  Y  to  Joseph 
Reiner.     Mort  .f 0,000.     Aug  14.     Aug  10,  lOCMi.     9:2397. 

other  consid   and   100 

♦Cornell  av.  n  s,  105  e  Old  road,  30x100,  Westchester.  FORE- 
CLOS.  Edwin  J  Freedman  ref  to  Fannie  E  Sutherland.  Dec 
31,   1898.     Aug   10,   190(">.  1,9.50 

♦Cleveland  av,  s  w  cor  Baker  st,  14.5x100,  Penfleld  properly,  South 
Mt  Vernon.  Mt  Vernon  Trust  Co  et  al  TRUSTEE  Susan  A  Pen- 
fleld to  Max  Wultsohn  and  Herman  Gauss.  B  &  S.  June  28. 
Aug    11,   100(j.  (5,375 

♦Columbus  av,  s  s  75  e  Louise  st,  25x100.  Germano  Dell  to 
Chas  Gerz.     Aug  11.     Aug  13,   190li.  other  consid  and  100 

♦Columbus  av,  s  s,  50  e  Louise  st,  2.5x100.  Same  to  John  Carey. 
Aug  11.     Aug  13,  190G.  other  consid  and  100 

Courtlandt  av.  No  929,  w  s,  175  n  lG2d  st,  25x133.1x25.5x137.9, 
5-sty  brk  tenement.  Samuel  Levin  et  al  to  Morris  Damsky  and 
Heyman  Rosing.  Q  C  and  Correction  deed.  Mar  7,  190.5.  Aug 
lb,   liKlG.     9:2409.  other  consid  and   1(M5 

Courtlandt  av.  No  929,  w  s,  175  n  l(i2d  st,  2.5x133.1x25.5x137.9. 
5-sty  brk  tenement.  Morris  Damsky  et  al  to  Martin  K  Wendling 
Mort  $22,000.     Aug  8.     Aug  10,  1906.     9:2409. 

other  consid'  and  100 

Cedar  av,  e  s,  165.11  n  177th  st,  36.8x122x37.8x122,  2-sty  frame 


Percy   S   Dudley   to 
other  consid  and  100 
Percy   S   Dudley   to 
other  consid  and  100 
Percy   S   Dudley    to 
other  consid  and  100 
Percy   S   Dudley    to 
bther  consid   and   100 
Percy 


dwelling.    Ethel   J   H   Crosby   and  ano   ADMRS   Edmund   M   Young 
to    Laura   J    Brady.      C  a   G.      Aug  10.      Aug   11,    1906.      11:28.S1. 

7.500 
Creston   av,   late  Av  B,   e  s,  200  n   181st  st,  50x122,  except  part 
for    Grand     Boulevard    and    Concourse,    2-sty    frame     dwellings. 
Louis    Katz    to    Joseph    E    Butterworth.      Mort    $3,5ill.      Aug    15. 
Aug    1(1,    19(10.      11:3102.  other  consid   and    100 

Creston  av,  e  s,  205.1  s  1S9th  st,  70x95,  3-sty  frame  dwelling. 
Release  mort.  Thomas  Hawkins  and  ano  EXRS  Edwin  Shufeldt 
to  Mary  A  McCormick.  Aug  15.  Aug  10,  1900.  11::'.105.  4.000 
♦Cornell  av,  e  s,  and  being  lots  219  to  222  map  Harrington  estate, 
100x102.5x100x1(15.  Percy  S  Dudley  to  Mary  L  Fennell.  Aug 
14.      Aug   10,    1906.  other   consid   and   100 

Decatur  av,   Nos  2717  and  2719,  w  s,  150.3  n  195th  st,   runs  n  w' 
131.11  X  n  e  56.3  x  s  e  22.9  x  s  w  1.1  x  s  e  99.3  to  av.  x  s  .50 
to   beginning,   two   3-sty   frame   tenements.   Release   mort.      Her- 
man  Lieske   to   Amalia  Pirk.     Aug  7.      Aug   13,   1900.      12:3283. 

nom 
Dudley   av,    s   s,   325   w   Cornell   av.    25x100. 
Chas  C  Kuber  Jr.      Aug  14.      Aug  Ki,   1900. 
♦Dudley   av,    s   s,   425   w   Mapes   av,   5(1x100. 

James  A  Irving.      Aug  14.      Aug  10.  lOCMj. 
♦Dudley   av,   s   s.   .300  w   Cornell   av,   25x100. 

Kate    Broderick.      Aug   14.      Aug   Ki.    1900. 
♦Dudley   av,   s   s,   275   w   Cornell   av,   25xl(X). 
Bernard    Brady.      Aug    14.      Aug    10,    liMMi. 
♦Dudley   av,    n   s.   200  w   Cornell   av,   25x114.6x25.3x111.2. 
S   Dudley   to   Marie   Wright.     Aug   14.      Aug   16,   1900. 

other    consid    and    1(X) 
♦Dudley   av,    n   s,    50   w   Mapes   av.    125x100.      Percy   S   Dudley   to 
Frank    Reckert,    Arthur    Radomsky    and    Chas    Weiss.      Aug    14. 
Aug    16,    19(J0.  other  consid   and   100 

♦Dudley    av.    n    w    cor    William    st,    75x100.      Percy    S    Dudley    to 

Mary  Drakard.     Aug  14.     Aug  16,   1900.  other  consid  and  100 

♦Dudley   av,    s   s.   3(10   w   Mapes   av,    75x100.      Percy   S   Dudley   to 

Danl  H  G  Koch.     Aug  14.     Aug  16.   1900.       other  consid  and  100 
♦Dudley  av,  s  s,  300  w  Mapes  av,  7.5x100.     Percy  S  Dudley  to  Danl 

H    G   Koch.      Aug   14.     Aug   16,   1906.  other  consid  and   100 

♦Dudley  av,  s  w  cor  Mapes  av.  25x1(10.     Percy  S  Dudley  to  Peter 

Bickhardt.      Aug    14.      Aug    Kj,    19(1(1.    _  other    consid    and    100 

♦Dudley   av,   s   s,   225   w   Cornell   av,   50x100.      Percy   S   Dudley   to 

John    Stitt.      Aug    14.      Aug    16.    190G.  other   consid   and    1(X) 

♦Dudley  av,  s  w  cor  Cornell  av,  25x100.      Percy  S  Dudley  to  John 

Goergen.      Aug  14.      Aug  10,    1906.  other  consid  and   KKJ 

♦Dudley  av,  n  s,  75  w  William  st,  34.7xl0O.8x24xJ(X».  Percy  S 
Dudley  to  Saml  McCarthy.     Aug  14.     Aug  16,  1906.    * 

other  consid  and    100 
♦Dudley   av,   n   s,   .3.50  w  Cornell   av,   25x100.      Percy   S   Dudley  to 
Mathilda    H    Essing.      Aug    14.      Aug    IG,    19(J0. 

other    consi    dand    100 
♦Dudley  av,  n  s,  225  w  Cornell  av,  50xl21.Cx.50.6xl14.7.     Percy  S 
Dudley    to    Max    Lax.       Aug    14.      Aug    10,    1900. 

other   consid    and    100 

♦Dudley  av,   s  s,   75  e  Mapes  av,  2.5xl(X).  I 

Dudley  av,   s   s,  12.5  e  Mapes  av,  25x100.  | 

Percy   S   Dudley   to   Wm   Reiehert  and  Fritz   Gaertner.      Aug  14. 

Aug  Ki.   I'.KIO.  other  consid  and  100 

♦Dudley  av,  s  s.  3(XI  w  Cornell  av,  25x100.    Percy  S  Dudley  to  Jane 

Burgess.      Aug    14.      Aug    10,    1906.  other   consid    and    100 

♦Dudley  av,  s  s,  1.50  w  Cornell  av,  50x100.  Percy  S  Dudley  to 
Moritz    Bernheimer.       Aug    14.      Aug    l(j,    190(1 

other   consid   and    100 
Elton  av.   No  825   In  w  cor  1.59th  st,  20x70,  3-sty  frame  tenement 
159th  st.  No  095  and    store.      Anna    Jaeger    Wilkens    to    Louis 

Lese.      Mort    $4,000.      Aug    15.      Aug   10,    19(Xi.      9:2381. 

other    consid    and    100 
Eagle   av.   No  G.50,   e   s.   354.5   n   Westchester   av,   16.8x115,    3-sty 
frame  tenement.      Heinrich  A  Ahrens  to  James  F  Logan.     Aug  7. 
Aug  13,  190G.     10:2024.  other  consid  and  100 

Forest  av.  No  814,  e  s,  143  3  n  1:58th  st,  18.7x110,  3-sty  frame 
tenement.  Louis  Bachrach  to  James  H  Hay.  Mort  ,$.'!, 900. 
Aug    15.      Aug    10,    1900.      10:2656.  other   consid   and    100 

Forest  av,  Nos  1102  and  11(J4,  e  s,  125  n  KiOth  st,  37x100,  two 
2-sty  frame  dwellings.  Ferdinand  Hecht  to  Harry  B  and  El- 
mer T  Buffington.  Mort  $8  000.  July  0.  Aug  10.  1900.  10:- 
26(jl.  other  consid  and  100 

♦Fort  Schuyler  road,  e  s,  25.5  n  Harrington  av,  25.5x1 15. 2x25x 
110.3.  Percy  S  Dudley  to  Chas  E  Farrell,  Aug  14.  Aug  10, 
litOO.  other   consid   and    100 

♦Fort  Schuyler  road,  e  s,  102  s  Harrington  av,  — xl20.2x22xl24.11, 
Percy   S   Dudley   to   James   B  Kelly.     Aug  14.      Aug   Ki,    1!K)6. 

other    consid   and    100 
♦Fort   Schuyler  road,  s  e  cor  Harrington  av.  30.6x114. 7x.3llx120. 6. 
Percy   S   Dudley   to   Johanna  Kennedy.      Aug  14.     Aug   10,   19(X!. 

other  consid   and    1(10 
♦Fort    Schuyler    road,    e   s,    76   s    Dudley   av,   2.5.0x99.11x2.5x104.9. 
Percy  S   Dudley  to  Thomas  H  Curtin.     Aug   14.      Aug   16,    1900. 

other   consid   and   100 
♦Fort   Schuyler  road,  n  e  cor  Harrington  av,  2.5.6x110.3x25x105.4. 
Percy  S  Dudley  to   Emile  Coletti.     Aug  14.     Aug   Ki,   19(J6. 

other    consid    and    100 
♦Grace  av,  w  s,  97  s  St   Raymond  av,  .32.6x131.9x25x110.9.     John 

Munro   to  Nathaniel   J   Haywood.     July  7.     Aug  15,   11*06.  nom 

Hull  av,   w  s,   401.4   n   Woodlawn  road.  .50x100.   vacant.      Louise   B 

Gettell   to    Mary    Russhon.      Aug   15,    190(1.      12:3.345.  nom 

Hughes  av,  w  s,  90  n  189th  st.  runs  w  87.6  x  n  17. .5  x  e  39.0  x  s 
0.7  X  e  48  to  av.  x  s  Ki.lO  to  beginning,  2-sty  frame  dwelling. 
The  Moreland  Realty  and  Construction  Co  to  Sadie  Felson.  Mt 
$3,700.  Aug  10.  Aug  11,  1!MJ6.  11:3078.  other  consid  and  100 
Hoe  av,  w  s,  ,3.50  n  Jennings  st,  2.5x100,  vacant.  Albert  Herman 
to  Michele  Sasso.  Mort  $(;,OtX).  Aug  15.  Aug  10,  1900. 
11:2981.  other  consid  and   100 

♦Harrington   av,   n   s,   25   w   Cornell   av,   25xKX).      Percy   S   Dudley 

to  Michl  Brennan.     Aug  14.     Aug  16.  1906.       other  consid  and  100 
♦Harrington    av,    s    s,    6.50   w    Cornell    av,    2.5x93x25x92.-5.      Percy 

S    Dudley    to    Chas    A    Eberhardt.      Aug    14.      Aug   16,    1900.       nom 
♦Harrington  av,  n  s,   KM)  e  Mapes  av,  SOxKXl.     Percy  S  Dudley  to 
Paul    C    F    Campbell.      Aug    14.      Aug    10,    1900. 

other    consid    and    100 
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*Harrington   av.   n   w  cor   Mapes  av.   25x1(11).  I 

Harrington  av.  n  w  cor  Cornell  av.  2.">x1(K).  | 

Percy  S  Dudley  to  Isaac  E  Abbott  and  Bdw  H  Mapes.     Aug  14. 

Aug  l(j,    11)0(1.  other  consid  and   100 

*Harrington   av.    n   s.   2.5   w   Mapes   av.   .50x100.      Percy   S   Dudley 

to   \Vm  Walker.      Aug  11.     Aug  l(i.  IIHKI.  other  consid  and  100 

•*Harrington  av,  s  s,  201)  w  Cornell  av,  2oxt)0.  Percy  S  Dudley 
to  Nicholas  Miraco.     Aug  14.     Aug  1(!,  1006.    other  consid  and  100 

*Harrington  av.  n  s.  100  w  Mapes  av.  50xl(XK  I 

Harrington  av.  n  s.  50  w  Cornell  av,  .50x100.  | 

Percy   S   Dudley   to   Chas   Miller.      Aug  14.      Aug   10,    lOOli. 

other    consid    and    ^00 

*Harrington  av,  s  s,  025  w  Cornell  av.  25x91.10x25x!)1.3.  Percy 
S    Dudley    to    Martin   Norton.      Aug   14.      Aug   10,    1000. 

other   consid   and   100 

♦Harrington  av,  n  s,  200  w  Cornell  av.  .50x100.  Percy  S  Dudley 
to  Margt  Newman.     Aug  14.     Aug  KJ,  1000.       other  consid  and  100 

♦Harrington  av,  s  s,  450  w  Cornell  av,  2.5xl)().  Percy  S  Dudley  to 
Wm   A    Cokoley.      Aug   14.      Aug  10,    11)00.       other  consid   and    100 

♦Harrington  av,  n  s,  300  w  Mapes  av,  100x100.  Percy  S  Dudley  to 
Victoria   Bohm.     Aug  14.     Aug  10,   1900.         other  consid  and  100 

♦Harrington  av.  s  w  cor  Cornell  av,  2.5x00.  Percy  S  Dudley  to 
Wm  J   Hoffman.      Aug  14.      Aug  10,   lOOO.       other  consid  and   100 

♦Harrington  av,  s  s,  075  w  Cornell  av,  2.5. 7x0.'!. 7x25x03.  Percy 
S  Dudley  to  Hugo  Wabst.     Aug  14.     Aug  10,   I'JOO. 

other    consid    and    100 

♦Harrington  av,  n  s,  7.5  e  Mapes  av,  2,5x100.  Percy  S  Dudley 
to    Frank    Stumpt.      Aug    14.      Aug   10,    1000. 

other    consid    and    100 

♦Harrington  av.  n  s,  42.5  w  Mapes  av,  25x100.  Percy  S  Dudley  to 
Katie   Foss.      Aug   14.      Aug   Ki,    1000.  other  consid   and    1(X) 

♦Harrington  av.  s  s,  .37.5  w  Cornell  av,  .50x100.  Percy  S  Dudley 
to  Jos  F  Flynn.     Aug  14.     Aug  1(5.  100(i.         other  consid  and  100 

Jerome   av.   s   c   cor  213th   st.   .50x100,    vacant.      Solon   L   Frank   et 
-  al  to  Edward  A   Schill.     Mort  $3,300.     June  27.     Aug   10,   1000. 
12:3320.  notn 

Jackson  av.  No  770,  e  s,  .305  n  1.5Cth  st.  2.5x87.6,  2-sty  frame 
dwelling.  Mathias  Gocren  to  Samuel  Fomund.  Mort  $3.0()0. 
Aug  15.     Aug  10.   100(1.      10:2040.  other  consid  and   100 

Jerome  av,  e  s,  225  n  200th  st.  25x100,  vacant.  Henry  McCabe  to 
Wm  Gully.     Aug  14.  lOOO.     12:3321.  other  consid  and  1(X) 

Kingsbridge  road,  s  s.  100.11  w  Heath  av,  51.0xl50x.50xl37.7,  va- 
cant. Leslie  R  Palmer  to  James  F  Finnegan.  Aug  13.  Aug 
14,  1000.     11:.3230.  other  consid  and  100 

Lafayette  av.  s  w  cor  Tiffany  st,  32.10x25x72.10x02.2,  vacant. 
Release  dower.  Josephine  R  wife  of  Joseph  J  Little  to  John 
McClurg,   Jr,      %   part.      Aug  7.     Aug   10.    1000.      10:2737.         nom 

Lane,  w  s,  (iOO  n  road  leading  from  Kingsbridge  to  Williamsbridge. 
runs  n  w  03.11  x  n  e  25  x  n  e  05.0  to  w  s  lane,  x  s  w  25  to  be- 
ginning. John  Doolan  to  Ellen  Smith.  %  part.  June  14.  Aug 
14.  1000.     12:3201.  nom 

Mott  av     ]  w  s,  174.3  s  138th  st.  runs  w  60  x  n  w  10  x  w,  n  w  30 

Exterior  st|  x  s  w  123.7  x  s  w  182.7  to  e  s  Exterior  st,  x  s  320.7 
X  e  —  X  n  —  to  beginning. 

Exterior  st.  w  s,  .30.5.0  s  1.38th  st.  runs  s  w  174.1  to  U  S  Pier  and 
Bulkhead  line,  x  e  —  x  n  —  to  beginning. 
Several  1-sty  frame  buildings  and  vacant. 
Chas  H  Willson  et  al  to  Lucy  Barnard  and  Vashti  G  Eaton.     All 
title.     Jan  18.     Aug  14.  1000.     0:2330.  nom 

♦Madison  av.  n  s.  200  w  Robin  av.  runs  n  125  x  e  50  x  n  25  x  e 
50  x  s  1.50  to  Madison  av.  x  w  100  to  beginning.  Tremont  ter- 
race. Martin  B  Rohrer  to  Bankers  Realty  and  Security  Co.  Mt 
$2..500.     Aug  0.     Aug  14.  loot;.  other  consid  and  1(X» 

Marion  av.  No  2744,  s  e  cor  107th  st,  2,5xl20.x25.3xll7,  2-sty  frame 
dwelling  and  2-sty  frame  building  in  rear.  Willaim  or  William 
McMahon  to  Helen  Kiralfy.     April  27.     Aug  10,  100(>.     12:3283. 

other  consid  and  100 

♦Mapes  av.  e  s,  150  n  Dudley  av.  30x100.11x10.3x100.  Percy  S 
Dudley  to  August  Heumann.     Aug  14.     Aug  1(5,  1000. 

other  consid   and   100 

♦Mapes  av,  w  s,  1.50  n  Dudley  av.  36.11x100.11x50.0x100.  Percy 
S   Dudley   to   John   Monetta.      Aug  14.      Aug   16,  '1006. 

other   consid   and   100 

Napier  av.  n  w  cor  23Cth  st.  lllx  w  101  x04.7  x  e  1(X),  vacant. 
Henry  A  Braun  et  al  to  Henry  A  Braun  Jr.  Apr  9.  Aug  15, 
1000.  nom 

♦Oakes  av.  w  s,  100  s  Jefferson  av,  25x100,  Edenwald.  Land  Co 
B  of  Edenwald  to  Julius  Br.oss.     Aug  7.     Aug  14,   100(!.  nom 

♦Pentield  av.  s  w  s.  lot  157  map  Penfleld  property.  South  Mt  Ver- 
non. 50x110.1x50x110.8,  s  e  s.  Release  mort.  John  Bussing. 
Jr.   to  Wm  .W  Penfield.     July  17.     Aug  14.  1006.  500 

♦Penfield  av.  s  w  s,  lot  14.5  map  Penfield  property.  South  Mount 
Vernon,  .50xll!lx.5()xll0.1,  s  e  s.  Release  mort.  John  Bussing. 
Jr.  to  Wm  W  Penfleld.     July  21.     Aug  14,  1000.  500 

♦Penfleld  av,  n  s,  and  being  lots  140  and  140.0  map  subdivision 
of  portion  of  Penfleld  property  at  Wakefield.  Wm  W  Penfield  to 
Christian   Georges.     Aug  2.     Aug  15,   1906. 

other  consid  and   100 

Passage  av.  No  52,S  or  Trinity  av  (?).  s  e  s.  17.5  s  w  140th  st.  late 
Westchester  Railroad  st,  21x100.  2-sty  frame  dwelling.  Josef 
Plickta  to  Kate  F  Considine.  Mort  .^1,000.  Aug  14.  Aug  15. 
loot!.      10:2557.  other  consid  and  100 

Perry  av,  e  s,  .50.4  s  Mosholu  Parkway  South.  2.5x110.  2-sty  frame 
dwelling.  Wm  C  Bergen  to  Agnes  A  Meikle.  Mort  $7,000.  Aug 
11.     Aug  15,  1000.     12:3281.  other  consid  and  100 

♦Penfleld  av,  n  s,  and  being  lots  130,  140  and  e  %  lot  138  same 
map.  Release  mort.  The  Provident  Life  and  Trust  Co  of  Phil- 
adelphia  to  Wm  W  Penfield.     July   17.     Aug   10.   lOOl!.  l.(X»0 

♦Penfield  av,  n  s.  50  w  Sound  View  av,  50x100,  and  being  lot  141 
same  map.  Release  mort.  Same  to  same.  July  17.  Aug  10, 
1906.  400 

♦Penfield  av.  s  w  s,  lot  1.53  map  Penfleld  property.  South  Mount 
Vernon,  50x112. 5x.50xll3. 5.  Release  mort.  John  Bussing.  Jr, 
to  Wm  W  Penfleld.     July  21.      Aug  10.   1000:  .5(X) 

Prospect  av.  No  047,  w  s.  57. .3  s  1.52d  st,  18.(ixl00.  2-sty  brk 
dwelling.  Theobald  Bander  to  Ludwig  Arnheim.  Mort  $3,000. 
June  15.     Aug  13.   10(Hi.     10:2074.  other  consid  and  KX) 

Summit  av,  e  s,  75  s  l(i5th  st.  25xl(X).  ,3-sty  brk  tenement  and 
store.  Louis  C  Bergman  to  Gustav  Olsen.  %  part.  Aug  1. 
Aug  13,  1906.     0:2525.  other  consid  and  100 


Southern  Boulevard,  w  s,  225  n  Jennings  st,  100x100.  vacant.  Frank 
Thaler  et   al   to   Blanche   wife  of  Jos  Langan.      Mort  $27,ll(i.07. 
July    l.S.      Aug    11,    1000.      11:2077.  other   consid   and    100 

Southern  Boulevard,  w  s,  109  s  180th  st,  OtixlSO,  except  part  for 
av,  vacant.  Chas  S  Levy  to  Nancy  Krakower.  Mort  $11,000. 
Aug  13,  llKMi.     11:3108.  other  consid  and  100 

♦St  Lawrence  av,  e  s,  125  n  Mansion  st,  2.5x100.  Chas  A  Rhind 
to    Carl    Grossmann.'     Aug    15.      Aug    10,    1000. 

other    consid    and    100 

St  Anns  av.  No  1.54.  e  s.  140  n  1.34th  st.  20.x80,  4-sty  brk  tene- 
ment and  store.  Milton  D  Oettinger  to  Minnie  Israel.  Aug  1.5. 
Aug   10,    1000.      10:2547.  other   consid   and   10(5 

Southern  Boulevard,  e  s,  .300  s  Jennings  st,  25x100,  vacant.  Fran- 
cis W  Conlon  to  Hannah  Graff.  All  title.  B  &  S  and  C  a  G. 
Aug  2.     Aug  11,  liMIO.     11:2080.  nom 

Same  property.  Hannah  Graff  to  Madison  Square  Mortgage  Co. 
Aug  10.     Aug  11,  1000.     11:2080.  other  consid  and  100 

Southern  Boulevard,  e  s.  300  s  Jennings  st.  2.5xl(X),  vacant.  Fran- 
cis W  Conlon  et  al  to  Hannah  Graff.  Aug  2.  Aug  11,  1006, 
11:2980.  4,400 

Stebbins  av.  No  973,  w  s,  .343.0  s  105th  st.  20.10x120,  2-sty  frame 
dwelling.  Geo  W  McDermott  to  John  Finley.  Mort  $5,200. 
Aug    15.      Aug    10,    1006.      10:2000.  other    consid    and    100 

♦Unionport  road,  e  s.  .5()7.1  w  White  Plains  road  at  point  along 
same  350  n  Morris  Park  av.  runs  e  127.1  x  n  2.5  x  w  11,5.0  to 
Unionport  road  x  s  27. (i  to  beginning,  with  right  of  way  to  Mor- 
ris Park  av,  except  part  for  Morris  Park  av.  Thomas  Connor 
to  Chas  Paretti.     Aug  15.     Aug  10.  1000.  other  consid  and  KJO 

♦Unionport  road,  w  s.  abt  225  n  Columbus  av.  2.5x — .  John  De  Rose 
to  Charles  Ringelstein.     Mort  .$800.     Aug  11.     Aug  14.  1906. 

other  consid  and  100 

Vyse  av.  No  1490.  w  s.  —  s  172d  st.  2.5x100,  3-sty  frame  tene- 
ment. Richd  B  Schoeler  to  Geo  J  Elliott.  Ridgefield  Park.  Mort 
$5,000.     Aug  10.     Aug  13,  lOOi).     11:20S8.         other  consid  and  100 

Vyse  av,  w  s.  08.0  n  Freeman  st,  25x100,  vacant.  Mary  E  wife 
of  Harry  F  Horan  to  Rosa  Gunther.  Aug  10.  Aug  13.  lODO. 
11:2087.  other  consid  and   IOO 

Verio  av  (1st  st).  e  s,  bet  230th  st  and  McLean  av,  and  being 
lot  240  on  map  No  1  Valentine  vs  Brady  et  al,  part  of  Hyatt 
farm  near  Woodlawn.  Wm  E  Dodge  to  Wilhelmina  Freygang. 
Mort    $3,000.      Aug   0.      Aug   10.    1006.      12:3308. 

other    consid    and    ](X) 

♦Westchester  av  and  being  lots  1.  to  2.5  on  purvey  made  by  Hugo 
E  Goeuner  Nov,  1004,  being  adjacent  to  W'estchester  av,  s  w 
cor  Virginia  av.  CONTRACT.  Rosa  Sohl  to  Henry  F  Muller. 
Dec   0.    1005.      Aug  13,    1906.  4  200 

Woodlawn  road,  e  s.  1.56.11  n  Webster  av.  26.1x121.3x25x128.11. 
Release  mort.  Lillie  Neuhaus  to  Thomas  Basel.  Aug  7.  Aug 
11.    VMT>.      12:. 33.53.  1.300 

♦Westchester  av.  n  e  cor  Washington  av.  100x107. ()xl<Xlxl08.6.  ex- 
cept part  for  sts,  Westchester.  Naomi  A  Donaldson  to  Geo  Cos- 
tar.     Aug  10.     Aug  13,  1SMJ6.  nom 

Whitlock  av,  w  s.  100  s  Longwood  av.  75xl(X>,  vacant.  Tobias 
Abraham  to  Abraham  Davis.  Vi  part.  All  title.  July  2.  Aug 
13.     10(X>.       10:2720.  nom 

♦White  Plains  road,  w  s.  4(X)  n  Morris  Park  av.  .50x100.  Geo  Lahr- 
mann  to  the  City  of  N  Y.     Aug  10.     Aug  14,  1006.  6.000 

Willis  av.  No  3(i0,  w  s,  75  s  143d  st,  25x100,  3-sty  brk  dwelling. 
Pearl  Dornboos  to  Lillie  Burmeister.  Q  C.  All  title.  Aug  9. 
Aug    15.    1906.      9:2305.  other    consid   and    100 

Woodycrest  av,  w  s.  347.11  s  l(J2d  st,  45. 7x102. .5x0().lx  n  e  00.1, 
vacant.  Stephen  E  Brown  to  Mary  J  Brown.  Aug  10,  llXXi. 
0:2.511.  nom 

Wendover  av.  No  711,  n  s,  4,5  w  Washington  av,  40.3.x00.2x40.3x 
00.0,  0-sty  brk  tenement  and  store.  Release  mort.  N  Y  Trust 
Co   to   Kleban   &   Siegel,   Inc.     Aug   14.      Aug   15,   lOOii.   11:2004. 

30  000 

Westchester  av,  No  02.5|  w    s,    at    e    s    Jackson    av.    runs    n    e    30.8 

Jackson  av  |         x  n  w  .31.3  x  s  w  .53.11.  4-sty  brk  office 

and  store  building.  Louis  Reiter  et  al  to  Marcus  Nathan.  Mort 
$17.(H)0.     Aug   15.     Aug  10.  1006.     10:2645.     other  consid  and  100 

Westchester  av.  Nos  .SOI  to  )S()5,  on  map  Nos  801  to  S07|  n    e    cor    St 

St  Anns  av,  Nos  630  and  (i32  |        Anns        av, 

88.0x121x77x110.0.  three  2  and  two  1-sty  frame  tenements  and 
stores.  CONTRACT.  John  Cordes  to  Saml  E  Jacobs.  Mort 
$20,000.      June    20.      Aug   16.    1006.      10:2617.  35.000 

Wales  av,  s  w  cor  147th  st,  lOOxlOO,  vacant.  Rosa  Brown  to 
Chas  Glaser.     Mort  $16,500.     Aug  13.     Aug   1(>.   1006.      10:2577. 

other    consid    and    1()0 

Williamsbridge  roadi  s  w  cor  203d  st.  runs  w  08.7  x  s   100  x  e  6i 

Briggs  av  (      to  n  w  s  Briggs  av  x  n  e  78.(5  to  road  x  n 

32  to  beginning,  all  title  to  lot  of  land  at  n  e  cor  above. 
— x — .  Chas  M  Rosenthal  et  al  to  Alfred  H  Marvin.  Sigmund 
Kohn  and  Ignace  Gruber.     Aug  10.     Aug  16,  1906.     12:.3308. 

other   consid   and    100 

♦2d  av.  w  s.  4.50  n  2d  st.  50x100.  Olinville.  Release  mort.  Geor- 
gianna  Briggs   to   Ina  A   Wilzir.      Aug   2.      Aug   14.    1906.  1,675 

*2d  av,  w  s,  400  n  2d  st.  50x100.  Olinville.  Release  mort.  Ida 
B   McTurck  to   Ina  E  Wilzir.      Aug  2.      Aug  14.   1906.  1,675 

3d  av,  s  w  cor  182d  st.  ,80x10.3.  vacant.  Jacob  Rosberg  to  Cathe- 
rine A  Fagan.     Mort  $15  COO.     Aug  9.     Aug  16.  19(Xi.     11:3048. 

other  consid  and   100 

3d  av.  No  .387.8.  e  s,  264. .5  n  Wendover  av,  25x12.5,  5-sty  brk 
tenement  and  store.  Joseph  Pinnstein  to  Louis  D  Livingston 
and  David  H  Lieberman.  Mort  $21..50(_).  Aug  1.5.  Aug  Ki, 
1906.      11:2929.  other   consid  and   100 

♦6th  av.  s  w  cor  21()th  st.  100x100.  Laconia  Park.  Louise  F 
Ricker   to  Frank   Baumann.      July  20.      Aug   14,    1906.  nom 

♦Lots  157a  and  157b  map  subdivision  of  portion  of  Penfleld  prop- 
erty at  Wakefield.  Wm  W  Penfleld  to  Alberta  C  Farrell.  Aug 
6.     Aug  14.   1906.  100 

♦Lot  21  map  No  1001  made  by  Chas  A  Mapes.  July  1  ,1857.  Nettie 
J  Jones  to   Emanuel  Cerveny.     June   16.      Aug  14.   1906.  nom 

♦Lots  145b  and  146a  map  subdivision  portion  of  Penfleld  proper- 
ty at  Wakefield.  Wm  W  Penfleld  to  Jacob  Christopel.  Aug  6. 
Aug  14.  1006.  other  consid  and  100 

♦Lots  88a.  .S8b  and  300  on  map  No  11()8B,  subdivision  of  portion 
Penfield  property  lying  east  of  White  Plains  av  at  Wakefield. 
Wm   W   Penfield   to   Richard  Kelly.     July  31.     Aug  10,   1906.     100 
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Bronx       August  18,  1906. 


Adaptable  for 

Offices  and  Residences 

Systems  of  Less  Than  Five  Stations 


Interior  Telephones 

Fifty  Cents  a  Month 


No  Installation  Charge 
No  Maintenance  Charge 


THE  AHENTION  OF  ARCHITECTS  AND  BUILDERS  IS  PARTICULARLY  CALLED  TO  THE  ADVANTAGES  Or  OUR  SYSTEMS. 
RATES  FOR  SYSTEMS  OF  OVER  FIVE  STATIONS  AND  ALL  OTHER  INFORMATION  MAI  BE  OBTAINED  UPON  APPLICATION. 

NEW     YORK     TELEPHONE     C  O  IVI  P  A  N  Y 


I  rS  WEST  38th  STREET 


f5  DEY  STREET 


220  WEST  124th  STREET 


♦Lo*s   S7a.   87b.   .Slta   and  S9b   same   map, 

ji'iy  :n.    Aug  10.  incKV 

Lots   l.'H.S  and   139.  same  map.     Same  to  John  E  Sheehan. 

Aug  10.   190)'). 
♦Lots  141a  and  142b  same  map.     Same  to  Chas  A  Furthman 

.'W.      Aug   10,    1.101). 


Same   to   John   Feehan. 

II 10 
Aug  ('>. 

100 
.     July 

100 


*Lots  l.'Ha  and  1.53b  same  map.  Same  to  Edward  Fisher  and 
John   E  Sheehan.      Aug  O.      Aug  10.   liHKJ.  100 

*Lot  14  block  C  map  portion  Matson  S  Arnow  estate,  Westchester. 
Release  mort.  Daniel  Mapes.  Jr.  exr  Matson  S  Arnow  to  Geo  F 
Jarrett.      Aug  .S.      Aug  10,   1900.  nom 

*Lots  3(i.   221.   222.   227    192   and  242  map   Washingtonville.  I 

Lots  117  and  118  map  Olinville. 

Also  property   in   Westchester  county.  | 

Stella  A  Yale   widow  and  ano  children  Elliott  J  Kidder  to  Max 
L  Rudensey.     Q   C.      May  30,      Aug  11,   lOOO. 

other  consid  and  lOO 

*Lot3  30(5  ani  ?,07.  map  subdivision  portion  of  Penfield  property 
at  Wakefield.  Wm  W  Penfield  to  Max  Wultsohn  and  Herman 
Gauss.     Aug  ().     Aug  11.  190(!.  100 

*Lot  .T  map  estate  St  John  and  Arthur  at  West  Farms.  Mary  H 
Myers  to  Edward  Myers.     Aug  13.     Aug  1.5    190IJ.  nom 

♦Lots  91,  92.  98.  99,  141  and  142  map  No  420  of  lots  near  Will- 
liamsbridge  Station  on  N  Y  &  Harlem  R  R.     -•V  Shatzkin  &  Sons, 

llnc)    to   Bernard   Lipset,      Mort   .$ on   this   and   other   prop- 

ertj'.     Aug  0.      Aug  15.  1900.  other  consid  and   lOO 

♦Plot  begins  295  w  White  Plains  road  at  point  along  same  470  n 
Morris  Park  av.  runs  w  1(X)  x  n  25  x  e  100  x  s  2.j  to  beginning 
right  of  way  over  strip  to  Morris  Park  av,  Thomas  Stretch 
to   Margt   H   Robinson,      Mort  .?4,900,      Aug   14.      Aug   15.   1900. 

other  consid  and  100 

•Plot  begins  490  e  White  Plains  road  at  point  along  same  595 
n  Morris  Park  av,  runs  e  100  x  n  25  x  w  IfM  x  s  2o  to  beginning, 
right  of  way  over  strip  to  Morris  Pirk  av.  Geo  A  Devermann 
to  Th?ddeus  B  Whitlock.      Mort  $3, OCX),      Aug  15,     Aug   10,  1900. 

other   consid   and    i'lO 

♦Plot  begins  295  w  White  Plains  road,  at  point  along  same  570  n 
Morris  Park  av,  runs  w  100  x  n  25  x  e  100  x  s  25  to  beginning 
right  of  wav  to  Morris  Park  av,  Rosa  Preismann  and  ano  to 
Ferdinand  Hofmann.     Mort  .?4,005,     Aug  10.     Aug  11.  UIOi;. 

other  consid  and  100 

♦Plot  begins  840  e  White  Plains  road  at  point  along  same  795  n 
Morris  Park  av,  runs  e  1(X1  x  n  25  x  w  100  x  s  25;  right  away 
over  strip  to  Morris  Park  av.  Jacob  Cohen  to  John  E  Jockle. 
Aug  10.     Aug  11.  190(i.  other  consid  and  100 


LEASES 


Under  this  head  all  Leases  recorded.  Assignment  of  Leases  and 
Leasehold  Conveyances  will  be  found.  The  expiessed  consideration 
following  the  term  of  years  for  which  a  lease  Is  given  means  so 
•nuch  per  year.) 

August    1(1,    11,  13,  14,    15  anil   10. 
BOROUGH    OF   MANHATTAN. 

Allen  St.  Nos  23  and  25,  all  except  basement  stores,  Moses 
Harris  to  Max  Schindler;  1  5-12  years,  from  Aug  1.  1900. 
Aug  10,  1900.  Privilege  3  7-12  years  renewal  at  $7,700  per 
year.       1:300 5,300 

Ann  St.  Nos  3.5  and  37.  Assign  lease.  Bernard  Daly  to  James 
Everar.is   Breweries,      Aug  (!.      Aug  1.3,   ITH^O,      1:92.  nom 

Bedford  st.  Nos  20  and  22.  all.  Consumers  Brewing  Co  to  Anto- 
nio Pellegrino;  10  years,  from  June  6,  1900.  Aug  10,  1900. 
2:.527 3.300 

Broome  St.  No  2(iS,  all.  Max  Kurtz  and  ano  to  Morris  Scheller- 
man   and    Isaac   Fleischman;    3   years,    from   Aug   15,    1900.      Aug 

Canal  st.  No  20,  third,  fourth  and  fifth  floors,  M^yer  Breakstone 
to  Abraham  Kornweiss;  2  9-12  years,  from  Aug  1,  1900.  Aug 
10,    190:1.      1:283 1,080 

Cannon  st.   No  111.  all.     Leopold  L  Lawgrock  to  Hyman  Blum;   3 

years,   from   Aug  1.   190j.     Aug  11.   190:3.     2:335 5  400 

10,    190  1.      2:414. 4.3V4 

Cherry  st.  No  170,  store.  &c.  Etna  B  Sachs  to  Solomon  L  David- 
son: 3  years,  from  April  .30,  1900,  2  years  renewal.  Aug  14 
1900,     1:254 1,500 

Christopher  st.  No  181,  all.  John  M  Williams  to  Max  Glickman; 
3  years,   from   May  1,   1006.     Aug  13,   1900.     2:030 900 

Same  property.  Assign  lease.  Max  Fern  to  Hyman  Click.  % 
part,      Aug   10.      Aug   13,    1906.  nom 

Same  property.  .Assign  lease.  Ma.x  Glickman  to  Max  Fern,  July 
10,     Aug  13,   1000 : nom 

Clinton  st.  No  179,  store,  &c.  and  first  floor.  Elias  Greenberg  to 
Joseph  Wasserberger;  1  year,  from  May  1,  1907.  Aug  14.  1900. 
1:313 1,200 

Same  property.  Assign  lease.  Jos  Wasserberger  to  Consumers 
Brewing  Co  of  N  Y  (Lim),     Aug  10.     Aug  14,  1900,     1:313..   nom 

Clinton  st.  No  244.  all.  New'man  Grossman  to  Louis  Whiteman 
and  ano;  3  years,  from  Aug  15,  I'JOo.  Aug  15.  1900.  1:2.58. 
4.000 

Clinton  st,  No  252.  Rose  Smigel  EXTRX  estate  J  Smigel  to  Max 
Sommers;   3  years,  from  Jan  1,  1907.     Aug  11,  1906,     1:258.. 600 

The  text   of  these  pages  Is  copyrighted.     All  rights  are   reserved. 


Cornelia    st.    No   30,    all.      Savino    De    Santi    to    Giuseppe    Di    Bella 

and    Giovanni    Marino;    5    years,    from   July    1,    liKJO.      Aug    15. 

1900.      2:.589 2,880 

Delancey    st.    No    11  t.      Assign    lease.      Ignatz    Loewy    to    Eastern 

Brewing   Co.      Aug    11.      Aug   10.    190li,      2:410 nom 

Delancey   st.    No    11 !,    n    w   cor   Essex   st,    front   house.      John    H 

Wieners  to  Ignatz  Lowey;  3  years,   from  May  1,  1905.     Aug  10, 

1900.      2:410 1,3.50 

Delancey   st,    Nos   85   and   87,   store,    &c.      Abraham    Elterman    to 

Harry  Feierverger;   2  years,   from  July  5,   lOtlO,     Aug  15,   1900. 

2:409 0.50 

Eldridge    st.    No   172,  all.      Isaac    Lifschitz   to   Harris   Bransky   and 

Benny   Kaplan;    4   years,   from   July   15,   1904.      Aug   l.j,    190i;, 

2:415 3,150 

Franklin   st.   No   40,   all.      Mary   Tobin   to   L   P  Faccini   and   John 

Novazio;    9   years,    from   May   1.   1900.     Aug   14,    lOOi,      1:172.. 

1.400  and   1.900 

Grand  st.  No  454.  store.  &c.     Henry  Muhlenbruch  to  Franz  Hart- 

mann    and    ano;    5    years,    from    .\ug    1.    1906.      Aug    10,    1900. 

2:341 1,200 

Grand   st.    No   270,    1st   and  2d   floors,      Caroline   Runk   to   Joseph 

Lautenburg;    0  8-12   years,    from   Sept   1,    1906.      Aug   10,    1900. 

2:418 ,.1,080 

Hester   st.    No   103,   3   stories.      Antonio   Sacca   to   Carmine   Vara- 

sano:   2  8-12  years,   from   Sept   1,   1905.     Aug  15,   1006.     1:238. 

1.5O0 

Houston  st,  No  108  East.     Assign  lease.     Abraham  Baum  and  ano 

to  Joseph  Stein.     July  21.     Aug  15.  1900.     2:442 nom 

Houston  St.   No  283.  s  s,  100  e  Suffolk  st,   2.>xl00,     Assign  lease. 

Margt  McAvoy  to  Adam  A  Schopp  and  Wm  Kirk.     June  26.     Aug 

15,    I'.IOO,     2:3.50 nom 

Lewis  st.  No  10 1,  all,      Yetta   Kramer  to  Jacob   Newman  and  ano; 

from  Sept  1,  1901".,  to  Aug  31,  190:),  Aug  10,  1900,  2:320.  .3.700 
Mangin  st.  No  29.  all.     Julius  Mver  to  Barnett  Smith;  2  11-12  yrs. 

from  June   1,   lOOli,     Aug  13,   1900,     2:322 4.800 

Market  st.  No  So,  store.  &c.     Israel  Jacobson  to  Jacob  Koftman; 

2  11-12  years,  from  June  1,  1900,  Aug  14,  1900.  1:2.50. ..  .420 
Monroe   st,   Nos  82   and  84,      Assign   lease.     Joseph   Lubelsky   and 

ano  to  Sam  Perlman  and  ano.     All  title.     May  2.     Aug  10.  190ii. 

1:2.55 1,782.89 

Monroe  st.  No  84,  all.  Barnett  Freedman  and  ano  to  Joseph  Lu- 
belsky  and   ano;    5   years,   from   April   1,    1900.      Aug   10,    1901!, 

1:255 4,700 

Monroe  St.  No  82.  all.  Barnett  Freedman  and  ano  to  Joseph  Lu- 
belsky  and   ano;    5   years,   from   April   1,   I'JOo.      Aug   10,    1900. 

1:255 .....4.700 

Mulberry   st.    No   24.3,   store.   &c.      Francesco   Urgo   to   Angelo   Ga- 

briele;  2  11-12  years,  from  June  1,  1900.     Aug  14,  1000.     2:495. 

540 

Mulberry    St.    Nos    106   to   170,    all,      Giovanni   Lordi    to   Concetta 

Blasi;   10  7-12  years,  from  Oct  1,  1905.     Aug  10,   1006.     2:471. 

9,250 

Same  property.     Assign  lease.     Concetta  Blasi  to  Caterina  Cimino. 

Mar   12.   1900.      Aug  10,    1900,      2:471 nom 

Oak  St.  -No  .50.     Agreement  subordinating  lease  to  mortgage,  Sergo 

Carlucci    with    Frederick    D    Weekes,      Aug    13.      Aug   14,    190fj. 

1:278 ;    nom 

Prince  st.  No  15,  store,   &c.     Cath  Bishop  to  Michele  and  Angelo 

Bologna;  0  years,  from  Aug  1.  1906.  Aug  15,  1900.  2:507.. 1.200 
Ridge    St.    Nos    87    and    89,    rear    houses.      Lazarus    Levy    to    Michl 

Herman   and   Harris   Bransky;   3  years,  from  Aug  1,  1905.     Aug 

15.   1906.     2:343 2,350 

Stanton    st,    No   .50.   all.      Morris    Bresky   to    Sophia    Bernholtz;    3 

years,   from   Aug   1.    1906.     Aug  13.   1900.     2:422 5,014 

Thompson  st.  Nos  27  and  29.  store.  &c.     Louis  Meyer  Realty  Co  to 

Beniedetto    D'Azzo;    5   years,    from  Aug   1,    1900.      Aug  13,    1906. 

2:476 600 

Same  property.     Assign  lease,     Benedetto  D'Azzo  to  Felice  Pelle- 

chia.      Aug  9.     Aug   13,   1906.     2:476..    f. nom 

Same  property.     Consent  to  assign  lease.     Louis  Meyer  Realty  Co 

to  Benedetto  D'Azzo 

Same  property.  Assign  lease.     Felice  Pellechia  to  Consumers  Park 

Brewing  Co.     Aug  13,    1900.     2:470 nom 

5th  St.  No  747  East.     Surrender  lease,     Simon  Shapiro  and  ano  to 

Louis   Rosenblum.      Aug   6,      Aug   11,    1900.      2:375 909.03 

9th  St.  No  747  E,     Surrender  lease,     Abraham  Friedman  and  ano 

to  Jacob  Schwartz  and  Moritz  Haupt.     July  31.     Aug  10,  1906. 

2:.379..     ..     ..     150 

11th  St.  No  422  E.  all,     Isaac  Kleinfeld  and  ano  to  Carmelo  Alban- 

ese  and  Liborio  Baldanza;  5  years,  from  Sept  1,  1906.     Aug  14, 

1906.     2:438 4,300 

11th   st,    Nos   528   to   532   East,   store,   bakery,   &c.      Abraham   L 

Kass  to  Morris  and  Annie  Ross;  5  years,  from  Aug  1,  1905.     Aug 

ll>,    1906.      2:404 780   and   840 

13th   st,    No    138   East,   all.      Lina   Annus   to   Anna   Smith;    5   1-12 

years,  from   April   1,   1906.      Aug  10.   190(3.     2:558.. 2,400 

14th  St.  No  2  West,  west  store.  &c.     Demorest  &  Little   (Inc)   to 

Fannv  and  David   Leichtman;   5  years,  from  May  1,   1907.     Aug 

14.    1900,      2:577 5.000 

■2(;th   st.   No  .'i'2(!  East.     Surrender  lease.     Antonino  Maida   to  Sa- 

lina  Silverstein,     July  30.     Aug  13.  1906.     3:931 nom 

34th  st,  No  44.  s  s,  695  w  oth  av.  25x98.9.  Chas  H  Leland  to  Jo- 
nas G  Goldsmith,  of  Piermont.  N  Y;  20  years,  from  May  1,  1907. 

Aug   10.    19(l(i.     3:835 taxes.   &c,   and  20.00G 

34th  St.  Nos  32  and  34,  s  s,  550  w  5th  av,  45x98,9,  Paul  J  Bon- 
wit   to   A   Sulka   &   Co;   20  years,    from   Sept  1,    1906.      Aug   13, 

1900.     3:835 taxes,- &c,  and  $32,000  to  $36,000 


Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 


August  1 8,  1906. 
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MAPLEDORAM  &  CO. 

-^  REAL  ESTATE  BROKERS 


Bay  Ridge  Property 
Our  Specialty 


Fifth  Ave.  and  79th  St.,  Brooklyn,  N.  Y. 

Telephone.  724  Bay  lUdge 
Branch  Office  :  Bay  Rldgo  Ave. .  cor.  Fort  Hamilton  Ave. 


3Sth  at,  No  IP,  n  s,  .'SS.")  w  Sth  av,  25x98.!),  all.  EhrU-k  Psrmly  lo 
Edward    Kimke;    21   yeara,    from   Sept   1.    I'JOIi.      Aug    l.'i,    UlOli. 

3:840 taxes,  and  .15,200  to  .$r),200 

41st  St,  No  448  West,  store,  &c.  Rexton  Realty  Co  to  V  Loew- 
ors   Gambrinus   Brewery   Co;    2   0-12   years,    from   Aug   1,    IIXXI. 

Aug  15,   1!KX!.     4:1050 (XK) 

42d  St,  Nos  2.54  to  2.58,  a  a,  133.4  e  8th  av,  (;().8i»8.9.  Agreement 
as  to  assign  lease  as  collateral  security  for  advances.  Me- 
chanics  &   Traders   Bank   to   Oscar   Hammerstein.      Aug  8.      Aug 

10,    l!)»Hj.      4:1013 nora 

Same    property.      Assign   lease.      Oscar   Hammerstein   to   Mechanics 

and    Traders    Bank.      Aug    8.      Aug    10,    11KH3.      4:1018 100 

Same  property.     Assignment  of  memorandum  of  agreement.     Sam© 

to  same.     Aug  8.     Aug  10,   IfHXv     4:1013 nom 

43d  St  I  building  No  14,  situated  In  central  portion  of  block,  all. 
44th  3t|  Conrad  Hubert  to  BenJ  W  Smith,  N  Y.  and  Gustave  A 
11th  avi     Helms,  Brooklyn.  N  Y;  5  1-12  years,  from  April  1,  llWfi. 

12thav|     Aug   15,   190li.     4:1001 4,000 

62d  St,  No  314  East,  all.     Louis  Rosenberg  and  ano  to  Israel  Gold- 
berg;  3  yeara,   from   Aug  15,    IfMHi.      Aug  15,   lOOfl.      5:  ]43«.  .2,<i75 
81st  St,  No  113  W,  store,  &c.      New  Endicott  Co  to  Michael  Gregg; 
7    years    and    ti    months,    from    Nov    1,    ItlOo.      Aug    Hi,    lOOti. 

4:1212 1,200 

82d  St.  No  73  West,  store.  Isaac  Huppert  to  Samuel  WershBb;  2 
8-12   years,   and   10   days,    from   Aug   20,    1906.      Aug    10,    IflOV 

4:110(1 024 

9!Hh  St,  Nos   100  and   171   E.      Surrender    lease.      Mike   Edelson   to 

Saul   Schendei,      Aug  15.      Aug    10,    IOCk;.      0:1027 920. 17 

102d  St.  No  210  Bast,  store,  &c,  and  rooms  in  rear.  Max  Taiger 
to   laidor  Jager  and   Louis   Falick;   5  years,   from   May   1,    liKX!. 

Aug  11,  1000.     0:1052 , .  .•.    ..1,200 

Same   property.      Assign   lease.     Isidor  Jager  and  ano   to  J   C   Bo- 

gert  Co.     Aug  10.     Aug  11,   VMfi.     0:1052 nom 

109th  St.  Nos  127  and  120  East,  all.  Moritz  Jurkovitz  to  Bern- 
ard Yesga  and  Adolph  Miror;  3  years,  from  May  1,  1905.  Re- 
recorded from   May  0,  1005.     Aug  15,  100<).      0:1037 3,000 

n2th    at,    No   .322    East,    all.      Josef    Gertner    to    Seraflne    Bilotti; 

from  Aug  1.  lilOO,   to  Aug  1,   190O.     Aug  15,  lOOt!.     0:108:3..  .3,300 
113th  St,  Noa  327-.331   E,   east   store.     Salvatore   Soraci   lo   Pietro 

C  Blasi;  3  yeara,  from  Oct  1,  lOOIi.      Aug  16,   lOOfi.     6: 16,S5.  .7-.'0 
110th  St.  Nos  .332  and  334   E,   all.      Philip  T»nzer  to  Max   Rothen- 
berg   and    Morris    Apfelberg;    .3   years,    from    May    1,    lOOli.      Aug 

10,    1000.      0:1705 4,000 

110th  St,   Nos  .330  and  3.38  E,  all.     Same  to   same;   8  years,   from 

May  1,  lOOl!.     Aug  10,  lOOli.     0:1705 ,...4.000 

Av   B,    No  143,    Ist   floor.      Betty   Simon   to   Harry   Rozoff;    5  yeara, 

from   Aug   1,    19(Hi.      Aug   13,    1906,      2:392 444   to   4,80 

Broadway,  No  1.5.50,  s  e  cor  4(Uh  st.  Agreement  aa  to  assignment 
of  lease,  &c.     Mechanics  &  Traders   Bank  with  John  F  and  Cha^ 

H    Simpson.      Aug    13.      Aug    Hi,    1906.      4:908 nom 

McComba  Dam  road,  w  a,  28  s  1:53d  st,  — i — .     Assign  lease.  Fredk 

Robinson   to   Martin   Byrne.      July  1.      Aug   15,   10<>3.      7:20;<8..nom 
Ist  av.   No  403,  store  and  rooms  above  in  front  building;    also  Ist 
loft    in   rear   building.     Edw  O   A  Glokner   to   Wm   Koenig;    4   10- 

12  years,   from  July  1,   1900.     Aug  10.   1SMM5.     3:920 1,200 

2d  av.  No  1109,  store  floor.  Leopold  Leyaersohn  to  Bertha  lin- 
ger;  3  years,   from   May  1,  1!>07.     Aug  14,   10O8.     5:1.^32 780 

2d  av.  No  1045,  all.     Henry  Hlias  Brewing  Co  to  Fredk  W  Schro- 
der;  5  years,   from  May  1.   1006.     Aug  11,   10t>6.     5:1320. ..  .2  650 
3d  av.    No  .53.5.      Assign   lease.      Louis  Seplowin  to  Abraham  Gold- 
berg.     July   26.      Aug   15.    1006.      3:016 3.50 

Same  property.     Surrender  lease.     Abraham  Goldberg  to  Emanuel 

A   Gerdner.     Aug  14.     Aug  15,   1006.     3:016 ,837.50 

3d  av.  No  1502.  Agreement  to  lease  of  portion  of  cellar  at  JIO 
per    month.      Saml    J    Cohen    with    Edw    Hlrschhorn.       Aug    4. 

Aug  10,  1900.     5:1518 nom 

3d  av.   No  2.52,  all.      Frederick  Bishop  to   Nathaniel   B  Abbott;    5 

years,  from  Sept    12.  1906.     Aug  16.   liKKi.     3:876 1,9(XI 

3d  av.  No  .55.5,  ground  floor  and  floor  above.  Louis  Engelhardt  to 
Charles    Ludwig;    5    yeara,    from    May    1,    1908.      Aug    10,    1906. 

3:917 1.860 

3d  av.  No  487,  s  e  cor  .33d  st,  — x — .     Assign  lease.     Walter  F  Rau 

to  Rau  Cafe  Co.     Aug  13.     Aug  14,   1906.     8:913 nom 

5th  av.  No  1401.     Assign  lease.     Albert  J  Dressel  to  Solomon  Na- 

vid.      Aug  8.     Aug  10,   19C6.     6:1621 nom 

5th   av.   No   2147,   south   store.      Abraham    Ettinger   to   L   Alberg; 

2  10-12  years,  from  Aug  1,  1906.     Aug  10,  1906.     0:1756 

.504  to  540 

Sth  av.  No  2424,  store,  &c.     Israel  Hoffman  to  Gust  N  Maltezos; 

4  8-12  years,  from   Sept  1,   1906.     Aug  16,   1900.     7:19.35 

1.200    to    l,.5O0 

8th  av.  No  681.  Assign  lease.  Patk  J  Flannery  to  Frank  and 
Joseph   Goodman.     All   title.     June  8.     Aug  15,   19(M!.     4:1034.. 

other  consid  and  100 

Sth  av.  No  081.  Agreement  cancelling  lease.  Jos  and  Frank 
Goodman   with  whom   ft  may  concern.     June  28.     Aug  15,   1906. 

4:10.34 nom 

Sth  av.  No  1431/2,  store.  Cath  D  Coffey  EXTRX  estate  J  J  Cof- 
fey to  Pinkus  Reiner;  5  years,  from  July  1,  1906.     Aug  15,  1906. 

3:741 ,840 

Sth  av,  Nos  915  to  919|  w  s,  .50.2  n  .54th  st,  runs  n  50  x  w  125  x  s 

54th  st.   No  .305  I     100.5  to  .54th  st,  x  e  25  x  n  .50.2  x  e  100 

to    beginning.      Winthrop    Astor    Chanler    et    al    to    N    Y      Turn 

Verein    Bloomingdale    (a   corpn) ;    15   years,    from    May    1,    lOOl!. 

Aug  15,  1900 '. ■,taxes,  &c,  and  4,000 

Sth  av.  No  914,  room  and  basement.     John  B  Jantzen  to  Stavrahn 

Bros;  5  years,  from  Aug  10,  19011     Aug  11,  1906.     4:1026 Ollfl 

Sth  av.  No  765,   store.     Sophie  D  Schoeller  to  Emil  Roggenkamp; 

9   8-12  years,   from  "Sept   1,   1906.     Aug   14,   1906.     4:1037 

2,000  and  2,400 

9th   av.    No   602,   n   e   cor   4.3d   st.      Surrender   lease.      Cecilia   Mc- 

Govern  to  Philip  McGovern.     Aug  14,   1006.     4:1034 nom 

11th  av,  No  554,  n  e  cor  42d  st.  Assign  lease.  Bernard  Daly  to 
James    Everards    Breweries,    a    corporation.      Aug    7.      Aug    13, 

1906.     4:1071 nom 

Same  property.  Assign  lease.  John  J  Cantely  to  same,  given  as 
security  for  payment  of  note.     Aug  10.     Aug  13,  1906.     4:1071. 

nom 

11th .av.  No  5.54]  n    e    cor   42d   st,   — .\ — ,    all.      Theresa   Metzger   to 
42d  st.   No  5031     Bernard  Daly;   10  years,  from  Aug  1,  1906.     Aug 
13,   1006.      4:1071 •... 4,800 


Same    property.      Assign    lease.      Bernard   Daly   to   John   J   Cantely 
Aug   10.      Aug   13,   1006.     4:1071 .' na.n 

BOROUGH    OF    THB    BRONX. 

140th   st.    No    780   Bast.      Assign    lease.      Roderick   J   Kennedy    to 

Guatav   Hagenat.     Aug  10.     Aug   15,   lOIHl.     9:2293 nom 

ICOth  st.   No  745,   west  store.      Sophie   Mayer  and  ano  to  Saml  Ro- 

senzwelg;   3  years,   from  Aug  1,    1906.     Aug  14,   190o.      11:2010 

^ 240 

•Barnes   av,   n   w  cor  223d  St.  store.      Giovanni   Fanelli  and  ano  to 

Stephan  Sopniewski;  5  years,  from  May  1,  VJiMj.     Aug  10.  1006. 

360'and  4.S0 

Brook  av.   s  w  cor   140th  st.     Surrender   lease.     Gustave   Hagenat 

to   Beadleston   &   Woerz.      Aug  10.      Aug  13,   lOOo.      9:2203 nom 

Brook   av.   No  316,   store,   &c.      Herman   D  Ehlers    to   Sarah   Stein- 
berg:  2  years   and  60  days,   from  Feb   7,    100;i.     Aug   10,   lOOli 

••:—•* 270 

Franklin   av.    No    1214.      Surrender  lease.      Hugo   Strauss   to  Jacob 

Slegel.     All  title.     Q  C.     Aug  0.     Aug  10,  1000.      10:2014 nom 

Riverdale   av,    n    e  cor   230th   st,    all.      Ellen   J    McKenna   to    Peter 

Delaney;  5  years,  from  Sept  1,  1000.     Aug  16,   lOOl!.  ■. (JOO 

Webster  av,  n  w  cor  2(l0th  st.     Felix  Grimley  to  Thqmas  L  "Kelly 

5  years,   from   Aug  1.   IIHH!.      Aug  13.   1000.      12:3280 1,200 

Willis   av.    No    143,   store,   &c.      Emanuel   Glauber  to  John   D  Ales- 

sandro;    3    years,    from   May    1,    1906.      Aug    11,    19U6,      9:2297 

• 960  to   1,0,S0 

Washington    av.    No    987.      Assign    lease.      Michl    J    Lestrange    to 

Andrew    Dorn.      July   31.      Aug    14.    IIIO:;.      9:238li nom.. 

3d    av.    No   270t;.      Bill    of   sale.      Mark   Trautdeid    to    E.-nil    Rosen- 

baum.     July  26.      Aug   11,   lOOO.     9:2300 ..300 

3d  av.  No  2766,     Bill  of  sale.     Emil  Rosenbaum  to  Martin  A  Ripp. 

July   1,    10O6.      Aug   10,   1000.      9:2307 3,000 

8d  av.  No  20111,  2d  floor.     Clarence  W  Giesen  to  Anna  G  Mackin; 

5  years,   from  Sept   1,   lOOO.     Aug  15,   lOOli.     0:2;i74 540 


MORTGAGES 


NOTE. — The  arrangement  of  this  list  Is  as  follows;  The  first  name 
Is  that  of  the  mortgagor,  the  next  that  of  the  mortgagee.  The  de- 
■^cription  of  the  property  then  follows,  then  the  date  of  the  mort- 
gage, the  time  for  which  it  was  given  and  the  amount.  The  general 
dates  used  as  he.id  lines  are  the  dates  when  the  mortgage  was  handed 
into   the   Register's  office   to  be   recorded. 

Whenever  the  letters  "P.  M."  occur,  preceded  by  the  name  of  a 
street.  In  these  Hats  of  piortgages,  they  mean  that  it  is  a  Purchase 
Money  Mortgage,  and  for  fuller  particulars  see  the  list  of  transfers 
under   the  corresponding  date. 

Th»  first  dale  Is  the  date  the  mortgage  was  drawn,  the  second  the 
dato  of  filing;   when  both  dates  are  the  same,  only  one  Is  given. 

Subscribers  will  find  mortgages  lo  this  list  with  the  wrong  block 
aumber  attached.  The  block  number  we  give  Is  taken  from  the  In- 
Btrumont  as  filed. 

Mortgages  against  Bronx  property  will  be  found  altogether  at  the 
foot  of  thU   list. 


August  10,   11,  13,  14,   15  and   16. 
BOROUGH    OF   MANHATTAN, 

Ahrena,  Herman  to  William  Frisch.  West  st,  Nos  221  and  222, 
e  8,  47.7  8  North  Moore  st,  40.2x58.6x40x57.9.  Aug  1,  1  year, 
6%.      Aug   10.    1900.      1:185.  1,(K)0 

Alhambra  Realty  Co  to  Max  Schenkman  and  ano.  Eldridge  st, 
Nos  210  and  212,  e  s,  105.2  s  Stanton  st,  45x87.0.  Prior  mort 
$62,000.     Aug  10,  due  Oct  15  ,1906,  0%.     Aug  11,  1906.      2:41(). 

9,6S0..55 

Alhambra  Realty  Co  to  MUTUAL  ALLIANCE  TRUST  CO  of  N  Y. 
Bldrldge  st,  Nos  210  and  212,  e  s,  105.2  s  Stanton  st,  45x87.6. 
Prior  mort  |42,000.     Aug  10,  1  year,  67<-.     Aug  13,  1906.     2:416. 

20,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Aug  10.     Aug  13.  19(Hi.     2:416.  

Addison,  John  to  Board  of  Foreign  Missions  of  the  Reformed 
Church  in  America.  10th  st.  No  69,  n  s,  52.2  e  6th  av,  10x46. 
Aug  13,  due  Aug  1,  1000,  57c.     Aug  14,  19(Ki.     2:574.  14  000 

Ahrend,  Fred  to  Beadleston  &  Woerz.  Pearl  st.  No  260.  Saloon 
lease.     Aug   14,   demand,   Cr/c.     Aug   15,   lOOO.      1:95,  1  5U0 

Alweil,  Abraham  to  Jacob  Binder  and  ano.  05th  st,  Nos  330  to 
340,  s  s,  225  w  1st  av,  3  lots,  each  37.(5x100.  3PM  morts. 
each   .$11,2.50.      Aug   13,    Installs,    0%.      Aug   14.    1006.      5:1439. 

33.750 

Arnstein,  Henry  to  Charles  Weisberger  and  ano.  Sth  av.  No 
2619,  w  s,  59.5  g  140th  at.  27x100.  P  M.  Prior  mort  ?34,0l)0. 
Aug  15,    1   year,   6%.      Aug   10,   lOOli.      7:2042.  3.500 

Bimberg,  Charles  to  Jacob  Katz  and  ano.  S3d  st  Nos  345  to  349, 
n  a,  100  w  1st  av,  50x102.2.  P  M.  Prior  mort  .?.52,000.  Aug 
14.    5    years,    6%.      Aug    15,    1906,      5:1540.  15.000 

BANKERS  TRUST  CO  with  Rock  Island  Impt  Co.  Rolling  stock, 
&c.  Equipment  agreement,  &c.  Nov  1,  .$44,10li.l7  on  execution 
of  agreement  and  balance  in  20  instalments  of  .$280,000  each 
5%,      Aug   15,   1000.     Genl   Morts.  gold  bonds,  5,040,106.17 

Biel.  Louis  to  John  J  Mahony.  149th  st  No  509.  n  s,  100  w  Am- 
sterdam av,  17.6x99.11.  P  M.  Aug  13.  Aug  15  1900,  5  years. 
.5%.      7:2081.  4.000 

Blumenkrohn.  Siegfried  to  Meyer  Cohen  et  al.  13.5th  st,  n  s, 
420  w  Amsterdam  av,  4  lots,  each  40x99.11.  4PM  morts  .each 
.$2, .500;  4  prior  morts,  .$4.5;000  each.  Aug  14,  due  Mar  14, 
1007,   6%.      Aug   15,   1906.      7:1988.  10.0110 

Same  to  Fleischmann  Realty  &  Construction  Co.  Same  properly. 
4PM  morts.  each  $100110;  4  prior  morts.  $35,000  each.  Aug 
14.  3  years.  6%.     Aug  15,   lOOli.     7:10,88.  40,000 

Bohmert,  Wm  R  to  James  Murray  and  ano.  St  Nicholas  pi.  No 
22,  e  s,  225  n  150th  st,  37.0x10:1.  P  M.  Prior  mort  .$30,000. 
Aug    15,    1000,   3   years.    6%.      7:20.54.  17.000 

Banzer.  George  to  Samson  Lachman.  67th  st,  Nos  .3.36  and  340, 
s  s,  150  w  1st  av,  83.4x100,5.  Prior  morts  $20  000.  Aug  13. 
demand.  (V/e.      Aug   15,    10110.      5:1441.  •  10  0,lO 

Breuer,  Emma,  Ernestine  and  Maria  to  Edward  T  Engel.  14lh 
st.  No  .306,  s  s,  72  e  2d  av,  19.6x51.6.  Prior  mort  $12,000. 
Aug   15,   5   years,   6%.     Aug   1(!,.  1908.     2:-4.55.  3,0(10 


The   text   of   these   pages   is   copyrighted.      All   rights   are   reserved.     Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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GAS  COOKERS    ^    GAS  HEATERS 


We  Rent  a 
Oas    Range 

$3 

Per   Year 

A  handsome  up-to-date  line  of 
appliances  may  be  seen  at  our  offices 


[ 


SOLVE  THE  FUEL  PROBLEM 


We  Rent  a 
Gas    Rangb 

$3 

Per    Year 

CONSOLIDATED  GAS  COMPANY  OF  NEW  YORK 


CLEANLY,  EFFICIENT,  ECONOMICAL 


1 


Bathgale  Realty  &  Construction  Co  to  Harris  Weinstein.  liiUh 
St.  Nos  33;!  to  339.  n  s.  l.S2.(j  w  1st  av.  78.11x9S.l)x;)2.11x'J!).ll : 
29th  St.  No  331.  n  s,  360.3  e  2d  av.  22.4x98.9.  P  M.  Prior 
mort  $.oO.(X)0.     Aug  1.  2  years.  (i%.     3:93rj.  _  7.500 

Bobaty.  Antonie  to  Louis  Paborsky.  1st  av.  No  1317.  w  s.  504 
s  71st  St.  25x75.  P  M.  Aug  15.  1  year.  0%.  Aug  1(5,  lEMXi. 
5:144.5.  -'..500 

Burstein.  Israel  to  American  Mortgage  Co.  113tb  st.  No  78  E.  s  s. 
92.9  w  Park  av.  37.3x100. 11.  Aug  10,  3  years.  57f.  Aug  14. 
190(3.      0:1018.  30.000 

Burstein,  Israel  and  Gerson  M  Krakower  with  American  Mortgage 
Co.  113th  St.  No  78  East.  Subordination  agreement.  Aug  8. 
Aug  14  .1901).     0:1(118.  nom 

Burstein.  Israel  and  Madison  G  Hawke  with  American  Mortgage 
Co.  113th  St.  No  78  East.  Subordination  agreement.  Aug  8. 
190().     Aug  14.  1900.     (5:1018.  nom 

Baum.  Emma  to  Christian  F  Zobel.  S2d  St.  No  223,  n  s.  305.5  w 
2d  av.  25x102  2.  P  M.  Prior  mort  .flti.SOO.  2  years.  (i%.  Aug 
14.   1900.     5:1.528.  5.000 

Brennan.  Kate  A  to  Laura  D  Sherman  and  ano  exrs  Fredk  J  Nott 
Madison  av.  n  w  cor  55th  st.  No  29.  08x25,  3  years,  41,4%.  Aug 
14.   IIMIO.     5:1291.  05  000 

Same  to  same.  Same  property.  P  M.  Prior  mort  .$(55.(KX).  3 
years.  4V4'-,.     Aug  14.  1900.     5:1291.  10.000 

Baron.  Solomon  L  to  Isabella  Bendick.  Eldridge  st.  No  18.  e  s. 
abt  125  s  Canal  st,  25x87.0.  Aug  13,  1  year.  0%.  Aug  14. 
190(!.      1:293.  3.000 

Beck.  Frank  to  Alois  Lazansky.  2d  av.  No  (>08,  e  s,  123.5  s  34th 
St.   24.9x80.      Aug   10.    1   year.   6%.      Aug   13.   1900.     3:939.     7.aX) 

Beatty.  Thomas  to  Alvin  F  Johnson.  l()4th  st.  No  455.  n  s. 
194.7  w  Edgecombe  road.  25x142.11x25.2x139.0.  Aug  9,  3  yrs. 
5%.      Aug   10,   1900.        8:2111.  3  000 

Bernstein  Morris  and  David  Peltyn  to  GERMANIA  LIFE  INS  CO  ot 
City  N  Y.  Amsterdam  av.  Nos  2071  to  2075.  s  e  cor  103d  st, 
100x45.  Prior  mort  fC7.50O.  Aug  9.  due,  &c,  as  per  bond.  Aug 
11,   lUm.     8:2110.  'i'..5O0 

Bernstein  Morris  and  David  Peltyn  to  GERMANIA  LIFE  INS  CO  ot 
City  N  Y.  11  3d  st.  No  4-50.  s  s.  45  e  Amsterdam  av.  40x100. 
Prior  mort  $35,000.  Aug  9.  due.  &c,  as  per  bond.  Aug  11.  190(>. 
8:2110.  2,500 

Beck.  Frank  to  EMIGRANT  INDUST  SAVINGS  BANK.  2d  av,  No 
(;08.  e  s.  123.5  s  34th  st,  24.9x80.  Aug  10.  3  years.  4>6%.  Aug 
11.   1901!.     3  939.  18.000 

Blumberg.  Saml  to  Eugene  Diamond.  1st  av.  No  83  i.  e  s.  75.10  s 
47th  St.  25.3x00.  P  M.  Aug  9,  3  years,  5<7f.  Aug  10.  1906. 
5:1358.  10.000 

Bingham.  Amelia  to  Irene  D  Denlson  extrx  David  S  Denison.  31st 
st.  No  40,  s  s,  235  e  Madison  av,  20x98.9.  Aug  10.  5  years,  5%. 
3:800.  46.000 

Byrne.  Mary  J.  C  Percy  Dougherty.  Frances  J  Brisbane  and 
Nellie  Dougherty  to  Mattie  C  Reynolds  guardian.  Amsterdam 
av  No  1808.  w  s.  .SO  s  1.50th  st.  19.11x100.  July  0,  3  years. 
4W/r-      Aug  10.   1900.     7:2081.  2,000 

Cathedral  Parkway  Realty  Co  to  North  American  Mortgage  Co. 
137th  St.  s  s.  100  e  Riverside  Drive.  2  lots,  each  85x99.11.  2 
certificates  as  to  consent  of  stockholders  to  mort  for  $34,500 
each.      Aug   10.  19110.      7:2002.  

Coburn.  Geo  to  City  Mortgage  Co.  Broadway  or  Kingsbridge  road, 
n  e  cor  178th  st.  25,0x90.8x25x101,9.  Building  loan.  Aug  9. 
demand.  6%.     Aug  10.   1906.     8:2103.  30.000 

Carpenter.  Benj  F  to  Lawyers  Realty  Co.  Sth  av.  No  2090,  s  e 
cor  143d  St.  No  278.  25.1x75,  Prior  mort  $25,(Xl0.  Aug  10.  2 
years.   iV/f.     Aug   11.   1906,      7:2028.  10.000 

Carpenter.  Franklin  T  and  Wm  H  Thorne  trustees  Isaac  Carpen- 
ter to  BOWERY  SAVINGS  BANK.  Allen  St.  No  75.  w  s,  87.0  n 
Grand  st.  runs  n  27,11  x  w  47,0  x  s  w  15  x  w  —  x  s  25  x  e  87.6  to 
beginning.      Aug    10,    5    years.   4%%-      Aug    11,    19U0,      2:41.3. 

5.500 

Cavanagh.  Albert   to  Moses  Weinman.     28th  st,  Nos  122  and  124. 


P  M.     Prior  mort 


s  s.   120  w  Lexington  av,  40x98.9 
year.   O'/r.     Aug   13   .1906,     3:883. 
Clirein.    Barnet   ahd   Isaac   S    Harris   to   Abraham   Kosower. 


St.   No  311.   n   s.   175   e  2d   av.   37.(>xl(Kt.ll.      P 
$43,000.      Aug   10.   3   years,    0%.      Aug   13,    1906 


M. 


Prior  mort 


iO 


(i:1074 
Cl'anceys  FarmDairy  &  Bakery  to  Stanley  W  Dexter  trustee  John 

H  Watson.     .53d  st.  No  121.  n  s.  275  w  0th  av.  25xl0l>.5.  Aug  14. 

due  Aug  1.   1911.  .5%.     Aug  15.  1906.     4:1(X16.  15.000 

Same  to  same.     Same  property.     Consent  ot  stockholders  to  above 

mort,     Aug  13,     Aug  1.5.   190(i.     4:100(3,  -— 

Cohen.   Louis   to   Charles  Peterson.      Cherry   st.  Nos   160  and   168. 

n  e  cor  Market  st.  No  78.  runs  e  37.2  x  u  35.3  x  e  0.7  x  w  36,11 

X   w  37,9   to   Market   st  x   s  76,1   to   beginning.     P  M.     Aug   15. 

IfMH),   I!   years.   0%,     1:2.54,  22,.500 

Cohen.  Saml  to  Charles  Bernstein.     SOth  st.  No  231.  n  s.  228.9  w 

2d   av    25  5x102  2.      P   M,      Prior  mort  $14,000.     Aug  14.  3  yrs. 

0%.      Aug   15.    19(10.     5:152(5.  3  500 

Same  to  Saml  A  Isaacs  exr  Saml  L  Isaacs.     Same  property.     P  M. 

Aug   14.  3  years.   4M:Vc      Aug   15,   1900,     5:1.526.  14.000 

Crawford.    Fannv    L    to    Eugene    Vallens,      99th    St.    No    254.    s    s, 

1.58  4  e  West    End   av,    16,.Sxl(IO,ll,      P  M.      Aug  13,   due   Jan   15. 

1907.  6%.      Aug   15.    UMO.     7:1870.  3.750 

Cannato     Giuseppe   to    Henry    P    Moorhouse    and    ano.      1st   av.    No 

2000.    e    s.   .80,11    s    107th    St.    20x93.      Aug    14.    3   years.   5%%. 

Aug   15.    ]!)0(i,      6:1700.  6.500 

Carl.    William   to   Jacob   Tischner,   KiOth   st.    No   506,   s   s.    125   w 

Amsterdam    av.    25x103  6x25,4x107,10:    given    as    collateral    se- 
curity for  mort  ot  $7,(X10  covering  Aqueduct  av,  e  s.  100  s  183d 

st     .50x101,5x50x101,1,      Aug    14.    3    years.    .50v.      Aug    15.    1900. 

8:2123.  10.000 

Cohn    Rachel  to  Gustave  Solomon  and  ano.     Av  C.  No  31    s  w  cor 

3d   St.    Nos   254   to   260,   26.6x100.      Aug   14,   5   years.   .5%.      Aug 

15,   1906.     2:385. 
Cornell.    Helen   H,   East   Orange.   N  J 

No    107.   n   s.    174   e   Amsterdam   av 

5%.     Aug  15.   19(X5.     4:11.30, 
Cohen     Jacob   and   Samuel    Bvkowsky   to    Max    Aronson,      10(>th   st, 

No  212.  s  s    160.6  e  3d  av.  runs  s  23.5  x  w  0,(5  x  s  42,2  x  e  0.6 

X  s  24  "  '  -"  •  •^-  ^""•'■'   '-  '"■•"- """ 


53,000 

to  Eliza  Meehan.  (54th  st, 
18x100,5,  Aug  8,  3  years. 
5.000 


w  0,0  X  s  134  X  e  27  X  n  100,11  to  106th  st  x  w  26,6 


to    beginning.      P   .M,      Prior  mort   .$24.0(X>.     Aug    1.  5  years.   iY/e. 

Aug    16.    1900.      6:16.55.  11..500 

Same  to  same.     lllOth  st.  No  214,  s  s.  187  e  3d  av,  27x100.11.  P  M. 

Prior  mort  $24.0(X).     Aug  1.  5  years,  6%.     Aug  Ki,  1906.  0:1(!55. 

ll.,500 
Campbell.  Geo  W  to  Anna  I  Magher.  Manhattan  av.   No  272.     As- 
signment of  hi   rents  to  secure  note  ot  $900.     V4  part.     Feb  26, 

ItKXi.     Aug  16    1900.     7:1846.  nom 

Capo.  Sabato  to  Samuel  Schendel.     99th  st.  No  171,  n  s,  1(10  w  3d 

av,    25x100.11.      P   M.      Prior   mort   $16,000.      Aug   15,   due   Aug 

1.   1910,   (T/r.      Aug   10.   1900.     0:1627.  5.000 

Cunningham.    Mary    B    to    Irving   Eckstein.      96th    st.    No  206.    s   s. 

144.3    w    .\msterdam       av.     31, 3xl(XI,9x27,(ix  100,8,      Prior     mort 

.$24,250.      Aug   10.    1900.   1   year.  iY/r-     4:1243,  3  (XlO 

Campbell.  George  W  to  Anna  I  Magher.     Manhattan  av.  No  264.  n 

e  cor  lllth  st.  100.11x145.     hi  part.     All  title.     Feb  2t>.  due,  &c 

as  per  bond,     Aug  16.  IIKM'..     7:1.84(5.  _  _  9O0 

Daniels.   Louis  to   David  Lippmann  and  ano.     5^^d  st.  No  548    s  s. 

125  e  11th  av.  25x19(1.5.     P  M.     Prior  mort  $12.(JO0.     Aug  15.  3 

years.  (V/r.     Aug  16.  lf»0(5,     4:1081,  9..5(X) 

Ducker.   Caroline   B  to  James  S  Lawson  et  al  exrs  Jacob   Lawson. 

(!9th  St.  No  213.  n  s.  104.2  w  Amsterdam  av.  20.6xl(M),5,     Aug  1. 

due  Jan  1,   1911.  5^4%.      Aug  10.   1900.      4:1101.  10,(XX) 

Same    to    James    S    Lawson.      Same    property.      Aug    15,    installs. 

07f.      Aug   16.    190(5.      4:1101,  _  _    ^  L500 

Daniels.   Louis  to   David  Lippman  et  al.     .53d  st.  No  54(5.  s  s.   150 

e    llth   av.    25xl(X)5.      P   M.      Prior   mort   $10,000.      Auj    15,   due 

Oct  l"   1907,  6'A      Aug  10.  190(5.     4:1081.  11  .5(KJ 

Same  to  same.     .53d  st.  No  550.  s  s.  100  e  llth  av.  25x100.5.     P  -f^. 

Prior  mort  $12,000.     Aug  15.  due  Jan  1,  1909,  G'/c.  Aug  16,  1906. 

4:1081.  9.5(1(1 

Doyle.   Thomas  S   to  Saml  G  Hess.     Amsterdam   av.   Nos  701  and 

706.    w   s.  40.8   n   94th   st.   40x100,      P   M,      Prior  mort   $60.00  I. 

Aug   13.   installs.   O'/r.      Aug   1(>.    1906.      4:1242,  5.000 

Dawson.  Edith.  Ridgefleld  Park.  N  J.  to  Bertha  M  Johnson.  Lex- 
ington av.   No  1984.   w  s.   17,5  n  w  121st   st,   16,8x61,9,     Aug  9. 

3  years.  5'/r.     Aug  10.  1906.     6:1770.  7.(XX) 

Doctor,  Bertha  to  Daniel  G  Wild  and  ano  trustees  Wm  H  Wal- 
lace.     133d   St.   No  207,   n   s,   1(X)  w   7th  av.  20x99.11.     July  26. 

5  years.  —%■     Aug  10.   lfX)6.      7:1939,  9.500 

D'Onotrio.  Fortunato   to  Clarence  Warden.     119th  st.  No  1.58.  s  s. 

100  e    7th   av.    17x100.11.      P   M.     Aug  9,   3  years,   5%.      Aug  10. 

l!XMi.     7:1903.  12.875 

Dart,    Agnes   L  wife    of   Henry  C   to   MUTUAL  LIFE   INS  CO   ot   N 

Y,     04th  St.   No  174.   s  s.  212.(i  w  .Sd  av.  20.10x100.5,     Aug  10. 

due.  &c.  as  per  bond.     Aug  13.  llKXi.       5: 1398.  18.(X10 

Dart.    Edward   with  MUTUAL  LIFE  INS   Co  ot   N  Y.      04th   st     No 

174   East.      Subordination   agreement.      Aug   10,      Aug   13.    19(M>. 
'5:1.398.  nom 

Doctor.  Emanuel  to  Chas  M  Rosenthal.     Broadway,  n  w  cor  125th 

st,    10(lxl(X>.      Building    loan,      Aug    10,    1   year,    6%.      Aug    14. 

19(Xi.      7:1993.  60.500 

Didiodato.    Giuseppe    and    Abramo    Tassoni    to    Annie    M    Keenan. 

119th    St.    No    515.    n    s.    213   e    Pleasant    av,    2(1x100,10.      Prior 

mort.      Aug  9.    installs,   ij'/'r.      Aug   14.   1906.      6:1816.  2.(X»0 

Epstein.  Louis  to  Abraham  Cohn  et  al.     112th  St.  No  3,  n  s,  90  e 

5th  av.  27x100,11,     P  M,     Prior  mort  $25,000.     Aug  16.  2  years. 

(i'/r.      Aug   K!.    1900.      0:1018.  5.0  0 

Epner,   Wolf  and   Abraham   to   Abram  Nachbar.     2d  av.   No  2214. 

e   s.   40.11   s   114th  st,   20x80.      Aug   15.    installs.   (5%-      Aug   10. 

1906,      0: 1(!85,  2.300 

Ecker.  Nathan  to  Sarah  H  Eraser.     Stanton  st.  No  247.  s  s.  75  e 

Willett    st,    25x75.       Aug    1.    3    years,    5%%.      Aug    15,    100(5. 

2:339.  16.5(X) 

Eiseu.   Davis   and   Wolf   Limmer   to   Jetta   Limmer.      Delancey   st. 

No  220,  n  s.  70.3  e  Pitt  st.  runs  n  73  x  w  —  x  n  27  x  e  27  x  s 

100  X  w  25,9  to  beginning.     Prior  mort  $25,000.     Aug  15,  1906. 

installs.  [i7r.     2:338,  •  0,000 

Einhorn,  Saml  to  Abraham  Morris  and  ano.     81st  st.  No  311,  n  s, 

200   e   2d    av.   25x102,2.      P   M.      Prior   mort   $17,000,      Aug    15. 

V.mi.    5   years.    (5%.      5:1444.  7.500 

Edgar.  Chas   to  Virgil  or  Virgilio   R  Gazzo.     3d  av.  No   .5.35,   e  s, 

74,1   s   ,30th   st,   24  ,8x125,      P   M,      June   28,   due   April   7,   1908. 

07r.      Aug    15.    190(5.     3:916.  9.000 

Efron.  Jacob  to  Jeannette  B  Chapportin.     Broome  st.  No  233.  s  s. 

02  w  Essex  st.  13x(54.3.     June  20,  1906,  1  year,  51/0%.     Aug  Ki. 
1900.     2:408.  lO.OOO 

Ehrenreich.  Moritz.  Moritz  Gluck  and  Max  Iczkovits  to  Samuel 
Levin  and  ano.  K'.'Jd  st.  No  42.  s  s.  90  e  Madison  av.  27x99,11, 
Aug   14.  due  July    1.   1910.  O'/f.     Aug   1.5.   19(X5.     6:1756,         3,000 

Frankel.  Frank  to  Jacob  Frankel,  Lenox  av.  No  .552,  s  e  cor 
138th  St.  99,11x190,  P  M.  Aug  15,  due  Feb  15.  19(.)7,  6%. 
Aug    16.    1900,      0:1735,  9.2(X) 

Feinberg.  Elias  lo  Max  Litowich  and  ano,  143d  st.  No  240.  s  s. 
325  w   7th   av.   25x99,11.      P  M.      Prior  mort   $27,250.     Aug   15. 

3  years,  .5r/r.      Aug   10.    1900,      7:2028,  3.7,50 
Fischer.    Sam.    Rachel   and   Annie   to   Sheldon   Leavitt   and   Geo   C 

Kobbe   as   TRUSTEES,      Madison   st.   No   111.   n   s.   88.2   w   Mar- 
ket St.  25x100.     Aug  9,  5  years,  57c.     Aug  10  ,1906.     1:277. 

25.000 

Fischer.  Saml.  Rachel  and  Annie  and  Max  Cohen  with  Sheldon 
Leavitt  and  Geo  C  Kobbe  trustee.  Madison  st.  No__lll.  Sub- 
ordination agreement,      Aug  9,     Aug  13.   19(Xi.      1:277.  nom 

Ferrara,  Giuseppe  to  Samuel  Schendel.  09th  st.  No  169.  n  s.  11^5 
w  3d  av.  25x100.11.  P  M,  Aug  15.  due  Aug  1,  1910.  6'/c.  Aug 
16.   1906.     6:1(527,  5,(X50 

Flyun.  John  and  Joseph  to  Thomas  Keitel  and  ano.  131st  st. 
Nos  607  and  609.  n  s.  150  w  Broadway.  .50x99.11x50x99,11, 
Aug  15.  3  years.  '<Vr.     Aug  10.  1900.     7:1998.  15.000 

Fraade.  Chas  B  to  Isidore  Miller.  133d  St.  No  123,  n  s,  240  w 
Lenox  av,  27x99.11.  P  M.  Aug  15,  2  y^ars,  6%.  Aug  16,  1906. 
7:1918.  0.000 

Friedman.  Max  to  Julius  Tishman.  13th  st.  No  519,  n  s,  246  e 
Av  A,  25x103,3.  P  M.  Aug  15.  installs,  6%.  Aug  16,  1906. 
2:407.  8.950 

Flynn.  Joseph  and  John  J  to  Jerome  Stein.  131st  St.  Nos  (507  and 
(;09.  n  s.  1.50  w  Broadway.  .50.x90.11.  P  M.  Aug  15,  3  years, 
(i-Tr.      Aug    10.    1906,      7:1998,  8.000 


SPECIALISTS  ON  DEVELOPMENTS  o. a. RoumER.K»R,H, bethel 

ASSOCIATED    CIVIL    ENGINEERS    AND    CITY    SURVEYORS 


«.  s.  c.  c. 


M.  M.  e,  s 


Haw  Vork   Office,   211-217   West   125th   St.,   Tel.   7195   Wornlngslde 


Lone  Island   Office,     20  Main    St.,    Flushing,    Tel.   39    Flushing 
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Fiplman,    Abraham   and    Louis   Routman    to    Davis    Berkman    et    al. 

Av  B    Nos  275  and  277,  n  e  cor  Kith  st.  No  001,  42x1)3.     P  M. 

Prior    mort    $41,500.      Aug    10,    5    years,    (i'/c      Aug    llj,    I'.IUl!. 

;!.!).S4.  12,003 

Friedman,   Morris   and   Elias   Smith   to   Abraham   Nevins  and   ano. 

2d  av,  Nos  2410  to  2414,  e  s,  40  s  124th  st,  00x80.     Prior  mort 

$2il.."i00.     Aug  1.  1  year,  0%.     Aug  10,   IIKJO.     0:1800.  0,500 

Franli    Mever  to  Aaron  Goodman.     3d  av,  Nos  1551  and  1553,  n  e 

cor  ,S7th"st,  Nos  201  to  205,   .50x90.     P  M.     July  1,  1  year,  C%. 

Aug   10,   1000.     5;1533.  11,900 

Faber,  Eberhard  to  Edward   A  Price  and  ano  exrs  Frederick  But- 

terfleld.     lloth  st.  No  13S,  s  s,  175  e  7th  av,  27x100.11.     Aug  14, 

3  years,   AV^'/r-     Aug   15,   1900.     7:1822.  24,000 

Faber.    Eberhard    to    Edward    A    Price    and    ano    exrs    Frederick    A 

Butterfleld.      113th   st.    No    13fi.   s   s.   2(J_'   e   7th   av,   27x100.11. 

Aug   14,  3  years,  41/2%.     Aug  15,   1900.     7:1822.  23JMX) 

Fisch,    Henrietta    to   Joseph    Berkowitz   and   ano.      Av    A,    Nos    178 

and  180,  e  s,  51.7  n  11th  st,  51.7x95.5.     P  M.     Prior  mort  $40,- 

000.     April  30,   due  Oct  30,   1913,  0%.     Aug  10  ,1900.     2:405. 

17,000 
Fisch,  Henrietta  to  Sadie  L  Lowenstein.     Av  A,  Nos  178  and  180, 

e  s,  51.7  n  11th  st.  51.7x95.5;   Av  A,   Nos  174  and  170,  n  e  cor 

11th  St.  Nos  .501  to  505. '51.7x95.5.     P  M.     Prior  mort  .$ .     Aug 

8,  2  years.  0%.     Aug  10,  1900.     2:405.  4jOOO 

Fisch.    Henrietta   to   Joseph   Berkowitz   and   ano.      Av   A,   Nos   174 

and    170.   n   e   cor   11th   st.   Nos   501   and   503,   51.7x95.5.      P   M. 

Prior  mort  .$04,000.     April  30,   due  Oct  30,   1913,  U%.     Aug   10, 

1900.     2:4(15.  20,000 

Farrell,    Kath    G   and    Mary   A    O'Brien    to    N    Y   MORTGAGE    AND 

SECURITY  CO.     125th  st.  No  114.  s  s,  170  w  0th  av.  30x100.11. 

Aug   10,   5  years,  -IVzVc.     Aug   14,  190(!.     7:1909.  40.000 

Garone,    Martin   to   Frederic    D   Weekes   trustee.      Oak   st.    No   50, 

n  s    70  e  Oliver  st,  19.9x50.     Aug  1,  5  years,  5%.     Aug  14,  1900. 

1:278.  8,000 

Goldstein.    Harnett    and    Alex    Felman    to    Austin    B    Fletcher   and 

ano    trustees   Jackson    S   Schultz.      117th   st.   No   55,   n  s,    128  e 

Madison    av,   3.3x100.11.      Aug    1,   3    years,    5%.      Aug   14,    1900. 

(;:Ui23.  28,000 

Goetz,   John   F  H  to  TITLE   GUARANTEE   &   TRUST  CO.      22d  st. 

No  273,   n   s,    125  e   8th   av,    25x98.9.      Aug  8,   due,   &c,   as   per 

bond.      Aug   15,    1900.      3:772.  9,000 

Gay.    Charles    M   and   Frank    B    McAnerney    to   Wm    B   Lunn   et   al. 

79th  st,  No  KiO,  s  s,  110  e  Lexington  av,  20x102.2.     P  M.     Prior 

mort   $18,000.      Aug   14,   4   years,   <jr/c.     Aug   15,   1900.      5:1413. 

3,000 
Gay,    Chas    M    and    Frank    B    McAnerney    to    Wra    B    Lunn    et    al. 
79th  st,  No  1.58,  s  s,  90  e  Lexington  av,  20x102.2.     P  M.     Prior 
mort   $19,000.      Aug   14,   4    years,   G'/c     Aug  15,   1900.      5:1413. 

2,000 
Garmise,  Anshel  to  Gerald  Fitzgerald.     131st  st.  No  517,  n  s,  200 
w   Amsterdam   av.   25x99.11.      P   M.      Prior   mort   $10,000.      Aug 

14,  3   years,   — %.      Aug   15,   190i;.      7:198().  7,750 
Gimplowitz,    Jacob    and    Nathan    to    Sarah    R    Wells    trustee,    &c, 

Catharine  A  Schuchardt.  109th  st.  No  205.  n  s,  110  e  3d  av, 
19.10x100.11.     Aug  15,  5  years,  .5%.      Aug  10,  1900.     0:10.59.8,000 

Goodstein.  Harris  N  to  EMIGRANT  INDUSTRIAL  SAVINGS 
BANK.  East  Broadway,  No  .52,  n  s,  abt  245  w  Market  st,  2,5x 
81.11x25x81.10.  P  M.  Aug  15,  5  years,  4%7(.  Aug  10,  1900. 
1:281.  24,000 

Gimplowitz.  Jacob  and  Nathan  to  Rudolph  Zucker  109th  st.  No 
205,   n  s,    110  e  3d  av,   19.10x100.11.      Prior  mort    $8,(MHJ.     Aug 

15.  installs,  iV/,.     Aug  l(i,  1901!.     0:10.59.  2,500 
Goodstein,  Harris  N  to  Mary  A  Hogan  et  al.     East  Broadway,  No 

52.  n  s.  abt  245  w  Market  st,  25x81.10x25x81.11.  P  M.  Prior 
mort  $24,000.  Aug  15,  due,  &c,  as  per  bond.  Aug  10,  1900. 
1:281.  11,000 

Goldberg.  Leon  to  Isaac  S  Heller.  4th  st.  No  97,  n  s,  1.50  e 
2d  av.  25.X90.2.  P  M.  Prior  mort  $20, .500.  Aug  1.5,  installs. 
0'/,.     Aug  10,   1900.     2:440.  7,500 

Globe  Storage  &  Carpet  Cleaning  Co  to  Mary  Goodwin  et  al 
trustees.  01st  St.  No  302,  s  s,  75  e  2d  av,  2.5xl(K).5.  Aug  1,5,  5 
years,  .5'/,.     Aug  l(i,  1900.     5:14.35.  IS.lKiO 

Gauzza,  Gianbatista  to  Charlotte  Klein  and  ano.  100th  st.  No 
339,  n  s.  50  w  1st  av,  50x03.5.  Aug  15,  installs,  6%.  Aug  1(!, 
1900.      (!:1072.  4,000 

Gauzza,  Gianbatista  to  Charlotte  Klein  and  ano.  100th  st,  Nos 
343  and  345,  n  w  cor  1st  av,  Nos  1941  and  1943,  .50x03.5.  Aug 
15.  installs,  0%.     Aug  10,  1900.     0:1(!72.  0,850 

Gardner,   Emanuel   A   to    Wm   H   Mckinless.     3d   av,   No   535,   e   s, 

74.1    s   3(ith   st,   24.8x125.      P   M.      Prior   mort    $ .      Aug   14, 

due   April   7.   T.X)8,.  0%.     Aug  15.   1!WI0.     3:910.  3,500 

Garrison  Realty  Co  to  TITLE  GUARANTEE^  &  TRUST  CO.  Vesey 
St.  No  24.  n  s,  abt  78  e  Church  st.  24.2x7.5. 1x24x7.5. ,5,  e  s;  Vesey 
st.  No  22,  n  s,  abt  100  e  Church  st,  2.5x100;  Vesey  st.  No  20, 
n  s.  abt  125  e  Church  st,  25x100.  Building  loan.  Aug  10,  de- 
mand,  0%.     Aug   15,   1900.      1:88.  550,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders   to  above  mort.      Aug   10.      Aug  15,    1900.      1:88.  

Green.  Saml.I  and  Sophie  to  Union  Exchange  Bank  of  N  Y.  Cen- 
tre st,  w  s.  at  e  s  Elm  st.  Nos  11  and  13,  runs  n  along  Centre 
st,  85  X  w  32.9  to  New  Elm  st.  x  s  e  97.2.  Prior  mort  $45,000. 
Aug  0,  due  Dec  9,   1900,  0%.     Aug  11,   1900.      1:155.  5,000 

Glick.  Jacob  with  Pauline  Blaustein.  105th  st,  Nos  0,8  and  70 
East.  Agreement  as  to  conditions  in  mortgages.  Aug  8.  Aug 
10.  1900.     0:1010.  

Glick.  Jacob  to  Pauline  Blaustein  and  ano.  10.5th  st,  Nos  68  and 
7(»,  s  s  130  w  Park  av,  2  lots,  each  25x100.11.  2  P 'M  morts, 
each  $5, .500.  Prior  morts  .f 21. .500  each.  Aug  8,  due  Feb  1, 
1910,  07r.      Aug  10.  liXXi.     0:1010.  11.000 

Goodhue.  Bertram  G  to  Florence  S  Koshland.  74th  st,  No  100, 
s  s,  .54  e  Park  av,  18x74.  Aug  7.  3  years,  5%.  Aug  10,  1900. 
5:1408.  25,000 

Graff,  Saml  to  Bessie  Schack.  Lewis  st.  No  53,  w  s,  1.50  n  De- 
lancey  st,  runs  w  (?)  2.5  x  w  100  x  s  25  x  e  100  (?)  probable 
error.     Aug  10,  1  year.  i]'/r.     Aug  11,  llXKi.     2:328.  1,000 

Heineman,  Samuel  and  Leopold  Goldstein  to  Eugene  Levy.  122d 
St.  No  208,  s  s,  105  e  3d  av,  25x1011.11.  Prior  mort  $19,(X)0. 
Aug    15,   3  years.   r,'/r.      Aug   !(>,    1900.  (!,000 

Hickey,  F'rancis  J  and  Edw  Rush  to  Peter  Doelger.  3d  av.  No 
935.  Saloon  lease.  June  1,  demand,  (i'/r.  Aug  1.5,  190(>. 
5:1330.  0,000 


Holly.  Augustus  F  with  Robt  W  Paterson  and  ano  trustees  Mary 
B  Dow.ning.  I(i3d  st.  No  410,  s  s,  125  e  Amsterdam  av,  37.t)X 
112.0.     Subordination   mort.      Aug   1.      Aug   10,   19(X).      8:2110. 

nom 

Hewitt,  Edw  R  lo  John  A  Stewart  et  al  trustees  LIVERPOOL,  LON- 
DON &  GLOBE  INS  CO,  N  Y.  21st  st,  No  127,  n  s,  OO  e  Lexing- 
ton av,  24.X98.9.     Aug  2,  3  years,  4%%.     Aug  11,   1900.     3:877. 

gold,  38,000 

Hahn,  Delia  to  David  Weis.  Av  D,  No  73,  w  s,  25  s  0th  st,  23x 
89.      Prior  mort   $12,000.      1   year,   6%.      Aug   10,   1900.      2:375. 

3,000 

Hauser,  Sigmund  B  to,  Meyer  H  Ullmann  and  ano.  116th  st,  Nos 
4.5  and  47.  n  s,  27.5  e  Lenox  av,  50x100.11.  Aug  10,  3  years. 
0%.      Aug   n,    V.M»\.      0:1000.  9,000 

Hannes.  Lazarus  to  Aaron  Bloch.  34th  st.  No  314,  s  s,  18.5  e 
2d   av,   21.3x98.0.      Aug  8,    1    year,   6%.      Aug   10,   1900.     3:939. 

4,000 

Hauser,  Sigmund  B  to  TITLE  INS  CO  of  N  Y.  31st  st.  No  302,  s  s, 
82  e  2d  av,  18x74.     Aug  9,  3  years,  5%.     Aug  10,   1900.     3:930. 

0.000 

Hayden,  Abraham  to  Nathan  Ecker.  Stanton  st.  No  247,  s  s,  75 
e  Willett  st,  2.5x7.5.  P  M.  Prior  mort  $l(j,500.  Aug  1,  in- 
stalls,  ii'/,.      Aug   15,    1900.      2:339.  4,500 

Hartmann.  Albert  to  TITLE  GUARANTEE  &  TRUST  CO  and  ano 
trustees  John  Foster.  20th  st,  Nos  232  to  230,  s  s,  10()  w  2d 
av,  04x92.     P  M.     July  30,  3  years,  5%.     Aug  15,   19O0.     3:900, 

32,000 

Same  to  same.  Same  property.  P  M.  Prior  mort  $32,(X)0.  July 
30,   3   years,   0'/,.      Aug  15.   1900.     3:900.  0,000 

Hazeltine,  Geo  A  with  Harry  L  Toplitz.  Broad  st.  No  41,  e  s, 
194.3  n  Beaver  st,  30.2x119.3x31.2x128.1.  Extension  mort.  Feb 
12.      Aug   10.   i;>00.      1:2.5.  nom 

Healy,  John  J  to  Geo  Ehret.  70th  st.  No  242,  s  s,  425  w  Am- 
sterdam av,  17x100.5.  P  M.  Prior  mort  ,t!13..500.  Aug  15,  1 
year,  4'/,.      Aug  10,   1900.     4:1101.  8.(Kl0 

Hess,  Saml  G  to  Nine  Ninety-Fifth  Street  Co.  Amsterdam  av, 
Nos  704  and  7(Mi,  w  s,  48.8  n  94th  st,  40xl(JO.  P  M.  Aug  13, 
installs,  0%.     Aug  1(!.  19O0.     4:1242.  10,000 

Hopkins,  Emma  A  to  BOWERY  SAVINGS  BANK.  Broadway,  No 
1151,  w  s,  75  s  27th  st,  25  4x7(i.2x2(). 9x70.4.  July  31,  due  June 
14,    1910.    .5%.      Aug    10.    1900.      3:828.  lO.CMX) 

Henry,  Matilda  with  Louis  Millhauser.  l,3Sth  st.  No  129  West. 
Agreement  as  to  extension  mort.  Aug  1.5.  Aug  10,  1900. 
7:2007.  nom 

Heifer,  Isaac  to  James  Madigan.  (ilst  st.  No  303,  n  s,  7.5  e  2d 
av,  25x75.     P  M.     Aug  14,  5  years,  'j%.     Aug  15,  1900.     5:1430. 

15.1KI0 

Harburger,  Simon  to  IRVING  SAVINGS  INSTN.  Laight  st.  No 
.84,  n  s,  02.0  w  Washington  st,  20x.50.3x20x50.4.     Aug  10,  1900, 

1  year,  IVz'/r.     1:218.  1,0110 
Interborough    Building    Co    to    Wm    R    Rose.      Amsterdam    av.    No 

1.500,    n    w   cor   134th   st,    No   501,    100x199.10   to   s   s   135th   st. 
Building   loan.      Aug    10,    due   Jan    1,    1907,   (i%.      Aug   11,    1900. 

125,000 

Jorgensen,  Niels  D  W  to  Michael  J  Wolf  et  al  exrs  Anna  M 
Wolf  dec'.d  3()th  st.  No  210,  s  s,  005  e  8th  av,  21x98.9.  Prior 
mort  .t;i4,00<).  June  24,  payable  Feb  15,  1909,  6%.  Aug  10,  1900. 
3:785.  3,500 

Jaeobson.  Siegmund  to  Virginia  Danziger  et  al  exrs  Max  Dan- 
ziger  dec'd.  75th  st.  No  341,  n  s,  73  w  1st  av,  27x7.5.  Aug  13, 
due    Mar    1,    19<I9.   '>'/,.      Aug   10,    1900.     5:1450.  13  (KJO 

Judis,  Irving  to  John  E  Marsh  and  ano  exrs  Rolph  Marsh.  Am- 
sterdam av,  Nos  900  and  902.  n  w  cor  107th  st.  No  201,  .50. 7x 
100.      Aug  10,   due   Aug   13,    1911,   .5%.     Aug  14,   1900.      7:1879. 

95.000 

Jacobovits,  Morris  and  Kalman  Jakobovits  to  Louis  Shapiro. 
117th  st.  No  322,  on  map  Nos  .320  and  322.  s  s,  27.5  e  2d  av, 
runs  s  1(X)  x  e  25  x  s  0.11  x  e  12  x  n  100.11  to  st  x  w  ST.O. 
P  M.  Prior  mort  $:i3,0:iO.  July  31,  due  Jan  31,  1911,  0%.  Aug 
15.    1900.      0:1(;88.  5..500 

Kutner,  Solomon  to  N  Y  SA.VINGS  BANK.  Broome  st.  No  114,  n 
e  cor  Willett  st.  No  20,  25x87.6,     Due  Sept  1,  1911,  41/2'/,.     Aug 

14,  190(i.     2:337.  35.000 
Kirshanbaum   .Nathan   to  Becki   Levitch  and  ano.     Stanton  st.   No 

00.  n  s,  70.4  e  Eldridge  st.  25.4x100.     P  M.     Prior  mort  .$25.0(10. 

Aug  9,  3  years,  0%.     Aug  11.  1900.     2:417.  5,500 

Kalman,   David   S   to   Saml   Hess  and   ano.     2d   av.   No   1907,   w  s, 

78  n  9Sth  st,  25.10x75.     P  M.     Prior  mort  $15,7.50.     Aug  1,  2  yrs, 

0%.     Aug  11,   1900.     0:1048.  3,250 

Klarenmeyer,  Veronica  J  with  TITLE  GUARANTEE  &  TRUST  'CO. 

52d    st.     No    .5.31    West.       Subordination    agremeent.       July    28. 

Aug  IC),   l'.X)0.  nom 

Korn.    Henry    and    Fredk    D    Colcord    to    Mary   Vosburgh    wife    of 

Abram.      141st   st.   No  504.  s  s,   125  w  Amsterdam  av,  25x99.11. 

P  M.     Aug  15,  1  year,  4%%.     Aug  10,  190(!.     7:2072.  10.000 

Katz,  Jacob  and  Max  Wimple  to  The  General  Theological  Seminary 

of   the    Protestant    Episcopal   Church   in   the   U   S.      83d  st,   Nos 

345  to  349.  n  s.  1(X>  w  1st  av,  .50x102.2.  Aug  14.  5  years,  5%. 
\ug  10.   liHKi.     Re-recorded  from  Aug  0,  1900.     5:1540.  .52,(.100 

Knepper  Realty  Co   to   Marianne   Rosenzweig.      11.5th  st.    No  77,   n 

s,  53  w  Park  av,  37x70.10.     P  M.      Prior  mort  $24,000.     Aug  0 

2  years,  — '/r.     Aug  10,   1900.     0:1(521.  8,000 
Kahn,   Mary  to  Gustave  Solomon  and  ano.     3d  st.  Nos  2.54  to  2.58 

West.     Estoppel  certificate.     Aug  0.     Aug  15.  IIKIO.     2:385.      

Keenan,  Annie  M  to  Abraham  Beller.  117th  st.  No  .508,  s  s,  98  e 
Pleasant    av.    25x1<K).10.       P    M.       Aug    14,    3    years,    5%.       Aug 

15,  IIHIO.     0:1715.  (i.OOO 
Keenan,    Annie   M    to   Abraham    Beller.      Pleasant   av,   Nos   310   to 

314  e  s,  50.5  s  117th  st,  .50.5x98;  Pleasant  av.  No  30,  e  s,  80 
n  110th  st,  20.10x98.  P  M.  Aug  14,  3  years,  5%.  Aug  15, 
1900.      0:171.5.  29,000 

Same  to  Wm  S  Waterhouse.  Same  property.  P  M.  Aug  14.  1 
year,   0'/,.      Aug   15,    1900.      0:1715.  3,000 

Kalman,  David  S  to  Ellen  Gallagher.  2d  av.  No  1909,  w  s,  70  s 
99th  st,  28xl(K).  P  M.  Prior  mort  $13,.500.  Aug  14,  5  years, 
—%.     Aug  15,   19(J0.      0:1048.  9,0(M1 

Klein,  Moritz  to  Henry  Erdman.  70th  st.  No  439,  n  s,  75  w 
Av  A,  25x7.5.  P  M.  Prior  mort  $12,(100.  Aug  Ki,  due  Mar 
19,   l'.)09,  (5%.     Aug  10,   1900).     5:1471.  3,2.50 


The   text   of  these  pages  is  copyrighted.     All  rights  are   reserved. 
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KING'S  WINDSOR  CEMENT 

for  Plastering  Walls  and  Ceilings  J.  B.  king  &  CO..  No.  l  Broadway.  New  York 


Elastic  in  its  nature,  can  be  applied  with  25  per 
cent,  less  labor  and  tias^  12 '2  per  cent,  more  cov- 
ering  capacity  than   any  other  similar   material 


Kurzrok.  Raphael  to  Julia  D  Sturges,  97th  st,  No  27.  n  s,  300  w 
CoDtral  Park  West,  25x100.3.  Aug  10,  1900,  demand,  6%. 
7:lfS33.  1S,(X)0 

Kenny.  George  J  and  Wm  J  to  LAWYERS  TITLE  INS  &  TRUST 
CO.  11th  St,  No  401,  s  s,  94  e  1st  av,  25x98.8.  Aug  15,  5  yrs, 
4%'/r.      Aug  10,   1900.     2:438.  12,000 

Kotzen,  Esther  to  Sarah  A  DeLacy.  Houston  st.  No  503,  s  s.  00 
w  Mangia  st,  20.x75.  P  M.  Aug  5,  5  years,  57c.  Aug  14,  lOOli. 
2:325.  8,000 

Kissam,  Jonas  B  with  Hiram  R  Dater  and  ano  trustees  Philip  Da- 
ter.  lli;!d  st.  No  444,  s  s,  lli2.0  e  Amsterdam  av,  37.0x112.0. 
Extension  mort.     July  2.    Aug  10,  1900.     8:2110.  nom 

Kessler,  Max  to  Julius  Solomon.  153d  st,  s  s,  150  w  Broadway, 
1(10x99.11.  July  25,  due  Sept  1,  1907,  6%.  Aug  10,  1000. 
7:2099.  4,000 

Keys,  Chas  H,  Orange,  N  J,  to  Harry  Lenz  and  ano.  West  Broad- 
way, No  253.  s  e  cor  Walker  st,  Nos  1  and  3  ,18.8x00;  West 
Broadway.  No  251,  e  s,  abt  18.8  s  Walker  st,  18.8x57;  West 
Broadway,  No  249,  es,  abt  40  s  Walker  st,  18.8x00.  Prior 
mort  SIO.OUO.     Aug  3,  5  years,  4^7o.     Aug  11,   19U0.     1:191. 

20.000 
King,  Nora  G,  Upper  Montclair,  N  J,  to  Peter  Doelger.     2d  av.  No 
020,  s  e  cor  34th  st,   Nos  300  and  SOOVi,  25x80.     Nov  25,  I'M.i. 
1  year,  5%.     Aug  10.  1900.     3:939.  2.000 

Kantor,  Leopold  and  Joseph  B  Cooper  to  City  Mortgage  Co.  Con- 
vent av,  w  s,  27  s  130th  st,  81.4x132.8x75x101.1.  Building  loan. 
Aug  9,   demand,  0<r< .     Aug  10,   1900.     7:1909.  S.OOO 

Kullmann.  Elias  to  Eliza  Hannig.  104th  st.  No  107,  h  s,  75  e 
Park  av,  25x100.11.  P  M.  Prior  mort  ^14,.500.  Aug  1,  3  years. 
iV/,.     Aug  10,  1900.     0:1032.  8,500 

Kullmann,  Elias  to  Eliza  Hannig.  104th  st.  No  105,  n  s,  49.10  e 
Park  av.  25x100.11.  P  M.  Prior  mort  $15,500.  Aug  1,  3  yrs, 
0%.     Aug  10,  1900.     0:1032.  0,500 

Kaufman,  Saml  to  Henry  Kaufman.  S5th  St.  Nos  436  to  440,  s  s, 
119  w  Av  A.  75x102.2.  Aug  3,  due  Nov  1,  1900,  6%.  Aug  10, 
19(10.     5:1504.  6,000 

Kinzler.  Moses  to  Cecilia  A  Purdy.  6th  st.  No  812,  s  w  s,  129  n 
w  Lewis  St.  21x97.  P  M.  July  1,  due  Jan  1,  1908,  5Wi'.  Aug 
10,  190(>.     2:300.  12,(XK) 

Kinzler,  Moses  to  Thos  F  Kane.  0th  st.  No  810.  s  s,  150  w  Lewis 
St.  21x97.  P  M.  July  2,  due  Jan  2,  1008,  5%%.  Aug  10,  1900. 
2:3(iO.  13,000 

Levine.  Saml  and  Max  to  Joseph  Jerski.  5th  av.  Nos  2208  to 
2274,    s   w   cor   138th   st,   Nos   2   and   4,   09.11x120.      Prior  mort 

$ .     June  14.  demand,  09K     Aug  11,  1900.     0:1735.  9.(J0O 

Same  to  Saml  Krulewich.     Same  property.     Prior  mort  $ .     Aug 

10,   demand,   0';^.      Aug  11,   1900.       6:1735.  6,000 

Lissner,  Jacob  L  to  TITLE  GUAR.\NTEE  AND  TRUST  CO.  Co- 
lumbus av.  No  703,  e  s,  25. S  n  94th  st,  25x80.  July  28,  due,  &c. 
as  per  bond.     Aug  10,  1900.     4:12118.  19,000 

Levene,  Alex  to  SEAMENS  BANK  FOR  SAVINGS,  City  N  Y.  152d  st. 
No  520,  s  s,  258.4  w  Amsterdam  av,  41.8x99.11.  P  M.  Aug  10, 
3  years,  b'/r.     Aug  11.  1900.  37,000 

Loew,  Julia  F  to  F  &  M  Schaefer  Brewing  Co.  54d  st,  No  124, 
s  s,  115  w  Lexington  av.  25x100.5.  P  M.  Aug  1,  due  July  20, 
1909,  4V.%.     Aug  10,  1906.     5:1308.  25,000 

Lessem,  Harry  to  TITLE  GUARANTEE  AND  TRUST  CO.  East 
Broadway,  No  2.10,  n  s,  23  w  Montgomery  st,  23x50.9x23x50.0. 
Aug  10,  "due,  &c,  as  per  bond.     Aug  11.  1900.     1:280.  11.500 

Libman,  Abram  L  and  Chas  and  Wm  C  Horowitz  to  Julia  L  Butter- 
field  trustee  Fredek  P  James.  2d  av.  No  1277,  s  w  cor  67th  st, 
41.11x100.     Aug  10,  5  years,  —%.     Aug  13,  1906.     5:1421. 

gold^  00,000 
Lomochinsky,  Max  and  Gussie  Wasserman  to  Jonas  Weil.     77th  st. 
No   239,   n   s,   23(1  w   2d   av,   25x102.2.      P   M.     Aug   15,   1906,   5 
years.   6%.     5:1432.  8,800 

Lessem.  Harry  and  Isaac  Tiplitzky  to  Preston  Realty  Co.  Av  A, 
No  1014,  n  e  cor  .55th  st.  No  501,  25.5x79.8.  Prior  mort  $20.- 
2.50.     Aug  15,  1900.  3  years,  6%.     5:1371.  4.100 

Libman,   Fajbush  and  Julius  and  Wm   Bachrach   to  Abram  L  Lib- 
man  et  al.     2d  av,  Nos  1277  and  1279,  s  w  cor  07th  st.  No  250, 
41.11x100.     Prior  mort  $60,000.     Aug  14,  due  Aug  1,  1911,  — %. 
.      Aug   15,    1900.     5:1421.  5.000 

Lefkowitz,  Meyer  to  Ruth  A  Watrous.  Av  C,  No  212.  s  e  cor  13th 
St.  No  700,  29x02.3.  Aug  15,  5  years,  —%.  Aug  10,  1906. 
2:382.  18,000 

Levy,  Jacob  and  Leon  Rubinstein  to  Alfred  L  M  BuUowa  and  ano. 
2d  av.  Nos  2.330  and  2332,  e  s.  60.11  s  120th  st,  40x80.  P  M. 
Aug  0,   1  year,   G'/c.     Aug   10,   1900.     6:1796.  2.500 

Lissner,  James  to  Austin  E  Pressinger.  6th  av.  Nos  33  to  39, 
w  s,  at  s  w  s  4th  st,  runs  s  105  x  w  and  n  —  to  Cornelia  st,  Nos 
2  to  8,  X  n  115.5  to  st  x  s  e  8.11  to  beginning.  P  M.  July  31. 
2  years.  —%.     Aug  15,   1906.     2:.589.  35.000 

Lederer.    Max    with    Matilda    Henry.       1.3Sth    st.    No    129    West. 

Extension    mort.      Feb    1.    1900.      Aug   16,    1906.      7:2007.       nom 
Lese,  Sarah  to  Sidonia  Weiss.     115th  st.  No  77  East.     Certificate 
as  to  reduction  of  mort.     June  1,  1900.     Aug  16,  VM6.    0:1021. 

Levy,  Marx  to  Julius  A  Ellis.  Mott  st.  No  .59.  w  s,  75  n  Bayard 
st,  25x100.  Prior  mort  $24,000.  July  25,  1  year,  6%.  Re-re- 
corded from  July  30.  1900.     Aug  16.  1900.     1:201.  1.000 

Levine,  Nathan  and  Samuel  to  Lina  M  Struckhausen.  S3d  st.  No 
447,  n  s,  138  w  Av  A,  25x100.4.  P  M.  Aug  15,  5  years,  07r. 
Aug  16.   19(16.     5:1563.  ll.(.)O0 

Langenbahn,  Theo  to  EQUITABLE  TRUST  CO  of  N  Y.  53d  St. 
Nos  408  to  421.  s  s,  94  e  1st  av,  200x126.7x203.5x89.6.  Aug 
15.  3  years,  4%^^.     Aug  16,  190(;.     5:1304.  .50.(100 

Same  to  Gideon  C  Fountain  exr  Gideon  Fountain.  Same  property. 
P  M.     Aug   15,   1  year,   G%.     Aug  16,   1900.  12.(KII» 

Lawyers  Title  Ins  and  Trust  Co  to  Chas  Deutsch  and  Alex  Herz. 
123d  st,  Nos  105  and  107,  n  s,  70  e  Park  av,  2  lots,  each  35x 
100.11.  2  extensions  of  mortgage.  Aug  6.  Aug  10,  1900. 
0:1772.  nom 

McGuire  (T  J),  Construction  Co  to  UNION  DIME  SAVINGS  INST. 
143d  st,  Nos  516  and  518,  s  s.  275  e  Broadway,  1(10x99.11.  Aug 
7,  due  May  1,  1911,  5%.     Aug  14.  1906.     7:2074.  1200(_lQ 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Aug  7.     Aug  14,  1900.     7:2074.  — — ■ 

McGovern,  Philip  to  Bernheimer  &  Schwartz.  9th  av.  No  002, 
n  e  cor  43d  st.  No  359,  16.0-x59.  P  M.  Demand,  6%).  Aug  14. 
1900.     4:1034.  10,000 


McGovern,  Philip  to  EMIGRANT  INDUST  SAVINGS  BANK.  9th 
av,  .N'o  602,  n  e  cor  43d  st,  No  359,  10.9x59.  3  years,  57c.  Aug 
14,    19O0.      4:1034.  20.000 

Malton,  Philomena  M  to  Fessie  Capparelli.  Jones  st,  No  13,  n  s, 
144.8  w  4lh  st,  25x100.  P  M.  Aug  9,  due  Feb  1,  1909,  6%.  Aug 
14,    19(h;.      2:.590.  3,050 

McGuckin,   Henry   and  John   P  Walsh  to  U   S   EXCHANGE   BANK. 
20th  St.  No  120,  s  s,  2.53.8  w  0th  av,  2.5x92.     Prior  mort  .$62,000. 
1  year,  O'/c     June  22,   1900.     3:795.     Corrects  error  in   issue  of 
June  30   and  July   14,   when  amount   of  mort  was   $0,901,306. 
and  $6,901.30.  14,997 

Miller,  Jacob  to  Meyer  Solomon.  24th  st.  No  341,  n  s,  125  w 
1st  av,  25.\98.9.  P  M.  Prior  mort  $7,060.  Aug  1,  payable  June 
12.  1!)U9,  O--^.     Aug  10,  1900.     3:930.  (>,.500 

Muller,  Clemens  to  N  Y  MORTGAGE  &  SECURITY  CO.  El- 
dridge  st.  No  41,  w  s,  abt  78  n  Canal  st,  25x100.  Prior  mort 
$18,0(_MJ.      1  year.  O'/c     Aug  13,   1900.     1:301.  3.0(X) 

Mueller,  Frank  and  David  Zipkin  et  al  with  David  Zipkin  and 
ano.  149th  st.  Nos  305  and  307,  n  s,  KIO  w  8th  av,  50x99.11. 
Subordination  agreement.  Aug  9.  Aug  11,  1900.  7:2045.  nom 
Mueller,  Frank  to  Middle-Town  Realty  Co  and  amo.  149th  st,  Nos 
305  and  307,  n  s,  100  w  8th  av,  50x99.11.  Aug  9,  3  years,  b'A%. 
Aug  10.   1!MHJ.      7:2045.  43,000 

Mcllhargy,  Malcolm  to  Peter  J  Devine.  19th  st,  Nos  442  and  444, 
s  s,  275  e  loth  av,  50x92.  Aug  10,  2  years,  O'/c.  Aug  11,  1900. 
3:716.  3,500 

Mandel,  Saml  and  Harris  and  Max  Isaacson  to  Edwin  M  Squier. 
Lenox  av,  Nos  49  to  53,  w  s,  90.5  n  112th  st,  OlxlCM).  Aug  9. 
3  years,  5';^-     Aug  10,  1900.     7:1822.  97,000 

Machiz,  Ida  to  MUTUAL  ALLIANCE  TRUST  CO  of  N  Y,  118th 
st,  Nos  123y2,  125  and  127,  on  map  Nos  125  and  127,  n  s,  240  e 
Park  av,  .50x100.11.  Aug  14,  due  July  31,  1907,  5%.  Aug  15, 
1906.      6:1767.  45,000 

Millhauser,   Louis   to   Matilda  Henry.     138th  st.  No  129,   n  s,  282 
e   7th  av,   20x99.11.      P  M.     Prior  mort   $23,000.     Aug  15,   pay- 
able Feb  28,   1908,  6%.     Aug  10,   1906.      7:2007.  6,000 
Moore,  Kneeland  to  CENTRAL  TRUST  CO  of  N   Y.      West  Broad- 
way,   No  347,   e   s,    12o  n   Grand  st,   25x100.      Aug   15,   3   years, 
IVz'/f.     Aug  10,  lOtMj.     2:475.                                                            31,500 
Moshkowitz,    Max    to    Samuel    Breitbart.      Essex   st.    No   124,    e   s, 
70  s  Rivington  st,   17.0x.50.     P  M.     Prior  mort  $9,000.     Aug  15, 
installs,   O'/c      Aug   16,   1906.     2:353.  4,000 
Moseley  Hotel  Co  to   UNITED  STATES  MORTGAGE  &  TRUST  CO. 
Columbus   av.   Nos  441   to  449.   n   e   cor  81st   st,    Nos  51   to   57, 
102.2x1011.      Machinery,    &c.      Mortgage    or    deed    of    trust.      Aug 
1.  20  years,  5'a.     Aug  15,   1906.     4:1195.          gold  bonds,  2.50,000 
McGuire    (T  J)   Construction  Co   to   North  American  Mortgage  Co. 
Broadway,  e  s,  24.11  s  153d  st,  75xl(X).     Aug  9,  due,  &c,  as  per 
bond.     Aug  10,   1906.     7:2084.                                                          85,000 
Mandel,  Saml  and  Harris  and  Max  Isaacson  to  Harris  Mandelbaum 
and  ano.      Lenox   av,   Nos  41  to  53,   n  w  cor   112th  st.  No   101, 
151.5xl(X).      Prior  mort  $97,000.     Aug  9,  demand,  6'/c.     Aug  10. 
190(J.      7:1822.                                                                                         21,500 
Miller,  Barnet   and  Harris  Mofsenson  to  Abigail  M  Farrell.     Am- 
sterdam av.  No  2218,  3  w  cor  170th  st.  No  500.  runs  s  75  x  w  1(X) 
X  s  20  X  w  150  x  n  95  to  st,  x  e  250  to  beginning.  Prior  mort 

$ .     July  12,  due  Jan  12,   1007,  6%.     Aug  11,   1906.     8:2126. 

15,000 
Mahoney,  Louise  F  to  Henry  L  Goodwin.     88th  st.  No  20,  s  s,  95 
w   Madison   av,   25x100.8.     Aug   10,   due  Nov  10,   1906.     Aug  11, 
1!;)06.     5:1499.  2,500 

Moser,  John  F  and  Geo  Kern  to  Eliz  Betz.  36th  st,  No  447,  n  s, 
150  e  10th  av,  25x98.0.  P  M.  Aug  0,  5  years,  5%.  Aug  10. 
lotus.     3:734.  25,000 

MUTUAL  ALLIANCE  TRUST  CO  with  TITLE  GUARANTEE  & 
TRUST  CO.  East  Broadway,  No  250,  n  s,  23  w  Montgomery  st. 
23x56x25x.56.      Subordination   agreement.     Aug  11,   1906.    1:280. 

nom 
Marks   (David)   Realty  Co  to  Bernard  S  Clark.     117th  st,   Nos  440 
and  448,  s  s,   122.11  w  Pleasant  av,  41.11x100.11.     Aug  10,   due 
Aug   1,   1911,  —'/c     Aug  14,   1900.     6:1710.                                 36.000 
Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Aug  13.     Aug  14,  1906.     6:1710.  • 

Netherlands  Corporation  of  N  Y  to  Mabel  R  Gushing.  54th  st. 
No  63,  n  s,  95  e  6th  av,  13x100.5.  Aug  14,  due  Feb  14,  1908, 
O'/c.     Aug   15,   1906.     5:1270.  5,000 

Same    to    same.      Same    property.      Certificate    as    to    consent    of 

stockholders  to  above  mort.     Aug  13.     Aug  15,  1906.     5:1270.  

Oussani,   Peter  to  J  Arthur  Fischer.     20th  st,  Nos  32  and  34   W. 

Assignment   of   rents.     Aug  15,    1006.     3:830.  500 

Oelsner.  Rudolph  to  Alex  Mackenzie.  152d  st.  No  448,  s  s,  425  e 
Amsterdam  av,  50x99.11.  Aug  11,  3  years,  5%.  Aug  15,  1906. 
7:2066.  20,000 

O'Rourke,  Elizabeth  C  to  Fannie  S  Katzenberg  et  al.  95th 
st.  No  70,  s  s,  80  e  Columbus  av,  20xltX).8.  P  M.  Aug  15,  3 
years.  5'/c.      Aug   16,    l'.R)6.     4:1208.  17.500 

O'Donnell,  Martin  to  Annie  Draper.  123d  st.  No  425,  n  s,  274.6 
e  1st  av,  16.8x100.11.  P  M.  Aug  10,  3  years,  57o.  Aug  11. 
1900.     6:1811.  5.000 

Potick,  Samuel  and  Sidney  Stern  to  Emma  Stern.  St  Nicholas  av. 
No  13(iO.  n  e  cor  178th  st,  runs  n  50  x  e  100  x  n  .50  x  e  25  x  s 
100  to  n  s  178th  st  X  w  125  to  beginning.  Aug  7,  1  year,  6%. 
Aug  10,   1906.     8:2153.  9.500 

Potick,  Samuel  and  Sidney  Stern  to  Aaron  M  Janpole  and  ano. 
121st  st,  n  s,  125  e  Amsterdam  av,  75x100.10.  Aug  9,  demand. 
6%.     Aug  10,   19(1().     7:1963.  20,000 

Part,  Mabel  L  to  Rosa  Gentzlinger  extrx  of  Henry  Gentzlinger 
deceased.  10th  st.  No  201,  n  s,  344  n  w  Av  A,  2.5.x94.8.  P  M. 
Prior  mort  $15,0:10.  Aug  15,  6  years,  6%,  Aug  16,  1006. 
2:438.  16,000 

Pierce,  Louis  to  Lottie  G  Cohen.  Cherry  st,  No  144,  n  s,  abt  23.T 
w  Market  st.  27x147x26.9x149.  Prior  mort  $18,000.  Aug  15. 
due  Feb   15.    1908.   O'/f.      Aug   16,   1906.      1:253.  2,000 

Pinner,  Jacob  to  Minnie  E  Hurst.     40th  st,  Nos  532  to  540,  s   s, 

275   e    11th   av,    125x100.5.      P   M.      Prior  mort   $ .      Aug   15, 

1906,   3   years,   oW/c-     4:1074.  28,750 

Same    to   same.      Same   property.      P   M.      Aug   15,   1006,   3   years. 

51/.%.     4:1074.  8.000 

PuigT  Emma  R  with  Matilda  Henry.  138th  st.  No  129.  n  s.  282  e 
7th  av.  26x99.11.  Extension  mort.  July  23.  Aug  10,  1900. 
7:2007.  lom 
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Rockland-Rockport  Lime  Company 


Manofactarers    of    the  Jollowins  Brands    of 
Rockland  Lime 

EXTRA  FINISHING  LUMP  c".°.L°: 

Also  Sole  Manufacturers  of 

EUREKA  BRAND  of  PREPARED  PURE  WHITE  LIME 


Look  for  these  words  on  the  head  of  every  barrel:  Greenpoint  Ave.  &  Newtown  Creek 

•'Manufactured  by  Rocklaad-Rockport  Lime  Company"      Borough  of  Brooklyn,  N.  Y.  City 

DO  NOT  BE  DKCEIVED  BY  ANY  SUBSTITUTE  Telephone.  207  Greenpoint 

NEW    YORK    OFFICE,    FULLER    BUILDING,    BROADWAY    AND    23d    STREET 


which  is  superior  to  any  other  lime  or   wall    blaster   now 
on  tha  market.  GUARANTEED  NOT  TO  PIT. 


Price,  Arthur  to  Meyer  Freeman  et  al.  0th  av,  Nos  S55  and  H'll, 
w  s,  5S.5  s  5Uth  St,  45x100.  P  M.  July  l'(i,  due  Feb-  If),  1!)07, 
(!%.      Aug   l(i,   IDOIi.      4:10t;5.  11,000 

Same  to  Arnold  Wurtenberg.  Same  pro|)crty.  P  M.  Prior  mort 
?r.7.000.     Aug  ir>,  due  Jan  2,  11107,  ii'/r.     Aug  10,  1000.  3,500 

Pernetti,  Biagio  to  Eliza  M  Zerega  et  al  trustees,  &c,  Augustus 
Zerega  deceased,  llolh  st,  Nos  'S'A  and  230,  s  s,  225  w  2d  av, 
runs  s  03.7  xse  —  xe  —  xn  100. .S  to  st  x  w  50  to  beginning. 
Aug  14,  4  years,  ry/c     Aug  10,   10(10.     0:1002.  ■  4.S,tl00 

Pernetti,  Biagio  to  Howard  J  Haslehurst.  113th  st,  Nos  234  and 
230,  s  s,  225  w  2d  av,  runs  s  93.7  xse  —  to  c  1  block  x  e  — 
X  n  IOO.8  to  113th  st  X  w  50  to  beginning.  Aug  14,  2  years, 
5%.      Aug   10,    1000.      0:1002.  2,000 

Richman  Realty  &  Construction  Co  to  UNION  EXCHANGE  BANK. 
15th  St.  No  1,  n  e  cor  5th  av.  No  73,  runs  n  38.0  x  e  100  x  n  01 
X  e  25  x  s  1(10  to  st  .x  w  125  to  beginning.  Prior  mort  .$500  00(J. 
Aug    10,    1000.    1    year.   O'/c      3:843.  KXl.OW 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders   to   above   mort.      Aug  0.      Aug    10,    1000.      3:843.  • 

Reich,  Abraham  and  Abraham  Einwohner  to  Louis  Rosenblum. 
5th  st.  No  747,  n  s,  110.7  w  A.v  D,  34.1x07x33.0x07.  P  M.  Prior 
mort  .t;47.00O.    Aug  0,  3  years,  U%.     Aug  11,  1000.    2:375.      3,.500 

Rosenberg,  Wolf  and  Yetta  Kraner  to  Bennie  Hershkowitz.  Lewis 
st.  No  104,  e  s,  00  n  Stanton  st,  25x100.  P  M.  Prior  mort 
$22,000.     Aug  2,  3  years.   09i.     Aug  10.   1000.     2:330.  11,500 

Roth,  Lizzie  to  Rosa  McMillan.  82d  st,  No  414,  s  s,  250.0  e  1st 
av,  25x102.2.     P  M.     Aug  0,  1  year,  09;.     Aug  13,  lOGO.     5:1.501. 

1,800 

Russell.  James  C  and  William  R  Wilder  exrs  Thomas  Russell  to 
Wm  R  Wilder  trustees  Thomas  Russell.  North  William  st.  No 
20,  e  s,  about  88  s  Park  row,  25.2x115.0  to  William  st,  No  223, 
about  210  s  Duane  st,  xl7. 0x127.0  n  s.  July  12,  due  July  22. 
1000,  5%.     Aug  13,   1000.     2:450.  25,000 

Russell,  James  C  and  Wm  R  Wilder  exrs  Thomas  Russell  to 
Wm  R  Wilder  trustee  Thomas  Russell.  4th  st.  No  50,  s  s, 
151.3  e  Bowery,  25x00.2.  July  12,  due  July  1,  1900,  57c.  Aug 
13,    1000.     2:450.  10,OO0 

Raffo,  Joseph,  John  Garbarino  and  John  L  Fogliasso  to  TITLE 
GUARANTEE  AND  TRUST  CO.  ,  Bleecker  st,  Nos  101  to  19o, 
n  s,  10  w  McDougal  st,  50x74.  P  M.  Aug  13,  due,  &c,  as  per 
bond.     Aug  14,   1000.     2:542.  30,000 

Same  to  Danl  S  McElroy.  Same  property.  P  M.  Prior  mort 
$30,000.     July  14,   1  year,  0%.     Aug  14,   lOOO.     2:. 542.  13,000 

Ress,  Kalmen,  Brooklyn.  N  Y.  to  Emma  Moss.  Essex  st.  No  121, 
w  s,  00.11  s  Rivington  st,  20.11x07.8x20.11x07.10.  3  years,  0%. 
Aug  14,   1000.     2:410.  5,000 

Rosenwasser,  Isaac,  Herman  Weissberger  and  Haiman  Cohn  to 
John  McClure.     (lOth  st.  No  317,  n  s,  250  e  2d  av,  25x98.0.     Aug 

13,  5  years,  5%.     Aug  14,  1000.     5:1435.  18,000 
Roosevelt   Realty   and   Construction   Co   to   whom   it   may   concern. 

KJOth  st,  Nos  524  and  .520  West.     Two  consents  of  stockholders 
to  two  morts  $9,000  each.     Aug  — .     Aug  14,  1000.     8:2118.         ■ 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  two  morts  for  $9,000  each.  July  20.  Aug  14,  1000. 
8:2118.  • 

Reis,  Karoline  to  Johanna  Barry.  85th  st.  No  422,  s  s,  280  e 
1st  av,  20x102.2.      P  M.     Aug   15,   1000,  3  years,   5%.     5:1504. 

3,.500 

Rubin,   Max   to    Bernard  Ratkowsky. 
s  s,  248  e  Pleasant  av,  125x100.11. 

14,  2  months,  O'/c     Aug   15,   1900. 
Ray,   Francis   A   to   Edw   A   Price    and 

20th  st,   Nos  312  to  310,  s  s,  200  w   8th  av,  40.9x92. 
due  Aug  11,   1011.  4%.     Aug  15,   1900.     3:743. 


118th   st,    Nos   510   to   524, 

Prior  mort  $113,9.50.     Aug 

0:1710.  4.OO0 

ano   exrs  Fredk  Butterfleld. 

Aug  25, 

0,000 


Prior  mort   $02,- 

0,000 


June 
nom 


Same  to    Mary   E   McDermott.     Same   property. 
000.     Juiy  25.  3  years,  0%.     Aug  15,  1000.     3:743. 

Rubin,    Max    and    Simon    Uhlfelder    and    Abraham    Weinberg    with 
North  American   Mortgage  Co.     118th   St.   Nos  510   to  524,   s   s, 
248  e  Pleasant  av,  125x100.11.    .Subordination  agreement. 
29.     Aug  10.    100(3.     0:1710. 

Reynolds.  Emma  A  to  Louise  L  Williams  et  al  trustees  of  Re- 
becca Ladew  deceased.  0th  av,  No  31(.),  e  s,  98.2  s  30th  st,  19. 7x 
70.     Aug  15,  3  years,  41/2%.     Aug  10,   1000.     3:7.53.  8,000 

Silverson,  Nathan  to  The  General  Theological  Seminary  of  the 
Protestant  Episcopal  Church  in  United  States.  104th  st,  Nos 
180  to  184,  s  s,  100  w  3d  av,  50x100.11.  Aug  15,  5  years,  5%. 
Aug  10,   1000.     0:1031.  50,000 

Shelter,  Noah  S  to  Nathan  Silverson.  104th  st,  Nos  180  to  184, 
s  s,  100  w  3d  av,  .50x100.11.  P  M.  Prior  mort  $50,000.  Aug 
15,  1  year,  0%.     Aug  10,  1000.     0:1031.  12,000 

Saxton,   Maude    to   Norma   H   Barrett.      04th   st.   Nos   1.53   to   157; 
n  s.  204  e  Amsterdam  av,  .54x100.11.     P  M.     Aug  7 
Aug   15,    1000.      4:1130. 

Same  to  Ernest  A  Heule.  Same  property.  Given  as  security  for 
notes  of  $3,381.  P  M.  Prior  mort  $18,750.  Aug  14,  demand, 
0%.      Aug    15,    1000.      4:1130. 

Schillinger,  Eliza  L  to  Chas  E  Riker  and  ano  exrs  Josephine  A 
Riker.  00th  st.  No  340,  s  s,  325  e  2d  av,  10.8x77.4.  P  M. 
Aug   14,   3  years,  4%7f.     Aug   1.5,   1000.     5:1443.  0,000 

Slones.  Yetta  to  Bernard  Golden.  Park  av.  No  1712.  w  s,  24.11 
s  120th  st,  runs  w  .30  x  s  0.2%  x  w  .50.11  x  s  25. 214  x  e  80.11 
X  n  25.5  to  beginning.  P  M.  Prior  mort  $14,000.  Aug  0,  8 
years,  ii'/c.     Aug   15.   1900.     0:1740.  8.000 

Smyth,  Catharine  to  Edw  Downey.  East  End  av.  No  122,  or  Av 
B.  w  s,  21.2  n  85th  st,  27x08.0.  P  M.  Prior  mort  $12,000. 
Aug  10,  due  Feb  15,   1010,  5i(.'/.     Aug  15,  lOOIi.     5:1.582.     5.000 

Selig,  Moses  to  Josephine  D  Kumpf  extrx  Hugh  Doherty.  Av  A, 
No  204,  e  s,  118.0  s  17th  st,  10.(;.x05.0.  P  M.  Aug  15,  1000, 
5  years,   5%.     3:974.  14,000 

Sterns,  Grace  A  wife  Wm  S  to  Calvin  A  Stevens  et  al  exrs  Calvin 
Stevens.     West   End  av.  No  237.  w  s,  10.5  s  71st  st,   17x82.10. 


1  year,  5%. 
18,750 


5,000 


P  M.     July  28,  5  years,  5%-.    Aug  15,  1900.     4:1182. 


Saunders,  Arthur  W.   Brooklyn,  N  Y,  to  Harry  L  Toplitz. 

st.  No  41,  e  s,  194.3  n  Beaver  st,   30.2xll0..3x31.2xl28.1. 

Aug  9,   3   years,   .57,..      Aug   10,   1000.      1:25. 
Stein,  Edward  to  Blanche  W  Moore  extrx  Henry  R  Moore 

st.   No    1.59,    n    s,    100   e    Amsterdam   av,    17x100.8. 

years,   57c.     Aug   15,   1900.     4:1222. 


18,000 
Broad 
P  M. 
50,000 
91st 
Aug  14,  3 
13,000 


Slezak,  Wenzel  to  Lina  Schrader.  85th  st,  No  414,  s  s,  172.0 
e  1st  av,  29.2x102:2.-  P  M.  Prior  mort  $11,000.  Aug  15;  12 
years,  (\%.     Aug  l(i,   1000.     5:1504.  G.300 

Sarconi.  Nicola  to  H  B  Scharmann  &  Sons.  Houston  St.  No  74, 
n  s.  1.52.0  w  Bowery,  20  to  Elizabeth  st,  Nos  282  and  284, 
x71. 11x23. 1x74.  P  M.  Prior  mort  $48,000.  Aug  10,  10(io. 
2:. 521.  II.IMJO 

Samuels,  Lewis  to  Chas  I  Weinstein.  Madison  av.  Nos  1033  and 
1035.  n  e  cor  100th  st,  Nos  51  to  57.  .50.11x1(10.  P  M.  Prior 
mort   .$88,000.      Aug   19,   5   years,   07^.      Aug   14,   1000.      0:1015. 

15,000 

Same  to  same.  Same  property.  P  M.  Prior  mort  .$00,000.  Aug 
19,    5   years,   5y27r.      Aug    14,   1000.      0:1015.  7,500 

Sachar,  Saul  J  to  Moss  Realty  Co.  00th  st,  Nos  2.30  and  241,  n  s. 
225  c  West  End  av,  2  lots,  each  25x100.5.  2PM  morts,  $1,500. 
2  prior  morts  $9,000.     Aug  1,  1  year,  {j%.     Aug  13,  1900.  4:11.52. 

3,000 

Simons,  John  E  and  Jacob  C  Harris  to  Thomas  Mulligan  and  ano. 
173d  St.  s  s,  137.0  e  St  Nicholas  av.  37.0x100.  P  M.  Prior  mort 
.$ .     3  years,  07,.     Aug  13.  1000.     8:2120.  7,000 

Silverman,  Clementine  M  and  Milton  M  with  City  Mortgage  Co. 
Convent  av,  w  s,  27  s  130th  st,  81.4xl01x  irreg.  Subordination 
agreement.     Aug  0.     Aug  13.  1000.     7:10(iO.  nom 

Schatzkin.  Solomon  M  to  Rose  Edelson  and  ano.  144th  st,  n  s, 
150  w  Broadway,  2  lots,  each  50x90.11.  2PM  morts,  each  $20.- 
000;  2  prior  morts,  $40,000  each.  Aug  7,  4  years,  67c.  Aug  10. 
190G.     7:2091.  40.000 

Strauss.  Susan  to  Bessie  Gottlieb.  101st  st.  No  C4,  s  s,  1.30  w 
Park  av,  25x100.11.     P  M.     Aug  10,  1900,  2  years,  07c.     0:1000. 

2,000 

Somer,  Wolf  and  Max  Kolowetzky  to  Harris  Cohn.  Monroe  st.  No 
28,  s  s,  231.5  w  Market  st,  runs  w  23.8  x  s  97.10  to  n  s  Hamil- 
ton St.  No  33,  x  e  25.7  x  n  55.2  x  w  2.11  x  n  35.8  to  beginning. 

P  M.     Prior  mort  $ .     Aug  15,   Installs,   07o.     Aug   10,   1900. 

1:253.  4.000 

Sommer,  Charles  R  and  Edward  C  to  Elizabeth  M  Hochhausen. 
2d  av.  No  385.  w  s.  48.10  n  22d  st,  25.2x04.  P  M.  Prior  mort 
$]3,(:00.     Aug  15,  due  Feb  15,  1907,  07c.     Aug  10,  1900.     3:903. 

4,(300 

Sehacht,  Alfred  to  Katie  Klockemeyer.  122d  st.  No  2.53,  n  s, 
87.0  w  2d  av,  14xl(M.).n.  Aug  15,  1  year,  (■>%.  Aug  16,  1900. 
0:1798.  500 

Shine,  Thomas  J  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
81st  St.  No  240.  s  s,  .SO  w  2d  av,  24x70.7.  Aug  10,'  1000.  3 
years.  414'/,.     Aug   10,   1000.     5:1.520.  2.tMJ0 

Siegel.  Morris  to  Elizabeth  Swezy  and  ano.  01st  St.  No  1(39,  n  s, 
125  w  3d  av,  2.5xl(Xl.8.  Prior  mort  $13,450.  Aug  14,  due  Feb 
1.   1900.   V,</,.     Aug   10.    1000.      5:1.520.  3,800 

Sinkowitz,  Isidor  to  Nathan  Hirsh  et  al.  1st  st,  No  SO,  s  s.  303.8 
w  Av  A,  runs  s  31.2  x  e  0.7  x  s  54.7  to  n  s  Houston  st  x  w 
17.0  X  n  30.3  X  n  23  X  n  20.2  to  1st  st  x  e  21  to  beginning. 
P  M.  Prior  mort  $20.2.50.  Aug  15,  installs,  07o.  Aug  10,  1000. 
li:428.  3,7.50 

Tudor  Construction  Co  to  Chas  Laue.  Walker  st.  Nos  7.8  and  ,80. 
n  e  cor  Cortlandt  alley,  runs  n  101.9  x  e  44.5  x  s  9C.7  to  st 
X  w  48  to  beginning.  Prior  mort  $185,0(JO.  Aug  13.  1900. 
demand.   0%.      1:1!)0.  2,500 

Tyler,  James  G  to  Chas  B  Hill  exr  James  K  Hill.  215th  st,  n  s. 
300  e  10th  av,  100.10x09.11.  Prior  mort  $18,500.  Aug  4  1 
year,   C7f.      Aug   11.    1000.      8:2212.  1,250 

Tudor  Construction  Co  to  Chas  Laue.  Walker  st,  Nos  78  and  80. 
Certificate  as  to  consent  of  stockholders  to  mort  for  $2,500.  Aug 
13.     Aug  14,  1900.     1:190.  

Twenty-Seven  &  Twenty-Nine  Pine  Street  Co  to  FARMERS  LOAN 
&  TRUST  CO.  Pine  st.  Nos  27  and  29,  s  s.  runs  s  74.5  x  e  35.2 
X  s  17.10  X  e  9.0  xs  —  xe  —  xn  04.8  to  st  x  w  50.3  to  begin- 
ning.    Aug  10,  demand.  0%.     Aug  11.  1000.     1:43.  .50.0(X) 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Aug  10.     Aug  11,  1000.     1:43.  

Wittner.  Sigfried  to  Robt  W  Paterson  and  ano  trustees  Mary 
B  Downing.  I(j3d  st,  No  41(3,  s  s,  125  e  Amsterdam  av,  .37. Ox 
112.0.      Aug   1.   5   years,    57o.      Aug   10,    1900.      8:2110.  30,500 

Wittner.  Siegfried  to  Hiram  R  Dater  and  ano  trustees  Philip  Dater. 
103d  st.  No  444,  s  s,  102.0  e  Amsterdam  av,  37.6x112.6.  Aug 
4.    5   years,   — %.      Aug   10,    1900.      8:2110.  30.500 

Wallenstein.  Saul  to  Harris  Mandelbaum  and  ano.  96th  st.  Nos 
OS  to  74,  s  s.  100  w  Park  av.  lOOxlOO.8.  Prior  mort  $120,000. 
Aug  2,  demand,  (i'/c.     Aug  10,   ItHJO.     5:1.507.  25.000 

Wekselblatt.  Morris  to  Simon  Freiman.  Orchard  st,  No  185.  w  s. 
175.7  n  Stanton  st.  2.5.2x87.6x25.2x87.3.  P  M.  Prior  mort  $13.- 
000.     Aug  1,  3  years,  67o.     Aug  11,  1000.     2:417.  4.000 

Williams.  John  T  to  LAWYERS  TITLE  INS  &  TRUST  CO.  Madi- 
son av,  Nos  778  and  780.  w  s,  (30.5  n  (iOth  st,  40xSO.  Aug  9.  due 
Feb  9.  1007,  5%.     Aug  10.  1000.     5:1381.  00,000 

Wekselblatt.  Morris  to  Louis  Gordon  et  al.     Orchard  st.   No   185. 

w   s,    175.7   n    Stanton   st,    25.2x87.0.      P   M.      Prior   mort   .$ . 

Aug   0.   0   years.   07.      Aug   10.    1000.      2:417.  13.000 

Wilkins,  Julia  K  to  Luke  A  Burke.  65th  st,  No  8,  s  s.  125  w 
Central  Park  West,  25x100.5.  Prior  mort  $23,000.  July  31, 
demand.  — %■.     Aug  13,   1000.     4:1117.  .500 

Wasserman,  Selma  wife  of  and  Jesse  H  to  Fanny  H  Hamilton. 
23d  st.  No  307.  n  s,  125  e  2d  av,  25x08.0.  p  M.  Due  Jan  27. 
1000,  3  years,  57c.     Aug  14,  1900.     3:020.  15.000 

Wilson.  Max  S  A  to  Henry  Rosenthal.  I(i4th  st,  Nos  442  and 
444,  s  s,  225  e  Amsterdam  av,  50x112.4.  Aug  10,  3  years,  G</r. 
Aug  14,  1000.     8:2110.  14.000 

Wacht.  Samuel  to  Edward  Bolger.  1st  av.  No  1108,  e  s,  75. .5 
n  60th  st,  25x100.  P  M.  Prior  mort  $0,000.  Aug  15,  3  years, 
—7.      Aug   10,   1006.     5:14.55.  5.000 

Wanderman.  Samuel  and  Walter  to  Arthur  J  McQuade.  13th 
st,  No  .534,  s  s,  220  w  Av  B,  — x— .  P  M.  Aug  10,  1000,  1  year, 
57c.     2:400.  35,000 

Weiss,  Moritz  to  Abraham  Grunberg.     (iOth  st.  No  211,  n  s,  575  e 

West   End   av,    25x100.5.      P   M.      Prior   mort    $ .      Aug    1.   3 

years.   07.      Aug   15,    1000.      4:11.58.  5,.500 

Woodend,  Jennie  L  to  EAST  RIVER  SAVINGS  INSTITUTION. 
71st  st.  No  58,  s  s.  145  e  Columbus  av,  20x100.5.  Aug  13.  3 
years,  57c.     Aug  15,  1000.     4:1123.  30,000 


The  text  of   these  pages  is  copyrighted.     All  rights  are  reserved.    Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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Bronx         August  i8,  igoS. 


The   Palmer   Lime  and  Cement  Company 

**  PAL-IflER'S  >'0.  1,*'  tho  Btroiijjoat  and  bpst  btjck  Ume  mnnufactured.  will  lay  more  brick  to  the  barrel  than  any  otlier  lime.  I 

Farnani  CIIKMIIKt:  Finislniu^,  whl'  ii  iins  lu  equal. 

Palmer^s  tiuiMUins:,  liij,'li  trrad--.  f*-r  all  finishing  and  plastering  work. 

Connrctii-ut  \VUito"i.Jnic,  espticiaHy  adapted  to  brown  and  scratch  work. 

Palnier^s  Chemical  I^inie,  absolutely  high  grade. 

Alsen's  Portland  Ccmcut,  for  Long  Island.  FOSTER    F.    COMSTOCK,    Manager 

Brooklyn  Station.  Telephone  14r>.'?  Groonrolr.t  Sales  Department :    |  49    BROADWAY,    NEW    YORK 

Jersey  City  Station,  Telephone  IS-.l'  J.i>  y  Telephones,  OUlo  ii'.U   >;i:r2  liitiamn 


Woodend,  Jennie  L  to  Geo  W  MacMuUen  and  ano.  71st  st.  No 
08.  s  s,  14.")  e  Columbus  av,  20x100.!).  Prior  mort  $30,C)00. 
Aug  14,  3  years,  ir/r.     Aug  1".,   lOO'!.     4:1123.  1.000 

Weiss,  Sidonia  with  Greenwood  Cemetery,  a  corporation.  115th 
St,  No  77.  n  s.  .")3  w  Park  av,  37.0x70.10.  Extension  mort. 
July  20.      Aug   1(),   1!H10.     0:1021.  nom 

West,  Ella  S  to  Richard  M  Berrian.  128th  st.  No  255,  n  s,  258 
e  8th  av,  1.5x!l!l.ll.  P  M.  Aug  14,  due  Sept  1,  1907,  5%.  Aug 
10.    1000.      7:1034.  8.000 

Zwetschkenbaum.  Wolf  and  Nathan  Z  Baum  to  WASHINGTON 
TRUST  CO  of  City  N  Y.  10th  St.  No  02,  s  s,  313  e  Av  B,  2.5x 
02.     Aug  14.  3  years,  r>'/,.     Aug   15.   1000.     3:'.)84.  13,000 

Williams,  Roswell  D  to  EQUITABLE  LIFE  ASSURANCE  SOCIETY 
of  U  S.     00th  St.  No  330,  s  s,  350  w  West  End  av,  25x100.8.     Aug 

14,  due   June   30.    1011,   5%.     Aug   10,   1000.      4:1253.  O.OOO 
Same    to   Lion    Brewery.      Same   property.      Aug    14,   demand,   6%. 

Aug    10,    10(10.      4:1253.  5,000 

WoUersen.    Christian    to    S   Charles    Welsh    trustee.      4(!th   st,    Nos 

514  and  510,   s  s,   100  w  10th  av.  40x100.5.     Aug  10.   1!»00.  due 

Sept  30,   1010.  —'/,.     4:1070.  30.000 

Weil.   Lina  to  Lena  Hessberg.     10th  av.  No  442,  e  s.  40. .5  s  35th 

St.  24.8x100.     Aug  15,  3  years,  5%.     Aug  10,  lOlM!.     3:732.     33,0(X) 
Yung.   Charles  to  A  Gertrude  Cutter.     132d  st.   No  38.  s  s.  400  w 

5th  av,  15x00.11.     P  M.     3  years,  4%%.     Aug  14,  1900.     0:1720. 

5,000 
Zobel,    Frederick   C   to   State   Realty   and   Mortgage   Co.      28th   st, 

Nos    122   and    124.   s   s.    120  w   Lexington   av,   40x98.9.      1    year, 

(','/(.     Aug  13,   1900.     3:883.  _      117,500 

Same   to   same.      Same   property.      P   M.      Prior  mort   .$117, .")(X).      1 

year,  0%.     Aug  13,  lOtMl.     3:883.  __         27.500 

Zisola,   Mary   to   Gregory  Weinstein.      Columbia   st.   No  75%,   w  s, 

00  n    Rivington   st,   20x49.8.      July    12,    r,H.10,    installs,   0%.      Aug 

10.    1001;.      2:3.34  800 

BOROUGH   OF    THZi   BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 
new  Annexed   District    (Act   of  1895). 

*Ahles,  Henry  to  TITLE  GUARANTEE  &  TRUST  CO.  Theriot 
av.  w  s,  22,5  n  Westchester  av,  25xlOO.  Aug  14,  due,  &c,  as  per 
bond.      Aug    15.    lUOS.  1.2tlO 

*Abbott.  Is'aac  E  and  Edw  H  Mayes  to  Percy  S  Dudley.  Harring- 
ton av.  n  w  cor  Cornell  av,  25x100.  P  M.  Aug  14,  3  years,  5%. 
Aug   10.   19O0.  480 

•Abbott.  Isaac  E  and  Edw  H  Mayes  to  Percy  S  Dudley.  Har- 
rington av,  n  w  cor  Mapes  av,  2.5x100.  P  M.  Aug  14,  3 
years,   .T/r.      Aug   10,    19(M!.  _  020 

Benson,  Mary  to  Mary  A  Haines.  Vyse  av,  e  s,  32,5  n  Jennings 
St.  25x100.      Aug  15,  3  years,  '1'/,.      Aug  10,   lOOIi.      n:20!>5.  5..500 

Blatt.  Simon  to  Sarah  Archbold.  157th  st,  n  s,  2.50  n  w  Court- 
landt  av,  25x100.  Extension  mort.  Feb  7.  Aug  15.  10;)0. 
9:2417.  nom 

Belmont  Realty  &  Construction  Co  to  Susan  M  Tuthill.  Belmont 
av,  w  s,  201  n  ISlst  st,  25.1x80.0x25.1x80.2.  Extension  mort. 
Aug  9.      Aug   10.   1000.      11:3082.  nom 

*Bernheimer.  Moritz  to  Percy  S  Dudley.  Dudley  av.  s  s.  1.50  w 
Cornell  av,  50x100.     P  M.     Aug  14.  3  years,  5%.     Aug  Iti,  1900. 

000 

*Brady,  Bernard  to  Percy  S  Dudley.  Dudley  av.  s  s,  275  w  Cornell 
av.  25x100.     P  M.     Aug  14,  3  years,  .57,.     Aug  IG.  1900.  .330 

*Bohm.  Victoria  wife  Jos  to  Percy  S  Dudley.  Harrington  av, 
n  s,  3(K»  w  Mapes  av,  100x100.  P  M.  Aug  14,  3  years,  5%. 
Aug   10,    190(j.  4,800 

Bloch,  Caroline  to  Florence  Stolz.  Home  st.  No  11.52,  s  s,  21.3  e 
Fox    St.    20x80.2x20.1x77.11.      P    M.      Prior    mort    $3,000.      Aug 

15.  lOOIi.    installs.   (V/'-      10:2719.  1.500 
Buckbee.    George    E    to    Murtha    J    Garry.      lS7th    st,    n    s.    1.54    w 

Valentine  av,  runs  n  100  x  e  54  x  n  40.11  x  25  x  130.8  x  s  140.11 
to  lS7th  st  X  e  82.8.  Aug  14,  1  year,  — %.  Aug  15,  1900. 
11:31,52.  5.000 

Byrnes,  Matthew  P  to  Geo  D  Kingston.  Briggs  av.  No  2984,  s  s, 
100  w  201st  st,  2.5x110.  P  M.  Aug  15,  1900,  3  years,  5%. 
12:3298.  4,000 

Berend,  Harry  and  Rose  Herman  to  Isaac  Rosenzweig  and  ano. 
Bathgate  av,  w  s,  185.2  s  17.3d  st,  35x114.5.  P  M.  Prior  mort 
.$25.(H10.      Aug    14.   5  years,   tj'/c.      Aug   15.    19(H1.      11:2914.       8,500 

Berend.  Harry  and  Rose  Herman  to  Isaac  Rosenzweig  and  ano. 
Bathgate  av.  w  s.  150.2  s  173d  st.  35x114^).  P  M.  Prior  mort 
$25,tKIO.     Aug  14,  5  years,  07r.     Aug  15,  lOOO.     11:2914.        8,500 

Brown-Busch  Realty  &  Construction  Co  to  Louise  Whitestone. 
Clay  av,  n  w  s.  .804  n  e  lti9th  st.  .50xl0Ox.50.2x95.7;  Prospect 
av,  e  s,  adj  lot  121.  runs  e  88.2  x  n  50  x  w  9tl.7  x  s  .50  to  begin- 
ning, being  part  of  lot  122  map  Mt  Hope,  except  part  tor  An- 
thony av.  P  M.  Prior  mort  $5,000.  Aug  10,  1900,  due  Dec 
10,   19W,  (i'/r.     11:2782  and  2789. —  10,000 

*Braun,  Henry  A  Jr  to  Chas  H  Dockstader.  Napier  av,  n  w  cor 
230th  St.  111x101x94.7x100.  Aug  14,  3  years,  5%.  Aug  15. 
1900.  4.000 

*Bickhardt.  Peter  to  Percy  S  Dudley.  Dudley  av,  s  w  cor  Mapes 
av,    25x100.      P   M.      Aug   14.    3   vears,    5'/,.      Aug   1(),    1900.       (!30 

*Burrows,  Thomas  W  to  EASTCHESTER  SAVINGS  BANK  of  Mt 
Vernon.  N  Y.  Pratt  av.  e  s,  lot  21  block  32  map  part  of  sec- 
tion C.   Edenwald.     Aug  9,   1   year,  W/c     Aug  13,   190(i.  1.800 

*Bosi.  Louis  to  Geo  Brown.  Hancock  st,  w  s,  27.5  s  Columbus  av, 
.50x1(M).     Aug  10.  3  years.  5<:r.     Aug  13,  190(i.  3,500 

Buffington.  Harry  B  to  Ferdinand  Hecht.  Forest  av,  e  s.  125  n 
100th  St.  37x100.  P  M.  Prior  mort  $8,000.  July  30,  1  year, 
G7r.     Aug  10.  1900.     10:2001.  3.000 

Brady,  Laura  J  to  Ethel  J  H  Crosby  and  ano  admrs  Edmund  M 
Young.  Cedar  av,  e  s,  105.11  n  177th  st,  30.8x122x37.8x122. 
P  M.      Aug  10.  3  years.  0%.      Aug  11.   liiOO.      11:2881.  5,500 

*Bross,  Julius  to  Land  Co  B  of  Edenwald.  Oakes  av,  w  s,  100  s 
Jefferson  av,  25x100,  Edenwald.  P  M.  Demand,  5V4%.  Aug  14. 
1!»00.  250 

Bock,  Maria  to  John  C  Engel.     3d  av,  e  s,  103  w  166th  st,  22x— x 


13x100,7.      Prior  mort  .1!12,000.     Aug  13  ,2  years.   (T/i.     Aug  14. 
lOOti.      10:2008.  1,.500 

*Baumann,  Frank  to  Louise  F  Ricker.  Gth  av,  s  w  cor  21Gth  st, 
100x100,  Laconia  Park.  P  M.  Aug  11,  3  years,  0%.  Aug  14, 
19(Mi.  3.000 

*Catanzaro.  Domenico  and  Pietro  Lavena  to  Mary  A  Costello. 
224th  St.  s  s,  2.55  w  4th  av,  25x114,  Wakefield.  P  M.  Prior 
mort  !f4,.5(KI.     Aug  9,  demand.  (V/c     Aug  13,  1900.  1,000 

♦Christophel.  Jacob  to  Wm  W  Penfleld.  Lots  145b  and  14Ga  map 
subdivision  of  portion  of  Penfleld  property  at  Wakefield.  P  M. 
Aug  0,  3  years,  5%.     Aug  14,  1000.  1,200 

*Cooley,  Agnes  M  to  Christina  Icke.  Bronx  and  Pelham  Park- 
way, s  e  cor  road  leading  from  Eastchester  to  Westchester, 
contains  0  .520-1. (KM)  acres,  except  244-1,000  acres.  1  year. 
&/r.      Aug  14,    19(10.  1,000 

Cohen,  Morris  and  John  Morrissey  to  Realty  Mortgage  Co.  Brook 
av,  n  e  cor  14Sth  st.  .50x100.  Prior  mort  $20,0(X».  Aug  G,  1 
year,  0%.     Aug  14.  1900.     0:2275.  25.000 

*Costar.  Geo  to  Naomi  A  Donaldson.  Westchester  av,  n  e  cor 
Washington  av.  100x197. GxlOUxl08,G.  except  part  for  st,  West- 
chester.    P  M.     Aug  10,  3  years,  5%.     Aug  13,  1900.  10  500 

Connell.  Andrew  J  to  TITLE  GUARANTEE  .\.ND  TRUST  CO. 
Morris  av,  e  s,  444.11  n  190th  st,  25x95.3,  except  part  for  av. 
Building   loan.      Aug  8,   3  years,   5%.     Aug  10,   1900.      12:3318. 

5,500 

♦Chester   Impt    Co   to  _POUGHKEEPSIE   TRUST   CO   trustee   Eliz   V 
Knevals.   Lots  14,   1.5  and  10  blk  C  map  portion  Matson  S  Arnow    . 
estate.     2  morts,  each  .f3,5(M:».     Aug  9,  due  July  12,  1909.  5'A%. 
Aug   10.    190G.  10.500 

*CogswelI-Taylor  Impt  Co  to  Henry  Pollock.  174th  st,  w  s, 
401  4  s  Westchester  av,  25x100.  Aug  2.  3  years.  5%.  Aug  10, 
1906.  3,500 

*Cook.  John  to  Florence  S  Crosby.  3d  st,  n  s,  1.50  w  Av  D,  25x 
103,    Unionport.      P   M.      Aug   10,   3   years,   6'/,.      Aug   11,    1900. 

700 

*Curtin,  Wm  J  to  Percy  S  Dudley.  Harrington  av,  s  w  cor  Cor- 
nell av,  25x90.     P  M.     Aug  14;  3  years.  5%.     Aug  10,  I'.IOG.      42G 

*Cokeley.  Wm  A  to  Percy  S  Dudley.  Harrington  av,  s  s,  450  w 
Cornell  av.  25x90.     P  M.     Aug  14.  3  years,  .5%.     Aug  16,   1900. 

345 

*Campbell,  Paul  C  to  Percy  S  Dudley.  Harrington  av,  n  s,  100  e 
Mapes  av,  ,50xia».     P  M.     Aug  14,  3  years,  57c.     Aug  IG,  190G. 

816 

*Curtin.  Thomas  H  to  Percy  S  Dudley.  Ft  Schuyler  road,  e  s, 
51  s  Dudley  av,  51x99.11x50x109.9.  P  M.  Aug  14,  3  years,  57<j. 
Aug  10.   I'.KKi.  1..5G0 

Carl,  Elisabeth  to  Jacob  Fischner.  Aqueduct  av,  e  s.  1110  s  l.S3d 
st,  .50x101.4  to  McCombs  Dam  road  x.50xl01.1.  P  M.  Aug  14, 
3  years,   .57r.     Aug   15.   lOOO.      11:3211.  10.000 

*Drakard,  Mary  to  Percy  S  Dudley.  Dudley  av,  n  s,  25  w  William 
St.  ."0x100.     P  M.     Aug   14,  3  years,  57f.     Aug   10,   1900.       1,110 

*Same  to  same.  Dudley  av,  n  w  cor  William  st,  2.5x100.  P  M. 
Aug  14.  3  years,  .57.      Aug   1(!,   lilOli.  (JOO 

Davis.  David  to  Philip  Reinherz.  Webster  av.  w  s,  17.5.4  n  179th 
St.  ."OxllO.  Prior  mort  .$0,000.  July  30,  installs,  07f-  Aug  IG, 
liKIG.     11:3142.  5  000 

*Drews,  John  and  Stanislaus  individ  and  as  wife  of  John  Drews 
to  Edward  Martin.  223d  st.  s  s,  3.5.5  e  4th  av,  25x114,  Wakefield. 
Aug  9.  3  years,  ','A7f-     Aug  13.  1900.  2,000 

'Decker,  Bridget  A  to  Chas  A  Laumeister  and  ano.  11th  st.  s 
s.  405  w  Av  A,  100x210  to  10th  st,  Unionport.  P  M.  Prior 
mort   .$2,(X)0.      Aug   10,   due  June   15,   1907,   0%.      Aug   11,   1900. 

2.100 

Dammann,  Fredk  to  Heinrich  Hopp.  l.jOth  st.  No  773,  n  s,  300  e 
Brook  av,  25x100.  P  M.  Aug  14,  due  Feb  28,  1908.  07c.  Aug 
14.   1900.     9:2270.  2.000 

Dorn,  Andrew  to  A  Hupfels  Sons.'  Washington  av.  No  987.  Sa- 
loon  lease.     July  31,  demand,  07-     Aug  14,   l',)OG.     9:2380.     2,(X)0 

*Dignus.  Conrad  to  Peter  Fritz.  Parker  av,  n  s,  12.9  e  lot  48 
map  Darby  estate,  runs  e  12.2  x  n  21.1  -x  s  w  2.5.3  to  beginning. 
July  1,  3  years,  .57.     Aug  14.  IIRIO.  400 

Eisenberg,  Esther  to  August  H  Daum.  I(i7th  st,  s  w  s.  bet  Wash- 
ington av  and  3d  av  and  at  n  w  cor  lot  42,  runs  s  e  41  x  s  w  92 
x  n  w  41  X  n  e  92  to  beginning,  being  part  of  lot  42  map  Morri- 
sania.  P  M.  Prior  mort  .$3,000.  Aug  1,  due  June  1,  1910,  5%. 
Aug  10,   190(!.     9:2371.  5,500 

Einberger,  John  to  Fredk  Einberger.  Bassford  av,  s  w  cor  183d 
st,    115.X35.8.      July    5,    1    year,    57c-      Aug    10,    1000.      11:3050. 

4.000 

*Eggert,  Oliva  wife  of  Anton  to  Annie  B  Desel.  Catharine  st, 
n  w  s,  lot  249  map  Washingtonville,  50x100.  Aug  10,  due  Jan 
1.    1910,   .5%.      Aug   11,   1900.  1300 

'Essig,  Matilda  H  to  Percy  S  Dudley.  Dudley  av.  n  s,  3.50  w 
Cornell  av,  25x100.  P  M.  Aug  14,  3  years,  57c.  Aug  10. 
1900.  420 

Fagan.  Catharine  A  to  Jacob  Rosborg.  3d  av,  s  w  cor  182d  st,  80x 
103.  Prior  mort  .$15,000.  July  9,  due  Aug  9,  1907,  57c.  Aug 
l(i,    ISMIG.      11:3048.  3,000 

Flynn,  Jos  F  to  Percy  S  Dudley.  Harrington  av,  s  s,  375  w  Cor- 
nell   av,   .50x100.      P   M.      Aug  14,   3   years,   a%.      Aug  10,   1900. 

090 

*Foss,  Katie  to  Percy  S  Dudley.  Harrington  av.  n  s,  425  w  Mapes 
av,  25x100.     P  M.     Aug  14,  3  years,  57c.     Aug  10,  1900.  000 

*Fennell.  Mary  L  to  Percy  L  Dudley.  Cornell  av,  e  s,  and  being 
10t)xlO2.5x10Ox105.     P  M.     Aug  14,  3  years,  ~>%.     .\ug  10,  1900. 

1,000 

"■■Farrell,  Chas  E  to  Percy  S  Dudley.  Fort  Schuyler  road,  e  s, 
25.5  n  Harrington  av,  25.5x11.5.2x2.5x110.3.  P  M.  Aug  14,  3 
years,  5%.     Aug  10.   190G.  915 

*Flynn.  Thomas  to  Catharine  C  Hunt.  Taylor  st,  w  s,  225  s  Col- 
umbus av,  25x100.  except  part  for  Taylor  st.  Aug  14.  3  years. 
—7.      Aug   15,    1900.  3500 

Fomund.  Samuel  to  Mathias  Goeren.  Jackson  av.  No  770,  e  s, 
305  n  l,5Gth  st,  25x87.0.  P  M.  Prior  mort  :f3,000.  Aug  15,  4 
years,  67c.     Aug  10,  1906.     10:2646.  4,600 
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Fox,  Peter  to  Realty  Mortgage  Co.  Webster  av,  e  s.  3t)l».ll  n  lUSth 
St.  -15x00,  except  strip  on  north  about  2  inches  wide.  Building 
loan.      1    year,  (.;<7f.      Aug   14,    IIKK!.      ;I:28!M;.  2;i.(IOO 

Finnegan,  James  F  to  Leslie  R  Palmer.  Kingsbridge  road,  s  s, 
109.11  w  Heath  av,  51.(ixir)0x50xl37.7.  P  M.  Aug  13,  2  yrs, 
5%.     Aug   14,   190(!.      11:32311.  5,000 

*Fisher.  Edward  and  John  E  Sheehan  to  Wm  W  Penfield.  Lots  ir)3a 
and  l.l'Jb  map  subdivision  of  portion  Penfield  property  lying  e 
of  White  Plains  av,  at  Wakefield.  P  M.  Aug  0,  3  years,  5%. 
Aug  10.   l!)0(i.  750 

*Purthman,  Charles  to  Wm  W  Penfield.  Lots  141a  and  141b  map 
subdivision  of  portion  of  Penfield  property  at  Wakefield.  P  M. 
July  30,  3  years,  '>'7,.     Aug  10,  lOOt!.  1,100 

*Feehan.  John  to  Wm  W  Penfield.  Lots  S7a  and  87b,  SOa  and  SOb 
map  subdivision  of  portion  of  Penfield  property  at  Wakefield.  P 
M.     July  31,  3  years.  5'a.     Aug  10,   1900.  2,244 

Gully.  Wm  to  Henry  McCabe.  Jerome  av,  e  s,  225  n  200th  st, 
2.")xl00.     P  M.     3  years,  .V/o     Aug  14,  ]90(!.     ]2:.3321.  2,500 

Gunther,  Rosa,  Brooklyn,  to  Mary  E  Horan.  Vyse  av,  w  s,  08.1 
n  Freeman  st.  25x100.  P  M.  Aug  10,  5  years,  — %.  Aug  13. 
1900.     11:2987.  1,000 

Same  to  Fredk  Meyer.  Same  property.  P  M.  Prior  mort  $1,000. 
Aug  10.   1   year.  — '/r.     Aug  13.   1900.     11:2987.  .300 

*German  Evangelical  Lutheran  St  Peters  Church  to  Geo  Nattress. 
219th  st,  n  s,  405  e  3d  st,  .50x114,  Wakefield.  Certificate  as  to 
advance  of  .$2,000  on  mortgage  dated  April  20.  19lMi.  Aug  4. 
Aug  10,   1900.  

Glaser,  Charles  to  Benj  F  Jackson.  Wales  av,  s  w  cor  147th  st, 
lOOxKKX  P  M.  Aug  14,  due  Dec  7,  1907,  6%.  Aug  1(1,  1900. 
10:2.577.  3  000 

Same  to  Chas  Katz.  Wales  av,  s  w  cor  147th  st,  100x100.  P  M. 
Prior  mort  .f 3  000.  Aug  14,  due  Nov  15,  19O0,  «%,.  Aug  10, 
1900.     10:2.577.  11.500 

Gollubier.  Adelina  to  John  Klein.  Jeninngs  st,  No  10.50,  s  w  cor 
Chisholm  st,  runs  w  70.0  x  s  23  x  e  70.6  to  Chisholm  st  x  n  2-5 
to   beginning.      Aug   14,   3  years,  0%.     Aug  15,   1900.      11:2971. 

10.000 

Grimm.  Frederick  W  to  George  Fuchs.  155th  st.  No  005,  n  s, 
295  w  Elton  av,  25x100.  P  M.  Aug  14.  due  Jan  1,  1910,  5^4%. 
Aug  15,   1900.     9:2377.  4,.500 

*Georges,  Christian  to  Wm  W  Penfield.  Penfield  av,  n  s,  and 
being  lots  140  and  140A  map  subdivision  of  portion  of  Penfield 
property.        PM.      Aug   2,   3   years,   5%.      Aug   15,    1900.  1,200 

*Georgen,  John  to  Percy  S  Dudley.  Dudley  av,  s  w  cor  Cornell 
av,  25x100.     P  M.     Aug  14,  3  years,  ir/c     Aug  10,   190<i.  4.50 

Hutter.  Leopold  to  Lizzie  Wheat.  Park  av,  w  s,  428.10  s  17.5tlj 
st,  10..Sxl20x2(l.7xli'0.  except  part  for  av.  Aug  8,  3  years,  5%. 
Aug   13,    1900.      11:2899.  3..500 

Harris.  Herman  to  Joseph  Demmer  trustee  Michl  Kuntz  for  Alice 
T  Kuntz.  Lafontaine  av.  No  2118,  e  s,  156.5  n  180th  st,  25x95. 
Due   May  1.   19(10,  5'/r.     Aug  10.   1900.      11:3002.  5  000 

Hofmaan.  Ferdinand  to  Rosa  Preismann  and  ano.  Plot  begins  395 
w  White  Plains  road  at  point  along  same  .570  n  Morris  Park  av. 
runs  w  1(M3  x  n  2.5  x  e  100  x  s  2.5  to  beginning,  right  of  way  to 
Morris  Park  av.  P  M.  Prior  mort  .$3,000.  Aug  10,  due  Sept 
1.   1908.  .5%.     Aug  11.  1906.  200 

*Heffernan,  Geo  to  Antonia  Schmidt.  Grant  av.  s  s.  178  w  Union- 
port  road,  2.5x100.     Aug  10,  2  years,  67f.     Aug  14.  190(1  l.tXlO 

*HandeI.  Caroline  to  EASTCHESTER  SAVINGS  BANK  of  Mt  Ver- 
non, N  Y.  219th  St.  n  s.  2.55  e  2d  av,  50x114,  Wakefield.  June 
21,   1   year,   0%.      Aug  13.   1906.  1,300 

Holstein,  Morris  to  Henry  Freygang  et  al  trustees  Gustav  Frey- 
gang.  Tinton  av.  late  Beach  av,  w  s.  101. .5  s  1.50th  st,  runs  s 
41.1  X  w  13.5  x  n  w  3.5.9  x  n  e  2.5  x  s  e  (>.0  x  e  1.3.9  to  beginning, 
except  right  to  pass  and  repass  over  strip  begins  Tinton  av,  late 
Beach  av,  w  s.  101. .5  s  1.58th  st.  runs  w  13.9  x  n  w  0.(j  x  s  5  x  s 
e  5  to  beginning.     Aug  13.  3  years,  5%.     Aug  14,  1906.     10:26.54. 

9.000 

Hoepfner,  Geo  and  Henry  Wuerst  to  KNICKERBOCKER  TRUST 
CO.  IGlth  st,  s  s  ,200  e  Washington  av,  75x217.9,  given  as  col- 
lateral security  for  note.  Aug  13,  demand,  6%.  Aug  14,  ltKJ6. 
9:2368.  7.0(X) 

*Heumann,  August  to  Percy  S  Dudley.  Mapes  av,  e  s,  1.50  n  Dud- 
ley av.  .30x100.11x10.3x100.  P  M.  Aug  14,  3  years,  7)%.  Aug 
16,  1900.  300 

*Hesse,  Julius  to  Elizabeth  Smithson.  223d  st.  u  s,  581.10  e  White 
Plains  road.  25xUK).  P  M.  Prior  mort  $3,250.  Aug  15,  3  yrs, 
(1%.     Aug  16.  1900.  1.1.50 

*Huse,  Vilmore  to  Emma  F  Parker.  Birchall  av.  w  s.  275  n 
Sagamore  St.  — x — .  P  M.  Aug  1.5,  installs,  \Y/c.  Aug  16. 
1900.  550 

Israel,  Minnie  to  Milton  D  Oettinger.  St  Anns  av.  No  154,  e  s, 
abt  40  s  135th  st,  20.x80.  P  M.  Aug  15,  3  years,  O'/c.  Aug 
16.    1006.      10:2547.  1,450 

•Jacobs,   Herman   and   John   Sendele   to   Percy   S   Dudley.      Dudley 

av, ,  75x82.11x75.9x95.     P  M.     Aug  14,  3  years.  5%.     Aug 

10,    1900.  1,0.?0 

*Kuber,  Chas  E.  Jr.  to  Percy  S  Dudley.  Dudley  av,  s  s,  32.5  w 
Cornell  av,  2.5x100.  P  M.  Aug  14,  3  years,  5'/c.  Aug  16, 
1900.  3(50 

*Koch,  Danl  H  G  and  Herman  G  to  Percy  S  Dudley.  Dudley  av, 
s  s,  .3011  w  Mapes  av,  75x100.  P  M.  Aug  14,  3  years,  .5%. 
Aug    10,    1906.  1.458 

•Knauf,  Bertha  to  Chas  Knauf.  Mansion  st,  n  s,  20.1  w  Classon 
av,  5  lots,  together  in  size  83.3x75.  .5  morts,  each  $2,500. 
Aug  1,  3  years,  7//,.     Aug  15,  1906.  12.500 

•Same  to  same.  Classon  av,  n  w  cor  Mansion  st,  75x19. 2x75x 
20.1.     Aug  1,  3  years,  .5%.     Aug  1.5,  1906.  3,.500 

Kirk,  Francis  to  Annie  Kirk.  Hoe  av  or  st.  No  11(>2,  e  s,  204.1 
s  Home  st,  7.5x100.  P  M.  Aug  14,  2  years,  — %.  Aug  15,  lilOO. 
10:27.52.  8.000 

Kelly,  Thomas  L  to  Beadleston  &  Woerz.  Webster  av,  n  w  cor 
200lh  st,  — X — .  Saloon  lease.  Aug  10,  demand,  0%.  Aug  13. 
1900.     12:3280.  3..500 

Kiralfy,  Helen  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
Marlon  av,  s  e  cor  197th  st,  25x121.1x25.3x117.8.  P  M.  5  yrs. 
5%.     Aug  10,   1900.      12:3283.  4.200 

*Kelly.  Richard  to  James  T  Penfield.  Sound  View  pi,  w  s,  lot  97 
map  Penfield  property  at  South  Mt  Vernon,  50x100.  P  M.  Aug 
3,  3  years,  5%.     Aug  10,  1906.  1,032 

•Kelly,  Richd  to  Wm  W  Penfield.  Lots  88a,  88b  and  .300  map  sub- 
division of  portion  of  Penfield  property,  at  Wakefield.  P  M. 
July  31,  3  years,  5%.     Aug  10  ,1906.  1,566 


Kelly,  Thomas  to  Frank  Sheppard  and  ano  exrs  Robert  Shepperd. 
Poe  pi,  w  s,  2(.i:!.9  n  Coles  pi,  .53.0x122x43.10x119,  except  part  for 
Briggs  av,  Aug  13,  3  years,  .5%.  Aug  14.  1!K)6.  12:3293.  1.500 
•Keaveney,  Michl  J  to  Jos  J  Gleason.  172d  st,  e  s,  306  s  Glea- 
son  av,  50x100.  2  morts,  each  $495.  Aug  7.  3  years,  5%,  Aug 
14.  190(J.  990 

•Kelly.  James  B  to  Percy  S  Dudley.  Fort  Schuyler  road,  e  a 
abt  108  s  Harrington  av.  — xl20.2x22xl24.11.  P  M.  Aug  14, 
3  years,   .5'/,.     .\ug   16.   1906.  875 

Kleban  &  Siegel  (inc)  to  Eversley  Childs.  Wendover  av,  n  s,  45 
w    Washington    av,    40x100.      Consent    of    stockholders    to    mort 

for    $.32,000.      Aug    14.      Aug    15,    1906.  - 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders  to  mort  for  S32,(J00.  Aug  14.  Aug  15  lOCMi 
11:2904.  J— 

Kleban  &  Siegel  (inc)  to  Mark  C  Meltzer.  Wendover  av.  No  711, 
n  s,  45  w  Washington  av,  40.3x99.2x40.3x99.6.  Aug  14,  3 
years.  O"/,.     Aug  15,   1900.  10,000 

Same    to    same.       Same    property.       Consent    of    stockholders    to 

above   mort.      Aug   15,   1906.      11:2904.  nom 

Kleban  &  Siegel    (inc)   to    Eversley  Childs  and  ano  exrs   Wm  H  H 
Childs.      Wendover    av,    n    s,    45    w    Washington    av,    40.3x99.2x 
40.3x99.0.     Aug  14,  5  years.  .5%.     Aug  15,   1900.     11:2904.  32,000 
•Lax,    Max    to    Percy    S    Dudley.      Dudley    av.    n    s.    225    w    Cornell 

av,  .50x121 .6x.50,6xl  14.7.     P  M.     Aug  14,  3  years,  V,'/,_.  (560 

Levy.  Annie  to  Bungay  Co  of  N  Y.  150th  st  ,s  s,  bet  Park  av 
and  Morris  av  and  being  e  Vi  lot  164  map  Melrose  South,  25x 
100,  P  M.  Prior  mort  $3,350.  Aug  9,  2  years,  69i.  Aug  10. 
1900.     9:2338.  3,(>.50 

Lyon.  Mary  E  to  Julia  Hob.     Villa  av.  w  s,  427.9  n  200th  st,  10(')x 

KMl.     Aug  8,   1  year,  5i^'/r.     Aug  14,   19(.»6.      12:.3.321.  3,000 

Logan,  James  F  to  Heinrich  A  Ahrens.  Eagle  av,  e  s,  3.54.5  n 
Westchester  av,  16.8x115.  P  M.  Aug  7,  3  years.  — %.  Aug  13, 
1906.      10:262i.  4000 

La  Vclle,  Lewis  V  to  Mary  H  Conover.  Bryant  av.  w  s,  17.5  n 
172d  st,  2  lots,  each  25x100.  2  morts.  each  $6,000.  Aug  1,  .3 
years,   '>'/(.     Aug  15,   1906.     11:2996.  12.000 

Lamprecht,  Amelia  to  Simeon  C  Bradley.  Jackson  av,  w  s,  100 
n  e  Clay  av.  runs  w  —  to  s  e  s  Crescent  avxne30xse  — 
to  Jackson  av,  x  s  25  to  beginning.  Aug  14,  3  years,  aW/c- 
Aug    15.    1906.      ]1:.30!H1.  1,200 

•Luke.  Joseph  C  to  Helen  Le  Roy  Pearsall.  Plot  begins  840  e 
White  Plains  road  at  point  along  same  1,125  n  Morris  Park 
av,  runs  e  100  x  n  25  x  w  100  x  s  25,  right  of  way  to  Morris 
Park  av.     Aug  14,  3  years,  5Vj'/r.     Aug  15,   1906.  3,000 

Same  to  same.  Plot  begins  840  e  White  Plains  road  at  point  along 
same  1.1.50  n  Morris  Park  av,  runs  e  100  x  n  25  x  w  lOO  x  s  2.5, 
right  of  way  over  strip  to  Morris  Park  av.  Aug  14,  3  years 
51/2%-      Aug    15,    1900.  3,000 

Lese,  Louis  to  Anna  J  Wilkens.  Elton  av,  n  w  cor  1.59th  st, 
20x70.  P  M.  Prior  mort  $4,00:).  Aug  15,  2  years,  (%.  Aug 
16,    190G.      9:2.381.  4,500 

•Milton    Realty   Co   to   Janie    H    Kellogg.      Lot    251    map   Wa.shing- 

tonville.  .50x100.     July  30.  3  years.  W/,.     Aug  16,   1906.  1,000 

McCormick.  Mary  A  to  Mary  A  Witte  admrx  John  G  Witte. 
Creston  av,  e  s,  205.2  s  189th  st,  70x95.  Aug  1.5,  3  years,  5%. 
Aug   10,   1900.  7..500 

Muth.  John.  Hudson  county.  N  J.  to  Werner-Knauss  Realty  Co. 
162d  st.  No  675,  n  s,  196.3  e  Melrose  av,  37.0x100.  P  M.  Prior 
mort  $27, (MX).  Aug  1,  3  years.  6%.  Aug  16.  1906.  9:2384.  1,2.50 
Montague,  Kate  to  Carl  Ernst.  Bergen  av.  No  600,  s  e  s, 
125.1  s  w  Grove  st.  17x101. Ilxl8x96.(;.  Aug  14.  1  year,  6%. 
Aug    15.    1906.      9:2.3(51.  ],(KX) 

•McCarthy.  Saml  to  Percy  S  Dudley.  Dudley  av.  n  s  75  w  Will- 
iam St.  34.7xl00.9x24xl(X».  P  M.  Aug  14.  3  years,  :>%.  Aug 
1(1.  11X10.  606 

Marvin,  Alfred  H.  Sigmund  Kohn  and  Ignace  Gruber  to  Chas  M 
Rosenthal.  Williamsbridge  road,  w  s.  at  s  s  203d  st.  runs  w 
98.7  X  s  100  X  e  62  to  n  w  s  Briggs  av  x  n  e  78.0  to  Williams- 
bridge  road  X  n  32  to  beginning,  and  all  title  to  lot  at  n  e  cor 
of  above.     P  M.     Aug  15,  3  years,  — 7r.     Aug  16,  1906.     12:.33f)8 

5,500 
•Milton  Realty  Co   to  Janie   H  Kellogg.      Catharine   st,   w  s.  .325  s 

240th   st,   100x100.     July  30.  3  years.  6'a.     Aug  16.   1906.       2.000 
•Same  to  same.     Catharine  st,  w  s.  2.50  n  240th  st,  map  Washing- 

tonville,    lOOxlOO.     July  .30,   3  years,   0%.      Aug   16,   19(16.       2(I(X) 
•Same  to  same.     Catharine  St.   w  s,  300  n  239th  st,  50x1(10,  Wash- 

ingtonville.     July  .30.  3  years.  iV/, .     Aug  10.   lOOli.  1.000 

Marrazzi,  Raffaele  and  John  La  Spina  to  David  Levy  and  ano.  1.52d 
st,  Nos  4(i(>  to  470,  s  s,  175  w  Morris  av,  7.5x118.3x75x118  1  p 
M.  Prior  mort  $10,0(J0.  July  12,  due  Aug  8,  1907,  OVc.  Aug  14. 
1900.     9:2441.  5,000 

•Mehlhop.  John  G  to  Thomas  F  Balfe  et  al  exrs  James  M  Wentz. 
Richardson  av,  n  e  cor  241st  st,  Washingtonville,  150x0().8. 
Building  loan.     Aug  10,  demand,  0%.     Aug  11,   1906.  12,000 

Nolting,  Herman  and  John  Foster  to  Herman  Witthaus.  1.36th  st. 
No  555,  n  s,  17.5  w  Alexander  av,  25x100.  P  M.  Aug  15,  2 
years,   —'/r.      Aug   10,    190li.      9:2;il2.  1..3.'i0 

•Nordmann,  Kate  wife  of  and  Wm  B  to  Emilie  J  Scriven.  Matil- 
da st,  s  e  s,  s  V4  lot  170  map  Washingtonville,  25x100.  Aug  1. 
3  years.  0%.      Aug  13.   19116.  3  500 

•Nathan,  Marcus  to  Annie  Smith.  Ferris  pi,  s  w  s,  at  line  bet 
lots  29  and  30,  runs  s  w  117.7  x  n  w  21.9  to  s  e  s  Westchester 
av,  X  n  e  114.4  to  pi.  x  s  e  2SM  to  beginning  (  ?)  probable  error, 
being  part  of  lots  2,S  and  29  map  land  heirs  Capt  Cornell  Fer- 
ris. P  M.  Prior  mort  $4,000.  Aug  6,  3  years,  &'/c.  Aug  11. 
1906.  3,00(.) 

•O'Leary,  Mary  wife  of  Dennis  to  Lawrence  E  Brown  committee 
Augusta  Hyatt.  Commonwealth  av.  w  s.  2.5  n  Mansion  st.  2.5x 
100.      Aug  10,  3  years,   '>'/,.     Aug  13.  1900.  4,000 

Oppenheim,   William   to    Sarah   M   Le   Brantz  admrx   will  Sarah   A 
Waters  deceased.      148th  st,  n  s,  100  e  Courtlandt  av,  25x105. 3x 
2.5x105.3.     Aug  13,  3  years,  5-/,.     Aug  10.  1906.     0:2327.        30,000 
•O'Keefe,  Hugh  to  Joseph  J  GleasOn.     17.3d  st,  w  s.  381  s  Gleason 

av,  50x100.     P  M.     Aug  15,  3  years.  .5%.     Aug  10.  1900.  990 

Olt.  George  to  Leonard  F  Olt.  Bainbridge  av,  e  s,  173.1  s  193d 
St.  25.1x74.5x25x76.7.  Aug  13,  5  years,  .5'7(.  Aug  15,  lOOli. 
12:3286.  6,000 

Pirk.  Amalia  to  Augusta  A  Wurm.  Decatur  av,  w  s.  1.50.3  n 
195th  st,  25x131.11x25.3x127.2.  Aug  13,  4  years,  .57o.  Aug 
15,    1906.      12:.32S3.  5,000 

Passman,  Nathan  to  .'\ndrew  J  Dalton.  Hoe  av  or  st,  w  s.  37.3 
s  Home  st,  60x65x60x71.11.  Aug  15,  1906,  5  years,  5%. 
10:2745.  8,000 
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Paulsen,  Wm  to  Lillie  Neuhaus.  Webster  av,  No  3007,  w  s.  450 
s  Woodlawn  road,  late  Scott  av,  runs  w  120  x  s  17.1  x  s  e  17.10 
X  e  1U4  to  av,  x  n  25  to  beginning.  Aug  0.  due  July  1,  1009, 
5%.     Aug  11,    I'JOO.      12:3331.  ^  S.OOO 

Pirk,  Amalia  to  George  Kerner.  Decatur  av,  w  s,  175.4  n  195th 
St,  runs  n  w  127.2  x  n  e  30.11  x  s  e  22.0  x  s  w  1.1  x  s  e  99.2 
X  s  25.     Aug  13,  due  Jan  1,  1909,  57c.     Aug  15,  1900.     12:3283. 

6,000 

♦Pandolfo,  Angelo,  Carmelo  and  Enrico  to  E  H  Strauss.  230th  st, 
n  s,  SO.O  w  White  Plains  road,  25x114,  Wakefield.  Aug  7,  5 
years,  57c.     Aug  11,  ltH3t;.  8,500 

Proebsel.  Anna  to  Chas  Massoth.  Honeywell  av,  s  e  s,  at  n  e  s 
ISlst  st,  runs  n  e  along  av,  70.11  x  s  e  29.4  x  s  w  68.4  to  st,  x 
n  w  19.3  to  beginning;  17Sth  st,  n  e  s,  at  s  e  s  Mohegan  av.  runs 
s  e  along  st,  143.4  x  n  e  30.4  x  n  w  145.2  to  av,  x  s  w  31.2  x  s 
4.0  to  beginning,  except  part  for  av.  Aug  13,  due  July  1,  1907, 
(!%.     Aug  14.  190().     11:3123  and  3125.  9.OO0 

Pollock,  Henry  with  Henry  H  Vorndran.  Rodgers  pi,  e  s,  492.4 
n  Westchester  av,  30x89x22.1x90.  Extension  mort.  Aug  2. 
Aug  10,  1900.     10:2099.  nom 

Russhon,  Mary  to  Howard  M  Taylor.  Hull  av,  w  s,  401.4  n 
Woodlawn  road,  50x100.  P  M.  Aug  15,  1900,  2  years,  5%. 
12:3345.  2,000 

♦Robinson,  Margaret  H  to  Thomas  Stretch.  Plot  begins  295  w 
White  Plains  road  and  470  n  Morris  Park  av,  runs  w  100  x  w 
25  X  e  100  X  s  25  to  beginning,  right  of  way  to  Morris  Park  av. 
Aug   14,    installs,    U'/,.      Aug    15,    190IJ.  000 

Reiter,  Louis  to  Rachel  Reiter.  Westchester  av,  w  s,  at  e  s 
Jackson  av,  runs  n  e  39.8  x  n  w  31.3  x  s  w  .53.11.  Prior  mort 
$17,0110.     Aug  15,  2  years,  — %.     Aug  K!,  1900.     10:2(i45.        2,000 

*Reichert,  Wm  and  Fritz  Gacrtner  to  Percy  S  Dudley.  Dudley 
av,  s  s,  75  e  Mapes  av,  2.5xl0J.  P  M.  Aug  14,  3  years,  .5%. 
Aug    10,    P.HMi.  1,200 

•Rechert,  Frank  to  Arthur  Radomsky  and  Chas  Weiss.  Dudley 
av,  n  s,  50  w  Mapes  av,  125x100.  P  M.  Aug  14,  3  years,  5%. 
Aug   10,   lOOi;.  2,000 

Reiner,  Joseph  and  Agatha  to  Bungay  Co  of  N  Y.  Courtlandt 
av.  e  s,  bet  1.50th  st  and  151st  st  ,and  at  s  w  cor  lot  273,  runs 
n  19. S  X  e  89  X  s  19.8  x  w  80  to  beginning,  being  part  of  lot 
273  map  Melrose  South.  Aug  15,  3  years,  0%.  Aug  10,  1900. 
9:2397.  1.700 

*Reynolds,  James  to  Phineas  C  Lounsbury  trustee  Stephen  R  Kir- 
by.  Av  C,  n  e  cor  4th  st,  108x102.0,  Unionport.  .\ug  9.  1 
year,   .5%.     Aug  10.   1900.  10  000 

Rubin,  Jacob  H  to  Henry  J  Meyerhoff.  Crimmins  av,  n  w  cor 
141st  st,  27x80x21.4x80.2.  Prior  mort  $28,000.  Aug  9,  3  yrs. 
0%.     Aug  10,  IIRIO.     1(1:2550.  0,000 

*Sheehan,  John  E  to  Wm  W  Penfield.  Lots  138  and  139  map  sub- 
division of  portion  of  Penfield  property,  east  of  White  Plains 
av,    Wakefield.      P    M.      Aug    0,    3    years,    57c.      Aug    10,    1900. 

1,500 

♦Sella,  Grato  to  Justus  D  Michell.  Leggett  pi,  e  s,  275  n  Mc- 
Graw  av,  51x221x214,  gore.  Aug  1,  3  years,  5%.  Aug  14, 
19110.  2.000 

*Smithson.   Eliz  to  Sarah  O  Mason.     223d  st.  n  s.  .55.0  w  4th  av, 

2  lots,  each  25x100,  Wakefield.     2  morts,  each  $3,500.     July  27, 

3  years,  'iM'/,  and  57i.     Aug  10,  1900.  7,000 
♦Soukup,   Anton   to  John   Holsan.      Matilda  st,  n  w  s,   lot   72   map 

South  Washinctonville,  50x100.     P  M.     Prior  mort  |2,800.     Aug 
10,   due   May   10,   1;hI9,  —%.     Aug  11,   1900.  _  COO 

Sasso,  Michele  to  Mary  Heim.  Hoe  av,  w  s,  225  s  172d  st, 
2.5x100.  P  M.  Prior  mort  $0,000.  Aug  15,  due  Feb  15,  1907, 
0%.     Aug  II!,  1900.     11:2981.  1,000 

Steckler.  David  and  Wm  Solomon  to  Geo  Brown.  Wales  av,  s  w 
cor  147th  st,  lOOxlOO;  Union  av.  n  w  cor  1.50th  st,  25x100. 
Certificate  as  to  reduction  of  mort,  &c.  Aug  14.  Aug  10, 
1900.      111:2577.  '  ■ 

*Stumpt,  Frank  to  Percy  S  Dudley.  Harrington  av,  n  s,  75  e 
Mapes  av.  25x100.     P  M.      Aug  14,  3  years,  ')%.     Aug  10,  1900.  420 

*Stitt,  John  to  Percy  S  Dudley.  Dudley  av,  s  s,  200  w  Cornell  av,' 
.50x100.      P  M.      Aug    14,  3  years,  ii'/'c-     Aug  10,   19:10.  000 

*Speers,  Saml  to  Percy  S  Dudley.  George  st,  e  s,  100  n  Dudley 
av,  45. 0x151. 5.x24. 11x1.50.  P  M.  Aug  14,  3  years,  o%.  Aug 
10.    1900.  4.50 

Schill.  Edward  A  to  Solon  L  Frank  et  al.  Jerome  av,  s  e  cor 
213th  st,  ."0x100.3.  July  31,  3  years,  5%.  Aug  10,  1900. 
12:3327. 

Schwarzler,   Elizabeth   to    Josephine   Stein. 
Worth  av,  4(i. 0x100.     P  M.     Aug  13,  5  years,  5%.     Aug  10,  1906. 
11:2,S9.S.  2,.500 

Sternberger,  Minna  M  to  Alfred  C  Gants  et  al.  Summit  av,  e  s, 
175  s  lli2d  st,  25x100;  Summit  av,  e  s,  225  s  102d  st,  30.\05. 
Prior  mort  $7.7."0.  Aug  14,  payable  Feb  14,  1908,  0%.  Aug  10. 
1900.      9:2.524.  4.800 

♦Sutherland,  Fannie  E  to  Geo  Brockway  et  al  trustees.  Cor- 
nell av.  n  s,  1(>5  e  Old  road.  30x100,  Westchester.  Sept  19,  1900, 
due  Jan  19,  1902,  0%.     Aug  13,  1900.  1.700 

Schmitt.  A  Emil  to  Chas  Remsen.  Palisade  av,  w  s,  4.56  n 
South  av,  runs  n  w  340  to  e  s  of  an  alley,  x  n  e  143.9  x  s  e 
347  to  Palisade  av,  x  s  e  143.9  to  beginning,  contains  1  190- 
1,1100  acres.  All  title  to  alley.  Aug  9,  3  years,  5%.  Aug  10, 
1901).      13:3424.  15,000 

Sieferman.  Andreas  to  Fredk  Dillemuth.  158th  St.  n  s,  05  w  Tin- 
ton  av,  ."0:dO0.  Aug  1,  due  July  1,  1009,  07c.  Aug  10,  1906. 
10:20.50.  1,000 

*Shatzkin  (A)  &  Sons,  Inc,  to  Sound  Realty  Co.  220th  st,  s  s, 
528.9  e  Paulding  av,  7.5x109.  3PM  morts,  each  $420.  Aug  13, 
due   July   12,    lOO!),   — -/r.     Aug   15.    1900.  1,260 

*Same  to  same.  220th  st,  n  s.  198  e  Paulding  av,  75x109.6.  3  P 
M  morts,  each  $4.55.  Aug  13.  due  July  12,  1909,  — %.  Aug  15, 
inOl!.  1.365 

♦Same  to  same.  22Gth  st,  n  s,  .300  w  Paulding  av,  25x92. 0x21x 
109.3.     Aug  13.   due  July   12,   1909.  —%.     Aug   15.   1900.       437.50 

♦Same  to  same.  225th  st,  s  s,  4lil.4  w  Paulding  av,  25x120. lOx 
28.4x139.11.  P  M.  Aug  13,  due  July  12,  1909,  — %.  Aug  15. 
190(;.  612.50 


3,300 
174th   st,   s   s,   239   e 


♦Same  to  same.  220th  st,  n  s,  325  w  Paulding  av,  25x74. 9x30.6x 
92.6.      P  M.      Aug   13,   due   July   12,   1909,  — %.      Aug   15,   1906. 

402.50 

♦Totano,  Frank  to  Frank  M  Patterson.  4th  st,  w  s,  at  s  s  Rus- 
kin  st,  30.10x119.5x31x120  6.  Aug  3,  1  year,  — %.  Aug  14, 
19<M!.  500 

♦Thompson,  Wm  D  to  James  French.  Pleasant  or  Olinville  av,  w 
s,  being  s  >^  lot  .58  map  Olinville,  50x100.  P  M.  June  21,  3 
years,    0%.      Aug    11,    1906.      Re-recorded   from   June   23,    1906. 

1,000 

♦Tepper.  Isak  to  Sound  Realty  Co.  225th  st,  s  e  cor  Bronxwood 
av,  12.5x.55.3xl31.2x— .  P  M.  Aug  14,  due  July  12,  1909,  — %. 
Aug  15,   1906.  1,8.55 

♦Same  to  same.  Paulding  av,  s  w  cor  225th  st,  34.0x109.0x34. Ox 
11.4.     P  M.     Aug  14,  due  July  12,   1900,  —%■      Aug  15,  liKlO.     980 

♦Same  to  same.  224th  st,  s  s,  100  e  Paulding  av,  41.0x109.6. 
P  M.     Aug  14,  due  July  12,  1.909,  —%.     Aug  15,  1900.  822.50 

♦Same  to  same.  22.3d  st.  s  s,  249.4  e  Corsa  lane,  25x177.11  to 
Corsa  lane  x30.2xl61.2.  P  M.  Aug  14,  due  July  12,  1909,  —%. 
Aug   15,    19!l().  770 

♦Same  to  same.  Paulding  av,  w  s,  59.0  s  224th  st,  53.0x101. 4x 
88.9,  gore.  P  M.  Aug  14,  due  July  12,  1909,  —%.  Aug  15. 
1900.  700 

♦Utland,  Wm  to  North  New  York  Co-operative  Building  &  Loan 
Assoc.  Boyd  av.  e  s,  125  n  Jefi'erson  av,  25x100,  except  part 
for  av.     Aug  14.  .3  years,  — '/r.     Aug  1.5,  1900.  3, .500 

Weil.  Saml  with  Clara  W  Zucker.     14Gth  st,  s  s,  400  e  Willis  av, 
25x100.      Subordination    agreement.      Aug    1.      Aug    14,    1906. 
9:2290.  nom 

♦Westfield,  Harry  to  Louise  Klener.  Pelham  or  Westchester  road, 
s  s,  at  n  w  cor  land  conveyed  by  Busch  to  Neeb,  runs  s  .3.81  x  w 
42  X  n  3.55  to  road,  x  e  4.S.li  to  beginning,  being  part  of  estate 
of    Geo    Baxter.      P    M.      July   3,    5   years,    5%.      Aug   10,    1900. 

3,000 

♦Wulfsohn.  Max  and  Herman  Gauss  to  MT  VERNON  TRUST  CO 
et  al  trustees  Susan  A  Penfield.  Cleveland  av,  s  s,  lots  10  and 
11  X  w  20  ft  of  lot  12  map  Penfield  property,  South  Mt  Vernon. 
P   M.      June   28.   3   years,   .59r.      Aug   11,    1900.  3,825 

♦Same  to  Wm  W  Penfield.  Lots  300  and  307  map  subdivision 
portion  of  Penfield  property,  at  Wakefield.  P  M.  Aug  6,  3 
years,   57<.     Aug  11,   190(;.  900 

♦Weber^  Chas  A  to  Marie  Moritz.  11th  st.  n  s,  3.55  w  Av  D,  25x 
108,   Unionport.      Aug  9.  3  years,  G'/c-     Aug  11,   1906.  1,.500 

•Windhorst.  Henry  H  to  Gottlieb  Schultheis.  21Sth  st,  n  s,  400  w 
5th  st,  100x114,  Wakefield.  P  M.  July  10,  3  years,  5%%. 
Aug  14   .1900.  2,000 

♦Wright,  Marie  to  Percy  S  Dudley.  Dudley  av,  n  s,  200  w  Cor- 
nell av,  25x114.0x25.3x11.2.  P  M.  Aug  14,  3  years,  5%.  Aug 
16,  1900.  350 

♦Wabst,  Hugo  to  Percy  S  Dudley.  Harrington  av,  s  s,  075  w 
Cornell  av,  2.5x9.3.7x25x9.3,  map  Harrington  estate.  P  M.  Aug 
14.  3  years,   '//r-     Aug  10,  1900.  440 

♦Whit lock,  Thaddeus  B  to  Geo  A  Devermann.  Plot  begins  490  e 
from  point  White  Plains  road  595  n  Morris  Park  av,  runs  e 
100  X  n  25  X  w  100  x  s  25  to  beginning,  and  right  of  way  from 
Morris  Park  av.  P  M.  Prior  mort  $3,000.  Aug  15,  installs, 
6-:^.     Aug  10.   1906.  1,350 

Weiher,  Loreuz  to  State  Realty  &  Mortgage  Co.  St  Anns  av,  n  w 
cor   158th   st,   88.3x100.     Aug  10,   1900.   1  year,  07c-  70.000 

♦Wood.  John  H  to  Hudson  P  Rose.  Washington  st,  e  s,  abt  10  s 
Washington  pi,  25x1o5.2.  P  M.  Aug  6,  1  year,  .57^.  Aug  10. 
1901.1.  aTK) 

PROJECTED  BUILDINGS. 

The  first  name  is  that  of  the  ow'r;  ar't  stands  tor  architect;  m'n 
for  mason,  c'r  for  carpenter,  and  b'r  for  builder. 

When  character  of  roof  is  not  r.entioned,  it  is  to  be  understood 
that  the  roof  is  to  be  of  tin. 

BOROUGH    OF   BtANHATTAN. 

SOUTH  OF  14TH  STREET. 
Cherry  st.  Nos  11)0  and  lOSV^,  G-sty  brk  and  stone  tenement.  .50x87; 

cost.   .$50,000;    M    A.   Rofrano,   8   Roosevelt   st;    ar'ts,    Bernstein   & 

Bernstein.  24  E  2.3d  st. — 855. 
Eldridge  st,   Nos  21.S,   and  220,   two  1-sty  brk  and  stone  outhouses, 

8.6x11;   cost,  $(;00;   M  Diamondston,  132  Nassau  st;   ar't,  O  Reiss- 

mann,  30  1st  St.— ,S64. 
Lewis  St.  w  s.  100  n  Delancey  st,  two  6-sty  brk  and  stone  tenements, 

25x87:    total  cost.   $40,000;   Morris  Fisher,  302  Delancey  st;   ar'ts, 

Sommerfeld  &  Steckler,  19  Union  sq.— 873. 
Norfolk  st.  No  32.  1-sty  brk  and  stone  outhouse,  3.10x7;  cost,  $200; 

Samuel  Alter.  3.33  3d  av;   ar't.  M  Zipkes,  147  4th  av.— 8.56. 
10th   st.   No  207  East,    1-sty  brk  outhouse.   13.4x10.2;   cost,   $1,000; 

Amelia    Herman,    40   W   52d   st;    ar'ts,    Herts    &    Tallant,    113    E 

19th    St.— 871. 
13th  St.  Nos  530-.5.32  East,  6-sty  brk  and  stone  store  and  tenement, 

50x90.3;    cost,    $55,000;    Samuel   Wanderman,   230  Grand   st;    ar't, 

Samuel   Sass,   23  Park  row.— 878. 
Av  A,  No  214,  1-sty  brk  and  stone  outhouse,  9x8.6;  cost,  $800;  Sam 

Rosenberg,  1.50  Lenox  av;   ar't,  O  Reissmann,  30  1st  St.— 863. 

BETWEEN   14TH   AND   59TH   STREETS. 

10th  st.  No  445  W.  6-sty  brk  and  stone  stable.  20.x92x8S,  plastic 
slate  roof;  cost.  .$'25.0liO;  The  Abingdon  Reconstruction  Co,  336 
W  4th  st;   ar't,  Louis  C  Maurer,  "22  E  21st  St.— 862. 

24th  st,  s  s,  225  w  1st  av,  6-sty  brk  and  stone  store  and  tene- 
ment, .50x85.9;  cost,  $.50,000;  Pasquale  Lauria,  244  Mott  st;  ar't, 
Chas  M  Straub.  122  Bowery.— 849. 

3-ith  St.  n  s.  272  e  6th  av,  11-sty  brk  and  stone  store  and  loft  build- 
ing. 48x197.6.  5-ply  tar  and  gravel  roof;  cost,  $350,000;  Oppen- 
heim.  Collins  &  Co,  921  Broadway;  ar'ts,  Buchman  &  Fox,  11  B 
.59th   St.— 867. 
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4oth  St,  n  s,  201)  e  Madison  av,  1-sty  frame  temporary  baggage 
room,  32x4!);  cost,  .f(!.()IK);  N  Y  C  &  H  R  R  Co,  Grand  Central 
Station;   ar't,   M  M  O'Brien,  Grand   Central  Station, — 852. 

58th  St,  n  s,  414.3  w  1st  av,  (i-sty  brk  and  stone  tenement  and  store, 
40.x87.5;  cost,  .f;4(),(XI(»;  Goodman  &  Schupper,  01  Beekman  st; 
ar'ts,    Bernstein    &    Bernstein,    24    E   23d   st. — 870. 

BETWEEN   50TH  AND   125TH  STREETS,   EAST  OF  5TH  AVENUE. 
Doth   st.    No   3oS   E,    1-sty   concrete   stone   shed,   25x40;    cost,   $500; 

Thos  J   Montgomery,  338  E  Doth  st;   ar't,   Chas  Stegmayer,   108  E 

itlst   St.— 848.__ 
124th  st,  n  s,  175  vv  1st  av,  (i-sty  brk  and  stone  tenement  and  store, 

50x87.11;    cost,   .'i;(J5,000;    Elias   Kaplon,   10   E   108th  st;    ar't,   Geo 

Fred   Pelham,   503   5th   av.— 872.  ..,. 

1st  av,  s  e  cor  92d  st,  l-sty  frame  storage  bins,  20.7x94;  cost,  $500; 

Elizabeth  and   Lucille   M   Stevens,   14  E  03d  st;   ar'ts,  Schwartz  & 

Gross,  35  W  2]sl  st. — 85f). 

BETWEEN  50TH  AND  125TH  STREETS,  WEST  OF  5TH  AVENUE. 

7!Hh  St.  —  s,  15  n  N  Y  C  &  H  R  R  Co.  right  of  way,  2-sty  concrete 
and  frame  block  station,  2U.0xl2.2;  cost,  .f  1,200;  N  Y  C  &  H  R 
R  Co,  Grand  Central  Station;  art,  W  D  Collins,  Grand  Central 
station. — 801. 

nOth  St.  No  2  W,  fi-sty  brk  and  stone  stable,  25x98;  cost,  $35,000; 
Albert  E  Figor,  43  and  45  W  34th  st;  ar't,  Samuel  Sass,  23  Park 
row. — 858. 

90th  st,  —  s,  15  n  New  York  C  &  H  R  R  right  of  way,  2-sty  con- 
crete and  frame  block  station,  20x12;  cost,  $1,2110;  N  Y  C  &  H  R 
R  Co,  Grand  Central  Station;  ar't,  W  D  Collin,  Graod  Central  Sta- 
tion.—,S0O. 

9S(h  st,  Nos  37,  39  and  41  W,  0-sty  brk  and  stone  store  and  tene- 
ment, 50x87.11;  cost,  $00.00(1;  Chas  I  Weinstein,  81  E  100th  st; 
ar't.  Geo  Fred  Pelham.   .503  5th  av.— 800. 

H2th  st,  n  s,  2(10  e  Broadway,  (i-sty  brk  and  stone  dwelling,  25x 
87.11;  cost,  $4(1,000;  The  University  Construction  Co,  25  Pine  st; 
ar't,  C  Steinmetz,  2.5  Pine  st. — 854. 

Broadway,  e  s.  04th  to  (i5th  sts,  G-sty  brk  and  stone  concrete  gar- 
age, 173.11x1(19.11,  slag  roof;  cost.  .'i!35O,000;  Robert  Goelet,  9  W 
17th  st;    ar't,   Frank  M   Andrews,   Waldorf-Astoria  Hotel. — 8.53. 

Riverside  Drive,  s  e  cor  8(jth  st,  12-sty  brk  and  stone  elevator  apart- 
ment house.  102.2x00;  cost,  .$3.50,(>IIO;  R  H  Macdonald  &  Co,  29 
W  34th  st;  ar't,  Chas  E  Berge,  2!)  W  34th  St.— 850. 

NORTH   OF   125TH   STREET. 

Leyden  st,  w  s,  l(i5  ft  from  intersection  Tennissen  pi,  N  Y  &  H  R  R 
R  right  of  way,  2-sty  frame  signal  tower,  221/2x12;  cost.  $1,200; 
N  Y  C  &  H  R  R  R  Co,  Grand  Central  Station;  ar't,  D  R  Collin, 
Grand  Central   Station.— 870. 

13(ith  st,  n  s,  .S.5  w  .5th  av,  four  (Vsty  brk  and  stone  stores  and  tene- 
ments, 37.0x80.11;  total  cost,  $140,000;  A  Perlman,  91  Mangin 
st;  ar't,  Chas  M  Straub,  122  Bowery.— 877. 

140th  st,  s  s,  350  e  Lenox  av,  two  (i-sty  brk  and  stone  tenements 
and  stores.  50x87.11;  total  cost.  $ltl(l.(MIO:  Morris  D  Dubinsky. 
115   E   111th   st;   ar't,   Chas  M   Straub,   122  Bowery.— 809. 

141st  st,  n  s,  100  w  Broadway,  two  (1-sty  brk  and  stone  tenements. 
75x80.11;  total  cost,  $220,000;  Levy  &  Weinstein  Realty  Const 
Co,  ,501  W  138th  st;  ar'ts,  Thain  &  Thain,  4  E  42d  st.— 8(i5. 

142d  St.  s  s,  300  e  Lenox  av.  2-»ty  brk  and  stone  stable  and  dwell- 
ing, 43x22.3;  cost.  $3,0(XI;  Herman  Markowitz,  148th  st  and  3d 
av;   ar'ts,  Moore  &  Landsiedel,  14.Sth  st  and  3d  av. — 857. 

l(i(ith  st,  n  s,  95.1  w  Edgecombe  road,  5-sty  brk  and  stone  tenement, 
40.9x85.(>;  cost.  .$80,000;  Joseph  Jacobson.  57  W  112th  st;  ar'ts, 
Sommerfeld    &    Sleekier,    19    Union    sq. — 808. 

Audubon  av,  s  w  cor  171st  st,  three  .5-sty  brk  and  stone  tenements, 
45x73  and  40x83;  total  cost.  $100.(XiO;  Louis  0  Cohen,  205  E  110th 
st;   ar't,   L  F  J  Weiher,   103   E   125th  St.— 875. 

Park  av.  e  s,  75  s  134th  st,  1-sty  concrete  and  brk  battery  house,  8x 
12;  cost.  .$700;  N  Y  C  &  H  R  R  Co.  Grand  Central  Station;  ar't, 
M  M  O'Brien,  Grand  Central  Station.— 801. 

St  Nicholas  av.  s  e  cor  179th  st,  5-sty  brk  and  stone  tenement.  .50x 
W;  cost,  $.50,0(10;  Donald  Robertson,  240  W  108th  st;  ar'ts,  Moore 
&   Landsiedel,  3d  av  and  14.Sth  st. — .874. 

BOROUGH   OF   THE   BRONX. 

Exterior  st,   w   s,   324  n   138th  st.   2-sty  brk  office  and   stable,  .35x 

144;    cost,   $15,000;    Candee,    Smith    &   Howland,    foot   E   2()th   st; 

ar't.  John  E  Kirby,  481  5th  av.— 918. 
Magenta  pi,  e  s.   125  s  Magenta  st,  two  2-sty  brk  dwellings,  20x40; 

total    cost,    $8,000;    Terresina    Pizzutiello,   707   E   171st   st;    ar'ts, 

Moore   &   Landsiedel.    14Sth   st   and   3d   av. — 915. 
Parkside  pi,  w  s.   30.8.0  s  207th   st,   two  2-sty  frame  dwellings,   20.\ 

05;    total  cost.  $10,000;   Mulligan  &  Tiernan,  551  E  134th  st;   ar't, 

Lorenz  F  J  Weiher,    103   E  125th  st.— 920. 
Timpson  pi,  e  s,  1"20  n  147th  st,  3-sty  brk  store  and  dwelling,  4.5.4 

x20:    cost.    $7,5fK1;    Wm    F    Kenny,    248    W    61st    st;    ar't,    T    W 

Tischer,   24  E  23d  st.— 900. 
133d  st,  s  s,  175  e  St  Anns  av,  1-sty  frame  shed,  49.0x03;  cost.  .$'200; 

F  &  J  R  Bahr,  135  Lincoln  av;  ar'(,  C  B  Brun,  1  Madison  av.— 911. 
1.35th  st,  n  s,  175  w  Willow  av,  1-sty  brk  shop,  24x00;  cost,  $2,000; 

Adolph  Hakle.   170  Van  Buren  st;   ar't,  Henry  Nordheim,  170  Van 

Buren  St.— 922. 
150th  St.   s  s,   220.3  e   Morris  av,  4-sty  brk  tenement,  25x85;   cost, 

$15,000;   Jos  Avaline,  .5'20  E  140th  st;   ar'ts,  Moore  &  Landsiedel, 

14Sth   st  and  3d  av.— 910. 
150th   st,    s   s.    100   w   Cauldwell    av,   4-sly   brk    club  house,   37.0x90; 

cost,  $30,000;    St   Martin  of  Tours  Council.   K  of  C,  2087  Bathgate 

av;    ar't,   John    E  Kirby,  481   5th   av.— 910. 
215th  st,  s  s,  148  e  Mapes  av,  2-sty  frame  stable,  18x10;  cost,  $200; 

Jas  De   Carlo,   on  premises;   ar't,   L  Howard,   17(ith  st  and  Carter 

av.— 913. 
239th  st,  n  s,  200  e  Martha  av,  2-sty  frame  dwelling,  21x57;   cost, 


$4. .500;     Wm     Greenless,    238th    st;     ar't,     J    Melville    Lawrence, 

239th   st   and   White   Plains   road.— 907. 
Hoe  av.  e  s,  324  n  Home  st,  two  3-sty  brk  tenements,  21x.55;   total 

cost,    $20  000;    James    C    McCarthy,    1098   Franklin   av;    ar't,   M  J 

Garvin,    330"   3d   av.— 917. 
Morris  av,  e  s,  197  n  182d  st,  1-sty  frame  office,  18x19;  cost,  .$.300; 

Mauro    Yarusso,    2258    Morris    av;    ar't,    Frederick    Jaeger,    1775 

Weeks   av. — 000. 
Ogden  av,  s  e  cor  l(i2d  st,  two  5-sty  brk  tenements,  35x85.0  and  40 

x,S3;    total  cost,  $120,000;   Hartman  &  Horgan,  287  4th  av;   ar'ts, 

Neville   &  Bagge,  217  W  125th  St.— 021. 
Pelham  av,  s  e  cor  Hoffman  st,  3-sty  frame  store  and  dwelling,  2.5x 

48;    cost,    $0,fK:iO;    L   &    F   Kummerle,   750   B   107th   st;    ar't,   Wm 

Schnaufer,   1212  Tinton   av.— 008. 
Sedgwick   av,    w   s,    510.07   s    Kingsbridge   road,    two   2V4-sty   frame 

dwellings,  peak  shingle  roof,  28.x43;   total  cost,  $10,000;   Fordham 

Realty  Co,  2501  Sedgwick  av;   ar't,  A  Ericson,  2501  Sedgwick  av. 

-914. 
Summit  av,  w  s,  13(i.O  s  105th  st,  1-sty  and  basement  brk  dwelling, 

25x52;    cost,   $3,.500;    Mrs   Emily   D   C   Culver,   on   premises;    ar't, 

Angelo  H   Martire,   1.55   Woodycrest   av. — 9'23. 
Union  av.  e  s,  43  n  Home  st,  two  5-sty  brk  tenements,  50  and  50.8x 

82.3;    total    cost,    $80,0011;    Weiner   &    Palavitz,    1472   Washington 

av;   ar't,  Jacob  H  Amsler,   1(1.5,S  Jackson  av. — 02.5. 
White   Plains   av,   e   s.    7.5   n   220th   st,   two  .3-sty  frame   stores   and 

dwellings,  19  and  20x05;   total  cost,  $14(Xin;  Ralph  Hickox,  White. 

Plains   av   and   219th   st;    ar't,   John   E  Sharsmith,    1   Madison   av. 

—024. 


ALTERATIONS. 

BOROUGH    OF    MANHATTAN, 

Allen  St.  No  183,  toilets,  windows,  to  .5-sty  brk  and  stone  tenement; 
cost.  .')i3.('0tl;  Abraham  Josephson,  105  Stanton  st;  ar't,  O  Reiss- 
mann,  .3(1  1st  st. — 2*243. 

Broome  st.  No  232,  1-sty  brk  and  stone  rear  extension,  10x1.5,  win- 
dows, partitions,  to  5-sty  brk  and  stone  store  and  tenement;  cost, 
.$1,00(1;  L  Landsman,  232  Broome  st;  ar't.  H  Horenburger,  122 
Bowery. — 2238. 

Fulton  st.  No  09,  partitions,  store  fronts,  to  4-sty  brk  and  stone 
loft  building;  cost.  $8110;  I  L  Miller.  35(1  Van  Houten  st,  Paterson, 
N   J;    ar't,   J   Oscar   Bunce,    1i;>3   Broadway. — 22i9. 

Mott  st.  No  141.  toilets,  windows,  to  two  5-sty  brk  and  stone  ten- 
ements; cost,  .$3,000;  A  Faggello,  120  Mott  st ;  art.  O  Reissmann, 
30  Is  St.— 2245. 

Mott  St.  No  120,  4-sty  brk  attd  stone  side  extension,  ll.()xl7.(j,  to 
4-sty  brk  and  stone  tenement;  coit,  $1.0ilO;  Carmelo  Lama,  120 
Mott   st ;   ar't,  Frederick  Musty,   177  Cherry  st. — 2271. 

Mott  st,  Nos  289-291,  toilets,  windows,  partitions,  to  .5-sty  brk  and 
stone  tenement;  cost,  .f.'i.OUO;  Chas  M  Hough,  5.50  Park  av;  ar't. 
O   Reissmann.   oO  1st   st. — 2*27(i. 

Mulberry  st.  No  23.S,  toilets,  windows,  partitions,  stairs,  to  5-sty 
brk  and  stone  tenement;  cost,  $3,0110;  Vrazio  La  Cagnina,  210 
Chrystie    st;    ar't,    Henry   J   Feiser,    1.50    Nassau   st. — 2204. 

Macdougal  st.  No  99,  toilets,  partitions,  show  windows,  to  5-sty 
brk  and  stone  tenement;  cost,  $l,.50il;  Barnett  Fried.-nan,  11 
Elizabeth    st ;    ar't,    Henry   J    Feiser,    150   Nassau    St. — ^22(l.*i. 

Rivington  st,  No  22.5,  toilets,  windows,  store  fronts  to  4-sty  brk 
and  stone  tenement;  cost,  .$3,000;  F  Levin,  225  Rivington  st;  art, 
O   Reissman,   30   1st   St.— 2'242. 

Rivington  st,  Nos  25.5-257,  partitions,  show  windows,  to  0-sty  brk 
and  stone  tenement;  cost.  .$4.01111;  Samuel  Kaeger,  134  Clinton  st; 
ar't,   O   Reissmann,   30   1st  St. — 2274. 

(ith  st,  No  537  E,  partitions,  windows,  tank  to  5-sty  brk  and  stone 
tenement  and  store;  cost,  $1,.5(I0;  John  A  Frey,  249  E  01st  st;  ar't, 
Chas  Stegmayer,    108  E  91st   St.— 2227. 

9th  St.  No  212  East,  partitions,  to  3-sty  brk  and  stone  loft  building; 
cost.  $1.50;  Edward  F  Timme,  141  5th  av;  ar't,  Adolph  Hopp,  177 
E   105th  St.— 22(i7. 

14th  st.  No  430  E.  toilets,  windows  to  5-sty  brk  and  stone  store  and 
tenement;  cost,  $3,000;  Weigert  &  Tausky,  203  Broadway;  ar'ts, 
Schwartz  &  Gross,  35  W  21st  St.— 2253. 

14th  st,  Nos  .534  and  530  E,  toilets,  windows,  shaft  to  two  5-sty 
brk  and  stone  tenements;  cost.  $7,000;  Jos  Isaac  &  Sons,  117  Co- 
lumbia st;   ar't.  O  Reissmann.  .''0  1st  St. — 2244. 

14th  st,  Nos  110-118  East,  show  windows,  store  fronts,  to  5-sty 
brk  and  stone  store  and  loft  building;  cost,  $1,000;  estate  of  Wm 
C  Schermerhorn,  51  Liberty  st;  ar't,  W  L  Stoddart,  31  Union 
sq.— 2259. 

1.5th  st,  No  427  E,  toilets,  windows,  to  5-sty  brk  and  stone  store 
and  tenement;  cost.  .$3(100;  Weil  &  Mayer,  5  Beekman  st;  ar't, 
Samuel  Gross,   .5   Beekman   st. — 225ti. 

24th  st.  No  17  West,  partitions,  iron  stoop,  to  4-sty  brk  and  stone 
store  and  dwelling;  cost,  $4  2011;  Paul  Shotland,  275  oti  av;  ar't, 
C    Dunne,    210    E    14th   St.- 2200. 

32d  st.  No  1(i8  W,  alter  "floors  to  4-sty  brk  and  stone  storehouse; 
cost,  $1,500;  Pennsylvania.  New  York  &  Long  Island  R  R  Co.  85 
Cedar  st;  ar'ts,  Westinghouse,  Church,  Kerr  &  Co,  10  Bridge  st.^ 
2254. 

.33d  st.  No  344  East,  partitions,  .windows,  to  4-sty  brk  and  stone 
tenement;  cost,  $,S(lO;  Mrs  Catherine  Dean,  344  E  33d  st;  ar't, 
Thos   W   Lamb.   244  5th   av.— 2277. 

34th  st.  No  17  W.  0-sty  brk  and  stone  rear  extension,  25x24,  add 
1-sty  to  5-sty  brk  and  stone  store  and  office;  cost,  $20  000;  Frank 
Bros,  224  5th  av;  ar't,  Thos  W  Lamb.  224  5th  av. — 2'257. 

.38th  St.  No  20  West.  1-sty  brk  and  stone  rear  extension,  25x20,  to 
4-sty  brk  and  stone  dwelling:  cost,  $1,090;  Juliana  A  Ferguson, 
Huntington,   N  Y;   ar't,   Robt   W  Gardner,   1207   Broadway. — 2273. 


The   text   of   these   pages   is   copyrighted.      All   rights   are   reserved.     Notice  Is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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41st  St,  No  K'  E.  1-sty  brk  and  stone  rear  extension,  'J.lixll'ii)  to 
5-sty  brk  and  stone  dwelling:  cost,  $1.0(10;  Dr  F  Krug,  13  B  41st 
St;   ar't.  Carl  P  Johnson.  >S  E  42d  St.— 2230. 

41st  St.  n  s,  KiO  e  1st  av.  iron  stairs,  walls,  add  S-stys  to  1-sty 
brk  and  stone  automobile  building:  cost.  .$7(1  OOt);  New  York  Edi- 
son Co.  .'>.")  Duane  st :  ar't.  Chas  F  Hoppe.  .5."i  Duane  St. — 233."i. 

4.">th  St,  No  4.")4  West,  stairs,  partitions,  windows,  to  5-sty  brk  and 
stone  tenement:  cost.  .$2,000:  Rudolph  Weber,  (■><,»4  IQth  av;  ar't, 
James  W  Cole,  403  W  .list   St.— 22S1. 

4l!th  St,  Nos  12l>  and  128  W.  add.  1-sty  stalls  to  2-sty  brk  and 
stone  stable:  cost,  $3,000;  Patrick  J  Frawley.  V2ii  W  MMb  st; 
ar't,  John  H  Knubel,  318  W  42d  st.— 223ti. 

47th  st.  No  139  W,  "i-sty  brk  and  stone  front  extension,  20x8,  par- 
titions, store  front  to  .~)-sty  brk  and  stone  club  house;  cost,  $5.- 
000;  Greenroom  Club.  139  W  47th  st;  ar't,  Wm  J  Massavene,  11,33 
Broadway. — 2224. 

47th  St.  No  339  W.  partition,  skylights,  to  4-sty  brk  and  stone  ten- 
ement; cost,  $7oO:  estate  of  Joseph  J  West.  12(i.~>  Broadway;  ar't, 
James  W  Cole,  403  W  ."ilst  st.— •2'239. 

."tOth  St.  Xo  149.  erect  brk  walls,  to  4-sty  brk  and  stone  garage; 
cost,  .$.'i(H>:  N  Y  City  Railway  Co,  li21  Broadway;  ar't,  A  V  Porter, 
(;21    Broadway.— 2280. 

r>(ith  St.  Nos  .5.'14-ii3S  W|  add   1-sty  to   1   and  "i-sty  brk  and  stone  of- 

5-"»th  St.  Nos  .'i,'^ri-,")37  W|  fice  and  shop;  cost,  ,$2,000;  ow'r  and  ar't. 
The  Hinkle  Iron  Co,  534  W  ."ilith  St.— '2229. 

ti3d  St.  No  411  E.  toilets,  windows,  fire  escapes  to  5-sty  brk  and 
stone  tenement;  cost.  ,$2,'3t)n:  Pietro  Genchi,  25  Stanton  st;  ar't. 
Wm  Anagnost.  2104  Bathgate  av. — 2248. 

75th  St.  No  425  E.  windov/s.  partitions,  store  fronts  to  4-sty  brk  and 
stone  tenement;  cost.  $2,500;  Solomon  Baum,  -iSd  E  75th  st;  ar't, 
Harry  ZIot,  230  Grand  st. — 2247. 

77th  st  5-sty   brk   and   stone   side   extension.    15li.SxO(>.10  to 

81st   st  5-sty    brk    and    stone    museum;    cost,    $32.5. (K)0;    City 

Columbus  av       of  New  York.   Museum  of  Natural   History,   on  preSi- 

8th  av  ises;   ar't,  Chas  Volz,   KiO  5th  av. — 2240. 

79th  St.  Nos  221  and  '223  E.  new  roof,  partitions,  stairs,  windows  to 
two  4-sty  brk  and  stone  sheltering  house  and  asylum;  cost.  .$10.- 
(HKI;  Our  Lady  of  Grace  Hospital  and  Home.  221  E  79th  st;  ar't. 
F  L  Robinson.   104  5th  av.— 2231. 

9(ith  st.  No  "200  W,  toilets,  windows,  show  windows  to  two  .5-sty 
brk  and  stone  store  and  tenement:  ^ost.  ,$7<I0:  A  Goldberg,  122.5 
Broadway:   art,  R  R  Davis.  247  W  125th  st  — 22'2l!. 

102d  st,  n  s,  7.5  w  1st  av,  1-sty  brk  and  stone  rear  extension,  lOOx 
48  to  3-sty  brk  and  stone  store  and  shop:  cost,  $2(XH);  Otto  Vol- 
kening,  Bradley  Beach,  N  J;  ar't,  Chas  Baxter,  Jr,  31)0  Alexander 
av.— 2232. 

lOSth  st,  No  110  East,  show  windows,  to  5-sty  brk  and  stone  tene- 
ment; cost.  $2,000;  Powel  &  Thorn.  .505  W  101st  st;  ar'ts,  Bern- 
stein &  Bernstein,  24  E  23d  St.— 2282. 

115th  St,  Nos  208  and  270  W,  partitions,  show  windows  to  two  5- 
sty  brk  and  stone  tenements  and  stores;  cost,  $2,000;  Elsoffer  & 
Klein,  208  W  115th  st;  ar'ts,  Bernstein  &  Bernstein,  24  E  23d  st. 
—2251. 


117th  st.  No  47  W,  store  fronts,  to  5-sty  brk  tenement;  cost,  $2,- 
000;  Henry  Rosenblum,  100  w  llOth  st;  art,  L  F  J  Weiher,  103 
E   125th   St.— 2-252. 

l"20th  St.  No  211  W.  partitions,  columns,  walls  to  5-sty  brk  and 
stone  tenement;  cost,  $5.0(MI;  Allegiance  Realty  Co.  31  Nassau 
st;    ar'ts,   Sommerfeld  &   Steckler,   19  Union  sq. — 2'24li. 

Av  A,  No  200,  shaft,  toilets,  windows,  partitions,  to  .5-sty  brk  and 
stone  tenement;  cost.  $4.0(X);  S  Rothstein,  20  Allen  st ;  ar't,  O 
Reissmann,    30    1st    St. — 227.5. 

Broadway.  No  2101.  pent  house  to  17-sty  brk  and  stone  hotel;  cost, 
$3.0(KI:  W  G  D  Stokes.  210  Broadway;  art.  A  Wallace  McCrea, 
2101    Broadway.— 2208. 

Coliimbiis  av.  n  w  cor  80th  st.  1-sty  brk  and  stone  front  extension. 
8..5x30..'^.  show  windows,  to  two  5-sty  brk  and  stone  tenements; 
cost,  .$'20,II(H);  H  Goodstein  and  J  Palmer.  2(»0  Broadway;  ar't,  M 
Zipkes,    147  4th   av. — 2270. 

Lenox  av.  Nos  330  and  338.  1-sty  brk  and  stone  rear  extension.  33x 
2.5.  partitions,  store  fronts,  to  two  .5-sty  brk  and  stone  stores  and 
tenements:  cost.  .$0(HHI;  Marion  O'Reilly.  8  Mt  Morris  Park  W; 
ar't.   Austin   L  Gillespie.    100  5th  av. — 22.55. 

St  Nicholas  av,  n  w  cor  119th  st,  partitions  , store  fronts  to  .5-sty 
brk  and  stone  tenement:  cost.  $3,000;  Joseph  Brucker.  171st  st  and 
St  Nicholas  av;  ar'ts,  Brandt  &  Mooney.  S5th  st  and  3d  av. — 2241. 

1st  av,  n  e  cor  41st  st,  2V2-sty  brk  and  stone  rear  extension,  24x 
28.  windows,  to  1-sty  brk  and  stone  shop;  cost.  $7.0tH);  N  Y  Edi- 
son Co.  55  Duane  st;  ar't,  Chas  F  Hoppe.  .55  Duane  st. — 2'234. 

2d  av.  Nos  ()2ti-(>28.  4-sty  brk  and  stone  rear  extension.  lfi..SxlO..S. 
partitions,  windows,  to  two  4-sty  brk  and  stone  tenements;  cost. 
.$8,(XlO:  Mrs  Rose  Munday,  14  Pelham  road.  New  Rochelle,  N  Y; 
ar't,    M   R   Grimes,  39   E   42d   st  — 2201. 

2d  av.  n  e  cor  '20th  st.  build  roof  house,  partitions,  to  0-sty  brk  and 
stone  hospital:  cost,  $7, .500;  N  Y  Post  Graduate  Hospital,  on 
premises;    ar'ts,    Marvin    &    Davis,    113^:{    Broadway. — 22'2.5. 

3d  av,  Nos  14.50  and  14.58,  partitions,  skylights,  toilets,  to  two  4- 
sty  brk  and  stone  stores  and  tenements:  cost.  $1  .5011;  William 
Scholle.  5   Nassau  st ;    ar't.  Chas  Stegmayer.   108  E  91st   st. — 22.58. 

.3d  av.  No  18^-i9,  plumbing,  skylights,  tank,  to  ,5-sty  brk  and  stone 
tenement;  cost,  .$2.(J(Mi:  Greenstein  &  Mayer,  230  Grand  st;  ar't, 
E  A  Meyer,   1   Union  sq. — 2202. 

.5th  av  |add  1   sty  to  fireproof  deck  house,  to  .5  and  1.5-sty  brk 

33d   st  I     and    stone    hotel;    cost.    .$40,000;    Astor   estate,    21    W 

34th  st  I     20th    st;    ar't,    Frank    M    Andrews,    Waldorf    Astoria 

'  Astor  court  |     Hotel. — 227'2. 

0th  av,  s  e  cor  27th  st,  erect  sign,  to  3-sty  brk  and  stone  store  and 
tenement;  cost,  $4.'?.5;  Walter  J  Solomon,  .500  5th  av;  ar't,  F  Q 
Smith,   128  4th   av.— 2278. 

Sth  av,  n  e  cor  134th  st,  1-sty  brk  and  stone  rear  extension,  2.3x 
30;  cost,  $5. ,500;  Samuel  Rouse,  250  W  57th  st;  ar't,  Nathan  Lan- 
ger,  81  E   125th   St.— 2'2a3. 

10th  av.  Nos  827  and  829.  partitions,  toilets,  skylights  to  two  5- 
sty  brk  and  stone  stores  and  tenements;  cost.  $3(M)0;  Mrs  Sa- 
rah J  Brooks.  345  W  .50th  st;  ar't,  James  W  Cole,  403  W  Slat  St.— 
2250. 


JUDGMENTS. 


In  these  lists  of  Judgments  the  names  alpha- 
betically arranged  and  which  are  first  on  each 
line,  are  those  of  the  judgment  debtor.  The  let- 
ter (D)  means  judgment  for  deficiency.  (•) 
means  not  summoned,  (t)  signifies  that  the  first 
name  is  fictitious,  real  name  being  unknown. 
Judgments  entered  during  the  week  and  satisfied 
before  day  of  publication,  do  not  appear  in  this 
column,  but  in  list  of  Satisfied  Judgments. 

The  Judgments  filed  against  corporations,  etc., 
will   be  found  at  the  end  of  the  list. 


Aug. 

11)  Ander.son.   Robert   L— Met  Life  Ins  CcfrWrOl 

Hi  Anglin.    Daniel    F— Max    Wieser 9.">.fil 

11   Bus'awski.     Stanislas,     adm — Central     Cross- 
town     R     R     Co costs,     l'.1.5.86 

11  Brennan,    Michael — Interurban    St    Ry    Co.  . 

costs.    110.88 

11  Boughan.    Ben   A — Isaac    Untermeyer  et  al. 

367.14 

n   Boughan.  John  A— Same   68.01 

11   Boughan.    Ben    A— Same 6:101 

l:i  Blair,    Samuel— Ormston    Scenic    Con    Co. 80.20 

14  Blair.    Ernest   F— Mary   Smith 00.2:i 

14  Braslow.    Chirles— David    Nadleson 8:^.92 

14  Boissier,  Frederick  P — Mary  Blum  et  al.. 39.41 
14  Bennion.    Frederick— Philip   C    P    Kel'y. 447.48 

14  Bacci.    Charles— Victor    Lingmann l."0  22 

14  Benn'on.    Fre'lerick   K — Page   Chapman.  11:^.41 

l."i  Blumberg.    Rosie— Jacob    Rubin l.")4.00 

l.'i  Bravermaii,    Jacob — Herman    Steigblegel.72.t)l 

l")  Barnet*.    Lou's— Isidore   Bloch    101.14 

13  Blackwood,   Chas   H— Harry  P   Friedman   et 

al    167.60 

l,5*Book,    Bennie — Max    Monfried    242. .50 

17  Behrer,    Martin    &    Arnold— City    &    Subur- 
ban   House    Co    costs,    82„35 

17  Bills.    Geo   H the   same costs.    82..'i.5 

17  BazVy.    Thomas    D— Swift    &    Co 118.98 

17  Blau.   John — Uui'ed  Electric  Light  &  Power 

Co     1:^7.41 

17  Buck.  Wi'liam— N  Y  Edison  Co 69.:W 

17  Blanck.     Max— Geo     C     Oldmixon 1.785.37 

17  Bunin.    Nathan— Levy    Stiefel    Co 44  .'56 

IT+Byrne.     Wm    J— John    Dunston     27.04 

11   Casey.     David    F.. Isaac    Untermever.  ..  .63.01 

11   Same— Sane 567.14 

11  Crandali.   Deilnier— Wm  O  Sexton  et  al.  .64  26 
11  Campbell,    Thomas    M— Alberene    Stone    Co. 

48.41 

13  Can'weTl.    John    E— F    Ury 48..35 

13  Caputo.  Mary— J  Wegrampf 1.39.88 

14  Cohn.    Gustav— Nassau   Bank    602.48 


14  Caan.   James  M— Met  Tobacco   Co 16.46 

l.j  Cohen.    Harry   L— Myron    H   Oppenheim.23.17 

16  Claikin.    Martha— Carrie    Gerlach     75.41 

16  Constautine,   Richard   B— Geo   H   Betts.  ..574.65 

16  Cady,    James    C— Aaron    Engel 1,56.12 

16  Cochrane,  Frank— Mahlon  S  Kemmerer.2.84  :'.o 
13  Dodge.   T  Daniel  or   Frank— C   D  McGiehan 

121  4il 

13  Drai.er,    Charles— W    D    W   Miller "iis.iil 

13  Duke.   Alice  W— W  I   Davis 195.26 

14  De    Cernia,    Albert— John    M    Martin    et    al. 

216  52 

14  Dell.    Pad    Alesandro— People,    &c    . . .  ..3IX).00 

15  Dembranski.    Joseph— Bert    K   Bloch.  ..  .101,06 

15»Doe.    John— Jacob    Rubin    154.!m 

13  Duryea.    Frank    W— Chas    E    Marlor 315. .54 

15  Dowsing.    John    E— Benj    J    Lauer 16.11 

16  De    Maria.    Luigi— Louis    Diamond    ....l.'!('>41 

17  Elliott.     Charlotte— William     Gershel :j3.31 

11   Finnegan.    Mary— N    Y    City    Ry    Co 

costs,    111.96 

13  Feueiman.    Joseph — L    Padgog 22.65 

1".  Flagg,  John  F— W  Hawley  et  al '254  01 

14  Freund,    Delia— Isaac    Lefkowitz .S2  74 

15  Fiawley.  Thomas— Howard  Fiiend  et  al..'!36.43 
17  Freeman.  John  W  &  Joseph— E  B  Latham  & 

Co 14.5.31 

17  Fagan.  Henrietta— Fred  H  McConn ...  .113.41 
11   Goldstein,    Joseph— Third    Av    R    R    Co 

costs,    110.88 

13  Gorgel.    Lena— S   Pollack 3s  .■i6 

13  Same — Same   226  5S 

13  Goslin.   Alfred   R— G  W  Holman 3.S,s'.l.04 

13  Ginsburg.     Abraham— L     Leavitt 246.71 

13  Grout.   Gerald   H— W  L  Bradley 124.53 

13  Gallagher.    Margaret— J    Bogie .50.83 

14  George.  Hannah— Geo  C  Appel 600.79 

14  Giorgi.   .Casio — ^Victor     Langmann 67, .59 

15  Goldman.  Jennie — Martin  Weil  et  al..,S0  14 
15  Grossman,    Leon    I— Benjamin    F    Bernstein. 

84,09 

15  Gordon.    Isaac — Louis    Braverman 177.25 

15  Ginsburg,   Samuel   S— Max   Monfried.  ..  .242..59 

1'!  Gtagg.    Geo    C— Therese    True    73.38 

Hi  Grady.     Wm    F— Hartmann    Bros    Mfg    Co. 

172.53 

17  Graber.     Benjamin — Hyman     Fish 104,32 

11   Heidenhe-mer.   Louis— Edw  G  Black 163  18 

11   Hall.    C    O— Frank    H    Deal , 118,13 

11  Hue'wohe,    Philip — Salo   J    Stroheim    et   al. 

29.20 

11  Hall.  Abner  W— Alberene  Stone  Co.  ..  ..'12,81 
11    Ho-ns'ein.     Morris — Gomprecht    Co 65.04 

13  Handley.    Andrew— W   L   Bradley 29.41 

14  Hawser.     Chester    S — National    Wood    Floor 

Co 31  31 

15  Horn.  Isadore — Richard  E  Holcombe.  .376.18 
15  Harmon.  Frank— Joseph  Hahn  et  al... 1.50. 24 
15  Harvey.    James   B — Annie    M    Harvey ...  ..3.5.77 

15  H'lahes.  Joseoh   J— Robert  J  Haire.  .10.047.97 

16  Hirsch,     Charles— Joseph     Goldstein 161.90 


16  Hillyer,   Geo  H— Edgar  A  Waly 333.15 

17  Hart.    Joseph    M— N    Y    Edison    Co 20.33 

17  Hoepfner.     Fred the    same     257. OS 

17  Harris,     Isaac— Geo     C     Oldmixon. ..  .1,785.37 

1(   Harris,     Bernard — Edward     Davis 47.07 

17  Helprin.     Benjamin    E — Chester    M    Lea    et 

al 34.31 

17  Hyman.     Samuel — Benjamin    D    Levy 

costs,     122.30 

Haick.   Joseph — Albert  C  Asche    6<5.65 

Hauser,   Chester  F — Belden  J  Rogers  et   al. 
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51.28 

Jones.  Edward— Frank  H  Deal 118.13 

Jacobson.  Leonard  J — Samuel  Schwartz.  .95.24 
Jones.    Mrs    H    LeRov — John    Schroeder. 597.62 

Jackson.   Frank   M..J   F  Limbach 160.99 

Jameson,  Mary  C — Joseph  W  Masters.  .449.23 
Jackson.    Mary    E— Robert    W    Tailer.  .102.92 

Koller.    Samuel— Joseph    B    Reilly 519.01 

Kelly,    Wm    J— Aberene    Stone   Co 39,41 

Kurs,    Harris  &   Beckie — A   Levy.. costs.   22,97 

Kelly,   Daniel  T— Joseph  F  Weber 78.04 

Kelly.    Machachi  and  Mary — William   Koch. 

83.00 

Kalb.     Henry— Resi     Kalb     86.15 

Kennedv.      Howard      S— Jewelers'      Circular 

Pub   Co    28.41 

Kiernan.    John    L — Mina   E   Ross    95.80 

Karinsky,     David — Morris     Marks 254.28 

Kennelly.    Thomas    H— David    Weiss 152.79 

Kowry.     Joseph — Albert     C     Asche 66.65 

Kershow.    John    L-Elizabeth    Widlake.  .68.72 

Lichtwitz.    W— Frank   H    Deal 118.13 

Laier,      William — International     Test     Book 

Co    100.93 

Lochman,     Frederick — Central    Bridge    Coal 

Co 43.37 

Lewis,    John   E — Phoebe   R   Brewster  et   al . 

1.53.51 

Lauter.  Gustav.  Jr— Frank  W  Weiss.  ..  .27. .51 
Lehrman.  Benjamin — David  Fennechel.197.53 
Le  Pompadour.  Frank  S — Kollman  Silver- 
man     69.96 

Lemberg.  Louis  L — Morer  N  Schleider.27.56 
Lamport,    Louis    M — Richard    E    Holcombe. 

376.18 

Levy,     Herman — Morris     Schneider     et     al. 

.59  65 

Leddy.    Clement  A — Joseph  M   Fishel   et   al. 

680.12 

Lederman.     Daniel — Morris    Damsky    et    al. 

Langberg.     Charles — David    Blatt     321.47 

Liebmann,    Clara— Anthon    H    Wolter    et    al 

.50.38 

Mahon,    He'en    L— N    Y    City    Ry    Co 

costs,     122.88 

McDonald.    Brown — Isaac   Untermeyer   et   al. 

63.01 

McCabe.   Julia— Rachel  Wolinsky ...60.41 

Michel,   Louis   E — Magnus   &  Lauer 73.78 


The   text   of   these   pages   is   copyrighted.      All    rights   are   reserved.     Notice  is  hereby  given   that  infringement  will  lead  to  prosecution. 
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l:!  McDonald.     Robert    M— Westching    Lighting 

Co S5.73 

14  Murtha.  Thomas  J— Michael  J  Donohue.  102.72 

14  Michaels.  Jacob— H  Clay  Pickett 3,524.11 

14  Maglonica,    Seveiio— People,    &c 300.00 

14  Major,  Frank  H— John  Blstor 571.34 

14  McMahon,     Koderick— Shoverling,     Daly     & 

Gales   301.41 

l.~i  McGuire,     Patrick    J— John    McCarson.  .313.63 
IG  Mollmann,    Clarence   P— Hugo   P   Stiebeling. 
1,710.86 

10  McHugh,  Mary— Max  Breunwasser. ..  .23.81 
16  McNelly,  Thomas  J— H  W  Baker  Linen  Co. 

113.22 

16  McCarty,   M   Ethel— Robert   B  Adams  et  al. 

203.25 

16  Murnick,    Simon   &   William— William   Feld- 

mever    150.22 

16  Morton,    Geo    N— Chas    E    Bartlett.  ..  .520.41 

17  Michel,    Leopold— N    Y    Edison    Co 14.98 

17  Mannello.  Filomena — Louis  Handel  ..804.18 
17  Moscowitch,  Joseph— Geo  H  Fisher. .  .00.66 
17  Muench,    William— Julian    H    Meyer    et    al. 

210.82 

17  Mann.    Isaac— West    Side    Bank 154.40 

17         the  same the  same    62.01 

17  Mohr,  Wm  F— Harold  C  Matthews 5,080.30 

11  Nathan,    Addison    M— Chas   A   Stadler .4,849.20 

14  Nassauer,  Gustav— B  Michael  &  Co 75. .85 

14  Olcott,   Jeanie— Caroline  B  P  Moser.  ..  .193.91 

14  Ossentort,    William— Julia    Dawson 72.23 

15  Orlansky,     Harry— Jacob     Rpubin 154.99 

15  Oshinsky,  Abraham— Adolph  M  Fischl  et  al 

104.41 

11  Pierson,    Catherine— Third    Av    R    R    Co... 

costs,     100.52 

11  Pritchard,    Thomas    R— Alberene    Stone    Co. 

46.41 

14  Posthauer,   Joseph  W— David  W   Rockmore. 

201.56 

14  Parke,  Katie  E— Wm  M  Furey 138.40 

16  Pituey,   Chas  F— Wm  P  Youngs  et  al.  .112.37 

16  Phelan,  Edw  T— Ferdinand  Westheimer  et  al 

161.02 

17  Pick.    Demeter— Edw    D    Depew   et   al.. 195.70 

17  Paines,   Louis— H   B   Claflin   Co 152.36 

17         the     same the     same     430.72 

17  Pomeranz,    Samuel— Carsten    Otferman    Coal 

Co 978.39 

11  Ruscher,    Ernest — Alberene   Stone   Co.... 37. 73 

11  Rissman.  Harry— Sam  Goldstein 7.40 

11  Roher.    Louis— August    R   Zicha 77.19 

11  Reeves,  Arthur  C— Isaac  Untermeyer  et  al. 

63.01 

13  Ruddock,     Mary— Independent     Supply     Co. 

133.52 

14  Rohter,   Conrad  H— Schratwieser  Fire  Proof 

Construction   Co    147.37 

14  Rigo,    Jancez— Flcrian    Koug 269.31 

14*Regan.  Joseph  T— Walter  Thrope  et  al.. 28.72 

15  Rose.    Hattie— Cators    Silk    Co    137.48 

15  Rohrlich,     Morris— Benjamin     F     Bernstein. 

84.09 

16  Ritz.    Martin— Stanley    A    Rowsky 63.05 

16  Raichle,     Herman— Charles    Biele 129.47 

16  Rosenthal.  Solomon  J — Associated  Merchants 

of    N    Y    67.74 

17tRosenthal,     Joseph— Swift    &     Co 106.88 

17  Riedlinger,    Joseph George    Gennerich    et 

al    106.23 

17  Rappaport,    Dora— Ravenswood    Paper    Mill 

Co 200.73 

11  Stachnow,     Richard— Wynkoop     Hallenbeck 

Crawford    Co    59.80 

11  Steinhardt.    Samuel   J— Same 78.42 

n   Slayden.    Samuel   W   &   Edw  C— Same.  .126.02 

n   Schwalbe,    Louise— Int   St   Ry   Co 114.04 

11  Sweeney.  James  W— Alberene  Stone  Co. 21. 21 
13  Sroka.    Louis— S   Pollack 220.58 

13  Shapiro.     A— F    Weisbader 54.85 

14  Sekora,  Ludwis— Ernest  F  Ebley 61.17 

14  Saliger,  Alois  B— Chas  A  Sampson 2,089.84 

14  Squire,   Chas  B— Wm  A  Lord 109.78 

14  Sexsmith,    Alfred   W— National   Wood   Floor 

Co    31.31 

14  Schwartz,    Isaac— Morris  Fisher 275.80 

14  Sudlow.  Arthur  L— Page  Chapman 113.41 

15  Silleck.    Geo    H— Irving    S    Van    Loan.  .134.41 

15  Seebeck,    Ernest    A— John    Glen     29. .30 

10  Studinski.    Max— Jacob   Weiss 249.41 

10  Stevens.    Hilding— Joseph    C    Blanch 405.02 

17  Stern,   Chas  S— J   Du  Pratt  White  et  al.19.41 

17  Sacks,    Isaac— N   Y    Edison    Co 381.11 

17  Sargeant,    Emma    A— United    Electric    Light 

&    Power    Co     19.12 

17  Simkin,     Louis— Samuel     Goldberg 26.76 

17  Snyder,    Bernard— H    B    Claflin    Co 152.36 

17         the    same— the    same     430.72 

17  Sexsmith,    Alfred    W— Belden    J    Rogers    et 

al     51.28 

17  Stirn,    Max— Marcus    Newbury    519.63 

13  Tallman,     Chas    A— B     F    Goodrich    Co    of 

N    Y    94.83 

14  Twombly.    Harriett*   and   W   Irving— Frank- 

lin  P  Higble  et   al 2.59  23 

15  Tabachnick.     Isidor — Abraham     Langer-255.13 

15  Thompson,   Harvey— Walter  E  McDonell. 84.10 

11  Wertheim,     Bernard — Colonial     Distributing 

Co 211.21 

lltWettenauer,    Henrv — Louis    Ottenseser. .  .70.77 

lltWeller,   Frank— J  C  Bogert  &  Co 104.49 

lltWilcox.   Arthur   C — Isaac  Untermeyer  et  al. 

63.01 

lltWaterman,    Arthur   D — Same 63.01 

11  Weisman,    Moritz— Simon    Lieberman. .  .114.91 

11  Wenzel,    Andrews— Peter    Niebsen 42.41 

14  Wells,   Guy  E— B  Michael  Co 75.85 

14  Weil,    Charles— Bulmers   Lftnited 119.84 

14  Wolfe,  Joseph  H— John  W  Long 140.35 

14  Wollman.   Helen— Greely  Realty  &  Improve- 
ment Co 41.56 

16  Wendler,      Barnett— Morris     Mark 254.28 

17  Weisenger,    Nathan— Swift    &    Co 41.67 

17  Witte,   Herman  J— Richard  J  Hickson  et  al. 

86.71 

17  Willis,   Henry  M— Riverside  Glass  Co.  .120.81 


17  Wolff,     Arthur— Isidor    C     Reshower 43.31 

U  Yaeger,  Elliott  C— Int  St  Ry  Co.. costs,  111.38 

13  Yeandle,    George— Central    Bridge    Coal    Co. 

74.57 

14  ziibiller,    Paul    P— Bottlers    &    Mfrs    Supply 

Co 1,971.73 

14  Same— Wm    E    Fitzgerald 184.63 

17  Zenker,    Gottleib— Geo    F    Wieman    Co.. 66.19 

CORPORATIONS. 

13  Lurlytic    Serum    Co— The    Audit    Co    of    N 

Y    61.91 

14  Corporation  Liquidating  Co— Sigmund  Wer- 

jjgj-    533.41 

14  A  Klipstein  &  Co— Marion  Spelden 660.72 

15. Progressive     Realty    &     Improvement     Co— _ 

Moses     M     Schleider     -^•^§ 

13  Jassoy  Co— David  Belais  et  al   951.46 

15  the    same the    same    266.16 

15  The  Brown  &  Fleming  Con  Co— La  Fayette 

C    Ferous    237.33 

15  Twombly   Motor   Car   Co— Conrad   Becker  et 

al   158.82 

16  Browii    &    Fleming    Contracting    Co A 

Schrader's    Son,     Inc     "'^S-™ 

16  Centaur  Knitting  Co— George  Gehrung. 432.08 
16  J    V    McEviley    Co— United    Lead    Co.. ..88. 33 

16  North    Side    Brewing    Co    of    N    Y— Milwau- 

kee Malting  Co 1,147.47 

17  Wells  Realty   &  Construction  Co— Frederick 

Wachtel    ^IS'?! 

17  Cameron  Press— N  Y  Edison  Co 22.1b 

17  United  States  Felting  Co— Louis  S  Stroock 
et    al    328.6- 

17  Manhattan  Transportation  Co  of  N  Y— Mun- 
go    J    Currie    319.26 

17  The  American  West  Indies  Trading  Co- 
Frank   H    Keeler   et   al    costs,   7.41 

• • 

SATISFIED  JUDGMENTS. 

Aug.   II.  13,  14,  15,  10  and  17. 

Bogeh,     Geo    W— J    B    Strickland.     1906. .  .99.60 

Derkowitz,  Morris— W  Ross  et  al.     1903 $08.20 

Brodie,   Charles  J   and   Francis— W  C   Howard. 

1901    51.14 

Bauhahn,    Gustav   E— H  T   Howell.      1U06.  .479.39 

Briscoe,  S  Wm— W  S  Baker.     1906 104.45 

Baker.  Charles,  Jr— C  H  Finch.  1906. .  .534.40 
Cooper,    John    J    &    Samuel    Haut— Eleventh 

Ward    Bank.     1897     124.25 

Collins,    Herter   H— A   R   Putraw.   1904 100.49 

Cohen,     Morris— P     Raben.     1906     84.72 

"Carucci,   John— India  Wharf  Brewing  Co.   1901 

927.78 

Cavinato,   Christmas— G  Di  Pietro.      1906.  .234.41 

Cohen,  Isaac  M— H  F  Bowsky.     1906 119.04 

Clark,  Francis  A— W  R  Brown.     1807 4,538.61 

Cooper,    John   J— S   Feuchtwanger.    1897 06.50 

Cammanu,  Chas  L  &  Chas  L,  Jr— F  F  Hunt- 
ington.    1906     543.56 

Cantwell,    Wm    W    &    Robert   M   Moore— C    L 

Beare.    1906    174.46 

Driger,    Frank    L— H    R   Bateman.    1900. .  .300.57 

Dart,    Agnes   I^C   Rivenburg.      1905 129.25 

Duffy,    Jane    E— M    C    Dusenbury.    1906. ..  .74.22 
Elliott.    John   S— M   J    Hoxie   et  al.    1906.  .155.51 
'Forbes,    Chas    E    or    Irving    W    Humphrey    & 
Lawrence   F   Carroll— People,   &c.    1904.5,000.00 

Flaum,   Charles— S   Markowitz.     1906 783.72 

Eberhardt,  Martin— D  H  M  Davis.     1905... 68.12 
Friedman.    Barnett    and    George    Idelman— Ma- 
terial  Men's   Mercantile  Assn.   Ltd.      1900.41.91 
Gillette,   Mott  G— The  Standard  Paint  Co.  1888 

233.47 

Gollubier,    D   Adeline- H   McNally.     1903.. 113.20 

Gibbs,    Henry   C— D    S   Grey.    1905 1.283.29 

Houston,   Jessie  A— H   P  Van   Loan.    1906.040.87 

Hume,    John— M    Rosenfeld    et    al.    1906 82.93 

'Hecht,    William    &    Toddy    Eberhart- People, 

&c.     1905   500.00 

Hanlon.  William,  Julius  Hochrein,  Rose 
Strecklin,  Geo  J  Keenan,  Orville  P  Keenan, 
Mary  L  Chas,  Daisy  M  Keenan,  Chas  B  Kee- 
nan,   Josephine    Murray,    Rose    E    Judge    and 

John   C   Trainer- T    McDonnell.    1900 203.07 

"Hopkins,   Emma  A— Seymour  Hotel  Co.     1906. 

, 1.189.02 

Kletzien,  Emma,  Wm  T  Marshall  and  Sadie  E 

Marshall— M    Brennan.       1905 293.72 

Keyes,    James— L    P    Starr.    1901 191.59 

Kraft,    Rudolph— Griffon    Co    et    al.    1902.  .80.64 

Lesser,    John— H    Hoefer.       19IX> 311.17 

"Moskowitz,  Joseph— J  C  Orr  et  al.  1004.5,603.92 
Mangels.    Henry    C— M    Borowitz.    1902.  ..  .179.37 

Same L  Moody  et  al.  1902  111.42 

Mangles,  Henry  C.  Jr— J  J  Hood.  1902 IW.Ot 

Mangels,    Henry   C   or   Harry   C— A   D   Abrams 

et    al.    1902     133.38 

Meeker,   Herman  C— K  F  Pelton.     1906 27.40 

Meeker,    Herman  E— N   Y  Telephone  Co.    1904. 

35.16 

Nierenberg,     Morris,     Louis    Jaffe    &    Moses 
Rubinsky— Standard   Damp   Proofing  &  Roof- 
ing Co.  1906 118.78 

Peterson,  Charles — M  Alexander.  1906.. 144. 05 
Pomeroy,  S  Harris— J  Kissinger.  1906.  ..  .99.25 
Rotholz,  Samuel  A— H  W  Solfleisch.  1906.. 35. 66 
Pincus,    Henry— H    C    Miner    Litho    Co.    1902. 

558.87 

>Raub.     Herman— City    of    N    Y.       1905. ..  175.06 

Rice,    Nora   H— R   T   Varnum.    1906    291.81 

Smith,   Isaac   E— H   I  Barnett.   1904 104.65 

"Seifert,   George— F   &   M   Schefer   Brewing  Co. 

1899    2,262.06 

Shapiro,   Louis— N  Y  Telephone  Co.     1906.  .22.71 

Traphagen.     Caroline— C     Kelin.       1906 .391.96 

Tierney,    Frank    R— C    S    Sweet.    1906 128.68 

"Timble,   Jacob— G  Gosling.   1897    519.87 

"Same J    Haften    et    al.      1.S98 827.95 

"Timble,    Jacob    &    Barbara    Aub — People,    &c. 

lilOO    1.000.00 

•Totten,  John  and  James  McGuinness— People. 
&c.     1905 1,000.00 


Veronee,  James  L— A  Stone.     1906 1,311.50 

Walsh,    Patrick  J—  M  McGrath.     1906 425.29 

Walsh,    Patrick    J    and    National    Surety    Co — 

Same.      1906    $1,834.47 

Weeks.   Chas   L  and  Benjamin  Parr— L  Rosen. 

1905     305.38 

CORPORATIONS. 

Oxford  Realty  Co  and  National  Surety  Co- 
Reliance     Ball     Bearing     Door     Hanger     Co. 

1901! V28.93 

Kreitler,  Albert  B  as  president,  &c— W  J  Webb, 

secy.      I'Xm 83.53 

Nassau    Security    Co.    and    Anna    Luria — S    I 

Seton.      1906 222.60 

Corporation  Liquidating  Co— G  R  Hawes.     1903. 

10,855.93 

National  Spring  Bed  Co— N  Y  Couch  Co.    1906. 

59.56 

NYC&HRRR  Co— N  R  Fox.     1003.7,364.74 

Same E    McAnany.     190— 299.72 

Same T   Halbler  et   al.    1903 1,217.02 

Same W   T  Turch,   Jr.    1905    16,673.62 

Same N    G    Johnson.     1904     154.87 

Same M   Noble.    1896    11,129.22 

■Vacated  by  order  of  Court.  'Satisfied  on  ap- 
peal. 'Released.  'Reversed.  •Satisfied  by  exe- 
cution.    'Annulled   and   void. 

MECHANICS'  LIENS. 

Aug.  11. 

]01— 124th  St,  No  269  West.  A  P  Bigelow  & 
Co  agt  Charles  Weisebecker  &  C  G  Flygare 
&  Co   $719.98 

102— 31st  St.  No  9  West.  Same  agt  Alfred 
Nelson  &  C  G  Flygare  &  Co 720.00 

103— Hull  av,  e  s,  50  s  209th  st,  50x100.  J 
Marcus  Woodworking  Co  agt  Joseph  Lash  & 
J   A  Thurston    372.53 

104— 31st  st  No  9  West.  John  Olin  agt  Alfred 
Nelson   &    C    G   Flygare   &    Co 963.IS0 

105— Broome  st,  No  113.  Harry  McNally 
Building   Co    agt    Louis    Frank 5,426.64 

10(j— 3d  av,  Nos  3456  and  3458.  David  Shapiro 
agt   Hyman   &  Simon    89.90 

107_Morris  Park  av,  s  e  cor  Victor  st,  25x150. 
Howes  Mfg  Co  agt  Isaac  Meyers  &  Killacky 
&     Hinley     586.00 

lO.S— Bathgate  av,  n  w  cor  174th  st,  115x100. 
John    Mitchell   agt  Henry   Brown 4,451.86 

109— Satisfied. 

110_34th  st,  Nos  403  and  405  East.  H  C  Clau- 
sen Iron  Works  agt  John  Young,  Patrick 
Kerr  &   David   Held   and   Kelly   Co 494.00 

111— 20th  st.  No  324  East.  Joe  Kelinberg  agt 
Rosa  Engel  45.00 

112— 7th    av.    No    2300.      Wm    P    Browne    agt 
Simon    C    Bernstein    &    Estella    Schiele    and  _ 
Frey  Confection  Co   53. 3o 

11.3_10oa  St.  No  30<5  East.  Abraham  Seli- 
viansky  agt  Arnold   Brudner 150.00 

114— Barrow  st.  No  101.  Harris  Safety  Co  agt 
Mary   E   Hardy    150.00 

Aug.    13. 

115— 101st  st,  s  s,  50  e  1st  av,  50x100.  Gustav 
Fleischer  agt  David  Dreyfuss  &  Charles 
Mohr  and   Carmine  Altieri 110. IX) 

116— 124th  st,  Nos  267  and  209  West.  Paul 
Peterson  agt  Charles  Weisbecker  and  C  G 
Flygare    Co 540.00 

117— 31st  St.  No  9  West.  Paul  Peterson  agt 
Alfred  Nelson  and  C  G  Flygare  Co 250.00 

ll,s_.-)th  av.  No  2041.  Henry  H  Meise  agt  Col- 
lins Building  &  Construction  Co 55.00 

119— Minerva  pi,  s  s,  100  w  of  Anthony  av, 
50x125.  Victor  Magri  agt  Theadora  Bssig 
and  M  Squires 18o.^ 

1211— 10th  av.  No  544.  Bernard  Cohen  agt  Eliz- 
abeth  O'Brien    55.40 

121— 1st  st,  s  s,  130.2  w  2d  av,  20.x08.  Milton 
J  Doernberg  agt  Julius  Hofflin  and  Morris 
Wolf  &  Harry  Slepian   21.10 

122— Hoe  St.  No  1177.  Louis  Block  agt  John 
Passman   and    Vincent   Bonagur    180.00 

123— 13th  St.  Nos  241  and  243  West.  Sam__ 
Greenberg  agt  Louis  H  Harris 331.70 

124^Aqueduct    av,    s    e    cor    184th    st,    100x50. 
Samuel   Weiss   agt  Aldhous   Construction   Co,  _ 
Frederick  &  Herbert  Aldhous 140.5;) 

Aug.    14. 

125— Orchard  st.  No  .30.     Adolf  Cohen  agt  Max 

W    Solomon    and   Morris    &   Fanny    Solomon. 

126— Av  C,  No  29.  Louis  Friedman  agt  Louis 
Sulzberg    and    Sam    Fuchs 200.00 

127— Satisfied. 

128— 140th  St.  Nos  506  to  524  West.  Casmento 
Roofing  Co  agt  Max  Weinberg  &  Herman 
Sudzen  and  Greenberg  &  Garfein 100.00 

129— 79th  st,  Nos  335  and  337  East.  Solomon 
Bisgaier  agt  Jacob  Larchan  and  I  or  B 
Fleischer    -lO-SO 

130— Columbia  av,  s  w  cor  Van  Buren  st,  25x 
100.  Van  Nest  Woodworking  Co  agt  John 
B   Marion    222.19 

131— Satisfied. 

132— 135th  St.  n  s,  150  w  Lenox  av,  400x100. 
Joseph  L  Mayer  agt  Abraham  Silverson  and 
David  Schaff 2,104.00 

133— 47th  st,  Nos  530  and  532  West.  Huston 
&  Corbitt  Co  agt  Caroline  Ewald  and  Charles 
Langberg    138.73 

lS4_Vyse  av,  Nos  41  to  49  and  73  to  81.  The- 
odore J  Chabot  agt  Abraham  Silberberg.  121.85 

13,5- ISOth  st.  No  650  East.  Valente  &  Sorren- 
tina  agt  Louis  Keolsch,  Carl  Keolsch  &  Fred 
Hubner 131.95 


The  text  of  these  pages  Is  copyrighted.     All  rights  are  reserved.    Notice  la  hereby  given  that  Infringement  will  lead  to  prosecution. 


328 


RECORD      AND      GUIDE  Manhattan         August  i8,  1906 


The  Luxfer  Sidewalk  System  is  the  newest  and  most  satisfactory  method  of  illuminating 
basements  and  at  the  same  time  providing  a  thoroughly  strong  sidewalk.  Luxfer  Prisms 
set  in  re-enforced  concrete  can  be  set  so  that  a  flood  of  light  will  be  thrown  through  the 
basement  to  the  back  wall.     Let  us  figure  with  you.    'Phone  3276  Gramercy. 

AMERICAN  LUXFER  PRISM  CO.,  160  Fifth  Ave.,  NEW  YORK. 
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136— 39th  St,  No  433  and  433  West.  Jacob 
Stone  agt  Jackson  Bros  Construction  Co.  110. 00 

137— 31st  St,  No  121  East.  Fiank  P  Robert 
agt  Irving  Realty  Co  and  Varick  Construc- 
tion  Co .32.76 

138— Kith  St,  Nos  417  and  410  West.  Charles 
Rosenbaum  agt  Mary  Healy  and  David  Meyer. 
467.00 

139— 13th  St.  No  136  East.  William  Burns  agt 
Sarah   A   B    Downs   and    Max   Hochstein.331.60 

140— 57th  st,  No  13  East.  Hammerstein  & 
Denivelle  agt  R  T  Wilson  Jr  and  the  Hiss  Co. 
2,144.30 

Aug.    15. 

141— Hughes  av,  e  s,  45  s  188th  st,  120x100. 
Union  Stove  Works  agt  Belmont  Realty  & 
Con    Co     375.00 

142— 124th  st,  n  s,  100  e  8th  av.  50.\99.11.  Wm 
H  Disbrow  agt  Charles  Weisbecker,  F  C  Fy- 
gare  Co  and  U  S  Foundry  &  Sales  Co.  .460,00 

143— S9th  st,  No  226  East.  Charles  Konechow- 
sky    agt    Abraham    Herskowitz    and    Morris 

.  Goldring    50.00 

144— 31st  st.  No  9  West.  R  I  W  Damp  Re- 
sisting Paint  Co  agt  Alfred  Nelson  and  C 
G    Flygare    Co    325.00 

14.j_10,sth  st,  s  s.  100  w  Central  Park  West, 
lOOxlIK).  M  Eberhart  &  Son  Co  agt  Abra- 
ham Silverson,  William  Greenfield  and  Jacob 
Kottlowsky    509.30 

146— 146th  st,  Nos  502  to  516  West.  Charles 
Cohen  agt  Max  Weinberg  &  Herman  Sudzen. 
560.00 

147 — Same  property.     Same   agt  same 322.00 

148— 85th  st,  s  s,  119  w  Av  A,  73x102.2.  A 
W  De  Long  &  Co  agt  Samuel  Kaufman  and 
Joseph   Gelbin    2,700.00 

149— 7th  av,  Nos  436  to  440.  General  Struc- 
tural Material  Co  agt  Walter  J  Salomon  and 
Atlas  Construction   Co 1,057.49 

150— 19th  st,  Nos  211  to  215  West.  Murphy  & 
Son    agt   C    P    Kelterer    Co 4,812.45 

151— 67th  st,  s  s,  190  e  3d  av,  120x100.5.  T 
A  S  Sheridan  Co  agt  Solomon  Simon,  Ger- 
son  Hyman,  Manuel  Oppenheim,  Joseph  Wol- 
kenberg,  Irving  Simon  and  Matthew  Haupt. 
345.30 

152— 137th  st.  No.  1  West.  Solly  Weiner  agt 
Israel  Cohen,  Isaac  Branfeld  and  Joseph 
Cohen    47.00 

153— 35th  St.  Nos  147  to  151  West.  Prospect 
Safety  Window  Guard  agt  Five  Boroughs 
Realty   Co  and   David   A  Gilman    103.73 

154 — Bartholdi  st,  s  s,  165  e  Holland  av,  25x 
178,  Bronx.  Thomas  Pinelli  agt  Nicola  Di 
Phillipps   and   Domenica   Agnetti    549.00 

155— 108th  st,  Nos  302  to  306  East.  Griffin 
Roofing  Co  agt  Israel  Lippman  and  Bornstein 
Bros    395.66 

156— 12Sth  st,  Nos  62  and  64  East.  Griffin 
Roofing  Co  agt  Joseph  Bornstein  and  Born- 
stein   Bros    128.00 

157— 1st  av,  n  e  cor  100th  st,  95x262,6.  Same 
agt  Rod,  Greenberg  &  Merliner  and  Born- 
stein   Bros    200.00 

Aug.    16. 

158— 85th  st,  Nos  436  to  440  East.  Charles 
Cohen    agt    Kaufman    &    Gelbin    875.00 

159— 124th  st,  Nos  267  and  269  West.  Willson, 
Adams  &  Co  agt  Charles  W^eisbecker  and  C 
G    Flygare    &    Co 313.34 

IW)— Grant  av,  w  s,  55.6  s  162d  st,  50xll3.2x 
irreg.  Mugler's  Iron  Works  agt  Waverly 
Construction  Co    789.21 

161— 19th  st,  Nos  211  to  215  West.  National 
Fireproofing  Co  agt  C  P  Ketterer  Co  and 
Murphy    &    Son     372  00 

162— Soth  st,  Nos  434  to  442  East.  Greenblatt 
&  Feinberg  Bros  agt  Samuel  Kaufman  and 
Kaufman  &  Lascowitz   570.00 

163 — Sullivan  st,  Nos  63  to  67.  Joseph  Jordan 
et  al  agt  L  M  Thorn  and  Lorenzo  Building 
Construction  Co  and  N  Philip  Silberman. 
200.00 

164— 127th  st.  No  214  East.  Thomas  P  Mc- 
Laughlin agt  Samuel  Solomon  &  Max  Kessler 
146.25 

165— 123d  st,  s  s,  100  w  Pleasant  av,  lOOx 
100.  Tomback  &  McPhee  agt  Louis  O  Cohen 
and   Charles   S   Goldberg    5.640.00 

166— 29th  st,  Nos  115  and  117  East.  Rochetto 
&  Parzini  agt  Richard  Hudnut  and  Hiss  Co. 
890.00 

167— 120th  st,  No  347  East.  Green  Bros  agt 
Lucy  A  &  Henry  Hassermer  and  Alfred 
A   Gavigan    214.50 

168— 164th  st,  Nos  434  to  444  West.  Joseph 
Nass  agt  Morris  S  A  Wilson  and  Jacob 
Sewal     50.03 

169— S5th  st,  s  s,  119  w  Av  A,  75x100.  E  H 
Smith   &   Son   agt   Kaufman  &  Gelbin.  .5,800.00 

170— Central  Park  West,  s  w  cor  6.3th  st,  100.5 
xl25.  Michael  O'Dwyer  agt  Samuel  B  & 
Franklin    Haines    12,000.00 

171— Cypress  av,  e  s,  50  s  134th  st,  50x100. 
Frederick  J  Fleck  agt  Francis  Connor,  John 
H  Deeves  &  Bro  and  John  L  Nelson  &  Bro 
Co 97.00 

172— 160th  st,  Nos  524  and  526  West.  Griffin 
Roofing  Co  agt  Louis  Blocke  and  Bornstein 
Bros 249.42 

Aug.    17. 

173— 85th  st,  s  s,  119  w  Av  A.  75x10,1.  Hyman 
Delinsky  agt  Samuel  Kaufman  and  Max 
Gelbin    575.00 

17'— 5th  nv,  s  w  cor  13Sth  st.  100x120.  Ely 
Greenblatt  agt  Samuel  &  Max  Levine.  .4,000.00 

17.5- 123d  st,  a  s,  100  w  Pleasant  av,  lOOx 
]<X),11.  Valente  &  Sorrentlne  agt  Louis  O 
Cobea  and  Cbas  S  Goldberger  1,575.00 


176— 31st  st.  No  9  West.  J  Marcus  Wood- 
working Co  agt  Alfred  Nelson  and  C  G 
Flygare  Co 1.010  60 

177— 181st  st,  s  s,  100  w  Audubon  av,  75x100. 
National  Powder  Co  agt  Wm  H  Bingham, 
J  F  Ryan  and  Ryan  cS:  Lever   242.57 

17,S— 27th  st.  No  29  East.  Martin  Disken  & 
Son  agt  Harry  L  Toplitz  and  Ernest  Horner. 
;290.33 

179— 34th  st,  Nos  403  and  405  East.  H  C 
Clausen  Iron  Works  agt  Peter  J  Schneider, 
Emelia  L  Schneider,  John  Young,  Patrick 
Kerr    and    Kelly    Co    494.00 

ISO— 146th  st,  Nos  502  to  516  West.  Harry 
Cohen  agt  Max  Weinberg,  Herman  Audzen, 
Otto  Gordon  and  Charles  Cohen   140.00 

181- 19th  st.  No  211  West.  Abraham  Levin 
agt   John   Doe  and  Jacob   Friedman 30.76 

1S2— 6th  st.  No  732  East.  Joseph  Vorora  agt 
Samuel   Greenwald  and  Sam  Zuckerman.  150.00 

1,S3— Pleasant  av,  w  s.  400  n  Flower  st,  65x100. 
Henry  G  Silleck,  Jr,  agt  James  De  Carlo, 
Henry   Mosochi  and  James   De  Carlo.  ..  .426.23 

1.84— 85th  st,  Nos  436  to  440  East.  Nathan 
Peck  et  al  agt  Samuel  Kaufman  and  Max 
Geblin    2.380.30 

185— S5th  st,  Nos  434  to  442  East.  Harry 
Goldstein  agt  Samuel  Kaufman,  John  Gel- 
bin   and    Nathan    Goldstein     200.00 

IMi — Same  property.  Nathan  Goldstein  agt 
Samuel    Kaufman    and    John    Gelbin. ..  .632.00 

187— Same  property.  John  Bell  Co  agt  Samuel 
Kaufman,   Max  Gelbin  and  S   Caprone. 2,038.90 

188— ?i3th  st,  Nos  436  to  440  East.  M  Gruber 
&  Son  agt  Samuel  Kaufman  &  John 
Gelbin     336.00 

189- 5th  av.  s  w  cor  13Sth  st.  100x120.  Zim- 
merman Bros  agt  S  Levin  &  Son 1,400.00 

190— Union  av,  Nos  858  and  860.  William 
Shalack  agt  Bernhard  Columbus  and  Lewis 
Dorfman    350.00 

» 

BUILDING  LOAN   CONTKACTS. 

Aug.  11. 

50'h  st,  Nos  234  and  236  East.  Corporate 
Realty  Assn  loans  Panerasio  Grassi  to  erect 
a    6-sty    tenement;    7    payments $30,000 

94th  st,  s  s,  SIM)  w  West  End  av,  75x100.8. 
Title  Guarantee  &  Trust  Co  loans  Joseph  H 
Davis  to  erect  a  6-sty  tenement;  11  pay- 
ments     95.000 

Amsterdam  av,  w  s,  whole  front,  between  134th 
and  135th  sts,  199.10x100.  Wm  R  Rose 
loans  Interborough  Building  Co  to  erect  a 
—  sty  bldg ;  —  payments $125,000 

Aug.  13. 

Convent  av,  w  s,  27  s  1.30th  st,  81xl.32x  irreg. 
City  Mortgage  Co  loans  Leopold  Kantor,  Jo- 
seph B  Cooper  and  Louis  Woodruff  to  erect 
a  5-sty  tenement:    1   payment 8,000 

2,Sth  St.  s  s,  120  w  Lexington  av,  40x98.9.  State 
Realty  &  Mortgage  Co  loans  Frederick  C 
Zobel  to  erect  a  —  sty  bldg;   15  payments.. 

117,500 

Aug.   14. 

Brook  av,  n  e  cor,  148th  st,  50x100.  Realty 
Mortgage  Co  loans  Morris  Cohen  and  John 
Morrisey  to  erect  a  —  sty  bldg;  5  pay- 
ments     25.000 

Morris  av,  e  s,  444.0  n  196th  st.  25x95.4.  Title 
Guarantee  &  Trust  Co  loans  Andrew  J  Con- 
nell   to  erect  a  —  sty  bldg;   2  payments.  .5,500 

Honeywell  av,  s  e  s,  intersection  n  e  s  ISlst 
St.  70.11x29.4x68.4x19.3.  Charles  Massoth 
loans  Anna  Proebsel  to  erect  a  3-sty  dwell- 
ing ;  4  payments   9,001) 

Webster  av,  e  s,  309.11  n  16Sth  st,  45x90. 
Realty  Mortgage  Co  loans  Peter  Fox  to  erect 

a  5-sty  tenement;   8  payments 23,000 

Aug.    16. 

2d  av,  e  s,  40  s  124th  st,  60x80.  Abraham 
Nevins  and  Harry  W  Perelman  loan  Morris 
Friedman  and  Ellas  Smith  to  erect  a  —  sty 
building;    12    payments 27,000 

St  Anns  av,  n  w  cor  1.5.8th  st,  88.2x100.  State 
Realty  &  Mortgage  Co  loans  Lorenz  Weiher 
to  erect  two  6-sty  tenements:  11  payments. 
70.00i) 

97th  st,  n  s.  300  w  Central  Park  West,  25x 
100.3.  Julia  D  Sturges  loans  Raphael  Kurz- 
rok  to  erect   a  6-sty   tenement;    3   payments. 

30,000 

Au£.    17. 

139th  st,  s  s,  100  w  Amsterdam  av,  50x99.11. 
Emanuel  Arnstein  loans  Abraham  Schles- 
inger  and  Herman  Fenichel  to  erect  a  — 
sty    building;    3    payments     4,000 

Vesey  st,  Nos  20  to  24.  Title  Guarantee  & 
Trust  Co  loans  Garrison  Realty  Co  to  erect 
a  —  sty  office  building;    10  payments.  .550,000 

* 

SATISFIED  MECHANICS'  LIENS. 

Aug.    11. 
9th    av.    No    556.      Frank    J    Tyles    agt    David 

Liebelsky.     (June  14,  19061 $67.44 

0th   av,    No   233.     Same   agt   same.      (June   14, 

1908)    7  85 

1104th    st,    Nos    180    and    1S2    East.      Robinson 

Stoneware   Co   agt   Nathan    Silverson.      (Aug. 

10,   lUOlii 33.00 

71st  St.  No  58  West.     Edw  F  Caldwell  et  al  ant 

Jennie  L  Woodend.     (July  1,   1904) 1,922.63 

Same    property.      Emil    G    Hentsche    et    al    agt 

same.     (Apr  30,    1904) 308.00 


Aug.  13. 

55th  st,  Nos  70  to  74  West.  Reliance  Ball 
Bearing  Door  Hanger  Co  agt  Oxford  Realty 
Co   et   al.      (Jan   26.    1903) 550.00 

Same    property.      Same    agt    same.      (Jan    13, 

1005)     628.00 

Grace  ave.    n  e  cor   Rose  pi,   Bronx.     James  J 

Benson  agt  D  Plants  et  al.     (June  20,  1906). 
liOO.OO 

25th  av,  s  e  cor  136th  st,  100x99.11.  Thomas 
F  McLaughlin  agt  Charles  Lowe  et  al.  (July 
11.    1908)    272.50 

Wadsworth  av,  s  e  cor  182d  st.  J  J  Sewall 
agt   Morris   Bernstein   Realty   &   Construction 

Co  et  al,  by  bond.     (July  26,  1906) 1,800.00 

Aug.   14. 

=113th  st,  Nos  234  and  236  East.  Henry  Alt- 
man  agt  Biagio  Pernetti  et  al.  (July  18. 
1906)    1,325  00 

29th  st,  Nos  115  and  117  East.  Acme  Orna- 
mental Iron  Works  agt  Hudnut  Realty  Co 
et  al.      (Aug  2,   1006)    1,909.2? 

-Av  B,  No  44.  Joseph  L  Weiss  agt  Fanny 
Schlossmann.      (Oct  31,    1905) 70.00 

122d  St.  Nos  513  to  321  West.  Hyman  Davis 
agt  Krulevitz  Realty  &  Con  Co.  (Aug  10, 
ltK)6)    3,200.00 

20th   st.    No   28   East.      Joseph   O   Clement   agt 
Roosevelt  Home  Club.      (Aug  11,   1906).  .590.00 
Aug.    15. 

Decatur  av.  w  s,  470.5  s  205th  st,  50x100. 
Joseph    E    Butterworth    agt    Sophia    Amsler. 

(June   27,    190S)    6.166.64 

Aug.    16. 

-■172d  st,  n  s,  100  w  Amsterdam  av,  160x86. 
Frank  Krakora  agt  Moses  Press  et  al.  (July 
20,    1908)    4.018.51 

■■'Lamport  av.  s  s.  250  w  Fort  Schuyler  rd.  lOOx 
100.  Louis  Rosenberg  et  al  agt  Lamport 
Realty  Co  et  al.      (June  28.   1906)    410.88 

Allen  st.  No  104.  Sam  Lifschitz  agt  Isaac 
Lifshitz  et  al.     (Jan  18,  1006) 1,100.00 

Ridge  St.  No  111.  Wm  A  Thomas  Co  agt 
Isaac    Schlanger    et    al.      (Aug    1,    1006). 208.76 

Union  av.  e  s,  06  n  161st  st,  225x100.  James  R 
Higbie  agt  Syndicate  Construction  Co  et  al. 
(Aug  2,   1906)    607.50 

174th  St.  n  s,  115  w  Bathgate  av,  115x100. 
John    Mitchell   agt   Henry    Brown.      (Aug   11, 

1006)    4,4.51.86 

Aug.    17. 

Hughes    av,    e    s,    45    s    ISSth    st.      The    Na- 
tional    Mantel     &     Looking     Glass     Co     agt 
Belmont    Realty    &    Construction    Co.      (July    ' 
24,     10O8)     111.00 

-Hoe  st,  w  s,  67  s  Home  st,  75x68.  Michele 
Cappiello  agt  Nathan  Passman  et  al.  (June 
22,    1906)    240.00 

-Elton  av,  e  s,  75  s  159th  st.  Michele  Cap- 
piello agt  Vincent  Benagur.  (June  20,  1906) 
440.00 

2d  st,  e  s,  125  s  Washington  av,  Bronx.  Clarke 
&  Sherman  agt  John  J  Coogan  et  al.  (July 
30.     1900)      213.30 

Creston  av,  e  s,  93  s  lS3d  st.  100x100.  Van 
Nest  Wood  W^orking  Co  agt  Hillside  Realty 
&  Con  Co.     (July  3.  1906) 57.00 

78lh  St.  No  48  East.  Milton  Schnaier  &  Co 
agt    Maria    S    Gibbs.      (Aug.    14,    1906).  ..562  03 

^Wales  av,  s  e  cor  Dawson  st.  Harry  Rod- 
berg  agt  Harry  Levine  et  al.  (May  3,  1906) 
72.88 

■Hull  av,  e  s,  50  s  209th  st.  Robert  Morgan 
agt  Joseph  A  Lash  et  al.  (Aug  14,  1906) 
135.00 

^Discharged   by   deposit. 
^Discharged  by  bond. 
"Discharged   by  order  of  Court. 


ATTACHMENTS. 


Aug,    13. 
Charollais.     Victor:     Edouard    Pirjantz    &    Jean 
De     Micheaux;     Max     Wolf;     $1,118.08;     M     J 
Hirsch. 

Aug.    14. 
Belfast    Mesh    Underwear   Co;    Edw   L    Dockray: 
$1,997.20;    P    Lawton. 


CHATTEL  MORTGAGES. 

August  10,   11.  13,  14,   15  and  16. 
AFFECTING   REAL   ESTATE. 

Buscemi  Building  &  Construction  Co.  311-317 
E  111th.. New  England  Mantel  &  Tile  Co. 
Mantels.  $204 

Fox,  H.  178th  st  and  Amsterdam  av..U  S 
Gas  Fixture  Co.     Gas  Fixtures.  660 

Hochester,  R.  153-1.35  E  ,35th.. N  England 
Mantel   &   Tile  Co.      Mantels.  600 

Kiasella.  C  E.  s  s  116th  st.  225  e  of  Amster- 
dam   av..Nat   Elevator    Co.      Elevator.       3,000 

Lewis,  F.  611  3d  av.  .Duparquet,  H  &  M  Co. 
Range.  198 

Lowe  &  Jorrisch.  s  e  cor  5th  av  and  136th  st 
.  .Abendroth    Bros.      Ranges.  568 

M-iscaro,  M.  40-42  Macdougal.  .Braunstein 
B-os.       Rcfr'gerator.  125 

£c3llion,  F.  541  Manhattan  av.  .Consol  Chan- 
delier   Co.      Gas    Fixtuies.  98 

Steirmiu  Renlty  Co  s  s  130:h  st,  150  ft  e  of 
Brook    av.  .Abendroth    Bros.      Ranges.  756 

Sperling,  Mr.  147th  st  e  of  8th  av.  .U  S  Gas 
Fix    Co.       Gas    Fixtures.  400 

Wohlrkens,  W.  68  Bedford.  .Duparquet,  H  & 
M  Co.     Range,  203 
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The  Index  to  Volume  LXXVII  of  the  Record  and  Guide,  cover- 
ing the  period  betzveen  January  i  and  June  30,  1906,  will  be  ready 
for  delivery  on  Tuesday,  August  28.  Price  $1.  This  Index  in 
its  enlarged  form  is  now  recognised  as  indispensable  to  every  one 
engaged  or  interested  in  real  estate  and  building  operations.  It 
covers  all  transactions — deeds,  mortgages,  leases,  auction  sales, 
building  plans  filed,  etc.  Orders  for  the  Index  should  be  sent  at 
once  to  the  office  of  publication,   14  and  16  Vesey  St. 


WALL  STREET  has  sailed  out  from  the  shallows  into  deep 
water.  This  makes  navigation  safer  in  one  regard, 
but  more  perilous  in  another.  The  conserving  influence  ot  a 
large  short  interest  is  gone.  The  bears  have  been  terribly- 
whipped,  and  without  the  sustaining  influence  of  their  re- 
purchases the  market  from  this  high  level  might  easily  have 
to  sustain  a  bad  break  should  something  decidedly  adverse  be 
encountered.  But  with  the  exception  of  possible  money  difficulty 
there  is  nothing  disquieting  in  sight.  A  shrewd  observer  whose 
business  calls  him  every  sixty  days  to  Chicago,  and  thence 
through  the  Indian  Territory  and  Nevada,  says  that  each 
journey  reveals  such  surprising  additions  to  the  prosperity  and 
optimism  that  what  he  considered  a  year  ago  as  a  dangerous 
boom  has  long  since  been  distanced  by  the  bull  facts  until 
now  his  feeling  is  one  of  surprise  at  the  moderation  of  people 
rather  than  their  enthusiasm.  This  criticism  might  well  be 
extended  to  Wall  Street  measured  by  the  unprecedented  facts. 
Surely  it  cannot  be  charged  that  there  is  an  unreasoning  specu- 
lation current  on  the  New  York  Stock  Exchange.  The  temper 
of  the  Street  indeed  is  to  err  on  the  side  of  safety.  It  is  ever 
on  the  alert  for  danger  signals,  and  they  are  welcomed  in 
advance  of  their  appearance.  Any  sort  of  phantom  is  readily 
accepted  in  lieu  thereof  with  the  resultant  illogical  and  often 
unreasoning  action.  Consequently  commission  houses  are  not 
borrowing  half  the  -money  they  were  in  1901  and  1902,  and 
their  customers  run  like  deer  at  the  slightest  sound  of  the 
financial  tom-tom.  The  rapidly  growing  increase  in  the 
intrinsic  value  of  railroad  shares  so  constantly  pointed 
out  and  enlarged  upon  in  these  columns,  is  being  more 
intelligently  discussed  in  connection  with  larger  dividends 
being  declared.  It  was  an  epoch-making  day  in  American 
finance  when  the  dividends  by  the  Union  Pacific  and  Southern 
Pacific  companies  were  declared.  And  yet  the  ascertainable 
facts  on  analysis  of  their  earnings  and  conditions  could  readily 
have  been  learned  six  months  ago.  The  announcement  seemed 
to  surprise  the  average  trader  who  is  now,  however,  adopting 
these  patent  facts  as  the  basis  for  his  operations  at  the 
present  high  range  of  prices,  when  but  a  few  weeks  ago  he 
was  selling  the  same  stocks  short.  A  financial  writer  says: 
"Anybody  who  knows  anything  at  all  about  the  Union  Pacific 
Company  and  the  Southern  Pacific  Company  knows  that  the 
dividends  just  declared  are  ultra-conservative.  By  haggling 
over  the  question  of  speculative  etiquette  the  Street  is  losing 
sight  of  the  real  backbone  of  the  present  advance,  which  is  the 
tremendous  crops."  This  is  true,  for  the  value  of  these  stu- 
penduous  yields  cannot  be  less  than  $8,000,000,000.    Consequently, 


corporation  valuations  of  both  railroads  and  industrials  must 
necessarily  benefit.  This  money  question,  however,  is  ever  to 
the  fore  and  could  there  be  any  assurance  that  there  would 
be  no  normal  rates  between  now  and  the  end  of  the  year, 
stocks  would  undoubtedly  make  new  high  records.  With  even 
six  per  cent,  money  it  has  been  demonstrated  that  a  great 
and  broad  bull  movement  is  not  easy  to  inaugurate.  Uncer- 
tainty about  money  is  calculated  to  discourage  speculation  and 
to  che'ck  the  enthusiasm  of  the  public  in  spite  of  the  unpar- 
alleled underlying  conditions  and  plethoric  prosperity. 


'TMIERE  was  published  in  the  City  Record  during  the  past 
*■  week  the  schedule  of  the  assessed  valuation  of  real  estate 
on  which  taxes  will  be  collected  next  fall.  This  is  the  list 
which  was  open  for  inspection  early  in  January,  and  is  now 
after  an  interval  of  more  than  seven  months  being  given  to 
the  public  in  an  available  shape.  Its  publication  is  a  very 
excellent  thing;  but  surely  the  law  ought  to  be  changed  so 
as  to  provide  for  the  general  distribution  of  the  schedules  at 
an  earlier  date.  The  delay  of  seven  months,  which  now  takes 
place  before  the  appearance  of  this  information  in  the  City 
Record,  is  wholly  unnecessary.  By  the  employment  of  a  little 
additional  clerical  assistance,  a  complete  schedule  could  be  given 
to  property  owners  in  an  available  form  at  least  as  early  as 
the  middle  of  April,  and  the  saving  of  this  time  would  be 
worth  far  more  than  it  would  cost.  In  a  matter  of  this  kind 
promptness  of  publication  is  quite  as  essential  as  accuracy  afiid 
completeness  of  publication.  The  longer  the  schedules  are  in 
the  hands  of  the  public  before  the  assessments  are  finally  con- 
firmed, the  more  likely  will  be  the  exposure  of  any  unfair 
discriminations.  One  of  the  most  valuable  checks  upon  the 
existence  of  such  discriminations  is  the  publication  in  the 
Record  and  Guide  of  the  assessed  valuation  of  every  parcel  of 
Manhattan  real  estate  which  is  conveyed;  but  the  Record  and 
Guide  is  very  much  handicapped  in  this  work  by  the  fact  that 
the  schedules  are  not  published  in  the  City  Record  until  seven 
months  after  the  books  are  thrown  open.  Inasmuch  as  we 
are  necessarily  dependent  upon  the  numbers  of  the  City  Record 
in  which  it  is  furnished,  this  delay  means  that  during  seven 
months  of  the  year  the  assessed  valuations  which  we  publish 
are  those  of  the  year  preceding,  and  the  value  of  the  work  which 
has  been  undertaken  at  a  considerable  expense  is  correspond- 
ingly diminished.  The  existing  law  ought  to  be  modified  at 
the  coming  session  of  the  Legislature,  providing  for  the  publi- 
cation of  the  list  in  the  City  Record  at  least  as  early  as 
May  1st. 


A  CORRESPONDENT  writes  to  the  Record  and  Guide,  and 
challenges  the  assertion  made  in  the  last  number  that 
the  unrestricted  building  of  skyscrapers  is  an  economic 
advantage  to  the  owners  of  extremely  well-situated  property. 
He  admits  that  they  believe  it  to  be  an  advantage,  and  that 
they  would  fight  strenuously  against  any  curtailment  of  their 
existing  liberties,  but  he  believes  them  to  be  mistaken.  He  argues 
that  if,  for  instance,  the  amount  of  business  now  transacted  in 
the  financial  district  were  spread  over  a  much  larger  area, 
the  rents  of  offices  in  extremely  well  situated  locations,  such 
as  those  within  a  few  hundred  feet  of  the  Stock  Exchange, 
would  be  larger  than  they  are  at  present.  Good  offices  in  the 
most  convenient  locations  would  be  increasingly  difficult  to 
obtain,  and  would  command  proportionately  higher  prices.  The 
effect  of  the  building  of  skyscrapers  is  really  to  alleviate 
rather  than  to  intensify  the  effects  of  the  partial  monopoly, 
which  the  owners  of  extremely  well  situated  parcels  of  real 
estate  possess.  These  parcels  of  real  estate  are  in  that  way  put 
to  their  maximum  economic  use,  and  both  its  owners  and  the 
public  thereby  receive  the  greatest  possible  advantage.  The 
chief  difference  is  that  under  the  existing  conditions  the  owner 
has  to  invest  many  millions  of  additional  capital  in  order  to 
secure  the  best  available  returns,  where  as  under  a  system  of 
legal  restrictions  on  the  height  of  buildings,  he  would  obtain 
as  large  a  net  return  with  the  investment  of  only  a  small  amount 
of  additional  capital.  This  argument  undoubtedly  has  a  good 
deal  of  force.  The  first  effect  of  any  legal  restriction  on  the 
height  of  buildings  would  probably  be  to  depress  somewhat  the 
existing  level  of  prices  for  gilt-edged  real  estate,  because  these 
prices  are  based  on  the  opportunity  now  afforded  for  the  erec- 
tion of  skyscrapers;  but  in  the  long  run  the  effect  of  any 
restriction  would  be  to  make  the  most  advantageously  situated 
property  still  more  valuable,  while  at  the  same  time  increasing 
the  value  of  real  estate  which  is  less  conveniently  located.  In 
London,  for  instance,  where  the  legal  existence  of  "ancient 
lights,"  as  well  as  local  regulations,  forbid  the  erection  of  sky- 
scrapers, the  value  of  real  estate  in  the  financial  district  is 
if  anything  greater  than  it  is  in  New  York.    If  buildings  more 
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than  eight  stories  high  had  been  forbidden  in  Manhattan 
fifteen  years  ago,  the  restriction  would  not  probably  have 
worked  to  the  disadvantage  of  property  owners  on  Wall  Street, 
Broadway  and  Fifth  Avenue,  but  the  enforcement  of  such  a 
restriction  at  the  present  time  would  of  course,  injure  the  owners 
of  gilt-edged  real  estate  who  had  not  erected  skyscrapers,  while 
it  would  benefit  the  owners  of  gilt-edged  real  estate  who  had 
erected  skyscrapers.  Restriction  at  the  present  time  would  con- 
squently  mean  discrimination. 


IT  IS  EVIDENT  from  the  figures  published  .in  the  Record 
and  Guide  that  the  assessment  list  in  spite  of  the  increases 
made  during  recent  years  will  still  bear  sharp  scrutiny.  There 
is  no  doubt  that  real  estate,  particularly  in  the  speculative  dis- 
tricts, is  still  under-assessed.  A  conspicuous  instance  of  under- 
assessment is  the  corner  of  Beaver  and  Broad  streets,  recently 
purchased  by  the  Consolidated  Stock  and  Petroleum  Exchange. 
The  Exchange  Building  Company,  according  to  the  consideration 
expressed  in  the  deed,  $870,000,  paid  for  the  property,  which 
is  assessed  at  $570,500.  This  particular  piece  of  property  is  taxed 
consequently  at  less  than  two-thirds  of  its  actual  value;  and 
a  similar  percentage  seems  to  hold  in  a  curiously  uniform  way. 
During  the  first  seven  months  of  1905  for  instance,  the  aggre- 
gate value  of  real  estate  sold  at  expressed  considerations  was 
approximately  |GO,000,000,  while  the  aggregate  assessed  valua- 
tion was  approximately  only  $40,000,000.  During  the  corre- 
sponding period  of  1906  the  sum  total  of  the  expressed  con- 
siderations was  approximately  $50,000,000,  while  the  sum  total 
of  the  assessed  values  of  the  same  properties  was  only  $35,000,- 
000.  It  will  be  appreciated  consequently  that  the  average  assessed 
valuation  is  still  far  from  being  either  100  per  cent,  or  even 
90  per  cent,  of  the  actual  value.  This  criticism  should  not, 
however,  be  pushed  too  hard,  because  the  actual  selling  value 
of  real  estate  is  an  extremely  uncertain  and  doubtful  quantity, 
and  if  the  figures  published  by  the  Record  and  Guide  should 
show  that  the  assessed  value  was  on  the  average  90  per  cent, 
of  the  price  at  which  certain  properties  had  really  sold,  that 
result  would  probably  imply  much  injustice  in  particular  cases. 
What  the  figures  ought  to  show  in  order  to  afford  a  safe  margin 
would  be  an  average  assessed  valuation,  which  was  80  per  cent. 
of  the  apparent  actual  value.  In .  this  connection  it  should 
also  be  observed  that  the  work  of  the  assessors  is  becoming 
increasingly  difficult  year  by  year.  The  number  of  convey- 
ances in  which  the  consideration  is  expressed  is  still  decreas- 
ing. Thus  during  the  first  seven  months  of  1906  the  transfers 
recorded  containing  an  expressed  consideration  were  932,  which 
was  less  by  300  than  the  total  for  the  corresponding  period  in 
1905.  On  the  other  hand  the  number  of  transfers  recorded  con- 
taining only  nominal  considerations  increased  from  14,171  in 
1905  to  14,540  in  1906.  Every  effort  is  made  by  property  owners 
at  the  present  time  to  conceal  values,  because  such  conceal- 
ment is  a  good  thing  for  the  speculators  who  at  the  present 
time  dominate  the  real  estate  market. 


THE  appearance  of  Mr.  William  Travers  Jerome  as  a  candi- 
date for  the  Democratic  nomination  for  the  Governorship 
clears  the  atmosphere  wonderfully  because  Mr.  Jerome  is 
apparently  the  only  possible  candidate  who  has  a  chance  of 
defeating  Hearst.  But  it  is  very  much  to  be  wished  that  Mr. 
Jerome  would  take  his  stand  upon  a  more  definite  and  a  more 
comprehensive  platform.  Whenever  Jerome  runs  for  oflice,  his 
only  platform  is  his  own  personality.  "If  you  elect  me,"  he 
says  to  the  voters,  "I  will  obey  my  oath  of  office  and  fear  no 
man."  Such  a  pledge  may  be  sufficient  for  a  candidate  for  the 
office  of  District  Attorney,  whose  duty  it  is  chiefly  to  punish 
criminals,  but  it  is  not  sufficient  for  a  gubernatorial  candidate. 
The  Governor  is  primarily  an  executive  officer,  but  he  has 
enormous  influence  upon  the  legislation  of  the  State;  and  before 
voting  for  Mr.  Jerome,  one  would  like  to  know  what  sort  of 
legislation  he  would  favor  and  what  sort  he  would  veto.  In 
short,  we  all  know  that  Mr.  Jerome  stands  for  honesty  in  the 
conduct  of  public  affairs  and  for  intellectual  and  moral  inde- 
pendence; but  he  has  given  very  slight  public  expression  to  his 
opinions  on  the  Vital  political  questions  of  the  day.  We  get 
the  impression  that  Mr.  Jerome  considers  his  reticence  to  be  a 
source  of  strength;  but  in  our  opinion  it  is  rather  a  source 
of  weakness.  The  popular  strength  of  men  like  Hearst,  Bryan, 
or  even  Roosevelt,  does  not  consist  merely  in  their  personalities, 
but  is  due  to  the  fact  that  their  personalities  are  identified  with 
a  definite  group  of  political  ideas  and  with  a  definite  political 
programme.  William  Travers  Jerome  will  never  become  a 
national  politician  and  statesman  until  he  comes  out  explicitly 
'for  a  specific  attitude  towards  the  most  important  economic 
and  political  problems  of  the  day. 


Money  and  Real  Estate. 

UaXDERLYING  all  the  reasons  and  motives  for  conditions 
in  real  estate  this  summer  is  the  low  supply  of  invest- 
ment money.  Many  other  reasons  there  are,  but  all  are  sup- 
ported by  this  particular  one,  and  none  would  be  considered 
if,  after  the  enormous  quantity  of  cash  that  since  1903  has 
been  poured  into  the  various  channels  of  real  estate  invest- 
ments, the  flow  had  continued  large. 

Tha::  money  is  not  being  held  back  and  Impounded  somewhere 
the  public  is  beginning  to  perceive,  and  it  Is  also  apparent  that 
the  public  e.ffects  of  the  change  in  the  mortgage  tax  law  havo 
had  time  to  wear  away. 

As  a  reason  for  the  money  tightness  the  new  mortgage 
recording  tax  law  seems  to  have  performed  its  full  duty,  and 
its  office  henceforth  can  only  be  to  encourage  capitalists 
everywhere  to  invest  their  money  in  the  tax-exempt  real  estate 
mortgages  of  New  York  State.  Surely  if  monetary  circum- 
stances were  normal  a  supply  from  new  springs  of  wealth  would 
be  already  started  hitherward,  but  temporarily  there  are 
stronger  attractions.  Wall  Street,  revivified  and  more  attractive 
than  in  years,  is  drawing  back  speculators  and  Investors  who 
for  some  time  had  their  thoughts  centred  elsewhere.  At  this 
nriting  Wall  st  is  paying  six  per  cent,  for  call  loans,  and  in 
the  great  pinch  of  a  few  months  ago  It  paid  eighty. 

Wall  Street  needs  money  as  well  as  real  estate  needs  it.  The 
railroads  want  more  than  they  can  easily  get  for  betterments; 
the  farmers  of  the  country  will  soon  be  calling  for  money  to 
move  their  enormous  crops.  In  almost  every  field  of  activity 
the  cry  is  for  more  money  to  do  business  with.  A  man  who 
has  spent  forty  years  in  Wall  st  remarked  to  the  present 
writer  yesterday,  that  the  reason  for  the  shortage  of  funds  in 
leal  estate  as  in  Wall  st  is  a  very  simple  one,  but  pregnant 
with  significance  to  the  whole  country — there  isn't  enough 
money  to  go  'round.  "You  may  summon  to  the  witness  stand 
all  the  analylectic  experts  in  re.al  estate  and  finance  that  you 
care  to,  and  heap  up  all  the  reasons  they  can  think  of  for  the 
inertia  in  mortgage  money,  but  the  fundamental  fact  will  be 
that  we  haven't  enough  money  for  the  business  needs  of  the 
country.  In  other  words,  our  currency  system  is  inadequate," 
he  said.  "We  have  outgrown  It,  and  it  is  greatly  in  need  of 
amendment  and   enlargement." 

The  head  of  one  of  the  best  known  real  estate  firms,  whose 
main  office  is  in  the  financial  district,  remarked: 

"In  my  opinion  the  whole  trouble  with  real  estate  conditions 
is  that  the  ready  money  supply  has  reached  the  stage  of  ex- 
haustion. In  the  past  two  or  three  years  the  city  has  seen 
the  greatest  buying  and  building  movements  in  its  history. 
An  incalculable  sum,  representing  the  savings  of  the  well  doing 
as  well  as  the  surplus  of  the  affluent,  have  gone  into  real 
estate  channels,  and  it  is  not  because  of  anything  the  mortgage 
companies,  or  the  savings  banks,  or  the  insurance  companies, 
or  Wall  st,  or  anybody  else  may  think  or  do  about  real  estate 
values  and  prospects,  the  money  market  is  simply  undersup- 
plied. 

"In  the  past  we  have  ascribed  the  shortage  to  the  mortgage 
tax  law,  to  the  insurance  investigation,  to  the  high  cost  of 
labor  and  material  and  to  high  values;  but,  so  far  as  I  can  see, 
money  in  the  large  sense  Is  not  being  held  back  btu  has  run  out. 

"The  sums  that  have  been  going  into  real  estate  have  been 
tremendous.  Uiider  the  new  tenement  house  laws  and  the 
demands  of  the  times  generally,  a  type  of-  house  has  been 
necessary  which  has  called  for  many  times  the  outlay  of  the 
farmer  style  of  building.  The  average  construction  In  Man- 
hattan has  become  gigantic;  business  houses  scrape  the  sky 
and  apartment  houses  cover  half  a  block.  A  class  of  clever 
and  daring  men  have  gone  into  building  operations,  and  the  in- 
terest in  the  business  has  become  intense.  Under  such  cir- 
cumstances the  expenditure  in  building  loans  and  mortgages 
as  the  records  show  exceeded  in  1904  and  in  1905  all  previous 
records.  '  * 

"An  effect  of  the  stringency  can  be  stated  that  way:  While 
tliese  operations  are  large  they  have  been  carried  on  by  build- 
ers no  more  financially  able  than  the  builders  of  the  smaller 
tenements  of  ten  years  ago,  they  ha\-e  been  able  to  get  large 
loans,  and  to  sell  the  houses  readily,  often  times  from  the 
plans.  What  sells  a  house  are  the  terms.  The  easier  the  terms 
the  quicker  the  sale;  and  when  the  terms  are  not  easy  there 
is  nothing  doing  for  a  large  class  of  enterprising  gentlemen. 

"I  should  think  that  the  monetary  stringency  might  have 
the  effect  of  hardening  the  terms  of  sale  in  many  cases,  in  that 
a  larger  margin  of  equity  would  be  insisted  on.  You  can  see 
the  point,  and  what  the  consequence  would  be.  Many  specu- 
lators would  be  unable  to  buy,  or  builders  to  sell.  Buildings 
for  which  plans  were  filed  would  not  be  erected  owing  to  the 
enforced  postponement  of  financial  arrangements;  the  demand 
for  brick  would  fall  off,  and'  the  quotations  for  that  commodity 
would   tumble." 

A  report  circulated  early  in  the  week,  and  credited  to  an 
officer  in  one  of  the  title  companies,  alleged  that  they  had 
agreed  among  themselves  "to  put  a  check  on  tenement  house 
building  for  a  year."  Real  estate  authorities  do  not  ascribe 
such  great  power  and  authority  to  the  title  companies  as  this 
statement    implies,    and    are    also    willing    to    acquit    them    of 
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'having  such  a  disposition.  As  title  companies  are  actuated  by 
the  same  prudeuLial-  motives  ,as  other  lenders,  it  would  seem 
that  with  adequate  security  they  would  be  willing  to  lend  on 
an  apartment  house  as  well  as  on  a  business  building — pro- 
vided they  had  the  money  or*  could  sell  the  mortgage. 

They  are  moved  not  only  by  the  same  reasons  of  prudence 
but  also  by  like  circumstances  as  other  men,  and  presumably 
are  not  immune  from  the  money  stringency.  They  have  frankly 
stated  the  fact,  but  some  writers  persist  in  disbelieving,  and 
seem  to  look  upon  these  benign  corporations  as  the  cause  of 
the  stringency.  The  insurance  companies  are  also  suspected 
by  the  wiseacres  of  being  in  league  with  those  who  are  holding 
back  money  from  real  estate.  Tet  one  of  the  insurance  com- 
panies has  gone  into  the  business  of  loaning  money  direct  on 
real  estate. 

Except  for  the  effects  of  stringent  money,  real  e<5tate  in- 
terests continue  in  ;^  healthy  condition  in  most  parts  of  the 
city.  Such  moderation  in  trading  and  construction  in  spe:^u- 
lative  circles  that  is  not  seasonable  can  be  accounted  for  by 
the  difficulty  of  getting  money  as  readily  as  formerly.  That  a 
larger  margin  of  securily  is  asked  under  the  circumstances  is 
as  natural  as  that  a  good  number  of  builders  and  speculators 
find  it  inconvenient  to  meet  these  terms.  This  and  the  fact 
that  a  certain  type  of  construction  has  for  the  time  being  out- 
run tile  requirement  in  certain  sections — namely,  apartment 
house  building  on  upper  Washington  Heights,  in  upper  Harlem 
and  the  lower  section  of  the  East  Bronx — is  the  sum  total-  of 
the  situation. 

On  Washington  H'»ights  three  hundred  apartment  house? 
were  under  construction  at  this  time  last  year.  Two  hujidred 
of  these  have  been  turned  over.  About  one  hundred  more  are 
in  course  of  erection  at  the  present  time,  nearly  all  being  of 
the  5-sty  "walk-up"  type  designed  for  twenty  families  each,  and 
most  of  them  will  be  ready  for  occupancy  this  fall.  A  large 
number  of  vacancies  remain  in  the  houses  that  were  finished 
last  spring.  Some  houses  completed  a  year  ago  are  scantily 
tenanted.  One  row  of  five  has  no  more  than  -a  dozen  apart- 
ments occupied.  Agents  in  all  parts  of  the  Heights  are  giving 
from  two  weeks  to  one  month  free  rent,  and  in  the  new  build- 
ings every  owner  has  not  .succeeded  in  getting  the  rates  he 
expected. 

But  conditions  are  not  alike  in  every  part  of  the  Heights. 
At  Duff  &  Brown's  it  was  said  that  in  the  neighborhood  of 
145th  St  renting  is  better  than  was  expected;  in  fact,  apart- 
ments in  that  quarter  were  being  rented  very  readily,  and  on 
St.  Nicholas  av  rates  have  been  advanced  this  year.  Apart- 
ments of  six  or  more  rooms  rent  more  readily  than  small 
apartments,  and  the  opinion  was  expressed  th.at  there  would 
not  be  so  many  vacancies  in  the  new  houses  if  they  were  better 
adapted   to   family   needs. 

•  A  large  amount  of  building  is  going  on  east  of  Sth  av,  in 
144th,  145t'h  and  14Gth  sts.  The  two  squares  formerly  used 
by  the  elevateji  road  for  storage  tracks  are  being  covered  by 
various  builders.  A  leading  agent  of  the  vicinity  said  there 
was  an  apparent  overproduction  of  apartments  in  upper  Har- 
lem, but  the  Fall  renting  might  not  prove  this  to  be  so.  He 
added:  "In  reality,  there  can  be  no  overproduction  if  the  rent 
rates  are  right  for  the  people.  Many  continue  to  live  in  in- 
ferior sections  and  houses  because  they  have  not  educated 
themselves  up  to  paying  the  higher  rates  required  by  the  new- 
law  houses.  The  question  of  overproduction  is  a  difficult  one 
to  answer;  there  cannot  be  too  many  houses,  but  the  rents  can 
be  too  high  for  the  means  of  the  class  intended  to  tenant 
them." 

In  Manhattan,  south  of  110th  st  at  least,  renting  conditions 
are  normal.  High-class  apartments  are  in  strong  demand,  and 
rents  are  firmly  held  at  the  levels  fixed  in  previous  years.  Up 
to  last  Friday  there  had  been  loaned  on  real  estate  in  Man- 
hattan and  the  Bronx  this  year  $i;S(i,434,9S0,  as  against  .^478.- 
917,r>G9  in  the  corresponding  part  of  last  year;  and  the  number 
of  mortgages  filed  in  the  same  time  has  been  18,828,  as  against 
23,420  in  the  same  time  last  year.  As  in  Brooklyn  the  pace  is 
only  a  little  short  of  last  year's  in  building  construction,  it  seems 
a  fair  inference  that  the  principal  effect  of  the  stringency  in 
the  money  market  has  fallen  upon  the  cheaper  class  of  tene- 
ment house  operations  in  the  new  sections  of  Manhattan  and 
the  Bronx.  For  Washington  Heights  195  houses  have  been 
planned  this  year;  and  for  the  district  between  110th  and  159th 
sts,   Sth   av   and   the  Harlem  River,  200. 


How  a  Construction  Company  Does  Things 


The  Index  to  Volume  LXXVII.  of  the  Record  and 
Guide,  covering  the  period  between  January  1  to  June 
30.  1900,  will  be  ready  for  delivery  on  Tuesday,  August 
28.  Price  $1.  This  Index  in  its  enlarged  form  is 
now  recognised  as  indispensable  to  every  one  engaged 
or  interested  in  real  estate  and  building  operations.  It 
covers  all  transactions — deeds,  mortgages,  leases, 
auction  sales,  building  plans  filed,  etc.  Orders  for  the 
Index  should  be  sent  at  once  to  the  ofiBce  of  publication, 
14  and  IG  Vesey  St. 


THE  SHIP-BUILDING  SYSTEM  APPLIED  TO  SKYSCRAPER 
CONSTRUCTION— ORGANIZATION  AND  METHODS 
EXPLAINED. 

It  is  only  the  other  day  that  "skeleton  construction" — the 
system  of  erecting  buildings  around  and  upon  a  .steel  frame- 
work— became  an  actual  industry.  Twenty  years  ago  it  was 
unthought  of.  Little  by  little  it  has  dawned  upon  men  who 
paused  in  the  street  for  a  minute  from  day  to  day  to  observe 
the  progress  of  a  building  that  a  revolution  was  being  wrought 
in  the  oldest  craft  in  the  world.  Now  it  is  hardly  a  thing 
to  surprise  any  one  to  see  a  part  of  the  walls  in  place,  several 
stories  above  ground,  with  nothing  but  some  spindling  steel 
uprights  underne.ith  to  support  them.  A  few  years  ago  that 
very  thing  was  one  of  the  sights  of  the  town.  A  demand 
brought  into  beiiig  this  method  of  construction,  which  has  be- 
come almost  commonplace  to  the  people  who  occupy  the  build- 
ings as  they  stand  to-day.  There  are  inspiring  things  in  busi- 
ness, in  the  application  of  brains  and  toil  to  the  work  to  be 
done,  and  this  change  has  a  history  that  has  even  romantic 
aspects. 

For  hundreds  of  years  the  building  industry  had  progressed 
little,  if  at  all.  It  had  lost  ground  rather  than  gained  it,  to 
judge  by  standards  of  skill  and  efficiency.  Then  came  the  need 
of  more  stories  in  buildings.  Five  and  six  floors  on  a  lot  of 
higli  value  made  office  room  too  expensive.  The  ?kyscraper 
was  called  into  being.  To  build  it  ah  entirely  new  order  of 
ability  had  to  be  called  into  play.  The  problem  was  worked 
out  by  the  engineers,  for  to  the  old  craft  of  the  artisan  had  to 
be  added  the  knowledge  of  thf  bridge  builder  and  that  genius 
in  fitting  means  to  an  end  which  Americans  are  content  to 
describe  by  tlie  homely  word,  "gumption." 

The  modern  skyscraper,  that  structure  which,  compared  to 
the  old-fashioned  building,  is  as  the  great  ocean  liner  to  the 
s.iil  ship  of  the  olden  days,  requires  ability  in  constructional 
engineering,  mechanical  engineering,  electrical  engineering, 
sanitary  engineering,  a  complete  mastery  and  adaptation  of  the 
skill  and  knowledge  of  many  suddenly  grown  arts  and  trades 
and  their  adaptation  to  the.  new  "creature"  which  was  so  odd 
whsn  first  brought  into  being,  and  is  so  necessary  and  taken 
for  granted  in  this  year  of  civilization. 

The  great  construction  company  of  to-day  may  be  briefly 
defined  as  an  organized  body  of  engineer-contractors  composed 
of  specialists  in  the  different  lines  of  modern  building  in- 
struction. It  has  grown  gradually  in  answer  to  the  modern 
demand  that  the  different  operations  which  are  involved  in  the 
construction  of  tliat  single  thing--a  building — shall  be  con- 
ducted under  one  management,  exactly  as  the  department  stores 
have  been  developed   in   the  world  of  merchandising. 

The  idea  of  this  organization  is  no  new  thing.  In  ship 
building  it  has  been  regarded  as  impossible,  and  indeed  it  has 
been  impossible  to  construct  a  great  ocean  liner  except  by  a 
complete  organization  under  one  ownership  and  control.  And 
so  the  .ship  building  business  has  grown  under  systematic  and 
orderly  m.inagement  to  a  point  where  a  single  ship  of  to-day 
can  carry  in  one  cargo  a  greater  bulk  or  tonn.age  than  could 
ten  of  the  greatest  liners  twenty  years  back,  or  than  a  hundred 
of  fifty  years  ago. 

Ihe  difficulties  in  the  way  of  establishing  a  single  organiza- 
tion for  building  on  land  have  been  far  greater  than  those 
which  were  surmounted  in  the  case  of  ship  building,  but  the 
principle  is  the  same,  and  it  has  won,  as  it  was  bound  to  do. 

Forty  trades,  more  or  less,  are  engaged  at  one  time  or  an- 
other in  constructing  the  skyscraper.  Four  great  departments 
of  engineering  are  involved  in  the  structural  designing.  To 
bring  all  these  under  one  management,  in  the  face  of  the  op- 
position of  the  advocates  of  the  older  system  of  dividing  the 
construction  work  among  anywhere  from  a  dozen  to  the  full 
forty  independent  contractors  has  been  no  easy  task. 

Big  construction  companies  at  present  only  seek  the  work 
of  building  Cass  A  buildings,  which  are,  of  course,  only  re- 
quired on  ground  which  is  very  valuable.  Such  undertakings, 
involving  the  expenditure  of  a  large  sum  on  each  single  opera- 
tion, and  requiring,  as  they  do,  a  total  suspension  of  all  in- 
come during  their  construction,  have  dennanded  as  the  first 
essential  speed,  so  that  interest  charges  may.  be  reduced  to  the 
minimum,  and  oftentimes  so  that  the  renting  season  of  each 
year  may  be  safely  met.  The  saving  of  time  may  therefore 
be  said  to  be  a  sine  qua  non  in  the  construction  of  the  sky- 
scraper. The  older  system  was  found  to  be  a  time-saver  only 
under  conditions  where  expense  was  no  object.  It  was  in 
answer  to  the  demand  for  time-saving,  with  economy,  that  the 
present  organization  has  grown. 

How  is  it  carried  out?  To  give  an  idea  of  the  scope  of  the 
organization,  it  should  be  explained  that  the  business  is  divided 
into  three  heads,  executive,  accounting  and  legal.  The  ex- 
ecutive head  controls  seven  departments  of  (1)  construction, 
(2)  purchasing,  (3)  drafting,  (4)  civil  engineering,  designing, 
(5)  mechanical  engineering,  designing,  (G)  selling,  and  (7)  es- 
timating. Each  of  these  departments  has  its  divisions  down  to 
the  smallest  practical  detail. 

The    construction    department,    for    instance,    is    divided    -nto 
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two  main  divisions,  the  flrsi  being  tlia  superintendent's  di- 
vision, T\'hich  includes  (1)  pay-roll  work,  or  work  done  direct 
by  mechanics  employed  by  the  company,  and  embracing  four- 
teen different  lines,  which  under  the  old  system  would  mean 
fourteen  difCerent  interests  to  deal  with,  and  (2)  sub-contract 
work,  i.  e.,  work  done  by  sub-contractors.  The  second  division 
of  the  construction  department  includes  the  four  engineering 
lines  v.'ithout  whose  help  no  modern  construction  can  be  done. 
These  are  the  civil,  mechanical,  electrical  and  sanitary  engi- 
neering departments  which  are  concerned  respectively  with  the 
foiinlations  and  steel  skeletons;  the  heating  ai'.d  ventilating 
systems;  tht;  electric  lighting  plants  and  the  sanitary  systems. 
Ur.der  the  pay-roll  work  a  certain  company  in  this  city 
handles  at  different  stages  in  fhe  construction  of  a  building 
fourteen  difierent  trades.  This  employment  of  numerous  trades 
is  a  feature  of  the  management  which  has  been  found  to  be  in 
very  truth  the  open  sesame  of  a  new  order  of  things  in  the 
industrial  world,  for  almost  all  trade  disputes  and  other 
building  trade  troubles  have  been  found  to  grow  out  of 
.lealousies  arising  between  different  independent  employers'  or- 
ganizations, which  formerly  undertook  to  keep  each  department 
of  a  building  by  itself.  The  department  store  idea,  as  it  has 
been  called,  does  away  with  all  this,  for  the  very  good  reason 
that  the  employer  of  all  trades  has  no  axe  to  grind  for  one 
trade  as  against  another. 

In  division  I  there  may  be  as  many  as  fourteen  trades,  and 
the  work  under  these  heads  is  done  altogether  by  mechanics 
on  the  pay-rolls  of  the  company.  In  division  II  the  work  is 
let  to  sub-contractors  but  is  supervised  by  the  general  con- 
tracting company,  and  all  the  material  for  the  .pay-roll  work 
is  purchased  and  supplied  by  the  general  contractor. 

It  will  thus  be  seen  that  every  part  of  the  construction  of  a 
building  is  first  studied  out  beforehand,  in  the  drafting,  civil 
engineering  and  mechanical  engineering  departments.  The 
selling  department  negotiates  with  architects  and  owners  for 
the  business. 

When  the  contract  has  been  undertaken  the  superintenjents 
begin  to  mass  their  forces  at  the  work.  A  time  schedule  is 
furnished  fheni.  The  cellar  must  be  done  by  such  a  date,  the 
foundations  so  many  daj-s  later,  and  so  on  until  the  elevators 
are  running,  and  the  tenants  move  in.  The  time  schedule  is 
adhered  to  closely. 

« 

Hall  of  Records  Practically   Finished. 

The  Hall  of  Records  is  practically  finished  with  the  exception 
of  the  sculptural  groups  of  statuary  for  the  outside  of  the 
building,  the  cost  of  which  is  estimated  at  $17,000.  Twenty-five 
thousand  has  been  reserved  to  cover  the  cost  of  the  work  yet 
remaining  to  be  done,  and  with  that  exception  the  account  with 
the  John  Peirce  Company  under  Contract  No.  2  has  been  closed 
by  a  check  from  the  Comptroller,  with  the  understanding  that 
the  John  Peirce  Company  will  in  due  time  ask  for  a  final 
inspection  and  will  complete  everything  found  at  that  time  to 
be  within  the  contract. 

The  crmtract  of  John  Peirce  referred  to  is  known  as  Contract 
No.  2,  for  the  completion  of  the  new  Hall  of  Records,  and  the 
account  now  stands  as  follov/s: 

Contract    $1,959,000.00 

Mail  chutes,  authorized  Dec.  18.  1903....  $7,300.00 
Making  doors,  authorized  Jan.  24,  1904..  175.00 
Extra  plumbing,  authorized  Aug.  2,  1004.  75.00 

Air     cushions     for    elevators     authorized 

Jan.  27,  1905   19,635.00 

Re-enforcement   vestibule    walls,    author- 
ized   March    24,    1905    800.00 

Re-enforcing     basement     floor,     author- 
ized .A-pril  28,   1905    4,457.35 

32,442.35 

Total  of  contract  and  extras $1,991,442.35 

Deduction   for   plastering   omitted    .$'22, 000.00 

Deduction  for  mosaic  work  omitted 10,350.00 

• 32,350.00 

Total    liability    under    contract $1,959,092.35 


Master  Sheet  Metal  Workers. 


— The  Italians  of  thts  city  who  are  largely  employed  as  labor- 
ers in  the  buildmg  trades  and  public  worlcs,  and  some- 
times as  mechanics,  are  doing  exceedingly  well  at  present, 
judging  from  the  money  they  are  sending  home.  Millions  of 
dollars  are  annually  sent  from  America.  A  single  bank  at 
Naples  received  half  a  million  last  year  from  temporary  Italian 
residents  in  this  country.  The  general  idea  of  most  Italian 
emigrants  is  to  accumulate  something  like  a  fortune  in  the 
States  and  return  with  it  to  Italy.  The  intimacy  of  the  home 
connection  is  shown  by  the  exhibit  of  the  Bank  of  Naples, 
which,  having  advertised  that  sort  of  business  as  its  specialty, 
has  more  tlian  183,000  accounts  opened  by  Italian  emigrants 
in  the  United  States,  and  placed  to  their  credit  during  the  fiscal 
year  just  closed  more  than  $500,000.  During  the  same  period 
Italians  in  Argentina  sent  to  this  single  bank  $828,000  and  $425,- 
000  came  back  from  Brazil.  The  total  receipts  from  such 
sources  at  the  Naples  bank  were  $200,000  above  those  of  the 
year  before.     And  that  is  only  one  bank  among  dozer  e  in  Italy. 


NATIONAL  CONVENTION  RECOMMENDS  AMENDMENTS 
TO  THE  NEW  YORK  BUILDING  CODE— QUESTIONS 
CONCERNING  APPRENTICES,  QUALITY  OF  MATE- 
RIAL  AND    PRICE   SCALE. 

At  the  second  annual  convention  of  Master  Sheet  Metal 
Workers,  which  met  in  Indianapolis  Aug.  8-10,  the  following 
officers  were  elected:  President,  Edwin  L.  Seabrook,  Camden, 
N.  J.;  First  Vice-President,  Paul  L.  Biersach,  Milwaukee,  Wis.; 
Second  Vice-President,  J.  A.  Pierpoint,  Washington,  D.  C;  Third 
Vice-President,  Charles  A.  Gauss,  Indianapolis,  Ind.;  Fourth 
Vice-President,  Al.  Bourlier,  Louisville,  Ky.;  Secretary,  W.  H. 
Barnard,  Norfolk,  Va.;  Treasurer,  G.  W.  Battley,  Norfolk,  Va.; 
Trustees — W.  A.  Gallahec,  Wilmington,  Del.;  Thomas  F.  Black, 
Brooklyn,  N.  Y.;  Robert  Kain,  Cleveland,  C,  and  E.  W.  Rich- 
ards, Philadelphia,  Pa. 

President  Seabrook,  in  the  course  of  his  annual  address,  said: 

"There  is  no  finer  example  of  what  organization  among  the 
master  sheet  metal  workers  can  accomplish  than  the  results  of 
this  meeting  in  Baltimore  last  February.  If  this  association 
adopts  the  report  and  the  recommendations  therein  carried  out 
of  the  joint  committee  appointed  by  this  conference,  a  great 
work  will  have  been  accomplished  by  our  national  body  in  the 
eighteen  months  ot  its  organization.  In  order  that  the  condi- 
tions of  the  trade  might  be  made  known  at  this  convention, 
that  the  association  might  be  the  better  able  to  grasp  the  situ- 
aticn  onfronting  the  trade  in  general,  whether  members  or 
non-members,  thio  office,  about  three  months  ago,  prepared  a  set 
of  fifteen  questions  in  report  form.  These  questions  asked  for 
information  concerning  protection  given  by  the  supply  houses, 
foundries,  etc.,  to  the  trade;  if  any  effort  had  been  made  to 
secure  protection;  if  a  price  scale  for  jobbing,  repairs,  etc.,  ex- 
isted; the  labor  situation  as  regards  open  or  closed  shop;  train- 
ing, etc.,  received  by  the  apprentice;  quality  of  material.  Sug- 
gestions were  asked  as  to  how  the  National  Association  could  be 
of  more  benefit  to  local  members  and  the  trade  at  large;  also 
to  report  any  special  work  the  local  association  had  taken  up 
during  the  year. 

"The  report  blanks  were  sent,  not  only  to  our  own  local  sec- 
retaries, but  to  officers  of  locals  not  affiliated  with  this  associa- 
tion and  to  firms  not  members  of  any  local.  They  were  sent  to 
every  city  of  importance.  The  information  gathered  from  these 
reports  is  from  every  section  of  the  country.  A  large  per- 
centage of  fhe  blanks  sent  out  were  returned,  some  only  partially, 
others  fully  answering  every  question.  Many  were  accom- 
panied by  letters  giving  more  detailed  information  than  ap- 
peared on  the  blanlis.  These  reports  showed  a  condition  of 
affairs  that  sliould  not  exist  in  a  trade  so  important  as  the  sheet 
metal  business.  There  is  a  sad  lack  of  harmony  and  unity  of  . 
action  for  the  betterment  of  the  trade  in  many  localities.  Only 
in  spots  is  there  an  uplifting  infiuence  working,  and  those  spots 
are  wliere  the  eftects  of  organization  are  at  work  There  is  a 
wide  difference  in  a  report  from  a  city  having  a  well-organized 
local  and  the  city  having  none,  or  one  about  to  expire.  I  do  not 
.believe  the  trade  appreciates  the  conditioii  it  is  in.  It  needs 
an  awakening  as  to  the  possibilities  before  it.  It  has  endured 
some  evils  so  long  that  it  thinlcs  no  relief  possible. 

"This  association  at  its  beginning  took  a  very  decided  stand 
regarding  the  apprenticeship  question.  It  stands  to-day  unal- 
terably opposed  to  restricting  the  number  of  apprentices  by 
.any  labor  union  Demand  should  regulate  the  number  and  not 
an  arbitrary  rule  of  a  labor  organization.  Every  American  boy 
should  have  the  privilege  of  learning  a  trade.  No  restriction 
should  be  placed  upon  the  kind  of  work  he  should  perform  nor 
the  amount  he  should  produce;  further,  we  believe  he  should 
have  a   thorough,  systematic  training  by  the  old-time  methods. 

"The  old-time  apprentice  in  the  sheet  metal  trades,  in  most 
instances,  has  ceased  for  several  years.  In  very  few  cases  is 
any  attempt  made  to  give  an  apprentice  a  knowledge  of  the 
sheet  metal  trade,  nor  has  there  been  for  quite  a  number  of 
years.  Instead  of  apprentices,  a  floating  class  called  "helpers" 
have  been  employed.  These  go  from  one  shop  to  another  for  a 
year  or  two,  and  then  class  themselves  as  journeymen.  Conse- 
quently there  is  and  has  been  for  some  time  a  dearth  of  good 
mechanics.  The  employer  is  largely  to  blame  for  this  condition. 
If  the  future  is  to  have  good  mechanics  there  must  be  a  proper 
training  of  the  boys  in  the  present  day.  The  slipshod  method 
of  training  that  has  been  sown  for  years  past  Is  being  reaped  to- 
day in  slipshod  mechanics. 

"One  year  ago  this  association,  in  no  uncertain  way,  called 
the  attention  of  the  trade  to  this  condition  of  affairs,  and  we 
are  glad  to  note  that  the  situation  is  being  discussed  and  em- 
ployers are  trying  to  find  some  method  to  improve  condition  in 
this  respect. 

"Very  few  cities  report  any  effort  being  made  for  a  system- 
atic training.  Boston  frankly  says  it  has  no  apprentices.  Think 
of  it!  Where  are  the  mechanics  for  Boston  ten  years  hence  to 
come  from?  Worcester,  Mass.,  says  there  is  not  an  apprentice 
in  the  place.  Kalamazoo,  Mich.,  says  they  don't  stay  long 
enough  with  one  employer  to  learn  anything.  Pittsburgh,  Pa., 
uses  the  apprentice  where  he  will  make  the  most  money  for 
the  employer.     Findlay,  O.,  has  none — too  expensive.     The  lack 
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of  apprentices  or  any  effort  for  their  proper  training  is  tlie  rule 
and  not  an  exception.  Only  in  isolated  cases  is  the  reverse 
true. 

"There  are  iniiications,  however,  that  many  firms  are  desir- 
ous of  adopting  some  system  If  a  radical  improvement  is  to 
be  made,  three  things  are  necessary: 

"1.  That  the  apprentice  shall  be  under  the  absolute  control  of 
the  employer — i.  e.,  that  no  labor  union  shall  have  any  control 
of  him  whatever  during  his  apprenticeship.  The  labor  union 
and  the  apprentice  must  be  absolutely  separate. 

"2.  There  should  be  a  written  agreement  entered  into  between 
the  apprentice,  with  his  parent  or  guardian,  and  the  employer. 

"3.  The  employer  shall  lay  aside  weekly  or  monthly  a  certain 
sum  ol'  money  to  bo  given  the  apprentice  at  the  end  of  his 
term. 

"A  minimum  uniform  price  list  for  jobbing  repairs,  etc.,  is  a 
very  important  matter  for  the  master  sheet  metal  workers  in 
each  locality  to  consider,  and  to  be  fair  with  each  other  when  an 
agreement  of  this  kind  is  adopted.  The  following  cities  i-eport 
having  adopted  a  price  scale:  Peoria,  Philadelphia,  Camden, 
Wilmington,  Waterbury,  "Washington,  Cumberland,  Superior, 
Norfolk,  Indianapolis,  Syracuse,  Hartford,  Rochester  and  Erie. 
Out  of  the  large  number  of  reports  received,  these  few  places 
are  all  that  are  working  under  a  price  scale. 

"The  quality  of  the  material  furnished  by  the  jobber  and 
manufacturer  has  been  a  subject  much  discussed  during  the 
past  year.  The  question  was  asked  of  the  trade  at  large  if  the 
material  furnished  to-day  was  satisfactory?  Only  ten  answered 
in  the  affirmative.  All  the  others  were  very  positive  in  declar- 
ing material  received  to-day  quite  unsatisfactory,  one  city  even 
going  so  far  as  to  report  the  life  taken  out  of  copper  by  some 
of  the  processes  for  manufacturing.  There  is  only  one  con- 
clusion to  be  drawn  from  the  information  received  on  this  sub- 
ject, and  that  is,  there  is  widespread  dissatisfaction  regarding 
the  qu.'vlity  of  material  furnished  the  trade." 

RECOMMENDATION     FOR     THE     NEW     YORK     BUILDING 

CODE. 

The  following  resolutions  were  adopted: 

Whereas,  One  ^if  our  members,  William  Martin,  of  New  1  )rk, 
has  brought  to  the  attention  of  the  Building  Code  Commission 
of  that  city,  which  is  acting  with  the  Board  of  Aldermen,  some 
important  additions  to  the  regulations  in  the  public  interest  for 
safety  against  fire; 

Be  it  Resolved,  That  the  members  of  the  National  Association 
of  Master  Siieet  Metal  Workers,  assembled  in  convention  in 
Indianapolis,  do  heartily  commend  the  recommendation  that 
only  tile,  slate  and  metal  be  permitted  by  the  code  of  New 
York  City  for  roof  covering  within  its  limits;  and 

Be  it  further  Resolved,  That  this  association  as  an  expres- 
sion of  the  experience  and  best  judgment  of  its  members. does 
earnestly  ur.qe  the  Aldermen  of  New  York,  in  tlie  interest  of 
fire  protection  and  public  safety,  to  persist  in  the  incorporation 
of  these  vitally  important  regulations  into  the  building  code; 
and 

Be  it  Resolved,  That  all  the  members  of  this  association  arc 
hereby  requested  to  send  letters  to  Aldermen  Levrett  and  Grif- 
feuhagen,  of  New  York,  giving  encouragement  to  continue  their 
effort  and  giving  them  such  information  from  experience  as 
v/ill  strengthen  their  arguments  to  secure  these  public  spirited 
and  life  protective  regulations;  and 

Be  it  Resolved,  That  the  secretary  is  hereby  instructed  to  send 
copies  of  these  resolutions  to  the  Board  of  Aldermen  of  New 
York  City,  to  Aldermen  Levrett  and  Griff enhagen  and  ■  to  Mr. 
William  Martin,  to  further  the  work  in  which  they  are  engaged 
and  which  has  our  emphatic  approval;   and 

Be  it  Resolved,  That  we  hereby  congratulate  the  citizens  of 
New  York  on  the  sagacity,  progre.ssiveness  and  energy  of  its 
Aldermen  in  seeking  in  their  legislation  to  protect  lives  and 
property. 


William  C.  Fiedler  on  Newark  Real  Estate  Conditions. 

In  speaking  of  the  realty  situation  in  the  city  of  Newark, 
William  C.  Fiedler,  of  the  Fiedler  Realty  Corporation,  says: 
"The  market  is  rather  quiet,  as  many  people  who  are  interested 
in  real  estate  are  out  of  town,  but  there  are  a  great  many  in- 
quiries for  residential  propositions,  more  so  as  applied  to  the  ■ 
suburban  districts  than  close  to  the  centre  of  the  city.  There 
seems  to  be  an  extraordinary  demand  for  one  and  two-family 
houses.  People  appear  to  be  getting  away  more  and  more 
from  the  purely  speculative  propositions,  such  as  apartment 
houses,  etc.,  and  want  more  room  for  their  home  environments. 
All  classes  of  individuals  have  made  money  during  the  past 
year,  and  they  are  anxious  to  live  a  little  better  than  formerly. 

"The  increase  in  taxation  will  have  a  deteri-ent  effect  on  the 
real  estate  market  and  realty  operations  temporarily,  but  I  do 
not  think  that  it  will  affect  the  business  to  any  appreciable 
e.\ent. 

"The  majority  of  inquiries  are  of  the  'shopping'  class,  as 
people  making  them  are  looking  around  to  see  where  they  can 
settle  advantageously  and  permanently  before  investing.  I 
believe  that  the  fall  season  will  produce  even  better  conditions 
in  the  real  estate  market  than  we  have  had  formerly  for  the 
reason   that  general   business   continues   to  be  of   large   volume. 


manufacturing  and  industrial  conditions  are  more  staple  than 
they  have  been  for  years  and  the  improvements  which  have 
been  made  by  riiany  manufacturing  plants  together  with  the 
location  here  during  the  past  few  months  of  several  large  con- 
cerns is  constantly  bringing  people  to  the  city,  while  the  con- 
gested conditions  of  New  York  City  and  Brooklyn  are  forcing 
people  to  seek  spacious  homes  elsewhere,  the  preference  being 
giv;n  to  northern  New  Jersey.  Newark  is  and  has  for 
some  time  been  feeling  the  greatest  influx  of  population  of  any 
other  town  in  this  vicinity. 

"Right  now,  however,  the  midsummer  dullness  is  on  while 
many  people  are  away  on  their  vacations,  but  the  real  estate 
market  ie  in  that  condition  which  presages  important  develop- 
ments in  the  fall." 

* ■ - 

Timber  Regulations  to  be  Changed. 

WHEN  the  business  of  revising  the  Building  Code  Is  se- 
riously attacked,  as  it  will  not  be  until  Fall,  one  of  the 
provisions  that  will  be  proposed  by  the  Building  Department 
will  relate  to  the  sizes  and  qualities  of  timber.  The  regulations 
under  this  head  tiave  been  indefinite,  and  Superintendent  Mur- 
phy has  been  on  the  verge  recently  of  issuing  a  new  rule  with 
the  object  of  bringing  building  practice  more  in  conforrr^lty  with 
current   requirements. 

The  limits  of  extreme  fiber  stress  (bending)  for  wood  beams 
as  fixed  by  local  custom  is  alleged  by  the  department  to  be  too 
low  for  safe  carrying  capacity  under  present  conditions.  The 
working  stress  stipulated  in  the  present -code  for  yellow  pine 
is  1,200  lbs.  per  sq.  in.  of  sectional  area,  and  800  lbs.  for  spruce; 
but  the  rule  actually  enforced  is  the  one  which  obtained  back 
in  Superintendent  Brady's  time,  and  sets  a  much  lower  limit; 
and  the  department  proposes  to  raise  the  requirement  for  yel- 
low pine  to  2.475  lbs.  for  yellow  pine  and  2,025  lbs.  for  spruce. 

Meanwhile,  Superintendent  Murphy  proposed  promulgating  a 
rule  for  the  sizes  and  quality  of  timber  which,  while  raising 
the  line  of  safety,  would  not,  at  this  time,  fix  so  high  a  standard 
as  It  is  ultimately  intended  to  graft  into  the  new  code.  This 
rule  would  have  limited  the  spans  of  wood  beams  in  buildings 
as  follows: 

, Span  in  feet. v 

Spruce.  Yellow  Pine. 

3x  S-ln.,  10  ins.   on   centers 18  20 

3x  S-in.,    12   ins.   on   centers 20  23 

4x  8-in.,   IC  ins.   on  centers 21  23 

4x  S-in.,   12   ins.   on   centers 24  26 

3x  9-in.,   10  ins.   on  centers 20  22 

3x  9-in.,   12   ins.   on   centers 23  26 

3xl0-In.,   10  ins,   on  centers 23  25 

3xl0-in.,   12   ins.   on   centers 26  — 

This  and  another  rule  refusing  to  recognize  short  leaf  pine  as 
the  kind  of  yellow  pine  referred  to  in  the  code  are  both  held  In 
abeyance. 

Regarding  the  exclusion  of  short  leaf  pine,  the  lumber  trade 
is  much  stirred  up.  A  committee  from  the  New  York  Lumber 
Trade  Association,  with  Mr.  John  F.  Steeves  as  chairman,  wait- 
ed on  Superintendent  Murphy  and  has  used  every  effort  to  have 
the  operation  of  this  rule  delayed  until  such  time  as  the  present 
stock  could  be  dl.sposed  of.  The  superintendent  has  apparently 
acquiesced  in  this. 

But  he  informed  the  committee  that  some  time  this  Fall  the 
Board  of  Aldermen  would  appoint  a  new  code  committee,  and 
that  in  his  opinion  that  code  would  provide  absolutely  for  the 
abolishment  of  short  leaf  pine  in  building  construction  in  this 
market.      This   is  fair  warning   to   lumber   dealers. 

Superintendent  Murphy,  as  a  practical  builder,  knows  that  the 
yards  in  this  city  have  to  stock  up  in  advance  to  meet  demands 
based  on  the  rules  of  his  department  as  to  sizes  and  character 
of  lumber  which  can  be  used,  and  he  does  not,  therefore,  wish 
to  be  hard  on  them. 

The  following  notice  has  been  received: 

"Owing  to  the  present  depressed  condition  of  the  lumber 
market  and  the  action  of  Commissioner  of  Buildings  for  Greater 
New  York,  prohibiting  the  use  of  short  leaf  pine  of  certain  di- 
mensions for  building  purposes  in  that  territory,  without  dis- 
tinction between  the  quality  of  Virginia  pine  and  South  Caro- 
lina and  Georgia  short  leaf,  we,  the  undersigned,  manufactur- 
ers and  dealers  in  short  leaf  lumber  from  the  port  of  Charles- 
ton, agree  that  on  and  after  this  date  we  will  not  accept  any 
orders  for  shipment  for  a  period  of  ninety  days.  It  Is  further 
agreed  that  all  unfilled  contracts  shall  be  completed  and  shipped 
and  the  mills  be  shut  down  for  a  period  as  above  stated. 

J.    R.    STOKES    LUMBER    CO., 

H.  A.  Moloney. 
B.  I.  SIMMONS, 
ANDERSON  LUMBER  CO.. 

R.   Maxwell   Anderson.   Pres. 
HALSEY   LUMBER  CO., 

A.  O.  Halsey,  Pres.  and  Treas. 
JAMES  S.   SIMMONS. 
J.    D.    ACKERMAN   &  BRO." 

The  above  is  self-explanatory  and  shows  how  far-reaching  the 
action  of  the  Building  Department  may  be. 
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Building  Operations. 


Another  Reinforced  Concrete  Garage. 

82D  ST. — The  Noithea.stern  Construction  Co.,  Fuller  Bldg., 
has  obtained  the  general  contract  to  build  for  the  Louis  Berg- 
hardt  Mills  Co.,  at  211-21.3  West  82d  st,  a  3-sty  reinforced  con- 
crete garage  building,  50x100  ft.,  from  the  plans  of  Clement  B. 
Brun,   1  Madison  av.     No  sub-contracts  have  yet  been  let. 


Astor  property,  at  Broadway,  southeast  corner  ■12d  st.  Clinton 
&  Russell  were  architects  for  Mr.  Astor  in. previous  operations. 
It  was  stated  at  their  office  this  week  that  no  plans  for  the  new 
building  have  been  drawn. 


Pease  Piano  Co.,  to  Build  Factory. 

WHITLOCK  AV. — Rouse  &  Sloan.  11  West  -lod  st,  have  been 
commissioned  to  prepare  plans  for  a  5-sty  brick  piano  factory 
to  be  situated  125  ft.  fronting  on  Whitlock  av  and  100  ft.  on 
15Gth  st,  the  Bronx,  for  the  Pease  Piano  Co.,  of  128  West  42d 
st,  to  .cost  about  $G5,00t).  The  architects  w-ill  be  ready  for 
estimates  in  about   three  weeks.     No  contract  let. 


Geo.  A.  Fuller  Co.,  to  Build  Wasbiington  Theatre. 

The  Geo.  A.  Fulier  Co.,  Fuller  Building,  lias  received  the 
general  contract  to  build  on  9th  st,  Wa.shington,  D.  C,  on  the 
site  recently  purchased  by  Weber  &  Rush,  of  New  York,  a  3-sty 
fireproof  theatre  building.  80x200  ft.,  steel  frame  and  concrete, 
with  a  stone  and  ornamental  terra  cotta  exterior,  to  cost  about 
$200,000.  J.  B.  McElfatrick  ,t  Son,  1402  Broadway,  are  the 
architects. 


Mansion  for  Percy  Rockefeller. 

William  G.  Rockefeller,  20  Broadway,  Manhattan,  is  to  erect 
a  .$500.0110  residence  for  his  son,  Percy  Rockefeller,  on  his  prop- 
.  erty  at  Greenwich,  Ct.  A  house  built  75  years  ago,  immediately 
opposite,  was  recently  remodeled  at  a  cost  of  about  $100,000. 
The  plans  for  John  D.  Rockefeller's  mansion  at  Pocantico  Hills, 
now  under  way,  and  estimated  to  cost  $.500,000,  were  drawn  by 
Messrs.  Delano  &  Aldrich,  of  4  East  39th  st. 


The  Bohemian  Workingmen's  Home. 

72D  ST. — Henry  Fouchaux.  Broadway  and  102d  st,  has  been 
commissioned  to  design  the  plans  for  the  new  G-sty  fireproof 
tiome,  to  contain  a  gymnasium  and  living  apartments  for  the 
Bohemian  Workingmen's  Gymnastic  Association,  321  East  73d 
st,  to  be  erected  on  a  plot  of  six  lots,  75x204.4  ft.,  running 
through  from  72d  to  73d  st,  323  ft.  east  of  Av  A.  No  contract 
has  yet  been  awarded.     (See  issue  of  June  30,  1906.) 


Contract  for  42d  St.  Terminal  Station. 

42D  ST. — The  general  contract  for  the  Railroad  Terminal 
to  be  erected  at  the  foot  of  West  42d  st,  by  the  New  York  Cen- 
tral &  Hudson  River  Railroad  Co.,  has  just  been  issued  to  the 
Hedden  Construction  Co.,  1  Madison  av.  D.  R.  Collins,  335 
Madison  av,  is  architect.  No  sub-contracts  have  .  yet  been 
awarded.  The  building  is  to  be  of  concrete,  steel  and  brick, 
'  1-sty,  -200x200  ft.,  with  a  receiving  shed  2-stys,  50xl'2.'j  ft.,  and 
a  pier  80x700  ft. 


The  New  Brooklyn  Academy  of  Music. 

LAFAYETTE  AV. — Herts  &  Tallant.  of  32  East  2Sth  st, 
Manhattan,  are  now  taking  figures  on  the  general  contract  for 
the  new  Brooklyn  Academy  of  Music,  which  is  to  be  erected  on 
Lafayette  av,  extending  from  Ashland  pi  to  Felix  st,  Brooklyn. 
As  planned,  it  will  contain  an  auditorium  with  a  seating  capac- 
ity equal  to  the  Metropolitan  Opera  House.  Its  concert  hall 
•will  seat  1,500,  and  measure  40x125  ft.  It  will  also  contain  a 
large  lecture  hall  and  classrooms,  which  will  be  used  by  the 
Brooklyn  Institute  of  Arts  and  Sciences.  (See  issue  of  July  15, 
1905.) 


Frank  B.  Gilbreth  Gets  Large  Contract. 

The  contract  for  building  the  largest  paper  mill  in  the  United 
States  has  been  awarded  t9  Frank  B.  Gilbreth,  of  34  West 
26fh  st.  New  York,  by  the  Champion  Coated  Paper  C;.--  of  Ham- 
ilton, O.  This  mill  Is  on  the  Great  Miami  River  at  riamilton, 
O.,  and  is  over  a  quarter  of  a  mile  in  length.  The  wor'K  consists 
of  brick  and  reinforced  concrete.  The  same  owner,  engineer  and 
contractor  has  also  in  process  of  construction  the  largest  pulp 
and  fiber  mill  in  the  world  at  Canton,  N.  C.  The  Canton  mills, 
when  completed,  will  cover  twelve  acres  of  ground.  They  will 
furnish  all   the  pulp  required  for  the  Hamilton,  O.,  mill. 


Another  Astor  Hotel  Rumored.' 

TIMES  SQ. — Reports  have  it  that  William  Waldorf  Astor 
will  soon  erect  in  Times  sq  another  hotel  to  cover  the  w-esterly 
block  front  from  43d  to  44th  sts,  immediately  south  of  the 
Hotel  Astor.  '  It  has  already  been  proposed  to  enlarge  the 
present  Hotel  Astor  at  44th  and  45th  sts  to  nearly  twice  its 
present  size  by  adding  100  ft.  in  both  streets,  increasing  tlie 
plot  from  -200x100  ft.  to  200x200  ft.  Hotel  Astor  was  built 
about  two  years  ago.  and  that  it  has  been  necessiry  so  soon 
to  devise  means  for  enlarging  its  accommodations  with  now 
tlie  probability  of  another  hotel  adjoining,  to  be  built  by  the 
same  owner,  is  a  very  interesting  and  remarkable  fact,  and 
more  so  that  these  improvements  will  be  almost  coincidental 
with   the  opening  of  the   neighboring  Knickerbocker  Hotel,   also 


Apartments,  Flats  and  Tenements. 

137TH  ST. — L.  F.  J.  Weiher  is  preparing  plans  for  a  5-sty 
apartment  house,  50x100,  to  be  erected  by  Mulligan  &  Tieinan 
on  the  south  side  of  137th  st,  255  ft.  east  of  St.  Ann's  av,  at  an 
estimated  cost  of  $50,000. 

BEDFORD  ST. — Vincenzo  Buscerni.  707  East  183d  st,  will 
build  on  the  northwest  corner  of  Bedford  and  Downing  sts,  2 
6-sty  flats,  45x79.7  ft.,  to  cost  $100,000.  J.  C.  Cocker,  103  East 
l"25th  st,  is  making  plans. 

CARMINE  ST. — On  the  southeast  corner  of  Carmine  and 
Bedford  sts,  Harry  A.  Thorn,  110  Nassau  st,  will  erect  a  6-sty 
30-family  tenement.  .59.9x87.7.  to  cost  $60,000.  Chas.  M.  Straub, 
122'  Bowery,   is  making  plan.=!. 

RIVERSIDE  DRIVE;— The  George  W.  Levy  Co.  will  erect  at 
the  northeast  corner  of  Riverside  Drive  and  95th  st  a  6-sty 
apartment  house,  from  plans  by  Schwartz  &  Gross,  35  West  21st 
St.     The  estimated  cost  is  $200,000. 

BROADWAY. — Times  Realty  Co.,  25  East  99th  st,  will  build 
on  the  northwest  corner  of  Broadway  and  136th  st,  a  G-sty  39- 
family  fiat,  99.11x87x90  ft,  to  cost  $1'25,000.  Neville  &  Bagge, 
217  West  125th  st,  are  making  plans. 

1S4TH  ST. — Neville  &  Bagge,  217  West  125th  st,  have  plans 
under  way  for  2  6-sty  21-family  fiats,  50x87.9,  for  William  J. 
Casey,  1949  7th  av,  to  be  erected  on  the  south  side  of  184th  st, 
100  ft.  north  of  St.  Nicholas  av,  to  cost  $120,000. 


Dwellings. 

50TH  ST.— Hoppin,  Koen  &  Huntington,  244  5th  av,  have 
plans  ready  for  $35,000  worth  of  improvements  to  the  4-sty 
dwelling,  23  West  50th  st,  for  H.  R.  Winthrop,  1'20  Broadway. 
No  contract  let. 

Theodore  C.  Visscher,  425  5th  av,  Manhattan,  has  completed 
plans,  and  Thomas  J.  Reid  &  Co.,  of  New  Rochelle,  N.  Y.,  has 
the  contract  to  build  a  large  stone  and  stucco  residence  at 
Mamaroneck,   N.   Y.,  for  Mr.   Frank   Mahler. 


Hotels. 

It  is  reported  that  Louis  Sherry.  5th  av  and  44th  st,  Man- 
hattan, Vk-ill  erect  a  4-sty  hotel  building,  200x100  ft.,  at  Na*- 
ragansett  Pier,  R.  I.,  at  a  cost  of  $250.0',K).  Further  particulars 
will  be  given  in  later  issues. 

Bids  are  asked  until  Aug.  27  by  Price  &  McLanahan,  1024 
Walnut  st,  Philadelphia,  Pa.,  for  the  erection  of  a  hotel  to 
replace  the  Hotel  Traymore,  owned  by  Josiah  White,  at  At- 
lantic City,  N.  J.;  9-sty  reinforced  concrete.  Estimated  cost, 
$700,000.  ^ 


Stables. 

PACIFIC  ST. — The  National  Biscuit  Co..  409  West  15th  st,  is 
^taking  bids  on  a  2-sty  stable,   100x105  ft.,   to  be  erected  on  Pa- 
cific  st,   near  Classon   av,   Brooklyn,   from   plans   by   A.   G.   Zim- 
merman, Chicago,  III.     No  contracts  let. 

3GTH  ST. — Plans  are  ready  for  figures  on  the  general  contract 
by  Buchman  &  Fox,  11  East  59th  st,  for  the  G-sty  stable  build- 
ing which  the  Ludin  Realty  Co.,  '259  West  34th  st,  is  to  erect 
at  36th  st  and  10th  av.    No  contracts  let. 


Alterations. 

104TH  ST. — Oscar  Lowinson,  18-20  East  42d  st,  has  plans 
ready  for  JIO.OOO  worth  of  alterations  to  114-116  West  104th  st, 
for  Jacob  Neadle,  59  William  st.    No  contract  let. 
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Miscellaneous. 

Messrs.  Stern  &  Silverman,  005  Land  Title  Bldg.,  Pliiladelphia, 
Pa.,  are  preparing  plans  for  an  electric  railway  power  liouse  to 
be  erected  at  Elizabetliport,  N.  J.,  £or  the  New  Jersey  Short 
Line  Railroad  Co. 

49TH  ST.— The  Vacuum  Cle.aner  Co.,  -427  5th  av,  will  build  on 
a  plot  of  75x300  ft.,  at  404-408  East  49th  st,  a  business  building 
for  its  own  occupancy.  They  state  that  no  plans  have  been 
drawn  or  contracts  let. 

Nathan  Myers,  238  Washington  st,  Newarli,  N.  J.,  is  taliing 
estimates  on  separate  contracts  for  an  addition  to  the  factory  of 
Belgian-American  Fur  Cutting  Co.,  at  Springfield  av  and  Ma.g- 
nolia  st,  Newark.     No  contracts  let. 

BROOK  AV. — James  S.  Maher,  1267  Broadway,  owner,  archi- 
tect and  builder,  is  preparing  plans  for  a  3-sty  warehouse,  -lOx 
130  ft.,  to  be  erected  on  Brook  av,  50  ft.  north  of  Rose  st, 
Bronx.     Nelson  Morris  &  Co.  are  the  lessees. 

OLIVER  PLACE.— Hugo  Kafka  &  Son,  34  West  26th  st,  are 
making  plans  for  a  3-sty  reinforced  concrete  building,  64x100 
ft.,  for  the  Edison  Co.,  55  Duane  st,  to  be  erected  on  the  north- 
east corner  of  Oliver  Place  and  Decatur  av,   the  Brijnx. 

The  Common  Council  of  Orange,  N.  J.,  has  decided  upon  the 
erection  of  a  municipal  electric  plant.  Complete  plans  and 
specifl':!ations  will  be  submitted  in  September,  and  bids  for  th<j 
work  will  be  advertised  for,  to  be  received  about  Sept.  20.  This 
will  make  Orange  the  first  city  in  New  Jersey  to  erect  a  mu- 
nicipal lighting  plant. 


to  be  erected  at  Bloomfield  and  13th  sts,  that  city.  No  contracts 
let. 

69TH  ST. — No  contract  has  yet  been  awarded  for  a  2-sty 
side  extension,  18x100.5  ft,  new  plumbing,  hot  water  heating, 
stairs,  etc.,  to  the  3-sty  garage  building  of  Col.  F.  H.  Ray,  111 
Broadway,  at  No.  203  West  09th  st.  Jay  H.  Morgan.  Fuller 
Bldg.,  is  architect.     The  estimated  cost  is  $20,000 

PARK  AV. — William  A.  Boring,  32  Broadway,  is  still  taking 
estimates  on  the  12-sty  fireproof  apartment  house,  57x100  ft., 
which  the  Five  Hundred  and  Forty  Park  Avenue  Co.,  52  Wil- 
liam st,  is  to  build  on  the  northwest  corner  of  Park-av  and  Olst 
st,  at  a  cost  of  $350,000.     (See  issue  of  Aug.  11,  1906.) 

The  Hudson  Realty  Co.,  135  Broadway,  is  about  to  let  con- 
tracts (or  grading  the  property  Icnown  as  the  Bowne  tract  on 
Bai'side  av.  Flushing.  Tliey  will  lay  cerrfent  sidewalks  and  curb 
the  property.  The  land  known  as  the  Hyatt  property  on  Fisk 
av,  Winfield,  Long  Island,  will  also  be  improved;  contracts  for 
similar  work  will  be  let. 


Estimates  Receivable. 

Messrs.  Lord  &  Hewlett,  12  East  23d  st,  Manhattan,  are 
taking  estimates  on  a  service  building  for  the  Nassau  Hospital, 
'to  be  erected  at  Nassau,  L.  I. 

FLUSHING  AV.— Charles  H.  Caldwell,  160  5th  av,  is  now 
taking  figures  on  the  general  contract  for  the  new  Union  Bank 
Building,  44  Court  st,  to  be  erected  at  Flushing  and  Washing- 
ton avs,  Brooklyn.     No  contracts  let;  2-stys,  50x100  ft. 

Grpsvenor  Atterbury,  20  West  43d  st,  Manhattan,  is  taking 
figures  on  general  contract  for  a  5-sty  apartment  house,  S0x20<' 
ft.,  for  the  Hoboken  Land  &   Improvement  Co.,   Hoboken,  N.  J.. 


Contracts  Awarded. 

Contract  for  the  Ingleside  sewage  system.  Long  Island  City, 
has  been  let  to  P.  J.  Murray  &  Co.,  215  Montague  st,  Brooklyn, 
at  ?190.816. 

J.  K.  Ryan,  of  -Manhattan,  has  received  a  ?400,000  contract 
from  the  N.  Y.,  N.  H.  &  H.  R.  R.  Co.  for  grade  crossing  work 
on  the  Midland  Division,  Boston,   Mass. 

The  Aqueduct  Commission  on  Tuesday  awarded  to  Mallory  & 
Co.,  North  15th  st,  Brooklyn,  at  their  bid  of  $3,028,853,  the  con- 
tract  to  build  the  Croton  Falls  Reservoir. 

William  Burnett,  320  5th  av,  Manhattan,  has  received  the 
contract  to  build  for  the  Poughkeepsie  Trust  Co.,  at  Pough- 
keepsie,  N.  T.,  a  5-sty  bank  building,  to  cost  .$300,000. 

FURMAN  ST. — Chas.  H.  Peckworth,  415  Hudson  st,  has  ob- 
tained the  general  contract  to  build  the  two  pumping  stations 
at  Furman  and  Joralemon  sts,  and  St.  Edwards  and  Willoughby 
sis,  Brooklyn,  for  the  c!tj'. 

The  South  Norwalk  Water  Commissioners  have  awarded  con- 
tract  for   construction   of   the   city   filter   to    the   Bunting   Con- 
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struction  Co..  Platiron  Building.  New  York.  An  appropriation 
of  .i;iO().(»(K)  has  been  made. 

17TH  ST.— Joseph  Duffy,  loO  East  23d  st,  has  received  the 
plumbing  cnntract  for  extensive  improvenif-nts  to  the  -l-sty 
building,  309  East  17th  st,  for  Charles  F.  Murphy.  .30")  East  17th 
St,  from  plans  by  Edward  A.   Meyers,   1  Union  sq. 

MADISON  AV.— Watt  &  Sinclair,  245  West  28th  st,  have  re- 
ceived the  contract  for  improvements  to  the  10-sty  apartment 
house,  500  Madison  av,  for  tlie  Berltshire  Apartment  Associa- 
tion, from  plans  by  E.  S.  Hewitt,  3  West  29th  St. 

C9TH  ST. — William  Crawford,  5  East  42d  st,  has  obtained  the 
general  contract  for  remodeling  the  4-sty  dwelling,  13  East 
69th  st,  for  Mrs.  John  W.  Minturn,  22  Washington  sq,  to  cost 
$50,000.  Hoppin,  Koen  &  Huntington,  241  5th  av,  are  the  archi- 
tects. 

51ST  ST. — Wakeham  &  Miller,  1133  Broadway,  have  obtained 
the  general  contract  for  $10,000  worth  of  improvements  to  the 
2-sty  stable,  ll.j  West  51st  st,  for  Mrs.  G.  E.  Dodge,  27  West 
57th  st,  from  plans  by  G.  E.  Harney  and  W.  S.  Purdy.  320 
5th  av. 

MADISON  AV. — John  K.  Turton,  1133  Broadway,  has  re- 
ceived the  general  contract  for  exten.sive  alterations  and  addi- 
tions to  the  three  dwellings  Nos,  309-311  Madison  av  for  the 
Mortgage  Security  Co.,  193  Broadway,  from  plans  by  S.  E. 
Gage,  1  Union  sq.  The  buildings  will  be  altered  for  business 
purposes. 

AMSTERDAM  AV.— John  T.  Brady  &  Co.,  4  East.42d  st,  have 
received  the  general  contract  to  build  the  6-sty  apartment 
house,  50.2x90  ft.,  at  153-155  A.msterdam  av,  to  cost  ifoO.OOO 
The  plumbing  work  has  been  let  to  P.  F.  Kenny,  of  2291  Broad- 
way. George  A.  Branigan,  Kent,  O.,  is  owner,  and  M.  V.  B. 
Ferdon,  2291   Broadway,  architect. 

145TH  ST. — Deisler  &  Stevenson,  1135  Broadway,  have  ob- 
tained the  .general  contract  to  build  the  l-sty  and  basement 
store  building,  100x80  ft.,  on  145th  st,  east  of  8th  av,  for  Henry 
Morgenthau  Co.,  20  Nassau  st.  from  plans  by  Buchman  &  Fox, 
Jl  Ea.-Jt  59th  St.  The  general  contractors  have  awarded  the 
steel  and  iron  work  to  the  Cooper  Iron  Works,  1  Madis^on  av. 


Bids  Opened. 

The  lowest  bid  received  by  John  W.  Brennan,  president  board 
trustees,  Bellevue  and  Allied  Hospitals,  for  excavating,  sodding 
and  general  work  in  laying  out  grounds  at  the  new  Harlem  hos- 
pital,  was   received   from  Kelly   &   Kelley,   at   $20,820. 


BUILDING      NOTES 


Contracts  will  soon  be  given  out  for  the  construction  of  a 
new  steamer  for  the  People's  Line,  which  w-ill  be  a  mate  for 
the  C.  W.   Morse. 

M.  Simon,  499  Broadway,  guarantees  the  highest  prices  paid, 
and  a  quick  and  careful  removal  of  old  buildings.  His  telephone 
number  is  3835  Spring. 

Cedar  shingle  supplies  have  become  exceedingly  short.  Only 
small  quantities  are  available  for  anything  like  prompt  ship- 
ment to  dealers.     Bujers  in  interest  should  act  immediately. 

The  demand  for  men  in  the  painting  industry,  at  the  present 
time,  is  remarkable;  every  man  that  wants  to  work  can  get 
employment,  and  with  the  continued  present  state  of  affairs  a 
remarkably  busy  fall  is  looked  forward  to  by  all. 

Fifteen  2-sty  dwellings  constitute  an  Interesting  and  in- 
imitable improvement  which  the  West  Farms  Building  Co.  con- 
templates for  College  av,  south  of  170th  st.  There  is  no  diffi- 
culty in  getting  loans  for  houses  like  these,  nor  purchasers. 

A  stained  glass  window,  originally  installed  in  the  Church  of 
St.  Mary  the  Virgin,  Hadley,  England,  which  is  appraised  at 
$2,000,  and  said  to  be  500  years  old,  has  been  sent  as  a  gift  to 
the  Episcopal  Parish  at  Chappaqua,  N.  Y.  Art  connoisseui-s  pro- 
nounce it  an  excellent  example  of  fourteenth  century  glass 
work. 

C.  O.  Mailloux,  consulting  engineer,  7G  William  st,  recently 
returned  from  Europe  where  he  represented  the  American  In- 
stitute of  Electrical  Engineers  at  the  International  Congress 
of  Electrical  Engineers,  which  was  held  in  London  last  month. 
Mr.  Mailloux  also  attended  the  Universal  Exposition,  at  Milan, 
Italy. 

The  most  important  recent  event  in  labor  matters  was  the 
settlement  of  the  six  weeks'  strike  of  the  Journeymen  Plumbers 
and  Gasfitters  of  Local  No.  1,  who  decided  to  affiliate  them- 
selves with  the  United  Association  and  to  wait  until  Oct.  1  for 
the  25-cent  increase  in  pay  asked  for.  This,  by  results  shown 
by  a  secret  ballot,  was  met  with  satisfaction  by  all  concerned. 

A  book  on  Concrete  and  Reinforced  Concrete  Construction, 
containing  about  700  pages,  with  200  pages  devoted  to  building 
construction,  is  being  written  by  Mr.  Homer  A.  Reed,  Assoc. 
M.  Am.  Soc.  C.  E.  and  Assistant  Engineer  in  the  Bureau  of 
Buildings,   Manhattan.     This  book  will   be   more  profusely  illus- 


trated than  any  book  on  concrete  or  reinforced  concrete  yet 
published.     It  will  be  ready  for  sale  some  time  in  September. 

The  Foundation  Co.,  35  Nassau  st,  which  has  the  contract 
for  the  foundations  of  the  new  United  States  Realty  Building, 
at  Broadway  and  Cedar  st,  has  made  a  record  .for  speed  in 
caisson  foundation  work,  of  the  completion  in  GO  days  of  87 
caissons,  75  ft.  deep.  A  previous  record,  made  by  the  com- 
pany on  the  foundations  for  the  present  Trinity  Building,  was 
the  sinking  of  50  caissons  in  51  days.  The  87  caissons  for  the 
United  States  Realty  Building  cost  about  $0,000  each. 

It  will  be  a  couple  of,  months  yet  before  the  Pennsylvania 
terminal  work  will  be  ready  for  active  operations  by  the  gen- 
eral contractor,  the  George  A.  Fuller  Co.  The  list  of  engage- 
ments of  this  company  is  the  most  considerable  in  the  history 
of  the  city.  On  the  new  premises  of  the  United  Realty  Co.,  115 
Broadway,  and  the  addition  to  the  Trinity  Bldg.,  the  foundation 
work  has  been  so  rapidly  put  down  that  the  work  will  be'ready 
for  the  structural  ir)n  in  the  course  of  a  week.  Work  on 
the  Plaza  Hotel  is  now  proceeding  without  any  more  difficulty 
with  strik'irs. 

The  Phoenix  Bridge  Co.,  of  Phoenixvilie,  Pa.,  has  agreed  to 
supply  Ryan  &  Parker  with  the  42,000  tons  of  steel  necessary  for 
the  completion  of  the  bridge.  This  company  has  supplied  the 
material  for  elevated  railroads  in  Greater  New  York  on  both 
sides  of  the  East  River,  and  is  supplying  the  steel  for  the  can- 
tilever bridge  that  will  span  the  St.  Lawrence  at  Quebec,  the 
biggest  bridge  of  its  kind  in  the  world.  The  Bridge  Commis- 
sioner sai(^  this  week  that  he  had  every  confidence  in  the 
Phoenix  Company  and  in  the  contractors.  "Barring  strikes,  I 
should  walk  over  the  new  bridge  before  my  term  of  office  ex- 
pires," said  Mr.  Stevenson. 

During  some  weeks  there  has  been  a  decided  decrease  in  the 
amount  of  new  building  going  on  in  Manhattan  and  the  Bronx, 
and  architects  report  not  so  large  a  number  of  plans  under  way 
as  during  the  months  of  May,  June  and  even  July.  Tire  turn 
that  lias  been  taken  is  not  surprising,  for  the  building  situation 
all  through  these  summer  months  has  been  indeed  remarkable. 
This  is  usually  the  dull  season  with  architects,  and  many  ex- 
pect that  as  soon  as  the  vacation  period  is  over  plans  for  many 
new  buildings  will  be  called  for.  In  most  cases  architects  are 
busy  completing  work  which  has  been  started,  while  a  number 
report  quite  a  little  new  building  coming  for  propositions  which 
it  .is  expected  to  complete  in  the  fall  season.  During  the  sum- 
mer months  a  few  high  priced  one-family  residences  were 
erected,  but  they  are  only  for  the  occupancy  of  their  owners 
or  for  rent  to  a  certain  class,  a  very  limited  one,  who  can  afford 
to  pay  the  high   rental  charged. 

John  H.  O'Brien,  Fire  Commissioner,  has  asked  for  an  appro- 
priation of  $7,979,778  for  next  year,  an  increase  of  about  $1,000,- 
000.  Much  of  this  increase,  Commissioner  O'Brien  says,  is  re- 
quired for  Brooklyn  and  CJueens.  He  wants  to  add  five  com- 
panies to  the  Brooklyn  service  and  replace  the  volunteer  service 
in  Queens  with  paid  companies.  Commissioner  of  Water  Sup- 
ply, Gas  and  Electricity  William  B.  Ellison  also  asks  for  $6,020,- 
391,  an  increase  of  more  than  $1,000,000,  to  increase  the  size  of 
the  staff  of  water  registers  and  increase  the  salaries  of  the  dep- 
uty commissioners  each  from  $4,000  to  $5,000.  The  Commis- 
sioner of  Parks  has  submitted  his  estimate  for  1907  as  follows: 
Manhattan  and  Richmond,  $1,933,771.01;  Bronx,  .$934,987; 
Queens  and  Brooklyn,  $1,093,10].'25,  and  $27,800  for  Board  ex- 
penses, a  total  of  $3,989,659.26.  Among  the  estimates  are;  Man- 
hattan and  Riclimond — Maintenance  of  museums,  $448,368.99; 
Aquarium,  $45,000;  Zoological  department,  $33, .520;  Harlem  River 
Drive,  32,175;  care  of  Grant's  Tomb,  $5,000;  ambulance  service 
in  Central  Park',  $2,500;  Jumel  Mansion  maintenance,  $10,000. 
The  Bronx — Botanical  Gardens,  $97,100;  Zoological  Park,  $154,- 
.57-> 


Court  House  Too  Gay. 

The  Municipal  Art  Commission,  to  whom  the  plans  for  the 
new  Queens  County  Court  House  were  submitted,  have  re- 
fused to  approve  them,  giving  as  their  reason  that  it  has  too 
many  styles  of  architecture  and   too   much   coloring. 

The  plans  were  prepared  by  Pietro  Coco,  a  resident  of  Queens, 
with  offices  in  Manhattan.  They  were  authorized  by  Borough 
President  Bermel  and  met  with  his  approval  and  it  was  hoped 
that  work  could  soon  begin  on  the  new  structure. 

Now,  however,  the  matter  will  have  to  be  deferred  for 
awhile,  as  the  law  requires  that  plans  for  all  public  buildings 
must  be  approved  by  the  Art  Commission. 

President  Bermel,  when  asked  about  the  action  of  the  com- 
mission, said: 

"The  design  was  acLuall.v  too  handsome.  That  is  the  whole 
reason.     It  was  too  beautiful." 

The  commission's  criticism  of  the  new  $300,000  building 
which  it  is  proposed  to  erect  on  the  site  of  the  ruins  of  the  old 
court  house  which  was  almost  totally  destroyed  by  fire  three 
years  ago,  is  that  it  contains  too  many  styles  of  architecture 
for  one  structure.  The  design  in  the  Municipal  \rt  Commis- 
sion's room  in  the  City  Hall  shows  a  building  with  a  Greek 
facade   of  four  columns  and  two  pilasters. 

There   is   a   Greek   pediment    with   allegorical   sculptural    work 
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in  relief.  But  on  eitiier  side  are  two  pillars  with  lamps,  all 
four  of  the  same  design  but  of  modern  abstraction  from  a  pos- 
sible Renaissance  original.  The  top  of  the  edifice  '-•  a  kind  of 
perg-Qla,  but  almost  wholly  of  glass,  which,  it  was  pointed  out. 
is  not  in  keeping  with  the  Greek  facade.  There  are  in  front 
of  the  Greek  entrance  two  lions  on   pedestals. 

Too  much  coloring  is  another  criticism.  There  are  in  the 
design  shown  brown,  white,  red  and  green,  while  two  flags  of 
red,   white  and  blue  show  at  either  end  of  the  front. 

Mr.  Bermel  said  that  the  building  is  really  a  very  handsome 
one,  but  what  he  objected  to,  he  said,  was  that  Mayor  McClellan 
was  overrulef,  by  the  Art  Commission  in  disapproving  the  plans. 

"Mayor  McClellan  told  me  before  he  went  to  Europe,"  said 
President  Bermel,  "that  the  plans  could  go  through  without 
the  approval  of  the  Municipal  Art  Commission,  and  now 
the  Art  Commission  takes  it  on  itself  to  disapprove 
them.  Of  course,  I  went  to  see  about  it.  I  asked 
Acting  Mayor  McGowan  how  it  was.  He  said  that  it 
was  through  an  oversight.  He  told  me  that  the  plan  was  put 
in  with  a  number  of  others  that  were  brought  before  tiim  to 
sign,  so  that  they  could  be  sent  to  the  Art  Commission.  He  did 
not  see  that  the  plan  for  the  Queens  County  building  was 
among  them,  and  ha  inadvertently  signed  it,  thus  formally 
bringing  it  before  the  commission  for  approval." 
•  "Will  you  insist  that  the  plan  shall  go  through  as  it  is?" 
Borough   President   Bermel   was   asked. 

■  "Of  course,"  he  sdic?,  "when  Mayor  McClellan  comes  back 
from  Europe  I  will  s,  :  him  about  it.  But  I  think  we  shall 
make  a  few  changes  anyway.  It  certainly  was  too  handsome 
for  the  commissioners.  A  man  named  Cook  objected.  Said 
the  plans  were  too  varied." 

Walter  Cook  is  the  sculptor  on  the  Art  Commission. 


Edison's  Molded  Houses. 

Thomas  A.  Edison,  the  wizard  of  invention,  has  announced 
that  he  is  working  on  a  plan  to  mold  houses  whole  in  a  single 
casting  out  of  concrete,  and  that  the  total  cost  will  be  .f.^OO  a 
house,  with  the  probable  lower  prices  when  the  invention  is 
developed. 

Men  interested  in  cement  and  its  allied  lines  comment  on  the 
announcement  with  various  feelings,  but  generally  doubt  is 
expressed  as  to  Mr.  Edison  being  able  to  invent  a  method  of 
molding  houses  that  will  reduce  the  cost  to  such  an  extent 
as  he  says.  There  is  usually  a  large  difference  between  promise 
and  performance  in  such  matters.  Moreover,  it  would  be  no 
new  thing.  Concrete  walls  are  essentially  being  "poured"  and 
molded  already,  and  the  principles  of  steel  reinforcements  have 
recently  been  developed  in  a  high  degree  without  Mr.  Edison's 
aid.  An  8-sty  concrete  hotel  is  about  to  be  "poured"  in  30th 
St,  Manhattan.  A  great  printing  house  for  the  McClures  is 
being  even  now  "molded"  over  in  Queens  Borough;  it  is  an- 
nounced this  weelt  that  an  armored  concrete  building  of  three 
stories,  for  the  Packard  Motor  Car  Company,  is  planned  for 
the  northwest  corner  of  Broadway  and  Gist  st.  With  or  with- 
out Mr.  Edison's  assistance  concrete  construction  will  be  studied 
and  improved  up  to  the  point  where  it  costs  no  more  than  real 
masonry,  of  which  it  is  an  avowed  imitator;  and  at  or  near 
the  place  where  the  cost  of  imitation  equals  the  real  thing 
fhe  rivalry   will,   as  heretofore,   pause. 

Chiefly  responsible  for  the  new  birfh  of  concrete  was  the 
cheapness  of  cement  in  comparison  with  the  high  cost  of 
brickwork  and  stone  masonry.  However,  it  is  to  be  said  that 
for  one  sort  of  work  under  tlie  head  of  "masonry,"  concrete 
should  henceforth  always  be  preferred.  Reference  is  made  to 
the  sort  of  "stone  work"  that  has  usually  passed  muster  in 
house  foundations,  bridge  abutments  and  retaining  walls. 

"I  can't  see  where  Edison  can  save  in  cost,  time  and  energy," 
said  an  expert  in  concrete  blocks.  "Now,  the  way  concrete 
constructions  are  put  up  is  this:  First,  a  cast  Is  made  for  the 
walls,  say  four  feet  high.  The  concrete  is  poured  into  this 
cast  and  is  allowed  to  harden.  Then  the  cast  is  simply  moved 
up  another  four  feet  and  that  much  more  of  the  wall  is  added. 
This  system   is  rapid   enough   for  anybody. 

"I  do  not  think  it  can  be  done.  Of  course,  the  name  of  Edison 
carries  great  weight,  and  we  have  seen  him  defy  everything 
we  thought  a  natural  law  with  success  so  often  that  no 
man  can  safely  say  such  and  such  a  thing  cannot  be  done. 

"But  I  can  see  no  reason  for  Edison's  wanting  to  cast  houses 
in  one  casting.  To-day  whole  concrete  houses  are  being  built 
to  some  smili  extent  in  other  communities  out  of  cement 
blocks,  just  like  brick  or  stone.  Why  should  a  man  want  to 
cast  a  house  whole  when  it  can  be  built  piece  by  piece  at  the 
same  price?  But,  then,  as  I  said,  Edison  can  achieve  the  im- 
possible, and  he  may  perfect  machinery  that  will  give  us  a 
house  that  Is  entire,  all  at  one  fell  swoop.  But  what  execrable 
taste!  You  call  up  the  'Edison  Whole  House  Company'  on  the 
telephone  and  say  to  the  clerk:  'This  is  A.  B.  S.Tiith,  and  I 
"want  a  concrete  house  at  once.  Build  me  pne  immediately. 
I'll  call  for  it  at  4  o'clock."  The  Qlerk  asks  whether  you  want 
one  like  Class  A,  No.  15,  or  Style  C,  Pattern  8.     Of  course,  they 
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only  have  to  shift  the  casting  to  change  the  position  of  the 
parlor,  make  an  extra  bedroom,  attach  more  closets,  etc.,  and 
there  you  are,  concrete  house,  modern,  bath,  plumbing,  fire- 
place, a  brass  doorknob  and  a  dog  house  besides,  all  ready  by 
4  o'clock.  All  you  have  to  do  is  to  send  for  the  expressman 
and  move  in  before  supper!" 

A  contractor  who  has  built  many  concrete  walls  said:  "This  idea 
is  one  of  the  insanities  of  genius.  Edison  is  crazy.  He  wouldn't 
be  a  great  inventor  if  he  were  not.  But  this  thing  is  the  limit. 
I  admit  concrete  has  only  come  into  use  during  the  past  ten 
years,  and  new  uses  are  being  discovered  for  it  every  day.  For 
instance,  a  Mttle  while  ago,  it  was  learned  that  concrete  in- 
corporates itself  with  steel  rods  put  into  it  when  it  is  soft  and 
when  it  hardens  the  concrete  will  not  break  until  the  steel 
itself  breaks.  Concrete  flooring  will  stand  000  pounds  pres- 
sure to  the  square  foot,  and  this  beats  anything  but  solid  stone. 
But  as  for  Edison's  idea  it  may  be  done  some  time. 

"A  man  who  can  solve  the  automobile  question  with  cobalt 
batteries  for  electric  machines  can  do  almost  anything  else. 
I  expect  to  see  concrete  used  in  building  houses  a  great  deal 
more  in  the  future  than  it  is  at  present.  It  wears  for  ever, 
and  can  be  made  to  look  very  pretty.  Concrete  can  be  made 
to  imitate  any  kind  of  stone,  and  no  one  but  an  expert  can 
tell  the  difference  between  a  concrete  house  and  a  genuine 
brown  front,  granite  or  marble. 

"If  Edison  does  perfect  a  machine  for  casting  concrete 
houses  wliole  in  a  single  casting,  it  will  be  a  great  boom  to 
the  poor  man  and  will  stimulate  home  building.  Also  It  will 
mean  that  concrete  houses  will  then  be  built  wherever  it  is 
possible  to  transport  cement  in  100  pound  sacks." 


The  Index  to  Volume  I^XXVIl.  of  the  Record  and 
Guide,  covering  the  period  betwei^n  .January  1  to  .lune 
30,  1900,  will  bf;  ready  for  delivery  on  Tuesday,  August 
28.  Price  $1.  This  Index  in  its  enlarged  form  is 
now  recognized  as  indispensable  to  every  one  engaged 
or  interested  in  real  estate  and  building  operations.  It 
covers  all  transactions — deeds,  mortgages,  leases, 
auction  sales,  building  plans  filed,  etc.  Orders  for  the 
.Index  should  be  sent  at  once  to  the  office  of  publication, 
14  and  16  Vesey  St. 
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Real  Estate  and  Building  Statistics. 

Th«  following  are  the  comparative  tables  of  Manhattan,  The 
Bronx  and  Brooklyn  of  the  Conveyances,  Mortgages  and  Pre- 
Jected  Buildings  for  the  corresponding  weeks  of  1905  and  190S: 

MANHATTAN    AND    THE    BRONX. 

CONVEYANCES. 


1906. 
Aug.  17  to  23,  inc, 
Total  No.  for  Manhattan 
No.  with  consideration. . 
Amount  Involved 


Number  nominal. 


1905. 

Aug.  18  to  24,  Inc. 

210    Total  No.  tor  Manhattan  200 

12    No.  with  consideration..  19 

$363,750    Amount  involved $568,470 


198    Number  nominal. 


Total  No.  Manhattan.  Jan.  1  to  date 

No.  with  consideration.  Manhattan,  Jan. 

1  to  date 

Total  Amt.  Manhattan,  Jan.  1  to  date 

1908. 

Aug.  17  to  23,  Inc. 

Total  No.  (or  the  Bronx 161 

No.  with  consideration 14 

Amount  involved $132,045 

Number  nominal 147 


Total  No.,  The  Bronx,  Jan.  1  to  date 

Total  Amt.,  The  Bronx.  Jan.  1  to  date... 
Tota:  IVo.  Maohattan  and  Xlie 

Bronx.  Jan.  1  to  date 

Total  Amt.  manhattan  and  Xhe 

Bronx,  Jan.  1  to  date 


1906. 
15,932 

958 
$51,017,184 


181 

1905. 
15,839 

1,245 
$60,813,130 


Assessed  Value, 


Tetal  No.,  with  Consideration 

Amount  Involved 

Assessed  Value 

Total  No.,  Nominal 

AjBsessed  Value 

Total  No.  with  Consld.,  from  Jan.  Ist  to  date 

Amount  invt  It  ^d *'  *' 

Assessed  value "  " 

Total  No.  Nominal "  " 

Assessed  Value "  " 


1905. 

Aug.  18  to  24,  Inc. 

Total  No.  for  The  Bronx  95 

No.  with  consideration..  13 

Amount  involved.... ..'..         $51,075 

Number  nominal 82 

1908.  1905. 

8.742  9.403 

$6,259,954  $10,157,812 

24,674  35,243 

«57,27r,13S       «70,970,942 

manbattau. 

1900.  1905. 
Aug.  17  to  23  Inc.   Aug.  18  to  24,  Inc. 

12  19 

$363,750  $568,470 

$220,000  $458,000 

198  181 

$8,614,100  $5,359,700 

958  1.245 

S51.017.184  $60,813,130 

$35,677,278  $41,816,557 

14,974  14,594 
$492,926,000         $494,160,934 


16 

$82,299 


52 
$313,944 


4 
$24,700 


MORTGAGES. 

1908. 

. Aug.  17  to  23,  Inc. , 

Manhattan.         Bronx. 

Total  number 207  163 

Amount  involved $3,393,687    $1,106,160 

No.at6*J 107  66 

Amount  Involved $769,837       $604,047 

No.  at  SJiJi 

Amount  involved 

No.   at  5'-,% 7 

Amount  involved $124,750 

No.  at5'-i?i 1 

Amount  Involved $10,000 

No.at55< 62 

Amount  Involved $1,052,500 

N».  dtiHy. 

Amount  involved 

No.at4^i>; 8 

Amount  Involved $123,000 

No.  8t4'iH 

Amount  involved 

No.at4?{ 1 

Amount  involved.   $20,000 

Number  at  3?4>< 

Antennt  Involved 

NtlttBerat2^H 

Amount  Involved , 

No.  without  interest 21 

Amount  involved $293,600 

No.   above  to   Bank.    Trust 

and  Insurance  Companies  35 

Amount  Involved $1,061 .500 

Total  No.,  Manhattan,  Jan.  1  to  date 

Total  ^mt. ,  Manhattan ,  Jan.  1  to  date .... 

Total  No.,  The  Bronx.  Jan.  1  to  date 

Total  Amt.,  The  Bronx,  Jan.  1  to  date 

Total  No.,  manhattan  and  The 

Bronx,  Jan.  1  to  date  

Total  Amt.  .nauiiatlan  »udTbe 

Bronx,  Jan.  1  to  date        


1905 
-Aug.  18  to  24.  Inc. — 


Manhattan. 

114 

$1,203,356 

66 

$686,463 


Bronx. 

64 

$221,225 

27 

$74,065 


$ir 


13 

,900 


19 
$52,970 


12 
$174,000 


8 
$20,590 


6 
$87,000 


1 

$4,000 


24                     17 
$77,170      $237,993 

10 
$73,600 

$43,687        $240,100 

12 
$83,600 

1908. 

12.887 

$243,142,700 

6,311 

$47,792,118 

1905. 

15,806 

$410,871,435 

7.798 

$69,470,715 

19,19S 

23,604 

»J90,934,S27 

•480,342,150 

PROJECTED   BITILDING8. 


total  No.  New  Buildings : 

Manhattan 

The  Bronx 


1906.  1905. 

Aug.  18  to  24,  Inc.  Aug.  19  to  2»,  Inc. 
83  62 

46  49 


Grand  total 

Total  Amt.  N',  ■■'  Buildings : 

Manhattan 

Tne  Bronx 


Grand  Total 

Total  Amt.  Alterations : 

Manhattan 

The  Bronx 


Grand  total 

Total  No.  of  New  BuUdlngs : 
Manhattan,  Jan.  1  to  date. 
The  Bronx,  Jan  1  to  date. . , 


mnhtn-Bronx,  Jan.  1  to  date 

Total  Amt.  New  Buildings  : 

Mauhatien,  Jan.  1  to  date 

The  Bronx,  Jan.  1  to  date , 

Mnbtu-Bronx,  Jan.  1  to  dat« 

X>tal  Amt.  Alterations : 

niuIitu-Bronx    Jan.  1  to  dat* 


79 

111 

$1,453,400 
530,150 

$2,4S8.450 
997,400 

$1,983,550 

$3,435,880 

$821,401 
44,550 

$176,365 
13,425 

$865,951 

$189,790 

1,815 
1.547 

1,715 
1,586 

2,862 

3,301 

$88,735,330 
20.782.945 

$84,507,287 
27,891.775 

BROOKLYN. 

CONVETANCES. 


Total  number 

No.  with  consideration  

Imount  involved 

Number  nominal 

Tot<il  unmberof  Conveyances, 

Jan.  1  to  date 

Total  amount  of  Conveyances, 

Jan.  1  to  date 


«109,.518,275    «112,399,062 
S15,313,3S9       »10,347,630 


1906.  1906. 

Aug.  18  to  22.  inc.  Aug.  17  to  23. Inc. 

792  567 

38  63 

$331,068  $495,027 

754  604 


33,637 
820,486,420 


MORTGAGES. 


Total  number 

Amount  involved 

No.  at  6!s 

Amount  involved 

(Jo.  at  5?i!4 

Amount  Involved 

No.  at  5>i% 

Amount  involved 

No.  al5V*» 

Amount  Involved 

No.  at  5H  

Amount  Involved 

No.  at  41*,% 

Amount  involved  

No.  at  4% 

Amount  Involved 

No.  at  1% 

Amount  Involved 

No.  without  interest 

.\mount  involved 

Total     number    of    inortgag:es. 

Jan.  1  to  date 

Total    amount    of    ]raortg:ag:es, 

Jan.l  to  dale 


700 
$3,034,443 

358 
$1,133,288 


28,738 
•21,796,136 

417 

$1,523,107 

224 

$519,352 


154 
$772,875 


78 

$309,695 

1 

$1,500 


No.  of  New  Buildings     -...„.-,.     ^   ._ 

Estimated  cost 

I'otal    IVo.    of    TSevr  Buildings, 

Jan.  1  to  date 

Total  Amt.  of  TSew  Buildings, 

Jan.  1  to  date 

Total    amount   of    Alterations. 

Jan.  1  to  date 


175 
$1,023,430 

1 
$60,000 

44 
$273,276 

2 

$8,000 

12 

$44,850 

68 

$411,284 

2.5,508 

25,766 

•106,052,496 

$143,427,923 

LDINGS. 

224 
$2,653,720 

221 
$1,384,100 

3,550 

5,483 

«41,701,.582 

853,509,974 

83,474,863 

•3,541,203 

PRIVATE    SALES    MARKET 


South  of  59th  Street. 

PERRY  ST.— Crist  &  Herrick  sold  for  Mark  L.  Brophy  to  a 
client  the  northeast  corner  of  Perry  and  Greenwich  sts,  a  3-sty 
building. 

5TH  ST. — Moses  Kinzler  bought  719  and  721  East  5th  st, 
two  5-sty   tenement  houses,  50x100. 

28TH  ST. — Horace  S.  Ely  &  Co.  sold  for  Frederick  C.  Zobel 
to  .Tohn  W.  Chatterton,  122  and  124  East  28th  st,  old  buildings, 
40x98.9. 

3GTH  ST.— John  N.  Goldlng  sold  for  Mrs.  E.  R.  Sargent  and 
Mrs.  Annie  L.  Tarrington  124  East  30th  st,  a  4-sty  high  stoop 
brownstone  dwelling,  17x80.  The  buyer  will  occupy  after  alter- 
ations are  completed. 

2D  AV. — Millard  F.  Kuh  and  Henry  Gottlieb  sold  for  a  Mrs. 
Heineman  to  Morris  Prowler  986  2d  av,  a  4-sty  flat,  20x71. 

Sale  ol  a  Remodeled  Fifth  Avenue  Building. 
5th  av. — Douglas  Robinson,  Charles  S.  Brown  &  Co.  sold 
for  Robert  L.  Morrell,  Josephine  B.  Peck  and  Isabel  de  P. 
Kelly  to  the  Stei-ling  Realty  Co.  572  5th  av,  a  5-sty  remodeled 
business  building,  25x100,  between  46  and  47fh  sts,  opposite 
the  Windsor  Arcade.  In  part  payment  the  buyers  give  119 
East  60th  st,  a  4-sty  brown  stone  dwelling,  20xl00..5. 


North  ol  59th  Street. 

64TH  ST. — H.  A.  &  C.  J.  Casson  resold  for  Maude  Saxton  to 
Herman  J.  Meeker  the  3  4-sty  dwellings,  153  to  157  West  04th 
st,  18x100.5  each. 

Theatre  for  Sixty-Third   Street. 

63D  ST. — B.  B.  Davenport  bought  a  plot,  lOOxlOO..^,  on  the 
south  side  of  63d  st,  between  Broadway  and  8th  av,  on  which 
he  will  build  a  theatre  9  stys  hig'h,  the  upper  floors  to  be  used 
as  offices  and  bachelor  apartments. 

74TH  ST. — Chines  B.  Gumb  bought  from  Samuel  Holober, 
through  Herzog  &  Cohen,  207  East  74th  st,  a  4-sty  double  flat, 
with  stores,  25x102.2,  110  ft.  east  of  3d  av. 

74TH  ST. — L.  J.  Phillips  &  Co.  sold  for  Anna  C.  Beckwith 
to  a  client  for  occupancy  115  West  74th  st,  a  4-sty  dwelling, 
20x100. 

77TH  ST. — Henry  Schwack  sold  for  Mrs.  D.  A.  Heinsohn  to 
Joseph  H.  Ansten.  a  5-sty  and  basement  flat,  430  East  77th  st, 
25x102. 

9.5TH  ST.— Herman  I.ubetkin  bought  from  S.  Brody  &  Son  the 
northeast  corner  of  95th  st  and  2d  av,  a  5-sty  tenement  house, 
25.8x100. 


August  25,  1906. 
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WANTS 


OFFERS 


BUILDING 
LOANS 

A  laree  amount  for  Manhattan  and  centrally 
located  Bronx  Properties.      Liberal  payments. 

PERMANENT 
LOANS 

Promptly  available    in    any  amount  at  oorreni 
rates  and  reasonable  charses. 

A.  W.  McLaughlin  &  Co. 

Brokers  and  Dealers  In  Mortgages 
Am.  Ex.  Nat.  Bank  BIdg.,  128  B'way,  Cor.  Cddar 

A  MAN  of  ability  and  expei  leme  wau  ed  to 
sell  New  York  City  real  estate;  good  position  for 
right  man.  Address,  stating  experience.  Box 
327.   care  of  Record  and  Guide 

TO  LET— Pennsylvania  Section  2-story  rear 
building;  wide  entrance;  established  carpenter 
builder;     suitable     for    any     business.       149     W. 

WILL  SUBLET  half  of  completely  furnished, 
large,  light  Broadway  corner  room,  with  private 
reception  hall.  New  Times  Bldg..  42d  St.  and 
Broadway,  N.  Y.  Admirably  adapted  branch  up- 
town real  estate  or  N.  Y.  office  out  of  town 
concern.  Will  share  stenographic  and  tele- 
phonic service.  Address  BOX  104.  c|o  Record 
and    Guide 

TO  LEASE.— Double  store  and  basement,  40x 
110,  241-243  0th  Ave.,  between  15th  and  IGth 
Sts. :  excellent  location  for  almost  any  kind  of 
business;    inquire   on   premises. 

EXPERIENCED,  active  young  man  desires 
position  with  progressive  real  estate  concern; 
best  references.   BOX  422.  c|o  Record  and  Guide. 

WANTED— To  lease  for  term  of  years,  by 
well-known  automobile  company,  a  building 
between  42d  and  T2d  Sts.,  on  or  near  Broadway, 
suitable  for  garage  and  repair  shop — or  estate 
to  erect  same  on  percentage  of  cost  b■^sis.  Reply 
by  mail.      F.    W.    JONES.   JR.,   44   Pine  St. 


WANTED— AN  AGGRESSIVE  MAN, 
WITH  GOOD  ADDRESS,  POSSESSED 
OF  GOOD  BUSINESS  QUALIFICATIONS, 
AND  WHOSE  INTEGRITY  AND  HON- 
ESTY ARE  UNQUESTIONABLE,  DE- 
SIROUS OF  AVAILING  HIMSELF  OF  A 
GOOD  OPPORTUNITY.  CAN  DO  SO  BY 
WRITING  M.  &  L.  HESS.  REAL  ESTATE 
BROKERS,    907    BROADWAY,    CITY. 

Real   Estate  Wanted. 

Will  lease  or  buy  two  or  three  adjoining 
dwelling  houses,  located  between  .14th  and  72d 
Streets,  West  Side  preferred.  "A.  B.  C," 
P.   O.    Box   822.    N.    Y.    City. 


The  Annual   Number  of  the 

Record    and   Guide 
Quarterly   for   1905 

IS   NOW    ON   SALE 
Annual    Subscription    $20.00 


Lawyers  Title  Insurance  &  Trust  Company 

CAPITAL  AND  SURPLUS  -  $9,500,000 

TRUST  AND    BANKING   DEPAKTBLENT,    59    LIBERTY    ST.       ) 

TITLE    DEPARTMENT 37    LIBERTY    ST.       I       MANHATTAN 

BrookJyn  Branch,  Title  Department  and  Trust  and  Banking  Department,  188  Montagne  Street 

RECEIVES  DEPOSITS  subject  to  checK  or  on  certificate, 
allowing  interest  thereon. 

LENDS  ON  APPROVED  STOCKS  and  Corporation  Bonds 
as  Collateral. 

ACTS  AS  TRUSTEE,  Guardian,  Executor,  Administrator. 
Assignee  or  Receiver,  Transfer  Agent  or  Registrar  of 
StocKs  of  Corporations.  TaKes  Charge  of  Personal 
Securities. 

OFFICERS  : 
EDWIN  W.  COGGESHALL,  President  and  General  Manager. 

PAYJD_B.  OGDEN,  ,  WALTER  N.  VAIL.  Secretary, 

[  Vice-Presidents. 


JOHN  T.  LOrKMAN. 
I.<.)U1S  V,  liUliiHT, 
HENRY  MoIiCiKXTHAU,   ' 
THOliVVALD  STALLKNfePHT,  Treasurei. 
HERBERT  E.  JAOKSOX,  Comptroller. 


LEWIS  H.  LOSEE.  Asst.  Uenl.  Manager. 
ARCHIBALD  FORBES." 


U.  OONDIT  VARICK, 
GEORGE  A.  FLEURY. 
FREDERICK  D.  REED, 


Asst.  Treasurers. 
Asst.  Secretaries. 


GEO.  F.  BTTTERWORTH, 

DUMONT  CLARKE, 
EDWIN  W.  COGGESHALL, 


EXECUTIVE  COMMITTEE: 

WILLIAM  A.  DAY, 
WILLIA.M  P.  DIXON, 
JULIAN  D.  FAIRCHILD, 


JOHN  T.  LOCKMAN, 
HENRY  MOKGENTHAU. 
JAMES  N.  WALLACE. 


Industrial  Sites 

To  Real  Estate  Agents 


LAWYERS 
TRUSTEES 

OF 

ESTATES 

AND 

OWNERS 


The  Industrial  Department  of  the      VViLL    BuY    FOR    CaSH 


Erie  Railroad  Company 

advises  Real  Estate  Agents  submit- 
ting for  the  consideration  of  manu- 
facturers sites  adjacent  to  railroad 
that  it  will  gladly  furnish  them  with 
full  technical  information  in  regard 
to  the  reaching  of  such  sites  by  side 
tracks.  No  interference  with  clients. 
No  leakage.  Confer  with  absolute 
confidence.  Every  assistance  freely 
rendered  agents  in  securing  business. 
Call  or  address, 

LUIS  JACKSON 

todoatxlal  Oonunlvsloner,  Bxl«  BaOroAd  Oemyaay 


or  Lease  Flats  or  Tenements  in  any 
part  of  New  York  or  Brooklyn; 
security  and  rental  paid  quarterly, 
half-yearly  or  yearly  in  advance. 

Apply  to 

G.  TUOTI  &.  CO. 

206  BROADWAY 

Telephone,  4334  Cortlandt 


OIJTH  ST.— F.  Gouget  sold  for  Charlotte  T.  Holsapple  to  E.  C. 
Fisher,  64  West  96th  st,  a  5-sty  brownstonc  front  dwelling-,  20x 
100.8%. 

ILSTH  ST.— G.  Tuoti  &  Co.  sold  for  Michael  Santangelo  to  the 
Italian  Co-Operative  Society  3.33  East  113th  st,  a  6-sty  brick 
tenement,  31x111. 

113TH  .ST.— Samuel  G.  Hess  and  B.  Klingeistein  sold  5-10  and 
542  West  113th  st,  two  dwellings,  each  lS.9xl00.ll. 

114TH  ST. — J.  G.  Bassman  sold  for  John  Bannen  to  a  buyer, 
who  will  occupy  the  premises,  105  East  114th  st,  a  3-sty  and 
basement  brownstone  dwelling. 

AUDUBON  AV. — Schmeldler  &  Baclirach  sold  to  S.  A.  Wil- 
son a  lot  northeast  corner  of  Audubon  av  and  109th  st,  26.8x100. 

New  Apartment  House  for  Riverside   Drive. 

RIVERSIDE  DRIVE. — The  George  W.  Levy  Building  Co. 
bought  the  northeast  corner  of  Riverside  Drive  and  95th  st,  a 
plot  173x108.  Plans  are  now  being  prepared  for  a  6-sty  elevator 
apartment  house,   to  cost  about  .$200,000. 

ST.  NICHOLAS  AV.— J.  G.  Bassman  soid  for  A.  Lissner,  406 
St.  Nicholas  av,  a  ."i-sty  double  flat,  25x100. 

WEST  END  AV. — Pease  &  Elliman  sold  for  Grant  Squires 
to  a  client  for  occupancy  492  West  End  av,  a  4-3ty  brownstone 
front  dwelling,  15x100. 

WEST  END  AV.— L.  J.  Phillips  &  Co.  sold  for  Samuel  Rogeff 
753  West  End  ay,  0.  5-sty  apartment  hQUse,  40xlOQ, 


1ST  AV. — Henry  .t  Feernian  sold  for  Jacob  Weinstein  tn 
Haber,  Dworkowitz  &  Haber,  1773  and  1775  1st  av,  southwest 
corner  90th  st,  2  5-sty  flats,  50.8x100. 


The  Bronx. 

DAWSON  ST. — Jacob  Leitner  sold  for  the  Park  Construction 
Co.  1216  and  1220  Dawson  st.  2  5-sty  apartment  houses  in  course 
of  construction,  each  40.7x100;  also,  tor  Arthur  Berel,  1044 
Longwood  av,  a  5-sty  apartment  house,  37.6x106;  also,  for  the 
New  York  City  Church  Extension  and  Missionary  Society  of  the 
Methodist  Episcopal  Church,  the  southwest  corner  of  Prospect 
av  and  161st  st,  a  plot  49x198;  also,  for  Otting-er  &  Bro.  to  Fel- 
ler &  Rosenberger,  a  plot  north  side  of  ]82d  St.  49  ft.  east  of 
Crotona  av,  75x100;  the  buyers  will  erect  3  dwellings  on  the 
plot;  also,  for  a  client.  770  Jackson  av,  a  2-family  house.  25x87; 
also,  for  George  F.  Johnson  &  Sons,  31  and  32  Kelly  st,  2  3- 
family  houses,  each  25x100. 

FOX  ST. — Leitner  &  Kreymborg  sold  to  A.  M.  Benes  one  of 
their  houses  in  course  of  construction  in  Fox  st,  near  Prospect 
av. 

Sale  of  30  Lots  in  the  Bronx. 

Wm.  Peters  &  Co.  sold  for  Charles  H.  Von  Dehsen  35  lots  in 
Hughes.  Mulford,  Arnold  and  Pier  avs  and  Emily  st.  This 
property  was  part  of  the  Benson  estate. 
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138TH  ST. — E.  Sharum,  in  conjunction  with  "W.  L.  Frank, 
sold  '893  East  138th  st,  a  G-sry  new  law  tenement  house, 
37.6x100. 

141ST  ST. — Barnett  &  Co.  sold  for  Henry  T.  Pirsson  to  H. 
T.  Austin  a  plot,  47.5x37i2x  irregular,  north  side  of  141st  st, 
275  ft.  west  of  Walnut  av;  also  a  plot  adjoining,  47.5x372x 
irregular,  for  Eloise  Bloodgood,  and  plot  adjoining,  47.5x372.(i, 
for  John  A.  Beall. 

CLINTON  AV. — William  Loeb  &  Co.  sold  1421  Clinton  av,  a 
2-faniily  house,  25x100,  adjoining  Crotona  Parlv. 

DECATUR  AV. — R.  I.  Brown  Sons  sold  for  Joseph  Hy'man 
and  Morris  Simon  the  plot  east  side  of  Decatur  av,  100  ft. 
south  of  East  195th  st,  40.5x100x49.-^—. 

PLEASANT  AV. — Hugo  Wabst  sold  for  Fred.  Zeller  to  A. 
Durant  a  plot  on  Pleasant  av,  north  of  21Gth  st. 


Suburban. 

Solomon  Friedenberg  and  Samuel  Goodman  sold  for  Samuel 
Ellis  to  Marcus  Rosenthal  a  farm  of  8(i  acres,  with  dwelling, 
barn  and  outbuildings,  about  a  mile  northeast  of  Wliite  Plains. 
The  property  adjoins  the  Knollwood  and  Century  Country  clubs. 

William  G.  Watt  sold  lots  254,  2.55  and  2.5G  in  the  Mapes  estate 
property  for  Kelleher  &  Cle.iry,  and  lot  257  for  Marg-aret  Watt 
to  William  and  Elizabeth  Somers.  The  same  broker,  in  con- 
junction with  Frank  W.  Wolfe,  sold  for  a  client  a  house  and 
two  lots  in  Sherwood  Park.  Yonkers.  Mr.  Watt  also  reports  the 
sale  of  10  lots  in  the  Lincoln  Heights  section  of  Yonkers  to  va- 
rious buyers. 
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P.  EAL     ESTATE     NOTES 


Leases. 

E.  V.  Pescia  leased  for  Isaac  Stanislawsky  to  a  client  the 
5-sty  double   tenement  <il9  East   loth  St. 

Dennis  &  Preston  leased  for  a  long  term  for  Charles  T. 
Barney  to  the  Matheson  Automobile  Co.  a  new  reinforced 
concrete  garage,  to  be  built  on  property  owned  by  him  at 
Broadway  and  7th  av,  between  40th  and  50th  sts. 

Important   Hotel  Leased. 

2STH  ST.— Ritchey  &  Newell  leased  4-0-8  East  28th  st  for  the 
Gotham  Construction  Co.  to  the  Latham  Hotel  Co.  for  21  years 
at  an  aggregate  rental  of  $1,200,000.  The  building  is  a  12%-sty 
fireproof  hotel,  with  250  rooms.  Furnishing  is  under  way,  and 
the  hotel,  which  will  be  known  as  the  "Latham,"  will  be  opened 
to  the  public  Sept.  1,  1906. 

Charles  F.  Noyes  Co.  leased  for  21  years  for  Lawrence 
Jacob,  individually  and  as  trustee,  to  Frank  A.  Weeks,  repre- 
senting the  A.  A.  Weeks-Hoskins  Co.,  the  5-sty  basement  and 
sub-cellar  buildmg  354  Broadway,  running  through  to  Benson 
pi,  25x175.  The  building,  containing  over  30,000  sq.  ft.  of 
space,  has  recently  been  rebuilt.  The  lease  is  on  a  net  rental 
basis  to  the  landlord,  and  the  aggregate  rental,  including  carry- 
ing charges,  amounts  to  about  .?400,000.  After  extensive  alter- 
ations the  building  will  be  occupied. 


John  D.  Karst  &  Co.,  for  tweU-e  years  at  2001  8th  av,  have 
moved  to  194  Broadway,  where  they  will  do  a  real  estate  brok- 
erage business. 

The  Hudson  Realty  Co.,  135  Broadway,  is  about  to  open 
several  tracts  of  land  in  Queens  County,  and  will  have  con- 
tracts  to   let   for   doing   the   work. 

The  Wyoming  apartment  house,  on  7th  av,  which  was  illus- 
trated in  this  paper  last  week,  though  yet  unfinished,  is  already 
an  assured  success,  though  the  rents  range  from  tw-o  thousand 
to  five  thousand  per  annum.  There  is  evidently  an  unsatisfied 
demand  for  rooms  of  good  size,  well  lighted  and  elegantly 
fitted.  In  the  Wyoming  apartment  house  the  other  day  leases 
aggregating  !fl5..500  per  annum  were  closed  in  a  single  hour. 

The  American  Bank  Note  Co.,  which  has  been  established  in 
Trinity  pi  for  more  than  fifty  years,  has  decided  to  move  from 
the  city,  and  to  build  a  model  manufacturing  plant,  where 
abundant  light  and  air  will  be  obtainable  for  the  engravers 
and  pressmen.  The  plant  will  most  probably  be  in  Westchester 
County,  just  outside  the  city  lines.  A  new  site  for  city  ofiBces 
has  been  bought  recently  by  the  company,  so  that  the  Trinity 
pi  property  will  be  placed  upon  the  market.  It  occupies  about 
22,000  sq.  ft.,  with  a  frontage  of  125  ft.  facing  Trinity  church- 
yard, and  extending  to  Greenwich  st.  This  being  one  of  the 
largest  plots  in  the  financial  district,  is  likely  to  become  the 
site  of  another  giant  skyscraper. 


Private  Sales  Market  Continued. 


South  of  59th  Street. 

BEEKMAN  ST. — Voorhees  &  Floyd 
sold  for  Clarence  H.  Eagle,  as  trustee  of 
the  estate  of  Enoch  Ketcham,  the  D-sty 
building  96  Beekman  st,  2.5x100. 

CARMINE  ST. — Schmeidler  &  Bach- 
rach  sold  to  Henry  A.  Thuor  GO  to  G4V4 
Carmine  st,  southwest  corner  of  Bedford 
Et,  a  plot  G0.x75. 

ELDRIDGE  ST. — S.  Lefkowitz  bought 
through  Joseph  Ostroff  from  the  Baum 
estate  the  G-sty  double  tenement  43  Eld- 
ridge  st,  25x100. 

LUDLOW  ST. — Benjamin  Menschel 
bought  from  the  Stuyvesant  estate  173 
Ludlow  st,  a  5-sty  building,  25.0xS7.G. 
Frelberger,  Ginsberg  &  Mandel  were  the 
brokers. 

WATER  ST.— Joseph  E.  Aaron  and 
Amelia  Ackermann  sold  to  Swinton  & 
Blumberg  646  'Water  st,  4-sty  front  and 
rear   tenements,  26x80.6. 

GTH  ST. — Morgenstern  &  Krischner 
sold  for  Max  Dorf  the  5-st.v  tenement  221 
East  6th  st,  24x91. 

12TH  ST. — Woodcock  &  Britt  sold  for 
C.  Siemers  to  Jennie  Levitsky  274  West 
12th  -st,  a  5-sty  brownstone  flat. 

25TH  ST.— Henry  M.  Weill  sold  244 
West  2.5th  st  to  Adolph  Altman,  who  owns 
adjoining  property. 

32D  ST. — A.  M.  Johnson  &  Co.  sold  for 
the  estate  of  Adeline  M.  Chatterton  15 
West  32d  st,  a  4-sty  dwelling,  25x08.9. 
The  property  has  not  changed  hands  for 
more  than  50  years. 

33D  ST.— Louis  March  ward  bought 
from  the  Prudential  Construction  Co.  340 
and  342  East  33d  St.  two  new  6-sty  flats. 

39TH  ST. — Hiram  Rinaldo  &  Brother 
sold  to  Grubstein  &  Karnal  207  East  39th 
st,  a  4-sty  tenement,  25x98.9. 

43D  ST. — Henry  Jackson  sold  to  Sig- 
mund  Schnee  317  East  43d  st.  a  5-sty  ten- 
ement house,  25x100. 

49TH  ST. — Thos.  P.  Fitzsimons  sold 
for  Daniel  Loonie  to  the  Vacuum  Cleaner 
Co.,   404,    406   408   East   49th    st,    75x100. 


The  company  will  erect  a  garage  for  the 
storing  of  machines  on  the  property. 

53D  ST. — Chris  Schierloh  sold  for  the 
Norwood  Holding  Co.,  to  Wm.  Schuman, 
a  plot  north  side  of  53d  st,  between  10th 
and  11th  avs. 

57TH  ST. — Chas.  Hibson  &  Co.  sold 
for  Mrs.  McGovern  to  Dr.  Wm.  H.  Mc- 
Intyre  ami  Dr.  Wm.  T.  Lawson  a  5-sty 
20-family  flat,  with  stores,  at  224  East 
57th   st,   25x100. 

5TH  AV.— The  Fourteenth  Street  Bank 
bought  from  the  estate  of  Samuel  A. 
Blatchford  the  property  which  it  now  oc- 
cupies, at  the  northeast  corner  of  5th 
av  and  14th  st,  a  5-sty  building.  42x129, 
A'an  Buren  leasehold.  Geo.  R.  Read  & 
Co.   were  the  brokers. 

lOTH  AV. — Huberth  &  Gabel  sold  for 
Ida  and  Nathan  Moss  to  Max  Marx  488 
and  490  lOtli  av,  2  5-sty  brick  flats,  with 
stores,  24.8x100  each. 

IITH  AV. — E.  V.  C.  Pescia  &  Co.  sold 
for  a  client  to  Susana  Orth,  502  11th  av, 
a  5-sty  double  tenement  with  stores,  25x 
100. 


The  Bronx. 

CHISHOLM  ST.— William  Loeb  &  Co. 
told  1312  Chisholm  st,  a  3-sty  dwelling, 
near   Freeman   st. 

TRINITY  AV. — lEidor  D.  Brokaw  sold 
for  the  Tremain  estate  a  plot,  75x109,  west 
side  of  Trinity  av,  between  l.oGth  st  and 
Westchester  av. 


North  of  59th  Street. 

71ST  ST. — Mark  Goldberg  bought  for  a 
client  22s  East  71st  st,  a  5-sty  single 
flit,   28x100. 

114TH  ST. — Nicholas  V.  La  Cava  sole 
lor  Orazio  La  Cagnina  337  and  339  East 
H4th   St.   a  7-st.v  tenement  hou.se,  40x100. 

119TH  ST. — Salkind  &  Savitt  sold  for 
Block  Brothers  the  6-sty  tenement  524 
and  .521)  East  119th  st,  50x100. 

MANHATTAN  AV.— Simon  S.  Fried- 
berg  sold  to  Anna  O.  Wardwell  401  Man- 
lialtan  av,  a  3-sty  dwelling,  18x50. 

WEST  END  AV. — George  Peper  sold  to 
Charlotte  A.  Williams  873  West  End  av, 
a  3-sty  dwelling,  20x79. 

2D  AV. — Philip  Meyerowitz  sold  for 
Isidor  Cohen  to  Max  Friedman  the  south- 
east corner  of  2d  av  and  110th  st,  61x50. 

5TH  AV.— John  N.  Goldmg  sold  for 
Frederick  Lewisohn  1053  5th  av,  between 
Wth  and  86th  sts,  a  4-sty  and  basement 
dwelling.   19x102.2. 


Leases. 

Mulvihill  &  Co.  leased  for  John  G. 
Wendel  to  Walter  S.  Lapham  the  double 
building  146  and  148  West  39th  st  for 
three  years  as  an  automobile  garage. 

E.  V.  C.  Pescia  &  Co.  leased  for  the 
Jacob  Ganz  Realty  Co.  the  double  store 
and  basement  347  East  46th  st  for  a  term 
of  years  to  the  De  Consoli  Baking  Co. 

Geo.  A.  Bowman  leased  for  Wm.  G. 
Bosworlh  to  'the  Crawford  Shoemakers 
for  a  term  of  ten  years  the  store  and 
basement  103  'West  42d  st;  also  first  loft 
in  same  building  to  a  millinery  establish- 
ment. 

Judge  Warren  McConihe,  as  attorney, 
leased  for  Patrick  J.  Dempsey  to  John  J. 
Cunningham  and  John  Carlton  427  and 
429  West  38th  st.  a  new  6-3ty  stable, 
55x100.  The  stable  is  lequiippeJ  with 
electric  elevators  and  all  modern  im- 
provements. 

Fredk.  Fox  &  Co.  leased  from  the  plans 
for  the  Master  Builders'  Realty  Co.  to 
Becker  Bros.  &  Co.  the  ground  floor  and 
basement  in  the  12-sty  mercantile  build- 
ing being  erected  at  10-12-14  East  12th 
st,  for  a  term  of  years,  at  an  aggregate 
rental   of   ^35,000. 


J.  S.  Corning  sold  to  V,''illiain  Fisher  a 
tract  of  30  acres  with  a  water  front  of 
1  500  ft.  on  the  Hudson  River,  at  Esopus, 
N.  Y.,  adjoining  the  property  of  former 
Judge  Alton  B.   Parker. 

J.  P.  Kirwin  sold  for  the  Mechanics 
and  Traders'  Bank  its  lease  of  the  store 
3550  Broadway,  having  2^,  years  to  run, 
and  leased  the  entire  building  for  Julia 
P.  Outcalt  to  a  new  tenant  for  7^  years. 


August  25,  1906. 


RECORD     AND     GUIDE         Manhattan 


341 


mSOMLLAXBOVa. 


MiaoMLLAiraova. 


\/\/     P.    MArJGAM 

Real  Estate  and  Loans 

108  and  110  EASf  125TU  STREET 

Telephone,  222  Harlom  Now  York  City 

NOTARY  PUBLIC 

J     C.    LYONS    BU.LDING  & 
*^"  OPERATING    COMPANY 

4  AiJD  6  EAST  42d  STREET 
Telephone,  6438  38th  St.  NEW  YORK 


QHARLES  H.    EASTON   &  GO. 

^^  Real  Estate  Agents  and  Brokers 

Tel.,  6420  38th  St.         Estates  Managed 

116  West  42d  Street,  NEW  YORK 
Cable  Address,   "Cheaston,  N.  Y." 

CHARLKS  H.  EA.STON  ROBERT  T.  McQuSTY 

HUKD'8  PRINCIPLBS  OT   CITT  1.AND  TALUXa 
Frlc*.  ll.M. 
A    book    luit   publlihad   that   ibowi    btw    altr 
raluu  ar«  mada  and  tba  basU  up»n  whlck  rwil 
estata  appraisemanta   ibould   ba  mada. 


uiBpaiXASt^ve 


yHOMAS   DIMOND 
'  Iron  Work  tor  Building 

12s  WEST  33D  .ST.,  NEW  YORK 

vVrirV.!  /  128  West  33d  St.  Estalilishcd  1852 

""""^l  137West32d,St. Tel.,  1780  Mad.  Sq. 

|\J     BRIGHAM   HALL  &  SON 

'  ^  •  Real  Estate  Brokers  and  Agents 

Tel.,  603  Spring  G81  Bro,idw.ay 

jAlVES    A.     DDWD  Tel..  93  Plaza 

Real  Estate  and  Insurance 

874  SIXTH  AVENUE,  above  49th  Street 


HE  TITLE  INSURANCE  CO  M  PA  NY,  OF  new  YORK  ^^'^^'^-^J^?^^^?™'^-' 


135  Broadway,  Manhattan  CAPATAL  AND  SURPLUS 

and  203  Mongtague  St.,  Brooklyn  $3,000,000 

Examines  and  Insures  Titles  to  Real  Estate  on  Sales  and  Loans,  and  deals  in  Mortgages. 


JOHN  D.  CRIMMINS,      l^r.      .„      .,     ^ 
CHARLES  T.  BARNEY. /Vice-Presidents 
CVRIL  H,  BURIiETT.  Secretary 
CHAUNCEV  H,  HUMPHREYS,!  Asst. 
EDWIN  A.  BAYLES.  fSee'ys 

WILLIAM  N.  HARTE,  Treasurer 
Hon.  ABRAHAM   R.  LAWRENCE,  Counsel 


HARRY    W.     HOPTON 
REAL    ESTATE 

No.    IBO    BBOADWAT 
Cor.  Liberty  8t. 


Tri..  l?^ll  Cortlandt 


NOTICE  TO   PROPERTY  OWTfERS. 

HEARINGS      FOR      THE      COMING      WEEK. 

At    iiO-fii    West    Broadway. 

Monday,    Aug.    27. 

West   161th    St,    Broadway    to    Fort   Washington, 

at  2  p  m. 

Thursday,  Aug.  30. 
Bridge  at  l.j3d  st,  at  10.4.5  a.  m. 
White   Plains   rd,    Morris   Park  av   and  northern 

part  of  city,   at   11   a  m. 
Grand    Boulevard,    at    3    p    m. 

0 

AUCTION   SALES    OF  THE  WEEK. 

The  following  Is  the  complete  list  of  the  prop- 
erties sold,  withdrawn  or  adjourned  during  week 
ending  August  24,  IDI.HI,  at  the  New  York  Real 
Estate  Salesroom.  14  and  IG  Vesey  st.  Except 
where  otherwise  stated,  the  properties  offered 
were  in  foreclosure.  Adjournment  of  legal  sales 
to  next  week  are  noted  under  Advertised  Legal 
Sales. 

The  total  amount  at  the  end  of  the  list  com- 
prises the  consideration   in  actual  sales  only. 

D.    PHOENIX    INGRAHAM    &    CO. 

126th  st.  No  175.  n  s,  50.S  e  7th  av,  17x 
09.11,  3-sty  and  basement  stone  front  dwell- 
ing; action  No  1.  (Amt  due,  $9,915.20; 
taxes,  &c,  .$9.)  Mort  recorded  May  2, 
19U5.       Jane     Connor     $15,975 

128th  st.  No  14,  s  s,  10.J.6  w  5th  av.  17x 
99.11,  u-sty  and  basement  stone  front  dwell- 
ing; action  No  2.  (Amt  due,  .$8,850  85;  taxes, 
&c.  $9.)  Mort  recorded  May  2,  1905.  Wm 
H    Klinker    13.375 

128th  st,  No  18,  s  s.  200  w  5th  av,  17.6x 
99.11,  .3-sty  and  basement  stone  front  dwell- 
ing; action  No  3.  (Amt  due,  .$8,854.36; 
taxes,  &c,  $9.)  Mort  recorded  May  2,  1905. 
M     I     Gibson     13,2(X) 

JOSEPH    P.    DAY. 

(!2d  st.  No  3157,  n  s,  279  w  1st  av.  17x100.5, 
3-sty  stone  front  dwelling.  (Amt  due,  $4,- 
469.13;  taxes.  &c.  .$213.73.)  Mort  recorded 
April   24,    13S5.      John    Bozzuffi 7,400 

1S7  h  s'.  No  7:!n,  n  s.  737.6  e  Willis  av,  16.3 
x75.  4-sty  stone  front  dwelling.  (Amt  due, 
.$5,613  17;  taxes.  &c,  $120.)  Mort  recorded 
Feb.    11.    IflOl.      Ellen    Duncan 8,025 

JAMES   L.   WELLS. 

*55th  St.   No  249.  n  s.   140  e  8th  av,   20x100,5. 

4-sty  stone   front   dwelling.      (Amt  due,   $31.- 

SSS.36;    taxes,    &c,    J930.22.)      Mort   recorded 

May   7,    188B.      Francis   Neher    25.000 

Total      $82,975 

Corresponding  week.  1905 236.245 

Jan.    1.    1806,    to    date 22,468.914 

CorresEonding    period,     1005 22,357,036 

♦ 

ADVERTISED    I.EGAI.    SALES. 

Sales  to  be  held  at  the  Real  Estate  Exchange, 
14  and  16  Vesey  st,  except  as  elsewhere  stated. 

Aug.    25    and    27. 

No  Legal  Sales  advertised  for  these  days. 
Aug.    28. 
Centre  Market  pi.  No  7,  e  s.  about  200  n  Grand 

St.    2.5.X42. 2x25x46.1;    4-sty    brick    stable.      John 

Caggiano     agt     Nunziante     Forlenza;     Menken 

Bros,   atfys.  87  Nassau  st;   Nicholas  J   Hayes, 

sheriff.      (Sheriff's  sale  of   all   right,    title.    &c.. 

which    Nunziante    Forlenza    had    on    June    7. 

1906,    or  since.)      By   Joseph   P   Day. 
Aus.   29  and   .30. 

No   Legal    Sales   advertised   for   these   days. 

Au2.    31. 

Villa   av,    e   s,    275    n   204th    st.    SO.xlOO:    vacant. 

Frederick    H    Ridgway    agt    Annie    M    Tindall 

et    al;     C    Walter    Artz.    att'y,    52    Broadway; 

Frederick    Mellor.    ref.      (Amt    due.    $1.96.8.97; 

taxes.    &c.    $800,30.)      Mort    recorded    Oct    13, 

1S97.      By  Joseph  P   Day. 
10th  av,  No  l:i2.  e  s.  25  n  18th  st.  22,4x75;  3-sty 

brick   shop.      Title   Guarantee   &   Trust   Co  agt 

Patrick  T  Canavan  et  al;   Harold   Swain,  atfy. 

176    Broadway;    Edw    J    McGean,    ret.       (Amt 


JOSEPH   P.  DAY 

Real  Estate 

AUOTIONEEB  AND  APPEAISEB 

ILUN  OFFICII:  AGENCY  DIPT 

31  NASSAU  ST.  932  EIGHTH  AVENUB 


due.     $S,0.".0.20; 
recorded  Feb  9, 


taxes.     &c,     .$376,23)        Mort 
1898.     By  Joseph  P  Day. 
Sept    1    and    3. 
No  Legal  Sales  advertised  for  these  days. 


JUDGATENTS     IN     FORECLOSURE 

SUITS. 

Au£.    17. 
Rivinglon    st,    Nos   297   and   299.  | 

Avenue    B,    n    e    cor   6th    st,    20.2x93.  I 

Bernard  Cohen  agt  Louis  Reiner  et  al;  S  N 
I'^riedinan,  att'y;  Henry  J  Goldsmith,  ref.  (Amt 
due.  $4,056.65.) 
l.'ilith  st,  No  1007  East.  Sol  Cohen  agt  Theresa 
Kummel  et  al;  M  Silverstein,  att'y;  Chas  C 
Peters,     ref.       (Amt    due,     .$5,118.33.) 

Aus.    18. 
No  Judgments  in  Foreclosure  filed  this  day. 
Aug.    20. 
l.'iOth  St.  s  s.  225  w  6th  av.  25x99.11.     Oscar  L 
Hollander  agt  Abraham  S  Iserson  et  al;   John 
L    Bernstein,    att'y;    Emanuel    Eschwege.    ref. 
(Amt    due.    $10,543.) 

Aug.    21    and    22. 
No  Judgments  in  Foreclosure  filed  these  days. 


LIS    PENDENS. 

AU2.    IS. 

1st    av.    Nos    95    and   07  I 

Ust   St.    Nos  342  and  344   East  | 

Louis  Minsky  agt  Edward  Steiner;  specific  per- 
formance;   att'y.    M    Radin. 

103d  St.  No  109  East.  Louis  P  Weil  agt  Grace 
L  Smith;  specific  performance;  att'y,  C  A  Arn- 
stein. 

Ludlow  St.  No  1.82.  Moris  Schwartzapel  agt 
Jacob  Silver  or  Silber;  specific  performance; 
att'y,   H   Kempner. 

Downing  St.  Nos  57,  59,  61  and  64 

Carmine  st.    No  70 

West   Houston   st.    No  228 

40th    St.    No    134    West 
Amanda  M  Hall  et  al  agt  Chas  A  Senior  et  al; 
partition;    att'y.    H    B    Hathaway. 

Pleasant  av.  No  378.  Alcona  Blum  agt  David 
Kaplan;  action  to  impress  vendee's  lien;  att'ys, 
Morrison    &    Schiff. 

118th  st.  No  12  West.  Davis  Brooks  agt  Mor- 
ris Berkowitz  et  al;  specific  performance; 
att'y,    S    B    Rosenthal. 

Aus.    20. 
Lewis    st.    No    59.      Joseph    Heine    agt    Charles 

Stadler;    action    to    compel    conveyance;    att'y, 

M  Marks. 
5th  av.   No   1239 
Morningside  av   East.   No  25 
llOth  St.  s  s.  20  e  Madison  av,   16.8xlO0.ll 
110th  st,  s  s.  36.8  e  Madison  av.  16.8x100.11 

Katherine   G   Lingard   agt   Katherine   Mariniis; 

action  to  set  aside  deed;   att'y.   M  L  Rippe. 
l!J0th    St.    n    s.    536.4    w    7th    av,    137x50x    irreg. 

Theresa  Heindel  agt  Caroline  Heindel,  ex'x.  et 

al;    action    to    recover   possession;    att'ys,    Hor- 

witz   &   Wiener. 
131st  St.  No  10  West.     Seymour  Stern  agt  Lizzie 

Sampter    et    al;    action    to    declare    conveyance 

void;    att'ys.    Levy    &   Unger. 
Ludlow    st,    No    182.     Morris    Schwartzapel 

Jacob    Silver;    specific    performance;    att'y, 

Kempner. 

Aug.    21. 
5th   av.    No  1150 

3d  av,  w  s.  175.11  s  100th  st.  25.11x100 
2d  av.  s  w  cor  113th  st.  2.5x80 
lUth  St.   s  s.   100  w  3d  av.    17.6x100.11 
111th  st,  n  s.  600,3  w  3d  av,  17.10x100.11 
Madison  av,  s  w  cor  lO.'Sd  st.  20x100.11 

Annie  Maxwell  agt  Annie  Maguire  et  al 

tition;   att'y.    E   H   Kellv. 
5th  av.    n   e  cor   118th   st.   25.5.X.S3.     Louis   Gar- 

flel    agt    David    S    Kalman;    action    to    declare 

lien;   att'y,  H   R   Elias. 

Aug.    22. 
114th  St.   n  s.   87.6  w  Lexington  av.  44.7x100.11. 

Hannah    Linetzky    agt    Leopold    Zelinka   et   al; 

specific    performance;    att'y,    J    L   Bernstein, 
loth    st.     No    3(X>    West.       Isaac    B    Miller    agt 

Samuel    Margulies    et    al ;    action    to    foreclose 

mechanic's  lien;   att'ys,   Moss   &   Feiner. 


agt 
H 
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Aug.    23, 
T5iii   st,    .\o   225   East.      Gussie  Albert  agt    Ben- 
jamin Levy  et  al;   specific  performance;  att'ys, 
Rosenbluth    &    Silverman. 

Aug.    24. 

Columbus  av.  No  763.  Realty  Iron  Works  Co 
agt  John  Greim  et  al;  action  to  foreclose  me- 
chanics lien;  att'ys.  Moss  &  Feiner. 

146th  St.  Nos  502  to  516  West.  Charles  Cohen 
agt  Max  Weinberg  et  al;  action  to  foreclose 
mechanics   lien;    att'y,    I   Witkind. 


FORECLOSURE   SUITS. 

Aug.    IS. 
5th    av,    n    e   cor    126th    st,    90.11x120.      Charles 

McLoughlin   agt   Collins   Building   &   Construc- 
tion Co  et  al;  att'y,  V  M  Stilwell. 
Suffolk    St.    w    s.    59.10    n    Broome    st,    40.2x75. 

Julia   C   Horner   agt   Charles   Rosenberg  et  al; 

att'ys,   Joline,  Larkin  &  Rathbone. 
Aur.    20. 
Wocdycrest  av.   w   s,   246.7  s  108th  st,   25xS4.9x 

irreg.     Catherine  C  Twomey  agt  Horace  Mantz 

et   al;    att'y,   S  Williamson. 
Woodycrest  av,   w  s,   271.7  s  16Sth   st,  25x79.9x 

irrc3.      Richard    H    Moran   agt   same;    att'y,    S 

Williamson. 
Woodycrest  av,   w  s,   221.7  s  lG8th  st,   25x89.9x 

irreg.      Martin  Klett  agt  same;   att'y,   S  Will- 
iamson, 
loth  St.  s  s.  1.33  e  Av  C.  40x92.3x  irreg.    Charles 

H   Phelps   agt   Henry    Kahn   et   al;    att'y,    J   P 

Eiist. 
Fulton   St.    No  144.      Guy  Witthaus  agt  Eleanor 

A   Capstick   et   al;    att'y,    P   X   Butler. 
Jefl'erson  av.  n  w  s.   lots  163,   164.   165  and  166j 

map  of  Samuel  Ryer  homestead.  Bronx.     Mary 

A  Farrell  agt  Belmont  Realty  Co  et  al;  att'y. 

M  J   Esan. 

Aug.    21. 
Stebbins  av.  e  s.  303.8  n  Westchester  av,  50x80. 

Therina    T    Barnard    agt   Moses    Siegler    et    al; 

ntfy.   E  E   Barnard. 
Washington   av.  e  s.   whole  front  between  188th 

and  l.SOth  sts.  352  11x2.30.     Frederick  J  Whitin 

agt  Archibald  J  MacFarland  et  al;  atfy,  E  M 

Davis. 

Aug.    22. 
110th   so.    Nos   410  and   418   East.      Mutual  Lite 

Ins  Co  of  N  Y  agt  Moses  I  Siegel  et  al;  atfy, 
-J.  McKeen. 
110th   St.    s   s,    125   e   2d   av.    175x100.11.      Louis 

Sthlechter    agt    Gerson    Hymau    et    al;    atfy, 

W  M  Golden,  Jr. 

Aug.    23. 

ICOth    St.    No  203  West.      Catharine   A   Concklin 
agt  Susan   A  Wright  et  al;   atfy.   J   E   Car- 
penter. 

Lexington  av,  e  s,  56.7  n  51st  st,  18.4x67.  John 
Slattery  agt  Annie  Corcoran  et  al;  atfy,  W 
F    Clare. 

Rivington  st.  No  264.  | 

Columbia    st.    No   73%.  | 

Henry   M  Greenberg  agt  Moses  Scherer;   atfy, 
M    Greenberg. 

Aug.    24. 
No  Foreclosure   Suits  filed  this  day. 


proposals. 


Headquarters  of  the  Fire  Department  of  the 
City  of  New  Y'ork.  Nos.  157  and  159  East  Sixty- 
seventh  Soreet.  Borough  of  Manhattan,  the  City 
of  New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office  until  10:30  o'clock  A.  M,,  on 

TUESDAY,    SEPTEMBER   4,    10O6. 
Boroughs   of   Manhattan   and   The   Bronx. 

No.  1.  For  furnishing  and  delivering  three 
thousand  two  hundred  and  eighty  (3.280)  feet 
of  26  conductor  lead  cable. 

No.  2.  For  furnishing  and  delivering  one  six- 
ty-five-foot aerial  hook  and  ladder  truck. 

No.  3.  For  furnishing  and  delivering  one 
seventy-flve-foot    aerial    hook    and    ladder   truck. 

For   full  particulars  see  City  Record. 

JOH.N   H.    O'BRIEN, 

Fire  Commissioner. 

Dated    August   21,    1006.  (28506) 

DEPARTMENT  OF  DOCKS  AND  FERRIES. 
SEALED  BIDS  OR  ESTIMATES  for  five  feed 
water  heaters  (1021)  will  be  received  by  the 
Commissioner  of  Docks  at  Pier  "A."  Battery 
Place,  until  12  o'clock  noon.  September  4.  19()6. 
(For   particulars  see   City  Record.)  (28527) 
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>TTEiNT10N  IS  CALLED  TO  THE  ADVER- 
ISEiMENT  l.\  THE  CITV  RECORD  OF  August 
10  to  -3,  1!>0G,  of  the  conflrmauon  by  the  Board 
of  Revisiou  of  Assessments  and  the  entering  In 
the  Buieau  for  the  Collection  of  Assessments 
and  Aireais,  of  assessment  for  LOCAL  IM- 
PROVEMENTS In  the  BOROUGH  OF  MANHAT- 
TAN : 

l^TH  WARD.  SECTION  8.  WEST  193RD 
STREET— REGULATING.  GRADING.  CURBING 
AND  FLAGGING,  from  Audubon  Avenue  to  Fort 
George  Avenue. 

HERMAN  A.  METZ,  Comptroller. 
City  of  New  York,  August.  9.  1906. 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  August 
10  to  :!3.  lOOU.  of  the  conflrmation  by  the  Board 
5f  Revision  of  Assessments  and  the  entering  In 
the  Bureau  for  the  Collection  of  Assessments 
and  Arrears,  of  assessments  for  LOCAL  IM- 
PROVEMENTS In  THE  BOROUGH  OF  THE 
BRONX: 

;;,jRD  WARD.  SECTION  10.  EAST  167TH 
STREET— PAVING  AND  CURBING,  from  the 
Southern  Boulevard  to  West  Farms  Road. 
WALES  AVENUE— PAVING  AND  CURBING, 
from  St,  Joseph  Street  to  149th  Street.  23RD 
AND  24TH  WARDS.  SECTION  9.  NELSON 
AVENUE— PAVING  AND  SETTING  CURB, 
from  West  IB-Ith  Street  to  Boscobal  Avenue. 
23RD  AND  24TH  WARDS,  SECTIONS  10  AND 
11.  HOE  STREET— REGULATING,  GRADING, 
SETTING  CURBSTONES,  FLAGGING  THE 
SIDEWALKS,  LAYING  CROSSWALKS,  BUILD- 
ING APPROACHES  AND  PLACING  FENCES, 
from  West  Farms  Road  to  Boston  Road.  24TH 
WARD.  SECTION  11.  EAST  187TH  STREET- 
PAVING  THE  ROADWAY,  from  Webster  Avenue 
to  the  Southern   Boulevard. 

HERMAN  A.  METZ.  Comptroller. 

City  of  New  York.  August.  9.  1906. 

ATTENTION  IS  CALLED  to  the  advertise- 
ment in  the  "City  Record"  of  August  9  to  22. 
1906,  of  the  confirmation  by  the  Board  of  As- 
sessors and  the  entering  in  the  Bureau  for  the 
Collection  of  Assessments  and  Arrears  of  Assess- 
ment for  LOCAL  IMPROVEMENTS  in  the  BOR- 
OUGH   OF    THE    BRONX. 

TWENTY-FOURTH  WARD.  SECTION  11, 
BELMONT  STREET— REGULATING,  GRAD- 
ING, CURBING.  FLAGGING  and  LAYING 
CROSSWALKS,  from  Topping  Avenue  to  Weeks 
Avenue. 

HERMAN   A.    METZ. 
Comptroller. 

City  of  New  Y'ork.  August  8.  1906.  (28288) 


proposals 


Department    of    Bridges.    Nos.    13    to    21    Park 
Row.   Borough  of  Manhattan.  City  of  New  York. 
SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived   by    the   Commissioner   of    Bridges   at   the 
above   office   until   2   o'clock   p.    m.,    on 

THURSDAY,     AUGUJT    30,     1906, 
FOR    TILE    WORK    AT    THE    WESTERLY    OR 
MANHATTAN    TERMINAL    OF    THE    BROOK- 
LYN   BRIDGE. 
For  full  particulars  see  Citv   Record. 

JOHN  H.  LITTLE, 
Deputy  and  Acting  Commissioner  of  Bridges. 
Dated    August    11,    1906.  (28368) 

Office  of  the  President  of  the  Borough  of  Man- 
hattan,  City   Hall,   The  City  of   New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Borough  of  Man- 
hattan, at  the  City  Hall,  Room  16,  until  3 
o'clock   P.    M.    on 

MONDAY,   AUGUST  27,   1906. 

No.  1.  Constructing  parkways  thereon  and 
regulating  and  repaying  with  asphalt  block 
pavement  on  concrete  foundation  the  roadway  of 
Broadway,  from  One  Hundred  and  Fifty-fifth 
street    to    One    Hundred    and    Sixty-ninth    street. 

For  full  particulars  see  City   Record. 

JOHN    F.    AHEARN. 

Boroueh    President. 

Dated    August    14.    1906.  (28377) 

Headquarters  of  the  Fire  Department  of  the 
City  of  New  York.  Nos.  157  and  159  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  the  City 
of    New    York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office  until  10.30  o'clock  A.  M.  on 

MONDAY,   AUGUST   27,   1906. 
Boroughs  of   Brooklyn   and  Queens. 
No.  1.     For     furnishing     and     delivering    hay, 
straw,  oats  and  bran  for  volunteer  companies  In 
the    Borough    of    Queens. 
For   full   particulars   see   City   Record. 

JOHN     H.     O'BRIEN, 

Fire   Commissioner. 
Dated    August    15.    1906.  (28400) 


Department  of  Water  Supply,  Gas  and  Elec- 
tricity. Room  1536.  Nos.  13  to  21  Park  Row. 
Borough   of   Manhattan,   The  Citv  of  New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply. 
Gas  and  Electricity  at  the  above  office  until  2 
o'clock   P.    M.    on 

WEDNESDAY.    AUGUST    29,    1906. 
Borough    of    Brooklyn. 

No.  1.  For  furnishing  and  erecting  a  wrought 
iron  fence,  with  gates,  at  the  old  Ridgewood 
pumping    station.    Borough    of    Brooklyn. 

The  time  allowed  for  doing  and  completing 
the  work  will  be  eighty  (.SO)  working  days. 

The  security  required  will  be  Two  Thousand 
Dollars    ($2,000). 

No.  2.  For  furnishing,  constructing  and  erect- 
ing a  concrete  coal  shed  and  culvert  and  doing 
all  grading,  sodding,  etc.,  required  at  the  new 
Canarsle  pumping  station,  near  Avenue  D  and 
Remsen  avenue.  In  the  Borough  of  Brooklyn. 

For  full  particulars  see  City  Record. 

WILLIAM   B.    ELLISON, 

Commissioner. 

Dated    August    14,    1906.  (28384) 


Headquarters  of  the  Fire  Department  of  the 
City  of  New  York.  Nos.  157  and  159  East  Sixty- 
seventh  Street.  Borough  of  Manhattan,  the  City 
of    New    York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office  until  10.30  o'clock  A.  M.  on 

MONDAY.    AUGUST   27.    1906. 

No.  1.  For  furnishing  all  the  labor  and  ma- 
terials required  for  establishing,  building  and 
equipping  an  extension  of  the  fire  alarm  tele- 
graph system  in  the  Borough  of  Queens. 

For   full   particulars   see   City   Record. 

JOHN     H.     O'BRIEN, 

Fire   Commissioner. 

Dated    August    15.    1906.  (28407) 

Headquarters  of  the  Fire  Department  of  the 
City  of  New  Y'ork.  Nos.  157  and  159  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  the  City 
of    New    Y'ork. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office  until  10. .10  o'clock  A.  M.  on 

MONDAY.    AUGUST   27.    1906. 
Boroughs  of   Brooklyn  and   Queens. 
No.  1.    For     furnishing     and     delivering     one 
fifty    feet    water    tower. 

No.  2.    For     furnishing     and     delivering     two 
eighty-five  feet  aerial  hook  and  ladder  trucks. 
For    full    particulars   see    City    Record. 

JOHN     H.     O'BRIEN, 

Fire   Commissioner. 
Dated    August    15.    1906,  (28400) 

Bellevue  and  Allied  Hospitals.  Department  of 
New  Y'ork  City.  Twenty-sixth  Street  and  First 
Avenue.  Borough  of  Manhattan,  The  City  of 
New    York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  President  of  the  Board  of  Trustees 
at  the  above  office  until  3  o'clock  p.  m.  on 
WEDNESDAY,    AUGUST    29,    1906, 

For  all  labor  and  materials  required  for  the 
erection  and  completion  of  fitments  connected 
with  the  drug  rooms  and  storage  for  drug  room 
of  the  new  Harlem  Hospital,  situated  on  Lenox 
Avenue  and  bounded  by  One  Hundred  and 
Thirty-sixth  and  One  Hundred  and  Thirty- 
seventh   Streets.   The  City  of  New  York. 

For   full    particulars   see   City    Record. 
MY'LES     TIERNEY. 

Acting    President    of    the    Board    of    Trustees 
Bellevue  and  Allied  Hospitals. 

Dated   August   16.    1906. 

Office  of  the  Department  of  Correction,  No. 
148  East  Twentieth  Street.  Borough  of  Man- 
hattan.   The    City    of    New    Y'ork. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  Commissioner  of  Correction  at  the 
above    office    until    11    o'clock    a.    m.    on 
THURSDAY.    AUGUST     30.    1906, 
Borough   of  Manhattan. 
No.  1.    For   furnishing   all   the   labor  and   ma- 
terials   required    for    repairs    and    alterations    to 
water  supply,   plumbing,   heating,   lighting,    ven- 
tilation, etc.,  at  the  Seventh  District  Prison. 
For   full   particulars   see   City    Record. 

FRANCIS  J.   LANTRY, 

Commissioner. 
Dated   August  13,    1906. 


Department   of   Public   Charities,    toot   of   East 
Twenty-sixth    Street,    New    York. 

TO  CONTRACTORS. 


PROPOSALS  FOR  BIDS  OR  ESTIMATES. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived   by    the    Department    of    Public    Charities 
at  the  above  office  until  12  o'clock  M.  on 
FRIDAY.    AUGUST  31,    1906, 
For  furnishing  all   the   labor  and  material   re- 
quired to  erect  three  spiral  fire  escapes,  one  of 
which  is  to  be  located  at  the  City  Hospital  and 
two    at    the    New    Male    Tuberculosis    Infirmary, 
Blackwell's   Island. 
For  full  particulars  see  City  Record. 

ROBERT  W.   HEBBERD, 

Commissioner. 
Dated   August    18,    1906.  (28458) 

Department    of   Public    Charities,    foot   of   East 
Twenty-sixth    Street,    New    York. 


TO  CONTRACTORS. 


PROPOSALS  FOR  BIDS  OR  ESTIMATES. 


SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived   by    the    Department    of    Public    Charities 
at  the  above  office  until  12  o'clock  M.  on 
FRIDAY,    AUGUST   SI.    1906, 
For    furnishing    all    the    labor    and    material 
necessary    to    erect    poles    and    wire    same,    for 
street    lighting    and    feed    lines    to    the    various 
buildings  on  Randall's  Island. 
For  full  particulars  see  City  Record. 

ROBERT  W.   HEBBERD, 

Commissioner. 
Dated  August  18,   1906.  (28472) 

Office  of  the  Department  of  Parks.  Arsenal 
Building.  Fifth  Avenue  and  Sixty-fourth  Street. 
Borough  of  Manhattan.  The  Citv  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
P.  M.   on 

THURSDAY.   AUGUST  30.   1906. 
Borough   of   The   Bronx. 
For  furnishing  all  the  labor  and  materials  for 
building    a    concourse    and    approaches   to    Balrd 
Court,    in    the    New    York    Zoological    Park    in 
Broux  Park,  in  the  City  of  New  York. 
For  full  particulars  see  City  Record. 
MOSES    HERRMAN, 

President. 
GEORGE  M.   WALGROVE. 
MICHAEL    J.    KENNEDY, 

Commissioners    of    Parks. 
Dated  August  15,   1906.  (28479) 


Office  of  the  Dt-'iiartment  of  Correction.  No. 
148  East  Twentieth  Street.  Borough  of  Manhat- 
tan.   The    City    of    .N'ew    Y'ork. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived   by    the    Commissioner    of    Correction    at 
the  above  office  until  11  o'clock  A.  M.  on 
THURSDAY.   AUGUST  30,   1906. 
Borough  of  Manhattan. 
For      furnishing      and      delivering      hardware, 
paints,   iron,    steam  fittings,   lumber  and  miscel- 
laneous   articles. 
For  full  particulars  see  City  Record. 

FRANCIS  J.    LANTRY, 

Commissioner. 
Dated   August    IS.    1906.  (28465) 


Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
P.   M.  on 

THURSDAY.   AUGUST  30,   1906, 
Borough    of    The    Bronx. 
For  furnishing  all  the  labor  and  materials  for 
the  erection   and  completion   of  a  concourse   en- 
trance   in    the    New    Y'ork    Zoological    Park    in 
Bronx  Park,  in  the  City  of  New  York. 
For  full  particulars  see  City  Record. 
MOSES    HERRMAN, 

President. 
GEORGE  M.    WALGROVE, 
MICHAEL    J.    KENNEDY, 

Commissioners    of    Parks. 
Dated    August    15.    1906.  (28486) 


Office  of  the  Department  of  Parks.  Arsenal 
Building.  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan.  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
P.   M.   on 

THURSDAY,   AUGUST  30,   1906. 
Borough  of  Brooklyn. 
No.  1.    For   tiirnishing  all   the   labor  and   ma- 
terials   necessary    to   grade   and    inclose    addition 
to    Willink    entrance.    Borough    of    Brooklyn. 

No.  2.  For  furnishing  all  the  labor  and  ma- 
terials required  for  the  erection  of  picture  sup- 
ports in  galleries  R,  S,  T  and  U.  in  the  east 
wing  of  the  Brooklyn  Institute  of  Arts  and 
Sciences.  Eastern  Parkway,  Brooklyn. 
For  full  particulars  see  City  Record. 
MOSES    HERRMAN, 

President. 
GEORGE   M.   WALGROVE, 
MICHAEL    J.    KENNEDY, 
(28486)  Commissioners   of    Parks. 


public  IRoitces, 


MUNICIPAL     CIVIL     SERVICE     COMMISSION, 
299  Broadway. 
New   York.   August   17,  1906. 
PUBLIC    NOTICE    IS    HEREBY    GIVEN    thai 
application  for  the  position  of  FIREMAN.  FIRE 
DEPARTMENT,    will    be    received    from    Septem- 
ber   10    to    October   10,    1906,    at   4    P.    M.,    both 
dates    inclusive. 

For  scope  of  examination  and  further  informa- 
tion  apply    to    the    Secretary. 

FRANK    A.    SPENCER, 
(28448)  Secretary. 


CORPORATION     SALE     OF     BUILDINGS     AND 

APPURTENANCES      THERETO      ON     CITY 

REAL    ESTATE. 

At  the  request  of  the  President  of  the  Borough 

of  the  Bron.x.   public  notice  is  hereby  given  that 

the   Commissioners   of   the   Sinking   Fund   of   the 

City    of    New    York,    by    virtue    of    the    powers 

vested    in    them    by    law.    will    offer    for    sale    at 

public  auction  the  buildings,   parts  of  buildings, 

etc.,   standing  within   the   lines   and   on    property 

owned    by    the   City    of   New    York,    acquired   for 

street    purposes,    iu    the 

BOROUGH  OF  THE  BRONX. 
Being  the  property  required  for  the  opening  of 
East  IGGth  Street,  between  Walton  Avenue  and 
Morris  Avenue,  in  the  Borough  of  the  Bronx, 
City  of  New  York,  which  is  more  particularly 
described  on  a  map  on  file  in  the  office  of  the 
Collector  of  City  Revenue,  Department  of 
Finance,  Room  141.  2S0  Broadway,  Manhattan. 
The    sale    will    take    place   on 

THURSDAY.    AUGUST   30.    1906. 

at  12  m.,   on   the  premises,   and   will   be  sold  at 

the    highest    marketable    price,    on    the   following 

TERMS    AND    CONDITIONS: 

Cash  payment  in  bankable  funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of  the 
buildings,  parts  of  buildings,  etc.,  standing 
within  the  lines  of  said  streets  from  the  streets 
by  the  purchaser  or  purchasers  immediately 
after  the  sale.  If  the  purchaser  or  purchasers 
fail  to  effect  a  removal  within  thirty  days,  he  or 
they  shall  forfeit  his  or  their  purchase  money 
and  the  ownership  of  the  buildings,  parts  of 
buildings,  etc..  and  the  City  of  New  York  will 
cause  the  same  to  be  removed  without  notice  to 
the    purchaser. 

Purchasers  to  be  liable  for  any  and  all  dam- 
ages of  any  kind  whatsoever  by  reason  of  occu- 
pation or  removal  of  said  buildings,  parts  of 
buildings,    etc. 

The  bidder's  assent  and  agreement  to  the  above 
terms  and  conditions  are  understood  to  be  im- 
plied  by  the  act   of  bidding. 

By  direction  of  the  Comptroller,  sales  of  the 
above  described  property  will  be  made  under  the 
supervision  of  the  Collector  of  City  Revenue,  at 
the    time    stated    herein. 

Full  particulars  of  sale  can  be  obtained  at  the 
office  of  the  Collector  of  City  Revenue.  Rooni 
141,  Stewart  Building,  No.  280  Broadway.  Bor- 
ough  of   Manhattan. 

H.  A.  METZ, 
Comptroller. 

City  of  New  York.  Department  of  Finance, 
Comptroller's    office,    August    10,    1906.      (28370) 


August  25,  1906. 
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Office  of  the  Department  of  Parks.  Arsenal 
Building.  Fifth  Avenue  and  Sixty-tourtli  Street. 
Borough  of  Manhattan,  the  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office  of 
the  Department  of  Parks  until  3  o'clock  P.  M., 
on 

THURSDAY,   SEPTEMBER  G,   190G. 
for    furnishing    and    delivering    three    thousand 
(3.000)    cubic    yards    broken    stone    of   trap    rock, 
and    three    thousand    (3,0001    cubic   yards   screen- 
ings of  trap  rock  (No.  3,  190(i),  tor  parks.  Bor- 
ough of  The  Bronx. 
For  full  particulars  see  City  Record. 
MOSES     HERRMAN. 

President; 
GEORGE     M.     WALGROVE, 
MICHAEL    J.     KENNEDY, 

Commissioners  of  Parks. 
Dated  August  l.'..   1900. (28513) 

DEPARTMENT  OF  DOCKS  AND  FERRIES. 
SEALED  BIDS  OR  ESTIMATES  tor  repairs  to 
Piers  foot  East  01st  and  02d  Streets.  East  River 
(1024)  will  be  received  by  the  Commissioner  ot 
Docks  at  Pier  "A."  Battery  Place,  until  12 
o'clock  noon,  September  4,  1906.  (For  particu- 
lars  see   City   Record.) (28520) 

DEPARTMENT  OF  DOCKS  AND  FERRIES. 

SEALED  BIDS  OR  ESTIMATES  tor  Ferry 
Terminal  between  38th  and  .39th  Streets,  Bor- 
ough of  Brooklyn  (1022)  will  be  received  by  the 
Commissioner  ot  Docks,  at  Pier  "A,"  Battery 
Place,  until  12  o'clock  noon,  September  6th, 
1906.     (For  particulars,  see  City  Record.)  (28543) 


HERBERT  A.  SHERMAN 

REAL  ESTATE 

AUCTIONEER,     BROKER 

APPRAISER,  AGENT 

QEODND    FLOOR    ASTOB    BUILDING 

9  Pine  and  10  Wall  St., 

Uptown  Office.  530  and  532   FIFTH   AVENUE 

Corner  44th  St..  under  5th  Ave.  Bank 
Tel.  Connections.     Private  Wire  Between  Offices 

proposals. 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity. Room  15o0,  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan,  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  for  the  above 
named  work  and  materials  will  be  received  at 
the  office  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  Room  1536,  Nos.  13  to  21 
Park  Row.  Borough  of  Manhattan,  in  The  City 
of  New  York,    until  2  o'clock  P.   M.   on 

WEDNESDAY,   SEPTEMBER  12,   1906, 
Boroughs  of  Manhattan  and  The  Bronx. 
For  furnishing  all  the   labor  and  materials  re- 
quired   to    construct    and    erect    an    experimental 
filter    station    at    the    south    end    of    the    Jerome 
Park  Reservoir,  Borough  of  The  Bronx. 
For  further  particulars  see  City   Record. 
WILLIAM  B.    ELLISON, 

Commissioner. 
Dated   August   22,    1906.  (28536) 


IPubltc  IRottces, 


PUBLIC  NOTICE  IS  HEREBY  GIVEN  TO 
the  owner  or  owners  of  all  houses  and  lots, 
improved  or  unimproved  lands  affected  thereby, 
that  the  following  proposed  assessments  have 
been  completed  and  are  lodged  in  the  office  of 
the  Board  of  Assessors  for  examination  by  all 
persons    interested,    viz.: 

BOROUGH  OF  MANHATTAN. 
Repairs    to    sidewalk    at    the    east    side    of    St. 
Nicholas    avenue    from    the    north    curb    of    One 
Hundred   and   Thirty-seventh   street   to   480  feet 
north. 

All  persons  whose  interests  are  affected  by  the 
above-named  proposed  assessments,  and  who  are 
opposed   to  the  same,   or  either  of  them,   are  re- 
quested   to    present    their   objections,    in    writing, 
to  the  Secretary  of  the  Board  of  Assessors,   No. 
320  Broadway,    New  York,   on  or  before  Septem- 
ber  25,    l'J06,    at   11   a.    m.,    at   which   time   and 
place  the  said  objections  will  be  heard  and  testi- 
mony   received    in    reference   thereto. 
ANTONIO    ZUCCA, 
PAUL   WEIMANN, 
JAMES  H.   KENNEDY, 

Board    of    AssessorB. 

WILLIAM  H.   JASPER, 

Secretary, 

No.  320  Broadway. 

City  of  New  York,   Borough  of  Manhattan,  7 
(28528)  August    23,    1906.        } 


CONVEYANCES 


WliBUover  tntj  letieFB  y.  C,  C.  a.  U.  and  B.  &  S.  occur,  preceded  by 
the  name  of  the  grantee,   they  mean  as  follows: 

lat. — Q.  C.  Is  an  abbreviation  for  Quit  Claim  deed,  1.  e.,  a  deed 
wherein  all  the  right,  title  and  interest  of  the  grantor  Is  conveyed, 
omitting  all  covenants  and  warranty. 

2d. — C.  a.  G.  means  a  deed  containing  Covenant  against  Grantor 
only.  In  which  he  covenants  that  he  hath  not  dons  any  act  whereby 
the  estate  conveyed  may  be  Impeached,  charged  or  encumbered. 

3d. — B.  &  S.  is  an  abbreviation  for  Bargain  and  Sale  deed,  wherein, 
although  the  seller  makes  no  expressed  consideration,  and  thus  im- 
pliedly claims  to  be  the  owner  of  it.  The  street  or  avenue  num- 
bers given  in  these  lists  are.  in  all  cases,  taken  from  the  Insurance 
maps  when  they  are  not  mentioned  in  the  deeds.  The  numbers,  it 
will  occasionally  be  found,  do  not  correspond  with  the  existing  ones, 
swing  to  there  having  been  no  official  designation  made  of  them  by 
the  Department  of   Public  Works. 

4th. — The  first  date  la  the  date  the  deed  was  drawn.  The  second 
date  is  the  date  ot  filing  same.  When  both  dates  are  the  same,  only 
one  Is  given. 

5th. — The  figures  In  each  conveyance,  thus,  2:482 — 10,  denote  that 
the  property  mentioned  is  In  section  2.  block  482,  lot  10. 

(ith. — It  should  also  be  noted  In  section  and  block  numbers  that 
the   Instrument   as  filed   la  strictly   followed. 

7th. — A  $20,000 — $30,000  Indicates  the  assessed  value  of  the 
property,  the  first  figures  being  tor  the  lot  only,  and  the  second  fig- 
ures representing  both  lot  and  building.  Letter  P  before  second  fig- 
ure indicates  that  the  property  is  assessed  as  in  course  of  con- 
struction. 


August   17,  18,  20.  21,  22,  23. 
BOROUGH    OF    MANHATTAN. 

Allen  St,  No  132,  e  s,  127.0  s  Rivington  st,  24.8x87.0,  5-sty  brk 
tenement  and  store.  Jonas  Weil  et  al  to  Isaac  Zlotchin.  Mort 
,$24,000.  Aug  1(3.  Aug  17,  190G.  2:415—54.  A  $15,000— 
$18,000.  other  consid  and  100 

Attorney  St,  No  1741  e   s,  40.4  s  Houston   st,  runs  s  21.8  x  e  50  x 

Houston  st,  No  319  I  n  21.8  x  w  50  to  w  s  (?)  Attorney  st  x  n 
40.4  to  s  s  Houston  st  x  e  24.10  x  s  46.4  x  w  24.10  to  e  s 
Attorney  st  at  beginning,  probable  error.  5-sty  brk  tenement 
and  store.  Isaac  Musliner  and  auo  EXRS,  &c,  Jos  Musliner  to 
Louis  Gordon  and  Moritz  Gruenstein.  Aug  20.  190(j.  2:345— 
11.     A  $24,000— $34,000.  other  consid  and  100 

Attorney  st.  Nos  155  and  157,  w  s,  200  s  Houston  st,  50x100,  two 
G-sty  brk  tenements  and  stores  and  4  and  5-sty  brk  tenements 
in  rear  Pinkus  Burger  to  Morris  Goldberg  and  Sam  Cohen. 
Mort  $58,000.  Aug  15.  Aug  17,  1906.  2:350 — 09  and  70.  A 
$36.000— $40,000.  other  consid  and  100 

Bayard  st,  No  61.  s  s,  272.2  w  Bowery,  25x90,  5-sty  brk  tene- 
ment and  store.  Koppel  Friedland  et  al  to  Louis  &  George 
Greenbaum.  Mort  $32. ,500.  July  31.  Aug  18,  1906.  1:163 — 
24.     A   $14,800— $28,000.  nom 

Bedford  st.  No  95,  w  s,  (57.7  s  Grove  st,  25x98.6x25.5x93.8,  4-sty 
brk  stable.  Hermann  W  Schade  to  Marie  Lund.  Q  C.  July  3. 
Aug   23.   lOOfi.      2:58.5—24.      A   .$9.500— $17,000.  nom 

Same  property  Herman,  W  Schade  to  Marie  Lund.  Mort  $15,000. 
July  3.      Aug  23.   1906.      2:. 585.  nom 

Broad  st.  No  41.  e  s,  194.3  n  Beaver  st,  runs  e  128.1  x  n  31.2  x 
w  110.3  to  Broad  st  x  s  30.2  to  beginning,  4-sty  loft  and  store 
building.  Arthur  W  Saunders  to  Broad  Exchange  Co.  Mort 
$250,000.  Aug  1.  Aug  18.  1900.  1:25—10.  A  $164,000— 
,$180  000.  other   consid   and   100 

Broome  st'.  Nos  149  and  151.  s  s.  87. 6  e  Attorney  st,  37.6x100, 
7-sty  brk  tenement  and  store.  Morris  Nudelman  to  Simon 
Lazerowitz.  Harry  Rudawsky  and  Herres  Posner.  Mort  $79.- 
000.     Aug   15.     Aug  17,   1906.     2:341-14.     A  $29,000-$65,000. 

other   consid   and   100 

Broome  st.  No  145  |  s  w  cor  Ridge  st,  55x41.6,  6-sty  brk  tene- 

Ridge  st,  Nos35  and  371  ment  and  store.  Isidore  Cuba  to  Max 
Rosenthal  and  Saml  Epstein.  Mort  $58,000.  March  21.  Re- 
recorded from  March  22,  1906.  Aug  22,  1906.  2:341—17.  A 
,$25,(X>0— .$50,000.  other  consid  and  100 

Broome  st.  No  97.  s  s,  abt  50  w  Sheriff  st,  25x75,  4-sty  frame 
(brk  front)  tenement  and  store  and  5-sty  brk  tenement  in  rear. 
CONTRACT.  Isaac  Slater  with  Davis  Silverstein.  Mort  $18.- 
000.     Aug  14.     Aug  17,  1906.     2:336-45.     A  $14,000-$17,000. 

^0,1X10 


Broome  st,  Nos  362  and  366,  n  s,  50.1  e  Mott  st,  runs  n  119.10 
X  e  44.6  X  s  25  x  e  16.7  x  s  111.2  to  Broome  st  x  w  65.3  to 
beginning,  two  5-sty  brk  tenements.  Samuel  Arouson  to  Joseph 
L  Buttenwleser.  Mort  $65,000.  Aug  17.  Aug  IS,  1906.  2:479 
—37  and  39.     A  $(.)3,00O— $90,000.  other  consid  and  100 

Cedar  st.No  10,  s  s,  148.11  w  Pearl  st,  runs  s  59.9  x  w  14.5  x 
n  4.4  X  w  5.4  x  n  54.8  to  St.  x  e  20.2  to  beginning,  4-sty  brk 
loft  and  store  building.  Amelia  Keller  widow  to  Georgeanna  P 
wife  of  Edw  A  Bowry,  ot  Brooklyn.  C  a  G.  Mort  $10,000.  Feb 
27,    18G7.      Aug  21,    1906.      1:41—32.      A   $23,300-$30,000. 

omitted 

Charles  st.  No  27,  n  s,  ,50  w  Waverly  pi,  25x95. 

Charles  st,  No  25,  n  s,  28  w  Waverly  pi,  runs  n  41.1  x  n  34.1  x  w 
22.2  X  s  75  to  st,  x  e  22.2  to  beginning, 
two  5-sty  brk  tenements. 
Bernhard  Weisenburger  to  Henry  Kopf.     Mort  $20,000.     Aug  15. 
Aug  17,   1906.     2:612—26  and  27.     A  $20,500— $40,000. 

other  consid  and  100 

Cherry  st,  No  384  In    w    cor    Scammel    st,    — x — ,    6-sty   brk 

Scammel  st,  Nos  45  and  47]  tenement  and  store.  Jacob  Siris  et  al 
to  Saml  and  Moses  Charack.  Mort  $60,000.  Aug  20.  Aug  23, 
1906.      1:261—6.      A  $15,000— $45,000.  other  consid  and  100 

Cherry  st,  No  149,  s  s,  abt  130  w  Market  slip,  20x60,  5-sty  brk 
tenement  and  store.  John  Clancy  to  Martin  Garone.  Aug  16. 
Aug    17,    1906.      1:250—71.      A   $5,000-$7,000. 

other  consid  and  100 

Chrystie  st,  No  SO,  s  e  s,  75  n  e  Hester  st,  25x100,  6-sty  brk 
tenement  and  store.  Margt  Jaeger  to  Arenold  Kadish,  Israel 
Augarten  and  Samuel  Meshel.  Mort  $42,000.  Aug  15.  Aug  18, 
1906.      1:305—4.      A  $19,000— $39,00<>.  other   consid   and   100 

Columbia  st.  No  89,  w  s,  150.11  s  Stanton  st,  25.7x100,  6-sty  brk 
tenement  and  store.  Isidor  Wexler  et  al  to  Benj  Schwartz. 
Mort  $43,000.  Aug  21.  Aug  22,  1906.  2:334—25.  A  $15,000— 
$34,000.  other   consid   and    100 

Delancey  st.  No  290,  n  s,  25  e  Cannon  st,  25x100,  5-sty  brk  tene- 
ment and  store.  Harry  Schiff  et  al  to  David  Stoft.  Mort 
$29,500.  Aug  14.  Aug  22,  1906.  2:328—35.  A  $13,000— 
$22,000.  other  consid  and  100 

Division  st.  No  72,  n  s,  25  e  Forsyth  st,  25x75,  5-sty  brk  tene- 
ment and  store.  Morris  Singer  to  Samuel  Katz  and  Beckie  Le- 
vitch.  Mort  $22,000.  Aug  7.  Aug  21,  1906.  1:292—38.  A 
$18,0OO-$25,00O.  other  consid  and  100 

Division  st.  No  2.58]  n  e  cor  Ridge  st,  22.5x03.6x20x68.6,  3-sty  brk 

Ridge  st.  No  2  tenement  and  store.      Mary  C   Moore   to   Har- 

ris  Mandelbaum   and   Fisher   Lewiue.      July   10.      Aug   18,    1900. 
1:315—41.      A   $14,000— $17,000.  20,100 

Division  st.  No  260,  n  s,  22.5  e  Ridge  st,  22.5x53.10x20x64.1, 
4-sty  brk  tenement.  Nathan  Marco  to  Harris  Mandelbaum  and 
Fisher  Lewine.  Mort  $5,500.  Aug  17.  Aug  18,  1906.  1:315— 
40.     A  $8,000- $11,000.  other  consid  and  100 

Downing   st.    No   23,   n   s,    125   e    Bedford   st,    18x71,   3-sty   frame 
brk    front    tenement.       Margherita    Campiglia    to    Giovanni    B 
Sarti,    of    Lodi.    N    J.      Mort    $9,150.      Aug   20.      Aug   23,    1906. 
2:527—89.     A  $6,000— $7,000.  nom 

East  Broadway,  No  234|  n   s,   abt   165   e   Clinton   st,   23.10x107.8  to 

Division  st.  No  223  |  s  s  Division  st,  two  3-sty  brk  tenements, 
store  on  Division  st.  Augusta  E  Smith  to  Amelia  Hellman. 
1-3  part.  Mort  $34,500.  July  10.  (Re-recorded  from  July  12, 
1906).     Aug  21,   1906.     1:286—48  and  74.     A  $23.000— $26,000. 

other  consid  and  100 
100.5   s   Houston   st,   37.3x100,   6-sty 
Barnet  Lerner   to   Max   Rosen.     Mort 
17,    1906.      2:422—57.      A    $27,000— 
other  consid  and  100 

Forsyth  st,  No  217.  w  s,  75.2  s  Houston  st,  runs  w  07.1  x  n  0.7 
X  w  58.6  X  s  27.8  x  e  125.7  to  Forsyth  st,  x  n  27  to  beginning, 
6-sty  brk  tenement  and  store.  Simon  Lazerowitz  to  Harris  Co- 
hen and  Ike  Frank.  Mort  $58,250.  Aug  22.  Aug  23,  1906. 
2:422 — 19.     A  $22,000— $50,000.  other  consid  and  100 

Front  st.  No  56,  n  w  cor  Cuylers  alley.  18.7x84.7x18.7x84.10,  5- 
sty  brk  loft  and  store  building.  Alfred  C  Bachman  to  Daniel 
B  Freedman.  Mort  $28,000.  Aug  17.  Aug  18,  1906.  1:32—28. 
A   $15,000— $22,800.  .  nom 

Front  st.  No  56,  n  w  cor  Culyers  alley.  18.7x84.7,  5-sty  brk 
loft  and  store  building.  Louisa  L  Lindley  and  ano  TRUSTEES 
under  deed  of  trust  dated  Jan  27,  1904.  to  Alfred  C  Bachman. 
July  23.     Aug  17,  1906.     1:32—28.     A  $15,0O0-$22,80O. 

other   consid  and   100 


Eldridge   st.    No    245.    w    s 
brk   tenement  and  store. 
$63,0,50.      Aug    15.      Aug 
$50,000. 


The   text  of  these   pages  Is  copyrighted.     All  rights  are   reserved.     Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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Goerck  St,  Nos  120  and  122  |n  e  cor  Stanton  st,  70x32.2,  5-sty  brk 
Stanton  st,  Nos  322  and  324|  tenement  and  store.      Michle  Schwartz 

to    Davis    Skrilow   and   Harris   Simon.      Mort   $35,000.      Aug   10. 

Aug    17.    1900.      2:32.5^0.      A    $18,000— $35 ,tHJO. 

other  consid   and    HX> 

Grand  st,  No  570,  n  s.  abt  50  w  Goerck  st,  25x75. 


Grand  st,  No  572, 


abt  25  w  Goerck  st,  2.5x75. 


two  ."-sty  frame  brk  front  tenements  and  stores. 

Isaac    Stroh    et    al    to    Bettie    Simon.      Mort    $39,500.      Aug   20. 

Aug  21,   1900.     2;32G— 55  and  56.     A  $24,000— $25,500. 

other  consid  and  KX) 
Hudson  st,  Nos  434  and  43G|  s    e    cor   Morton    st,    45x80,    two   4-sty 
Morton  st.  Nos  (i.s  and  70      |      brk     tenements    and    stores    and    3- 

sty  brk  tenement  and  store.     Hermann  H  F  Vocke  to  Henrietta 

Schulte.     B  &  S.     Aug  17.     Aug  18,  1900.     2:583— «  and  9.     A 

$20.500— $31,500.  nom 

Same   property.      Henrietta   Schulte   to   Hermann   H   F  Vocke   and 

Catharine   Elenore.     Aug  17.     Aug  18,   1900.     2:.583.  nom 

Jones  St.  No  11.  n  s.  119.8  w  4th  st.  25x100,  5-sty  brk  tenement. 

Carmela   De   Benedictis   to   Louisa   Corson.      Mort   $22,000.      Aug 

17.      Aug   21,    19lHi.      2:590-78.     A  $11,000— $27,000. 

other  consid  and  lO'J 
Jones  St.  No  11.  n  s.  119.8  w  4th  st.  25x100.  5-siy  brk  tenement. 

Louisa  Corson  to   Emanuel  Kapelsohn.     %   part.     Mort  $28,000. 

Aug  20.      Aug  21,   1900.      2:590—78.     A  $11.0a»— $27,000. 

other  consid  and  100 
Same  property.     Same  to  Isaac  Moss-  and  Benj  F  Feiner.     %  part. 

Mort   ?2.N.OU0.      Aug  20.      Aug   21,    I'JOO.      2:590. 

other  consid  and  lOO 

Lafayette  St.  No  32  I  w  s,   100.5  s  How:ird  st,  runs  w  84.3  x  n 

Howard  st.  Nos  13  to  17|  99.10  to  Howard  st  x  e  74.11  x  s  70.2 
X  e  10.2  to  Lafayette  st  x  s  30.1  to  beginning.  3-sty  brk  loft 
and  store  building  and  several  1-sty  frame  and  brk  buildings. 
Edward  C  Hawes  et  al  DEVISEES  Loring  P  Hawes  to  Alfred  C 
Baehmann.  July  10.  Aug  18,  1900.  1:209— KJ,  17,  IS  and  20. 
A  $73,3UO— $75,500.  other  consid  and  KX) 

Same  property.  Alfred  C  Bachman  to  Daniel  B  Freedman.  Mort 
$80,000.     Aug  17.     Aug  18.   1900.     1:209.       other  consid  and  100 

Lewis  st,  No  1.3,  w  s,  KXl  s  Rivington  st,  25x100.  5-sty  brk  tene- 
ment and  store.  Benj  Schwartz  to  Jacob  Wolf.  Mort  $29,300. 
Aug  20.     Aug  22.   19110.     2:328—21.     A  $12.0(H)— $.30,(:HX). 

other  consid   and   100 

Ludlow  St.  No  175,  n  w  s,  175  s  w  Houston  st,  25x87.0,  5-sty  brk 
tenement  and  store.  Stuyvesant  P  Morris  to  Joseph  Rabinowiiz. 
July  17.     Aug  23,  lOOtj.     2:412—28.     A  $10.0<K>— $22,(m:M). 

other  consid  and  100 

Madison  st.  No  10<3.  s  s.  212.3  w  Market  st,  25x100,  5-sty  brk 
tenement  and  store.  Nathan  .\braras  to  Emma  Mayer.  Mort 
$3<),000.  Aug  15.  Aug  17,  imiG.  1:270-30.  A  $17.000— $34,- 
000.  other  consid  and  100 

Manhrittan  st.  No  77,  n  s,  103.1  w  Amsterdam  av.  25x100.  3-sty 
and  basement  frame  dwelling.  Carrie  A  Scott  to  Walter  F 
Peacock.  Mort  $0  OCX).  Aug  20.  Aug  21,  1906.  7:1982—19. 
A   $9,000— $9.-500.  other  consid  and   lOO 

Manhattan  st,  No  77,  n  s.  163.1  w  Amsterdam  av.  25x100,  3-sty 
frame  dwelling.  Walter  F  Peacock  to  Lawyers  Title  Ins  &  Trust 
Co.  Mort  .Jti.OCK).  Aug  20.  Aug  22,  1906.  7:1982—19.  A 
$9,000— $9,500.  other   con«id   and   100 

Monroe  st.  No  154,  s  s,  112.6  e  Clinton  st,  25.x99.4x25.4x99.4, 
0-sty  brk  tenement  and  store.  Julius  Israel  et  al  to  Isidor 
Wexler  and  ano.  Mort  $28,000.  Aug  15.  Aug  22,  1900. 
1:258—31.      A   $13  OOO— $32,000.  other   consid   and    100 

Oliver  st.  No  70  (45),  e  s,  abt  100  n  Cherry  st.  26.2xl00x25.3x 
loO.  5-sty  brk  tenement  and  store.  Ellen  Daly  to  Catherine 
Daly  widow.  Q  C.  June  10.  Aug  20,  1900.  1:2.52—71.  A 
$12.000— $24,0(.I0.  nom 

Same  property.  Margaret  Daly  to  same.  June  16.  Aug  20,  190<j. 
1:2.52.  nom 

Same  property.  Daniel  J  Daly  to  same.  July  29,  1905.  Aug  20. 
190t5.      1:252.  nom 

Orchard  st,  No  82,  e  s,  G5.9  s  Broome  st,  21.9x60,  3-sty  brk 
synagogue.  Julius  Shulman  et  al  to  Harry  M  Stoff.  Mort 
$4,800.     Aug  21.     Aug  22,  1906.     2:408—7.     A  $9,000— $14,000. 

other  consid  and   lOO 

Ridge  st.  No  149,  w  s,  125  n  Stanton  st,  25x100,  6-sty  brk  tene- 
ment and  store.  Nathan  Goetz  to  Michael  Kramer.  Mort 
$22,000.  July  10.  Aug  22,  1906.  2:345—20.  A  $16,000— 
.$20,000.  other  consid  and  100 

Rivington  st.  No  148  I  n    e    cor    Suffolk   st,    25x100,   6-sty    brk 

Suffolk  st,  Nos  124  to  128]      tenement    and    store. 

Rivington  st,  No  l.'O,  n  s,  25  e  Suffolk  st.  25x100,  6-sty  brk 
tenement  and  store. 

Rose    Epstein   et    al   EXRS,    &c,    Israel    Epstein   to   Max    Jacobs. 
%  part.     July  26.     Aug  17,   1906.     2:349.  SJ.IXK) 

Same  property.  Bella  Wniterberg  to  Max  Jacobs.  %  part.  July 
26.      Aug   17.   1906.      2:349.  other   consid   and   100 

Same  property.  Release  dower.  Rose  Epstein  to  same.  All 
title.     July  26.     Aug  17,  1906.     2:349—37.     A  .$.30  OOt)— $00,000. 

nom 

Rutgers  St.  No  11,  e  s,  abt  25  n  Henry  st,  25x104.6,  except  4  ft 
off  rear  used  as  passageway,  5-sty  brk  tenement.  Max  Psaty 
et  al  to  Louis  Kaufmann.  Mort  $38,000.  Aug  If!.  Aug  17. 
1906.      1:284—31.      A   $18,000— $35,000.         other   consid   and   100 

Stuyvesant  st.  No  48.  on  map  Nos  38  and  40.  deed  reads  10th 
St.  s  s,  100  w  2d  av.  runs  w  1.2  to  s  e  s  Stuyvesant  st  x  s  w 
28.4  X  s  G4.2  x  e  25  x  n  79.7  to  st.  7-sty  brk  tenement  and 
store.  Rebecca  Spielberg  et  al  to  Lottie  G  Cohen.  Mort 
.$1.4tlO.  July  31.  Aug  17.  1906.  2:405—46.  A  $15,(H30— $35 - 
000.  other  consid  and   lOO 

Thompson  st,  Nos  57  to  63.  on  map  Nos  57  to  61.  w  s,  100  n 
Broome  st.  114.10x100x113.9x100.  three  6-sty  brk  tenements. 
Golde  &  Cohen,  a  corporation,  to  Elias  A  Cohen.     Mort  $86,000. 


June    2!t.      Rerecorded    from    June    30,     1905.       Aug    22,    1906. 

2:489 — 35.      A   $70,000— $120,000.  other   consid   and   100 

Thompson   st,   Nos   131   and   133,   w  s,   125.6  n  Prince   st,   44x100, 

7-sty   brk   tenement   and   store.      Luigi    Mecca   to   Pietro   Mecca. 

13    part.      All    title.      Mort    $48,000.      May    5.      Aug    23,    190G. 

2:517—32.      A  $27.000— $65,000.  nom 

Water  st.   No   0,50,  n   s,  3.50  w  Jackson   st,  26x.S5. 6x26x86.9.  4-sty 

frame  brk  front   tenement  and  store  and  4-sty  brk  tenement   in 

rear.      Joseph    E    Eron    et    al    to    Isaac    Blumberg    and    Samuel 

Swinton    both  of  Brooklyn.     Mort  $12,.500.  Aug  9.  Aug  21,  1906. 

1:260—19.      A    .JO.OIMi— $n.<XIO.  nom 

West  st.   No  300,  e  s,   120.11  n  Spring  st,  20.7x101.10x20.3x100.9, 

3-sty  brk  store.      Harry  Sophian  to  Saml   Piser.     Mort  $1.5,000. 

Aug    17.      Aug   18,    19t)0.      2:596—4.      A   $13..500— $15,000. 

other   consid   and   100 
West   St.   No   306,  e  s,   120.11   n   Spring   st, 

3-sty    brk    store.      Saml    Piser    to    Barney 

000.     Aug  17.     Aug  18,  1906.     2:596—4. 


West   Washington  pi,  No  121, 

brk  dwelling. 
Bedford  st.  No  7()  |n 

Commerce  st,  Nos  25  and  27| 

stores. 

Mary    C    Russell    widow    to 


20.7x101.10x20x100.9, 
Goldman.      Mort    $17,- 
A  $13.500— $15,000. 
other  consid  and  100 
n  e  s,  2.5G  n  w  0th  av,  1^2x97,  2-sty 


e    cor    Commerce    st,   25x75,   2   and 
3-sty  brk  and  frame  tenements  and 


I 


Chas    W    Millard,    Edwin   F   Merwin 

and  Geo  P  Hammond  TRUSTEES  Smith  L  Russell.     Q  C.     Feb  4. 

Aug    22,    1906.      2:587 — 10,    A    $12,tiOO— $13,5(.RI;    2:592-78,    A 

$U.(X)0— $15,500.  nom 

2d   St.   No   126.   n   s,  341.7  e   1st   av,   24.8x121. 11,   7-sty  brk  tene- 
ment   and    store.      Harry    Goodman    to    Nathan      Goldberg      and 

Louis  Aronson.     Mort  $49,650.     Aug  15.     Aug  17.  I'JOij.     2:430— 

43.      A   $1G.0U0— $45,000.  other   consid   and   100 

3d    St.    No   408.    s    s,    136.1    e    Goerck    st    .45.4x77x45x82.9,    1-sly 

frame    building    and    vacant.      Moritz    Klein   et    al    to    Morris    L 

Weiss.      Mort   $10,235.25.      .^ug   1.     Aug  23.   1906.     2:356.        nom 
3d  st.   No  84.  s  w  s,   abt   1.50  w   1st  av,  25x100.6x25x100.5  s  w  s, 

0-sty  brk   tenement  and  store.      Morris  Silverman  to  Louis  Jatfe    . 

and    Max    Zatulove.      Mort    .$25,000.      Aug    21.      Aug   22.    1906. 

2:444—31.     A  $15^Xh:>— $25  OtX).  ^       other  consid  and  100 

3d  St.  No  58,  s  s,   171.4  e  2d  av.   runs  s  G.S  x  s  12.4  x  s  21.8  x  e 

27.4  x   n   101.4  to  st   x  w  31   to  beginning,   (i-sty  brk  tenement. 

Jacob  Safrau  to  Sarah  wife  of  Morris  Goldstein.     Mort  $45,000. 

Aug    20.      Aug    22,    1900.      2:444—18.      A    $19.000— $45,000. 

other  consid  and  100 
3d  St.  Nos  1.5  and  17   Ins,   abt   220   w   2d   av,   50x192.5   to  4th   st, 
4th  St.  Nos  06  and  G8i      4-sty    brk    lyceum.      Jacob    Levy    to    Dora 

Levy.     B  &  S.     Aug  17,  190G.     2:459—19.     A  $00,000— $80,000. 

nom 
4th  st.   No  322,   s   s,  432  w   Av  D,  22.11x90,  3-sty  brk  tenement. 

Isaac   Sprung   to   Julius  M   Rosenthal.      Aug   15.      Aug   18,   1906. 

2:373—14.      A   $12,000— $16,000.  other   consid   and   100 

5th  St.   No  817,   n  s,   191.4  e  Av   D.  26.8x97,  6-sty  brk  tenement. 

Mendel    Singer   to   Saml   Labor   and   Max   Borck.      Mort   $38,500. 

Aug    17,    1906.      2:360-04.      A    $11,000— .f:32,0<.l0. 

other  consid  and   100 
5th   St.   No   751,   n   s,   S2.3   w  Av   D,   34.4x97,   0-sty   brk   tenement 

and  store.      Herman  Heller  to  Dora  Lichtenstein.     Mort  $49,500. 

Aug  15.     Aug  18,   1906.     2:375 — 15.     A  $22,000— $50,000. 

other    consid   and    100 
8th  st,   Nos  368  and  370,   s  s,   20o.3   e   Av   C.   4.Sx97.6.   two   4-sty 

brk   tenements  and  stores   ai^d   two  2-sty   brk  buildings  in   rear. 

Apollo    Realty   Co    to   Jacob   Fish.      Mort   $39. .500.      May   29.   Aug 

21,  1900.     2:377—10  and   17.     A   $26,000— $30,0(K). 

other  consid  and  100 
9th  st,  No  433,  n  s,  abt  185  w  Av  A,  25x92.3,  6-sty  brk  tenement 
and   store.      Abraham   Sambo   to   Charles   Feller.      Mort   $32,000. 
Aug  8.     Aug  21.   19tM!.     2:4;?7— .36.      A   $14,0<X>— $22  CKX). 

other    consid    and    100 
9th  st,  Nos  729  and  731,  n  s.  293  w  Av  D,  4t>x92.3,  6-sty  brk  ten- 
ement and  store.     Max  Mayerson  to  Osias  H  Helft  %  part.  Chas 
Schumacher   %    part   and    Meyer   Bieler   H   part.      Mort   $58,750. 
Aug  1.     Aug  17.   ItHX!.     2:379—49.     A  $20,0<.I0— $47,OOil. 

other  consid  and  100 
9th  St.  No  22.  s  s,  330.8  .v  5th  av.  25.1x93.11.  4-sty  brk  dwelling. 
Ralph  L  Spotts  to   Eliz  W  Floyd,  of  Mastic,  L  I.      Mort  $20,000. 
Aug  15.     Aug  20,  1906.     2:. 572— 29.     A  $211,000— $23.(iiXl. 

other    consid    and    100 

11th   st.   No  030,   s   B,   283  w  Av  C,   25x91.9.   5-sty   brk   tenement. 

Isaac  S  Heller  to  Jacob  Fisch.     Mort  $21.0(H).     Aug  20.     Aug  21, 

1!M:m>.     2:3f)3— 22.     A  $12.ttOO— $26,000.  other  consid  and  100 

11th   St.   No  .544.   s   s.   95   w   Av   B.   25x94.9,   5-sty  brk   tenement. 

Leo  Bickel  to  Sigmund  W  Barasch.     Mort  .$33.2.50.     Aug  21.  Aug 

22.  1900.     2:404—20.     A  $13.000— $18  000..  nom 
11th   St.    No   544.    s   s,   95   w   Av   B,  25XW.9,   5-sty   brk   tenement. 

Ignaz  Reich  et  al  to  Leo  Bickel.     Mort  $13,000.     Aug  15.     Aug 
22.   ISHK!.     2:404—20.     A  $13.000— $18,f»fl0.       other  consid  and  100 
12th    St.    No    ,522.    s    s.    320.0    e    Av    A.    25x103.3,    0-sty    brk    tene- 
ment  and   store.      Louis   Cashman   to   Max   Goldberg  and   Barney 
Goldstein.      Mort  $39,.50O.     Aug  16.     Aug  22,   19(X).      2:40.5—19. 

other  consid  and   100 
2d  av.  23x103.3x22.6x103.3,  5-sty  brk 
to   Kalman   Sadowsky.      Mort  $18,000. 
2:455—57.      A   $13.0i)0— $20  000. 

other  consid   and   100 
13th  St.   No  535,  n   s,  195  w  Av  B,  2.5x103.3,  5-sty  brk  tenement. 
Israel  Gottlieb  et   al  to  Samuel  Herrmann.     Mort  .$32,300.     Aug 
22.      Aug  23,    1906.      2:407-43.      A   $11,IKX>-$25,0(X». 

other  consid  and  1(X) 
13th  St.   No  G44.  s  s,   108  w  Av  C,  25x103.3 
and  store  and  .3-sty  brk   tenement  in  rear. 
Falk  Rhonheimer.     Aug  15.     Aug  18,  1906. 
000— $15,000. 
15th  St.  Nos  2.34  to  242.  s 
five  .3-sty  brk   dwellings 


A   $12,0tt0— $30  000. 
13th  st.  No  317,  n  s.  217  e 
tenement.      Moses    Morris 
Aug  21.      Aug   22,   1900. 


Mort    .$65,000.      Aug    14. 
$37,500— $45,000. 


4-sty  brk  tenement 
John  Eigenbrodt  to 
2:395—28.     A  $10,- 

nom 
444.4  w  7th  av,  90x103x91.7x103.3, 
Russell  W  Smith  to  Keller  Smith  Co. 


Aug   21,    1906. 


3:764—57   to   61.      A 
other  consid  and  100 
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Long  Island    OfTice,     20   Main    St.,    Flushing,   Tel.    39    Flushing 


lUth  St,  No  528,  s  s,  270.(>  w  Av  B,  2."ixl0o.3.  5-sty  brk  tenement 
and  store.  Heiarich  A  Zang  to  Joseph  BcrKO*vitz  and  bolomon  M 
Landsmann.      Aug  20,    liJUU.     3:973—42.      A  !f;7,rit()-!t;il)..5(.U. 

other  CO.  Sid  and   100 
2Uth  St,  Ko  2S,  s  s,  3(J0  w  4th  av,  25x1)2,  u-sty  sione  troat  dwell- 
ing.    Roosevelt  Home  Club  to  Herman  Wronkow.     Mort  .$44,000. 
Aug  20.     Aug  21,   lilUG.     3:S48— r.r).     A  $4(S,000— $."."i.<)0(l. 

other    eo;,3id    and    100 
21st   St,   No  HA'i.  n   s.   200  e  f/th  av.  2.")x9S.i).  5-sty  brk   tenement. 
John    H    Crockett    to  Prudential   Real    Estate   Corporation.      Mort 
$31,000.      Aug   1.      Aug   20,    1000.      3:745—12.      A   $11,^00— 128,- 
000.  other  consid  and  100 

21st  St,  No  54,  s  s.  710  w  5th  av.  15.3x02x15.0x02,  4-sty  stone 
front  dwelling.  Louis  H  Herrmann  et  al  to  Mary  A  Cliisolm. 
Mort  .•);20,tM:iO.  Aug  0.  Aug  23,  100. J.  3:822—70.  A  $2U,000 
—.$30,(1011.  nom 

24th  St,  Nos  32,S  and  330,  s  s,  225  w  1st  av,  50x08.9,  2-sty  frame 
building  and  1-sty  brk  tenement  and  store  and  2-sty  brk  ten- 
ement in  rear.  Margt  Nunan  to  Pasquale  Lauria,  Giuseppe  Gen- 
ovese  and  Pancrazio  Grassi.  Mort  ,*t^2,5.0U().  Aug  21.  Aug  22, 
190U.     3:929^4  and  45.     A  $19,000— .$23,000. 

other  consid  and   100 

30th  St,  No  251  East.  General  release,  especially  from  note  of 
.$1500.  Mary  F  Carey  De  Hans  to  Henry  Carey.  May  10.  May 
11,  lOOli.  3:911.  Corrects  error  in  issue  of  May  19,  when  st 
No  was  25.  1,500 

32d  st,  Nos  339  to  343,  n  s,  1.50  w  1st  av,  '50x08.9,  three  4-sty 
brk  tenements  and  stores.  Christian  Meyer  10  the  Stuyvesant 
Real  Estate  Co.  Mort  $12,000.  Aug  20.  Aug  21.  lOOti.  3:93.S 
— 21    to   23.      A   J18,(.M)0— $22,50<J.  other  consid   and"  100 

32d   st,    No   347,   n   s,    llli.S  w   1st   av,    1G.S.\98.9,   4-sty   brk   tene- 
.  ment    and    store.       Edw    P    Southwell    EXR    Mary    McGuire    to 
Stuyvesant  Real  Estate  Co.     Aug  10.     Aug  17,  1900.     3:038—25. 
A    $0,000- $7,500.  8  800 

32d  st.  No  345,  n  s,  133.4  w  1st  av.  10,8x98.9,  4-sty  brk  tenement. 
Elise  Smith  to  Stuyvesant  Real  Estate  Co.  Mort  ,$.5,500.  Aug 
10.      Aug   17,    1900.      3:938—24.      A   $0.000— $7„500. 

other   consid   and   100 

30th  st.  No  412,  s  s,  175  w  9th  av,  25x98.9,  5-sty  brk  tenement 
and  store  and  3-sty  brk  tenement  in  rear.  Jacob  Frenger  to 
Elisabetha  Schnaars.  Mort  $8,CHI0.  Nov  14,  l.SOO.  (Re-re- 
corded from  Nov  18.  1890).  July  18,  1900.  3:733—45.  A  .$9,- 
(.)0<_> — $15,(KJ0.  Corrects  error  in  issue  of  July  21,  as  to  st  No 
distance  from  corner  and  building.  nom 

3lith  st,  Nos  542  to  540,  s  s,  275  e  11th  av,  75x98.9,  two  2-sty 
frame  tenements  and  stores  and  1  and  2-sty  brk  building  in 
rear.  Chas  F  Bauerdorf  and  ano  EXRS  James  Curran  to  Al- 
bert Wanner,  Jr.  Aug  20.  Aug  21,  1900.  3:707—50  to  58. 
A  $15.000— $19,500.  40,000 

Same  property.  Release  dower.  Margaret  Curran  widow  to  same. 
Aug  20.     Aug  21,  IIXIO.     3:707.         •  nom 

39th  St.  No  207.  n  s,  100  e  3d  av,  runs  n  70.9  xe5xn28xe 
20  x  s  98.0  to  st  X  w  25  to  beginning,  4-sty  brk  tenement. 
Maurice  M  Strauss  to  Nathan  Grubstein  and  Sam  Karnal. 
Mort  $14,000.  Aug  15.  Aug  IS,  1900.  3:920—7.  A  $10,2.50— 
$15,000.  other   consid   and   1(X) 

40th  st.  No  330.  s  s,  150  w  1st  av,  2.5x98.9.  5-sty  brk  tenement. 
Meyer  V  Turchin  to  Adolph  S  Miller  V2  part  and  Jennie  Wein- 
berger 1/4  part.  Mort  $17,000.  Aug  22.  Aug  23,  1900.  3:945 
—37.     A  $8,.500— $15.<,KI0.  other  consid  and  100 

41st  st.  No  220,  s  s,  247.0  e  3d  av,  22.0x98.9,  4-sty  brk  tene- 
ment and  store.  Robert  E  Kelly  to  Louise  L  Kelly.  All  liens. 
Aug  10.     Aug  17,   1900.     5:1314—38.     A  $0,000— $10,000.  nom 

44th  st,  Nos  109  to  121,  n  s,  125  w  (!th  av,  125x100.4,  three  5- 
sty  stone  front  dwellings  and  vacant.  Abraham  Stern  et  al  to 
Geo  B  Young.  Mort  .$190,000.  June  28.  (Re-recorded  from 
June  29.  1900.)  Aug  21,  1900.  4:997—23  to  25.  A  $234,0110— 
$24(J,(X)0.  other  consid  and  100 

4Cth  st.  No  420,  s  s.  .300  w  9th  av.  25x100.5,  4-sty  brk  tenement. 
Mary  A  Mara  et  al  HEIRS  Michl  Mara  to  Anna  Lacord.  July 
31.     Aug   18.   1900.     4:105,5—15.     A   .$9,000— $11,000.  nom 

4Cth  st.  No  420.  s  s,  300  w  9th  av,  25xl(X).4,  4-sty  brk  tenement. 
Release  dower.  Margt  V  Mara  widow  to  Anna  Lacord.  Aug 
17.      Aug   18.   19(10.     4:10,5,5 — 15.      A   $9.(KI0— $11  009.  nom 

47th  st.  No  340,  s  s,  100  w  1st  av,  20xl(X>.5,  4-sty  brk  tenement 
and   store. 

47th  st.  No  342,  s  s,  80  w  1st  av,  20x100.5,  4-sty  brk  tenement 
and   store. 

Abraham  Roffman  et  al  to  Aaron  Levitan  and  Maximilian  Da- 
vidotf.  Morts  $10,325.  Aug  1.  Aug  17,  1900.  5:13:59—30% 
and    301/0.      A    $13.000— $17,500.  other    consid    and    100 

47th  st,  Nos  530  and  532,  s  s,  4(M)  e  11th  av,  50x100.4.  two  3-sty 
brk  tenements  and  stores  and  two  3-sty  frame  tenements  in 
rear.  Caroline  Ewald  to  Cohn-Baer-Myers  &  Arouson  Co. 
Mort  $10,000.  Aug  10.  Aug  17,  1900.  4:107.5—47  and  48.  A 
$13,000— $14,000.  nom 

47th  st.  No  320,  s  s,  .300  e  2d  av,  2.5x100.4,  5-sty  brk  tenement  and 
4-sty  brk  tenement  in  rear.  Alois  Scherer  to  Banned  Friend. 
Mort  $l(i,.500.     Aug  20,   1906.     5:1320—40.     A  .$9,(XM.I— $12,.500. 

other  consid  and  100 

49th  st,  Nos  404  to  408,  s  s,  100  e  1st  av,  75xl(X).5,  1-sty  brk  of- 
fice and  vacant.  Daniel  Loonie  to  Vacuum  Cleaner  Co.  Mort 
$7,(MI0.  Aug  20.  Aug  21,  1900.  5: 1300 — 44,  45  and  40.  A 
$22.500— $22.5(10.  100 

51st  st,  No  7.  n  s,  200  w  5th  av,  25x100.4,  4-sty  stone  front 
dwelling.  Mary  F  Mullane  to  Margt  J  Plant-Graves.  May  22. 
Aug    18,    190().      5:1207—29.      A    .$90.(.XX>— $115,000.  nom 

52d  st.  No  439,  n  s,  115  w  Av  A,  20x43.3.x— x40,  4-sty  stone  front 
tenement.  Michl  Werner  to  Barzillai  G  Bean.  Mort  $7,000. 
Aug    15.      Aug    22.    1900.      5:1304—20.      A    $3.(XHt— $7,000.        nom 

52d  st.  No  439,  n  s,  114  w  Av  A,  25x43.3x— x40.  4-sty  stone 
front  tenement.  Barzillai  G  Bean  to  Maria  R  Werner.  Mort 
$7,000.  Aug  18.  Aug  22,  liKXi.  5:1304—20.  A  .$3,000— $7,- 
000.  nom 

54th  st.  No  425,  n  s,  350  w  9th  av.  25x100.5.  3-sty  brk  tene- 
ment and  store  and  4-sty  frame  tenement  in  rear.  Charles 
Lassall  to  Stephen  D  Hirschman.  Mort  $10,000.  Aug  20.  Aug 
21,    1900.      4:1004—18.      A   $0,500— .$8,000. 

other  consid  and  100 

54th  St.  No  425.  n  s.  3.50  w  9th  av,  2.5x100.5,  3-sty  brk  tenement 
and  store  and  4-sty  frame  tenement  in  rear.  Margareth  Loehr 
to  Charles  Lassall.  Mort  $10.(XI0.  Aug  1.  Aug  20,  1900. 
4:1064—18.      A   $0,500— $8,000.  nom 


54th  st,  No  425,  n  s.  350  w  9th  av,  25x100.5,  3-sty  brk  tenement 

and    store    and    4-sty    frame    tenement    in    rear.      CO.NTRACT. 

Max    K:jmak    with    David    Heller.      Mort   $10,(X)0.    -April   9.      Aug 
__20,    1900.     4:1004—18.     A  $0„'00— $8,0(30.  11,500 

5,5th  st,  No  ll(.i,  s  s,  1(.5  e  Park  av,  owned  by  party  first  part.     I 
55th  st.  No  118  East,  adjoining,  owned  by  party  second  part.  | 

Pariy    wall    agreejient.       Robt    B    Roosevelt,    Jr,    with    Chas    M 

Brooks.      July  31.      Aug_  17,  1900.      5:13(J9.  nom 

57th  St.  No  224,   s  s,  32o  w  2d  av,   25x100.5,  5-sty  brk   tenement 

and   store.      Lizzie   McGovern   to    Wm   T  Lawson.      Mort   $10,000. 

Aug    21,    1900.      5:1330—38.      A    $12.500— $10,000. 

other  consid  and   100 
01st   st.   No   108.   s  s,   150. -i  w  Columbus   av.  40x100.5,  4-sly  stone 

front  tenement.     Geo  F  Folz  to  Patrick  Corcoran.     Mort  .$2,S,0U0. 

July  31.      Aug  17,   190(j.     4:1132—39.  •         - 


02d  st.   No  314,  s  s, 
Louis     Rosenberg 
Aug  13.      Aug   17, 


A  $18,000—130,000. 

other   consid   and    100 
149.6  e  2d  av,  25x100.5,  5-sty  brk  tenement, 
to    Jacob    Cohen.       1/2    part.       Mort    .$26,900. 
1906.      5:143(;^6.      A  $9,000— $24,000. 

other   consid   and   100 
64th  st,  Nos  1.53  to  157,  n  s,  264  e  Amsterdam  av.  .54xl(J0.5,  three 
4-sty   stone   front    dwellings.      Maude  Saxton   to   Herman    E   Mee- 
ker.     Mort   ,$03,7.50.      Aug    14.      Aug   21.    1900.      4:1130—111/2    to 
13.      A    $27,000— $43, 5(M).  other   consid   and    100 

(iOth  St.  Nos  328  and  330,  s  s,  31(5.8  e  2d  av,  33.4xl(X).  two  3-sty 
brk  tenements.  Pincus  Lowenfeld  et  al  to  David  Lentin.  Mort 
$21  300.  Aug  22.  Aug  23,  1900.  5:1440—39  and  39y2.  A  $11,- 
<.»00— $13,(.HM).  ■        other   consid   and    100 

COth  st.  No  250,  s  s,  125  e  West  End  av,  25xl(XI.5  ,3-sty  brk  sta- 
ble. Eliz  S  wife  of  and  Lemuel  E  Wells  to  E  Matilda  Ziegler. 
Aug  15.  Aug  21,  1!X»I).  4:11(50-59.  A  $8,(.)(X)— $21,000.  nom 
69th  st.  No  413,  n  s,  213  e  1st  av,  25x100.4,  5-sty  brk  tenement. 
Herman  A  Prun  to  Bohemian-Moravian  Real  Estate  Assoc.  Mt 
$15,000.  Mar  21.  Aug  21,  1906.  5:1464—9.  A  $8,000— $23,- 
JXKJ.  other   consid   and   1(X) 

7ith  st.  No  430,  s  s,  388  e  1st  av,  25x102.2,  5-sty  brk  tenement. 
Dora  H  Heinsohn  to  Joseph  H  Austen.  Mort  $12,000.  Aug  15. 
Aug  22,  1906.     5:1471—33.     A  $7,000— $19  000. 

other   consid   and   100 
77th  st,  No  428,  s  s.  3(53  e  1st  av,  25x102.2.  I 

77th  st.  No  430,  s  s,  388  e   1st  av,  25x102.2.  | 

Agreement  as  to  release  of  claims,  &c.  John  Koleszar  with 
Dora   H  Heinsohn.     Aug  20.     Aug  22,   1906.     5:1471. 

Mutual   agreement 
77th   St.   N'o  403.   n   s,  94  e  1st  av.  25x102.2.  5-sty  brk  tenement. 
Sampson    H    Weinhandler    et    al    to    Benj    M    Gruenstein.       Mort 
$19  500.     Aug   16.      Aug  17,   190(5.     5:1472-5.     A   $7,000— $19,- 
0fM>.  other  consid  and  100 

80th  st,  s  s,  223  e  Av  A.  75x102.2,  vacant. 

80ih  st,  Nos  522  and  524,  s  s,  348  e  Av  A,  50x102,2,  1-sty  frame 
stone    and   vacant. 

Benj  Harris  et  al  to  the  Ignatz  Flono  C-operative  Assoc  Among 
Corleonesi.  Morts  $41500.  Aug  15.  Aug  17,  1906.  5:1576 — 37 
and   38—11   to  43.     A  $27,500— $27,.500.  nom 

S3d  St.  No  140,  s  s,  3.55  e  Amsterdam  av,  16x102.2.  3-sty  and 
basement  stone  front  dwelling.  FORECLOS.  Daniel  E  Delavan 
(ref)  to  Eleanor  P  Gage.  Mort  $12,5(X).  April  10,  1892.  Aug 
21,   1900.     4:1213—50.      A  $8,0(X)— $11.0(H>.  500 

Same   property.      Eleanor  P   Gage   to   Margt   T   Cantwell,   of   New- 
ark,  N   J.      Mort   $10,.500.      Aug  21,   ItMIO.     4:1213.  100 
8.5th   St.   No  44.  s  s.   100  e  Madison  av,   25x102,2,  2-sty  brk   tene- 
ment and  store.     Julia  A  Barry  to  George  Ehret.     Mort  $21,000. 
Aug   20,    1900.      5:149(5—50.      A   $18  000— $25,000. 

other  consid  and  500 
85th   st.   No   13(i,   s  s,   414  e   Amsterdam   av,   1,8x102.2,  3-sty   and 
basement  brk   dwelling,      Arthur  Wilkinson   to  Henry  J   Brouard. 
B   &   S.      Dec   1,   1903,     Aug  17,   190(5.     4:1215 — 48.     A  .$9,500— 
$17  500.  nom 

85th  St.  No  13G,  s  s,  414  e  Amsterdam  av,  18x102.2,  3-sty  and 
basement  brk  dwelling.  Henry  J  Brouard  to  Pope  Realty  Co. 
B  &  S.  July  12.  Aug  17,  19(.)6.  4:1215 — 18.  A  $9,.500— $17,- 
.5(X1.  other  consid  and   100 

80th  st,  No  434,  s  s,  309  e  1st  av,  25x102.2,  4-sty  stone  front 
tenement  and  store.  Saml  Diamond  to  Rachel  Dresner.  Mort 
$13,700.  Aug  21.  Aug  23,  19(.I6.  5:1505—35.  A  .$9,(K)0— $1(5,- 
000.  other  consid  and  100 

89th  st.  No  220,  s  s,  210  e  3d  av,  25x100,8.  5-sty  brk  tenement. 
Sophia  Mayer  to  Mayer  D  Waldman.  Mort  .$24,2,50.  Aug  22. 
Aug  23,   1900.     5:15.34 — 11.     A  $9.000— $19.(X)(l. 

other  consid  and  100 
93d  st.   No  325,   n  s,  3,50  e  2d  av,  2.5x100,8,   5-sty  brk   tenement. 
Elizabetha    Baumann   to    Emil    Von   Maur.      Mort   $18,000.      Aug 
20.      Aug   21,    1906.      5:1556—15.      A   $7.000— $17.(;k10. 

other  consid   and  100 
94th   St.   No  35,   n  s,   300.4   w   Central   Park  West,    19.8x100.8.   3- 
sty   and   basement   brk   dwelling.     Annie    Davis    to   Samantha   M 
Neville.      Mort   $17,000.      Aug   21.      Aug   22,    1900.      4:1208—20. 
A  $11  000— $18,(XX).  other  consid  and  100 

94th  st,  Nos  3(:m5  and  308.  s  s,  110  w  West  End  av,   128x100.8.  all 
title    to    strip    10    ft    wide    on    east,    two    7-sty    brk    tenements. 
Germania    Life    Ins    Co    to    Gustave    A    Becker.      Mort    .$247. .500. 
4:12.52—60  and  03.     A  $73,000— .$235 - 

other  consid  and  1,000 
s  s,  100  e  2d  av,   lOOxlOO.   l-sty  frame 
store.      Joseph   Dobken   to   Julius    Gordon.      Mort   $45, .595.      July 
26.      Aug   22.    1900.      5:15.57—15.      A    $25,000— $27.0tH). 

other  consid   and    1(U) 
97th   st.   No   105.   n  s,   125  e   Park  av,  2.5x100.11.   5-sty  brk   tene- 
ment.     Annie    Goldblatt    to    Sophia    R    Zinkin    and    Morris    Zele- 
caw.      Mort   .$28,8t)0.      Aug   20,      Aug   21,    19(10.      6:1025—6.      A 
.$,S..500— .$24,000.  other    consid    and    100 

98th  st.  No  48,  s  s.  475  w  Central  Park  West,  25xl(X).ll,  5-sty 
stone  front  tenement.  Henry  Bloch  to  Niels  D  W  Jorgensen. 
Mort  $20,0(X).     Aug  21,   1906.     7:1833-52.     A  $11,000— $25,000. 

other  consid  and  100 
100th    St.    No    168.    s    s,    90   e    Amsterdam    av.    IS.lxKXI.ll.   3-sty 
frame  tenement  and  store.     Chas  Miny.ers  to  German  Evangelical 
Lutheran    Trinity   Church    of   N   Y   City,      Mort    $5,000.      Aug  22. 
Aug  2.3,  1906.     7:1854.. (50%.     A  $6,.500— $7,.5(iO.  10,000 

101st  st,  Nos  307  and  309,  n  s,  abt  125  e  2d  av,  50x100.11;  mort 
$37.2.50;  equity  $11,7.50;  two  5-sty  brk  tenements  and  stores. 
CONTRACT   to   exchange   for 


Aug  13.     Aug  22,  1900. 
000. 
95th  st,   Nos  304  to  310. 


The   text  of   these  pages  Is  copyrighted.     All  righvil  are  reserved. 


Notice  la  hereby  given  that  Infringement  will  lead  to  prosecution. 


346 


Conveyances 


RECORD      AND      GUIDE  Manhattan         August  25,  1906. 


DENNIS  G.  BRUSSEL 

ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT- HEAT- POWER 


The  Brussel  Method  and  organization  is 
devoted  exclusively  to  the  electrical  prob- 
lem of  the  building.  Independent  plants 
installed,  or  wiring  for  street  service.  Write 
for  particulars, 

15  West   29th    Street,    N.  Y. 


olO  e  Whittier  st,  .jOx!VJx50x'J3.  vacant,  equiiyl 


Lafavette  av,  s  s 

fj.dUl). 

Julius    Berkowitz    with   Julius    B    Ikelheimer, 

(i:l(j73— C  and  7.     A  ^12.0il0— $36,000 
10-Jd   St.   No   102.   s  s    ■' 

Jacob    Kaufman    to 


Aug  4.     Aug  17,  1906.     0:1029—71 


Aug    23,    1900. 

nom 
Park  av,   28x75,  5-sty   brk  tenement. 
Louis    Meyer    Realty    Co.      Morts    .$20,118. 


A'.f4..-)00— !|;l.5,000. 

other   consid    and    100 

in2d  St,  No  324.  s  s,  250  w  1st  av,  24.11x1110.11.  5-sty  brk  tene- 
ment. Kern  Realty  Co  to  Rosie  Press.  Mort  .f  18,000.  Aug  15. 
Aug   17.   torn.      0:1073-37.      A   $6,000— $17,000. 

other   consid   and   100 

104th  St,  No  103.  n  s,  225  w  3d  av,  2.5x100,11,  4-sty  brk  tene- 
ment. Harris  Taschman  to  Herman  Jager.  Mort  .fl0.40(.>.  Aug 
17.   1900.     0:1032-27.     A  $8,000— $11,500.  ■    other  consid  and  100 

100th  St,  Nos  212  and  214,  s  s,  100.6  e  3d  av,  runs  s  23.5  x  w 
0.0  X  s  42.2  X  e  0.0  x  s  24  x  w  0.6  x  s  13.4  to  e  1  block  x  e  .54 
X  n  100.11  to  100th  St  X  w  53.0  to  beginning,  two  0-sty  brk 
tenements  and  stores.  Jacob  Cohen  et  al  to  Geo  Laubinbracht. 
Morts  .$71.0UO.  Aug  10.  Aug  17,  1900.  0:1055—11  to  42.  A 
$18,000— $58,000.  other  consid  and  100 

lOfJth  St,  Nos  212  and  214.  s  s,  160.6  e  3d  av,  runs  s  23.5  x  w 
0.0  X  s  42.2  X  e  0.0  x  s  24  x  w  0.0  x  s  13.4  x  e  .54  x  n  100.11  to 
St  X  w  53.0  to  beginning,  two  6-sty  brk  tenements  and  stores. 
Max  Aronson  to  Jacob  Cqhen  and  Saml  Bykowsky.  Mort  $47,- 
OOO.  July  31.  Aug  17,  1006.  6:1055^1  to  42.  A  ns,000— 
.$58  000  nom 

lo'sth'  st,  Nos  4  to  10,  s  s,  lOO  w  Central  Park  West,  1011x100.11, 
two   0-sty   brk    tenements.      Wm   J   Greenfield   to   Abraham    Sil- 
verson.      %    part.      Mort    $146,250.      Aug   22.      Aug   23,    1906. 
7:1843-37  and  40.     A  .$40,000-P  $100,000. 

other  consid  and  100 

109th  st.  No  129,  n  s,  280  e  Park  av,  25x100.11.  5-sty  stone  front 
tenement.  Betsey  Jurkovltz  to  Joseph  Friedman  and  Rosa 
Krulewitch.  Mort  $15,500.  Aug  20.  Aug  21.  1900.  0:1037— 
13.     A  $0  Oilll— $17,500.  other  consid  and  100 

109th  St.  No  127.  n  s.  255  e  Park  (4th)  av,  25xlUO.ll,  5-sty  stone 
front    tenement.       Moritz    Jurkovitz    to    Joseph    Friedman    and 
Rosa    Krulewitch.       Mort    $18,700.       Aug    20.       Aug    21,     1906. 
(i:l(i37— 12.      A   .$6,000- $17,500.  other   consid   and   100 

110th  st,  Nos  305  and  307.  n  s.  100  e  2d  av,  5(1x100.11,  two  G-sty 
brk  tenements  and  stores.  Pasquale  Mastrangelo  to  Filomena 
Mastrangelo.  1-3  part.  Mort  $42,0(X).  Mar  29.  Aug  23,  1906. 
0:1682—5  and  6.     A  $12.(XK)— $40,000.  other  consid  and  100 

H2th  st.  No  13,  n  s.  225  e  5th  av,  19x100.11,  5-sty  brk  tenement. 
Yetta  Kraner  and  ano  to  Annie  Ziffer.  Mort  $l(i,2.50.  Aug  15. 
Aug  21,    1900.      6:1618-9%.     A   $7,500— $10,000. 

other  consid   and   100 

113th  st.  No  540,  s  s,  308.3  e  Broadway,  18.9x100.11,  4-sty  and 
basement  brk  dwelling.  Standard  Operating  Co  to  Henry  Leer- 
burger.  Mort  $18,000.  Aug  21.  Aug  22.  1906.  7:1884—51. 
A  $9.000— $21,000.  other  consid  and  100 

113th  st.  No  542.  s  s,  287.6  e  Broadway,  18.9x100.11.  4-sty  and 
basement  brk  dwelling.  Standard  Operating  Co  to  Matilda  Leer- 
burger.  Mort  $20,000.  Aug  21.  Aug  22.  1900.  7:1884—51%. 
A   $9.000 — .$21,000.  other   consid   and   100 

113th  St.  No  138,  s  s,  175  e  7th  av,  27x100.11. 

113th  st.  No  130,  s  s.  202  e  7th  av,  27x100.11. 
two  5-sty   brk   tenements. 

Eberhard    Faber    to    Carrie    J    Weil.      Mort    $71 000.      Aug    15. 
Aug  IS,  1006.     7:1822—55  and  56.     A  $22,000— $50,000. 

other   consid   and   100 

113th  st.  No  138,  s  s,  175  e  7th  av,  27x100.11. 

113th  st.  No  136,  s  s,  202  e  7th  av,  27x100.11. 
two   5-stv   brk   tenements. 

Carrie   J   Weil   to   Palisade   Realty  Co.     Mort  $71,000.      Aug  lo. 
Aug  IS,   1906.     T:lS22-.55  and  56.     A  $22.000— .$56,000 

other    consid    and    100 

113th  st,  Nos  .308  and  310,  on  map  Nos  308  to  312.  s  s.  125  e 
2d  av,  50x100.11,  0-sty  brk  tenement  and  store.  Morris  Blum 
to  Malka  Marder.  Mort  $09  000.  Aug  4.  Aug  17,  1906. 
G;lti84 — 16.      A   $12..500— P   $45,000.  other   consid   and   100 

114th  St.  Nos  152  and  154  |  s    e    cor    Lexington    av,    78x41.2, 

Lexington  av,  Nos  183!)  and  1841|  two  4-sty  stone  front  tene- 
ments and  stores.  Louis  Meyer  Realty  Co  to  Jacob  Kaufmann. 
Mort  $49. ."00.  Aug  17.  Aug  18,  1900.  0:1641—50  and  50%. 
A   $17,0<10— .$34,000.  other   consid  and  100 

ll4th  st  Nos  1.35  and  137.  n  s.  87.6  w  Lexington  av,  runs  n  100.11 
X  w  26.9  X  s  0.1  X  w  17.10  x  s  100.10  x  e  44.7  to  beginning, 
6-sty  brk  tenement.  Leopold  Zelinka  to  Max  Zelinka.  Aug  13. 
Aug   18,    1906.      6:1642-13.      A   $12,500-$56.000. 

other  consid  and  100 

114th  St.  No  121.  n  s,  K'O  e  Park  av,  15x100.11.  3-sty  stone  front 
dwelling  Marv  C  Burne  widow  to  Marcus  L  Osk  and  Isidore 
Edelstein.  Q  C.  Aug  6.  Aug  23,  1906.  6:1642-8.  A  $4,000 
it*^  000  nom 

115th  st.  No  407,  n  s,  85  w  Morningside  av  West,  05x100.11,  0- 
sty  brk  tenement.  Paterno  Bros,  a  corporation,  to  Josephine 
Bonne.  Mort  iSlOO.OOO.  Aug  15.  Aug  22.  I'.IOO.  7:1807—54. 
A   .$30,000— P   $35,000.  other   consid  and   100 

IKlth  st,  Nos  451  and  453.  n  s.  48  w  Pleasant  av.  46x86,  6-sty 
brk  tenemeiit  and  store.  Simon  Lefkowitz  to  Samuel  Barnett  and 
Jacob  M  Harris.  Mort  $49,750.  Aug  20.  Aug  21.  1906.  6:1710 
—22.     A   $11,00(1- $45,000.  other  consid  and  100 

117t'h  St.  No  411.  n  s,  258  e  Amsterdam  av,  l.SxlOO.ll.  5-sty  brk 
dwelling  Harry  V  C  Fish  to  Brokers  Investing  Co.  C  a  G. 
Mort  $4  000.  June  8.  Aug  23,  1906.  7:1961-49%.  A  $8,500 
j'v^  QflO.  Other  consid  and  100 

120th  st  No  56,  s  s,  121  e  Madison  av,  27x100.11.  5-sty  brk  tene- 
ment. Geo  Hoffspiegel  to  Myron  Butler.  Mort  $3O,.50O.  Aug 
17,  1906.     6:1746—47.     A  $11,000-$27,000.  ' 

other   consid   and   100 

120th  st.  No  56,  s  s,  121  e  Madison  av,  27x100,11,  5-sty  brk 
tenement.  Benj  Bernstein  et  al  to  Geo  Hoffspiegel.  Mort 
$30..50O  Aug  2.  Aug  17,  1900.  6:1746-47.  A  $ll,0OO-$27  - 
0(]Q  other  consid  and  100 

121st  St.  No  518.  s  s,  208  e  Pleasant  av,  17x80,  3-sty  brk  dwell- 
ing.     Society  for  the   Relief  of   Poor   Widows   with   Small   Chil- 


dren,  a   corporation,   to  John   Carucci.      C  a   &.     July   24.     Aug 
17.    ISJOt!.      6:1817-27.     A   $2,000— $3,500.  5.500 

121st  st.  No  520,  s  s,  225  e  Pleasant  av,  runs  s  80  x  e  2  x  s  20.11 
X  e  21  X  n  1(X».  11  to  st,  x  w  23  to  beginning,  vacant.  William 
Jones  to  the  City  Real  Estate  Co.  Q  C.  June  19,  1906.  6:1817 
— 26.  A  $3,500 — $3,500.  Corrects  error  in  issue  of  June  23, 
when    location   was   given   as   1st   st.   No   .520.  nom 

123d  st.  No  425,  n  s,  274.6  e  1st  av,  16.SxlO0.ll,  3-sty  stone 
front  dwelling.  Martin  O'Donnell  to  Middletown  Realty  Co. 
Mort  $5,000.  Aug  10.  Aug  17,  1906.  6:1811—12.  A  $3,300— 
,$5,5(10.  nom 

12(ith  st,  No  229,  n  s,  280  w  2d  av,  25x99.11,  5-sty  brk  tenement. 
John  R  Jones  to  David  Cahn  and  Joseph  Heilbrunn.  Mort  $24,- 
000.      Aug   1.      Aug   23,    190U.      0:1791—13.      A   $7,000— $20,000. 

nom 

120th  st.  No  229,  n  s,  280  w  2d  av,  25x99.11,  5-sty  brk  tenement. 
Sophie  Muller  to  John  R  Jones.  Mort  $20,500.  Aug  1.  Aug 
23,   1906.     6:1791—13.     A  $7,000— $20,000. 

other  consid  and  100 

126th  St.  No  149,  n  s,  285  w  3d  av.  2.5.x99.11,  5-sty  brk  tenement. 
Isaac  Marsak  to  Allegiance  Realty  Co.  Mort  $21,0tMJ.  Aug  20. 
1906.      6:1775—25.      A  $8,(X10— $24.(Xl0.  other   consid   and   100 

134th  st.  No  203.  n  s.  65  w  7th  av.  17.8x71.9,  3-sty  brk  dwelling. 
Rebecca    H   Wylie    to   jpanl   G   Ferry.      Aug   16.      Aug   17,    1906. 


7:1940-28%.      A 


;    to   Danl    G    Fe 
$6,5fK)— $9,500. 


130th  St.  No  269,  n  s,  88  e  8th  av,  37.x99.ll,  5-sty  brk  tenement. 
Release  dower.  Simme  Reubenstone  widow  to  James  L  Hol- 
land. Aug  14.  .4,ug  23.  1906.  7:1942—5.  A  $15,000— $42,- 
000.  nom 

Same  property.  Isaac  Reubenstein  et  al  INDIVID  and  as  DEVI- 
SEES Hyman  Reubenstone  to  same.  Mort  $40,000.  Aug  14. 
Aug  23,   1900.     7:1942.  56,250 

Same  property.  Same  EXRS.  Same  to  same.  Mort  $40,000. 
Aug  14.     Aug  23,   1906.     7:1942.  56.250 

130th  st,  Nos  618  and  620,  s  s,  2S7.6  w  Broadway.  43.9x99.11,  5- 
sty  brk  tenement.  Release  mort.  Commonwealth  Mortgage  Co 
to    Rosalia   Meli.      Aug.  5.      Aug   21.    1900.      7:2002.  36,750 

Same  property.  Release  mort.  North  American  Mortgage  Co 
to   same.      Aug  16.      Aug  21.   1906.      7:2002.  2,000 

Same  property.  Release  mort.  Simon  Uhlfelder  et  al  to  same. 
Aug  21.    1900.      7:2002.  9.687.50 

137th  St.  No  284.  s  s.  ISl  6  e  Sth  av,  15.6x99.11,  4-sty  brk  dwell- 
ing. Henry  P  DeVoursney  to  Effie  M  Barry.  Mort  $12,500. 
Aug  22.     Aug  23,   1900.     7:1942—56%.     A  $6,200— $13,000.    nom 

140th  st,  n  s,  150  e  Broadway,  — x — ,  owned  by  party  first  part.     I 

140th  st,  n  s,  adj  above  on  west,  owned  by  party  second  part.  | 
Agreement  as  to  encroachment,  &c.  Saml  Hyams  with  Arthur 
McMullin.      Aug   17.      Aug  20,   1906.     7:2072.  nom 

141st  st,  Nos  5(j4  and  ,560.  s  s,  170  e  Broadway,  55x99.11,  0-sty 
brk  tenement.  Julius  D  Tobias  to  Joseph  Adelson  and  Saml 
Simon.  1-3  part.  July  12.  Aug  23,  1906.  7:2072—55.  A 
$17,500— $70  000.  other  consid  and  100 

14Tth  st,  Nos  280  and  2SS.  s  s,  175  e  Sth  av,  50x—  (owned  by 
party  Ist   part).  0-sty  brk  tenement. 

147th  st,  s  s,  adj  above  on  west   (owned  by  party  2d  part). 
Party    wall    agreement.      Leo    Kantor    and    ano    to    Jacob    Levy. 
June  22.     Aug  23.   1900.  nom 

152d  st,  Nos  448  to  454.  on  map  Nos  450  and  454,  s  s,  325  e 
Amsterdam  av,  1(10x99.11.  two  5-sty  brk  tenements.  Isidore  D 
Morrison  to  Louis  Silverstein.  Mort  $124  000.  Aug  20.  Aug 
21,  1906.     7:2066—51  and  54.     A  $26,000— P  $00,000. 

other  consid  and  100 

ISOth  St.  s  s,  175  w  Amsterdam  av.  100x100,  vacant.  Charles 
Garfiel  to  Morris  Bernstein.  Mort  $28,000.  Aug  15.  Aug  23, 
1906.      8:2152—39   and   40.      A   $24,000— $24,000. 

other  consid  and  100 

218th   st,    s    w   s,    121    s   e    Park   Terrace   W,    2.5x100,   vacant.      F 
William    Sohns    to    Mary   Vosburgh.      Aug   20.      Aug    21.    1906. 
8:2243.  other  consid  and  100 

Av  A,  Nos  1408  and  1410|  s  e  cor  75th  st.  50x98.  5-sty  brk  factory. 

75th  st.  No  500  I      Cecelia  M  Siff  to  Isaac  Schreiber.   Mort 

$44,500      Aug  6.     Aug  20,   1906.     5:148(5-49  and  50      A  $20- 
000 — $39,000.  other    consid    and    100 

Av  A,  Nos  1301  and  1303,  w  s,  50.5  s  70th  st.  .50x85.  6-sty  brk 
tenement  and  store.  Simon  Lefkowitz  to  Joseph  Feldmau.  Mort 
$57,500.     Aug  1.     Aug  18,  1906.     5:14()4.         other  consid  and  100 

Av  A,  No  1469  Is   w  cor  78th  st.   25x94.   4-sty   brk   tene- 

7Sth  St.  Nos  4,50  and  4.52|  ment  and  store  and  2-sty  frame  store 
on  St.  Esther  Oshinskv  to  Meier  Lehmann.  Mort  .$21,000.  Aug 
17.     Aug  18,  1906.     5:1472-29.     A  $12,000-$2O00O 

other  consid  and   100 

Av  A,  No  1409.  on  map  No  14191  n    w    cor    75th    st.    25.0x75,    5-sty 

75th  St.  No  443  I      brk    tenement    and   store.      Jacob 

Till   to  Pincus  H   Greenblatt.     Mort  $35,750.     Aug  15.     Aug  17. 
1906.      5:1470—22.      A   $11 000— $22.(KX».  nom 

Av  A.  No  205.  w  s,  51.9  s  13th  st,  25.9xl(Xl.  4-sty  brk  tenement 
and  store  and  4-stv  brk  tenement  in  rear.  Isaac  Fishman  to 
Jonas  King.  Mort  $21,500.  Aug  15.  Aug  17,  1906.  2:440— 
33.      A   $14.000— $18,000.  other   consid   and   100 

Av  A,  No  205,  w  s,  51.9  s  13th  st,  25.9x100,  4-sty  brk  tenement 
and  store  and  4-sty  brk  tenement  in  rear.  Jonas  King  to 
Hannah  wife  Jonas  King  and  Abraham  and  Ida  Salkin.  Mort 
$21,500  Aug  16.  Aug  17,  1906.  2:440-33.  A  $14,000— 
.$18  000  other   consid   and   100 

Av  A,'  No  163S,  e  s,  40  n  86th  st,  20x75,  4-sty  stone  front  tene- 
ment and  store.  Morris  Scherer  to  Hyman  S  Roth  %  part.  Mt 
$13.7,50.     Aug  22.     Aug  23.  1906.     5:1583—4.     A  $6,000— $11,-500. 

other  consid  and   100 

Av  B.  No  1431  n    e    cor   9th    st,    23.3x70.    6-sty    brk    tenement   and 

9th  st  No  001  i  store.  Betty  Simon  to  Jacob  and  Isaac  Stroh. 
Mort  $41,120  Aug  20.  Aug  21,  1900.  2:392-1.  A  $22,000- 
$38  000  other  consid  and  100 

Av  c'  No  192,  e  s.  52.6  s  12th  st,  2.5x62.6.  4-sty  brk  tenement 
and  store.  John  Fischer  and  ano  EXRS,  &c,  Jacob  Fiseherto 
Morris  Goldstein  and  Jacob  Davidson.  Aug  20.  Aug  21,  l-y6-. 
•).3S1— 6.     A  $9.000— $12  (JOO.  14.8.50 

Same   property.     Anna   K   Koechlein   et  al  HEIRS    &c,   Kunigunda^ 
Fischer  to   same.     Aug   17.     Aug  21,  1906.     2:381. 


100 
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Cooper  Iron  Works 

J  JOHN  COOPER,  Proprietor 

Works :  Emmett  Street  &  Avenue  D,  Newark,  N.  J. 
New  York  Office :  I  Madison  Avenue 


IRON  and  STEEL  WORK 

FOR 

BUILDINGS,  BRIDGES,  &c. 


Av  U,  No  IDS  I  s    e   cor   Sth   st,   25x75,   4   and   5-sty   brk 

Sth  St,  Nos  412  and  414  |  tenements  and  stores.  Israel  M  Oshin- 
sky  to  Harry  Strenger  and  Solomon  Kurlander.  Mort  $20,000. 
Aug  20.      Aug  21,    1906.      2:303—30.      A   $15,00<;i— $20,0UO. 

other  consid  and  100 
Amsterdam  av,  No  GST,  e  s,  00. S  n  93d  st,  runs  e  41.1  x  n  e 
0,S'/2  X  e  19.8  X  3.7  »  s  e  1.09  x  e  33.5  x  n  25.5  to  s  s  Old  Ap- 
thorps  or  Jaunceys  lane,  x  w  100  to  av,  x  s  29  to  beginning, 
with  all  title  in  said  lane,  5-sty  brk  tenement.  Max  Feist  et 
al  to  Anne  N  Cooper.  Mort  .'(;2S,000.  June  30.  Aug  21,  1900. 
4:1224—3.       A    $21,000— $33,000.  nom 

Broadway,  Nos  2132  and  2134  |  s  e  cor  75th  st,  runs  e  212  to  w  s 
Amsterdam  av,  Nos  312  and  314|  Amsterdam  av,  x  s  50  x  w  190.9 
to  Broadway,  x  n  52.2  to  beginning.  3-sty  brk  stable.  Cen- 
tury Realty  Co  and  ano  to  Crawford  Bradley  Co.  B  &  S.  Mt 
$150,000.  Aug  21,  1900.  Aug  22,  1906.  4:1100—35.  A  $190.- 
000— $215,000.  other    consid    and    100 

Central   Park  WestI      s   w  cor  89th  st,  runs  w   150  x   s   lOO.S 


89th  st.   No  2 


iO  x  s  25.2  X  e  lOO  to  Central  Park  West,  x 


ham,   Brooklyn, 
500— $18,500. 


125.11  to  beginning,  13-sty  brk  and  stone  hotel.  Albert 
Foisch  to  Barstun  Realty  Co.  B  &  S.  All  ['ens.  Aug  22. 
1906.     4:1202—30.  A  $250,000— $1,100,000,  nom 

Same  property.  FORECLOS.  Abraham  L  Jacobs  ref  to  Albert 
Forsch.      Mort    $850,000.      Aug   0.      Aug   22,    1900.      4:1202. 

280,050 

Kingsbridge  road  or  Broadway,  w  s,  9,220.11  n  155th  st,  runs  w 
404  X  n  138.9  x  n  w  458.0  x  e  138.2  to  beginning.  Assignment 
of  all  right,  title.  &c,  in  and  to  any  awards  made  nr  to  be  made 
for  laying  out  Bennett  av.  James  C  Holmes  and  ano  to  Wm  F 
Connor.      Aug   15.      Aug   18,   1900.      8:2180.  nom 

Kingsbridge  road,  w  s,  at  n  s  land  described  in  deed  dated  Nov 
1,  1905,  runs  w  1,240.8  to  c  1  of  New  st  x  n  07.3  x  e  240  to 
road  .X  s  50  to  beginning.  Assignment  of  all  right,  title,  &c,  in 
and  to  any  awards  mp-'i  or  to  be  made  for  Bennett  av.  James 
C  Holmes  and  ano  to  Wm  F  Connor.  Aug  15.  Aug  IS.  1900. 
8:2180.  nom 

Lenox  av.  No  552,  s  e  cor  138th  st,  99.11x100,  7-sty  brk  tene- 
ment and  store.  Ernestine  wife  of  and  Henry  Nicholsburg  to 
Frank  Frankel.  Mort  $150,000.  July  31.  Aug  17,  1906. 
6:1735—69.      A   $70,000— $2.50,000.  other   consid   and    100 

Lenox  av,  Nos  180  to  184    I  n    e    cor    119lh    st,    75.8x85,    7-sty    brk 

119th  st,  No  95  I      tenement   and   store.      Geo   W   Eggers 

to  Margaretha  Eggers.     Mort  $125,000.     Aug  10.     Aug  17,  1900. 
6:1718—1.      A    $63,000— $1(;5,OUO.  other    consid    and    100 

Lexington   av.   No   814,   w  s,   80.11   s  G3d  st,   19.0x80,  3-sty   stone 
front    dwelling.      Mary   F   Southwick    widow    to   Ella    M   Birming- 
July   IS.     Aug  20,   1906.     5:1397—57.     A  $15,- 

nom 

Lexington  av.  No  814,  w  s,  80.11  s  03d  st,  10.0x80,  3-sty  stone 
front  dwelling.  Anna  P  Birmingham  w'dow  to  Mary  F  South- 
wick widow.  Brooklyn.  July  18.  Aug  20,  1900.  5:1397—57. 
A  $15,500— $18,500.  nom 

Lexington  av,  No  045.  e  s,  75.5  n  54th  st,  25x100,  5-sty  brk  tene- 
ment and  store.  Michl  Berkowitz  to  Milton  Realty  Co.  Mort 
$23,000.  Aug  14.  Aug  20,  1900.  5:1309—20.  A  $20,000— 
$33,000.  nom 

Madison  av.  No  1439,  e  s,  54.10  n  99th  st,  27x100,  5-sty  brk 
tenement  and  store.  Louis  Geiger  et  al  to  Samuel  Bookman  and 
Joseph  E  Hoffman.  Mort  $27,500.  Aug  20,  1900.  0:1605—22. 
A   $21,000— $30,000,  1000 

Madison  av,  Nos  1959  and  1901|  n  e  cor  125th  st,   runs  n  119.0  x  e 

125th  st,  Nos  51  to  55  |  89.6  x  s  19.6  x  w  10.10  x  s  09.11 
to  125th  st,  X  w  72.8  to  beginning,  four  3-sty  brk  tenements 
and  stores,  3-sty  frame  dwelling  and  4-sty  stone  front  dwell- 
ing.     Herman   Wronkow    to   Fannie   Hamlin.      Mort    $ .      Aug 

18.      Aug   21,    1906.      6:1750—53   and   21    to    22.        A   $92..500— 
$181,000.  other  consid  and  1,000 

St  Nicholas  av.  No  195,  w  s.  59.3  s  120th  st,  29.6x82.11x25.2x67.5, 
5-sty  stone  front  tenement  and  store.  Joseph  Schrier  to  Joseph 
and  Bernard  Schmertz.  Mort  $20,000.  June  26.  Aug  22,  1906. 
7:1925—55.      A    $10,000— $21,000.  omitted 

Terrace  View  av.  w  s,  90.11  s  Tuenissen  pi,  runs  s  25  x  w  109  x 
n  w  9.8  x  n  e  0.3.10  x  s  e  63.1  to  beginning,  vacant.  Daniel  E 
Seybel  to  Anna  W  wife  Herbert  A  Sherman,  Rye,  N  Y.  Aug  13. 
Aug  23,   1900.      13:3402.  nom 

West  Broadway,  No  347.  0  s.  125  n  Grand  st,  25x100,  7-sty  brk 
loft  and  store  building.  Kneeland  Moore  to  Barbara  Kahn. 
Mort  $31,500.  Aug  15.  Aug  20,  1900.  2:475—0.  A  .$21.0(10— 
$38,000.  other  consid  and  lOO 

West  End  av.  No  887,  w  s,  60.11  n  103d  st,  20x100,  3-sty  and 
basement  stone  front  dwelling.  Wm  B  Quintance  to  Charles 
Spieget.  Mort  $20,000.  Aug  10.  Aug  20,  1906.  7:1890— 55y2. 
A  $13,500— $25,000.  nom 

West   End  av        |  s   e   cor   105th   st,   5-sty   brk   dwelling.     John   H 

105th  st,  No  258]  Higgins  et  al  TRUSTEES  Nathl  D  Higgins  to 
Wm  B  Quaintance.  C  a  G.  July  23.  Aug  22,  1006.  7:1870—61. 
A  $20,0(.)0— $48,000.  47.500 

1st  av,   Nos  1733  and  17.35,   s  w  cor  90th  st,  50.8x100,   two  5-sty 
brk   tenements  and  stores.     Jacob  Weinstein   to  Morris  and  Da- 
vid   Haber    and    Saml    Dworkowitz.      Aug    15.      Aug    22,    1906. 
5:1.552-29  and  30.     A  $25,500— $53,000.  other  consid  and  100 

1st  av.  No  2109.  w  s,  25.11  n  112th  st,  25xl<H),  6-sty  brk  tene- 
ment and  store.  Giovanni  Rusiello  to  Giovanni  Buono.  Mort 
$24,250.     Aug  20,    1906      6:1084^20.     A  $8,000- $28,000. 

other   consid   and   100 

1st  av.  No  121.  w  s,  57.0  n  7th  st,  20x50,  4-sty  brk  tenement  and 
et  al  to  Herminia  B  Molke.  Mort 
1900.     2:499—35.     A   $8,500- $12,000. 

other  consid  and  100 

1st  av.  No  2317,  w  s,  75.7  s  119th  st,  25.2x100,  5-sty  brk  tcne- 
ement  and  store.  Joseph  Cavagnaro  to  the  Stone-Aronson 
Realty  Co.  Mort  $15,500.  Aug  21,  1006.  0:179.5—28.  A  $7.- 
500— $22  000.  other  consid  and  lOO 

Same  property.  The  Stone-Aronson  Realty  Co  to  Heyman  Kauf- 
man.    Mort   $23,500.     Aug  21,   1906.     0:1795. 

other  consid  and   100 

1st  av.  No  346,  e  s,  46.0  n  20th  st.  22.6x58,  4-sty  brk  tenement 
and  store.     PARTITION.     George  Haas  (ref)  to  Frederick  Zwick- 


store. 
.$18,000, 


Theophilus    Blum 
Aug  1      Aug  2.3, 


1 
Same 


rt.  Kate  Kortsttger,  Flora  Buggle  and  Josephine  Ludwig.     Aug 
■->■     Aug   21,    1900.      3:952—3.      A   $5,500— $1(1,000.  12,5( 


property.      Frederick    Zwickert    et    al    to    Leon 


500 
S   Altmayer 


000. 

2d   av.    No   2149 
ment  and  store 
$14  O.:0.     Au 
OUO. 


V2  part  and  Max  Greene  and  Wm  Greene  each  V4  part.  Aug  la. 
Aug  21,   1900.     3:952.  other  consid  and  100 

1st  av.  No  1(0,  e  s,  41.5  s  11th  st,  17,9x94,  5-sty  brk  tenement 
and  store.  Isaac  Meister  to  Carraela  De  Benedictis.  Mort 
(V)0*  "^"^   '^^'     ^"^  ""''    "''^°*''      -'■'^^^-''-      A  $0,500— $14,- 

2d   av.   No   18.89,  w  s,   75.11  s  OSth  st,  2.5x90,  5-sty  brk  tenement"" 
and   store.      Saml   Schwartz   to  Joseph   Schwartz.      Mort   $10  000 
Correction  deed.      Feb  2(5.      Aug  22,   1900.      0:1047—2.5.      A  $11 - 
000— $18,0(X)  other  consid   and   100 

2d  av.  No  248 1,  w  s,  25.8  n  12Tth  st,  24.4x100,  5-sty  brk  tene- 
1^,1"'  '''"'^  *""'''■  ^^"'-^  Goldfarb  et  al  to  Ellen  Gallagher.  Mt 
$18,000.  Aug  20.  Aug  21,  1906.  6:1792—22.  A  $6..500— $20,- 
'"J"-  other  consid  and  100 

;,  7.1.10  s  111th  St.  25x79,  4-sty  brk  tene- 
i-e.  Abraham  Gerstein  et  al  to  Elias  Nitzberg  Mt 
;  17.     Aug  21,   1900.     6:10(>0-25.     A  $8,500— $13,- 

•ij  X,       1  ...-         ,  .  .„  ,  other  consid  and  100 

-d  av,  Nos  14«j.j  to  1409,  w  s,  25  n  70th  st,  79.4x100,  three  4-sty 
brk  tenements  and  stores.  Max  Moscowitz  et  al  to  Ferdinand 
Cibulay.  Mort  $70,200.  Aug  17.  Aug  23.  1900.  5-1431- "^^'^ 
to   24.      A   $4S,O0O— $61,000.  other   consid   and   100 

2d  av.  No  1840,  n  e  cor  95th  st,  25.8x100,  5-sty  brk  tenement 
and  store.  Saml  Golde  to  Nathan  Lubetkin.  Mort  $28  OOO  Aug 
1.      Aug  22.   190(j.     5:1558-1.     A  $17,OOO-$29,O0O.  ' 

•>^  »T     0000  n-  ^        Hn„  „  Other  consid  and  100 

3d  av.   No  2238,  w  s,  2a.5  s  122d  st,  25x100,  3-sty  stone  front 

tenement  and  store. 
All  title  to  3d  av,  w  s,  25.5  s  122d  st,  runs  w  100  x  n  03  x  e  100 
to  av   X  s  0.1%. 

Bayard  Tuckerman  and  ano  TRIISTEES  for  Wolcott  Gibbs  &c 
under  deed  of  trust  dated  July  31.  1900,  to  John  H  Degel'man' 
Aug  20.     Aug  22,   1900.     0:1770—39.     A  $25.000-.$35  00(1. 

o,  -,     .-,100  ^^n-^        ,.  other  consid  and  100 

3d  av.  No  2138,  w  s,  120.10  n  llOth  st.  25x100.  4-sly  brk  tene- 
ment and  store.  Henry  W  Dammann  et  al  to  John  H  Deeelman 
Mort  ,$2O,(JO0.  Aug  20.  Aug  23,  1900.  0:1044-38.  A  $20  -' 
000 — .$2.3,00(^1.  nom 

3d  av.  No  2343,  e  s,  22  n  127th  st,  28x80,  4-sty  brk  tenement  and 
store.     Karoline   Kruger  to  Henry  Krauss.     Mort  $26,000      Aug 
10.     Aug  17,  1906.     6:1792-2.     A  .$20,000-$26  000. 
-,.  ,,      .,.-,,,„.    „,,_,,  ,„„  other    consid   and    100 

athav,  Nos220Sto22,4|s  w  cor   1.38th   st,   09.11x120,   three  6-sty 
l.;.Sth  st,  Nos  2  and  4        |      brk  tenements  and  stores  on  av      Sam- 
uel Levine  et  al  to  William  Greenberg.     Mort  $158  000     Aug  17 
1900.     6:173.5—37  to  lOy,.     A  $40,000— P  $50,.500. 

-,.  ^,     .„„  ,  ,  other  consid  and  100 

uth  av,   .No  ,i3(.,  w  s,    Cj.o  n  44th  st,  25x100,  5-sty  brk  and  stone 
office  and  store  building.     Frederick  C  Beer  to  George  Nickolas 
Mort  .$225,000.     Aug  9.     Aug  17,  1906.     5:1200—37.     A  $225,000 
_  .1<L()0,0(JO.    _  other  consid   and  lOO 

.jth  av.  No  ij-J).  w  s,   (5.5  n  44th  st,  25x100,  5-sty  brk  and  stone 
office   and   store   building.      Geo  H   Penniman    to   Fredk   C   Beer 
^  Aug  9.     Aug  17,   1906.     5:1200-37.     A  .$225,000— $200,000.     nom 
I  th  av.  .No  204  |  s    w    cor    22d   st,    25x100,    (l-sty    brk    tene- 

12d  st,  Nos  200  to  210]  ment  and  store.  Max  Marx  to  Meyer  and 
Philip  Freeman.  Mort  $70,000.  Aug  IS.  Aug  21  1906  3-771 
-40.     A  $30.00<-1-$(;3,0<IO.  other  constd  and  100 

BOROUGH    OF   THE   BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 
new  Annexed  District   (Act  of  1895). 

Barretto  st,  or  Fox  st,  w  s,  304  s  167th  st,  25x100,  vacant  Martha 
Graham  to  Chattie  De  Hart.  Mort  $1,700.  Aug  18.  Aug  20 
1900.     10:2717.  other  consid  and' 100 

Buchanan  pi.  s  w  s,  130.1  s  e  Aqueduct  av,  runs  s  100  x  n  w  21  0 
X  n  e  25  X  n  w  3.0  x  n  0  75  to  pi  x  s  e  25  to  beginning,  and  all 
title  to  strip  2.i,\3.0,  2-sty  frame  dwelling.  Edward  B  Teich- 
man^  to^  Rose  V  Malone.     Mort  $3,500.     Aug  10.     Aug  17,   1900. 

,,,1,1  ■•^-'^8-  ^__  other  consid  and   100 

■Clarence  st,  e  s,  2(0  s  Barkley  av,  45x100.  Edgewater  Realty 
Co   to  Win   A   Rowan.     July  2       Aug  20,   1900.  IQQ 

Chisholm  st.  No  1342,  e  s.  41.8  s  Jennings  st,  10.8x75,  2-sty 
frame  dwelling.  Moses  Salra  to  Jacob  Ried  and  Philio  Jaeeer 
Mort    ifl.OOO.      Aug   20.      Aug   21,    1900.      11:2972.  " 

_.   ,  other   consid   and   100 

Elsmere  pi.  No  lO.jl,  n  s,  325  w  Marmion  av,  25x100  2-sty  frame 
dwelling.  Theresa  Remeschatis  to  Geo  Sachs.  Mort  $5  ''SO  Aug 
22.     Aug  23.   1900.     11:29.5(1  other  consid  and  100 

German  pi.  No  040,  e  s,  63.7  s  Rae  st.  14.7.\92.3xl4.7.x92.3,  3-sty 
frame  tenement.  Geo  Mueller  (MuUer)  HEIR  Kate  Mueller  to 
Clara  A  Mueller.     Q  C.     Aug  IS,  1900.     9:2358.  nom 

Same  property.  Clara  A  Mueller  to  Geo  Aubel.  Mort  $1 875 
Aug    18.    1!100.      9:23.58.  other   consid   and    100 

*Halsey  pi,  s  e  cor  Green  av,  100x100.  Salvatore  Seala  to  Ashbel 
G   Vermilye.      Aug  1.      Aug   17.    1900.  other   consid  and   100 

*Johnson  si,  w  s.  lots  81  and  82  map  J  E  Bullard  &  Co  adj  South 
Mt  Vernon.  (::0x84.0x00.\84.8.  Welthea  A  Hammond  widow  to 
Emma  Mulle,   of  Mt  Vernon,   N  Y.     July  21.     Aug  21,   19(10.     nom 

*Johnson  st.  e  s,  lot  31  same  map,  2')x — .  Irena  L  Albiston  to 
Emma  Mulle.  of  Mt  Vernon,  N  Y.     July  25.     Aug  21.  lOOO.       nom 

*Johnson  st,  e  s,  lot  30  same  map,  2oxl00.  Clinton  S  Loveland 
to   same.      July   25.      .■^ug   21.   1900.  nom 

Kelly  st.  No  50,  e  s,  110  s  Longwood  av,  25x100,  3-sty  brk  dwell- 
ing. John  Taglieber  to  Katharina  Bothner.  Mort  $9,500.  Aug 
20.      Aug   21,    1900.      10:2708.  other   consid   and   100 

Lorillard  pi.  No  44.  w  s,  78.0  s  188th  st,  25x90,  2-sty  brk  dwell- 
ing. Laetitia  M  Myers  to  Marie  L  Mead,  of  Plainfleld  N  J 
Aug  9.     Aug  17.  1906.     11:3056.  nom 

Same  property.  Marie  L  Mead  to  Annie  Fierman.  Mort  $7,000. 
Aug   17,    19O0.      ll:305(i.  other   consid   and   100 

Lorillard  pi.  n  e  cor  187th  st,  90.3.\9Sx94x08.  vacant.  Tony  Ga- 
liani  to  Joseph  Tesora.  July  20.  Mort  $S,0(X).  Aug  22,  1906. 
11:3056.  nom 
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THE  CHARLES  H.  SMITH  CO.  Selling,  Rentwo,  Coileow 

East  New  Xork  (26th  Ward)  Property'^- 
Specialty  Send  Particulars 


REAL    ESTATE 


^110  Van  Siclen  Ave.,  Brooklyn 


*Lafajette    st,    n    e    cor    St    Raymond    av,    2.")xS'.J.       Mary    O'Leary 

to  Georgiana  McDonough.     July  2G.     Aug  22,   lOOlJ.  nom 

*Madison  st,  w  s,  100  n  Columbus  av,  25x100.  Harry  Bick  to 
Michl  V  Rosenberg.     Mort  $3,850.     Aug  10.     Aug  17.   1900. 

other  consid  and   100 

*Same  property.      Michl   V  Rosenberg  to   Rachel  Goldstein.      Mort 

I3.S50.      Aug  10.      Aug  17,   1900.  other  consid  and   100 

♦Marian  st.  e  s.  and  being  lots  108,  100,  110  and  111  and  112 
South  Washingtonville.  Thomas  W  Thorne  et  al  DEVISEES  Su- 
sanna  W  Thorne  to  Christian   H  Werner.      Aug  17.   l!)();i.      omitted 

Morris  pi.  No  0,  s  s,  117.0  e  Park  av,  10x80,  2-sty  frame  dwell- 
ing. Release  mort.  Charles  Van  Riper  and  ano  to  Ernst  D 
Neuschaefer.     Aug  0.     Aug  20,   lUUli.      11:201)1.  1,000 

*Mianna  st.  s  s.  50  w  White  Plains  road,  25x102.  John  J  Geary 
to  Geo  J  Strieker,  Jr.     Mort  $Z00.     Aug  l(i.     Aug  17.  19U0.       nom 

*Main  st,  e  s,  98.2  n  Eastchester  road,  25x0.5,  Westchester.  The 
Regent   Realty  Co   to  Marcus   Nathan.     .\ug  20.      .'Vug  21,   1900.  ■ 

nom 

Reservoir  Oval,  w  s,  abt  334  s  Van  Courtlandt  av,  25xl04.0x 
38.9x127.10.  Arthur  B  Curry  to  Helen  R  Kalteyer,  of  Phila- 
delphia, Pa.      %  part.      Mort  JOSO.     July  25.     Aug  20,  1900.       nom 

Spencer  pi.  w  s,  bet  140th  st  and  1.5.'?d  st.  at  line  bet  lots  43  and 
44.  as  shown  on  assessment  map  of  City  New  York,  runs  w 
15.1  X  n  w  29.7  x  e  19.10  x  s  e  15.10  to  pi  x  s  14.7  to  begin- 
ning, contains  534  sq  ft.  Jane  Smith- Woolman  to  New  York 
Central  &  Hudson  River  R  R  Co.  July  2.  Aug  IS.  liHMi. 
9:2443.  other  consid  and  100 

♦Schuyler  st.  n  s,  100  w  Crosby  av,  77.6x130x80.8x130.  Release 
mort.  Henry  A  Coster  to  Hudson  P  Rose.  Aug  15.  Aug  17, 
1900.  1.050 

Spring  st  and  Lewis  st.  bet  s  s  of  lC4th  st  and  n  s  of  lOlst  st, 
and  also  Grove  st  and  Ella  st  in  same  block.  Consent  to  dis- 
continuance of  said  sireets.  Appolonia  Durst  to  whom  it  may 
concern.     Aug  17.     Aug  20  1.90G.     9:2455.  nom 

Spring  st,  &c.  Similar  consent.  Helen  R  Wright  to  whom  it 
may   concern.     July  28.     Aug  20.   1900.     9:2455.  nom 

Spring  st,  &c.  Similar  consent.  Wm  W  Astor  to  whom  it  may 
concern.     May  4.     Aug  20.  1900.     9:2455.  nom 

Wall  st,  n  s,  124  e  Forest  av,  runs  s  2.5  to  n  s  105th  st,  x  e 
19.8  X  n  2.5  to  Wall  st.  x  w  19.8  to  beginning,  a  strip.  Henry 
L  Morris  and  ano  TRUSTEES  Gouverneur  Morris  to  John  Svan- 
drlik.   Q  C.      All   title.      July   17.      Aug  22.   19011.      10:20(;0.  50 

♦William  st,  w  s,  20O  n  Dudley  av,  21.4x78.0x32  0x82.11.  Percy 
S  Dudley  to  Karl  Kobzar.     Aug  14.     Aug  17.   19(«1.  100 

♦William  st,  e  s,  125  n  Dudley  av,  89.0x100.11x75  9x100.  Percy  S 
Dudley  to  Ellen  C   O'DriscoU.     Aug  14.     Aug  17,   1900. 

other   consid   and   lOO 

♦3d  st,  n  s,  305  w  Av  B,  lOOrlOS,  Unionport.  George  Hayes  to 
Frank   Sehrempf.     Aug  17,   1900.  nom 

♦4th  St.  e  s.  02.4  s  215th  st.  31.2x105.2x30x113.7.  Charles  M 
Preston  RECEIVER,  &c.  New  York  Building  Loan  Banking  Co 
to  Anna  Habicht.     Mort  $1..500.     July  17.      Aug  IS.   1900.       3.250 

♦9th  st,  n  s,  305  w  Av  D,  100x108,  Unionport.  James  Rodgers  et 
al   to   Patrick  Hurley.     June  2.     Aug  IS,   1000. 

other  consid  and  100 

*10th  st,  n  s,  205  w  Av  D,  200x108,  Unionport.  Martjn  J  Browii_e 
to  Isabella  Giamporcaro  and  Annie  New.  Aug  15.  Aug  17, 
I'.IOO.  100 

*12th  st,  n  s,  180  e  Av  C,  2.5x108,  Unionport.  Geo  De  Silva  to 
Mary   Breihof.      Mort  $3,000.      Aug   15.     Aug   17.    lOOO. 

other   consid   and   100 

134th  st.  No  540,  s  s,  20O  w  Alexander  av.  25xl(.R).  5-sty  brk  ten- 
ement. Mary  Casey  to  Wilhelmina  Lohr.  Mort  .$12,000.  July 
31.      .\ug  23.   1900.     9:2309.  other  consid  and   100 

135th  st.  No  .539,  n  s,  250  e  Lincoln  av,  25x100,  3-sty  frame  tene- 
ment and  store.  Joseph  Costa  to  Timothy  Toohig.  Aug  9. 
Aug    17,    1900.      9:2311.  other    consid    and    100 

135th  st,  Nos  555  to  503.  n  s,  1(X)  w  Alexander  av,  125x100,  five 
4-sty  brk  tenements.  Gustave  Fox  to  William  Fritzel.  Mort 
$28,000.     Aug  3.     Aug  20,   1000.     9:2311.  nom 

1.38th  st|    s  s.  218  e  Cypress  av,  runs  s  200  to  n  s  137th  st.  x  w 

137th  stj  100  X  n  100  X  e  0.1  X  n  100  to  s  s  138th  st.  x  e  99.10 
to  beginning,  vacant.  Mort  .$40,(R10.  CONTRACT  to  exchange 
for 

139th  st,  s  s,  1,59.10  e  Brook  av,  112.0x100,  three  G-sty  brk 
tenements. 

Harry   Strasbourger  with  Steimann   Realty  Co.     Aug  2.      Equity 
$25  000.     Aug  23.   190:!.     10:2200  and  contracts.  nom 

140th  St.  Nos  873  and  875,  n  s,  340  e  St  Anns  av,  80x95,  two  5- 
sty  brk  tenements.  Cornelius  Daniels  et  al  to  Sadie  Meyer. 
Correction  deed.  Mort  .$71,500.  Aug  0.  Aug  22,  1900.  10:- 
2.552.  other  consid  and   lOO 

141st  st,  n  s,  275  w  Walnut  av.  runs  n  e  1.50  x  e  212.9  to  Port 
Morris  Branch  of  the  H  R  R  at  point  242.8  w  Walnut  av,  x  w 
72.5  X  s  372.7  to  141st  st,  xe  47.5  to  beginning,  vacant.  Henry 
T  Pirsson  by  Edw  H  Pirsson  GU.\RDI.A.N  to  Horace  T  .\usten,  of 
New  Rocheile,  N  Y.  1-0  part.  .411  title.  Aug  l(i.  Aug  21. 
lOOO.      10:2509.  3,333.33 

Same  property.  Eloise  Bloodgood  to  same.  l-C)  part.  Aug  10. 
Aug  21,    1900.      10:2.599.  3,333.34 

Same  propertv.  John  A  Beall  et  al  EXRS  &c.  John  W  Pirsson  to 
same.      4-0   parts.      Aug   10.      Aug   21,    I'.IIMJ.      10:2.599.     13,333.33 

Same  property.  Horace  T  Austen  to  John  H  Shipway,  of  Noroton, 
Conn  2-3  part  and  Chas  M  Shipway,  N  Y.  1-3  part.  Aug  10, 
Aug   21,    liXtO.      10:2.599.  nom 

150th  St.  No  .539,  n  s,  295.3  e  Morris  av,  25x118.5,  2-sty  frame 
dwelling.  Giuseppe  Tacinelli  et  al  to  Clorinto  and  Alfredo 
lacapraro.      Aug    14.      Aug    17,    1900.      9:2410. 

other  consid  and   100 

153d  st,  Nos  039  and  045,  n  s,  .3.50  e  Courtlandt  av.  75x100.  two 
6-sty   brk   tenements.      Richd   H   Mitchell   to   Chas   Zimmermann. 

Mort    J .      Aug    4.      Aug    IS,    1000.      9:2400. 

other  consid  and   100 

102d  st|   n  s,  323.5  e   Prospect  av.   runs  n   123.7   x  n  e  58  to  n  s 

10.3d  st|  103d  St.  X  s  e  18.10  x  s  e  111  to  102d  st.  x  s  w  98  to 
beginning,  vacant.      Chas   Zimmerman.   Jr.   to   Richd   H  Mitchell. 

Mort  $ .     Aug  4.     Aug  18,  1906.     10:2000. 

other  consid  and  100 

lC4th  st.  No  706,  s  s,  abt  100  e  Brook  av,  25x1.50,  2-sty  frame 
dwelling.  Julia  Collins  to  Nikolaus  and  Alex  Wenzel.  Aug  22. 
Aug  23,  100(i.     0:2385.  other  consid  and  100 

IGSth  St.'  Nos  040  and  042,  s  s,  02.1  e  Forest  av,  50x125,  two  2- 


sty   frame    dwellings.      Hugh    Kirk    to    John    Yule.      B    &    S.      All 
Hens.     July  17.     Aug  17.  lOOli.     10:2602.  nom 

*173d  st,  e  s,  45  s  Gleason  av,  .50x100.  Joseph  J  Gleason  to  Thos 
J   Bucom  or  Bacon.      .Vug  18.      Aug  20,    1900.  nom 

*175th  St.  w  s.  325  n  Gleason  av,  25x100.  Tillie  M  Stadler  to 
Rosa  Zink  and  Emma  Spin.  Mort  $4,000.  Aug  15.  Aug  21. 
ISKXJ.  other  consid  and  100 

*175th  St.  w  s,  350  s  Westchester  av,  25x100.  Tillie  M  Stadler 
to  Conrad  and  Mary  Selzle.  Mort  $4  000.  Aug  10.  Aug  17, 
1900.  other  consid   and   100 

170th  st,  n  s.  bet  Bryant  av  and  Boston  road  and  at  s  w  cor  of 
premises  adj  lot  10  map  land  heirs  John  Mapes,  runs  n  e  110. .3 
x  s  e  40  x  s  w  11.5.0  to  179th  st,  x  n  w  40  to'  beginning.  Caro- 
oline  Stahlberg  to  Frcdk  Paschke  and  Lena  K  his  wife.  Aug  1.5. 
Aug    17.    lOtHj.      11:3137.  other   consid   and    100 

190th  St.  n  s.  12(1  w  right  of  way  of  N  Y  C  &  H  R  R  Co.  runs  n 
18  X  w  117  to  n  s  Pier  and  bulkhead  line,  x  s  2.5  x  e  237  x 
n  7  to  St.  X  w  120  to  beginning,  vacant.  Release  mort.  Knick- 
erbocker Trust  Co  to  Kingsbridge  Real  Estate  Co.  Aug  8.  Aug 
l.S.   190.1.      11:3239.  5.-5.54.92 

Same  property.  Release  mort.  John  O  Baker  to  Kingsbridge 
Real   Estate.      July  31.     Aug   18.   19tM5.      11:3239.  3.033.32 

190th  st,  n  s.  120  w  of  right  of  way  of  N  Y  Central  &  Hudson 
River  R  R  Co.  runs  n  18  x  w  117  to  n  s  pier  and  bulkhead  line. 
X  s  25  X  e  237  x  n  7  to  st.  x  w  120  to  beginning,  use  of  right  of 
way,  vacant.  Kingsbridge  Real  Estate  Co  to  Reune  Martin. 
Aug  10.     Aug  17.   1900.     11:3239.  17,900 

202d  St.  s  s,  12.J  e  Webster  av,  25x100.  2-sty  frame  dwelling. 
John  E  Murgatroyd  et  al  to  Elisabeth  H  Hoquet.  Aug  22. 
Aug  23.   190!).      12:3330.  other  consid  and   100 

205th  St.  n  s,  bet  Concourse  and  Mosholu  Parkway  South  and  be- 
ing lot  .530  map  property  G  F  &  H  B  Opdyke,  25.2x131x25xi:'.4.3. 
w  s.  Annie  D'Ambra  to  Hugh  McKeon.  Mort  $7,250.  July 
31.     Aug  18,   1906.     12:.3312.  other  consid  and  100 

205th  st,  n  s,  bet  Concourse  and  Mosholu  Parkway  South  and  be- 
ing lot  531  same  map,  25  11x124.9x2.5x131.  Same  to  same. 
Mort   $7,250.     July  31.      Aug   18,   1000.     12:3212. 

other  consid  and  100 

205th  st,  late  Ernescliff  pi,  s  s,  292.2  w  Lisbon  pi,  25x136x25x135.5, 
2-sty  frame  dwelling.  Mary  A  Costello  to  Fredk  Pistone.  June 
15.      Aug    22,    1900.      12:3311.  other    consid    and    100 

*214th  St.  late  .^v  A,  a  s.  37.5  e  Maple  st,  2-5x125.  Release  dower. 
Sophie  Schuyler  widow  to  Julia  L  Schuyler.  June  13,  1900. 
Aug    17,    1906.  nom 

♦Same  property.  Oscar  Schuyler  to  same.  June  13,  1900.  Aug 
17,   1900.  nom 

♦215th  st,  n  s,  1-50  e  4th  av,  100x114,  Wakefield.  Thos  R  Hodge 
and  ano  EXRS  Wm  A  Hustace  to  G  Arnold  Moses.  May  10. 
Aug    17.    ]9<I6.  nom 

*Same  property.  G  Arnold  Moses  to  Morris  Hillquist.  Aug  14. 
Aug  17,   1900.  nom 

♦222d  st,  n  s,  180  e  White  Plains  av,  25x114,  Wakefield.  Katie 
Brown   to   Abraham   Mogilesky.     Aug  17.      Aug  18,    1900. 

other   consid    and    100 

*223d  st,  n  s,  175  w  Laconia  av,  25x109.0.  The  Brownhill  Co  to 
A  Shatzkin  &  Sons  (Inc).  Mort  $437.50.  Aug  20.  Aug  22, 
1906.  nom 

*224th  St.  s  s.  205.7  e  4th  st,  50x114,  Wakefield.  Nicholas  Pre- 
sutty  to  Raffaela  Presutty  his  wife.     Aug  10.     Aug  17.   1906.  nom 

*224th  st  (10th  av).  s  s.  280  w  4th  av,  25x114,  Wakefield.  Mary 
A  wife  Thos  F  Costello  to  Elizabeth  Framk.  Mort  $4,.500.  Aug 
15.     Aug  20  ,1906.  other  consid  and  100 

*224th  st,  s  s,  1.55.5  e  4th  st,  50.2x114.3,  Wakefield.  Nicholas 
Presutty  to  Raffaela  Presutty  his  wife.  Aug  10.  Aug  17, 
190(j.  nom 

*225th  st,  n  s,  146.6  e  Bronxwood  av,  50x109.  A  Shatzkin  & 
Sons  to  Maria  Gerblno.     Mort  $1,200.     July  28.     Aug  20,  1900. 

other  consid  and  100 

*22Sth  St.  n  s.  100  e  4th  st,  .55x114,  Wakefield.  Joseph  Schmid 
to  Genaro  Caldarelli.     Mort  $2,000.     Aug  20.     Aug  21,  VMM. 

other  consid  and  100 

*229th  St.  s  s.  305  e  4th  av,  100x114,  Wakefield.  David  F  Hani- 
gan   to  Chas  D  Graft.     Aug   14.     Aug  21,   1900. 

other  consid  and  100 

239th  st,  late  3d  av,  n  s,  bet  Kepler  av  and  Katonah  av  and  be- 
ing lots  247  and  248  map  E  K  Willard  at  Woodlawn  Heights, 
40x100.  .Amanda  Moore  to  Geo  R  Vreeland.  Aug  20.  Aug  21, 
lilOO.      12:3380.  other   consid   and   100 

*242d  Et,  n  s.  lot  86  map  Penfield  property.  South  Mt  Vernon, 
50xlOOx-50x105.  The  Mt  Vernon  Trust  Co  et  al  TRUSTEES  Susan 
A   Penfield   to   John   Feehan.     June   28.     Aug  23.   1906.  1,895 

Arthur  av.  No  2331.  w  s,  244  n  Belmont  pi,  late  Kingsbridge  and 
West  Farms  road.  25x125,  except  part  tor  av,  4-sty  brk  tene- 
ment and  store.  CONTRACT.  Felice  Sergio  with  Angelo  Ubri- 
aco.      Mort   $1.5.000.      Aug  8.      Aug  23.   1900.      11:3065.         22.000 

Anthony  av.  No  20.58.  e  s  ,208.4  n  Burnside  av.  16.9x137x17x1.38. 
2-sty  frame  dwelling.  Barbara  Ehrhart  to  John  D  Foley.  Mt 
$2,.5O0.     Aug  22.     Aug  23.   1906.     11:3150  and  3140. 

other  consid  and  100 

♦Barnes  av,  w  s    30  s  210th  st,   50x102.6.      Release  mort.      Mary  • 
Jane  Story  EXTRX  Edw  Story  to  Jacob  Diehl.  Aug  in.  Aug  22, 
1000.  nom 

Brook  av!  n   e  cor  135th  st,   200  to  136th  st,  xlOO.  five  G-sty  brk 

l.S5th  st   ]     tenements   and  stores.     Saml   Grossman   et   al   to  Saml 

136th  st  I  Kandell  and  .\braham  Weisman,  Mort  $150,000.  Aug 
17.      Aug  18,  1006.     9:2203.  other  consid  and  100 

♦Becker  av,  s  w  s,  lot  136  map  Washingtonville.  .jOxlOO.  Re- 
lease dower.  Catharine  wife  of  John  C  Puckhafer  to  Anna  L 
Hoag  and  Matilda  J  and  Chas  F  Puckhafer.  All  title.  July  27. 
Aug  17.   lOOti.  nom 

Clay  av,  Nos  1695  to  Ki'.t!!,  w  s,  abt  130  s  174th  st,  30  s  of  lot 
100,  57x100,  three  2-sty  brk  dwellings.  William  H  Bicker  to 
Fredk  W  Brooker.  of  Rye,  Westchester  County.  June  24.  Aug 
17,    1006.  other  consid   and    100 

♦Crosby  av,  w  s,  SO  n  Schuyler  st,  25x100.  '  I 

♦Crosby  av,   n  w  cor  Waterbury  av,  25.9x103.0x25x97.6.  | 

Release    mort.      Henry   A    Coster    to   Hudson   P   Rose.      Aug  15. 
Aug   17.   190G.  1.050 

♦Commonwealth  av.  e  s.  75  n  Mansion  st,  50x100,  2-sty  frame 
dwelling.  Frances  Mayer  lo  Fredk  Hornecker  and  Mary  Kor- 
dula.     Mort  $3,ti00.     Aug  17,  lOOG,  100 
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*Cornell  av,  e  s,  and  being  lot  229  map  Harrington  estate.  Percy 
S  Dudley  lo  Theresa,  Richell  .inl  Georgianna  .McDonough.  Aug 
14.      Aug  23,    lilO().  otlier   consid   and   100 

*Columbus  av,  s  e  cor  Taylor  st,  2."ixlU0.  Louis  Nathan  to  Mar- 
cus  Nathan.     Aug   18.     Aug  22,   IIJOO.  other  consid  and   1(X) 

*Classon  av,  w  s,  75.0  n  Tacoma  st,  25.1x110.11x2.5x112.2.  Margt 
Watt   to   Wm   Somers.      Mort   .flOO.      Aug  20.      Aug   21.   IVIOo. 

other  consid  and   100 

*Classon  av,  w  s,  100.7  n  Tacoma  st,  75.5x102.7x75.5x110.11. 
Wm  Kelleher  et  al   to  Wm  Somers.     Aug  20.     Aug  21,   lOUO. 

other  consid  and   100 

♦Cornell  av,  e  s,  and  being  lot  212  map  Harrington  estate,  43.3 
xll0.(i.\20xl08.11.  Percy  S  Dudley  to  Peter  Brennan.  Aug  14. 
Aug   21.   lilOli.  100 

Crotona  av,  n  e  cor  170th  st,  25x100x26.1x100,  vacant.  John  J 
Bowe  to  Fredk  Wein.  Mort  ?2,500.  Aug  10.  Aug  17,  190(3. 
11;3005.  other   consid   and   100 

Cypress  avj  n  e  cor  135th  st,  200  to   13Gth  st,  x9.),  vacant.     Max 

135th  st  Levine    to    Harry    Harris.      Mort    .^42.000.      July    1.  . 

13Gth  st      ]     Aug  18,  1000.     10:2504.  other  consid  and  100 

Decatur  av.   No  2710,   w  s,   175.4  n   195th  st.  runs  n   w   127.2  x  n 
e  30.11  X   s   e   22.0  x  s  w   1.2  x  s  e  99.3   to   av,   x   s   25   to   be- 
ginnin.g.  3-sty  frame  tenement.     Amalia  Pirk  to  Ellen  Johnson. 
Mort  $6,000.     Aug  15.     Aug  17,  1900.     12:3283. 

other  consid  and  100 

*Doon  av.  e  s,  394.4  s  Kingsbridge  road,  75x100.  Land  Co  B  of 
Edenwald    to    Abraham    Siegelowitz.      July    27.      Aug    21,    1906. 

nom 

*Dudley  av,   n  w  cor  Mapes  av,  50x100.  I 

Mapes  av,  w  s.  100  n  Dudley  av.  50x100.  I 

Percy  S   Dudley   to   George   Costar.      Aug  14.     Aug  21,   1900.     100 

*Dudley  av,  n  w  cor  George  st,  25x100.  Percy  S  Dudley  to  Keth- 
erine   Kelly.     Aug  14.     Aug  23,   1906.  other  consid  and  100 

♦Dudley  av,   n  s,  109.6  w  William  st,  12.5:;.55.9xl26.6x34.6.     Percy 


S  Dudley  to  Adelina  Grossmann.     Aug  14. 

*Ft  Schuyler  road, 
cy   S    Dudley    to 

*Ft  Schuyler   road,   e   s, 
Percy   S   Dudley   to   Mary   E 

*Ft  Schuyler  road,  e  s,  25.5  s 

Chester.     Percy  S  Dudley  to 

1906. 
Fulton   av.   No  2020, 

sty    brk    dwelling. 

18,   1900.     11:2930. 
Fulton   av.   No   2019, 

sty   brk   dwelling. 

10.     Aug  IS,  1906. 


Aug  17,  1906. 
other  consid  and  100 
s  e  cor  Dudley  av,  2.5. .5x114. 7x2.5x1 19.7.     Per- 
Winton    Realty    Co.      Aug    14.      Aug    23.    19(K;. 

other  consid  and  100 
51  n   Harrington  av,   51xl24.11x.50xll5.2. 
Farrelly.      Aug   14.      .\ug   23,    19(1  ;. 

other  consid   and   ItMJ 
Dudley  av,  25.5x78x25x114.7,  West- 
Albert  S  Baxter.     Aug  14.     Aug  21, 

100 
w  s,  .30.11  s  174th  st,  lSxS6.2xl8xS6.ll,  2- 
Chas   Gruber   to   Izak   Barr.      .\ug   10.      Aug 

nom 
w   s,   ,54.11    s   174th   st,    lSx85.GxlSxS6.2,   2- 
Izak    Barr    to   Chas   Gruber.      %    part.      Aug 
11:2930.  nom 

Grand  Boulevard  and  Concouse,  No  2440,  e  s,  149.1!)  n  187th  st, 
runs  e  33.2  and  136.4  x  n  75.2  x  w  136.2  and  27.3  to  st,  x  s 
7.5  to  beginning,  2-sty  frame  dwelling  and  vacant.  Geo  E  Buck- 
bee  to  Garniss  E  Baker.  Mort  $6,000.  Aug  16.  Aug  21,  1006. 
11:3152.  other  consid  and  100 

*Grant  av,  n  s,  12.5  e  Garfield  st,  25x100,  2-sty  frame  dwelling. 
John  C  Fechan  to  Jacob  Weinberger  and  Annie  and  Lenna 
Schwartz.     Mort  $2,800.     July  16.     Aug  22,   IIHIO. 

other  consid  and  100 

Grant   av,   s  e   cor  164th  st,   119.9x100x168.11x100.6,  vacant,   Carl 

Rathcmacher  EXR  Anthony  Oechs  to  Fredk  Braun.  July  6.  Aug 

22,    lOOli.      9:2446.  15,000 

♦Harrington    av,    s    s,    170.6    e    Ft    Schuyler    road,    100x114. 5x — x 

124.6.     Percy  S  Dudley  to  Geo  P  Esch.     Aug  14.     Aug  21,  1906. 

100 
♦Harrington  av,   s  s,  62.5  w   Cornell   av,   25x92.4x25x91.10.     Percy 

S  Dudley  to   Elise  Wabst.     Aug  14.     Aug  21,   1906.  100 

♦Harrington  av,  s  s,  175  w  Cornell  av,  25x90.  Percy  S  Dudley  to 
Mary  O'Leary.     Aug  14.     Aug  23,  l',M)(j.  other  consid  and  100 

3    s,    125    w   Cornell   av,    ,50x00.      Percy    S    Dudley 
Sullivan.      Aug  14.     Aug  23.   1906. 

other  consid   and  100 
Hull   av,   w  s,   100  s  209th  st,  25x100,  2-sty  frame  dwelling.     Su- 
sie  Johnstone    to    John   Mechler.      Mort   .$4,500.      Aug   23,    1906. 
12:3347.  other   consid   and    100 

Hull  av,  s  s,  463.7  e  Woodlawn  road,  .50xlOJ.  vacant.     John  Mech- 
ler to   Susie   wife  of  and  James  Johnstone.     Aug  23,   1006 
12:3349. 
Hull  av,   .\o  3290.   0  s,  50  s  209th  st.  25x109, 
ing.     Joseph  Lash   to  Joseph   E   Haas.     Aug 
12:33.51. 
Hull  av.  No  3288,  e  s,  75  s  209th  st,  25x100, 

ing.      Jos   Lash    to    Patrick   O'Rouke.      Aug   16.      Aug   17,    1906. 
12:.3.351.  other  consid  and  100 

Intervale  av.  No  1298,  e  s,  65.8  s  Freeman  st,  runs  e  38.10  x  n 
3x6  17.8  X  s  25  X  w  74.7  to  av,  x  n  26.7  to  beginning,  3-sty 
frame  tenement  and  store.  Edward  Schultz  to  James  Burns.  Mt 
$5,000.  Aug  16.  Aug  17  .190i;.  11:2974.  other  consid  and  100 
Intervale  av,  s  s,  ,S2.5  e  Kelly  st,  runs  s  100.2  x  s  e  10.4  x  n  e 
25  X  s  e  10.4  x  n  e  25  x  s  e  IS.l  x  n  e  —  x  n  8t)  to  av,  x  w  7,5 
to  beginning,  vacant.  Release  mort.  Theo  Wentz  to  Arch 
Realty  and  Construction  Co.     July  2;{.     Aug  22,   1906.     10:2706. 

nom 
Jerome   av,   e  s,  548.4  s  Gun   Hill   road,  50x100,  vacant.      Release 
mort.    WM   P  Williams  TRUSTEE  for  Mary  L  Hillhouse,   &c.  to 
Keyer-Gatling   Investing   Co.     Aug   1.      Aug  23,   1906.     12:3327. 

non> 
Same  property.   Mever-Gatling  Investing  Co  to  James  J  Lonergan. 

July  21.     Aug  23,   190(5.      12:3327.        .  nom 

Jerome   av,   e   s,   498.4  s  Gun   Hill   road,  TiO.clOO,   vacant.      Release 
mort.      Wm    P    Williams    TRUSTEE    tor    Mary    L    Hillhouse    to 
Meyer-Gatling  Investing  Co.     Aug  1.     Aug  23,  19(j(i.     12:3.327.  nom 
Same   property.      Meyer-Gatling   Investing   Co   to   John   Londergan. 

July  21.     Aug  23,   1906.      12:3327.  nom 

Kingsbridge   av.   w  s.   bet   230th  st  and  232d  st  and  being  500  n 
land  of  Church  of  The  Mediator,   runs  w  200  x  s  75  x  e  200  to 
av,   x   n   7,5  to  beginning. 
Kingsbridge  av,  w   s,  .500  n  land  said  Church,  runs  w  327  x  n  86.6 
X  e  327  to  av,  x  s  86.6  to  beginning. 


♦Harrington  av, 
to   Cornelius   J 


other  consid  and  109 

-sty  frame  dwell- 
16.     Aug  17,   1906. 

7,600 
2-sty  frame  dwell- 


Madame    Cath   Letellier   De    St   Just   and   ano   to   Madame   Mary 
Mc.Mahou.     Aug  20.     Mort  $27,0t'O.     Aug  23,  1906.     13:3403. 

other  consid  and   100 

Morris  av,  s  w  cor  164th  st,  97.10x110x108.11x110.7,  2-sty  frame 
dwelling  and  vacant.  Same  to  same.  July  6.  Aug  22,  190(i. 
9:2446.  16,000 

Morris  av.  s  e  cor  164th  st.  25xlO0xl7.9xl00..3,  vacant.  Carl 
Rathemacher  EXR  Anthony  Oechs  to  Fredk  Braun.  July  6.  Aug 
22,   1906.     9:2423.  4,200 

Morris  av,  n  e  cor  163d  st,  2.5x100,  vacant.  Same  to  same.  July 
6.     Aug  22,   i;;Oj.     9:2423.  6  000 

♦Magenta  av.   n   s,  836  e  White  Plains   av,   2.5.x9().     A  Shatzkin   & 

Sons    (Inc)    to    Chas    Lipschitz.      Mort   .$ on    this    and    other 

property.      Aug   14.      Aug   22,    1906.  other   consid   and   100 

♦Morris  Park  av,  n  s,  120  w  White  Plains  road,  25x95.  Louis 
Elson  to  George  Lahrmann.  Mort  $1,200.  Aug  17.  Aug  21, 
1906.  other  consid  and  100 

♦Nelson  av,  s  e  cor  Pratt  av,  141. ox — xlO0x321,   Edenwald. 

Amundson   av,   w   s,   350  s   Nelson  av,   25x100. 

Amundson  av,   w  s,  57.5  s  Nelson  av,  25x100. 

Monticello  av.  w  s.  ,550  s  Randall  av,  25x100,  Edenwald. 

Lot    59   block   27   map    Edenwald. 

Lots   14  and   15  block  34  map   Edenwald. 

Lots  58  and  .59  block  36  same   map. 

Lot  36  block  50  same  map. 
Release   mort.     Farmers   Loan   and   Trust   Co   to  Allen   Mitchell. 
Aug  17,   1906.  2,(X)0 

Ogden  av,  e  s.  7.5  n  166th  st,  runs  e  104.7  x  n  7.5  x  e  1..5  x  n  50 
X  e  9  X  n  .50  x  w  115  to  av,  x  s  175  to  beginning,  vacant.  Jo- 
seph H  Jones  to  Eliphalet  L  Davis.  Mort  $12,4.50.  Aug  20. 
Aug  21,   1906.     9:2514.  other  consid  and  100 

Same  property.  Eliphalet  L  Davis  to  Emma  E  Horn.  Mort  $16,- 
000.     Aug  20.     Aug  21.  190().     9:2514.  other  consid  and  100 

Park   av.   West,   No  44.'3.  w  s,  209.6  s  182d 


2-sty    frame    dwelling, 
Ruckh,   joint   tenants. 
11:3030. 
Park   av.   West,   No   4447,  w   s 


st,  18x90.1(.lxl8x90.2, 
Geo  F  and  Mary  C 
20.      Aug   22,   190(5. 

nom 
281.6  s  182d  st  ,lS.x93.6xl8x92.10. 


Walter    Baker    to 
Mort   $2,509.      Aug 


2-.sty  frame   dwelling.     Donato  Laporta   to  Giuseppe  Baldo.   Aug 
l(i.     Aug  22.   1906.      11:3030.  other  consid  and  100 

Prospect  av,  late  Taylor  av.  s  e  s.  bet  lS7th  st  and  189th  st 
and  being  lot  169  map  Belmont  Village.  109x100,  except  part 
for  av.  Sarah  T  Ford  to  William  Crowley.  Aug  20.  Aug  21, 
1996.      11:3115.  nom 

♦Prospect  av,  n  s,  879  e  Throggs  Neck  road,  25x128.5x25x128.4. 
Martin   Norton  to  Margt   Sullivan.     Aug  14.     Aug  18,   19(16.       nom 

♦Rosedale  av,  w  s,  and  being  lots  465  and  46(5  block  P  amended 
map  Hudson  P  Rose,  Mapes  estate.  Constantine  Bauer  to  An- 
thony Vendrasco.     Mort  $1,600.     Aug  18.     Aug  20,   1906. 

other  consid  and   100 

Southern  Boulevard,  w  s,  25  n  Crotona  Park  E.  late  PenToId  av, 
25x10.1.  vacant.  Fredk  Walter  to  Benj  D  Jenkins.  Mort  $5,000. 
Aug   16.      Aug  17,   190;;.      11:2942.  nom 

St  Anns  av,  No  738,  e  s.  25  s  1.5(ith  st.  2.5x90,  4-sty  brk  tenement 
ar.d  store.  Ester  Rosner  to  Antonia  Seckamp.  Mort  $17.0!10. 
Aug  20.     Aug  22.   1906.      10:2617.  other  consid  and   lOJ 

St  Anns  av.  No  158  I  s   e   cor   135th   st,   20x.80,   4-sty   brk   tenement 

1.35th  st,  No  ,S4()  I  and  store.  Ansonia  Realty  Co  to  Minnie  Is- 
rael and  Gertie  M  Holtzman.  Mort  $13. .500.  Aug  15.  Ajig 
23,    1906.      10:2547.  other    consid   and    100 

St  Anns  av,  e  s,  30t)  s  156th  st,  75x90,  vacant.     Milton  Realty  Co 
to    John    D    Griffin.      Mort    $6,000.      Aug   1.5.      Aug   21.    190(i. 
10:2()17.  other   consid   and    100 

Shakespeare  av,  e  s,  131.10  s  IGSth  st,  runs  e  2.5  x  e  78.7  x  s  1.S.3 
X  s  w  100  to  av,  x  n  w  4li.4  to  beginning,  vacant.  Wm  Farrell 
to   Wm    Eckenfelder.      Aug   13.      Aug   22,    1900.      9:2.506. 

other  consid  and  100 

Tinton  av.  No  12471   s   w   cor   l(59th   st,   80.2x59.8x70.3x21.3,   5-sty 

KiOth  st.  No  968  |  brk  tenement  and  store.  Geo  Laemnale  to 
Wm  Danzeisen.     Mort  $26,000.     Aug  21.     Aug  22.  1900.     10:2(>(i3. 

other  consid  and  100 

Tinton  av,  w  s.  100  s  1.52d  st,  75x100,  two  5-sty  brk  tenements. 
Release  mort.  Commonweaith  Mortgage  Co  to  Ignatz  Florio 
Co-operative  Assoc  Among  Corleonssi,  a  corporation.  Aug  16. 
Aug    IS.    1906.   10:2(5.53.  48,000 

Same  property.  Ignatz  Florio  Co-operative  Assoc  Among  Cor- 
leonesi,  a  corporation  to  Benj  Harris  and  Mary  Timble.  Aug 
16.     Aug  18,   1906.      10:26.53.  other  consid  and  100 

Trinity  av,  w  s,  .325.1  s  156th  st,  224.11x119.7x221.3x110.7,  va- 
cant. Release  mort.  Henry  H  Jackson  to  Stephen  H  Jackson. 
July  25.      Aug    18.    1906.      10:2(528.  nom 

Union  av.  No  1073,  w  s,  130  s  166th  st,  20x100.  3-sty  frame 
tenement.  Alex  G  Squire  to  Matilda  E  Schwarz.  Mort  $o,000. 
May  11.     Aug  21,   190(5.     10:2670.  other  consid  and  100 

Union  av.  No  603.  w  s,  (55  s  151st  st,  20x100.  3-sty  frame  ten- 
ement. Esther  Pakulski  to  John  Grebe.  Mort  $4,000.  Aug 
20.      Aug  21,    18015.      10:2664.  100 

♦Union  av,  s  w  s,  80.8  s  e  5th  st,  27.10x100.  Westchester.  FORE- 
CLOS.  Leo  J  Matty  ref  to  Benjamin  Packer  and  Freda  Baume. 
July    20.      Aug    21,    1906.  4,0.50 

♦Virginia  av.  w  s,  .88  s  Walton  st.  25x101.3.  Unionport.  Henry 
Ruhl   et  al   to  Frank  Gass.      July  24.      A.ug  17,   1906. 

other  consid  and  100 

♦Van  Nest  av,  n  s,  20  e  White  Plains  road.  12.6x1(10.  Release 
mort.  Martha  A  Arnow  to  Isabella  Beatty.  June  15.  Re-re- 
corded from  June  18,   1906.     Aug  21,  lOOli.  .500 

♦Van  Nest  av  (Columbus  av).  n  s.  32.6  e  White  Plains  road 
(Washington  st).  12.6x100.  Isabella  Beatty  to  Anne  Catherine 
Moffett.     Mort  $2,000.     Aug  17.     Aug  18,   1906.  100 

Walton  av,  n  e  cor  Hawkstone  st,  runs  n  11.3  x  s  e  13.1  x  w  8.1 
to  beginning,  vacant.  Release  mort.  Margt  Morton  to  Randall 
Salisbury.      Aug   17.     Aug  18,   1006.     11:2838.  nom 

♦Wright  av,  "w  s.  200  n  Nelson  av,  .50x100,  Edenwald.  Land  Co 
C  of  Edanwald  to  Porter  G  Cartwright.     Aug  17.     Aug  18,  1906. 

nom 

♦White  Plains  road,  s  e  cor  216th  st,  81.9x— x — xl67.2,  2-sty 
frame  dwelling  Wakefield.  Lawrence  McKay  to  Margt  McKay. 
Vi  part.     All  title.     Sept  28,  1000.     Aug  21,  1906,  nom 


The   text   of   thM«   pages  is  copyrighted.     All  rights  are   reserved.        Notice  is  hereby  given  that  infringement  will  lead  to  Brosecutlon. 
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India,  Java  and  Huron  Sts.  and  Cast  Riye> 
City   ot    New  York,   Borough    at    Brcoklyo 


8ASH,  DOORS,  BLINDS 
AND      HOUSE.     TRIM 


Whitlock   av    s   w   cor  Tiffany   s!,  oOTxllo.-ix — xlOO.    vacant.      John 

Tiffany  st  |  O  Leary  to  Albert  Rothermel.  Aug  1«.  Aug  L'l. 
IDOi;.      10:2732.  other  consid   and   100 

Wendover  av.  No  748,  s  s,  oO.C  e  Washington  av,  ■jri.;!xS4x2ox 
{S7..S.  4-sty  bil{  tenement.  Isaac  Schreiber  to  Cecelia  M  Sift. 
Mort  $17,000.     Aug  20.      Aug  21,   liiOU.      11:2912. 

other  consid  and  100 

Wales  av,  Nos  COO  and  (102,  e  s,  abt  125  s  151st  st,  — x — ,  3-sty 
frame  dwelling  and  several  1-sty  frame  buildings  in  rear.  An- 
na E  Hoar  to  Mary  E  Hoar.  Mort  .$1,800.  Aug  20.  Aug  21, 
1900.      10:2(i53,  other  consid  and   100 

Washington  avl  e   s,   bet   lOSth   and   KiOth   sts,    75   s   line   between 

3d  av    ■  I     lots   50  and   57   map   Morrisania,    runs   e   110.11 

to  point  100  w  od  av,  late  Fordham  av,  x  s  —  x  w  IKi.O  to  av, 
X  n  119.11  to  beginning,  being  part  of  lot  50  same  map.  Har- 
ris Bernstein  to  John  Davis.  Mort  !fl9,0tK).  Aug  13.  Aug  22, 
1900.     9:2373.  other   consid   and   100 

*West  Farnls  road  n  s,  afct  314  w  Bronx  Park  av,  107.3xl08x — x 
90.4.  Charles  H  Graham  to  Fredk  W  Fieder,  Jr.  July  18.  Aug 
22,  1900.  other  consid  and  100 

Same  property.  Fredk  W  Fieder,  Jr,  to  Domestic  Realty  Co. 
July  18.     Aug  22,  1900.  other  consid  and  100 

*lst  av,  e  s,  n  ^4  lot  41  map  Olinville.  50x100.  Giuseppe  Cirille 
et   al  to  Fanny  Jodice   Felica  Arossa.     Aug   15.      Aug  23,   1906, 

nom 

3d  av.  No  3880,  e  s,  289.5  n  Wendover  av,  25x125,  5-sty  brk 
tenement  and  store.  Louis  Stamm  to  Charles  Friedman.  Mort 
$17,500.     Aug  11.     Aug  17,  1000.     11:2929. 

other  consid  and  100 

*5th  av,  w  s,  40  s  221st  st,  37x105,  Wakefield.  I 

5th  av,   s  w  cor  221st  st,  40x100.5,  Wakefield.  | 

Meyer  Smulian  to  Francesco  Gibbia.  Mort  .$5, GOO.  Aug  16. 
Aug   18,   1906.  other  consid  and  100 

Lot  143  map  Mt  Eden,  except  part  for  Grand  Boulevard  and  Con- 
course and  adj  streets,  being  a  gore,  18.11x11.6x15.5.  Julius 
Wolf  to  Cath  C  Carlin.     Aug  IS.     Aug  20,  1906.     11:2837.       nom 

*Lots  99  to  1<j3  map  lots  Duchess  Land  Co  according  to  map 
Benson  estate,  Throggs  Neck.  Edw  Baer  to  W  Stanley  Easter. 
July  2.     Aug  18,   1906.  other  consid  and  100 

Lots  21  and  22  partition  map  Schurck  vs  Schurck  filed  in  County 
Clerks  office  May  20,  1902.  Hugh  Dorney  to  Mary  Keyes. 
Mort  .«600.     July  9.     Aug  21,  1906.     11:2865.  nom 

*Lot  R  map  Hutschler  estate.  Thomas  J  Shea  to  Mary  E  Brown. 
Aug  15.     Q   C.     All   title.     Aug  21,   1906.  nom 

Lot  44  map  Fairmount.  50x100.  Alice  Titus  to  Walter  E  Andrews. 
Aug  22,  1906:     11:2945.  other  consid  and  100 

*Lots  191  and  192  map  made  by  Henry  C  Thompson  dated  June 
24,  1.S97.  Niels  H  A  Nielsen  to  Katherine  M  Tiernan.  Aug  27. 
Aug  23,   1906.  other  consid  and  100 

♦Lots  191  and  192,  map  made  by  Henry  C  Thompson  dated  June 
24,  1897.  Alice  M  Lynch  to  Niels  H  A  Weilsen.  Mort  $1,000. 
Aug  7.     Aug  23.   19116.  other  consid  and  100 

*Lots  226  and  227,  map  No  4,  St  Raymond  Park.  Hudson  P  Rose 
to  Pietro  De  Yono.     Sept  23.  1903.     Aug  23,  1906,  _   nom 

*Plot  begins  240  e  White  Plains  road  at  point  along  same  375  a 
Morris  Park  av,  runs  e  lOO  x  u  25  x  w  100  x  s  25  to  beginning, 
right  of  way  to  Morris  Park  av  East,  Borough  Impt  Co  to  Sadie 
M  Gorton.     Mort  $5,300.     Aug  16.     Aug  17,   1906. 

other  consid  and  100 

*Plot  begins  at  a  stake  at  cor  lands  Benj  S  Halsey  and  ano  dis- 
tant 210  from  w  s  of  .50  ft  public  road  or  st  laid  out  as  an  ex- 
tension  ot  5th  av,   Mt  Vernon,   contains  016-1,000  acres. 

Plot  begins  at  stake  in  lands  ot  estate  of  Benj  S  Halsey  and  ano. 
distant   116  from  w  s  said  .50  ft  st,  contains  716-1.000  acres. 

Plot  begins  at  line  bet  lands  of  estate  Benj  S  Halsey  and  land 
L  Napoleon  Lew,  distant  182.8  from  e  s  said  50  ft  st,  contains 
1   137-1  000  acres. 

Release  mort.  Joseph  V  Jordan  to  Lewis  B,  Sarah  F  and  Jeru- 
sha  W  Halsey  and  Annie  B  Russell  and  Ida  W  Giles.  Aug  10. 
Aug  17,   1906.  nom 

♦Plot  begins  at  stake  in  line  bet  lands  ot  Lewis  B  Halsey  and 
land  formerly  Hugh  D  Smyth  et  al  and  at  c  1  N  Y,  Westches- 
ter &  Boston  Railway,  9.S.4  from  stake  in  lands  formerly  Kate 
Loughran,  contains  1  657-1,000  acres.  Lewis  B  Halsey  to  City 
and  County  Contract  Co.     July  30.     Aug  17,   1906.  nom 

*Same  property.  Release  mort.  Emma  Mulle  to  Lewis  B  Halsey, 
North  Patterson,   N  J.     July  31.      Aug  17,   1906.  nom 

Same  property.  Release  mort.  Wilhelmina  D  C  Josenhans  to 
same.     July  31.     Aug  17,  1900.  nom 

*Plot  B  on  amended  map  126  lots  of  Hudson  P  Rose,  being  a 
sub-division  ot  plot  23  map  ot  Clasons  Point.  Hudson  P  Rose 
Co  to  Henry  Helmke.     Aug  9.     Aug  20,  1906.  nom 

*Strip  begins  at  a  stake  at  corner  lands  of  estate  Benj  S  Halsey 
and  lands  of  Jerusha  W  Halsey  and  210  n  w  from  w  s  of  5th 
av  extension,  Mt  Vernon,  runs  n  w  28.2,  thence  parallel  and 
70  n  w  from  c  1  N  Y'.  Westchester  &  Boston  Railway  by  line 
curving  to  the  west  51.9  x  s  e  50.5  to  beginning,  contains 
016-1,000  acres. 

Strip  begins  at  a  stake  in  line  bet  lands  ot  B  S  and  J  W  Halsey 
and  in  line  for  c  1  of  said  railway,  said  stake  bearing  n  w 
116  from  w  s  ot  said  5th  av  extension,  contains  716-1,000  acres. 

Strip  begins  at  a  cross  on  stone  wall  in  line  bet  lands  ot  Ben]  S 
Halsey  and  lands  of  T  Napoleon  Levy  and  in  line  for  c  1  ot 
said  railway  and  bearing  s  e  182.9  from  e  s  of  said  5th  av  ex- 
tension,  contains   1   137-1,000  acres, 

Lewis  B  Halsey  et  al  EXRS,  &c,  Samuel  W  Halsey  to  the  City 
&  County  Contract  Co.     July  2.5.  25,.50O 

*Strip  begins  at  stake  bet  lands  ot  J  W  and  L  B  Halsey  and  in 
line  for  c  I  of  N  Y,  W  &  Boston  Railway,  said  stake  bearing 
n  w  164,4  from  w  s  ot  5th  av  extension,  Mt  Vernon,  contains 
286-1,000  acres.  Jerusha  W  Halsey  to  The  City  &  County 
Contract   Co.     July  25.     Aug  20.  190<!.  nom 


LEASES 


August   17,   IS,  20,  21,  22,  23. 

BOROUGH    OF   MANHATTAN. 

Baxter  st.  No  91,  north  store.  Martin  Guarino  to  Giacomo  Man- 
utti  and  Luigi  Boasi;  4  8-12  years,  from  Sept  1.  1906.  Aug  23, 
1900,     1:199 720 


Broome  st.  No  292,  basement.  Chas  Fislcr  to  Michl  Simon;  5  8- 
12    years,    from   Sept    1,    190G.      Aug   22,    11106.      2:419 420 

Broome  st,  Nos  362  and  366,  Assign  lease.  Domenico  Volpe  and 
ano  to  Samuel  Aronson.     July  23.     Aug  18  .1906.     2:479 nom 

Canal  st,  No  30S,  ground  floor.  Mary  J  Mills  to  Valerian  Bern- 
hard;   5  years,   from   Aug  1,   1906.     Aug  22,   1906.     1:210 2.00)) 

Chrystie   st,    Nos   206   to   212,   store.      Daniel   Dober  to   F   Volenti, 
and   L  Commorota;   2  years,   from   May   1,   1906,     Aug  20,   190<;. 
2:422 576  and  600 

Columbia  st.  No  89,  all.  Benj  Schwartz  to  Annie  Goldstein;  3 
years,    from   Aug   22.    1906,      Aug   23,    1906.      2:334 4.6.50 

Forsyth  st,  Nos  213  to  217.  Surrender  lease.  Bessie  Schertzer 
and  ano  to  Simon  Lazerowitz  and  Herres  Posner.  Aug  22. 
Aug  2.3,    1906.      2:422 100 

Greene  st.  No  2.59,  w  s,  150.8  n  Waverly  pi,  25x87.6,  4-sty  brk 
loft  and  store  building.  Geo  W  Lamert  ADMR  Geo  Lanziner 
to  Sven  P  Nelson.     Aug  1.     Aug  22.  1906.    2:548  9,100 

Grand  st.  No  391,  basement,  Polowe,  Mogilewsky  &  Werner  to 
Saml  Langwell;  5  9-12  years,  from  Aug  1,  1906.  Aug  22.  1906. 
2:313 360  and  420 

Grand  st.  No  69.  Assign  lease.  Fredk  Olterstedt  to  Diedrich 
Muller.      July    31.      Aug    22,    1906.      1:228 nom 

Hester  st,  Nos  2  and  4        |   store,    &c.      Jacob    Kottek   to    Jos    M 

Division  st,  Nos  214  and  216|     Shapiro;     1    year    and    41/2    months, 
from  Dec  1,  1001,  also  extension  of  lease  for  3  years,  from  May 
1,   1903,   also  extension  of  lease  for  .5  years,  from  May  1,   1!MJ6, 
Aug   17.    1900.      1:295 1.200 

Hester  st.  No  6,  east  store.  Jacob  Kottek  to  Joseph  M  Schapiro; 
3  years,  from  May  1,  1901.  and  extension  ot  lease  for  5  years, 
from   M.-y  1,   1006.      Aug  17.   1906.      1:295 660 

Lawrence  st.  Nos  54  and  56,  all.  Arnold  Kaiser  to  Frank  Nel- 
son;  3  years,   from   Sept  1,   1906.     Aug  17.   1906.     7:1966 

2,330 

Lewis  st.  No  1.54,  n  e  cor  3d  st,  all.  Isidor  Leipzig  to  David  L 
Falig;  3  years,  from  Nov  1.  1005.     Aug  17,  1906.     2:.35S 4,000 

Lewis  st.  No  84%,  all.     Louis  Strumpt  and  ano  to  Abraham  Kurtz; 

3  years,   from   May   1,   lOOC.     Aug  20,   1006.     2:329 1,700 

Lewis    st.    No    110.      Consent    to    cancellation    ot    lease.      Rachael 

Schwartz    with    Isreal    Jacobowitz.      Aug    20.      Aug   21,    1906... 

Madison  st.  Nos  44  and  46.  Assign  lease.  Pietro  Zeppetetti  to 
Filomena   Menicillo.      Mar  4,   1904.     Aug  17,  1906.     1:278 nom 

Madison  st.  No  106  Surrender  lease.  Nathan  Kaminsky  to  Na- 
than  Abrams.      Aug  16.      Aug   17,   1906.      1:276 200 

Monroe  st.  No  282,  all.  Morris  Levy  to  Rosie  Newberg;  3  years, 
from   Sept   1,   1906,     Aug  22,   1906.     1:263 3,625 

Monroe  St.  No  94.  Samuel  Segal  and  ano  to  Sam  Schwaitzbrin;  .3 
10-12  years,  from  July  1,  10O4.  Aug  23,  1906.  1:255.. .432  and  4.56 

Oliver  st,  Nos  42  and  44,  all.  Julius  Berman  and  ano  to  Raftaele 
La  Porta  and  Rosa  Di  Meo:  3  years,  from  Sept  1,  1906.  Aug  18, 
1906.      1:278 6,500 

Orchard  st.  No  166.  Surrender  lease.  Sigmund  Thau  to  Solo- 
mon  Ginsberg.     Aug   17.     Aug  18,   1900.     2:411 

other  consid  and  100 

Pitt  St.  Nos  .57  and  .59.  store.  Abraham  Segall  to  Harry  Green- 
berg;   20  months,   from   Sept   1.   1906.     Aug  17,   1906.     2:343.. 432 

Scammel  st.  No  30,  all.  David  Skrilow  to  Davis  Stern  and  So- 
phia Hager;  3  years,  from  Sept  1,  1906.  Aug  17,  1906.  1:260. 
3,500 

Spring  st.  No  11,  all.  Wm  P  Fogarty  TRUSTEE  Patrick  A  Fo- 
garty  to  Joseph  Clemente;  5  years,  from  Oct  1,  190.5.  Aug  18, 
n»06.     2:492 ^    ._ 4,.500 

Sullivan  st,  Nos  13.5  and  13.5^4.  Agreement  as  to  terms  in  lease, 
&c.  Joseph  Rosenberg  with  Antonio  Petrino.  Aug  11,  1906. 
Aug  18,  1906.     2:517 100 

Sullivan  st.  No  135,  store,  &c.  Oreste  Cancellieri  to  Antonio  Pe- 
trino; 32  months,  from  Sept  1,  1906.  Aug  18.  1906.  2:517.... 
, 1,080 

Sullivan  st.  No  4.5,  n  e  cor  Watts  st.  cor  store.  D  Imbernusso 
&  Co  to  Matteo  Di  Puglia;  2  11-12  years,  from  July  1,  1906. 
Aug  23,   1906.     2:476 600 

William   st,   No   73    2  floors  and  cellar I 

William    st.    No    75,    1st    floor | 

Mutual  Life  Ins  Co  of  N  Y  to  John  M  Whiton  and  Francis  Mer- 
ges, firm  of  John  M  Whiton  &  Co;  4  years,  from  May  1,  1907, 
Aug  22,   1906.     1:45 .5.800 

2d  St.  No  246.  Cancellation  of  lease.  Hyman  Rosenberg  to 
Nathan  H  Cohan  et  al.  July  15.  1004.  Aug  20.  1906.  2:385. 
611.25 

12th  st,  Nos  10  to  14  East,  stores,  &c.  Master  Builders  Realty 
and  Construction  Co  to  S  Max  Becker  et  al,  firm  of  Becker  &  Co; 

5  3-12  years,   from   Feb  1,   1907.     Aug  IS,   1906.     2:569 

5,500  and  6,000 

15th  st.  No  619  East,  all.  Isaac  Stainslawsky  and  ano  to  Vin- 
cenzina  Cangralosi;  3  vears,  from  Sept  1,  1906;  2  years,  re- 
newal.     Aug   23,    1906.      3:983 2,160 

17th  st,  Nos  14  and  16  Wtst,  all.  Joshua  Silberman  et  al  to  Leon 
and  Maurice  .\lland  doing  business  as  firm  ot  AUand  Bros  &  Co; 
10  years,  from  Feb  1,  1907.     Aug  IS,  1906.     3:818 25,000 

18th  st.  No  216  East,  all.     Julia  K  Benjamin  to  Emelie  Hoffmann; 

4  years.  10  months,  from  July  1,  1900.  Aug  23,  1906.  3:898. 
1,450,   1..500 

19th    St.    Nos    11    to    19    West I 

20th  St.   Nos   10   to   16   West | 

Agreement  as  to  covenants  in  lease.  &c.      Henry  Corn  with  Max 

Solomon.      June    21.      Aug  20,    1906.      3:821 nom 

20th  St.   Nos  32  and  34  West.  10th  floor.     Fredk  C  Zobel  to  Ber- 

thold    Schnurer   and   Morris   Adler;    3  years,   from   Feb   1,   1907. 

Aug   17.    190*3.      3:821 3  300 

26th   St.   No  304  West,   all.     Wm  H  H  Hull  and  ano  to  James  S 

Shea;   6  5-12  years,   from  May   1,   1904.     Aug  23,   1906.     3:775. 

1.000  and   1,200 

Same   property.      Assign   lease.     James   S   Shea   to   Morris  Jacobs. 

Aug  22.     Aug  23,  1906.     3:775 nom 

29th   st.   No   257  West,   store,   &c.      Margt   Burkart   to   Peter   Lin- 

setti;    3   years,   from  Sept   1,    1906.      Aug  22,    1906.     3:779.... 780 
3Sth  st,  Nos  427  and  429  West,  all.     Patrick  J  Dempsey  to  John 

J    Cunningham    and    John    Carlton;    10    10-12    years,    from    .^ug 

22,  1906.     Aug  23,  1906.     3:736 6  000  and  7.000 

40th  st,  No  101,  u  w  cor  6th  av,  store.     Ralph  A  Kellogg  and  ano 

to   .\aron   Kosopsky;   3  4-12  years,   from  Jan  1,   1906.     Aug  22. 

1906.     4:993 1,250 


The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved. 


Notice  iB  hereby  given  that  Infringement  will  lead  to  prosecution. 


August  25,  1906. 
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41st  St,  Nos  311  and  .'Jlo  West.  Subordination  of  lease  to  mort. 
Cornelia  K  Averill  and  John  J  Webb  with  Charles  R  Wcndt. 
Aug  14.     Aug  22,   1900.     4:11132 noni 

46th  st.  No  .347  East,  store,  &e.  Jacob  Ganz  to  Louis  Deconsoli; 
5   years,   from   Sept   1,   lOOli.      Aug  21,   I'.lOli.      5:133.'t 300 

49th  St,  No  23.")  East,  all.  Carmelo  Yanni  and  ano  to  Delis  Me- 
lon; 3  years,   from  July  1,   1900.      Aug  22,   1900.     5 :  1323 . . . .  1  ..300 

54th  St,  No  425,  n  s,  350  w  9th  av,  25x100.5.  Release  ot  four 
mortgages  on  leases.  Adolph  G  Hupfel  and  ano,  firm  of  A 
Hupfel's  Sons,  to  Margareth  Loehr.  All  title.  July  25.  Aug 
20,     1900,      4:1004 nom 

54th  St,  No  425  West.  Surrender  lease.  Matthew  Richardson  to 
Margaretta  Loehr.  All  title.  July  25.  Aug  20,  1900.  4:1034. 
nom 

59th  st,  Nos  120  to  130,  s  s,  300  w  0th  av,  runs  w  70.6  x  s  15  x  e 
0.4  .X  s  8.5. 5  X  e  70.2  x  n  inO.5  to  beginning,  part  of  2d  floor. 
Hawthorne  Apartment  Assoc  to  Maud  W  Goodwin,  from  Jan  1. 
1900,   to   April   20,   1931.     Aug  22,    1900.     4:1011 1,.500 

Same  property.  Surrender  lease.  Maud  W  Goodwin  INDIVID  and 
as  EXTRX  Almon  Goodwin  to  Hawthorne  Apartment  Assoc. 
Jan   1,   1900.     Aug  22,   1900.     4:1011 nom 

Same  property.  7th  floor.  Hawthorne  Apartment  Assoc  to  Maud 
W  Goodwin;  from  Jan  1,  1906,  to  April  20,  1931.  Aug  22,  1900. 
4:1011 2,509 

Same  property.  Surrender  lease.  Maud  W  Goodwin  INDIVID  and 
as  EXTRX  Almon  Goodwin  to  Hawthorne  Apartment  Assoc. 
Jan   1.     Aug  22,   190(!.     4:1011 nom 

75th  st.  No  157  East,  stoop  floor  and  rear  room.  David  Morgeu- 
stern  and  ano  to  Hyman  Rosen;  1  year,  from  April  17,  190(!. 
Aug  23,  1900.     5:1409 4S0 

87th  st,  Nos  271  and  273  West,  all.  Rosalie  Bowsky  to  Patrick, 
Thomas,  Martin  and  John  Noon  and  Jos  Neill;  8  years,  from 
June   1,  1900.     Aug  23,   1900.     4:12;!5 4,500 

100th  st,  Nos  214  and  210  East.  Surrender  lease.  Harris  Ra- 
binowitz  to  Max  Aaronson.  Aug  15.  Aug  17,  1900.  6:1655. 
2.50 

113th  st,  Nos  204  to  208  East,  all.  Leopold  Harris  and  ano  to 
Joseph  Larocca;  4  years,  from  Sept  1,  1900.  Aug  18,  1900. 
0:1062 0,200 

117th  st,  Nos  426  and  428  East,  all.  Betsy  Panish  to  Joseph  La 
Rocca;  5  years,  from  June  1,  1906.  Aug  18,  1906.  0:1710.. 
5.700 

119th  st.  No  31.5  West,  all.  Eugene  Niefenecker  to  Afro-Ameri- 
can Realty  Co;  5  years,  from  Sept  1,  190IJ.  Aug  20,  1906. 
7:1946 2,300 

123d  st.  No  113  East,  all.  Josef  Preiser  to  Gerson  Carlinger;  3 
years,    from   July   1,    1900.      Aug  22,    1906.      6:1772 3,200 

124th  st.  No  409  Bast.  Surrender  lease.  Albert  Margarita  to 
Abraham  Freiman.     Aug  20.     Aug  21,  190(;.     0:1812 383 

Av  B,  Nos  176  and  178,  n  w  cor  11th  st,  all.  Abraham  Smith  to 
Isaac  Grossman;  3  years,  from  Sept  1,  190(5.  Aug  IS,  1900. 
2:405 780 

Av  B,  No  38,  n  w  cor  .3d  st,  store,  &c.  Ida  Spector  to  Abraham 
Meller;   3  years,   from   May  1,   1907.     Aug  21,   1906.    2:390     2,300 

Av  B,  s  e  cor  18th  st,  corner  store,  &c.  Wm  Oppenheim  to  Na- 
than Feinberg;  5  years,  from  Aug  1,  1900.  Aug  17,  1906. 
3:985 1000tol,.300 

Av  C,  No  195,  store.  Charlotte  M  Stegmann  and  ano  EXRS  Char- 
lotte Hubschmitt  to  Martin  Kaplan;  2  8-12  years,  from  Sept  1. 
1900;    privilege    of   5   years   renewal.      Aug   22,   1906.      2:394.. 780 

Bowery,  e  s,  120  n  10th  st,  24x88.2x25. 3.xS0.3,  according  to 
measurement  used  in  18U7.  Assign  lease.  John  Wills  to  Her- 
man Freid.     Aug  10.     Aug  23,  1906.     2:. 5.50.  .other  consid  and  100 

Broadway,  Nos  13(i7  and  1309.  s  w  cor  37th  st.  No  122,  43.4x85. 7x 
41.1x71.8,  all.  Danl  I  Bradley  and  ano  to  Matthew  Bernheimer; 
10  years,  from  May  1,  1907.     Aug  23,  1906.     3:812 25,000 

Columbus  av,  Nos  410  to  410.  s  w  cor  80th  st.  Assign  lease. 
Thomas  W  Dow  to  Lewis  A  Olsen.  Aug  23,  1906.     4:1210 nom 

Columbus  av.  No  430,  cor  Slst  st.  No  101).  Saloon  lease.  Satisfac- 
tion of  mort.  John  M  Bowers  as  recvr  of  Bernheimer  &  Schmid 
to   Nellie   P  Fox.      Feb   19,   1903.      Aug  21,   190O.     4:1211 

Columbus  av,  Nos  410  to  4101  s   w    cor   80th    st.    102.2x64x102.2x00, 

SOth  st.   No  100                       I     all.     Empire  Impt  Co  to  The  Colum- 
bus Co;   10  years,  from  Dec  1,  1904.     Aug  18,  lOCMj.     4:1210.... 
taxes,  &c.  and  if  13, 500  to  23,000 

Lenox  av,  No  552,  s  e  cor  138th  st,  99.11x100.  Agreement  subor- 
dinating lease  to  mort.  Frank  Frankel  and  ano  with  County 
Holding  Co.     Aug  15.     Aug  18,   190(i.     6:1735 nom 

Lenox  av.  No  334,  store.  Mary  C  Zerban  to  Henry  Meyer;  10 
years,   from   Sept   1,   1906,      Aug   17,    1900.     6:1724 1,200 

Lenox  av.  Nos   115  to   1191  s  w  cor  116th  st,  2  upper  floors.     Mor- 

116th  St.  No  102  West  |  ris  Levy  and  ano  to  Isaac  Sandler  and 
David  Jacobs;  4  9-12  years,  from  Aug  1,  1906;  5  years  renewal. 
Aug  22,  1906.     7:1825 7,250 

1st  av.  No  2403.  Assign  lease.  Henry  Mohl  to  James  Everards 
Breweries.      Aug   8.      Aug    22,   ,1906.      6:1799 nom 

1st  av.  No  821        j  s    w    cor,    store,    &c.      Ferdinand    Sulzberger    to 

.  46th  st.  No  3.50  El      Christopher    Purrmann    and    Wm    Doessereck; 

.     3  10-12  years,  from  July  1,   1906.     Aug  20,  190G.     5:1338. .  .1,200 

'  1st   av,    No   2070.      Bill   of   sale.      Assign   lease.      Cono   Colucci    to 

Donato  Scocozza.     All  title.     July  20.     Aug  23,  1906.     6:1701. 

nom 

1st  av.  No  1576,  s  e  cor  S2d  st.     Joseph  Moses  to  Saml  Friedman 


&    Sons;    5    years,    from    May    1,    1900.      Aug    23,    19110.      5:1501. 

1,800  and  2,000 

1st   av,   No   2070,   corner  store.      Maria   Bove   and   ano   to   Donato 

Scocozza  and  Cono  CoUucci;  2  years,  from  May  1,  1907.     Aug  23, 

190t;.     0:1701 1,500 

2d   av.    No    110.3.      Assign    lease.      Bernard   T   Kearns   and   ano   to 

John    M    Smyth.      Aug    11.      Aug   21,    1906.      5:13.32 nom 

Same    property.      Assign    lease.      John    M    Smyth    to    the    Central 

Brewing  Co  ot  N  Y.     Aug  11.     Aug  21,  1906.     5:1332 nom 

2d  av.   No  2421,   all.     Joseph  X  Simon  to  Simon  Sicher;   5  years, 

from  May  1,  1906.     Aug  17,   1906.     6:1789 720  and  840 

2d  av.  No  1242.     Assign  lease.     Bernard  Walsh  to  Peter  Doelger. 

May  17.     Aug  17,  1900 nom 

2d    av,    n    w    cor   66th    st,   — x — .      Assign    lease.      Same    to    same. 

Feb    6,    1906.      Aug   17,   1906 nom 

3d  av,   Nos  25  and  27|  all.      Maud.  B   Prentice   and   ano   Comm   Au- 
St  Marks  pi.  No  3         |     gustus   B   Prentice;    5   years,   from   Aug   1, 

1906.      Aug   17,    1906.      2:404 2,720 

3d    av.    No   2008,    all.      Joseph    H    Myers   to    Amalia   Bauman   and 

Herman  Liebmann;   10  years,  from  June  1.  19(.M).     Aug  22,  1906. 

0:1642 4,200 

.3d  av.   No  223,   s  e  cor  19th  st,      .Assign  lease.     Patrick  Craig  to 

Patrick  J   Maguire.     Aug  20.      Aug  21.   Ii0'>.     ,3:809 nom 

6th  av.  No  699,  n  w  cor  40th  st,  pirt  of  store,  &c.     Aaron  Kos- 

otskv   to   Cohen    Bros;    3   1-12   years,   from  April   1,    19U0.      Au"? 

18,    1900.     4:993 ; 2  100 

7th  av.   No  278.     Assign   lease.     James  S  Shea  to   Morris  Jacobs. 

Aug   22.      Aug   23,    1900.      3:775 nom 

7th  av.   No  278 ' I 

20th  St.  No  204  West : : | 

Consent   to  assign  two   leases.     Wm  H   H  Hull  and  ano  to  James 

S  Shea.     Aug  22.     Aug  23,   1906.     3:775 ■ 

8th   av.    No   062,    store,   &c.      Richd   S   Tracey   and   ano   to     Henry 

Bauer;    5  years,   from   May  1,   1906.     Aug  17,   1900.     4:1014 

1,300  and  1,.500 

10th  av,  No  755,  store,  &c.     Francis  K  Seagrist  to  Frank  Kujawa; 

5   years,   from   May   1,   1907.     Aug  22,    1900.     4:1080 1.800 

BOROUGH    OF    THE    BRONX. 

13Sth  st.  No  980  East.     Assign  lease.     Martin  T  Noonan  to  Mary 

L    Welsh.      Aug    20,    1006.      10:2560 nom 

Brook  av.   No  4.36,   store.      Jacob   Zitrin   to   Saraha   Spiegelman;   ?> 

years,  from  May  1,  1900.     Aug  IS,   1900.     9:2271 .540 

Boston  road.  No  13.5.3  .north  %  of  store.     Jacob  Kronenberger  to 

Morris   Woltson;   32  months,   from   Aug  1,   1900.     Aug  18,   1900. 

11:2934 300  and  360 

Elton  av.   No  677,   all.     Frederick  A  Olpp   to  Joseph   H  Marks;   5 

years,   from   Sept   1,    1906.      Aug   21,    1906.     9:2375 1,200 

Longwood  av.  No  1020,  store.  James  F  Meehan  Co  to  Robert  Wil- 

heim;   4  years,   from   Oct  1,    1906.      Aug  21,    1906.      10:2688.... 

600  to  720 

*Morris  Park  av,  No  105,  ground  floor.     Amelia  Dragnctt  to  John 

J  Dragnett  and  John  Amondolari;  4  years,  9  months  and  11  days. 

from  Aug  1,   1900.     Aug  22,   1906 480 

St   Anns   av.    No   753,   w  s,   155   n   1.56th  st,   25x100,   all.      Francis 

Eckenroth  and  ano   to   Louis  Blatt;  5  years,   from  July  1,   1906, 

Aug  22,   1906.     9:2300 1,600 

Tinton   av.   No  931,   basement   and  store   floor.     Wm  Niemeyer   to 

Mary    Humbel;    5    years,    from    Aug    1,    1006.      Aug    20,    1906. 

10:26.58 720 

Valentine    av,    s   e    cor   204th   st,   — x — .      Frank   Koch    to   Adolph 

MuUer;  5  8-12  years,  from  Sept  1,  1906.     Aug  17,  1906.     2:3209 

780  and  900 

Webster  av,  —  s,  2d  store  from  201st  st.  Morris  Epstein  et  al  to 
Julius  Sakin;  5  years,  from  June  1,  1906.  Aug  17,  1906.  12:.32S0. 
480  to  000 

Westchester  av,   No  956,   store,  &c I 

Westchester  av.   No  9.54.   cellar | 

Adams  Realty  Co  to  Fred  C  Oetjen;  5  years,  from  May  1,  1900. 
Aug  17,   1000.     10:2054 840  to  1.020 

Washington  av,  n  e  cor  174th  st,  — x — .  Adolph  Flisser  to  Ber- 
tha Weiss;  3  years,  from  May  1,  1906.  Aug  17,  1906.  11:2916. 
060  to   720 

Washington  av.  No  922.  Assign  lease.  Frank  B  Pennebacker  to 
Dora  B   Donovan.      June  25.      Aug   17,   1906.      9:2367 ,nom 

Willis  av,  Nos  494  and  496,  stores,  &c.  Chas  L  Ullmau  to  Max 
Driband,  Christ  L  Vasiles  and  Nicholas  Gortsovasiles;  4  9-12 
years,   from   Aug   1,   1901.      Aug   23,   1906.      9:2292 l.-'OO 

Willis  av,  No  210.  store.  &c.  Christian  Schuck  and  ano  to  Louis 
Kritzman  and  ano;  4  8-12  years,  from  Sept  1,  1900.  Aug  17, 
1906.     9:2281 1,200  and  1.500 

3d  av  Nos  3225  and  .3227,  all.  Peter  Daly  to  Leo  Baumann  and 
Herman  Liebman;  5  years,  from  May  1,  1906.  Aug  22,  1906. 
0:2307... 4r00 
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Mortgage!  REv^ORD     AND     GUIDE 


Manhattan 


August  25,  1906. 


GAS  COOKERS    ^ ' GAS  HEATERS 


We  Rent  a 
Qas    Range 

$3 

Per    Year 


A  handsome  up-to-date  line  of 
appliances  may  be  seen  at  our  offices 


[ 


SOLVE  THE  FUEL  PROBLEM 


We  Rent  s 

Qas    Ranger 

$3 

Per    Year 

CONSOLIDATE.D  GAS  COMPANY  OF  NEW  YORK 


CLEANLY,  EFFICIENT,  ECONOMICAL 


] 


MORTGAGES 


NOTE. — The  arrangement  of  this  list  la  as  follows;  The  first  nam« 
Is  that  of  the  mortgagor,  the  next  that  of  the  mortgagee.  The  de- 
Hcription  of  the  property  then  follows,  then  the  date  of  the  mort- 
gage, the  time  for  which  it  was  given  and  the  amount.  The  general 
dates  used  as  head  lines  are  the  dates  when  the  mortgage  was  handed 
Into  the   Register's  office  to  be  recorded. 

Whenever  the  letters  "P.  M."  occur,  preceded  by  the  name  of  a 
street.  In  these  lists  of  mortgages,  they  mean  that  It  Is  a  Purchase 
Money  Mortgage  and  for  fuller  particulars  see  the  list  of  transfers 
under  the  correeponding  date. 

Tha  first  date  is  the  date  the  mortgage  was  drawn,  the  second  the 
date  of  filing;  when  both  dates  are  the  same,  only  one  Is  given. 

Subscribers  will  find  mortgages  In  this  list  with  the  wrong  block 
Bumber  attached.  The  block  number  we  give  la  taken  from  the  in- 
strument as  filed. 

Mortgages  against  Bronx  property  will  be  found  altogether  at  the 
foot   of  this   list. 

August    17.    18.   20,   21,   22,   2:!. 
BOROTTGH    OF    BIANHATTAN. 

Abel.  Samuel  V  to  Marie  E  Jacobson.  Chambers  st.  No  1.  n  s, 
o4.2  w  Park  Row  {Chatham  st),  runs  n  w  71  x  n  e  25  to  Duane 
St,  No  20.  X  s  e  05. ri  to  Chatham  st  or  Park  Row  x  s  w  abt  3  to 
Chambers  st  x  w  34.2  to  beginning.  P  M.  July  13,  due  Aug  1. 
1!MI7,   n%.     July   i4,    lOOt!,      1:151).  20,1X10 

Same  to  Henry  Bischoff,  Jr,  and  ano  exrs  Henry  Bischoff.  Same 
pro:)erty.  P  JI.  July  10,  due  Nov  13,  lOOlJ,  5%.  July  14,  1906. 
l:l.-.0.  105,(WO 

Same  to  Chas  S  Furst.  Same  property.  Prior  mort  $125,000. 
14  part.  July  13,  1  year,  0%.  July  14,  IdOn.  1:159.  Corrects 
error  in  issue  of  July  21,  when  last  mortgage  did  not  state  V2 
part.  10,000 

Altmayer,  Leon  S  and  Max  and  Wm  Greene  to  Predk  Zwickert 
and  ano.  1st  av.  No  340,  e  s,  40.0  n  20th  st,  22.0x58.  P  M. 
Prior  mort  !j;i0,0<J0.  Aug  15,  3  years,  C/t.  Aug  21,  1900. 
3:952.  2.000 

Same  to  Florence  D  Schmidt.  Same  property.  P  M.  Aug  20,  due 
Sept   1,   1909,  y/,.     Aug  21,  1900.     3:952.  S.QOO 

Ausien,  Joseph  H  to  Eva  E  MuUer.  77th  st.  No  430.  s  s,  388  e 
1st  av,  25x102.2.  P  M,  Aug  15,  3  years,  5^%.  Aug  22,  1900. 
5:1471.  0,000 

Averill,  Cornelia  K  to  Chas  R  Wendt.  41st  st,  Nos  311  and 
313.  n  s,  KiO  w  8th  av,  40x98.9.  Aug  21,  1  year,  6%.  Aug  22, 
1900.     4:1032.  3,000 

Anderson,  Henry  B  to  TITLE  GUARANTEE  AND  TRUST  CO. 
COth  st.  No  101,  n  e  cor  Park  av.  No  521.  21.0x100.5.  Aug 
21,  due,  &c,  as  per  bond.     Aug  22.   19U<!.     5:1395.  44.1X10 

Adelstein.  Hyman  and  Abram  Avrutine  to  John  T  WilleUs  guard 
of  Josiah  M  Willetts.  Lexington  av,  Nos  1770  to  17S2,  n  w 
cor  110th  st.  No  141,  100.11x25.  July  2,  5  years,  5%.  Aug  22, 
1901).      0:1038.  45,000 

Bachman.  Alfred  C  to  County  Holding  Co.  Front  st.  No  56,  n  w 
cor  Culyers  alley,  18.7x84.7x18.7x84.10.  P  M.  Aug  17,  1900. 
2  years,   -,7c.     1:32.  28,000 

Badt-Mayer  Co  and  Hugo  Mayer  with  Agnes  Carpenter.  91st  st. 
No  102.  s  s,  191.8  w  3d  av.  33.4x100.8.  Subordination  agree- 
ment.     Aug   14.      Aug   17,   1.900.      5:1519.  nom 

Badt-Mayer  Co  to  Agnes  Carpenter.  91st  st.  No  102  East.  Dec- 
laration as  to  consent  of  stockholders  to  mort  for  $34,000.  Aug 
17,    1900.      5:1519.  -^- 

Beer,  Frederick  C  to  Geo  H  Penniman.  5th  av.  No  536,  w  s,  75.5 
n  44th  st,  25x100,  Aug  9,  due  May  1,  1923  ,57c.  Aug  17,  1906. 
5:1200.  225,000 

Buffalo  &  Susquehanna  Railway  Co  with  U  S  MORTGAGE  AND 
TRUST  CO  trustee.  Rolling  stock.  &c,  equipment  agreement. 
July  2.  ifl05.181.25  on  delivery  and  balance  in  22  installments. 
5%.     Aug  17,   1900.  gold  bonds.   1.03li  181.25 

Bernhard.  Valerian  to  A  Hupfels  Sons.  Canal  st.  No  30S.  Sa- 
loon   lease.      Aug   9.    demand     (!%.      Aug    22,    1900.      1:210.     2,.50O 

Benaim,  Abraham  J  to  LAWYERS  TITLE  INS  AND  TRUST  CO. 
53d  st.  No  417.  n  s,  2.50  w  9th  av,  25x100.5.  Aug  20,  5  years, 
5%.     Aug  22,   1901>.     4:1003.  18.500 

Benaim,  Abraham  J  and  Annie  R  Bauerdorf  with  LAWYERS  TI- 
TLE INS  AND  TRUST  CO.  53d  st.  No  417  West.  Subordination 
agreement.      Aug  22,   1900.     4:1003.  _  nom 

Bonne.  Josephine  to  Paterno  Bros,  corporation.  115th  st.  No 
407,  n  s.  85  w  Morningside  av.  West,  05x100.11.  P  M.  Aug 
15.     Prior  mort  $100  000.     2  years,  6%.     Aug  22,  1906.     7:1867. 

6,.500 

Bohemian  Realty  Co  to  GERMAN  SAVINGS  BANK  in  City  of 
N  Y.  Av  A,  No  1321.  w  s,  70.4  s  7lst  st,  25x100.  Aug  22. 
lOOr,,  3  years,  4i^9c.     5:1465.  13,000 

B^dt,  Mayer  Co  to  Agnes  Carpenter.  91st  st.  No  11)2,  s  s  191.8 
w  :'d  av,  33.4x100.8.  Aug  14,  3  years,  5%.  Aug  17,  190(j. 
5:1519.  34,000 

BDZZUffi,  John  to  TITLE  GUARANTEE  AND  TRUST  CO.  61st 
st  No  313,  n  s,  199.6  e  2d  av,  25x100.5.  Aug  22.  due  as  per 
bond.      Aug   23.    190(>.      5:1436.  12.000i 

Bihemian  Realty  Co  to  whom  it  may  concern.  Av  A,  No  1321, 
w  s,  70.4  s  71st  St.  2.>xl0o.  Consent  of  stockholders  to  mort- 
gage.     Aug   13.      Aug  23,    100(5.  

Bichman.  Alfred  C  to  Edw  C  Hawes  et  al.  Lafayette  st.  No  132, 
w  s,  100.5  s  Howard  st.  runs  w  84. 3  x  n  00.10  to  Howard  st. 
Nos  13  to  17.  X  e  74.11  x  s  70.2  x  e  10.2  to  Lafayette  st  x  s 
30  1  to  beginning.  P  M.  Aug  17,  3  years,  5%.  Aug  18,  1906. 
1:109.  •  80,000 

Berkowitz  Joseph  and  Solomon  M  Lanismann  to  Heinrich  A 
Zang.  16th  st.  No  528,  s  s,  270.6  w  Av  B,  25x103.3.  P  M. 
Prior  mort  .$25,000.     Aug  1,  5  years,  69f.     Aug  20,  1906.     3:973. 

5.000 

Berkowitz  Joseph  and  Solomon  M  Landsmann  to  American  Mort- 
gage Co.  16th  st.  No  528,  s  s,  270.6  w  Av  B,  25x103.3.  P  M, 
Aug  20,   1906,  3  years    5%.     3:973.  22.000 

Bickel,  Leo  to  Ignaz  Reich  and  ano.  11th  st.  No  544,  s  s,  05  w 
Av  n,  25x94.9.  P  M.  Aug  15.  5  years,  67c.  Aug  22,  1906. 
2:404.  20,250 


Becker,  Gustave  A  to  the  GERMANIA  LIFE  INS  CO.  94th  st. 
No  306,  s  s,  110  w  West  End  av,  60x100.8,  with  all  title  to  strip 
10  ft  wide  adj  on  e  s.  Aug  13,  due  &c,  as  per  bond.  Aug  22. 
1!»06.     4:1252.  128,500 

Becker,  Gustave  A  to  the  GERMANIA  LIFE  INS  CO.  94th  st. 
No  308,  s  s,  170  w  West  End  av,  02x100.8.  P  M.  Aug  13.  due, 
&c,  as  per  bond.      Aug  22,   1!XJ6.     4:12.52.  119,000 

Bernstein,  Morris  with  Charles  Garflel.  180th  st,  s  s,  175  w  Am- 
sterdam av,  100x100.  Extension  mort.  Aug  15.  Aug  23,  1906. 
8:2152.  nom 

Cutler,  Jacob  and  David  Kottler  to  Wm  Jay  exr  Mary  E  Field. 
Gouverneur  st.  No  CO,  e  s.  78.5  n  Cherry  st,  25x79.9x25x79.6. 
Aug  8.  5  years,  57c.     Aug  20,  1006.     1:261.  15O0O 

Carson,  Louisa  to  Isaac  Meister.  Jones  st.  No  11,  n  s,  119.8 
w  4th  st,  25x100.  P  M.  Prior  mort  $22,000.  Aug  17,  5  years. 
67f.      Aug   21,   lilOO.      2:590.  6.000 

Cramp.  D  Rebecca  to  TITLE  GUARANTEE  &  TRUST  CO.  61st 
St.  No  127.  n  s,  138  w  Lexington  av,  19x100.5.  July  12,  due, 
&c,  as  per  bond.  July  13,  1906.  5:1390.  Corrects  error  in 
issue   of  July  21,   when  mortgagor's  name  was  Reuben  D.     28.000 

Cantwell.  Margt  T  to  Eleanor  P  Gage.  83d  st.  No  140,  s  s,  355 
e   Amsterdam   av,    10x102.2.      P   M.      Prior   mort   $10,500.      Aug 

21.  1906,   2  years,   (•,7c.     4:1213.  3.000 
Cohn-Baer-Myers  &   Aronson  Co  to  American  Mortgage  Co.     47th 

st.  No  530  and  5:^2,  s  s,  40<.)  e  11th  av,  50x100.4.  P  M.  Aug 
6,   due   Aug  0,   ltM)7,  (i7c.     Aug  17,   190G.     4:1075.  2  (KIO 

Same  to  same.  Same-  property.  Aug  6,  3  years,  5%.  Aug  17, 
190O.     4:1075.  16,000 

Corcoran,  Patrick  to  Charles  Brandt,  Jr.  61st  st.  No  108,  s  s, 
1.50.4  w  Columbus  av,  40x100.5.  P  M.  Prior  mort  $20,000. 
July  31.  3  years.   ','/,.     Aug  17,   1906.     4:n:!2.  8,000 

Crawford  Bradley  Co  to  Century  Realty  Co  and  ano.  Broadway, 
Nos  2132  and  2134.  s  e  cor  75th  st.  .5'2.'2xl96.9  to  Amsterdam  av, 
Nos  312  and  314,  50x212.  P  M.  Prior  mort  $150,0(XI.  Aug  21, 
3    .years,    (i'yf.      Aug   '22,    1900.      4:1106.  8.500 

Charack,  Samuel  and  Moses  to  Jacob  Sirfis  et  al.  Cherry  st.  No 
384,  n  w  cor  Scammel  st,  Nos  4.5  and  47.  P  M.  Prior  mort 
$51,000.      Aug  20,  4   years,   6%,.     Aug  22.   1006.      l:2tjl.  9.0(X) 

Cooper.  Annie  N  to  Warren  W  Foster  and  ano  trustees  Chas  E 
Tilford.  Amsterdam  av.  No  087,  e  s,  66.8  n  93d  st.  runs  e 
41.1  X  n  e  .081,4  x  e  19.,8x3.7  x  s  e  1.9  x  e  33.5  x  n  25.5  to  s 
s  Apthorps  or  Jauncey's  lane,  x  w  100.1  to  av,  x  s  29  to  be- 
ginning. All  title  to  lane.  Aug  20,  due,  &c,  as  per  bond. 
Aug  22,   1906.     4:1224.  33  tKX) 

Clara  de  Hirsch  Home  for  Working  Girls,  a  corporation,  with 
Geo  W  Munro.  'Vandewater  st.  No  31.  Aug  21,  1IX>6.  Subor- 
dination   agreement.      .Aug    16.      Aug    21,    1906.      1:114.  nom 

Cibulay,  Ferdinand  to  The  Jacob  Hoffman  Brewing  Co.  2d  av, 
Nos  1405  to  1469,  w  s,  25  n  76th  st,  79.4xl(X).  P  M.  Prior 
mort  $70,200.  Aug  22,  due  Aug  22,  1907,  6?;.  Aug  23,  1906. 
5:1431.  3.000 

Cooley,  Eliza  J  to  Margaret  O'Brien.  118th  st.  No  117.  n  s,  140 
e  Park  av,  20x100.11.  Sept  1,  1900,  due  as  per  bond.  Aug  23, 
1906.      6:1767.  1  OllO 

Clegg.  John  G  with  TITLE  GUARANTEE  AND  TRUST  CO.  61st 
st.  No  313  East.  Subordination  agreement.  Aug  20.  Aug  23, 
1906.      5:1436.  nom 

Degelman.  John  H  to  Henry  W  Dammann.  3d  av.  No  2138,  w  s, 
126.10  n  lUith  St.  2.5x100.  P  M.  Aug  20,  1  year,  57c.  Aug 
23,    1906.      0:1044.  8,000 

Dreibrodt,  Otto  to  Henry  Elias  Brewing  Co.  1st  av.  No  975. 
Saloon  lease.     Aug  20,  demand,  G7c.     Aug  21,  1906.     5:1346.  2,250 

De  Benedictis.  Carmela  to  Isaac  Meister.  1st  av.  No  170.  e  s, 
41.5  s  11th  st,  17.9.\94.  P  M.  Aug  14,  installs,  67c.  Aug  21, 
1906.      2:438.  3.000 

de  Waltoff,  Saml  A  to  METROPOLITAN  LIFE  INS  CO.  182d  st, 
n  s,  70  e  Audubon  av,  .50x79.9.  Aug  16,  due  Nov  1,  1009,  5'A%. 
Aug   17.   1906.     8:2155.  37.500 

de  Waltoff.  Saml  A  to  North  American  Mortgage  Co.  182d  st.  n 
s.  70  e  Audubon  av,  50x79.  Aug  3,  due,  &c,  as  per  bond.  Aug 
20,   1006.     8:21.55.  3.000 

Daily,  Geo  and  John  A  Carlson  to  Joseph  Hamershlag.  Park  av, 
Nos  100()  to  1012.  w  s,  abt  .50  s  S5th  st,  3  lots,  each  25.0x82.2; 
Park  av.  No  1(KI4.  w  s,  51.7  n  84th  st.  25x8'2;  Longwood  av,  n  e 
cor  Fox  st,  210.\110.  Prior  morts  .$285.(KI0.  Aug  17^  due 
March  23.   1907,  C'/r.     Aug  23,   1906.     5:1490;   10:2721.  30.000 

Daniel,  Wm  J  to  Margaretha  Frey.  8th  av.  No  754,  e  s,  50.5  n 
46th  st,  25x100.  Prior  mort  $32,500.  Aug  16,  5  years,  57c. 
Aug  17.   1906.     4:1018.  10,000 

Daniel,  Wm  J  to  Christian  Iverson.  8th  av,  No  756.  e  s,  75.5  n 
46th  st,  25x100.  Prior  mort  $32,500.  Aug  16,  5  years,  57c- 
Aug  17,   1906.     4:1018.  5  000 

Davis,  Annie  to  the  MANHATTAN  LIFE  INS  CO.  94th  st,  No 
35.  n  s,  300.4  w  Central  Park  West.  19.8x100.8.  Aug  21,  due, 
&c,  as  per  bond.     Aug  22,   ISHX!.     4:1'208.  17,000 

Digelman,  John  H  to  Bayard  Tuckerman  et  al  trustees  for  Wol- 
cott  Gibbs.  3d  av.  No  2238,  w  s,  25.5  s  122d  st.  25x100.  and 
all  title  to  strip  n  s.  1x100x3x100.  P  M.  Aug  20,  4  years.  5%. 
Aug   22,    190().     «;:1770.  37.000 

Elm  Realty  Co  with  TITLE  INS  CO  of  N  Y.  176th  st,  s  s,  144  w 
Amsterdam    av,    131x99.11.      3   subordination   agreements.      Aug 

22.  Aug  23.    1906.      8:2132.  nom 
Equitable    Realty    Co    to    Jacob    A    Geissenhainer    trustee    Henry 

Elsworth  95th  st.  No  122,  s  s,  530  e  Amsterdam  av,  20xl00.9x 
18.3x100.8.      Aug    20,    3   years,   ■i%7c.      Aug   23,    1906.      4:1225. 

12,000 

Same  to  same.  Same  property.  Consent  of  stockholders  to  above 
mort.     Aug  20-     Aug  23.  1906.     4:1225.  

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Aug  20.     Aug  23.   1906.         4:1225.       

Fine.  .Abraham  and  Joseph  to  Abram  Bachrach.  63d  st.  No  410. 
s  s,  156.5  e  1st  av,  25x100.5.  Prior  mort  $13,500.  Aug  16.  2 
years.   6^r.      Aug   17,   1906.     5:1457.  1,600 

Fire,  Abraham  and  Joseph  and  Etta  to  the  AMERICAN  SAV- 
INGS BANK.  03d  st.  No  410  s  s,  1.56.5  e  1st  av,  25x100.5. 
Aug   13,   3  years,   5%.     Aug   17.    1906.      5:1457.  13,500 

Fine  (M)  Realtv  Co  to  LAWYERS  TITLE  INS  &  TRUST  CO, 
llGth  St.  No  431.  n  s,  280.6  w  Pleasant  av,  13.6x100.11.  P  M. 
June  1,  due  June  1.  1907,  5%7c.  Rerecorded  from  June  2,  1906. 
Aug   17,    1906.     6:1710.  6.OO0 


The  text  of  these  pages  Is  copyrighted.     All  rights  are  reserved.  Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 


August  25,  1906. 


Mortgages 


RECORD      AND      GUIDE  Manhattan 


353 


MAPLEDORAM  &  CO. 

c  REAL  ESTATE  BROKERS 


Bay  Ridge  Property 
Our  Specialty 


Fifth  Ave.  and  79th  St.,  Brooklyn,  N.  Y. 

Telephone,  724  Bay  Ridge 
Branch  Office  :  Bay  Ridge  Ave.,  cor.  Fort  Hamilton  Ave. 


Friedman,  Morris  and  Lena  and  Ellas  Smith  and  Annie  to  Abra- 
ham Nevins  et  al.  2d  av,  Nos  2410  to  2414,  e  s,  40  s  124th  st, 
U0x80.     Aug  1,  due  Aug  1,  1907,  6%.     Aug  17,   190(!.     0:1800. 

27.000 

Friend,  Banned  to  Alois  Soberer.  47th  st,  No  320,  s  s,  300  e  2d 
av,  25x100.4.  P  M.  Prior  mort  $27,000.  Aug  20,  1906,  3  years, 
6%.     5:1339.  3,000 

Feinberg.  Herman  to  Max  Rubenstein.  47th  st.  No  3.3G,  s  s,  140 
w  1st  av.  20x100..'').  Prior  mort  $0,000.  Aug  20,  1906,  2  years, 
0%.     5:1339.  2,000 

Fraser,  Alex  W  with  City  Mortgage  Co.  26th  st,  Nos  110  and 
112,  s  s,  129.11  -^  0th  av,  41.(!x9S.9.  Subordination  agree- 
ment.    Aug  20.     Aug  23,   190G.     3:801.  nom 

Friedman,  Saml  to  Wm  A  Street  and  ano  trustees  Mrs  P  O  Morgan. 
Grand  st.  No  387,  s  w  s,  abt  2.j  w  Suffolk  st.  25x70.  Aug  18. 
due   Sept    1,    1909,    5%.      Aug  21,    1906.      1:312.  27,000 

Fichter,  Herman  to  TITLE  GUARANTEE  AND  TRUST  CO. 
Broadway,  s  e  cor  14Sth  st.  No  562.  99.11x125.  Building  loan. 
Prior  mort  $142,000.  Aug  13,  demand,  6%.  Aug  21,  1906. 
7:2079.  28,.500 

Frankel,  Frank  with  Nichols  Construction  Co.  New  av.  1  block 
east  of  9tb  av,  w  s.  lots  113  to  125  map  land  estate  of  Richd  F 
Carmen,  abt  328.11x70.4x325x100.  Extension  of  morts.  Aug 
15.     Aug  22,  1906.     7:2054.  nom' 

Forman.  Aaron  and  Geo  Aronson  to  Jos  Weinus.  92d  st.  Nos  338 
and  340.  s  s.  200  e  2d  av,  50x100.8.  Prior  mort  $55,000.  Aug 
15,  3  months,  —%.     Aug  18,  190<j.     5:1554.  2,400 

Frankel,  Frank  to  County  Holding  Co.  Lenox  av.  No  552,  s  e  cor 
13Sth  St.  99.11x100.  V  M.  Aug  15,  due  June  15,  1908,  5%.  Aug 
17,   1900.     0:1735.  200,000 

Fisch,  Jacob  to  Isaac  S  Heller.  11th  st.  No  030.  s  s.  283  w 
Av  C.  25.X94.9.  P  M.  Prior  mort  $21,000.  Aug  20.  due  Jan 
1,  1910,  6%.     Aug  21,   1906.     2:.393.  9,000 

Same  to  same.  Same  property.  P  M.  Prior  mort  .$30,000.  Aug 
20,  5  years,  G%.     Aug  21,   1906.     2:393.  6,900 

Freeman,  Meyer  and  Philip  to  Max  Marx.  22d  st,  Nos  200  to 
210,  s  w  cor  7th  av.  No  204.  100x25.  P  M.  Prior  mort  $70,000. 
Aug  20,   3  years,   6%.     Aug  21,   1906.     3:771.  5,000 

Friedman.  Joseph  and  Rosa  Krulewitch  to'  Moritz  Jurkovitz. 
109th  St.  No  129,  n  s,  280  e  Park  av.  25x100.11.  Aug  20.  due 
Feb  15.  1909.  G%.     Aug  21.   1906.     6:1737.  3,000 

Goldberg,  Morris  and  Sam  Cohen  to  Pinkus  Burger.  Attorney 
st,  Nos  155  and  157.  w  s.  200  s  Houston  st.  50x100.  P  M. 
Prior  mort  $53,000.  Aug  15,  installs,  6%.  Aug  17,  1906. 
2:3.50.  7.000 

Goldberg.  Nathan  and  Louis  Aronson  to  Harry  Goodman.  2d  st. 
No  126,  n  s,  341.7  e  1st  av,  24.8x121.11.  P  M.  Prior  mort 
$49,650.     Aug  15,  due  Feb  15,  1907,  G7o-     Aug  17,  1906.     2:430. 

1,500 

Goldstein,  Sarah  to  Jacob  Safran  and  ano.  3d  St.  No  58,  s  s, 
171.4  e  2d  av,  runs  s  OS  x  s  12.4  x  s  21.8  x  e  27.4  x  n  101.4 
to  st  X  w  31  to  beginning.  P  M.  Aug  20,  due  Feb  20,  1907. 
6%.      Aug  21,   1906.      2:444.  3.000 

Goldstein.  Morris  and  Jacob  Davidson  to  Marjorie  G  Singer.  Av 
C,  No  192,  e  s,  52.6  s  12th  st,  25x62.6.  P  M.  Aug  20,  3 
years,  5%.     Aug  21.   1906.     2:381.  10,f200 

Same  to  John  Fischer  and  ano  individ  and  as  exr  Jacob  Fischer. 
Same  property.     Aug  20,  1  year,  Q%.     Aug  21.  1906.     2:381.  3,000 

Gordon.  Louis  and  Moritz  Gruensteiu  to  American  Mortgage  Co. 
Attorney  St.  No  174,  e  s,  46.4  s  Houston  St.  runs  s  21.8  x  e  50 
X  n  21.8  X  w  50  to  e  s  Attorney  st  x  n  46.4  to  Houston  st,  No 
319,  X  e  24.10  x  s  46.4  x  w  24.10  to  beginning.  P  M.  Aug  20, 
1906,  5  years,  5%.     2:345.  45.000 

Greenfield,  Wm  J  and  Harris  Maskin  to  Louis  Hyman.  120th  st, 
Nos  330  to  336,  s  s,  230  w  1st  av,  73.6x100.10.  Prior  mort 
$85,000.     Aug  17,   1906,   demand,  6%.     0:1796.  10,000 

Goldman  (J)  Realty  &  Construction  Co  to  North  American  Mort- 
gage Co.  131st  st,  Nos  528  to  532,  s  s.  90  e  Old  Broadway,  85.3 
xl07  to  e  1  Byrd  st  x75x66.1.  Aug  17,  due,  &c,  as  per  bond. 
Aug  20.  1906.    7:1985.  48.000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders  to  above  mort.     Aug  17.     Aug  20,  1906.     7:1985.  

Same  and  Montefiore  Realty  Co  with  same.  Same  property. 
Subordination  agreement.     Aug  17.     Aug  20.  1906.     7:1985.       nom 

Gray,  Maria  K  to  Louise  C  Genther.  COth  st,  No  235,  n  s,  300 
e  West  End  av.  25x100.5.  Prior  mort  $7,000.  Aug  20,  1  year, 
6%.     Aug  23,  1906.     4:1152.  1,200 

Greenfield,  William  J  to  Abraham  Silverson.  133d  st.  Nos  27 
to  31,  n  s,  360  w  5th  av,  50x99.11.  Prior  mort  .$28,000.  Aug 
22,   due  May  22,   1907,  6%.     Aug  23.  1906.     6:1731.  1,536.55 

Gelber.  Joseph  to  Saml  Eckstein.  Stanton  st,  No  126,  n  e  s, 
127.6  w  Norfolk  st,  22.6.x98.2.  %  part.  Aug  15.  Due  Aug 
20,   1907,  O'A.     Aug  22,  1006.  7,000 

Goldberg.  Max  and  Barney  Goldstein  to  Louis  Cashman.  12th  st. 
No  522,  s  s.  320.6  e  Av  A,  25x103.3.  Aug  16,  installs,  — %. 
Aug  22,   1906.      2:404.  7,000 

Golde,  Saml  to  Louis  .Golde  and  ano.  '  2d  av.  No  1840.  n  e  cor 
95th  st,  25.8x100.     Aug  1.  5  years,  5%.     Aug  22,  1906.     5:1558. 

28.000 

Goldberg.  Max  to  GERMANIA  BANK  of  City  N  T.  Norfolk  st,  No 
162,  n  e  cor  Stanton  st,  Nos  138  to  142,  17x,S0.1x.56x70;  Norfolk 
st.  No  164,  e  s,  16.11  n  Stanton  st.  runs  n  30.10  x  e  54.6  x  s  w 
—  to  beginning.  Prior  morls  .$40,000,  Aug  16,  due  Jan  1,  1907. 
G%.      Aug   21.    19(16.      2:3.55.  20.000 

Greenbaum,  Louis  and  Geo  to  Isaac  Silberberg  et  al.  Bayard  st. 
No  61.  s  s,  272.2  w  Bowery,  25x90.  P  M.  Prior  mort  $32,300. 
July  31.  3  years,  6%.     Aug  18,   1006.  2,700 

Garone,  Martin  to  John  Clancy  and  ano.  Cherry  st.  No  149,  s  s, 
abt  130  w  Market  slip,  20x60.  P  M.  Aug  16,  5  years,  5%.  Aug 
17,   1906.     1:250.  7,600 

Grubenstein,  Nathan  and  Sam  Karnal-to  Maurice  M  Strauss.  39th 
st.  No  207,  n  s,  100  e  100  e  3d  av,  runs  n  70.9  xe5xn28xe 
20  X  s  98.9  to  st,  x  w  25  to  beginning.  P  M.  Prior  mort  $14,- 
000.     Aug  15,  installs.  G%.     Aug  18.  1906.     3:920.  5,000 

Gerlich,  Fredk  W  to  Edmund  Hendricks  and  ano  trustees  Fanny 
Hendricks  for  Fanny  H  Einstein.  103d  st.  No  158,  s  s,  128.6 
e  Lexington  av,  27x100.11.  Aug  17,  5  years,  5%.  Aug  18,  1906. 
6:1630.  17.000 

Hurwitz,  Meyer  to  David  Gordon.     4th  st.  No  1.53,  n  s,  350  w  Av 
.A.  215x96.2.     Leasehold.     Aug  IS,  1906,  demand,  6%.     2:432.  2,000 

Hoffspiegel,  Geo  to  Benjamin  Bernstein  et  al.  120th  st.  No  56, 
s  s,  121  e  Madison  av,  27x100.11.  P  M.  Prior  mort  $26,000. 
Aug  2,  3  years,  0%.     Aug  17,  1906.     6:1746.  2,500 


Hare,  iames  M  to  Harris  D  Colt.  9th  av.  No  89,-  n  w  cor  16th 
st,  Nos  401  to  405,  26x80.  July  30,  due  Jan  1,  1908,  4%.  Aug 
23,  1906.     3:714.  20  000 

Haber,  Morris  and  Saml  Dworkowitz  and  David  Haber  to  Jacob 
Weinstein.  1st  av.  No  1733,  e  s.  25.8  s  90th  st,  25x100.  P  M. 
Aug  15,   installs,  6%.     Aug  22,  1906.     5:1552.  9,000 

Hirschhorn,  Charles  and  Isadore  Levy  to  N  Y  LIFE  INS  AND 
TRUST  CO.  Columbus  av,  Nos  509  to  517,  s  e  cor  85th  st.  No  78, 
102.2.X40.     Aug  2,  5  years,  4y27c  and  5%.     Aug  22,  1906.    4:1198 

100000 

Haber,  Morris  and  Saml  Dworkowitz  and  David  Haber  to  Jacob 
Weinstein.  1st  av.  No  1735,  s  w  cor  90th  st,  25.8x100.  Aug  15. 
installs.   6%.      Aug  22,   1906.     5:1552.  19,000 

Horner,  Richd  W  to  Henry  H  Longstreet.  119th  st.  No  451,  n  s 
75  w  Pleasant  av,  38x100.10.  P  M.  Prior  mort  .$22,000.  June 
30,  3  years,  5%.  July  13,  1906.  6:1807.  Corrects  error  in 
issue  of  July  21,   when   size   of  lot   was  38x110.  8,000 

Hamlin,  Fannie  to  METROPOLITAN  TRUST  CO  of  City  N  Y. 
Madison  av,  Nos  19.39  and  1961,  n  e  cor  125th  st,  Nos  51  to 
55.  nms  n  119.6  x  e  89.6  x  s  19.6  x  w  16.10  x  s  99.11  to  st  x 
w  72.8  to  beginning.  Aug  IS  ,3  years,  57c.  Aug  21,  1906. 
6:1750.  125,000 

Jones,  John  R,  Brooklyn,  N  Y,  to  Sophie  Muller.  126th  st.  No 
229,  n  s,  280  w  2d  av,  25.\99.11.  P  M.  Prior  mort  $20,500. 
Aug  1,  5  years,  5%.     Aug  23.  1006.     6:1791.  3.500 

Jacobs.  Morris  to  Saranac  Realty  Co.  7th  av.  No  278;  26th  st.  No 
204  West.  Leasehold.  Aug  22,  demand,  — %.  Aug  23.  1906. 
3:775.  6,000 

Jaffe,  Louis  and  Max  Zatulove  to  Morris  Silverman  and  ano.  3d 
St.  No  84,  s  w  s,  abt  150  w  1st  av,  25xl00.5.x25xl00.6.  P  M. 
Aug   21,   5   years,   6%.      Aug   22,   1906.     2:444.  12,000 

Jacobs,  Max  to  Bella  Unterberg.  Rivington  st.  No  150,  n  s, 
25  e  Suffolk  st,  25x100.  -  P  M.  Prior  mort  $30,000.  July  26,'  5 
years,   6%.      Aug  17,   190(i.     2:349.  12,500 

Same  to  LAWYERS  TITLE  INS  AND  TRUST  CO.  Same  prop- 
erty.    P  M.     Aug  16,  5  years,  5%.     Aug  17,  1906.     2:349.      55,000 

Jacobs,  Max  to  Bella  Unterberg.  Rivington  st.  No  148,  n  e  cor 
Suffolk  st,  Nos  124  to  128,  25x100.  P  M.  Prior  mort  $55,000. 
July  26,  5  years,  6%.      Aug   17,   1906.     2:349.  32  500 

Same  to  LAWYERS  TITLE  INS  AND  TRUST  CO.  Same  prop- 
erty.    P  M.     Aug  16,  5  years,  5%.-  Aug  17,  1906.     2:349. 

30.000 

Jager,  Herman  to  Harris  Taschman.  104th  st.  No  163,  n  s,  225 
w  3d  av,  25x100.11.     P  M.    3  years,  6%.    Aug  17,  1906.    0:1632. 

34,000 

Jackson,  Isidore  and  Abraham  Stern  to  LAWYERS  TITLE  INS  & 
TRUST   CO.      108th   st,   No   182,   s   s,   73   w  3d   av,   27x75.     July 

17.  due  June  30,  1909,  5%.     July  18,  1906.     6:1635.     Corrects 
error  in  issue  of  July  21,  when  amount  of  mort  was  $30,000. 

13,000 

Kopf,  Henry  to  Bernhard  Weisenberger. '  Charles  st.  No  27,  n  s, 
50  w  Waverly  pi,  25x95;  Charles  st.  No  25.  n  s,  28  w  Waverly 
pi,  runs  n  41.1  x  n  34.1  x  w  22.2  x  s  75  to  st  x  e  22.2  to 
beginning.  P  M.  Prior  mort  $20,000.  Aug  15,  10  years,  5y2%- 
Aug   17,    1906.      2:612.  28,500 

Katz,  Saml  and  Beckie  Levitch  to  Morris  Singer.  Division  st, 
No  72,  n  s,  25  e  Forsyth  st,  25x75.  P  M.  Prior  mort  $22,000. 
Aug  7,   5  years,  G<:',.     Aug  21,   1906.      1:202.  10.000 

Knodell,  John  B  to  Thomas  D  Webb.  15th  st.  Nos  537-543  East. 
All__title.  Leasehold.  May  15,  demand,  — %.  Mar  21,  1906. 
3:973.  Corrects  error  in  issue  of  Mar  24,  when  location  was 
15th   st,   Nos  537-543  West.  note,   296.60' 

Kaskel,  Paul  and  Abe  Gruber  and  Frank  Hahn  to  Edward  Hahn. 
.50th  st,  No  365,  n  s,  100  e  9th  av,  25x100.5.  Prior  mort  $24,- 
000.     Aug  20,  3  years,  6%.     Aug  21,   1906.     4:1041.  8.0()0 

Kaufman.  Heyman  to  Stone-Aronson  Realty  Co.  1st  av.  No  23171 
w  s,  75.7  s  119th  st,  25.2x100.  P  M.  Prior  mort  $23,500. 
Aug  21,   1906.   1  year,  6%.     6:1795.  3,000 

Kapelsohn,  Emanuel  to  Frank  J  Haldane  and  ano.  11th  av.  No 
781,  w  s,  75  s  55th  st,  runs  w  75  x  s  16.3  x  s  e  49.4  x  s  e  26.6 
to  av  x  n  27.1  to  beginning.  Aug  15,  installs,  6%.  Aug  18, 
1906.     4:1102.  1,200 

Klapper,  Isaac  to  The  E  H  Ogden  Lumber  Co.  68th  st,  Nos  419 
to  423,  n  s,  275  w  Av  A,  75x100.5.     Aug  16,  demand,  6%.     Aug 

18,  1906.     5:1463.  1.000 
Kettell.  Bertrand  to  Herman  W  Schmitz,  All  title.     Prince  st.  No 

101.   n  s.  abt   78  e  Greene  st;   ISSth  st.   No  716  East;   property 

in    Brooklyn.      Aug    16,    demand,    6%.      Aug    17,    1906.      2:513, 

9:2282.  325 

Kahn,  Barbara  to  Kneeland  Moore.     West  Broadway,  No  347,  e  s, 

125  n  Grand  st,  25x100.     P  M.     Aug  15,  3  years,  6%.     Aug  20, 

1906.     2:475.  7,750 

Kaplan,  Martin  to  Eimer  &  Amend.     Av  C,  No  195.     Chattels,  &c. 

Aug   21.   demand,  6%.      Aug  22.    1906.      2:394.  1,400 

Kreuter.   Sigmund  to  "V  Loewers  Gambrinus   Brewing  Co.     1st  av. 

No  2042.      Saloon   lease.     Aug  21,  demand,  -6%.     Aug  22,   1906. 

0:1699.  931 

Keeffe,  Josephine  P  and  Marie  L  Bourgardy  witht  Mathew  J  Keeffe. 

47th  st.  No  3.36,  s  s,   140  w  1st  av,  20x100.5.     Extension  mort. 

July    15.      Aug   20.    1906.      5:1339.  nom 

Kadish,  Arenold  Israel  Augarten  and  SamlMeshel  to  Margt  Jae- 
ger.    Chrystie  st.  No  80.  s  e  s,  75  n  e  Hester  st,  25x100.     P  M. 

Prior  mort  $ .     Aug  l5,  installs,  G7o-     Aug  18,  1906.     1:305. 

7,000 
Lentin,   David   to  Pincus  Lowenfeld   et   al.     06th   st,   Nos  328  and 

330,  s  s,  316.8  e  2d  av,  33.4x100,  and  strip  in  rear  to  c  1  block. 

P  M.     Aug  22,   1  year.  6%.     Aug  23.  1906.     5:1440.  6,300 

Lassall,   Charles   to   Fannie   F   Ely.     54th   st.   No  425,   n  s,   .350  w 

9th  av,  25x100.5.     P  M.     Aug  1,  3  years,  5%,%.     Aug  20,   1906. 

4:1064.  gold.   10.000 

Lipschitz,  Isaac  to  Mary  S  White.     Eldridge  st.  No  113,  n  e  s,  abt 

90  s  Broome  st,  25x119.10.    July  30,  5  years,  5%.    Aug  17,  1906. 

2:418.  32,500 

Leder.   Saml   to  LAWYERS  TITLE  INSURANCE  CO.      Attorney  st. 

No   156,   e   s,   150  n  Stanton   st,   25x100.     Aug  17,  4  years,  5%. 

Aug  18,  1906.     2:345.  '  25,000 

Lilienthal,    Charlotte    H    to   GERMAN   SAVINGS    BANK   in   City   N 

Y.      158th   st.   No  636,   s  s,   638   w   Broadway,    18.9x99.11.      Aug 

6,  1  year,  5%.     Aug  20.  1906.     8:2134.  9,000 

Lese.   Louis   to   Seymour  Realty  Co.     84th  st.   No  223,   n  s,   345.8 

w  2d  av.  20.4x102.2.     Aug  22,  due  Sept  1,  1909,  4'A%.     Aug  23. 

1906.     5:1530  8,000 


The  text   of  these  pages  is  copyrighted.     All  rights  are  reserved. 


Notice  Is  hereby  given  that  infringement  will  lead  to  prosecution. 
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Mortgage!  RECORD     AND     GUIDE  Manhattan         August  25,  1906. 


KING'S  WINDSOR  CEMENT 

ror  Plastering  Walls  and  Ceilings  J.  B.  king  &  CO..  No.  l  Broadway.  New  York 


Elastic  in  Its  nature,  can  be  applied  with  25  pet 
cent,  less  labor  and  lias  1212  percent,  more  cov< 
ering   capacity  tlian   any  other  similar   materia! 


Lund,  Marie  to  James  L  Robertson.  Bedford  st,  No  (15,  w  s,  G7.7 
a  Grove  st,  25xOG.  1x24.8x93.3.  P  M.  Aug  21,  5  years,  5%. 
Aug  23,    1900.     2:58.5.  21,000 

Same  to  Herman  W  Schade.  Same  property.  P  M.  Prior  mort 
$21,001).     Aug  21,  3  years,  57o.     Aug  23,   11)0(5.     2;5S5.  0,000 

Levy,  SamI  with  Alter  Gottlieb  and  ano.  4th  st.  No  03,  n  s,  1G7.5 
e  Bowery,  2;")xl(X».  Agreement  correcting  mortgage,  &c.  July 
31.      Aug   22,    1<)06.      2:400.  nom 

Leerburger.  Henry  to  Standard  Operating  Co.  113th  st.  No  540, 
8  s,  30(i.3  e  Broadway,  IS.OxKW.ll.  P  M.  Prior  mort  $18,000. 
Aug   21.   2   years,   0%.      Aug   22.    1!I0<>.      7:1884.  5,000 

Lavitola,  Francesco  to  Henry  Elias  Brewing  Co.  2d  av.  No  2184, 
e  s,  5(j.l0  n  112th  st.  10x100.  Prior  mort  $21,171.50.  Aug  10, 
demand,  —%.     Aug  22,  1000.     0:1084.  500 

Lipschitz,  Isaac  to  Jacob  S  Gluck.  Eldridge  st.  No  113,  n  w  s, 
abt  85  s  Broome  st,  25x110.10.  July  30,  3  years,  6%.  Aug  21. 
1900.     2:418.  5.000 

Lubetkin,  Nathan  to  Saml  Golde.  2d  av.  No  1840.  n  e  cor  95th 
st,   28.8x100.     Aug  1,  5  years.  C/r.     Aug  22,  lOOl!.  12.000 

Leder,  Saml  et  al  with  LAWYERS  TITLE  INS  AND  TRUST  CO. 
Attorney  st.  No  150.  Subordination  agreement.  Aug  17.  Aug 
18,   100(1.     2:345.  nom 

Lichtenstein,  Dora  to  Herman  Heller.  5th  st.  No  751,  n  s,  82.3 
w  Av  D,  34.4.\97.  Prior  mort  $35,000.  Aug  15,  installs,  6%. 
Aug  18,  lOOG.     2:375.  14,500 

Levitan,  Aaron  and  Maximilian  Davidotf  to  Abraham  Rottman  and 
ano.  47th  st,  Nos  340  and  342,  s  s,  SO  w  1st  av.  2  lots,  each  20 
X100..5.  2PM  morts,  each  li;i.(!87,.^i0.  2  prior  morts  $8,200 
each.      Aug   1,  3  years,   0%.     Aug   17,   1000.     5:1330.  3,375.00 

Lesser,  Sadie  to  Anita  L  Basstord.  88tli  st.  No  308,  s  s.  142  w 
West  End  av,  21x100.8.  Aug  17,  3  years,  — %.  Aug  18,  1906. 
4:1249.  25,000 

Lippmann,  David  and  Harry  and  BANK  FOR  SAVINGS  in  City 
N  Y,  with  Gustav  Lippmann.  8th  st,  Nos  58  and  00  West.  Ex- 
tension  mort.      Aug  21,   lOOC.     2:553.  nom 

Lacord.  Anna  to  Lewis  M  Isaacs  'trustee.  4Cth  st.  No  420,  s  s, 
3(X)  w  0th  av,  2.5x100.5.  P.  M.  Aug  17,  3  years,  57c.  Aug  18, 
ISKHl.      4:10."t5.  10,750 

Lawson,  Wm  T  to  Lizzie  McGovern.  .57th  st.  No  224.  s  s,  325  w 
2d  av,  2.")xl(M>.5.     P  M.     Aug  21,  1000,   1  year,  0%.     5:1320,  8,000 

Lindenbaum,  Isaac  to  Frank  Gens  and  ano.  123d  st.  No  212,  s  s, 
180  e  3d  av,  25x100.11.  P  M,  June  28,  1900,  due  Jan  1, 
1908  ,0%.  0:1787.  Corrects  error  in  issue  of  June  30,  when 
distance  from  3d  av  was  205  ft.  2,000 

Lazerowitz.  Simon  to  Benj  M  Gruenstein  and  ano.  Chrystie  st. 
No  52,  e  s  74.2  n  Canal  st,  25x08,0x24.11x00.4.  P  M.  Prior 
mort  $32,000.  July  13,  0  years,  0%.  July  14,  1900.  1:302. 
Corrects  error  in  issue  of  July  21,  when  distance  from  Canal 
st   was   90.2.  11,000 

Mayer,  Emma  to  Nathan  Abrams.  Madison  st.  No  106,  s  s, 
212.3  w  Market  st,  25x100,  Prior  mort  $25,000,  Aug  15.  5 
years,  0%,     Aug  17,   1006.     1:270.  11,000 

Murphy,  John  W  to  Lion  Brewery.  125th  st.  No  122  East.  Sa- 
loon lease,     July  23.  demand,  6%.     Aug  21,  1006.     0:1773.     4,000 

Meli,  Rosalia  to  Archibald  W  Speir  and  ano  exrs  Emily  D  Speir, 
136th  st,  Nos  618  and  020,  s  s,  287.0  w  Broadway,  43,9x00.11, 
Aug  16,  5  years,  5%.     Aug  21,   1006.     7:2002.  41.000 

Mack.  Arthur  H  to  Alicia  Realty  Co.  174th  st,  n  s.  100  e  St 
Nicholas  av,  100x89,8.  Prior  mort  .$18,000,  July  16,  1900,  2 
years,  .5%,  8:2131,  Corrects  error  in  issue  of  July  21,  when 
size  of   lot   was   80, .8x100,  1,000 

Meli,  Rosalia  to  Simon  Uhlfelder  and  ano.  1.30th  st,  Nos  018  and 
020,  s  s,  287.6  w  Broadway,  43,0x90,11.  Prior  mort  $41.(XK1. 
Aug  20,  2  years,  0%.     Aug  21,   1906.     7:2002.  12,.500 

Same  to  same.  Same  property.  Prior  mort  $53,500.  Aug  20,  1 
year.   O'/c.      Aug  21,   1!X)0.      7:20(J2.  2,000 

Murray,  Timothy  J  M  to  Adelia  J  Sparke.  1st  av.  No  953,  w  s. 
80  n  52d  st,  20x64.  July  16,  5  years,  5%.  July  18.  1006. 
5:1345.  Corrects  error  in  issue  of  July  21,  when  side  of  av 
was  e  s,  10,000 

Maskin,  Haris  to  Hunterdon  Realty  and  Construction  Co.  144th 
St.  Nos  242  and  244,  s  s,  40O  e  8th  av,  50x99.  Prior  mort 
$.50,000.     Aug  20,  1906.  due  May  17,  1007,  0%.     7:2020.       15,000 

Munro,  Geo  W  to  A  Maria  Schmidt.  Vandewater  st,  No  20.  n  s, 
204,10  w  Pearl  st,  runs  n  85  x  e  7,0  x  n  15.6  x  e  11.11  x  s 
95. .8  to  Vandewater  st  x  w  25.5  to  beginning;  Vandewater  st. 
No  31,  s  s,  18,1  in  front  x  38  on  e  s  x  w  18  x  —  53  x  w  13,2 
X  s  95  to  beginning;  Vandewater  st,  Nos  17  to  27,  n  s,  338  w 
Pearl  st.  runs  n  81.10  x  n  e  10.2  x  n  144,3  to  s  s  Rose  st,  Nos 
45  to  51,  X  e  01,11  x  s  106.3  x  w  7,0  x  s  87,2  to  Vandewater 
st  x  w  133,11  to  beginning.  Prior  mort  $576,500.  Aug  16.  due 
April  15,  1007,  0%.     Aug  20,  1000.     1:114.  10,000 

Meli.  Rosalia  to  Simon  Uhlfelder  et  al.  130th  st.  No  622,  s  s, 
331.3  w  Broadway,  43.0x00,11.  Prior  mort  .f;41.000.  Aug  20, 
due    Aug   20,    1907,    07f,      Aug   23,    1906,      7:2002.  2,000 

Muller.  Victor  to  Jacob  Geissenhainer  et  al  trustees  of  Henry  Els- 
worth  deed.  Houston  st,  Nos  439  to  44.3,  s  w  cor  Cannon  st. 
No   137,   00.0.x54,10,      Aug  23,   1900,  3   years,   4%7o.     2:335. 

50.000 

Molke,  Hermina  E  to  The  Jacob  Hoffmann  Brewing  Co.  1st  av. 
No  121,  w  s,  57.0  n  7th  st,  20x.50.  P  M,  Prior  mort  $10,000. 
Aug   22,    1   year,   5%.     Aug  23.    19tK!,      2:440.  6.000 

Same  to  TITLE  GUARANTEE  AND  TRUST  CO,  Same  property. 
P  M.     Aug  22.  due  as  per  bond,     Aug  23,   1006.     2:440.        10,000 

Marks.  Abraham  and  Mendel  Katz  to  David  Strauss.     11th  st.  No 

040,   s  s,   158  w  Av  C,  25x04.      P  M.     Prior  mort  .$ .     Aug  15, 

5    years,    G%.      Aug    23,    1906,      2:303.  3,250 

Modern  Building  Co  to  whom  it  may  concern.  Certificate  as  to 
consent  of  stockholders  to  mortgage  property  in  Brooklyn,  Aug 
15.      Aug   23,    1006.  

Meli,  Rosalia  to  Mathew  McNamara.  1.3(!th  st.  No  622.  s  s,  331.3 
w  Broadway,  43.0x09.11.  Aug  22,  3  years,  5%.  Aug  23,  1906. 
7:2002.  41,000 

Same  to  Simon  Uhlfelder,  Same  property.  Aug  22,  installs, 
6%.     Aug  23.  190<I     7:2002.  12,500 

Meisler.  Isaac  to  Louisa  De  G  Coppola.  Hamilton  st.  No  .38.  s  s, 
104.0  w  Market  st,  27x96,0x25,5x103.0,  P  M.  Prior  morts 
$15,000.      Aug  7,   due,   &c,  as  per  bond.      Aug  22,   1900.     1:253. 

2,500 


Messer,    Annie    to   Lehman    Bernheimer   et   al   exrs    Adolph    Bern- 

heimer.      2d   av,   No   1824,   n   e   cor  04th   st.    No   301,   25.8x79.9. 

July   2,   5  years,  5V4%.     Aug  21,   1906.     5:1557.  23,000 

Same   to   Bernheimer   &  Schwartz.      Same  property.     P   M.      Prior 

mort  $23,(MI0,     July  2.  demand,  6%.     Aug  21,  1000.     5:1557.  0,000 
Markotsky,    Hyman    to   Josef    Steiner,      2d   av.    No   2055,   w   a,    75.6 

s    100th    st,    25.3x73.      Aug   21,    3    years,  — %.      Aug   22,    1900. 

0:1(^55,  1,800 

Meeker,   Herman   E  to  Maude  Saxton.     04th  st,  Nos  1.53,   155  and 

157.    n   s,    204   e    Amsterdam   av,   54x100,5.      P   M.      Prior   mort 

$03,750.      Aug    14,    due    March    12,    1009,    6%.      Aug    21,    1900. 

4:1130.  17.595 

Maguire,   Patrick  J  to  De  Witt  C  Flanagan  and  ano  trustees,  &c., 

3d  av,  No  223,  s  e  cor  19th  st.  No  200.     Saloon  lease.     Aug  20, 

demand,   (>%■      Aug   21,    1906.      3:889.  5,000 

Marx,    Max    with  TITLE   GUARANTEE   &   TRUST    CO.      Broadway, 

s  e  cor  148th  st,  90,llxl2.i.     Subordination  agreement.     Aug  20, 

Aug  21.   1000.     7:2070.  nom 

Mandelbaum.    Harris    and    Fisher    Lewine    to    American    Mortgage 

Co.     Division  st,  Nos  258  and  260,  n  e  cor  Ridge  st.  No  2.  44.10 

x53. 10x40x68.6.      P  M.     Aug  10,    1   year,   57c-     Aug   18,   1906. 

30.000 
Metzger,   Geo   A   by   guardian   and  August   Metzger   to   E.MIGRANT 

INDUSTRIAL  SAVINGS  BANK.     21st  st.  No  344,  s  s,  100  w  1st 

av,  30x02.     Aug  17.   1900.   5  years,   4y2'7t-.     3:926.  13,000 

Markiewicz,    Irma    to    TITLE    GUARANTEE   &   TRUST    CO.      128th 

st.   No   106,   s  s,   75  e  7th  av,  37.6x99,11,  due,  &c,   as  per  bond. 

Aug   17,    1906.      7:1012.  18,000 

Meister.  Isaac  to  LAWYERS  TITLE  INS  AND  TRUST  CO.     1st  av, 

No  17(i,  e  s,  41,5  s  11th  st,  17.9x94.     Aug  17,  5  years,  5%.     Aug 

18,  1006.     2:438.  12.000' 

N    Y    Protestant    Episcopal    Public    School    to    Tobias    Krakower. 

10(ith  St.  No  212  East.     Aug  17,  1006.     Extension  mort.  nom 

Neville,   Samantha  M  to  Annie  Davis.     94th  st.  No  .35,  n  s,  300.4 

w   Central   Park   West,    10.8x100.8.      P   M.      Prior   mort   $17,000. 

Aug   21,    installs,    0%.      Aug   22,    1006.  5.500 

Oussani.   Joseph   to   Harry  S   Rossell.     110th   st.   No  137,  n  s,  275 

e  7th  av,   100x70,11,     Aug  13,     Aug  23,  1906,     7:1820.  15,000 

Olsen,    Lewis    A    to   The   F   &    M    Schaefer    Brewing   Co.      Columbus 

av,  Nos  410  to  410,  s  w  cor  80th  st,  100.x — .     Saloon  lease.     Aug 

23,    1006,    demand,   6%.      4:1210.  2,500 

Penco,   Luigi  to   Ernest  L  Field,      2d  av,   No  2200.     Saloon  lease. 

Aug   22.    1006.    installs,   0%-      6:1085.  2,100 

Pomeranz,  Saml  to  Joseph  Wolf.     Water  st,  No  610,  n  s,  abt  125 

w   Gouverneur  st,   24.10x03x25x62.3,  w  s.     Aug  20,  due   Feb  20. 

1907,   6%.      Aug  21,   190f;.      1:259.  3,200 

Riser,   Saml   to   Harry   Sophian.      West   st.   No   306,   e   s,   120.11  n 

Spring   St.   20.7x101x20.3x100.9.      Aug  17,   1  year,   6%.     Aug  IS, 

1006,     2:506.  2,000 

Pils,   John   P   to  TITLE   INS   CO   of  N  Y.      128th  st.   No  164,   s  s, 

112.6   e   7th   av,   37.0x00,11,      Aug  10,   3  years,   4%%.      Aug   17, 

1900.     7:1912.  15,000 

Rosenthal.  Julius  M  to  Mary  E  Fitts.     4th  st.  No  322,  s  s,  432  w 

Av   D,   22.ll.x96.      P   M.      Aug   17,   5  years,   5%.      Aug   18,    1906. 

2:373.  16,000 

Same   to  Isaac   Sprung.     Same  property.     P  M.     Prior  mort   $16,- 

000.     Aug  17,   installs,   0%.     Aug  18,   1906.     2:373.  4,500 

Rhonheimer,    Falk   to    Anna   E   Schmidt   et   al   exrs,   &c,   Henry   W 

Schmidt.      13th   st.    No   644,   s   s.   108   w  Av  C,   25x103,3.      P  M, 

Aug   17,    due   Sept   1,   1909,   4yz7c.     Aug   IS.   1906.     2:305.     10,000 
Robbins,   Helen  C  wife  of  Herbert  D  to  TITLE  GUARANTEE  AND 

TRUST  CO.     5th  av.  No  1034,  e  s,  82.2  n  84th  st,  20x125,  right  of 

way  over   strip   10  ft   wide   in   rear.      Prior  mort   $75,000.     Aug 

11,  due.  &c,  as  per  bond.     Aug  17.  1000.     5:1406.  10,000 

Rosenthal.    Max    and   Saml    Epstein    to    Irving   Bachrach   and    ano. 

Broome  st.   No  145,   s  w  cor  Ridge  st,   Nos  35  and  37,  55x41.6. 

Prior   mort   .$47,000.      Aug  21,   due   Dec   lo,   1011,   G7c.     Aug  22. 

1006.      2:341.  .  10  375 

Rabinowitz,   Joseph   to   Stuyvesant  F  Morris.     Ludlow  st,  No   175, 

w   s,   abt    175   s    Houston   st,   25,3x87.2.      Aug   11,   3   years,   5%. 

Aug    21,     1000.      2:412.  22.000 

Rutherford,    Geor^ce   M    to   George   D    Bartholomew,      10th    av.    No 

854,   e   s;    21    n   56th   st,    19.6x61.      July   31,   due   May  25,   1907, 

5%.     Aug  22,  1000.     4:1006.  2,500 

Realty   Transfer   Co   with   Sender   Jarmulowsky.      8th   av,   s   w   cor 

147th  St.  50x85;  8th  av,  w  s,  50  s  147th  st,  50x85;  8th  av,  w  s. 

1(K)  s   147th  st,  40,10x100;   147th  st,   s  s,  85  w  Sth  av.  40x100; 

146th  st,  n  s,  100  w  Sth  av,  25x09.10.     Subordination  agreement. 

Aug   21,      Aug  22,   1900.     7:2045.  nom 

Rosenwasser.    Isaac    and    Herman    Weisberger    and    Haiman    Cohn 

to  Lester  H  Ely  and  ano  exrs  Ezra  B  Ely.     60th  st,  No  319,  n  s, 

3.50  w   1st   av,   25x100.5.     Aug  13,   5  years,   5%.     Aug  20,   190<j. 

5:1435.  18,000 

Strubbe,   Many  and  Herman  to  India  Wharf  Brewing  Co.     Colum- 
bus  av.    No    70,    w   s,   50.8  s   63d   st,   25x100.      Given   to   secure 

a   chattel   mortgage  on   No  2527  Sth   av.     Aug  14,   demand,   5%. 

Aug  20.    1906.      4:11,'?4.  2.400 

Scudder.  Susan.  South  Norwalk.  Conn,  to  Sarah  G  Duer.     Perry  st. 

No  43,  n  s,  105  e  4th  st.  runs  n  110  x  e  5  x  s  15  x  e  15  x  s  95 

to  st  X  w  20  to  beginning.     Aug  10,  3  years,  5%.     Aug  20,  1906. 

2:013.  3,500 

Schlesinger,   Abraham   and  Herman   Fenichel  to  Emanuel   Arnstein 

and  ano.     130th  st,   Nos  502  and  .''.04.  s  s,  100  w  Amsterdam  av. 

50x99,11,     Building  loan.     Aug  17,  1900,  due  Sept  17,  1900,  6'/^. 

7:2070.  4.000 

Skrilow,   Davis  and  Harris  Simon  to  Michle  Schwartz.     Goerck  st. 

Nos  120  and  122,  n  e  cor  Stanton  st,  N6s  322  and  324,  70x32,2. 

P  M.     Prior  mort  $34,200.  *Aug  16,  1  year,  6%.     Aug  17,  1906. 

2:325.  3,200 

Sinkovitz,    Isidore    to    Adolph    Schlessinger,      74th    st.    No   421    to 

425.  n   s,  2.54,8  e  1st  av.  62x03.3x02,9x72.11.     Aug  14.  given  as 

collateral  security  for  loan  of  $2,000,  — %.     Aug  IS,   1000.     5:- 

1460.  2,000 

Quaintance,  Wm  B  to  John  H  Higgins  et  al   trustees.     West   End 

av,  s  e  cor  105th  st.  No  258,  2O.0x00.\2O.0xS9,ll.     P  M.     Aug  21. 

due  Sept   11.   1911,  4%.     Aug  22,   1906.     7:1876.  30.000 

Schwartz.    Rosa    to    THE    AMERICAN    SAVINGS    BANK.       2d    av. 

No   1880,   w    s,    75,11   s   08th   st,   25x96.      Aug   21,   3   years,   .5%, 

Aug  22,   1906,      6:1047.  19,000 


The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved.     Notice  is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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Schulze,  T  Hermann  to  TITLE  GUARANTEE  AND  TRUST  CO. 
Amsterdam  av,  No  14(il,  e  s,  20O  s  133d  st,  25x100.  Aug  IG,  due 
as   per   bond.      Aug   17,    190(5.      7:11)70.  15,000 

Stroh,  Isaac  and  Jacob  to  Betty  Simon.  Av  B,  No  143,  n  e  cor 
Itth  St,  No  (iOl,  L'3.3.x70.  P  M.  Prior  mort  |34,000.  Aug  20. 
installs,  0%.     Aui;  I'l,   lOOG.     2:.3U2.  10,2."i0 

Stellhorn,  Ferdinand  H  to  TITLE  GUARANTEE  &  TRUST  CO. 
Amsterdam  av.  No  003,  e  s,  25  u  SUth  st,  25.3x80,  Aug  20, 
due,  &c,  as  per  bond.     Aug  21,   lOOG.     4:1220.  20,000 

Stone-Aronson  Realty  Co  to  Joseph  Cavagnaro.  1st  av.  No  2317, 
w  s,  75.7  s  llDth  st,  25.2x100.  P  M.  Prior  mort  $15,5tM>. 
Aug  21.    lOUG,   4   years,   (i%.     0:1795.  S,000 

Stoff,  Harry  M  to  Julius  Schulman  and  ano.  Orchard  st.  No  82, 
e  s,  05.9  s  Broome  st,  21.9x(;0.  P  M.  Prior  mort  !flO,000.  Aug 
21,  3  years,  tj>/,.     Aug  22,  1900.     2:408.  4„S(X> 

Solomon,  Hukla  to  Esther  S  Solomon.  11th  st.  No  420,  s  s,  294 
w  Av  A.  25x94.10.  Aug  20,  due  Aug  20,  1908,  07c..  Aug  22, 
1900.     2:438.  1,000 

Sadowsky.  Kalman  to  Moses  Morris.  13th  at.  No  317,  n  s,  217  e 
2d  av,  2,3x103.3x22.0x103.3.  Prior  mort  !fl8,500.  Aug  21,  3 
years,  O'/r.     Aug  22,  19<Mi.     2:455.  3,i500 

Sadowsky,  Kalman  to  August  Knatz.  13th  st,  No  317,  n  s,  217  e 
2d  av,  23x103.3x22.0x103.3.  P  M.  Aug  22,  1906,  installs,  0%. 
2:455.  1,500 

Standard  Operating  Co  to  Mattie  C  Reynolds  guardian  of  Charles 
T  Reynolds  et  al.  113th  st.  No  540,  s  s,  300.3  e  Broadway,  18. 9x 
10(J.ll.     Aug  21,  3  years,  rjV2Vc-     Aug  22,  1900.     7:1884.        18.000 

Schmertz,  Joseph  and  Bernard  to  Joseph  Schrier.  St  Nicholas  av. 
No  195,  w  s,  59.3  s  12(lth  st,  29.0x82.11x25.2x07.5.  P  M.  July 
20,  3  years,  G%.     Aug  22,   1900.     7:1925.  5,700 

Strenger,  Harry  and  Solomon  Kurlender  to  Israel  M  Oshinsky. 
Av  D,  No  108,  s  e  cor  8th  st,  Nos  412  and  414,  25x75.  P  M. 
Prior  mort  $20  000.  Aug  20,  installs,  0%.  Aug  22,  1900. 
2:303.  0,000 

Scher,  Hinde  to  Barnet  Mankes.  2d  st.  No  238,  s  s,  abt  390  e 
Av  B,  24.9x105.10.  July  10,  installs,  07c.  July  18,  1900. 
2:385.  Corrects  error  in  issue  of  July  21,  when  mortgage  was 
Mankes  to  Scher.  notes,  2.520.42 

Silverman  (Robt  M)  Realty  &  Construction  Co  to  LAWYERS 
TITLE  INS  &  TRUST  CO.  Manhattan  av,  Nos  172  to  1,82,  e  s, 
40.11  n  107th  st,  3  lots,  each  40x95.  3  morts,  each  .'i!42  000. 
Aug  20,  5  years,  5%.     Aug  21,   1900.     7:1843.  120,000 

Same  to  same.  Same  property.  .3  certificates  as  to  consent  of 
stockholders  to  above  morts.     Aug  20.     Aug  21,  1900.     7:1843. 

Silverman  (Robt  M)  Realty  &  Construction  Co  to  LAWYERS 
TITLE  INS  &  TRUST  CO.  Manhattan  av,  Nos  1,84  and  180,  s  e 
cor  108th  st,  40.11x95.  Aug  20,  5  years,  b%.  Aug  21,  1900. 
7:1843.  00,(J00 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders  to  above  mort.     Aug  20.     Aug  21,  1900.     7:1843.  

Silverman  (Robt  M)  Realty  &  Construction  Co  to  LAWYERS 
TITLE  INS  &  TRUST  CO.  Manhattan  av,  Nos  108  and  170,  n  e 
cor  107th  st,  40.11x95.  Aug  20,  5  years,  5%.  Aug  21,  190(_;. 
7:1843.  00,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders  to  above  mort.     Aug  20.     Aug  21,  1900.     7:1843.  

Sperling,  Perry  to  N  Y  SAVINGS  BANK.  147th  st,  Nos  290  and 
292,  s  s,  100  e  8th  av,  2  lots,  each  37.0x99.11.  2  morts,  each 
.'(!3(.),0U0.     5  years,   57f.     Aug  23,   HM)0.      7:2032.  00,0(X) 

Sobel  &  Kean,  a  corporation,  to  Wjlson  M  Powell.  lOSth  st, 
n  s,  95  e  Manhattan  av,  75x100.11.  Agreement  as  to  release  of 
priority  of  mortgage.     Aug  22.     Aug  23,   1900.     7:1844.  nom 

Somers,  Lizzie  M  wife  of  Thomas  F  to  The  METROPOLITAN  SAV- 
INGS BANK,  90th  st.  No  12,  s  s,  100  w  Central  Park  West,  25x 
KIO.S.      5   years,   5%.      Aug  23,   1900.     4:1209.  15,000 

Sefton,  Louis  P  with  Cath  E  Sefton.  74th  st.  No  104  West, 
Agreement  as  to  monies,  mortgage,  &c,  with  conveyance  of 
property   above.'    Jan  24,   190(i.      Aug  23,   1900.  4:1145.  nom 

Terry,  Danl  G  to  Rebecca  H  Wylie.  134th  st.  No  203,  n  s,  (j5 
w  7th  av,  17.8x71.9.  P  M.  Aug  10,  3  years,  5i^%.  Aug  17, 
1900.     7:1940.  5,750 

United  Boroughs  Realty  Co  to  whom  it  may  concern.  Consent  of 
stockholders  to  mortgage  property  in  Queens  Co.  Aug  9.  Aug 
17,    190().  

Von  Maur,  Emil  to  George  Ehret.  9."d  st.  No  325,  n  s,  350  e  ■2d 
av,  25x100.8.  P  M.  Prior  mort  $8,(X)0.  Aug  20,  1  year,  5%. 
Aug  21,  1900.     5:1550.  3,000 

Wolburg,  Annie,  Brooklyn,  N  Y,  with  Emily  Macduff.  5th  st, 
Nos  300  and  3(J8  East.  Extension  mort.  Feb  20,  1000.  2:440. 
Corrects  error  in  issue  of  March  3,  when  street  Nos  were  300 
and  208.  nom 

Weber,  Caroline  M  S  to  Annie  Diehl.  29th  st.  No  214,  s  s,  2.35  e 
3d  av,  25x98.9.  Aug  17,  due  Aug  1,  1911,  G%.  Aug  21,  1900. 
3:909.  5,000 

Weiss,  Morris  L  to  Moritz  Klein  and  Saml  Gold.  3d  st.  No  408, 
s  s,  130.1  e  Goerck  st,  45.4x77x45x82.9.  P  M.  Prior  mort 
$10,215.25.  Aug  1,  due  March  20,  1907,  G%,  Aug  23,  1900. 
2:35(j.  5,000 

Wallenstein,  Lazar  to  Pincus  Lowenfeld  and  ano.  30th  st.  No 
453,  n  s,  72  e  10th  av,  28x98.9.  Building  loan.  July  11,  1  year, 
(>%.     July  17,   1900.     3:734.  15,000 

Same  to  same.  Same  property.  P  M.  July  11,  1  year,  0%.  July 
17,  1900.  3:7.34.  Corrects  error  in  issue  of  July  21,  when 
size  of  lot  was  irregular.  3, .500 

Weil,  Carrie  J  to  Eberhard  Faber.  113th  st,  Nos  130  and  138,  s 
s,  17.5  e  7th  av,  2  lots,  each  27x100.11.  2PM  morts,  each 
$12,0(Xl.  2  prior  morts  aggregating  $47,000.  Aug  15,  3  years, 
0%.     Aug  IS,  1900.     7:1822.  24,000 

Wexler,  Isidor  and  Herman  Posner  to  Julius  Israel  and  ano. 
Monroe  st.  No  1.54,  s  s,  112.0  e  Clinton  st,  25x99.4x25.4x99.4. 
P  M.  Prior  mort  $28,000.  Aug  15,  5  years,  G%.  Aug  22.  190G. 
1:258.  13,000 

Wolf,  Jacob  to  Saml  Rosenberg.  Lewis  st.  No  03,  w  s,  100  s 
Rivington  st.  25x100.  P  M.  Aug  20,  due  Aug  20,  1908,  0%, 
Aug   22,    1900.      2:328.  1,500 

Wittner,  Joseph  and  Sigfried  to  Jonas  B  Kissain.  9th  av,  Nos 
129  and  131,  n  w  cor  18th  st,  Nos  403  to  407,  runs  n  47.4  x 
w  1(I0..S  X  n  44.8  x  w  25  x  s  92  x  e  125*  to  beginning.  Aug  22, 
1900,    1   year,   0%.     3:71G.  5,000 


Winsloy/  Realty  Co  to  TITLE  INS  CO  of  N  Y.  17Gth  st  (proposed), 
s  s,  144  w  Amsterdam  av,  3  lots,  together  in  size  131x99.11.  3 
morts,  each  $3i,000.  Aug  22.  Aug  23,  1900.  3  years,  5%. 
8:2132.  111,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  mort  dated  Aug  22.     Aug  22,     Aug  23,  1906,     8:2132. 

Winslow  Realty  Co  to  TITLE  INS  CO  of  N  Y.  170th  st  (pro- 
posed), s  s,  144  w  Amsterdam  av,  2  lots,  each  43.(jx99.11.  2 
certificates  as  to  consent  of  stockholders  to  2  morts,  dated  Aug 
22,   Aug  22.      Aug  23,   liKMi.      S:2132.  

Waldman.  Mayer  D  to  Sophia  Mayer.  S9th  st,  No  220,  s  s,  210 
e  3d  av.  2.5x100.8.  P  M.  Aug  22,  installs,  6%,  Aug  23,  190G. 
5:1.534.  8,250 

Wilchinsky,  Henry  to  Hunterdon  Realty  &  Construction  Co.  Mont- 
gomery st,  Nos  39  and  41,  e  s,  .89.9  s  Madison  st,  runs  e  7,5 
X  s  11,0  X  e  2  X  s  28. (i  x  w  78.2  to  Montgomery  st  x  n  40  to 
beginning.  Prior  mort  $20,750.  Aug  17,  1900,  due  April  1, 
1!.>07,.(;%.      1:2(5.8.  18,(100 

Wilson,  Max  S  A  to  Isaac  Gingold.  K.ilth  st,  Nos  448  and  450, 
s  s,  27.5  e  from  w  s  Amsterdam  av,  runss  112.4  x  e  .5(.>  x  n 
112.4  X  w  50  to  beginning.  Aug  10,  3  years,  ii%.  Aug  18,  1900, 
8:2110.  14,000 

Zlotchin,  Isaac  to  Jonas  Weil  and  ano.  Allen  st.  No  132,  e  s, 
127.9  s  Rivington  st,  24.8x87.0.  P  M.  Prior  mort  $21,6(X). 
Aug   10,  3  years,  0%.     Aug  17,   1900.     2:415.  7,050 

Zerban,  Mary  C  to  Henry  Meyer.  Lenox  av.  No  334,  e  s,  50.6  s 
127th  st,  1(5.8x85.     Aug  15,  5  years,  6%.     Aug  17,  1900.     0:1724. 

5,000 

Zinkin,  Sophie  R  and  Morris  Zelecaw  to  Annie  Goldblatt,  97th 
st.  No  105,  n  s.  125  e  Park  av,  2.5x100.11.  P  M.  Aug  20,  in- 
stalls, 07f.     Aug  21,   19(.)15.     0:1025.  2.000 

BOHGUeH    OF   THE   BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 
new  Annexed  District   (Act  of  1895). 

Arch  Realty  Co  to  Mary  A  Balfe  et  al  exrs  Jas  M  Wentz.  Inter- 
vale av,  s  s,  57.4  n  from  e  s  Kelly  st,  runs  s  e  80.3  x  s  18.8  x 
e  29.11  X  n  18.10  x  e  10.4  x  n  25  x  e  10.4  x  n  25  x  e  18.1  x  n 
7.2  .X  n  w  8(J  to  av  X  s  w  lOO.  Certificate  as  to  consent  of 
stockholders  to   mort.      Aug  15.      Aug  22,   1900.      10:270(5.         

Arch  Realty  &  Construction  Co  to  Mary  A  Balfe  et  al.  Intervale 
av,  s  s,  57.5  n  Kelly  st,  runs  s  e  80.3  x  s  18.8  x  e  29.11  x  n 
18.1(*  X  e  10.4  X  n  2.5  x  e  10.4  x  n  2.5  x  e  18.1  x  n  7.2  x  n  w 
SO  to  Intervale  av  x  s  w  100'  to  beginning.     Aug  15,  due  Feb  15. 

1907,  G'/r.     Aug  22,   1900.     11:2700.  07.500 
Andrews,    Walter   E    to   Alice   Titus.      Plot   begins   at   point    in   line 

bet  lots  44  and  42  at  point  2.5  n  from  line  bet  lots  44  and  39, 
runs  e  100  x  n  50  x  w  100  x  s  .50  to  beginning,  being  lot  44  map 
Fairmount.  P  M.  Aug  22,  1906,  due  April  1,  1908,  5%. 
11:2945.  1,000 

Braun,  Fredk  to  Carl  Rathemacher  exr  Anthony  Oechs,  Morris 
av.  n  e  cor  l(i3d  st,  25x100.  P  M.  Aug  21,  2  years,  4%%. 
Aug  22,    19(J(5.     9:2423.  3,000 

Same  to  same.  Morris  av,  s  e  cor  164th  st,  25.4x100x17.9x100.3. 
P  M.     Aug  21,  2  years,  4^%.      Aug  22,   19O0.     9:2423.  -         2..520 

Same  to  same.  Morris  av.  s  w  cor  104th  st.  97. 10x110x10,8. llx 
110.7.     P  M.     Aug  21,  2  years.  4i^%.     Aug  22,  1900.     9:244(i.  9,000 

Same  to  same.  Grant  av,  s  e  cor  l(54th  st,  119.9xl(JOxl08.11x 
10(1.0.     P  M.     Aug  21,  2  years,  4Vz%.     Aug  22,  1900.    9:2440.  9.0(X) 

Brown,  John  and  Elias  Lapin  to  Rochland  Realty  Co.  St  Anns 
av,  s  w  cor  145th  st,  99.9x149.6.  Prior  morts  $115,000.  Aug 
17,  due  Sept   1,   1907,   67c.     Aug  22,   1900,     9:2271.  7, .500 

*Brennan.  Michl  to  Percy  S  Dudley.  Harrington  av.  n  s.  2.5  w 
Cornell  av,  2.5x100.     P  M.     Aug  14.  3  yrs.  5%.    Aug  21.  1900.     350 

*Beatty,  Isabella  with  Martha  A  Arnow.  Columbus  av,  n  s,  20  e 
Washington  st,  25xl0(->.  Extension  mort,  June  1.5.  Aug  17, 
KHJO.  nom 

*Bacon  or  Bacom,  Thomas  J  to  Joseph  J  Gleason.  173d  st.  e  s, 
456  s  Gleason  av,  50x100.  2PM  morts,  each  $495.  Aug  18,  3 
years,  57t,.     Aug  20,   1906.  9!)0 

*Brennan,  Peter  to  Percy  S  Dudley.  Cornell  av,  e  s,  and  being 
lot  212,  43.3xllO.0x29xlOS.ll.  P  M.  Aug,  14,  3  years,  5%. 
Aug   21,    1900.  .  500 

*Baxter.  Albert  S  to  Percy  S  Dudley.  Ft  Schuyler  road,  e  s,  25.5 
s  Dudley  av,  25.5x78x25x114.7.  P  M,  Aug  14,  3  years,  5%. 
Aug  21,   1900.  300 

Baker,  Garniss  E  to  Geo  E  Buckbee.  Grand  Boulevard  and  Con- 
course, No  2440,  e  s,  149.10  n  187th  st,  runs  e  33.2  x  e  136.4 
X  n  75.2  x  w  130.2  x  w  27.3  to  Concourse  x  s  75  to   beginning. 

P  M.     Prior  mort   $ .     Aug  16,   2  years,  6%.     Aug  21,   1900. 

11:3100  and  31.52.  1,250 

Bronx  Home  Realty  Co  with  Estate  Settlement  Co.  Grant  av, 
e  s,  32  s  lotjth  st,  3.5(1x1(10.  Subordination  agreement.  Aug 
17.      Aug  23,   I'.KKi.     9:2448.  nom 

*Breihof,  Mary  to  Geo  De  Silva,  12th  st,  n  s,  180  e  Av  C,  25x 
108,    Unionport.      P   M.      Aug   15,   2   years,   (i%.      Aug   17,    190(5. 

1,2.50 

Burns,  James  to  Edwd  Schultz.  Intervale  av.  No  1298,  e  s,  05.8 
s  Freeman  st,  runs  e  38.10  x  n  3  x  e  17.8  x  s  25  x  w  74.7  to  av, 
X  n  20.7'  to  beginning.     Prior  mort  $5,000.     Aug  16,  due  Aug  31, 

1908,  6%.      Aug   17,    190(5.      11:2974.  2,000 
Carrucci,    Chechchina   I   to  TITLE   GUARANTEE  AND  TRUST  CO. 

Belmont  av,  s  w  cor  187th  st,  100x25,  due,  as  per  bond.  Aug 
17,   1906.      11:3074.  12,000 

Callahan,  Thomas  to  BRONX  BOROUGH  BANK.  174th  st,  n  s, 
95.7  e  Bathgate  av,  20x100,  Aug  20,  1900,  due  Dec  20,  1006. 
67f,.     11:2922.  6,000 

*Carroll,  Catherine  to  Annie  R  Daily.  4th  st,  s  e  s,  220  n  e 
Union  av,  18.11x99.11x17. 4xl(K),  Westchester.  Aug  18,  3  years, 
67o.     Aug  20,  1900.  1,700 

Carlin,  Cath  E  to  Julius  Wolf.  Lot  143  map  Mt  Eden,  IS.llx 
11.10x05.5,  triangular  parcel.  P  M.  Aug  18,  2  years,  ,5%.  Aug 
20,    1900.      11:2.837.  375 

*Carlson,  Charles  M  and  Charles  J  to  Chas  Dettner.  Columbus 
av.  s  s,  187  w  Unionport  road,  25x100.  Aug  21,  due  Jan  1, 
1910,57c.     Aug  22,  .1900.  3,500 


The  text  of  these  sages  is  copyrighted.     All  rights  are  reserved.       Notice  is  hereby  given  that  infringement  will  lead  to  prosecutloii. 
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Crowloy,  Wm  to  Scrah  T  Ford.  Prospect  av.  late  Taylor  av,  s 
e  s,  bet  ISTth  st  aud  ISOth  &t,  an  being  lot  1(30  map  Belmont 
Village,  lOOxlOa.  P  M.  Aug  20,  o  years,  —'/c.  Aug  21,  laOG. 
11:^115.  u.TOO 

*Caldarelli,  Gennaro  to  Joseph  Schmid.  228th  st,  n  s,  100  e  4th 
St,  05x114,  Wakefield.  P  M.  Prior  mort  $2,000.  Aug  20,  3 
years,   0%.     Aug  21,  1906.  500 

*Costar,  George  to  Percy  S  Dudley.  Dudley  av,  n  w  cor  Mapes 
av,  50.tl00;  Mapes  av,  w  s,  100  n  Dudley  av,  50x100-  P  M. 
Aug  14,   3  years,   5%.     Aug  21,   lOOti.  1,950 

*Cahill.  Edward  J  to  Chas  P  Hallock.  Lincoln  st.  e  s,  100  s 
JMorriij   Park  av,  25x100.     Aug  23,   190G,  3  years,  5%%.  3,000 

Delaney,  Peter  to  Central  Brewing  Co  of  N  Y.  Riverdale  av,  n  e 
cor  230th  st.  Saloon  lease.  July  31,  demand,  0%.  Aug  23, 
1906.      13:3406.  ^  900 

Davis,  Eliphalet  L  to  Joseph  H  Jones.  Ogden  av,  e  s,  75  n  16Cth 
st,  runs  e  1U4.7  x  n  75  x  e  1.5  xn50xe9xn50xw  115  to 
av  X  s  175  to  beginning.  P  M.  Prior  mort  $12,450.  Aug  20, 
3  years,  O'i.     Aug  21,  1906.     9;2514.  3,550 

Diller,  Wm  E  to  Isaac  Metzger.  Walton  av,  e  s,  at  n  s  165th  sj^, 
runs  e  244.2  to  w  s  Grand  Boulevard  and  Concourse  x  n  209.2 
x241.1  to  e  s  Walton  av  x  s  211.5  to  beginning.  Prior  mort 
$35,000.  July  19,  due  July  1,  1908,  6';.  Aug  22,  .  1906. 
9:2472.  40.500 

Davis,  John  to  Harris-  Bernstein.  Washington  av,  e  s,  bet  16Sth 
and  169th  sts,  e  s,  75  s  from  line  bet  lots  56  and  57  map  Mor- 
risania,  runs  e  110.11  x  s  —  x  w  116.9  to  av,  x  n  119.11,  being 
part  lot  56  same  map.  P  M.  Prior  mort  $84,000.  Aug  13,  1 
year,  6%.     Aug  22,   19U6.     9:2373.  20,000 

Dawson  Realty  Co  to  Richd  S  Collins.  Wales  av,  s  e  cor  Daw- 
son st,  runs  s  277.6  x  e  100  x  n  60.2  x  n  e  137.6  to  st,  x  w 
195.10  to  beginning,  except  part  for  st  and  av.  June  30,  1  year, 
67<j.     Aug  17,  1906.     Re-recorded  from  June  30,  1906.     10:26.54. 

100,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     June  29.     Aug  17,  1906.     10:2654.       

♦Easter,  W  Stanley  to  Edward  Baer.  Lots  99  to  103  map  of  lots 
of  Duchess  Land  Co  according  to  map  Benson  estate,  Throggs 
Neck.      Aug  17,   2  years,  5'yc.     Aug  IS,   1906.  4,500 

*Esch,  Geo  P  to  Percy  S  Dudley.  Harrington  av,  s  s,  170.6  e  Ft 
Schuyler  road,  100xll4.5x — xl24.6.  P  M.  Aug  14,  3  years, 
5%.     Aug  21,  1906.  2,280 

*Farrelly,  Mary  E  to  Percy  S  Dudley.  Ft  Schuyler  rd,  e  s,  51  n 
Harrington    av,    51x124.11x50x110.2.      P    M.      Aug   14,    3    years. 


5%.     Aug  23,   1906. 


1,700 


♦Feehan,  John  to  THE  MT  VERNON  TRUST  CO  et  al  trustees 
estate  of  Susan  A  Penfleld.  242d  st.  n  w  cor  Disbrow  pi,  50x 
100x50x105.  P  M.  Aug  15,  due  Aug  3,  1909,  57c.  Aug  23, 
1906.  1,137 

French,  Ellen  H  to  An  Assoc  for  thfe  Relief  of  Respectable  Aged 
Indigent  Females  an  City  N  Y.  162d  st,  s  s,  211.7  e  Prospect 
av,  5x111. 9x — X — ;  162d  st,  s  s,  216.7  e  Prospect  av,  25x — x 
20.10x111.9.     Aug  23,  1906,  due  Oct  23,  1908,  5%.     10:2690.     500 

*Fisher,  Chas  H  to  Ella  T  Townsend.  Kingston  av,  s  w  cor 
Walnut  st,  100x100,  East  and  Weschester.  Aug  18,  3  years, 
6%.     Aug  21,   1906.  700 

*Fieder,  Frederick  W,  Jr,  to  Chas  H  Graham.  West  Farms  rd, 
n  s,  abt  314  w  Bronx  Park  av,  107.3xlOSx— xOO.4.  Aug  IS,  due 
Aug  15,   1910,  5%.     Aug  22,   1906.  17,o00 

*Frank,  Eliz  to  Mary  A  Costello.  224th  st  (10th  av),  s  s,  280  w 
4th  av,  25x114,  Wakefield.  P  M.  Prior  mort  $4,500.  Aug  15, 
installs,   67c.      Aug  20,   1906.  \fy^ 

Fierman,  Annie  to  Marie  L  Mead.  Lorillard  pi.  No  44,  w  s,  78.6 
s  188th  st,  25x90.     P  M.     5  years,  57<j.     Aug  17,  1906.     11:3056. 

7,000 

Grossman,  Saml  and  Martin  to  Ignatz  Rosenbaum.  Brook  av, 
n  e  cor  135th  st,  40x100.  Aug  15,  3  years,  5%.  Aug  18,  1906. 
9:2263.  34,000 

Same  tp  same.  Brook  av.  e  s,  40  n  135th  st,  40x100.  Aug  15.  3 
years,  5%.     Aug  18,   1906.     9:2263.  26,000 

Same  to  same.  Brook  av,  e  s,  80  n  135th  st,  40x100.  Aug  15,  3 
years,  57c.     Aug  IS,  1906.     9:2263.  26,500 

Same  to  same.  Brook  av,  e  s,  40  s  136th  st,  40x100.  Aug  15,  3 
years,  57<.     Aug  18,   1006.     9:2263.  27,500 

Same   to   same.      Brook  av,  s  e   cor  136th  st,  40x100.     Aug  15,  3 


years,  59c.     Aug  18,  1006.     0:2263. 


36,000 


Gilbert,  Benj  T  to  Henry  W  Green.  3d  av,  w  s,  162.2  s  178th  st, 
54.1x114.5x54x112.5;  3d  av,  old  w  s,  216.4  s  178th  st,  old  line, 
runs  w  120  x  s  50  x  e  12]  x  n  50.  Aug  16,  due  July  25,  1908, 
67c.     Aug  IS,  1906.     11:3043.  10,000 

*Gorton,  Sadie  M  to  East  Borough  Impt  Co.  Plot  begins  240  e 
White  Plains  road  and  375  n  Morris  Park  av,  runs  e  100  x  n  25 
X  w  100  x  s  25  to  beginning  right  of  way  to  Morris  Park  av. 
Aug  16,  due  July  10,  1909,  67c.     Aug  18,  1906.  1,800 

*Grossmann,  Adelina  to  Percy  S  Dudley.  Dudley  av,  n  s.  109.6 
w  William  st,  125x.55.9xl26.6x34.6.  P  M.  Aug  14,  3  years.  57c. 
Aug   17,   1906.  900 

*Giamporcaro  Isabella  and  Annie  New  to  Martin  J  Browne. 
10th  st,  n  s,  205  w  Av  D,  200x108,   Unionport.     P  M.     Aug  17, 


1900,   3   years,   57c. 


5,800 


*Gass,  Frank  to  Isaac  Butler.  Virginia  av,  w  s,  88  s  Water  st, 
50x101.3.     Aug  16,  3  years.  6%.     Aug  17,  1906.  3,000 

Griffin,  John  D  to  Milton  Realty  Co.  St  Anns  av,  e  s,  300  s  1.56th 
st,  75x90.     P  M.     Aug  15,  2  years,  67o.     Aug  21,  1906.     10:2617. 

7,000 

Green,  Anna  E  and  Louis  and  Sophia  Hartung  to  Jacob  Janss. 
Perry  av,  w  s  910.4  s  Old  road,  25x100.  Aug  22,  1906,  3  years, 
5%.     12:3343.  5,.500 

♦Graff,  Chas  D  to  David  F  Hanigan.  229th  st,  s  s,  305  e  4th  av, 
100x114,  Wakefield.     P  M.     Aug  14,  3  years,  67c.     Aug  21.  1906. 

2.200 

Heittler,  Jacob  to  Lion  Brewery.  Washington  av.  No  1570. 
Saloon  lease.  July  9,  demand,  67c.  July  17;  1906.  11:2912. 
Corrects  error  in  issue  of  July  21,  when  amount  of  mort  was 
$7,000.  3,500 

Hoguet,  Elizabeth  H  to  John  E  Murgatroyd.  202d  st,  e  s,  125  e 
Webster  av,  25x100.  P  M,  Aug  22,  5  years,  —%.  Aug  23,  1906. 
12:3330.  4.000 

Howard,  Michl  D  and  Geo  H  Bassett  with  Estates  Settlement  Co. 
Grant  av,  e  s,  32  s  166th  st,  350x100.  Subordination  agree- 
ment.    Aug  17.     Aug  23,  1906.     9:2448.  nom 

Hume,  John   C   to  Geo  McCauslan.     Loring  pi,  w   s,  bet   Hampden 


st  aud  Kordham  roui  and  at  n  line  lauds  now  or  formerly  H  E 
U  Jackson,  runs  w  119.8  x  n  35x— x35.  Prior  mort  .>5,56  >. 
Aug   10,    1   year,  6,i.      Aug  21,    1906.      11:3225.  l.oOO 

Hanson,  Sarah  to  Rafael  D  de  la  Cartina.  Briggs  av,  n  w  s, 
202.4  n  e  lUSth  st,  25x100.  July  24,  due  July  1,  1009,  57c  Aug 
20,   1906.      12:3302.  5,000 

Hanson,  Sarah  to  E  S  Prince  Co.  Briggs  av,  n  s,  202.4  e  198th 
st,  25x100.  Prior  mort  $5,000.  Aug  18,  demand,  —%.  Aug 
20,    1906.      11:3302.  894.70 

*Hillquist,  Morris  to  G  Arnold  Moses.  215th  st,  n  s,  180  e  4th 
av,  25x114,  Wakefield,  P  M.  Aug  14,  3  years,  67c.  Aug  17, 
1906.  500 

♦Same  to  John  H  Rogan.  215th  st,  n  s„  155  e  4th  av,  25x114. 
P   M.      Aug   14,   3   years,   6%.      Aug  17,   1906.  650 

♦Same  to  same.  215th  st,  n  s,  105  e  4th  av,  25x114,  same  map. 
P  M.     Aug  14,  3  years,  67c.     Aug  17,  1906.  680 

♦Same  to  same.  21oth  st,  n  s,  130  e  4th  av,  25x114.  P  M.  Aug 
14,  3  years,  67c.     Aug  17,   1906.  U70 

Harty,  James  to  TITLE  GUARANTEE  AND  TRUST  CO.  Dawson 
st.  No  10(5,  n  s,  213.3  n  e  Prospect  av,  runs  n  w  110.11  x  n  e 
13.6  X  e  13.7  x  s  e  110.5  to  st,  x  s  w  25  to  beginning.  Aug  16, 
due,   &c,   as  per   bond.      Aug   17,   1906.      lU:2GSi.  4,UO0 

♦How,  Eliz  P  wife  of  J^ucius  W  to  DOLLAR  SAVINGS  BANK' of 
City  N  Y.  South  Chestnut  Drive,  —  s,  lot  139  amended  map 
Bronxwood  Park,  46.4x97. 8.x45x87.6  w  s;  lot  140  same  map,  40x 
87.6x40x65.7  w  s.  Aug  16,  due  June  1,  1907,  57b.  Aug  17, 
1906.  4,500 

Harris,  Benj  and  Mary  Timble  to  Henry  H  Jackson  et  al  exrs  Pe- 
ter H  Jackson.  Tinton  av,  w  s,  100  s  152d  st,  2  lots,  each 
37.6x100.  2  P  M  morts,  each  $25,0U0.  Aug  16,  5  years,  5%7o. 
Aug    IS.    1906.      10:2653.  50,000 

lacapraro,  Clorinto  and  Alfredo  to  Giuseppe  Tacinelli  and  ano. 
150th  st,  No  539,  n  s,  295.3  e  Morris  av,  25xllS.5.  P  M.  Aug 
14,   3  years,   5i4Vb.     Aug  17,   1906.     9:2410.  5,500 

Israel,  Minnie  and  Gertie  M  Holtzman  to  Leopold  Jonas.  St 
Anns  av,  No  158,  s  e  cor  135th  st,  2O.'cS0.  P  M.  Prior  mort 
$13,500.     Aug   15,  3  years,  6Vc.     Aug  23.   1906.      10:2547.       3,350 

♦Jodice,  Fanny  to  Giuseppe  Cirille  and  ano.  1st  av,  e  s,  north 
half  of  north  halt  lot  41  map  Olinville,  25x100.  P  M.  Aug  15, 
3  years,  5H7c.     Aug  23,   1906.  500 

♦Same  to  same.  1st  av,  e  s,  south  half  of  north  half  lot  41  same 
map,  25xlu0.     P  M.     Aug  15,  3  years,  5i^Vc.     Aug  23,   1900.     500 

Johnson,  Ellen  to  Amalia  Pirk.  Decatur  av,  w  s,  175.4  n  l95th  st, 
runs  n  w  127.2  x  n  e  30.11  x  s  e  22.9  x  s  w  1.2  x  s  e  99.3  to 
av,  X  s  25  to  begmning.  P  M.  Prior  mort  $ .  Aug  16,  in- 
stalls,   67c.      Aug   17,    1906.      12:32S3.  1,500 

Jenkins,  Benj  D  to  Fredk  Walter.  Southern  Boulevard,  w  s,  25  n 
Crotona  Park  E,  late  Pentold  av,  25x100.  P  M.  Prior  mort 
$5,000.     Aug  16,   2  years,  67i,.     11:2942.  3,000 

Kandell,  Saml  and  Abraham  Weisman  to  Samuel  Grossman  et  al. 
Brook  av,  s  e  cor  136th  st,  40x100.  P  M.  Prior  mort  $36,000. 
Aug  17,  3  years,  67c.     Aug  18,  1906.     9:2263.  '  16,000 

Same  to  same.  Brook  av,  e  s,  40  s  136th  st,  40x100.  P  M.  Prior 
mort   $27,500.     Aug   17,   3   years,  6%.      Aug  IS,   1906.      9:2263. 

12,500 

Same  to  same.  Brook  av,  u  e  cor  135th  stt,  40x100.  P  M.  Prior 
mort  $34,000.     Aug  17,  3  years,  67o.     Aug  18,  1906.     9:2263. 

18,000 

Same  to  same.  Brook  av,  e  s,  40  n  13oth  st,  40x100.  P  M.  Prior 
mort  $26,000.     Aug  17,  3  years,  67o.     Aug  18,  1906.     9:2263. 

14,000 

Kandell,  Saml  and  Abraham  Weisman  to  Saml  Grossman  et  al. 
Brook  av,  e  s,  80  n  135th  st,  40x100.  P  M.  Prior  mort  ?26,- 
50U.     Aug  17,  3  years,  (K/c-    Aug  18,   1906.     9:2203.  13,500 

♦Kelly.  Katherine  to  Percy  S  Dudley.  Dudley  av,  n  w  cor  George 
st,   25x100.     P  M.     Aug  14,  3  years.  57c.     Aug  23,   1906.  600 

Leitner,  Jacob  with  City  Mortgage  Co.  156th  st,  s  s,  extends 
from  Fox  st  to  Southern  Boulevard,  — xlOO.  Subordination 
agreement.      Aug   16.      Aug   23,    1006.      10:2720.  nom 

Londergan,  John  to  Wm  P  Williams  trustee  for  Mary  L  Hill- 
house.  Jerome  av,  e  s,  548,4  s  Gun  Hill  road,  50x100.  Aug  14, 
2   years,   57c.      Aug   23,    1906.      12:3327.  3,818.75 

Lonergan,  James  J  to  Wm  P  Williams  trustee  lor  Mary  L  Hill- 
house.  Jerome  a\,  e  s,  498.4  s  Gun  Hill  road,  50x100.  Aug  14, 
2   years,   57c.      Aug   23,    1906.      12:3327.  3,818.75 

♦Levinstein,  Fannie  with  Francesco  Gibbia.  5th  av,  s  w  cor  221st 
st,  40x105.     Extension   mort.     Aug  17.     Aug  18,   1906.  nom 

♦Levy,  Henry  to  Thos  D  Weberley  et  al  exrs  estate  of  Edward  L 
Card.  5th  st,  s  s,  305  w  4th  av,  50x114,  Wakefield.  Aug  13,  2 
years,   57c.     Aug  17,   1906.  2.000 

Lord,  Hessie  C  to  David  A  Tower  and  ano.  Anthony  av,  No  2184, 
e  s,  abt  250  n  ISlst  st,  25x130.  July  31,  3  years,  — %.  Aug 
18,   1906.     11:3157.  5.000 

Malone,  Rose  V  to  Edward  B  Teichman.     Buchanan  pi,  s  w  s,  130.1 

■  s  e  Aqueduct  av,  runs  s  100  x  n  w  21.6  x  n  e  25  x  n  w  3.6  x  n 
e  75  to  Buchanan  pi,  x  s  e  25  and  all  title  to  strip,  25.x3.6.  Aug 
10,   2   years,  hyj^/c.      Aug   17,   1906.      11:3208.  1,200 

McKeou,  Hugh  to  Annie  D'Ambra.  20oth  st,  n  s,  bet  Concourse 
and  Mosholu  Parkway  S,  and  being  lot  531  map  land  Geo  F  and 
Hy  B  Opdyke.  25.11x124.9x25x131  w  s.  P  M.  July  31,  2  years, 
67...      Aug   IS,    1906.      12:3312.  750 

Same  to  same.  205th  st,  n  s,  between  Concourse  and  Mosholu 
Parkway  S,  and  being  lot  530  map  — ,  25.2x131x25x134.3  w  s. 
P  M.     July  31,  2  years,  67c.     Aug  IS,   1906.     12:3312.  750 

♦Moffett,  Annie  C  to  Isabella  Beatty.  Van  Nest  av,  h  s,  32.6 
e  White  Plains  road,  12.6x100,  Hunt  estate.  Prior  mort  $1,000. 
Aug  17,  5  years,  67c.     Aug  18,  1906.  1,000 

McFerran,  James  to  John  M  Hart.  147th  st,  n  e  s,  80  s  e  Rob- 
bins  av,  75x79.  July  20,  due  Jan  20,  1907,  67c.  Aug  20,  1906. 
10:2579.  7,000 

♦Mohme,  Louise  to  Van  Loan  Whitehead  and  ano  exrs  Caroline 
H  Sperry.  St  Lawrence  av,  w  s,  50  s  Merrill  st,  25x100.  Aug 
20,  1906,  3  years,  67c.  2,500 

♦Mogilesky,  Abraham  to  Cath  C  Hill.  222d  st,  n  s,  ISO  e  White 
Plains  av,  25x114,  Wakefield.  P  M.  Aug  17,  4  years,  6%.  Aug 
18,   1906.  6,000 

♦Mulqueen,  John  N  to  Ernest  R  F  Serfling  229th  st.  s  s,  130  e 
5th  av  (formerly  st),  25x114,  being  part  of  lot  129  map  Wake- 
field.    April  1!>,  3  years,  57"c.     Aug  22,   1906.  600 

Mayer.  Frank  X  to  Leon  G  Losere.  161st  st,  s  s,  200  w  Elton 
av.  .50.x65.  Aug  17,  due  Sept  1,  1907,  67o.  Aug  21,  1906. 
9:2382.  500 
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Nicholson,  Edward  to  TITLE  GUARANTEE  &  TRUST  CO.  Tre- 
niont  av,  n  e  s.  152.9  n  w  Marmion  av.  50x100. 4x.'i0xl90.5.  Auk 
20.  due,   &c.  as  per  bond.     Avis  21.  1006.     11:3107.  7.000 

*Nathan,  Marcus  to  Recent  Realty  Cn.  Main  st,  e  s,  OS. 9  n 
Eastchester  road.  25x95.  P  M.  Aug  20,  3  years,  5%.  Aug  21. 
1900.  2  000 

Northwestern  Realty  Co.  Nathan  Mayer.  Fleischmann  Realty  & 
Construction  Co.  LAWYERS  TITLE  INS  &  TRUST  CO.  Henry 
R  Wood.  ROCHESTER  TRUST  &  SAFE  DEPOSIT  CO.  Meyer  M 
Ganz.  Cornelius  Daniels,  Isidor  Teitelbaum.  Sadie  Mayer  and 
Lawyers  Mortgasre  Co.  each  with  the  other.  140th  st.  n  s.  300 
e  St  Anns  av.  200x95.  Agreement  as  to  correction  of  descrip- 
tion of  property  in  5  morts  dated  June  20-  1905,  and  subordina- 
tion  agreement.   &c.      July  31.      Aug  22,    1900.      10:2552.  nom 

*Nicols.  Cheney  B  to  Fridolin  Weber.  Hobart  st,  w  s,  395  n 
KiT^rsbridge  road,  50x100.  P  M.  Aug  1,  3  years,  5%.  Aug  21, 
1900.  800 

*0'DriscoII,  Ellen  C  to  Percy  S  Dudley.  William  st,  e  s,  125  n 
Dudley  av.  ,09.6x100.11x75.9x100.  P  M.  Aug  14,  3  years,  5%. 
Aug  17,   1906.  1500 

♦Pfeiffer,  Peter  J  to  Lina  Schrader.  2d  av.  w  s.  87  n  224th  st, 
25x105,  being  part  lot  1125  map  Wakefield.  Aug  22,  5  years. 
5%.      Aug   23,    lOOfi.  2.500 

*Packer,  Benj  and  Freda  Baum  to  Emma  A  Bedell.  Union  av. 
s  w  s.  80.8  s  e  5th  st.  27.10x100,  Westchester.  P  M.  July  20.  3 
years    5M%.     Aug  21.   1906.  2  200 

*PodPszwa.  Adam  to  Helen  Le  R  Pearsall.  226th  st,  n  s,  105 
e  4th  av.  Wakefield.  P  M.  Aug  21,  3  years,  5i^%.  Aug  22. 
1906.  3.000 

Paschke.  Fredk  to  Caroline  Stahlberg.  179th  st.  n  s.  bet  Bryant 
av  and  Boston  road,  and  being  lot  11  map  West  Farms.  40x 
115  r,x40x1 16.3.  except  part  for  St.  P  M.  Aug  15,  due  Feb  15. 
1007,  bV2^r.     Aug  17,  1006.     11:3137.  450 

Porcelli,  Seraflno  to  Eliz  K  Dooling.  Arthur  av,  e  s,  62  s  ISSth  st, 
58x.S2  6.     Aug  17.  3  years,  5%.     Aug  18.  1906.     11:3077.  7.000 

*Rosenherg.  Michael  V  to  Harry  Bick.  Madison  St.  w  s,  100  n 
Columbus  av,  25x100.  Aug  16,  due,  &c,  as  per  bond.  Aug  17. 
1906.  850 

*Rachell.  Theresa  and  Georgianna  McDonough  to  Percy  S  Dudley. 
Cornell  av,  e  s,  and  being  lot  229  map  Harrington  estate.  P  M. 
Aug  14.  3  years.  .59?,.     Aug  23.   1006.  350 

Realty  Operating  Co  with  City  Mortgage  Co.  Brook  av.  e  s.  330.3 
u  169th  st,  174x100.5.  Subordination  agreement.  Aug  20.  Aug 
23.    1906.      11:2804.  nom 

Rothermel,  Albert  to  Edw  M  Burghard.  Tiffany  st.  s  w  cor  Whit- 
lock    av.    100x—xll5. 4x507.      P    M.      Prior    mort   ?27,50O.      Aug 

20.  1   year.   CTr.     Aug  21.   1006.      10:2732.  26  000 
Same   to  John  O  Leary.     Same  property.     P  M.     Prior  mort  $19.- 

.500.     Aug  20.   1   yea.'.   6^..     Aug  21,   1906.      10:2732.  8.O0O 

*Reutler.    Dorothy    to    Martin    Lahm    exr    Philip    Lahm.      Theriot 

av.   w  s,   150  n   Gleason   av.  2  lots,   each  25x100,   2  morts,   each 

.WOOO.      Aug  22,    1906.  3   years,   —"r.  8  000 

♦Reynolds,    Michl    M.    Katonph,    N   Y.    to    Mary   Hefele.      12th   st, 

s   s,   35  w   Tremont   av.   100x108,   Unionport.      Aug   16,   2  years, 

6%.      Aug   17,    1906.  l.OOO 

*Rowan,  Wm  A  to  Edgewater  Realty  Co.     Clarence  st,  e  s.  275  s 

Barkley  av,  45x100.  •  P  M.     July  3.  3  years,  5%%.     Aug  20,  1906. 

864.50 
*Schneider.  Nannette  L  to  Addie  A  Sullivan.     22Sth  st,  s  s.  405  e 

4tb    av,    75x114,    Wakefield.      Aug    IS,    demand,    6%.      Aug    23. 

1006.  1,800 

*Si'llivan.    Cornelius   .1   to   Percv   S   Dudley.      Harrington   av,   s   s, 

1?5  w  Cornell  av,  50x90.     P  M.     Aug  14,  3  years,  5%.     Aug  23. 

1906.  550 

*Siegelowitz.   Abraham   to   Land   Co   "B"   of  Edenwald.      Doon  av. 

e   s,  394.4   s   Kingsbridge   road.    75x100,   Edenwald.     P  M.      July 

27.   1   year.   Syo^?-.      Aug  21     1906.  660 

♦Schostak     Alma    to    Jennie    E   Jutten.      Pleasant    av.    No   91.    e    s. 

333.4  s  216th  st,  .33,4x100.  Olinville.     P  M.     Prior  mort  !f2.50O 

Aug  6.   due  July  1.    1900.   fi^„.      Aug  21,    1906.  1,700 

*Stadie.    Henrietta    to    Eleanor    F    O'Connell.      229th    st.    s    e    cor 

Barnp<5   av,   105x114.   Wakefield.      Aug  17,   3  years,   5%%.      Aug 

21,  1006.  4  250 
*Somers.    Wm   to   Maret   Watt.      Classon   av.   w  s,   75.6   n   Tacoma 

St.    25,1x110.11x2.5x112.2.      P    M.      Aug   20,    5   years.    5%.      Aug 

21.  1006.  010 
*Same  to  Wm  Kelleher  nnd  ano.     Classon  av,  w  s.  100.7  n  Tacoma 

st     75.5x102.7x75.5x110.11.      Aug    20,    4    years,    5%.      Aug    21. 
1006.  1.800 

Simerman.  Joseph  to  Robt  Altman.  146th  St.  s  s.  340  w  Brook 
av.  runs  s  100  x  w  60  to  w  s  Mill  Brook  x  n  0.5  x  w  30  x  n 
100  to  146th  st  x  e  85  to  beginning,  and  gore;  146th  st.  s  s, 
4.50  e  Willis  av,  runs  e  —  to  old  s  s  146th  st  x  w  —  x  n  —  to 
beginning    being   land   bet   old   and  new  lines   of  146th   st.      Aug 

22.  1006.    1    year.    6'/-.      9:2?70.  10.000 
*S"l'ivan.   RVhard  to  Eva  L  Fischer.     9th  st.  s  s.  at  line  bet   lots 

ISS  and   100,   rims  s  10S  x  w  100  x  n  108  to  st  x  e  100    being 
part  lot  ISS  map  Unionport.     Aug  8,  3  years,  6%.     Aug  17,  1906, 

1.000 

Shipway.  John  H  and  Chas  M  to  Thomas  Simpson.  141st  st,  n  s. 
275  w  Walnut  av.  runs  n  e  150  x  e  112  8  x  w  72.5  x  s  372,7 
X  e  47.6  to  beginning;  Walnut  av.  w  s,  1.30.5  n  141st  st.  runs 
n  177.4  X  w  242.8  x  s  212  x  e  275,2  to  beginning.  P  M.  Prior 
mort  $35,000.     Aug  10,   1  year,  5%.     Aug  21,  1906.     10:2599. 

20000 

Stern.   Louis   to  Manhattan   Mortgage  Co.     Barretto  st.   e  s.   198.3 
n   165th   st,   75x100.     Due   May  1,   1907,   6%.     Aug  17,  1906. 
10:2726.  50,000 

Schenkman,'Ray  E  to  Henry  Kuntz.  186th  st,  s  w  cor  Southern 
Boulevard,  runs  —  30.4  x  w  113,2  x  n  108.6  to  beginning;  186th 
st,  s  s,  10S.6  w  Southern  Boulevard.  75x130;  Southern  Boule- 
vard, n  w  cor  180th  st,  .25.3xll7x25xl20.ll;  Southern  Boule- 
vard, w  s,  25.3  n  lS4th  st.  25  3x113x25x117;  Southern  Boulevard, 
w  s,  50.7  n  184th  st,  25.3x109.3x25x113;  lots  70  to  73  map  Un- 
derclift  terrace;  lots  61,  62  and  77  to  80  same  map.  Prior  mort 
$39  000.  Aug  15,  1  year,  6%.  Aug  18,  1906.  11:2877—2880, 
3113  and  3114.  •  5,000 


Schwarzler,   Albert  J   to  City  Mortgage  Co.      Brook  av.  e  s,   .330.3 

n    169th    St.    174x1006.      Building   loan.      Prior   mort   $112,000, 

Demand.   (\Vr.     Aug  17.   1906.     11:2894.  17.447,01 

*Smith.  Oscar  to  Railroad  Co-operative  Building  and  Loan  Assoc. 

Fox  av.  w  s.   100  n  Jefferson  av,  25x100.     Aug  17,  installs,  6%. 

Aug  18.   1006.  4,000 

Schmitt,    Geo   to   Anna   Amend.      Perry  av,   e   s.    175   s   Woodlawn 

road.  25x110.     Aug  15,  demand,  5%%.     Aug  17,  1906.     12:3333. 

2,000 
Toohig.   Timothy  to   Joseph   Costa.     135th  st.   No  539,  n   s.  2.50  e 

Lincoln  av,  25x100.     P  M.     Aug  16,  3  years,  — %.     Aug  17,  1906. 

9:2311.  4.000 

*Thoms.   Albert   to   Lena   Ohl.      Boston   road,   n   s,   25   w  Thwaites 

pi.   25x106.6x25x107.9.     Aug  21,  due,  &c,  as  per  bond.     Aug  22. 

1006.  6.000 

Titus.    Alice    to   Harriet   W   Coker.      176th   st.   s  s,   bet   Arthur  av 

and  Crotona  av  and  at  line  bet  lots  43  and  44  map  Fairmount, 

75x100.     Aug  21,  due  July  1,  1909,  6%.     Aug  22.  1906.     11:2945. 

5.000 
*Vermilye.    Ashbel    G    to    Salvatore    Scala.      Halsey    pi,    s    e    cor 

Green  av,   100x100.     P  M.     Aug  1,  3  years,  5%.     Aug  17,  1906. 

1.000 
Von  Grumbkow.   Ida  formerly  Muller.  of  Hoboken.   N  J.   to  TITLE 

GUARANTEE   &   TRUST   CO.      Jerome  av.   w  s.   bet   172d   st  and 

Belmont   st   and   at   s  s   lot   19  Highbridge  Assoc  map   Mt   Eden, 

runs  w  40  8  x  n  100  x  e  112.8  to  Jerome  av  xl23.2  to  beginnirKr, 

Aug  21    due  as  per  bond.     Aug  22.  1906.     11:2859.  5000 

Vreeland.  Geo  R  to  Amanda  Moore.     2.39th  st.  late  3d  av,  n  s.  bet 

Kepler   av   and   Katonah   av.    and   being   lots   247   and   248   map 

property  of  E  K  Willard  at  Woodlawn  Heights.      P  M.      Aug  20. 

3   years.   5%%.      Aug  21.   1006.     12:3380.  2.675 

*Vendrasco.  Anthony  to  Constanline  Bauer.     Rosedale  av.  w  s.  and 

being   lots   46.5   and    466    block    P   amended   map   Mapes    estate. 

P  M.     Aug  IS.  3  years    C,7,.     Aug  23,   1906.  900 

*Winton   Realtv  Co  to  Percy  S  Dudley.      Ft  Schuvler  road,  s  e  cor 

Dudley   av.    25.5x114.7x25x119.7.      P   M.      Aug   14,   3   years,   5%. 

Aug  23.   1906.  1  125 

Wenzel,    Nikolaus   and   Alexander   to   .Tslia   Collins.      164th   st.   No 

706.   s  s.  abt  210  e  Brook  av.   25x100.     P  M.     Aug  22.  5  years. 

—%.     Aug   23.   1006.      0:2.385.  5.650 

*Wabst.    Elise    to    Percy    S    Dudley.      Harrington    av.    s    s.    625    w 

Cornell  av,  2.5x92.4x2.5x91.10.     P  M.     Aug  14,  3  years,  5%.     Aug 

21.   1906.  420 

♦Werner.    Christian    H    to    Thos    W   Thorne.      Marian    st.    e   s.    and    . 

being  lots   108.   109    110.   Ill    and   112  map   South  Washington- 

ville.      P  M.      Aug   17.    1906.  3  years.   Wzt-.  5..500 

WTiitney    Construction    Co    to    The    Estates    Settlement    Co.      Grant 

av,  w  s.  .32  s  166th  st.  350x100.     Aug  17,  due,  &e,  as  per  bond. 

Aug  18.   1906.     9:2448.  5.000 

Same    to    same.      Same    property.      Certificate    as    to    consent    of 

stockholders   to  above   mort.      Aug  IS.   1906.     9:2448.  

Woolman.    Jane    S    to   BOWERY   SAVINGS    BANK.      Mott    av.    e   s. 

1.50   n    l.^Oth    St.    2-v9,S.2x29.7xll4.1.      Aug    11,    5    years,    4%'^-. 

Aug  IS    1906.     9:2443.  4.000 

Wahlig.  Frank  A  Co  to  Mary  A  Balfe  et  al  exrs  James  M  Wentz. 

Home   St.   s  e  cor  Forest   av.   143x61.      Certificate   as  to  consent 

of  stockholders  to  a  mort  for  $67,000.     Aug  16.     Aug  17,   1906. 

10:2661.  

Wahlig.   Frank  A   Co  and  Joseph  Schwartz  to  Mary  A  Balfe  et  al 

exrs  of  James  M  Wentz.   Home  st.  s  e  cor  Forest  av.  runs  e  143 

X  s  61   X  w  14.3  to  av,   x  n'61.     Aug  16.  demand.  G%.     Aug  17. 

1006.      10:2661.  67  000 

♦Weinberger.    Joseph   S   and    Lizzie   and    Albert   Gross   to  .Tnmps   M 

La  Coste.     217th  st    lafe  3d  st    s  s    4''5  e  6th  av.  25x100  r^,  La- 

conia  Park.  Aug  16.  d"e  July  1.  1009  d'T'r.  An?  17.  1906,  4.50 
WaUber.   Max  to   Edw  J  Krng.   Jr.      142d  st.   s  s,   250  e  Brook  av, 

.50x100.      Aug  20.   1906.    demand    6^/^.      9:226,8.  4  000 

Yari'Bso.    Manro   to   T.a'irJi    Pchultheis.      Morris   av.    s   e   s.   200  n    e 

IS'^d    St.    ?r^x1.33.8x25xl33.10.      Aug   22,    1    year.    6%.      Aug   23. 

1006.     11:3171.  1,500 

PROJECTED  BUILDINGS. 

The  first  name  Is  that  of  the  ow'r:  ar't  stands  for  architect;  m'n 
for  mason,  c'r  for  carpenter,  and  b'r  for  builder. 

When  character  of  roof  Is  not  rentloned,  U  Is  to  be  understood 
that  the  roof  Is  to  be  of  tin. 


BOHOTTGH    OF   IWANHATTAIT. 

SOUTH   OP   14TH  STREET. 
Allan   st,    n   e   cor   Stanton    st.    6-sty   brk   and   stone   tenement    and 

store.    45x58.6;    cost.    .«.35  000;    Wm    Messer    Co,    159    Suffolk    st; 

ar't.  Chas   M   Straub.   122  Bowery,— ,8,84. 
Allen    St.    No   79     1-stv  brk   outhouse.   28  3x6.8;    cost.   $1,000;    estate 

of    jKcob    Latus.    105    8th    av;    ar't,    Henry    Regelmann.    13.3    7th 

St.- 887. 
Maiden  lane   No  .561  11 -sty  brk  and   stone  office   building.  .33.2x03  6x 
Liberty  St.  No  27     |      100,10.    tar    and    gravel    roof;    cost.    $1.50,000; 

Mrs   Anna  Walker,   Philadelphia,   Pa;   ar'ts.   Butler  &  Rodman,   16 

E  23d  St. — 178.     Corrects  error  in  issue  of  May  12,  when  location 

was  Liberty  st.   No  27.  and  William  st.   No  .56. 
3d   st,   No'114  East,   1-sty  brk  and  stone  outhouse,  10.9x16.5;   cost, 

$1,200;    Christina   Schlosser,    158   Beach   av;    ar't,   John   Siser,   22 

Ocean   pi,    Brooklyn. — 897. 
13th    St.    No    512   East.    1-sty   brk    outhouse,    13x6.8;    cost.    $1,200; 

Peter  L   Bernhard.   349  Pleasant  av;   ar't,   Henry  Regelmann,   13.3 

7th  St.— 886. 

BETWEEN  14TH  AND  59TH  STREETS. 
Livingston  pi,  e  s,  25.11  n  15th  st.  7-sty  and  basement  for  hospital, 

52x72.   felt  and  tile   roof;   cost.  $100,000;   New  York  Infirmary  for 

Women   and   Children.   5   T.ixingston  pi;   ar'ts.   Renwick.   Aspinwall 

/^   Tucker.   320  5th   av.— 896. 
10th   st.    No   140  West.   1-sty   brk  outhouse.   13.4x8.8:    cost,   $1,000; 

Catharine   McCarthy,   113   W  49th   st;    ar'ts,   B   W   Berger   &  Son, 

Bible   House.— 883. 


The   text  of  these  pages  is  copyrighted.     All  rights  are  reserved.        Notice  Is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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Rockland-Rockport  Lime  Company 


Manofactorers    of   the  ^ollowins  Brandf   «f 
Rockland  Lime 

EXTRA  FINISHING  LUMP  c".°;„L'.' 

Also  Sole  Manufftoturera  of 

EUREKA  BRAND  of  PREPARED  PURE  WHITE  LIMB 


Look  for  these  words  on  the  head  of  every  barrel;  Greenpolnt  Ave.  &  Newtown  Creek 

••Manufactured  by  Rocldaad-Rockport  Lime  Company"      Borough  of  Brooklyn,  N.  Y.  City 

DO  NOT  BE  DECEIVED  BY  AXY  SUBSTITUTE  Telephone.  207  Greenpoint 

NEW    YORK    OFFICE,    FULLER    BUILDING,    BROADWAY    AND    23d    STREET 


which  la  anperior  to  any  other  lime  or   wall    Blaster  now 
ket.  GUARANTEED  NOT  TO  PIT. 


on  the  mark 


BETWEEN  59TH  AND  125TH  STREETS.   EAST  OF  5TH  AVENUE. 
Gfith  St.   n  s.   100  e  3a  av,   two  fi-sty  brk  and   stone   tenements.  45x 

87.5;    total    cost,    $92,000;    Rockmore    &    Kramer,    3.J    Nassau    st; 

ar't,   Geo   Fred   Pelham.   503  5th  av.— 880. 
<i7th  St,  s  s,   100  e  3d  av.   two  (i-sty  brk  and  stone  tenements,  45x 

87.5;    total    cost.    $92,000;    Rockmore    &    Kramer,    3.)    Nassau   st; 

ar't,   Geo   Fred   Pelham,   503  5th   av.— 8SK). 
101st    St.    n    s.    80   e    Lexington    av,    live    (i-sty    brk    and    stone    tene- 
ments and  stores,  -i0.i87.11:   total  cost,  |24-t.0U0;   R  Kurzrok,  491 

Broadway;   ar't.  E  A  Meyers,   1  Union  sq. — 894. 
102d  st,  n  s.  127.G  w  Lexington  av.  0-sty  brk  and  stone  tenements, 

.50x87.11;     cost.    .fSS.CKiO;     Richman    &    Greenfield,    208    Bowery; 

ar'ts,    Bernstein   &   Bernstein.   24  E   23d   St. — 882. 
Madison  av.  s  w  cor  97th  st.  two  0-sty  brk  and  stone  tenements  and 

stores,  .50x90;   total  cost,  |110.000;   Chas  I  Welnstein,  81  E  109th 

st;  ar't,  Geo  Fred  Pelham.  .503  5th  av.— SSI. 

BETWEEN  59TH  AND  125TH  STREETS.  WEST  OF  8TH   AVKNUH. 

lllth  St.  s  s.  1.3.5  e  Riverside  Drive,  (i-slv  brk  and  stone  tene- 
ment. 50x80.11;  cost,  .$80,000;  Harry  Schit't.  13  W  112th  st; 
ar'ts,   Neville   &   Bagge.  217  W   125th  st. — 898. 

Amsterdam  av.  Nos  153  to  155.  G-sty  brk  and  stone  store  and  tene- 
ment. .50.2x90;  cost.  $.50,000;  Geo  A  Branigan,  Kent,  Ohio;  ar't, 
M   V   B   Ferdon.   2291   Broadway.— 879. 

IIOTH   TO  125TH   STREET.   BETWEEN  5TH   AND  8TH   AVENUES. 
lllth  St.  s  s,  2.50  w  7th  av,  two  G-sty  brk  and  stone  tenements  and 

stores,    50x87.11;     total    cost.    $110  0tlO;     Morris    S    Rachmil,    82 

Rutgers  st;   ar't.   E  A  Meyers.   1   Union   sq. — 892. 
Lenox  av.   s  w  cor   121st  St.  0-sty  brk  and  stone   tenement.  7.5x90; 

cost-  .$125,000;   Harris  &  Siegel,  60  Liberty  st;   ar't,  B  W  Levitan, 

20  W  31st  St.— 880. 

NORTH  OF   125TH   STREET. 
127th  St.   No  70  East.  6-sty  brk  and  stone  tenement  and  store.  2.5x 

8(i.ll;    cost.   .$'2(!,0<:k);    Simon  Wolk,   3  E   109th   st ;    art.   Geo   Fred 

Pelham,   503  5th  av.— 888. 
142d  St.   No  221   West,   G-stybrk  and   stone   tenement   ,24.10,k8G.11; 

cost.    $2.5.1X10;    Meyer    Sacks.    .373    Hopkinson    av,    Brooklyn;    ar't, 

Harry    Zlot,    230    Grand    St.— ,895. 
lG7th  St.  n  s.  111.8  w  Edgecombe  road,   two  5-sty  tenements,  59. 8x 

45;     total    cost.    $.50,000;    Jos    Jacobson,    57    W    112th    st;    ar'ts, 

Sommerfield   &   Steckler,    19  Union   sq. — 885. 
Amsterdam   av,   e   s.    144th    to    145th   sts,   five   G-sty   brk   and   stone 

tenements    and    stores,    40.11x90;    total    cost,    $270,000;    Polstein 

Realty  &  Construction  Co,  198  Broadway;   ar't,  Geo  Fred  Pelham, 

503  5th  av.— 893. 
Ft  Washington  av.  w  s,  3, .344. 4  n  l.STst   st,   1%-sty  stone  and  frame 

dwelling.    21.9x2G.10;    cost.   $2,000;    c   H   G   Billings.    193d   st   and 

Ft   Washington    av;    ar't.    Guy    Lowell,   42   E   23d   St.— 891. 

BOROUGH    OF    THX!   BRONX. 

Bartholdi   st.   n   3,   130  w  Cedar  av.   rear   1-sty  frame  dwelling    20x 

30;  cost,  $1,000;  Francisco  Mascolo,  on  premises;  ar't,  L  Howard, 

179th  st  and  Carter  av. — 947. 
Glover  st.  s  s.  70.9  w  St  Raymond  av,  2-sty  frame  store  and  dwell- 
ing,  23.X.55.3;    cost.   $10,000;   Frank  Padula,   531   E   149th  st;   ar't, 

Maximilian   Zipkes.   147  4tti   av. — 940. 
Graham    st.    n    s,    231.9    w    Morris    Park   av,    2-sty    frame   dwelling, 

20.^38;   cost,   $3,0(M_);   John  Jenik,   Graham  st  and   Morris  Park  av; 

ar't.   Henry  Conrad.   Herman  and  Olmstead  avs. — 9.51. 
Hancock  st.  e   s,   250  s  Morris   Park  av,   2-sty  frame   dwelling,   21x 

.52;   cost,  $5,000;    Andrew  Anderson,  Hancock  st;   ar't,   B  Ebeling. 

West  Farms  road. — 935. 
12th    St.   n   s.   305   w   Av   B.    2-sty   frame   dwelling,   21xG0x.53;    cost, 

$5,0(10;    Chas    Laumiester,    148th    st    and    3d    av;    ar'ts.    Moore    & 

Lanseidel.   148th   st  and  3d  av. — 944. 
147th   st,   Nos   G91   and   G93,    1-sty   frame   shed,   50.\31;    cost,   .$.300; 

C  Reigers  Sons,  on  premises;  ar't,  Louis  Falk,  2785  3d  av. — 9.52. 
148th   St.    s    s.    215    w    Brook   av.    5-sty   brk    factory.   50x100;    cost, 

$45,0(KI:   Chris  Reigers  Sons.  148th  st  and  Bergen  av;  ar't,  Harry 

T   Howell,   148th  st   and  3d  av.— 937. 
151st    St.    Nos    509-513.    G-sty   brk    stores   and    tenement.   50x104.4; 

cost.  .$(i0.(J00;   Saverio  A  Mascia,  G02  Morris  av;   ar't,  Louis  Falk, 

27,S5  3d  av.— 02,8. 
177th  St.  s  e  cor  Crotona  Parkway,  G-sty  brk  stores  and  tenement, 

122.7x87;   cost.  $100. (KIO;   Rosa  and  Jerry  Altieri,  1573  Fulton  av; 

ar't,  Harry  T  Howell.   119th  st  and  3d  av. — 942. 
179th   St.   s   s.   SO  w   Morris  av.  3-sty  brk  dwelling.   20x59  and   55; 

cost,   $14,000;   Geo   H  Jacob,   527  W  149th  st;   ar't,  John   Hauser, 

3G0  W  125th  St.— 940. 
ISOth    St.    s    s.    125    w   Hughes   av,    1-sty    frame    shed,    18x23;    cost, 

$300;    Patrick  O'Connell,   on  premises;   ar't,   M  J  Garvin,  3307  3d 

av.— 929. 
214th  St.  s  s.   120  e  White  Plains  rnad.   1-sty  brk  store  and  dwell- 
ing.   40x00;    cost.    $2..500:    Gennardo    Lombard!,    77    E    214th    st; 

art,  J  Melville  Lawrence,  239;h  st  and  White  Plains  road. — 933. 
214th   st,   n  s,  .3.50  e  Maple  av,   3-sty  brk   store  and   tenement,   2.jx 

55;    cost,    $8,000;    Angelo    Semame,    108    E   215th    st;    ar't,   J    Mel- 
ville  Lawrence.   239th  st  and   White    Plains   av. — 949. 
Arnold  av.  e  s,  1,S3  n  Pelham  av.  2-sty  frame  dwelling.  21x32;  cost. 

.$3  000;    Christian    Swenson.   444   Rosedale   av;    ar't,   Hei^ry   Nord- 

heim,  170  Van   Buren  st. — 9.50. 
Bryant   av.   e   s,   300  s   Jennings   st,   2-sty  frame   dwelling,   21x.57.G; 

cost,  $5,200;  John  H  Bauer,   140  E  14Sth  st;  ar't,  Gustav  Schwarz, 

554   E   1.58th   St.— 945. 
College  av.  e  s.  208  s  170tL  st.  fifteen  2-sty  frame  dwellings,  16. 8x 

GO    each;     total    cost.    $00,000;     West    Farms     Building    Co.     170 

Lebanon   st ;    ar't.   B   Ebeling.   West   Farms   road. — 934. 
Cruger  av.   e   s,   141.6  n  205th   st,   2-sty  brk   dwelling,   20x>55;   cost, 

$7.(100;   Frank  Lundis,  331  E  112th  st;   ar't,  Robert  Glenn,  G19  E 

149th   St.— 948. 
Clason    Point   road,    e   s.    1%    miles   s   Westchester  av,    1-sty   frame 

wagon   shed,  3.5x14;    cost,  $1,50;   Anna  Schmidt,   on  premises;   ar't, 

Henry    W   Piering,    406    Beacon    st. — 930. 
Lincoln  av,  s  e  cor  1.38th  st,  2-sty  brk  store,  '25x9.5  and  100;   cost, 

$10,000;    Elizabeth   M  O'Reilly,  226  W   137th  st;   arts,   Neville  & 

Bagge,  217  W  125th  St.— 927. 


Morris   av,   s   e   cor   179th  st,   six  3-sty  brk   dwellings.   20x55   each; 

total    cost.    .$.84,0(J(I;    Geo    H   Jacob,    527   W    149th   st;    ar't,   John 

Hauser,  3(i0  W  125th  St.— 9.39. 
Parker    av,    s    s,    25    w    Rose    pi,    2-sty    brk   dwelling,    22x50;    cost, 

$6,000;    .■\nna    Kraft,    Rosedale   av;    ar't.    B   Ebeling,   West   Farms 

road.— 93G. 
Pelham   road,   w  s,  205  n  Arnold  av,  2-sty  frame  barn,  27.75x7  and 

19;    cost.   .f300;   Christian   Swenson,  444  Rosedale   av;    ar't,   Henry 

Nordheim,   170  Van  Buren  st. — 943. 
St   Lawrence  av.   e  s.   125  n   Mansion  St.  2-sty  frame   dwelling.  22x 

52;   cost.  $5.(K)0;   Chas  Grossman,  53  St  Lawrence  av;   ar't.  Henry 

Nordheim,    170   Van   Buren   st. — 932. 
Sedgwick  av.   w  s.   203  n   Bailey  av,   1-sty  frame  auto   shed.  22x16; 

cost,    $"2.50;    M    Davis,    on   pi^mises;    ar't,   A   Ericson,   2501    Sedg- 
wick   av. — 920. 
Union  av.  e  s,   125  s  Jennings  st.  1-sty  brk  storehouse,  12x12;  cost, 

.$1-50;  Richard  Ahearn,  on  premises;  ar't,  Harry  B  Van  Beuschoten, 

541   E   1.57th  St.— 938. 
Webster  av.  n  w  cor  198th  st,  2-sty  frame  hotel,  48.2^/^x89.9^4  and 

S7.11T's;   cost.  $15.(100;   Harrington  &  Stafford.  227  Willis  av;  ar't, 

M  J  Garvin.  3,'»7  3d  av.— 941. 
3d  av,   e  s,  325  n   161st  st,  2-sty  brk  stores,  58.8x101.4  and  108.4; 

cost.  $"20.(X10;   Anthony  Cuneo,  161st  st  and  Forest  av;  ar't,  Louis 

Falk,  2785  3d  av.— 931. 


ALTERATIONS 

BOROUGH    OF   MANHATTAN. 

Cherry  st.  No  347.  partitions,  toilets,  windows,  to  3-sty  brk  and 
stone  tenement;  cost,  $2,000;  T  Foley,  43  Gouverneur  st;  ar't, 
Henry   J   Feiser,    150   Nassau   st. — 2317. 

Delancey  st.  No  174,  toilets,  windows,  partitions,  to  two  5-sty 
brk  and  stone  tenements  and  stores;  cost.  .$5,000;  Greenstein  & 
.-rlayers.   230  Grand  st;   ar't,   Ed  A  Myers,  1  Union  sq. — 2304. 

Duane  st.  No  5.5.  air  shaft,  partitions,  to  8-sty  brk  and  stone  power- 
house; cost.  $1,700;  The  New  York  Edison  Co,  55  Duane  st; 
ar't,   E  M  Van   Norden.  .55  Duane  st. — 2.3.34. 

East  Broadway.  No  101,  partitions,  windows,  to  6-sty  brk  and 
stone  store  and  tenements;  cost.  $250;  Mrs  H  Solomon,  151  E 
71st   st;   ar't,  L  S  Greenbaum,   151   E  71st  st.— 2'299. 

Eldridge  st.  No  202,  partitions,  show  windows,  piers,  to  5-sty  brk 
and  stone  tenement;  cost,  $4,000;  I  CoUe,  1537  Fulton  av;  ar't, 
0   Reissmann,   ,30   1st   st  — 2308. 

Elm  St.  No  12.  build  brick  walls  to  5-sty  brk  and  stone  office  build- 
ing; cost.  $1..500;  Richard  W  Block.  12  Elm  st;  ar't,  Robt  E 
Moss.  12  Elm  st.— 22,S3 

Henry  st.  s  s.  204  w  Rutgers  st,  partitions,  windows,  store  fronts, 
to  3-sty  brk  and  stone  tenement  and  store;  cost  $500;  Adolph  A 
Himowich,   130  Henry  st;   ar't,  C  Dunne,  210  E  14th  St.— 2284. 

Houston  St.  No  1.57  East.  5-sty  brk  and  stone  rear  extension,  8x 
(i.2.  partitions,  windows,  to  .5-sty  brk  and  stone  tenement  and 
store;  cost.  JIO.OWI;  Nathan  Berman,  142  Bowery;  ar't,  C 
Dunne.  210  E  14th  St.— 2.3'29. 

Ludlow  St.  No  144.  tank,  fire  escapes  store  fronts,  to  two  5-sty 
brk  and  stone  stores  and  tenements;  cost.  $G.0(J0;  Malzman  & 
Siris,  288  East  Broadway;  ar't,  H  Horenburger,  122  Bowery. — 
2321. 

Madison  st.  No  102.  3-sty  brk  and  stone  rear  extension,  23x,55.4, 
partitions,  to  3-sty  brk  and  stone  manufacturing  building;  cost, 
$6,000;  E  Reibstein,  100  East  Broadway;  ar'ts,  Sommerfield  & 
Steckler,  19  Union  sq.— 2288. 

Orchard  st.  No  74.  toilets,  windows,  plumbing,  to  5-sty  brk  and 
stone  store:  cost,  .$4,000;  M  Goldstein,  96  Canal  st;  ar't,  C 
Dunne,  210  E   14th  st.— 2328. 

Stanton  st.  No  30O.  toilets,  windows,  partitions,  store  fronts,  to 
3-sty  brk  and  stone  tenement:  cost.  .$2,000;  Jacob  A  Boos,  101 
Beekman  st ;   ar't.  O   Reissmann.  .30  1st  St. — 230(j. 

Varick  st.  No  20.  partitions,  windows,  toilets,  to  4-sty  brk  and  stone 
tenement;  cost.  $GO0;  Peter  McArdle.  20  Varick  st;  ar't,  John 
Mitchell.   Jr.    170  West    Broadway.— 2294. 

Washington  st.  No  G.59.  partitions,  windows  to  5-sty  brk  and  stone 
tenement;  cost.  .$300;  Patrick  Shiels,  32  Grove  st;  ar't,  Wm  S 
Boyd.  561   Hudson   st.— 2292. 

Willett  St.  No  65.  partitions,  toilets,  windows,  store  fronts,  to 
.5-stv  brk  and  stone  tenement  and  store;  cost.  .$.5,000;  Mrs  Ida 
Hoffman.  49  Hester  st;   ar't,  Paul  Grillo.   1219  E  172d  st.— 2.323. 

3d  st.  No  292  East,  toilets,  windows,  partitions,  store  fronts,  to 
.5-sty  brk  and  stone  tenement  and  store:  cost,  $3. .500;  Weil  & 
Mayer,  5  Beekman  st;   ar't,  Samuel  Gross,  5  Beekman  st. — 2325. 

3d  st,  No  197  East,  partitions,  windows,  plumbing,  to  5-sty  brk 
and  stone  tenement  and  store;  cost.  ,$5  000;  Meller  &  Podolsky, 
38  Av  B;   ar't.  Otto  L  Spannhake,  20O  E  79th  St.— 2297. 

5th  St.  No  .331  East,  toilets,  windows,  plumbing,  to  5-sty  brk  and 
stone  tenement  and  store;  cost,  $2.5(10;  Albert  E  Lowe,  230  Grand 
jt;    ar't,   E   A   Meyers.   1    Union  sq. — 2316. 

6th  st.  No  310  E,  shaft,  toilets,  to  5-sty  brk  and  stone  tenement: 
cost,  $3,000:  Isadore  Mechanic,  310  E  6th  st;  ar't,  C  Dunne,  210 
E   14th  St.— 2285. 

0th  St.  No  617  E.  partitions,  windows,  show  windows,  to  two  4-sty 
brk  and  stone  stores  and  tenements;  cost,  $5,000;  L  Rosenblatt, 
49  E  9th  st:   ar't.  Otto  L  Spannhake.  2(k:(  E  9th  st.— 2290. 

10th  St.  No  254  East,  partitions,  windows,  toilets,  to  two  4-sty 
brk  and  stone  tenements;  cost.  $2,000:  Isaac  Lutz,  50  Kelly  st; 
ar't.   Geo   H   Lansing.   700  E   14th  St.— 2318. 

11th  St.  Nos  .504  to  510  E.  1-sty  brk  and  stone  front  extension,  21x 
3.4.  partitions,  to  five  4-sty  and  5-sty  brk  and  stone  stores  and 
tenements;  cost.  $10,000;  Ruben  Satonstein^  821  E^  138th  st; 
ar't,   Herman   Horenburger,   122   Bowery. — 2286. 

13th  St.  Nos  72  and  74  East,  tank  to  6-sty  brk  and  stone  store  and 
loft;  cost.  .$3,0(.I0:  'Roosevelt  &  Son.  ,33  Wall  st;  ar'ts  and  b'rs. 
The   Rusling  Co,  26  Cortlandt  st.— 2311. 

17th  St.  No  309  East,  partitions,  toilets,  windows,  to  4-sty  brk  and 
stone  tenement;  cost.  $0,000;  Chas  F  Murphy,  305  E  17th  st; 
ar't,  E  A  Meyers.  1  Union  sq. — 2330. 

24th  St.  No  322  East,  1-sty  brk  and  stone  rear  extension,  17x15. 
partitions,  store  fronts,  to  5-sty  brk  and  stone  tenement  and 
store;  cost.  $4.(X)0;  Aaron  Avrutis,  302  Broadway;  ar't,  H  Horen- 
burger,  122  Bowery. — 2322. 
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The   Palmer   Lime  and  Cement  Company 

**  PAIiMER'S  ]VO.  1,  "  the  strongest  and  bnst  brick  lim*^  raanufactured,  will  lay  more  brick  to  the  barrel  than  any  other  lime.  ( 

Farnani  lilflKSimitK  Finish iu^,  which  has  no  equal. 

Palnier'M  FiuiKliiii;;,  hlKh  frado.  (..r  all  flnlshlng  and  plastering  work. 

Coiinec*<i«-llt  WliiK'  liiiiie,  especially  adapted  to  brown  and  scratch  work. 

Palmer's  Chemical  Ivime,  absolutely  high  grade.  ^ 

Alsen's  Portland  Cement,  tor  Long  Island.  FOSTER    F.    COMSTOCK,    Manager 

Brooklyn  Station,  Telephone  1453  Greenpolnt  Sales  ]>ex>artiuent :    1 49    BROADWAY      NEW    YORK 

Jersey  City  Station,  Telephone  13G2  Jersey  Telephones,  6(J1U-0GH-6012  Ckjrtlandt 


34th  St,  No  31:2  West,  2-sty  brk  and  stone  rear  extension,  2."ix4.3.9, 
partitions,  to  4-sty  brli  and  stone  store  and  dwelling;  cost,  ^2.175; 
Revel  Realty  &  Securities  Co,  400  W  37th  st;  ar't,  Henry  David- 
son, 1.5*J  W  (5fSlh  St.— 2307. 
37th  St,  No  220  W,  extend  on  rear,  galvanized  iron  skylights, 
toilets,  to  3-sty  brk  and  stone  engine  house;  cost.  .$10,000;  City 
of  New  York,  City  Hall;  ar't,  Alexander  Stevens,  157  -159  E  07 th 
St.— 2289. 

38th  st.  No  20  W,  partitions,  show  windows,  to  4-sty  brk  and  stone 
dwelling;  cost,  .$.')0(J;  Juliana  A  Ferguson,  Huntington,  N  Y;  ar't, 
Robert   W  Gardner.   1207   Broadway. — 2293. 

39th  St.  No  311  East,  toilets,  windows,  partitions,  to  5-sty  brk  and 
stone  store  and  tenement;  cost,  .$3,(X)fl;  Isaac  S  Heller,  71  Nassau 
st;   ar't,   Samuel   Gross,  325  E  84th   st.— 2.309. 

45th  st.  No  242  East,  toilets,  windows,  to  two  3  and  4-sty  brk  a;^ 
stone  tenements;  cost,  $2,000;  J  W  Cannon,  231  E  49th  st;  ar't, 
Ed  A  Meyers,  1  Union  sq. — 2302. 

47th  st.  No  530  West,  toilets,  windows,  store  fronts,  to  5-sty  brk 
and  stone  tenement  and  store;  cost,  .$."),000;  Weil  &  Mayer,  5 
Beekman  st;  ar't,  Samuel  Gross,  ,5  Bcekman  st. — 232(>. 

49th  st,  No  420  West,  fireproof  shaft  to  5-sty  brk  and  stone  dwell- 
ing; cost,  .$3,500;  Snitow  &  Kraisler,  534  9th  av;  ar't,  Wm  G 
Clark,  438   W  40th  St.— 2320. 

49th  st.  No  523  West,  toilets,  windows,  partitions,  to  5-sty  brk 
and  stone  tenement  and  store;  cost,  $5,000;  Weil  &  Mayer,  5 
Beekman   st;    ar't,   Samuel   Gross,   .5   Beekman  st. — 2.324. 

50th  st.  No  23  West,  3-sty  and  basement  brk  and  stone  rear  ex- 
tension, 11.9x30,  add  half  story  to  rear,  new  front,  fireplaces,  to 
4-sty  brk  and  stone  dwelling;  cost,  .$35,000;  H  R  Winthrop  120 
Broadway;   ar'ts,  Hoppin,  Keen  &  Huntington,  244  5th  av. — "2313. 

51st  st.  No  115  West,  add  one  story,  alter  partitions,  new  front,  to 
2-sty  brk  and  stone  stable;  cost,  $10,000;  Mrs  G  E  Dodge.  17  W 
57th  st;   ar'ts.  G  E  Harney  and  W  S  Purdy,  3-20  5th  av. — 2298. 

54th  st,  No  331  East,  show  windows,  to  5-sty  brk  and  stone  tene- 
ment; cost,  $."100;  Marcus  Weil,  321  East  Houston  st;  ar't,  0 
Reissmann,  30  1st  st  — 2304. 

G7th  st.  No  202  West,  partitions,  show  windows,  to  5-sty  brk  and 
stone  tenement  and  store;  cost,  $1,000;  Emanuel  Kapelsohn,  300 
W  08th  st;   ar't,   E  Rossbach,   1947  Broadway.— 2.301. 

09th  st.  No  203  W,  2-sty  brk  and  stone  side  extension,  18x100.5, 
stairs,  plumbing,  hot  water  heating,  to  31sty  brk  and  stone 
garage;  cost,  $20.0<X);  Col  P  H  Ray,  111  Broadway;  ar't.  Jay  H 
Morgan,   Fuller   Building— 2"290. 

C9th  st.  No  1.3  East,  1-sty  and  basement  brk  and  stone  rear  ex- 
tension, 21x37,  partitions,  plumbing,  windows,  shafts,  to  4-sty 
brk  and  stone  dwelling;  cost,  $30,000;  Mrs  John  W  Minturn,  22 
Washington  sq;  ar'ts,  Hoppin,  Koen  &  Huntington,  244  5th  av. — 
2314. 

81st  st,  Nos  507-515  East,  partitions,  windows,  skylights,  plumbing, 
to  five  5-sty  brk  and  stone  tenement;  cost,  $10,500;  Greenstein  & 
Mayer,   2.'?0  Grand  st;   ar't,   E  A  Meyers,   1  Union  sq. — 2,315. 

10.3d  st.  No  299  Eaatjeoncrete    cellar    floor,    to    4-sty    brk    and    stone 

2d  av,  No  2000  |      store       and   tenement;    cost,    ,$850;    John    'Vi'- 

gorito,  239  E  120th  st;   ar't,  David  Davies,  1457  Amsterdam  av. — 
2303. 

104th  st,  Nos  114  and  110  West,  store  fronts,  windows,  skylights, 
to  two  5-sty  brk  and  stone  stores  and  tenements;  cost,  $10,000; 
Jacob  Neadle,  59  William  st;  ar't,  Oscar  Lowinson,  18-20  E  42d 
St.— 2300. 

133d  st,  Nos  222  and  224  W,  partitions,  show  windows  to  5-sty  brk 
and  stone  tenement;  cost,  $1,000;  M  F  Finklestein,  153  Grand  st; 
ar't.   Max  MuUer,  3  Chambers  st. — 2237. 

152d  St.  s  3,  100  w  Convent  av.  2-sty  brk  and  stone  rear  extension. 
■50.x55.4,  partitions,  windows,  to  2-sty  brk  and  stone  dancing 
academy;  cost,  .$5.0<X1;  Mrs  Geo  W  Wallace,  54  W  120th  st;  ar't, 
L  F  J  Wejher,  103  E  125th  St.— 2331. 

Av  C,  No  151,  1-sty  brk  and  stone  rear  extension,  6.8x8,  partitions, 
windows,  toilets,  to  5-sty  brk  and  stone  store  and  tenement;  cost, 
$.'iO0;  Wm  Gels,  151  Av  C;  ar't,  Henry  Regelmann,  133  7th  St. 
—2209. 

Broadway,  n  w  cor  52d  st,  1-sty  brk  and  stone  front  and  rear  ex- 
tension, 19.9x4.11,  partitions,  stairs,  toilets,  to  2,  3  and  0-sty 
brk  and  stone  hotel;  cost,  $5  000;  Posada  Realty  Co,  259  W  34th 
st;    ar'ts,    Buchman   &   Fox.    11   E  5!)th   St.— 2312. 

Madison  av.  No  500,  pent  house,  windows,  tank,  .to  10-sty  brk  and 
stone  apartment  house;  cost,  .$5,420;  Berkshire  Apartment  Assoc, 
.500  Madison  av;   ar't,   E  S  Hewitt,  3  W  29th  st.— 2310. 

West  End  av.  No  20.  toilats,  windows,  to  5-sty  brk  and  stone  tene- 
ment; cost,  $2,0CH);  Leopold  Hellinger,  71  E  90th  st;  ar't,  O 
Reissmann.  .30  1st   st.— 2295. 

1st  av.  Nos  1771-1773.  stairs,  show  windows,  to  .5-sty  brk  and  stono 
tenement;  cost,  $.500;  Abraham  Kotzen,  309  Broadway;  ar't.  Max 
MuUer,  3  Chambers   St.— 2200. 

2d  av.  No  2108,  toilets,  windows,  to  4-sty  brk  and  stone  tenement; 
cost,  $1,300;  Marinello  Bros,  2108  2d  av;  ar't,  Henry  J  Feiser. 
150   Nassau   st.— 2205. 

3d  av,  s  e  cor  50th  st,  store  fronts,  to  4-sty  brk  and  stone  tene- 
ment; cost,  $3,1X10;  Warren  &  Schaake,  100  E  82d  st;  ar't,  Wm 
Anagnost.  2104  Bathgate  av. — 2332. 

5th  av.  No  (i03.  add  one  story  to  rear  to  5-sty  brk  and  stone  dwell- 
ing; cost,  .$.500;  Marie  Heye  Clemens,  003  5th  av;  ar'ts,  Buch- 
man  &   Fox,   11   E  .59th  St.— 2291. 

5th  av.  n  e  cor  41st  st.'  toilets,  windows,  partitions,  to  0-sty  brk 
and  stone  apartment  and  store;  cost,  $1  .500;  F  'V  &  J  H  Burton, 
.384   Broadway;    ar't,  John   E   Nitchie.   150  Nassau   St. — 2319. 

7th  av.  No  321,  toilets,  partitions,  skylights,  to  4-sty  brk  and 
stone    tenement    and    store;    cost,    $],!'i<)0;    E    A    Whitfield,    112    W 

_  74th   st;    ar't.   Rudolph   Moeller.   1(107  Tinton   av.— 2327. 

7th  av,  s  w  cor  5Sth  st,  erect  sign  to  1-sty  brk  and  stone  stable; 
cost,  $000;  Robert  Pierce,  914  7th  av;  ar't,  Frank  Q  Smith,  128 
4th  av.— 2287. 

7th  av,  s  w  cor  .34th  st.  erect  sign  to  3-sty  brk  and  stone  store  and 
dwelling;  cost,  $.330;  Walter  J  Solomon,  502  5th  av;  ar't,  F  O 
Smith,  128  4th  av.— 2249. 


8th  av,  n  w  cor  49th  st.  add  one  story,  fireproof  beams,  girders, 
partitions,  to  2-sty  brk  and  stone  shop  and  storage  building;  cost, 
.$.50,000;  N  Y  City  Railway  Co,  on  premises;  ar't,  A  'V  Porter,  021 
Broadway.— 2333. 

BOROTTGH    OF    THE   BRONX. 

Belmont  st,  n  e  cor  Concourse,  move  2-sty  frame  dwelling;  cost, 
$800;   Juliet   M  Squires,  132  0th  av,  Brooklyn;   ar't,   Geo  W  Flagg 

081  E  195th  st.-453. 
Ferris    pi.    n    e    cor    Westchester   Turnpike,    1-sty   frame    extension, 
24. 3x21.3^4,    and    new    partitions    to    1%-sty    frame    stores;    cost, 
$1,500;    Marcus    Nathan,    150  W   120th   st;    ar't,   Wm   T   La   Ville 

1145  Freeman  St.— 103. 
Mt  Hope  pi.  No  383,  raise  third  and  add  one  story  to  present  l,sty 

frame   extension    of  2-sty  and   attic   frame   dwelling;    cost,    $1,000- 
Mary   A   Fait,   2020  Morris  av;    ar't,   G   A   Schillinger,   27   E   24th 

st.-^Ol. 
Wright   st,   w  s,   175  s  Randall   av,   2-sty  frame   extension,  14x0,   to 

2-sty  frame   dwelling;    cost,   $30<J;   John   Saunders   Wright;   ar't,   J 

Melville  Lawrence.  239th  st  and  White   Plains   road. — 155. 
Wilcox    st,    e   s.    200  s   Barkley    av,    new   partitions   to   2-sty   frame 
dwelling;   cost,  $700;   L  P  Fries,   Eastchester  road,  ow'r  and  ar't. 

— 449. 
150th  st,  s  s,  350  w  Morris  av,  new  store  fronts,  new  water  closets, 

&c,    to   4-sty   brk   tenement;    cost,   $3,000;    The   Bungay   Co,    2796 

3d  av;   ar't,  M  J  Garvin,  3S07  3d  av. — 148. 
179th    St.    No    075,    1-sty    frame    extension,    8x16,    to    2-Bty    frame 

dwelling;     cost.     $100;     Minnie     Granberger,     on     premises;     ar't 

Eugene   C   0"roole,  973   E   179th   st.— 451. 
184th  st,   s   s,   70  e   Creston   av,   move   1-sty   frame   carriage  house; 

cost,  $ ;   estate  of  Mary  E  Ryan,   on  premises;   ar't,  J  J  Vree- 

land,    2019    Jerome    av.— 11.58. 
215th  St.  s  s,  148  e  Maple  av.  new  show  window,  new  water  closet, 

&c.  to  2-sty  frame  store  and  tenement;   cost,  $150;  Jas  De  Carlo, 

on  premises;  ar't,  L  Howard,  176th  st  and  Carter  av.^445. 
217th  St.   n  s.   '205  w  4th  av,  2-sty  frame  extension,   21x24,   to  2^4- 

sty    frame     dwelling;     cost.     $1  500;     Chas    Lake.     170th    st    and 

Andrews  av;   ar't,  Wm  Kenny,  082  E  195th  St.— 452. 
Arthur   av.    No   2.356,    add   1    sty   and   new   partitions,    &c,    to   2-sty 

frame    store    and    dwelling;    cost.    $1,000;    L   Strong,    191   1st   av 

ar't,   Meyer  J   Harowitz,   2,34  E  4th   st.— 4,50. 
Bathgate   av,   e   s,   2.38  s   175th   st,    1-sty  frame   extension,   16x7,   to 

1-sty   frame   stable;    cost.   $.50;    Clement   H   Smith.    1782   Bathgate 

a,v;   ar't.   L   Howard,   170th   st  and  Carter  av. — 440. 
Bathgate  av.  No  1770.  1-sty  frame  extension,  10x12,  to  2-sty  frame 

dwelling;   cost,   $175;   Lena  Lupkins,   1081   Bathgate  av;   ar't,   Geo 

C   Karns.  a724   Webster   av.^30. 
Bryant   av.   e   s.   225   n    172d   st,    1-sty  frame   extension.   10x12,   and 

new    partitions,    to    2-sty    frame    dwelling;    cost,    $2.50;    Herman 

Waner,   1.3S3  Bristow  st;   ar'ts,  Moore  &  Landseidel,  149th  st  and 

3d   av.^102. 
Courtlandt  av,  Nos  507  and  509,  new  water  closets,  new  partitions, 

&c,   to  3-sty   frame   stores   and  tenement;   cost.  $2,0(K);   H   Bruck- 
ner, 803  Tinton  av;   ar't,  C  A  Millner,  3025  3d  av.— 431. 
De  Milt  av  (242d  st),  s  s,  18  w  Baker  av,  new  floors,  new  partitions, 

&c,    to    21,4-sty    frame    dwelling;    cost,    $1,000;    Wm    W    Penfield, 

Wakefield,    ow'r   and    ar't. — 447. 
Grand   av.   s   w  cor   182d   st,   1-sty   frame  extension   ,10x16,   to  2-sty 

and  attic  frame  dwelling;   cost,  $300;   Thos  Shine;   ar't,  T  A  Wel- 

steadt,  .504  Mt  Hope  pi. — 154. 
Morris  av.   w  s.   195.0  n  103d  st,  two  1-sty  frame  extensions,  26.10 

and    25.10x50,    to    2-sty    and    attic    frames    stores    and    dwelling; 

cost,  $1,<I00:   Wm  E  Diller,   102d  st  and  Mott  av;   ar't,  G  A  Schil- 
linger, 27  E  21st   St. — 400. 
Marion   av,    s    w   cor   187th   st,    move   2%-sty   frame   dwelling;    cost 

$1,000;    Hyacinth    A    Sutphen,    100    W   72d   st;    ar't,   Chas   H    Schu- 
■  mann,  2S0  Broadway. — 456. 
Mosholu    Parkway,    w   s.    102.6   s   Van    Cortlandt   av,   new   bulkhead, 

&c,    to    3-sty    brk    tenement;    cost,    $100;    E    C    Weymann     Brlggs 

av;    ar't.    F    E    Albrecht.    Fordham. — 138. 
Pilot   av.    e    s.    165   n    City   Island   av,    move   2-sty   frame    dwelling; 

cost,  $.500;   Robert  Jacob,  on  premises;   ar't,  J  Melville  Lawrence, 

239th   st   and   White   Plains  road.— 1.34. 
Park  av.  No  44(il.  2-sty  frame  extension.  18x10.  new  partitions,  &c, 

to  2-^ty  frame  dwelling;   cost,  $1,0<XI;   Thos  Halton,  on  premises; 

ar't,   J  J  Vreeland,   2019  Jerome  av.— 427. 
Pilgrim  av.   n   w  cor  Tremont   road,   move   H^-sty  framfe  stable  and 

carriage   house;    cost.    $3.50;    Tremont   Terrace   Co,    Flatiron    Bldg- 

ar't,    Chas    R    Baxter,    Middletown    road.— 128. 
South   5th   av,   e   s,   000  n   Boston   road,   new   porch,  new  partitions, 

&c.  to  214-sty  frame  dwelling;  cost.  $1,500;  Dane  D  Russell,  East- 
Chester;   ar't,   S   A  Guttenberg.   P  O  Bldg,  Mt  Vernon. — 140. 
Tinton    av.    No   920     1-sty    brk    extension.    26.6x04.    to    2-sty   frame 

stable;    cost.   $2,000;    Fred   A   Olpps,   548   E   150th   st;   ar't,   Frank 

Massam,    1047   Simpson   St. — 139. 
Teller   av.   n   e   cor   l(i9th   st,   new  show  windows,   new  columns.   &c, 

to    2-sty   frame    store    and    dwelling;    cost,    $1,500;    H    Huckreider, 

on  premises;  ar't,  Wm  T  La  Ville,  1145  Freeman  st. — 157. 
Washington   av,    s   w   cor   178th   st.   3-sty   brk   cellar,   basement   ex- 
tension,   24x40.    new   piers    and   raise      ,8   ft    1-sty   and   cellar   brk 

church;    cost,   $35  000;    Tremont   Upper  Morrisania  M   E   Church,   C 

M   Combs,  President   Board  Trustees,  on  premises;   ar'ts,  Gillespie 

&   Carrel,   1123   Broadway. — 1.59. 
West  Farms  road,  s  s,  108  w  Union  av.  two  3-sty  frame  stores  and 

tenements,   25x(i0;    total  cost.  $12,000;   Rosa  Amelia,   West  Farms 

road  and  Lincoln  st;  ar't.  L  Howard,  170th  st  and  Carter  av. — 912. 
Washington  av,  w  s,  242  n  178th  st.  two  5-sty  brk  tenements,  53.9 

xll2;    total  cof?t,  $100,000;   Isidor  Robinson,  1989  Washington  av; 

ar't,   Harry  T   Howell,   149th   st  and  3d   av.— 910. 
3d    av,   "No    20(!9,    new    show    windows,    &c,    to    .3-sty    frame    hotel;- 

cost,   .$3(X);    Mrs   J   H   Gibney,   013   E   140th   st;    ar't,   Louis   Falk, 

2785  3d  av. — 164. 
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Projected    Buildings   in    Other    Cities. 

PHILADELPHIA.  PA. — Henderson  &  Co.  have  obtained 
a  contract  to  erect  a  new  5-sty  addition,  40x26  ft,  to  the 
Girls'  High  School,  17th  and  Spring  Garden  sts,  for  the  city  of 
Philadelphia;  also  a  brick  tower  fire  escape,  24x14  ft.  Cost, 
$G0,000. 

SCHENECTADY,  N.  T. — Mr.  D.  Cohen,  of  Albany  st,  will 
erect  a  new  4-sty  and  basement  building.  Plans  for  the  build- 
ing were  recently  finished  by  Architect  Van  Rensselaer  and 
call  for  a  building  28x100  ft  on  the  ground,  to  be  built  of  brick 
and  Iron,  the  front  being  entirely  of  iron  and  glass.  Estimated 
cost,  $25,000. 

WASHINGTON,  D.  C. — Francis  A.  Blundon,  builder,  will 
erect  twelve  2-sty  press  brick  houses  on  a  portion  of  the 
ground  recently  bought  by  him,  fronting  on  13th  st  and  extend- 
ing from  U  to  V  sts. 

WASHINGTON,  D.  C. — A  handsome  new  home  to  cost  about 
$150,000  is  to  be  erected  by  Washington  Lodge,  No.  15,  of  the 
Benevolent  and  Protective  Order  of  Elks,  on  the  north  side  of 
H  St.  between  0th  and   10th  sts,   northwest. 

PITTSBURGH,  Pa. — Thomas  Reilly  has  been  awarded  the 
contract  for  St.  Lawrence's  Catholic  Church  on  Penn  av.  The 
building  will  be  of  granite  and   cost  $150,000. 

CAMBRIDGE,  Mass. — Messrs.  Hadley  &  Moore  will  acquire 
the  old  estate  of  William  Stone  for  improvement. 

WASHINGTON,  D.  C. — A  permit  has  been  granted  Zion 
Evangelical  Lutheran  Church  for  a  brick  and  stone  edifice  at 
Gth  and  P  sts,  northwest,  to  cost  about  $23,000. 

BALTIMORE,  Md. — A  new  post  office  sub-station  to  cost 
$16,000  will  be  erected  at  Fort  av  and  Marshall  st;  Henry  C. 
Glantz,  architect. 

BOSTON,  Mass. — George  F.  Washburn  has  purchased  from 
Lucius  Merrifield  the  apartment  property  706  to  782  Huntington 
av.     The  price  paid  was  $100,000. 

PHILADELPHIA,  Pa. — Charles  Balderston,  architect,  will 
build  for  Kolb  Brothers'  bakery  a  new  plant,  56th  and  Market 
sts,  to  cost  $150,000. 

PHILADELPHIA,  Pa.-^The  Corner  Property  Co. .  has  pur- 
chased the  Hotel  Flanders,  at  15th  and  Walnut  sts,  and  will 
make  extensive  alterations. 

WASHINGTON,  D.  C. — A  permit  has  been   issued   to  Hennen 


Jennings  for  a  4-sty  brick  dwelling  at  2221  Massachusetts  av, 
northwest.     Architect,  George  O.  Totten;  estimated  cost,  $56,000. 

BUFFALO,  N.  Y. — Plans  ha\"e  been  filed  for  a  factory  in  Bab- 
cock  st  for  Manzel  Brothers,   to  cost  $10,000. 

SYRACUSE,  N.  Y. — Joseph  Dunfee  will  build  a  5-sty  bachelor 
apartment  house  in  East  Genesee  st. 

ROCHESTER,  N.  Y. — A  factory  building  will  be  erected  on 
the  Pancost  property,  at  Allen  and  North  Fitzhugh  sts,  for 
Charles  F.  Crandall  at  an  estimated  cost  of  $75,000. 

BUFFALO,  N.  Y.— A  brick  foundry  to  cost  $10,000  will  be 
built  for  the  W.  P.  Taylor  Co.  in  Howard  st. 

PHILADELPHIA,  Pa. — The  University  of  Pennsylvania  is 
about  to  erect  a  new  veterinary  hospital  on  Woodland  av. 
Architects,  Cope  &  Stewardson;   cost,  $112,000. 

PHILADELPHIA,  Pa.— H.  B.  &  A.  C.  Stevenson  will  erect 
six  3-sty  dwellings  in  Ontario  st,  to  cost  $28,000. 

NIAGARA  FALLS,  N.  Y.— The  Niagara  Club  has  closed  a 
contract  for  the  improvement  of  its  club  house  on  Buffalo  av, 
at  a  cost  of  $10,000. 

SYRACUSE,  N.  Y. — The  Flagg  Storage  Warehouse  Co.  will 
build  a  storehouse  at  Canal  and  Townsend  sts  in  the  near 
future. 

BALTIMORE,  Md. — A  contract  has  been  awarded  to  the 
Engineering-Contracting  Co.  by  Miles  White,  Jr.,  for  the  con- 
struction of  an  office  building  at  339-41  North  Charles  st. 
Architects,  Baldwin  &  Pennington;   cost,  $65,000. 

ST.  JOSEPH,  Mo. — The  Independent  Packing  Co.  will  build 
a  new  plant  near  the  Burlington  shops. 


Fifty  Houses  Started  at  HoUis. 

Work  has  been  begun  at  Hollis  Terrace  on  fifty  modern 
dwellings,  all  of  which  are  detached.  The  plots  on  which  the 
houses  are  being  built  cover  ground  spaces  varying  from  40 
to  100  ft.,  on  the  main  thoroughfares.  Representatives  of  the 
Pennsylvania  Construction  Company,  a  syndicate  formed  for 
the  purpose  of  constructing  homes  in  Queens  Borough,  are 
devoting  their  attention  to  the  improvement  of  the  four  hun- 
dred Hollis  Terrace  lots  recently  acquired  by  them.  The  com- 
pany has  begun  work  on  the  construction  of  dwellings,  and 
before  the  coming  spring  season  opens  expect  to  have  two  hun- 
dred houses  ready  for  occupancy. 


JUDGMENTS. 


In  these  lists  of  Judgments  the  names  alpha- 
betically arranged  and  which  are  first  on  each 
line,  are  those  of  the  judgment  debtor.  The  let- 
ter (D)  means  judgment  tor  deficiency.  (•) 
means  not  summoned,  (t)  signifies  that  the  first 
name  is  fictitious,  real  name  being  unknown. 
Judgments  entered  during  the  week  and  satisfied 
before  day  of  publication,  do  not  appear  in  this 
column,  but  in  list  of  Satisfied  Judgments. 

The  Judgments  filed  against  corporations,  etc., 
will  be  found  at  the  end  of  the  list. 

Aug. 

20  Alexander,    Richard    B— P    Jaulus 2S,77 

22  Altman.    Arou— Leon    Kimmel    162.60 

22  Abel,     Louis     H— International     Oil     Co... 

19.01.')  00 

23  Allen,  Perry— Henry  J  O'Bryan.  .costs.  130.30 
18  Beecher,     Herbert     W— Geo     G     Powning.. 

, $13,542.29 

18  Same— Same    15,167.05 

20  Beyers,   Frederick  J— J   Nessler 187.22 

20  Baker,    Charles— B    Strauss    et    al 23.39 

21  Bigelow,    Elizabeth    W— Joseph    G    Dean    et 

al     877.53 

21*Brande,    James— N    Y    Telephone    Go 53.31 

21  Blandy,    Graham   F— Hamilton   McK   Twom- 

bly     costs,    45.00 

22  Broun,   Chas  A— John   D   Hicks  et  al... 515.12 
22tBaake.    John— Frederick    R    Roberts 124.07 

22  Bennett,    Wm    H— William    Schimper   &    Co. 

95. .33 

23  Berman,    Aaron— H    B    Claflin    Co 103.16 

23  Bauer,    Henry    J— Louis    Bauer 1,914.65 

23  Brilliant,    Adele    &    Lazarus— Josiah    P    Le 

Fare     161.52 

23  Burke,     Francis    P— Wm    R    Fair    et    al. 

costs,    17.41 

23  Boesche,   Henry— R   B   Henry   &   Sadler   Co. 

129.89 

23  Brady.     Harry— Hyman     Bernstein 30.69 

24  Burberg.    Mrs    August— Ernst    Albrecht  .425  40 

24  Bauman.    Philip — Jacob    Meurer 191.52 

24  Bell,    George— Russell    L    Tarbex 404.65 

24  Brown,    Clarence    A— W    A    Doody    389.57 

18  Cullen,    Wm   A— H   R   Helnicke 227.22 

Co    222.31 

20  Campbell,    Maurice— J    B    McDonald.  ..  .300.58 

20  Cohen,    Isaac  J— L   Yesky    64.68 

22  Colgan,    John    W— Henry    Leachin 40.65 

22  Conway,     Harry    J— Harold    S    Rodgers    et 

al     162.83 

22  Clark,    Eliza  C.  .Catherine   Taylor 2,423.06 

22  Clarkson.   John  L— Lillian   Davis 73.01 

23  Cahn,    E    Gray- Wm    B    Logan 171.69 


23  Cooley.    James    C — Wm   K  Voorhees   Grain 

Co 176.76 

23  Columbia,     Wm    N— Louis    Bauer     391.90 

23         the    same the    same    1.914.65 

23  Curtain,    Daniel    B — Henry   Siefke   et   al.... 

1,023.15 

23  Cady,     James     C— Aaron     Engel 115  28 

23  Cavour,    Nicholas — Toledo    Computing    Scale 

Co 57.65 

23  Cranston-Thomas,     Pred— Wm     H     Seaman. 

1,893.95 

IS  Du   Mshant.   Adolph   M— John   Simmons   Co. 

2,223,00 

20  Dowd,    John   F— S  Trimmer  et  al 176.95 

21  Dunne,    M    Walter— Wm    A    Paulus    et    al. 

2,078.14 

22  Daniels,   John   B— Daniel   E   Bwald 119.03 

22  Dix.   Anna  J— Benjamin   P  Wieder 26.04 

23  Doykos,    Constantin    D— Bertha    Cordemann. 

520.03 

23  Davis,   Leonard — C   H   Richard  Jordan.  .341.31 

24  Dickerman,    Horace Railway    Advertising 

Co 429.67 

20  Finney,     Carrie— M     Schaumberg 900.52 

20  Same— D    Jonfes     1.001.99 

22  Englander,     Philip— James     Lurie 523..38 

21  Flynn,   Michael   J— Rose   Clark 30.00 

21  Freed.     Morris— Rodman    B    Ellison    et    al. 

costs.   63.76 

21  Fine,    Julius— Alfred    L    Holihan 193.63 

21  Furber.     Chas     W— Central     R     R     Co     of 

N    J    96.57 

23  Falick.     Louis— J     C     Bogert     Co 519.06 

23  Falkenmayer,    Anthony— Independent   Wars- 

chaue    Sick    Support    Society     272.15 

IS'Grossman,    Henry— H    B    Claflin    Co 302.32 

20  Green,    Thaddeus   K— H   J   Kirchner 107.28 

20  Goldstone.    William— C    Dochterman    et    al. 

costs,    32.72 

21  Glannkoft.     Louis— Ephriam    I     Spitz 7.3.96 

21  Geisler,    Otto— Percival    Kuhne    et    al..620  68 

22  Gillin.    Robert— Thomas    F    Merry ...  .2,076.40 

22  Galligan,     Thomas     P— Claflin,     Thayer     & 

Co     880.80 

23  Grift.    Aaron    A— Isadore    M    Spitz    6.50 

23  Ginsberg.    Samuel— Max   Levy   et   al.  .1.222.10 

24  Garrison,  Wm  R— Oneida  Ntl  Bank  of  Utica 

38.267.87 

24*Grossman.    Henry— Tefft    Weller   Co 181.12 

IS  Hollewell.    Lynn   P— Edgar   Burgess 685.34 

20  Hofstatter,    Adolph    G— W   P    Youngs   et   al. 

208.27 

20  Same— C    R   Partridge    60.28 

20  Hirschbein,     Nathan— Meyer     Bros    Co.  .39.16 

21  Hlmmelstein.     Barnett — Magnus     &     Lauer. 

46.42 

21  Hurlbut,    Geo    S— Peck   Williamson    Heating 
&    Ventilating    Co    2,180.07 


21  Henriques.    Bernard.  .Harry  T   Pond 35.85 

22  Haynes,   Webster  D— Peter   S  O'Hara  et  al. 

294.74 

22  Horowitz,    Meyer— Am   Woolen   Co   of   N    Y. 
3,35132 

22  Hart,   Thomas   R— Edw   B  Van   Ingen.  .232.92 

23tHill,   John— Edw   B   Geetin 37.41 

23tHuppman,    Anton the    same    37.41 

IS  Jacoby,   Lena— Albert   C  Asche 59.72 

21  Jones,    Sarah    B— Levi    A   Fessenden.  .1,092.48 

23  Johnston,   Wm   C— Abraham  Abraham   et  al 

.183  30 
23  Jos'low,'  Wolf— H  B  Clafii'n'co.' .".".'.'.'.' .193.16 
23  Jager.    Isador— J    C    Bogart    Co 519.06 

20  Keckeissen,   Adam   P— M   A  Kane 158.91 

21  Kramm,    Waldemir— Percival    Kuhne    et    al. 

620.68 

22  Kinn,    James   P— Morris   Levine 1.3.5.71 

22  Koechel,   John    B— Adams    Bros   &   Co.. 916  88 

23  Krauss,    Josephine— Geo    W   May. costs,    23  01 

IS  Lanfeld.    Max— H    B    Claflin   Co 302.32 

IS  Lewis,    Irving— Alfred    Lewin    518.81 

IS  Lichtenstein,    Sol— Catherine    Tyson    et    al. 

144.21 

IS  Lesoward.    Mary   L— U   S   Fidelity   &  Guar- 
anty   Co 126.41 

21  Lindner,      Adolph— United      Dressed      Beef 

Co     424.60 

22  Lottimer,    Myrtilla    F — Max    Berkowitz.144.47 

23  Lotz,   Henry   &   Maggie— Nathan   J   Pack   et 

al   123.81 

23  Levitin,  Wolf— Oneida  Community,  Ltd. 2.56.78 

24  Lanfeld.    Max— Tefft    Weller    Co 181.12 

18  Mahoney.    George— Flora    E   Sheffield 78.34 

20  Mayer,     Charles— C     Dochlermann     et     al.. 

costs,     32.72 

21  Morse.   Samuel  P— George  Barrie  et  al.. 66.89 

21  McPherson,  Don  S— Emil  F  Begiebing.  .387.50 

22  Matisse,  Albert — Meyer  Loeb  et  al....  146.31 
22  Mahoney,  Geo  F— Joseph  F  Webber.  ..  .79.80 
22  MacGregor,    Walter    S— Elizabeth    Morris. 

641.19 

23*Marcus.    Louis— Tarrvtown  Wall   Paper  Co. 
908.49 

22  McMullen,     Chas    S    &    Walter— Albert    P 

Fowler     215.99 

23  Murphy,    Humphreys    J— P    Ballantine    & 

Sons 382.55 

23'Mullaly.    Edmond   J— Joseph   M    Huber. 204.88 

23  Martin,    Geo   W— Jacob  L  Gazan 65.22 

23  McCue.  James  E— R  B  Henry  &  Sadler  Co. 

645.96 

23  McColIom.   James  F— Frank  Green  et  al. 60.50 

24  Marasco.  Rocco  M  exr— Meyer  Jackson. 214. 45 
24  MacClinch,    Benlah   M   E— John   T   Holliday. 

46.41 

18  Owen,    Wm    C    &    'Wm    C    Jr.  .C    J    Osborn 
Co.    123.41 


The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved.         Notice  is  hereby  given  that  Infringement  will  lead  to  proaecutlon. 
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"LARGE.ST    DISTRIBUTORS    OF    FRONT    BRICK    IN    THE    WORtJ>* 


ENAMELEP 


FRONT 

BRICKS 


CEMUINE 


» HARVARD' 


NAZARETH 
CEMENT 


Portland 


FREDE.NBURG    &    LOUNSBURY 


g^ooans.  63-69,  289  FOURTH  AVENUE,  Corner  22d  Street. 


NEW  YCKJS 


.(ii.ii 


20  O'Reilly.     Philip— L    Mitchell 

:;4  Oberman.     Geo    J— Thirty-fourth     St   ,M1  _  ._^ 

Bank    of    N    Y     ^•■'iri^ 

20  Prini-e,    Addie..I    Stern    et   al i.l* 

211  Perey.    Samuel    W— J    Murphy ;i"i^ 

20  Pelrauo,    Frank    L— J    Twinarae ^ti'^l 

20  Pup.lla,    Matthew— W    H    Sage ■•,'''i"'> 

21  Priehard,    Dudie/— Youutakah   County   '-•luo.  ^ 

"  '  4S.8;» 

•'1  Potter,    Francis— Wm   J    Carroll :iSU.23 

■>3  Pettiiiati,    Nicola— Chas   G   Cowan   et   al.... 

costs,     2,1.01 

■M  Pcn'o.Je.'    Hii'lacit    A— Thirty-tourth    St  _Ntl_ 

Bank     ct     N     Y     ,■■•■•'■;';','",•'.■. 

IS  Royal.   Henry— Gertrude  M   Royal V-.  -7 

20  Rueller,    Ernest--^'    Tiller    et    al •^'■'■i-"* 

■M  Robeits,    Kirtherine— E    Eugbre'sen    80.41 

"o  Read,    Linus    G— Wm    E    Terrell    Tailoring__ 

Co    '*''■'• '  •' 

•>1  Robb.' Jonas— Frederick   Fieeman    ril.Sl 

2:!  Ran,    Augus',    Jr-Freierick    Rail.  . .  . .  .  jO--- 

■'4  Reulinger,  Herman— H  B  Claflin  Co.  144.1- 
"4  Rob. n  on.  Fredei  irk— Russell  L  Tarbox.40t.t)O 
is  Schu.man.    Wm    F    B-Jacob    N    Prudoviky. 

(S4.90 

■>()  Saiei,    Theodore,    prest.    &c— M    Bernstein. 

t>D  41 

20  SiVseinian,    Benjamin— E    H    Ogden    Luinber 
Co  — 

21  Sahu'eV,  Eniil— Char'es  Wahn  et  al...ll2.0-; 
21  Saftojd,  John  H— Leonard  W  Lederer .  .  ..S.41 
21  Sisseiman.     Benjamin- Abraham     Schneider._ 

.1.0,jO.;j.^ 

21  Same— Max    Goldstein     .SOU.Oo 

21  Sherman.    Rose    S    and    Henrietta    T— Ham- 
ilton    McK     Twombly '^°s''^'  ..r'l'y 

21  Swain.  Geo  W— Isaac  Stern  et  ^1- •  ■  •  • -1 '';■ '*; 
•'■'  Sullivan.  John  J— Jacob  M  Leonhardt  .4.i.0t 
■'■'  Se'ig    Louis- Peter   S  OHara  et   al 2'.i4.i_ 

22  Sanders,      Henry      H-Railway      Advertising 

Co  4.i-..iO 

•'2  Sam'ueis.'Lester  W— Geo  R  Sutherland.  .02. 73 
22  Stoddard,    Leroy   B-Edw   A   McAlpin   e'^l^.l-.^. 

22  Strauss',' Edw'H-^Harold    S    Rodgers    et    al. 

IbJ.oo 

'w  Smith  Kathe'r'i'n'e' C— Sarah  Reinbardt.  .424.62 
■>•>  Senk      Henry— Heinrich     Goldstein     et     al. 

115.  iO 

22  Sobel',"Max— Tarry'town     Wall     Paper   ^Co. 

23 
23 


Squatrito.    Rosario— Nassau    Newspaper    De- 
livery   Express    Co    costs,    2.i.01 

Schnitter,   Maurice— Ulman   Mfg   Co........ 

costs,    38,01 

Sc'hle'ifer,    Joseph— Samuel    Kann . . .  .46.22 

Shropshire.    Ralph    F-Bessie   M    de   Talley- 

rant    et    al     10.01)0.00 

Storms.      Alfred      R— Advertiser      Prjnting^ 

House   &    Stationery    Co    '-,:xi^ 

Sullivan.    John    H— Henry    J    McCoy u3.<l 

Sanders    Geo  E— FieJerick  M  Thompson. 60.42 
Sponheimer,    Peter   &    Theodore— Stanley    A 

Nowske       "* 

Twombly.    W    Irving— James    T    Finn    .r,lil.41 

Totaro,     Carlo— We'.z    &    Zerweck l-r\'',-  n 

Thomas,     Florence— William     Scott.  . .  .:>-■<  6.1 

Tanner,    Charles— H   B  Claflin   Co Ut.u 

Wessen.     Michael— Butler     Bros I'i,? 

Wayburn.    Ned— W    J    Be-ker -??;,} 

Wife.    Herman   J— N   Y   Telephone   Co.  .o3.31 

Williams.    Joseph    M— Wm    H    Ball 63.92 

Wiese,    Jacob    S— Merchant's    Importing    Co. 

•'2  w'ertheime'r,   Henry  i— Henry  M   Strausman 

et    al     3-!»''J 

23  Walker,     Justin     C— Frank    A     McLaughlin 


24 
24 
24 

18 
IS 
21 
24 
20 
20 
21 
21 
21 


23  Wendle,    Lorenz* 
Co. 


Mary — Brown    Forman 

.1.-).S.38 


23  'Watson.     Charles— Edward     Boraasch  .  .  1'J'J.SO 
23tWalker.    Luc etia— Michael    Muftal    ....'.'AiV.i 

24  Withecomb.   Elida— Mary  Ryan    "'V','J 

20  Young.    Bert    L— B    Feuerman ifio'J- 

23  Zazuly,    Louis— Louis    Braverman IbS.lo 

CORPORATIONS. 
18  Long  Island   R   R   Co— Samuel   Strauss.2(X>.00 
18  Twombly  Power  Co— James  P  Finn.  ..  .114.!)! 

20  Field   &   Stream    Inc.G    C   Crowley 1'22.10 

21  The   City    of    N    Y,    The    Dept    of    Health    of 

the    City    of    N    Y— John    T    Sprague 

costs,     \XlSy2 

21  Stiilman   Safety   Lamp  &   Heater   Co— Louis^^ 
"yV'eiss    240.6  J 

21  The  Boston  Idaho  Gold  Mines  Co  Ltd— Chas 

L    Doty    l.Ol.o-lo 

■21  American    Paint   &    Color    Co— John    C   OJd- 
mixon     I.i6.14 

22  Manhattan    Transport    Co    of    N    J— John    D 

Hicks    et    al r,l,-).12 

22  Sternes    &    Co— Julius    Magnus 741,12 

23  C     G     Flygare     Co— Julius    Jonsons     Sons  —  _ 


23  The   Barrena   Mining  Co— Edgar  J   Hesslein 

et    al    • 4K1.98 

24  Interborough    Rapid    Transit    Co— Henrietta 

M  Broder     30:).0() 


SATISFIED  JUDGMENTS. 

Aug.   18.   20.   21,  22,   23  and  24. 
Ammann,     Charles— M     G    Pinkney.       ISHO.... 

.1!1S.033,28 

Buge.   Reinhold  M   F— H   H  Kipp.     100;>.  ..$slli  20 

Bartel.   Wni  A— J   Edmunds.      1008 3.'>.17 

'Brooks.    John- City    of    N    Y.       IIIO.") 264.91 


Bodger.   Ellas,   Max   Spector  &  Max  Matskin — I 

Blumberg.     1903     63.94 

Campbell.    Hattie    A— N    Y    &    Wakefield    Co-op 

Bldg    &    Loan    Assn.      1903 1.141.60 

Cooper.  John  J— G  Glens.     1.S97 8.'j.48 

C  arke,  Elizabeth  H— D  Lewis.  190;!. ..  .107.87 
Cements,  Evelyn  S— R  C.Payne.  190j.  .231.19 
Dunn,   Bartholortew  &   Wm  H  Masterson — E  B 

K   Sargent.      1!«M 129.17 

Same Same.      190:! 3,378.6.'5 

Dinkelspie',  Melville  M— J  Deshel.  1903.  .428, Si 
Eichelburg,    Ernest— M    Stettiner    et    al.      1897. 

4.J.57 

Same— C    N    Vollum.      1.S94    38.49 

Same— D    S    Walton    ct   al.  . . .'.     1893 1.">1.7.'5 

Same— H    Lindemeyer   et    al.      1893 70.83 

Edelmuth.    Louis    &   John    Doe— T   Chenillet   et 

al.       1,S98    140.08 

Edelmuth,     Louis    &     Frank    Wyman same. 

1,898      249.15.5 

Fai.  banks,     Ce'il     R     and     Louis    Vollmer— W 

Simpson.       1906 111.91 

Fo.d.    Andrew    S— R    M    Morton.      lOO.'J.  ..  .117.43 

Field,    Edw    Q— F    A    Dorman.    191)3    193.93 

Garcowich,  David— Louis  Auerbach,  1889.259.55 
Ho.vard,    Michael    and    Alfied   Co— J    H    Adam 

li:Oi    332.61 

"Hemmel.    Arthur   E— J    P   Ta;'Ior.      1897.  .444.12 

"Same— J    Dun. can.       1S93    054.73 

Hemmel.  Arthur  E— E  P  Phillips.  1889.  .499,29 
"Hemmel.    Arthur   E— L   La  Tour.      1.S97.  . .  .99  92 

"Same— .\    Y   Tel   Co.      limi) 28.12 

"Same— L    La    Tour.       1897 58.32 

"Same— B    Mulligan.      1905 2.50.12 

"Same— Falcolm  Electric  Mfg  Co.  1901 ...  .78.40 
Hemmel,     Arthur  "  E— 'V     Del    Genoue.se    et    al. 

ls!i;i     290.49 

Hummel,   Arthur   E  &   John   Doe— J   L  Culbert 

et     al.       1.S90 79  24 

Howard.    Michael   D— J   H  Adams.      1906.  ..  .27.72 

Same Same.       190;!     22.72 

Johnson.    Abraham    &    Samuel— W  L    Sweet   et 

al.    190J    374.34 

Liceione,     Joseph— The    Eastern     Brewing    Co. 

1896    178.95 

^Liceione,  Joseph— A  Guccione.  1903. ..  .1,133.72 
'Lichtensoen,    Abraham— City    of    N    Y,    1899. 

253.55 

Lampert,     Louis    and     Isidore    W    Horn — R     E 

Holccmb.       190;l     376  18 

"Leining,  Louis— J  F  Hatterman.  1901. .  .204.67 
"Livingston.    Johnston — H    Monness  et   al.    190;!. 

3:d2.41 

Lorimer,  Wright— F  M  Livingston.  1906.388  53 
McShane,    Maria    F— J    J    Kennedy.    1903.  .119.72 

McQuade,    James— M    .'M    Butler.      1906 89.22 

Same— Sun  Light  Gas  Machine  Co.     1905. .384.00 

Nicholsburg.     Henrv— I     Fajas.       1901 228.03 

Same— Ballon    Dickson   Co.      1906 508.77 

Same— Western    Mantel    Co.      191)6 ..293  24 

Same— Richaid   E   Thihaut.      1901 222.94 

"Mothner.    Samuel    &    Isaac — A   Rawitzer   et    al 

1S!I7    821.40 

Noppi,    Saverlo- A    Noppi.      1903 129.40 

Same Same.       1903     135  OJ 

O'Learv,    Mary— C   Hulle.      1908 80,82 

Oshinsky,    Israel    or    Harris— M    Braun.      1903. 

798.86 

Pomeianz,       Samuel— Carsten-Offerman       Coal 

Co.       1906     978.39 

■Persch.    John    P— C    H    McLaughlin.       1905... 

1,416.20 

Reagan,  Stephen  J— J  N  Partridge  1905.  .120.03 
Randolph,  Samuel  F— M  Donohue.  1903.  .49.91 
Russell,  Wm  L— National  Drill  &  Mfg  Co.  190S 

165.72 

"Starr,    John    E— City    of    N    Y.      1904 847.59 

'Siff,  Max  and  Louis- D  Siedemann  1897.. 97. 54 
Sher'o^k,     Carlyle— Columbia     Phonograph     Co. 

Genl.       190  i     793.31 

Schillinger,    Henry    L   and   Theodore— The   Ger- 

mania   Bank   of   N    Y.      190  » 2,416.81 

'Schmidt,  Margaret— Dept  of  Health.  1897.209.50 
Terwilliger,    Edna    B— L    F    Brennecke.      1901. 

567.07 

'Vogel,    Lillian    B— H    E.senbach    et    al.    1906. 

' 910.71 

Wagner.    Ernest— L    Sehlessinger,    rec'r.      1906. 

2.0;)0.00 

CORPORATIONS. 
N   Y   Building   Loan   Banking   Co— 'V   La  Rosa. 

.1906    224.41 

National    Conservatory    of    Music    of    America, 

Jeanette    M    Thurber    and    Francis    B    Thur- 

ber— M    H    Hyland.      1901 1.066.40 

M.   Groh's  Sons— G  Trafflnger.     19t"K! 111.38 

'Blythbourne    Water    Co— City    of    N    Y.      1903. 

442.98 

NYC&HRRR  Co— V  Newton    1904.13.269.20 

Inter  St   Ry  Co— T   Picchiani.     1906 1,135.80 

N   Y   City   Ry  Co— A   Coogan.   1906 627.25 

Union    Ry    Co    of    N    Y    City— N    Y,    N    H    &    H 

R    R    Co— F    Heller.    1906    3.634,25 

'Vacated  by  order  of  Court.  ^Satisfied  on  ap- 
peal. "Released.  'Reversed.  •Satisfied  by  exe- 
cution.    "Annulled   and   void. 


MECHANICS'  LIENS. 

Aug.    18. 

191— 123d  St.  s  s,  100  w  Pleasant  av.  lOOxlOO, 
John  Gilles  Co  agt  Louis  O  Cohen  &  Chas  S 
Goldberg    !|;2.52..50 

192— West  End  av.  No  583.  Wm  D  Grant  agt 
Anna   P  Crompton,   A  R   Atkin 265  Ot) 


'193— 511th  St.  No  4  West.  Pace  &  Cripps  agt 
J    P    Coin,    Chas    H    Cottrell 871.71 

194 — 1,'{7  h  st,  n  s,  whole  front  between  River- 
side drive  and  Broadway.  U  T  Hungerford 
Brass  &  Copper  Co  agt  Transit  Realty  Co, 
J    Saion   Sheet   Metal   Works    ,'i37..56 

19,"^— 12:jd  St.  s  s.  100  w  Pleasant  av,  lOOx 
100,11.  Lcvlue  &  Posner  agt  Louis  O  Cohen 
&   Chas  S   Goldberg    2.8tN.).IK) 

IWC- S5th  St.  Nos  4:i6  to  440  East.  Samuel 
Shanker  ^gt  Samuel  Kaufman  &  Max  Gel- 
bin     160  00 

lr7 — .Same  property.  Weisberg  Mark  Co  agt 
Max    Gelbin     Samuel    Kaufman    192.00 

19.8— 12.'id  St.  Nos  440  to  446  East,  Murtha  & 
Schmohl  Co  agt  Louis  O  Cohen  &  Chas  S 
Goldberger    3,239.23 

199— Clinton  st,  Nos  80  and  82.  Harry  Black 
agt  Martin  J  Gustav,  Anna  M  and  Geo  J 
Grossman,     tiustees,     Simuel     Agid.  ...  1,6.50  00 

20)— 3th  av,  s  w  cor  13Sth  st,  138x100.  Nia- 
gara Wood  Working  Co  agt  Samuel  Levine 
&    Sen 3.272.(X) 

201— 1st  av.  No  525.  A  E  Klots  Fireprooflng 
Co  agt  Adolph  Schlesinger,  S  Zusherman. 
250.09 

202 — Grand  st,  Nos  577  and  577'/^.  Seelig  Goiil- 
berg  agt  Hyman  Wallach  &  Max  Zucker, 
Lev.,'   &   Wechselman    60..85 

20.": — ;{d  st.  No  32t>  East.  Same  agt  Hyman 
Wallach.    Levy  &   Wechselman    11.50 

2i)'.— Av  B.  No  216.  He. man  Greenberg  agt 
Edward    C    Dollard    8.0J 


An: 


20. 


205— 5ih  av.  s  w  cor  138'.h  st.  99.11x1-20.  Reis- 
ler  &  Klein  agt  Samuel  &  Max  Levine, 3.990  03 

20:— S5th  st,  Nos  4:i(!  to  440  East.  Antoni 
Figoni  agt  John  Kaufman  &  John  Gelbin. 
460  0) 

207— 123d  st,  Nos  440  to  446  East.  Saverio 
Bibbo  agt  Louis  O  Cohen  &  Chas  H  Gold- 
berger     1.154.00 

20,8- 1st  av.  e  s,  102.2  n  S3d  st,  25.6x65.  Jacob 
Perlman  agt  Herman  Lux,  Jos  Hamerman. 
12-2.00 

21)9— 137th  St.  n  s,  .-iOO  e  Lenox  av,  50x10). 
Niagara  W'ood  "Working  Co  agt  Benjamin 
S.sserman 3,100  01) 

21i>— 83th  St.  Nos  436  to  440  East.  Joseph 
Weine  agt  Samuel  Kaufman  &  Max  Gelbin. 
225  00 

211— 3th  av,  s  w  cor  138th  st,  99.11x120. 
Jacob  S  Haft  Co  agt  Samuel  Levine,  Max 
Levine    &    William    Greenberg 780,00 

212— Av  A.  No  1401.  Harry  Mander  agt  John 
Krasnow 42.50 


Au2 


21. 


21:)— l;^7th  St.  No  611  West.  U  T  Hungerford 
Brass  &  Copper  Co  agt  Transit  Realty  Cor- 
poration.   J   Saron    Sheet    Metal   Works.  .  .337.51! 

214— 5th  av,  s  w  cor  138th  st,  109x100.  Jo- 
seph  B'och   agt  S   Levine  &   Son 400.00 

215— lS7th  St.  s  s.  50  w  Cambrelling  av.  50x 
100.  Geo  B  Raymond  &  Co  agt  Patrick  J 
Moffat    ; 438.58 

216— Citth  st,  No  315  East.  Max  Zwerdling  agt 
Mor,  is    Steronbe.g.    John    Fuchs 40.09 

217—3  h  av,  s  w  cor  138th  st,  100x100  Cen- 
t.al  Fireprooflng  Door  &  Sash  Co  agt  Samuel 
Levin    &    Son,    William    Greenberg 662.00 

218— Satisflcd, 

219— 85lh  St.  Nos  436  to  440  East.  Saverio 
Feraca  agt  Samuel  Kaufman  &  Max  Gel- 
bin     850.00 

220— 12.3d  st,  Nos  440  to  446  East.  Union 
Stove   Works   agt    Cohen    &    Gollberger.  .739.00 

221 — 43th  St.  No  229  Eist.  Lazar  Lazaroff  agt 
Bachrach  &  Schmeidler,  Renwick  &  Rosen- 
cranz    50.00 

222— Elton  av.  Nos  808  to  812.  William  Stri- 
arese    agt    Vincetizo    Bounaceno    100.09 

223 — Same  property.  Eduards  Strianese  agt 
same     125.09 

22-'- 19th  st,  Nos  211  to  215  West.  Casmento 
Roofing  Co  agt  Percival  C  Ketterer  &  S 
Percival    Kibler .545.03 

22.5— .5th  av,  s  w  cor  138th  st,  99  11x120. 
Boggs  &  Stevens  agt  Samuel  Levine  &  Son. 
.36.23 

226— l.-!5h  St.  Nos  40  to  44  West.  Ignaz  Her- 
mann agt  Mrs.  Schnitzer,  —  Driscoll 11.03 

227— 137th  st,  n  s,  4O0  e  Lenox  av,  50x99.11. 
Murtha  &  Schmohl  agt  Benjamin  Sisser- 
man    2,482.95 

228- 137th  St.  Nos  43  and  45  West.  Thomas 
Windsor  agt   same    1.000.09 

229—140  h  st,  n  s,  1.50  e  Broadway.  7.5x100. 
Jimes  V  Palladino  agt  Rudolf  Simon,  Samuel 
Hyams   136,01 

2-^f>— i:;7th  st,  n  s,  309  e  Lenox  av,  50x100. 
Boggs  &  Stevens  agt  Benjamin  Sisserman. 
15100 

231— Morris  av,  Nos  631  and  033.  Oscar  G 
Borkstrom   agt  Di   Toro  &  M  Zanchelll. .  ..52.58 

232— Amsterdam  av,  Nos  1483  to  1495.  Tos- 
cani   Bros  agt  Herrmann   Realty  Co 63.00 


'To   the   Editor  of   Record   and   Guide: 

Lien  filed  by  Messrs.  Pace  &  Cripps  against 
me  on  bui'ding  No.  4  West  56th  Street,  namely: 
Contract  with  extras  claimed  .$6,293.71,  not  ap- 
proved by  architect:  offered  certified  check  sub- 
ject to  architect's  certificates:   will  defend. 

C.   H.   COTTRELL. 


The  text  of  these  pages  Is  copyrighted.     All   rights  are   reserved.         Notice  is  hereby  given  that  Intringement  will  lead  to  prosecution. 
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Your  basement  can  be  lighted  thoroughly  without  the  expense  of  electric  light  or  gas  by 
using  The  Luxfer  System  of  Sidewalk  Lights.  The  most  scientific  and  satisfactory  yet 
devised.  Let  us  demonstrate  the  comparative  cost  of  using  daylight  or  artilicial  light 
down  there.     'Phone  3276  Gramercy. 

,  AMERICAN  LUXFER  PRISM  CO.,  160  Fifth  Avenue.  NEW  YORK. 


AuE.    2:2. 

233— 53d,  St,  No  38  West.  John  H  Drew  &  Bro 
agt  Francis  L  Hine,  Walter  Reid  &  Co.  .180.00 

LM-l— Satisfied. 

2.')5— 137th  St.  No  23  West.  Joseph  Schinder- 
man    agt    Benjamin    Sisserman 700.00 

230— 123d  st,  Nos  440  to  446  East.  Joseph 
Rosenblum  agt  Louis  O  Cohen  and  Chas  S 
Goldberger    790.95 

237— Lewis  st.  Nos  227  and  229.  James  J 
Mooney    agt    Louis    Lewinthan 2,284.00 

23.8— Washington  av.  No  lj25.  Empire  Mfg 
Co  agt  Harris  Goldblum  and  Osher  Gor- 
don      -iSAO 

2.39— 109th  St.  n  s.  100  w  Manhattan  av,  loOx 
72.11.  Empire  City  Wood  Working  Co  agt 
Samuel    Michelson    6,500.00 

240— 137th  st,  n  s,  400  e  Lenox  av.  50x99.11. 
James  B  Lenahan  agt  Benjamin  Sisser- 
man  480.00 

241— 12Sth  St.  Nos  79  to  83  West.  Patrick  F 
Kenny  agt  Joseph  Lesowitz  and  Samuel 
Kaufman    983.74 

242— 31st    St.    No    9    West.      Bay    Ridge    Sheet 
■     Metal    Works    agt   Alfred    Nelson,    C    G    Fly- 
gare    &    Co 1,844.50 

243— 6th    av,    Nos   662   and   664.      Bruschart   & 
'     Braun  agt  Charles  Lang  &  Co,   Jacob  Saron. 
55000 

244-^kiverside  Drive,  n  w  cor  and  n  e  cor 
137th  st,  lOO.xlOO.  Bosehart  &  Braun  agt 
Transit   Realty   Co,    Jacob   Saron 800.00 

245— 5th  av,  s  w  cor  13Sth  st.  100x100.  Louis 
Goldstein   agt  S  Levine  &   Son 300.00 

246— 137th  St.  Nos  43  and  45  West.  John 
Cullo   agt   Benjamin    Sisserman 450.00 

247— Warren  st,  Nos  82  and  84.  Stell  Vault 
Light    agt    Robert    J    Masbaeh 170.00 

248— 8th  av,  s  e  cor  149th  st,  75x100.  Ed- 
ward   Palmer  agt   Louis   Weinstein 600.00 

240- 101th  st,  n  s,  50  e  Columbus  av,  150x 
100.11.      Same    agt    Samuel    Michelson.  .700.00 

2.5(1— 137th  st,  Nos  43  and  45  West.  Same  agt 
Benjamin    Sisserman    1,026.00 

251— 123d  st,  Nos  440  to  446  East.  Same  agt 
Louis  O  Cohen  and  Chas  S  Goldberger. 1.200.00 

252— 150:h  st,  s  s,  100  w  8th  av.  100x99.11. 
Same   agt    William   Soltz 1.650.00 

253— 3d   st.    No   320   East.      Blechner   Bros   agt 

Hyman   Wallach,    Herman   Levy   and   Nathan 

'     Wechselman     92.42 

2.54— 121st    St.    No   230   West.      John    Schneider  _ 
agt   John    Murphy    17.25 

255— Attorney  st.  No  150.  Blechner  Bros  agt 
Samuel  Leder,  Harry  Bratholz  and  William 
Spies     50.00 

2.56— 10th  st.  No  311  East.  Same  agt  Nathan 
Kohn,  Herman  Levy  and  Nathan  Wechsel- 
man      65.00 

Aug.    23. 

2.'}7— 109th  st,   n  s.   100  w  Manhattan  av,   143x 
llH).      Hyman   Delinsky  agt  MSA  Wilson  _&__ 
Samuel    Michelson    785.57 

258- Willis  av.  No  502.  Sam  Weisman  agt 
August  A  Dreyer  &  Rubins  &  Herschon- 
sky    345.00 

■259— Willet  st.  No  103.  Jak  Nadler  agt  Joe 
Schlesinger  &  L  Fried   175.00 

260- Heath   av.   w  s,   702  n   Boston  av.  25x100. 

James  Whelan  agt  Estate  P  J  Dooling.  .124.00 
,261— Wadsworth  av.  n  w  cor  183d  st.  74.11x50. 
Union    Woodworking    Co    agt    Agnes    F    Bell 
&   Thomas    H    Bell    ...: 3.250.00 

262- 19th  st,  Nos  211  to  215  West.  Sicilian 
Asphalt  Paving  Co  agt  Chas  P  Ketterer  Co 
&    Murphy    &    Son    408..42 

20:!— 9Sth  st.  No  205  West.  Tobias  Schwartz 
agt    Elizabeth    &   John    Carroll 330.00 

264— 149th  St.  n  s,  100  w  ,8th  av,  50x99.11. 
Joe  Levoli  agt  Frank  Mueller  &  Mueller 
Bros 450.00 

20.5 — 40th  St,  s  s,  151  e  6th  av.  18.6x98.  James 
O'Brien  agt  Louisa  Schultz  &  Estate  of 
Charlotte  Miller  and  Margaret  L  &  W 
Schultz     1.536.85 

260- lOSth  St.  Nos  116  and  118  East.  Markus 
Rothholz  agt  Harris  Richman  &  John  Green- 
field     160.00 

267 — AVenue   A.    No  1413.     Frank  Krakow  agt 
,    Sidney  Wallenstein    200.00 

268— 137th  St.  Nos  43  and  45  West.  National 
Damp  Proofing  Co  agt  Benjamin  Sisserman. 
125.00 

269— 123d  st,  Nos  440  to  446  East.  Same  agt 
Louis   O    Cohen    &   Chas    S    Goldberger.  .ITO.OO 

270— 8th  av.  e  s.  whole  front  between  150th 
and  151st  sts,  200x100.  Same  agt  William 
So'tz    &    Max    Raymond    100.00 

271— 8th  av,  s  e  cor  149th  st.  75x100.  Same 
agt    Louis   Weinstein    150.00 

272— 1st  av.  No  20.  Joseph  Roth  agt  Enter- 
prise Realty  Co  and  Levy  &  Wexelman. 450.00 

Aug.    24. 

273— 31st  St.  No  9  West.  Durie  &  Davidson 
agt   Alfred   Melson   &   C   G  Flygare   Co.. 565.00- 

274— 85th  st,  Nos  436  to  440  East.  Friedman 
&  Idelman  agt  Henry  Kaufman  &  Max  Gel- 
bin    2.800.00 

27.5 — Broome  st.  No  .35.  Ike  Bloom  agt  Sarah 
Goldstein  and  Aaron  Kaufman  and  Ike  Miller 
150.00 

270— 101st  St.  No  217  East.  John  Callan,  agt 
Mary  F  Cummings  and  Max  Aronson. ...  .255.00 

277 — Ludlow  st.  No  24.  Isaac  Zimmerman 
agt  Ike  Shapiro,  Morris  Feinsot  &  Isidore 
BooCk   750.00 


27s — Amundson  a  v.  w  s,  325  s  Nelson  av.  25x 
1011.     John   Rotando  agt  Gustav  Paulson. 200.00 

279— Franklin  av.  e  s.  150.1  n  3d  av.  108. lOx 
1(10.  Fred  Schnaufer  agt  Max  Kessler  & 
Pyser    Bookstaver    3.O0O.O0 

280- 100th  St.  No  210  East.  Robert  Scheinck 
et  al  agt   Fauve  Cohen  &   Louis  Cohen.  .224.25 

281- lo:h  St.  No  210  East.  Abraham  Rosen- 
berg agt  Simon  Baruch    1.772.<X) 

2.S2— Broadway,  n  e  cor  02d  st,  116.1x106. 7x 
irreg.  George  Brown  &  Co  agt  Geo  C  Boldt, 
&  General  Supply  &  Construction  Co.. 7,230.00 

2.S3— 40th  St.  No  300  West.  Wm  G  Clark 
agt   John    Horgan    &    Samuel   Margulis.  .650.00 


BUILDING  LOAN  CONTRACTS. 

Aug.    IS. 

59th  St.  s  s.  233.4  w  1st  av.  41.8x100.5.  Van 
Norden  Trust  Co  loans  Joseph  G  Wallach 
to  erect  a  —  sty  bldg:   5  payments. ..  ..$75,000 

Broadway,  n  w  cor  125th  st,  100x100.  Chas 
M  Rosenthal  loans  Emanuel  Doctor  to  erect 
a  —  sty  bldg:  —  payments    60,500 

Montgomery  st,  e  s,  89.9  s  Madison  st,  12.6x75 
X  irreg.  Hunterdon  Realty  &  Construction 
Co  loans  Henry  Wilchinsky  to  erect  a  6-sty 
tenement:    6    payments    18.000 

Amsterdam  av.  s  e  cor  115th  st,  100x100.  Wm 
T  Hookey  loans  Polstein  Realty  &  Construc- 
tion   Co    to    erect    five    6-sty    tenements;    8 

payments     lOO.OOO 

■    Aug.    20. 

Norfolk  St.  n  e  cor  Stanton  st.  17x70,  and  Nor- 
folk st;  No  164.  Germania  Bank  loans  Max 
Goldberg  to  erect  a  .6-sty  tenement;  5  pay- 
ments     20.000 

i:ilst  St.  s  s.  90  e  Old  Broadway,  85  3x— . 
North  American  Mortgage  Co  loans  the  J 
Goldman  Realty  &  Construction  Co  to  erect 
two  G-sty  tenements;   15  payments 48,000 

Aug.    21. 

Barnes  av,  s  e  cor  229th  st,  114x105,  Bronx. 
Eleanor   F    O'Connell    loans    Henrietta    Stadis 

to  erect  a  —  sty  bldg;  —  payments 4.250 

Aug.    22. 

Broadway,  s  e  cor  14Sth  st.  99.11x125.  Title 
Guarantee  &  Trust  Co  loans  Herman  Fichter 
to  erect  a  —  sty  bldg;  —  payments. ..  .28,500 

13th  St.  Nos  313  and  315  East.  Kotzen 
Realty  Co  loans  Joseph  Harbater  and  Solo- 
mon Silk  to  erect  a  —  sty  bldg;  10  pay- 
ments     20.000 

Wales  av.  s  e  cor  Dawson  st.  277.5xl95.llx 
irreg.  Richard  S  Collins  loans  Dawson 
Realty  Co  to  erect  three  0-sty  tenements;  8 
payme'nts    100,000 

59th  St.  s  s.  233.4  w  st  av.  33.4x100.4.  Van 
Norden    Trust    Co    loans    Joseph    G    Wallach 

to  erect  a  —  sty  bldg:  5  payments 75.000 

Aug.    23. 

00th  St.  s  s.  310.8  e  2d  av,  33.4x100.  Pincus 
Lowenfeld  &  William  Prager  loan  David 
Lentin  to  erect  a  —  sty  building;  10  pay- 
ments        18.000 

Fox  av.  w  s.  ItXI  n  Jefferson  av,  25x100.  The 
Railroad  Co-operative  Building  &  Loan 
Assn    loans    Oscar    Smith    to    erect    a   —    sty 

building;    4    payments    4.000 

Aug.    24. 

Terrace  View  av,  w  s,  106  9  n  Leyden  st. 
—X—.  Patrick  S  O'Brien,  Terence  J  Early 
&  Joseph  F  Geisler,  trustees,  loan  Lena 
Schumacher  to  erect  a  —  sty  stable  and 
apartment    house:    6   payments    19.750 

17Sth  St.  s  s.  100  w  St  Nicholas  av,  10O.x99.11. 
Henry  Ettelson  loans  Harry  M  Adelson  to 
erect    two    5-stv    fiats;    7    payments    8,000 

32d  st,  s  s.  170  w  32d  st.  .30x98  9.  Rosehill 
Realty  Co  loans  Sarah  Rosenbaum  to  erect  a 
0-sty  tenement ;   12  payments   20.000 


SATISFIED  MECHANICS'  LIENS. 

Aug.    IS. 
■■•Hudson    St.    n.  w    cor   Van    Dam    st.      Thomas 

F   Scanlon   agt  Henry   Heids   et  al    (Sept   25. 

190.5)    $170.00 

Aug.    20. 
168th  St.  Nos  940  and  942  East.     Central  Fire- 
proofing   Co   agt   Hugh   Kirk    (Aug  2,   1906). 

130.00 

Same   property.      Henry   Caro   agt   same    (June 

22.    19116)    323  00 

Same    property.      Church    E    Gates    &    Co    agt 

same   (June  22,   19061    1.874.30 

Same    property.      Jacob    Saporman    agt    same 

(June  25.   1906)    1..375.00 

Same    property.      Jung    Bros    agt    same    (June 

21,    1906)    4.000.00 

Same  property.     John   A  Philbrick  &  Bro   agt 

same   (June  21,   1906)    3,087.80 

Same   property.      Murray   &   Hill   Co   agt  same 

(June    21.    1906)    1.321.55 

Same     property.       Van    Note    &     Sinclair    agt 

same  (June  22;   1906)    3.000.00 

-.\ttornev  st.    No   156.      William   Williams  et  al 

agt  Samuel  Lederer   (July  24.   1906) 110.00 

Pitt    St.    No    133.      Jacob    Swidler    agt    Edward 

Schoenberg  et  al  (June  20.  1906) 19.75 

=135th  St.  No  28  West.     Frederick  Schafer  agt 

Jacob   Rauth   et  al    (Aug  20,   1906) 140  00 

Aug.    21. 
-'St   Nicholas  av,    e   s.    154.10  n   1.53d   st,   89.9x 
117.4x81.1x106.8.      Pasquale  Mascio   agt  John 
J  Hearn  Construction  Co   (Aug  7,   1906). 710.00 


-Central  Park  West,  s  w  cor  SOth  St.     Bloombs- 

burg    Foundry    &     Engineering     Works    agt 

Gotham    Buil(iing    &    Construction    Co    (June 

18,   1900)    1.984.72 

Aug.    22. 
128th   St.   s  s,   75  e  Lenox  av.   100x00.  Patrick 

F    Kenny    agt    John    Lesowitz    et    al.      (Aug 

21,     1906)      983.74 

Hull   av.    e   s.   50  s  209th   St.   50x100.     Joseph 

Marcud  et  al   agt  Joseph   Lash  et  al.      (Aug 

11.    1000)    -. 322.53 

Same    property.      Cornelius    Olsen    agt    same. 

(June    20.    1906)    350  00 

Aug.    23. 
Prospect   av.   n  e   cor   Fox   st.     John    Kingston 

et  al  agt  Hercules  Realty  Co.     (Aug.  7.  19O0) 

; 850.00 

^Sherman    av,    w    s,    100    s    Academy    st.    200x 

150.      Thomas   R   White   agt   Hanover  Realty 

&    Con    Co.      (Apr   25.    1906)    2,000.00 

147th   st,    Nos   290   to   294 -West^     Max    Leven- 

kind  agt  Perry  Sperling.     (Aug  10.   1906). 85.00 
Elton    av.     No    SOS.       J    Collins    agt    Vincent 

Bonagur    et    al.       (July    12.    I'.KX!) 625.00 

205th    st,    n    s.    3o0    w    Grand    Boulevard    and 

Concourse.     50x100.       Clyde     F     House     agt 

Emilino    Bodoloti.       (July    31,    1SK.)6) ...  .225.00 
Bedford  St.  n  e  cor  Morton  St.     Abraham  Ohoy- 

on    agt   Samuel   Miller.      (Jan    18.    19O0).. 46.25 
lOith  St.  Nos  434  to  444  West.     Sanitary  Fire- 
proofing    &    Con    Co.      (Aug    22,    1906).  .125.00 
Aug.    24. 
=109th     st.     No    88    East.       Jacob    Rubin    agt 

Barney  Cohen  et  al.      (June  23.   IOO6I ..  .240.00 
=llSth  st,   No  239  East.     Joel  Rubin  &  Co  agt 

Barney  Cohen   et  al.      (June  23.   19061 ..  .112.00 
=lt)9th  St.  No  79  East.     Same  agt  same.     (June 

23.    1906)     940.00 

^Montgomery  st.  Nos  39  to  41.     Thomas  Crump 

agt  Henry  Wilchinsky.     (July  27.   19061.512.45 
75th    St.    No    45    East.      Robert    Schnaier    agt 

Joseph   Silverman.      (March   13.   1905) .  .1.060.00 
^St  Nicholas  av,  e  s,  154  n  153d  st.     Pasquale 

Mascio    agt    John    J    Hearn    Con    Co.      (June 

2(j.    1900)    915.00 

=llth  St.   No  .324  East.     Leonice  Policastro  agt 

Francesco    Setaro.      (March    16,    1906) .  .450.00 
=lSOth   st,    s   s.    100  w   Amsterdam   av.    75x100. 

William    Buess    agt    Hayman    Wallach    et  al. 

(June   7.    19<J6)    406.00 

=114th    st,    Nos    447    and    449    East.      Louis    D 

Retman    agt    Abraham     B    Osk.       (Aug    10, 

1906)    174.50 

=39th  St.   No  110  East.     J  A  &  J  M  Philbrick 

agt    Estate    of   Jane    Edgar   et    al.      (Dec   14, 

1904)    496.24 

^Same   property.      Abner   P   Bigelow  agt   same. 

(Dec    14,    1904)    170.80 

'Same     property.       Adam     Happel     agt    same. 

(Dec    15.    1904)    287.00 

'Same  property.     Benjamin  Gillespie  agt  same 

(Dec    15.    1904)     216.70 

'Same   property.      William   Williams   &   Co  agt 

same.      (Dec    15,    1904) 35.00 

'Same     property.       Adolph     Grant    agt     same. 

(Dec     15.     1904)     130.00 

'Same  property.     Bernard  Moss  agt  same.     (Dec 

15.  1904)   64.00 

'Same   property.     Andrew  Burhenne  agt  same. 

(Dec    15,    1904)    515.62 

'Same   property.     Morris   Fine  agt  same.     (Dec 

15,    1904)     205.00 

'Same    property.      Geo   B    Raymond    agt   same. 

(Dec    17,    1904)    33.96 

'Same    property.      National    Wood   &    Floor   Co 

agt  same.      (Dec  17.   1906)    54.00 

'Same    property.      Matthew    F    Donahue    agt 

same.       (Dec    21,    ICKJl)     440.00 

^Discharged    by   deposit. 
"Discharged   by  bond. 
'Dlacharged   by  order  of  Court. 

» 

ATTACHMENTS. 

Aug.    17. 

Pratz.   Edelson  Construction  Co;  Isaac  J  Brown; 

$5,049.55;    Epstein    Bros. 
Coram,  Joseph  A;   Sanford  K  Evans;  $27,000.42; 

M    P    Stevens. 
Kroman.     Jennie;     Pollock    &    Caskel;    $776  82; 
Jackson,    Hollander   &   Frank. 
Aug.    20. 
Chipman,   Wm  R;    Chas  P  Collins;   $1,968;   C  F 
Birdseye. 

Aug.    21. 
Austrian   Phoenix  Imperial  Royal  Privileged  Ins 
Go  of  Vienna:   Mitchell  Wiener;  $5,000;   Frank 
&    Lederer. 
Saron,   Jacob;    Meurer   Bros   Co;    $915.48:    Hitch- 
ings    &    Palliser. 

■ ♦ 

CHATTEL  MORTGAGES. 
Aug.    17,    IS,    20,    21,   22  and   23. 
AFFECTING  REAL  ESTATE. 
Hearn  Construction  Co.     860  St  Nicholas  av.. 

Consol   Chandelier   Co.      Gas   Fixtures.       $1,400 
Hoffman  Bros,     n  w  cor  174th  st  and  Amster- 
dam   av..New    England    Mantel    &    Tile    Co. 
Mantels.   &c.  552 

Kessler,    Max.      162   E   111th.  .Raisler   Heating 

Co.      Heating   Fixtures.  530 

Levien.   S   &   Son.     s  w  cor  5th  av  and   1.39th 

st..W    Kerby.      Ranges.  1.104 

Michelson,  S.     109th  st  near  Columbus  av.  .U  S 

Gas   Fix    Co.      Gas   Fixtures.  620 

Sisserman,  B.     138th  st  between  Lenox  and  Tth 
avs..U  S  Gas  Fix  Co.     Gas  Fixtures.  208 


The   text  of  these  pages  is  copyrighted.     All   rights  are   reserved.     Notice  is  hereby  given  that  Intringement  will  lead  to  prosecution. 
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WHEN  the  amount  of  cumulative  bull  material  at  hand  is 
taken  into  consideration  the  stock  market  continues  to  act 
in  a  "safe  and  sane"  manner.  The  failure  of  the  Real  Estate 
Trust  Company  of  Philadelphia  this  week  is  a  misfortune  gener- 
ally, and  not  only  to  those  Individuals  immediately  interested. 
It  will  serve  to  accentuate  the  increasing  fear  that  exists  with 
reference  to  the  so-called  real  estate  speculation.  There  is  prob- 
ably, on  the  whole,  no  unreasonable  speculation  in  real  estate 
any  more  than  there  is  in  securities.  The  temper  of  the 
financial  and  business  world  is  conservative,  and  most  people 
are  managing  their  affairs  with  excess  of  caution.  As  to  this 
particular  failure,  the  institution  was  regarded  as  one  of  the 
strongest  financially  in  Philadelphia.  Its  late  president,  Frank 
H.  Hippie,  since  its  incorporation  in  1885  had  placed  it  in  the 
front  rank  of  the  city's  financial  concerns.  The  immediate 
effect  was  naturally  a  sharp  reaction  in  the  stock  market  on 
Tuesday  afternoon,  which  interrupted  the  advance,  but  never- 
theless there  is  still  confidence  that  the  advance  will  continue 
with  renewed  vigor.  The  local  character  of  the  collapse  of  the 
company  was  manifest,  and  the  stock  market  effect  seems  to 
have  passed,  and  really  was  entirely  what  it  deserved  to  be, 
for  the  reason  that  this  failure  was  not  a  notice  of  unsound 
intrinjsic  business  conditions.  With  regard  to  the  money 
situation  there  is  a  growing  feeling  that  our  banking  interests 
have  it  well  in  hand.  They  know  that  they  can  command  ample 
gold  supplies  from  Europe  whenever  required.  Further,  if  neces- 
sary. Secretary  Shaw  has  ample  funds  at  his  command  to  come 
to  the  relief  of  the  money  market.  Reverting  again  to  this 
Philadelphia  Real  Estate  Trust  Company's  failure,  it  may  be 
said  that  it  is  already  almost  forgotten,  an  evidence  of  the 
strong  underlying  fundamental  conditions  and  the  general  pros- 
perity of  the  country.  Whether  the  receivership  is  to  be  onJ) 
temporary  and  the  company  to  shortly  resume  business  at  an 
early  day  is  not  yet  determined,  but  certain  it  is  that  Wall 
Street  has  resumed  its  usual  normal  conditions  and  the  market 
cannot  be  said  to  have  been  hurt  much.  There  were  individuals 
who  suffered,  of  course,  as  there  always  are  on  such  breaks, 
which  play  havoc  with  lightly  margined  accounts,  and  is  apt  to 
make  the  victim  believe  that  the  bottom  has  tumbled  out  of  the 
market.  It  was  surprising  indeed  to  see  how  stocks  thrown 
on  the  market  were  snatched  up,  and  the  attempt  to  break  the 
list  .to  any  great  extent  proved  futile.  The  Record  and 
Guide  does  not  assume  to  possess  the  gift  of  prophecy,  but  the 
course  of  the  stock  and  money  markets  for  some  time  past  has 
been  very  much  as  has  been  anticipated  in  these  columns. 


record  of  the  similar  period  in  the  previous  year.  Presumably 
for  reasons  based  on  the  new  mortgage  tax  law,  the  filings  of 
mortgages  continue  to  exceed  in  number  the  business  done  in 
this  line  last  year,  but  they  have  not  been  nearly  so  numerically 
large  as  some  authorities  expected.  In  fact,  in  most  par- 
ticulars, if  an  exception  is  made  for  speculative  tenement  house 
operations,  the  aspect  of  the  real  estate  field  is  quite  normal 
for  this  season  throughout  the  whole  city.  It  is  to  be  said, 
however,  tha,t  the  public  appetite  for  investment  property  has 
been  somewhat  appeased,  and  the  buying  movement  may  on  this 
account  be  less  strong  than  in  the  spring.  In  Brooklyn  brokers 
are  expressing  expectations  of  a  "selling"  movement  in  the 
fall,  in  contradistinction  to  the  prolonged  "buying"  movement 
they  have  had  there,  the  sellers  in  this  event  to  be  owners  and 
investors  rather  than  builders.  Prices  have  advanced  and  har- 
dened to  such  an  extent  in  Brooklyn,  that  Queens  has  derived 
a  great  benefit  therefrom.  For  those  for  whom  real  'estate  and 
building  interests  have  a  fascination,  a  run  through  Queens  is 
a  thrilling  recreation.  All  the  signs  and  symbols  of  a  boom 
can  there  be  viewed.  Not  since  the  elevated  railways  were 
opened  in  Manhattan  has  there  been  such  a  field  of  excitement 
in  and  around  New  York  City.  Many  new  and  not  a  few  old 
city  firms  of  brokers  have  opened  oflices  in  Queens,  while  of 
ope'rators  new  and  old  in  the  trade  the  number  is  incalculable. 
Perhaps  it  is  because  that  so  much  professional  and  public 
interest  has  been  carried  over  to  Queens  that  a  lessened  amount 
is  left  for  the  older  boroughs;  but  whatever  the  effect  of  the 
exodus  to  Queens,  there  is  no  denying  that  another  great  city 
is  being  erected  there — a  city  for  middle  class  homeseeliers, 
semi-rural  and  highly  respectable.  Probably  not  enough  account 
has  been  taken  in  Manhattan,  the  Bronx  and  Brooklyn  this 
summer  of  what  has  been  transpiring  in  Queens  and  on  Long 
Island  when  explaining  general  conditions. — Builders  in  Man- 
hattan continue  busy  with  the  great  works  that  were  laid  out 
(n  the  spring,  but  the  building  projects  for  the  future  are 
much  shortened  compared  with  last  year.  Since  the  decline  in 
brick,  there  has  been  no  special  movement  in  building  materials, 
except  in  painters'  supplies.  Painters  are  furiously  busy  every- 
where. Labor  conditions  are  tranquil  in  all  trades  without 
exception. 


FOR  the  last  week  of  August  the  real  estate  market  has  been 
reasonably  active  and  interesting,  and  it  Is  noteworthy 
that,  as  regards  conveyances  filed,  the  record  of  the  whole  month 
of  August  compares  creditably  with  what  was  done  in  the  cor- 
responding period  of  1905.  This  is  true  of  the  whole  city.  The 
conveyances  filed  in  Manhattan  this  week  are  fifteen  in  excess 
nf  the  number  filed  a  year  ago,  and  in  the  Bronx  the  difference 
in  favor  of  this  year  is  31.  Manhattan's  record  for  the  whole 
month  also  surpassed  in  number  of  filings  for  conveyances  the 


BRYAN'S  reception  in  New  York  was  impressive,  and  if  the 
Democratic  convention  which  will  nominate  that  party's 
next  Presidential  candidate  were  to  be  held  within  the  next 
three  months,  there  can  be  little  doubt  that  Bryan  would  be 
nominated.  Moreover,  in  case  lie  is  nominated  when  the  time 
comes,  it  is  entirely  possible  that  he  will  be  elected;  and  if 
such  should  be  the  case,  it  would  only  be  another  illustration  of 
the  truth  that  a  politician  cannot  recommend  himSelf  to  the 
American  people  better  than  by  standing  for  a  definite  set  of 
principles  and  convictions.  Bryan's  strength  is  due  to  the  fact 
that  he  has  gradually  impressed  the  American  people  as  an 
honest  and  able  man,  who  can  stand  firm  in  defeat,  and  who  is 
neither  cowardly  nor  self-seeking.  It  is  true,  of  course,  that 
he  no  longer  insists  upon  the  free  coinage  of  silver,  and  that 
we  do  not  hear  as  much  as  we  once  did  about  the  crucifixion  of 
mankind  upon  a  cross  of  gold;  but  if  Mr.  Bryan  no  longer  em- 
phasizes the  earlier  phase  of  his  public  policy  as  exclusively  as 
he  once  did,  that  is  only  because  the  whole  course  of  the 
economic  development  of  the  country  plainly  proves  that  he 
was  mistaken.  He  has  certainly  sacrificed  in  the  past  as  much 
as  anybody  can  reasonably  ask  to  his  convictions  on  the  money 
questions,  and  if  he  is  willing  to  drop  them  now,  public  opinion 
■should  not  quarrel  with  him.  Mr.  Bryan  is  to  be  accepted  or 
rejected  at  the  present  time  according  as  his  present  policy 
IS  or  is  not  calculated  to  advance  the  national  welfare.  There 
can  be  no  doubt  of  his  moral  integrity  and  his  patriotic  inten- 
tions, and,  of  course,  he  now  looms  up  as  a  moderate,  conserva- 
tive and  "safe"  candidate  compared  to  his  most  conspicuous 
Democratic  competitor.  It  is  not  Mr.  Bryan's  honesty  or  his 
patriotism  which  can  be  questioned;  it  is  rather  his  fundamental 
good  sense.  He  means  well;  but  he  thinks  badly.  His  opinions 
are  in  some  respects  too  conservative,  and  in  other  respects  too 
radical,  and  it  is  difficult  to  tell  in  advance  just  how  his  mind 
will  act.  He  is  liable  to  the  aberrations  of  a  quick  and  easy 
but  undisciplined  intelligence,  and  it  is  this  characteristic  which 
may  again  betray  him  into  a  mistake  as  fatal  as  his  earlier 
attempt  to  trace  all  the  ills  of  our  country  to  the  gold  standard. 


GENERALLY  it  is  not  known  that  New  York  has  750  miles 
of  unpaved  streets,  mostly  in  Queens  and  Richmond 
Counties.  There  are  only  two  completely  paved  or 
almost  completely  paved  cities  in  the  United  States,  and 
both  are  in  New  England.  Boston,  with  500  miles  of 
Street  surface,   has  only   six   miles   unpaved,   and   Providence. 
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with  230,  has  but  15  unpaved.  The  test  of  physical  per- 
fection In  a  city,  according  to  the  New  England  standard,  is 
the  number  of  miles  of  paved  streets.  A  city  which  has,  accord- 
ing to  this  test,  its  streets  paved  Is  a  city  in  which  there  is 
much  travel  and  therefore  much  intelligence,  much  traffic  and 
therefore  much  business,  much  money  to  pay  for  the  paving,  and 
therefore  much  credit,  and  much  attention  to  the  subject  of  pav- 
ing, and  therefore  much  public  spirit.  Chicago  has  2,700  miles 
of  unpaved  streets— more  unpaved  than  paved.  About  one- 
quarter  of  the  streets  of  Philadelphia  are  unpaved,  though  this 
fact  lends  no  support  to  the  popular  notion  that  grass  grows  in 
some  Philadelphia  streets.  The  unpaved  ones  are  chiefly  in  the 
suburbs  recently  annexed  to  the  Pennsylvania  city.  St.  Louis 
has  2,000  miles  of  streets,  of  which  400  are  unpaved;  Baltimore 
has  1,500  miles  of  streets,  of  which  55  miles  are  unpaved.  Many 
Western  cities  have  adopted  the  plan  of  establishing  driveways 
leading  from  each  city,  and  the  condition  of  use  of  these  drive- 
ways is  that  they  should  not  be  paved.  Denver  is  one  of  the 
cities  in  which  this  plan  has  been  extensively  adopted;  Cleve- 
land is  another.  In  New  York,  the  one  Borough  of  Manhattan 
is  practically  "all  paved,"  but  it  is  likely  to  be  many  years  be- 
fore the  exigencies  of  population  will  require  all  Queens  Borough 
streets  to  be  paved,  and  that  division  of  the  Greater  New  York 
would  lose  many  of  its  present  unique  attractions  if  all  the 
Streets  available  for  pavement  were  to  be  "citified." 


The  Grand  Circle  and  Its  Future. 

LITTLE  by  little  it  is  becoming  apparent  that  the  Grand 
Circle  and  its  vicinity  is  destined  to  be  one  of  the  two 
most  important  amusement  centers  in  Manhattan.  Already 
there  are  three  theatres  on  the  circle  or  in  its  neighborhood;  and 
during  the  past  year  the  plans  for  three  more  have  been  an- 
nounced. With  one  exception,  all  of  these  theatres  will  be  de- 
voted to  light  opera  or  vaudeville,  but  that  exception  is  of  some 
importance.  The  so-called  National  Theatre  that  is  to  be  built 
on  a  subsidized  basis  and  under  the  direction  of  Mr.  Conried 
will  be  situated  on  Central  Park  West  within  a  block  or  two 
of  the  Circle.  The  selected  design  for  this  building  Indicates 
that  it  will  be  the  most  imposing  and  beautiful  structure  of  its 
kind  in  New  York  City,  and  its  presence  near  the  Circle  will 
add  dignity  and  prestige  fo  the  surroundings.  It  is  probable  that 
hereafter  the  majority  of  the  new  theatres  erected  in  Manhattan 
will  be  situated  near  the  Circle  i-ather  than  near  Long  Acre 
Square,  because  the  Circle  will  gradually  become  to  an  increasing 
extent  the  square  which  will  be  most  conveniently  located  for 
the  larger  part  of  the  theatre-going  population  of  Manhattan. 
We  do  not  mean,  of  course,  that  Long  Acre  Square  will  be 
superseded' as  an  amusement  centre  by  the  Circle.  It  Is  prob- 
able that  for  another  generation  the  neighborhood  of  Broadway 
and  Forty-second  Street  will  present  a  more  lively  and  brilliant 
spectacle  at  night  than  any  other  locality  in  the  city.  '  We 
simply  mean  that  the  Circle  will  gain  in  relative  importance  un- 
til it  gradually  reaches  a  degree  of  popularity  for  such  purposes 
equal  to  its  neighbor  on  the  south. 

For  the  present  the  Circle  undoubtedly  suffers  from  certain 
disadvantages.  A  great  deal  of  well-situated  property  in  the 
vicinity  either  remains  unimproved  or  else  is  improved  with  in- 
significant buildings.  And  this  fact  makes  it  look  second-rate 
by  day  and  somewhat  dismal  by  night.  Furthermore,  it  is  cut 
off  from  the  active  and  brilliant  part  of  Broadway  near  Long 
Acre  Square  by  a  section  of  that  thoroughfare  which  is  improved 
mostly  by  garages  and  apartment-houses,  and  which  offers 
nothing  interesting  and  amusing  for  pedestrians  at  night.  The 
present  importance  and  popularity  of  the  Circle  is  due  not  so 
much  to  the  fact  that  it  lies  north  of  Long  Acre  Square  along 
the  line  of  Broadway  as  to  the  fact  that  It  is  situated  at  the 
southern  end  of  the  great  West  Side.  Little  by  little,  however, 
the  section  of  Broadway  between  Forty-ninth  and  Fifty-ninth 
Streets  is  bound  to  be  opened  up,  and  to  become  available  for 
amusement  purposes.  Hemmed  in  as  It  will  be  by  the  Circle 
on  the  north  and  by  Long  Acre  Square  on  the  south,  it  cannot 
long  keep  its  present  sombre  appearance.  Shops,  restaurants 
and  theatres  will  creep  in  until  it  becomes  a  good  imitation  of 
the  present  condition  of  Broadway  between  Thirty-fourth  and 
Forty-second  Streets.  Such  a  transformation  is  necessitated  by 
the  fact  that  the  district  known  as  the  Tenderloin  is  destined  to 
be  pushed  farther  north.  The  whole  section  between  Broadway 
and  Eighth  Avenue  south  of  Thirty-fourth  Street  which  is  now 
included  in  the  Tenderloin  will  during  the  next  ten  years  be 
transformed  into  a  dull  but  respectable  business  district,  and 
during  the  succeeding  decade  a  similar  transformation  .will  take 
place  between  Thirty-fourth  and  Forty-second  Streets.  Greeley 
Square  will  inevitably  become  chiefly  a  business  centre,  and 
Broadway  as  far  north  as  Forty-second  Street  will  obtain  a 


similar  character.  The  purveyors  of  amusements  will  be  pushed 
up  into  the  district  between  Forty-second  and  Fifty-ninth 
Streets,  and  there  they  will  remain  during  the  lifetime  of  the 
present  generation.  The  amusement  centre  will  run  from  Forty- 
second  Street  along  the  line  of  Broadway  and  Seventh  Avenue 
to  a  few  blocks  north  of  Fifty-ninth  Street,  and  the  Circle  will 
rival  Long  Acre  Square  in  the  amount  of  electricity  which  it 
needs  to  support  its  peculiar  industries.  It  is  probable,  for  in- 
stance, that  during  the  next  ten  years  the  home  of  the  Grand 
Opera  in  New  York  will  be  moved  almost  a  mile  farther  north, 
and  this  move  when  it  takes  place  will  symbolize  and  accelarate 
the  whole  transformation. 

The  great  advantage  which  the  Circle  enjoys  will  be,  as  we 
have  said,  its  convenience  to  the  theatre-going  population  of 
Manhattan.  A  comparatively  small  fraction  of  the  people  who 
support  the  theatres  and  restaurants  on  Broadway  live  in  the 
overcrowded  districts  on  the  lower  or  the  upper  East  Side. 
These  people  come  rather  from  the  private  residential  district  to 
the  east  of  Fifth  Avenue  or  from  the  West  Side,  and  they  will 
continue  to  live  in  the  neighborhoods  mentioned,  at  least  dur- 
ing the  next  twenty-five  years.  The  Circle  is  more  convenient 
to  these  districts  than  is  any  other  available  square  in  Man- 
hattan. The  residents  of  the  fashionable  East  Side  can  reach  it 
quickly  either  in  carriages  or  by  means  of  a  transfer  at  Fifty- 
ninth  Street.  The  residents  of  the  West  Side  can  reach  it 
still  more  conveniently  either  by  the  Subway,  the  elevated  road 
or  by  several  different  surface  car  lines,  and  it  is  the  thrifty 
residents  of  the  West  Side  who  make  the  prosperity  both  of  the 
theatres  and  the  department  stores.  During  the  next  twenty- 
five  years  that  whole  district,  including  Washington  Heights, 
will  become  ■  more  than  ever  the  abiding  place  of  ordinarily 
well-to-do  people.  Washington  Heights  will  be  settled  by 
families  who  can  afford  to  pay  a  rental  of  from  $500  up,  while 
on  the  West  Side  many  of  the  existing  dwellings  will  be  super- 
seded by  big  apartment  houses.  Indeed,  a  larger  number  of 
comparatively  well-to-do  people  will  soon  be  living  on  the  West 
Side  than  were  never  collected  before  within  a  similarly  small 
area,  and  these  people  are  precisely  those  who  supiwrt  places  of 
amusement. 

Neither,  will  the  Circle  be  any  less  convenient  to  the  outlying 
boroughs  than  are  the  squares  farther  south.  Of  course,  it  will 
not  be  at  all  as  accessible  for  a  resident  of  one  of  the  New 
Jersey  suburbs  as  Greeley  Square  will  be,  and  both  Greeley 
and  Long  Acre  Squares  will,  on  the  whole,  be  more  easily 
reached  from  Brooklyn  and  certain  parts  of  Queens.  On  the 
other  hand,  the  Circle  will  be  more  accessible  from  the  Bronx 
than  will  any  centre  farther  south,  and  it  will  have  the  addi- 
tional advantage  of  the  most  direct  and  capacious  connections 
with  Queens.  The  Blackwell's  Island  Bridge  will  be  the  next 
one  thrown  open  to  public  traffic,  and  as  it  will  be  the  only 
bridge  spanning  the  East  River  with  a  terminus  in  the  central 
part  of  Manhattan,  it  will  eventually  have  an  extremely  impor- 
tant influence.  The  great  advantages  of  a  bridge  over  a  tunnel 
are  that  it  affords  a  means  of  transit  for  all  kinds  of  traffic,  and 
that  its  Capacity  is  immensely  greater.  The  day  will  come  when 
as  many  people  will  travel  daily  over  the  Blackwell's  Island 
Bridge  as  now  travel  over  the  Brooklyn  Bridge,  and  when  the 
time  comes  its  effect  upon  the  whole  line  across  Manhattan  at 
Fifty-ninth  Street  can  well  be  imagined.  The  only  difficulty  is, 
that  Fifty-ninth  Street  itself  will  not  be  wide  enough  to  satisfy 
the  demands  which  are  made  upon  it,  and  it  will  not  only  have 
to  be  widened,  but  Fifty-seventh  Street,  also,  the  nearest  wide 
street,  will  have  to  be  pressed  into  service.  Of  course,  we  are 
now  peering  far  into  the  future;  but  the  people  who  make  most 
money  in  New  York  real  estate  are  those  who  buy  property  situ- 
ated along  the  great  necessary  routes  of  travel  and  business,  and 
are  content  to  wait.  The  whole  section  just  south  of  the  park  is 
bound  to  possess  some  day  a  peculiar  strategic  importance  from 
the  real  estate  point  of  view,  precisely  because  it  is  situated 
south  of  a  park  which  cannot  be  crossed,  the  consequence  being 
that  property  just  south  of  the  park  will  be  much  more  Valuable 
for  business  purposes  than  the  property  east  and  Vest. 


Rosendale  Cement  Industry. 

To  the  Editor  of  th'e  Record  and  Guide: 

Referring  to  the  article  by  L.  L.  Kimball  in  your  issue  of 
Aug.  23.  He  speaks  of  the  natural  cement  industry  of  America 
and  speaks  of  its  decline.  While  it  is  true  in  about  all  sections 
the  d'errease  was  lieavy,  our  company  increased  over  1904  nearlj 
30  per  cent.,  which  goes  to  show  that  the  demand  for  the  welU 
known  brands  of  genuine  Rosendale  cement  is  still  heavy. 

Yours  very  truly, 

F.    N.    STRANAHAN. 
XSalea  Agent,  ConSolidate'd  Koisendale  Cemetit  CO.) 


A  «.  JLJ  ^^  v_^  »  ^-.a-^ 


xm-o.^  .L^ 


v-»<  ^^  M-M.^  M-^ 


Merchandise  Transportation  at  Night. 

To  the  BJiioi    ot    the   Uecord  aiiJ   Guide: 

Dear  Sir — As  a  reader  ot  your  paper  for  many  years  I  have 
been  very  much  interested  in  articles  published  in  your  issue 
of  Aug.  18,  and  must  say  that  the  article  on  skyscrapers  in 
Manhattan  was  one  upon  an  entirely  new  subject,  which  I  think 
very  many  people  have  never  thought  of.  Tour  article  on 
railway  spurs  for  R.  H.  Macy  &  Co.  brings  up  a  subject  which 
is  now  attracting  considerable  attention,  and  that  is  the  in- 
creasing difficulty  of  transportation  of  merchandise  through 
the  streets  of  New  York. 

Why  should  we  not  transport  more  merchandise  at  night? 
Why  should  we  not  send  all  our  heavy  iron  beams  at  night,  as 
we  know  the  mere  transportation  of  a  load  of  long  scaffold 
poles  is  a  general  nuisance;  and  when  the  driver  turns  around 
the  corner  he  blocks  the  whole  traffic  for  a  couple  of  blocks. 

WHY  SHOULD  WE  NOT  HAVE  A  CITY  ORDINANCE 
THAT  ALL  LOADS  MEASURING  A  CERTAIN  LENGTH 
SHALL  BE  SENT  THROUGH  THE  STREETS  AT  NIGHT? 

The  hours  of  daylight  are  not  long  enough  now  to  attend  to 
our  business,  and  should  we  not  in  a  general  way  follow  the 
example  of  some  of  our  large  banks  who  have  three  shifts  of 
clerks,  and  are  obliged  to  work  2-1  hours  a  day  to  get  through 
their  work? 

Does  not  the  erection,  of  'So  many  skyscrapers  make  larger 
crowds  in  the  .streets  and  congested  districts?  Therefore, 
should  we  not  relieve  the  streats  as  much  as  possible,  and 
will  it  not  pay  to  move  merchandise  of  various  kinds  at  night? 

I  communicated  my  ideas  to  the  general  freight  agent  of  one 
of  our  largest  railroads  and  he  agreed,  with  me  that  it  would 
be  perfectly  feasible  to  work  the  receiving  and  delivering  of 
merchandise  for  24  hours,  and  that  he  did  not  see  any  possible 
solution  for  the  difflculties  that  are  now  being  encountered 
unless    that    idea   was    carried    out. 

Yours  very  truly, 

Halesite,   L.   I.  CLAREMONT. 


Pushing  Forward  the  Tubes. 


Christian  Science  in  Business. 

To  the  Editor  of   the' Record  and   Guide: 

Christian  Science  would  be  very  superficial  indeed  if  its  results 
in  business  or  in  other  departm'ents  of  human  experience  de- 
pended upon  the  thinking  of  other  people.  Such,  however,  is 
not  the  case.  I  speak  of  this  because  of  a  paragraph  credited 
to  the  Lumber  Trade  Journal  in  your  issue  of  Aug.  11.  This  par- 
agraph says,  "If  you  take  the  Christian  Science  view  of  business, 
that  is,  if  you  believe  that  business  is  going  to  be  good,  then 
it  will  be  excellent  the  coming  fall." 

Such  a  line  of  reasoning,  if  carried  to  its  logical  conclusion, 
would  mean  that  disaster  could  be  brought  about  if  everybody 
or  even  a  majority  of  the  people  believed  in  it.  This  notion, 
followed  out,  would  develop  two  active  opposing  factions  (of 
belief)  on  practically  every  question,  the  state  which  prevails 
pretty  much  among  men  to-day.  But  this  does  not  suggest 
Christian  Science  or  its  fruits  in  the  least. 

Christian  Science,  as  its  name  implies,  is  the  science  of 
Christianity  by  means  of  which  one  may  arrive  at  the  correct 
solution  of  all  the  problems  of  existence,  whether  they  relate 
to  business,  morals  or  to  bodily  health.  The  standard  to  be  at- 
tained being  perfection  or  truth — as  in  mathematics — and  the 
means  to  the  end  being  Christian  or  spiritual  as  oppo'sed  to 
material,  nothing  short  of  a  right  or  "good"  answer  can  be 
the  outcome  if  in  our  work  we  adhere  strictly  to  the  unfailing 
Principle  which  governs  all  cases. 

The  optimism  so  often  ascribed  to  Christian  Scientists  is  not 
predicated  of  the  selfish  interests  of  men.  It  is  founded  upon 
the  irresistible  action  of  divine  Principle,  Truth,  which  is 
always  right  and  governs  the  universe,  including  man,  har- 
moniously. A  reason  for  the  optimism  felt  by  Christian  Scientists 
is  to  be  found  in  the  fact  that  they  have  discovered  a  positive 
rule  by  which  they  can  successfully  work  out  their  salvation 
in  accordance  with  the  Principle  that  works  together  for  the 
good  of  all. 

Thanking  you  for  your  courtesy  in  using  this  letter  to  cor- 
rect the  erroneous  impression  of  Christian  Science  conveyed  in 
the  original  paragraph. 

Yours  truly, 

H.    CORNELL    WILSON, 


Tne  Index  to  Volume  LXXVII.  of  the  Record 
and  Guide,  coverinir  the  period  between  January 
1  to  June  30,  ItKlO,  is  now  ready  for  delivery. 
Price  $1.  This  Ind'ix  in  its  enlarged  form  \: 
now  recogniKed  as  indispensable  to  every  one  engaged 
or  interested  in  real  estate  and  building  operations.  It 
covers  all  transactions — deeds,  mortgages,  leases, 
auction  sales,  building  plans  filed,  etc.  Orders  for  the 
Index  should  be  sent  at  once  to  the  office  of  publication, 
14  and  16  Vesey  St. 


EXPERTS  FROM  THE  SIMPLON  TUNNEL — HOW  DAN- 
GERS OF  UNDER-RIVER  WORK  ARE  OVERCOME. 
DAY  and  night,  week  days,  Sundays  and  holidays,  hundreds 
of  men  are  at  work  boring  the  under-river  tunnels  in  and 
around  New  York.  Down  under  many  fathoms  of  water  and 
yards  of  mud  and  rock,  the  steel  tubes,  through  which  the  Penn- 
sylvania Railroad  will  scon  land  passengers  from  East  and 
West  in  the  heart  of  New  York,  are  pushed  steadUy  forward, 
with  no  more  waste  of  time  than  It  takes  to  change  "shifts." 
Except  where  the  great  terminal  is  building,  little  of  the  work- 
ings are  to  be  seen  above  ground,  and  the  curious  wayfarer,  un- 
less accredited,  is  likely  to  see  very  little  of  them. 

However,  all  the  sections  except  the  Manhattan  side  of  the 
East  River  are  getting  along  famously,  and  there,  now  that  the 
contractor  understands  that  he  is  up  against,  not  solid  granite, 
or  even  mud,  but  a  mixture  of  filling  material  consisting  in  part 
of  "old  shoes"  and  "tin  cans,"  as  is  said,  the  problem  is  more 
definite,  if  not  easier.  The  works  on  the  Hudson  River  side  of 
Manhattan  are  being  carried  on  in  a  noticeably  expeditious  and 
orderly  manner. 

Under-water  work  has  a  fearsome  sound — to  those  who  have 
never  seen  it  going  on.  Talk  to  men  who  have  been  engaged  in 
it  for  years  and  you  get  another  idea.  There  are  a  plenty  who 
can  speak  with  authority,  for  the  world  has  been  searched  for 
men  of  experience  to  build  the  Peni^sylvania  tunnels.  On  the 
crosstown  shafts  GO  Austt-ians,  who  got  their  training  in  the 
Simplon  tunnel,  are  employed..  There  are  engineers  and  fore- 
men here  who  have  tunneled  Egypt,  South  Africa,  England  and 
America,  and  who  look  for  other  subterranean  regions  to  con- 
quer. 

"What  do  you  expect  to  do  when  this  job  is  finished?"  one  of 
them  was  asked. 

"Get  a  harder  one,"  was  the  short  answer. 

All  the  excitement  was  taken  out  of  one  novice's  visit  back  of 
a  tunnel  shield  by  finding  "Tom"  Brown,  the  oldest  foreman  on 
the  contractor's  staff,  seated  on  a  pile  of  river-bed  silt,  gravely 
squeezing  mud  baKs,  for  the  purpose  of  finding  how  much  water 
the  sand  carried  at  that  spot.  That  nothing  but  the  air  pressure 
kept  the  whole  of  the  East  River  from  descending  on  his  head 
worried  him  not  the  least. 

DAY'S     AVORK     OF     THE     TUNNEL     MAN. 

Skilled  labor  in  the  tunnels  is  in  a  minority,  however.  There 
are  the  engineers,  who  keep  the  lines  straight,  inspect  and  devise 
ways  and  means  of  overcoming  difficulties;  and  electricians  and 
pipe  fitters,  who  look  after  the  light  wires,  air  and  water  con- 
duits, but  the  majority  of  the  workers  are  in  the  unskilled  class 
— the  men  who  put  in  place  the  iron  plates  that  form  the  tubes. 
Each  plate  weigh.s  a  ton  or  more,  and  eleven  of  them  with  a  key- 
piece  form  a  complete  ring  of  iron  21/^  ft.  wide.  Hydraulic 
erectors  lift  the  iron  into  place,  and  hold  it  while  it  is  bolted 
to  the  ring  that  has  gone  before;  hydraulic  rams  braced  against 
the  newest  ring  force  the  shield  forward  another  yard,  and  so 
■.nake  way  for  still  another  ring.  This  is  the  routine  of  the 
tunnel  worker.  The  record  is  five  rings — 12^2  ft. — in  eight 
hours. 

After  all,  there  is  not  much  to  be  said  about  tunnel  work.  In 
past  times,  Vvfith  crude  tools  and  methods,  it  seemed  a  great  and 
costly  feat  to  buiid  any  kind  of  a  tunnel;  but  in  this  age  there 
are  a  lot  of  things  in  the  construction  line  more  difficult  and 
costly  than  tunnel  building.  But  the  dangers  of  the  work? 
Dangers  there  are,  or  a  certain  risk  of  injury,  but  not  enough  to 
worry  any  man  in  good  health  who  will  observe  the  rules  that 
stare  him  in  the  face  from  every  wall. 

For  to  make  it  :is  safe  under  the  bed  of  a  river  as  it  is  on  the 
land's  surface  is  the  aim  of  the  Pennsylvania  tunnel  builders. 
The  old  Hudson  River  tunnel,  which  crosses  the  Hudson  at 
Morton  st,  was  abandoned  at  one  time  because  so  many  lives 
were  lost.  T!ie  nnin  difficulty  was  to  keep  the  river  from  com- 
ing into  the  tube  and  drowning  the  workmen.  The  air  under  the 
heavy  pressure  required  to  keep  the  water  froin  sweeping  in, 
sometimes  blew  the  roof  off  the  tunnel  altogether,  and  then  the 
water  poured  in  in  such  volume  that  there  was  little  or  no  ti.ne 
for  es.''ape. 

SMERGENCY  CURTAIN  FOR  "BLOW  OUTS." 
But  nowala.vs  the  lite  of  the  "sard-hog"  is  at  least  as  safe  as 
that  of  the  'surface  worker.  Except  at  times,  when  it  is  neces- 
sary to  send  a  few  men  out  back  of  the  shield,  the  workers  are 
protected  by  the  massive  rings'  of  iron  which  form  the  tube, 
and  in  front  is  the  still  more  massive  sbield.  Still  there  re- 
mains the  possibility  that  the  water  will  break  in,  and  so  where- 
ever  this  disaster  is  at  all  likely  to  occur,  steel  emergency  cur- 
tains surrounding  an  air  lock,  are  dropped  from  the  roof  of  the 
tunnel.  They  reach  from  the  roof  to  a  point  just  above  the  center, 
and  the  emergency  gangway  running  from  the  heading  of  the 
tunnel  to  the  curtain  makes  this  isle  of  safety  available  at  all 
times.  The  theory  of  the  curtain  Is  the  same  as  that  of  the  diving 
bell.  Once  the  men  get  behind  It  they  know  that  the  water  will 
not  rise  above  the  edge  of  the  curtain,  and  so,  while  they  may  b% 
wet  to  the  waist,  they  will  always  have  brgsithlng  space. 


M.  m/M-d  X^  V-^  M.  ^M^f 


Recently  in  one  of  the  East  River  tunneis  a  pocket  of  w'^t 
sand  suddenly  dropped  upon  tlie  back  of  the  shield,  and,  given 
this  avenue  of  escape,  the  air  at  a  pressure  of  34  lbs.  to  the  inch, 
buret  through  the  bed  of  the  river.  Within  a  few  minutes  the 
tunnel  was  flooded  to  a  depth  of  17  ft.,  but  all  the  workers  ex- 
cept two,  who  wedged  each  other  in  one  of  the  shield  compart- 
ments, made  their  escape  w'ithout  diflBculty  to  the  emergency 
curtain. 

There  remains  the  fact  that  hard  work  under  high  air  pressure 
produces  inside  the  workers  a  danger  that  is  perhaps  more  to  be 
feared  than  the  dangers  from  without.  Medical  men  are  still 
disputing  over  the  exact  nature  of  "caisson  disease,"  or  the 
"bends."  Some  of  th'em  say  that  the  disease  is  nothing  more 
than  bubbles  of  air  in  the  veins  or  arteries — more  air  than  the 
blood  can  absorb.  Others  say  that  the  "bends"  is  congestion  of 
blood  produced  by  coming  out  of  high  pressure  too  quickly. 
What  everybody  admits  is  that  the  "bends"  is  a  disease  not  to 
be  trifled  with,  although  it  is  by  no  means  necessarily  fatal.  On 
the  contrary,  the  medical  staffs  of  the  Pennsylvania  tunnel 
builders  now  have  such  thorough  knowledge  of  the  disease  and 
such  excellent  facilities  for  treating  it.  that  not  a  man  has  been 
lost  on  the  North  River  tunnels,  and  very  few  on  the  East 
River — none  in  recent  months. 

What  complicates  the  difficulty  of  safeguarding  the  tunnel 
worker  is  that  a  man  to  labor  with  absolute  safety  in  compressed 
air  shjuld  not  use  liquor  or  tobacco  excessively.  There  are  only 
a  'small  number  who  can  be  induced  to  give  up  drinking  w'hile 
they  are  working  in  compressed  air.  Another  trouble  that  the 
tunnel  builders  have  to  daal  with  is  that  workmen,  unless  they 
are  very  carefully  watched,  will  not  obey  the  rules. 


The  most  Important  of  these  rules  is  one  that  requires  the 
men  to  come  slowly  through  the  air  locks.  The  rule  is  to  take 
a  minute  tor  about  2  lb.«!  of  pressure;  in  other  words,  in  coming- 
out  of  a  pressure  of  34  lbs.  a  man  should  spend  not  less  than  15 
minutes  In  the  lock.  Finding  that  lh:s  rule  was  ignored,  Henry 
Japp,  .nanaging  engineer  of  the  contractors  who  are  building 
the  East  River  tubes,  has  devised  a  valve  which  enables  the 
lock  tender  to  regulate  the  change  of  pressure  with  mechanical 
exactness. 

THE     "RECOMPRESSION"     CURE. 

But  notwitiistanding  all  the  precautions  taken  to  safeguard 
the  men,  Illness  now  and  then  develops,  and  thorough  provision 
Is  made  for  the  care  of  workers  on  the  sick  list.  The  most  ef- 
fective remedy  for  the  "bends"  is  to  put  the  patient  into  an  air 
lock,  raise  the  pressure  as  high  as  that  under  which  he  has  been 
working,  and  then  reduce  it  very  gradually.  The  medical  air 
lock  Is  a  part  of  the  office  equipment  of  the  medical  staffs  which 
are  maintained  on  both  sides  of  North  and  East  Rivers  wherever 
any  subaqueous  work  Is  going  on. 

Coffee  is  the  mainstay  of  the  tunnel  worker,  and  it  is  to  be  had 
at  all  time  end  at  all  places.  Every  tunnel  is  equipped  with  a 
coffee  machine,  and  the  hot  beverage  is  on  tap  at  all  hours  of  the 
day  and  night   without  charge. 

As  the  case  stands,  the  death  rate  in  the  tunnels  that  are  being 
bored  under  East  and  North  Rivers  for  the  Pennsylvania  Rail- 
road is  no  greater  than  that  among  the- sk.vscraper  iron  workers. 
This  is  due  largely  to  the  fact  that  no  precaution  or  remedy  that 
can  be  thought  of  Is  neglected  in  order  to  reduce  illness  among 
the  workers  to  a  minimum,  and  to  provide  quick  means  for  cure 
when  illness  does  occur. 


Builders  Who    Rose  From  the  Ranks 

Stories  of  Vigorous  Workers  Whose  Efforts  Lifted  Them  from  Labor  With  the  Hands 
to  Business  Success,  Which  Show  That  Opportunities  Yet  Exist  in  American  Life 


IN  the  early  eighties  a  1.5-year-old  boy  named  Walter  H.  Clough 
supplied  many  people  in  Leavenworth,  Kan.,  with  Kansas 
City  newspapers.  His  father  had  bought  him  a  pony.  'When  the 
parent  died  the  boy  turned  the  animal  to  profit  and  began  car- 
rying papers,  for  the  family  was  left  without  its  principal  bread 
winner.  The  boy  went  to  school,  too.  When  he  was  IG  years 
old  he  got  a  position  as  time  keeper  for  a  large  local  building 
contractor.  He  had  to  keep  the  time  of  more  than  a  hundred 
men  every  day.  He  was  so  accurate  and  did  his  work  so  well 
that  one  day  his  employer,  who  had  a  large  stable,  made  him 
supervisor.'  He  was  at  his  post  at  4  o'clock  every  morning  and 
saw  that  every  team  was  fed,  that  the  harness  was  well  cared 
for,  and  that  the  wagons  were  not  handled  carelessly.  At  first 
the  men  laughed  at  the  idea  of  a  boy  being  in  charge,  but  young 
Clough  was  so  firm  and  energetic  that  he  soon  had  their  respect. 
His  employer  was  impressed. 

"If  you  can  do  all  this,"  said  the  old  man,  "you  can  do  more." 
The  boy,  who  was  now  17,  was  made  inspector  of  the  contractor's 
brick  yard,  where,  in  addition  to  all  his  other  work,  he  super- 
vised the  making  and  counting  of  50,000  bricks  every  day.  But 
he  managed  to  do  this  work,  giving  a  hint  of  that  unusual  ca- 
pacity which  later  won  his  success.  He  was  frequently  called 
upon  to  arbitrate  trouble  between  the  men.  "He's  got  a  long 
head,"  said  the  laborers. 

One  day  the  old  contractor  asked  young  Clough  to  estimate  the 
cost  of  some  masonry. 

"But  I  don't  know  how,"  said  the  boy.  The  contractor 
whipped  out  his  rule,  made  a  few  motions  with  it  and  mumbled 
some  figures.  "That's  estimaring."  he  said.  It  was  the  old  way. 
The  incident  set  the  boy  to  thinking.  "If  I  am  to  be  a  contractor 
and  builder,"  he  said,  "I  must  know  how  to  do  this  thing  prop- 
erly." 

In  those  days,  as  now,  Mr.  D.  H.  Burnham,  of  Chicago,  was 
one  of  the  foremost  architects  of  the  country.  Young  Clough 
had  heard  of  him.  Chicago  was  not  very  far  away.  He  decided 
to  study  under  Mr.  Burnham.  He  had  saved  a  little  moneV  and 
the  old  contractor  promised  to  take  him  back.  Within  a  month 
he  was  a  tracer  in  Mr.  Burnham's  office.  This  work  got  him  in 
toucn  witn  building  i>lans,  and  that,  in  turn,  with  the  builders. 
Every  night  he  took  plans  home  with  him  and  studied  until  late 
in  the  night.  When  he  got  back  to  Kansas  his  old  employer 
put  him  in  charge  of  a  $100,000  opera  house  job  at  Pueblo.  He 
was  resourceful,  energetic  and  the  strenuous  training  of  ills  boy- 
hood was  now  of  great  service. 

When  Mr.  Clough  was  '20  years  old  the  World's  Fair  at  Chi- 
cago was  planned  and  all  the  leading  contractors  of  the  country 
hurried  there  to  try  to  get  the  contracts  for  the  big  buildings. 
Young  dough's  ideas  had  always  been  on  large  things.  He  now 
saw  his  chance.  He  persuaded  his  employer  to  go  to  Chicago 
and  enter  the  competition. 

"All  right,"  said  the  old  man;  "but  you  have  got  to  make  all 
the  estimates." 

Clough  made  an  estimate  for  the  Agricultural  Building,  and 
was  third.    Undaunted,  he  made  one  for  the  Fisheries  Building, 


and  was  second.  In  seven  more  competitions  he  entered  his 
bids  and  was  unsuccessful.  For  the  tenth,  Machinery  Hall,  he 
was  awarded  the  contract.  "It  is  much  too  low,"  said  the  old 
contractors,  "and  you  can't  get  the  lumber."  But  the  20-year-old 
boy  said,  "No." 

The  autumn  had  come  and  the  price  of  lumber  had  gone  up 
lie  went  up  to  the  timber  country,  bought  his  timber  in  the 
rough,  and  had  it  shipped  down  at  once  before  the  heavy  winter 
set  in.  Then  ho  installed  his  own  sawmill  on  the  exposition 
.grounds,  sawed  his  lumber  all  winter,  and  when  spring  came 
was  able  to  rush  up  the  building-.  It  was  the  first  of  his  great 
successes,  for  the  buildm,?  was  erected  before  contract  time,  and 
the  contract  proved  to  be  very  profitable. 

One  day  while  Machinery  Hall  was  being  built  a  young  man 
named  Paul  Slari-ett  came  over  to  inspect  it.  He  represented 
Mr.  Burnham,  who  was  the  supervising  architect  of  the  Exposi- 
tion. Young  Starrett  was  a  Kansan,  too,  and  had  been  success- 
ively stenographer,  life  insurance  agent  and  architect.  The 
young  men  became  friends.  Once  Starrett  said,  "I  wish  we 
could  get  into  business  together  some  day."  To-day  they  are 
the  principal  ofBcers  of  the  largest  fireproof  building  construe* 
tion  firm  In  tile  world,  whose  offices  are  located  in  one  of  their 
architectural  triumphs,  the  "Flatiron"  Building,  in  Ne^w  Ycrk;- 
who  have  more  than  ^IS.OOO.OOO  worth  of  work  now  under  way 
or  contracted  for,  and  who  keep  10.000  men  on  their  pay  rolls. 
After  his  success  at  Chica.go  he  got  a  position  as  superintend- 
ent of  construction  for  the  company  of  which- he  is  now  first 
vice-president.  He  erected  the  New  Willard  Hotel  in  Washing- 
ton so  quickly  that  even  the  officers  of  the  company  were  sur- 
prised. He  was  made  manager  of  the  Philadelphia  office.  One 
day  he  got  a  long  distance  message  from  the  office  in  New  York 
stating  that  the  three  vice-presidents  were  ill  and  asking  him  to 
come  over  and  do  their  work.  He  came  and  has  been  In  New 
York  ever  since. 

Mr.  Clough  has  introduced  a  system  which  has  revolutionized 
the  building  of  "skyscrapers"  and  other  hug-e  construction  en- 
terprises. When  he  is  engaged  on  a  big  Job  he  calls  a  meeting 
every  week  of  every  one  actively  interested.  For  instance,  If  it  is 
a  great  metropolitan  hotel,  such  as  he  is  now  constructing,  there 
gather  the  architect,  the  owner,  or  representative,  the  manager, 
representatives  of  all  the  contractors  working  on  the  building. 
Every  man  is  cross-examined  and  every  detail  of  the  work  Is 
canvassed.  Each  contractor  Is  called  on  to  tell  just  where  his 
work  stands;  if  there  are  delays,  he  must  explain.  Stenographic 
minutes  are  kept  of  t'ne  meeting.  In  this  way  the  chief  builder 
keeps  his  finjer  on  the  pulse  of  construction.  This  system  has 
made  it  possible  to  rush  up  more  than  one  "skyscraper"  in  New 
York  and  elsewhere. 

Mr.  Clough  has  also  helped  to  perfect  the  plan  by  which  the 
large  fireproof  copstruction  companies  now  undertake  to  finance 
as  well  as  build  iiuge  buildings.  If  a  man  has  $2,000,000  and 
wants  to  put  it  in  a  big  officf>  building  that  will  cost  $4,000,000, 
t'ne  company  sin.ply  says  to  him:  "  We  will  do  the  rest  and 
turn  over  your  building  to  you  in  a.  year."     Thus  a  young  man 
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(Mr.  Clough  is  now  3o)  has  already  achieved  a  remarkable  suc- 
cess. 

FROM    MASON    TO    CONTRACTOR. 

Frank  I',  (iilbreth,  head  of  a  large  contracting  firm,  carries  a 
scar  an  inch  long  on  the  thumb  of  his  left  hand.  It  is  tht  brand 
of  his  early  daj^s  in  the  ranks — the  healed  wound  of  the  trowel 
which  he  used  when  he  carried  his  union  card  as  a  mason  in 
Boston. 

He  left  school  and  the  hope  of  an  education  at  the  Massachu- 
setts Institute  of  Technology  when  he  was  17  years  of  age.  to 
earn  his  own  way  and  to  help  support  his  widowed  mother.  He 
apprenticed  himself  to  Whidden  &  Co.,  an  old  Boston  firm  of 
builders,  and  served  his  three  years  at  every  sort  of  masonry 
work,  work  beside  which  "carrying  a  hod  was  play."  Then  from 
ISSS  to  1S95  hfe  worked  for  Whidden  &  Co.,  rising  to  be  their 
general  superintendent.  He  was  known  to  the  men  with  whom 
he  worked  as  a  "fellow  you  can't  knock  down  hard  enough  to 
make  him  stay."  Incidentally,  as  solutions  of  the  problems  he 
confronted  in  his  work,  he  invented  several  devices  for  use  in 
the  erection  of  structural  steel.  The  first  steel  frame  building 
in  Boston — the  addition  to  the  United  States  Hotel — was  put  up 
under  his  supervision. 

In  1895,  according  to  one  of  his  friends,  he  went  into  business 
on  a  capital  consisting  mainly  of  his  "nerve"  and  of  his  good 
name  among  the  dealers  in  supplies.  But  he  soon  had  contracts 
that  made  him  an  independent  contractor.  He  became  inter- 
ested of  necessity  in  concrete  and  its  uses  in  building,  and  in 
the  course  of  his  work  has  invented  a  portable  concrete  mixer, 
a  new  concrete  floor  block,  special  types  of  concrete  pillar  con- 
struction, several  new  types  of  stationary  concrete  mixers,  and 
a  corrugated  concrete  pile.  All  of  these  inventions  are  In  use  to- 
day. 

From  being  a  building  contractor  he  now,  as  one  of  his  men 
expresses  it,  "takes  anything  that  looks  like  a  contract" — • 
whether  it  be  to  build  a  complete  factory  town  in  Maine  in  six 
months  or  to  dig  a  big  rice  canal  in  Louisiana  in  100  days,  both 
of  which  feats  he  has  recently  accomplished. 

The  qualities  of  ingenuity  and  decision  that  have  accounted  for 
his  rise  from  the  ranks  of  labor  are  illustrated  in  a  story  of  a 
contract  he  undertook  in  Houghton,  Mich.,  to  construct  some 
large  buildings  on  short  notice.  He  went  out  himself  to  start 
the  job,  intending  to  stay  a  week.  He  stayed  four  months.  The 
laborers  were  Poles,  and  ready  for  trouble  on  any  pretext.  The 
superintendent  of  the  job  thought  he  saw  a  chance  to  get  double 
pay,  which  he  demanded  under  threat  that  he  would  go  back  to 
New  York  if  he  did  not  get  it.  "All  right,"  said  Mr.  Gilbreth, 
"the  next  train  East  leaves  at  0  o'clock,  and  don't  you  mi'ss  it." 
Then  the  Poles  struck.  He  secured  other  laborers  and  went 
ahead.  The  Poles  came  down  to  the  camp  the  next  night  to 
ruin  the  job.  Mr.  Gilbreth  and  every  other  responsible  man  In 
camp  met  them,  each  with  a  six-shooter  in  each  hand  and  an- 
other one  in   reserve.      That   broke   the  strike. 

In  his  New  .York  office,  every  employe  has  a  typewritten  copy 
of  the  general  rules  that  are  to  guide  him  in  his  particular  work. 
Each  copy  of  these  rules  is  preceded  by  a  preface,  which  says 
that  the  rules  were  made  because  at  some  time,  at  a  coroner's 
inquest  of  what  had  gone  wrong  in  the  business,  somebody  on 
the  job  attended  in  the  uncomfortable  role  of  the  corpse,  and 
that  each  rule  is  intended  to  prevent  later  obsequies  for  the  same 
cause.  It  is  the  fact  that  he  has  so  often  learned  his  business 
by  rude  knocks  which  taught  but  did  not  down  him,  that  he  has 
risen  from  the  mason's  union  to  be  a  large  employer  of  men. 
— World's  Work. 


Building  Materials  in  the  San  Francisco  Fire. 


A  NEW  YORK  ENGINEER'S  STUDY  OF  THE  RUINS  AND 
HIS  COMMENTS. 

As  soon  as  it  was  possible  to  visit  the  burned  district  of 
San  Francisco,  Mr.  A.  L.  A.  Himmelwright,  of  the  Roebling 
Construction  CnmRany,  made  a  detailed  examination  of  the 
fireproof  buildings.'  He  personally  examined  every  building 
of  fireproof  construction  within  the  burned  district,  first 
scrutinizing  the  exterior  and  then  studying  each  story  from  top 
to  bottom.  Copious  notes  were  made  on  the  spot  of  any  fact 
that  was  of  special  interest,  and  he  used  a  convertible  archi- 
tect's level  to  plumb  the  walls  and  level  the  foundations. 

The  result  of  his  work  is  seen  in  a  cloth-bound  book  of  370  large 
pages,  an  advance  copy  of  which  is  at  hand.*  While  ostensibly 
only  a  report  to  the  directors  of  his  company,  in  reality  it  is 
a  most  valuable  public  record  of  the  effects  and  lessons  of  the 
great  disaster,  from  the  standpoint  of  the  builder,  architect 
and  engineer — the  best  side  of  any  for  accurate  observation. 
The  volume  consists  of  photographic  pictures  of  large  dimen- 
sions, with  descriptive  remarks  and  comments  underneath.  The 
volume  is  extreni.^ly  valuable  to  all  who  build  and  design  fire- 
proof structures. 

In  a  preface  Mr  Himmelwright  says  that  the  successful  man- 
ner in    which   the   tall,   steel   skeleton   frame   buildings   withstood 

*The  San  Francisco  Earthquake  and  Fire.  A  brief  history  of  the 
disaster;  a  presentation  of  facts  and  resulting  phenomena,  with 
special  reference  to  the  efficiency  of  building  materials.  By 
A.   L.  A.  Himmelwright,  C.  E. 


the  effects  of  the  earthquake  and  the  fire  'Is  most  re.issuring, 
in  fact  wonderful,  and  proves  conclusively  that  the  best  modern 
practice  is  directed  along  correct  and  efficacious  hues.     He  adds: 

"The  interesting  developments  and  the  lessons  of  the  disaster 
are  set  forth  in  detail  in  the  report.  As  in  the  Baltimore  fire, 
the  contents  of  many  of  the  fireproof  buildings  would  have 
been  preserved  had  the  openings  in  the  outside  walls  been  prop- 
erly protected.  Immediately  after  the  fire  I  urged  the  neces- 
sity of  protecting  the  openings  in  the  strongest  possible  terms. 
The  National  Board  of  Fire  Underwritere  also  pointed  out  the 
importance  of  these  safeguards  and  fixed  the  insurance  rates 
accordingly.  Yet,  strange  to  say,  in  the  new  building  code 
of  the  city  of  Baltimore  the  protection  of  the  openings  in  fire- 
proof buildings  is  not  made  mandatory! 

"The  utter  disregard  of  this  important  detail  in  the  design  of 
fireproof  buildings  is  further  illustrated  by  the  fact  that  95 
per  cent,  of  these  buildings  that  are  now  being  erected  all  over 
the  country  have  no  fire-resisting  appliances  or  protection  for 
the  openings.  This  means  that  their  entire  contents  and  finish 
are  in  constant  jeopardy  and  liable  to  be  totally  destroyed  if 
an  adjoining  building  should  be  attacked  by  fire. 

"The  San  Francisco  fire  has  again  clearly  and  unqualifiedly 
demonstrated  the  dire  necessity  of  protecting  the  openings  of 
the  fireproof  buildings.  If  fire-resisting  barriers  are  not 
provided  for  the  openings  in  these  buildings  in  the  future,  the 
gross  neglect  will  assume  the  proportions  of  a  national  dis- 
grace, and  every  conflagration  will  but  serve  to  reveal  the 
incompetency  and  stupidity  of  the  designers." 

THE    NON-FIREPROOF    BUILDINGS. 

Regarding  this  class  of  structures,  Mr.  Himmelwright  says 
that  wooden  buildings  completely  disappeared,  leaving  nothing 
but  fallen  chimneys  to  mark  the  site.  Buildings  with  brick  or 
other  masonry  walls  and  wood  beams  fared  little  better. 
Nothing  was  left  of  the  interior,  and  the  exterior  walls  were 
generally  overthrown  while  the  structure  was  burning.  Oc- 
casionally portions  of  the  walls  remain  standing,  but  in  a 
weak  and   tottering  condition. 

The  Class  B  buildings  developed  even  less  fire  resistance 
than  those  without  metal  frames.  When  these  buildings  were 
attacked  by  fire  they  were  totally  wrecked.  The  burning  of 
the  wood  fioors  in  all  cases  caused  the  failure  of  the  metal 
frames  which  collapsed  into  a  twisted,  tangled,  shapeless  mass 
in  the  interior  of  the  building.  The  metal  frame  being  anchored 
to  the  walls  usually  pulled  them  down  when  it  collapsed,  or 
pushed  them  outward,  when  they  fell  on  adjacent  buildings, 
causing  enormous  damage  and  destruction  on  account  of  their 
great  height. 

The  general  failure  of  the  walls  of  the  non-fireproof  buildings 
filled  a  large  portion  of  the  burned  district  with  brick  and 
mortar  debris  to  an  average  depth  of  about  4  ft.,  completely 
obliterating  street  and  property  lines  and  obstructing  the  streets 
so   that   they   were   impassable   except  for  pedestrians. 

Occasionally  buildings  of  superior  workmanship  and  ma- 
terials showed  better  fire  resistance.  A  few  non-fireproof  build- 
ings escaped  destruction  in  the  burned  district  by  fortuitous 
circumstances.  One  other  (the  California  Electrical  Co.'s 
Building),  built  in  accoi'dance  with  the  rules  of  the  Massachu- 
setts mutual  fire  insurance  companies,  was  equipped  with  a 
sprinkler  system  and  fire-resisting  barriers  at  the  openings,  and 
thoroughly  demonstrated  the  value  and  efficiency  of  these  safe- 
guards. 

THE    FIREPROOF    BUILDINGS. 

The  only  buildings  in  the  burned  district  that  retained  any 
semblance  of  their  original  condition  after  the  fire  were,  says 
Mr.  Himmelwright,  the  fireproof  buildings.  In  these,  the  walls, 
floors,  roofs  and  partitions  are  of  incombustible  material,  and 
the  floor  loads  are  supported  by  protected  steel  framing.  These 
buildings  stand  out  prominently  amidst  the  ruins  and  de- 
struction of  all  the  other  buildings.  Their  exteriors  are  seared 
and  scarred,  but  all  of  them  remain  standing  and  intact,  mute 
monuments  to  the  superiority  of  modern  methods  of  construc- 
tion. 

Fire  was  communicated  to  the  interiors  of  the  flreproof  build- 
ings, without  exception,  when  neighboring  combustible  buildings 
were  consumed,  the  flames  entering  through  the  unprotected 
window  openings  and  spreading  upward  from  story  to  story  by 
the  burning  of  the  wood  frames  and  sash. 

The  wood  finish  and  all  the  combustible  contents  of  these 
buildings  were  generally  destroyed.  Much  of  the  incombus- 
tible finish  and  ornamentation  was  also  irreparably  damaged. 
All  exposed  metal  work,  such  as  elevator  framing  and  fronts, 
stairway  strings,  piping,  ornamental  iron,  mail  chutes,  etc.,  was 
permanently  deflected  and  buckled  out  of  line.  Debris  con- 
sisting principally  of  plaster  and  hollow  tile  blocks  frequently 
covered  all  the  floors  to  a  depth  of  from  two  to  eight  inches, 
and  in  many  cases  the  impact  of  the  blocks  and  the  abnormal 
loads  wrecked  the  stairways.  The  material  employed  for  the 
fireproof   floors   in    these   buildings    was    of   two   general   classes: 

(1)  the  burnt  clay  products,  such  as  hollow  tile,  brick,   etc.;   and 

(2)  concrete,  with  either  cinder  or  stone  aggregates.  The 
former  materials  were  used  in  1.5  buildings,  and  the  latter  in  01. 

(The  lessons  of  the  fire  and  earthquake,  as  set  down  by  Mr. 
Himmelwright,  will  be  noticed   more  particularly  next  week.) 
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Recent  Examples  of  the  Metal  Worker's  Art. 

Architectural  bionze  and  iron  work  is  playing  no  incon- 
siderable part  in  the  adornment  of  New  York's  public  build- 
ings, as  well  also  o£  private  residences.  The  many  beautiful 
examples  to  be  seen  abroad  illustrate  how  great  was  the  skill 
of  workmen  in  olden  times  in  producing  the  most  delicate  de- 
tails of  forged  iron   work,   and  amid   the  multiplicity   of  wants 


them   for   another   article,    when   we    will    treat   this   building   as 
a  whole. 

We  are  indebted  for  the  various  illustrations  shown  above  to 
the  Hecla  Iron  Works,  of  Brooklyn,  New  York,  who  also  ex- 
ecuted the  work  referred  to. 


Building  Operations. 


1.     NEW    STYLE    OF    ELEVATED    STATION. 

Heins  &  La  Farge,  Architects. 

in  this  newer  land  we  have  at  last  found  time  to  indulge  our 
American  taste  in  this  respect.  The  difference  between  a 
beautiful  line  and  one  which  has  no  beauty  is  sometimes  in- 
definably small,  though  readily  perceived.  To  secure  the  best 
results  in  bronze  and  iron  a  knowledge  of  architectural  detail 
must  be  combined  with  artistic  foundry  practice,  and  estab- 
lishments which  become  great  under  one  management  may  de- 
cline under  another.  Each  generation  has  its  own  development. 
Few  other  industries  have  grown  with  such  rapidity  as  orna- 
mental iron  work,  or  better  illustrate  the  history  and  progress 
of  the  country  in  refined  paths.  Iron  foundries,  brass  foundries, 
forging  shops,  fitting  shops,  plating  shops,  modeling  shops, 
buildings  for  drafting,  photographing  and  various  things— these 
are  only  some  of  the  factors  which  must  be  brought  together 
to  make  a  complete  plant.  Types  of  iron  and  bronze  work  un- 
known to  New  York  not  many  years  ago,  and  which  would 
have  been  impossible  of  production  by  any  process  of  manu- 
facture then  available,  are  now  the  familiar  possessions  of  the 
city.  Appended  are  a  few  iUustrations  of  some  recently  executed 
work  in  metal  which  shows  how  refined  the  tone  of  such  work 
is  becoming. 

Plate  1  shows  one  of  the  new  elevated  stations  in  the  Bronx 
section  of  New  York's  Rapid  Transit  Subway  R.  R.  system. 
By  careful  examination  of  the  details  one  can  see  the  improve- 
ment over  the  old  type  of  elevated  station,  the  Rapid  Transit 
Commission  having  secured  the  services  of  the  well-known 
firm  of  architects,  Messrs.  Heins  &  La  Farge,  who  also  de- 
signed the  Cathedral  of  St.  John  the  Divine  and  many  other 
noted  edifices  in  various  parts  of  the  country.  Although  this 
is  a  comparatively  pla'n  and  inexpensive  construction,  many 
little  features  of  decoration  have  been  added  to  beautify  what 
usually  has  been  a  commonplace  structure. 

In  plates  2  and  3  are  shown  details  of  the  Slocum  Monument, 
Eastern  Parkway,  Brooklyn  Borough,  New  York  City,  Messrs. 
McKim,  Mead  &  White,  architects.  Note  the  character  of  the 
ornamentation  on  the  street  lamp  in  plate  4. 

The  heads  of  Medusa,  Mars,  etc.,  shown  in  the  bronze  shields, 
plate  8,  illustrate  various  war  emblems  of  the  protective  deities 
in  ancient  mythology. 

When  the  new  Altman  stores,  at  5th  av,  3-lth  and  35th  sts, 
are  completed.  New  Yorkers  will  have  an  opportunity  of  seeing 
some  of  the  finest  exhibits  of  the  metal  craftsman's  art. 
Through  the  courtesy  of  the  Hecla  Iron  Works,  of  Brooklyn, 
we  are  enabled  to  show  in  advance  a  few  of  the  elevator  grille 
and  railing  panels,  designed  by  Messrs.  Trowbridge  &  Living- 
ston, the  architects  of  the  building.  For  combinations  of  fine 
and  heavy  detail  these  grilles  (shown  in  plate  5)  are  generally 
considered  the  best  examples  of  such  work  ever  produced  by 
the  Hecla  Iron  Works,  or  in  this  country  for  that  matter:  and 
when  it  is  stated  that  all  these  castings  are  made  in  one  piece, 
without  a  single  joint  or  rivet,  they  appear  to  be  marvels  of 
perfection.  This  building  when  completed  will  contain  many 
other   examples   of   the   metal    worker's   art,   but   we   will   leave 


The  New  Barnard  Dormitory. 

In  January  of  1805  the  trustees  of  Barnard  asked  for  a  com- 
petition for  a  completed  scheme  for  the  college  property,  which 
extended  from  llGth   to  I'20th  sts,  and  included  on  the  northern 
end   tiie    three    present    buildings   of    Barnard   College.      The   de- 
signs of  Mr.  Charles  A.  Rich  were  accepted  and  were  exhibited 
at    th?    yearly    exhibition    of    the    Architectural    League.      They 
called     for     twelve     new     buildings,     including     Library,     Audi- 
torium,   Chapel    and    five    dormiiory    buildings,    and    the    whole 
scheme  facing   a  large  open   quadrangle   called   Milbank   Quad. 
The    dormitory    system    was    grouped    around    the    chapel    and 
three  of   the  buildings   faced   110th   st.      The  building  at  present 
under   way    is    the    central   building   of   this    group    on    llCth    St. 
It  is  a  building  120x-I'J  ft.,  and  consists  of  a  high  granite  base- 
ment  17  ft.  high  on   IKith  st,   containing   a  large  kitchen  which 
will  be  available  for  the  whole  dormitory  scheme  of  five  build- 
ings.     The   ground   fioor   is   level    with    the   Milbank   Quadrangle 
to   the  north   and   entered   under  a  cloistered   arcade.      On    this 
floor  is  a  large  English  oak  dining-room  for  about  one  hundred 
people;    parlors,    reception    rooms    and    offices    occupy    the    re- 
mainder  of    the    fioor.      This    story    being    20    ft.    high    for    the 
dining  room,  gives  several  suites  of  rooms  in  a  mezzanine  floor. 
Above  are  five  stories  of  studies  and  chambers,  accommodating 
about  80  p.t;pils.     The  general   idea,   therefore,   of  the  dormitory 
system  will  be  seen  to  be  of  five  groups  of  about  SO  each,  and 
each   building  under  the  care  of  a  matron.     In   the  upper  story 
is    an    isolated    suite   lor   hospital    uses,    with    rooms   for    nurses, 
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HE  Highest  Standard  of 
Instruction  in  Real  Estate 


We  teacli  by  mail  how'to  "buy  and  sell  real  estate.    We  teaeh  all  tlie  phases 

of  the  real  estate  business  thoroughly  and  exliaustively  ;  and  our  lessons  will 

be  worth  hundreds  of  dollars  to  every  one  interested  iu  real  estate, 

IT    IS    THE    IDEAL    METHOD 

Write  for  Booklet  H,  which  will  tell  you  all  about  It 

IT*  S»  Real  Estat*  Conespondence  Inatitutet  Heeemau  Bids.  200  B'waf 


and  the  whole  end  absolutely  cut  oft  from  the  rest  of  the 
building.  Servants'  quarters  occupy  the  remainder  of  this 
floor.  The  building  will  be  in  the  same  style  as  the  present 
Barnard  buildings,  and  of  brick,  granite  and  terra  cotta. 


Particulars   of   Riverside    Drive  and  95th  St.,   Apartment 

House. 

RIVERSIDE  DRIVE. — The  new  elevator  apartment  house 
which  the  George  W.  Levy  Building  Co.  is  to  erect,  will  be 
situated   on   a  lot    173.G   ft.    on   O.'jth   st,    108.8   ft.    on   Riverside 


5.     ELEVATOR    GRILLE    AND    RAILING    PANELS    FOR    ALTMAN 
FIFTH    AVENUE    STORE. 

Trowbridge   &   Livingston,   Architects. 

Drive,  133.2  ft.  on  the  northerly  lot  line  and  100.8%  ft.  on  the 
easterly  line.  It  will  be  6  stys  and  basement  in  height,  with 
eight  apartments  on  each  story  consisting  of  two  five,  two 
six,  two  sewn  and  two  eight-room  suites.  It  will  be  built  en- 
tirely on  the  open  court  plan,  no  interior  courts  being  used, 
will  have  recessed  fire  escapes,  electric  elevator,  two  stairways, 
servants'  baths,  toilets  and  pantries.  The  front  will  be  in  red 
brick,  limestone  and  terra  cotta,  light  colored  face  brick  for 
courts.  The  interior  will  be  finished  in  keeping  with  the  high 
character  of  the  neighborhood  and  the  house.  The  entrance  will 
be  through  the  exterior  court  off  the  viaduct,  which  runs  across 
96th  St.  Messrs.  Schwartz  &  Gross,  35  West  21st  st,  are  the 
architects. 


Murphy  Construction  Co.  Gets  New  Contracts. 

41ST  ST. — The  general  contract  has  been  awarded  to  the 
Murphy  Construction  Co.,  of  S-7  East  42d  'st,  for  the  erection 
of  alterations  and  additions  to  tire  automobile  garage  on  the 
north  side  of  -list  st,  near  1st  av;  also  for  building  a  locker 
building  on  41st  st,  near  Ist  av,  and  a  sub-station  at  Water 
and  Pearl  sts  for  the  New  York  Edison  Co.,  55  Duane  st.  The 
buildings  are  to  be  fireproof,  steel,  brick  and  stone,  etc.  The 
structural  steel  and  ironwork  on  the  41st  st  building  has  been 
awarded  to  the  Levering  &  Garrigues  Co.  Iron  Works,  552  West 
23d  St.     Charles  F.  Hoppe,  55  Duane  st,  is  architect. 


H.  H.  Vought  &  Co.  to  Build  Brown  Residence. 

PARK  AV. — The  general  contract  for  the  fireproof  residence 
for  James  Brown,  of  Brown  Brothers  &  Co.,  59  Wall  st,  to  be 
erected  at  Nos.  785  to  789  Park  av,  has  just  been  awarded  to  H. 
H.  Vought  &  Co.,  No.  112  West  42d  st.  The  plans,  which  were 
drawn  by  Messrs.  Hill  &  Stout,  1123  Broadway,  call  for  a 
structure  5  stys   in  height,   with   dimensions  of  25x95  ft. 


Storage  Warehouse  in  the  Bronx. 

BROOK  AV. — Michael  J.  Garvin,  3307  3d  av,  has  completed 
plans  and  is  taking  figures  on  the  general  contract  for  a  G-sty 
reinforced  concrete  storage  warehouse,  11.5x120  ft.,  for  George 
Reinhardt,  Franklin  av  and  Jefferson  pi,  to  be  erected  on  the 
west  side  of  Brook  av,  north  of  lC3d  st,  the  Bronx.  No  building 
contracts  have  yet  been  issued. 


Apartments,  Flats  and  Tenements. 

73D  ST.— The  City  and  Suburban  Homes  Co.,  of  281  4th  av, 
will  build  another  row  of  model  tenements  on  a  plot  100x09.11 
ft.,  on  the  north  viide  of  73d  st,  213  ft.  east  of  1st  av.  Messrs. 
Whitfield  &  King,  IGO  5th  av,  h.ave  prepared  plans  in  previous 
operations. 

MADI.SON  AV. — A  10-sty  eleYator  apartment  house  will  be 
erected  by  John  T.  Williams  at  Nos.  778-780  Madison  av,  on  a 
plot  38x80  ft.,  for  which  Messrs.  Gordon,  Tracy  &  Swartwout, 
244  5th  av,  are  preparing  plans.  The  exterior  will  be  in  light 
brick,  terra  cotta  and  limestone,  with  electric  elevators,  steam 
heat,  electric  lighting  and  every  possible  improvement.  No 
building  contracts  have  yet  been  awarded. 

CENTRAL  PARK  WEST,— The  12-Bty  elevator  apartment 
house  which  the  Gotham  Realty  and  Construction  Co.,  Columbus 
av  and  81st  st,  is  erecting  at  Central  Park  West  and  80th  st,. 
estimated  to  cost  .$1,000,000,  is  now  nearing  completion.  The 
.structi'.re  is  arranged  in  suites  for  forty-eight  families,  and 
ccfvers  a  plot  102.2x140  ft.  On  the  northwest  comer  of  Central 
Park  West  and  S5th  st,  on  plot  100x100  ft.,  the  Gotham  Co. 
will  now  build  a  similar  building  12-stys,  in  the  French  Renais- 
sance style,  with  an  exterior  of  brick  with  buff  limestone 
trimmings,  to  cost  another  million  dollars.  Mulliken  &  Moeller, 
No.  7  V\''est  38th  st,  are  the  architects. 


Dwellings. 

79TH  ST. — Sommerfeld  &  Sleekier,  19  Union  sq,  have  plans 
for  estimates  for  a  new-  residence  to  be  erected  at  178  E.ast 
79th  st.     No  contracts  let. 


Churches. 

LENOX  AV. — Messrs  Hoppin,  Koen  &  Huntington,  244  5th  av, 
have  plans  ready  and  are  now  taking  estimates  on  a  Roman 
Catholic  Church  and  rectory  to  be  erected  at  Lenox  av  and 
188th  st,  for  the  Rev.  F.  J.  Keenan,  pastor. 

4TH  ST. — F.  J.  Berlenbach,  2G0  Graham  av,  Brooklyn,  is 
taking  estimates  on  the  general  contract  for  a  church  to  be 
erected  on  the  west  side  of  4th  st,  near  Ludlow  av,  Brooklyn, 
for  the  St.  Bartholomew's  Roman  Catholics.  No  contracts  have 
been  let. 
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WOODI.AWN  ROAD. — Plans  are  ready  by  Hoppin,  Koen  & 
Huntingrton,  244  5th  av,  for  a  chape!  to  be  ere^^'ted  at  the  north- 
west corner  of  Woodlawn  road  and  Bainbridge  av,  1-sty,  70x30 
ft.,  brick,  stone,  tin  roof,  electric  wiring,  etc.  Bishop  Da,vld  H. 
Greer,  7  Gramercy  Parle,  has  the  matter  in  charge. 


Mercantile. 

2STH  ST. — Plans  arft  now  road.v  for  figures  on  separate  con- 
Iractt-:  for  the  10-sty  fireproof  office  building,  40x100  ft.,  which 
Frederick  Zobel,  114  East  28th  st.  will  erect  at  Nos.  122  to  124 
East  28th  st.     (See  issue  Aug.   18,  I'-KH!.) 

luTH  ST. — Plans  are  now  ready  for  the  10-sty  store  and  loft 
building,  0Ox1O3..j  ft.,  v.hich  the  Keller  Smith  Co.,  447  East  (!8th 
st,  will  build  on  the  south  side  of  l.jth  st,  2i>^).8  ft.  east  of  8th 
av,  at  a  cost  of  .$200,000.  Five  old  buildings  will  be  demolished, 
brick  and  ashlar  limestone  exterior,  steam  heat,  tar  and  gravel 
roof,  etc.     Peter  Keller,  1273  Av  A,   is  architect. 


Stables. 

90TH  ST. — Charles  Stegmayer,  168  East  91st  st,  has  plans 
ready  for  a  1-sty  stable,  80x32  ft.,  for  Jacob  Ruppert,  92d  st 
and  3d  av,  to  be  erected  on  the  north  side  of  OOth  st,  175  ft. 
east  of  3d  av.     No  contract  let. 

VARET  ST. — Cannella  &  Samenfeld,  01  Graham  av,  Brookfyn, 
are   now   taking   figures   on   a  G-sty  stable,  '50x100  ft.,   for   Sher- 
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man  &   Rader   (undertakers),   135  Varet  st,   to  be  erected  on   the 
north  side  of  Varet  st,  near  Morel  st,  Brooklyn. 

3d  ST. — Chas.  M.  Straub,  122  Bowery,  has  plans  ready  for  a 
7-sty  concrete  and  stone  stable  and  shop,  45.4x73.7  ft.,  for 
Morris  L.  Weiss,  013  East  10th  st,  to  be  erected  on  the  south 
side  of  3d  st,  136.2  ft.  east  of  Goerck  st,  to  co'st  $30,000.  No 
contract  let. 


Alterations. 

7TH  AV. — Hill  &  Stout,  1123  Broadway,  have  plans  for  altera- 
tions to  the  8-sty  apartment  house  No.  2040  7th  av  for  the 
estate  of  R.  E.  Browning.  90  Chambers  st.     No  contract  let. 

14TH  ST. — No  contract  has  yet>  been  awarded  for  .$10,000 
worth  of  ffreprooflng  to  the  4-sty  store  and  loft  building  No. 
50  West  14th  st  for  the  Colonial  Real  Estate  Association,  309 
Broadway,  from  plans  by  Richard  Berger,  309  Broadway. 

BROADWAY. — No  contract  has  been  awarded  for  $10,000 
worth  of  alterations  to  the  2-sty  hotel  and  theatre  southeast 
corner  of  Broadway  and  110th  st,  which  Josephine  Schmid, 
Lion  Brewery,  lOSth  st  and  Columbus  av,  will  malee  from  plans 
by  C.   B.   Brun,   1  Madison  av. 


Miscellaneous. 

William  T.  Fanning,  138  Jersey  St.  Ppterson,  N.  J.,  will  be 
ready  to  take  bids  about  Oct.  1  for  the  new  high  school  building 
to  be  (jrected  at  Palerson. 

Pell  &  Corbett.  31  Union  sq,  Manhattan,  are  preparing  plans 
for  a  residence,  stables  and  garage  to  be  erected  at  Wheatley 
Hills,  Long  Island,  for  S.  Osgood  Pell,  of  537  5th  av. 

F.  H.  Prior  &  Son,  Trenton,  N.  J.,  have  obtained  the  general 
contract  for  the  addition  to  the  Reformatory  at  Rahway,  N.  J., 
from  plans  of  Geo.  E.   Poole,  State  House,  Trenton. 

Ivirby,  Petit  &  Green,  35  West  31st  st,  are  architects  for  a 
new  club  house  of  English  design,   to  be  erected  at  Laurelton, 


L.  I.,  at  a  cost  of  .$.50,000.  .This  will  be  on  Senator  Reynolds' 
new  section. 

F.  J.  Nies,  architect  for  the  Delaware,  Lackawanna  &  Western 
R.  R.  Co.,.  Hoboken.  N.  J.,  is  preparing  plans  for  a  1-sty  tire- 
proof  passenger  station,  100x25,  to  be  erected  at  Short  Hills, 
N.  J.     No  contracts  let. 

Edward  Riedler  &  Co.,  Jersey  City,  N.  J.,  are  to  erect  an 
apartment  house  at  Bright  and  Varick  sts,  that  city;  5-3ty, 
brick  and  stone,  to  cost  approximately  $05,000.  Edward  M. 
Patterson  is  architect. 

The  Army  and  Navy  Branch  of  the  Brooklyn  Y.  M.  C.  A.  will 
erect  a  $50,001)  building.  Several  new  buildings  are  to  be  erected 
at  Ft.  Hamilton  at  a  cost  of  $3.50,000.  Barracks  for  a  torpedo 
company,  administration  building,  hospital,  guard-house,  bakery 
and  machine  shop. 


Estimates  Receivable. 

7TH  ST.— Frank  Straub,  10  East  14th  st,  has  plans  ready  for 
$20,000  worth  of  improveinents  to  the  building  No.  .53  7th  st 
for  Soloman  .Salvinsky,  19.5  Allen  st,  on  which  no  awards  have 
been  made. 

HOVT  ST. — Benjamin  E.  Lowe,  architect,  Brooklyn,  is  taking 
figures  or.  the  general  contract  for  a  semi-flreproof  warehouse 
and  store  building  for  A.  I.  Namn,  to  be  erected  at  Hoyt  .and 
Fulton  sts,  Brooklyn. 

L.  C.  Holden,  lJ.fo  Broadway,  Manhattan,  is  taking  bids  on 
the  general  contract  for  a  1-sty  bride,  stone  and  steel  fireproof 
bank  building.  42xr)0  ft.,  for  the  Sing  Sing  -Savings  Bank,  to  be 
erected  at  Ossining,  N.  Y. 

125TH  ST. — Bannister  &  Schell,  00  Wall  st,  are  now  ready  for 
estimates  on  the  1-sty  fireproof  bank  building,  80x100  ft.,  for 
the  Harlem  Savings  Bank,  2281  3d  av,  to  be  erected  at  124-128 
East  125th  st.     No  contracts  let. 

Joseph  Brojme,  123  Liberty  st.  Manhattan,  is  taking  separate 
estimates  on  the  manufacturing  pIant*to  be  erected  at  Bayonne, 
N.  J.,  for  the  J.  Kdward  Ogden  Co.,  of  147  Cedar  st,  New  York. 
Brick,  concrete,  steel  and  fireproof. 

'MTH  ST.— No  contracts  have  been  awarded  for  $40,000  worth 
of  improvements  to  the  1-sty  chapel  and  asylum  on  the  south 
side  of  OOth  st,  100  ft.  east  of  1st  av,  for  St.  Joseph's  Asylum, 
89th  st  and  Av  A.  for  which  A.  F.  A.  Smith,  004  Courtlandt 
av,  is  architect. 

LIVINGSTON  PL. — No  contracts  have  yet  been  issued  for 
the  7-sty  and  basement  hospital,  52x7'2  ft.,  tile  roof,  which  the 
New  York  Infirmary  for  Women  and  Children,  5  Livingston  pi, 
will  erect  on  the  east  side  of  Livingston  pi,  25.11  ft.  north  of 
15th  st,  at  a  cost  of  $100,000.  Renwick,  Aspinwall  &  Tucker, 
320  5th  av,  architects. 

1.50TH  ST. — John  C.  Kirby,  481  5th  av,  has  plans  ready  for 
a  club  houise,  on  the  south  side  of  1.50th  st,  100  ft.  west  of 
CAuldwell  av,  Bronx,  for  the  St.  Martin  of  Tours  Council,  K. 
of  C,  2087  Bathgate  av;  4-stys,  37.0x90  ft.,  brick,  stone  and 
terra  cotta,  iron  beams,  tin  roof,  galvanized  iron  skylights,  elec- 
tric wiring,  pool  and  billiard  rooms  and  bowling  alleys.  The 
estimated  cost  is  .$30,000. 


Contracts  Awarded. 

The  Stand. rd  Bitulithic  Co..  253  Broadway.  Manhattan,  has 
obtai.-;ed  the  contract  for  3.500  sq.  yds.  of  bitulithic  pavement 
at  New  Brunswick.  N.  J. 

N.  Le  Brun  &  Sons,  architects,  1  Madison  av,  have  awarded 
the  general  contract  for  the  additional  building  for  the  Packer 
Institute,  New  York,  to  Messrs.  John  Thatcher  &  .Son,  54  Park 
av,  Brooklyn. 

The  Lawler  Eros.  Const.  Co.,  21  Park  row.  New  York,  was 
recently  awarded  contract  by  the  Rochester,  Syracuse  &  East- 
ern R.  R.  Co.  for  building  Section  8  of  its  line  from  Savannah 
to  Port   Byron,   N.   Y. 

GANSEVOORT  ST.— Thomas  Cockerill  &  Sons.  147  Columbus 
av.  has  obtained  the  general  contract  to  build  the  two  pumping 
stations  for  the  city  at  Gansevoort  and  West  sts.  and  northeast 
corner  of  Oliver  and  South  sts. 

72D  ST. — The  Norman  Fireproofing  Co.,  412  East  r25th  st, 
has  receiN-^d  the  contract  for  fireproofing  the  two  4-sty  dwell- 
ings Nos.  4  and  0  East  72d  st  for  William  V.  S.  Thorne,  6  East 
72d  st,  from  plans  by  Robert  T,  Lyons,  31  Union  sq. 

17TH  ST. — The  Phoenix  Iron  Co..  49  William  st.  has  received 
the  contract  for  steel  beams  and  girders  for  the  new  loft  building 
which  the  E.  J.  Galway  Building  Co..  .530  10th  av,  is  to  erect 
at  Nos.  1.38-140  West  17th  st,  from  plans  by  G.  H.  Anderson, 
150  5th  av. 

70TH  ST. — William  Crawford,  5  East  42d  st,  has  received 
the  mason  work,  and  P.  Quinn,  507  5th  av.  the  carpentry,  for 
$15,1  K)0  worth  of  improvements  to  the  4-sty  dwelling  No.  18 
East  70th  st  for  Alice  A.  Block,  55  East  82d  st;  4-sty  front 
extension,   elevator,   partitions,   etc.      v 

The  Norfolk  &  Washington  Air  Line  Ry.  Co.  has  awarded 
contract  for  the  construction  and  equipment  of  its  line  from 
Washington,  D.  C,  to  E'speranza,  Md.,  a  distance  of  04  miles, 
to  D.  E.  Baxter  &  Co.,  Inc.,  27  William  st.  New  York  City.  G. 
S.   Brantingham,  manager  of  construction  department. 


WE   CAN   TELL   YOU  — 

Who  Are  Buying 
What  They  Are   Buying 
When  They  Are  Buying 

Regarding  any  Building  Material  whatsoever  and  thus  aid  you  materially  in  the 

SALE  OF  YOUR  PRODUCTS 

"P\ODGE  REPORTS  are  to-day  the  basis  and  starting  point  of  the 
^-^  Sales  Departments  of  most  of  the  big  material  firms  that  secure 
the  big  contracts;  because  with  Dodge  Reports  they  are  first  in 
the  field,  fortified  with  specific  information,  and  lose  no  time  through 
"lost  motion." 

LET    US    SHOW    YOU    OUR    METHOD 

The   F.  W.  DODGE  CO.,  Inc. 

New  York  City         Philadelphia         Pittsburgh         Boston         Chicago 


The  Elektron  Mfg.  Co.,  156  5th  av,  haa  recently  closed  con- 
tracts for  Elektron  electric  elevators  in  the  following  buildings; 
Spring  Street  Exchange  Building,  of  the  New  York  Telephone 
Co.,  Wooster  and  Hou.ston  ists,  Manhattan;  office  building,  27th 
St  and  Broadway,  Manhattan;  Henry  Corn,  lessee;  Julius  Kayser 
Co.,  factory  building,  Graham  and  De  Kalb  avs,  Brooklyn. 


BUILDING      NOTES 


Bids  Opened. 

M.  J.  Leahy,  1446  Prospect  av,  Bronx,  has  obtained  the  con- 
tract, at  $48,686,  for  construction  of  sewage  disposal  plant  at 
Matteawan,  N.  T.  Other  bidders  were:  G.  H.  Eldridge,  40  Ellis 
pi,  Ossinlng,  N.  Y.,  and  Ford  &  Waldo,  21  Park  row.  New  York. 

Bids  were  received  by  John  W.  Brannan,  president  board  of 
trustees,  for  excavating,  sodding  and  general  work  In  laying 
out  grounds  at  the  new  Harlem  Hospital,  at  Lenox  av  and 
137th  St.  Kelly  &  Kelley,  45  East  42d  st,  $20,826,  were  lowest 
.bidders.  Other  bidders  were:  C.  Nally,  2382  Broadway,  Thos. 
Cummins.  Const.  Co.,  69th  st  and  Av  A,  Leslie  McHarg  Co., 
299  Broadway. 

Bids  were  received  by  the  president  of  the  board  of  trustees 
for  the  erection  and  completion  of  vacuum  sweeping  systems: 
(a)  for  the  New  Bellevue  Hospital,  1st  av  and  26th  st;  (b)  for 
the  New  Harlem  Hospital,  Lenox  av  and  137th  st;  (c)  for  the 
New   Fordham   Hospital,    Crotona   av   and    Southern    Boulevard; 

(d)  for  Gouverneur  Hospital,  Gouverneur  slip;  (e)  for  Bellevue 
Hospital,  1st  av  and  2Gth  st;  Jno.  R.  Sheehan  &  Co.,  1123  Broad- 
way (b)  $12,500,  (c)  $11,250;  Baldwin  Engineering  Co.,  107 
West   17th  st,   (a)   $8,500,    (b)   $12,.500,    (c)   $10,000,    (d)   $10,500, 

(e)  $10,000;  Sanitary  Devices  Mfg.  Co.,  11  East  24th  st,  (a) 
$6,750,  (b)  $7,670,  (c)  $9,210,  (d)  $7,392,  (e)  $8,660.  John  W. 
Brannan,  president  board  of  trustees. 


Personal. 

James  M.  Malloy,  head  of  the  firm  of  James  Malloy  &  Co., 
Manhattan,  contractors,  died  at  his  home  in  Wilmington,  Del., 
Aug.  25,  of  diabetes,  aged  63  years. 


The  Index  to  Volume  LXXVII  of  the  Record  and  Guide, 
covering  the  period  between  January  i  and  June  30,  1906,  is 
now  ready  for  delivery.  Price  $1.  This  Index  in  its  enlarged 
form  is  now  recognized  as  indispensable  to  every  one  en- 
gaged or  interested  in  real  estate  and  building  operations.  It 
covers  all  transactions — deeds,  mortgages,  leases,  auction  sales, 
building  plans  filed,  etc.  Orders  for  the  Index  should  be  sent  at 
once  to  the  office  of  publication,  14  and  16  Vesey  St. 


Empire  Brick  &  Supply  Co.,  874  Broadway,  hais  the  contract 
for  furnishing  the  new  Hoffman  House. 

Anton  R.  Beaujon,  certified  public  accountant,  150  Nassau 
st,  who  contract.s  for  accounting  in  all  its  branches,  makes  a 
specialty  of  contractors'  and  joint  builders'  accounts. 

6TH  AV. — Operations  on  the  new  store  and  office  building  of 
W.  R.  H.  Martin,  at  6th  av,  northeast  corner  34th  st,  for  which 
Charles  T.  Wills,  156  'oth  av,  is  general  contractor,  Is  advanc- 
ing rapidly.  Messrs.  Post  &  McCord,  44  West  23d  st,  are  doing 
the  structural  iron  work. 

The  employees  of  Cosgrove  Brothers,  dealers  in  cut  stone,  of 
West  57th  st,  will  hold  their  second  annual  outing  and  games 
at  Duer's  Whitestone  Pavilion  on  Saturday,  Sept.  8,  the  steamer 
"Isabel"  will  leave  the  foot  of  West  OOth  st  at  9  a.  m.  An  en- 
joyable time  is  anticipated. 

34TH  ST. — The  new  10-sty  department  store  building  which 
John  Claflin,  244  Church  st,  is  building  at  N03.  1%  to  9  M'est 
34th  St.  through  to  14-16  West  35th  st,  from  plans  by  Hale  & 
Rogers,  and  estimated  to  cost  $1,500,000,  is  now  in  the  hands 
of  cabinet  material  workers,  the  structure  being  practically  com- 
pleted. James  McCreery  &  Co.  will  move  to  these  quarters  in 
the  very  near  future.  The  Thompson-Starrett  Co.,  49  Wall  st, 
was  the  general  contractor. 

6TH  AV. — Work  on  the  Improved  Property  Holding  Co.'s  new 
store  and  ofBce  building,  northeast  corner  0th  av  and  42d  st,  is 
now  advancing  rapidly.  The  new  structure  is  the  first  modern 
store  building  along  Gth  av,  above  34th  st.  It  will  front  100  ft. 
on  the  avenue  and  208  ft.  on  42d  st;  the  exterior  materials  will 
be  in  terra  cotta  and  brick  with  polished  granite  columns  at 
the  entrances.  Henry  Corn  is  president  of  the  company,  and 
Maynicke  &  Franke,  298  5th  av,  architects. 

Mechanics'  liens  for  $14,000  have  been  filed  against  Green- 
field &  Maskin,  builders,  on  property  at  Nos.  2471  and  2473  8th 
av  and  Nos.  330  and  334  East  120th  st,  for  building  materials. 
The  largest  claims  are  those  of  Theodore  C.  Wood  for  $4,100 
and  G.  H.  Gerard  &  Son  Co.,  $3,350.  A  mechanics'  lien  for 
$2,600  was  also  filed  yesterday  against  property  in  the  south 
side  of  144th  st,  325  ft.  west  of  7th  av,  where  Harris  Maskin 
is  erecting  a  brick  and  stone  flat,  in  favor  of  G.  H.  Gerard  & 
Son  Co.,  for  building  materials. 
The  Atelier  JaJlade,  of  the  Society  of  Beaux  Arts  Architects, 


announces  that  after  Si-pt.  1  it  will  reorganize  under  the  name 
of  "The  Jallade-Prevot  Atelier."  Mr.  Jallade  associates  In  hfs 
Atelier  work  Professor  M.  Prevot,  late  of  Cornell  University, 
Department  of  Architecture,  who  has  resigned  his  professor- 
ship, and  comes  to  New  York  this  fall.  Mr.  Prevofs  record 
at  the  Ecole  des  Beaux  Arts  has  made  him  well  "known  to  most 
architects.  His  greatest  achievement  being  the  winning  of  the 
Second  Grand  Prix  de  Rome.  The  object  of  this  association 
is  to  give  more  personal  attention  and  time  to  each  pupil.  It 
is  proposed  to  have  the  pupils  continue  to  do  the  regular.  So- 
ciety Beaux  Arts  Architects'  problems  and  in  addition  give  a 
series  of  lectures  on  the  theory  of  architecture  and  practical 
construction.  A  class  in  free  hand  drawing  from  casts  will 
also  be  maintained.  These  lectures  and  drawing  will  be  com- 
pulsory to  certain  classes  of  the  students  in  order  to  force  a 
more  equal  development  among  the  pupils.  Admission  to  the 
Atelier  will  be  through  an  examination,  and  the  number  of 
pupils  will  be  limited. 

The  Electric  Properties  Company,  incorporated  recently"  under 
the  laws  of  the  State  of  New  Tork,  with  a  capital  of  six  mil- 
lion preferr?d  and  six  million  common  stock,  has  been  organized 
to  acquire,  finance  and  develop  properties  in  which  electricity 
plays  the  principal  part,  such  as  power,  electric  traction  and 
electric  lighting  enterprises,  and  to  in%'«st  and  deal  in  and  to 
guar.nntee  the  securWie.-;  of  corporations  operating  such  prop- 
erties. It  will  also  conduct  through  Westinghouse,  Church, 
Kerr  &  Co.  a  genei-al  engineering  and  construction  business. 
■\Vhile  the  Electric  Properties  Company  will  avail  itself  of  the 
engineering  and  construction  orgarfzation  «(  Westinghouse, 
Church,  Kerr  &  Co.,  it  will  also  use  other  engineering  organi- 
zations for  independent  consulting  engineers  as  circumstances 
may  require.  John  F.  Wallace  has  been  elected  as  president 
of  the  new  corporation.  The  following  gentlemen  constitute 
the  directorate,  all  of  whom  will  be  actively  interested  in  the 
conduct  of  the  business  of  the  Electric  Properties  Company: 
Charles  H.  Allen,  vice-president  Morton  Trust  Co.,  New  York; 
Paul  D.  Gravath.  Gravath,  Henderson  &  De  Gersdoff,  New 
York;  H.  D.  Giddings,  New  York;  N.  W.  Halsey,  N.  W.  Halsey 
&  Co.,  New"  York;  George  Smith,  vice-president  Security  In- 
vestment Co.,  Pittsburgh;  John  A.  Spoor,  president  Union  Stock 
Yard  and  Transit  Co.  and  president  Chicago  Junction  Railway 
Co.,  Chicago;  Moses  Taylor,  Kean,  Van  Cortlandt  &  Co.,  New 
York;  E.  G.  Tillotson,  vice-president  CleN'eland  Trust  Co.,  Cleve- 
land; P.  D.  Underwood,  president  Erie  Railroad,  New  York; 
R.  B.  A^an  Cortlandt,  Kean,  Van  Cortlandt  &  Co.,  New  York; 
John  P.  Wallace,  president  Electric  Properties  Co.,  New  York; 
George  Westinghouse,  president  Westinghouse  Electric  and  Man- 
ufacturing Co.,  Pittsburgh.  The  headquarters  of  the  company 
will  be  at  in  Broadway,  New  York. 


Coming  Long  Island  Realty  Convention. 

•     THE    SPEAKERS   AND   THEIR   SUBJECTS. 

The  enthusiasm  among  Long  Island  real  estate  men  in  the 
cause  of  the  convention  to  be  held  by  them  is  increasing  as  the 
time  of  the  meeting  draws  nearer.  That  the  event  will  be  well 
attended  and  excite  general  interest  is  evidenced  by  the  number 
of  letters  sent  to  the  Kings  and  Queens  County  Real  Estate 
Exchange.  There  is  hardly  any  doubt  that  from  New  York 
City  down  to  Orient  and  Montauk  points,  the  largest  to  the 
smallest  operators  will  rub  shoulders  with  each  other  and 
fraternize  on  this  occasion.  The  agent  from  Yaphank  will  meet 
his  professional  brother  from  Broadway,  of  whom  he  has  heard 
and  read  a  great  deal  but  never  expected  to  make  his  acquaint- 
ance. The  promoters  of  the  convention  say  it  will  afford  op- 
portunities of  forming  acquaintanceships  and  of  furthering 
mutual  interests  that  Long  Island  realty  men  have  been  seeking 
for  a  long  time. 

Following  is  the  list  of  speakers  who  have  accepted  and  their 
subjects: 

Wm.  M.  Griffith,  vice-president  of  the  Queens  County  Trust 
Co.,   "The  PresenL  and  Future  of  Queens  Borough." 

Robert  W.  Haff,   "LonL'  Island  as  I  See  It." 

Milton  L'Ecluse,  of  S.  Osgood  Pell  &  Co.,  "Long  Island  Ad- 
vantages for  the  Home  Seeker  and  Manufacturer." 

Mack  J.  Greacen,  of  the  Atlantic,  Gulf  &  Pacific  Co.,  "Land 
Reclamation." 

John  M.  Thompson.  "The  Real  Estate  Salesman." 

Mr.  Paris,  of  Paris  &  MacDougall,  "Importance  of  Sewerage 
and  Proper  Sanitary  Precautions." 

T.  J.  McNeece,  general  manager  Main  Line  Tunnel  Realty. 
Co.,   "The  Long  Island  Awaksning." 

A.  L.  Langdon,  "The  Long  Island  Railroad  Company." 

Dean  Alvord,  Senator  Reynolds  and  Frank  Bailey  have  the 
matter  of  reading  papers  under  consideration. 


In  some  choice  sections  of  Brooklyn  it  is  noticed  that  while 
many  houses  are  in  the  market  they  most  generally  are  held  at 
prices  at  which  the  class  of  people  to  which  they  appeal  are  un- 
able any  more  to  purchase.  The  rise  froni  two  to  five  thou- 
sand dollars  per  parcel  has  taken  thenr  beyond  the  point  of  ready, 
sale.  In  practically  all  of  the  sections  .where. activity  was  most 
has  not  helped  the  situation  any,  for.  prices  are  constantly  be- 
ing hardened  without  rhyme  or  reason.  '  Pamilies  in  good  cir- 


cumstances that  really  needed  homes  in  the  suburbs  and  were 
able  to  buy  in  Flatbush,  Borough  Park  and  Bensonhurst,  have 
been  pretty  well  supplied.  Many  houses  bought  from  firsti 
hands  have  been  resold,  and  as  a  rule  the  prices  now  bein^ 
asked  represent  a  third  profit  of  good  dimensions  within  five 
years,  or  else  the  high  current  cost  of  building,  plus  a  larger 
profit  than  builders  were  accustomed  to  before  the  boom.  At 
any  rate,  the  feeling  among  enquirers  that  brokers  note  is  (1) 
that  the  rapid  transit  promises  have  not  been  fulfilled,  and  (2) 
a  fear  of  but  slight  possibility  of  gain  to  the  buyer  of  im- 
proved property  at  present  prices  for  a  long  period  of  time.  Un- 
doubtedly the  attitude  of  some  owners  in  the  matter  of  property 
values  is  having,  and  will  have,  a  telling  effect  on  business. 
Just  as  the  tenement  market  in  the  Bronx  seems  to  be  over  sup- 
plied with  seven-dollar  a  room  houses,  so  the  dwelling  house 
market  in  the  Brooklyn  suburbs  has  been  amply  furnished  with 
high-class  dwellings.  Homes  for  the  family  of  average  means 
is  the  great  demand  of  the  hour. 

« . 

The  Economical  Ventilation  of  School   Buildings. 

The  Board  of  Education  of  Chicago  has  not  installed  a  steam 
heating  plant  in  a  modern  school  building  for  the  past  twenty 
years  without  provision  being  made  to  move  the  air  for  ven- 
tilating purposes  by  mechanical  means.  The  cost  of  fuel  for 
heating  buildings  provided  with  the  old  apparatus  without  me- 
chanical ventilation,  as  compared  with  buildings  of  the  same 
number  of  rooms  equipped  with  modern  heating  and  ventilating 
plants  has  been  determined  to  be  as  follows  by  Mr.  T.  J. 
Waters,  chief  engineer  of  the  board: 

When  system  Cost  of 

School.  was  installed.        fuel  consumption.  Systenl. 

Rogers    1880  ?470  old 

Henry    M.    Stanley....     1881  486  old 

Kosciusko   1903  455  new 

Headley   1903  514  new 

The  system  installed  in  the  two  former  buildings  Is  what  is 
technically  termed  the  gravity  method  of  air  movement,  there 
being  no  mechanical  means  employed,  consequently  the  supply 
of  air  is  irregular  and  intermittent,  being  caused  in  a  great 
measure  by  the  direction  of  the  wind,  or  the  opening  of  win- 
dows of  class  rooms.  This  type  of  apparatus  is  practically 
obsolete  for  the  reasons  just  stated.  In  these  buildings  with 
inadequate  ventilation  the  average  operating  expense  was  prac- 
tically the  same  as  in  the  new  structure  with  ample  supply  of 
fresh  air. 

As  a  comparison  of  the  cost  of  warming  large  school  build- 
ings, provided  with  direct-connected  and  indirect  systems  and 
mechanical  ventilation,  compared  with  modern  apparatus,  minus 
direct  radiation,  the  average  amount  of  fuel  consumed  for  the 
total  cubic  feet  of  space  heated  was  found  to  be  as  follows: 
FIVE     BUILDINGS     PROVIDED     WITH     OLD     APPARATUS. 

Lbs. 
Total  cu.  ft.  Total  lbs.  coal  coal  per 

Name   of  Bldg.  space  heated.  per  year.  cu.  ft. 

Bancroft 448.282  55.3,262  1.23 

John  Crerar   448.282  556,797  1.24 

Hammond    457,582  393,025  .86 

Knickerbocker 448.282'  489,557  1.09 

Horace   Mann 457,532  526,585  1.15 

Average.  .1.11    . 
FIVE    BUILDINGS    PROVIDED    WITH    NEW    APPARATUS; 

Lbs.  ; 

Total  cu.  ft.  Total  lbs.  coal  coal  per 

Name   ot   Bldg.              space  heated.  per  year.  cu.  ft. 

P.    D.    Armour    424  391  256.444  ,604   ; 

John  C.   Coonley 592.097  353,825  .596    . 

Fernwood 236.722  184.600  .779  . 

Arthur  A.   Libby 587,692  432.897  -.736- 

Wm.-K  Sullivan 540,001  364.415  .673  :r 

•■■'■-■  Average..   .677,. 

The  average  class  room  in  the  Chicago  public  schools  is  26.6 
ft.  wide,  33  ft.  long,  13  ft.  3  ins.  high  and  contains  11,587  cu.  ft. 

Using  the  above  class  room  as  a  basis,  the  requirements  for 
buildings  first  above  named,  per  class  room  equivalent,  is  12.861 
lbs.  coal,  or  6.43  tons,  which  at  $2.60  per  ton  (average  basis 
on  the  present  contract  prices  for  bituminous  coal)  amounts  to 

?i6.7i8.'  -       ;.'. 

Similar  class  rooms  in  the  last  named  buildings  require  7,844 
lbs.  of  coal,  or  3.92  tons  per  room,  which  at  $2.60  per  toa 
amounts  to  $10,192. 

.  The  above  figures  do  not  represent  the  actual  coal  con- 
sumption per  room,  but  include  the  heating  of  all  the  air  neces-. 
sary  for  corridors,  basement  rooms,  etc.  For  the  purpose  of 
comparing  the  efficiency  and  economy  of  the  apparatus  under 
consideration,  the  class  room  equivalent  was  used. 

Building  in  Brooklyn  has   so  far   this  year  been   quite  satis-'- 
factory  in  the  aggregate,  and.  while  not  equaling,  it  is  expeeted- 
that  the  record  of  the  year  will  compare  at  its  close  very  favor- 
ably with  that  ot  1905.     With  a  less  speculative  market,  -owners 
at    last-  show   a  .disposition    to  .  keep    things    moving.    ,. While; 
prices  are  still  stiffly  held,  by  builders,  better  terms  ate  being: 
offered.      It    is    realilzed    that    the    rich    have    been    very-  fully 
supplied,  and  -something  must   be  done  to  interest  the  .salaried, 
man..    Repor.ts  from.  New  Jersey  indicate  a  surprising  number;^ 
of   Broo'klyn  City'  families  settling   on.  rural   places   withiti  the.' 
commtiting   zqne,   where   larger  plots   Snd'  ISps'tiosfly  buttdnig'S" 
are  the  attractii>n/^ '•   •'   '    ''.  r-  ;'  '^^  ■  ■■■•^  ^-  -'■  ^^  -i^»  '^^   "^<> 
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Real  Estate  and  Building  Statistics. 

Th«  following  are  the  comparative  tables  of  Manhattan,  The 
Bronx  and  Brooklyn  of  the  Conveyances,  Mortgagee  and  Pre- 
Jected  Buildings  for  the  corresponding  weeks  of  1905  and  1006: 

MANHATTAN    AND    THE    BRONX. 

CONVEYANCES. 


19116. 
Aug.  24  to  3U.  Inc. 

Total  No.  for  Manhattan 18(> 

No.  with  consideration 11 

Amount  InvolTed $276,850 

Number  nominal 169 


Total  No.  Manhattan,  Jan.  1  to  date 

No.  with  consideration,  Manhattan,  Jan. 

1  to  date 

Total  Amt.  Manhattan,  Jan.  1  to  date 


1905. 
Aug.  25  to  31,  Inc. 
Total  No.  for  Manhattan  165 

No.  with  consideration. .  8 

Amount  involved $318,000 

Number  nominal 157 


1908. 
16,112 


969 
$51,294,034 


1905. 

16,004 

1,253 
$61,131,130 


Total  No.  (or  the  Bronx. 
No,  with  consideration.. 

Amount  involved 

Number  nominal 


1906. 
Aug.  24  to  30,  IBO. 


157 


$42,925 
149 


Total  No.,  The  Bronx,  Jan.  1  to  date 

Total  Amt.,  The  Bronx,  Jan.  1  to  date... 
Total  IVo.  Iflaulialtan  and  Xbe 

Broux.  Jan.  1  to  date 

Xptal  Amt.  niaubattau  and  Xbe 

Bronx,  jau.l  to  date 


1905. 
Aug.  25  to  31,  Inc. 
Total  No.  tor  The  Bronx  126 

^o.  with  consideration..  7 

Amount  involved $94,950 

Number  nominal 119 

1908.  1905. 

8,899  9,529 

$6,302,879  $10,252,762 


25,011 
S57,59(>,91.3 


23,533 
S7l,3S3,S92 


Assessed  Value,  manbattau. 


Aug. 

Total  No.,  with  Consideration 

Amount  Involved 

Assessed  Value - 

Total  No.,  Nominal 

Assessed  Value 

Total  No.  with  Consid.,  from  Jan.  Ist  to  date 

Amount  inv  Iv 'd " 

Assessed  value "  " 

Total  No.  Nominal ■■ 

Assessed  Value " 


1908.  1905. 

24  to  30.  inc.    Aug.  25  to  31,  inc. 
11 


$276,850 

$199,500 

169 

$4,834,500 

969 

$51,294,034 

$35,8r6,776 

16,143 


$318,000 

$212,000 

157 

$8,522,600 

1,253 

$81,131,130 

$42,028,557 

14.751 


$497,760,500  $502,683,534 


MOETGAGES. 

1008. 
-Aug.  24  to  30,  inc- 


Manhattan. 

Total  number 174 

Amount  Involved $3,508,948 

No.  at  6*4 90 

Amount  Involved $1,193,598 

No.  at  5^,i'?^ 

Amount  involved 

No.   at  5SH 5 

Amount  Involved $57,400 

No.  at  6U,H 

Amount  Involved 

No.  at  5S 

Amount  involved 

No.  at  4Ji>i 

Amount  Involved 

No.  at4'i% 

Amount  involved 

No.  at  i^iS 

Amount  involved 

No.  at  4!4 

Amount  involved    

Number  at  3  V'i 

Amount  involved 

Number  at  2'.iH 

Am^'unt  involved 

No.  without  interest 

Amount  involved 

No.   above  to    Bank,    Trust 

and  Insurance  Companies  32 

Amount  Involved $1,303,500 


Bronx. 

102 

$635,843 

43 

$168,943 


1905 
--Aug.  25  to  31,  Ino 


Manhattan. 

97 
$1,311,821 

47 
$326,371 


Bronx. 
83 

$483,583 

27 

$225  298 


15 

$55,400 


13 

$137,400 


32 
$190,810 


42 
$1,183,450 


12 
$373,500 


$40,000 


23 

$661,000 


27 
$296,400 


17 

$420,400 


9 
$18,025 


17 
$115,100 


3 

$38,500 


17 
$390,150 


11 
$135,450 


Total  No. ,  Manhattan,  Jan.  1  to  date 

Total  Atnt. ,  Manhattan,  Jan.  1  to  date 

Total  No.,  The  Bronx.  Jan.  1  to  date 

Total  Amt.,  The  Bronx,  Jan.  1  to  date 

Total  No.,  inanhaltan  and  Xbe 

Bronx,  Jan.  1  to  date  

Total  Ami.  Vianbattau  :>  ndXtae 
~  Bronx,  Jan.  1  to  date        


16 
$368,500 
1906. 
13,061 
$246,651,657 
6.413 
$48,427,901 


16 
$49,450 

9 

$37,500 

1905. 

15,903 

$412,183,256 

7.881 

$69,954,298 


19,4r4 
»295,0r9,618 


23,»S4 
«482, 137,354 


PROJECTED   BUILDINGS. 


Total  No.  New  Buildings : 

.  Manhattan 

The  .?ronx 


1906. 
Aug.  25  to  31,  Ino. 
81 
32 


1905. 
Aug.26-Sep.l,Ino. 

48- 
40 


Greod  total., 

Total  Amt.  N',.'  Buildings : 


Manhattan. 
-  The  Bronx . 


Grand  Total.......... 

Total  Amt.  Alterations ! 

Manhattan ....,.,. .:..; 

TUoBroDx , " 

Grand  total 

Total  No.  of  New  Buildings: 
-  Manhattan,  Jan.  1  to  date 
The  Bronx,  Jan  1  to  date. 


nabtm>Bronx,  Jon.  1  to  date 

Total  Amt  K*w  Bnildlngs:  : .:  ■ 

..Manhatwn,  Jan.  1  to  date ,.'.  ' 

TheSronx,  Janrlto  date.-... ......-.-. 

jnLuhtu-pVouK.  Jan.  1  to  dp.tp  ' 

T)tal  Anrt.  AtterattonsT    -  ■-■-    -    -  " 

jniUitD>Br<>ii«:  jfaaifi  to  d»te 


63 

$1,509,350 
-     .        .     221.000 

$1,730,350 

$289,915 
72,601) 

...  ,-    ^$362,515 

1.57fl, 
"-    c  2,925 

$6b;244.6gb 
■      21,003,945 

Slll,2.4g,625 

=*i5,ej.3,994 


88 

$2,719,353 
957,500 

$3,676,853 

$278,250 
6.100 

$284,350 

1,763 
1,626 


3,38fl 

$87,226,640 
28,849,275 

;>116,0»5,91.5 

;    »10,631r»SQ^ 


Total  number 

No.  with  consideration. 

Imount  Involved 

Number  nominal 

Total  number  of  Conveyances, 

Jan.  1  to  date 

Total  amount  of  Conveyances, 

Jan.  1  to  date 


BROOKLYN. 

00NVETAN0E8. 

1906.  1905. 
Aug.  23  to  29,  Ino.  Aug.  24  to  30.  Inc. 

646  499 

35  43 

$441,285  $212,471 

611  456 


34,303 
«20,92»,»05 


MORTGAGES. 


Total  number 

Amount  Involved 

No.  ate!< 

Amount  Involved 

No.  at  5?.'?4 ■.' 

Amount  Involved 

No.  at  5  H  V .".'.' 

Amount  involved 

No.  at  5ii% .'!".".'.'. ! 

Amount  Involved , 

No.  at  5?i  ,. 

Amount  Involved 

No.  at  iii^\ 

Amount  Involved  

No.  at  4?{J 

Amount  Involved , 

No.  at  3  i^i  Ji 

Amount  Involved 

No.  without  interest 

Amount  involved 

Total     number    of    ITIortga^es. 

Jan.  1  to  date 

Total    amount    of    mortgages, 

Jau.l  to  date 


582 

$2,371,610 

803 

$869,430 


29,237 
822,008,607 


1.979 

$13,113,346 

960 

$6,070,887 


88 
$357,599 


107. 
$326,730 


172 

$1,094,899 

2 

$11,080 

1 

$2.00o 

1 

$1,250 

15 

$35,352 

26,090 

«10S,424,106 


741 

$5,601,104 

7 

$37,300 

6 

$83,570' 


PROJECTED  BUILDINGS. 


No.  of  New  Buildings    ....  „ ,.„... 

Estimated  cost 

Total    IVo.    of    New  Buildings, 

Jan.  1  to  date 

Total  Amt.  of  Neir  Buildings, 

Jan.  1  to  date 

Total    amount   of    Alterations. 

Jan.  I  to  date 


80 
$931,075 

3,630 

«42,632,657 

«3,53S,243 


158 

$1,044,255 

27,745 
$136,541,269 

178  • 
$1,301,550 

3,661 

S34,8I 1,524 

«3, 573,612: 


PRIVATE    SALES    MARKET 


South  of  59th  Street. 

BANK  ST. — Van  Vliet  &  Place  sold  for  a  client  to  the  Meade 
Transfer  Co.  123  to  127  Bank  st.  The  company  will  improve  the 
plot.  . 

CLINTON  KT.— E.  V.  Pescia  &  Co  sold  for  Dr.  David  Brekas 
to  a  elfent  the  5-sty  front  and  rear  tenements,  with  stores,  at 
18  Clinton  St,  2.5.(3x100.  This  property  has  not  changed  hands 
since  1SC.">. 

CHERRY    ST.— Julius    H.    Reiter,    as    attorney,    sold    for   Silas  ' 
Malzinan  &  Shapiro  45  and  47  Cherry  st,  a  6-sty  tenement,  2.5x 
120. 

CHRISTOPHER  ST.— G.  Carluccl  &  Co.,  In  conjunction  with 
James  M.  Couper,  Jr.,  sold  for  J.  L.  Ryttenberg  to  Martin 
Garbne  111  Christopher  st,  the  5-sty  tenement,  with  stores, 
2.5.5x91.4. 

LAIGHT  ST.— G.  Tuoti  &  Co.  sold  to  Martin  Garone  the  5-sty 
tenement,  4(j  Liaight  st,  25x100. 

LEWIS,  ST. — Mortimer  M.  Klein  sold  for  Wohlstadter  &  Gold-  ' 
man  to  Ellas  Diamond,  12  Lewis  st,  a  5-sty  building,  25x100.    " 

SUFFOLK  ST.— L.  Davis  sold  for  B:  Schlanowsky  to  Eykre  & 
Lowonsohn   142  Suffolk  st,   a  5-sty  tenement  house,  2.5x100. 

9TH    ST. — S.    S.    Manheimer    and    M.    Goldman    bought    from 
Leopold  ,Weilzner   714-71G   East    9th    st,    two    5-sty    tenements, - 
25x03  each'.  - 

12TH  ST.— Pollzzl  &  Co.  sold  for  L.  M.  Hammer  a  5-sty  front  • 
and  rear  building,  427  East  12th  st,  24.3x10.3.3.  \.  ■  • 

1.3TH  ST.— Charles  Tl.  Fai-uold  bought  from  SchineWIer  & 
Bachi-ach  a  4-sty  tenement  428  Ea~sl  13th  st. 

13TII  ST.— Folsom  Bros,  sold  fer  the  Chas.  A.  Acton  <;state 
to  an  investor  235,West  13th  st.  a  3-sty  high-stoop  house; -20x82. 
The  propt-rty  has  not  changed  hands  in  40  years. 

•17TH  ST.— N..  A.  Eerwiil  &  Co.  sold  for  Donald  McCredie  to  ' 
Harry  H.  Kulner  a  plot  of  five  lots  on  the  north  sid'e  of  West  - 
17th  st,  10.0  ft.   east  of  ,Sth  av.     The  properly  has  been   held   at 

■frjo.ooo.  "- 

lOTH   ST. — Chas.   E.   Duroas  sold  for  Mi-s.   Mitchell  to   a  client 

439  West  lOth  at.  a  3-sty  and  basement  private  hous'e.    ,    ..   _ 

_  Whitehall  Company  Buys  in  West  27th  St.  -:'  "l--s 

27TH  ST.— M.  &■  L  Hess  sold  for  the  Whitehall  Realty  Co.  Jto . 
Benj.   Lowensteln  510  West  27th,st,-two  3-Bty  buildings,  25x98.9. 

3GTH  ST. — A.  M.  Johnson  &  Co.  sold  for  Joseph  Berndt,  as 
execiitor,  312  West  30th  st,  4-sty  front  and  rear  tenement,  25x 
98.9.TO  the  AOahtic  Realty  Co.  This  company  owns  308  arid  310, 
now  controlling  a  plot  55x98.9.   . 

49TH  ST.— Cyrille.Cartfeau  sold  for  a  client  to  Susan  Bakei-, 
for.-occiipancy,  JS"  Ea.st ;49th  st,  a  3-sty  and  baBenient-d-w'enfng.-^ 
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2D  AV. — Ix)uls  W.  Beald  sold  for  the  Shappert  estate  to  R.  C. 
Blumenthal  the  northeast  corner  of  2d  av  and  45th  st,  two  5-sty 
flats,  50.5x100.  This  property  has  been  held  by  the  estate  for  41 
years. 


North  ol  59th  Street. 
66TH  ST.— Emanuel   Simon  sold  to  William  Scheer  436  East 
66th  St,  a  5-sty  building,  26.10x100.5;  459  55th  st,  Brooklyn,  was 
given  in  part  payment. 

74TH  ST. — Pred'k  Zittel  sold  for  the  Travers  estate  to  a  client 
for  occupancy  a  4-sty  private  dwelling,  57  West  74th  st, 
20xfi0x  ext. 

90TH  ST. — Herman  Arns  sold  for  N.  Nueberth  to  a  client  the 
5-sty  double  brick  flat  124  West  90th  st,  near  Columbus  av, 
26.6x100.8. 

lOOTH  ST. — Pease  &  Elliman  sold  for  the  Jacob  Litt  Estate  to 
a  client,  for  occupancy,  317  West  lOOth  st,  a  5-sty  American 
basement  dwelling,  19x100.11. 

n2TH  ST.— G.  Tuoti  &  Co.  sold  for  the  Italian  Co-operative 
Society  the  O-sty  tenement,  331  East  112th  st,  33.6x111. 

113TH  ST.— G.  Tuoti  &  Co.  sold  for  Michel  Santangelo  to  the 
Italian  Co-operative  Society  a  6-sty  brick  tenement,  333  East 
113th  st,  31x111. 

113TH  ST. — E.  V.  Pescia  &  Co.  sold  for  Schwartz,  Cohen  & 
Nadel  to  a  client,  two  5% -sty  double  tenements,  with  stores, 
8-10  East  113th  st,  23x100  each. 

122D  ST.— E.  E.  Tisch  &  Co.  sold  for  Mr.  Fichman  to  the 
Bohemian  Realty  Co.  225  East  122d  st,  a  5-sty  triple  tenement, 
25x100. 

132D  ST. — W.  D.  Morgan  sold  for  C.  T.  Barney  two  lots  on 
the  south  side  of  132d  st,  100  ft.  west  of  Broadway. 

144TH  ST. — William  Schwarz  sold  for  a  client  to  Joseph  E. 
Kennedy  160  Wt.st  144th  sr,  a  5-sty  triple  flat,  25x90x39.11. 

149TH  ST.— Philip  A.  Payton,  Jr.,  sold  for  a  client  to  the 
Afro-American  Co.  the  V"-sty  flat  303  West  149th  st. 

150TH  ST. — Philip  A.  Payton,  Jr.,  sold  for  a  client  to  the  Afro- 
American  Realty  Co.  the  5-sty  flat,  302  West  150th  st. 

152D  ST. — David  Stewart  sold  for  Max  Marx  to  Miss  Isabella 
Wallace  448  West  iri2d  st,  a  2-sty  dwelling,  50x100.  The  build- 
ing will  be  altered  and  used  as  a  dancing  academy. 
Morningside  Grows  Fast. 
AMSTERDAM  AV. — .Samuel  Mandel  sold  to  Felt  &  Malakoff, 
who  will  erect  two  6-sty  apartment  houses,  the  northeast  cor- 
ner of  Amsterdam  av  and  118th  st,  a  plot  74.10x100;  also,  an 
adjoining  plot  on  the  east,  50x100.11;  also,  to  the  same  buyers 
53  to  57  West  106th  st,  75x100.11,  with  foundations  for  two 
6-sty  apartment  hou.ses  and  stores. 

Takes  a  Broadway  Corner. 
BROADWAY.— Slawson   &   Hobbs  sold    for   Loton   H.   Slawson 
the  triangular  block,  70x23.7x66.10,  bounded  by  Broadway,  174th 
st  and  Wadsworth  av. 

ST  NICHOLAS  AV.— W.  D.  Morgan,  in  conjunction  with  E. 
O.  Smith  &  Co.,  sold  for  E.  C.  Carmann  a  lot  west  side  of  St. 
Nicholas  av,  25  ft.  south  of  179th  st,  25x100. 

WEST  END  AV. — Pease  &  Elliman  sold  for  Grant  Squires  to 
a  client  for  occupancy  492  West  End  av,  a  4-sty  brownistone 
dwelling,  15x100. 

More  Land  {or  Railroads. 
WEST  END  AV. — Representatives  of  the  New  York  Central 
Railway  bought  6  lots  in  the  block  bounded  by  West  End  av, 
59th  and  60th  sts  and  the  Hudson  River,  south  of  the  railway's 
yard,  now  occupied  by  stock  yards.  The  company  now  owns  the 
block,  with   the  exception  of  2  lots. 

1ST  AV. — B.  I.  Schafler  sold  for  a  Mr.  Scharf  to  the  First 
Av.  Realty  Co.  2306  1st  av,  a  4-Sty  double  flat,  with  stores, 
26.4x100. 

2D  AV. — Stern,  Simon  &  Heilbrun  sold  1750  2d  av,  a  5-3ty 
double  flat,  with  two  .stores,  on  lot  25x80,  to  Heilbrun  &  Cahn. 

5TH  AV. — Philip  A.  Payton,  Jr.,  sold  to  James  C.  Thomas 
the  5-sty  single  flat,  2168  5th  av. 

8TH  AV.— Moos  &  Gumpert  sold  for  Meyer  H.  Ullman  2105 
8th  av,  a  5-sty  double  flat,  with  store,  25x95. 


The  Bronx. 

HOFFMAN  ST. — G.  Tuoti  &  Co.  sold  to  Michael  Santangelo  a 
plot,  200x100,  corner  of  Hoffman,  Loriilard  and  187th  st. 

163D  ST. — Catherine  Wynne  bought  from  W.  L.  Brower  2  lots 
on  south  side  of  163d  st,  121  ft.  west  of  Woodycrest  av. 

FOREST  AV. — G.  Tuoti  &  Co.  sold  to  Michael  Saraoena  the 
3-sty  dwelling  957  Forest  av,  25x100. 

Sale  of  a  Tremont  Dwelling. 

VINEYARD  PL.— Chas.  F.  Mehltretter  &  Co.  sold  for  Chas. 
and  Phillip  Becker  to  a  client  a  1-family  house,  southwest 
comer  Vineyard  p!  and  176th  st,  33x100. 


Leases. 

F.  Vazzana  &  Co.  leased  for  a  term  of  years  the  5-sty  tene- 
ment 618  Eaist  16th  st. 

B.  V.  Pescia  &  Co.  leased  for  Isaac  Stanislawsky  for  a  terra 
of  years  the  5-sty  double  tenement  619  East  15th  st. 

Philip  A.   Payton,  Jr.,   leased  for  Eugene  Nlefenecker  to  the 


Afro- American  Realty  Co.  for  five  years  the  5-sty  flat  315  West 
110th  St. 

Philip  A.  Payton,  Jr.,  leased  for  a  term  of  years  for  Harlin 
J.  Woodard  to  the  Afro-American  Realty  Co.  the  5-sty  triple 
flat  311  West  110th  st. 

Frederick  Fox  &  Co.  leased  for  Alfred  Vischer  &  Co.,  ground 
floor  and  basement,  43,  45,  47,  51  West  4th  st,  for  a  term  of 
years;  also,  for  the  Middleboro  Realty  Co.,  10,000  sq.  ft.  in  the 
9-sty  building  being  erected  at  130-132-134  West  17th  st,  to  the 
American  Negligee  Co.  and  Spitzer  &  Harris. 

Edward  McVickar  leased  for  a  long  term  the  following  build- 
ings and  stores:  40-46  Nassau  st,  northeast  corner  Liberty  st, 
5-sty  building  for  the  William  Ziegler  estate;  48-50  Nassau  st, 
5-sty  building  for  the  Mutual  Life  Insurance  Co.;  86  Nassau  st, 
5-sty  building  for  F.  &  G.  Pflomm;  27  Maiden  Lane,  northwest 
corner  Nassau  st,  store  and  ta.sement  for  Joseph  Frankel,  and 
sublet  a  part  of  same  to  a  jewelry  concern  from  Philadelphia; 
Nassau,  northwest  corner  Ann  st,  store  to  the  Boston  Boot 
Blacking  Co.;  Nassau,  northwest  corner  Fulton  st,  rear  part  of 
store  for  Crawford  Shoe  Co.  to  Witt  &  Cornell,  tailors;  154  Nas- 
sau (Tribune  Building),  store  and  basement  to  firm  of  tailors; 
44  Cortlandt  st,  entire  building  tor  Brill  Bros,  to  J.  H.  Squires; 
203  Greenwich  st,  store  and  basement  to  Manhattan  Biscuit  Co.; 
230-236  William  st,  entire  loft  in  Rhinelander  Building;  801 
Broadway,  store  and  basement  for  McCreery  Realty  Co.  to 
Harris  Rubber  Co. 


Suburban. 

E.  V.  Pescia  &  Co.  sold  for  a  client  a  4-sty  dwelling  61  4th  av, 
50x100,  at  St.  George,  Staten  Island. 

E.  Nelson  Ehrhart  sold  for  F.  E.  Clarke  a  house  on  Chestnut 
Hill  to  Edward  S.  Clinch,  Jr.,  son  of  Supreme  Court  Judge 
Clinch.  The  purchaser  will  occupy,  after  alterations  are  com- 
pleted. 


REAL     ESTATE     NOTES 


September  is  here  and  the  bell  rings  for  the  flrst  electric  train 
on  the  New  York  Central. 

Suburban  markets  are  quiet,  but  agents  generally  hope  for  a 
new  Invoice  of  buyers  in  the  fall. 

Enlargement  of  railroad  facilities  on  the  waterfront  is  making 
desirable  factory  sites  scarce  in  the  Bronx. 

At  43  5th  av,  at  the  northeast  corner  of  11th  st,  an  exclusive 
housekeeping  apartment  house  has  recently  been  finished. 

Jere  Johnson,  Jr.,  Co.,  will  auction  278  lots  at  Livingston, 
Staten  Island,  on  Labor  Day.  The  lots  may  be  paid  for  on 
monthly  installments. 

Like  other  men,  the  Commissioners  of  Rapid  Transit  are 
entitled  to  a  vacation,  but  a  waiting  public  counts  the  days. 

S.  R. — There  is  good  money  to  be  made  yet  in  7th  av. 

The  Clark  estates  are  asking  rentals  of  $5,000,  $5,'50O  and 
$6,000  for  their  new  American  basement  houses  in  the  south 
side  of  74th  st,  between  Central  Park  West  and  Columbus  av. 
Probably  no  residences  have  ever  been  offered  for  permanent 
rental  in  New  York  City  comparing  with  these. 

Austin  Finegan,  insurance  and  real  estate  broker,  has  re- 
moved from  238  5th  av  to  35  Nassau  st,  room  603. 

J.  W.  Kellum  has  succeeded  to  the  firm  of  Kellum  Bros.,  real 
estate  and  insurance  brokers,  with  offices  at  2."57  3d  av,  near 
138th  St.  Mr.  Kellum  will  continue  the  business  at  the  same 
location. 

Harpers's  Weekly  for  the  current  week  devotes  its  leading 
article  to  an  editorial  letter  of  greeting,  addressed  to  William 
J.  Bryan.  If  the  number  had  contained  no  other  article  than 
this,  the  subscribers  could  have  said  that  the  privilege  and  satis- 
faction of  reading  this  one  was  well  worth  the  yearly  subscrip- 
tion price. 

New  York  City  financial  institutions  have  had  little  in  com- 
mon with  the  Real  Estate  Trust  Co.  of  Philadelphia,  and  from 
all  accounts  real  estate  was  the  least  of  the  trust  company's 
interests.  The  Bank  of  New  York  is  the  local  correspondent, 
but  the  transactions  between  them  were  not  large,  and  the 
small  balance  to  the  favor  of  the  Real  Estate  Trust  Co.  has 
been  attached. 

The  bridge  across  the  Harlem  at  207th  st,  Manhattan,  is  likely 
to  be  opened  before  the  year  ends.  The  mason  contractors  are 
working  on  the  approaches  with  full  forces.  A  subway  station 
is  being  finished  at  207th  st,  one  hundred  yards  from  the  bridge, 
and  in  due  time,  no  doubt,  passengers  will  be  carried  across  the 
bridge  by  trolley  to  and  from  the  pleasant  Fordham  section. 
With  the  exception  of  a  very  few  operations,  the  Manhattan 
side  is  lying  fallow  this  year,  after  the  great  lot  sales  of  the 
two  previous  years. 

The  Westchester  and  the  Portchester  railroads  are  having  a 
hard  time  to  get  built,  and  the  hopes  of  the  public  for  the  first- 
class  rapid  transit  which  they  separately  promised,  along  the 
Sound  shore  and  to  White  Plains,  are  drooping.  It  is  both 
asserted  and  denied  that  the  two  companies  Tiave  been  finan- 
cially connected.    An  Astor  estate,  of  which  James  R.  Roosevelt, 


WANTS 


OFFERS 


BUILDING 
LOANS 

A  l«re«  amoant  for  Manhattftn  and  e«ntr«11y 
located  Bronx  Proiwrtieg.      Liboral  pajnnenfet. 

PERMANENT 
LOANS 

Promptlj  aralUble   In   anj  amoant  at  eomnt 
rates  and  reasonable  charges. 

A.  W.  McLaughlin  &  Co. 

Broker*  and  Dailsrs  In  Morteac** 
Am.  Ex.  Nat.  Bank  Bide.,  128  B'way,  Cor.  Cadar 

WILL  SUBLET  half  of  completely  furnished, 
large,  light  Broadway  corner  room,  with  private 
reception  hall.  New  Times  Bldg.,  42d  St.  and 
Broadway,  N.  Y.  Admirably  adapted  branch  up- 
town real  estate  or  N.  Y.  office  out  of  town 
concern.  Will  share  stenographic  and  tele- 
phonic service.  Address  BOX  104,  cIo  Record 
and    Oulde. 


Real  Estate  Wanted. 

Will  lease  or  buy  two  or  three  adjoining 
dwelling  houses,  located  between  14th  and  72d 
Streets,  West  Side  preferred.  "A.  B.  C," 
P.    O.    Box   8^2,    N.    Y.   City. 


TO  LET.— Four  large,  light  corner  lofts  for 
manufacturing  purposes,  situated  on  1408-10 
Ay  A,  cor.  T.'jth  St.,  N.  Y.  Will  rent  singly. 
Address  J.   SCHREIBER,  93  Canal  St. 


YOUNG  MAN  of  good  education  and  strict  in- 
tegrity, with  some  successful  experience  in  rent- 
ing lofts,  district  10th  to  34th  St.,  can  secure 
desirable  opening.  BOX  303,  c|o  Record  and 
Guide. 


EXPERIENCED  and  aggressive  man  with  ex- 
ceptionally good  address  seeks  connection  sell- 
ing New  Yorli  City  real  estate,  where  ability  and 
good  business  qualifications  will  receive  recog- 
nition. Best  of  commercial  and  bank  refer- 
ences.    BOX  CG,  c|o  Record  and  Guide. 

SALESMEN 

Excellent  openings  for  men  who  can  sell 
real  estate,  stocks  and  bonds  and  high 
grade  specialties;  preference  given  to  those 
commanding  trade:  strictly  high  grade  proposi- 
tions: salaries  $1.000-$5,000.  Write  us  to-day. 
HAPGOODS,   305  Broadway,   N.    Y. 


WANTED,  IN  OUR  RENTING  DEPART- 
MENT, A  REPRESENTATIVE  WHO  IS  A 
•'HUSTLER'  IN  EVERY  SENSE  OP  THE 
WORD.  MUST  KNOW  TERRITORY  ABOVE 
14TH  STREET.  ALSO  WANT  A  MAN  OF 
LIKE  ABILITY  FAMILIAR  WITH  TERRITORY 
BELOW  14H  STREET.  A  GOOD  OPPORTUN- 
ITY FOR  THE  RIGHT  MAN.  APPLY  BY  LET- 
TER, GIVING  DETAILS,  TO  M.  &  L.  HESS, 
007   BROADWAY. 

A.  R.  BEAUJON 

CERTIFIED    PUBLIC    ACCOUNTANl 

Room  S2I— ISO  NASSAU  ST.,  NEW  YORK 

Real   Estate  Accounting,   Construction   and   Joint 

Accounts.     Highest  References. 


Lawyers  Title  Insurance  &  Trust  Company 

CAPITAL  AND  SURPLUS  -  $9,500,000 

TRUST  AND   BANKINa  DEPARTMENT,   69   LIBERTY   ST.      1 

TITLE    DEPARTMENT 37    LIBERTY    ST.      I       MANHATTAN 

Brooklyn  Branch,  Title  Department  and  Trust  and  Banking  Department,  188  Montaeue  Street 

RECEIVES  DEPOSITS  subject  to  check  or  on  certificate, 
allo-wing  interest  thereon. 

LENDS  ON  APPROVED  STOCKS  and  Corporation  Bonds 
as  Collateral.  » 

ACTS  AS  TRUSTEE,  Guardian,  Executor,  Administrator. 
Assignee  or  Receiver,  Transfer  Agent  or  Registrar  of 
Stocks  of  Corporations.  Takes  Charge  of  Personal 
Securities. 

OFFICERS  t 
EOWIN  W.  COGOESHALL,  Prasident  »nd  General  Manager. 

^/^Ti'^n.^vSSP.&'ilvr  )  WALTER  N.  VAIL,  Secretary. 

^9^^o\T^5iih^Ay-  Vii.«.Pr»»ldBnt»  LEWIS  H.  LOSEE.Asst.  Genl. Manager. 

^il%\^^'^^'nKV,  \  '  '"  ^""^^WA^V^t^i^-Y"^-  Treasurers. 

THORWALD  STALLKNfcCHT.  Treasurer.  ^^gg«ii^/^.>=^/f,.}A,st.  Secretaries. 


HERBERT  E.  JAOKSON,  Comptroller. 

EXECUTIVE  COMMITTEE  t 

GEO.  F.  BtlTTERWORTH.  WILLIAM  A.  DAY, 


DUMONT  CLARKE, 
EDWIN  W.  COGOESHALL, 


WILLIAM  P.  DIX6N, 
JULIAN  D.  PAIRCHILD, 


JOHN  T.  LOCKMAN, 
HENRY  MORGENTHATT, 
JAME3  N.  WALLACE. 


The  IVIost 
Essential 
Feature 
of  a  TYPEWRITER 

First,  last  and  all  the  time 
is  that  it  shall  be  an 

UNDERWOOD 


TWENTY   DOLLARS    INSTEAD 
or    HUNDREDS 

It  03sts  many  hundred  dollars  a  year  In  mats- 
rials  and  labor  to  keep  and  maintain  an  adequate 
system  of  real  estate  records,  (or  Immediate 
reference. 

Twenty  Dollars  Is  all  the  work  need  cost.  1( 
you  subscribe  to  the  Quarterly  Becord  «n>I 
Guide,  wherein  you  obtain  all  the  records  ar- 
ranged so  that  any  one  o{  them  may  be  referred 
to  as  easily  as  a  word  In  a  dictionary. 

All  the  blK  brokers  and  Financial  InstltuOtoiu 
are  subscribers.  Send  a  postal  for  partloulan 
'>      *  UCOIB  AN»  «aiBe.  14.1«  V*t«r  SL 


Industrial  Sites 

To  Rieal  Estate^Agents 


The  Industrial  Department  of  th« 

Erie  Railroad  Company 

advises  Real  Estate  Agents  submit- 
ting: for  the  consideration  of  manu- 
facturers sites  adjacent  to  railroad 
that  it  will  gladly  furnish  them  with 
full  technical  information  in  regard 
to  the  reaching  of  such  sites  by  side 
tracks.  No  interference  with  clients. 
No  leakage.  Confer  with  absolute 
confidence.  Every  assistance  freely 
rendered  agents  in  securing  business. 
Call  or  address, 

LUIS  JACKSON 

kdoMrUl  OsKmlasIoaar,  ■><•  Itollro*4  Ooi^a^ 


H.  M.  Ferguson  and  Douglas  Robinson  are  trustees,  declines 
an  offer  of  $21,442..W  from  the  Westchester  for  a  right-of-way 
through  a  50-acre  tract  in  the  Bronx,  and  is  holding  out  for 
$129,342.  When  the  Board  of  Estimate  resumes  business  In 
the  fan  the  question  of  how  much  actual  work  the  Westchester 
has  done  will  be  settled.  Meanwhile  an  injunction  has  been 
issued  against  President  Gotschall  a7id  others  of  the  Portchester 
restraining  them  from  selling  Portchester  stock. 

The  growth  in  transportation  facilities,  particularly  in  the 
construction  of  trolley  lines,  was  this  week  specified  as  an  Im- 
portant factor  in  the  causes  of  Jersey  City's  growth  by  a  well- 
known  Jersey  City  real  estate  man.  "Large  sections  have  been 
opened  up  by  the  extension  of  trolley  lines,"  he  said.  "The 
trolley  companies  are  penetrating  everywhere,  and  easy  com- 
munication is  afforded  between  all  outlying  sections  of  the 
city  and  the  business  district,  as  well  as  with  New  York.  In 
the  development  of  the  central  portion  of  the  city  the  Com- 
mercial and  Realty  Co.,  which  is  largely  composed  of  merchants 
of  Jersey  City,  and  Is  a  sort  of  co-operative  organization,  has 
been  one  of  the  most  important  factors.  The  work  of  the 
Realty  Co.  of  New  Jersey,  which  has  about  sixty  acres  at 
Greenville,  and  is  blasting  out  and  opening  streets,  making  that 
section  readily  accessible,  is  also  another  example  of  the  kind 
of  thing  that  is  being  done  all  over  the  neighborhood  of  Jersey 
City.     This  sort  of  enterprise.  In  connection  with  Improvements 


In  transportation  facilities,  which  accompany  It,  Is  bearing  fruit 
to  a  remarkable  degree  in  the  improvement  of  Jersey  City  real 
estate."  All  over  the  northern  part  of  the  State,  in  Paterson, 
Passaic,  Elizabeth,  Plainfleld,  New  Brunswick,  the  Oranges,  and 
the  many  smaller  towns,  the  same  conditions  hold  true.  The 
progress  of  the  metropolis  is  everywhere  bringing  a  golden 
harvest  to  the  Jersey  real  estate  owner. 

Nutley,  N.  J.,  a  suburb  of  aristocratic  pretensions,  is  not 
hoping  for  a  boom  but  expecting  one.  Values  there  have  re- 
mained In  their  original  state  until  now,  but  the  earth-quivers 
of  a  real  estate  revival  are  being  felt  by  the  tree-embowered 
cottagers.  The  Erie  runs  through  the  Nutleys  (as  listlessly 
as  the  Erie  runs  everywhere),  but  the  electric  express  road 
that  will  connect  with  the  Hudson  River  tunnel  Is  already 
under  construction  across  the  meadows,  and  the  rest  Is  but  a 
matter  of  time.  Then  forever  good-by  to  the  long  runs  to  the 
ferry  and  the  long  waits  of  the  Erie.  The  groves  and  piazzas 
of  Nutley  will  be  only  half  an  hour  from  Broadway.  The 
traveler  admires  everything  In  Nutley  except  her  rapacious 
mosquitoes,  and  the  Indifference  of  her  citizens  to  the  charms 
of  the  Passaic.  Their  meekness  in  not  insisting  upon  Its  purifi- 
cation is  astonishing.  Our  energetic  Bronxmen  would  never 
let  up  on  a  public  outrage  like  that.  Imagine  the  silvery 
Bronx  River  being  so  misused  and  they  not  protesting  mightily. 
The  Passaic  should  be  like  the  English  Thames. 


MIMCMLLAXMOtJa. 


\/\/     P.    MANGAM 

Real  Estate  and  Loans 

108  and  110  EAST  125TH  STREET 

Telephone,  222  Uarlem  Now  York  City 

NOTARY  PUBLIC 

J     C.    LYONj    BU  LDING   & 
-'■  OPERATING   COMPANY 

4  AND  C  EAST  42d  STREET 
Telephone,  6438  3Sth  St.  NEW  YORK 


KIMOKLLAjrmOVt. 


QHARLES  H.    EASTON   &  GO. 
Real  Estate  Agents  and  Brokers 

Tel.,  6420  38th  St.  Estates  Managed 

116  West  42d  Street,  NEW  YORK 

Gable  Address,  "Cheaston,  N.  Y." 

Chablis  H.  Easton  Robert  T.  McGustt 

HUSO'S  PRINCIPLia  or   OITT  U4XO  VALiUaa 
Prlo*.  ll.M. 
A    book    juit    publlihtd    that   ibowt    h*w    tlty 
TkluM  ar«  mad*  and  tb*  badi  upon  whick  roal 
••tat*  apprali«m*nt^   •bouK  k*  Bad*. 


atuvtLi^wwova 


■HOMAS   DIM3ND 

Iron  Work  for  Building 


128   WEST  3JU   ST.,    NEW  VOrUC 

Est.ililished  18.52 
Tel.,  1780  Mad.  Sq. 


W<,rks  /  '■-'^  '*^"<"<'  33cl  St. 
Hoiks  \i37VVest32dSt, 


j\J     BRIGHAM    HALL  &  SON 

'  ^  ■         Real  Estate  Brokers  and  Agents 

Tel.,  003  Spring  081  Broadway 


J 


AMES  A.   D3WD  tci., 93 piaza 

Real  Estate  and  insurance 

874   SIXTH  AVENUE,   al.ove  40th    Street 


HE  TITLE  INSURANCE  COMPANYjOFNEWYORK?^^^^^?^?^^'^^^^^^^^^^ 


135  Broadway,  Manhattan  CAPATAL  AND  SURPLUS 

and  203  Mongtague  St.,  Brooklyn  $3,000,000 

Examines  and  Insures  Titles  to  Real  Estate  on  Sales  and  Loans,  and  deals  in  Mortgages. 


.JOHN  II.  CHI.M.MINS,      1,,.      „       .,     . 
CHAULES  T,  liAkNEY,/*^"=«-I^''esident» 
CYKII,  H.  lil'KliKTT,  Secretary 
CHAUNCEY  H   HI  MPHKEYS,!  Asst. 
EDWIN  A.  BAYLES.  J  Sec'ys 

WILLIAM  N.  HARTE,  Treasurer 
Hon.  ABRAHAM   K.   LAWRENCE,  Counsel 


HARRY    W.     HOPTON 
REAL    ESTATE 

No.   IBO    VBlOJlDWLI 

T°'-  6089  Cortlandt Cor.  Liberty  8t. 

AUCTION    SALES    OF   THE   AVEEK. 

The  following  Is  the  complete  list  of  tbe  prop- 
erties sold,  withdrawn  or  adjourned  during  week 
ending  Augu.st  :-ll.  liHH'.,  al  the  .New  York  Real 
Estate  Salesroom,  14  and  16  Vesey  st.  Except 
where  otherwise  stated,  the  properties  offered 
were  in  foreclosure.  Adjournment  of  legal  sales 
to  next  week  are  noted  under  Advertised  Legal 
Sales. 

TJhe  total  amount  at  the  end  of  the  list  com- 
prises the  consideration  in  actual  sales  only. 

"■^  JOSEPH    P.    DAY. 

•Centre  Market  pi,  No  7,  e  s,  about  200  n 
Grand  st,  L'ox4'_',i'x2ox4(;.l,  4-sty  brk  stable. 
(Sheriffs   sale   of  all   right,    title.    &c.)      John  _ 

Caggiano    45 

•Villa  av,  e  s,  '27fi  n  204th  st.  oOxlOJ,  vacant. 
(Amt  due,  ,$1,(108.97;  taxes,  &c,  .$866.30.) 
Mort    recorded    Oct    13,    1807.      Frederick    H 

Ridgway    2.500 

Tilth  av.   No  132,  e  s,   25  n  ISth  st.  22.4x75,  3- 

sty    brk    shop.      (Amt    due,    $8.o."i0.20:    taxes, 

,&c,    ^376.23.)       Mort    recorded    Feb    »,    1808. 

~  Adjourned    to'  Sept.    12 ■ 

Total    .12,545 

Corresponding    week,     1!X)5 48,775 

Jan.n,  lOua.  to  date 22,471,4.59 

Corresx)onding  period,    1U05 22,405,811 

* 

ADVERTISED    LEGAIi    SALES. 

:    Sales  to  be  held  at  the  ileal  Estate  Exchange. 
14  and  16  Vesey   st,   except  as  elsewhere  stated. 
_,-...      Sept.    1    and   4. 
No  Legal  Sales  advertised  for  these  days. 
-  "  -       Sept.    5." 

Manhattan  av.  No  4i)5,  w  s,  78.5  s  121st  st,  15x 
80,  3-sty  stone  front  dwelling.  Ninth  National 
Bank  of  the  City  of  N  Y  agt  Tobias  Lesser  et 
al:  Rollins  &  Rollins,  atfys,  32  Nassau  st; 
Nicholas  J  Hayes,  sheriff.  (Sheriff's  sale  of 
.all  right,  title,  &c,  whicU  Israel  Lesser  had 
on    Dec    23,    1896,    or    since.)      By    Joseph    P 

■  Day: 

55th  st.  No  306,  s  s,  117.2  w  8th.  av,  17.2x100.5, 

-     leasehold,    3-sty    stone    front    dwelling.      Same 

■!    agt    same:     same    att'y;     Nicholas     J    Hayes, 

sheriff.      (Sheriff's   sale   of  all   right,   title,    &c, 

■  wbich  Tobias  Lesser  had  on  Nov  20,  1896,  or 
since.)       By    Joseph    P    Day. 

W'ater  st.   No  3()(!,   n  s,   20  e  James  Slip,  25x60, 

4-sty  brk  building  and  store,     Daniel  Daly  agt 

Catherine     C     Cotter     et     al;     David     McClure', 

att'y,    22    William    st;    Martin    L    Stover,    ret. 

(Amt  due.  .$5. .541. 22;  taxes,  &c,  .$203.99.)     Mort 

recorded  April  30,  1806.     By  Peter  P  Meyer. 

Sept.    6. 

Madison  av,  Nos  2059  and  2061|n    e   cor   130th    st, 

-  l,30tB  st,  Nos'45  and4T  |  99.11    x   35,    5-sty 

brk  tenement  and  store.     Elizabeth  Hatner  agt 

"■    Edgar  Logan  et  al;  Allen  &  Sabine,  att'ys,  145 

..'  ■  Broadwa^;    Wm   H   Wadbams,    ref.      (Amt   due, 

■  -  $5,808.75;  taxes,  &c,  ,$2,023.08.)  Mort  re- 
""    corded  May  4,  1003.     By  Joseph  P  Day. 

^  37th  -st.  No  444,  s  s,  215  e  10th  av,  20x98.0, 
-■  4-sty  brk  tenement.  Joseph  Delaney  et  al 
agt  William  Delaney  indiv  and  exr  et  al; 
Zurn  &  Bogenshutz,  att'ys,  44  Court  st,  Brook- 
lyn-. Samuel  T  Maddox,  Jr,  ref,  (Partition,) 
By  E  J  Roberts. 

Sept.    T. 

■  14th  st.  No  4,  s  s.  34  e  5th  av,  33x103.3.  lease- 

hold. 6-sty  brk  loft  and  store  building.  Ruth- 
erford Realty  Co  agt  Willet  F  Cook  et  al; 
Wells  &  Snedeker,  att'ys,  34  Nassau  st;  Job 
E  Hedges,  ref.  (Amt  due,  $27,720.82;  taxes, 
*c,  .$2,oii;i.)  Mort  recorded  May  1,  1893.  By 
Joseph   P    Day. 

Teller  av,  w  s     Ithe    block.    425    x    200.1.    vacant. 

166th  st,  n  s      1  Augusta      M      de      Peyster      agt 

■  Findlay  av,  e  s,  |  Broadway  Reliance  Realty  Co 
:  167th  st,'s  s  1  et  al;  Morris.  Sentell  &  Main. 
^      att'ys.    16  Exchange    pi:    Gerard    Roberts,    ref. 

(Am'   due,    .$76,476;    axes,    &c,    $0,003.49.)      By 

^       Luis    W   Moouey. 

.  Cedar  av,  s  s,  134  w  Corsa  Lane,  runs,  w  100  x 
s  1(5  X  e  100  X  n  25  X  e  122  to  Corsa  Lane, 
X  n  125.5  X  w  100.5  x  s  75  x  w  25  x  n  100  to 
beginning.  Annie  V  Taylor  agt  Lily  L  Shir- 
mer  et  al;  De  La  Mare  &  Morrison,  att'ys: 
Cromwell  G  Macy,  Jr,  ref.  (Amt  due,  .$5,- 
050.64;  taxes,  &c,  $,350.)  By  Cromwell  G 
Macy.  Jr,  at  n  e  cor  Boston  rd  and  West- 
chester and  Eastchester  rd,   Bronx,   at  2  p  m. 


JOSEPH   P.  DAY 

RemI  EstMte 

AUCTIONEER  AND  APPRAISER 

MAIM  oftiob:  aginot  de^ 

31  NASSAU  ST.  932  EIGHTH  AVENUE 


Birch   st,   e  s,   2O0  s   Kingston   av.   200xlOiX        | 

Myrtle  st,  w  s.  200  s  Albany  av.  — x—  to  Blackj 
Dog  Brook,  lots  41S,  411),  420  and  421,  map| 
of   Arden    property.    Bronx.  j 

Myrtle  st,  e  s.  'Ah)  s  Albany  av.  — x—  to  Blackl 
Dog  Brook,   lot  422.   map  of  Arden  property.     | 

Sycamore  st.  w  s.  400  n  Syracuseav,  — x — ,  lot] 
4(>H,   map  of  Arden   property,   Bronx.  | 

Annie  V  Taylor  agt  Thomas  Gilleranet  al:  De 
La  Mare  &  Morrison,  att'ys;  Cromwell  G 
Macy.  Jr,  ref.  (Amt  due,  $3.;im.G4;  taxes, 
&c.  .$ .)  By  Cromwell  G  Macy,  Jr.,  at  Mu- 
nicipal Building,  s  e  cor  Tremont  av  and  3d 
av,   Bronx,   at  10  a  m. 

Lawrence  av,   e  s.   2.»  n  Central  av,  2r)xlO0.  I 

Lawrence  av,   e  s,   75  n   Central  av,   r)OxlOO. 

Main  av,  w  s, -7o  n.  Central  av.  50x100. 

Seaview  av,  e  s,  25  n  Central  av,  425x100,  Bay 
Chester.  | 

Walter  W  Taylor  agt  Alice  E  Nice  et  al;  De  La 
Mare  &  Morrison,  att'ys;  Cromwell  G  Macy, 
Jr,  ref.  (Amt  due.  $2,517.88;  taxes,  &c,  $2.- 
500.)  By  Cromwell  G  Macy.  Jr,  at  Municipal 
Building,  s  e  cor  Tremont  and  3d  avs.  Bronx, 
at  11  a  m.  -      ' 

Sent.    S. 
No  Lfegal  Sales  advertised  for  this  day. 
Sept.    10. 

Rivington  st,  Nos  205  to  299,  s  s.  50  e  Cannon 
St.  75xHH),  two  6-sty  brk  tenements  and  stores. 
Bernard  Cohn  et  al  agt  Louis  Reiner  et  al; 
Samuel  N  Freedman,  att'y,  280  Broadway; 
Henry  J  Goldsmith,  ref.  (Amt  due.  $4,323.75; 
taxes,  &c.  $040.01.)  Mort  recorded  March  7, 
100(i.      By    Joseph    P    Day. 

Old  Albany  Post  Road,  w  s,  288.2  n  Delafield 
Lane,  runs  n  133.3  x  w  352.5  x  s  82  x  e  UMl 
X  s  50  x  e  24f>.(J  to  beginning.  Bronx.  Wm  F 
Warner  agt  Caroline  W  Beekman  et  al;  James 
E  Gaynor,  atfy.  39  East  42d  st ;  Isaac  S 
Isaacs,  ref.  (Partition.)  By  L  J  Phillips  & 
Co. 


juDOBfxarrs   in   foreglosttrb 

SUITS. 

Aug.   24,   25  and,  27. 
No  Judgments  in  Foreclosure  filed  these  days. 
Aug.    28. 

Audubon  av,  e  s,  whole  front  between  185th  and 
18(jth  sts.  runs  n  214.10  x  e  95  x  s  KJO.ll  X 
e  2.5  X  s  5;!, 10  x  120  to  beginning.  Emanuel 
Heilner  agt  Leopold  Ehrman  et  al;  Wolf, 
Kohn  &  Ullman.  atfys;  Henry  H  Sherman, 
ref.      (Amt    due.    $20,354.17.) 

Daly  av.  e  s.  200.7  n  177th  st,  25x46.1x25x45.5. 
Charlotte  H  Heck  agt  Frank  McCone  et  al; 
action  No  1 :  R  E  &  A  J  Prime,  atfys;  Edw 
P  Orrell.   Jr,    ref.      (Amt  due,  $2.535.0.(5.) 

Daly  av.   No   1982.      Edmond  T   Heck  agt   Frank 
MeCone  et  al;   R  E  &  A  J   Prime,   atfys;   Edw 
P   Orrell.   Jr.   ref.      (Amt  due,    $2,387.23.) 
Au£.    29.- 

Daly  av,  e  s.  175.7  n  177th  st.  25x45.5x25x44,9. 
Charlotte  H  Heck  agt  Frank  McCone  et  al; 
action  No  2;  R  E  &  A  J  Prime,  atfys;  Edw 
P   Orrell.    Jr.    ref.      (Amt   due,   $2,218.71.) 


lilS   P£ND£KS. 

79   TENEMENT   HOUSE   LIS   PENDENS. 

Aug.    25.  ■ 

Columbia    st.    No    f!0.      Charles    Burstein    et    al 

agt  Abraham   B  Roossin;   action  to  enjoin,   &c; 

atfy.     M    Monfried. 

111th    St.    s    s.    83    w    St    Nicholas    av.    100x100. 

Fred    S    Schuman    agt  Xouls    Rosenthal   et   al; 

.action    to    foreclose    mechanics    lien;    att'y,    L 

Goldberg. 
Arthur  av.  e  s.  70.9  n  175th  st.  runs  n  18.9  x  s 
18.11   X  w  1.9  to  beginning.     John  E  Hennessy 
agt  Austin  H  Cooke  et'al;  partition;  atfy.  A  R 
Hager. 

Aug.    27. 

Goerck    st.    No    fi8.      Hyman    Ringel    agt    Morris 

Bloch;   action   to   declare   lien;   atfy.   S   Schack. 

33d    St.    No    235    East.       Louis    H    Schwartz    agt 

I        Lizzie   Areuson   et   al ;    action    to   declare-  t^ust ; 

atfy,    C    L    Apfel. 


Onth    st:.    No    2oO    West,    and    Amsterdam    av.    No 

194.      James    Duff    agt    John    Markey;    specific 

pej-formance;   atfy,   J   W  Browne. 
lOlst   St.   s  s,  200  e   1st   av,    122.()xl00.11.     Paul 

Pfotenhauer     Agt      Henry     Wilchinsky     et     al; 

ad  ion    to    foreclose    mechanics    lien;    atfy,    J 

Hahn. 

Aug.    28. 

Hughes  av.  w  s.  90  n  189th  st.  50x87.5.  Bel- 
mont Realty&Construction  Co  agt  Sadie  Felson 
:et,aJ;   act'oun.tlngr.    &o:   atfy,    J   Rosenaweig. 

Chrystie  st.  n  e  cor  Bayard  st.  49.9x31.10.  Mor- 
ris Goldberg  et  al  agt  Sarah  Kaplan  et  al; 
act-ion  to  declare  vendee's  lien;  atfy,  M  Salem. 
Au-.  29. 
•G6th  St.,  No  -320  East.  Louis  Bernstein  agt  Bern- 
hard  Gies  exr;  action  to  impress  lien;  atfy,  C 
Schwick. 

78th  st,  s  s,  184  e  1st  av,  26.3x102.2.  Solomon 
De  Vries  agt  Rachel  De  Vries  et  al;  partition; 
atfy,  C  J  ^Ludvigh. 

■       '  Au^.    30. 

No   Lis   Pendens   filed   this   day. 
Aus.    31. 

Stanton  st,  s  w  cor  Willet  st,  25x75.  Barnet 
Rosenberg  agt  Bernhard  Turkel  et  al;  action 
to  declare  deed  void;  atfys,  Arnstein  &  Levy. 
•0th  St.  Nos  S04  to  810  East.  Elias  Kosower  et 
al  agt  Henry  Klein  et  al;  specific  performance; 
atfys.   Rabinowitz   &   Perlo. 

99th  St.  n  s.  ISO  w  2d  av,  37.6x100.11.  Nathan 
Freedman  agt  Abraham  I  Tamor  et  al;  specific 
performance;  atfy,  E  A  Klein. 

Grand  st.  No  54G.  Michael  W^olins  agt  Israel 
Tamasas  et  al;  action  to  foreclose  mechanics 
lien:   atfy.   A  A   Silberberg. 

lllith  St.  Na  78  East.  Morris  Haber  et  al  agt 
Benjamin  Fishel;  specific  performance;  atfy, 
H  J   Block. 


FORECLOSURE    SUITS. 

Aut;.    25. 

Elsmere    pi.    n    s,    475    w    Marmion    av,    25x100. 

Cornelia  Hoyt  agt  Ella  M  McCabe  et  al;  atfy, 

5  Williariison. 

81st     st,     n     s,     250    e    Columbus    av.     25x104.4. 
.Da,niel  A  Loring  agt  Geo  F  Miller  et  al;  atfy, 
J    M    Fiero. 

Auz.    27. 

98th  st,  n  s.  124  w  of  2d  av.  25x100.11.  Moritz 
Weisborger  agt  Theresa  Delkowsky  et  al; 
atfy,    B.    Alexander. 

Aug.    2S. 
Lot  312.   Block  7,   amended   map  of  Mapes  Es- 
tate.   West    Farms.      Elizabeth    H    Childs    et  al 
agt  G  Pasquale  D'Auria  et  al;   atfys,   Reeves, 
Todd    &    Svfain- 

ll2th  st,  n  s.  162.6  e  8th  av,  31.3x100.11.     Louis 
n    Stern  agt   Ephraim   Drucker  et  al;  atfys,  Mor- 
rison   &    Schiff. 

159th    St.    n    s.    265    e    llth    av.    15x99.11.      Bank 
for   Savings   in   the   City   of   N    Y   agt    William 
Lauer  et  ,ai;  atfys.   Strong  &  (;^adwalader. 
Au-.    29. 

74th  St..  s  s,  133.4  w  2d  av,  33.4x102.2.  Ernest 
Hansgeu  agt  Mary  Schott  et  al;  atfys,  A  &  C 
Stickler. 

61st  st,  No  415  East.  Wm  F  Moore  agt  Esther 
Blumenthal   et  al ;   atfys.   W'  Simpson,    Werner 

6  Cardozo. 

North  Washington  Square.  No  15.  The  Wash- 
ington Life  Ins  Co  agt  Susan  S  Francklyn  et 
al;    atfy,    S   B    Clarke. 

Au^.    30. 

2d  av,  n  e  cor  6th  st.  51.9x87. 

Henry   st,   Nos  173  to   177. 

Jefferson  st,   Nos  18  and  20;  two  actions. 
The    State    Bank    agt    Philip    Horowitz    et    al; 
atfys,    J    J   &   A   Lyons. 

115th  st,  No  4()4  East.  Morris  Weinstein  agt 
Benedetto  Zumpetta  et  al;  atfys,  Marks  & 
Marks: 

Cherry  st^  ti  s.  37.2  e  Market  st.  runs  e  23.3 
X  n  70.5  x  w  22.8  x  s  36.11  x  w  71.2  x  s  35.3  to 
beginning.  Chas  K  Beekman  et  al  agt  Etnie 
B   Sacks   et  al;    aify,    S   S   Menken. 

42d    st,    s    s,    80    e    3d    av.    25x77.9x29.8x61.9. 
Josephine   Van    Boskerck    agt   James   Murtaugh 
Co  et  al;   atfy,  T  W  Butts. 

llth  st.  No  422  East.  Robert  S  Mofison  et  al 
agt  Salvatore  Schillizzi  et  al;  atfy,  J  T  Lock- 
man. 

Aus-    31. 

2d  av.  w  s.  340  s  2d  st,  60x100,  Bronx.  Benja- 
min H  Irving  agt  James  De  Carlo  et  al;  atfy, 
E    R    Eckley. 

126th  st,;  No  255  West.  ,  Mary  E  Hewitt  agt 
Edward  Muldoon;   atfy,   L  C  Morris. 
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©ffiicial  Xeoal  Notices. 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMiLiNT  IN  THE  CITY  RECORD  of  August 
'Ji)  to  September  12,  IMUti,  of  the  confirmation  by 
the  Board  of  Assessors  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  LOCAL  IMPROVE- 
MENTS   IN    THE    ISOKOUGH   OW    THE    BRONX. 

:;4TH  WARD.  SECTION  11.  EAST  170TH 
STREET— REGULATING.  GRADING.  SETTING 
CURBSTONES.  FLAGGING  THE  SIDEWALKS, 
liAYING  CROSSWALKS,  BUILDING  AP- 
PROACHES AND  PLACING  FENCES,  from 
lEhiru  Avenue  to  the  Bronx  River. 

HERMAN    A.     METZ. 
:..     ■  Comptroller. 

City  of  New  York,   August  L>S,    I'.iOiJ.       (28(503) 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  August 
20  to  September  12,  I'JOG.  of  the  confirmation  by 
the  Board  of  Assessors  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  LOCAL  IMPROVE- 
MENTS IN  THE   BOROUGH  OF  MANHATTAN. 

4tH  AND   7TH   WARDS.    SECTION   1.      CATH- 
ARINE. SLIP— PAVING  AND  PLACING  BRIDGE 
STONES,    between    South    and    Cherry    Streets. 
HERMAN    A.     METZ. 
;  -  r-_  Comptroller. 

City  of  New  York.  August  28,  1906.  (2Sti5C) 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  August 
29'.to  September  12.  190(1,  of  the  confirmation  by 
the  Board  of  Assessors  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  LOCAL  IMPROVE- 
MENTS IN  THE  BOROUGH  OF  BROOKLYN. 

EIGHTH  WARD.  SECTION  3.  FORTY-FIRST 
STREEt- GRADING  LOTS,  on  the  north  side, 
between  Third  and   Fourth   Avenues.  ; 

NINTH  WARD.  SECTION  4.  ST.  JOHN'S 
PLACE  (FORMERLY  DOUGLASS  STREET)— 
REGULATING,  GRADING  AND  CURBING,  be- 
tween  Plaza  Street  and   Underbill   Avenue. 

tHIRTY-SECOND  \VARD.  EAST  THIRTY- 
FIFTH  STREET— PAVING,  from  Glenwood  Road 
to   Avenue   H. 

HERMAN    A.     METZ. 

Comptroller. 

Qity   of   New   York — Department   of    Finance,  ) 
Comptroller's   Office,   August  28,   1906.      ( 

C2S671) 


proposals. 


Ipubllc  IRotlces. 


proposals. 


ijeadquarters  of  the  Fire  Department  of  the 
City  of  New  York,  Nos.  107  and  159  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  the  City 
of  New  Y'ork. 

'SEALED  BIDS  .OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
otflcts'  until    10.30   o'clock    A.    M.    on 

MONDAY,    SEPTEMBER    10,    1906. 
Borijugbs    of    Manhattan    and    The    Bronx. 
l.-'ForLfurnishing    and    delivering    one    fifty-foot 
waier.  tower. 
For  full  particulars  see  City  Record. 

JOHN   H.    O'BRIEN, 

■:i  -'■■■  Fire  Commissioner. 

Dated;  August  28.  1906.     •-  (28679) 


i>r 


Headquarters  of  the  Fire  Department  of  the 
City  of  New  York.  Nos.  157  and  159  East  Sixty- 
seventh  Soreet;  Borough  of  Manhattan,  the  City 
Of  Ne*  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office  until  10:.30  o'clock  A.  M  ,  on 

TUESDAY.    SEPTEMBER    4,    1906. 
Boroughs   of   Manhattan   and   The   Bronx, 

No.  1.  For  furnishing  and  delivering  three 
thousand  two  hundred  and  eighty  (.'i,2S0)  feet 
of  26  con(iuctor  lead  cable. 

No.  2.  For  furnishing  and  deliiTering  one  six- 
ty-five-foot aerial  hook  and  ladder  truck. 

Nfl.  3.  For  furnishing  and  delivering  one 
geventy-five-foot    aerial    hook    and    ladder   truck. 

For  full  particulars  see  City  Record. 
•     •.    '-'  JOHN   H.    O'BRIEN. 

:.  :  '    '•-  Fire  Commissioner. 

Dated   August  21,    1006.  (28506) 

DEPARTMENT  OF  DOCKS  AND  FERRIES. 
'  SEALED  BIDS  OR  ESTIMATES  for  five  feed 
water  heaters  (1021)  will  be  received  by  the 
Commissioner  of -Docks  at  Pier  "A."  Battery 
Place,  until  12  o-'clock  noon,  September  4,  1906. 
(F6r  particulars  see   City   Recoi;d.)  (28527) 


Office  of  the  Department  of  Parks.  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street. 
Borough  of   Manhattan,    the   City   of   New   Y'ork. 

SEALED.  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office  of 
thei  Department  of  Parks  until  3  o'clock  P.  M.. 
on 

.1.    THURSDAY.   SEPTEMBER  6.   1906, 
for    furnishing    and    delivering    three    thousand 
C3.00O)    cubic   yards   broken    stone   of   trap   rock, 
and    three   thousand    (3,000)    cubic   yards  screen- 
ings of  trap  rock  (No.  3.  1906).  for  parks.  Bor- 
ough of  The  Bronx. 
For  full  particulars  see  City  Record. 
i  MOSES     HERRMAN. 

■  President' 

'■   -     ,  -,  GEORGE     M.     WALGROVE. 

■ MICHAEL    J.    KENNEDY. 

■Commissioners  of  Parks. 
Dated  August  15.-  1906.  (28513) 

DEPA.R'TMENT  OF  DOCKS  AND  FERRIES. 
SEALED,  BIDS  OR  ESTIMATES  for  repairs  to 
Piers  -foot  East  6l3t  and  62d  Streets,  East  River 
(1024)  will  be  received  by  the  Commissioner  of 
Docks  at  Pier  "A,"  Battery  Place,  until  12 
o'clock  noon,  Sentember  4,  1906.  (For  particu- 
14rs  see  City;  Reoord/)  -  •      .  (28520) 


DEPARTMENT   OF   DOCKS  AND    FERRIES. 

SEALED  BIDS  OR  ESTIMATES  for  Ferry 
Terminal  between  38th  and  39th  Streets,  Bor- 
ough of  Brooklyn  (1022)  will  be  received  by  the 
Commissioner  of  Docks,  at  Pier  "A,"  Battery 
Place,  until  12  o'clock  noon.  September  6th. 
1906.     (For  particulars,  see  City  Record.)  (28543) 

Department  of  'Wafer  Supply.  Gas  and  Elec- 
tricity. Room  1536.  Nos.  13  to  21  Park  Row. 
Boi'ough  of  Manhattan.   The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  tor  the  above 
named  work  and  materials  will  be  received  at 
the  office  of  the  Department  of  Water  Supply, 
Gas  and  Electricity.  Room  1536.  Nos.  13  to  21 
Park  Row.  Borough  of  Manhattan,  in  The  City 
of  New   York,   until  2  o'clock  P.   M.   on 

WEDNESDAY.   SEPTEMBER  12,   1906. 
Boroughs  of  Manhattan  and  The  Bronx. 
-  For  furnishing  all  the  labor  and  materials  re- 
quired   to    construct   and    erect    an    experimental 
filter    station    at    the    south    end    of    the    Jerome 
Park  Reservoir.  Borough  of  'The  Bronx. 

For  further  particulars  see  City  Record. 
,  ,  WILLIAM  B.    ELLISON. 

■  '    ■  Commissioner. 

Dated   August   22,    1906.  (28536) 

Office  of  the  President  of  the  Borough  of  Man- 
hattan.  City   Hall,   The   City  of   New  York. 

SEALED  BIDS  OR  ESTIMATES  will  te  re- 
ceived by  the  President  of  the  Borough  of  Man- 
hattan, at  the  City  Hall.  Room  16.  uutil  3 
o'clock   P.    M.    on 

MONDAY.    SEPTEMBER    10,    1906. 
For    repairing    asphalt    block    pavement    in    the 
Borough  of  Manhattan,  together  with  work  inci- 
dental   thereto. 
For  full  particulars  see  City  Record. 

JOHN   t-.    AHEARN. 

Borough  President. 
The  City  of  New  York.  August  27.  1906.  (28647) 

Office  of  the  President  of  the  Borough  of 
Manhattan,   City  Hall.  The-  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Borough  of  Man- 
hattan at  the  City  Hall.  Rcjom  16.  until  3 
o'clock    P.    M.    on 

MONDAY.    SEPTEMBER    10,    1906. 

No.  1.  For  furnishing  all  the  labor  and  ma- 
terial required  for  building  sewer  and  appur- 
tenances in  West  One  Hundred  and  Seventy- 
first  Street,  between  Fort  Washingtou  Avenue 
and  Haven  Avenue. 

No.  2.  For  furnishing  ^11  the  labor  and  ma- 
terial required  for  building  outlet  sewer  and 
appurtenances  in  West  Two  Hundred  and 
Eleventh  Street,  between  the  Harlem  River  and 
Broadway. 

No.  3.  For  furbishing  all  the  labor  and  ma- 
terial required  for  building  sewer  and  appur- 
tenances in  Seventh  Avenue,  west  side,  between 
One  Hundred  and  Forty-fourth  and  One  Hun- 
dred   and    Forty-fifth    Streets. 

No.  4.  For  furnishing  all  the  labor  and  ma- 
terial required  for  building  sewer  and  appur- 
tenances in  Two  Hundred  and  Third  Street, 
between  Harlem  River  and  sumfnit  west  of. 
Ninth  Avenue,  and  in  Ninth  Avenue,  between 
Two  Hundred  and  Second  and  Two  Hundred  and 
Fourth    Streets. 

No.  5.  For  furnishing  all  the  labor  and  ma- 
terial required  for  building  sewer  and  appur- 
tenances in  Two  Hundred  and  Fourth  Street, 
between   Harlem  River  and  Ninth  Avenue. 

No.  6.  For  furnishing  ail  the  labor  and^  ma-* 
terial  required  for  building  sewer  in  Seventh, 
Avenue,  west  side,  between  One  Hundred  and 
Forty-flfth  and  One  Hundred  and  Firty-stxth 
Streets.      .      , 

No.  7.  For  furnishing  all.'ihe  labor  and  ma- 
terial required  for  building  sewer  and  appur- 
tenances in  West  One  Hundred  and  Fifty-se(?ond 
Street,  between  Eighth  Avenue  and  Macomb's 
Dam  Road. 

For    full    particulars    see    City    Record. 

JOHN    F.    AHEARN, 

Borough  President. 
The  City  of  New  York,  August  27.  1906.   (28564) 

DEPARTMENT  OF  DOCKS  AND  FERRIES. 

Sealed  bids  for  new  ferry  structures  and 
dredging  at  Stapleton,  Borough  of  Richmond 
(102;j),  will  be  received  by  the  Commissioner 
of  Docks  at  Pier  "A,"  Battery  Place,  until  12 
o'clock  noon.  September  7th,  1906.  (For  par- 
ticulars    see     City    Record.)  (28557) 

Bellevue  and  Allied  Hospitals,-  Department  of 
New  York  City.  "Twenty-sixth  Street  and  First 
Avenue,  Borough  of  Manhattan,  the  City  of  New 
York. 

SEALED    BIDS    OR    ESTIMATES    will    bfl    re- 
ceived by  the  President  of  the  Board  of  Trustees 
at  the  above  office  until  3  o'clock   P.   M.  on 
THURSDAY,   SEPTEMBER  6,  1906, 
For    the    providing  of   all    labor   and   materials 
required   for   the  erection   arid  entire   completion 
of    vacuum    sweeping    systems    and    all    work    in 
connection    therewith     in    Gouverneur    Hospital, 
situated    at    Gouverneur    Slip.    Borough   of  Man- 
hattan,  the  City  of  New  York. 
For  full  particulars  see  City  Record. 

MYLES     TIERNEY, 
Acting    President    Board    of    Trustees    Belle- 
vue and   Allied  Hospitals. 
Dated   August  25,   1906.  (28550) 


ipubitc  motfces. 


MUNICIPAL     CIVIL     SERVICE     COMMISSION, 
299  Broadway. 
New  York'.   August  17.  1906. 
PUBLIC    NOTICE    IS    HEREBY    GIVEN    that 
application  for  the  position  of  FIREMAN.  FIRE 
DEPARTMENT,   will   be  received   from   Septem- 
ber   10   to   October    10.    1906,    a,t   4    P.    M.,    both 
dates    Inclusive. 

For  scope  of  examination  and  further  Informa- 
tion   apply    to    the   Secretary. 

FRANK   A.    SPENCER, 
(28448)  Secretary. 


NOTICE  TO  TAXPAYERS. 


Department  of  Finance,  Bureau  for  the  Col- 
lection of  Taxes.  New  York,   September  3,   1906. 

TAXPAYERS  WHO  DESIRE  TO  OBTAIN 
their  bills  promptly  should  make  immediate 
written  requisition  (blanks  may  be  procured  in 
the  borough  offices),  stating  their  property  by 
section  or  ward,  block  and  lot  or  map  number, 
making  copy  of  same  from  their  bills  of  last 
year. 

If  a  taxpayer  is  assessed  for  personal  tax.  the 
requisition  should  also  request  bill  for  such  tax. 

Each  requisition  should  be  accompanied  by  an 
envelope  bearing  the  proper  address  of  the  ap- 
plicant, and  with  return  postage  prepaid. 

In  case  of  any  doubt  in  regard  to  ward,  sec- 
tion, hlock  or  lot  number,  taxpayers  should  take 
their  deeds  to  the  Department  of  Taxes  and 
Assessments  and  have  their  property  located  on 
the  m.ips  of  that  Department  and  forward  to 
the  Deputy  Receiver  of  Taxes  with  the  requisi- 
tion a  certified  memorandum  of  their  property, 
which  will  be  furnished  by  the  Department  of 
Taxes  and  Assessments. 

Taxpayers  in  this  manner  will  receive  their 
bills  returned  by  mail  at  the  earliest  possible 
moment  and  avoid  any  delay  caused  by  waiting 
in  lines,  as  required  in  case  of  personal  applica- 
tion. 

The  requisition  must  be  addressed  and  mailed 
to  the  Deputy  Receiver  of  Taxes  in  whichever 
borough-the  property  is  located,  as  follows: 

John  J.  McDonough,  No.  57  Chambers  street. 
Borough  of  Manhattan.   New  York. 

John  B.  Underbill,  corner  Third  and  Tre- 
mont  avenues,  Borough  of  The  Bronx.  New 
York. 

James  B.  Bouck.  Municipal  Building,  Borough 
of  Brooklyn.  New  Y'ork. 

George  H.  Creed,  corner  Jackson  avenue  and 
Fifth  street.  Long  Island  City,  Borough  of 
Queens.  New  York. 

John  De  Morgan.  Borough  Hall.  St.  George, 
Staten  Island,  Borough  of  Richmond.  New  York. 

After  receiving  the  bills,  the  taxpayer  will  see 
that  they  are  properly  rebated,  then  draw  check 
for  the  net  amount  to  the  order  of  the  Receiver 
of  Taxes  and  mail  bill  and  check,  with  an  ad- 
dressed envelope,  with  the  return  postage  pre- 
paid, to  the  Deputy  Receiver,  in  whichever  bor- 
ough  the  property  is  located. 

Checks  should  be  mailed  as  soon  as  possible 
after  the  bills  have  been  received  by  the  tax- 
payer. 

All  bills  paid  during  October  must  be  rebated 
before  payment. 

DAVID    E.    AUSTEN, 
(28C0S)  Receiver  of  Taxes. 

BOARD  OF  ASSESSORS, 


PUBLIC  NOTICE  IS  HEREBY  GIVEN  TO 
the  owner  or  owners  of  all  houses  and  lots, 
improved  or  unimproved  lands  affected  thereby, 
that  the  following  proposed  assessments  have 
been  completed  and  are  lodged  in  the  office  of 
the  Board  of  Assessors  for  examination  by  all 
persons   interested,   viz.: 

BOROUGH  OF  THE  BRONX. 

List  8040.  No.  1.  Receiving  basin  and  ap- 
purtenances at  the  northwest  corner  of  East  One 
Hundred  and  Sixty-fourth  street  and  Grant  ave- 
nue. 

List  8947.  No.  2.  Sewer  and  appurtenances 
in  Fox  street,  between  Wales  avenue  and  Beach 
avenue. 

The  limits-  within  which  it  is  proposed  to  lay 
The  said  assessments  include  all  the  several 
houses  and  lots  of  ground,  vacant  lots,  pieces 
and  parcels  of  land  situated  on— 
■  No.  1.  West  side  of  Grant  avenue,  from  One 
Hundred  and  Sixty-fourth  to  One  Hundred  and 
Sixty-fifth  street,  the  north  side  of  One  Hun- 
dred and  Sixty-fourth  street  and  the  south  side 
of  One  Hundred  and  Sixty-fifth  street,  from 
Sherman  to  Grant  avenue. 

No.  2.  Both  sides  of  Fox  street  (East  One 
Hundred  and  Fiftieth  street),  from  Wales  avenue 
to    Beach    avenue. 

All    persons    whose    interests    are    affected    by 
the  above  named  proposed  assessments,  and  who 
are  opposed  to  the  same,  or  either  of  them,  are 
requested  to  present  their  objections,  iu  writing, 
to  the  Secretary  of  the  Board  of  Assessors.  No. 
320  Broadway,   New  Y'ork.   on  or  before  October 
2.    1906,   at   11   a.    m.,    at   which   time   and   place 
the  sai(i  objections  will  be  heard  and  testimony 
received     in     reference     thereto. 
ANTONIO    ZUCCA. 
PAUL  W'EIMANN, 
JAMES   H.   KENNEDY. 

Board  of  Assessors. 
WILLIAM  H.  JASPER. 

Secretary, 

No.   .'520  Broadway. 


(2S0S1) 


City  of  New  York,   Borough  of  Manhattan. ) 
August  30.  1906.  J 


CORPORATION     SALE     OF     BUILDINGS    AND 
APPURTENANCES      THERETO     ON     CITY 
REAL    ESTATE. 
PUBLIC    NOTICE    IS    HEREBY    GIVEN    that 
the  Commissioners  of  the  Sinking  Fund,  by  vir- 
tue  of   the   powers  vested   in   them   by  law.   will 
offer    for    sale    at    public    auction    the    buildings, 
parts   of   buildings,    etc.,    standing  upon   property 
owned    by    The    City    of   New   York,    acquired   in 
street    opening   proceedings,    said   property   being 
within  the  lines  of  Purdy  Street,  between  Flush- 
ing   Avenue    and    Ditmars    Avenue,    First    Ward, 
Borough  of  Queens. 

By  direction  of  the  Comptroller,  the  sale  ot 
the  above  described  premises  will  be  made 
under  the  supervision  of  the  Collector  of  City 
Revenue,  Department  of  Finance.  The  sale 
will    take   place   on 

■WEDNESDAY,   SEPTEMBER   19.   1906. 
at   11   A.    M.    on   the   premises,   and  will  be   sold 
at  the   highest  marketable  price. 
For    further    particulars    see    "City    Record." 
HERMAN  A.    METZ. 

Comptroller 
City  of  New  York— Department  of  Finance.  ) 
Comptroller's    Office,    August    29,    1906.  ) 

(28692) 
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public  1Klot*ces. 


CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL  ESTATE. 
At  the  request  of  the  President  of  the  Bor- 
ough of  The  Bronx,  public  notice  is  hereby 
given  that  the  Commissioners  of  the  Sinking 
Fund  of  The  City  of  New  York,  by  virtue  of  the 
powers  vested  in  them  by  law,  will  offer  for 
sale  at  public  auction  the  buildings,  parts  of 
buildings,  etc.,  standing  within  the  lines  and 
on  property  owned  by  The  City  of  New  York, 
acquired  for  street  purposes,  in  the 
Borough  of  The  Bronx. 
Being  the  property  acquired  for  the  opening  of 
Morris  Park  Avenue  between  West  Farms  Road 
and  Morris  Park  Race  Track,  in  the  24th  Ward, 
Borough  of  The  Bronx,  City  of  New  York, 
which  is  more  particularly  described  on  a  map 
on  file  in  the  office  of  the  Collector  of  City 
Revenue,  Department  of  Finance,  Room  141.  280 
Broadway,  Manhattan.  The  sale  will  take  place 
on 

THURSDAY,    SEPTEMBER    20.    1906, 
at   11   A.    M.   on   the   premises,   and  will   be  sold 
at  the  highest  marketable  price. 
For    further    particulars    see    "City    Record." 
HERMAN  A.    METZ, 

Comptroller 
City  of  New  York— Department  of  Finance, ) 
Comptroller's    Office,    August    29,    1906.  J 


HERBERT  A.  SHERMAN 

REAL  ESTATE 
AUCTIONEER,     BROKER 

APPRAISER,  AGENT 

GROUND    FLOOB    A8T0B    BDILDINO 

9  Pine  and  10  Wall  8t, 

Uptown  Office.  530  and  633   FIFTH   AVENUE 

Comer  44th  St..  under  5th  Ave.  Bank 
Tel.  Connections.     PrlTate  Wire  Between  Offlcea 


Proposals 


Department  of  Health  of  The  City  of  New 
York.  Southwest  Corner  of  Fifty-flfth  Street 
and  Sixth  Avenue.  Borough  of  Manhattan.  The 
City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Board  of  Health  of  the  Depart- 
ment  of   Health    until    10  o'clock   a.    m.    on 

TUESDAY,     SEPTEMBER     IS,     1906. 

For  furnishing  all  labor  and  furnishing  and 
erecting  all  the  materials  necessary  or  required 
to  erect  and  complete  a  refrigerating  plant  at 
the   Willard   Parker  Hospital,    foot  of   East   Six- 


teenth   Street,    Borough    of    Manhattan,    City    of 
New     York. 
For    full    particulars    see    City    Record. 
THOMAS   DARLINGTON,    M.    D., 

President: 

ALVAH    H.    DOTY,    M.    D., 
THEODORE   A.    BINGHAM, 

Board  of  Health. 
Dated  August  31,   1906.  (28702) 


Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan.  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Deparment  of  Parks  until  2  o'clock 
P.    M.   on 

THURSDAY,    SEPTEMBER    13,    1906, 
Borough  of  The  Bronx. 

For  furnishing  and  delivering  twelve  thousand 

(12.000)  linear  feet  two-pipe  iron  fence  for  small 

parks,    whei-e   directed.  'Borough   of   The   Bronx. 

For    full    particulars    see    City    Record. 

MOSES    HERRMAN. 

President; 
GEORGE    M.    WALGROVE. 
MICHAEL    J.    KENNEDY, 

Commissioners  of  Parks. 
Dated    August    14.    1906.  (28691) 


CONVEYANCES 


Whenever  the  letters  Q.  C.  C.  a  G.  and  B.  &  S.  occur,  preceded  by 
the  name  of  the  grantee,  they  mean  as  follows: 

1st. — Q.  C.  is  an  abbreviation  tor  Quit  Claim  deed,  1.  e.,  a  deed 
wherein  all  the  right,  title  and  interest  ol  the  grantor  is  conveyed, 
omitting   all  covenants  and  warranty. 

2d.— C.  a.  G.  means  a  deed  containing  Covenant  against  Grantor 
only,  in  which  he  covenants  that  he  hath  not  done  any  act  whereby 
the  estate  conveyed  may  be  impeached,  charged  or  encumbered. 

3d.— B.  &  S.  is  an  abbreviation  tor  Bargain  and  Sale  deed,  wherein, 
although  the  seller  makes  no  expressed  consideration,  and  thus  im- 
pliedly claims  to  be  the  owner  of  it.  The  street  or  avenue  numbers 
given  in  these  lists  are,  in  all  cases,  taken  from  the  insurance 
maps  when  they  are  not  mentioned  in  the  deeds.  The  numbers,  it 
will  occasionally  be  found,  do  not  correspond  with  the  existing  ones, 
owing  to  there  having  been  no  official  designation  made  of  them  by 
the  Department  of  Public  Works. 

4th. — The  first  date  is  the  date  the  deed  was  drawn.  The  second 
date  is  the  date  of  filing  same.  When  both  dates  are  the  same,  only 
one  is  given. 

5th.— The  figures  In  each  conveyance,  thus,  2:482 — 10,  denote  that 
the  property  mentioned  is  in  Section  2,  Block  482,  Lot  10. 

tith. — It  should  also  be  noted  in  section  and  block  numbers  that 
the   instrument   as  filed   is   strictly  followed. 

7th.— A  $20  000— $30,000  indicates  the  assessed  value  of  the 
property,  the  first  figures  being  for  the  lot  only,  and  the  second 
figures  representing  both  lot  and  building.  Letter  P  before  second 
figure  indicates  that  the  property  is  assessed  as  In  course  of 
construction. 


August  24,  25,  27,  28,  29,  30. 
BOROUGH   OF   MANHATTAN. 

Attorney  st.  No  159.  w  s.  175  a  Houston  st,  24.10x100,  5-sty  brk 
tenement  and  store  and  5-sty  brk  tenement  in  rear,  Joseph 
Kaplan  to  Solomon  Ginsburg  and  Abraham  Dluznevich.  Mort 
*17.000.  Aug  24.  Aug  25,  1906.  2:350— (58.  A  $18,000— 
$24.0(K>.  other  consid  and  100 

Canal  st,  No  324        |s  s,  abt  155  e  Church  st,  — x—  to  Lispenard 

Lispenard  st,  No  43|  st,  5-sty  brk  lott  and  store  building.  Re- 
lease contract.  &c.  C  Willoughby  to  Millie  B  Pakas.  July  6. 
1903.     Aug  28.   1906.     1:210—10.     A  $39.200— $51,500.  nom 

Cannon  st,  Nos  83  and  85,  w  s,  110  n  Rivington  St.  40x82,  6-sty 
brk  tenement  and  stores.  Abraham  Plesofsky  to  Frank  Migdal- 
sky.  Mort  $55,000.  Aug  29.  Aug  30,  1906.  2:334—68.  A 
$18,000— $45,000.  other  consid  and  100 

Catharine  st.  No  61  |  s   e    cor   Monroe    st,    17.9x80.    3   and   4- 

Monroe  st,  Nos  2  and  2H|     sty   brk   tenements   and  stores. 

Monroe  st.  No  4,  s  s,  80  e  Catherine  st,  20.7x51.4x20.7.x51.9. 

Monroe  st.  No  6,  s  s.  IUO.7  e  Catherine  st,  25x59.5x25x61.6. 
6-sty  brk  tenement  and  store. 
Isaac  Goldovitz  to  Isabella  Jatfe  and  Fannie  Zatulove.  Mort 
$76,500.  Aug  29.  Aug  30,  1906.  1:253—107.  A  $15,000-$20,- 
000,   and  105.     A  $20,000— $40,000.  other  consid  and   100 

Catharine  st.  No  61        I  s  e  cor  Monroe  st,  17.9x80,  3  and  4-sty 

Monroe  st,  Nos  2  and  2^1  brk  tenements  and  stores.  Emma  Moss 
et  al  Individ,  EXRS,  &c,  Henry  Moss  to  Isaac  Goldovitz.  Mort 
$16  000.  Aug  22.  Aug  30,  1906.  1:253—107.  A  $15,00O-$20,- 
000.  40.000 

Charles  st,  Nos  SO  and  82.  s  s,  175  e  Bleecker  st,  50x95,  two  5-sty 
brk  tenements.  Eliz  M  West  to  Harry  and  Philip  Weinberg. 
Mort  $40,000.  Aug  23.  Aug  24,  1906.  2:620—56  and  57.  A 
$22,000— $54,000.  other  consid  and   100 

Clinton  st.  No  238,  e  s,  30.4  s  Monroe  st.  runs  e  93.4  x  s  69.2  x  w 
21.6  X  n  39.9  x  w  72.1  to  st.  x  n  30.4  to  beginning.  6-sty  brk 
tenement.  Harris  Seal  et  al  to  David  Mager.  Mort  $67,000. 
Aug  30,  1906.     1:258—36.     A  $20,000— ?45,000. 

other    consid    and    100 

Eldrldge  st.  No  131.  w  s,  75  n  Broome  st,  25x50,  5-sty  brk  tene- 
ment and  store.  Herman  Forman  et  al  to  Morris  Bresky. 
Mort  $24,500.  Aug  23.  Aug  27.  1906.  2:419—69.  A  $13,000— 
$20,000.  other  consid  and  100 

Elizabeth  st.  No  230,  e  s,  99.4  n  Prince  st,  20x90.3x20x91.1, 
4-sty  brk  tenement  and  store.  Martin  Constantino  to  Solvatore 
Pati.  Mort  $31,500.  May  31.  Aug  29,  1906.  2:507—3.  A 
$11,500-$12,500.  20.500 


Goerck  st,  No  108,  e  s,  81.4  s  Stanton  st,  25x98.9x25x98.10,  5-8t7 
brk  tenement  and  store.  Barnet  Cohen  to  Leopold  Gottlieb. 
Mort  $29,600.  Aug  10.  Aug  29,  1906.  2:3'24— 10.  A  $10,000— 
$23,000.  other  consid  and  100 

Gouverneur  st.  No  00,  e  s,  78.5  n  Cherry  st,  25x79.9x25x79.6.  4- 
sty  brk  tenement  and  store  and  4-sty  brk  tenement  in  rear. 
Jacob  Cutler  et  al  to  Abram  Geltand.  Mort  $15,000.  Aug  23. 
Aug  24,   1906.     1:261—76.     A  $9,000— $13,000. 

other  consid  and  100 
Grand  st.  Nos  325   to  329,   s   s,   22.6   e  Orchard  st,   65.4x65x64.7x 
64.11.    three   o-sty   brk   tenements   and   stores.      Francis   Vail   to 
Ophelia  Vail.     B  &  S.     All  liens.     Aug  4.     Aug  28,  1906.     1:309 
—12  to  14.     A  $63.000— $75,000.  gift 

Henry  st.  Nos  274  and  276       I  s    e    cor    Gouvferneur    st,    42.4x73.1{)x 
Gouverneur  st.  Nos  22  and  24|      42x74,     6-sty     brk     tenement      and 
store.      Morris  Jerchower   et   al   to   Herman   Ecker,   of   Bayonne, 
N  J.     Mort   $67,500.     Aug  23.     Aug  29.   1906.     1:267—16.     A 
$30,000— $70,000.  nom 

Henry  st.  No  328,  s  s,  125  w  Jackson  st,  25x94.11x25.1x94.10. 
5-sty  brk  tenement  and  store.  Jacob  Schnur  to  Abraham  Kahn. 
Mort  $36,000.  July  27.  Aug  25,  1906.  1:267—57.  A  $14.- 
000— $24,000.  other   consid   and   100 

Lewis  st.  No  12.  e  s,  150  n  Grand  St.  25x100,  5-sty  brk  tenement 
and  store.  Isaac  Portman  to  Nathan  Raynes  and  Barnett 
Lipschltz.  Mort  $27,750.  Aug  21.  Aug  24,  1906.  2:326—36. 
A  $13.000— $20,000.  other  consid  and  100 

Ludlow  st,  No  182,  s  e  s.  150  s  e  Houston  st,  25.x87.6,  4-sty  brk 
tenement  and  store  and  4-sty  brk  tenement  in  rear.  Jacob  Sil- 
ver to  Moris  Schwartzapel.  Mort  .$23,000.  Aug  17.  Aug  30, 
1906.  2:412—49.  A  $17.000— $20,000.  other  consid  and  100 
Madison  st,  Nos  365  and  367,  n  s.  275.8  w  Jackson  st,  40x95,  two 
3-sty  brk  tenements  and  stores.  Hauben  Realty  Co  to  Barnet 
Berkman,  Rubin  Bass  and  Joseph  E  Siegel.  Mort  $41,000.  Aug 
28.     Aug  30,  1906.     1:267—34  and  35.    A  $22.000— $24,000. 

other  consid  and   100 
Monroe  st.  No  95,  n  s,  210.10  e  Pike  st,  24.6x100,  5-sly  brk  tene- 
ment and  store.     Joseph  Louis  to  Jennie  Atkins.     Mort  $27,000. 
Aug  15.     Aug  28,  1906.     1:272—8.     A  $17,500— $30,000. 

other  consid  and   100 
Monroe  St.  No  4,  s  s,  80  e  Catherine  st,  20.7x51.4x20.7x51.9. 
Monroe  st.  No  6,  s  s,  100.7  e  Catherine  st,  25x59.5x25x61.6. 
6-sty  brk  tenement  and  store. 
Emma    Moss   et    al    INDIVID,    EXRS,   &c,    Henry   Moss   to   Isaac 
Goldovitz.     Mort  $20,000.     Aug  22.     Aug  30.  1906.     1:253—105. 
A  $20.00O-$40,000.  51,500 

Orchard  st.  No  34.  e  s.  abt  48  s  Hester  st,  2.5x65.  4-sty  brk  tene- 
ment and  store.  Annie  Berger  to  Chas  I  Minkoft  and  Samuel 
Hammer  V4  part  and  MoUie  Cohen  H  part.  Mort  $15,(X)0.  Aug 
27.     Aug  29.  1906.     1:298—11.     A  $18,0ttO— $'22  000.  100 

Pearl  st.  No  472,  n  e  s,  114.5  n  w  Chatham  st  or  Park  Row,  — x 
112.8x27.6x109.5.  5-sty  brk  tenement  and  store  and  4-sty  brk 
tenement  in  rear.  Thos  J  L  McManus  and  ano  EXRS.  &c,  Cath- 
arine Clinton  to  Jennie,  Mary  T  and  Cecilia  A  Clinton,  Kath  C 
Leech  and  Agnes  C  Ormsby,  of  Jersey  City.  N  J.  Mort  $18,000. 
Aug  7.  Aug  29,  1906.  1:160—6.  A  $19,600— $28,000.  41050 
Pearl  st.  No  299.  n  w  s,  abt  152  n  e  Beekman  st,  22.5xl25.2x 
20.1x  irreg  on  w  s,  4-sty  brk  loft  and  store  building.  Henry  L 
Caiman  et  al  EXRS.  &c.  Emil  Caiman  to  J  Archibald  Murray. 
Mort  $16,500.  Aug  20.  Aug  28,  1906.  1:98-^3.  A  $12,200— 
$18,000.  24.500 

Stanton  St.  No  80.  n  s.  66.3  e  Allen  St.  21.3x65.  6-sty  brk  tene- 
ment and  store.  Benedict  Bockar  to  Louis  and  Samuel  Wilt- 
chik.  Mort  $22,000.  Aug  2.  Aug  28.  1906.  2:417—72.  A 
$10,000— $16,000.  other  consid  and  100 

Stanton  st.  No  239)  s    w    cor    Willett    st,    25x75,    with   all    title    to 
Willett  st.  No   1031     strip  adj  on  south,  0.6x25,  5-sty  brk  tenement 
and  store.     Bernhard  Turkel  to  Gerson   Wecker.     Mort  $34,4»X). 
Aug  28.     Aug  30.  1906.     2:339—22.     A  $24,000— $33,000. 

other  consid  and  100 

Stanton  St.   No  58  |  n  w  cor  Eldrldge   st,   18.2x(X);   also 

Eldrldge  st.  No  225| 

Strip  begins  36  n  Stanton  st,  and  18.2  w  Eldrldge  st,  runs  n  23.11 

X  w  0.8  X  s  23.11  X  e  0.8  to  beginning. 

4-sty  brk  tenement  and  store. 

David    Kleinitz    to    Morris    Garflnkel.      Mort    $35,000.      June    18. 

Aug  30,  1906.     2:422—67.    A  $15.000— $20,000. 

other  consid  and  100 

Suffolk  st.  No  142.  e  s,  225.2  n  Rivington  st.  24.9x100.  5-sty  brk 
tenement.  Bernard  Shlanowsky  to  Solomon  Loewensohn  Babette 
Lowensohn  and  Selma  Byk.  Mort  $30,000.  Aug  30.  1906.  2:349 
—6.     A  $17,000— $32,000.  other  consid  and  100 
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THE  CHARLES  H.  SMITH  CO.  Selling,  Renting,  Goilectini! 

REAL    ESTATE  '110  Van  Siclen  Ave.,  Brooklyn 


East  New  York  (26th  Wardi  Property  «« 
Specialty  Send  Fartieulan) 


Thompson  st.  No  03,  on  map  No  01,  w  s,  177.6  n  Broome  st,  37.4x 
100. 

Thompson  st,  No  57,  w  s,  100  n  Brooiae  st,  37.6x100. 
two  6-sty  brk  tenements  and  stores. 
Simon  Cohen  et  al   to   Ellas   A  Cohen.     Mort  $91,000.     Aug  27. 
Aug  30,   1906.     2:489.  other  consid  and  100 

Thompson  st,  Nos  59  and  Gl,  on  map  No  59,  w  s,  137.6  n  Broome 
st,  40x100x38.9x100,  6-sty  brk  tenement  and  store.  Simon  Co- 
hen et  al  to  Benj  Tannenbaum.  Mort  $49,000.  Aug  27.  Aug 
30,   1906.     2:489.  other  consid  and  100 

Thompson  st,  Nos  57  to  61.  w  s,  100  n  Broome  st,  114.10x100x113.9 
xlOO,   three  6-sty  brk  tenements  and  stores.     Louis  Golde  et  al 
to   Golde   &   Cohen,   a  corporation.      Q  C  and   confirmation   deed. 
Aug  21.     Aug  30,  1906.     2:489—35.     A  $70,000— $120,000. 

other  consid  and  100 

Waverly  pi,   No   110.  I 

Waverly  pi,   No  108.  I 

Party  wall  agreement.  John  Daniell,  Jr,  with  Adelaide  Lagasse. 
Aug  23.     Aug  28,  ltt06.     2:552.  nom 

Waverly  pi.  No  108,  s  w  s,  110.2  n  w  Macdougal  pi  or  Wash- 
ington sq  West,  22.1x97,  3-3ty  brk  dwelling.  Adelaide  La- 
gasse to  Grace  Wilkes.  Mort  $12,500.  Aug  27.  Aug  28,  1906. 
2:552—54.      A   $16,000— $17,000.  100 

8th  st  or  Is  s,  274.3  w  Av  A,  19.1x96x21.4x86.6,  4-sty| 

St  Marks  pi.  No  114        brk    tenement.      Mort    $22,000.  1 

8th  st  or  I  s   s,   254.8  n   w   Av   A,    19.7x86.6   x   e    12.3   x] 

St  Marks  pi.  No  116|  s  16.10  x  s  e  3  x  n  e  97.6  to  beginning,! 
5-sty   brk   tenement   and  store.     Mort  $18,600.  I 

Kalman  Sadowsky  to  Pauline  L  Goodman.  Aug  24.  Aug  25, 
1906.      2:435—21   and   22.     A  $20,000— $36,000. 

other  consid  and   100 

9th  st.  No  234,  s  s,  164  w  2d  av,  18x56,  with  use  of  yard  or  car- 
riageway 26x55  leading  from  9th  st,  2-sty  brk  building  and 
store.  Edith  M  K  Wetmore  et  al  to  Alice  Keteltas.  55-173 
part  and  all  title,  except  25-175  part.  May  3,  1905.  Rerecorded 
from  May  18,  1905.  Aug  27,  1906.  2:464—27.  A  $7,000— 
$11,000.  other  consid  and  100 

10th  st.  No  209,  n  s,  52  w  Greenwich  st,  21x51.5x23.8x42.5,  3- 
sty  brk  tenement.  Joel  Rinaldo  to  Joseph  Bins.  Mort  $4,500. 
Aug  28.     Aug  30,   1906.     2:631—25.     A  $4,5OO-$0,OOO. 

other  consid  and  100 

lOth  st,  Nos  199  and  201,  n  s,  175  e  Bleecker  st,  50x95,  vacant. 
Simon  Meyers  to  August  Ruff  and  Albert  Hochster.  Mort  $25,- 
000.  Sept  24  (?),  1906.  Aug  25,  1906.  2:620—70  and  77.  A 
$23,000—23,000.  other  consid  and  100 

12th  st.  No  136,  s  s,  425  e  7th  av,  25x103.3,  5-sty  brk  tenement. 
The  A  C  &  H  M  Hall  Realty  Co  to  Florence  Ball.  Mort  $32,- 
000.     Aug  28.     Aug  30,  1906.     2:607-25.     A  $17,000-$36,000. 

other  consid  and  100 

13th  st,  Nos  313  and  315,  n  s,  171  e  2d  av,  46x103.3,  two  5-sty 
brk  dwellings.  Kotzen  Realty  Co  to  Joseph  Harbater  and 
Solomon  Silk.  Mort  $42,000.  Aug  24.  Aug  27,  1906.  2:455— 
58   and   59.     A   $26,000— $32,000.  other  consid  and   100 

13th  st.  No  428,  s  s,  294  w  Av  A,  24.4x103.3,  4-sty  brk  tene- 
ment and  store  and  4-sty  brk  tenement  in  rear.  Irving  Bach- 
rach  et  al  to  Ralph  Bellino.  Mort  $15,000.  Aug  23.  Aug  25. 
1906.     2:440—22.     A  $11,000-$14,000.  100 

19th  st.  No  508,  s  s,  140  e  Av  A,  2,5x92,  1-sty  brk  store.  I 

19th  st.  No  510,  s  s,  105  e  Av  A,  25x92,  3-sty  brk  building  and| 
store.  I 

Charlotte  Liebert  widow  to  Chas  H  Liebert,  N  Y,  Charlotte  Rip- 
pel,  Mt  Vernon,  N  Y,  and  Robert  Liebert,  of  Bardonia,  N  Y, 
being  children  and  HEIRS  of  John  A  Liebert.  Q  C.  Nov  19, 
1904.     Aug  29,  1906.     3:976—50  and  51.     A  $12,000— $17,000.  nom 

25th  st,  No  244,  s  s,  405  w  7th  av,  15x78.9.  4-sty  brk  dwelling. 
W  E  Sutherland  to  Adolph  Altman.  Mort  $10,000.  Aug  17. 
Aug  24.  1906.    3:774— IM.     A  $7,000— $9,000.  100 

29th  st.  No  217,  n  s,  210.3  e  3d  av,  24.9x98.9,  6-sty  brk  tenement 
and  store.  Samuel  Lacs  GUARDIAN  Jacob  M  Lacs  to  Benjamin 
Fishman.  Mort  .$36,750.  Aug  29.  Aug  30,  1906.  3:910—13. 
A  $10,500— $26,000.  other  consid  and  100 

31st  st.  No  12,  s  s,  197  w  5th  av,  28x— .  I 

31st  st,  s  s,  adj  above  on  west.  I 

Agreement  as  to  release  of  agreement,  &c.  Mechanical  Engi- 
neers Library  Assoc  to  Esther  E  Cohen.  June  26.  Aug  24. 
1906.     3:8.32.  nom 

32d  st.  No  342,  s  s,  170  w  1st  av,  36.x9S.9,  3-sty  brk  tenement 
and  store.  Rosehill  Realty  Corporation  to  Sarah  Rosenbaum. 
Mort  $13,000.  Aug  23.  Aug  24,  1906.  3:937—46,  A  $6,700— 
$7  500.  other  consid  and   100 

32d  st.  No  23,  n  s,  348.9  w  5th  av,  23.9x98.9,  5-sty  brk  building 
and  store. 

Broadway.  No  916,  e  s,  42  s  21st  st,  18x56.1x17.3x61.3,  4-sty  brk 
building  and  store. 

Howland  Pell  TRUSTEE  Mary  D  Pell  to  F  Livingston  Pell, 
Leta  P  Wright,  James  D  Pell.  Walden  Pell  3d  and  Sophia  G 
Bishop.  Aug  22.  Aug  28.  1906.  3:834—28,  A  $71,0OO-$95,0O0; 
3:849—65,  A  $72,000— $82,000.  nom 

33d  st,  s  s,  249.8  e  9th  av,  strip  0.4x98.9.  PARTITION.  Alfred 
E  Omraen  (ret)  to  The  Penn,  N  Y  &  L  I  R  R  Co.  Aug  24.  Aug 
25,   1906.     3:756.  2.000 

84th  st.  No  254.  s  s,  200  e  8th  av,  32.1x98.9,  3-sly  stone  front 
dwelling.  Wm  H  Neuberger  to  Wm  C  Strange  and  Loton  H 
Slawson.  Mort  $70,000.  Aug  28.  Aug  29,  190(5.  3:783—75. 
A  $75,(X)0— $80,000.  other  consid  and  KJO 

34th  st,  No  140,  s  s,  275  s  e  7th  av,  25x98.9,  5-sty  stone  front 
tenement  and  store.  Mary  E  Keister  to  Chas  A  Puffer,  of  Mer- 
cer, Missouri.  B  &  S.  Mort  $72,500.  June  22.  Aug  29,  1906. 
3:809—67.     A  .$90,000— $97,000.  nom 

36th  st.  No  312,  s  s,  1.50  w  8th  av,  25x98.9,  4-sty  brk  tenement 
and  3-sty  frame  tenement  in  rear,  Mary  A  Berndt  et  al  HEIRS, 
&c,  Valentine  Hattemer  to  Alfred  C  Bachman.  June  29.  Aug 
29,  1906.     3:7.59—51.     A  $10,500— $14,500.  100 

Same  property.  Alfred  C  Bachman  to  Atlantic  Realty  Co.  B  &  S. 
Mort  $20,0(X>.     Aug  28.     Aug  29,   1906.     3:759. 

other  consid  and  100 
36th   st.   No  55,   n  s,   215   e   6th   av,   20x98.9,   4-sty   brk   dwelling. 
Release  dower.     Abby  M  Wiggin  to  Fredk  H  Wiggin.     Q  C.     Aug 
24.     Aug  29,  1906.     3:8.38—13.     A  $50..500— $59,500.  nom 

39th  st.  No  319,  n  s,  275  e  2d  av,  25x98.9.  5-sty  brk  tenement 
and  store.  Bernhard  Klingenstein  to  Isidor  R  Isaacs  and  Mor- 
ris R  Stang.  Mort  $15,000.  Aug  6.  Aug  30,  1906.  3:945—14. 
A  $9,000— $15,000.  other  consid  and  100 


Same  property.  Isidor  R  Isaacs  et  al  to  Charles  Rosentover.  Mt 
$20,0(10.     Aug  28.     Aug  30.  1906.     3:945.         other  consid  and  100 

42d  st.  No  304,  s  s,  85  e  2d  av,  15x98.9,  4-sty  brk  dwelling. 
Magdalene  Riedel  widow  and  EXTRX  Francis  Riedel  to  Samuel 
Braunstein.  Aug  27.  Aug  28,  1906.  5:1334 — 19i,i.  A  $6,0(X)— 
$7,500.  other  consid  aand   100 

42d  st.  No  248,  s  s,  249.6  e  8th  av,  16.8x98.9.  5-sty  stone  front 
dwelling.  Cornelia  McG  Cunningham  INDIVID  and  EXTRX, 
&c,  Wm  Cunningham  to  Munson  H  Peet.  Mort  $36,000.  Aug 
28,  1906.     4:1013—54.     A  $33.000 .  100 

Same  property.  Cornelia  McG  Cunningham  to  same.  Mort  $36,- 
000.      Aug  28,   190(!.     4:1013.  100 

42d  St.  No  248,  s  s,  219.6  e  8th  av,  16.8x98.9,  5-sty  stone  front 
dwelling.  Munson  H  Peet  to  C  V  Oden  Hughes.  Mort  $42,000. 
Aug  28,  191K).     4:1013—54.     A  $33,000 .  other  consid  and  100 

48th  st.  No  326,  s  s,  325  e  2d  av,  25x100.5,  1-sty  brk  store. 
Frederick  Schumacher  to  Elizabeth  Schumacher.  1-3  part.  All 
title.  B  &  S.  Aug  25.  Aug  27,  1906.  5:1340—39.  A  $9,000— 
$10,000.  750 

52d  st.  No  322.  s  s,  2(36.4  w  Sth  av,  16.7x100.5,  4-sty  stone  front 
dwelling.  Sophie  M  C  Ewer  to  Mary  H  Ewer.  Mort  $7,.oO0. 
Aug  27.      Aug  29,   1906.     4:1042—13%.     A   $8,(X)0— $10,000.     nom 

53d  st.  No  246,  s  s,  116.8  w  2d  av,  16.8xl(X).5,  3-sty  brk  dwell- 
ing. Laura  E  Weis  to  Frank  Hillman  and  Joseph  Golding.  B 
&  S  and  C  a  G.  Mort  $7,000.  Aug  18.  Aug  30,  1906.  5:1326 
—291/2.     A  $6.500— $S,(X)0.  nom 

57th  st.  No  429,  n  s,  315  w  9th  av,  20xl(X).5,  5-sty  stone  front  ten- 
ement. J  Henry  Dutting  to  Anton  Meyering.  Aug  30,  1906. 
4.1067—191^.     A  $9,000— $18,500.  other  consid  and  100 

59th  St.  No  611,  n  s,  175  w  West  End  av.  25x100.5,  4-sty  brk  tene- 
ment and  store  and  4-sty  brk  tenement  in  rear.  Geo  B  Clifton  to 
N  Y  State  Realty  &  Terminal  Co.  July  25.  Aug  27,  1906. 
4:1171—25.      A    $5,000-$9,000.  nom 

59th  st.  No  609,  n  s,  1.50  w  West  End  av,  2.5x100.5,  2-sty  brk 
tenement  and  store  and  4-sty  brk  tenement  in  rear.  John  T 
Gegan  to  N  Y  State  Really  &  Terminal  Co.  April  4.  Aug  27, 
1906.      4:1171—26.      A   $5  000— $6,000.  nom 

59th  st.  No  311,  n  s.  253  w  Broadway,  old  line,  before  Grand  Cir- 
cle and  Boulevard  were  laid  out.  22x100.5.  2-sty  brk  stable. 
Oliver  L  Jones  to  Rosalie  A  Oakley.  Aug  27.  Aug  29,  1900. 
4:1112.  nom 

59th  st.  No  309,  n  s.  235  w  Broadway,  old  line,  18x100.5, 
part  2-sty  brk  stable.  Release  mort.  John  L  Gardiner  and  ano 
TRUSTEES  Oliver  H  Jones  to  Rosalie  A  Oakley.  July  27.  Aug 
29,   1900.     4:1112.  nom 

00th  st.  No  207,  n  s,  125  w  Amsterdam  av,  2.5x100.5,  5-sty  stone 
front  tenement.  Annie  wife  Jacob  Hyman  to  Jacob  Hyman. 
Mort  $12,.500.  Aug  24.  Aug  25,  190(j.  4:1152—27.  A  $5,000— 
$14,000.  other   consid  and  100 

61st  st.  No  303,  n  s,  75  e  2d  av,  25x75,  5-sty  brk  tenement. 
Jacob  Hymes  to  Nellie  J  Hymes.  Mort  $18,500.  Aug  23.  Aug 
24,    19(X!.      5:1436.  100 

Same  property.  Irving  Bachrach  et  al  to  Jacob  Hymes.  Mort 
$18..5(W.  Aug  23.  Aug  24,  1906.  5:143(>— 1%.  A  $7,500— 
$14,0CK(.  100 

62d  St.  No  337,  n  s,  279  w  1st  av,  17x100.5,  3-sty  stone  front 
dwelling.  FORECLOS.  August  P  Wagener  ref  to  John  Bozzuffi. 
Aug  28.     Aug  30,    1906.     5:1437—15.     A   $6,000— $7,500.       7,400 

62d  st,  Nos  152  to  158,  s  s,  1(X)  e  Amsterdam  av,  100xl(X).5,  four 
5-sty  brk  tenements.  Geo  W  Korn  to  Moss  Realty  Co.  B  &  S. 
Mort  $105,000.  Aug  26,  1905.  Aug  29,  1900.  4:1133—57  to 
60.      A   $64,000- $1(10,000.  nom 

63d  St.  Nos  203  to  223,  n  s.  100  w  Amsterdam  av.  275x100.5, 
eleven  5-sty  brk  tenements.  Geo  W  Korn  et  al  to  Moss  Realty 
Co.  B  &  S.  Mort  $2.56,000.  Aug  26,  1905.  Aug  29,  1906. 
4:1155—18  to  28.     A  $55,000— $165,000.  nom 

67th  st,  No  432,  s  s,  140  w  Av  A,  40x100.5,  6-sty  brk  tenement. 
Max  Warshauer  et  al  to  Rachel  Samuels.  Mort  $49,250.  Aug 
KV     Aug  24,   1906.     5:1461.  other  consid  and   100 

67th  st  I  s  s,  10()  e  3d  av,  90x200.10  to  n  s  66th  st,  vacant.     Stand- 

6(ith  st  I  ard  Operating  Co  to  Max  J  Kramer  and  Henry  Rock- 
more.  Mort  $81,000.  Aug  28.  Aug  29,  1906.  5:1421—5  and 
42.      A   $86,000— $86,000.  other  consid  and   1(W 

(59th  st.  No  110,  s  s,  100  w  Columbus  av,  18x100.5,  4-sty  stone 
Roy  S  Howe  to  Hattie  B  Howe.  Mort  $21,500. 
4:1140—37.      A    $12,50O-$21,0O0. 

other  consid  and   100 
s   s,   74  e  2d  av.   20x100.5.  5-sty   brk   tenement 
and   store.      Morris   D   Saldinger   to   Mary  Isaacowitz   and  Tessie 
Friedman,   of  Brooklyn.     Mort  $23,000.     Aug  13.     Aug  28.  1906. 
5:1444 — 181/2.     a   $9.500— $18  000.  other  consid   and    100 

72d  St.  Nos  307  to  313.  n  s,  85  e  2d  av,  115x102x115x102.2,  four 
4-sty  stone  front  tenements.  Hugo  Frohmann  et  al  to  Emma 
Frohmann.  1-3  interest  of  right,  title  and  interest.  All  liens. 
Jan  23.  1905.  Aug  27,  1906.  5:1447—5  to  8.  A  $48,000— 
$.86,000.  nom 

74th  st.  No  484.  s  s,  225  w  Av  A,  25x102.2,  5-sty  brk  tenement. 
Simon  R  Schultz  to  Moses.  Jacob  and  Joseph  Welsman.  Mort 
$27,500.     Aug  30,  190(3.     5:1468—34.     A  $7,000-$16,000. 

other  consid  and  100 

74th  St.  Nos  402  to  408,  s  s,  113  e  1st  av,  100x102.2.  MortI 
$80,(V)0.  I 

74th  st.  No  416,  s  s,  288  e  1st  av,  25x102.2.     Mort  $20,000.  I 

five   7-sty   brk   tenements   and   stores.  | 

Yorkville  Realty  Co  to  Michl  Miller,  Brooklyn.  Dec  30.  1904. 
Rerecorded  from  Dec  31.  1904.  Aug  24,  190(3.  5:1408—37  and 
41  to  44.     A  $35.000— $150,000.  other  consid  and  100 

77th  st,  No  325.  on  map  No  327,  n  s,  275  e  2d  av,  25x102.2,  4-sty 
stone  front  tenement,  Samuel  Malawista  to  Moses  Levi.  Mort 
$14,000.  Aug  27.  Aug  28,  1906.  5:1452-12.  A  $9,000- 
$10,000.  other  consid  and   100 

80th  st.  No  143,  n  s,  368.9  w  Columbus  av,  19x102.2.  4-sty  and 
basement  brk  dwelling.  Adolph  Platky  to  Eliz  A  Barry.  % 
part.  Mort  $19,000.  July  26.  Aug  27.  1906.  4:1211—17.  A 
111  000— $22,000.  other  consid  and  100 

86th  St.  No  131.  n  s,  310  w  Columbus  av.  20x100.8.  4-sty  and 
basement  brk  dwelling.  Francis  M  Wilson  to  Eugene  Vallens. 
Aug  25.     Aug  30.   19(«5.     4:1217-20.     A  $16..500— $32,000. 

other  consid  and  100 

8Gth  st.  No  449,  n  s,  74  w  Av  A,  26x80,  4-sty  stone  front  tene- 
ment. Charles  Loomer  to  Karl  Markowitz.  Mort  $19,(X)0.  Aug 
29.     Aug  30,  1906.     5:1566—21.     A  $8,500-$17,000. 

other  consid  and  lOO 


front  dwelling. 
Aug   29,    1906. 

70th   st.   No   302 
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Cooper  Iron  Works 

a  JOHN  COOPER,  Proprietor 

Works :  Emmett  Street  &  Avenue  D,  Newark,  N.  J. 
New  York  Office :  I  Madison  Avenue 


IRON  and  STEEL  WORK 

FOR 

BUILDINGS,  BRIDGES,  &c. 


S7th  St.  No  435,  n  s,  185  w  Av  A,  21.(;xl<XI..S,  3-sty  stone  front 
dwelling.  Edw  C  Knauff  to  John  Sack.  Mort  $5  (MK).  Aug  30, 
1901).     5:1507—17.     A  $0,000— $10. ()(_K).  other  consid  and  100 

!XHh  St,  No  124,  s  s,  320.0  w  Columbus  av,  2(!.OxlOO.S,  5-sty  brk 
tenement.  Nicholas  Neuberth  to  John  H  H  Ahreus.  Aug  30. 
1900.     4:1220-40.     A  $12,.50O-f27,(X)O. 

other  consid  and  100 

04th  St,  No  170,  s  s.  05  e  Amsterdam  av,  3,5x91.0  to  c  1  old 
Apthorps  lane  xo5x90.3.  5-sty  stone  front  tenement.  Mary  F 
Campbell  to  John  J  Campbell,  of  Brooklyn.  Mort  $15.0(K). 
July  18.  1900.     Aug  28,  1;;rmj.     4:1224—61.     A  $17,000— $31,0(.I0. 

nom 

OSth  St,  No  152,  s  s,  175  w  3d  av,  25x100.11,  4-sty  stone  front 
tenement.  Israel  Sachs  to  Israel  Kanowitz.  All  title.  Mort 
$14  00(».  Aug  10.  Aug  27,  1900.  0:1(125- -44.  A  .$0,.5(XI— 
.$13,000.  other  consid  and   100 

100th  St.  No  (!(!,  s  s,  148.3  w  Park  av,  2.5x100.11.  5-sty  brk  ten- 
ement. Jacob  Goldstein  et  al  to  Mark  Blumenthal  and  Lou:* 
Lese.  Mort  $22,700.  Aug  29.  Aug  3t».  1900.  0:100.5 — 13.  A 
$8,50(.>— $24,(XI0,  other   consid   and   100 

JOOth  St,  Nos  18  and  20,  s  s,  105  w  Central  Park  West,  45x100.11. 
0-sty  brk  tenement  and  store.  Isabella  Jaffe  and  ano  to  Isaac 
Goldovitz.  Mort  $.58,2.50.  Aug  29.  Aug  30,  1!KK!.  7:183.5 — 40. 
A  $19,000— $50,000.  other  consid  and  100 

101st  St.  Nos  307  and  309,  n  s,  125  e  2d  av,  50x100.11,  two 
5-sty  brk  tenements  aand  stores.  Julius  Berkowitz  et  al  to 
Julius  B  Ikelheimer  and  Morris  Mendel.  Mort  .$37,250.  Aug 
15.     Aug  28,  1900.     0:1073-0  and  7.     A  $12.000— $3().0<X). 

other  consid  and   1(10 

102d  St,  n  s,  227.0  e  Park  av,  50xl(X>.ll,  vacant.  Release  judg- 
ment. Middleton  S  Borland  to  Abraham  Nevins  and  Harry  W 
Perelman.  Aug  24.  Aug  28.  19(X>.  0:1030—10  and  11.  A 
$13  CMJO— $13,000.  nom 

102d  St,  n  s,  227.0  e  Park  av,  .50x100.11.  vacant.  Abraham 
Nevins   et   al   to   Harris   Rjchman   and   Louis   Greenfield.      Morts 

. .%  of  .$45..500.  July  31.  Aug  28,  1900.  G:1030— 10  and  11.  A 
$13,000— $13,000.  other  consid  and   lOO 

lC|2d  st.  No  104,  s  s,  245  w  3d  av,  20x100.11.  4-sty  stone  front 
tenement.  Morris  Pick  to  Max  Desatnick  and  Harry  Beller. 
Mort  $11,100.  Aug  25.  Aug  27,  1900.  0:1029^01/2.  A  $5,000 
— $9.01K>.  other  consid  and   100 

102d  St,  No  215,  p  s,  230  e  3d  av,  25x100.11,  5-sty  brk  tenement 
and    store.       Rosalie    Zipser    to    Hyman    Block.      Mort    $22,000. 

f,  Aug  25.     Aug  29,  1900.     6:10.52-10.     A  $7,(MXI— $18.(H)0. 

other  consid  and   100 

103d  St.  No  23,  n  s,  95  w  Madison  av,  2.5x100.11.  0-sty  brk  tene- 
ment and  store.  Standard  Operating  Co  to  Max  Friedman. 
Mort  $20,000.  Aug  28.  Aug  29,  1900.  0:1009—13.  A  $12.- 
000 .  other  consid  and  100 

103d  St,  No  23,  n  s,  30O  e  5th  av,  25x100.11,  0-sty  brk  tenement 
and  store.     Max  J  Kramer  et  al  to  Standard  Operating  Co.     Mort 

$20,000.     Aug  27.     Aug  29,  1900.     0:1009—13.     A  $12.000 . 

other  consid  and  KM) 

104th  St, -No  24,  s  s,  95  w  Madison  av,  25x100.11,  0-sty  brk  tene- 
ment and  store.  Standard  Operating  Co  to  Nathan  and  Samuel 
Harris.  Mort  $26,000.  Aug  28.  Aug  29,  19(M1.  0:l(iO9— 00.  A 
$12,000 .  other  consid  and   100 

104th  St,  No  24,  s  s,  300  e  5th  av,  25x100.11.  0-sty  brk  tenement 
and  store.  Charles  Kramer  et  al  to  Standard  Operating  Co. 
Mort  $20,000.  Aug  10.  Aug  29,  1900.  6:1(J09— 00.  A  $12.(X)0 
— .  other  consid  and  100 

100th  st,  n  s;  223.11  e  Columbus  av.  73.7xlOO.ll.  vacant.  Monte- 
rey  Realty  &  Construction  Co  to  Abraham  Felt  and  Harry  Ma- 

(.  lakoff.      Mort   $45,0(X).      Aug  27.     Aug  30,   HKHJ.      7:1842. 

other  consid   and   100 

107th  St.  No  209.  n  s,  175  e  3d  av,  25x100.11.  4-sty  brk  tene- 
ment. Meyer  Jarmulowsky  et  al  to  William  Abrahams.  Aug 
23.      Aug  27,    1900.     0:1057-8.      A   $7.000— $14,000.  nom 

107th  st.  No  209,  n  s,  175  e  3d  av,  25x100.11,  4-sty  brk  tene- 
ment. Bank  of  M  &  L  Jarmulowsky  to  Meyer  and  Louis  Jar- 
mulowsky. All  liens,  Dec  20,  1905.  Aug  27,  1900.  0:1057— 
8.      A    $7,000— $14.(:hi0.  nogi 

109th  st.  No  205,  n  s,  125  w  Amsterdam  av,  25x100.11,  5-sty  brk 
tenement.  Martin  J  Bevans  to  John  J.  Johanna  and  Julias 
Schwartz,  joint  tenants.  Mort  $29,000.  Aug  11.  Aug  24,  1901!. 
7:1881—27.      A    $1].(HH»— $20  (MX).  other    consid    and    KXt 

Same  property.  John  J  Schwartz  to  Martin  J  Bevans.  Mort 
$29,0W.     Aug  10.      Aug  24.   1901).      7:1881.       other  consid  and   100 

109th  St.  Nos  208  and  210,  s  s,  147.0  e  3d  av.  37.0x100.11,  0-sty 
hrk  tenement  and  store.  Harris  N  Goodstein  et  al  to  Wolf 
Parker  and  Joseph  Goldner.  Mort  $.50,000.  Aug  28.  Aug  30, 
1900,     0:1058 — 42.      A  $11.000— p  .$35,000.     other  consid  and   100 

110th  St.  No  54.  s  s.  20  e  Madison  av,  10.8x100.11,  4-sty  stone 
front    dwelling. 

llOth  St.  No  .50).  s  s,  30.8  e  Madison  av,  IC.SxlOO.ll.  3-sty  stone 
front    dwelling. 

Katharine  Marinus  widow  to  Annie  E  Marinus.     14  part.     Aug  21. 
Aug    24.    1900.      0:1015—51.      A    $5,5(M.>— .fO.fKX*.  nom 

112th  St.  Nos  228  to  232,  on  map  Nos  230  and  232,  s  s,  295  e 
3d  av,  49.11xl(Xl.ll,  O-sty  brk  tenement  and  store.  Julius  Ber- 
liner et  al  to  Louis  L  Goldstein.  Mort  $48,000.  Aug  20.  Aug 
28.   1900.     0:l<i01.  other  consid  and  100 

112th   St.   No  200.   s  s.   100  w  7th  av,  16.8x100.11. 

112th  St.  No  208.  s  s.  110.8  w  7th  av,  10.8xl(X).il. 
two   3-sty   and   basement   stone   front   dwellings. 

'  Solomon  Kluge  to  James  J  Stettheimer,  .-Ml  liens.  April  20. 
Aug  27.   1000.      7:1827—37  and  .38.     A  $13.(X)0— $20,000.  nom 

112th  St.  Nos  2.34  and  230,  s  s,  344.11  e  3d  av.  49.11x1(10.11,  0- 
sty  brk  tenement  and  store.  Julius  Berliner  et  al  to  Sigmund 
Moses.     Mort  $48,000.     Aug  20.     Aug  28,   1900.     0:1001. 

other   consid  and   100 

114th  st.  No  44,  s  s,  431.8  e  Lenox  av.  18.4x100.11.  3-sty  and 
basement  brk  dwelling.-  Pauline  Fenischel  to  Jennie  Stechler. 
Mort  $8,000.  Aug  25.  Aug  25,  1900.  0:1.597— .54.  A  $7..50ll— 
$10.0(X».  other  consid   and   KX) 

114th  st.  No  46,  s  s,  414  e  Lenox  ay,  17.8xl(X).n.  3-sty  and  base- 
ment   brk    dwelling.      Sarah    Schlesinger    to    Jacob    Schefkowitz. 

1'    ,    ., 


Mort  $11.0(X>.  Aug  22.  Aug  24.  1900.  0:1597—54%.  A  $7.(XH) 
—$10. .509.  other  consid   and   KX) 

114th  St.  Nos  .208  and  210,  s  s,  122.4  e  3d  av,  42.4xKI().ll.  0-sty 
brk  tenement  and  store.  Morris  Punch  to  Solomon  Drimmer. 
Mort  .$21  .5CM).  Aug  24.  Aug  28,  1900.  0:1003—47.  A  $12,500 
— P  $45,0(10.  other  consid  and   100 

IKith  St.  No  1.52,  s  s,  25  e  Lexington  av,  25xKKJ.ll,  5-sty  stone 
front  tenement.  Jacob  A  Rauth  to  David  Yesky.  1^  part.  Mt 
$27(Xl(>.  Aug  28.  Aug  30,  1900.  0:Ki43— 51.  A  $12,000— 
$25  000.  other   consid   and   100 

117th  st,  No  55,  n  s,  128  e  Madison  av,  33xKX).ll,  5-sty  brk 
tenement.  Austin  B  Fletcher  and  ano  TRUSTEES  Jackson  S 
Schultz  to  Barnett  Goldstein  and  Alexander  Felman.  C  a  G. 
Aug   1.     Aug  29,   1900.     0:102.3—20.     A  $12.(HI0— $29,(XM).     35.000 

118th  St.  Nos  123VS.  125  and  127.  on  map  Nos  125  and  127.  n  s, 
240  e  Park  av,  .50x](K).ll,  0-sty  brk  tenement.  Louis  Gordon 
et  al  to  Morris  L  Goldstein.  Mort  $70.(K)0.  Aug  23.  Aug  24, 
19(Xi.     0:1707-11.     A  $0,(KX>— P  $45.(XK).  other  consid  and  100 

ll.Sth  st,  n  s,  KMI  e  Amsterdam  av.  50xK.>0.11,  vacant.  Samuel 
Mandel  to  Abraham  Felt  and  Harry  Malakotf.  Mort  $20.0(K(. 
Aug  27.     Aug  30,  1900.     7:19(52—5  and  6,     A  $22,1  l(K)— .$22,000. 

■     other  consid  and  100 

118th  St.  No  9.  n  s.  182.3  w  5th  av,  27.9x100.11.  5-sty  stone  front 
tenement.  Sigmund  Lewy  to  Frida  Kadisch.  Mort  $29,(XIO. 
Aug  30,   190(j.      (>:1717— 29.     A  $13,000— $20,(XJO. 

other  consid  and  KX) 

119th  st.  No  225,  n  s,  310  w  2d  av,  25x100.11,  5-sty  brk  tene- 
ment. Berthold  Bendheim  to  Otto  Fichtner.  Mort  .$24, (KM). 
Aug  28,   19(Xi.     0.1784—12.     A   $7,000— .'(:25.tHH). 

other  consid  and  100 

120th  st.  No  .38,  s  s,  373.4  w  5th  av,  18.4x100.11,  3-sty  and  base- 
ment stone  front  dwelling.  Matilda  Leerburger  to  Pauline  wife 
Morris  Gross.  Mort  $11,000.  Aug  23.  Aug  29.  11X)0.  0:1718— 
51.     A  $9.(101.1— $18,(MI((.  other  consid  and  KX) 

]2(lth   st,    Nos   33(1   to  3:!0,   s   s,   2.30  w    1st   av,   73.0xl(Kl.lO.   two 
0-sty    brk    tenements    and    stores.       Wm    J    Greenfield    et    al    to 
Montgomery    Rosenberg.      B    &    S.      All    liens.      Aug    27.      Aug - 
28.   I'.MIO.     0;17!K)— 38  and  40.     A  $13..50O— P  .$22,500.  nom 

122d  St.  No  308.  s  s.  118.4  e  2d  av.  18.4x100.11,  4-sty  brk  tene- 
ment. Golde  Cohen,  of  Brooklyn,  to  Meyer  Kurlandzik.  of 
Brooklyn.  %  part.  Mort  '^  of  all  liens.  Aug  23.  Aug  30,  1900. 
0:1798—53.     A  $4.(X)0— .$9,0(X).  nom 

124th  St.   Nos  02  and  04.  s  s.   150  e  Lenox  av,  7.5x100.11,   two  0- 
sty  stone  front  tenements.      Samuel  Werner  to  Joseph  and  Isaac      , 
Breakstone.     Mort  $113,000.     Aug  29.     Aug  30,   190(5.     0:1721— 
(i3  and   05.      A  .$38.5(X)— $135.(KM).  100 

127th  st,  No  70,  s  s,  105  w  Park  av,  25x99.11,  3-sty  frame  dwell- 
ing. Jacob  Weinstein  to  Simon  Wolk.  Mort  $9,0(X).  July  31. 
Aug  24,  1906.     6:1751—44.     A  $8,000— $10,000. 

other  consid  and  100 

129th  st,   Nos  ,35  and  37,   n   s,  .341.8  e  Lenox   av.  50x99.11,  0-sty  » 
brk   tenement.      Jacob  W^einstein  et  al   to  David  Click  and  Sam- 
uel   Ladner.      Mort   $00,000.      Aug   27.      Aug  28.    1906.      0:1727. 

.    other  consid  and  100 

129th  st,  No  27.  n  s.  483  e  Lenox  av,  41.4x99.11,  0-sty  brk  tene- 
ment. Release  mort.  Harris  Mandelbaum  and  ano  to  Max 
Lurie  and  Jacob  Weinstein.  Aug  23.  Aug  24.  1906.  0:1727 — 
21.      A    $17.(X)0— P  .$.35,000.  nom 

1.32d  st.  No  554,  s  s,  325  w  Amsterdam  av,  25x09.11,  5-sty  brk 
tenement,  Hannah  Theobald  to  Louis  M  Relnach.  Mort  $20,- 
(KX).     Aug  30.   190(5.     7:1986—4(5.     A  $(5.500— $21,000.  100 

133d  st,  Nos  00  and  02,  s  s,  05  w  Park  av,  40x99.11,  two  3-sty 
stone  front  dwellings.  Wm  H  Konther  to  Marks  Moses.  Mort 
$13,000.  Aug  23,  Aug  28,  1900.  0:1757—41  and  42.  A  $9,000 
-$14,000.  nom 

135th    St.    No    17    West.      Agreement    as    to    delivery    of    tenement 
house  violation  of  certificate  as  to  time   that  mortgage  shall  be 
due.       Annie     De     Jonge    with     Yettie     Nash.       Aug    28,     1906.    . 
(!:1733.  

135th  st,  No  17,  n  s,  21(5.8  w  5th  av,  18.4x100,  4-sty  brk  tene- 
ment.     Annie    De   Jonge    to   Yettie    Nash.      Mort    $13,000,      Aug 

28,  liXX).     (1:1733—28.     A  $7.300— $12.0110.  100 
139th   St.   Nos  502  and  .504,   s  s,   KX)  w  Amsterdam  av,   .50.v99.11. 

6-sty  brk  tenement.  CONTRACT.  Abraham  Schlesinger  and 
ano  with  Alex  Brodow.  Mort  .$65..500.  Aug  24,  1906.  7:2070— 
47.     A   $10.000— P  $40,000.  75.500 

141st  st,  s  s.  KM)  w  .Amsterdam  av.  25x99.11.  vacant.     Henry  Fox 
to   Isaac   Lewkowitz.      Vz   part.      Mort   .$(5,000.      Aug  8.      Aug  30.  ^ 
1900.     7:2072—37.     A  .$0.0(Xt— $(5,000.  other  consid  and  100 

143d  st,  Nos  122  and  124,  s  s,  308.4  w  Lenox  av,  40.8x99.11,  0-sty 
brk  tenement.  Wm  Sax  et  al  to  Simon  Myers  and  Harry  Aron- 
son  Mnrt  $40.(XX).  Aug  24.  Aug  25,  19(X5.  7:2011.  A  $12,5(.K) 
P  $35,000,  other   consid  and  100 

144th  st,  Nos  112  to  118,  s  s,  275  w  Lenox  av,  100x99.11,  two 
O-sty  brk  tenements.  Harris  Maskin  to  Louis  Hyman.  Un- 
divided right,  title  and  interest.  All  liens.  Aug  24.'  Aug  27. 
1006.      7:2012—45    and    47.      A    $30,(  KX)— !)!80.(XM ).  nom 

147th  St.  No  502,  s  s,  100  w  Amsterdam  av,  25x90.11,  5-sty  brk 
tenement.  John  J  Schw;artz  to  Martin  J  Bevans.  Mort  $27,500. 
Aug  10.      Aug  24.   1906.      7:2078—37.      A   $10.0(XJ— $24.(KK_». 

other  consid  and  100 

Same  property.  Martin  J  Bevans  to  John  J.  Johanna  and  Julia 
Schwartz,  joint  tenants.  Mort  $27,500.  Aug  11.  Aug  24.  1906. 
7:2078.  other   consid   and   100 

lOOth  st.  No  510,  s  s,  157  w  Amsterdam  av,  18x85,  2-sty  brk 
dwelling.  Mary  Welcker  to  Thos  P  Corbett.  Mort  $4,000.  Aug 
27.     Aug  30,   1006.     8:2125—38.     A  $3,500— $5..50(). 

other  consid   and   100 

178th  St.  s  s.  100  e  Audubon  av.  45.\01.2x45.1x.88.3.  5-sty  brk 
tenement.      Henrv  Fox  to  Charles  Helborn.      Mort  .$40,000.      Aug 

29.  Aug  30.  lOIXi.     8:2i32— 30.     A  $10.(X)0— P  $20,000.  100 
Amsterdam  av.  Nos  1260  to  12661  n      "w      cor       122d      st,      OO.llx 
122dst..No501         ■           ■■            I      100. 
Amsterdam    av.    w   s.   adj   above   on   north.   — x — . 

Party  wall  agreement.  Jacob  H  Horwitz.  Max  I  Lefkowitz  and 
Israel  Horwitz  with  Henry  Stewart.  Nov  2,  1905.  Aug  25. 
1906.      7:1077.  ■  nom 
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Amsterdam   av.    No   1457,   e   s.   ijO  s   13.'!d   st,   i.'i.CxlOl),    ."-sty   brk 

. tenement    and   store.      Hugo   Frohraann    to   Emma   Fro!imann.      ^^ 

part.  Mort  .$1."),U(H).  May  1.  Aug  27,  liKIH.  7;l'Ji(>— 71.  A 
.fKI.OlKI— $L'4,000.  other    oonsid    and    WO 

Amsterdam  av,  n  e  cor  118th  St.  74.1ltx1(KI.  vacant.  Samuel  Man- 
del  to  Abraham  Felt  and  Harry  Malakoff.  Mort  .^(iO.ddll.  Aug 
27.      Aug  30,   lilOt).      7;1902.  other  coiisid  and   KlO 

Amsterdam  av.  No  3r)3,  e  s,  27.2  s  77th  st,  25x100,  5-sty  brk  ten- 
ement and  store.  Henry  P  Jackson  to  Mannis  J  Geary.  Mort 
.f30,ai0.  Aug  22.  Aug  30,  ]!I0(!.  4:114,«— (-.2.  A  .«1S,(1(I0— )f32.- 
000.  other  consid  and   KM) 

Audubon  av,  c  s.  41.10  s  17Sth  st.  40x1110.2x40.5x1110,  5-sty  brk 
tenement.      Henry  Fox  to  Charles  Helborn.      Mort  .flO.OIKJ.     Aug 

29.  Aug  30,   inOfi.     8:21.32—20.     A  .1;l2..50tl— P  .>i;2llO(«). 

other    consid    and    100 

Av  A,  No  1537,  w  s,  51.0  n  81st  st.  25.4x1011.0.  5-sty  brk  tenement 
and  store.  Kesil  Leibowitz  et  al  to  Alex  Wiener.  Mort  $29,- 
000.     Aug  27.     Aug  30,  1900.     5:1501—23.     A  .*  10,0110— ?23,500. 

-         100 

Av  A,  No  1038,  e  s  .40  n  SOth  st.  20x75,  4-sty  stone  front  tene- 
ment and  store.  Hyman  S  Roth  to  Annie  Roth.  Mort  .$13.7.".0. 
Aug  23.      Aug  28,    IIIOO.      5:158.3—4.      A   .$(1.000— .$11, .'01).  1110 

Av  A,  No  1431.  w  s,  25  s  7(lth  st,  20.1x100,  5-sty  brk  tenement 
and  store.  Nandor  Klein  to  Albert  Hebeler.  Mort  .$1;).0(K). 
Aug  28.     Aug  29.  1900.     5:1470—28.     A  $8.,50O— $20(K)(). 

oher   consid    and    100 

Av  B.  No  0,  w  s.  111.11  s  2d  st,  runs  w  80  x  s  20  x  e  35  x  s  5 
X  e  45  to  av.  x  n  25  to  beginning.  (1-sty  brk  tenement  anl  store. 
Annie  wife  of  and  Louis  Cashman  to  Samuel  Horn.  Mort  $34.- 
000.     Aug  30,   19<Xi.      2:397—38.     A  $13,000— $30,000. 

other  consid  and  100 

Boulevard  Lafayette,  e  s,  parcel  3  and  part  of  7  on  map  Issac  P 
Martin,  bounded  n  by  parcel  4,  east  by  private  road  and  parcel 
2,  s  by  plot  2  and  w  by  said  Boulevard,  x  so  much  of  parcel  7 
on  said  map  being  excluded  from  this  release,  as  lies  w  of  e  s 
said  private  road  adjacent  to  east  of  parcel  4.  Release  mort. 
Seymour  Heymann  to  Rube  R  Fogel.  Aug  23.  Aug  3t),  190(1. 
8:21.39.  nom 

Bowery,  No  350.  w  s,  94.1  n  Great  Jones  st.  19.4x102. 8xl0.5x 
108.3,  5-sty  brk  building  aand  store.  Mary  F  Campbell  to 
John  J  Campbell  her  husband,  of  Brooklyn.  Mort  $14,(K)I>.  Dec 
21.   1!)04.      Aug   28.   190(1.     2:.531— 39.      A   $17.0(M)— .$21,500.      nom 

Bowery,  No  98,  w  s,  100  n  Hester  st.  25x100.  5-sty  brk  loft  and 
store  building.  Mary  F  Campbell  to  John  J  Campbell,  of 
Brooklyn.  Mort  $25  000.  April  2.  Aug  28,  lOIXl.  1:239—34. 
A   $15.900— $28,000.  other  consid   and   100 

Broadway,  w  s.  50.5  n  115th  st,  strip  0.^x7^^.  Simon  H  Stern  to 
Eliz  S  Potter,  of  Cooperstown,  N  Y.  All  title.  B  &  S.  July  9. 
Aug  28.   1900.     7:1890.  nom 

Broadway  |  plot  bounded  n  by  s  s  108th  st,  e  by  c  1  Bloom- 

lOSth  st  I      ingdale    road    (closed),    w    by    w    &   Blooming- 

Bloomingdale  road|      dale  road  and  s  and  s  e  x  w  s  Broadway.     Re- 
lease   Q    C,    &c.      The    City   of   New   York   to    Geo   A   Acken.      All 
-'     title.      Aug  2!),    1900.      7:1893.  200 

Broadway,  s  w  cor  108th  st,  — x —  to  c  I  Bloomingdale  road,  being 
that  portion  of  Bloomingdale  road  now  closed.  Release  Q  C, 
&c.  City  of  New  York  to  Geo  A  Acken.  All  title.  Aug  29. 
190(;.      7:1893.  700 

Columbus  av.  No  20,  e  s.  80.5  s  01st  st,  20x70.0.  4-sty  stone  front 
tenement.  Joseph  L  R  Wood  TRUSTEE  for  Alice  F  M  Wood  to 
Nathan  Ottinger.  All  title.  Aug  9.  Aug  27,  1906.  4:1113— 
04.      A   $10.000— $21,000.  24.000 

Edgecombe  av.  w  s.  749.0  n  1.50th  st.  328..5x— x325xl0n.  I 

St  .Nicholas  pi.  e  s,  1.5(j  n  c  1  153d  st  if  extended,  75x1110.  vacant.] 
James  Seeuler  to  Nichols  Construction  Co.  Mort  $139,000. 
Aug  ]4.     Aug  10.  1900.     7:20.54.  other  consid  and   100 

Haven  av,  w  s.  50  s  170th  st.  produced.  75x103. .3.  vacant.  Louise 
S  Caulon  widow  to  Adolph  Wurzburger.  Aug  24.  Aug  2.5.  19011. 
8:2139.  other  consid  and   100 

Lexington  av.  Nos  101  and  1(j3|  n   e   eor   30th   st.   43.10x100,    12-sty 

SOth  st.  No  131  I      brk  and  stone  hotel.     Sheriffs  cer- 

tificate of  sale.  Nicholas  J  Hayes  (sheriff)  to  Leo  Hutter.  All 
title    of    Brandon    Realty    Co.      July    27,    19t>0.      Aug    25,    lOOji. 

■  ;',:,S8(1— 30.     A  $52.(.1<H)— P  $185.00(1.  800 
Lexington  av.  Nos  1424  to  14.30|  n  w  cor  93d  st.  75.8x40,  5-sty  brk 
93d  st,  Nos  135  and  137               |      tenement     and     store.       Mary     O 

Belknap  to  Dayton  C  Belknap,  of  Daytona,  Florida.  All  title. 
Nov  9.   1905.     Aug  24.  1900.     5:1522—10.  A  .$20.000— $0(1.000.  nom 

Morningside  av  East.  No  25,  e  s.  81.7  s  n7th  st.  19.4x100.  5-sty 
brk  tenement.  Katharine  Marinus  widow  to  Annie  B  Marinus. 
B  &  S  and  C  a  G.  All  liens.  Aug  21.  Aug  24,  r.KJO.  7:1943— 
(14.      A   $11.000— $18  000.  nom 

Park  av.  No  949.  e  s.  82.2  n  81st  st.  20x80.  2-sty  brk  dwelling. 
Rebecca  Dreyfus  to  Joseph  McNamara.  Mort  $12,(100.  Aug  30, 
1900.      5:1510—4.      A   $11,500— $12,(HX>.  nom 

Park  av,  Nos  1190  and  11981  s    w    cor    94th    st.    .50.8x80,    two    5-sty 

94th  st  I      brk      tenements,      store      on      corner. 

Central  Trust  Co  of  N  Y  to  John  C  Barr.  Aug  24.  190(>.  5:1.505 
—.39   and   40.      A   $38.0(_)0— $(12,0(JI).  other   consid   and   100 

Park  av.  No  1800.  w  s.  .57  n  127th  st.  I.'*^x70.  .3-sty  brk  tenement 
and  store.  Release  claims.  &c.  to  Park  av  viaduct.  John  J 
Holfelder  to  N  Y  &  H  R  R  Co  and  N  Y  C  &  H  R  R  R  Co.     June 

30.  Aug  24,   1900.     6:17.52—35.     A  .$3,500— $7,."00. 

other  consid  and  100 
Park  av.  Nos  1921  to  19251  n   e   cor   1.30th   st,   99.11x245,    several    1 
130th  St.  Nos  101  to  113     |      and  2-sty  brk  and  frame  buildings  and 
stores.      CO.'>JTRACT.      Abram    Schlesinger   and   Herman   Fenichel 

with  Joseph  Konigsberg.     Morts  .$ .     Aug  23.     Aug  25,  1.90G. 

0:1779.  353,000 

Pleasant  av,  Nos  301  to  .3071  n    w    cor    llOth    st,    80x48,    0-sty    brk 
110th  St.  Nos  4.55  and  4.57     |      tenement    and    store.      Simon    Lefko- 
witz    to    Isaac    Edelson    and    Max    Shapiro.       Mort    $,S1, ()()(,).      Aug 
20.      Aug  24,   V.mi.     0:1710—24.      A  $17,(XKJ— .$00.()(M>. 

other  consid  and  1(X) 
:  Riverside  Drive,  late  Lafayette  Boulevard,  w  s,  75  n  from  c  1 
l-59th  st  if  extended  and  105.1  along  curving  line  of  said 
Boulevard.  25.,5x 70x20.5x81. 5,  vacant.  Clement  C  Speiden  to 
Alexander  Herbert.  Aug  25.  Aug  27,  1900.  8:213.5—27.  A 
$3,0<X)-$3,000.  other    consid    and    100 

St  Nicholas  av.  No  173.  w  s,  .32.3  s  119th  st,  22,9x107x19.5x95.1, 
5-sty  brk  tenement.      Harry  Roberts  et  al   to  Annie  U   Rosenthal. 

■  Mort  $10,.500.     Aug  30,   19(Xi.      7:1924—53.     A  .$9..500— $17.0(KX 

other  consid  and  100 


West  End  av.  No  873,  w  s.  00.11  s  103d  st,  20x79,3.  3-sty  and 
basement  stone  front  dwelling.  George  Peper  to  Mary  C  Klap- 
pert.      Aug   28.    19011.      7:1.S9()— 21,      A   $12.0(1(.)— .$20  000.  nom 

West  End  av.  No  752.  e  s.  (10  s  97th  st.  40.11x100.  5-sty  brk 
tenement.  Samuel  Roseff  to  Joseph  Stein.  Mort  .$53  OOO.  Aug 
24.      Aug,  2.5,    19(.Mj.     7:18(18—03.     A  $25. (XR»— $.55,000. 

other  consid  and  1(X) 
75.3  n  .59th  st,   25.1x100,   4-sty 


100   w   nth   av,    .50x100,    1-sty 


West  End   (11th)   av.  No  7,   w 
stone   front   tenement  and  store. 

59th    st,    Nos    (;05    and    007.    n    s. 
frame    buildings    and    vacant. 

John  T  Ceg.Tn  to  N  Y  State  Realty  &  Terminal  Co.  Mort 
.$20,000.  March  1,  Aug  27.  IDOO.  4:1171—32  and  27  and  28 
A    $17.000— $23,000.  other    consid   and    1(X> 

West  End  av.  No  3,  w  s,  25,1  n  .59th  St.  25xl<JO.  4-sty  brk  tene- 
ment and  store  and  .'t-sty  brk  tenement  in  rear.  John  T  Gegan 
to  N  Y  State  Realty  &  Terminal  Co.  B  &  S.  May  15  Aug 
27,    1900.      4:1171— :^0.      A   $7  00(J— $9,0<.10.  nom 

1st  av.  No  1110,  e  s,  25  n  (list  st.  25x95,  5-sty  brk  tenement 
and  store.  Louis  T  Lehmeyer  to  Shapiro.  Levy  &  Starr,  a  cor- 
poration. Aug  24.  Aug  25,  1900.  5:145(5—2,  A  $9.(1(K)— $14  - 
■""'OO-  other   consid   and    1(X) 

1st  av.  No  407.  w  s,  20.(1  s  24th  st,  19.9x70.  3-sty  brk  tenement 
and  store.  August  Hueg,  Jr.  to  Herman  G  Loew,  of  Brooklyn. 
1-5  part.  All  title.  Mort  .$(1..50()  and  all  liens.  Aug  29.  Aug 
30.   1900.     3:929—30.      A  $8..50O-$l  1..500.         other  consid  and   100 

1st  av.  No  840.  e  s.  25.4  s  47th  st.  25.3x00.  5-sty  brk  tenement 
and  store.  Frederick  Spular  to  Geo  H  Orear.  Mort  $(i,000. 
Aug   29.      Aug   30,    19011.      5:1358—48.      A   .$9.000— $15,500. 

other  consid  and  100 

1st  av,  Nos  1.50  and  1.58,  e  s,  48,1  s  10th  st,  runs  e  90  x  s  21.2 
X  e  10  x  s  23.1  X  w  100  to  av  x  n  44.3  to  beginning,  two  (1-sty 
brk  tenements  and  stores,  Edw  A  Prentice  to  Maria  Berliant 
and  Bernard  Gordon.  Mort  $08,910,25.  Aug  15.  Aug  25  190(1 
2:437—5  and  0.     A  $28.000— $01,000.  other  consid  and  100 

2d  av.    No    1814  |  s   e   cor  94th   st.  25.8xl(X).   5-sty  brk   ten- 

94th  St.  Nos  300  and  .3021  ement  and  store.  George  Kocher  to  Edith 
I  Pariser.  Mort  $27..500.  Aug  20.  Aug  30,  ISHMl.  5:1,5.5(^-49. 
A    $17,0(10— .$.30,(1(M».  other    consid    and    100 

2d  av,  Nos  1201  and  1203.  n  w  cor  OOth  st.  41.11x100,  0-sty  brk 
tenement  and  store.  Abram  L  Libman  et  al  to  Jacob  Corday. 
Mort  $70,500.  Aug  28.  Aug  29,  190(j.  5:1421—21.  A  $35,000— 
P   $50,000.  100 

2d  av.  No  1409,  w  s.  70.7  n  73d  st.  25.6x100.  4-sty  brk  tenement 
and  store.  Hugo  Frohmann  to  Emma  Frohmann.  '/-  part  right, 
title  and  interest.  All  liens.  Jan  23,  1905.  Aug  27,  19(J(1 
5:1428—24.      A    $15.0(K)— $21,.5(X).  other    consid    and    100 

2d    av.    No   813,    w    s.    KM.1.5    s    44th    st.    25.\S(.>,    5-sty    stone    front 
tenement   and  store.      Bernhard  Horn  et  al  to  Henry  Hof.      Mort 
Aug    28,    1900.      5:1317—24.      A    $14,0(X)— 

other  consid  and  1(X) 
.53.4  s  .83d   st,  25.4x75,  5-sty   brk   tenement 
Blitz    to    William    Aichele.       Mort    $22,()(10. 


$28,000.      Aug   27. 
$20.(J00. 
2d  av.   No   1504,   e   s 
and    store.       Henry 


Aug  28.     Aug  29.   190(1.     5:1.54.5—51.     A  $10,0(X)— .$21.(1(X). 

other  consid  and  100 
3d  av,  No  743.  e  s.  25.5  n  40th  st.  25x75.  5-sty  brk  tenement  and 

store.     Isaac  Sakolski  to  Marie  T  Schuber.     Mort  $21,000.     Aug 

24.      Aug  25.    190(1.      5:132(:^-2.      A  $10,500— .$23,500. 
.  other  consid  and   1(X) 

Same  property.     Henry  Wern  et  al  to  Isaac  Sakolski.     Q  C.     May 

10.      Aug   25,    1900.      5:1320.  nom 

Same    property.      Release    dower.      Kate    wife    Charles    Wern    to 

same.     May  19.     Aug  25.   190(1.     5:1320.  nom 

3d  av.  No  743,  e  s,  25.5  n  40th  st,  2.5x75,  5-sty  brk  tenement  and 

store.     Charles  Wern  and  ano  to  Isaac  Sakolski.     Q  C.     Aug  10. 

Aug   25.    1!)0(1.      5:1320—2.      A   $10,50(j— $23..500.  nom 

Same  property.      Susie  Mang  et  al  to  same.     Mort  $0,000.     July  (i. 

Aug   25.    1900.      5:1320.  29  000 

.3d  av.    No  2313.   s   e   s,   abt   100  n   12.5th   st,   24.11x80.    1-sty   brk 

store.      Louis  J   Kahn   to  Lena   Kahn.      All    liens.      Aug  21.      Aug 

24,  1900.     0:1790—49.     A  $23  (MX)— .$27.CKX).  other  consid  and   100 
3d   av.   No  2238,   w  s,  25.5   s   122d   st.   2.5xl(X).   3-sty   stone   front 

tenement  and  store. 

All   title   to  .3d  av,   w  s,   25.5  s   122d  st.   runs  w  100  x  n  0.3 
1(10  x   s  0.1%. 

Trust  deed.  $1(X).(100  to  be  invested,  &c.  for  benefit  Wolcott! 
Gibbs.  &c.  Eliza  W  Tuckerman  widow  to  Bayard  Tuckerman.  of 
Ipswich.  Mass,  and  Paul  Tuckerman,  of  Tuxedo,  N  Y.  July  31, 
1900.      Aug  28.   190(1.      0:1770—39.      A  .$25,000— .$35.0(X).  nom 

5th  av,  No  1329,  e  s,  100.11  n  111th  st,  2.5x100,  5-sty  stone  front 
tenement.  Katharine  Marinus  widow  to  Annie  E  Marinus.  % 
part.  B  &  S  and  C  a  G.  Aug  21.  Aug  24.  19(XJ.  0:1017—72. 
A    $17.(XI0— $29.(.I<X).  nom 

Gth  av.  No  1.55.  w  s,  43.3  n  11th  st,  20x00,  3-sty  brk  tenement 
and  store.  City  Real  Estate  Co  to  Henry  W  Dammann  and 
Lizzie  Hille.  B  &  S.  Aug  24,  190(5.  2:607—45.  A  $13,5(X>— 
$18,0(X).  other  consid   and    100 

8th  av,  w  s,  98.9  n  31st  st,  strip  0.1x100.  PARTITION.  Alfred 
E  Ommen   (ret)  to  The  Penn,  N  Y  &  L  I  R  R  Co.     Aug  24.     Aug 

25,  ]9(Xi.      3:755.  l.!H)0 
9th  av.   No  728.  e  s.  .50,2  n  49th  st.  20.(;xl()0.  3-sty  brk  tenement 

and  store.  Patrick  Cassidy  to  Lockwood  Realty  Co,  Mort  .$14,- 
000.      Aug  29.      Aug  30,   1!X)(1.     4:1040—3.     A  $13,(X)0— $15,(KX>. 

other  consid  and   1(X) 

11th  av.  No  498.  e  s,  24.9  n  e  .39th  st.  24.8x100,  2-sty  brk  store. 
John  T  Brook  to  Ludin  Realty  Co.  Mort  $11,(XI0.  Aug  20. 
Aug  28,    19(U1.      3:711—2.      A   .$9,()00— $ll.(XlO.  100 

Interior  strip  at  c  1  block  between  44th  and  4.5th  sts  and  1(K)  w 
10th  av.  runs  n  —  x  w  125  x  s  —  x  e  12.5  to  beginning.  Marie 
E  Badeau  et  al  to  Abraham  C  and  John  A  Fiske.  All  title. 
March    17.      Aug  27.    190(1.     4:1073.  50 

Plot  bounded  n  by  Fort  Washington  Depot  road,  on  e  by  Fort 
Washington  Depot  road  and  a  private  road,  s  by  plot  3.  s  w  by  a 
line  10  ft  e  of  a  retaining  wall,  and  runs  n  w  —  parallel  with  w  s 
private  right  of  way  and  on  w  by  w  s  private  road,  contains 
about  10  lots,  being  parcel  4  and  so  much  of  parcel  7  as  lies 
adjoining  and  w  of  parcel  4  to  w  s  of  the  10-ft  private  road  on 
map  Isaac  P  Martin.  Rube  R  Fogel  to  Nora  Steinreich.  Mort 
.$35.(X10.      Aug  23.     Aug  .30.   190(1,     8:21.39.  nom 

MISCELLANEOUS. 

Agreement  or  contract  as  to  shares  and  interest  in  property, 
&c,  in  following:  A  mortgage  for  $3,500  on  property  on  Nos 
17   and   19   Rutgers   pi;    a   mortgage   for  $3,(X)0  on   No   75   East 


Tha   te.xt  ot  these   pages  is  copyrighted.     All  rights  are  reserved.     Notice  is  hereby  given  that  Infringement  will  lead  to  prosecution. 


3°* 


uonTeyanosi 


JXrjK^XJnU      AJMJ      KjiULUMIa 


uroax      ^epiemoer  i,  lyoo 


'      THE    GEORGE    A.  JUST   COMPANY 

WASHINGTON,   D.  C,   "THE  COLORADO"  239  Vernon  Ave.,   Boro.  of  Queens,   New  York  City 

IRONWORK    FOR    BUILDINGS 


114th  St;  equity  ot  .$2,U00  in  property  14Tth  st  and  Beach  av; 
equity  of  .$2,U00  in  property  141st  st  and  Amsterdam  av;  equity 
ot  $12,500  in  property  103d  st,  s  e  ot  Amsterdam  av;  equity 
ot  $9  000  in  property  on  Amsterdam  av.  s  e  ( ?)  of  IGGth  st.  and 
$7,500  in  cash  in  Oriental  Banlc.  Henry  Fo.x  37>^%,  Harry 
Sehiff  37i«7f  and  Samuel  Tillis  25'^c.  each  with  the  other.     Feb 

14.   1005.     Aug  24.   lOOU.  

General  release.  The  H  Clausen  &  Son  Brewing  Co  to  John  J 
Campbell.     Aug  24.      Miscl.      Aug  2S,   1000.  1,500 

BOROUGH    OF   TH£   BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  In  the 
new  Annexed  District   (Act  of  1895). 

*Bronx  Terrace,  e  s,  n  %  of  gore  lot  105  map  Wakefield,  30xl(^. 
Edw  H  Weber  and  ano  to  Pit  Raben.  Mort  $1,800.  Aug  15. 
Aug  30,   190C.  nom 

Dawson  st.  s  s,  100  w  Union  av,  38.4xlG5xCxlG2,  vacant.  Kath- 
erina  wife  of  and  Otto  Freyer  to  Anna  M  K  Loh.  Mort  $2,250. 
Aug  28.     Aug  30.   190G.     10:2065.  nom 

Gouverneur  pi.  No  9,  n  s.  177.9  e  Park  av,  25.6x119,  4-sty  brk 
tenement.     Martin  Bergan  et  al  to  Anna  Brender.     Mort  $11,600. 

.    Aug  27.     Aug  28,   190G.     9:2388.  other  consid   and  100 

♦Hancock  st,  w  s,  4.50.3  n  Columbus  av.  18.9x100,  Van  Nest  Park. 
John  B  Dosso  et  al  to  Sophie  Kruger.  Mort  $3,500.  Aug  27. 
Aug  29,  190<j.  other  consid  and  100 

'  *Hancock    st,    e    s,    250    s    Morris    Park    av,    25x100.       Thomas 
Monaghan   to  Andrew  G  Anderson,     Aug  25.     Aug  27,   19O0. 

other  consid  and  100 

Kelly  st  (152d  st),  n  s,  50  w  Wales  av,  25x72.4x28.11x80.11.  Cer- 
tified copy  of  judgment.  Elizabeth  Yaeger  plaintiff  against  Ag- 
nes and  Elizabeth  Yaeger  ADMRX.  &c,  of  Geo  M  Yeagle  defend- 
ant.    Aug  IG.     Aug  30,  190G.     10:2044.  

*Louise  st,  e  s,  225  n  Columbus  av.  25x100.  Geo  A  Deverman  to 
Chas  W  and  May  E  Hally.     Mort  $3,000.     Aug  24.  1906.  100 

*Matilda  st,  s  e  s,  100  s  w  Westchester  av,  runs  n  e  75  x  s  e  50.7 
x  s  w  2(i.6  X  s  e  24.5  x  s  w  48. 0  x  n  w  75,  Washingtonville. 
Stephen  Tolpper  to  Christina  wife  Fredk  Rosen.  Q  C.  Correc- 
tion  deed.      Aug  24,   1906.  nom 

*Main   st,   s   w   cor   Bay  av,   100x100. 

Fordham  av,  n  s,  1,091  w  Main  st,  50x200  to  s  s  Bay  av.  City 
Island. 

Nellie  McDonald  HEIR  Honora  McDonald  to  Susan  Monaghan, 
Pittsburg,  Pa.  B  &  S  and  C  a  G.  All  liens.  Feb  23.  Aug 
24,   1906.  other   consid   and  100 

*Main  st      1  n  w  cor  Prospect   st,   runs  n  61  x  w  100  x  n  49  x  w 

Prospect  st'  40  x  s  110  to  Prospect  .st  x  e  140  to  beginning.  City 
Island.  Francis  Vail  to  Ophelia  Vail.  B  &  S.  All  liens.  Aug 
4.     Aug  28,   IttOO.  gift 

♦Matilda   st,   s   e   cor   240th   st    (Westchester   av),    runs   s  25  x   e 
50.7  X  s  26.6  X  e  24.5  x  s  48.6  x  e  25  x  n  100  to  240th  st,  x  w 
■  100  to  beginning.     Christian  W  Rohm  to  John  Miller.     Aug  29. 
:  Aug  30,  1900.  other  consid  apd  lOO 

♦Matilda  st.  s  e  s.  100  s  w  Westchester  av,  runs  n  e  along  Matil- 
da st,  75  X  s  e  .50.7  x  s  w  20.6  x  s  w  24.5  x  s  w  48.0  x  n  w  75 
to  beginning.    Washingtonville.     Release   covenants,   &c.     Chris-   ^ 
tine  Rosin  HEIR  Jacob  Grebenstein  to  Christian  W  Rohm.     Aug 
23.     Aug  30.  lllOii.  nom 

Oakland  pi.  No  937,  n  s.  140  w  Crotona  av,  23x98.3x23x98.9,  va- 
cant. Jane  F  Morris  to  James  W  A  Morris.  Dec  20.  Aug  24. 
1900.     11:3080.  other  consid  and  100 

Oakland  pi.  No  939,  n  s.  123  w  Crotona  av,  23x98.9x23x98.11,  2- 
sty  frame  dwelling.  Jane  H  Morris  widow  to  Thomas  F  Morris. 
Dec   29,   1905.     Aug  24,   19O0.      11:3080.  nom 

Same  property.  Thomas  F  Morris  to  James  W  A  Morris.  Cor- 
rection  deed.     Jan  G,   1900.     Aug   24,    1900.      11:30SO. 

other   consid   and   100 

♦River  st,  e  s,  lot  1271  map  Wakefield,  70.0x142.  I 

1st  St.  e  s,   lot   1272  same  map.  | 

Johann  H  Ficken  to  Lucie  M  Ficken.  B  &  S.  Aug  3.  Aug  27, 
1900.  nom 

♦Shell  st,  s  s,  325  w  5th  av,  50x100,  Laconia  Park.  Malinda  G 
Mace   to   Concettino   Bertone.     Aug  27.     Aug  29,   1906. 

other  consid  and  100 

♦Taylor  st.  e  s.  .300  s  Morris  Park  av,  25x100,  2-sty  frame  dwell- 
ing. Assignment  of  all  title  award  for  that  portion  taken  for 
Taylor  st.  Clara  Salbach  to  Joseph  W  Dunwoody.  July  31. 
Aug  29,   1906.  nom 

Tiffany  st,  n  w  cor  107th  st,  92.11x94.5x109.2x75.11,  vacant. 
James  Sicular  to  Saml  Glassman  1-0  part.  Max  Sasberg  1-3 
part  and  Chester  E  Bates  1-3  part  and  Nathan  Lehr  1-0  part. 
Mort  $10,000.      Aug  3.     Aug  24,   1900.      10:2700.  100 

♦Tacoma  St.  n  s,  14.5.7  w  Classon  av.  25x100.  Ida  S  Johnson  to 
George  Stein.     Aug  25.     Aug  28,  190().  other  consid  and  100 

Wilkens  pi.  n  w  cor  Jennings  st.  50.10.x97.3x — xlOG.3,  brk 
church  and  2-sty  stone  front  dwelling.  Church  of  the  Reforma- 
tion Evangelical  Lutheran  to  Board  ot  Elders  of  the  Northern 
Diocese  of  the  Church  of  the  United  Brethren  in  the  U  S  ot  A. 
Aug  21.     Aug  25.   1900.     11:2965.  25.500 

♦Willow  lane,  s  s,  75  w  Gainsborg  av,  25.x95. 2x25x94. 4.     Bankers 

•  Realty  &  Security  Co  to  Stella  Sabatella.  July  31.  Aug  28. 
1906.  other   consid   and   100 

♦Walnut  st,  e  s,  200  n  Cornell  av,  100x100,  Eastchester.  Sarah 
A  Vaden  to  Michael  J  Brazel.     Aug  28,   1906.  1,000 

*2d  st,  s  s,  2(X)  e  Madison  av,  runs  s  100  x  e  108.8  to  w  s  road 
from  Westchester  landing  to  Bear  Swamp,  x  s  44.5  x  s  w  33.9 
X  w  105.8  X  n  4  to  beginning,  Westchester.  Margt  L  Lane  et 
al  to  James  T  Lane.     Mort  $5,050.     Aug  8.     Aug  30.  1900.       nom 

♦2d  St.  w  s.  part  lot  1135  map  Wakefield  and  adj  lot  1130,  54.9x105. 
Pit  Raben  to  Marcus  Nathan.  Mort  $2,400.  July  30.  Aug  29, 
1906.  '  other  consid   and   100 

♦4th  st|  s  s,  305  e  Av  B,  100x216  to  n  s  3d  st,  Unionport.  Mor- 
3d  st  I  gan  Washburn  to  Peter  Knaut.  Mort  $2,400.  Aug  18. 
Aug  29.  1906.  .  other  consid  and  100 

♦4th  st,  s  s.  270  w  Union  av,  23xllC)x — xlOO,  Westchester.     James 

•  McDowell  to  Julian  Kaminsky.  Mort  $700.  Aug  28.  Aug  29, 
1901!.  other   consid   and   100 

♦7th  st  ]  n  s.  250  w  Av  D.  1.50x216  to  8th  st.  Release  mort.  Gusta- 
8th  st  I     vus  W  Gerlach  EXR  Emma  D  M  Gerlach  to  Wilhelmina 
Lappe.     May  20,  1905.     Aug  30,  1906.  nom 


•11th  st  I  s  s,  405  w  Av  A,  H.M_)x210  to  10th  st,  Unionport.     Chas  A 

loth  st  I      Laumeister    and    Teasdale    Realty    Co    to    Bridget    A 

Decker.      Mort  $4,1(J0.     Aug  10.     Aug  11,  190G.     Corrects  error 

in   issue  ot  Aug  18,   when   grantee's   name  was  Teasdale   Realty 

Co.  other  consid  and  100 

*12th  st,  n  s,  330  e  White  Plains  road,  25x114,  Wakefield.  Irving 
Realty  Co  to  Frank  Cavallo.     All  liens.     July  16.     Aug  29,  1900. 

omitted 

♦13th  st,  n  s,  355  e  Av  D,  50x108,  Unionport.  Thos  M  A  Byrnes 
to  Leopold  Fichter.     Mort  $600.     Aug  24.     Aug  25,  1906. 

other  consid  and   100 

♦13th  St.  s  s,  405  w  Av  A,  25x108,  Unionport.  Jean  Mazeau  to 
Gottlob  Schwager,  Jr.     Aug  29.     Aug  30,  1906. 

other  consid  and  100 

130th  St.  No  4(38.  s  s,  150  w  3d  av,  25x100. 

130th  st,  No  470,  s  s,  125  w  3d  av,  25x100. 
two    5-sty    brk    tenements. 
Morris   Haber    et   al   to   Harris   Miller,   Wolf   Parker   and   Jacob 
Schlang.      Mort   $34,750.     Aug   28.      Aug  30,   1906.      9:2320. 

other  consid  and  100 

140th  st.  No  586,  s  s,  105.11  e  Alexander  av.  25x100,  2-sty  frame^ 
dwelling.  Ann  E  Trainer  to  Rose  L  Hatting.  Aug  10.  Aug 
28,   1906.     9:2302.  other  consi   dand   100 

148th  st.  No  787.  n  s,  299.2  w  St  Anns  av,  37.10x84.9,  5-sty  brk 
tenement.  Release  mort.  Adolf  Mandel  to  Louis  Grimm.  Aug 
9.     Aug  27,   190(j.     9:2275.  3,000 

14Sth  St.  No  469,  n  s,  225  w  Morris  av,  25x106.6,  2-sty  frame 
dwelling.  Martin  Gilmartin  to  Antonina  Di  Pillo.  Aug  29.  Aug 
30,  190G.     9:2337.  100 

15Gth  st,  n  s,  45.10  w  Forest  av,  41.8x100,  0-sty  brk  tenement. 
Release  mort.  N  Y  Trust  Co  to  Katz-Polacek  Realty  and  Con- 
struction   Co.      Aug   23.      Aug   30,    1906.      10:2646.  2,000 

Same  property.  Release  mort.  Same  to  same.  Aug  23.  Aug  30, 
IIXMJ.      10:2040.  28,000 

IGlst  st.  No  981,  n  s,  170.10  e  Tinton  av,  19.4xl(X»,  2-sty  frame 
dwelling.  The  Bungay  Co  of  N  Y  to  Elvira  Stevens.  Mort 
$5,000.     Aug  28.     10:2008.  other  consid  and  100 

lG4th  st,  s  e  cor  Sheridan  av,  runs  e  182.9  to  c  1  Spring  st  x  s 
102.2  X  w  129.2  to  av  X  n  234  to  beginning,  being  part  lot  325 
map  West  Morrisania. 

Sheridan  av,  n  w  cor  ie4th  st,  being  part  lot  325  same  map,  — 
to  Ella  st  X — ,  except  part  conveyed  by  Rogers  to  McMahon 
dated   Oct  21,   1807,   with  all   title  to   Ella  st,   vacant  .  1 

Frances   J   wife   John   M   Tierney   to   Irving   W   Dimelow.      Mort 
$17,500.     Aug  15.     Aug  28,  1906.     9:2455  and  2461. 

other  consid  and  100 

163d  St.  s  s,  115  e  Ogden  av,  50x100  .vacant.  Wm  L  Brower  tp 
Cath  L  Wynne.     C  a  G.     Aug  27.     Aug  29,   1906.     9:2511. 

other  consid  and  1(X) 

Same  property.  Release  mort.  Edw  E  Black  to  Wm  L  Brower. 
Aug  27.      Aug  29,    1906.      9:2511.  nom 

16.5th  st.  No  716,  s  s,  146.8  w  Washington  av.  runs  s  102  x  e 
50  x  s  98.0  X  w  118.2  x  n  100.3  x  e  43.5  x  n  100.3  to  st,  x  e  24.9 
to  beginning,  1-sty  frame  factory  in  rear.  Charles  Zimmer- 
mann,  Jr,to  N  Y  Exchange  Realty  Co.  Mort  $7,500.  Aug  29, 
1900.      9:2386.  other   consid   and    100 

16.5th  St.  s  s,  146.8  w  Washington  av,  24.9x102.  Agreement  as  to 
easement  for  light,  air.  &c.  Charles  Zimmermann,  Jr.,  with 
Marie  Zimmermann.     Aug  27.     Aug  29.   1900.     9:2380.  nom 

165th  st,  n  s,  57.3  e  Kelly  st,  50x100x50.1x103.6.  vacant.  Ida 
Jetter  to  Jackson  Construction  Co.  Mort  $5,(XK).  Aug  24.  Aug 
25.   1900.      10:2710.  other  consid  and  100 

165th  st.  No  1028,  s  s,  103.3  e  Prospect  av,  18.3x91,  3-sty  frame 
tenement.  Nathan  Schneider  and  ano  to  Lottie  S  Reynolds,  of 
Brooklyn.     Mort   $5,000.     Aug  29.     Aug  30,   1906.     10:2090.       100 

109th  St.  late  Orchard  st.  n  e  s.  at  s  e  s  Nelson  av  (Highbridge 
st),  runs  n  e  02.5  x  s  e  77.5  x  s  w  95  to  Orchard  st  x  n  w  S3 
to  beginning,  except  part  for  Nelson  av  and  Orchard(  now  109th) 
st,  3-sty  frame  dwelling  and  store.  John  Massimino  to  John 
and  Mathias  Haffen.  Mort  $4,000.  Aug  23.  Aug  27,  1906. 
9:2519.  100 

*174th  St.  e  s,  213  s  Westchester  av,  25x100,  Tillie  M  Stadler  to 
Casper  and  George  Wolf.     Mort  $4,000.     Aug  28.    Aug  30.  1906. 

other  consid  and  100 

176th  St.  No  1146,  orj  s  s,   22  w  Trafalgar  pi.  21.6x78,  except  part 

Woodruff  av     ■  |     for    st,    2-sty    frame    dwelling.       Henry     S 

Trenchard,    Jr,    to   Karl   G   Krippner,      Aug   27.      Aug  28,    1900. 
11:2058.  other  consid  and  100 

*176th  st,  e  s,  125  n  Gleason  av,  25x100.  James  R  McGregor  to 
Thomas  McKenna.     Aug  25.     Aug  27,  1900.   other  consid  and  100 

179th  St.  n  s  ,100  e  Morris  av,  runs  n  —  xse  —  toes  179th  st, 
X  w  11.1  to  beginning,  vacant.  Release  mort.  The  John  A 
Creighton  Real  Estate  and  Trust  Co  to  John  W  Curran.  June 
24.     Aug  30.  19O0.     11:2807.  nom 

179th  St.  n  s.  100  e  Morris  av.  runs  n  —  xse  —  to  st,  x  w  11.1 
to  beginning,  gore.  John  W  Curran  to  Andrew  J  Thomas.  Aug 
28.     Aug  30,  100(5.     11:2807.  exch 

l,S3d  stj  s  w  cor  Ryer  av,  runs  w  05.10  x  s  93  x  w  50  x  s  50  x  e 

Ryer  av|  132.8  x  n  along  w  s  Ryer  av,  144.1  to  beginning,  va- 
cant. Mary  A  Brady  widow  to  Frances  J  Tierney.  Aug  28. 
Aug  29,  1906.     11:3158.  other  consid  and  100 

♦213th  st,  n  s,  and  being  lot  87  map  W  F  Duncan  at  Williams- 
bridge.  Irving  Realty  Co  to  Rosolino  Lo  Curto.  Mort  .$850. 
July  13.     Aug  30.  19(X).  other  consid  and  1,450 

♦213th  st,  n  s,  and  being  lot  80  same  map.  Same  to  Maria  Santa 
Badolato.     Mort  $850.     July  13.     Aug  30,  1900. 

other  consid  and  1,450 

♦221st  st  (7th  av),  s  s,  180  e  2d  st,  25x114,  Wakefield.  Maria 
wife  of  Peter  Schweickert  to  Samuel  I  Hart.  Mort  $3,500. 
Aug  29.     Aug  30,   1900.  nom 

♦223d  s  (9th  av),  s  s,  305  e  Barnes  av,  50x114,  Wakefield.  John 
Drews  to  Stanislawa  Drews.     Q  C.     Aug  10.     Aug  28,  1906.       100 

♦226th  St.  n  s.  105  w  4th  st,  50x114.  Wakefield.  Samuel  Stein- 
berg to  Simon  Shaffer,  of  Washington,  DC.  ^  part.  Mort  $1.- 
000.     Aug  28,  1906.  other  consid  and  100 

♦229th  st,  n  s,  430  e  5th  av,  2.5x114,  Wakefield.  Release  mort. 
Workmens  Sick  &  Death  Benefit  Fund  of  U  S  of  America,  a  cor- 
poration, to  Antonio  Carrella.     Aug  20.     Aug  24,  1906.  325 
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GAS  COOKERS    dt  '  6AS  HEATERS 

I    SOLVE  THE  FUEL  PROBLEM        : :        CLEANLY.  EFFICIENT,  ECONOMICAL 


We  Rent  a 
Qas    Range 

$3 

Per    Year 


A  handsome  up-to-date  line  of 
■ppllancei  may  be  seen  at  our  offices 
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*2.33d  St  (19th  av),  n  s,  80  e  Carpenter  av  (2d  st).  25x114.  M 
Elizabeth  Stevens  to  Joseph  H  Jones.  Mort  $2,(X)0.  Aug  29. 
Aug  30,  1906.  other  consid  and  100 

236th  St,  s  s,  250  w  Oneida  av,  25x100,  2-sty  frame  dwelling. 
Geo  W  Locltwood  to  May  F  Clark.  Mort  $4,000.  Aug  21.  Aug 
29,   1906.     12:3366.  other  consid  and  100 

236th  St,  s  s,  275  w  Oneida  av.  25x100,  2-sty  frame  dwelling. 
Geo  W  Lockwood  to  Andrew  Johnson.  Mort  $4,0(X).  Aug  1. 
Aug  24,   1906.      12:3.360.  other   consid   and   100 

23Sth  St,  s  s,  1,50  w  Keppler  av,  50x100,  vacant.  Louise  Matteson 
to  John  Taglieber.  Mort  $1,000.  Aug  23.  Aug  24,  1906. 
12:3372.  other  consid  and   100 

240th  St,  s  s,  96  e  Mt  Vernon  av,  40x100,  vacant.  John  Wholey 
to   Otto   P   Schroeder.      Aug  27.     Aug  29,    1906.      12:3380.        nom 

Same  property.  Otto  P  Schroeder  to  Geo  M  Cleland.  Aug  28. 
Aug  29.   10O6.      12:3380.  other  consid  and   100 

252d  St,  late  South  st,  n  s.  304.4  e  Palisade  av,  I&3x238.4xl82.3x 
228.7,  contains  979-1,0(30  acres,  vacant.  Margt  F  Combs  to 
Mary  E  and  Anne  T  Combs.     Aug  21.     Aug  24,  190(i.     13:3424. 

other  consid  and  100 

Arthur  av,  w  s,  244  n  Belmont  pi,  late  West  Farms  road.  2.5x125, 
except  part  tor  av,  4-sty  brk  tenement  and  store.  Felice  Sergio 
to  Francesco  De  Voto.  Mort  $8,000.  Aug  28.  Aug  30,  1906. 
11:3065.  100 

♦Arnold  av  I  e  s.  175  s  Libby  st,  25x93  to  w  s  Pelham  road.  x28 

Pelham  road|  xl05.  Throggs  Neck.  Mary  L  Heffernan  to  Chris- 
tian Swenson.     Q  C.     Aug  28.     Aug  29.  1906.  nom 

♦Amundson  av,  w  s,  250  s  Randall  av,  25x100,  Edenwald.  Edor 
Johanson  to  John  Hagman  and  Axel  Johnson.  Aug  25.  Aug 
27,   1906.  nom 

*Briggs  av,  n  s,  300  e  4th  st,  50x209.5x.50x208.6.  David  Auer- 
bach  to  Lisette  Reinheimer.  Mort  $6,100,  Aug  20.  Aug  24, 
1906.  other  consid   and   100 

Bathgate  av,  No  2054,  e  s,  270  n  179th  st,  18x70,  2-sty  frame 
dwelling.  Wm  H  Treviranus  et  al  to  Frederick  C  Marschall 
and  Caroline  Wendel.  Mort  $3,000.  Aug  17.  Aug  25,  1906. 
11:3045.  nom 

♦Barker  av,  w  s,  150  n  Elizabeth  st,  50x125.  Wm  P  Sandtord  to 
Martin  Gelszler.     Aug  21.     Aug  24,  1900.         other  consid  and  100 

Bainbridge  av.  e  s,  61.6  s  193d  st,  runs  s  w  61.6  x  e  1  x  n  61.6 
x  w  —  to  beginning.  Wm  Wicke  to  Minnie  E  Flagg.  B  &  S. 
May  28.     Aug  24,   1906.     12:3286.  250 

Belmont  av.  No  2503,  w  s,  199.7  s  Pelham  av,  18.9x87.6,  2-sty 
frame  dwelling.  Herman  Paradise  et  al  to  Giovanni  Paloni  and 
Marco  Blasio.     Mort  $4,250.     Aug  27.     Aug  29,   1906.     11:3078. 

other  consid  and  100 

♦Bracken  av,  w  s,  150  s  Jefferson  av,  25x100,  Edenwald.  Michael 
Crowley  to  Luigi  Flora.     Mort  $2,000.     Aug  28.     Aug  29.  1906. 

other  consid  and  100 

Bathgate  av.  No  1680,  e  s,  54.10  n  173d  st,  20.2x87.6,  4-sty  brk 
tenement.  Isaac  Rosenhaus  to  Annie  Rosenhaus.  Mort  $11,500. 
Aug  27.     Aug  30,  1906.     11:2921.  nom 

Belmont  av,  w  s,  78.7  n  181st  st,  125x86.2.  I 

Belmont  av,  w  s,  adj  above  on  south.  1 

Boundary  line  agreement.  Herman  Aaron  with  Filomena  Te- 
soro.     Aug  10.     Aug  28,   1900.     11:3082.  nom 

♦Carlisle   pi,   e  s,   and   being  lots   134  and   135  map   W  F  Duncan 

•  at  Williamsbridge.  Isaac  Brody  et  al  to  Isak  Tapper.  Mort 
$450.     Aug  18.     Aug  30,  1906.  100 

♦Carlisle  av,  w  s,  and  being  lot  118  same  map.  Harry  Fish  to 
Isak  Tepper.     Mort  $225.     Aug  29.     Aug  30.  190(i.  nom 

Clinton  av.  No  1996,  e  s,  20  s  179th  st,  25x100,  2-sty  frame 
dwelling.  Herman  Berkovitz  et  al  to  Samuel  Lewis.  Mort  .$(!.- 
000.     July  19.     Aug  28,  1906.     11:3093.  other  consid  and  100 

Cedar  av  or  |  bet  Sedgwick  av  and  179th  st  and  at  the  junc- 

Heath  av  or  |      tion    plot    begins    11.7    e    from    a    monument 

Riverview  Terracel      No   x   x   106  at   e   s   of   Heath   av,   runs   in  a 

Sedgwick  av  |      tangent  s  e  15  to  w  s  of  Sedgwick  av  x  n  e 

in  a  tangent  2.38.9  to  s  e  cor  land  conveyed  by  Morris  to  Jones. 
X  —  131.2  to  w  s  Heath  av  x  s  w  200  to  beginning.  Antoinette 
wife  Martin  Petry  to  Morris  Heights  Realty  Co.  Mort  $11.5fK). 
Aug  24.      Aug  25,   1906.      11:2881.  other  consid   and   100 

Crotona  av,  e  s,  269.4  n  181st  st,  67.4x65.1x66.1x77.11,  vacant. 
Morris  Hirschman  and  ano  to  SamI  Rosenberger.  Aug  23.  Aug 
24,   1906.      11:3098.  nom 

Courtlandt  av.  No  566.  e  s,  50  s  150th  st,  25x100,  3-sty  brk 
tenement  and  store.  John  Link  to  C  G  Adolph  and  Wm  J  Hohle. 
Aug  22.     Aug  24,   19(16.     9:2328.  other  consid  and   100 

Clay  av.  No  1697,  w  s,  147.10  s  174th  st.  19.2x95,  2-sty  brk  dwell- 
ing. Fredk  W  Brooker  to  Joseph  Weesels.  Mort  $6  (XIO.  Aug 
23.     Aug  24,  1906.      11:2790.  other  consid  and  100 

♦Commonwealth  av,  w  s,  100  n  Merrill  st,  25x100,  2-sty  frame 
dwelling.  Edw  H  Norton  to  Esther  E  Hanlon.  Mort  $2,fKJ0. 
Aug  20.     Aug  24,  1906.  other  consid  and  100 

♦Cornell  av,  e  s,  and  being  lots  226,  227  and  228  map  Harring- 
ton estate.  75x99.6.  Percy  S  Dudley  to  Kate  Rachell.  Aug  14. 
Aug  24,   1906.  other  consid  and  100 

Crotona  av.  No  2159,  new  w  s,  176.9  s  new  s  s  lS2d  st,  25. Ix 
100.1x25.1x100,  2-sty  frame  dwelling.  Caspar  A  Peterson  to 
Victor  Spirlet.     Mort  $4,200.     Aug  24.     Aug  27,  1906.     11:3083. 

nom 

Creston  av,  w  s,  440  s  Burnside  av  and  99.10  n  179th  st,  runs  w 
05.4  X  s  23.4  X  e  60.8  to  av,  x  n  1.2  to  beginning,  vacant.  Er- 
nest Wenigmann  to  Andrew  J  Thomas.  B  &  S  and  C  a  G.  July 
5.     Aug  30,   190(5.      11:2807.  other  consid  and   100 

Creston  av,  n  w  cor  179th  st,  99.8x60.8x82.11x28.6,  vacant.  Eliz- 
abeth SteinmuUer  to  Andrew  J  Thomas.  Aug  28.  Aug  30,  1906. 
11:2,807.  other  consid  and  100 

♦DeMllt  av,  s  w  s,  at  s  e  s  Matilda  st,  33.4xl(X),  South  Mt  Ver- 
non. Charles  Zimmermann.  Jr.  to  N  Y  Exchange  Realty  Co.  Mt 
$1,000.     Aug  27.     Aug  29,  1906.  other  consid  and  100 

♦Eastchester  road,  e  s,  71.6  n  Seminole  st,  27.3x122.11x25x112.2.1 

Rhlnelander  av,  n  s,  341  e  Eastchester  road,  50x100.  I 

John  J  Brady  to  Hudson  P  Rose  Co.     July  11.     Aug  24,   1906.  300 

Franklin  av  |  n   e   cor  Jefferson   pi,  38x100.   5-sty  brk   ten- 

Jefferson  pi,  No  879|  ement.  Edw  A  Barry  to  Peter  Clemens.  Mt 
$31,000.     Aug  27.     Aug  30.  1906.     11:2935.      other  consid  and  100 

Forest  av.  No  1062|  e  s.  271.10  n  165th  st,   runs  e  270  to  w  s  Tin- 

Tinton  av  |    ton  av,  x  n  75  x  w  270  to  e  s  Forest  av,  on 


map,   x  still  w  2.7  to  e  s  Forest  av,   new  line,  x  s  75  x  e  2.5  to 
beginning.   2-sty   frame   dwelling  and  vacant.      Isaac   Breakstone 
to    Samuel    Werner.      Mort    $17,000.      Aug    16.      Aug   30,    1906.  - 
10:2(i(;0.  ino 

Grand   Boulevard,   w  s,   bet  181st  and  182d  st  and  being  so  much  " 
of   lots   177   and    178   map   Prospect   Hill   estate   as   is   left   after 
part   taken  for  Concourse.  — x—  to  e  s  Av  B.      Solomon   Katz  to 
John   Brown.      Mort   $2,600.      Aug  25.     Aug  28,    100(!.      Il:dl(j2. 

other  consid  and  KX) 
Grand   Boulevard   and   Concourse,    No   2440,   e   s,   91.8  s   189th   st, 
runs   e   27.3  x   e   136.2   x   s   75.2  x   w   1,36.4   x   w  33.2   to   Grand 
Boulevard    and    Concourse    x    n    75    to    beginning,    2-sty    frame 
dwelling  and  vacant.     Garniss  E  Baker  to  Ronald  K  Brown  and 
Geo  H  Culver.     Aug  20.     Aug  24.  1900.     11:3152  and  3160.       nom 
Hughes   av.   No   2398,   e   s,   45  s   ISSth  st,   26,8x87.6,   2-sty   frame 
dwelling.      The   Belmont  Realty  and   Construction   Co  to   Gaetano 
Salerno.     Mort   $S  (100.     Aug  27.     Aug  28.  lilOli.      11:3076.        nom 
Hughes  av.  No  2390,  e  s,  146.2  s  ISSih  st.  24.10x87.6,  2-sty  frame 
dwelling.      The    Belmont    Realty    and    Construction    Co    to   Arcan- 
gello  Mezzacappa.     Mort  $5,000.  Aug  27.  Aug  28.  1900.     11:3976. 

nom 
Hughes   av.    No   2388,   e   s,    171   s   188th   st,   24x87.6,   2-sty   frame 
dwelling.      The    Belmont    Realty    and    Construction    Co    to    Pas- 
quale  Montenigro.    Mort  $4,000.    Aug  27.    Aug  28,  1906.  11:3076. 

nom 
Hughes  av,  w  s,  90  n  180th  st,  runs  w  87.0  x  n  17.5  x  e  39.6  x  s 
0.8   X   e   48   to   av,   x   s   16.10   to   beginning,    2-sty   frame   dwell- 
ing.     Sadie    Felson    to    Moreland    Realty    and    Construction    Co. 
Mort  $3,700.     Aug  25.     Aug  28,  1906,     11:3078. 

other  consid  and  100 
Same   property.     Moreland  Realty   and   Construction    Co    to   David 
Stember.     Mort  $3,700.     Aug  27.     Aug  28,   1906.      11:.3078. 

other  consid  and  100 
♦Hobart   av,    s   w   cor   Waterbury   av,   50x100,      Christian    Benzing 
to  Fridolin  Weber.     Mort  .*1,050.     Aug  25.     Aug  27,   1906. 

other   consid   and   100 
Hughes   av,    w   s,    100  s   ISOth   st,   25.\87.6,    1-sty   frame   building. 
Giuseppe   Carozza   to   Alfonso   Carcillo.      Mort   i(!2,1.50.      Aug   22. 
Aug  24.   1!;k)6.      11:3073.  other  consid   and   100 

Hughes  av,  n  w  cor  17Sth  st,  101.4x100x101.3x100,  vacant.  Frank 
Frankel  to  Hyman  Axelroad  and  Nathan  Cohn.  Mort  $24-500. 
July  19.     Aug  24,   1906.      11:301)8.  other  consid  and  100 

Hoe  av.  No  1233,  w  s,  68.7  s  Freeman  st,  18.9x(J(;.6xlS.lU.x65.1, 
2-sty  frame  dwelling.  Michl  T  Reedy  to  Chas  Kiesling.  June 
2.     Aug  24,   1906.      Il:2!t79.  other  consid   and   100 

*Hunt  av,  e  s,  and  being  lots  36  and  37  map  partition  Lott  G 
Hunt  estate  near  Van  Nest  Station,  50x1110.  Henry  Hickman 
et  al  to  Annie  Heil.     At.ig  29.     Aug  30.  1!I(I6.  nom 

Hughes  av.  No  2396,  e  s,  71.8  s  ISSth  st,  24.10x87.6,  2-sty  frame 
dwelling.  The  Belmont  Realty  &  Construction  Co  to  Giovanni 
Russo.     Mort  $8,0(X).      Aug  27.     Aug  29.  19U6.      11:3076.  nom 

Hughes  av,  No  2304,  e  s,  96.6  s  188th  st,  25x87.6,  2-sty  frame 
dwelling.  Same  to  Marciso  C  Donata.  Mort  $5,000.  Aug  27. 
Aug  29,  1906.     11:3076.  nom 

Hughes  av.  No  2392,  e  s,  121.6  s  188th  st,  24.8x87.6.  2-sty  frame 
dwelling.  Same  to  Federico  Gaglioue.  Mort  $4,500.  Aug  27. 
Aug  29,    190tx      11:. 3076.  nom 

Jackson  av,  No  10(J4,  e  s,  118.9  s  106th  st,  20x77.8x20x77.8, 
3-sty  frame  tenement.  Geo  Bechmann  to  Solomon  Schuler  and 
Julius  Crux.  Q  C.  Correction  deed.  Aug  14.  Aug  24,  1906. 
10:2(J50.  nom 

Jerome  av,  e  s,  225  n  200th  st,  2.5x100,  vacant.  Wm  Gully  to 
Daniel  J  Murphy.  Mort  $2,500.  Aug  20.  Aug  24.  1906. 
12:3321.  other  consid  and  100 

Jerome  av,  e  s,  plot  bounded  east  by  land  A  B  Mills,  south  by 
land  Lewis  G  Morris  and  Chas  Heinzel,  x  n  by  lands  Thos  W  Lud- 
low and  Maria  Rodman,  except  parts  for  sts,  &c.  Frank  R  Smith 
to  United  Real  Estate  and  Trust  Co.  Q  C  and  confirmation  deed. 
Jul^y  28.  Aug  30,  1906.  11:2806,  2807,  2828,  2829,  2853  and 
2854.  nom 

Lind  av,  e  s,  214  s  165th  st,  2.5x83,  2-sty  frame  dwelling.  Joseph 
H  Jones  to  Louis  H  Stroh.     Mort  $6,000.     Aug  29,  190(!.     9:2523. 

other   consid   and   100 
Lafayette  av,  s  s.  .310  e  Whittier  st,  .50x92x50x93.2,  vacant.     Mor- 
ris  Mendel   and  ano   to  Julius  and  Manuel   B  Berkowitz  and  Es- 
ther Frank.     Aug  15.     Aug  28,   1900.     10:2765. 

other  consid  and  100 
Lincoln  av.  No  168,  e  s,  ,50  n  135th  st,  25x100,  5-sty  brk  tene- 
ment and  store.  Alice  Mackesey  to  Herman  A  Shatz.  Mort 
$24,900.  Aug  20.  Aug  28,  1906.  9:2311.  other  consid  and  KK) 
Morris  av  (Av  A),  n  w  s,  bet  Cameron  pi  and  182d  st,  and  being 
lot  223  map  No  8  part  farm  Charles  Berrian,  except  part  for 
av.  Annie  E  wife  of  Denis  L  Delaney  to  Joseph  W  Delaney.  Aug 
24.     Aug  27,   1906.     11:3181.  other  consid   and   100 

*Madison  av,  westerly  corner  Westchester  av,  late  Southern 
Westchester  Turnpike,  runs  s  100  x  w  lOO  x  n  100  x  e  100  to 
beginning,  Westchester.  Alonzo  S  Buhre  et  al  to  James  L 
Holland.     Aug  18.     Aug  27.   lOOIl.  other  consid  and   100 

Morris  av,   e  s,  469.9  n   lOtith  st,  25x95.3,  vacant.     Release  mort. 
Chas   F   Nield   to  Andrew  J  Connell.     Aug  27.     Aug  30,   1900. 
12:3318.  nom 

♦Madison  av.  n  s.  2(X)  w  Robin  av.  runs  n  12.5  x  e  50  x  n  25  x  e 
50  X  s  1,50  to  av,  x  w  Kli!  to  beginning.  Bankers  Realty  and 
Security  Co  to  Frederic  A  and  Charlotte  A  WoU.  Mort  .f2.50O. 
Aug  24.     Aug  28,  1906.  other  consid  and  100 

Morris  av,  e  s,  bet  174th  st  and  175th  st,  and  being  lots  9  and 
10  on  map  No  282  lands  Julia  Hard  at  Mt  Hope,  50x100.  David 
J  Cohen  to  Annie  wife  of  David  J  Cohen.  %  part.  All  liens. 
Aug  28.     Aug  29,   1901!.     11:2798.  nom 

Mosholu  Parkway  South,  s  s,  98.2  w  Perry  av,  42. 1x148.7x37. 6x 
129.6,  vacant.  Wm  C  Bergen  to  Marie  L  Collins.  Aug  11.  Aug 
24.    1906.      12:3299.  other   consid   and    100 

Morris  av.  No  1606|  s  e  cor   173d  st.  06.7x85.  2-sty  frame  dwelling 
173d  st.  No  438       |      and  vacant.     Annie  M  Baird  EXTRX  Michael 
Urschel  to  Joseph  Steiner  and  Joseph  Kovar.     Aug  27.     Aug  29, 
1906.     11:2794.  9.875 

♦Newell  av,  w  s,  200  s  Juliana  st,  25x260  to,  Bronx  River  x25x 
246,  Olinville.  John  Gurtler  to  Emma  J  wife  Henry  Heiser^  of 
town  of   Union,   N  J.      May  8,   1.S95.     .Xug  25,   1906.  nom 
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*Same  property.  Emma  wife  of  and  Henry  Heiser  to  Herman  M 
Heiser  and  Catherine  wife  John  Stein,  of  town  of  Union,  N  J. 
All   title.      June  23,   lOOli.      Aug  i'l,    l!l<)l>.  nom 

Ogden  av,  Nos  1241  to  1247,  on  map  Nos  1243  to  1249,  w  s,  710 
n  Union  st.  7r)xl(MI,  four  2-sty  frame  dwellings.  Isabella  J 
Brock  to  John  Brown  and  John  M  Finnan.  Mort  !f2,o(_lO.  June 
Vi.     Aug  24,    19<M;.     !»:2ri29.  other   consid  and   luO 

Park  av.  No  4'i'M  j  n   e   cor   IS'ith   st,    lOOxKiO.   two   .T-sty   brk   ten- 

18r>th  st.  No  (j75|  ements.  store  on  av.  Geo  A  Aeken  to  Bass- 
ford   Realty   Co.      AH   liens.      Aug  27.      Aug  28,   I'JOO.      11:;!0:39. 

100 

Same  property.  Bassford  Realty  Co  to  Chelsea  Realty  Co.  All 
liens.     Aug  27.     Aug  28,   100(>.      ll;30;«t.  1(10 

Perry  av,  e  s.  117.5  n  201st  st,  runs  e  110  x  s  28.8  x  w  31  x 
s  9.3  x  w  77.8  to  av  x  n  25  to  beginning,  2-sty  frame  dwelling. 
Wm  C  Bergen  to  Emil  Winter.  Mort  $7,001).  Aug  11.  Aug 
25,   190(i.      12:3281.  other  consid   and   1(X) 

Prospect  av,  No  2i;'«9.  w  s,  110  n  181st  st.  22xl.')0,  2-sty  frame 
dwelling.  James  J  Dougherty  to  Joseph  Fuscaldo.  Mort  .f5.<l(>0. 
Aug  23.     Aug  25,   1!)0U.      11:3097.  other  consid  and  100 

♦Parker  av,  n  s,  4G2  e  Castle  Hill  av,  25x105.0.  1 

Parker  av.  e  s.  at  line  bet  lots  37  and  38,  runs  n  04.3  x  w  50.11| 
x21.1x25  to  beginning,  being  part  of  lot  38  map  St  Raymond] 
Park.  [ 

Clemens  Fontana  to  Anna  Kraft.     Aug  23.     Aug  24,  1900.  nom 

♦Pleasant  (2d)  av,  e  s.  400  u  210th  st.  25.\99.10.  Daniel  J  Dris- 
coll  to  Anna  Zeller.      Aug  25.     Aug  27,   1900. 

other  consid  and  100 

♦Pleasant  (2d)  av,  e  s,  lot  74  map  Olinville,  lOOxlOlt.  James  Pas- 
tor to  Sarah  A  Briggs.     Q  C.     Aug  11.     Aug  29,  UMKi.  nom 

♦Pleasant  |2d)  av,  e  s,  south  37  ft  of  lot  74  map  Olinville,  .37x 
100.  Sarah  A  Briggs  to  Philip  E  Gumming.  June  19.  Aug  29, 
1!M1(!.  other  consid  and   100 

Popham  av.  e  s.  387  s  Popham  av,  25x100,  2-sty  frame  dwelling. 
Mary  A  Fitzpatrick  to  Elizabeth  Fitzpatrick.  Morts  .$(1,(1110. 
Aug  28.   190!>.      11:2877.  other  consid  and  KJO 

♦Road  from  Westchester  Village  to  Pelham  Bridge,  w  s.  at  s  e  cor 
of  J  Sands,  s  e  cor  lot.  runs  s  17.5  to  lot  of  James  Jarvis  x  w 
000  x  n  17.5  X  e  500  to  beginning.  Westchester.  Alexander 
Walsh  to  George  Keller.     Aug  24.     Aug  2.5.   1900. 

other  consid  and  100 

Ryer  av,  No  2048.  e  s,  307.2  n  Burnside  av,  25x98.9x2.5x08.0,  2- 
sty  frame  dwelling.  Bertha  Emanuel  to  Charles  Emanuel.  Mt 
!i!3,.5(IO.      Aug   3.      Aug   30,    19(10.      11:3144.  nom 

Robbins  av.  No  .502,  e  s.  79  n  Dater  or  147th  st,  25x100,  4-sty  brk 
tenement.  Henrietta  Rauner  to  Joseph  Rauner.  Mort  .$14. .500. 
Aug  28.      Aug  29,   llMRi.      10:2579.  other  consid   and   100 

♦Sands  av,  s  w  cor  Schuyler  pi.  KIOxlOO.  Westchester.  The  War- 
ranty   Realty   Co   to   Adele    Wulf.      July    13.      Aug   28,    190(i.       nom 

♦St  Lawrence  av.  e  s,  75  s  Reason  st.  25x100.  Jacob  Pinkofsky 
et  al  to  Morris  and  Ida  Kushner.  Mort  |4.000.  Aug  24.  Aug 
28.    1900.  other  consid   and   100 

Topping  av.  No  1744.  e  s.  1.50  n  174th  st.  2.5x95.  3-sty  frame  ten- 
ement. Lena  Roos  to  Diedrich  Strunch,  of  Jersey  City,  N  J. 
Mort   .$5.(XI0.      Aug  27.      Aug  28,   1900.      11:2799. 

other  consid   and   100 

Tinton  av,  late  Beach  av,  s  e  cor  147th  st,  .50x100.  vacant.  Henry 
Fox  to  David  Schwartz.  '^  part.  Mort  $0,000.  Aug  8.  Aug  30. 
1900.     10:2582.  other  consid  and  100 

Tinton  av  |  s  e  cor  lG9th  st.  runs  e  51. (J  x  s  71  x  w 

KiOth  St.  Nos  974  and  97(i|  12.10  to  av.  x  n  80,10  to  beginning.  3- 
sty  brk  tenement  and  store.  Theo  A  M  Hartung  to  Mary  A 
Walsh  and  Anna  R  Coggey.  Mort  $15,000.  Aug  29.  Aug  30, 
l'.M>l>.      10:2(!73.  other   consid   and   100 

Topping  ay,  No  1742,  e  s.  125  n  174th  st.  25x95.  3-sty  frame  ten- 
ement. Irving  Katz  to  Adam  Steuernagel  and  Augusta  his  wife, 
tenants  by  entirety.  Mort  .$3  0(10.  Aug  23.  Aug  29.  19(10. 
11:2799.  other  consid   and    100 

Same  property.  Adam  Steuernagel  to  Irving  Katz.  Mort  .$3,000. 
Aug  23.     Aug  29,  1900.     11:2799.  other  consid  and  100 

Townsend  av,  late  Grand  av,  e  s.  12.5  n  17.5th  st.  late  Oxford  pi. 
25x1(10.  vacant.  Joseph  T  N  Angell  to  Randall  Whitaker.  Aug 
28.      Aug  29,    1900.     11:28.50.  nom 

Union  av.  No  991,  w  s,  311.9  s  105th  st.  45.8x104.5,  5-sty  brk 
tenement.  Joseph  Mason  to  Katherine  Hogan.  B  &  S  and  C  a 
G.      Mort  $.50(X)0.      Aug   24.      Aug  25,    lOOO.      10:2009.  nom 

Valentine  av]  e  s.  34.11  s  184th  st.  28  to  n  s  Clark  st.  x90,  2-sty 

Clark  st  |     frame   dwelling.      Release  mort.     The   Estates  Set- 

tlement Co  to  The  Lochinvar  Realty  Co.     Aug  27.     Aug  28,  1900, 
11:3140.  nom 

Same  property.  The  Lochinvar  Realty  Co  to  Eliz  M  White.  Mort 
$5.(KX).      Aug  27.     Aug   28.   1900.     11:314(>. 

other  consid  and  100 

♦Westchester  av.  lot  .53  partition  map  Capt  Cornell  Ferris.  West- 
chester, except  part  for  av.  Agnes  M  Cooley  to  Thomas  Mas- 
terson.     July  17.     Aug  29,  19CMv  other  consid  and  100 

Wendover  av.  No  1530,  s  e  cor  Brook  av,  20x104.8x25.11x104.10, 
4-sty  brk  tenement  and  store.  Eugene  Sondheim  to  Julius  Loe- 
wenthal.     B  &  S.     Feb  0.  1902.     Aug  29,  190G.     11:289.5.  nom 

♦Washington  av,  westerly  corner  2d  st,  runs  s  w  120  x  n  w  23.7 
X  n  e  120  to  av  x  s  e  23  to  beginning,  Westchester.  William 
Smith  to   Robert  Manson.     May   1,   1874.     Aug  25.   1900.  250 

Wales  av.  No  .5(j0.  e  s.  124.3  n  149th  st,  25.9xl<JO,  3-sty  frame 
tenement  and  store.  John  Lodes  et  al  to  John  Lambert.  Mort 
$0,500.      Aug  22.      Aug  24,    190(!.      10:2(553.  100 

West  Farms  road,  e  s,  bet  170th  st  and  Tremont  av  and  being  73,(5 
s  e  from  a  lane,  runs  s  e  20.3  x  SO  x  —  37  x  u  w  8(.*  x  2(j  4  x  n  e 
37  to  beginning,  except  part  for  road,  being  lot  17  map  Wm  Cro- 
ther.  West  Farms.  Christina  Lurch  to  West  Farms  Realty  Co. 
Aug  27,   190(;.     11:3021.  100 

♦Wright  av,  e  s,  475  s  Randall  av,  50x105.  Land  Co  C  of  Eden- 
wald  to  Frank  Finnin.     May  24,  1905.     Aug  30,  1900.  nom 

Webster  av,  s  e  s,  at  s  w  s  202d  st,  late  Tower  pi,  25x100,  2-sty 
frame  dwelling.  Morris  W  Lowenstein  to  Mina  Seiffert.  Mort 
$4  2.50.     Aug  28.     Aug  30,  IfMIO.     12:3330.      other  consid  and  100 

Wales  av,  s  w  cor  147th  st,  100x100.  vacant.  Charles  Glaser  to 
Frum  Merser.     B  &  S.     Aug  22.     Aug  28,  1900.     10:2577. 

other  consid  and  lOP 

Washington  av.  No  1171.  n  w  s,  145.3  n  e  ltj7th  st,  5O.xl40.4. 
3-sty  frame  dwelling  and  2-sty  stone  stable  in  rear.     WmF  A 


Kurz  to  The  Jefferson  Tammany  Club.     Mort  $15,000.     Aug  27. 
Aug    2,S.    19(J0.      9:2.389.  other    consid   and    100 

Webster  av,  e  s,  bet  210th  st  and  Gun  Hill  rd  and  being  lots  G,  H,  I 
and  J,   being  a  subdivision  of  lot  35  map  Norwood,  each  25x — . 
Elizabe'.ha  Riedel  widow  et  al  to  Andrew  Bickhardt.     Mort  $10,- 
.5(10.     Aug  l(i.     Aug  24.   1!M)(>.      12:33.58.  14,0(J0 

3d  av.  No  3.S(.I5,  w  s,  50  n  171st  st,  25x100,  5-sty  brk  tenement 
and  store.  Lena  Kahn  et  al  to  Abram  Zuker  and  Hermann  Wann- 
hoff.      Mort   $20,000.     Aug  28.     Aug  29,   19<J0.      11:2!)12. 

other  consid  and  11X> 

*5th  av,  n  e  cor  215th  st,  late  1st  st.  .50xl(X),  Laconia  Park.  An- 
tonio Nocito  et  al  to  Rosina  La  Gattuta  and  Caterina  Spitalieri. 
Mort  J  1.0.50.     Aug  27.     Aug  28,  liMMi.  other  consid  and  100 

Bridge  approach,  at  s  e  cor,  and  e  s  Exterior  st,  runs  s  100  x  e 
50  X  n  100  X  w  50  to  beginning,  vacant.  Henry  L  Morris  et  al 
to  Geo  F  Bruning.     July  17.     Aug  29,  1900.     9:2351. 

other  consid  and  100 

Same  property.  Geo  F  Bruning  to  John  C  Heintz  and  Jacob  Sie- 
gel.      Mort   $23,00O.     Aug  27.     Aug  29.   190(5.     9:2351. 

other  consid  and  1(X) 

♦Eastchester  Bay.  high  water  mark  adj  land  David  Scofleld.  runs 
n  e  .373  x  s  e  311.4  x  s  w  2.SO.0  to  bay.  x  n  —  to  beginning,  being 
plot  "A"  map  Francis  and  Aaron  F  Vail  at  City  Island,  con- 
tains 2  28(i-l.(KM»  acres,  with  right  of  way  over  Orchard  st, 
Francis  Vail  to  Orphelia  Vail.  B  &  S.  All  liens.  Aug  4.  Aug 
28,    190(5.  gift 

Interior  gore.  100  e  Morris  av,  x  n  by  line  99.11  n  179th  st,  and 
w  by  e  s  land  party  2d  part.  Andrew  J  Thomas  to  John  W  Cur- 
ran.      Aug  28.      Aug  30,    liMMi.      11:2,S(}7.  nom 

♦Lot  0.5  amended  map  120  lots,  being  a  subdivision  plot  2.3  of  Clas- 
sens Point.  Hudson  P  Rose  Co  to  William  Schaefer.  Aug  29. 
Aug  30,   190(>.  nom 

*Lots  00  and  07  same  map.  Same  to  Johannes  Stiehl.  Aug  29. 
Aug  30.   190(5.  nom 

*Lot  80  same  map.  Same  to  Fridolin  Weber.  July  14.  Aug  30. 
1906.  nom 

♦Lot  42  on  map  No  1061,  by  Chas  S  MapeS;  Westchester.  Nettie 
J   Jones   to   Chas   R   and   Geo  J   Baxter.     Aug  6.     Aug  30,   1JKX5. 

nom 

Lot  lying  bet  s  s  premises  conveyed  to  party  2d  part  by  party  1st 
part  by  deed  dated  Feb  20,  19O0,  x  s  line  lot  133  map  Samuel 
Ryer  Homestead,  West  Farms,  The  Belmont  Realty  and  Con- 
struction Co  to  Herman  Aaron.  Q  C  and  confirmation  deed.  Aug 
25.      Aug   28.    19(10.      11:.30.S2.  nom 

♦Lots  40  and  47,  on  map  No  1108a  amended  map  of  120  lots,  be- 
ing a  subdivision  of  lot  23  at  Classons  Point.  Release  mort. 
Mary  A  Kent  to  Hudson  P  Rose  Co.     Aug  24.     Aug  29,  1906.      550 

♦Lots  9  and  10  on  parcel  No  2  map  property  Frances  Scofield 
estate,  City  Island.  Agnes  Reagan  to  Susan  Monaghan.  May 
14,   19(U.      Aug  24,   1906.  nom 

♦Same  property.  Geo  A  Scofield  as  EXR.  &c.  Lydia  A  Scofleld 
EXTRX  Frances  Scofleld  to  Agnes  Regan.  July  18,  1902.  Aug 
24,   1906.  700 

♦Same  property,   also  I 

Fordham  av,  n  s,  1  Oi)l  w  Main  st,  .50x200  to  Bay  av.  | 

Susan    Monaghan    to    Abella    C    Cotter.      Mort   $3,500.      Aug   9. 
Aug  24,  19(X;.  nom 

♦Lots  208  and  209  map  lots  of  J  S  Wood  at  Williamsbridge.  A 
Shatzkin  &  Sons  (inc)  to  Bernhard  Lipset.  Mort  $1,8(J0  on  this 
and    other    property.      Aug    13.      Aug    24,    190(i. 

other  consid  and  100 

*N  Y,  Westchester  &  Boston  Railway,  c  1,  104.4  w  of  a  public 
road,  laid  out  in  1870  as  an  extension  of  5th  av,  Mt  Vernon, 
contains  280-1.000  acres.  City  &  County  Contract  Co  to  N  Y, 
Westchester  &  Boston  Railway  Co.     Aug  23.     Aug  24,  1906.       nom 

♦Plot  begins  at  stake  in  line  between  lands  Lewis  B  Halsey  and 
lands  formerly  Hugh  D  Smith  et  al  and  c  I  N  Y,  Westchester 
&  Boston  Railway,  contains  1  657-1,000  acres.  Citv  &  County 
Contract  Co  to  N  Y,  Westchester  &  Boston  Railway  Co.  Aug 
23.      Aug   24,    V.XM;.  nom 

♦Plot  begins  74(>  e  from  White  Plains  road,  at  point  1095  n 
along  same  from  Morris  Park  av,  runs  e  100  x  n  2.5  x  w  100  x  s 
25  to  beginning,  with  right  of  way  to  Morris  Park  av.  Herman 
Tuchman  et  al  to  Julius  A  Meyer.  Mort  $3,2.50.  Aug  24.  Aug 
27,  1000.  other  consid  and  100 

"Plot  begins  94(1  e  White  Plains  road  at  point  820  n  along  same 
from  Morris  Park  av,  runs  n  2.5  x  w  100  x  s  25  x  e  IfH)  to  be- 
ginning, with  right  of  way  to  Morris  Park  av.  Jacob  Cohen  to 
Lina  Anderson.     Mort  .$3,000.     Aug  27.     Aug  28.   1900. 

other  consid  and  100 

♦strip  begins  at  stake  at  corner  of  lands  of  estate  Benj  S  Halsey 
and  lands  Jerusha  W  Halsey.  distant  210  n  w  50-ft  public  road, 
contains    O.Ki-l.OOO    acres. 

Strip  begins  at  stake  at  line  between  above  lands,  distant  IIC 
n  w  said  50-ft  road,  contains  71(j-l  0<_)0  acres. 

Strip  begins  at  stone  wall  in  line  between  land  estate  Benj  S 
Halsey  and  lands  L  Napoleon  Levy  at  c  1  N  Y,  Westchester  & 
Boston  Railway,  distant  182.8  s  e  said  50-ft  road,  contains 
1    137-1.000  acres. 

City    &    County    Contract    Co    to    N    Y,    Westchester    &    Boston     ' 
Railway   Co.      Aug  23.      Aug  24.   190(5.  nom 

LEASES. 

Under. this  head  all  Leases  recorded.  Assignment  of  Leases  and 
Leasehold  Conveyances  will  be  found.  The  expressed  consideration 
following  the  term  of  years  for  which  a  lease  is  given  means  so 
much    per   year. 

August  24,  25,  27,  28,  29,  30. 
BOROUGH    OF   MAIiHATTAN. 

Canal   st.    Nos    KJO   and    l(i2.      Agreement    modifying   two,     leases. 

Newman  Cowen  with  the  William  Peters  Brewing  Co.     June  25. 

Aug  28.    1906.      1:202.... nom 

Cannon  St.  Nos  S3  and  So,  all.     Surrender  lease.     Louis  Kirschen- 

battrn  aiid  ano  to  Abraham  PlesbXsky.     Aug  29.     Aug  30,  1906. 

2:334.:.......    ...    ......; ...    .■........■-.,.....  ..^-aova 

(Gannon  St.   No'lll.    " Surrender.  "lease.     Hymail  Blum"  to  Leopold  • - 

Li'-Lahgrock.    -Aug.Si.     Aug  25,  190(5.    4»:333. other  consid  andrlOOL 
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KING'S  WINDSOR  CEMENT 

for  Plastering  Walls  and  Ceilings  J.  B.  king  &  CO.,  No.  I  Broadway,  New  Y«ri 


Elastic  in  Its  nature,  can  be  applied  with  25  pet 
cent,  less  labor  and  has  12 '2  percent  more  cov° 
ering   capacity  than   any  other   similar   materunjt 


Chrystie  st.  No  220,  south  store.     Orazio  La  Cagnina  &  Co  to  Vlto 
Campanella;    2   8-12   years,    from    Aug   1,    ]!IOli.      Aug  24,    lOOIi. 

2:422 .- (iOO 

Delancey  si.   No   2tl0,   alL     David-  Stott   to  Benjamin   Piedelbaum; 

.■}  years,  from  Sept  1,   lOOO.     Aug  2."),   1!)(M;.     2:828 8,3.50 

Elizabeth  st,   No  !tl,  sputh  basement.     Stanislav  Ciletti  and  ano  to 
j,Aurelio    Gelardi;    2    years,    from    May    1.    1005.      Aug   20,    liWli. 

1:288 _.. ...    540 

Elizabeth    st.    No    254.      Assign    lease.      Rosario    La    Barbera    and 
ano  to  The  Eastern  Brewing  Co.     Aug  25.     Aug  21),  IDOU.  2:.507. 

■.... ; 2,000 

Grand  st,  Nos  424-and  420f  n  'e  cor  Attorney  st,^ store.  '  Jullns  Mil- 
ler to  Barnett  Goldstone;   3  years,,  from  S^pt   1,   100(1.     Aug  30, 

lOOn,     2:341..: .....l..    ...... 1....    .i 1,320  to  1,500 

Gouverneur    st.    No    00.      Surrender    lease.       Andrew    Plescio    to 
Jonathan    W    Hull.      All    title.      May    2G,    1005.      Aug   25.    1000. 

1:2(11 300 

Hamilton  st.  No  31.     Surrender  lease.     Giovanni  Cucco  to  Andrea 

,  Coppola.     All  title.     Aug  14.     Aug  28.  100(1.     1:253 843 

Henry  st.  No  328,  all.     Abraham  Kahn  to  Louis  Alter  and  ano;  3 

years,   from  Aug  15.  100(1.     Aug  2,8.   lOOd.     1:2(>7 3,9.50 

Lewis  st.  No  78,  all.  Hyman  Moskowitz  et  al  to  Abraham  M  Bash; 

3  years,   from  Nov  1,   llXMl.     Aug  27.   100(1.     2:320 3.0.50 

Maiden   lane,   Nos  0  and  11,   stores  and   basement I 

Maiden  lane,  Nos  9  to  13,  3d  floor | 

Walter  B  Horn   to  International   Silver  Co;   10  years  ,from   May 

1,1008.     Aug  28,  19(J(J.     1:05 24  000  and  25.000 

Mulberry    st,    Nos    100    and    108,    store,    &c.       John     Palraieri    to 
Domenico  Potente  and  Giovanni   Mottola;   3  years,  from  June   1, 

190<;.       Aug    24,     10(K1.       1:205 1.(120 

Mulberry   st,   No   172.     Assign   lease.      Joseph   Maronna   to   Joseph 

Vitarella.      Aug   8.      Aug   25,    100(1.      2:471 1,085 

Madison    st.    No    204,    s    w   cor    Rutgers    st.   — x — .      Assign    lease. 
Herman  Tolk  and  ano  to  Chas  Blattberg.     Aug  24,  lOOfl.     1:272. 

, noni 

Same  property.     Consent  to  assign  lease.     Israel  Block  to  Herman 

Tolk   and   ano.      Aug   1.      Aug  24,   1900.      1:272 

put  st,   No  15,   1st  floor.     Joseph  Sperber  to  Congregation  Anshei 
Sarath    Kranken    Unterstutzung    Verein;    3    years,    from    May    1, 

1905.     Aug  28.   190(1.     2:.341 180 

Suffolk  St.  No  135.  all.     Morris  Goldberg  and  ano  to  Sam  Katz;  3 

years,   from   Sept   1,   1900.      Aug  27.    100(1.      2:3.54 4.3.50 

Thompson  st.  No  141.  all.     Alessandro  Rinaldi  et  al  to  Luigi  Ba- 

ratta;    5   years,   from  Sept    1,   190(1.      Aug  28,    1900.     2:517.. 3,414 
West  st,  Nos  417.  418  and  419|  all.       Josephine     A     Budke     to       Wm 
Perry  st.   No   173  |     Graham;  5  years,  from  July  1,  1900. 

Aug  28,  190(>.     2:(j37 3,500 

3d   st.   No  84   East,   west   store,   &c.      Morris   Silverman   to   Harris 

Fischer;   3  years,   from  May  1,   1900.     Aug  28.   190(1.     2:444.. 480 
4th   st,   No   193   West.      Assign   lease.      H   Koehler  &   Co   to   Marie 

Libmann.      Mar   21,    1904.      Aug  30,    190(1.      2:.592    nom 

11th  st.  No  70  East,  basement  store.     Sydney  W  Denzer  to  Nathan 
L  Fischer  et  al;  4  8-12  years,  from  Sept  1,  1900.     Aug  30,  1900. 

2:.5(12 1,200 

12th  st.  No  050  East,  store.     Herman  Finkelstein  and  ano  to  John 
J  Schneider;  5  years,  from  Sept  1,  1900.     Aug  30,  1900.     2:394. 

900 

12th  st.  No  356  East,  drug  store,  chattels,  &c.     John  Lo  Pinto  to 
Armando   Michelini;    142  weeks,   from  April  4,   1000,  at  !fl0  per 

week.      Aug  27,   100(1.     2:458 

18th   st,    Nos   15   and    17   West.      Assign   lease.      Adolphe    H    Benoit 
to   Languages   Printing  Co.      AH   title.      Dec  23,    1904.      Aug  28. 

1900.     3:820 nom 

20th   st,   Nos   32   and   34   West.      Subordination   of   lease   to   mort. 
Frederick    C    Zobel   with    Berthold    Schnurer   and    Morris    Adler. 

Aug  24.     Aug  27.   1900.     3:821 nom 

21st    St.    No    820    East,    all.      William    and    Philip    Hoffmann    to 
Patrick   M    Burke;    9   8-12   years,    from   Sept    1,    1900.     Aug   2.5, 

1900.     3:920 1,500 

22d  St.  No  .522,  s  w  s,  275  n  w  10th  av.  25x98.9.     Margt  V  C  Mac 
Nutt   to   Reuben   Beck;    21   years,    from   May   1,    190(j.      Aug   28, 

190t>.      3:093 taxes.    &c,    and    7.50 

27th  st.   No  223  West,  store,  &c.     John  T  Lauth   to  Antonio  Pas- 

eale;   5  years,  from  Jan  1.  1905.     Aug  29.  19011.     8:777 420 

29th   St.   No   235   East,   west    store.      Israel   Augenblick    to   Angelo 
.Galiisso;    2   years,    from    Sept   1,    1900.      Aug   27,    1900.      8:910. 

420 

35th    St.    No    2.53    West.      Assign    lease.      Barron    D    Wilkins    to 

Bernheimer   &   Schwartz.     Aug   22.     Aug  24,   190O.     3:78.5. ..  .nom 
39th  st,   No  319   East.     Surrender  lease.     Antonias  Mei   to  Wm  C 

P  Boyer  and  ano.      Aug  5.     Aug  80,   1900.     3:945 275 

42d   St.   No   414  West,   store   and   basement.      August   and   Henry  C 
Suhrig   to   George   Seeback   and   William   Hoehn;    2   11-12   years. 

frpm  June  1,  1900.     Aug  27.  19(J0.     4:1051 900  and  1,020 

47th  st,   Nos  243  and  245  West.     Surrender  lease.     Washington  B 
Reed  lo  George  Bickelhaupt.     July  20.     Aug  25,   1900.     4:1019. 

nom 

00th  st,   Nos  218  and  220  West.     Surrender  lease.     Vincent  Fav- 

ale   to   David  Lion.      Aug  29.     Aug  .30.   1900.     4:1151 

other  consid   and   100 

02d  st,   No  224  West,   all.     Saml   Kaniuk  to   Heinrich  Strassberg; 
from  Sept  1.  190(1.  to  Sept  1,  1909.     Aug  24,  1900.     4:1153.  .2,1.50 

85th    st.    No    221    East I 

112th  st,    Nos   57  and   .59  East. .. ; | 

Assigns    2    leases.      Harry    Rohrlich    to    Peter   G    Raft.      Aug   23. 

Aug   24,    1900.      5:1.531    and   0:1018 nom 

90th   st.    No   2   West,   0-sty    building.      Samuel    Green    to   Solomon 
Lederer  and  Jacob  Heim;   ifrom  completion  of  building  to  Jan   1. 

1922.     Aug  27,   IttOO.     4:1203 5,125  and  5,.500 

94th  st.  No  280  East.     Surrender  lease.     Sam  Wind  to  Jacob  Shap- 
iro.    Aug  27.  ■  Aug  28,  1900.     5:1.540 ,558 

100th  St.   No  (10  East.     Assign  lease.     Samuel  Scheinhaus  and  ano 
to  Hyman  Schmith.     %  part.     All  title.     Mayl,  1903.     Aug  80, 

19(J0.     0:1005. , ....;.,..,.....    .............    200 

Sajne-    property.       Assign     lease.       Morris     Ferman    to    same.       V4 

part.     All  title.     Aug  2,   1905.     Aug  30,   1900,     0:1005... 240 

Same,  propertx-  Surrender  lease-     Hynian   Schmith   to   Isaac   Ad- 

\eT,    .Oct  27:   190.5.      Aug- 30,-:  IDOUr  6:1005:. ../..    .,.;.,  \:.522.4(} 
Same  property.     Stirrender  lease.  -  Herman  Sahmithto  Max  Pres-      -■ 
sinLaadJacob  Goldstein-    .Aug: -9>' 1900.-   Aug;  3i0,'  180(5.    firlGOo.   ■  ' 

{/,:.y.r.:::r."\:.  .;.:,;v;.';.;;^. .,>-;;: ;;,.;.  '■y■J■^■_'.:;,J■■  ^tSsWs 


l(j2d  st.  No  05  East.  Assign  lease.  Morris  Apfelberg  and  ano 
to  Max  Brandes  ami  ano.  Aug  28.  Aug  30,  19(J(1.  0:100.8. 
; .SOO 

102d  st, -No  (15  East,  all.      Barnet  Michelman  to  Morris  Apfelberg; 

_  8  years  and  10  days,  from  April  20,  1900.  Aug  30,  190(1.  0:1008. 
5,4.50 

Same  property.  Assign  lease.  Morris  Apfelberg  to  Max  Rotten- 
berg.      %    part      April   20.     Aug  30,   1900.     0:1008 450 

103d  st.  No  218  East,  store,  bakery,  &c.  Abraham  Winetsky  and 
ano  to  Moses  Janotsky;  3  9-12  years,  from  Aug  1.  190(1.  Aug 
80,    1900.      0:10.52 840   to  900 

'lOOth  St.  No  225  East,  all,  August  Tognola  and  ano  to  Isaac 
Segalowitz;  5  years,  from  Sept  1,  1900.  Aug  25,  1900.  0:10.50. 
3,.500 

100th  st.  No  225  East,  all.  August  Tognola  and  ano  to  Isaac 
Segalowitz;  5  years,  from  Sept  1,  1011.  Aug  24.  1900.  0:10.50. 
._.    3,i:.O0 

107th  st,  Nos  315  and  317  Bast,  two  most  easterly  stores.  Gen- 
naro  Viviano  to  Cirino  Calcaterra;  3  years,  from  May  1,  191)0. 
Aug  29.   1900.     0:1079 .; 804 

IKJth  st,  Nos  455  and  4.57  East.     Surrender  lease.     Jacob  Shneper 
and   ano   to  Simon   Lefkowitz.     Aug  24.     Aug  2.5.   190(i.     0:1710.  ■, 
..    ..    : other  consid  and  1()0 

119th  st,  Nos  .332  and  384  East.  Assign  lease.  Morris  Apfelberg 
and  ano  to  Max  Brandes  and  ano.  Aug  28.  Aug  29,  1900.  0:- 
1795 000- 

ll!lth  St.  Nos  38(1  and  3.38  Bast.  Assign  lease.  Same  to  same. 
Aug  28.      Aug  29,   1900.     0:1705 000 

1.31st  st.  No  272  West,  w  store  and  rooms.  Nathan  &  Zimmerman 
to  F  C  DeGraw;  5  years,  from  Sept  1,  19O0.  Aug  80,  lOOil.  7:- 
19.8(1 420 

133d  st,   Nos  52.5  and  527   West,  double  store.  &c.      Brody,   Adler  .   ,' 
&    Koch    to   William   Tobin;    5   years,    from   May    1.    19011.      Aug 
29,    1900.      7:1987 900 

Amsterdam  av.  No  2141,  2-sty  frame  building.  Edward  Clifford 
to  B  J  Pearlman,  from  Aug  15,  190<j,  to  Oct  1,  1911  (with  re- 
newal for  5  years,  from  Oct  1,  1911).  Aug  30,  1900.  8:2111. 
;k  10  and  1.200 

Av  A,  No  222.  balcony  in  rear.  Henry  Allen  to  Herman  Baum;  1 
year,   from_Aug  23,   1900.      Aug  24.   1900.      2:407 36. 

Av  B.  Nos  170  and  178,  n  w  cor  11th  st,  all.     Abraham  Smith  to 
Isaac    Grossman;  .3    years,    from    Sept    1,    1900.      .Aug   1.8.    1900.      ' 
2:40.5.       Corrects    error    in    last    issue,    when    consideration    of 
lease    was    .$7,S0 9.300 

Bowery.  No  129,  all,  with  chattels,  &c.  George  Ehret  to  Max 
Hahn;  15  years  and  10  days  from  Aug  21,  1900.  Aug  28,  190(1. 
2:423 0.000   to    10,000 

Broadway,  No  822,  basement.  Benjamin  and  Meyer  Morse  to  Na- 
than Walker;  from  Oct  1,  190.5,  to  May  1,  1910.  Aug  28,  IIIOO. 
2:.557 900  to   1,020 

Same  property.  Assign  lease.  Nathan  Walker  to  Adolph  Kotel. 
Dec   20,    1905.      Aug   28,    1900.      2:557 nom 

Broadway,  Nos  1404  to  1410,  s  e  cor  39th  st.  No  120,  two  stores, 
&c.  Saml  and  Lee  Shubert  (inc)  to  J  Hatfield  Morton;  7  years, 
from   May   1,    1900.      Aug   28,    lOtKi.      3:814 3,500 

Madison  av.  No  2082  |  s  w  cor  129th  st,  stores,  &c.     Rachel  Meyers 

129th  st.  No  .32  |  to  Abraham  Mendelowitz;  .5  years,  from 
May    1.   190(?.      Aug   25.    I'.XlO.      0:1753 1.200 

1st  av.  No  2039,  basement.  Dominick  Clemente  and  ano  to  Sal- 
vatore  Moceo  and  Basile  Vito;  2  9-12  years,  from  Aug  1,  1900. 
Aug    24,    19(MJ.      (1:1077 0(10 

Same  property.  Assign  lease.  Salvatore  Moceo  and  ano  to  Con- 
gress  Brewing  Co.      Aug  2.     Aug  24,   19(10.     (1:1077 nom 

1st  av.  No  701,  store,  first  floor.  Mathew  Koenig  to  Genevieve 
Kaufmann;  5  10-12  years,  from  July  1,  lOOO.  Aug  24,  1900. 
5:1835 000 

1st  av.  No  2233.  store.  Fanny  Klein  to  Giancinto  Bizzarri;  5 
years,   from  Oct   1.    l'.K)4.      Aug  24.    19110.     0:1080 000 

2d  av,  No  8(1,  n  w  cor  2d  st.  No  8(1.  basement  store  floor.  Mary  L 
Wood  to  Albert  and  Joseph  Eckelmann;  5  years,  from  Aug  1, 
1900.      Aug   .30,    1900.      2:4.58    1020 

2d  av.  No  2485.  Certificate  of  deposit  of  $240  for  performance  of 
lease.  Bernstein  &  Feinberg  Realty  Co  to  Adolph  T  Walter. 
Aug   23,    1900.      Aug   29.    1900.      0:1792 

3d  av.  No  2341,  n  e  cor  127th  st,  all.  Renee  H  Canalizo  to  Wa- 
linder  Bros;  9  8-12  years,  from  May  1.  1900.  Aug  29.  190(1. 
0:1792 3,000  and  8.900 

3d  av.  No  2098.  all.  Amelia  Bauman  and  ano  to  Armiu  Herman 
and  Frederick  J  Naegeli;  9  years,  from  June  1,  1900.  Aug  28, 
1901).      (1:1042 5.(MJ0 

5th  av.  No  .588.  1st  floor.  Chas  W  Gehlen  ta  Thos  E  Rice;  9 
years,   from  May  1,  190(1.     Aug  29.   19011.     5:12(13..  .0.000  to  9,025 

Oth  av.   No  7.50.  2d.  3d  and  4th  floors.     Gordon  Vigtusson  to  Louis 

Le   Moine;    from  Sept    1.    IDOU,    to   April  30,   1908.      5: 12.58. ...  1.440 
Cth  av.  No  840,  e  s,  74  n  21st  st,  24.8x95.     Subordination  of  lease 
to    Mortgage.      Wm    H    Hall    and    ano    with    Lawyers   Title    Ins   & 
Trust   Co-      July   20.      Aug  24.    1900.      3:828 nom 

7th  av.  No  184.  s  w  cor  21st  st.  all.  Kate  B  Happel  EXTRX;  &c. 
Henry  Bruner  lo  Joseph  E  Kerr  EXR  Mary  E  Caftrey;  3  years, 
from  May  1,   1900.     Aug  28,   1900.     3:770 3  000 

7th  av.  No  202,  n  w  cor  25th  st.  Assign  lease.  James  B  Cos-  ; 
grove    to   James    Everards   Breweries.      Aug  24.      Aug   28,    1900. 

3:775 nom 

8th  av.  No  23(i,  cor  22d  st,  Nos  275  to  279  West,  all.  Mary  Drake 
to  Chas  E  Abbott;  10  vears,  from  May  1,  1908.  Aug  29,  190(1. 
3:77;.' SOOO 

BOROUGH    OF    THE   BRONX. 

134th   st.    No   '.tOl   East,   all.      Caroline   Gareiss   to   Chas   C   Glatt; 

0  10-12  years,  from  July   1.  1900.     Aug  25,  1900.     10:2.547 

1,800  to  2,400 

*Bastchester  road,  near  Cornell  av  being  house  and  lot  owned  by 
Jenny  Cockburn.  Assign  lease.  Thos  F  Murphy  to  Arthur  K 
Kilmartin.      Aug  28.      Aug  80.    1900 nom 

*Same  property.  Assign  lease.  Arthur  K  Kilmartin  to  Gustave 
Hilbert.     Aug:28.     Aug  30. -1900.   , nom  - 

Southern  -Boulevard,  No  llOO,  store^  -Ac.  Katherine  Harnett  to  • 
Michael-  O^Shea;'  "5  years,  fro.ni  Juae-'lv  f906:  t,  "Ajig;  25.  190(>.  . 
}0i:2375  :".  -;. '. .  7.  '. ."  .".,::;.■>.-.  .:^/,;/.'. ;c-  -./A- ..-.-. 3720  and  OOQ 
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Mortgages 


RBCORD     AJVD      liUlDB         Manhattan        September  i,  1906 


Adaptable  for 

Offices  and  Residences 

Systems  of  Less  Than  Five  Stations 


Interior  Telephones 

No  Maintenlce  CliTge     lITiy      UClllS      3      mOrilll 

THE  AHENTION  OF  ARCHITECTS  AND  BUILDERS  IS  PARTICUURLY  CALLEB  TO  THE  ADVANTAGES  OF  OUR  SYSTEMS. 
RATES  FOR  SYSTEMS  OF  OVER  FIVE  STATIONS  AND  ALL  OTHER  INFORMATION  MAI  BE  OBTAINED  UPON  APPUCATION. 

NEW     YORK     TELEPHONE     COIVIPANY 


I  16  WEST  38th  STREET 


15  DEY  STREET 


fi20  WEST  124th  STREET 


♦White  Plains  road,  w  s.  25  n  221st  st,  25x55.     Barbara  Trumpler 

to   Mary   Silver;    10   years,   from   April   1,   1906.     Aug  29,    1906. 

180 

Webster  av.   e  s,  190  s  Gun  Hill  road  at  Williamsbridge  station. 

hotel  building.     Andrew  Bickhardt  to  Fred  Mirthes;  5  8-12  yrs. 

from  Sept  1,  1906.     Aug  28,  1906.     12:3358 900 


MORTGAGES 


13  000 
39th  St.  No  319. 
March   13.      Aug 
nom 


NOTE. — The  arrangement  of  this  list  is  as  follows:  The  first  name 
is  that  of  the  mortgagor,  the  next  that  of  the  mortgagee.  The  de- 
scription of  the  property  then  follows,  then  the  date  of  the  mort- 
gage, the  time  for  which  it  was  given  and  the  amount.  The  general 
dates  used  as  headlines  are  the  dates  when  the  mortgage  was  handed 
into   the  Register's   office   to   be  recorded. 

Whenever  the  letters  "P.  M."  occur,  preceded  by  the  name  of  a 
street,  in  these  lists  of  mortgages,  they  mean  that  it  is  a  Purchase 
Voney  Mortgage,  and  for  fuller  particulars  see  the  list  of  transfers 
I'Lder  the  corresponding  date. 

The  first  date  is  the  date  the  mortgage  was  drawn,  the  second  the 
flate  of  filing;  when  both  dates  are  the  same,  only  one  is  given. 

Subscribers  will  find  mortgages  in  this  list  with  the  wrong  block 
number  attached.  The  block  number  we  give  is  taken  from  the  in- 
strument as  filed. 

Mortgages  against  Bronx  property  will  be  found  altogether  at  the 
foot  of  this  list. 

August  24,  25,  27,  28.  29,  30. 
BOROUGH   OF   MANHATTAN. 

Ahrens,  John  H  H  to  Nicholas  Neuberth.  90th  st.  No  124,  s  s. 
320.6  w  Columbus  av,  26.6x100.8.  P  M.  5  yrs,  4y.7c.  Aug  30, 
190«?.      4:1220.  '  $22  7.50 

Aichele.  William  to  Henry  Blitz.  2d  av.  No  1.594,  e  s.  .53.4  s  83d 
st,  25.4x75.  P.  M.  Prior  mort  $22,000.  Aug  28,  installs,  6%. 
Aug  29,  1906.     5:1.545.  2,300 

Adelson,  Harry  M  to  Henry  Ettelson.  178th  st.  s  s.  100  w  St 
Nicholas  av.  100x99.10.  Building  loan.  Aug  23,  due  Dec  1, 
190t5.   69'r.      Aug  24,    ]9(Xi.      8:2144.  S.OOO 

Atkins,  Jennie  to  Joseph  Louis.  Monroe  st.  No  95,  n  s,  210.10  e 
Pike  st,  24.6x100.  P  M.  Prior  mort  $27,000.  Aug  15,  installs, 
6%.     Aug  28,   1900.     1:272.  

Alexander,  J  Henry  with  Bernhard  Klingenstein. 
n  s,  275  e  2d  av.  25x98.9.  Extension  mort. 
30,   1906.     3:945. 

Benedict,  Clairville  E  guardian  of  James  A  and  Eliz  A  Benedict 
with  Sophie  Muller.  126th  st.  No  229  East.  Extension  mort. 
Aug   15.     Aug  25,   1906.     6:1791.  nom 

Barr.  John  C  to  CENTRAL  TRUST  CO  of  N  Y.  Park  av.  Nos 
1196  and  1198.  s  w  cor  94th  st.  50.8x80.  P  M.  Aug  15.  3 
years.   5%-      Aug  24.    100(>.      5:1505.  62.000 

Berliner,  Julius  and  Max  Greenberg  to  The  General  Theological 
Seminary  of  the  P  E  Church  in  U  S.  112th  st,  Nos  230  to  2.36, 
s  s.  295  e  3d  av,  2  lots,  each  49.11x100.11.  2  morts.  each  $48.- 
000.     Aug  20.  5  years.  Sf-^.     Aug  28,  1906.     6:1661.  96.000 

Braunstein,  Tina  wife  of  and  Samuel  to  Hen»y  H  Jackson  et  al 
exrs  Peter  A  H  Jackson.  42d  st,  No  304,  s  s  85  e  2d  av,  1.5x 
98.9.     P  M.     Aug  27,  5  years,   5%%.     Aug  28   ,1906.     5:1334. 

6,500 

Same  to  Magdalene  Riedel.  Same  property.  P  M.  Prior  mort  $6,- 
50O.     Aug  27,  installs,  69r-     Aug  28,  1906.     5:1334.  2.000 

Bresky.  Morris,  of  Queens  Borough,  to  Herman  Forman  and  ano. 
Eldridge  st.  No  131,  w  s,  75  n  Broome  st,  25x.50.  P  M.  Prior 
mort  $24,.500.  Aug  27,  due  July  1,  1909,  G7c-  Aug  28,  1906. 
2:419.  1 2.50 

Bulman.  Herman  T,  of  Yonkers.  N  Y,  to  TITLE  GUARANTEE  AND 
TRUST  CO.  160th  st,  s  s.  375  w  Broadway,  runs  s  85.7  x  s  e 
126.5  to  w  s  Fort  Washington  av.  x  n  131.11  to  st,  x  w  78.4  to 
beginning.  Aug  21,  due  Feb  21,  1908,  67c.  Aug  25,  1906. 
8:2136.  130  000 

Ball,  Alwyn,  Jr.  of  Rutherford,  N  J.  with  TITLE  GUARANTEE 
AND  TRUST  CO.  160th  st.  s  s.  375  w  Broadway,  runs  s  85.7  x 
s  e  126.5  to  w  s  Fort  Washington  av.  x  n  131.11  to  160th  st, 
X  w  78.4  to  beginning.  Subordination  mort.  Aug  21.  Aug  25, 
1906.     8:2136.  nom 

Bachman.  Alfred  C  to  County  Holding  Co.  36th  st.  No  312,  s  s, 
150  w  8th  av,  25x98.9.  P  M.  Aug  28.  2  yrs,  5%.  Aug  29,  1906. 
3:759.  20,000 

Block,  Hyman  to  Rosalie  Zipser.     102d  st.  No  215,   n  s,  230  e  3d 

av,   25x100.11.      P   M.      Prior   mort   $ .      Aug   25,   2    yrs,   &/r. 

Aug  29,  1906.     6:1652.  3,.500 

Bornstein,  Joseph  to  Maurice  F  Schlesinger.  128th  st,  Nos  64 
to  68,  s  s,  140  w  Park  av,  56.3x99.11.  Prior  mort  $59,000.  Aug 
28,  due  Oct  20,  1906,  (j'/c     Aug  29,  1906.     6:1752.  2,500 

Berliant,  Maria  and  Bernard  Gordon  to  Edward  A  Prentice.  1st 
av.  No  156,  e  s,  67.4  s  10th  st,  runs  e  90  x  s  1.11  x  e  10  x  s 
23.1   X   w   100  to   av  x  n  25   to   beginning.      P   M.      Prior  morts 


$35,166.66.     Aug  15,  4  yrs,  6%.     Aug  25,  1906.     2:437.  8,000 

Bailey,  Thomas  to  TITLE  GUARANTEE  &  TRUST  CO.  164th  st, 
n  s,  190  w  Amsterdam  av,  runs  n  74.11  x  w  109.9  to  e  b  St 
Nicholas  av  x  s  79.11  to  st  x  e  81.10  to  beginning.  Aug  29,  due, 
&c,   as  per  bond.     Aug  29,   1906.     8:2121.  16,000 


Bozzuffl,  John  to  TITLE  GUARANTEE  &  TRUST  CO.  62d  st.  No 
337,  n  s,  279  w  1st  av,  17x100.5.  P  M.  Aug.  29,  due,  &c,  as  per 
bond.     Aug  30.  190(!.     5:1437.  4,000 

Birkman.  Barnet,  Rubin  Bass  and  Jos  E  Siegel  to  Hauben  Realty 
Co.     Madison  st.  Nos  365  and  367,  n  s,  275.8  w  Jackson  st,  40t 

95.     P  M.     Prior  mort  $ .     Aug  28,  5  yrs,  G%.     Aug  30,  1900. 

1:207.  22,000 

Bozeman,  Celesta  M  to  UNION  TRUST  CO  of  N  Y.  Lexington  av. 
No  995,  e  s,  74.4  s  72d  st,  15x80.  Aug  29,  due  Oct  1,  1911,  5%. 
Aug  30,  190ti.     5:140t>.  12,000 

Bozeman,  Celesta  M  to  UNION  TRUST  CO  of  N  Y.  Lexington  av. 
No  993,  e  s,  89.4  s  72d  st,  15x80.  Aug  29,  due  Oct  1,  1911,  5%. 
Aug  30,  1906.    5:1406.  12,000 

Ball,  Florence  to  the  A  C  &  H  M  Hall  Realty  Co.  12th  st.  No  136, 
s  s.  425  e  7th  av,  25x103.3.  P  M.  Aug  28,  2  yrs,  67c.  Aug  30, 
1906.     2:607.  3.000 

Cohen,  Simon  and  Isaac  Kraft  to  ITALIAN  SAVINGS  BANK. 
Thompson  st.  No  57,  w  s,  100  n  Broome  st,  37.6x100.  Aug  27,  3 
yrs,  57r.     Aug  30,  1906.    2:489.  45,000 

Cohen,  Simon  and  Isaac  Kraft  to  Francis  P  Furnald.  Thompson 
st.  No  63.  w  s,  177.6  n  Broome  st,  37.4x100.  Aug  27,  5  yrs,  5%. 
Aug  30,  1906.     2:489.  46,000 

Cohen,  Simon  and  Isaac  Kraft  to  Francis  P  Furnald.  Thompson 
st,  Nos  59  and  61,  w  s.  137.6  n  Broome  st,  40x100x38.9x100. 
Aug  27,  5  yrs,  57c.     Aug  30,  1906.     2:489.  49,000 

Cohen,  Elias  A  to  Simon  Cohen  and  ano.  Thompson  st.  No  57,  w  s, 
lOlt  n  Broome  st,  37.6x100.  P  M.  Prior  mort  $45,000.  Aug  27, 
installs,  G%.    Aug  30,  1906.     2:489.  16,000 

Cohen,  Elias  A  to  Simon  Cohen  and  ano.  Thompson  st.  No  63,  w  s, 
177.6  n  Broome  st.  .37.4x100.  P  M.  Prior  mort  $46,000.  Aug  27. 
installs,  67r.     Aug  30,  1906.    2:489.  14,000 

Cohn  or  Cohen,  Harris  M  to  Max  Markel.  122d  st,  Nos  163  and 
165,  n  s,  266.8  w  3d  av,  43.4x100.11.  June  13,  1  yr,  6%.  Aug 
30,  1906.     6:1771.  20.000 

Corbett,  Thomas  P  to  Mary  Welcker.  169th  St.  No  510,  s  s,  157 
w  Amsterdam  av,  1.8x85.  P  M.  Aug  27,  due  March  1,  1907,  57r. 
Aug  30,  1906.     8:2125.  3,700 

Cohen,  Molly,  Chas  I  Nimkotf  and  Samuel  Hammer  to  Annie  Ber- 
ger.  Orchard  st,  No  ,34,  e  s,  about  48  s  Hester  st,  25x65.  Aug 
27,  due  July  1,  1910,  67c.     Aug  29,  1906.     1:298.  8,750 

Cregan.  Wm  J  as  trustee  under  deed  of  trust  to  TITLE  GUAR- 
ANTEE &  TRUST  CO.  37th  st.  No  257,  n  s,  150  e  Sth  av,  16.8x 
98.9.     Due,  &c,  as  per  bond.     Aug  29,  1906.     3:787.  8,000 

Corday.  Jacob  to  Abrara  L  Libman  et  al.  2d  av,  Nos  1261  and 
1263,  n  w  cor  66th  st,  41.11x100.  P  M.  Aug  28,  installs,  67c. 
Aug  29,  1906.     5:1421.  20.500 

Connelly,  Adaline  S  to  Winifred  E  Judge.  3d  av.  No  1351  (1357), 
e  s._21.5  n  77th  st.  20.6x74;   3d  av.  No  1.355   (1361),  e  s,  61.11 

n  77th  St.  20x74.     Undivided  interest.     Prior  morts  $ -.     July 

9.  1  yr,  511,7c.     Aug  29.  1906.     5:14.32.  2,000 

Cathedral  Parkway  Realty  Co  with  North  American  Mortgage  Co 
and  Simon  Uhlfelder  and  Abraham  Weinberg.  137th  st,  s  s, 
100  e  Riverside  Drive,  85x99.11;  137th  st.  s  s,  185  e  River- 
side Drive,  85x99.11.  Declaration  correcting  description  in  two 
morts.      Aug  21.      Aug  27,   1906.     7:2002.  

Cathedral  Parkway  Realty  Co  with  The  Commonwealth  Mortgage 
Co  and  Simon  Uhlfelder  and  .Abraham  Weinberg.  137th  st,  s  s, 
lOO  e  Riverside  Drive,  85x99.11;  137th  st,  s  s,  185  e  Riverside 
Drive,  85x99.11.  Declaration  correcting  description  in  two 
morts.      Aug   21.      Aug   27,    1906.      7:2002.  

Cathedral  Parwkay  Realty  Co  and  Simon  Uhlfelder  and  Abraham 
Weinberg  with  North  .American  Mortgage  Co.  137th  st,  s  s,  100 
e  Riverside  Drive.  85x99.11;  137th  st.  s  s,  100  e  Riverside 
Drive,  170x99.11;  137th  st,  s  s,  100  e  Riverside  Drive.  170x99.11; 
137th  st,  s  s,  185  e  Riverside  Drive,  170x99.11;  137th  st.  s  s, 
185  e  Riverside  Drive,  85x99.11.  Subordination  of  6  morts. 
June  26.     Aug  27,   1906.     7:2002.  nom 

Dubinsky,  Dora  to  Lazarus  Dimond.  125th  st,  Nos  324  to  330,  s 
s,  300  e  2d  av,  75x100.11;  125th  st.  No  332,  s  s,  375  e  2d  av, 
25x133x25x150:  125th  st,  s  s,  249.6  w  1st  av.  strip  0.6x100. 
Prior  morts  $117,250.  Aug  27,  due  Nov  27,  1906.  67o.  Aug  28. 
1906.     6:1801.  5,000 

Drimmer,  Solomon  to  Morris  Punch.  114th  st,  Nos  208  and 
210.  s  s,  122.4  e  3d  av,  42,4x100.11.  P  M.  Prior  mort  $56,750. 
Aug  24,  5  years,  6%.     Aug  28,  1906.     6:1663.  4,750 

Desatnick,  Max  and  Harry  Beller  to  Morris  Pick.  102d  st.  No 
164,  s  3.  245  w  3d  av,  20x100.11.  P  M.  Prior  mort  $9,250. 
Aug  2.5,   3   years,   67c.      Aug  27,   1906.     6:1629.  1910 

Dubinsky,  Dora  to  Jacob  Fischel.  125th  st,  s  w  s,  375  e  2d  av, 
25x133  to  c  1  old  Church  rd  x— xl.50;  125th  st.  s  s  249.6  w  1st 
av,  strip  O.O-xlOO.    June  18,  demand,  67c.     Aug  29,  1906.    6:1801. 

3,000 

Distelhurst,  Hugo  E,  of  Brooklyn,  to  Frederick  Sheldon.  Delancey 
st.  No  148,  n  e  cor  Suffolk  st.  No  94,  22x50.  Aug  29,  due  Mar  4, 
1910,  4Vi7r.     Aug  29,  1906.     2:348.  25,000 

Ecker,  Herman  to  Morris  &  Louis  Jerchower.  Henry  st,  Nos  274 
and  276,  s  e  cor  Gouverneur  st,  Nos  22  and  24,  42.4x73.10x42x74. 
P  M.  Prior  mort  $64,000.  Aug  23,  installs,  67c.  Aug  29,  1906. 
1:267.  9,500 

Edelson,  Isaac  and  Max  Shapiro  to  Simon  Lefkowitz.  Pleasant 
av,  Nos  301  to  307,  n  w  cor  116th  st,  Nos  455  and  457,  86x48. 
P  M.     Aug  24,  1906,  installs.  67c.     6:1710.  4,000 

Flsch,   Henrietta  to  Joseph  Eckstein.     Av  A,   Nos   174  and  176,  n 

e  cor  11th  st,  Nos  501  to  505  East,  51.7x95.5.     Prior  mort  $ . 

Aug  24,  demand,  67c.     Aug  27,  1906.     2:405.  6,000 
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Foote,  Clara  W,  of  Poughkeepsie,  N  Y,  to  TITLE  GUARANTEE 
AND  TRUST  CO.  William  st,  Nos  152  aud  154,  s  e  cor  Ann 
St,  No  72,  -lOxolJi.  2-9  parts.  All  title.  Aug  22,  due,  &c,  as 
per    bond.      Aug   2.">,    WWi.      1:93.  S,(X)0 

Fo.K,  Henry  to  Joseph  Reiss  et  al.  178th  st,  s  s,  100  e  Audubon 
av,  45x91.2x45.1x88.3.  Aug  29,  1  month,  6%.  Aug  30,  lOOG. 
8:2132.  5,000 

Felt,  Abraham  and  Harry  Malakoff  to  Samuel  Mandel.  Amsterdam 
av,  n  e  cor  118th  st,  74.10x100.  P  M.  Aug  27,  1  yr,  ti%.  Aug 
39,  1900.     7:1902.  27,500 

Felt.  Abraham  and  Harry  Malakoff  to  Monterey  Realty  &.  Construc- 
tion Co.  lOlith  St.  n  s,  223.11  e  Columbus  av,  73.7x100.11.  P  M. 
Aug  27,  1  yr,  0%.     Aug  30,  190l>.     7:1842.  23,000 

Felt,  Abraham  and  Harry  Malakoff  to  Samuel  Mandel.  118th  st, 
n  s,  100  e  Amsterdam  av,  50x100.11.  P  M.  Aug  27,  1  yr,  0%. 
Aug  30,  1900.     7:1902.  17,500 

Friedman.  Max  to  Bernhard  Klingenstein.  103d  st.  No  23,  n  s, 
95  w  Madison  av,  25x100.11.  P  M.  Prior  mort  $20,000.  Aug 
28,  5  yrs,  0%.     Aug  29,  1900.     0:1009.  10,275 

Fine  (M)  Realty  Co  and  Harris  -Mandelbaum  and  Fisher  Lewine 
with  Lawyers'  Realty  Co.  110th  st.  No  424,  s  s,  3.52.4  w  Pleas- 
ant av,  l(i.8xl00.11;  llCth  st,  No  434,  s  s,  202.9  w  Pleasant  av, 
18.9x100.11;  also  llOth  st,  s  s,  281.0  w  Pleasant  av,  70.10x100.11. 
Subordination  of  3  morts.     Aug  28.     Aug  29,  19oo.     0:1709.     nom 

Fox.  Henry  to  Joseph  Reiss  and  ^no.  Audubon  av.  e  s,  41.10  s 
178th  St.  40x100  2x40.5x100.  Aug  29,  1  month,  6%.  Aug  30, 
19011.       8:2132.  5,000 

Fox.  Henry  to  Joseph  Reiss  and  ano.  Audubon  av,  s  e  cor  178th 
St.   14.10x100.     Aug  29,  3  months,  {j%.     Aug  30,   1900.     8:2132. 

8,700 

Goetz.  Elizabeth  M  with  Paul  Kreyling.  100th  st,  Nps  ItMJ  and 
108,  s  s.  175  w  3d  av,  2  lots,  each  25x109.11.  2  subordination 
agreements.      Aug  22.      Aug  24,   lOOli.     0:1033.  nom 

Goldfein,  Joseph  with  Sophie  Muller.  120th  st.  No  229  East.  Ex- 
tension  mort.     Aug  22.     Aug  2.j,   19O0.     0:1791.  nom 

Ginsburg,  Solomon  and  Abraham  Dluznevich  to  Joseph  Kaplan. 
Attorney  st.  No  159,  w  s,  175  s  Houston  st,  24.10x100.  P  M. 
Aug  24,   1  year,  0%.     Aug  25,  1990.     2:350.  7,000 

Glantz,  Samuel  to  George  Ehret.  4th  av,  Nos  363  and  305.  n  e  cor 
20th  St.  Nos  101  and  103.  Saloon  lease.  Aug  28,  1000,  due,  &c, 
as    per   note.      3:882.  note,    10,000 

Graham,  William  to  Beadleston  &  Woerz.  West  st,  Nos  417,  418 
and  419,  and  Perry  st.  No  173.  Saloon  lease.  Aug  24,  demand. 
6%.     Aug  28,   1900.     2:037.  3,241.74 

Gage,  Mary  P  to  Mary  A  Downey.  85th  st.  No  252,  s  s,  140  e 
West  End  av,  40x102.3.  Aug  22,  1  year,  — %.  Aug  27,  1900. 
4:1232.  15,000 

Gelfand,  Abram  to  Jacob  Cutler  et  al.  Gouverneur  st  '.No  00,  e  s, 
78.5  n  Cherry  st,  25x79.9x25x79.0.  P  M.  Aug  23,  installs,  07c. 
Aug  24,  1900.      1:201.  7,000 

Goldblatt,  Isaac  with  Josef  Grumet.  7th  st,  Nos  254  and  250,  s  s, 
290.9  e  Av  C,  30.x90.10.  Agreement  as  to  time  when  mort  shall 
become  due.      Aug  28.     Aug  29,  19O0.     2:37tl.  nom 

Goldbaum,   Jennie   to   Sophia   Rabinovitch.      97th   st.    No   222,   s   s, 

335  e  3d   av,  25x100.11.     Prior  mort  $ .     Aug  27,  2  yrs,  0%. 

Aug  29,   1900.     0:1040.  1,175 

Goldstein,  Morris  L  to  Louis  Gordon  et  al.  118th  st,  Nos  123V4  to 
127,  on  map  Nos  125  and  127,  n  s,  240  e  Park  av,  50x100.11. 
P  M.     Aug  23,  installs,  O'/f.     Aug  24,  1900.     0:1707.  25,000 

Goodman.  Henry  D  wUh  American  Mortgage  Co.  117th  st,  Nos  11, 
n  s,  185  e  5th  av.  25x100.11.  Subordination  mort.  Aug  23. 
Aug  29,"  1900.     0:1023.  nom 

Glick.  David  and  Samuel  Ladner  to  Jacob  Weinstein  and  ano. 
120th  st,  Nos  3.)  and  37,  n  s,  341.8  e  Lexington  av,  50x99.11. 
P  M.     Aug  27,  installs,  0%.     Aug  28,  1900.     0:1727.  14,000 

Goldovitz.  Isaac  to  Emma  Moss  et  al  exrs  of  Henry  Moss  deceased. 
Catharine  st.  No  01,  s  e  cor  Monroe  st,  Nos  2  and  2%,  17.9x80. 
P  M.     5  years.  5<7r.     Aug  30.  ItKXi.     1:253.  14.500 

Goldovitz,  Isaac  to  Emma  Moss  et  al  exrs  Henry  Moss  deceased. 
Monroe  st.  No  4.  s  s,  80  e  Catharine  st,  20.7x51.4x20.7x51.9; 
Monroe  st.  No  0,  s  s,  100.7  e  Catharine  st,  25x59.5x25x61.0. 
P  M.     Aug  22,  5  yrs,  5%.     Aug  30,  1900.     1:253.  20,000 

Golde  &  Cohen  with  VAN  NORDEN  TRUST  CO.  78th  St.  s  s,  212.6  e 
2d  av,  87.6x102.2.  Subordination  mort.  Aug  3.  Aug  30,  lOOli. 
5:1452.  nom 

Goldstein.  Louis  L  to  Julius  Berliner  and  ano.  117th  st,  Nos  228 
to  232,  on  map  Nos  230  and  232,  s  s,  295  e  3d  av,  49.11x100.11. 
P  M.  Prior  mort  $48,000.  Aug  27,  installs,  0%.  Aug  28,  1900. 
0:1061.  14,750 

Hahn,  Joseph  to  Isabella  G  Francis.  49th  st.  No  237,  n  s.  206  w 
2d  av,  l.SxlOO.5.     Aug  2^.  3  yrs,  .5%.     Aug  30,  1900.     5:1323.    0.500 

Horwitz.  Jacob  H  and  Max  I  Lefkowitz  and  Isaac  Horwitz  to  Joseph 
Ravitch.  Amsterdam  av.  Nos  1264  and  1206,  w  s,  50.11  n  122d 
St.  40x100.  Prior  mort  $45,009.  Aug  28,  1  yr,  —%.  Aug  30 
1906.     7:1977.  13,000 

Horwitz.  Jacob  H.  Max  I  Lefkowitz  and  Israel  Horwitz  to  Joseph 
Ravitch.  Amsterdam  av,  Nos  1200  and  1262,  n  w  cor  122d  st 
No  501.  .50.11x100.  Prior  mort  $78,000.  Aug  28.  1  year,  6%.  Aug 
39,  1906.     7:1977.  12,000 

Horwitz.  Jacob  H  and  Max  I  Lefkowitz  and  Israel  Horwitz  to  the 
JEFFERSON  BANK.  Amsterdam  av,  Nos  12(i0  to  1266,  n  w  cor 
122d  st.  No  .501.  90.11x100.  Prior  mort  .$148  000.  Aug  28, 
due  Nov  1,   1900,  6%.     Aug  30,  1900.     7:1977.  22.fX)0 

Hauben  Realty  Co  to  Margaret  W  Keck  et  al.  Madison  st,  Nos  305 
and  367.  n  s,  275.9  w  Jackson  st,  39.11x95.  Aug  23,  3  yrs,  '>%. 
Aug  .30.   1996.      I:2(i7.  41.000 

Horwitz,   Jacob   H   and   Israel   and   Max    J   Lefkowitz   to    the    PHILA- 
DELPHIA TRUST,  SAFE  DEPOSIT  &  INS  CO  as  trustee  of  Isabel 
B  Coxe,  will  of  Alexander  Brown.     Amsterdam  av,  Nos  1264  and 
12(;6,   w   s,  .50.11   n  122d  st,  40x100.     Aug  28,  5  yrs,  5%.      Aug 
m.  1906.     7:1977.  45,000 

Hauben  Realty  Co  to  Margt  W  Keck  et  al  exrs  &c  Thomas  Keck. 
Madison  st.  Nos  .305  and  .367,  n  s.  275.9  w  Jackson  st,  39.11x95. 
Certificate  as  to  consent  of  stockholders  to  mort  for  $41,000. 
Aug  23.     Aug  .30,  1906.     1:267.  

Horwitz.  Jacob  H  and  Max  I  Lefkowitz  and  Israel  Horwitz  to  the 
General  Synod  of  the  Reformed  Church  in  America.  Amsterdam 
av,  Nos  1260  and  1262,  n  w  cor  122d  st.  No  501,  .50.11x100.  Aug 
28.  5  yrs,  .5';r.     Aug  30.  19(16.    7:1977.  78.009 

Harris.  Nathan  and  Samuel  to  Samuel  G  Hcs.s.      104th  st.  No  24, 


s   s,   95   w   Madison   av,   2.5x100.11.      P   M.      Prior   mort   $26,000. 

Aug  28,  5  yrs,  07c.     Aug  29,   1906.     6:1609.  10,000 

Hebeler,  Albert  to'  Charfes  Ficken.     Av  A,  No  1431,  w  s,  25  s  76th 

st,   26.1x109,      P   M.      Prior   mort   $21,000.     Aug  28,    3  yrs,  07o. 

Aug  29,  1906.     5:1470.  3  000 

Hall  A  C  &  H  M)  Co  to  Wm  H  Hall.     12th  st.  No  130.  s  s,  425'  e 

7th   av,  2.5x103.3.     Aug  28,  3  yrs,  57r.     Aug  29,   1996.     2.:607. 

32,000 
Same  to  same.     Certificate  as  to  consent  of  stockholders  to  above 

mort.     Aug  28.     Aug  29,  1906.    2:607.  

Harbater,   Joseph   and   Solomon   Silk    to    Kotzen    Realty   Co.      13th 

St.   Nos  313   and  315,   n  s,    171   e  2d   av,   46xl03..3.      Prior   mort 

$42.(M10.      Building  loan.     Aug  24,   due  Aug  24,   1907,   6%.     Aug 

27.    19(.«).      2:455.  20,000 

Same   to  same.     Same  property.     P  M.     Prior  mort  $20,000.     Aug 

24,   1   year,   (>%.     Aug  27,   1900.     2:455.  2,000 

Herbert,   Alexander  to   Clement  C   Speiden.     Riverside  Drive   .late 

Lafayette  Boulevard,  w  s,  75  n  from  c  1  159th  st.  if  extended  and 

105.1  along   curving   line   of   said    Boulevard,    25.5x70.x20.5.x81..5. 

P  M.     Aug  25,   2  years,   —'/c-      Aug  27,   1900.     8:213.5.  8,250 

Hall,  Amelia  F  to  EMIGRANT  INDUST  SAVINGS  BANK.  81st  st, 
No  .525,  n  s,  348  e  Av  A,  25x102.2.  Aug  28,  1900,  1  year,  ■i\i%. 
5:1578.  5,000 

Hutter,  Leopold  to  Bertha  M  Johnson.  Varick  st.  No  22,  e  s,  abt 
25  s  Beach  st.  — x — ;  also  Beach  st.  No  14.  s  e  cor  Varick  st.  No 
24,  runs  e  69.2  to  s  w  s  Walker  st,  x  s  w  34.4  x  s  11.9  x  w  100  to 
Varick  st,  x  n  25  to  beginning.  All  title.  Leasehold.  July  3, 
1900,  due  May  1,  1909,  0%.  1:190.  Corrects  error  in  issue  of 
July  7,   when   Beach   St.   No   was  24  and   Varick   st   No   14.       2.000 

Hymes.  Jacob  to  Irving  Bachrach  et  al.  61st  st.  No  303,  n  s, 
75  e  2d  av,  25x75.  P  M.  Prior  morts  $15  000.  Aug  23,  3 
years,  6%.     Aug  24,  1906.     5:1430.  3,500 

Hensle  Construction  fflo  to  City  Mortgage  Co.     Claremont  av,  w  s, 

475.2  s  127th  st,  75x91.     July  11,  demand,  0%.     Aug  24,  1900. 
7:1994.  21,367 

Same  property.  Certificate  as  to  consent  of  stockholders  to  above 
mort.      July   11.      Aug  24.    1900.      7:1994.  

Hall,  William  H  to  LAWYERS  TITLE  INS  &  TRUST  CO.  6th 
av.  No  .340,  s  e  s,  74  n  e  21st  st,  24.8x95.  July  21,  due  Aug  1, 
1911,  4147c.     Aug  24,  1906.     3:823.  120,000 

Isaacs,  Isidor  R  and  Morris  R  Stang  to  Bernhard  Klingenstein. 
39th  st.  No  319.  n  s,  275  e  2d  av.  25x98.9.  P  M.  Prior  mort 
$15,000.     Aug  28,  5  yrs,  67f.     Aug  30,  1906.     3:945.  5,000 

Johnson.  Grace  R  (Ruggles)  Individ  and  guardian  Grace  Ruggles 
and  John  R  Strong  et  al  with  the  BANK  FOR  SAVINGS.  N  Y. 
Union  sq  or  pi.  No  24,  or  4lh  av.  No  181.  e  s.  52  n  15th  st,  20x 
125.      Estoppel  agreement.      Aug  2.     Aug  27.   19(XJ.     3:871.         nom 

Kornbluh,  Adolph  and  Frank  A  Romanelli  to  Charles  Fritz.  125th 
St.  No  .529.  n  s,  3.50  e  Broadway,  25x99.11.  Aug  23,  5  yrs,  57c. 
Aug  29,  1906.     7:1980.  18,000 

Kornbluh,- Adolph  and  Frank  A  Romanelli  and  Sadie  Schwarz  with 
Charles  Fritz.  125th  st.  No  .529.  n  s.  3.50  e  Broadway.  2.5x99.11. 
Subordination  mort.     Aug  23.     Aug  29,   1906.     7:1980.  nom 

Keve,  Abraham  B,  Albert  L  Silberstein  and  Michael  Wielandt  and 
Joseph  Ruff  with  LAWYERS'  TITLE  INS  &  TRUST  CO.  110th 
st,  Nos  212  to  210,  s  s,  175  e  3d  av,  2  lots,  each  37.6x100.5. 
Subordination  of  2  morts.     July  31.     Aug  29,  190(i.     6:1783.      nom 

Keve,  Abraham  B  and  Albert  L  Silberstein  to  LAWYERS'  TITLE 
INS  &  TRUST  CO.  119th  St.  Nos  212  to  216,  s  s,  175  e  3d  av 
2  lots,  each  37.6x10:1.5.  2  morts,  each  $38,000.  Aug  28,  due 
June  30.1911,  .57c.     Aug  29.  1906.     0:1783.  70,000 

Klappert,  Mary  C  to  George  Peper.  West  End  av.  No  873,  w  s 
60.11  s  103d  st,  20x79  3.  P  M.  Aug  28,  1900,  3  years,  4^7c. 
T:1890.  14.000 

Koref,  Ignatz  to  Robraert  McL  Jackson.  Av  B,  Nos  227  to  231, 
s  e  cor  14th  st,  Nos  600  and  002,  OS.O.xSS.  Prior  mort  .$.".0  000. 
Aug   27.   2   years,   07c.      Aug  28,    1900.      2:.396.  9.000 

Kovner.  Annie  with  Meyer  and  Louis  Jarmulowsky.  Henry  st. 
No  214.  s  s,  70.7  e  Clinton  st,  "J.'i. 0x100.  Agreement  as  to 
ownership  of  mort.     Aug  24.     Aug  25.  1900.     1:'209.  

Kahn,  Abraham  to  Fannie  Gottlieb.  Henry  st.  No  3'JS.  s  s,  125 
w  Jackson  st,  25x94.11x25.1x94.10.  P  M.  July  27,  installs. 
67c.     Aug  25,   1906.     1:267.  2.000 

Kelly,  Maria.  Rate  Silo  and  Hannah  Eagar  to  EMIGRANT  IN- 
DUSTRIAL SAVINGS  BANK.  Laight  st.  No  CO.  s  s  58  w  Green- 
wich st,  22x62.6x— x62.6;  Greenwich  st,  No  4'20,  w  s,  20.7  s 
Laight  st,  20.7x58.  Ai.g  24,  5  years,  4%%.  Aug  25,  1906. 
1:217.  8.000 

Kramer.  Charles  and  Reuben  Eisenstein  to  Chas  E  Scott.  104th 
st.  No  24,  s  s,  300  e  5th  av,  25x100.11.  Aug  1,  5  years.  5%. 
Aug  25.  1906.     6:1609.  26'000 

Kempner,  Irving  I  with  Annie  M  Keenan.  Madison  av.  No  1.974. 
Extension   mort.     Aug  23.      Aug  24.     1906.     6:1751.  nom 

Leder,  Samuel  to  Bernheimer  &  Schwartz.  Attorney  st.  No  150, 
e  s,  1,50  n  Stanton  st,  25x100.5.  Aug  24,  1906,  due  on  demand, 
0%.     2:345.  3,500 

Lachman,  Samson  with  TRUST  CO  OF  AMERICA.  104th  st.  No 
240,  s  s,  17.5  w  2d  av,  37.0x100.11.  Subordination  mort.  Aug 
27.     Aug  2.S,   1906.     ():1().53.  nom 

Lipman.  Max  with  TRUST  COMPANY  OF  AMERICA.  104th  st. 
No  240.  s  s.  17.5  w  *2d  av.  37.6xl(.)0.11.  Subordination  mort.  Aug 
27.      Aug   28,    1906.      6:16.53.  nom 

Lentin,  David  to  Pincus  Lowenfeld  and  ano.  66th  st,  Nos  328 
and  330,  s  s.  316.8  e  2d  av,  .j.j.4x100.  Building  loan.  Aug  22, 
1  year,  0%.     Aug  28,   1900.     5:1440.  IS  000 

Levy,  Mark  and  Wm  D  Haller  to  Rosehill  Realty  Corpn.  33d  st,  Nos 
.334  to  342.  s  s,  160  w  1st  av,  2  lots,  each  50x98.9.     2  morts.  each 
$18,090.     Prior  mort  on  each  .$50,000.     Aug  25,  due  Oct  15,  1911, 
67f.     Aug  28.    1901!.     3:938.  30,000 

Levy,    Mark    and   Wm    D   Haller   to   American   Mortgage   Co.      33d 
st,   Nos  334   to  .342.  s  s,   100  w  1st  av,  2  lots,  each  50x98.9.     2 
morts,    each    $50,000.      Aug   25,   5   years,    57c.      Aug   28,    1900. 
3:028.  100,000 

Libman,  Abram  L,  Wm  C  Horowitz  and  Charles  Libman  to  the 
TRUST  CO  OF  AMERICA.  2d  av,  Nos  12(il  and  l-2(i3.  n  w  cor 
06th  st,  41.11x100.     Aug  28,   1906,  5  years,   '>%.     5:1421. 

56.000 

Lynch.  Alice  M  wife  of  and  Wm  J  to  Ella  O  Willits.  118th  st. 
No  232.  s  s,  210  w  2d  av. -21x100.11.  Aug  27,  due  Dec  27,  1996, 
67c.     Aug  28,  1006.     6:1667.  20,000 
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ISKE.  &  Co. Inc. 

I.ATIKPK  BUILDINGr 


Calls  attention  to  the 
CENTRAL  PARK  VIEW   APARTMENTS 

S.  W.  Cor.  86th  St.  and  Central  Park  West 
Gotham  BIdg.  &  Cons.  Co. 


A  MODERATE    PRICED   RED    BRICK 
WITH    TEXTURE   and 
WITHOUT    EFFLORESCENCE 


Loewensohn.  Solomon  and  Babette  and  Selma  Byk  to  Bernard 
Shlanowsky.  Suffolk  st.  No  142,  e  s,  2-5.2  n  Rivingtoh  st,  24. 9x 
100.     P  M.      Aug  30.    ItlOO,   2  years,   C%.     2:340.  4,U00 

Leder,  Samuel  with  Moritz  Weisberger  and  ano.  Attorney  st.  No 
lo(!.  Agreement  modifying  mortgage.  Aug  17.  Aug  29,  190D. 
2:345.  nom 

Lippmann.  Israel  to  the  STATE  BANK.  109th  st,  Nos  173  and  175 
East.  Certificate  that  $8,500  is  amount  due  on  mortgage.  Aug 
28.     Aug  29,  190ti.     G:l(i37.  

Levy,  Bertha  to  American  Mortgage  Co.  117th  st.  No  11,  n  s,  185 
e  5th  av,  25x100.11.  Aug  28,  5  years,  4%%.  Aug  29,  1906. 
0:1023.  18.500 

Lacy,  Alice  M  to  Nathaniel  H  Lyons.  129th  st,  Nos  154  and  150 
East.  Leasehold.  All  title.  Aug  25,  due  Feb  1,  1907,  G%.  Aug 
27.  lOOC.     0:1777.  notes,  500 

Lewlne,  Irving  I  and  Saml  Mandel  with  Stephen  P  Sturges.  111th 
st,  s  s.  3.50  w  7th  av.  125x71.10.  Subordination  agreement.  Aug 
24,   lOtKi.      7:1.S20.  nom 

Myers,  Simon  and  Harry  .Aronson  to  Leopold  B  Rosenberg.  143d 
st,  Nos  122  and  124.  s  s,  308.4  w  Lenox  av.  41.8x99.11.  P  M. 
Aug  24,   0  months.   — ""c.     Aug  25.  1900.     7:2011.  note.   12, (KX) 

McGlynn.  Patk  T  to  Wm  F  Clare  et  al  exrs  and  trustees  of  Neal 
O'Donnell  deceased.  8th  av.  No  2180,  e  s.  50.5  s  118th  st,  25x 
75.     Aug  24,   IIXIO.  3  years,  5%9'r.     7:1923.  20..500 

McNamara,  Matthew  with  EQUITABLE  TRUST  CO.  1.3Cth  st. 
No  022.  s  s.  331. .3  w  Broadway.  43.9x99.11.  Agreement  as  to 
ownership.     Aug  22.     Aug  24.  1900.     7:2002.  nom 

Moses,    Sigmund    to    Julius    Berliner    and    ano.      112th   St.    Nos    234     . 
and  230.  s  s,   344.11  e  3d  av,  49.11xllM).ll.      p  M.      Prior   mort 

■  .$48,000.     Aug  27,   installs,   07c.     Aug  28.   190O.      6:1001.    13.500 

McCaulev.  Patrick  to  THE  BANK  FOR  SAVINGS  in  City'  N  Y. 
39th  St.  Nos  .338  and  340,  s  s.  125  w  1st  av.  50x98.9;  30th  st, 
Nos  337  to  343.  n  s,  75  w  1st  av.  l(M1x98.0.  5  years,  4V.%. 
Aug  27,   1900.     3:944  and  945.  37.000 

Same  to  Henry  De  F  Weekes.  Same  property.  1  year.  5%.  Aug 
27.    lOOti.      3:944    and   945.  8,750 

Mayers,  Samuel  to  Lion  Brewery.  9th  av.  No  756,  s  e  cor  51st 
st.  No  370.  Saloon  lease.  Aug  10,  demand,  6%.  Aug  27,  1906. 
4:1041.  1,000 

Mayerson.  David  M  to  LAWYERS  TITLE  INS  AND  TRUST  CO. 
54th  St.  No  33(J.  s  s,  250  w  1st  av,  2.5x100.5.  Aug  23,  5  years, 
5%.      Aug  24,   1900.      5:1.340.  10  000 

Moskowitz,  Saml  W  and  Henry  to  Paul  Kreyling.  106th  st.  Nos 
106  and  108.  s  s.  175  w  3d  av.  2  lots,  each  25x100.11.  2PM 
morts.  each  .¥19.000.  Aug  22.  due  Sept  1.  1915,  5%.  Aug  24. 
1900.     6: 10,33.  38.000 

McGuire  Co  (T  J)  to  North-American  Mortgage  Co.  Broadway, 
e  s,  24.11  s  15.3d  st,  75x100.  Certificate  of  consent  of  stock- 
holders to  mort  tor  $85,000.     Aug  8.     Aug  27,   1906.     7:2084. 

Markowitz,  Karl  to  Charlie  Loomer.  86th  st,  No  449,  n  s,  74  w 
A V  A.  26x80.     Aug  29,  2  yrs,  ■— %.     Aug  30,  1906.     5:1560.      2,500 

Meyer,  Ida  A  M  to  August  Schulz.  183d  st.  No  503,  n  s,  200  e  11th 
(St  Nicholas)  av,  2.5x09.11.  Aug  30.  due  July  20,  1909,  0%.  Aug 
30,  1906.     8:2154.  6,000 

Moses.  Marks  to  Wm  H  Konther.  133d  st.  Nos  60  and  62.  s  s.  95 
w  Park  av.  2  lots,  each  20x99.11.  2PM  morts,  each  $1,000. 
Prior  mort  on  each  $0,500.  Aug  23,  3  years,  5%.  Aug  28;  1900. 
0:1757.  2.000 

Manheimer.  Joseph  to  Harris  D  Colt.  26th  st,  No  126,  s  s,  300  w 
6th  av,  25x98.9.     Aug  30,  1900,  due  Aug  1.  1911,  4%.     3:801. 

10.000 

Moran,  Anson  B  to  Harris  D  Colt.  64th  st,  No  133,  n  s,  80  w  Lex- 
ington av,  20x100.5.  Aug  10,  due  May  1,  1909,  4^.%.  Aug  24. 
1906.     5:1399.  30,000 

Marrone.  Michael  and  Concetta  to  ITALIAN-AMERICAN  TRUST 
CO  of  City  N  Y.  118th  st,  Nos  335  to  341,  n  s,  175  w  1st  av, 
75x100.10.  Building  loan.  July  23,  1  yr,  0'/<.  Aug  29,  1906. 
6:1795.  45.000 

New  Amsterdam  National  Bank  with  Helen  A  GalviS  1.50th  st. 
No  417.  n  s,  273  w  St  Nicholas  pi,  25x98.  Declaration  claim- 
ing no  interest  in  mort  and  assignment  of  same.  Aug  24.  Aug 
27,   1906.     7:2065.  

Nash,  Yettie  to  Annie  De  Jonge.  135th  st.  No  17,  n  s.  216.8  w 
5th  av.  18.4x100.  P  M.  Prior  mort  $11  000.  Aug  28,  1900.  3 
years,   6%.     6:1733.  2,000 

Ottinger,  Nathan  to  Joseph  L  R  Wood  trustee  Fernando  Wood. 
Columbus  av.  No  20.  e  s.  80.5  s  61st  st.  20x70.6.  P  M.  3  yrs. 
57r.     Aug  27.  1900.     4:1113.  15,090 

Pullman.  Max  M  and  Morris  D  Levine  to  Chas  A  Robinson  et  al 
trustees  for  Geo  H  Robinson  will  of  Agnes  H  Robinson.  Av  A. 
No  140li.  e  s,  .50  s  75th  St.  21.1x98.     Aug  23,  3  years,  5%.     Aug 

24,  1900.      5:1486.  20,000 
Parraga,  Paulita  wife  of  Rafael  E  to  Luke  H  Cutter.     94th  st.  No 

36,  s  s,  322.3  w  Sth  av.  17.6x100.8.     Prior  mort  $17,000.     Aug 

25.  1  year,  5%.     Aug  28.  1906.     4:1207.  1.500 
Peet,   Mtmson   H   to   Cornelia   McG  Cunningham.     42d   st.   No  248, 

s  s.  249.0  e  Sth  av,  16.8x98.9.     P  M.     Aug  28.  1900.  5  years.  5%. 

4:1013.  36  1X10 

Same   to  Phebe  J  McAdam-      Same  property.     Prior  mort  .$36,000. 

Aug  28,  1900,  5  years,  6%-     4:1013.  6.0CMI 

Paterno   Bros,   a  corporation,   to   the   MANHATTAN   LIFE   INS  CO. 

Morningside  av  West,  n  w  cor  115th  st.  No  401,  100.11x8.5,  due. 

&c,   as   per   bond.      Aug  27,    1906.      7:1807.  105,000 

Same  to  same.     Certificate  as  to  consent  of  stockholders  to  above 

mort.     Aug  27.   1906.     7:1.867.  

Portland  Realty  Co  to  Harry  A  Gordon  as  trustee.     177th  st.  n  s. 

lOO  e  Audubon  av.  170x90x170x101.     Prior  mort  .$ .     Aug  24. 

4  months,  6%.     Aug  25,   1906.     8:2132.  30,01.10 

Portland  Realty  Co  to  Harry  A  Gordon  as  trustee.     17tith  st,  n  s, 


HX»    e    Audubon    av,    170x99.11.      Prior    mort    $ .      Aug    24.    4 

months.  O'/t.     Aug  25,   1900.     8:2132.  35.000 

Portland  Realty  Co  to  Harry  A  Gordon  as  trustee.     177th  st.  s  s. 

100   e   Audubon   av.    170x99.11.      Prior   mort    $ .      Aug   24,   4 

months,  6%.     Aug  25,   190().     8:2132.  35.000 

Pigueron.  Wm  G  to  W  Bernhard  Vanse.  Pearl  st.  No  59,  n  s,  about 
45  e  Broad  st,  23..5xll2.1  to  s  s  Stone  st.  No  24  x  17.9x112.2; 
Pearl  st.  No  61,  n  s,  about  08.5  e  Broad  st,  22. 7x —  to  s  s  Stone 
st.  No  26,  X  19.6x— .  Due  Feb  29,  1907,  67c.  Aug  29,  1900. 
1:29.  15,000 

Pariser,  Edith  I  to  George  Kocher.  2d  av,  No  1814,  s.  e  cor  94th 
st,  Nos  .300  and  302,  25.8x100.  P  M.  Prior  mort  $28,000.  Aug 
29,   installs,  O't.     Aug  30,   ItlOO.     5:1556.  11,500 

Pariser,  Edith  I  wife  of  Abraham  M  to  American  Mortgage  Co. 
2d  av.  No  1814.  s  e  cor  94th  st.  Nos  300  and  302,  25.8x100.  P 
M.     Aug  29,  5  years.  .5%.     Aug  30,  1906.     5:15.56.  28  000 

Pascale,  Antonio  to  V  Lowers  Gambrinus  Brewing  Co.  27th  st.  No 
223  West.  Saloon  lease.  Aug  28,  due  Sept  6,  1906,  6%.  Aug 
29.  1900.     3:777.  600 

Rosenberg.  Clara  et  al  with  Jacob  A  Geissenhainer  and  ano 
trustees  Henry  Elsworth.  Christopher  st.  No  117,  n  s.  194  e 
Hudson  st,  25x91.0.  Subordination  agreement.  Aug  24,  1906. 
2:019.  nom 

Rosenberg,  Clara  to  Jacob  A  Geissenhainer  and  ano  trustees. 
Christopher  st,  n  s.  194  e  Hudson  st,  25.x91.6.  Aug  24,  1906, 
3  years,   4%%.     2:619.  24.000 

Rosenbaum,  Sarah  to  Rosehill  Realty  Corporation.  .32d  st.  No 
342,  s  s.  170  w  1st  av,  36x98.9.  Prior  morts  $21,000.  Aug  24, 
1900,    1   year,   — %.    3:937.  20.000 

Same  to  same.  Same  property.  P  M.  Aug  24,  1906,  1  year,  6%. 
3:937.  8,000 

Rieger,  Jacob  to  Lion  Brewery.  100th  st.  No  13  West.  Saloon 
lease.     Aug  4.   demand.   6%.     Aug  25,   1906.     7:1836.  1,530 

Rosenthal.  Harris  with  Harris  L  Rosenthal.  164th  st,  Nos  434 
and  436  West.  Agreement  as  to  change  in  subordinration  clause. 
Mort  .$50.  not  $112.     -Aug  9.     Aug  24.    1906.     8:2110.  nom 

Richman,  Harris  and  Louis  Greenfield  to  Abraham  Nevins  and  an«i.. 


102d   st,    n   s. 


'.0   e    Park   av,   .50x100.11.      P   M.      Prior   mort 


$23,000.      Aug  27.   1   year.  0'7r.     Aug  28.   1906.     6:1630.  6.500 

Richman.  Harris  and  Louis  Greenfield  to  Abraham  Nevins  and  ano. 
102d  St.  n  s,  2276  e  Park  av,  50x100.11.  Prior  mort  $29,.50t). 
Aug  27,  1  year,  0%.     Aug  28,  1906.    6:1630.  30.000 

Romm,  Hyman  to  Mishkind-Feinberg  Realty  Co.  110th  st,  Nos 
223  to  229,  II  s,  266.8  w  2d  av,  83.4x100.  Aug  23,  demand,  6%. 
Aug  25.  1900.     6:1000.  5,000 

Robertson,  Donald  to  Wm  Rankin.  St  Nicholas  av,  s  e  cor  182d  st, 
50x100.      Aug  30,   1906,   3  years,  — %.     8:2154.  58.000 

Sinkowitz.  Isidore  to  Adolph  Schleseinger.  1st  st.  No  89,  s  s, 
393.8  w  Av  A,  runs  s  31.2  x  e  0.1%  x  s  54.7  to  n  s  Houston  st. 
No  194,  X  w  17.9  X  n  36.3  and  23  and  29.2  to  1st  st  x  e  21  to 
beginning.  Collateral  mort.  Aug  22,  due,  &c,  as  per  bond.  Aug 
25,   1906.     2:428.  2,000 

Setaro,  Francisco  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
11th  st.  No  324  s  s,  275  w  1st  av,  25x94.10.  Aug  24,  1900.  5 
years.    5%.      2:452.  15.000 

Segal,  Herman  to  VAN  NORDEN  TRUST  CO.  13th  st,  Nos  626 
and  628,  s  s,  183  w  Av  C,  50x103.3.  July  9,  demand.  —%.  Aug 
25,  1906.     2:. 395.  4.000 

Signell.  John  V  Co  to  TITLE  GUARANTEE  &  TRUST  CO.  Clare- 
mont  av.  s  e  cor  127th  st,  119.8x100.  Aug  15,  demand,  6%.  Aug 
25.  1906.     7:1993.  34.000 

Same  to  same.  Certificate  as  to  consent  of  stockholders  to  above 
mort.     Aug  15.     Aug  25.   11X16.     7:1903.  

Signell.  John  V  Co  to  TITLE  GUARANTEE  &  TRUST  CO.  Clare- 
mont  av.  n  e  cor  125th  st.  lOOxlOO.  Aug  15,  demand,  6%.  Aug 
25.  1906.     7:1903.  20.000 

Same  to  same.  Certificate  as  to  consent  of  stockholders  to  above 
mort.     Aug  15.     Aug  25.  190(1     7:1993.  

Silverman,  Clementine  M  and  Milton  M  and  Isaac  Simons  and  J 
Charles  Weschler  with  TITLE  GUARANTEE  &  TRUST  CO. 
Claremont  av,  s  e  cor  127th  st,  119.8x100;  Claremont  av,  n  e 
cor  125th  st,  100x100.  Subordination  mort.  Aug  15.  Aug  25. 
1000.     7:1993.  nom 

Shapiro,  Levy  &  Starr,  a  coiporation,  to  Louis  T  Lehmeyer.  1st 
av.  No  1116,  e  s.  25  n  61st  st,  2.5x95.  P  M.  Aug  24,  due  July 
24,  1911.  57c.     Aug  25.  1900.     5:1456.  22.000 

Sakolski.  Isaac  to  County  Holding  Co.  3d  dv.  No  743,  e  s,  25.5  n 
46th  st,  25x75.  P  M.  Aug  24,  2  years,  5%.  Aug  25,  1906. 
5:1320.  21,000 

Schuber.  Marie  T  to  Israel  Lippmann  and  ano.  3d  av.  No  743, 
e  s  25  5  n  46th  st.  25x75.  P  M.  Prior  mort  $21,000.  Aug 
24,   2  years.   lY/t.     Aug  25.   1906.     5:1320.  4,000 

Stavrahn.  .4melia  ami  Wilson  Bernard  to  George  Ehret.  8th  av. 
No  916,  e  s,  02.11  n  54th  st.  23.8x80.  Aug  21,  1  year,  C,%.  Aug 
24,   190<i.     4:102(!.  4,000 

Stavrahn,  Amelia  to  Bernard  Stavrahn  et  al.  Same  property. 
Prior  morts  .$45,000.  Aug  21,  3  years,  5%.  Aug  24,  1900. 
4:120<3.  3  000 

Steinreich,  Nora  to  Edward  Tostman.  Fort  Washington  Depot 
lane,  s  s,  being  parcel  4  and  part  of  7  map  lands  of  Isaac  P  Mar- 
tin.    See  Cons.     Aug  23,  4  years,  6%.     Aug  30,   1906.     8:2139. 

20.000 

Stein,  Meyer  W  with  Harry  Diamond.  79th  st.  No  338  East.  Agree- 
ment as  to  payment  of  note  for  $1,000  due  in  about  3  months. 
Aug  29.     Aug  30,   1000.     5:1453.  nom 

Sack,  John  to  Edw  C  Knauff.  87th  st.  No  435,  n  s,  185  w  Av  A, 
21.6x100.8.     P  M.     Aug  30,  1006,  3  years,  5%%-     5:1567.      3.400 

Simon.  Solomon.  Gerson  Hyman  and  Manuel  Oppenheim  with 
Sender  Jarmulowsky.  67th  st.  s  s.  190  e  3d  av.  120x100.5.  Sub- 
ordination mort.     Aug  29.     Aug  30.  1906.     5:1421.  nom 
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is  made  in  Germany.    The 

superior  quality  amply  compensates 
the  consumer  for  its  higher  price. 
It  is  perfect. 

E.  THIELE,  Sole  Agent, 
99  John  St.,  New  York. 


Schumacher,  Elizabeth   to  Edward  D  Ellis.     48th  st,  No  326,   s  s, 

325  e  2d  av.  25x100.5.     2-3  part.     All  title.     P  M.     Aug  25,  due, 

&c,  as  per  notes.     Aug  27,   I'Mii.     5:1340.     Secures  notes.       l.OOO 
Schumacher,   Lena   to   Patrick   S   O'Brien  et   al   trustees   Patrick  J 

O'Brien.      Terrace    View    av,    w    s,    10r>.9    n    Leyden    st.    50  aIOO. 

May  2!l,  3  years,  —%.     Aug  27,   VXHl     13:3402.  19.750 

Stiles,   Fezon  T  widow  to  the   BOWERY  SAVINGS  BANK.     43d  St. 

No  138,  s  s,  437.0  w  Cth  av.  20.10.^100.5.  Due  May  13,  1909,  5%. 

Aug  24, -1906.     4:995.  10,000 

Sperling,  Perry  to  Hyman  Fast.     147th  st.  No  292,  s  s,  100  e  Sth 

av,   37.0x99.11.      Aug  23,   installs   ,G%.     Aug  24,    19O0.     7:2032. 

10,000 
Same   to  same.     147th  st.  No  292,  s  s,  la.)  e  Sth  av  ,37.0x99.11. 

Aug  23,   installs,  Cf/,.     Aug  24  ,1900.     7:'2032.  S,CKX) 

Schlesinger,    Abram   and   Herman   Fenichel    to   Alexander   Brodow. 

139th  St.   Nos  502  and  504,  s  s,  100  w  Amsterdam  av,  50x99.11. 

Aug  25,   demand,   0;,,.      Aug   25,   1900.     7:2070.  7,(HHT 

Scheidecker,  Chas  to  TITLE  GUARANTEE  AND  TRUST  CO.   170th 

st,  n  s,  mo  w  Amsterdam  Ev,  7i.ixlO0.     Aug  23,  due  as  per  bond. 

Aug  24,   19n(i.     8:2127.  lO.UOO 

Silberman,    Esther   wife   of   and   Samuel  J   to   MUTUAL  LIFE   INS 

CO   of   N   Y.      Audubon  av,   n  w  cor   178th   st.  75x100.     Aug  25, 

due,   &c,  as  per  bond.     Aug  27,  190<_i.     8:2153.  18,(X)0 

Saltz,    Isaac    with   American    Mortgage    Co.      117th   st.    No    11,    n   s, 

185   e   5th   av,   25x109.11.      Subordination   mort.     July   18.      Aug 

29,  1900.     11:1023.  nom 

Sammario,  Maura  or  Mauro  to  Welz  &  Zerweck.     115th  st,  No  416 

East.      Saloon    lease.      Aug    23,    demand,    6%.      Aug    29,    1906. 

0,1708.  .  650 

Shapiro.   Charles  and  Harris  Mandelbaum  and  Fisher  Levine  with 

LAWYERS'  TITLE  INS  &  TRUST  CO.  122d  st,  s  s,  2(X)  e  Broad- 
way,   125x9(1.11.      Subordination   mort.     Aug  28.      Aug  29,   1906. 

7:1970.  nom 

Sehenkein,   Samuel   to   Louis  A  Jaffer  et   al.      163d  st,   n  s,   175  e 

Amsterdam    av,   50x112.6.      Aug   27,   1   yr,   G%.      Aug   29,    1900. 

8:2110.  5,(X)0 

Siegel,  Simon  and  Samuel  Rodt  to  THE  TRUST  CO  OF  AMERICA. 

104th  st,   Nos  238  and  240.  s  s,  175  w  2d  av,  37.6x100.11.     Aug 

22.  5  years,  5%.     Aug  28,  1900.     0:1053.  35,000 
Tannenbaum,    Benjamin   to   Simon   Cohen   and  ano.      Thompson   st, 

Nos  59  and  01,  w  s,  137.6  n  Broome  st,  40x100x38.9x100.     P  M. 

Prior  mort  .f49,00O.     Aug  27,  installs,  6%.     Aug  30,  1906.  2:489. 

14.000 
Tierney.  John  C  to  John  H  Selmes.     1.50th  st.  No  417,  n  s,  275  w 

St   Nicholas  pi,   25x98.     Aug  22,  3  years,  4%%.     Aug  27,   1906. 

7:-2005.  25,000 

Same   to  Margaret  Wheelehan.     Same  property.     Prior  mort  $25.- 

000.    Aug  1,   2   years,   —'7c.        Aug  27   ,1900.  2,000 

Same  to  Thos  F  "Tierney  et  al.     Same  property.     Prior  mort  $27,- 

000.  Aug  22.  3  years,  6%.     Aug  27,  1900.     7:2065.  3.000 
Tobin,  William  to  Lion  Brewery.     133d  st,  Nos  525  and  527  West. 

Saloon    lease.      Aug   2,    demand,   0%.      Aug  29,    1900.      7:1987. 

1,181.90 
Weinstein,   Jacob   and   Max  Lurie   to  LAWYERS  TITLE   INS   AND 
TRUST  CO.  129th  st.  No  3ij,  n  s,  391.8  e  Lenox  av,  50x99.11.  June 

1,  due   Sept   1.   1900,  i>%.     Aug  24,   1900.     6:1727.  60,000 
Weinstein,    Jacob    and    Max    Lurie    et    al    with    LAWYERS    TITLE 

INS  AND  TRUST  CO.  129th  st.  No  35,  n  s,  391.8  e  Lenox  av, 
50x99.11.  Subordination  agreement.  Aug  16.  Aug  24,  1906. 
6:1727.  nom 

Weinberg,  Harry  and  Philip  to  Elizabeth  M  West.  Charles  st.  No 
82.  s  s,  175  e  Bleecker  st,  2.5x95.  P  M.  Prior  mort  !f20,<Xl0. 
Aug  15,  0  years,  0%.     Aug  24,   19U0.     2:020.  12,000 

Same  to  same.  Charles  st.  No  80,  s  s.  200  e  Bleecker  st.  25x95. 
P  M.  Prior  morts  .$20,000.  Aug  15,  6  years,  {}%.  Aug  24,  1906. 
2:620.  12.000 

Weinstein.  Morris  to  TITLE  GUARANTEE  &  TRUST  CO.  West 
st,  No  203,  e  s,  71.1  s  Harrison  st,  22.8x79.4x22.8x78.4.  Aug  20, 
due,  &c,  as  per  bond.     Aug  24,  1906.      1:182.  17,000 

Wolk,  Simon  to  Jacob  Weinstein.  127th  st.  No  70,  s  s,  165  w 
Park  av,  2.5x99.11.  P  M.  Prior  morts  !f9,000.  July  31,  1  year, 
6%.      Aug   24,    1906.      0:1751.  7,000 

Weinstein,  Jacob  and  Max  Lurie  to  Frank  E  Kirby  et  al  trustees 
Stephen  R  Kirby  deceased.  129th  st.  Nos  27  and  29,  on  map 
No  27,  n  s,  483  e  Lenox  av,  41.4x99.11.  Aug  23,  due  Sept  1, 
1909,   'I'/r.     Aug  24,   1906.     6:1727.  47,500 

Wetterer,  Wm  to  CENTRAL  TRUST  CO  of  N  Y.  Park  av,  Nos  1190 
and  1198,  s  w  cor  IHth  st.     Assignment  of  rents.     All  title.     Aug 

23.  Aug  25,  1906.     5:1505.  nom 
Williams,  Edward  C  as  trustee  with  Mannis  J  Geary.     Amsterdam 

av.  No  353.     Extension  mort.     Aug  29.     Aug  30,  1906.     4:1148. 

nom 
Wiggin,  Fred'k  H  to  Henry  A  C  Taylor.     36th  st.  No  55,  n  s,  215  e 

6th  av,  20x98.8.     Aug  29,   1906,  3  years,  4%%.     3:838.         4.5,000 
Wiltchik,   Louis   and  Samuel   to   Benedict  Bockar.      Stanton   st.   No 

80,   n   s,   66.3   e   Allen   st,   21..3«65.     P   M.      Prior   mort   .flO,<;K)0. 

Aug  2,  installs,  6%.     Aug  28,  1906.     2:417.  3,.500 

BOROUGH    OF    THE   BRONX. 

Under  this  head  the   *   denotes  that    the  property  is  located  in  the 
new  Annexed  District   (Act  of  1895). 

*Anderson,  Lina  to  Jacob  Cohen.  Plot  begins  940  e  White  Plains 
road,  and  820  n  along  same  from  Morris  Park  av,  runs  n  2.5  x 
w  100  X  s  2.5  X  e  100  to  beginning,  with  right  of  way  to  Morris 
Park   av.      Aug  27.   3  years,   'iV27c-      Aug  28,   1900.  800 

*Berger,  Samuel  to  Isaac  Butler.  Lyon  av,  n  s,  lots  3  and  4  block 
H  map  Dore  Lyon  property,  Westchester,  each  lot  2.5x100.  2 
morts.   each  .$3..5(X).     Aug  24.  3  years,  0%.     Aug  27.   1900.       7,(XJ0 

*Brown,  Mary  E  to  John  W  Brown.  Union  av,  s  w  s,  lot  .3  map 
land  Jacob  V  Hutschler,  runs  s  e  110  x  s  w  .380  x  n  w  112  x 
n   e  403.      Aug  1.   3   years,   5%%.     Aug  24.   1900.  4,0(X) 

■'Brazel,  Michael  J  to  Walter  W  Taylor.  Walnut  St.  e  s,  200  n 
Cornell  av,  100x100,  Eastchester.  P  M.  Aug  28,  1906,  3  yrs, 
Oy,.  ,  1,600 

Bruning,  Geo  F  to  Henry  L  Morris  and  ano.  Bridge  Approach,  s 
e  cor.  at  e  s  of  Exterior  st,  runs  s  along  st,  KX)  x  e  50  x  n  100 
to  s  s  Bridge  approach,  x  w  50  to  beginning.  P  M.  Aug  27.  5 
years,  5%.     Aug  28,  1900.     9:23.55.  23,000 


Bassford  Realty  Co  to  TITLE  INS  CO  of  N  Y.  185th  st,  No  675, 
n  e  cor  Park  av.  No  4596,  50x100.  Aug  27,  3  years,  5%.     11:3039. 

50  000 

Same  to  same.  185th  st,  n  s,  50  e  Park  av,  50x100.  Aug  27,  3 
years,  5%.     Aug  28,  190(5.     11:30.39.  35,000 

Bassford  Realty  Co  to  TITLE  INS  CO  of  N  Y.  185th  st,  u  s.  50 
e  Park  av,  .50x100.  Certificate  as  to  consent  of  stockholders  to 
mort.      Aug   27.      Aug  28,   VJ(MJ.      11:3039.  

Same  to  same.  185th  st,  n  e  cor  Park  av,  50x100.  Certificate  as 
to  consent  of  stockholders  to  mort.  Aug  27.  Aug  28,  1906. 
11:3039.  

Bassford  Realty  Co  to  TITLE  INS  CO  of  N  Y.  185th  st,  No  675, 
n  e  cor  Park  av.  No  4596,  100xl(X>.  Prior  mort  $85,000.  .  Aug 
27.  3  years,  5%.     Aug  28,  1906.     11:3039.  37,000 

Same  to  same.  (Certificate  as  to  consent  of  stockholders  to  above 
mort.     Aug  27.      Aug  28,   IIKM!.      11:3039.  

Bender.  Anna  to  Martin  Bergan  et  al.  Gouverneur  pi.  No  9,  n  s, 
177.9  e  Park  av.  25.6x119.  P  M.  Prior  mort  $11,600.  Aug  27, 
3  years,  {;%.     Aug  28,  19(Xl     9:2388.  3,400 

Becker,  August  to  Bertha  Diekmann  and  ano,  guardians  H  Diek- 
mann  and  ano.  Intervale  av,  n  e  cor  l(J5th  stt,  34.3x97. 10x27. 4x 
10(1.     Aug  2,S.  5  years,  5%.     Aug  29,  1906.     10:2705.  10  0(Xt 

Chalmers,  Sophia  L  wife  of  George  to  Wm  G  Wood  and  ano  trus- 
tees Maria  Wood.  I(j9th  St.  s  s,  14()."2  s  e  Tiffany  st,  runs  s  e  60 
X  s  w  (n.4  X  w  28.7  x  n  13.11  x  n  w  30  x  n  e  72  to  beginning; 
Fox  St.  w  s,  .54.7  s  169th  st,  25x127.8x25.4x131.10;  Kelly  st,  w  s. 
87. .5  n  l(i7th  st,  runs  w  30.2  x  w  50  x  n  e  13.11  x  e  74.7  to  st  x  s 
26.11  to  beginning.  Aug  28,  due  Nov  18,  1909,  5%.  Aug  29, 
190(i.     10:270(i  and  2718.  3,000 

Cleland,  Geo  M  to  Otto  P  Schroeder.  240th  st,  s  s,  96  e  Mt  Vernon 
av,  40x100.     P  M.     Aug  28,  1  yr,  —%.     Aug  29,  1906.     12:3380. 

1.300 

Collins.  Marie  L  wife  of  Chas  H  to  Wm  Katz.  Mosholu  Parkway 
South,  s  s.  98.2  n  w  Perry  av,  runs  n  w  42.1  x  s  148.7  x  e  37.0  x 
n  129.6  to  beginning.  P  M.  Aug  11,  due  July  30.  1911.  Aug  24, 
190(i.     12:. 3299.  6,000 

Cowen,  Samuel  to  August  Ahrens.  Dawson  st,  No  1089.  n  w  s, 
116.8  s  w  Leggett  av,  16.8x70.11x16.9x67.10.  Aug  29,  5  years, 
5%%.     Aug  30.   1906.     10:-2687.  4,000 

f-me  to  Mary  E  Smith.     Same  property.     Prior  mort  $4,000.  Aug     • 
.9,  2  years,  6%.     Aug  30.  l!XI(i.     10:2687.  500 

Cc:  nell,  Andrew  J  to  TITLE  GUARANTEE  AND  TRUST  CO.  Mor- 
1  ,s  av.  No  27.S4,  e  s.  469.9  n  19(ith  st,  25x95.4.  Aug  29,  due, 
&c,   as   per   bond.   — %.      Aug  .'{0.    1906.      12:3318.  5,500 

Cronin,  John  J  to  the  PEOPLES  SAVINGS  BANK,  of  Yonkers. 
Kort  Independance  st,  e  s,  bet  23.3d  st  and  238th  st  and  being 
plot  59  map  Wm  O  Giles,  .50x157.11x46.9x158.9.  Aug  3,  1  yr, 
.5%.     Aug  28,   1900.      12:32.58.  2.250 

Carney,  James  to  Lion  Brewery.  Brook  av.  No  1.53,  s  w  cor 
135th  St.  Saloon  lease.  Aug  3.  demand,  6%.  Aug  25,  1906. 
9:2202.  4,000 

Chelsea  Realty  Co  with  Kaiser  Bros  Co.  Brook  av,  w  s,  extends 
from  135th  to  13tith  sts,  — x — .  Extension  mort.  June  29, 
1906.      Aug  24,    1906.     9:22(33.  nom 

Cohen,  Jacob  to  whom  it  may  concern.  Bathgate  av,  e  s,  14(3.2 
n  174th  st,  — X — .  Declaration  as  to  mort,  &c.  Aug  24,  1906. 
11:2922.  

Cohen,  Jacob  to  whom  it  may  concern.  Bathgate  av,  e  s,  101.2  n 
174th  St.  Declaration  as  to  mort,  $129,  not  $19(3.  Aug  24, 
1906.      11:2922.  

*Cotter,  Isabella  C  to  Emil  Waldenberger.  Fordham  av.  n  s, 
1,091  w  Main  st,  .50x200  to  Bay  av.  City  Island.  Aug  23,  3 
years,  — %.     Aug  24,  190(3.  5,000 

Connors,  John  J  to  Mary  E  Houlahan.  Ogden  av.  No  954.  e  s,  55 
n  162d  st,  25.X90.  July  3,  due  July  3,  1909,  6%.  Aug  24,  1906. 
9:2511.  1,300 

*Cogswell-Taylor  Impt  Co  to  Jennie  B  McEwen.  174th  st,  w  s, 
426  s  Westchester  av,  25x100.  Aug  24,  3  years,  5%.  Aug  29, 
1906.  3,500 

*Same  to  Grace  E  McEwen.  174th  st,  w  s.  lot  451  s  Westchester 
av,  25x100.     Aug  '24,  3  years,  5%.     Aug  29,  1906.  3,500 

Same  to  Jennie  B  and  Grace  E  McEwen.  174th  st,  w  s,  175  n 
Gleason  av,  2.5x100.     Aug  24,  3  years,  5%.     Aug  29,  1906.        3,500 

De  Voto.  Francesco  to  Henry  Elias  Brewing  Co.  Arthur  av,  w  s, 
244  n  Belmont  pi,  late  Kingsbridge  and  West  Farms  road,  25x 
125.  P  M.  Prior  mort  $15,0(X).  Aug  29,  due  on  demand,  — %. 
Aug  30,  1906.     Il:.'i065.  6,988.50 

Delaney,  Joseph  W  to  Catharine  A  McGuire.  Morris  av  ,Av  A), 
n  w  s,  bet  Cameron  pi  and  ]8'2d  st  and  being  lot  2'23  on  map  No 
8,  part  farm  Charles  Berrian,  except  part  for  av.  P  M.  Aug  24, 
3  years.  5%.     Aug  27,   1906.     11:3181.  3,500 

*Devlin.  Michael  E  to  Henry  W  Neubeck.  Av  B,  s  w  cor  9th  st, 
108x205,  Unionport.     Aug  22,  1  year,  6%.     Aug  24,  1906.        6,500 

Dimelow.  Irving  W  to  Wm  I  Seaman.  164th  st  ,s  e  cor  Sheridan 
av.  runs  e  1.S2.9  to  c  1  Spring  st.  x  s  162.2  x  w  1*29.2  to  av.  x  n 
234  to  beginning,  being  part  lot  32.5  map  West  Morrisania;  also 
part  lot  32.5  same  map  that  lies  to  west  of  Sheridan  av  and  to 
north  of  l(i4th  st,  except  part  already  conveyed,  with  all  title 
to  Ella  St.  ad]  above.  P  M.  Prior  mort  .$73,.50O.  Aug  20,  3 
years,  —9!:.     Aug  28,   1906.  7,500 

Dimelow,  Irving  W  to  Frances  J  wife  of  John  M  Tierney.  164th 
st,  s  e  cor  Sheridan  av,  runs  e  182.9  to  c  1  Spring  st,  x  s  162.2  x 
w  129.2  to  av,  x  n  234  to  beginning,  being  part  lot  325  map 
West  Morrisania;  Sheridan  av.  n  w  cor  l()4th  st,  being  part  lot 
32.5  map  West  Morrisania,  —  to  Ella  st,  x  — ,  except  part  con- 
veyed by  Rogers  to  McMahon.  dated  Oct  21,  1867,  with  all  title 
to  Ella  St.  P  M.  Mort  $17,500.  Aug  20,  2  years,  G%.  Aug  28. 
19(l(i.     9:24.55  and  '2401.  6,000 

♦Drews.  John  to  Stenely  A  Nowski.  223d  st  (9th  av),  s  s,  355 
e  4th  av.  .50x114.  Wakefield,  Aug  25,  due  Feb  25,  1907,  6%. 
Aug  28,  19(X3.  173.80 

Di  Pillo.  Antonina  to  Martin  Gilmal-tin.  148th  st,  n  s,  225  w  Mor- 
ris av.  25x106.6.  P  M.  -\ug  29.  3  years,  5%.  Aug  30,  1906. 
9:2.'!37.  4,750 

Donato,  Narciso  C  to  J  J  Karby  O'Kennedy.  Hughes  av.  No  2394, 
e  s.  96.6  s  lS8th  st,  25x87.6.  P  M.  Aug  27.  2  yrs,  —%.  Aug  29, 
1906.     11:3076.  3,000 


The   text  of  these  pages  Is  copyrighted.     All  rights  are  reserved.    Notice  Is  hereby  given  that  infringement  will  lead  to  prosecution. 
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RoGkland-Rockport  Lime  Company 


Look  for  these  words  on  the  head  of  every  barrel; 

•'JKanufactured  by  Rockland-Rockport  Lime  Company" 

DO  NOT  BE  DECEIVED  BY  ANY  SUBSTITUTE 


Greenpolnt  Ave.  &  Newtown  Creek 

Borough  of  Brooklyn,  N.  Y.  City 

Telephone.  207  Greenpolnt 


Manofactnrers    of    the  Jollowing    Brands    of 
Rockland  Lime 

EXTRA  FINISHING  LUMP  c"o».L-.' 

Also  Sole  Manufacturers  of 

EUREKA  BRAND  of  PREPARED  PURE  WHITE  LIME 

which  Is  superior  to  any  other  lime  or   wall    Blaster   now 
on  the  market.  GUARANTEED  NOT  TO  PIT. 


NEW    YORK    OFFICE.    FULLER    BUILDINC,    BROADWAY    AND    23d    STREET 


*Erdreich^  Samuel  and  William  Fischman  to  John  W  Brown.  Lots 
01  and  02  map  Jacksonville  property,  Eastchester,  SOxlliO.  Aug 
23.  2  years.  r>^%-     Aug  25,   19UG.  1.000 

Erlandsen.  Martin  to  G  DeWitt  Clocke.  St  Lawrence  av.  e  s.  150 
n    Merrill   st,   25x100.      Aug  23,   2   years,   5%%.      Aug  24,   ItKKj. 

3.500 

Freedman.  Herman  N  to  TITLE  GUARANTEE  &  TRUST  CO.  Fair- 
mount  pi.  n  s.  1(10  w  Clinton  av.  TO.'i^OO.  Due,  &c,  as  per  bond. 
Aug  2!»,  19UG.     ll:2!t.".0.  4.000 

Grimm.  Louis  to  Katherina  Brothner.  14Sth  st.  No  787,  n  s,  299.2 
w  St  Ann's  av,  3T.10xf>4.9  Prior  mort  $2(j,0  10.  3  yrs,  O'/c.  Aug 
27.  ]90(i.     9:2275.  U.OOO 

Gagllonei.  Frederico  to  Belmont  Realty  &  Construction  Co.  Hughes 
av.  No  2392.  e  s.  121.(5  s  lS8th  st.  24.8x87.0.  P  M.  Aug  27.  3 
yrs,  — %.     Aug  29.  1900.     ll:.307<i.  3.500 

•George,  Margaret,  of  Mt  Vernon,  N  Y,  to  Townsend  Wandell.  Old 
Boston  rd  or  Kingsbridge  rd,  s  s,  at  n  w  cor  land  Donald  Fer- 
guson by  deed  Dec  8.  18(i().  runs  w  825  x  n  w  317.(1  x  n  e  909. (.i 
e  254  to  beginning,  contains  5»4  acres,  Eastchester.  Aug  28.  1 
year,  G%.     Aug  29,  190G.  14.000 

Guggolz,  Charles  to  David  G  Wylie.  Lafontaine  av.  e  s.  37.5  s 
Quarry  road.  20.2x95.  Aug  27.  installs,  5%.  Aug  28.  ItlOli. 
11. -30113.  •  .3,500 

Glatt.  Chas  C  to  Lion  Brewery.  134th  st.  No  907  Bast.  Saloon 
lease.     Aug  2.  demand,  C,%.     Aug  25,  1901!.     10:2547.  3.000 

Gaige,  Geo  P  to  Warren  B  Sammis.  Jerome  av,  e  s,  at  n  e  s 
199th  St.  28.(1x113.9x25x100.  Aug  25,  3  years.  6%.  Aug  27, 
190M.     12:.3320.  2.000 

*Gaskin.  Matthev/  J  to  Mary  E  Daily.  Washington  av,  e  s.  150  s 
Westchester  av.  25x— .     Aug  21.  3  years.  G'/r.     Aug  25,  1900.  2..500 

*Gorchakoff,  Maurice  to  John  H  Henshaw  and  ano  trustees  Mary 
S  Crane.  Shell  st.  s  s,  lots  800  and  807  map  Laconia  Park. 
50x100.      Aug  24.   4   years,   5yo%,      Aug   27.    1WX5.  4.(.XX) 

*Hagmau,  John  and  Axel  Johnson  of  Montclair.  N  J.  to  Edor 
Johanson.     Amundson  av.  w  s.  2.50  s  Randall  av.  25x100,  Eden- 


wald.      P   M.      Aug  25,   2   years,   5%. 


George    to   Julius   Shapiro. 
Prior    mort    $4  0(X1.      Aug 


Aug  27,   190G. 

Union   av,   n   e 

10,    1    year,    6%. 


cor   2d 
Aug 


450 

st, 
27. 
1.000 
,    225    s 
Aug   23. 
1.900 
Belmont   av. 
11:30.88.  nom 

Hohle.  C  G,  Adolph  and  Wm  J  to  The  Wartburg  Orphans  Farm 
School  of  the  Evangelical  Lutheran  Church  of  Mt  Vernon. 
Courtlandt  av.  No  .5011,  e  s.  .50  s  1.50th  st.  25x100.  P  M.  Aug 
22.  3  years,  5%.     Aug  24.  19011.     9:2328,  S.OOO 

Harnett.  Katharine  to  TITLE  GUARANTEE  AND  TRUST  CO. 
Tinton  av.  e  s,  bet  147th  and  149th  st.  and  being  lot  .53  map  East 
Morrisania.  5(.lxl00,  except  part  for  Southern  Boulevard.  Aug  28. 


•Hamilton 

50x100 

1901i. 
*Holly,    Chas    W    to    Geo    A    Deverman.      Louise    st.    e 

Morris    Park   av.   25x100.      P   M.      Prior   mort    ?3  000 

installs.   0%.     Aug  24.   1900. 
Holzinger.   Louisa   with   Mathilda  Tischler  and   ano. 

No  2314.     Extension  mort.     Aug  7.     Aug  25.  190( 


1900.   demand. 


10:2; 


5.000 

Hatting.  Rose  L  to  Julia  I  Grattan.  140th  st.  No  580.  s  s.  105.11 
e  Alexander  av.  25x100.  P  M.  Aug  10,  due  Jan  1,  1910,  5%. 
Aug   28.    19011.      9:2.302  4.000 

Same  to  Geo  H  Schutts.  Same  property.  P  M.  Prior  mort  $4,000. 
Aug  27.   due  July   1.   1008.   6%-     Aug  28,  1906.     9:2302.  1,000 

Hennicke.  August  to  Edw  J  Murphy.  Jr.  Brook  av.  w  s.  25  s  135th 
st,.25.\90.     Aug  30.  due  Jan  27.  1909.  5%.    Aug  30.  19011.  9:22(j2. 

12.000 

Same  to  Mary  A  Murphy.  Same  property.  Prior  mort  $12,000. 
Aug  30.  due  Nov  7.   1007.  G%.     Aug  .30.  1900.     9:22(i2.  3..300 

Hirschman.  Morris  and  Harry  -Feller  and  Samuel  Rosenberger  to 
Achelle  Gaillard.  Crotona  av,  e  s,  209.4  n  181st  st,  07.4.x05.1x 
(J0.1x77.11.  Aug  23,  due  Aug  22,  1907,  G%.  Aug  24,  1900. 
11:3098.  12,250 

*Hart,  Saral  I  to  Maria  Schweickert.  221st  st  (7th  av),  s  s,  180  e 
2d  st,  25x114,  Wakefield.  P  M.  Prior  mort  $3,500.  Aug  29,  5 
years,    5i^7r-      Aug   30.    1900.  1.7.50 

Isecke.  Frances  L  to  John  H  Kerkmann.  Clinton  pi,  s  s,  228  w 
Grand  av,  28x100.  Aug  25,  1900,  demand,  due  as  per  bond. 
11:.3207.  2,.500 

♦Jones,  Joseph  H  to  M  Elizabeth  Stevens.  233d  st.  n  s,  SO  e  Car- 
penter av,  25x114.     P  M.     Aug  29,  2  years,  0%.     Aug  30.   lf)0(j. 

2,250 

Johnson.  Andrew  to  Geo  W  Lockwood.  230th  st,  s  s.  275  w 
Oneida  av.  25x100.  P  M.  Prior  mort  $4,000.  Aug  1,  3  years. 
0%.     Aug  24,   1900.     12:3360.  1.000 

King,  Wm  H  to  James  Madden.  Hughes  av.  s  e  s  200  s  w  183d 
St.  late  Columbine  st.  50x100.  Aug  14,  3  years,  5^4%.  Aug  24. 
19(16.      11:3080.  5.000 

•Keller,  George  to  Alexander  Walsh.  Road  from  Westchester 
Village  to  Pelham  Bridge,  w  s.  at  s  e  cor  of  J  Sands,  s  e  cor  lot, 
runs  s  175  to  lot  of  James  Jarvis  x  w  (JOO  x  n  175  x  e  500  to 
beginning,  Westchester.  P  M.  Aug  24,  3  years,  5W/c-  Aug 
25,  1900.  10,000 

Krippner.  Karl  G  to  Henry  S  Trenchard,  Jr.  Woodruff  av  or 
176th.  St.  s  s.  22  w  Trafalgar  pi.  21.6x78.  except  part  for  st.  P 
M.     Aug  27.  3  years.  5%%.     Aug  28,  1900.     11:29.58.  2,800 

Same  to  same.  Same  property.  P  M.  Aug  27,  1  year,  5V4%.  Aug 
28,   1906.      11:2958.  500 

•Kruger.  Sophie  to  John  B  Dosso.  Hancock  St.  w  s,  456.3  n  Co- 
lumbus av,  18.9x100.  P  M.  Prior  mort  ?3,500.  Aug  27,  2  yrs, 
5%%-     Aug  29,  1906.  1,100 

Kahlenberg,  Franz  to  TITLE  GUARANTEE  &  TRUST  CO.  3d  av. 
No  3206.  e  s.  149.8  n  Kllst  st.  25.(1x129.9x25.6x128.6.  Aug  28, 
due.  &c.  as  per  bond.     Aug  29.  1906.     10:2020.  12.500 

Katz-Polcacek  Realty  &  Construction  Co  to  Chas  L  Weiher.     156th 


..J  years. 

35.000 
Aug  30, 


700 


st,    -Nos  921    to  923.  n  s.   45.10  w  Forest  av,  41.Sxl00. 

5%.     Aug  30,   1900.     10:2040. 
Same   to  same.     Consent  of  stockholders  to  above  mort 

lOOli.      10:-2(;40. 
Lambert,  John   and   Crezentia   to  John  Lodes  and  ano.     Wales  av 

(Tinton  av),  s  e  s,  124.3  n  e  149th  st,  25.9x100.     P  M      Aug  ''2 

2  yrs,  57,.     Aug  29,  1900.     10:2(j.53. 
Locher.    Maria    to    Caroline    Stahlberg.      Honeywell    av     n«  e    cor 

179th  St.  83.5x112.7.     Aug  24,  190(1.  3  years.  5^7r.     11:3122   5  OOO 
Liso.   Giuseppe   to  Isabel  W  Niles.      Villa  av.  e  s,  350  n  Potter  pi 

2.)x]0O.      Prior    mort    .$2,300.      Aug   24.   3   years    O-^,:.      Aug   '■'s' 

i;!06.      12:3311.  ^      foO 

Langella.    Gennaro    to    Wm    W    Niles    as    trustee.      Villa   av     e    s 

68  10   n    205th    st,    25xl(X>.      Aug   24,    5   years,   aW/c      Aug   25' 

1900.      12:3311.  gooO 

Leibsohn.    Louis   to   Samuel   Cowen.      Cauidwell   av.   No   693     w   s 

341.8    s    156th    st,    10.8x115.      Prior    mort    $5,000.      Aug'   1    '2 

years,    — Tc.      Aug    27,    1906.       10:2(524.  i  500 

Harry    to    TITLE    GUARANTEE    &    TRUST    CO.       Stebbins 
113.4x50.     Aug  25,  demand,  - 


Lehr, 


to 
av,  n  e  cor  165th  st,  lia.4xoO.     Aug  25,  demand,  — <7r      Aug    '7 
1900.      10:2961.  ■'  ^0  000 

•Lombardi,  Leonardo  and  .\ngela  to  Marietta  De  Pasquale.  Av  A, 
s  s,  119  e  White  Plains  road,  50x100,  New  Village  of  Jerome' 
Aug  27,   3  years.   6%.     Aug  28.  1906.  500 

Lewis.  Samuel  to  Herman  Berkovitz  et  al.  Clinton  av.  No  1996 
e  s.  20  s  179th  st,  25x100.  P  .M.  Aug  27.  installs,  67c.  Aug  28 
1906.     11:3093.  1.500 

•Moore.  Sallie  to  Eunice  M  Baker.     Carpenter  (Catherine)  st,  n  w 


200 


Kossuth    av, 


•27,: 


x45xl00.  South  Washingtonville. 
P  M.     Aug  17,  3  years,  59-'^.     Aug  27,   1906.  1 250 

•Meyer,  Julius  A  to  Herman  Tuchman  and  ano.  Plot  begins,  740 
e  White  Plains  road,  at  point  1.095  n  along  same  from  Morris 
Park  av.  runs  e  100  x  n  25  x  w  100  x  s  25  to  beginning  with 
right  of  way  to  Morris  Park  av.  P  M.  Prior  mort  $3  2.50 
Aug  24,   due   Aug   1,   ItKlS.  6<7r.      Aug  27.   1906.  (JOO 

McEnroe     (nee    Rice).    Rebecca    C    to    Chas    H    Colby.       Beaumont 


av.  w  s,  300  n  lS3d  st.  .50x100. 

Aug   24.    1!M)6.      11:3080. 
•McQuaid.   John   to   Mary  Dumas. 

av.  25x92.     Aug  20.   1  year.  — % 
•Miller.    John    to    Eliz    K   Dooling. 


Aug  22,  due  Nov  21,  1009,  5%. 

500 
Classon  av,  e  s,   lOO  n  Cornell 
.     Aug  24,  1906.  3.800 

Matilda   st.   s   e   cor  240th   st. 


runs  s  2o  X  e  .50.7  x  .s  26.6  x  e  24.5  x  s  48.6  x  e  25  x  n  100  to 
240th  St.  X  w  100  to  beginning.  P  M.  Aug  29,  3  years,  5%.  Aug 
30,   190G.  3,000 

Miller,  Harris,  Wolf  Parker  and  Jacob  Schlang  to  Morris  Haber 
et  al.  13()th  st,  Nos  468  and  470.  s  s.  150  w  3d  av.  2  lots,  each 
25x100.  2PM  morts.  each  $1,875.  Aug  28.  installs.  0%.  Aug 
30.   1906.     9:2320.  3,750 

Maresca.  John  and  Giovannina  to  Barbara  Ehrhart.  Perry  av.  s 
s  195.5  e  205th  st,  25x100.  Aug  22.  1  year.  O9;-.  Aug  30,  1906. 
12:3340.  1,500 

Miller,  Max  to  Murtha  and  Schmohl  Co.  Brook  av,  w  s,  .50  s  Anna 
pi.  125x90.  Prior  mort  $77,.500.  Aug  27,  demand,  0%.  Aug  29 
1906.     11:2893.  10.000 

Mahler,  Gustava  wife  of  David  to  Thomas  Jones.  Hughes  (Jeffer- 
son) av.  s  e  s.  bet  Tremont  av  and  179th  st.  and  being  lot  197 
map  Samuel  Ryer  Homestead.  25x100.  Aug  22,  due  Aug  12  1909 
r,'/c.     Aug  28,   19(:k}.      11:3079.  4.0ti0 

Mahler.  Gustava  wife  of  David  to  W  Tazewell  Fox  exr  Bridget  Fa- 
hey.  Hughes  av.  s  e  s.  bet  Tremont  av  and  179th  st  and'  being 
lot  197  map  Samuel  Ryer  Homestead.  25x100.  Aug  22.  in- 
stalls.  6%.      Aug  28.    100(5.      11:3079.  1,.300 

Montinegro,  Pasquale  to  Belmont  Realty  &  Construction  Co. 
Hughes  av.  e  s,  171  s  18Sth  st.  24x87.6.  P  M.  Aug  27.  2  years 
—n.     Aug   29.    1906.      11:307(5. 

Mazzacappa,  .\rcangello  to  Belmont  Realty  & 
Hughes  av,  e  s.  146.2  s  188th  st,  24.10x87.(5. 
years,   —%.      Aug   29,    190(5.      11:3070. 

•Nathan.   Marcus   to   Pit   Raben.    2d  st.   w  s.   aJj 


4.000 
Construction    Co. 
P  M.     Aug  27,  3 

3.000 
lot   1126,  2  lots. 


each  27.4x105,  each  being  part  lot  11.35,  map  Wakefield.  2PM 
morts,  each  $1.0(X).  Prior  mort  on  each  $1.2(X>.  Aug  28,  1  yr, 
6%.     Aug  29,  1906.  2,000 

Novak,  John  to  Chas  P  Faber  with  George  Grolz.  Brook  av.  No 
.543.  Subordination  mort.  June  30,  1906.  (Re-recorded  from 
July  2,   1906.)     Aug  29.   1906.     9:2204.  nom 

Newman.  Bernard  to  DOLLAR  SAVINGS  BANK.  City  of  N  Y. 
Jackson  av.  e  s.  280  n  156th  st.  25x87.6.  Aug  22;  due  June  1. 
1907.  57<r-     Aug  30.  lOfHl.     10:2(546.  4.OOO 

Ott.  George  to  THE  K.XICKERBOCKER  TRUST  CO.  l(52d  st. 
No  769.  n  s.  162.9  w  3d  av,  25x100.  Aug  21,  due  on  demand,  6%. 
Aug  24,    1906.     9:2367.  1,500 

Orently,  Abraham  to  VAN  NORDEN  TRUST  CO.  Morris  av,  s  e 
cor  l(56th  St.  1.56.11x95;  Morris  av,  e  s.  1.50.11  s  166th  st.  12x— 
to  c  1  block  xl2x —  to  Morris  av;  Morris  av.  e  s.  75  n  l(i5th  st. 
35x92.0.     July  2.  due  on  demand,  — %.     Aug  24.  1906.     9:2437. 

8.000 

O'Shea,  Michael  to  Lion  Brewery.  Southern  Boulevard,  No  1169. 
Saloon   lease.      Aug  7,   demand.   G%.     Aug  25,   1906.      10:2575. 

1.470.14 

O'Gorman.  Maurice  J  and  Jean  L  to  E.\GLE  INS  CO  of  London. 
Eng.  l.iOth  St.  Nos  751  to  759.  n  s.  850  e  Willis  av.  old  line 
83.4x100.  sub  to  morts  .$10,000;  141st  st.  Nos  733  to  741.  n  s, 
719.6  e  Willis  av,  old  line,  93.9x100.  morts  $11,000;  141st  st, 
Nos  749  and  751,  n  s.  8(59,6  e  Willis  av,  40.3x100;  142d  st,  Nos 
6(52  to  668.  s  s.  91.8  e  Willis  av.  runs  s  89.8  x  e  8.4  x  e  10.4 
X  e  58.4  X  n  100  x  w  66.8  to  beginning,  morts  $8,000;  ltt_d  st. 
Nos  684  to  692,  s  s,  75  e  Willis  aV.  75x100.  mort  $4,000;  142d 
st,  Nos  704  to  710,  s  s.  433.4  e  Willis  av,  66.8x100,  mort  $8,000; 


DENNIS  G.  BRUSSEL 

-  ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT- HEAT- POWER 


The  Brussel  Method  and  organization  is 
devoted  exclusively  to  the  electrical  prob- 
lem of  the  building.  Independent  plants 
installed,  or  wiring  for  street  service.  Writ« 
for  particulars, 

15  West   29th    Street,    N.  Y. 
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The   Palmer   Lime  and  Cement   Company 

"PAI,MER'S  NO.  1,"  the  BtroiigRst  and  best  brick  lime  manufactured,  wlUlay  more  brick  to  the  barrel  than  any  other  lime.  i 

Farnani  CHESHIIRE  FinisllUl^,  which  has  no  equal. 

Palmer's  Finisliing-,  hlKh  frad",  t^r  all  finlahlng  and  plastering  work. 

<'wnn<-r<it'Ut  Wliite  I>ime,  especially  adapted  to  brown  and  scratch  work. 

Palmer's  Chemical  I^ime,  absolutely  high  grade, 

Alsen's  Portland  Cement,  tor  Long  Island.  FOSTER    F.    COMSTOCK,    Manager 

Brooklyn  Station,  Telephone  14.'.'?  Greenpoint  .     Sales  Department :    1 49    BROADWAY,    NEW    YORK 

Jersey  City  Station,  Telephone  13i;2  Jersey  Telephones,  (iiilu  iliUl-BcUli  Coniandt 


142(1  St.  Nos  722  and  724  s  s.  58.3.4  e  Willis  av,  —xl  10.4x33,4 
X107.2;  142d  st,  Nos  7.'30  to  75li,  s  s,  811). 8  e  Willis  av.  (Ki.llx 
Kill;  142d  St,  n  s,  (i25  e  Willis  av.  runs  n  KM)  x  e  —  to  c  l_MiIl 
Brook,  X  s  —  to  St,  X  w  —  to  beginning;  138th  st,  Nos  (J71  to 
(i7.''i.  n  s,  inO  e  Willis  av,  50x100  morts  .$15,000;  l.S'.lth  st,  Nos 
iim  to  (!(!(!,  s  s.  70  e  Willis  av,  (!5xlOO,  morts  $18,000;  1.39th  st, 
Nos  071  to  <i7!.l,  n  s,  183.4  e  Willis  av,  old  line,  83.4x100,  morts 
,$22,5(1(1;  130th  st,  Nos  091  to  G99,  n  s,  350  e  Willis  av,  old  line, 
83.4x100.  morts  $22,500;  139th  st,  Nos  711  to  710,  n  s,  51G.8  e 
Willis  av,  old  line.  83.4x100,  morts  $22,500;  139th  st,  Nos  731 
to  739,  n  s,  083.4  e  Willis  av.  old  line,  83.4x100.  prior  morts 
$22,5(10;  140th  st,  Nos  (;i!2  to  (170,  s  s,  100  e  Willis  av,  old  line, 
83.4x100,  morts  $23,500;  140th  st,  Nos  082  to  090,  s  s,  2C)(i.8 
e  Willis  av,  old  line,  83.4x100.  morts  $20,(X)0;  140th  st,  Nos  702 
to  710,  s  s,  433.4  e  Willis  av,  old  line,  83.4x100.  morts  $20,000; 
140th  st,  Nos  722  to  730,  s  s,  000  e  old  line,  83.4x100,  morts 
$20,(KI0;  14(lth  st,  Nos  742  to  750.  s  s,  70(i.8  e  Willis  av.  old 
line,  83.4x100.  morts  .f22,,">00;  Willis  av,  No  298,  old  line,  s  e 
cor  140th  st,  10.8x80,  mort  $(>,000;  Willis  av,  Nos  300  to  370, 
old  line,  e  s,  90  n  142d  st,  OOxK.IO.  mort  .$21  000;   140th  st,  Nos 

001  to  005,  n  s.  100  e  Willis  av,  57.5x10(1.  mort  $ ;  Alexan- 
der av.  No  201,  w  s,  75  n  138th  st,  .:..xlUO,  mort  $14, (MX);  141st 
St.  Nos  077  to  OSl,  n  s,  200  e  Willis  av,  .50x100,  mort  $12  001); 
141st  st,  Nos  693  to  701,  n  s,  343.9  e  Willis  av,  93.9x1410,  mort 
$20,(X)0;  141st  st,  Nos  713  to  721,  n  s,  531.3  e  Willis  av.  93.9x 
KM)  mort  ,$20,0110;  140th  st.  No  0(59,  n  s,  174.0  e  Willis  av, 
17,9xKM),  mort  $7.0011;  140th  st,  No  077,  n  s,  244  e  Willis  av, 
17xKM»,  mort  $5.50(1;  14<.lth  st.  No  083  East,  n  s,  17x100.  All 
title  under  will  ot  Wm  O'Gorman  upon  termination  of  prior  es- 
tate limited  in  said  will  to  exrs  therein  named  during  life  of 
Julia  O'Gorman.  Jan  2,  1000,  due  upon  death  o(  Julia  O  Gor- 
man. 0%.  Aug  28,  1906.  9:2283,  2284,  2285,  2280,  2287  and 
2314.                                                                                    •  _15  700 

Passman,  Nathan  to  Marius  Dauere.  Hoe  av  or  st,  w  s,  37.3  s 
Home  St.  29.11x08x29.11x71.11.  Aug  21,  1  year,  0%.  Aug  25, 
1006.     10:2745.  800 

*Pearsall.  Sarah  E  to  Eliza  S  Honeywell.  One  city  block  600  long 
x2(X)  wide  (4i^  acres),  the  s  w  s  of  block  being  1,000  n  e  Will- 
iamsbridge  road.     Aug  29,  3  years,  5%.     Aug  30,  1900.         25  000 

*Raben,  Pit  to  Edw  H  and  Mary  C  Weber.  Bronx  Terrace,  e  s,  n 
M.  gore  lot  105  map  Wakefield,  30x105.  F  M.  Prior  mort  $1,- 
8(X).     Aug  15,  3  years,,  6%.     Aug  30,  lOOli,  500 

*Reinheimer,  Lisette  to  David  Auerbach.  Briggs  av,  n  s.  .300  e 
4th  St.  .5(1x200.5x50x208.0.  P  M.  Aug  20.  due  Jan  1.  1907,  5%. 
Aug  24,  1006.  6,100 

*Stadler,  Tillie  M  to  Augustus  Gareiss.  174th  st,  e  s,  238  s 
Westchester  av,  25x100.     Aug  28,   1901!,  3  years,  —%.  4,000 

Stember,  David  to  Moreland  Realty  and  Construction  Co.  Hughes 
av,  w  s,  00  n  180th  st,  runs  w  87.6  x  n  17.5  x  e  39.6  x  s  0.8,  x  e 
48  to  av,  X  s  Ki.lO  to  beginning.  P  M.  Aug  27,  3  years,  6%.. 
Aug   28,    1006.      11:3078.  1,700 

*Smithson.  Elizabeth  to  Sarah  O  Mason.  4th  or  Barnes  av,  w  s, 
100  n  223d  st,  28x205,  Wakefield.     Aug  28,  1006,  3  years,  5%%. 

4.000 

Sherman.  Jessie  W  with  Alfonso  Corcillo.  Hughes  av,  w  s,  100 
s  William  st,  25x87.0.  Extension  of  2  morts.  Aug  22.  Aug 
24,    1006.      11:3073,  nom 

Steimann  Realty  Co  to  S  P  Pearson  &  Co.  139th  st,  s  s,  47.4  e 
Brook  av,  112.6x100.  Prior  mort  $.30,009.  Aug  27,  due  Dec  1, 
190(i.  69r.     Aug  29.   100(.!.     0:2283.  10,000 

Steiner.  Joseph  and  Joseph  Kovar  to  Otto  Haas.  Morris  av,  s  e 
cor  173d  st,  06.7.x85.  P  M.  Aug  27,  4  yrs,  5%.  Aug  29,  1906. 
11:2794.  5,000 

Seiffert,    Mina   to   Morris   W   Lowenstein.      Webster   av,   s   e   s,   at 

s  w  s,  2(l2d  st,  late  Tower  pi,  25x100.     P  M.     Prior  mort  $ . 

Aug  29,  due  April   1,  1008.  6%.     Aug  30.   1006.     12:3330.        1,000 

*Schwager,  Gottlob,  Jr,  to  Jean  Mazeau.  13th  st,  s  s,  405  w  Av 
A,  25x708,  Unionport.    Aug  29.  3  years.  .5';/r.    Aug  30,  lOOli.  300 

Stevens.  Elvira  to  The  Bungay  Co  of  N  Y.  101st  st.  No  981,  n  s, 
170.10  e  Tinton  av,  10.4x100.  Aug  28,  3  years,  6%-.  Aug  29. 
1.906.      10:2068.  1.100 

Thomas,  Andrew  J  to  Elizabeth  Steinmuller.  179th  st,  n  w  cor 
Creston  av,  40x09.10.  Aug  28,  due  Jan  1,  1907,  .5%.  Aug  80, 
1906.     11:2808.  '  7,400 

*Thoins,  Albert  to  The  Ebling  Brewing  Co.  Boston  road,  n  s,  25 
w  Thwaites  pi,  25x106.6x25x107.9.  Aug  25,  demand,  6%.  Aug 
28,  1906.  3,000 

Vanderminden.  Henry  J  W  and  Albert  B  Hardy  to  Elizabeth  Nebe, 
149th  st,  s  s,  125  w  Courtlandt  av,  2.5x106. (i,  except  part  for  st. 
May  1,   5  years.  5%7r.     May  2,   1900.     9:23.30.  7,000 

Same  to  Ida  B  Iden.  149th  St.  n  s.  225  w  Morris  av.  25x100,  ex- 
cept part  for  st.  April  .30.  5  years,  51/2%.  May  2,  1906.  9:2338. 
Corrects  error  in  issue  of  May  5,  when  property  in  first  mort- 
gage was  described  as  1,50  w  Courtlandt  av.  5,500 

Wahlig,  Eugenia  G  to  Rudolph  Krumm.  Crotona  Park  East,  s  s, 
225  w  Suburban  pi.  runs  s  130  x  w  24  .3  x  n  w  49.5  x  n  8(j.l  to 
st,  X  e  .50  to  beginning.  Aug  28,  1906,  due  July  1,  1909,  5%. 
11:29.39.  5,000 

White,  Elizabeth  M  to  The  Lochinvar  Realty  Co.  Valentine  av, 
e  s,  34.11  s  184th  st.   28  to  n  s  Clark  st,   xOO.     P  M.     Aug  27, 

2  years,  — %.     Aug  28,   1,W6.      11:3146.  2.OO0 
Winter,    Emil    to  Wra   C   Bergen.      Perry  av,   e  s,   117.5   n  201st   st, 

runs  e   110  x  s  2.3.8  x   w  31   x  s  0.3  x   w  77.8  to  av  x   n   25   to 

beginning.     P  M.     Prior  mort  $7,000.     Aug  11,  due  Aug  23,  1908. 

iV/r.     Aug  25,   1906.     12:3281.  1.2,50 

Wynne,  Cath  L  wife  of  John  to  Edw  B  Black.     163d  st,  s  s,  115  e 

Opden  av,   50x100.      P   M.     Aug   27,   3   yrs,   5%.      Aug  29,   1906. 

9:2511.  3,03(7 

West    Farms    Realty    Co    to    Christina    Lurch.      West    Farms    road 

e  s.  bet  170th  st  and  Treraont  av  and  73.6  s  e  of  a  lane,   runs 

s  e  20.3  X  s   e  80  X  —  37  X  n   w  80x20.4   to   road   x   n   e   37   to 

beginning,   being  lot   17   map   estate   Wm   Crother,   West   Farms. 

except    part    tor    road.       P    M.      Aug    27,    1906,    2    years,    6%. 

11:.3021.  24.(X)0 

Zimmermann,  Charles  Jr  to  N  Y  Exchange  Realty  Co.     153d  st.  n  s. 


3.50  e  Courtlandt  av,  75xKXX     Prior  mort  $75,500.     Demand,  0%. 

Aug  29,  1006.     0:24(M1.  8,000 

*ZelIer,    Anna    to    John    H    Burt.       Pleasant    (2d)    av,    e    s.    400    n 

216th  st,  25x00.10.  Aug  25.  3  years.  51/2%.  Aug  27.  1906.  700 
Zucker,  Abram  and  Hermann  Wannhoff  to  Lena  Kahn  and  ano.     3d 

av.    No   3805,   w   s.   .50   n   171st   st,   2.5x100.      P   M.      Prior   mort 

$1(;.(I(J0.  Aug  28,  installs,  6%.  Aug  29,  1906.  11:2012.  3,000 
Zimmermann,   Charles.   Jr,   to   Enoch   C   Bell.      153d  st.   n  s,  3.50  e 

Courtlandt   av.   75x100.      Prior  mort   $(J7.50O.      Aug  24,   demand, 

6%.     Aug  28.   1906.     9:24(M).  8  OOO 

PROJECTED  BUILDINGS. 

The  first  name  is  that  of  the  ow'r;  ar't  stands  for  architect,  m'n 
for  mason,  c'r  for  carpenter,  and  b'r  for  builder. 

When  character  of  roof  is  not  mentioned,  it  is  to  be  understood 
that  the  roof  is  to  be  of  tin. 


BOROUGH    OF   MANHATTAN. 

SOUTH    OF    14TH    STREET. 

Cherry   st,    Nos  34    to   38,    two  0-sty   brk   and   stone   tenements   and 

stores,    38.11x122.1;    total    cost,   $73,000;    B   Golden,    250   William 

st;    ar'ts,   Bernstein  &  Bernstein,   24   E  23d  st.— 00(5. 
Houston  St.  n  s,  100. 1V4  w  2d  av,  two  (>-sty  brk  and  stone  stores  and 

tenements,   37.2x87.(5;    total   cost,   $100,(HMI;   Lowe   &  Jovrisch,   200 

E   ll(5th  st;   ar't,   Henry  G  Harris,  3  E   17th  St.— 010. 
Mott  st,  Nos  124  and  120,  6-sty  brk  and  stone  tenement  and  store, 

50x81;    cost,    ,$55,000;    Albert    E   Lowe,    230   Grand   st;    ar't,    E   A 

Meyers,   1   Union  sq. — 016. 
Sullivan    st.    No    210,    two    1-sty    brk    and    stone   outhouses,    25x53; 

total    cost,    $1,.800;    Louis    Malatesta.    210    Sullivan    st;    ar't,    I    L 

Kramer,   120  W  142d   St.— 913. 
Thompson   st.    No   111,   1-sty   brk   and  stone   outhouse,   2.5x60;    cost, 

$900;   G  M   Malatesta,   106  Thompson  st;  ar't,  I  L  Kramer,  129  W 

142d   s..— 912. 
Thompson   st.   No   106,   1-sty   brk   and   stone  outhouse,   19x50;    cost, 

$900;   G  M  Malatesta,  106  Thompson  st;   ar't,  I  L  Kramer,  120  W 

142d   St.— Oil. 
3d  st,   s   s.   13(5,2  e  Goerck   st,   7-sty  concrete   and  stone   stable   and 

shop,   45.4x73.7;    cost,   .$30.(MT(I;    Morris   L   Weiss,   613   E   16th   st; 

ar't,    Chas   M   Straub,    122   Bowery.— 001. 
10th  st,   n   s,   175  e   Bleecker  st,  (5-sty  brk  and  stone  tenement,  50x 

82;    cost.   $(;0,(XIO;    Ruff  &   Hochster,  52  W   120th   st;    ar't,   L  F  J 

Weiher,    105    E    125th    St.— 904. 
1.3th  st,   n  s,   171  e  2d  av,  (!-sty  brk  and  stone  tenement   and  store, 

46x90.3;    cost,    $40000;    Harbater   &   Silk,   53   Av   B;    ar'ts,    Bern- 
stein  &   Bernstein,   24   E  23d   St.— 809. 
1.3th   St.   s  s.   209  w  Av   A,   (5-sty  brk   and  stone   tenement,   39x90.3; 

cost,    $42  000;    Liebenthal    Bros,    67    W    125th   st;    ar't,    Geo    Fred 

Pelham,   .503   5th   av.— Otl7. 

BETWEEN    14TH   AND  59TH   STREETS. 

15th  st,  8  s,  26.5.8  e  8th  av.  10-sty  brk  and  stone  store  and  loft 
building.  90x103.5,  tar  and  gravel  roof;  cost.  .$2(X)(XI0;  Keller- 
Smith  Co,  447  E  68th  st;   ar't,  Peter  Keller,  1273  Av  A.— 014. 

BETWEEN  59TH  AND  125TH  STREETS,   EAST  OF  5TH  AVENUE. 

90th  st,  n  s,  175  e  3d  av,  1-sty  brk  and  stone  stable  buildin?,  86x 
32,  tar  and  gravel  root;  cost,  $5,000;  Jacob  Ruppert,  92d  st  and 
3d  av;'ar't,  Chas  Stegmayer,  1(58  E  91st  St.— 909. 

122d  St.  No  171  East,  1-sty  brk  and  stone  wagon  shed,  21x87; 
cost,  $750;  Christ  Dages,  170  E  123d  st;  ar't,  Robert  E  La  Velle, 
1033  Prospect  av,— 003.  -  ,    - 

3d  av,  n  e  cor  87th  st,  6-stv  brk,  and  stone  tenement,  50x80.11; 
cost,  $.50,000;  Meyer  Frank.  19-21  W.  lloth.st;  ar't,  Samuel 
Sass,  23  Park  Row.— 905.  - 

BETWEEN  59th  AND  125TH  STREETS,  WEST  OF  8TH  AVENUE, 
Amsterdam  av,  e  s,  114th  to  n5th  sts,  five  6-sty  brk  and  stone 
tenements  and  stores,  46.11x90;  total  cost.  .$270.(.IUO;  Polstein 
Realty  &  Construction  Co  108  Broadway;  ar't,  Geo  Fred  Pelham, 
.503  5th  av.  Corrects  error  in  last  issue,  when  location  was  from 
144th  to  145th  sts.— 803. 
Broadway,  n  w  cor  (51st  st,  .3-sty  and  mezzanine  floor  concrete  brk 
and  stone  garage  building,  196.7x98x130.1,  tar,  and  gravel  roof; 
cost,  $2(.M>,0(X>;  Packard  Motor  Car  Co,  1540  Broadway;  ar't, 
Albert   Kahn,   Union   Trust   Building.   Detroit,   Mich.— 900. 

NORTH   OF   125TH   STREET, 
145th  st,  n  s,  100  e  8th  av,  four  (5-sty  brk  and  stone  tenements  and 
stores,   43,0x86.11;    total  cost.  $135,000;    Northwestern  Realty  Co, 
170  Broadway;   ar't,  C  B  Brun,  1  Madison  av,— 915. 
lS4th  st,  s  s,  1(10  w  St   Nicholas  av,   two  5-sty  brk  and  stone  tene- 
ments,   .50.\99.11;     total    cost      $120,000;    Wm    J    Casey,    1949    7th 
av;   ar'ts,   Neville  &  Bagge,  217  W  125th  St.— 917. 
Amsterdam  av,  n  e  cor  1.5Sth  st        [  five   6-sty   brk   and   stone    tene- 
Amsterdam  av.  s  e  cor  1.59th  st  |     ment   and   stores,   39.11x96;    to- 

Amsterdam  av,  e  s,  39,11  s  150ih  st|     tal  cost,  $.300,000;  Louis  Cohen, 

25  St  Nicholas  av;   ar't,  John  Hauser,  3l'0  W   125th  st,— 002, 
Broadway,    s   e   cor    184th    st,    two   (i-sty   brk   and   stone    tenements, 
37.0x93,1;   total  cost,   .$05,000;   Wm  Lyman,  51   E  122d  st;   ar't,   B 
W  Levitan,   20  W  31st   st,— ,'108. 

BOROUGH    OF    TH£   BRONX. 

Bartholdi   st,  n   s,  80  w   Cedar  av,   2-sty   brk  dwelling,   25x29;    cost, 

$3,500;  Pasquale  Castaldo,  2360  Hughes  av;  ar't,  L  Howard,  176th 

st  and  Carter  av. — 960. 
Halsey    st,    s    e    cor   Zerega    av.    2-sty    frame    stable,    .30x100;    cost, 

.$10,000;    A    G    &    Thos    E    Vermilye,    20   St    Nicholas    pi;    ar't,    T 

Franklin  Power,  .51  Chambers  St. — 971. 
Kinnear    pi.    s    w    cor    Halsey    st.    1-sty    frame    shed.    100x16;    cost. 

.$.300;  A  G  &  Thos  E  Vermilye,  20  St  Nicholas  pi;  ar't,  T  Franklin 

Power,  51  Chambers  st. — 972. 
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Madison   st,   w  s.   825   and  8riU  n   Morris   Park  av,   two  2-sty  frame 

dwellings,    L'lxriO;    total   cost,   ^S.OUO;    ow'r  and   ar't,   Jos   C   Luke, 

Morris  Park  av. — 074. 
137th   St,   n   s,   i;i.47   e   of   East  River,   1-sty  brk  shop,   50x60;    cost. 

13,500;  De  La  Vergne  Machine  Co,  toot  of  E  138th  st ;  ar't,  Wm  H 

Lougton,   738   E  188th  st.— tUil. 
14(!th   St.   s   s.    148.0   e  3d   av.   U-sty   brk   stable   and   shop,   25x100; 

cost,    JflO.OOO;    F   W    Breander,   020    E   25th    st;    ar'ts,    Euell   Van 

Wart  Co,  129  W  125th  St.— DO!). 
201st   st,    n    s,    271.8   e    Anthony   av,   2%-sty   frame   dwelling,    peak 

Shingle  roof,  21x30;  cost,  $3,000;  M  O'Reilly,  130  E  l'23d  st;  ar't, 

R   A  Bennett.  Tuckahoe.— 9.54. 
227th  St.  n  s,  25  w  (ith  av.  2-sty  brk  dwelling,  20.x50;   cost,  $5,000; 

Rudolph   Lochelt,   White   Plains   av   between   223d   and  224th   sts; 

ar't.  Chris  F  Lohse.  027  Eagle  av. — 908. 
Barkley  av,  s  s.  50  e  Vincent- st,  2-sty  frame  dwelling,  20x26;  cost, 

$2,400;   Geo  Dulter,  013  E  1.54th  st;   ar't.  L  R  Fries,   Eastchester 

road. — 055. 
Bear   Swamp    road,   n    s,    114. (!   e    Poplar   st.   2-sty   frame    dwelling, 

21x48;    cost.    $4,500;    Emilie    Steinmetz.   2015   Fulton   av;    ar't,    B 

Ebeling,    West    Farms   road. — 950. 
Bailey  av,  w  s.  330  n  231st  st.  2-sty  and  attic  frame  dwelling,  peak 

shingle  roof.  20x00;   cost,  .'i;8,000;  James  Whalen,   102  W  Oljth  st; 

ar't,   Louis  C  Maurer,   22  E  21st  St.— 900. 
Bailey  av.  w  s,  .'530  n  231st  st.  1-sty  frame  stable.  20x14;  cost.  $500; 

James   Whalen.   102   W  90th  st;   ar't,   Louis  C   Maurer,   22  E  21st 

St.— 9(>7. 
Briggs   av.   w   s.   57  a   201st   st,   two  2-sty  frame   dwellings,   21x55; 

total  cost.   $12  000;   Geo   D   Kingston.  East  200th  st;   ar't,   Chas  S 

Clark.   709  Tremont   av. — 977. 
Bainbridge    av,    e    s,    110    s    Mosholu    Parkway,    two    2i^-sty    frame 

dwellings,    peak    shingle    root,    21x35;    total    cost.    $13.0(M>;    Wm    C 

Bergen,  on  premises;  ar't.  Chas  S  Clark.  709  Tremont  av. — 976. 
Boyd   av.   e   s.   100   n   Jefferson   av,   2-sty  and   attic   frame   dwelling, 

peak   shingle   roof,    21x45.8;    cost,   $4,500;    Wm   Ufland.    10   E   42d 

st;  ar't,  Carl  P  Johnson,  S  E  42d  st.— 975. 
Grace  av,   s  e  cor  Rose  st,   1-sty  frame  storage   room.  20x12;   cost, 

$150;  I  Abbott.  83  Grace  av;  ar't,  B  Ebeling,  West  Farms  road. — 

958. 
Hughes    av,    e   s.    197.10   s    Pelham    av,    2-sty   brk   dwelling,   21x55; 

cost,  $0,000;   ow'r  and  ar't,  Geatano  Ambriola,  2144  Clinton  av. — 

953. 
Hull  av.  w  s,  90  s  205th  st,  two  2-sty  frame  dwellings,  21.x58;  total 

cost,  $12,000;   Mary  Russhon,  170th  st  and  Inwood  av;  ar't,  Hugo 

H  Austin,  9(il  Stebbins  av.— 902. 
Hughes  av.   e  s.   1'25  n   183d  st,   2-sty  frame  dwelling,   25x40;   cosj. 

.$2,(100;  ow'r  and  ar't,  Peter  W  Schlosser,  2330  Belmont  av.— 964. 
Hughes   av.   e   s,    125   n   183d   st,   rear   1-sty   frame   store  room   and 

shop,   25x20;    cost,   $150;   ow'r  and  ar't,   Peter  W   Schlosser,   2336 

Belmont  av. — 965. 
Mayfiower  av,   e   s,   236  n  Pelham  road,   1-sty  frame  shed,   15x25; 

cost,   $500;    Bernard   Marry,    on   premises;    ar't,   B   Ebeling,   West 

Farms   road. — 973. 
St  Lawrence  av.  s  e  cor  Merrill  st.  3-sty  frame  store  and  dwelling. 

23.X54;    cost,    $6,000;    Jacob   Cohn.    11   Van   Nest   av;    ar't,    Henry 

Nordheim,  170  Van  Buren  st. — 963. 
Topping  av.  e  s,  200  n  174th  st,  three  3-sty  brk  tenements,  21x08; 

total    cost,    $.80,000;    E    Gundlach.    20'20    Walton    av;    ar't.    Franz 

Wolfgang..  787  E  177th  st.— 9.56. 
Washington  av,  e  s,  2.50  n   171st  st,  0-sty  brk  store  and  tenement, 

50x87;    cost,    $00,000;    Samuel    Williams.    119    Nassau    st;    ar'ts, 

Euell-Van  Wart   Co,   129  W  125th   st.— 970. 
Zerega  av,  s  s.  1.50  e  Lyou  av,  two  2-sty  frame  dwellings.  21x50  and 

40;   total  cost.  $10,000;  Norbert  Robillard,  Castle  Hill  av;   ar't,  B 

Ebeling.  West  Farms  road. — 957. 


ALTERATIONS. 

Broome  st.  No  53.  plumbing,  store  fronts,  stairs,  to  5-sty  brk  and 
stone  tenement;  cost,  $2  000;  Greenstein  &  Mayer,  230  Grand 
st;   ar't,  E  A  Meyers,   1  Union  sq. — 2365. 

Cortlandt  st,  Nos  10  and  12,  alter  doors,  to  two  5-sty  brk  and 
stone  stores  and  lofts;  cost,  $100;  A  F  Kennedy,  12  Cortlandt 
st;   ar't.  Geo  M  McCabe.  2  W  14th  St.— 2364. 

Chrystie  st.  No  117.  air  shaft,  partitions,  toilets,  to  5-sty  brk  and 
stone  tenement;  cost,  $4,000;  Samuel  Levy,  117  Chrystie  st; 
ar't.   O   Reissmann.  30  1st  st. — 2357. 

Houston  st.  No  2.53  E.  toilets,  windows,  partitions,  show  win- 
dows, to  two  4-sty  brk  and  stone  tenements;  cost,  $5  000;  Isaac 
Sprung.  322  E  4th  st;   ar't.  O  Reissmann,  30  1st  st.— 2.894.     , 

Eldridge  st.  No  36,  partitions,  toilets,  windows,  stairs,  to  two  4-sty 
brk  and  stone  tenements;  cost.  $4,000;  Samuel  J  Silberman,  .83 
Canal   st;    ar't.   Max   MuUer.  3  Chambers  st. — 2387. 

Lewis  St.  No  108.  show  windows,  partitions,  iron  stairs,  to  5-sty 
brk  and  stone  tenement;  cost.  $10,000;  A  Berkowitz,  73  Broome 
st;   ar't,   0  Reissmann,  30  1st  st. — 2359. 

Norfolk  st.  No  107,  toilets,  windows,  to  5-sty  brk  and  stone  tene- 
ment; cost,  $1000;  Abraham  TeioHman,  148  Suffolk  st;  ar't.  Max 
MuUer,  S  Chambers  St.— 2381. 


Orchard  st,   Nos  .59  and  61,  columns,  beams,  to  5-sty  brk  and  stone 

store  and   loft    building;    costt,   $1,100;    Edward   A  Ridley,  59  Allen 

st;    ar't.   Franklin   Baylies.   33   Bible   House. — 28S2. 
Pitt  st.   No  49,   toilets,   partitions,   plumbing,   to   two  4-sty  brk  and 

stone   tenements;    cost.   $700;    Mrs   Emily   Cook.   0'2   St   Marks   pi; 

ar't,  Ignatz  I  Rosenberg,  99  E  7th  st. — 'S.ioi. 
Water  st.   No  010.   air  shaft,   partitions,   windows,   to  0-sty  brk  and 

stone   tenement;    cost.    .$3,000;    A    Kasower.    1.59   East    Broadway; 

ar't.   O. Reissmann.  .80  1st   St. — 23.58. 
.5th  St.  Nos  ilOl  and  903  East]  flreprooflng     to     4-sty     brk     and     stone 
Lewis  st,  Nos  l.S(>  to  194        |      factory;    cost.   $1,475;    Webb   Academy 

and    Home,    Fordham    Heights,    N    Y;    ar'ts  and   b'rs.    The    Rusling 

Co,    26    Cortlandt    St.— 2840. 
0th  St.  No  038  East,  alter  floor  beams,  stairs,  partitions,  windows, 

to  2  and  3-sty  brk  and  stone   synagogue;    cost.   $7,000;    Congrega- 
tion  Ahawath   Teschurem.   638   E  6th  st;    ar't.   Fred   Ebeling.   420 

E  9th  St.— 2871. 
7th   St.    No   .58.   5-sty   brk   and   stone   front   and   rear  extension,   25x 

0.2,    add    one    story,    new    beams,    stairs,    to   .8-sty   brk   and    stone 

store   and  tenement;   cost,   .$20,000;   Salomon  Salvinsky,   195  Allen 

st;   ar't,  Frank  Straub,   18  B  14th  St.— 23.52. 
11th   st,    Nos   528   to   .532   East,   partitions,    oven,    to   6-sty  brk   and 

stone    tenement;    cost,   $9tlO;    A   L   Kass,   12'2   Essex   st;   ar't.   Max 

Muller,  3  Chambers  st. — 2.'580. 
12th    st.    No   700   East,   4-sty   brk    and    stone   rear   extension,    17. 6x 

12. ,S,   partitions,    toilets,    plumbing,    to   4-sty   brk   and   stone   tene- 
ment  and   store;    cost.   $7,000;    Joseph   Schenkein,   67  Av   B;    ar't, 

C  Dunne.  210  E   14th  st.— 2363. 
13th    St.    No    580    East.  ■  toilets,    to    2-sty    brk   and    stone    dwelling; 

cost.    $1,000;    S  "Feinberg.    58   Catharine    st;    ar't,    M   Zipkes,    147 

4th  av.— 2348. 
13th    st.    No    241    East,    toilets,    windows,    plumbing,    to    6-sty    brk 

and    stone    tenement    and    store;    cost,    $1,000;    Jacob    Shevell.    86 

WllOth   st;    ar'ts.   Bernstein   &   Bernstein,   24  E  23d   St.— 2340. 
13th'  st.    No   022    East,    plumbing,    windows,    skylight,    to   2-sty   brk 

and  stone  tenement;   cost,  $7,000;  A  Segal,  022  E  13th  st;  ar't,  M 

Zipkes,  147  4th  av.— '2372. 
14th   st,    No   .59   West,    fireproof   elevator   shaft,    windows,    to   4-sty 

zrk   and   stone  store  and  loft;   cost,  $10,000;   Colonial  Real  Estate 

Association,   309   Broadway;    ar't,   Richard   Berger,  309   Broadway. 

— 2.8.55. 
24th  St.  Nos  .503  and  505  West,  flreprooflng.  to  6-sty  brk  and  stone 

factory;    cost.   $3  350;    Mitchell   Vance   Co,   on   premises;    ar't.  The 

Rusling   Co.   26   Cortlandt   st.— 2339. 
27th  St.   Nos  39  and  41   West,  partitions,  skylight,  to  7-sty  brk  and 

stone    apartment;    cost,    $4.50;    The    Beverwyck    Co,    on   premises; 

ar't,  Henry  H  Holly,  39  and  41  W  27th  st.— 2389. 
34th  St.   No  314   East,   alter  roof,   toilets,  store  fronts,  to  4-sty  brk 

and  stone  tenement;   cost,  $2,000;   ow'r  and  ar't,  Lazarus  Hanner, 

6(1  E   :07th  St.— 2361. 
.50th   St.   Nos  360  to  364  West.  4-sty  brk  and  stone  side  extension, 

20x100.5,   partitions,  steel  girders,  columns,   to  two  4-sty  brk  and 

stone   stores  and   tenements;    cost,   $25,000;    Frank  Joseph  Walsh, 

.556  West  End  av,  and  John  Hall  Ives,   122  Hendrix  st,  Brooklyn; 

ar't,    Franklin    Baylies.   33   Bible   House. — 2375. 
'.50th    St.    Nos   32S    to   332    East,    skylights,    windows,    partitions    .to 

three    4-sly    brk   and    stone    tenements    and    stores;    cost.    $3,000; 

Ellen  Frey,  249  E  61st  st;   ar't.  Chas  Stegmayer,  108  E  91st  St.— 

2876. 
(iOth  st,  Nos  229  and  "231  West,  toilets,  partitions,  windows,  to  two 

4-sty    brk    and    stone   tenements   and   stores;    cost,   $0.0tlO;   Jos    B 

Mautner,  99  Nassau  st;   ar't.  Otto  L  Spannhake,  20O  E  79th  St.— 

2344. 
(55th    St.   No   324    East,   3-sty   brk   and   stone    side   extension.    18.3x 

106.2.    walls    to    5-sty   brk   and   stone   f&ctory;    cost.    $3,500;    Wm 

MoUer.   308   E   07th   st.   and   Wm   J    Sloane,   214   W   92d   st;    ar't, 

Henry    Placek,    .'UO    E    65th   st  — '2356. 
66th    St.    No   209   West,    toilets,    windows,    to   5-sty   brk   and   stone 

tenement;    cost,   $'200;    H   F   McCreery,  275  W  97th  st;   ar't,   Otto 

L  Spannhake.   200  E  79th   St.— 2351. 
70th  st.  No  307  East,  partitions,  new  front,  to  5-sty  brk  and  stone 

tenement;    cost,    .$5,000;    Jacob    Larchon.    337    E    79lh    st;    ar'ts, 

Summerfeld  &  Sleekier.   10  Union   sq.— 2362. 
72d   St.    Nos  4   and   6   East,   flreproof  shaft,   windo'ws.   to   two   4-sty 

brk  and  stone  dwellings;   cost.  $3,000;   Wm  V  S  Thome,  6  B  72d 

st;    ar't.   Robt  T  Lyons,  31  Union  sq.— 2378. 
70th   st.   No   18  East,  4-sty  and  basement  brk   and   stone   front  ex- 
tension,   22.2x0.10,    elevator,    partitions,    windows,    to    4-sty    brk 

and   stone   dwelling;    cost.   $15,000;   Alice   A   Block,   55   E   S2d   st; 

ar'ts,   Herts  Bros,  507  5th  av. — 2353. 
77th    st,    Nos    344    and    340    East,    plumbing,    store    fronts,    to    two 

4-sty  brk  and  stone  stores  and  tenements;  cost,  $1.2f>0;  Johnson  & 

Doll.  204  E  oSth  st;   ar't,  John  H  O'Rourke,  204  E  58th  St.— 2391. 
77th    st.    No   350   East,    plumbing,    store    fronts,    to    4-sty    brk   and 

stone  store  and  tenement;   cost.  $600;  Johnson  &  Doll,  204  E  58th 

st;  ar't,  John  H  O'Rourke,  204  E  .58th  st.— 2392. 
79th   st.    No   25   East,   partitions,   windows,   to   4-sty   brk   and   stonA 

dwelling;   cost,   $4.50(5;  Katie  T  Schermerhorn,  on  premises;   ar't, 

dhaa  I  Berg,  571  5th  av.— 2835. 
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"LARGILST    DISTRIBUTORS    OF    FRONT    BRICK    IN    THE    WORLD* 

ENAMELED 
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^HAIVABD 

FREDE,NBURG    6    LOUNSBURY 

H— m«,  •3.<9.  g8»  FOURTH  AVENUE.  Corner  22d  Street, 

OOth  St,  s  s.  KX)  e  1st  av,  alter  roof,  new  columns,- walls,  to  1-sty 
brk  and  stone  chapel  for  asylum;  cost.  $4U.(KK1;  St  Joseph's  Asy- 
lum,  8iJth  St  and   Av  A;   ar't,  A  F  G  Smith,  ti04  Courtlandt  av. — 

2384. 
lOSth  St,   No  228  East,   1-sty  brk  and  stone   rear  extension,  2.5x27. 
partitions,    toilets,    windows,    to   4-sty    brk   and    stone    tenement; 
cost,    $(1,(100;    Luigi    Pililli,    232    E    10th    st;    ar't,    O    Reissmann. 

30  1st   St.— 2300. 
113th   St,    No   (>2   West,    toilets,    partitions,    to  3-sty    brk   and   stone 

dwelling;    cost,   $1.(100;    Fischel   Realty   Co.   G2  W   113th   st;    ar't, 

Chas   M   Straub,    122   Bowery. — 2343'. 
ll.'jth  St.   No  310  East,  install  bake  oven,   cellar  floor,   to  4-sty  brk 

and  stone  tenement;   cost.  $900;    P  Rescigno.  442  E  115th  st;   ar't. 

J  G  H   Harlach,  42  B  23d  st.— 2308. 
11.5th  St.  s  s.  100  e  Sth  av.  1-sty  brk  and  stone  front  extension,  50x 

4.    partitions,    to   2-sty   brk   and   stone   store   and   tenement;    cost. 

$12.0110;    L  &  A  Pincus,   20  W  31st  st;   ar't,  B  W  Levitan,  20  W 

31st    St.— 2370. 
IKith    St.    No    300V4    West,    toilets,    windows,    partitions,    to    1-sty 

brk  and  stone  store;   cost,  $1,500;   Chas   H  Deschan,  s  w  cor  Sth 

av  and  IKith  st;   ar'ts,  Denby  &  Nute,  333  4th  av.— 2373. 
125th   St.   No  545  West,   partitions,  windows,   store   fronts,   to  5-3ty 

brk    and    stone    tenement    and    store;    cost,   $5,000;    M    May,    1183 

Broadway;   ar't,   E  A  Meyers,  1   Union  sq. — 2383. 
147th    St.    s    s.    1(J0   w    Amsterdam    av.    toilets,    windows,    to    5-sty 

brk  and  stone  store  and  tenement;  cost,  $2,000;  John  J  Schwartz. 

442    Manhattan   av;    ar'ts.    Moore   &   Landsiedel,    14Sth   st   and   3d 

av.— 2350. 
Av  A,  w  s,  150  n  23d  st,  erect  sign,  to  1-sty  brk  stable;   cost.  $.50; 

C  L  Russell,  27  Thames  st;  ar't,  J  Schroth,  113  West  Broadway. — 

2367. 
Amsterdam   av,    No   341,    partitions,   windows,    beams,    to   5-sty   brk 

and  stone  tenement  and  store;   cost,  $3.5(X>;   Charles  Leopold.   Hill 

E  74th  st;   ar't.   Franklin   Baylies.  33  Bible   House.— 2374. 
Broadway,  e  s,  25  s  40th  st.  erect  sign,  to  2-sty  brk  and  stone  store 

and   dwelling;    cost.    $70;    Meyer    Pevell.    Ili08    Broadway;    ar't,    J 

Schroth.    113    West    Broadway.— 23fl6. 
Broadway,   s   e   cor   110th  st,   partitions,   new   entrance,   columns,    to 

2-sty   brk   and   stone   hotel   and   theatre;   cost,   $10,000;   Josephine 

Schmid,    Lion    Brewery,    108th    st    and    Columbus    av;    ar't,    C    B 

Brun.   1   Madison   av. — 2380. 
Broadway,   w  s.   1011  n  40th  st.  erect  sign,  to  2-sty  brk  store  build- 
ing;  cost.  $70;   T  J  &  M  J  Shanley,  147C  Broadway;  ar't,  Frank  Q 

Smith,  128  4th  av.— 2388. 
Bolton   road,   e  s.   between  210th  and  211th  sts.   partitions,    to   2-sLy 

brk  and  stone   stable;   cost.  $1.(MI0;    U  C  &  O  Burns,  301   W   108th 

st;   ar't.   Henry  F  Cook,  300  W  100th  st.— 2341. 
Bowery,   n   e   cor   Grand   st,   partitions,   toilets,   steam   heat,   electric 

lighting,  to  5-sty  brk  and  stone  hotel;  cost,  .$.35,000;  George  Ehret, 

02d  st  and  3d  av;  ar't.  B  W  Berger  &  Son.  121  Bible  House.— 23115. 
Columbus   av.  n  e   cor  81st   st.    toilets,  partitions,   to   12-sty  brk  and 

stone   hotel;    cost.   $2,(»0;    The   Mosely  Hotel  Co.   150  W  47th  st; 

ar't.    Clarence   Luce.   24li   4th   av. — 2336. 
Greenwich   av,    No    64,    toilets,    partitions,    to   3-sty   brk   and    stone 

store   and   tenement;    cost,   $1,000;   H   Ehlers,  58  E   133d  st;    ar't, 

George   Ahrens,   74  Lafayette   st. — 2342. 
2d    av.    No    2216.    toilets,    to   4-sty   brk   and   stone    tenement;    cost. 

$350;    Ralph    Korn.    Elberson.    N   J;    ar't.    Oscar   Lowinson.   18-20 

E  42d   St.— 23P7. 
2d  av.   No  205,   toilets,   windows,   to  4-sty  brk  and   stone   tenement; 

cost.    $5,000;    Bernard   Rosen,    on   premises;    ar'ts,    Sommerfeld    & 

Sleekier.  10  Union  sq  — 2338. 
2d   av,   No   676,   partitions,   windows,   to  4-sty   brk   and   stone   tene- 
ment;  cost,   $5()0;   Joseph  Crystal,  713  2d  av;   ar't,  O   Reissmann. 

30  1st  St.— 2303. 


NE.W  rOKM. 


2d  av,  s  e  cor  23d  st.  partitions,  windows,  toilets,  to  o-sty  brk  and 
stone  hotel  and  dwelling;  cost,  $1,S<X);  Garrett  Nagle,  104  3d  av; 
ar'ts,  B  W  Berger  &  Son,  121  Bible  House.— 2396. 


3d   av.   n   w   cor  85th   st.   toilets,   partitions,   to  4-sty   brk  and   stone 

store    and    tenement;    cost,    $600;    Welsh    Estate,    256    Broadway; 

ar't,   George   Kraus.  225  4th  av.— 2347. 
3d  av.  Nos  1460  to  1466,  partitions,  skylights,  to  two  3-sty  brk  and 

stone   stores  and   tenements;   cost,   $3,000;   Wm  Scholle,  5  Nassau 

st;    ar't,   Chas  Stegmayer,   1(38  E  01st  St.— 2.377. 
3d   av,   No   1070.   partitions,   windows,   to  4-sty  brk  and  stone   store 

and  tenement;   cost.  $1,500;   Geo  B  Peyser  and  Isabella  Unger,  909 
^  2d  av;  ar't,  John  Ph  Voelker,  070  2d  av.— 2300. 
Sth   av.   Nos   465  and  467,   store  front,  partitions,   to  5-sty  brk   and 

stone    store    and    office;    cost.    $1.(X)0;    M    E    O    Roeschelle,    Belle 

Harbor.    L   I;    ar't   and   b'r.   J   Odell   Whitenack.   99   Vandam   St.— 
_  2370. 
;ith   av.   No   712,   1-sly  and   basement   brk  and  stone  rear  extension, 

26.0x(i7.9.    to   4-sty    brk   and   stone   sales   rooms   and   art   galleries; 

cost.    $20,(XHI;     Fifth    Avenue    Presbyterian    Church    Congregation; 
^  5th  av  and  .55th  si;   ar't,  Albert  S  Gottlieb,  1.56  5th  av.— 23li0. 
7th    av,    No    2040,    toilets,    windows,    partitions,    to    8-sty    brk    and 

stone  tenement;   cost,  $5,0(Xl;   Estate  R  E  Browning,  99  Chambers 
•     st;    ar'ts,  Jiill   &   Stout.   1123   Broadway.— 2349. 
Sth  a-v.  Nos  75(J  and  752j  staircases,    fire    escapes,    rebuild    walls,    to 
46th  St.  No  247  West     |      two   3   and  4-sty   brk  and   stone   halls   and 

roof   gardens;    cost.    $15,000;    J   H   Jame,   06   3d   av;    ar't,    Wm   B 

Tuthill,  287  4th  av.— 2345. 
loth  av.   Nos  (J41   And  643.   air  shaft,   toilets,   to   two  5-sty  brk  and 

stone   tenements  and   store;   cost.  $6.0(X);   Isaac  Heller,  71  Nassau 

st;   ar't.  Samuel  Gross,  .325  E  84th  st.— 2.385. 

BOROUGH   OF   THE  BRONX. 

Elsmere  pi,  s  s,  150  w  Marmion  av,  2-sty  frame  extension.  lO.Sx 
16.7,  new  partitions,  &c,  to  2y2-sty  frame  dwelling;  cost,  $2,000; 
Wm  C  Bergen,  on  premises;  ar't,  Chas  S  Clark,  709  Tremont  av. — 
47(i. 

Wilkius  pi.  No  2360.  1-sty  frame  extension,  0.4x3.  to  3-sty  frame 
dwelling;  cost.  $1(X);  F  Quigby,  on  premises;  ar't,  G  Murray  Nel- 
son, 556  Fox  St. — 472. 

144th   St.   No  7.38.   3-sty  and   basement   brk  extension,   24.6x71.0.   to 
2-sty  and  basement  brk  factory;   cost,  $15,(I(K);   Henry  W  Baett- 
ger,  on  premises;  ar'ts,  S  B  Ogden  &  Co,  J154  Lexington  av. — 4(J9. 

108th  St.  s  s.  25.0  w  Pond  pi.  2-sty  frame  extension,  13.6x5.8.  to 
2-sty  and  attic  frame  dwelling;  cost.  $600;  Mrs  E  B  Eldridge,  on 
premises;   ar't,   Frank  Hausle.  81  E  125th  St. — 17(5. 

Bergen  av,  w  s,  20  n  14Sth  st,  5-sty  brk  extension,  25x98.6.  built 
upon  1-sty  frame  extension  of  (i  and  1-sty  brk  factory;  cost,  $.50,- 
OWl;  John  Nimphins,  1001  Dawson  st;  ar't,  Robert  Rothermel, 
(iS6  E  140th  St. — 170. 

Clay  av.  No  1765.  1-sty  frame  extension.  9x8.  to  2-sty  frame  dwell- 
ing; cost,  $1.50;  H  Sieborne,  on  premises;  ar't,  Geo  C  Karus,  1724 
Webster  av. — 471. 

Hughes  av,  e  s.  75  n  188th  st,  1-sty  brk  extension,  10.8x18.5.  raise 
and  move  2-sty  frame  store  and  dwelling;  cost,  $500;  Nicholas 
Damaine.   Cambreling  av;    ar't,  J  J   Kennedy.  Riverdale. — 175. 

Jackson  and  Westchester  avs  junction.  1-sty  frame  extension.  13. ()X 
S.6.  to  4-sty  brk  stores  and  loft;  cost.  $2.50;  Marcus  Nathan.  1.50 
W  120th  st;   ar't.  Wm  T  La  Ville.  1145  Freeman  st. — 168. 

Morris  av.  s  e  cor  1.52d  st.  1-sty  frame  extension.  3.6x12,  new 
show  window,  stairs,  partitions,  &c,  to  2-sty  frame  stores  and 
dwelling;  cost,  $1,000;  Bounainto  &  Bottiglieri.  on  premises;  ar'ts, 
Moore  &  Landsiedel.  14Sth  st  and  3d  av. — 165. 

Newell  av.  e  s.  250  s  Post  st.  2-sty  and  attic  frame  extension.  16x 
2(5.  to  2-sty  frame  dwelling;  cost.  $.500;  Alois  Wolf,  on  premises; 
ar't,  Franz  Wolfgang.  554  E  158th  st. — 1(56. 

Saxe  av.  w  s.  30  n  Westchester  av.  2-sty  frame  extension,  21. 6x 
22.  to  2-sty  frame  dwelling;  cost,  $1,500;  Thos  McKenna,  on 
premises;   ar't,  Wm  Kenny,  (582  E  195th  St.— 474. 

White  Plains  road,  w  s.  250  n  Juliana  st,  1-sty  frame  extension, 
40.2x10.  to  2-sty  and  attic  frame  hotel;  cost.  $1,000;  Jacob 
Wareuer,  on  premises;  ar't,  J  Hooper,  462  Amsterdam  av.— 473. 


DON'T  GUESS 


A  Real  Estate  Iniormation  Service  is  as  necessary  in  a  Real  Estate  Broker's 
ollice  as  the  ticker  in  the  office  ot  a  Stock  Broker. 


USE 


A  personally  maintained  Service  is  inefficient  and  inordinately  Expensive 
compared  with  a  Big  Central  Co-operative  Service.  The  Biggest  Service  is  the  best,  because  the  advantages  ol  Co- 
operation are  centered  there  on  the  biggest  Scale. 

The  RECORD  &  GUIDE  to-day  supplies  thousands  ol  Brokers  and  others  with  information— has  been  doing  so  lor  a  gen- 
eration. Its  own  records  cover  tlie  history  ol  ALL  transactions  of  every  kind  in  New 'York  for  forty  years,  and  in  addition 
to  these  it  has  a  COMPLETE  PLANT  that  includes  the  previous  period. 

Obviously,  the  RECORD  &  GUIDE  possesses  FULL  information  covering  ALL  particulars  concerning  real  estate.  Other 
systems  are  necessarily  either  partial  or  mere  second-hand  abstracts  o{  the  records  which  the  RECORD  &  GUIDE  has 
been  gathering  and  publishing  in  the  course  of  its  forty  years'  history. 

If  you  need  Real  Estate  Iniormation  don't  guess.  Don't  use  personal  Systems.  Don't  use  partial  Systems.  Don't  use 
temporary  Systems  that  must  be  fragmentary  and  Second-hand.  Don't  use  Systems  built  lor  the  use  of  a  Few,  and 
that.c'fer  you  scarcely  any  of  the  advantages  ol  co-operation. 

THE    RECORD  &  GUIDE  BUREAU  OF  REAL  ESTATE  INFORMATION.       The  oldest,  the  largest,  the  most 
permanent,  the  best  equipped— a  Service  that  can  serve  you  TO-DA'V  and  TO-MORROW  on  a  progressive  plan. 
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Lonff  Island    Office,     20   Main    St.,    Flushing,    Tel.    39    Flushing 


SPECIALISTS  ON  DEVELOPMENTS  6«.!iouluer«»dr.h.kthel 

ASSOCIATED    CIVIL    ENGINEERS    AND    CITY    SURVEYORS 
New   York    Office,    211-217    West    l2Sth_St.,    Tel.    7195    Mornlngtlde 

QUEENS  BOROUGH. 

Fran^  J.  Slavin  ha.?  conveyed  to  Frank  H.  Griffin  the  plot  25x 
300  ft.  on  the  south  side  of  Bradford  av,  138  ft.  3  ins.  east  of 
Lawrence  et,  Flushing. 

William  J.  Weissner  has  bought  of  Brooks  Gulages  111  lots  at 
Whitestone,  on  14th  st,  Avs  C  and  B  and  Cryder's  lane,  with 
bui'.dingis  thereon.  The  lots,  aside  from  buildings,  are  worth 
$50,000. 

Joseph  P.  Day  held  another  successful  suburban  auction  sale 
on  Saturday  at  Edgemere.  L.  I.,  where  he  found  buyers  for  92 
lesidential  lots.  A  large  crowd  attended  the  sale  and  prices  were 
very  satisfactory. 

William  L,  Maikwell,  (JO  Jackson  av.  Long  Island  City,  sold 
for  S.  T.  W.  Sandford  &  Co.  a  parcel  of  the  old  SandforJ  estate 
consisting  of  32  lots,  fronting  on  Rroidway,  Ely  av,  Lincoln  and 
Camelia  sts,  to  a  client,  for  .^bout  .$4.^,000.  A  purchase  momey 
mortgage  for  ."lO  per  Ci?nt.  has  been  recorded  at  Jamaica,  L.  1. 

The  Sound  Shore  Rt^alty  &  Title  Co.  has  bought  the  old  Lick- 
wood  estate  prupftrty  on  Webster  and  Lockwood  avs  and  Guion 
St,  New  Rochelle,  and  is  now  engaged  in  developing  it.  The 
tract  v.ill  be  placed  on  the  market  under  the  name  of  Van 
Guilder  Terrace.     The  opening  sale  is  scheduled  for  Labor  Day. 

The  'VVilKam  H.  Moffit  Realty  Co.  has  conveyed  to  Sylvester  H. 
Macklin  the  plot  2,'ix97.30  ft.  on  the  east  side  of  15th  st,  127  ft. 
north  of  Schleicher  court.  College  Point.  The  same  company 
also  conveyed  to  Ralph  Ozzo  the  plot  50x100  on  the  west  side  of 
19th  st,  ItJO  ft  north  of  Av  C,  College  Point. 

Moris  Connolly  sold  to  Roren  N.  Wood  8%  acres,  bounded  on 
the  north  by  Cubo  Creek,  west  by  Degnon  Contracting  Co.,  and 
easterly  by  Flushing  Creek,  bisected  by  the  Long  Island  Rail- 
road near  where  the  Ine  divides,  one  division  going  to  Bridge  st 
and  the  other  to  Main  st.  Flushing,  and  .said  to  be  wortii  about 
?8,000.  It  is  generally  understood  that  this  purchase  is  also  ir. 
the  interests  of  the  Degnon  Terminal  Co. 

One  of  tlie  big  transactions  of  the  week  in  real  estate  was 
the  sale  by  the  Queens  Investing  Co.  to  the  Whitestone-Flushing 


marked  last  season,  .such  holdups  are  now  to  be  found.  Time 
Co.  of  49  acres  between  Flushing  and  Bayside.  and  south  of  the 
village  of  Whitestone,  with  a  frontage  of  1,741  ft.  on  the  east 
side  of  Whitestone  road,  leading  from  Whitestone  to  Flushing, 
and  892  ft.  on  the  south  side  of  Little  Bay-side  i-oad.  The  prop- 
erty is  said  to  be  worth  $120,000.  A  purchase  money  mortgage 
of  $77,008.50  was  given. 

Herman  Frankfort  sold  for  Thomas  Pepper  to  M.  Toch  ten  lots 
and  a  cottage  in  Grand  View  av,  which  the  owner  will  improve 
and  ODCupy  as  a  summer  residence;  also,  for  Samuel  Jackson  to 
Morrell  Smith  five  lots  in  Nameoke  Park;  also,  for  S.  J.  Els- 
worth  to  Frank  P.  Sm.ith  a  plot  at  New  st  and  Merrall  road; 
also,  for  the  Nameoke  Land  Co.  to  Morrill  Smith  and  another 
seven  lots  in  Merrall  road;  also,  for  S.  Spear  to  Benjamin 
Levy  a  plot  in  New  st,  near  Broadway,  on  which  the  bu>"er  will 
erect  a  cottage  for  his  own  occupancy. 

Betw-een  3d  and  5th  sta,  at  College  Point,  on  the  water  front, 
the  American  Hard  Rubber  Co.  is  constructing  a  crib  bulkhead. 
The  Long  Island  Railroad  Co.  is  constructing  a  single  track 
trestle  along  F'.ushirtg  Creek.  At  Lawrence  Point  the  Astoria 
Heat  &  Power  Co.  is  constructing  two  crib  piers  and  building 
bulkheads  and  slips  and  erecting  a  coal  handling  tower.  Edward 
.Shuttleworth  is  constructing  the  crib  bulkhead  at  Ravenswood 
a'nd  foundations  for  tunneling  crane  are  being  placed  on  the 
bulkhead  between  Pierce  and  Graham  sts.  Between  Noble  and 
Worth  sts,  Ravenswood,  Wm.  Bradley  &  Son  are  building  a  crib 
bulkhead  with  a  shed  and  runway  for  traveling  crane.  The  es- 
tate of  Wm.  Nelson  is  constructing  three  bulkheads  between 
Webster  and  Washington  avs  at  Ravenswood.  A  coal  pocket, 
tower  and  coal  handling  plant  are  being  erected  at  11th  st.  Long 
Island  City.  The  Degnon  Contracting  Co.  is  constructing  a  crib 
bulkhead  between  Hunter's  Point  av  and  Anabel  av.  Long  Isl- 
and City,  and  between  Hunter's  Point  av  and  Notl  av.  In  New- 
town Creek,  between  Clifton  and  Washington  avs.  the  Nichols 
Copper  Co.  is  building  a  pump  house,  water  cooling  tower  and 
sampling  shed;  and  east  of  Dutch  Ki'ls  the  Long  Island  Rail- 
road Co.  Is  constructing  a  crib  bulkhead  with  piers. 


JUDGMENTS. 


In  these  lists  of  Judgments  the  names  alpha- 
betically arranged  and  which  are  first  on  each 
line,  are  those  of  the  judgment  debtor.  The  let- 
ter (D)  means  judgment  for  deficiency.  (•) 
means  not  summoned,  (t)  signifies  that  the  first 
name  is  fictitious,  real  name  being  unknown. 
Judgments  entered  during  the  week  and  satisfied 
before  day  of  publication,  do  not  appear  In  this 
column,  but  in  list  of  Satisfied  Judgments. 

The  Judgments  filed  against  corporations,  etc., 
will  be  found  at  the  end  of  the  list. 


Aug. 

28  Armstrong,   Wm  A— J  Samuel  Smoot.  ..  .49.59 

28  Arenson,    Samuel— Samuel    Lubow 113.12 

20  Ackerman,    Bernard — Almeda    Creamery    Co. 

• 39.17 

29  Adams,  William— Howard  G  Meyers  ...40.03 
,30  Allen.  Chas  F— Wm  H  Murphy  et  al.. 145.4(5 
31  Adams.  Albert  J,  Jr— Clara  W  Stetson. 519.41 
31  Alexander.  Mark— Caledonian  Ins  CO..S3.66 
25  Bolger,    Michael    J— United    Milk    &    Cream 

-  Co $73.20 

2StBrooks,    Xick— Adolf   Charwat 113.47 

29  flrenen.-  Edw    W— Sterling    Potter 19.41 

2:*.  Boteor;  ■  Dezso — Erzselet   Dsuban l,OTG.27 

29  Brenack,    Thomas    P— Emily    Charles   et   al. 

61.11 

30  Brown.    Emma    R— People.    &c    ..300.00 

31  Browne.    Annie — Roger    Foster    38.65 

31  Baudouine,     John    F— Alphonse    Powell 

1..308.48 

25  Cohn.    Louis    A— Michael    Cohen 420.71 

28  Carroll.    Marv    L— Thomas   Thedford :r2.1(! 

28  Carruthers,    W'm    K— Alfred    Swan 13SS7 

29  Cordo.    Wm    L — James    M    Raymond 19.41 

29  Converse,   Theodore   R— John   A  Stewart. .  . . 

1,422.92 

30  Cochrane,    Frank— Lemuel    E    Wells 366.42 

30  Cohen,    Joseph — Meyer    Levy     61.05 

31  Calvin,  Delano  C— Caledonian  Ins  Co.. 83.66 
25  Doolev.     John     J — V     Loewers     Gaiftbrinus 

Brewery   Co 382.91 

25  Dubin.  Simon  &  Harry- William  Stern. .85. 41 
25  Dorritie.    John — Morris    Rosenfield    et   al..82.61 

27  Duke,    Alice    W— W    F    Ingold 221.12 

29  Dilks.  Caroline— Richard  Armstrong. .  ..f 76  39 
.30  Di  Pictro.  Vincenzo- .Vathan  Vidaver,  .UV.I.IXI 
:m  Dunn.  Thomas  J— Theresa  C  Graham.  1.29S.34 
30'Davidson.   Edw  M— Gustav  Putzel  et  al.. .99.88 

31   Davis,   Ja»ob— David   Kidansky  et  al 22.98 

31  Dawson,    Bertha— -Mary  Cusick 168.87 


25  Elsoffer,    Milton    &    Henriette — William    De- 

muth  et  al    773.34 

27  Engeike,     Nicholas     H— C     F     Nahmmacher. 

385.18 

27  Emay     Victor— M    Greenwa'd   et   al 31.81 

2S  E  lis.    James    K— Edw    W    Knapp 334.29 

29  Ellsworth,    Wm    M— Spencer    Burt .59.08 

29  Edwards,    El'is    B— Francis   G    Bush 167.44 

:;o  Epste-n.     Sam— Meyer    Levy 61.05 

.',1   Epps,    Edw    E— Harry    Lobel 42.41 

27  Frankel.     William— M     Rubinstein 189.41 

2S  Fredericks,  Cecil— Stanley  &  Patterson.  .46.17 
2H  Frochlich,   Chas   H— Christian   Roeser  et  al. 

48  91 

28  Fairlie,   Geo  W— Robert  Graves  Co 107.65 

29  Flood.    Timothy— Pittsburg    Plate   Glass    Co. 

428.94 

30  Fry.  Abraham  L— Geo  T  Gambill 95.51 

25  Germain.  Edward— Robert  H  Van  Court. 34.52 

27  Goodfriend.    Ida    J— E    Archard    250.74 

27  Greiff.  Cecilia— James  McCreery  &  Co..  134.01 
27  Gran,   Katharina  admrx— J  C  Rodgers 

costs,    58.43 

27  Gottlieb.    Julius    A— M    Determan 250.06 

28  Glassberg,  Ma.\— Joseph  Cohen  et  al.... 70.59 
28  Giau.    Rubin— Morris    Barrell    et   al 214.65 

28  the   same the  same    112.15 

29  Golbe.g.    Jacob — J    Alfred    Pisain 577.69 

'29         the  same the  same   costs,  10.12 

29  Gross.    Harry— Max    Bolotin    151.08 

29  Geilich,    Solomon— J    Alfred    Pisain 577.69 

•29         the   same the   same    ...... .costs,    10.12 

30  Gorlin,    Harry    L — Gansevoort    Beef    &    Pro- 
vision  Co 39.59 

30*Gilbin,   Max— South  Amboy  Terra  Cotta  Co. 
369.16 

30  Gittelson.  Bezabel — Louis  Grau  et  al....25.72 
25  Hane,  Max— United  Milk  &  Cream  Co.  .32.50 
25  Hank,     Edw    L — Harding    Photo    Engraving 

Co 122.41 

27  Hurwitz,    Harry — Glaser    &    W^eiss    Fur    Co. 

61.15 

2S  Holtz,   Wm   R— Robert   Graves  Co 107.65 

:iO  Haiford.    Harry    C— People.    &c 300.00 

31  Heiusohn,    William — Isadore    W    Gruenberg. 

118.75 

25  Jones,   Jay  C— Robert   K  Prentice 604.81 

27  Johanson.  John  G— J  C  Rodgers. costs,  58.43 
29  Jones.    Benjamin    S — N    Y'  Mortgage    &    Se- 

curiy    Co 89.50 

:!Orjohnson,    Geo   F— Lincoln   Trust   Co 275.91 

IjO  Julich.    Guslav— Armour   &    Co 641.52 

.■:o  the  same Armour  Packing  Co.. ..292. 61 

25  Kennedy,    Philip    J*    &    Timothy    J — Arthur 

Levy    '. 155.83 

•28  Kainer,    Kathlyn    M— Joseph   Ernsthal.  .163.21 


28  Ka't.     Louis— Morris    Krakoritz 26.90 

28  Kempshall.    Eleazor- Harry   D   Reed.  .1,127.03 

29  Kennedy.   Roderick  J — Geo  A  Kesslet  &  Co. 

506.88 

29  Kamber.     Julius— Wright    S    Travis.  ..  .240.72 

29  Kelly.  James  P— Wortheu  &  Aldrich  Co.456.10 

30  Ketr.er.    Geo   J    M— Anna   Pryor    50.00 

30  Kaufman,     Samuel — South     Amboy    Terra 
Cotta  Co 369.16 

25  Leon,     Alice— David    Lindenborn     81.36 

27  Leve,    Robert— S'anley    &    Patterson 563.17 

28  Langberg.    Charles— Martin   J   Bisgen.  ..  .50.68 

29  Liberman.    Bernard— Chas    F    Murphy.  .227.70 

29  Lipshitz,    Joseph— Isaiah    Lidz 52.20 

29  Levinson,  Abraham  B — Oliver  H  Keep  et  al 

11.36 

29  Lenahan,  Andrew  J— Henry  Gruenbaum. 126.27 
30«LevinFohn.    Jacob — Gansevoort   Beef   &   Pro- 
vision   Co .39.59 

?0  La    Mura.    Frederico— N'athan    Vidaver.lOO.OO 

31  Locks,     Harry — American    Woolen    Co    of 

N   Y    1,514.34 

31  Lindner,  Adolph— Edw  W  Davis  et  al. 2, 685.08 
25  Moseler,    Samuel   L — Morris   Lewkorwitz. 42.61 

25  McNair,    Harry    K— Benjamin    Davis 64.74 

27  Martin.    Alvin   J— J    Martin 151.09 

27  Matchett.   Mary— T  Witz  et  al costs.  76.00 

28  Martin.     Levi    V— Pierce,     Butler    &    Pierce 

Mfg    Co    70.18 

28  Miner.    Edward— Harris    Smith    84.65 

28  Mackenzie.    James    C— Geo    W    Wingate    et 

al    .120  50 

28  Mushikhean,  Louis  B— Alfred  C  Dodge.. 34.40 
28  McDonald,     Mrs    Philip    F— Charles    Dien. . 

1.184.94 

.30  McXutt,  Wm  H— Hotel  York   200.51 

30  Mattox,   Pierson   S— Rowland  M  Bickerstafl. 

782.83 

30  Maguire.  Chas  F— Lincoln  Trust  Co.  .275.91 
28  Nichols,    Henry  J — Lewis  A  Williams  et  al. 

.81.41 

."0  Ohihaver.    Chas   J— William    Sharrett 44.37 

31  Osterman,    Frederick— Maynard   N    Clement. 

1.820.82 

25  Prescott,    Geo    W— Morris    Rosenfield    et    al. 

.......    82.61 

25  Penrose,    Hallack    A— Thirty-fourth    St    Ntl 

Bank  of  N   Y 14,112.65 

27  Pepper,    Julius— J    W    Kruger    460.38 

28  Pryor,  Wm  W— Studebaker  Bros  Co  of  N  Y. 

19660 

2S  Pinto,  Benjamin— Edwin  Lichtenstein .  .36.78 
2S  Pol'ard.    Louis    A— Frank    Leichtman. ..  .27.00 

29  Prager,    Saul— James   B   Ludlow    35.34 

29  Person,    Orrin   D^Robert  A  Kinkale.  .3.184.74 
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30  Parness,    Louis— Ludo    W    Welken.,       283.08 

31  Parshley.    Frank    E— Thirty-fourth    St    Na- 

tional Bank  ot  N  Y 273.23 

27  Rabiiiowilz,  Meyer — A  J  Bates  et  al...711..S4 
2il  Revi.     Daniel    A— Knox    McAIee,     Jr... 237.41 

29  Robinson,   Josephine   D— Richard  Armstrong 

376.39 

20  Rosenteld,    Samuel— Max    Kliger    7,209.80 

30  Rosenberg,    Emma    R — H    H    Upham    &    Co. 

45.82 

31  Ruggieri,     Bonaventura— F    &    M    Schaefer 

Brewing    Co 229.67 

31  Ryndberg,    Robert— Adam   J   Stable    ..1,581.21 

31  Ryan,     Wm    P— Roger    Foster 38.65 

31  Robeits,    Catherine    S — Julia    W    C    Carroli. 

297.15 

25  Seligson,  Morris— M  Zimmermann  Co.. 102. 39 
25  Spencer.    Alexander    K— Walter    C    Sampson 

costs,    95. 13 

27  Sebor,    George— M    Rubinstein     189.41 

28  Sedgwick,    Francis — William    Forman. ..  .86.67 

28tSilver,    Michael— Martin   Zinn   et  al 26.30 

28  Schaefer,    Charles — George   Hoepfner  et  al.. 

113.57 

28  Smith,    Francis    E— John    Gasporini 101.41 

29  Slater,    Jacob — Herman    Mosson    et    al..218.04 

30  Schwain,   Jacob — Mutual  Milk  &  Cream  Co. 

122.96 

30  Swan,  Charles — Chicago  Provision  Co. 641. 53 
30  Schule,  -Hugo- Merritt    B    Miller    et    al.. 18.48 

30»Snyder,  Bernard— Ludo  W  Wilkens 283.08 

30*Shatz,    Abram— Meyer   Levy 61.05 

30  Sanders,    Albert— Kdw    R    Cohu    91.87 

30  Suesz,   Joseph — Louis  Gran  et  al 30.40 

31  Scott,    Chas   R— Mark   Cross   Co 381.02 

31  Stotsky,    Samuel— Sol   Stone 419.41 

31         the    same the    same    214.41 

25  Twombley,  W'elwing — N  Archibald  Shaw. 98. 01 
28  Theriault.    Mathias — Samuel    Bader    et    al.. 

289.82 

28  Tyson.  J  Aubrey— Ada  H  Southwick 114.91 

29  Twombley.    Wm    I— Isaac    Frank 145.84 

31  Terry.    Geo    D— Thirty-fourth    St    Ntl    Bank 

ot  N  Y 273.23 

31  Tressel,  Matthew  &  Thomas— Alberene  Stone 

Co    38.71 

31  Townsend,  Richard  E— Winfleld  Poillon. 215.56 
31  Underweiser.  Isidore — Mary  Shapiro  .  .27.90 
27  Weinstein,     Louis — M    Bernstein    et    al.664.74 

27  Weisenberg,     Morris — F     Fallotico 120.33 

28  Wolf,    Samuel— George    Hoepfner   et   al..32.86 

28  Wolf,    David the   same    28.24 

29  Weisman,    Morris— Max   Kliger    7,269.80 

30  Wang.   Lazaro — Henry   Friedberg    70.45 

31  Woerfeld.     Gus— Max     H    Hamburg 141.91 

31  Wallace,  Joseph  C— Walter  D  Grand.  .111.16 
31  Young,  George— John  A  Finlayson.  ..  .74.38 
31  Zimmerman,     Solomon — Henry     S     Bowron. 

298.78 

CORPORATIONS. 
25  Champion    Seal    Co— Thirty-fourth    St    Ntl 

Bank  of  N  Y    14,112.63 

27  Maxnesius  Bros— Alfred  Boote  Co 164.34 

27  The   Thermalite   Co— A   Schrader's   Son. 218.58 

28  The  City  of  N  Y— Samuel  Bader  et  al. 772.00 
28  Cold    Spring    Supply    Co — James    E    Nichols 

et    al     167.76 

28  Stranger  Rheumatism  &  Gout  Institute — 
Chas  T  Wills 3,605.53 

28  The  Thermalite  Co— Huntington  W  Mer- 
chant      402.01 

28  E  Griffith  Automobile  Arcade— N  Y  Lubri- 
cating  Oil   Co    52.00 

28  The  O'Connell  Lime  &  Marble  Dust  Co— 
Macomber   Whyte    Moon    Co 176.45 

28  Public    Opinion    Co — International    Magazine 

Co 2,671.00 

20  David  Stevens  Brewing  Co — Catherine  Doran 
costs.  91.64 

29  Goldberg,    Kaplan    &   Co— J   Alfred   Pisani . . 

costs,    10.12 

31  Manhattan  Transport  Co  of  N  J— Lottie  H 
Baird     440.88 

30  The  O'Connell  Lime  &  Marb:e  Dust  Co— Au- 

gust F  Schumacher    422.84 

31  Cimetar    Publishing    Co— J    Walter    Thomp- 

son  Co 137.82 

31  The  City  of  N  Y— Sayles  Zahn  Co 1,649.26 

.31   .\ew  Product-on  Co— Max  H  Antless.  ..  .518.31 

-♦ 

SATISFIED  JUDGMENTS. 

Aug.  25.  27,  28,  20.  :iO  and  :il. 

Appleton,    Wm   H— The  First  National   Bank  of 

Jersey    City.      1001 583.89 

Same same.      1001    1.301.31 

Appleton,   Mary  L— G  P  Tollman.     1000. .  .120.70 

Same N    Y    Telephone    Co.      1904 39.19 

'A;iis,  Frederick  &  Edmund  C— H  Brown.  1005 

202.72 

Bo  k.     Edward— F    Bell.     11102 1.2.il.79 

Butler,    W'illard   P  &  John    F— C   A   Daudouine 

et    al.    1003    127.60 

Same same.    1003    173.80 

Brennesholtz,     Charles— L     S     Kellogg.       1003. 

4,873.03 

Cane,  Henry  W,  Abraham  &  Marcus— C  Brow- 

r.old.  1006 459.72 

iCox,  James  M— City  of  N  Y.   1905 1.53.82 

Colvil'e.    Emeline— F  A  Albright.     1906 135.51 

Cullen,    James    B— J    C    Wilson.    1898.' 337.41 

'Cririco,  Pietro  or  Peter— F  Filasto.  1906.2.031.53 

'Same— R     Maltese.       lOOIJ     1,148.03 

Dowd,    Willis   B— R   H   Hood   Co.      1005 111.38 

Dickson,   Fanny  G   L  &   Frederick  C  Withers- 
City    of    N    Y.      1905    124.85 

Eisner,     William    &    Joseph    Siegel — Kramer 

Woolen    Co.     lilOS    239.63 

Fraum,    Jacob— L    Schlesinger.    1906 200.00 

Goodman,   Ike— H   Frank.   1905   44.41 

Graber,    Benjamin— H    Fish.    1006    104.32 


The  Handy  System  of  RecordSo 
What  System   Have  You^  , 

How   Much   Does  Yours  Cost  'i 

The  Price  of  ours   is  only  Twenty   Dollars  a  Yeaf. 
RECORD  AND  GUIDE,   14-16  Vesey  Street,  NEW  YORK 


Goldberg.    Herman   W— F   Correll.      1906 01.91 

Geibend.    Joseph- National    Cash    Register    Co. 

1003 140.72 

Glokner,    Gertrude— C    Faas.      1005 1,654.26 

Gicen.    B   P— Lever   Bros  Co.      1006 1,036.00 

Gieason.  John  J— L  S  Meyer  et  al.  lOOJ.  .8:58.09 
Hughes.   Brian  G— I'he  Mayor,  etc.      1903.  .103.63 

Same same.      1!)02    107.33 

Satue — San.e.       If0.>    02.23 

'Hyman,    Samuel   F — Lawyers'    Title   Ins   Co   of 

N    Y.      l'.!03    117.64 

Isaacs.    Bender,    Guss.e   F   Isaacs   &   William   E 

Finn— T   Simpson.    lOOiJ    68.76 

Same same.    1006    68.66 

Same C   D  Baldwin  et  al.   lOOii 71.61 

Same same.    11:06    60.15 

Ketner,    George    J    M    and    the    Church    of    the 

Retoimation — J  C  Witte.     1905 526.73 

Ke.ner,    Geoige   J    M — W    B    Richardson   et   al. 

li'Oi 73.71 

Same J  F  Steves.     1905   784.21 

Lawience.   Geo  H  &  John  Knewitz— A  W  Slas. 

lOIKl     95.78 

Levy,    Herman— S  T   Stern.   1906    266.80 

Lawrence,    Geo    H.    Arthur    W    Sias    &    John 

Knewitz.    1001     2.038.30 

Same same.     lOOJ     134.16 

iLevin.    Samuel— C    Levin.    1006    84.40 

McQuaide.    James   P— Aco  .an  Co.   rjJ3. ..  .373.37 

Moore,    Julia— A   Dolan.    1002    92.86 

Meyer.   Anion   H— B   R   Accetta.      1903 $3S9.78 

Michel,  Louis  E— Magnus  &  Lauer.  1003.  .73.78 
Mack.  James  C— Planet  Cement  Co.  1006.1,333.46 
McDermott,   James   L — Crane  Glass  &  Mfg  Co. 

1003    442.94 

Nappi,   Saverio— M   K  Heisel.   1903   76.77 

Oliver,  Francis  V  S— J  P  Murray.  1003..  114.22 
Passman,  Nathan— Mutual  Bank.  1800  ..226.63 
Radford,  Isaac— Louis  H  Wenzel  Co.  100.5.  .88.47 
Russell,  Annie  B-^A  B  Russell.  1000.  . .  .530.27 
Segrave,  James— St  Paul  Hotel  Co.  1005.  .871.33 
Sabath,  Seymour- P  W  Cullinan.  1905.  .1,822.27 
"Schaeftel.  Bernhard— N  Massence.  1808.1.471.07 
•'Same German-American   Bank   of  Tonawan- 

da,    N    Y.    1808    10,803.37 

uSame— E     Otto.     1898     525.87 

'Same H    BischofT.    1898    60.98 

"Same A  C  Jenkins.  1808 613.55 

"Same Yale   &   Towue   Mfg   Co.    l.SOS.  ..  .423.06 

■Schaeftel.    Bernhard— C   O   Perry.    1808 220.41 

Sparauo.  Francisco  &  Alfonso  Podovano— E  Ro- 
sen.     l:)()6    51.65 

Smith,  James  T— A  R  Manice  et  al.     1006.  .60.00 

Sanders,  Geo  E— S  C  Samuels.     1006 324.63 

Same Same.      lOOli    79  05 

Shcarin,    David— B   K   Bloch.      190C 162  05 

Wesz,  Jacob— S   Pfoiffer  ei  al.     1003 434.42 

Wahaih,        Seward— Reibeu      B      Beekman..R 

Risenstein.      1903    302.44 

'Williams,   Wm  E— T  R   McMann.   1807   ...390.95 

CORPORATIONS. 
N  Y  Metal  Ceiling  Co— W  G  Park.     1908. -.32.41 
■'H  Koehler  &  Co— L  Muhlmeyer.      1906.  .1,196.27 
U  S  Grand  Lodge  Brith  Abraham— A  Ginsberg. 

lOOJ    97.75 

Same scime.      1905    3.85.35 

Concourse  Realty  Co— S  I  Schwartz  et  al.  1906 

400.03 

1,000.82 

■Snmc same.    10il6    2,000.56 

'Vacated  by  order  of  Court.  'Satisfied  on  ap- 
peal. 'Released.  *Reversed.  'Satisfied  by  exe- 
cution.    'Annulled   and    void. 

MECHANICS'  LIENS. 


Aug.    25. 

284— 5th  av,  s  w  cor  138th  st,  10(3x100.  Chas 
H  Parson  agt  Samuel  Levine  &  Son,  William 
Greeuberg     .i;950.OJ 

28.5 — 9th  av.  No  374.  Jacob  Spector  agt  Louis 
Waxberg 1,182.00 

286— 60th  St,  Nos  315  to  323  West.  Standard 
Damp  Proofing  &  Roofing  Co  agt  Andrea 
Avitabile 175.00 

287— 127-h  St.  s  s.  l.SO  e  3d  av,  40x00.11.  The 
E  H  Ogden  Lumber  Co  agt  Joseph  Perlitch 
&    Barnet    Bilker,    Max    Kessler 1.153.30 

2SS— l.)2d  St.  u  s,  130  w  Broadway.  lOD.xOO.ll. 
Same  agt  Max  Kessler  &  Peyser  Bookstaver. 
4.163.91 

28)- 100th  St,  n  s,  100  e  Columbus  av,  75x 
100.11.  Builders'  Stone  Contracting  Co  agt 
Samuel     Michaelson     1. 150.00 

290— 3th  av,  s  w  cor  138th  st,  74.11x120.  Same 
agt   S  Levine   &  Son 800.00 

201— Grand  st,  No  346.  Michael  Woelius  agt 
Israel  Tamasas,  Morris  Delitsky  275.03 

202— 8th  av.  s  e  cor  140th  st.  73xl(X).  James 
F  Ryan  agt  Louis  Weinstein 182.11 

203— 62d  st.  No  2t)3  East.  Interborough  Marble 
Co  agt  Georgiana  McGinley.  P  J  Schaeller. 
50.(X) 

204— 120th  St.  s  s.  230  w  1st  av.  75.6x— .  G  H 
Gerard  Son  &  Co  agt  Greenfield  &  Maskin. 
3.350.00 

20.5— 133d  st,  n  s.  360  w  5th  av,  50.x—.  Same 
a£t  W  J  Greenfield    2,800.00 

206— 11th  st.  No  312  East.  Harry  Silberstein 
agt  Edward  Schoenberg,  Nathan  Goldman.  . 
241.00 

207 — 33th  st,  Nos  434  and  436  West.  Germano 
Selagona  agt  James  C  Marshall,  James  L 
McDermott    ,385.00 

20.8— 176th  st,  s  s.  100  w  Amsterdam  av,  175x 
99.11.  William  Williams  &  Co  agt  W'inslow 
Realty  Co 210.00 

2tl0 — 1st  av.  No  2016.  Alberene  Stone  Co  agt 
Aaron  H  Levine,  Wilson  Plumbing  &  Con- 
tracting   Co 86.00 


Aug.    27. 
300— SUi   av.    No   2471.      Theodore   C   Wood   agt 

William  J   Greenfield  and  H   Maskin.   Angelo 

Gagliano    1.237.20 

301— Same     property.       Same    agt    William     J 

G.eenfleld   and    H    Maskin    1.9.30.10 

30J— 13yd    st,    Nos    27    to   31    West.      Same    agt 

William  J  Greenfield,  Angelo  GagLano.  .1.537.43 
30:i— Same     property.       Same    agt     William     J 

Greenfield 3.874.80 

304— 120th  st,  Nos  3:!0  to  334  East.     Same  agt 

W  lliiim    J    Greenfield    and    H    Maskin,    James 

Colletti   and    Angelo   Gagliano 1,936.40 

30."i— 144  h    st.    No   244    West.      Max   Juster   agt 

Harris   Maskin    ; 200.00 

301) — 176th   st,   s  s.   100  w  Amsterdam  av,   173x 

90.11.     Alfred   Boote  Co  agt  Winslow   Realty 

Co    2,960.00 

307— 31st  st.   No  9  West.     James  McCarthy  agt 

Alfred   Nelson.    C   G    Flygare  Oo 111.50 

30,S — 176th   St.   s  s.    ]0l>  w  Amsterdam  av,   173x 

100.     Joseph  Haslun  agt  Winslow  Realty  Co. 

2.100.00 

.300- 127;h  St.  No  214  East.     Theodore  C  Wood 

agi    Joseph  Perlitch  and  Barnet   Belker.   Max 

Kessler    4.292.85 

310— 1.52d  St.   No  613  West.     Theodore  C  Wood 

agt    Max    Kesster    and    Peyser    Bookstaver. . . 

8.916.45 

311— 176th   st,    s   s.    144    w    ot   Amsterdam    av, 

131x99.     W  M  Gaige  Co  agt  Winslow  Realty 

Co 850.00 

312— 13th    st.    No   539    East.      Frederico   Musty 

agt    Pasquale    Romanello    .344.00 

3l:!— 120th  St.   s  s.   2.30  w  1st  av,   73.6x100.      M 

Eberh-irt  &  Son  Co  agt  William  J  Greenfield 

and    Horace    Mask.n    323  20 

3M— 133d  s\  n  s.  360  w  of  5th  av.  50x100.     M 

Ebe.hart    &    Son    Co    agt    William    J    Green- 
field     309.60 

Aug.    27. 
31."— 8th   av,    Nos  2471   and  2473.     M   Eberhart 

&   Son   Co  agt   Wm  J   Greenfield  and  Horace 

Maskin     318.24 

316— 176th  st,  s  s.   100  w  Amsterdam  av.   175x 

09.11.     James  Lomax  agt  Winslow  Realty  Co. 

1.. 8.50.00 

317— 6th    St.    n    s,    105    w    of    Av    C.    50x108.6. 

Bronx.     John  E  Dobbs  agt  Charles  E  Nance. 

1.139.15 

31S— 124th    St.    Nos    233   to    239    East.      Morris 

Penchansky   agt   Simon   Jacobs    26.50 

310— 120th  St.   Nos  .330  to  .336  East.     Schwartz 

Steine  agt  William  Greenfield.  Harris  Maskin 

and  John  Levison   2,901.31 

320— Cypress    av.    e    s.     whole    front    between 

135th  and   136th   sts.     Indelli   &  Conforti  agt 

Samuel  Levine  &  Son    9.500.00 

321— 113th  St.  Nos  70  and  72  East.     Louis  Levy 

agt  John  Doe.  Arthur  S  Cox 112.00 

322 — 176th   St.   s   s,   100  w  Amsterdam  av,    175x 

00.11.      Isaac    Osserman    agt    Winslow    Realty 

Co 1,400.00 

323— Prospect  av,   e   s,    KX)  s   I50th   st,   50x125. 

Henry  Altman  agt  William  Sugarman  and  — 

Glick    1,. 500.00 

Aug.    28. 
324— Etdridge  st.  No  .82.     Samuel  Goldblum  agt 

William    Weil    &    Fanny    Greenbaum,    Morris 

H    Tames     .360..SO 

32.5— 144th  st,   s  s,   323  w  7th  av,  50x— .     G  H 

Gerard   Son  &  Co  agt  Harris  Maskin.  .2.600.00 
326— Sth    av,    w    s,    00.11    s    133d    st,    50x100. 

Gruskin  &   Herman  agt  Greenfield  &  Baskin. 

400.00 

327— 120th  st,  s  s,  2.30  w  1st  av,  73x100.     Same 

agt  Greenfield  and  Maskin 425.00 

328— 133d  st,  n  s,  360  w  Sth  av,  50x100.     Same 

agt    Wm    J    Greenfield    300.00 

320— 100th    st,    n    s.    50   e    Columbus   av.    150x 

1(X),11.       Joseph     Tino     &     Co     agt     Samuel 

Michelson    72.00 

S'AO — Henry    st.    No    201.      Morris    Lerner    agt 

Henry    Goodman.    Nathan    Fruman    45  00 

331— 10th   St.    Nos   4:35   and   437    East.      Joseph 

Rothberg  agt  Lena  Jacobowitz,    Morris  Jaco- 

bowitz    615.00 

332— HOth    st.    No    305    West.      Isidor    Pollack 

agt   Oscar,    Frank,    Henry   &   Emily   Miller.. 

1,181.00 

333— Prospect  av,   e  s.   100  s  1.56th  st.   30x125. 

Empire    Woodworking    Co    agt    Sugarman    & 

Glick    1.462.50 

3.'i4— Sth  av,  Nos  2471  and  2473.  Raisler  Heat- 
ing Co  agt  Wm  J  Greenfield  &  Harry  Mas- 
kin     775.00 

333— Grand   st,    n   w  cor  Mott   st,   50x100.      Geo 

E   Sealy  agt   Gordon   Levy  &   Co,   Hull  camp 

&   Co 47.00 

336— Hamilton    pi,    s    w    cor    140th    st,    100x75. 

Robert  Perlman   agt  Miller  Realty  Co.  1,000.00 
337— Satisfied. 

33.S— Broome  st.  No  113.  Harry  McNally  Build- 
ing  Co   agt   Louis   Frank 5.426.42 

3.'!0— 1.32d  St.  n  s.  130  w  Broadway.  llX>xlOO. 
A   C  Rader  &  Co  agt  Kessler  &  Bookstaver. 

950.00 

3J0— 133d     St.     Nos    2471    and    2473.       Raisler 

Heating    Co    agt    Wm   J    Greenfield    &   Harry 

Maskin   500.00 

341— 1.52d  st,  n  s,  150  w  Broadway.  100x100. 
Pater    Foland    agt    Max    Kessler    &    Peyser  - 

Bookstaver    100.00 

342— i;i3d  St.  n  s.  360  w  Sth  av.  50x86.11.  A 
E  Klotz  Fireproofing  Co  agt  Wm  J  Green- 
field     486.03 

34.3— 144th  St.   No  244  West.     Same  agt  Harris 

Maskin   254.69 

344 — Sth    av.    Nos    2471    and    2473.      Same    agt 

Wm  J  Greenfield  &  Harris  Maskin 344.10 

34.'i — 133d  St.  n  s.  23  w  Melrose  av.  75x87. 
Same  agt  Charles  Zimmerman  Jr 100.00 


TPit  Ust  of  these  pages  la  copyrichted.     All  rights  are  reserved.      Notice  is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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The  most  desirable  class  of  tenants  are  those  who  can  afford  to  pay  a  good  rent.  They 
usually  wont  unless  the  store  has  all  the  modern  improvements.  If  it  hasn't  Luxfer  Prisms 
it  is  not  up-to-date.  Make  your  property  more  valuable  by  increasing  the  amount  of  real 
daylight  into  it.     Let  us  explain  matters  to  you  either  by  mail  or  personally. 


'Phone  3276  Gramercy 


AMERICAN  LUXFER  PRISM  CO.,  160  Fifth  Ave..  NEW  YORK. 


340— S5th   St,    Nos   430   to  440  East.      National 
Damp   Proofing   Co   agt   Samuel   Kaufman    & 

Max   Gelbia    475.00 

347— 77th  St,  No  (i4  West.  C  C  Bohn  Electric 
Co  agt  Julius  Heimann  &  Morris  C  Lichten. 

54.00 

.'!4S— Belmont  av.  w  s,  2!1."i.G  n  Pelham  av. 
L'."ix.S7.ii.      Plunkett    Plumbing    &    Heating   Co 

agt   Julia   Toller,    Owen   Toiler 401.00 

Aug.    29. 
349— Satisfied. 

350— 120th  St.  Nos  330  to  33G  East.  Siegel  & 
David  agt  W  J  Greenfield  &  Harris  Maskin. 

2,650.00 

351— 133d   St,    Nos   27   to  31   West.      Same   agt 

Wm   J    Greenfield    3,000.00 

352— 8th  av,  Nos  2471  to  2473.  Raisler  Heat- 
ing Co  agt  Wm  J  Greenfield  &  Harry  Maskin 

.* 1,225.00 

353— lOSth    St,    Nos    4    to    10    West.      Frank    J 

Dahlmeyer   agt   Katlowsky   &    Greenfield.  130.00 
354— 120th   St,    Nos  .330  to  331!   East.      William 
Ehrlich  agt  W'm  J  Greenfield  &  Harris  Mas- 
kin     300.00 

355— Sth    av,    Nos    2471    and    2473.      Same    agt 

same     200.00 

350 — Franklin  av,  e  s,  159.2  n  3d  av,  — x— . 
Fred    Schnaufer    agt    Max    Kessler    &    Pyser 

Bookstaver    6.700.00 

357— Bathgate  av,  e  s,  191.2  n  174th  st,  41x100. 
William  Adams  &  Co  agt  Sugarman  &  Glick 

655.53 

358— 6th  St.  No  752.     Joseph  Varoba  agt  Samuel 

Greenwald     &     Samuel     Zuckerman 175.00 

359— Sheriff  st.  No  58.  Same  agt  Samuel 
Greenwald,  Moses  Saprise  &  Samuel  Zucker- 
man     300.00 

360— 1st  av.  No  525.  Same  agt  Abraham 
Schlesinger,  Harry  Isenberg  &  Samuel  Suck- 

erman    300.00 

3R1— 120th  st,  Nos  330  to  336  East.  Colletti  & 
Gagliano    agt    Wm    J    Greenfield    &    Harris 

Maskin    3,900.00 

362— 1.52d  St.  n  s,  150  w  Broadway,  100x100. 
Joseph    Weine    agt    Max    Kessler    &    Peyser 

Bookstaver    725.00 

363— 31st  St.  No  9  West.     Morris  Gronotsky  agt 

Alfred  Melson  &  C  G  Flygare  &  Co 3,745.00 

364— 14th    St.    No    425    East.      Wm    A    Thomas 

Co  agt  Jacob  Fralich  &  Louis  Fridman.  .288.22 
365 — Kappock  st,  n  w  cor  Troy  st.  4. 11x157. 4x 
70.5x— .      Amsterdam   Building   Co   agt   Maud 

B    Lesley    2,053.61 

36B— Grand  st.  No  .577.  Joseph  Roth  agt  Her- 
man Wallach  &   Levy  &   Wexelman 72.00 

367— 3d  st.  No  320  East.     Same  agt  same.. 67.00 
368— Broadway.  No  3."i4.     Same  agt  Emily  Law- 
rence   &    Hass    &    Fried    360.00 

369— Avenue  A.   No  1413.     Frank  Krakora  agt 

Sydney    Wallenstein     200.00 

370— Summit  av,  n  e  cor  164th  st,  25x100. 
Henrj-  Abr  Iron  Works  agt  Mary  Colleran. 
Elizabeth  M  Devine  &  John  Colleran.  .2,850.00 
371— Sullivan  st.  No  14li.  Rosenberg  &  Aron- 
son  agt  David  Silverman  &  Louis  Bloch. 
5,850.00 

Aug.    30. 

372— Satisfied. 

373— 112th  st.  No  10  West.  Rachmiel  Baldel 
agt  Charles  Levy  &  Joe  Greitzer  116.50 

374— 67th  st,  Nos  23  to  27  West.  Pasgualle 
Trotta  agt  Nierenberg,  Jaffe  &  Rohinsky.320.00 

37.J— 152d  st,  n  s,  150  w  Broadway,  100x100. 
Borough  Cut  Stone  Co  agt  Max  Kessler  & 
Peyser    Bookstaver    1  800  00 

376— Sth  av.  Nos  2471  and  2473.  Henry  E  J 
Schitfer  agt  Wm  J  Greenfield  &  Harris  Mas- 
3'"    2,350.00 

3ii— 13ith  St.  No  663  East.  Frederick  Durand 
agt  John  C  Markert   98.60 

378— Sth   av.    No   2471.      Angelo   Gagliano   agt 
Wm  J  Greenfield  &  H  Maskin   2  1.50  00 

379— 1.33d  st,  Nos  27  to  31  West.  Same  agt 
Wm    J    Greenfield    2.100  00 

380— l-4.n  St.  Nos  267  and  269  West.  Fred- 
erick W  Randall  agt  Chas  Weisbeck  &  C  G 
Flaygare    &    Co    2.81  50 

381— Summit  av,  n  e  cor  164th  st,  25x100 
Harry  Juster  agt  Mary  Colleran,  Elizabeth  M 
Devine    &    John    Colleran    2  200  00 

382— Batbga'e  av,  e  s,  191.2  n  174th  st,'  40x 
110.  Builders  Stone  Contracting  Co  agt 
Sugarman   &   Glick    460  00 

383- 133d  St.  Nos  27  to  33  West.  David  Gar- 
man   agt   Wm   J   Greenfield    12.50  00 

.3.84— 3d  av.  No  477.  Sacks  &  Sllberstein  agt 
Mary    Brown    K^  qq 

.385— Sth  av.  Nos  2471  and  2473! ' '  wVlliam 
Striancse  agt  Wm  J  Greenfield  &  Harris 
Maskin    o(^  qq 

380— 133d  st,  Nos  27  to  31  Weist." 'sain'e'agt 
'V\  m   J   Greenfield    1.80  00 

3S7-120'h  st,  Nos  330  to  .3.36  East.'" Same 
agt  Wm  J  Greenfield  &  Harris  Maskin.  .218  50 

3,88— College  av.  n  e  cor  170th  st,  18x100.  Will- 
iam Rubin  agt  W  S  Sbau  65  00 

389- McCombs  av,  n  s.  28  w  153d  St.  56.9x86  6 
x50xll3.6.  Wenzel  Plumbing  &  Con  Co  agt 
Frederick  Robinson    05Q  qq 

390— 18th  St.  Nos  403  and  405  West". ' '  Harry 
Gross  agt  J  Wittner  &  Son  &  Abraham 
Starovin     3q  qq 

Au;.    31. 

391— 144th  St.  s  s.  325  w  7th  av.  50x100.  Sie- 
gel   &   David  agt   Harris   M.isk:n    1950  00 

392-124th  st,  Nos  267  and  269  West.  Joseph 
Benelffo  et  al  agt  Charles  We'.sbecker  & 
C   G   Flygare  Co 1  .^bq  gi 

.19.3- 31st  St.  Xo  9  West.  Joseph  di  Benedetto 
et  al  agt  Alfred  Nelson  &  C  G  Flygare  Co 
2,600.00 


394 — 1.53d  st,  n  s,  350  e  Courtlandt  av,   75x100. 

Stephen  S  Still  agt  Charles  Zimmermaun.  Jr. 

90.00 

395— 150th   St.    n   s,   200  e   Broadway,    275x100. 

Charles  Cohen  agt  Louis  Meryash. . .  .13,100.0Q 
396— Summit    av,    n    e    cor    164th    st,    25x100. 

Church    E    Gates    &    Co    agt    Mary    Colleran, 

Elizabeth  Devine  &  John  Colleran 755.01 

397— Orchard  st.  No  154.     Julius  Friedman  agt 

1    CoUe   &   Schenker   &   Reichman 208.00 

398— 153d    st,    n    s,    25    w    Melrose   av,    75x100. 

Church  E  Gates&Co  agt  Charles  Zimmerman 

Jr 1,327.50 

399— 137th  St.  No  23  West.     Hyman  Rappaport 

et  al   agt   Benjamin   Sisselman 625.00 

4tlO— 97th    st,    n    s,    300   w    Central    Park   West, 

25x100.1.      Fiske    &    Co    agt    Ratal    Kurzrok. 

326.30 

401— 152d  st,  n  s,  150  w  Broadway,  100x199.11. 

New     Jersey     Terra     Cotta     Co     agt     Peyser 

Bookstaver   &   Max    Kessler    1,200.00 

402— Av  A,   No  1413.     National  Damp  Proofing 

Co  agt  Sydney  Wollenstein 135.00 

403— li;3d    St.    s    s,    100   e    Broadway,    253x100. 

Pfotenhauer  &  Nesbit  agt  New  England  Con- 
struction   Co 976.00 

404 — Madison    av.    No    1662.      Eisig    Duke    agt 

Cyrille  Carreau   &   D   Stern    55.00 

405 — Summit    av,     n    e    cor    164th    st,    25x100. 

Joseph     Spina    &    Son    agt    Mary    Colleran. 

Elizabeth   Devine   &   John    Colleran. ..  .1.350.00 
400 — 12th  st.   No  537  East.     Abraham  Dan  agt 

Morris,    Louis    &    Samuel    Rosen 203.00 

407— 110th  st.  No  10  East.     Benjamin  Roth  agt 

David    Fine    &    Morris    Zack 47.50 

4U8 — Washington  st,  Nos  719  and  721.     Alonzo 

B    See   et   al    agt   Builders'    Construction    Co. 

2,500.00 

4(X)— Mott    st.     No    110.       Louis    Hurwitz    agt 

Angelo   Juliano   &   Christopher  Cavinato. 270.00 
410— 118th   St.   No  232  East.     Thomas   Graham 

agt    Alice    M    Lynch     1.500.00 

411 — Oak  st.  No  51.  Louis  Hurwitz  et  al  agt 
Josephine    Salavino    &    Goldman    &   Freiman. 

250.00 

« 
BUTLDINQ  LOAN  CONTBACTS. 

Aug.    25. 
159th    st,    n    s,    02   e    Courtlandt   av,    50x101.6. 
Metropolitan   Life   Ins   Co   loans   Wm   H  Mc- 
Whirter    to    erect    a   6-sty    tenement;    9   pay- 
ments     40,000 

Hammond  av,  e  s,  90  n  Wood  av,  25x92.  Mary 
Dumas  loans  John  McQuaid  to  erect  a  2-sty 
dwelling ;   3   payments 3.S00 

Claremont  av,  s  e  cor  127th  st,  119.8x100. 
Title  Guarantee  &  Trust  Co  loans  John  V 
Signell  Co  to  erect  a  —  sty  bidg;  —  pay- 
ments     34,000 

Claremont  av,  n  e  cor  125th  st,  100x100.  Same 
loans  same  to  erect  a  —  sty  bldg;  —  pay- 
ments    20,000 

Aug.    28. 

Fort  Washington  av,  s  w  cor  160th  st,  131. llx 
78.4X  irreg.  Title  Guarantee  &  Trust  Co 
loans  Henry  T  Bulman  to  erect  a  —  sty  bldg; 
15   payments    130.000 

118th  St.  No  232  East.  Ella  O  Willits  loans 
Alice  M  Lynch  to  erect  a  —  sty  bldg;  —  pay- 
ments     20,000 

Aug.    29. 

163d  st,  n  s,  175  e  Amsterdam  av,  50x112.6. 
Louis  A  Jatfer,  Joseph  A  Goldfleld  &  Her- 
man   Heidelberg    loan    Samuel    Schenkein    to 

erect  two  6-sty  flats;  4  payments 5,000 

Aug.    30. 

122d  st,  Nos  163  and  165  East.  Max  Marbel 
loans  Harris  M  Cohn  to  erect  a  6-sty  tene- 
ment;  10  payments    20,000 

Aug.    31. 

6th  st,  Nos  712  and  714  East.  Henry  A  Fried- 
man   loans    Joseph    Wolkenberg    to    erect    a 

G-sty    tenement;     —    payments 22.000 

• 

SATISFIED  MECHANICS'  LIENS. 
Aug.    23. 

164th  st,  Nos  434  to  444  West.  Sanitary  Fire- 
proofing  &  Con  Co  agt  MSA  Wilson  (Aug 
22.   1906).     Corrects  error  in  last  issue  when 

owner's  name  was  omitted   125.00 

Aug.    25. 

Av  A.  No  1413.  Frank  Krakora  agt  Sidney 
Wallenstein    (Aug   23,    1900) ?200.00 

Bathgate  av,  Nos  17.54  to  1760.  Harry  S  Lip- 
shitz  agt  Baum  Realty  Co  et  al  (Aug  4 
lixW)    268.75 

U4tith  st,  Nos  506  to  624  West.  Casmento 
Roofing  Co  agt  Max  Weinberg  et  al  (Aug  14, 
l'-'"Ol    100.00 

'lo.sth  st,  Nos  116  and  118  East,  ^arkus  Roth- 
holz  agt  John  Greenfield  et  al  (Aug  23,  1906). 

160.00 

Aug   27. 

'Hughes  av,  e  s,  45  s  of  188th  st,  150x87.  P  J 
Heaney  Co  agt  Belmont  Realty  &  Con  Co 
et  al   (June  13,   1906) 851  54 

'Hughes  av,  e  s.  150  n  of  187th  st.  Joseph 
Goldberg  agt  same   (June  1.   1906) 78  IS 

4ith  st,  Nos  530  and  532  West.  Huston  & 
Corbitt    Co    agt    Caroline    Ewald   et    al    (Aug 

!■*•  J"<36)    138.73 

Aug.    28. 

=14(;th  St.  Nos  .502  to  516  West.  Charles  Cohen 
agt  Max  Weinberg  et  al  (Aug  15,  1906). 322.00 


-'Same    property.      Same    agt    Same    (Aug    15, 

1906)    560.00 

-Same  property.     Harry  Cohen  agt  same   (Aug 

17,    1906)    140.00 

listh   st.    No   232   East.     Thomas   Graham   agt 

Alice  M  Lynch  et  al  (July  31,  1906) 1,500.00 

"Uth    st.    No    340    Bast.      Nathan    Weber    agt 

Louis   Yudkoff   (Aug  10,    1906) 250.00 

=Same  property.     Same  agt  Barnet  Hamburger 

et   al    (Aug  2,    1906)    250.00 

Amundson  av,  w  s,  325  s  Nelson  av,  25x100. 
John     Rolands    agt    Gustav    Paulson    et    al 

(Aug   24,    1006)     200.00 

Aug.    29. 
Willis  av.   No  .502.     Sam  Weisman  agt  August 

Dreyer  et  al.     (Aug  23,   ISKXi)    345.00 

0th   av,    Nos   662   to   664.      Droschart   &    Barun 

agt  Charles  Lang  &  Co.     (Aug  22,  1906). 550.00 
29th    st,    Nos    115    and    117    East.       National 
Elevator    Co   agt    Hudnut    Realty    Co.      (Aug 

3,    1!H)U)    800.00 

Hughes  av,  e  s,  45  s  188th  st,  120x100.  The 
Union    Stove    Works    agt    Belmont    Realty    & 

Con  Co.     (Aug  15,  1906)    375.00 

"Riverside  Drive,  No  127.  Barney  Himmelstein 
agt  Calvert  Construction  Co.     (June  20,  1906) 

J5Q  93 

144th  st,  s  s.  275  w  Lenox  av.  Max  Siltierstein 
et  al  agt  Maskin  &  Hyman  et  al.      (Aug  28. 

1906)   100.00 

'1.56th  st,  n  s,  whole  front  between  Jackson 
and  Forest  avs.  Frank  Denier  et  al  agt 
Katz     Polacek     Realty     &     Construction     Co. 

(June  29,  1906)    115.00 

Aug.    30. 
"97th  St.   s  s,   100  w  Park  av,   100x100.11.     S  P 
Pearson    &    Co    agt    Schlesinger    &    Fenichel. 

(Aug  30,   1906)    5,091.26 

Stone    St.    Nos   24   and   26    . .   I 

Pearl   st,    Nos   59  and  61 | 

Jacob   A   Zimmerman    agt    Wm    G    Pigueron. 

(Aug    29,     1906)     1327928 

=13th  st,  Nos  241  and  243  West.  S  Greenberg 
agt   Louis   H   Harris   et  al.      (Aug   13,    1906) 

.  ■;. 331.70 

-12bth  st,  s  s,  175  e  3d  av,  30x99.11.  Simon 
Prensky    et    al    agt    Moses    I    Siegel    et    al. 

(July    27,    1906)     1,825.00 

'Lamport  av,  n  s,  250  w  Fort  Schuyler  rd,  50x 


Lamport  av,  n  s,  400  w  Fort  Schuyler  rd,  5()x 


Herman  Seider  agt  Lamport  Realty  Co  et  al. 

(June  26,    1906)    1,525.00 

•rtashington  av.   No  1570.     Krumholz  &  Magld 

agt  Feldstein  &  Adolph.     (Dec  23,  1905)  ..348.00 
Aug.    31. 
=110th    St.    Nos    19    to    18    East.      William    Co- 

chenour  et  al   agt  Knepper  Realty  Co   et  al. 

(April    23.    WOO)     1,440.00 

^Central  Park  West,   No  50.     Michael  O'Dwyer 

agt  Samuel  B  Haines  et  al.      (Aug  16,  1906) 

,, 12,000.00 

'2d    av.    No   2.387.      Samuel    Ratzkin   agt   Jacob 

Hilderbrandt.      (Aug  30,    1906) 148.00 

'Discharged   by  deposit 
'Discharged  by  bond. 
'Discharged  by  order  of  Court 


ATTACHMENTS. 


Aug.    24. 

Adler,  Moses  A  &  Henrietta;  Tully  C  Estie;  $1.- 

920.90;    R    B    Aldcrott,    Jr. 
Palmyra    Canning    Co;     Jaburg    Bros;    $130  31- 

G   C   Lacey. 
Societe   Anonyme    d'Ougree    Marihaye;    James   A 

MacDonald;   ?3.218.0S;   Atwater  &  Cruikshank. 
Aug.    25. 

Moore.  Jason  C;  Frederick  W  Andersen;  $5  000: 

W    G    Chittick,    Jr. 
Smith.   Harry  W;   Hugh  C  Fox;  $2,500;  Wither- 

horn    &    Link. 

Aug.    27. 
J   H  Bell  &  Co;  St  Paul  Fire  &  Marine  Ins  Co- 

$-243.22;   Butler.    Notman  &   Mynderse. 
Zito  Maniscalco  Co;   R  A  Tucker  Co;  $34  729  80- 

Saitta   &   Thiele. 

Aug.    29. 
Real    Estate    Trust    Co    (of    Philadelphia     Pa) - 
W  A   Reed  et   al;    $82,602.92;    Strong   &    Cad- 
walader. 


CHATTEL  MORTGAGES. 

Aug.  24.  25.  27,  2.8,  29  and  30. 
AFFECTING  REAL  ESTATE. 

Boltan,  J.  228-2;M  W  63d.. New  England  Man- 
tel &  Tile  Co.     Mantels.  agreement 

Greenfield  &  Mashin.  2471-2473  Sth  av.  .Sll- 
berstein &  S.     Mantels.  $391 

Gordon  &  Dushman.  n  s  175th  st.  95  w  of 
Amsterdam    av.  .Silberstein    &    S.      Mantels. 

520 

Greenfield,  W  J.  27-31  W  13.3d.  .Silberstein  & 
S.      Mantels.    &c.  iQg 

M^ffatt,  P  J.  Camb-ellin  av  and  lS7th  St.. 
Century  G  &  B  P  Co.     Gas  Fixtures.  142 

Olsen.  J  E.  41-:!  W  25th.. A  B  See  Elect  Ele- 
vator   Co.      Elevator.  6.850 

Poulos,  T.  5Vest  Orange.  N  J.  .Duparquet,  H 
&  M  Co.     Ranges,  &c.  '    127 

Peltyn  &  Bernstein.  182d  st  and  Walworth  av 
and  103d  st  and  Amsterdam  av.  .Klelnfleld  O 
&   Co.     Mantels.  agreement 
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in  response  to  the  admittedly  unparalleled  trade  conditions.  It 
may  be  truthfully  said  that  there  is  no  general  speculation  In 
Wall  Street  at  the  moment.  Commission  houses  are  determined 
that  they  will  not  be  caught  loaded  with  stocks  during  the  rest 
of  the  year,  and  in  this  excess  of  caution  is  the  safety  of  the 
marlcet. 
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WALL  STREET  again  has  a  fit  of  nerves  this  week,  now 
over  the  high  rates  for  money,  and  the  keen  recollec- 
tion of  the  duration  of  like  rates  last  November  and  December. 
As  money  just  a  year  ago  was  easy,  ranging  on  call  from  three 
to  four  per  cent.,  and  prices  of  active  securities  much  lower  than 
they  are  now,  it  is  small  wonder  that  speculators  are  scared  and 
the  rank  and  file  full  of  dire  forebodings.  Had  not  those  whose 
hearts  are  inclined  to  the  bear  side  been  whipped  into  insol- 
vency, we  would  have  had  a  week  of  selling  "short,"  and  a  re- 
sultant unwieldy  bear  commitment.  As  it  is,  the  selling  seems 
to  be  entirely  coming  from  frightened  bulls,  urged  by  their 
commission  brokers,  many  of  whom  are  actually  afraid  that 
some  day  money  may  be  unobtainable.  It  is  fair  to  say  that 
99  per  cent,  of  all  operations  in  Wall  Street  are  made  with 
borrowed  money.  The  man  who  pays  for  his  stocks  outright  is 
an  investor.  It  will  be  seen,  therefore,  how  serious  a  matter  it 
is  in  this  mammoth  game  when  the  cost  of  the  article  upon 
which  it  is  entirely  based  becomes  prohibitory.  Thus  if  a  man's 
operation  is  without  loss  in  the  price  on  the  day  it  is  made,  he 
becomes  a  heavy  loser  in  the  carry  over,  and  he  has  to  over- 
come three  penalties  before  a  profit  is  in  sight,  assuming  his 
venture  to  be  lucky. 


FIRST,  one  quarter  per  cent,  commission  to  his  brokers,  then 
$4  tax  to  the  State,  should  his  purchase  have  been  one 
hundred  full  shares  of  Reading  or  Pennsylvania;  and,  finally,  a 
rate  of  interest  equal,  let  us  say,  to  five  times  the  legal  rate.  In 
the  case  of  Reading,  to  carry  the  thought  a  step  farther,  the 
amount  of  capital  required  for  the  operation  would  he  five  times 
as  great  as  two  years  ago,  with  carrying  charges  ten  times  as 
great.  It  Is  obvious  that  interest  on  the  capital  is  ten  times 
greater  than  two  years  ago,  leaving  out  the  severe  penalties 
above  enumerated.  The  game,  always  a  hard  one,  is  at  the 
moment  well-nigh  impossible.  Yet  the  unusual  fluctuations  of 
the  past  two  months  make  it  the  game — irresistible  as  a  trad- 
ing proposition — as  it  has  been  a  common  occurrence  for  stand- 
ard stocks  to  fluctuate  three  to  five  points  a  day.  For  the  first 
time  the  value  of  raw  cotton  exported  in  the  fiscal  year  just 
ended  exceeded  the  $400,000,000  mark.  The  exports  of  bread- 
stuffs  of  all  kinds  aggregated  but  $186,000,000;  those  of  provi- 
sions $211,000,000,  and -of  iron  and  steel  manufactures  but 
$161,000,000.  These  matters  are  referred  to  in  these  columns  be- 
cause some  weeks  ago  the  Record  and  Guide  enlarged  upon  the 
importance  this  year  of  the  immense  growing  cotton  crop,  and 
then  said  that  it  was  but  a  few  years  ago  when  the  entire  value 
of  our  cotton  crop  was  but  $300,000,000.  Now  we  have  exported 
in  one  year  cotton  to  the  value  of  over  $400,000,000,  and  have 
more  to  spare  for  export  than  ever  before.  It  therefore  looks . 
this  year  as  though  we  would  not  only  keep  and  add  to  our  cir- 
culation all  the  gold  we  produce  ourselves,  but  in  our  great 
crops,  particularly  that  of  cotton,  we  possessed  the  key  of  the 
bank  vaults  of  Europe.  Had  we  an  elastic  currency  system  we 
would  undoubtedly  have  a  great  stock  speculation.  As  it  is, 
leaving  out  the  recent  advances  in  half  a  dozen  standard  stocks, 
still  probably  selling  below  their  value,  the  three  hundred  or 
more  Issues  dealt  in  on  the  Stock  Exchange  have  not  yet  moved 


THE  total  number  of  conveyances  In  Manhattan  from 
January  1  to  September  1  fully  equalled  the  number 
recorded  in  the  same  length  of  time  for  1905,  notwithstanding 
that  the  business  of  this  summer  has  been  considered  uncom- 
monly dull;  and  in  Manhattan  and  the  Bronx  together  the  total 
number  of  conveyances  wei-e  for  these  eight  months  just  ended 
only  two  per  cent.  less  than  in  the  previous  year.  In  Manhattan 
the  total  assessed  value  of  the  property  conveyed  was  but  five 
million  dollars  under  the  total  for  eight  months  in  1905,  out 
of  total  dealings  amounting  in  assessed  value  to  over  five  hun- 
dred million  dollars.  But  in  the  amount  of  money  loaned,  as 
indicated  by  mortgages  recorded,  there  has  been  a  great  falling 
off  from  last  year.  For  the  eight  months  of  1906  the  total 
amount  in  Manhattan  was  but  $246,000,000,  as  against  $412,- 
000,000  in  the  corresponding  period  of  1905;  in  the  Bronx  only 
$48,000,000  so  far  this  year,  to  compare  with  about  $70,000,000 
in  the  year  1905.  For  the  two  boroughs  this  is  a  total  shrinkage 
in  loans  of  39  per  cent.,  while  in  Brooklyn  the  diminished  busi- 
ness has  amounted  to  30  per  cent.,  or  $48,000,000  less.  In  number 
of  projected  buildings,  Manhattan  is  only  four  hundred  short 
of  the  phenomenal  record  for  the  similar  portion  of  1905,  but 
the  estimated  expenditure  is  $3,000,000  more.  Bronx  is  nearly  nine 
million  short  on  total  estimated  expenditure  for  new  buildings, 
but  very  nearly  even  in  number  of  houses  planned.  Alteration 
work  this  year  has  been  unprecedented  in  amount  in  the  history 
of  Manhattan  and  the  Bronx,  exceeding  by  33  per  cent,  last  year's 
alterations  up  to  this  time.  In  fact,  taking  the  alteration  work 
with  the  new  buildings,  it  is  very  significant  of  the  times  that 
the  estimated  appropriations  for  construction  work  from  January 
1  to  September  1  equals  almost  exactly  the  appropriation  in  the 
same  period  last  year,  namely,  $126,000,000.  In  Brooklyn  also 
the  alteration  work  has  amounted  fully  to  as  much  as  it  did 
last  year  up  to  the  corresponding  date.  Queens  is,  of  course, 
making  a  new  record  in  all  departments  of  real  estate  and 
building.  In  brief,  then,  the  City  thus  far  into  1906  has  really 
only  the  money  situation  to  cry  out  against,  as  in  trading  and 
building  quite  as  much  enterprise  and  spirit  have  been  shown 
in  the  aggregate  as  was  exemplified  last  year,  with  only  a 
slightly  appeased  demand  for  property;  but  the  money  strin- 
gency is  of  a  nature  to  be  considered  seriously,  the  effects  of 
which  will  be  more  and  more  apparent  as  time  accumulates 
them,  and  will  bear  most  heavily  upon  those  whose  trading 
and  operating  capital  has  not  multiplied  during  the  period  of 
plenty  sufficiently  to  enable  them  to  continue  transactions 
when  money  commands  not  only  higher  rates  of  interest  but 
a  larger  margin  of  equity  and  security.  Regrettable  as  it  is 
on  some  accounts  that  an  unprecedented  run  of  business  should 
be  so  checked  by  interference  from  without,  and  through  no 
failua-e  of  inward  strength,  the  situation  may  still  hold  its 
hidden  benefits,  to  be  revealed  in  another  burst  of  great  activity 
subsequently.  It  is  better  that  business  be  held  up  while  still 
strong  and  eager  than  that  it  should  run  itself  out  and  stop  be- 
cause of  exhaustion. 


MR.  JAMES  J.  HILL  has  given  many  illustrations  of  the  fact 
that,  alone  among  the  great  financiers  of  the  country,  he 
is  capable  of  taking  really  statesmanlike  and  far-seeing  views 
of  the  economic  development  of  the  United  States.  In  his 
speech  on  Labor  Day  he  showed  perhaps  more  clearly  than  on 
any  other  occasion  his  clearer  understanding  of  some  of  the 
dangers  of  the  current  industrial  development  of  the  United 
States.  He  drew  attention  to  the  probability  that  in  a  little 
over  forty  years  the  American  Union  would  contain  not  far  from 
200,000,000  inhabitants,  and  that  if  the  industrial  needs  of  these 
200,000,000  people  were  proportionate  to  those  of  the  existing 
population,  the  United  States  would  be  on  the  way  to  exhausting 
its  enormous  resources  in  coal  and  iron.  Considering  the  facts 
to  which  he  drew  attention,  it  is  manifest  that,  some  time 
within  the  next  hundred  years,  both  of  these  important  minerals 
will  have  become  so  scarce  and  costly  that  the  whole  industrial 
economy  of  the  country  will  have  to  be  revolutionized  in  order 
to  meet  the  situation;  and  one  can  hardly  tell  at  the  present 
time  how  deep  a  blow  such  a  revolution  would  strike  at  the 
sources  of  American  industrial  prosperity.  There  is  always  a 
chance,  of  course,  that  the  progress  of  science  and  invention  will 
help  to  economize  the  use  of  these  limited  natural  resources;  but 
with  so  serious  a  danger  staring  the  country  in  the  face  it  would 
be  sheer  improvidence  to  depend  upon  a  possibility  of  this  kind. 
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We  believe  that  Mr.  HlU's  own  remedy,  which  looks  in  the  di- 
rection of  less  wasteful  methods  of  agricultural  production, 
under  the  leadership  of  the  national  Agricultural  Department, 
would  be  of  great  assistance;  but  it  is  improbable  that  this 
remedy  alone  would  be  suflaclent.  The  question  Is,  however,  of 
such  grave  Importance  that  it  should  not  be  passed  over  with  a 
few  speeches  and  newspaper  articles,  but  should  be  made  the 
subject  of  the  most  careful  and  responsible  inquiry.  At  the 
coming  session  of  Congress,  a  commission,  consisting  of  mem- 
bers of  both  Houses  of  (Congress  and  of  economic  experts,  should 
be  appointed,  whose  duty  it  should  be  to  examine  all  the  facts 
bearing  on  the  question,  and  all  the  remedies  which  are  pro- 
posed. On  the  basis  of  such  a  report,  Congress  would  have  the 
material  on  the  table  that  could  be  made  the  basis  of  some 
ameliorating  legislation.  The  newspapers  should  not  allow  the 
question  to  be  dropped.  They  should  continue  to  agitate  it, 
until  some  action  is  taken  by  the  national  government. 


The  State  Ownership  of  Railroads. 

IT  Is  rare  Indeed  that  a  prominent  Presidential  candidate  is 
willing  to  take  a  risk  as  serious  as  that  which  William  J. 
Bryan  took  in  his  first  speech  after  his  return  from  Europe;  and 
his  courage  In  taking  that  risk  is  all  the  more  extraordinary, 
considering  the  present  political  situation.  The  Democrats  have 
been  beaten  during  the  last  three  Presidential  campaigns,  and  In 
two  of  these  campaigns  Mr.  Bryan  himself  was  the  party  candi- 
date. To  all  appearances  they  have  a  better  chance  of  securing 
the  prize  at  the  next  election  than  they  have  had  at  any  time 
during  the  last  decade,  and  Mr.  Bryan  himself  has  a  better 
chance  of  securing  the  nomination  than  any  other  one  man.  By 
his  attitude  during  and  after  the  Parker  fiasco,  he  distinctly 
strengthened  his  hold  on  the  public  confidence,  and  his  avail- 
ability was  Increased  by  the  evidence  afforded  on  every  side  that 
public  opinion  looks  more  favorably  than  It  did  upon  a  radical 
and  thorough-going  treatment  of  serious  national  problems.  It 
appeared  as  if  he  could  readily  make  himself  the  inevitable 
candidate  by  placing  himself  on  a  platform  which  went  a  little 
further  than  President  Roosevelt  has  gone,  and  which,  at  the 
same  time,  placed  a  good  deal  of  emphasis  on  the  older  Demo- 
cratic policy  of  tariff  reform.  But  instead  of  outlining  a  safe 
policy  of  this  kind,  Mr.  Bryan  came  out  flatly  In  favor  of  the 
government  ownership  of  interstate  railroads,  and  thereby  risked 
both  his  own  standing  with  his  party  and  in  some  measure  the 
standing  of  his  party  in  reference  to  public  opinion.  Whether 
we  approve  of  Mr.  Bryan's  policy  or  not,  his  courage  and  his 
evident  sincerity  are  certainly  worthy  of  all  admiration,  and 
should  increase  the  respect  which  one  cannot  help  feeling  for 
his  character.  He  has  unquestionably  made  himself  thereby  a 
much  less  available  Presidential  candidate,  because  his  party  is 
not  prepared  to  follow  him  in  advocating  such  a  radical  remedy, 
and  he  must  have  realized  that  such  would  be  the  case  at  the 
tim3  when  he  made  his  speech. 

Moreover,  it  is  evident  that,  from  Mr.  Bryan's  own  point  of 
view,  he  is  right.  If  it  be  true,  as  he  says,  that  industrial  organ- 
ization on  a  large  scale  is  an  economic  evil  and  a  national  danger; 
if  It  be  true  that  the  remedy  for  the  problem  of  the  so-called 
trusts  Is  their  complete  suppression  and  re-establishment  of  the 
small  manufacturer,  then  most  assuredly  the  nationalization  of 
the  railroads  of  the  country  would  be  the  most  effective  possible 
means  both  for  the  purpose  of  increasing  competition,  and  for 
that  of  preventing  the  accumulation  of  great  wealth  in  few 
hands.  The  great  majority  of  politicians  are  content,  like  Mr. 
Parker,  to  denounce  the  trusts,  and  then  declare  that  they  can 
be  easily  eradicated  by  the  enforcement  of  existing  laws.  But 
Mr.  Bryan  shows  his  good  sense  by  refusing  to  endorse  such  a 
superficial  and  Irresponsible  view  of  the  question.  He  knows 
that  the  prominence  of  huge  corporations  in  the  industrial 
organization  of  the  country  is  due  to  the  co-operation  of  the 
railroads  more  than  to  any  other  single  cause.  The  railroads  have 
enormously  helped  to  make  the  trusts,  and  the  results  of  their 
existing  policy  is  to  sustain  them.  The  big  railroad  naturally 
favors  the  big  corporation,  because  it  is  easier  to  do  business 
with  one  big  shipper  than  with  a  lot  of  little  ones.  The  most 
recent  illustration  of  the  way  the  big  corporation  is  aided  by  the 
railroads  may  be  found  in  the  pending  lease  of  the  iron  mines 
owned  by  the  Great  Northern  R.  R.  to  the  United  States  Steel 
Corporation.  The  railroad  company  naturally  favored  the  big 
corporation,  because  one  large  company  could  afford  to  give  it 
better  terms  than  a  number  of  small  ones;  and  when  this  lease 
is  completed,  the  position  of  the  steel  company  will  be  enor- 
mously strengthened.  This  Is  only  one  illustration  among  a 
thousand.  There  can  be  no  doubt  that  the  government  owner- 
ship of  the  railroads  would  really  accomplish  the  objects  which 
the  Democrats  profess  to  be  seeking,  and  there  can  be  no  doubt 


also  that  any  other  means  which  have  been  proposed  for  accom- 
plishing the  same  object  would  prove  to  be  wholly  insufficient. 
Mr.  Bryan  consequently  Is  not  only  morally  courageous  In  advo- 
cating such  a  radical  step,  but  he  is  also,  from  his  own  point  of 
view  and  that  of  his  party,  economically  sound;  and  the  fact 
that  his  party  has  been  afraid  to  stand  behind  him  on  the  issue 
Is  only  one  more  illustration  that  the  traditions  of  that  party 
disqualify  it  from  coming  out  in  favor  of  any  constructive  na- 
tional policy. 

Of  course  a  man's  attitude  towards  Mr.  Bryan's  policy  will 
necessarily  be  wholly  different,  provided  he  believes  that  the 
partial  substitution  of  organized  and  co-operative  Industrial 
methods  for  the  old  competitive  ones  has  been,  on  the  whole,  a 
good  thing;  and  probably  the  conservative  public  opinion  of  the 
country  is  coming  around  more  and  more  to  this  conviction. 
Very  few  economists  who  have  studied  the  question  without 
prejudice  share  Mr.  Bryan's  desire  to  rehabilitate  the  small 
manufacturer  and  to  suppress  the  big  one.  There  is  undoubt- 
edly a  strong  feeling  that  the  big  financiers  have  had  it  too 
much  their  own  way,  and  that  they  should  be  subjected  to  some 
more  stringent  and  effective  national  regulation  than  any  which 
the  state  governments  have  up  to  the  present  time  been  capable 
of  imposing;  but  this  feeling  does  not  go  as  far  as  Mr.  Bryan 
supposes  in  disliking  the  big  corporation  and  the  big  financial 
and  industrial  leader  as  such.  It  is  no  wonder,  consequently, 
that  Mr.  Bryan  has  lost  standing  with  the  country  by  his  radical 
proposal,  because  It  confirms  the  belief  that,  with  all  his  good 
qualities,  he  is  not  a  man  whose  judgment  can  be  trusted.  In  the 
present  Instance,  the  actual  legislation  with  which  he  proposes  to 
emasculate  the  trusts  would  be  well  calculated  to  effect  that 
object,  but  any  serious  attempt  to  realize  it  would  strike  a 
serious  blow  at  the  industrial  prosperity  of  the  country.  To 
throw  away  the  results  of  the  industrial  reorganization  of  the 
past  twenty-five  years  would  be  distinctly  taking  a  backward 
step.  That  organization  works,  on  the  whole,  in  favor  of  econ- 
omy, and  it  must  be  treated  by  the  national  government,  not  for 
the  purpose  of  suppressing  it,  but  for  the  purpose  of  removing 
its  abuses.  The  character  of  these  abuses  is  another  question, 
and  they  may  well  call  for  more  radical  legislation  than  any 
which  has  yet  been  proposed.  They  may  even  call,  in  the  end, 
for  the  government  ownership,  if  not  the  government  opera- 
tion, of  the  railroads;  but  they  hardly  do  so  at  present.  It  looks 
as  if  not  even  Mr.  Bryan's  influence  could  make  his  proposal, 
under  existing  conditions,^  serious  issue. 


Tenement  Bureau  Criticised. 


BROOKLYN  SOCIETY  OF  ARCHITECTS  CONSIDERS 
RULINGS  LTNJUST  AND  ASKS  FOR  AMENDMENT  OF 
THE  LAW. 

At  a  'spocial  meeting  of  the  Brooklyn  Society  of  Architects 
action  was  taken  condemning  and  protesting  against  the  action 
of  the  Tenement  House  Department  in  holding  up  some  one 
hundred  and  flL'ty  .sets  of  plans  (representing  nearly  1,000 
houses)  on  the  alleged  ground  tliat  the  plans  are  drawn  in 
violation  of  the  law  hi  showing  interior  bedrooms  without  the 
required  amount  of  light  and  ventilation.  Some  time  in  July 
the  Brooklyn  Bureau  of  the  Tenement  House  Department  ruled 
against  the  so-called  "railroad  flat,"  which  the  architects  affirm 
is  absolutely  within  the  law.  Architects  say  that  the  effect 
of  the  radical  interpretation  of  the  law  by  the  Tenement  House 
Department  in  refusing  permits  for  buildings,  on  the  ground 
that  the  plans  contain  alcove  or  L-shaped  rooms,  is  already 
noticeable  on  the  building  market,  .and  that  the  building  of  the 
medium  priced  house  is  at  a  standstill.  Instancing  a  3-sty 
(1-tamily  house  on  a  lot  25x100,  where  the  law  requires  a  court 
4  ft.  wide  and  12%  ft.  long,  and  the  building  to  cover  an  area 
not  exceeding  Go  per  cent,  of  the  lot  to  be  occupied,  architects 
challenge  anyone  to  plan  the  house  symmetrically  and  logically 
and  be  acceptable  to  the  tenant  public  without  incorporating 
an  L-shape  room  which  has  not  been  accepted  since  July  28 
by  the  Tenement  House  Department.  It  is  further  said  that 
ever  since  the  Tenement  House  Department  was  established 
this  L-shape  room  has  been  acceptable,  and  not  only  within 
the  law,  but  approved  by  the  Tenement  House  Department 
as  shown  in  plate  No.  140  of  the  Tenement  House  Report. 

At  the  request  of  the  Record  and  Guide,  Mr.  Louis  Berger, 
president  of  the  Brooklyn  Society  of  Architects,  has  made  a 
statement  of  the  position  of  the  society  on  the  question.  In 
Mr.  Berger's  opinion  it  is  a  mistake  not  to  have  the  Building 
and  Tenement  Departments  under  one  common  head,  as  the 
present  arrangement  causes  delays,  complications,  friction  and 
loss  to  all  parties  concerned.  Mr.  Berger  further  says: 
STATEMENT    FROM    PRESIDENT    BERGER. 

The  local  architects  in  this  borough  were  really  forced  to 
organize  to  protect  themselves  as  well  as  their  clients  on  ac- 
count of  the  everlasting  ehanges  in  rules  and  regulations  made 
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by   the  department   affecting   the  building   of   tenement  houses. 
The  reasons  that  the  conditions  are  revolting  are  as  follows: 

1.  The  Brooklyn  department  is  a  side  and  minor  issu'e  of  the 
Manhattan  office. 

2.  Unfortunately,  the  head  of  the  Brool<lyn  office,  Mr.  Mc- 
Keown,  is  not  a  practical  man  in  the  construction  and  building 
of  tenements,  and  his  chief  of  staff,  Mr.  Sweeney,  happens  to 
be  very  arbitrary,  squeamish  and  radical,  and  he  is  really  the 
■man  that  has  caused  most  of  the  existing  conditions. 

3.  There  are  no  official  plan  examiners  in  the  Brooklyn  de- 
partment. Light  and  ventilation  inspectors,  of  which  there 
are  insufficient  numbers,  are  doing  plan  examiners'  duties  on 
inspectors"  pay,  and  consequently  it  takes  from  four  to  eight 
weeks  to  have  plans  passed  by  the  department. 

4.  Some  inspectors  have  from  five  hundred  to  seven  hundred 
houses  to  inspect,  and  for  the  entire  County  of  Queens  there 
is  but  one  light  and  ventilation  inspector,  and  Queens  County 
is  larger  than  Kings  County. 

5.  The  Tenement  House  Law,  according  to  Section  1,  is 
mandatory,    and    consequently    must     be    construed    and    inter- 


ground  that  Sec.  41  says  in  part:  "The  ceiling  must  be  made 
.safe  by  fireproof  materials."  This  section  not  going  into  de- 
tails as  to  the  hows  or  wherefores,  our  intention  was  to  cover 
the  Ceiling  with  plaster  boards  one-half  inch  thick,  which  are 
passed  by  the  departtrient  as  fireproof  in  other  cases,  but  this 
was  dsnied  us. 

The  cage  was  referred  to  Commis'sioner  Butler,  of  New  Tork, 
and  in  the  meantime  the  owner  brought  the  case  up  in  the 
"Builders'  Association,"  and  Mr.  Reynolds  was  one  of  a  com- 
mittee of  three  to  see  Mr.  McKeown.  The  said  committee 
argued  the  matter  and  tried  to  show  that  the  department  did 
not  have  a  leg  to  stand  on  in  case  of  a  law  suit,  but  all  efforts 
were  futile,  after  a  wait  of  three  months.  Mr.  Butler  com- 
municated with  Mr.  McKeown  and  referred  him  to  Sec.  41, 
not  even  getting  a  definite  answer,  and  finally  the  said  permit 
was  issued,  and  I  will  say  here  that  in  old  buildings  the  same 
were  always  issued.  Now,  if  it  is  necessary  to  refer  to  New 
York  on  a  cl'ear  case,  you  can  readily  see  what  may  happen 
to  a  so-called  "off"  case  which  may  be  referred  to  the  Cor- 
poration  Counsel   for  an   opinion.      In    the   meantime   how   about 
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preted  according  to  the  mandate.  Now,  let  u'S  see  what  occurs 
on  account  of  the  above  conditions. 

6.  The  department  is  a  secret  organization  and  not  a  public 
office. 

I  will  now  refer  you  to  Sec.  2  of  the  Building  Code,  which 
says:  "This  ordinance  is  hereby  declared  remedial,  and  is  to 
be  construed  liberally  to  secure  the  beneficial  interests  and 
purposes  thereof."  You  can  readily  see  that  this  clause  was 
inserted  in  the  Code  because  it  was  a  known  fact  that  the  law, 
no  matter  how  well  drafted,  could  not  possibly  cover  all  cases. 
It  is  .iust  so  with  the  Tenement  House  Law,  Sec.  93,  which 
says:  "AH  courts,  areas  and  yards  are  to  be  drained  and  sewer 
connected."  But  where  there  is  no  sewer  you  cannot  connect 
them,  and  the  Tenement  House  Department  immediately  makes 
rules  for  you  which,  as  stated  above,  it  has  not  the  power  to 
do.  The  department  in  place  of  giving  the  owner  the  benefit 
of  the  doubt,  always  takes  the  arrogant  and  offensive  view, 
and  consequently  discourages  the  owner,  several  of  whom  have 
sworn  that  they  will  not  build  another  tenement  as  long  as 
they  live.  Surely  such  a  condition  should  not  exist,  and  capital 
should  be  encouraged  Instead  of  discouraged  for  obvious 
reasons. 

Whenever  a  matter  Is  referred  to  the  head  of  the  Brooklyn 
department  In  which  the  law  Is  Insufficient  or  vague,  it  is 
referred  to  the  Manhattan  department.  When  It  goes  over 
there  it  may  be  months  before  you  can  get  a  decision,  as  in 
the  case  of  Mr.  M.  Bonnlander.  He  applied  for  a  permit  to 
Install  a  bakery  In  a  new  building  on  premises  No.  5  Onderdonk 
av,  25  ft.  south  of  Hlmrod  st,  and  the  department  wanted  him 
to  provide  steel  beams  and  brick  arches  for  the  celling  con- 
struction, to  do  which  almost  half  of  the  house  would  have 
to  be  removed.  Nevertheless  the  said  requirement  was  not 
exacted  In   the   case  of  an   Old   house,     He   protested   on    the 


the  owners  and  tenant  public?  Where  do  they  stand?  I 
answer,  between  the  devil  and  the  deep  sea. 

In  regard  to  reason  No.  2,  I  will  say  canvass  the  architects 
and  builders  of  the  city;  you  will  hear  stronger  comment 
than  I  have  made.  I  am  likewise  informed  that  Mr.  Sweeney 
did  not  pass  the  civil  service  examination  for  the  position 
he  now  holds. 

In  regard  to  reason  No.  3.  On  account  of  being  short- 
handed  in  the  plan  examiners'  department,  let  me  show  you 
what  happens  to  the  owners.  A  case  in  point  is  Mr.  Jaeger's, 
as  stated  in  Sunday's  Eagle.  Now  bear  in  mind  that  the  plans 
are  in  the  department  three  to  six  weeks  before  being  ex- 
amined, and  then  they  are  sent  to  the  building  and  plumbing 
department  for  another  week.  -It  takes  the  architect  from  one 
to  two  weeks  to  prepare  plans,  making  a  total  of  six  to  nine 
weeks.  Now,  is  it  fair  to  the  public  to  hold  up  capital  and 
labor  for  this  length  of  time,  when  you  take  into  consideration 
the  too  numerous  other  troubles  than  an  owner  has  to  con- 
tend with,  such  as  labor  unions,  strikes  and  other  conditions 
which  are  too  numerous  to  mention?  Taking  all  plans  held  up 
as  a  whole,  thousands  and  thousands  of  dollars  are  indefinitely 
tied  up,  whereas  the  same  could  be  remedied  by  the  addition 
of  two  or  three  more  plan  examiners  at  very  small  cost  to  the 
city.  I  will  leave  it  to  the  public  to  Judge  if  or  not  such  con- 
ditions should  be  allowed  to  prevail. 

In  re  reason  No.  4.  The  light  and  ventilation  Inspectors  have 
S3  many  buildings  to  look  after  that  in  some  cases  three  to 
four  weeks  elapse  before  they  get  around  to  where  they  started. 
What  is  the  consequence?  Take  the  case  of  Mr.  Max  Cohen, 
four  4-sty  houses  on  premises  east  aide  Knickerbocker  av,  25 
ft.  south  of  Hart  St.  The  law  requires  cement  deafening  In 
stair  halls.  It  developed  that  this  particular  deafening  did 
not    come   up    to   the    standard,    and   he   received   a   violation 
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notice  to  that  effect.  Mr.  Cohen  had  the  deafening  taken  out 
and  replaced  same  in  a  proper  manner.  The  inspector  came 
around  some  time  after  the  owaier  had  his  floors  laid,  par- 
titions lathed  and  plastered  and  wanted  him  to  remove  all 
the  flooring  so  that  he  could  inspect  all  the  deafening.  What 
do  you  thinic  of  such  a  condition  of  affairs,  and  in  some  in- 
stances the  police  were  drawn  in  on  very  minor  cases,  and 
all  the  workmen  knocked  off  whether  they  had  a  direct  bearing 
on  the  particular  violation  or  not,  doing  much  damage  to  the 
owners? 

In  re  No.  5.  The  Tenement  House  Law  being  mandatory, 
they  are  not  supposed  to  make  any  rulings,  and  as  a  matter 
of  fact  the  law  does  not  allow  discretionary  powers.  Never- 
theless, the  changes  are  so  frequent  and  so  varied  that  it  is 
impossible  to  receive  a  permit  without  the  plans  being  changed 
by  the  department.  The  changes  are  so  numerous  that  the 
builders  and  'mechanics  cannot  keep  pace.  We  Inform  a 
builder  that  a  law  is  so  and  so  to-day,  only  to  flnd  out  the 
day  following  that  such  and  such  a  view  has  been  taken  of 
it,  and,  mind  you,  not  an  intimation  by  word  or  letter  that 
the  said  change  has  occurred.  The  fraternity  would  be  willing 
to  co-operate  with  the  department  if  only  sufficient  notice  were 
given  of  contemplated  changes,  so  that  they  could  be  incor- 
porated into  the  plans,  or  that  we  could  inform  our  clients  as 
to  rulings  that  will  go  into  effect;  but  the  department  is  arro- 
gant and  dictatorial,  and  hence  we  as  well  as  the  builders  are 
constantly  in   trouble. 

In  re  No.  6.  Mr.  Loerch,  a  builder,  went  to  the  Tenement 
House  Department  to  inquire  about  violations  that  existed  on 
premises  east  side  Knickerbocker  av,  northeast  corner  of 
Putnam  av,  and  he  was  informed  that  he  would  have  to  show 
a  letter  from  the  owner  before  they  would  inform  him.  In  con- 
clusion, I  will  say  the  above  are  only  cases  in  point.  Taking 
them  all  in  all,  hours  upon  hours  are  needlessly  wasted.  I  can 
honestly  say  the  houses  under  the  new  ruling  are  vastly  in- 
ferior to  those  under  the  old  ruling. 


why  population  should  spread  laterally  rather  than  vertically, 
especially  when,  as  is  the  case  with  us,  there  is  a  practically 
unlimited  area  available,  with  transit  facilities  correspondingly 
great.  In  fact,  no  man  earning  enough  to  support  a  family 
in  these  days  need  be  without  a  comfortable  holding  of  his 
own   without   another  over  his   head." 


MR.   MULLIN'S  VIEWS. 

Mr.  C.  Whiteley  Mullin,  a  leading  member  of  the  Brooklyn 
Society  of  Architects,  who  has  publicly  protested  against  the 
rulings  of  the  Brooklyn  Bureau  of  the  Tenement  House  De- 
partment, says  that  he  was  recently  informed  at  the  bureau 
that  plans  of  his  own  which  were  pass'ed  by  the  department 
about  two  months  ago,  and  which  are  now  being  carried  into 
execution,  would,  if  duplicated,  meet  the  s^ame  fate  now  coming 
to  so  many  others.  These  plans,  he  considers,  conform  to 
all  legal  requirements,  and  such  was  also  the  opinion  of  the  de- 
partment examiner,  or  they  would,  of  course,  have  been  re- 
jected. In  the  front  of  each  apartment  is  a  parlor,  the  rear 
portion  of  which,  for  about  eight  feet  of  its  length,  is  tiarrowed 
about  one  foot,  owing  to  the  widening  of  the  staircase  hall. 
Notwithstanding  .the  fact  that  the  plan  shows  more  than  the 
required  10  per  cent,  of  floor  area  in  clear  window  space,  Mr. 
Mullin  was  told  that  the  plan  would  now  be  condemned  on 
the  ground  of  an  evident  intention  to  evade  the  law. 

Speaking  to  a  representative  of  the  Record  and  Guide,  Mr. 
Mullin  said  further:  "I  venture  the  ascertain  that  in  fully  one- 
half  of  the  homes  in  Brooklyn — whether  single-family,  2-family 
or  tenement  houses — the  front  room  is  used  as  a  combination 
parlor  and  bedroom,  and  if  this  practice  can  be  proved  to  be 
productive  of  tuberculosis,  I  would  suggest  that  the  needed 
reform  begin  with  a  class  who  can  better  afford  it  than  dwellers 
in  tenements. 

"The  Tenement  House  Bureau  defines  a  room  such  as  that 
just  described  as  an  alcove  room;  the  Society  of  Architects 
prefer  to  call  it  (and  rightly  so,  I  think)  an  irregularly  shaped 
room.  Sec.  71  of  the  Act  says:  'Alcove  rooms  must  conform 
to  all  the  requirements  of  other  rooms."  The  dispute  appears 
to  have  arisen  through  an  arbitrary  change  of  opinion  or  in- 
terpretation on  the  part  of  the  bureau  as  to  what  constitutes 
an  alcove  room.  Hitherto  it  has  been  a  room  with  an  alcove 
in  It,  now  and  henceforth  it  is  to  be  a  room  which  in  itself  is 
an  alcove.  This,  I  am  informed  by  counsel,  is  not  a  correct 
interpretation  of  the  term  as  employed  in  the  Act,  as  it  cer- 
tainly is  not  the  true  meaning  architecturally. 

"The  fact  that  the  time  required  to  get  a  set  of  plans  through 
the  Tenement  House  Department  varies  from  one  to  two 
months,  proves  one  of  two  things,  viz.:  Either  the  law  is  prac- 
tically unworkable  or  the  machinery  for  its  execution  is  fatally 
defective.  I  have  before  me  a  forin  of  application  for  an  ordi- 
nary tenement  house  permit.  It  fills  eight  closely  printed 
folios  and  contains  no  less  than  77  questions  to  be  answered 
(some  of  them  of  the  most  mystifying  tautological,  ambiguous 
and  problematical  character),  this  as  against  three  pages  and 
43  questions  required  in  appliying  for  an  ordinary  building 
permit.  There  is  surely  no  cause  for  surprise  if  the  bureau 
officials  themselves  frequently  get  'mixed,'  as  they  unques- 
tionably do. 

'•I  emphatically  affirm  that  if  the  law  as  it  at  present  exists, 
or  at  least  its  practical  application,  cannot  be  very  materially 
simplified,  this  particular  modus  Vivendi  ought  to  be  strenously 
discouraged.     There  is,   indeed,  every  logical  and  moral  reason 


Progress  in  Waterfront  Improvements. 

Six  years  ago  the  Board  of  Docks  authorized  the  construction 
of  a  section  of  the  bulkhead  wall  between  Bloomfield  and  West 
23d  sts.  Large  property  interests  in  this  vicinity  have  since 
been  acquired  and  extensive  work  done  towards  the  construction 
of  the  wall,  until  now  the  wall  proper  has  been  practically  com- 
pleted for  the  whole  length  of  the  section.  Fire  walls  have  been 
built  across  the  platforms  between  15th  and  Kith  and  between 
17th  and  18th  sts.  The  old  ferry  house  at  23d  st  is  being  re- 
moved and  preparations  made  for  the  sewer  between  22d  and 
23d  sts. 

Work  is  also  progressing  on  the  Cedar  st  section,  and  likewise 
on  the  Rector  st  section.  In  the  former  case  the  plans  include 
the  removal  of  the  old  structures  and  piers.  The  building  of 
the  wall  proper  has  been  completed.  Piers  (New)  20  and  21, 
North  River,  have  been  extended  out  to  the  pierhead  line  for  the 
Erie  Railroad.  New  piers  are  being  erected  at  the  foot  of  13th 
st  and  near  the  foot  of  14th  st.  An  extension  to  the  pier  at  the 
foot  of  West  32d  st.  North  River,  has  been  built  by  the  Penn- 
sylvania, Ne%v  York  and  Long  Island  Railroad  Co.,  under  a  per- 
mit from  the  Dock  Department.  In  connection  with  the  city 
work  in  the  West  42d  street  section  a  new  ferry  terminal  will 
be  built  for  the  West  Shore  Division  of  the  New  Tork  Central 
Imes.  The  Day  Line  boats  now  lanl  at  the  new  pier  at  the  toot 
of  West  41st  St.  A  new  pier,  to  be  known  as  Pier  83,  has  re- 
cently been  finished  at  the  foot  of  West  43d  st. 

Between  West  56th  and  West  57th  sts.  North  River,  the  De- 
partment of  Docks  is  preparing  for  and  constructing  a  largo 
storehouse,  with  offices,  etc.,  for  the  use  of  the  department.  In 
the  Claremont  section,  work  on  the  wall  is  advancing,  and  the 
pier  at  the  foot  of  West  1.33d  st  has  been  extended.  Between 
Spuyten  Duyvil  and  Mount  Saint  Vincent  the  New  Tork  Central 
&  Hudson  River  Railroad  Co.  is  widening  the  present  railroad 
embankment  between  these  two  points,  and  riprap  is  being  de- 
posited along  the  line  of  the  widening  under  permit  from  tlie 
Commissioner  of  Docks. 

A  contract  awarded  with  the  Sicilian  Asphalt  Paving  Co.  has 
been  in  progress.  Under  this  contract  the  work  of  laying  the 
concrete  foundation  and  asphalt  pavement  on  the  marginal 
street  along  the  North  River  has  been  done.  Repairs  have  also 
been  made  where  necessary  to  the  asphalt  pavement  already  laid 
by  the  Uvalde  Asphalt  Paving  Co.  under  its  various  Iwnds  to 
maintain  the  pavement  in  good  condition.  A  contract  has  also 
been  awarded  for  repairing  the  asphalt  pavement  on  the  North 
and  East  Rivers,  to  be  known  as  Contract  No.  993,  and  work 
has  been  begun  thereunder. 

EAST    RIVER    SIDE. 

Piers  10  and  11,  East  River,  have  recently  been  finished,  and 
Vvork  is  well  advanced  on  Pier  9.  The  construction  of  the  wall 
along  the  Maiden  Lane  section  is  now  in  hand.  Earth  filling  is 
being  placed  in  rear  of  that  portion  of  the  wall  built.  Temporary 
appro.ache3  have  been  built  to  the  piers  in  this  section,  and  the 
section  embraces  Piers  12,  13,  14  and  15.  Pier  (new)  12  was 
built  in  1001;  Piers  (new)  14  and  15  were  built  in  1905,  and  Pier 
(new)  13  was  built  during  the  first  quarter  of  1006. 

The  Fulton  section  of  the  bulkhead  wall  was  authorized  by 
the  Board  of  Docks  on  April  26,  1901.  This  resolution  was 
amended  by  action  of  the  Commissioner  of  Docks  on  Dec.  7,  1904. 
During  the  past  summer  no  work  has  been  done  on  the  bulkhead 
wall  proper.  Filling,  however,  has  been  placed  in  rear  of  that 
portion  of  the  w-all  built.  This  section  embraces  Piers  (new) 
16,  17  and  18. 

Work  of  like  sort  is  going  on  in  various  places  on  the  Manhat- 
tan side  of  the  East  River,  and  on  the  Harlem.  The  New  York 
Central  &  Hudson  River  Railroad  Co.  is  constructing  a  new 
roadbed  in  connection  with  the  Marble  Hill  cut-off  at  this  local- 
ity, under  a  permit  from  the  Commissioner  of  Docks.  This  work 
was  begun  July  20,  1004,  and  is  still  in  progress. 

The  Pioneer  Real  Estate  Co.  has  just  finished  a  ferry  slip,  crib 
bulkhead,  transfer  bridge,  freight  house  and  freight  terminal 
south  of  149th  st  for  the  New  York  Central  Railroad.  It  pro- 
vides a  very  convenient  freight  station  close  to  the  principal 
business  cenier  of  the  East  Bronx.  It  is  also  the  intention  of 
the  Naw  York  Central  to  build  a  passenger  station  .where  the 
main  line  crosses  149lh  st,  but  structural  plans  have  not  yet  been 
thought  out.  From  the  last  quartely  report' of  the  Department 
of  Docks  and  Ferries  the  following  other  notes  of  improvement 
are  taken: 

149th  st,  Port  Morri.5 — The  New  York  Central  &  Hudson  River 
Railroad  Co.  is  building  a  power  station,  pier  slip  and  concrete 
'oulkhead  at  this  locality  under  permit  from  the  Commissioner 
of  Docks.    Work  was  begun  June  1,  1004.  and  is  in  progress. 

150th  st,  East  River,  Oak  Point — The  Rock  Plaster  Co.,  ot 
New  York  and  New  Jersey,  is  building  a  crib  bulkhead  at  this 
locality  and  filling  in  behind. 
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Putnam  av  Railroad  Bridge  to  High  Bridge — A  pile  and  timber 
trestle  is  being  built,  same  to  be  filled  with  riprap,  by  the  New 
York  Central  &  Hudson  River  Railroad  Co.  Work  was  com- 
menced July  2.0.   KMM.  and  is  in  progress. 

Between  Cabot  and  Tiffany  sts,  East  River — The  Oak  Point 
Land  &  Docic  Co.  is  building  four  piers  at  this  locality. 

Between  Dupont  and  Tiffany  sts,  East  River — The  Oak  Point 
Land  &  Dock  Co.  is  erecting  bulkheads  and  filling  in  at  this  lo- 
cality.    This  work  was  begun  May  3.  lOOtJ,  and  is  in  progress. 


The  West  Coast. 

SAN  FRANCISCO,  Cal.— The  building  situation  in  San  Fran- 
cisco showed  a  great  advantage  during  the  last  month.  The 
building  of  temporary  structures  for  housing  the  various  firms 
of  the  city  has  about  been  concluded.  In  fact,  the  Board  of 
Public  Works  has  issued  orders  that  no  more  temporary  work 
shall  be  started.  This  means  that  from  now  on  all  building 
will  be  done  in  conformity  with  tlie  new  building  law  and  that 
no  more  wooden  structures  shall  be  put  within  the  fire  limits. 
Already  about  one  hundred  permanent  buildings  are  under  way 
and  probably  fifteen  or  twenty  are  completed.  Most  of  these 
are  2,  3  and  4-sty  brick  buildings  of  what  is  known  as  Class  C 
construction.  There  are,  however,  several  steel  frame  buildings 
under  way,  two  or  three  of  which  have  reached  the  third  or 
fourth  floors. 

During  the  latter  part  of  July  permits  for  reinforced  con- 
crete buildings  to  the  value  of  over  two  hundred  thousand  dol- 
lars were  issued  and  several  of  these  structures  are  now  under 
way.  Contrary  to  numerous  predictions  the  price  of  cement 
has  not  been  materially  advanced,  and  the  prospect  is  for  an 
abundant  supply  during  the  remainder  of  the  year.  Lumber 
and  labor  have  advanced  probably  20  per  cent,  over  former 
prices,   but  otherwise   the  material  situation  is   not  bad. 

A  serious  freight  blockade  is  preventing  prompt  deliveries 
by  the  railroad  companies,  but  this  is  being  remedied  rapidly 
and  as  yet  there  has  been  no  actual  shortage  in  building  ma- 
terials except  in  plate  glass  and  in  some  lines  of  builders  hard- 
ware. 

The  opinion  is  gaining  ground  in  San  Francisco  that  the 
matter  of  Importing  foreign  cement  may  have  been  somewhat 
overdone.  At  the  present  time  shipments  are  on  the  wary  from 
Europe,  Japan  and  Australia,  and  at  the  present  time  the 
supply  already  hers  is  almost  sufficient  for  immediate  needs. 
Naturally  the  demands  of  the  building  trades  will  increase 
rapidly  from  now  on,  however,  and  it  is  probable  that  all 
arrivals  will  be  disposed  of  at  fair  prices  later  on,  although  some 
shipments  may  be  _  obliged  to  wait  until  next  spring  before 
being  sold.  In  this  coi.nection  the  question  of  suitable  storage 
is  a  vital  one.  In  this  climate  cement  will  deteriorate  rapidly 
during  the  rainy  season  unless  properly  housed,  and  warehouse 
room  is  very  scarce.  At  the  present  time  a  number  of  new 
v/arehouse  buildings  are  under  way,  but  these  are,  as  a  rule, 
already  spoken  for.  Some  cement  men,  however,  hold  that 
under  the  present  circumstances  the  usual  winter  cessation  in 
building  will  not  occur,  and  that  the  demand  for  cement  for 
foundation  work  for  mortar  and  for  reinforced  concrete  struc- 
tures will  continue  to  increase  right   through  the  winter. 

Some  estimates  place  the  amount  of  foreign  cement  which 
is  due  to  arrive  here  before  January  1  at  approximately  800,tX)0 
barrels,  and  builders  figure  that  with  this  immense  amount  in 
prospect  there  is  no  danger  of  high  prices  interfering  with 
cement  and  concrete  construction  work.  Others  assert  that 
the  above  figures  should  be  divided  by  two  to  be  accurate. 

Strangely  enough,  the  large  California  cement  plants  are  for 
the  time  being  cutting  very  little  figure  in  the  situation.  This 
is  due  largely  to  the  fact  that  the  California  mills  are  all  tied 
up  with  large  contracts  for  the  Government,  and  other  large 
consumers  will  not  be  able  to  figure  on  much  work  until  their 
new  plants,  which  are  now  under  way,  begin  operations. 

Notwithstanding  the  reduced  population  of  the  city,  there 
has  been  a  tremendous  increase  in  the  number  of  mechanics 
employed  in  the  building  trades.  Careful  estimates  show  that 
the  number  of  men  now  employed  in  the  building  lines  has 
increased  from  50  to  100  per  cent,  since  January  1.  Never- 
theless, there  is  a  shortage  in  nearly  all  lines,  and  wages  are 
higher  than  was  ever  known  before  in  this  city. 


— The  Berger  Mfg.  Co.,  210  Bast  23d  st,  report  good  business 
in  their  various  lints.  In  addition  to  metal  ceilings,  metal 
furniture,  metal  lath,  metal  furring  and  studding,  they  now 
furnish  and  install  the  Berger  reinforced  concrete  vault  lights 
and  accessories.  This  is  a  new  department  in  this  city,  although 
in  the  West  they  have  been  handled  for  ten  years.  This  com- 
pany also  has  the  contract  to  furnish  and  install  Berger  re- 
inforced concrete  vault  lights  in  the  Tichenor-Grand  Building, 
Gist  St  and  Broadway;  the  contract  to  furnish  steel  desks  and 
shelving  for  the  New  York  Edison  Company;  the  contract  to 
furnish  and  install  metal  ceilings  in  the  following:  80,000  ft.  for 
new  building  1.5-19  East  4th  st;  public  school,  Hasbrouck 
Heights,  N.  J.;  Second  National  Bank,  Hoboken.  N.  J.;  three 
schools,  Newburgh,  N.  Y. ;  Governor's  Palace,  Monterey,  Mexico; 
Government  Building,  Gomez  Palacio,  Mexico;  Order  of  Eagles 
Hall,  at  Nome,  Alaska. 


The  Portsmouth  Tablet. 

A  BRONZE  tablet  affixed  in  the  wall  of  the  now  historic 
building  in  the  Kittery  Navy  Yard,  at  Portsmouth,  N.  H., 
where  the  Russian  and  Japanese  envoys  held  their  joint  sittings, 
and  where  the  treaty  of  Portsmouth  was  signed,  was  unveiled 
Sept.  5.     A  few  words  about  the  tablet: 

It  was  ordered  some  months  ago.  through  the  Navy  Depart- 
ment, from  Jno.  Williams,  Inc.,  the  bronze  founders  of  New 
York  City,  who  cast  the  bronze  doors  of  the  Congressional 
Library  and  many  other  notable  works  of  bronze.  The  tablet 
measures  5  ft.  G  ins.  by  3  ft.  7  ins.  The  inscription  is  as 
follows: 

"In  this  building,  at  the  invitation  of  Theodore  Roosevelt, 
President    of   the   United    States,    was   held    the   peace   con- 
ference   between    the    envoys    of    Russia    and    Japan,    and 
September  5,  1905,  at  3.47  P.  M.,  was  signed  the  Treaty  of 
Portsmouth,  which  ended  the  war  between  the  two  empires." 
The   design   of   the  border  consists   mainly  of   the  seals   of   the 
three  countries.     These  are  about  three  inches  in  diameter,  and 
the   Japanese   and    Russian    seals   alternate.      In    the   centre   of 
the  border,  at   the  top  and  at   the  bottom,  appears  the  seal  of 
the  United  States.     A  United  States  shield  is  used  at  each  of 
the   four   corners.      The   design   was   made   under   the   direction 
of   Rear  Admiral   W.    W.    Mead,   U.    S.   N.,   commandant   of   the 
Portsmouth  Navy  Yard,   by  Pay  inspector  John  A.   Mudd,  U.  S. 
N.      Every  phase  of  the  work  in  the  Jno.   Williams,   Inc.,  shops 
has  been  done  under  the  eye  of  Rear  Admiral  Mead. 

The  tablet  was  cast  in  United  States  standard  bronze.  Thie 
is  90  per  cent,  copper,  7  per  cent,  tin  and  3  per  cent.  zinc.  Only 
the  finest  grade  of  copper  from  the  Lake  Superior  mines  was 
used.  To  this  alloy,  however,  with  the  permission  of  the  Navy 
Department,  was  added,  when  the  metal  was  fused,  and  just 
before  the  pouring  of  the  mould  a  collection  of  pieces  of  bronze 
and  copper  of  Japanese  and  Russian  origin,  together  with  pieces 
of  metal  from  historic  sources  in  the  United  States.  Thus,  in 
the  tablet  commemorating  this  historic  event  mingled  the  metals 
from  the  three  countries.  Among  the  interesting  pieces  were 
old  Japanese  coins  presented  by  representatives  of  the  Japanese 
Government  at  Washington;  Russian  coins  presented  by  His 
Excellency  Baron  Rosen;  copper  bars  from  the  Imperial  copper 
mine  in  Japan,  and  a  handful  of  rare  copper  and  silver  American 
coins.  Among  the  souvenier  pieces  were:  Copper  from  U.  S. 
Battleship  "Maine,"  sunk  in  Havana  Harbor;  bronze  from  the 
statue  of  the  Goddess  of  Liberty,  surmouting  the  U.  S.  Capitol 
Building;  a  piece  of  the  corner  stone  box  of  the  U.  S.  House 
of  Representatives  Office  Building;  a  piece  of  the  bronze 
staircase  U.  S.  Capitol;  a  piece  of  the  bronze  doors  of  U.  S. 
House  of  Representatives;  a  piece  of  the  statue  of  General 
Sherman,  erected  in  the  city  of  Washington,  and  a  portion  of 
the  bronze  clips  from  the  first  searchlight  used  on  the  U.  S. 
Capitol,  at  the  One  Hundredth  Anniversay  of  the  establishment 
of  the  Seat  of  Government  in  the  District  of  Columbia,  Dec. 
12,  1900. 

The  workmanship  in  the  tablet  is  of  the  highest  order.  The 
seals  constituting  the  border  were  made  from  authentic  copies 
of  the  .seals  of  the  three  countries.  They  are  beautifully  carved 
and  the  bronze  is  brought  to  a  high  degree  of  finish  by  hand- 
chasing.  The  inscription  is  in  a  perfect  Roman  type  of  letter, 
and  the  letters  are  raised  from  the  background,  affording  a 
fine  contrast,  so  that  the  tablet  inscription  can  be  read  from 
a  considerable  distance.  The  color  is  the  dark  brown  termed 
'^statuary  bronze,"  this  color  growing  richer  in  tone  by  age. 

The  Jno.  Williams,  Inc.,  foundry  has  also  cast  for  presentation 
to  President  Roosevelt,  the  Emperor  of  Japan  and  the  Emperor 
of  Russia,  a  section  of  the  border  of  the  tablet.  Each  section 
contains  three  of  the  medallions,  showing  the  seals  of  Japan, 
Russia  and  the  United  States.  They  are  cast  of  the  same  alloy 
as  entered  into  the  tablet.  On  the  reverse  of  the  casting  is  an 
inscription  outlining  a  description  of  the  tablet  Itself.  This 
inscription  is  as  follows:  "These  seals  are  replicas  of  those  used 
in  the  bronze  memorial  tablet  marking  the  building  in  which 
at  the  invitation  of  Theodore  Roosevelt,  President  of  the  United 
States,  was  held  the  Peace  Conference  between  the  Envoys  of 
Russia  and  Japan,  resulting  in  the  Treaty  of  Portsmouth, 
signed  Sept.  5,  1905,  at  3.47  P.  M.,  ending  the  war  between  the 
two  Empires.  Designed  under  the  direction  of  W.  W.  Mead, 
Rear  Admiral  U.  S.  N.,  by  Pay  Inspector  John  A.  Mudd,  U.  S.  N. 
Tablet  modeled  and  cast  by  Jno.  Williams,  Inc.,  New  York." 


■ — Sufficient  excavation  has  been  made  for  the  Pennsylvania 
Railroad  Terminal  Station,  at  7th  av  and  32d  st,  to  permit  the 
construction  of  the  steel  work  to  be  started.  This  division  of  the 
steel  work  is  being  built  by  the  Trenton  plant  of  the  American 
Bridge  Co.,  and  from  there  delivered  to  the  site  as  needed.  A 
contract  for  the  erection  of  all  the  structural  steel  in  the  sub- 
structure has  been  awarded  to  the  Jobson-Hooker  Co.,  of  No. 
1170  Broadway,  who  is  to  complete  the  work  in  two  years' 
time.  The  Jobson-Hooker  Co.  was  the  contractor  for  the  Penn- 
sylvania, New  York  &  Long  Island  R.  R.  Co.  In  the  erection 
of  the  four  steel  caissons  for  the  shafts  of  the  East  River 
tunnels. 
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Hedden   Construction    Co.  Will   Build  the   Broadway- 
Cortlandt. 

BROADWAY. — The  general  contract  for  the  erection  of  the 
new  Broadway-Cortlandt  Building,  which  has  been  under 
negotiation  for  some  months,  was  awarded  this  weeli  to  the 
V.  J.  Hedden  &  Sons  Co.,  No.  1  Madison  av.  This  contract, 
which  includes  the  construction  and  instaDation  of  every  por- 
tion of  the  building,  involves  the  expenditure  of  $3,400,000. 
Work  upon  the  n&w  structure  is  to  be  begun  immediately,  as 
soon  as  plans  have  been  linally  approved  by  the  Bureau  of 
Buildings,  and  it  is  expected  that  the  contract  for  supplying 
the  steel  work  will  be  awarded  within  the  near  future.  The 
f;xact  dimensions  which  the  structure  will  cover,  it  is  belie\-ed, 
will  equal  in  floor  space  any  building  in  the  downtown  district, 
as  it  will  cover  an  area  of  27,000  sq.  ft.,  a  little  less  than  the 
Broad-Exchange  Building.  Along  Cortlandt  Bt  it  w'ill  front 
209.1',i  ft.,  lOo.Gy,  ft.  on  Church  st,  with  a  Broadway  outlet  of 
37.0%  ft-  In  height  it  will  contain  26  stories  in  Cortlandt  st, 
with  a  tower  roof  rising  to  33  stories.  There  will  be  twenty- 
three  electric  elevators  running  first  from  the  first  to  the  ninth 
story,  then  the  ninth  to  seventeenth  and  seventeenth  to  the 
twenty-fifth  story.  The  floors  will  be  of  the  Roebling  system, 
one  part  Portland  cement,  two  and  one-half  parts  sand,  and 
six  parts  steam  cinders.  The  exterior  will  be  in  Indiana  limestone 
from  the  first  to  the  fifth  story,  and  the  rest  in  light  brick, 
the   total   height   being   3C0.C   ft.   from   the   curb   level.      Robert 

E.  Dowling    is    president    of    "the     Broadway-Cortlandt    Com- 
pany," which   is  the  owner;  A.  L.  Dean,  vice-president;   Edward 

F.  Clark,   secretary.      Francis  H.   Kimball,   71   Broadway,   is   the 
architect,  and  Wm.  C.  Tucker,   l.jU  '5th  av,  sanitary  engineer. 


Work  on  Lackawanna  Ferry  House   Progressing. 

Work  on  the  new  fc>rry  house  for  the  Lackawanna  Railroad, 
which  is  being  erected  at  the  foot  of  Hudson  pi,  Hoboken,  is 
progressing  slowly  but  surely.  A  force  of  only  UO  men  is  at 
work.  The  artificial  land  will  run  out  as  far  as  the  new  inside 
dock  line,  where  the  new  sea  wall  of  stone  and  concrete  is 
being  built.  After  the  'sea  wall  is  marked  oft  pilings  are  driven 
and  heavy  timbers,  about  12  inches  square  and  10  to  IS  ft.  in 
length  are  laid  across  the  tops  of  the  pilings.  These  are  crossed 
and  recrossed,  making  as  firm  a  foundation  as  possible.  On  top 
of  this  goes  the  crushed  stone  and  concrete.  The  wall  at  the 
bottom  is  6  ft.  thick  and  at  the  top  4  ft.  Between  the  new  sea 
wall  the  pilings  are  being  cut  off  and  blocks  of  heavy  timbers, 
sand,  stone  and  other  material  are  being  used  to  make  the  arti- 
ficial land  and  force  the  river  back.  The  ferry  house  is  to  be 
built  entirely  of  steel  and  concrete. 


First  Contract  Let  on  tlie  Singer  Building. 

BROADWAY. — The  first  contract  so  far  let  for  the  Singer 
Building  improvements,  at  the  northwest  corner  of  Broadway 
and  Liberty  st,  which,  it  is  estimated,  will  cost  o%'«r  $2,000,000, 
is  that  for  the  foundations,  to  the  Foundation  Company,  No. 
32  Nassau  st.  It  is  now  expected  that  the  steel  contract  will  be 
awarded  without  further  delay.  As  previously  reported,  the 
Singer  tower  will  r;se  to  a  height  of  40  stories,  00x00  ft.  in 
size,  and  a  14-sty  annex,  52.10x100.2  ft.,  will  be  erected  at  Nos 
91-93  Liberty  st.  No  other  contracts  have  been  awarded.  Ernest 
Flagg,  35  Wall  st,  is  the  architect.  Another  large  building 
project  immediately  coming  on  is  the  new  City  Investment  Com- 
pany Building,  at  Broadway  and  Cortlandt  st.  The  steel  con- 
tract for  this  is  expected  to  be  let  in  a  few  days. 


A  Reinforced  Concrete  Contract. 

The  Citizens'  Bank  of  Alameda,  Cal.,  one  of  the  most  progres- 
sive banks  on  the  Pacific  Coast,  has  awarded  the  contract  for 
the  construction  of  a  large  reinforced  concrete  bank  building  to 
Frank  B.  Gilbreth,  of  No.  34  West  26th  st,  New  York,  upon 
w:hose  advice  it  was  decided  to  build  the  entire  structure  of 
reinforced  concrete,  making  it  eartliquake-proof  as  well  as  fire- 
proof. The  work  will  be  done  on  the  basis  of  cost-plus-a-fixed- 
sum,  the  only  basis  on  which  Mr.  Gilbreth  solicits  and  executes 
work. 


Apartments,  Flats  and  Tenements. 

_84TH  ST. — Parnass  &  Dellon,  No.  1787  Lexington  av,  will  erect 
at  Nos.  233-237  East  S4th  st,  two  6-sty  flat  buildings,  34x89.2 
ft.,  to  cost  .fCO.OOO.  Geo.  Fred  Pelham,  No.  503  5th  av,  is  archi- 
tect. 

6GTH  ST. — David  Lenten,  No.  92  St.  Nicholas  av,  will  build  on 
the  south  side  of  60th  tt,  310.8  ft.  east  of  2d  av,  a  6-sty,  22- 
family  flat,  33.4x87.5  ft.,  to  cost  .$36,000.  Geo.  Fred  Pelham, 
No.  503  5th  av,  is  planning. 


TROOP  AV. — Maximilian  Zipkes,  147  4th  av,  Manhattan, 
has  plans  for  three  5-sty  and  basement  fiats,  to  be  erected  on 
a  plot  corner  of  Troop  av,  Brooklyn,  125x100  ft.,  for  B.  Springer, 
114  St.   Mark's  pi,  to  cost  $135,000. 

ST.  NICHOLAS  AV.— Geo.  Frr-d  Pelham,  No.  503  5th  av,  is 
making  plans  for  two  5-sty  flats,  37,6x88  ft.,  for  Robert  Coble, 
of  New  Rochelle,  N.  Y.,  to  be  erected  on  the  west  side  of  St. 
Nicholas  av,  25  ft.  soath  of  173d  st,  to  cost  $70,000. 

HOUSTON  ST.— Henry  G.  Harris,  No.  3  East  17th  st,  is  pre- 
paring plans  for  two  G-sty  tenements,  37x87.0  ft.,  for  Lowe  & 
JoriBch,  No.  200  East  116th  st,  to  be  erected  on  the  west  side 
of  Houston  st,  100.1  ft.  west  of  2d  av,  to  cost  $90,000. 

134TH  ST.— Frederick  E.  Glasser,  No.  70  Manhattan  av,  is 
making  plans  for  five  5-sty  flats,  48x87.11  ft.,  for  Liebermann 
&  Rosenthal,  No.  7  West  120th  st,  to  be  erected  on  the  north 
side  of  134th  st,  375  ft.  west  of  Amsterdam  av,  to  cost  $200,000. 

67TH  ST.— Rubinsky  &  Jafte,  No.  112  East  Broadway,  will 
build  on  the  south  side  of  G7th  st,  100  ft.  west  of  West  End  av, 
a  row  of  five  0-sty  flat  buildings,  40x87.5  ft.,  at  an  estimated  cost 
of  $225,000.  Stern  &  Morris,  No.  1133  Broadway,  are  now  plan- 
ning. 

107TH  ST.— Wm,  Gildersleeve,  835  Broadway,  will  erect  on 
ihe  northeast  corner  of  107th  st  and  Kelley  av  three  .'i-sty  and 
cellar  flats,  steam  heat,  baths,  gas  ranges,  to  cost  about 
$100,000,  No  contracts  let.  Louis  C.  Maurer,  22  East  21st  st, 
is  architect. 


Dwellings. 

GLOVER  ST. — Maximilian  Zipkes,  147  4th  av,  has  plans  for 
a  2-family  dwelling  to  be  erected  on  the  south  side  of  Glover 
st,  70  ft.  west  of  St.  Raymond  av,  to  cost  about  $7,000. 

5TH  AV. — No  building  contract  has  yet  been  is'sued  for  the 
new  5-sty  residence,  40x01.10  ft,,  which  General  Lloyd  S,  Bryce, 
24  East  81st  st,  is  to  build  at  No,  1025  5th  av,  at  a  cost  of 
$80,000,  Plans  by  Ogden  Codman,  Winsor  Arcade,  571  5tli  av, 
call  for  a  fn.nt  of  Indiana  limestone  and  light  brick,  with  blue 
stone  coping,  tile  roof,  steam  heating,   etc. 


Churches. 

The  St.  Peter's  R.  C.  Church,  Merchantville,  N.  J.,  will  build  a 
fine  1-sty  stone  edifice.  C.  Schnell  &  Co,,  Drexel  Bldg.,  Phila- 
delphia, Pa.,  have  the  contract. 

8TH  ST.— The  .Sixth  Avenue  Methodist  Episcopal  Congrega- 
tion will  erect  a  new  church  at  the  northwest  corner  of  8th  st 
and  Gth  av,  Brooklyn,  1-sty,  80x94.8  ft.,  brick,  stone  and  marble, 
to  cost  $08,000,     G.  W,  Constable,  No,  35  Wall  st,  is  architect. 

NOSTRAND  AV. — Plans  are  now  ready  by  Dodge  &  Brown 
and  K.  M,  Murchison,  No.  1135  Broadway,  associate  architects, 
for  a  church  edifice  for  the  Bedford  Presbyterian  Congregation, 
to  be  erected  on  the  east  side  of  Nostrand  av,  near  Dean  st, 
-Brooklyn,  Isty  and  basement,  brick,  stone,  to  cost  $05,000. 

WASHINGTON  AV . — Messrs.  Gillespie  &  Carrel,'  No.  1123 
Broadway,  have  drawn  plans  for  a  3-sty  brick,  cellar,  basement 
extension,  24x46  ft,  new  piers,  and  raising  8  ft.  the  1-sty  church 
of  the  Tj-emont  Upper  Morrisania  Methodist  Episcopal  Church, 
Washington  av,  southwest  corner  178th  st,  at  a  cost  of  $35,000. 
C.   M.   Combs,  is  president  Board  of  Trustees.     . 


Mercantile. 

OTH  AV. — H.  W.  Gordon,  No.  131  West  80th  st,  intends  tear- 
ing down  his  6th  av  property,  Nos.  388-390  0th  av,  and  No.  50 
West  24th  st,  forming  an  L.  He  will  make  one  building  out  of 
them  for  store  and  loft  purposes. 

■2D  AV.. — F.  Wm.  Fischer,  No.  24  East  23d  st,  is  preparing 
plans  for  an  8-sty  fireproof  loft  building,  00x115  ft.,  for  Reisch- 
mann  &  Son,  No.  362  2d  av,  to  be  erected  at  the  southwest  cor- 
ner of  2d  av  and  21st  st.     No  contract  let. 

37TH  ST. — No  contracts  have  yet  been  awarded  for  the  10- 
sty  store  and  loft  building,  51x85  ft.,  which  Thomas  R.  Ball, 
60  West  23d  st,  will  build  at  Nos.  30-38  West  37th  st,  esti- 
mated to  cost  .$"200,000.  The  exterior  will  contain  Indiana 
limestone  for  the  first  and  second  stories,  and  front  brick, 
with  stone  trim,  will  be  used  above.  The  interior  will  contain 
electric  elevators,  steam  heat,  electric  lights,  etc.  There  will 
be  a  composition  roof,  copper  cornices,  and  two  old  buildings 
will  be  demolished.  Messrs.  Townsend,  Steinle  &  Haskell,  29-33 
East  19th  st,  are  the  architects. 


Stables. 

DOWNING  ST. — The  Abingdon  Construction  Co.,  3.'5S  West 
4th  st,  will  erect  a  2-sty  and  cellar  stable  on  the  plot  45-47 
Downing  st,  30x90  ft.,  at  a  cost  of  about  $13,000.  Louis  C. 
Maurer,  22  East  21st  st.  Is  architect. 
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49TH  ST. — Jay  H.  Morgan,  Fuller  Building.  Broadway  and 
2.3d  St,  is  receiving  figures  on  the  3-Bty  fireproof  stable,  75x100 
ft,  which  the  Vacuum  Cleaner  Co.,  No.  427  5th  av,  will  build 
at  Nos.  404-408  East  49th  st.     No  contract  let. 


Alterations. 

S2D  ST. — M.  Ziplies  has  plans  for  alterations  to  No.  342  East 
82d   st  for  Rubin  Bros.,   owners,   to  cost  $0,000. 

13TK  ST.— F.  A.  G'erber.  No.  2S7  4th  av,  has  plans  for  $15,000 
worth  of  alterations  to  tlie  hotel,  east  side  of  13th  st,  40  ft.  south 
of  24tU  st,  for  Chas.   Beckmann,   No.   112  3d  av. 

WEST  END  AV. — Messrs.  Stoughton  &  Stoughton,  No.  96  5th 
av,  have  completed  plans  for  $10,000  worth  of  alterations  to  the 
4-sty  dwelling.  No.  001  West  End  av,  for  Thomas  Dwyer,  SOth 
st  and  Broadway. 

3STH  ST.— Brandt  &  Mooney,  3d  av  and  85th  st,  have  plans 
ready  for  $15,000  worth  of  alterations  to  No.  19  West  38th  st 
for  D.  Parmly,  Oceanic,  N.  J.  Edward  K.  Kumke,  22  West 
35th  st,   is  lessee.     No  contract  let. 

107TH  ST. — M.  Zipkes  has  plans  to  alter  the  two  buildings 
for  Ida  Solomon  Nos  301-303  East  107th  st,  at  a  cost  of  $6,000. 

HOUSTON  ST.— M.  Zipkes  has  plans  to  alter  Nos.  199-201 
East  Houston  'st,  at  a  cost  of  $6,000.  G.  W.  Folsom,  Lenox, 
Mass.,  owner. 

J.  P.  Merrism,  29  West  64th  st,  Manhattan,  will  erect  a 
frame  annex  to  the  "Ardsley  Liodge,"  at  Ardsley  Heights,  N.  T., 
28x68  ft.,  1-sty  high,  at  a  cost  of  $2,000.  He  will  also  erect  two 
1-sty  bungalows,  26x20  ft.,  at  a  cost  of  $1,500  each.  Louis  C. 
Maurer,  22  East  2lBt  st,  is  architect. 


Miscellaneous. 

Mark  Twain  has  bought  the  old  Noah  Sherwood  home,  a  tract 
of  110  acres,  at  West  Redding,  Conn.,  and  will  erect  a  $30,000 
mansion  of  stone. 

Messrs.  Whitfield  &  King,  160  '."ith  av,  have  completed  plans 
and  are  now  receiving  bids  on  a  branch  library  to  be  erected 
at  Wissahickon,  Pa. 

The  Atlantic  City,  N.  J.,  T.  M.  C.  A.,  W.  B.  Griffin  in  charge, 
will  invite  competitive  plans  for  a  Y.  M.  C.  A.  building,  to  be 
erected  at  a  cost  of  $100,000 

Guy  King,  of  Philadelphia,  Pa.,  is  preparing  pians  for  an 
addition  to  Briarcliff  Lodge  at  Briarcliff  Manor,  N.  Y.,  for  W. 
W.  Law.  Th'e  structure  will  be  4  stys  high,  of  reinforced  con- 
crete, 90x425  ft.,  and  cost  $1.50,000.  Bids  will  be  received  from 
New  York  contractors. 

J.  G.  White  &  Co.,  43  Exchange  pi,  Manhattan,  have  been 
appointed  by  the  U.  S.  Govsrnment  to  prepare  plans  and  speci- 
fications and  assist  the  Federal  engineers  in  the  selection  of 
drawings  for  the  new  power  plant  to  supply  light,  heat  and 
power  to  the  Congressional  buildings  in  Washington,  D.  C. 

Kirby,  Petit  &  Green,  No.  35  West  31st  st,  Manhattan,  have 
completed  plans  for  a  13-room  $10,01.10  residence  for  Judge  Josiah 
Mareau.  of  the  New  York  State  Supreme  Court,  to  be  erected  at 
Greens  Farms,  Conn.  Two  large  barns  on  the  place  will  be  re- 
moved and  rebuilt.  E.  Berger  &  Co.,  of  Norwalk,  Conn.,  have 
obtained   the  general  contract  for  the  work.  • 


Estimates  Receivable. 

W.  W.  Slack,  18  East  State  st,  Trenton,  N.  J.,  is  taking  figures 
on  a  4-sty  warehouse,  170x75x120  ft.,  for  the  Monument  Pottery 
Co.,  to  be  erected  at  Trenton.     No  contract  let. 

ROSE  ST.— Plans  are  ready  by  D'Oench  &  Yost,  No.  289  4th 
av,  for  adding  1  story  to  front,  2  stories  to  the  rear  and  .general 
interior  changes  to  the  office  and  loft  building.  No.  32  Rose  st, 
for  A.   Schroder's  Sons,  Inc.     No  contract  let. 

KENT  AV. — The  Brooklyn  Heights  R.  R.  Co.,  44  Court  st, 
Brooklyn,  is  taking  figures  on  the  general  contract  for  a  4-sty 
fireproof  addition  to  the  power  house  on  Kent  av,  near  Division 
st,  Brooklyn,  150x200  ft.,  on  which  no  contracts  have  yet  been 
awarded. 

Bids  will  be  received  until  Sept.  22  by  J.  G.  White  &  Co.,  43 
Exchange  pi,  Manhattan,  for  furnishing  material  and  installing 
underground  line  for  the  transmission  of  electric  current  from 
the  engine  room  of  the  State  Capitol  to  the  boiler  house  of  the 
Executive  Mansion,  Albany. 

DUNCOMBE  AV. — Figures  on  revised  plans  are  being  received 
by  Adolph  Mertin,  .33  Union  sq,  for  the  2-sty  manufacturing 
building,  100x125  ft.,  for  the  estate  of  Louis  Fleischman,  to  be 
erected  at  the  soutlieast  corner  of  Duncombe  av  and  Elizabeth 
st,   Williamsbridge,    N.    Y.      No   contract   let. 

The  city  will  soon  advertise  for  bids  for  the  erection  of  two 
new  public  school  buildings,  one  to  be  situated  on  the  north- 
east corner  of  Stanton  and  Forsyth  sts,  five  stories,  199x100 
ft.,  tile  and  pebble  roof,  to  cost  $320,000;  and  another  on  the 
south  side  of  57th  st,  100  ft.  west  of  2d  av,  100x61x36,  to 
cost  $125,000.     C.  B.  J.   Snyder,  500  Park  av,  is  architect. 


WATER  ST.— Schickel  &  Ditmars,  111  5th  av,  have  com- 
pleted plans  and  will  take  bids  for  the  erection  of  the  two 
5-sty  .  buildings  (school  and  wagon  shed),  which  the  Free 
School  for  Crippled  Children,  26  West  76th  st,  will  erect  at 
Nos  643-645  Water  st,  at  a  cost  of  $75,000.  The  buildings  will 
be  fireproof,  with  slag  roof,  steam  heat,  etc.  Mrs.  Henry  Gold- 
man, 26  West  76th  st,   is  president. 

CEDAR  «T.— Francis  H.  Kimball,  No.  71  Broadway,  Is  archi- 
tect for  $30,000  worth  of  improvements  to  the  13-sty  office 
building,  south  side  of  Cedar  st,  88.10  ft.  west  of  William  st, 
for  the  Continental  Insurance  Co.,  Nos.  44-48  Cedar  st,  for  which 
no  contracts  have  yet  been  issued.  One  story  will  be  added  over 
the  entire  structure,  making  it  14  stories  in  all.  Henry  Evans 
is  president,  and  E.  L.  Ballard  secretary  for  the  company. 

72D  ST. — William  Emerson,  81  Madison  av,  has  plans  ready 
for  figures  on  general  contract  for  the  2-sty  fireproof  bank, 
20x92.2  ft.,  which  the  Nineteenth  Ward  Bank,  57th  st  and  3d 
av,  is  to  erect  on  the  south  side  of  72d  st,  130  ft.  west  of  3d 
av,  at  a  cost  of  $25,000.  The  exterior  will  be  in  Vermont 
marble  and  granite,  with  a  tile  roof,  and  one  old  building 
will  be  demolished.  No  contract  let.  Theodore  L.  Van  Norden 
is    president. 


Contracts  Awarded. 

Tne  New  York  Watch  Co.  has  awarded  to  Doyle  &  Doak,  of 
Philadelphia,  Pa.,  the  general  contract  to  build  a  4-sty  brick 
warehouse,  350x50  ft.,  at  Jersey  City,  N.  J.,  to  cost  about 
$65,000. 

62D  ST.— W.  &  W.  F.  Crockett,  2  East  58th  st,  have  ob- 
tained the  contract  fur  extensive  alterations  to  the  3-sty  resi- 
dence No.  156  East  U2d  st  for  Mrs.  W.  G.  Domlnick,  35  East 
57th   St. 

27TH  ST. — William  Whisten,  859  6th  av,  has  received  the 
contract  to  improve  the  4-sty  building  242  East  27th  st  for 
Lena  Geis,  of  Rutherford,  N.  J.  M.  J.  Fitz  Mahoney,  29  West 
42d    St.    architect. 

74TH  ST.— Wm.  F.  Dixon,  156  5th  av,  has  obtained  the 
contract  for  Improvements  to  the  4-sty  residence  No.  30  East 
74th  st  for  Anna  R.  Marcus,  70  West  55th  st,  from  plans  by 
George  A.  Glaenzor,   33  East  20th  st. 

5TH  AV.— Donald  Mitchell,  306  West  53d  st,  has  obtained  the 
general  contract  to  erect  a  1-sty  rear  extension,  26.9x67.9  ft., 
to  the  4-Bty  salesroom  and  art  galleries  No.  712  5th  av  for  the 
Fifth  Avenue  Presbyterian  Church,  5th  av  and  55th  st,  from 
plans  by  Albert  S.  Gottlieb,  156  5th  av.  The  estimated  cost  Is 
about  $20,000. 

The  Stayman  Manufacturing  Co.,  of  Jersey  City,  has  just 
awarded  to  the  Underwriters'  Engineering  &  Construction  Co., 
No.  1170  Broadway,  Manhattan,  a  contract  for  the  construction 
of  a  large  machine  and  forge  shop.  The  buildings  throughout 
will  be  constructed  of  reinforced  concrete.  The  plant  will  be 
constructed  on  the  cost-plus-a-fixed-sum  basis. 


Bids  Opened. 

Bids  were  opened  by  the  Commissioner  of  Docks  for  the 
dredg'ing  and  building  of  the  Brooklyn  terminal  of  the  39th  st 
ferry,  for  which  Bernard  Rolf  &  Co.,  39  Cortlandt  st,  at  $253,-  ■ 
333,  was  lowest  bidder.  Contracts  have  also  been  awarded  by 
the  Commissioner  to  Messrs.  Harlan  &  Hollingsworth,  No.  11 
Broadway,  for  the  three  new  ferry  boats  for  the  39th  st  ferry, 
each  to  cost  approximately  $215,000. 


BUILDING      NOTES 


Portland   cement   is   taking  another  upward   flight. 

Walton  I.  Aims,  civil  engineer,  has  opened  an  office  at  45 
Broadway,   Manhattan. 

If  in  doubt,  buy  brick.     In  fact,   all  building  materials.     The  \ 
summer's  relaxation  will  soon  be  over. 

The  firm  of  G.  F.  Pearsall  &  Co.  has  organized  with  head- 
quarters at  1.36  Liberty  st,  to  carry  on  a  general  mechanical  and 
electrical  supply  business. 

Manufacturers  of  structural  steel  report  the  demand  strong 
and  well  distributed.  The  contracts  being  placed  indicate  that 
buyers  feel  confident  that  prices  will  be  maintained  far  Into 
the  future. 

H.  Mindlin,  No.  3  2d  av,  near  Houston  st,  architectural  iron 
worker,  makes  a  specialty  of  power  ventilating  wheels  and 
blowers.  He  is  also  equipped  to  give  prompt  attention  to  all 
kind  of  alterations  and  repairs.     Telephone  2402  Orchard. 

After  May  1,  1907,  the  Carnegie  Trust  Co.,  now  occupying 
temporary  offices  at  No.  25  Broad  st,  will  remove  to  the  Trinity 
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Building,  No.  Ill  Broadway.  Tlie  company  will  conduct  a 
general  bankiner  and  trust  business.  C.  C.  Dickinson,  of  the 
Colonial  Trust  Co.,   St.   Paul  Buildinsf,   is  interested. 

Mayor  Johnson,  of  Paterson,  N.  J.,  on  Aug.  24  appointed  a 
committee  of  citizens,  including  members  of  the  Board  of 
Aldermen,  Taxpayers'  Association,  Manufacturei-s  and  Citi- 
zens, to  confer  with  N'ewark  as  to  the  framing  of  a  suitable 
bill  for  presentation  to  the  Legislature  providing  for  sewage 
disposal.  This  committee  will  be  called  upon  to  devise  means 
for  thc:  purification  of  the  Passaic  River. 

William  B.  Norman,  G9  years  old,  who  died  Aug.  12  at  his 
home,  121  East  29th  st,  New  York  City,  was  one  of  the  first 
men  in  this  country  to  start  public  sales  of  antiques  and  bric-a- 
brac.  He  is  credited  with  having  been  more  responsible  than 
any  other  man  for  stripping  the  South  of  its  old  furniture. 
He  established  the  Fifth  Avenue  Auction  Galleries  in  1883, 
and  later  the  Tiffany  Studios  on  5th  av. 

The  September  issue  of  the  Architectural  Record  is  a  special 
number  treating  of  the  work  of  the  firm  of  McKim,  Mead  & 
White.  The  number  marks  the  twenty-fifth  year  of  existence 
of  the  firm,  and  supplements  in  a  measure  another  number 
of  the  magazine,  that  of  May,  189.5,  treating  of  the  firm's  ac- 
complishments up  to  that  year.  The  illustrations,  including 
many  New  York  buildings  that  we  know  so  well  by  sight, 
are  a  feature  that  will  make  this  number  not  only  of  popular 
interest  but  of  value  to  architects. 

Mr.  Eli  Benedict,  architect,  will  conduct  the  class  in  archi- 
tectural drawing  in  the  night  school  at  the  23d  st  Y.  M.  C.  A. 
during  the  coming  season  as  heretofore.  This  class  will  meet 
on  Monday  and  Thui-sday  evenings,  7.30  to  9.4o  o'clock  from 
October  1,  1900  to  May  29,  1907.  The  work  is  intended  to  help 
young  draftsmen  and  beginners  in  the  study  of  architecture. 
Particulars  as  to  terms,  etc.,  may  be  had  on  application  by 
mail  or  in  person  to  the  office  of  the  Educational  Director  of 
the  23d  st  Y.  M.  C.  A.,  No.  215  West  23d  st.  New  York.  Mr. 
Benedict  will  also  continue  during  the  coming  season  an  office 
class,  which  has  been  conducted  during  the  past  summer,  in 
his  drafting  room  at  No.  1947  Broadway  (GCith  st).  This  clas's 
will  meet  outside  of  business  hours  at  the  convenience  of  mem- 
bers. 

Mr.  Shaw,  of  the  well-known  parquet  floor  concern,  J.  B. 
Shaw  &  Co.,  upon  being  asked  to  what  was  attributable  the  great 
success  of  his  bu.siness  replied:  "I  believe  it  is  long  experience, 
ambition  and  determination  to  achieve  a  name  and  prominence 
in  the  trade;  also  the  special  stress  to  manufacture  the  best 
goods    in    this    country.      To    this    end,   such    unchangeable    ex- 
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11^5^"^  Twelve  years  ago  a  special  number  of  the  Archi- 
tectural Record  was  devoted  to  a  consideration 
of  the  work  of  McKim,  Mead  &  White  at  that  date. 
Although  the  magazine  was  published  at  25  cents,  copies 
subsequently  commanded  a  premium  of  $  1  0. 


cellence  of  work,  absolute  fidelity  to  every  obligation  incurred, 
that  every  customer  will  prove  our  best  advertiser,  and  to  be 
satisfiod  with  a  small  margin  compatible  with  safe  business. 
Further  he  said:  Business  is  very  brisk  at  present.  We  are 
finishing  a  large  contract  entrusted  to  us  by  Architect  C.  P.  H. 
Gilbert  in  the  residence  of  Wm.  P.  Clyde,  1  West  Slst  St. 
White  mahogany,  Circassian  walnut,  teak  wood  and  oak  her- 
ring bone  being  used  throughout  the  house.  We  also  have 
under  way  the  F.  P.  oak  herring  bone  floors  of  about  20M. 
sq.  ft.  in  the  Knickerboclter  Hotel,  Broadway  and  42d  sts. 
This  contract  wa'S  entrusted  to  us  by  Herts  Bros.,  decorators, 
nth  av." 

Advertisements  for  bids  for  new  buildings  and  grounds  at 
Fort  Hamilton  may  soon  be  expected.  Not  only  are  the  officers' 
quarters  to  be  entirely  rebuilt  and  other  old  buildings  replaced 
by  modern  structures,  but  the  grounds  are  to  be  beautified  and 
the  parade  ground  and  surrounding  land  be  laid  out  like  a 
beautiful  park.  One  gateway  will  be  placed  in  Marnie  av  and 
another  at  100th  st,  and  every  effort  will  be  made  to  turn  the 
grounds  into  a  spot  which  will  delight  visitors  to  the  reservation. 

A  large  hotel  is  to  be  built  at  Fort  Hamilton.  In  designing 
the  hotel  the  architects  are  providing  for  winter  use,  as  well  as 
summer.  Behind  the  project  are  several  Western  capitalists. 
The  firm  of  D.  C.  Michel  &  Co.,  real  estate  agents,  at  5th  av  and 
90th  st,  Brooklyn,  are  in  charge  of  the  project  and  have  been 
entrusted  by  the  promoters  with  all  the  details  of  the  building. 
Contracts  not  yet  awarded.  Taken  in  connection  with  the  sta- 
bility of  the  present  boom  in  Fort  Hamilton,  the  Improvements 
at  the  reservation,  the  erection  of  the  new  hotel  and  the  immi- 
nence of  the  4th  av  subway  station  promise  wealth  to  those 
who  are  investing  in  property  at  the  prevailing  prices. 
• 

Public  Improvements  in  Brooklyn. 

The  following  are  some  of  the  contracts  entered  into  this  season 
by  the  borough  officers  for  street  improvements.  The  estimated 
cost  and  nature  of  the  work  are  stated: 

Estimated 
Repaying    with    Asphalt    on    Concrete.  Cost. 

Degraw  st,   from  Franklin   to   Nostrand   av $13,740.80 

Hopkinson   av,    from   Broadway   to    Marion    st 22.808.00 

Fifth  st,  from  7th  av  to  Prospect  Park  West 9,349.95 

Kosciusko  pi,   from  Kent  av   to   easterly  terminus 1,408.20 

Bleecker    st,    from    Bushwick    to    Knickerbocker    av 17,153.50 

Troutman    st,    from   Evergreen    to   Hamburg  av,    &c 18,888.55 

Cornelia   st,    from   Broadway    to   Central   av 12,058.00 

Duftield  st,   from  Nassau   st   to  285  ft  s.   of  Concord  St..     4,272.00 

Bridge    road,    from    Sands    to    Navy    st.    &c 12,015.00 

Bergen    st,    from    Schenectady    av    to    Eastern    Parkway..   37,230.00 

Meserole   av,   from   Guernsey   to   Franklin   st 4.008.35 

Jewel   st,   from   Nassau   to   Norman   av 3,589.60 

India   st,    from   West   to    Oakland   st 13,665.10 

Tompkins   av.    from   Pulaski   st   to   Flushing   av 11,995.80 

Rogers   av,   from   Bergen   st   to   Park  pi 4,172.60 

Harrison   av,    from   Hewes   st   to   Flushing  av 13,892.20 

Prospect   pi,    from   Grand    to   Franklin   av 13.448.20 

Windsor   pi,   from   10th   av   to   15th   st 10,259.50 

Sumptor   st,   from  Fulton   st  to   Hopkinson  av 24,652.20 

North    10th    st,    from   Driggs    to   Union    av 5,801.60 

South   10th   st,   from  Kent   to   Bedford   av 7,018.80 

Junius  st,  from  East  New  York  to  Pitkin  av 9.534.50 

Linden    st,    from    Broadway    to    Bushwick   av 4,054.60 

Humboldt    st,    from   Grand   st   to   Meeker   av 19,392.50 

*  Grove    st,    from    Hamburg   to    Myrtle    av 8.039.10 

Chester   st,   from   East  New  York  av  to  Hunterfly  road..   13,726.00 

Evergreen  av,  from  Willoughby  av  to  George  st 6,234.80 

Third    pi,    from    Henry    to    Smith    st 8,724.00 

Kosciusko    st,    from    Bedford    to    Throop    av 26.800.50 

Hopkinson  av.  from  Fulton  st  to  264  ft.   s.  of  Herkimer.     3,704.10 

Himrod   st,   from   Bushwick   to   Myrtle   av 12,259.30 

Freeman  st,   from  Manhattan  av   to  Oakland   st 4,763.30 

Repaying   with  Asphalt   Blocks   on  Concrete. 

Rogers   av,    from   Malbone    to    Montgomery   st 5,041.20 

Hopkinson    av,    from    Marion    to    Somers    st 9,556.70 

Fifty-fifth    St.    from    5th    to    6th    av,    &c 39,237.60 

Forty-ninth  st,  from  3d   to  4th  av 6,318.85 

Evergreen  av,  from  George  to  Flushing  av 9,937.50 

Thirteenth    st,    from    4th    to    8th    av,    &c 37,615.70 

Paving  with  Asphalt  on  Concrete. 

West  9th  st,   from  Clinton  to  Henry  st 1,801.50 

Pitkin   av,   from   Linwood   st   to   Lincoln   av 27,466.25 

Fortieth  st,   from  New   Utrecht  to   Fort   Hamilton   av 4,292.00 

Logan   st,    from   Jamaica    to    Atlantic   av 13,227.50 

Norwood   av,   from   Atlantic    to   Jamaica   av 11,676.40 

Eighth  st,   from  8th  av  to  Prospect  Park  West 3,41'7.60 

Hopkinson   av,    from    E.    Parkway   extension   to   Blake   av.  15,158.00 

Seventy-fourth   st,   from   3d    to   4th   av 3,303.50 

Glen  st,  from  Railroad  to  Euclid  av 5,084.50 

Dumont  av,  from  Rockaway  av  to  Powell  st 8,383.80 

Grading,   Curbing  and  Laying  Sidewalks. 

Lott  st,  from  Vernon  av   to  Beverley  road 2,864.05 

Prospect   pi,   from   Ralph    av    to    Eastern   Parkway 8,645.35 

Foster  av,  from  Coney  Island  av  to  East  14th  st,  &e 8,799.72 

Etna   st,    from   Hale   to    Norwood   av 1,029.81 

Sutter   av,    from   Saratoga    to   Howard   av 3,613.47 

Dean   st,   from   Saratoga   to   Rockaway   av 5,354.55 

Avenue    D,    from    Flatbush    to    Rogers    av 4,031.70 

Belmont   av,   from  Elton   to   Chestnut   st 9,342.07 

Eleventh   av,   from   0."ith   to   69th   st 5,161.53 

Fifty-fifth   st,   from   llih   av   to  Kouwenhoven   lane 5,877.00 

Seventy-third   st,   from   New   Utrecht   to   18th   av 2,949.30 

Sixty-fourth    st,    from    3d    to    4th    av 2,511.65 

Grant   av,    from   Jamaica    to   Liberty   av 15,528.90 

East  5th  st,  from  Greenwood  to  Fort  Hamilton  av 2,085.10 

Thirty-eighth    St.    from   3d    to    5th    av 5,513.98 

New  Jersey  av,  from  Jamaica  av  to  Highland  Boulevard.  1,573.06 

Elmore  pi,  from  Farragut  road  to  Gleuwood  road 1,315.50 
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WE    CAN   TELL   YOU  — 

Who  Are  Buying 
What  They  Are   Buying 
When  They  Are  Buying 

Regarding  any  Building  Material  whatsoever  and  thus  aid  you  materially  in  the 

SALE  OF  YOUR  PRODUCTS 

T^ODGE  REPORTS  are  to-day  the  basis  and  starting  point  of  the 
^-^  Sales  Departments  of  most  of  the  big  material  firms  that  secure 
the  big  contracts;  because  with  Dodge  Reports  they  are  first  in 
the  field,  fortified  with  specific  information,  and  lose  no  time  through 
"lost  motion." 

LET    US    SHOW   YOU    OUR    METHOD 

The   E.  W.  DODGE  CO.,  Inc. 

New  York  City         Philadelphia         Pittsburgh         Boston 


Ch 


icago 


Cement  Sidewalks. 

Southwest  side  Cropsey  av,  bet.  23d  and  24tli  avs.  &c...  2,447.76 

East  side  Howard  av,  bet.  Dean  and  Bergen  sts.  &c 2,172.60 

Northeast  side  Cropsey    st,    bet.    23d    av  &  Bay  34th  st,  &c.  2,451.96 

Southeast  side  Gates  av,  bet.  Evergreen  &  Central  avs,&o  1,794.38 

North    side    Hull    st,    bet,  Hopkinson  &  Rockaway  avs,  &c.  2,111.04 

West  side  New  Utrecht  av  bet  39th  st  &  Kouwenhoven  la  1,877.75 

South   side   Troy   av,   bet.   Prospect   and   Park   places,    &c.  003.67 

East  side  Albany  av,  bet.  Degraw  st  and  E.  Parkway,  &c.  1,655.64 

Constructing  Sewers. 

Webster   av,    from   Ocean    Parkway    to    Gravesend   av....  3,397.40 

First   av,   from   Bay   Ridge    av    to   Wakeman   pi 7,264.65 

Third  av,   from  GOth  to  (jlst  st,   &c 20,506.99 

Fifty-fourth   st,    from   (ith    to   7th   av,    &c 1,597.50 

Prospect  st,  from  Vernon  av  to  Beverley  road 1,399.16 

Ninety-seventh  st,   from  Shore  road  to  Marine  av 1,784.66 

Forty-fourth   st,    from   5th   to   6th   av 1.708.74 

East    side   4th    av,    bet.    95th   and   97th    sts 954.92 

Eighty-fourth   st,    from    1st    to   2d   av 1,547.54 

North  side  Parkside  av,  from  St  Paul's  pi  to  Ocean  av,  &o  2,011.66 

Irving    av,    from    Halsey    st    to    Putnam    av 7,115.80 

Clinton  pi,  from  Crescent  st  to  275  ft.  west 803.90 

Dean  st,   from  Saratoga  av   to  summit  e.   of  Saratoga  av.  1,940.40 

Forty-first   st,   from   7th   to   New   Utrecht  av 6,411.48 

Fifty-third   st,   from   13th  to   15th   av,   &c 9,388.30 

Fifty-seventh    st,   from   14th   to    15th   av 1,586.25 

Eleventh    av,    from    18th    st    to    Terrace    pi 1,055.27 

Forty-eighth    st    from  13th  av  to  summit  bet  14th&15th  avs  3,075.15 

President   st,   from   Bedford   to   Rogers   av,   &c 3,722.30 

Decatur  st  from  Knickb'ker  av  to  borough  line  Queens, &c  2,533.86 
Weirfleld  st,  from  Knickerbocker  av  to  boundary  line  bet. 

Brooklyn     and     Queens     boroughs 1,951.01 

Bay   11th   st,   from   Benson   av   to  86th  st 1,767.65 

East  40th  st,   from  Avenue  C  to   Ditmas  av 4,116.35 

Forty-first  st,  from  summit  w.  of  7th  av  to  7th  av 1,072.05 

Thirteenth   av,   from  79th  to  82d   st,   &c 3,603.47 

Eightieth    st,    from    1st    to    2d    av 1,556.52 

Kenmore  pi,  from  Av.  G  to  end  existing  sewer  n.  of  Av.  G.  676.34 

Eighth    av,    from    70th    to    72d    st 1,198.48 

Bowery,    from   Jones   Walk    to    Steeplechase    Walk 7,885.00 

Eighteenth  av,  from  East  4th  st  to  old  New  Utrecht  line.  17,895.75 


and  being  pushed  with  all  the  tremendous  energy  that  brains 
and  unlimited  capital  can  accomplish.  The  physical  conditions 
are  all  in  its  favor.  Most  of  the  land  is  high,  at  some  points 
rising  over  125  ft.  and  breaking  away  in  pleasing  undulations, 
while  the  sea  view  from  many  points  is  simply  superb. 

"Sanitary  arrangements  and  sewage  systems  are  as  perfect 
as  can  be  devised  by  modern  engineering  skill.  The  increase 
in  realty  values  is  evidenced  by  the  fact  that  thousands  of  acres, 
farm  lands  a  few  years  ago,  are  now  city  lots  and  being  rapidly 
built  up.  Subways,  additional  surface  and  elevated  roads  will 
furnish  adequate  transportation  to  all  other  sections  of  the 
city.  A  tunnel  will  connect  it  with  Staten  Island,  which  will 
be  tributary  to  it  in  commerce. 

"The  water  front  will  be  lined  with  great  docks  and  ware- 
houses, where  the  largest  ships  coming  to  this  port  will  con- 
centrate its  commerce.  ^The  area  from  the  shore  line  'to 
4th  av  will  be  one  of  the  great  manufacturing  centres.  It 
will  be  a  terminal  point  for  a  great  railroad  trunk  line.  Third 
and' 5th  avs  will  be  important  arteries  of  trade.  All  east  of 
4th  av  will  be  a  densely  populated  section.  And  Bay  Ridge 
will  continue  to  develop  as  the  home  section.  And  what  are 
the  railroads  doing?  We  answer  by  pointing  to  the  gigantic 
enterprises  of  the  Pennsylvania  comprised  by  the  'establishment 
of  a  car  float  from  Greenville,  N.  J.,  to  05th  st;  the  construc- 
tion of  a  great  freight  tunnel  at  the  foot  of  65th  st;  3,000 
freight  cars  to  be  handled  daily;  freight  delivery  yards  to  be 
created  at  convenient  points;  the  receipt  of  freight  direct  and 
direct  shipments,  which  will  benefit  the  manufacturing  centre, 
which  has  already  begun  to  spring  up  in  South  Brooklyn;  direct 
passenger   connections   with    the   trunk   lines   of   the   mainland.'  " 


Future  of  Bay   Ridge. 

H.  W.  Toothe,  of  033  East  28th  st,  Flatbush,  has  become 
prominently  identified  with  and  is  a  great  believer  in  Bay 
Ridge  property.     Speaking  of  the  future  of  the  section,  he  said: 

"Bay  Ridge  is  pre-eminently  the  only  remaining  high-class 
residential  neighborhood  left  in  Brooklyn,  where  the  busy  Man- 
hattan brain  worker  or  skilled  mechanic  may  find  rest  and 
comfort  after  his  daily  toil.  From  the  busiest  portion  of  the 
South  Side  to  Coney  Island  a  brilliant  future  is  certain.  This  is 
nJb  mere  dream  or  prophecy,  but  a  growing  fact,  well  untjer  way 


The  Index  to  Volume  LXXVII.  of  the  Record 
and  Guide,  covering  the  period  between  January 
1  to  June  '30,  1906,  Is  now  ready  for  delivery. 
Price  ?J.  This  Index  in  its  enlarged  form  iz 
now  recognized  as  indispensable  to  every  one  engaged 
or  interested  In  real  estate  and  building  operations.  It 
covers  all  transactions — deeds,  mortgages,  leases, 
auction  sales,  building  plans  filed,  etc.  Orders  for  the 
Index  should  be  sent  at  once  to  the  oflBce  of  publication, 
14  and  16  Vesey  St. 
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Real  Estate  and  Building  Statistics. 

Th«  following  ar«  th«  comparatlv*  tables  of  Manhattan,  Th« 
Bronx  and  Brooklyn  of  th«  Conveyances,  Mortgages  and  Pr«- 
jacted  Building!  for  th«  corresponding  weeki  of  1905  and  190«: 

MANHATTAN    AND    THE    BRONX. 

CONVEYANCES. 


1906. 
Aug.  31-Sopt.  6,  Inc. 
Total  No.  for  Manhattan. . . .  270 

No.  with  conBlderatlon __       16 

Amount  involved $877,225 

Number  nominal 254 


1905. 
Sept.  ]  to  7.  Inc. 
Total  No.  for  Manhattan  283 

No.  with  consideration. .  19 

Amount  Involved $1,091,850 

NumDer  nominal 264 


Total  No.  Manhattan,  Jan.  1  to  date 

No.  with  consideration,  Manhattan,  Jan. 

1  to  date  

Total  Amt.  Manhattan,  Jan.  1  to  date 

1906. 
Aug.  31-Sept.  6,  Inc. 

Total  No.  for  th»  Bronx 180 

No,  with  consideration ■  ^7 

Amount  involved $46,375 

Numhernomlnal 173 


1906. 
18,382 


985 
$52,171,259 


1905. 
16,287 

1,272 
$62,222,980 


1905. 
Sept.  1  to  7,  inc. 
Total  No.  for  The  Bronx  140 

No.  with  consideration..  17 

Amount  Involved $07,532 

Numhernomlnal 123 


Total  No..  The  Bronx,  Jan.  1  to  date 

Total  Amt.,  The  Bronx.  Jan.  1  to  date... 
Total  IVo.  :nanlialtau  and  XUe 

Bronx.  Jan.  1  to  date 

Total  Amt.  JTIanhattan  and  Tlie 

Bronx,  Jan.  1  to  date 


1908. 
9,079 
$6,349,254 

35,461 

«.5S,.520,.513 


Assessed  Value,  Manbattan. 


Aug. 

Total  No.,  with  Consideration 

Amount  Involved 

Assessed  Value 

Total  No.,  Nominal 

Assessed  Value 

Total  No.  with  Consld.,  from  Jan.  Ist  to  dat» 

Amount  Invi  lv-)d "  " 

Assessed  value "  " 

Total  No.  Nominal "  " 

Asseaaed  Value "  " 

Total  IVo.  for   ivianliattan,  for 

Au^. 

Total  Amt.  for  JTlanbattan  for 

Aue 

Total  No.  IVominal 

Total  No.   for  The    Bronx,    for 

Au^. 

Total  Amt.  for  The  Bronx,  for 

Anp 

Total  No.  Nominal 

MORTGAGES. 

1908. 


1906. 
31-Sept.  6.  Inc. 
16 
$877,225 
$598,000 
254 
$8,075,200 
986 
$52,171,259 
$36,474,775 
15.397 
$505,835,700 

1,J63 

*3,453,?15 
1,195 


893 

$759,038 
H30 


1905. 
9,069 
$10,320,294 

■25,956 

672,543,274 


1905. 

Sept.  1  to  7,  Inc. 

19 

$1,091,850 

$2,062,050 

264 

$7,755,300 

1,272 

$82,222,980 

$44.08u,607 

15  015 

$510,438,834 

1,150 

$2,878,445 
1,072 

660 

$677,793 
577 


■ , Aug.  31-S6pt. 

Manhattan. 

Total  number 253 

Amount  Involved $5,050,978 

No.at6?< 140 

Amount  involved $1,338,206 

No.  at  5';!; 

Amount  involved 

No.   at  5>4% 3 

Amount  Involved $82 ,000 

No.at5*4% 

Amount  Involved 

No.at5?i 47 

Amount  Involved $997,698 

No.  at  4?,'J< 

Amount  Involved 

No.at4i,% 21 

Amount  Involved $992,600 

No.  at  4VH 

Amount  Involved 

No.at4°^ 1 

Amount  involved.  $22,000 

Number  at  S\?< 

Aitount  Involved 

Namber  at  2  isX 

Ameunt  Involved 

No.  without  interest 41 

Amount  Involved $1,618,414 

No.  above  to   Bank,    Trust 

and  Insurance  Companies  22 

Amount  involved $1,531,000 

Total  No.,  Manhattan,  Jan.  1  to  date 

Total  Amt.,  Manhattan,  Jan.  1  to  date 

Total  No. ,  The  Bronx.  Jan.  1  to  date 

Total  Amt.,  The  Bronx.  Jan.  1  to  date 

Total  No.,  TIanbattau  and  The 

Bronx,  Jan.  1  t4»  date  

Total  Amt.  illanliatlan  »»d  The 

Bronx.  Jan.  I  to  date        

Total    No.    for   manhattan   for 

All^. 

Total  Amt.  for  inanhattan  for 

Total'Vo.  for   The    Bronx,  for 

Ausf 

Total  Amt.  for  The  Bronx,  for 

Aug 


inc. .  , Sept.  1  to  7 

Bronx.       Manhattan. 

151  181 

11,065.280  $2,090,706 

47        107 

$220,637       $664,428 


1905 


24 

$109,300 


13 

$489,828 


inc.' 

Bronx. 

81 

$370,088 

31 

$65,883 

1 

$3,5CO 

22 

$91,178 


52 
$513,750 


28 
$349,000 


17 
$150,530 


3 
$118,460 


6 

$302,000 


1 
$12,000 


25 
$103,133 


24 
$285,650 


9 
$47,000 


8 
$105,500 


$251 


18 
§207,800 
19(16. 
13.314 
02.035 
6.664 
$49,493,241 


7 

$79,500 

1905. 

16.084 

$414,273,962 

7,962 

$70,324,386 


19,878 

8301,195,876 

1,206 

$23,411,607 

705 


24,046 

$484,598,348 

661 

$7,462,061 

401 


$4,312,522         $1,615,023 


Total  No.  New  Buildings 

Manhattan 

TheSronx 


PROJECTED   BUILDINGS. 

1906. 
Sept.  1  to  7,  Inc. 

27 

511 


1905. 
Sept.  2  to  8,  Inc. 
45 
20 


Grsnd  total 

Total  Amt.  Ns  .t  Buildings : 


Manhattan. 
The  Bronx . 


Qrand  Total. . 


$5,042,500 
517,100 

$5;e59i600 


65 

$1,640,900 
374,285 

$2,016,lb5 


Total  Amt.  Alterations : 

Manbattan 

The  Bronx 

Grand  total 

Total  No.  of  New  Buildings : 

Manbattan,  Jan.  1  to  date 

The  Bronx,  Jan  1  to  date 

mnhtn-Bronx,  Jan.  1  to  date 

Total  Amt.  New  Buildings  : 

Manhattan,  Jan.  1  to  date .*. .. 

The  Bronx,  Jan.  1  to  date 

nnhtu-Bronx,  Jan.  1  to  date 

T  jtal  Arnt.  Alterations  : 

'Vliibtit-Rronx     .iR-n.  1  to  dat« 

Total    No.    Nm-    Bldg^s.,    man- 
hattan, for  Jul}' 

Total  Amt.   Netv  HIdgs.,  Man- 
hattan, for  July 

Total     No.     New     BIdgs.,     The 
Bronx,  for  July 

Total    Amt.    Neiv    BIdgs.,    The 
Bronx,  for  July- 


$209,100 
14,400 


$223,500 


1,373 
1.638 


3,011 

$9.-.. 287, 180 
21.521,045 

$116,808,225 

$15,899,404 

134 

$7,438,150 

174 

$1,999,650 


$140,032 
99,150 

$245,182 

1.808 
1.646 

3,454 

$88,867,540 
29.223,560 

$118,091,100 

$10,877,162 

243 

$9,749,953 

200 

$4,332,600 


BROOKLYN. 

OONVETANCES. 


1906.  1905. 

Aug.  30-Sept.  5,  inc.  Aug.31-Sept.6.1nc. 


Total  number 859 

No.  with  consideration  39 

Amount  involved $333,080 

Number  nominal 820 

Total  number  of  Conveyances, 

Jan.  1  to  date 35,162 

Total  amount  of  Conveyances, 

-Ian.  1  todate $21,260,785 

Total   No.  of    Conveyances   for 

Ans. 3,743 

Total  Amt.  of  Conveyances  for 

Aufr $1,445,653 

Total  No.  of  Nominal  Convey- 
ances for  Aug: 3,557 


MbETGAGES. 


Total  number 

Amount  Involved 

No.  at6».< 

Amount  Involved 

No.  at  5'4!4 

Amount  involved 

No.  at  5ii?i 

Amount  Involved 

No.  at  5J»i,. 

Amount  involved 

No.  at  5?s  

Amount  involved 

No.  at  4Vj'-«' 

Amount  Involved  

No.  al4?i 

Amount  Involved 

No.  at  3  ?i 

Amount  Involved 

No.  without  interest 

Amount  involved 

Total     number    of    mortgages. 

Jan.  1  to  date 

Total    amount    of    mortgages, 

Jan.  1  to  dale  

Total     No.     of     mortgages     for 

Aug 

Total    Amt.    of    mortgages   for 

Aug 


709 
$2,791,862 

390 
$1,056,310 


724 
54 

$330,202 
670 

29,961 

$22,338,809 

2,472 

$2,081,876 

2,251 


459 

$1,406,975 

275 

$565,666 


104 
$675,793 


189 

$954,466 

3 

$25,700 


1 

$2,500 

22 

$77,093 

26,799 


101 

$372,150 

1 

$2,000 

41 

$333,968 

1 

$4,500 

1 

$2,200 


3,217 
$12,431,724 

PROJECTED  BUILDINGS. 


39 
$126,491 

28,204 


$111,215,968     $157,948,244 
1,594 
$5  248,892 


No.  of  New  Buildings     .■..»«..,,.:,,..-... 

Estimated  cost 

Total    No.    of    New  Buildings, 

Jan.  1  to  date 

Total  Amt.   of  New  Buildings, 

Jan.  1  to  date 

Total    amount   of    Alterations. 

.Inn.  1  to  dnte 

Total    No.    of   New    BIdgs.    for 

Total'^Amt.  of  New  BIdgs.  for 
,*iig 


Ill 
$929,665 

5,741 

$43,562,322 

$3,610,063 

692 

$6,909,355 


158 

$1,028,675 

5,819 

$55,840,199 

$3,666,777 

705 

$5,794,295 


PRIVATE    SALES    MARKET 


South  of  59th   Street. 

CLINTON  .ST. — A.  M.  Aronson  sold  to  Kantiovitz,  Rosenbaum 
&  Shaudler  ]S  Clinton  st,  4-sty  front  and  rear  tenement  houses. 
2Dxl<iO. 

FORSYTH  ST. — M.  Kalm  &  Co.  sold  for  Joseph  Greenberg 
to  Lien  &  Levy  1.j7  Forsyth  st,  5-sty  front  and  rear  tenement 
bouses.  25xlU0. 

LEWIS  ST. — L.  V.  Rossi  &  Co.  sold  for  Rosenblum  &  Schallek 
to  Max  Keve  102  Lewis  st,  a  6-3ty  loft  building,  21x100. 

OLIVER  ST. — L.  v.  Rossi  &  Co.  sold  for  B.  Friend  to  Martin 
Garone  4'5  Oliver  st,  a  o-sty  tenement,  25x100. 

RIDGE  ST.^S.  Steingut  &  Co.  sold  for  the  Oeters  estate  154 
Ridge  st,  a  5-sty  tenement  house,  25x100.  The  family  has  held 
title  for  more  than  a  century. 

13TH  ST. — Folsom  Brothers  sold  for  Mrs.  L.  P.  Meyere,  of 
Seattle,  Wash.,  14  East  13th  st,  a  4-sty  and  Ijasement  building, 
the   Florida  Hotel,   22xS9.3x   irregular.  -       -  •- 
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]9TH  ST. — Chas.  E.  Duross  sold  for  Jackson  &  Stern  and 
Marie  Mitchell  to  the  Prudential  Realty  Co.  435-437-439  West 
19th    St.    3  1-sty    tenements,    75x92. 

25TH  ST.— H.  J.  Sayward  and  T.  Van  Zandt  sold  for  Morris 
Weinstein  to  Ferdinand  Benner  the  3-sty  flat  and  stable  330 
West  25th  St,  25x98.9. 

2(JTH  ST. — Sylvester  Maguire  sold  to  Samuel  Blumenstock  and 
Henry  Nichols  445  West  20th  st.  a  5-.sty  fiat,  with  stores, 
28x100. 

27TH  ST.— T.  Van  Zandt  sold  tor  Anna  Kroll  and  Elizabeth 
Wisker  to  C.  Rosenbaum  315  and  317  West  27th  st,  two  3-sty 
brick   dwellings,  40x100. 

1ST  AV. — Steing-ut  Ac  Co.  sold  for  Louis  Franbach  352  1st  av, 
a   3-sty   tenement,    19x100. 

Eighth  Avenue  Corner  Sold. 

STH  AV. — Herman  and  Martin  King  bought  003  Sth  av.  a 
5-sty  building  adjoining  their  other  property  at  the  northwest 
corner  of  39th  st,  .giving  them  a  frontage  of  50  ft.  in  yth  av. 


North  of  59th  Street. 

G9TH  ST. — Bryan  L.  Kennelly,  in  conjunction  with  Joseph  E. 
Steckler,  sold  for  a  client  242  West  09th  st,  a  2-sty  brick  stable, 
25x100.5.  After  alterations  the  building  will  be  used  for  a 
garage. 

70TH  ST.— Jesse  Lauderbach  sold  to  Rosa  Nahan  310  West 
70th  st,  a  3-sty  brownstone  dwelling,   10.4x100. 

72D  ST.— Slawson  &  Hobbs  sold  for  Walter  R.  Gillette  to  a 
client,  for  occupancy,  the  4-sty  brownstone  high-stoop  dwelling, 
240  W  72d  st,  20x55x102.2. 

82D  ST.— M.  Berg  has  sold  for  Liebhoff  &  Hirschfield  to  Dr. 
Gustave  Brown  405  East  82d  st,  a  5-sty  double  flat,  25x100. 

S5TH  ST.— Jesse  C.  Bennett  &  Co.  sold  for  the  estate  of 
Rosalie  Solomon  to  a  client  for  occupancy  lOG  West  85th  st,  a 
3-sty   dw-Blling,   18.9x100. 

95TH  ST. — P.  FitzsimmonB  sold  for  Mrs.  A.  Jaunot  the  3-sty 
dwelling  150  West  95tli  st,  and  resold  to  B.  McKeon,  who  will 
occupy   after   making   alterations. 

90TH  ST. — Harry  Abrams  sold  334  East  90th  st,  a  0-sty  tene- 
ment, with  stores,  35x100,  to  Block  Brothers,  who  give  in  part 
payment  30  and  32  Oak  st,  a  0-sty  tenement,  30x138. 

97TH  ST.— Duft  &.  Conger  sold  for  Raphael  Bros,  the  5-sty 
double  flat,  27x100.8,  159  East  97th  st. 

98TH  ST. — Schmeidler  &  Bachrach  sold  to  Charles  Judelson 
213  East  98th  st,  a  5-sty  tenement,  25x100.11. 

99TIi  ST. — Slaw.^on  &  Hobbs  sold  for  Charles  B.  Duncan  to 
a  buyer  for  occupancy  251  West  99th  st,  a  4-sty  American 
basement   dwelling.    14x00x100. 

I07TH  ST. — L.  V.  Rossi  &  Co.  sold  for  Max  Kere  to  A.  Lewis 
229  East   107th  st,   a  5-sty   tenement,  25x100. 

nOTH  ST. — E.  Sharum,  in  conjunction  with  W.  L.  Frank, 
sold  to  a  client  10,  12,  14,  16  and  18  East  llOth  st.  five  5-sty 
double  flats.  25x100.11  each. 

118TH  ST. — David  Price  sold  120  West  118th  st.  a  3-sty 
dwelling,   20x100,   to  a  client  for  occupancy. 

113TH  ST. — Brody,  Robinson  &  Co.,  in  conjunction  with  Max 
Peldman,  sold  for  a  client  to  Harry  Herzog  8  and  10  East  113th 
st,  two  5-sty  tenements,  giving  in  part  payment  a  dwelling  in 
Van  Nest  Park. 

120TH  ST. — Pot'sdam  &  Levine  sold  for  Louis  Lese  to  John 
Mertz  510  East  120th  st,  a  5-sty  double  flat,  25x100. 

120TH  ST.— Joseph  Herbst  sold  to  Mrs.  S.  D'evoe  213  West 
120th  st,   a  3-sty  and  basement  dweliing,  10x100. 

127TH  ST. — George  R.  Read  &  Co.  sold  to  Nevins  &  Perelman 
78  and  80  East  127th  st,  two  3-sty  frame  dwellings,  40x99.11, 
adjoining   the   southwest  corner  of  Park  av. 

132D  ST. — Shaw  &  Co.  sold  for  Benjamin  Blum  to  M.  Davis, 
who  will  occupy  it,  234  West  132d  st,  a  3-sty  dwelling,  25x100. 

130TH  ST.— Philip  A.  Payton,  Jr.,  sold  to  the  Afro-American 
Realty  Co,  24  to  34  West  130th  st,  four  new  0-sty  flats,  150x 
99.11,  now  occupied  by  white  tenants. 

IIOTH  ST. — Gustavns  L.  Lawrence  sold  to  Leopold  Haas,  who 
will  occupy,  401  West  140th  st,  a  4-3ty  American  basement 
dwelling.   18x85x99.11. 

AMSTERDAM  AV. — Jacob  Oppenheimer  sold  to  Charles  New- 
comb  the  0-sty  apartment  house  1407  and  1409  Amsterdam  av, 
near  133d  st,  50x100. 

2D  AV.— C.  J.  Drotels  sold  for  A.  W.  Tlnger  to  W.  Weil  1012 
2d  av,  a  4-sty  teneu'ent  house. 


The  Bronx. 

140TH  ST.— Marks  &  Jervis  sold  tor  F.  B.  Freid  840  East 
140th  st,  a  4-sty  brick  flat.   25x109. 

107TH  ST.— Ernst-Cahn  Realty  Co.  sold  for  Kate  Montague 
the  4-r.ty   triple  flat   with   stores,  ~(<i    East   107th  st,   20x122. 

1S7TH  ST. — M.  F.  Kerby  sold  to  Matthias  Chambers  a  plot, 
82x100,  north  side  lS7th  st,  between  Concourse  and  Valentine  av. 

189TH  ST.— M.  F.  Kerby  sold  to  John  H.  Henshan  a  plot,  OSx 
79,   south   side   189th   st,   near   the   Concourse. 

214TH  ST. — Ernst-Cahn  Realty  Co.  sold  for  B.  Weisman  a 
plot,  75x100,  north  sid;,  214th  st,  100  ft,  east  of  Tilden  av. 


223D  ST.— Ernst-Cahn  Realty  Co.  sold  for  Isaak  Tepper  a 
plot,  south  side  223d  st,  bet^veen  Eastchester  lane  and  Laconla 
av,   2.3x110x30. 

■22-iTii  ST— Ernst-Cahn  Realty  Co.  sold  for  Isaak  Tepper  a 
plot,  41..50X  100.50. ■  south  side  224th  st,  100  ft.  east  of  Paul- 
ding av. 

CONCOURSE.— M.  F.  Kerby  sold  to  Matthias  Chambers  a 
plot,  75x103.   east  side  of  Concourse,  91  ft.  south   of  189th  st. 

FAIRMOUNT  PL.— Chas.  F.  Mehltretter  &  Co.  sold  for  Mr. 
Littlewood  to  a  client  1055  Fairmount  pi,  a  private  dwelling, 
25x100. 

URBAN  ST.— Ernst-Cahn  Realty  Co.  sold  for  A.  L.  Ernst  the 
3-sty   frame   dwelling,    125   Urban   st,   33x100. 

FOREST  AV, — Louis  Reiss  sold  for  J.  Rumienski  lOlll  Forest 
av,  a  3-family  house,  23x91;  also,  for  James  T.  Gaftney  to  Adam 
J.  Dietzel  2  Bonner  pi,  a  2-family  frame  house,  25x75;  also,  for 
J.  Rumlnski  to  M.  Eder  .502  East  13l!th  st,  a  4-sty  double  flat, 
25x100. 

HUGHES  AV. — James  Freaney  sold  a  plot.  50x100,  southeast 
corner  of  Hughes  av  and  187th  st,  to  Samuel  Eckstein,  who 
will   erect  5-Ety  flats,   with  stores. 

WALTON  AV.— E.  Sharum  sokl  a  plot,  T5.8xl00.ll,  west  side 
of  Walton   av,  170  ft.  north  of  Burnside  av. 

WENDOVER  AV.— M.  L.  and  C.  Ertist  sold  to  Goldie  Oflin 
and  Leizer  Ehrenhaus  758  Wendover  av,  a  4-sty  triple  flat,  with 
stores,  25x195;  also,  sold  through  J.  Clarence  Davies  to  Henry 
J.  Grupe  417  and  419  St.  Ann's  av,  two  5-sty  double  flats,  25x97 
each. 


Leases. 

Chas.  E.  Duross  leased  for  S.  Ely  to  Jacob  Adler  .302  West 
13th   st,   a  3-sty   business   building. 

L.  V.  Rossi  &  Co.  leased  for  Dr.  A.  Crocicchia  2288  2d  av  for  a 
long  term  of  >-ears,  at  a  rental  of  $13,.500. 

Ernest  F.  Hafner  leased  for  John  D.  Miller  to  the  Empire 
State  Garage  &  Manufacturing  Co.  2148  and  21.50  Broadway,  a 
7-sty  stable. 

E.  V.  C.  Pescia  &  Co.  leased  for  Miner  &  Grossman  to  a  client 
220-224-220  East  97th  st,  three  4-',ty  buildings,  at  an  aggregate 
rental  of  J30.0I10. 

E.  V.  C.  Pescia  leased  for  Hyman  Kaufman  to  a  client  2317 
1st  av,  a  5-sty  double  tenement,  with  stores,  for  a  term  of 
years,  at  an  aggregate  rental  of  .$15,000. 

E.  V.  C.  Pescia  &  Co.  leased  322-324-320  Madison  st,  three 
0-sty  double  tenements,  with  stores,  for  M.  Meyer  to  a  client 
for  a  term  of  years,   at  an  aggregate  rental  of  .$40,IXX). 

John  H.  Scherer  leased  from  the  State  Realty  Co.  233-235-237 
Cherry  st.  three  G-sty  tenements,  running  through  to  Water 
st,  for  a  term  of  years,  at  an  aggregate  rental  of  $120,000. 

Phinney  &  Corsa  leased  for  the  Plymouth  Realty  Co.  to  Henry 
S.  Duncan  the  new  Hotel  Plymouth,  257-259  West  38th  st,  a 
new  9%-sty  fireproof  structure,  .34.2x98.9.  The  lease  is  for  ten 
years,  at  an  aggregate  rental  of  |13.5.000.  Mr.  Duncan  is  pro- 
prietor of  the  Gilsey  House,  New  York,  and  the  Normandle 
Beach  Hotel. 

The  Netherlands  Trust  Co..  a  new  corporation  being  organ- 
ized, w^ll  occupy  the  first  floor  and  basement  of  the  building, 
northeast  corner  of  5th  av  and  .30th  st,  recently  leased  for  a 
term  of  years  by  Benjamin  Altman.  The  ofBcers  of  the  new 
company  are  E.  C.  Converse,  president;  Thomas  Cochran,  Jr., 
flrst  vice-president,  and  Seward  Grosser,  second  vice-president. 
J.  Arthur  Fischer  leased  for  N.  Taylor  Phillips  the  4-5ty  dwell- 
ing. 234  West  39th  st;  also  to  Constantino  Pichi,  209  West  38th 
st,  a  4-Ety  brick  dwelling,  and  for  Munsch  &  Protzman  to 
Samuel  Auster  the  entire  first  floor  70  West  39th  st,  southeast 
corner  0th  av;  also  for  the  estate  of  Dora  Hahn  the  3-sty 
dwelling,  230  West  4lith  st,  and  for  S.  May  the  store,  07  We'st 
37th  .st,   to  C.   Dlchoff. 

Duff  &  Brown  leased  for  Jas.  R.  Hay  49  Hamilton  terrace,  a 
4-sty  dwelling;  for  E.  H.  Peck,  453  West  144th  st,  a  4-sty  dwell- 
ing; for  S.  B.  Robinson,  G17  West  138th  st,  a  3-sty  dw^elling;  for 
Mary  Cottrell,  43  Convent  av,  a  4-'3ty  dwelling;  for  Hannah 
Halpin,  508  West  143d  st,  a  3-sty  dwelling;  for  J.  Henry  Col- 
man,  21  East  24th  st;  for  T.  I.  O'Connell,  23GG  Old  Broadway, 
and  for  S.  D.  Sherman,  409  West  150th  st,  a  3-sty  dwe'Uing. 

Reeve  A.  Silk  &  Co.  leased  for  the  Roy  &  Wintaln  Realty  and 
Construction  Co.  to  the  White  Clover  Farm  Dairy  Co.  the 
large  corner  store  In  the  new-  building  at  the  southwest  corner 
of  Broadway  and  130th  st  for  a  term  of  ten  years;  also,  to 
Thomas  Madden  the  adjoining  stoie  for  a  term  of  years;  also, 
for  Mrs.  Emily  Frank,  the  4-sty  American  basement  dwelling 
.508  West  142  st;  also,  for  William  Usher  Parsons,  016  West 
138th  st,  a  4-sty  American  basement  dwelling. 

The  H.  H.  Fuller  Realty  Co.  leased  for  Conrad  Hubert  the 
24  buildings  formerly  occupied  by  the  Higgins  Carpet  Co.,  front- 
ing on  43d  and  44th  sts  and  running  through  from  11th  to  12th 
av.  This  property  w'as  leased  some  time  ago  by  the  Higgins 
estate  to  Mr.  Hubert  for  99  years.  The  buildings  have  been 
leased  by  him  to  various  tenants  for  long  periods,  at  a  total 
rental  of  about  $75,000  a  year.  Among  the  new  tenants  are 
the  Ladies'  Home  Journal,  the  Home  Pattern  Co.,  William 
Green,   a   printer;   Braumuller  Piano  Co.,   Buttle   Parquet   Floor 
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WANTS 


OFFERS 


BUILDING 
LOANS 


A  Imree  mmoant  for  Manhattan  and  centrally 
locatea  Bronx  Properties.      Liberal  payments. 

PERMANENT 
LOANS 

Promptly  aTailable   In    any  amonnt  at  cnrreni 
rates  and  reasooable  charges. 

A.  W.  McLaughlin  &'Co. 

Br»k»rs  and  Doalers  In  MortcagQS 
Am.  Ex.  Nat.  Bank  BIdg.,  I2S  B'way,  Cor.  Cadar 

WILL  SUBLET  half  of  completely  furnished, 
large,  light  Broadway  corner  room,  with  private 
reception  hall.  New  Times  Bldg.,  42d  St.  and 
Broadway,  N.  Y.  Admirably  adapted  branch  up- 
town real  estate  or  N.  Y,  office  out  of  town 
concern.  Will  share  stenographic  and  tele- 
phonic service.  Address  BOX  104.  c|o  Record 
and    Guide. 

Real  EHtate  Tt'aiited< 

Will  lease  or  buy  two  or  three  adjoining 
dwelling  houses,  located  between  14th  and  72d 
Streets,  West  Side  preferred.  "A.  B.  C," 
P.  O.  BOX  S-2-2,  N.  Y.  City. 


AN  ASSOCIATE  WITH  $100,000 
WANTED  IN  A  NEW  BUILDERS'  MA- 
TERIAL YARD  IN  UPPER  END  OF 
MANHATTAN  ISLAND:  ALREADY  ES- 
TABLISHED; UNSURPASSED  LOCA- 
TION; 200  FEET  RIVER  FRONTAGE. 
"J.  P.  I.,"  c|o  RECORD  AND  GUIDE 
OFFICE. 


AN  IRON  CONSTRUCTION  CO. 
about  to  be  formed,  requires  the  services  of  a 
capable  and  thoroughly  experienced  party  as 
manager  and  outside  man.  Must  be  absolutely 
reliable  on  estimates,  be  able  to  obtain  con- 
tracts and  oversee  their  execution.  Only  appli- 
'  cations  from  responsible  parties  fully  qualified 
to  fill  above  requii'ements  considered.  One  will- 
ing to  take  an  interest  preferred.  Address  re- 
plies, stating  full  particulars  in  strictest  con- 
fidence,  to   "L.   F.   A.,"   this  office. 


A  RELIABLE,  steady  hustler  for  well-known 
suburban  Real  Estate  firm  with  N.  Y.  office; 
also  man  about  V,~t  vears  old.  Address  "SPLEN- 
DID   CHANCE,"    2:i5. 


ACTIVE  YOUNG  MAN,  with  five  years'  ex- 
perience as  co'lector  and  repair  clerk,  desires 
position  with  progressive  real  estate  firm.  BOX 
77.    Rer-nrd    iind    Guide. 


WANTtSU.  a  renting  man  experienced  in  the 
district  below  Canal  street.  Salary  and  com- 
mission.     A.    H.    MATHEWS,    .S2    Nas.-au    st. 


A.  R.  BEAUJON 

CERTIFIED    PUBLIC    ACCOVNTANI 

Room  521— ISO  NASSAU  ST.,  NEW  YORK 

Real  Estate  Accounting,    Construction   and    Joint 

Accounts.    Highest  References. 


Lawyers  Title  Insurance  &  Trust  Company 

CAPITAL  AND  SURPLUS  -  $9,500,000 


•.   } 


MANHATTAN 


TRUST  AND   B.4NKING  DEPARTMENT,   59   riBERXY   ST, 
TITLE    DEPARTMENT '. 3^    MBERTY    ST 

Brooklyn  Branch,  Title  Department  and  Trust  and  Banldns  Capartment,  188  Montague  Street 

RECEIVES   DEPOSITS   subject   to   checK  or  on  certificate, 

allo'wing  interest  thereon, 
LENDS   ON   APPROVED   STOCKS   and   Corporation   Bonds 

as  Collateral.  > 

ACTS   AS   TRUSTEE,    Guardian,    Executor,  Administrator, 

Assignee    or    Receiver,   Transfer   Agent   or    Registrar   of 

Stocks    of     Corporations.       TaKes     Charge     of     Personal 

Securities. 

OFFICERS  : 
ED'WIN  W.  COGGESHALL,  President  and  Genera.1  Man&cer. 
PAVID  B.  OGDEN.  ,  WALTER  N.  VAIL,  Secretary. 

JOHN  T.  LOCKMAN,  ( -iru.  "P™.!  io.,.„  LEWIS  H.  LO.SEB,Asst.  Genl.  Manager. 

LOUIS  V.  HRIOHT,  I  Vice-Presidents.  ARCHIBALD  FOR'BES,\.,-t    Trei^nrers 

HENRY  MOROENTHAU,   '  U,  CONDIT  VABICK,     t^^*^-  ireasorers. 

THORWALD  STALLKNECHT,  Treasurer.  GEORGE  A.  FLEURY. 

HERBERT  E.  JACKSON,  Comptroller.  "      ' 


ilgggil^k^^.*=S/i,>-t- Secretaries. 


GEO.  F.  BtJTTERWORTH, 
DUMONT  CLARKE, 
EDWIN  W,  CUQGESHALL, 


EXECUTIVE  COMMITTEE  I 

WILLIAM  A.  DAT. 
WILLIAM  P.  DIXON, 
JULIAN  D.  FAIECHILD, 


JOHN  T.  LOCKMAN, 
HENBY  MORGBNTHATT, 
JAMES  N.  WALLACE. 


Industrial  Sites 

To  Real  Estate  Agents 


The  Industrial  Department  of  the 

Erie  Railroad  Company 

advises  Real  Estate  Agents  submit- 
ting: for  the  consideration  pf  manu- 
facturers sites  adjacent  to  railroad 
that  it  will  gladly  furnish  them  with 
full  technical  information  in  regard 
to  the  reaching-  of  such  sites  by  side 
tracks.  No  interference  with  clients. 
No  leakage.  Confer  with  absolute 
confidence.  Every  assistance  freely 
rendered  agents  in  securing  business. 
Call  or  address, 

LUIS  JACKSON 

IkuluatrUl  CominlsBloa«r,  Brio  Rallro»<t  OoxnyAB;^ 


LAWYERS 
TRUSTEES 

OP 

ESTATES 

AND 

OWNERS 
Will  Buy  for  Cash 

or  Lease  Flats  or  Tenements  in  any 
part  of  New  York  or  Brooklyn; 
security  and  rental  paid  quarterly, 
half-yearly  or  yearly  in  advance. 

Apply  to 

G.  TUOTI  &  CO. 

206  BROADWAY 

Telephone,  4334  Cortlandt 


Co.,  New  Tork  Woven  Label  Co.,  Consolidated  Gas  Co.,  Van 
Kennel  &  Co.,  Buline  Metal  Co.,  Smith  Metal  Bed  Co.,  Man- 
hattan .Storage  Co.,  Commercial  Auto  Storage  Co.  and  Sight 
Seeing  Auto  Co. 


Suburban. 

WHITE  PLAINS.— E.  Nelson  Ehrhart  sold  for  D.  C.  Hayes 
a  hou.se  in  course  of  construction  on  Lafayette  st,  in  the  Fisher 
av  section.  White  Plains, 

E.  V.  C.  Peseta  &  Co.,  of  New  York,  in  conjunction  with  M. 
L.  Broads,  of  Newark,  sold  to  a  client  two  5-sty  double  tene- 
ments 237-2.39  Prince  st,  Newark,  N.  J.,  .50x100;  also,  for  J. 
Ferber  to  Henry_  Goldsmith  a  plot  at  the  junction  of  West 
Kineey  and  Price  sts,  100x100.  This  plot  will  be  improved  with 
four  5-'sty   double   tenements,   with   stores. 


—South  Brooklyn  is  now  talking  up  a  real  estate  cxclltinge.  The 
local  ne\vspaper.  The  News,  says  that  South  Brooklyn  can  sup- 
port a  real  estate  exchange,  and  it  would  seem  that  the  earnest 
■workers  for  the  betterment  of  the  southern  section  of  the  bor- 
ough should  get  together  and  give  the  scheme  their  best  con- 
sideration. "The  idea  is  not  a  strange  one  to  the  realty  opera- 
tors of  the  borough,"  adds  The  News,  "at  least  a  sectional  real 
estate  exchange  is  not  a  new  thing.  East  New  Tork  has  its 
local  exchange,  and  a  handsome  business  is  yearly  transacted  by 
its  members  b>   reason  of  its  existence." 


C.  P.  W.  Johanning,  of  200G  Sth  av,  has  returned  from  his 
vacation  in  the  White  Mountains,  and  will  be  ready  for  business 
Monday,  September  10. 

D.  H.  Carroll,  who  has  been  visiting  Los  Angeles,  San  Fran- 
cisco and  other  points  on  the  Pacific  slope,  is  now  at  Hot 
Springs,  Ark.,  and  will  be  at  his  desk  Oct.  1  for  renewed 
activities. 

The  real  estate  business  of  the  late  John  L.  Martin  will  be 
continued  at  his  former  office,  314  Madison  av,  by  Varrick  Day 
Martin  and  Horace  M.  Gulick.  The  firm  name  will  be  the 
Estate  of  John  L.  Martin. 

Borough  President  Cromwell,  of  Richmond,  estimates  the 
borough  needs  for  1007  at  $907,299,  or  $4SG,S10  more  than  last 
year.  The  increased  .estimate  is  for  the  St.  George  terminal 
and  for  street  and  sewer  improvements. 

Thomas  J.  Gillen  and  James  H.  Stryker,  formerly  of  the  offices 
of  Charles  E.  Duross,  have  formed  a  partnership  under  the  firm 
name  of  Gillen  &  Stryker,  real  estate  brokers  and  agents,  and 
have  opened  offices  at  28  East  20th  st. 

The  Fidelity  Development  Co.,  Flatiron  Building,  has  con- 
cluded that  this  is  an  auspicious  time  for  putting  the  Morris 
Park  race   track  lands  on  the  market,   and  will  offer  the  lots 
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In  the  northeastern  section  of  the  park  to  the  highest  bidders 
at  an  early  day.  The  lands  are  very  .desirable,  are  logically  in 
order  for  development,  and  the  population  having  grown  be- 
yond them,  they  ara  most  conveniently  situated,  as  the  term 
is  understood  in  this  era. 

In  lis  quarterly  report  Commissioner  of  Charities  Hebberd, 
when  reporting  on  the  commitment  of  ],7(Jl  children  to  public 
institutions,  remarks:  "One  of  the  reasons -for  this  is  the  slow, 
but  sure,  raising  of  the  rents  to  an  almost  prohibitive  figure. 
which  compels  many  families,  who  have  heretofore  been  able  to 
struggle  along,  to  break  up  their  homes  and  seek  to  place  their 
children  in  institutions.  The  lax  immigration  laws  have  also 
had  much  to  do  with  filling  the  institutions  with  children.  It 
is  a  daily  occurrence  to  receive  applications  from  people  who 
have  been  in  the  country  but  a  few  months  to  ask  to  be  re- 
lieved of  the  care  of  their  children."  Commissioner  Hebberd  is 
now  absent  from  his  oflftce  on  his  annual  vacation. 

An  immense  number  of  brick  flats  and  two-family  brick 
houses  have  been  run  up  in  Bay  Ridge  this  summer,  and  with 
the  extensive  building  in  South  Brooklyn  proper,  it  is  incon- 
ceivable how  they  all  will  find  tenants  this  year.  Private  dwell- 
ing construction  in  Bay  Ridge  has  been  very  slight  this  year, 
but  at  Bay  Ridge  Park  (in  the  vicinity  of  Fort  Hamilton  av 
and  Bay  Ridge  av)  a  residential  colony  with  architectural 
features  of  distinction  is  growing  up.  Dyl<er  Heights  Park  has 
not  seen  much  building  this  year,  and  there  are  a  number  of 
vacancies.  It  is  understood  that  W.  L.  Johnston  is  about  to 
transfer  his  building  activities  from  the  Park  to  Bay  Ridge. 
South  of  the  Heights  a  new  section  is  growing  up  in  which 
there  is  considerable  activity. 

Erne-stus  GuKck  Co.  has  leased  through  Gerald  R.  Brown 
offices  on  the  third  floor  of  the  Flatiron  Building,  known  as  the 
J.  W.  Alexander  and  James  H.  Hyde  suites  of  the  Equitable  Life 
Assurance  Society,  for  a  period  of  G%  years  at  a  gross  rental 
of  about  $0.5,000.  This  lease  includes  the  furniture  and  fittings, 
specially  built  to  order.  "Garden  City  Estates"  also  has  the 
privilege  of  the  only  outside  sign  on  the  Flatiron  Building, 
which  will  be  lighted  ty  electricity  at  night.  "Garden  City 
Estates"  is  the  company  organized  by  Major  Gulick  to  de- 
velop a  large  portion  of  Garden  City.  The  directors  are  George 
J,  Smith,  Ernestus  Gulick,  William  H.  English.  Gage  E.  Tarbell, 
William  G.  Gilmore,  LeRoy  W.  Baldwin,  Harry  J.  Luce, 
Timothy   L.   Woodruff  and   George  W.   Fairchild. 

Brooklyn  is  not  pinning  her  faith  to  subway  railroads  to  the 
same  degree  as  formerly.  Subways  are  a  long  time  building. 
The  Behr  mono-rail  higli-.speed  rapid  transit  system  was 
unanimously  endorsed  at  a  public  meeting  in  the  Cortelyou 
Club  House.  H.  A.  Meyer  was  chairman  and  Dr.  Kenneth  F. 
Junor,  secretary.  The  following  committee  was  appointed  to 
Vv-ork  with  the  chairman  and  secretary  to  promote  the  mono- 
rail system:  Geo.  H.  Ray,  president  of  the  Thirty-second  Ward 
Taxpayers'  Associ.ttion;  Geo.  W.  Wilson,  president  of  the  Flat- 
bush  Taxpayers'  Association;  H.  S.  AiN'orthley,  president  of  the 
Flatbush  Bo.-ird  of  Trade;  F.  L.  Odell,  president  of  the  Thirty- 
second  Ward  Citizens'  A.ssociation;  J.  P.  Kohler,  president  of 
the    West    Side    Taxpayers'    Association;     T.    J.    King,    James 


Graham,  the  Rev.  W.  E.  Fatherley,  Ernst  Stratmann,  A.  Dit- 
mas,    T.  T.  Austin,  C.   F.   Moadinger  and   Louis  Malthaner. 

At  the  present  time  New  Jersey  represents  a  most  interesting 
aspect  of  suburban  New  York.  It  offers  attractions  to  con- 
servative investors  because  there  has  been  no  boom,  but  there 
has  been  for  years  a  steady  growth.  The  great  improvement 
in  transit  facilities  by  means  of  tunnels  and  bridges  over  the 
Hudson  now  being  undertaken  presage  the  greatest  awakening 
in  real  estate  activity  that  has  ever  been  seen  by  the  present 
generation.  All  have  seen  this  illustrated  by  the  great  boom 
in  Long  Island,  the  Bronx  and  Westchester  County  the  past 
two  years,  but  the  wave  has  not  passed  over  the  Hudson  yet. 
Still,  in  a  very  short  time,  it  is  absolutely  certain  to  come. 
Many  acreage  properties  have  already  advanced  from  $500  to 
$.">,000  per  acre  in  some  districts.  The  time  seems  opportune 
to  purchase  real  estate.  New  Jersey  offers  at  the  present 
moment  especially  attractive  opportunities  for  the  man  wishing 
to  buy  cheap  and  sell  dear. 

Speaking  of  the  money  difliculties  that  are  pinching  real  estate 
operations,  the  head  of  a  well-known  firm  of  bankers  remarked 
this  week:  "It  is  fortunate  that  there  will  be  forthcoming  at 
an  early  day  the  conclusions  of  the  committee  appointed  by 
the  New  York  Chamber  of  Commerce  to  prepare  a  report  on 
the  currency  question.  The  task  is  difficult,  involving  as  it 
does  compromises  and  adjustments,  but  from  the  character 
of  the  committee  it  is  safe  to  assume  that  the  ground  will  have 
been  gone  over  thoroughly  and  that  the  recommendations  made 
will  be  wise  and  temperate.  That  changes  in  present  con- 
ditions are  imperatively  needed  is  conceded  by  all.  It  lies 
with  this  competent  committee  to  point  out  the  best  available 
method.  If,  in  addition  to  its  recommendations,  the  committee 
will  show  clearly  and  strongly  the  injury  inflicted  on 
the  people  everywhere  by  our  anomalous  currency  system,  and 
if  between  now  and  the  meeting  of  Congress  the  committee's 
suggestions  are  given  the  widest  publicity  and  receive  the 
support  of  our  great  industrial  and  commercial  associations, 
particularly  in  the  West  and  in  the'  South,  it  is  reasonable  to 
expect  that  the  serious  attention  of  both  the  executive  and 
legislative  branches  of  the  Government  can  be  secured.  Neither 
can  afford  to  ignore  indefinitely  great  economic  questions  and 
devote  its  attention  to  matters  in  which  moral  and  even 
hygienic  issues  are  chiefly  involved.  It  is  high  time  that  cur- 
rericy  had  its  turn  at  a  'square  deal.'  The  problem  is  in  the 
public  mind;  it  touches  in  one  way  or  another  the  vital  in- 
terests of  every  citizen;  the  hour  is  opportune;  and  all  classes 
and  forces  should  unite  in  a  supreme  effort  to  remove  at  once 
from  the  pathway  of  our  future  development  and  prosperity 
this  wholly  unnecessary  stumbling  block  of  unsound,  unscientific 
currency." 


. — "After  all,  the  really  important  part  of  a  man's  life  is  the" 
time  he  devotes  to  leisure,"  says' an  English  philosopher.  "Just 
as  a  nation  goes  to  war,  presumably  in  order  that  it  may  have 
peace,  so  a  man  labors  to  rest  rather  than  rests  to  labor.  What 
he  does  with  himself  in  the  hours  of  ease  is  at  least  as  im- 
portant to  himself  as  the  trade  he  earns  his  living  by." 


ALTERATIONS. 

Continued    from    page    -i'AX.) 
BOROUGH    OF   MANHATTAN. 

7ith  st,  No  202  Wi'st,  cut  openings,  to  ."i-sty  brli  and  stone  store 
and  tenement;  cost,  $150;  'Thomas  J  and  Grace  Powers.  Peekskill, 
•N  Y;  ar't.  Gilbert  H  Anderson,  Peekskill,  N  Y;  b'rs.  0  W  Cook  & 
Son,    127   W   40th    st.— 241!). 

84th  st.  No  3  East,  partitions,  to  5-sty  brk  and  stone  dwelling; 
cost,  $3.'50;  Augustin  Walsh,  C8  E  92d  st;  ar't,  J  W  Cromwell, 
Jr.  3  W  2!)th  st;  c'pr,  Chas  Hermann,  372  Canal  st;  m'n,  E  A 
Little  &  Sons.  217  West   Broadway. — 24'2i:».      ' 

S)3d  st.  No  23U  East,  toilets,  windows,  partitions,  to  5-sty  brk  and 
stone  tenement;  cost,  $1,(_RI0;  Greenstein  &  Mayer,  2;;50  Grand  st; 
ar't,  Ed  A  Meyers,  1  Union  sq.— 2403. 

99th  st,  s  s.  3.50.10  w  1st  av.  interior  changes,  to  1-sty  brk  storage 
building;  cost.  $200;  Consolidated  Gas  Co,  4  Irving  pi;  ar't,  How- 
ard Bruce.  4  Irving  pi. — 2400. 

ilOth  st.  No  209  East,  baths,  partitions,  windows,  to  5-sty  brk  and 
stone  tenement;  cost,  .$2,."i00;  Samuel  Winters,  357  W  118th  st; 
ar't,   L  A  G_oIdstone.   110  W  34th  St.— 2417. 

117th  St.  No  .508  East,  stairs,  windows,  store  fronts,  to  2-sty  brk  and 
stone  store  and  storage  buildings;  cost,  $1,000;  Annie  Keenan, 
670  Lexington  av;  ar't,  O  Reissmann,  30  1st  St.— "2420. 

131st  st,  No  1  East,  partitions,  windows,  to  .5-sty  brk  and  stone 
tenement  and  store;  cost,  .$3,000;  Weil  &  Mayer,  5  Beekman  st; 
ar't,   Samuel   Gross,  5  Beekman  st. — 2441. 

Av  B,  s  e  cor  10th  st,  toilets,  windows,  partitions,  to  .5-sty  brk  and 
stone  tenement;  cost,  $1,000;  Henry  Tishman,  0  E  119th  st; 
ar't,    Ed    A    Meyers.    1   Union    sq.— 2404. 

Av  B.  No  280.  partitions,  windows,  show  windows,  to  5-sty  brk  and 
stone  tenement;  cost,  $1,300;  Louis  Cohen.  301)  W  128th  st;  ar't. 
Max   MuUer,   3  Chambers   st. — 2433. 

Av  D.  s  w  cor  5th  st,  partitions,  toilets,  windows,  to  5-sty  brk  and 
stone  tenement  and  store;  cost,  .$5,000;  Louis  Kooner.  140  Nassau 
ct;    ar'ts,    Sommerteld  &   Sleekier.   19  Union   sq.— 2405. 

Madison  av.  No  1029,  toilets,  windows,  partitions,  to  5-sty  brk  and 
stone  tenement;  cost,  .$3,500;  Mollie  Goldstein.  3.58  S2d  st, 
Brooklyn;    ar't.    Max    Muller,    3   Chambers   St. — 2399. 

West  End  av.  No  GOl,  partitions,  interior  changes,  to  4-sty  brk  and 
stone  dwelling;  cost.  $10.0110;  Thomas 'Dwyer.  8Gth  st  and  Broad- 
way;   ar'ts,   Stoughton   &  Stoughton,   96  5th  av.— '2406. 

1st  av.  No  222,  toilets,  windows,  partitions,  skvlight  to  5-sty  brk 
and  stone  tenement  and  store;  cost,  $1,800;  Julius  Solzstein,  57-59 
2d  av;    ar'ts.    Bernstein   &   Bernstein,  24   E  23d   St.— 2421. 

Ist  av.  No  1549,  1-sty  brk  and  stone  rear  extension,  6x27.0.  par- 
titions,   to    two    4-sty    brk    and    stone    tenements;    cost,    $5,00O; 


Joseph  Larchon.  326  E  79th  st;  ar'ts,  Sommerfeld  &  Steckler,  19 
Union  sq. — 2427. 

2d  av,  s  e  cor  10th  st,  3-sty  brk  and  stone  front  extension,  1.5.6x11. 
erect  roof  house,  partitions,  show  windows,  to  3,  4  and  5-sty  brk 
and  stne  office  building;  cost,  $8,000;  I  H  Rosenfeld,  154  2d  av; 
ar't,   Emery  Roth,  20  E  42d  St.— 2436. 

2d  av,  No  728.  1-sty  brk  and  stone  rear  extension.  21.0x23.10,  win- 
dows, partitions,  toilets,  to  .5-sty  brk  and  stone  tenement;  cost, 
.$0,tKK);  Elizabeth  S  Jones,  11  E  42d  st;  art,  John  W  Ingle,  109 
W    42d    St.— 2437. 

10th  av.  No  632,  toilets,  windows,  to  5-sty  brk  and  stone  tenement; 
cost,  $3,000;  J  T  &  K  J  Connor,  632  10th  av;  art,  John  H  Knubel, 
318   W   42d   St.— 241.S. 

11th  av,  e  s,  25.114  s  47th  st,  toilets,  partitions,  windows,  to  three 
4-sty  brk  and  stone  tenements;  cost,  $1,500;  D  Auerbach  & 
Sons,  334  W  ."Hlth  st;   ar't,   Frank  H  Quinby.  99  Nassau  st. — 2423. 

13th  av.  e  s,  40  s  24th  st,  toilets,  partitions,  interior  changes,  to 
2-sty  brk  and  stone  hotel;  cost,  $15,000;  Chas  Beckmann,  112  3d 
av;   ar't,  F  A  Gerber,  287  4th  av.— 2398. 

BOROUGH    OF    THE    BRONX. 

Hoe  St.  n  s,  71  w  Freeman  st,  new  beams,  posts,  girders,  parti- 
tions, &c.  to  2-sty  frame  store  and  dwelling;  cost,  $l,.50O;  Chas 
Rosenthal,  3.53  E  73d  st;  ar't,  Chas  Stegmayer,  108  E  filst  St. — 479. 

233d  st,  s  s,  230  e  .5th  av,  1-sty  frame  extension,  19x16  ,to  1-sty 
frame  store  and  dwelling;  cost,  .$300;  Frank  P  Dinoia,  on  prem- 
ises; art,  J  Melville  Lawrence,  239th  st  and  White  Plains  road. 
-482. 

Park  av.  No  4398.  2-sty  frame  extension,  5x50,  to  2-sty  frame  dwell- 
ing;  cost,  $400;  Jos  Spears,  on  premises,  ow'r  and  ar't. ^-478. 

Penfield  av,  n  w  cor  Baker  av,  move  lV>-stv  fpame  stable;  cost, 
$200;  Wm  W  Penfield.  Wakefield,  ow'r  and  ar't. — 477. 

Valentine  av,  e  s,  125  n  lS4th  st,  move  2-sty  and  attic  frame  dwell- 
ing; cost.  $1,.5IX);  Mrs  A  McDonald,  Tiebout  av  and  184th  st;  ar't, 
Wm    Kenny,   (182   E    195th    St.— 480. 

Whitlock  %v,  n  s,  ti5  e  144lh  st.  add  2  stories  to  1-sty  stone  fac- 
tory; cost.  .$5.0(10;  New  York  Chartered  Co,  111  Broadway;  ar't, 
Geo    Kistner.    11    W    29th    st. — 484. 

Trinity  av.  No  833.  2-Ety  frame  extension.  8x17,  and  1  sty  21.3x 
6.4,  new  beams,  new  columns,  &c,  to  3-sty  frame  dwelling;  cost, 
$2,000;  Rosie  Lopard,  on  premises;  ar't,  Michl  J  Garvin,  3307  3d 
av.— 481. 

East    River,    n    w    cor    Classen    Point    road.   2-sty   frame    extension, 
l(X)x32,  to  2-sty  frame  bath  house;  cost,  $3,500;  Clinton  Stephens, 
on  premises;  ar't,  B  Ebeling.  West  Farms  road. — 483. 
(Continued  from  page  431.) 
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108  and  110  EAST  125TH  STREET 

Telephone,  222  Harlem  Now  York  City 

NOTARY  PUBLIC 

J     G.    LYONi    BU  LDING   & 
"''  OPERATING   COMPANY 

4  AND  6  EAST  42d  STREET 
Telephone,  6438  38th  St.  NEW  YORK 
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QHARLES  H.    EASTON   &  CO. 
Real  Estate  Agents  and  Brokers 

Tel.,  6420  38th  St.  Estates  Managed 

116  West  42d  Street,  NEW  YORK 

Cable  Address,  "Cheaston,  N.  Y." 

Chaelis  H.  Eastok  Robert  T.  McGustt 
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A    book    Juit    publlibtd    tbat   •hewi    h*w    (Itr 
TaluM  ar*  mad*  and  tb*  baili  up*a  wblek  nal 
••taU  appralsemanU  ibouK  k*  Mad*. 


■/•oaixAHOva. 


T 


Work 


NOMAS  DIMOND 

Iron   Work  for  Building 

128  WEST  33D  ST.,   NEW  YORK 
,  /  128  We5t  33d  St. 
'  1137  West  32d  St. 


Estal>lished  1852 
Tel.,  1780  Mad.  Sq. 


[\j     BRIGHAM   HALL  &  SON 

'  ^  •         Real  Estate  Brokers  and  Agents 

Tel.,  G03  Spring  681  Broadway 


I  AMES    A.     DOWD  Tel.,  93  Plaza 

Real  Estate  and  Insurance 

S74   SIXTH  AVENUE,  above  49th  Street 


HE  TITLE  INSURANCE  COMPANY,0FNEWY0RKSJj;^|^||r^,,,,,,, 


135  Broadway,  Manhattan 
and  203  Mongtague  5t.,  Brooklyn 


CAPATAL  AND  SURPLUS 
$3,000,000 

Examines  and  Insures  Titles  to  Real  Estate  on  Sales  and  Loans,  and  deals  in  Mortgages. 


CYRIL  H.  BURDETT,  Secretary 
CHAUXCEY  H.  HUMPHREYS,!  Asst. 
EDWIN  A.  BAYLES,  /Sec'ys 

WILLIAM  N.  HARTE,  Treasurer 
Hon.  ABRAHAM   R.  LAWRENCE,  Counsel 


HARRY    W.     HOPTON 
REAL    ESTATE 


TeS..  nil  Cortlandt 


No.    180    BBOADWAT 
Cor.  Liberty  St. 


NOTICE  TO   PROPERTY  OW^NERS. 

HEARINGS     FOR     THE     COMING     WEEK. 

At  00  and  02  West  Broadway. 

Monday,    Sept.    10. 

Storm     Relief    Sewer,     Webster    av    to     Harlem 

River,    at    2    p    m. 
Ay    B.    East    21st    st    to    Marginal    st,    wharf    or 

place,   at   1  p  m. 
East    20Sth    st,    from    Reservoir    Oval    West    to 

Jerome   av.    at   11   a   m. 
2d    St.    Richmond,    St   John   av    to   Maryland   av, 

at    2    p    m. 
Westchester    av,    Bronx    River    to    Main    st,    at 

10.30  a   m. 
Tremont  av.   Bron.';  River  to  Eastern  Boulevard, 

at  2  p   m. 
White    Plains    rd,    north    line    of   city    to    Morris 

Park  av,   at   11   a   m. 

Tuesday,    Sept.    11. 
Flushing   Creek   Bridge,    at   2   p   m. 
Canal    st    West,    between    East    135th    and    East 

138th  sts,   at  3  p  m. 
Strip   of   land   at   Boulevard   Lafayette,    at   10.30 

a  m. 
Steuben   av,    Mosholu   Parkway  to   Gun   Hill   rd, 

at   1.30  p  m. 
Kossuth    pi,    Mosholu    Parkway    to    De   Kalb   av, 

at   12   m. 
Classon  Point  rd,  Westchester  av  to  Bast  River, 

at  2   p  m. 
West    lOSth    st,    Broadway    to    St    Nicholas    av, 

at   3   !>    m. 
Public    Park   at    Farragut    st,    at    10   a   m. 
West    l.STth    st,    Amsterdam    av    to    a    new    av 

bounding  Highbridge  Park,   at  2  p  m. 
West  KiSd   st,    between  Amsterdam  av  and   11th 

av,  at  3  p  m. 
Railroad    av.    between    Unionport    rd    and    Globe 

av,    at   12   m. 
Ford    st,    Tiebout   av   to   Webster   av,    Bronx,   at 

1pm. 
Baker  av,  Baychester  av  to  city  line,  at  2  p  m. 
Bridge  at  Highbridge,   at  3  p  m. 

Wednesday,  Sept.  12. 
East    177th    St.    Boston    rd    to    Bronx    River,    at 

4    pm. 
Anderson     av.     Jerome    av    to     East    164th    st, 

at     11    a     m. 
West  1.11st   St.   east  line  Riverside  Extension  to 

U   S  bulkhead  line  of  H  R,  at  3  p  m. 
1st  st  east  of  the  Bronx,  at  3  p  m. 
3d   av,   widening,   at  150th  st,   at  1  p  m. 
Public   Park  at  Amsterdam  av   and   151st  st,   at 

12  m. 
Hatfield   pi,    Richmond,    at  3  p   m. 
West    Farms    rd,    Bronx    River    to    Westchester 

Creek,   at  4  p  m. 

Thursday,    Sept.    13. 
Ifi4th    st.    West    Broadway    to    Fort    Washington 

av.    at    1    p    m. 
Bridge  at  153d  st,  at  10.45  a  m. 
14th  av,   Queens,   meeting  to  be  held  at   Queens 

office,    at  3  p  m. 

Friday.    Sept.    14. 
Spuyten    Duyvil    rd.    Spuyten    Duyvil    Depot    to 

Riverdale    av,    at   4   p   m. 
Housman    av.    southerly    line    of    Richmond    Ter- 
race  to   pier  and   bulkhead   line,   at   12  m. 
BleeKer  st.   Queens,   to  be  held  at  Queens  office, 

at    10    a    m. 
14th  St.  Queens,   to  be  held  at  Queens  office,   at 

3    p    m. 
Cypress  av.  Queens,  to  be  held  at  Queens  office, 

at    3    '.<    m. 
3d  av,   widening,  at  East  140th  st.  at  1  p  m. 


AUCTION   SALES    OF   THE   W^EEK. 

The  following  Is  the  complete  list  of  the  prop- 
erties sold,  withdrawn  or  adjourned  during  week 
ending  Sept,  N.  I'.HMi,  at  the  New  York  Real 
Estate  Salesroom,  14  and  16  Vesey  st.  Except 
where  otherwise  stated,  the  properties  offered 
were  in  foreclosure.  Adjournment  of  legal  sales 
to  next  week  are  noted  under  Advertised  Legal 
Sales. 

The  total  amount  at  the  end  of  the  list  com- 
prises the  consideration  In   actual  sales  only. 

JOSEPH    P.    DAY. 
•Manhattan  av.    No  405.   w  s.   7.S.O  s   121st  st, 
l.'ixSi),  3-sty  stone  front  dwelling.      (Sheriff's 
sale  of  all  right,   title,   &c.)     Ninth  National 
Bank   of   the   City   o£   N   Y $2,000 


JOSEPH   P.  DAY 

Real  Estate 

ADOTIONEEB  AND  APPRAISER 

tiAjy  OFFICE:  AGBNCT  DZPT 

J I  NASSAU  ST.  932  EIGHTH  AVENUB 

•55th  st.  No  30lj,  s  s,  117.2  w  8th  av,  17. 2x 
100.5,  leasehold,  3-sty  stone  front  dwelling. 
(Sheriffs  sale  of  all  right,  title,  &c.)  Ninth 
National    Bank   of   the   City   of   N   Y    1,000 

•Madison  av,  Nos  20.59  and  20611n  e  cor  130th 
130th  st,  Nos  45  and  47  |st,    99.11    x    35, 

5-sty    brk    tenement    and    store.      (Amt    due, 
$5,808.75;    taxes.    &c,    $2,023.08.)      Mort    re- 
corded May  4,   1003.     Elizabeth  Hafner.  .61,0(X) 
PETER  F.    MEYER. 

Water  st.  No  366,  n  s,  20  e  James  Slip,  25x 
til),  4-sty  brk  building  and  store.  (Amt  due, 
$5,541.22;  taxes,  &c,  |2O3.00.)     Mort  recorded 

April   30.    1806.      Thos   E   Summers 14,100 

McVICKAR,     GAILLARD     REALTY     CO. 

37th  st.  No  444,  s  s.  215  e  10th  av,  20x08.9, 
4-sty    brk    tenement.      (Partition.)      Jacob    J 

Talbot    10,100 

LUIS    W.    MOONEY. 

•Teller  av,  w  s  Ithe  block,  42.5x200.1,  vacant. 
166th  st,  n  s  (Amt  due,  $76,476;  taxes,  &c, 
Findlay  av.  e  s]  .$0,963.40.)  Augusta  M  de  Pey- 
167th  st,  s  s     I  ster     .$77,500 

Total     $16.5,700 

Corresponding    week,     1005 772.175 

Jan.    1.    1006,    to   date 22,637,210 

Corresponding   period,    1005 23,177,086 


ADVERTISED    LEGAL    SALES. 

Sales  to  be  held  at  the  Real  Estate  Exchange, 

14  and  16  Vesey  st,   except  as  elsewhere  stated. 
Sept.    8. 
No  Legal  Sales  advertised  for  this  day. 
Sept.    10. 

Rivington  st,  Nos  295  to  209,  s  s,  50  e  Cannon 
St.  75x100,  two  6-sty  brk  tenements  and  stores. 
Bernard  Cohn  et  al  agt  Louis  Reiner  et  al; 
Samuel  N  Freedman,  att'y,  2S0  Broadway; 
Henry  J  Goldsmith,  ref.  (Amt  due.  $4,323.75; 
taxes,  &c,  $640.01.)  Mort  recorded  March  7, 
lOOij.      By   Joseph    P    Day. 

Old  Albany  Post  Road,  w  s,  2SS.2  n  Delafield 
Lane,  runs  n  133.3  x  w  352.5  x  s  82  x  e  100 
X  s  50  X  e  24(3.6  to  beginning.  Bronx.  Wm  F 
Warner  agt  Caroline  W  Beekman  et  al:  James 
E  Gaynor.  atfy,  39  East  42d  st;  Isaac  S 
Isaacs,  ret.  (Partition.)  By  L  J  Phillips  & 
Co. 

Sept.    11. 

110th  st.  No  215,  n  s,  210  e  3d  av,  25x100.11. 
4-sty  stone  front  tenement.  Alonzo  Kimball 
agt  Edward  B  Rogers  et  al;  action  No  2;  Abr 
A  Silberberg,  att'y,  258  Broadway;  Emil  Gold- 
mark,    ret.      (Amt    due,    $23,.3.88..33;    taxes,    &c, 

,$ . )      Sold    sub    to    a    lease.      Mort    recorded 

Dec  4.  1883.     By  Joseph  P  Day. 

110th  St.  No  213,  n  s,  185  e  3d  av,  25x100.11, 
4-sty  stone  front  tenement.  Same  agt  same; 
action  No  2;  same  att'y:  same  ref.     (Amt  due, 

$23,388.33;    taxes,    &c,    $ .)      Sold    sub    to   a 

lease.     Mort  recorded  Dec.  4,  18.83.     By  Joseph 

P    Day.  . 

Sept.    12. 

10th  av.  No  1.32.  e  s,  25  n  1.8th  st,  22.4x75:  3-sty 
brick  shop.  Title  Guarantee  &  Trust  Co  agt 
Patrick  T  Canavan  et  al;  Harold  Swain,  att'y, 
176  Broadway:  Edw  J  McGean,  ref.  (Amt 
due,  $8,0.50.20;  taxes,  &c,  $376,23.)  Mort 
recorded  Feb  0,  1808.     By  Joseph  P  Day. 

Cannon  st,  No  133,  w  s,  80  s  Houston  st,  20x100. 

.  6-sty  brk  lott  and  store  building.  Gertrude 
Fuchs  agt  Marie  Tremmel  et  al;  Reed  &  Pal- 
lister,  att'ys,  280  Broadway:  A  A  Greenhoot, 
ref:  partition.  (Amt  due.  $10,000;  taxes,  &c, 
$141.00.)     By  Joseph  P   Day. 

Avenue  A.  No  1.353  In  w  cor  72d  st,  25.8xlt10, 

72d  st,  Nos  437  and  430]  6-sty  brk  tenement  and 
store.  Regina  Grossmayer  agt  David  Gordon 
et  al:  Frank  M  Ticbenor.  att'y,  38  Park  Row: 
Chas  M  Beattie,  ref.  (Amt  due,  $13,332.69: 
taxes,  &c.  $189.41.  Mort  recorded  Nov  4, 
1904.      By   Herbert   A   Sherman. 

Bond  St.  No  2.  n  s,  1.50  e  Broadway,  26x100, 
4-sty  brk  loft  and  store  building.  Clara  Nagler 
agt  Lena  Dolan  et  al:  Peter  Condon,  att'y,  51 
Chambers  st:  L  Harding  Rogers,  ret.  (Par- 
tition.)     By    James    L    Wells. 

Union  av,  Nos  7.58  and  760;n   e   cor   156th   st,    Sfi.5 

l,5l'.th  st.  No  10)7  I   x44.5x93.11    x    25.   Sol 

Cohen  agt  Therese  Kummel  et  al;  Max  Sil- 
verstein.  att'y,  309  Broadway;  Chas  C  Peters, 
ret.  (Amt  due.  $5,360.03;  taxes.  &c,  $100.) 
Mort  recorded  June  20.  1006.  By  Joseph  P 
Day. 


Sept.    13. 

1301h  st.  No  122,  s  s,  225  w  Lenox  av,  25x00.11, 
3-sty  and  basement  stone  front  dwelling. 
Oscar  L  Hollander  agt  Abraham  S  Iserson  et 
al;  John  L  Bernstein,  att'y,  5  Beekman  st; 
Emanuel  Eschwege,  ref.  (Amt  due,  $10,- 
SMI0.12;  taxes,  &c,  $100.)  Mort  recorded  April 
16.  1.885.  By  Joseph  P  Day. 
Sept.    14. 

14th  st.  No  4,  s  s,  34  e  5th  av,  33x103.3,  lease- 
hold, 6-sty  brk  loft  and  store  building.  Ruth- 
erford Realty  Co  agt  Willet  F  Cook  et  al; 
Wells  &  Snedeker,  att'ys,  34  Nassau  st;  Job 
E  Hedges,  ref.  (Amt  due.  $27,720.82;  taxes, 
&c,  $2,009.)  Mort  recorded  May  1,  1893.  By- 
Joseph    P    Day. 

Sept.    15    and    17. 
No   Legal    Sales   advertised   for   these   days. 

©fficial  Xegal  IRotices. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TIfe-EJii:,.'.T  IN  THE  CITY  RECORD  of  August 
20  to  September  12,  1006,  of  the  confirmation  by 
the  Board  of  Assessors  and  the  entering  in  the 
Buieau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  tor  LOCAL  rMPROVE- 
MENTS   IN   THE   BOROUGH   OF   THE   BRONX. 

24TH  WARD.  SECTION  11.  EAST  179TH 
STREET— REGULATING,  GRADING.  SETTING 
CURBSTONES,  FLAGGING  THE  SIDEWALKS, 
LAVING  CROSSWALKS.  BUILDING  AP- 
PROACHES AND  PLACING  FENCES,  from 
Thirn  Avenue  to   the   Bronx  River. 

HERMAN    A.     METZ, 

Comptroller. 

City  of  New  York,   August  28,   1906.       (28665) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  August 
20  to  September  12,  1006,  of  the  confirmation  by 
the  Board  of  Assessors  and  the  entering  In  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  LOCAL  IMPROVE- 
MENTS  IN  THE   BOROUGH  OF  MANHATTAN. 

4TH  AND  7TH  WARDS,  SECTION  1.     CATH- 
ARINE SLIP— PAVING  AND  PLACING  BRIDGE 
STONES,    between    South    and    Cherry    Streets. 
HERMAN    A.     METZ, 

Comptroller. 

City  of  New  York,  August  28,  1006.  (28656) 

ATTE.NTION  IS  CALLED  TO  THE  ADVER- 
TISEME.NT  IN  THE  CITY  RECORD  of  Septem- 
ber 5,  lOOG,  to  September  18,  1906,  of  the  con- 
firmation by  the  Board  of  Assessors  and  the  en- 
tering in  the  Bureau  for  the  Collection  of 
Assessments  and  Arrears,  of  assessments  for 
LOCAL  IMPROVEMENTS  IN  THE  BOROUGH 
OF     BROOKLYN. 

EIGHTH,  TWENTY-THIRD  AND  TWENTY- 
FIFTH  WARDS,  SECTIONS  3  AND  6— FENC- 
ING VACANT  LOTS,  on  east  side  of  Bancroft 
Place,  between  Herkimer  Street  and  Atlantic 
Avenue;  north  side  of  Atlantic  Avenue,  between 
Bancroft  Place  and  Howard  Avenue,  and  on  the 
west  side  of  Howard  Avenue,  between  Atlantic 
Avenue  and  Herkimer  Street;  on  the  south  side 
of  Herkimer  Street,  between  Prescott  Place  and 
Ralph  Avenue;  also  on  the  southerly  corner  of 
Throop  Avenue  and  Quincy  Street;  also  on  the 
southeast  corner  of  Fourth  Avenue  and  Fifty- 
ninth  Street:  on  the  west  side  of  Prescott  Place, 
between  Herkimer  Street  and  Atlantic  Avenue. 

TWENTY-FIFTH  WARD,  SECTION  6— SEW- 
ER BASIN  at  the  southeast  corner  of  Herkimer 
Street    and    Columbus    Place. 

TWENTY-SIXTH  WARD,  SECTION  12— AMES 
STREET.  PAVING  WITH  ASPHALT,  between 
E.Tst  New  York  and  Sutter  Avenues. 

THIRTY-SECOND  WARD.  SECTION  23. 
E.^ST  THIRTY-SECOND  STREET— SEWER, 
from    Glenwood    Road    to    Avenue    H. 

HERMAN   A.    METZ, 
(2.8716)  Comptroller. 

City    of   New   Y'ork- Department   of    Finance,  ) 
Comptroller's    Office.    September   4,    1006.      j 


proposals. 


Police  Department  of  The  City  of  New  York, 
No.    .'100   Mulberry   Street. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceivey  by  the  Police  Commissioner  of  the  Police 
Department  of  The  City  of  New  Y'ork  at  the 
above    office    until    10  o'clock   A.    M.,    on 

TUESDAY'.     SEPTEMBER    18,     19015. 

For  furnishing,  delivering  and  setting  up,  com- 
plete, wood  and  metal  card  index  cabinets,  etc., 
for  the  Police  Department  of  The  City  of  New 
York, 

For    full    particulars    see   City    Record. 

THEODORE   A.    BINGHAM, 

Police  Commissioner. 

Dated    September    6,    1006. 
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proposals. 


proposals. 


proposals 


Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  153G,  Xos.  13  to  21  Park  Row, 
Borough  of  Manhattan,  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until 
2  o'clock   P.    M.    on 

WEDNESDAY,     SEPTEMBER    26,     1906, 
Borough    of    Brooklyn. 
For    furnishing,    constructing    and    erecting    a 
machine  work  shop  and  office  on  the  east  side  of 
Logan    Street,    about    eighty    feet    north    of    At- 
lantic Avenue.    Borough   of   Brooklyn. 
For  full  particulars  see  City  Record. 

WILLIAM   B.    ELLISON, 

Commissioner. 
Dated   September    1,    1906. (28714) 

Office  of  the  President  of  the  Borough,  of 
Manhattan,   City  Hall.   The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Borough  of  Man- 
hattan, at  the  City  Hall,  Room  10,  until  3 
o'clock   p.    m.    on  ^      ^^^^ 

TUESDAY,     SEPTEMBER     IS,     1906. 

No.  1.  Regulating  and  paving  with  asphalt 
block  pavement  on  concrete  foundation,  the 
roadway  of  One  Hundred  and  Twentieth  Street, 
from  Amsterdam  Avenue  to  Morningside  Avenue 
West. 

No.  2.  Regulating  and  paving  with  asphalt 
block  pavement  on  concrete  foundation,  the 
roadway  of  One  Hundred  and  Thirty-fourth 
Street,   from  Amsterdam  Avenue   to   Broadway. 

No.  3.  Regulating  and  paving  with  asphalt 
block  pavement  on  concrete  foundation,  the 
roadway  of  One  Hundred  and  Fifty-sixth  Street, 
from   Audubon    Place   to    Riverside   Drive. 

No.  4.  Regulating  and  paving  with  asphalt 
block  pavement  on  concrete  foundation,  the 
roadway  of  One  Hundred  and  Fifty-seventh 
Street,   from   Audubon  Place   to   Riverside  Drive. 

No.  5.  Regulating  and  repaying  with  asphalt 
block  pavement  on  concrete  foundation,  the 
roadway  of  St.  Nicholas  Place,  from  One  Hun- 
dred and  Fortv-ninth  to  One  Hundred  and 
Fifty-fifth   Street. 

No.  6.  Regulating  and  repaving  with  asphalt 
block  pavement  on  concrete  foundation,  the 
roadway  of  Park  Avenue,  east  side,  from 
Fortieth  to  Forty-second  Street,  and  Park  Ave- 
nue, west  side,  from  Fortieth  to  Forty-first 
Street. 

No.  7.  Regulating  and  repaving  with  asphalt 
block  pavement  on  concrete  foundation,  the 
roadway  of  Fifty-seventh  Street,  from  Ninth 
Avenue   to  Tenth   Avenue. 

No.  S.  Regulating  and  repaving  with  asphalt 
block  pavement  on  concrete  foundation,  the 
roadway  of  Thirty-fifth  Street,  from  Third  Ave- 
nue to  Lexington  Avenue. 

No.  0.  Regulating  and  repaving  with  sheet 
asphalt  pavement  on  present  pavement  relaid  as 
foundation,  the  roadway  of  Forty-second  Street, 
from   Lexington  Avenue  to  Depew  Place. 

No.  10.  Regulating  and  repaving  with  asphalt 
pavement  on  present  pavement  relaid  as  founda- 
tion, the  roadway  of  Centre  Street,  from  White 
Street  to  Walker  Street,  and  White  Street,  from 
Centre    Street    to    Baxter    Street. 

No.  11.  Regulating  and  repaving  with  asphalt 
pavement  on  present  pavement  relaid  as  founda- 
tion, the  roadway  of  Monroe  Street,  from 
Catharine  Street  to  Market  Street;  from  Pike 
Street  to  Montgomery  Street,  and  from  Gouver- 
neur   Street    to    Jackson    Street. 

No.  12.  Regulating  and  repaving  with  asphalt 
pavement  on  present  pavement  relaid  as  founda- 
tion, the  roadway  of  Fifty-fourth  Street,  from 
Tenth    Avenue    to    Eleventh    Avenue. 

No.  13.  Regulating  and  repaving  with  asphalt 
pavement  on  present  pavement  relaid  as  founda- 
tion, the  roadway  of  Eighty-second  Street,  from 
First    Avenue    to    Second    Avenue. 

No.  14.  Regulating  and  repaving  with  asphalt 
pavement  on  present  pavement  relaid  as  founda- 
tion, the  roadway  of  Fifty-ninth  Street,  from 
Columbus  Avenue  to  Amsterdam  Avenue,  and 
Amsterdam  Avenue,  from  Fifty-ninth  Street  to 
Sixtieth    Street. 

No.  15.  Regulating  and  repaving  with  asphalt 
pavement  on  concrete  and  present  pavement  re- 
laid  as  foundation,  the  roadway  of  One  Hun- 
dred and  Fifty-second  Street,  from  Amsterdam 
Avenue   to  Broadway. 

No.  16.  Regulating  and  repaving  with  granite 
block  pavement  on  a  concrete  foundation,  the 
roadway  of  Forty-sixth  Street,  from  First  Ave- 
nue   to   East    River. 

No.  17.  Regulating  and  repaving  with  granite 
block  pavement  on  a  concrete  foundation,  the 
roadway  of  Forty-fifth  Street,  from  First  Ave- 
nue to  East  River. 

No.  18.  Regulating  and  paving  with  granite 
block  pavement  on  concrete  foundation,  the 
roadway  of  One  Hundred  and  Forty-fourth 
Street,  from  Broadway  to  a  point  271.44  feet 
west   of   Broadway. 

For   full   particulars    see    City    Record. 
JOHN  F.  AHEARN. 

Borough  President. 

The   City   of   New   York,    September  7,    1906. 

(2S775) 

Department  of  Health  of  the  City  of  New 
York.  Southwest  Corner  of  Fifty-fifth  Street  and 
Sixth  Avenue,  Borough  of  Manhattan,  the  City 
of    New    York. 

SEALED    BIDS   OR   ESTIMATES   will   be   re- 
ceived  by   the   Board   of   Health   of   the    Depart- 
ment of  Health  until   10  o'clock  A.   M.,   on 
TUESDAY,     SEPTEMBER     25.     1906. 
Estimate    for    furnishing    all    the    labor    and 
furnishing  and  erecting  all  the  materials  neces- 
sary or  required  to  erect  and  complete  a  measles 
pavilion  on  the  grounds  of  the  Kingston  Avenue 
Hospital,  Kingston  Avenue  and  Fenimore  Street, 
Borough  of  Brooklyn,  City  of  New  York. 
For   full    particulars   see   City    Record. 

THOMAS    DARLINGTON.    M.    D., 

President; 

ALVAH    H.    DOTY.    M.    D.. 

THEODORE    A.    BINGHAM, 

^  ,  ,    „  Board   of    Health. 

Dated    September   6.    1906.  (28739) 


Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Deparment  of  Parks  until  2  o'clock 
P.    M.   on 

THURSDAY,    SEPTEMBER    13.    1906. 

Borough  of  The  Bronx. 

For  furnishing  and  delivering  twelve  thousand 

(12,000)  linear  feet  two-pipe  iron  fence  for  small 

parks,    where    directed.    Borough   of    The    Bronx. 

For    full    particulars    see    City    Record. 

MOSES    HERRMAN. 

President; 
GEORGE    M.    WALGROVE. 
MICHAEL    J.    KENNEDY. 

Commissioners   of   Parks. 
Dated    August    14,    1906.  (28691) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  1536,  Nos.  13  to  21  Park  Row, 
Borough   of   Manhattan,    The   City   of  New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas    and    Electricity    at    the    above    office    until 

2  o'clock    P.    M.    on 

WEDNESDAY.     SEPTEMBER    26,     1906, 
Boroughs  of  Manhattan  and  The  Bronx. 
For    furnishing    materials,     repairing    and    re- 
storing   artificial    stone    sidewalks    and    curbing 
and   resetting   natural   stone   curbing. 
For  full  particulars  see  City  Record. 

WILLIAM    B.    ELLISON, 

Commissioner. 
Dated     September    4,     1906.  (28723) 

Department  of  Water  Supply.  Gas  and  Elec- 
tricity, Room  1536,  Nos  13  to  21  Park  Row, 
Borough    of   Manhattan,   The   City   of  New   York. 

SEALED  BIDS  OR  ESTIMATES  for  the  fol- 
lowing-named work  and  materials  will  be  re- 
ceived at  the  office  of  the  Department  of  Water 
Supply,  Gas  and  Electricity.  Room  1536.  Nos. 
13  to  21  Park  Row,  Borough  of  Manhattan,  in 
The  City  of  New  York,  until  2  o'clock  p.  m.  on 
WEDNESDAY,  SEPTEMBER  19,  1900, 
Borough    of   Brooklyn. 

No.  1.  For  furnishing  and  delivering  wrought 
iron  pipe,  pipe  fittings,  gate  valves  and  well 
strainers. 

No.  2.  For  furnishing  and  delivering  cast- 
iron  stop-cock  boxes  and  covers,  as  follows: 
Section  1,  three  hundred  and  fifty-two  thousand 
(352,000)  pounds  of  castings;  Section  2,  three 
hundred  and  fifty-two  thousand  (352,000)  pounds 
of  castings. 

No.  3.  For  unloading,  hauling,  storing  and 
trimming  the  semi-bituminous  coal  required  for 
the    Millburn    pumping    station. 

No.  4.  For  furnishing  and  delivering  cast-iron 
pipe   and    special    castings. 

For   full    particulars   see    City    Record. 

WILLIAM   B.    ELLISON, 

Commissioner. 

Dated    September    6.     1906.  (28782) 

Office  of  the  Department  of  Parks,  Arsenal 
Building.  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  Citv  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office  of 
the  Department  of  Parks  until  3  o'clock  p.  m. 
on 

THURSDAY.  SEPTEMBER  20,  1906. 
Borough  of  Manhattan. 
No.  1.  For  furnishing  and  setting  curbstones, 
providing  the  necessary  drainage,  paving  with 
asphalt  blocks  the  carriageway,  and  with  rock 
asphalt  mastic  the  sidewalks,  and  otherwise 
improving  the  semicircle  at  the  entrance  to  Cen- 
tral Park  at  Sixty-sixth  Street  and  Central 
Park   West. 

No.  2.  For  repairs  and  alterations  to  freight 
elevator  equipment  in  the  south  wing  of  the  old 
building  of  the  Metropolitan  Museum  of  Art,  in 
Central  Park,  consisting  of  the  removal  of  the 
present  steam  engine  and  appurtenances  and 
the  installation  of  a  new  electric  engine  and 
appurtenances. 
For  full  particulars  see  City  Record. 
MOSES    HERRMAN, 

President; 
GEORGE   M.   WALGROVE. 
MICHAEL   J.    KENNEDY, 

Commissioners    of   Parks. 
Dated     September    7,     1906.  (2S7S9) 

Headquarters  of  the  Fire  Department  of  The 
City  of  New  York,  Nos.  157  and  159  East 
Sixty-seventh  Street.  Borough  of  Manhattan, 
The    City   of   New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office   until   10.30  o'clock  a.   m.   on 

TUESDAY.     SEPTEMBER     IS,     1906, 
Boroughs    of    Manhattan    and    The    Bronx. 

No.  1.  For  furnishing  all  the  labor  and  ma- 
terials required  for  building  new  boiler  flue  on 
rear  of  quarters  of  Engine  Company  No.  7  and" 
Hook  and  Ladder  Company  No.  7,  Nos.  102  and 
104   Duane  Street,   Manhattan. 

For    full    particulars    see    City    Record. 

JOHN   H.    O'BRIEN, 
(28706)  Fire    Commissioner. 

Office  of  the  President  of  the  Borough  of  Man- 
hattan.  City   Hall,   The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Borough  of  Man- 
hattan,   at    the    City    Hall,    Room    No.    16,    until 

3  o'clock   P.    M.,    on 

TUESDAY.  SEPTEMBER  IS,  1906. 
For  furnishing  and  delivering  for  the  use  of 
the  various  public  buildings,  courts,  etc.,  in  the 
Borough  of  Manhattan,  eight  thousand  (8,000) 
gross  tons  (2,240  pounds  to  a  ton)  of  best  white 
ash  anthracite  coal. 
For   full   particulars   see   City   Record. 

JOHN  F.  AHEARN, 

Borough   President. 
The   City  of  New  York,   September  6,   1906. 

(2S732) 


Department  of  Wat^r  Supply,  Gas  and  Elec- 
tricity, Room  15.SI).  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan,  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until  2 
o'clock     P.     M.,     on 

WEDNESDAY.   SEPTEMBER  26.   1906, 
Boroughs    of    Manhattan    and    The   Bronx. 
For   hauling   and    laying   water  mains   in   Tie- 
bout  Avenue  and  in  One  Hundred  and  Eightieth 
Street. 
For   full    particulars   see   City   Record. 

WILLIAM    B.    ELLISON, 

Commissioner. 
Dated   September  5,   lOOr,. 


public  'Hottccs. 


NOTICE   TO  TAXPAYERS. 

Department  of  Finance.  Bureau  for  the  Col- 
lection  of  Taxes,    New   York.    September  3.   19()6. 

TAXPAYERS  WHO  DESIRE  TO  OBTAIN 
their  bills  promptly  should  make  immediate 
written  requisition  (blanks  may  be  procured  in 
the  borough  offices),  stating  their  property  by 
section  or  ward,  block  and  lot  or  map  number, 
making  copy  of  same  from  their  bills  of  last 
year. 

If  a  taxpayer  is  assessed  for  personal  tax.  the 
requisition  should  also  request  bill  for  such  tax. 

Each  requisition  should  be  accompanied  by  an 
envelope  bearing  the  proper  address  of  the  ap- 
plicant,  and  with   return   postage  prepaid. 

In  case  of  any  doubt  in  regard  to  ward,  sec- 
tion, block  or  lot  number,  taxpayers  should  take 
their  deeds  to  the  Department  of  Taxes  and 
Assessments  and  have  their  property  located  on 
the  maps  of  that  Department  and  forward  to 
the  Deputy  Receiver  of  Taxes  with  the  requisi- 
tion a  certified  memorandum  of  their  property, 
which  will  be  furnished  by  the  Department  of 
Taxes  and  Assessments. 

Taxpayers  in  this  manner  will  receive  their 
bills  returned  by  mail  at  the  earliest  possible 
moment  and  avoid  any  delay  caused  by  waiting 
in  lines,  as  required  in  case  of  personal  applica- 
tion. 

The  requisition  must  be  addressed  and  mailed 
to  the  Deputy  Receiver  of  Taxes  in  whichever 
borough  the  property  is  located,  as  follows: 

John  J.  McDonough.  No.  57  Chambers  street. 
Borough   of   Manhattan,    New   York. 

John  B.  Underbill,  corner  Third  and  Tre- 
mont  avenues.  Borough  of  The  Bronx,  New 
York. 

James  B.  Bouck,  Municipal  Building,  Borough 
of  Brooklyn,  New  York. 

George  H.  Creed,  corner  Jackson  avenue  and 
Fifth  street.  Long  Island  City,  Borough  of 
Queens,   New  York. 

John  De  Morgan,  Borough  Hall.  St.  George, 
Staten  Island.  Borough  of  Richmond,  New  York. 

After  receiving  the  bills,  the  taxpayer  will  see 
that  they  are  properly  rebated,  then  draw  check 
for  the  net  amount  to  the  order  of  the  Receiver 
of  Taxes  and  mail  bill  and  check,  with  an  ad- 
dressed envelope,  with  the  return  postage  pre- 
paid, to  the  Deputy  Receiver,  in  whichever  bor- 
ough   the   property   is   located. 

Checks  should  be  mailed  as  soon  as  possible 
after  the  bills  have  been  received  by  the  tax- 
payer. 

All  bills  paid  during  October  must  be  rebated 
before  payment. 

DAVID    E.    AUSTEN. 
(2S608)  Receiver  of  Taxes. 

CORPORATION     SALE     OF     BUILDINGS     AND 
APPURTENANCES      THERETO     ON     CITY 
REAL    ESTATE. 
PUBLIC    NOTICE    IS    HEREBY    GIVEN    that 
the  Commissioners  of  the  Sinking  Fund,   by  vir- 
tue  of   the   powers   vested    in    them    by    law,    will 
offer    for    sale    at    public    auction    the    buildings, 
parts   of  buildings,    etc.,    standing   upon   property 
owned    by   The    City    of   New    York,    acquired    in 
street    opening   proceedings,    said   property    being 
within  the  lines  of  Purdy  Street,  between  Flush- 
ing   Avenue    and    Ditmars   Avenue,    First    Ward, 
Borough  of  Queens. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above  described  premises  will  be  made 
under  the  supervision  of  the  Collector  of  City 
Revenue.  Department  of  Finance.  The  sale 
will    take   place   on 

WEDNESDAY.   SEPTEMBER   19.   1006, 
at   11   A.    M.   on   the   premises,   and   will   be   sold 
at   the  highest  marketable   price. 
For    further    particulars    see    "City    Record." 
HERMAN  A.    METZ. 

Comptroller 
City  of  New  York — Department  of  Finance,  \ 
Comptroller's    Office.    August    29.    1906.  ( 

(28692) 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL  ESTATE. 
At  the  request  of  the  President  of  the  Bor- 
ough of  The  Bronx,  public  notice  is  hereby 
given  that  the  Commissioners  of  the  Sinking 
Fund  of  The  City  of  New  York,  by  virtue  of  the 
powers  vested  in  them  by  law,  will  offer  for 
sale  at  public  auction  the  buildings,  parts  of 
buildings,  etc..  standing  within  the  lines  and 
on  property  owned  by  The  City  of  New  York, 
acquired  for  street  purposes,  in  the 
Borough  of  The  Bronx. 
Being  the  property  acquired  for  the  opening  of 
Morris  Park  Avenue  between  West  Farms  Road 
and  Morris  Park  Race  Track,  in  the  24th  Ward, 
Borough  of  The  Bronx,  City  of  New  York, 
which  is  more  particularly  described  on  a  map 
on  file  in  the  office  of  the  Collector  of  City 
Revenue,  Department  of  Finance,  Room  141,  280 
Broadway,  Manhattan.  The  sale  will  take  place 
on 

THURSDAY.    SEPTEMBER    20.    1906. 
at  11  A.    M.   on   the   premises,   and  will  be   sold 
at  the  highest  marketable  price. 
For   further   particulars    see    "City    Record.'* 
HERMAN  A.    METZ. 

Comptroller 
City  of  New  York— Department  of  Finance, ) 
Comptroller's    Office,    August    29,    1906.  J 
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public  moiices. 


CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  THAT 
the  Commissioners  ot  the  Sinking  Fund,  by 
virtue  of  the  powers  vested  in  them  by  law, 
will  offer  tor  sale  at  public  auction,  the  build- 
ings, parts  ot  buildings,  etc.,  standing  upon 
property  owned  by  the  City  of  New  York,  ac- 
quired for  Carnegie  Library  purposes,  in  the 
BOROUGH  OF  MANHATTAN. 

All  the  buildings,  parts  of  buildings,  etc., 
situate  and  erected  upon  property  owned  by  the 
City  of  New  York,  acquired  for  Carnegie  Library 
purposes,  and  bounded  and  described  as  fol- 
lows: 

Beginning  at  a  point  on  the  northerly  side  or 
124th  Street,  distant  l.l.S  feet  westerly  from  the 
corner  formed  by  the  intersection  of  the  north- 
erly side  ot  124th  Street  with  the  westerly  side 
of  Fifth  Avenue;  thence  running  northerly  par- 
allel with  .5th  Avenue  100  feet  11  inches  to  the 
K'entre  line  of  the  block;  thence  westerly  along 
said  centre  line  parallel  with  124th  Street  47 
feet;  thence  southerly  parallel  with  5th  Avenue 
WO  feet  11  inches  to  the  northerly  side  of  124th 
-Street;  thence  easterly  along  said  northerly  side 
of  124th  Street  47  feet  to  the  point  or  place  of 
beginning,  be  the  said  several  dimensions  more 
or    less. 

By  direction  ot  the  Comptroller  the  sale  of 
the  above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.      The    sale    will    take    place    on 

FRIDAY,    SEPTEMBER    21,    1006, 
at   11   a.    m.    on   the   premises,    and   will   be  sold 
for   the   highest    marketable   price. 

(For    further    particulars    see    "City    Record.") 
H.    A.    METZ, 

Comptroller. 
City  of  New  York — Department  of  Finance,  j 
Comptrollers   Office,    Sept.    4,   1906.     ) 

(2,S725) 

BOARD    OF    ASSESSORS. 


PUBLIC  NOTICE  IS  HEREBY  GIVEN  to  all 
persons  claiming  to  have  been  injured  by  a 
change  of  grade  in  the  regulating  and  grad- 
ing of  the  following-named  streets  to  present 
their  claims,  in  writing,  to  the  Secretary  ot  the 
Board  ot  Assessors.  No.  ;-{20  Broadway,  on  or 
before  September  18,  at  11  o'clock  a.  m.,  at 
which  place  and  time  the  said  Board  ot  Assessors 
will  receive  evidence  and  testimony  of  the  nature 
and  e.Ktent  of  such  injury.  Claimants  are  re- 
quested to  make  their  claims  for  damages  upon 
the  blank  form  prepared  by  the  Board  of  As- 
sessors, copies  of  which  may  be  obtained  upon 
application    at    the    above    office. 

BOROUGH  OF  MANHATTAN. 

List  S902.  Fairview  avenue,  from  St.  Nicho- 
las   avenue    to    Broadway. 

List  80.5;i.  One  Hundred  and  Seventy-second 
street,  between  Broadway  and  St.  Nicholas  ave- 
nue. 


HERBERT  A.  SHERMAN 

REAL  ESTATE 

AUCTIONEER,     BROKER 

APPRAISER,  AGENT 

GROUND    FLOOR    A8T0R    BUILDING 

9  Pine  and  10  Wall  St., 
Uptown  Office.  530  and  532   FIFTH   AVENUE 

Corner  44th  St.,  under  5th  Ave.  Bank 
Tel.  Connections.     Private  Wire  Between  Offices 


List  8977.  Jumel  place,  from  West  One  Hun- 
dred aud  Sixty-seventh  street  to  Edgecombe 
road. 

BOROUGH    OF    THE    BRONX. 
List  SSOS.    Clay    avenue,     from    Park    avenue 
to    Webster    avenue. 
List  8804.    One     Hundred     and     Forty-seventh 
from   Southern   Boulevard  to  Austin 


street  East, 
place. 

List  8S95. 

street  East 


One  Hundred  and  Sixty-fourth 
from  Morris  avenue  to  East  One 
Hundred     and    Sixty-fifth    street. 

List  8941.  One  Hundred  and  Eighty-ninth 
street  East,  from  Park  avenue  to  the  Southern 
Boulevard. 

List  8052.  Morris  avenue,  from  the  east  side 
of  the  New  York  and  Harlem  Railroad  to  the 
Grand    Boulevard   and   Concourse. 

List  8954.  Vyse  avenue,  from  West  Farms 
road  to  East  One  Hundred  and  Seventy-second 
street. 

List  S05S.  One  Hundred  and  Eighty-first 
street   East,    from   Third  avenue  to  Boston    road. 

List  8'950.  Prospect  avenue,  from  Crotona 
Park  North  to  East  One  Hundred  and  Eighty- 
ninth     street. 

List  8968.  Buchanan  place,  from  Jerome  ave- 
nue to  Aqueduct  avenue  East. 

List  8969.  Briggs  avenue,  from  Kingsbridge 
road   to   the  Southern  Boulevard. 

List  8970.  One  Hundred  and  Sixty-second 
street  East,  from  Morris  avenue  to  Sherman 
avenue. 

BOROUGH    OF    RICHMOND. 

List  8976.  Lincoln  avenue,  from  Southside 
Boulevard  to  the  mean  high  water  mark.  Fourth 
Ward. 

BOROUGH    OF    BROOKLYN. 

List  8905.  Sixty-second  street,  between  Third 
and    Fifth    avenues. 

List  S913.  East  Thirty-fourth  street,  between 
Avenue    F    and    Glenwood    road. 

List  8918.  Eighty-fourth  street,  between  First 
and    Third    avenues. 

List  8920.  Narrows  avenue,  between  Seventy- 
first    and    Seventy-ninth    streets. 

List  8922.  Coney  Island  avenue,  from  170 
feet  south  of  Plaza  at  Fort  Hamilton  to  Kings 
highway. 

List  8923.  East  Eleventh  street,  between 
Beverly    and    Cortelyou    roads. 

List  8924.  Seventy-fifth  street,  between  Sec- 
ond   avenue    and    Shore    road. 

List  8025.  Ninety-fourth  street,  between 
Fourth  avenue  and  Shore  road. 

List  8926.  Ninety-seventh  street,  between 
Fourth   avenue  and   Shore  road. 


List  8927.  Westminster  road,  between  Beverly 
and    Cortelyou    roads. 

List  8971.  Bay  Twenty-sixth  street,  between 
Cropsey   avenue   and    Eighty-sixth   street. 

List  8972.  Weirfield  street,  from  Knicker- 
bocker avenue  to  the  boundary  line  between  the 
Boroughs    of    Brooklyn    and    Queens. 

List  8988.  Eightieth  street,  between  First  and 
Second   avenues. 

ANTONIO  ZUCCA. 
PAUL  WEIMANN, 
JAMES    H.    KENNEDY, 

Board   of   Assessors. 
WILLIAM   H.    JASPER, 

Secretary. 
No.    320   Broadway. 
City  of  New  York,   Borough  of  Manhattan,  \ 


September  6,    1906. 


PUBLIC  NOTICE  IS  HEREBY  GIVEN  to  the 
owner  or  owners  of  all  houses  and  lots,  im- 
proved or  unimproved  lands  affected  thereby, 
that  the  following  proposed  assessments  have 
been  completed  and  are  lodged  in  the  office  of 
the  Board  of  Assessors  for  examination  by  all 
persons    interested,    viz.: 

BOROUGH    OF    THE    BRONX. 
List  8937,  No.  1.     Sewer  and  appurtenances  in. 
Brown    place,    between    East    One    Hundred    and 
Thirty-fifth   and   East   One   Hundred   and  Thirty- 
seventh    streets. 

List  8038,  No.  2.  Sewer  and  appurtenances  in 
Lisbon  place,  between  Mosbolu  parkway  South 
and  East  Two  Hundred  and  Fifth  street,  and  In 
East  Two  Hundred  and  Fifth  street,  between 
Lisbon  place  and  the  Grand  Boulevard  and  Con- 
course. 

List  8939,  No.  3.  Sewer  and  appurtenances  in 
East  One  Hundred  and  Sixty-third  street,  be- 
tween  Sherman  avenue  and  Sheridan  avenue. 

List  8945,  No.  4.  Sewer  and  appurtenances  in 
Clay  avenue,  between  East  One  Hundred  and 
Seventy-third  and  East  One  Hundred  and  Sev- 
enty-sixth  streets. 

List  8946,  No.  5.  Sewer  and  appurtenances  in 
Fort  Independence  street,  between  Bailey  avenue 
and    Heath    avenue. 

List  8948,  No.  6.  Receiving  basins  and  ap- 
purtenances on  the  northwest  corner  of  Long- 
wood  avenue  and  Spofford  avenue,  and  the 
northeast  and  southeast  corners  of  Locust  ave- 
nue and  East  One  Hundred  and  Thirty-sixth 
street. 

List  8949,  No.  7.  Sewer  and  appurtenances  in 
East  Sixtieth  street,  between  Union  avenue  and 
Prospect    avenue. 

All  persons  whose  interests  are  affected  by  the 
above-named  proposed  assessments,  aud  who  are 
opposed  to  the  same,  or  either  of  them,  are  re- 
quested to  present  their  objections,  in  writing,  to 
the  Secretary  of  the  Board  of  Assessors,  No.  320 
Broadway,  New  York,  on  or  before  October  9, 
1906,  at  11  a  m.,  at  which  time  and  place  the 
said   objections   will    be   heard  and   testimony  re- 


ceived 


reference  thereto. 
ANTONIO  ZUCCA. 
PAUL  WEIMANN, 
JAMES    H.    KENNEDY, 

Board   of   Assessors. 
WILLIAM    H.    JASPER. 

Secretary, 
No.    320    Broadway. 
City  of  New   York,   Borough   of  Manhattan, 
September  6,   1906. 


CONVEYANCES 


Whenever  the  letters  Q.  C,  C.  a  G.  and  B.  &  S.  occur,  preceded  by 
the  name  ot  the  grantf>e.  they  mean  as  follows: 

1st. — Q.  C.  is  an  abbreviation  for  Quit  Claim  deed,  i.  e.,  a  deed 
wherein  all  the  right,  title  and  interest  of  the  grantor  is  conveyed, 
omitting  all  covenants  and  warranty. 

2d. — C.  a.  G.  means  a  deed  containing  Covenant  against  Grantor 
only,  in  which  he  covenants  that  he  hath  not  done  any  act  whereby 
the  estate  conveyed  may  be  impeached,  charged  or  encumbered. 

3d — B.  &  S.  is  an  abbreviation  for  Bargain  and  Sale  deed,  wherein, 
although  the  seller  makes  no  expressed  consideration,  and  thus  im- 
pliedly claims  to  be  the  owner  of  it.  The  street  or  avenue  numbers 
given  in  these  lists  are,  in  all  cases,  taken  from  th»  insurance 
maps  when  they  are  not  mentioned  in  the  deeds.  The  numbers,  it 
will  occasionally  be  found,  do  not  correspond  with  the  eiistlng  ones, 
owing  to  there  having  been  no  official  desl^ation  mada  of  them  by 
the  Department  of  Public  Works. 

4th. — The  first  date  is  the  date  the  deed  was  drawn.  The  second 
date  is  the  date  ot  filing  same.  When  both  dates  are  the  same,  only 
one   is  given. 

5th.— The  figures  in  each  oonveyance,  thus,  2:482—10,  denote  that 
the  property  mentioned   is  in  Section  2,  Block  482,  Lot  10. 

(jth. — It  should  also  be  noted  in  section  and  block  numbers  that 
the   instrument   as   filed   is   strictly  followed. 

7th— A  ?20.000— ^30,000  indicates  the  assessed  value  of  the 
property,  the  first  figures  being  fer  the  lot  only,  and  the  second 
figures  representing  both  lot  and  building.  Letter  P  before  second 
figure  indicates  that  the  property  is  assessed  as  in  course  of 
construction. 

August  31,   September   1,   4,   5   and   G. 
BOROUGH    OF   MANHATTAN. 

Allen  St,  Nos  23  and  25,  w  s,  125  n  Canal  st,  51.9x88x50x88,  two 
5-sty  brk  tenements  and  stores  and  2-sty  frame  building  in  rear. 
Cath  L  O'Connell  widow  and  et  al  HEIRS.  &c.  Matthew  J  O'Con- 
nell  to  Moses  Harris.  Q  C.  Aug  30.  Sept  6,  190C.  1:3U0— 25 
and  2(5.     A  .$33.000— $41,000.  nom 

Allen  St,  No  129,  w  s,  abt  198  n  Delancey  st,  25x87.0.  5-sty  brk 
tenement  and  store.  Abraham  Halprin  et  al  to  Wolf  Wigdoro- 
witz,  Harris  Tepper  and  Isidor  Friedman.  Mort  $24,000.  Sept 
1.     Sept  5,  1900.     2  415— 31.     A  $10,000— $23,000. 

other  consid  and  100 

Allen  st.  No  132,  e  s,  127.0  s  Rivington  st.  24.8.\87.0,  5-sty  brk 
tenement  and  store.  Isaac  Zlotchln  to  Henry  Goldberg.  i/4  part. 
All  liens.  Aug  10.  Aug  31,  1906.  2:415—54.  A  $15,000— $18.- 
000.  other   consid   and   100 


Allen  St.  No  132,  e  s,  127.9  s  Rivington  st,  24.8x87.6,  5-sty  brk 
tenement  and  store.  Henry  Goldberg  to  David  S^erer.  1-0 
part.  All  title.  All  liens.  Aug  27.  Sept  G.  1900.  2:415 — 54. 
A  $15,000— $18,000.  other  consid  and  100 

Allen  St.  No  190,  e  s,  146.4  n  Stanton  St.  22. 2x8S.x22. 2x87.0.  5-sty 
brk  tenement  and  store.  Leo  Rovere  to  Joseph  Schupper, 
Amalia  Stern  and  Leon  Sitzer.  Mort  $18,000.  July  31.  Aug  31, 
1906.      2:417—40.      A    $13.000— $15,000.  other   consid   and    100 

Attorney  st.  Nos  90  and  92,  e  s.  200  s  Rivington  st,  43x100,  two 
7-sty  brk  tenements  and  stores.  Isaac  Male  to  Meyer  Chapkow- 
sky.  Morts  $73. .^00.  Aug  30.  Sept  1,  1900.  2:343—0.  A 
$26,000— $70,000.  other  consid  and   lOO 

Cannon  st.  Nos  54  and  50,  e  s.  125  n  Delancey  st.  50x100,  two  5-sty 
brk  tenements  and  stores.  Jacob  Berlin  to  Fanv  Schwartz. 
Morts  $80  500.  Aug  30.  Sept  1,  190(i.  2:328—2"  and  3.  A 
$24,000— $55,000.  other  consid  and  lOt) 

Cannon  st.  No  118,  e  s,  150.3  n  Stanton  st,  24.10x100,  G-sty  brk 
tenement  and  store.  Annie  Berger  and  ano  to  Victor  Perlman. 
Mort  !f:!8,250.  Sept  5.  Sept  6,  1906.  2:330—7.  A  $12,0ai— 
$33.<i00.  other   consid   and   100 

Cannon  st.  No  133,  w  s.  80  s  Houston  st,  20x100  6-sty  brk  loft 
and  store  building.  CONTRACT.,  Marie  Tremmel  and  Gertrude 
Fuchs  with  Max  Brodowsky.  Mort  .$21,000.  Mar  13.  Sept  0. 
1906.     2:335—67.     A  $9.000— $20,000.  24.000 

Carmine  St.  No  65,  n  s.   1.50  w  Bedford  st,  25x90.  5-sty  brk  tene- 
ment  and   store.   Julius   A   Lowenstein   to   Nicola   and   Francesca 
Satriani.     %   part.      Mort  %  ot  .$25,300.     Sept  1.     Sept  4.  1906. 
2:582—12.     A  $14,000— $24,000.  other  consid  and  100 

Carmine  st.  No  05,  n  s,  150  w  Bedford  st,  25x90,  5-sty  brk  tene- 
ment and  store.  Seraflno  Manfredonia  et  al  to  Julius  A  Lowen- 
stein. Mort  .$25,300.  Aug  31.  Sept  1,  1906.  2:5,S2^2.  A 
$14.000— .$24,060.  other  consid  and   100 

Carmine  st.  No  65,  n  s,  150  w  Bedford  st,  25x90.  5-sty  brk  tene- 
ment and  store.  Julius  A  Lowenstein  to  Martin  Garone.  % 
part.  Mort  V2  of  $25,300.  Sept  1.  Sept  4,  1906.  2:582 — 42.  A 
.$14.000— $24,000.  other  consid  and  100 

Catharine  st.  No  84,  w  s.  151.3  n  Cherry  st,  24.8x100x25x100, 
with  all  title  to  strip  in  rear  25.7x0.6%x25.7xl.2,  5-sty  brk  tene- 
ment and  store.  Rebecca  Pomrinse  to  Harry  Pomrinse.  Mort 
.$26,000.  June  15.  Sept  4.  1906.  1:252—52.  A  $17,000— 
$24,000.  nom 

Cherry  st.  No  132.  n  s.  189.5  e  Catherine  st.  25x103.3.  5-sty  brk 
tenement  and  store.  Martin  Garone  to  Gianovario  Innella. 
Aug  31.      Sept   1,   190(5.     1:253—9.      A  $10,000— $14,000. 

other  consid  and  100 

Cherry  st.  n  s,  37.2  e  Market  st,  runs  e  3.1  x  n  72.4  x  w  2.7  x  s 
.36.11  x  w  0.7%  X  s  35.3  to  beginning.  John  N  Beekman  EXR, 
&c.  Wm  F  Beekman  to  Etnie  B  Sachs.  Aug  14.  Sept  1,  1906. 
1:254.  nom 

Cherry  st.  No  132,  n  s,  189.5  e  Catharine  st,  25x103.5,  5-sty  brk 
tenement  and  store.  Walter  G  Gronbeck  by  Amalie  Gronbeck 
special  GUARDIAN  to  Martin  Garone.  Aug  31.  Sept  1,  1906. 
1:253—9.     A  $10,000— $14,000.  850 
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Cherry  st.  Xo  14'J  (1U8),  s  s,  abt  130  w  Market  slip.  20x(JO,  ."i-sty 
brk  tenement  and  store.  Martin  Garone  to  Xicola  and  Fran- 
cesca  Satriani.  '^  right,  title  and  interest.  Mort  JIU.UUU.  Sept 
1.     Sept  4,   lOOa     1:250—71.     A  *5,000— $7,000. 

other  consid  and  100 

Christopher  st.  No  y3,  n  s,  152  e  4th  st,  25x7"),  2-sty  brk  stable. 
Robt  S  Holt,  Jr.  et  al  EXRS  Robt  S  Hoit  to  Maria  Habermann, 
of  Brooklyn.  Sept  4.  Sept  5,  llMlli.  2:010— 37.  A  .fll.O^iO— 
•fll.oOO.  14.000 

Christopher  st,  Xo  117,  n  s,  194  e  Hudson  st.  2r)x!)0.l!,  0-sty  brk 
tenement  and  store.  Clara  Rosenberg  to  Moses  Shapiro  1-3 
part.  Joseph  Liebman  2-!)  parts,  Samuel  Kufler  2-!)  pans  and  Sam 
Koiler  2-0  parts.  Mort  !f2U,000.  Sept  4.  Sept  .",  lOOi).  2:019 
—44.     A  .'!;i4  00O— $31,000.  other  consid  and  100 

Chrystie  st,   Xo   ISl),   w  s,   17.'>  n   Rivington  st.   25x100.  0-sty   brk 
tenement  and  store.     Jacob  Klingenstein  to  Henry  Caldman  and 
Lippe    Scheinhons.      Morts    .$20,000.      Aug   30.      Sept    1,    lOOIi. 
2:420—33.      A   iflS.OOO— .$20,000.  other   consid   and    100 

Clinton  st,  Xo  10.  Co-partnership  agreement.  Albert  Gordon 
with  Meyer  Frankel.     Dec  24.   1903.     Sept  0,   l!Xi;i.     2:3.">0.        

Coliimbia  st,  Xo  14.  e  s,  200.0  n  Grand  st,  20x.").">,  3-siy  brk  tene- 
meul.  Margaretta  D  Campbell  to  Isidore  Scherer.  Mort  $4.0J0. 
Aug  31.      Sepl  1,   190U,     2:331 — 34.      A   $0,000— $7,000. 

'  oiher  consid  and  100 

East  Broadway.  Xo  39,  s  s,  207.10  e  Catherine  st.  20x7.'>x2.'>.0x75. 
5-sty  brk  tenement  and  store  and  .5-sty  brk  tencmeni  in  rear. 
Robert  Boyd  and  ano  to  Isaac  E  Smijh.  Q  C.  Julv  19.  Sept 
0,   1900.     1:2S0— 41.     A  $19  000— .$28,000.  "  nom 

Franklin  st,   Xos  120  to  124         in   e   cor   West   Broadway.   COx.jO.i 

West  Broadway.  Xos  211  and  2131 

West  Broadway.  Xo  21."i.  e  s,  .50  u  Franklin  st,  25x100.1,  0-sty! 
brk  loft  and  store   building.  | 

Release  dower.  Mary  R  Bremer  widow  to  Wm  I  Walter,  of  El- 
beron,  .\  J.  May  2.  June  29,  100;;.  1:178-13.  A  $07.900 — 
$10.5,000.  nom 

Same  property.  Samuel  P  Bremer  et  al  to  same.  April  20,  1900. 
June  29.  liXIO.  1:178.  Corr€cis  error  in  issue  of  July  7  when 
2d  parcel  read  West  Broadway,   Xo  215,  e  s,  .50  n  Frankfort  st. 

nom 

Grand  st,  Xos  283  and  287.  s  s.  25  w  Eldridge  st,  50.x99.11.x."0x 
99.7.  0-sty  brk  tenement  and  stores.  Jonas  Weil  et  al  to  Max 
Roth.  Mort  $80  0110.  Aug  31,  1900.  1:306—20  and  22.  A 
$80.000- $120,000.  nom 

Greenwich  st,  Xo  803,  e  s.  30.1  s  Jane  st,  24x82.7x24x83.9,  4-sty 
brk  tenement  and  store.  Ada  and  Cyrenius  Beers  to  Leopold  D 
V  Shea.  Mort  $15,.5O0.  Aug  18.  Aug  31,  1900.  2:02.5—3.  A 
.$8  .500— $15,000.  other   consid   and   100 

Henry  st.  .\"o  1.55.  n  s.  abt  105  e  Rutgers  st.  21.8x75.  3-sty  brk 
tenement.  The  Church  of  St  Teresa  to  Harris  Bernstein.  Au? 
28.     .\ug  31,   190;i.      1:284—2.     A  $14  OliO-$10,Oi:o.  20.000 

Henry  st.  Xo  157.  n  s,  abt  125  e  Rutgers  st.  21.8x75,  3-sty  brk 
tenement.  Patrick  Xevin  to  Harris  Bernstein.  Aug  28.  Aug 
31,   1900.     1:2.84—3.     A  $14.000- $10,000.  nom 

Houston  St.  Xo  427  |  s  e  cor  Columbia  st,  runs  s  w  along  e  s  Co- 
Columbia  st.  Xo  150!  lumbia  st  21.3  x  s  e  50  x  n  w  (?)  21.3  to 
Houston  Et  X  n  w  along  s  s  Houston  st  50  to  beginning.  5-sty 
brk  tenement  and  store.  Yette  wife  Isaac  M  Schoenfeld  to  Realty 
Transfer  Co.  Q  C  and  correction  deed.  Aug  29.  Sept  4,  1900. 
2:3.35—58.      A  $10,000— $15,000.  nom 

James  st,  Xo  08.  n  e  s.  51  n  w  Oak  st,  23.1x100.0x22.6x100.3,  5- 
sty  brk  tenement  and  store  and  5-sty  brk  tenement  in  rear. 
Benedetto  Ginocchio  to  Julius  A  Lowenstein.  Mort  $1.S,000. 
Sept  4.      Sept  5,   lOOlJ.     1:278—30.     A  $14.000— .«2o.000. 

other  consid   and   100 

Same  property.  Julius  A  Lowenstein  to  Daniel  W  Harnett  and 
Martin   Garone.      Mort  $18,000.      Sept  4.      Sept   5.   1900.     1:278. 

other  con?id   and  lOD 

Lafayette  st.  Xos  237  and  239,  or]  e   s,    95.2   n    Spring   st.   50.2x100, 

Marion  st,  Xos  41  and  43  |      two    3-sty    brk    tenements    and 

stores  and  two  4-sty  brk  tenements  in  rear.   Minnie  Hummel  et 

.  al  to  Dominick  Abbate.  Aug  0.  Sept  4,  190li.  2:495—2  and  3. 
A    .$40.000— $44, (l<  10.  other   consid   and    100 

Ludlow  St.  Xo  14,  e  s  12-1  n  Canal  st,  32.4x87.0.  a-sty  brk  tene- 
ment and  store  and  .5-sty  brk  tenement  in  rear.  Benjamin  Po- 
lansky  to  Iziki  Polansky.  Morts  $.5.8,000.  Aug  30.  Aug  31, 
1900.     1:297-^.      A   $25,000— $30,000.  other   consid  and   100 

Same  property.  Harry  Strasbourger  to  Benj  Polansky.  Mort 
$45,000.     Aug  .30.     Aug  31.  1900.     1:297.  nom 

Ludlow  st,  Xo  27,  w  s.  100  s  Hester  st.  runs  w  110  x  n  20  x  e  06  x 
n  1  X  e  44  to  Ludlow  st  x  s  21  to  beginning.  0-sly  brk  loft  and 
store  building.  Simon  Lazerowitz  et  al  to  Harrv  Strasbourger. 
Mort  $3.5,100.  Aug  30.  Sept  1.  1300.  1:298—20.  A  $17.0110— 
.$35,000.  other  consid  and  100 

Ludlow  St.  Xo  07.  n  w  s.  87. 0  n  e  Grand  st.  2.5. .5x87.0.  0-sty  brk 

•  tenement  and  store.  Abraham  Scheinberg  et  al  to  Morris  and 
Samuel  Silber.  Mort  $27,000.  Aug  30.  Sept  5,  1900.  2:40,S— 
20.     A  $15.00t1— $28,000.  other  consid  and  100 

Ludlow  St.  Xo  1.52,  e  s,   100  s  Stanton  st.  25x89x25x80.1. 

Lud'ow  st,  Xo  154,  e  s,  75  s  Stanton  st,  2.5x89.1x2.5.x89.2. 

Ludlow  st,  Xo  1.50.  e  s,  50  s  Stanton  st,  25x87.0. 
three  .5-sty  brk  tenements  and  stores.  Jacob  Jacobowilz  et  a!  to 
Max  Goldwasser.  1-3  part.  Mort  $78,000.  July  5.  Sept  4. 
1900.     2:411 — 19  to  51.     A  $48,000 — .$09,000.  other  consid  and  100 

McDougal  st,  Xos  40  and  42,  e  s.  100  n  Prince  st.  runs  e  74.9  x  n 
20  X  e  0.3  X  n  20  x  w  75  to  st,  'x  s  40  to  beginnin<;  0-sty  brk 
tenement  and  store.  Max  Silberstein  et  al  to  Raffaelo  Sarno 
and  Remigio  Sciarrillo.  Mort  $45.."00.  Sept  4.  Sept  5.  1900. 
2:518-2.      A   $17.000— $48,000.  other   consid  and   100 

Macdougal  st,  Xo  118,  e  s,  abt  215  s  3d  st,  2.5x100,  5-sty  brk 
tenement  and  store.  Esther  Isenberg  to  Morris  Wesolek. 
Mort  $31,800.  Aug  29.  Sept  4,  1900.  2:540-8.  A  $14,000— 
.$32,000.  other  consid  and  100 

Madison  st,   Xos  70  to  80|  s  e  cor   Catherine   st,   runs   e   122.4  x  s 
Catharine  st,   Xo  43  |    40.11   x   w  54.0  x   n   27. (!  x   w   (!0.4   to 

Catharine  st,  x  n  18.11  to  beginning,  four  2-sty  brk  tenements, 
store   on   corner.     Emily  L  L  Smith  et  al  to  Hyman  Adelstein 
and  Abrara  .\vrutine.     Aug  11.     Sept  6,  190G.     1:270 — 10  to  52.      . 
A   $30,000— $42.(XI0.  nom 

Mangin  st.  Xo  10,  e  s,  75  s  Broome  St.  25x51.6,  3-sty  frame  ten- 
ement. Philip  Levinson  to  Xathan  Garfield.  Mort  .$7,2.50.  Sept 
0,  1900.     2:321—32.     A   $3,500— $4,500.  other  consid  and  100 

Monroe  st,  Xo  13.  n  s,  abt  200  e  Catharine  st,  25x100.  I 

Monroe  st.  Xo  15,  n  s.  abt  225  e  Catharine  st,  2.5x100. 
two  0-sty  brk  tenements  and  stores.  j 

Samuel  Harris  et  al  to  Louis  D  and  David  H  Livingston.  1-3 
part.  Mort  !{«0.000.  Sept  1,  1906.  1:270-0  and  7.  A  $36,- 
(X)0— $72.0(X). 
Monroe  st.  Xo  13,  n  s.  abt  200  e  Catharine  st,  25x100,  0-sty  brk 
tenement  and  store.  Joseph  Price  to  Samuel  Harris  and  Barnett 
I-      '  ^'         -"^.OOO.     Aug  31,  laOO.     1:270— 6.     A  $1S.001)  . 

,  .  other  consid  and  100 


other,  consid   and   100 
s  w  cor  Delancey  st, 
three  .5-sty  brk  ten- 


100 


Monroe  st.  Xo  15.  n  s,  abt  225  e  Catharine  st,  25x100.  0-sty  brk 
tenement  and  store.  Joseph  Price  to  Samuel  Harris  and  Barnett 
Freedman.  Mort  .$28,000.  Aug  31,  1900.  1:270 — 7.  A  $18,000 
— $.30,000.  other   consid   and    lOft 

Monroe  st,  Xos  203-2(;.5,  n  s,  100.4  w  Jackson  st.  runs  w  50.3  x  n 
108.2  X  e  25  X  n  1  X  e  25  x  s  105.10  to  beginning,  two  5-sty  brk 
tenements  and  stores  and  two  5-sty  brk  tenements  in  rear. 
Jacob  .-Vckermann  to  Bernard  Frankel.  Morts  $441100.  Aug  31. 
Sept   1,   190<!.     1:200— :J3   and   34.      A   $17.01  i(i—$40.0(MI. 

other  consid  and  100 

Same  property.  Bernard  Frankel  to  Isaac  Roth.  Morts  .$03,000. 
Aug  31,     Sept  1,  1900.     1:200.  other  consid  and  100 

Monroe  st,  Xos  'MXi  and  .■!li5  (423  and  425).  n  s.  abt  175  w  Cor-I 
lears  st,  50x95.  .)-sty  brk  stable. 

Monroe  st,  Xo  307,  n  s,  abt  150  w  Corlears  st,  2.5x95,  4-sty  brk 
stable.  I 

Joseph  Weber  to  William  Koster.  Jr.  %  part.  Mort  $38.(100. 
Sept_  1.      Sept  0,    1900.      1:20.5—15  and   17.      A   $24,000— .$.50.<IOi». 

other  consid  and  100 

Morton  st,  Xo  14,  s  s,  abt  1.50  w  Bleecker  st,  25x90.  5-sty  brk 
tenement.  Jacob  Grossmann  et  al  to  Estate  of  Asher  Simon, 
a  corporation.  %  part.  All  title.  Mort  $20,000.  Aug  30. 
Sept    4,    1900.      2:.580 — 56.      A    $13,000 — $24,000. 

other  consid  and  100 

Morton  st,  Xo  14,  ss,  abt  1.50  w  Bleecker  st,  2.5x90,  5-sty  brk 
tenement.  Enrico  V  Pescia  to  Estate  Asher  Simon,  a  cor- 
poration. All  title.  '4  part.  Mort  $20,000.  Sept  1.  Sept 
4,   1000.     2:580— ..)0.     A  $13.0tl0— $24.1100.     other   consid  and   lO'O 

Morton  st.  Xo  21.  n  s.  abt' 125  e  Bedford  st,  25xlllx2.!xll4  w  s. 
0-sty  brk  tenement  and  store.  Charles  Levy  et  al  to  Arctibald 
E  Isaacs.  Mort  .$32,-500.  Aug  28.  Sept  1,  190tj.  2:.587— 36. 
A   $15, .5(XI— $32  000.  other   consid   and    100 

Xassau  st,  Xos  115  and  117' w   s,   abt   110- n   Ann   st,   .50x101.0  to   e 

Theatre  alley  s  Theatre   alley.   .x50xlO2.4  s   s,   0-sty;: 

brk  loft,  office  and  store  building.  Joseph  L  R  Wood  TRUS- 
TEE .Alice  F  M  Wood  to  Valcour  Realty  Co.  Aug  9.  Sept  5, 
1000.      1:90-10.      A  $207,20tt— .$245  000..  300,000 

Xorfolk  St.  Xo  180,  n  e  s  150  s  Houston  st.  25x100.  5-sty  brk  tene- 
ment and  store.  Herman  Forman  et  al  to  Ester  Haber;nan. 
Mort  .$34,250.  Aug  31.  Sept  1,  190IJ.  2:3.5.5—45.  A  $17  000— 
$:e,00O.  other  consid  and  lOO 

Oak  St.  Xos  .''.0  and  32.  on  map  Xo  32.  n  s.  100  w  James  st.  30  .8x 
138.7x27.7Vjx13.8.7.  0-sty  brk  tenement  and  store.  Jacob  Bloch 
et  al  to  Harry  Abrams.  Aug  31.  Sept  1,  1900.  1:110—31.  A 
$10.900— .$41,000. 

Or_chard  st,  Xos  103  to  107  and  part  of  109. 
70X.87.6,  except  part  taken  for  Delancey  st. 

ements  and  stores.  Samuel  J  Silberman  to  Joseph  S  Marcus. 
Mort  $105,000.  Sept  4.  Sept  5.  lilllO.  2.414— .50  to  .53.  A 
$03..5OO— $99  500.  other  consid  and  100 

Pearl  st,  Xo  273.  n  w  s.  abt  74  n  e  Fulton  st,  22. 2x91.3x1:!. 8x91.1 
n  e  s  5-sty  brk  loft  and  store  building.  U  S  Life  Ins  Co  to 
Henry  Leerburger.  Sept  1.  1900.  1:9.5—32.  A  $10.000— $20 - 
Olio.  other  consid  and  100 

Rivington   st.    X*o  251  Is  w  cor  Sheriff  St.  2.5x-57,  0-sty  brk  loft  and 

SheWff  St.  Xo  71  I     store  building.     Henrv  Kalchheim  to  Wolf 

Sprung.  Mort  .$31,000.  Aug  30.  Sept  1,  1900.  2:328—59.  A 
$20,000— $30  (100.  other  consid  and  100 

Roosevelt  st.  Xo  12.  e  s,  abt  10).5  s  Park  row,  20x1.31.  .5-sty  brk 
tenement  and  store.  Jane  A  Stewart  to  Benedetto  Ginocchio  and 
Angelo  R-iffaele.  Mort  $32,000.  Sept  4,  190!!,  1:117—12,  A 
$14.400— $35,000.  nom 

South  St.   Xo  222  \  n  e  cor  Market  slip    2i;x,S0.  .3-sty  brk 

Market  slip,  Nos  100  and  1021  tenement  and  store.  Harry  W  Vie- 
meister  to  Louis  Eibscn  Mort  $30,000.  Aug  31.  Sept  1,  10O6. 
1:249—1.     A  $11,000— $16,000.  nom 

Stanton  st,   Xo  342  |   n   e  cor  Mangin   st,   209  to   w  s   Tomp- 

Mangin  st,  Xos  lOS  to  1321     kins  st.  x200,  with  all  title  to  lands  in 

Tompkins  st  [     Tompkins   st.   and   land      under   water, 

wharfs,  bulkheads.  &c,  1  and  2-sty  brk  and  frame  buildings  of 
coal  yard.  The  TRUSTEES  of  Princeton  University  of  X  J  to 
David  Cohen.  Jnne  11.  Sept  0.  1900.  2:320  and  32.5—42.  43 
and  0.5.     A  .$99  000— .$1 05  000.  210,000 

Same  property.  David  Cohen  and  ano  to  Golde  &  Cohen  a  cor- 
poration. Mort  $175,000.  Sept  5.  Sept  0,  1900.  2:320  and 
.32.5.  other  consid  and  100 

Sullivan  st,  Xo  01,  e  s,  03  n  e  Broome  st,  21x80.  5-s:y  brk  tene- 
ment and  store.  Angelo  Podesta  EXR.  &c,  Alessandro  Formoso 
to  Bartolomeo  Gandolfo.  .A.ug  30.  Aug  31,  1906.  2:489 — i. 
A  $9,509— $15,000.  20,000 

Washington  st.  Xo  551|  n   e  cor  King  st.   25x144.7  to  w  s  Green- 
Greenwich   st     Xo  .572    I     wirh   st.   x25xl45.1,    iwo  2-s!y  frame  and 

King  St.   Xo  125  I     brk  buildings  and  stores.   Delancey  Kane 

et  al  to  Woodbury  G  Lanedon.  C  a  G.  .A.ug  9.  Sept  0,  1906. 
2:599— 28  and  45.     .A  $27  OOO— $28,000.  other  consid  and  100 

Same  property.  Release  mort.  Delancey  Kane  TRUSTEE  to 
Loi'isa  L  Kane.  1-8  part.  All  title.  Aug  9.  Sept  6,  1906. 
2:599.  3.000 

3d  St.  Xo  312,  s  s  abt  180  w  Av  D.  22x106.  4-sty  brk  tenement 
and  Store  and  6-sty  brk  tenement  in  rear.  Abraham  Goldschlstg 
to  Bernard  L  .T.aworower.  Mort  $2.3  500.  .A:;::  3.  Rerecorded 
fro-n  Apr  4,  ISO.'j.  Aug  31,  1006.  2:372—29.  A  $10.000— $22.- 
000.  other  consid  and  100 

5th  st.  No  327,  n  s,  32.5  e  2d  av.  25x97.  .5-sty  brk  tenement.  .Al- 
bert E  Lowe  to  Kalman  Sadowsky  and  Chas  Serraunsky.  Morts 
.$31,000.  •  Aug  31,   1906.     2:447—45.     A  $14.000— $18,000. 

other  consid   and  100 

5th  St.  No  051.  n  s.  90  w  Av  C,  24.9x97,  0-sty  brk  tenement  and 
store.  Release  .iudgment.  Abraham  Stern  to  Jacob  Traum.  Aug 
29.     Sept  5.   inOO.     2:388—44.     A  $14  OOO— .$:!5,000. 

other  consid  and   100 

6th  st,  No-221>  n  s,  145.4  e  Hall  pi.  23..5x90.10.  5-sty  brk  tene- 
ment and  store.  Max  Dorf  to  Philip  Lien  and  Hyman  Levy. 
Mort  $20,000.  Aug  30.  Sept  4,  1906.  2:402— .39.  A  $13.- 
000— $22,000.  other  consid  and  100 

6th  st,  Xo  315,  n  s.  220  e  2d  av.  20x81.9,  3-sty  brk  dwelling. 
Herman  Schlosser  to  Benjamin  Glasgow.  Aug  30.  Aug  31,  1906. 
2:448—48.     A  $11..500— $15,000.  other  consid  and  100 

6th  st.  No  5.30  s  s.  424.7  e  Av  A.  2.5x97,  5-sty  brk  tenement  and 
store.  .Mbert  E  Lowe  to  Kalman  Padowsky  and  Charles  Ser- 
mi-nskv.  :Mort  .$25,500.  Aug  31.  1906;  2;401— 2.5.  A  $13  000 
— H^-JO  0(^:>  other  consid  and   100 

Ct'  i»  Av  A,   25.1x97,   .5-sty  brk  tenement, 

:  les  widow  of  Ludwig  Stienes  to  Louis 

;ir,  1  tort    S5S,000.      Aug   30.      Aug   31,    1906. 

2:401  i-v$20,000.     ■  other  consid  and  }00 
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Dth  St.  No  714,  s  s,  183  e  Av  C.  2r)x'J3.11.  5-sty  brk  tenement  and! 
store.  J 

yih  St.  No  71i;.  s  s.  JOS  e  Av  C,  2.")x!«.ll,  .j-sty  brk  tenement  and 
store.  i 

Leopold  Weitzner  to  Samuel  S  Manheimer  a.?d  Nellie  Goldman. 
Morts  $r)!MII)0.  Aug  30.  Aug  31,  llllMi.  2:3(8—14  and  15.  A 
.fjnddll— .f4(l,(l(10.  other  consid  and   WO 

10th  St.  No  14!),  n  s,  44  e  Waverly  pi.  22x72.11.  3-sty  brk  dwell- 
ing. Martha  M  Warnccke  to  Earl  G  Pier.  Sept  5.  Sept  tj,  i:i(JI!. 
v>:(;ll_74.     a  i"9,(i()ll— .$l<>.riOI).  other  consid  and  lUO 

Sa'me  property.  Earl  G  Pier  to  Martin  H  Goodkind.  Mort  ?10 - 
(M):)       Sept    5.      Sept   (>.    l!«l<).      2:(il].  other   consid    and    100 

11th  St,  No  33S,  s  s,  aht  12.")  w  1st  av,  .j-sty  brk  tenement  and 
Store  and  4-sty  brk  tenement  in  rear.  Louis  Crieger  et  al  to 
Antonio  Maggio.  Mort  .f33,0U0.  Aug  14.  Sept  C,  lOOti.  2;4.)2 
—20.      A    .flS.OOO— $10  000.  300 

12th  St,  No  1311,  s  s,  42.")  e  7th'  av.  i.'ixlOS.S,  r)-sty  brk  tenement 
and  store.  Florence  Ball  to  Fannie  Ball  and  Ida  B  Frank.  2-3 
parts.     Aug  30.     Aug  31,  1000.     2; COT— 2.").     A  .'t;l7,000-.>t;3i;,000. 

.   ■        .  .      ,  other  consid  and    100 

12th  St,  No  274,  s  s,'  75.4  e  4th  st.  I(;.73^91xl(i.7x02.."'),  .'>-sty  brk 
tenement.     Christian  wife  o£  and  Henry  Siemers  to  Jennie  Levit- 

•  skv.  Mort  $l."),r,00.  Aug  31.  Sept  1,  190G.  2:015—11.  A  .$7,500 
— .i;l400l).  ,  °o™ 

12th  Bt.  No  532,  s  s.  445.0  s  (?)  should  be  e)  from  s  e  s  Av  A, 
runs  s  w  103.3  x  s  e  25  x  n  e  103.3  to  st,  x  n  w  25  to  beginning, 
5-sty  brk  tenement  and  store  and  5-SLy  brk  tenement  in  rear. 
Leopold  Jacobson  et  al  to  Max  Sass.  -Mort  $27,500.  Sept  5. 
Sept  (i.  lOOli.     2:405—24.     A  $12  000— $18  OUO.  100 

12th  St.  No  .537.  n  s,  abt  1(!0  w  Av  B..  25x103.3.  5-sty  brk  tenerae_nt 
and  store.     Morris  Rosen  et  al  to  Ernestine  Frankel.     Mort  .$35,- 

(   :i8y,...Sept.4.  .SieptO,  inou.     2:400— 4fi:    A  $12.0011— $1S. 000. 

V'  ■    '■     '■..■•...■  other  consid  and  100 

l2tTi'''"st,'"Nb'  SOf's  s,",375.1I  w  5lh  av.  20.11x103.3,  4-sty  brk 
awelling.  A'ngelica  S  Church  to  Marcia  A  Townsend.  Mort 
$22,500,      Sept    4,    lOOG.      2:575— 3(;.      A    $1<.).500— $25.00<l. 

other  consid  and  100 

12th  st.  No  532.  s  s,  445.0  s  (?)  should  be  e),  from  s  e  s  Av  A, 
runs  s  w  103.3  x  s  e  25  x  n  e  103.3  to  sti  x  n  w  25  to  beginning. 
5-siy  brk  tenement  and  store  and  4-sty  brk  tenement  in  rear. 
Pinkus  Burger  to  Leopold  Jacobson  and  Philip  Schrechter. 
Mort  .*20.0II0.  Sept  4.  Sept  5,  1000.  2:40.5—24.  A  $12,000— 
$18.0011.  other  consid  and  KKJ 

12th  st.  No  427,  n  s,  240  w  Av  A,  24,3x103.3.  5-sty  brk  tenement 
and  store  and  3-sty  brk  tenement  in  rear.  Leander  M  Ham- 
mer to  Emanuele  Sportaro.  Mort  $10,000.  Aug  30.  Aug  31. 
lOOli.      2:440 iO.      A  $12.000 — $10,000.  other  consid  and   100 

12th  St.  Nos  82  and  84,  s  s,  05.0  e  (ith  av,  runs  e  43.4  x  s  103.3 
X  w  30.0  x  n  10.4  x  n  w  3.7  x  u  84.8  to  st  at  beginning,  except 
strip  between  west  boundary  of  above  and  a  line  parallel  and 
distant  0.4  east  therefrom  by  full  depth  of  lot,  0-sty  brk  tene- 
ment. Finpark  Realty  Co  to  Goldie  Frankel.  of  North  Wil- 
braham,  Mass.  Mort  .$111. .500.  Aug  3(1  Sept  5,  1000.  2:575  • 
— 13.      A  $50.000- $115.00(1.  other  consid  and   100 

13lh  St.  No  040.  s  s,  158  w  Av  C,  25x103.3,  5-sty  brk  tenement 
and  store.  Kotzen  Realty  Co  to  Joseph  Kreinik  %  part, 
Louis  Rieger  %  part  and  Samuel  Ladner  Vi  part.  Mort  .$17,- 
731.50.  July  10.  July  31.  1000.  2:30.5— 2(!.  A  $10.000 — 
$15,000.  Corrects  error  in  issue  of  Aug  4.  when  'A  part  was 
omitted    after    Samuel    Ladner's    name.  other    consid    and    100 

13th  st,  Nos  535  and  537,  n  s,  170  w  Av  B.  -50x103. .3,  two  5-sty 
brk  tenements.  Samuel  Herrmann  to  Joseph  Green.  Mort  $00.- 
100,  Sept  4.  Sept  5,  lOOIi.  2:407—42  and  43.  A  $22,000— 
.$50,000.  other  consid  and  100 

14th  st,  No  524,  s  s.  340  e  Av  A.  25x1033..  4-sty  brk  tenement 
and  store.  Miriam  Friedman  to  Marcus  Rosenthal.  Aug  11. 
Sept    1,    190(3.      2:407—20.      A    $11,000— $13,000. 

other    consid    and    100 

10th  st.  No  640,  s  s,  238  w  Av  C,  2.5x103.3.  5-sty  brk  tenement 
and  store.  Frank  Reinke  HEIR,  &c.  Wm  Reinke  to  Abraham 
Davis.  All  title.  B  &  S.  Aug  29.  Sept  4.  1000.  3:083 — 11. 
A   .$7,000— $12,500.  nom 

Kith  St.  No  347,  n  s,  225  e  9th  av,  2.5x91.0,  5-sty  brk  tenement. 
Bernard  Mever  to  Joseph  Bruder.  Aug  31.  Sept  1,  1000.  3:740 
—10.      A    $10  50(1— $23,000.  other   consid   and    100 

17th  St.  Nos  127  to  133,  n  s.  321.8  w  0th  av,  00x!)2.  0-sty  brk  loCt 
and  store  building.  David  Price  to  Oscar  Willgerodt.  V2  part. 
Mort  $130,000.  Aug  30  Aug  31.  1900.  3:79:'.- 20.  A  $55,000 
—$145,000.  other   consid   and   100 

19th  st.  No  140.  s  s.  505  w  Oth  av.  runs  s  73  x  e  2.8  x  s  27  x  w 
32  X  n  29. 11. and  7.9  and  O.ti  and  .5;'.  to  st  x  e  27.10  to  beginning, 
4-sty  brk  tenement  and  store  and  4-sty  brk  tenement  in  rear. 
Catharine  McCarthy  to  Max  Heller  and  Isaac  Sollander.  Sept 
1.     Sept  0,   1900.     3:794—02.     A  $20,000— .$31 000. 

other  consid  and  100 

19th  st.  No  430,  n  e  s.  424.0  n  w  Oth  av.  2.5x71.4.  3-sty  brk  dwell- 
ing. Harriet  F  Mitchell  to  John  H  Crockett.  Sept  5.  1000. 
3:717—10.     A  $8,000— .$9..500.  other  consid  and  100 

20(h  st.  No  122,  s  s.  278.8  w  Oth  av.  25x92,  5-sty  brk  tenement. 
Herbert  J  Cochran  to  The  Flat  Iron  Realty  Co.  Mort  $25.0U0. 
Aug  31.     Sept  1.  1900.     3:79.5—55.     A  $32,000— .$37.(.IOO. 

other   consid   and   100 

23d  st.  No  329,  n  s,  275  w  1st  av,  25x98.9.  0-sty  brk  tenement 
and  store.  Wolf  Sprung  to  Chas  J  Newman.  Mort  $28,000.  Sept 
1.      Sept  0,  1900.     3:929—19.      A  $12.000— .$38,000. 

other  consid  and  100 

25th  st,  No  330,  s  s,  425  e  Oth  av.  25x98.9.  2  and  3-sty  brk  build- 
ing. Morris  Weinstein  to  John  C  Welwood.  Mort  $11,000.  Sept 
5,      Sept   0,   19011.     3:748—00.      A  $10,500— $13,000. 

other  consid  and  100 

25th  st,  Nos  340  and  342,  s  s.  300  e  Oth  av,  50x98.9,  two  4-sty 
brk  tenements.  Mary  E  Johnson  to  Everett  Jacobs.  Mori  $8,- 
000.  Aug  31.  Sept  1,  1900.  3:748—04  and  05.  A  $21,000— 
$28,000.  other  consid  and   100 

20th  st.  No  43,  n  s,  175  e  Oth  av,  25x98.9,  3-sty  brk  dwelling. 
David  Aaron  to  Abraham  Beller.  Mort  $40,000.  June  1.  Aug 
31,  1900.     3:828—9.     A  $40.000— $43,000.        other  consid  and  100 

20th  st,  Nos  507  to  511,  n  s,  104  w  10th  av.  67.9x98.9,  three 
4-sty  brk  tenements  and  stores.  Henry  Nechols  et  al  to 
Central  Consumers  Wine  &  Liquor  Co.  Mort  ■  $29,000.  Aug 
31.     Sept  4,  1900.     3:098- 2S  to  30.     A  $19,000— $25,000. 

other  consid  and   100 

2Sth  st.  No  228,  s  s,  320.8  w  7th  av.  24.10x98.9.  o-sty  brk  tene- 
ment and  store  and  4-sty  brk  tenement  in  rear.  Herman  L 
Flam  to  Karoline  Reis."  %  part.  Mort  $23,000.  Feb  5.  Sept 
1,1900.     3:777—59.     A'$1).000 — .$17,000.       other  consid  And  100 

."ilst  St.  Nos  300  and  308,  s  s.  122.0  e  2d  av,  45.x9S.9,  two  4-sty  brk 
tenemeijis,  store  in  No '308:  .  Augustus  L  Apelles  to  Hvman 
Glick  and  Samuel  Allen.  Mort  $18,000,  Aug  14.  Aug  31.  190  1. 
3:930—57  and  58.     A  $14.400— $21,000.  other  consid  and  100 

31st  ati  N<>:312,  ss;  137.0  w  8lh  av,  18.9x98.0,  3-sty  brk  dwell- 


ing. Melissa  wife  Isaac  E  House  to  Agnes  G  Hawthorne,  of 
Chicago,  111.  B  &  S.  Dower  right.  &c.  Aug  30.  Aug  31,  1900. 
3:754—49.      A   .$8,500-5 .  1,00}) 

33d  st,  Nos  35  to  39,  n  s,  277.4  e  Broadway,  07.0x98.9,  two  4  and 
one  5-sty  stone  front  dwellings.  Realty  Finance  Co  to  Jacob 
Neadle.      Mort   $230,000.      Sept   1.     Sept  5,   1900.     3:835 — 15  to  " 

■  17.     A  $208.0l.l(.l— $297,000.  other  consid  and  100 

.33d  s^  Nos  35  to  39,  n  s,  277.4  e  Broadway.  07.9x98.9,  two  4  and 
one'  5-sly  stone  front  dwellings.  Jacob  Neadle  to  Frances  A 
Harris.  17-30  parts.  All  title.  Mort  $330^000.  Sept  4,  1900. 
3:835-15  to  17.     A  $2(1 ,800— $20,700.  100 

37th  St.  No  147,  n  s.  180  e  Lexington  av,  14x98.9,  4-sty  stone 
front  dwelling.  David  B  Pershall  to  Henry  H  Vought.  Mort 
$13.0110.  Sept  1.  Sept  4,  190(1.  3:893—32.  A'  $11,500— 
.$18,000.  Qther  consid  and   100 

43d  'st,  No  317.  n  s,,  2t)0  e  2d  'av,  25x100.5.  4-sty  brk  tenement. 
Elizabeth  Lahey  et  al  HEIRS,. -i^Q.Jainps  'Wilson  d.ecd  et  al  to 
Henry  H  Jackson.  Sept  ,0.' 3,906.,,,  5;133G—ll.  A  $9,000-$14,- 
000.  •'      '.  I.'.'      i  other  consid  and  1()0 

44th  St.  No  147.  n  s,  .5(J0  w  (itli  av,  l(j.Sx "100.4.  4-sty  stone  front 
dwelling.  -Medcef  Eden  Realty  Corpn,  to,  George  Forbes.  Mort 
$22,000.  Aug  31.  Sept  1„19Q0.  '  4:99,7^12.  A  $28,000-$29,- 
OflO,'.      ■     '..''■;.'      ■•'••i  ■   ,  •  .  H  '       ,:■■    -,  ■         '■■        .  '^om 

44th  St.  No  457,  h  s,  100  e  lOth  'av,  2.^xl00.^,  4-sty  hrk  tenement. 
Henry  B  Riecke  to  Cohn-Baer-Myers  &  Aronson  Co.  a  corijn. 
Mort'$10,.500.  ■  Aug  30.  Aug  31  .190(>.  4:30.54—5.  A  $10,000— 
Sll  500  other    consid    and    100 

40'th  St.  No  430,  on  map  No  432,  s  s,  325  e  10th  av,  25x100,4,  5- 
sty  brk  tenement.  Chas  G  Ecksteip  to  Chas  F  MuUer  and  Flora 
P-Unger.  Mort  .$8,000.  Aug  10.  ,  Aug, 31,  1906.  4:10.55— .50.  A 
.$9.000 — S18.000.  other  consid  and  100 

47th  st,  Nos  .542  and  544,  s  s,  2,50e  llth  av,  .50x100.4,  two  5-sty 
brk  tenements  and  stores.  George  Latour  to  Wm  G  Gehringer 
and  Adolph  Hell,  Town  of  Union,  N  J.'  Mort  $47,000.  Aug  31. 
Sept  4.  1900.     4:107.5— .53  and. 54.     A  $13.0(1,0— $40,0011.  lOCt 

48th  St.  No  344,  s  s,  75  w  1st  av,  2.5x75.5,  5-sty  brk  tenement 
and .  store.  Sam  Sobel  to  Abraham  L  Spitzer.  Mort  $18,000. 
Sept  4.   1900.     5:1340— 30>^.     A  $7,500— $11,500. 

,,,•,,.  other  consid  and  100 

4Sth  st.  No  344,  s  s,  75  w  l§t  av,  25x75.5,  5-sty  brk  tenement 
and  store.  .Abraham  L  Spitzer  to  Alex  Spitzer.  2-3  parts,  Mort 
$18,000.      Sept   4.    1900.    5:1340— SOV^.      A   $7.;)00— $11  500. 

:  1   .  other  consid  and  KJO 

48th  st.  No  238.  s  s,  200.8  w  2d  av,  18.8x100.5.  4-sty  stone  front 
dwelling.  John  W  Kohl  to  Grace  H  Dodge.  Mort  $8,000.  Aug 
23.     .\ug  31.   1900.     5:1321—34.     A  $7  (K)0— $9,000.  nom 

50th  st.  No  404,  s  s,  100  w  Oth  av,  25x100.5,  4-sty  brk  tene- 
ment and  store  and  3-sty  brk  tenement  in  rear.  Aaron 
Buchsbaum  to  Aaron  Buchsbaum  Co.  Mort  $10,000.  Aug  .M, 
1900.      4:10.59—37.     A  $9,.500— $14,000.  21.(H.)0 

52d  St.  No  159,  n  s,  120  w  3d  av,  25x100.5.  5-sty  brk  tenenjent 
and  store.  Joseph  Fried  et  al  to  John  H  Block.  Mort  .$24..iO0. 
Sept   1.     Sept  .5,   19015.     5.:1307— :«.     A  $15,O0O-$22,.5OO. 

other  consid  and  100 

.52d  st.  No  .334,  s  s,  230  w  1st  av,  20x100.5.  I 

.52d  St.  No  332.   s  s,  250  w  Ist  av.  25x100.5. 

.52d  St.   No  344.   s  s.   130  w  1st  av.  20x1005. 

52d  St.  No  347.  n  s,  110.0  w  1st  av,  20x100.5. 
four  5-sty  stone  front  tenements. 
Fannie  Joseph  to  Pincus  Lowenteld  and  William  Prager.  July 
30.  Sept  0.  1900.  5:1344— .32.  30  and  37.  A  $23,000— .$3S,.500, 
and   134.5—22.     A  $7,000— $14,000.  nom 

52d  St.  No  0(1.  s  s.  140  e  Oth  av,  20x100.5,  4-sty  stone  front 
dwelling.  Archibald  C  Gunter  to  Gustavus  L  Lawrence.  Mort 
.$47..500.  Aug  31.  Sept  0.  1900.  5:1267—08.  A  .$41.000— $4f>.- 
000.  other  consid  and  100 

53d  st,  Nos  404  and  406,  s  s,  100  w  Oth  av,  .50x100.5.  1  and 
2-sty  brk  and  frame  buildings.  Aaron  Buchsbaum  to  Aaron 
Buchsbaum  Co.  Oct  IS.  1905.  Aug  31,  1906.  4:1002—37  and 
38.      A    $18.000 — $19,000.  25,000 

55th  st.  No  147,  n  s.  208.4  e  Lexington  av,  16.8x100.5.  3-sty 
stone  front  dwelling.  Arthur  W  Saunders  to  Joseph  C  Mott 
and  Jeannette  Le  B  Parsons.  Mort  $10,000.  May  10.  Sept 
4.   1900.     5:1310—28.     A  $9.000 — $11,500.       other  consid  and   100 

OOth  st,  No  223,  n  s,  325  w  Amsterdam  av,  25x100.5.  Mort  .$6,000. 

00th  St.  No  22l>.  n  s.  400  w  Amsterdam  av.  25x100.5.     Mort  .$6. .500. 

OOth  St.  No  231.  n  s,  3.50  e  West  End  av,  2.5x100.5.  Mort  .$6..500. 
three   4-sty   brk  tenements. 

Moss  Realty  Co  to  Jacob  Cohen.  April  2.  April  3,  1906.  4:11.52 
—15,  10  and  19.  A  $15.000— $25. .500.  Corrects  error  in  issue  of 
April  7,  when  3d  parcel  was  e  of  Amsterdam  av. 

other  consid  and   1(^0 

01st  St.  n  s.  252  w  Lexington  av.  runs  n  100..5  x  e  OAy^  x  s  50. .5 
and  .50  to  st  x  w  —  to  beginning.  Sarah  Schmittberger  to  James 
A  Benedict.  Q  C  and  C  a  G.  June  23,  1905.  Aug  .31,  lOfKi. 
■5:'1390.  nom 

02d  St.  No  205.  n  s.  125  w  Amsterdam  av.  2.5xl00..5,  5-sty  brk 
tenement  and  store.  Michael  Neuman  et  al  to  Tini  Grossberg. 
Mort  $17,000.  Aug  31.  Sept  1.  190(1.  4:11.54—27.  A  $5,000— 
$12  500.  other  consid  and  100 

(>3d  St.  No  210.  s  s.  155  e  3d  av.  25xin0..5,  4-sty  brk  tenement. 
Julius  Bachrach  et  al  to  First  Avenue  Realty  Co.  Mort  $17,000. 
Sept  1.     Sept  0,  1900.     5:1417—42.     A  $12..50O— $1.3.500. 

other  consid  and  100 

04th  st.  No  .38,  s  s,  212  w  Park  av,  21x100.5,  4-sty  stone  front 
dwelling.  Chas  E  Merrill  to  Ethelbert  I  Low.  Mort  $25,000. 
Aug  22.     Sept  1,  1900.     5:1378^5%.     A  $48.00O-.$.52.000. 

other  consid   and   100 

(j5th  st,  Nos  .3.34  to  .340.  s  s.  225  w  1st  av.  75x100.  two  0-sty  brk 
tenements  and  stores.  Abraham  Alweil  to  Harris  Gettinger. 
Morts  .$94,500.  Aug  31.  Sept  1,  1906.  5:143.9—36  and  37.  A 
$28.000- $70,000.  other  consid   and   100 

65th  st,  Nos  330  and  332,  s  s,  300  w  Ist  av,  37.0x100,  0-sty  brk 
tenement  and  store.  Abraham  Alweil  to  Sigmund  Leiuhardt 
and  Max  Fertig.  Mort  .$47,2.50.  Aug  31.  Sept  4.  1006. 
5:1439—39.     A  $14,000— P  $35,000.  other  consid  and  100 

OOth  st.  No  239,  n  s,  225  e  West  End  av,  25x100.5,  5-sty  brk  ten- 
ement. Saul  Adams  to  Isaac  Cohen  and  Joseph  Ziskind.  Mort 
$17,500.     Sept  4.     Sept  5,  1906.    4:1158—10.    A  $5,000-$13.(l00. 

other  consid  and  100 

68th  st,  Nos  210  and  218,  s  s,  250  w  Amsterdam  av,  50x100.5.  1- 
sty  frame  building.  James  Butler  to  St  Matthews  Roman  Cath- 
olic Church.  Mort  $8,001).  Aug  4.  Sept  6,  1908.  4:11.59 — 13 
and  44.     A  $1.3.000-$13.500.  100 

C9th  St.  No  3K,  s  s,  141.8  e  2d  av,  10..Sx77.4,  3-sty  stone  front 
dwelling.  Emily  Speir  Arnold  to  Edward  Baumgarten.  Aug  30. 
Aug  31.  1006.     5:144;?-40y2.     A  $5.000— $8,000.  O.tlOO 

71st  st.   No  4.39.  n  s,  100  w  Av  A,  25x102.2.  0-sty  brk  tenement  ,' 
and   store.      David   Lentin    to   Nathan   Reisler  and  Jacob   Klein. 
Mort  $24,000.     Aug  30.     Aiig  31,  1906.     5:14GG— 20.. .  A  $7,000 

■   -^S— ;-. .;  ■  ■  ■  other  consid  and  100 


The 
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SPECIALISTS  ON  DEVELOPMENTS 

ASSOCIATED    CIVIL    ENGINEERS    AND    CITY    SURVEYORS 
New   York   Offico,    211-217    West    125th    St.,    Tel.    7195    Morningside Long  Islaed    Office,     20   Main    St.,    Flushing, 


M.    M.   E.  8 


Tel.    39    Flushing 


73d  St,  Nos  227  and  229,  n  s,  225  w  2d  av,  50x102.2,  two  5-sty 
stone  front  tenements.  Abraham  Saltzman  to  Ida  Ginzburg.  N 
Y  City  and  Edith  R  Saltzman,  of  Spring  Valley.  X  Y.  >4  part. 
All  Mens.  Aug  31.  Sept  (i,  lOOU.  5:1428—15  and  10.  A  $22,- 
000— $40,000.  other  consid  and   100 

73d  St,  No  434,  s  s.  100  w  Av  A,  25x102.2,  5-sty  brk  tenement. 
Isaac  S  Heller  to  Aaron  Cohn  and  Adeline  Wolff.  Mort  $17.- 
500.     Sept  1.     Sept  5,   190(3.     5:1467—29.     A  $7,000— $19,090. 

other  consid  and   100 
74th  St,  No  164,  s  s,  187.6  e  Lexington  av  ,18.9x102.2,  3-sty  stone 
front  dwelling.     The  Renaissance  Realty  Co  to   F  Gilbert  Hins- 
dale.     Aug  30.     Aug  31,   1906.      5:1408—46.      A   $11,000— $12,- 
500.  35,000 

74th  St.  No  324,  s  a,  200  e  2d  av,  25x102.2,  5-8ty  brk  tenement 
and  store.  Jane  Dalton  now  Nilsen  to  John  Nilsen  and  Jane 
his  wife.  Mort  $7,500.  Aug  24,  1904.  Sept  4.  1906.  5:1448 
— 43.      A   $9,t)00— $18,000.  nom 

78th  St,  No  333.  n  s,  300  w  West  End  av,  18x87,  3-sty  and  base- 
ment brk  dwelling.  Jules  Dardonville  to  James  A  Lynch.  Mort 
$18,000.  Sept  4.  Sept  6,  1906.  4:1186—58.  A  $11,000— $21,- 
000.  other  consid  and  100 

Same   property.      James   A  Lynch   to   Georgie   O  wife   of  James   A 

Lynch.     All   liens.     Sept  6,   1906.     4:1186.  nom 

78th  St,  No  313,  n  s,  200  e  2d  av,  24.8x102.2,  4-sty  stone  front 
tenement.  Frank  Havlin  et  al  to  Isidore  Wiesenberger.  Mort 
$14,500.  Aug  30  Aug  31,  1906.  5:1453—9.  A  $9.000-$15,- 
000.  other  consid  and  100 

80th  St,  No  1.36  (158),  s  s.  350  e  Amsterdam  av,  19x102.2.  4-sty 
and  basement  stone  front  dwelling.  Joseph  Rosenthal  to  Jo- 
sephine A  Lovell.  Mort  $19,000.  Sept  5,  1906.  4:1210—50.  A 
$11,000— $23,000.  other  consid  and  100 

82d  St.  No  146,  s  s,  300  e  Amsterdam  aic  25x102.2,  6-sty  brk 
tenement.  Henry  P  Gardner  to  Sarah  B  Wilks,  of  Bloomfleld, 
N  J.  B  &  S.  Mort  $37,500.  Aug  30.  Aug  31,  1906.  4:1212—52, 
A  $14,(.HX>— $40,000.  nom 

Same  property.  Sarah  B  Wilks  to  Henry  P  Gardner  and  Jennie  B 
his  wife  tenants  by  entirety.  B  &  S.  Mort  $37,500.  Aug  30. 
Aug  31,  1906.     4:1212.  nom 

82d  st.  No  146,  s  s.  300  e  Amsterdam  av.  25x102.2,  6-sty  brk  tene- 
ment. Julia  Rieper  to  Henry  P  Gardner.  Mort  $37,500.  Aug 
18.      Aug  31,    1906.     4:1212—52.     A   $14,000— $40,000. 

other  consid  and   100 
82d   St,   No  405,   n  s.  106  e  1st  av.  25x102.2,  5-sty  brk   tenement. 
Abraham  Liebhoft  et  al  to  Gustavo  Brown.     Mort  $20,000.  Sept 
4.      Sept  5,   1906.     5:1562—5.     A  $7,500— $16,500. 

other   consid   and   1(30 
82d  st.   No  405,  n  s,  106  e  Istav,  2.5x102.2.  5-sty  brk  tenement. 
Anton    K    Benes    to    Abraham    Liebhoff    and    Bertha    Hirschfeld. 
Aug  1.     Sept  5,  1906.     5:1.562—5.     A  $7,500— $16,500. 

other  consid  and   100 
82d  st.   No  312.   s  s,   175  e  2d  av,   2.5x102.2,   5-sty  brk  tenement 
and    store.      Morris    Mayer    to    Jacob    Richard   and   Jacob    Levy. 
Mort  $22,500.     Sept  4,   1906.     5:1544—45.     A  $8,500— $19,000. 

other  consid  and  100 
83d  st.  No  123,  n  s,  215  w  Columbus  av.  17x102.2.  3-sty  and  base- 
men stone  front  dwelling.     Geo  M  Prehn  to  Cath  Collins.     Mort 
$9000.     June  5.     Sept  6,   1906.     4:1214—23%.     A  $9,000— $13,- 
000.  other  consid  and  1(XI 

83d  st.  No  602,  s  s.  81  e  East  End  av,  runs  e  17  x  s  76.4  x  w  16  x  n 
.50.5  X  n  w  —  X  n  25.6  to  beginning,  5-sty  brk  tenement.     James 
S  Segrave  to  Morris  L  Sack.     Mort  $13,000.     Aug  20.     Aug  31. 
■    1906.     5:1590 — 16.     A  $3,000— $9,000.  other   consid  and   100 

84th  st.  No  1.55.  n  s,  277.3  w  3d  av,  21.1x102.2,  4-sty  stone  front 
tenement.  Chas  B  Gumb  to  George  A  Hoffmann.  Mort  $12,- 
000.     Sept  4.     Sept  6,  1906.     5:1513—25.     A  $10,000— $15,000. 

other   consid    and    KX) 
88th   st.   No   318,   s   s.   245  w   West   End   av,   20x100.8,   3-sty   and 
basement   brk  dwelling.     Walter   N   Walker  to  Gideon   E   Foun- 
tain.    Mort  $22,500.     Sept  4,  1906.     4:1249 — 43.     A  $12,000— 
$24,000.  other   consid   and   100 

90th  st.  No  303,  n  s,  64  w  West  End  av,  runs  n  61.10  x  e  17.8  x  s 
26  X  e  6.4  x  s  35.10  to  st.  x  w  24  to  beginning,  4-sty  brk  dwell- 
ing. Marie  T  Farley  to  John  H  Duffy.  Mort  $25,000.  Sept  1. 
Sept  5,  1906.     4:1251—17%.     A  $11,500— $32,000. 

other  consid  and  100 
95th  st,  No  150,  s  s,  289  e  Amsterdam  av,  18x100.8,  3-sty  and 
basement   brk  dwelling.     Annie  R  Jeannot_to  Bartholomew  Mc- 
Keon.      Mort  $8,000.     Aug  31,   1900.     4:1225— 52y2.     A  $9,000— 
$12,500.  100 

95th  st  Ins,    400   w   West    End    av,    173.5    to    e    s    River- 

Riverside  Drive]  side  Drive  xl08.8xl33.2xlOO.S,  vacant.  The 
Maple  Realty  Co  to  George  W  Levy  Building  Co.  Mort  $135,- 
000.  Aug  23.  Sept  5,  1906.  4:1253—52  to  57.  A  $111,000— 
$111,000.  nom 

96th  st.  No  04,  s  s.  140  e  Columbus  av,  20x100.8,  4-sty  and  base- 
ment brk  dwelling.  Charlotte  T  wife  of  W  Frank  Holsapple  to 
Emma  C  Fisher.  Mort  $18,000.  Sept  1.  Sept  5,  1900.  4:1209 
—58.     A  $11,000— $21,000.  23,250 

96th  st.  No  3.34.  s  s,  140  w  1st  av,  35x100.8,  6-sty  brk  tenement 
and  store.  Harry  Abrams  to  Meyer  Bloch.  Morts  $38,0(X).  Aug 
31.     Sept  1,   1906.     5:1558-33.     A  $10.500— $44,000. 

other   consid   and    100 
97th  st.   No  69.   n  s.   100  e   Columbus   av,   35.6x100.11,   4-sty   brk 
tenement.     Mary  B  Blackburne  and  ano  to  Nathan  L  and  Leon 
Ottinger.     Mort  $21,500.     Aug  31.     Sept  1,  1906.     7:1833—5.     A 
$16.O0O-$35.O0O.  other  consid   and   100 

97th  st.  No  228,  s  s,  175  w  2d  av,  25x100.11.  4-sty  stone  front 
tenement.  David  Feld  et  al  to  William  Gerzog  and  Louis  Mul- 
ter.  Mort  $13,000.  Aug  21.  Sept  5,  1906.  6:1646—32.  A 
$7,000-$12.000.  other  consid  and  100 

99th  st.  No  2.56,  s  s.  141.8  e  West  End  av,  16.8x100.11.  4-sty  brk 
dwelling.  Eugene  Vallens  to  Elzey  E  Meacham.  Mort  $16,0(K). 
Aug  30.     Aug  31,   1906.     7:1870—58.     A  $9  300— $16,000. 


100th  st.  No  67,  n  s,  150  e  Columbus  av 

100th  st.  No  69,  n  s,  125  e  Columbus  av 

two  5-sty  brk  tenements. 

Sigmund  Galewski   to  Samuel  Grosuer 

Aug  31,   1906.     7:1836—6  and  7. 


other  consid  and   100 
25x100.11. 
25x100.11. 


Mort  $.52.7.50.     Aug  30. 
A  $20,000— $50,000. 

other   consid   and   100 
100th  st.  No  64,  s  s,   174.6  e  Columbus  av,  25x100.11,  5-sty  brk 
tenement.     Patrick  Cashin  to  Theo  B  McCarthy.     Mort  $20,500. 
Sept   4,    lOOC.      7:1835—57.      A    $10,000— $20,000. 

other  consid  and   100 


101st  st,  Nos  310  and  312,  s  s,  255.7  e  2d  av,  38.10x100.11,  6-sty 
brk  tenement  and  store.  Yetta  Kraner  et  al  to  Abraham  Teich- 
man  and  Moses  March.  Mort  $46,050.  Sept  1.  Sept  (i,  1906. 
6:1672—41.      A   $10,3011— $42,000.  other   consid  and   100 

101st  st,  .No  13.  n  s,  170  w  Madison  av,  25xl0().ll,  5-sty  brk 
tenement.  Helene  wife  and  Hyman  Newmark  to  Nathan  Blum. 
Morts  .$24.5(W.  Aug  31.  Sept  1,  1000.  6:1(J07— 10.  A  $14.(X)0 
—$26,000.  other  consid  and  100 

102d  st.  No  221,  n  s,  305  e  3d  av,  25x100.11,  5-sty  brk  tenement 
and  store.  Jacob  Rubins  et  al  to  Isaac  Fried  and  Max  Mitchel. 
Morts  $24,500.  Aug  30.  Sept  1,  1900.  6:16.52—13.  A  $7,000 
— $18,(X)0.  other  consid   and   100 

102d  st,  No  205,  n  s,  1.30  w  Amsterdam  av.  30xlO(.l,  5-sty  stone 
front  tenement.  Hattie  Landman  to  Gertrude  H  Hillenbrand. 
Mort  $37..500.  July  6.  Sept  1,  1906.  7:1874—27.  A  $13,()(J0 
—$34,000.  other   consid  and   100 

102d  st,  n  s,  227.6  e  Park  av,  50x  %  block.  | 

l(>2d  st,   n   s,   adj   above  on   east,  50x — .  | 

Party  wall  agreement.  Abraham  Nevins  and  Harry  W  Perel- 
man  with  Harris  Richman  and  Louis  Greenfield.  Aug  27. 
Sept    4,    1900.      6:1630.'  nom 

102d  st.  No  230,  s  s,  150  w  2d  av,  25x100.11,  4-sty  brk  tenement 
and   store.      Max    Hirsch    et    al   to    Nathan    Dorman.      Mort    $15.- 

000.  Sept  4.     Sept   5,   1906.     6:1651—31.     A   $7,000— $13,000. 

other  consid  and  100 
10.3d  st.  No  109,  n  s.  64  e  Park  av.  16x100.11,  3-sty  stone  front 

dwelling.  Grace  L  Smith  to  Louis  P  Weil,  of  New  Haven,  Conn. 

Mort  $8..500.     Aug  15.     Sept  5,  1906.     6:1631- 3y2.     A  $4,50t>— 

$6,000.  other   consid   and   100 

103d  St.  No  107,  n  s,  150  w  Columbus  av,  18.9xl00.11xl8.3xlOU.ll, 

5-sty  stone  front  tenement.     Geo  A  Mattern  to  Mary  M  Holmes. 

Mort  $17,000.      Aug  30.      Aug  31,   1006.     7:18.58—26.     A  $7..500 

— $17,000.  other  consid  and  1(X> 

104th  St.  Nos  234  to  240.  s  s,  175  w  2d  av,  75x100.11.   two  (i-sty 

brk  tenements  and  stores.     Simon  Siegel  et  al  to  Barnet  Klion- 

sky.     Mort  $73.(XI0.     Aug  22.     Aug  31,  1906.     ():l(i53 — 32  and  .33. 

A    $22,000— P   $52,000.  other   consid   and    100- 

104th  st.  No  242.  s  s.  1.50  w  2d  av,  25xl(X>.ll.  6-sty  brk  tenement 

and   store.      Frank   Gens   to   Sarah   Cohen.      Mort   $28,0(30.      Aug 

1.  Sept    5.    1906.      6:1653—31.      A    $7,000— $2().0(J0. 

other  consid  and  100 
105th  st,  Nos  346  and  348.  s  s.  85  w  1st  av.  runs  s  75.11  x  e 
10  X  s  2.5  X  w  50  X  n  100.11  to  st.  x  e  40  to  beginning.  6-sty  brk 
tenement  and  store.  Salvatore  Imperato  to  Wm  B  Potter.  Mt 
$43,."(J(J.  Sept  1.  Sept  5,  1906.  6:1676-31.  A  $10,000— ,$42,- 
000.  other   consid   and  l.(X)0 

105th  st,  Nos  346  and  348.  s  s,  85  w  1st  av,  runs  s  75.11  x  e  10 
X  s  25  X  w  50  X  n  KW.ll  to  st,  x  e  40  to  beginning,  6-sty  brk 
tenement  and  store.  Wm  B  Potter  to  Sbaye  Ruderter.  Mort 
.$43,500.  Sept  1.  Sept  5,  1906.  6:1676—31.  A  $10,000— $42.- 
000.  nom 

106th  st,  No  18,  s  s,  170  w  Madison  av,  25x100.11.  5-sty  brk  ten- 
ement.     Harry   Strasbourger   to   Hannah   Stern.      Mort   $18,(J00. 
Aug   31,    lOOli.      6:1611—63.      A   $16.5110- $28,500.  nom 

107th  st.  No  222,  s  s,  28.8.1  e  3d  av,  21.10x100.11,  4-sty  brk 
tenement  and  store.  Henry  Benjamin  to  Nathan  Lamport. 
Mort  $9,400.  Aug  31.  Sept  4,  1906.  6:1(3.5C — 37.  A  $7,000— 
$10,000.  other  consid  and   100 

109th  st,  No  222,  s  s.  260  e  3d  av,  2.5x100.10.  O-sty  brk  tenement 
and  store.  Max  Magenheim  et  al  to  George  Goldblatt.  Mort 
.$34,875.     Sept  4.     Sept  5,  1906.     6:1658-38.     A  $7,000— .$28,000. 

other  consid  and  100 
109th  St.   Nos  204  and   206.   s   s,   110  e  3d  av.  37.6x100.11.   6-3ty 
brk   tenement   and  store.      Reuben   Moss   to   Max   Baker   and  Jo- 
seph Feiner.     Mort  .$.50,000.     Sept  5.     Sept  6,  1906.     (i:l(>.5S — 43. 
A  $11,0U0— P  .$35,000.  other  consid  and  100 

109th  St.  u  s,  138.9  e  Madison  av,  runs  e  0.10  x  n  21.10  x  n  —  x 
n  70-11  X  w  0.11  X  s  100.11  to  beginning.  Congregation  Nach- 
lath  Z'Vee  to  Chas  I  Weinstein.     Sept  4.     Sept  6,  1906.     6:1615. 

1.200 
110th   St.   Nos  10  to  18,   a   s,   100  w  Madison  av,   128xl(X).ll,   five 
5-sty   brk   tenements,   stores    in   Nos    16   and   18.      The   Knepper 
Realty  Co   to   Adam  Wiener.     Mort   $157,500.     Aug  31.      Sept  1, 
1906..     6:1615—60  to  62,  64  and  68.     A  $67,0(X>— $138,000. 

other  consid  and  100 
112th  st.  No  153,  n  s,  345  w  3d  av,  16.8x100.10,  2-sty  frame  dwell- 
ing. FORECLOS.  Chas  S  Guggenheimer  to  Elias  A  Cohen. 
Aug  23.  Sept  1,  1906.  6:1640—23.  A  .$4.500— .$5,000.  9.025 
112th  st,  Nos  228  to  232,  on  map  Nos  230  and  232,  s  s,  295  e 
3d  av,  49.11x1(30.11,  6-sty  brk  tenement  and  store.  Louis  L 
Goldstein  to  Sarah  Bimberg.  %  paVt.  Mort  $02.7.50.  Sept  5. 
Sept  6,  1906.     6:1661.  other  consid  and  1(30 

112th  st.  No  .331,  n  s,  200  w  1st  av,  31.6x100.11,  6-sty  brk  tene- 
ment and  store.  Michael  Santangelo  to  Raffaele  Prata.  Mort 
.$20,000.  Aug  29.  Aug  31,  1906.  6:1684—17  and  18.  A  $7.- 
.500— $29,000.  other  consid  and  100 

114th  st,  No  308,  s  s,  120  e  2d  av.  20x100.11,  4-sty  brk  tene- 
ment. Nicola  Arenella  to  Filomeno  Nardone.  Mort  $9,500. 
.\ug  30.     Aug  31,  1906.     6:1685—49.     A  $4.800— $9,000. 

other  consid  and  100 
116th  St.  No  235,  n  s.  193.4  w  2d  av,  16.8x100.10,  3-sty  stone  front 
dwelling.      Chas    Schneider    to    Catherine    Celia.      Mort    $8,000. 
Aug  30.     Sept  1,  1906.     6:1666—16.     A  $5,000— .$8,500. 

other  consid  and  100 
117th  St.  No  56,  s  s,  175  e  Lenox  av.  25x100.11.  5-sty  brk  tene- 
ment.     Nathan  Weber   to   Anna   Stein.      Mort   $21,(300.      Sept   4. 
Sept  5.  1906.     6:1600—64.     A  $12,000— $24,000. 

other  consid  and  100 
117th  st.  No  416,  s  s,  194  e  1st  av,  25x100.10.  5-sty  brk  tenement 
and  store.     Ignatz  Weissberger  et  al  to  Isaac  Popkin,  of  Frank- 
lin, La.     Mort  .$30,125.     Aug  31.     Sept  1,  1906.     6:1710—42.     A 
.$5,000— $24,000.  other  consid  and  100 

118th  St.  No  229.  n  s,  260  w  2d  av,  2.5x100.11, 
118th  st.  No  227,  n  s,  285  w  2d  av,  25x100.11. 
two  5-sty  brk  tenements. 
Anna   M   Stolzenberg   to   Louis    Daum.      Mort   $40.0(X).     .\ug  31. 
Sept  1.  1906.     6:1783—13  and  14.     A  $14,000— $47.(300. 

other  consid  and  100 
118th  st.  No  10,  s  s,  175.6  w  5th  av,  25.6x100.11,  5-sty  brk  ten- 
ement.    Belle  E  wife  of  and  Abraham  L  Goldwater  to  Jeannette 
Haims.      Mort  ,$24,850.     Sept  1.     Sept  6,   1906.     6:1601^44.     A 
$12,000— $26,000.  other  consid  and  100 


The   text   of   these   pages   is   copyrighted.      All   rights   are   reserved.      Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 


September  8,  1906    ConTeyancei 


RECORD     A^D     GUIDE  Manhattan 


417 


RECORD 
and   GUIDE 
QUARTERLY 


The  Handy  System   of  Recordtec 
What   System    Ilavt-    \  ou? 
How    Much    Does   Yours   Cost? 

The  Price  ol   ours    is  only   Twenty    Dollars  a  Ycaf« 
RECORD  AND  GUIDE,    14-16  Vesey  Street,  NEW  YORK 


118th  St,  No  34S,  s  s,  S3.(j  w  1st  av,  10.(;x50.5,  3-sty  stone  front 
dwelling.  Samuel  Katz  to  Fannie  Friedman.  Sept  1.  Sept  T), 
lilOli.     (j:ltJW)— 3111/2.     A  .$l;.5(J()— $(i.(KK>.  other  consid  and  100 

lltlth  St,  Nos  22(j  to  li3L',  on  map  Nos  22(i  to  23U,  s  s,  330  e  3d 
av,  fSOxlOU.lO,  two  (j-sty  brk  tenements  and  stores.  Hauben 
Realty  Co  to  Maurice  Caspe.  Mort  $108,500.  Sept  5.  Sept  (i, 
1!)0G.     0:178.3— 31   and  33.     A   !fL'3,<X)0— P  $5O.0UO. 

other  consid  and  100 

119th  St.  No  313,  n  s,  150.6  e  2d  av,  18.9x100.11,  4-sty  stone 
front  tenement.  Louise  C  Donohue  to  Rosa  C  wife  of  Oronzio 
Colasuonno.  Mort  .f8.500.  Sept  5.  Sept  0,  lOUO.  0:1700—8. 
A  $4,.5<R)— $10.."iOO.  other  consid  and  100 

119th  St,  No  216,  s  s.  212.6  e  3d  av,  37.6x100.5,  6-sty  brk  tene- 
ment and  store.  Abraham  B  Keve  et  al  to  Albert  L  Silberstein. 
Mort  .$.50,000.  Sept  4.  Sept  6.  1906.  6:1783— .39.  A  .$10, .500— 
$40,000.  other  consid  and  100 

119th  St.  No  212,  s  s,  175  e  3d  av,  37.0x100.5,  6-sty  brk  tene- 
ment and  store.  Abraham  B  Keve  et  al  to  Abraham  B  Keve. 
Mort  $.50,000.  Sept  4.  Sept  6,  1906.  6:1783 — il.  A  $10,500 
—$40  000.  other  consid  and  100 

119th  St,  Nos  222  and  224,  s  s,  290  e  3d  av,  40x100.10,  6-sty  brk 
tenement  and  store.  Hauben  Realty  Co  to  Abraham  Wechsler. 
Morts  $52,500.  Aug  30.  Aug  31,  1906.  6:1783—36.  A  $11  - 
500— P  $25,000.  other  consid  and  10(J 

119th  St,  Nos  234  to  23S,  on  map  Nos  232  and  234,  s  s,  160  w  2d 
av,  40x1CK).11,  6-sty  brk  tenement  and  store.  Hauben  Realty 
Co  to  Rubin  Rubenstein  and  Michael  Rude.  Morts  $41  (X)0. 
Aug  30.     Aug  31,   1906.     6:1783—36.     A  $11.500— P  $25  (_KX>. 

other   consid  and    100 

120th  St,  Nos  309  and  311,  n  s,  125  e  2d  av.  .50x100.10,  6-sty  brk 
tenement.  Samuel  Grosner  to  Sigmund  Galewski.  Morts  $50,- 
900.     Aug  30.     Aug  31,  1006.     6:1797—6.     A  $12,000— $.52,000. 

other  consid  and   ItX) 

120th  St,  No  54,  s  s,  94  e  Madison  av,  27x100.11,  5-sty  brk  tene- 
ment.     Harry  M  Stotf  to  Therese   Fraad.      Morts  .$24,000.     Aug 

30.  Aug  31,    1906.     0:1746^18.      A   $ll,00a-$29,0O(J. 

other  consid  and  lOO 

121st   St,   No   308,   s   s,    187,0   w  Sth   av,   27x100.11,   5-sty   stone 
front    tenement.     -Louis    Frankenstein    to    Eliz    Hardy    ^nd    Bern- 
ard Yeamans.     Mort  $26,000.      Aug  31,     Sept  4,   1906.      7:1947 
— 40.     A  $10,800— $24,000.  other  consid  and  100 

121st  St,  Nos  215  and  217,  n  s,  1.50.7  e  3d  av,  40.5x100.11,  6-sty 
brk  tenement  and  store.  Max  Mandel  to  Louis  Cabman.  Mort 
$65,600.     Aug  30.     Aug  31,   190(!.     6:1786.  100 

122d  St,  No  411,  n  s,  171.4  e  1st  av,  16.8x100.11,  3-sty  stone  front 
dwelling.  Rosa  Rosenthal  to  Henry  Wiegand.  Mort  $5,000. 
Sept  4,  1906.     6:1810—71/2.     A  $3,300— $6,000. 

other  consid  and  100 

122d  St,  No  225,  on  map  No  227,  n  s,  305  e  3d  av,  2.5x100.11. 
5-sty  brk  tenement.  Zigmund  Fichman  to  Anchor  Bohemian 
Real  Estate  Assoc.  Mort  $24,0(X).  Aug  31.  Sept  1,  1906. 
6:1787—13.     A   $7,000— .$23,000.  other  consid   and   100 

123d  st.  No  54,  s  s,  118.0  e  Madison  av.  18.9x100.11,  3-sty  brk 
dwelling.  Theresa  Reinach  to  Joseph  B  Koplik.  Mort  $10,500. 
Sept  5,   1006.     6:1748—20.     A  $7,.50O-$ll,m)O. 

other  consid  and  100 

123d  St,  No  69,  n  s,  40  w  Park  av.  20x100.11,  4-sty  brk  tenement. 
Louis  J  Freiman  to  Cocrad  Steinmann.  Mort  $13,<MI0.  Aug  30. 
Aug   31,    1906.      6:1748-54.      A   $8.000— $14,000. 

other    consid    and    100 

124th  St.  Nos  9  and  11,  n  s.  138  w  Sth  av,  47xltX).ll,  3-sty  brk 
dwelling  and  3-sty  frame  dwelling.  Wm  A  Martin  to  The  City  of 
N  Y.  July  27.  Aug  31,  1E)06.  6:1722—30  and  31.  A  $27..500 
—$32,000.  60.000 

126th  St,  Nos  506  to  516,  "s  s,  150  w  Amsterdam  av,  141.3x99.11, 
three  6-sty  brk  tenements,  store  in  Nos  506  and  508.  Daniel 
Fraad  to  Harry  M  Stoff.  Mort  $189,9.50.  Aug  30.  Aug  31, 
1906.     7:1080-39,  41   and  44.     A  .$51..500— $176,000. 

other   consid   and   100 

126th  St,  No  62,  s  s,  266.3  e  Lenox  av,  18.9x90.11,  3-sty  and  base- 
ment stone  front  dwelling.  Cecilia  Herrman  to  Rudolfo  G  Bar- 
thold.  Mort  $10,000.  Sept  1.  Sept  6,  1006.  6:1723—61.  A 
$7,500— $13,500.  other  consid  and  100 

127th  St.  No  132,  s  s,  65  w  Lexington  av,  35.10x00.11,  6-sty  brk 
tenement  and  store.  Nathan  Marcus  to  Bertha  Hauptman  and 
Saml  Goodman.  Mort  $48,.500.  Aug  10.  Sept  6,  1006.  6:1775— 
50.     A  $21,000— P  $50,500.  other  consid  and  100 

128th  St,  Nos  28  and  30,  s  s,  310  w  5th  av.  75x99.11.  two  8-sty 
brk   tenements.     Chas  K  Cole   to   Amelia   Phyfe.     Aug  24.      Aug 

31,  1906.     0:1725—49.     A  $32,000— $150,000. 

other    consid    and    100 

129th  St,  No  155,  n  s,  208.4  e  7th  av,  16.8x99.11,  3-sty  and  base- 
ment stone  front  dwelling.  Kath  E  Kenny  to  Felix  Graumann. 
Aug  30      Aug  31,    19(X;.      7:1914—10.      A   $7,300— $11,000. 

other  consid  and   100 

129th  St,  No  304.  s  s.  100  w  Sth  av,  2.5.x99.11,  5-sty  brk  tenement. 
Isidore  Londenr  (?)  or  Londner  to  Stella  Wechsler.  Mort  .$20.- 
000.      Sept    6.    1006.      7:10.5.5—10.      A    $0.000— $10  OOO.  nom 

120th  St.  No  304,  s  s,  100  w  Sth  av.  25x00.11,  5-sty  brk  tenement. 
Stella  and  Sigmund  Wechsler  to  Isidore  Londner.  All  liens.  Sept 
5,   1906.     7:195.5—10.     A  $0.000— $19,000.  nom 

129th  St,  No  100,  n  s,  140  e  Park  av,  25x99.11.  4-sty  brk  tene- 
ment and  store.  Isaac  Cohen  et  al  to  Saul  Adams.  Mort  $12,- 
750     Aug  20.     Sept  5,  1906.     6:1778—7.     A  $6„500— $10,000. 

other  consid  and  100 

131st  St,  No  2.58,  s  s,  220  e  8th  av,  15x99.11,  3-sty  stone  front 
dwelling.  Stillman  W  Risbey  to  Chas  F  Aukamp,  of  Brooklyn. 
14  part.  Mort  $6,000  Sept  5,  1906.  7:1936—55%.  A  $6,000— 
$9,000.  nom 

133d  St,  No  219,  n  s,  220.2  w  7th  av,  19.10x99.11,  4-sty  brk 
tenement.  Abram  Bachrach  to  Mary  H  Esler.  Mort  $10,000. 
Aug  30     Sept  4,   1906.     7:1030—22.     A  $8.000— $13,000. 

other   consid    and    100 

134th  St,  No  56,  s  s,  .500.10  w  Sth  av,  16.10x99.11,  3-sty  brk  dwell- 
ing. William  Solomon  to  Lena  Solomon.  Mort  .$6,500.  July 
18.     Sept  6,  1906.     6:1731—57.     A  ,$5.000— $8,000.  nom 

138th  St.  No  612,  s  s.  202  w  Broadway,  16x99.11,  4-sty  brk  dwell- 
ing. Margurite  C  Sanders  to  Edw  F  Rush.  Mort  $13,600.  Aug 
27.      Sept    1.    1006.      7:2086—411/4.      A    $4,000— $12..500.  nom 

143d  st,  Nos  115  and  117,  n  s,  225  w  Lenox  av,  41.8x09.11,  6-sty 


brk  tenement.     Henry  L  Cotton  to  Frank  Boker  and  Louis  Geiger. 
Mort  .$51  000.     Aug  30.     Aug  31,  1006.     7:2012.  nom 

144th  st.  No  1(0.  s  s,  137.6  e  7th  av,  37.6x00.11,  5-sty  brk  tene- 
ment. Max  W  Rosenbaum  et  al  to  Joseph  E  Kennedy.  Mort 
.$"9,0(10.     Aug  20.     Aug  31,  1906.     7:2012.       other  consid  and  100 

145th  St.  No.  ."i2'.).  n  s,  291.6  e  Broadway,  33.6x00.11,  5-sty  brk 
tenement.  Oitilie  M  Boschen  to  Babetta  Grabenheimer.  Morts 
.$31.CO0.  Aug  30.  Sept.l,  1906.  7:2077—13.  A  $16.<X)0— $35.- 
(KM).  other   consid   and  100 

llSih  St.  Xo  5.37.  n  s.  408.4  w  Amsterdam  av,  16.8x99.11.  3-sty  brk 
dwelling.  Antoinette  Hyatt  and  Stiles  G  Hyan  to  George  Pfaff. 
Mort  $11,000.  Aug  8.  Aug  31.  1906.  7:2080—15.  A  $6,.5(JO— 
$13,(XiO.  other  consid  and  100 

140th  st,  Nos  305  and  307.  n  s.  100  w  8th  av,  50x99.11,  6-sty  brk 
tenement  and  store.  Frank  Mueller  to  Henry  Kuntz,  of  Iselin, 
N  J.  and  Moses  Gomberg.  of  N  Y.  Mort  $43,000.  Sept  4.  Sept 
5.    1906.      7:2045—86.      A    $iv.OO(.>— P    $35,000.  1.000 

152d  St.  Xo  44."»',  s  s.  425  e  Amsterdam  av.  .50x90.11.  2-sty  brk 
dwelling.  Rudolph  Oelsner  to  Isabella  Wallach.  Mort  $20,000. 
Aug   17.      Aug  31,   1006.     7:2066—40.     A   $13,000— $25,0<K>. 

other  consid  and  lOO 

171st  st,  n  s,  125  w  Amsterdam  av,  .5O.\05,  vacant.  Osbourne 
Bowks  to  Claude  J  Kirkland.  Mort  $14,000.  May  4.  Sept  6, 
liK)6.     8:2128— .53  and  .54.     A  $10.tXlO— $10,000.  nom 

Av  A.  No  1530.  w  s,  76.10  n  Slst  st,  25x100.6.  5-sty  brk  tenement 
and  store.  Clothiers  Real  Estate  Co  to  Hyman  Fechter.  Mort 
.$30,000.  June  5.  Sept  5.  1006.  5:1561—24.  A  $10,000— $23,- 
.500.  100 

Av  B,  No  287,  e  s,  42  s  17th  st,  20x68,  5-sty  brk  tenement  and 
store.  Max  Blau  to  Myron  Sulzberger.  1-6  part.  Mort  .$8,000. 
Aug  30.      Aug  31,    liMXi.      3:084—58.     A  .$5.000— $8,000.  nom 

Av  D,  No  101,  w  s,  73  n  7th  st,  24.4x115,  5-sty  brk  tenement 
and  store  and  4-sty  brk  tenement  in  rear.  George  Bardes  to 
William  Koster.  Q  C.  May  14.  Sept  4,  10116.  2:377 — 42. 
A   $lt!,0OO— $25,000.  nom 

Same  property.  Mary  Bardes  widow  et  al  to  same.  Q  C.  May 
25.     Sept  4,   1900.     2:377.  nom 

Same  property.  William  Koster  to  Frederick  Schlesinger.  Mort 
$30,000.     Aug  31.     Sept  4,  19<10.     2:377.  other  consid  and  100 

Av  D,  Nos  105  to  1111  s   w   cor  8ih  st,   60x.50.  | 

Sth  st.   No  40S  J  I 

Av  D,   Nos  103  and  105,  w  s,  60  s  Sth  st,  37.6x100.  | 

two  6-sty  brk   tenements   and  stores.  | 

Hyman  Schlesinger  et  al  to  Abraham  Plesofsk>.     Mort  $131, .500. 
Sept  1.     Sept  5,  1906.     2:377—37  and  41.     A  $51,000— $115,000. 

100 

Amsterdam  av.  No  165,  e  s,  50.5  n  67th  st,  25x100,  2-sty  brk 
store.  Aaron  Buclisbaura  to  Aaron  Buchsbaum  Co.  Mort 
$20,000.  Oct  18,  1905.  Aug  31,  1906.  4:1139—3.  A  $19,000 
—$25,000.  40,000 

Amsterdam  av.  No  647,  e  s,  82.5  n  91st  st,  27.6x100,  5-sty  hrk 
tenement  and  store.  Agnes  Lynch  to  Isaac  and  Morris  Feigel. 
Mort  $22,000.  Aug  31.  Sept  1,  1006.-  4:1222—4.  A  $10,000— 
$20,000.  other  consid  and  100 

Amsterdam  av,  Nos  1467  and  1460,  e  s,  150  s  133d  st,  runs  n 
40.0  X  e  75  x  n  —  to  point  100  s  of  said  st  x  e  25  x  s  .50  x  w  100 
to  beginning,  (i-sty  brk  tenement  and  store.  Leopold  Oppen- 
heimer  and  ano  to  Chas  L  Newcomb.  Mort  $52,000.  Sept  4. 
Sept    5,    1006.      7:1970—15.      A    $20,000— $65,000. 

other  consid  and  100 

Audubon  av.  e  s.  41.10  s  17Sth  st,  40x100.2x46.5x100.  Release 
mort.  Manhattan  Mortgage  Co  to  Henry  Fox.  Aug  16.  Sept  1, 
1906.     8:2132.  nom 

Audubon  av.  e  s,  41.10  s  178th  st,  40x100.2x46.5x100,  vacant.  Re- 
lease mort.  The  Estf.tes  Settlement  Co  to  Henry  Fox.  Aug  16. 
Aug  31.   19(X;.     8:2132.  nom 

Bradhurst  av.  No  122,  e  s,  24.11  n  148th  st,  25x75,  S-sty  brk  tene- 
ment. Sceptre  Realty  Co  to  Joseph  M  Levine.  Mort  $20,500. 
Aug  30.     Aug  31.  1906.     7:204.5—65.     A  $4,500— $14,000. 

other   consid   and   100 

Bradhurst  av.  No  122.  e  s,  24.11  n  148th  st,  25x75.  5-sty  brk  ten- 
ement. Joseph  M  Levine  to  Sceptre  Realty  Co.  Mort  $20,500. 
Sept  4.     Sept  5,  1906.     7:2045—65.     A  $4,500— $14,000. 

other  consid  and  100 

Broadway,  s  w  cor  lOSth  st,  lOOxlOO.  vacant.  Geo  A  Acken  to 
The  Title  Ins  Co  of  N  Y.  Mort  $100,000.  Aug  31.  Sept  1,  1901!. 
7:1.S02— 49.      A    $110,000— $110,000.  other   consid   and    100 

Broadway,  No  371     |  w   s,    75    n    Franklin    st,    25x150   to    Franklin 

Franklin  pi  or  alley]  alley  or  pi,  5-sty  brk  lott  and  store  build- 
ing. Carson  C  Peck  to  Robt  L  Miller,  of  Philadelphia,  Pa. 
Mort  $150,000.  Sept  1.  Sept  4,  1906.  1:175—31.  A  $140,- 
600— $155,000.  nom 

Broadway,  No  371     [  w   s,    75    n    Franklin    st,   25x150   to   Franklin 

Franklin  pi  or  alleyl  alley  or  pi,  5-sty  brk  lott  and  store  build- 
ing. Robt  L  Miller  to  Edmund  J  Bamberger,  of  Philadelphia, 
Pa.  Mort  $172,.500.  Sept  1.  Sept  4,  1006.  1:175—31.  A 
$140,600— $155,000.  nom 

Broadway,  s  e  cor  162d  st,  99.11x100,  vacant.  Markus  PoUak 
to  Isaac  Heifer.  All  liens.  Aug  27.  Aug  31,  1006.  8:2120- 
1    and   9.      A   $.50  OOO— $50,000. 

Broadway,  n  e  cor  161st  St.  99.11x100. 

Broadway,  s  e  cor  ]62d  st,  90.11x100.  | 

Party  wall  agreement.     Markus  Pollak  with  Isaac  Heifer.     Aug 
27.     Aug  31.  1906.     8:2120.  nom 

Broadway,  s  e  cor  162d  st,  00.11x100,  vacant.  Isaac  Heifer  to 
Marcus  Pollak.  Mort  $55  000.  Aug  31.  Sept  5,  1006.  8:2120 
—8  and  9.     A  $50.000— ,$50,000.  other  consid  and  100 

Convent  av,  No  14,  w  s.  39.11  n  141st  st.  20x100,  3-sty  stone 
front  dwelling.  Hyman  Sonn  et  al  to  Abraham  M  Baumann. 
Mort  $14,000.     Sept  5,  1906.     7:2058-13.    A  $6.000— $15,000. 

other  consid  and  100 

Columbus  av,  No  967,  e  s,  75.8  n  107th  st,  25.,3xl00,  5-sty  brk 
tenement  and  store.  Morris  M  Levy  and  ano  TRUSTEES  Simon 
Levy  to  Isaac  Saltz.  Mort  .$23,000.  July  14.  Sept  5,  1906. 
7:184.3—4.      A   $16,000— $28,000.  39,750 

Lenox  av.  No  552|  s  e   cor  1.38th  st,  99.11x100.  7-sty  brk  tenement 
138th  st  [    and    store.      Minnie    Levin    to    Lizzie    Frankel. 

B  &  S.     Mort  $209,200.     Aug  10.     Sept  6,  1006.     6:1735—69.     A 
$70.000— .$2.50,000.  other  consid  and  100 


other   consid   and   100 
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i  10  Van  Siclen  Ave.,  Brooklyn 


East  New  York  (26th  Ward)  Property  a 
Specialty.  Send  Particulars 


Lenox  av.  No  55,  w  s,  25.2  s  113th  st,  25.2x75,  4-sty  and  base- 
ment brk  tenement.  Annie  Spiro  and  ano  to  Abraham  Schein- 
berg.  Mori  $2(;.Ut)0.  Sept  1.  Sept  4,  lUOU.  T;lbi22— 35.  A 
.fl7,5(Jl>— $2ti,ll0n.  other  consid  and   100 

Lexington  av,  No  10-14,  w  s,  85.2  s  75th  st,  17x80,  4-sty  stone 
front  dwelling.  Babetha  Baruch  to  Mathilde  Molsberger.  Mort 
.fl2,0(K>.  Aug  25.  Sept  4,  lUOO.  5:1409—50.  A  $12,000— 
.>15,0II0.  other  consid  and  100 

Lexington  av.  No  1701,  e  s,  4G.11  s  107th  st,  27xS2.0,  4-sty  stone 
front  tenement.  Moses  Israel  et  al  to  Samuel  Hanes.  Mort 
$20,500.  Aug  31.  Sept  5,  I'JOli.  0:1034—51.  A  $10.500— .flS,- 
."00.  other   consid    and    100 

Lexington  av.  No  100,  w  s,  59.3  n  30th  st,  l',)."Jx!SO,  3-sty  brk 
dwelling.  Alfred  C  Bachman  to  Geo  Rosenfeld.  Mort  $0,."iOO. 
Aug  :!1.     Sept  1,  lltOu.     3:>S!Sli — 24.     A  $10,000 — $21.0011.  nom 

Lexington  av.  No  100,  w  s,  59.3  n  30th  st,  19.9x80,  3-sty  brk  dwell- 
ing. Hoffman  Miller  to  Alfred  C  Bachman.  Mort  $10..500.  June 
10.      Sept    1,    19tRi.      3:880—24.      A    $10,000— $21,000. 

other   consid   and   KjO 

Le.xington  av.  No  1799,  e  s,  19  11  s  112th  st,  27x73,  5-sty  brk 
tenement  and  store.  Harry  H  Kutner  to  Eugenia  Wolf.  Morts 
.$22,.500.  Aug  31.  Sept  1,  1900.  0: 1039- 5014.  A  IfO.OtlO— $18.- 
000.  other  consid  and  100 

Lexington  av.  No  1709,  e  s,  19.11  s  112th  st,  27x73,  5-sty  brk 
tenement  and  store.  Alex  A  Tausky  to  Harry  H  Kutner.  Mort 
S20,500.  Aug  29.  Sept  1,  190<j.  0:1039— 50V4.  A  $9,000— $18,- 
000.  other    consid   and    lOO 

Madison  av.  No  G93,  e  s.  22  n  02d  st,  19.4x50.  4-sty  stone  front 
dwelling.  Geo  J  Humphrys  to  Louis  G  Friess.  Mort  $30,000. 
Sept  5,  1900.     5:1377—21%.     A  $27,000— $32,000. 

other  consid  and  100 

Madison  av.  No  1732  |s  w  cor  114th  st,  25x79,  5-sty  brk  tenement 

114th  st.  No  30  I  and  store.  Isidor  Steiner  to  Jesse  J  Gold- 
burg.  Mort  $30,000.  Aug  30.  Aug  31,  1900.  0:1019—59.  A 
$19,500— $35,000.  nom 

Same 'property.  Jesse  J  Goldburg  to  Samuel  Lacs  GUARDIAN 
Jacob  Lacs.     Mort  $44,(X)0.     Aug  30.     Aug  31,  19O0.     0:1019. 

other   consid  and   100 

Madison  av,  No  12361  s  w  cor  S9th  st,  runs  s  25.8  x  w  75  x  s  75 

S9th  st,  No  22  I      X  w  03.10  x  n  1(K).S  to  89th  st  x  e   138.10 

to  beginning,  7-sty  brk  and  stone  hotel.  Edw  V  Loew,  Jr,  to 
Franklin  J  Wood,  of  Newark,  N  J.  Mort  $200,000.  July  20. 
July  25,  1900.  5:1500— .58.  A  $170,000— $283,000.  Corrects 
error  in  issue  of  July  28,  when  street  in  brace  was  69th  st. 
No   22.  nom 

Manhattan  av,  Nos  1G8  to  18G|  n    e    cor    107th    st,    201.10    to    s    s 

107th  st  I      108th  st  x95,  five  6-sty  brk   tene- 

108th  st  1      ments   and   stores.      Robert   M   Sil- 

verman Realty  &  Construction  Co  to  John  Kafka.  Mort  $246,- 
000.  Sept  4.  Sept  5,  lOOG.  7:1843—18,  20  and  44  to  47.  A 
$117.000— P   $1.55,000.  100 

Morningside  av  W(  n   w   cor   117th   st,    100x120,   6-sty   brk  tenem't. 

117th  St.  No  4011  CONTRACT.  Robert  M  Silverman  Realty  and 
Construction  Co  with  Andrew  P  Morison.  of  Montclair,  N  J.  Mt 
$280,000.  June  20.  Sept  0.  1900.  7:1901—53.  A  $90,000— 
P  $1.5(1,000.  320,000 

Park  av.  No  llOli  n  e  cor  89th  st,  19.8x80,  5-sty  stone  front  ten- 

8!)th  st.  No  101  I  ement  and  store.  Chas  G  Curtis  to  Primrose 
Trading  Co.  B  &  S.  Mort  $20,000.  Sept  5,  1900.  5:1518—1. 
A  $18,000—128,000.  nom 

St  Nicholas  av.  No  4.30  (405).  e  s.  309.3  s  133d  st,  25.Gxl25, 
.5-sty  brk  tenement.  Miriam  E  Godfrey  to  Herbert  A  Harrison, 
of  Utica,  N  Y.  Mort  $18,300.  Sept  1.  Sept  4,  1900.  7:1958— 
55.     A  $12,000— $23,000.  other  consid   and   1,000 

St  Nicholas  av,  s  e  cor  182d  st,  50x100,  6-sty  brk  tenement.  Don- 
ald  Robertson   to   Esther  A   Wheaton.      Mort   $.58,000.      Aug  30. 

Sept  C,   1900.     8:2154—6  and  7.     A  $27,000—$ . 

other   consid   and   100 

St  Nicholas  av,  s  e  cor  182d  st,  50x100,  6-sty  brk  tenement.  Esther 
A  Wheaton  to  August  Schierloh.      Morts  $75,000.     Aug  30.     Sept 


0,    1906.      8:21.54—0   and    7. 

St    Nicholas   av.    No   202,    e   s, 
69.3,    5-sty    brk    tenement. 
Bloom,    Morris    Gordon    and 


A   $27,000—$- 

other  consid  and  100 
120th   st,  36.3x88.3x30.  llx 


23 

Morris    Haber    et 
Isidor    S    Tunick. 


al    to    Nathan 
Mort    $2<i,000. 


Same  property.  Emanuel 
right,  title  and  interest. 
4:1180. 

West  End  av.  No  306,  e 


Sept   1.      Sept   4,    1906.      7:1926—8.      A   $13,000— $25,000. 

other  consid  and  100 
West  Broadway,  No  229|  s   e   cor   White    st,    15x47    to    alley,   4-sty 
White  st,  No  1  |      brk     tenement     and     store.       Thomas     J 

Walsh  to  Ernest  H  Meyer.  2-5  parts.  Part  of  mort  .$8,500. 
Sept   6,    1906.      1:178—21.      A   $22,100— $25,000.  nom 

West  End  av.  No  195]  s  w  cor  69th  st,  2.5.5x100,   5-sty  brk  tene- 
<')9th  st.   No  300  I    ment   and   store.      The  Fleischmann   Inter- 

borough  Real  Estate  Co  to  Emanuel  Kapelsohn.  Mort  $35,000. 
Sept  5,  1900.     4:1180—36.     A  $16  000— $31,000. 

other  consid  and  100 
Kapelsohn    to    Augustus   L   Hayes.      i/4 
Mort    %    of   all   liens.     Sept   5,    1006. 

other  consid  and  100 
62.2  n  74th  st,  20x70,  3-sty  and  base- 
ment   brk   dwelling.      Henry  W   Eaton    to  James    G   Tyler.      Mort 
$15,000.     Sept  5,  1906.     4:1166—3.     A  $13,.50O-.$21,50O. 

other  consid  and  100 
West  End  av.  No  215.  w  s,  25.5  s  70th  st.  25x100,  5-sty  brk  loft 
and  store  building.     Walter  E  Thompson  to  Frank  Tilford.     Aug 
22.      Aug   31.    lOOi;.      4:1181—35.      A    $12,000— $25,000. 

other  consid   and   lOO 
1st  av,   No   1145.   w   s,   .50.5  s  C3d   st,   2.5x80,   5-sty   brk   tenement 
and    store.      Louis    Klinger   to    Chas   M   Kaufmann.      Mort    $18,- 
325.     Aug  30.     Aug  31,  1906.     5:1437—28.     A  $11.000— $17,000. 

other  consid  and   100 
1st  av.   No   1375  |s   w   cor   74th  st,   2.3x60,   with   all   title   to 

74tli  st,  Xos  35(5  and  358[  11-in  strip  adj  on  west,  4-sty  brk  tene- 
ment and  store.  Sarah  Harris  to  William  Woltfson.  Mort  $24,- 
000.     Aug  30.     Aug  31,   1900.   5:1448—30.     A   $13.000- $24.0(Xt. 

other    consid    and    1(X> 
1st   av.   No   352,   e   s.   40   s   21st   st,   23x68.8,   3-sty   brk   tenement 
and  store.     Louis  Frambach  to  Solomon  Reiner.     Sept  4,   1906. 
3:952-61.     A  $6,000— $8,.500.  other  consid  and  100 

1st  av.  No  95,  w  s,  24.3  s  6th  st,  24..3xl00.  I 

1st  av.  No  97  I  s  w  cor  6th  st.  24.3x100.  I 

6th  st,  Nos  342  and  344| 

three   5-sty  bik   tenements   and   stores.  | 

Edward  Steiner  to  The  Minsky  Realty  and  Construction  Co.  Mts 
$40  000.  Aug  31.  Sept  5,  1900.  2:447—27  to  29.  A  $47,000 
— $04,000.  other  consid  and  100 


Same  property.  The  Minsky  Realty  and  Construction  Co  to  Sig- 
mund  Fodor,  Benjamin  Glasgow  and  Joseph  G  Nagv.  Mort 
$95,000.     Sept  5,  1900.     li;447.  other  consid  and  100 

1st  av.  No  2169,  w  s,  25.11  n  112th  st,  25x100,  6-sty  brk  tene- 
ment and  store.  Giovanni  Buono  to  Emilia  Russiello.  Mort 
$24,250.  Aug  31.  Sept  5,  1906.  6:1084—20.  A  $8,000— $28.- 
OOO.  other  consid  and  100 

1st  av.  No  2349,  w  s,  50.5  n  120th  st,  25,2x100,  5-sty  brk  tene- 
ment and  store.  Santo  Giacini  to  George  Schwartz,  2-3  parts, 
and  Nathan  Porper,  1-3  part.  Mort  $27,5(JO.  Aug  1.  Sept  1. 
lOOii.     0:1797—25.     A  $7,000— $22..500.  other  consid  and   100 

2d  av.  No  10116,  e  s,  20.5  n  .53d  st,  20x70.  .j-sty  brk  tenement  and 
store.      John    Muller   et   al    to  Louis   Flato.      Mort   $11,800.      Aug 

29.  Sept  1.  1900.     5:l.'!4ll— 2.     A  .$9,000— $14,000.  nom 
2d  av.   No   1982|s  e  cor  102d  st,  25.11x100,  5-sty  stone  front   tene- 
102d  st.  No  300  1     ment  and  store.      Morris  Jones   to  Harry  Wilkus. 

B  &  S.      Mort  $3.5,000.     Aug  31.      Sept   1,   1906.      6:1073 — i9.      A 
$14,000— $30,(KIO.  other   consid    and    100 

2d  av.   No  ]7fH(|n  e   cor  88th  st,  25x100,   5-sty  brk   tenement   and 
88th  st.  No  301  I     store.      Julia    Taggart    to    Max    Borck.      Aug   31. 
Sept    1,    1900.      5:1.551—1.      A    $22,O0(K— $.38  000. 

other    consid   and    100 
2d   av,   Nos  1384  and   1386,   e   s.  27.2  n  71st   st.  50x75.   two  4-sty 
stone   front   tenements  and  stores.     Max  Borck   to  Geo   C  Engel. 
Mort  $28,000.     Aug  31.     Sept  1,  1006.     5:1440—2  and  3.     A  .$24,- 
000— $33,000.  100 

2d  av.  No   1700|n  e  cor  8Sth  st,  25.8x100,  5-sty  brk  tenecent  and 
88th  St.  No  301  I     store.      Geo    C    Engel    to    Julia    Taggart.      Mort 
$34,500.     Aug  31.     Sept   1,   1900.     5:1551—1.     A  $22,000— .$38,- 
000.  -  other   consid   and    100 

2d  av,   Nos  1491   and  14031s  w  cor  78th   st,   76.10x39.6x76.9x39.0, 
78th  st,  Nos  270  and  272       1       6-sty  brk  tenement  and  store.  Julius 
Weinstein  to  Benj  Davis  and  Louis  Jacobs.     Mort  $58,000.     Aug 

30.  Sept   1,   1900.     5:1432—25.     A  $35,000— P  $45,000. 

other  consid  and  100 
2d  av.  No  986,  es,  20  n  52d  st,  20x71,  4-sty  stone  front  tenement 

and  store.     Rosa  Heinemann  to  Morris  and  Joseph  Prowler.  Mort 

$llom>.      Aug  30.     Aug  31,   1906.     5:1345—2.     A   $9,000— $13.- 

OOtt. 
2d  av.  No  2130,  e  s.  75.8  s  llOth  st, 

and    store.      Giovanni    Guglielmetti 

Sherman,      Mort   $12,000.      Aug  31, 

000— $13,000. 
3d  av,  Nos  1872  and  1874,  w  s,  .50.11  n  103d  st,  .jOxlOtJ,  two  5-sty 

stone   fron4,   tenements  and  stores.       The  Hermitage  Co  to  Leon 

Sable   and   Louis   A   Sable.     Mort   $— .      Aug  31.  '  Sept    1,    1906 

(i        "      "  '^  ~ 


nom 
25.2x75,  4-sty  brk  tenement 
et    al    to    Rose    and    Jennie 
1900.      0:1681— .52,      A   .$8.- 

other   consid  and   100 


:!li31— 35  and  30.     A  $27 
3d   av,   Nos   10.57   and   10.59, 

brk  tenements   and   stores. 

Ehret.      Aug   IS.      Sept   4, 

000— $72,000. 
3d   av,    Nos   1057   and   1059, 

brk   tenements  and  stores. 


■,000— $44,0110,  nom 

s   e   cor  93d   st,   50.4x100,   two   5-sty 

William  Hoffmann  et   al   to  George 

1006.      5:1538 — JO  and  47.     A  $46.- 

100 
s   e   cor  93d   st,   50.4x100,   two   5-sty 
Wm  Hoffmann  to   Philip   Hoffmann. 
%  part.     C  a  G.     Dec  22,  1897.     Sept  4,  1900.     5:1538 — 46  and 
47.     A  $40.000— $72,000.  nom 

5th  av.  Nos  13.59  and  1361,  e  s,  25.11  n  113th  st,  50x100,  two 
5-sty  brk  tenements  and  stores.  Lena  Holzwasser  to  Albert 
Freund.  Morts  $-50,000.  Aug  31.  1900.  6:1019— 2  and  3.  A  .'f34,- 
000— $58,000.  other   consid   and    100 

7th  av.  No  2130,  w  s,  79.7  s  127th  st,  20.4x80.  4-sty  and  base- 
ment stone  front  dwelling.  Mary  E  Goeghegan  et  al  to  Charles 
Laue.  Mort  $17,000.  Aug  9.  Sept  1.  1906.  7:1932—33.  A 
$13,000- $19,000.  100 

8th  av,  Nos  2424  and  2420!  s   e   cor   130th   st,   49.11x100,   G-sty   brk 

1.30th  St.   No  270  I     tenement   and   store.      Israel     Hoffman 

to  Alphonse  E  Voss,  of  Brooklyn.     Mort  $100,000.     Aug  3.  Sept 
5,  1900.     7:19.3.5—61.     A  $42.000— P  $liO.00O.  other  consid  and  100 

8th  av.  No  916,  e  s,  62,31  n  .54th  st,  23.8x80,  4-sty  stone  front 
tenement  and  store.  Amelia  Stavrahn  to  Nicholas  Condack.  of 
Philadelphia  Pa.  Mort  $48,000.  Aug  30.  Aug  31,  1900.  4:]02»! 
—3.     A  $24.000— $2(;,000.  other  consid  and  100 

9th   av.   No   729,   w   s,   75.3   n   49th   st,   runs   w   80.6  x   n   29 
12.4  X  s  2.0  X  e  2.0  x  s  5.0  x  e  65.8  to  av  x  s  21  to  beginning. 

9th  av.  No  731,  w  s,  90.3  n  49th  st,  runs  w  65.8  x  n  .5.6  x  w 
2.0  X  n  2.6  X  w  12.4  x  s  3.10  x  w  19.6  x  n  16.10  x  e  100  to  av 
X    s    21    to    beginning.     * 
two  4-sty  brk  tenements  and  stores. 
Aaron    Buchsbaum    to    Aaron    Buchsbaum    Co.      Morts    $20,000! 
Oct  18,  1905.     Aug  31,  1906.     4:1059-32  and  3.3.     A  $27,000—  ■ 
$41,000.  50,000 

Plot  begins  c  1  blk  bet  70th  and  77th  sts,  148  e  Av  A,  runs  e  25 
xs  —  xnw  —  xn  28.9  to  beginning.  Philip  A  Decker  to  John 
Hurtzig.     Aug  31,  1900.     5:1488.  nom 

MISCELLANEOUS. 

.Agreement  as  to  terms  and  provisions  and  intentions  under  will  of 
Lewis  Jacobs.  Caroline  Jacobs  with  ,\melia  Jacobs  et  al.  Mar 
27,   1005.      Sept   5,    1906.      (Miscl).  nom 

BOROUGH   OF   THE   BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 

new  Annexed  District   (Act  of  1895). 

Barretto  st  .     !s  w  cor  Whitlock  av.  runs  w  200  to  e  s  South- 

Whitlock  av  |    ern  Boulevard  x  s  400.9  to  n  s  Tiffany  st  x  e 

Southern  Boulevard|     200  to  w  s  -Whitlock  av  x  n  400.9  to  begin- 

Tiffany  st  1     ning,    vacant.      Alfred    C    Bachman    to    Lulu 

Bose.      Mort   $78,000.      Sept   6,   1906.     10:2733.  100 

Dawson  st.  No  1108,  e  s,  175  n  156th  st,  25x100,  2-sty  brk  dwell- 
ing. Charles  Ehret  and  .\nnie  his  wife  to  said  Charles  Ehret 
husband  of  Annie  Ehret.  Mort  .$4,000.  Sept  1.  Sept  4,  1900. 
10:2701.  nom 

Grote  st,  late  road  from  Fordham  to  West  Farms,  n  s.  4.3  w 
Prospect  av,  late  Taylor  av,  2.8x124.9x2.5x113,  except  part  for 
Grote  St.  2-sty  frame  dwelling.  Charles  Knaut  to  Annie  Ar- 
mour.     Mort   $3,500.     Aug  30.     Sept  5,   1906.     11:3101. 

other  consid  and  100 

''Harriet  pi,  lots  .52  and  53  map  Flanagan  estate  at  Throggs 
Neck.  Lambert  G  Mapes  to  Lewis  Colford.  Aug  29.  Sept  .5, 
1906.  .  nom 

Kelly  or  152d  st.  No  935.  n  s,  210  e  Robbins  av.  25xl57.9x27.llx 
145.5,  4-sty  brk  tenement  and  store.  Chas  W  Hillmann  to  Max 
Riger,  of  Astoria,  L  I.  Mort  $15,000.  Sept  4.  Sept  5.  1906. 
10:2644.  other  consid  and  100 

Kelly  St.  No  32,  e  s,  125  n  1.56th  st,  25x100,  3-sty  brk  dwelling. 
Geo  F  Johnson  to  Eugene  A  McMahon.  Mort  $7, .500.  Aug  16. 
Sept   5,    190G.      10:2708.  100 


The  text  of  these  pages  is  copyrighted.     All  rights  are   reserved. 


Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 


September  8,  1906  Conveyaflcii 
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Cooper  Iron  Works 

J  JOHN   COOPER,  PROPRIETOR 

Works :  Emmett  Street  &  Avenue  D,  Newark,  N.  J. 
New  York  Office :  I  Madison  Avenue 


IRON  and  STEEL  WORK 

FOR 

BUILDINGS,  BRIDGES,  &c. 


'Lebanon  st,  s  s,  l.jO  w  Bronx  Park  av,  25x100,  l!-sty  frame 
dwelling.  Louis  Freyer  to  Minnie  Freyer.  Q  C.  %  part.  All 
title.      Aug  31.      Sept   0,    lUdll.  nom 

Lorillard  pi,  No  2442.  e  s,  80  n  188th  st,  25x97.5,  2-sty  frame 
dwelling.  John  and  Ellen  R  Owen  to  Clara  L  wife  John  Owen. 
Sub  to  life  estate  of  parties  Ist  part.  Aug  30.  Sept  4,  lOOG. 
Il:3(l."i8.  nom 

IMinford  pi,  e  s,  75  n  172d  st,  l.jO.flOO,  vacant.  Rosa  Stern  to 
Hyman  and  Henry  Sonn.     Morts  .^10,380.     Sept  5,  100(5.     11:2977. 

other  consid  and  100 

*Mary  st,  s  s.  l.'O  w  Blondell  av,  25x100,  Westchester.  David 
Kapp    to   Isaac   Kapp.      Sept  4.      Sept  5.   lOOli.  ijjm 

Tiffany  st.  No  1030.  e  s,  —  n  105th  st,  25x100,  2. sty  frame  dwell- 
ing. Elizabetha  M  Wolski  to  Harry  S  Jaffe  and  Morris  Berg- 
man.     Mort    .$3,500.      Aug   31.      Sept    .5,    I'.MHi.      10:2717.  100 

Tiffany  st  I  w   s,    1,102.0   s   Eastern   Boulevard,   runs   w   401.7 

Western  Bay  avf      to   w   s   Western   Bay   av   x   s   along   e    s   part   of 

Maple  st  I      land   under   water  72.3   to   s   exterior   line   x   s    e 

1S9.2  to  c  1  Maple  st  x  e  170.4  to  Tiffany  st  x  n  w  14.11  to  w 
s  Tiffany  st  x  n  e  194  to  beginning,  vacant.  Bessie  Marquise  de 
Talleyrand  Perigord  et  al  to  Oak  Point  Land  &  Dock  Co. 
0,870-13,800  part.     March  30.     Sept  0,  1900.     10:2774. 

other  consid  and  100 

Same  property.  City  Equity  Co  to  same.  All  title.  Aug  18. 
Sept  0,   1900.     10:2774.    •  other  consid  and  100 

*Theriot  st,  lots  51  and  52  map  170  lots  Siems  estate,  50x100. 
Hudson  P  Rose  Co  to  Domenico  Mozzone.  Aug  27.  Sept  0, 
19(l(i.  nom 

Teasdale  pi.  No  4,  s  s,  94.10  e  3d  av,  25x100,  5-sty  brk  tenement, 
Geo  Bingel  to  .Frank  L  Ditseherlein,  Morts  529,000.  Aug  30. 
Aug  31.   1900.     10:2021.  other  consid  and   100 

Trafalgar  pi,  e  s,  50  a  170th  st,  2.5x78,  vacant.  Leah  Hamilton 
to    Daisy    V   Hebert.      Sept   1.      Sept   4.    190ij.      11:29,58.  100 

*Taylor  st.  w  s,  275  s  Columbus  av,  25x1110.  Michael  B  Lynaugh 
to  Michael  Murray.     Sept  1.     Sept  4,   1900.       other  consid  and  100 

"Washington  st,  n  s,  abt  212  e  Washington  pi,  25x100.2.  Henry 
Eckert  to  Frank  Dellbor  and  Giovanni  Morano.  Mort  $3,000. 
Aug  30.      Aug  31,   1900.  100 

*Walnut  st,  e  s,  200  n  Cornell  av,  100x100,  Arden  property.  East- 
chester.  Michael  J  Brazel  to  Christian  Walter.  Mort  !fl,00<l. 
Sept  4.     Sept  0,  VJiMi.  nom 

*14th  st,  s  s,  1.55  w  Av  C,  .50x108,  Unionport.  Wm  Boyd  to  Jacob 
Weinheimer.      June   7.      Sept  (i,   1900.  other  consid  and  100 

134th  st.  No  088,  s  s.  2.S2.2  e  Willis  av,  10. .8x100,  3-sty  brk  dwell- 
ing. Louisa  Rosenheimer  to  Morris  Gerrits.  Morts  $2,000.  Aug 
25.     Aug  31,   190«,     9:2278.  0..3.50 

135th  st,  No  823,  n  s,  100  e  Brook  av,  27.3x100,  5-sty  brk  tene- 
ment. Frederick  Meier  to  Gottlieb  Glauber.  Mort  $18,00lX 
Aug   31.      Sept   1,   100*5.      9:2203.  other   consid   and   100 

130th  st.  No  595,  n  s,  1.50.0  e  Alexander  av,  2.ixlOO,  5-sty  brk 
tenement.  John  G  Bauer  to  Maria  E  Bunz  and  Rebecca  Barre. 
Mort   !i;i4.00O.      Sept   1.      Sept   4,    1906,      9:2299. 

other    consid   and    100 

137th  st.  No  (503,  n  s,  75  e  Willis  av,  2.5x100,  5-3ty  brk  tenement. 
John  C  Markert  to  Timothy  O'Brien.  Mort  .$17,000.  Aug  31. 
Sept  4,  1900.     9:2282.  other  consid  and  100 

13Sth  st,  No  893,  n  s,  4(52.0  e  St  Anns  av,  37.(!xlOH,  0-sty  brk  tene- 
ment and  store.  Adam  Wiener  to  Knepper  Realty  Co.  Mort 
.'f42,000.     Aug  21.     Sept  1,  1900.     1(1:2.551.  other  consid  and  lOO 

142d  st,  No  547,  n  s,  1-54  w  3d  av,  21x100x21.5x100,  3-sty  frame 
dwelling.  Katie  M  McMuUen  to  Katie  wife  of  and  Thomas  Don- 
nelly.    Mort  $4,500.     Aug  28.     Aug  31,  ItlOO.     9:2323. 

other  consid  and  100 

142d  St.  No  (509.  n  s,  150  e  Willis  av,  2.5x100,  5-sty  brk  tenement. 
Lena  Goll  to  Chas  F  W  Bruggemanu.  Mort  $17, .5(10.  Aug  31. 
Sept  4,   1000.     9:2287.  other  consid   and   KlO 

148th  st,  Nos  570  to  582,  s  s,  94  w  Courtlandt  av,  100.1x103. llx 
10l5.1xl(j.5.4,  two  4-sty  brk  tenements  and  2  and  .3-sty  frame 
dwellings.  Adolph  Hank  to  Louis  Lese.  Morts  on  Nos  580  and 
582  !i!17,000.     Sept  1.     Sept  5,  1900.     9:2329. 

other  consid  and  100 

l-18th  st.  No  578,  s  s,  149.7  w  Courtlandt  av,  25.5x100,  3-sty  frame 
dwelling.  Release  mort.  The  German  Savings  Bank  in  City  N  Y. 
to  Adolph  Hank.     June  18.     Sept  5,   191H5.     9:2329.  2.O0O 

14.8th  st,  No  78,3.  on  map  No  78.5,  n  s,  337  w  St  Anns  av,  37, Ox 
84.9,  5-sty  brk  tenement.  Release  mort.  Adolf  Mandel  to 
Louis    Grimm.      Sept   4.      Sept    5.    191)0.      9:2275.  3,060 

149th  st.  No  (i2],  n  s,  225  e  Courtlandt  av,  2;>x8(),  4-sty  brk  ten- 
ement. Mary  O'Gorman  and  ano  to  Mina  S  Weaver.  Sept  1. 
Sept   5.    lOtlO.      9:2328.  100 

154th  st.  No  5.S0,  on  map  No  572.  n  s.  100  w  Courtlandt  av,  2.5x100, 
2-sty  frame  dwelling.  James  McGrath  to  Wm  Shanahan.  Mt 
.$3,5110.      Sept   1.     Sept  4.   1000.     9:2413.  other  consid  and  lOO 

l(54th  st.  No  1039,  n  s,  33.7  w  Stebbins  av,  19.0x74.7,  3-sty  brk 
tenement.  Louis  C  Wedgefuth  to  Sadie  O  Alexander.  All  liens. 
June  12.     Sept  5,  1900.     10:2(590.  nom 

105th  St.  Xo  11,55,  n  s,  100.5  e  .Tiffany  st.  25x91.5x2,5x93.2,  3-sty 
frame  dwelling.  David  Samuel  to  Isidore  Weckstein.  of  Brook- 
lyn.     Mort   .$5,000,     Aug  28.      Sept  4,    190(5.      10:2717. 

other   consid    and    100 

165th  st,  No  847,  n  s,  310.9  e  Boston^oad,  17.0x]<l(l. 

l(;5th  st,  No  849.  n  s,  3.34.3  e  Boston  road,  17.0x1(19. 
two  3-sty   frame   dwellings. 
Fredk    P    Van    Wetering    to    Timothy    F    Sullivan.      Mort    .$(5,000. 
Aug  28.     Aug  31.   10(10.     10:2(133.  other  consid  and   lOD 

l(i.5th  St.  n  s.  31(5.9  e  Boston  road,  runs  e  35  x  n  (1.0  to  n  s  Wall  st 
X  w  3,5  X  s  0..5  to  beginning,  being  strip  in  front  of  Nos  847  and 
.840  East  l(!5th  st.  Henry  D  Cochrane  EXR  Henry  P  De  Graaf 
to  Fredk  P  Van  Wetering,  of  Hackcnsack,  N  J.  All  title.  Q 
C.      July  25.      Aug  31.   19(115.      10:2t;:{:!.  100 

l(i7th  St.  No  7(il,  n  s,  114. (i  w  3d  av,  runs  n  122.4  x  e  29.7  x  s  w 
24.11  X  w  1.11  X  s  OiS  to  st  at  point  8,8.6  w  3d  av  x  w  26  to  be- 
ginning, 4-sty  brk  tenement  and  store.  John  C  Heintz  et  al  to 
Kate  Montague.     Mort  .$19,000.     Aug  30.     Aug  31,  1000.     9:2372. 

other   consid    and    100 

107th  st.  No  759,  n  s,  114.6  w  3d  av,  26x122.4,  4-sty  brk  tene- 
ment and  store.  John  C  Heintz  et  al  to  Kate  Montagu-e.  Mort 
$20,.50().     Aug  30.     Aug  31,   1906.     0:2372.       other  consid  and  100 

Same  property.  Kate  Montague  to  Clara  F  Dean.  Mort  $20.- 
.500.     Aug  30.     Aug  31,   1006.     9:2372.  nom 


KiOth  st.  No  1015,  n  s.  94  e  Union  av.  21.1x(50.3x20x.58.2,  2-sty 
frame  dwelling.  John  H  Susse  to  Johanna  Schlosser.  Mort  $4,- 
.SOO.      Aug  29.      Sept   1,   190(5.      11:2908.  other  consid  and   100 

109th  st.  No  979,  n  e  s,  215.0  s  e  Boston  road,  25x98.5x25x98.8, 
3-sty  frame  tenement,  Amalie  Schaaf  to  Lena  M  wife  John  J 
Wilson.      Aug  31.      Sept  5,   1906,      11:29(51.    other  consid   and    100 

*172d  st,  w  s,  175  n  Gleason  av,  25x100.  Joseph  J  Glcason  to 
Robert  Hassard.     Sept  5.     Sept  0,  1906.  nom 

*173d  st,  e  s,  225  n  Gleason  av,  25xlt>0.  James  Garvey  to  James 
R   McGregor.      Mort   $3,300.      Aug  30.      Aug  31,    190(5. 

other  consid  and  10<) 

*175th  st,  w  s,  150  s  Gleason  av,  50x100.  Joseph  J  Gleason  to 
John  Dillon.      Aug  30.      Sept   1,  1900,  nom 

17(>th  st.  No  11(J8|  s   s,   35   e   Marmion  av,   33   to   w   s   Vineyard   pi, 

Vineyard   pi  ]     xl(X>,   2-sty   frame   dwelling.      Frank    and    Philip 

Becker  to  Joseph  Petruzzi.     Mort  $3,300.     Sept  1.     Sept  4,  191  Ml. 
11:2958.  other  consid  and   KM) 

1.S3d  st.  No  923,  n  s,  .50  e  Hughes  av.  50xl(.)0,  2-sty  frame  dwell- 
ing and  vacant.  Tessie  Rothermel  to  Checchina  Carucci.  Mort 
$4,000.     Aug  30.     Aug  31,  1900.     11:3087.  other  consid  and  lOf) 

18.3d  St.   No  600   In  w  cor  Beaumont  av,  2.5x.80,  3-sty. frame  tene- 

Beaumont  av  |     ment    and    store.      Louis    Buhler    to    Katie    A 

Head.     Morts  .$6„5<)0.     Aug  30.     Aug  31,   lOOO.     11:30,89. 

other   consid    and    100 

108th  st,  s  s,  133.6  w  Creston  av,  10.8x100.1,  2-sty  frame  dwell- 
ing. Mary  A  Costello  to  Mary  C  Barry.  Mort  $2, .50(1.  Aug  15. 
Sept  5,  1906.     12:3318.  other  consid  and  100 

*215th  st,  n  s,  250  e  5th  av,  25x100,  Laconia  Park.  Ralph  Ren- 
wood  to  Generose  Raduazo.     Mort  $.500.     Aug  30.     Aug  31,  19015. 

other    consid    and    100 

*225th  st,  n  s,  231.7  e  Paulding  av,  75x109,  J  J  Karby  O'Ken- 
uedy  to  The  Belmont  Realty  &  Construction  Co.  Mort  ,$1  305. 
Aug  25.     Sept  1.  1000.  other  consid  and  100 

*225th  st,  n  s,  271.0  e  Bronxwood  av,  2,5x109.  A  Shatzkin  &  Sons 
to   Autonio   Potenza.      Mort   .$000.      Aug  27.      Sept   0,   1906, 

other   consid   and    100 

*226th  st,   n   s,   3.50  w  Paulding  av,   25x57.3x30.0x74.10.  I 

225th  st,  n  s,  225  w  Paulding  av,  25x109. 

225th    st,   s   s,   207   e    Bronxwood   av.   2.5xl0O.lOx28.3x.87.9. 

Paulding  av,  e  s,  59.6  s  224th  st,  .50xlO4.4x.5OxlO1.9. 
Sound  Realty  Co  to  A  Shatzkin  &  Sons.     Sept  ,5,  1900. 

other  consid  and  100 

2.3.Sth  St.  late  Kemble  st,  n  s,  bet  Kepler  av  and  Katonah  av  and 
being  map  property  Edw  K  Willard  and  grantees  at  Woodlawn 
Heights,  ,M)x1(l().  Robert  E  Westcott  to  Wm  J  Brennan.  Sept 
1.      Sept    5,    lilOi;.      12:.3379.  other    consid    and    100 

2.'!9th  st,  s  s,  204,8  %v  Verio  av,  .50x100,  2-sty  frame  dwelling. 
Willard  H  Isbell  to  Gerald  Fitzgerald.  Aug  30.  Aug  31,  190(5. 
12:,3392.  nom 

Alexander  av.  No  311,  w  s,  75  s  141st  st,  25x75,  vacant.  Rachel 
C  Blanchard  to  Albert  F  Blanchard.  i/o  part.  Mort  $10,000. 
Sept  4.     Sept  5,  1000,     0:2315.  other  consid  and  100 

Anthony  av.   No  1.8,52.  I 

Anthony   av,    adj   above   on    south.  | 

Release    party    wall    agreement,    &c.       Moritz    Doob    and    Alfred 
Freund    with    Olga    Balaban.      May    8.      Sept    1.    1901!.      11:2.803. 

nom 

*Amethyst  av,  e  s,  100  n  Morris  Park  av,  15x100.  Jacob  Lang 
to  Daniel  Buckley.     Mort  $2,000.     Sept  1.     Sept  4,  1906. 

other  consid  and  100 

Arthur  av.  No  2163,  n  w  cor  Oak  Tree  pi,  21.3x03.7x21.3.x93.8. 
2-sty  frame  dwelling.  Sarah  Wessler  to  Conrad  Oderwald.  Mt 
$5,700.     Sept  1.     Sept  4,  1000.     11:30(53.  other  consid  and  100 

Arthur  av.  No  21.55,  w  s,  abt  25  s  Oak  Tree  pi,  22.5x04.  being  lot 
57  map  part  of  Oak  Tree  plot.  2-sty  frame  dwelling.  Edward 
Held  to  Hyman  Goldberg  and  Henry  Males.  Mort  .$4  000.  Aug 
30.      Aug  31.   1900.     11:30(53.  other  consid  and   100 

"Benedict  av,  n  s,  100  w  Pugsley  av,  50x100.  Garniss  E  Baker 
to  Ronald  K  Brown  and  Geo  H  Culver.  All  liens.  Aug  6.  Sept 
6,   ]90(i.  nom 

Briggs  av|n   w   cor   201st   st,    late    Suburban   st,    100.11x110x43.10 

201st  st  I  to  w  s  201st  st  late  Suburban  st  xl20.10  to  beginning, 
vacant.  Anthony  Smyth  to  Geo  D  Kingston.  Mort  $7,000.  Sept 
5.      Sept    0,    1900.      12:3303.  other  consid   and  100 

Boston  road.  Nos  1442  and  1444.  s  s,  94.5  e  Prospect  av,  50.\0li.  two 
4-sty  brk  tenements  and  stores.  Mary  L  Ryan  to  Eugene  B 
Davis,  of  Gloversville,  N  Y.  .  Mort  $22,000.  Sept  1.  Sept  4, 
1906.      11:2063.  other   consid   and    100 

Boston  road,  Nos  1442  and  1444,  s  s,  94. .5  e  Prospect  av,  .50x90, 
two  4-sty  brk  tenements  and  stores.  Eugene  B  Davis  to  Ger- 
trude C  Wright,  of  Gloversville,  N  Y.  Morts  $36,.5O0.  Sept  1, 
Sept   4.   1000.      11:20(53.  other  consid  and   100 

"Benedict  av.  n  s,  100  w  Pugsley  av,  50x100,  vacant.  N  Y  Cath- 
olic Protectory  to  Garniss  E  Baker.  Mort  $1,.505.  June  2,S. 
Sept   5,    1906,  2,1.50 

Brook  av.  No  092,  e  s,  .83  n  l(54th  st,  27x102.3x25.6x93.2,  4-sty 
brk  tenement.  Josephine  Cohen  and  ano  to  Johanna  L  Barrv. 
Mort   $12  8(10.      Sept   5,    1900.     9:2386.  other  consid   and   100 

Boston  road.  No  1302,  n  e  cor  l(!9th  st,  being  lots  10,  17  and 
18  map  part  Barnura  estate,  1-sty  frame  store  and  2-sty  frame 
dwelling  and  store.  Joseph  Richter  to  Ferdinand  Hecht.  Mort 
.$5,000.     Sept  0,   1900,      11:2001.  other  consid   and   100 

Bathgate  av,  Nos  1047  to  l(i51,  w  s,  150  s  173d  st,  late  11th  st, 
7(-X\120,  except  part  taken  for  Bathgate  av,  two  5-sty  brk  tene- 
ments. Harrv  Berend  and  ano  to  Dora  Karlinsky.  Vi  part.  All 
title.      Mort  $67,000.      Aug  23.      Sept  1,   1900.      11:2914.  100 

Same  property.  Harry  Berend  et  al  to  Max  Levy.  %  part.  All 
title.     Mort  .$07,000.     Aug  23.     Sept  1,  1900.     11:2914.  100 

Bathgate  av.  Nos  1651  to  1(553,  w  s,  1.50  s  173d  st.  Agreement  as 
to  shares  and  distribution  upon  sale  of  premises.  Harry  Berend 
and  Rose  Herman  with  Max  Levy  and  Dora  Garlinsky.  Aug  23. 
Sept   1,    1900.      11:2914.  nom 

Brook  av.  No  ].52(i,  e  s,  2.50  n  171st  st,  25x100.11,  4-sty  brk  tene- 
ment. Bernhard  Block  et  al  to  Louise  .Kunz.  Morts  $14,000. 
Aug  30.      Aug  31.    1006.      11:2,'!95.  other  consid  and    100 

*Bronx  Park  av,  e  s,  100  s  177th  st,  25x100.  Albert  E  Brcvhan 
to    Christine    Hinrichs.      Mort   .$3,.50O.      Aug  30.     Aug  31,    liMKi, 

other   consid    and    100 

Belmont  av.  No  22(55,  w  s,  125  s  183d  st,  25x100,  2-sty  frame 
dwelling.      Leopold   Immergut   et   al   to  John   Jansen.     Mort   $4,- 
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5,  190G. 
Corlear  av,   w  s, 

X— x88.6,   with 

frame   dwelling. 

Aug  31,   190G. 
Corlear   av,    w 


Same  property, 
his    wife.      All 


000.  July  2.  July  3.  11100.  11:.3080.  Corrects  error  in  issue 
of  July  7,  when  description  read  Belmont  av,  No  2'H\'j,  w  s,  12.") 
e   lS3d  St.  other  eonsid  and   lUO 

Bassford  av.  No  2319,  w  s,  45.7  n  184th  st,  20x40.4x20x40.."),  2- 
sty  frame  dwelling.  Isaac  Brown  to  Hugh  P  Kelly.  Mort  .?3.- 
500.     Aug  30.     Sept  4,  1000.     11:;!0.")3.  other  eonsid  and  100 

Brook  av.  No  151,  w  s,  25  s  135th  st,  25x90,  5-sty  brk  tenement 
and  store.  August  Hennicke  to  Emma  Hilbring.  Mort  $15,300. 
Aug  31.     Sept  4,  1900.     9:2202.  other  eonsid  and  100 

Brook  av,  No  1487,  w  s,  100  s  171st  st,  02.7x39.3,  4-sty  brk  ten- 
ement and  store.  Abram  Bachrach  to  Jacob  Zeldman.  Mort 
$20,000.     Aug  30.     Sept  4,  19U0.     11:2800. 

other  eonsid  and  100 
♦Benedict  av,  n  e  cor  Pugsley  av,  25x100.11x25x100.   vacant.   The 
N  Y  Catholic  Protectory  to  John  Dengler.     Morts  $1,100.     June 
28.     Sept  1,  1900.  1,700 

♦Crosby   av,   w  s,   30  n   Schuyler   st,   25x100.      Hudson  P  Rose   Co 

to   Cristina   Pressimone.      Sept   1.      Sept   ti,    1900.  nora 

Creston  av.  No  2244,  e  s,  122  n  lS2d  st,  37.0x120,  except  part  for 
av,   2-sty   stone   front   dwelling.      Mary   A   Smith   to   Ellsworth  J 
Healy.     B  &  S.     Sept  5,  1900.     11:3103.         other  eonsid  and  100 
Same  property.     Ellsworth  J  Healy   to  Michael  J  Smith.     B  &  S. 

Sept  5,  1900.     11:3103.  other  eonsid  and  100 

*Crosby  av.  w  s,  30  n  Schuyler  st,  25x100. 
*Crosby  av,  n  e  cor  Waterbury  av,  2.5.9x98.10x25x105. 
Hobart  av,  w  s,  100  s  Waterbury  av,  25x100. 
Release  mort.     Henry  A  Coster  to  Hudson  P  Rose.     Sept  1.  Sept 

1,050 
8G.C   s  2.32a   st,   25x100.7   to   e   s   Tibbets   Brook 
all    title    to   land   under   waters   of   creek,    2-sty 
Samuel  L  Berrian  to  James  Bradley.     Aug  30. 
13:3400.  other  eonsid  and  1(X) 

01.0  s  232d  St.  25x88.6  to  e  s  Tibbets  Brook 
0.10,  with  all  title  to  land  under  waters  of  creek,  2-sty 
frame  dwelling.  Samuel  L  Berrian  to  John  Bradley.  Aug  30. 
Aug  31,   1900.      13:3400  other  eonsid  and  100 

Crotona  av.  e  s.  7.5  n  17nth  st,  50x100.  vacant.  Elise  Leib  to 
Nelson  Smith  Jr.     Mort  $3,350.     Aug  30.     Aug  31,  19O0.  11:3095. 

nom 
Crotona  av.  No  1833,  late  Franklin  av,  w  s,  102.11  s  176th  st,  18.7 
xlOO,    3-sty    frame    tenement.       Margaret    V    Gleason    to    Julie 
Schreiner.      Mort  $5,000.     Aug  30.     Aug  31,   1906.      11:2945. 

other  eonsid  and  100 
Decatur   av.   No   2908,    s   e   s,   .352.1   n  e   Southern    Boulevard.   25x 
120.   2-sty  frame   dwelling.      Marie  Aue  to  Augustus  Gareiss  Jr. 
Mort    $9,000.      Sept    5.      Sept    G,    1!X»6.      12:3280. 

other    eonsid   and    100 
Augustus  Gareiss  Jr  to  Joseph  E  Aue  and  Marie 
liens.      Sept   5.      Sept   G,   liXtO.      12:3280. 

other   eonsid   and   100 
*DudIey  av,  n   s,  .50  w  Cornell   av.   50x97. 6x.53. 2x82.7.  | 

Cornell  av.  e  s.  293  s  Cornell  av,   75x100.6x7.5x102.5.  I 

Percy  S  Dudley  to  Georgianna  McDonough.  Aug  14.  Sept  5, 
1900.  other   eonsid   and    100 

Decatur  av.  No  2975,  n  w  s,  136  s  w  201st  st,  37.6x110,  3-sty  frame 
dwelling.  William  Sherwood  to  Magdalena  Siemon.  Mort  $3,0UO. 
July  24.     Sept  4,  190<).     12:3285.  other  eonsid  and  lOO 

Eagle  av.  No  719,  w  s.  92  s  1.50th  st,  18x99.2,  2-sty  brk  dwelling. 
Joseph  Fettretch  et  al  to  Chas  W  Rvon.  Mort  $0..5OO.  July 
2.     Sept  1.   1900.     10:20)17.  other  eonsid  and  inO 

*Ellison  av.  w  s,  2.50  n  Marrin  st,  50x100,  Westchester.  Isaac  L 
Dunn  to  George  Joseph  and  Wenzel  C  Urban.  Sept  4.  Sept  5. 
1906.  other  eonsid  and   100 

Franklin  av.  No  1390,  e  s,  38  n  Jefferson  pi,  37.0x100,  5-sty  brk 
tenement.  Flora  Siegel  to  Saml  Rose  and  Barnett  Halpern.  Mt 
$36,000.     Sept  4.      Sept   5,   1990.      11:2935. 

other  eonsid  and  100 
Forest   av.   No   1063,   w   s,    159   s   166th   st,   20x87.3,   3-sty   frame 
tenement.     Christian  Seidel   to  Henrietta  Abrahams.     Mort  $4,- 
.500.     Aug  31.     Sept  1,  1900.     10:2G50.  nom 

Forest  av.  No  059,  w  s,  481.5  s  165th  st,  runs  w  100  to  lane  x  s 
25  X  e  100  to  av  x  n  25  to  beginning,  and  right  to  lane 
and  Forrest  av,  3-sty  frame  tenement  and  store.  Herman  Luhrs 
to  Michael  Saracina.     Morts  $7,000.     Aug  31,  190J3.     10:2(!49. 

other    eonsid    and    100 
*Fort   Schuyler   road,   n   e   cor   Dudley   av.   78x136.6x55.10x119.10. 
Percy   S   Dudley   to   Timothy   Power.      Aug  14.      Sept   6,   1906. 

other  eonsid  and   100 
*Gleason  av,  n  e  cor  171st  st,  100x100.  I 

173d  st,  w  s,  300  n  Gleason  av,  25x100.  I 

Joseph   J   Gleason   to   Daniel   J   Dillon.      Aug  30.      Sept    1,   1006. 

nom 
Grant  av,  s  w  cor  104th  st,  126x95x135.11x95.6,  2-sty  frame  build- 
ing  and   vacant.      Carl   Rathemacher   EXR    Anthony     Oechs      to 
Fredk  Braun.     All  liens.     July  6.     Sept  5,  1906.     9:2446.        14,100 
♦Harrington  av,  s  s,  25  w  Cornell  av,  25x90.     Percy  S  Dudley  to 

Patrick  J  Jordan.     Aug  14.     Sept  5,  1906.      other  eonsid  and  lOO 

Hoe  av,   Nos   1238  and  1240|n   e   cor   Freeman   st,   54.4xlO0xl2.0x 

Freeman  st.  No  1215  |    97.7,     .3-sty     frame     tenement     and 

store.      Solomon   Katz   to   Maurice   B   Gluck.    of   Essex   Co,   N   J. 

Mort    $15,000.      Sept   5.      Sept   0,    1906.      11:2987.  100 

Same    property.      Maurice   B    Gluck    to   George   Rubenstein.      Mort 

$22,500.     Sept  5.     Sept  6,   1906.     11:2987.  100 

♦Hollywood  av,  e  s,  125  s  Coddington  av,  120x100.  Wm  B  Hogan 
to  Ann  Towns.      H  Part.     Mort  $2,210.     Aug  24.     Sept  0.   1900. 

other  eonsid   and   lOO 
Hull   av,  e  s,  125  s  209th  st,  late  Ozark  st,  25x100,   2-sty  frame 
dwelling.     Tommaso  Giordano  to  Elizabeth  Rode.     Mort  $4,000. 
Aug  29.     Sept  0,   1900.     12:3351.  other  eonsid  and   100 

7.54,   e  s.   100  n   156th  st,  36xS7.(),   two 
Richard    A    Buckbee    to    Katie    Zorn. 
Sept   6,    1906.      10:2646. 

other   eonsid    and   100 
Jerome   av,   e   s.   27.7   n   167th   st,   82.9x74.8x75x109.8,   four  2-sty 
frame  dwellings.     Geo  W  McAdam,  Jr,  to  Nicholas  Hodes.     Sept 
4.     Sept  6,  1906.     0:2489.  other  eonsid  and  100 

♦Kingsbridge  road,  s  s,   75  e  Digney  av,  25x93.10x25x93.1.   Eden- 

wald.      Mary  Carroll  to  Joseph  Egan.     Aug  31.     Sept  1.   1906.   nom 
La  Fontaine  av.  No  20.56,  e  s,  11(5.4  s  l.SOth  st,  15.11x100. 
La  Fontaine  av.  No  2058,  e  s,  IOIJ.4  s  180th  st,  lOxltX). 
two  2-sty  frame  dwellings. 
Anna  R  DeBlois   INDIVID  and  EXTRX  Hollis  Holman   to  Adolf 
Weisberger.     Aug  1.     Sept  4,   1906.     11:3069.  7,200 

Lind  av,  w  s,  202.6  n  Lawrence  av,  25x100,  vacant.     Thomas  De- 


Jackson  av,  Nos  752  and 
3-sty  frame  tenements. 
Mort   $8,000.      Sept    5. 


vine    et    al    HEIRS    Patrick    Devine    to    Marv    L    Sheehan.      Mort 
$2,000.      Aug  24.      Sept    1,    1906.      9:2522.  100 

Lind  av,  w  s,  202.6  n  Lawrence  av,  25x100,  vacant.  Mary  L  Shee- 
han to  Wilber  C  Goodale  and  John  B  Perry.  Mort  .$2,0011.  Aug 
31.      Sept    1,   1906  .   9:2,527.  other  eonsid  and   100 

Marion  av.  No  24.89,  on  map  No  2487,  w  s,  122.4  n  l.'<9th  st.  25x 
76.7x2px75.10,  2-sty  frame  dwelling,  Sarah  A  Lisk  to  Henry  E 
Kahl.      Mort  $4,500.     Aug  30.      Sept   1,   1906.      11:3026. 

other   eonsid  and   100 

Morris  av,  w  s,  351.2  n  196th  st,  50.2x113.9x51.4x121.3,  vacant. 
Ella  M  Glynes  formerly  Clymer  to  William  Gully.  July  24. 
Aug  31,   1906.     12:3318.  5,000 

♦Middletown  road,  lot  692  blk  14  map  Tremont  Terrace,  25.1x 
108.5x25x106.1.  CONTR.^CT.  Bankers  Realty  &  Security  Co 
with  Joseph  Lefrieri.     Nov  21.  1904.     Aug  31,  liXMi.  700 

♦Middletown  road,  n  s,  75.4  e  Williams  av,  25.1x10*11x25x103.0, 
lot  091  blk  14  same  map.  CONTRACT.  Same  with  same.  July 
27,   1905.     Aug  31,  1900.  900 

Mapes  av.  No  2057,  w  s,  150.10  n  179th  st,  22x145.3,  2-sty  frame 
dwelling.  Henrietta  Schubert  to  Jaroslav  W  Dobias.  Mort  $4.- 
000.     Aug  31.     Sept  4,  1906.     11:3109.  other  eonsid  and  100 

♦Middleton  road,  bet  Grant  av  and  Country  Club  av  being  lots  24 
to  31  on  map  No  1061,  at  Westchester.  Clarence  B  Kilmer  to 
Nettie  J   Jones.     Aug  30.     Sept  4,   1900.  nom 

*Same  property.  Nettie  J  Jones  to  Francis  E  Lavelle.  Aug  31. 
Sept  4,   1906.  non; 

Perry  av,  w  s,  50  s  Holt  pi,  2.5x90,  2-sty  frame  dwelling.  Dora  M 
Eickwort  to  John  Wllke.  Mort  .$5,000.  Aug  30.  Sept  1,  1906. 
12 '3343.  100 

Prospe'ct  av.  No  884,  e  s,  188.11  n  Westchester  av,  20x72.1x21. Ix 
65.4.  3-sty  frame  tenement.  Joseph  F  McMahon  to  John  Wenzel. 
Mort   $5,000.      July   19.      Sept   1,   1906.      10:2690. 

other  eonsid  and   100 

♦Parker  av,  e  s,  1.50  n  St  Raymond  av,  25x100.  Honora  King- 
ston  to  Julia  Kalaghan.      Sept  1.     Sept  5,   1906.     .  nom 

*Parker  av,  e  s.  17.5  n  St  Raymond  av,  2.5x100.  Same  to  Erick 
Nordstron.      Sept    1.      Sept   5,    1906.  nom 

*Parker  av,  e  s,  125  n  St  Raymond  av,  25x100.  Annie  T  Connol- 
ly  to  Julia  Kalaghan.     Sept  1.     Sept  5,  1906. 

other  eonsid  and  100 

Prospect  av.  No  1420,  e  s,  39.5  s  170th  st,  43.6x122.6x42x109.10, 
5-sty  brk  tenement.  Isaac  Litowitz  to  Mary  Litowitz.  %  part. 
Mort  $42,.500.     Mar  1.     Sept  5,   1906.     11:2963. 

other  eonsid  and  100 

Pelham  av.  No  731,  late  Union  av,  n  e  s,  150  w  Emmett  av,  or 
St.  50x1.50,  except  part  for  Pelham  av,  2-sty  frame  dwelling  and 
store.    Dwight   Allen    to   Matilda   Miller.      Mort   $9,.500.     Oct   18. 

1905.  Sept  5.   1900.      11:3273.  nom 
♦Rosewood   av.   bet    Bartholdi   and   Magenta   sts,   being   lot   1.5.5   on 

map    No   426,    Williamsbridge.      A    Shatzkin   &   Sous    to    Giuseppe 
Certo.     Mort  .$640.     Sept  4.     Sept  5,  1906.        other  eonsid  and  lOO 

Robblns  av,  Nos  482  and  484,  e  s,  50  s  147th  st,  50x100,  two 
3-sty  frame  tenements  and  stores.  Thos  F  Maloney  to  James 
J  Mango.     Aug  30.     Sept  6,  1906.     10:2578.  other  eonsid  and  100 

♦Rosedale  av,  w  s.  and  being  lots  451  and  4.52  block  P  on  map 
(.514)  as  amended  of  Mapes  estate,  50x66x — x6.5,  2-sty  frame 
dwelling.  Emanuel  Pignon  to  Mary  wife  of  Emanuel  Pignon. 
Mort  $1,700.     Aug  30.     Sept  1,  1906.  other  eonsid  and  100 

Southern  Boulevard,  w  s.  22.5  n  Jennings  st,  lOOxlOO.  vacant. 
Blanche  wife  of  Joseph  Langan  to  Salvatore  Conforti  and  James 
De    Fago.     Mort   .$27,116.67.      Aug  31.      Sept  4,    1906.      11:2977. 

other  eonsid  and  100 

St  Anns  av.  No  70.3,  w  s.  25  n  157th  st,  2.5xl(X).  4-sty  brk  tene- 
ment and  store.  Barnet  Guterman  to  Henry  Castellano,  of  Fort 
Lee,   N   J.      Mort  $14,500.      Aug  30.      Sept  4,   1906.     9:2360. 

other  eonsid  and  IC 

Summit  av,  w  s,  701.7  s  lG5th  st,  .50x87.6,  two  4-sty  brk  tene- 
ments. The  Archdeaconry  of  N  Y.  a  corpn  ,to  The  Rector, 
Church  Wardens  and  Vestrymen  of  St  Albans  Church.  June  11. 
Aug  31.  1900.     9:2523.  _  nom 

Summit  av,  w.  s.  761.7  s  165th  st,  25x<87.6»  4-sty  brk  tenement. 
Robt  C  Kemp  HEIR  Maria  J  Kemp  Cooke  to  same.  All  title.  Q 
C.     June  11.     Aug  31,  1906.     9:2523.  nom 

Summit  av.  w  s,  780.7  s  165th  st.  25x87.6,  4-sty  brk  tenement. 
Emeline  A  Kemp  to  same.  All  title.  Q  C.  June  11.  Aug  31, 
1901!.     9:2523.  nom 

*Saxe  av,  e  s,  1.50  n  Old  road,  25x100.  Annie  Engleson  to  Thos 
J   McGrath.      Sept  5.      Sept  C),   lOOti.  other  eonsid  and  100 

Sedgwick  av,  w  s,  166.9  n  of  public  pi  or  unnamed  st  at  Sedg- 
wick and  Bailey  avs,  37.7x100.  2-sty  frame  dwelling.  Ford- 
ham  Realty  Co  to  May  Von  0  Henningsen.  Mort  $7,000.  Sept 
5.      Sept   0,   1906.      11:3237.  '      nom 

Same  property.  Release  mort.  Matilda  Weisker  to  Fordham 
Realty  Co.     Sept  4.     Sept  6,  1006.     11:3237.  nom 

Southern  Boulevard.  No  2390,  e  s.  143.8  n  Jennings  st.  18.8x100, 
2-sty  frame  dwelling.  James  Burns  to  Augusta  J  Eck.  Mort 
$3,100.     Sept   5,   1900.      11:2981.  other  eonsid   and  100 

Shakespeare  av,  es.  105.8  n  lOSth  st,  50.3xl03.5x.50x98.5,  va- 
cant.     Richard   S   Roberts   to   William   Daly.      Aug  20.      Sept  5. 

1906.  9:2.506.  100 
Tinton  av.  No  1064.  e  s,  192.11  s  166th  st,  16.5x100,  2-sty  frame 

dwelling.     Agnes  Fox  to  Morris  Strassman.     Mort  $4,200.     Aug 

31.     Sept  1,  1906.     10:2070.  '  other  eonsid  and  100 

Tiebout  av,  e  s,  83.3  n  189th  st,  175x100.  vacant.     Wm  S  Patten 

to    Chas    H    Dugliss.      Mort    $18,000.      June    1.      Sept    0,    1906. 

11:3023.  other   eonsid   and   100 

Trinity  av,  w  s,  475.1  s  150th  st,  74.11x119.7x74.11x116.8.  ex- 
cept   part    for   av,   vacant.      Stephen   H   Jackson   to   Jacob   Levy. 

Mort   $22,.500.      Aug   16.      Aug  31,    1906.      10:2028. 

other    eonsid   and   100 
Union  av.  e  s.  1.50  n  152d  st,  25x95,  vacant.     John  L  Davis  et  al 

to  The  Dacorn  Realty  Co.     Mort  $3,500.     Aug  27.     Sept  6,  190<). 

10:2675.  100 

Union  av,  e  s,  100  n  1.52d  st,  50x95.  vacant.     John  L  Davis  et  al 

to    Dacorn   Realty    Co.      Mort   $6,500.      Aug   27.      Sept    6,    1900. 

10:2075.  other    eonsid    and    100 

Union  av,  Nos  1111  and  1115,  w  s,  201.4  n  George  st  or  166th  st, 

50x140,  except  part  for  av,  2-sty  frame  dwelling  and  1-sty  frame 

store.    Nathan  Grabenheimer  to  Ottilie  M  Boschen.     Mort  $9,000. 

Aug   31.      Sept    1,    1900.      10:2671.  other   eonsid   and   100 

Union  av  |n  w  cor  168th  st,  26.7x96.1x22.6x96.2.  5-sty  brk 

16Sth  st.  No  9831     tenement.     Arthur  D  Katcher  to  Frederick  Sieg- 

ler.     Mort  $28,500.     Sept  4,  1906.     10:2673. 

other  eonsid  and  100 
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Union  av,  No  590.  w  s,  103  s  15181  st.  20xlUO.  3-sty  franip  ten- 
ement. Julian  F  Falk  to  Joliann  F  Borst.  Mort  $4,011(1.  Sept 
1.     Sept  4,  I'JOO.     10:2G(J4.  other  consid  and  lOO 

Valentine  av,  s  e  s,  405.0  n  e  108th  st.  5Ox07.11x5O.x08.2,  vacant. 
Daniel  Pritchard  to  Kate  Edson.     Aug  28.     Sept  4,  1006.     12:3302. 

nom 

Vyse  av.  No  14G6,  e  s,  87.G  n  Jennings  st,  IS.OxlOO,  2-sty  frame 

dwelling.     Rebecca  A  C  Edwards  to  Wm  J  Kerr.     Apr  3.     Sept 

1,   100<j.     11:2095.  other  consid  and  100 

*Van   Nest   av,   n   s,   20  e   White   Plains   road,   12.0x100.      Isabella 

Beatty   to   IWichael  Kelly.     Mort  $000.     Aug  10.     Aug  31,   1900. 

100 
Vyse  av.   No  11.59,  w  s,  380  n  IGTth  st,  20x100.  3-sty  brk  dwell- 
ing.     Paul    Friedland   to   Abraham   A   Silberberg.      Mort   .^7,500. 
Sept  5.     Sept  0,   1000.     10:2752.  nom 

Vyse  av.  No  1159,  w  s,  380  n  lG7th  st.  20x100,  3-sty  brk  dwelling. 
Abraham  A  Silberberg  to  Paul  Friedland.  Aug  20.  Sept  0, 
1900.     10:2752.  nom 

Washington  av,  Nos  1830  to  1836.  e  s,  1G2  s  17Gth  st,  lOSxlOO.llx 
108x109.4,  two  2-sty  frame  dwellings  and  vacant.  Henry  Kuntz 
to  Frank  Mueller.     Mort  $17,.50O.     Sept  4.     Sept  6.  1901!.  11:2917. 

other  consid   and   lOO 
Washington    av.    No    1830,    e    s,    156.9   n    175th   st,    40x110,    2-sty 
frame  dwelling.     Rose  Hammer  to  Henry  Kuntz.  of  Iselin,   N  J. 
Mort  !i!8,000.     June  28.     Sept  G,    1900.     11:2917. 

other  consid  and  101) 
Washington  av,  e  s.  bet  lG8th  st  and  109th  st,  and  75  s  line  bet 
lots  50  and  57,  119. 11x110. Ox— xllO.ll,  being  part  lot  5(i  map 
Morrisania.  John  Davis  to  The  Cauldwell  Avenue  Co.  Mort 
.$30,000.  Aug  22.  Aug  31,  lOOIi.  0:2373.  other  consid  and  100 
Washington  av.  No  1830,  e  s,  102  s  170th  st,  late  Mott  st,  54x120, 
and  all  title  to  strip  adj  above  on  south,  8x120,  except  part 
tor  av,  2-sty  frame  dwelling  and  vacant.  Max  Ginsberg  to 
Henry  Kuntz,  of  Iselin,  N  J.  Mort  $12,2.50.  June  6.  Sept  G. 
100(5.      11:2017.  other   consid   and   100 

Washington  av.  No  1063,  w  s,  217.10  from  4th  st,  runs  n  w  200 
x   n   e  25  x  s  e   200  to  av  x  s  w  25  to  beginning,   except  part 
for  av,   5-sty  brk  tenement,   valued  at  $49,000.     Mort   $26,000. 
CONTRACT   to   exchange   tor 
Eagle   av,   e   s,   bet  Westchester   av  and   156th   st,    being   lots  C6 

and   67  map   of  the   Ursuline   Convent,   50x115. 
Cauldwell   av,   w  s,   bet  Westchester  av  and   156th   st,   and  being 
lots   50   and   51    same   map,    50x115,   valued   at   $22,000.      Mort 
$10,500. 

Isaac  Hyman  with  Simon  Friedberg.  May  25.  Sept  1.  1900. 
9:2387.  exchange 

Wendover  av  Is    e    cor    Brook    av,    2(>xl04, 8x25. 11x104. 10,    4- 

Brook  av.  No  1.530|  sty  brk  tenement  and  store.  Julius  Loewen- 
thal  to  Marks  Lewine,  of  New  Brunswick,  N  J.  Aug  30.  Sept 
6,    lOOG.      11:2805.  other  consid   and   100 

Wales  av,  s  w  cor  147th  st,   100x100,  vacant.  I 

Union  av,   n  w  cor  150th  st,  25x100,  vacant.  | 

Release  judgment.  Jacob  and  Louis  Manheim  to  George  and 
Rosa  Brown.     Aug  29.     Sept  G,  1006.     10:2577  and  2604.  nom 

Walton  av,  w  s,  102.2  n  13Sth  st,  83.11x89.2x65.7x80.7,  vacant. 
August  Belmont  to  David  Rousseau,  Ossining,  N  Y.  Sept  4, 
lOOG.      0:2344.  nom 

Washington  av.  No  048,  e  s,  92.10  n  163d  st.  25.xS0.7x25x80.5, 
4-sty  brk  tenement.  John  Walter  to  Friedrich  Muller.  Mort 
$13,000.      Sept    6,    1006.      9:2308.  other   consid   and    100 

Westchester  av.  No  1117,  n  s,  2(j2  e  Prospect  av,  25x100,  2-sty 
frame  dwelling  and  store.  Eliz  A  Burke  to  Jennie  E  Byrne.  Mt 
$G,3.jO.  Sept  4.  Sept  5,  1906.  10:2600.  other  consid  and  100 
Wendover  av.  No  707,  n  s,  21.6  e  Park  av,  43. 6.\09.7x43. 6x09.4. 
6-sty  brk  tenement.  Albert  J  Schwarzler  to  Alfonso  De  Salvo  and 
Louis  Greene.     Mort  $37,000.     Aug  30.     Sept  4,  1006.     11:2904. 

other  consid  and  100 
Walton  av,  e  s,  25  n  170th  st,  50x100,  vacant.     Eugene  Scharum  to 
Lizzie   Finley.      Mort  $5,875.     July   17.     Sept  4.   1906.      11:2820. 

other  consid  and  100 
*Willett  av,  No  1.30  (Park  av),  w  s.  125  n  2d  st,  25x100.     Chas  L 
Newcomb   to  Nathan  A  Eisler  and  Leopold  Oppenheimer.      Mort 
$2,500.      Sept   1.      Sept  4,   1006.  nom 

*White  Plains  road,  e  s.  45  s  Waring  av,  and  25  n  old  line  109th 
st,  runs  s  2.38.5  x  e  23  to  Old  Boston  Post  road  x  n  —  x  w  82.1  to 
beginning,  with  all  title  to  bed  of  Old  Boston  road.  Ludovic  A 
Damainville  to  Ferdinand  R  Minrath.  Mort  $1,500.  Aug  31, 
Sept   1,   1006.  other  consid  and  100 

3d  av,  Nos  4031-4030,  on  map  Nos  40.33  to  40391    n   w    cor    174th    st, 
174th  st.  No  785  I      100x.3(i.lxl00x40, 

except  gore,  at  s  e  cor  of  above  between  w  s  Fordham  av  and 
w  s  3d  av.  5-sty  brk  tenement  and  store.  Henry  Rieper  to  Ade- 
lia  M  Lankenau.     Mort  $42,.500.     Sept  4,  lOOG.     11:2022. 

other  consid  and  100 
*4th  av.   No  ,34,  n  s,   25x114,  Williamsbridge.     Mary  MoUenhauer 

to  Mark  Borgatta.     Sept  1.     Sept  4,  1006.  nom 

*5th  av,  w  s,  40  s  221st  st,  37x105,  Wakefield.  Francesco  Gebbia 

to  Andrea  Gebbia.      Mort  .$2..S0O.     Sept  5.     Sept  6.  1006.  nom 

♦Baxters  Creek,  at  junction  of  a  ditch  as  shown  on  map  David 
B  Taylor  at  Throggs  Neck  and  adj  land  Elijah  Ferris,  and  runs  to 
road  from  Westchester  to  Old  Ferry  Point,  contains  37  888- 
1.000  acres  of  upland  and  18  334-1,000  acres  salt  meadow;  also 
all  title  to  land  under  waters  of  Long  Island  Sound,  and  runs  to 
Baxters  Creek,  contains  28  506-1,000  acres;  also  all  title  to  land 
below  low  water  tide  line  in  front  of  above  and  contains  4  424- 
1,()00  acres.  Adolph  G  Hupfel  to  Abraham  Greenberg.  Apr 
.30.      Sept   1,   1900.  other  consid  and   100 

*Same   property.      Martin   Geiszler    to    Adolph    G    Hupfel.      Apr    10. 

Sept   1,   lOOG.  other   consid   and   100 

*Same    property.      Abraham    Greenberg    to    Ferris    Avenue    Realty 

Co.     Aug  31.     Sept  1,  1006.  other  consid  and  lOO 

*Pelham  Bay  Park,  n  s,  at  high  water  mark  Long  Island  Sound, 
contains  1  70-100  acres,  being  land  under  waters  of  Long 
Island  Sound.  The  People  of  State  N  Y  to  Wm  B  Randall. 
July  20,   10O6.     Sept  6,   1906.  letters  patent 

*Lots  65  to  60,  on  amended  map  126  lots  being  a  subdivision  of 
plot  23  map  of  Clasons  Point.  Release  mort.  Mary  A  Kent  to 
Hudson  P   Rose  Co.      Aug  28.      Sept   5.   1006.  1,375 

♦Lots  4  to  8,  12.  12a.  13,  14,  15,  85,  147  and  150,  on  map  426 
of  building  lots  near  Williamsbridge  Station.  Milton  Realty  Co 
to  A  Shatzkin  &  Sons.     Morta  $ .     Sept  4.     Sept  5.  1006.       100 


*Lots  .'1.  21.  22  and  1.5.5  map  building  lots  near  Williamsbridge 
Station.  Milton  Realty  Co  to  A  Shatzkin  &  Sons.  Part  of  mort 
.$47,(XIO.      Aug  28.     Aug  31,   10O6.  other  consid  and   100 

*Plot  begins  ,840  e  White  Plains  road  at  point  670  n  along  same 
from  Morris  Park  av,  runs  e  100  x  n  .50  x  w  100  x  s  50  to  begin- 
ning, with  right  of  way  to  Morris  Park  av,  Wm  H  Callahan  to 
Hugo   Martins,     Mort  .$950.     Sept  5.     Sept  G,  lOOG. 

other  consid  and  100 

*Plot  that  lies  bet  east  line  of  Tier  av  and  w  line  lots  3,  4  and  5 
bllf  5  on  map  property  Francis  Scofield  estate.  City  Island,  and 
the  s  line  lot  5  and  n  line  lot  3  it  extended  w  to  Tier  av.  Rosa 
May  to  Sadie  M  Begen,  of  Brooklyn.     Sept  5.     Sept  6,  190G. 

other  consid  and  100 

*Plot  begins  000  e  White  Plains  rd,  at  point  along  same  770  n 
Morris  Park  av,  runs  e  100  x  n  25  x  w  100  x  s  25  to  beginning 
right  of  way  to  Morris  Park  av.  P  M.  Jacob  Cohen  to  Clara 
Salbach.     Mort  $3,000.      Sept  1.     Sept  5,   1006. 

other   consid   and   100 

*PIot  begins  500  e  White  Plains  road  at  point  095  n  along  same 
from  Morris  Park  av,  runs  e  100  x  n  25  x  w  100  x  s  25  to  be- 
.ginning,  with  right  of  way  to  Morris  Park  av.  Geo  A  Dever- 
mann  to  Nancy  J  Kennard.  Mort  $3,000.  Aug  31.  Sept  5, 
1!)06.  other  consid   and  100 

*Plot  begins  .500  e  White  Plains  road  at  point  745  n  along  same 
from  Morris  Park  av,  runs  e  100  x  n  25  x  w  100  x  s  25  to  be- 
ginning, with  right  of  way  to  Morris  Park  av.  Geo  A  Dever- 
mann  to  Chas  E  Devermann.  Mort  $3,0OU.  Aug  31.  Sept  5. 
1006.  other   consid    and    100 

*Plot  begins  740  e  White  Plains  road,  at  point  8.50  n  along  _same 
from  Morris  Park  av,  runs  e  100  x  n  1.50  x  w  KJO  x  s  150  to 
beginning,  witht  right  of  way  to  Morris  Park  av.  George  Lehr- 
mann   to   Peter  Zambetti.     Mort  $3,450.     Sept  4.     Sept  5,   1006. 

other  consid   and   100 

Plot  begins  at  c  1  blk  bet  Fox  st  and  Southern  Boulevard,  at  point 
2.50  w  St  Johns  av,  runs  w  130  x  s  6  x  e  130  x  n  6  to  beginning. 
Release  mort.  The  N  Y  Trust  do  to  Wm  Wainwright.  July  20. 
Aug  31.   1006.     10:2683.  nom 

*Plot  begins  195  w  White  Plains  road,  at  point  370  n  along  same 
from  Morris  Park  av,  runs  w  100  x  n  25  x  e  25  x  s  25  to  begin- 
ning, with  right  of  way  to  Morris  Park  av.  Frederick  Rieper  to 
Albert   E  Breyhan.     Mort  $2  500.      Aug  30.     Aug  31,  190(1 

other  consid  and  100 

*Plot  begins  at  line  lands  H  M  Holton,  at  point  46.4  s  e  Boston 
road  and  00  n  w  from  c  1  N  Y  W  &  Boston  Railway,  runs  s  e 
120.G  to  s  e  s  of  c  1  said  railway  x  s  w  432.5  x  n  w  76.4  and 
43.11  X  n  e  453.4  to  beginning.  Eastchester.  The  City  &  County 
Contract  Co  to  N  Y,  Westchester  &  Boston  Railway  Co.  Aug 
24.     Aug  31,   1906.  nom 

All  right,  title  and  interest  to  that  farm  or  tract  in  town  of 
West  Farms  lying  on  the  Sound  or  East  River  opposite  Hew- 
litts  now  Rikers  Island,  together  with  two  pieces  of  salt 
meadow   appertaining   thereto,    contains   together   100  acres. 

Salt  meadow  on  e  s  of  o'd  creek  bounded  s  and  w  by  said  creek, 
e  by  land  widow  Brown  and  n  by  Cornelius  Leggett,  contains 
6  acres,  except  from  first  parcel  a  tract  containing  17  114- 
l.OnO   acres. 

Land  under  waters  of  East  River  in  front  of  and  to  upland  be- 
longing to  estate  Francis  Barretto  and  known  as  Barretto's 
.Point,  begins  at  line  bet  lands  of  J  L  Brown  and  Francis 
Barretto,  runs  to  Sacrahong  Creek  and  Leggetts  Creek  oppo- 
site to  land  under  water  granted  to  Benj  M  Whitlock,  con- 
tains ,52  .50-1,000  acres,  exclusive  of  Duck  Island. 
Eliza  H  Popham  et  al  to  City  Equity  Co.  All  title.  May  31. 
Sept   6,    lOOG.      10:2706,   2767,   27(38,   2774   to   2778. 

other    consid    and    1,200 

Same  property.  Eliza  H  Popham  et  al  to  same.  All  title.  July 
16.     Sept  6,  1006.     10:2706  to  2708  and  2774  to  2778. 

other  consid  and  100 

Same  property.  Lydia  Abel  to  same.  All  title.  Q  C.  July  30. 
Sept    6.    1906.      10:2766   to   2768   and   2774    to   2778.  nom 

All  right,  title  and  interest  to  that  tract  at  West  Farms  for- 
merly belonging  to  Francis  Barretto  and  included  on  map  ot 
Barretto's  Point,  with  all  title  to  land  under  waters  Long 
Island  Sound  and  Leggett's  Creek  adj  above  and  also  all 
islands,  lands  under  water,  marshes,  meadows,  &c.  Martin 
Welles  to  Wesley  Thorn,  of  Plainfield,  N  J.  All  title.  B  &  S.  ■ 
and  C  a  G.  Dec  30,  1005.  Sept  6,  1906.  10:27(iG  to  2768 
and  2774   to  2778.  other  consid   and   100 

Same    property.      Wesley    Thorn    to    City    Equity    Co.      All    title. 
B  &  S  and  C  a  G.     March  1,  1906.     Sept  6,   1006. 
2768    and    2774   to   2770. 

All  right,  title  and  interest  ot  party  first  part  in 
one  by  Wesley  Thorn,  dated  March  1,  1006,  to 
part,  and  the  other  by  Ella  PopUam,  dated  July  1(5,  1906,  to 
party  first  part,  of  property  at  Barretto's  Point  .except  as 
follows:  Tiffany  st,  w  s,  1.162.6  s  Eastern  Boulevard,  runs 
w  401.7  to  w  s  Western  Bay  av  x  s  72. .3  x  s  e  along  exterior 
line  180.2  to  c  1  Maple  st  x  e  170.11  to  Tiffany  st  x  n  w  14.11 
to  w  s  Tiffany  st  x  n  e  194  to  beginning.  City  Equity  Co  to 
East  Bay  Land  &  Improvement  Co.  All  title.  Q  C.  Aug 
18.     Sept  6,  1906.     10:2766  to  2768  and  2774  to  2778.  nom 


10:2776  to 

nom 
two    deeds, 
party    first 


LEASES. 


Under  this  head  all  Leases  recorded,  Assignment  of  Leases  and 
Leasehold  Conveyances  will  be  found.  The  expressed  consideration 
following  the  term  of  years  for  which  a  lease  is  given  means  so 
much    per   year. 

BOROUGH    OF    MANHATTAN. 

August   31,    September   1,   4,   5   and   6. 
Allen  st.   No   100.     Surrender  lease.     Harry  Braverman  to  Joseph 

Shupper   et   al.      Aug  31.   1906.      2:417 200 

Attorney  st,   Nos  00  and  02,      Surrender  lease.     Aaron   S  Bock  to 

Isaac    Male.      Aug  .30.     Sept    1.    1006.      2:343 2O0 

Attorney   st.    Nos   90   and   92.    bakery,    store,    &c.      Isaac   Male   to 

Aron   S   Bock;    from   Sept   1.    1900.    to   April   30,   1909.      Sept   4. 

190(i.     2:343 1.320 


The  text  ot  these  pages  is  copyrighted.     All  rights  are  reserved.      Notice  Is  hereby  given  that   lafringement  will  lead  to  prosecution. 
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GAS  COOKERS    ^  *  GAS  HEATERS 


We  Rent  a 
Qas    Range 

$3 

Per    Year 

A  handsome  up-to-dat«  lln*  of 
appliances  may  be  seen  at  our  offlc«g 


[ 


SOLVE  THE  FUEL  PROBLEM 


We  Rent  a 
Qas    Rang» 

$3 

Per    Year 

CONSOLIDATE.D  GAS  COMPANY  OF  NEW  YORK 


CLEANLY,  EFFICIENT,  ECONOMICAL 


I 


Baxter   st.    Nos   38   and   40,    all.      Pasquale    Cellieo    to    Francesco 

Voloinino;  5  years,  from  May  1.  I'.KKJ.     Sept  1,  lUOlJ.     l:l(j»i.  .ti.SClO 
Broome  St.  No  33  Is    e    cor    Goerck    st,    cor    store.      Diedrich 

Goerck  St,  Nos  14  and  1(>|     Otterstedt  to  Patrick  McGrath;   3  years, 

from   May  1,   1000.     Aug  31.  lUOU.     2:321 S40 

Cannon    st,    s    e    cor    Houston    st,    all.      Abraham    Michelson    to 

Louis  Zimmerman:   3  years,  from  April   1,   I'JOO.     Sept  0,   lOOIi. 

2:330 0.000 

Cannon    st.    No    118.      Surrender    lease.      Jakob    Lehrer    to    Annie 

Berger   and   ano.      Sept   fi.      Sept   (!,   190G.      2:330 nom 

Catharine    st.    No    43,    s    e    cor    Madison    st.       Surrender    lease. 

Benjamin    Bernstein    to    Hyman    Adelstein    and    Abram   Avrutine. 

Sept    0,    lUOli.      1:270 nom 

Chryslie  st,   No  SO,  all.     Arenold  Kadish  et  al  to  Israel  Kreisler: 

3  years,   from   Sept   1    ,l!)0(i.      Aug  31,   1000.     l:3(».-> 4  .".00 

Chrystie  st.   No  ilO,  all.     Joseph   Bird  et  al  TRUSTEES,   &c    Jacob 

A   Appley  to   Elias  Samson;  4  10-12  years,  from  June  22,   1900. 

.Aug  31,   1!100.      1:3114 1,200  and  1.300 

Same    property.      Assign    lease.      Blias    Samson    to    Samuel    Sakal 

and  ano.     Aug  31.   lOttO.      1 :3(U 2..")00 

Chrystie   st.   No   170,   store.   &c.     Nathan   Cohen  to   Louis  Lesser; 

.")   years,   from   May  1,   100.x      Sept  4,   1000.     2:420 000 

Chrystie    st,    No    211,    store,    &c.      Orazio    La    Cagnina    et    al    to 

Andrea    Miceli;    4    years,    from    Sept    1,    1904.      Sept    4,    1900. 

2:427 780 

Same    property.      Assign    lease.      Andrea    Miceli    to    The    Eastern 

Brewing  Co.     July  13,  1003.     Sept  4,   1000,     2:427 nom 

Fulton  st.    No   220  jstore  and  basement.  Levi  A  Fessen- 

Greenwich  st,  Nos  188  and  190  I     den   AGENT    for   Emma    A   Kissara 

et  al   to  John  Scheele;   3  8-12  years,   from  Sept   1,   1000.      1:,S2. 

2,400 

Goerck   st.    No   08,   all.      Morris   Bloch   to   Guiseppa   Naso;    3   yrs, 

from  May  lo,  1000.     Sept  1,  1000.     2:323 2,800 

Henry  st.   No  134,  parlor  floor  and  basement.     Annie  Campbell  to 

Marion    S    Adler;    5    years,    from    May    1,    1907,      Aug   31,    190!. 

1:273 7,S0 

Hudson  st,  No  48,  ground  floor  and  cellar.     A  N  Hanson  AGENT 

tor  Emily  A  King  to  Max  Heitzner;  3  years,  from  Sept  4,  VMl\. 

Sept   -\    l.nOG.      1:144 1,200 

Same    property.      Assign    lease.      Max    Heitzner    to    Charles    Ehr- 

lich.      Sept    5,    190l!.      1:144 nom 

Liberty  st,  s  w  cor  Washington  st,  store  floor  and  part  basement. 

Henry  G  Julian.  Jr.  and  ano  to  Louis  W  Duesing;  12  years,  from 

April  1,  1904.     Sept  .5,  HX)0.     1:50 2.0110  and  2,r,ll0 

Same  property.     Assign  lease.     Louis  W  Duesing  to  Charles  Quadt. 

Nov   1,   1004.     Sept  5,   1000.      I:ri0 nom 

Liberty   st.    No   130,    s   w   cor   Washington   st,   store,    &c.      Assign 

lease.      Charles    Quadt    to    George    Wells    and    Wm    C    Grogan. 

Sept    1.      Sept    4,    lOOG.      l:r)C nom 

Macdougal    st.    No    IIS,    all.      Morris   Wesolek    to   John    Bonito;    3 

years,  from  Sept  1.  1000.     Sept  !>.  1000.     2:.540 3.400 

Madison    st.    No    111,    all.      Sam    Fisher    to    Mallie    Ginsburg;    3 

years,   from   Sept   1,   1000.      Sept   4,    1000.      1:277 3,800 

Mulberry   st,    Nos    100   and   108,   all.     John   Palmieri   to   Giovanni 

Tornaselli;    5   years,   from   Aug   1,    1900.      Sept   5,   1900.      1:20.5. 

12,000 

Norfolk  st.  No  170,  store  and  basement.     Emily  Cook  to  Herman 

Dressier;   3  years,   from  May   1,   1900,     Sept   1,   1000.     2 : 3.5.0 . . .TTO 
Norfolk  st.  No  1.52,  all.     Morris  and  Louis  Rosen  to  Tillie  Rosen; 

4  years,  from  Nov  1,  1900,  or  until  the  sum  of  ^1,.500  has  been 
paid.      Sept  4,   lOOti.      2:354 ■ 

Pitt  St.  Nos  1  and  3,  all.     Solomon  H  Schlanger  to  Jacob  Morko- 

witz;  3  years,  from  Sept  1,   1000.     Sept  5,   1006.     2:.341 7,330 

Pitt  st.  No   127,  all.     Harris  Gabrilowitz  and  ano  to  Meyer  Schu- 

man;   3  years,   from  Sept   1,   lOOii.      Sept   5.   1900.     2:345 5.470 

Rivington  st.  No  203,  store.     Philip  Jaffe  to  Saml  Wcisberger;  3 

years,  from  May  1,  1907.     Sept  5,  lOOti.     2:333 1.020 

Rivington  st,   No  1.32,  cor  store,  &c.     Agreement  modifying  lease. 

Solomon   Wagner  to   Samuel  Mayer  and  ano.     Aug  20.     Aug  31. 

10(10.      2:354 nom 

South   St.   No   173.   all.      Wm  Lemken   to  Jere  J   O'Connor;    5   yrs, 

from  Sept   1,   1900.     Sept  .5,   1000.     1:108 1.500 

Same   property.      Assign   lease.      Jere   J   O'Connor   to   The   J    Chr   G 

Hupfel   Brewing   Co.      Aug  31.      Sept  5,    lOOIi.      1:108 nom 

Spring  St.   No  21,  upper  part.     Edward  Cole   to  Donato  Sposto:   4 

years,   from  May   1,   1000.      Sept   4,   1006.      2:493. 1.080 

Stanton  st.  No  "292,  all.     Philip  Springer  and  ano  to  Morris  Wald; 

3  years,  from  Sept  1,  1900.     Aug  31,  1901!.     2:330 4,400 

Suffolk  st.   No   ISO.      Surrender  lease.     Battista   Laraia  to   Esther 

Isenberg.     Aug  20.     Sept  4,  1000.     2:540 150 

Warren  st.  No  45.  Assign  lease.  James  Carlew  to  William  Fer- 
ris.    Aug  31.     Sept   1.   1900.     1:1.33 100 

Warren   st,   No  45.      Consent  to  assign  lease.     The   Rector,  &c,   of 

Trinity  Church  to  James  Carlew.     Aug  28.     Sept  1,  1906.     1:1,33. 

5th   st,   No  433.     Isaac  Stark  to  Henry  Herrmann;   3  years,   from 

May  1,  1906.     Sept  5.  1906.     2:4.33 900 

5th   St.    No   520,    s    s,    275    e    Av    A,    25x96.2.      Wm    W    Astor    to 
,     William    Meiss;    20   years,    from    May    1,    1800,      Sept    6,    1006. 

2:400 taxes,    &c,    and    750 

5th   st.   No   .520,   s   s,   275   e   Av   A,   25x96.2.      Assign   lease.      Wm 

Meiss   to   Philipp   Neusch.     Sept   1.      Sept   6,   1000.      2:400 

other  consid   and   100 

12th   st,    No   532   East.      Surrender   lease.      Sam    Lietzes   and   ano 

to  Pinkus  Burger.     Sept  1.     Sept  6.   1906.     2:405 nom 

14th  st.  No  1,  n  e  cor  5th  av.     Assign  lease.     Daniel  D  Sherman 

et    al    EXRS.    &c,    Samuel    A   Blatchford   deceased   et   al    to    the 

Fourteenth    Street    Bank.      All    title.      Aug   30.      Sept    6,    1900. 

3:842 other  consid   and   100 

Same  property.  Leasehold.  Covenant  by  assignee.  The  Four- 
teenth   Street    Bank    with   Henry   S   Van   Beuren    et    al.      Sept   5. 

Sept    0,    1906.      3:842 nom 

44th  St.  Nos  002  to  050|  s  s,  100  w  11th  av,  runs  s  100.5  x  e  100 
43d  st,  Nos  603  to  657  I  to  11th  av  x  s  75  x  w  100  x  s  23.5  to  43d 
11th  av,  Nos  573  to  5701  st,  x  w  7_I10  to  12th  av,  x  n  200.10  to  44th 
12th  av.  No  640  I     st,    x    e    7(10   to    beginning.      Assign    lease. 

Conrad  Hubert  to  The  Charles  E  Ellis  Real  Estate  Co.      Sept   1. 

Sept    4.    1001!.      4:1091 , nom 

l.tilh  st.  No  440  West,  store,  &c.     Beatrice  L  Singerman  and  ano 

to  Joseph  Savino;  3  7-12  years  and  20  days,  from  Sept  10,  1906. 

Sept  1,  1906.     4:1056 480 


51st  st.  No  227  East,  front  house.  Carolina  Bering  to  Henry 
Pascher;    3    8-12    years,    from    Sept    1,    1906.       Sept    6,    1906. 

5:1325 1,560 

04th    st.    No    404    East.      Assign    lease.      Jos    Buttner    to    Adolf 

Svergel.     %  part   all   title.     Aug  31.     Sept  4,   190t!.     5:14.58. nom 
04th   St.   No   404   East.      Assign   lease.      Adolf   Soergel   to   Bernhei- 

mer    &    Schwartz.      Aug    31.      Sept    .5,    10(l(!.      5:1458 nom 

07th  st.  No  228  East,  all.  Surrender  lease.  Carinno  Castaldi  to 
David   Feld   and   Isaac   Cohen.     Aug  21.     Sept   5,   1906.     6:1646. 

125 

KlOth    st.    No    228    East.     Surrender   lease.     Louis    Spirn    to    Henry 

Cracovaner.     Aug  31.     Sept  1,   100(i.     6:1640 nom 

Kllst  st,  Nos  314  to  320  East.  Assign  lease.  Sam  Albert  to  Louis 
and  Louis  J  Albert.     All  title.     April  4.     Sept  4,  1006.     6:1072. 

nom 

102d  st,  No  00  East,  all.     Abraham  Rosenstein  to  Morris  Shapiro; 

3  years,   from  Aug   1,   1906.     Sept  5.   1906.     0:1()07 3,000 

102d  st,  No  214  East.  Surrender  lease.  Louis  Epstein  to 
Solomon  Frankel   and  Samuel  Werner.     All  title.     Sept  5.     Sept 

(i,    190(i.      6:1(!51 418 

l(>5th  st,  Nos  34(i  and  348  East.  Surrender  lease.  Giovani  B  Pag- 
lioro    to    Wm    B    Potter,    of    Brooklyn.      Sept   4.      Sept    5,    190B. 

6:l(i76 nom 

l(l5th  St.  No  "230  to  247  East.     Surrender  lease.     Sarah  Schweitzer 

to   Mania  Rothbard.     Sept  4.     Sept  5.   19(^>.     6:1655 nom 

KiSth  st.  No  418,  s  s,  295  e  1st  av,  25x100.11.  Raffaele  Salerno 
to    Nicola    Melillo   and   ano;    5   10-12   years,   from   Aug   1,   1906. 

Aug  31.   1000.     0:17(11 1,080 

lllth    st.    No    23.5    East.      Assign    lease.      Stefano    Panzanella     to 

Bernheimer  &   Schwartz.     Aug  31.     Sept  4.   1900.     0:1(>61. . .  .nom 
112lh    st.    No   311    East,   all.      Raffaele    Parlato   to    Pietro   Greco; 

5  years,   from  June   1,   1900.      An  31,   I'.KJIi.      0:1(!,S4 2.275 

114th  St.  No  410  East.  Subordination  of  lease  to  mort  for  $12,- 
500.  Vincenzo  Cataro  with  Wm  T  R  Miller  EXR  Chas  W  Mil- 
ler.     Aug  30.      Sept  4,   1900.     0:1700 nom 

Same  property.     Subordination  of  lease   to  above  mort.     Giuseppe 

D'Alessandro   with   same.      Aug  30.      Sept  4,   10(.M>.      li:  1706. ..  .nom 
110th  st,  No  4  East.     Barnet  Kimler  and  Wm  Cohen  to  Saml  New- 
man;  3  years,  from  Oct  1,   1000.     Sept   1,   190(i.     6:1(!21 

780    and    900 

110th  st.   No  74  East,   all.     Moses-Schlose   to   Edward   A  Johnson: 

3  years,   from   Sept    1.   1006.      Aug  31.    1006.      6:1745 1.7t)0 

121st   st,   Nos  215  and  217  East.      Surrender  lease.      Louis  Vortin- 

nitsky   to   Max   Mandel.     Aug  .30.     Aug  31.   1006.     6:17.8(').  .omitted 
125th   st,   Nos  03  and  65,   n  s,   185  e  Lenox  av,  25x09.11.     Nellie 
Thomson    to    Joseoh    Flannery;    21    years,    from    May    1,    1906. 

Sept  0,   1000,      6:1723 taxes,   &c,   and  2,000  to  4,000 

Same  property.  Assign  lease.  Joseph  Flannery  to  Anna  I  Flan- 
nery.    All   title.     Jan  11,  1000.     Sept  0,  1006.     6:1723 nom 

Same     property.       Assign     lease.       Anna     I     Flannery     to     Henry 

Fischer.      Vz  part.     June  21.     Sept   6,   1906.     6:1723 nom 

150th  st,  No  300  West.     Assign  lease.     James  O'Connell  to  Mary 

Wendel.      Sept    5.      Sept    6.    lOOlI      7:2045 nom 

Av  A,  No  381  I  s    w    cor.      Assigns    two    leases.      Patrick      F 

23d  st.  No  43S  Easti     Smith  to  James  Everards  Breweries.  Aug  31. 

Sept  4,   1900.     3:0,54 nom 

Same  property.  Assigns  two  leases.  Bernard  J  Shandley  to  Pat- 
rick   F    Smith.      Aug   31.      Sept   4,    1006,      3:954 nom 

Av  A,  No  1703,  s  w  cor  92d  st,  25.8x03.10,  all.  Anna  M  Brandes 
to   John   Koehnken;    8  years,   from   May   1,   1006,      Sept   5,   1006. 

5:1.571 2,000  and  2,200 

Av  C,   No  157    store.     Jacob  Gold  to  David  Selzer;   2  years,  from 

May   1,   1006.     Sept  5,   1006.     2:.302 780 

Av    D,    Nos    98    and    1(10,    all.      Emil    Neufeld    to    Kohos    Badler;    3 

years,    from    May    1.    10(16.      Sept    5,    1006.     2:363 6,400 

Av  D,  Nos  103  and  105.  Surrender  lease.  Isidore  Halpert  and 
ano   to   Hyman   and   Joseph   Schlesinger.      Sept   5,    1006.      2:377. 

other  consid  and  100 

Av  D,   Nos  107  to   111 I 

8th  st,  Nos  406  and  408  East | 

Surrender    lease.       Isidore    Halpert    and    ano     to     Hyman    and 
Joseph   Schlesinger.     Sept   5,   1006.     2:377.. other   consid   and   100 
Av   D.   No   101.      Surrender  lease.      Sussman   Reinhardt  to   Emma  C 

and   Wm    Koster,   Jr.      Aug  31.      Sept  4.    1006.      2:377 nom 

Amsterdam  av.  No  210"2  s  w  cor  ItiOth  st,  store.  Wm  Moller  to 
Morris  A  Holzman;   lOy.  years  and  15  days,  from  Aug  15,  1006. 

8:2125 '. 150O  and   1,800 

Amsterdam  av.  No  14(!0.  corner  store,  &c.  Thos  J  Meehan  to 
Morris  A  Holzman;    10>^  year  and  15  days,   from  Aug  15,   1006. 

7:1086 1,500  and  1,600 

Broadway,  No  1200,  barber  shop  in  basement.  The  HEIRS  of 
Peter   Gilsev   to  James   P   Carey;    from  July   1,   1006.   to   May   1, 

1011.      Aug    31,    1900.      3:831 9(J0    to    1.200 

Broadway,  Nos  401  and  493|  stores    and    basement.       Adams     Land 
Broome  st.   No  446  |     and  Bldg  Co  to  Isaac    Gustave  and  Leo 

Loeb;   10  years,  from  May  1,  1906.     Sept  4,  1906.     2:484 

7,000  and  7,500 

Broadway,  Nos  2220  to  2226|  n    e    cor    79th    st,    ground    floor    and 

79lh  st,  No  227  |      basement.      Assign    lease.      Maud    M 

Spreter  EXTRX  and  HEIR  Anton  J  Spreter  to  Chas  B  and  Thos 

S   Nichols.      Sept    5.      Sept   6,    1000.      4:1227 nom 

Broadway,  Nos  2220  to  22201  n    e    cor    70th    st,    100x99.6x100x100, 

70th  st.  No  227  I      ground    floor    and    basement.      Robt 

E   Dowling   to  Anton  J  Spreter.      Sept  30.  lOlU,  from  completion 

of  building  to  April  30,   1915.     Sept  (i.   1906.     4:1227 10,000 

Lenox  av,  s  w  cor  143d  st,  store.     Pauline  Weiss  to  John  O'Shea; 

10  years,  from  Aug  1,  190(5.  Sept  0,  19(16.     7:2011.  .l,.50O  to  1,800 
Lenox  av.  No  SO,  store,  &c.    Edward  Muller  and  ano   to  Vincenzo 

Saitta;   3  years,  from  May  1,  1007.     Sept  4,   1000.     7:1824 840 

Lexington  av.  No  1701.  store.     Moses  Israel  and  ano  to  Benj  Meyer: 

3  years,   from  April  1,   1906.     Sept  4.   100(1     0:1034 480 

Park  row.  No  95       lall.       Marie    wife     Hermann     Reiche     to     Max 
William  St.  No  233  I     Cohen;   5  years,  from  May  1.   1911.     Aug  31. 

1906.      1:121 taxes,    &c.    and    9.500 

Same  property.     Assign  lease  dated  May  22,  1906.     Max  Cohen  to 

Beckie   Kleiufeld.      All   title.     Aug  10.      Aug  31.  1906,     1:121.  .nom 
Same  property.     Assign  lease  dated  Mar  13,  1906.     Same  to  same. 

All  title.     Aug  31.  19U6.     1:121 nom 

West  End  av.  No  28,  store,  &c.  Lizzie  Carnelli  to  Caspar  Leon 
and  ano;  2'/.  years,  from  Sept  1,  1906,  Sept  5,  1906.  4:1152. 
.: 360 
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JOHN  C.  ORR  CO., 

rN^o"  &rJi"£'!f'^?.S  LUMBER  OF  ALL  KINDS  FOR  BUILDERS 


India,  Java  and  Huron  Sts,  and  Cast  Bive*^ 
City   ol    New  York,   Borough    ©I    Brooaiyt 


1st  av,   No   431.     Assign   lease. 

Sept  4.  Sept  5,  lUOti.  3:U31 
1st   av.    No   832.      Assign    lease. 

Grillo.  Mort  $1,S(J0.  Sept  4. 
1st  av,   Nos  20G6  and  2068, 


Edward    Butler    to    Geo    L   Burns. 

nom 

Giuseppe   Ricigliano   to   Ernesto 

Sept   5.   1906.     5:1358 nom 

cor  107th  St.     Mary  A  Grogan  to 


Michael   Policastro;   5  years,   from   May   1,   1908.     Sept  5,   1906. 
(5:1700 3,400 

1st  av,  Nos  1937  to  193ylwest    cor    lOOth    st,    store    and    basement. 

100th  St,   No  338  I     Gianbatisla    Gauzza    to    Danl    Vitelli;    8 

years  and  4  months,  from  Sept  1,  lUOlJ.     Sept  1,  1900.     6;lG7-'..480 

1st  av.  No  2109.  Surrender  lease.  Madelena  Collucci  to  Giovanni 
Russiello.       Aug    31.       Sept    1,    lOIKi.       0:1084 .....200 

1st  av,   No  1040  |n    e    cor    ItiOth    st,    store,       Gianbatista 

100th  st,  Nos  401  and  403  I  Gauzza  to  Daniel  Vitelli;  5  years,  from 
Jan  1,  1910.     Aug  31,  1900.     0:1072 1,2110 

1st  av.  No  2169,  all.  Emilia  Russiello  to  Giuseppe  De  Riggi;  5 
years,    from    Sept    1,    1906.      Sept   0,    190G.      (5:1084 4,200 

2d  av.  No  2130.  Surrender  lease.  Francesco  Milano  to  Gio- 
vanni Guglielmetti  and  ano.     July  13.     Aug  31.  1906.     0:1681.  .nom 

2d  av,  Nos  2108  and  2110,  all.  Samuel  Rosenthal  to  Frances 
Milano  and  ano;  3  years,  from  July  1,  1906.  Sept  4,  1900.  6:1(580. 
3.550 

3d  av,  No  2011.  Assign  lease.  Michael  J  Sheehan  to  Peter  Clau- 
sen and  ano.     Jan  31,  190(5.     Aug  31,  1900.     0:1660 1,000 

3d  av.  No  018.  Assign  lease.  James  Everards  Breweries  to  Fat- 
rick  J  Kenny.  All  title.  Dec  0,  1905.  Sept  4,  1906.  3:895. 
nom 

3d  av.  No  20(52.  Assign  lease.  H  Koehler  &  Co  to  Herman  C 
Schuhmachcr.     Sept  4.      Sept  5,   1900.     6:1(540 nom 

3d  av,  No  2062.  Assign  lease,  (jhristian  Hcnzel  to  H  Koehler 
&  Co.     Mar  10.     Sept  5,  190(5.     0:1(540 nom 

3d  av.  No  170,  n  w  s,  .38  n  e  16th  st,  18x00.  Assign  lease. 
Chas  F  Schirmer  to  Julius  W  Kruger.  Sept  1.  Sept  0,  lOOil. 
3:872 other   consid    and    KKJ 

5th  av.  No  2214,  north  store.  Estate  of  Asher  Simon  to  Wm  Et- 
tinger;  2  years,  from  May  1.  1900.     Sept  5,   1906.     0:1732 (500 

6th  av,  Nos  460  and  462.  Assign  lease.  Louis  Buchler  and  ano 
to  Stephen  J  Reagan;  3-8  part.  All  title.  Sept  5,  1906.  3:829. 
nom 

Gth  av.  No  740,  e  s,  S0.5  s  43d  st,  20.\75.  Assign  lease.  J  George 
Flammer  to  Louisa  M  Gerry.     Aug  30.  Sept  1,  1906.     5:1258.  .9.000 

7th  av.  No  2157,  basement  store,  &c.  Moses  Misch  to  Ernest  Cata- 
lano;  3  years,  from  Sept  1„  1906.  Sept  4,  1900.  7:1912.... 
300  and  420 

7th  av.  No  2100,  store,  &c.  United  Merchants  Realty  and  Impt 
Co  to  Henry  Simonet  and  ano;  5  years,  from  Nov  1,  1906.  Sept 
5.1900.     7:1931 1,600  to  1,9(10 

8th  av.  No  2187.  Assign  lease.  August  E  Kopp  to  John  Hart- 
mann.     Aug_14.     Sept  5.   190(5.     7:1945 nom 

9th  av.  No  GO.).  Assign  lease.  Joseph  Popp  to  Consumers  Brew- 
ing Co.     Aug  28.     Aug  31.   1900.     4:1050 omitted 

9th  av.  No  6(55,  n  w  cor  4Gth  st,  store.  Hugh  Reilly  to  Joseph 
Popp;  5  years,  from  Sept  1,  1906.     Aug  31,  1()0;1.     4:1056. ..  .1,080 

BOROUGH    OF    THE   BRONX. 

♦Jerome  st,   n  w  cor  Maple  av,   being  lot  02  map   New  Village   of 

Jerome.      Rachela   Belotti   to   Francesco   Romano;   3  years,   from 

Sept   1,   lOcG.     Sept  4.   190(i 1080 

13Sth   st.    No   751    East.      Assign   lease.      Hyman    Sohu   to   Joseph 

Nappelbaum.      Aug   25.      Sept    1,    1906.      0:2283 nom 

146th  st,  Nos  818  and  820,  s  s,  1.50  w  St  Anns  av,  50x100.     Ratje 

Bunke    to  John   C  Fayen;   3  years,   from   Aug  1,   1906.      Sept   6, 

1900.      0:2272 1.800 

148th  st,   No  470  East,   store,   &c.     Antonetta  Mella   to   Vincenzo 

Mella;     4    10-12    years,    from    Sept    1,     190G.       Sept    6,     190(5. 

0:2336 780 

Same    property.      Assign    lease.      Vincenzo    Mella    to    The    Ebling 

Brewing   Co.      Sept   6,    190G.      9:2.336 nom 

148th  st,  s  s,   142.1  w  Morris  av,   ."lOx — ,   building  now   in   course 

of    erection.      Jacob    and    Meyer    Bloch    to    Antonetta    Mella;    .5 

years,   from  July  1,   1000.     Sept  (5.   190G.     0:2.330 6,-500 

Jerome   av.   No   244.5,   s  w   cor  Fordham   road,   saloon.   &c.      Jacob 

Hirsh  to  John  P  O'Connell;   5  years,  from  May  1,  190(5.      Sept  1, 

1906.      11:3109 1,900  to   2,.500 

Same    property.      Assign    lease.      John    P    O'Conenll    to    Patrick   J 

Orinety  or  Quilty.    Aug  20.     Sept  1,  190G.     11:3190 nom 

Lincoln   av,   n  e  cor  1.3Gtli  st,   store.      Giuseppe   Tuoti   to  Prank  H 

Fjschedick;   3  years,  from  Sept  1,  190(5.     Sept  G,  1906.     9:2312. 

GOO   to   780 

Park  av  West,  w  s,  44.1  n  176th  st,  24.11x105  to  e  s  Old  lane.  all. 

Mary   A   Hanon   to   Ernest   Kiefhaber  and   Fritz   Hosenberg  firm 

North  Side  Iron  Works;   5  4-12  years,  from  .Sept  1,  lOOO.     Aug 

31.190(5.     11:2900 (5(X> 

Stebbins   av,   n   e   cor  165th  st,   store.      Harry  Lehr   to   Thomas   F 

Concannon;  5  years,  from  May  1,  1906.     Sept  4,  1006.     10:2091. 

780  to  900 

Tinton  av.  No  785,  saloon.     Assign  lease,  &c.     Bill  of  sale.     Louis 

E  Rosenstein   to  Charles   Noack.     Mori  .$725.     July  .3.     Aug  31. 

1911(5.     10:26.55 _.^ l.(X)0 

♦Westchester  av,  n  s,  7.5  w  Main  st,  hotel,  &c.     Edward  Higgins  to 

Frederick  J   Thorne;   4  4-12  years,   and   10  days,   from   Apr  20, 

1006.     Aug  31,   1906 600 

Washington  av.  No  1931,   portion  of  tor  post  office  use.     Guiding 

Star  Lodge  No  565  Free  and  Accepted  Masons  to  United  States 

of  America;  5  years,  from  Oct  16,  1005.  Sept  5,  1906.     11:3034. 

.1600 

Washington  av.  No  10.54,  all.     Rachel  Magnes  to  Philip  Rheinwald 

Jr;   ly,   years,  from   Nov  1,   1905.     Sept   1,   19O0.     9:2370 900 

3d  av,  n  e  cor  140th  st.   all.      Henry  Behrman   to  Adam  P  Dienst; 

2  years,   from   May  1,   1900.     Sepl    1,   190G.     9:2315 2,500 

3d  av.   No   33(J5,   2.5x170,   3-sty  building.      Abraham   Kaufman   and 

ano   to   Lyal   L   Mahoney;   5  years,   from   Sept   1,    100(i.      Sept   4. 

1906.     9:2370 1,800  and  2,000 

' MORTGAGES 

j\ugust    31,    Sr-ptembiT    1.    4,    5    and    0. 
BOROUGH    OF    MANHATTAN. 

Abbate.  Dominick  to  Minnie  Himmel  and  ano.  Lafayette  st, 
Nos  237  and  230  (Marion  st,  Nos  41  and  43),  e  s,  95.2  n  Spring 
6t,  50.2x100.     P  M,     Aug  C,  3  yrs,  5%.     Sept  4,  1906.     2:495. 

50,000 


Adelslein,  Hyman  and  .\ljram  Avrutiue  to  Emily  L  L  Smith  et 
al.  Madison  st,  Nos  7(i  to  80,  s  e  cor  Catharine  st,  No.  43, 
runs  e  122.4  x  s  40.11  x  w  54.(5  x  u  27.0  x  w  00.4  to  Catharine 
st  X  n  18.11  to   beginning.     Sept   6,   10(X>,  2  years,  5%.     1:276. 

44,000 
Ast,    Charles    to    Jacob    A    Geisenhainer    and    ano    trustees    Henry 
Elsworth.     Leroy  st.   No  23,   n  s,   abt  100  e   Bedford  st,   25x00. 
Sept   5,    1906.   3   years,  4i/.%.      2:586.  19,000 

Arnold  Realty  Co  to  Bertha  L  Hookey.  127th  st,  Nos  407  to  411, 
n  s,  KiS.ll  w  Convent  av,  runs  n  99.11  x  e  00.0  x  s  —  to  st 
X  w  120  to  beginning.  Prior  mort  $33,.500.  July  20,  demand, 
0%.     Sept  1,  19(JG.     7:19(57.  35,(J00 

Baumann,  Abraham  M  to  Hyman  Sonn  and  ano.  Convent  av.  No 
14,  w  s,  39.11  n  141st  st,  20x1(50.  P  M.  Prior  mort  $14,000, 
Sept  5,    1906,   2   years,   5%.     7:20.58.  2,000 

Bermann,  Sigmund  to  EAST  RIVER  SAVINGS  INSTITUTION. 
2d  av.  No  812,  e  s,  75.5  n  43d  st,  25x100.  Sept  4,  5  years,  5%. 
Sept   5,    1900.      5:1330.  20,000" 

Belknap,  Dayton  C,  Daytona,  Florida,  to  Hugo  Gorsch.  Lexing- 
ton av,  Nos  1424  to  1430,  n  w  cor  93d  st,  Nos  135  and  137, 
75.8.X40.      Aug  27,   demand,   6%.     Sept  5,   1906.     5:1522.         2.000 

Bachman,  Alfred  C  to  Hoffman  Miller.  Lexington  av.  No  KiO, 
w  s,  .59.3  n  30th  st,  19.9x80.  P  M.  June  16,  1006,  3  years,  5%. 
Sept  1,  1906.     3:88G.  G,.500 

Berlinghof,  Wenzeslaus  and  Elizabeth,  of  Winfleld,  Queens  County, 
to  Mina  Efinger.  112th  st.  No  2,59,  n  s,  1G2.0  e  8th  av,  3],3x 
100.11.     Sept  1,  1906,  2  years,  6%.     7:1828.  5,000 

Bruder,  Joseph  to  Bernard  Meyer.  Kith  st.  No  347,  n  s,  225  e 
9th  av,  25x91.9.  P  M.  Aug  31,  5  years,  5%.  Sept  1,  1906. 
3:740.  .  22,000 

Builders  Construction  Co  to  William  Carter.  Washington  st,  Nos 
719  and  721,  n  e  cor  llih  st,  Nos  337  to  345,  runs  n  75  x  e  11.5 
and  8(5.8  x  s  60  to  11th  st  x  w  115.10  to  beginning.     Prior  mort 

.$ .     July  30,   due  Aug  31,.  1906,   6%.     Aug  31,   19(J6.     2:(534. 

10.62.S.57 

Bauragarten,  Edward  to  Emily  S  Arnold.  69th  st,  No  318,  s  s, 
141.8  e  2d  av,  16.8x77.4.  P  M.  Aug  30,  installs,  5%.  Aug  31, 
1906.     5:1443.  7,.50O 

Bernstein,  Harris  to  Church  of  St  Teresa.  Henry  st.  No  1.55,  n  s, 
abt  105  e  Rutgers  st.  21.8x75.  P  M.  Aug  2,^',  due  Mar  1.  1908, 
5%.     Aug  31,   100(5.      1:2,S4.  15.(100 

Bernstein.  Harris  to  Patrick  Nevin.  Henry  st.  No  157,  n  s.  abt  125 
e  Rutgers  st,  21.8x75.  Aug  28,  due  Mar  1,  1908,  5%.  Aug  31, 
190(i.     1:284.  15,(X)0 

Brennan,  Edward  to  Philip  Herbster.  St  Nicholas  av,  w  s,  25  s 
180th  st,  25x100.  July  2,  i:!06,  3  years,  5%.  8:21(52,  Reprinted 
from  issue  of  July  7,  when  this  appeared  under  Bronx  Morts.  3  OUO 

Biltmore  Blenheim  Co  to  whom  it  may  concern.  58th  st.  Nos 
.5(5  to  (52.  s  s,  95  e  6th  av,  100x100.5.  Certificate  as  to  consent 
of  stockholders  to  mortgage.  June  14,  190(5.  July  3,  190G. 
.5:1273.  Corrects  error  in  issue  of  July  7,  when  location  was 
58th  st,  Nos  56  to  62,  e  s.  

Brand,  Leopold  to  Isidore  Jackson.  82d  st.  No  217,  n  s,  210.10  e 
.3d  av,  17.1(1x1(12.2;  .S2d  st.  No  219,  n  s,  228.0  e  3d  av,  25..5x 
102.2.  P  M.  June  30,  1906,  due  Oct  1,  1907,  — %.  5:1.528. 
Corrects  error  in  issue  of  July  7,  when  82d  st  No  was  27.    10,750 

Briza,  Marie  to  Nickolaus  Dorn.  Av  A,  No  1505,  w  s,  43.1  s  80th 
st,  25x75.     Sept  1,  5  yrs,  5%.     Sept  4,  190G.     5:15.59.  18,000 

Blair  &  Co  of  N  Y,  vendors  and  the  Chesapeake  &  Ohio  Ry  Co 
with  COMMERCIAL  TRUST  CO  of  Philadelphia  Pa  as  trustee. 
Car   equipment   agreement.      Aug  1,   10  yrs,   4%.     Sept  4,    1900. 

gold,  notes,   1,9(111.(100 

Boltan,  Jacob  to  Fanny  Heilbrunn.  63d  st,  Nos  228  to  238, 
s  s,  250  e  West  End  av,  150x100.5.  Aug  22,  demand,  6%. 
Sept  4,   1900.     4:1154.  5,000 

Berstein,  Abraham  to  American  Mortgage  Co.  104th  st,  Nos 
218  to  222,  s  s,  210  e  3d  av,  .50x100.11.  Sept  6,  1906,  5  years. 
5'/r.      (>:](i.53.  50.000 

Conley,  William  W  to  TITLE  GUARANTEE  &  TRUST  CO.  Bar- 
row st.  No  79,  s  s.  1.50  e  Hudson  st,  2.5x100.  Sept  5,  1906,  due, 
&c,   as   per  bond.     2:.581.  25,000 

Cohn,  Aaron  and  Adeline  Wolff  to  Isaac  S  Heller.  73d  st,  No 
434,  s  s,  100  w  Av  A,  25x102.2.  P  M.  Prior  mort  $17,500. 
Sept   1,   installs,   6%.      Sept   .5,   1900.     5:1407.  0,.500 

Cohen,  Philip  to  Harry  M  Goldberg.  100th  st.  No  G2,  s  s,  108  w 
Park  av,  25x100,11.  Prior  mort  $20,000.  Sept  4,  3  years. 
6%.      Sept   5,    lOOti.      6:1005.  4,000 

Cohen,  Sarah  to  Frank  Gens.  104th  st.  No  242,  s  s,  1.50  w  2d 
av,  2.5x100.11.  P  M.  Prior  mort  $18,000.  Sept  1,  2  years, 
6%.     Sept  5,   1900.     6:16.53.  4,.500 

Same  to  August  Knatz.^  Same  property.  P  M.  Prior  mort  .$32.- 
500.     Sept  5,   1006,   1   year,  6%,     0:1(5.53.  1,000 

Cantwell,  Margt  T,  Newark,  N  J,  to  Geo  M  Hubbard.  83d  st. 
No  140,  s  s,  355  e  Amsterdam  av,  1(5x102.2.  Prior  mort 
$3,000.     Aug  21,  2  years,  6%.     Sept  5.  190(3.     4:1213.  1,100 

Cohen,  Henry  B  and  Jacob  Perlman  to  City  Mortgage  Co.  179th 
st,  s  s.  100  w  Wadsworth  av,  75x100.  Building  loan.  Aug  31, 
demand,  6%.     Sept  5,  1906.     8:2163.  55.000 

Cohen,  Myer  and  Abraham  Rosenstein  with  City  Mortgage  Co. 
179th  st,  s  s,  100  w  Wadsworth  av,  7.5x100.  2  subordination 
agreements.     Sept   4.     Sept   5.  190G.     8:21(53.  nom 

Cohen,  Herman  with  City  Mortgage  Co.  179th  st,  s  s,  100  w 
Wadsworth  av,  75x10(1.  Subordination  agreement.  Sept  4. 
Sept    5,    1906.      8:21(53.  .  nom 

Cohen,  David  to  Trustees  of  Princeton  University.  Stanton  st. 
No  342,  n  e  cor  Mangin  st,.  Nos  108  to  132,  200  to  w  s  Tomp- 
kins st  x200.  All  title  to  land  in  Tompkins  st,  land  under 
water,  &c,  and  bulkhead,  &c.  P  M.  July  6,  3  years,  4^A%. 
Sept  6,   1900.     2:320  and  325.  175,000 

Crockett,  John  H  to  Joseph  L  R  Wood.  19th  st.  No  439.  n  e  s, 
424.(5  n  w  9th  av,  25x71.4.  P  M.  Sept  5,  1906,  1  year,  .5?/. 
3:717.  9,000 

Caspe,  Maurice  to  Hauben  Realty  Co.  119th  st,  Nos  226  to  232, 
s  s,  330  e  3d  av,  2  lots,  each  40x100.10.  2PM  morts,  each 
$16,2.50.  2  prior  morts,  each  $38,000.  Sept  5,  5  years,  6%; 
Sept   G,    190G.      6:1783.  .32,500 

Caspe,  Maurice  to  Hauben  Realty  Co.  119th  st,  Nos  22(5  to 
2.30,  s  s,  330  e  3d  av.  SOxKXl.lO.  P  M.  Prior  mort  $108,500. 
Sept  5,  demand,  6%.     Sept  6,  190G,     6:1783.  .  2,000 

Cohn,  Harris  M  to  Frank  Hillman  and  ano.  122d  st,  Nos  1G3 
and  Kio,  n  s,  26.8.8  w  3d  av,  43.2x100.11.  Aug  20,  1  year, 
6%.     Sept  G,  1900.     6:1771.  _  2,800 
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KING'S  WINDSOR  CEMENT 

for  Plastering  Walls  and  Ceilings  J.  B.  king  &  CO.,  No.  l  Broadway,  New  Yorfe 


Elastic  in  its  nature,  can  be  applied  witli  25  pel 
cent,  less  labor  and  has  12']  percent,  more  cov- 
ering  capacity  than   any  other  similur   materts! 


Carlew,  James  to  George  Tiefel.  Warren  st,  No  45.  s  s,  abt  200  e 
West  Broadway,  25x75.  Leasehold.  Aug  30,  2  years,  6%.  Sept 
1.  1906.     1:133.  12,000 

Celia,  Catherine  wife  Nicholas  to  Charles  Schneider.  116th  st.  No 
235,  n  s.  193.4  w  2d  av,  16.8x100.10.  P  M.  Prior  mort  $8,000. 
Aug  30,  3  years,  6%.     Sept  1,  1906.     6:1666.  2,700 

Cohen,  Elias  A  to  American  Mortgage  Co.  112th  st,  Nos  151  and 
153.  n  s,  345  w  3d  av,  33.4x100.10.  Aug  31,  1  year,  5%.  Sept 
1.  190(5.     6:1640.  13,000 

Corbett,  Matthew  with  Everett  Jacobs  and  ano.  25th  st,  Nos  340 
and  342.  s  s,  300  e  9th  av,  50.x98.9.  Priority  agreement.  Aug 
30.     Sept  1,  1906.     3:748.  nom 

Crompton  .-Vnna  P  to  Udo  M  Fleischmann.  West  End  av,  No 
583.  w  s,  30.8  n  88th  st,  20x78.6.    Aug  30,  demand,  6%.     Sept  1. 

1906.  4:1250.  gold,  8,000 
Coffee  Exchange  of  City  N  Y  to  THE  FARMERS  LOAN  &  TRUST 

CO.     Beaver  st,  Nos  66  to  70,  and  Pearl  st,  Nos  113  to  117.  or 

Hanover   sq.   bounded  n   by  Beaver  st   56.1.   s   by   Pearl   st  7(!.8. 

and  on   w  113.2  and  e   by  No  72  Beaver  st  40  and  part  by  119 

Pearl   st   70.9,   the   east   line   of   No   70  Beaver   st   being  63.S   w 

Hanover  st  and  east  line  of  117  Pearl  st  being  39.11  w  Hanover 

St.      Aug  31,   1906.   5   years.  — ^v.      1:28.  260.000 

Congregation    Beth   Israel    to   Jacob    Richard.      35th    st.    No    252, 

s   s    225  e  Sth  av,  2.5x98.9.      Equal   lien  with  4  morts  for  $600 

each.     Prior  mort  $23,000.     Mar  20,  2  yrs,  4%%.     Sept  4,  1906. 

3:784.        -  600 

Cohn-Baer-Myers  &  Aronson  Co  to  American  Mortgage  Co.     117th 

st,  No  406.  s  s,  110.8  e  1st  av,  16.8x100.11.     Sept  1,  2  yrs,  5%. 

Sept  4,  1906.     6:1710.  5,000 

Same    to    same.      Saae    property.       Consent    of    stockholders    to 

above  mort.     Sept  4,   lft06.     6:1710.  

Same    to    same.      Same    property.      Certificate    as    to    consent    of 

stockholders  to  above  mort.     Sept  4,  1906.     6:1710. • 

D'Alessandro,  Nicola  to  Wm  T  R  Miller  exr  Chas  W  Miller.    114th 

st.   No  419.   n  s.  245  e   1st  av,   25x100.11.     Aug  28,  3  yrs,   5%. 

Sept  4,  1906.    6:1706.  12,500 

Drimmer,    Solomon    to    Saml    Rosenberg.      114th    st,    Nos    204    to 

210.  s  s,  SO  e  3d  av,  84.11x100.11.     Aug  24,  2  years,  6%.     Sept 

6,   1906.     6:1663.  1,900 

Daum,  Louis  to  Anna  M  Stolzenberg.     118th  st.  Nos  227  and  229, 

n  s.  200  w  2d  av,   2  lots,   each  25x100.11.     2PM  morts,   each 

$5,.500.      2   prior   morts,    each   $20,000.      Aug   31,    4   years,    6%. 

Sept  1.  1906.     6:1783.  11,000 

Davis,    Benjamin   and   Louis   Jacobs   to   Julius   Weinstein.      2d   av, 

Nos  1491  and  1493,  s  w  cor  78th  st.  Nos  270  and  272,  76.10x39.6x 

76.9x39.().      P   M.      Prior   mort   $.58,000.      Aug  30,   installs,   6%. 

Sept  1,  1006.    5:1432.  23,500 

Dressier,  Herman  to  Lion  Brewery.     Norfolk  st.  No  170.     Saloon 

lease.     Aug  23,  demand.  6%.     Sept  1,  1906.     2:3.55.  1,200 

Ellis    (Charles    E)    Real    Estate    Co    to    Conrad    Hubert.      44th    st. 

Nos  602   to  656.   s   s,   100  w  11th  av,   runs   s   100.5  x  e   100  to 

w  s  11th  av,  Nos  573  to  579,  x  s  75  x  w  100  x  s  25.5  to  43d  st, 

Nos  603  to  657,  x  w  700  to  e  s  12th  av.  No  540.  x  n  200.10  to 

44th    st,    X    e    7<K)    to    beginning.       Leasehold.       P    M.       Sept    1. 

secures   notes.   10  yrs.  5".     Sept  4,   1906.     4:1091.  175,000 

Ettelson,  Henry  with  The  City  Mortgage  Co  and  THE  NEW  YORK 

TRUST   CO.      178th   st,   s   s.    100   w   St   Nicholas   av.   100.x99.11. 

Subordination  mort.     Aug  31.     Sept  1,  1900.     8:2144.  nom 

Elstroth.    Rosa    and   Henry   Schroeder   to   George   Wurst.      89th    st. 

No  331,  n  s,  150  w  1st  av,  25x100.8.     Sept  1,  1906,  5  years,  4%%. 

5:1552.  12,000 

Ehrlich,  Charles  to  Lembeck  &  Betz  Eagle  Brewing  Co.     Hudson 

st,   No  48.     Saloon  lease.     Sept  5,   1906,  demand,  6%.     1:144. 

1,500 
Eibsen.   Louis   to    Harry   W   Viemeister.      South    st.   No   222,   n   e 

cor   Market   slip,   Nos   100   and   102,   26x80.      P   M.      Prior   mort 

$30,000.     Aug  31,  1906.  10  years,  6%.     1:249.  18,000 

Eibsen.    Louis   to   Henry   Steinhardt.      South   st,   No   222,   n   e   cor 

Market   st   or  slip.   Nos   100  and   102,   26x80.     Prior  mort  $48,- 

000.     Aug  31.  demand,  6=;.     Sept  1.  1906.     1:249.  15.000 

Emanuel,    Benj,    Barbara    Bloch    and    Joseph    Landauer    to    John   D 

Van   Buren   exr   Saml    Aymar.     90th   st.   No   312,    s   s,   225   e   2d 

av,  25x100.8.     Aug  28,  5  years,  — %.     Sept  6,  1906.     5:1.552. 

12,500 
Fisher,  Emma  C  to  Charlotte  T  Holsapple.     96th  st.  No  64,   s  s, 

140  e  Columbus  av,  20x100.8.     P  M.     Sept  5,  1906,  1  year,  6%. 

4:1209.  3.000 

Friedman,   Fannie   to  Samuel   Katz.      118th  st.   No  348,   s   s.   83.6 

w  1st  av,  16.6x50.5.     P  M.     Sept  1,  3  years.  5%.     Sept  5,  1906. 

6:1689.  3,500 

Friedman,  Fannie  to  Jacob  Levy.     llSth  St.  No  348,   s  s,  83.6  w 

1st   av.    16.6x50.5.      Prior   mort    $3, .500.      Sept   4,   due   March   1. 

1907,  5%.  Sept  5,  1906.  0:1689.  1.000 
Fechter,   Hyman   to    Clothiers   Real   Estate   Co.      Av   A.   No   1.539, 

w    s,    76.10   n   81st    st.    25xl0<!.6.      P   M.      June   5,    due    Feb    1, 

1907,  — %.     Sept  5,  1906.     5:1,561.  500 

Frankel,   Ernestine   to   Morris   Rosen  and   ano.      12th   st.   No   .537, 

n   s,    abt   166   w    Av    B.   25x103.3.      P   M.      Prior   mort   $24,000. 

Sept  5,  due  Nov  5,  1911,  6%.     Sept  6,  1906.     2:406.  11.385 

First    Avenue    Realty   Co    to   Julius    Bachrach    and    ano.      63d    st, 

No  210.  s  s,  155  e  3d  av,  25x100.5.     Sept  1,  3  years,  6%.     Sept 

6,    1906.      5:1417.  5,750 

Feldbaum,    Hulda    to    Isidore    Grossman.      118th    st.    No    34,    s    s, 

3.S5  e  Lenox  av,  25x100.     Aug  30,  4  years,  — %.     Sept  6,  1906. 

6:1601.  21,000 

Falk,  Harry  and  Herman  L  Flam  to  Oscar  Oestreicher.     137th  st, 

n  s,  245  w  5th  av.  200x99.11.     Prior  mort  $10,000.     Feb  1,  1906, 

demand.  6%.     Sept  1,  1906.     6:1735.  10,000 

Falk,   Henry  and   Herman   L  Flam  to  JEFFERSON  BANK.      137th 

St.  n  s,  245  w  5th  av,  200x99.11.     Aug  30,  demand,  6%.     Sept  1, 

1906.     6:1735.  10.000 

Feltenstein,    Abraham    and    Simon    Joffe,    of    Brooklyn,    to    Isaac 

Cohen.     Lexington  av.  No  1755,  s  e  cor  109th  st,  No  154,  20.11x 

68.  Aug  31,  due,  &c,  as  per  bond.  Sept  1,  1906.  6:1636.  6.000 
Ferris,   William   to   James   Carlew.      Warren    st.    No   45,   s   s.    abt 

200  e  West  Broadway,  25x75.     Leasehold.     Prior  mort  $12,000. 

Aug  31,  1  year,  6%.     Sept  1,  1906.     1:133.  2.000 

Flato,   Louis   to   Amelia   Schreiner.     2d  av.   No   1006,   e   s,   20.5   n 

o3d  st,  20x70.     P  M.     Prior  mort  $11,800.     Aug  31.  2  years.  6%. 

Sept   1.    1906.      5:1346.  5  000 


Henry   Elsworth.      100th    st, 
25x100.11.      Extension  mort. 

Galewski,  Sigmund  with  Jacob 
Henry  Elsworth.  100th  st, 
25x100.11.     Extension   mort. 


Forbes.  George  to  LAWYERS  TITLE  INS  &  TRUST  CO.  44th 
st.  No  147,  n  s,  500  w  6th  av,  16.8x100.4.  P  M.  Aug  31,  3 
years,   4i/o%.      Sept   1,   190().     4:997.  20,000 

Forbes,  George  to  Medcef  Eden  Realty  Corporation.  44th  St.  No 
147,  n  s,  500  w  6th  av,  16.8x100.4.  Prior  mort  $20,000.  Aug 
31,  due  as  per  bond,  6%.     Sept  1,  1906.     4:997.  9,117.25 

Flatiron  Realty  Co  to  Herbert  J  Cochran.  20th  st.  No  122,  s  s, 
278.8  w  6th  av.  25x92.  P  M.  Prior  mort  $25,000.  Aug  31,  3 
years,   5%%.     Sept   1,   1906.     3:795.  6,000 

Feigel,  Morris  and  Isaac  to  TITLE  GUARANTEE  &  TRUST  CO. 
Mercer  st.  No  151,  w  s,  125  n  Prince  st,  25x100.  Aug  21,  due. 
&c.  as  per  bond.     Sept  1,  1906.     2:513.  20,000 

Frankel,  Bernard  to  Jacob  Ackermann.  Monroe  st,  Nos  263  and 
265,  n  s,  100.4  w  Jackson  st,  runs  w  50.3  x  n  108.2  x  e  25  x  n 
1  X  e  25  X  s  105.10  to  beginning.  P  M.  Aug  31,  installs.  6%. 
Sept  1,  1900.     1:266.  19,000 

Freund,  Albert  to  Lena  Holzwasser.  Sth  av.  No  1361.  e  s,  .50.11 
n  113th  st,  25x100.  P  M.  Prior  mort  $25,000.  Aug  31,  1906, 
5  years,  67c.     6:1619.  8.500 

Freund,  Albert  to  Lena  Holzwasser.  .5th  av.  No  1359.  e  s.  25.11 
n  113th  St.  25xl(K).  P  M.  Prior  mort  $25,000.  Aug  31,  1906. 
5  years.  6%.     6:1619.  S,.500 

Frade,  Maximilian  to  Louis  I  Siff.  120th  st.  No  206,  s  s,  137.6  w 
7th  av,  37.6x100.11.  P  M.  June  28,  2  yrs,  6%.  June  30.  1906. 
7:1925.  Corrects  error  in  issue  of  July  7,  when  st  No  was 
2065.  5,250 

Frankel,  Goldie  of  North  Wilbraham,  Mass,  to  Finpark  Realty  Co. 
12th  st,  Nos  82  and  84,  s  s,  65.6  e  6th  av,  runs  e  43.4  x  s  103.3 
X  w  39.9  X  n  16.4  x  n  w  3.7  x  n  84.8  to  beginning,  except  strip 
adj  above  on  west,  0.4x103.3.  P  M.  Prior  morts  $111,500. 
Aug  30,   2  years,   G'/c.     Sept  5.   1906.     2:575.  3  900 

Flannery,  Joseph  and  Henry  Fischer  to  Beadleston  &  Woerz. 
125th  St.  Nos  63  and  65,  n  s,  185  e  Lenox  av,  25.x99.ll.  Saloon 
lease.      Sept   6,    19(X>,   demand,    0%.      6:1723.         '  4,000 

Golden.  Bernard  to  Marie  M  Heink.  Cherry  st.  No  109,  s  s,  80.5  w 
Catharine  slip,  16.8x60.2;  Cherry  st.  No  112,  n  s,  25.8  w  Cath- 
erine st,  runs  n  50.7  x  w  8  x  n  39.3  to  an  alley  x  w  —  x  s  90  to 
st  X  e  24.5  to  beginning.  Jan  9,  1906.  due  Jan  1,  1909,  6%. 
1:251.  252.  Corrects  error  in  issue  of  Jan  13,  when  No  in  2d 
parcel  was  118.  2. .500 

Galewski,   Sigmund  with  Jacob  A  Geissenhainer  and  ano  trustees 

No   69,    n    s,    125   e    Columbus    av. 
Mar  26.     Aug  31,  1906.     7:1836. 

nom 
A  Geissenhainer  and  ano   trustees 
No   67.    n    s,    150   e    Columbus    av, 
Mar  26.     Aug  31,  1906.     7:1836. 

nom 

Galewski,  Sigmund  with  Bernard  Galewski.  100th  st.  No  67,  n  s, 
150  e  Columbus  av,  25x100.11.  Extension  mort.  Aug  21. 
Aug  31,  1906.     7:1836.  nom 

Garone,  Martin  to  Daniel  W  Harnett.  Cherry  st.  No  149,  s  s, 
about  1.30  w  Market  slip,  20.x60.  Prior  mort  $7,600.  Aug  17, 
installs,  6%.     Sept  4,   1906.     1:250.  3,000 

Greenfeld,  Saml  to  Louis  Josephthal  et  al  exrs  Bernard  Cohen. 
7Sth  st.  No  3(>4,  s  s,  SO  e  2d  av,  19.9x102.2.  3  yrs,  — -%. 
Sept  4.  1906.     5:14.52.  12,000 

Goodman,  Aaron  with  STATE  BANK.  5Sth  st,  Nos  319  and  321 
East.  Subordination  agreement.  Aug  15.  Sept  5.  1906. 
5:1351.  nom 

Geiger,  Louis  and  Frank  Bokor  to  Henry  L  Cotton.  143d  st.  Nos 
11.5  and  117,  n  s.  225  w  Lenox  av,  41.8x99.11.  P  M.  Prior  mort 
$40,000.     Aug  30,  4  years,  G%.     Aug  31.  1906.     7:2012.        11,000 

Ginocchio,  Benedetto  and  Angelo  Raffaele  to  Jane  A  Stewart. 
Roosevelt  st.  No  12,  e  s,  abt  165  s  Park  row,  26x131.  P  M. 
Prior  mort  .$32,000.     Sept  4,  190t?,  6  years,  6%.     1:117.  12  OOO 

Glasgow,  Benjamin  to  Herman  Schlosser.  6th  st.  No  315,  n  s.  220 
'e  2d  av,  20x81.9.  P  M.  Aug  30,  5  years,  5%.  Aug  31,  1906. 
2:448.  15,000 

Same  to  same.     Same  property.     P  M.     Prior  mort  $15,000.     Aug 

30,  installs,  G7r.     Aug  31.  1906.     2:448.  6,350 
Gehringer,    Wm   G   and   Adolph   Hell,   Union.   N   J.    to   Geo   Latour. 

47th  St.  No  544.  s  s.  2.50  e  11th  av.  25x100.4.  P  M.  Prior  mort 
$23,000.     Aug  31.    1   year,   G%.     Sept   4,    1906.      4:1075.  1.000 

Grinnell,  Geo  B  to  TITLE  GUARANTEE  &  TRUST  CO.  Broadway, 
n  e  cor  156th  st,  99.11x100.  Aug  28.  due.  &c.  as  per  bond.  Sept 
5.   1906.     8:2115.  25.000 

Gross,  Pauline  to  Mathilda  Leerberger.  120th  st.  No  38,  s  s, 
373.4  w  5th  av,  18.4x100.11.  Prior  mort  $11,000.  Aug  28.  5 
years,  5%.     Sept  1,  1906.     6:1718.  8.000 

Grossberg.  Tim  to  Michael  Neuman  and  ano.  62d  st.  No  205,  n  s, 
125  w  Amsterdam  av.  25x100.5.     P  M.     Prior  mort  $17,000.     Aug 

31,  3  years,  6%.     Sept   1.   1906.     4:1154.  3,000 
Grogan,  Mary  A  to  George  Ehret.     1st  av,  Nos  2066  and  2068,  s  e 

cor  107th  St.  40.nx93.  Aug  30,  due  May  1,  1913.  57c.  Aug 
31.   1906.     6:170t».  24.000 

Galewski.  Sigmund  to  Saml  Grosner.  120th  st.  Nos  309  and  311, 
n  s,  125  e  2d  av.  50x100.10.  P  M.  Aug  30.  3  years,  67c.  Aug 
31.   1906.     6:1797.  7,500 

Graumann.  Felix  to  TITLE  GUARANTEE  &  TRUST  CO.  129th 
st.  No  1.55,  n  e  s,  208.4  s  e  7th  av,  16.8x99.11.  P  M.  Aug  30, 
due,  &c,  as  per  bond.     Aug  31,   190<).     7:1914.  8,000 

Same  to  Henry  Eggers.  Same  property.  P  M.  Prior  mort  $8.- 
000.     Aug  30.  3  years,  — %.     Aug  31,   1906.     7:1914.  1.000 

Goldburg,  Jesse  J  to  Isidor  Steiner.  Madison  av.  No  1732,  s  w  cor 
114th  St.  No  30,  25x79.  P  M  Prior  mort  $30,000.  Aug  30.  due 
Feb  28,   1910.  —%.     Aug  31.  1906.     6:1619.  14,000 

Goodhue.  Bertram  to  William  Henderson.  74th  st,  No  106,  s  s, 
54  e  Park  av,  18x74.  Aug  29.  2  years,  —%.  Aug  31,  1906. 
5:1408.  4,000 

Click,  Hyman  and  Samuel  Allen  to  Augustus  L  Apelles.  31st  st, 
Nos   306   and   308.    s   s.   122.6   e   2d   av.    45x98.9.      P   M.      Prior 

mort  $ .    Aug  14,  due  Nov  1,  1907,  67c.    Aug  31,  1900.  3:9.36. 

6  000 

Gandolfo.  Bartolomeo  to  Andrea  Lertora.  Sullivan  st.  No  61, 
s  e  s,  63  n  e  Broome  st.  21x80.  Aug  30.  5  years,  — %.  Aug 
31.   1906.     2:489.  13,000 

Gilaedi.  Vito  to  N  Y  &  Brooklyn  Brewing  Co.  Elizabeth  st.  No  95. 
Saloon  lease.     Aug  20,  demand.  67o.     Aug  31,  1906.     1:238.    2,500 


The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved.    Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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Adaptable  for 

Offices  and  Residences 

Systems  of  Less  Than  Five  Stations 


Interior  Telephones 

Fifty  Cents  a  Month 


No  Installation  Charge 
No  Maintenance  Charge 


THE  AnENTIOH  OF  ARCHITECTS  AND  BUILDERS  IS  PARTICULARLY  CALLER  TO  THE  ADVANTAGES  Of  OUR  SYSTEMS. 
RATES  FOR  SYSTEMS  OF  OVER  FIVE  STATIONS  AND  ALL  OTHER  INFORMATION  MAY  BE  OITAINED  UPON  APPLICATION. 

NEW     YORK     TELEPHONE     COIVIPANY 


I  16  WEST  38th  STREET 


15  DEY  STREET 


220  WEST  124th  STREET 


Harris,  Samuel  and  Barnett  Freedman  to  Joseph  Price.  Monroe 
St.  Nos  13  and  15,  n  s,  abt  "JW  e  Catharine  st,  2  lots,  each  2r>x 
KHt.  2PM  morts.  each  .$12.(M_I0;  prior  mort  $28,0U0  on  each. 
Aug  ai,    lllOi;,   .J   years,   ^^</c.      l:27(i.  24,(100 

Holmes.  Mary  M  to  Geo  A  Mattern.  103d  st.  No  107,  n  s,  l.)0  w 
Columbus  av.  18.r)xlCK).llxlS.3xl0f).ll.  P  M.  Prior  mort  $17.- 
(HM.K     Aug  30,   3  years.  —%.     Aug  31.  1000.     7:18."iS.  IIMK) 

Heifer,  Isaac  to  FARMERS  LOAN  &  TRUST  CO.  Broadway,  s  e 
cor  l(j2d  st,  !K».llxl<X).  P  M.  Aug  27,  2  years,  — %.  Aug  31, 
I!t0t5.      8:2120.  55,0(M) 

Horwitz,  Jacob  H  and  Israel  and  Max  I  Lefkowitz  to  Ida  Glickman 
et  al.  Amsterdam  av,  Nos  1260  to  1266,  n  w  cor  122d  st.  No 
.501,  90.11x100.  Aug  30,  due  Oct  30,  1906,  6%.  Aug  31,  1906. 
7:1977.  9  300 

Horwitz,  Jacob  H  and  Israel  and  Max  I  Lefkowitz  to  THE  GER- 
MAN EXCHANGE  BANK.  Amsterdam  av,  Nos  1260  to  J26I!,. 
n  w  cor  122d  st.  No  501,  90.11x100.  Aug  30,  due  June  30,  1907. 
6%.     Aug  31.   lIMXi.     7:1977.  lO.CKK) 

Housner,  Susan  to  Gustavus  Sidenberg  et  al.  Christopher  st.  No 
27,  n  s,  40  e  Waverly  pi,  20x70.  Sept  1,  1906,  due  March  26, 
1908.  6%.     2:610.  2,000 

Haberman,  Ester  to  Herman  Forman  and  ano.  Norfolk  st.  No 
180,  n  e  s,  150  s  Houston  st,  2.5xl(X>.  P  M.  Aug  31,  4  years, 
6%.     Sept  1,   190(5.     2:355.  3,250 

Hauben  Realty  Co  to  Rubin  Rubenstein  and  ano.  Mangin  st, 
Nos  3  to  11,  w  s,  85  n  Grand  st,  126.3x100x125.10x100.  Aug  31, 
demand,  6%.      Sept  1,   1906.     2:321.  10,000 

Hardy,  Eliz  and  Bernard  Yeamans  to  Louis  Frankenstein.  121st 
st.  No  308,  s  s,  187.6  w  8th  av,  27x100.11.  Aug  31,  2  yrs,  6%. 
Sept  4,   I'Mii.     7:1947.  3,000 

Horwitz,  Jacob  H  &  Israel  and  Max  I  Lefkowitz  to  Aaron  M 
Janpole  and  ano.  Amsterdam  av,  Nos  1260  to  1266,  n  w  cor 
122d  st,  Nos  501  to  .507.  90.11x175.  May  14,  1  year,  — %.  Sept 
4,   1906.     7:1977.  6.000 

Harrison,  Herbert  A  to  Miriam  E  Godfrey.  St  Nicholas  av.  No 
430,  e  s,  309.3  s  133d  st,  25.6x125.  Prior  mort  .$18,3(M>.  Sept 
1.  5  yrs,   5H%.     Sept  4,   1906.     7:1958.  6,0(X> 

Hauben  Realty  Co  to  JEFFERSON  BANK.  2d  av,  Nos  1920  to 
1938,  n  e  cor  99th  st.  Nos  301  to  313,  runs  n  201.11  to  KlOth  st 
No  300,  X  e  106  x  s  100.11  x  e  148  x  s  100,11  to  99th  st  x  w  2.54 
to  beginning.     Sept  6,  1906.  due  Nov  (i,  1906,  67r.     6:1671.      16,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Sept  6,  190(;.     6:1(;71.  ■ 

Hirsch,  Wolf,  Harry  Furst  and  Meilech  Ost  to  Louis  Gordon  et  al. 
109th  st,  Nos  117  and  119,  n  s,  1.55  e  Park  av,  .50x100.11.     P  M. 

Prior  mort  $ .     May  3,  8  years,  6%.     May  4,  1906.     6:1637. 

Corrects  error  In  issue  of  May  12,  when  property  was  described 
as   1.59th  St.  23(XH3 

Habermann,  Maria,  Brooklyn,  N  Y,  to  Louisa  Alsfeld.  Christopher 
st.  No  .53,  n  s,  1.52  e  4th  st,  25x75.  P  M.  Sept  14,  3  years,  — %. 
Sept  5,  lf)06.     2:610.  6,000 

Humphrys,  Geo  J  to  Frederick  C  Hardy.  Madison  av.  No  693,  e  s, 
22  n  62d  st,  19.4x50.  Prior  mort  $2(>,(X)0.  Sept  5,  1906,  3  yrs. 
(>7c-     5:1377.  4,0(X) 

Hanes,  Saml  to  Moses  Israel.  Lexington  av.  No  1701.  e  s,  46.11 
s  107th  st,  27x82.9.  P  M.  Prior  mort  $20,500.  Aug  31,  5  yrs, 
(;%.     Sept  5,  1906.    6:1634.  1,500 

Hartmann,  John  to  John  Winters.  8th  av.  No  2187,  n  w  cor  118th 
St.     Saloon  lease.     Aug  14,  demand,  —%■     Sept  5,  1906.  7:1945. 

7,014.54 

Hubbard,  Edith  W  to  Florence  M  Finck.  30th  st.  No  233,  n  s,  340 
w  7th  av,  23x98.9.  Sept  4.  1  year.  — %.     Sept  5,  1906.     3:780. 

6,000 

Heller,  Max  and  Isaac  Sollander  to  Cath  M  Carthy.  19th  st,  No 
140,  s  s,  505  w  6th  av,  runs  s  73  x  e  2.8  x  s  27  x  w  32  x  n  29.11 
X  n  7.9  X  n  9.6  x  n  .53  x  e  27.10  to  beginning.  P  M.  Sept  1,  5 
years,  5%.     Sept  6,  1906.     3:794.  31.000 

Haims,  Jeannette  to  Belle  E  wife  Abraham  L  Goldwater.  llSth 
st.  No  10,  s  s,  175.6  w  5th  av,  25.(;xl(X).ll.  P  M.  Prior  mort 
$24,850.     Sept  1,   installs,  — %.     Sept  0,  1906.     6:1601.  2  WO 

Hauptman,  Bertha  and  Saml  Goodman  to  Nathan  Marcus.  127th 
st,  No  132,  s  s.  05  w  Lexington  av,  35.10x99.11.  P  M.  Aug  10. 
1  year,  C,%.     Sept  6,  190C).     6:1775.  2.500 

Hofmann,  Georg  A  to  Chas  B  Gumb.  .S4th  st.  No  1.55,  n  s,  277.3  w 
3d  av,  21.1x102.2.  P  M.  Prior  mort  $12,000.  Sept  5,  2  yrs, 
6%.     Sept   6,   1906.     5:1513.  3,000 

Isaacs,  Archibald  E  to  Chas  and  Louis  Levy.  Morton  st.  No  21. 
n  s,  abt  12.5  e  Bedford  st.  2.5x111x25x114  w  s.  P  M.  Prior  mort 
J32,.500.     Aug  28.  3  yrs,  6%.     Sept   1,   1900.     2:.587.  4,.5(J0 

Isaacs,  Archibald  E  to  Charles  and  Louis  Levy.  East  Broadway, 
No  288,  n  e  cor  Gouvernffur  st.  No  4,  22.4x50.  Aug  28,  4  years. 
6%.     Sept  1,  1906.     1:288.  5,000 

Innella,  Gianovario  to  David  Bandler  and  ano  trustees  Irma  Hinze. 
Cherry  st.  No  132,  n  s.  189.5  e  Catharine  st,  25x103.3.  P  M. 
Aug  31,  3  years,  — %.     Sept  1,  1906.     1:253.  14,000 

Innella,  Gianovario  to  Mary  Kahn.  97th  st.  No  214,  s  s,  2,35  e 
3d  av,  25x100.11;  97th  st.  No  216,  s  s,  260  e  3d  av,  25x100.11; 
Cherry  st.  No  132,  n  s,  189.5  e  Catherine  st,  25x103.5.  Prior 
morts  $26,000.  Aug  31,  due  Mar  1,  1909,  — %.  Sept  1,  1906. 
1:253  and  6:1646.  •  8,000 

Jacobs,  Everett  to  Sarah  A  Brush.  25th  st,  Nos  340  and  342,  s  s, 
300  e  9th  av,  50x98.9.  P  M.  Aug  31,  3  years,  5%.  Sept  1, 
1906.     3:748.  18,000 

Jacobson,   Leopold  and   Philip  Schechter  to  Pinkus   Burger.     12th 


st.  No  532,  s  s,  445.0  s  (?  should  be  e)  from  s  e  s  Av  A,  runs  s  w 
1(J3..3  X  s  e  25  X  n  e  103.3  x  s  e  25  x  n  e  103.3  to  s  s  12th  st 
X  n  w  25  to  beginning.  P  M.  Prior  mort  $20,000.  Sept  4.  due 
Apr  23,  1909,  6%.     Sept  5.   1906.     2:405.  7,500 

Jabloner,  Adolph  to  LAWYERS  TITLE  INS  &  TRUST  CO.  11th  st. 
No  229,  n  s,  252.0  w  2d  av,  25.6x100x25.4x100.  Aug  31,  5  yrs, 
5%,     Sept  5,  IIKX!.     2:467.  28,000 

Same  and  Jacob  Klingenstein  with  LAWYERS  TITLE  INS  & 
TRUST  CO.  Same  property.  Subordination  agreement.  Aug 
31.     Sept  5,  1906.     2:467.  nom 

Josephson,  Yetta  and  Lizzie  to  Michael  Josephson.  17th  st.  No 
411,  n  s.  1(J9  e  1st  av,  25x92.  P  M.  Prior  mort  $13,.500.  July 
10,  4  years,  ('>%.  July  16,  1900.  3:949.  Corrects  error  in  Issue 
of  July  21,  when  property  was  17th  av.  5,0(X) 

Kallis,  Sidney  to  Francis  H  Page.  5th  st.  No  635,  n  s  ,240.5  w 
Av  C,  26.8x97.     Sept  6,  190(i,  5  years,  .5%.     2:388.  .25,000 

Koplik,  Joseph  B  to  Theresa  Reinach.  123d  st.  No  .54,  s  s,  118.9  e 
Madison  av,  18.9x100.11.  P  M.  Prior  mort  $10,500.  Sept  5, 
3  years,  69!-.     Sept  6,  1906.     6:1748.  2.000 

Kafka,  John  to  Robert  M  Silverman.  Manhattan  av,  Nos  172  to  182, 
e  s,  40.11  s  108th  st,  3  lots,  each  40x95.  3PM  morts,  each 
$7,500.      Sept  4,    due   Oct   1,   1009,   6%.      Sept  5,   1906.     7:1843. 

22,500 

Kafka,  John  to  Robert  M  Silverman.  Manhattan  av,  Nos  184  and 
186,  s  e  cor  108th  st,  40.11x95.  P  M.  Prior  mort  $60,000. 
Sept  4.  5  years,   6%.     Sept  5,   1906.      7:1843.  22.750 

Kafka,  John  to  Robert  M  Silverman.  Manhattan  av.  Nos  168  and 
170.  n  e  cor  107th  st.  40.11x95.  P  M.  Prior  mort  $60,000. 
Sept  4,  5  years,  6%.     Sept  5,  1906.     7:1843.  22.750 

Kleinfeld.  Isaac  and  Isaac  Rothfeld  to  Pincus  Lowenfeld  and  ano. 
3d  av,  Nos  l.'iOl  to  1401,  n  e  cor  79th  st.  No  201,  runs  n  124,4 
X  e  100  X  s  22.2  x  w  14.10  x  s  102.2  to  st  x  w  85.2  to  beginning. 
Building   loan.      Aug  27,   2   years,   Cr/c     Sept  6,    1906.     5:1.52.5. 

60,000 

Kuntz,  Henry  and  Moses  Gomberg  to  David  A  Strauss.  149th  st, 
Nos  305  and  307.  n  s.  100  w  8th  av.  .50x99.11.  Prior  mort  $43.- 
(KX).     Sept  4.   3  years,  (^%.     Sept  5,   100(5.     7:2045.  10,000 

Kapelsohn,  Emanuel  to  Fleischmann  Interborough  Real  Estate 
Co.  West  End  av.  No  195.  s  w  cor  69th  st.  No  300.  25.5x100. 
P  M.     Prior  mort  $25,000.     Sept  5,  1906.  5  years,  6%.     4:1180. 

10,000 

Koster,  Wm  Jr  to  Joseph  Weber  Monroe  st,  Nos  303  and  3(>5, 
n  s.  abt  17.5  w  Corlears  st,  50x95;  Monroe  st.  No  307,  n  s,  abt 
1.50  w  Corlears  st,  2.5x95.  P  M.  Prior  mort  $38,000.  Sept  1, 
5  years,  &/r.     Sept  6    190(i.     1:2(55.  15.000 

Kutner.  Harry  H  to  Alex  A  Tausky.  Lexington  av.  No  1799,  e  s, 
19.11  s  112th  st,  27x73.  P  M.  Prior  mort  $20,.50O.  Aug  29.  2 
years.   0%.      Sept    1.   1906.      6:16.39.  2.000 

Kelleher,  Mary  to  TITLE  GUARANTEE  &  TRUST  CO.  124th  st, 
No  225,  n  e  s,  307  n  w  2d  av,  20x100.11.  Aug  31,  due,  &c,  as 
per  bond.     Sept  1,  1906.     6:1789.  7.500 

Knepper  Realty  Co  with  Joseph  Rosenweig.  110th  st.  No  10.  s  s, 
202  w  Madison  av.  26x100.11.  Extension  mort,  &c.  Aug  31. 
Sept  1,  190(i.     6:1(!15.  nom 

Kane.  Lizzie  to  Louis  Kahl.  119th  st.  No  361.  n  s.  157  w  Man- 
hattan av,  18x100.11.     Aug  31.  1906,  5  years,  5%.     7:1946.    9,500 

Kaufmann.  Chas  M  to  Louis  Klinger.  1st  av.  No  1145,  w  s.  50.5 
s  (53d  st,  25x80.  P  M.  Prior  mort  $18,000.  Aug  30,  3  years, 
(•>%.     Aug  31,   lOOli.     5:1437.  8,275 

Klionsky,  Barnet  to  Simon  Siegel  et  al.  104th  st,  Nos  238  and 
240,  s  s.  175  w  2d  av,  37.6xl(X>.ll.  P  M.  Prior  mort  $35,000. 
Aug  22.   installs,  6%.     Aug  31.   190(i.     (i:16.53.  15.2.50 

Klionskv.  Barnet  to  Max  Lipman.  104th  st,  Nos  234  and  23(), 
s  s  212.6  w  2d  av,  37(ixl0O.ll.  P  M.  Prior  mort  $38,0(X). 
Aug  22.   installs.  C,%.     Aug  31.   1906.     6:1(!.53.  14..500 

Lien.  Philip  and  Hyman  Levy  to  Max  Dorf.  (jth  st.  No  221,  n  s, 
145.4  e  Hall  pi,  23.5x90.10.  P  M.  Prior  mort  $20,000.  Aug 
.30.  5  yrs.  6%.     Sept  4,   1!X)6.     2:462.  10,000 

Lippmann,  Israel  and  Milton  M  Eisman  with  Sam  Sobel.  48th  st. 
No  344  East.  Agreement  as  to  mortgages,  &c.  Feb  1.5.  Sept 
4,  19(X5.     5:1340.  nom 

Leinhardt,  Sigmund  and  Max  Fertig  to  Isaac  Shapiro  and  ano. 
(i5th  st,  Nos  .330  and  332,  s  s,  .3(X)  w  1st  av,  37.(5xl(X).  P  M. 
Aug  31,  due  May  1,  1908.  6%.     Sept  4.  190(5.     5:1439.  2,400 

Levy,  Bertha  to  Georgiana  C  Stone.  Bradhurst  av.  No  128,  e  s, 
74.11   n  14Sth  st,  25x75.     3  yrs,  41/,%.     Sept  4,  1906.     7:2045. 

11.000 

Levine.  Joseph  M  to  Georgiana  C  Stone.  Bradhurst  av,  No  122, 
e  s,  24.11  n  148th  st,  25x75.  3  yrs,  41/2%.  Sept  4,  1906. 
7:2045.  11,000 

Lee,  Laura  S.  James  W  Lee  and  Cornelius  S  Lee  heirs  Cornelius 
SLee  to  U  S  TRUST  CO  of  N  Y.  Union  sq,  No  29,  s  w  cor  16th 
st,  32.6x141.10.  Aug  18,  due.  &c,  as  per  bond.  Sept  4,  1906. 
3:843.  50,000 

Logeling,  Maria  or  Marie  widow  and  Chas  W  Logeling  to  James 
McHenry.  74th  st.  No  168,  s  s,  165  w  3d  av,  30x102.2.  July 
10.  3  yrs.  41/2%.     Sept  4.  190(5.     5:1408.  15,000 

Lentin,  David  to  Sarah  H  Bentley.  71st  st.  No  439,  n  s,  100  w 
Av  A,  25x102.2.     Aug  30,  5  years,  5%.     Aug  31,  1906.     5:1466. 

24,000 

Leerburger,  Henry  to  UNITED  STATES  LIFE  INS  CO  of  N  Y. 
Pearl  st.  No  273,  n  w  s,  abt  74  n  e  Fulton  st.  22.2x91.3xl3.8x 
91.1,  n  e  s.     P  M.     Sept  1,  1906,  5  years,  41/2%.     1:95.        20,000 
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Rockland-Rockport  Lime  Company 


Manufacturers    of 


Look  for  these  words  on  the  head  of  every  barrel: 

"Manufactured  by  Rockland-Rockport  Lime  Company" 

DO  NOT  BE  DECEIVED  BY  ANY  SUBSTITUTE 


Greenpoint  Ave.  &  Newtown  Creek 

Borough  of  Brooklyn,  N.  Y.  City 

Telephone.  207  Greenpoint 


tne  Joliowins    Brands    o? 
land   Lime 

EXTRA  FINISHING  LUMP  c".°;„L-I 

Also  SoJe  Manufacturers  of 

EUREKA  BRAND  of  PREPARED  PURE  WHITE  LIME 

which  is  superior  to  anj  other  lime  or   wall_  jjas^e^  Jiow 
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Lowenfeld,  Pincus  and  Wm  Prager  to  Fannie  Joseph.  52d  st,  No 
344,  s  s.  130.  w  1st  av,  20.xl00.5.  P  M.  July  30,  due  Aug  31, 
1911,  5%.     Sept  6,  190G.     5:1344.  12,000 

Lowenfeld,  Pincus  and  Wm  Prager  to  Fannie  Joseph.  52d  st.  No 
347,  n  s.  110.0  w  1st  av,  2O.xl00.5.  P  M.  July  30,  due  Aug  31, 
1911,  5%.     Sept  0,  1900.     5:1345.  12,000 

Lowenfeld,  Pincus  and  William  Prager  to  Fannie  Joseph.  52d  st. 
No  334,  s  s,  230  w  1st  av,  20.il00.5.  P  M.  July  30,  due  Aug 
31,   1911,   5%.      Sept.U.    1906.     5:1344.  12,000 

Lowenstein,.  Julius  A  to  Benedetto  Ginpcchio. 
n  e  s,  51  n  w  Oak  st,  23.1xl00,0.x22.6xl00;l 
$18,000.     Sept  4,  installs,  ii'/c.     Sept  5,  1900. 

Lovell,   Josephine  A   to   MUTUAL  LIFE  INS  CO  of  N  Y. 
No-39,  n  s,  22S.7  e  (ith  av,  21.4x98.9.     Prior  moTt  $ 


■James  st,  No  08, 
P  M.  Prior  mort 
1:278.  10.000 

28th  st. 
Sept  4, 


Same  to  same.     Same  property. 

holders  to  above  mort.     S;pt 
Same  to  same.     Same  property. 

Sept  1,  due  Mar  1,  1908.  — %. 


due,  &c,  as  per  bond.     Sept  5,  1906.     3:830.  11,000 

Liebhoff,  Abraham  and  Bertha  Hirschfeld  to  Geo  F  Droste.  82d 
st.  No  405.  n  s,  100  e  1st  av,  25x102.2.  P  M.  Aug  1,  3  years, 
5%.     Sept  5,  1900.     5:1562.  16,000 

Same  to  Anton  K  Benes.     Same  property.     P  M.     Prior  mort  $10,- 

000.     Aug  1,  due  Aug  31,  1909,  6%.     Sept  5,  1906.     5:1502.    4,000 
Londner,   Isidore    to   Lillie   B   Lilienthal.      129th  st.   No   304,   s   s, 
100  w  8th  av,  25.x99.ll.     Sept  5,   1906,  5  years,  5%.     7:1955. 

20.000 
Leon,  Gasper  and  Michael  Buonitato  to  Kips  Bay  Brewing  &  Malt- 
ing Co.     West  End  av.   No  28.     Saloon  lease,   &c.      Aug  30,  de- 
mand.  OTc     Sept  5,   1906.     4:1152.  650 
Leonard,  Bertha  to  Charles  L  Doran.     143d  st,  n  s,  112.10  e  Lenox 
av,   47.2x99.11.     Aug  1,   due   Nov   1,   1906,  5%.     Sept   5,   1906. 
6:1741.                                                                                              1198.46 
Lynch,  James  A  to  Wm  Bradley.     78th  st.  No  333,  n  s,  300  w 
West   End   av,   18x87.      P   M.     Sept  4,   3  years,   6%.      Sept   6, 
1906.     4:1186.                                                                                7,500 
Lowenfeld,    Pincus    and   William   Prager   to   Fannie   Joseph.      52d 
st,  No  332,  s  s,  250  w  1st  av,  25x100.5.     P  M.     July  30,  due 
Aug  31,  1911,  5%.     Sept  G,  1906.     5:1344.                                 18,000 
Levy,  Geo  W,  Building  Co  to  Maple  Realty  Co.     95th  st,  n  s,  400 
w  West  End  av,  173.5  to  e  s  Riverside  Drive  xl08.8xl33. 2x100.8. 
Building   loan.      Sept   1,   due   Mar   1,   1908,  — %.      Sept  5,    1906. 
4:1253.                                                                                               150,000 
Same  to  same.     Same  property.     Consent  of  stockholders  to  above 

mort.     Sept  4.     Sept  5,  1906.     4:1253.  

Certificate  as  to  consent  of  stock- 

4.     Sept  5,  1906.     4:1253.  

Building  loan.     Prior  mort  $ . 

Sept  5,  1906.     4:1253.  45,500 

Levy,  Geo  W,  Building  Co  to  Abraham  Wasch.  95th  st.  n  s,  400 
w  West  End  av,  173.5  to  Riverside  Drive  xl08.8xl33. 2x100.8. 
P  M.  Prior  mort  $330,000.  Aug  23,  due  Mar  1,  1908,  6%. 
Sept  5,   1906.     4:1253.  25,000 

Moskovitz,  Hyman  and  Barnet  Fishman  and  Jacob  Finkelstein 
with  Jacob  Manheimer.  Madison  st.  No  239.  Subordination 
agreement.      Sept   C,   1906.      1:270.  nom 

Minturn,  Robert  I  and  Susanna  S  and  Bertha  H  wife  Robt  S  to 
UNITED  STATES  TRUST  CO  of  N  Y.  34th  st,  Nos  43  and  45, 
n  s.  150  e  6th  av.  runs  n  98.9  x  e  3  x  n  98.9  to  s  s  35th  st, 
Nos  62  and  64,  x  e  30  x  s  98.9  x  e  17  x  s  98.9  to  st  x  w  50  to 
beginning.  Aug  31,  due,  &c,  as  per  bond.  Sept  6,  1906. 
3:836.  125,000 

Minsky  Realty  &  Construction  Co  to  Edward  Steiner.  1st  av. 
No  95,  w  s,  24.3  s  6th  st,  24.3x100;  1st  av.  No  97,  s  w  cor  6th 
st,  Nos  342  and  344,  24.3x100.  P  M.  Prior  mort  ?70,000. 
Aug  31,  10  years,  6%.     Sept  5,  1906.     2:447.  25,000 

Minsky    Realty    &    Construction    Co     to     EXCELSIOR    SAVINGS 
BANK  of  City  of  N  Y.     1st  av,  Nos  95  and  97,  s  w  cor  Gth  st, 
Nos  342  and  344.  48.6x100.     P  M.     Aug  31,  5  years,  5%  and  5^4%. 
Sept  5,  1906.     2:447.  70,000 

Same    to    same.       Same    property.       Consent    of    stockholders    to 

^bove   mort.     Aug  31.      Sept   5,   1906.      2:447. • 

Same    to    same.      Same    property.      Certificate    as    to    consent    of 

Stockholders  to  above  mort.     Aug  31.     Sept  5,  1906.     2:447.  ■ 

Mahoney,  Danl  F  to  American  Mortgage  Co.  41st  st,  Nos  322 
and  324,  s  s,  300  w  8th  av,  50.6x98.9x50x98.9.  Sept  5,  1906, 
5   years,    5%.      4:1031.  30,000 

McKeever,  Julia  D  to  Henry,  A  C  Taylor.  65th  st.  No  122,  s  s, 
160  w  Lexington  av,  20x100.5.  Sept  4,  3  years,  4y2%.  Sept 
5,   1906.     5:1399.  40,000 

Marx,  Nathan  and  Edward  to  Hattie  Marx.  154th  st,  Nos  262 
to  268,  s  s.  100  e  8th  av,  2  lots,  each  37.6x99.11.  2  morts, 
each  $10,000.     July  10,  2  years,  6%.     Sept  5,   1906.     7:2039. 

20,000 
Mandelskorn,  Morris   to  Maria  A  Koch.     Stanton  st,  No  127,  s  s, 
100  w  Norfolk  st,  25x75.     Prior  mort  $18,000.     Sept  6,   1906, 
5  years,  6%.     2:354.  6.000 

Makransky,  Samuel  and  Bernard  Applebaum  to  George  Ricard. 
111th  st,  s  s.  175  e  8th  av,  75x100.11;  111th  st,  s  s,  250  e  8th 
av,  50x100.11.     March  30,  1  year,  6%.     Sept  1,  1906.     7:1826. 

75,000 
Middleboro  Realty  Co  to  Albert  R  Klein.  12th  st,  Nos  24  and  26, 
s  s,  62.6  w  University  pi.  No  88,  runs  s  77.11  x  e  56.8  to  w  s 
University  pi.  No  88,  x  s  31.9  x  w  110.10  xsw  —  xn  —  xe  — 
X  n  100.8  to  s  s  12th  st  x  e  46.5;  17th  st,  Nos  1.30  to  134,  s  s. 
425  w  6th  av,  .50x92.  Prior  mort  $250,000.  Aug  31,  3  years, 
6%.     Sept  1,  190G.     2:.5G9  and  3:792.  30,000 

Moore,  Sophia  to  Wm  H  Palmer.  Allen  st,  No  74,  e  s,  abt  88  n 
Grand  st,  25x87.6.  Prior  mort  $30,000.  Aug  30,  5  years,  6%. 
Sept  1,  1906.     2:413.  3,000 

Moskovitz,  Hyman  and  Barnet  Pishman  to  Jacob  Manheimer. 
Madison  st.  No  239,  n  s,  abt  148  e  Jefferson  st,  25x100.  Sept  5, 
5  years,  5%.     Sept  6.  1906.     1:270.  26,000 

Meyering,  Anton  to  J  Henry  Dutting.  57th  st,  No  429,  n  s,  315  w 
9th  av,  20x100.5.  P  M.  Aug  30,  5  years,  5%.  Aug  31,  190G. 
4:1067.  17,500 

McKeon,  Bartholomew  to  Annie  R  Jeannot.  9.5th  st.  No  1.50,  s  s, 
289  e  Amsterdam  av,  18x100.8.  Aug  31,  1906,  5  years,  5%. 
4:1225.  8,000 

Meacham,  Elzey  E  to  Eugene  Vallens.  99th  st.  No  256.  s  s,  141.8 
e  West  End  av,  IG.SxlOO.ll.  P  M.  Aug  30,  due  Dec  10,  1906. 
—%.     Aug  31,   1906.     7:1870.  5,000 

Musgrave,  Christopher  J  to  Wm  H  Rolston  et  al  trustees  of  Ros- 
well   G   Rolston.      Monroe    st,    No   65,   n   s,   abt   215   w   Pike   st. 


25x100.     Aug  30,  due  Sept  1,  1908,  — %.     Aug  31,  1906.     1:274. 

14,000 
Miller,   Robert   L.  Philadelphia  Pa,  to  Carson  C  Peck,     Broadway, 

No  371,   w  s,   75  n  Franklin  st,  25x150  to  Franklin  alley  or  pi. 

P  M.     Prior  mort  .flSO.OOO.     Sept  1,  5  yrs,  6%.     Sept  4,   1906. 

1:175.  22.500 

Muller,    Charles    to   an   association   for   the   Relief  of   Respectable 

Aged  Indigent  Females  in  City  N  Y.     57th  st.  No  143,  n  s,  83 

e  Lexington  av,   17x80.5.     3  yrs,  4%%-     Sept  4,  1906.     5:1312. 

7,000 
Northwestern   Realty   Co   to   Saml   Wacht   and   ano.      8th   av,   e    s, 

40  s   145th   St.   159.10  to  144th   st  x   100.      Building  loan.     Mar 

29,  due  July  8,  1907,  6%,     Sept  4,  190G.     7:2030.  90,000 

Same    to    same.      Same    property.      Certificate    as    to    consent    of 

stockholders  to  above  mort.     Aug  1.     Sept  4,  1906.     7:2030.    

Newman,   Chas   J   to   Wolf   Sprung.      23d   st.    No   329,   n   s,   275   w 

1st   av,   25x98.9.      P  M.      Prior  mort  $28,000.      Sept  1,  5  years, 

6%.      Sept    6,    190G.      3:929.  8,000 

Neadle,   Jacob  to  Geo   R  Read.     33d  st,  Nos  35  to  39,  n  s,  277.4 

e    Broadway,    67.9x98.9.      P   M.      Prior   mort   $230,000.      Sept   1, 

2  years,  5%.     Sept  5,  1906.     3:835.  100,000 
Neusch,   Philipp    to   Wm   Meiss.      5th   st,   No   520,   s   s,   275   e   Av 

A,  25x96.2.     Leasehold.     All  title.     P  M.     Sept  1,  3  years,  5%. 

Sept   6,    1906.     2:400.  1,500 

Nardone,    Filomeno   to   Nicola   Arenella.      114th   st.   No   308,   s   s, 

120  e  2d  av,  20x100.11.     P  M.     Prior  mort  $9,500.     Aug  30, 

installs,   6%.     Aug  31,   1906.     6:1685.  1,700 

Newmark,   Joseph   and   Harry   Jacobs   individually   and   firm   New- 
mark  &  Jacobs  to  Austin  B  Fletcher  and  ano  trustees  Jackson  S 

Schultz.     46th  st,  Nos  238  to  242,  s  s,  125  w  2d  av,  75x100.5. 

Building  loan.     Aug  23,   due   April   1,   1907,  6%.     Sept  1,  1906. 

5:1319.  41.000 

Newcomb,   Chas  L  to  Leopold  Oppenheimer  and  ano.     Amsterdam 

av,  Nos  1467  and  1469,  e  s,  150  s  133d  st,  runs  n  49.9  x  e  —  x  n 

—  X  e  25  X  s  50  x  w  100  to  beginning.     P  M.     Prior  mort  $52,- 

000.     Sept  4,  3  years,  — %.     Sept  5,  1900.     7:1970.  10000 

O'Sullivan,  Thomas  C  to  Title   Guarantee  and  Trust  Co.     58th  st. 

No  340,  s  s,  315  e  9th  av,  20x100.5.  Aug  31,  due,  &c,  as  per  bond. 

Sept  1,   190G.     4:1048.  20  000 

Parnass,  Samuel  and  George  Dellon  to  THE  STATE  BANK.     Lenox 

av,  Nos  641  to  659,  n  w  cor  142d  st.  No  101,  198  to  s  s  143d  st, 

No  100,  xlOO.     Aug  29,  6  months,  6%.    Sept  1,  1906.     7:2011. 

note,   10,000 
Pascher,   Henry    to   The   F   &   M   Schaefer   Brewing   Co.      51st   st, 

No   227   East.      All    title.      Saloon   lease.      Sept  5,   demand,   6%. 

Sept  G,  1906.     5:1325.  1,599.97 

Pease,    Eliza   A   to   EQUITABLE   LIFE   ASSURANCE   SOCIETY  of 

the  U  S.     73d  st.   No  154,   s  s,  250  e  Amsterdam  av,  20x102.2. 

Sept  5,  5  years,  iViYo-     Sept  6,   1906.     4:1144.  15,000 

Polstein,   Joseph  and  Joseph   Roeder   to  Jacob   Grunauer  and  ano. 

IGGth   st,    Nos   458   and  4G0,   s   s,    125.4   w   Edgecombe   av,   runs  . 

s  110.8  X  w  25    xn  w  50.G  x  n  106.4  to  st  x  e  75  to  beginning. 

Prior  mort   $67,500.     Sept   5,   due   Dec   5,   1906,   6%.      Sept   6. 

1906.     8:2111.  5,000 

Plesofsky,    Abraham    to    Hyman    Schlessinger    and    ano.      Av    D, 

Nos  105  to  111,  s  w  cor  8th  st.  No  408,  60x50.     P  M.     Sept  1, 

3  years,  0%.     Sept  5,   1906.     2:377.  4,375 
Perlman,  Victor  to  John  C  Denner.     Cannon  st,  No  118,  e  s,  150.3 

n  Stanton  st.   24.10x100.     P  M.     Sept  5,  3  years,  6%.     Sept  6. 

1906.     2:330.  3,000 

Pfluger,    Henrietta    to    Henry    Muhlker.      131st    st.    No    225,    n    s, 

468   e  8th  av,   16x99.11.     Sept  5,   1   year,   6%.     Sept  6,   1906, 

7:1937.  1,300 

Pugh,  Paul  B  to  Latham  Realty  Co.     Canal  st,  No  324,  s  s,  153.6 

e    Church    st,    25.5x95.5    to    Lispenard    st.    No    43,    x25xl00.9. 

Sept  6,   1906,  1  year,  6%.     1:210.  13,500 

Pier,   Earl   G   to   Martha   M   Warnecke.      10th   st.   No   149,   n   s,  44 

e  Waverly  pi,   22x72.11.     P  M.     Sept  5,  3  years,  5%.     Sept   6, 

1906.     2:611.  10,000 

Prata,  Raftaele  to  George  Ehret.     112th  st.  No  331,  n  s,  200  w  1st 

av,    31.6x100.11.      P   M.      Aug   29,    1   year,   57c.      Aug   31,    1906. 

6:1684.  20,000 

Polansky,  Benjamin  to  Harry  Strasbourger.     Ludlow  st.  No  14,  e  s, 

124  n  Canal  st,  32.4x87.6.     P  M.     Prior  mort  $4.5,000.     Aug  30, 

5  years,  6%.    Aug  31,  1906.     1:297.  13,000 

Paterno    Bros,    a    corporation,    to    BROOKLYN    SAVINGS    BANK. 

Morningside  av  West,  No  50,  s  w  cor  llGth  st.  No  400,  lOO.llx 

90.     5  yrs,  4%%.     Sept  4,  1906.     7:1867.  170,000 

Same    to    same.      Same    property.      Certificate    as    to    consent    of 

stockholders  to  above  mort.     Sept  4,  1906.  

Peck,   Herman   I   and   David   H   Goldstein    to   Louis   Goldstein   and 

ano.     148th  st,  Nos  554  to  560,  s  s,  125  e  Broadway,  100x99.11. 

Prior   mort   $111,750.      Sept   1,   due,   &e,   as  per   bond.      Sept   4. 

1906.     7:2079.  10,000 

Repetti,  Benedetto,  Giacomo  Bozzo  and  Francesco  Fasce  to  Margt 

J  O'Keete  et  al.     Pearl  st.  No  479,  s  s,  abt  50  e  City  Hall  pi.  26  8x 

92x25x78.6  n  s.     P  M.     July  2,  5  yrs,  5%.     July  3,  1906.     1:159. 

Corrects  error  in  issue  of  July  7,  when  property  was  described 

as  Pearl   st.   No  479.  w  s.  23  000 

Robert,    James    E    to   GERMAN   SAVINGS   BANK   in   City   of   N   Y. 

71st  st.  No  48,  s  s,  245  e  Columbus  av,  20x100.5.     Aug  25,  due 

Sept   1,   1907,  41/2%,     Sept  4,   19CM5.     4:1123.  -15,000 

Reiner,    Solomon    to    GERMAN    SAVINGS    BANK   in   City   of   N   Y. 

1st  av.  No  352,  e  s,  46  s  21st  st,  23x68.8.     P  M.     5  yrs,  5%. 

Sept  4,  1906.     3:952.  7,000 

Same    to    Louis    Frambach.      Same    property.      P    M.      Prior   mort 

$7,000.     8  yrs,   G%.     Sept  4,   1906.     3:952.  5,850 

Runyon,   Daniel  J  with  TITLE  GUARANTEE  &  TRUST  CO.     13th 

St.    Nos   426    to   430  West.      Subordination   agreement.      Sept   6, 

1906,     2:645.  nom 

Rosen,   Morris,   Louis   and  Samuel   to   Trustees   of  The  Lawrence- 

ville   School,   a   corporation.      12th   st.   No   537,   n   s,   abt   166  w 

Av  B,  25x103.3.     Aug  28,  5  years,  5%.     Sept  6,  1906.     2:406. 

24.000 
Rosen,   Abraham  to  Mary  H  Hopkins.     Rivington  st,  Nos  75  and 

77,   s   s,   ,58.1    e   Allen   st,   42,2x77.     Sept  4,   due  Jan  2,   1907, 

— %.     Sept   5,   1906.     2:415.  2.000 

Roosevelt.    Robt    B.    Jr,   to   City   Mortgage   Co.      78th   st.    No   114, 

s  s,  170  e  Park  av,  18x102.2.     Building  loan.     Aug  30,  demand, 

6%.     Sept  5,  1906.     5:1412.  15,000 
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The   Palmer   Lime  and  Cement  Company 

"I»AI-!TIEIS'S  Kn,  ],■'  tliK  Btvnt  gnstnnl  Iwst  brick  lime  maniif.ictured,  will  lay  more  brick  to  the  barrel  than  any  other  Unw.  ' 

Fariiani  C  W  ESIII  S  tl.  li  I'inJsSjlus;,  wlii.  Ii  has  no  equal. 

PalintT^s  B"iaB5sI»iiBi-T  In    h  et-mI.-.  1    r  all  rinishinj;  a-'d  ]ilasterilip  work. 

CoiiiirclifMt  Wliilf  ■.illK-,  e'spectaliy  artaptort  tn  brown  an"!  Buratch  work. 

I»almt'r's  Cllrniil':!!   I.Siiio,  absolutely  hijzh  grade. 

Alseii's  I'oriland  C'tm-uf,  tor  Lo!i3  Island.  ,.  FOSTER    F.   COMSTOCK,    Manager 

Brooklyn  station.  Teleplionn  14.-.:!  (irrrnpoii:!  Sales  r><-i>arnii«-iit  :     |  49    B»OAOWAY,    NEW     YORK 

Jersey  City  Station.  Telephone  13J2  ,h-,»  y  TelephoiKJs,  ijijlo  (joli-.jr,,2  Citjandt 


Rosenteld.  Netti  wife  Gustav  to  Sara  Kohler.  117th  st,  No  242, 
s  s,  100  w  2d  av,  2.5x100.11.  Prior  mort  $3,500.  Sept  5,  1906, 
4  months,  — %.     6:1666.  400 

Same  to  Morris  Freedman.  Same  property.  Sept  5,  1906,  due 
July  1,  19ns,  0%.     6:1666.  3,500 

Rothschild,  Jacob  to  TITLE  GUARANTEE  &  TRUST  CO.  5th 
av,  Nos  98  and  100,  n  w  cor  15th  st,  Nos  1  and  3.  61x140.  All 
title  to  alleyway  10  ft  wide  In  rear.  Sept  5,  1906,  due.  &c, 
as  per  bond.     3:817.  725,000 

Rosenstein.  Louis  wUh  City  Mortgage  Co.  170th  st,  s  s,  lOO  w 
Wadsworth  av,  7.ixlflO.  Subordination  agreement.  Sept  4. 
Sept  5,   1906.     8:2163.  nom 

Rau, "Alfred  M  to  Isaac  S  Isaacs  trustee  Harris  Aronson.  Market 
st.  No  91,  w  s,  20.3  n  Water  st,  20x51x19.10x51.2.  Sept  6, 
1900,  2  years,  41/2%.     1:2.50.  7,000 

Relnach,  Louis  M  to  Hannah  Theobald.  132d  st,  No  554,  s  s.  325 
w  Amsterdam  av,  25x99.11.  P  M.  Aug  30,  installs,  6%.  Aug 
31,  1900.     7:1980.  4  500 

Reinach,  Louis  M  to  Hannah  Theobald.  132d  st.  No  5,54,  s  s,  325 
w  Amsterdam  av,  25x90.11.  P  M.  Prior  mort  $24,500.  Aug  30, 
installs.  G%.     Aug  31,  1906.     7:1986.  4,000 

Rubenstein,  Rubin  and  Michael  Rude  to  Hauben  Realty  Co.  119th 
st,  Nos  234  to  238,  on  map  Nos  232  and  234,  s  s,  100  w  2d 
av,  40x100.11.  P  M.  Aug  30,  installs,  6%.  Aug  31,  1906. 
6:1783.  13,000 

Reusch,  Clara  C  to  THE  GERMAN  SAVINGS  BANK  City  N  Y. 
83d  st,  No  6,  s  s,  118  w  Central  Park  West,  15xl00.2xl5x 
102.2.     Aug  30,  due  Nov  1,   1909,  — %.     Aug  31,  1906.     4:1196. 

14.500 

Reisler,  Nathan  and  Jacob  Klein  to  David  Lentin.  71st  st.  No  439, 
n  s,  100  w  Av  A,  25x102.2.  P  M.  Prior  mort  $24,000.  Aug  30, 
installs,   6%.      Aug  31.   1900.     5:1406.  6,800 

Riecke,  Henry  B  to  Frederick  Doschir.  44th  st,  No  457,  n  s, 
100  e  10th  av,  25x100.4.  Aug  14,  2  years,  — %.  Aug  31,  1906. 
4:1054.  10.500 

Roth,  Max  to  Jonas  Weil  and  ano.  Grand  st.  Nos  283  and  287, 
s  s,  25  w  Eldridge  st,  50x90.11.\.50.\99.7.  P  M.  Prior  mort  $80.- 
000.     Aug  31.   1900,   installs,  <\%.     1:306.  60.000 

St  Matthews  Roman  Catholic  Church  to  EMIGRANT  INDUSTRIAL 
S.AVINGS  BANK.  6Sth  st,  Nos  210  and  218,  s  s.  250  w  Am- 
sterdam av.  50x100.5;  67th  st,  n  s.  125  e  West  End  av,  lOOx 
100.5.     Sept  0,   1900,  1  year,  4%.     4:11.59.  34,000 

South  Manhattan  Realty  Co  to  John  E  Roosevelt  and  ano 
trustees.  John  st.  No  77  (55),  n  s,  00.4  e  William  st,  25x 
100.2x25x98.5.  Sept  5,  due  June  30,  1910.  41/0%.  Sept  6,  1906. 
1:77.  60,000 

Same  to  same.  Certificate  as  to  consent  of  stockholders  to 
above  mort.     Sept  5.     Sept  6,  1906.     1:77.  

Slegler,  Julius  and  Samuel  'Siegler  to  Harris  D  Colt.  Columbus 
av,  No  489,  e  s,  73.2  s  S4th  st,  27x100.  July  30,  3  years,  4%. 
Sept  0,   1906.     4:1197-  '  22,000 

Schwartz,  Henry  and  Meyer  Hurwitz  to  Morris  Colender.  Av  A, 
No  203,  w  s,  77.0  s  13th  st.  25.0x100.  Prior  mort  $29,500. 
Sept  5,  1  year,  6%.     Sept  6,  190().     2:440.  3,000 

Satriani.  Nicola  Francesca  to  Martin  Garone.  Carmine  st.  No  05, 
n  s,  1.50  w  Bedford  st.  25x90.  V4,  part.  All  title.  P  M.  Prior 
mort  $ .     Sept  1.  installs,  6%.     Sept  4,   1906.     2:582.       3,000 

Shapiro.  Moses,  Joseph  Liebman,  Samuel  Kutler  and  Sam  Kotler 
to  Clara  Rosenberg.  Christopher  st.  No  117,  n  s,  194  e  Hud- 
son st,  25x90.0.  P  M.  Prior  mort  $29,000.  Sept  4,  due 
June  1,   1010,  6%.     Sept  5,   1900.     2:619.  3,500 

Strasbourger,  Harry  to  Simon  Lazerowitz  and  ano.  Ludlow  st. 
No  27,  w  s,  100  s  Hester  st,  runs  w  110  xn20xe66xnl 

X   e   44    to   st   X   s   21   to   beginning.      P   M.      Prior   mort   $ . 

Aug  30.  2  years,  6%.     Sept  5,  1906.     1:298.  4,000 

Sdheinberg,  Abraham  and  Joseph  R  to  American  Mortgage  Co. 
Ludlow  st.  No  67,  n  w  s,  87.0  n  e  Grand  st,  25.5x87.6.  Sept 
4,   3  years,   5%.      Sept   5.   1900.     2:408.  27,000 

Silber,  Morris  and  Samuel  to  Abraham  Scheinberg  and  ano. 
Ludlow  st,  No  07,'  n  w  s,  87.0  n  e  Grand  st,  25.5x87.6.  P  M. 
Prior  mort  $27,000.  Aug  30,  4  years,  6%.  Sept  5,  1906. 
2:408.         .  14,000 

Sarno,  Raffa'elo  and  Remigio  Sciarrillo  to  Max  Silberstein  and 
ano.  Macdougal  st,  Nos  40  and  42.  e  s,  lOO  n  Prince  st,  runs 
e  74.9  X  n  20  X  e  0.3  x  n  20  x  w  75  to  st  x  s  40  to  beginning. 
P  M.     Sept  4,  installs,  6%.     Sept  5,   1900.     2:518.  7,500 

Stein,  Anna  to  Nathan  Weber.  117th  st.  No  50,  s  s,  175  e 
Lenox  av,  25x100.11.  P  M.  Prior  mort  $21,000.  Sept  4,  3 
years,   6%.      Sept  5,   1900.     6:1600.  4,250 

Saltz,  Isaac  to  Morris  M  Levy  and  ano  trustees  Simon  Levy. 
Columbus  av.  No  967,  e  s,  75.8  n  107th  st,  25.3x100.  Prior 
Mort  $23,000.  Sept  4,  due  Feb  1,  1908,  6%.  Sept  5,  1906. 
7:1843.  8,000 

Spontaro.  Emanuele  to  Leander  M  Hammer.  12th  st.  No  427. 
n  s,  246  w  Av  A,  24.3x103.3.  P  M.  Prior  mort  $19,000.  Aug 
30.   installs,  6%.     Aug  31,   1900.     2:440.  8.000 

STATE  BANK  with  Jacob  Shapiro.  94th  st.  No  236  East. 
Agreement  modifying  mort.     Sept  4.     Sept  5.  1900.     5:1.539.   nom 

Scheinhons,  Lippe  and  Henry  Caiman  to  Jacob  Klingensteln. 
Chrystie  st.  No  189,  w  s.  175  n  Rivington  st,  25x100.  P  M. 
Aug  30.   2   years,   6%.      Sept   1,   1906.     2:426.  8,000 

Stern.  Hannah  to  Harry  Strasbourger.  106th  st.  No  18.  s  s, 
170  w  Madison  av,  25x100.11.  P  M.  Prior  mort  $18,000. 
Aug  31.   1906,   due   March   1,   1909.   0%.     6:1611.  5.000 

Schindler,  Philip  A  to  Lambert  S  Quackenbush  trustee  Herman 
B  Lanfer.  87th  st.  No  215,  n  s,  174.7  e  3d  av.  20x.55.7x29.5x 
77.2.     Sept  5,  5  years,  — %.     Sept  6,   1906.     5:1.53.3.  6.500 

Schmalhausen,  Jacob  and  Samuel  Brown  to  Henry  N  Sturtz.  38th 
st.  No  438.  s  s.  270.0  e  10th  av,  29.6.\98.9.  Aug  28,  3  years. 
5%.     Sept  1,  1900.     3:735.  21,000 

Schwartz,  George  and  Nathan  Porper  to  Santo  Giacinl.  1st  av. 
No  2.349.  w  s,  .50.5  n  120th  st.  25.2x100.  P  M.  Prior  mort 
.$23,500.     Aug  1,  installs,  6%.     Sept  1.  1906.     6:1797.  4..5.53.10 

Sniffin,  Mary  C,  Madison,  N  J,  to  TITLE  GUARANTEE  &  TRUST 
Co.    9th  av,  Nos  423  to  429,  s  w  cor  34th  st  ,79x80.     Prior  mort 
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$15,000.  June  28.  due  Nov  1,  1906.  June  29,  1906.  3:731. 
Corrects  error  in  issue  of  July  7,  when  property  was  9th  st, 
Nos  423  to  429.  2,500 

Savino,  Joseph  to  The  F  &  M  Schaefer  Brewing  Co.  46lth  st.  No 
449  West.  Saloon  lease.  All  title,  &c.  Aug  31,  demand,  6%. 
Sept  1,  1906.     4:1056.  700 

Scherer,   Isidore  to  Margaretta  D  Campbell.     Columbia  st,  No  14. 

e   s,   200.0   n   Grand   st.   20x55.      Prior  mort   $ .     Aug  31,   1 

year,   6%.      Sept   1,   1900.     2:331.  1,250 

Schupper,  Joseph  and  Amalia  Stern  and  Leon  Sitzer  to  Leo  Rovere. 
Allen  st.  No  190.  e  s,  146.4  n  Stanton  st,  22.2x88x22.2x87.6. 
P  M.     Prior  mort  $18,000.     Aug  31,  1900,   installs,  0%.     2:417. 

2,000 

Schlesingcr,  Abraham  and  Sarah  and  Herman  Fenichel  to  S  P 
Pearson  &  Co.  97th  st,  Nos  60  to  66,  s  s,  100  w  Park  av,  lUOx 
100.11.  Prior  morts  $138,000.  Aug  30,  due  Dec  1,  19Q6,  6%. 
Aug  31,   1906.     6:1002.  3,000 

Sadowsky,  Kalman  and  Charles  Sermunsky  to  August  Knatz. 
5th  st.  No  327,  n  s,  325  e  2d  av,  25x97.  P  M.  Aug  31,  1906.  2 
years,   6%.     2:447.  1,000 

Sadowsky,    Kalman   and  Chas   Sermunsky  to   Albert  E   Lowe.     5th 

st.   No  327,   n  s,  325  e  2d  av,   25x97.     P  M.     Prior  mort  $ . 

Aug   31,   liXlO,   installs,   0%.     2:447.  8,000 

Sadowsky.  Kalman  and  Charles  Sermunsky  to  Albert  E  Lowe. 
0th  st.  No  530,  s  s,  424.7  e  Av  A,  25x97.  P  M.  Prior  mort 
.$ .     Aug  31,  1906,  3  years,  6%.     2:401.  3,.500 

Same  to  August  Knatz.  Same  property.  P  M.  Aug  31,  190i6, 
2  years,  6%.     2:401.  1,000 

Stier,  Joseph  F  with  Michael  Santangelo.  112th  st,  No  331,  n  s, 
200  w  1st  av,  31.6xl0O.ll.  Extension  mort.  Mar  1,  1905.  Aug 
31,    1900.      6:1084.  nom 

Schlesinger,  Fred'k  to  Wm  Koster.  Av  D,  No  101,  w  s,  73  n  e 
7th  st,  24.4x115.  P  M.  Prior  mort  $15,000.  Aug  31,  10  yrs, 
0%.     Sept  4,  1900.     2:377.  20,000 

Scheinberg,  Abraham  to  Annie  Spiro  and  ano.  Lenox  av,  No  55, 
w  s,  25.2  s  113th  st,  25.2x75.  P  M.  Prior  mort  $20,000.  Sept 
1,  due  Aug  1,   1909,  0%.     Sept  4,  1906.     7:1822.  4,500 

Smith,  Farrand  O,  Bridgeport,  Conn,  and  Thomas  O  Smith,  N  Y, 
to  Willmarth  A  Robinson.  .  50th  st,  Nos  120  and  122,  s  s,  250 
w  6th  av,  50x100.5.  Sept  1,  5  yrs,  41/0%.  Sept  4,  1906. 
4:1002.  50,000 

TITLE  INSURANCE  CO  of  N  Y  and  KNICKERBOCKER  TRUST 
CO  with  Rosella  Corn.  Liberty  st,  Nos  132  to  138,  3  e  cor 
Washington  st.  Nos  147  to  1.53,  97.9x  irregular  to  n  s  Cedar 
st,  Nos  139  to  143,  x90xll3.3.  Certificate  of  ownership  in 
mortgage  is  to  extent  of  $300,000.  -  May  25,  1904.  Sept  5, 
1900.     1:54.  nom 

Tyler,  James  G  to  Henry  W  Eaton.  West  End  av.  No  306,  e  s, 
62.2  n  74th  st,  20x70.  P  M.  Prior  mort  $15,000.  Sept  5, 
1900,  due  Oct  1,  1909,  6%.     4:1166.  10,500 

Taggart,  Julia  to  Geo  C  Engel.  2d  av.  No  1700,  n  e  cor  88th  st. 
No  301.  25.8x100.  Prior  mort  $34,500.  Aug  31,  3.  years,  6%. 
Sept  1,  1006.    5:1551.  10,000 

Tenenbaum,  Solomon  to  Alexander  Pfeiffer.  8th  st.  No  335,  n  s, 
139.0  w  Av  C,  24.9x03.11.  Prior  mort  $27,000.  Aug  31,  1900, 
installs,   6%.      2:391.  4.000 

Trowbridge,  Sophia  P  T  to  Frederick  Sheldon.  70th  st.  No  123, 
n  s,  240  e  Park  av,  20x100.5.  Aug  31,  1900,  3  years,  41/2%. 
Aug  31,   1900.     5:1405.  35,000 

Urgo.  Francesco  to  TITLE  GUARANTEE  &  TRUST  CO.  Mulberry 
st.  No  247,  w  s,  93.1  s  Prince  st,  25x99.3.  Sept  5,  due,  &c,  as  per 
bond.      Sept   6,    1906.      2:495.  20  00Q 

Vought.  Henry  H  to  David  B  Pershall.  37th  st.  No  147,  n  s,  186 
e  Lexington  av,  14x98.9.  P  M.  Sept  1,  due  May  28,  1908,  6%. 
Sept   4,    1906.      3:893.  5,000 

Valcour  Realty  Co  to  Joseph  L  R  Wood.  Nassau  st,  Nos  115 
and  117,  w  s,  abt  110  n  Ann  st,  50x101.6  to  Theatre  alley  x50x 
102.4,  s  s.  P  M.  Sept  5,  1906,  due  Aug  27,  1911,  41/2%  and 
4%.      1:90.  210,000 

Same  to  Thomas  H  Kelly.  Same  property.  P  M.  Sept  5,  1906, 
5  years,  41/2%.     1:90.  80,000 

Wigdorowitz,  Wolf,  Harris  Tepper  and  Isldor  Friedman  to  Abra- 
ham Halprin  et  al.  Allen  st,  No  129,  w  s,  abt  198  n  Delancey 
st,  25x87.(!.  P  M.  Prior  mort  $19,500.  Sept  1,  installs,  6%. 
Sept    5,    1900,      2:415.  7,400 

Whitelaw,  Lena     to  LAWYERS  TITLE  INS  &  TRUST  CO.      5th  st, 
No  220,  s  s,  328.10  w  2d  av,  21.2x92.1,     Sept  6,  1906,  3  years,  ' 
5%.     2:460.  13.500 

Weil,  Louis  P,  New  Haven,  Conn,  to  Edwin  Leman.  103d  st. 
No  109,  n  s,  04  e  Park  av,  16x100.11.  Prior  mort  $5,000. 
Aug  15,  3  years.  6%.     Sept  5,   1906.     6:1631.  3,500 

Wiegand,  Henry  to  Rosa  Rosenthal.  122d  st.  No  411,  n  s,  171.4 
e  1st  av,  10.8x100.11.     P  M.     Sept  4.  1906,  2  years,  6%.  6:1810. 

1,500 

Wynne,  Mary  A  to  TITLE  GUARANTEE  &  TRUST  CO.  Lex- 
ington av.  No  1413.  e  s,  100.8  n  92d  st.  20x70.  Sept  0,  1906, 
due.    &c,    as    per    bond.      5:1521.  7.000 

Wotherspoon.  Wm  W  to  TITLE  GUARANTEE  &  TRUST  CO. 
13th  St.  Nos  426  to  430,  s  s,  325  w  9th  av,  75x103.1.  Sept  0, 
lOOli,  due,  &c,  as  per  bond.     2:645.  45.000 

Wallace,  Isabella  to  Joseph  E  Marx.  152d  st.  No  448,  s  s,  425 
e  Amsterdam  av,  50x99.11.  P  M.  Prior  mort  $20,000.  Aug 
17,  due  Aug  30,  1900,  6%.     Aug  31.  1906.     7:2066.  2,500 

Wheaton,  Esther  A  to  Donald  Robertson.  St  Nicholas  av.  s  e 
cor  182d  st,  .50x100.  P  M.  Prior  mort  $58,000.  Aug  30.  2 
years,  5%.     Sept  6,   1900.     8:2154.  17,000 

West,  Harry  E  S  to  Wm  M  Purdy  and  ano  trustees  John  Purdy 
for  benefit  Rosa  M  Purdy.  Front  st.  No  169,  s  e  s  101.10  n  e 
Fletcher  st,  18.7x76.10x18.8x70.0.  P  M.  June  15.  5  years. 
4V4%.  July  2,  1900.  1:72.  Corrects  error  in  issue  of  July  7. 
when   3d   and  4th   lines   were   duplicates.  12.000 

Wechsler,  Abraham  to  Hauben  Realty  Co.  119th  st,  Nos  222  and 
224,  s  s,  290  e  3d  av,  40x100.10.  P  M.  Prior  mort  .$38,000. 
Aug  30,   installs,   6%.     Aug  31,   1906.     6:1783.  14,.50O 
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Weinfeld,  Fanny  to  The  Jacob  Hoffman  Brewing  Co.  75th  st, 
No  31!t  n  s,  275  e  2d  av,  25x102.2.  Prior  mort  .$20,000.  Aug 
m.  installs.   ->1.     Aug  31,   IIMMJ.     5:14.50.  _        7.(.K)0 

Wolkenberg,  Joseph  to  Henry  A  Friedman.  0th  st,  Nos  712  and 
714,  s  s,  14.5.8  e  Av  C,  ;5fl.5x;t7.  Building  loan.  Aug  24,  1  year, 
0%.      Aug  81,  IIHHJ.     2:::!75.  22,000 

Wolftson.  William  to  Sarah  Harris.  74th  st,  Nos  3.50  and  3.58, 
s  w  cor  1st  av.  No  1357,  00x23,  and  ail  title  to  0.11  strip  on 
w  s.     P  M.     Aug  30,   installs.  tKi .     .\ug  31,  llMHi.     5:144.«.       S.OOO 

Weinstein,  Julius  to  The  General  Theological  Seminary  of  the 
Protestant  Episcopal  Church  in  U  S.  78th  st,  Nos  270  and  272, 
s  w  cor  2d  av,  Nos  1401  and  1403,  .3i».(ix7(i.0x39.0x7tj.l0.  Aug 
.30,   5   years,   a'/r.      Aug  31.   190<).     5:1432.  .58.(1(K) 

Whittredge,  Euphemia,  Summit,  N  J,  to  Charles  H  Phelps  exrs 
Wm  Wall.  Beekman  st.  No  .59,  s  s,  23.9  w  Gold  st,  23.9x109.7 
to  Ann  st.  No  89  x  23.2x103.9,  Vt  part.  3  yrs,  5%.  Sept  4, 
l!X)(i.      1:93.  4,000 

Wesolek,  Morris  to  Esther  Isenberg.  Macdougal  st.  No  118,  e  s, 
about  215  s  3d  st,  25x100.  P  M.  Prior  mort  $31,800.  Sept  1. 
4   yrs,  0%.      Sept   4,   1900.      2:540.  4,950 

Wise  Margt  D  wife  Lester  D  to  SEAMEN'S  BANK  OF  SAV- 
INGS in  City  of  N  Y.  3d  av.  No  029,  e  s,  98.9  n  40th  st, 
24.8x105.     Sept  4,   1900.  5  years.  41/2%.     5:1314.  20.000 

Wiikus,  Harry  to  Morris  Jones.  2d  av.  No  1982,  s  e  cor  102d  st, 
No  'MO  25.11xHK).  P  M.  Prior  mort  .$:io,000.  Aug  31,  3  years, 
0%.     Sept   1,   1900.      0:1073.  10,.50O 

Wiener,  Adam  to  The  Knepper  Realty  Co.  110th  st,  Nos  10  to  18, 
s  s,  100  w  Madison  av,  20x100.11.  Prior  mort  $27,500.  P  M. 
Aug  31,  due  Jan  15.  1908,  — %.     Sept  1,  1900.     0:1015.  5,000 

Zaliels,  Roman  B  and  Louis  Oransky  to  Harry  Fischel.  27th  st, 
Nos  317  and  319  and  321,  n  s,  210.8  e  2d  av,  58.4x98.9.  Building 
loan.     Aug  27,  due  Jan  1,  19t)7,  0%.     Sept  1,  1900.     3:933.     7,000 

Zadek,  Abraham,  Herman,  Jacob  and  Solomon  to  Max  Silber- 
Btein  and  ano.  Macdougal  st,  Nos  40  and  42,  e  s,  100  n  Prince 
st  40x75x  irregular  x74.9.  Certificate  as  to  reduction  of  mort. 
Sept  4.     Sept  .5,   1900.     2:518.  

Zimmermann,  Daniel  J  K.  Tacoma,  Wash,  to  EAGLE  INS  CO  of 
London,  Eng.  Clinton  st,  Nos  1  to  7,  s  w  cor  Houston  st.  No 
293,  100x25;  Clinton  st.  No  11.  w  s,  125  s  Houston  st,  21x04; 
Clinton  st,  w  s,  225  n  Stanton  st,  runs  w  100  x  n  75  x  e  .36  x  s 
40  X  e  04  to  Clinton  st  x  s  29  to  beginning.     Prior  mort  $18,- 

000.  All  title.  Apr  23,  given  to  secure  legacy  of  $33  800. 
0%.      Sept   0,   1900.      2:350.  33,800 

BOROUGH   OF   THE  BRONX. 

Under  this  head  the  •  denotes  that  the  property  is  located  in  the 
new  Annexed  District   (Act  of  1895). 

Aaron,  Herman  to  The  Belmont  Realty  &  Construction  Co.  Bel- 
mont av,  w  s,  78.5  n  181st  st,  125.5x80.2x125.4x84.0.  Aug  29, 
due  Nov  29,   1900,  — %.     Sept   1,  1900.      11:3082.  2.50 

Abrahams,  Henrietta  to  Frank  Cohen  and  ano.  Forest  av.  No  10113. 
w  s.  1.59  s  106th  st,  20x87.3.     P  M.     Aug  31,  3  years,  5%.     Sept 

1,  19O0.      10:20,50.  6,500 
*Breyhan,   Albert   E   to   Hans   F   N   Truelsen.      Plot   begins   195   w 

White  Plains  road  and  370  n  Morris  Park  av,  runs  w  1Q,U  x  n  25 
X  e  100  X  s  25.  Prior  mort  $2,500.  Aug  30.  2  years,  0%.  Aug 
31,  1906.        .  „    l.-*0 

Bradley,  James  to  Samuel  L  Berrian.  Corlear  av,  w  s,  80.0  s 
232d  st,  25x100.7  to  e  s  Tibbets  Brook  x— x88.0,  with  all  tittle 
to  lands  under  water  of  brook.  P  M.  Aug  30,  5  years.  514%. 
Aug  31,   1906.      13:3406.  2.100 

Bradley,  John  to  Samuel  L  Berrian.  Corlear  av,  w  s.  01.0  s 
232d  st,  25x88.6  to  e  s  Tibbets  Brook  x— x7(>.10.  with  all  titje 
to  land  under  waters  of  brook.  P  M.  Aug  30,  6  years,  5W/c.  Aug 
31,   1906.     13:3406.  1.900 

Brown,  Henry  to  Sarah  R  Adams.  174th  st,  n  e  B  at  n  w  s 
Bathgate  av,  34.5x100.8.      Aug  25,   due  Sept   1,  1911,  5%.     Sept 

4,  1906.     11:2916.  42,000 
Same  to  Chas   L  Adams.     174th  st,  n  s,  74.5  w  Bathgate  av,  40x 

100.8.     Aug  25,  due  Sept  1,  1911,  5%.     Sept  4,  1906.     11:2916. 

32,000 

Same  to  Sarah  R  Adams.  174th  st,  n  e  s,  34.5  w  Bathgate  av, 
40x100.8.     Aug  25,  5  yrs,  5%.     Sept  4,  1906.     11:2916.         30,000 

•Buckley,  Daniel  to  Jacob  Lang.  Amethyst  av,  e  s,  100  n  Morris 
Park  av,  15x100.  P  M.  Prior  mort  $2,000.  Sept  1,  3  yrs, 
6%.     Sept  4,  1900.  1  200 

Blanchard,  Rachel  C  to  Albert  H  Atterbury  trustee  Henry  J 
Baker.  Alexander  av.  No  311,  w  s,  75  s  141st  st,  25x75.  Sept  4, 
3  years,  5%.     Sept  5,  1906.     9:2315.  10,000 

Braun.  Frederick  to  Carl  Rathemacher  exr  Anthony  Oechs.  Grant 
av,  s  w  cor  lt)4th  st,  120x95x135.11x95.0.  P  M.  Aug  21,  3  yrs. 
4%%.      Sept   5.   1906.     9:2446.  ■  8,460 

Brugman,  Mary  E  to  TITLE  GUARANTEE  &  TRUST  CO.  Wash- 
ington av,  w  s  125  s  167th  st,  runs  s  23.4  x  w  —  x  n  0.7  x  w  — 
X  n  22.7  X  e  90.4  to  beginning.  Sept  5,  1906,  due,  &c,  as  per 
bond.     9:2388.  2,000 

Byrne,  Jennie  E  to  Eliz  A  Burke.  Westchester  av.  No  1117,  n  s, 
202  e  Prospect  av,  25x100.  Prior  mort  $3,500.  Sept  4,  5  years, 
5%.      Sept  5,   IflOO.     10:2690.  2.850 

*Baker,  Garniss  E  to  N  Y  Catholic  Protectory.  Benedict  av,  n  s, 
100  w  Pugsley  av  .50x100.  P  M.  June  28,  due  July  15,  1909 
— %.     Sept  5.   1906.  1.505 

Brennan,  Wm  J  to  Robert  E  Westcott.  2.38th  st,  n  s,  bet  Keppler 
and  and  Katonah  av,  and  being  lots  145  to  148  map  property  of 
Edw  K  Willard  and  grantees  at  Woodlawn,  80x100.     P  M.     Sept 

5,  1906,  2  years,  5%.     12:.3379.  1.800 
*Borrelli,  Ercole  to  Hudson  P  Rose  Co.     Crosby  av,  n  e  cor  Water- 
bury  av,  25.9x98.10x25x105.     P  M.     Aug  3,  4  years,  5^!%-     Sept 
5,  1906.  C50 

*Borgatta,  Angelo  and  Mark  to  Mary  Mollenhauer.     4th  av,  or  st. 

No   34,   n   s,  2.5x114,   Wakefield.      P   M.     Sept   1,   3  years,   5%%. 

Sept  4,  1906.  4.000 

Conforti,    Salvatore    and    James    De    Fago    to    Blanche    Langan. 

Southern    Boulevard,    w   s,   225   n   Jennings   st,   100x100.      P   M. 

Aug  31.  1  yr,  6%.     Sept  4,  1900.     11:2977.  4,100.77 

Cauldwell   Avenue   Co   to  .Atlantic  Dock  Co.     Washington  av,   e  s, 

bet  168th  st  and   169th  st,   and  75  s  boundary  line  bet   lots  ,56 

and   57   ,119.11xll0.7x—xl  10.11.      Prior   mort   $19,000.      Aug  .30. 

demand,   57i.      Aug  31,   1900.     9:2373.  05.000 

♦Gumming,   Philip  E  to  Isabell  Baker.     2d  av,  e  s,  s  37  ft  of  lot 


74  map   Olinvilie   No  1.     June   19,   1906,  3  years,  — %.     Aug  31, 
HMI6.  4,300 

Cauldwell  Avenue  Co  to  whom  it  may  concern.  Certificate  as  to 
consent  of  stockholders  to  mortgage  for  .$0.5,tM)0.  Washington 
av,    e    s,    27!)    s    109th    st,    119.11x116.7x120.1x110.11.      Aug   — , 

1906.      Aug  31,    1906.      9:2373  

Carucci,  Chccchlna  to  Tessie  Rothermel.  183d  st,  No  923,  n  s, 
.50  e  Hughes  av,  50x100.  P  M.  Aug  30,  3  years,  6%.  Aug  31, 
190li.      11:3087.  2,000 

Coyle.  Patrick  F  to  Wm  J  Donald.     133d  st,  n  s,  29  w  Willow  av,      ■ 

."0x100.      Sept   1,    1!K)0,   3   years,   5'^%.      10:2562.  4,000 

Donnelly,  Katie  wife  of  and  Thomas  to  Katie  M  McMullen.  142d 
st,  Xo  .547.  n  s.  1.54  w  3d  av,  21x100x21. 5xlOt>.  P  M.  Prior 
mort  $4,500.  Aug  30,  installs,  6%.  Sept  1,  1906.  9:2323.  2,000 
*Dengler.  John  to  N  Y  Catholic  Protectory.  Benedict  av,  n  e  cor 
Pugsley  av,  25x100.11x25x100.-  Aug  25,  due  July  15,  1909,  —%. 
Sept   1,   1!I0(>.  1,190 

*Dillon.  John  to  Joseph  J  Gleason.     175th  st,  w  s,  1.50  s  Gleason 

av.  ,50x100.     P  M.     Aug  30,  3  years,  5%.     Sept  1,  1906.  1X)50 

*Dillon,    Daniel   J   to   same.      Gleason  av,   n   s,   2.5  e   171st   st,   2.5x 

100.     P  M.     Aug  30,  3  years,  5%.     Sept  1,  1906.  600 

*Same   to   same.      Gleason   av,   n   s^  50  e   171st   st,  25x100.      P   M. 

Aug  30,  3  years,  5%.     Sept  1,  1906.  000 

*Same   to   same.      Gleason   av,   n   s.   75  e  171st   st,  25x100.      P  M. 

Aug  30,  3  years,  '>%.     Sept  1,  1906.  600 

*Same    to    same.      Gleason    av.    n    e    cor    171st   st,    25x100.      P    M. 

Aug  30,  3  years,  5%.     Sept  1,   1906.  700 

De  Salvo,  Alfonso  and  Louis  Greene  to  Albert  J  Schwarzler. 
Wendover  av.  No  707,  n  s,  121. (i  e  Park  av,  43.6x99.7x43.6x99.4. 
P  M.     Aug  30,  3  yrs,  0%.     Sept  4,  1906.     11:2904.  11,500 

DeV.oto.  Francesco  to  Felice  Sergio  and  ano.  Arthur  av,  w  s, 
244  n  Belmont  pi,  late  Kingsbridge  and  West  Farms  rd,  25x 
12.5,  except  part  tor  av.  P  M.  Prior  mort  $8,000.  Aug  29, 
due  Mar  1.  1908,  6%.     Sept  4,  1900.     11:3005.  7,000 

*Dellbor.  Frank  and  Giovanni  Morano  to  Herman  Eckert.  Wash- 
ington st,  n  s,  abt  235  e  Washington  pi,  25x105.2.  Aug  30,  1 
year,   6%.     Aug  31,   1900.  290 

*De  Carlo.  James  to  Goodwin  Brown  as  committee  Russell  Haas. 
Pleasant  iiv,  w  s,  361.8  s  from  n  s  210th  st.  runs  w  100  x  n  20.10 
x  e  100  to  av,  x  s  20.10  to  beginning.  Bronx.  Aug  29,  3  years. 
5>^7f.     Sept  0,  1900.  4,500 

*Same   and   Benj   H   Irving  with  same.     Same   property.     Subordi- 
nation agreement.     Aug  29.     Sept  6.  1906.  nom 
Dugliss    Chas  H   to  Wm  S  Patten.     Tiebout  av,  e  s,  83.3  n  189th 
st,    175x100,   except  part   for  av.      P  M.     July  24,   2  years,   5%. 
Sept  0,   1906.     11:3023.                                                                        18,000 
Daly,    Wm    to    Richd    S    Roberts.      Shakespeare    av,    e    s,    1(C8   n 
lOSth   st,   5O.3xlO3.5x.50x98.5,   except   part   for   av.      P  M.      Sept 
4.  due  Aug  28.  1908,  — %.     Sept  5,   190(j.     9:2.506.                     3..500 
*Dagostino.  Gerardo  to  Henry  C  Schaefer.     Harrison  st,  e  s,  130  n 

Davis   St.  25x100.      Sept   1,  3   years,  — %.     Sept  5,   1906.         1,000 
Davis,   Eugene   B,  of  Gloversville,   N  Y,   to  Mary  L  Ryan.     Boston 
road.  No  1442,  s  s,  94.5  e  Prospect  av,  25x90.     P  M.     Sept  1,  2 
years.   6%.     Sept  4,   1906.     11:29().5.  7,250 

Same   to   same.     Boston  road,   No   1444,   s  s.   119.5  e  Prospect  av, 

25x90.     Sept   1,   2  years.  6%.     Sept  4,   1906.      11:2965.  7.250 

Edson,  Kate.  Lake  Hill.  N  Y,  to  Daniel  Pritchard.  Valentine  av, 
s  e  s,  405.9  n  e  198th  st,  .50x97.11x50x98.2.  P  M.  Aug  28,  3 
years,  5'}r.     Sept  4,  1900.     12:3302.  1,500 

Eck,  Augusta  J  to  James  Burns.  Southern  Boulevard,  No  2390, 
e  s,  143.8  n  Jennings  st,  18.8x100.  Prior  mort  $31,000.  Sept  5, 
1!K)0,   installs,  G%.     11:2981.  2,700 

Friedland.  Paul  to  David  Banks  et  al  trustees  Kane  Lodge  No  4.54 
F  &  A  M.  Vyse  av,  w  s,  380  n  167th  st,  20x100.  P  M.  Aug  20, 
3  years,   5W/,-     Sept   6,    19116.     10:2752.  7..500 

*Flood,  T  Frank  to  Julia  Jahn.  Plot  begins  240  e  White  Plains 
road  at  point  along  same  700  n  Morris  Park  av.  runs  e  100  x  n  25 
X  w  100  X  s  25  to  beginning,  with  right  of  way  to  Morris  Park  av. 
Aug  31,  3  years.  5%.     Sept  6.  1906.  3.500 

Fitzgerald,  Gerald  to  Fred  Hessinger.  239th  st  (.3d  av),  s  s, 
204.8  w  Verio  av.  50x100.  P  M.  Aug  30,  5  years,  — %.  Aug 
31,   1906.      12:3392.  4,O0O 

Fine,  Isaac  to  Margt  J  Becker.  Brook  av.  No  1464,  e  s.  84.2  n 
St  Pauls  pi.  25x100.7.  Aug  31,  3  years,  57o.  Sept  1,  190fx 
11:2895.  ll,50(i 

Glauber.   Gottlieb   to  Fredk   Meier.     135th   st.  No"  823,  n  s,   100  e 
Brook   av.    27.3x100.      Prior  mort   $18,000.      P   M.      Aug  31,    in- 
stalls, 6%.     Sept  1,  190(!,     9:2263.  2,750 
Goldstein,   Nathan  and  Esther  to  Max  Brettler  and  ano.  '   152d  st, 
s  s,  70  3  e  Morris  av,  50x117. 4x.50xll7..5.      Prior  morts  $.50,(MJO. 
Aug  24,   1   year,   6%.      Sept   1,   liMMi.     9:2411.  3.725 
*Greenberg,    Abraham    to    Adolph    G    Hupfel.      Baxters    Creek,    at 
junction  of  a  ditch  as  shown  on  map  David  B  Taylor  at  Throggs 
Neck  and  adj   lands  Elijah  Ferris  and   runs  to  road  from  West- 
chester  to   Old   Ferry  Point,   contains  37  888-l.(X)0  acres   of  up- 
land and  18  .334-1.000  acres  salt  meadow;   also  all  title  to  land 
under  waters  of  L  I  Sound  and  runs  to  Baxters  Creek,  contains 
28  506-1.000  acres;   also  all  title  to  land  below  low  water  tide 
line    in   front   of   above   and   contains   4   424-l,0(X)  acres.      P   M. 
May  1,  5  years,  414%.     Sept  1,  1906.                                            100,000 
Goldberg.  Hyman  and  Henry  Males  to  Edward  Held.     Arthur  av,  No 
21.55.    w   s.   abt   25   s   Oak   Tree  pi,   22.5x94.      P   M.      Prior  mort 
$4,000.     Aug  30,    10  years,   C'/c.     Aug  31,   1900.     n:30(j3.       3,000 
Geilich,    S   and    Abraham   Goodman    with   Jacob   Cohen.      Bathgate 
av,    e    s,    102    n    174th    st,    90x110.      Subordination    agreement. 
June  27.     Sept  4,  1906.     11:2922.  nom 
Girardin.    Ernest    to    John    J    Neeson.      Washington   av.    No    152(), 
e  s.   175  n  171st  st,  2.5x— .     Sept  5,  4  years,  5%.     Sept  6,  1906. 
11:2912.                                                                                                     14.750 
Green,    Anna    E    and    Louis    Hartung    to    Charlotte    D    Masemann. 
Perry  av,   e  s,  900.1  s  Old  road,   25x100.     Sept  5,  3  years,  5%. 


Sept  6,  1906.     12:3.343. 


500 


*Gebbia.  Andrea  to  Francesco  Gebbia.  5th  av,  w  s,  40  s  221st 
st,  37x105.  Prior  mort  $2,000.  Sept  5,  4  years,  5%%.  Sept 
ti.  1906.  TOO 

Gluck.  Maurice  B.  Essex  Co,  N  J,  to  Solomon  Katz.  Hoe  av, 
Nos  1238  and  1240,  n  e  cor  Freeman  st.  No  125,  — x— .  P  M. 
Prior  mort  $15,090.  Sept  5,  due  July  1,  1909.  — %.  Sept  6, 
ISKXk     11:2987.  'J',.500 
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Bay  Ridge  Property 
Our  Specialty 


Fifth  Ave.  and  79th  St.,  Brooklyn,  N.  Y. 

Telephone,  724  Bay  Bldge 
Branch  Office :  Bay  Bldge  Ave.  >  cor,  Fort  BsmlltoB  At*. 


Grimm.    Louis    to   Severin    Magda   and   ano.      14Sth   St.    No   T!S3.    on 

map  No  7!S.">.  n  s,  837  w  St  Anns  av,  .S7.(ix84.9.     Prior  mort  .f"24.- 

000.      Sept   n.    lllOli,    due   Jan    1,    1909,   (5%.      9:L'i;7ri.  7(:miO 

Henningsen.    May   von    0    to    Fordham    Realty    Co.      Sedgwick    av. 

w   s,    1GC.9   n   of   a   public   pi   or  unnamed   st   at    intersecljon   of 

Sedgwick  and  Bailey  avs.  runs  w  100  to  point  190  n  Bailey  av.  x 

n  37.7  X  e  100  to  av.  x  s  37.7  to  beginning.     Sept  5,  2  years,  5%. 

Sept  (!.   1900.     11:3237.  3,000 

Same    to   same.      Same   property.      Sept  5,   3  years,   5%.      Sept   0. 

1906.     11:3237.  1.500 

*Hassard.   Robert  to  Jos  J  Gleason.     172d  st,  w  s,  175  n  Gleason 

av,  25x100,     P  M.     Sept  5,  3  years,  5%.     Sept  0.  1900.  4.000 

Hodes.  Nicholas  to  Geo  W  McAdam.     Jerome  av,  e  s,  27.7  n  107th 

St.    20x101.1x18.5x109.8.      P   M.      Sept   4,   2  years,   57o.     Sept   0. 

1900.     9:2489.  '  4,6.50 

Same  to  same.     Jerome  av,  e  s,  47.11  n  lU7th  st.  20.7x92..5xl8.8x 

101.1.     P  M.     Sept  4.  2  years,  5%.     Sept  0,  1901).     9_24.«9.      4  (BO 
Same   to  same.     Jerome   av.   e  s    08.G  n   l(i7th   st,   20.7x83  8xl8.8x 

92.5.     P  M.     Sept  4.  2  years.  .5'X.     Sept  0,  190r>.     9:2489.^       4  0.50 
Same   to  same.     Jerome   av.  e  s,  89.1  n   107th   st.  21.3x74  8xl9.3x 

83.8.     P  M.     Sept  4,  2  years.  '//,.     Sept  0.   19(10.     9:24.89.      4.0.50 
Hecht,   Ferdinand   to   TITLE  GUARANTEE  &  TRUST   CO.      Boston 

av.  n  e  cor  KUith  st.  being  lots  Hi,  17  and  18  map  plan  of  part 

of   Barnum  estate.      P  M.      Sept  0,   1900,   due.   &c,   as   per  bond. 

11:2901.  _  25.(200 

Hilbring.  Emma  to  August  Hennicke.     Brook  av,  No  151,  w  s.  25 

s   135th  st,  25x90.      P  M.     Prior  mort  $15,300.     Aug  31,  3  yrs. 

6%.     Sept  4.   l!Hlfi.     9>-2202.  3,700 

Havell,    Marian    E    to   Alfred    H   Tompkins.      175th   st,    late   Fair- 
mount    av.    s   s,    between   Marmon   av   and    Prospect   av,    and   2.5 

e  line  between  lots  IS  and  17,  runs  s  149  x  e  25  x  n  149  to  av 

X    w    2."5    to    beginning,    being    part    of    lot    18.    map    FairmoUnt. 

Aug  31.   demand,  — %.     Sept  4.   1900.      11.2052.  1.0(X> 

Hard.    Julia    E    to    John    H    Burt.      Clay   av.    late    Crane    pi,    e    s. 

198.0   n    174th    st,    late    Spring    st,    old    line,    99.11x200,    except 

part  for  Crane  pi  and  Prospect  av.     Sept  1,  5  yrs,  5%.     Sept  4. 

1900.      11:2.890  and   2.891.  8.000 

Jaffe,    Harry    S    and    Morris    Bergman    to    Elizabetha    M    Wolski. 

Tiffany  st.  No  1030,  e  s.    —  n  105th  st,  25x100.      P  M.      Aug  31. 

due   July   1.   1909,   5%%.      Sept  5.   1900.      10:2717.  2,4(X) 

♦Jordan.   Patrick  J  to  Percy  S  Dudley.     Harrington  av,  s  s.  25  w 

Cornell  av,  25x90.     P  M.     Aug  14.  3  years.  V/r.     Sept  5.  lOOO.     350 
Kingston.  Goo  D  to  Anthony  Smylh.     Briggs  av.  n  w  cor  201st   St. 

late   Suburban   st.   10(;.llxll0x43.10xl2(>.10   to   beginning.      P   M. 

Sept  5.  demand,  5%.     Sept  0.  19O0.     12:8303.  3,700 

*Kritzer,    Annie    to    N    Y    &    Suburban    Co-operative    Building    & 

Loan   Assoc.     229th  st.  n  s,   280  e  White   Plains   road,  l(X)xll4, 

Wakefield.      Sept  5.   installs.  0%.     Sept  0.   190(!.  1250 

*Kennard.  Nancy  J  to  Geo  A  Devermann.     Plot  .5!)0  e  White  Plains 

road  at  point  095  n  Morris  Park  av.  runs  e  100  x  n  25  x  w  100 

X    s    2.5    to    beginning,    right    of    way    to    av.      P    M.      Prior    mort 

.$3,000.     Aug  31.  3  years.  0<7r.     Sept  5,  1900.  1.300 

Kelly,    Hugh    P    to    Isaac    Brown.       Bassford    av.    No    2319.    w    s. 
.    45.7   n    l.S4th    st,    20x40.4x20x40..5.      P    M.      Prior   mort   $2,500. 

Aug  30,  3  yrs,  0%.     Sept  4,   190(3.     11:30.53.  l.CKX) 

*Kelly,   Michael  to  Isabella  Beatty.     Van  Nest  av,  n  s,  20  e  White 

Plains   road.    12.(5x100.      P   M.      Aug   IG,    due   Sept   1,   1911,   5%. 

Aug  31,  1906.  90O 

Levy.  Jacob  to  Stephen  H  Jackson.     Trinity  av.  w  s,  47.5.1  s  156th 

St.  74.11x119.7x74.11x110.8,  except  part  for  av.     P  M.     Aug  10. 

due   Sept   1.   1007.   0'/,.     Aug  31.    1900.      10:2028.  .500 

Lehr.    Harry   to   John    C    Engel.      Stebbins   av.    n    e    cor    l(j5th   st, 

113.4x.50.     Prior  mort  $40,000.     Aug  .30,  3  years,  — %.     Aug  31. 

1906.      10:2(591.  7.000 

Lankenau,   Adelia  M  to  Henry  Rieper,     3d  av,  Nos  4031   to  4039, 

on  map  Nos  40.33  to  4030,  n  w  cor  174th  st,  No  785.  l(X»x36.1x 

100x40,  except  gore  at  s  e  cor.     P  M.     Prior  mort  .$42. .50(1.  2  vrs 

5%%.      Sept  4.   190(5.      11:2922.  7,.500 

*Lavelle,  Francis  E  to  Edwin  M  Adee.     Country  Club  av,  w  s,  and 

being   lots   24   to  31,   map   No   1.   in   partition   of   Conrad   Buhre 

estate.     P  M.     3  years.  0%.     Sept  4,   19ll().  4,.500 

Lese,   Louis  to  Adolph  Hank.      148th  st,  s   s,  94  w  Courtlandt  av, 

.50x101x5(5x105.4.      P  M       Prior  mort  $17,0t)0.     Sept   1,   5  years. 

5%.     Sept  5.   1900.     9:2329.  15.000 

Same  to  same.     14Sth  st,  s  s,  1.50  w  Courtlandt  av.  .50x103. llx.50x 

101.     P  M.     Sept  1,  5  years,  5%%.     Sept  5,  1900.     9:2329.      8,000, 
Lewine,    Marks,    of    New    Brunswick,     N    J.    to    Sarah    E    Bruce. 

Wendover  av,   s   e   cor  Brook   av,   20x104.8x2.1.11x104.10.      P   M. 

Aug  31,  due  Nov  1,  1909,  .l-);-.     Sept  0.  190(;.     11:28:1.-).  21,(XlO 

Same   to  Julius   Loewenthal.      Same   property.      P   M.      Prior  mort 

$21,000.     Aug  .30,  due  Aug  1.  1010,  (>%.     Sept  6.  1900.     11:2895. 

8,000 
McMahon,  Eugene  A  to  Geo  F  Johnson.     Kelly  st.  No  .32,  e  s,  125 

n  1.50th  st,  25x100.     P  M.     Prior  mort  $7,.500.     Aug  16,  5  years. 

5%.     Sept  5.   1906.     10:2708.  5.000 

Mueller,  Frank  to  David  Zipkin  and  ano.     Washington  av,  e  s,  102 

s  170th  st,  late  Mott  st.  108x120,  except  part  for  av.     P  M.     Sept 

4,  1  year,  07o.     Sept  0.  lOCKi.     11:2917.  4,700 
Montague,   Kate   to  John   C   Heintz  et  al,      107th  st.   No  7.59.   n   s, 

114.0   w  3d   av.   20x122.4.      P  M.      Aug   13,  3  years,  51/2%,.     Aug 

31,   lOOf;.     9:2372.  20,000 

Montague.  Kate  to  Jacob  Mark.     Same  property.     P  M.     Prior  mort 

$20,000.      Aug  .30.   3  years.   (5'/r.      Aug  31.   1900.      9:2372.       l.S.'O 
Montague,    Kate    to   John    C    Heintz   et    al.      107th   st.    No   70,    n    s. 

114.0  w  3d  av.  runs  n  122.4  x  e  29.7  x  s  w  24.11  x  w  1.11  x  s  98 

to  st   X  w  20  to  beginning.     P  M.    Aug  30,  3  years,  5i^''X'.     Au? 

31.   190(!.     9:2372.  19.000 

*McGrath.   Thomas  J   to   Mary  Kelleher.      Saxe  av.   e  s.   150  n   Oil 

road,  25xl(X».     P  M.     Sept  5,   1   year,  .5%.     Sept  (!.  1!I(I6.  .800 

Maresca.  John  to  John  J  Ritter.     207th  st,  s   w  s.  101.3  n  e   Perry 

av,    25.4x98.7x2.5x94.7.      July    1,    3    years,    5^%,.      Sept   5,    1900. 

12:. 3346.  5,000 

Mongo.  James  G  to  Thos  F  Maloney.     Robbins  av.  e  s,  50  s  147th 

st,  50x100.     P  M.     Aug  30,  5  years,  5%.     Sept  5,  I'.IOO.   10:2578. 

5.7<I0 
Marx.    Nathan    to    Hattie    Marx.      Robbins    av,    n    w   cor    141st    st, 

100x100.2   to   e   s   Powers   av.      July    13.   2   years.   0%.      Sent   5. 

1906.      10:2572.  12  000 

*McDonough,   Georgianna   to   Percy  S   Dudley.      Dudley   av    n    s,   50 

w   Cornell   av,   50x07. (ix.53. 2x82. 7:    Cornell    av.   e  s.  203  s  Cornell 

av,    7.5x100,0x75x102.5.      P   M.      Aug   14,   3   years.   .5%.      Sept  X). 

190(5.  1,750 

*Same  to  same.     Same  property.     P  M.     Aug  14,  1  year,  5%.     Sept 

5,  1906.  050 


McWhirter,  Wm  H  to  METROPOLITAN  LIFE  INS  CO.  1.59th  st, 
n  s,  '.(2  e  Courtlandt  av,  50x101.7x50x101.6.  Aug  27,  due  Nov 
1'.  1909,  5V4%  and  0%.     Sept  0.  1900.     9:240().  40,000 

Maton,  Isabella  with  Caroline  and  Frederick  Maier.  13.5th  st.  No 
823  East.     Extension  mort.     May  5,  1900.     Sept  1,  lOOG.     9:2203. 

nom 

Meyer,  Joseph  to  Emily  M  Lounsbury.  Intervale  av,  e  s,  240  s 
167th  St.  100x100.  Sept  1,  due  June  30,  1909,  5%.  Sept  4, 
1900.      10:2705.  9,000 

McGrath,  Dennis  to  Geo  J  Lyons  and  ano  as  trustees  Thomas  E 
Lyons.  Intervale  av,  n  w  s.  355.7  n  e  167th  st,  2.5xl22..5x26.4x 
121.4.      Aug   15,  3   years,   5%.      Sept  4,   1906.     10:2(502.  3,750 

Marx,  Magdalena  to  Thomas  P  Howley.  Hoffman  st,  e  s,  bet 
187th  st  and  180th  st,  and  being  lots  F  and  G  map  of  70  lots 
comprising  Cedar  Hill  plot  of  Powell  Farm,  50x117.1.  Aug 
31,    demand,    6%.      Sept   4,    lOOG.      11:30(56.  2,000 

*Mc(3regor,  James  R  to  James  Garvey.  173d  st,  e  s,  225  n  Glea- 
son av,  2.1xl<J0.  P  M.  Prior  mort  $3,300.  Aug  30,  1  year,  6%. 
Aug  31,   1!)00.  1.000 

Neidhardt.  Amand  to  GERMAN  SAVINGS  BANK  in  City  N  Y. 
Webster  av,  w  s,  1.58  n  168th  st,  20x100.  Sept  4,  1906,  1  year, 
5%.      9:2427.  11,500 

*Naegle.  John  D  to  Clara  E  Mapes.  .-)th  st,  s  s,  1.55  w  Av  B.  25x 
108,  Westchester.     Aug  31.  3  years,  O'/J.     Sept  5.  lOOG.  2,300 

Norton,  Martin  to  Serial  Building  Loan  &  Savings  Instn.  Har- 
rington av,  s  s,  000  w  Cornell  av,  2.5x01.10x25x91.3.  Aug  31,  in- 
stalls, yr/,.     Sept  5,   10(M!.  1,000 

O'Reilly,  Eliz  M  to  TITLE  GUARANTEE  &  TRUST  CO.  Lincoln 
av,  s  e  cor  1.38th  st,  25x100.  Building  loan.  Sept  5,  1006,  3 
years,  0%.     9:2313.  •  20,000 

Orinety  or  Quilty,  Patrick  J  to  A  Hupfels  Sons.  Jerome  av.  s  w 
cor  Highbridge  road  or  187th  st.  Saloon  lease,  &c.  Aug  29, 
demand,    0%.      Sept    1.    19015.      11:3109.  4  270 

Petruzzi,  Joseph  to  Frank  and  Philip  Becker.  17(5th  st.  No  1108, 
s  s,  3.5  e  Marmion  av,  33  to  w  s  Vineyard  pi  xlOO.  P  M.  Prior 
mort  .$3,300.     Sept   1,   1   year,  0%.     Sept  4,  1000.     11:20.58.  4,200 

*Pepe,  Vincenzo  to  Hudson  P  Rose  Co.  Lots  40  and  47  amended 
map  120  lots  being  a  subdivision  of  plot  2.3  on  map  Clasona 
Point.      P  M.      Aug  20.  4  years,  5'/4%.     Sfpt  5.  10()(!.  800 

*Penfleld,  Wm  W  to  Moritz  Lowenstein.  Fulton  st,  n  w  s,  lot 
118  map  Washingtonville,  .50x100.  Sept  5,  3  years,  6%.  Sept 
0.  1000.  2,800 

*Pressimone,  Cristina  to  Hudson  P  Rose  Co.  Crosby  av,  w  s,  30 
n  Schuyler  st,  25x100.  P  M.  Sept  1,  3  years,  5i^7<,.  Sept  5, 
1900.  *  500 

*Power.  Timothy  to  Percy  S  Dudley.  Fort  Schuyler  road,  n  e  cor 
Dudley  av,  78x136.6x55.10x119.10.  P  M.  Aug  14,  3  years. 
.5%.     Sept  G.   1900.  2,800 

Riger,  Max,  Astoria.  L  I,  to  Chas  W  Hillmann.  Kelly  or  1.52d  st. 
No  935,  n  s,  21!»  e  Robbins  av,  2.5x1.57.9x27. 11x14."). 5.  P  M. 
Prior  mort  $15,000.  Sept  4,  due  Mar  4,  1908,  0%.  Sept  5, 
1!MM;.      10:2644.  3.000 

Rose,  Saml  and  Barnett  Halpern  to  Flora  Siegel.  Franklin  av. 
No  130O  e  s.  38  n  Jefferson  pi,  37.6x100.  P  M.  Sept  4,  due 
June    1     1907,   &/,.      Sept   5,    1906.      11:2935.  946.32 

Ruser,  Anna  to  Ellen  Dellet't.  Park  av,  late  Railroad  av,  e  s,  104 
n  e  ITdth  st,  2.1xl.50x30xl50.  Sept  4.  3  years,  5^4%.  Sept 
.5,    1906.      11:2002.  1,250 

Rode,  Eliz  to  Tommaso  Giordano.  Hull  av,  e  s,  125  s  209th  st, 
late  Ozark  st,  25xl(X).  P  M.  Aug  30,  due  Mar  1.  1907.  6%. 
Sept   (!.    1900.      12:3351.  2,450 

Rosenzweig  Isaac  and  Isaac  Elson  to  City  Mortgage  Co.  Weeks 
av,  e  s,  95  s  173d  st,  100x95.  Building  loan.  Sept  6,  1906, 
demand,   6%.      11:2792.  25,000 

*Rehbock,  Charlotte  to  TITLE  GUARANTEE  &  TRUST  CO.  Tay- 
lor St.  e  s,  250  s  Columbus  av.  2  lots,  each  25x9.5.  2  building 
loan  morts,  each  $3  (X>0.     Sept  0.  1900,  3  years,  6%.  6,000 

Rousseau,  David,  of  Ossining,  N  Y,  to  August  Belmont  and  ano. 
Walton  av.  w  s.  102.2  n  1.38th  st.  83. llx.SO. 2x05. 7x89.7.  P  M. 
Sept  4.  1000,  3  years,  .5'/^.     9:2.344.  15,000 

Rossbach,  Jacob  and  Nathan  J  Schloss  exrs  Joseph  H  Rossbach 
with  Frederick  and  Cr.roline  Maier.  135th  st.  No  .823  East. 
Extension  mort.     Julj'   11.   1905.     Sept  1.  lOOO.     0:2203.  nom 

*Regent  Realty  Co  with  Wm  H  Callahan.  Plot  begins  840  e  White 
Plains  road,  at  point  7(10  n  along  same  from  Morris  Park  av. 
runs  e  100  x  n  .50  x  w  1(H>  x  s  50  to  beginning,  with  right  of 
way  to  Morris  Park  av.  Agreement  as  to  payment  of  mort,  &c. 
Sept  5.      Sept  G,  10(l(!.  nom 

*Shatzkin  &  Sons  (A).  Inc.  to  Milton  Realty  Co.  Lots  7,  8,  85, 
147  and  15(f  map  building  lots  in  24th  Ward  near  Williams- 
bridge  Station.  P  M.  Prior  mort  .$47,000  on  this  and  other 
property.     Sept   4.   2  years,   6%.     Sept  5.   100(i.  .500 

Sheehan,  Mary  L  to  Thomas  Devine  et  al.  Lind  av.  w  s,  202.6  n 
Lawrence  av,  2.5x100.  P  M.  Aug  24,  2  years,  5%.  Sept  1. 
1900.     9:2.527.  1.100 

Siegler,  Fredk  to  Arthur  D  Katcher.  Union  av.  n  w  cor  168th 
st,  No  9.83.  20.7x9(i.lx22.6x09.2,  except  part  for  av  and  st. 
P  M.     Sept  4.  1906.  1  year.  6%.     10:2673.  1,000 

Schreiner,  Julie  to  Margt  V  Gleason.  Crotona  av.  No  18,8.3  w  s. 
102.11  s  176th  St.  18.7xl(H).  P  M.  Aug  30,  due  June  9,  1908 
— %.      Aug   31.    10(10.       11:2045.  4"00 

Sugarman,  William  and  Samuel  H  Click  to  Samuel  Kessler.  Bath- 
gate av.  e  s,  101.2  n  174th  st.  41x1(X».  Prior  mort  $33,2(X». 
Aug   0.   4    months.   —'/(.      Aug   31.   190(i.      11:2922.  .3,165 

Sugarman.  William  and  Samuel  H  Click  with  Samuel  Kessler. 
Bathgate  av,  e  s,  191  n  174th  st.  — y. — .  Agreement  as  to  mort 
for  .fllKTi  to  secure  performance  of  contract.  Aug  29.  Aug 
31.   lOOi;.     11:2922.  nom 

Sullivan  Timothy  F  to  Frederick  P  Van  Wetering.  105th  st. 
No  840.  n  s.  3.34.3  e  Boston  road.  17.(ixl(IO.  Aug  28.  3  years, 
ni^'/r.      Aug   31.    1000.      10:2033.  1.500 

Sullivan.  Timolhv  F  to  Frederick  P  Van  Wetering.  l(55th  st,  No 
.847,  n  s.  31(!0'  e  Boston  road  17.6x1(50.  P  M.  Aug  28,  3  yrs 
5i/i.'/r.     Aug  31.   1006.      10:2633.  1..500 

Swain.  Harold  to  Eliz  J  Childs  trustee  Henry  Howard.  Part  of 
lots  41,  42  and  43  as  lies  e  Townsend  av.  new  line,  map  Mt  Eden. 
Aug  24,  3  years,  — %.     Sept  G,  1906.     11:2387.  5  500 

Shalzkin  (A)  &  Sons  to  Milton  Realty  Co.  Lots  21  and  22  and 
155  map  lots  near  Williamsbridge  Station.  P  M.  Aug  28,  3 
years.   C'/r.      Aug  31,   100(5.  3O0 

♦Salbach  Clara  to  Jacob  Cohen.  Plot  090  e  White  Plains  road 
and  770  n  Morris  Park  av,  runs  e  100  x  n  25  x  w  1(10  x  s  25  to 
beginning,  right  of  way  to  Morris  Park  av.  Prior  mort  $3,000. 
Sept  1,  3  years,  6%.     Sept  5,  1906.  8(X) 
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*Shalzkin  (A)  &  Sons.  Inc,  to  Sound  Realty  Co.  Paulding  av.  e  s, 
ma  s  224th  St.  50x104.4x50x101.9.  2PM  morts,  each  $5(i0. 
Sept  5.  11)U6,  o  years.  — %.  1.120 

*Same  to  same.  22(Jtoh  st.  n  s,  350  w  Paulding  av,  25x57. 3x30.fix 
74.10.     P  M.     Sept  5.  190fi    3  years,  — %.  350 

*Same  to  same.  225th  st,  s  s,  207  e  Bronxwood  av,  25xl00.10x 
28.3x87.9.     P  M.     Sept  5,   1906,  3  years.  —%.  575 

*Same  to  same.  225th  st,  n  s,  225  w  Paulding  av,  25x109.  P  M. 
Sept  5,  1906,  3  years.  — %.  540 

*Stiehl,  Johannes  to  Hudson  P  Rose  Co.  Lots  66  and  67  amended 
map  126  lots  being  a  subdivision  of  plot  23  on  map  Clasons 
Point.     P  M.     Aug  29,  4  years.  5%%-     Sept  5,  190(;.  8O0 

*Sehaefer,  \Vm  to  Hudson  P  Rose  Co.  Lot  05  amended  map 
of  126  lots,  being  a  subdivision  of  plot  23  on  map  Clasons 
Point.     P  M.     Aug  29.  3  years.  514%.     Sept  5,  190li.  400 

Tierney.  Frances  J  to  Eliza  Sterzer.  183d  sti  s  w  cor  Ryer  av, 
(>5.10xl43x82.8xl44.  Sept  4,  due  Dec  31,  1907,  — %.  Sept  6. 
1906.      11:3158.  4,500 

Trainor.  Mary  E  wife  of  and  Francis  to  John  Bussing  Jr.  Cam- 
breleng  av.  w  s,  225  n  ISSth  st.  late  Bayard  st,  25x87.6.  July 
1,  3  years.  5>4%.     Sopt  5.  1906.     11:3076.  3.000 

Trustees  of  the  Upper  Morrisania  Methodist  Episcopal  Church  to 
Chas  V  Culyer.  Washington  av.  s  w  cor  178th  st.  108x139x108 
xl38.6.     Aug  29.  3  years    5%.     Aug  31,  1906.     11:3034.  40.0(X) 

*Trainor.  Francis  to  Harriet  I  Nixon.  Edwards  av,  w  s,  110  n 
Latting  st,  21.3x92.7x20x99.8,  Westchester.  Sept  1,  due  Jan 
1,  1910,  5%%.     Sept  4,  1906.  3.000 

*Same  to  Emily  Strang.  Ellison  av,  w  s,  75  n  Latting  st,  runs 
n  34.2  along  Ellison  av  x  n  along  Edwards  av  0.11  x  w  99.7  x 
s  35  X  e  100  to  beginning.  Sept  1,  due  Jan  1,  1910,  5V2%- 
Sept   4.   1906.  3,000 

Tierney.  Emma  F  to  The  London  Realty  Co.  Willis  av.  s  w  cor 
141st  st,  10.8x81.  Assignment  of  rents  to  %  parts.  All  title 
to   secure   $300.   C/r.      Aug   30.      Sept   1.    1900.     9:2303.  nom 

Wolf.  Israel  I  and  Lena  Brody  with  Manhattan  Mortgage  Co. 
Simpson  st.  w  s.  197.6  n  Westchester  av.  87.6x100.  Subordi- 
nation  mort.      Aug   13.      Sept   1,   1906.      10:2726.  nom 

Same  with  same.  Barretto  st.  e  s,  —  n  105th  st.  75x100.  Sub- 
ordination  mort.      Aug   17.      Sept   1.    190(1.      10:2726.  nom 

Same  with  same.  Simpson  st.  w  s.  110  n  Westchester  av.  87.t)X 
100.      Subordination  mort.      Aug  13.      Sept  1.  1906.      10:2726.     nom 

*Wetzel,  William  to  AMERICAN  SAVINGS  BANK.  Morris  Park 
av,  n  w  cor  Graham  st.  runs  n  1.50.5  x  w  81  x  s  50  x  e  56  x  s 
97.4  to  av  X  e  1;.5.3  to  beginning,  except  part  for  av.  Aug  31.  1 
year,  5%.     Sept  1.  1906.  1  000 

Wilke,  John  to  Dora  M  Eickwort.  Perry  av.  w  s.  50  s  Holt  pi. 
25x90.  P  M.  Prior  mort  .f5,000.  Aug  30,  due  Mar  1,  1912. 
6%.     Sept   1,   190li.     12:3343.  2  000 

White.  Amelia  M  widow  to  Columban  J  Kellv.  Hoe  av.  w  s.  175 
s  172d  st,  25x100.     Aug  31,  3  years,  6%.     Sept  1,  1906.  11:2981. 

1  600 

Wexler.  Adolph  to  Chas  V  Culyer.  Marion  av,  e  s,  50  n  189th 
st,  50x1(13.5x50.1x100.7.  Aug  1,  5  years,  5%.  Aug  31,  1906. 
11:3026.  45  000 

Same  to  same.  Marion  av.  e  s.  100  n  189th  st.  50x106.4x50.1x103.5. 
Aug  1,  5  years,  5%.     Aug  31,  190(5.     11:3026.  45  000 

Same  to  same.  Walton  av,  e  s,  102.11  n  Tremont  av,  lOOxlflO. 
Aug  1.  5  years.  .5%.     Aug  31.   190Ik     11:2829.  10,000 

Same  to  same.  Webster  av,  e  s  ,175  n  179th  st,  25x127.10x24.11 
xl29.     Aug  1.  5  years,  59'r.     Aug  31,   190(!.     11:3029.  5,000 

Weisberger,  Adolf  to  Anna  R  De  Blois  extrx  HoUis  Holman. 
Lafontaine  av.  No  2058.  e  s,  100.4  s  ISOth  st,  16x100.  P  M. 
Aug  1,  3  years,  5%.     Sept  4.  1906.     11:3069.  2,600 

Same  to  same.  Lafontaine  av.  No  20,50,  e  s,  116.4  s  180th  st, 
15.11x100.     P  M.     Aug  1,  3  years,  5%.     Sept  4,  1906.     11:3069. 

2,600 

Weaver,  Mina  S  to  Mary  O'Gorman  and  ano.  149th  st.  No  621,  n 
s,  225  e  Courtlandt  av,  25x80.  P  M.  Sept  1,  3  years,  —%. 
Sept  5,  1906.    9:2328.  23  000 

Weckstein.  Isidore.  Brooklyn.  N  Y,  to  David  Samuel.  165th  st. 
No  1155,  n  s.  100.5  e  Tiffany  st,  runs  n  93.2  x  e  25  x  s  91.5  to 
st  X  w  25  to  beginning.  P  M.  Prior  mort  $5,000.  Sept  4,  1901!. 
3  years,  6%.     10:2717.  1.800 

Wolf,  Julius  to  Charles  Dettner.  Union  av.  No  676.  e  s.  196  n 
152d  st,  25x95.     Sept  6,  1906,  due  Jan  1,  1912,  4%%.     10:2675. 

10000 

Wilson,  Lena  M  wife  John  J  to  Amalia  Schaaf.  169th  st.  No 
979,  n  e  s,  215.6  s  e  Boston  road,  25x98.5x25x98.8.  P  M.  Aug 
31.   due  Oct  1.   1900.  5%.     Sept  5,   1906.     11:2961.  9  500 

Zirn.  Katie  to  Richd  A  Buckbee.  Jackson  av.  No  754.  e  s.  118  n 
156th  st,  18x87.6.  P  M.  Prior  mort  .$4,000.  Sept  5,  3  years. 
— 7f.      Sept   6,   1906.      10:2646.  2.250 

Same  to  same.  Jackson  av.  No  752.  e  s,  100  n  156th  st.  18x87.6. 
P  M.  Prior  mort  $4,000.  Sept  5,  3  years,  — %.  Sept  6,  1906. 
1,0:2(!46.  2.500 

Zeldman,  Jacob  to  Abram  Bachrach.  Brook  av.  No  1487,  w  s, 
100  s  171st  St.  62.7x39.3.  P  M.  Aug  30,  due  March  1,  1907. 
6%.     Sept  4.   1900,     11:2896.  2..500 


PROJECTED  BUILDINGS. 


The  flrst'name  Is  that  of  the  ow'r;  ar't  stands  for  architect,  m'n 
for  mason,  c'r  for  carpenter,   and  b'r  for  builder. 

When  character  of  roof  is  not  mentioned,  it  Is  to  be  understood 
that  the  roof  Is  to  be  of  tin. 

BOROTTOH   OF  MANHATTAN. 

SOUTH   OF   14TH  STREET. 

Allen  st,  s  e  cor  Delancey  st.  5-sty  brk  and  stone  store  and  tene- 
ment; cost,  $30,000;  Morris  Welnsteln.  61  Park  Row;  ar'tB, 
Bernstein  &  Bernstein.  24  E  23d  St.— 922. 

Bedford  st.  n  w  cor  Downing  St.  two  6-stv  brk  and  stone  stores  and 
tenements  45x83.4:  total  coat.  $100,000;  Vincent  Busceml,,  2299 
Bathgate  av;  ar't,  J  C  Cocker.  103  E  125th  St.— 933. 

Carmine   st,   s   e   cor   Bedford   Bt,   6-8ty   brk   and   stone   store   and 


tenement.   .59.9x67.6;    cost.    $60,01:0;    Harry   A   Thour,    110   Nassau 

st;   ar't,   Chas  M  Straub,   122  Bowery.— 935. 
Grove  st.  No  58,  1-sty  brk  and  stone  outhouse,  21x6.4;  cost.  $1,500; 

Patrick  O'Shayne,  218  W  4th  st;   ar't,  Oscar  W  Home,  39  Cort- 

landt   St.— 924. 
Mulberry    st,    No    248,    1-sty    brk   and    stone    outhouse,    11x7;    cost, 

$600;   Rizzo  &  Joono,  44  Prince  st;  ar'ts,  Sommerfeld  &  Steckler, 

19    Union   sq.— 9.31. 
Stanton  st,  n  e  cor  Forsyth  st,  5-sty  brk  and  stone  school  building, 

199x100.   tile  and  pebb'e  roof;   cost.  .$320,000;   City  of  New  York, 

City   Hall;   ar't.   C   B  J   Snyder.  500  Park   av.— 937. 
Water  st.  Nos  64.3-(i45.  two  5-sty  brk  and  stone  schools  and  wagon 

sheds.   50x101.   slag  roof;   cost,  $75,000;   Free  School  tor  Crippled 

Children.   26   W   76th   st;    ar'ts,   Schickel   &   Ditmars,    111   5th   av. 

—936. 
Broadway,  w  s.  .56.6%  s  Cortlandt  st.  33  and  26-sty  brk  and  stone 

office    building.   37.61/2x313. 3'A;    cost,   $3.4ni).O0O;    Broaclwify-Cort- 

landt  Co,  111  Broadway:  ar't.  Francis  H  Kimball.  71  Broadway. — 

932. 

BETWEEN  14TH  AND  59TH  STREETS. 

.37th  St.  Nos  36-38  West.  10-sty  brk  and-stone  store  and  loft  build- 
ing. 51x85,  composition  roof;  cost.  $200,000;  Thomas  R  Ball,  (;0 
W  23d  st;  ar'ts,  Townsend.  Steinle  &  Haskell,  29-33  E  19th  st. 
-938. 

39th  St.  No  331  West,  1-sty  brk  and  stone  outhouse,  61x12.3; 
cost.  .$400;  Daniel  Levy.  389  8th  av;  ar't,  O  Reissmann,  30  1st 
St.— 927. 

39th  St.  No  332  East,  1-sty  brk  outhouse.  12.4x14;  cost,  $2,000; 
L  P  Lee,  on  premises;  ar'ts,  Sommerfeld  &  Steckler,  19  Union 
sq.— 930. 

57th  St.  s  s,  100  w  2d  av.  5-sty  brk  and  stone  school  building.  100 
x(!lx.36;  cost,  $l'25,0O0;  City  of  New  York,  City  Hall;  art,  C  B  J 
Snyder,    500    Park    av,— 940, 

Av  A.  n  w  cor  ■2Sth  st.  two  6-sty  brk  and  stone  tenements  and 
stores,  55x72.5;  total  cost.  $T20.000;  Julius  Tishman,  13  W 
8Sth   st;    ar't,   E   A   Meyers.   1  Union   sq. — 921. 

2d  av.  e  s.  60..3  s  58th  st.  6-sty  brk  and  stone  tenement.  40.2.xS7; 
cost.  $.55,000;  Louis  Zimmerman.  47  W  114th  st;  ar't,  L  F  J 
Weiher.   103   E   125th   st.— 918. 

8th  av.  s  w  cor  51st  st.  4-s(y  brk  and  stone  store  and  loft  build- 
ing, 27x23.5;  cost,  .$5,000;  Estate  of  Julian  T  Davies,  32  Nassau 
st;   ar't,  James  W  Cole,  403  W  51st  St.— 920. 

BETWEEN  59TH   AND   125TH  STREETS.   EAST  OF  5TH  AVENUE. 

72d  st,  s  s.  130  w  3d  av,  2-sty  brk  and  stone  bank  building.  20x 
92.2.  tile  root:  cost  $25  000;  lOih  Ward  Bank.  57th  st  and  3d 
av;    ar't,    Wm    Emerson.    81    Madison   av. — 934. 

81st  st,  s  s,  90  w  3d  av,  6-s(y  brk  and  stone  tenement  and  store, 
40x91.4;  cost.  .$35,000;  Julius  Weinstein.  116  Nassau  st;  ar'ts. 
Bernstein    &    Bernstein,    24    E    23d    St. — 919. 

inth  St.  s  s.  25  w  Lexington  av.  4-sty  brk  and  stone  school 
building,  67x95.11.  Columbian  System  roof;  cost.  $125,000;  Up- 
town "Talmud  Torah,  171  Broadway;  ar'ts,  Bernstein  &  Bern- 
stein,  24   E   23d   St.— 923. 

117th   st,   n   s,   248   e   Pleasant   av,   two   6-sty  brk  and  stone   stores 
and  tenements.  37.6x.87.10;   total  cost.  $75,000;  Montifl'^re  Realty 
Co,  302'Broadway;   ar't,  C  M  Straub.  122  Bowery.— 929. 

Park  av.  e  s.  77.6  n  7Rd  st.  5-sty  brk  and  stone  dwelling,  25x86.5; 
cost.  $70  000;  Mrs  Adele  I  Brown.  995  Madison  av;  ar'ts.  Hill  & 
Stout.    11'23    Broadway.- 9.39. 

2d  av,  e  s,  40  s  124th  st.  6-sty  brk  and  stone  tenement  and  store, 
59.6x67;  cost.  $.3.8.000;  Freedraan  <Sr  Smith.  1439  Madison  av; 
ar'ts,   Bernstein   &   Bernstein.   24   E   23d   st. — 92fh 

5th  av.  No  1025.  5-sty  brk  and  stone  dwelling.  40x61.10.  tile  root; 
cost,  $80,000;  General  L'ovd  S  Bryce.  24  E  81st  st;  ar't,  Ogden 
Codman,   571   5th   av.— 928. 

NORTH   OF   12.5TH   STREET. 
152d  St.  n  s.   100  e  Sth  av.  two  6-stv  hrk  and  stone  tenements  and 
stores,    .50x86.11;    total    cost.    $100,000;     W    &    J    Bachrach.    35 
Nassau   st;    ar'ts.   Bernstein   &   Bernstein,   24    E   23d   St.— 925. 

BOROUGH    OF    THE   BRONX. 

Brvant  st,  w  s.  275  s  Jennings  st,  2-sty  frame  stable,  26x41;   cost, 

$2.(X)0;    Bridget    Gonnelly.    1428    Vvse    av;    ar't,    Niels    Toelberg, 

iSoston   road   and  Prosoect  av. — 1006. 
North    St.    n    s.    75   w   Jerome    av,    1-sty    frame    shed,   20x40;    cost, 

$200;   C  H  Potter,  2351  Davidson  av;  ar't,  G  H  Await,  2259  Mor- 
ris av.— 988. 
12th    St.    n    s.    430    e    Av    B,    2-sty    frame    dwelling,    21x46;    cost, 

$4,200;    Adolph   W   Goldgeier.   2'265  Broadway;    ar't,   Henry  Lane, 

Castle   Hill    and   Ellis   avs.— 1004. 
164th    and    165th    sts    and    Sheridan    av.    block    bounded    by.    3-sty 

frame    dwelling,    18x66;    cost.    .*7  000;    St    Simeon's    Church.    Rev 

R   J   Walkf-r.   pastor    541   E   163d   st;    ar'ts,   Bosworth   &   Holden, 

1170  Broadway.— 981. 
164th  and  16."th  sts  and   Sheridan  av,  block  bounded   by.   1-sty  brk 

church.     34x95;     cost.    $8  000;     St    Simeon's    Church.    Rev    R    J 

Walker,   pastor.   ,541   E   163d   st;   ar'ts,  Bosworth  &  Holden,   1170 

Broadway. — 980. 
172d   St.    w   s.    118   s   Westchester   av,   four   2-sty   frame   dwellings, 

21x52;    total    cost.    $18,000;    Rentier    Bros.    175th    st    and    Gleason 

av;   ar't.  Fred  Rentier.   175th  st  and  Gleason  av. — 9.89. 
174th    st,    e    s.    313    s    Westchester    av.    two    2-sty   frame    dwellings. 

21x74;   total   cost.  $10,000;   Tillle  M   Stadler.   Leiand   and   McCraw 

avs;  ar't,  Henry  A  Stadler.  Jr.  Leiand  and  McGraw  avs, ^1007. 
178th  St.  n  s.  100  w  Lafontaine  av.  two  5-sty  brk  tenements.  37.6x 

88;    total    coct.    $40,000;    ow'r    and   ar't,    Wm   H    Birkmire,    396 

Broadway.— 1002. 
179th    St.    s   s,    100   e   Clinton   av,   3-sty  frame   dwelling,   21.8x.52; 

cost,   $5,000;    Fllomena  De   Lorenzo,   1008  Oakland  pi;    ar't,   J  J 

Vreeland,  2019  Jerome  av.— 987. 
206th  St.  s  s,  175  e  Grand  Concourse,  2-sty  frame  dwelling,  21x.55; 

cost,   $5. .'^00;    Mrs   F   Badolottl,   on   premises;    ar't,   'Wm  Kenny, 

682  E   195th   St.— 998. 


The  text  of  these  pages  Is  eopyrlghtea.    All  rights  are  reserved.    Notice  Is  hereby  given  that  Infringement  ■will  lead  to  prosecution. 
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NEW  TOKK 


20tjth  St,  n  s,  339  w  Perry  av,  two  2-sty  frame  dwellings,  21x01; 
total  cost,  $13,000:  D  Houlihan,  2807  Bainbridge  av;  ar't,  J  J 
IMcMillan,  111  E  20.-th  st.— 079. 
21-tth  St,  s  s,  2.5  e  IMaple  av,  3-sty  frame  store  and  dwelling,  2.'ix 
.5.5;  cost,  .$0,000;  Mary  Parotta,  15  Maple  av;  ar't,  L  Howard, 
17eth  st  and  Carter  av. — 1003. 
228th  st,  s  s,  407.10  e  4th  av,   two  3-sty  frame  tenements,  20x60; 

total    cost,    $10,000;    Nanette    L    Schneider,    228th    st   and   Barnes 

av;   ar'ts,  Moore  &  Landsiedel,  14Sth  st  and  3d  av. — 990. 
239th  st,  n  s,  150  e  Martha  av,  2-sty  frame  dwelling,  21x57;   cost, 

$4,500;     Almira     Lawrence,     2,85     Alexandria    av;     ar't,     Melville 

Lawrence,   239th   st   and  White   Plains   road. — 983. 
Bryant   av,   e  s,  100  n  Jennings  st,  3-sty  brk  dwelling,  20x55;   cost, 

$0,000;    Hawthorne    Building    Co,    George    Brown,    president,    198 

Broadway;   ar'ts,  Moore  &  Landsiedel,  14Sth  st  and  3d  av. — 984. 
Cambrelling  av,  e  s,  47.5  n  lS3d  st.  rear  1-sty  frame  stable,  21x25; 

cost,    $1,000;    John    O'Leary,    2134    Lafontalne    av;    ar't,    Robert 

Glenn.   019   E   149th   st.— 990. 
Courtlandt  av,   w   s,  30.0  s  101st  st,   2-3ty  brk  stable,  27x75;   cost, 

$0,50t);    C   Bohmer,  3170  Park  av;   ar't,   Albert   Rothermel,  080  E 

149th    St.— 999. 
Cambrelling  av,  e   s,  475   n  183d   st,  2-sty  brk  dwelling,   18.6x55; 

cost,    $7,000;    John    O'Leary.    2134    Lafontaine    av;    ar't,    Robert 

Glenn,   619   E   149th   st.— 991. 
Crotona   av.    No    1972,   3-sty   frame    tenement,    21x62.2x66.8;    cost, 

$7,000;    Chas    E    Stahl,    2025   Hughes    av;    ar't,    Rudolph   Moeller, 

1007  Tin  ton  av.— 997. 
Carpenter   av,   w    s,   200   n   2,39th   st,   2-sty   frame   dwelling,   21x50; 

cost,  $4,000:   Mrs  Sallie  Moore,  on  premises;   ar't,  Geo  P  Crosier, 

223d   st  and  White   Plains  av. — 995. 
Fox  av,  w  s,   1'25  s  Jefferson  av,   two  2-sty  and  attic  frame   dwell- 
ings,  peak   shingle   roof,   21x45;    total   cost.   $10,000;    Wm   Ufland, 

16  E  42d  st;   ar't.  Carl   P  Johnson,  8  E  42d  St.— 985. 
Hughes  av,  e  s,  120  n  180th  st,  4-sty  brk  tenement,  25x68.4;   cost, 

$20,000;   ow'r  and  ar't,  Pasquale  D'Auria,   2080  Hughes  av. — 986. 
Hughes  av,  w  s,  85  n  191st  st,  2Vi-sty  frame  dwelling,  peak  shingle 

roof,    18x35;    cost,   .$4,000;    B   Kelley,   2310   Cambrelling   av;    ar't, 

H  H  Duckworth.   Grand  and  Burnside  avs. — 993. 
Marion   av,   e  s,   150  n  lS9th  st,   two  6-sty  brk   tenements,  50.x94.8 

and   97.7;    total    cost,    $80,000;    Adolph    Wexler,    1858   Morris   av; 

ar't.  Harry  T  Howell.  3d  av  and  149th  st. — 1005. 
Olinville    av.    e    s,    450   n    210th    st,    2-sty    frame    dwelling,    21x52; 

cost,   $5,000;    Alva   Durant,   40  Willett  av;   ar't,   Albert   Gerhards, 

90  B  219th  St.— 978. 
Southern   Boulevard,   e   s,   100  s   144th   st,   1-sty  frame   shed,   40.1x 

40;   cost,  $200;   ow'r  and  ar't,   Frances  M  Faulkner,   155  E   128th 

St.— 982.  « 

Southern   Boulevard,   e   s,   .50  n   136th   st,   2-sty  brk  factory,   28.10x 

102.0;   cost,  $8,000;   H  H  Meise.  .59  Barker  av;   ar't,  Arthur  Arc- 

tander   Co.   523   Bergen   av. — 1001. 
Van    Nest    av.    n    e    cor    Garfield    st,    two    3-sty    frame    stores    and 

dwellings,    20.x45;     total    cost,    $9,000;    Louis    Rittenberg,    25    W 

184th   st;    ar't,   Henry  Nordheim,   170  Van   Buren   st. — 994. 
Walton  av,  w  s,  102.9  n  138th  st.  0-sty  brk  factory.  83.2x78;   cost. 

$30,000;     David    Rousseau,    310    Mott    av;    ar't,    Frederick    G    C 

Smith,  20  E  42d  St.— 992. 
Whitlock  av,  w  s,  50  s  Tiffany  st,  twenty  3-sty  brk  dwellings,  21x 

59.4;   total   cost,   $180,000;    ow'r   and   ar't,   Albert  Rothermel,   686 

E  149th  St.— 1000. 


ALTERATIONS 

BOROUGH    OF   MANHATTAN. 

Allen  st,  s  w  cor  Hester  st,  toilets,  windows,  partitions,  to  5-sty 
brk  and  stone  tenement;  cost.  $5,000;  Kallnian  Cohen,  on  prem- 
ises:  ar't,   Henry  J  Feiser.   1.50  Nassau  st — 2397. 

Bleecker  st.  No  203,  install  oven  to  5-sty  brk  and  stone  tenement; 
cost,  $300;  G  B  Perazza.  20%  Mulberry  st;  ar't,  George  M  Mc- 
Cabe,   2   W   14th   St.— 2422. 

Chambers  st,  Nos  49  and  .51.  stairs  to  7-sty  brk  and  stone  bank 
and  office  building;  cost,  $0.50:  The  Emigrant  Industrial  Savings 
Bank,  on  premises;  ar'ts  and  b'rs,  Peter  McCormick  &  Sons,  83 
B  52d  St.— 2431. 

Cherry   st,    No    150,    toilets,    windows,   partitions,    to   two   5-sty  brk 


and   stone   store   and   tenement;   cost,   $2,000;    Martin   Gerone    173 

Fulton   Market;    ar't,   Alfred   L  Kehoe,   200  Broadway.— 2410.' 
Cedar  st.  s  s.  88.10  w  William  st.  add  1  sty  to  13-sty  brk  and  stone 

office  building;  cost,  $50,000:  Continental  Ins  Co,  44-48  Cedar  st- 

ar't,  Francis  H  Kimball,  71  Broadway.— 2408. 
East   Broadway,    No   223,   4-sty   brk   and   stone   rear   extension,    13x 

30,    shaft,    partitions,    to    4-sty    brk    and    stone    tenement;    cost, 

$4,000;    Dr    Wolper,    217    East    Broadway;    ar'ts,    Sommerfeld    & 

Steckler,    19    Union    sq. — 2428. 
Mulberry    st.    No    '248.    toilets    to    .5-sty    brk    and    stone    tenement; 

cost,    $200;    Rizza    &   Joono.    44    Prince    st;    ar'ts,    Sommerfeld    & 

Steckler,    19   Union    sq. — 2426. 
Rose  st.  No  ,32,  add  1  sty  to  front,  2  stories  to  rear,  new  stairs    to 

2  and  3-sty  brk   and   stone   office  and   loft   building;    cost,   .$9  O'OO- 

A   Schraders  Son,  Inc,  .32  Rose  st ;   ar'ts,  D'Oench  &  Yost,  289  4th 

av. — 2407. 
Willett    st,    Nos    ,89-91.    partitions,    store    fronts,    to    two   5-sty   brk 

tenements;    coat,    $800;    The    Vincent    Realty   &    Construction    Co 

.302    Broadway;    ar't,    A    J    MacManus,    1831    Bath    av,    Brooklyn.' 

5th  st.  No  420  East,  partitions,  windows,  toilets,  to  5-sty  brk  and 
stone  tenement  and  store;  cost.  $1,200;  Mrs  Henrietta  Wunder- 
lich,    102  __Av   A;    ar't,    Henry   Regelmann,    133   7th   St.— 2425. 

0th  st.  No  738  East,  toilets  windows,  partitions,  to  5-sty  brk  and 
stone  tenement:  cost.  $1,.500:  Michael  Kramer,  74<;  E  6th  st-  ar't 
Harry  ZIot.   2.30  Grand  St.— 2410. 

16th  st.  No  407  East,  partitions,  windows,  toilets,  to  two  3  and 
5-sty  brk  and  stone  stores  and  tenements;  cost,  $1200-  Estate 
Henry  K<  il,  95  Broad  st;  ar't,  Henry  Regelmann,  133  7th  St.— 
2424. 

22d  st.  No  326  E,  windows,  partitions,  plumbing,  tank  to  4-stv  brk 
and  stone  tenement;  cost.  $4.50;  Albert  Erdman,  00  Broadway 
_ar't.   Oscar   Lowinson,    18-20  E  42d   st.— 2415. 

27th  st.  No  242  East,  partitions,  windows  to  4-sty  brk  and  stone 
tenement  and  store;  cost,  .$900;  Lena  Geis,  Rutherford  N  J-  ar't 
M  J  Filz   Mahoney,   29  W  42d  st.— 2440. 

.3Sth  St.  _No  19  West.  5-sty  brk  and  stone  front  and  rear  exten- 
sion. '2.5x5.  partitions,  walls,  to  4-sty  brk  and  stone  store  and 
studios;  cost,  $15,000:  D  Parmlv.  Oceanic,  N  J;  ar'ts,  Brandt  & 
Mooney,  3d  av  and  85th  st.— 24.39. 

.39th  St.  No  .545  West,  toilets,  windows,  partitions,  to  5-sty  brk  and 
stone  -dwellinK:  cost.  $,«50:  Kate  Fanning;  ar't,  Thoomas  M  Pan- 
ning.  217  W  ]'25lh  St.— 241.3. 

.39th  st,  No  .547  West,  toilets,  windows,  partitions,  to  5-sty  brk 
and  stone  dwellings:  cost,  .$850;  ow'r  and  ar't.  Thos  M  Fanning 
217  W   12.5th   St.— 2414. 

39th  st.  No  428  West,  partitions,  windows,  toilets,  to  5-sty  brk 
and  stone  store  and  tenement;  cost,  $4,000;  Estate  of  Silas 
Davis,   1.30  E  23d  st;   ar't.   Albert  L  Adams.  217  5th  st. — 24.30. 

40th  St.  No  1.37  East.  4-sty  brk  and  stone  front  and  rear  extension. 
13x.35  3.  add  1  sty,  partitions,  to  4-sty  brk  and  stone  residence-' 
cost.  $5,000;   ow'r  and   ar't,  Wm  S  Layer,  66  W  40th  St.— 24.38 

47th  st.  No  69  West,  2-sty  brk  and  stone  rear  extension.  9.0x20,  to 
4-sty  brk  and  stone  dwelling:  cost  $2..500;  John  Kirknatrick  09 
W  47th  st:   ar't.  Frank  P  Bloodgood.  29  W  34th  St.— 2435. 

52d  st.  No  .35  West,  toilets  windows,  partitions,  to  4-sty  brk  and 
stone  dwelling;  cost.  .$3,000;  Pauline  M  Graham,  on  premises-  ar't 
A   P  Bedell.  .33  E  20th  st.— 2402. 

00th  st.  No  223  West,  partitions,  windows,  plumbing,  to  4-sty  brk 
and  stone  tenement  and  store;  cost,  $5  000;  J  Mautner  99  Nassau 
st;    ar't     Otto   L   Spannhake,   200  E   79th   st.— 2411. 

02d  st.  No  150  East,  add  1  sty  to  rear,  partitions,  pent  house,  to 
3-sty  brk  and  stone  dwelling;  cost    .$8  000;   Mrs  W  G  Dominick    35 

^E  57th   st:    ar't.   W  F  Dominick.   1.56  E  02d  st.— 24.32. 

74th  St.  No  .30  East,  2-sty  brk  and  stone  front  extension,  20x5.2. 
to  4-sfy  brk  and  stone  dwelling:  cost.  $5  000;  Anna  R  Marcus,  70 
W   55th    st:    ar'ts,    Adrian   P    Bedell    and    Geo    A    Glaenzer,    33    E 

__  20th  St.— 24.34. 

74th  st,  No  104  East,  windows,  toilets,  partitions,  to  3-sty  brk  and 
stone   dwelling;    cost,   $3,700:    F  G  Hinsdale,  .39  Leonard   st-   ar't 

^  S    E   Gage,    3   Union  sq.— 2401. 

74th  st.  No  100  East,  add  1  sty,  partitions,  stairs,  windows,  to 
3-sty  brk  and  stone  dwelling:  cost.  $9000;  RenRissance  Realty 
Co,   194  Broadway;   ar't,   S  E  Gage,  3  Union  sq.— 2412. 

(Continued  on  page  410.) 


For  other  Judgments  In  Porecloaure  Suits.  Lis 

Pendens.  Foreclosure  Suits,  JudKments.  Satlsfled 
Judgments.  Mechanic  Llena.  Building  Loan  Con- 
tracts. Satlsfled  Mechanics'  Liens  and  Orders  see 
pages    4.'!2,    4X^,    434. 


FILINGS  OP  SEPT.  7TH. 


LIS   PENDENS. 

94th  Bt,  No  24.5  East.  Samuel  Wormser  agt 
Henry  Gehrl  et  al;  specific  performance;  att'y, 
L  Scbafran. 

109th  st,  n  s,  ion  w  Manhattan  av,  1.50x99.11. 
Empire  City  Wood  Working  Co  agt  Samuel 
Michelsen  et  al:  action  to  foreclose  mechanics 
Hen:    att'ys,    Pressinger    &    Newcomb. 

124th  St.  n  s,  100  e  Sth  av,  .50x100.11.  Abner 
P  Blgelow  et  al  agt  Charles  Welssbecker  et  al: 
action  to  foreclose  mechanics  lien;  att'y,  A 
R   Bennell. 

117th  at,  n  s,  .S85  w  Sth  av.  25x100.11.  Samuel 
Hugel  agt  Nathan  K  Habel:  action  to  declare 
vendee's  Men:  att'ys.  Shapiro  &  Shapiro. 

3d   av.   Nos   1351   to   1355.     Adallne   S   Connelly 


agt  Herman  Seitke  et  al;  partition;  att'y,  J  H 
Judge. 

.•ilst  St.  n  s,  175  w  Sth  av,  25x38.9.  Abner  P 
Bigelow  et  al  agt  Alfred  Nelson  et  al;  action 
to  foreclose  mechanics  lien;  att'y,  A  R  Bun- 
nell. 

80th  st,  n  s,  175  w  Amsterdam  av,  25x102.2. 
Sophie  K  Spitzer  agt  Philip  Eckel:  action  to 
impress  vendee's  lien:  att'ys.  Paskus  &  Cohen. 

Madison  av.  No  1.584.  Ernestine' G  Krause  agt 
Joseph  Green  berg:  action  to  compel  convey- 
ance; att'y,   H  M  Kirk. 

1st  av,  w  s,  20.0  s  24th  st,  19.9x70,  and  prop- 
erty in  Kings  County.  Johanna  Hueg  agt 
Charles  Hueg  et  al;  partition;  att'y,  C  B 
Sutherland. 

FORECLOSURE    SUITS. 

Water  st.  No  014.  Herman  Finkelstein  agt 
Abraham   Hoffman  et  al:   att'y.   E  P  Korkus. 

Barretto  st,   n  e  cor  Simpson  st,  105x75. 

Southern  Boulevard,  n  e  cor  Barretto  st,  175x 
100. 

Fox  Bt,  e  B,  225  n  Barretto  st,  100.5x75;  four 
actions. 

Lawyers'  Title  Ins  &  Trust  Co  agt  Northwest- 
ern Realty  Co  et  al;  att'y,  P  S  Dean. 


76th   st,   Nos  .506  to  510  East.     Samuel  Korman 
agt  Samuel  M  Heffberg  et  al;  att'y,  C  Schwick. 

JUDGMENTS. 

Sept. 

7  Abell,    Allen    B»    &    John    T— Bouker    Con- 
tracting   Co $167.84 

7  Bernstein,  Alfred— Rltter  Realty  Co...  144.41 
7  Brandmarker.     Mrs     J     Leon— John     Wana- 

maker   et   al;    possession    of   property   and 

costs    35.28 

7  Brophy.    Elizabeth    &    Timothy    L— National 

Casket    Co 90.31 

"•Baum,  May— Chas  M  Weeks  et  al 45.44 

7  Cole,  Wm  R— Central  R  R  Co  of  N  J.  .16.3.72 
7  Cullglan,  Paul— Noohannes  Monshaklan.51.88 
7  Cohen,  Louis  O— Morris  Feinberg.  ..  .216.42 
7  Conolly,    Harry   A— Gustave   C   Rudolphy  et 

al    38.41 

7  Cox,    Michael— Henry    Leschin 29.65 

7  Cohen,    Mendel— Morris    Josephy 60.15 

7  Diamond,   Henry   P— Ewald  Fleitman  et  al. 

233.32 

7  Davidson,  Edw  M— Alexander  Rothschild  et 

al     32.62 


The  text  of  these  pages  is  copyrighted.    All  rights  are  reserved.        Notice  Is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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RECORD      ANT>     GUIDE  Manhattan        September  8,  1906 


DENNIS  G.  BRUSSEL 

■-  ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT-HEAT-POWER 


The  Brussel  Method  and  organization  is 
devoted  exclusively  to  the  electrical  prob- 
lem of  the  building.  Independent  plants 
installed,  or  wiring  for  street  service.  Wrlt« 
for  particulars. 

15  West   29th    Street,    N.  Y. 


7  Dewey.   Wm   C— Max   Gorodiz    103. &7 

7  Drogarus,     Socrates*     &    Acrwas— Wood    & 

Selick    507.49 

7  de   Lery,   Joseph   B— Daniel    Birdsall.  .1,559.73 

7  Elfln.     Selig— Morris    Friedman 570.34 

7  Eskenasy,    Mica— Geo   W   Martin.    Jr,    et   al. 

:     136.78 

7  Ettinger,     Abraham    &    Herman— Thomas 

Seckland    et    al    301.71 

7  Epstein,  Samuel— Eagle  Roller  Mill  Co. 80.44 
7  Franklin.    James    N — International    Heater 

Co 27.72 

7  Gardner,     Frank    J— Alfred    Hector 121.81 

7  Griffith,    Chas   W— Samuel   W   Bowne   et  al. 

2,401.50 

7  Goldtarb,    Philip— Hyman    D    Baker 300.,'i2 

7  Greenfield.    Wm  J— Herman   Levy 540.41 

7         the    same the    same    325.26 

7  Heinsohn,    William— Margaret    Rohrs   et   al. 

78.80 

7  narris,    Esther— Arthur    Levy    77.01 

7  Hoehn.    William— Beadleston    &    Woerz. 387.51 

7  Hunter,    Chas   A— Wm    W   Astor 40.02 

7«Hoshkowitz,  David— Arthur  C  Brady.  .202.35 
7  Johnston.   James  A.  Geo  W  &  Clarence  A— 

Segfried  Salomon  et  .al 455.54 

7  Kopelman.     Samuel— Eberhardt    Schneider.. 

170.38 

7  Kircbgraber,    Chas    C— National    Casket   Co. 

37.86 

7  Klein,    Adolph— Frederick   A   Lowe 80.74 

7  Lewenhof,    Louis— Louis    Baldinger    et    al. 

254.14 

7  Leimer.    Frank— Eagle    Roller    Mill    Co.203.()l 

7  Lester.    James    F— N    Y    Herald    Co 336.48 

7*Logakos.  A'exander— Wood  &  Selick.  .  .507.49 
7  Lins.  Henrv— John  F  Steever  et  al....l57.20 
7  Mirbach,   Philip  &  Max  S— Gustav  Putzel  et 

al    36.28 

7  Machette,    Edwin    V— Francis    B     Burrows. 

104.00 

7  Mertens.  Frederick  W.  Jr— Laura  E  Merten 

costs,    128.89 

7  Maskin.    Harris— Herman    Levy 540.41 

7  Naughton,     Catherine — Nathan     Fernbacher. 

283.38 

7  Nurick,   Louis   E — Howard  G   Myers 43.54 

7  Olanskv.    Hyman— Arthur    C    Brady 202.35 

7  Ota.    Rikizo— Abraham    Rosenfeld   et   al .  163.01 

7  Olkin,   Bertha— Gustav  Putzel  et  al 36.28 

7  Pearsall.  Henry  E— Chas  A  McMann.  .54.00 
7  Riley,  Thomas  P— August  F  Grimm. ..  .427.26 

7  RIgas.    Peter— Wood    &    Selick 507.49 

7  Romaine.  Geo  W— Chas  B  Barkly 175.41 

7  Robinson,    Simon— Benjamin    Sire 494.66 

7  Seigel,    Harold   J — Isaac    Brinn 59.31 

7*Stein,    Louis   &   Morris— Ewald    Fleitman   et 

al    233.32 

7  Sahlberg,  Karin — Frank  Verde  et  al...47.6S 
7  Stafford.    Bainbridge   A — Michael   D   Howard 

519.72 

7  Stephan,  Charles— Locke  &  Smith  Co.. 236.68 
7  Stotter.  Morris— Chas  M  Weeks  et  al.  .45.44 
7  Tiedemann,     Henry — Chas    F     Nahmmacher. 

303.13 

7  Thompson,  Edw  H— Leo  Schlesinger. .  .189.62 
7  Vandermeulen.   Charles— Geo  W  Martin.  Jr. 

et   al    136.78 

7  Wilkening,   Henry  R— Wm  H  Zudreele  et  al 

395.74 

CORPORATIONS. 
7  The   City    of   N   Y— Patrick   J   Carlin    et   al. 
17,077.99 

SATISFIED  JUDGMENTS. 

•Abe'man,    Abram— P    Conlan.    1901 $2,680.07 

Columbine.  Wm  N  &  Henry  J  Bauer — L  Bauer. 

190() 1,914.63 

Friedman,  Robert— L  Weinstein.  1906. .  .101.34 
Gallender.    Isaac- S    Ellinger  et    al.    1903... 48.01 

■Hains,    Louis— E    V    Pescia.    1<I06 413.86 

^Held,  Cnarles,  Louis  Frankel  &  Louis  Hirsch- 

horn— People,    &c.    1906    2,000.00 

McClure,    Agnes— A   Bourke.    1996    4,38.15 

Nicholsburg.    Henry— H    Frank,    Jr.      1905.108.36 
Pringle,    Eliza.    Eliza    J    Bryan.    Charlotte    J 
Bryan    &    Esther    Du   Puy   Bryan— F  L   Bur- 
roughs.  1906   144.00 

Schwartz.    Selig— L    Schlesinger.    1906 .$,500.00 

Traphager,    Caroline— C    Klein.    1906 391.96 

CORPORATIONS. 
The    Empire    State   Surety   Co— P    W   Cullinan. 
1005    2,001.02 

MECHANICS'  LIENS, 

60— Park  av,  n  e  cor  130th  st.  100x245.  Mason 
Building  Co  agt  Abraham  Schlesinger  &  Her- 
man  Fenischel    $,S,800.00 

61— Park  av,  n  w  cor  107th  st,  100x81.  Same 
agt  same   1,500.00 

62 — Amsterdam  av,  n  w  cor  122d  St.  OO.llx 
100.  Ravitch  Bros  agt  Jacob  H  Horwitz 
&    Max    I    Lefkowitz     2,260..33 

63— 107th  St.  Nos  79  to  87  East.  Saverio  Nappi 
agt  Golde  &  Cohen  and  Schlesinger  &  Fenl- 
chel 2,500.00 

64— Park  av,  n  e  cor  1,30th  st.  245x99.11. 
Same  agt  Abraham  Schlesinger  &  Herman 
Fenicbel    8,000.00 

65— Park  av,  n  c  cor  8.3d  st,  76.11x100.4. 
Kertscher  &  Co  agt  Hauben  Realty  Co... 
18.880.00 

66 — 2d  av,  e  s,  whole  front  between  99th  and 
lOOrh  sts,  201.10x150.  Louis  Bornstein  agt 
Hauben  Realty  Co,  Jacob  Binder  &  Jacob 
Baum    2,.324.00 

67— Park  av.   No  98,3.     Same  agt  same 912.75 

68— 55fb  s*.  Nos  .333  to  .345  East.  American 
Plumbing  Mfg  Co  agt  Hauben  Realty  Co  & 
Gustav    Jackson    2.S0O.OO 

69- Park  av.  No  98,3.  Gatins  Fireproof  Con- 
struction   Co    agt    Hauben    Realty    Co.. 2,050.00 

70— Audubon  av.  n  e  cor  182d  st,  70x100. 
Raisler  Heating  Co  agt  Samuel  A  De  Waltoff 


and  De  Waltoff  &  Marcus  Realty  Co  and  De 

Waltoff    &    Marcus 1,800.00 

71— 119th    St.     .\"os    222    to    236    East.       Moses 

Gruber   agt    Hauben    Realty    Co 7U8.(W 

72— 2d  av,   e  s,    whole   front  between  99th   and 

loath  sts.     M  Gruber  &  Son  agt  same. 2,040.00 
73— 114th   st,   Nos  158  to  168  East.     Same  agt 

Same     500.00 

74_Park  av.  n  e  cor  83d  st,  102.2x110.4. 
McBride  &  Co  agt  Binder  &  Baum  and  Hau- 
ben   Realty   Co 7,200.00 

75— Same  property.  Sigmund  Adler  agt  Hau- 
ben   Realty    Co 5,775.00 

76— Walker  st,  Nos  78  and  80.  Brooklyn  Fire 
Proof    Sash    &    Door    Co    agt    Ernst    Horner. 

1,060.00 

77— 58th  st,  Nos  326  and  328  East.     Houghtal- 

ing   &    Wittfenn   agt    Louis   Zimmerman.  .86.00 
7,S— 124th    St.     Nos    267    and    269    West.       Mc- 
Dougall  &  Potter  Co  agt  Charles  Welssbecker 

and    C   G    Flugare   &    Co    640.73 

79— 2d  av,  e  s.  whole  front  between  99th  and 
llX)th     sts.       Siegel     &     Davis     agt     Hauben 

Realty  Co    9,909.15 

SO— Lexington  av,  w  s.  whole  front  between 
130th    and    131st   sts.    200x100.11.      Same   agt 

same    360.00 

81- !'9^h  St.  n  s.  106  e  2d  av,  14.'>xl.J0.11.    same 

agt   same    6,800.00 

82 — 2d  av,  e  s.  whole  front,  between  99th  and 
100th  s-s,  201.10x2.54x  irreg.  Thomas  J 
Mooney  agt  Hauben  Realty  Co  and  Binder  & 

Baum    3,040.00 

.S.3— 55th   st,    Nos   333   to   345   East.      Same   agt 

same    .2,3.59.50 

84— i3d  st,  n  s,  98  e  Av  A,  150x102.2.  Thomas 
J   Mooney  agt  Frank  Mosser  &  Jacob  Warm. 

3,287.87 

85— 153d  st,  n  s,  23  w  Melrose  av,  74x86.10. 
Nicolo    Sammarton    et    al    agt    Charles    Zim- 

mermann,    Jr 1.500.00 

.8(j— .ssd  St.  No  101  East.     James  W  Conlon  agt 

Hauben  Realty  Co 1,282.50 

87- U4th  st,  Nos  150  and  158  East.     Same  agt 

Binder    &    Baum    725.00 

8.8— 96th  st,  n  s,  180  w  Lexington  av,  37. 6x 
100.     Louis  Bernstein  agt  Rubin  &  Goodman 

100.00 

89— Amsterdam  av,  s  e  cor  lS5th  st,  79.11x100. 

Same  agt   Goodman   &   Bach 450.00 

90— Audubon    av.    s    e    cor    17.Sth    st,    81x145. 

Frank   Steuskal    et    al    agt    Henry    Fox.  .900.00 
91— .55th   st,    Nos   333   to   343   East.      New   Jer- 
sey  Terra   Cotta   Co   agt   Hauben   Realty   Co. 

1,625.00 

92 — 2d  av,  e  s,  whole  front  between  99th  and 
lOith  sts,  .  2tl0.10x256x  irreg.  Frank  Steys- 
kal  et  al  agt  Hauben  Realty  Co;  Frank  Hill- 
man   and   Joseph    Golding 5.6.83.00 

93— 55th  St.  Nos  339  to  345  East.  Thomas  F 
McLaughlin  agt  Hauben  Realty  Co  and  Bin- 
der  &   Baum 141.75 

94— s:^d  st,  Nos  101  to  107  East I 

Park  av,  No  983 1 

Same    agt    same 261.00 

9.5 — 2d  av.  e  s.  whole  front  between  99th  and 
ItKtth  sts,  2(M).x200x  irreg.     Same  agt  Hauben 

Realty   Co:    Hillman   &   Golding 900.00 

96— 24th    st,    Nos    225    and    227    East.         Peter 

Schaeffer   &   Son    agt   Louis   Walter.  ..  .4,493.24 
97— Lexington    av,    w    s.    whole    front    between 
130;h    and    131st    sts,    200xl(X).      New    Jersey 

Terra    Cotta   Co   agt    Hauben    Realty    Co 

2,200.00 

98— 2d  av.   No  941 1 

50th  st.  No  250  East | 

Wi'lner   &    Rosenberg  agt   John    Doe;    Waller 

&  Rosenberg  Bros 75.00 

99— Brook  av.  s  e  cor  1,39th  st,  lOOxlIX).  Cen- 
tral   Fire    Proof    Sash    &    Door   Co    agt    Stei- 

mann   Realty   Co 850.00 

100— 73d  st,  n  s.  98  e  Av  A.  160x100.  Morris 
Levenson  agt  John  Messer  and  John  Warm. 

2,958.00 

101 — 2d  av,  e  s,  whole  front  between  99th  and 
100th  sts,  2«)xl8l).  Same  agt  Hauben  Real- 
ty   Co 2,750.00 

ll)-j_1.52d  st,   n  s,   1.50  w  Broidwiy.   10:lxllll»  10 

Antonio   Boudan   agt   Peyser   Bookstaver.  .23.80 
10.'!— 1.52d  St.  n  s.  150  w  Broadway,  100x199.10. 

Frank    Gueder   agt   same 24.00 

101- — Same  property.     Qunire  Valenti  agt  same. 

12.75 

105 — Same   property.      Pierri   Mollia   agt   same. 

12.75 

108 — Same    property.      John    Martin    agt    same. 

23.80 

107 — Same   property.     Alfred   Mazza   agt   same. 

12.75 

10^^-Park  av,  n  e  cor  8.3d  st,  76.11x106.4. 
White  Van  Glahn  agt  Baum  &  Binder  and 
Hauben    Realty    Co .589.38 

BUILDING  LOAN  CONTRACTS. 

123d  St.  s  s,  100  w  Pleasant  av,  ItXIxlOO.ll. 
Aaron  Cohen  loans  Louis  O  Cohen  and  Chas 
S  Goldberger  to  erect  a  — sty  building;  — 
payments.* 9,000 

Amsterdam   av.    n   w   cor   139th   st.   24.11x100. 
Samuel    Wacht    loans    Louis    Peck    and    Max 
Scoboloff   to   erect   a  6-sty   tenement;   9   pay- 
ments  19,000 

3th  av,  plaza,  w  s,  whole  front,  between  58th 
and  59th  sts,  runs  n  200.10  x  w  230  x  s 
100.5  X  e  25  X  s  100.5  x  e  20  x  n  100.5  x  e  40 
X  s  10O5  X  c  20  X  n  101)5  x  e  21)  x  s  liK).5 
X  e  125  to  beginning.  The  Metropolitan 
Life  Ins  Co  loans  Plaza  Realty  Co  to  erect 
an    IS-sty   hotel;    11   payments 5.000,000 

Hughes  av.  s  w  cor  187th  st,  100x25.  Richard 
S  Collins  loans  John  Marsca  to  erect  a  5-sty 
apartment:   7  payments 15  000 

104th   st,   n   s,    20;)  e  5th   av,   .50x100.11 1 

104th   St.   n   s.   :«0  e  5lh  av.   .50x100.11 | 

Saul  Wallenstein  loans  Chas  I  and  Max 
Weinstein  to  erect  two  6-sty  tenements;  10 
payments 50,000 


SATISFIED  MECHANICS'  I.IENS. 

2d  av,  ne  cor  101st  st.  Wolf  Martin  agt  Abra- 
ham   Spitzer.      (Jan    13,    lOUtJ) 41.00 

Amsterdam  av,  Nos  1483  to  1495.  Toscani 
Bros  agt  Herrmann  Realty  Co.  (Aug  21, 
IIMIO) 63.00 

72d  st.  No  538  East.  New  York  Safety  Steam 
Power  Co  agt  Knickerbocker  Bread  &  Yeast 
Co.      (July  3.   190i;i 823.00 

123d  st,  Nos  440  to  446  East.  Saverie  Bibbe 
agt  Louis  O  Cohen  et  al.  (Aug  20,  1906.) 
1,134.00 

Same  property.  Vincenzo  Valento  agt  same. 
(Aug  17.   1906.) 1,575.00 

Same  property.  Jacob  B  Levine  et  al  agt 
same.      (Aug    18,    1006) 2,800.00 

Same  property.  Samuel  D  Tombach  et  al  agt 
same.      (Aug    16,    1906.) 5,640.00 

Same  property.  Joseph  Rosenblum  agt  same. 
(Aug  23,   1906) 796.95 

=136th  st.  No  929  East.  David  H  Spring  agt 
Joseph  A  Solomon  et  al.  (June  8,  1903) . . 
125.00 

=Cential    Park    West,    s    w    cor   86th    St.      The 
Rockland,     Rockport    Lime    Co    agt    Gotham 
Building   and    Construction    Co   et   al.      (June    , 
26.   ICOI!) 556.85 

12;id  St.  Nos  440  to  440  East.  Murtha  & 
Schmel  Co  agt  Louis  O  Cohen  et  al.  (Aug 
IS,   1906) 3,239.23 

l^t'd  St.  s  s.  .S4  e  Washington  av.  A  Larsen 
&  Co  agt  Hillside  Realty  &  Con  Co.  (July 
23.  190.i) 84.00 

Same  property.  Charles  Isnirian  agt  same. 
July   25,    1906) 40.30 


JUDGMENTS     IN     FORECLOSURE 
SUITS. 

Au;.    31. 

Pleasant   av.    s   w   cor   117th    st.    75.7x94.      Ben- 
jamin   Xeiberg   agt    Louis    Reiner   et   al:    Kra- 
kower   &    Peters,    att'ys:    Lawrence    E    Sexton, 
ref.      (Amt    due,    $28,036.50.) 
Sept.    1. 

Avenue  A,  w  s,  34.4  n  71st  st,  25xl0<>.  Samuel 
Will.ams  agt  David  Levy  et  al:  Boardman, 
Piatt  &  Soley,  atfys;  Frederick  K  Porter,  ref. 
I  Amt    due,    $1,373.23.) 

'.  th  av.  s  s,  e  Y>  lot  1001,  map  of  Village 
of  Wakefield.  Bronx,  50x114.  Julianna  Spon- 
heimer  agt  Theodore  Spouheimer  et  al:  Stil- 
we'.i  &  Decker,  att'ys:  James  O'Farrell,  ref. 
(Amt    due,    $2. .547.60.) 

Se;it.    4. 

No  Judgments   in  Foreclosure  filed  this  day. 

Sept.    5. 

Boston  rd  or  Morse  av,  w  s,  372  s  166th  st, 
72x316x  irreg.  Joseph  Kaplan  agt  Harry  Him- 
berg  et  al:*Max  Monfried,  att'y:  Henry  C 
Wentworth,    ref.      (Amt   due,    ,$5,222.50.) 


LIS   PENDENS. 

Sept.    1. 
31st  st,    No   9   West.      R    I    W    Damp    Resisting 
Paint   Co    agt    Alfred    Nelson    et    al;    action    to 
foieclose  mechanics  lien;   att'ys,   W'esselman  & 
Kraus. 
15th   St.   Ti   s,   513  w   Av  C,   25x103.3.  | 

16th   st,    s   s.   513   w   Av  C,   25x103.3.  | 

Kate  Keenan  agt  Mary  J  Wilson  et  al;  par- 
tition:   att'y,    F    Durgan. 

127th  St.  No  172  East.  Sarah  E  Liscomb  agt 
Sarah  Howard  et  al;  action  to  recover  posses- 
s;on:    att'y.     E    Sweeney. 

lloih  st,  No  2.50  East.  John  Schelberg  agt  Car- 
melo  Atonna  et  al;  action  to  foreclose  lien: 
att'y,    M    Cooper. 

55th  st,   Nos  1.53  and   133  East.     Anna  M  Groge 
agt  August  Ruff  et  al;  action  to  remove  party 
wall,   &c;   att'ys,  G  C  Coffin  &  L  A  CuviUier. 
Sept.    4. 

.S4th  St.  No  126  West.  Galvanotype  Engraving 
Co  agt  Leon  M  Leslie  et  al ;  warrant  of  at- 
tachment;   att'y,    H    .J   Hindes. 

6l)th  st,  s  s,  1.50  w  Av  A,  125x100.  Louis 
Seletzky  agt  Davis  Levin  et  al;  accounting, 
c^c:  att'ys.   Levinson  &  Levinson. 

McCombs  Dam  rd.  w  s,  28.3  s  w  153d  st,  runs 
s  36.9  X  w  .86.6  x  n  .50  x  e  113.6  to  beginning. 
Florence  Stolz  agt  Frederick  Robinson  et  al: 
action  to  foreclose  mechanics  lien;  att'ys, 
Leidy    &     Goodstein. 

1st  av,  Nos  1880  to  1.893.  John  F  Borst  agt 
Estella  Potter;  action  to  foreclose  mechanics 
lien:    att'y,    E    C    Ripley. 

East    Broadway,    No    221.  I 

Clinton  st,  Nos  200  and  202.  | 

Samuel  Gordon  agt  Louise  Kaufold;  specific 
performance;    att'y.    S    Kahan. 

Forsyth  st,  No  103.  William  Rabinowitz  agt 
David  B  Phillips:  specific  performance;  att'ys, 
Rabinowitz  &  Perlo. 

Fulton  St.  No  204.  Hud.son  &  Manhattan  Rail- 
road Co  agt  Chas  H  Bohde  et  al;  action  to  ac- 
quire title;  att'ys.  Stetson,  Jennings  &  Russell. 

St  Nicholas  av,  Nos  346  to  .350.  Mary  Urbach 
agt  John  E  Pye;  specific  performance;  att'y, 
M    Monfried. 

Sept.    5. 

1,3.3d  St.  No  11  West.  Samuel  Scher  et  al  agt 
Catherine  J  Egan;  specific  performance:  att'y, 
P   I   Schick. 

146th  St.  No  825  East.  Thomas  Leshln  agt 
Margaretha  Meyer;  action  to  recover  amount; 
at*.'y.    E    Isner. 

Lots  1  and  2,  map  of  part  of  Gleason  prop- 
erty, Bronx.  People's  Trust  C!o  agt  Annie  A 
Shea  et  al;  action  to  declare  deed  void;  att'ys, 
Wlngate  &  Cullen. 


The  text  of  these  pages   la  copyrighted.     All   rights  are   reserved.      Notice  Is  hereby  given  that  infringement  -will  lead  to  prosecution. 
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HECLA  IRON  WORKS 
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BROOKLYN,  -  -  -  NEW  YORK 


Architectural  Bronze 


AND 


IRON  WORK 


1:1:7.      Abraham    Schwartz    agt 
specific     performauce;     att'y, 


Riviugtou    st,    No 

Simou     Banner; 

a  N   Tuekmau. 
!J4th    st,    No    234    East.      Isaac    Hirschkowitz    agt 

Jacob  Shapiro;  action  to  impress  vendee's  lieu; 

att'y.    D    Sternlicht. 
IJth  av,  s  w  cor,  loSth  st,  100x35oxl04. 4x384.0. 1 
].*).Si-Ii  st,   s  s,  22  e  li:th  av,   runs  s  100  x  w  221 

to    12th    av,    X    n    100    x    e    22    to    beginning] 

Vz    part.  1 

Chas    M    Rosenthal    et    al    agt    Chas    B    Kapp; 

specific  perfoimauce;   att'y,   S  Nordlinger. 
31st    st,    No    9    West.      R    I    W    Damp    Resisting 

Paint    Co    agt   Alfrede    Nelson    et   al;    action    to 

foreclose   mechanics  lien;   atfys,   Wesselman   & 

Kraus. 
ITDth    st,    n    s,    100   w    Amsterdam    av,    125x100. 

Thomas    Mulligan    et   al    agt    Hyman    EUender; 

action    to    foi-eclose    mechanics    lien;    att'y,    M 

Mayer. 

SeiJt.    G. 

Madison  av,  No  15S4.  Ernestine  G  Krause  agt 
Joseph  Gioenberg;  action  to  compel  convey- 
ance, &c;  aU'y,   H   M  Kirk. 

West  End  av,  74th  st,  73d  st,  and  River- 
side av  or  Drive,  whole  block.  William 
Grasser  agt  Chas  M  Schwab  et  al ;  action  to 
foreclose  mechanics  lien :  atfys,  Hilkiuit  & 
Hillquit. 


FORECLOSURE    SUITS. 

Sept.    1. 

3d  av.   No  4417.     Fanny  Braun  et  al  agt  Patrick 

Moaahan  et  al;   att'y,   J   C  J   Langbein. 
Tinton    av.     w    s,     2ti7.6    n    IGlst    st,    82.7xl00x 

iueg.     Conrad  Kopp  agt  Nathan  Marcus  et  al; 

att'y.    S    Williamson. 
Madison  av,  w  s.  00  n  110th  st.  40.11x110.   Hugo 

Roseaste.n  agt  Julian  Benedict;  att'ys,  Fleisch- 

man   &   Fox. 
Jerome   av.    e   s,    104.1    n    105th   st,   214.4xl98.llx 

ineg.        Henrietta     Hirschman     agt     Jessie     B 

Crommette;    att'y,    M    H    Hayman. 
Wales    av,    n    e    cor    150th    st,    100x105.3.      Max 
Coheu    et    al    agt    Chas    F    Kastenhuber    et    al ; 

att'ys,    Davis   &   Kaufman. 
Sept.    4. 
Av    B,     No    19S.       Pincus    Lowenfeld    et    al    agt 

Ignalz   Gluck  et  al;   att'ys,   Arnstein     &Levy. 
Wales    av,    w    s,    whole    front    between    St    Marys 

and     St     Joseph     sts,     202.5x100.       Cornelia    A 

Kneelaud    agt    Harry    Lehr   et   al;    att'y,    A    W 

Varian. 
137th  st,  n  s,  400  e  Lenox  av,  50x99.11.     Simon 

Uhlfelder  et  al  agt   Benjamin  Sisserman  et  al; 

att'y,   M   Silverstein. 
Henry  st,   n  s,   185.7  w  Pike  st,  29x75.     Nathan 

Glassheim  agt  Elias  Epstein  et  al;   att'y,   S   N 

Tuckman. 

Sept.    5. 
Robbius   av,    s   w   cor    139th   st,    92x100.10.      Su- 
preme Realty  Co  agt  Harry  Matz  et  al;   atfy, 

A    Rosenthal.  . 
College    av,    s    e    s.    25    s    w    171st    st,    25x125. 

Chas   S    Whitman   agt   Frederick   W   Zausch   et 

al;   atfy,    B   F  Foster. 
2d    av,    s    w    cor   97th    st,    25.11x75.      Joseph    H 

Schwartz    agt    Isaac   Allen    et   al;    atfys,    Man- 
he  m    &    Manheim. 
109th    st,    s    s,    235    e    3d    av.    25x100.10.      Philip 

Marx    agt    Barnet    Appel    et    al ;    atfy,    W    B 

Marx. 
5th    av,    s    w    cor    ISSth    st,    99.11x120.      Joseph 

Corn  agt  Samuel  Levine  et  al;  atfy,  J  A  Seid- 

man. 
145th  st,  s  s,  3G7.0  s  Willis  av.  57.6x100.     John 

Brown,   agt    Chrisitan    Jacobs    et    al;     atfys, 

Kautrowi.z    Esberg. 

Sept.    6. 
Division  st.   No  230.     Amelia  Rubinsky  agt  Ber- 
nard  Lazarowitz;   atfy,   I  M  Levy. 
Ams;erdam   av,   s  e  cor   13tUh  st,   99.11xH.K>,   two 
actions.      Gei mania    Life    Ins    Co    agt    Chas    I 
Wcinste.u  et  al;  atfys,  Dulon  &  Roe. 
Avenue  A,   No  140').      Max  M  Pullman  agt  Jacob 
Till    el    al;    atfys.    Arnstein    &    Levy. 

JUDGMENTS. 

In  these  lists  of  Judgments  the  names  alpha- 
betically arranged  and  which  are  first  ou  each 
line,  are  those  of  the  judgment  debtor.  The  let- 
ter (D)  means  judgment  for  deficiency.  (♦) 
means  not  summoned,  (f)  signifies  that  the  first 
name  is  fictitious,  real  name  being  unknown. 
Judgments  entered  during  the  week  and  satisfied 
before  day  of  publication,  do  not  appear  in  this 
column,  but  in  list  of  Satisfied  Judgments. 

The  Judgments  filed  against  corporations,  etc., 
win   be  found  at  the  end  of  the  list. 

Sept. 

4  Adelson,    Heymau— Italo    Marching 80.41 

ii  Anglin,  Daniel  E— Robert  Griffin  Co... 61.15 
(i  Allen.  James  T— James  McGinnis.  ..  .448.88 
li  Arfman,  Henry  M— Julius  S  Kahn  et  al.. 65.80 

4  Drandenbuig.    Henry— City    of    N    Y.. 2,537.85 

5  Buik,  Alfred  C  &  Cora  B— Foster  Debevoise 

Co    264.00 

5  Brown,    George— N   Y  Telephone  Co 237.76 

6»Bium,    May— Chas   M   Weeks  et  al 45.44 

6  Burns,     Matthew— Morris    Rosenfleld    et    al. 

„    ortso 

b  Biird,   Milon  E  &  Fanny  L  T— Rosie  Levy. 

.  „ 527.94 

4  Croscup,     Geo    Eris— Fourteenth     St     Bank. 
1,2:!l.fi0 


4  Cohen,     Joseph — William     liogan 60.98 

4  Collie,    Christopher — Eppens    Smith    Co. .64. 7!) 
4  Cooper,    Stephen    A  &   Bertha   V— Nathaniel 

Wnilman  et  al   1117.28 

4  Cosby.    Louis — Louis    Hemmerdinger. ..  .40.91 

4  Co.e,    VVm    F— City   of   N    Y 175.64 

4  Carioll,      Pierre     G the     same 44.44 

4  Collins.    John    H the    same     121.79 

5  Cummings,     Peter — Joseph    F    Barker. .  .75.53 

.")  Cary,   Thomas  J— James  C  Nugent 66.42 

5  Cohrs,    Peter    W — Ferdinand    Munch    Brew- 
ery    323.10 

5  Claude.   Toby  or  Harriet  M  Standing— Julia 
M    C    Carroll    762.84 

5  Cohen,    Isaac— Harry   Geffen   et  al 4.S5.17 

6  Carohu,    Wm    V— WrighLs    Indian    Vegetable 

Compound    Co 443.58 

6  Clune,    Dennis— John    W    Rupp. .  .costs.    23.80 
6  Chasseaud,     Alfred — Sanders     Davies.  ..  .67.50 

4   Uresing,    William— City    of    N    Y 35. 30 

4  DaVidOA-itz,    Heiman the    same    354.46 

4  Dembling,     Henry the    same     186.52 

4  Dunn,    John the    same    186.52 

4  Damon,    Chas    E the   same    41.60 

4   Darragh,    Henry the    same    165.12 

4  Diffloy,     Cecelia the    same     690.36 

4  Darling,  Alicia  R the  same  354.46 

4  Dwyer,    Michael the    same    186.52 

4  Duny.    Martin the    same    1.86.52 

4  Doscher,     Mary the    same     321.09 

4  Deringer,  Eugene  J the  same   354.46 

4  Downing,  Chas  J the  same   354.46 

4  DonntjUy,    Michael— Emanuel    Hecht    et    al. 

52.41 

5  Dogan,     Peter— Angilo    Myers     108.39 

4  Ellison,    Oscar    L— Claude    V    Pallister.  .30.67 
4  Engel,    Abraham    I— M    Shaffer    Co. 23.27 

4  Entz,    J    Fiederick— Henry    M    Israel ..  .201.11 

4'Epstein,     Sam— William     Bogan     00.98 

StEdgeiston,    Frances- Winifred    Brophy.  .153.22 

5  Epstein,     Samuel— George     Bridges     59.97 

1  Frazier,   George— G  B   Stoddart $54.70 

1     Friedman,   L— I  Lefkovitz 100.43 

4  Fleisch,   Hannah- Weber,   Bunke,  Lang  Coal 

Co    88.66 

4  Freese,    Henry- Italo    Marchiony 67.41 

5  Falck,    Simon    A— Dieckerhoft,    Rattloer    & 

Co 75.00 

5  Fierro,    Gennaro— Louis    Diamond    112.40 

6  Fausner,    Clara    S— Redfern    Lim 412.85 

6  Finucanne,    Matthew — David    Mayer   Brewing 

Co 466.89 

6  Freidenheim,   Joseph— Ignatz   Bleich. ..  .179.9] 
4  Grimwood,    Thomas— Chas   J    Bogue. ..  .322.45 

4  Goodstein,    Joseph— Sam    Katz    1!56.91 

5  Goldsmith,     Morris — Francis     Lippuer.  .129.72 

5  Gaffey,   Francis  L— Wm  C   Dun  lop 159.4i 

6  Gray,     Wickliffe— Henry    M    Willis 51.93 

1  Herrmann,  Max  M— Ludwig  Baumann  &  Co. 

459.58 

4  Hess,    Irvin   B— Wm   A   McCrea 101. SI 

4  Holt,   Chas  F— Emanuel   Hecht  et  al 69.03 

5  Hart,    Henry— Leopold    S    Meyer    et    al.  .35.04 

5  llerfleld,    Elias— Moritz    L    Ernst    et    al. 59.68 
5*Hammer,    John    W— Bron.x    Borough    Bank. 

167.73 

6  Hinman,    Chas    J— Gustavo    Duntze.  ..  .224.67 

6  Hinman,    Chas    J the    same    114.41 

6  Haar,     Emil— A    Hupfefs    Sons 498.64 

4  Ingraham,   Violet— City  of  N  Y' 111.58 

1  Jager,    Isidoie— Ora    B    Coates 76.91 

4  Joyce,   Walter— Emanuel  Hechet  et  al... 38.29 

5  J.icobs,     Carl— Anna    Brooks     238.98 

6  Jerozolemsky,    Morris— Stephen    H   Pehlivan. 

,      112.35 

1  Kaufman,  Samuel— Nathan  Peck  et  al.l, 486.55 
5  Koehler,    Andrew— Gustav    Eckert 163.64 

5  Kaplan,     Jesse— Met    Tobacco     Co 59.91 

6  Keuther.     August— Harry    H    Haskell 

costs,    12.72 

6  Kochman,    Herman— Charles   Pape   et  al.41.40 

5  Lehrman,     Max— Francis    Lippner 129.72 

5*Leiman,    Simon— Harry   Geffen   et  al.  ..  .48.5.17 

6  Lindner,    Adolph— Isaac    Wasburg    85.88 

6  Levy,    Herman — Isidor  Berger    236.15 

6  Loewenthal.  Leopold— Herman  Levy. .  .248.56 
4  Maher,     Patrick— Egbert     B     Seaman 

costs,    12.95 

4  Meyer,     Albert    A— James    Butler 997.48 

4  Martin,     Herbert     W— Herbert    H    Jackson. 

223.31 

4  Malia,    Thomas    F— Schratwieser  Fire   Proof 

Construction    Co... : 115.90 

4  McCrea,   Wm  G— Thomas  B  Robertson  et  al 

163.05 

.>  L.drkowitz,    Gizella— People,    &c 1,000.00 

5  Meagher,     Thomas     H— Manhattan     Rolling 

Mill    .50.13 

o  Matthez,   Louis  H— McKillop  Walker  &   Co. 

62.69 

.1  Moussi,     Elias— Ablen    A    Tauony 389.88 

5  Marcuse,      Millard     admr— Jannie     Raunen. 

472.58 

6  Mah'.er,    Samuel— David  Mayer  Brewing  Co. 

404.22 

0  McCann,    Patrick— Atlantic    Distributing   Co. 

145.91 

6  Menzies,   Frederick  W— Arlington  C  Kendall 

26.12 

4  Nichols.    Henry— Emanuel    Hecht   et   al.. 27.26 

4  Norcross,    Chas    P— John    D    Frazee.  .1,241.49 

5  Nichols,    Samuel    A— Bernard    Rockaway    et 

al    •. 1.30.67 

6*Nos'rand.  Harry  R— Gustavo  Duntze.  .114.41 
0  Neuberger,    David   M— Alexander  Lundsberg 

et  al    01.31 

4  O'Briein,  William— Andrew  Ciotte  et  al..35.72 
4  Preston,    Thomas    B— Geo    R    Sutherland. 62.54 

4  Pack,    Jacob— Italo    Marchiony ,V9  41 

5  Potolowsky,    G    Cohn— Louis    Solomon.  .142.25 

5- Phyte,    Alice   J— Edmund    C    Preiss 326,85 

5  Powers.  Francis  F— Frank  P  Parkinson .  .90  92 

5  Parloto,     Luigi— C    Schilling    &    Co 458.02 

(!  Portmin,     Isaac— David     Kalman     69.31 


4  Reilly,    Garret— Cily    of    N    Y' 6.39.15 

4  Ross,    Arthur    M the    same    328.88 

5  Rosen.    Leon— Abraham    Freundlich    et    al. 

257.91 

■>  Rabinowitch,    Louis— Isaac    Lewis    et    al.64,,56 

6  Rothschild,     David— Herman     Strauss.  .899.54 

1   Sirota,     Morris— I     Lefkovitz     100.43 

4iSchreiber,     Jacob— Meyer     Ellenbogen ..  .29.41 

4  Strauss.    Max— P    M    Fletcher    Co 839.45 

4*Shatz,    Abraham— William    Bogen    60.98 

4  Smith,    Wm    S— Jenkins    Mfg   Co 42.51 

5  Slosson.    Harrison   T— Herbert   G  Hull.. 270.72 

5  Sandberg,     Benjamin— People,     &c 1,000.00 

5  Steinhardt,  Max  H— Abraham  Levone.  .80.35 
5  Siaman,.  Egbert   B— Isabel    A   Holmes 

costs,    874.05 

u  Standing,    Harriotte   M— Julia  W  C   Carroll. 

,      762.84 

5  Stehr,    Chas    F— Frank    A    Myrick 48.72 

5  Segal,     Morris— Jacob     Marx 44,67 

5  Shaw,     Christine*     &     Wm    S— Bronx    Bor- 
ough  Bank    167.63 

5  Schover.    Martha    L— Albert    C    Newkirk    et 

al    329.85 

5  Sturman,    Henry— Joseph    Shenk 69.61 

5  Smith,    Andrew— Man    Rolling   Mill 72.43 

6  Rtrotter,  Morris— Chas  M  Weeks  et  al.  .45.44 
6  Swain,  Phillip  S— Aetna  Life  Ins  Co.  ..61.82 
6  Schwartz,     Michael     D— Alexander     Herzog. 

191.91 

6  Sullivan,    Michael    G— Morris    Rosenfield    et 

al    127.88 

6  Sisserman,    Benjamin— B    H    Ogden    Lumber 

,      Co    641.73 

4  Tierney,  Frank  I— N  Y  Telephone  Co.  .42.71 
4  Thompson.    Albert   C— August   Janesen.  .225  72 

6  Toohey,    Patrick   F— Leonard   Keil    49  72 

6  Trenhafl,    Henry— York    Mfg    Co 118.44 

6  Tripler,   Thomas   E,    John   H,   Thomas  E  J, 

&  Chas  W— Chas  A  Cowen  &  Co. ..  ..567.73 
6  Tremaine,  Geo  F— Western  Electric  Co, 129.04 
4  Vie'man.  Valentine — John  W  Peale. ..  .277.17 
4  Vernon,    Walter  F— Carter,    Black  &  Ayers 

411,54 

1  Wright.   Peter  B— John   D  Morris  &  Co.  .59.41 

4  Wood.    Daniel   M— Samuel   Kandell   et  al. 73.01 

5  Weidenfeld.    Herman— Morris    Israel .32.15 

6  Wilson.    Edwin    B— Stark   B   Ferriss 143.50 

6  Wexlman.    Nathan— Isidor    Berger 236.15 

CORPORATIONS. 

1   Morrisauia    Yacht    Club— A    Cross 123.50 

4  The  Lex  Realty  Co— Anthony  Geoghan  et  al 

88.96 

4  Consolidated    Electric    Supply    Co— City    of 

N  Y    176.08 

4  Debrackeleer,     Importing     Co,     Ltd the 

same    ■. 298.26 

4  Duane    Press   Printing   Co the   same. 220.19 

4  Progress    Steam    Laundry    Co— Mark    Block. 

.1.5.41 


5  Old  Sterling  Paint  &  Filler  Co— Otto  Gas 
Engine  Works 211.42 

5  Automobile  Hire  &  Sales  Co— Michelin  Prod- 
ucts   Selling    Co 506.53 

5  the    same Michelin    Tire    Repair    Wks 

194.72 

6  The   People  of  the   State  of  N  Y— Margaret 

Kerr    et    al     costs,    208.60 


SATISFIED  JUDGMENTS. 

Sept.    1,    4,   5,   6  and   7. 

Appleton,  Wm  H— W  S  Bogert.  1903 148.22 

Ajipletcn,    Mary   I— E    L   White.    1903 185.80 

Benedict,    Julian— The  Mineral   Range   R   R   Co. 

1906    32.41 

Cullen.  James  B— J  C  Wilson  et  al.  1892.  .2,34.12 
Cutler,    Lorenzo— N    Y    Life    Ins    &    Trust  jCo. 

1897 2  533.80 

Same same.  1,897   2,534.64 

Same same.     lS!i7     2,536  63 

Same same.    1,S97    2,537.15 

Condon.  Thomas  G— A  B  Bliss.  1903.  ..  .24,757.48 
Chichester,    Wm    R— W    H    Daily.      1887.... 70  88 

Conger,   John— C   Parker,   Jr.   1,S98 )fl, 5,56.26 

Chiches'.er,    Wm    R— H    E    Van    Home..    1892. 

110.70 

Clement,    Thomas    J— J    J    Galvin.    1899 54.66 

De   Malizard,   Alexander  I— C  Parker,   Jr.   1898 

1,565.66 

Epps,    Edw    E— H   Lobel.    1900 42.41 

«E>igert.     George    John    J    Conner    &    Barnet 

Weinberg- H    Boessueck    et    al.      1998.  .  .983.84 

S-mc E   Oe'bermann   et   al.    1806    567.84 

Frindell,     Simon— Lehigh     Valley     R    R    Co. 

1904    27.72 

Htrlder,    Sophia    &    May    Raisch— M    Meyers    et 

al.    1906    284.87 

Hazard,    Edw   C,    Frank    Green   &   Theodore   B 

Stein— L    Schuler.    1002     425.73 

Jacobs.    Joseph    L    &    Simou    H— R    Pearlstone. 

1003    092.93 

Jackson,  Frank  M— J  F  Limbach.  1006.  .  .160.99 
Johnson,    Edward- J    H   Reynolds   et   al.    1000. 

* 161.80 

Kettern,    Geo    J    M— J    Wetterer.    1004 82.,35 

Same H    Meyer.    1904    66.71 

Keener,    Geo    J    M    &    William    Bachman— K 

Krcnier    et    al.     1004     39.1.T 

K'rs-hner,   Anton   &  George  Lautersach— Lach- 

man    &   Jicobi.    1906    313.  < 

Kiplan,   Samuel— T  Krainin.   1905 74  51 

Kurz-r-k.  Riphael- L  Schleesinger.  1006.  .500,OS 
'Lesansky.  Alois— City  of  N  Y.  1005.  .  .161. 6.S 
Lanpher.  Helen  D— M  E  Brown.  1005.  ..  .1,087.42 
Landauer,     Berthold— People,     &c.     1905... 105  11 

Passman,    Nathan— J   K   Berlin.   1900 145  15 

■'Pelstein,    Joseph— A    Stern.    1006 6,432.48 


The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved.     Notice  is  hereby  given  that   infringement  will  lead  to  prosecution. 
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ONE  PER  CENT.  GAINED  —  A  three  or  four-story  building  may  be  built  which  will  net  you 
about  seven  per  cent,  on  your  investment.  If  you  put  in  the  Luxfer  System  of  Sidewalk 
Lights  you  can  make  the  basement  as  well  lit  with  daylight  as  are  the  upper  floors,  and  can 
in  consequence  get  one  per  cent,  more,  perhaps,  out  of  the  investment.  Anyway  it  will 
pay  you  to  send  for  our  man  who  will  explain  it  to  you.    'Phone  3276  Gramercy. 

AMERICAN  LUXFER  PRISM  CO.,  160  Fifth  Avenue,  NEW  YORK. 


Roberts.   Geo  F  &  Ernest   Hicks— The  CraiiduU 

&  Godley  Co.   IS'JO   7U2.U1 

Roberts,    Gertrude the  same.    ISitO 31o.4S 

Sternberg.    Frederick   A— A    Brauun.    ia05.2;;7.41 
Spearing.  James  J— P  F  Dickinson.   I'JOS.  .18!). 77 

Same J    H   Scully.    liiOi 101.48 

Speaiing.  James  J  &  Hugh  J— U  S  Motor  Sup- 
ply Co.   1!I04   -8.8i 

Spearing.  James  J  &  John— D  Isseke.  1904.94.tia 
Talbot.  Chas  N— John  P  Kane  Co.  1903. .  .336.82 

Same C    L    Smith.    1!103    275.26 

"Traum.  Jacob— L  Schlesiiiger.  l'J06 6,432.48 

Williams,    Samuel— G    F    Pelham.    1006. .  .331.06 

CORPORATIONS. 

'New    York    Transportation    Co— D    F    Hea4y. 

^»jQ3    203.90 

Wtn  J  L'emp  Brewing  Co— Lehigh  Valley  R  R 

Co.     liioij -■>^'° 

^Vacated  by  order  of  Court.  ^Satisfied  on  ap- 
peal. ^Released.  •'Reversed.  'Satisfied  by  exe- 
cution.    "Annulled   and   void. 


MECHANICS'  LIENS. 


Aug.    30. 
374_(;7th   St.    Nos  231   to  237   West.      Pasgualle 
Trotla    agt     Nierenberg.     Jatfe    &     Robinsky. 
(Corrects    error    in    last    issue    when    st    Nos. 

were   23   to   27   West.) $320.00 

Sept.    1. 

1— Satisfied.  . ,.  ,      .    ,«,»  ,-■  c      i 

•'—St  Anns  av,  s  w  cor  14oth  st,  lOO.xlM.S... 
"    l-l'.lth   St,   n  s,   180  e  Brook  av    120.x<o   ._. . 

Christian  Jacobs  agt  Browu  &  Lapm.  .3,oo0.00 
3-120th    St.    .Nos    3oO   to    330    East       Henry    J 

Hoerner  agt  Wm  J  Gieeufield  &  Harris  Mas-^^ 

4-^133d"  sV,  ■  Nos    27  'to  ■  31'  West'. ' '  Same    agt__ 

Wm  J  Greenfield   .;.•••• ;  •  W.t;    i' ' 

5-8th  av,  Nos  2471  to  24,3.     Same  agt  V>m  } 

Greenfield   &    Harris    Maskin 83J.iS 

C-144th  St.  Nos  240  and  242  West.     Same  agt 

Harris   Maskin    ••    •  •  • 4JJ.UU 

7— Walker   st,   Nos  78  and  80.     Brooklyn  Fire 

ProoE    Sash    &    Door    Co    agt    Ernst    ""■■nf^^-^^ 

S^iiid  st.'n's. '273'w  Broadway,  50x100.  H 
Radney  &  Sons  agt  Irwin  R  Levis  &  Mernle 
Realty    &   Construction   Co .luu.uu 

9-Audubon  av.  s  e  cor  17Sth  st,  81-xl4a.  Fow- 
ler Plumbing  &  Heating  Co  agt  Henry^Fox.^ 

lO^Sd'st,  isio'326  Ekst."Levy  &  Wechseiman 
agt    Hayman    Wallach     ■  ■  ■  ■  ^-^ .....833..10 

11-Grand  st,  Nos  577  and  onM.  Same  agt 
Hyman  Wallach   &  Max  Zucker    .      .  . .  .  .28J.O0 

lo_Broadway.  e  s,  45  n  loath  st,  50XJ3.J. 
Standard  Plumbing  &  Supply  Co  agt  Home 
of  the  Annunciation  &  Glasser  &  Eberts. 291.31 

i-{_l->Oth  st,  Nos  330  to  336  East.  Dennis 
Deegan  agt  Wm  J  Greenfield  &  Harris  Mas- 
kin   .ioO.UU 

14_149th    st.    No    305    West.      The    Guarantee 
Tile   Co  agt   Frank  Mueller  &  Mueller  Bros. 
lo.OO 

Sept.    4. 

15-^Oth   st,    Nos   330   to   336   East 

Sth   av.    Nos   2471   and   2473 

133d   st,   Nos  2,    to  31   West 

144th  st,    Nos  242  and  244  West 

Jacobs    &    Brooks    agt    Wm    J    Greenfield  _& 
Harris  Maskin    425.00 

16— Audubon  av,  s  e  cor  178th  st,  Slxllo. 
Mprris    Kannensohn    agt    Harry    Fox.  .1.260.00 

17_r|cjth  st.  No  2.56  West.  Union  Gas  Fixture 
Co  agt  Eugene  Vallens  &  Ideal  Electric  Con-^ 
trading  Co 121.70 

18 — 1th  av.  No  373.  Thompson  &  Moran  agt 
Putnam    Holding    Co 2,000.00 

19— 131st  st,  Nos  528  and  530  West.  Borough 
Cut  Stone  Co  agt  J  Goldman  Realty  &  Con- 
struction Co 1,000.00 

20— 2d  st,  Nos  104  and  106  East.  Louis  Kar- 
miol  agt  John  Doe  &  Louis  Sroka 189.00 

21— Audubon  av,  s  e  cor  178th  st,  86x145.  P 
&  F  Corbin  agt  Henry  Fox,  Oliver  Rakekes 
&    Max    Livingston    600.00 

22 — 1th  av.  No  373.  Thompson  &  Moran  agt 
Putnam   Holding   Co    2.000.00 

23— Courtlandt  av,  s  w  cor  159th  st,  48.6x98. 
William  Williams  agt  George  Schuman  &  Ida 
Kaufman    750.00 

24 — Ludlow  St.  No  24.  Herman  Fiukelstein 
agt  Samuel  Shapiro,  Moses  Feinsot  &  Isaac 
Boock    90.00 

25 — Audubon  av,  s  e  cor  178th  st,  81x145. 
John  A  Philbric  &  Bro  agt  Henry  Fox. 
1,.566.95 

26— First  st.  No  13.  Morris  Wolf  et  al  agt 
Julius   Hopplin    870.00 

27— 27th  St.   Nos  9  to  15  East j 

28th  st,   Nos  12  and  14   East | 

American     Air     Cleaning     Co     agt     Twenty- 
eighth   Street   Co    &   Wm    A   Lottiner.  .2,250.00 

28— 27th    st,    Nos    308    to    312    East.       Thomas 

Crump    agt    Jacob    M    Wimpie    532.25 

Sept.    5. 

29— 148th  st,  Nos  554  to  560  West.  Samuel 
Peek  agt  Herman  Peck  &  David  Goldstein. 
1.250.00 

30-79th  st,  Nos  438  to  442  East.  W  Scroggs 
agt    Jacob    Hyman    &    Bernardo    RioiTino.  .89.00 

31 — La  Fontaine  av.  No  2114.  Abraham 
Scheinblum  agt  Harris  Levine 295.00 


32— 69th  st,  s  s,  150  w  Av  A.  100x125.  Cork 
&  iiche  agt  uavis  Levin  &  Gustav  Wacht. 
7.>0.00 

33— EJxter.or  st,  u  e  cor  Cheever  pi,  oO.tOi'.O. 
hieury  H  Meise  agt  Kdwards  &  Co  &  Geo  A 
O  KOarke    Co 265.00 

3., — Auauoon  av,  s  e  cor  ■178th  st,  81x145. 
tius.av    l^rnst    agt    Henry    l*'ox 3,000.00 

35— OOth  st,  iNOS  3i5  to  323  \\est.  Harry  Ap- 
pieoaum     agt     Andrea     Avitabile l.OOJ.OO 

30— Oith  st,  s  s,  100  w  Park  av,  lOOxluO. 
Abranam  Stechier  agt  Abraham  Schlesiuger 
&    Herman    i'enischel     1,300.00 

37— 139th  st,  s  s,  100  w  Amsterdam  av,  50x100. 
Same   agt    same    2,200.00 

3S — iwth   st,    n   s,    100   w    Amsterdam   av,170x 
100.     Fiske  &  Co  agt  Portlandt  Realty  Co  &__ 
Penman    &    Bernikow    398.75 

39— iij.id  st,  u  s,  25  w  Melrose  av,  75x100. 
Church  K  Gates  &  Co  agt  Richard  H  Mitch-_ 
ell    &    Charles    ^.immerman,    Jr 1,327.50 

40— Avenue  A,  No  1404.  Morris  Goldstein  agt 
Saul  J  Sachers,  Saul  Levine  &  Kern  Realty 
i;o 155.00 

41— luJth  st,  Nos  103  and  103  West.     A  Mach 
(fc  sou  agt  David  Galewski  &  Isaac  Silverman  . 
650.00 

42— lOO.h    st,    Nos    103    and    105    West.      Same 

agt     David     Galewski     20.00 

Sept.    0. 

43— 951h  st,  n  s,  100  e  2d  av,  225x100.  Meisel 
Donowitz  6i  Co  agt  Ludius  &  Romm  Realty 
Co,  David  G  Ludins,  Lee  Ludins,  Louis 
KOQim    &    Morris    Komm    11,251.30 

44— iiuth  sc,  s  s,  luo  w  Amsterdam  av,  liox 
lOU.  A  c  Kader  &.  Co  agt  Wiuslow  Realty 
Uo 200.00 

45— AuduDon  av,  s  e  cor  17Sth  st,  81x145.  L  H 
Mace  &  Co  agt  Henry  Fox 514.50 

40- Kiviugton  SI,  Aos  313  and  315.  Max 
baoawitz  agt  Ab,anam  I  Spin  &  Louis 
Koseuoerg    122.00 

4i— Uitn  st,  s  s,  100  w  Park  av,  100x100. 
Maxwell  &.  Dempsey  agt  Abraham  Schlesiu- 
gei'   &   Herman  i-enichei    1,175.00 

46 — Amsterdam   av,    isos  1200  to   1266... | 

122U  st,   Aos  501  to  507  West | 

Same  agt  Jouu  Horowitz  &  John  Lefkowitz. 
1,575.00 

49— lildridge  st,  Nos  235  to  244.  Sutpheu  & 
M.yer  agi  Kstner  MinsKy  &  Max  Balik.  .450.00 

5l1 — Amsterdam  av,  n  w  cor  122d  st,  100x150. 
I'owier  Plumb. ng  ti.  Heating  Co  agt  Horo- 
witz  &   Leikowitz    8,457.16 

51— 133d  st,  Nos  27  to  31  West.  Axel  B 
LuuUen    agt    Wm    J    Greenfield 200.00 

52— Sth  av,  Nos  24i'l  and  2473.  Same  agt 
Wm  J  uieeuheld  &  Hairis  Maskin 200.00 

53— 120. h  st,  Nos  330  to  336  East.  Same  agt 
same    475.00 

54— Hamilton  pi,  n  e  cor  140th  st,  108.6xl09x 
iireg.  Robe.t  Perlmau  agt  Miller  Realty  & 
Construction     Co 1,000.00 

55— Gieason  av,  s  w  cor  175th  st,  21x100. 
Uuionport  Lumber  &  Mlg  Co  agt  Anna 
Kruetzer     &    John    Schwaloenberg 194.47 

5U— Park  av.  No  983.  Isaac  J  Brown  agt 
Tauben    Realty    Co 18,111.83 

57— i3d  st,  n  s,  98  e  Av  A,  100x100.  John 
Simmons  Co  agt  Messer  &  Walm  &  Appel- 
Daum    &   Fuist    3,069.00 

58— 148. h  st,  Nos  544  to  558  West.  Cammack 
&  Seitz  agt  Herman  Peck  &  David  Goldstein 
770.00 

59 — Amsterdam  av.  u  w  cor  122d  st,  90x175. 
Standard  Damp  Proofing  &  Roofing  Co  agt 
John    Horwitz    &    Jacob    Lefkowitz 250.00 

♦ 

BUILDING  LOAN  CONTRACTS. 

Sept.    1. 

27th   st,    Nos   317   to  321   East,      Harry   Fischel 
loans    Roman   B   Zaliels   &   Louis   Oransky    to 
erect   a   6-sty    tenement;    4   payments.  ..  .$7,000 
Sept.    4. 

H)2d  st,  n  s,  227.6  e  Park  av,  50x— .  Abra- 
ham Nevins  &  Harry  W  Perelman  loan  Har- 
ris RicUmau  .&  Louis  Greenfield  to  erect  a  6- 

sty    tenement;    14    payments    30.000 

Sept.    5. 

Riverside  Drive,  n  e  cor  95th  st,  108.8x173. 5x 
irreg.  Maple  Realty  Co  loans  Geo  W  Levy 
Bunding  Co  to  erect  a  6-sty  tenement;  11 
payments    150.000 

Lincoln  av,  s  e  cor  138th  st,  25x100.  Title 
Guarantee  &  Trust  Co  loans  Elizabeth  M 
O'Reilly     to     erect     a     2-sty     saloon,     &c:     3 

payments     20,000 

Seiit.    6. 

Washington    av,    e   s,    279    s    169th    st,    119. llx 
116.9x120.1x110.11.      Atlantic    Dock   Co    loans 
Cauldwell    Avenue    Co    to    erect    three   5-sty 
dwellings;    9    payments    65,000 

3d  av,  u  e  cor  79th  st,  24. 4x85. 2.x  irreg.  Pin- 
cus  Loweufeld  &  William  Prager  loan  Isaac 
Kleinfeld  &  Isaac  Rothfeld  to  erect  three 
—   sty    buildings;    10   payments    60.000 

Weeks  av,  e  s,  95  s  173d  st,  100x95.  City 
Mortgage  Co  loans  Isaac  Rosenzweig  &  Isaac 
Elson  to  erect  five  2-sty  dwellings;  4  pay- 
ments     25.000 

179th  st,  s  s.  100  w  Wadsworth  av.  75xHH.I. 
Same  loans  Henry  B  Cohen  &  Jacob  Perlmau 
to  erect  two  5-sty  tenements;  7  payments. 
55,000 

7Sth  st,  s  s,  170  e  4th  av,  18x102.2.  Same 
loans  Robert  B  Roosevelt,  Jr,  to  erect  a 
3-sty    dwelling;   4    payments    15,000 


SATISFIED  MECHANICS'  LIENS. 

Sept.    1. 

Marion  av,  w  s,  124  s  Kingsbridge  rd,  260x 
I'lO.  The  Union  Stove  Works  agt  Sarah 
A  Lisk  et  al.     (July  7,  190J) $196.00 

^Cherry  st.  No  170.  T  J  Mooney  agt  Etnie  B 
Sachs.       (Sept    22,    1905)     609.00 

'Broadway,  No  354.  Joseph  Roth  agt  Emijy 
Lawrence.      (Aug    29,    1906) 360.00 

Sept.    4. 

Orchard  st,  No  20.  Louis  Hurwitz  et  al  agt 
Jacob    Harris   et    al.      (June    16,    I'JOO) ... 300.00 

137th  st.  No  663  East.  Frederick  Durand  agt 
Jolju   C    Markert.      (Aug  30,    1906) 98.60 

101  h  st,  Nos  435  and  437  East.  Joseph  Roth- 
tperg  agt  Lena  Jacobowitz  et  al.  (Aug  28, 
1906)     615.00 

-Broadway,  u  e  cor  62d  St.  George  Brown  & 
Co  agt  Geo  C  Boldt.      (Aug  24,   1906) .  .7,230.00 

^Jennings  st,  n  s,  106.3  w  Wilkins  pi,  75.x—. 
Thomas  Ward  agt  Benjamin  Berger.  (July 
12,    1906)    230.00 

-Garfield  st,  s  e  cor  Jackson'  av.  Alexander 
Deiuca  agt  Edward  F  Boyle  et  al.  (Aug 
7,  1906)    163.95 

Sept.    5. 
-Park  av,  n  e  cor  185th  st.     Plunkett  Plumbing 

&   Heating  Co  agt  Bassford  Realty  Co  et  al. 

(Aug   30,    1906) 2,635.00 

Jackson  av,   e  s,   155.4  n  Home  st,   100.6x87.6. 

Pierce,    Butler    &    Pierce    Mfg    Co   agt   Louis 

Stern   et   al.      (July    10,    1900) 203.00 

103d  st,   s  s,   100  e  Broadway.     Pfotenhauer  & 

Hesbit    agt    New    England    Con    Co    et    al. 

(Aug  31,   1906) 973.73 

'Eidridge    st.    No    82.      Samuel    Goldman    agt 

William  Weil  et  al.     (Aug  28,   1906) 360.80 

Se;it.    6. 

Av  A,  No  1413.  Frank  Krakora  agt  Sydney 
Walienstein.      (Aug    29,    1906) 2(X).00 

1st  av.  No  2016.  Aloerene  Stone  Co  agt  Aaron 
H    Levine   et   al.      (Aug   25,    1906) 66.00 

-Washington  st,  n  e  cor  West  11th  st.  A  B 
See  Electric  Elevator  Co  agt  Builders  Con 
Co.       (Aug    31,    1906)     2,300.00 

=3d  av.  No  1756.  Harry  Block  agt  Bernard 
S    Minkin    et    al.      (May    2,    1906) 75.00 

13Sth  st,  s  s,  120  w  5th  av,  125x99.  Louis 
Lamport  et  al  agt  Joseph  Jacobson.  (Sept  1, 
I'-'OU)    200.00 

-60th  st.  No  309  East.  R  Tucker  Windle  agt 
'leuement  Improvement  Co.      (May  18,   1906) 

,,••••• „•. 781.60 

143d  st,  n  s,  2io  w  Broadway,  50x100.  Will- 
sou,  Adams  &  Co  agt  Merrille  Realty  Co  et 
al.       (June    30,    I'JOO) 1,010  16 

-'Lewis  st,  Nos  227  to  229.  James  J  Mooney 
agt  Louis  Lewinthan.      (Aug  22,  1906)  .2,284.00 

'Discharged    by   deposit. 
''Discharged   by   bond. 
"Discharged   by   order  of  Court. 

» 

ATTACHMENTS. 

Seiit.    1. 

Guardian  Fire  Ins  Co  ot  Penn;  Jefferson  D 
Bremer;    $16,950;    H   Jones. 

Leslie,  Leon  M  &  Annie  M;  Galvanotype  En- 
graving Co;   $250;    H  J   Hindes. 

Sept.    4. 

Barker,  James;  Wetherhoru  &  Link;  $234.31; 
Wetherhoru     &     Link. 

Sept.    5. 
Burbano,      Rafael;     Camacho,     Roldan     &     Van 

Sickel;   $2,525.46;    E   G   Sammis. 
Duluth    Brewing    &    Malting    Co;    Keitel    &    Co; 

.>6.S54.20;   Truax,    Watson   &   Roberts. 
Hi.mers,    Herman    C;    Frederick   Nachod;    $130,- 

227.81;    Briesen   &   Knauth. 
Petit.    John    S    H;    Adelphia    Realty    Co;    $850; 

N    Vidaver. 
Wayne    Automobile    Co;    Wayne    Automobile    Co 

of   N   Y;   $(8,000;   Epstein  Bros. 

* 

CHATTEL  MORTGAGES. 

AFFECTING   REAL   ESTATE. 
Aug.  31,   Sept.   1,  4.   5  and  6. 

Bleidner    &    Peterson.      3153    Broadway.. E    J 

Gillies  &  Co.     Refrigerator.  $125 

Feigensohn,    D.      1670  Madison   av.  .Abendrock 

Bros.      Ranges.  389 

Halloran    &    O'Hearn.      St    Nicholas    pi    and 

151st   and   152d   sts..U   S   Gas   Fix   Co.      Gas 

Fixtures.  575 

Slesnger  &   Feinshel.     07th  st  68  to  s  s  Park 

and    Madison   av,    30   to    139th    st,    100   tt   w 

Amsterdam    av.  ..  .Montgomery    Lumber    Co. 

Mantels.  1,078 

Sugarman    &    Glich.       730-732    Prospect    av.. 

Abendroth    Bros.      Ranges.  225 

Signell    (John    V)    Co.      n    e   cor   133th    st   and 

Riverside     Drive. ..  .Consol     Chandelier     Co. 

Gas  Fixtures.  2,000 
• 

For  other  Judgments  in  Foreclosure  Suits,  Lis 
Pendens,  Foreclosure  Suits,  Judgments,  Satisfied 
Judgments,  Mechanic  Liens,  Building  Loan  Con- 
tracts, Satisfied  Mechanics'  Liens  and  Orders,  see 
page  432. 
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THERE  is  little  difference  in  the  conditions  in  Wall  Street 
from  what  they  were  last  week.  There  are  reasons,  how- 
ever, why  the  market  should  advance.  Evidences  multiply  that 
the  big  interests  are  ranged  on  the  bull  side,  and  as  nine  stocks 
out  of  ten  are  still  much  below  prices  reached  two  to  six  years 
ago  with  inferior  conditions,  the  bulls  are  in  a  strong  position, 
aided  as  they  are  by  the  comparatively  "bare  shelves"  of  the 
commission  houses.  As  to  the  money  situation,  it  is  well  in 
hand,  and  for  the  time  being  American  finances  have  discon- 
certed English  bankers  by  securing  all  the  gold  available.  It  is 
stated  that  the  Bank  of  France  will  release  from  ten  to  fifteen 
millions  of  dollars  to  the  United  States  in  order  to  preserve 
the  equilibrium  of  the  national  money  markets.  This  fact,  no 
doubt,  is  a  contributing  cause  to  the  higher  prices  of  stocks  pre- 
vailing during  the  week.  As  gold  will  now  come  here  in  as 
large  quantities  as  needed,  there  is  nothing  in  the  immediate 
outlook  in  the  money  market,  commercial  or  financial  world 
that  should  give  cause  for  anxiety.  It  is  not  surprising,  under 
these  circumstances,  that  stocks  have  been  bought  so  freely. 
Many  issues,  as  has  been  before  stated  in  these  columns,  are 
selling  below  their  value,  and  have  gone  into  the  hands  of  Euro- 
pean investors,  which  will  naturally  result  in  a  still  further  in- 
creasing supply  of  gold  from  abroad.  Every  real  estate  and 
building  interest  is  indebted  to  Wall  Street  for  its  vigorous 
action  with  reference  to  the  importation  of  gold,  and  conse- 
quent solution  of  a  money  difliculty  which,  if  of  long  continu- 
ance, would  have  borne  heavily  on  real  estate  and  building 
operations.  It  savors  of  monotony  to  remark  on  our  stupendous 
crops  and  the  unprecedented  activity  and  prosperity  in  the  iron 
and  steel  trade  and  business  generally,  but  they  are  facts  which 
cannot  be  controverted.  "The  steel  scarcity  is  acute,"  says  the 
Iron  Age.  No  doubt  the  demand  for  steel  cars  and  building  con- 
struction have  had  much  to  do  with  this  extraordinary  condition 
of  things.  Copper  stocks,  too,  are  strong  and  higher.  Two 
features  of  the  stock  market  this  week  deserve  mention.  One 
is  that  Missouri  Pacific  and  the  entire  Gould  group  of  securities 
attracted  more  attention;  the  other  the  formal  announcement 
that  the  stockholdei-s  of  the  Western  Union  Telegraph  Co.  would 
be  asked  next  month  to  ratify  the  action  of  the  directors  in  de- 
ciding to  issue  4  per  cent,  redeemable  gold  bonds  to  the  amount 
of  $25,000,000  for  new  construction  and  the  purchase  of  new 
property. 


THE  real  estate  market  has  not  gained  very  much  during  the 
past  week,  either  in  the  amount  or  the  variety  of  the 
trading.  Sales  have  been  few  in  number,  and  restricted  in 
character.  The  great  majority  of  the  brokers  are  busy  with  the 
fall  renting,  which,  according  to  all  accounts,  is  proceeding 
prosperously  in  the  older  parts  of  the  city.  South  of  Fifty- 
ninth  Street  and  on  the  West  Side  rents  have  been  hardening 
rather  tlian  easing  up,  and  it  is  evident  that  the  owners  of 
apartment  houses  in  those  parts  of  the  city  will  have  no  reason 
to  complain.  Conditions  are,  however,  by  no  means  so  favor- 
able on  Washington  Heights.  In  that  section  builders  are  offer- 
ing many  .inducements  in  order  to  attract  tenants,  and  are  not 
even  then  getting  them  in  very  large  numbers.    It  is,  of  course. 


always  diSlcult  to  persuade  people  to  move  from  an  old  and 
familiar  part  of  the  city  into  a  new  and  rough  neighborhood, 
and  In  the  present  instance  the  difliculty  is  increased  because  of 
two  conditions.  In  the  first  place,  for  the  first  time  since  1902 
the  building  of  new  tenements  and  flats  has  run  ahead  of  the 
demand,  and  will  result  necessarily  in  a  larger  proportion  of 
vacancies.  In  the  second  place,  a  mistake  has  been  made  in 
building  on  Washington  Heights  too  many  small  three  and 
four-room  apartments.  The  larger  fl£ts  rent  with  comparatively 
little  trouble,  but  there  are  by  no  means  a  sufficient  number  of 
possible  tenants  to  fill  these  smaller  flats.  The  consequence  is, 
that  some  of  the  builders  are  getting  into  trouble.  A  large  num- 
ber of  liens  have  been  filed  during  the  past  two  weeks,  chiefly 
against  houses  situated  on  Washington  Heights,  and  during 
the  winter  there  will  doubtless  be  gathered  a  fine  crop  of  fore- 
closures. New  building  has,  however,  diminished  to  such  an 
extent  that  a  better  condition  Is  certain  to  be  created  during  the 
coming  year. 


THE  decision  of  the  referee  in  the  case  of  the  Hudson  & 
Manhattan  Railroad  Company  against  Josephine  J.  S. 
Wendell  is  likely  to  have  important  consequences.  The  de- 
fendant owned  and  refused  to  sell  a  piece  of  property  in  Dey 
Street  which  was  needed  by  the  railroad  company  for  its  new 
terminal,  and  when  a  suit  to  condemn  the  property  was  brought, 
it  was  fought  on  the  ground  that  the  company  proposed  to 
use  the  property  not  only  for  a  railroad  station  but  also  for  an 
office  building.  If  the  defendant  had  been  successful  in  re- 
sisting condemnation  on  this  plea,  it  would  have  meant  that 
railroad  companies  who  condemned  land  for  terminal  purposes 
in  Manhattan  could  use  the  land  so  condemned  solely  as  a 
station;  and  inasmuch  as  the  price  of  real  estate  is  so  very 
high  on  Manhattan  Island,  the  inability  of  the  company  to 
obtain  a  direct  income  from  their  purchases  would,  of  course, 
decidedly  limit  the  number  and  extent  of  such  improvements. 
It  is,  however,  enormously  to  the  advantage  of  the  whole  city 
that  the  railroads  should  be  encouraged  to  erect  terminals  in 
Manhattan,  and  it  is,  consequently,  a  fortunate  thing  that  the 
law  does  not  countenance  a  private  property  owner  who  refuses 
to  part  with  a  piece  of  real  estate  which  is  necessary  for  a  pur- 
pose of  such  great  public  Importance. 


FORECLOSURE  of  a  mortgage  on  a  New  York  city  church 
and  the  sale  of  church  property  to  satisfy  a  mortgage  is 
an  occurrence  so  rare  that  the  publication  of  articles  as  to  "the 
passing  of  St.  Leo's  Church"  (St.  Leo's  is  a  Catholic  church  in 
Twenty-eighth  Street  between  Fifth  and  Madison  Avenues)  was 
deemed  by  well-informed  persons  to  be  premature.  It  was, 
and  the  circumstances  which  attend  the  matter  throw  a  con- 
siderable sidelight  on  real  estate  values — and  church  ethics — in 
this  neighborhood.  In  1882  a  loan  of  ?55,000  was  made  by  the 
Bowery  Savings  Bank  on  the  church  and  church  property  of 
St.  Leo's,  the  estimated  value  of  both  of  which  was  $150,000.  The 
loan  was  at  4Vi  per  cent.,  but  since  1882  the  principal  was  re- 
duced by  the  payment  of  $13,250  on  account.  At  the  present 
time  the  city's  appraisement  of  the  value  of  the  land  on  which 
the  church  stands  is  $142,000.  The  church  Itself,  which  has 
been  improved,  enlarged  and  beautified  in  many  ways,  is  esti- 
mated at  $150,000,  and  the  entire  value  of  the  security  is  put  at 
$300,000 — double  what  it  was  at  the  time  that  the  loan,  since 
reduced,  was  made.  The  enhancement  of  the  value  of  the  site 
of  St.  Leo's  is  due  to  obvious  conditions.  The  whole  neighbor- 
hood has  become  one  of  hotels  and  apartment  houses.  To  the 
side  of  the  rectory  is  the  Hotel  Seville;  to  the  south  of  the 
church  are  the  "St.  George,"  the  "Broztell,"  and  the  palatial 
new  building  going  up  on  the  site  of  the  old  Brunswick,  Twenty- 
sixth  Street  and  Fifth  Avenue.  Nearby  are  the  "Wolcott,"  the 
Holland  House,  the  "Breslin,"  and  the  new  "Hoffman."  St. 
Leo's  has  long  been  known  among  the  Catholic  churches  of  New 
York  as  the  one  having  the  most  "fashionable"  congregation, 
largely  drawn  from  the  residents  of  hotels  and  apartment  houses 
in  the  vicinity,  and  the  new  conditions  of  residence  have  added 
to,  it  appears  rather  than  diminished  the  number  of  those  upon 
whom  the  church  depends  for  financial  support.  Apart  from 
this.  Twenty-eighth  and  Twenty-ninth  streets  (the  church  is  in 
Twenty-eighth  Street  and  the  rectory  on  Twenty-ninth)  have 
become  more  important  thoroughfares  each  year.  The  Third 
and  Sixth  Avenue  "L"  roads  have  stations  at  Twenty-eighth 
Street;  there  is  a  Subway  station  at  Twenty-eighth  Street  and 
Fourth  Avenue  a  few  hundred  feet  from  St.  Leo's.  There  is  a 
cross-town  car  service,  with  transfers  on  both,  through  Twenty- 
eighth  and  Twenty-ninth  Streets,  and  the  completion  of  the 
Pennsylvania  terminal  has  had  already  a  favorable  effect  on  all 
property  within  the  zone  of  its  future  influence,  as  the  focus 
of  transportation  into  New  YorK  on  the  West  Side.    So  soon 
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as  the  chief  parishioners  of  St.  Leo's  learned  of  the  beginning  of 
a  suit  in  foreclosure,  they  started  to  pay  off  the  mortgage  and 
not  to  place  a  loan  with  another  institution,  a  very  fair  indica- 
tion of  the  adequacy  of  the  property  and  their  confidence  in  its 
future  as  a  church.  The  officials  of  the  bank  which  made  the 
loan  on  St.  Leo's  have  furnished  no  explanation  of  the  reasons 
which  led  them  to  foreclose,  but  under  the  facts  of  the  case  it 
would  seem  that  this  reason  must  be  a  different  one  than  fear 
of  the  loss  of  the  principal  of  the  loan  reduced  by  $13,250  since 
It  was  made,  while  the  collateral  security  has  doubled  in 
value. 


Madison  Avenue. 

MADISON  AVENUE  is  the  only  important  avenue  in  Man- 
hattan whose  future  remains  apparently  doubtful.  South 
of  Eightieth  Street  it  is  still  for  the  most  part  improved  with 
private  residences,  and  it  is  the  only  thoroughfare  situated  in 
the  central  part  of  the  city  which  remains  to  a  large  extent  in 
this  condition.  There  are,  of  course,  certain  parts  of  Lexington 
Avenue  in  which  the  old  brownstone  private  houses  also  remain 
'  in  possession  of  the  field,  but  it  is  obvious  that,  in  the  course  of 
time,  Lexington  Avenue  is  destined  to  become  a  business 
thoroughfare,  because  the  price  of  property  on  that  avenue  Is 
not  high  enough  to  offer  any  resistance  to  its  eventual  avail- 
ability for  business  purposes.  Madison  Avenue,  on  the  other 
hand.  Is  in  a  very  different  condition.  For  some  blocks  at  least 
the  value  of  its  real  estate  for  residential  purposes  is  so  high 
that  it  cannot  offer  very  much  of  a  temptation  to  business  men, 
and  throughout  the  whole  of  its  length  it  is  changing  very 
slowly— so  slowly  that  people  are  prone  to  overlook  the  irre- 
sistible tendencies  which  will  In  the  end  transform  It  much  more 
rapidly  into  a  different  kind  of  an  avenue.  It  may,  indeed,  be 
laid  down  as  a  safe  general  rule  that  no  avenue  in  Manhattan, 
except  that  part  of  Fifth  Ave.  facing  the  Park,  is  destined  to  re- 
main in  the  hands  of  the  owners  of  private  residences.  The 
peculiar  layout  of  the  city  demands  that  the  avenues  shall  be 
given  over  either  to  business  or  to  tenements  and  apartment 
houses.  Private  residences,  so  far  as  they  are  to  continue  to 
exist  at  all,  will  be  confined  to  the  side  streets. 

The  part  of  Madison  Avenue  south  of  Thirty-fourth  Street 
has  come  in  for  a  very  small  share  of  the  radical  transforma- 
tion which  has  since  1901  overtaken  the  central  district  of 
Manhattan.  The  number  of  important  new  buildings  which  have 
been  erected  on  that  part  of  the  thoroughfare  during  the  past 
five  years  can  be  counted  on  the  fingers  of  one  hand.  They 
include  one  large  apartment  house,  one  apartment  hotel,  and  a 
woman's  club-house.  There  has  been  practically  no  buying  of 
property  for  business  purposes,  except  in  the  immediate  vicinity 
of  Thirty-fourth  Street,  and  there  have  been  no  large  business 
buildings  erected.  It  is  none  the  less  true,  however,  that  within 
the  next  ten  years  this  part  of  Madison  Avenue  will  become 
almost  exclusively  devoted  to  wholesale  and  retail  trade.  There 
remains  comparatively  little  room  at  the  present  time  for  ware- 
houses south  of  Twenty-third  Street,  and  the  wholesale  trade  Is 
beginning  to  push  up  Into  the  district  north  of  Madison  Avenue, 
So  far  the  new  loft  buildings  have  been  erected  chiefly  between 
Broadway  and  Seventh  Avenue;  but  it  Is  manifest  that  they 
must  eventually  include  a  much  larger  area,  South  of  Twenty- 
third  Street  warehouses  have  been  built  as  far  east  as  Fourth 
Avenue,  and  there  is  no  reason  to  suppose  that  they  will  not 
also  be  built  as  far  east  as  Fourth  Avenue  north  of  Twenty-third 
Street.  In  that  event,  of  course,  the  larger  eleven-story  ware- 
houses will  go  up  on  Madison  Avenue,  which  is  very  available 
for  the  purpose  because  of  its  proximity  to  the  retail  stores 
farther  west.  No  other  future  is  possible  for  the  whole  section 
between  Twenty-sixth  and  Thirty-fourth  Streets,  Fourth  and 
Fifth  Avenues.  It  is  so  central,  and  so  convenient  to  Fifth 
Avenue,  that  it  cannot  remain  permanently  devoted  to  private 
residences,  particularly  when  these  private  residences  are  largely 
used  as  boarding  houses. 

The  section  between  Thirty-fourth  and  Forty-second  streets  is, 
however,  subject  to  very  different  conditions.  This  is  the  dis- 
trict in  which  property  commands  such  high  prices  for  resi- 
dential purposes  that  the  business  man  cannot  afford  to  com- 
pete for  it.  A  few  stores  will  creep  in  from  Thirty-fourth 
Street  north  and  from  Forty-second  Street  south,  but  for  the 
most  part  this  part  of  Madison  Avenue  will  not  he  radically 
changed  for  a  great  many  years.  It  may  well  remain  in  sub- 
stantially its  present  condition  for  another  generation.  Just  as 
the  district  immediately  north  of  Washington  Square  has  been 
allowed  to  remain  a  little  oasis  of  pleasant  private  houses  in  a 
bu&i^ess  section,  so  that  district  bounded  by  Fifth  and  Lexing- 
toBi  Avenues,  Thirty-fourth  and  Forty-second  Streets,  is  not 
likely  to  succumb  to  business  invasion  for  mapy  years  to  come. 


The  owners  of  the  houses  on  Murray  Hill  are  naturally  much 
attached  to  the  neighborhood  in  which  they  live,  and  they  are 
willing  and  able  to  protect  it  against  any  encroachment  which 
would  make  it  any  less  desirable  than  it  is  for  domestic 
purposes. 

North  of  Forty-second  Street  still  another  set  of  conditions 
prevail.  Throughout  this  whole  neighborhood  as  far  north  as 
Eightieth  Street,  the  majority  of  the  buildings  on  Madison 
Avenue  are  old  brownstone  houses;  but  on  this  part  of  the 
avenue  they  are  being  rapidly  replaced.  The  buildings  which 
are  replacing  them  are  not,  however,  being  devoted  to  business; 
they  are  apartment  houses  of  the  highest  class.  During  the  past 
year  four  improvements  of  this  kind  have  either  been  an- 
nounced or  undertaken,  and  it  is  evident  that  this  process  of 
substituting  large  fireproof  apartment  houses  for  the  old  dwell- 
ings will  continue  as  fast  as  conditions  will  permit.  It  is  an 
interesting  fact  that  property  owners  on  Madison  Avenue  have 
not  shared  in  the  great  rise  in  the  value  of  private  residential 
property  on  the  East  Side.  Of  course,  the  price  of  this  property 
has  increased  rather  than  decreased,  but  it  has  not  increased  in 
anything  like  the  same  proportion  as  has  the  property  on  the 
side  streets.  The  reason  is,  of  course,  that  the  noisy  trolley 
cars  on  Madison  Avenue  make  a  location  on  the  side  streets 
much  more  desirable  than  on  Madison  Avenue,  and  it  naturally 
follows  that  this  part  of  the  avenue  has  become  relatively  more 
desirable  for  apartments  than  it  used  to  be.  The  demand  for 
locations  in  that  part  of  the  city  is  very  lively,  and,  inasmuch 
as  part  of  this  demand  must  necessarily  be  satisfied  by  apart- 
ment houses,  it  is  evident  that  little  by  little  new  buildings  of 
this  description  will  be  substituted  for  the  old  private  houses. 
And  as  the  result  of  this  substitution  it  is  inevitable  that  this 
part  of  Madison  Avenue  will  have  many  more  stores  on  it  than 
it  has  at  present.  The  greater  density  of  population  will  de- 
mand a  larger  amount  and  a  greater  variety  of  retail  service, 
particularly  in  view  of  the  fact  that  the  blocks  between  Lexing- 
ton and  Fifth  avenues  south  of  Eightieth  Street  are  in  many 
neighborhoods  meagrely  provided  with  really  good  stores.  Thus 
Madison  Avenue  is  destined  to  become  during  the  next  ten  years 
an  avenue  of  warehouses  up  to  Thirty-fourth  Street.  From 
Thirty-fourth  Street  to  Forty-second  Street  it  will  remain  very 
much  in  its  present  condition,  and  north  of  Forty-second  Street 
it  will  gradually  be  occupied  chiefly  by  apartment  houses,  many 
of  them  with  stores  on  the  ground  floor. 


Pests. 

To   the   Editor   of   the  Record  and   Guide: 

We  have  been  annoyed  to  a  great  extent  by  brokers,  or  clerks 
of  sonit  of  the  largest  real  ■estate  firms  in  the  city,  answering 
advertisements  that  we  place  in  the  daily  papers,  leading  us 
to  believe  from  their  correspondence  that  they  are  principals 
having   money   to   invest,    etc. 

It  is  a  strong  rule  of  this  office  to  personally  call  on  parties 
interested  in  our  advertisements,  and  in  so  doing  we  have 
discovered   the  above-mentioned   circumstances. 

No  doubt  many  other  brokers  could  make  a  similar  com- 
plaint, and  we  would  like  to  know  the  best  way  for  the  good 
of  all  brokers  concerned  lo  have  these  illegitimate  transactions 
abolished.  We,  of  course,  understand,  there  is  no  legal  redress, 
but  think  that  some  action  could  be  taken  to  at  least  make 
these  offenders  tran.sact  future  business  in  a  legitimate  manner. 

Yours  very  truly, 

ECKERSON    &    DAVIS, 

200  Broadway, 


For  many  contemptible  offences  there  is  no  redress.  We  must 
learn  to  class  them  among'  the  mosquito  bites  of  life.  Nature 
teaches  us  best  how  to  deal  with  pests. 

As  a  general  rule  it  is  not  worth  while  to  notice  them, 
though  occasionally  it  is  some  satisfaction  to  swat  one.  We 
avoid  their  society  when  we  can,  and  endure  them  when  we 
must,  but  a  man  should  be  bo  big  in  his  manhood  that  the 
stings  of  human  parasites  are  no  more  to  him  than  flea  bites. 

It  is  true,  ho-n-ever,  that  pests  have  been  multiplying  in  this 
particular  community  of  late.  For  several  weeks  there  has 
been  a  plague  of  real  fleas.  Naturalists  say  they  are  prone  to 
afflict  us  every  seven  years,   weather  permitting. 

The  weather  has  a  great  deal  to  do  with  the  conduct  of  in- 
sects. Sometimes  the  moral  atmosphere  of  a  place  becomes 
contaminated.  It  smells  of  corruption.  Insects  then  multiply 
and  bite  viciously. 

In  normal  times  the  tear  of  the  law  and  the  power  of  public 
opinion  restrain  instincts  of  rascality.  But  when  men  in  high 
places  make  a  mockery  of  square  dealing,  when  irreverence  is 
raiTipant    and    respect    for    common    law    and    morals    is    disap- 

-  pearing— then  it  is  time  to  expect  a  plague  of  human   pests. 

-  In    this    particular    case    the    implication    is    that    when   a    real 
estate   broker   spends   money   to   advertise   a  desirable   property 

"  for  sa4«  there  are  others  in  the  trade  mean  enough  to   try  to 
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steal  hs  business  from  him.  It  is  a  fact  that  advertisements 
of  property  for  sale  often  draw  answers  from  persons  who  have 
no  intention  of  buying  for  themselves,  but  some  of  these  will 
frankly  proclaim  themselves  brokers.  Sometimes,  too,  real 
estate  firm's  when  they  advertise  premises  do  not  give  their 
owns  names,  so  that  one  cannot  tell  whom  he  is  addresising.  A 
great  deal  of  money  is  wasted  in  blind  advertisements.  We 
cannot  go  so  far  as  to  say  that  a  broker  may  not  solicit  busi- 
ness by  answering  the  public  advertisements  of  owners  who 
have  parcels  on  the  market,  though  it  is  clearly  unprofessional 
to  steal  business  from  a  fellow  broker. 

But  wrongs  in  this  category  are  committed  mostly  through 
misunderstanding  and  without  malice  prepence.  Anonymous 
advertisements  cannot  justly  shake  their  finger  at  anonymous 
answers.  One  must  take  his  chances  at  a  bal  masque.  But 
the  line  of  professional  honor  is  somewhere  visible  In  every 
case,  and  your  true  business  man  in  every  age,  even  in  this, 
will  re'spect  it.  Most  real  estate  advertisements  are  too  vague, 
a  good  many  are  too  nice  to  be  true,  and.  a  whole  lot  are  not 
read  by  the  right  people. 


Plan  for  Relief  at  the  Brooklyn  Bridge. 

To  the  Editor  of  the  Record  and  Guide; 

Permit  me  to  submit  to  the  Record  and  Guide  and  its  readers 
a  plan  for  quick  and  temporary  relief  from  the  barbarous  cCn- 
ditions  existing  at  the  bridge.  This  plan  will  also  admit  being 
embodied  in  permanent  relief. 

The  diagram  shows  both  the  present  and  the  proposed  plans. 
On  the  present  plan  the  whole  outgoing  crowd,  in  the  evening 
rush    hours,    is    handled    from    platform    "A,"    containing    about 


coming  and  the  outgoing  passengers  will  be  separated;  and  If 
platform  "A"  is  as'signed  to  the  trains  coming  through  Fulton 
St  and  platform  "B"  to.  trains  coming  through  M.vrtle  av,  the 
outgoing  passengers  will  always  enter  their  trains  from  the 
same  platforms. 

That  is  all  there  is  to  this  plan  for  quick  relief,  and  for  per- 
manent relief  a  plan  as  here  proposed  (with  the  exception  of 
having  a  platform  between  the  two  inner  tracks)  can  be  in- 
stalled on  the  ground  floor.  That  would  give  four  pockets  and 
five  platforms  on  the  ground  floor  which  could  be  used  for 
terminal  pa.ssengers  only;  then,  if  the  upper  floor  was  connected 
with  the  proposed  elevated  loop  or  the  Interborough  service,  or 
both,  all  that  need  be  done  would  be  to  uncover  the  tracks 
and  switches  at  the  Park  row  end  of  the  building  and  connect 
them  with  the  Interborough,  and  remove  the  stairs  from  plat- 
forms "A"  and  "B,"  and  the  upper  floor  would  then  be  a  way 
and  transfer  station,  and  stair-climbing  would  be  entirely  elimi- 
nated. The  crowd  would  then  be  divided  in  about  halves,  as 
the  through  passengers  would  never  meet  or  interfere  with  the 
terminal  passengers. 

When  this  is  done  the  terminal  so  far  as  handling  the  pas- 
sengers is  concerned,  will  be  perfect.  There  is  absolutely 
nothing  new  about  this  plan;  it  is  an  ordinary,  everyday  rail- 
road terminal  and  way  station  such  as  is  used  everywhere 
else,  only  it  is  made  to  fit  and  meet  the  present  conditions. 
Instead  of  what  is  there  now,  where  the  accommodations  are 
limited  by  the  switching  capacity  of  the  terminal,  there  will 
be  a  system  wherein  the  accommodations  are  limited  only  by 
the  capacity  of  the  bridge  itself,  as  the  terminal  would  be  able 
to  accommodate  twice  as  many  trains  and  passengers  as  could 
cross   the  bridge.      There   will  then   be   a  great   deal   of   room   to 
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5,000  sq.  ft.;  the  passengers  stand  on  this  platform,  waiting 
for  a  train  which  can  stop  for  only  about  half  a  minute,  and 
they  must  scramble  apd  fight  their  way  into  the  cans  as  best 
they  can,  and  that  is  really  the  main  trouble.  When  the  trains 
reach  Brooklyn  the  passengers  have  to  change  cars  and  again 
climb  stairs,  wait  and  scramble  and  fight  their  way  into  a ' 
Brooklyn  train.  The  incoming  passengers  use  platform  "B," 
which  also  contains  about  5,000  sq.  ft.  Those  two  platforms 
contain  all  the  space  that  is  available  for  passengers,  and  the 
balance  of  the  building  is  wasted  space,  and  there  is  a  great 
deal  of  it. 

To  install  the  proposed  plan,  very  few  changes  need  be  made 
from  the  present  plan.     The  changes  necessary  are: 

(1)  To  put  in  a  crossing  at  "C." 

(2)  To  alter  the  stairways  of  platforms  "A"  and  "B." 

Ci)  To  extend  the  platforms  by  covering  the  tracks  and 
switches  at  the  Park  row  end  of  the  building,  and  the  benefits 
that  will  be  derived  are  that  six-car  trains  can  be  used  during 
the  rush  hours  instead  of  the  present  four-car  trains;  that 
each  train  can  stand  still  for  about  three  minutes  for  unloading 
and  loading  as  against  half  a  minute  now;  more  and  longer 
trains  can  be  run  per  hour,  so  that  crowding  in  the  cars  them- 
selves will  be  diminished;  there  will  not  be  any  transferring  at 
the  Brooklyn  terminal,  as  all  the  Brooklyn  trains  will  come 
direct  to  New  York;  the  platform  space  will  be  increased  at 
least  tenfold,  as  the  whole  area  of  the  building,  including  the 
three  waiting  trains,  is  available  for  passengers,  with  the  ex- 
cepfon  of  one  pocket,  where  the  incoming  and  the  outgoing 
trains  change  places;  the  incoming  and  the  outgoing  pasrsengers 
will  be  separated,  because  the  incoming  passengers  on  the  two 
centre  trains  will  unload  from  the  platforms  of  the  cars  on  to 
the  enclosed  platform  and  stairways  leading  down  to  the  gal- 
lery floor  below,  while  the  outgoing  passengers  will  enter  the 
cars  through  the  centre  door,  and  with  the  two  trains  on  the 
outer  tracks  the  unloading  will  be  on  the  outer  platforms  and 
the  loading  from  the  inner  platforms,  so  in  both  cases  the  in- 


spare  at  the  Park  row  end  of  the  building,  so  one-half  of  the 
structure,  from  Park  row  to  the  dotted  line  "D,"  can  be  taken 
away  and  this  space  could  be  used  as  a  plaza  in  front  of  the 
building  and  give  a  splendid  opportunity  to  make  a  handsome 
entrance  worthy  of  the  bridge.  The  trolley  service  can  also 
be  improved,  and  the  trucking  out  to  Park  row  can  be  djne 
away  with,  but  that  can  be  gone  into  later. 

As  Borough  Presidents  Coler  and  Ahearn  and  Comptroller 
Metz,  together  with  their  chief  engineers  are  investigating  this 
matter,  would  it  not  be  well  for  the  readers  to  study  this  plan, 
and  if  they  find  it  to  be  correct  lend  their  aid  to  the  city 
otHcials?  To  enable  the  readers  to  study  the  plan,  the  arrows 
show  which  way  the  trains  run;  a  train  comes  and  goes  about 
every  minute,  as  it  takes  about  one  minute  for  one  train  to 
move  away  and  another  one  to  take  its  place,  and,  in  either 
case,  the  outgoing  train  lias  the  right  of  way,  and  the  incoming 
train  takes  its  place. 

Any  one  who  will  take  the  trouble  to  look  it  over  will  find 
that  the  above  statements  are  correct.     Tours  truly, 

N.   POUI.SON. 


The  Demand  for  Capital. 

To  the  Editor  of   the  Record  and  Guide: 

Sir:  In  your  editorial  of  the  8th,  referring  to  the  difficulty 
of  securing  mortgage  loans,  you  have  made  a  worse  case  than 
the  facts  really  warrant,  because  you  have  grouped  your  figures 
without  reference  to  the  annual  mortgage  tax  law  of  1905. 
The  amount  of  mortgages  recorded  during  the  first  six  months 
of  190."p  was  phenomenal,  but  was  partly  due  to  the  mortgage 
tax  which   took   effect  July   first. 

If  the  figures  are  arranged  as  follows  the  effect  of  the  annual 
tax  is  more  plainly  evident: 

Mortgages  recorded  in  New  York  County: 

2d  6  mos.  1904,   174  millions. 

let  6  mos.  1905,  450  millions. 

2d  6  mo6.   1905,  JOi  millions  (^ipnual  tax  period). 
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1st  6  mos.  1906,  227  millions   (annual  tax  period). 

Nine  weeks,  July  1  to  Sept.  6,  1906,  73  millions. 

Tlie  mortgages  recorded  during  the  first  nine  %veelts  after 
July  1  are  at  the  rate  of  over  400  millions  a  year,  which  is  fifty- 
three  millions  more  thain  in  1901.  The  mortgages  recorded 
from  April  26  to  Sept.  6,  of  this  year,  amount  to  173  millions, 
which  is  at  the  rate  of  500  millions  a  year. 


It  is  true  that  the  demand  for  capital  is  so  great  that  loans 
are  somewhat  hard  to  get,  but  we  should  not  lose  sight  of  the 
fact  that  loans  on  real  estate  have  been  obtained  during  the 
last  four  months  exceeding  in  amount  those  obtained  during 
any  similar  period  except  June.  1906,  when  all  sorts  of  mort- 
gages were  put  on  record  in  advance  of  the  annual  tax. 

LAWSON    PURDT. 


The   Mortgage   Money   Market 

And   Its   Relation   to   Real   Estate   Speculation  and   Building  Trades,   as 

Viewed  by  High  Authorities 


PARAMOUNT  to  all  other  markets  this  summer  is  the  mort- 
gage money  market.  Real  estate  interests  have  v.'atched 
the  course  of  the  money  market  more  sharply  than  in  years,  and 
this  is  true  of  the  public  at  large,  with  the  result  that  there 
is  a  better  understanding  of  the  relation  existing  between  Wall 
Street  as  the  money  centre  and  the  real  estate  market,  and  also 
the  brick  market,  and  the  market  for  lumber,  iron  and  other 
building  materials.  This  summer  the  mortgage  division  has  lost 
the  step  and  fallen  behind  in  the  march  of  events,  and  the  main 
army  is  marking  time  while  the  supply  trains  are  catching  up. 

There  is  no  real  dispute  over  the  causes  of  the  present  scarcity 
of  funds.  The  situation  presupposes  a  heavy  drain  upon  bank- 
ing resources,  and  is  refiected  in  firm  money  the  country  over; 
but  our  metropolitan  banks,  while  concerned  with  this  general 
demand,  have  had  placed  upon  them  the  additional  obligation 
of  financing  an  extraordinary  local  investment  in  real  estate 
and  an  extensive  speculation  in  securities  at  high  prices.  Under 
this  double  burden  and  the  further  handicap  of  inelastic  cur- 
rency regulations,  they  have  been  compelled  to  report  a  steady 
diminution  In  their  holdings  of  reserves  above  legal  require- 
ments. With  no  prospect  of  a  surcease  of  the  needs,  replenish- 
ment is  looked  for  in  two  directions;  first,  through  importations 
of  gold,  and,  second,  through  the  release  from  the  U.  S.  Treas- 
ury of  accumulated  moneys  not  immediately  necessary  to  the 
conduct  of  the  business  of  the  Government.  But  a  forty  per 
cent  call  money  rate  in  September  is  novelty  enough  to  attract 
more  than  passing  attention.  It  has  been  equaled  in  September 
only  twice  in  thirty-two  years;  once  in  1873,  when  a  rare  of  1% 
per  cent  per  diem  was  touched,  and  again  in  1873,  when  quo- 
tations reached   186  per  cent. 

Upon  real  estate  transactions  and  building  operations  the 
money  stringency  has  had  a  marked  effect,  though  real  property 
values  were  never  more  stable  and  renting  never  better  in  the 
central  sections  of  all  boroughs.  Real  estate  is  in  the  con- 
dition of  being  restrained  and  held  up,  and  apparently  is  as 
strong  as  ever  as  a  general  proposition.  On  Washington  Heights 
builders  have  made  a  mistake  in  the  choice  of  plans;  the  section 
has  been  surfeited  with  a  relatively  cheap,  and,  as  is  plain  to 
be  seen,  an  undesirable  classs  of  apartments  in  the  opinion  of 
families  which  would  naturally  gravitate  to  the  Heights.  It  is 
to  be  hoped  that  this  splendid  territory,  deserving  the  best  atten- 
tion dt  builders,  has  not  been  seriously  harmed  by  the  last  two 
years'  work. 

As  regards  values  in  well-settled  sections  no  atPrmative  evi- 
dence could  too  strongly  state  the  case.  Property  on  the  market 
may  be  said  to  be  even  scarce,  in  that  it  is  for  the  most  part  held 
in  hands  sufficiently  strong  and  well  content  to  hold  it,  and  wlio- 
ever  buys  title  must  pay  the  highest  quotalion3  in  years.  This 
applies  to  both  busines'S  and  residence  property  in  the  central 
sections  referred  to.  In  Brooklyn  there  has  not  been  so  many 
detached  houses  built  this  season  as  in  19tl5,  In  the  clioice  resi- 
dential suburbs,  but  more  attention  is  likely  to  be  given  to  this 
department  of  construction  in  the  future,  not  only  in  Brooklyn 
but  in  the  Bronx,  when  mortgage  money  becomes  easier. 
Brokers  report  the  demand  for  one-family  houses  in  the  suburbs, 
and  for  large  flats  and  apartments  in  good  locations  in  Manhat- 
tan as  apparently  inexhaustible,  and  consider  it  as  an  effect  of 
the  general  prosperity  of  the  city.  A  much  better  feeling  is 
abroad  this  September  than  was  predicted  in  August,  and  every- 
thing that  can  be  said  against  real  estate  is  comprehended 
under  tight  money.  Building  forces  are  being  augmented,  thi 
outgo  of  materials  is  larger  than  a  month  ago,  Portland  cement 
has  risen  fifteen  or  twenty  cents  a  barrel  in  a  fortnight,  and 
brick  has  touched  $6.75. 


How  the  Title  Companies  View  the  Mortgage  Money 
Situation. 

Mr.  Edward  O.  Stanley,  second  vice-president  of  the  Title 
Guarantee  &  Trust  Company,  in  reply  to  a  question,  if  it  was 
true  that  the  title  companies  were  calling  in  o\-erdue  loans  and 
refusing  to  make  new  loans,  as  a  general  rule,  cither  for  long  or 
short  terms,  said:  "  So  far  as  this  company  is  concerned  we  ape 
not  calling  in  any  overdue  loans,  nor  are  we  refusing  to  make 
new  loans.  We  are  making  loans  much  as  usual,  except  that  as 
the  market  for  loans  is  more  limited  and  the  interest  rates  are 
higher  than  usual,  we  are  compelled  to  decline  extensive  build- 


ing loans  almost  entirely  and  loans  in  large  amounts.  Ordinary 
loans,  however,  we  are  taking  as  usual." 

"Is  it  true,"  Mr.  Stanley  was  asked,  "that  not  only  life  insur- 
ance companies,  but  the  fire  insurance  companies,  are  not 
buying  any  more  real  estate  mortgages  through  title  com- 
panies, but  are  actually  calling  in  real  estate  loans  on  account 
of  the  losses  at  San  Francisco?" 

"The  fire  insurance  companies,"  said  Mr.  Stanley,  "never  have 
been  buyers  of  real  estate  mortgages  to  such  an  extent  as  would 
make  them  any  consideral?le  factor  in  the  real  estate  lending 
situation.  What  they  may  be  doing  or  not  doing,  therefore,  is 
not  of  considerable  interest  to  the  real  estate  operator.  The  life 
insurance  companies  are  buying  mortgages,  though  not  in  quite 
such  amount  as  usual." 

As  to  what  real  estate  interests  may  expect  as  a  consequence 
of  the  money  situation  in  the  immediate  future,  Mr.  Stanley 
said: 

"The  money  situation  is  a  very  exceptional  one,  and  is  due 
wholl.v  lo  the  extraordinary  prosperity  which  prevails  ihroughout 
the  entire  country  and  makes  a  largely  increased  use  of  money; 
in  itact,  to  the  same  reason  which  has  made  New  York  realty 
•  active."  While  we  frequently  have  flurries  in  money,  'S?nding  call 
rates  to  a  much  higher  point  than  they  now  3.re  and  the  price  of 
money  foi  one  or  two  months'  to  a  higher  rate  than  at  present 
prevails,  yet  it  has  been  many  j^ears  since  we  have  seen  time 
money  for  a  long  time,  say  from  six  months  to  a  year,  at  so  high 
a  figure  as  to-day.  When  loans  secured  by  the  best  collateral 
command  6%  for  twelve  months'  time,  tliat  approaches  the  usual 
mortgage  loan  of  three  years  to  such  an  extent  as  to  consider- 
ably affect  the  mortgage  rate. 

"An  important  element  in  the  mortgage  lending  situation  is, 
of  course,  the  savings  banks.  Many  deposltoi-s  in  the  savings 
banks  of  this  city  have  Xieen  withdrawing  their  deposits  for  the 
purpose  of  investing  in  small  parcels  of  real  estate  and  then 
going,  through  the  title  insurance  companies,  back  to  the  same 
banks  from  which  they  have  withdrawn  their  deposits  to  secure 
their  mortgage  loans.  The  savings  banks,  from  the  excess  of 
withdrawals,  have  so  much  the  less  to  loan  upon  mortgage,  and 
at  this  source — the  great  reliance  or  the  real  estate  borrower — 
there  has  been  a  large  diminution  in  lending  capacity.  The  sub- 
stitution of  the  recording  tax  for  the  annual  mortgage  tax  should 
have  reduced  the  rate  of  interest  upon  mortgages  in  this  State  by 
at  least  %  of  1%.  That  no  material  reduction  followed  the  tak- 
ing effect  of  this  legislation,  but  that,  on  the  contrary,  the  mort- 
gage lending  market  is  flrmer  to-day  than  last  spring,  shows 
that  really  it  has  advanced  %%  more  than  is  indicated  in  the 
rates. 

"The  fact  is,  that  the  exceptional  prosperity  of  the  country, 
which  means  a  higher  earning  capacity  for  industries  of  all 
kinds,  means  also  so  great  a  demand  for  money  as  to  increase 
its  lending  rate.  In  this,  real  estate  mortgages  must  share  to 
some  extent.  There  is  money  to  be  had  now  for  loans  upon  real 
estate,  and  there  will  continue  to  be  a  reasonable  amount.  The 
man  who  has  good  real  estate  security  and  asks  for  a  proper 
loan  on  a  basis  of  no  unduly  inflated  value  of  his  property,  will 
no  doubt  be  able  to  get  it;  but  for  the  present  at  least  he  must 
make  up  his  mind  to  pay  a  little  higher  rate  than  he  has  been 
in  the  habit  of  doing.  It  is  generally  supposed  that  the  excep- 
tional strain  upon  the  money  market  which  is  now  existent  will 
not  continue  beyond  about  the  first  of  the  year,  and  lower  rates 
are  looked  for  by  next  February,  yet  it  would  not  be  at  all  sur- 
prising if  mortgage  loans  did  not  even  at  that  time  come  to  a 
rate  which  the  fact  that  they  are  a  tax  exempt  investment 
entitles  thern  to.  There  is  nothing  in  the  present  money  lend- 
ing situation  which  should  alarm  the  properly  conservative  in- 
vestor in  real  estate,  though  it  would  be  wise  for  the  speculative 
builder  to  be  sure  of  his  financing  before  undertaking  new 
operations." 


The  Appetite  for  Speculation. 

"Answering  your  inquiry  as  to  the  general  situation  of  real 
estate  in  Greater  New  York,"  remarked  Mr.  Burton  Thompson, 
of  John  M.  Thompson  &  Co..  "taking  what  we  believe  to  be  an 
unbiased  view  of  present  conditions,  we  say  emphatically  it 
is  strong,  healthy  and  encouraging."  Continuing  Mr.  Thompson 
said:    "Waves   of   speculation : and   investment   in    all   lines   ebb 
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and  flow  as  the  tides  of  the  sea.  Obviously  a  condition  of 
ru'n  would  fix  upon  the  bond,  stock  or  realty  market  if  the 
trend  were  continuously  in  either  one  direction  or^  the  other. 
We  need  our  'downs'  to  realize  our  'ups.'  At  -present-  there  is 
anC  since  the  fcerinning-  of  summer  thire  has  been  a  quietus 
in  actual  buying:  and  selling.  This  we  know  to  be  due  more 
to  what  has  gone  before  than  to  any  present  lack  of  confidence. 
There  has  undoubtedly  taken  place  an  over-building  in  a  cer- 
tain line,  viz.,  middle  class  apartments.  But  even  this  is 
confined  to  given  sections  where  recent  transportation  develop- 
ments  held   out  alluring  invitations   to   the   operator. 

"No  one  will  claim  that  the  busines's  section  (the  backbone) 
has  been  overdone;  nor  that  high-class  apartments  or  d%veUings 
are  a  drug  on  the  market.  Neither  do  we  believe  that  there  is 
any  money  stringency  where  legitimate  investments  are  con- 
cerned. This  brings  us^to  the  real  meat  and  metaphor  of  the 
subject:  The  appetite  for  speculation  alone  has  swallowed 
whole  the  taste  for  the  other  forms  of  realty  investment.  The 
whole  country  has  turned  its  eyes  upon  real  estate  since 
those  investigations  which  laid  crime,  machination  and  dis- 
solute disorder  at  the  door  of  insurance  companies  and  some 
other  public  corporations.  The  man  who  saves  his  money  is 
anxious  to  invest  it  where  he  can  see  It  and  in  such  a  manner 
as  precludes  its  us-e  for  personal  profit  by  members  of  a  con- 
scienceless corporation.  He  is  not  satisfied  to  have  it  earn 
5  per  cent,  to  6  per  cent,  on  mortgages — or  2  per  cent,  in  sav- 
ings bank — hence  he  buys  a  lot  or  an  apartment  house.  The 
man  fiom  whom  he  buys  does  not  leave  his  money  on  deposit 
v/ith  your  charitable  institution,  but  he  immediately  seeks  another 
investment  in  real  estate  for  another  profit. 

"Thus  the  money  is  vvithdrawn  from  the  savings  banks,  the 
major  source  of  the  mortgage  market.  As  a  natural  conse- 
quence the  big  title  companies  realize  an  increased  demand 
and  thus  they,  too,  have  their  funds  depleted.  They  call  a 
halt  by  unanimous  consent  on  a  certain  class  of  loans,  and  a 
few  short-sighted  builders  go  to  the  wall.  All  this,  however, 
is  only  a  shaking  down — a  relief — a  catching  up  with  con- 
ditions. There  is  nothing  permanent,  alarming  or  frightful  in 
the  situation.  The  value  of  realty  is  predicated  upon  its  earning 
power.  We  do  not  believe  that  the  worst  pessimist  in  the 
field  of  our  labors  would  be  hardy  Aiough  to  even,  suggest 
that  real  estate  in  all  New  York  City  is  not  earning  its  way. 
GOOD   CONDITIONS   IN   QUEENS. 

"We  can  take  you  to  Queens  where  we  have  devoted  much 
time  and  study  to  the  situation  and  show  you  as  healthy, 
progressive  and  firm  a  situation  as  was  ever  tenable  in  any 
market  or  any  time  hithertofore.  This  is  because  it  has  not 
been  built  up  to  the  requirements  of  the  present  demand  for 
houses.  There  are  other  sections  doubtless  which  will  offer 
the  same  proofs  to  the  student,  if  he  will  but  investigate." 


Mr.  Davies  on  the  Bronx  Situation. 

Mr.  J.  Clarence  Davies,  of  14!)th  st  and  3d  av,  asked  how 
the  mortgage  money  market  was  alfecting  the  North  Side,  said: 

"If  one  will  but  reflect  on  the  enormous  amount  of  building 
that  has  taken  place  in  the  Bronx  during  the  last  two  years, 
to  say  nothing  of  other  sections  of  the  city,  that  these  build- 
ings are  now  completed  and  ready  for  mortgages,  that  apart- 
ment houses  in  the  Bronx  when  completed  required  in  the  past 
ten  to  eighteen  thousand  dollars  permanent  mortgages  each, 
whereas  the  prcBcnt  new  'law  apartments  require  anywhere 
from  twenty-five  to  sixty  thousand  dollars  permanent  mort- 
gage, .and  consider  also  the  vajst  amount  of  mone.v  taken  up  by 
prosperous  conditions  in  all  lines  of  business,  it  will  be  plain  why 
there  should  be  a  stringency  for  money  on  permanent  mort- 
gages at  five  per  cent.;  and  these  conditions  are  neither  more 
nor  less  than  what  was  expected  by  those  who  anticipated  the 
future  a  year  or  two  years  ago.  Conditions  were  exactly 
parallel  in  this  section  in  1899  when  it  took  about  a  year  for 
builders   to   obtain   their   permanent   mortgages. 

PLENTY   OP    MONEY    FOR    GOOD    LOANS. 

"There  is  plenty  of  money  to  be  had  on  good  loans  from 
$'"i,000  to  $15,000,  and  on  well  located  business  properties  for 
any  reasonable  amount,  but  the  title  companies  and  investors 
are  extremely  careful  in  loaning  on  vacant  land  and  on  new 
law  apartments,  fearing  the  overbuilding. 

"It  is  true  that  in  certain  sections  there  has  been  an  over- 
production of  tenements,  and  this  overproduction  will  naturally 
cause  a  reduction  in  rents,  and  the  houses  will  soon  be  filled; 
and  in  fact  I  am  surprised  at  the  comparatively  few  vacancies 
with  the  enormous  amount  of  building  going  on.  And  still 
to-day  with  all  the  building  there  Is  a  great  necessity  for  one, 
two  and  three-family  houses,  the  demand  for  which  there  is 
.no  way  of  supplying,  and  loans  from  $0,000  to  $10,000  are 
readily  obtainable  on  this  class  of  house,  and  it  is  to  these 
houses   that  builders  should  turn  their  attention. 

"The  Bronx  is  not  dead  by  any  means,  and-  as  a  matter  of 
fact  the  population  is  growing  more  rapidly  now  than  it  ever 
has  in  the  past.  The  real  estate  interests  are  just  marking  time, 
after  the  strenuous  times   of  the  last  two  years. 

"If  we  should  have  a  money  panic  it  would  result  perhaps  In 
a    number    of    cases    that    lots    and    buildings    would    pass    into 


stronger  hands,   better  able   to   take  care  of  them  and  to  hold 
.them  until  tljey  obtain  their  true  value. 

;  MONEY   AWAITING   A   SETBACK. 

"I  did  have  some  apprehension  as  to  the  future  last  spring, 
but  I  k.iow  personally  there  is  so  much  money  awaiting  a  set- 
back in  order  to  seize  the  opportunity,  that  when  the  setback 
comes  it  will  not  go  far  and  be  of  very  short  duration,  and 
then  the  Bronx  will  go  ahead  as  fast  as  ever." 


Program    for  the  Long  Island  Real  Estate  Convention. 

TUESDAY,   SEPT.   IS,   AT  1    P.   M. 

Greeting,  Otto  Kempner,  president  of  the  Kings  and  Queens 
County  Real  Estate  Exchange. 

Address  of  Welcome,  Hon.  Herman  A.  Metz.  Comptroller  of 
the  City  of  New  York. 

"The  Long  Island  Awakening,"  T.  I.   McNeece. 

"Long  Island's  Advantages  for  the  Home  Seeker  and  Manu- 
facturer,"  Milton  Xi'Ecluse. 

"Long  Island  as  I  See  It,"  Robert  W.   Haff. 

"The  Long  Island  Investor,"   H.   Stewart  McKnight. 

"The  Long  Island  Railroad  Company,"  A.   L.   Langdon.    [ 

"The  Development  of  Nature  Beauty  as  an  Aid  to  Realty 
Value,"  H.  Allen  Tenney. 

"The  Present  and  Future  of  Queens  County,"  Wm.  H. 
Griffith.  ; 

"Queens  and  Nassau  in  Perspective — 1910,"  E.  J.  McCormack. 

"Laud  Reclamation,"   Walter  J.  Greacen. 

"Real  Estate  Advertising,"  Putnam  Drew.. 

"The  Effect  of  Party  Politics  on  Real  Estate,"  John  M. 
Thompson. 

"Importance  of  .Sewerage  and  Proper  Sanitary  Precautions," 
John  W.   Paris. 

"Cit.v  Development  and  Local  Consequences,"  Calvin  Tomkins. 

Each  day's  session  begins  at  1  o'clock.  Ten  minutes  allowed 
for  debate,  pro  and  con,  after  the  reading  of  each  paper,  to  be 
followed  by  a  general  discussion  at  the  conclusion  of  the 
program.  If  It  should  be  found  impossible  to  conclude  the 
reading  of  papers  on  the  first  day,  they  will  go  over  to  the 
second. 

WEDNESDAY,    SEPT.    19,    AT   1    P.    M. 

Reading  of  unfinished  papers. 

Reports  of  Committees. 

General  Debate. 

Adjournment. 

Excursion  provided  by   Long  Island  Railroad. 

Dinner  at  Consumers  Park  Hotel  on  returning  to  Brooklyn 
at  6.  30  P.   M. 


Profit  in  Renovating  Old  Houses. 

,_  An  exceedingly  interesting  phase  of  real  estate  enterprise 
consists  in  renovating  old  apartments.  An  example  is  the  case 
of  Mr.  Milton  P.  Oppenheimer,  president  of  the  Adams  Realty 
Co.,  20C  Broadway,  who  bought  a  house  last  May.  It  was  an 
S-sty  structure,  and  part  of  the  building  had  been  converted 
to  other  uses  than  the  regular  apartments.  On  the  upper  floor 
three  apartments  had  been  changed  to  something  that  looked 
like  a  ballroom.  On  the  lower  floor  eight  apartments  had  been 
sacrificed  to  the  convenience  of  a  kitchen  and  dining-room,  and 
a  few  others  were  devoted  to  housing  the  help  needed  in  this 
kitchen  and  dining-room,  which  was  run  at  a  loss. 
Again,  two  different  apartments  were  offered  for  rent  despite 

/the  fact  that  the  toilet  in  their  bathroom  had  been  removed. 
All  the  vacant  apartments  were  in  a  dilapitated  condition,  and 

.  the  prospective  tenant  was  given  the  promise  that  "  the  owner 
would  decorate  to  suit." 

"I  estimated  at  the  time,"  says  Mr. '  Oppenheimer,  "that  the 
rent  roll  was  $33,000,  of  which  $-1,000  was  a  clear  loss,  be- 
cause it  was  occupied  by  the  dining-room,  kitchen,  •etc.  On 
obtaining  possession,  I  restored  the  original  plan  of  the  house, 
and  thereby  reclaimed  $4,000  worth  of  rent.  Through  making 
other  necessary  repairs,  such  as  furnishing  toilets  in  bath- 
rooms, a  water-tight  roof,  and  finally  handsome  decorations,  the 
rent  roll  was  increased  to  over  $38,000.  My  arithmetic  shows 
that   in  four   months   at   comparatively  small   outlays,   the  rent 

'  roll  was  increased  33%,. while  the  advance  amongst  the  tenancy 
was  not  more  than  about  5%.     This  small  increase  they  cheer- 

;  fully  pay  on  account  of  the  better  condition  of  the  building. 
You  will  readily  see  that  when,  in  four  months'  time,  one  can 
raise  the  rent  of  a  $28,000  building  to  $38,000,  there  is  still 
profit  in  renovating  old  houses." 


The  Index  to  Volume  LXXVII  of  the  Record  and  Guide, 
covering  the  period  between  January  i  and  June  30,  1906,  is 
now  ready  for  delivery.  Price  $1.  This  Index  in  its  enlarged 
form  is  now  recognized  as  indispensable  to  every  one  en- 
gaged or  interested  in  real  estate  and  building  operations.  It 
covers  all  transactions — deeds,  mortgages,  leases,  auction  sales, 
building  plans  filed,  etc.  Orders  for  the  Index  should  be  sent  at 
once  to  the  office  of  publication,  14  and  16  Vesey  St. 


44° 


REC')RI>    AJSD    GUIDE 


September  15,  1906 


^ 


"ig^^" 


■^#11^^ 


"is^'isr 


^  THE   REALM    OF  BUILDING 


\^^-Jo). 


J3yS\_ 


_ra«s\. 


The  Foundations  of  the  Trust  Company  of 
America  Building. 

The  following  plan  shows  the  layout  of  the  twenty-three 
caissons  which  are  to  fonn  the  foundations  of  the  Trust  Co. 
of  Anjerica  Building  at  Nos.  37-41  Wall  st.  The  caissons,  sizes 
of  which  are  given  on  the  plan,  are  to  be  carried  down  to  bed 
rock,  an  average  of  75  ft.  below  the  surface. 
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The  photograph  of  the  works,  taken  Sept.  1,  190G,  is  from 
Wall  s>t,  looking  towards  Exchange  pi.  On  the  right  is  shown 
a  corner  of  the  steei  traveler,  which  is  the  first  ever  employed 
in  foundation  contracting.  It  has  four  masts  and  four  booms: 
one  at  each  end  of  its  four  corners.  This  complete  rigging  was 
designed  by  the  engineer  of  The  Foundation  Company  and  is 
calculated  to  lift  from  ten  to  fifteen  tons  on  each  boom  without 
difficulty. 

On  the  left  is  shown  the  top  of  one  of  the  caissons  which 
has  been  sunk  to  bed  rock;  back  of  this  is  a  cassion  in  the 
process  of  sinking;  still  farther  back  is  another  caission  that 
has    just    been    started.      In    front    and    along   side    of    the    first 


caisson  Is  show-n  a  Moran  air  lock.  This  is  a  very  good  view 
of  the  air  lock  designed  and  patented  by  Mr.  Daniel  E.  Moran, 
C.  E.  It  is  this  air  lock  that  has  made  it  possible  to  sink 
caissons  in  New  York  City  through  the  soft  material  along  side 
of  buildings  whose  foundations  are  not  carried  down  to  bed 
rock.  ■Without  the  Moran  lock  it  would  be  practically  impos- 
sible to  do  this  without  settling  and  consequently  damaging  the 
adjoining  property. 

On  top  of  the  second  caisson  on   the  left  is  s-hown  a  number 
of   cast  weights.     These  castings   weigh   about   two   tons   each. 


and  have  been  designed  by  The  Foundation  Company  to  lessen 
cost  and  expedite  the  handling  of  the  necessary  weight  required 
for   sinking   caLssons. 

This  building  has  a  frontage  of  01  ft.  on  Wall  st  and  extends 
directly  back  to  the  building  known  as  the  Wall  Street  Ex- 
change, which  is  43  Exchange  pi.  When  completed  it  will  be 
twenty-five  stories  high. 


Thompson-Starrett  Company  Contracts. 

The  Thompson-Starrett  Company  has  accepted  the  following 
contracts:  For  the  First  National  Bank  of  Oakland,  Cat,  a 
modern  fireproof  bank  building,  to  be  eight  stories  in  height 
and  to  cost  about  .fCOO.tXK).  L.  B.  Dutton  is  the  architect.  It 
is  proposed  by  the  owners  to  make  this  building  one  of  the 
best  examples  of  reinforced  concrete  construction.  For  the 
Eyre  estate,  at  Oakland,  Cal.,  an  S-sty  steel  skeleton  office 
building  of  absolutely  fireproof  construction,  of  which  L.  B. 
Dutton  is  the  architect.  Work  has  been  commenced  on  both 
these  buildings.  For  John  D.  Rockefeller.  Jr.,  a  country  resi- 
dence at  Pocantico  Hills,  Westchester  County.  This  is  to  be 
a  fine  type  of  the  American  gentleman's  summer  home,  and 
will  be  of  thorough  fireproof  construction.  The  front  will  be 
of  stone.  For  the  Seans-Roebuck  Company,  at  Chicago,  111.,  an 
additional  building  to  their  immense  plant,  recently  completed 
by   the  Thompson-Starrett  Company,  to  cost  about  $1,000,000. 


Plans  for  Broadway  and  8th  Street  Yet  Undecided. 

BROADWAY.— The  Record  and  Guide  was  informed  on 
Wednesday  that  plans  for  the  improvement  of  the  old  Sinclair 
House  site,  at  Broadway,  southeast  corner  of  8th  st,  owned  by 
the  Sailors'  Snug  Harbor  Corporation,  and  leased  by  the  Sin- 
clair Realty  Company^  are  undecided.  The  Sinclair  Company, 
which  has  organized  in  Mrs.  L.  A.  Ashman's  interest,  the  pres- 
ent lessee  of  the  hotel,  under  its  contract,  are  to  improve  the 
site  within  the  next  five  years.  Benjamin  W.  Levitan,  of  No. 
20  West  31st  st,  has  prepared  plans  for  two  structures,  one  for 
a  first-class  hotel  and  another  for  a  high  office  and  loft  building. 
Full   particulars  will  be  given   on   this  project   in  later  issue. 


Two  More  Apartment  Houses  for  116th  Street. 

lllJTH  ST.— Messrs.  Schwartz  &  Grcss  3.j  West  21st  st,  are 
preparing  plans  for  two  large  apartment  houses,  to  be  erected 
on  the  south  side  of  110th  st,  2oO  ft.  west  of  Broadway,  for 
Paterno  Bros.,  Incorporated,  557  West  183d  st.  Each  building 
will  contain  10  stories,  75x83.0  ft.  in  size,  with  apartments  for 
41  families  of  4  families  on  a  fioor.  This  is  one  of  the  most  at- 
tractive and  desirable  locations  in  the  city  for  apartments.  The 
exteriors  will  be  of  light  brick  and  limestone  trim,  and  the  build- 
ings will  be  equipped  with  electric  lights,  elevators,  steam  heat, 
porcelain  tubs,  shower  baths,  sanitary  plumbing  and  tile  floors 
and  halls.  The  estimated  cost  will  be  in  the  neighborhood  of 
.f:4(X),000. 


Parish  &  Schroeder  to  Design  Y.  M.  C.  A.  Home. 

27th  ST. — Messrs.  Parish  &  Schroeder.  5  West  31st  st,  will 
prepare  the  plans  for  the  new  central  building  for  the  Inter- 
national Committee  of  the  Young  Men's  Christian  Association, 
which  is  to  be  erected  at  Nos.  125-127  East  27th  st  and  122-124 
Ea.st  2Sth  st,  fronting  40  ft.  on  each  street,  and  having  a 
total  depth  of  190.0  ft.  The  building  is  to  Ije  large  enough  to 
accommodate  all  of  the  committee's  offices  in  this  country,  it 
will  be  of  best  flreproof  construction,  and  include  all  con- 
veniences necessary  for  the  society's  work.  The  number-  of 
stories  and  estimated  cost  is  still  indefinite.  No  building  con- 
tracts yet  issued.  The  offices  of  the  committee  are  at  No.  3 
West  29th  St. 


Hudson  Company's  Power  House  at  Jersey  City. 

The  Record  and  Guide  is  informed  that  Messrs.  Robins  & 
Oakman,  27  East  22d  st,  Manhattan,  are  ready  to  receive 
figures  on  the  general  contract  for  the  4-sty  fireproof  power 
house,  to  be  erected  on  a  plot  18.">x200  ft.  in  size,  bounded  by 
Washington  st.  First  st.  Bay  and  Greene  sts,  Jersey  City,  N.  J., 
for  the  Hudson  &  Manhattan  Tunnel  Company,  of  which  W.  G. 
McAdoo,  111  Broadway,  is  president.  No  building  contracts  have 
so   far  been  awarded. 


Plans  for  One  More  Broadway  Garage. 

BROADWAY.— Oscar  Lowinson,  18-20  East  42d  st,  has  been 
commissioned  to  design  plans  for  the  Jones  Speedometer  Co., 
127  West  32d  st,  for  a  4-sty  fireproof  garage  and  salesroom,  to 
be  erected  on  a  plot  at  the  northeast  corner  of  Broadway  and 
70th  St.     No  building  contracts  have  yet  been  awarded. 
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Apartments,  Flats  and  Tenements. 

SYLVAN  PL. — Ou  the  west  siilf  of  Sylvan  pi.  40  ft.  north  of 
120th  st,  E.  Van  Wart,  owner  and  architect,  129  West  125th  St, 
will  build  two  0-sty  30-family  flats,  40x82.1  ft.,  to  cost  .$100,0(!lO. 

40TH  ST. — Henry  O.  Harris,  3  East  17th  .st,  is  preparilig 
plans  for  two  6-.sty  flats,  40.5x87.5  ft.,  for  Hosenthal  &  Price, 
129  Bow-ery,  to  be  erected  on  the  north  side  of  49th  st,  204.2  It. 
west  of  1st  av,  to  cost  $80,000.  ; 

25TH  ST.— Samuel  Michelson,  54  East  117th  st,  will  lerect  lat 
Nos.  238-240  East  25th  st  a  0-sty  28-family  flat,  40x85.9  ft.,  jto 
cost  !f42,000.     Chas.  M.   Straub,  122  Bowery,  is  planning.  \ 

40T1L  ST. — Bernstein  &  Be;-nstein,  24  East  23d  st,  are  pre- 
paring plans  for  a  0-sty  10-famiIy  fiat,  25x87.5  ft.,  for  Julius 
Weinstein,  110  Nassau  st,  to  be  erected  on  tile  south  Side  of 
40th  st,  100  ft.  west  of  0th  av,  to  cost  $28,000. 

112TH  ST. — Berliner  &  Creenberg,  147  West  125th  st,  will 
erect  on  the  south  side  of  112th  st,  90.5  ft  west  of  Lexington 
av,  a  G-sty  •a5-family  flat,  52.7x87.11  ft.,  to  cost  $50,000.  Bern- 
stein (i:  Bernstein,  24  Bast  23d  .«t,   are  planning. 


Estimates  Receivable. 

FENIMORE  ST. — Charles  Volz,  100  5th  av,  has  plans  ready 
and  Health  Commissioner  Darlington  will  open  bids  on  Sept. 
24th,  for  the  new  measles  pavilion,  to  be  erected  on  the  grounds 
of  the  Kingston  Avenue  Hospital,  at  Fenimore  st  and  Kingston 
av,  Brooklyn.  The  plans  specify  Colonial  style  of  architecture, 
4  stories,  steel  frame,  reinforced  concrete  floors,  briclt  witli 
limestone  and  granite  trimmings,   etc. 

2GTH  ST.— The  Central  Consolidated  Wine  &  Liquor  Co.,  37 
Jay  st,  is  taking  figures  on  the  general  contract  for  a  0-sty  fire- 
proof Warehouse,  70x00  ft.,  to  be  erected  at  Nos.  507-511  West 
20th  st,  for  them,  from  plans  by  A.  G.  Koenig,  1123  Broadway. 
Bids  will  soon  be  called  for  the  erection  of  a  new  hospital 
building  to  be  erected  at  the  immigration  station  on  Ellis  Island. 
James  Knox  Taylor,  Washington,  D.  C,  is  supervising  archi- 
tect.    The  estimated  cost  of  the  building  is  $250,000. 


Dwellings. 

5TH  AV. — Plans  are  now  ready  by  Hoppin,  Koen  &  Hunt- 
ington, 244  Gth  av,  for  figures  on  the  o-sty  high-class  residence, 
25.81/1x77  ft.,  for  Mrs.  William  Pollock,  182  Madison  av,  to  be 
erected  on  the  northeast  corner  of  Gth  av  and  88th  st,  to  cost 
$80,000.      No   contract   let. 


Mercantile. 

C5TII  ST. — Wm.  B.  Tubby  &  Sun.  81  Fulton  st.  are  busy  pre- 
paring plans  for  a  G-sty  reinforced  concrete  building,  50x115 
ft.,  for  the  Bowling  Green  Storage  &  Van  Co.,  to  be  erected 
on  G5th  st,  near  West  End  av,  to  cost  $100,000.     No  contract  let. 

W.  W.  Bethnell,  Flushing.  Long  Island,  will  erect  at  Broad- 
way and  Union  sis.  Flushing,  a  3-sty  brick  office  building,  to 
cost  .$55,000.     No  contract  let. 

JOHN  ST. — Geo.  H.  Budlong,  2303  Loring  pi,  has  plans  ready 
for  extensive  alterations  to  the  4-sty  store  and  loft  building 
No.  108  John  st  for  McMann  &  Taylor,  100  John  st,  to,  cost 
about  $15,(KI0.     No  awards  made  yet. 

5TH  AV. — Buchman  &  Fox,  11  East  59th  st,  have  plans  ready 
for  the  11-sty  store  and  loft  building,  50.4x125  ft.,  which  the 
J.  C.  Lyons  Building  &  Operating  Co.,  4-0  East  42d  st,  will 
build  at  Nos.  2.30-238  'Sth  av,  at  a  cost  of  $325,000.  Limestone 
exterior,  blue  stone  coping,  sheet  metal  cornices,  5-ply  tar  and 
gravel  roof,  steam  heat,  elevatoi-s,  and  two  old  buildings  will 
be  demolished.     No  contract  let. 


Stables. 

Figures  are  now  being  received  by  John  Russell  Pope,  1133 
Broadway,  on  the  general  contract  for  a  1%-sty  stable  building, 
400x25  ft.,  for  William  K.  Vanderbllt,  Jr.,  to  be  erected  at 
Great  Neck,  Long  Island.     No  contract  let. 

53D  ST. — Plans  are  ready  for  extensive  improvements  to  the 
6-sty  stable  building  of  John  H.  Naughton,  Nos.  153-157  East 
53d  st,  for  which  O.  Reissmann,  30  1st  st,  is  architect.  No 
contract  let. 


Alterations. 

OTH  AV.— The  4-sty  building  No.  030  0th  av,  on  plot  24.8x00 
ft.,  has  been  sold  and  will  be  extensively  remodeled.  Messrs. 
Nichols  &  Lummis,  28  West  33d  st,  can  give  information. 

58TH  ST. — Plans  are  ready  by  Geo.  M.  McCabe,  2  West  14th 
st,  for  $10,000  worth  of  alterations  to  the  4-sty  studios  No.  5 
West  58th  st  for  R.  S.  Wood.  11  John  st.  No  contract  let;  7-sty 
front  extension,  20x4  ft.,  two  additional  stories  will  be  added, 
elevators,  etc. 

STH  AV.— Walker  &  Gillette,  131  West  40th  st.  have  plans 
for  $15,000  worth  of  improvements,  consisting  of  new  marble 
columns,  steps  and  alterations  to  safe  deposit  vault  in  the 
4-sty  bank  and  office  building  No.  389  5th  av  for  Benjamin 
Altman,  C2G  Sth  av.     No  contract  let. 


Miscellaneous. 

Plans  have  been  prepared  by  H.  G.  Gray  &  .Son,  engineers, 
Manhattan,  for  the  erection  of  a  $1,000,000  steel  plant  for  the 
Bethlehem  Steel  Co.,  to  be  erected  at  South  Bethlehem,  Pa. 

Fuller  &  Pitcher,  Albany,  N.  Y.,  are  taking  figures  on  the 
gieneral  contract  for  an  orphan  asylum  to  be  erected  at  Albany, 
at  an  estimated  cost  of  $300,000.     No  contract  let. 


Contracts  Awarded. 

55TH  ST.— F.  T.  Willigan  &  Co.,  1037  Fox  st,  Bronx,  has  re- 
ceived the  contract  tor  the  erection  of  a  concrete  and  steel 
storage  building,  120x48  ft.,  for  T.  G.  Patterson,  037  West  55th 
st,  to  be  erected  on  the  north  side  of  55th  st,  375  ft.  east  of  12th 
av,  from  plans  by  Young  &  Hoar,  106  East  23d  st. 

Laidlaw-Dunn-Gordon  Co.,  114  Liberty  st,  Manhattan,  at 
$17,282,  have  received  the  contract  for  two  air  compressors  and 
accessories  tor  the  navy  yard,  Charleston,  S.  C. 

Ransome  &  Smith  Co.,  11  Broadway,  Manhattan,  has  obtained 
the  general  contract  to  erect  a  3-sty  machine  shop,  50x140  ft., 
and  a  2-sty  blacksmith  shop,  50x140  ft.,  for  the  Coe  Brass 
Manufacturing  Co.,  at  Torrington,  Conn. 

OlST  ST.— C.  E.  Hubbell  Co.,  4  East  42d  st,  has  received  the 
contract  for  $10,000  worth  of  alterations  to  the  4-sty  resi- 
dence. No.  19  East  01st  st,  for  the  Georgian  Development  Co., 
15  Exchange  place,  Jersey  City,  N.  J.,  from  plans  by  Chas.  A. 
LUckhurst,   New  Rochelle,  N.  Y. 

The  Westinghouse,  Church,  Kerr  Company,  10  Bridge  st, 
Manhattan,  has  received  the  contract  to  build  the  union  depot 
at  Little  Rock,  Ark.,  at  a  cost  of  $400,000. 

D.  C.  Weeks  &  Son,  289  4th  av,  Manhattan,  has  secured 
the  contract  to  erect  the  brick,  stone  and  terra-cotta  fireproof 
dormitory  on  the  Campus  at  Vassar  College,  Poughkeepsie, 
N.  Y.  I 

The  Board  of  Public  Service,  Xenia,  Ohio,  has  awarded  to 
the  Barber  Asphalt  Paving  Co.,  114  Liberty  st,  Manhattan,  the 
contract  for  paving  Sound  st,  Xenia,  at  $31,377. 

The  contract  for  building  the  tunnel  for  the  Michigan  Cen- 
tral Railway  under  the  Detroit  River,  between  Detroit  and 
Windsor,  Ont.,  has  been  awarded  to  ttie  Butler  Bros.  Con- 
struction Co.,  1170  Broadway,  Manhattan. 

American  Bridge  Company,  42  Broadway,  Manhattan,  at 
$450,000,  has  obtained  the  contract  for  steel  work  on  the  Ford 
Building,  Griswold  and  Congress  sts,  Mich. 


Bids  Opened. 

Bids  opened  by  the  Secretary  of  the  Navy,  Washington, 
D.  C;  for  altering  and  remodeling  the  boat-house  at  the  Naval 
Academy  into  a  gymnasium,  were  received  as  follows:  Snare  & 
Triest  Co.,  143  Liberty  st,  Manhattan,  $147,800;  Noel  Construc- 
tion Co.,  Baltimore,  Md.,  $133,300,  low  bidder. 

Bids  were  opened  by  the  Commissioner  of  Docks,  on  Sept. 
7th,  for  removing  old  structures  between  Water  and  Canal  sts, 
Stapleton,  Borough  of  Richmond,  and  for  erecting  new  ferry 
structures  for  the  new  Stapleton  Ferry  Terminal.  Phoenix 
Construction  &  Supply  Co.,  41  Park  row,  at  $200,897,  lowest 
bidder.  Other  bidders  were:  Geo.  B.  Spearin,  17  Battery  pi, 
Wm.  H.  Jenks,  129  Pearl  st,  and  Bernard  Rolf,  39  Court- 
landt  St. 


BUILDING      NOTES 


George  Howe,  has  opened  an  office  at  150  Nassau  st  for  prac- 
tice as  consulting  electrical  engineer  and  contractor. 

The  new  Hall  of  Records  in  Chambers  st.  will  be  occupieJ 
early  in  October.  The  Register's  office  for  Manhattan,  now  at 
No.  110  Nassau  st,  will  move  to  the  new  edifice  on  the  15th 
of  next  month. 

Operations  of  the  Bureau  of  Buildings  for  the  Borough  of 
Brooklyn,  for  the  week  ending  Sept.  8,  1900:  Plans  filed  for 
new  buildings,  brick,  200;  estimated  cost,  $1,097,525.  Plans 
filed  for  new  buildings,  frame,  59;  Estimated  cost,  $205,200. 
Plans  filed  for  alterations,  70;  estimated  ,  cost,  $46,905.  The 
operations  of  the  Bureau  of  Buildings  for  the  Borough  of 
Brooklyn,  for  the  corresponding  week  ending  Sept.  9,  19D5, 
were:   Plans  filed  for  new  buildings,  brick,  130;   estimated  cost, 


t44* 


I'll 


RECORD    AND    GUIDE 


:  September  15,  1906 


$1,275,400.  Plans  filed  for  new  buildings,  frame,  IIG;  estimated 
cost,  $739^610.  Plans  filed  for  alterations,  46;  estimated  coat, 
$128,150.. 

We  note  M.  G.  Broadbent,  258  West  29th  at,  among  the  palnt- 
Itig-  and  decorating  contractors  who  have  a  number  of  large 
contracts  on  upper  Broadway.  Although  but  twelve  years  es- 
tablished in  busiiiess  In  this  city,  Mr.  Broadbent  has  won  suc- 
cess In  all  undertakings  by  his  determination  to  execute  nothing 
but  creditable  work  and  employing  the  best  materials  and  labor 
H«  has  decorated  many  fashionable  residences  and  prominent 
buildings  in  Edinburgh  (Scotland)  and  London  (England),  where 
he  was  in  business  for  a  number  of  years  before  coming  to  this 
country.  To  this  experience  and  to  the  more  exclusive  work 
accomplished  here,  we  credit  him  to  know  "what  Is  what."  in 
-  the  painting  and  decorating  trade.  He  recently  completed  the 
entire  decorations  in  the  Broadway  Tabernacle,  Gould's  stables, 
56th  st  and  L/exington  av,  the  Nursery  and  Child's  Hospital. 
51st  St  and  Lexington  av,  besides  a  number  of  private  resi- 
dences. Mr.  Broadbent  has  over  fifty  men  in  his  employ  at  the 
present  time,  and  if  the  same  rate  of  Increase  in  business  con- 
tinue's  he  claims  it  will  necessitate  an  increase  in  the  force.  The 
past  season  has  been  a  record  breaker  for  him. 


Callapse  of  a  Concrete  Building. 

^STATEMENT  PROM  GEORGE  A.  VARNEY  &  CO.,  THE 
CONTRACTORS. 
Two  men  were  killed  and  several  injured  owing  to  the  col- 
lapse of  a  portion  of  the  walls  of  a  concrete  garage  being  built 
;fbr' Robert  A.  Greaves,  millionaire,  on  Searing  av,  near  Willie 
av,  in  Mineola,  L.  I,,  on  Monday  morning  of  this  week. 
.  The  garage  wa.s  being  built  between  two  bungalows  and  the 
entire  property  occupied  a  space  of  157  ft.  by  67  ft.  The  work 
of  building  the  girage  was  started  a  short  time  ago  by  George 
A.  Varney  &  Co.,  of  I'oO  5th  av,  Manhattan.  John  Bader  was 
placed  in  ch.arge  of  the  work  as  superintendent.  It  was  Mr. 
Greaves'  Intention  to  comfortably  accommodate  his  friends  who 
went  to  Long  Island  to  see  the  auto  race  on  Oct.  6,  and  in 
view  of  this  he  decided  to  erect  the  garage  in  which  the 
auLom.obiles  could  be  placed.     The  estimated  cost  was  $60,000. 

Tile  garage  was  to  be  two  stories  high  and  to  be  built  of  con- 
crete. At  times  there  were  nearl.v  three  hundred  men  engaged 
in  the  work,  and  Monday  morning  when  the  accident  occurred 
about  fifteen  were  busy  at  the  east  wing.  The  wall  collapsed 
without  the  slightest  warning. 

Charles  Hannigan,  the  contractor  for  the  brick  work,  the 
chimntys,  etc.,  was  at  work  with  his  men  on  the  chimney  on 
the  west  wing.  He  heard  the  crash,  and  looking  ahead,  saw  a 
mass  of  men,  timbers  and  other  material  flying  through  the  air, 
and  then  the  entire  east  wing  of  the  building  disappear.  Other 
parts  of  the  building  trembled,  and  Hannigan  and  his  men 
descended  from  their  lofty  perch  as  quickly  as  their  legs  could 
x;arry  them.  • 

George  \.  Varney  &  Co.  made  the  following  statement  for  the 
Record  and  Guide: 

"At  the  commencement  of  this  work  w^  had  arranged  with 
the  architect  to  give  the  owner  $500  for  the  u^e  of  the  sand  and 
gravel  obtained  in  excavating  for  the  purpose  of  using  same 
for  the  concrete  ingredients. 

"Our  visiting  superintendent,  Mr.  John  A.  Bader,  when  he 
arrived  on  the  ground  found  that  at  least  06%  of  the  material 
could  not  be  used,  as  it  contained  about  20%  of  loam.  The 
material  was  consequently  removed  to  one  side  and  much  of 
it  used  finally  in  grading  and  filling.  He  then  visited  the  gra\-el 
banks  of  Andrews  Brothers,  near  Roslyn,  in  company  with  Mr. 
"Varney,  and  after  a  careful  examination  of  the  gravel  and 
sand,  decided  it  was  not  fit  to  use  on  account  of  containing  a 
Small  portion  of  loam.  He  then  visited  the  sand  banks  on  the 
premises  of  Mr.  Albertson,   which  were  also  rejected. 

"About  this  time  we  received  a  letter  from  the  Glenn  Engi- 
neering &  Construction  Co.  offering  us  sand  and  gravel  at 
45  cents  per  load  from  their  excavations  on  the  Mineola  Court 
House,  which  t'ney  had  used  in  making  successful  concrete 
foundation  w-alls.  As_Mr.  Bader  had  already  visited  the  site 
of  this  building  and  looked  over  the  sand,  he  did  not  consider 
It  of' the  quality  desired.  He  then  had  Mr.  Albertson  submit 
■several  loads  of  sand  whlchWere  "carted  from  a  pit  near  East 
WiUiston,  and  which  appeared.^  to  the  eye.  to.  be_ of.  a  very 
superior  quality  as  far  as  the  grit  and  formation  of  the  in- 
gredients were  concerned,  although  the  sand  seemed  to  have 
a  slightly  blackish  appearance,  as  though  there  was  a  certain 
amount  of  iron  in  its  composition.  Mr.  Bader  had  the  con- 
crete foreman,  Mr.  Wansor,  take  his  men  and  mix  a  test  of 
this,  which  was  put  in  a  kitchen  hearth,  making  a  large  slab 
.at  least  5  ft.  square  and  nearly  3  ins.  thick.  This  slab  was 
put  in  place  a  short  while  before  noon,  and  before  night  was 
firm  enough  to  wa.lk  upon.  The  next  morning  it  seemed  to 
be  as  hard  as  stone,  and  Mr.  Bader  considered  this  a  very 
satisfactory  test  and  instructed  Mr.  Albertson  to  continue 
hauling  the  sand  at  a  price  of  80  cents  per  yard,  or  $1.20  per 
load.     Two  days  later  Mr.  Bader  had  another  test  made,  using 
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it  in  the  dining-room  fireplace  hearth,  which  also  set  up  very 
hard  and  satisfactorily. 

"Mr.  Albertson  called  at  the  works  and  said  that  the  price 
of  $1."20  per  load  did  not  pay  him  to  cart  the  gravel  any  longer, 
upon  which,  after  carefully  considering  the  difference  betw-een 
the  Denton  building  sand  and  the  sand  we  were  receiving,  Mr. 
Bader  agreed  to  pay  him  $1.50  per  load  for  all  further  sand 
carted  from  the  same  pit — this  in  spite  of  the  fact  that  the 
sand  from  the  Denton  building  could  be  procured  at  this  time 
for  35  cents  per  load,  which  with  the  carting  brought  the  cost 
of  same  delivered  at  SO  cents  a  load,  or  about  .53  cents  a  yard. 

"Mr.  Albertson  finally  discontinued  carting  sand  without 
any  explanation.  Mr.  Bader  called  upon  him  to  see  why  he 
did  this,  and  was  told  that  he  had  a  lot  of  coal  to  cart,  which 
paid  him  better,  but  as  soon  as  the  coal  was  carted  he  would 
continue  hauling  sand  if  we  desired.  In  the  meantime,  Mr. 
Campbell,  our  stucco  contractor,  who  had  been  doing  a  lot  of 
cement  work  on  the  Denton  building,  had  carted  some  of  the 
Denton  sand  to  our  premises  for  the  purpose  of  doing  hs  stucco 
work.  His  use  of  the  same  showed  Mr.  Bader  that  tlve  sand 
made  a  very  good  concrete  mortar,  and  he  thereupon  hired  Mr. 
Ryan's  teams  from  Roslyn  to  cart  sand  from  the  Denton 
building. 

"From  the  above  it  is  very  evident  that  our  superintendent 
did  not  attack  the  sand  proposition  in  any  careless  or  negligent 
manner;  that  It  was  very  evident  all  through  this  operation 
there  Was  a  determined  effort  to  obtain  the  very  best  sand  and 
gravel  regardless  of  comparative  cost. 

"The  concrete  used  in  the  portion  of  the  wall  which  fell  was 
made  of  the  sand  furnished  by  Mr.  Albertson,  altliough  higher 
priced.  In  every  detail  of  the  building  only  the  very  best  build- 
ing materials  procurable  were  used,  which  can  be  verified  by 
the  architect. 

"Regarding  the  mixture  itself,  there  was  a  hopper  built  to 
discharge  the  mixture  directly  into  a  steam  mixer,  of  the  most 
approved  make,  and  was  superintended  by  a  highly  paid  man, 
whose  only  duty  was  to  watch  the  mixer  and  see  that  it  was 
prope!-ly  handled.  _     .     _ 

"Each  five  or  six  feet  of  the  height  of  the  w'all  after  being 
cast  was  allowed  to  stand  until  it  was  found  to  be  of  sufficient 
strength  In  the  judgment  of  the  superintendent,  the  stucco  con- 
tractor, the  general  foreman  of  th«»»svorks  and  the  carpenter 
foreman  of  the  works  to  warrant  a  continuance  of  further  con- 
creting. 

"The  fact  that  our  superintendent  and  others  had  perfect  con- 
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fldence  in  the  strength  of  the  walls  is  shown  by  the  presence 
of  Mr.  Bader,  our  superintendent,  Mr.  Cody,  our  foreman,  and 
Mr.  Campbell,  the  stucco  contractor,  within  the  building  for 
two  hours,  just  a  few  minutes  before  the  collapse  of  the  wall 
which  k  lied   two  of  the  men." 


More  Steam  Rails  on  Thirteenth  Avenue. 

A  decision  by  the  Board  of  Estimate  favorable  to  an 
application  of  the  Erie  Railroad  to  lay  another  track  across 
13th  av  seems  to  indicate  the  impossibility  of  excluding  rail- 
road cars  from  the  surface  of  the  waterside  thoroughfares. 
The  public  is  already  greatly  inconvenienced  by  cars  moving 
and  standing  in  11th  av,  and  fatal  accidents  are  continually 
caused  by  moving  trains.  An  act  was  passed  by  the  Legislature 
of  190G  requiring  the  New  York  Central  and  Hudson  River 
Railroad  Co.   to  put  its   tracks  in   lltn   av  underground,   so  as 


to  relieve  the  present  objectionable  conditions  in  that  street, 
and  it  would  seem  inadvisable  to  permit  the  number  of  railroad 
crossings  to  be  increased  if  it  were  commercially  and*  legally 
possible  to  prohibit.  In  this  case  the  city  authorities  have 
thrown  around  the  grant  a  formidable  guard  of  restrictions, 
but  the  essential  fact  is  that  another  railroad  is  let  in,  and 
once  in  a  railroad  is  not  easy  to  eject. 

The  Erie  made  application  to  construct  an  additional  switch 
and  track  across  the  marginal  wharf  and  13th  av  from  Ity 
existing  tracks  to  a  warehouse  on  the  easterly  side  of  13th  av, 


between  West  2Tth  and  West  28th  sts.  Under  an  ordinanca 
passed  in  1003  the  Erie  received  permission  to  construct,  main- 
tain and  operate  two  tracks  across  the  marginal  wharf  and 
l.ith  av,  from  its  transfer  bridge  to  a  freight  yard  on  the 
■easterly  side  of  13th  ay,  between  West  2Sth  and  West  29th  sts. 
It  is  now  intended  to  connect  the  new  track  with  the  southerly 
track  already  constructed  under  the  ordinance,  making  two 
railroad  crossings  only  one  hundred  and  twenty-five  feet  apart. 
The  warehouse  into  which  it  is  intended  to  run  the  new  track 
occupies  the  whole  block  between  11th  and  13th  avs  and  West 
27th  and  West  28th  sts.  Tracks  from  the  New  York  Central 
and  Hudson  River  Railroad  Co.'s  freight  yard  at  West  30th 
St  enter  the  warehouse  from  11th  av  and  run  the  full  length  of 
the  warehouse.  It  would  be  possible  to  transfer  cars  directly 
from  one  road  to  another  were  this  not  expressly  forbidden  in 
the  terms  under  which  the  city  gives  the  franchise,  which  Is 
for  only  ten  years,  and  is  subject  to  revocation  on  sixty  days' 
notice. 


Better  Transit  for  the  Bronx  Requested. 

It  is  th;  feeling  in  the  Bronx  tliat  substantially  no  provision 
for  rapid  transit  for  the  accommodation  of  the  central  sections 
of  the  borough,  sach  as  Tremont,  Fordham,  Bedford  Park  and 
other  central  sections,  has  been  made  by  the  authoriti'es,  and 
consequently  those  sections  cannot  enjoy  any  improvement  in 
transit   facilities  for  many   years. 

It  is  also  affirmed  that  the  southern  part,  of  the  borough,  from 
1-lDth  st  south  to  l.j2d  st,  an  important  business  section,  and  a 
densely  populated  residential  section,  has  been  neglected  by 
the  elevated  railway  officials  as  to  just  and  fair  transfei's,  and 
does  not  possess  the  same  ti'ansit  facilities  as  other  sections, 
being  barred  from  transfers  to  the  present  subway  except  on 
payment  of  double  fares,  whereas  passengers  north  of  149th  st 
to  the  terminus  of  the  elevated  lines  pay  only  one  fare  to  the 
lower  parts  of  the  city  via  the  subway,  and  this  neglect  and 
discrimination  have  largely  contributed  toward  making  blocks 
of  expensive  buildings  constructed  to  accommodate  hundreds  of 
families  unrentable. 

At  a  large  meeting  of  citizens  at  the  Bronxland  Hotel,  under 
the  auspices  of  the  South  Bronx  Taxpayers'  A.ssociation,  the 
sentiments  of  the  community  were  S'et  forth  in  a  statement  to 
this  effect: 

"The  future  growth  and  prosperity  of  the  borough  demand 
immediate  improvements  in  transit  facilities,  and  such  im- 
provements cannot  be  secured  except  through  third  tracking 
the  elevated  lines  as  a  temporary  relief,  thus  in  a  measure 
giving  the' same  accommodation  to  the  East  Side  as  is  enjoyed 
on  the  West  Side  by  the  third  track  on  Ninth  av. 

"As  citizens  of  the  Bronx,  we  respectfully  request  the  Board 
of  Rapid  Transit  Railroad  Commissioners  to  reconsider  and 
grant  upon  proper  terms,  restriction's  and  modifications,  the 
application  of  the  Interhorough  Rapid  Transit  Company  to  third 
track  the  elevated  lines  in  the  Bronx,  heretofore  submitted  by 
said  company,  and  rejected  by  said  commissioners  at  a  public 
hearing  held  on  June  28,  190C. 

"Though  the  people  of  the  Bronx  earnestly  petition  for  such 
third  tracking  and  construction  of  additional  loops  and  chang- 
ing of  stations  as  a  matter  of  immediate  necessity  so  as  to  secure 
much-needed  relief  from  transit  congestion,  all  rapid  transit 
lines  now  proposed  are  fully  approved,  and  the  people  of  this 
borough  urge  upon  the  authorities  the  necessity  of  giving  out 
contracts  for  the  construction  of  the  same  at  the  earliest  pos- 
sible   date." 


Sand-Lime  Brick. 

The  isand-lime  brick  produced  in  the  United  States  during  1905  was  valued  at  ?072,004,  as  compared  with  $403,128  in   1904,  an 
increase  of  practically  110  per  cent. 

PRODUCTION   OF   SAND-LIME   BRICK  IN  THE   UNITED   STATES   IN  1903,  BY  STATES. 


State. 


No.  of 
operating  Common 
Arms  re-    Quan- 
portlng.     tity. 

Thousands, 


Alabama   ^ 

Arizona,    Colorado,   Oregon   and   Washington 5 

Arkansas.   Kansas,  Minn..  Neb.,  S.   Dak.   and  Texas 9 

California o 

Delaware.   Maryland,   New  Jersey   and   Virginia 7 

Florida.  Kentucky,  Mississippi,  South  Carolina  and  Tenn 10 

Illinois   and   Wisconsin 4 

Indiana Jj 

Iowa ,X 

Michigan 

New   York 

North    Carolina. 
Ohio. 


1  Ji.">2 

725 

20.423 

4.215 
12.401 
12,025 

4,451 
11.413 

3.974 
24  841 
11,841 

3,185 

2.193 

5.890 


( 

3 

'..'.".'.V!!! 4 

Pennsylvania " 

Other  States(b) 

Total 84    119,131    $ 

Average  value  per  M 

(a)  Included  in   Other  States. 

(b)  Includes  all  products  made  by  less  than  three  producers  in  one  State  m 
not  be  disclosed. 

(c)  The  total  of  Other  States  is  distributed  among  the  States  to   which    it 
the  totals.  .        .  _  . 


Value. 

ni.<i43 

3.947 
133,784 
32,534 
80,639 
89,900 
25,524 
57,655 
28,793 
155,883 
81,804 
20,953 
12,351 
46,290 


Front  brick. 
Quan- 
tity. 
Thousands. 


Value. 


Fancy  brick. 
Quan- 
tity.        Value 
Thousands. 


Block.?, 
value. 


Total 

value. 


(a) 
1,281 
2,490 

(a) 

587 
1,650 

350 

800 

(a) 
1,577 
3,478 

660 

(a) 

(a) 
3,689 


(a) 

$1.5,131 

30.480 

(a) 
7,237 
17,070 
2,875 
7,500 

(a) 
12,893 
41.300 

8,150 

(a) 

(a) 
39,863 


(a) 

'  '(a)' 

■$121 

(a) 

(a) 

(a) 
25 

(a) 
$500 

(a) 
(a) 

(a) 
(a) 

iM'-i 

(a) 

(a) 

(a) 
173 

"  (a) ' 
3,838 

198 

$4,.3.38 
21.91 

1,503 

$23,727 
21,289 

164,264 
34,689 
88,876 

107,470 
28,399 
65.903 
38,652 

169,.302 

123,104 

29,103 

14,058 

63,226 

(c) 


;783,702    16.562    $182,519 
6.58       11.02 

order  that  the  operations  of  individual  establishments  may 
belongs   in   order  that   they   may  be   fully  represented  in 


444 


•-! 


RECORD  AND   GUIDE 


September  15,  1906 


IN  THE  REAL  ESTATE  FIELD 


1 


Real  Estate  and  Building  Statistics. 

Th»  following  ar«  th»  comparatir*  tables  of  Manhattan,  Th« 
Bronx  and  Brooklyn  of  th»  Conveyances,  Moitgagen  and  Pro- 
jected Building!  for  tht  corresponding  weeki  of  1905  and  100«: 

MANHATTAN    AND    THE    BRONX. 

CONVETANCKB. 

1906.  1805. 

Sept.  7  to  13.  Inc.  Sept.  8  to  14.  inc. 

Total  No.  tor  Manhattan....                 207  Total  No.  for  Manhattan                 215 

No.  with  consideration 18  No.  with  consideration..                   l" 

Amount  involved $586,228    Amount  Involved *939.,00 

Number  nominal 189    Numbernomlnal 


203 


Total  No.  Manhattan,  Jan.  1  to  date 

Ne.  with  consideration.  Manhattan.  Jan. 

1  to  date 

Tetal  Amt.  Manhattan,  Jan.  1  to  date.... 


1906. 
16.589 

1,003 
152,737,437 


1905. 
16,502 

1,282 
$63,162,680 


Total  No.  tor  the  Bronx. 

N«.  with  consideration., 

Alhount  involved 

Numbernomlnal 


Sept. 


1908. 

7  to  13,  Inc. 

179 

12 

H23.409 

187 


1905. 
Sept.  a  to  14,  Inc. 
Total  No.  for  The  Bronx  1 59 

No.  with  consideration..  14 

Amount  involved 166,645 

Numbernomlnal 145 


Total  No.,  The  Bronx,  Jan.  1  to  date 

Total  Amt.,  The  Bronx,  Jan.  1  to  date... 
Total  !Vo.  Manliailaii  and  Xhe 

Broux.  Jan.  I  to  date 

Total  Amt.  lUauhattauaud  The 

Bronx,  Jan.  1  to  date 


1908. 
9,268 
»6, 472, 723 


1905. 
9.828 
»10,386.939 


25,84T  26,330 

«59,210,S10       «r3,549,619 


Assessed  Value,  inanbattau. 

1906.  1905. 
Sept.  7  to  13  inc.     Sept.  8  to  14,  inc. 

18  10 

»56e,228  $939,700 

$412,000  $068,500 

189 •  205 

J9.981.300  $5,023,900 

1,003  1,282 

$52,737,487  $83,162,680 

$36,886,775  $44,749,107 

15,588  15,220 

$515,817,000  $515,462-734 


Total  No.,  with  Consideration 

Ainount  Involved 

Assessed  Value 

Tetal  No.,  Nominal 

Assessed  Value 

Total  No.  with  CJonsld.,  from  Jan.  1st  to  date 

Amount  Involved "  " 

AjSseBsed  value "  " 

Tetal  No.  Nominal " 

Assessed  Value "  " 


MORTGAGES, 

1908. 

. Sept.  7  to  13,  Inc. 

Manhattan.         Bronx. 

Totalnumber 257  19,2 

Amount  Involved H0,009.«8O       $823,203 

No.ateV 125  68 

Amountlnvolved $1,583,380       $329,065 

No.ato'iJi 

Amount  Involved 

No.   at  5>iK 6  12 

Amount  involved $190,000         $28,933 

N».a»8Vi>J 

Amount  Involved 

N».at5Ji 64  65 

Amount  Involved 16,314.100       $288,670 


1905 
— .  , 8ept.8  tol4.  Inc. 


Manhattan. 

158 

$2,201,200 

90 

$940,200 


Bronx. 

95 
$707,800 

34 
$189,920 


11 

$170,500 

1 

$12,500 

22 

$324,500 


17 
$91,000 


30 
$85,130 


N»,  at  iJiH  . 

Amount  fnvolvea 

N©.at4KK ,    .,1* 

Amount  involved $471,000 


$93,000       $113,000 


2 

$77,500 


Ne.  at  4'^iK 

Aiaennt  Involved 

No.at4!< 2 

Amount  Involved.  $48,000 

Number  aiS'^H 

Amount  Involved 

Niraibef  at  2Vi)( 

Aitt^nnt  involved 

NO.  without  Interest 48 

Amount  involved $1,423,400 

No.  above  to   Bank.    Trust 

an3  Insurance  Companies  41 

Amount  Involved $6,388,500 

Total  No. .  Manhattan,  Jan.  1  to  date 

Total  Amt,,  Manhattan,  Jan,  1  to  date 

Total  So.,  The  Bronx.  Jan.  1  to  date 

Total  Amt..  The  Bronx,  Jan.  1  to  date 

TotalNo.,  inaubattan  andXbe 

Bronx,  Jan.  1  to  date  

Total  Ami.  itlaubat  tan  »,adTbe 

Bronx,  Jan.  1  to  date       


21 
$85,635 


1 

$1,!>00 


28 
$639,000 


12 
$354,050 


16 
$526,000 
1906. 
13.571 
12,515 
6,729 
150,316,444 


9 
$61,000 


»281 


11 

$365,500 

1905. 

16.242 

1416,475,162 

8,057 

$71,121,986 


20,300 
»312,028,959 


PROJECTED  BUILDINGS. 

1906. 


24,299 
«4Sr,59r,14S 

1905. 


Sotal  No.  New  Buildings : 

Manhattan 

The  Bronx 


Sept.  8  to  14,  inc.  Sept.  9  to  15.  inc. 
24  39 

64  44 


Grand  total 

Total  Amt.  Ni.v  BuUdlngs : 

Manhattan 

Tile  Bronx 


Grand  Total 

Total  Amt.  Alterations : 

Manhattan 

The  Bronx 


Grand  total 

Total  No.  of  New  Buildings : 
Manhattan,  Jan.  1  to  date. 
The  Bronx,  Jan  1  to  date. . 


ninbtn-Branx,  Jan.  1  to  date 

Total  Axnt.  New  Buildings : 

Maiihattan,  Jan.  1  to  date 

The  Bronx,  Jan.  1  to  date 

mnbtn-Bronx,  Jana  1  to  date 

ItttM  Ajnt-  Alteratlong : 

flUMitii-Branx  Jan«  1  to  data 


78 

$1,878,900 
387,500 

$2,266,400 

$175,675 
18,750 

$194,425 

1,397 
1,692 

3,089 

$97,168,080 
21,908,545 

•  119,074,625 

•16,093,829 


83 

$995,200 
537,850 

$1,533,060 

$180,455 
24,500 

$204,056 


1,847 
1,890 


3,537 

$89,862,740 
29.761,410 

•  119,624,150 

•  11,082,117 


BROOKLYN. 

OONVETANCES, 


Total  number 

No.  with  consideration  

A.mount  Involved 

Number  nominal 

Total  number  of  Conveyances, 

Jan.  1  to  date 

Total  amount  of  CouTcyances, 

Jan.  1  to  date 


1908.  1905. 

Sept.  6  to  12.  inc.  Sept.  7  to  13.  inc. 

838  689 

32  6  4 

$225,618  $241,086 

804  625 


35,998 
•21,486,403 


MORTGAGES. 


Total  number 

Amount  involved 

No.  atO!i 

Amount  involved 

No.  at  S.'jjj .' 

Amount  involved 

No.  at  5>i^ 

Amount  involved 

No.  at  5{%. .'.".".'.'. 

Amount  Involved 

No.  at  59i  

Amount  involved 

No.  at  iUifi 

Amount  involved  

5fo.  at  4?i ■. 

Amount  Involved 

No.  at  3»J 

Amount  Involved 

No.  without  interest 

Amount  involved 

Total     number    of    Mortg^ages. 

Jan.  1  to  date. , ..: 

Total    amount    of    Mortgrages, 

Jau.l  to  date 


No.  of  New  Buildings  ^. . ,  ^ .,_.„.: 

J!stimated  cost 

Total    No.    of    New  Buildings, 

Jan.  1  to  date 

Total  Amt.  of  New  Buildings, 

Jan.  1  to  date 

Total    amount   of    Alterations. 

Jan.  I  to  date 


0.>Q 

$3,268,840 

425 

$1,325,174 


30,650 
•22,579,895 


440 

$1,886,470 
263 

$888,916 


110 
«540,617 


63 
$209,972 


270 

$1,303,222 

1 

$3,500 

2 

$7,100 

54 

$246,632 

2 

$3,500 

$300 

19 

$88,927 

58 

$838,460 

27,627 

38,644 

8114,484,808 

$159,634,714 

287 
$2,108,255 

242 

$1,901,960 

6,028 

6,061 

•  45.670,577 

•57,742,159 

•3,659,918 

•3,832,757 

Classes  in  Real  Estate. 

THE  "VVfst  Side  Young  M-en's  Christian  Association  an- 
nounces the  third  season  of  its  classes  in  real  estate  to 
beg-in  Tuesday  evening,  Oct.  16,  190C.  The  gi-eat  success  of 
these  cla.s'ses  for  two  years  past  has  made  them  an  institution 
in  New  York  business  life.  They  no  longer  need  introduction 
lo  the  practical  real  estate  brokers  and  investors  of  the  city. 

Begun  as  an  experiment,  In  the  autumn  of  1904,  and  without 
any  precedents  tc  follow,  the-se  clasises  have  not  only  grown 
steadily  in  attendance,  but  have  also  gained  the  confidence  of 
tiie  men  enrolled,  as  well  as  of  the  business  firms  who  liave 
constantly  drawn  upon  the  class  membership  for  men  for  their 
offices  , 

The  demand  for  men  who  have  taken  these  courses  exceeds 
the  supply.  This  statement  is  made  frankly  and  positively. 
In  the  present  activity  of  the  real  estate  market,  young  men 
possessing  a  knowledge  of  the  real  estate  brokerag-e  business 
such  a's  can  be  obtained  in  these  courses,  are  constantly  sought 
by  leading  business  concerns. 

A  large  proportion  of  the  members  of  the  classes  are  prac- 
tical real  estate  brokers  and  the  Association  is  fortunate  in 
having  won  the  friendship  of  these  men  and  gained  their  as- 
sistance in  carrying  on  the  work.  The  enrollment  for  the 
first  year  was  more  than  200,  and  for  the  second  year  neatly 
300.  As  the  advantages  of  the  courses  become  better  known, 
the  attendance,  both  of  established  brokers  and  beginners, 
promises   to   increase  in  like  proportion. 

In  carrying  on  this  work  the  association  officers  have  the 
benefit  of  the  constant  advice  and  the  experience  of  the  fol- 
lowing advisory  committee:  Henry  Harmon  Neill,  real  estate 
editor,  the  Evening  Mail;  Francis  E.  "Ward,  former  president. 
Board  of  Real  Estate  Brokers:  J.  S.  De  Selding.  former  president 
Board  of  Real  Estate  Brokers;  Minturn  Post  Collins,  president, 
Bankers  Investing  Company;  E.  A.  Tredwell,  agent  for  Times 
Building;  Walter  Stabler,  comptroller.  Metropolitan  Life  In- 
surance Company. 

Course  I. — Lectures  by  men  who  are  recognized  experts  in 
their  particular  lines.  There  wiil  be  twenty-five  in  all,  one 
lecture  each  week. 

Housing,  Francis  E.  Ward,  former  president.  Board  of  Real 
Estate  Brokers. 

The  Procuring  and  Selling  of  Real  Estate,  John  R.  Foley, 
firm  John  R.  &  Oscar  L.  Foley. 

The  Development  of  Land  Tenures,  Lawson  Purdy,  secretary, 
Tax  Reform  Association. 

Real  Estate  as  a  Profession,  Robert  B.  Simon,  vice-president, 
Henry  Morgenthau  Co. 

Appraisals,  Charles  Griffith  Moses,  firm  Charles  Griffith  Moses 
&  Bro. 
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M. 


Thompson,  real  estate  broker  and 
Hurd,    president.    Lawyers' 


M. 


Mordecai 


Expert  Testimony,  John 
appraiser. 

Real    Estate    Values,    Richard 
Mortgage  Company. 

Building   Loans,   G.    Richard  Davis,   secretary,    A.   L, 
&  Sons. 

Margins  on  Mortgage  Loans,  George  A.  Hurd,  vice-president. 
Mortgage  Bond  Company  of  New  Yorlc. 

Fire  Insurance,   R.  O.  Haubold,   firm  A.  Haubold  &  Son. 

Title  Insurance,  Waiter  Lindner,  solicitor.  Title  Guarantee 
and  Trust  Company. 

•  Real  Estate  Auctioneering,  Joseph  P.  Day,  real  estate  broker 
and   auctioneer. 

Tenement   House   Law,    Lawrence   Veiller. 

Taxation  of  Real  Property,  David  Rumsey,  author  "Rumsey 
on   Taxation." 

Architecture  and  Building  of  Apartment  and  Tenement  Prop- 
.erty,   Thomas  P.   Neville,   firm   Neville  &   Bagge. 

Apartment  and  Tenement  Property,  R.  E.  Wilcox,  firm  Wilcox 
&  Shelton. 

Management  of  Downtown  Buildings,  E.  A.  Tredwell,  agent 
for  Times  Building. 

Water  Front  Property,  McDougall  Hawkes,  former  commis- 
■sioner.   Department   of   Docks  and   Ferries. 

,  The  Development  of  Real  Estate  from  Acreage  into  a  City, 
J.  Clarence  Davies,  president,  association  of  Bronx  Real  Estate 
.Brokers. 

..  Real  Estate  News,  Henry  Harmon  Neill,  real  estate  editor. 
Evening  Mail. 

Estates  and  Interests  arising  from  marriage,   Charles  L.  Burr, 
counselor  at  law. 
.   Real   Estate   Advertising,    Charles   W.    Haller. 

Cours'e  II. — ^A  series  of  lectures  by  Mr.  Henry  F.  Miller  on 
Real  Estate  Law.  Mr.  Miller  conducted  this  course  last  season 
with  great  success.  His  broad  experience  as  a  real  estate 
la%vyer  qualifies  him  for  this  work. 

Rights  and  Duties  of  Real  Estate  Brokers:  Landlord  and 
Tenant. — Leases,  as'signments — sub-leases.  Tenancies,  Fixtures, 
Repairs,   Eviction. 

Liabilities  and  Responsibilities  incident  to  Ownership  of  Real 
Estate. — Sidewalks,  Coal  holes — gratings  and  excavations.  Fall- 
ing  objects.   Contractors,    Statutory   requirements. 

Topics  of  Interest  on  the  Law  of  Real  Property. — Actions  af- 
fecting Real  Estate,  Powers  of  Attorney,  Dower,  Curtesy,  Wills, 
Fiduciary  Relations,  Deeds,  Acknowledgments,  Adverse  Pos- 
session, Liens,  Conditional  Sales,  Encroachments,  Easements, 
Party  Walls,  Restrictive  Covenants,  Notice,  Contracts  of  Sale, 
■Examination  of  Titles. 

Course  III. — ^The  following  is  an  outline  of  Course  III.  This 
clas's  will  meet  one  night  a  week  for  twenty  weeks.  Mr. 
Ronald  C.  Lee,  who  so  successfully  conducted  this  original 
cour.fe  last  season,  will  again  conduct  the  class: 

I. — Introductory:  The  Theory  and  Principle  of  managing  a 
real   estate  office. 

II. — Kinds  of  Property  Handled,  and  by  whom  Disposed  of. 
•     Ili. — Real  Estate  Office  Force  and  Duty  of  Each. — Office  Boy, 
"Stenographers,    Runners,    Record    Clerk,    Agents,    Brokers,    Col- 
lectors,  Manager  of  Buildings. 

IV. — General  Office  Records. — History  of  New  York  Records, 
Maps,  List  of  Owners'   Names,   Tax  Records,  Record  and  Guide. 

■  V. — Individual  Records. — Record  Book,  Record  Maps,  Card 
Record. 

VI. — ^Value  of  Records — How  to  be  Used:  For  renting,  selling, 
mortgaging,   appraising,   managing   property. 

■  "  VII. — How  to  Get  in   Property  for   Rent. 

Vlil.— How   to   Get   in   Property   for   Sale. 

■  IX. — Mortgages. — How  to  reach   the  property  owner;   How   to 
•reach  the  lender;    Mortgage  appraising. 

X. — Clients. — How   to  get  them  and  keep   them. 
XI. — Customers. — Tenants,    Purchasers,    Private    Houses,    In- 
Ivesfof  sV^Speailators,"'  BntttfersT""  '"°     ■"•     ■'^^  =-=--^---»  ^-,^ 

XII. — ;Exchanges.  XIII. — Country  Property.  XIV. — Ap- 
praising. XV. — Everyday  Law  of  Lansliortl  and.Tenant.  XVI. — 
Contracts  and   Deeds. 

The  remaining  five  or  six  lectures  will  be  taken  up  in  actual 
work  of.  real  estate  ofHce  in  which  the  whole  class  will  take 
part. 

Dates:    Course    I.    will    meet    on    Tuesday    evenings,    beginning 
•  Oct. -IC;     .This  course   will   extend   for  a  period   of  six   months. 
Course  II.    will   meet  on'  Thursday   evenings,  beginning  Nov.   l.">. 
ICourse   III.   will    meet   on    Friday   evenings,    beginning   Oct.    21!. 
Tuition— Course    I.,    $'-'0;    Course    II.,    |15;    Course    III.,    $15.     To 
r^those    taking   all    three    courses    a    blanket    fee   of    $40    will    be 
charged.     If  not  already  members  of  the  Association,  men  join- 
ing  these   classes   are   required   to   become   members.     A   fee   of 
-five  dollars  covers  a  limited  memberahlp  in  the  Association  for 
fecuiB  year. 

OTHER   SPECIAL   COURSES, 

■"'Investments:  How  In  Investing  my  own  or  others'  money  can 

"the   maximum   of   Income   be   combined   with   the   maximum   of 

security?     Where   is   the  line  to  be  drawn  between  Investment 

^aijii  \speculatioh7  between   good  and  bad   Investments?     This 


course  aims  to  give  authoritative  answers  to  those  questions. 
It  deals  with  investments  only,  and  is  intended  to  teach  men 
how  to  judge  the  value  of  different  kinds  of  securities  and 
investments.  The  class  last  year  numbered  over  seventy  men. 
Mr.  John  Moody,  a  high  authority  in  this  field,  will  again  be 
in  charge. 

Business  Management:  For  executives,  managers  and  depart- 
ment heads.  This  class  has  been  conducted  for  the  past  two 
years.  Its  aim  is  to  show  how  to  organize  a  business;  how  to 
make  it  pay  when  it  did  not  pay  before  and  pay  "better  where 
it  did  pay  before;  how  to  find  weak  points  in  a  business 
system  and  how  to  strengthen  them;  and  how  to  make  the 
best  methods  of  doing  any  business  fit  that  business. 


PRIVATE    SALES    MARKET 


South  of  59th  Street. 

CARMINE  ST. — E.  V.  Pesoia  &  Co.,  99  Nassau  st,  sold  for 
Shapiro,  Levy  &  Starr  to  a  client  the  5-sty  double  tenement, 
with  stores,   at  G7  Carmine  st,  25x9.').10. 

CHERRY  ST.— L.  V.  Rossi  &  Co.  sold  for  Martin  Garone  132 
Cherry  st,  a  .5-sty  tenement,  25x100. 

CHERRY  ST.— L.  V.  Rossi  &  Co.  sold  to  Martin  Garone  149 
Clierry  st,   a  5-sty  tenement   house,  20x<j0. 

BAST  BROADWAY.— The  Home  of  the  Daughters  of  Jacob 
bought  from  Morris  Fisher  301  East  Broadway,  southeast  cor- 
ner of  Scammel  st,  a  3-sty  building,  24x80.  The  home  ac- 
quired the  two  adjoining  houses,  302  and  303  East  Broadway,  in 
1904,  now  owning  72  ft.  frontage. 

LUDLOW  ST.— Swernofsky  &  Kass  bought  from  Samuel 
Jacobs  1.53  Ludlow  st,  a  G-sty  tenement,  25x87.0. 

LUDLOW  ST. — Nachman  &  Abramson  sold  for  Greines,  Gins- 
burg  &  Baer  14G  Ludlow  st,  G-sty  front  and  4-sty  rear  tene- 
ments, 2r>x89.9. 

STANTON  ST.— E.  H.  Ludlow  &  Co.  sold  for  Henry  Syrop  to 
Morris  Newman  and  Harris  Mayer  320  Stanton  st,  northwest 
corner  of  Goerck  st,  a  5-sty  tenement  house,  with  stores,  25x75. 

STH  ST.— Clifford  N.  Shurman  sold  for  T.  Edwin  Ward  to  a 
client  37  West  Sth  st,  a  4-sty  dwelling,  23x100. 

12TH  ST.— Greenberger  &  Co.  sold  for  Alfred  L.  M.  BuUowa  & 
Brothers  to  Charles  Wirth  407  East  12th  st,  4-sty  front  and  rear 
tenement  houses. 

18TH  ST.— L.  V.  Rossi  &  Co.  sold  to  Max  Keve  and  Martin 
Garon-  419  East  18th  st,  a  5-sty  tenement,  25x92. 

18TH  ST. — L.  V.  Rossi  &  Co.  sold  to  Max  Keve  and  Martin 
Garone  460  East  18th  at,  a  5-sty  tenement,  25x92. 

For  New  Y.  M.  C.  A.  Building. 

Horace  S.  Ely  sold  to  the  International  Committee  of  the 
Young  Men's  Christian  Association  125-127  East  27th  st  and 
122-124  East  2Sth  .=!t,  pbutting  properties,  with  frontage  of  40 
ft.  and  a  depth  of  197.0  ft.,  extending  througli  the  block.  A 
new  building  of  from  10  to  12  stories,  to  cost  $40<J,000,  will  be 
erected,  large  enough  to  house  all  of  the  association's  offices 
in  this  country.  The  present  offices  of  the  committee  are  at 
3  East  29th  st,  from  which  place  they  direct  the  work  of  the 
organization  among  sailons,  railroad  men,  soldiers  and  all 
branches  of  workers.  The  property  was  bought  from  Frank 
Jackson  and  Miss   A.   Chatterton. 

28TH  ST. — G.  Tuoti  &  Co.  and  H.  L.  Suydam  &  Co.  sold  for 
S.  S.  Thornton  217  West  2Sth  st,  a  5-sty  tenement,  2.5x100. 

45TH  ST. — The  McVickar,  Gaillard  Realty  Co.  sold  to  a  client 
115  West  45th  st,  a  3-sty  and  basement  dwelling,  20x100.5.  The 
buyer  will  occupy  the  house,  after  extensive  alterations  are 
completed. 

AV  A. — E.  H.  Ludlow  &  Co.  sold  for  Henry  M.  Popham,  as 
trustee,  to  Samuel  Engie  275  Av  A,  northwest  corner  of  17th  st, 
a  5-sty  tenement,  with  store.  The  property  has  not  been  sold 
in  40  years. 

A  Sixth  Avenue  Sale. 

GTH  AV.— Nichols  &  Lummis  sold  for  Henry  Oppenheiraer 
030  Gth  av,  a  4-sty  brick  building,  24.Sy2xG0,  adjoining  the  cor- 
ner of  37th  St.  At  the  termination  of  the  present  lease  the 
buyer  will  make  extensive  alterations,  and  use  for  his  own 
occupancy. 


North  of  59th  Street. 

GOTH  ST. — Pisani  Brothers  &  Co.  sold  for  A.  Reichbart  the 
5-sty  double  tenement.  321  East  60th  st,  25x100. 

GOTH  ST.— L.  J.  Phillips  &  Co.  sold  for  Daniel  B.  Freedman  to 
a  client,  who  will  occupy  59  West  09th  st,  a  5-sty  dwelling, 
20x100. 

70TH  ST.— Harry  M.  Stoff  bought  from  Manheimer  &  Weln- 
stein  428  East  70th  st,  a  new  6-sty  tenement  with  stores,  38x 
100.5. 

73D  ST.— L.  J.  Phillips  &  Co.  sold  for  Flora  M.  Graves  to  a 
client  for  occupancy,  250  West  73d  St,  a  4-8ty  and  basement 
dwelling,  10,4x102.3. 
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7*TW  ST.— Fredk.  Zittel  sold  for  the  Travers  Bros.  Co.,  to  a 
clifeni  rnr  occupancy,  50  West  74th  st,  a  4-sty  private  dwelling, 
I'OxtlOxiOO. 

7aTH  ST. — Collins  &  Collins  sold  to  a  client  ir>7  and  l'<9  East 
7.jta  at.   two  4-sty  English  basement  dwellings,   lS.'Jxl02.2  each. 
8IST   ST.— Fleck  &  Brown   sold   for   Harry   Maurer,    227   East 
■Slsv  at.  a  5-sty  triple  fiat,  25x102.2. 

Sale  of  "The  Plymouth." 
83JJ   ST. — Alfred   C.    Chapin,   former   Mayor  of   Brooklyn,    sold 
142   East   S3d   st,    a   5-sty   apartment    house,    "The   Plymouth," 
3e.2rl02.2. 

84rH  ST. — H.  A.  &  C.  J.  Casson  sold  for  L.  B.  Quimby  to  John 
T.  Bermingham  275  West  84th  st,  a  3-sty  dwelling,  lGx80.2. 

86TH  ST. — Leo  Solomon  and  Arthur  Greenbaum  sold  for  the 
Hafmlton  Heights  Syndicate  to  Albert  Hirsch  111  West  S6th 
st,  a  4-sty  dwelling.  20x100.8.  The  parcel  was  to  have  been 
sold  at  auction  by  Joseph  P.  Day. 

S9TH  ST.— Pease  &  Elliman  sold  for  Mrs.  Mary  McGuIre 
2BJ  West  89th  st,  a  4-sty  American  basement  dwelling,  ISx 
100.8^. 

97TH  ST.— C.  N.  Shurman  sold  for  James  Buchanan  to  a 
client,'  175  West  97th  st,  a  3-sty  dwelling,  17x100. 

lOOTH  ST.— John  J.  Boylan  sold  for  A.  B.  Murray  to  Andrew 
'Hitzel,  G2  West  lOOth  st,  a  5-sty  double  flat,  25x100.11. 

lOlST  ST.— Huberth  &  Gabel  sold  for  Mary  F.  Cummings  to 
Irving  I.  Kempner  221  East  lOlst  st,  a  4-sty  and  basement 
double  tenement,  25x100. 

102D   ST.—The   Louis   Meyer   Realty   Company   sold   to   Frank 
Frankel  102  East  102d  st,  a  5-sty  triple  flat,  with  stores,  28x75. 
104TH   ST. — John   R.   Davidson   sold   for  Mre.    Franciska   Kick 
31  West  104th  st,  a  3-sty  private  dwelling,  l(i.8xl00.11. 

104TH  ST.— Heilner  &  Wolf  sold  to  M.  Y.  Jacobs  the  5-sty 
brownstone  double  flat  143  West  104th  st,  250  ft.  west  of  Am- 
sterdam av.     F.  L.  Young  &  Co.  were  the  brokers. 

113TH  ST.— P.  Schuyler  Dunne  sold  to  C.  C.  White  529  West 
113th  st,  a  5-sty  American  basement  dwelling,  20x100.11. 

119TH  ST.— Philip  Meyerowitz  sold  for  Isidor  Cahn  to  Max 
Friedman  the  southeast  corner  of  119th  st  and  2d  av,  a  plot 
61x50. 

■    126TH  ST.— K.  Rubin  sold  to  John  R.  Wilson  1G3  East  126th 
st,  a  5-sty  double  tenement  house,  25x99.11. 

132D  ST.— Shaw  &  Co.  sold  for  E.  J.  Welling  238  West  132d 
st,  a  3-sty  and   basement  dwelling,   15x100. 

146TH  ST.— Thomas  &  Son  sold  to  Edmund  Frank  the  two 
5-sty  new  law  apartment  houses  504-.506-508-510  West  146th  st, 
80x100,  two  of  the  row  of  five  recently  completed  by  Weinberg 
&  Sudzen. 

MADISON  AV.— S.  Steingut  &  Co.  sold  for  the  Mehlich  estate 
1410  to  1414  Madison  av,  southwwest  corner  of  9Sth  st,  three 
5-sty  tenements,  75x95. 

PARK  AV.— Wm.  Reitman,  367-373  Fulton  st,  Brooklyn, 
sold  1972  Park  av,  near  132d  st,  Manhattan,  a  4-sty  single 
brick  building,  20x75,  formerly  owned  by  Wm.  Martin,  and 
sold  to  Mt.  Morris  Realty  Co. 

3D  AV.— Emanuel  Simon  sold  for  George  Mundorff  to  Morris 
Freundlich  1517  and  1.519  Third  av,  two  6-sty  flats,  51x100. 


The  Bronx. 

173D  ST.— Wm.  Kelleher  sold  for  D.  J.  Dillion  to  Ellen  Mor- 
gan, lot  No.  173  of  the  Gleason  estate,  Westchester,  on  173d  st. 

3D  AV.— Ernst-Cahn  Realty  Co.  sold  for  Morris  Williamson 
■four  4-sty  triple  flats  with  stores,  at  4064,  4066,  4068  and  4070 
3d  av,  25x100  each. 

175TPI  ST.— Ralph  Bellino  sold  to  Chas.  R.  Farnolo  one-half 
.acre  of  land  north  .^ide  of  175th  st,  100  ft.  west  of  Crotona  av. 

ARTHUR  Av. — Herman  Kahn  sold  to  Edward  A.  Klingbell 
one  of  the  row  of  3-family  houses  recently  completed  on 
the  w-est  Bide  of  Arthur  av,  soutli  of  lS2d  st. 

SOUTHERN  BOULEVARD.— Isaac  Friedman  and  L.  J.  Rosen- 
blatt, in  conjunction  with  W.  Goldberg,  sold  for  Samuel  Garry 
to  the  Northwestern  Realty  Co.  fifteen  lots  northwest  corner  of 
Southern  Boulevard  and  Elsmere  pi,  a  plot  fronting  100.9  ft.  on 
Southern  Boulevard  and  390.9  ft.  on  Elsmere  pi,  extending  to 
within  21  ft.   of  Marmion  av. 

165TH  ST. — Laurence  Kronenberger,  in  conjunction  wuth  the 
Bronx  Realty  Exchange,  sold  for  P.  F.  Von  Wetering  847-849 
East  165th  st,   two  3-sty  houses,  a  plot  35x100. 

Leases. 

Edward  McVickar  leased  111  Broad  st  offices  to  a  Greek 
society. 

Edward  McVickar  leased  46  Fulton  st,  store  and  basement, 
for  J.  M.  Levy  to  a  tailor. 

Mauser  Manufacturing  Co.  leased  to  Eugene  A.  Verbeck  the 
store  298  5th  av  for  a  term  of  five  j^ars,  at  ?3,000  a  year. 

Edward  McVickar,  200  Broadway,  leased  61  Nassau  st,  a  4-sty 
building,  for  Mr.  Frankel  to  a  firm  of  tailors  for  a  long  term. 

Magulre   &   Co.    leased   for   Wm.    H.    Browning   to   a   client   for 
occupancy  231  West  74th  st,  a  private  residence. 
■     Maguire  &  Co.,  in  conjunction  with  Horace  S.  Ely  &  Co.  leased 
to  a  client  for  occupancy  a  residence  at  325  West  End  av 

Edward  McVickar,  200  Broadway,  leased  1169  Broadway,  store 


and   basement,   for  Henry  Corn  to   the   Import  Cigar  Co.   for  20 
years. 

Chas.  E.  Duross  leased  to  J.  M.  Knopp  the  shop  and  office, 
with  the  basement  and  mezzanine  floor,  270  West  19th  st,  for 
the  Prudential   Real   Estate  Corporation. 

Chas.  E.  Duross  leased  for  John  B.  Conboy  stable  property, 
2.32-4  West  18th  st,  50x160,  for  a  term  of  years  to  Frank  Wil- 
liams; also  for  Captain  John  J.  Brogan  the  3-sty  and  basement 
private  house  60  Perry  st  to  James  L.  Eccles. 

L.  J.   Phillips  &  Co.,  in  conjunction  with   the  Hotel  Register 
Realty  Corp.,   leased  for  a  client   to  H.   Hauf  the  Hotel  Lincoln, 
a  7-sty  building  on  four  lots,  northwest  corner  of  Broadway  and 
52a  St.     The  Criterion  Hjtel  Co.  formerly  owned  the  lease. 
Lease  of  New  Broadway  Building. 

Ellen  M.  Hennessy  and  Mary  B.  Avrill,  through  their  at- 
torney, Forbes  J.  Hennessy,  leased  for  a  long  term  to  Emit 
Voigt  and  Gaston  Rheims  the  building  to  be  erected  west  side 
of  Broadway,  north  of  60th  st.  at  an  aggregate  rental  of  $172,- 
000.  J.  A.  Dwyer  represented  the  lessees.  The  building  will  be 
used  as  American  headquarters  for  their  C.  G.  V.  automobiles. 
Important  Corner  Leased. 

The  northeast  corner  of  125th  st  and  Lenox  av,  a  very  desir- 
able corner,  now  covered  with  old  buildings,  has  been  leased  by 
Mr.  John  J.  Mooney,  who  will  erect  a  7-sty  office  building  and 
hotel.  Mr.  Mooney  was  offered  a  substantial  profit  to  vacate 
the  lease,  which  is  for  an  aggregate  amount  of  $1,500,000.  A 
station  of  the  Rapid  Transit  road  is  directly  in  front  of  the 
property.  It  is  the  largest  lease  of  Harlem  real  estate  made 
recently. 

Ditsons  to  Move. 
C.  H.  Ditson  &  Co.,  the  publishing  house,  now  at  867  Broad- 
way, is  to  move  near  the  Waldorf-Astoria.  It  will  occupy  a 
new  structure  to  be  built  on  East  34th  st,  near  5th  av.  The 
firm  leased  from  William  Waldorf  Aistor  the  three  dwellings, 
8,  10  and  12  East  34th  st,  fronting  53  ft.  and  100  ft.  deep.  The 
dwellings  are  to  be  demolished  to  make  way  for  a  10-sty 
structure.  The  lease  is  for  20  years,  with  the  privilege  of  two 
renewals — or  a  possible  sixty-year  term.  The  plot  is  153  ft. 
east  of  5th  av.  Adjoining  on  the  west  is  the  new  structure  to 
be  occupied  by  McCutcheon  &  Co.  On  the  5th  av  corner  is  the 
Korn   Building. 


Suburban. 

Clifford  N.  Shurman  sold  to  a  client  for  Tri-Centennial  Realty 
Company,  "Hillside"  dwelling  and  ground,  opposite  Thomas 
Paine's   Monument    North   av.   New   Rochelle. 

Clifford  N.  Shurman  sold  for  Frank  Ortiz  to  Tri-Centennial 
Realty  Company,  43  Waverly  av,  Mamaroneck,  a  dwelling,  75x 
200,  at  the  corner  of  Ogden  av,  and  in  the  immediate  zone  of 
the  improvements  of  N.  Y.,  N.   H.  &  H.  R.  R. 

Power  &  Steers  report  the  following  sales  of  Staten  Island 
property:  For  David  Quigley,  8  3-100  acres  at  the  southeast 
corner  of  Rockland  av  and  Forest  Hill  road;  also  for  John 
Decker,  947  Richmond  terrace,  Mariners'  Harbor,  73.6x335,  with 
house  and  outbuildings;  also  for  Mrs.  Sarah  Frances  Palmer, 
955  Richmond  terrace,  a  plot  73x404,  with  house  and  outbuild- 
ings; also  for  Abraham  Martineau,  907  Richmond  terrace,  a  plot 
60x.500;  also  for  the  Staten  Island  Realty  Co,  ten  acres,  ad- 
joining the  Staten  Island  Rapid  Transit  Railroad  Co.'s  tracks 
on  the  south,  with  a  frontage  in  Arlington  and  Franklyn  avs, 
and  a  frontage  in  South  av,  directly  opposite  Arlington  station. 
All  these  parcels  are  in  the  Third  Ward  of  the  Borough  of 
Richmond. 

Webster  B.  Mabie  has  recently  sold  1G24  Chestnut  st,  Phila- 
delphia, for  Felix  Isman  to  Irving  E.  Raymond.  Also  leased 
for  a  term  of  years  the  corner  of  Wabash  av  and  Madison  st, 
Chicago,  111.  Both  properties  are  to  be  occupied  by  A.  A. 
Vantine  &  Co.,  of  this  city. 


Summer  nearly  over — get  busy. 

A  little  more  rapid   transit  by  the  commissioners,  please. 

There  isn't  so  much  in  knowing  a  whole  lot  as  in  kno%ving  a 
little  and  how  to  use  it. 

Mr.  Max  Freund  returned  last  Tuesday  on  the  s.s.  Kaiser  Wil- 
helm  II.  from  his  annual  trip  to  Europe. 

M.  V.  Lenane,  real  estate.  No.  1  Hudson  st,  has  been  elected 
a  member  of  the  Real  Estate  Board  of  Brokers. 

September  12,  1906.  A  tunnel  under  the  North  River  bored 
through.  Lets  in  the  Jersey  commuter.  Now  see  the  Jerseys 
boom. 

The  annual  family  outing  of  the  Van  Nest  Taxpayers'  Asso- 
ciation took  place  at  Lohbauer's  Bay  View  Park,  Throgg's 
Neck,   last   Saturday  afternoon. 

A  report  from  Engineer  Rice  and  one  from  the  Rapid  Transit 
Commission's  committee,  on  plans. for  a  bridge  loop,  will  be  con- 
sidered by  the  commission  at  its  meeting  next  Thursday. 

Reuben  Samuels  and  Max  Krakower  have  formed  a  partner- 
ship under  the  firm  name  of  Samuels  &  Krakower,   and  have 
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WANTS 


OFFERS 


BUILDING 
LOANS 

A  Ure«  ftmoBnt  for  Manliattan  and  eftntraUy 
locmtod  Bronx  ProtMrties.      Liberal  pa/menti. 

PERMANENT 
LOANS 

Promptly  arallabl*   In   any  amoant  at  enmnft 
ratal  and  nasonabU  charges. 

A.  W.  McLaughlin  &  Co. 

Br*k«ra  and  Daalers  In  Mortcagas 
Am.  Ex.  Nat.  Bank  Bldg.,  I2S  B'way,  Car.  Cadar 


WILL  SUBLET  half  of  completely  furnished, 
large,  light  Broadway  corner  room,  with  private 
reception  hall.  New  Times  Bldg.,  42d  St.  and 
Broadway,  N.  Y.  Admirably  adapted  branch  up- 
town real  estate  or  N.  Y.  office  out  of  town 
concern.  Will  share  stenographic  and  tele- 
phonic service.  Address  BOX  104,  cjo  Record 
and    Guide. 

SALESMAN-COLLECTOR,  thoroughly  pro- 
ficient, desires  to  make  a  rhange.  Address 
■■RENTING."  Box  88.  c|o  Record  and  Guide. 

WANTED. — Experienced  Real  Estate  Salesman 
in  Old  Established  Flatbush  Real  Estate  Office. 
Fine  Chance.  Commission  basis.  Large  Busi- 
ness. Address  "REAL  ESTATE,"  Flatbush 
P.     O. 

REAL  ESTATE  SALESMEN  to  represent  us  in 
selling  Long  Island  City  properties.  Honesty, 
ambition  and  energy  requisite.  References  re- 
quired. JOHN  M.  THOMPSON  &  COMPANY, 
212  Broadway. 

YOUNG  LAWYER  and  notary  seeks  position 
with  real  estate  firm;  experienced  in  conveyanc- 
ing and  title  work,  collecting  rents,  etc.;  salary 
moderate.  Address  "B.,"  Box  74,  c[o  Record  and 
Guide. 

ARCHITECT.— Practical  architect  and  building 
superintendent  of  20  years'  experience,  wishes 
position  with  construction  company  or  architect 
who  will  pay  good  salary  for  intelligent  work. 
"W.    J.,"    Box   30,    c]o  Record  and   Guide  Office. 

ADDITIONAL  CAPITAL  WANTED  to  open 
new  builders'  material  yard  on  Manhattan 
Island.  Yard  having  ample  river  frontage  al- 
ready secured.  Apply  by  letter  to  "A.  W.,"  c|o 
Record   and   Guide. 

WANTED. — Thoroughly  experienced  renting 
man.  district  south  of  23d  Street.  H.  L.  MOX- 
LEY  &  CO..  320  Broadway. 

WANTED,  by  an  experienced  and  practical 
real  estate  man,  the  care  of  an  estate  or  large 
office  building.  Thoroughly  understands  every- 
thing about  real  estate,  such  as  repairs,  collect- 
ing of  rents,  machinery,  etc.  Twenty  years'  ex- 
perience, fourteen  years  superintendent  of  real 
estate  department  of  one  of  the  largest  downtown 
trust  companies.  Highest  reference  and  security. 
Address  "W.  K.,"  c|o  Record  and  Guide. 

WHAT  AM  I  OFFERED  for  Real  Estate 
Record  and  Guide  from  January,  1SS4  to  Decem- 
ber, lOOo,  inclusive,  bound  in  semi-annual  vol- 
umes with  index?  WILLIAM  J.  PEDRICK,  JR., 
Room   S12,    258   Broadway. 

RECOKiJ  AND  GUIDES.  ISOO  to  1904,  $20.00. 
ROOM    C,    4tb    Floor.    050    Broadway. 

WANTED.— A  Few  hustling  renting  and  selling 
men.  well  known  Real  Estate  Office.  "E.,"  c|o 
Record    and    Guide. 

FOR  SALE  CHEAP.— Five  whole  yearly  num- 
bers of  the  Record  and  Guide  for  New  York 
City,  from  1900  to  1904,  inclusive;  also  2  quar- 
terlies, January  to  June,  1905,  and  2  quarterlies, 
July  to  December,  1899.  Address  all  communi- 
cations to  J.  GRIFFIN,  314  First  St.,  BrcMjk- 
lyn,    N.    Y. 


Lawyers  Title  Insurance  &  Trust  Company 

CAPITAL  AND  SURPLUS  -  $9,500,00C 

TRUST  AND   BANKING  DEPAKTMENT,    59   LIBERTY   ST.      1 

TITLE    DEPAKTMENT 37    LIBERTY    ST.      I       MANHATTj»«" 

Broekljn  Branch.  Titl»  Department  and  Trust  and  Banking  Department,  188  Montagus  Stt»«» 

RECEIVES  DEPOSITS  subject  to  check  or  on  certifica\«. 
aUovsring  interest  thereon. 

LENDS  ON  APPROVED  STOCKS  and  Corporation  Bonaa 
as  Collateral. 

ACTS  AS  TRUSTEE,  Guardian.  Executor.  Administrator. 
Assignee  or  Receiver.  Transfer  Agent  or  Registrar  ok 
Stocks  of  Corporations.  Takes  Charge  of  Personzu 
Securities. 

OFFICER*  I 
EDWIN  W.  COGGESHALL,  Praaidant  and  General  Manasar. 

DAVID  B.  OGDEN,  v  WALTER  X.  VAIL,  Socrotary. 

^9^M,^,V  h9^^^A^-  Vir«  P™«l,loT,f«  LEWIS  H.  L08EE,  Asst.  Genl.  Manago 

LOUIS  V.  BRKJHT,  i  ViceFresMents.  ARCHIBALD  FOKBES.1  ,..,    n',^  ,  ,  ^ 

HENRY  MORCiENTHAU,   '  U.  CONDIT  VAKICK,  'JAsst.  Treasurer-. 

THORWALD  STALLKNEOHT.  Treasurei.  GEORGE  A.  FLEURV\   i.„,    r„„...,,„_, 

HERBERT  E.  JACKSON,  Comptroller.  FREDERICK  D.  REEf), /•*■*"■  oeoretanw. 


GEO.  F.  BtJTTERWORTH. 
DtTMONT  CLARKE, 
-  EDWIN  W.  COGGEfeHALL, 


EXECUTIVE  COMMITTEE: 

WILLIAM  A.  DAY. 
WILLIAM  P.  DIXON, 
JULIAN  D.  FAIECHILD, 


JOHN  T.  LOCKMAN, 
HENRY  MORGENTHAC- 
JAME8  N.  WALLACE. 


EXCELLENT  OPENING  for  man  who  can 
sell  real  estate.  Must  have  experience.  BOX  2, 
c|o  Record  and  Guide. 

WANTED.— Young  man  well  educated,  with 
some  successful  experience  in  renting  and  sell- 
ing- Real  Estate  above  110th  St.  BOX  25,  c]o 
Record   and  Guide. 


IF  YOU  DESIRE  to  sell  or  buy  Long  Branch 
Real  Estate  communicate  with  me,  as  I  am  thor- 
oughly posted  on  values.  JACOB  A.  KING, 
New  York  City  and  West  End,   N.   J. 

4%   AND   5%. 

MONEY   TO    LOAN 

ON   BOND  AND  MORTGAGE. 

MANHATTAN   BOROUGH, 

FIRM  OP  L.  J.  CARPENTER, 

41    LIBERTY   ST. 

A.  R.  BEAUJON 

CERTIFIED    PUBLIC    ACCOUNTANI 
Room  S2I— 150  NASSAU  ST.,  NEW  YORK 

Real   Estate   Accounting,    Construction    and    Joint 
Accounts.     Higllest  References. 

Complete  set  of  REAL  ESTATE  RECORD 
AND  aUIDE  from  1870  to  date,  with  index 

OR    SALE    CHEAP 

MARBLE   YARD.  57tli  St.  near  Second  Ave.,  N.  Y. 

1  7th   St.   near  8th   AvC. 

VACANT    PLOT 

lOO   East  of  8th    Ave. 
1 27  ft.  X  92  ft. 

Unconditional  Title  Insurance— Full  commission 
to  brokers. 

WM.    J.    ROOME, 
11  West  34th  St.,   New  York. 


KURD'S  PRINCIPLES  OF    CITY  I.AND  VAtUHS  j 

Price,   $1.80.  1 

A   book   Just   published   that   shows   tiov   oltr  \ 

values  ar«  made  and  the  basis  upon  whicb  real  ' 

estate  appraisements  should  be  made. 


Industrial  Sites 

To  Real  Estate  Agents 


The  Industrial  Department  of  the 

Erie  Railroad  Company 

advises  Real  Estate  Agents  submit- 
ting: for  the  consideration  of  manu- 
facturers sites  adjacent  to  railroad 
that  it  will  gladly  furnish  them  with 
full  technical  information  in  regard 
to  the  reaching  of  such  sites  by  side 
tracks.  No  interference  with  clients. 
No  leakage.  Confer  with  absolute 
confidence.  Every  assistance  freely 
rendered  agents  in  securing  business. 
Call  or  address, 

LUIS  JACKSON 

kudostrUI  Oommlflsloner,  Brie  BaUroad  OompA^y 


opened  offices  at  35  Nassau  s.t.  They  \\-iIl  transact  a  general 
real  estate  business;  also  represent  all  the  large  Are  insurance 
companies. 

The  Jere  Johnson,  Jr.,  Co.  will  sell  at  auction  to-day  the  re- 
maining G4  lots  of  the  Hoyt  property  at  Livingston,  S.  I.  The 
property  is  situated  on  Bard,  Castleton,  Forest,  Hoyt,  Kissel 
and  Prospect  avs.  The  sale  will  be  held  on  the  premises,  start- 
ing at  3  p.  m. 

The  William  P.  Rae  Co.  wiir  set;  at  auction  to-day  several 
lots  at  .Sea  Gate  Th^  sale  involves  the  rerriaining  land  of 
Ihe  Norton  Point  Land  Co.,  which  has  large  frontages  on  the 
Narrows  and  ocean.  The  sale  will'  start  at  2..30  p.  m.  and  will 
be  held  on  the  premises. 

Apartments  in  old  New  York  are  renting  readily  this  tall. 
Williain  R.  Ware,  451  Columbus  av,  says  he  has  never  found 
renting  better  than  it  has  been  this  year.  He  rented  a  great 
many  apartments  in  June  and  July,  the  leases  beginning  Oc- 
tober 1.  He  has  increased  rentals  in  many  cases  and  retained 
his  tenants. 


Personal. 

Mr.  Clarence  H.  Kelsey,  president  of  the  Title  Guarantee  and 
Trust  Co.,  returns  to-day  from  Europe  on  the  steam.ship 
"Cedric."  This  iSj  the  only  considerable  vacation  which  Mr. 
Kelsey  has  taken  from  his  work  since  the  Title  Guarantee  and 
Trust  Co.   was  organized  in  1883. 


Ernestus  Gulick  Co.  sold  through  their  New  York  ofnce,  150  Ij 
Broadway,  1(!  lots  at  their  new  development  known  p.s  "Harbor  jj 
View,"  at  the  southerly  end  of  the  village  of  Sea  Cliff.  The  I 
purchaser  is  Mr.  .Augustus  Granger,  of  New  York,  who  expects  i 
to  build  a  residence.  The  property  was  formerly  the  Graham!,; 
estate,  and  has  been  held  by  that  family  for  many  years.  Thej 
location  is  opposite  the  Ehlers  mansion  on  the  shore,  adjoin-: 
mg  the  handsome  cottage  of  J.  J.  Dillon  on  Glenlawn  av.  The| 
property  is  to  be  improved  with  gravel  walks,  macadamized 
driveways,  hedges,  etc.,  and  is  to  be  made  a  high-class  residence 
park. 
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'*The  Book  of  Catalogues" 


d  EDITION 


OF 

66 


Sweet's" 


Indexed  Catalogue  of  Building  Construction 


NOW  IN  PREPARATION 


THE  FIRST  EDITION 

Endorsed  by 

Three  Thousand  Architects 


In  Daily  Use  in 

5even  Thousand  Offices 

Names  of  Users  Furnished 


A    Great    Co=operative    Reform 


DONT   CATALOGUE-Expenslve.  Inefficient 
USE    "  SWEET'S  ""~^*^®  Hodern  flethod 

AND 

GET  ORDERS 
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UIMOMLLUiaOVt. 


\/\/     P.    MArJGAM 

Real  Estate  and  Loans 

lOSaudllO  EASr  TJoTU  STREET 

Telephone,  222  Hiirlem  Now  York  City 

NOTARY  PUliLIU 

J     G.    LYON  3    BU  LDING   & 
-''  OPERATING    COMPANY 

4  AND  6   EAST  42d  STREET 


MiatlMLLAMMOUa. 


Telephone,  6438  38th  St. 


NEW  YORK 


QHARLES  H.    EASTON   &  CO. 
^^  Real  Estate  Agents  and  Brokers 

Tel.,  6420  38th  St.  Estates  Managed 

116  West  42a  Street,  NEW  YORK 

Cahle  AddresSt  "Cheaston,  N.  Y." 

Chaklis  H.  Easton  Robert  T.  McQustt 

MUU)-8  PRINOIPLSI  OiT  OITT  UMD  TALITM 
Frio*.  «1.M. 
A.   book   Juit   publlihtd   that   iktw*   haw   tltf 
raluai  aro  mad*  and  tha  bails  upaa  whlah  raal 
•itata  appraliamanti  ihouK  ba  aada. 


iriMuujLjr«*n. 


"THOMAS  DIMOND 
'  Iron  Work  for  Building 

128  WEST  33D  ST.,  NEW  YORK 

Wn,-l,=  /  128  West  33d  St.  Established  1852 

"  ori^s  "i^  ^gy  yf^^^  3^j  g^ Tel.,  1780  Mad.  Sq. 

M     BRIGHAM   HALL  &  SON 

'   '  ■         Real  Estate  Brokers  and  Agents 

Tel.,  603  Spring  681  Broadway 

JAMES    A.     DO  WD  TeI.,93Plaza 

Real  Estate  and  Insurance 

874  SIXTH  AVENUE,  above  49th  Street 


HE  TITLE  INSURANCE  COM PANYJF  new  YORK  »J^|!|g|£^j^.,„,,,^^ 

CYRIL  H.  Bl'RIlKTT,  Secretary 
CHAUNCEY  H.HfMPHREYS,\  Asat. 
EDWIN  A.  BAYLES,  /Sec'ys 

WILLIAM  N.  H ARTE.  Treasurer 


135  Broadway,  Manhattan 
and  203  Mongtague  St.,  Brooklyn 


CAPATAL  AND  SURPLUS 
$3,000,000 


Examines  and  Insures  Titles  to  Real  Estate  on  Sales  and  Loans,  and  deals  in  Mortgages. 


Hon.  ABRAHAM   R.  LaWRENCE,  Couniel 


HARRY    W.     HOPTON 
REAL    ESTATE 


Tel-  6989  Cortlandt 


No.    IBO    BEGAD  WAT 
Cor.  Liberty  St. 


NOTICE  TO  PKOPERTY  OWNERS. 

HEARINGS   FOR   THE   COMING   WEEK. 

At  90-!)2  West   Broadway. 

Monday,    Sept.    17. 

White   Plains   rd.    northern    boundary   of   city   to 

Morris    Park    av,    at    11    a    m. 
West    ItMth    St,    Broadway    to    Fort    Washington 

av,    at    l.SO   p   m. 
West    LStJth    St,    Amsterdam    av    to    new    street 

west    Highbridge    Park,    at    3    p    m. 
Railroad    av,    between    Uuiouport    rd    and    Globe 

av,    at   12   m. 
East  172d  st,  Jerome  av  to  Morris  av,  at  4  p  m. 
Public  park.   Queens,   at  3  p  m. 
Washington   av.    Queens,    at   3   p   m. 
Westchester    av,    Bronx    River    to    Main    st,    at 

10.30    a    m. 
West  lC3d  St.  Broadway  to  Fort  Washington  av, 

at  2.30  p  m. 
Riverside    Drive,    from    135th    st    to    Boulevard 

Lafayette,    at    11    a   m. 
East   177th  st,    Boston   rd   to   Bronx   River,   at  4 

p  m. 

Tuesday,    Sept.    18. 

West  inith  st,  Bailey  av  to  the  N  Y  &  Put- 
nam   R    R.    at   4   p   m. 

West  17.sth  st,  Spuyten  Duyvil  &  Port  Morris 
R    R   to   bulkhead    line,    at   1    p   m. 

Storm  relief  sewer,  Webster  av  aud  Harlem 
River,    at  2   p   m. 

West  187th  st,  Amsterdam  av  to  a  new  avenue 
bounding   Highbridge    Park,   at   3   p  m. 

3d  av,  widening,  at  East  luOth  st,  at  1  p  m. 

Wednesday,   Sept.   19. 
Lafayette    av,    Richmond,    at    4    p    m. 
Bridge  at  Highbridge,  at  3  p  m. 
Anderson    av,    Jerome    av    to    East   IGlth    st,    at 

11   a  m. 
Hatfield   pi,    Richmond,   at  3  p  m. 
West    Farms    rd.    Bronx    River    to    Westchester 

Creek,   at  4  p  m. 
Flushing    Creek    Bridge,    at   2    p   m. 

Thursday,    Sept.    20. 
East    172d    st,    Jerome    av    to    Morris    av,    at  ,4 

p  m. 
Steuben   av,    Mosholu   Parkway   to   Gun   Hill   rd, 

at    3    p    m. 
Bridge  at  lo3d  st,  at  10.45  a  m. 
West    Farms    rd,    Bronx    River    to    Westchester 

Creek,    at   4   p   m. 
Northern    av.    north   of   West    l.Slst    st   and    Fort 

Washington  av,  at  3  p  m. 
Two     public     parks.     Boulevard     Lafayette,     at 

3.30   p    m. 
Weiher   Court,    between    Washington   av    and  3d 

av,    at    4   p    m. 
Bronx    Park   addition,    at   10   a   m. 
Kossuth    pi,    Mosholu   Parkway    to    De   Kalb   av, 

at    11    a   m. 
West    151st    st.    Riverside    Extension    to    U.    S. 

bulkhead  line,   H.   R.,   at  2  p  m. 
Friday,    Sept.    21. 
West  139th  st,  point  425  feet  west  Broadway  to 

Riverside  Drive,  at  3  p  m. 
Strip   of    land   at   Boulevard   Lafayette,    at   10.30 

a  m. 

At   258   Broadway. 
Monday,    Sept.    17. 
Richmond  Ferry,  at  10.30  a  m. 
Pier   52,    East    River,    at    11   a   m. 
Brooklyn   Bridge,   at   10. .30  a   m. 
15th  and  18th  sts.  North  River  docks,  at  2  p  m. 
Piers  2  and  3,   East  River,   at  2  p  m. 
Oak  and  James  sts,   school  site,   at  2   p  m. 
Bridge  4,  at  3.30  p.  m. 

Tuesday,    Sept.    IS. 
20th    and    22d    sts.    North    River    docks,    at    2 

p   m. 

Wednesday,   Sept.   19. 
Brooklyn   Bridge,    at   10.30  a   m. 
22d   and   23d    sts,    North    River    docks,    at    10.30 

a    m. 
129th    st    and    Amsterdam    av,    school    site,    at 

2  pm. 
Flushing  Creek  Bridge,  at  2  p  m. 
Pier   13,    East    River,    at   2   p    m. 
Thursday,    Sept.    20. 
Piers  16  and  17,   East  River,   at  10..30  a  m. 
Briggs    av,    school    site,    at    11    a    m. 


JOSEPH   P.  DAY 

Reml  Estate 

AUOTIONEEB  AND  APPRAISER 

ISAjy  OFFICE:  AGINCT  DIPT 

51  NASSAU  ST.  932  EIGHTH  AVENUB 


27th  and  2fSlh  sts,  park,  at  11  a  m. 
Piers  2  and  3,   East  River,   at  2  p 

Friday,    Sept.    21. 
Carmine    st,    public    bath,    at    11    a 
Flushing  Creek  Bridge,  at  2  p  m. 


AUCTION   SALES   OF  THE  WEEK. 

The  following  Is  the  complete  list  of  the  prop- 
erties sold,  withdrawn  or  adjourned  during  week 
ending  Sept.  14,  I'.Kii!,  at  the  New  York  Real 
Estate  Salesroom,  14  and  16  Vesey  st.  Except 
where  otherwise  stated,  tha  properties  offered 
were  in  foreclosure.  Adjournment  of  legal  sales 
to  next  week  are  noted  under  Advertised  Legal 
Sales. 

The  total  amount  at  the  end  of  the  list  com- 
prises the  consideration  In  actual  sales  only. 

JOSEPH  P  DAY. 

Rivington  st,  Nos  295  to  209,  s  s,  50  e  Cannon 
st,  75xl0(J,  two  6-sty  brk  tenements  and 
stores.  (Amt  due,  $4,323.75;  taxes,  &c, 
JtilO.'Jl.)  Mort  recorded  March  7,  1906.  Wm 
H  Schmohl 114.750 

130th  St.  No  122,  s  s,  225  w  Lenox  av,  25x 
119.11,  3-8ty  and  basement  stone  front  dwell- 
ing. (Amt  due,  .$10,909.12;  taxes,  &c,  $100.) 
Mort  recorded  April  IG,  1885.  Abraham  S 
Isergon 20,150 

Jansen  av.  w  s,  abt  339.7  n  Terrace  View  av, 
63x100x78.4x101. 10,  2y2-sty  frame  dwelling. 
(Voluntary.)     Bid  in  at  $13,001) 

92d  st.  No  14,  s  s,  abt  218  e  5th  av,  21x100.8, 
4-sty  stone  front  dwelling.  (Voluntary.) 
Bid   in   at   $54,000 

Hunts  Point  road,  n  e  cor  Lafayette  av,  154.2 
xl22xl50xS6.8,  frame  cottage.  (Voluntary.) 
Bid    in    at   $22,000 

75th  st.  No  42,  s  s,  2G0  e  Columbus  av,  20x 
100,  4-sty  browustone  dwelling.  (Volun- 
tary.)    Bid  in  at  .$37,400 

73th  st,  No  42,  a  s,  2C0  e  Columbus  av,  20x 
102.2,  4-sty  brk  dwelling.  (Voluntary.) 
Felix   Hirfch 40,000 

139th  st.  No  219,  n  s,  234.6  w  7th  av,  32.4x 
99.11  to  a  rear  court  x32.4x99.11,  4-sty  brk 
and  stone  dwelling.  (Voluntary.)  Thos  J 
Grady 19, GOO 

139th  st.  No  249,  n  a,  191.1  e  8th  av,  32. 4x 
99.11  to  a  rear  court  x32, 4x99.11,  4-sty  brk 
and  stone  dwelling.  (Voluntary.)  Herman 
Stahl 19,400 

13Hth  st.  No  247,  n  s,  226.5  e  8th  av,  32.4x 
99.11  to  a  rear  court  x32. 4x99.11,  4-sty  brk 
and  stone  dwelling.  (Voluntary.)  Charles 
Goldman 19,70Q 

94th  st.  No  174.  s  s,  abt  100  e  Amsterdam  av, 
17x92x17.2x91.1.  3-sty  brk  dwelling.  (Vol- 
untary.)     M    Raines 16,725 

♦110th  St.  No  215,  n  s,  210  e  3d  av,  25x100.11, 
4-sty  stone  fi'ont  tenement.  Action  No.  2. 
(.A-mt  due.(  $23,388.33;  taxes,  &c,  $^-.)  Sold 
sub  to  a  lease.  Mort  recorded  Dec  4,  1883. 
Alonzo  Kimball   16,OTtO 

♦110th  st.  No  213,  n  s.  1.85  e  3d  av,  2.5x100.11, 
4-sty    stone    front    tenement.      Action    No.    1. 

(Amt  due.  $23,388  33;  taxes,  &c,  $ .)    Sold 

sub  to  a  lease.  Mort  recorded  Dec  4,  1883. 
Alonzo   Kimball 16,000 

Kith  av.  No  132,  e  s,  25  n  18th  pt,  22. 4x 
75,  3-sty  brk  shop.  (Amt  due.  $8,050.20; 
taxes,  &c.  $:i76.23.)  Mort  recorded  Feb  9. 
1898.     H  C  Glore ll,6.-)0 

♦Cannon  st.  No  133,  w  s,  SO  s  Houston  st,  20x 
100,  G-stv  brk  loft  and  store  building.  (Amt 
due,  $19,000;  taxes,  &c,  $111.90.)  Gertrude 
Fuchs 24. GOO 

♦Union  av,  Nos  708  and  760|  n  e  cor  156th  st, 

1.5fith  st.  No  1007  I  8G.5  x  44.5  x 
93.11x25.  (Amt  due,  .$3,369.03;  taxes,  &c, 
$100.)  Mort  recorded  June  29,  19U6.  Sol 
Cohen 32,000 

L.    J.    PHILLIPS    &    CO. 

Old  Albany  Post  road,  w  s.  2S8.2  n  Delafleld 
lane,  runs  n  133  ;{  x  w  352.5  x  s  82  x  e  101> 
X  s  50  X  e  24G.6  to  beginning,  Bronx.  (Par- 
tition.)    Edward  J  Gallagher 10,2iKI 

HERBERT   A.    SHERMAN. 

Avenue  A,  No  1.333  |n    w    cor   72d    st,    25. 8x 

72d  st,  Nos  4.37  and  4.39|  100.  6-9ty  brk  tene- 
ment and  store.     (Amt  due,  $13,332.69,  taxes. 


&c.    .$1.89.41.)      Mort    recorded    Nov    4,    19(M. 
Sender   Jarmulowsky 28,000 

JAMES    L.    WELLS. 

♦Bond  St.  No  2.  n  s,  1.50  e  Broadway,  26x100, 
4-sty  brk  loft  and  store  building.  Parti- 
tion.       Clara    Nagler 48,000 

Total     $437,375 

Corresponding  week,  1005 310,625 

Jan.   1,    liKlG,.  to  date 23,074,594 

Corresponding    period,    1905 23.488,611 


ADVERTISED    LEGAL    SALES. 

Sales  to  be  held  at  the  Real  Estate  Exchange, 
14  and   10  Vesey  st,  except  as  elsewhere  stated. 
Sept.    15    and    17. 
No  Legal   Sales  advertised  for  these  days. 
Sept.    18. 
Boston   rd,    n   w   s,    about  230  s  w  Jefferson   st, 
20.9x142.0x20.9x149.     2-sty    brk    dwelling    and 
store.      John    J    Golden    agt    Michael    W^oods  'et 
al:     Rose    &     Putzel,     att'ys,     128    Broadway: 
Mitchell  A  C  Levy,   ref.     (Amt  due.  $3,175.96; 
taxes.  &c,  $550.)     Mort  recorded  Sept  18,  1885. 
By   Joseph    P    Day. 

Sept.    19. 
Franklin    av,    s   s,    part  of   lot   147  map   of  Vil- 
lage of  Morrisania,  Bronx,  70  x  116  x  70  x  113. 
(Continued   on   page  452.) 


IProposals. 


Office  of  the  Department  of  Correction,  No. 
14S  East  Twentieth  Street.  Borough  of  Manhat- 
tan, The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above  office  until  H  o'clock  A.   M.   on 

SATURDAY,    SEPTEMBER    22,    1906, 
Borough  of  Manhattan. 
No.   1.    For    furnishing    and    delivering    drugs, 
chemicals,    etc. 

No.  2.     For     furnishing     and     delivering    cork 
blocks    and    lumber. 
For    full    particulars    see    City    Record. 
FRANCIS    J.    LANTRY, 

Commissioner. 
Dated    September    11,    1006.  (2SS64) 

Bellevue  and  Allied  Hospitals  Department  of 
New  York  City,  Twenty-sixth  Street  and  First 
Avenue.  Borough  of  Manhattan,  The  City  of 
New    York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  President  of  the  Board  of  Trustees 
at   the  above  office  until  3   o'clock   P.    M.    on 
WEDNESDAY.     SEPTEMBER    26,     1906, 

For  all  the  labor  and  material  required  for  ad- 
ditions and  alterations  to  the  refrigerating  plant 
and  boxes  in  the  City  Morgue,  for  Bellevue  and 
allied  hospitals,  at  the  foot  of  East  Twenty- 
sixth  Street  and  East  River,  in  the  Borough  of 
Manhattan,    City    of    New    York. 

For    full    particulars    see    City    Record. 
MYLES     TIERNEY, 
Acting   President   of   the    Board    of   Trustees, 

Bellevue  and   Allied   Hospitals. 

Dated    September    11.    1906.  (28874) 

Bellevue  and  Allied  Hospitals  Department  of 
New  York  City.  Twenty-sixth  Street  and  First 
Avenue,  Borough  of  Manhattan,  The  City  of 
New    York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  President  of  the  Board  of  Trustees 
at  the  above  office  until  3  o'clock  P.   M.   on    * 
WEDNESDAY,     SEPTEMBER    26,     1906. 

For  additions  and  alterations  to  the  buildings 
and  present  fire  protection  devices  of  Bellevue 
Hospital. 

For    full     particulars     see    City    Record. 
MYLES     TIERNEY, 
Acting   President    of   the    Board   of   Trustees, 

Bellevue  and  Allied  Hospitals. 

Dated   September   11.    1906.  (288T4) 

Bellevue  and  Allied  Hospitals  Departnient  of 
New  York  City.  Twenty-sixth  Street  and  First 
Avenue.  Borough  of  Manhattan,  The  City  of 
New    York. 

SEALED    BIDS    OR    ESTIMATES    Will    be    re- 
ceived by  the  President  of  the  Board  of  Trustees 
at  the  above  office  until  3  o'clock  P.   M.   on 
WEDNESDAY,     SEPTEMBER    26,     1906,    ■ 
For   coal. 

For    full    particulars    see    City    Record. 
MYLES     TIERNEY, 
Acting    President    of    the    Board    of    Trustees. 

Bellevue  and  Allied  Hospitals. 
Dated    September    12,    1906.  (28874) 
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©Wcial  Xegal  IRotlces. 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TrSEMi:..»T  IN  THE  CITY  RECORD  of  August 
1:9  to  September  12,  1906,  of  the  confl  tuailon  by 
the  Board  of  Assessors  and  the  entering  In  the 
Bureau  for  the  Collection  of  Assessments  aud 
Arrears,  of  assessment  for  LOCAT.  IMPHOV^- 
MENTS   IN  THE   BOROUGH  OF  THE   BRONX. 

24TH  WARD,  SECTION  U.  EAST  178TH 
STREET— REGULATING,  GRADING.  SETTING 
CURBSTONES,  FLAGGING  THE  SIDEWALKS, 
LAYING  CROSSWALKS,  BUILDING  AP- 
PROACHES AND  PLACING  FENCES,  from 
Thira  Avenue  to  the  Bronx  River. 

HERMAN    A.     METZ. 

Comptroller. 

City  of  New  York,   August  28,   1906.       (28665) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  August 
L'9  to  September  12,  1906,  of  the  confirmation  by 
the  Board  of  Assessors  and  the  entering  In  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  LOCAL  IMPROVE- 
MENTS  IN   THE   BOROUGH  OF  MANHATTAN. 

4TH  AND  7TH  WARDS.  SECTION  1.     CATH- 
ARINE SLIP— PAVING  AND  PLACING  BRIDGE 
STONES     between    SoTli    !<nd    Cherry    Streets, 
HERMAN    A.     METZ, 

Comptroller. 

City  of  New  Yoik,  August  28.  1906.  (28656) 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  Septem- 
ber 12,  11'06.  to  Sep'ember  24.  1906,  of  the  con- 
firmation by  the  Board  of  Assessors  and  the  en- 
tering in  the  Bureau  tor  the  Collection  of  Assess- 
ments and  An  ears,  of  assessmen.ts  for  LOCAL 
IMPROVEMENTS  IN  THE  BOROUGH  OF 
BROOKLYN. 

THIRTY-SECOND  WARD.  SECTION  16.  EAST 
TWENTY-NINTH  STREET— SEWER,  between 
Avenue  F  and  Avenue  G. 

HERMAN   A.    METZ, 

Comptroller. 

City  of  New  York— Department  of  Finance,  I 
(288;S2)        Comptroller's  Office,  Sept.  11,  lfl(.K'>,      ) 


proposals. 


proposals 


proposals. 


Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  l,^.'?a,  Nos.  1.^  to  21  Park  Row, 
Borough    of   Msnhatlan.    Tht   City   of   New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  th«  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  tht  abovt  office  until 
2   •'clock   P.    M.    on 

WEDNESDAY,     SEPTEMBER    26.     1906, 
Borough     of     Brooklyn. 
For    furnishing,    constructing    and    erecting    a 
machine  work  shop  and  office  on  the  east  tide  of 
Logan    Street,    about    eighty    feet    north    of    At- 
lantic  Avenue,    Borough   of   Brooklyn. 
For  full  particulars  see  City  Record. 

WILLIAM    B.    ELLISON, 

Commissioner. 
Dated    September    1,    1906.  (28714) 


Department  of  Health  of  the  City  of  New 
York,  Southwest  Corner  of  Fifty-fifth  Street  and 
Sixth  Avenue,  Borough  of  Manhattan,  the  City 
of    New    York. 

SEALED    BIDS    OR    ESTIMATES   will   be    re- 
ceived   by    the    Board    of   Health   of   the   Depart- 
ment of  Health   until   10  o'clock  A.   M.,   on 
TUESDAY,     SEPTEMBER     25,     1906. 
Estimate     for     furnishing     all     the     labor     and 
furnishing  and  erecting  all   the  materials  neces- 
sary or  required  to  erect  and  complete  a  measles 
pavilion  on  the  grounds  of  the  Kingston  Avenue 
Hospital,  Kingston  Avenue  and  Fenimore  Street, 
Borough  of  Brooklyn,  City  of  New  Y'ork. 
For   full    particulars   see   City   Record. 

THOMAS    DARLINGTON.    M.    D., 
President: 
ALVAH    H.    DOTY,    M.    D., 
THEODORE    A.    BINGHAM, 

Board    of    Health. 
Dated    September    6.    1906.  (28739) 


Office  of  the  President  of  the  Borough  of  Man- 
hattan.  City  Hall.  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Borough  of  Man- 
hattan, at  the  City  Hall,  Room  No.  16,  until 
3   o'clock   P.    M.,   on 

TUESDAY,  SEPTEMBER  18,  1906. 
For  furnishing  and  delivering  for  the  use  of 
the  various  public  buildings,  courts,  etc.,  in  the 
Borough  of  Manhattan,  eight  thousand  (8,000) 
^ross  tons  (2,240  pounds  to  a  ton)  of  best  white 
ash  anthracite  coal. 
For   full    particulars   see   City   Record. 

JOHN  F.   AHEARN, 

Borough  President. 
The  City  of  New  York,   September  6,   1906. 

(28732) 

Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  avenue  and  Sixty-fourth  street. 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
p.   m.    on 

THURSDAY,   SEPTEMBER  20,   1906. 
Borough   of  The  Bronx. 
For   furnishing  and    delivering  timber   (No.    2, 
1900)   tor  parks,  borough  of  The  Bronx. 
For  full  particulars  see  City  Record 
MOSES   HERRMAN, 

President: 
GEORGE    M.    WALGROVE, 
MICHAEL  J.    KENNEDY, 
_   ^  J    „  ,  Commissioners  of  Parks. 

Dated   September  8,   1906.  (28811) 


Office  of  th»  President  of  the  Borough  of 
Manhattan,   City  Hall,  The  City  of  New  York. 

S?;ALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Borough  of  Man- 
hattan, at  the  City  Hall.  Room  16.  until  3 
o'clock   p.    m.    on 

TUESDAY.     SEPTEMBER     18,     1906. 

No.  1.  Regulating  and  paving  with  asphalt 
block  pavement  o.i  concre'e  foundation,  the 
roadway  of  One  Hundred  and  Twentieth  Street, 
from  Amsterdam  Avenue  to  Morningslde  Avenu* 
West. 

No.  2.  Regulating  and  paving  with  asphalt 
block  pavement  on  concrete  foundation,  the 
roadway  of  One  Hundred  and  Thirty-fourth 
Street,   from  Amsterdam  Avenue  to  Broadway. 

No.  3.  Regulating  and  paving  with  asphalt 
block  pavement  on  concrete  foundation,  the 
roadway  of  One  Hundred  and  Fifty-sixth  Street, 
flora    Audubon    Place   to    Riverside   Drive. 

No.  4.  Regulating  and  paving  with  asphalt 
block  pavement  on  concrete  foundation,  the 
roadway  of  One  Hundred  and  Fifty-seventh 
Street,    from    Audubon   Place   to   Riversid*   Drive. 

No.  5.  Regulating  and  repaying  with  asphalt 
block  pavement  on  concrete  foundatibn,  the 
roadway  of  St.  Nicholas  Place,  from  One  Hun- 
dred and  Forty-ninth  to  One  Hundred  and 
Fifty-fifth    Street. 

No.  6.  Regulating  and  repaving  with  asphalt 
block  pavement  on  concrete  foundation,  the 
roadway  of  Park  Avenue,  east  side,  from 
Fortieth  to  Forty-second  Street,  and  Park  Ave- 
nue, west  side,  from  Fortieth  to  Forty-flrst 
Street. 

No.  7.  Regulating  and  repaving  with  asphalt 
block  pavement  on  concrete  foundation,  the 
roadway  of  Fifty-seventh  Street,  from  Ninth 
Avenue   to   Tenth    Avenue. 

No.  8.  Regulating  and  repaving  with  asphalt 
block  pavement  on  concrete  foundation.  th« 
roadway  of  Thirty-fifth  Street,  from  Third  Ave- 
nue to  Lexington  Avenue. 

No.  9.  Regulating  and  repaving  with  sheet 
asphalt  pavement  on  present  pavement  relald  as 
foundation,  the  roadway  of  Forty-second  Street, 
from   Lexington  Avenue  to  Depew  Place. 

No.  10.  Regulating  and  repaving  with  asphalt 
pavement  on  present  pavement  relald  as  founda- 
tion, the  roadway  of  Centre  Street,  from  White 
Street  to  Walker  Street,  and  White  Street,  from 
Centre    Street    to    Baxter    Street. 

No.  11.  Regulating  and  repaving  with  asphalt 
pavement  on  present  pavement  relald  as  founda- 
tion, the  roadway  of  Monroe  Street,  from 
Catharine  Street  to  Market  Street;  from  Pike 
Street  to  Montgomery  Street,  and  from  Gouver- 
neur    Street    to    Jackson    Street. 

No.  12.  Regulating  and  repaving  with  asphalt 
pavement  on  present  pavement  relald  as  founda- 
tion, the  roadway  of  Fifty-fourth  Street,  from 
Tenth    Avenue    to    Eleventh    Avenue. 

No.  13.  Regulating  and  repaving  with  asphalt 
pavement  on  present  pavement  relald  as  founda- 
tion, the  roadway  of  Eighty-second  Street,  from 
First    Avenue    to    Second    Avenue. 

No.  14.  Regulating  and  repaving  with  asphalt 
pavement  ou  present  pavement  relald  as  founda- 
tion, the  roadway  of  Fifty-ninth  Street,  from 
Columbus  Avenue  to  Amsterdam  Avenue,  and 
Amsterdam  Avenue,  from  Fifty-ninth  Street  to 
Sixtieth    Street. 

No.  15.  Regulating  and  repaving  with  asphalt 
pavement  on  concrete  and  present  pavement  re- 
laid  as  foundation,  the  roadway  of  One  Hun- 
dred and  Fifty-second  Street,  from  Amsterdam 
Avenue   to   Broadway. 

No.  16.  Regulating  and  repaving  with  granite 
block  pavement  on  a  concrete  foundation.  th« 
roadway  of  Forty-sixth  Strett,  frem  First  Ave- 
nue   to    East    River. 

No.  17.  Regulating  and  repaving  with  granitt 
block  pavement  on  a  concrete  foundation.  th« 
roadway  of  Forty-fifth  Street,  from  First  Ave- 
nue to  East  River. 

No.  18.  Regulating  and  paving  with  granite 
block  pavement  on  concrete  foundation,  the 
roadway  of  One  Hundred  and  Forty-fourth 
Street,  from  Broadway  to  a  point  271.44  feet 
west  of  Broadway. 
For  full  particulars  see  City  Record. 
JOHN  F.   AHEARN, 

Borough  President, 
The   City   of   New   York.    September  7,    1906. 

(28775) 

Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  avenue  and  Sixty-fourth  street. 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
p.   m.    on 

THURSDAY,   SEPTEMBER  20,   1906. 
Borough   of   The   Bronx. 
For  furnishing  all  the  labor  and  materials  for 
the  erection   and   completion   of   a   concoursie   en- 
trance In  the  New  York  Zoological  Park  in  Bronx 
Park  in  the  City  of  New  York. 
For  full  particulars  see  City  Record. 
MOSES    HERRMAN, 

President: 
GEORGE    M,    WALGROVE, 
MICHAEL  J.   KENNEDY, 
Commissioners  of  Parks. 
Dated   September  7,    1906.  (28811) 

Headquarters  of  the  Fire  Department  of  The 
City  of  New  Y'ork,  Nos.  1.57  and  1,59  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  The  City 
of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office   until   10. .30  o'clock  a.   m.   on 

THURSDAY,    SEPTEMBER    20.    1906. 
Boroughs    of   Brooklyn   and   Queens. 
For    the    erection    and    completion    of    a    new 
building  for  Engine  Company  1.59.   to  be  located 
on   northerly  side  of  Greenpoint  Avenue    74  feet 
9  inches  west  of  Gale  Street,  Borough  of  Queens, 
New  York  City. 
For  full  particulars  see  Cltv  Record. 

JOHN   H.    O'BRIEN, 
Fire  Commissioner. 
Dated   September  7,    1906.  (28825) 


Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  avenue  and  Sixty-fourth  street. 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
p.    m.    on 

THURSDAY,    SEPTEMBER   20,    1906, 
Borough   of   The   Bronx. 
For    furnishing    and    delivering    eighteen    hun- 
dred (1,800)  cubic  yards  garden  mould  for  parks, 
borough  of  The  Bronx. 
For  full  particulars  see  City  Record. 
MOSES    HERRMAN, 

President: 
GEORGE    M.    WALGROVE, 
MICHAEL  J.    KENNEDY. 

Commissioners  of  Parks. 
Dated  September  8.  1!)06.  (28811) 

Office  of  the  Department  of  Parks.  Arsen&I 
Building.  Fifth  avenue  and  Sixty-fourth  street. 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
p.   m.    on 

THURSDAY,    SEPTEMBER    27,    1900. 
Borough    of    Brooklyn. 
No.   1.     For  furnishing  all  the  labor  and  mate- 
rials  necessary   to   grade  and   inclose  addition   to 
Willink   entrance.    Borough  of   Brooklyn. 

No.  2.  For  furnishing  ail  the  labor  and  mate- 
rials required  for  the  erection  of  picture  supports 
in  galleries  R,  S,  T  and  U,  in  the  east  wing  of 
the  Brooklyn  Institute  of  Arts  and  Sciences, 
Eastern  Parkway.  Brooklyn. 
For  full  particulars  see  City  Record. 
MOSES    HERRMAN, 

President: 
GEORGE    M.    WALGROVE, 
MICHAEL   J.    KENNEDY', 
(28818)  Commissioners  of  Parks. 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  1536.  Nos  13  to  21  Park  Row, 
Borough    of   Manhattan,    The   City   of   New   Y'ork. 

SEALED  BIDS  OR  ESTIMATES  for  the  fol- 
lowing-named work  and  materials  will  be  re- 
ceived at  the  office  of  the  Department  of  Water 
Supply,  Gas  and  Electricity.  Room  1536,  Nos. 
13  to  21  Park  Row,  Borough  of  Manhattan,  in 
The  City  of  New  York,  until  2  o'clock  p.  m.  on 
WEDNESDAY,  SEPTEMBER  19,  1906, 
Borough   of   Brooklyn. 

No.  1.  For  furnishing  and  delivering  wrought 
iron  pipe,  pipe  fittings,  gate  valves  and  well 
strainers. 

No.  2.  For  furnishing  and  delivering  cast- 
iron  stop-cock  boxes  and  covers,  as  follows: 
Section  1.  three  hundred  and  fifty-two  thousand 
(.352,000)  pounds  of  castings;  Section  2.  three 
hundred  and  fltty-two  thousand  (352.000)  pounds 
of  castings. 

No.  3.  For  unloading,  hauling,  storing  and 
trimming  the  semi-bituminous  coal  required  for 
the    Millburn    pumping    station. 

No.  4.  For  furnishing  and  delivering  cast-iron 
pipe   and    special   castings. 

For   full   particulars   see   City   Record. 

WILLIAM   B.    ELLISON, 

Commissioner. 

Dated    September    6,     1906.  (28782) 


public  "Mottccs. 


NOTICE  TO  TAXPAYERS. 


Department  of  Finance,  Bureau  for  the  Col- 
lection of  Taxes,   New  York.   September  3,   lOOiJ. 

TAXPAYERS  WHO  DESIRE  TO  OBTAIN 
their  bills  promptly  should  make  immediate 
written  requisition  (blanks  may  be  procured  in 
the  borough  offices),  stating  their  property  by 
section  or  ward,  block  and  lot  or  map  number, 
making  copy  of  same  from  their  bills  of  last 
year. 

If  a  taxpayer  Is  assessed  for  personal  tax.  the 
requisition  should  also  request  bill  for  such  tax. 

Each  requisition  should  be  accompanied  by  an 
envelope  bearing  the  proper  address  of  the  ap- 
plicant, and  with  return  postage  prepaid. 

In  case  of  any  doubt  in  regard  to  ward,  sec- 
tion, block  or  lot  number,  taxpayers  should  take 
their  deeds  to  the  Department  of  Taxes  and 
Assessments  and  have  their  property  located  on 
the  maps  of  that  Department  and  forward  to 
the  Deputy  Receiver  of  Taxes  with  the  requisi- 
tion a  certified  memorandum  of  their  property, 
which  will  be  furnished  by  the  Department  of 
Taxes  and  Assessments. 

Taxpayers  in  this  manner  will  receive  their 
bills  returned  by  mall  at  the  earliest  possible 
moment  and  avoid  any  delay  caused  by  waiting 
In  lines,  as  required  in  case  of  personal  applica- 
tion. 

The  requisition  must  be  addressed  and  mailed 
to  the  Deputy  Receiver  of  Taxes  in  whichever 
borough  the  property  Is  located,  as  follows: 

John  J.  McDonough,  No.  57  Chambers  street, 
Borough   of   Manhattan,    New   York. 

John  B.  Underhill,  corner  Third  and  Tre- 
mont  avenues.  Borough  of  The  Bronx  New 
Y'ork. 

James  B.  Bouck.  Municipal  Building,  Borough 
of  Brooklyn,  New  York. 

George  H.  Creed,  corner  Jackson  avenue  and 
Fifth  street.  Long  Island  City.  Borough  of 
Queens.   New  York. 

John  De  Morgan,  Borough  Hall,  St.  George. 
Staten  Island.  Borough  of  Richmond.  New  York. 

After  receiving  the  bills,  the  taxpayer  will  see 
that  they  are  properly  rebated,  then  draw  check 
for  the  net  amount  to  the  order  of  the  Receiver 
of  Taxes  and  mail  bill  and  check,  with  an  ad- 
dressed envelope,  with  the  return  postage  pre- 
paid, to  the  Deputy  Receiver,  In  whichever  bor- 
ough  the  property   is   located. 

Checks  should  be  mailed  as  soon  as  possible 
after  the  bills  have  been  received  by  the  tax- 
payer. 

All  bills  paid  during  October  must  be  rebated 
before  payment. 

DAVID    E.    AUSTEN. 
(28608)  Receiver  of  Taxes. 


September  15,  1906 


RECORD     AND     GUIDE         Manhattan 
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Iproposals. 


Headquarters  ot  the  Fire  Department  of  The 
City  of  New  York,  Nos.  157  and  150  East 
Sixty-seventh  Street,  Borough  of  Manhattan, 
The   City   of   New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office  until   10.30  o'clock  a.   m.   on 

TUESDAY.     SEPTEMBER     18.     lOOG. 
Boroughs    of    Manhattan    and    The    Bronx. 

No.  1.  For  furnishing  all  the  labor  and  ma- 
terials required  for  building  new  boiler  flue  on 
rear  of  quarters  of  Engine  Company  No.  7  and 
Hook  and  Ladder  Company  No.  7,  Nos.  102  and 
104  Duane  Street,  Manhattan. 

For    full    particulars    see    City    Record. 

JOHN   H.    O'BRIEN, 
(28706)  Fire    Commissioner. 

Offire  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  Citv  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office  of 
the  Department  of  Parks  until  3  o'clock  P.  M. 
on 

THURSDAY.    SEPTEMBER    27,    lOOG, 
Borough  of  Brooklyn. 
No.   1.     For  furnishing  all   labor  and   materials 
necessary   for   the   erection   and  completion   of   a 
shelter  house,  Prospect  Park,  Borough  of  Brook- 
lyn. 

No.  2.     For    furnishing   all    the   labor   and   ma- 
teria]s  necessary  to  construct  and  complete  gran- 
ite   steps    and    balustrades   on    Coney    Island    side 
of   Prospect   Park.    Borough   of   Brooklyn. 
For    full    particulars    see    City    Record. 
MOSES    HERRMAN. 

President; 
GEORGE    M.    WALGROVE, 
MICHAEL   J.    KENNEDY. 
(28850)  Commissioners   of   Parks. 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity. Room  IS.'IG.  Nos.  1,3  to  21  Park  Row, 
Borough    of  Manhattan.    The   Citv  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  for  the  below 
named  work  and  materials  will  be  received  at 
the  office  of  the  Department  of  Water  Supply. 
Gas  and  Electricity.  Room  1530.  Nos.  13  to  21 
Park  Row,  Borough  of  Manhattan,  in  The  City 
of  New   Yo'-k.   until  2  o'clock  P.    M.   on 

WEDNESDAY.     SEPTEMBER     2G,     1006, 
Borough    of   Queens. 

For  furnishing,  delivering  and  laying  water 
mains  in  Debevoise.  Ditmars.  Freeman,  Payntar, 
R'ker,  Review,  Steiiiway,  Vernon.  Washington, 
Webster  and  Wilbur  Avenues,  and  in  Crescent. 
Kouwenhoven.  R-^dde.  Titus,  Willow  and  Young 
Streets.  Long  Island  Citv:  and  in  Lawrence 
Street   and    Old   Mill    Road.   Flushing. 

For    full     particulars    see    City    Record. 
WILLIAM   B.    ELLISON, 

Commissioner. 

Dated    September    11,    1006.  (28857) 

Off'ce  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Minhattan,  The  Citv  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
reived  by  the  Park  Board  at  the  above  olTice  of 
the  Department  of  Parks  until  3  o'clock  P.  M. 
on 

THURSDAY.    SEPTEMBER    27,    1006, 
Borough   of   Queens. 
For    furnishing    all    the    labor    and    materials 
necessary   to  construct   and   complete   a  pumping 
plant   in   Forest   Park.    Borough   of   Queens. 
For    full     part'ciilars    see    Citv    Record. 
MOSES    HERRMAN. 

President; 
GEORGE    M.    WALGROVE. 
MICHAEL   J.    KENNEDY. 
("28881)  Commissioners   of    Parks. 

Off'ce  of  tlie  Department  of  Parks.  Arsenal 
Building.  Fifth  Avenue  and  Sixtv-fourth  Street, 
Bornngh  of  Minhaftan,  The  Citv  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office  of 
the  Department  of  Parks  until  3  o'clock  P.  M. 
on 

THURSDAY.    SEPTEMBER    27,    1006. 
Borough   of   Queens. 
For    furnishing    all    the    labor    and    materials 
necessarv    to   install    and   complete   low   pressure 
hot    water    heating    apparatus    in    greenhouse    In 
Forest   Park,    Borough   of  Queens. 
For    full     particulars    see    Citv    Jlecord. 
MOSES    HERRMAN. 

President; 
GEORGE    M.    WAT.GROVE. 
MICHAEL   J,    KENNEDY. 
(28881)  Commissioners   of    Parks. 

Department  of  Health  of  The  City  of  New 
York.  Southwest  Corner  of  Fifty-fifth  Street  and 
Sixth  Avenue,  Borough  of  Manhattan,  The  City 
of   New    York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived   bv   the    Board   of   Health    of   the   Depart- 
ment of  Health  until  10  oVlnrk  A.  M.  on 
TUESDAY.    SEPTEMBER  25.    1006. 
Estimate  for  furnishing  all   the  labor  and  ma- 
terials necessary  or  required   to  repaint  the  ex- 
terior   and    interior    of    certain    buildings    at   the 
Riverside   Hosnltal,    North    Brother   Island,    Bor- 
ough  of   The    Bronx.    City   of   New   York. 
For    full     particulars     see     Citv     Record. 
THOMAS   DARLINGTON,    M.    D.. 

President; 
ALVAH    H.    DOTY.    M.    D.. 
THEODORE   A.   BINGHAM. 

Board  of  Health. 
Dated   September   13.    1906.  (28888) 


I>ublfc  IRotfcee;.^ 


public  IMoticea. 

buildings,  etc.,  standing  upon  property  owned 
by  The  City  of  New  York,  acquired  in  street 
opening  proceedings,  said  buildings  being  situ- 
ated on  Bartow  Street,  and  are  erected  on  a 
strip  of  land  sixty  feet  in  width  and  extending 
northerly  300  feet  from  Grand  Avenue,  in  the 
First  Ward,  Borough  of  Queens,  City  of  New 
York. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above  described  premises  will  be  made  un- 
der the  supervision  of  the  Collector  of  City 
Revenue,  Department  of  Finance.  The  sale  will 
take  place  on 

FRIDAY,    OCTOBER   5,    1906. 
at  11   A.   M.,   on   the  premises,   and   will  be  sold 
at   the   highest  marketable   price   at  public   auc- 
tion. 
For  further  particulars  see  City  Record. 

H.  A.  METZ, 
(28839)  Comptroller. 

City  of  New  York,   Department  of  Finance,  ) 
Comptroller's    Office.    September    10.    1906.      \ 

CORPORATION     SALE     OF     BUILDINGS     AND 
APPURTENANCES     THERETO     ON      CITY 
REAL    ESTATE. 
PUBLIC    NOTICE   IS   HEREBY   GIVEN  THAT 
the     Commissioners     of     the     Sinking    Fund,     by 
virtue    of    the    powers    vested    In    them    by    law, 
will    offer   for   sale   at   public   auction,    the   build- 
ings,    parts    of    buildings,    etc.,    standing    upon 
property   owned   by   the   City   of   New   York,    ac- 
quired for  Carnegie  Library  purposes.  In  the 
BOROUGH  OF  MANHATTAN. 
All    the    buildings,     parts    of    buildings,     etc., 
situate  and  erected   upon   property  owned  by  the 
City  of  New  York,  acquired  for  Carnegie  Library 
purposes,    and    bounded    and    described    as    fol- 
lows: 

Beginning  at  a  point  on  the  northerly  side  of 
124th  Street,  distant  138  feet  westerly  from  the 
corner  formed  by  the  intersection  of  the  north- 
erly side  of  124th  Street  with  the  westerly  side 
of  Fifth  Avenue;  thence  running  northerly  par- 
allel with  5th  Avenue  100  feet  11  inches  to  the 
centre  line  of  the  block;  thence  westerly  along 
said  centre  line  parallel  with  124th  Street  47 
feet;  thence  southerly  parallel  with  5th  Avenue 
KK)  feet  11  inches  to  the  northerly  side  of  124th 
Street;  thence  easterly  along  said  northerly  side 
of  124th  Street  47  feet  to  the  point  or  place  of 
beginning,  be  the  said  several  dimensions  more 
or    less. 

By  direction  of  the  Comptroller  the  sale  of 
the  above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.      The    sale    will    take    place    on 

FRIDAY.    SEPTEMBER    21.    1906, 
at   11    a.    m.    on    the    premises,    and    will   be   sold 
for  the  highest   marketable   price. 
(For    further    particulars    see    "City    Record.") 
H.    A.    METZ, 

Comptroller. 
City  of  New  York— Department  of  Finance,  7 
;    Office,    Sept.    4.    1906.      f 
(28725) 


ipubllc  iraortces. 


Comptroller's 


CORPORATION     SATvE     OF     BTHLDINGS     AND 
APPURTENANCES     THERETO     ON     CITY 
REAL  ESTATE. 
Public   notice    is  hereby   given   that   the   Com- 
missioners   of    the    Sinlting    Fund,    by   virtue    of 
the  powers  y6_3ted.in  them  by  law.  will  offer  for 
sale   at   public    auction   the   buildings,    parts    of 


CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

AT  THE  REQUEST  OF  THE  PRESIDENT  OP 
THE  BOROUGH  OF  MANHATTAN,  public 
notice  is  hereby  given  that  the  Commissioners 
of  the  Sinking  Fund  of  the  City  of  New  York, 
by  virtue  of  the  powers  vested  in  them  by  law, 
will  offer  for  sale  at  public  auction  the  build- 
ings, parts  of  buildings,  etc..  standing  upon 
property  owned  by  the  City  of  New  York,  ac- 
quired in  street  opening  proceedings,  said  prop- 
erly being  within  the  lines  of  New  Avenue,  run- 
ning from  the  northerly  line  of  Washington 
Bridge  in  a  northerly  and  westerly  direction 
to  Amsferdam  Avenue,  opposite  lS.8th  Street, 
4th  Ward.  Borough  of  Manhattan,  which  is  more 
particularly  described  on  a  map  on  file  in  the 
office  ot  the  Collector  of  City  Revenue.  De- 
partment of  Finance.  Room  141,  280  Broadway, 
Borough  ot  Manhattan.  The  sale  will  take 
place    on 

THURSDAY.     OCTOBER    4.     IflOR. 

at   11   A.    M..   on   the   premises   and   will    be  sold 

at  the  highest  raarltetable  price  on  the  following 

TERMS    AND    CONDITIONS. 

Cash  payment  in  bankable  funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of  the 
buildings,  parts  of  buildings,  etc..  standing 
within  the  lines  of  said  streets  from  the  streets 
by  the  purchaser  or  purchasers  Immediately 
after  the  sale.  If  the  purchaser  or  purchasers 
fall  to  effect  a  removal  within  thirty  days  he  or 
they  shall  forfeit  his  or  their  purchase  money 
and  the  ownership  of  the  buildings,  parts  of 
buildings,  etc..  and  the  City  of  New  York  will 
cause  the  same  to  be  removed  without  notice  to 
the    purchaser. 

Purchasers  to  be  liable  for  any  and  all  dam- 
ages of  any  kind  whatsoever  by  reason  of  the 
occupation  or  removal  of  said  buildings,  parts 
of    buildings,    etc. 

The  bidder's  assent  and  agreement  to  the 
above  terms  and  conditions  are  understood  to 
be  Implied  by  the  act  of  bidding. 

Full  particulars  of  sale  can  be  obtained  at  the 
office  of  the  Collector  of  City  Revenue,  Room 
141.  Stewart  Building,  No  280  Broadway,  Bor- 
ough ot  Manhattan. 

H.    A.    METZ. 

Comptroller. 
City  of  New  York — Department  of  Finance, } 
f2S84.S)        Comptroller's    Office,    Sept    10.    1006.  f 

CORPORATION     SALE     OF     BUILDINGS     AND 
APPURTENANCES      THERETO     ON     CITY 
REAL    ESTATE. 
AT  THE  REQUEST  OF  THE  PRESIDENT  OF 
THE      BOROUGH     OF     THE     BRONX,      public 
notice    is   hereby   given    that    the    Commissioners 
of  the   Sinking   Fund   ot  the  City  ot  New  York, 
by  virtue  of  the  powers  vested  in  them  by  law. 
will   offer   for   sale   at   public  auction   the   build- 
ings,    parts    of    buildings,    etc..     standing    upon 
property   owned   by   the   City  of   New  York,    ac- 
quired   tor    street    opening    purposes,    said    prop- 
erty being  situated  within  thB   lines  of  the  pro- 


ceeding for  the  opening  of  Anderson  Avenue 
from  West  l(i4th  Street  to  West  IBTth  Street, 
in  the  Borough  of  the  Bronx,  and  being  the 
property  known  as  Parcel  No.  11  on  the  corner 
of  Anderson  Avenue  and  West  167th  Street, 
which  IS  more  particularly  described  on  a  map 
on  file  in  the  office  of  the  Collector  of  City 
Revenue,  Department  ot  Finance,  Room  114, 
2.S0  Broadway,  Borough  of  Manhattan.  The 
sale   will   take   place  on 

TUESDAY,    OCTOBER   9,    1906, 

at   11  A.    M.,   on  the   premises  and   will   be  sold 

at  the  highest  marketable  price  on  the  following 

TERMS   AND    CONDITIONS. 

Cash  payment  in  bankable  funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of  the 
buildings,  parts  of  buildings,  etc.,  standing 
within  the  lines  of  said  streets  from  the  streets 
by  the  purchaser  or  purchasers  immediately 
after  the  sale.  If  the  purchaser  or  purchasers 
fail  to  effect  a  removal  within  thirty  days  he  or 
they  shall  forfeit  his  or  their  purchase  money 
and  the  ownership  of  the  buildings,  parts  ot 
buildings,  etc.,  and  the  City  of  New  York  will 
cause  the  same  to  be  removed  without  notice  to 
the     purchaser. 

Purchasers  to  be  liable  tor  any  and  all  dam- 
ages of  any  kind  whatsoever  by  reason  ot  the 
occupation  or  removal  of  said  buildings,  parts 
ot    buildings,    etc. 

The  bidder's  assent  and  agreement  to  the 
above  terms  and  conditions  are  understood  to 
be  implied  by  the  act  of  bidding. 

By  direction  of  the  Comptroller,  sales  ot  the 
above  described  property  will  be  made  under 
the  supervision  of  the  Collector  of  City  Revenue, 
at  the  time  stated  herein. 

Full  particulars  of  sale  can  be  obtained  at  the 
office   of   the    Collector   ot   City   Revenue,    Room 
141,   280  Broadway,   Borough   of  Manhattan. 
H.   A.   METZ. 

Comptroller. 
City  ot  New  York— Department  ot  Finance, ) 
(28841)       Comptroller's   Office.    Sept.    11,    1906.  J 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  TO 
the  owner  or  owners  ot  all  houses  and  lots,  im- 
proved or  unimproved  lands  affected  thereby 
that  the  following  proposed  assessments  havn 
been  completed  and  are  lodged  in  the  ofHce  ot 
the  Board  of  Assessors  for  examination  by  all 
persons   interested,   viz.:    ■ 

BOROUGH    OF    THE    BRONX. 
List   8737,    No.    1.      Regulating,    grading,   curb- 
ing,  flagging  and  laying  crosswalks  in  Marmion 
Avenue,  from  Crotona  Park  north  to  the  South- 
ern  Boulevard. 

List  .8702.  No.  2.  Regulating,  .  grading,  curb- 
ing, flagging  and  laying  crosswalks  in  East  Two 
Hundred  and  Third  Street,  from  the  Grand 
Boulevard  and  Concourse  to  Briggs  Avenue. 

List   S79.J.    No.   3.      Regulating,    grading,    curb- 
ing,   flagging  and    laying  crosswalks   in   Mosholu 
Parkway    South,    from    Webster   Avenue   to   Van 
Courtlandt     Avenue,      and      thence     to     Jerome 
Avenue. 
For  full  particulars  see  City  Record. 
ANTONIO   ZUCCA. 
PAUL  WEIMANN, 
JAMES    H.     KENNEDY. 
Board    of   Assessors. 
WILLIAM  H.  JASPER, 

Secretary, 
No.   320  Broadway. 
City  ot  New  York,   Borough  of  Manhattan,  ) 
(288.37)  September  12.  1900.     j 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

AT  THE  REQUEST  OF  THE  PRESIDENT  OF 
THE  BOROUGH  OF  THE  BRONX,  public  notice 
is  hereby  given  that  the  Commissioners  ot  the 
Sinking  Fund  of  the  City  of  New  York,  by  vir- 
tue of  the  powers  vested  in  them  by  law.  will 
offer  for  sale  at  public  auction  the  buildings, 
parts  of  buildings,  etc..  standing  within  the  lines 
and  upon  property  owned  by  the  City  ot  New 
York,  acquired  for  street  purposes,  in  the 
BOROUGH  OF  THE  BRONX. 

Being  the  property  acquired  for  the  acquisition 
of  title  to  Bronx  Street  from  Bast  177th  Street 
to  East  ISOth  Street,  in  the  24th  Ward  ot  the 
Borough  of  the  Bronx.  City  of  New  York,  which 
is  more  particularly  described  on  a  map  on  file 
in  the  office  of  the  Collector  of  City  Revenue, 
Department  ot  Finance.  Room  141,  280  Broad- 
way, Borough  of  Manhattan.  The  sale  will  take 
place    on 

TUESDAY,  OCTOBER  2,  1908, 

at  11  A.   M..  on  the  premises,  and  will  be  sold 

for  the  highest  marketable  price  on  the  following 

TERMS   AND    CONDITIONS. 

Cash  payment  In  bankable  funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of  the 
buildings,  parts  ot  buildings,  etc..  standing 
within  the  lines  ot  said  streets  from  the  streets 
by  the  purchaser  or  purchasers  immediately  after 
the  sale.  It  the  purchaser  or  purchasers  tall  to 
effect  a  removal  within  thirty  days,  he  or  they 
shall  forfeit  his  or  their  purchase  money  and  the 
ownership  ot  the  buildings,  parts  of  buildings, 
etc.,  and  the  City  ot  New  York  will  cause  the 
same  to  be  removed  without  notice  to  the  pur- 
chaser. 

Purchasers  to  be  liable  for  any  and  all  dam- 
ages of  any  kind  whatsoever  by  reason  of  the 
occupation  or  removal  ot  said  buildings,  parts 
of    buildings,    etc. 

The  bidders  assent  and  agreement  to  the  above 
terms  and  conditions  are  understood  to  be  im- 
plied by  the  act  ot  bidding. 

By  direction  of  the  Comptroller,  sales  ot  the 
above  described  property  will  be  made  under  the 
supervision  of  the  Collector  of  City  Revenue,  at 
the    time    stated    therein. 

Full  particulars  of  sale  can  be  obtained  at  the 
office  ot  the  Collector  ot  City  Revenue.  Room 
141.  Stewart  Building.  280  Broadway,  Borough 
of    Manhattan. 

H.    A.     METZ. 

Comptroller. 
City  of  New  York — Department  of  Finance, ) 
(28834)      Comptroller's  Office.  Sept.  7,  1906.     J 
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RECORD     AND     GUIDE       Mortgages 


September  15,  1906 


ADVERTISED    LEGAI.    SALES. 

(Continued    from    page   449.) 

Harlem  Savings  Bank  agt  Chas  J  Sands  et 
al:  F  B  Wightman,  att'y.  2i;0  Broadway:  Na- 
than Ottinger.  ret.  (Amt  due.  $S.S0S.20: 
taxes,  &c.  .$:il4.)  Mort  recorded  July  G,  1904. 
By  Joseph  P  Day. 

Audubon  av.  e  s,  who'e  front  between  IS-lth  and 
ISfith  sts,  runs  n  214. ]0  x  e  fl.i  x  s  100.11  x 
e  2.5  X  s  5.3.10  X  w  120  to  beginning,  vacant. 
Emanuel  Heilner  et  al  agt  Leopold  Ehrmann 
et  al;  Wolf.  Kohn  &  Ullman,  atfys,  203 
Broadway:  Henry  H  Sherman,  ref.  (Amt  due, 
|2(;.7;!1.24:  taxes,  &c.  .?1,40.'.22.)  Mort  re- 
corded March  21,  190.5.     By  Joseph  P  Day. 

2Slh  St,  No  433,  n  s,  425  w  9th  av,  25xG8.9, 
5-s*y    brk    tenement. 

lS4th  St.  n  s.  whole  front  between  Bassford 
and  Bathgate  av,  183x55x184x55,  3-sty  frame 
dwelling    and    vacant. 

Catherine  Miner  agt  Joseph  Miner  et  al:  Simp- 
son, Werner  &  Cardoza,  att'ys.  52  Broadway: 
Algernon  S  Norton,  ref.  (Partition.)  By 
Joseph    P    Day. 

151st  St,  No  521,  on  map  Nos  527  and  529,  n  s, 
2(ifi.8  w  Amsterdam  av.  33.4x09.11.  5-sty  brk 
tenement.      Mary    J  Lasala    agt    Sophia    Tuch- 


HERBERT  A.  SHERMAN 

REAL  ESTATE 
AUCTIONEER,     BROKER 

APPRAISER,  AGENT 

GROUND    FLOOR    ASTOR    BUILDING 

9  Pine  and  10  Wall  St.. 

Uptown  OfHec.  5.30  and  532   FIFTH   AVENUE 

Ctorner  44th  St.,  under  5th  Ave.  Bank 
Tel.  Connections.     Private  Wire  Between  Offices 


feld  et  al;  Merrill  &  Rogers,  att'ys,  31   Nassau 
St:   Arthur  Smith,   ref.      (Amt  due,   .$58,013.86; 
taxes,  &c,  $508.43.)     By  Joseph  P  Day. 
Serit.    20. 

day. 


No   Legal   Sales  advertised   for  this 
Sept.    21. 
509,   n  s,   125  w  10th  av,  25x100.5, 


54th  St,  No 
5-sty    brk 

Orchard  st. 
17.4x50.  4 
Frederick 
ney  et  al: 
way ;  Geo 
P   Dar. 


tenement    and    store 

No  21.   w  s,   about  115  n  Canal  st 

-sty    brk   tenement   and   store. 

Simermeyer  agt  Catherine  B  Court-^ 
Robert  J  Robeson,  att'y,  320  Broad- 
Haas,   ref.     (Partition.)     By  Joseph 


14th  st.  No  4,  s  s,  34  e  5th  av,  33x103.3.  lease- 
hold, 6-sty  brk  loft  and  store  building.  Ruth- 
erford Realty  Co  agt  Willet  F  Cook  et  al; 
Wells  &  Snedeker,  att'ys,  34  Nassau  st;  Job 
E  Hedges,  ref.  (Amt  due,  $27,720.82;  taxes, 
&c,  $2,000.)  Mort  recorded  May  1,  1893.  By 
Joseph    P    Day. 

Se:it.    22. 
No  Legal  Sales  advertised  tor  this  day. 
Sejt.    24. 

Daly  av.  No  197C,  on  map  No  1978,  e  s,  200.1  n 
Tremont  av,  25.\4G.lx25x45.5,  2-sty  frame 
dwelling.  Charlotte  H  Heck  agt  Frank  Mc- 
Cone  et  al;  action  No  1;  R  E  &  A  J  Prime, 
att'ys,  25  Warburton  av,  Yonkers,  N.  Y; 
Edw  P  Orrell.  Jr,  ref.  (Amt  due.  $2,831.84; 
taxes,  &c,  .$(132.31.)  Mort  recorded  March  21, 
1905.     By  Joseph  P  Day. 

Daly  av.  No  1974,  on  map  No  197G,  e  s,  175.1  n 
Tremont  av,  25x45.5x25x44.9.  2-sty  frame 
dwelling.  Same  agt  same:  action  No  2;  same 
att'ys:  same  ref.  -(Amt  due.  $2,514.89;  taxes, 
&c.  $329.42.)  Mort  recorded  June  29,  1900. 
By  Joseph  P  Day. 

Daly  av.  No  1982.  e  s,  250.1  n  Tremont  av,  22.10 
x47.4x22x4G.9,  2-sty  frame  dwelling.  Edmond 
T  Heck  agt  same;  same  att'ys;  same  ref.  (Amt 
due,  $2,034.48;  taxes,  &c,  $595.91.)  Mort 
recorded  May  14,  1901.     By  Joseph  P  Day. 


CONVEYANCES 


Whenever  the  letters  Q.  C  C.  a  G.  and  B.  &  S.  occur,  preceded  by 
the  name  of  the  grantee,  they  mean  as  follows: 

1st. — Q.  C.  is  an  abbreviation  for  Quit  Claim  deed.  i.  e.,  a  deed 
wherein  all  the  right,  title  and  interest  of  the  grantor  is  conveyed, 
omitting   all   covenants  and   warranty. 

2d. — C.  a.  G.  means  a  deed  containing  Covenant  against  Grantor 
only,  in  which  he  covenants  that  he  hath  not  done  any  act  whereby 
the  estate  conveyed  may  be   impeached,  charged  or  encumbered. 

.'^d. — B.  &  S.  is  an  abbreviation  for  Bargain  and  Sale  deed,  wherein, 
altbough  the  seller  makes  no  expressed  consideration,  and  thus  im- 
pliedly claims  to  be  the  owner  of  it.  The  street  or  avenue  numbers 
given  in  these  lists  are.  in  all  cases,  taken  from  the  insurance 
maps  when  they  are  not  mentioned  in  the  deeds.  The  numbers,  it 
will  occasioially  be  found,  do  not  correspond  with  the  existing  ones, 
owing  to  there  hr.vine  been  no  official  designation  made  of  them  by 
the  Dep-'rtment  of  Public  Works. 

4th. — The  first  date  is  the  date  the  deed  was  drawn.  The  second 
date  is  the  date  of  filing  same.  When  both  dates  are  the  same,  only 
one  Is  given. 

Sept.  7.  8.  10,  11,  12  and  13. 

BOROTTGH    OF    MANHATTAN. 

Allen  St.  No  102.  e  s.  l.'il.l  s  old  line  Delancey  st.  24.0x.O7.(i.  .5-sty 
b'k  tonement  and  store.  Henry  J  Brodskv  to  Samuel  Held  Mt 
S^nOOO.  Sept  1.  Sept  8.  1906.  2:414—37.  A  ?l(i.O00— .$24.- 
000.  other  consid  and   100 

Bank  st.  Nos  12.*^  to  127.  n  s,  209,2  w  Greenwich  St.  runs  n  9-5 
X  e  9  2  X  n  20.10  x  n  w  .50.0  x  s  .59.9  x  n  w  204  x  s  (58.5  to  st 
X  e  fil.3  to  beginning,  three  3-sty  brk  dwellings  and  two  .3-sty 
brk  tenements  in  rear.  Helena  Schlobnhm  and  ano  to  The  Meade 
Tr^n-jfer  Co.  Sept  10.  Sept  11,  1906.  2:0.35—42  to  45.  A 
$or?  .r;nO— ,'i!?9  ."^00.  other   consid    and   100 

Bed'ord  st  No  .53.  w  s.  75  n  Leroy  st,  runs  w  100  x  n  14.10  x  e 
25  X  n  10  X  e  75  to  st.  x  s  25  to  beginning,  5-sty  brk  tene- 
ment. Esf^er  Joenbere  to  C^as  J  Schlnssin^or.  411  liens.  Sept 
12.     Sept  13.  1906.     2:.5S3-33.     A  $9,500-.$25.500. 

other   consid   and   100 
Broad  st    No  94.  w  s.  abt  50  s  Stone  st,  — x — ,  tour  5-sty  brk  loft 

and  store  bnildings. 
73d  St.  No  lis  s  s.  abt  ISO  w  Columbus  av,  — x — -,  4-sty  and  base- 
ment brk  dwelling. 
40  acres  at  Ossining.  N  Y. 
John  P  Truesdell  ASSIGNEE  for  benefit  creditors  Henry  D  and 
Wm  M  McCord  to  Wm  M  McCord.  of  Roton.  Conn;  Esther  E  Mc- 
Cord  Minnie  E  Schwartzwaelder  and  Clara  B  Elliot,  of  Ossining, 
N  Y  PEVTSKES  Henry  T>  McCord  deed.  Q  C.  Sept  12.  Sept 
13  ^W'.  1:10^1.  A  $42.200— $49,000;  4:1144—40.  A  $14,- 
000— .«27,00O,         •  nom 

Broad  St.   No  51,   e  s,  SO  4  n  Beaver  st.  2.8x57.5x27x61.2.  I 

Brond  St.  No  49.  e  s.  108. .3  n  Beaver  st.  runs  e  .57. .3  x  n  3.9  x  e| 
.3fi  7  X  n  8.1  X  e  3.4  x  n  9.11  x  w  9.3.1  to  st  x  s  22.7  to  begini 
nlng.  I 

two  4-sty  brk  loft,  office  and  store  buildings.  | 

I.p'>'is    A    Mitcbell    to    L    Nr>ooleon    Levy.      Mort    S .      Oct    ,5. 

1903.     Sept    12.   1906.     1:25—5   and   6.     A  $185.000— $195,000. 

nom 
Brnome  st.  No  97.  s  s.  abt  50  w  Sheriff  st,  25x75  4-sty  frame  (brk 
front)  tenement  and  store  and  .5-sty  brk  tenement  in  renr. 
Frank  Slater  to  David  Monrl=chain.  of  Brooklyn.  Mort  S 12  000. 
July  .5.  Sept  11.  1906.  2:330—45.  A  !S14.000— $17  000.  nom 
Carmine  st.  Nos  .34  and  36,  s  s,  150.4  w  Bleecker  st.  40x70,  .5-sty 
brk  tenement  and  store.  Francis  N  Orlando  to  Joseph  Liebman, 
Snrni>el  Kutler  and  Sora  Kot'er,  Mort  $37,000.  Sept  13,  1906. 
2:527—64.      A    $19.000— $.33  000.  other    consid    and    100 

Cathedral  Parkway!  s  s,   175  w  Manhattan   av,   runs  w  503  x  s  w| 
CoUimbus  av  |     on   curve  —  x   e  —  x  n   72.11   to  beginning,! 

vacant. 
109th  St.  n  s.  2.50  w  Manhattan  av.  runs  n  72.11  x  w  —  x  s  w  on| 
curve  —  to  Cohimbus  av,  x  e  100  to  beginning,  foundation  tori 
6-sty  brk   tenement.  | 

Wm  T  Hotkey  to  Max  S  A  Wilson.  Mort  $49,500.  Aug  23. 
Sept  10.  1906      7:1845  nom 

Cherry  st.  No  136.  n  s,  239.3  e  Catherine  st.  25.,8xl04.2.  5-sty  brk 
tenement  and  store.  Samuel  Seiniger  to  Martin  Garone.  Mort 
.*.31  000.  Sept  6.  Sept  10,  1906.  1:253—11.  A  $10  000— $20.- 
OOO.  other  consid  and   100 

Cherry  st.  No  1.36,  n  s,  2.39.3  e  Catherine  st,  25.8x104.2.  5-sty  brk 
tenement  and  store.  James  F  Mackey  et  al  to  Samnel  Seiniger. 
3'.  p-'rt.  Mort  $5,000.  Sept  6.  Sept  10,  1906.  1:2.5.3—11.  A 
$10  000— $20  000.  other   consid    and    100 

Cherry  st.  No  136.  n  s.  239.3  e  Catherine  st,  25.8x104.2,  5-sty| 
brk  tenement  and  store.     Mort  $5,000.  I 

55th  St.  No  334.  s  s.  259.6  w  1st  av.  27x— x37.9xl00.5,  5-sty  stonel 
front  tenement  and  two  3-sty  frame  tenements  in  rear.  MortI 
$2,000.  I 

Joseph  J  A  Mackey  by  Helen  A  Galvin  GUARDIAN  to  Samuel 
Seiniger.  %  part.  All  title.  Sept  6.  Sept  10,  1900.  1:2.53—11. 
A  $10,000-$-20,000,  and  5:1347—371/2.     A  $10,000— $19,000. 

13  250 
Cherry  st.  No  110,  n  s,  abt  60  w  Catharine  st,  12.7.x00,  2-sty  brk 


tenement    and    store.      Bernard    Golden    to    Michael    A    Rofrano. 

Mort   $5,000.      Sept  8.     Sept   11,   1900.      1:252—44.     A   $4,000— 

$5,000.  ^         nom 

Cherry   st.   No   429,   s  s,   75   w   Jackson   st,   25x94.9x25x92.10  e  s, 

5-sty  brk  tenement.     Abraham  J  Dworsky  to  Jacob  Jablous  and 

Samuel   Keer.      Q   C.     June   15.      Sept   13,   1906.      1:260—38.     A 

$7.000-$21,000.  nom 

Chrystie  st,  Nos  122  to  126   |n   e   cor   Broome   st.   75x62.5,   three   5- 

Broome  st.   No  320  |     sty  brk  tenements  and  stores.     Jacob 

Israelson    to    Jacob    Furmann,    Josef    Gcrtner    and    Abraham    S 


Weltflsch.     Sept  7,  1006.     2:419—1  to  3, 
21.9 
No  279,'  s  s,  43.6  e  Gouverneur  st,  21.9x49.2.-c21.9x 


A  $48  000 — $71,0110. 
other  consid  and   100 
Gouverneur  st,   21.0x49.5x21. 9x 


Division   st.   No   278, 
49.8. 

Division   st, 
40.5. 

two  3-sty  brk   loft  and  store  buildings. 

B   David   Kaplan   to   Elizabeth  Ahearn.     Sept  6.     Sept  11,   lOOO! 
1:288-69.      A   $7,000— $10,000.  other  consid   and    1(X> 

Division  st,  Nos  278  and  279.  s  s,  21.9  e  Gouverneur  st.  43. Ox 
49.2x43.6x49.8,  two  3-sty  brk  loft  and  store  buildings.  Charles 
Cory  et  al  to  B  David  Kaplan.  Sept  7.  Sept  11,  1906.  1:288 
—68   to   09.     A   $14,000— $19,000.  other  consid   and   100 

Elizabeth  st.  No  38,  e  s,  abt  25  n  Canal  st,  2.5x100,  5-sty  brk 
tenement  and  store  and  1-sty  frame  building  in  rear.  Adelaide  L 
Gross  et  al  HEIRS,  &c.  Gerard  T  and  Cath  L  Beekman  to 
Bernard  Galewski.  Sept  12,  1906.  1:203—2.  A  $16,000— 
$20,000.  other    consid    and    100 

Forsyth  st.  No  21,  w  s,  abt  102  s  Canal  st,  25x125,  5-sty  brk 
tenement  and  store  and  5-sty  brk  tenement  in  rear.  Lily  M 
B  Schreuber  et  al  to  Robert  Denigris.  B  &  S.  Aug  27.  Sept 
13,  1906.     1:291—22.     A  $20,000— $35,000. 

other   consid   and   100 

Same  property.  George  Bell  et  al  by  Clarence  G  Galston  GUAR- 
DIAN to  same.     All  title.     B  &  S.     Sept   13,  1906.     1:291. 

14,571.50 

Goerck  st.  No  139,  w  s,  150.1  s  Houston  st.  24.11x100.  0-sty  brk 
tenement  and  store.  Nathan  and  Charles  Schoenteld  to  Isak 
M  Schoenfeld.  Mort  $28,375.  Aug  23.  Sept  12,  1906.  2:330 
—02.     A  $10  000— $27,000.  other  consid  and  100 

Gold  st,  No  28,  e  s,  65.10  n  John  st,  22.2x34.1x22.2x.33.8,  4-sty 
brk  loft  and  store  building.  David  Magie  et  al  to  Wm  F  Wag- 
ner.    Sept   13,   1906.     1:76—18.     A  $8,100— $10..500.  23,750 

Grand  st,  Nos  484  to  488,  n  e  cor  Willett  st,  50x62.  6-sty  brk  ten- 
ement and  store.  Elias  Rosenblum  to  Samuel  Weinstock  and 
George  Brown.  Mort  $98,150.  Sept  7,  1906.  2:336—61.  A  $40,- 
000— $75,000.  other   consid  and   100 

Grand  st.  No  404,  n  s,  80  w  Sheriff  st,  20xS0. 

Grand  st,  Nos  496  and  498.  n  s,  50  w  Sheriff  st,  30x80. 
5  and  0-sty  brk  bakery. 
Harry  E  Clark,  of  Brooklyn,  to  S  B  Clark  incorporated,  a  corpor- 
ation. Mort  $25.(100.  Aug  21.  Sept  7,  1906.  2:336—57  and  58. 
A  $40,00<>-$(;!),000.  nom 

Grand  st,  Nos  494  to  498,  n  s,  abt  100  e  Willett  st,  — x— ,  -5  and 
6-sty  brk  bakery.  Waiver  of  dower  right,  &c.  Laura  A  Clark 
widow  and  LEGATEE  Samuel  B  Clark  to  Harry  E  Clark.  Aug  30. 
Sept   7,   1906.      2:336—57   and   58.      A   $40,000— $69,000.      MiscL 

Greenwich  st,  Nos  248  and  250,  w  s,  53.3  n  Park  pi.  41.2x84.10x 
41.5x84.  5-sty  brk  loft  and  store  building.  John  M  Bowers  and 
ano  EXRS.  &c,  Emily  C  Watson  to  James  J  McCluskey.  Aug 
21.      Sept    12.    1906.      1:129-15.      A    $31,300— $.50  Olio.  65.000 

Hamilton  st.  No  40,  s  s,  abt  138  w. Market  st,  17x100x25x100,  5- 
sty  brk  tenement  and  store.  PARTITIO.">I.  Emil  Goldmark  (ref) 
to  Patrick  McGrath.  Sept  7.  Sept  10,  1906.  1:253—42.  A 
$8.000— $18,000.  28.025 

Hudson   st,   Nos   177  and  179  |s  w  cor  Vestry  st.  33x100,  7-sty  brk 

Vestry  st,  Nos  27  and  29  |     loft  and   store   building.      Alliance 

Realty  Co  to  Henry  Corn.     Mort  $65,000.     Nov  28,  1905.     Sept 
11,   1906.      1:219—21.     A  $29,200— $(35,000.  nom 

Lawrence  st,  Nos  32  and  34,  s  s,  268.6  e  Amsterdam  av,  122.11xl00x 
122.8x100,  two  1-sty  and  one  2-sty  frame  buildings  and  vacant. 
Max    Marx    to    Mary    Monahan.    Mort    .$26,000.      Sept    (i.      Sept    7, 
1906.     7:1966—95  to  99.  A  $35,000— $35,000.     other  consid  and  100 

Ludlow  st.  No  144,  e  s,  175  n  Rivington  st,  25x89.4,  0-sty  brk 
tenement  and  store  and  4-sty  brk  tenement  in  rear.  Solomon 
Wronker  to  Jacob  Siris  and  Pincus  Malzman.  Mort  $21,000. 
Aug  31.     Sept   11,   1900.      2:411—45.      A   $16,000— $24,000. 

other  consid  and  100 

Madison  st,  No  178,  s  s,  abt  240  e  Pike  st,  25.1x100,  4-sty  brk 

•  tenement  and  store  and  4-sty  brk  tenement  in  rear.  Paul  Sha- 
let  to  Hvman  Levine.  Jonas  Kantrowitz  and  Jacob  Pomeranz. 
Mort  $26,500.  Aug  23.  Sept  7,  1906.  1:272—36.  A  $18  000 
— $20,000.  other  consid  and   100 

Manhattan  st.  No  31,  n  s,  164.8  e  Amsterdam  av,  162.9xl00.7x 
172.10x100.  lots  155,  157,  159  and  161  and  163,  map  Manhattan- 
ville,  1  and  2-sty  frame  buildings  and  vacant. 

Plot  begins  at  w  line  lot  154  on  map  of  Manhattanville,  being  west 
line  land  conveyed  by  Greenfeld  et  al  to  Turney  by  deed  dated 
May  15,  1906,  at  c  I  blk  bet  Manhattan  and  Lawrence  sts,  runs 
n  100  to  Lawrence  st,  x  e  123  to  w  s  Edwards  st  (closed),  x  s 
100  X  w  123  to  beginning,  being  lots  154,  156,  158,_  160  and 
162  same  map.  | 

Restrictive   agreement.      Max  Marx   with  Harris   Maran  and  Ely.  - 
Marau.     Sept  5.     Sept  7,   1900.     7:1066.  nom 
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Pitt  St,  No  61,  w  s,  175.2  s  Rivington  st,  24.10x100x24.11x100, 
li-sty  brk  tenement  and  store.  Louis  Rosenstein  to  Abraham 
Leipzig.  Mort  .f4U,250.  Aug  30.  Sept  7,  1000.  2:343—03.  A 
.fl(i,tHX»— $34,000.  octier  consid  and  100 

Rivington  st.  No  227,  s  s,  50  w  Willett  st,  25x100,  5-sty  brk  tene- 
ment and  store.  Simon  Banner  to  Abraham  Schwartz.  Mort 
$38,000.  Sept  10.  Sept  11,  1900.  2:338—17.  A  $20,000— $35,- 
000.  other  consid  and  100 

Roosevelt  st.  No  98,  e  s,  5S.3  n  Cherry  st,  runs  e  20.0  x  s  3.5  x  e 
20.G  X  n  24  X  w  41.7  to  st,  x  s  21.9  to  beginning,  3-sty  brk  ten- 
ement and  store.     Henry  Stiehler  to  Wm  E  Stiehler.     Q  C  and 
Aug  14,   1897.     Sept  13,  1906.     1:111—16.     A 

nom 
e  s,  52  s  Rivington  st,  24x75,  5-sty  brk  tene- 
Rose  Schindel  to  Adolf  Mandel.     Mort  $18  000. 


correction   deed. 

$4,.50U— .$4,800. 

Suffolk  st,  No  120, 

ment  and  store. 


July   6,    1903.      Sept   11,    1906.     2:348—12.     $14,500— $21,000. 

nom 

4th  st,  Nos  171  and  173,  n  e  s,  194.7  n  w  Cth  av,  runs  n  e  42  x  n  w 
1.2  X  n  e  26  X  n  w  7.3  x  n  e  4  x  n  w  38.3  x  s  w  54  to  st,  x  s  e 
43.2  to  beginning.  6-sty  brk  tenement  and  store.  Maurice  N 
Hyman  to  Daniel  Steinberg.  All  title.  Mort  $30,000.  Sept  6. 
Sept  7,   1900.     2:592—32.     A  $1S,5U0— .{;40,000. 

other  consid  and  100 

5th  st.  No  220,  s  s.  320.10  w  2d  av,  21.2x92.4.  3-sty  brk  dwelling. 
Lena  Whitelaw  to  Betsey  Drillraan.  Mort  $16,350.     Sept  0.     Sept 

7,  1906.     2:460—21.     A  $11,500— $14,000.        other  consid  and  100 
5th  St.  No  220,  s  s,  328.10  w  2d  av,  21.2x92.4,  3-sty  brk  dwelling. 

Betsey  Drillman  to  The  European  Medical  and  Electrical  Insti- 
tute. Mort  $]li,S50.  Sept  8.  Sept  10,  1900.  2:400—21.  A 
$11,500— $14,000.  100 

5th  st.  No  651,  n  s,  90  w  Av  C,  24.9.\97,  6-sty  brk  tenement  and 
store.  Jacob  Traum  to  Benjamin  Libmann.  Mort  $37,500.  Sept 
4.      Sept   11,   lOOG.     2:388—44.      A   $14,000— $35,000. 

other  consid  and  100 

6th  st,  Nos  800  and  SOS,  s  s,  171  w  Lewis  st,  42x97,  two  3-sty  brk 
tenements.  Samuel  Grossraann  to  Henry  Kalchheim.  Mort  $23,000. 
Aug  31.     Sept  11,  1900.     2:360—48  and  49.     A  $14,000— $17,000. 

other  consid  and  100 

6th  st.  No  810,  s  w  s,  150  n  w  Lewis  st,  21x97,  4-sty  brk  tene- 
met  and  2-sty  brk  tenement  in  rear. 

6th  st.  No  812,  s  w  s,  129  n  w  Lewis  st,  21x97,  3-sty  brk  tene- 
ment. 

Moses  Kinzler  to  Henry  Kalchheim.  Mort  $25,000.  Aug  31. 
Sept  11,  1906.     2:360—50  and  51.     A  $14,000— $10,000. 

other  consid  and  100 

7th  st.  No  241  East.  Assignment  of  contract  dated  June  18,  1906. 
Samuel  Schwartz  with  Nathan  Thumen.  All  title.  June  17,  190(i. 
Sept  7,  1900.     2:377—67.     A  $12,000— $31,000.  700 

7th  st.  No  241,  n  s,  544.2  w  Av  D,  24.5x97.6,  7-sty  brk  tenement 
and  store.  Samuel  Taber  to  Nathan  Thumen  and  Oscar  Lehrer. 
Mort  $33,750.  Aug  1.5.  Sept  7,  1906.  2:377—07.  A  $12,001)— 
$31,000.  other  consid  and  100 

7th  st,  Nos  .305  and  307,  on  map  No  .3031   n    w    cor    Lewis    st,    40.7.x 

Lewis  st,   Nos  219  to  223  |     73x31.2x73.5.     6-sty    brk 

tenement  and  store.  Howard  R  Sheppard  et  al  to  Ignaz  Reich, 
Benjamin  Rottenberg  and  Louis  E  and  Samuel  Rich.  Q  C.  June 
28.      Sept   13,   1906.     2:303—50.     A  $15,00O-$36,0(l0.  40 

8th  st.  No  323,  n  s,  291.4  w  Av  C,  28x93.11,  6-sty  brk  tenement 
and  store.     Joshua  Seldin  to  Annie  Williams.     Mort  $43,000.  Sept 

8.  Sept  11,  1906.     2:391^18.     A  $16,000— $36,OU0. 

other  consid  and  100 

8th  st.  No  326.  s  s,  412.3  e  Av  B,  21.9.\97.6,  5-sty  brk  tene'ment 
and  store.  Samuel  Green  to  Ignatz  Weissberger.  Mort  $20,500. 
Sept  7.     Sept  8,  1906.     2:390—21.     A  $12,000— $15,000. 

other  consid  and  100 

11th  st,  Nos  528  to  532,  s  s,  370.0  e  Av  A,  60x94.8,  6-sty  brk 
tenement  and  store.  Max  Wolper  et  al  to  Levi  W  Rubenstein. 
Samuel  Lorber  and  Nathan  Liebson.  Mort  $89,000.  Sept  7. 
Sept    12,    1906.      2:404—18.      A    $33,000— $80,000. 

other   consid   and   lOO 

11th  st.  No  204,  s  w  s,  103  e  3d  av,  26x95,  5-sty  brk  tenement. 
Marie  E  Uhse  HEIR  Albert  Uhse  to  Margarethe  U-hse.  B  &  S. 
All  liens.  Aug  29.  Sept  11,  1906.  2:466—11.  A  $17,000— $30.- 
000.  other  consid  and  100 

11th  st,  Nos  57  and  59.  n  e  s.  302.9  n  w  Broadway,  54x103.3, 
10-sty  brk  loft  and  store  building.  J  C  Lyons  Bldg  and  Oper- 
ating Co  to  Edw  S  Rapallo.  Mort  $200,000.  Sept  4.  Sept  13. 
1906.     2:563—46.     A  $105,000— $240,000.         other  consid  and  100 

12th  st.  No  526,  s  s,  270.6  w  Av  B,  25x103.3,  6-sty  brk  tenement 
and  store.  Isaac  Zarch  to  Samuel  Weinstock,  Clara  Gluck,  Mor- 
ris Beer  and  Sam  Katz.  Mort  $38,000.  Sept  5.  Sept  13,  lOOl!. 
2:-10.5— 21.     A  $12,000— $34,000.  other  consid  and  100 

12th  st.  No  407,  n  s,  100  s  e  1st  av,  runs  n  e  47.11  x  n  54.10  x  e 


5S.8 


1.5  X  s  w  .59  to  st,  X  n  w  24.4  to  beginning,  4- 


sty  brk  tenement  and  store  and  4-sty  brk  tenement  in  rear.  Al- 
fred L  M  Bullowa  et  al  to  Chas  J  Wirth.  Mort  $20,000.  Sept  5. 
Sept    10,    lliOO.      2:440—50.      A   $12,000— $17,000.  100 

12th  st,  Nos  82  and  84,  s  s.  65.6  e  6th  av,  runs  e  43.4  x  s  103.3  x 
w  .39.9  X  n  10.4  x  n  w  3.7  x  n  84. 8  to  beginning,  except  strip  on 
west  0.4x103. .3,  6-sty  brk  tenement.  Golde  Frankel  to  Bertha 
Seculer.  Mort  $115,400.  Sept  5.  Sept  7,  1906.  2:575—13.  A 
$50,000— $115,000.  other  consid   and   100 

13th  st.  No  010,  s  s,  343  o  Av  B,  2.5x103.3,  0-sty  brk  tenement 
and  store.  Samuel  Juskowitz  et  al  to  George  Lessert  Morts 
$34,000.  Sept  7.  Sept  11,  1006.  2:395—11.  A  $11,000— $33,- 
000.  other  consid  and  100 

15th  st.  No  427,  n  s,  219  w  Av  A,  25x103.3.  6-sty  brk  tenement 
and  store.  Jonas  Weil  et  al  to  Hyman  Hoptman.  Mort  $21,000. 
Sept  11.     Sept  12,  1900.     3:947—17.     A  $10,000— $10,500. 

other   consid    and   100 

17th  st.  No  429,  n  s,  394  e  1st  av,  2.5x92,  5-sty  brk  tenement 
and  store.  Reubiu  Warso  to  Samuel  Peldman.  %  part.  All 
liens.     Sept  8.     Sept  13,  1900.     3:949—17.     A  $8,000— $12,.50O. 

other  consid  and  100 

ISth  st,  Nos  420  and  422,  s  s,  269  w  Av  A,  50x92,  0-sty  brk  ten- 
ement and  store.  Jacob  Furman  et  al  to  Jacob  Israelson.  Mort 
$.50,000.      Sept    7,    1900.      3:949—40.  other    consid    and    100 

19th  st.  No  439,  n  e  s.  424,0  n  w  9th  av.  25x71.4,  3-sty  brk  dwell- 
ing. John  H  Crockett  to  Prudential  Real  Estate  Corporation. 
Mort  $9,000.  Sept  6.  Sept  7,  1900.  3:717-16.  A  .$8,000— 
.$9,500.  other  consid  and   100 

20th  St.  Nos  10  to  161  s  s.  245  w  5th  av.  runs  w  lOO  x  s  184  to  n  s 

19th  St.  Nos  9  to  19  |  19th  st,  x  e  150  x  n  92  x  w  .50  x  n  92  to 
beginning,  5  and  11-sty  brk  and  stone  loft,  office  and  store 
building.  Henry  Corn  to  Louis  Stern.  Morts  $1,203,900.  July 
26.     Sept  11,   1906.     3:821—55.     A  $215,000— $.500,000. 

other  consid  and  100 

22d  st,  No  112.  s  s,  2.35  w  Lexington  av,  20x98.9,  3-sty  brk  dwell- 
ing.     Anna    T    Ringer    widow    and    et   al    DEVISEES    of    Ernest 


Ringer  to  Jefferson  B  Fletcher.     Mort  $15,000.     Sept  12,   1906. 

3:877—83.      A    $18.0UO— $21,000.  other    consid    and    100 

2.3d  St.  No  329,  n  s.  27:j  n  w  from  n  w  cor  1st  av,  10.8x98.9,  6-sty 

brk  tenement  and  store.     Caroline  B  Robert  to  Chas  J  Newman. 

Q   C.      Sept   7.      Sept   10,   1906.     3:929.  nom 

25th    st,    Nos   238    and   240,    s   s,    118.7    w   2d    av,     40.x9S.9,     two 

3-sty    brk    tenements,    store    in    No    240.      Marie    L    Martin    to 

Samuel    Michelson.      Mort    $13,000.      Aug      31.      Sept    7,    1900. 

3:90.5—38  and  39.     A  $10,000— $19,000.  nom 

20th  st.   No  117,  n  s,  175  w  6th  av,  25x98.9,  5-sty  brk  tenement 

and   store.     Philip  J   Willenmann   to  Alice   W   Willenman.     Sept 

12.     Sept  13,   1900.     3:802-30.     A  $20,000— $26,000. 

other  consid  and  100 
28th  st,  No  346,  s  s,  275.1  e  9th  av,  21.5x98.9,  3-sty  brk  dwelling. 

Stealy  B  Rossiter  to  Charles  Polifeine.     July  28.    Sept  13,  1906. 

3:751—68.     A   $9,500— $11,500.  19  500 

20th  st,   No  542,  s  s,  200  e  Ilth  av,  25x98.9,   mort  $6,000.  3-sty 

frame  tenement  and  More  and  4-sty  brk  tenement  In  rear. 
29th  st.   No  544,  s  s,   175  e   11th  av,  25x98.9,  mort  $9,000,  3-sty 

brk  tenement  and  store  and  2-sty  frame  tenement  in  rear. 

Benjamin  Lowenstein  to  G  Edward  Escher,  of  White  Plains,  N  Y, 

Clair  Foster,  of  Douglaston,  L  I,  and  John  H  Hutaff,  N  Y.     Sept 

5.  Sept  7,  1906.     3:700—57  and  58.     A  $14,000— $17,500. 

other  consid  and  100 
31st  st,  No  426,  s  s,  425  e  10th  av.  2.5xS3.Gx— x85.6,  4-sty  brk  ten- 
ement  and  store.     James  T   Power   and  ano  to   Annie   Linke  or 
Luike.     Sept   7.      Sept  8,   1906.      3:728—52.     A   $6,500— $10,000. 

loa 

34th  st,  Nos  215  t(j  219,  n  s  168.9  e  3d  av,  56.3x98.9,  three  4- 
sty  stone  front  teneijients  and  stores.  Lewis  A  Mitchell  to  L 
Napoleon  Levy.  Mort  $39,000.  Feb  21,  1902.  Sept  7,  1906. 
3:01.5—0  to  11.     A  $33,000— $54,000.  nom 

37th  st.  No  30,  s  s,  495  w  5th  av,  25x98.9,  4-sty  stone  front 
dwelling.  Emily  A  Scott  widow  to  Thos  R  Ball  of  Water  Mill, 
LI.  B  &  S.  Mort  $50,000.  Sept  10,  1906.  3:838—70.  A  $71,- 
500— $86,000.  other  consid  and  100 

3Sth  St.  No  339,  n  s.  275  e  9th  av.  25x98.9.  5-sty  brk  tenement. 
Wm  R  Mason  to  Philip  Liberman  and  Hyman  Shapiro  and  George 
Fox.  Morts  $20,000.  Sept  6.  Sept  7,  1906.  3:762—13.  A  $10,- 
5O0— $27,000.  other  consid  and  100 

39th  st.  No  316,  s  s,  200  e  2d  av,  25x75,  5-sty  brk  tenement  and 
store.  Nathan  Hutkoff  to  Shapiro,  Levy  &  Starr,  a  corpn. 
Mort  $15,000.  Sept  1.  Sept  12,  1906.  3:944-44.  A  $7,.500— 
$14,000.  other   consid   and    100 

Same  properly.  Shapiro,  Levy  &  Starr  to  Henry  C  Finck.  Mort 
$15,000.      Sept    12.    1906.      3:944.  other   consid  and   100 

41st  st.  No  124,  s  s,  68  w  Lexington  av,  19x79,  4-sty  stone  front 
tenement  and  store.  Charles  Wolf  to  Johanne  Oelze.  Sept  6. 
Sept   10,  1900.     5:129.5—59.     A  .$9,000— $11,000. 

other    consid    and    100 

4Gth  st,  Nos  532  to  540,  s  s,  275  e  11th  av,  125x100.5,  1  and  2-sty 
brk  buildings  of  factory.  Everett  Jacobs  to  Rosie  Bornschein. 
Mort  $."0,750.  Aug  16.  Sept  7,  1900.  4:1074—49  to  53.  A 
.$33,500— $30,000.  other  consid  and  100 

47th  St.  No  167,  n  s,  120  e  7th  av,  20x100.5,  4-sty  stone  front 
dwelling.  John  D  Lohman  and  ano  EXRS,  &c.  John  Stelling  to 
The  Flatiron  Realty  Co.  Aug  29.  Sept  12,  1906.  4:1000—6.  A 
$30,000— $32,000.  43,000 

51st  St.  Nos  246  and  248,  s  s,  100  w  2d  av,  40x100.5.  6-sty  brk 
tenement  and  store.  Levi  W  Rubenstein  et  al  to  Max  Wolper 
and  Samuel  Cantor.  Mort  .$47,000.  Sept  10.  Sept  12,  1900. 
5:1.324—30.,     A   $18.000- $50,000.  other   consid  and   100 

52d  st.  No  344,  s  s,  130  w  1st  av,  20x100.5,  5-sty  stone  front  ten- 
ement. Pincus  Lowenfeld  et  al  to  Malta  Meyer.  Mort  $13, .500. 
Sept  6.     Sept  7,  1906.     5:1344— :;!2.     A  $7,000— $12,500. 

other  consid  and  100 

52d  st.  No  3.32  and  334,  s  s,  230  w  1st  av,  4.5x100,5,  two  5-sty 
stone  front  tenements,  store  in  No  332.  Pincus  Lowenfeld  et 
al  to  Marks  Rosenberg.  Mort  $30,000.  Sept  6.  Sept  7,  1906. 
5:1344—30     and    37.       A    $16,000— $26,000. 

other   consid   and   100 

.52d  st.  No  9,  n  s,  202.4  e  5th  av,  22.8x100.5,  3-sty  brk  stable. 
John  J  Tierney  to  Harriet  D  Price,  of  Midvale,  N  J.  B  &  S. 
Sept  6.     Sept  7,   1000.     5:1288—9.     A  $80,000— .$85,000. 

other  consid  and  100 

53d  st.  No  315,  n  s,  200  w  8th  av,  25x.32. 10x25x31. 10,  3-sty  brk 
loft  and  store  building.  Wm  E  Pruden  EXR,  &c.  Susie  A  Pru- 
den  to  Russell  G  Pruden.  B  &  S  and  C  a  G.  Mort  $5,000.  July 
24.     Sept   12.    1906.      4:1044—24.      A   .$5.000— .$0,000.  nom 

53d  st,  Nos  549  and  551,  n  s,  100  e  11th  av,  50xG9,2.x50.4x76.1, 
1-sty  brk  building  and  2  and  3-sty  frame  tenements.  Norwood 
Holding  Co  to  Wm  B  Schuman,  Mort  $0..500.  Sept  8.  Sept  10, 
1900.     4:1082—5  and  6.     A  $9,500— $10,000.     other  consid  and  100 

55th  st.  No  334,  s  s,  259.6  w  1st  av,  27.x— x37.9xl00.5.  5-sty  stone 
front  tenement  and  two  3-sty  frame  tenements  in  rear.  James  P 
Mackey  et   al   to  Samuel  Seiniger.     %  part.     Mort  $2,000.     Sept 

6.  Sept  10,  1906.     5:1.347— 371/2.     A  $10,000— $19,000. 

other  consid  and  100 

.55th  st,  No  3.34,  s  s,  2.50.0  w  1st  av,  27x—x37. 7x100.5.  5-sty  stone 
front  tenement  and  two  .3-sty  frame  tenements  in  rear.  Samuel 
Seiniger  to  August  Werckle.  Sept  6.  Sept  11,  1906.  5:1347- 
371/2.     A  $10,000— $19,000.  other  consid  and  100 

57th  st.  No  152.  s  s,  1.50  e  7th  av,  runs  s  100  x  e  25  x  s  0.5  x  e  25 
X  n  100.5  to  st,  X  w  .50  to  beginning.  6  and  .S-sty  brk  tenement. 
Andrew  Carnegie  to  Music  Hall  Co  of  N  Y  (Lim).  April  5,  1905. 
Sept  10.   1906.     4:1009—57.     A  $.85  000— $140,000.  108,478.77 

OiOth  St.  No  243.  n  s,  115  w  2d  av,  20x100.5,  3-sty  stone  front 
dwelling.  Rachel  Jacoby  to  Minnie  T  Brown.  Mort  $10,000. 
Sept  10,   1906.     5:1415—20.     A   $12,000— $15,000. 

other   consid   and   100 

64th  st.  No  156,  s  s,  19  e  Lexington  av,  17x80.5,  4-sty  stone  front 
dwelling.  Louis  A  Grass  to  Ernest  I  Mayer  and  Jules  C  Mar- 
shuetz.  1-0  part.  All  title.  Mort  $15,000.  Sept  8.  Sept  10, 
1906.     5:1398—52.     A  $18,000— .$23,000.  800 

05th  st,  No  122.  s  s,  5S8.3  e  Amsterdam  av,  18.4x100.5,  3-sty  stone 
front    dwelling. 

65th  St.  No  120,  s  s,  600.7  e  Amsterdam  av,  18.10x100.5,  3-sty 
stone   front   dwelling. 

Wm   Brown   to   Chas   E  Miller.     All  liens.     Mar  15,   1905.     Sept 
10,   1900.     4:1136- 41.     A  $12.000— $17,000.  100 

OGth  st.  No  436,  s  s.  128.9  w  Av  A,  26.10x100.5.  5-sty  brk  tene- 
ment. Rosa  Jackie  to  Bertha  Scheer.  Mort  $16,000.  Sept  12. 
Sept  13,  1906.     5:1460—32.     A  .$9,000-$17,500. 

other  consid  and  100 

66th  st,  n  s,  220  w  2d  av,  40x100.5,  6-sty  brk  tenement  and 
store.'  Release  2  morts  Harris  Mandelbaum  and  ano  to  Solo- 
mon Lewine.  Louis  Davis  and  Harry  Wittenberg.  Aug  31.  Sept 
12,    1900.      5:1421-10.      A    $18,000— P    $25  000. 

other    consid    and    100 
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CSth  St,  No  IG,  s  s,  131  w  Madison  av,  21.0x100.5.  4-sty  stone 
front  dwelling.  Joseph  Fox  to  Charles  Brendon,  of  Oakland,  N 
J.  Mort  $(50,000.  Aug  31.  Sept  10,  1900.  5:1382—01%.  A 
$77,00U— $82,000.  other  consid  and  100 

73d  St,  No  201,  s  s.  110  e  3d  av,  25x102.2,  4-sty  stone  front  ten- 
ement. Chas  N  Reynolds  and  ano  EXRS  John  N  Reynolds  to 
Walter  P  Duncan.  Sept  0.  Sept  10,  1900.  5:1427^14.  A  $11,- 
000— $15,000.  lS,2,-.0 

73d  St,  No  04,  s  s,  49  w  Park  av,  17x102.2,  5-sty  brk  dwelling. 
Lewis  C  Ledyard  to  Lewis  C  Ledyard,  Jr.  B  &  S.  Mort  $20.- 
000.     Sept  8.     Sept  10,  1900.     5:1387—39.     A  $32,000— $53  000. 

other  consid   and   100 

74th  st.  No  427,  n  s,  abt  2S0  w  Av  A.  — .x — ,  3-sty  frame  tene- 
ment and  store.     Release  contract  recorded  June  0,  1900.     Morris 


:  1409— 13. 


$4,000 
nom 


Sept    12, 


Slst  St.  No  227,  n  s, 
and  store.  Harry 
$28,000.  Sept  10. 
$25,000. 

S4th   St,    No   275,   n 


May    to    Jacob    M    Sax.      Sept    11,    1900. 
—$4,500. 

7Sth  St,  No  217,  n  s,  205  e  3d  av,  25x102.2. 

78th  St,  No  219,  n  s,  230  e  3d  av,  25x102.2.    , 

78th  St,  No  221.  n  s,  255  e  3d  av,  25x102.2. 
three  4-sty   brk  tenements. 

Harry    Hellinger    to    Paul    Hellinger.      Mort    $40,.500. 
1900.      5:1433—9,    10   and    11.      A   $33,000— $45,000. 

other  consid   and   100 

78th  St.  No  217,  n  s,  205  e  3d  av,  25x102.2,  4-sty  brk  tenement. 
Henrietta  Cummings  to  Harry  Hellinger.  Sept  10.  Sept  12, 
1900.      5:14.33—9.      A   $11,000— $15,000.  other   consid   and    100 

78th  St,  No  219,  n  s,  230  e  3d  av,  25x102.2.  4-sty  brk  tenement. 
Sarah  M  Cummings  to  Harry  Hellinger.  Sept  10.  Sept  12  ,1900. 
5:1433—10.      A   $11,000— $15,000.  other   consid   and   100 

78th  St,  No  221,  n  s,  255  e  3d  av,  25x102.2,  4-sty  brk  tenement. 
Hattie  L  Chamberlain  to  Harry  Hellinger.  Sept  7.  Sept  12. 
1900.  5:1433—11.  A  $11.000— $15,000.  other  consid  and  100 
.305  e  3d  av,  25.5x102.2.  5-sty  brk  tenement 
Maurer  to  Jacob  and  Nathan  Binder.  Mort 
Sept  11,  1900.  5:1.527—13.  A  $9,.">00— 
other  consid  and  100 
s,  52.6  e  West  End  av.  10x80.2.  3-sty  brk 
dwelling.  Lulu  B  Quinby  to  Sarah  Bermingham.  Mort  $12- 
500.     Sept  12.     Sept  13,  1900.     4:1232—2%.     A  $8,500— $13,000. 

other  consid  and  100 

S4th  St.  No  100.  s  s,  91  e  .Amsterdam  av.  27.()xl02.2,  5-sty  brk 
tenement.  CONTRACT.  Catharine  Collins  with  John  Stich.  Mt 
.$28,000.     Sept  7.     Sept  8,  1900.    4:1214—00.    A  $15,00U— $31,000. 

37,000 

84th  st_.  Nos  ]9  and  21.  n  s,  300  w  Central  Park  West,  50.6x102.2, 
two  .5-sty  stone  front  tenements.  Edgar  H  Fo,x  to  Emma  Fox. 
%  pnrt.  Mort  $57,000.  Sept  S,  1900.  4:1198—19  and  20.  A 
$30,000— $05,000.  nom 

S7th  St.  No  133,  n  s,  36.2  w  Lexington  av.  10.5x100.8,  2-sty  brk 
dwelling.  Mary  F  Stanley  to  Saul  and  Elkan  Deiches.  Mort 
$9,500.     Sept  11,   1900.     5:1516—15%.     A  $0,500— $7,500. 

other  consid  and   100 

S7th  St,  No  133,  n  s,  30.2  w  Lexington  av.  10.5x100.8.  2-sty  brk 
dwelling.  Saul  Deiches  et  al  to  Mary  F  Stanley.  Mort  $8,200. 
Sept   10.      Sept   11.   1900.      5:1510—15%.     A  $0.500— $7,500. 

other  consid  and  100 

87th  St,  Nos  12  and  14,  s  s,  230  e  5th  av,  70.8x100.8.  two  5-sty 
stone  front  tenements.  Julius  Braun  to  Jonas  Weil  and  Bernhard 
Mayer.  Mort  $130,000.  Sept  12.  Sept  13,  1900.  5:1498 — 01 
and  63.     A  $152,000— $170,000.  other  consid  and  100 

S7th  st,  No  45,  n  s,  250  e  Columbus  av.  20x100.8.  4-sty  and  base- 
ment stone  front  dwelling.  Lillian  G  Cavanagh  to  Walter  S 
Coleman.  Q  C.  Sept  12,  1900.  4:1201—11.  A  $13,.500— $32,- 
000.  nom 

87th  st,  Nos  207  and  209,  n  s,  102.0  w  Amsterdam  av,  62.6x100.8, 
two  5-sty  brk  tenements.  Jacob  Sternberg  to  Morris  Grosner. 
Mort  $79,000.  Sept  12,  1900.  4:1235—23  and  24.  A  $42,000 
—.$75,000.  other  consid  and   1(X> 

88th  St.  No  516,  s  s,  250  e  Av  A,  2.5x100.8,  5-sty  brk  tenement. 
Eva  Knoll,  to  John  H  Bodine.  Aug  31.  Sept  7,  1900.  5:1.584 
—42.     A  $7,000— $20,000.  25.600 

Same  property.  John  H  Bodine  to  August  Kellermann.  Mort  $22,- 
000.     Sept   1.     Sept  7,   1900.     5:1584.  other  consid  and  100 

tlOth  St.  No  321,  n  s,  300  e  2d  av,  25x100.8,  5-sty  stone  front  ten- 
ement. Maria  Theuer  to  Carl  and  Lucie  Wilken.  joint  tenants. 
Morts  $7,000.  Sept  8.  Sept  10,  1900.  5:1553—13.  A  $8,000— 
$19,500.  other  consid  and  100 

91st  st,  No  151,  n  s,  237.6  e  Amsterdam  av,  18.0x100.8,  3-sty  and 
basement  stone  front  dwelling.  J  Edgar  Leaycraft  to  Anna 
Schlegel.  Mort  $15,000.  Sept  12,  1900.  4:1222—10%.  A 
$9,000— $17,000.  other  consid  and   100 

95th  st,  Nos  303  to  313,   n  s,   lOO  e  2d  av,  1.50x100.8.  four  6-sty 
brk  tenements  and  stores.     CONTRACT.     Ludins  &  Romm  Realty 
Co   with  Louis   Livingston,   Myer   S   Perlstein   and   Isaac   A   Sam- 
uels.    Morts  $ .     May  29.     Sept  10,  1900.     5:1558—5,  7,  8  and 

10.     A  $30.000— P  $40,000.  210.000 

100th  st,  Nos  302  to  312,  s  s,  106  e  2d  av,  148x100.11.  three  6- 
sty  brk  tenements  and  stores.  Louis  Livingston  et  al  to  Isaac 
A  Samuels.  1-3  part,  of  all  right,  title  and  interest.  Morts 
$180,00t».  Sept  10.  Sept  13,  1906.  0:1071—43  to  47.  A  .$30,- 
000— P  $51,000.  other  consid  and  100 

100th  st,  Nos  300  to  310.  on  map  Nos  302  to  312.  s  s,  100  e  2d 
av,  148x100.11,  thrfe  0-sty  brk  tenements  and  stores.  Charles 
Friedman  et  al  to  Louis  Livingston  and  Myer  S  Perlstein.  Mort 
$120,000.  Sept  8-  Sept  10,  1900.  6:1071—43,  45  and  47.  A 
$30,000— P   $54,000.  other  consid   and   100 

100th  St.  Nos  211  and  213.  n  s.  200  e  3d  av,  50x100.8,  5-sty  brk 
loft  and  store  building.  John  T  Barrett  to  Orville  R  Barrett  and 
Walter  C  Gilbert.  Mort  $18,000  and  dower  of  Susan  R  Barrett. 
April  10,  1903.  Sept  13,  1906.  6:1650—9.  A  $14,000— $35.- 
0(J0.  35.000 

100th  st,  Nos  302  to  312,  s  s,  106  e  2d  av,  150x100.11,  three  6-sty 
brk  tenements  and  stores.  Release  mort.  Albert  Crane  to 
Charles  and  Henry  Friedman.  Aug  8.  Sept  7.  1900.  0:1071 — J3. 
45  and  47.     A  ,$36,000— P  $51,000.  38.856.21 

100th  st,  Nos  .302  to  312.  s  s,  106  e  2d  av,  148x100.11,  three  6-sty 
brk   tenements   and  stores.     Release  mort.     Frank   Hillman  and 


ano  to  Charles  and  Henry  Friedman.  Sept  5.  Sept  7.  1906. 
0:1071.  other  consid   and  100 

100th  st,  Nos  302  to  312,  s  s,  106  e  from  w  s  2d  av,  runs  s  100.11 
X  e  148  X  n  100.11  to  st,  x  w  148  to  beginning,  probable  error, 
three  0-sty  brk  tenements  and  stores.  Release  mort.  Hudson 
Mortgage  Co  to  same.     Aug  31.     Sept  7,  1900.     0:1071.     19,333.33 

100th  st.  No  02.  s  s,  199.0  e  Columbus  av,  25x100.11,  5-sty  brk 
tenement.  Bridget  M  McMurray  to  George  Dambracher.  Mort 
$19,500.     Sept  0.     Sept  7,  1900.  7:1835—50.    A  $10,000— $20,000. 

other  consid  and  100 

101st  st.  No  303,  n  s,  75  e  2d  av,  25x100.11,  5-sty  brk  tenement. 
Abraham  Salkin  to  Moritz  and  Alfred  Weil.  Mort  $13,000.  Sept 
8.      Sept    12,    1906.      0:1673—4%.      A    $0,000— $18,000. 

other  consid   and   100 

102d  St.  No  105,  n  s,  350.2  e  Amsterdam  av,  24.11xn7.4.x26. 9x97.2, 
5-sty  brk  tenement.  Ferdinand  G  Kneer  to  Chas  S  Holzwasser. 
Mort  $17,000.  Sept  10,  1906.  7:1857—15.  A  $10,.500— $21,- 
50O.  other  consid  and  100 

103d  st.  No  75,  n  s,  53  w  Park  av,  27x75,  5-sty  brk  tenement. 
Moses  Selig  to  Morris  Heller,  Simon  Clug  and  Jacob  Chizik, 
Mort  $18,2.50.  Sept  7.  Sept  8,  1906.  6:1000—34.  A  $7,000— 
$10,000.  other  consid   and   100 

103d  st.  No  77,  n  s,  27  w  Park  av,  20x75,  5-cty  brk  tenement. 
Barney  Cohen  to  Morris  Heller,  Simon  Clug  and  Jacob  Chizik. 
Mojt  .$18,250.  Sept  7.  Sept  8,  1900.  0:1000—35.  A  $O,.5O0— 
$15,500.  other   consid   and   100 

104th  st.  No  56.  s  s.  260.8  e  Columbus  av,  33.4x100.11.  5-sty  brk 
tenement.  Kate  Maguire  to  Frances  Hoertel.  Mort  $39,300. 
Sept   10,    1900.      7:1839—53.     A  $14,OU0— .$39,000.  nom 

104th  st,  Nos  133  and  135,  n  s,  3.50  e  Amsterdam  av,  50x100.11, 
7-sty  brk  tenement.  Henry  C  Strahmann  to  Emanuel  E  Fox. 
Sept    10.      Sept    11,    190(!.      7:1859—15.      A    $23.000— .$100,000. 

other  consid  and  100 

107th  St.  No  11)3.  n  s,  225  e  Amsterdam  av.  25x100.11.  1  and  2- 
sty  frame  building.  Frank  Green  to  Amalia  Friedrich.  All 
title.     Sept  5.     Sept  13,   1906.    7:1862—10.     A  $1,000— $10,fl(X>. 

3,333.33 

Same  property.  Florence  A  Hazard  INDIVID  and  EXTRX  Edw  C 
Hazard   to   same.      All   title.      Sept   5.      Sept   13,   1906.      7:1862. 

6,666.67 

107th  st.   No  427|n  w  cor  Pleasant  av  or  Exterior  st  or  Marginal 

Pleasant  av  I     st,  wharf  or  pi,  runs  w  170  x  n  100.11  x  e  80 

to  Harlem  River  or  creek  x  s  e  14  x  n  —  to  c  1  of  blk  x  e  75  x  s 
100.11,  1  and  2-sty  brk  stables  and  vacant,  with  all  title  to  gore 
at  c  1  of  blk  bet  107th  and  lOSth  sts,  75  w  Exterior  or  Marginal 
st,  runs  s  —  to  Harlem  River  or  creek  x  n  w  —  to  c  1  blk  x  e 
—  to  beginning.  Joseph  Fuchs  to  Louis  Lambert  and  Isidore  W 
Horn.  1-3  part.  Mort  $75,500.  Aug  22.  Sept  7,  lOOli.  0:1701 
—17,  to  24.     A  $.38,000— .$38,000.  other  consid  and  100 

108th  st.  No  ,302,  s  s,  100  e  2d  av,  30.3x125,  6-sty  brk  tenement 
and  store.  Jacob  Bloch  et  al  to  Saivatore  Lopez,  Frank  Le  Bar- 
bera  and  Saivatore  Ferrara.  Mort  $55, .500.  Sept  11.  Sept  12, 
1000.     0:1079.  other  consid  and  100 

109th  st,  n  s,  138.9  e  Madison  av,  runs  e  0.10  x  n  21.10x  —  x  70.11 
X  w  0.11  X  s  1(,X1.11.  Chas  I  Weinstein  to  Naftali  Tolclinsky. 
Sept   10.      Sept   11.   1900.     0:1015.  other  consid  and   100 

Same  property.  Release  mort.  .\merican  Mortgage  Co  to  Congre- 
gation Nacklath  Z'Vee.     Aug  31.     Sept  11,  1900.     6:1615.  nom 

Same  property.  Release  mort.  The  State  Bank  to  same.  Aug 
31.      Sept    11.    1900.      0:1015.  nom 

lOOth  St.  Nos  59  and  01,  n  s,  100  e  Madison  av,  38.9x100.11,  6-sty 
brk  tenement  and  store.  Chas  I  Weinstein  to  Naftali  Tolchin- 
sky.  Mort  .$40,000.  Sept  1.  Sept  11,  1906.  6:1015—24.  A  $14.- 
000— $35,000.  other  consid  and  100 

110th  st.  No  213,  n  s,  185  e  3d  av.  25x100.11.  4-sty  stone  front 
tenement.  FORECLOS.  Emil  Goldmark  (ret)  to  Alonzo  Kim- 
ball.    Sept  12.     Sept  13,  1900.     0:1600—8.     A  $7,000— $14,500. 

16,000 

110th  st,  No  215,  n  s,  210  e  3d  av,  25x100.11,  4-sty  stone  front 
tenement.  FORECLOS.  Emil  Goldmark  (ref)  to  Alonzo  Kim- 
ball.    Sept   12.     Sept   13,  1900.     6:1660—9.     A  $7,000— $14,500, 

16,000 

112th  st.  No  157,  n  s,  295  w  3d  av,  25x100.10,  6-sty  brk  tenement 
and  store.  Yetta  Goldberg  to  Jesse  J  Goldburg.  Q  C.  Aug  29, 
Sept  8,   1900.     6:1640—25.     A  $8,000— $35,000.  nom 

Same  property.  Jesse  J  Goldburg  to  Isaac  Shapiro.  Mort  $34,000. 
Aug   30.     Sept   8,   190(!.      6:1(540.  other   consid    and   100 

113th  St.  No  75,  n  s,  175  e  Lenox  av,  17x100.11,  3-sty  and  base- 
ment brk  dwelling.  Isabelle  King  to  Geo  H  King.  Mort  $10,000. 
Dec   27,   1894.      Sept   8.    1906.     6:1507—9.      A   $7.000— $10,500. 

nom 

113th  St.  No  529,  n  s,  300  w  Amsterdam  av,  20x100.11,  4  and  5-sty 
brk  dwelling.  Carrie  Friend  to  Neal  R  White.  Mort  $21.(X)0. 
Sept  11.     Sept  12.  1900.     7:18.85—18.     A  $9.000— $20,000. 

other  consid  and  100 

113th  St.  No  78.  s  s,  92.9  w  Park  av,  37.3x100.11,  6-sty  brk  ten- 
ement and  store.  Israel  Burstein  to  Max  Schusterman.  Mort 
.$45..500.  Sept  11.  Sept  12.  1906.  6:1618—41.  A  $13.500— !i;42,- 
000.  other  consid  and  100 

114th  St.   No  221.  n  s.   310  e  3d  av,  25x100.11,  5-sty  stone   front 
tenement.      Joseph    Liebling   to    Fanny   Jackson.      Mort   $19.0(50.   . 
Aug  18.   1905.      (Re-recorded  from  Oct  7,  1005.)     Sept  10,  1906. 
6:10(54—13%.      A    $7.000 — $19,500.  nom 

114th  st.  No  70.  s  s,  105  w  Park  av,  33.4x100.11.  5-sty  brk  ten- 
ement. Samuel  Gelb  to  Herman  Heller.  Morts  $31,7.50.  Sept 
10,   l!iOO.      0:1019—42.      A  $10,500— $32,000.  100 

114th  st.  No  44,  s  s,  431.8  e  Lenox  av,  18.4x100.11,  3-sty  and 
basement  brk  dwelling.  Jennie  Stechler  to  Florence  Freiberger. 
Mort  $11,000.  Sept  11.  Sept  13,  1906.  6:1597—54.  A  $7,500— 
$10,000.  other  consid  and  100 

114th  St.  No  221.  n  s.  310  e  3d  av.  2.5x100.11,  5-sty  stone  front 
tenement.  Fanny  Jackson  to  Josef  Gertner.  Mort  $19,000.  Aug 
31.     Sept   13,   1906.     6:1664—13%.     A  $7,000— $19,500. 

other  consid  and  100 
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ISK£  &L  Co. Inc. 
ACE^BkicKS    -i- 

i^ATiKpx  Building 


PENN  HARVARDS 

With   the   Correct  DARK    STRETCHERS 
and    TWO    BLACK    HEADS 


MAY   BE    A    LITTLE    HIGHER    IN    PRICE 
BUT   VERY    MUCH    BETTER    IN    EFFECT 


Samples   and    List  of    Buildings    on    Application 


115th  St,  Nos  17  to  21,  n  s,  270  w  5th  av,  74.2x100.11,  two  C-sty 
brk  tenements.  Louis  Finkelstein  to  Gussie  Farowich.  Mort 
$110,000.  Sept  7,  1906.  0:1599—24  and  20.  A  $37,000— $103.- 
500.  nom 

115th  st.  No  18,  s  s,  270  e  5th  av,  2.5x100.11,  5-sty  brk  tenement 
and  store.  Morris  Levy  et  al  to  Benjamin  Harris.  Vz  part.  B 
&  S.  Mort  $24,000.  Aug  16.  Sept  12.  1906.  6:1620—61.  A 
$10,000— .$21,000.  nom 

116th  St,  No  312,  s  s,  100  e  2d  av,  21.0x100.11,  5-sty  stone  front 
tenement.  Julius  Berkowitz  to  James  G  Andriaccio  and  Vincenzo 
Gariano.  Mort  $10,500.  Sept  11.  Sept  12,  1006.  6:1687 — 14. 
A  $5,800— $1S,.500.  other  consid  and  100 

116th  St,  s  s,  100  w  Broadway,  75x100.11,  vacant.  Darsa  J  Dens- 
more  et  al  to  The  Densmore-Compton  Building  Co.  Morts  $65,- 
000.  May  16.  Sept  13,  1906.  7:1800—74  to  76.  A  $45,000— 
$45,0(10.  other    consid   and    100 

116th  st.  No  112,  s  s,  185  w  Lenox  av,  20xlOU.ll.  4-sty  and  base- 
ment brk  dwelling.  Kath  L  Rothwell  to  Isidore  Stern.  Sept  10. 
Sept  11,  1901).     7:182.5-41.    A  $14.40(1— $23,000.  100 

118th  st,  Nos  205  to  209  |  n  s,   125  w  7th  av,  runs   n  201.10 

119th  st,   Nos  204  to  212  |     to  s  s  110th  st,  x  w  259.5  to  e  s 

St  Nicholas  av.  Nos  l(i4  to  174|  St  Nicholas  av,  x  s  230.10  to 
llSth  st,  X  e  135. (j  to  beginning,  nine  5-sty  brk  tenements  and 
stores.  Hannah  Ottenberg  to  Sound  Realty  Co.  Mort  $319,000. 
Sept  5.  Sept  13,  1906.  7:1924—21  to  26  and  39  to  45.  A  $214,- 
000— $399,000.  other  consid  and  100 

118th  st.  No  320.  s  s.  275  e  2d  av,  25x100.11,  5-sty  stone  front 
tenement.  Marie  Uffenheimer  widow  to  Lena  Schwerin.  Sept 
8.     Sept  13,  1906.     6:1680^1.     A  $6,000— $18,.500. 

other   consid  and  100 

118th  St.  No  269,  n  s,  225  e  8th  av,  25x100.11,  5-sty  brk  tene- 
ment. Minnie  Cash  to  Jacob  Cash.  Mort  $20,000.  Sept  5.  Sept 
7,   1906.     7:1924—10.     A  $11.0(X)— $20,000.  nom 

110th  St.  No  104,  on  map  Nos  102  and  104,  s  s,  32  e  Park  av,  runs 
e  32.8  X  s  34  X  n  w  47  to  beginning,  gore,  3-sty  brk  tenement 
and  store.  Consumers  Brewing  Co  of  N  Y  to  Gaetano  Fasciani, 
Jersey  City,  N  J.  Sept  6.  Sept  7,  1906.  6:1767—68%.  A  $4,- 
000— $6.<MJ0.  6,000 

nOth  st,  Nos  336  and  338,  s  s,  230  w  1st  av,  35x100.10,  G-sty  brk 
tenement  and  store.  Phillip  Tenzer  to  Adolph  Press.  Mort 
$46,250.  Sept  1.  Sept  13,  1906.  6:1795—37  and  39.  A  $17,- 
000— P  $60,000.  other  consid   and   100 

119th  st,  Nos  524  and  526,  s  s,  323  e  Av  A,  50x100.10.  6-sty  brk 
tenement  and  store.  Jacob  Bloch  et  al  to  Samuel  Solomon.  Mt 
$58,000.  Sept  10.  Sept  11,  1900.  6:1815—38.  A  .$9,000— P 
$25,000.  other  consid  and  100 

119th  st.  No  513,  n  s,  223  e  Pleasant  av,  20x100.10,  3-sty  stone 
front  dwelling.  Emma  C  Puggsley  DEVISEE  John  H  Gregory  to 
Siegfried  Loewenthal.  Aug  1.  Sept  12,  1906.  6:1810-10.  A 
$3,500— $6,500.  100 

123d  st,  Nos  440  to  448,  s  s,  100  w  Pleasant  av.  100x100.11,  three 
6-sty  brk  tenements  and  stores.  Louis  O  Cohen  et  al  to  Chas  E 
Murtha   Jr    and    Angus    McPhee.      Mort    .$113,000   and    all    liens. 

Aug  31.     Sept  7,  1906.     6:1810—29  to  32.     A  $20,000—$ . 

nom 

123d  st,  No  103,  n  s,  35  e  Park  av.  35x100.11,  5-sty  brk  tene- 
ment. Max  M  Pullman  et  al  to  Julius  Krulewitch.  Mort  .$.33,- 
000.     Sept  10.     Sept  li,  190G.     6:1772—2.     A  $10,500— .$31,000. 

other  consid  and  100 
.126th  st,  No  175,  n  s,  50.8  e  7th  av,  17x99.11,  3-sty  and  basement 
stone  front  dwelling.  FORECLOS.     Isaac  B  Brennan  ref  to  Alice 
J   and   Jane   V   Connor,   joint   tenants.      Sept  10.     Sept   11,   1906. 
7:1911—3.      A    $10.500-$15.000.  15,975 

127th  St.  No  SO.  s  s,  75  w  Park  av,  23.4x99.11,  3-sty  frame  dwell- 
ing. Susan  McV  Hinton  EXTRX,  &c,  John  H  Hinton  to  Abra- 
ham Nevins  and  Harry  W  Perelman.  Sept  4.  Sept  11,  1906. 
6:1751—401/2.     A  $7,500— $8,500.  12,750 

Same  property.  Declaration  by  Harriet  W  Brown  of  Yonkers,  N 
Y,  correcting  name  of  one  of  the  grantees  in  deed  recorded  July 
30,  1889.     Sept  7.     Sept  11,  1906.     6:1751.  

130th  St.  No  20.  s  s,  143.4  w  Madison  av,  16.10x99.11,  3-sty  brk 
dwelling.  U  S  Trust  Co  of  N  Y  TRUSTEE  Florence  Baldwin  to 
Daniel  J  Quinlan.  C  a  G.  Sept  10,  1906.  6:1754—62.  A  $6,000 
— $11,000.  13,500 

131st  st.  No  147,  n  s,  205  e  7th  av,  20,\09.11.  3-sty  stone  front 
dwelling.  Carrie  wife  of  Myer  Gans  to  Moritz  Felstiner.  Mort 
$15,000.     Aug  16.     Sept  10,  1906.     7:1916—13.     A  $8.800— $15,- 

000.  other  consid  and  100 
1.34th  st.    No  4,   s  s,   75  e  5th   av,   25x99.11.   5-sty   brk   tenement. 

Samuel  Wormser  to  Jennie  wife  of  Samuel  Wormser.  Mort 
$17,000.  Aug  31.  Sept  10,  1906.  6:1758— 68y2.  A  $6,000— 
.$16,000.  other  consid  and  100 

134th  st,  Nos  211  and  213,  n  s,  134  w  7th  av,  32x99.11.  two  3- 
sty  brk  dwellings.     Abraham  Glauber  to  Joseph  Solomon.      May 

1.  Correction  deed.  Rerecorded  from  May  1,  1.906.  Sept  13, 
1906.     7:1940—25,  20.     A  $12,800- $17,000.    other  consid  and  100 

1.34th  st,  n  s,  500  w  Broadway,  75x99.11,  vacant.  CONTRACT.  M 
Francis  Snowber  with  Robert  Clarke.  Mort  $6,300.  Aug  11, 
Sept   11,   1906.     7:2001.  18,000 

135th  st.  No  310,  s  s,  225.1  w  8th  av.  runs  w  24.11  x  s  28.2  x  s 
again  72.8  x  e  12.11  x  n  99.11  to  beginning,  3-sty  brk  stable. 
Leonora  Mangam  to  Frank  Sparling.  Morts  $11,000.  Sept  6. 
Sept   7,   1906.      7:19.59— .53.     A   $8.000— $11,000.  nom 

1.35th  st,  No  602,  s  s,  100  w  Broadway,  38.7x99.11,  5-sty  brk 
tenement.  Release  mort.  The  N  Y  Trust  Co  to  D  L  Block  Co. 
Sept   10,    1906.      7:2001—38.      A   $15,.500— P  $18,000.  nom 

135th  st,  Nos  517  and  519,  n  s,  340  w  Amsterdam  av,  80x99.11. 
two  5-sty  brk  tenements.  Siegfried  Blumenkrohn  to  Chas  W 
Nelson.  Mort  $90,000.  Sept  12.  Sept  13,  1906.  7:1988—89 
and  91.     A  $28,000— P  $60,000.  100 

139th  st.  No  320,  s  s,  103  e  Edgecomb  av,  18.x09.11,  3-sty  stone 
front  dwelling.  Hunterdon  Realty  and  Construction  Co  to  Emilie 
Born.  Mort  $15,000.  Sept  10.  Sept  11,  1906.  7:2041—67.  A 
.$4.800— $14,000.  other   consid    and    100 

140th  St.  No  309,  n  s,  135  w  8th  av,  15x99.11,  2-sty  frame  dwell- 


ing. Josephine  Smith  to  Leo  I  Meinhard.  C  a  G.  Aug  29. 
Sept   12,    1906.      7:2042-^0.      A   $3,00O-$4,5OO. 

other  consid  and  100 
140th  st,  No  307,  n  s,  120  w  8th  av,  15x99.11,  2-sty  frame  dwell- 
ing.   Benj  B  Tilt  to  Sarah  E  Metcalf  and  Gertrude   Kane  HEIRS 
and  DEVISEES  Bdw  Haas.  Nov  22,   1904.  Sept  12,   1906.  7:2042 
— il.     A  $3,000— $4,500.  nom 

140th  St.  Nos  305  and  307.  n  s,  105  w  8th  av.  30.x99.11.  two  2- 
sty  frame  dwellings.  Patrick  Farnan  to  Leo  I  Meinhard.  B  & 
S.  Aug  29.  Aug  12,  1906.  7:2042—41  and  42.  A  $0.000— $9,- 
000.  other  consid  and  100 

140th  St.  No  305,  n  s,  105  w  8th  av,  15x99.11. 
140th  St.  No  309.  n  s,  135  w  8th  av.  15x99.11. 
two  2-sty  frame  dwellings, 
George  Leerburger  to  Leo  I  Meinhard.  All  title.  C  a  G.  July 
27.  Sept  12,  1906.  7:2042—41  and  42.  A  $6,000— $9,000.  nom 
150th  St.  n  s.  495.5  w  7th  av,  40.10.\99.11.  5-sty  brk  tenement. 
CONTRACT.  Barnet  Miller  and  Harris  Mofsenson  with  Berry 
B  Simons  and  Jacob  Moersfelder.  Mort  .$35,000.  Aug  23.  Sept 
10.    1006.      7:203(J— 10.      A   $i),:50(1— P   $15,000.  52.500 

153d  st.  No  534.  s  s,  462.6  w  Amsterdam  av,  37.6x99.11,  5-sty  brk 
tenement.  Barnett  Evans  and  ano  to  Bertha  Seculer.  Mort 
$52,000.      Sept   13,    1906.      7:2084—52.      A   $12,000— P  $34,000. 

100 
lS4th    St.    s    s.    100   w   Amsterdam   av.    200x99.11,    vacant.      Louis 
Schlechter  to  Annie  Fishman.    All  liens.    June  30.    Sept  12,  1906. 
8:2155.  other    consid    and    100 

184th  st,  n  s,  100  w  Amsterdam  av,  100x99.11,  vacant.  Irving 
Bachrach  et  al  to  Annie  Fishman.  All  liens.  Sept  11.  Sept 
12,  1006.     8:2156—23  to  26.     A  $24,000— $24,000.  100 

Av  A,  No  204,  e  s,  118.6  s  17th  st,  19.6x95.6,  5-sty  brk  tenement 
and  store.  Moses  Selig  to  Morris  Dlugasch.  Mort  $14,000.  Sept 
10,  1900.  3:974—3.  A  $6,800— $11,000.  other  consid  and  100 
Av  A,  No  14(J6,  e  s,  .50  s  75th  st,  26.1x98,  5-sty  brk  tenement 
and  store.  Morris  D  Levine  to  Mechanics  National  Realty  Co.  ^ 
Mort  $20,000.  Sept  6.  Sept  7,  1906.  5:148(j— 51.  A  $8,000- 
$16,000.  other  consid   and   100 

Amsterdam  av,  No  1580  In  w  cor  138th  st,  99.11x100,  7-sty  brk 
13Sth  st.  No  501  I     tenement.     Release  judgment.  John  Fur- 

long  and   ano   to   James   G   Wallace.     July  30.      July  31,    1906. 
7:2070—29.      A    .$45,000— P   $135  000.      Corrects    error    in    issue 
of   Aug  4   when   st   in   brace  was  13th  st.   No  501.  1..559.97 

Columbus  av.  No  74  |s  w  cor  63d  st.  25.8x100.  3  and  4-sty| 
63d  st,  Nos  100  and  102   j     frame   tenements  and  stores.  I 

63d  st.  No  104,  s  s,  100  w  Columbus  av.  25x100.5,  2-sty  brk 
tenement  and  4-sty  brk  tenement  in  rear.  ] 

Margaretha  Schnedeker  et  al  to  Monroe  L  Simon  and  Louis 
Celler.  7-8  parts.  Sept  4.  Sept  7.  1906.  4:1134—36  and  37. 
A   $46,000— $48  .500.  other  consid   and   100 

Convent  avl  n  e  cor  140th  st.  199.10  to  s  s  141st  st,  x95,  vacant. 
140th  st  I  John  J  Collins  to  Surety  Realty  Co.  Mort  $71,200. 
141st  st      I    Sept   10.      Sept   13.    1906.     7:2049—1.     A   $85,000— 

$85,000.  other  consid  and   100 

Lenox  av.  No  88,  on  map  No  90,  e  s,  27.11  s  115th  st,  30.6x100. 
5-sty  brk  tenement.  Adolph  Scheibel  et  al  to  Joseph  R  Schein- 
berg.  Mort  $54,000.  Sept  10,  1906.  6:1598—72.  A  $26,000 
—$48,000.  other  consid  and   100 

Lenox  av.  No  90,  on  map  No  88,  e  s,  64.5  s  115th  st,  36.6x100, 
5-sty  brk  tenement.  Adolph  Scheibel  et  al  to  Joseph  R  Schein- 
berg.     Mort  $54,000.     Sept  10,  1906.     6:1598. 

other  consid   and   100 

Lexington  av.  No  566.  w  s,  89  n  50th  st,  20x80,  5-sty  stone  front 

tenement.      Wm  H  Siegman   to  Laura  S  Heilner.     Mort  $10,000. 

Mar  6,  1903.     (Re-recorded  from  Mar  11,  1903).     Sept  11,  1906. 

5:1305—16.     A  $14,000— $20,000.  nom 

Same  property.     Laura  S  Heilner  to  Edward  F  Tierney.     Mort  $10,- 

000.     Aug  31.     Sept  11,  1906.     5:1305.  other  consid  and  100 

Madison  av.  No  18.33,  e  s.  80  s  120th  st,  20.11x75,  5-sty  brk  ten- 
ement.  Alfred   L   M   Bullowa   to  Arthur   M,   Ferdinand   E   M   and 

Ernest  E  M   Bullowa.     %  part.     Mort  $ .     Aug  3.      Sept   10, 

1906.     6:1746—52.     A  $10,.500-$18,000.  omitted 

Madison  av.  No  74  Is    w    cor    63d    st,    25.8x100,    3    and   4-sty 

63d  st,  Nos  IfMJ  and  102   |     brk  tenements   and   stores. 
63d  st.  No  104,  s  s,  100  w  Columbus  av,  25x100.5,  2-sty  brk  tene- 
ment  and   4-sty   brk   tenement   in   rear. 

Fredk  J  Kreidler  by  George  Kreidler  GUARDIAN  to  Monroe  L 
Simon  and  Louis  Celler.  1-8  part.  All  title.  Sept  4.  Sept  7, 
1900.     4:1134— .36  and  37.     A  $46,000— $4S..5<K).  11,000 

Same  property.     Release  dower.     Margaretha  Scheft  widow  to  same. 

7-8  parts.     Sept  4.     Sept  7,  1906.     4:1134.       other  consid  and  100 
Same   property.      Release  dower.     Same  to  same.     1-8  part.     Sept 

4.     Sept  7,   1906.    4:1134.  other  consid  and  100 

Same  property.  Release  curtesy.  Q  C.  &c.  George  Kreidler  to 
same.      1-8  part.      Sept  4.      Sept  7,   1906.     4:1134. 

other   consid   and   100 
Park  av.  No  1.505,  e  s,  75.8  s  110th  st,  runs  s  25.2  x  e  155  x  n  25 
X  w  75  X  n  0.2%  x  w  80  to  beginning,  2-sty  brk  stable.     Wm  T 
Keogh    Amusement    Co    to    Fischel    Friedman.       Morts    $14,500. 
Sept   12.   1906.     6:1637—72.     A   $10,000— $14,000. 

other  consid  and  100 
Park  av.  No  1310,  w  s,  75.11  s  100th  st,  25x73.3,  5-sty  brk  tene- 
ment.    Clara  Rothschild  to  Eugene  C  Rose  and  Charles  Walter. 
Mort   $14,600.      Sept   7,    1906.     6:1605—37.      A   $6,.500— $13,000. 

other  consid  and  100 
Park  av.  Nos  1982  to  1986,  w  s,  24.10  n  133d  st,  75.7x86,  three 
5-sty  brk  tenements  and  stores.     Louis  Singer  to  Chas  M  Siegel. 
Morts   $25,7.50.      Sept    11.     Sept   13,    1906.      6:1758—34   to   36. 
A   $16.500— $37,.500.  other  consid  and   lOO 

Park  av,  Nos  1621  to  1627|  n  e  cor  115th  St.  runs  n  75  x  e  90  x  s 
115th  st,  Nos  101  and  109  |  56.6  x  w  0.6  x  s  18.6  to  115th  st,  x  w 
89.0  to  beginning,  two  6-sty  brk  tenements  and  stores.  Release 
claims.  &c,  as  to  Park  av  viaduct.  Max  Rosh  and  ano  to  N 
Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H  R  R  R  Co.  May  S.  Sept 
11,   1906.     6:1643—1  and  5..     A  $27,500— $101,000. 

other  consid  and  100 
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Long  Island    Office,     20   Main    St.,    Flushing,    Tel.    39    Flushing 


Park  av,  Nos  1G21  to  1627|  n  e   cor  115th  st,  75x40.  G-sty  brk  ten- 
115th  St,  Nos  lUl  and  1U3  |     ement  and  store.     Release  mort  as  to 
easements,  &c.     Rondout  Savings  Bank  of  Kingston,   N  Y,   to  N 
Y  cS:  Harlem  R  R  Co  and  the  N  Y  C  &  H   R  R  R  Co.     July  26. 
Sept    11,    lOOa      0:1643—1.      A    $15,0U0— $55,000.  nom 

Park  av.  n  w  cor  97th  st,  lOO.lO.xlUO,  vacant.  David  Kidansky  et 
al  to  Isaac  Fo.x.  Morts  $77, GOO.  Sept  0.  Sept  11,  190G.  G:1G03 
—33.     A   $40,500— $40,.5OO.  other  consid   and   100 

.Pleasant  av,  No  3S0,  e  s,  1G.9  n  120th  st,  10.8x71.3,  4-sty  stone 
front  tenement.     Margt  A  Noxon  to  Sadie  Levison.     Mort  $7,uOO. 
•   Sept  1.     Sept  10,  ISJOG.     G:1S17— IVa.     A  $2,500— $G,OtJO. 

other  consid  and  100 
St  Nicholas  av,  s  e  cor  174th  st,  100x100,  vacant.  Albert  Cavanagh 
to  Pincus  Lowenteld  and  William  Prager.  Q  C  and  confirmation 
deed.  Sept  12.  11)00.  8:2130—5  to  S.  A  $44,000— $44,000.  nom 
Wadsworth  av,  n  w  cor  177th  st,  124.10x100,  four  5-sty  brk  tene- 
ments, being  erected.  Hyman  M  Ellender  to  One  Hundred  and 
Seventy-seventh  Street  Realty  Co,  a  corporation.  All  liens. 
Sept  5.      Sept   11.    190G.     8:2145.  other   consid  and   100 

West  End  av,  Nos  182  and  184,  e  s,  25.5  n  GSth  st,  50x100,  two 
5-sty  brk  tenements  and  stores.  Isaac  Gordon  to  Lewis  Danzig 
and  Paul  Eisenberg.  Morts  $59,000.  Aug  30.  Sept  7,  190G. 
4:1100—2   and  3.     A  $18,000— $48,000.  other  consid  and   100 

West  End  av.  No  336,  s  e  cor  7Gth  st,  79.4x100,  vacant.  Robert 
Goodbody  to  Seventy-Sixth  St  Co  a  corporation.  Mort  $90,000. 
Sept  8.  Sept  10,  1900.  4:1107-61  and  61%.  A  $104,000— 
$104000.  nom 

1st  av.  No  352,  e  s,  46  s  21st  st,  23xG8.8,  3-sty  brk  tenement  and 
store.  Solomon  Reiner  to  David  B  Yachabowitz  and  Rachel 
Birgenbaum.  Mort  $12,850.  Sept  6.  Sept  10,  1906.  3:952— 
61.     A  $6.000— $8,500.  100 

1st  av.  No  93,  w  s,  48.0  s  0th  st,  24.3x100,  5-sty  brk  tenement  and 
store.  Philip  Menschel  to  Max  Dorf,  John  Morrissey  and  Kalman 
Silverman.  Mort  .$24,000.  Aug  13.  Sept  7,  11)06.  2:447—30. 
A  $18,000— $26,000.  other  consid  and  100 

1st  av.  No  2414,  e  s,  50.G  s  124th  st,  25x100,  5-sty  brk  tenement 
and  store.     Chas  M  Siegel  to  Louis  Singer.     Q  C.     Sept  12.     Sept 
13.  190G.     0:1811—47.     A  $7,000— $17,000.        other  consid  and  100 
Same    property.      Celia    Siegel    and    ano    to   same.      Mort   $19,750. 

Sept  12.     Sept  13,  1906_.     G:1S11.  other  consid  and  100 

1st  av.  No  2428,  e  s,  7o.ll  s  125th  st,  25x75,  4-sty  stone  front 
tenement  and  store.  Sophia  Michael  to  Ralph  Bellino.  Mort 
$10,500.  Sept  5.  Sept  11,  1906.  6:1812—49.  A  $6,000— $10,- 
500.  other  consid  and  100 

2d  av,  Nos  1094  and  1096,  e  s,  60.3  s  58th  st,  40.2x100.  two  2-sty 
frame  tenements  and  stores.  Aaron  Goodman  to  Louis  Zimmer- 
man. Mort  .$32,000.  Aug  22.  Sept  13,  1906.  5:1350—52  and 
52^!.     A  $20,000— .$22,000.  other  consid  and  100 

2d  av,  No  2071,  w  s,  75.11  s  107th  st,  25x75,  4-sty  brk  tene- 
ment and  store.  Irving  Bachrach  to  Jacob  Kovner.  Mort  $14,- 
000.     Aug  15.     Sept  13,  1906.     0:16.56-25.     A  $8,000— $15,500. 

other  consid  and   100 
Same  property.     Jacob  Kovner  to  Joe  Rosenberg  and  Max  Green- 
man.     Mort  $14,600.     Sept  12.     Sept  13,   lUOO.     6:1656. 

other  consid  and  100 
2d  av,  No  2007,  w  s,  25  n  108th  st,  25x100,  4-sty  stone  front  tene- 
ment and  store.     Morris  CoUer  to  Sarah  Glicksman.     Mort  $19,- 
000.     Sept  G.     Sept  7,  1900.     6:1658—22.     A  $9,000— $16,500. 

other  consid   and   lOO 
2d  av.   No  2072,  e  s,  75.4  s  107th  st,  25x100.   5-sty  brk  tenement 
and    store.      Simone    Biondo    to    Barned   Friend   and   Frank   Feld- 
man.     Mort  $20,870.     Aug  10.     Sept  12,   190G.     6:1678-52.     A 
$9,(100— $22  000.  nom 

2d  av,  Nos  2314  to  2320     |  s  e  cor  119th  st.  60.10.x50,  6-sty  brk  ten- 
119th  st,  Nos  208  and  3001     ement   and  store.      Yetta   Cohn   to   Max 
Friedman.      Mort    $68,000.      Sept   1.      Sept    10,    1906.      6:1795. 

other  consid  and  100 
3d  av,  Nos  881  and  883,  e  s,  50.5  n  .53d  st.  32.10xia),  two  5-sty 
brk  tenements  and  stores.     Jacob  Schnitzer  to  Jerome  J  Wilson 
as  TRUSTEE.   All   liens.  April  25.  Sept  12,   1006.  5:1327—3  and 
3M..      A   $24.000— $32,000.  nom 

3d  av,  Nos  1390  to  1398J   n   w    cor   79th   st,    110x90,    five   4-sty   brk 
79th  st,  Nos  183  to  187  |     tenements  and  stores  and  3-sty  frame  ten- 
ement and  store.     Robt  E  J  Corcoran  to  Jacob  Wertheim.     Mort 
.$90,000.     July  26.     Sept  12,  1906.     5:1508—33  to  36%.     A  $91,- 
000— $121,000.  nom 

3d  av,  Nos  1403  to  1409  |     s  e  cor  SOth  st,  80x73.3.  four  5-sty  stone 
80th  st,  Nos  200  and  202|     front   tenements   and  stores.     Jos  B  Ry- 
lance  to   Maurice  W  Halpin.      Mort  $40,000.      Sept  7.      Sept  11, 
1900.     5:1525—45,  45y2,  40,  47.     A  $61, .500— $90,000. 

other    consid    and    100 
3d  av,  Nos  1403  to  1409  I  s  e  cor  SOth  st.  80x73.3,  four  5-sty  stone 
SOth  St.  Nos  200  and  2021     front  tenements  and  stores.     Maurice  W 
Halpin   to   Celesta   M   Bozeman.      Mort   .$85,000.      Sept   10.      Sept 
11,  1906.     5:1.525—45,  45%,  46,  47.     A  $61.. 500— .$90,000.  nom 

5th  av.  No  1053,  e  s  ,.50  n  SOth  st,  19x102.2,  4  and  5-sty  brk 
dwelling.  Frederick  Lewisohn  to  Sarah  W  Clark.  Mort  $80,000. 
Sept  8.     Sept  12,  1900.     5:1498—3.     A  $79,000— $105,000. 

other   consid    and    100 

.5th  av.  No  4421  n  w   cor  30th  st.   runs  w  185  x  n  98.9  x  e  75  x  s 

39th  st  I     26  x  e  110  to  5th  av.  x  s  72.9  to  beginning.  4-sty 

brk  dwelling  and  2-sty  brk  stable  and  vacant.     John  G  Wendel 

to  Mary  E  A  Wendel  of  N  Y.  and  Rebecca  A  D  W  wife  of  Luther 

.\   Swope,   of  Irvington.   N  Y,   joint   tenants.     Sept  11.     Sept  13. 

1006.     3:841—41.     A  $570.000— $595,000.  nom 

5th  av.   No  238,  w  s,  56.6  n  27lh  st,   28.2x125,   5-sty  stone  front 

building  and  store.     Chas  A  Rapallo  et  al  to  Edw  S  Rapallo.     All 

title.     Aug  7.     Sept  13,  1906.    3:829-37.     A  $225,000— $2.55,000. 

other  consid  and  1,000 
5th  av,  Nos  236  and  238,  w  s,  112.10  s  2Sth  st,  runs  w  125  x  s 
28.2  X  e  25  x  s  28.2  x  e  100  to  av,  x  n  56.4  to  beginning.  4  and 
5-sty  stone  front  buildings  and  stores.  Edw  S  Rapallo  to  J 
C  Lyons  Bldg  and  Operating  Co.  Mort  .$445,000.  Sept  4.  Sept 
13,  1906.     3:829—36,  37.     A  $435,000— $475,000. 

other  consid  and  100 
7th  av,  Nos  883  to  S91|  s  e  cor  57th  st,   runs  e  150  x  s  100  x  w 
57th  st.  No  154  |     25  x  s  100.10  to  n  s  56th  st,  x  w  125  to 

56th  st.  No  161  I     e  s  7th  av,  x  n  200.10  to  beginning.  6,  9, 

12  and  13-sty  brk  and  stone  music  hall  and  office  building. 
57th  st.  No  1.52,  s  s,  150  e  7th  av.  runs  s  100  x  e  25  x  s  0.5  x  e 
25  X  n- 100.5  to  st,  x  w  50  to  beginning,  6  and  8-sty  brk  and 
stone   tenement. 
The  Music  Hall  Co  of  N  Y  (Lim)  to  Carnegie  Hall,  a  corporation. 


Morts  $1,160,000.  Sept  4.  Sept  10,  1900.  4:1009—1.  A  $750.- 
<M)0,    $1,400,000  and  57.      A   $85,000— $140,000.  nom 

7th  av.  No  250O  |  n  w  cor  145th  st,  40x100,  6-sty  brk  tenement  and 

145th  St.  No  2011  store.  CONTRACT..  Joseph  Silverson  and  Ber- 
nard London  with  Isidor  Blumenkrohn  and  Morris  Freundlich. 
Mort   $06,000.      Dec   7.   1905.      Sept   10,    1906.      7:2031.        126,000 

Sth  av,  Nos  760  and  762,  e  s,  50.5  s  47th  st,  30x100,  4-sty  stone 
front  tenement  and  stores.  Patrick  Kiernan  to  Anna  Lacord. 
Mort  $23  000.  Sept  10.  Sept  11,  1906.  4:1018—63.  A  $30,- 
000— $34,000.  other   consid  and   100 

9th  av.  No  303,  w  s,  79  s  2Sth  st,  20.5x64,  4-sty  brk  tenement 
and  store.  Katharine  C  Mead  et  al  to  Citv  of  New  York.  July 
3.      Sept    7,    1906.      3:72.5^10.      A    $8,000- $10,.500.  19,500 

9th  av.  No  805,  w  s,  50  n  53d  st,  25x100,  5-sty  stone  front  tene- 
ment and  store.  Karl  M  Wallach  et  al  to  Michael  and  Luisa 
Gargiulo.  Mort  .$23,000.  July  18.  Sept  13,  1906.  4:1003-31. 
A  $14,000-128,000.  other  consid  and  lOO 

MISCELLANEOUS. 

Certified  copy  adjudication  of  bankruptcy  and  order  of  reference 
in  matter  of  application  of  the  White.  Potter  &  Paige  Mfg  Co 
et  al  to  have  ORourke  &  Creamer  adjudged  involuntary  bank- 
rupt.    Mar  16.     Sept  10,  1906.     (Miscl).  

Order  approving  TRUSTEES  bond  in  matter  of  Julius  Hammer 
bankrupt.  Chase  H  Smith  as  TRUSTEE.  May  22.  Sept  7, 
1900.     11:2911.  ■ 

Receipt  for  legacy  and  relase  of  all  claims.  Wm  S  Jackson  et  al 
HEIRS,  &c,  of  Caroline  Hiffert  to  Anna  M  Miller  BXTRX  of 
Caroline  Hiffert.     Aug  9.     Sept  7,   1006.     Miscl.  

Testimony  and  certificate  in  matter  of  the  application  of  Frank 
McGarry  to  perpetual  testimony  of  Wm  H  Whorton  and  George 
Prendergast  before  Ferdinand  W  Buermyer  (ref).  Aug  30,  1906. 
Sept   10,   1006.      Miscl.  

BOROUGH    OF    THE    BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 
new  Annexed  District   (Act  of  1895). 

*BarthoIdi  st.  s  s,  lots  21  and  22  on  map  No  426,  near  Williams- 
bridge,  50x100.  A  Shatzkin  &  Sons  to  Morris  Sobin,  of  Jersey 
City,  N  J.     Mort  $1,280.     Sept  10.     Sept  13,   1906. 

other   consid  and   100 

Bassford  av  or  pi,  bet  183d  st  and  3d  av  and  being  part  lot  18 
map  .-^damsville  at  Fordham,  begins  at  point  50  s  w  from  line 
between  lots  1.S  and  10  and  lands  of  Thos  Bassford,  runs  s  e 
85  X  s  w  25  X  n  w  105.2  x  n  e  25  to  beginning,  except  part  for 
Bassford  pi.  Geo  W  Roper  to  Phillippine  Friedeberg.  Mort  $2,- 
.5'00.     Sept  12.      Sept  13.   1906.      11:3053.  nom 

*Birch  st,  e  s,  200  s  Cornell  av,  50x100.  Eastchester.  Walter  W 
Taylor   to   Michael   Barry.      Aug  1.      Sept  10.   lOOti.         '  nom 

*Bronx  Terrace,  e  s.  lot  1179  map  Wakefield,  109.6x10.5.  Ken- 
drick  Hughes  to  Matthew  Hicks.  Q  C  and  confirmation  deed. 
July   31.      Sept   12,    1900.  nom 

Bonner  pi.  No  2,  s  s,  100  e  Morris  av,  25x75,  2-sty  frame  dwelling. 
James  T  Gaffney  to  Adam  J  Dietzel.  Mort  $2,200.  Sept  10. 
Sept   11,   1906.     9:2423.  other  consid  and  100 

*Beach  st,  —  s,  being  lots  OS  and  69,  amended  map  of  126  lots 
being  a  subdivision  plot  23  on  map  of  Clasons  point,  50x100. 
Hudson   P   Rose   Co   to   John   Moccia.      Sept  10.      Sept   11,   1906. 

nom 

Bryant  st,  s  e  cor  Jennings  st,  125x100.  Jacob  Wildberg  to  Robt 
J  Rooney.  1/2  part.  All  title.  Mort  $15,000.  Sept  7.  Sept  11, 
1906.     11:2999.  nom 

Same  property.  Eliz  A  F  Randolph  to  Robt  J  Rooney.  V2  part. 
All  title.     Mort  $15,000.     Sept  8.     Sept  11.  1906.     11:2999.       nom 

Bryant  st,  e  s,  75  n  Jennings  st,  50x100,  vacant.  Jackson  Con- 
struction Co  to  Hawthorne  Building  Co.  Aug  24.  Sept  10.  1906. 
11:3000.  other  consid  and  100 

Chisholm  st.  No  1312.  e  s,  145  n  Freeman  st,  20x100.  2-sty  frame 
dwelling.  Caroline  A  Hamilton  and  ano  to  Nellie  Hamilton.  All 
title.     Q  C.     Sept  10.     Sept  11,   1906.     11:2972.  nom 

*Carlisle  pi,  w  s,  150  s  213th  st,  25x100.  I 

Carlisle   pi,   e   s,   50  s  213th   st,  50x100.  I 

Isak  Tepper  to  A  Shatzkin  &  Sons.     Mort  $G75.     Sept  6.     Sept  7. 
190(i.  ■  other   consid   and   100 

*Carroll  pi,  s  s,  150  e  Green  lane,  25x100,  St  Raymond  Park. 
Delia  Maloney   to   Vaclav   Pavelka.      Sept  5.      Sept   7,   1906. 

other  consid  and  100 

■'Carroll  pi,  s  s,  and  being  lot  201  map  section  No  2  St  Raymond 
Park.      Delia   Maloney  to  Gotlib  Brojer.      Sept  5.     Sept  7,   190<>. 

other  consid   and   100 

*Dock  st,  n  e  s,  100  s  e  Thomas  st,  50x100.  Westchester.  Jo- 
sephine Krueger  to  Thos  B  Bowne  &  Son  Co,  a  corporation. 
Aug  30.      Sept   12,   1900  Dther  consid   and   100 

Elsmere  pi.  No  1063,  n  s,  175  w  Marmion  av,  25x100,  2-sty  frame 
dwelling.  Chas  P  Hallock  to  John  Merz.  Mort  $4,500.  Nov  25, 
1905.      Sept   10,    1906.      11:2956.  other   consid   and   100 

Fox  st,  Nos  1185  to  1187,  w  s,  377.1  n  Home  st.  51.1xl00.11x37x 
100.  G-sty  brk  tenement.  Josie  Ernst  to  Joseph  Feldmann.  Morts 
$47,250.     Aug  30.     Sept  7.  1906.     11:2974.      other  consid  and  100 

*Green  lane  or  av,  e  s.  63  s  proposed  5th  st,  19x100,  West- 
chester. Alfred  W  Law  INDIVID  and  EXR  Alice  M  Law  to  Mar- 
garet Spillane.     Sept  12,  1906.  other  consid  and  100 

Halsey  pi,  s  w  cor  Kinnear  pi,  75x100,  Cebrie  Park.  Charles  For- 
bach  to  Thos  E  Vermilye.     Aug  30.     Sept  11,  1906. 

other  consid  and  100 

*Harrison  st,  e  s,  230.4  n  Davis  st,  50x100.  Andrea  Ascosi  to 
Francesco  Russo.     Mort  $400.     Aug  20.     Sept  7,   1906.  850 

*Same  property.  Francesco  Russo  to  Giovanni  Guiseffi.  Mort 
$400.     Aug  29.     Sept  7,  1906.  other  consid  and  8.10 

*Huguenot  st,  n  s,  100.4  w  White  Plains  road,  25x100.  South  Mt 
Vernon.  Sarah  Bornstein  et  al  to  William  Scholermann.  Mort 
$3,000.     Sept  7.     Sept  8,  190(;.  other  consid  and  lOD 

*Jefferson  St.  w  s,  200  s  Columbus  av,  25x100.  Edw  J  Cahill  to 
James  W  Kerr.     Mort  $2,800.     Sept  10.     Sept  12,   1906. 

other   consid   and   100 

Kelly  st,  e  s.  280.3  n  165th  st,  120x100,  vacant.  John  McDonald 
to  John  B  Schlesinger  of  River  Edge.  N  J.  Mort  $11. .500.  Sept 
7.      Sept   10.   1900.      10:2716.  other  consid   and   100 

♦Lincoln  st.  w  s.  125  n  West  Farms  road,  late  road  from  West 
Farms  to  Westchester.  25x100.  Wm  Klenert  to  Nina  Straus. 
Mort    $3,800.      Sept    10,    1906.  other    consid    and    100 
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is  made  in  Germany.     The 
superior  quality  amply  compensates 
the  consumer  for  its  higher  price. 
It  is  perfect. 
E.  THIELE,  Sole  Agent, 

99  John  St.,  Now  York. 


*Lincoln  st,  w  s,  100  n  road  from  West  Farms  to  Westchester,  25x 
100.     Same   to   same.      Mort  JfiliO.     Sept  10,   190G. 

other  consid  and   100 

*Louise  st,  w  s,  175  s  Columbus  av.  2.5x95.  Gustave  Lehr  et  al 
to  Jos  C  Luke.     Sept  10.     Sept  11.  190().  other  consid  and  100 

*Marian  st,  e  s,  100  n  2.37th  st,  50x100,  Eastchester.  John  W 
Brown  to  Conrad  Emberger.     Sept  7.     Sept  8.  1906. 

other   consid   and   100 

Oakland  pi.  No  1008,  s  s.  100  w  Prospect  av,  25x100,  3-sty  frame 
tenement.  Filomena  De  Lorenzo  to  Gennaro  Menna,  Eugenio 
and  Michele  Del  Cioppo.     Aug  G.     Sept  11.  1906.     11:3094.        100 

*Poplar  St.  s  s,  277.2  e  Forest  pi,  25.2x112.11x25.2x111.8.  Jo- 
seph J  Gleason  to  James  and  Lizzie  McDowell.  Sept  7.  Sept 
8,  1906.  nom 

Rogers  pi.  No  977,  w  s,  613.10  n  Westchester  av,  19.6.xSl.lxl9.6x 
78,  2-sty  frame  dwelling.  James  G  Patton  to  Matilda  S  Davis. 
B  &  S.     Sept  5.     Sept  7,   1006.     10:2698.  nom 

*Tacoma  st    j  s  s,  126  w  Classen  av.  25x —  to  Tremont  av,  x — x — , 

*Tremont  av]  except  part  for  av.  Wm  Muller  to  John  G  Rohling. 
Sept  8.     Sept  10,  1906.  other  ponsid  and  100 

Teasdale  pi,  No  4,  s  s,  04.10  e  3d  av,  old  line,  25x100,  5-sfy  brk 
tenement.  Geo  Bingel  to  Frank  L  Ditscherlein.  Mort  $24,000. 
Aug  30.  Aug  31.  1906.  10:2621.  Corrects  error  in  last  issue 
when  mortgage  was  .'i;29  000.  other  consid  and  100 

*Washington  pi,  n  w  cor  Green  av,  200x117x189x50. 

Green  av,  n  s,  plot  14  map  Villa  Sites  of  Green,  Owen  &  Gelston 
at   Throggs   Neck,   .50x189. 

Green  av,  n  s,  plot  15  same  map,  50x189. 
Margt   Mahon  and  ano  to  James  A   O'Brien.     Aug  29.     Sept   12, 
1906.  nom 

*2d  st,  w  s,  79  s  22Sth  st,  33x105,  Wakefield.  Wm  H  Widder  to 
Wm  H  Widder  and  Margt  C  his  wife.  Q  C.  Sept  12.  Sept  13, 
1906.  nom 

*4th  st,  n  s,  and  being  lots  174  and  175  map  398  of  Sec  2  St  Ray- 
mond Park.  Adolph  Landau  to  Constantine  Bauer.  Mort  $2,000. 
Aug  30.     Sept   7,   1900.  other  consid  and  100 

*4th   st   I  e  s,  1.55.10  s  1st  av,  runs  e  88.1  x  s  43  to  n  s  Shell  av, 

Shell  av|  x  w  75.11  to  e  s  4th  st,  x  n  w  44.7  to  beginning.  Wake- 
field. Louise  E  Mehrhoff  to  Mary  Richke.  Mort  .$2,000.  Aug 
28.     Sept  12,  190G.  other  consid  and  100 

*5th  St.  n  w  cor  Union  av,  65x100,  Westchester.  Patrick  J  Clark 
to  Marv  E  Eaton.     Q  C.     June  12.     Sept  11,   1906.  1,000 

*llth  stln  s.  105  w  Av  D    runs  w  .50  x  n  108  x  w  50  x  n  108  to  s  s 

12th  st  I  12th  st  X  e  100  x  s  216  to  beginning,  except  part  for 
Tremont  av.  Unionport.  Dina  Conrad  to  Catharine  Whirtley. 
Apr  20.     Sept  7,   1906.  other  consid  and  100 

135th  st.  No  675,  s  s,  190  e  Willis  av.  20x100,  4-sty  frame  dwell- 
ing. Charles  Derleth  INDIVID  and  EXR  Annie  Derleth  to  Dora 
Stierer.     5-6  parts.     All  title.     Sept  10.     Sept  11,  1906.     9:2279. 

7,777.94 

Same  property.  Mabel  B  Derleth  by  Charles  Derleth  GUARDIAN  to 
same.     All  title.     B  &  S.     Sept  10.     Sept  11,  1906.     9:2279. 

522.06 

13fith  stl  n  s,  220  e  Brook  av,  166.2x200  to  s  s  137th  st,  xl60.8x 

137th  st|  200.  vacant.  Leopold  Ehrmann  to  Joshua  Kantrowitz 
and  Moses  Esberg.     All  liens.     Sept  13,   1900.     9:2264. 

other  consid  and  100 

140th  st.  No  858,  s  s,  3.54.9  e  St  Anns  av,  38x100,  5-sty  brk  tene- 
ment. Solomon  M  Robinson  to  Mary  wife  Solomon  M  Robinson. 
Mort  $36,500.     July   16.     Sept  8,   1906.     10:2552. 

other   consid   and   100 

144th  st.  No  .393.  n  s,  100  e  Mott  av.  25x100,  2-sty  frame  dwell- 
ing. John  J  Schumann  to  Caroline  M  wife  of  John  J  Schumann. 

Mort  $ .      Sept   10.     Sept   11.   1906.     9:2343. 

other  consid  and  2,000 

155th  st.  No  634,  s  s,  350  e  Courtlandt  av,  25x100,  2-sty  frame 
dwelling  and  store.  Jacobina  Fisher  to  Henry  Honigman.  Mort 
$3  000.     Sept   7.      Sept   10,   1906.     9:2401.       other  consid  and  100 

161st  st.  No  508,  s  s,  57  e  Morris  av,  44x60,  5-sty  brk  tenement. 
Meta  Nissen  to  Marie  Q  Peters.  Mort  $21,000.  Sept  10.  1906. 
9:2420.  other   consid    and    100 

163d   st.   No  564  I  s  w  cor  Melrose  av,   19. 5x100.2x21. 3x 

Melrose  av.  Nos  917  to  925|  lOO.  5-sty  brk  tenement  and  store. 
Marv  Robinson  to  Louis  Frambach.  Mort  $25,000.  Sept  6.  Sept 
7,  1906.     9:2408.  other  consid  and  100 

167th  st,  No  761.  n  s,  114.6  w  3d  av,  runs  n  122.4  x  e  29.7  x  s  w 
24.11  X  w  1.11  X  s  98  to  St.  at  point  S8.6  w  3d  av,  x  w  26  to 
beginning,  4-sty  brk  tenement  and  store.  Kate  Montague  to  Mo- 
ritz  L  and  Carl  Ernst.  Mort  $19,000.  Aug  30.  Sept  11.  1906. 
9:2372.  other  consid  and  100 

172d  st,  n  w  cor  Longfellow  st,  100.x50. 

Longfellow  st,  w  s,  50  n  172d  st,  50x100. 
vacant. 

Joseph    Feldman    to    Jackson    Construction    Co.       Mort    $3,900. 
Sept  5.     Sept  7,  1906.     11:3001.  other  consid  and  100 

*172d  st,  w  s,  200  n  Gleason  av.  2.5x100.  Joseph  J  Gleason  to  Thos 
R  Brown.     Sept  5.     Sept  10,  1906. 

*173d  st,  e  s,  406  s  Gleason  av,  50x100. 
J   Devine.      Aug  30.      Sept   10,   1906. 

*173d  St.  w  s.  356  s  Gleason  av.  25x100.  Stephen  McBride  to 
Bertha  Huttelmaier.     Mort  $3,307.     Sept  6.     Sept  8,   1906.       nom 

*174th  st,  e  s,  325  n  Gleason  av,  50x100.  Jakob  Rosenberg  to 
Tillie  M  Stadler.     Sept  6.     Sept  7,  1906.  other  consid  and  100 

*Same  property.  Release  mort.  Gertrude  M  Gleason  to  Jakob 
Rosenberg.     Aug  31.     Sept  7,  1906.  700 

175th  St.  n  s,  lOO.lO  w  Crotona  av,  100x195.7,  1  and  2-sty  frame 
buildings  and  vacant.  Richard  R  Hamilton  to  James  E  Smith. 
Q  C.     Sept  7.     Sept  10,  1906.     11:2945.  100 

Same  property.  James  E  Smith  to  Ralph  Bellino.  Mort  $6,000. 
Aug  29.     Sept  10,   1906.     11:2045.  12,000 

*170th   st,   e   s,   225   n   Gleason   av,    125x100.  I 

Gleason  av,  n  s,  50  e   176th  st,  50x100.  | 

Joseph  J  Gleason  to  Blanche  B  Terrill.     Sept  11,  1906.  nom 

176th  st.  No  1263,  n  e  s,  abt  100  e  Bryant  av,  25x131x25x130.6, 
except  part  tor  st,  3-sty  frame  tenement  and  2-sty  frame  tene- 
'meut  in  rear.  Samuel  Wormser  to  Jennie  wife  of  Samuel  Worm- 
ser.     Mort  $3,000.     Aug  31.     Sept  10,  1906.     11:3004. 

otliBr  consid  and  100 


*178th   st,   s   s,    125 
to  Max  M  Bekker. 


nom 
Joseph  J  Gleason  to  Thos 
nom 


e    Bronx    Park    av,    25x100.      August   Diener 
Mort  $4,000.     Sept  10.     Sept  11,  1906. 

other  consid  and  100 
*177th  St.   w  s,  lOO  n  Gleason  av,  lOOxlOO.     Joseph  J  Gleason  to 

Leopold  Fichter.      Sept  6.     Sept  7,   1906.  nom 

179th  st,  n  s,  160  e  Morris  av,  runs  n  to  land  A  B  Mills,  x  s  e  — 
to  st,  X  w  —  to  beginning,  gore,  vacant.  John  W  Curran  to  An- 
drew J  Thomas.  Q  C.  Sept  12.  Sept  13,  1906.  11:2807.  nom 
180th  st.  No  660,  s  s,  114.6  w  Park  av.  runs  s  113.10  x  w  17.11  x  n 
64  x  w  0.11/4  X  n  49.8  to  st.  x  e  18  to  beginning.  2-sty  frame 
dwelling.  Wm  C  Beith  to  Nicholas  Eckert.  Mort  $3,500.  July 
2.  July  3,  1906,  11:3029.  Corrects  error  in  issue  of  July  7, 
when  conveyance   read  180th  st.   No  660,  s   s,   114.6  n  Park  av. 

6,100 

182d  st,  s  s,  156.3  e  Washington  av.  runs  s  57.9  x  w  18.3  x  n  G1.7 

to  st   X  e   18  to   beginning.  3-sty  brk  tenement.     Release   mort. 

Eureka   Realty  Co   to   Hillside   Realty  &   Construction   Co.      Sept 

6.     Sept  7,   1906.     11:3049.  other  consid  and  100 

Same   property.     Release  mort.     Same  to  same.     Sept  6.     Sept  7. 

other  consid  and  100 
Edw  Anderson  et  al  to  same.     Sept 

75 
13S.3  e  Washington  av,   18x57.9x18.3x61.7.  3-sty  brk 
Hillside  Realty  &  Construction  Co  to  Peter  G  Peter- 


1900.     11:3049 
Same  property.     Release  mort. 

4.      Sept    7,    1906.      11:3049. 
182d  st 

tenement 


son.     Mort  $8,000.     Sept  6.     Sept  7,  1906.     11 :3049. 

other  consid  and  100 

l,S5th  st.  No  685.  n  s,  100  e  Park  av,  50x100,  vacant.  Becker 
Realty  Co  to  Yetta  Goldberg.  Mort  $5,125.  Aug  31.  Sept  8, 
1906.     11:.3030.  other  consid  and  100 

187th  st,  s  w  cor  Hughes  av,  25x100,  vacant.  Patrick  Murphy  to 
John   Merresia.     Sept   6.      Sept   7,    1906.      11:3073. 

other   consid   and   100 

198th  st,  s  s,  133.5  w  Creston  av,  IG.SxlOO.l.  2-sty  frame  dwell- 
ing.    Agnes  M  Grimm  to  Mary  A  Costello.     Q  C.     June  29.     Sept 

7.  1906.     12:3318.  nom 
201st  st.  No  762,  w  s,  38.4  n  Bainbridge  av.  25x100.  2-sty  frame 

dwelling.      Jacob  Geib   to  John  H  Paradies.     Sept   11.     Sept   12. 
190fi.      12:3298.  other   consid    and   100 

*214th  st,  late  Av  A.  n  s.  375  e  White  Plains  road,  25x125.  Mary 
M  Burnham  to  Julia  L  Schuyler.     Q  C.     Aug  31.     Sept  11,  1906. 

nom 

*Same  property.  Julia  L  wife  of  and  Willett  C  Schuyler  to  An- 
drea   Bilotto.      Aug   IS.      Sept   11.    1906.         other   consid   and   100 

*217th  St.  late  3d  st,  s  s,  325  w  fith  av,  25x109.5,  Laconia  Park. 
Fritz  Kuhnle  to  Babette  wife  of  Fritz  Kuhnle.  Mort  $200.  Aug 
28.      Sept  8,   1906.  nom 

*220th  st,  n  w  cor  4th  av,  105x114,  Wakefield.  Julius  Finck  to 
Theo  J  Chabot.     July  30.     Sept  13,  1906.  other  consid  and  100 

*225th   st   I  s   s.  461.3  w  Paulding  av.   25x126.11   to  Corsa  lane,  x 

Corsa  lanel  28.3x139.11.  A  Shatzkin  &  Sons  to  Nicola  Galante. 
Mort  $G12.50.     Aug  14.     Sept  12,  1006.  other  consid  and  100 

*226th  St.  s  s,  211.3  w  Paulding  av,  25x109.  Sound  Realty  Co  to 
Patrick  Dooley.  July  9.  (Re-recorded  from  July  14,  1006.) 
Sept  11,  1906.  other  consid  and  100 

*227th  St.  s  e  cor  White  Plains  av,  105x114,  except  strip  25  ft  wide  ' 
taken  for  White  Plains  av,  Wakefield.     The  Belmont  Realty  and 
Construction    Co    ro   Geo   S   Livingston.      Mort   $9,500.      Aug   27. 
Sept   11,    1906.  nom 

*229th  st,  s  s,  205  e  4th  av,  100x114,  Wakefield.  Samuel  Baturin 
to   Annie   Crystal.      Mort  .$2,000.     June  10.     Sept  11.   1906. 

other  consid  and  100 

231st  st,  n  s,  100  e  Albany  road,  30x.54.4x30.4x58.9,  vacant.  Ed- 
ward J  Gallagher  to  Michael  J  Martin.  Correction  deed.  July 
2.      Sept  10,   1906.     12:3267.  nom 

*233d  st,  s  s.  adj  land  N  Y  &  Harlem  R  R  (bet  R  R  and  Bronx 
River),  runs  s  along  R  R  2.50  x  e  —  to  River.  The  .A.ssociates 
Land  Co  to  William  Nilsson;  5  years,  from  May  1,  1904  (with 
renewal).     Sept   13.   1906.  700 

Arthur  av.  No  1S04.  late  Crotona  Park  North,  e  s,  17.7  s  175th  st, 
20.2x96.5x18.6x99.3.  3-sty  brk  dwelling.  Ida  E  Schulze  to  Aaron 
Ratner.      Mort   $7,000.      Sept   12.      Sept   13,    1900.      11:2944. 

other  consid  and  100 

Anthony  av.  No  2065.  w  s,  291.11  n  Burnside  av,  16.8x100,  2-sty 
frame  dwelling.  Bruno  Gunther  to  Mary  G  Barry.  Mort  $2,- 
000.      Sept   12.      Sept   13.   1906.      11:3156   and  3161.  nom 

'Bay  av,  s  s,  435  w  Main  st,  50x100.  City  Island.  Frances  C  Cop- 
pinger   to   Mary   L  Roeder.     Sept  C.     Sept  8.   1906. 

other   consid   and   100 

''Bay  av,  n  s,  60  e  North  st,  30x100,  City  Island.  Mary  L  Roeder 
to   Frances   C   Coppinger  and  Amelia   R  Bahren.      Sept  6.      Sept 

8,  1906.  other  consid  and  100 
Burnside  av.  No  571,  n  s,  25.10  e  Ryer  av.  22.1x113.10x18.6x102.4, 

3-sty  frame  tenement  and  store.     Wm  G  Bolt  to  Annie  R  Leon. 
Mort  $5,000.     Sept  5.     Sept  13,  1006.     11:3144. 

other  consid  and  100 

Bryant  av,  e  s,  50  s  172d  st,  25x100,  vacant.  Margaret  Behrens 
to   Nora   H   Heisterhagen.      Sept   10.   1906.      11.3,000.  nom 

Bryant  av,  e  s,  2.5  s  172d  st.  25x100,  vacant.  Joseph  Pickard.  Jr, 
to  Nora  H  wife  of  and  Wm  L  Heisterhagen.  Sept  10,  1906. 
11:3000.  •  nom 

Belmont  av,  w  s,  125  n  lS3d  st,  2.5x100,  2-sty  frame  dwelling. 
Joseph  G  Biernesser  to  Philip  A  Goggin.  Mort  $3,000.  Sept  1. 
Sept   11,   1906.      11:3087.  nom 

Crotona  Parkway,  s  s,  100  w  Southern  Boulevard,  runs  w  112.10 
to  e  s  Parkway,  x  s  50  x  e  114.8  x  n  50  to  beginning. 

Crotona  Parkway  East,  n  s  .220.2  w  Southern  Boulevard,  runs  e  50 
X  n  100  X  s  70.2  x  n  100.1  x  w  116.6  to  e  s  Crotona  Parkway. 
x  s   100  and   100  to  beginning,  vacant. 
Release   mort.     Wm   A   Nash   to   Adelaide 

.  Sept  10,   1906.  11:2942 

Same  property.      Adelaide  V  Black  to   The 
$21,000.     Sept    10,    1906.      11:2942. 

Cedar  av.  No  3,  late  River  View  terrace,  w  s,  164.6  n  177th'  st, 
late  Dock  st,  17.7x101.2x17.9x100.  2-sty  frame  dwelling.  FORE- 
CLOS.  Henry  Smith  (ret)  to  Chas  F  Stone,  Jr,  and  Mary  S  Eng- 
lish  TRUSTEES  Harriet  H   English.     Sept  12,   1906.     11:2883. 

1.000 


I 

V   Black   of   Brooklyn. 

nom 
Local   Realty  Co.      Mt 

nom 


The  text  of  these  pagc-s  Is  copyrighted.     AH  rights  are  reserved.        Notice  Is  hereby  given  that  infringement  will  lead  to  prosecution. 
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Bronx   September  15,  1906 


THE  CHARLES  H.  SMITH  CO.  Sellikg, Renting, Collecting 

1  10  Van  Siclen  Ave.,  Brooklyn 


REAL    ESTATE 


East  Npw  York  (2Gth  Ward)  Proiiorty  a 
Specialty.  S<,'iid  Particul^^ra 


Clay  av,  n  e  cor  IGOth  st,  91.9xS0,  vacant.  Thornton  Brothers  Co 
to  Chas  H  and  Edw  A  Thornton.  Mort  $23,500.  Sept  12,  1906. 
11-2887  other  consid  and  lOO 

Crotona  av,  No  1800,  e  s,  96  s  175th  st,  4.3.4xlOO.xll.S.xlOO,  2-sty 
frame  dwelling  and  vacant.  Chas  F  Dilberger  to  John  Lurie.  Mt 
$5,000.     Sept  11.     Sept  12,  1000.     11:2948.        other  consid  and  100 

Cauldwell  av.  No  920,  e  s,  100  s  163d  st,  10.8x100,  2-sty  frame 
dwelling.  Clara  London  to  William  Mitchell.  Mort  $3,000.  Sept 
10,  1900.     10:2631.  other  consid  and  100 

*Cedar  av,  s  s,  134  w  Corsa  av,  25x100,  Laconia  Park.  Walter  W 
Taylor  to  Sarah  A  Vaden.     B  &  S.     Sept  1.     Sept  10.  1906.       nom 

*Crosby  av,  n  e  cor  Waterbury  av,  25.9x98.10x25x105.  Hudson 
P  Rose   Co   to  Ercole   Borrelli.     Aug  3.     Sept  11.   1900.  nom 

College  av.  No  374,  s  e  s,  75  n  e  142d  st,  25x100,  2-sty  frame 
dwelling.  Anna  M  Miller  EXTRX  Caroline  E  Heftrup(?)  to  Geo 
J  Kaiser.     Sept  6.     Sept  7,  1906.     9:2523.    other  consid  and  5,000 

♦Columbus  av,  n  s,  150  e  Rose  st.  25x100.  Charles  Moewes  to 
Fred  Eisen.  May  18.  Rerecorded  from  May  21,  1906.  Sept  7, 
1900.  other  consid  and   100 

*Same  property.  Fred  Eisen  to  Joseph  C  Luke.  Sept  6.  Sept  7, 
1906.  other  consid  and   100 

Crotona  av,  e  s,  94  n  175th  st,  50.^120,  vacant.  Release  mort. 
Louis  F  Kuntz  to  John  Robinson.     Sept  7.     Sept  8,  1906.  11:2949. 

4.700 

Cauldwell  av.  No  705,  w  s,  300.3  s  156th  st,  18.9x115,  3-sty  frame 
tenement.  Isak  Tepper  to  Albert  and  Maria  R  Freeh.  Mort  $5,- 
500.     Sept  6.     Sept  7,  1906.     10:2624.  other  consid  and   100 

♦County  Club  av,  n  w  cor  John  st.  50x100.  Viola  Roseboro  to 
Francis  E  Lavelle.     Aug  29.     Sept  7,  1906.  1,800 

♦Cooper  av   |w  s,  lot  30  map  Wm  Cooper,  Westchester,  25x100  to 

Franklin  av  |  e  s  Franklin  av.  Release  dower.  Gianina  wife 
Michele   Sasso  to  Guiseppe  Facchinello.     Sept  7.     Sept  8,  1906. 

nom 

♦Same  property.  Guiseppe  Facchinello  to  George  Joseph.  Sept 
7.     Sept  8.   1906.  other  consid  and  100 

Davidson  (5th)  av.  e  s,  203.6  s  Highbrldge  or  Fordham  Landing 
road.  25xSli.]0.  vacant.  Robt  C  Winters  to  Edwd  Leber.  Sept 
12.     Sept  13,  1906.     11:3199.  nom 

♦Doris  av  |e  s,   125  n  Lyon   av,   50  to  Glebe   av  x58. 6x65.7x100, 

Glebe  av  |  Westchester.  John  Heck  to  Leopold  Fichter.  Aug 
12.      SeDt   13,   1906.  100 

Eastburn  av  |  n  e   cor  175th   st,   runs  n   14.8  to  e   s 

Grand  Boulevard  Concourse]  Grand  Boulevard  and  Concourse,  x  n 
e  1.53.3  X  s  e  130.3  to  n  s  175th  st,  x  w  99  to  beginning,  vacant. 
Edw  L  Woolf  et  al  to  Christ  Congregational  Church.  Mt  Hope. 
Aug  28.     Sept  13,  1006.     11:2796  and  2826.      other  consid  and  100 

♦Eastern  Boulevard,  s  s,  185  w  from  east  face  of  east  wall  of  brk 
building  of  Union  Pottery  Works,  runs  s  e  329.10  x  s  w  490.6 
to  e  s  Westchester  creek,  x  n  w  472.6  to  c  1  small  creek,  x  n  e 
166.9  to  said  Boulevard,  x  n  e  283.9  x  n  still  along  said  Boule- 
vard on  curve  181.2  to  beginning.  Gustavus  Robitzek  et  al  to 
P  Joseph   Heaney.     Mort  $93,000.      Sept   13.   1906. 

other  consid   and  100 

Forest  av.  e  s.  new  line  225  s  166th  St.  runs  e  2.6  to  e  s  Forest 
av,  as  on  map  of  Eltona  x  n  25  x  w  2.7  to  said  new  line,  x  s 
25  to  beginning,  being  the  strip  bet  old  and  new  lines  of  av  in 
front  of  No  1064.  Frank  D  Hadley  et  al  to  Ewald  Biele.  Q  C. 
Aug  22.     Sept  13.  1906.     10:2660.  80 

Findlay  av  n   e   cor   166th   st.  425   toss   167th   st,   x200.   vacant. 

166th  st         FORECLOS.     Gerard   Roberts    (ref)    to   Augusta   M   de 

167th  st         Peyster.     Sept  12.     Sept  13,   1906.     9:2434.  77.500 

Forest  av.  No  1001,  w  s,  122  s  165th  st,  22.3x91.  3-sty  frame  ten- 
ement and  store.  John  S  Rumienski  to  Ferdinand  L  Riehman. 
Mort   $4,500.      Sept   10.     Sept   11,   1900.      10:2640. 

other  consid  and  100 

♦Gleason  av.  n  s,  50  e  176th  st,  50x100.  Blanche  B  Terrlll  to 
Ellen   Morgan,   of   Albany,   N   Y.     Mort   $1,080.      Sept   11.    1906. 

other  consid  and  100 

♦Grant  av,  s  s,  178  w  Unionport  road.  25x100.  Frieda  Schrago- 
witz  to  Theodore  Beregh.     Mort  $4,000.     Sept  12,   1906. 

other  consid  and  100 

♦Hunt  av.  w  s,  200  n  Sagamore  st.  50x100.  Chas  E  Reed  to  Rich- 
ard Keil.     Aug  28.     Sept  12.  1906.  other  consid  and  100 

Hughes  av  (Frederic  st).  e  s.  bet  ISOth  st  and  Pelham  av  and  be- 
ing lot  204  map  S  Cambreling  et  al  at  Fordham,  2.5x87.6.  The 
Geiszler-Haas  Realty  Co  to  Gaetano  Ambriola.  Mort  $1,000. 
Sept  1.     Sept  10,  1906.     11:3078.  other  consid  and  100 

Harrison   av.  w  s.  75  n  Morton  pi.  runs  w  OS. 10  x  n  25  x  w  54.6 
X  n  e  27.9  x  e  144.1  to  av.  x  s  50  to  beginning,  2-sty  frame  dwell-  ■ 
ing.     Beulah   P   Beckley  to   Ellen   C  wife  of  Michael   B   Stanton. 
Mort  $2,500.     Sept  10,  1906.     11:2868.  100 

Hull  av.  w  s.  325  s  209th  st.  50x100.  vacant.  Wm  R  Moore  to 
Jacob  H  Amsler  and  Herman  Schoenlank.  Sept  11,  1906.     12:3347. 

other  consid  and  100 

Hughes  av,  e  s,  112.10  s  Pelham  av,  50x87.6,  vacant.  Stephen  Mc- 
Bride  to  Giovanlna  Damiano.  Mort  $2,250.  Sept  7.  Sept  8, 
1906.     11:3078.  nom 

Inwood  av.  e  s,  166.2  n  172d  st,  50.\59.3x66.1xl02.5,  vacant.  Mary 
Keyes   to   Benjamin  Sussman.     Sept  11,   1906.     11:2865.  nom 

♦Jones  av,  s  w  cor  Kingsbrldge  road,  111.4x100x100.2x100,  Eden- 
wald.    Marcus  KroU  to  Nicolas  Vogel.    Sept  10.  Sept   12,  1906. 

other  consid  and  100 

Jerome  av,  e  s,  27.7  n  167th  st.  82.9x74.8x75x109.8.  four  2-sty 
frame  dwellings.  Nicholas  Hodes  to  Gautlo  Alexander.  Mort 
$21,400.     Sept  7.     Sept  11,  1906.     9:2489.      other  consid  and  100 

♦Kossuth  av,  s  s,  50  w  Concord  st,  25x100.  I 

Concord  st,  e  s.  100  s  Kossuth  av,  25x100,  South  Mt  Vernon.  | 
Francis  B  Chedsey  and  ano  EXRS  Oscar  V  Pitman  to  Henrv 
Bruckner.     Aug  22.     Sept  8,  1906.  1.500 

♦Same  property.  Henry  Bruckner  to  The  Milton  Realty  Co.  Mort 
$1,000.     Sept  7.     Sept  8,  1906.  other  consid  and  100 


Lincoln   av,  Nos  82  to  96 
Southern  Boulevard,  Nos  510  to  516 
132d  st,   Nos  511  to  51 


e  s.  extends  from  s  s  Southern 
Boulevard  to  n  s  132d  st,  200 
xlOO.  three  3-sty  brk  loft  and 


store   buildings.     Robt   L   Woods   to  Thomas   Simpson,    of  Scars- 
dale.  N  Y.     Morts  $97,000.     Aug  31.     Sept  7.  1906.     9:2308.     nop 

Leggett  av.  No  1086.  s  w  s.  48.2  s  e  Dawson  st,  23x95.7x23x03.9, 
2-sty  frame  dwelling.  Henry  Elfers  to  Pieter  A  Becker.  Mort 
$3,500  and  all  liens.     Sept  8.     Sept  10,  1006.     10:2686. 

other  consid  and  100 

Lpngwood  av,  s  s.  370.8  e  Barry  st,  50.1xl51.8x— xl38.8.  except 
part  for  av  or  145th  st,  vacant.  Sophia  Gorsch  to  Geo  W  Read. 
Sept  10.     Sept  11,  1906.     10:2r36.  nom 


Mohegan  av.  late  Grant  av.  e  s.  bet  178th  st  and  ISOth  st  and  be- 
ing part  lot  237  map  East  Tremont,  41x150,  bounded  on  south 
by  lot  238,  except  part  for  Mohegan  av.  Chas  E  Stahl  to  Chas 
E  Stahl  and  Elise  his  wife,  tenants  by  entirety.  B  &  S.  Sept 
8.     Sept  10,  1906.     11:3123.  100 

Same  property.  Peter  Leckler  to  Chas  E  Stahl.  Sept  8.  Sept  10, 
190(1.      11:3123.  other  consid  and  100 

Morris  av  |   s    e    cor   196th   st,    103.7x67.10x101.5x66.7,    2-sty 

196th  st.  No  510]  frame  dwelling.  Thos  P  Ryan  to  Lucy  A  Cam- 
eron.     Mort  $7.0<J0.     Aug  20.     Sept   11,   1906.     12:3316.  100 

Mott  av       I  w  s.  174.3  s  138th  st,  old  line,  runs  w  6(_)  x  n  w  10  x  w 

Exterior  stj  30  x  s  w  123.7  and  1S2.7  to  e  s  Exterior  st,  at  point 
344.8  s  138th  st,  old  line,  x  s'320.6  to  land  NY&HRRCo,  xe 
—   to   Mott  av,    X  n   —   to   beginning. 

Exterior  st,  w  s.  395.6  s  138th  st.  runs  s  v/  174.2  to  bulkhead  line, 
X  s  —  to  n  s  land  of  said  R  R  Co,  x  e  —  to  st.  x  n  —  to  begin- 
ning, 1  and  2-sty  frame  and  brk  buildings  and  vacant. 
Chas  L  Adams  et  al  EXRS.  &c.  Allen  W  Adams  to  Lucy  G  Bar- 
nard and  Vashti  G  Eaton.  All  title.  Q  C.  Aug  30.  Sept  11, 
1906.     9:2330.  nom 

Morris  av,  s  e  cor  196th  st,  178x64.  Agreement  as  to  restrictions. 
Thos  P  Ryan  with  Wm  A  Cameron.  Sept  7.  Sept  11.  1906. 
12:3316.  nom 

Mott  av     |w  s.  174.3  s  138th  st,  old  line,  runs  w  60  x  n  w  10  x  w 

138th  st      I    30  X  s  w  123.7  and  182.7  to  e  s  Exterior  st  at  point 

Exterior  sti  .344.8  s  138th  st,  former  line,  x  s  320.6  to  land  N  Y 
&  Harlem  RRxe  —  tows  Mott  av  x  n  —  to  beginning. 

Exterior  st.  w  s.  395.6  s  13Sth  st,  runs  s  w  174.2  to  bulkhead  line 
X  s  —  to  n  s  land  NY&HRRCoxe  —  to  Exterior  st  x  n 
to  beginning. 

several  1  and  2-sty  brk  and  frame  buildings  of  lumber  yard. 
Susan  W  Adams  HEIR,  &c.  Allen  W  Adams  to  Lucy  G  Barnard 
and  Vashti  G  Eaton.  All  title.  Q  C.  Aug  30.  Sept  7,  1906. 
9:2339.  nom 

♦Morris  Park  av,  s  s,  122  w  Bronxdale  av,  25x100.  Catherine 
O'Rourke    to    Frederick    Rieper.      Sept    7,    1906. 

other    consid   and   100 

Morris  av,  n  w  cor  179th  st,  175x100,  vacant.  N  Y  Exchange 
Realty  Co  to  August  Jacob.  Mort  $15,000.  Sept  10.  Sept  12, 
1906.      11:2829.  other  consid  and   100 

Morris  av.  n  e  cor  179th  st,  100x134.8x106.5x171.1,  vacant.  The 
United  Real  Estate  and  Trust  Co  to  John  W  Curran.  Q  C.  Sept 
8.      Sept  12,   1906.     11:2807.  nom 

Morris  av.  late  Av  A.  n  w  s,  325  n  e  183d  st,  late  3d  st.  50xl04x 
50x105.  vacant.  Mary  Dux  to  Lena  Sternschuss.  Sept  10.  1906. 
11:3183.  other  consid  and  100 

♦Madison  av|  n  s.  3.50  w  Robin  av,  25x103.6  to  s  e  s  Pelham  road. 

Pelham  road]  x34.1 1x128.  Bankers  Realty  and  Security  Co  to 
Luigi   Donato    and    Michele    Cataloni.      Sept    6.      Sept    12.    1906. 

other  consid  and  100 

Marion  av.  w  s,  247.11  n  lS4th  st.  runs  w  91.2  x  n  141.9  x  e  25.8 
X  n  2.9  X  e  101.6  to  av.  x  s  151.5  to  beginning,  vacant.  Thos  J 
L  McManus  and  ano  EXRS.  &c.  Catharine  Clinton  to  Edward  H 
Kelly.      Sept    11.      Sept    12,    1906.      11:3022.  12  000 

Same  property.  Edw  H  Kelly  to  Lillian  B  Donohue.  %  part. 
Right,  title  and  interest.     Mort  $9,000.     Sept  12,  1906.     11:3022. 

1.500 

♦Nelson  av      ]  s  w  cor  Wright  av,  runs  w  along  s  s  Pratt  av,  200 

Wright  av        |     to    e    s   Amundson   av,   x   s   100   x   e   200   to   w   s 

Amundson  avl     Pratt  av,   x  n   along  w  s  of  Pratt  av,  and  w  s  of 

Pratt  av  |     Wright   av,   100   to   beginning. 

Nelson  av|  s  w  cor  Amundson  av,  125x200  to  e  s   Seton  av. 

Seton  av   | 

Lots  1  to  31  and  60  to  66  in  blk  4  bounded  by  Kingsbrldge  road, 
Hill,  Jefferson  and  Murdock  avs. 

Lots  4.  5,  14.  15.  16  and  19  block  3  bounded  by  Kingsbrldge  road, 
Monticello,   Jefferson  and  Hill  avs. 

Lots   63   to   70.    73   and   74   in    block   30   bounded   by   Jefferson, 
Amundson,   Randall  and  Seton  avs,  Edenwald. 
Harriet   L  Chidsey   to   Esther  Meyers,   of  Brooklyn.     Mort   $20,- 
000.     June  22.     Sept   12,   1906.  nom 

♦Old  road,  s  s.  243  w  Pugsley  av.  25.x81. 2x25x82.11.  N  Y  Catho- 
lic Protectory  to  Paul  T  Werblin.  Mort  $385.  June  28.  Sept 
7,   1906.  550 

♦Pratt  av,  e  s,  440.3  s  Kingsbridge  road.  50x100.  Land  Co  C  of 
Edenwald   to   Louis   Lorch.      Sept   7.      Sept   10,   1906.  nom 

♦Road  from  Westchester  to  Pelham  Bridge,  n  w  s,  adj  land  Wm 
Palmer,  runs  nw77xne80xnvi'  177  to  Westchester  creek 
or  Mill  pond,  x  n  e  120  to  land  John  Benson,  x  e  200  to  said 
road,  X  s  w  200  to  beginning,  Westchester,  except  plot  on  s  s  of 
above, 80x79.6.  Lambert  G  Mapes  to  the  Bronxdale  Realty  Co. 
July  30.     Sept  13,  1906.  other  consid  and  100 

♦Rosedale  av,  w  s.  and  being  lots  445  and  446  block  P  amended 
map  Mapes  estate.  50x68.  Annie  M  Purdy  to  Dorothy  Rentier. 
Mort   $3,000.      Sept   7.      Sept   11,    1906.  nom 

♦Road  from  Westchester  to  Pelham  Bridge,  adj  land  Simon  Paul, 
runs  along  road  551.10  x  s  e  along  above  land  and  Geo  Baxter 
and  land  of  Thos  C  Taylor  and  206.9  distant  therefrom  on  said 
road  to  land  of  Simon  Paul  x  s  w  483.3  to  beginning.  Susan  F 
Baxter  widow  et  al  HEIRS,  &c,  John  Baxter  to  Alexander  Walsh. 
Sept  7.     Sept  8,  1906.  other  consid  and  100 

♦St  Lawrence  av,  w  s.  50  a  Merrill  st,  25x100.  Louise  Mohme  to 
Jacob  Pinkofsky.  Barney  Sommergrad  and  Pincus  Harrison.  Mt 
$2,500.     Sept  12.     Sept  13.  1906.  other  consid  and  100 

Southern  Boulevard|n  s,   265  e  Willis   av,   50x100,  vacant.     Adolph 

133d  st  I    M    Bendheim  to   Edwin   R   Maslen.      Aug  23. 

Sept   10,   1906.     9:2278.  other  consid  and   100 

Spuyten  Duyvil   Parkway]  w  s,  bet  Kappock  st  and  232d  st  and  adj 

Independence   av  |     lands  of  Mrs  Cox.  runs  n  along  Parkway, 

238  X  w  318.3  to  e  s  Independence  av,  x  s  20S.6  x  e  329  to  Park- 
way at  beginning,  3-sty  frame  dwelling.  Henry  Kroger  to  Chris- 
tian F  Gennerich.     Q  C.     Sept  4.     Sept  11,  1906.     13:3411.        nom 

Southern  Boulevard,  w  s,  300  n  187th  st,  75x75.3x74.1x86.9,  va- 
cant. Joseph  Liebertz  to  Universal  Cement  Brick  and  Block  Co. 
Mort  $9,000.     Aug  31.     Sept  11,  1906.     11:3115. 

other  consid  and  100 

Southern  Boulevard,  w  s,  300  n  187th  st.  25x82.11x24.7x86.9,  va- 
cant. Margaret  wife  of  John  F  Flanagan  to  Joseph  Liebertz. 
Aug  16.     Sept  11,  1906.     11:3115.  100 

St  Anns  av.  No  290i  n  e   cor  140th  st,   27.6x101.11x27.6x100.  5-sty 

140th  St.  No  841  I  brk  tenement  and  store.  Henry  W  Siebern  to 
John  Eggers.  Mort  $25,750.  July  16.  (Re-recorded  from  July 
17,  1906.)     Sept  la,  1906.     10:2551.  other  cxnisld  and  100 
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Cooper  Iron  Works 

j)  JOHN  COOPER,  Proprietor 

Works :  Emmett  Street  &  Avenue  D,  Newark,  N.  J. 
New  York  Office :  I  Madison  Avenue 


IRON  and  STEEL  WORK 

FOR 

BUILDINGS,  BRIDGES,  &c. 


Soulliern   Boulevard,  n  s,  75  e   Brook  av,  ."0x100. 

Southern  Boulevard,  n  s,  50  e  Brook  av,  I25.xl00. 
vacant. 

Leopold  Ehrmann  to  Joshua  Kanlrowitz  and  Moses  Esberg.      All 
liens.     Sept  11,  1900.     0:1^201.  other  consid  and  100 

*Scofleld  av,  s  s,  lOO  w  City  Island  av.  (Main  st),  50x108.3,  City 
Island.  Henry  D  Carey  to  Jacob  Springer.  Sept  5.  Sept  11. 
1900.  other  consid  and  lUO 

Southern  Boulevard,  Nos  2352  and  2354,  e  s,  200  s  Jennings  st, 
50x100,  two  3-sty  frame  tenements.  Release  claims,  &c,  as  to 
R  R.  Joseph  Lau,  Jr,  et  al  to  The  City  of  N  Y.  June  2,  1905. 
Sept  12,  1900.     11:2980.  500 

Southern   Boulevard,   No  23.52.     Consent   ot  mortgagee   to  release   of 
mort   as   to  claims  for  R  R,   &c.     Louise  Langbein  to  City  of  N 
Y.     June  18.     Sept  12,   1900.     11:2980.  nom 

Same  property.  Similar  consent.  Fannie  B  Nattress  to  same. 
June  10.     Sept  12,  190(i.     11:2980.  nom  ■ 

Southern  Boulevard,  No  23.54.  Similar  consent.  Louise  Lang- 
bein to   same.     June   18.     Sept   12,   190G.     11:2980.  nom 

Same  property.  Similar  consent.  Fannie  B  Nattress  to  same. 
June  10.     Sept  12,  1900.     11:2980.  nom 

Southern  Boulevard,  Nos  2352  and  2354.  Similar  consent.  Fer- 
dinand  Hecht   to   same.      Juu«  20.      Sept   12,'  1900.      11:2980.     nom 

*Scofleld  av,  s  s,  adj  land  Jerome  Bell  and  112  from  n  w  mark 
Eastchester  Bay,  runs  s  100  x  e  100  x  n  100  to  av,  x  w  100  to 
beginning.  City  Island.  Alexander  McDowell  et  al  HEIRS.  &c, 
Michael  McWeeney  to  John  J  McDowell.     July  9.     Sept  13,  1900. 

7,0(;0 

*Tremont  av   |n   s,   84   e   Saxe   av,   28x98.2   to   McGraw  av   x25x — , 

MpGraw  av  |  except  part  for  av,  Wm  Morrissey  to  Leopold 
Fichter.     Sept  0.      Sept   10,   1900.  other   consid  and   lO:) 

*Theriot  av,  e  s,  100  s  Cornell  av,  25x100,  Westchester.  Wm  I 
Brown    to   Leopold   Fichter.      Sept   10.     Sept   11,   1900. 

other  consid  and  1(W 

*Tier  av,  plot  that  lies  bet  e  s  ot  said  av  and  w  line  lots  3,  4  and 
5  in  block  5  on  map  Francis  Scofleld  estate  on  City  Island  and  s 
line  lot  5  and  n  line  of  lot  3  if  extended  w  to  Tier  av.  Sadie 
M  Begen  to  City  Real  Estate  Co.  B  &  S  and  C  a  G.  Sept  5. 
Sept   12,   1900.  other  consid   and   100 

*Tremont  av,  n  s,  28  e  Theriot  av,  28x79x25x — .  Chas  W  Fra- 
zier  to  Fred  B  Graves,  of  Rochester,  NY.  B  &  S.  Aug  15. 
Sept  12,  1906.  other  consid  and  lOO 

*Same  property.  Fred  B  Graves  to  Augustus  G  Miller.  Aug  15. 
Sept    12,    1900.  other   consid   and   100 

Tinton  av,  w  s,  100  s  152d  st,  75x100,  two  5-sty  brk  tenements. 
Benjamin  Harris  et  al  to  Morris  Levy.  %  part.  B  &  S.  Mort 
$50,000.     Sept  7.     Sept   12,   190(!.     10:2053.  nom 

Union  av,  n  w  cor  1.50th  st,  25x100,  vacant.  Rosa  Brown  to  Sal- 
vatore  Conforti  and  James  Defago.  Mort  $4,000.  Aug  0.  Sept 
13,   1900.     10:2004.  other  consid  and  100 

Same  property.  Release  mort.  Abraham  Solomon  EXR,  &c,  Wm 
Solomon  deed  and  ano  to  Rosa  Brown.  Sept  10.  Sept  13,  1900. 
10:2004.  3,000 

Vyse  av.  No  1171,  w  s,  .500  n  107th  st,  25x100,  3-sty  brk  dwelling. 
Maurice  Dornbusch  to  Abraham  A  Silberberg.  Mort  $8,000. 
July  10.     Sept  10,  1900.     10:2752.  nom 

Vyse  av.  No  1171.  w  s,  .500  n  107th  .st,  25x100,  3-sty  brk  dwell- 
ing. Abraham  A  Silberberg  to  Samuel  Horowitz.  Mort  $10,- 
OOO.     Sept  4.     Sept  10,  1900.     10:2752,  other  consid  and  lOO 

Valentine  av,  s  e  cor  lS4th  st,  34. 11x00x19. 9.x91. 3,  2-sty  frame 
dwelling.  Release  mort.  The  Estates  Settlement  Co  to  The 
Lochinvar  Realty  Co.     Sept  5.     Sept  8,  1900.     11:3140.  nom 

Same  property.  The  Lochinvar  Realty  Co  to  Joseph  P  Hayes. 
Mort    $7,000.      Sept    7.      Sept    8,    1900.      11:3140. 

other    consid    and    100 

Vyse  av,  w  s,  3,S0  n  107th  st,  20x100,  3-sty  brk  tenement.  Re- 
lease  mort.     Atlantic   Dock  Co   to  Abraham  A  Silberberg.     Aug 


Sept 


19(10.      10:2752. 


4,042.09 


Washington  av,  Nos  1103  and  1105,  w  s,  50  n  lG7th  st,  50x89.11, 
two  4-sty  brk  tenements.  Bernard  Kugler  to  Morris  Vogel.  Vz 
part.     Mort  .$28,750.     June  0.     Sept  7,   1900.     9:2389. 

other   consid   and   KJO 

Washington  av.  No  1741,  w  s,  75  n  174th  st,  25x100,  4-siy  brk 
tenement.  Isaac  Schwadron  to  Frank  Morgenstern  and  Sam 
Akselrod.      Mort  $14,(J<X».     Aug  30.      Sept  8,    1900.      11:2907. 

other    consid    and    1(X) 

*WilIow  lane,  s  s,  25  e  Robin  av,  25x90.9x25x97.7,  Tremont  Ter- 
race. Bankers  Realty  &  Security  Co  to  Gaetano  Clemento.  Sept 
7.     Sept  10,   l!tOO.  other  consid  and  100 

West  Farms  road  |   e  s,   at  s  e  s  Boston  road,   runs  s 

Tremont  av,  Nos  1304  and  1314|  1.2  x  e  95  x  n  31.8  to  s  s  Tre- 
mont av,  X  w  08.11  to  Boston  road,  x  s  w  39  to  beginning,  except 
part  for  West  Farms  road,  1-sty  frame  store.  Andrew  J  Lar- 
kin  to  West  Farms  Realty  Co.  Mort  $30,000.  Aug  27.  Sept 
13,    190C.      11:3021.  other  consid   and   1(W 

♦Westchester  av,  late  Southern  Westchester  Turnpike,  s  s,  210  w 
Av  D,  07xl21x — xllOll,  except  part  taken  for  Westchester 
av,  Unionport.  Eliza  O'Kennedy  to  Henry  Demmerle.  Mort  $4,- 
000.     Sept  12.     Sept  13,  1900.  nora 

♦Westchester  av,  s  s,  50  w  175th  st,  50x109.6x50x109.6.  John 
J   Brennan  to  Leopold  Fichter.     Sept  12.     Sept  13.  1900. 

other   consid    and    100 

*Wright  av,  e  s,  225  s  Randall  av,  25x105.  Land  Co  C  ot  Eden- 
wald  to  Michael  J  Murphy.     Aug  17.     Sept  13,   1906.  nom 

♦Williams  av,  e  s,  300  s  Tremont  road,  50x100.  CONTRACT. 
Bankers  Realty  and  Security  Co  with  John  Skinner.  June  18. 
Sept    13.    1900.  2,000 

♦Willett  (3d)  av,  w  s,  201  n  21Gth  st,  49x100,  Olinville.  John 
O'Brien  to  Paul  Dannhauser.     Sept  10.     Sept  11,  lOOli. 

other  consid  and  100 

3d  av,  Nos  3748  and  37.50,  e  s,  87.4  n  St  Pauls  pi,   late  Julia  st, 
40x100,    5-sty    brk    tenement    and    store.      Mary    E    Mullay    to 
Adolph    Hollander.      Mort   $47,500.      Aug    15.      Sept    11,    1900. 
11:2927.  7,.500 

3d  av.  No  4271  |n  w  s,  abt  55  n  178th  st,  at  n  w  cor  lot  17,  54x100, 

Fordham  av  |  being  part  lot  17  map  Upper  Morrisania,  with 
strip   bet   said   av  and   n   w   s  3d   av,   2-sty   frame   dwelling  and 


vacant.     Lewis   A   Mitchell   to   L   Napoleon  Levy.     Mort  | . 

Mar  2,   1903.     Sept  10,   1900.      Il::i043.  nom 

3d  av.  No  4279,  w  s,  abt  190  n  178th  st,  27x100,  with  strip  bet 
3d   and   Fordham   avs,   2-sty   frame   dwelling.      Lewis   A   Mitchell 

to  L  Napoleon  Levy.     Mort  $ .     Mar  9,  1903.     Sept  10,  1900, 

11:3043.  nom 

3d  av,  w  s,  15  n  172d  st,  a  strip,  runs  n  16  x  w  0.10  to  w  s  old 
Fordham   av   x   s   Ki   to   beginning. 

172d  st,  n  s,  53  w  3d  av,  strip,  runs  w  0.3  x  n  0.3  to  n  s  old 
Bathgate  pi   x  e  0.4  to  beginning. 

Benjamin   Tatham   son   Chas   B.  Tatham   to  Joseph   Levin.     Q   C. 
Nov   28,    1905.      Sept   10,   190(i.      11:2920.  nom 

Lot  in  front  of  lots  4,  5  and  part  lot  6  on  map  (No  320)  ot  M  E 
Putnam,  at  Spuyten  Duyvil,  begins  at  n  s  lot  0,  50  s  therefrom 
with  e  line  NYC&HRRR  Co.  runs  n  w  707.5  x  n  e  185.1  x  s  e 
707.5  to  e  line  said  R  R  x  s  1.S7.2  to  beginning,  being  land 
under  waters  Hudson  River,  except  lands  of  said  R  R.  Theresa 
A  S  Sheridan  widow  to  Robt  S  Hudspeth  TRUSTEE,  of  Jersey 
City,   N  J.     Aug  1().     Sept  10,   1900.     13:;!411,  nom 

Plot  begins  150  e  Prospect  av  and  51.4  n  Fairmount  pi,  runs  e  9.8 
X  n  49.7  X  s  —  to  beginning. 

Fairmount  pi.  n  s,  475  w  Marmion  av,  18.8x101.0x36.1x100. 
John   R   Peterson   to   Peter  Otten.     Mort  $2,000.      Sept   0.      Sept 
10,   19(Xi.      11:2955.  other  consid  and   100 

Plot  begins  at  line  bet  lots  47  and  49  on  assessment  map  Bor- 
ough of  the  Bronx  at  point  105  s  e  along  said  line  from  Mott  av, 
runs  e  142.4  to  n  w  exterior  line  N  Y  &  H  R  R  Co  at  point  49.0 
at  right  angles  from  original  location  ot  said  R  R  x  s  w  102.1  to 
line  bet  lots  47  and  44  x  n  w  99.9  x  n  e  50  x  n  w  38  to  point  89 
at  right  angles  from  s  e  s  Mott  av  x  n  e  .53  to  beginning,  con- 
tains 12,303  sq  ft.  Cath  E  Sinclair  to  N  Y  C  &  H  R  R  R  Co. 
B  &  S.     Aug  30.     Sept  10,  19(M>.     9:2341.  nom 

Plot  begins  91  e  Park  av.  and  25  n  e  179th  st,  runs  s  e  50  x  n  e 
25  X  n  w  .50  x  s  w  25  to  beginning.  John  J  Larkin  to  Ellas 
A  Cohen.     Aug  0.     Sept  13,  1900.     11:3030. 

other  consid  and  100 

♦Plot  begins  740  e  White  Plains  road  at  point  1,220  n  along  same 
from  Morris  Park  av,  runs  e  100  x  n  25  x  w  ItiO  x  s  25  to  begin- 
ning, with  right  ot  way  to  Morris  Park  av.  Herman  Tuchman 
et  al  to  Herman   Tuchman.     Sept  0.      Sept  7,   1900. 

other  consid  and  100 

♦Plot  begins  740  e  White  Plains  road  at  point  1,145  n  along 
same  from  Morris  Park  av,  runs  e  100  x  n  25  x  w  100  x  s  25  to 
beginning,  with  right  of  way  to  Morris  Park  av.  Same  to  same. 
Sept   (i   .   Sept   7.   19O0.  other  consid  and  100 

♦Plot  begins  740  e  White  Plains  road,  at  point  1,120  n  along  same 
from  Morris  Park  av,  runs  e  100  x  n  25  x  w  100  x  s  25  to  be- 
ginning, with  right  of  way  to  Morris  Park  av.  Same  to  same. 
Mort  .$3,2.5<>.     Sept  0.     Sept  7,   19110.  other  consid  and  100 

♦Plot  begins  74(.)  e  White  Plains  road,  at  point  1.170  n  along  same 
from  Morris  Park  av,  runs  e  IIK.)  x  n  50  x  w  10(J  x  s  50  to  be- 
ginning, with  right  of  way  to  Morris  Park  av.  Herman  Tuch- 
man et  al  to  Esther  Kaufman.     Sept  0.     Sept  7,  1900. 

other  consid  and  100 

♦N  Y,  Westchester  &  Boston  Railway,  c  1  304  e  from  a  cut  in  rock 
at  line  between  lands  of  H  M  Holton  and  Margt  Holler  which  cut 
in  rock  bears  s  w  242. .5  from  a  monument  No  27,  on  n  w  s  Bos- 
ton rd,  runs  n  e  82.7  x  s  e  23.11  x  s  w  3.5.3  and  05.1  x  again  s  w 
—  X  u  w  130.8  X  n  e  142.11  to  said  road,  x  n  e  218.8  to  begin- 
ning. The  City  and  County  Contract  Co  to  N  Y,  Westchester  & 
Boston   Railway  Co.     Aug  30.     Sept   11,   1900.  nom 

♦N  Y,  Westchester  &  Boston  Railway,  c  I  at  line  bet  lands  Kate 
Loughran  and  Hugh  D  Smyth  et  al  which  point  238. 4  along  said 
line  from  a  cross  on  rock  on  said  line  with  n  s  Boston  road, 
which  cross  bears  n  e  05. .3  from  traverse  stake  No  28,  x  n  w 
130.11  X  n  e  38.9  x  s  e  100  x  10.1  to  c  1  Steenwick  av,  x  b  w  70.4 
X  s  w  170.4  X  n  w  11.10,  20.10,  15.9,  29.3  and  20.9  to  beginning. 
Same   to   same.     Aug  31.      Sept   11,   1900.  nom 

Lots  .55  and  57  map  Edw  T  Young  at  Springhurst,  except  part  for 
Longwood  av,  or  145th  st.  Simeon  B  Solomon  to  Sophia  Gorsch. 
All  liens.     Aug  20.     Sept  11,  1900.     10:2730. 

other  consid  and   100 

Same  property.  Solomon  B  Solomon  and  ano  EXRS,  &c,  Judah  H 
Solomon  to  same.     All  title.     July  2.     Sept   11,   1906.      10:2736. 

other  consid  and  1(X) 

Same  property.  Augusta  K  Solomon  widow  to  same.  B  &  S  and 
C  a  G.     Aug  20.     Sept  11,  1906.     10:2730.  nom 

Property  at  Bronxville  and  Tuckahoe  in  towns  of  Eastchester, 
Yonkers  and  Brooklyn.  Thos  D  DeWitt  as  TRUSTEE  Cornelius  J 
DeWitt  and  ano  to  Margaret  E  wife  of  Cornelius  J  DeWitt  of 
Wilton,  Conn.     All  title.     July  31.     Sept  11,  1900.     Misel.  nom 

LEASES. 

Under  this  head  all  Leases  recorded.  Assignment  of  Leases  and 
Leasehold  Conveyances  will  be  found.  The  expressed  consideration 
following  the  teim  ot  years  for  which  a  lease  is  given  means  so 
much    per    year. 

Sept.  7,  S.  1(.1,   11.  12  and  13. 
BOROUGH    OF    MANHATTAN. 

Allen  st,  Nos  42  and  44 

Hester  st.   No  95 

Surrender  lease.     Dora  K  and  Henry  J  Kopf  to  Benedict  Bockar. 

Sept   10.      Sept   11,   1900.      1:308 1.50 

Allen  st.  No  11)2,  all.     Samuel  Held  to  Samuel  Silverman;  3  years, 

from    Sept    1,    1900.      Sept    10,    l:iOO.      2:414 4.000 

Clinton  st.  No  141,  basement,  store  and  1st  floor.     Rachel  Sammet 

et   al   to   Edward   Rosenstein;   5  years,   from  May  1,   1907.     Sept 

12,    1900.      2:.'!40 2,700 

Crosby  st.   No  133,   e  s.     Assign  lease.     Paul   Gorman  to  Hudson 

County   Consumers   Brewing  Co   of  West  Hoboken,   N  J.      Aug  2. 

Sept    il,    1900.      2:510 nom 

Crosby  st.   No   133,   store  floor.     Louis   P  Boyes  to  Paul  Gorman; 

5  years,  from  June  1,  1900.     Sept  10,  1900.  2:510.. 900  and  1,200 


The  text  of  these  pages  Is  copyrighted.     All  rights  are  reserved.        Notice  is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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Delancey   st.    No   320.      Assign    lease.      Peter   J    Wilson    to    Ellen 

Wilson.      Sept   4.      Bept   7,   1900.      2:328 nom 

Forsyth  st,   Nos  55  and  57,   stores  3  and  4,  &c.     Fannie  Wolf   to 

Samuel  Landesman;  l^i  years,  from  Nov  1,  1909.     Sept  13,  1906. 

1:302 1,320 

Same  property.      Samuel  Fellenstein  and  ano  to  same;   2Vi  years, 

from   May   1,   1907.      Sept   13.   1900.      1:302 1,320 

Same  property.     Assign  lease  for  3  years,  from  May  1,  1904.  Har- 
ry Wolf  to  same.     Sept   11.     Sept   13,  1900.     1:302 nom 

Fulton  st.  No  09,  all.     Emily  D  Van  Wagenen  and  ano  TRUSTEES 

John  M  Dodd  to  Isaac  L  Miller,  of  Paterson,  N  J;  5  years,  from 

Oct  1,  190(i.     Sept  13,  1900.     1:94 2,000  and  2,500 

Goerck  st,  Nos  120  and  122,  n  e  cor  Stanton  st,  Nos  322  and  324, 

cor  store,  &c.     David  Skrilow  to  Aaron  Lefkowitz;  5  years,  from 

Aug   1,   1900.     Sept   12,   1900.      2:;!25 900 

Hudson  st,  Nos  111  and  113,  1st  loft.     Susman  J  Valk  and  ano  to 

R  B  Henry  &  Sadler  Co;   from  Oct  1,  1900,  to  May  1,  1911.  Sept 

11,1900.     1:1.S7 2,500  to  2,750 

Houston   st.   No  207   East,   front  corner  store.     Geo  W  Folsom  to 

Goodman   Kostiuk;    7   7-12   years,   from   Oct  1,   1900.      Sept   11. 

1900.     2:412 1,320  to  1,800 

Ludlow  st.   No   153,   all.     Sam  Jacobs  to  Wolf  Flaxman;   3  years, 

from  April  1,  1900.     Sept  13,  1900.     2:411 4,150 

Ludlow  st,   No   175.   all.     Joseph  Ravinowitz   to   Isaac   and   Rachel 

Gorgle;  2  5-12  years,  from  July  1,  190G.     Sept  12,  1900.     2:412. 

o.lUO 

Madison  st.  No  100,  all.     Emma  Mayer  to  Nathan  Kaminsky;  from 

Sept  1,  1900,  to  May  1,  1909.     Sept  12,  1900.     1:270 3.800 

Market   St.   No  35,   all.     Sam   Jacobs   to   Wolf  Flaxman;    5   years, 

from  Feb   1,  1900.     Sept  13,  1900.      1:277 4,000 

Monroe   st.   No   89.      Surrender  lease.     Julius   Zimmer  and  ano   to 

Israel    Solomon.      Sept    0.      Sept    S,    190tj.      1:272 nom 

Monroe  st.  No  100,  e  s,  stoop  store.     Louis  Oshausky  to  Abraham 

Gelfaud;    2    8-12    years,    from    Sept    1,    1906.      Sept    10,    1900. 

1:255 300  and  360 

Mott  St.  No  10,  all.     Rosa  H  Goldstein  to  Mon  Lee;  10  years,  from 

May   1,    1905.      Sept   13.   1900.      1:102 taxes,   &c,   and   1,380 

Mott  st.  No  122,  all.     Chas  B  Meyers  to  Joseph  Di  Dato;  5  years, 

from    Oct    1,    1900.      1:238 4,725 

Mott   st.    No   200.      Assign   lease.      Giambattista   Sarconi   to   Bern- 

heimer  &  Schwartz.     Aug  31.     Sept  7,  1906.     2:479 nom 

Orchard  st.  No   100,  store.     Max  Dick  to  Moses  S  Adelman  et  al; 

4  8-12  years,  from  Sept  1,  1906.     Sept  10,  1906.     2:409 1,080 

Pearl  st.  No  74,  n  e  cor  Coenties  slip,  all.     Chas  F  Kaegebehn  to 

Adam  Stecker;  5  vears,  from  May  1,  1900.     Sept  8,  1900.     1:30. 

2,.5O0 

Pearl   st,    Nos  420   and  428,   store.     John   W   Rockefeler  to   Louis 

Frank;  5  years,  from  May  1,  1900.     Sept  7,  1906.     1:118. .  ..1,800 
Pitt  st.  No  61.     Surrender  lease.     David  L  Falig  to  Louis  Rosen- 
stein.     Sept  5.     Sept  7,  19O0.     2:343 nom 

Prince  st.   No   191,   all 

Sullivan  st.   No  132y2,  all 

Catharine    Eagan   et   al    to   Luigi   Russo;    5  years,   from   May   1, 

19(Mj.     Sept   10,  1900.     2:518 2,200 

South   st,   No  52.      Assign   lease.      John   P   Cahill   to   James   Ever- 

ards   Breweries.     July  30.     Sept   12,   1906.     1:35 nom 

Stuyvesant  st.  No  25.  all.     Magdalena  Ruter  to  Antoine  Lievendag; 

3  years,  from  Sept  1,  1906.     Sept  7,  1900.     2:405 1,2(X» 

Thompson  st.    No  05.  store.      Susan  M   Eustace  TRUSTEE  Richard 

Eustace   to  John  Mariano;   5  years,   from  Nov  7,   1904.     Sept  7, 

1900.     2:489 COO  and  720 

Same  property.     Assign  lease.     John  Marino  to  Rocco  Martelli.  All 

title.      Mar    10.      Sept    7,    1006.      2:489 _. nom 

Washington  st,  Nos  719  and  721,  n  e  cor  11th  st.  Nos  337  to  345, 

— X — .      Subordination   of   lease   to   mortgage.      Italian-Swiss   Col- 
ony a  corporation  with  Edwin  M  Squier.     Sept  7.     Sept  11,  1900. 

2:034 nom 

Washington   st,   No   192,   s  w  cor  Fulton  st,  — x — .     Assign  lease. 

Wm  Kroemer  to  John  Dort.     Sept  13,   1906.     1:82 nom 

West   st.    No  300,   all.      Barney   Goldman   to   Timothy  J  Raftery;    10, 

years,  from  Sept  1,  1906.     Sept  10,  1906.     2:590. ..  .2.800  to  3  000 
Same    property.      Assign   lease.      Timothy   J   Raftery   to   M   Grohs 

Sons.      Sept   7.      Sept   10.    1906.     2:590 nom 

Whitehall   st,    Nos    15    to   25,    rooms    102   and   102A,    ground   floor 

and  part  of  cellar.     Mary  R  Goelet  et  al  TRUSTEES  Ogden  Goe- 

let   to   Isaac  Westervelt  Co;   from  Oct  1,  1900,   to  May  1,   1016. 

Sept  12,  1906.     1:10 3,500  and  4,000 

2d  st,  Nos  159  and  161  East.     Assigns  2  leases.     Gottfried  Furck 

to   Meyer   Rappaport.      Sept  8.      Sept   10.   1900.     2:397 nom 

2d  st,  Nos  1.59  and  101  East.     Surrender  lease.     Saml  Sagolowitz 

to   Gottfried   Furck.      Sept   8.      Sept   10,   1906.      2:397 000 

3d  st.   No  84  East,   all.     Louis  Jaffe  and  ano  to  Isaac  Schechter; 

3  years,   from   Sept   1,   1908.      Sept   7,   1906.     2:444 4,400 

4th   st.   No  74   East.     Assign  lease.     Paul  C   Port  to  Morris  Pick. 

Sept  4.     Sept  7,  1906.     2:459 nom 

4th  st,   No  95  East,  west   store.     Charles  Yung  to  Morris  Rosen- 

garten;  2  10-12  years,  from  July  1.  1906.     Sept  11,  1900.     2:446. 

480  and  000 

Same    property.      Assign    lease.      Morris    Rosengarten    to    Congress 

Brewing   Co.      Aug  31.     Sept    11.   1900.      2:440 nom 

11th  st,    No  305   East,   store.      Simon  Uhltelder  and   ano   to   Mar- 
tin Sardone  and  ano;  5  years,  from  Aug  1,  1906.     Sept  11,  1906. 

2:4,53 000    and    720 

11th  st,   No  .341,  n  s,  100  w  1st  av,  runs  n  138  2  x  w  03.3  x  s  e 
•     72.6  X  s  80.10  to  st,  x  e  25  to  beginning.     Thomas  Gill  and  ano 

to  Rosa  Greenhoot;  10  years,  from  Sept  1,  1906.     Sept  11,  1900. 

2:453 O.WIO 

11th  st.  No  640  East,  west  store  and  basement  and  4  rooms 

store.     Mendel   Katz   and   ano   to   Benjamin  Baer;   4  8-12 

from  Sept  1,   1900.     Sept  7,   1900.     2:.393 

Same  property.     Assign  lease.     Benjamin  Baer  to  Congress 

ing  Co.     Sept  5.     Sept  7,  19O0.     2:393 

12th   St.   No   532   East,    all.      Max   Sass   to   Sam   Laiehes;   3 

from  Sept  1.  1000.     Sept  11,  1900.     2:405 

13th  st,  No  605  East,  all.     Meyer  Krieger  and  ano  to  Jacob 

bluh;  3  years,  from  July  1,  1906.     Sept  11,  1900.     2:390. 
13th  st.  No  443  East,  all.     Louis  Morrison  to  Peter  Gyda; 

from  Feb  1,  1900.     Sept  12,  1900.     2:441 

Same   property.      Assign   lease.      Peter   Gyda   to  Ferdinand 

Brewery.     June  7,   1900.     Sept  12,   1000.     2:441 

13th  st.   No  040  East,   store,   &c.     Joseph  Krienik  et   al   to 

W  Friedel;  4  years,  from  Sept  1,  1906,     Sept  13,   1906. 
600 
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Same    property.      Assign    lease.      Fredk    W    Friedel    to    Gustav    J 

Friedel.      Sept    1.      Sept   13,    1906.      2:395 nom 

15th   st.   No  407  East.     Consent   to  assign   lease.     Margt   L  Zbor- 

owski   to  Edward  West.     Sept  5.     Sept  11,   1906.     3:947 

Same    property.      Assign    lease.      Edward    West    to    Minnie    West. 

Sept   5.      Sept   11,    1900.      3:047 nom 

18th    st.    No   216,   s   w   s,   302   n   w   2d   av,   25x92.      Assign    lease. 

Thomas  Fletcher  to  Benj  W  Richards  TRUSTEE  Selina  M  Law- 
rence.     July   25,    1887.      Rerecorded   from   July   25,   1887.      Sept 

7,   1900.     3:898 5,500 

Same  property.     Assign  lease.     Ben]  W  Richards  as  TRUSTEE  to 

G   Francklyn   Lawrence   and   Benj   B   Richards  TRUSTEES.      Apr 

21,    1904.      Sept   7.    1900.     3:898 nom 

Same  property.     Assignment  and  surrender  of  lease.     G  Francklyn 

Lawrence    and    ano    as   TRUSTEES    to   Julia    K   Benjamin.      Aug 

1,1906.     Sept   7,  1906.     3:898 4,2,50 

18th   st,    No   420   East,   store,    &c.      Michele   Orobello   and   ano   to 

Francesco    Rosati   and   ano;    3   years,   from   Sept   1,    1906.      Sept 

7,   1900.     3:949 540 

18th  st.  No  420  East,     Assign  lease.     Francesco  Rosati  and  ano  to 

Congress  Brewing  Co.     Sept  4.     Sept  7,  1906.     3:949 nom 

20th  St.  Nos  234  and  23414  E.     Assign  lease.     M  Amanda  Croscup 

to  Frank  B  Hanson.     June  28.     June  29,  1906.     3:900.     Corrects 

error  in  issue  of  July  7,  when  East  was  omitted nom 

28th   st,    Nos   257   and   259   West,   all.      James   Aspell   to   Vincenzo 

Rigoletti;  3  years,  from  May  1,  1900.  Sept  7.  1906.  3:778.. 1.200 
35th  st.  No  420  West.     Assign  lease.     Maria  J  Doherty  to  Patrick 

Doherty.     Sept  5.     Sept  7,   19(1(5.     3:732 nom 

Same   property.      Assign   lease.      Patrick   Doherty   to   James   Ever- 

ards   Breweries       Sept  5.     Sept   7,   19(K5.     3:732 nom 

40th   st.   No  443  West,   store,   &c.     Joseph  Schrembs   to  Andrew  J 

Gonnoud;    5  years,   from  Aug  1,   1906.      Sept   12,   1900.     4:1050. 

420 

42d   st.   No  145  West.     Assign  lease.      Emma  Mock  INDIVID   and 

ADMRX    Richard    Mock    to    Louis    Schmidt.      Sept    1.      Sept    10. 

1900.      4:995.  05,000 

42d   st.   No   145  West.     Assign   lease.     Emma   Mock  INDIVID  and 

EXTRX  Richard  Mock  to  Louis  Schmidt.     Sept  1.     Sept  10,  1906. 

4:995 (55,000 

Same    property.      Consent    to    assign    lease.      John    P    Fillebrown 

EXR,    &c.    Wm    Young    to    Emma    Mock    INDIVID    and    EXTRX 

Richard   Mock.      Aug  30.      Sept   10,    1900.      4:995 • 

4Sth  St.   No  325  East,  store.     Josephine  Zimmermann  to  Fredk  H 

Emken;   5  years,   from  July   1,   1906.     Sept   12,   1906.     5:1341. 

324 

64th  st.   No  406  East,  store.  &c.     Nathan  Goldstein  to  Anton  Ci- 

sar;  3  years,  from  Sept  10,  1906.  Sept  13,  190(3.  5:1458. ..  .384 
74th  st.  No   19  West,  4-sty   brk  and  stone   dwelling.     Florence  K 

Green   to   Moses   Tanenbaum;   3  years,   from   Oct   1,   19(X>.      Sept 

12,    190(5.      4:1127 3,000 

76th  st.  No  353  East,  east  store,  &c.     Bertha  Kehlenbeck  to  Frank 

Pennacchio;  3  yrs,  from  May  1,  1906.  Sept  8,  1906.  5:1451.. 360 
Same    property.       Assign    lease.       Frank    Pennacchio    to    Hudson 

County  Consumers  Brewing  Co.     Sept  7.     Sept  8,  1906 1,350 

95th   st.   No   215   East.      Assign   lease.      Patrick  Duggan   to  James 

Everards   Breweries.      Sept   11.     Sept   12,    1906.      5:1541 nom 

105th   st,    Nos   211   and   213    East,   all.      Annie   Solomon   to   Rosie 

Bramson  and  ano;  3  years,  from  Sept   15,  1906.     Sept  12,  ItlOO. 

0:1055 5,425 

111th  St.  Nos  302  and  304  East,  all.     Vincenzo  Garofalo  to  Ferdi- 

nando  Cefola;  3  years,  from  June  1,  1905.     Sept  7,  1900.     6:1(582. 

5,280 

112th   st,   Nos   204   to   208   East,   all.      Moses   A   Abramowitsch   to 

Louis  Burger;  3  years,  from  Sept  1,  1906.     Sept  7,  1900.  6:1661. 

7,500 

114th  st.  No  429  East,  west  store.     Camillo  Ubriaco  to  Louis  Tu- 

faro;  7  years,  from  May  1,  1906.     Sept  11,  1906.     6:1708 720 

Same   property.     Assign   lease.     Louis   Tufaro  to  The  Henry  Elias 

Brewing  Co.      Sept   11,  1906.     6:1708 nom 

114th  st,  No  323  East.     Assign  lease.     Donata  Marasco  to  Frank 

Cancro.      April    10.      Sept   13,   1900.      6:1686 nom 

120th  st.  No  313  East,  all.     Caroline  L  Nones  to  Guiseppe  Minu- 

tolo;   3  years,   from  Sept  1,  1900.     Sept  8.  1906.     0:1797 600 

121st   St.    Nos   213   and  215   East,   middle   store.      Max   Mandel   to 

Louis  and  Isidore   Romanoff.     Feb  20,   1900,   5  years,  from  date 

of   possession.     Sept   11,   1900.     0:1780 000 

125th  st.  No  75  West,  store.     Wm  S  Vanderbilt  et  al  to  Hygrade 

Wine  Co;   5  years,   from  May  1,  1908.     Sept  10,   1906.     6:1723. 

2.500 

Av    B,    No    157,    corner    store.      Henry    Tishman    to    Morris    Dlu- 

gasch;  C  9-12  years,  from  Aug  1,   1906.     Sept  13,  1906.     2:392. 

1,800 

Av  B,  Nos  308  to  322,  n  w  cor  18th  st,  —  to  s  s  19th  st  xl20,  all. 

Chas   W   Alcott   to   F  W   Seagrist  Jr   Co;    5  years,   from  Aug  1, 

1906.     Sept  7,  1900.     3:976 5,250 

Av  D,  No  136,  store,  &c.     Fred  Shlesinger  and  ano  to  John  Nehr; 

2  7-12   years,    from   Oct   1,   1906.     Sept  13,   1900.     2:360 720 

Broadway,   No  3101,   north  store.     Emil   Berger  to  Albert   Kraus; 

3  years,  from  Sept  1,  1906  (2  years,  renewal  at  $1,300.  Sept 
11,  1900.     7:1993 1000  to  1,200 

Broadway,   Nos  2237  and  2239,  part  1st   floor  above  ground  floor. 

Douglas  J  Connah  and  ano  to  Tillie  H  Goldinger;  3  years,  from 

Oct   1,   1906.      Sept   10,   1906.     4:1228 1,250  to   13.50 

Columbus  av.  No  74,  s  w  cor  (53d  st,  runs  s  25.8  x  w  100  x  s  74.9 

X  w  25  X  n  100.5  to  63d  st,  Nos  100  to  104,  x  e  125  to  beginning. 

Subordination  of  lease  to  mortgage.     Monroe  L  Simon  et  al  with 

American  Mortgage  Co.     Sept  0.     Sept  7,  1906.     4:1134 nom 

Lenox  av.  No  520,  store,  &c.     Isidore  Friedman  to  Gustave  Toepel; 

10  years,  from  Oct  1,   1900.     Sept  7,  19(X>.     6:1733 1.200 

Lenox  av,   Nos  677  and  679,  s  w  cor  144th  st.  No  100,  cor  store, 

&c.     Meyer  Frank  to  Joseph  Wannop;  10  years,  from  Jan  1,  1907. 

Sept    10,    190(5.      7:2012 1.800  and   2,100 

St    Nicholas    av.    No    202.      Surrender    lease.      Julius    and    Samuel 

Glazer  to  Nathan  Bloom  et  al.     Sept  6.     Sept  12,  1906.     7:1926. 

;..nom 

West   End  av.   No  20  I   all 

(50th  st.  No  2.53  West     |     

West  End  av.  Nos  22  to  26,  all  except  cor  store,  &c 

Leopold  Hellinger  to  Vincent  Favale;   4  10-12  years,  from  July 

1,  19(X5.     July  5,  1906.     4:1152.    Corrects  error  in  issue  of  July 

14  when  60th  st  No  was  53 0.000 

1st  av.  No  1654,  store.     Anna  M  Potter  and  ano  to  Chas  L  Finch; 

4  years,  from  May  1,  1906.     Sept  11,  1906.     5:1566.. 960  and  1,020 
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1st  av,  No  2414.  Surrender  lease.  Giuseppe  Sabbatiao  to  Cbas 
M  Siegel  et  al.     Sept  12.     Sept   13,  lilOO.     (j:1811 115.15 

1st  av.  No  2130.  corner  store.  Vincent  Garofalo  and  ano  to  An- 
tonio Caggiano  and  ano;  3  years,  from  July  1,  lUOC.  Sept  12, 
lOOtJ.     0:1703 1,000 

1st  av.  No  2052,  corner  store  also  store  on  106th  at.  Antonio 
Caggiano  to  Amodio  Peloso;  5  years,  from  Oct  1,  1900.  Sept  13. 
1000.      0:1700 1,500 

1st  av.  No  2210,  store.  Maria  Liberti  to  Carmine  Liberti;  from 
July   1.   lOOli,   to  Sept  30,   1910.     Sept  7,   1900.     6:1085 1,200 

Same  property.  Assign  lease.  Carmine  Liberti  to  Simeon  M 
Barber.      Sept    0.      Sept    7,    1900.      0:1685 nom 

1st  av.  No  2317,  all.  Stone-Aronson  Realty  Co  to  Ferdinando 
Cefola;  3  years,  from  Aug  15,  1000.     Sept  7,  1000.     6:1705.  .2,550 

J.st  av.  No  31  ;j,  store,  &c.  Samuel  Lachman  to  Hygrade  Wine 
Co;   3  years,   from   May   1,   1007.      Sept   10,   100<5.     3:050 900 

2d  av,  No  1730,  s  w  cor  90th  st,  store,  &c.  Carl  Wilken  to  Julius 
Florentz;  5  years,  from  Sept  1,  lOOO.     Sept  8,  1906.     5:1535.  .1,512 

2d  av,  Nos  2025  to  2031,  all.  Mary  L  Cassidy  to  Harris  Tasch- 
man;  3  years,  from  Sept  1,  1006.     Sept  12,  1006.     6:1654.  .10,500 

3d  av.   No   1022,  n  w  cor  91st  st.     Assign  lease.     Michael   Naugh- 

ton   to  Thomas  Naughton.     May  31.     Sept  13,  1906.     5:1520 

other  consid   and   100 

5th  av.  No  97.  Assign  lease.  B  L  Solomon  Sons  to  Alexander 
Martin  and  ano.     Sept  7.     Sept  10,   U>00.     3:840 nom 

5th  av,  No  298,  3d  loft.  The  Mauser  Mfg  Co  to  Eugene  A  Ver- 
beck  et  al;  5  years,  from  Aug  1,  1906.  Sept  13,  19O0.  3:832.. 
3,000 

5th  av.  No  1460,  store  and  basement.  Jacob  Sellg  to  Frank  M 
Paul;  5  years,  from  Aug  1,  1906.     Sept  7,  1906.     6:1717 1.800 

Sth  av.   No  701  |  all.      Jos   Goodman   and   ano    to   John 

44th  st,  Nos  301  to  305  West]  May  and  Park  J  Finn;  20  4-12  years, 
from  Jan  1.  1900.  Jan  9,  1900.  4:1035.  Corrects  error  in  is- 
sue of  Jan  13,  when  location  was  7th  av.  No  701..  6,(XMJ  and  6,500 

Sth  av.  No  2895,  store.  Charles  Faas  to  Annie  Wintjen;  .5  yrs. 
from  May   1,   1000.     Sept  11,   1006.     7:2047 1,200  to   1,500 

0th  av.  No  610.  all.  James  McClenahan  TRUSTEE  to  Sigmund 
Guttfreund;    5   years,   from   May   1,   1006.     4:1053 2,400 

9th  av.  No  775,  s  w  cor  52d  st,  store,  &c.  Jo<iephine  Schmid  to 
Michael  Hogan;  5  years,  from  May  1,  1006.  Sept  7,  1906. 
4:1001 1,800 

9th  av.  No  598,  store.  Henry  Beck  to  Fredk  J  Decker;  5  years, 
from  Sept  1,   1906.     Sept  7,  1906.     4:1033 1,200 

10th  av.  No  409,  store,  basement  and  2d  floor.  Louis  Kepllnger 
to  Joseph  Wirth  and  ano;  1  year,  from  May  1,  1907.  Sept  12, 
1906.     3:704 780 

11th  av.  No  091,  all.  James  Hand  to  Solomon  Borud;  5  years, 
from  Sept  1,  1906.     Sept  7,  1900.     4:1097 800 

BOROUGH   OF   THE  BRONX. 

Jennings   st.   No   782,    s  e   cor   Union   av,   store.      Ellen   Leiner   to 

Lena  Bolte;  5  years,  from  July  1,  1906.     Sept  8,  1906.     11:2900. 

1,020  to   1,080 

.138th  st,  No  879  East,  east  store.     Wm  W  CoUer  to  Fred  Schroe- 

der;    3   years,    from   Sept   15,    1006.      Sept   13,    1006.      9:2551... 

540  to  660 

149th   st.   No   555   Bast,   all.     Kate   Breslin   to  Jiwseppi  Pitchone; 

3  years,  from  Aug  15,  1906.     Sept  8,  1906.     9:2331 300 

Morris   av.    No   561,    %   of   store.      John   D'Orsaneo      to   Alexandre 

Mauro;    3   years,    from   Sept   10,   1906.     Sept   13,   1906.     9:2338. 

312 

Morris    av,    No    563 1 

Morris  av.   No  561,  rear  part | 

Assign   lease.     Eduardo  Merenda   to  Antonio  Esposito.     Aug  23. 

Sept    13,    1900.      0:2338 300 

Morris    av.    No   561.      Assign    lease.      Angelo   Mazzello   to   John    B 

D'Orsaneo.      Sept  4.      Sept   11,   1906.     9:2338 nom 

Park  av,   s  e  cor  151st  st,  50x50.     James   P  Pinto  to  Ferdinando 

Monteleone;    1   8-12   years,    from   Oct   1,    1900.      Sept   11,   1906. 

9:2440 300 

St  Anns  av.  No  197,  store,  &c.     Wm  Giebelhaus  to  Henry  Reimer; 

5  years,   from   Nov   1,   1906.      Sept   12,   1906.     0:2264 900 

Southern    Boulevard,    s    w    cor    130th    st,    store,    bowling    alley, 

&c.    Abraham  M  Morgenroth  to  Wm  H  and  Chas  R  Wiemann;   10 

years,  from  Nov  1,  1906.     Sept  12,  1906.     10:2564.  .1,600  to  2,000" 
*White   Plains  av,   e   s,   80  n  214th  st,  store,  &c,   Williamsbridge. 

Rachela   Bilotti   to   Cosimo  Russo;   2  years,     from  Sept  4.     Sept 

11,   1906 168 

3d   av.   No   2797%.      Assign   lease.      James   J   Madden   to   John     J 

O'FIaherty.      Sept   11,    190(j.      9:2327 nom 


MORTGAGES 


NOTE. — The  arrangement  of  this  list  is  as  follows:  The  first  name 
is  that  of  the  mortgagor,  the  next  that  of  the  mortgagee.  The 
description  of  the  property  then  follows,  then  the  date  of  the 
mortgage,  the  time  for  which  it  was  given  and  the  amount.  The 
general  dates  used  as  headlines  are  the  dates  when  the  mortgage 
was   handed  into  the   Register's   Office   to  be  recorded. 

Whenever  the  letters  "P.  M."  occur,  preceded  by  the  name  of  a 
street,  in  these  lists  of  mortgages,  they  mean  that  it  is  a  Purchase 
Money  Mortgage,  and  for  fuller  particulars  see  the  list  of  transfers 
under  the  corresponding  date. 

The  first  date  is  the  date  the  mortgage  was  drawn,  the  second  the 
date  of  filing;  when  both  dates  are  the  same,  only  one  is  given. 

Subscribers  will  find  mortgages  in  this  list  with  the  wrong  block 
number  attached.  The  block  number  we  give  is  taken  from  the  in- 
ttn-ment  as  filed. 

Mortgages  against  Bronx  property  will  be  found  altogether  at  the 
foot  of  this   list. 

Sept.  7.  S,  10,  11,  12  and  13. 

BOROUGH   OF  MANHATTAN. 

Anderson,  Henry  B  to  Fredk  Sheldon.     Park  av.  No  466,  w  s,  80.5 
n  57th  st,  20x70.     3  years,  4%%.     Sept  11,  1906.     5:1293. 

38000 
■Austin,   Harry  M  with  Ida   C   Bracher.     5th  av,   Nos  564   to   568. 
Extension   mort.     Sept   12,   1906.     5:1262.  nom 


Brekes 


Bloch,  Morris  with  Hyman  Levine  et  al.  4th-st,  No  103,  n  s,  225.6 
w  Ay  A,  24.6.\00.2.  Subordination  agreement.  Sept  4.  Sept  13, 
1.100.     1:4.J'2.  Qom 

rekes,  David  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
Clinton  st.  No  18,  e  s,  200  s  Houston  st,  25x100.2.  Sept  13, 
100<i,   1   year,   4%%.     2:350.  15,000 

Builders  Construction  Co  to.  Edwin  M  Squier.  Washington  Bt, 
Nos  710  and  721.  n  e  cor  11th  st,  Nos  337  to  345,  runs  n  75  x  e 
11.5  X  e  86.8  x  s  60  to  11th  st,  x  w  115.10  to  beginning.  Con- 
sent of  stockholders  to  mort  dated  Sept  7,  1906.  Sept  7.  Sept 
11,  1006.     2:0.34. . 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to   mort  dated  Sept   7,    Sept  7.      Sept   11,   1906.     2:634. 

Berkowitz,  Julius  to  Adolph  Powel.  IKith  st.  No  312,  s  s,  190  e 
2d  av,  21  6x100.11.  Prior  mort  $15,000.  Due  April  13,  1907. 
Sept   11,    1906.     6%.      C:l(;87.  1.500 

Blumberg,  Abraham  with  Laura  Kahn.  114th  st,  No  60  West. 
Agreement  as  to  payment  of  mortgage,  &c.  June  28.  Sept  11 
1006.      6:1.597.  nom 

Bobrow,  Jacob  to  LAWYERS  TITLE  INS  AND  TRUST  CO.  118th 
st,  Nos  316  and  318,  s  s,  225  e  2d  av,  50x100.11.  Sept  10,  5 
years,  '>%.     Sept  11,  1000.     6:1080.  •  45,000 

Butler,  Mary  E  with  S  Georgianna  Crabb.  Lenox  av.  No  326,  e 
s.  66.1(1  n  12<ith  st,  16.()x75.  Agreement  as  to  priority  of  mort 
to  lease.     All  title.     Sept  10.     Sept  11,  1006.     6:1724.  nom 

Bellino,  Ralph  to  Sophia  Michael.  1st  av.  No  2428,  e  s,  75 11 
s  125th  St.  25x75.  P  M.  Prior  mort  $10  500.  Sept  10,  2  yrs 
6'/,.     Sept   11,   1006.     6:1.812.  2  300 

Baglioi,  Pasquale  to  EAST  RIV.ER  SAVINGS  INST.  1st  av,  No 
2072,  e  s,  2.").11  n  107th  st,  2.5x113.  Sept  5,  5  years,  5%.  Sept 
11,    190(!.     6:1701.  24,000 

Braun,  Julius  to  MUTUAL  LIFE  INS  CO  of  N  Y.  87th  st,  Nos 
12  and  14,  s  s,  230  e  5th  av,  76.8xl0(:).Sx— .  Due,  &c,  as  per 
bond.      Sept   12.   1906.     5:1408.  130,000 

Binder,  Jacob  and  Nathan  to  Harry  Maurer.  81st  st  No  227  n's 
305  e  3d  av,  25.5x102.2.  P  M.  Prior  mort  $24,500.  Sept  lo! 
5   years,   O'/r.      Sept   11,   1006.      5:1.527.  3  500 

Berkowitz.  Julius  to  Martha  Gregg.  116th  st.  No  312,  s  s,  100  e 
2d  av,  21.0x100.11.  Sept  11,  due  Dec  1,  1909,  —%.  Sept  12 
1000.      6:1087.  15,000 

Block,  Israel  to  Hugh  Hill.  132d  st,  Nos  135  to  139,  n  s,  343.7 
w  Lenox  av,  56.5x99.11.  Sept  11,  5  years,  5%.  Sept  12,  1006 
7:1017.  60,000 

Baumann,  Gustav  to  Jacob  A  Geissenhainer  and  ano  trustees 
Henry  Elsworth.  29th  st.  No  132.  s  s,  380  w  6th  av,  20x98.9. 
Aug  20.  3  years,  4%%.     Sept  8,  1904j.     3:804.  15  000 

Benger,  Wm  W  to  Harris  D  Colt.  81st  st,  Nos  170  and  178.  s  s,  42 
e  Amsterdam  av,  2  lots,  each  37x102.2.  2  morts,  each  $35,000. 
Sept  4,  5  years,   414   and  iVz'/r.     Sept  7,   1906.     4:1211.         70,000 

Bodine,  John  H  to  Eva  Knoll.  88th  st.  No  516,  s  s,  2.50  e  Av  A 
25x100.8.     P  M.     Aug  31,  5  years,  5%'-     Sept  7,  1906.     5:1584! 

20,000 

Benger,  Wm  M  and  Albert  Vesell  with  Harris  D  Colt.  81st  st, 
Nos  176  and  178  West.  2  subordination  agreements.  Sept  7, 
190<j.     4:1211.  '^    nom 

Benger,  Wm  M  and  Geo  Daiker  with  Harris  D  Colt.  81st  st,  Nos 
176  and  178  West.  2  subordination  agreements.  Sept  6.  Sept 
7,    1906.      4:1-211.  '^  nom 

Builders  Construction  Co  to  Edwin  M  Squier.  Washington  st, 
Nos  710  and  721,  n  e  cor  11th  st,  Nos  337  to  345,  runs  n  75.8  x 
e  11.5  x  e  11.1  X  e  34.11  x  e  40.7  x  s  60.0  to  st  x  w  115.10  to 
beginning.     Sept  7,  5  years,  — %.     Sept  8,  1006.     2:034.      150,000 

Brown,  Minnie  T  to  Rachel  Jacoby.  00th  st.  No  243,  n  s  115  w 
2d  av,  20x100.5.     P  M.     Sept  10,   1006,  3  years,  — %.     5:1415. 

6,000 

Brendon,  Chas,  Oakland.  N  J,  to  Jos  Fox.  68th  st.  No  16,  s  3,  131 
w  Madison  av,  21.0x100.5.  P  M.  Aug  31,  1  year,  G%.  Sept 
10,    11K)0.     5:1382.  37:500 

Same  to  same.  Same  property.  Building  loan.  Aug  31,  1 
year,   6%.      Sept    10,    1000.      5:1382.  30,000 

Block  (D  L)  Co  to  Daniel  R  Kendall  and  ano  trustees  John  L 
Rogers.  135th  st.  No  602,  s  s,  100  w  Broadway,  38.7x99.11. 
Sept  10.   1000,  3  years,  5%.     7:2001.  37,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Sept  10,   19(,m;.     7:2001.  

Carter,  Wm  with  Edwin  M  Squier.  Washington  st,  Nos  719  and 
721,  n  e  cor  11th  st,  Nos  337  to  345,  runs  n  75  x  e  11.5  x  e  86.8 
X  s  60  to  st,  X  w  115.10  to  beginning.  2  subordination  agree- 
ments.    Sept   7.     Sept   11,  1006.     2:634.  nom 

Crovat.  Philip  L  to  EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S. 
38th  st.  No  7,  n  s,  185  w  Sth  av,  2.5x98.9.  Sept  10,  due  Oct  1 
1909,  5%.     Sept  11,  1900.     3:840.  150,000 

Cormack,  Mary  L  wife  of  and  John  A  Babylon,  N  Y.  to  MUTUAL 
LIFE  INS  CO  of  N  Y.  Cist  St.  No  158.  s  s,  203  w  3d  av  19x 
100.5.      Aug  31,   due,   &c,   as  per  bond.     Sept  11,   1906.     5:1395. 

12.000 

Crabb,  S  Georgianna  to  COLLEGE  POINT  SAVINGS  BANK.  Lenox 
av.  No  326,  e  s,  66.10  n  126th  st,  16.6x75.  Sept  10,  5  years,  5%. 
Sept  11,  1900.     6:1724.  18,000 

Cohen,  Saml  to  Knickerbocker  Adjustment  Co.  2d  av.  No  230i6 
e  s,  53  n  118th  st,  27x80.  P  M.  1  year,  6%.  June  15,  1906, 
6:1795.  Corrects  error  in  issue  of  June  23,  when  2d  av.  No 
was  306.  900 

Coleman,  Walter  S  to  TITLE  GUARANTEE  AND  TRUST  CO. 
87th  st.  No  45,  n  s.  250  e  Columbus  av,  20x100.8,  Due.  &c,  as 
per   bond.      Sept   12,    1906.     4:1201.  28,000 

Caggiano,  Antonio  and  Antonio  Taddinio  to  Lion  Brewery.  1st 
av.  No  21.3(!.  Saloon  lease.  Sept  6,  demand,  6%,  Sept  12,  1906. 
0:1703.  2,000 

Clark,  Sarah  W  to  Fredk  Lcwishon.  5th  av.  No  1053.  e  s,  50  n 
80th  st,   19x102.2.     Sept  8.   1  year,  5%.    Sept  12,  1006.    5:1498. 

20,000 
Cohen,   Louis  O  and  Chas  S  Goldberger  to  Aaron  Cohen.     123d  st, 
Nos  440  to  448,  s  s.  100  w  Pleasant  av,  100x100.11.     Prior  mort 
$151,000.     Aug  31,  1  year,  —%.     Sept  7,  1906.     6:1810.  9,000 

Same    to   Saml   Tomberg.      Same   property.      Prior   mort   $160  000 

Sept  6,  1  year,  0%.     Sept  7,  190(;.     0:1810.  3  000 

Carroll.  Mary  E  to  TITLE  GUARANTEE  &  TRUST  CO.  lOth'av, 
No  .594,  s  e  cor  43d  st,  20x80.  Sept  7,  1906,  due,  &c,  as  per 
bond.     4:1052.  16,500 
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India,  Java  and  Huron  StSo  and  East  Riyc^ 
City   ol    New  York,   Borough    of    Brooklyn 


it  ttn*B»«lmt 


Casey,  Francis  D  and  Katherine  H  tenants  by  the  entirety,  Mt 
Vernon,  N  Y,  to  Cecilia  A  Pulleyn.  4lith  st.  No  31,  n  s,  302.0 
w  5th  av,  20.10x100.5.  Prior  mort  $43,000.  Sept  7,  1906,  due 
Aug    17,    l'J]0.    07c.         5;1-J02.  •  10,000 

Colti  Harris  D  with  Henry  A  C  Taylor.  61st  st,  No  111  East. 
Extension   mort.      Aug  30.     Sept   7,   1906.     5:1396,  nom 

Cohen,  Louis  O  to  Saml  Goldberger,  171st  st,  s  w  cor  Audubon 
av,  125x95.  Prior  mort  !f90,000.  Given  to  secure  note  of  ^.jOO. 
Aug  31,  due  Dec  1,  1900,  — %.     Sept  7,  1900.     8:2127.  500 

Same  to  Chas  S  Goldberger.  Same  property.  Prior  mort  $90,- 
000.  Sept  6,  given  as  collateral  security  tor  notes.  Sept  7, 
1900.     S:2127.  2,500 

Duncan,  Walter  F  to  Charles  N  Reynolds  and  ano  trustees  John 
N  Reynolds.  73d  st.  No  204,  s  s,  110  e  3d  av,  25x102.2.  P  M. 
Sept    0,    5   years,   5%.     Sept   10,    1906.      5:1427.  13,250 

Dlugasch,  iVIorris  to  Moses  Selig.  Av  A,  No  204,  e  s,  118.6  s  17th 
st,  19.0x95. ().  P  M.  Prior  mort  $14,000.  Sept  10,  1900,  due 
•Feb   10,   1907,   0%.     3:974.  1.250 

Drillman,  Betsey  to  Lena  Whitelaw.  5th  st.  No  220,  s  s,  328.10  w 
2d  av,  21.2x92.4.  P  M.  Prior  mort  $13,500.  Sept  1,  2  years. 
6%,     Sept  7,  V.)OG.     2:400.  ^  __    3,350 

DeRosa,  Frank  to  Louis  Marltheim.  1st  av.  No  2127,  w  s,  75.11  n 
109th  st,  25x75.  Prior  mort  $15,000,  Sept  7,  1  year,  0%.  Sept 
11,   1900.     0:1081.  2,000 

Donnelly,  Felix  J  to  TITLE  GUARANTEE  &  TRUST  CO.  7th  av. 
No  420,  n  w  cor  33d  st,  No  201,  22x50.  Sept  13,  1906,  due,  &c, 
as   per   bond.     3:783.  10,000 

Denigris.  Robert  to  American  Mortgage  Co.  Forsyth  st.  No  21, 
W  s,  abt  102  s  Canal  st,  25x125.  P  M.  Sept  13,  1906,  1  year, 
•5%,      1:291.  30,000 

EQUITABLE  LIFE  ASSUR  SOC  of -the  U  S  with  Joseph  I  Green. 
79th  st.  No  178  East.  Extension  mortgage.  Sept  1.  Sept  7, 
1900.     5:1413.  nom 

Emken,  Frederick  to  DeWitt  C  Flanagan  and  ano.  48th  st,  No 
325  East.     Saloon  lease.     July  10,  demand,  6%.     Sept  12,  1906. 

•    5:1341.  900 

Equitable  Lite  Assurance  Soc  of  the  U  S  with  Morris  Glucksman. 
00th  st.  No  211  East.  Extension  mort.  Sept  10,  Sept  11,  1900. 
5:1415.  nom 

Equitable  Lite  Assurance  Soc  of  the  U  S  with  James  A  Moffett. 
72d  st,  No  212  West.  Extension  mort.  Sept  10.  Sept  11,  1900. 
4:1103.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Catharine  Collins. 
83d  st.  No  123  West.     Extension  mort.     Sept  11,  1906.     4:1214. 

nom 

Ellehder,  Hyman  M  to  Fleischmann  Realty  and  Construction  Co. 
Wadsworth  av,  n  w  cor  177th  st,  124.10x100.  Sept  4,  demand, 
•6%.      Sept    11,    190(>.      8:2145.  15,000 

Evans,  Barnett  and  Isaac  to  Henry  Arnstein.  153d  st,  No  534 
West.     Assignment  of  rents.     Sept  12.     Sept  13,  1906.     7:2084. 

nom 

Eckstein,  Joseph  with  Henrietta  Fisch.  Av  A,  Nos  174  and  176, 
n  e  cor  4th  st,  Nos  .501  to  505  East,  51.7x95.5.  Extension  mort. 
■Sept   1.      Sept  13,   IdOG.     2:405.  nom 

Felstiner,  Moritz  to  Carrie  wife  Myer  Gans.  131st  st,  No  147, 
n  s,  205  e  7th  av,  20x99.11.  P  M.  Aug  10,  10  years,  5%,  Sept 
10,   1900.     7:1910.  15,000 

Furmann,  Jacob  and  Josef  Gertner  to  Lily  W  Beresford  trustee 
Louis  C  Hamersley.  18th  st,  Nos  420  and  422,  s  s,  269  w  Av 
■A,  .50x92.     Sept  7,  190ti,  5  years,  5%.     3:949.  .50,000 

Friedman,  Charles  and  Henry  Friedman  to  Eliza  M  Zerega  et  al 
trustees  Augustus  Zerega.  100th  st,  Nos  314  and  316,  s  s, 
204.8  e  2d  av,  49.4x100.11.  Aug  30,  5  years,  57c.  Sept  7,  1900. 
0:1671.  43,000 

Friedman,  Chas  and  Henry  to  General  Theological  Seminary  of  the 
Protestant  Episcopal  Church  in  U  S.  100th  st,  Nos  306  and  308, 
s  s,  100  e  2d  av,  49.4x100.11.  Aug  30,  5  years,  5%.  Sept  7, 
1900.      0:1071.  43,000 

Friedman,  Chas  and  Henry  to  General  Theological  Seminary  of  the 
Protestant   Episcopal  Church  in  the  U  S.      lUOth  st,  Nos  310  and 
312,    s    s.    1.55.4   e    2d    av,    49.4x100.11.      Aug   30,    5   years,    5%. 
•Sept   7,   1900.      0:1071.  43,000 

Frankenthaler,  Louis  with  Jesse  J  Goldburg.  112th  st.  No  157 
East.      Extension   mort.      Sept    7.      Sept   8,    1900.      6:1040.       nom 

FalSciani,  Gaetano,  of  Jersey  City,  N  J,  to  Consumers  Brewing  Co. 
119th  St.  No  104,  on  map  Nos  102  and  104,  s  s,  32  e  Park  av, 
runs  e  32.8  x  s  34  x  n  w  47  to  beginning,  gore.  P  M.  Sept  6,  due, 
&c,   as  per  bond.     Sept  7,   l',)06.     0:1707.  5,400 

Feuer,  David  to  Joseph  Spivack  and  ano.  Lewis  st.  No  117,  w  s, 
abt  120  s  Houston  st,  2.5x100.  Prior  mort  $55,750.  Sept  8, 
1900,  1  year,  (i'/c     2:.330.  1,500 

Friedrich,  Amalia  to  Geo  W  Folsom  as  committee  Margt  W  Fol- 
som.  107th  st.  No  103,  n  s,.  225  e  Amsterdam  av,  25x100.11. 
P  M.     Sept  13,   liXJO,  3  years,  — %.     7:1802.  5.000 

Furmann,  Jacob  Josef  Gertner  and  Abraham  S  Weltfisch  to  Realty 
Mortgage  Co.  Pleasant  av,  Nos  437  to  441,  w  s,  abt  25  s  123d  st, 
.50xlW.  Building  loan.  Sept  12;  1  year,  6%.  Sept  13,  1906. 
6:1810.  40,000 

Fine,  Abraham  and  Joseph  to  AMERICAN  SAVINGS  BANK.  03d 
st,  Nos  400  and  408,  s  s,  Hm.5  e  1st  av,  2  lots,  each  25x100.5. 
2   morts,    each    $13,500.      Sept   13,   1900,   3   years,   57c.      5:1457. 

27,000 

Freiberger,    Florence   to   Jennie    Stechler.      114th   st.    No   44,   s   s, 
431.8  e  Lenox  av.  18.4x100.11.     P  M.     Prior  mort  $11,000.     Sept 
•11,   due   Oct   1,   1909,   0%.     0:1597.  3,000 

Furst,  Hannah  to  MUTUAL  LIFE  INS  CO  of  N  Y.  67th  st,  No  59, 
n  s,  187  e  Columbus  av,  18x100.5.  Sept  13,  1906,  due,  &c,  as  per 
bond.     4:1121.  17,000 

Furmann.  Jacob,  Josef  Gertner  and  Abraham  S  'Weltflsch  to  LAW- 
YERS TITLE  INS  AND  TRUST  CO.     Chrystie  st.  No  122  to  126, 
'  n  e  cor  Broome  st.  No  320,  75x02.5.     P  M.     5  years,  5%.     Sept 
7,   1900.     2:419.  7O0O0 

Feinberg.  Julius  and  John  Ohrle  with  Clifford  Putnam.  St  Marks 
't>l,  or  8th  st.  No  lO.S.     Subordination  agreement.     Sept  10.     Sept 

11.   19O0.     2:4.35.  nom 

Fred,  Many,  Saml  Epstein  and  Henry  C  Fredericks  to  Jos  L  R 
'Wood.  Av  C,  No  301,  w  s.  82  n  17th  st,  20x88.  Sept  6,  3  yrs, 
.   5%.     Sept   11,   1900.     3:985.  11.000 

J'ocarile,  John  with  EAST  RIVER  SAVINGS  INST.  1st  av.  No 
2072.     Subordination  mort.     July  18.     Sept   11,   1906.     6:1701. 

nom 


Fox,  Isaac  to  David  Kidansky  and  ano.  Park  av,  n  w  cor  97th  st, 
100.10x100.     P  M.     Sept  0,  1  year.  6%.     Sept  11,  19O0.     6:1603. 

23.000 

Feinberg.  Julius  to  Clifford  Putnam.  8th  st.  No  102  (St  Marks 
pi).  8  s,  177.6  e  1st  av,  25.10x97.0.  Due  Sept  1,  1911,  4i^%. 
Sept   11,   190().     2:435.  22,000 

Finck,  Henry  C  to  Bannad  Friend.  39th  st.  No  316,  s  s,  200  e 
2d  av,  25x75.  P  M.  Prior  mort  $15,000.  Sept  10,  1  year,  0%. 
Sept    12.    1906.      3:944.  500 

Flatiron  Realty  Co  to  John  D  Lohman  and  ano  exrs,  &c,  John 
Stelling,  47th  st.  No  107,  n  s,  120  e  7th  av,  20x100,5,  P  M, 
Due,    &c,    as   per   bond.      Sept   12,    1906.     4:1(X)0.  35,000 

Fisk,  Mary  L  to  GREENWICH  SAVINGS  BANK.  53d  st,  No  12, 
s  s,  225  e  5th  av.  runs  e  37.0  x  s  100.5  x  w  12.0  x  s  19  x  w 
25  X  n  119.5  to  beginning.  Sept  10,  1  year,  4%%.  Sept  12. 
1900,      5:1288.  150,000 

Fox,  Emanuel  E  to  Henry  C  Strahmann.  104th  st,  Nos  133  and 
135,  n  s,  350  e  Amsterdam  av,  50x100.11.  P  M,  Prior  mort. 
Sept    10,    3    years,    —%.      Sept    11,    1900.      7:1859.  20,000 

Friedman,  Fischel  to  Wm  T  Keogh  Amusement  Co.  Park  av. 
No  1.505,  e  a,  75.8  s  110th  st,  runs  s  25.2  x  e  155  x  n  25  x  w  75 
X  n  0.2%  x  w  80  to  beginning.  Installs,  6%  Sept  12,  1906, 
0:1637.  5,500 

Fischer,  Barbara  and  Joseph  N  Serf  to  Henry  T  Randall.  Thomp- 
son st.  No  15,  w  s,  abt  85  s  Grand  st.  20  to  alley,  xlOO.  Sept 
10,    4   years.   G7c.     Sept    11,   19O0.      1:227.  7,000 

Fritz,  Saml  to  Max  Schwartz.  123d  st.  Nos  147  and  149,  n  s, 
35  e  Lexington  av,  runs  n  100.11  x  e  30.8  x  s  e  4  x  s  100  to  st, 
X  w  35  to  beginning.  All  title  to  gore  4  ft  long,  xO.5%  ft  deep 
on  n  e  cor  of  above.  Sept  11,  due  Nov  7,  1906.  6%.  Sept  12, 
1900.      0:1772.  5,000 

Goodman,   Elias  and  Morris  Bloch  and  Nathan  Gross   to  American 


n   Delancey   st,   2.5x 


Mortgage   Co.      Goerck  st.    No   08, 

99.4.      Sept   10,    1900,      3   years.   5%.     2:323.  18.000 

Goldman  (J)  Realty  &  Construction  Co  to  Montiflore  Realty  Co. 
131st  St.  Nos  528  to  532,  s  s,  90  e  Old  Broadway.  85.3x107  to 
c  1  Byrd  st  x75x06.1.  Prior  mort  $48,000.  Sept  7,  1  year,  6%. 
Sept   8.   1906.     7:1985.  3,000 

Glicksman,  Sarah  to  Charles  Grossman.     2d  av.  No  2097,  w  s,  25 

n  108th  st,  25x100.     Prior  mort  $ ,     Sept  6,  due  Nov  0,  1906, 

6%.     Sept  7,  1900.     6:1058.  380 

Goodman,   Jacob   and   Chas   Rubin   to  Jonas   Weil   an   dano.       90th 
st,   No   117,   n  s,   180  w  Lexington  av,  37.6x100.11,     Prior  mort  ■ 
$40,000.      Sept   7,    1900,   demand,  6%.      6:1024,  7,171.90 

Goodman,  Jacob  and  Charles  Rubin  to  American  Mortgage  Co. 
96th  st,  No  117,  n  s,  ISO  w  Lexington  av,  37.6x100.11.  Sept  7. 
190<i,  4  years,  5%.     0:1624.  40,000 

Gluck,  Ignatz  with  Max  Heller.  10th  st.  No  422,  s  b,  340.4  w 
Av  D,  24.6x92.3.  Extension  mort.  Sept  6.  Sept  10,  1906. 
2 :  379.  nom 

Gonnoud,  Andrew  J  to  Lion  Brewery.  40th  st.  No  443  West.  Sa- 
loon   lease.      Sept   10,    demand,   6%.     Sept   12.    1906.     4:10.50. 

2,931.99 

Grant,  Caroline  A  to  Fredk  Sheldon.  48th  st.  Nos  215  and  217, 
n  s,  400  e  8th  av,  39x93.    3  years,  4%7c.     Sept  12.  1900.-  4:1020. 

45,000 

Glicksman,  Sarah  to  Morris  Coller.  2d  av.  No  2097,  w  s,  25  n 
108th  st,  25x100.     Sept  6,  3  years,  6%.     Sept  12,  1906.     4:1658. 

1,000 

Guardian  Trust  Co  with  Edwin  M  Squier  and  Wm  Carter.  Wash- 
ington st,  Nos  719  and  721.  n  e  cor  11th  st.  Nos  337  to  345.  runs 
n  75  X  e  11.5  x  e  80.8  x  s  60  to  st.  x  w  115.10  to  beginning. 
Subordination  agreement.     Sept  7.     Sept  11,  1900.     2:634.        nom 

Garotalo,  Frank  to  Henry  Bischotf,  Jr.  and  ano  trustees  Henry 
Bischoff.  1st  av.  No  2139,  w  s,  lOO.ll  n  109th  st.  25x75.  Sept 
10,  3  years,  4W/r.     Sept  11,   1900.     0:1081.  10,000 

Garguilo,  Michl  to  Milton  M  Drytoos  and  ano.     9th  av.  No  80.5,  w  s, 

50  n   53d   st,   25x100.      P   M.      Prior   mort   $ .      Sept   12.   due 

Sept  1,  1910,  —%.     Sept  13.  1900.     4:1(H;3.  0.000 

Goldstein,  Rosa  H  wife  Philip  to  Lillie  Miller.  Mott  st.  No  10, 
e  s,  124.10  n  Chatham  sq,  21.9x30.6x23.11x36.7.  Sept  5,  5  yrs, 
5%.     Sept  13.  1900.     1:102.  gold,  7,000 

Same  to  Mary  Miller,  Same  property.  Prior  mort  $7,000.  Sept 
5,   6  months,   69r-     Sept   13.   1900.     1:102.  gold,   500 

Goldberg,  Jacob  to  Clara  Bloomingdale  et  al  trustees  Jos  B  Bloom- 
ingdale.  Amsterdam  av,  Nos  2183  and  2185,  e  s.  230.1  n  167th 
st,  2  lots,  each  37.6x100.  2  morts,  each  $40,000,  Sept  12,  3 
years,  5M.%.     Sept  13,  1906.     8:2112.  80,000 

Same  to  Saml  Barkin.  Same  property.  2  morts,  each  $6,072.  2 
prior  morts.  $.50,750  each.  Sept  12,  demand,  G%.  Sept  13,  1906. 
8:2112.  12.174 

Goldberg,  Jacob  to  Hyman  Horwitz.  Amsterdam  av,  Nos  2183 
and  2185,  e  s,  230.1  n  107th  st,  75x100.  Prior  mort  $80,000. 
Sept  11,  demand,  0%.     Sept  13,  1906,     8:2112.  10,750 

Harris,  Herman  and  Sarah  Weiss  to  Adolf  Weiss.  139th  st.  No 
259,  n  s,  99.1  e  8th  av,  runs  n  99.11  x  e  19  x  s  19.11(?)  to  n  s 
1.39th  st  x  w  19  to  beginning,  probable  error.  Sept  6,  due  Apr 
15,  1908,  6%,     Sept  13,  1900.     7:2025.  2,650 

Hanscom,  Albert  S,  N  Y,  and  Arthur  L,  of  South  Eliot.  Me,  and 
Kate  L  wife  Major  A  White,  N  Y,  to  MUTUAL  LIFE  INS  CO  of 
N  Y,  125th  st,  Nos  115  and  117,  n  s,  175  w  Lenox  av,  50x99.11, 
Aug  18,  due,  &c,  as  per  bond.     Sept  13,  ltX)6.     7:1910.  75,000 

Holzwasser,  Chas  S  to  Ferdinand  G  Kneer,  102d  st.  No  105,  n  s. 
350.2  e  Amsterdam  av,  24.11x97.4x26,9x97.2.  P  M.  Prior  mort 
$17,000.      Sept   10,    190<j,   3  years,   6%.      7:1857,  6,000 

Huneke.  John  D  to  Bernard  Karsch.  8th  av.  No  054,  e  s,  49.9  s 
42d  St.  24,4x55.     Sept  8.  5  years,  5%.     Sept  10,  190t>.     4:1013. 

40,000 

Hamilton  Heights  Syndicate  to  Saml  Mandel.  3d  av,  Nos  1135  and 
1139,  e  s,  40.5  n  66th  st,  40|.5xl00.  Prior  mort  $50,0<W.  Sept 
8,   due   Oct   1,  1907,  0%.     Sept  10,   190(>.     5:1421.  8,000 

Hamilton  Heights  Syndicate  to  Saml  Mandel,  3d  av,  Nos  1139 
to  1145,  e  s,  40.5  s  07th  st,  2  lots,  each  40x100.  2  morts,  each 
$8,000;  2  prior  morts  $.50,000,  Sept  8,  due  Oct  1,  1907,  6%. 
Sept    10.    1906.      5:1421.  16,000i 

Hamilton  Heights  Syndicate  to  Saml  Mandel.  3d  av,  Nos  1131 
and  1133.  n  e  cor  66th  st.  No  201,  40,5xl(X).  Prior  mort  .$70.- 
000.     Sept  8,  due  Oct  1,  1907,  6%.     Sept  10,  190<i.     5:1421.     8,000 

Hamilton  Heights  Syndicate  to  Saral  Mandel.  3d  av,  Nos  1147 
and  1149,  s  e  cor  67th  st.  No  200,  40xl0<1.  Prior  mort  $78,000. 
Sept  8,  due  Oct  1,  1907,  6%.     Sept  10,   1906,     5:1421,  8,000 
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GAS  COOKERS    ^ ' GAS  HEATERS 


Wo  Rent  a 
Qas    Range 

$3 

Par   Year 


A  handsom*  up-to-dat*  lln*  •! 
■ppllMice*  imy  b«  teen  «t  aur  •Wlc«» 


SOLVE  THE  FUEL  PROBLEM 


We  Rent  a 
Qas     Rang« 

$3 

Per    Year 

»  CONSOLIDATE,D  GAS  COMPANY  OF  NEW  YORK 


CLEANLY,  EFFICIENT,  ECONOMICAL 


Held,  Saml  to  Henry  J  Brodsky.  Allen  st,  No  302,  e  s,  154.1  s 
Delancey  st,  old  line,  24.0x87.0  P  M.  Prior  mort  $32  000. 
Sept  1,  4  years,  6%.     Sept  8,  lOOC.     2:414.  7,000 

Henig,  Solomon  and  Mlchl  to  Minnie  T  Marsh.  Clinton  st.  No  C6, 
e  s,  78.10  n  Rlvlngtou  st,  21.2x75.  Sept  G,  1  year,  57f,.  Sept  7. 
1900.     2:349.  12  000 

Heller,  Morris,  Simon  Clug  and  Jacob  Chlzlk  to  Moses  Sellg.  103d 
st.  No  75.  n  s,  53  w  Park  av,  27x75.  Prior  mort  $18,250.  Sept 
7,   1   year,  0%.     Sept  8,   190(i.     0:l(i09.  1.000 

Heller,  Morris,  Simon  Clug  and  Jacob  Chlzlk  to  Barney  Cohen. 
103d  st.  No  77,  n  s,  27  w  Park  av,  20x75.  Prior  mort  $18,2.50. 
Sept  7.  1  year,  0%.     Sept  8,   190(5.     0:1009.  1,000 

Hogan,  Michl  to  Lion  Brewery  of  N  Y  City.  9th  av,  No  775,  s  w 
cor  52d  St.  Saloon  lease.  Aug  29,  demand.  6%.  Sept  7,  1900. 
4:1001.  5,125 

Halprln,  Abraham  to  Chas  H  Mlddendort.  114th  st.  No  18,  s  s, 
191.4  w  5th  av,  17.8x100.11.     Sept  7,  1906,  5  years,  5%.  6:1597. 

10,.500 

Hoptman,  Hyman  to  Jonas  Weil  and  ano.  15th  st.  No  427,  n  s, 
219  w  Av  A,  2.5x103.3.  P  M.  Prior  mort  $21,000.  Sept  11. 
5   years,   G%.      Sept    12,    lOOi'..      3:947.  10,000 

Hellinger,  Harry  to  Hattie  L  Chamberlain.  78th  st.  No  221,  n  s, 
255  e  3d  av.  25x102.2.  P  M.  Sept  7,  5  years,  5%.  Sept  12, 
1900.      5:1433.  14,000 

Hellinger,  Harry  to  Henrietta  Cummings.  78th  st,  No  217,  n  s, 
205  e  3d  av,  25x102.2.  P  M.  Sept  10,  5  years,  5%.  Sept  12, 
1900.      5:1433.  14,000 

Hellinger,  Harry  to  Sarah  M  Cummings,  78th  st,  No  219,  n  s.  230 
e  3d  av,  25x102.2.  P  M.  Sept  10,  5  years,  5%.  Sept  12, 
1900.     5:1433.  14,000 

Hellinger,  Harry  to  Rubin  Solomon.  78th  st.  No  217,  n  s,  205  e 
3d  av,  25x102.2;  7Sth  st.  No  219,  n  s,  230  e  3d  av,  25x102.2; 
78th  st.  No  221,  n  s,  255  e  3d  av,  25x102.2.  P  M.  Prior  mort 
$42,0<X).     Sept   12,   1900,   2  years,  0%-     5:1433.  4.500 

Hoffman,  Ida  M  to  Chas  MuUer.  Slst  st.  No  152,  «  s,  209.9  w  ,3d 
av,  19.3x104.4.  Prior  mort  $8,500.  April  30,  1900,  due  June  30, 
1900,  0%.  5:1509.  Corrects  error  in  issue  of  May  5,  when  st 
No  was  151.  3.000 

Halpin,  Maurice  W  to  Joseph  B  Rylance.  3d  av,  Nos  1403  to  1409, 
s  e  cor  80th  st,  Nos  200  and  202,  80x73.  P  M.  Sept  10,  3  yrs, 
0%.     Sept  11,  1900.     5:1525.  4.5,000 

Hamburger,  Barnet  to  Jonas  Weil  and  ano.  92d  st.  Nos  155  to 
107,  n  s,  150  w  3d  av,  128x100.8.  Demand,  6%.  Sept  11,  1900. 
5:1521.  5,000 

Isaacs,  Gertrude  to  Mary  Miller.  Mott  st.  No  6,  e  s,  80.10  n 
Chatham  st  or  sq,  22.3x42.7x23x42.10.  Prior  mort  $12,000. 
July  17,  given  to  secure  mort  of  $500  on  No  10  Mott  st,  —%. 
Sept  13,  1900.     1:102.  .500 

Ireland.  John  B  to  Frank  H  Keeler.  Washington  sq  South,  No  03, 
s  s,  25  w  West  Broadway,  25x.55.2x25x55.3.  Apr  6,  1  year,  6%. 
Sept  7,  190<.).     2:.5.S8.  2,500 

Island  Realty  Co  to  N  Y  LIFE  INS  CO.  Broadway.  Nos  1873 
to  1879,  s  w  cor  02d  st,  Nos  34  to  40,  runs  w  119.10  x  s  100.5 
X  e  40  X  s  1.10  X  e  139.3  to  Broadway  x  n  118.3  to  beginning. 
Sept  5,  5  years.  5%  and  4%%.     Sept  7,  1900.     4:1114.  350,000 

Same  to  same.  Same  property.  Consent  of  stockholders  to  above 
mort.     Sept  5.     Sept   7,   1900.     4:1114.  

Jacobs,  Simon  and  Samuel  Hutkoff  to  Hyman  Horwitz.  124th  st, 
Nos  218  to  228,  s  s,  225  e  3d  av,  110x100.11.  Building  loan. 
Sept  7,  due  Jan  1,  1907,  0%,     Sept  8,  1900.     0:1788.  .54,000 

Same  to  Arthur  Rosenberg.  Same  property.  Sept  7,  due  July  1. 
19<:»7,  0%.     Sept  8,   190(i.     0:17.88.  O.OiX) 

Jacobowitz,  Lena  to  Henry  Keale  and  ano  trustees  for  Isabel  B 
Ladson  will  Francis  L  Lowndes.  10th  st,  Nos  435  and  4.37, 
n  s,  04.4  e  Dry  Dock  st,  41x75.  Sept  11,  5  years,  57t>.  Sept  13, 
1906.     2:380.  25,000 

Jacobowitz,  Lena  to  Seymour  Realty  Co.  10th  st,  Nos  435  and 
437,  n  s.  04.4  e  Dry  Dock  st,  41.8x75.  Sept  13,  1900,  due  Mar 
13,  1907,  0%.     2:380.  ^  2.000 

Kurzrok,  Raphael  to  Isidore  Jackson  and  ano.  117th  st,  Nos  127 
to  135,  n  s,  65  w  Lexington  av,  75x100.11.  Prior  mort  $(i8.- 
000.     Sept  10,  190(5,  demand,  (5%.     6:1045.  25.000 

Kugelman,  Julius  G  to  Cecilia  Lauer.  104th  st.  No  5,  n  s,  125  e 
5th  av,  25x100.11.  Aug  30,  2  years,  — %.  Sept  10,  1900. 
6:1010.  23,000 

Kellerman,  August  to  Leonard  Weill.  85th  st,  No  516,  s  s,  250  e 
Av  A.  25x100.8.  P  M.  Sept  1,  1  year,  6%.  Sept  7,  1906. 
5:1584.  2.000 

KNICKERBOCKER  TRUST  CO  with  TITLE  GUARANTEE  & 
TRUST  CO.  Madison  av,  Nos  431  to  437,  n  e  cor  49th  st.  Nos 
31  and  33,  79.0x75.  Subordination  agreement.  Sept  5,  Sept 
7,   1906.     5:1285.  nom 

Kniffln,  Geo  W,  Somerville,  N  J,  to  Phoebe  M  Mitchell.  8th  av. 
No  2781,  w  s,  50  s  148th  st,  25x74.9x25x74.8.  Prior  mort  $15,- 
000.     Sept  12,  1900,  1  year,  (5%.     7:2045.  1,000 

Kahn,  Mary  to  Gustave  Solomon  and  ano.  3d  st,  Nos  254  to  258. 
East.  Estoppel  certificate.  Aug  6.  Aug  15,  19(X).  Corrects 
error  in  issue  of  Aug  18,  when  property  was  3d  st,  Nos  2.54  to 
258  W.     2:385.  

Kalchhelm,  Henry  to  Samuel  Grossman.  0th  st,  Nos  800  and  808, 
s  s,  171  w  Lewis  st,  42x97.  P  M.  Aug  31,  due  Sept  10,  1907, 
0%.     Sept  11,   1906.     2:300.  8,500 

Kalchhelm,  Henry  to  Moses  Klnzler.  6th  st.  No  810,  s  w  s,  150  n  w 
Lewis  st,  21x97;  6th  st.  No  812,  s  w  s.  129  n  w  Lewis  st,  21x 
97.     P  M.    Aug  31,  due  Sept  10,  1907,  6%.     Sept  11,  1906.  2:360. 

8,500 

Kurzrok.  Raphael  to  General  Theological  Seminary  of  the  Protes- 
tant Episcopal  Church  in  U  S.  117th  st,  Nos  135  and  1.37,  n  s, 
(j5  w  Lexington  av,  2  lots,  each  37.6x100.11.  2  morts,  each  $.34,- 
000.     Sept   10,   5  years,   5%.     Sept  11,   1900.     0:1045.  08  000 

Kahn.  Lina  to  Lottie  E  Field.  128th  st,  No  129  East.  Estoppel 
Certificate.     Sept  11.  1906.     0:1777.     Aug  24.  

Livingston.  Louis  and  Myer  S  Perlsteln  to  Chas  Friedman  and 
ano.  100th  st,  Nos  300  to  310,  on  map  Nos  302  to  312,  s  s,  lOO 
e  2d  av,  3  lots,  each  49.4x100.11.  3PM  morts.  each  $17,t)00; 
3  prior  morts  .$43,000  each.    Sept  10,  1900,  5  years,  07c.  0:1(571. 

51,000 

LoTison,   Sadie  to  Larcy  Levin.     Pleasant  av,  No  380,  e  s,   16.9  n 


120th  st,  10.8x71.3.     P  M.     Sept  10,  1900,  demand,  0%.     0:1817. 

3,000 

Levison,  Sadie  to  Margt  A  Noxon.     Pleasant  av.  No  380,  e  s,  16.9 

,  n  120tht  St.  10.8x71.3.  P  M.  Sept  1,  3  years,  5%.  Sept  10, 
190(5.      0:1817.  7,500 

Lyon,  Whitney  to  .Jacob  A  Geissenhalner  and  ano  trustees  Henry 
Elsworth.  Riverside  Drive,  No  147,  s  e  cor  87th  st.  No  376,  25x 
100.     Sept   10,   19(X>,  3  years,  4i^%.     4:1248.  57,500 

Lampert.  Louis  and  Isidore  W  Horn  to  Holcorab  &  Caskey  Lum- 
ber Co.  lOTt'-i  st,  No  427,  n  e  cor  Pleasant  av,  or  Exterior  or 
Marginal  st,  wharf  or  pi,  runs  w  170  x  n  100.11  x  e  80  to  high 
water  mark  Harlem  River  or  creek  x  s  e  14  x  n  —  x  e  75  to 
Exterior  or  Marginal  st,  wharf  or  pi  x  s  100.11  to  beginning, 
all  title  to  gore,  begins  at  c  1  blk  bet  107th  and  lOSth  sts,  75 
w  Exterior  or  Marginal  st,  runs  s  —  to  former  high  waiter  line 
Harlem  River  or  creek  xnw  —  xe  —  to  beginning.  Prior  mort 
$75,500.     Sept  5,   due   Dec   1.   1900,  0%.     Sept  7,   1900.     0:1701. 

2,550 

Lefkowitz,  Meyer  to  Edw  H  Bailey.  Av  C,  No  210,  e  s,  29  s  13th 
st,   25x02.3.      Sept  7,   1900,  3  years,  5%.     2;:!82.  11,S00 

Levin,  Jacob  to  American  Mortgage  Co.  90th  st,  No  115,  n  s, 
217.0  w  Lexington  av,  37.6x100.11.  Sept  7,  1906,  4  years,  5%, 
6:1(524.  40,000 

Levin,  Jacob  to  Jonas  Weil  and  ano.  96th  st.  No  115,  n  s.  217.0 
w  Lexington  av,  37.(ixl00.11.  Prior  mort  $40,0(50.  Sept  7, 
1900,    demand,    i)%.      0:1024.  7,592.69 

Lopez.  Salvatore,  Frank  Le  Barbera  and  Salvatore  Ferrara  to  Ja- 
cob Bloch  and  ano.  108th  st.  No  302,  s  s,  100  e  2d  ay,  39.3X1^5, 
P  M.  Prior  mort  $55,.500.  Sept  11,  due  Sept  10,  1909,  0%.  Sept 
12,    19(10.      0:1(579.  3,500 

Lowenfeld,  Pincus  and  William  Prager  to  American  Mortgage  Co. 
St   Nicholas  av,   s   e   cor   174th   st,   100x100.      1   year,   5%.      Sept 

12,  1900.     8:21,30.  35,000 
Same  to  same.     Same  property.     Prior  mort  $35,(X)0.     1  year,  6%. 

Sept  12.  1900.     8:2130.  3,000 

Loring  (S  D)  &  Son.  of  Boston.  Mass,  vendors  with  Seaboard  Air 
Line  Railway  and  ano.  Rolling  stock,  &c.  Agreement  as  to 
changing  of  numbers  on  cars,  &c.  Aug  1.  Sept  12,  1900.  Genl 
morts.  .  nom 

Lewine,  Solomon,  Louis  Davis  and  Harry  Wittenberg  to  Roman 
Catholic   Orphan   Asylum   in   City   N   Y,   a  corporation.     (5(ith  st, 

.  n  s,  220  w  2d  av,  40x100.5.  Sept  11,  3  years,  5%.  Sept  12, 
1900.      5:1421.  40,000 

Ludin  Realty  Co  to  whom  it  may  concern.  30lh  st,  Nos  .530  and 
.532.  s  s,  400  w  10th  av.  .".(KilS.!*.  Certificate  as  to  consent  of 
stockholders   to   above   mort.      July   10.      Sept   11,   19O0.     3:707. 

Levinson,  Philip  to  Sigmund  Morgenstern.  Mangiu  st.  No  10,  e  s, 
7.5  s  Broome  st,  25x.51.0.     July  30,   given  to  secure  sum  of  $1,- 

,  750  on  104th  st,  Nos  115  to  121  East.  —%.  Aug  8,  1900.,  2:- 
321.  Corrects  error  in  issue  of  Aug  11,  when  East  was  omitted 
in   description  of   104th  st.  1,750 

Lefkowitz,  Leopold  to  Phillip  Tenzer.  119th  st,  Nqs  332  and 
334,  s  s,  205  w  1st  av,  35x100.11.  P  M.  Prior  mort  $32,000. 
Aug  1,  installs,  0%.  Aug  4,  1906.  6:1795.  Corrects  error  in 
issue  of  Aug  11,  when  side  of  st  was  n  s.  2,750 

Loeb,  Aaron  with  S  Georgianna  Crabb.  Lenox  av.  No  .326,  e  s, 
6(!.10  n  120th  st,  10.(5x75.  Agreement  as  to  priority  of  mort- 
gage to  lease.     All   title.     Sept  10.     Sept  11.  1900.     0:1724.     nom 

Lilly.  Harry  with  S  Georgianna  Crabb.  Lenox  av.  No  320,  e  s, 
0(;.1(.)  n  12(5th  st,  10.0x75.  Agreement  as  to  priority  of  mort- 
gage   to    lease.      All    title.      Sept    10.      Sept    11,    1906.      6:1724. 

nom 

Lacord,  Anna  to  Patrick  Kiernan.  .8th  av,  Nos  700  and  762,  e  s, 
50.5  s  47th  st,  30x100.  P  M.  Prior  mort  $23,000.  Sept  10, 
due  Jan  .30,  1910,  — '/,.     Sept  11.   19(10.     4:1018.  .     10,000 

Ludins  &  Romm  Realty  Co,  David  Levy  and  Robert  Friedman 
with  Commonwealth  Mortgage  Co.  95th  st,  Nos  303  .  to  319, 
n  s.  KJO  e  2d  av,  0  lots,  each  37.0x1(50.8.  0  subordination  agree- 
ments.    July  0.      Sept   11.   lOIKi.     5:1.558.  nom 

Laudin.  Charles  and  Nathan  Stamm  to  Henry  Arnstein.  17.5th  st, 
s  s,  1.50  w  Amsterdam  av,  75x100.  Prior  mort  .$.83,000.  Sept 
10,   due   Dec   10,   111(10,   t^/,.     Sept  11,   1900.     8:2131.  8,4.50 

Levine,  Hyman,  Jonah  Kantrowitz  and  Hyman  Galif  to  Harris 
D  Colt.  4th  st,  No  103,  n  s,  225.0  w  Av  A,  24.6x90.2.  Aug  23. 
due  Aug  1,  1909,  5%.     Sept  13,  1906.     2:432.  20  000 

Lyons  (J  C)  Bldg  &  Operating  Co  to  LAWYERS  TITLE  INS  & 
TRUST  CO.  5th  av,  Nos  23(i  and  238,  w  s,  112.10  s  28th  st.  runs 
w  125  x  s  28.2  X  e  25  X  s  28.2  x  e  100  to  av  x  n  50.4  to  begin- 
ning. Building  loan.  Prior  mort  $488,482.  Sept  4,  due  Dec  4. 
1907,  0%,     Sept  13,  190(5.     3:82.0.  ,2.50,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to   above   mort.      Sept    1.      Sept    13,   1900.      3:829.    .     - — 

Same  to  Edw  S  Rapallo.  Same  property.  P  M.  Prior  pjort 
$(5.50,000.      Sept  4,   1  year,  0%.     Sept   13.    1900.     3:829.    ,     ,88,482 

Lustbader.  Saml  to  Fredk  Meyer.  40th  st.  No  430,  n  s.  400  w 
9th  av.  25x98.9.     Prior  mort  ,$12,000.     Sept  12,  3  years,  0%.  .Sept 

13,  l!tO(!.     4:10.50.  ■  .  3,000 
Levinson,    Philip    and    Paul    Zipkin,    Brooklyn,    N    Y,    to    Hynian 

Adelstein  and  ano.      104th  st,   Nos  115  to   121,  n  s,   1.35  e  Park 

av,    05x100.11.      Prior   mort    $83,060,75.      Sept   11,   demand,.  6%. 

Sept   13,   19015.     0:1(532.  '  2  0,50 

LAWYERS    TITLE    INS    &    TRUST    CO  with    J    C    Lyons    Building 

&  Operating  Co.     5th  av.  No  230,  w  s,   141  s  28th  st,  28.2x100. 

Agreement  as  to  mortgages,  &c.     Sept  4.     Sept  13,  1906.     3:829. 

nom 
Loewenthal,  Siegfried  to  Emma  C  Pugsley.     119th  st.  No  513,  n  s. 

223  e  Pleasant  av,  20x100.10.     P  M.     Aug  1,  5  years,  5%.     Sept 

12,   1906.     6:1810.  .       7.(KM) 

McGrath,    Patrick    to    EMIGRANT    INDUSTRIAL   SAVINGS   Ml^JK. 

Hamilton  st.   No  40,   s  s.   abt    138  w  Market  st,   27xl()0x25xl00. 

Sept  7,  1  year,  .5%.     Sept  10,  1000.     1:2,53.  15,000 

Moynahan,   Ann  to  John   B   Shea.      Batavia  st,   Nos   18  to  22,  n  s, 
■     50.0  w  James  st,  57.3.x25.     Sopt  7,  1000,  3  years,  6%.     1:111. 

1,000 
Martelli,  Rocco   to  Lion   Brewery  of  N  Y  City.     1'hompson  §t.   No 

65.     Saloon  lease.     Aug  14,  demand.  G%.    .^epj.  J.  iOOQ..    2:489. 

•      L-.  -.V    ""         r;."         '         COO 


The   text  of  these  naKes   Is  copyrighted.     AH  rights  are   reserved. 


Notice  Is  hereby  glTen  that  Infringement  will  lead  to  prosecution. 
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KING'S  WINDSOR  CEMENT 

For  Plastering  Walls  and  Ceilings  Jc  B.  king  &  CO.,  No.  I  Broadway.  New  York 


Elastic  In  its  nature,  can  be  applied  with  25  pef 
cent,  less  labor  and  lias  12 '2  percent,  more  cov° 
ering   capacity  than   any  other  simitar   matert&3 


Mlchelson,  Samuel  to  Marie  L  Martin.  25th  st,  Nos  238  and  240, 
s  8.  118.7  w  2(1  av,  40x98.9.  P  M.  Sept  7,  1900,  1  year,  6%. 
3:905.  11,000 

Meyer,  Malla  to  Pincus  Lowenfeld  and  ano.  52d  st,  No  344,  s  s, 
130  w  1st  av,  20x100.5.  P  M.  Sept  6,  2  years,  6%.  Sept  7, 
1900,     5:1344.  1,500 

Monaban,  Mary  to  Max  Marx.  Lawrence  st,  Nos  32  and  34,  s  s, 
268.6  e  Amsterdam  av,  122.11x100x122.8x100.  P  M.  Prior 
mort    $26,000.      Sept   0,    2    years,    6%.      Sept    7,    1006.      7:1966. 

21,500 

Meade  Transfer  Co  to  TITLE  GUARANTEE  AND  TRUST  CO. 
Banlc  st,  Nos  123  to  127,  n  s,  209.2  w  Greenwich  st,  runs  n  95  x 
e  9.2  X  n  20.10  x  n  w  50.6  x  s  59.9  x  n  w  20.4  x  s  68.5  to 
Bank  st,  x  e  61.3  to  beginning.  P  M.  Sept  10,  due,  &c,  as  per 
bond.      Sept    11,    190(>.      2:635.  10.000 

Montague,  Russell  W,  White  Sulphur  Springs,  West  Virginia  to 
N  Y  TRUST  CO.  Vesey  st,  Nos  57  to  67,  s  e  cor  Greenwich  st. 
No  207,  129.9x79.10xll9.2xS4,  except  a  parcel  less  than  800  sq 
ft,  begins  Greenwich  st,  e  s,  42.1  s  Vesey  st,  20.11x35. 6x20. 5x 
38.2.     Aug  25,   1  year,  {i%.     Sept  12,  lOOtJ.     1:85.  5.000 

Marks,  Minnie  I  widow  to  Esther  Marks.  104th  st.  No  54,  s  s. 
39  w  Manhattan  av,  17x100.11.  Prior  mort  $13,500.  Sept  11, 
2  years,  —%.     Sept  12,   1906.     7:1839.  2,000 

Mondshain,  David,  Brooklyn,  N  Y.  to  Frank  Slater.  Broome  st, 
No  97.  s  s,  abt  50  w  Sheriff  st.  25x75.  P  M.  July  5,  due  Jan  5, 
1010,  6'/r.     Sept  12,  1900.     2:336.  6,000 

Mahony.  DanI  F  to  John  Unger.  171st  st,  n  s,  100  w  Audubon 
av,  75x95.     Sept  11,  due  July  1,  1911,  5%.  Sept  12,  1906.  8:2128. 

15,000 

McShane,  Maria  I  to  Laura  E  Leal  and  ano  exrs  Laura  B  Osborn. 
Fort  Charles  pi,  W,  late  Van  Corlear  pi.  s  e  s,  314.4  s  w  227th 

st,    late   Wicker   pi,   3llxS0.      Prior  mort   .$ .      Sept   11,   3  yrs, 

6%.     Sept  12.   1906.     13:3402.  1,250 

Mulhall,  John  T  to  Jennie  T  Weils.  133d  st.  No  208,  s  s,  212.6 
w  7th  av,  37.0x99.11.  P  M.  Prior  mort  $33,000.  Aug  7,  due 
July  31,  1909,  —%.  Aug  8,  1906.  7:1938.  Corrects  error  in  is- 
sue of  Aug  11,   when  side  of  st  was  n  s.  2.000 

McKeever,  Julia  D  wife  of  I  Chauncey  to  Sidney  C  Borg  et  al  exrs 
Cecilia  Borg.  (i,5th  st.  No  120,  s  s,  ISO  w  Lexington  av,  20x 
100.5.     Aug  8,  due  June  13,  1909,  57c.     Sept  13,  1906.     5:1.399. 

45,000 

Miller,  John  and  Emma  to  Adolf  Hitsch.  Lenox  av.  No  555,  w  s, 
25  n  138th  st.  24.11x75.  Prior  mort  $16,000.  Sept  13,  1906, 
due  Sept  1,  1908,  — '/,.     7:2007.  4,000 

Meyer,  John  H  with  Philip  Marx.  109th  st.  No  220  East.  Agree- 
ment as  to  subordination  clause  in  mortgage.  Sept  12.  Sept  13, 
1906.     t>:165S.  nom 

Neufeld,  Emil  to  Harris  D  Colt.  119th  st.  No  91,  n  s,  85  e  Lenox 
av,  18x100.11.  Aug  15,  due  Aug  1,  1909,  4%%.  Sept  7,  1906. 
6:1718.  13,000 

Same  and  Theresa  Abraham  with  Harris  D  Colt.     Same  property. 

Subordination  agreement.     Aug  15.     Sept  7,   1906.     ():171S.       nom 
.Nevins,   Abraham  and   Harry   W  Perelman   to  American   Mortgage 
Co.     127th  St.  No  80,  s  s,  75  w  Park  av,  23.4.x99.11.     P  M.   Sept 
10,   1   year,   59t.      Sept   11,   VMiJ.     (i:1751.  9.000 

Number  One  Hundred  and  Eleven  Broadway,  a  corporation  to 
EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S.  Broadway,  Nos 
115  to  119,  s  w  cor  Cedar  st,  Nos  92  to  104.  as  widened,  runs  s 
61.5  to  n  B  New  Thames  st,  Nos  1  to  11,  x  w  269.7  to  e  s  Trinity 
ginning;  Broadway,  Nos  111  and  113,  s  w  cor  New  Thames  st, 
Nos  2  to  10,  runs  s  69  x  w  260.7  to  e  s  Trinity  pi  or  Church  st, 
Nos  91  and  9.3,  x  n  7.'i.3  to  Thames  st,  x  e  266.9  to  beginning. 
Prior  mort  $5,800,000.  Sept  5,  due  Jan  1,  1914,  5%.  Sept  11, 
1906.     1:49  and  50.  4,200,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Sept  5.     Sept  11,  1906.     1:49  and  50. 

nom 

Newman,  Jacob  and  Henry  exrs  Rosa  Newman  to  Cornelia  B 
Schwartz.  40th  st.  No  432,  s  s,  375  e  10th  av,  25x98.9.  Sept  1. 
5  years,  — %.     Sept   13,   1906.     3:737.  12.000 

Nelson.  Chas  W  to  Siegfried  Blumenkrohn.  1.35th  st.  Nos  517  and 
519.  n  s,  340  w  Amsterdam  av.  2  lots,  each  40x99.11.  2  P  M 
morts,  each  .$4,.5tlO;  2  prior  morts,  $45,000.  Sept  12,  5  years. 
—7c.     Sept  13,   1906.     7:108S.  9,000 

Naughton,  Thomas  to  Michl  Naughton.  3d  av.  No  1622,  n  w  cor 
91st  St.  Nos  173V4  and  175.  Saloon  lease.  May  31,  110  months. 
6%.     Sept  13,   1906.     5:1520.  notes,   11,000 

Ottenberg,  Hannah  to  U  S  TRUST  CO.  St  Nicholas  av,  No  164.  n 
e  cor  118th  st,  runs  n  106  x  n  e  19.1  x  e  50  x  s  100.11  x  w  10.6. 
Sept  5,   due.   &c,   as   per   bond.      Sept   12,   15106.     7:1924.       46,000 

Oelze,  Johanne  to  Chas  Wolf.  41st  st.  No  124,  s  s,  68  w  Lex- 
ington av,  19x70.  P  M.  Sept  6,  3  years,  5V4%.  Sept  10,  1906. 
5:1295.  16,000 

Same  to  Minnie  Mandel.  Same  property.  Prior  mort  $16,000. 
Sept  8,  1  year,  — %.     Sept  10.  1906.     5:1295.  3,500 

O'Neil,  Margt  to  LAWYERS  TITLE  INS  &  TRUST  CO.  13th  st, 
No  131,  n  s,  348  w  6th  av,  runs  n  97.3  x  n  11.3  x  w  11.6  x  s 
103.3  to  st  X  e  20.6  to  beginning.  Sept  7,  1906,  3  years,  4^4%. 
2:009.  11,500 

Ottenberg,  Hannah  to  U  S  TRUST  db  of  N  Y.  St  Nicholas  av, 
No  174,  s  e  cor  119th  st.  No  212,  130.2x19  1x100x84.5.  Sept  5, 
due,  &c,   as  per  bond.     Sept  12.   1906.     7:1924.  62,000 

Ottenberg.  Hannah  to  U  S  TRUST  CO  of  N  Y.  118th  st.  Nos  205 
to  209,  n  s,  1U.6  e  St  Nicholas  av,  3  lots,  each  41.8x100.11.  3 
morts,  each  $29,000.  Sept  5,  due,  &c,  as  per  bond.  Sept  12, 
1906.     7:1924.  87,000 

Ottenberg,  Hannah  to  U  S  TRUST  CO  of  N  Y,     119th  st.  Nos  204 
to  210,  s  s,  84.5  e  St  Nicholas  av,  4  lots,  each  43.9x100.11.     4 
morts,   each   $30,000.      Sept   5,   due,   &c,   as  per   bond.      Sept   12. 
.     1906.     7:1924.  120,000 

'  Fohfeine,  Charles  to  Stealy  B  Rosslter.  28th  st.  No  346,  s  s, 
275.1  e  9th  av.  21.5x98.9.  P  M.  July  18,  due  Sept  12,  1909. 
4H%.      Sept   13,   1906.     3:751.  12.000 

Press  .Adolph  to  Phillip  Tenzer.  119th  st,  Nos  336  and  338.  s  s, 
230  w  Ist  av,  35x100.11.  P  M.  Sept  1,  2  years,  67c.  Sept  13. 
1906.      6:1795.  2,750 

Falser,  Albert  R  and  Geo  N,  of  Belleville.  N  J.  to  Martha  Falser, 
West  Broadway,  No  175,  e  s,  50  n  Worth  st,  20x27x20x26.10: 
with  use  of  alley  on  north.  Equal  lien  with  2  morts  tor  $500 
each.     May  1,   1905,  demand,   6%.     Sept   13,   1906.     1:176.      500 

Same    to   Mary   A   Cutter.     Same   property.     Equal   Hen   with   2 


morts  for  $500  eacbr   May  1,  1905.  demand,  6%. 
1:176. 
Same  to  Eliza  K  wife  Parke  Burnett, 
with  2   morts   for  $500  each.     May 
13,    1906.      l:17(i. 


Sept  13,  1906. 
500 
Same  property.     Equal  lien 
1,   1905,   demand,   6%.     Sept 
500 


Pullman,  Max  M  with  Pincus  H  Greenbladt.  Av  A,  No  1409.  Agree- 
ment as  to  payment  of  mort,  &c.  Sept  10.  Sept  11,  1900.  5:- 
1470.  nom 

Pruden,  Russel  G  to  Margt  Schmidt  guardian  Loretta  R  Schmidt 
and  ano.  53d  st.  No  315,  n  s,  200  w  8th  av.  25x32.10x25x31.10. 
July  24,   3   years,   5%.      Sept   12,    I'.MKi.      4:1044.  5.000 

Peck,  Edwin  H,  Mt  Vernon,  N  Y.  and  Walter  J  Peck,  N  Y,  to 
EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S.  107th  St.  Nos  205 
to  211.  n  s,  1,50  w  Amsterdam  av.  150x100.11.  Sept  8,  due  Oct  1, 
1908,  57c.     Sept  12,   1906.     7:1879.  135,000 

Purdy,  Sarah  A  and  C  Franklin  with  Charlotte  T  Holsapple. 
9(!th  st.  No  64.  s  s,  140  e  Columbus  av,  20x100.8.  Extension 
mort.      Nov   2,    1904.      Sept    10,    liWO.      4:1209.  nom 

Pitilli,  Luigi  to  Giuseppe  Tuoti.  lOSth  st,  No  222,  s  s.  311  e  3d 
av,  24.6x100.11.  Prior  mort  $7,000.  Aug  8,  due  Feb  S,  1908,  67f. 
Sept   12.   190ti.     0:l(i57.  2.700 

Pomeranz.  Samuel  to  Henry  Rockmore  and  ano.  56th  st.  Nos 
324  and  326,  s  s.  294.2  e  2d  av,  44.10x100.5x42.9x100.5.  Build- 
ing loan.  Prior  mort  $21, .500.  Sept  7,  due,  &c.  as  per  bond. 
Sept  8.   1906.     5:1348.  15.000 

Peck,  Louis  and  Max  Scoboloff  to  Samuel  Wacht.  Amsterdam  av. 
No  1600,  n  w  cor  ISUlh  st.  No  501,  24.11x100.  Building  loan. 
Sept  5,   1  year,  67f.     Sept  7,  190(>.     7:2071.  19,000 

Paul,  Frank  M  to  Lion  Brewery  of  N  Y  City.  5th  av.  No  1460. 
Saloon  lease.     Aug  30,  demand,  6%.     Sept  7,  1906.    6:1717.     2, .500 

Quinlan,  Daniel  J  to  U  S  TRUST  CO  of  N  Y  trustee  for  Florence 
Baldwin  under  deed  of  trust.  130th  st.  No  20,  s  s.  143.4  w 
Madison  av.  16.10x99.11.  P  M.  Sept  10,  1906,  due,  &c,  as  per 
bond.      6:1754.  6.O0O 

Queens  Land  &  Title  Co  to  TITLE  GUARANTEE  &  TRUST  CO. 
Certificate  as  tcr  consent  of  stockholders  to  morts  aggregating 
$500,000.     Sept  1.     Sept  13.   1906.     Miscl.  

Romm.  Louis  to  Joseph  C  Levi  in  trust  for  Levy  &  Friedman.  1st 
av,  Nos  2091  and  2003,  n  w  cor  107th  st,  No  341,  39x71.10. 
Prior  mort  $44,000.     Sept  13.  lOOl'.,  demand,  6%.     6:1679.      10.000 

Rosenzweig,  Simon  to  Rosa  Frankel.  100th  st.  No  1.56.  s  s,  275 
w  3d  av,  25x100.11.     Sept  8,  1  year,  67c.     Sept  13,  1906.  6:1627. 

5,000 

Romm.  Louis  and  Morris  to  ITALIAN  SAVINGS  BANK  of  City  of 
N  Y.  1st  av,  Nos  2091  and  2093,  n  w  cor  107th  st.  No  341, 
39x71,10.      Sept    10,    3    years,    5%%.      Sept    13,    190(5.      0:1679. 

44,000 

Romm,  Louis  and  Morris  to  ITALIAN  SAVINGS  BANK  of  City  of 
N  Y.  1st  av,  Nos  2a)l  and  2093.  w  s.  39  n  107th  st,  36.7x71.10. 
Sept   10,   3  years.   5^4 7f,      Sept   13.   1906.      6:1679.  30.000 

Rosenberg.  Joe  and  Max  Greenman  to  Louis  Kovner  and  ano. 
2d  av.  No  2071,  w  s,  75.11  s  107th  st,  25x75.  P  M.  Prior  mort 
$14.0(X>.     Sept  16,  3  years,  6%.     Sept  13,  1900.     6:16.56.         6.000 

Rofrano.  Michl  A  to  Bernard  Golden.  Cherry  st.  No  110,  n  s,  abt 
60  w  Catharine  st,  12.7x90.  P  M.  Sept  10,  3  years,  6%.  Sept 
11,   lilOti.     1:252.  3.000 

Rodgers.  John  C  with  COLLEGE  POINT  SAVINGS  BANK.  Lenox 
av.  No  326.  Subordination  agreement.  Sept  10.  Sept  11,  1906. 
6:1724.  nom 

Rose,  Morris  and  Louis  Norman  to  TRUST  CO  OF  AMERICA,  a 
corporation.  Broome  st.  No  243,  n  w  cor  Ludlow  st,  Nos  77  and 
79,   26.8x87.6.     Aug  31,   5  years,   57c.     Sept   11,   1906.     2:409. 

51.000 

Rutland  Realty  Co  and  Metropolitan  Impt  Co  with  Commonwealth 
Mortgage  Co.  Riverside  Drive,  e  s.  600.2  s  127th  st,  75x.S6.  Sub- 
ordination agreement.     Sept  10.     Sept  11.  1906.     7:1994.  nom 

Ringer,  Anna  T  widow  and  devisee  and  Fredk  C  Ringer  devisee 
Ernest  Ringer  to  Levi  S  Tenney  trustee  under  deed  of  trust,  dated 
Aug  11,  1896.  22d  St.  No  112.  s  s,  235  w  Lexington  av,  20x98.9, 
equal  lien  with  mort  dated  Feb  4,  1901.  Due  June  1,  1910,  5%. 
Sept   12.   1906.     3:877.  5,000 

Royal  Trust  Co  of  Montreal,  Canada,  vendor  and  trustee  with 
Central  Vermont  Railway  Co.  Rolling  stock,  &c.  Equipment  agree- 
ment. Aug  1,  $1.^,000  in  cash  and  balance  in  10  installments 
of  $20,000  each  ending  Aug  1,  1916,  ■i^'/c-  Sept  12,  1906; 
GenI   morts.      Gold   bonds.  218.000 

Ryan.  Joseph  P  to  LAWYERS  TITLE  INS  &  TRUST  CO.  37th  st. 
No  337,   n  s,   153  w  1st  av,  25x94x25.3x90.6.     Sept  7,  1906,  5 


9,000 
s  w  s,  169.9 
installs,  6%. 
6.O0O 
2d  st.  No  159,  s  w  s,  145.3 


2d  st.  No  161 
P  M.     Sept  1, 


Sept  1,  installs,  0%. 
5.000 


years,    5%.      3:943. 
Rappaport,  Meyer  to  Gottfried  Furck. 

s  e  Av  A,  24.6x105.6.     Leasehold. 

Sept   10,   1906.     2:397. 
Rappaport,  Meyer  to  Gottfried  Furck 

s   e   Av  A,  24.6xl05.(!.     Leasehold.     P  M. 

Sept   10,   1906.     2:397. 
Rapp,  Saml  to  Harris  D  Colt.     79th  st.  No  1.34,  s  s,  74  w  Lexing- 
ton av.  18x102.2.     Aug  22,  due  Dec  1,  1911,  47c.     Sept  10,  190<i. 

5:1413.  14.000 

Scheinberg.    Joseph    R    to    Adolph    Scheibel    and    ano.      Lenox    av, 

Nos  88  and  90.  e  s,  27.11   s  115th  st,  2  lots,  each  36.6xl(J0.     2 

P  M  morts,  each  $3,250;  2  prior  morts,  $.54,000.     Sept  10,  1906, 

due  Mar  10.  1908.  67c.     6:1.598.  6.500 

Seiniger,   Saml    to   Emma   Pflzenmayer   and   ano   exrs   Chas   Pfizen- 

mayer.     Cherry  st.  No  136,  n  s,  239.3  e  Catharine  st,  25.8x104.2. 

P  M.     Sept  6,  3  years.   5>4%.     SepflO,  1906.     1:253.  20,000 

Seiniger,   Saml   to  Ella  N   Seiniger  et  al.    Cherry  st,  No  136,  n  s, 

239.3   e    Catherine    st.   25.8x104.2.      P   M.      Prior   mort   $20,000. 

Sept  0,  4  years,  07c.     Sept  10,  1906.     1:253.  11.000 

Schmidt,   Louis   to  Geo  Ehrei.     42d  st.   No  145  West.     Leasehold. 

P    M.      Sept    1,    installs,   —%.      Sept   10,    1906.      4:995. 

notes,    50,000 
Schuman.  Wm  B  to  Francis  Goodman.     53d  st,  Nos  549  and  551, 

n  8.  100  e  11th  av,  50x09.2x50.4x76.1.     Prior  mort  $6, .500.     Sept: 

8.  2  years.  ti%.     Sept  10.  1906.     4:1082  3.000 

Seventy-Sixth    Street    Co    to    Robert    Goodbody.      West    End    av, 

No  336,   9   e  cor   76th  at,  79.4x100.     P   M.     Prior  mort  $425,- 

000,      Sept   8,   due   Oct   1,    1910.   67c.      Sept   10,   1906.     4:1167. 

77,600 
Schmltt,  Margaretha  with  Minnie  T  Marsh.     Clinton  st.  No  66,  e  s, 

78.10  n  Rlvlngton  st,  21,2x75,    WaJver  of  priority  of  mortgage. 

Sept  6,     Sept  7,  1906.    2:349.  nom 


Tlie  text  of  thei>e  pages  1b  copyrighted.     All  rights  are  reserved.    Notice  Is  herebr  sItod  that  Infringement  will  lead  to  prosecution. 


September  15,  1906       Mortgages 


RECORD    AND    GUTOE 


Bronx 


4flS 


Adaptable  for 

Offices  and  Residences 

Systems  of  Less  Than  Five  Stations 


Interior  Telephones 

Fifty  Cents  a  Month 


No  Installation  Charge 
No  Maintenance  Charge 


THE  AnENTION  OF  ARCHITECTS  AND  BUILDERS  IS  PARTICULARLY  CALLED  TO  THE  ADVANTAGES  Of  OUR  SYSTEMS. 
RATES  FOR  SYSTEMS  OF  OVER  FIVE  STATIONS  AND  ALL  OTHER  INFORMATION  MAT  BE  OBTAINED  UPON  APPLICATION. 

NEW     YORK     TELEPHONE     COMPANY 


I  16  WEST  38th  STREET 


16  DEY  STREET 


220  WEST  124th  STREET 


Simon,  Monroe  L  and  Louis  Celler  to  American  Mortgage  Co. 
Columbus  av,  No  74.  s  w  cor  63d  st.  Nos  100  to  104,  runs  s 
2,5.8  X  w  100  X  s  74.9  x  w  25  x  n  100..5  to  st  x  e  12.">  to  begin- 
ning.    P  M.     Sept  6,  3  years.  5%.     Sept  7,  10O6.     4:1134.      65.000 

Schutte.  Anna  wife  of  and  Henry  D,  and  Helena  Ranken  to  Na- 
tional Surety  Co.  South  st,  Nos  59  and  GO,  n  w  cor  Wall  st,  No 
120,  30x38.  Prior  mort  $25,000.  Aug  23,  secures  indemnity 
for   .$20,000.      Sent   8.    190(J.      1:37.  

Stokes.  I  N  Phelps  to  TITLE  GUARANTEE  &  TRUST  CO.  Park 
av.  No  976,  s  w  cor  S3d  st,  Nos  70  and  72.  25.6x90.  Aug  31, 
due.   &c,  as  per  bond.     Sept  7.  1906.     5:1494.  30,000 

Staffe.  Joseph  to  Frederic  D  Weekes.  Mulberry  st.  No  173.  w  s. 
130.3  s  Broome  st,  24.11x71.7x24.4x6,8.6;  Centre  Market  pi,  No 
8,  e  s,  138.2  s  Broome  st,  24.4x70.8x24.4x69.9.  Sept  10,  due 
Nov  1,  1908,  C,%.     Sept  13,  1906.     2:471.  2,000 

Stein.  Meyer  W  to  Howard  0  Patterson.  79th  st.  No  338,  s  s.  199 
w  1st  av,  17x102.2.  Sept  7,  due  Jan  2,  1908,  6%.  Sept  8,  1906. 
5:145.3.  3,000 

Schrank,  Pincus  to  BOND  &  MORTGAGE  GUARANTEE  CO.  Am- 
sterdam av.  No  803,  e  s,  25.2  n  99th  st,  24.11x100.  Sept  11, 
4  years,  — 7o.     Sept  12.  1906.     7:1854.  23,000 

Shapiro,  Levy  &  Starr,  a  corporation,  to  Nathan  Hutkoft.  .S9th 
st,  No  316,  s  s,  200  e  2d  av,  25x75.  P  M.  Prior  mort  $11,500. 
Sept   1.   3   years,   (j%.      Sept   12,   1906.      3:944.  3,500 

Sulla,  Alfredo  to  Lion  Brewery.  100th  st,  Nos  401  and  403, 
n  e  cor  1st  av.  No  1940.  Saloon  lease.  Sept  6,  demand,  6%. 
Sept   12,   VMij.     6:1694.  1,200 

Siris,  Jacob  and  Pincus  Malzman  to  Solomon  Wronker.  Ludlow 
st.  No  144,  e  s,  175  n  Rivington  st,  25x89.4.  P  M.  Prior  mort 
y21,(:HX).     Aug  31.  1  year,  67c.     Sept  11,  1906.     2:411.  9.000 

Schwartz.  Abraham  to  Simon  Banner.  Rivington  st.  No  227,  s  s, 
50  w  Willett  st,  25x100.  Prior  mort  $35,000.  Sept  10,  3  years, 
6%.     Sept  11,  1906.     2:338.  3.000 

Schwartz,  Abraham  with  Simon  Banner.  Rivington  st.  No  227, 
s  s,  50  w  Willett  st,  25x100.  Agreement  as  to  mortgage,  &c. 
Sept  10.     Sept  11,  1906.     2:^38.  nom 

Schiff.  Hyman  to  Wm  J  Spielberger.  8th  st.  No  364,  s  s,  1.58.3  e 
Av   C,   24x07.6.      Sept   10,   installs,   6%.     Sept   11,   1906.     2:377. 

3,000 

Sardone,  Martin  and  Michele  Laforgia  to  Kips  Bay  Brewing  and 
Malting  Co.  11th  st,  No  305  East.  Saloon  lease.  Demand.  6%. 
Sept  11.  1906.     2:453.  1.000 

Sturges,  Henry  M  J  to  Geo  W  Sturges.  35th  st.  No  311,  n  s,  1.50 
w  Sth  av,  19.6x98.9.  Sept  6,  demand,  — %.  Sept  11,  1906. 
3:759.  850 

Sax,  Jacob  M  to  Marjorie  G  Singer.  74th  st.  No  427,  n  s,  317.2  e 
1st  av,  20.10x59.9x21x63.1.  Sept  10,  3  years,  5%.  Sept  11, 
1906.     5:1469.  4,500 

Stanley,  Mary  F  to  Amalie  Seldner.  87th  st.  No  133,  n  s,  36.2  w 
Lexington  av.  16.5x100.8.  P  M.  5  years,  5%.  Sept  11,  1906. 
5:1516.  9,500 

Stern,  Isidore  to  Katherine  L  Rothwell.  116th  st.  No  112,  s  s, 
185  w  Lenox  av,  20x100.11.  P  M.  Prior  mort  $20,000.  Sept 
10.  3  years,  6%.     Sept  11,  1906.     7:1825.  5,250 

Stern,  Isidore  to  BenJ  A  Williams  exr  May  A  Williams.  116th  st, 
No  112,  s  s.  185  w  Lenox  av,  20x100.11.  P  M.  Sept  10,  5  yrs, 
5%.     Sept  11,  1906.     7:1.825.  20.000 

STATE  BANK  with  Hyman  Horwitz.  Amsterdam  av,  Nos  2183  and 
2185,  e  s,  236.1  n  167th  st.  75x100.  2  subordination  agree- 
ments.    Sept  11.     Sept  13,  190(5.     8:2112.  nom 

Tyler,  James  G  to  John  H  Peck.  215th  st,  n  s.  50  e  9th  av.  50x 
99.11.  Prior  mort  $6,000.  Sept  5,  1  year,  — %.  Sept  11,  1906. 
8:2196.  3,aX» 

Tierney,  Edw  F'  to  Laura  S  Heilner.  Lexington  av.  No  566,  w  s, 
89  n  50th  st,  20x80.     P  M.     1  year,  G%.    Sept  11,.  1906.     5:1305. 

5,000 

Tutaro,  Luigi  to  Henry  Ellas  Brewing  Co.  Pleasant  av.  No  291,  w 
s,  100.8  s  116th  st,  25.6x94.  Prior  mort  ?25,309.  Sept  11,  1906, 
demand,   — %.     6:1709.  1.500 

Tielman,  Abraham  and  Louis  Routman  with  Davis  Berkman  and 
ano.  16th  st,  No  601,  n  e  cor  Av  B,  Nos  275  and  277,  93x42. 
Agreement   modifying  mortgage.      Sept   11.   1906.     3:984.  nom 

Tenny,  Levi  S  trustee  under  deed  of  trust  dated  Aug  11.  1896,  with 
Anna  T  and  Fredk  C  Ringler.  22d  st.  No  112.  s  s,  235  w  Lexing- 
ton av,  20x98.9.     Extension  mort.     Sept  12,  1906.     3:877.  nom 

Thumen,  Nathan  and  Oscar  Lehrer  to  Samuel  Laber.  7th  st.  No 
241,  n  s,  544.2  w  Av  D,  24.5x97.6.  P  M.  Prior  mort  $33,7.50. 
Sept  6,  3  years,  6%.     Sept  7,  1906.     2:377.  5,250 

Unruh,  Augusta  to  Charlotte  E  Moorhouse.  14th  st.  No  417.  n  e  s. 
219  s  e  1st  av,  2.5x103.3.  Leasehold.  Sept  6,  installs,  6%. 
Sept  7,  1906.     3:946.  3,000 

Victor  Land  &  Impt  Co  with  Robert  Henry  and  ano.  47th  st.  No 
633  West.  Agreement  as  to  reduction  of  Interest.  Sept  10. 
Sept  13,  lOOfi.     4:1095.  nom 

Van  Nest,  G  Willett  with  TITLE  GUARANTEE  &  TRUST  CO. 
Park  av.  No  976,  s  w  cor  83d  st,  Nos  70  and  72,  25.6x90.  Sub- 
ordination agreement.     Aug  31.     Sept  7,  1906.     5:1494.  nom 

Weekes,  John  A  and  Bernard  Golden  to  Alice  D  Weekes.  New 
Bowery,  No  9,  B  e  s,  at  s  w  s  New  Chambers  st,  Nos  52  and  54, 
runs  s  e  36.4  x  s  18  x  w  22.5  x  n  30.10  x  w  17  6  x  n  e  20.2  to 
beginning.     Sept  8,  due  Nov  1,  1911,  5%.     Sept  10,  1906.     1:115. 

16,000 

Weekes,  John  A  and  Bernard  Golden  to  Alice  D  Weekes  Jr.     Oak 


st.  No  8,  n  s,  23.9  e  Chestnut  st.  22.5x47.10x22.5x47.8.  Sept  8. 
due   Nov   1.   1011,  5%.     Sept   10,   1906.     1:115.  10,000 

Wirth,  Chas  J  to  Alfred  L  M  Bullowa  et  al.  12th  st.  No  407,  n  s, 
100  s  e  1st  av,  runs  n  e  47.11  x  n  54.10  x  e  25  x  s  .58..8  x  e  1.5 
X  s  w  59  to  st  X  n  w  24.4  to  beginning.  Sept  5,  due  Mar  1. 
1908,   6%.     Sept   10.   1906.     2:440.  11,.500 

Wilson,  Max  S  A  to  Wm  T  Hookey.  Cathedral  Parkway,  s  s.  175 
w  Manhattan  av,  runs  w  50.3  x  s  w  on  curve  —  x  e  —  x  n  72.11  to 
beginning:  109th  st,  n  s.  2.50  w  Manhattan  av,  runs  n  72.11  x  w 
—  x  s  w  on  curve  —  to  Columbus  av  x  e  100  to  beginning.  P  M. 
Aug  23,  due  May  23,  1907,  —%.     Sept  10  .1906.     7:1845.      36.500 

Same  to  same.  Same  property.  Building  loan.  Sept  10,  1906, 
due   May  23,   1907,   0%.  77..500 

Weil.  Jonas  and  Bernhard  Maver  with  Clara  Rothschild.  Park 
av.  No  1310,  w  s,  75.11  s  lOOth  st,  2.5x73.3;  Park  av.  No  1314, 
w  s,  25.11  s  lOOth  st,  2.5x73.3.  Agreement  and  declaration  as  to 
mortgages.     Sept  7.     Sept  10,   1906.     6:1605.  nom 

Whitson,  Eliz  T  Flushing,  L  I,  to  John  H  Droge.  Maiden  lane. 
No  68.  w  s,  about  35  south  William  st,  25  in  front  xl9-6  in  rear 
and  a  jog  of  2  courses  5. .8x4. 4x55. .5  on  n  to  Liberty  st.  No  11.  and 
on  s  42.4;  also  gore  at  s  cor  above.  Sept  8,  3  years,  5%.  Sept 
11,    1906.      1:66.  1,000 

Weigert,  Abram  A  and  Alexander  A  Tausky  to  Emma  Hassey. 
14th  st.  No  4.36.  s  s,  121.11  w  Av  A,  22x78.3x26.3x63.10.  1  year, 
,5%.     Sept  11,  lOOtJ.     2:441.  12,000 

Werckle,  August  to  Charlotte  C  Eickott.  .55th  st.  No  334  s  s, 
2.59.6  w  1st  av,  27.\— x37.7xl00  5.  Sept  10,  due  Sept  1,  1911. 
5%.      Sept   11,   1906.     5:1347.  16,000 

Walton  Realty  Co  to  Julius  J  Frank  TRUSTEE.  2d  av.  No  1394,  e 
s.  76.2  n  72d  st,  26x85.  Sept  10,  3  years,  5%.  Sept  11,  1906. 
5:1447.  18,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Sept  10.     Sept  11.  1906.  

Weiss,  Morris  L  to  Helen  M  Kelly  guardian  Eugenia  Kelly.  49th 
st,  Nos  320  to  .324.  s  s  263.4  e  2d  av.  .56.7x100.5.  Sept  10,  5 
years,  5%.     Sept  13.  190(!.     5:1341.  52,000 

Wanninger,  Charles  to  Fredk  A  Schermerhorn  trustee  Adeline  E 
Schermerhorn.  Park  av.  No  1143,  e  s,  20.5  n  91st  st,  10x70. 
Sept    12,    1    year,    4y2%.      Sept    13.    1900.      5:1.520.  12,000 

Weisberger,  Moritz  and  Adolph  Haendler  to  Saml  Leder.  Attorney 
St.  No  1.56,  e  s,  1.50  n  Stanton  st,  25x100.5.  Certificate  as  to 
amount   due   on   mort.      Sept   11.      Sept  13,   1900.     2:345.  

Windsor  Trust  Co  witht  Harry  M  Austin.  5th  av.  Nos  564  to 
568,  w  s.  27.1  n  46th  st,  52.8xl00x  irreg  x76.  Extension  mort. 
July  6.      Sept  12.    1906.     5:1262.  nom 

Wolper,  Max  and  Saml  Cantor  to  Levi  W  Rubenstein  et  al.  51st 
st,  Nos  246  and  24S.  s  s,  100  w  2d  av.  40x100.5.  P  M.  Prior 
mort  $47,000.     Sept  10,  due  April  9,   1909,   6%.     Sept  12,  1906. 

3.500 

Weinstein,  Abraham  D  with  Bertha  Zucker.  110th  st,  Nos  245 
to  249,  n  s,  116.8  w  2d  av.  37.6x100.11.  Agreement  modifying 
mortgage.  &c.     Sept   4.     Sept   12,   1906.     6:1660.  nom 

Weinstock.  Samuel  and  George  Brown  to  Elias  Rosenblum.  Grand 
st,  Nos  484  to  488,  n  e  cor  Willett  st,  .50x62.  P  M.  Prior  mort 
$89,1.50.      Sept   7,    1.906,   due    Sept    1.    1911,   {T/r.      2:336.  5,000 

Weil,  Jonas  and  Bernhard  Mayer  and  Louis  Haims  with  Samuel 
A  Tannenbaum  and  Morris  Gintzler.  6th  st.  Nos  709  and  711 
East.      Subordination   agreement.     Sept  4,     Sept   8,   1906.   2:37(>. 

nom 

Weinstein,  Charles  I  and  Max  to  Saul  Wallenstein.  104th  st,  n  s, 
200  e  5th  av,  50x100.11;  104th  st,  n  s,  300  e  Sth  av,  50x100.11. 
Building  loan.     Prior  mort  .$30,000.     Aug  31,  1  year,  07c.     Sept 

7.  1906.     6:1610.  .50,000 
Yachabowitz,  David  B  and  Richel  Birgenbaum  to  Solomon  Reiner. 

1st  av.  No  3.52,  e  s,  46  s  21st  st.  23x68.8.  P  M.  Sept  6,  1  year, 
6'%.      Sept   10,   1906.     3:9.52.  525 

Yogg,  Morris,  Newark.  N  J.  and  Max  B  Juditsky,  Brooklyn.  N  Y,  to 
Harris   Mandelbaum   and  ano.      Lenox   av,   Nos  427  to  433,  w  s, 
,50  s   132d   st,  99.11x75.      Prior  mort   $93,400.     Sept  7,   due   Feb' 
6,   lfH>7,  6%,.     Sept  11.   1906.     7:1916.  16,000 

Yudkoff,  Louis  to  Barnett  Hamburger.  76th  st.  No  346,  s  s,  300, 
e  2d  av,  25x102.2.     Sept  12,  demand,  G%.     Sept  13,  lOOi.  5:1450. 

6,7.50 

Zimmerman,  Louis  to  Aaron  Goodman.  2d  av.  Nos  1094  and  109(i, 
e  s,  60.3  s  5Sth  st,  40.2x100.  P  M.  Aug  22,  due  Sept  1,  1907. 
6%.     Sept  13,  1906.     5:13.5f».  _     8,000 

Same  to  same.  Same  property.  Aug  22,  due  Sept  1,  1907,  6%. 
Sept   13,    1906.      5:13.50.  23,000 

Zwetschkenbaum,  Wolf  and  Nathan  Z  Baum  to  WASHINGTON 
TRUST  CO  of  City  N  Y.  KUh  st.  No  621,  s  s.  313  e  Av  B,  2.5x 
92.  Aug  14,  3  years.  57f..  Aug  15.  1906.  3:984.  Corrects  er- 
ror in  Issue  of  Aug  18,  when  st  No  was  62.  13,000 

BOROUGH   OF    THE   BRONX. 

Under  this  head  the  •  denotes  that  the  property  is  located  in  the 
new  Annexed  District   (Act  of  1895). 

AJax  Construction  Co  to  Goodwin  Brown  committee  Russell  Haas.' 
Tlmpson  pi,  e  b,  116.8  n  144th  st.  16.8x85.3x17.5x80.1.  Cer- 
tificate as  to  consent  of  stockholders  to  mort  for  $4,500.     Sept 

8.  Sept  11,  1906.     10:2600.  

Amsler,  Jacob  H  and  Herman  Schoenlank  to  Wm  R  Moore.     Hull 

av.  w  B,  325  s  200tb  st,  50x100.  P  M.  Sept  11,  1906,  90  days. 
6%.     12:3347.  3,500 


The  text  of  these  pages  Is  copyrighted.     AH  rights  are  reserreS.    Notice  Is  hereby  given  that  Infringement  will' lead  to  prbsecutton. 
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Bay  Ridge  Property 
Our  Specialty 


-FWth  Ave.and  79th  St.,  Brooklyn,  N.  Y. 

Telephone,  724  Bay  Ridge 
Brancb  Office :  Bay  BIdge  Ave. ,  cor.  Fort  Hamilton  Ave. 


Alexander  Gautio  to  Nicholas  Hodes.  Jerome  av,  e  s.  27.7  n 
lG7th  St,  20.4x101.1x185x109.8.  P  M.  Sept  7,  due  Mar  7, 
1;K)S,   6%.     Sept   11,   1906.     9:2489.  700 

Same  to  same.  Jerome  av,  e  s,  47.11  n  lC7th  st,  20.7x92.oxl8.8x 
101.1.  P  M.  Sept  7,  due  Mar  7,  1908,  G%.  Sept  11.  190IJ. 
9:2489.  "<X) 

Same  to  Moses  Jatfe.  Jerome  av,  e  s,  89.1  n  lC7th  st,  21.3x 
74.8x19.3x83.8.  P  M.  Sept  7,  due  Mar  7,  1908,  6%.  Sept  11, 
l!H»i;.     9:2489.  •  TOO 

Same  to  same.  Jerome  av,  e  s,  68.6  n  167th  st,  20.7.x83.8xl8.8x 
92.5.    P  M.     Sept  7,  due  Mar  7,  1908,  G7c.     Sept  11,  1900.  9:2489. 

700 

•Aronson,  Felix  to  Harriet  West.  St  Lawrence  av,  e  s,  100  n 
Merrill  st.  25x100.     Sept  10,  3  years,  5%.     Sept  11,  1906.      4,000 

Ajax  Construction  Co  to  Goodwin  Brown  committee  Russell  Haas. 
Timpson  pi,  e  s,  110. 8  n  144th  st,  10.8x85.2x17.5x80.10.  Sept 
8,  3  years,  b%%.     Sept  10.   1906.     10:2600.  4.500 

Ambriola,  Gaetano  to  Julius  H  Haas.  Hughes  av  (Frederick  st), 
e  s,  bet  18nth  st  and  Pelham  av,  and  being  lot  204  map  property 
S  Cambreling  et  al.  25x87.6.  P  M.  Sept  1,  1  year,  6%.  Sept 
10,    1906.      11:3078.  4(K) 

*Adt,  Henry  to  Wilhelmina  Leibler.  Kingsbridge  road,  s  e  cor 
Digney  av,  lot  8  map  Wakefield.  Sept  7,  5  years,  5%.  Sept  10, 
1906.  3,800 

Arena.  Guiseppe  to  Louisa  K  Kuntz.  Washington  av,  w  s,  bet 
163d  st  and  164th  st.  and  at  s  e  s  lot  12.  runs  s  w  25  x  n  w 
100  X  n  e  25  X  s  w  100  to  beginning,  except  part  tor  av,  being 
part  of  lot  9  map  Morrisania.  Sept  7,  1006,  3  years,  57c. 
9:2385.  4.500 

*Bauer,  Constantine  to  .\dolph  Landau.  4th  st,  n  s,  and  being 
lots  174  and  175  map  No  2  St  Raymond  Park.  P  M.  Aug  30, 
1  year,  (!'/f.     Sept  7,   1906.  900 

Benedix,  Oswald  to  Protestant  Episcopal  Society  of  Lewisboro, 
N  Y.  Hull  av.  e  s,  182.4  n  205th  st,  25x100.  July  30,  3  years. 
.5%.      Sept  8,   1906.      12:3350.  2.500 

*Bruckner,  Henry  to  Francis  B  Chedsey  and  ano  exrs  Oscar  V 
Pitman.  Kossuth  av,  s  s,  50  w  Concord  st,  25x100,  South  Mt 
Vernon.     P  M.     Aug  22,  due  Sept  7,  1909,  5%.     Sept  8,  1906.      500 

*Same  to  same.  Concord  st.  e  s,  100  s  Kossuth  av,  25x100.  P  M. 
Aug  22,  due  Sept   7,  1909.  59!^.     Sept  8.  1906.  500 

Bellino,  Ralph  to  James  E  Smith.  175th  st,  n  s.  100.10  w  Cro- 
tona  av,  100x195.7.  except  part  for  st.  P  M.  Prior  mort  .$6,000. 
Sept  8.  1  year,  6%.     Sept  10,  1906.     11:2945.  _  3,000 

Buckley,  John  to  James  Cotter.  Mohegan  av,  s  e  oor  179th  st,  39.1 
xl45.6x39.1xl45.2.      Sept   10,   1906.   1  year,  57r.      11:3123.       1.500 

•Brown.  Thos  R  to  Jos  J  Gleason.  172d  st,  w  s,  200  n  Gleason 
av,  25xl(M_>.     Sept  5.  3  years,  5%.     Sept  10,  1900.  4.(KX) 

*Same  to  same.  Same  property.  P  M.  Prior  mort  $4,000.  Sept 
5,  3  years,  5%.     Sept  10.  1906.  1  000 

Becker.  Peter  A  to  Henry  Elfers.  Leggett  av.  No  1080.  s  w  s,  48.2 
s  e  Dawson  st,  23x95.7x23x93.9.  P  M.  Prior  mort  $3,500.  Sept 
,S,   installs,  6'/f.     Sept  10,   1906.     10:2686.  3,000 

Bohmer,  Christian  to  Magdalena  M  Bork.  160th  st.  n  e  s,  at 
n  w  s  Courtlandt  av,  8S.x51.6.  Sept  10,  3  years,  — %.  Sept  11, 
1906.     9:2419.  5,000 

*Bekker,  Max  M  to  August  Diener.  178th  st,  s  s,  12.)  e  Bronx 
Park   av,   25x100.      P   M.     Sept   10,   1  year,   6%.     Sept   11,   1906. 

1.800 

Blernesser,  Joseph  G  to  Hewlett  S  Baker  et  al  trustees  Fordham 
Methdist  Episcopal  Church.  Belmont  av.  n  w  s.  bet  183d  st  and 
Crescent  av.  25  n  line  bet  lots  35  and  36,  runs  n  w  100  x  n  e 
25  X  s  e  IW  to  av  X  s  w  25  to  beginning,  being  part  of  lot  36 
map  Belmont  Village.  Sept  1,  5  years.  5%.  Sept  11.  1906. 
11:3087.  3,000 

♦Barry,  Mich!  to  Walter  W  Taylor.  Birch  st,  e  s,  200  s  Cornell 
av,  50x100,  Eastchester  and  Westchester.  P  M.  Aug  31,  2 
years,  67r.     Sept  10,  1906.  650 

Barry,  Marv  G  to  Frank  Shiller.  Anthony  av.  w  s.  291.11  n  Burn- 
side  av,  16.8x100.  Prior  mort  .$2,000.  Sept  13,  1906,  3  years, 
5'7c.      11:31.56   and   3101.  3,000 

*Bronxdale  Realty  Co  to  Lambert  G  Mapes.  Road  leading  from 
Westchester  Village  to  Pelham  Bridge,  n  w  s,  adj  land  Wm 
Palmer,  runs  n  w  77  x  n  e  SO  x  n  w  177  to  Westchester  Creek  or 
Mill  Pond  X  n  e  120  x  e  200  to  said  road  x  s  w  200  to  begin- 
ning, Westchester,  except  part  conveyed  to  Cath  A  Skinnon  by 
deed  dated  Oct  13,  1895,  adj  above  on  south,  80x79.6.  July  30, 
3  years.  5%.     Sept  13,  1906.  7,000 

Brown,  John  to  Leopold  Ehrmann.  149th  st,  n  s,  ISO  e  Brook 
av,  2  lots,  each  60x75.  2  morts.  each  .$11,000;  2  prior  morts, 
$80,500  each  on  this  and  other  property.  Sept  12,  1  year.  ii%. 
Sept   13.   1906.     9:2276.  22.000 

Burke,  Richd  H  to  Jos  H  Mahan.  Briggs  av,  n  s,  227.4  e  198th 
st,  7.5x100.     Sept  12,  demand,  6%.     Sept  13,  1906.     12:3.302.     1,000 

•Bowne  (Thos  B)  &  Son  Co  to  Josephine  Krueger.  Dock  st.  n 
e  s.  100  s  e  Thomas  st,  50x100.  P  M.  Aug  30,  3  years,  67f. 
Sept    12,    1906.  1,400 

Blerbrauer,  Philipp  to  GERMAN  SAVINGS  BANK  in  City  N  Y. 
161st  st  No  975  n  s  112.11  e  Tinton  av  19.2x100.  1  year  5%. 
Sept    12    1906.      10:266.8.  2000 

Becker  Gustave  and  Max  and  Hevman  Kaplan  to  Harris  Fried- 
man and  ano.  Prospect  av  w  s  207.8  s  166th  st  37.10xl44.5x 
38.6x144.5.     Aug  15,  demand,  6%.     Sept  12,   1906.     10:2679.     5000 

*Bussoni,  Sixte  to  Ernest  Giambruno.  Robin  av.  n  w  cor  Madison 
av.  ia)x.50.     Sept  10.  1  year,  (i'/c     Sept  12,  1906.  1.000 

Bruckner,  Henry  to  Benj  Hochbaum.  Oneida  av.  n  e  cor  236th 
St.  200x125  to  237th  st.  P  M.  July  3.  1906.  2  years.  6%. 
12:3371.  Corrects  error  in  issue  of  July  7,  when  description 
of    property    ran    to    235th    st.  3.000 

•Crystal.  Annie  to  Saml  Baturin.  229th  st.  s  s.  205  e  4th  st.  100 
xll4,  Wakefield.  P  M.  Prior  mort  $2  000.  Sept  10,  due  Nov 
15,  1907,  ()%.     Sept  11.  1906.  1.000 

•Clark.  James  E  with  James  W  Elgar.  Green  lane,  n  e  cor  5th 
st,  50x103,  and  being  lots  1  and  2  map  Jacob  V  Hutschler, 
Westchester.  Subordination  agreement.  June  19.  Sept  11. 
1906.  nom 

Christ  Congregational  Church  to  Edw  L  Woolf.  Eastburn  av, 
n  e  cor  175th  st.  runs  n  14. S  to  e  s  Grand  Boulevard  and  Con- 
course X  n  e  153.3  x  s  e  130.2  to  st  x  w  99  to  beginning.  P  M. 
Sept  12.  3  years.  5%.  Sept  13.  1906.  11:2796  and  2826.  8.000 
Criscuolo.  Nicoletta  wife  of  and  Pietro  to  Annie  C  Peters.  Bel- 
mont av.  e  s.  200  n  187th  st,  50x100.  Sept  12,  5  years,  — %. 
Sept  13,  1906.     11:3075.  7,000 


Conforti,   Salvatore  and  James   Defago  to  Rosa  Brown, 
cor   1.50th  St.   2.5xl(X).      Building  loan.     Aug  6,   1 


Union  av, 
„     .        year,   67- 
Sept   13.   1906.      10:2664.  6  000 

Same  to  same.  Same  property.  P  M.  Prior  mort  $6,000.  Aug  (i, 
1  year,  6%.     Sept  13.  19(J6.     10:2664:  4,(X)0 

•Celjurne,  James  to  Louisa  K  Kuntz.  223d  st,  n  s,  255  e  4th  av. 
25x114.4.  Wakefield.     Sept  10,  19(16,  3  years,  5%.  3,.">00 

•Devine.  Thos  J  to  Jos  J  Gleason.  173d  st,  e  s,  406  s  Gleason  av, 
50x100.  -  P  M.     Aug  30,  3  years.  5%.     Sept,  10,  IfHJO.  990 

Damiano.  Giovanina  to  Stephen  McBride.  Hughes  av,  e  s,  112,10 
s  Pelham  av,  50.x87.6.  P  M.  Sept  7,  1  year,  G%.  Sept  8,  1901!. 
11:307.S.  9.50 

Davis,  Matilda  S  to  Mt  Monris  (3o-operative  Building  &  Loan 
Assoc.  Rogers  pi.  No  977,  w  s,  613.10  n  Westchester  av,  19.6x 
81.1x19.6x78.     P  M.     Sept  5,-3  years,  67c.     Sept  7,  190t).  10:2698. 

2,500 

Delemeba  Construction  Co  to  North  American  Mortgage  Co.  Mon- 
roe av,  n  w  cor  Belmont  st,  100x95,  except  part  for  av.  June 
27.  June  30,  1906.  11:2792.  Corrects  error  in  issue  of  July 
7.  when  description  of  property  was  s  w  cor  Belmont  st.       36,500 

Dietzel,  Adam  J  to  Adolph  Dietzel  and  ano.  15.5th  st,  s  s,  17.5  e 
Courtlandt  av,  25x100.  Sept  10,  2  years,  57f.  Sept  11,  1906. 
9:2401.  3,200 

•Domalewski,  Stanislaw  to  Ralph  Hickox.  230th  st,  s  s,  305  w  4th 
st,  50x114,   Wakefield.     Aug  20.   1  year.  67f.     Sept   11.   1906.    300 

Damsky.  Morris  and  Heyman  Rosing  and  Rachel  Rosenthal  with 
Andrew  Wilson  trustee  Chas  E  Fleming.  St  Anns  av.  No  284. 
e  s,  114.11  n  139th  st.  27.6x100x27.6x99.2.  Subordination  agree- 
ment.    Aug  10.     Sept  13.  1J)06.     10:2551.  nom 

Same  with  same.  St  Anns  av.  No  286,  e  s.  142.6  n  1.39th  st,  27.6 
xl00.9x27,(ixllH).  Subordination  agreement.  Aug  10.  Sept  13, 
19W>.      10:2551.  nom 

Damsky.    Morris   and    Heyman    Rosing   to   Andrew   Wilson   trustee 
Chas   E   Fleming.      St  Anns  av.   No  284,  e  s,   114.11   n  139th  st, 
27.6x100x27.6x99.2.      Aug   27,    due    Dec    1,    1909,    5%.      Sept   13. 
•1906.     10:2,551.  17,.500 

Same  to  same.  St  Anns  av.  No  286,  e  s.  142.6  n  139th  st,  27. 6x 
100.9x27.6x100.  Aug  27,  due  Dec  1,  1909,  57c.  Sept  13,  1906. 
10:2.551.  17,500 

Damsky,  Morris  and  Heyman  Rosing  and  Philipp  Doering  with 
Andrew  Wilson  trustee  Chas  E  Fleming.  St  Anns  av,  No  286,  e 
s,  142. (!  n  139;h  st,  27.6xl(X1.9x27.(3xl0O.  Subordination  agree- 
ment.     Aug  10.      Sept   13.   1906.     10:2551.  nom 

Damsky.  Morris  and  Heyman  Rosing  and  J  Fred  Boss  with  Andrew 
Wilson  trustee  Chas  E  Fleming.  St  Anns  av.  No  284.  e  s,  114.11 
n  139th  St.  27. 6x100x27. ()x09  2.  Subordination  agreement.  Aug 
10.      Sept    13,   190().      10:2551.  nom 

•Demmerle,  Henry  to  Eliza  O'Kennedy.  Westchester  av.  late 
Westchester  Turnpike,  s  s.  210  w  Av  D,  67xl21x— xll9.ll, 
Unionport,  except  part  for  Westchester  av.  P  M.  Sept  12,  due 
Mar  1,  11107,  — %.     Sept  13,  1906.  _  1.000 

•Eaton,  Mary  E  to  James  W  Elgar.  Union  av,  n  w  cor  5th  st.  50 
x65:  also  all  title  to  Union  av.  w  s.  at  line  bet  lots  1  and  2.  runs 
w  (55  X  n  .50  x  e  65  to  av  x  s  50  to  beginning,  being  part  of  lot  1 
map  land  of  Jacob  V  Hutschler.  Westchester.  July  2,  3  years, 
67f.      Sept   11,   1906.  1.000 

•East  Borough  Impt  Co  to  Jerry  J  Cohan.  Plot  begins  240  e 
White  Plains  road  at  point  4.50  n  Morris  Park  av.  runs  e  100 
X  n  25  X  w  100  x  s  25,  with  right  of  way  to  Morris  Park  av. 
Sept  4.  3  years,   '>'/(■     Sept  7,  1906. 

•Same  to  same.  Plot  begins  240  e  White  Plains  road, 
along  same  47.5  n  Morris  Park  av,  runs  e  100  x  n  25 
X  s  25,  with  right  of  way  to  Morris  Park  av.  Sept  4, 
5%.      Sept   7,   1906. 

•Fichter,  Leopold  to  Joseph  J  Gleason.  177th  st 
son  av.  lOOxlOO.  2PM  morts,  each  $1,2(X). 
5%.      Sept   7.    1906. 

Flagg,  Minnie  E  to  Harold  Swain 
runs  w  1.56.4  to  Bainbridge  av  : 


3,500 

at  point 

X  w  100 

3  years 

3,.500 

w  s,  100  n  Glea- 

Sept  6,  3  years, 

2,400 
Marion  av,  w  s,  19.3  s  193d  st, 
s  61.6  X  e  154.7  x  n  61. .5  to  be- 
ginning.    Sept   7,   demand.   —%.      Sept   8,   1906.      12:3286.       5,000 
Frambach,   Louis   to    Mary   Robinson.      163d  st.    No   564,    s   w  cor 
Melrose  av,   Nos  917  to  925,   19.5x100.2x21.3x100.      P  M.     Prior 
mort   $25  000.      Sept   6,   6   months,  67o.      Sept   S,   1900.     9:2408. 

7,1.50 
•Fichter,   Leopold  to  Wm  Morrissey.     Tremont  av,  n  s,  84  e  Saxe 
av,   28x98.9  to  McGraw  av  x25x — ,  except  part  for  Tremont  av. 
P  M.     Sept  6.  2  years.  57f.     Sept  10,  1906.  700 

Feinberg,  Harry  and  Isaac  Podlash  to  Harris  Friedman  and  ano. 
Prospect  av,  w  s,  169,10  s  166th  st,  37.10x144.5.  Aug  15,  de- 
mand, 67c.  Sept  12,  1906.  10:2679.  5,000 
•Fichter,  Leopold  to  Henry  Pollock.  Doris  and  Glebe  avs.  lots  10, 
11  and  12  blk  F  map  (No  1119)  of  Dore  Lyon  property  at  West- 
chester. P  M.  Sept  12,  2  years.  57<r.  Sept  13.  1901!.  2.000 
Friedeberg,  Phillippine  to  Geo  W  Roper.  Plot  begins  at  boundary 
line  of  lands  late  of  Thos  Bassford.  distant  .50  s  w  from  line  bet 
lots  18  and  19,  runs  s  e  85  x  s  w  25  x  n  w  —  x  n  e  25  to  begin- 
ning, except  strip  1  ft  wide  for  Bassford  pi.  being  part  of  lot  18 
map  Adamsville.  Prior  mort  $2,500.  Sept  12,  3  years,  5%.  Sept 
13.   1.006.     11:30.53.  2.500 

Same  to  Johanna   Friedeberg.     Same  property.     Prior  mort  i . 

Sept  1.3.  190(!.  5  years.  6<>.     11:30.53.  1000 

•Fichter,  Leopold  to  Wm  I  Brown.     Theriot  av,  e  s.  100  s  Cornell 

av,  25x100.     P  M.     Sept  10.  3  years,  5%.     Sept  11,  VMM).  500 

•Fichter.-  Leopold  by  atty  to  John  J  Brennan.  Westchester  av, 
s  s,  50  w  175th  st,  50x109.6x50x109.6.  P  M.  Sept  12.  3  yrs. 
57f.     Sept  13.  1906.  2.500 

Goggin.  Philip  A  to  Joseph  G  Biernesser.  Belmont  av.  w  s.  125 
n  18.3d  St.  25x100.  P  M.  Sept  1,  3  years,  6%.  Sept  11,  1906. 
11:3087.  1.000 

Goeb,  Mary  to  Wm  Fink.     Faile  st.  e  s,  148.8  s  Bancroft  st,  20.8 

-- —     10:274,S. 

2,000 
av,   n   w 
Sept  7, 
200 
Hull   av. 


xlOO.     Prior  mort  $8,000.     Sept  10,  1906,  2  years,  67c. 


•Guerrero.  Peter  F  to  Sadie  B  Clocke.  Commonwealth 
cor  Beacon  st,  25x100.  Sept  5,  due  Oct  1,  1906,  67f. 
1906. 

Green.   John   H   to   TITLE   GUARANTEE    &   TRUST   CO. 

n  w  s.   251,5  n  e  Woodlawn  road,   KWxlOO.     Building  loan.     Sept 
7.   due   Mar   1.   1907.   67r.      Sept  8.   1906.      12:3345.  17,500 

Hillside  Realty  &  Construction  Co  to  Eva  Bschaidner.  182d  st, 
s  s,  1;56.3  e  Washington  av.  runs  s  57.9  x  w  18.3  x  n  61.7  to  st 
x  e  IS  to  beginning.     Sept  6,  3  yrs,  57c.     Sept  7,  1906.     11:3049. 

0.500 
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DENNIS  G.  BRUSSEL 

*  ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT- HEAT- POWER 


The  Brussel  Method  and'  organization  is 
devoted  exclusively  to  the  electrical  prob- 
lem of  the  building.  Independent  plants 
installed,  or  wiring  for  street  service.  Writ* 
for  particulars, 

15  West   29th    Street,    N.  Y, 


Same  to  same.  Same  property.  Consent  of  stockholders  to  above 
mort.      Sept   G.      Sept   7,   1900.      11:3049.  

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to  above   mort.     Sept   0.      Sept  7.   1900.      n:3!)l!l. 

Same  to  Eureka  Realty  Co.  Same  property.  Sept  t>,  2  years,  0%. 
Sept   7,    I'.UIO.      11:304'J.  1500 

*Higgins,  John  and  John  J  Stanton  to  Barilch  Kaufman.  Taylor 
St.  e  s,  300  s  Columbus  av,  2  tots,  each  25x100.  2  morts,  each 
$0  000.     Sept  7,  3  years.  STr.     Sept  S,   1900.  12.0I!0 

*Huttelmaier,  Bertha  to  Stephen  McBrlde.  173d  st,  w  s.  3."i0  s 
Gleason  av,  2.5.xl0<).  P  M.  Sept  7,  2  years,  5%7t.  Sept  -8, 
1900.  1  1.3.S 

Hawthorn  Building  Co  to  Jackson  Construction  Co.  Bryant  st.  e  s 
7.")  n  Jennings  st,  SO.xlUO.  Sept  7,  1  year,  6%.  Sept  10,  1900. 
11:3000.  10,500 

Same  to  same.  Same  property.  P  M.  Prior  mort  $4,000.  Sept 
7,  1  year,  — %.     Sept  10,  1U0().     ll:.300O.  ,  ,  2,750 

Honigman,  Henry  and  Ella  to  Jacobina  Fisher.  155th  st.  No  634, 
s  s.  350  e  Courtlandt  av.  25xl(K).  P  M.  Prior  mort  $3  000. 
Sept  7,   1  year,  —%.     Sept  10,  1900.     9:2401.  1.80<l 

Horowitz.  Saml  to  Abraham  A  Silberberg.  Vyse  av.  No  1171, 
w  s,  500  n  107th  st.'25xlOI».  Prior  mort  iji.S.OOO.  Sept  4,  3  years, 
67f.     Sept  10,  1900.     10:2752.  2,0;J0 

*Hahn,   Carl  A  to  Emma  Becker.     178th  st,  u  w  cor  Morris  Park 

•    av,    lOxlOOx— xlOO.      Sept    10.   190(!,   3   years,   5%.  2.500 

Hyman,  Isaac  to  Joseph  Hyman.  Washington  av.  No  1003,  w  s. 
217.9  n  100th  st,  late  4th  st,  25x2(M).  Prior  mort  $20,000.  Sept 
10,   3    months,   0%.      Sept    12,    IttOO.      9:2387.  10,000 

*Heaney,  P  Joseph  to  Gustavus  Robitzek  and  ano.  Eastern  Boule- 
vard,  s  s,   18.5  w  from  e  wall  of  brk  building  of  The  Unionport 

•  Pottery  Works,  runs  s  e  329.10  x  s  w  490.0  to  e  s  Westchester 
Creek  x  n  w  472.0  x  n  e  l(!(i.9  to  Eastern  Boulevard  x  n  e  2.83.9 
X  —  on  curve  181.2  to  beginning.  P  M.  Sept  13,  1900,  due  Aug 
1,    1910,    4%%.  93,000 

Herschel,  Ida  to  TITLE  GUARANTEE  &  TRUST  CO.  Mapes 
av,  Nos  2141  and  21411/2.  w  s,  178.3  n  181st  st,  2  lots,  each 
20.0x145.  2  morts,  each  $4,.500.  Sept  12,  due,  &c.  as  per  bond. 
Sept   13,    1000.      11:3110.  9,000 

"Hunt,  James  W  to  Isabella  A  Kehoe.  Fulton  st,  n  w  cor  22d  av, 
20xl00.x34x— .     Sept  4,   1  year,  0%.      Sept   11,   lSK)(i.  500 

Jacob,  August  to  Russell  Realty  and  Impt  Co.  Morris  av,  n  w 
cor  179th  st,  175x100.  P  M.  Prior  mort  $15,000.  Sept  10.  2 
years,  57o.     Sept  12.  1900.     11:2829.  5,500 

Krog,  Benj  and  Carrie  with  Fielding  L  Marshall.  Creston  av, 
e  s,  300  s  183d  st,  37.0x125,  except  part  for  av.  Extension 
mort.      July   31.      Sept   11,    1900.      11:3103.  nom 

Kelly,  Edw  H  to  Thos  J  L  McManus  and  ano  exrs,  &c.  Catharine 
Clinton.     Marion  av,  w  s,  247.11  n  184th  st,  runs  w  91.2  x  n  141.9 

;  X  e  25.8  x  n  2.9  x  e  101.0  to  av,  x  s  151.5  to  beginning.  P  M. 
Sept   11,   5  years,   5%.      Sept   12,   1900.     11:3022.  9,000 

*Keil.  Richd  to  Chas  E  Reed.     Hunt  av,  w  s,  200  n  Sagamore  st, 

.    50x100.      Aug  28,   due   Dec  28,   1900,   07c.     Sept  12,   ItHJC.    22,000 

*Kerr,  James  W  to  Edw  J  Cahill.  Jefferson  st,  w  s,  200  s  Colum- 
bus av,  25x100.  P  M.  Prior  mort  $2,800.  Sept  10,  due  Aug 
1,  1910,  5y27f.     Sept  12,   1900.  1,400 

Kaiser,  Geo  J  to  John  J  Ritter.  College  av.  No  374,  s  e  s,  75  n  e 
142d  st,  late  Concord  st,  25x100.  P  M.  Sept  6,  due  Jan  1, 
1910,  if/r.     Sept   7  .1900.     0:2323.  4,000 

Same  to  .Mbert  A  Pinna  and  ano.  Same  property.  P  M.  Prior 
mort   $4  000.      Sept  0,   1  year,   0%.      Sept  7,   1900.     9:2323.       000 

Kramer.  Fannie  to  Eva  Schift.  Belmont  av,  s  w  cor  183d  st. 
No  940,  75x10.8.     Aug  30,  5  years,  5%.     Sept  7,  190C.     11:3086. 

4,500 

*Kuhnle,    Babette  wife   of   and   Fritz   to   Manhattan   Mortgage   Co. 

217th  st,   late  33  st.  s  s,  32.5  w  Gth  av,  Laconia  Park,  25x109.5. 

Sept  7,  due  Dec  1,  19(Xi,  07.     Sept  8,  1906.  4.(XK1 

*Lavelle,  Francis  E  to  Viola  Roseboro.     Country  Club  av,  n  w  cor 

John  St.  50x100,  24th  Ward.     P  M.     Aug  29,  3  years,  —%.     Sept 

7,  1900.  1,2(10 
Lublang,   Henry  and  Morris  Beck  to  DOLLAR  SAVINGS  BANK  of 

City  N  Y.     Union  av,  e  s  .352.2  s  165th  st.  120.10xl73.exl20.10x 

173.11.      Prior    mort    .$9,500.      Sept    0,    due    June   29,    1907,    57o. 

Sept  7,  1900.     10:2078.  10.500 

Lavelle,    Lewis   V   to   Edith   S   Livingston.      Hoe   av,    e   s,   109.3   n 

Home  st,  2.5x100.     Aug  23,  3  years,  57c.     Sept  8,  1900.  11:2986. 

7.500 
Lavelle  Construction  Co  to  Geo  W  Robinson.     Fulton  av,  s  w  cor 

175th  st,  runs  w  100  x  s  1.34.7  x  e  100  to  av  x  n  13.3.6  to  begin- 
.  ning.     Prior  mort  $53,500.     Aug  31,  due  Dec  31,  1906,  6%.     Sept 

8,  1906.     11:2030.                                                                            20,000 
Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders  to  above  mort.     Aug  31.     Sept  8,   1U06.     11:2930.         ■ 

*Luke.  Jos  C  to  Wm  Peters.  Columbus  av.  n  s.  150  e  Rose  st, 
25x100.     P  M.     Sept  6,   1  year,  (i7.     Sept  7,   19tH:i.  600 

Local  Realty  Co  to  Adelaide  V  Black.  Crotona  Park  East,  e  s, 
100  s  Southern  Boulevard.  100x120.2x113x110.6.  P  M.  Sept 
10.   1900.  2  years.  5%.     11:2942.  10.000 

Same  to  same.  Crotona  Park  East,  n  s,  170.3  w  Southern  Boule- 
vard,  50x100.      P   M.      Sept   10,   1900.      11:2942.  5,500 

Same  to  same.  Crotona  Parkway,  e  s,  at  s  s  Southern  Boule- 
vard. 112.10x25x113.9x25.  P  M.  Sept  10,  1906,  2  years,  5%. 
ll:2i:U2.  3,000 

Same  to  same.  Crotona  Parkway,  e  s,  25  s  from  s  s  Southern  Boule- 

.  vard,   25x114.8x25x113.9.      P   M.      Sept   10,   1906,   2  years,   X>%. 

■  11:2942.  2,500 

*Lake,  Chas  to  Eliz  Reinhardt.  217th  st,  n  s,  205  w  4th  av,  33x 
114,    Wakefield.      Sept   8,   3   years.   5%..      Sept   10.    1906.  4.000 

*Lanzendoen.  Cornelius  to  Fredk  Rieper.  Morris  Park  av,  s  s. 
75   e   Jefferson   st.   25x100.      Building   loan.     Sept   11,   due   June 

,.  30,   1009,   6%.      Sept   12,   1900.  4,000 

Leber.  Edw  to  Robt  C  Winters.  Davidson  av.  late  5th  av,  e  s, 
203.0  s  Highbridge  or  Fordham  Landing  road.  25x86.10.  P  M 
Sept  12.  5  years,  5%.     Sept  13,  1906.     11:3199.  2,000 

*Levy.  Eliz  wife  Henry.  Yonkers.  N  Y.to  Teachers  Building  & 
Loan  Assoc  of  N  Y  City.  5th  av,  s  w  cor  217th  st,  late  3d  st  100 
xoO,   Wakefield.      Sept   1.   3  years,   6%..   Sept   13,   1900.  9, .500 

Lafbrta.  Vincenzo  and  Donato'  A  to  NORTH  SIDE  SAVINGS  BANK. 


1.50th  st,  n  s,  95.3  e  Morris  av.  75x118.5.     Sept  12,  due  June  30 
1007,  5%.     Sept  13,  1900.     9:2410.  9,0( 


000 


Same   to  aame.      l.'Oth   st,   n  s,   70.3  e   Morris  av,  25x118.5.      Sept 

12.  dje  June  30,   11107,  .57.     Sept  13,   1900.     9:2410.  3.(J00 

Leon,  Annie  R  to  Wm  G  Bolt.  Burnside  av.  No  571.  n  s,  25  10 
e  Ryer  av,  22.1x113.10x18.6x102.4.  P  M.  Prior  mort  $5,000. 
Sept    13,   1900,   3   years,   07c.      11:3144.  2,350 

♦Livingston.  Geo  S  to  Belmont  Realty  &  Construction  Co.  3d  st 
or  White  Plains  av.  s  e  cor  227th  st.  Wakefield.  114x105,  except 
part  for  av.     Aug  27,  1  year,  — %.     Sept  11.  19(M!.  2,000 

*Luke,  Joseph  C  to  Gustave  Lehr  and  ano.  Louise  st,  w  s,  175  s 
Columbus  av,  25x100.  P  M.  Sept  10,  3  years,  57c.  Sept  11, 
1900.  600 

Lockwood,  Geo  W  of  Youkers,  N  Y,  to  Fannie  E  Clark.  2.36th  st, 
late  Opdyke  st,  s  s,  400  w  Oneida  av,  late  4th  av,  37x101. Ix 
51x100,  with  all  title  to  strip  bet  above  and  s  s  230th  st.  Sept 
6.   due   Sept   15,   1907,  0%.      Sept   11,   1900.      12:3300.  750 

Menne,  Gennaro.  and  Eugenio  and  Michele  Del  Cioppo  to  Filo- 
mena  De  Lorenzo.  Oakland  pi.  No  1008,  s  s,  100  w  Prospect 
av,  25x100.-  P  M.  Aug  0,  5  years,  5V47c.  Sept  11,  1906. 
11:3094.  COCO 

Same  to  same.     Same  property.     P  M.     Prior  mort  .$6,000.     Aug  0 

3  years,  0%.     Sept   11,   1900.     11:3094.  2,000 

♦McKeon.  Ellen  to  DOLLAR  SAVINGS  BANK  of  City  N  Y.  213th 
(1st)  St.  s  e  cor  3d  av  or  White  Plains  road.  100x100.  Sept  11, 
1900,  due  Dec  1,   1907,  'i%.  1,000 

*Moccia  John  to  Hudson  P  Rose  Co,  Beach  st.  and  being  lots 
t!8  and  09  amended  map  120  lots,  being  a  subdivision  plot  23 
map  Clasons  Point.  P  M.  Sept  10,  due  Sept  1,  1910,  5V47o. 
Sept  11.   1900.  800 

Minister,  Elders,  &c,  of  First  Reformed  Protestant  Dutch  Church 
of  West  Farms  to  POUGHKEEPSIE  TRUST  CO  as  trustee  for 
Martha  W  D  Wood  will  Chas  J  Buckingham.  170th  st  or  Rod- 
man pi  (was  Prospect  av).  n  w  cor  West  Farms  road  late  River 
road,  188.7x84.1x177.1x87,  except  part  for  West  Farms  road 
and  170th  st.     Sept  13,   1900,  3  years,  — %.     11:3010.  10,000 

*McDowell,  James  to  Joseph  J  Gleason.  Poplar  st.  s  s.  277.2  e 
Forfest  st,  25.2x112.11x25.2x111.8,  Westchester.  P  M.  Sept  7, 
3  years,   57c-      Sept  8,   1900.  400 

Malcolm,  Thomas  D  to  City  Mortgage  Co.  Plot  begins  at  s  e  cor 
lot  65,  runs  n  e  .50  x  n  w  abt  136  x  s  50  to  s  w  s  lot  65  x  s  e 
130  to  beginning,  being  part  of  lot  05  map  Morrisania,  except 
part  for  3d  av.  Building  loan.  Sept  7,  1900,  demand  6% 
11:2910.  .55,000 

McDonald,  John  to  Henry  J  Bigham.  Kelly  st,  e  s,  280.3  n  165th 
st,    120x100.      Sept    7,    1    year,    57c.      Sept    10,    1906.      10:2710 

11,500 
Maslem,  Edwin  R  to  Adolph  M  Bendheim.     Southern  Boulevard  or 
1.3.3d  st,   n  s,  2(55  e   Willis  av,  .50x100.     P  M.     Sept  7,  2  years 
.57.     Sept  10,  190<;.     9:2278.  10,000 

Martin,  Michl  J  to  Anna  Zimmermann.  231st  st.  n  s.  100  e  Albany 
road,  30x.54.4.\30.4x58.9.  June  2,  due  Nov  1,  1906,  %%.  Sept 
10,   19(.Hi.     12:3267.  5,000 

Mitchell,  Wm  to  Clara  London.  Cauldwell  av.  No  920,  e  s,  100 
s  10;3d  st,  10.8x100.  P  M.  Prior  mort  $3,0<X).  Sept  10,  1906 
installs,  0%.     10:2031.  1,500 

Paxton.  Mary  G  to  Andrew  J  Dalton.     Wales  av.  e  s.  66.0  n  147th 

st,   10.0xlO(J.      Sept   10,   1900,  3   years,  57c.      10:2.581.  2,000 

*Palmieri,  Cesare  to  DOLLAR  SAVINGS  BANK  of  City  N  Y. 
Maple  av,  n  w  cor  213th  st,  25x100,  being  lot  88  map  property 
W  F  Duncan  at  Williamsbridge.  Sept  8,  due  June  29,  1907  0% 
Sept   KX   1900.  4,000 

•Presulty,  Raffalla  wife  of  Nicholas  to  Mary  Berman.  224th  st, 
s  s.  1.55.5  e  4th  st,  50.2x114.3.  Prior  mort  $8,500.  Sept  11, 
3   years.   —%.      Sept   12,    1900.  2,000 

Powers,  Lawrence  P  to  Sarah  A  Williamson.  Briggs  av.  n  w  s. 
377.4  n  e  198th  st.  late  Travers  st,  25x100.  Prior  mort  $4,000 
Sept   0,   due  Nov   1,   1900.      Sept  7,   19O0.      12:3302.  4.000 

Peterson.  Peter  G  to  Hillside  Realty  &  Construction  Co.  182d 
st,  s  s,  1.50.3  e  Washington  av,  runs  s  57.9  x  w  18.3  x  n  01.7  to 
st  X  e  18  to  beginning.  P  M.  Sept  0,  1  year,  6%.  Sept  7,  i90(). 
11:3049.  990 

Robinson,  John  to  Thos  F  Balfe  et  al  exrs  James  M  Wentz. 
Crotona  av,  e  s  .94  n  175th  st,  .50x120.  Building  loan  Sept 
7,   due  Jan   1,   1907.   67c.     Sept  8,   1900.     11:2949.  14.000 

Read.  Geo  W  to  Sophia  Gorsch.  Longwood  av,  s  s.  370..8  e  Barry 
st,  .50.1x151. 8x — xl38.8,  except  part  for  av  or  145th  st  P  M 
Sept  10,  3  years,  5H7c.     Sept  11,   ItMJO.     10:2730.  2,.5'00 

♦Rose,  Alonzo  N  to  Edgewater  Realty  Co.  Edgewater  Terrace. 
w  s.  1.50  s  Town  Dock  road,  50x92.10x.50x92.2.  P  M.  July  3.  3 
years,  5V47-  July  9,  1900.  Corrects  error  in  issue  of  July  14. 
when  description  of  property  was  omitted.  1,176 

♦Remington,  Annie  to  (!lhas  J  Quinn  et  al.     Columbus  av    n  s    50  w 

Garfield   st.   2.5x100.      Sept   13.   1900,  3  years,   57c.  5,500 

♦Richke,  Mary  to  Louise  E  Mehrhotf.  4th  st,  s  s  (?),  1.55.10  s 
from  e  s  4th  st.  and  s  s  1st  av,  runs  e  88.1  x  e  88.1  (?)  x  s  43 
to  Shell  av.  x  w  75.10  to  st.  x  n  w  44.7  to  beginning  (?),  probable 
error,  Wakefield.  P  M.  Aug  28,  due  Feb  28,  1907,  5^47t,.  Sept 
12,    1900.  1.000 

Ryan,  Thos  P,  Yonkers.  N  Y,  to  John  J  Nugent.  Morris  av  s  e 
cor  196th  st,  103.7xO7.11x101.0x(j4.7.  Sept  7,  3  years  ,57c 
Sept   10,    190(>.      12:3316.  7,000 

♦Straus.  Nina  to  Wm  Klenert.     Lincoln  st,  w  s,  125  n  West  Farms_ 
road  late  road  from  West  Farms  to  Westchester.  25x100      P  M 
Prior  mort  $2,700.      Sept   10,   1900,  3  years,   5y27p.  1.100 

Stevenson.  Archibald  E  and  Edw  J  Lyons  Raldiris  to  City  Mortgage 
Co.  Brook  av,  w  s.  75  s  Wendover  av.  25x()Ox26.11x70.2.  Build-  - 
ing  loan.  Sept  0,  demand,  67c.  Sept  10,  190(5.  11:2800.  12,000 
Stahl,  Chas  E  to  Sarah  A  and  Mahala  H  Wright  joint  tenants. 
Mohegan  av  late  Grant  av,  e  s,  bet  178th  st  and  180th  st,  being 
lot  bounded  on  s  by  lot  238,  on  e  by  lot  2.59  and  by  line  parallel 
with  n  6  of  said  lot  and  2.5  s  therefrom,  being  part  of  lot  2.37 
map  East  Tremont,  except  part  for  Mohegan  av.  P  M.  Sept 
8.  due  Jan  1,  1910,  5%.     Sept  10,  1906.     11:3123.  2,000 

♦Spillane,  Margt  to  Alfred  W  Law  exrs  Alice  M  Law.  Green 
lane  or  av,  e  s,  03  s  proposed  5th  st,  19x100.  P  M.  3  years 
67c.     Sept   12,  1900.  2.500 

Shapiro,  Isaac  L  to  Harris  Friedman  and  ano.  Prospect  av.  w  s, 
93.9  s  106th  St.  7(5.1x144.3x7.5.5x144.1.  Prior  mort  $44,000.  Aug 
15,  demand,  0%.     Sept  12,  1906.     10:2769.  10,000 
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fiockland-Rockport  Lime  Company 


Manufacturers    of    tb»  ^ollowinc  Br&ndi    o€ 
Rockland  Lim« 

EXTRA  FINISHING  LUMP  Z:J.:l 

_  _  Also  SoU  Manafactnreri  of 

Look  tor  these  words  on  the  head  of  every  barrel:  Gieenpoint  Ave.  &  NewtOTn  Creek         EUREKA  BRAND  Of  PREPARED  PURE  WHITE  LIME 

•Mannfactured  by  Rockland-Rockport  Lime  Company"      Boroujh  of  Brooklyn,  N.  Y.  City      which  u  .nperior  to  wr  oth.r  iim*  or  w»u  pi».t«r  no* 

__CO  KOT  BE  DECEH'ED  BY  ANY  SUBSTITUTE                        T»l»i>hoM,a07Or»»npolnt               ««»  tl«  ni»riet.                       GUARANTEED  NOT  TO  PIT, 
"  -  MEW    YORK    OFFICE,    FULLER    BUILDINC,    BROADWAY    AND   23d    STREET 


Smith.  Mary  to  Henrietta  Shotten.     Wales  av,  w  s,   301.4  n  151st 

St,  75.X10C.  Sept  8,  installs,  C%.  Sept  10,  lOOC.  10:"_'G42.  000 
Sternschuss.   Lena   to   Klara  Simon.      Morris  av.   w   s,  350  n   18.3d 

St,    25.x  104. 0x25x105.      Sept    13,    1900,    5   years,   — %.      11:3183. 

0,000 
Sternschuss,    Lena   to  Mary   Dux.      Morris   av,   late   Av  A,   n  w  s, 

325    n   e    l&W   st   late   3d    St.   50x104x50x105.      P   M.      Sept   10, 

1000,  3  years.  5%.     11:31.83.  4,500 

Stierer.   Dora   to   Annie  E  Derleth.     135th  st.   No  074,   s  s,   190  e 

Willis  av,  20x100.     P  M.     Sept  10,  3  years,  5%.     Sept  11,  1906. 

9:2279.  6.000 

Steinmetz.  John  P  to  Bronx  Investment  Co.     Hughes  av,  e  s,  258 

n    Pelham    av.    14.3x87.0.      Sept    10.    3    years,    5%7c.      Sept    11, 

IfWO.     12:3273.  2.700 

*Spisso,    Guiseppe    to    Sarah   J   Gedney.      Washington   st,    n    e   cor 

Washington    pi,    27.7.x95.11x25xl05.2.      Aug    0,    3    ye^rs,    5%%. 

Sept   7,    1006.  3,500 

*Shatzkin   (A)   &  Sons,   Inc.  a  corpn.  to  Isak  Tepper.     Carlisle  pi, 

w  s.  150  s  213th  st,  2.5x100;  Carlisle  pi.  e  s,  50  s  213th  st.  50x 

100,    and   being   lots   118,    134   and   135   map   lots    in   Village   o£ 

W'illiamsbridge,   property  of  W  F   Duncan.     3PM   morts,   each 

$375;   3  prior  morts,  $225  each.     Sept  0,  due   Oct  0,   1907,  07r. 

Sept  7,   19U0.  1.125 

*Soons,   Catherine   and  Daniel   Sinclair   to  Thomas  J   Daley.      19th 

av,  n  s,  e  %  lot  SSI!  map  Wakefield,  50x114.  Prior  mort  $2,500. 

Sept  7,  2  years,  —%.     Sepf  8.   1900.  1,500 

Sternchuss,   Lena   to   Henry   Block.      Westchester  av.   No  930  e   s, 

140.2    s    Wales    av,    25x108.1x30x91.2.      Aug   8,    3   years,   — %. 

Sept  8  ,1900.     10:2044.  1.500 

Seider,   Jacob   and   Morris  Stolar  to  Jonas  Weil  and   ano.      Cauld- 

well  av,  e  s.  100  s  156th  st.  200.x— x200xl00.1.     Aug  31,  demand, 

0%.     Sept   7,    1900.      10:2(i2S.  7.500 

Schmuck,    Bertha   to   Margaret   Bruckner.      Minford   pi.   W   s,   188.8 

n   Jennings   st,    16.8x100.      Sept   7,   due  Jan   1,   1910,   5%.     Sept 

8,   1900.     11:2977.  .  .,,800 

Thornton    Bros    Co    to    Dorothea    Sexauer    extrx    Fredk    Sexauer. 

Clay  av.  e  s.  132.10  n  109th  st,  19x80.     Sept  8,  due  Jan  1,  1906, 

5%.      Sept   11.   1906.     11:2887.  4.500 

Same  to  Jacob  S  Carvalho.     Clay  av,  e  s,  170.11  n  109th  st,  19x80. 

Sept  8.  due  Jan  1,  1910,  5%.     Sept  11.  ItXW.     11:2887.  4,500 

Same   to  Saml   Campbell.      Clay  av,   e   s.   113.9  n   169th   st,  19x80. 

Sept  8,  due  Jan  1.  1910.  57f.     Sept  11.  1906.     11:2887.  4,500 

Same  to  Jacob  S   Carvalho  and  ano   as  exrs  Adolph  G  Marshuetz. 

Clay  av.  e  s.  189.11  n  109th  st,  20x80.     Sept  8,  due  Jan  1,  1910, 

5%.     Sept  11,   1906.     11:2887.  4,500 

Same  to  Wm  H  Birrell  and  ano.     Clay  av.  e  s,  151.11  tt  109th  st, 

19.X80     Sept  S,  due  Jan  10,  1910,  5%.    Sept  11,  1906.     11:2887. 

4,.500 
Same  to  Smith  Williamson.     Clay  av.  e  s.  04.9  n  100th  st,  6  lots. 

Consent   of   stockholders   to  6  morts   for  $4,500  each.      Sept   10. 

Sept   11.   1900.      11:2887.  

*Terri!l.   Blanche  B  to  Jos  J  Gleason.     176th  st,  e  s,  225  n  Glea- 

son   av,  125x100.     P  M.     Aug  15,  3  years,   6%.     Sept   11,   1906. 

3,000 
*Same  to  same.     Gleason  av.  n  s,  .50  e  176th  st,  50x100.     P  M. 

Aug  15,  3  years,  5%.     Sept  11,   19<W.  1,080 

Todd.   Robert   W   with   Lois   H   Lyman.     Burnside   av.   n   s.   25.1   e 

Ryer    av.    22.1x113.10x18.0x102.4.       Extension    mort.       Dec    30, 

11MI5.     Sept   13,  1906.     11:3144.  nom 

Trompeter.  Herman  to  Eliz  K  Dooling.     Crotona  av.  No  2070.  e  s. 

72  n  Oakland  pi,  24x100.     Sept  6,  3  years,  5%.     Sept  13,   HKMj. 

11:3095.  3,300 

*Tundis,  Frank  and  Urbano  Covallucci  to  Chas  V  Culyer.     Cruger 

st,  e  s.  141.6  n  205th  st,  and  being  lot  283  amended  map  Adee 

Park,   25x100.      Aug  28,    1   year,   H'/c.      Sept   12,   1906.  3,000 

Tinsley,   Ada   V   to   Adolph   Becker.      Cauldwell   av.   No   1028,   e   s, 

136.4   n    165th   st.    17.6x76.7x17.6x76.8.      Sept   8,   5   years,    5%. 

Sept  10.  1906.     10:2633.  3,-500 

Universal   Cement.   Brick  &  Block   Co  to  Joseph  Liebertz.     South- 
ern   Boulevard,   w   s.   300  n   lS7th   st.   75x7.5.3x74.1x86.9.      P  M. 

Aug  31.  3  years.  5%.     Sept   11.   19(X!.     11:3115.  9.000 

Same    to    same.      Same    property.      Certificate    as    to    consent    of 

stockholders  to  above  mort.     Aug  31.     Sept  11,  190*3.  — '— 

*Vogel,  Nicholas  to  Marcus  KroU.     Jones  av,  s  w  cor  Kingsbridge 

road.   111.4xl00xl()O.2x]0O,   Edenwald.     P  M.      Sept  10,  3  years, 

5%%.      Sept   11.    1906.  1,600 

Wellbrock,    Leonora    H    to    TITLE    GUARANTEE    &    TRUST    CO. 

Sedgwick  av,  n  w  s.  at  s  w  s  Perot  st.  runs  n  w  120  x  s  w  SO  x 

s  e  21  x  n  e  30  X  99  to  av  x  n  e  50  to  beginning.     Sept  11,  1906. 

due.  &c,  as  per  bond.      12:3253.  8.000 

♦Werblin,  Paul  T  to  N  Y  Catholic  Protectory.     Old  road,  s  s,  243 

w  Pugsley  av,  25x81.2x25x82.11.     P  M.     June  28.  due  July  15. 

1909.  —%.     Sept  7,  1900.  385 

Zlmmermann,    Chas    J    to    Frank    Starkman.    153d    st,   n   s.   350   e 

Cortlandt    av,    75x100.      Prior    mort    $66,500.      Sept    13,    1906. 

demand.  6%.     9:2400.  4.000 

Same   to   David   Greenfield.     Same  property.     Prior  mort  $64,500. 

Sept   13.   1906,   demand,  6%.     9:24a).  2.000 

Same  to  Enoch  C  Bell.     Same  property.     Building  loan.     Sept  12, 

due  Jan  1,  1907,  67c.     Sept  13,  190<j.     9:2400.  6,000 

PROJECTED  BUILDINGS. 

The  first  name  is  that  of  the  ow'r;  ar't  stands  for  architect,  m'n 
for  mason,  c'r  for  carpenter,  and  b'r  for  builder. 

When  character  of  roof  is  not  mentioned,  it  is  to  be  understood 
that  the  root  is  to  be  of  tin. 

BOROUGH    OF   MANHATTAli; 

SOUTH   OF    14TH    STREET. 

Clinton    St.    e   s,    bet    Cherry   and    Water   sis.    5-sty   brk   and    stone 

school   building.    116x181.    tile   roof;    cost.   $350,000;    City  of   New 

'  York.   City   Hall;    ar't.   C   B  J   Snyder.   5(K)  Park  row.— 941. 

Gansevoort   st,   n   e   cor  West   St.   1-sty   brk   and   concrete   pumping 

station.   60.4x100;   Columbian  system  roof;    cost,   $71,000;    City   of 

■  New  York,   City  Hall;  ar'ts,  Bernstein  &  Bernstein,  24  E  23d'  St. 

—952. 


Mulberry   st,   e  s,   100  n   Broome  st,   1-sty  brk  and   stone   outhouse, 

12x14;     cost,    .$900;     ow'r    and    ar't,    A    D    Paoli,    ISO    Mulberry 

St.— 943. 
Oliver   st,   w   s.   bet   South   and   Water   sts,    1-sty   brk   and   concrete 

pumping  station.  06.4xl(X).  Columbian  system  roof;   cost,  $71,0(X); 

City  of  New  York,   City  Hall;   ar'ts,   Bernstein  &  Bernstein,   24   E 

23d  St.— 051. 

BETWEEN   14TH   AND   59TH  8TREBT8. 

20th  St.  Nos  .507-511  West,  6-sty  brk  and  stone  warehouse,  07.9% 
x92.  plastic  slate  roof  ;cost.  JSO.tMXt;  Central  Consumers  Wine  & 
Liquor  Co.  21  Jay  st;  ar't,  A  G  Koenig.  1123  Broadway— 954. 

49th  st,  n  s.  264.2  w  1st  av,  two  0-sty  brk  and  stone  stores  and  tene- 
ments, 40.5x87.5;  total  cost,  $80,000;  Rosenthal  &  Price,  124 
Bowery;    ar't,   Henry   G   Harris.   3   E   17th   st. — 9.55. 

49th  st,  s  s.  100  e  1st  av.  .'J-sty  brk  and  stone  stable.  75x100.5, 
slate  roof;  cost.  .$50,0110;  Vacuum  Cleaner  Co.  427  .5th  av;  ar't.  Jay 
H   Morgan,   Fuller  Bldg.   Broadway  and  23d  st. — 948. 

55th  st,  n  s.  375  e  12th  av,  1-sty  concrete  and  steel  shed.  120x48; 
cost,  $5.(XK);  T  G  Patterson,  037  W  55th  st;  ar'ts,  Young  &  Hoar, 
106  E  23d  st.--tfc50. 

1st  av.  s  e  cor  36th  st.  erect  one  round  tank,  concrete  base;  cost, 
$1,000;  Liquid  Carbonic  Co,  on  premises;  ar't,  Frank  H  Quinby, 
99  Nassau  St.— 949. 

5th  av,  Nos  230-238,  11-sty  brk  and  stone  loft  and  store  building, 
50.4x125,  tar  and  gravel  roof;  cost,  $325,000;  J  C  Lyons  Building 
&  Operating  Co,  4-6  E  42d  st;  ar'ts,  Buchman  &  Fox,  11  E  59th 
St.— 956. 

BETWEEN  59TH  AND   125TH  STREETS,   EAST  OF  5TH  AVENUE. 

80th  st,  Nos  15  and  17  East,  0-sty  brk  and  stone  residence,  42x 
50.6.  til  and  copper  roof;  cost.  $160,000;  Paul  M  Warburg,  75  Fer- 
dinand st,  Hamburg,  Germany;  ar't,  C  P  H  Gilbert,  1123  Broad- 
way.— 944. 

84th  st,  Nos  233-237  East,  two  6-sty  brk  and  stone  stores  and  tene- 
ments, 34.X89.2;  total  cost,  $70,000;  Parnass  &  Dellon.  1787  Lex- 
ington  av;    ar't.   Geo   Fred   Pelham.   503  5th   av. — 942. 

5th  av,  n  e  cor  88th  st,  5-sty  brk  and  stone  residence,  25.8^^x77; 
cost.  $.S0.0(X):  Mrs  Wm  Pollock.  182  Madison  av;  ar'ts.  Hoppln, 
Koen   &   Huntington.   244   5th  av. — 946. 

BETWEEN  59TH  AND  125TH  STREETS.  WEST  OF  8TH  AVENUE. 

07th  St.  s  s.  10l>  w  West  End  av,  five  tJ-sty  brk  and  stone  tenements, 
40x87.5;  total  cost.  $225.1X10;  Rubinsky  &  Jaffe.  112  East  Broad- 
way;   arts.   Stern   &   Morris.    113.3   Broadway. — 953. 

NORTH   OF   125TH  STREET. 

144th  St.  n  s.  100  w  7ih  av.  three  C-sty  brk  and  stone  stores  and 
tenements.  .'Ox.SO.ll;  total  cost.  $160,(XI0;  Rosenberg  &  Perelson, 
124  Bowery;   ar't.   Henry  G  Harris,  3   E  17th  St.— i;>47. 

Broadway,  n  w  cor  130th  st,  6-sty  brk  and  stone  store  and  tene- 
ment, 99.11x90;  cost,  $1.5O.0(X);  Times  Realty  Co,  25  E  99th  st; 
ar'ts,  Neville  &  Bagge,  217  W  125th  St.— 945. 

BOROUGH   OF   THE  BRONX. 

Bartholdi   st.  s   s.  2.5  w   Pine  av.  2-sty  brk  dwelling,   25x59.6;    cost, 

$3,200;   Sebastiano  Rizzo.  453  E  117th  st;   ar't,  Frank  Braun,  349 

E   72d  St.— 1036. 
Bryant  St.  w  s.  221.7  n  Home  st,  2-sty  frame  dwelling,  22x38;  cost, 

$4..500;    Elizabeth  M  Cupita,  224  E  105th  st;   ar't,  Otto  C  Krauss, 

14th   st   near   Av   B.— 1015. 
Bowen   st.   s   s,   1.50  e   King  av,   2-sty   frame   dwelling.   26x30;    cost, 

$3.3(X>;    F   K   Eddy,   City   Island;    art,   Geo   S   Miller,   City   Island. 

—1008. 
Carroll  pi,  s  s.  150  e  Green  lane.  2-sty  frame  dwelling,  21.x50;  cost, 

$5,000;   Vaclav  Povelka,   12  5th  st;   ar't,   B  Ebeling,   West  Farms 

road.— 1032. 
Garden  pi,  e  s,  320  s  Bronx  pi,  2-sty  frame  dwelling,  20x25.6;  cost, 

$2,500;    Antonio    Perotta,    on    premises;    ar't,    Wm    Thos    Mapes, 

White   Plains  av. — 1031. 
Newman    st.    w   s.    175   s    151st    st,    Classon    Point.    2-sty   and   attic 

frame   sanitorium.    peak   shingle   roof.   (Sx36;    cost.   $24,000;    Hus- 

son  Land  Co.  Dr  Husson.  418  W  124th  st.  Pres;   ar't,  Geo  F  Pel- 
ham,  .503   5th   av.— 1020. 
7th  st,   n  s,  105  e  Av  C,  2-sty  frame  dwelling,   22x49;   cot,   $4,000; 

Martin   Dannenfelser,   Av   C,   bet   7th  and   8th   sts. — 1021. 
12th  St.  n  s.  2.50  e  Av  D.  2-sty  frame  dwelling,  22x49;  cost,  $4,000; 

Henry  Dannenfelser.  11th  st  near  Av  B;   ar't,  Otto  C  Krauss,  14th 

st   and   Av   B.— 1014. 
179th  St.  s  s,  182.2  w  Anthony  av,  two  2-sty  brk  dwellings.  20x52.6; 

total   cost.   $12,000;   Rowland  W  Thomas,   on  premises;   ar't,   Chas 

S  Clark.   709   Treraont  av.— 1023. 
202d  St.   s  s.   1.50  e  Webster  av.  2  and  1-sty  frame  storage.  30x160; 

cost,   .$2. .500;   G   B   Raymond   and   F   V   Morrison,   684   E   143d   st; 

ar't,    F   V   Morrison.   084    E   143d   st— lOlS. 
202d   st,   s   s,    150  e   Webster  av.   rear,   trestle   work,   12x120;    cost. 

$1,500;   G  B  Raymond  and  F  V  Morrison.  684  E  143d  st;  ar't,  F  V 

Morrison.   (!S4  East   143d  st.— 1019. 
205th   st,   n   s.   77   w   Villa   av,   3-sty   frame   tenement.   23x.53;    cost, 

$8,000;   M  G  Del  Gaizo,  1800  Crotona  av;  ar't.  E  R  Fay,  1408  St 

Nicholas   av. — loll. 
214th  St.   s  s.  400  e  Bronxwood  av.  1-sty  frame  shed.  23x16;  cost, 

$200;    Louis   Meyn,   on   premises;    ar't,   G  P  Crosier,   223d   st   and 

^Vhite    Plains    av. — 1042. 
220th  St.  n  s.  380  e  White  Plains  av.  2-sty  frame  dwelling.  21x50; 

cost,   .$5,000;    Catherine   Cash,   221st   st,   east   of  White   Plains  av; 

ar't.  John   Davidson.  227th  st.   east   of  White  Plains  av.— 1044. 
224th  St.   s  s.  280  e  White   Plains  av.  2-sty  frame  dwelling,  21x.50; 

cost,  .$5,000;  Emsle  Lesk.  on  premises;  ar't,  John  Davidson,  227th 

st,  east  of  2d  av.— 1043. 
230th   st,   n   s.   280  w  While   Plains   av.   two  2-sty  frame   dwellings, 

21x48;   total  cost,  $10,000;   David  H  Sarfaty,  682  E  230th  st;  ow'r, 

and    ar't.— 1035. 
Amsterdam  av.  n  s.  82.4  e  Liberty  St.  2-sty  frame  dwelling.  20x30; 

cost,  $3,000;    W   H  &  E  M  Rice,   City  Island;   ar't,  Geo  S   Miller, 

City   Island.— lOOlt. 
Chatterton  av.  n  s.  140  e  Zerega  av,  1-sty  frame  shop,  30x30;   cost, 

$200;    Mendelson    &    Finkel,    on    premises;    ar't.    Otto    C    Kraus, 

14th  st   and  Av   B  — 1013. 
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The   Palmer   Lime  and  Cement  Company 

"  PAIjMER'S  no.  1,  "  the  stronRest  and  l>ost  brick  lime  manufactured.  Trill  Jay  more  brick  to  the  barrel  than  any  other  Umo.  ( 

Farnaui  CilESIIIKE  Finishiusr,  which  Ima  no  rqual. 

Palmer's  FiiiiNliinpr,  high  graU.  ,  f  r  all  Hnlshlng  and  plastering  work. 

Connecticut  \A'liitc  l^inie,  especially  adapted  to  brown  and  scratch  work. 

Palmer's  C'hcitiicstl  I^ime,  absolutely  high  grade.  "" 

Alsen's  Portland  Cement,  for  Long  Island.  ^  FOSTER    F.    COMSTOCK,    Manager 

Brooklyn  Station,  Telephone  14o.S  Greenpoint  ■  Saleif  Department :    149    BROADWAY      NEW    YORK 

Jersey  City  Station,  Telephone  13iJ2  Jersey  Telephones,  UUlu-t->ull-uoi2  Ontianat 


Columbus  av,   s  s.  424  w  Bronxdale  av,  2-sty  frame  dwelling    Ki.fix 

37.8;    cost,   $.'>.(100;    Ernst   Noack,   19  Columbus   av;    art,    Rudolph 

Werner,   4102  Park  av.— lOlli. 
Decatur  av,  w  s,   12.^)  n  209th  st,  2-sty  frame  dwelliiiT,  21x.")7:   cost, 

|4,8<.I0;    Michael   A   Downs,    74   E   121st   st ;   ar't,   J   Melville   Law- 
rence, 239th  st  near  White  Plains  road.— 1030. 
Hull  av,  w  s    32.5  s  2U9th  st,  two  2-sty  frame  dwellings,  21x54;  total 

cost,    $10,000;    ow'r    and    ar't,    Jacob    H    Amsler,    10.5.S    Jackson 

av.— 1037. 
Hoe  av,  e  s,  225  s  172d  st,  2-sty  brk  dwelling,  22x52;   cost,  $7,000; 

Mrs  V  U  Steenecken,  1414  Vyse  av;   ar'ts,  Briganti  &  Steenecken, 

205  E  17th  St.— 1020. 
Hull  av.  e  s.  4li.'?.6  n  Woodlawn  road,  two  2-sty  frame  dwellings,  21x 

56;    total   cost.   $12,000;   James  Johnston,  on  premises;    ar't,   Chas 

S    Clark.    700   Tremont    av.— 1022. 
Keppler  av,   e   s,  40  s  238th   st,   five   2V4-sty  frame  dwellings,   peak 

shingle  roof,  20x42;   total  cost,  $25, (KK);   Norwood  Hill   Realty  Co, 

131   Nassau   st;   ar't,  J  J  Vreeland,  2019  Jerome   av.— 1029. 
Lind  av.  w  s,  43.6  s  lG7th  st.  3-sty  brk  dwelling,  22x55;   cost,  $7,- 

000;   Sophy  D  Hooper,   1008  Ogden  av;   ar'ts,   Moore  &  Landsiedel, 

148th  st  and  3d  av.— 1040. 
Old  road,  n  s  ,200  w  Fort  Schuyler  road,  2-sty  frame  dwelling,  22x 

30.8;   cost,  $2,000;   Wm  Torpey,  Fort  Schuyler  and  Pelham  roads; 

ar't,    Neils    Toelberg,    Boston    road    and    Prospect    av. — 1041. 
Olinville  av,  w  s.   100  n  Magenta  st,  3-sty  brk  offices,  .53x63;   cost. 

$40,000;    City  of  New  York;   ar't,   M  J  Garvin,  3307  3d  av.— 1017. 
Pelham   road,   s  s.   .52   e   Broadway,   two  2-sty  frame   dwellings.   21x 

47;    total   cost.   $10,000;    Alois  Kramer,    Broadway  and   Middletown 

road;  ar'ts.  Moore  &  Landsiedel,  148th  st  and  3d  av. — 1024. 
Park  av,  e   s,   75  s   1.50th   st,   1-sty  frame   shed,   18x20;    cost,   $100; 

Amiello  Barielie,  430  B  149th  st;  ar't,  T  J  Cunningham,  634  Pros- 
pect   av. — 1025. 
Prospect  av.  w  s,  200  n  lS7th  st,  four  2-sty  brk  dwellings,  18.9x64; 

total   cost.   $24,000;   Chas   Dillberger,   1800  Crotona  av;   ar't,   Chas 

S  Clark.  709  Tremont  av.— 1070. 
Parker  av,  n  s,  162.3  e  Castle  Hill  av,  2-sty  frame  dwelling.  21x50; 

cost.   $6,000;    Antonio  Cascio,  Van  Nest;    ar't,   R  E  Ward,   653   W 
■  187th  St.— 1012. 
Rosedale  av,   e  s,  75  s  Mansion  st,   two  2-sty  frame  dwellings,  21x 

48;   total  cost,  $10,00tl;  Jacob  Punkotsky,  57  Bronx  Park  av;   ar't, 

B   Ebeling,    West   Farms    road. — 1033. 
Southern  Boulevard,  w  s.  .300  n  l.S7th  st,  four  3-sty  brk  tenements, 

18.9x86.9;    total    cost,    $34,000;    Universal    Cement   Brick   &   Block 

Co,    1600   Shakespeare   av;    ar't,   John   C   W   Ruhl,   400  E  203d  St. 

—1038. 
St  Lawrence  av.  s  e  cor  Merrill  st,  rear,  2-sty  frame  dwelling,  32x 

23;  cost^  .$3,500;  Jacob  Cohen,  11  Van  Nest  av;   ar't,  Henry  Nord- 

heim,   liO  Van  Bureu  st. — 1027. 
Whitlock  av,  n  s,  65.59  e  144th  st,  3-sty  brk  factory,  50x105;   cost, 

$7,500;   N  Y  Chartered  Co,  111  Broadway;   ar't,  Geo  Kister,  11  W 

29th   St.— 1039. 
White  Plains  av,  e  s,  75  u  220th  st.  two  3-sty  brk  stores  and  dwell- 
ings,   19   and  20x65;    total   cost,   $16,000;    Ralph   Hickos,   219th  st 

and   White   Plains   av,    and   Chas   E   Watson,   219th   st   and   White 

Plains  av;    ar't,  John  E  Scharsmith,   1   Madison  av. — 1034. 
3d   av,    n    w   cor   Pelham   av,    1-sty  frame   shed,   60x"J0;    cost,   $200; 

Fordham   University,   Danl  J'  Quinn,   Fordham,   Pres;   ar't,   John   E 

Kerby,   48  5th   av.— 1028. 


ALTERATIONS. 

BOROUGH   OF   UANHATXAN. 

Christopher  st.  No  111,  toilets,  plumbing,  partitions,  to  5-sty  brk 
and  stone  store  and  tenement;  cost,  $3,500;  Henry  Powell,  203 
Broadway;    ar't,    Alfred   L   Kehoe.   20()   Broadway. — 2468. 

Chrystie  St.  No  128.  toilets,  windows,  to  5-sty  brk  and  stone  tene- 
ment; cost,  $1,000;  estate  of  E  Brown,  62  Bond  st;  ar't,  Geo 
Haug,   766   E   163d   St.— 24.S8. 

Elm  st.  No  96.  partitions,  toilets,  plumbing,  to  5-sty  brk  and  stone 
tenement;  cost,  $1,.500;  Edwin  M  Taylor,  11  Crosby  st;  ar't,  Henry 
J  Feiser,  150  Nassau  St. — 2460. 

Elizabeth  st.  No  214,  toilets,  to  5-sty  brk  and  stone  tenement;  cost, 
$1,000;  Chas  R  Farnolo,  45  East  Houston  st;  ar't,  O  Reissmann, 
:^0  1st  St.— 2446. 

Essex  st.  No  29,  windows,  partitions,  to  5-sty  brk  and  stone  tene- 
ment; cost,  $300;  Mary  T  O'Neill,  3.53  5th  av;  ar't,  0  Reissmann, 
.30  1st  St.— 24.87. 

Henry  st.  No  206,  partitions,  toilets,  tank,  skylights,  to  5-sty  brk 
and  stone  tenement;  cost,  $3,U0<);  Mrs  Alice  G  Skelly,  86  Tilden  av, 
Brooklyn;    ar't,   Max   Muller,   3   Chambers   st. — 2470. 

Jane  st.  No  93,  toilets,  partitions,  skylights,  to  3-sty  brk  and 
stone  dwelling;  cost,  $.iOO;  John  H  Cooper,  Pearl  River,  N  Y;  ar't, 
Thomas  M  Fanning,  217  W  125th  St.— 2481. 

John  st.  No  108,  elevator  shaft,  partitions,  beams,  brk  walls,  to 
4-sty  brk  and  stone  store  and  loft  building;  cost,  $12,000;  Mc- 
Mann  &  Taylor,  106  John  st;  ar't,  Geo  H  Budlong,  2303  Loring 
pi.— 2486. 

Lewis  st.  No  78,  stairs,  partitions,  shaft,  to  two  5-sty  brk  and  stone 
tenements;  cost,  $5,000;  Moskowitz  &  Fishman,  111  Division  st; 
ar'ts,    Sommerteld   &   Sleekier,    19   Union   sq. — 24<j2. 

Mulberry  st,  No  1.S2,  partitions,  windows,  tank,  to  5-sty  brk  and 
stone  tenement;  cost,  $1,500;  ow'r  and  ar't,  A  D  Paoli,  ISO  Mul- 
'  berry  St. — 2444. 

Rivington  st.  Nos  .88-84]  cut    openings    to   6-sty  brk   and   stone   tene- 

Orchard  St,  No  143  |     ment;    cost,    $150;    A    Kasower,    159   East 

Broadway;    ar't,   O   Reissmann,  30  1st   St. — 2404. 

Sheriff  st.  No  81,  partitions,  windows,  toilets,  to  3-sty  brk  and 
stone  tenement;  cost,  .$4(X);  Hiram  H  Hollis,  105  W  69th  st;  ar'ts, 
Thom  &  Wilson,  1123  Broadway;  b'rs,  Huston  &  Corbitt  Co,  400 
W  52d   St.— '2492. 

Water  st.  No  614,  toilets,  windows,  to  G-sty  brk  and  stone  tene- 
ment; cost,  $2,000;  Abraham  Kasower,  159  East  Broadway;  ar't, 
O  Reissmann,  30  1st  St.— 2448. 


Water   st,    Nos   653-655,    air   shaft,    toilets,    windows,    tank,    to    two 
5-sty  brk  and  stone  tenements;  cost,  $4,0110;  Wm  Frieder,  198  East 
Houston   st;    art     O  Reissmann,  30  1st  St.— 2478. 
7th  St.   No  23(1   E.tst,   toilets,   windows,  partitions,   to  5-sty  brk  and 
stone  store  and  tenement;  cost,  $1,500;  Weil  &  Mayer,  5  Beekman 
st;     art.    Samuel    Gross,    5    Beekman    st. — 2484. 
9th   St.   No  402   East,   partitions,   toilets,  chimney,   to  3-sty  brk  and 
stone  tenement;   cost,  $l,0<.iO;   Max  Gross,  42  Av  D;   ar't,  O  Reiss- 
mann, 30  1st  St.— 2479. 
lOth  st.   No  261   East,  partitions,  windows,  toilets,  to  5-sty  brk  and 
stone  tenement;   cost,  $2,500;  Miss  Mabel  L  Port,  2688  Broadway; 
ar't,   Henry  J   Feiser,   150  Nassau  st.— 2461. 
13th   St.   No  510  East,    build   oven,    toilets,    to   6-sty   brk   and   stone 
tenement;    cost,   $800;    Salvatore   Schillizzi,   510  B   13th   st;    ar'ts, 
Briganti    &    Steentken,    205    E    17th    st. — 2442. 
Slst   st,    No   204    East,    store   fronts,    to  3-sty   brk   and   stone   store 
and  tenement;   cost,  $900;   Mrs  H  Higgens,  2068  Madison  av;   ar't 
and   b'r,  J   &   L   Moreland  Co,   1910  Park  av. — 2453. 
3(th  st.  No  520  West,  1-sty  brk  and  stone  roar  extension,  51x8,  to 
2-sty    brk   and   stone   office   and   machine   shop;    cost,   $500;    John 
O  Neill,  85  Park  av,  Williamsbridge;   ar't,  Thomas  Veitch,  520  W 
37th   St.— 2450. 
40th  St.  No  336  East,  shaft,  plumbing,  to  5-sty  brk  and  stone  tene- 
ment; cost,  $1  000;  M  V  Turchin,  12  W  113th  st;  ar't,  A  L  Beineix, 
9:!1   Amsterdam   av.— 2490. 
41st  St.   No  306  West,  toilets,  windows,  partitions,  to  5-sty  brk  and 
stone   store   and   tenement;    cost,   $5,<J00;    Julius   Bowman,    estate, 
108   E   73d  st;   ar't.   Otto   L  Spannhake,  200  E   79th  st— '2477. 
45th    st,    Nos   423-425   West,    toilets,    shaft,   skylight,    to    two   5-sty 
brk    and    stone    tenements;     cost,    $1  ;500;     Edgaii    Pitske,    365    W 
_119th   st;    art,   Fredk  Many,   (i37  9th  av.— 2466. 
47th  st.  No  258  West,  toilets,  windows,  to  5-sty  brk  and  stone  store 
and    tenement;    cost.    $2.(.M)0;    Samuel    Liebovitz,    258    W    47th    st; 
ar'ts,    Bernstein    &    Bernstein,    24    E    23d    st. — 2476, 
53d  st,   Nos   1.53-1.57  Bast,  columns,  girders,  add   1   sty  to  6-sty  brk 
and  stone  stable;   cost,   $7.(KJ0;   John   H  Naughton,   153  E  53d  st; 
ar't,   O  Reissmann,  30  1st  st. — 2463. 
58th   st.    No  202   Bast,   2-sty   brk   and   stone   rear   extension,   14.x33, 
stairs,   toilets,   baths,   to  3-sty   brk  and  stone  store   and  dwelling; 
cost,   $5. (MX);    Teresa   Kutnow,   202  E  58th   st;    ar't,   Oscar   Lowin- 
son,   18-20  B  42d   st  — 2474. 
58th  St.   No  5  West,  7-sty  brk  and  stone  front  extension,  20x4,  add 
2  stories,  elevator  shaft,  partitions,  to  4-sty  brk  and  stone  studios; 
cost,   $10,000;    R  S  Wood,   11  John  st;   ar't,   Geo  M  McCabe,  2  W 
14th  St.— 2475. 
61st    st,    No   19   East,   3-sty    brk    rear   extension.    17.3x25,    to   4-sty 
brk  and  stone  dwelling;  cost,  $10,000;  Georgia  Development  Co,  15 
Exchange    pi,    Jersey    City,    N    J;    ar't,    Chas    A    Luckhurst,    New 
Rochelle,  N  Y.— 2459. 
8Sth  st.   No  318  West,   partitions,  windows,   to  3-sty  brk  and  stone 
dwelling;    cost,    .$,S00;    Gideon    E    Fountain,   34    E   64th   st;    ar'ts, 
S  B  Ogden  &  Co,  9.54  Lexington  av.— 2482. 
89th   st,    .\o   226   East,   toilets,   walls,   tank,   to   5-sty  brk  and  stone 
tenement;   cost,  $5,000;   Louis  Herschkowitz,  161  Clinton  st;  ar'ts, 
Lieberson    &    Weitzen,    161    Clinton    st, — 2469. 
94th  st.   No  35  West,  add  1  sty  to  rear,  baths,  toilets,  windows,   to 
3-sty  brk  and  stone  residence;   cost,  $2,800;   Samantha  N   Neville, 
_35  W  94th  st;   art,   Geo  H  Griebel,  22.55  Broadway.— 2449. 
97th  st.   No  299  East,  show  windows,  to  5-sty  brk   and  stone  tene- 
ment; cost,  $400;  W  Bloom,  101  W  115th  st;  ar't,  Harry  Zlot,  230 
Grand   st.— 2454. 
103d  St. n  s  1150  e  5th  av.  Public  School  No  171,  partitions,  to  5-sty 
104th  st,  s  s|     school   building;   cost,  $2,000;   City  of  New  York,  City 

Hall;  ar't,  C  B  J  Snyder,  5<X)  Park  av.— 2485. 
107th  st.  No  211  Bast,  partitions,  windows,  toilets,  to  4-sty  brk  and 
stone   tenement;   cost,   $1,200;    Max  Welsler,  328  Broome  st;   ar't, 
O   Reissmann,   30   1st  st. — '2447. 
117th   st.   No   "202   East,   partitions,   stairs,   stoop,   to  4-sty   brk  and 
stone  store  and  tenement;  cost,  $2,000;   Nicola  Aranella,  on  prem- 
ises; art,  Alfred  L  Kehoe,  206  Broadway. — 2467. 
125th  st.  No  546  West,  store  fronts,  partitions,   plumbing,   to  5-sty 
brk   and  stone   tenement;   cost,  $5,000;   A  Weigert  and  A  Tansky, 
203   Broadway;    ar't,   M   Zipkes,    147  4th  av.— 2458. 
Av   A,    No   203,    toilets,   windows,   partitions,    to   two   5-sty   brk   and 
stone  tenement;  cost,  $4,000;   Meyer  Hurowitz,  148  E  7th  st;  ar't, 
Harry  Zlot  2:30  Grand  St.— 2471. 
Av   A,   No   178,   toilets,   windows,  partitions,   to  4-sty  brk  and  stone 
tenement;   cost,  $1,000;   Max  Fisch,  82  1st  st;   ar't,  O  Reissmann, 
30   1st   St.— 2480. 
Bowery,   No  42,  toilets,  partitions,  windows,   to  4-sty  brk  and  stone 
tenement;    cost,   $300;    Delancy   Kane,   care  Jacob   Finkelstein,   40 
Bowery;  ar't,  Chas  B  Reid,  105  E  14th  St.— 2465. 
Broadway,   e  s,  50  n  57th  st,   erect  sign,   to   1-sty  frame  and  stone 
store;  cost,  $150;  estate  John  B  Marsh,  51  Liberty  st;  art,  Frank 
Q    Smith,    128  4th   av.— 2494. 
Lenox   av,   s   e   cor   115th   st,   store   fronts,   partitions,   plumbing,   to 
5-sty   brk   and   stone   tenement;    cost,   .$8,000;    A   Schelbel   and  Jos 
Toch,   1770  Madison  av;   ar'ts,  Schwartz  &  Gross,  35  W  21st  st. — 
2457. 
Lenox  av,  w  s,  100  n  112th  st,  windows,  partitions,  columns,  beams, 
to   4-sty   brk   and   stone   store  and   tenement;    cost,   $15,000;    J   A 
Schelnberg,  55  Lenox  av;  ar't,  B  W  Levitan,  20  W  31st  st. — 24,55. 
Lenox  av.  No  523,  partitions,  show  windows,  to  5-sty  brk  and  stone 
tenement;    cost,  $4,000;    C  Luckey,  523  Lenox  av;   ar'ts,   Sommer- 
feld   &   Steckler,    19  Union   sq— 2489, 
Madison  av.   s  e  cor  l'20th  st,   partitions,   windows,   piers,   stairs,   to 
5-sty  brk  and  stone  store  and  tenement;  cost.  $.S.O0O;  Bert  L  Weil, 
198  Broadway;    ar't,   Ed  A   Meyers,   1   Union  sq. — 2443. 
Madison    av.   No   674,   2-sty   brk  and   stone   front   extension,   2.5x4.6, 
partitions,    girders,    to   4-sty   brk    and    stone   store    and    dwelling; 
cost,    $6,500;    Georgia    Development    Co,    15    Exchange    pi,    Jersey 
City,   N  J;   ar't,  Chas  A  Luckhurst,   New  Rochelle,   N  Y. — 2452. 
Madison  av,   Nos  579-581,   windows,  cut  openings,   to  2-sty  brk  and 
stone    store    and    office    building;    cost,    $250;    William    King,    on 
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'  premises^  ar't,  James  W  Cole,  403- W  51st  st;  b4-,  Thomas  Far- 
rell,   OJU   10th  av.— 2472. 

1st  av,  n  w  cor  S9th  st,  stairways,  to  5-sty  brk  and  stone  store  and 
tenement;  cost,  $500;  George  R  Smith,  154  Greenwich  st;  ar't, 
James  F  Slevin,  12  Chambers  st;  b'r,  John  O'Keefe,  1  Hague 
St.— 24.50. 

2d  av.  No  1402,  toilets,  windows,  partitions,  to  5-sty  brk  and  stone 
store  and  tenement;  cost,  .fS.OOO;  Isaac  Heller,  71  Nassau  st;  ar't, 
Samuel  Gross.  325  E  84th  st.— 2483. 

2d  av.  No  1!)11.  toilets,  partitions,  to  5-sty  brk  and  stone  tene- 
ment; cost,  $2,000;  Prescott  Realty  Co,  171  Broadway;  ar't, 
Nathan  Langer,  81  E  125th  St.— 2401. 

3d  av.  No  1310,  toilets,  windows,  partitions,  to  5-sty  brk  and  stone 
tenement  and  hall;  cost,  $1,500;  C  Armbruster  &  Co,  1319  3d  av; 
ar't,   D  J  Comyns.   147  4th  av. — 2457. 

5th  av.  No  38;>.  windows,  marble  columns,  steps,  alter  safe  de- 
posit vault,  to  4-sty  brk  and  stone  office  and  bank  building;  cost, 
$15,000;  Ben]  Altman,  020  5th  av;  ar'ts,  'R'alker  &  Gillette,  131 
W   40th   St.— 2495. 

Oth  av,  Xos  S21-827.  erect  sign,  to  four  3-sty  brk  and  stone  stores 
and  dwellings;  cost,  $525;  Walter  J  Solomon,  5O0  5th  av;  ar't, 
Q   Smith,   12.8  4th  av. — ■2403. 

11th  av.  No  781.  toilets,  windows,  skylights,  to  4-sty  brk  and  stone 
tenement;  cost,  $1,000;  Emanuel  Kapelshon,  806  W  68th  st;  ar't, 
Chas   E   Reid,    105   E   14th   st.— 2445. 

11th  av.   No   787,   1-sty   brk  and  stone  rear  extension,  2.5.1V4xl5,   to 

■    4-sty   brk   and   stone    store    and    tenement;    cost,    $1,200;    John   H 

'    Feldscher.  on  premises;  ar't,  James  W  Cole,  403  W  5Tst  st. — 2473. 

BOROUGH    OF    THE   BRONX. 

1.50th  st,  n  s.  at  head  of  Spencer  pi,  move  3-sty  brk  club  house; 
cost,  $3,(KHI;  NYC&HRRRCo.  Grand  Central  Station;  ar't, 
Morgan    M    O'Brien,    Grand    Central    Station, — 403. 


Ilt2d    st,    s    s.    Brook    and    Washington    avs,    new   doors,    partitions, 

floors,    &c,    to   3-sty   brk   court   house;    cost,   $8,500;    City  of   New 

York;   ar't,  M  J  Garvin,  3307  3d  av.— 487. 
214th  st,   s  s.   75  w  Maple  av.   IH-sty  frame  extension,   17.0x15,   to 

I'/i-sty  frame  store  and  dwelling;   cost,  $5*X>;  Antonio  Popantonio, 

20  E  214th  st;   ar't,   L  Howard,   170th  st  and   Carter  av. — 485. 
228th   st,   n   s,   100  e  4th   av,    1-sty   frame   extension,   22.2x0.0,   new 

partitions,    &c,    to   2%-sty   frame   dwelling;    cost,   $.500;    G   Calda- 

relli.  on  premises;   ar't,  J  J  Vreeland,  2010  Jerome  av. — 180. 
Barnes    av,    e    s,    50   s   215th    st,    2-sty   frame    extension.    ■2'2x23,    to 

21/4-sty  frame  dwelling;   cost,  $1  .5(X>;   Thos  J  Habecht,  347  Lenox 

av;   ar't.  Albert  Gerhards,  90  E  219th  st.— 488. 
Bronx  Boulevard,  w  s,  12.5  s  241st  st,  move  2%-sty  frame  dwelling; 

cost,  $7.50;   Michael  Brennan,  74  White  Plains  av;  ar't,  Wm  Thos 

Mapes,  White  Plains  av. — 100. 
Barnes   (4th)   av,   e  s,  50  s  215th  st,  2-sty  frame  extension,   20x20, 

to   2-sty   frame   dwelling;    cost,   $1,200;    Thos   Habicht,   217  Lenox 

av;  ar't,  Frank  Watson,  04  E  125th  st. — 495. 
Decatur  av,  n  w  cor  Kingsbridge  road,  new  foundation.  &c,  to  2-sty 

frame    store    and    office    building;     cost,    $400;    estate    of    Chas    J 

Coulter,   0   W   49th   st;    ar't.    F    E   Albrecht,    Fordham. — i'M. 
Park   av,   e   s,  303  n   109th  st,   1-sty  frame   extension,  20.0x14.0.   to 

2-sty   frame   carriage   house;    cost,   $500;    Geo   Hey,   on   premises; 

ar't,   F  Hammond,  943  Washington  av. — 496. 
3d  av.  No  2390.  new  store  front,  to  2-sty  frame  store  and  dwelling; 

cost,   $100,   M   J   Murphy,   on   premises;    ar't,   Louis  Falk,   2785  3ii 

av.— 489. 
3d   av,   n   w  cor  Pelham   av,   new  foundation,   new  partitions,   &c,   to 

IV^-Bty    frame    stable;    cost,    $.800;    Fordham    University,    Danl    J 

Quinn.  Pres.   Fordham;   ar't.  John  E  Kerby,  48  5th  av. — 492. 
Harlem  Division  NYC&HRRR  and  Olin  av,  e  and  w  s.  frame 

platform  extension,   14x22,   move   1-sty  frame   waiting  room;   cost, 

.$1,000;    N    'T    C    &    H    R    R    R   Co,    Grand    Central    Station;    ar't, 

Wilfred   W   Beach,   Grand   Central   Station. — 191. 


JUDGMENTS     IN     FORECLOSURE 
SUITS. 

Seiit.    7. 
150th  st,  n  s,  2'25  e  Amsterdam  av,  25x98.     Vir- 
.ginia    M    Ditmar    agt    Ellen    Mulligan    et    al; 
Guggenheimer.    Untermyer   &    Marshall,    att'ys; 
.  Moses  J  Sueudaira,  ret.     (Amt  due,  $1,340.00.) 
Sept.    S. 
No   Judgments   in    Foreclosure   Suits   filed    this 
day. 

Sept.    10. 

Union   av,   s  w  cor  loSth   st.   36.3xll3.11x  irreg. 

.  Richard       S    Collins    agt    George    Dorr    et,  al; 

Stephen  W  Collins,   atfy;   Moses  S  Adler,   ref. 

.    (Amt  due,  .$ir),«)7.11.) 

.   Sept.    11. 
Boston    rd,    s    s,    217.11    e    Jefferson    st,    25x100. 
Samuel   P   Savage  agt   Elizabeth  Graves  et  al; 
■Curtis,    Mallet,    Prevost    &   Colt,    att'ys;       Edw 
■j    McGean,    ret.      (Amt   due,    $2,543.40.) 


LIS    PENDENS. 

Sept.  8. 

City  Island  av,  n  e  cor  Orchard  st,  25x100. 
Thaddeus  0  Rofle  agt  Sarah  Gebhardt  et  al; 
action  to  recover  possession;  att'y.s  Earley, 
Weaver  *c    Earley. 

City  Island  av,  e  s,  adj  lands  of  Sarah  Boulle, 
30x100.  Same  agt  Ernest  L  Roeder;  action  to 
recover  ro.=se:sion;  att'ys,  Earley,  Weaver  & 
Earley. 

e;ty  1-land  av,  c  s,  53  n  Orchard  st,  12.CxlO(1x 
;rre.?.  Same  agt  Samuel  S  Miller;  action  to 
recover  po:-se^sion;  att'y.s  Earley,  Weaver  & 
Earley. 

Orchard  st,  n  s,  100  e  City  Island  av,  125.6x 
07. fix  irreg.  Same  agt  Sarah  Gebhardt  et  al; 
action  to  recover  possession;  att'ys,  Earley, 
Weaver   &    Earley. 

Orchard  st,  s  s,  110  e  City  Island  av,  50xl03x 
irreg.  Same  agt  Samuel  S  Miller;  action  to 
recover  possession;  att'ys,  Earley,  Weaver  & 
Earley. 

Orchard  st,  s  s,  150  e  City  Island  av,  15.6x101. 
Same  agt  Phoebe  E  Williams;  action  to  recover 
possession:   att'ys,    Earley.   Weaver  &   Earley. 

Orchard  st.  s  s,  lG5.fi  e  City  Island  av,  fiOxlOlx 
irreg.  Same  agt  Phoebe  E  Williams;  action 
to  recover  possession;  att'ys,  Earley,  Weaver 
&  Earley. 

City  Island  av,  s  e  cor  Orchard  st,  lOlxlOOx 
irreg.  Same  agt  Henry  Hunneke  et  al;  action 
to  recover  possession;  att'ys,  Earley,  Weaver 
&  Earley. 

Interior  parcel,  beginning  at  a  point  50  n  179th 
st  and  100  w  Audubon  av,  runs  n  50  x  e  .02 
X  s  50  X  w  .02  to  beginning.  Mary  Kranich- 
felt  agt  Hayman  Wallach  et  al;  ejectment 
proceedings;  att'y,  F  L  Mayham. 
Sept.  10. 

La  Fontaine  av.  No  2114.  Abraham  Scheinblum 
agt  Harris  Levine;  action  to  foreclose  me- 
chanics lien;  att'ys,  Gainsburg  &  Solomon. 

64th  st,  s  s,  20  e  4th  av,  20x80.  | 

Hester  st.   No  17.  •  j 

Suffolk  st,  Nos  7  and  9.  | 

'Amelia  Jacobs  agt  Augusta  Jacobs  et  al;  par- 
'titionr  att'ys,    Davis  &   Kaufmann. 

235ih  St.  s  s,  450  w  Oneida  av.  22xl50x  irreg. 
Otto  Mel  in  agt  John  E  Strome  et  al;  action  to 
foreclose  mechanics  lien;   att'y,  J  B  Quintin. 

135th  St.  n  s,  5S0  w  Amsterdam  av,  75x99.11. 
Breslauer  Realty  Co  agt  Myer  Cohen  et  al; 
specific  performance;   att'y,   E   A  Isaacs. 

150th  st,  n  s,  495.5  w  7th  av,  40.10x99.11.  Berry 
,B  Simons  et  al  agt  Barnet  Miller  et  al;  spe- 
cific performance;  att'ys.  Rose  &  Putzel. 


Morris  av.  No  1065.  Israel  Alper  agt  Nathan 
Appelbaum;  action  to  establish  lien;  att'y,  B 
■  Shaw. 

Sept.  11. 

1st  av,  n  e  cor  Houston  st,  25.2x92x25.4x88.5. 
William  Prager  agt  Samuel  Van  Benschoten  et 
al:   partition;  att'ys.   Bowers  &   Sands. 

Suffolk   st.    No  95.  I 

Stanton   st.    No   126.  | 

Max  Kliger  agt  Samuel  Rosenfeld  et  al;  action 
to  set  aside  deed:  att'y,  L  H  Levin. 

151st  st,  n  s,  125  e  Amsterdam  av,  75x99.11. 
John  Brown  agt  City  of  New  York;  specific 
performance;  att'ys,  Baldwin  &  Blackmar. 

Sept.    12. 

79th  st.  No  431  East.  Vengel  Slegak  et  al  agt 
Mary  Volauth;  action  to  declare  lien;  att'ys, 
Semple     &     Liebeskind. 

Hunt  av,  s  e  cor  Bear  Swamp  rd,  runs  e  .04 
X  s  w  .07  jc  n.OG:  with  right,  title  and  inter- 
est to  \ii  of  Bear  Swamp  rd  and  Hunt  av, 
Bronx.  New  York.  Westchester  &  Boston  Ry 
Co  agt  Frederick  G  Durr  et  al;  action  to  ac- 
quire   title;    att'y,    J    T    Richards.  * 

140th  St.  n  s,  225  w  Amsterdam  av.  i09xlO8.6x 
C«.7xli'.i.ll.  Robert  Perlman  agt  Miller  Realty 
&  Construction  Co  et  al;  action  to  foreclose 
mechanics  lien;  att'ys,  Pressiuger  &  New- 
combe. 

179th  st,  n  s,  100  w  Amsterdam  av,  125x100. 
Thomas  Mulligan  et  al  agt  Hyman  Ellender: 
action  to  foreclose  mechanics  lien;  att'y,  M 
Mayer. 

7th  av,  s  e  cor  129th  st,  99.11x75.  Leo  S 
Greenebaum  et  al  agt  David  Levy  et  al: 
action  to  rescind  agreement,  &c;  att'y,  R  H 
Raphael. 

1st  St.  No  13.  Morris  Wolf  et  al  agt  Julius 
Hefflin;  action  to  foreclose  mechanics  lien; 
att'y,   A  H  Schwartz. 

Washington  av.  w  s.  217.6  — ,  4th  st,  25x200. 
Myer  Paltrowitz  agt  Isaac  Hyman;  action 
to  impress  lien;  att'y,  J  P  Joachimson. 

Sept.    13. 

Sth  av,  s  e  cor  149th  st.  74.11x100.  Samuel 
Wacht  et  al  agt  John  Katzman  et  al;  action  to 
impress  vendee's  lien;  att'ys,  Arnstein  & 
Levy. 

3d  av,  n  e  cor  70th  st,  124.4x85.  Thomas  F 
McLaughlin  agt  Isaac  Kleinfeld  et  al;  action  to 
foreclose  mechanics  lien:  att'y,  J  Kearney. 

«9th  St.  n  s.  225  ,w  West  End  av,  124.8x100.5. 
Harry  Herzog  agt  Jacob  Levy  et  al;  action  to 
establish  vendee's  lien;   att'y,  C  Forestone. 

1st  St.  No  17.  Morris  Wolf  et  al  agt  Julius 
Hoffiine;  action"  to  foreclose  mechanics  lien; 
att'y,    A    H    Schwarz. 

Sept.  14. 

140th  st.  No  507  West.     Wolf  Burland  et  al  agt 

Carl    E    Hoffman;    specific    performance;    att'y, 

S  H  Harmon. 
Brook  av]  "NO  996.      V^   part.     Morris   Berkowitz 

agt   Samuel   B  PoUak  et  al;   action  to  impress 

trust:  att'y,  M  S  Hyman. 
Columbus  av,  n  e  cor  82d  st.  26  8x100.     Herman 

Seider    agt: Isaac   Huppert;    action   to   foreclose 

mechanics  lien;   att'y,   L  Scheuer. 
Cauldwell    av,    e    s,    100    s    156th    st,    209x100.9. 

Chas  A  McMann  agt  Jacob  Seider  et  al:  action 

to  foreclose  mechanics  lien;  att'y.  L  Scheuer. 
VanderbHt  av  East,  e  s.  305  s  171st  st.  20x100.5. 

Bertha   Becker  agt   Joseph  A  Sechwarzler,   jr; 

action   to   recover  possession;    att'y,   A   E   Om- 

men, 
108th    st,    s   s,    100   w    Central   Park   West,    lOOx 

•100.11.     Jacob  Kotlowsky  agt  Abraham  Silver- 
■  son  et  al:-  (action  te  foreclos  mechanic's  lien); 

att'y,    D   E   Goldfarb. 


14th    St.    Nos   316  and    318   East.  I 

4th  st,   Nos  a32  and  334  East.  I 

Alhambra  Realty  Co  agt  Elias  Senft  et  aly 
(specific  performance;  att'ys,  Schenkman  & 
Brown. 
Hunts  Point  road,  w  s,  adj  lands  of  Paul  Spof- 
fard  and  Francis  Barretto.  Geo  F  Johnson  agt 
Geo  H  Dyett  et  al;  (partition);  att'ys,  Ferriss 
&    Roeser. 

« 

FORECLOSURE    SUITS. 

Sept.    8. 
No   Foreclosure   Suits   filed   this   day. 
Sept.    10. 
Avenue    B,    s   e   cor    14th    st,    33x100.      Daniel   S 
Decker  agt  Anna  W  Bilhoefer;    att'y,    Stilwell 
&    Decker. 
Old  Broadway,  Nos  2368  and  2370.     Morris  Lift- 
man agt  Samuel  Solomon  et  al;  att'y,   M  S  & 
I  S  Isaacs. 

Sept.    11. 
154th  st.   No  411  West.      Dry  Dock  Savings  In- 
stitution agt  Moses  Bachman  et  al;  att'y,  P  M 

Tichenor. 
76th  st,   Nos  506  to  510  East.     Samuel   Kerman 

agt  Samuel  M  Hotfberg  et  al;  att'y.  C  Schwick. 
2d  av,   w   s,   38.0  s  44th  st,   1.8.6x97.      Same  agt 

Isaac   Sakelski  et  al;   att'y.   F  M  Tichenor. 
58th  st.  No  532  West.     Wm  C  Selden  agt  James 

C   McKenzle   et   al;    att'ys.    Wingate   &   Cullen. 
101st    st,    s    s,    100    w    1st    av,    50.\100.11,    two 

actions;  Samuel  Wacht  agt  Sidney  Surowitz  et 

al;  att'ys,  Arnstein  &  Levy. 
Sent.    12. 
Crotona    av,    n    w    cor    187th    st,    75x80.      John 

O'Leary   agt    Tommasso   Giordano   et   al;   att'y, 

H   Ove.-ing'.on. 
l.'lltth    st,    s    s.    10)   w   Amsterdam    av,    50x99.11, 

Emanuel  Arnstein  et  al  agt  Abraham  Schles- 

inger  et  al;   att'y,  A  Pfeiffer. 
Sept.    13. 
lOoth  St.  s  s.  283.4  e  Park  av.  16.8x100.11.     Wil- 
son   M    Powell    agt    Estella    Hirschbein    et    al; 

att'y,    W   M   Powell,   Jr. 
Downing  st.   No  23.     Ernesti  Pecararo  et  al  agt 

Giovanni   B   Sarti   et   al;    att'y,    M    Keve. 
152d  st,  s  s,  225  w  Broadway,  l(K)xl99.10  to  151st 

St.     Joseph  R  Brown  agt  Wm  B  Hebbard  et  al; 

att'ys.    Myers   &   Goldsmith. 
54th    st.    No    449    West.      The    Franklin    Savings 

Bank   in   the  City  of  N   Y  agt  Andrew  O'Neill 

et    al:    att'y,    W    M    Powell. 
Bowery.  No  204.     City  Real  Estate  Co  agt  David 

Jacobs  et   al;   atfy.   H  Swain. 

Sept.  14. 

151st  st,  s  s,  lot  263  map  of  the  Village  of  Mel- 
rose, 28x118.5.  Wm  A  Martin  agt  Ann  Mitchell 
et  al;  att'ys,  Arrowsmith  &  Dunn. 

Elsmere  pi.  n  s,  475  w  Marmion  av,  25xl(X). 
Imegene  U  Steeves  agt  Ella  M  McCabe  et  al 
exrs:    att'y,    E    L   Barnard. 

147th  st,  n  s,  325  e  Boulevard,  17x90.11;  The 
Washington  Trust  Co  of  the  City  of  N  Y  agt 
Theresa  J  Denham  et  al;  att'y,  W  M  Powell. 

JUDGMENTS. 

Sept. 

10  Armstrong,    John    W — Christian    Wollerson. 

75.85 

11  Arrigone,    Arrigo — People,    &c     1,000.00 

12  Allmaras.     Henry— Samuel    Hirskowitz. 424.07 

ll^tAsoff.  John— Joseph  Goldberg  et  al 93.19 

14  Albert  Isador  &  Gussie — S  Adaline  D  Winne 

$43.35 


The   text   of  these   pages  is  copyrighted.  *  All  "rrgKts  are  "reserved.    Notice  is  hereby  given  that  Infringement  will  lead  to  proaecutlom. 
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14  Autler,    Sol — Morris    N    Karash 66.' 

14  Allen,   William— N  Y  Edisou  Co 136.: 

S  Bramson,  Benedict  F— H  B  Claflln  Co.$l,247. 

8  Byram,    Amanda — Acton    C    Bassett.  . .  .2()7. 

8  Berk,    Harry— Fourteenth    St    Bank 5i;(>. 

10  Beyerle.    Frank — George    Grix     24. 

10  Brundage,    Daniel — Thomas    J    Doyle.... 71. 

10  Bennett,    Wm    H— Reijetti   Co 112. 

10  Berlin,  Morris — Scranton  &  Lehigh  Coal  Co. 

.157 


10  Braun,   Nathan— Harry   Elsing  et  al....223.23 
10  Burk.    Andrew— Richardson    &   Boynton   Co. 
02.01 

10  Barry,    Arthur    J— Jefferson    Bank 114.41 

11  Backes.  George— Swift  &  Co 63.41 

11  Bennett,  Wm  H— Albert  Plant  and  ano., 305.15 
11  Brooker,   Frederick  W— Paul  Pfoteuhouer  et 

al    120.68 

11  Brown,   Julius— Walter  S  Mack  et  al 44.38 

11  Borce,     Frank— People,     &c 1,000.00 

12  Bennett,   Isaac — Max  Gredinger   160.41 

12  Brown.    Fannie — Riverside    Security    Co. 426. 82 

12         the  same the  same    426.82 

12  Besser,   Jacob the  same    426.82 

12         the  same the  same    426.82 

12  Birney,    John    L the    same    426.82 

12  Brummer,    Ralph— Julian    Siegal 60.41 

12  Brandmarker,     Jacob     Leon— Simon     Rasch. 

118.19 

13  Benyovitz,    Meyer- Matthew    F    Mulvlhlll... 

costs,  35.41 

13  Blake,     Herbert    F— Lawyers'    Title    Ins    & 

Trust    Co 131.69 

13  Baumell,    Jacob— Fannie   Wieder    65.91 

13  Buckley,  Leander  J— Amelia  A  Hasell.3,895.18 

13  Berry,     Chas    S— John    Jackson 145.82 

13  Babcock,    Charlotte— Alonzo    Kimball. 7, 719.03 

13  the    same the    same    7,719.03 

14  Blanea,    Theodore— N    Y    Edison    Co 2IXi.36 

10  Cowing,    Edw    K— Chas   F    C    Mehling.  .284.91 

10  Capucci,    John— Antonio    Martoullo 43.27 

10  Cohen,   Abraham — Abraham   Bernhard  et  al. 

127.85 

10  Cardarelo,    Raffaele— Lewin    Rubin .34.65 

10  Colapinto,    Guiseppa— Union   Ry   Co   of  N   Y 

City    costs,    124.78 

11  Cannon,    Chas   W— George   Kenny. costs,   68.68 

11  Cohen,   Louis  O— Louis  Baldinger  et  al.  1.39.62 

12  Cohen,    Charles — Benjamin    Messer 27.65 

12  Carmody,    John— Benjamin    D    Barnes.  ..  .77.58 

13  Campbell.    John   J— Meyer   Barber 520.41 

13  Campbell,  Maurice— Elsie  B  Peale   171.10 

14  Clarke,  Adam— Alberene  Stone  Co.... 211. 41 
14  Cohen,    Louis— N    Y    Edison    Co 144.38 

8  Downing,   Mary  H— Katharine  S  Schuchardt 

et    al    903.95 

8  Deutsch,  Max — Meyer  Horwitz  et  al...32.51 
11  Dworkowitz,      Samuel— David      Preidberger. 

.529.71 

11  Daggett,    Wm   H— Alvin  F   Hill   et  al. 2,430.13 

11  Dooley,    Mary*   &    Stephen   F— Jacob   Rester 

28.65 

12  Downs,   Chas   S— Charles   McWilliams  et  al. 

95.01 

13*Doe.    John— Pesach    Weinberg 43.37 

14  Diamond,    Jacob— Samuel    Samet   et  al...27.65 

14  Davis,    Owen   J— N    Y    Edis-on   Co 82.(16 

10  Esty,    Thomas   B— Anna   B   Esty. costs,   219.95 

10  Elchner,    Nathan— Sami:cl    Fuld   et   al.. 135.11 

11  Eager,   Joseph  P— George  Kenny,  .costs,   68.68 

13  Engelkin,    Richard — James   G   Powers   et   al. 

182.51 

13  Everhart,    Franklin— Dossert    &    Co.. 4, 193.69 

13  Ellender,  Hyman  M— Thomas  C  Edmonds  & 

Co 225.31 

14  Eskenasy,  Micu— Geo  W  Martin  et  al.. 139.28 
8  Fay,    John    A— Max    Rosenblum 275.72 

10  Furber,   Chas  W— Chas  A  Christman 39.57 

10  Faulhamer,     John— James     Whitehead.  .350.33 

11  Forbes,    H   De   Courcey — Frederick  Gebhard. 

3,4,38.68 

11  Fechner,  Adolph  F— Julius  L  Murphy .  .434.15 
lltFreedman.  Jacob— Joseph  Cohn  et  al.... 52.24 
11  Furber,    Chas    W— E    H    Ogden    Lumber    Co. 

116.69 

11  Flschlowitz,    Jacob— John    Dougherty. ..  .29.03 

11   Farrell,    Thomas    V— George    Cohn    34.41 

13  Fink.    Max— Kurtz    &    Metz    38.26 

IStFrankel,     Henry- Lena    Szasz 147.73 

8  Grant.    John    J— Peter    J    Hlckey 503.93 

10  Gluck,    Herman- Leopold    Ranzenhoter.424.70 

10         the    same the    same     145.01 

10  Goldstein,     Isadore — Oscar     W     F'riedenrich. 

106.83 

10  Gurian.    Morris— David    Nagel    et    al....42.41 

10  Glueck,   Gustavo  F— Cecelia  E  Glueck 

costs,   81.94 

11  Grossman.   Nathan  &  William— Isaac  Wein- 

stein     700.55 

11  Ginsberg,     Simon— Jacob    Meyer    et    al.415.15 

12  Gold,    Joseph— Max  Gredinger   160.41 

12  Gaynor,  James  E— Baker  Voorhis  &  Co.. 10. 78 
12  Gleason,    Julia— H   Maitland   Kersey 

costs,   20.00 

12  Gelbin.  Max— E  H  Ogden  Lumber  Co.  .2,020.31 

12  Goldberg,    Elias— Nathan    Garber 03.41 

13  Gewertz.     Annie— Abraham     Goldstein.  .215.76 

13  Getz.  John— Styles  &  Cash    25.36 

13  Glasser.    Herman— City   of   N   Y .350.58 

13  Gottlieb,    Louis   S— Addison    S   Pratt. 23,910.47 

14  Gurevitch,  Jacob— Lewin  &  Zussman.  ..  .74.92 
8'Humbert,    Frederick    B— Alfred    G    Williams 

3..5S0.51 

10  Hoff.  Chas  B— Thomas  Mollory  et  aI..124.14 
10  Huff,   Fred   P*,   Elbridge,   Jr*   &  Mattie  F— 

Richardson  &  Boynton  Co 400.05 

10  Hopkins,   Emma  A— Seymour  Hotel  Co. 634. 23 


11  Hilton,  Frank  P— George  Kenny  ..Costs,  68.68 
11  Hirschman,    Ulrich    &    Kathl— Swift    &    Co. 

244.74 

11  Hunterberg,  Christian — Joseph  Seeman  et  al. 

142.26 

11         the  same Harry  Eggers  et  al.  ...242.38 

ll*Haber,    Morris   &    David — David   Freiberger. 

520.71 

11  Herold,  Charles— Fred  De  Fau  et  al... 06.41 
11  Hartog,  Alphonse — Gilbert  F  Coshland  et  al 

121.80 

It  Hale,  Clarence  H— Alvin  F  Hill  et  al. 2,430.13 
11  Hirsch,    Meyer— John    Dougherty 21.15 

11  Hatch,   Talitha— Samuel  Coffey    6.309.85 

12  Heylman,  Harriet  A — Lawrence  Bros.2,.S33-24 
12  Heinsolin,    William — Charles  Kallmeyer.  144.22 

12  Hiers,   H  Houston— Edgar  H  Laing 69.75 

13*Horowitz,     Henry— Fannie    Wieder 65.91 

13  Hurwilz,  Hayman — Daniel  Levensky.  .209.35 
13  Hornum,    Walter    H    C— MacMillan    Co.. 26.71 

13  Hafler,  Joseph  &  Louis — Samuel  Z  Chodorov 

.; 12601 

14  Hanson,    Harold    C— Philip    Weinberg.  ..  .68.41 

10  Julich,    Gustav — David   Mayer .425.80 

10  Johansen,    Samuel — Nathan   Poley  Co.... 56. 41 

13  James,   J    Randell— Thomas  A  Darby.  ..  .54. (Mt 

14  Juhren,    Frederick    C— Swift    &    Co 33.50 

14  Jensen,    Henry    W*    and   Wm   A— N    Y   Edi- 
son   Co ■ 95.91 

8  Kaminsky,   Isaac — Israel   Leopold    146.20 

10  Kahn,     Jack     H — Alexander    Jacobus.  ..  .5.3. It; 

10  Klein,     Henry— Hugo     Cohn     223.0(i 

ll»Kolb,    Max— John    H    Mahnken    Co 986.79 

11  Kennedy,    Elizabeth    C— Gilbert   P   Cockland 

et  al   121.80 

12  Kaufman,   Samuel — E  H  Ogden  Lumber  Co. 

2,020.34 

12  Kahn,    Benjamin— Nathan    Garber 79.41 

12  Kutschon,     Royal     B     &    Catherine — Felix 

Florio 57.66 

13  Kottmier,    Fred — Nellie    Downey 51.01 

13  Kinn,  James  P— Theodore  G  Strater 284.70 

14  Korn,     Samuel— Abraham     Katz 31.10 

14  Kamber,    Morris — Hyman    Rubin 66.00 

8  Levy,  John— Louis  J  Rosett 214.31 

10  Leiffer.    Israel    &    Julius    K — Adolph    Rusch 

et    al     147.04 

11  Longo,    Giobanni — V    Loewers    Gambrinus 

Brewing   Co 251.411 

11   Lucas,    Edward — David    Mayer    Brewing    Co. 

254.46 

11  Levin,    Jacob — Charles   Mautner  et   al...l5.72 

11  Lyon.   Victor  A— De  Santos  Saxe 132.85 

11  Linsky,  David  A— John  H  Malinken  Co. 086. 79 
11  Lowenberg,    Rudolph— Fred    De    Fan    et    al. 

96.41 

11  Levis,  Irving  A— A  E  Klotz  Fireprooflng  Co. 

1.56.35 

12  Lewyn,    Adolph— Warren    Switzler    63.10 

13  Ledogar,    Martin— James    G    Powers    et    al. 

182.51 

13  Levine.  Morris — Isaac  Slutzky  et  al..ll3.15 
13  Lishinsky,  Israel — Oscar  Rozenberg.  ..  .50.31 
13  Ludlum,  Geo  H— Browning,  King  &  Co.. 22.93 
13  Liberman,    Bernard — Meyer    A    Bernheimer. 

95.01 

13  Lawson,   John— City  of  N  Y 3o0..58 

13  Lardner,  Adelaide  L the  same   700.51 

13  Lake,    James    H— the   same    700..51 

13  Levy,    Daniel   B the  same    180.08 

13  Lang,    Charles the   same    3.50.58 

13  Lennon.   Wm  F— the  same   3.59.!>8 

13  Lehmann.    George the    same     86.78 

13  Lyon.    Margaret    A— the    same    189.0.8 

13  Lyons,   Mary the  same   198.21 

13  Lyle.    Robert    J the   same    700.51 

13  Lewis,     Frank — Louis     Donitz 40.75 

14  Levy,    Abraham — Minnie    Berkowitz 87.15 

14  Lockwood.   Edwin  C — Abraham  Strauss.  112.53 

8  Marsh,    John    A — Fanny   Jackson 26.65 

8  Musgrove,    George — August    Van    Biene.... 

13,651.28 

10  McDonald,  Wm  P— Wm  J  Quinlan ..  1,0.50,86 
10  McLoughlin.    Wm    F— Jefferson    Bank.. 114.41 

10  McLaughlin,  Wm  F the  same 63.61 

n   Morrill.    Nathan   F— Chas   E   Russell    ....14.72 

11  Morse,    Wm    F — Max    Raymond 320.26 

11  McGlincey,  Andrew — Rathbun  Kipp.  .  .246.02 
11   McGeary,  Wm  H— Union  Pacific  Tea  Co. 80.01 

11  Miller,    Max— Louis    Bosser    et    al .5.80.15 

12  Mason,    Rufus    C— Frank    A    Acer 158.00 

12  Marcus,    Nathan    W— Isaac    L    Miller    et    al. 

165.21 

12  Mulvihill.  Matthew  F— Meyer  Benyontz.35.41 
14  Moskowitz,  Max— Solomon  Hollander.  .17.03 
14tMiller,   Chas  E— Vaign   Garment   &  Co... 77.08 

14  Minacakes,  Anton— N  Y  Edison  Co 1.33.11 

14  Morando,    Luigi— Adolph    A    Rahaeuser.  .42  'if* 

S'Newman,   Wm   R— Acton   C   Bassett   ....267.80 

11*Neufle'd,     Louis— John     Dougherty 21.03 

13*Neff,    Henry— Lena   Szasz    147.73 

14  Newburg,   Marcus— N  Y  Life  Ins  Co 121.74 

14  Newman,    Wm    V— Denis    Ryan 66.61 

8  O'Brien,  John  J— J  L  Mott  Iron  Works. 4.87. 77 

12  O'Connor,    James    F— Richard    Bennett .  .101.15 

13  Oppenheim,    Herman— Arthur    Mueller.  .106  37 

13  O'Connell.    John    H— W    E    Baker    Co.  .275,58 

14  Oliver,   Marshal  F — Beechwood  Improvement 

Co    , .241.66 

14  O'Connell,     John    J— American     Law     Book 
8  Paterson,    Henry    A— Alfred    G    Williams. . . 

3.589;.51 

11   Permanskv.    Max— Jacob   Jacobs ."i, 251. '28 

11  Pulling.    Henry    S— Flood   &    Conklin   Co. .55.54 

12  Polansky,  Joseph — Francesco  Alello.  ..  .017.81 
12  PhlUipB,   Abraham— H  H  Upham   &  Co.  .30.91 
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Priore,   Guiseppe— Paul    Dormo 469.72 

Posner,    Chas   H— Mutual  Alliance  Trust  Co 

of    N    Y     97.88 

Post,    Wallace   B— Alonzo   Kimball.  ..  .7,719.03 

the    same the    same    ..7,719.03 

Padis,    John— Joseph    Goldberg   et   al 03.10 

Post,   Max— City  of  N  Y   359.58 

Powell,   Martha  J— M  Reed  Thompson 

costs,    34.78 

Raphael,    Isaac— H    B    Claflln    Co 1,247.42 

Robinson,    Frederick — Bragio    Chiora    et    al. 

225.95 

Reuben,    Meyer— Joseph    Freedman 83;91 

Riley,     Thomas    P— Sarah    Rubin 145.40 

R.zzio,     Antonio— People,     &c 1.000.00 

Robertson,   Geo  H— E  H  Ofiden  Lumber  Co. 

230.80 

Rosenzweig.    Joseph— George    Cohn 39.41 

Roth.     Joseph — Simon     Schneider 35.15 

Relsman,  Abiaham— Title  Ins  Co  of  N  Y. 52.07 

Rose,    Jacob — Arno'd    Sturmdorf 505.95 

Rubin.    John— Pesach    Weinberg    43.37 

Rosenthal,    Julius    C— Lawyers'    Title   Ins    & 

Trust  Co 70.63 

Rothteld,    Isaac— Thomas  A.Hindmarsh.317..59 

Rogers,    Edw   B— Alonzo   Kimball    7,719.03 

the     same the     same     ■?. '719.03 

Rollinson.    Ruth    M the  same i.ilO.O'i 

the    same the     same     7,719.03 

Reiner,   Louis  &  Mollie— W  Martin  Watson. 

264.65 

Rosenstein,  Max  H— Collodian  Mfg  Co.  .237.43 

Rothman.    Abraham — Louis   Donitz    40.75 

Rohrig,    Wm    F— Geo    F    Moore 174.69 

Roth,  Markus— Charles  Marx  et  al....lll.91 
Rosenthal,  Geo  H— Title  Guarantee  &  Trust 

Co 184.24 

Simonelli,    Giuseppe— Claire   Clavel 45.60 

Stumpt,     Robert     A— Leopold    Ranzenhofer. 

424.70 

the    same the   same    145.01 

Stern.    Henry— Schwarzschild    &    Sulzberger 

Co    161.09 

Slater,  Jacob— Moses  Gruber  et  al.... 113.65 
Seibert,  God'ove  C— Victor  Friedlander.267.34 
Steinberg.  William— Issac  'Weinstein.  .700.55 
Shoemaker,  George— E  H  Ogden  Lumber  Co. 

: 24.61 

Stevens,    John the    same    230.80 

Sorge,    Antonio— People,    &c 1,OIK).00 

Sauer.     Isidore— Simon     Herrnstadt 1.35.90 

Sedley,   P   G— John   T   Mather   128.02 

^noles,  Zaiman  G— Elephalet  Remington. .368.49 
Smilh,  De  Witt— Mary  E  Hunt  et  al... 192.58 
Schwartz.  Joseph— Clarence  Warfleld.  .207.75 
Steinman,   Philip— Samuel  M   Weisberg  et  al 

17.41 

Simmis,    William,    Jr— Adams   &   Etting   Co. 

559.41 

Sulzberger,    Mayer    B— Meyer    Barber.  .520.41 

Schwartz,    Michael   J the   same .520.41 

Solomon,   Samuel— Box   Board   &  Lining  Co. 

1.59.05 

Schweizer.    Bernard— Moritz    Rosett 58.40 

Schroeder.   John  C— J   &  M   Haffen   Brewing 

Co 960.47 

Spritzer.    Annie— Isak    Kalter    271.50 

the   same — Max   Kalter    273.05 

Spitzer,    Saul— Sochor   Chaikin    et   al 27.96 

Sewall.    Jacob    J— Abraham    Frankel. .  .255.65 

Stern,  Sophie— S  Adaline  D  Winne 45.35 

Stern.     Herman— Swift    &    Co 147.61 

Schweitzer,  Bernard— Isaac  Korn  . . .  .88.35 
Slater,    Frank*    &    Joseph*— Isaac    Wother- 

spoon    Plaster    Mills     1,39.81 

Schlesinger,  Abraham— Louis  Lese  ..1,577.28 
Sonntag.   Adolph  S— Nathan  Schweitzer.28 '  22 

Taylor,   Ira— Macv  Wernicke  Co 230.72 

Tietjen,   Henry— Isaac  Goldman  Co 52.12 

Tabor,   Jacob  L— Jacob  Meyer  et  al 92.94 

Tinkham,    Edw   C— Marjorie  Wilson 992.08 

Uhland,  William— Met  St  Ry  Co.  .costs,  110.88 
Vandermeulen,  Charles— Geo  W  Martin  et  al 

139.28 

Weiner,  Adolph  H— Charles  Liebling.  .29.65 
Wagner,  Phi'ip— Max  Rosenblum  ....275.72 
Wendell,  Lewis  L— Acton  C  Bassett ...  .267.80 
Wieland.  John  C— Oscar  W  Friedenrich. 106.83 
Waldman.    Chas   B— James   W  Gordon.  .r25.49 

Weber,    Henry— David    Oberhard 218.41 

Walling.     Harry    A— Stanley    &    Patterson. 

247.39 

Williams,  Geo  B— Eagle  Roller  Mill  Co. 261.68 
Willis.    Chas   W*  &   L   Emily— Samuel    Ber- 

man    242.46 

Wardman,  Frank  P— N  Y  Edison  C0..21W80 
Yokel.  Adolph  &  Antonio— William  Schoncke 

et  al    203.R3 

Yokel,   Adolph— Samuel   E  J-.cobs  et  al..91.S8 


CORPORATIONS. 

10  The   Long   Island   R   R   Co— Florence  G  An- 

derson  costs.  400.00 

1 1  City  of  N  Y— Lorenzo  Heine 4,874.28 

11  the    sTmc Margaret   A   Frye.  ..  .1.300.0') 

11  the  same Mary    E    Newland    ...3.057.78 

11         .the   same Theodore   N    Ripram. .  .024.53 

11  the    same Lorenzo    Heine     2.074.28 

11  th5  saiperT — -Addington  D  Frye. ..  .1,057.12 

U  Tbe   Central   Brewing  Co  of  N  Y— Cecialia 

Hone    : 100.00 

11  B   Joseph    Co— Bernard   Chambers    431.16 

11  The  City  of  N  Y— Michael  CoUona 17.76 

11  the   same Raftaelo   Comm'sso    ....17. '76 

11         the  same Rpcco   Carmachla    15.78 

11  tbe  same Dbnato  Cologero    15.70 

11         the  same Guiseppe  Anglone 17.76 


The  text  of  these  pages  Is  coprTfghted.     All  rights  are  reserved.      Notice  Is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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STRUCTURAL    AND    ORNAMENTAL 


IRON  WORK 


HARRIS  H.  URIS 

pQp  OFFICE    AND    WORKS 

BUILDINGS  ^^^'f?±  W-    26TH    ST. 

TELEPHONE,    1835-6   CHELSEA 


n  tUe  sajne John   M   Grapp 23.68 

11         the    same Guiseppe    Marra    15.78 

11         the    same Joseph    PuUeca    15.78 

11  the   same Guiseppe   Santaro    13.81 

11  the    same Carmine    Semerita    19.74 

11         the    same Nicolo    Tuzio    19.73 

11         the  same Simon   Di  Lissi    17.76 

11  Herring  Hall  Marvin  Safe  Co — John  Dough- 
erty    33.15 

11  Bronx    Concrete    Building    Block    Co — Good- 

win  Bros 232.33 

12  Consolidated   Coal   Co— William   Brandkamp, 

6.671.70 

12  J  G  Adams  &  Co— Chas  L  Ward   137.30 

12  The  Woodside  Water  Co— City  of  N  Y. 1.233.13 

13  Constitution   Club  of  the   Borough   of  Man- 

hattan—Thomas F  Mulligan  et  al....256.07 
13*EagIe  Construction  Co — Meyer  Barber.  .520.41 
]:i  Liquor  Trades  Gazette  Co— City  of  N  Y.  103.84 

13  Lane    Institute    Co the    same 184.55 

13  The    Lock    Switch    Mfg    Co— Theodore    A 

Hammond    115.50 

13  The     Electro-Magnetic     Traction     Co— Theo- 

dore W  Sieman  et  al   (D)  2:i0.10!).00 

14  Manhattan   Transport  Co  of  N  J — Mungo  J 

Currie     114  11 

14  Star    Fancy    Leather    Goods    Co — Abraham 

Lus'y    475.10 

^-  Buffalo    Loan,    Trust    &    Safe    Deposit    Co— 

Robert   E   MacDonnell    26,708.56 

14  The  Junior  Pub  Co— James  D  Gagan ..  150.00 
14  Berienbach  Co— William  Bertenbach.  .606.81 
14  N    Y    Telephone    Co— John    H    Sasseng.  .450,00 

14  N    Y    Edison    Co Same costs,    50.00 

14  Interurban  9t  Ry  Co— David  Rosenberg.... 

263.60 

14         the  same Fannie  Rosenberg 316.10 

14  Cathedral     Parkway     Realty     Co— Ransome 

Concrete   Machinery   Co 134.53 

14  Standard    Electrical    Supply    Co— N    Y    Edi- 
son   Co 62.61 

14  Havencia  Cigar  Co— Mendel  Hoffman. ..  .24.61 


SATISFIED  JUDGMENTS. 

Sept.  8,   10,   11,   12,  13,  nd  14. 

"Abelman,   Abram— S  Weiss.   1000    104.00 

"Same A    Weiss.     1900     1,030.33 

"Same P  Andrevette.   1900   932.43 

"Same E   H   Hotchkiss  et  al.    1900 903.65 

Andrews,     Robert — Westchester    Racing    Assn. 

lOOii    130.85 

"Berkowitz,  Joseph— City  of  N  Y.  1006... 35.39 
Brodsky.     Charles     &     Charles    Bernstein — S 

Greenwald   et  al.    1906    162.15 

Bloch,    Barbara— N    Morris   et    al.    ISilO 192.48 

Bloch,    Chas    S— A   A   Silberberg.    lOOt! 95.30 

Blount,   Frederick  R— A  S  White.  1904.  .30,090.89 

•Be.ger,   Morris— A  Stern.   1906 6,432.48 

Cryan,    Albert    N— L    A    Stuart.    1906 136.93 

Doykos,     Constantin     D — B    Cordemann.    1906. 

520.03 

Doernberg.  Jennie — People.  &c.  1901 91.15 

Drews,  John  &  Stanislaus— F  Tolka.  1906.  .66.22 
Drews,  John  &  Staley— S  A  Nessky.  1905.160.05 
Doernberg,    Milton  J— H  P   Read   Lead  Works. 

lliOl    528.80 

D'Ansona.    Edwd    N— D    Woodcock.      1006.  .28.08 

Fox,    Jacob— L    Schlesinger.    1906 1,000.00 

•Fox,    Jacob— A    Stern.     lOOG 6,432.48 

•Gumbiner,  Nathan  J same.  1006 6,432.48 

Gumbiner,    Nathan— L    Schlesinger.    1906.1,000.00 

Goldberg,     Jacob— J    A    Pisam.     1906 10.12 

Goldberg,    Jacob    &    Solomon    Geilich same. 

lOOli    577.69 

Geilich,  Solomon same.  1906   10.12 

Goldberg,   Morris— M   Ryan.   1898   271.72 

Same Robert  Dix  Shoe  Co.   1808  238.08 

Same A  J   Moses.   1.89S   197.64 

Same W    J    Young.      1808    255.18 

Gottlieb.    Isidor  W— A   Schwartz.      1004 137.13 

Same J  C  Orr  et  al.     1904 631.76 

Same H  Frank  et  al.     1004  174.81 

Same A  Gottlieb.     1904 479.50 

Same HHeilberg.      1005 2.57.40 

Same M  Mooney.     3005 352  22 

Same M    Frank.      10(« loO.Ol 

Gottlieb,    Isidore— S   LeF>e.      10O4 62.00 

Gottlieb,    Isidore    W    and    Bessa    Prudovsky — I 

Mosson   et  al.      3904 322.21 

Gottlieb.    Isidore    W    and    Robert    Perlman— M 

Schneider  et  al.     1904 j;i6.00 

Henzies,    Frederick    W— J    B    Fairburn    et    al. 

1900 82  0" 

Hutter,    William— L    Becker.    1008 197.97 

^Jame,     Harry,      Louis     Hamburger    &    Mary 

Clark— J    Fallek.    lOOi;    146.91 

'Kurzrok,   Raphael— A   Stern.    1006   6.432.48 

Kelley,    Peter    &    Fritz    Nuhale— E    H    Ogden,' 

Lumber   Co.    1004    241.00 

Levenberg.  Clara  F,  Lucie  E  Everdell,  Matilda 
B  Ackerman.  Sarah  E  Van  Brockle,  Nellie 
Everdell,  Lydia  T  Everdell,  Jane  A  Ever- 
dell and  Catherine  E  Everdell— E  Hill  et  al. 

1006 153.5? 

McBride,    James— C   G    Riehl.    1906 254.01 

Murray,    Wm   J — Cyphers   Incubator   Co.    1906. 

181.23 

Mackey,  Stephen  A— W  Morand.  1906.  ..  .125.91 
Mensburger,   Eugene  &  Marie — F  W  Flaacke  et 

al.    lOOl    1,098.62 

Snme R  C  Johnson  et  al.   1001    1,519.20 

MacDonald,    Robert— J    Gibb    et    al.    1905.. 215.04 

"Martin,   James— C   F   Mullker.   1897 93.43 

"Same^ — J    Beck.    1.808    232.71 

"Same T  Brennan.   1807    77.65 

"Same S  M  Albre.     1807 82.00 

Pinkernelly,     Margaret— J     Wanamaker.     1905. 

282.00 

Pierce.    Wm    H— M    Walfra'h.    1006 110.74 

•Prince.    Adolph— A    Stern.    1006    6.432.48 

Pemeranz,     Samuel — Moquin,    Offerman,    Wells 

Coal    Co.     1903    549.14 

Pease,    Richard— M    J    Whaley.     1905 44.05 


Paul.   Christian   F,   Jr— Prizer  Painter  Stove  & 

Heater   Co.      1!H)0 118.48 

Rosen,  Leon— A  Freundlich  et  al.  1900 237.01 

Romm,   Louis— L  Schlesinger.   1906 500.00 

'Romm.    Louis— S    Atarn.    1000    6,432.48 

Sternberg,  Louis  &  Samuel— M  RelUcr.  1906.52.90 
Shulman,    Behr— L   Schlesinger.    190B.  ...  1.000.00 

•Same A     Slern.     1906     6,4.32.4,8 

Smith,  Chas  D— F  W  Seybel  Co.  1906 82.42 

Stern,     Henrietta— A    Janevia.     1906 50.41 

Schrader.  William,  Jr— J  Roberts.  1897.  . .  .60.4(i 
Veimeister.  Harry— J  Behlert  et  al.  1002.  .2.54.77 
Weisz.    Jacob— E    S    Field    et    al.    1900.  ..  .114.03 

Yeager,   Elizabeth— C   Brainerd.   1006    07.40 

Yeager,    Agnes    &    Elizabeth — E    Yeager.    litoii. 
286.60 

CORPORATIONS. 
Inter    Rapid    Transit    Co,    Man    Ry    Co   &    N    Y 

Elevated  R  R  Co— D  Schwartz.  1006 135.25 

Inter  St  Ry  Co— M  Elkin.  1006 1,. 360.32 

Same Crane  Co.  1906 443.07 

Inter  St  Ry  Co  &  N  Y  City  Ry  Co— P  Finne- 

gau.   1906 1,087.51 

Union    Ry    Co— K    Brady.    1006    508.82 

M  D  Williams  Co— J  C  Cartier  et  al.   1906.69.40 

Same J    H   Michaels.    1006 75.86 

Goldberg,    Kaplan  &  Co— J  A  Pisani.   1006.. 10.32 

^Vacated  by  order  of  Court,  ^satisfied  on  ap- 
peal. ^Released.  'Reversed.  ^Satisfied  by  exe- 
cution.    'Annulled   and   void. 


MECHANICS'  LIENS. 


Sept.    8. 

100— 55th  St,  n  s,  200  e  1st  av,  120x100.  Mor- 
ris Levenson  agt  Hauben  Realty  Co. .  .$1,635.00 

110 — Mangin  st,  Nos  3  to  11.  Same  agt  same. 
500.00 

111— 2d  av,  Nos  1020  to  L028 

00th  St,  Nos  301  and  303  East 

100th  St,   Nos  302  and  304  East 

James    Pilkington    agt    Hauben    Realty   Co    & 
Hillman    &    Golding    2,050.12 

112— Satisfied. 

113— Satisfied. 

3  34— 73d  St,  n  s,  98  e  Avenue  A,  150x189.2. 
Peerless  Brick  Co  agt  Messer  &  Warm.  1, .580. 50 

11,5— 152d  St,  n  s,  150  w  Broadway,  100x199.30. 
Frank   Guodet   agt   Peyser   Bookstaver. ..  .24.00 

11*3 — Amsterdam  av,  n  w  cor  122d  st,  100x150. 
John  La  Spina  agt  John  Horowitz,  Jacob 
Lefkowitz    &    John    Horowitz 700.00 

117— Park  av,  n  e  cor  S3d  st,  76.11x100.4. 
Frederick  W  Cohn  agt  Hauben  Realty  Co. 
1.925.00 

ll.S — Bayard  st.  No  81.  Louis  Deutsch  &  Joseph 
Browdy  agt  Jacob  Appleby  Estate,  Morris 
Welnstein    &    Max    Sabowitz    200.00 

130 — 2d  av.  e  s.  whole  front  between  00th  and 
liXlth     sis,     201.10x1.50.       Banin     &     Hayer 
agt  Hauben  Realty  Co  &  Kalt  &  Spieler., 5.30.0O 

120— 137th  st,  n  s,  245  w  5th  av,  200x3tX). 
Christian  Jacobs  agt  Henry  Falk  &  Herman 
Flam     .51  K).O0 

323— Claremont  av,  e  s.  100  n  12.5th  st.  2,50 
x3(K).  Fowler  Plumbing  &  Heating  Co  agt 
Jumel    Realty    &    Construction    Co 713.50 

122 — Walker  st.  Nos  78  and  SO.  Chauncey  P 
McKnight  agt  Tuder  Construction  Co.  .2.I">(K).00 

123— 27lh  st.  No  27  East.  Same  agt  Harry  Top- 
litz   &    Ernst   Horner    66.75 

124 — Lexington  av,  e  s,  whole  front  between 
130th  and  131st  sts,  2(K>xl(X).  Morris  Leven- 
son    agt     Hauben     Realty     Co 184.50 

12.5— 05ih  St.  n  s.  100  e  2d  av,  225x100.11. 
Horenburger  &  Straub  agt  Ludins  &  Romm 
Rea'ty    Co    and    Abraham    Jacobs 385.00 

126 — 8th  av.  Nos  2471  and  2473.  Peter  Comes 
agt  William  Greenfield  &  Harris  Maskin  .300.00 

127— 333d  st,  Nos  27  to  31  West.  Peter  Comes 
agt   William   Greenfield    700.00 

12.S— 1.50fh  st,  n  s,  148.4  w  Macomb's  Dam  rd, 
275x100.  Maxwell  &  Dempsey  agt  Miler  & 
Mefsenson    2.4.50  00 

120— 148th  St.  Nos  544  to  558  West.  Cohen  & 
Naviasky  agt  Herman  J  Peck  &  David 
H    Goldstein    6.50.00 

1.30— Wadsworth  av,  n  e  cor  l.SOth  st.  llOx 
3O0.  Standard  Damp  Proofing  &  Roofing 
Co  agt  Emma  V  Dempsey  &  William  Demp- 
sey     •. 200.00 


Sept.    10. 

131— Grant  av,  e  s,  32.8  n  165th  st.  .349.2x100 
X  irreg.  George  Schafer  et  al  agt  Whitney 
Construction    Co 1,700.00 

132— 7.3d  st,  n  s,  98  e  Av  A,  1.50x102.2.  Sani- 
tary Fireproofing  &  Construction  Co  agt 
Messer  &   Warm    2.S0.00 

133— Brook  av.  s  e  cor  103d  st,  100.5x384.10. 
Union  Woodworking  Co  agt  Steimann  Realty 
Co 10,000.00 

1.34— Jennings  st,  n  s,  106.3  w  Wilkins  pi,  75x 
100.  Same  agt  Benjamin  Berger  &  Abram 
Abelman    3.7O0.OO 

1.3.5— Amsterdam  av,  n  w  cor  122d  st.  100x1.50. 
John  La  Spina  agt  Horowitz  &  iLefkowitz. 
700.00 

1.36— 73d  st,  n  s,  98  e  Av  A,  50x189.2.  Adam 
Happel    agt    Messer   &    Warm    265.12 

137— 119th  St.  Nos  222  to  2,38  East.  Frederick 
Jackson  &  Co  agt  Hauben   Realty  Co.  .4,9.36.63 

1.3.8— Satisfied. 

1.39— 139th  St.  s  s,  100  w  Amsterdam  av.  150x 
100.  New  York  Marble  Co  agt  Schlesinger  & 
Fenichel    600.00 

140— 2d  av,  e  s.  whole  front  between  00th  and 
100th  sts.  200x100.  South  Amboy  Terra 
Cotta  Co  agt  Hauben  Really  Co  and  Hill- 
man    &    Golding 750.00 


143— 7.3d  st,  n  s,  OS  e  Av  A,  1.50x102.2.  Na- 
tional   Damp   Proofing   Co   agt   Frank   Messer 

&  Jacob  Warm 150.00 

142— 2d  av.  e  s.  whole  front  between  99tb  and 
300  h     sts,     200.10xltKJ.       Same    agt    Hauben 

Realty    Co 770.00 

14.3 — Amsterdam  av,  s  w  eor  170th  st.  250x 
75.2.       Simons    &     Meersfelder    agt    Barnet 

Miller  &   Harris  Mefsensen    5,250.00 

144 — 1.501  h  St.   n  s.   337  e  Macomb's  Dam  road, 

27,5x!i0.11.      Same   agt   same    lO.OOO.OO 

14.5— 110th  St.    Nos  223  to  231  East.     Christian 

Jacobs   agt    Hyman    Romm    485.00 

146 — 2d  av.  e  s.  whole  front  between  99th  and 
ItWth  sts.  2IIOx3(K).  Draddy  &  Hutchings 
agt  Hauben  Realty  Co  and  Binder  &  Baum. 
._ 9,.5O0.0O 

147 — 1.50  h  st,  n  s,  148.4  e  Macomb's  Dam  road, 
275x3tK).  Maxwell  &  Dempsey  agt  Miller  & 
Mofsensen     2,450.00 

148— 73d  st,  n  s,  08  e  Av  A,  150x100.  Draddy 
&  Hutchings  agt  Messer  &  Warm 5,000.00 

149— Sheriff  st.  No  .58.  Sigmund  Gartner  agt 
Greenwald  &  A  Zipns  &  Sam  Zuckerman  .90.00 

1.50— 14sth  st,  Nos  554  to  500  West.  Mike  H 
Horowitz  agt  Herman  I  Peck  &  David  H 
Goldstein    100.00 

151 — Beach  Terrace,  s  s,  100  w  Beekman  av, 
75x100.  Harry  T  Howell  agt  Samuel  Alder- 
man   250.00 

152— 97th  St.-  s  s.  100  w  Park  av,  100x100. 
Raisler  Heating  Co  agt  Schlesinger  &  Feni- 
chel      400.00 

153— Lexington  av.  w  s,  whole  front  between 
130th  and  133st  sts.  2(X)x300.  Benny  Shapiro 
agt  Hauben  Realty  Co 527.95 

151— 137th  St.  Nos  43  and  45  West.  A  Lar- 
sen    &    Co   agt   Benjamin   Sisserman 50.00 

155— 122d   St.    Nos   501    to   507   West I 

Amsterdam   av,    Nos   1260  to   1266 j 

Anton   Larsen  agt  Horowitz  &  Lefkowitz. 310.00 

156 — I42d  St.  No  57  West.  Julius  Karfunkel 
agt   Henry  Grant  &  Adolpli   Klein    .55.00 

lu7— Jennings  st.  n  s.  106.3  w  Wilkens  pi.  75x 
lOIJ.  Central  Fire  Proof  Door  &  Sash  Co  agt 
Benjamin    Berger    70.00 

158— Eldridge  st,  Nos  236  to  244.  N  Y  Metal 
Ceiling  Co  agt  Louis  Minsky,  Minsky  Realty 
&  Construction  Co  and  Siegel  &  Rosenberg. 
1,700  00 

159— 107th  st,  Nos  79  to  87  East.  Harry  B 
Senft  agt  Abraham  Schlesinger  &  Herman 
Fenichel    57.75 

100— Park  av,  Nos  1921  to  1927.  Same  agt 
same    583.50 

161— .55th  St.  Nos  333  to  345  East.  Gustave 
Jackson    agt    Hauben    Realty    Co 1.500.00 

162— 82d  St.  Nos  202  to  216  East.  Raflaele 
Figurito   agt   Hauben   Realty   Co 2.2.50.00 

163— 8th  av,  Nos  2471  and  2473.  Same  agt 
Levenson    &    Greenfield    250.00 

164— 73d  St.  n  s.  98  e  Av  A.  1.50x102.2.  Thomas 
F  McLaughlin  agt  Frank  Messer  &  Jacob 
Warm    301.50 

16.5— 143d  st,  n  s,  270  w  Broadway.  50x100. 
John    J    Taligee    agt    Merrille    Realty    Co    & 

Irwin  A  Lewis    342.00 

Sept.    11. 

166— Park  av.  n  e  cor  130th  st,  100x245.  R  La 
Pasta  &  Son  agt  Abraham  Schlesinger  & 
Herman  Fenischel  Mason  Building  Co.  .1.400.00 

167— Park  av.  n  e  cor  107th  st.  100x81.  Same 
agt    same    950.00 

168 — Warren  st.  No  300.  Ronalds  &  Johnson 
Co  agt  Wells.  Fargo  &  Co  and  Metropolitan 
Plumbing    Contracting    Co 309.00 

169— Hamilton  pi.  n  e  cor  141st  st.  108  6x119.3 
X  irreg.  Domenico  Bravin  agt  Abraham 
Schlesinger  &  Herman  Fenishel   600.00 

170 — 3.50th  st,  n  s,  148,4  e  Macomb's  Dam  rd, 
275x100.  Same  agt  John  Miller  &  John  Mof- 
sensen     1.175.00 

171 — 339th  st,  s  s,  300  w  Amsterdam  av.  50x 
99.13.  Same  agt  Abraham  Schlesinger  & 
Herman    Fenichel     425.00 

17'2— 07th  St.  s  s,  1(X)  w  Park  av.  100x300. 
Same  agt  same    475.00 

17-3- Park  av.  n  e  cor  330th  st.  300x245.  John 
H  Scully  Blue  Stone  Co  agt  same 2.O5O.O0 

174_97th  st,  s  s,  1(X)  w  Park  av,  lOOxUXi. 
Same  agt  same  670.90 

175 — Park  av,  n  w  cor  107th  st,  10l>x81.  Same 
agt   same    1.275.00 

176— 330th  st,  s  s,  300  w  Amsterdam  av,  .50x 
300.      Same  agt  same    285.00 

177 — Amsterdam  av.  s  w  cor  170th  st.  250x100. 
Pfotenhauer  &  Nesbit  agt  Miller  &  Mefsen- 
son     1.104.20 

178 — 1st  av,  No  101.  Lorenzo  Building  Con- 
struction  Co  agt  Michael   Sussman    575,00 

17n— Grant  av,  e  s,  32.8  n  16.5th  st.  340.2x100. 
Gustav  Ernst  agt  Whitney  Construction  Co. 
572.80 

ISO— 120th  St.  Nos  .3.32  and  334  East.  G  Pelli 
&   Co   agt   Greenfield   &  Maskin    365.00 

l,Sl_sth  av,  Nos  2471  and  2473.  Same  agt 
same    300.00 

1.82— Walker  st,  Nos  78  and  80.  'Voigtman  & 
Co    agt    Tuder   Construction    Co 580.00 

183— 64th  st,  Nos  304  to  310  East.  Joseph 
Finger  et  al  agt  Corcoran,  Fitzgerald  &  Co, 
Levin    &    Levin    Contracting    Co 1.906.50 

184— Columbus  av,  No  532.  Same  agt  Abra- 
ham H  Levy  and  Levin  &  Levin  Contract- 
ing Co 400.00 

185— 3d  av.  Nos  1885  and  1887.  Isaac  Schwartz 
agt    Jacab     Klingstein     1,085.00 

1.S6— Park  av.  No  23.  Henry  L  Cleveland  et  al 
agt    Cornelia    T    &    J    Hampden    Robb.  .1.460.00 

1S7— Av  A.  No  1406.  Henry  Mnnder  agt  M  M 
Pullman,  M  D  Levine,  Isaac  Mass  &  William 
Pollack    20.00 

188— Same  property.  Mass  &  Pollak  agt  M  M 
Pui.m.in  &  M  D  Levine   100.00 


The   text   of   these   pages   is   copyrighted.     All   righva  are   reserved.  Notice  Is  hereby  given  that  infringement  will  lead  to  prosecution. 
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HECLA  IRON  WORKS 

North   lOth,  i  Ith  and  12th  STREETS 
BROOKLYN,  -  -  -  new  YORK 


Architectural  Bronze 

AND 

IRON  WORK 


is:;— Grant  av.  e  s,  Sl'.S  n  lir.th  st.  340.2x100. 
National  Damp  Proofing  Co  agt  Whitney 
Construction    Co noo.oo 

1!N>— Grant  av.  e  s.  3L'.8  n  165th  st,  3-J9.2xl00x 
irreg.  George  Schafer  et  al  agt  Whitney 
Construction   Co   1.700.00 

101— Gleason  av.  s  w  cor  175th  st.  21x100. 
John  Schwallenberg  agt  Anna  Kreutzer.  .71(5. <X) 

102— 73d  st,  Nos  227  and  220  East.  Max 
Haves  agt  Ida  Ginsburg.  David  Maieres. 
Edith  Saltzman   &   Abraham  Saltzman.  ..  .00.50 

103— 16th  St.  Nos  57  and  .50  West.  Emil  W 
Klappert   agt   Langham   Realty   Co.  . .  .35,06S.O0 

104— l,S7th  st,  Nos  010  to  014  East.  Brook- 
lyn Fire  Proof  Sash  &  Door  Co  agt  Max 
Rosenbaum.  Aaron  Singer,  Edw  L  Piaster- 
stein,  Mamie  M  Cohen,  Herman  Cohen  and 
Rosenblum  &  Singer   2.30.U) 

10.5 — 130th  St.  s  s.  1(H>  w  Amsterdam  av.  .50x 
KJO.  Joseph  Tino  &  Co  agt  Abraham  Schlcs- 
inger   &   Herman   Fenlschel    42.75 

10(5— 107th  St.  Nos  70  to  87  East.  Same  agt 
same     315.(XI 

107— 73d  St.  n  s,  98  e  Av  A,  150x102.2.  Marx 
&  Jacobson  agt  Frank  Messer  &  Jacob  Warm 

1,504.00 

Sent.    12. 

108— 150th  st,  n  s,  270  w  7th  av,  286x09.11. 
Joseph   Bloch  agt  Miller  &   Mofsensen.  10, 198.00 

100 — Amsterdam  av,  s  w  cor  170th  st,  l(K>x250. 
Same  agt  same   17,575.00 

2ort — 175t.-  st,  s  s,  150  w  Amsterdam  av,  75x 
100.  John  J  Falihee  agt  Charles  Ludin  & 
Nathan    Stamm    2,400.00 

201— 12d  st,  Nos  104  to  108  West.  George 
Saunderson  agt  American  Radiator  Co  and 
James    L    McDermott     1.044. (M 

202— 79th  st.  No  137  East.  Same  agt  Geo  T 
Bonner    &    James    L    McDermott    340. (X) 

203— 35th  St.  Xos  454  and  4.56  West.  Same 
agt  Estate  Jacob  P  Marshall  &  James  L 
McDermott    ,300.00 

2(.>4— Marion  av.  No  28.38.  William  Wilson 
agt    Solomon    Katz    &    B    C    Wilson 50.(55 

20.5— 1,50th  St.  Nos  275  to  287  West.  Isaac 
Rosenhaus  agt  Barnet  Miller  &  Harris  Mot- 
senson 3.250.(X) 

20li— 133d  st,  Nos  20  and  31  West,  G  Pelli  & 
Co  agt  Wm  J  Greenfield    148.00 

207— Bradhurst  av,  s  e  cor  14Gth  st,  120x118. 
John  J  Falihee-  agt  Charles  Ludin  &  Nathan 
Stamm     5,000.00 

20S— 7th  av,  s  e  cor  129th  st.  99.11x75.  Na- 
thaniel Wise  Co  agt  Leo  S  Greenbaum.  Sam- 
uel   Weiner   &    Morris    Krelsler    6.084.00 

20fi— Bradhurst   av.   s  e  cor   146th  st.    120x160. 
Houghtaling    &     W'ittpenn    agt    Laudin    & 
Stamm    1.012.00 

210— Bradhurst  av,  s  e  cor  140th  st,  lOO.lOx 
112.6X  irreg.  Simons  &  Moersfelder  agt 
Charles  Ludin   &  Nathan  Stamm    6.313.75 

211 — 175th  st,  s  s,  1.50  w  Amsterdam  av,  75x 
08.8.      Same    agt    same    1.046.80 

212— Courtlandt  av,  s  w  cor  159th  st,  48x98. 
Guarantee  Electric  Co  agt  George  Schuman  & 
Ida    Kaufman     100.00 

21.3— Hamilton  pi.  n  e  cor  141st  st.  108.0x119.3. 
Same  agt  Aliraham  Schlesinger  &  Herman 
Fenischel    708.34 

214— Audubon  av,  s  e  cor  178th  st.  35x100. 
Same  agt  Henry  Fox 140.00 

21,5— 65th  st,  s  s.  1.50  e  2d  av,  85x100.  Same 
agt  Hauben  Realty  Co 80.00 

21(5— Madison  st,  Nos  ,365  and  367.  Same  agt 
same     60.l» 

217— llflth  st,  s  s,  200  e  2d  av,  ISOxKX).  Same 
agt   same    133.75 

218— 55tb  St.  Nos  333  to  345  East.  Same 
agt  snme   350.00 

210— l.-50th  St.  s  s.  100  w  Amsterdam  av.  50x 
100.  Same  agt  Abraham  Schlesinger  &  Her- 
man   Fenischel     325. (X) 

220— 2d  av,  e  s,  whole  front  betwen  00th  and 
109th  sts.  Same  agt  Hauben  Realty  Co. 
700.00 

221— 1,50th  st,  n  s,  1.37  e  8th  av,  280x100.  P 
N  Du  Bois  &  Co  agt  Barnet  Miller  &  Harris 
Mofsensen    7. 390. SI 

222— 97th  St.  s.s,  100  w  Park  av,  100x100. 
Thomas  J  Mooney  agt  Abraham  Schlesinger 
&  Herman  Fenischel    1,077.38 

22.3— Grant  av.  e  s,  32.8  n  168th  st,  349.2x 
100.  Geo  M  Glogus  agt  Whitney  Construc- 
tion Co 41.25 

224 — 129th  St.  s  s.  whole  front  between  Tinton 
and  Union  avs.  200x100.  Luigi  Martino  agt 
Hauben   Realty  Co  &   Raffaele  Figurito.  .240.00 

22.5— 1st  av.  No  289.  John  Reinhardt  agt  Olma 
M  Menken   246.00 

226— 0th  av.  No  574.  John  Spector  agt  Louis 
Waxberg     1.682.00 

227— lO.Sth  St.  Nos  4  to  10  West.  Jacob 
Kotlowsky    agt   Abraham    Silverson    800.(X) 

228— Bradhurst  av,  s  e  cor  146th  st,  120x112.0. 
Louis    Costabile   agt    Laudin    &    Stamm ..  100.00 

229— Bradhurst  av.  s  e  cor  148th  st.  l(X)xl25. 
Vito  Contessa  &  Co  agt  Charles  Landin  & 
Nathan  Stamm   888.15 

230— Ludlow  st.  No  20.  Herman  Finkelstein 
agt    Benjamin    Asch    &    Samuel    Cooper.  .110.00 

231— 1st  St.  No  17.  Morris  Wolf  et  al  agt 
Julius    Hefflin     875.00 

232— Madison  av.  Nos  1772  and  1774.  Fred- 
erick A  Minuth  agt  Julian  A  Benedict  .  .700.(X) 

2.3.3 — 2d  av.  e  s.  whole  front  between  09th  and 
100th  sts.  210.10x1.50.  Ike  Bloom  agt  Hau- 
ben   Realty    Co    625.00 

2.34— 3d  av.  n  e  cor  70th  st,  124.4x85.  Thomas 
F  McLaughlin  agt  Isaac  Kleinfeld  &  John 
Rachfeld    5.55.25 

2.3.5— 175th  st,  Nos  514  to  .522  West.  Guarantee 
Electric  Co  agt   Louden   &   Stamm    100.00 

2.36— Bradhurst  av,  s  e  cor  146th  st,  lOOxlOO. 
Same    agt    same    125.00 


237— Amsterdam  av,  s  w  cor  170th  st,  75x250. 
X  irreg.  Edward  Palmer  agt  Barnet  Miller 
&   Harris  Mofsensen    100.00 

23.8— 1.50lh  st,  n  s,  148.4  e  Macomb's  Dam  rd, 
275x00.11.      Same  agt   same    1,000.00 

239— 152d  st,  n  s,  1.50  w  Broadway,  l(X»x00.10. 
Morris  Frank  agt  Max  Kesler  &  Peyser  Book- 
staver    700.00 

Sept.    13. 

240 — 139th  st,  s  s,  100  w  Amsterdam  av,  50x 
100,  Union  Granite  Co  agt  Abraham  Schles- 
inger,   Herman    Feniche]    &   L   Ludin ...  .178.25 

241 — 1st  av.  n  w  cor  107th  st,  75x100.  Same 
agt  Romm  Bros  &  L  Ludin    270.25 

242— 04th  st,  n  s,  1(X)  w  1st  av,  1.50x100.  Same 
agt  Nathan  Navasky,  Louis  Billowitz  &  L 
Ludin    454.25 

243— 1st  av.  n  w  cor  04th  st.  KXlxKKJ.  Same 
agt   Navasky  &   Billowitz  and  L  Ludin .  .345. (X> 

244— 95th  St.  u  s.  2.50  e  2d  av,  75x100.  Same 
agt  LudiD  &  Romm  Realty  Co  and  L  Ludr. 
816..50 

245— lOOth  st,  s  s,  100  w  1st  av.  4.50x100. 
Same  agt  0  &  N  Friedman  and  L  Ludin. 
1.127.00 

246— Amsterdam  av.  w  s.  24.11  n  130th  st. 
.5()xl(HJ,  Same  agt  Goldberg  &  Smith  and  L 
Ludin     299.00 

247— 179th  st,  s  s,  UK)  w  Amsterdam  av,  .50x100 
Builders'    Heating  Co  agt  Louis   Mayer.  .525,0() 

248— 8th  av,  Nos  2471  and  2473.  Brooklyn 
Fireproof  Sash  &  Door  Co  agt  Greenfield  & 
Maskin    262.00 

240 — 175th  St.  s  s,  1.50  w  Amsterdam  av,  75x 
l(Xl.  Hyraan  Delinsky  agt  Lauden  &  Stamm 
474.02 

'J.50— Hamilton  pi,  n  e  cor  141st  st,  10.8.6x119.3. 
Anton  Larsen  et  al  agt  Schlesinger  &  Fenis- 
chel     488.00 

251— 76th  St.  No  346  East.  Frank  Sehechtman 
agt  Barnet  Hamburger  &  Nathan  Weber.  1.86. (X) 

252 — 7th  av.  s  e  cor  129th  st.  75x100.  Fred- 
erick W  Cohn  agt  Greenbaum  &  Wiener  and 
Morris   Kreisler    1.027.18 

2.53— 8!ltb  St.  No  51  West.  Cork  &  Zicha  agt 
Henrietta  Baumann  &  W  D  Fos'.er  &  Co..  17.30 

254— 88th  St.  No  36  West.  Same  agt  Robert 
Reutter    and    W    D    Foster    &    Co 66.00 

25.5 — 175th  st,  n  s,  182.6  w  Amsterdam  av, 
87.6x02.6.  Maxwell  &  Dempsey  agt  Barnet 
&  Isaac  Evans   1.250.00 

2.56 — 7th  av.  s  e  cor  120th  st,  75x;»9.11.  Isidor 
L  Cohen  agt  Lee  S  Greenbaum  &  Morris 
Kreisler 2.500.0'J 

257 — Same  property.  Kartscher  &  Co  agt  Green- 
baum    &     Wiener     12,205.00 

258— 1.. Ith  st,  Nos  43  and  45  West.  Samuel 
Sm  ih  agt  Benjamin  Sisserman   200.00 

25!) — Oak  st.  No  51.  Hyman  Ceslar  agt  An- 
tonio   &    Felici    Cervine ...321.72 

2t50 — Same  property.     Same  agt  same 500.00 

261 — Cheever  pi,  s  e  cor  Gerard  av,  39.6x.83. 
Adolph  Nergard  agt  Edwards  &  Co  and  Geo 
A    O'Rourke    &    Co    2.50.00 

262— 7th  av,  s  e  cor  129th  st,  99.11x75.  Piet- 
rowski  &  Konop  Co  agt  Lee  S  Greenbaum, 
Samuel    Weiner   &    Morris    Kreisler.  ...!  ..507.77 

203 — 140th  st,  s  s,  whole  front  between  Union 
and  Beach  avs.  200xl(X).  Raffaele  Figurite 
agt   Hauben   Realty   Co 3,600.01 

264 — Amsterdam  av,  n  w  cor  122d  st,  150xl(M>. 
Savitzky  &  Golomb  agt  Horowitz  &  Lefkowitz 
45.00 

265— Prospect  av.  No  601.  National  Damp 
Proofing  Co  agt  Eloise  B  Walker  &  Frank  B 
Walker 55.00 

26(5- Marion  av.  No  2838.  Church  B  Gates  & 
Co  agt  Solomon  Katz  &  B  C  Wilson .54.05 

267 — 175th  st,  s  s,  150  w  Amsterdam  av,  75x 
98.8.  Simons  &  Moersfelder  agt  Charles  Lau^ 
din    &    Nathan    Statam    1,446.80 

208— Ludlow  st.  No  24.  Israel  Boock  agt  life 
Shapiro    3..371.(X> 

269— Park  av,  n  e  cor  130th  st,  245x100. 
Meisel  &  Muschel  agt  Abraham  Schlesinger 
and   Herman    Feni.schej    660.(X) 

270— Bradhurst  av,  s  e  cor  146th  st,  112.()X 
109. lOx  irreg.  Peter  Muller  agt  Charles 
Laudin   &  Nathan  Stamm , .800.00 

271 — Wadsworth  av,  n  w  eor  177th  st,  VM.lOx 
1(H).  John  Bell  Co  agt  Hyman  Ellender  &  B 
Lore    5.39.00 

272— 1.5()th  st,  n  s,  148.4  e  Macomb's  Dam  rd, 
275xlOil.  Abraham  Levin  agt  John  Miller  & 
John    Mofsenson    &    Isaac    Rosenhaus.  .,  .784.81! 

273— Av  A.  No  1406.  H  Greenberg  agt  M  M 
Pullman.  M  D  Levine^  Isaac  Mass  &  Will- 
iam  Pollack    .,    . 1.3O.00 

274— 152d  St.  n  s,  150  w  Broadway,  100x90.10. 
Hogan  &  De  Genno  agt  Kessler  &  Book- 
staver    422.40 

275— Courtlandt  av,  s  w  cor  159th  st,  48x08. 
Same   agt   same 350.(X) 

270— 07th  St.  s  s,  loo  w  Park  av,  100x100, 
William  Schoenberger  agt  Abraham  Schlesin- 
ger &   Herman  Fenischel    6iX).00 

277— 175th  st,  n  s.  1.S2.0  w  Amsterdam  av.  87.6 
x99.ll.  Nathan  Reisler  agt  John  &  George 
Evans    1,275.00 

278— 1,39th  st,  100  w  Amsterdam  av.  50x100. 
William  Schoenberger  agt  Abraham  Schlesin- 
ger  &   Herman   Fenischel    240  OO 

279— Amsterdam  av.  n  w  cor  122d  st.  100x175. 
Same  agt  Jacob  H  Horowitz  &  Max  I  Lefko- 
witz     ... .,,...400-00 

280 — Amsterdam  av.  s  w  cor  170th  st,  75x2.50. 
Joe  Levoli  agt  Barnet  Miller  &  Harris  Mof- 
senson  1,060.00 

281— ISflth  st,  s  s.  100  w  Amsterdam  av,  .50x 
100.  G  H  Gerard  Son  &  Co  agt  Abraham 
Schlesinger    &    Herma,n    Fenichel .3.250.00 

2S2— Lenox  av,  s  e  cor '36th  st,'  99.11x100. 
Same   agt   David   Herman    4,192.30 


Sept.  14. 

283— 178th  st,  n  s,  lOii  w  Amsterdam  av,  lOOx 
1<X).  Simons  &  Mayer  agt  Abram  Edelman 
and  Charles  Axelroad 2,625.00 

284- 7th  av,  a  e  cor  129th  st,  75x90.11.  Sani- 
tary Fireproofing  &  Contracting  Co  agt  Lee 
9  Greenbaum,  Samuel  Weiner  and  Morris 
Kreisler .5.50.00 

2.8.5— 178th  st,  n  s,  100  w  Amsterdam  av,  lOOx 
100.  Empire  City  Woodworking  Co  agt 
Abram   Edelman  ?nd  Charles  Axelroad 5,700.00 

286— 85th  Ft,  Nos  252  and  2.54  West.  John  D 
Zimmerman  agt  Mary  P  Gage  and  Mozart 
M   Lesser 38.00 

2.87— 178th  st,  n  s,  100  w  Amsterdam  av.  l(X)x 
IW.  George  Colon  agt  Charles  Axelroad  and 
Abraham   Edelman    2,444.00 

28.8— 17.5th  st,  n  ?,  182  w  Amsterdam  av,  87. 6x 
92.6.  Church  E  Gates  &  Co  agt  Evans  Bros. 
1,802.94 

289- 3d  st,  Nos  55  and  57  West.  Martin  J 
Cro^bie  agt  John  Ireland  and  T  H  H  Keeler. 
31.50 

200— We  t  Broadway,  Nos  570  to  576.  Same 
agt  same 55.32 

291— Lexington  av,  w  s,  whole  front  between 
1.30th  and  131 -t  sts,  20()x1(>'i.ll.  Harry  B 
Senft  agt  Hauben  Realty  Co,  Jacob  Bender 
and    Jacob    B.ium 495.00 

202— Bradhurst  av.  9  e  cor  146th  st,  119,  lOx 
112.6X  irreg.  Harry  B  Senft  agt  Charles 
Laudn   and    Nathan   Stamm 108.75 

293— Amsterdam  av,  e  s,  45  s  lS5th  st,  35x100. 
Christian    Repp    agt   Bach    &    Goodman.  .  1(X\0:I 

204— 141st  st,  n  s,  150  e  8th  av,  oOxlfW. 
Jacob   Schwartz   agt    Samuel    Mandel.  ..'t;2..3(X),00 

29.5— 10th  St.  Nos  466  to  472  East.     M  Wasser- 

m^n    &    Son    agt    David    Perlman    and    

Rubin .37.50 

296— 97th  st,  s  s,  100  w  Park  av,  100x100. 
Joseph  White  et  al  agt  Abraham  Schlesinger 
and    Herman    Fenichel    1.175.(X> 

297— 97th  st.  No  175  West.  M  &  F  Dickman 
agt  James  D  Buchanan  &  Clifford  N  Shur- 
man    484. .50 

208— 175tu  St.  n  s.  183.6  w  Amsterdam  av,  87.6 
xOO.ll,      Rudolf    Sen    agt    John    &    George 
Evans    825.00 

290— Barnes  av,  e  s,  25  n  220;h  st,  2.5x105. 
Peter    Gillings,    Jr,    agt   Jacob    Wexler.  ..  .33.75 

.'!(IO— 178th  St.  n  s.  100  w  Amsterdam  av.  lOOx 
101).  Rutherford  Heating  Co  agt  Charles 
Axelroad   &   Abram    Ede'.man    2.025  00 

301 — Walker  st.  Nos  78  and  SO.  A  Schwoerer 
&    Son    agt    Tudor    Construction    Co 9O0.(X) 

30-J— 124th  St.  Nos  267  and  2(59  West.  Eben  P 
Jones  agt  Charles  Weisbecker  &  Chas  G 
Flygare    40.00 

303— 78th  St.  No  204  West.  Harry  Wersau  agt 
Ernestine  A  Boniface  and  Robert  Cochrane. 
48.00 

304— 32d  st,  No  9  East.  Same  agt  Albert  Hes- 
ter and  Geo  K  Lyons 89.00 

30.5— 175th  sit.  n  s,  1.82.6  w  Amsterdam  av.  87.6 
x02.6.  Peter  Meister  agt  Barnet  and  Isaac 
Evans 225.0'. 

300— 175th  St.  n  s,  95  w  Amsterdam  av,  87.6 
x92.6.  Same  agt  John  Gordon  and  John  E 
Duschman 225.00 

307— Bradhurst  av,  s  e  cor  146ti  st,  122.6x 
109.10.  Same  agt  Charles  Laudin  and  Nathan 
Stamm 925.00 

.30S— Amsterdam  av,  g  w  cor  170th  st,  250x100. 
Vermont  Marble  Co  agt  Barnet  Miller  and 
Harris  Mef aen^en 137. 0'J 

309— Bathgate  av,  Nos  1750  and  1752.  Rubin 
Hindel=^on  agt  William  Sugarman  and  Saml 
H  Gl'ck 80.00 

310— Bainbridge  av.  e  s,  50  s  193d  st.  .50x21X1  to 
Marion  av.  David  Shapiro  agt  Geo  W.  Flagg. 
289.45 

311— Walker  .^t.  Nos  78  and  .80.  Adolph  Sha- 
piro agt  Tuder  Const7Uct;6n  Co 4.50.00 

312— 178th  St.  n  s,  100  w  Amsterdam  av,  114 
xlOO.  Herrington  Bros  agt  Axelrod  &  Abel- 
man i.ono.ixi 

31  •(— Dawson  st.  Nofi  1218  to  1246.  Brooklyn 
Fireproof  Saph  &  Door  Co  agt  John  McGov- 
ern 1,.525  00 

314— 14Sth  St.  Noo  .554  to  .5(50  West.  The  John 
C  Orr  Co  agt  Herman  J  Pock  and' David  H 
Goldstein 5.198.00 


BUILDING  LOAN  CONTRACTS. 

Sent.    8. 

56th  St.  Nos  324  and  326  East.  Henry  Rock- 
more  &  Max  J  Kramer  loans  Samuel  Pomer- 
anz  to  erect  a  —  sty  building;  0  payments. 
.$15,000 

124' h  st,  Nos  218  to  228  East.  Hyman  Hor- 
witz  loins  S'mon  Jacobs  &  Samuel  Hutkoff 
to  erect  three  6-sty  tenements:  10  payments 
.54,000 

Sept.    10. 

Hull  av,  n  w  s.  251.5  n  e  Woodlawn  rd,  lOOx 
ItX).  Tit'o  Guarantee  &  Trust  Co  loans 
John  H  Green  to  erect  five  2-sty  dwellings: 
5    payments     17,500 

OSIh  st,  s  s.  131  w  Madison  av.  21.6x100.5. 
Joseph  Fox  loans  Charles  B:'endon  to  erect 
a    5-s»y    dwelling:    7    pavments     .30,000 

Catbe-l'nl  Parkway,  s  s,  175  w  Manhattan  av,l 
.50  3x72.11x    irreg I 

lOPth   s^.   n   e  ror  Columbus  av,  — x — | 

Max  S  A  Wilson  loans  Wm  T  Hookey  to 
erect  three  6-sty  apartments;  11  payments. 
, 77,500 

Lenox  ay.   w  s.  .50  .s  132d  st.  90.11x75.  Harris    . 
Mand.elbaum    &    Fisher    Lewine    loan    Morris 
5'ogg    &    Max    B    Juditsky    to    erect    a    (!-sty 
tenement;  7  payments 16,0(X) 


The  text  of  these  pages  Is  copyrighted.     All  rights  are  reserved        Notice  li  hereby  given  that  Infringement  will  lead  to  prosecution. 
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It  is  light  you  want  in  that  apartment,  basement  or  store?  Daylight? 
The  Luxfer  System  will  send  daylight  just  where  you  want  it.  We  have 
solved  harder  problems  than  yours.  Telephone  3276  Gramercy  and  tell 
us  your  needs. 

1         AMERICAN  LUXFER  PRISM  CO.,  IBO  Fifth  Avenue,  NEW  YORK. 


231st  St,  n  s,  100  e  Albany  rd.  30x58.9x  irreg. 
Anna  ZimmermaDn  loans  Michael  J  Martin 
to  erect  a  —  sty   building;   2  payments.  .5,000 

Sept.    11. 

Morris  Park  av,  s  s,  100  w  Madison  st.  25x100, 
Bronx.  Frederick  Riefer  loans  Cornelius 
Lanzendoen  to  erect  a  3-sty  flat;  2  payments. 
4,000 

Taylor  st,  e  s,  2~)0  s  Columbus  av,  50x05.  Ti- 
tle Guarantee  &  Trust  Co  loans  Charlotte 
Rehbock  to  erect  two  2-sty  dwellings;  4 
payments    6,000 

Wadsworth  av,  n  w  cor  177th  st,  124.10x100. 
Fleischmann  Realty  &  Construction  Co  loans 
Hyman  M  Ellender  to  finish  erection  ot  build- 
ing:  .'i  payments   15,000 

3d  av,  w  5,  274.5  s  170th.  st,  50x124,  The 
City  Mortgage  Co  loans  Thomas  D  Malcolm 
to  erect  a  G-sty  tenement;  11  payments.  .45,000 

Sept.    12. 

Van  Nest  av.  s  s,  25  w  Van  Buren  st,  2.5x100. 
George  Doerr  loans  John  B  Marion  to  erect 
a  3-sty   dwelling;   3   payments 5,500 

Longfellow  st  and  av,  e  s,  2.30.5  n  Westches- 
ter av,  100xl30x  irreg.  Mary  A  Thomas, 
F  Balfe.  Theodore  &  James  J  Wentz  loan 
Marius  Dueve  &  Annie  Passman  to  erect 
a   —   sty   building;    7   payments    28,000 

Sept.    13. 

2d  av,  e  s,  60.3  s  58th  st.  40.2x100.  Aaron 
Goodman  loans  Louis  Zimmerman  to  erect  a 
fl-sty    building;     10    payments     23,000 

5th  av,  Nos  236  and  2.3S.  Lawyers'  Title  Ins 
&  Trust  Co  loans  J  C  Lyons  Building  &  Oper- 
ating Co  to  erect  an  11-sty  fireproof  building; 
11   payments    250,000 

Hancock  st,  e  s,  355  n  Columbus  av,  25x100. 
Herbert  S  Ogden  loans  Andrew  G  Ander- 
son to  erect  a  2-sty  dwelling;  3  payments. 
3,500 

Morris  av,  w  s,  .3.50  n  lS3d  st,  25x104.6x25x105. 
Klara  Simon  loans  Lena  Sternschuss  to  erect 
a   —   sty    building;    —   payments    6,003 

153d  st,  n  s,  3.50  e  Courtlandt  av,  75x100. 
Enoch  C  Bell  loans  Charles  Zimmerman,  Jr. 
to  erect  a  —  sty  building;  2  payments 6,000 

Union  av,  n  w  cor  l.jOth  st,  2.5x100.  Rosa 
Brown  loans  Salvatore  Conforti  &  James 
Detego  to  erect  a  —  sty  building;  5  pay- 
ments      6,000 

Pleasant  av,  w  s,  125.11  n  122d  st,  — x— . 
Realty  Mortgage  Co  loans  Jacob  Furman, 
Josef  Gertner  &  Abraham  S  Wiltflsch  to  erect 
a  O-sty  tenement;   0  payments    40,000 

Brook  av,  w  s,  75  s  Wendover  av,  25x— . 
City  Mortgage  Co  loans  Archibald  E  Stevens 
&  Edward  J  Lyons  Raldins  to  erect  a  6-sty 
tenement;   5  payments    12,000 

Sept.    14. 

25th  St.  s  s,  118.7  w  2d  av,  40x98.9.  Julia  D 
Sturges  loans  Samuel  Michelson  to  erect  a 
6-sty   tenement;    7    payments 18,0(X) 

Washington  av,  e  ?,  2.S7.6  s  Fletcher  st,  37. 6x 
134. 4x  irreg.  Liberty  Mortgage  Co  loans 
Frederick  M  Mellert  to  erect  a  5-sty  tene- 
ment;  8  payments 26,000 

72d  st,  s  s,  08  w  Av  B,  .50x102.2.  City  Mort- 
gage Co  loans  Five  Thirty  East  Seventy- 
Second  Street  Co  to  erect  a  5-sty  loft;  2  pay- 
ments  30,000 

236th  st,  s  3,  200  w  Oneida  av,  50x100.  Central 
Mortgage  Co  loans  Geo  W  Lockwood  to  erect 
a    —    sty    building;    3   payments 8,00(li 


SATISFIED  MECHANICS'  LIENS. 

Sent.    8. 

S'anton  st.  No  62.  Max  Cohan  et  al  agt  Vic- 
tor A  Lever  et  al.      (Aug  8,   1006) ..  .$1,303.00 

Audubon  av.  n  e  cor  182d  st.  Raisler  Heating 
Co  agt  Samuel  A  De  Waltoff  et  al.  (Sept  7 
l'""'l    1,800.00 

'Grand  st.  No  568.  Solomon  Bisgaier  agt 
Morris  Fischer.      (Aug  0,   1908)    81.57 

112th  st.  No  10  West.  R  Baldel  agt  Charles 
Levy  et  al.      (Aug  30,   1006)    116.50 

'182d  st,  s  s,  84  e  Washington  av  72x— 
David  Batchelor  agt  Hillside  Realty  &  Con 
Co.      (July   6.    1006)    .19.25 

'Same  proper'y.  Joseph  Goldberg  agt  same 
(July   6.    1036)    19.25 

'Same  property.  Michael  J  Casey  agt  same. 
(July    6,    1006) ... 19  25 

'lOllth  St.  Nos  103  and  105  West.  Mach  &  Son 
agt  David  Galewski.     (Sept  .5,  1008)    20.03 

Sept.    10.  . 

^Sheriff  st.  No  58.  Samuel  Zlet  agt  Samuel 
Greenwald.      (Aug  2,    1003)    150.00 

=Same  property.  Louis  Krause  agt  Same 
(July    19,     1003)     250.'00 


=6th  st.  No  752  Bast.  Joseph  Veroba  agt 
same.       (Aug    17,    1906) 1,50.(K) 

=Same  property.  Same  agt  same.  (Aug  20, 
1906)    17,-j.oo 

^Sheriff  st.  No  58.  Same  agt  same.  (Aug 
29,    1!»6)    ..... 300.00 

^156:h  st,  n  s,  200  e  Broadway,  275x100. 
Charles  Cohen  agt  Louis  Meryash.  (Aug  31, 
1W6)    13,100.00 

'Broadway,  e  s,  45  n  1,55th  st,  .50.x—.  The 
Standard  Publishing  Co  agt  Home  of  the 
Annunciation.       (Sept    1,     1008) 291.31 

'100th  st,  Nos  .306  to  ,340  East.  James  Pil- 
kington  agt  Charles  Friedman  et  al.  (Sept 
S.    1!»6)    1.535.83 

13th  st.  No  5.39  East.  Frederick  Musty  agt 
Pasquale  Romanelle.     (Aug  27.  1906) 344.03 

1st  av.  No  1610.  Jacob  Perlman  agt  H  Luz  et 
al.      (Aug   20,    1906)    122.00 

=46th  st.  No  308  East.  Sanitary  Fireprooflng 
&  Con  Co  agt  Kalman  Golding  et  al.  (March 
21.     I'Mli)     1.5O00 

28th  st.  No  .324  East.  Joe  Kleinberg  agt 
Rosa  Engel.     (Aug  11,  1906)    45.00 

St  Nicholas  av,  s  e  cor  l,)4th  st,  50x100.  A  C 
Rader  &  Co  agt  Marion  Miller  et  al.  (Aug 
3,    lOOli)    ..4114 

Sept.    11. 

100th  st,  Nos  .300  to  340  East.     James  Pilking- 

ton    agt    C    &    H    Friedman   et    al.      (Sept    S, 

1W8)    1,535.83 

98;h   st,    Nos    119   and   121   East.      E   H   Ogden 

Lumber  Co  agt  Jacob  Goodman  et  al.      (May 

2.  1906) 690.30 

Same  property.     Same  agt  Jacob  Levine.     (May 

11.    lilOO)    69030 

n49th    st,    n    s,    180    e    Brook    av.      Christian 

Jacobs    agt    John    Brown    et    al.       (Sept    1, 

lfl06)    3,.550.03 

Wadsworth    av.    n    w    cor    177th    st,    125x100. 

Gefte  &  Weber  agt  Hyman  M  Ellender.     (July 

2.    1006)    1,43000 

Same    property.      Sprickerhoff    &    Schamberger 

agt  same.     (July  12,   1006) 1,175.00 

Same    property.      Berry    B    Simons    et    al    agt 

same.      (June    30,    li)08)    4,300.00 

Same    property.      Church    E    Gates    &    Co    agt 

same.      (July   10,    1906)    2,600.82 

Same  property.     John  Liddle  agt  same.     (June 

30,    1008)    3,.50O.0O 

Same   property.     John   A   Phllbrick  &   Bro   agt 

same.      (June  30,    1906)    10,9.35.75 

llSth  st,   Nos  316  and  318  East.     Cork  &  Zicha 

agt  Jacob   Bobrow.      (Sept   10,   1906) 150.00 

61st    st.    No    303    East.      Isaac    Silverman    agt 

Irving  Bachrach  et  al.      (June  29,   1908). 340.00 

Sept.    12 

101st  st.  No  303  East.     Herman  Schaplerer  agt 

Abraham   Salkin.      (Dec   15,    1905) 700.00 

Orchard    st.    No    1.54.      Julius    Friedman    et    al 

agt    I    Collo   et   al.      (Aug   31,    1906) 208.00 

'Sheriff  st,   .No  .58.     Jordan  &  Fox  agt  Samuel 

Greenwold    et    al.       (July    20,    1006) 200.00 

24th  st.  No  147  West.     Lawrence  Houlihan  agt 

Casslmer  Y   Wagner  et  al.      (June  10,    1908). 

11.5.00 

Same  property.     Warren  Ross  et  al  agt  same. 

(July   20,    1008)    814.60 

Same    property.      Joseph    Friedman    et    al    agt 

same.      (July  28,   1006)    765.00 

Same     property.       Hirshhorn     Schoenberger    & 

Krieger  agt  same.  (June  20,  1906). .  .160.00 
Same    property.       Thomas    Crump    agt    same 

(June  10,   1006)   864.13 

Same  property.      D  &  D  Electric  Co  et  al  agt 

Albert   E    Smith.      (Aug   9.    1908)    375.00 

Sept.    13. 

1st   av,    Nos    1941    to    1949.      James    Pilkingtoa 
agt    Kleinfe'.d    &    Rothfeld.      (Sept    8,    1906) 
1,020.07 

^^Audubon  av,  n  e  cor  167th  st.  Central  Union 
Gas  Co  agt  Max  A  S  Wilson.  (July  31 
1906)    .234.71 

Freeman  st.  Nos  11.33  to  1141.  Max  Feld  agt 
Robitzek  et  al.     (July  21,.  1906)    40.00 

Washington  av.  No  1.525.  Jacob  Cohen  agt 
Harris  Goldblum  et  al.     (Aug  23,  1908).. 48. 40 

Sept.    14. 

112th  st,  Nos  64  and  66  East.  Chas  H  Par- 
sons agt  Richman  &  Greenfield.  (May  21 
1906)    $262.'50 

30th  st,    Nos  4,33 'and  4.35  West.     Jacob  Stone  ' 
agt  Jackson  Bros  Construction  Co.     (Aug  14 
190S)    IIO.'OO 

Avenue  A,  No  1404.  Harry  Mandler  agt 
John    Krasner.       (Aug    20,    1906) 42.50 

153d  9t,  n  s,  25  w  Melrose  av,  75x100.  Church 
E  Gates  &  Co  agt  Richard  H  Mitchell  et  al. 
(Sept    5,    1901)     1,327.50 

Same  property.  Same  agt  Charles  Zimmer- 
man,   Jr.      (Aug   31,    1906)    1,327.50 


llOih  st,  Nos  162  to  168  East.  Samuel  Ratzkin 
et  al  agt  Abraham  Unterberg  et  al.  (Dec  7, 
1904) : ...927.00 

24th  st,  No  147  West.  Wm  H  Kelts  agt  Casi- 
mir   Y   Wagner.      (July   3.    1006)    .500.00 

1.37th  St.  No  662  East.  Isaac  B  Miller  agt  Bres- 
leur  Realty   Co  et  al.     (June  12,    1906).  .285.00 

Washington  av.  w  s.  125  n  172d  .st.  William 
Crispens  agt  Lee  &  Fleisehman  et  al.  (June 
30.    1006) 57.00 


'Discharged   by   deposit. 
^Discharged   by  bond. 
'Discharged   by  order  of  Court. 


ORDERS. 

71st  St.  No  113  East.  William  Henderson  on 
Dr  R  H  Derby  to  pay  Power  Brown  Plaster- 
ing  Co $3,OiX).00 


ATTACHMENTS. 

Sept.    S. 


The   H  J   Koehler  Sporting  Goods  Co;   Martin  J 
Synnott;    $1,200;    E   Swann. 

Sept.    12. 

Seibert.   Luther  B;   Chas  H  Hutchins;  $5,002.12; 

Aawater    &    Cruikshank. 
Kiss,     Frank    &    Samuel    Rosenfleld;     Emilie    L 

Heine;  $ ;  Hyman,  Campbell  &  Eaton. 

Sept.   13. 

American    General     Trading    Co;     Massachusetts 
Chemical   Co;   $5,540.30;   F  W  Frost. 


CHATTEL  MORTGAGES. 


Sept. 


8,   10,  11,   12  and  13. 


Mantels. 
Lowenthan  Const  Co. 

..US   Gas   Fix  Co. 
Libman    &    Horowitz. 

dam  av  and  172d  st. 

tels. 


AFFECTING  REAL  ESTATE. 

Forman  &  Aronson.  338-340  E  92d.  .Abendroth 
Bros.       Ranges.  $313 

Felt  Construction  Co.  110-112  W  27th.. Na- 
tional Elevator  Co.     Elevator.  2,400 

Fox,  H.  South  east  cor  178th  st  and  Audu- 
bon   av.. Western    Mantel    Co.      Mantels,    &c. 

798 

Hoffman  Bros.  South  side  149th  st.  100  east 
of  8th  av.  .Silberstein   &  S.     Mantels.        2,750 

Hoffman  Bros.  Southeast  cor  174th  st  and 
Amsterdam  av..New  England  Mantel  &  Tile 
Co.      Mantels,    &c.  552 

Ludins  &  Romm  Realty  Co.  North  side  95th 
st  and  100  east  of  2d  av.  .Silberstein  &  S. 
Mantels.  954 

Landin  &  Stamm.  South  side  175th  st,  150 
west    of   Amsterdam    av.  .Caro    Mantel    Co. 

420 
155th  st  and  Morris  av 
Gas  Fixtures.  275 

Southwest   cor   Amster- 
. Silberstein  &  S.    Man- 
840 

Maskin  &  Hyman.  144th  st  between  Lenox 
and  7th  avs..U  S  Gas  Fix  Co.     Gas  Fixtures. 

620 
Miller  &   Mofsenson.     North  side  1.50th  st.  250 
west     7th     av.  .Silberstein     &     S.       Mantels. 

140  at   $13   each;    10  at  $6   each.  

Peck    &    Goldstein.      5-54-560    E    148th.  .Albert 

Gas    Fix   Co.      Gas    Fixtures.  1,050 

Pearl  R_ealty  &  Construction  Co.  South  side, 
W  137th  st,  between  5th  and  Lenox  avs, . 
New    England    Mantel    &    Tile    Co.      Mantels. 

864 
Richman  &  Greenfield,     south  side  E  108th  st, 
178.6    east    of    Park    av.  .Silberstein     &     S. 
Mantels.  i9g 

Romm  Bros.  Northwest  cor  107th  st  and  1st 
av.  .Silberstein   &   S.     Mantels.  270 

Van  Antwerp,  W  B.  South  side  158th  st,  100 
west  of  Union  av..U  S  Gas  Fix  Co.  Gas 
Fixtures.  130 

Weinstein.  L.  Southeast  cor  149th  st  and  Sth 
av.. Central    Gas    Fix    Wks.      Gas    Fixtures. 

329 

Weinberg  &  Suchzen.  146th  st  west  of  Amster- 
dam   av.  .U    S    Gas    Fix    Co.      Gas    Fixtures. 

1,300 

Wacht  &  Levin.  South  side  E  69th  st,  between 
1st  and  Av  A.  .Albert  Gas  Fix  Co.  Gas  Fix- 
tures. 600 

Wilson.  N.  165th  and  166th  sts  and  Amster- 
dam av..U  S  Gas  Fix  Co.     Gas  Fixtures.       135 

Zimmerman,  C.  Jr.  North  side  of  E  15.3d  st, 
25  feet  west  ot  Melrose  av.  .Western  Mantei 
Co.      Mantels.  720 


The  text  of  these  pages  U  copyrighted.     All  right!  are  reserred.         Notlc.  U  hereby  given  that  Infringement  will  lead  to  prosecution. 
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WALL  STREET  and  its  elements  seem  this  week  in  perfect 
agreement  to  be  scared  and  remain  so  as  the  safest  and 
wisest  course  at  present.  The  tape,  generally  a  sure  guide, 
reflects  this  tremulous  feeling.  Stocks  are  held  with  a  light 
hold,  and  they  are  brave  bulls  who  do  not  part  with  them  on 
anybody's  whisper.  Great  deals  and  combinations  are  in  the 
air,  but  toot  their  metaphorical  fish  horns  as  they  will,  the 
manipulators  cannot  "sell  a  clam."  As  a  matter  of  course,  this 
state  of  mind  makes  for  safety,  unless  the  big  men  were  to 
begin  to  sell  on  each  other.  The  professional  traders  are  very 
apt  to  take  the  short  side  again  should  the  halting  tendency  of 
the  market  continue  and  money  remain  tight.  It  is  still  almost 
impossible  to  get  funds  on  time,  and  the  situation  is  bound  to 
bear  hard  on  real  estate  building  and  business  interests  before 
long.  The  Secretary  of  the  Treasury  must  know  by  this  time 
that  something  should  be  done  to  release  the  Treasury  hoards. 
But  there  again  politics  comes  in.  He  is  apparently  first  of  all 
a  politician,  and  that  may  be  the  reason  he  has  been  rewarded 
with  the  all-important  portfolio  he  holds.  Still,  it  is  comforting 
to  know  that  matters  might"  be  worse;  that  is  to  say,  if  no 
relief  had  come  from  any  quarter.  This  is  an  age  of  record 
breaking  in  money  matters.  The  largest  amount  of  gold  ever 
brought  into  New  York  in  one  vessel  arrived  on  Wednesday  last 
in  the  Cunarder  "Carmania."  The  gold  was  in  273  iron-bound 
boxes,  each  containing  from  250  to  350  pounds  of  gold,  valued 
at  upwards  of  two  miKion  pounds  sterling,  or,  to  be  precise, 
$10,328,000.  With  new  gold  imports,  the  total  amount  so  far,  as 
announced  to  date,  is  twenty-four  millions  of  dollars.  One  good 
feature  of  the  financial  outlook  is  the  disposition  on  the  part 
of  French  investors  to  buy  Arnerican  securities.  The  insta- 
bility of  Russian  investments  is  the  principal  cause.  That  is 
why  French  gold  comes  so  freely  to  the  United  States  in 
exchange  for  our  railroad  and  other  stocks. 


THE  filing  of  mechanics'  liens  against  newly  built  tenement 
houses  in  the  upper  part  of  Manhattan  still  continues  to 
be  the  most  prominent  feature  of  the  real  estate  and  building 
market.  Many  conditions  are  beginning  to  work  against  the 
builder  with  only  a  small  capital.  He  cannot  fill  his  building 
with  tenants  as  readily  as  he  could  last  year,  and  it  has  been 
much  more  difficult  to  obtain  permanent  loans.  The  title  com- 
panies are  appraising  new  five  and  six-story  tenements  in  the 
upper  part  of  the  city  at  much  lower  figures  than  they  did  a 
year  ago,  and  the  difference  is  sufficient  to  wipe  out  small 
builders  who  cannot  afford  to  wait.  Of  course,  the  effect  has 
already  been  very  much  to  diminish  the  number  of  new  tene- 
ment houses  projected,  and.  it  may  be  surmised  that  many 
years  will  elapse  before  as  much  money  will  again  be  spent  on 
tenement  houses  in  Manhattan  as  was  spent  in  1905.  Before 
the  existing  over  supply  has  been  filled  up,  Manhattan  will 
begin  to  feel  even  more  keenly  the  competition  of  the  other 
boroughs.  Within  a  couple  of  years  trains  will  be  running 
under  the  East  River  to  Long  Island  City  and  Brooklyn,  and 
upder  the  North  River  to  the  suburbs  in  New  Jersey,  while 
during  the  same  period  the  local  services  of  the  Central,  New 
Haven  and  Harlem  roads  will  be  very  much  Improved.  This 
competition  will  not  hurt  the  lower  part  of  the  city,  nor  the 


areas  to  the  east  and  west  of  the  Central  Park,  but  it  will  divert 
large  numbers  of  residents  who  would  otherwise  have  occupied 
apartments  on  Washington  Heights  and  at  Inwood.  Washington 
Heights  will,  of  course,  continue  to  grow,  because  practically 
all  the  increase  in  population  which  prefers  to  live  in  Man- 
hattan must  settle  there;  but  it  looks  as  if  a  larger  proportion 
than  heretofore  of  the  increased  residents  of  New  York  City 
would  seek  the  larger  amount  of  living  room  which  they  can 
obtain  in  the  outlying  districts.  Just  how  far  this  diversion 
will  go  it  is  impossible  to  say.  The  fact  remains,  however,  that 
New  York  is  on  the  eve  of  a  transformation  in  transit,  and 
consequently  in  residential  conditions  similar  to  that  which 
took  place  early  in  the  nineties.  This  transformation  can 
only  help  centrally  situated  business  and  residential  property; 
but  it  may  play  some  unexpected  tricks  on  the  owners  of  real 
estate  which  is  less  centrally  situated. 


COMPLAINTS  about  the  service  offered  by  the  surface  rail- 
road cars  in  Manhattan  are  being  heard  on  every  side  at 
the  present  time,  and  are  eliciting  the  usual  responses  from 
the  officials  of  the  company.  These  complaints  do  not  concern 
the  service  during  the  rush  hours,  for  New  Yorkers  have  by  this 
time  reached  the  conclusion  that  comfortable  travelling  during 
these  hours  is  beyond  human  power.  It  is  obviously  one  of  the 
laws  of  nature  that  men  going  to  their  business  and  returning 
therefrom  should  stand  upon  their  feet  and  be  packed,  jambed 
and  crowded  just  as  far  as  human  endurance  will  permit.  The 
current  complaints  concern  the  service  during  other  hours,  when 
the  company  can  hardly  allege  that  it  is  physically  impossible 
to  move  any  more  cars.  It  is  being  found  that  during  all  hours 
of  the  day,  and  on  all  the  more  central  surface  car  routes  in  the 
city,  it  is  becoming  increasingly  difficult  to  find  a  seat,  simply 
because  the  company  will  not  run  as  many  cars  as  are  needed 
to  accommodate  with  seats  the  people  who  are  willing  to  ride, 
and  if  such  is  the  condition  in  the  summer  and  fall,  when  there 
is  nothing  to  impede  smooth  operation,  it  may  be  imagined  how 
much  more  it  will  be  the  case  next  winter.  We  do  not  know 
that  there  is  anything  to  be  done  about  the  matter,  for  the  inter- 
ference of  the  State  Railroad  Commission  is  always  futile,  and 
the  company  believes  that  it  can  afford  to  ignore  the  opinions 
and  the  comfort  of  its  passengers.  Like  all  the  other  street 
railway  companies  in  the  country,  its  intention  is  to  run  just 
as  few  cars  as  it  possibly  can,  in  order  to  accommodate  the 
traffic.  All  the  public  of  New  York  City  can  do  is  to  bide  its 
time.  The  opportunity  will  eventually  come  for  getting  back 
at  the  company.  Corporations  such  as  the  Metropolitan  Street 
Railway  and  the  Brooklyn  Rapid  Transit  Companies  are  gradu- 
ally creating  in  the  public  an  amount  of  cordial  dislike  which 
will  some  day,  and  in  the  most  unexpected  manner,  overflow 
and  cause  considerable  damage.  It  is  the  street  railway  cor- 
porations themselves  which  are  the  most  active  friends  of  the 
movement  in  favor  of  municipal  ownership,  a  fact  which  they 
will  doubtless  discover  some  day,  when  it  Is  too  late. 


OF  the  "little  rivers"  of  the  world  the  Bronx  is  the  quaintest 
and  most  irregular.  The  Spree,  in  Germany,  or  the  Lark, 
in  England,  are  not  to  be  compared  in  insignificance  with  the 
Bronx.  The  last  Legislature  provided  for  the  appointment  of  a 
special  commission  on  the  subject  of  the  Bronx  River,  acquiring 
the  land  a'.ong  its  banks  for  park  purposes.  This  commission 
was  appointed  to  inquire  into  the  desirability  of  establishing  a 
park  from  the  limits  of  the  present  Bronx  Park  to  the  end  of 
the  Bronx  River,  with  that  stream  as  the  dividing  line.  The 
committee  organized  and  has  since  made  two  trips  of  inspection 
the  whole  length  of  the  river  and  conferred  with  Westchester 
county  and  New  York  officials.  Under  the  plan  now  considered. 
New  York  would  bear  the  expense  of  improving  the  river  and 
its  borders  inside  the  city  limits  and  Westchester  county  the 
expense  of  beautifying  the  twenty  miles  of  the  river  in  its 
territory.  The  Bronx  is  in  two  counties.  As  the  matter  stands 
at  present  the  gurgling  Bronx,  the  delight  of  artists  and  the 
confusion  of  scientists,  is  a  small  but  rugged  stream  in  winter, 
when  it  is  se'.dom  seen  by  New  Yorkers,  except  out  of  railroad 
car  windows,  and  is  a  sluggish  stream,  with  muddy  banks  and  a 
varying  volume  of  water  in  summer  time,  when  many  thousand 
New  Yorkers  show  themselves  glad  of  the  opportunity  to  visit 
the  Bronx  to  study  its  beauties  and  perhaps,  where  it  is  deep 
enough,  to  row  upon  its  surface.  A  comprehensive  system  of 
improvement  which  would  fix  permanent  banks  and  regulate 
the  volume  of  water  by  the  installation  of  dams  has  long  been 
advocated  by  intelligent  New  Yorkers,  who  have  had  the  active 
co-operation  of  Westchester  residents,  whose  influence  was 
stifflcient  last  year  to  induce  the  Legislature  to  take  the  first 
step  forward  towards  the  improvement  of  the  Bronx  River  and 
incidentally  of  Bronx  Valley  real  estate. 
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The  Financial  Condition  of  New  York  City. 

THE  government  of  New  York  City  has  been  very  much  im- 
proved in  many  respects  during  the  last  five  years,  but 
there  is  one  task  in  which  no  substantial  improvement  has  been 
made,  and  that  is  the  task  of  creating  some  satisfactory  relation 
between  the  available  financial  resources  of  the  city  and  its 
present  and  future  financial  responsibilities.  There  is  no  use 
or  profit  in  disguising  the  fact  that  the  city  is,  from  a  financial 
standpoint,  in  a  bad  way.  Its  resources  are  enormous,  greater 
probably  than  that  of  any  other  city  in  the  world;  but  its  re- 
sponsibilities are  even  greater.  The  rapid  increase  in  popu- 
lation, scattered  as  it  is  over  a  vast  area  intersected  by  several 
large  bodies  of  water,  throws  upon  the  city  government  an 
enormously  dilflcult  job,  so  that  it  can  scarcely  keep  abreast  of 
the  pressing  needs  of  this  increasing  population,  and  It  is 
frankly  unable  to  provide  with  wise  and  prudent  forethought 
for  the  equally  important  but  less  imminent  needs  of  the  future. 
The  schools  of  the  city  are  still  inadequate  to  offer  complete 
accommodation  for  the  children  that  want  to  be  educated.  The 
Police  Department  complains  of  being  under-manned;  and  the 
city  needs  a  completely  new  equipment  of  local  police  stations. 
All  the  other  departments  are  clamoring  for  more  money,  which 
their  chiefs  claim  that  they  must  have  in  order  to  fulfil  the 
duties  prescribed  by  law.  And  when  we  consider  the  future 
necessities,  a  similar  condition  is  revealed.  The  development 
of  a  new  water  supply  is  essential,  and  will  cost  more  than  a 
hundred  million  dollars.  More  subways  are  as  much  needed 
as  the  existing  Subway  was  a  few  years  ago.  The  city  will  soon 
he  confronted  by  the  task  of  doing  something  radical  to  im- 
prove the  street  system  of  Manhattan  and  Brooklyn,  so  that 
the  increasing  traffic  may  reach  its  destination  without  loss  and 
delay.  The  municipal  buildings  are  wholly  inadequate  to  house 
the  city  and  county  officials,  and  the  Treasury  has  to  stand  a 
large  and  increasing  expense  for  rented  space.  For  these  and 
many  other  purposes  the  city  will  have  to  issue  interest-bearing 
obligations,  in  spite  of  the  fact  that  at  the  present  time  money 
can  scarcely  be  borrowed  at  four  per  cent.  The  manner  in  which 
this  necessary  working  capital  can  be  raised  without  unneces- 
sary expense,  and  without  going  beyond  the  municipal  debt 
limit,  is  in  itself  a  serious  subordinate  problem,  which  demands 
early  and  careful  consideration.  In  whatever  direction  we 
look,  the  financial  condition  and  future  of  the  city  bristles  with 
unsolved  problems  and  doubtful  conditions. 

It  is  not  surprising  that  nothing  effectual  has  as  yet  been 
done  by  any  city  government  to  meet  this  acute  and  dangerous 
financial  dilemma.  Its  solution,  of  course,  lies  far  beyond  the 
power  either  of  the  Mayor  or  the  Controller.  It  lies  beyond  the 
power  even  of  the  Board  of  Estimate  and  Apportionment.  The 
immediate  needs  of  the  city  are  so  pressing  that  the  most  that 
the  financial  authorities  of  the  city  can  do  is  to  meet  these 
pressing  demands  as  best  they  can.  Embarrassed  as  they  are 
by  a  multitude  of  responsibilities  and  a  dearth  of  resources, 
they  are  obliged  to  pursue  a  hand-to-mouth  policy,  and  to  pro- 
vide for  each  pressing  demand  as  it  comes  up,  and  generally  by 
means  of  some  temporary  expedient.  They  are  frequently 
obliged  to  be  economical  when  liberality  would  in  the  long  run 
save  money  to  the  taxpayers.  Their  great  effort  is,  of  course, 
to  avoid  if  possible  an  increase  of  the  tax  rate  by  keeping  cur- 
rent expenses  within  the  sum  which  the  existing  tax  rate  yields 
when  applied  to  the  constantly  expanding  assessed  valuation  of 
real  estate,  and  they  are  right  in  so  doing.  Taxes  in  New  York 
are  very  high  considering  the  high  level  of  assessed  valuations, 
and  an  increase  in  the  tax  bills  would,  under  existing  conditions, 
be  a  sheer  loss  to  the  real  estate  owners  of  the  city. 

The  great  difficulty  with  the  financial  condition  of  New  York 
City  is  the  existing  lack  of  information  concerning  the  re- 
sources and  the  responsibilities  of  the  city,  and  before  any  effec- 
tive manner  of  meeting  the  situation  can  be  devised  it  is  de- 
sirable that  complete  information  should  be  obtained  as  to  the 
probable  municipal  expenses  during  the  next  twenty-five  years, 
and  as  to  the  resources  out  of  which  these  expenses  can  be 
met;  and  the  only  way  to  get  this  Information  is  to  appoint  a 
commission  with  full  authority  to  make  an  exhaustive  report. 
This  commission  should  be  composed  of  one  or  two  leading 
municipal  officers,  one  or  two  competent  business  men  and  tax- 
payers, one  or  two  trained  political  economists,  and  perhaps  one 
prominent  lawyer,  accountant,  architect  and  engineer;  and  its 
investigation  should  not  only  be  exhaustive,  but  it  should  have 
as  wide  a  scope  as  possible.  It  should  consider  the  system  of 
municipal  bookkeeping,  and  devise  some  means  for  making  the 
books  of  the  city  reveal  instead  of  obscure  its  financial  con- 
dition. It  should  consider  the  expenses  of  the  various  depart- 
ments, compared  with  the  expenses  of  similar  departments  in 
Other  American  cities,  and  it  should  seek  to  discover  whether 


these  departmental  expenses  are  extravagant.  It  should  con- 
sider the  system  of  real  estate  assessment  and  taxation,  and 
suggest  the  necessary  measures  for  improving  it.  It  should 
examine  carefully  into  the  future  needs  of  the  city,  and  seek 
to  reach  some  idea  as  to  the  amount  which  the  necessary  im- 
provements will  cost.  Finally,  it  should  make  a  similar  exam- 
ination of  the  city's  resources,  and  suggest  the  proper  means  of 
turning  them  to  the  best  account.  Of  course,  in  reference  to  all 
these  questions,  its  functions  would  only  be  advisory,  but  never- 
theless such  a  report  might  well  do  a  great  deal  of  good.  It 
would  enable  the  public  officials  and  public  opinion  to  survey 
the  financial  condition  of  New  York  from  a  hill-top,  instead  of, 
as  at  present,  from  a  forest,  and  it  could  be  made  the  basis  of 
the  legislation  which  is  necessary  for  the  purpose  of  the  proper 
conservation  and  development  of  the  estate  of  New  York  City. 
It  is  possible  that  the  report  would  be  neglected  after  it  was 
issued,  but  we  do  not  believe  that  such  would  be  the  case.  Our 
local  officials,  particularly  those  who  are  most  prominent,  have 
a  much  more  earnest  and  intelligent  desire  to  serve  the  city 
well  than  they  used  to  have,  and  if  they  were  in  position  of  full 
information  and  sufficient  authority,  there  is  every  reason  to 
believe  that  they  would  take  vigorous  and  persistent  action 
to  carry  out  the  suggestions  of  the  commission. 


Vexations. 

To  th'!  Editor  of  the   Record  and  Guide: 

I  am  a  builder  and  a  subscriber  to  your  Record,  and  would 
be  very  thankful  to  you  if  you  would  give  me  your  advice  on 
the  followjnsr   matter: 

On  my  present  opeiations  in  avenue,  between  10.jth  and 

lOC.th  sts,  Bronx,  the  framer  has  made  mistakes  in  putting  up 
partitions  in  the  halls,  and  we  were  compelled  to  move  some 
of  them  three  to  five  inches,  so  that  some  of  the  plaster  was 
thrown   down   from  some  of   the   ceilings   and   the  walls. 

The  question  which  I  wish  you  to  advise  me  on  is  as  follows: 

The  lather  claims  that  no  one  else  except  himself  has  a  right 
to  replace  the  laths.  The  plasterer  claims  the  same,  and  both 
threaten  with  a  strike  if  any  other  men  be  employed  on  tliis 
job.  Consequently  they  ask  an  enormous  price  to  do  the  work 
on  the  strength  that  they  are  the  only  ones  entitled  to  this  job, 
as  per  their  rules  of  the  union. 

I  would  be  pleased  if  you  would  give  me  some  advice  as  to 
my  position  in  this  matter,  also  referring  to  the  framer  and 
how  much  of  the  loss  he  should  stand.  Thanking  you  in  advance 
for  your  kindness.  r.  d. 


The  Board  of  Arbitration,  of  which  Mr.  Samuel  B.  Donnelly 
is  secretary,  at  112.S  Broadway,  is  maintained  for  taking  up 
such  questions  as  this,  and  if  our  correspondent  will  apply 
there,  he  will  doubtless  have  his  case  fairly  treated,  and  the 
road   to  an  harmonious  settlement   indicated. 

Little  troubles  like  this  are  constantly  arising  in  the  building 
business.  No  owner  or  builder  can  avoid  them  altogether,  else 
building  houses  would  be  a  trade  too  serene  and  angelic  for 
this  world.  He  smooths  them  out  as  easily  as  he  can,  and 
makes  it   up   somewhere  else. 

In  one  word,  it  falls  to  every  man  of  position  and  parts  to 
use  a  little  diplomacy  occasionally,  as  when  he  finds  himself 
against  a  wall  to  go  around  and  not  try  to  dri\Te  through.  He 
might  get  through,  but  it  takes  too  much  time. 


No  Combination  Among  Title  Companies. 

Though  the  statement  has  been  made  in  a  number  of  re- 
sponsible newspapers  that  a  combination  exists  on  the  part  of 
the  title  companies  to  restrict  the  lending  of  money  on  real 
estate  in  this  cit.v,  it  has  been  a  matter  of  some  surprise  that 
anybody  should  be  v.illing  to  believe  that  such  a  thing  was 
possible. 

When  the  subject  was  mentioned  to  Mr.  L.  V.  Bright,  of  the 
Lawyers  Title  Insurance  and  Trust  Company,  this  weeli,  he 
said  there  is  and  has  been  no  such  agreement  or  understanding. 

"The  matter  of  making  any  such  agreement  has  not  even 
been  discussed,"  added  Mr.  Bright.  "Anyone  who  will  consider 
the  question  carefully  will  at  once  realize  that  such  an  agree- 
ment, if  made,  would  be  an  agreement,  in  effect,  to  stop  doing 
business;  for  the  free  lending  of  money  by  a  title  company  and 
the  free  sale  of  mortgages  to  its  clients,  forms  one  of  the 
largest  and  most  profitable  branches  of  the  business  *f  such 
a  corporation.  I  believe  that  all  the  companies  are  most 
anxious  to  do  business  of  this  character,  and  that  they  regret 
that  they  cannot  do  more  of  it  at  the  present  time.  A  combina- 
tion not  to  lend  money  on  real  estate  in  view  of  this  fact  alone 
IS  absurd. 

"The  sole  reason  that  this  company  has  not  been  a  free  lender 
of  money  in  the  last  few  months  is  that  it  has  been  difficult 
to  sell  the  mortgages  that  we  have  taken  to  investors.  No 
doubt  the  high  rates  which  have  prevailed  for  loans  of  money 
generally  and  also  the  better  returns  on  securities  have  tended 
to  make  mortgages,  for  the  time  being,  less  attractive  to  in- 
vestors,    trndoubtedly,    top,   a   great    many   of   the   features   of 
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the  recently  repealed  annual  mortgage  tax  law  turned  many 
people  who  had  been  consistent  lenders  on  mortgages  to  other 
securities,  and  these  investors  have  never  been  brought  back 
into  the  mortgage  market. 

"The  causes  which  have  prevented  the  sale  of  permanent 
mortgages  to  clients  have  had  a  reflex  action  upon  the  market 
for  building  loans.  It  is  quite  obvious  that  if  the  builders  can- 
not raise  permanent  mortgages  they  cannot  pay  off  the 
building  loans.  If  they  cannot  pay  off  their  building  loans  to 
the  title  companies,  the  companies  cannot  continue  to  add  In- 
definitely to  the  amount,  of  money  invested  In  this  class  of 
securities. 

"There  has  been  no  temptation,  so  far  as  this  company  is 
concerned,  to  put  any  funds,  which  we  would  ordinarily  invest 
in  mortgages  into  Wall  Street  loans.     The  only  class  of   loans 


tliat  we  make  in  the  street  are  those  which  are  made  in  con- 
nection with  our  banking  department,  and  these  loans  do  not 
exceed  the  proper  percentage  which  every  bank  and  trust  com- 
pany must  keep  as  an  investment  of  its  deposits.  The  com- 
pany keeps  the  banking  and  real  estate  departments  separate. 
What  is  true  of  us  is  probably  true  of  other  companies  similarly 
situatect 

"The  title  companies,  so  far  as  I  know,  have  not  stopped 
lending.  We  have  restricted  our  loans,  only  to  the  extent  that 
our  mortgage  sales  have  fallen  off. 

"The  rates  for  money  generally  continue  high,  and  in  con- 
sequence the  rate  demanded  by  investors  on  mortgages  is  higher 
than  the  rate  which  has  prevailed  in  previous  years;  but 
judging  by  what  other  lines  of  industry  are  paying,  I  think  the 
mortgage  rate  is  considerably  under  the  general  business  rate." 


Long    Island    Real    Estate    Convention 

Results  in  Organizing  the  Long  Island  Exchange— Comptroller  Metz  Losing  Hope  in 
Subway   Building-Criticisms   and    Defence   of   the    Long    Island    Railroad   Company 


REAL  ESTATE  agents  and  brokers  in  convention  assembled 
is  something  new  in  this  country.  They  have  had  their 
exclusive  annual  dinners,  and  they  have  exercised  an  influence 
through  the  medium  of  property  ownei-s'  organization,  but  have 
never  before  assembled  together  as  a  convention,  as  did  the 
Long  Island  dealers  at  East  New  York  this  week.  Several  cir- 
cumstances combined  with  undauntable  and  clever  management 
to  make  the  occasion  unqualifiedly  successful,  and  to  indicate 
tlie  probability  of  a  powerful  and  authoritative  body  developing 
under  the  name  of  the  "Long  Island  Real  Estate  Exchange." 
The  manufacturing  of  this  new  organization  to  represent  the 
whole  of  Long  Island  was  the  one  lasting  product  of  the  two 
days'  sessions,  aside  from  the  pleasant  business  of  bringing 
into  one  friendly  company  several  hundred  men  very  repre- 
sentative of  the  real  estate  interests  of  the  Island,  and  the 
voicing  of  opinions  and  sentiments  of  importance  to  all  the 
inhabitants  thereof. 

So  much  of  the  time  was  taken  up  with  set  speeches  and 
papers,  and  so  well  did  these  for  the  most  part  state  the  views 
of  the  hearers,  that  little  space  was  left  for  debate;  and  if  the 
convention  failed  to  score  in  any  respect  it  was  in  this,  that 
it  drew  up  no  great  resolutions  and  hammered  together  with 
forcible  pronouncements  no  monumental  platform  of  principles. 
However,  it  approved  of  the  utterances  of  several  pointed  criti- 
cisms of  the  Long  Island  Railroad  Company,  which  may  have 
some  effect,  for  the  corporation  as  now  constituted  is  believed 
to  be  one  that  is  desirous  of  getting  on  amicably  with  Its  public. 
Naturally  enough  the  speakers  were  inclined  to  all  go  over  the 
same  ground,  and  to  see  the  same  things,  and  to  prophesy  the 
same  visions;  but  the  fact  remains  that  the  literature  left  by 
the  convention  is  able  and  impressive. 

To  the  Hon.  Olto  Kempner,  assisted  particularly  by  Mr.  M.  T. 
Behnson,  of  the  Kings  and  Queens  County  Real  Estate  Ex- 
change, is  ascribable  the  greater  part  of  the  honor  of  carrying 
forward  the  forceful  and  clever  arrangements  which  culminated 
in  a  highly  successful  convention.  Down  in  a  pleasant  garden 
in  Flatbush  at  midnight  of  Wednesday  the  exercises  came  to 
an  end. 


OPENING  EXERCISES. 

The  convention  was  called  to  order  by  the  President,  Mr. 
Otto  Kempner,  who  said: 

"Gentlemen  of  the  Convention:  In  calling  this  meeting  to 
order  I  am  commissioned  to  extend  a  cordial  greeting  and  wel- 
come in  the  name  of  our  Exchange  to  every  real  estate  rnan  at- 
tending and  participating  in  the  proceedings  of  this  conven- 
tion. By  calling  this  meeting  of  the  progressive  and  enter- 
prising representatives  of  the  real  estate  industry  of  Long 
Island,  we  believe  that  we  are  helping  to  pave  the  way  to  a 
desirable  union  of  aims  and  a  combination  of  interests  that  is 
bound  to  prove  uplifting  and  generally  beneficial, 

"In  every  trade  or  calling,  modern  conditions  have  made  it 
essential  to  get  together,  to  organize.  Organization  is  the  cor- 
nerstone in  the  structure  on  which  commercial  and  industrial 
success  is  founded.  By  its  help  we  improve,  advance  and  sys- 
tematize the  methods  of  conducting  business,  and  promote  as 
well  as  protect  in  a  variety  of  ways  the  condition  of  those  en- 
gaged in  any  particular  business.  To  be  without  some  means  of 
association  in  any  line  of  industry  is  to  be  behind  the  time. 
The  genius  and  spirit  of  the  age  in  which  we  live,  this  age  of 
fierce  ■  competition  and  bitter  rivalry,  calls  upon  you  real 
estate  men,  as  it  has  called  upon  other  classes  of  tradesmen 
and  professional  men  innumerable,  to  combine  for  self-pro- 
tection and  progress.  The  logic  of  the  situation  plainly  tells 
us  that  by  establishing  a  community  of  interests  we  provide 
ourselves  with   the   means  wherewith   to   njajce   the  welfare  of 


each  the  concern  of  all,  and  the  welfare  of  all  the  concern  of 
each. 

"You  are  fortunate  In  having  Long  Island  as  the  field  for 
your  enterprise.  No  other  spot  in  the  United  States  presents 
so  promising  an  opportunity.  Located  at  the  very  gateway  of 
a  continent  and  at  the  entrance  to  its  great  metropolis,  yet  for 
over  a  century  the  island  has  lain  as  dormant  as  if  it  had  been 
in  the  faraway  Caribbean  sea.  It  Is  only  within  a  compara- 
tively short  and  recent  period  that  its  exceptional  advantages 
have  been  grasped  by  the  public.  Long  Island,  so  to  speak, 
was  discovered  only  since  the  consolidation  of  the  Greater  New 
York  and  the  advent  here  of  the  Pennsylvania  Railroad.  These 
two  instrumentalities  have  produced  a  real  estate  revolution, 
and  have  awakened  the  island  and  its  inhabitants  from  their 
Rip  Van  Winkle  slumber." 

"It  seems  to  me,  gentlemen,  that  the  railroad  company,  by 
its  present  plans  of  improvement  and  its  willingness  to  expend 
fabulous  sums  in  their  construction  and  installation,  is  doing 
a  marvelous  work  toward  abolishing  the  insular  isolation  from 
which  this  island  has  for  long  suffered,  and  is  rapidly  attaching 
it  to  the  rest  of  the  continent  with  its  highways  of  electrioity 
and  steam.  Since  this  work  of  railroad  improvement  has  begun, 
the  wealth  of  the  nation  trsm  Maine  to  California  has  com- 
menced to  pay  tribute  to  the  speculative  attractiveness  of  Our 
fallow  acres,  and  although  the  figures  of  invested  capital  in 
Long  Island  acres  and  farms  are  already  prodigious,  still  they 
are  insignificant  in  comparison  to  what  they  will  be  in  the  near 
future. 

"It  seems  to  me  that  nothing  can  stop  the  roll  of  the  pres- 
ent wave  of  prosperity,  and,  in  my  judgment,  it  will  continue 
to  roll  on  until  this  island,  through  its  entire  length,  is  tenanted 
by  a  teeming  population — its  suburban  landscape  dotted  every- 
where by  costly  villas  and  magnificent  residential  settlements, 
— until  every  available  inch  of  its  fruitful  soil  blossoms  with  the 
products  of  the  garden  and  the  farm,  and  its  sea-girt  shores  are 
studded  with  bustling  centers  of  manufacturing  and  commerce, 
making  this  beautiful  and  blessed  little  island  a  beehive  of  In- 
dustry and  a  home-dwellers'  paradise.  (Applause.)  And  it  is 
for  the  purpose  of  preventing  this  wave  of  prosperity  which  is 
presently  sweeping  the  island  from  receding,  and  in  order  to 
make  it  permanent  and  lasting,  that  we  have  called  this  conven- 
tion,— surely  a  deserving  and  inspiring  object  for  your  labors. 
It  Is  hoped  that  in  the  course  of  your  deliberations,  the  needs 
and  the  benefits  of  associated  labors  will  find  eloquent  and 
forceful  expression,  and  culminate  into  action.  It  is  also  hoped 
that  we  will  consider  the  question  that  may  come  before  us 
broadly,  dispassionately,  disinterestedly.  And  finally,  it  is  to 
be  hopea  that  this  convention,  which,  in  all  likelihood,  is  the 
first  of  Its  kind  held  in  this  or  any  other  State,  will  prove  the 
forerunner  of  a  lon^  series  of  similar  gatherings  held  annually 
by  the  leading  realty  men  of  Long  Island  for  its  welfare,  as 
well  as  their  own.  You  have  it  in  your  power,  gentlemen,  I 
believe,  to  accomplish  some  little  good,  and  it  may  yet  be  said 
of  you  by  some  future  generation  that  you  'builded  better  than 
you  knew.'  Let  us.  therefore,  I  implore  you,  use  our  power 
and  opportunity  to  the  best  advantage,  and  by  establishing  this 
community  of  interests  that  I  speak  of,  help  toward  lifting  to 
a  higher  plane,  if  possible,  the  standard  of  honor  and  dignity 
that  should  ever  attach  to  the  occupation  of  a  realty  man  of 
Long  Island."     (Applause.) 

Mr.  Kempner:  "Gentlemen:  It  was  expected,  and  we  may 
yet- have  the  pleasure  of  the  presence  of  the  Comptroller  of  the 
City  of  New  York,  to  address  a  few  words  of  welcome  to  you; 
and  I  imagine  that  he  will  drop  in  in  the  course  of  our  proceed- 
ings. 

"It  may  be  la  order  now  to  elect  a  permanent  secretary  and 
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chairman  of  this  convention.     What  is   your  pleasure?     Nomi- 
nations are  in  order." 

(Hon.  Herman  A.  Metz  entered  the  hall  at  this  juncture.) 
Mr.   Kempner:   "Before  we  proceed  with  action  on   the  nomi- 
nations—I    see    that    the    Comptroller    has    arrived,    and    would 
like  to  invite  him   to  the  platform."     (Applause.) 

(Hon.  Herman  A  Metz  advances  to  the  platform,  and  is 
greeted  by  the  real  estate  men  there  seated.) 

SPEECH    OF   COMPTROLLER   METZ. 

Mr.  Kempner:  "When  we  were  proceeding  to  make  up  our 
program,  we  found  that  the  Mayor  of  the  city  was  absent  from 
his  post  and  away  in  Europe.  The  Acting  Mayor,  on  whom 
we  called,  expressed  his  endorsement  of  our  movement,  and 
said  that  he  would  be  very  glad  to  act  and  to  welcome  the 
guests  here  to-day,  if  it  had  not  been  that  the  Mayor  would  be 
back  by  the  time  the  convention  was  held,  and  that  he  would 
be  on  his  vacation.  It  became  necessary  then  to  look  around 
for  the  official  next  In  rank,  and  we  obtained  the  distinguished 
Comptroller  of  the  City  of  New  York,  the  rising  favored  son  of 
Brooklyn,  Comptroller  Herman  A.   Metz."      (Applause.) 

Hon.  Herman  A.  Metz,  Comptroller  of  fhe  City  of  New 
York:  "Mr.  Chairman  and  Gentlemen:  I  rather  wish  you  had 
put  me  down  as  a  second  son,  and  let  me  sit  a  little  longer.     I 


being,  and  stagnation  is  soon  going  to  mean  retrogression. 
Nothing  is  more  important  for  Long  Island  and  for  Brooklyn — 
and  Queens  in  particular— THAN  TO  HEAD  OFF  THE  TEN- 
DENCY OF  THINGS  GOING  TO  JERSEY.  Manufacturing 
is  going  there — I  have  moved  two  plants  there  myself — you 
know  what  that  means,  fifty  or  sixty  people  away  from  Brook- 
lyn, all  living  in  Newark  and  paying  taxes  there  now — the 
large  enterprises  are  going  there,  and  that  means  that  in  a 
short   time  homes  will  ha.ve   to  follow. 

"The  means  of  communication  are  getting  better  every  day 
in  Jersey.  They  are  getting  better  up  in  Westchester  county, 
and  even  up  in  Connecticut,  so  that  you  can  get  to  Albany 
almost  as  quickly  as  you  can  get  to  Brooklyn.  (Laughter.) 
And  if  you  don't  watch  that  situation  and  improve  it  soon, 
there  will  be  nobody  wanting  to  come  here;  they  will  all  go 
out  that  way.  And  I  think  the  sooner  we  get  around  to  a 
sane  and  sensible  attitude  and  have  something  done  that  is 
going  to  bring  progress  and  development,  the  better  off  we  are 
going   to   be. 

"I  don't  believe  in  the  'big  stick,'  and  I  don't  believe  in  lying 
down,  but  I  do  believe  there  is  a  sane  middle  course  that  we 
of  this  city  should  pursue  in  regard  to  further  transit  develop- 
ment or  other  material  development  in  Long  Island,  In  Kings 
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apologize  for  beiag  a  bit  late,  and  instead  of  my  coming  here  to 
welcome  you  gentlemen,  you  have  given  me  quite  a  welcome, 
which  I  appreciate.     You  have  turned  the  tables  on  me. 

"I  was  out   this  morning   in   Flatbush.     I  know  you   are  all 
real  estate  people — Interested  in  real  estate.     I  saw  some  peo- 
ple in  Flatbush.     They  wanted  the  pesthouse  moved,   and   the 
insane   asylum   moved,   and   they   wanted    the    earth   moved,   to 
get  them  away.     And  I  am  just  down  here  from  looking  over 
the  ground.     I  haven't  brought  much  appetite  with  me,   but  I 
am   thoroughly   fumigated,   so  you  needn't  be  afraid.     (Laugh- 
ter.)     I   certainly   found   an   interesting   situation   In    that   sec- 
tion, and  I  don't  blame  the  residents  for  wanting  those  places 
moved.     I  wouldn't  want  to  have  them  in  my  back  yard,  and  I 
suppose   none   of   us  would.      But   we   have   got    to   have   those 
nuisances    somewhere,    and    the    best    place    to    have    them    is 
where    they   have   grown   up   and   where   they   were  before   the 
other  fellow  got  there.     He  had   no  reason   to  go  if   he  didn't 
want  to.     That  is  one  local  question  of  one  small  section. 
SANDBAG    FOR    CORPORATIONS. 
"But  the  question  that  you  are  interested  in,  and  wliat  we  are 
all   interested  in,   is   the   material   welfare   and    the  increase   in 
valuations,  and  setting  aside  for  homes  and  business  purposes 
of   Brooklyn   and    Long   Island   in   general.      I   had    occasion   a 
few  nights  ago  to   say — and   I   think   I   was   right  when   I   said 
it — at   least   I   thought    I    was — that   it   seems   unfortunate   that 
a  reaction  has  set  in  against  transportation  companies  and 
against  public  utility  corporations  generally,  and  has  taken 
such  a  hold  on  officials  that  it  has  gone  to  quite  the  other 
extreme;    that   where   formerly   we   were   glad   to  have   gas 
companies   and   electric    light   companies   and   trolley    com- 
panies come  in   and    take  anything  they  wanted   from   the 
J  section  they  were   going  through,   the  tendency  now   Is  to 
sandbag  them  and  hold  them  up  and  keep  them  out  from 
^everywhere, .    Nqw,    that    means   stagnation   for   the    time 


and  Queens  in  particular,  and  for  my  part  I  am  going  to 
stand  out  and  try  to  do  it.  It  may  not  be  popular,  but  I  think 
the  material  results  will  more  than  recompense  me  and  be  an 
excuse  for  having  done  it. 

FLOATING   AROUND. 
"There  are  various  things  that  have  come  up  that  would 
be  of  vast  interest   to   Long  Island.     The   greatest   thing,    I 
believe,  is  the  connecting  railroad.     That  will  make  us  part 
of  the  United  States,  at  least,  instead  of  leaving  us  out  in 
the  ocean  floating  around,  as  we  have  been  doing.     (Laugh- 
ter.)    Now,  I  believe  that  every  day  that  thing  is  held  up 
is  a  pecuniary  loss  to  the  city  of  New  York  and  to  Brooklyn,  in 
every    way,    and    to    Queens   in   particular.      I   have   heard    one 
argument    raised    that   it    was    going   to   build    a    wall    through 
beautiful    Queens   borough.      I   have   followed   the   line   of   that 
railroad,  and  I  cannot  find  much  beauty  where  they  are  going 
to    run— swamps    and    fields   and   such    things— but    the    fact    is 
that   the   moment   that   road   is   constructed   and    begins   opera- 
tions the  city  of  New  York  will  receive  in  taxes  upon  its  own 
land,   its   own   improvements,   more  tlian   the   whole  amount   of 
the   cash   payment.      Every   year   they   will   receive   more.      But 
there  is  a  principle   there:     they  want   that   much   money,   and 
the  Pennsylvania  says  they  won't  pay  it;  and  it  is  up  to  some- 
body to  get  between  them. 

"We  ought  to  have  that  road.  The  theory  that  we  are  going 
to  build  a  wall  through  Queens  county  does  not  phase  me  a 
bit.  We  have  got  a  wall  through  Manhattan  now,  as  far  as 
the  East  and  West  sides  are  concerned,  in  Central  Park.  There 
is  about  two  and  a  halt  miles  of  park,  with  only  two  streets 
running  through  it,  and  nobody  thinks  anything  of  U.  But 
when  you  put  a  railroad  through  and  make  an  embankment, 
that  is  a  'Chinese  wall'  and  you  can't  get  across  it.  It  does 
not  appeal  to  me  a  little  bit. 
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THE    SUBWAY    HABIT. 
"In    your    suburban    extensions:     I    know    the    feeling   in 
favor  of  going  in  for  subways — subway,  subway,  everybody 
wants  subways.     I  think  the  town  has  gone  subway-crazy. 
That   Is   my   opinion.     Take   in   the  Bronx;    take  our   loop; 
take   any   effort    at    relief   that   has  been   brought   up;    and 
you  get  nothing  but  'subway!'     Now,  who  is  going  to  build 
them?     You   can't   sell   city   bonds   even   at   four   per   cent, 
now.     I  don't  see  where  the  money  is  coming  in. 
"I  don't  see  why   we  keep  on   tallying  about  this  thing,  and 
talking  about  it,  as  we  have  been  doing  for  five  years  past,  and 
apparently   will   be   doing   for   five   years   more.      Let   us   get   to- 
gether and   get   some   kind   of  relief.     On  a   twenty-year  fran- 
chise basis  you   are   not  going  to   have  any   subways   to  com- 
pete   with    those    now    running.       YOU    MAY    HAVE    ONE    OR 
TWO    .SUBWAYS    IN    BROOKLYN;     THAT    IS     THE     LIMIT. 
It   is   a   question   of   absolutely   pure    arithmetic.      It    takes    so 
much   to  build  a  mile   of   subway.      And   it    takes   so  much   to 
bring  in  a  return.  '  And  now  let  us  not  fool  ourselves  and  im- 
agine that  we  are  going  to  have  all  these  big  things  in  a  short 
time.      I   am    hoping   that    the    Commissioners    will   be    able    to 
use  the  various  routes  they  have  mapped  out. 

"I  think  they  have  nineteen  of  them  already  on  paper, 
and  they  will  get  them  advertised  this  fall,  they  say.  I 
hope  they  will  be  Justified  in  their  expectation  of  getting 
bids.  They  have  got  one  now  to  relieve  Brooklyn,  to  just 
take  us  off  the  bridge,  and  it  is  going  to  cost  $23,000,000. 
I  do  not  see  who  is  going  to  run  it.  I  don't  see  where  the 
nickels  are  coming  in.  We  are  not  going  to  use  the  subway 
after  we  get  off  the  bridge,  and  pay  two  fares.  There  is 
only  one  relief  for  Brooklyn,  and  that  is  to  continue  the 
cars  off  the  bridge.  If  you  can't  run  the  subway  you  have 
got  to  get  them  above  ground,  and  you  have  got  to  get 
them  off  that  bridge,  and  you  have  got  to  bring  them 
around  to  the  other  bridge. 

"Now,  I  may  be  radical  in  my  views.  I  may  be  against  all 
the  other  gentlemen  in  both  boards.  I  know  I  am  against  my 
friend  Tomkins  here,  who  would  like  to  see  things  beautiful. 
But  I  want  to  come  around  first  and  get  some  business,  and 
then  a  place  to  live.  I  will  attend  to  the  beauty  end  of  it 
afterwards.  I  agree  that  some  of  these  conditions  are  shame- 
ful and  ought  to  be  bettered,  but  what  is  the  use  of  bettering 
things  if  you  cannot  get  anybody  to  live  there  after  you  get 
them?  There  ought  to  be  enough  here  to  do.  I  want  to  show 
the  real  estate  interests  of  this  town,  and  of  Long  Island  in 
general,  that  officially  I  am  for  anything  and  everything  that 
is  going  to  help  transportation." 

MR.  REDFIELD'S  SPEECH. 
In  the  course  of  his  remarks  Mr.  William  C.  Redfield  said: 
"Can  you  conceive  any  other  city  in  the  world  going  in  for 
improvements  on  the  scale  of  New  York?  Certainly  not  Phila- 
delphia nor  Boston,  nor  Chicago.  We  have  advantages  here 
which  have  long  gone  to  waste  simply  because  we  were  isolated 
owing  to  poor  transit  facilities.  Once  let  it  be  possible  to  ship 
merchandise  from  the  West  to  Long  Island  direct  and  you  will 
make  of  the  Island  a  great  commercial  center  and  a  great  home 
locality  as  well.  The  time  has  almost  come  for  the  transforma- 
ti<.n.  Work  is  now  actively  proceeding  in  every  big  public  im- 
provement, a  state  of  affairs  which  did  not  exist  up  to  a  short 
time  ago.  Within  a  short  time  there  will  be  thirty-eight  tracks 
connecting  Manhattan  and  Long  Island,  whereas  not  so  very 
long  ago  there  was  but  one  poor  overworked  bridge  as  a  means 
cf  communication.  Are  the  executive  and  engineering  depart- 
ment.'-, of  ths  Long  Island  Railroad  being  run  by  fools?  Would 
a  great  corporation  spend  $30,000,000  on  improvements  and  ex- 
pect no  proportionate  return?  Believe  me,  gentlemen,  the  fu- 
ture of  Long  Island  is  assured.  We  see  three  great  corporations, 
the  greatest  of  the  kind  in  the  world,  competing  against  one 
another.  I  mean  the  City  of  New  York,  the  Pennsylvania  Rail- 
road' and  the  Metropolitan  Interborough  Railroad  Company. 
They  are  all  working  for  the  common  good  and  the  result  of 
their  efforts  will  revolutionize  Long  Island." 

Addresses  or  papers  were  then  read  by  Mr.  T.  L.  McNeece, 
secretary  and  treasurer  of  the  Main  Line  Toinnel  Realty  Co., 
on  "The  Long  Island  Awakening";  by  William  C.  Redfield, 
former  Commissioner  of  Public  Works,  on  "The  Future  of 
Long  Island";  by  Melton  L.  Ecluese,  of  S.  Osgood  Pell  &  Co., 
on  "Long  Island's  Advantages  for  the  Homeseeker";  by  H. 
Stewart  McKnight,  of  Bayside,  on  "The  Long  Island  Investor"; 
by  A.  L.  Langdon,  traffic  manager,  on  "The  Long  Island  Rail- 
road"; by  H.  Allen  Terry,  of  Patchogue,  on  "The  Development 
of  Natural  Beauty  as  an  Aid  to  Realty  Value";  by  William 
M.  Griffith,  Vice  President  of  the  Queens  County  Trust  Co., 
on  "The  Present  and  Future  of  Queens  County";  by  Walter  J. 
Greacen,  of  the  Atlantic  Gulf  and  Pacific  Co.,  on  "Land  Recla- 
mation," and  by  Calvin  Tomkins  on  "City  Development  and 
Local  Consequences." 

A  committee  of  fifteen  was  appointed  to  report  a  form  of 
organization,  and  the  convention  adjourned  until  1  p.  m. 
Wednesday. 

The  Committee  on  Organization  consisted  of  W.  A.  Ryan, 
T.    I.    McNeece,     S.    E.    Bennett,    George    Fitzsimmons,    L.    H. 


Pounds,  Carl  H.  Nygren,  Stewart  McKnight,  William  C.  Red- 
field,  Isaac  Tuck,  F.  A.  Storm,  William  M.  Griffith,  Henry 
Hinschel,  Norris  Jacobs,  Andrew  Rissler,  Herman  Roobe,  H.  L. 
Tenney,  C.  H.  Fredericks,  Fred  H.  Cox,  Charles  M.  Whitney, 
Charles  S.  Powell,  A.  Levy,  William  Schimmel,  D.  M.  Mc- 
Loughlin  and  F.  A.   Brown. 

At  Wednesday's  session,  after  hearing  the  report  of  the 
committee,  it  was  resolved  to  constitute  a  permanent  organiza- 
tion, to  be  known  as  the  "Long  Island  Real  Estate  Exchange," 
and  about  one  hundred  and  fifty  have  signed  the  membership 
roll.  Hon.  Otto  Kempner  was  elected  president  and  T.  I. 
McNeece  secretary,  and  these  officers  will  name  the  governors, 
a  board  that  will  consist  of  twenty-five  members.  The  next 
convention  will  be  at  Long  Island  City,  Nov.  19,  1907.  After 
the  adjournment  President  Peters  of  the  Long  Island  Railroad 
invited  the  real  estate  men  to  ride  in  a  special  car  over  his 
railroad  to  Valley  Stream,  thence  to  Rockaway  Beach,  re- 
turning by  way  of  Jamaica  Bay.  When  the  special  got  back 
to  the  Flatbush  avenue  station  in  Brooklyn  several  trolley 
cars  were  ready  to  take  the  whole  party  to  the  Con- 
sumers' Park  Hotel  In  Flatbush,  where  they  had  dinner  and 
listened  to  speeches  by  President  Kempner,  Mr.  A.  L.  Lang- 
don of  the  Long  Island  Railroad  and  Thomas  P.  Peters,  Esq. 

LIST  OF  FIRMS  AND  INDIVIDUALS  ATTENDING  THE 
LONG    ISLAND    REALTY    CONVENTION. 

New  York  City. — Wood,  Harmon  &  Co.,  New  Yorl^  Bridge 
and  Subway  Realty  Co.,  Main  Line  Tunnel  Realty  Co.,  Realty 
Trust,  Long  Island  Realty  Co.,  Paris  &  MacDougall,  The  Queens 
Borough  Corporation,  Spear's  Realty  Corporation,  S.  Osgood 
Pell  c&  Co.,  Queens  Land  &  Title  Co.,  New  York  Suburban 
Land  Company,  John  M.  Thompson  &  Co.,  The  Federal  Land 
&  Improvement  Co.,  T.  B.  Ackerson  Company,  Lewis  H.  May 
Company,  Miller- Kendig  Real  Estate  Company,  Knickerbocker 
Realty  Company,  O'Neill  Realty  Company,  William  H.  Mofflt 
Realty  Co.,  McKnight  Realty  Company,  Carrollton  Realty  Co., 
O'Shea  &  Klein,  Frank  Krevoruck,  William  F.  Day,  John  C. 
Wallace,  Gramercy  Company,  Peter  F.  Lebkuecher,  Stephen 
Yates,  Ernestus  Gulick  Co.,  Calvin  Tomkins,  Fish  Brothers, 
New  York  &  Pittsburg  Real  Estate  Co.,  Charles  A.  Sigmond 
Realty  Co.,  O.  L.  Schwencke,  Brooklyn  &  Suburban  Realty 
Co.,  Star  &  Crescent  Realty  Co.,  Hudson  Realty  Co.,  F.  D. 
Berry,  Cox  &  Co.,  Watson-Ryan  Fosdick  Realty  Co.,  Wm.  S. 
Stewart,  Shore  Acres  Realty  Co.,  Sovereign  Realty  Co.,  Park- 
way Heights  Realty  Co.,  Garden  City  Estates,  Taylor-Storm 
Realty  Co.,  Atlantic  Gulf  &  Pacific  Co. 

Brooklyn. — The  New  York  &  Flatbush  Realty  Co.,  Brooklyn 
&  Suburban  Realty  Co.,  Queens  Court  Realty  Co.,  John  E. 
Thompson  &  Co.,  Read  Realty  Co.,  Manor  Realty  Co.,  Robert 
W.  Haff,  Wheeler  Brothers,  Britton  &  Company,  Aetna  De- 
velopment Company,  Green  Brothers,  Otto  F.  Suhr,  Joseph 
M.  Bell,  William  P.  Jones,  Charles  M.  Sanford,  The  Allied 
Realty  Corporation,  St.  Albans  Heights  Realty  Co.,  Nevin  & 
Nygren,  Queens  Court  Realty  Co.  John  Auer,  Sr.,  John  W. 
Auer,  Charles  L.  Auer,  Otto  Behrens,  John  F.  Beck,  W.  E. 
Bosse,  August  Bauer,  Frank  V.  Bruno,  W.  F.  Clayton,  Jas. 
Church,  Cannella  &  Samenfeld,  Noah  Clark,  Wm.  Debus,  J.  K. 
Duer,  Chas.  Dushkind,  Diamond  Realty  Co.,  Chas.  Ditzel,  Chas. 
W.  Evans,  John  E.  Evans,  Chas.  G.  Evans,  Geo.  C.  Eldridge, 
H.  Epstein,  Ernst  Findeisen,  L.  Feldheim,  Louis  Feinstein, 
Frost  Realty  Co.,  C.  A.  Fickelsen,  Wm.  H.  Friday,  Jr.,  Richard 
Goodwin. 

George  Gough,  H.  Galitzka,  Wm.  Grote,  E.  L.  Graeffe,  Wm. 
J.  Graham,  John  F.  Graham,  Morris  Grossman,  Richard  H. 
Holtermann,  Wm.  Hiffner,  Adolf  Horowitz,  Jacob  Heintz,  Wm. 
Jaeger,  Paul  Jacobson,  Jas.  J.  Klueg,  Clarence  Kempner,  Alex 
Kodziesen,  Jul.  Kraus,  John   Kull,  Henry  Koehler. 

Martin  Klett,  E.  W.  Lester,  Samuel  Lurle,  A.  L.  Levin,  Ernst 
Loerch,  Herman  Lonser,  Wm.  Loerch,  John  Loeffler,  F.  Corne- 
lius   Leibow,    Jos.    Metzger,    Nathan    Mintz,    R.    M.    Mathiesen, 

B.  R.  Meserole,  Stephen  Miller,  Henry  A.  McCarthy,  Henry  S. 
Naul,  Frederick  Neumann,  D.  E.  O'Neil,  Samuel  Palley,  Geo. 
W.  Palmer,  Theo.  C.  Propfe,  Andrew  Rissler,  Aaron  H.  Rosen- 
berg, Chas.  Rissler,  John  B.  Reitz,  Jacob  Rubin,  Robert  T. 
Rasmussen,  Otto  F.  Rutz,  Wm.  Richensteen,  Jos.  Relchwein, 
Sammis  &  Clark,  Stokes  &  Knowles,  Nathan  Stern,  Albert  E. 
Spencer,  F.  A.  Schurmann,  W.   H.  Stryker. 

Wm.  Schimmel,  Chas.  Samuel,  Herman  Sussman,  I.  Slater 
&  Sons,  Philip  Schmitt,  John  F.  Softy,  Henry  Softy,  Sachs  & 
Levy,  Heinrich  Schneider,  G.  P.  Truslow,  Aug.  Todebusch,   Leo 

C.  Teller,  Fred  J.  Theiss,  Taylor  &  Stewart,  Jacob  Tuck,  Chas. 
Uhlinger,  Frederick  T.  Verity,  Gottfried  Westernacherr,  James 
H.  Wood,  Ch^s.  Wissman,  Henry  Winckel,  Chas.  Weiss,  D.  S. 
Yeoman,  Martin  Zeidler,  August  Vogel. 

Amityville,  Spencer  B.  Griffen;  Astoria,  Jacobs  &  Hoffman; 
Bellmore,  Samuel  Self;  Bay  Shore,  W.  W.  Hulse;  Centreport, 
Charles  M.  Whitney,  Jr.;  Coney  Island,  Frederick  Napier; 
Cedarhurst,  W.  S.  Vandewater;  Elmhurst,  John  A.  Rapalye; 
Farmingdale,  Adolf  Bausch  Co.;  Far  Rockaway,  A.  C.  Haynes, 
Herman  Frankfort,  Watkin  W.  Jones;  Floral  Park,  John  Lewis 
Chllds,  Andrew  Wright  &  Son;  Flushing,  George  W.  Schaefer, 
T.  Jefferson  Burnett;  Freeport,  Chas.  L.  Wallace,  Henry  P. 
Libby;  Greenport,  Reeve  &  Bartlett;  Huntington,  Ward  & 
Ward,  Joseph  Irwin,  Allison  E.   Lowndes,   Samuel   S'wett,   Gus- 
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tave  de  Kay  Townsend,  Daniel  M.  Gerard;  Hempstead,  Wil- 
liam Stoffel;  Hollis,  W.  C.  Reeves  &  Company;  Islip,  Joseph 
A.  Moore;  Jamaica.  T.  F.  Archer,  Cozine  Brothers,  L.  B.  Paber, 
Glickman  &  Galluci,  W.  D.  Llewellyn,  Carl  R.  Wollthau,  John 
Wilshaw,  Jas.  J.  Smith,  F.  W.  Scutt__  &  Co.,  James  M.  Cox, 
Queens  County  Trust  Co.,  Thorne,  Noetling  &  Co.,  George  E. 
Tilly. 

Kings  Park,  John  P.  Kelly;  Lawrence,  Newman  J.  Pettit; 
Long  Island  City,  John  Greer,  Benj.  E.  Scheurer;  Lynbrook, 
L.  L.  Davis;  Manorville,  E.  W.  Lane;  Massapequa,  D.  De  Kre- 
men;  Port  Jefferson,  Chas.  A.  Squires,  Alfred  C.  Coursen; 
Queens,  Judge  J.  Ma^nard  Kissam;  Rockville  Centre,  William 
H.  Cornell,  The  Artistic  Homes  Company,  H.  J.  &  T.  C.  Mar- 
tens, C.   B.   Thurber. 

Port  Washington,  C.  F.  Lewis;  Richmond  Hill,  Fred  Phil- 
lips, H.  P.  Jeffrey,  H.  R.  Williams  &  Son,  Herbert  A.  Roberts; 
Sea  Cliff,  Comic's  Real  Estate  Exchange;  Springfield,  George 
H.  Higbie;  Stony  Brook,  Thomas  S.  Anderson;  Southampton, 
D,  P.  Osborne;  Westhampton,  G.  H.  Lledtke;  Woodhaven,  Hig- 
gins  &  Eckhardt,  Samuel  Lurie.  Moore  &  Gritman,  Erger, 
Steiner  &  Co.,  Wm.  S.  Van  Keuren;  Winfield,  Brandon-Sil- 
vestro  Realty  Company. 


The    Long    Island    Railroad 


By   A.    L.    LANGDON* 


It  seems  that  until  the  year  of  the  Spanish  war  a  majority  of 
•the  people,  even  of  the  Middle  States,  knew  as  little  about 
Long  Island  as  they  did  aboirt  the  Philippines.  They  knew  that 
.Brooklyn  was  on  the  west  end  of  it  and  that  Coney  Island  could 
.be  reached  from  Brooklyn,  but  that  east  of  Brooklyn,  if  they 
though  of  it  at  all,  it  was  only  as  a  stretch  of  barren  sand. 
They  have  since  learned  where  Oyster  Bay  is,  and  many  have 
lately  heard  of  Good  Ground.  It  is  possible,  however,  that  some 
partisan  polit'icianB  still  choose  to  remain  ignorant  of  the  fact 
that  Good  Ground  is  anything  but  a  sand  pile. 

.  For  several  years  the  Long  Island  Railroad  Company  had 
-advertised  Long  Island  for  what  it  is,  and  although  other  sec- 
tions within  one  hundred  miles  of  New  York  have  been  longer 
and  more  generally  known,  it  is  surprising  that  Long  Island 
has  not  been  more  thickly  settled;  that  its  shores  on  the  Atlantic 
Ocean,  on  the  Great  South  Bay,  on  Peconic  Bay.  and  on  Long 
Island  Sound,  have  not  been  more  occupied  by  large  hotels  and 
.residences;  that  capitalists  have  been  slow  to  invest  in  at- 
tractions for  summer  visitors  on  Long  Island  shores  more  nat- 
urally beautiful,  more  quickly  and  conveniently  and  less  ex- 
pensively reached  than  are  the  prosperous  cities  on  the  Jersey 
coast  from  either  New  York  or  Philadelphia. 

When  the  Pennsylvania  Railroad  Company  acquired  a  con- 
trolling interest  in  the  Long  Island  Railroad  and  announced 
its  intention  to  tunnel  under  the  two  rivers  and  connect  Long 
Island  with  Manhattan  and  the  main  land,  there  was  a  great 
awakening  ol  thrtse  who  knew  Long  Island  as  to  its  advantages 
for  furnishing  homes  for  the  pepole  employed  in  New  York 
;and  Brooklyn  and  for  the  location  of  industries. 

SINCE  THAT  TIME  THE  ISLAND  HAS  HAD  AN  ASTON- 
ISHING GROWTH.  AND  THIS  IS  FAIRLY  DENOTED  BY 
THE  INCREASE  IN  THE  BUSINESS  OF  THE  LONG  ISLAND 
RAILROAD  COMPANY  OP  ONE  HUNDRED  PER  CENT.  IN 
:THE,SIX   YEARS. 

But  until  the  last  year  or  so  very  litt'.e  has  been  said  about 
its  JEigricuUural  possibilities.  It  is  most  remarkable  that  there 
are  on  Long  Island,  within  from  thirty-five  to  seventy  miles  of 
■  New  York,  thousands  of  acres  of  land  which  have  never  been 
■cultivated,  which  have  for  years  produced  nothing  but  cord- 
Avood,  and  which  the  owners  allow  to  be  overrun  with  fire  almost 
"every  year.  A  large  part  of  this  land  has  soil  two  or  three  feet 
deep  underlaid  with  gravel.  The  best  water  in  the  world  is 
abundant,  and  the  climate  is  more  equable  than  on  the  main 
land,  and  in  each  locality  where  any  reasonable  effort  has  been 
made  to  cultivate  the  soil  It  has  produced  abundantly  of  all 
fruits  and  vegetables  which  can  be  grown  in   this  latitude. 

Outside  of  Brooklyn,  Long  Island  should  produce  all  the  fruit, 
vegetables,  poultry,  eggs  and  milk  needed  by  its  own  residents, 
with  a  large  surplus  for  the  city  markets,  instead  of  getting, 
as  it  does,  a  large  part  of  its  supply  of  these  things  from  New 
York.  From  Calverton  (sevjiity  miles  from  New  York)  to  the 
extreme  east  end  of  the  Island  north  of  Peconic  Bay  and  be- 
tween Eastport  (seventy-on4  miles  from  New  York)  and 
Amagansett,  are  some  of  the  most  productive  farms  in  the 
country.  From  these  farms  are  produced  the  potatoes  and 
•cauliflower  for  which  Long  Island  is  becoming  famous,  and 
near  Eastport  are  the  largest  uuck  farms  in  the  country.  To 
stimulate  an  interest  in  the  development  of  the  agricultural 
possibilities    of   the    territory   nearer    New   York,    which    for    the 

*Traffic  Manager  of  the  L.  I.  R.  R.  Read  at  Convention  of  Long 
Island  Real  Estate  Dealers,  Sept.  18,  1906. 


most  part  has  been  regarded  as  waste  land,  the  Long  Island 
Railroad  Company  purchased  a  tract  of  about  eighteen  acres 
near  Wading  River  for  an  experimental  farm  to  show  what  can 
be  done  by  intensive  farming  in  that  locality.  This  was  put  in 
charge  of  Mr.  and  Mrs.  H.  B.  PuUerton,  who  started  clearing 
the  land  of  scrub  oaks  and  old  stumps  one  year  ago. 

The  experiment  has  already  proven  the  valuable  qualities  of 
the  soil,  and  it  is  the  intention  to  start  another  experimental 
farm  in  the  middle  section  of  the  island,  near  Medford. 

Here  on  Long  Island,  midway  between  the  east  and  west 
ends,  and  just  beyond  the  limits  for  a  man  to  locato  who  ex- 
pects to  earn  his  living  by  daily  work  in  the  city,  is  a  territory 
about  forty  miles  long  and  ten  miles  wide  which  by  intensive 
farming  would  yield  a  good  living  for  more  than  two  hundred 
thousand  inhabitants,  and  this  land  can  be  had  at  reasonable 
prices.  In  this  agricultural  section  a  man  of  small  means,  who 
expects  to  live  on  the  land  the  year  round,  should  purchase  a 
plot  not  too  small  to  produce  enou.^h  to  support  himself  and 
family  and  a  surplus  to  sell,  not  less  than  six  acres.  Probably 
all  men  have  more  or  less  land  hunger— a  desire  to  own  land — 
and  it  is  a  worthy  object  to  encourage  to  the  extent  of  inducing 
a  man  to  purchase  what  he  can  pay  for  and  be  satisfied  with, 
but  it  is  a  shameful  thing  to  induce  a  poor  man,  who  has  to  earn 
his  living  in  New  York,  to  buy  on  the  installment  plan  for  a 
home,  a  small  lot  so  far  from  his  place  of  employment  that  he 
cannot  live  on  it  and  travel  to  and  from  his  work  every  day, 
and  where  there  is  the  strongest  probability  that  he  will  never 
make  more  than  two  or  three  payments,  and  will  consequently 
lose  what  he  does  pay. 

IT  IS  A  GREAT  DETRIMENT  TO  LONG  ISLAND  TO 
"BOOM"  LAND  SALES  THAT  WILL  BE  INJURIOUS  TO 
THE   PURCHASERS. 

It  is  appreciated  that  it  is  very  much  to  the  interest  of  the 
Long  Island  Railroad  Company  to  encourage  people  to  settle  on 
Long  Island,  and  this  fact  is  never  forgotten  by  the  officers  of 
the  company  when  making  time  tables  or  making  rates.  Per- 
haps some  persons  who  saw  the  advantages  which  the  interest 
of  the  Pennsylvania  Railroad  Company  would  bring  to  Long 
Island  expected  too  much  too  quickly,  and  ha\'e  felt  some  im- 
patience that  some  needed  improvements,  both  in  facilities  and 
service,  have  been  delayed  and  some  dissatisfaction  was  ex- 
pressed because  the  passenger  rates  were  somewhat  advanced 
moiv  than  a  year  ago  But,  it  should  be  remembered,  th.it  the 
railroad,  with  its  property  conditions,  tracTvs,  stations,  rolling 
stock  and  ferries,  had  to  be  taken  as  it  existed. 

While  for  several  years  the  conditions  had  been  continually 
improved  and  the  train  service  greatly  increased,  there  was 
still  much  needed  which  could  be  gained  only  by  time  and 
much  expense,  and  it  is  only  reasonable  that  the  operations 
of  the  road  should  yield  revenue  sufficient  to  pay  cost  of 
operation,  to  maintain  the  equipment,  tracks  and  stations, 
-  and  enough  more  to  pay  the  interest  on  the  funded  debt 
and  on  the  bonds  issued  from  time  to  time  for  necessary 
new  property,  for  the  rebuilding  of  the  lines  in  Greater 
New  York  to  eliminate  grade  crossings,  and  for  the  electrifi- 
cation of  the  lines. 

The  Long  Island  Railroad  Company  was  chartered  in  1834 
to  build  a  line  from  the  village  of  Greenport  to  the  water's  edge 
in  the  village  of  Brooklyn,  with  the  expectation  that  it  would 
connect  with  steamboats  for  New  England  in  making  a  through 
line  from  New  York  to  Boston.  The  road  was  built  through  to 
Greenport  in  1844,  and  was  used  for  a  through  line  between 
New  York  and  Boston  until  the  all-rail  line  was  completed 
■between  those  cities.  Since  then  it  has  been  a  strictly  local 
road.  Most  of  the  other  divisions  and  branches  of  what  now 
constitutes  the  Long  Island  Railroad  were  built  at  later  dates 
to  accommodate  the  business  of  both  the  south  and  north  shores 
of  the  Island,  growing  out  of  the  fish  and  oyster  industries  and 
the  needs  of  summer  residents. 

'  None  of  the  railroads  were  operated  with  financial  success. 
After  bankruptcies,  foreclosures  and  re-organizations  all  the 
other  lines  were  acquired  by  the  Long  Island  Railroad  Com- 
pany by  purchase  or  lease  after  it  had  passed  through  two 
periods  of  receiverships. 

The  greater  part  of  the  business  of  the  Long  Island   Railroad 
has  always  been  the  transp^artation  of  passengers  between  New 
Yorlt   and   Brooklyn   and   local   points   on   Long   Island  .for  short 
distances.     The   earnings   from   freight   have   never   been   much 
•more  than  one-half  the  earnings  from  passenger  trains,  and  the 
earnings  from  passenger  trains  in  the  three  summer  months  have 
been  about  three  times  as  much  as  for  the  three  winter  months 
in  the  same  year,   thus  making  it  necessary  tor  the  handling  of 
the  summer  business  to  keep  rolling  stock  and  terminals  sufficient 
for   twice  the  average   business  of   each   year,   and  also   to  have 
men    trained    from    the    transportation    and    traffic    service    for 
-more  than  twice  the  length  of  time  they  were  actually  needed. 
The  average  distance  of  travel  on   the  Long  Island   Rail- 
road  has   been    less   than   fifteen   miles,   its   two   longest   di- 
visions   being    94    miles    and    IIG    miles    respectively.      The  ■ 
operations   of  the   road   have  been   unusually   expensive   be- 
cause the  system  is  made  up  of  so  many  lines,  most  of  them 
•too  short  and  with  stations  too  close  together  for  economical 
train  operations  and  the  many  stations  for  the  small  amount 
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of   business   don-?   at   each,    makes   the   station  expenses   un- 
duly larg«  for  tlie  aggregate  business. 

Another  large  expense  in  the  operation  is  the  maintenance  of 
watchmen  at  the  numerous  street  crossings,  particularly  in 
Greater  New  Torlc,  and  these  numerous  crossings  interfere  with 
economical  train  operations.  These  unfavorable  conditions  will 
be  largely  overcome  by  the  electrification  of  the  short  train 
lines,  namely,  the  north  side  division  to  Port  Washington,  the 
Whitestone  branch,  the  mam  line  to  Mineola,  the  branch  to 
Garden  City  and  Hempstead,  and  the  Manhattan  Beach  di- 
vision. It  is  hoped  that  all  this  will  be  accomplished  within 
three  years. 

The  line  from  Flatbush  av  through  Jamaica  to  Queens  and 
Belmont  Park,  the  old  Southern  Road  to  Valley  Stream,  the 
Rockaway  Beach  division,  and  the  Far  Rockaway  branch  are 
now  operated  by  electric  trains  at  a  considerable  saving  in  tht 
running  time  on  each  division,  but  up  to  the  present  time  at 
no  saving  in  the  cost  of  operation,  because  of  only  a  partial 
use  of  the  power  and  appliances  provided  for  the  service. 
COST  OF  ELECTRIFICATION. 
The  Long  Island  Railroad  Company  was  the  first  to  adopt  the 
use  of  electricity  for  train  operation  in  a  large  way,  and  neces- 
sarily these  operations  have  to  some  extent  been  experimental. 
The  electrification  of  its  lines  has  already  cost  five  and  one-half 
million  dollars,  and  within  three  years  the  expenditures  for  the 
electrification  of  other  parts  of  its  system,  with  necessary  track 
additions,  %vill  probably  be  seven  and  one-half  million  dollars 
more.  Nearly  three  and  one-half  million  dollars  have  been  ex- 
pendel  by  the  Long  Island  Railroad  Company  for  rebuilding  its 
road  to  eliminate  grade  crossings  on  Atlantic  av,  and  seven  and 
one-half  million  dollars  will  be  expended  in  the  rebuilding  to 
eliminate  all  gradt  crossings  on  the  Manhattan  Beach  division 
.ind  Bay  Ridge  division.  Probably  six  million  dollars  more  will 
be  required  for  the  same  purpose  for  the  lines  of  the  company 
in   the  Borough  of  Queens. 

These  are  tremendous  expenditures  for  the  Long  Island  Rail- 
road Company,  which,  by  modern  comparison,  is  a  small  cor- 
poration. Since  the  great  improvements  were  undertaken,  re- 
quiring extraordinary  expenditures,  many  comparatively  minor 
improvements  have  been  made.  Terminals  and  other  passenger 
and  freight  yards  have  been  made  and  increased,  many  new 
stations  built,  additional  rolling  stock  acquired,  and  although 
the  new  work  had  unavoidably  interfered  somewhat  with  cur- 
rent business,  the  train  service  has  been  increased  and  Im- 
proved. 

It  is  believed  by  the  management  that  the  services  rendered 
by  the  Long  Island  Railroad  Company  are,  for  the  most  part, 
AS  GOOD  AS  THE  CONDITIONS  WARRANT,  and  that  under 
the  circumstances  and  conditions  the  rates  charged  are  fair 
and  reasonable.  In  February  last  reduced  rate  10,  20  and  50- 
trip  tickets  were  put  on  sale;  in  May,  in  addition  to  the  1,000- 
mile  books,  which  had  been  used,  500-mile  books,  good  for 
families  and  employees,  were  put  on  sale  at  2  cents  a  mile, 
and  beginning  with  October  our  commutation  rates  will  be  made 
the  same  for  every  month  in  the  year. 

In  this  connection  it  should  be  considered  that  the  Long  Island 
Railroad  Company  has  taken  upon  itself  a  great  burden,  the 
successful  carrying  of  wliich  will  give  to  Long  Island  advan- 
tages beyond  easy   comprehension. 

Further,  that  it  is  the  knowledge  of  what  is  being  accom- 
plished by  the  vast  expenditures  of  the  Pennsylvania  Railroad 
Company  and  the  Long  Island  Railroad  Company,  and  the  per- 
ception by  those  most  alert  in  such  matters  of  the  benefits 
which  will  consequently  accrue  to  the  property  owners  and 
residents,  that  has  so  remarkably  increased,  and  as  a  knowl- 
edge of  the  conditions  and  facts  extends,  will  continue  to  in- 
crease the  values  of  real  estate  en  Long  Island. 

When  electric  trains  are  operated  through  between  Man- 
hattan and  Long  Island,  the  service  will  be  much  improved 
beyond  the  points  to  which  they  run,  and  one  can  hardly 
estimate  the  extent  to  which  the  increase  in  values  of  land 
near  the  railroad  stations  within  commuting  distance  may 
legitimately  go. 

May  I  suggest  to  you  gentlemen,  who  have  so  much  power  to 
determine  the  character  of  the  developments  on  Long  Island, 
that  in  the  sale  of  lots  in  every  residential  section  more  than 
ten  miles  from  the  East  River,  building  line  restriction  should 
be  provided  SO  THAT  EVERY  HOUSE  SHALL  HAVE  A 
LAWN  WHERE  THE  CHILDREN  CAN  PLAY  AND  THE 
ROBINS   RUN. 

Then  it  may  be  expected  that  for  many  years  to  come  a  con- 
tinually 'widening  zone  to  the  East  will  be  well  covered  with 
comfortable  homes  to  which  workers  from  the  busy  city  will  be 
glad  to  come. 


Awakening    of    Long    Island 


By    T.    I.    McNEECE 


The  Board  of  Education  adopted  its  budget  for  1907  at  a 
special  meeting  this  week.  It  estimates  that  It  will  need  .$2G,- 
795,398.1.3  to  run  the  system  next  year.  This  is  an  increase  of 
$3,437,209.44  over  the  amount  allowed  by  the  Board  of  Estimate 
for  this  year.  There  is  an  increase  in  the  general  repairs  item 
from  11,185,247.74,  asked  for  this  year,  to  $1,379,232.38  for  next 
year. 


On  every  hand  we  hear  the  question,  Is  this  a  boom  that  is 
destined  to  subside?  My  answer  to  this  question  is  that  I  be- 
lieve we  are  on  the  threshold  of  a  new  era  in  the  history  of  this 
island  whose  inherent  values  have  long  been  dormant.  It  is 
but  a  few  days  since  we  were  informed  that  the  City  Comp- 
troller had  discovered  a  plot  of  land  worth  ifl, 000,000  to  New 
York  City.  It  would  not  be  dilBcult  to  prove  that  scores  of 
similar  discoveries  could  be  pointed  out  in  the  case  of  the 
broad  acres  of  Kings,  Queens  and  other  counties  on  Long 
Island.     The  island  in  fact  is  literally  being  rediscovered. 

Let  us  analyze  the  situation.  WHAT  IS  A  BOOM?  For  con- 
venience sake  we  take  as  a  definition  an  inflated  state  of 
prices,  fixed  by  speculators  and  professionals,  which  prices  are 
unwarranted  and  cannot  stand  because  they  are  unsupported 
by  proper  influences.  The  real  value  of  land,  according  to  the 
world-wide  theory  of  Ricardo,  is  based  oh  the  rent  that  ac- 
crues from  it,  taking  into  consideration  the  market  surround- 
ings. The  rents  in  Long  Island  have  followed  because  the  popu- 
lation is  being  driven  from  Manhattan  and  other  points  by  the 
excessive  rents  there.  Manhattan  is  destined  for  business  only, 
and  people  must  reside  elsewhere.  Then  another  power  upon 
which  this  movement  is  based  is  the  activity  of  the  outside  in- 
vestor who  has  becorhe  interested  in  New  York  real  estate.  The 
out-of-town  investor  surprises  us  every  day,  acting  directly 
without  any  agent  in  the  case.  He  knows  that  he  stands  to 
make  enormous  profits  (as  his  friends  have  done  in  the  past). 
Again  the  myriads  of  in-town  investors,  who  formerly  put  their 
money  into  insurance  companies  for  the  benefit  and  glory  of 
insurance  magnates,  realize  that  an  Investment  in  real  estate 
presents  the  finest  field.  Still  another  class  of  investors  is  the 
person  who  selected  savings  banks  that  pay  small  percentage 
(the  great  profits  being  taken  for  directorial  work).  In  other 
words,  the  masses  are  becoming  educated  and  are  learning  tliat 
the  best  security  on  earth  is  the  earth  itself,  while  at  the  same 
time  it  gives  the  greatest  profits.  One  more  power  in  this 
movement  is  the  general  prosperity  of  the  country,  which  pros- 
perity is  reflected  in  all  its  refulgence  in  this  great  metropolitan 
city  of  the  world  (with  America  to  the  west  and  Europe  to  the 
east). 

Glancing  for  a  moment  at  the  growth  of  New  York,  we  find 
the  population  increased  as  follows: 

In  1053  the  population  was 1,120 

1800 G0,489 

1825 166,130 

1850 515,547 

1875 1,041,880 

1893 1,891,306 

1898 3,.350,000 

1906 4,014,304 

An  expert  who  is  in  charge  of  the  census  bureau  in  Washing- 
ton, basing  his  conclusions  on  building  operations,  past  gains, 
city  directories,  local  censuses  and  personal  observations,  recently 
stated  that  the  population  of  Greater  New  York  in  1910  will  be 
1,000,000  greater  than  at  the  present  time.  These  figures  are 
backed  by  good,  sound  reasoning  of  the  author.  Where  are  the 
people  going  to  live?  For  seventeen  miles  north  of  City  Hall 
and  Herald  Square — the  two  grand  focal  business  centres  of 
this  great  city  metropolis — the  land  has  been  taken  up. 

Land  in  the  Bronx,  immediately  on  transit,  has  become  gen- 
erally too  expensive  for  residential  purposes.  Land  in  Brooklyn 
is  fast  reaching  that  point.  The  exigencies  of  the  case  demand 
other  fields,  and  Long  Island  has  been  selected  as  the  special 
one  because  of  its  proximity,  its  accessibility  and  climate. 

Synchronous  with  this  tremendous  increase  of  population  and 
partly  as  a  result  of  it,  we  have  the  evolution  of  transit.  When 
New  York  had  a  population  of  1,120  and  a  few  huts  at  the 
Battery,  the  omnibus  served  well.  Later,  horse  cars  were  in- 
troduced and  the  city  area  widened  to  the  Astor  House.  Sub- 
sequently steam  efevated  lines  were  constructed,  and  the  bound- 
aries were  pushed  to  23d  st,  then  59th  st  and  Harlem.  Elec- 
tricity was  introduced  and  people  were  enabled  to  reside  at 
various  distances.  To-day  we  have  the  subway  and  the  elec- 
trified railway  lines — ^the  two  greatest  of  all  transit  acces- 
sions. Necessity  demanded  it.  This  is  the  electric  transition 
period,  and  Long  Island  is  destined  to  lead  the  world  in  the 
movement.  Electricity  has  made  the  subways  and  tunnels  pos- 
sible and  feasible.  It  follows,  we  have  the  great  operation  of 
modernizing  the  capital's  transit. 

Five  hundred  millions  have  been  spent  or  are  being  expended 
or  will  be  expended  in  the  near  future  in  subways,  tunnels, 
bridges  and  other  means  •  to  enable  us  to  convey  the  seething 
masse.4  of  this  great  city.  All  these  will  be  lasting,  civic  and 
railway  monuments  which  are  making  Manhattan  the  business 
heart  and  Long  Island  the  residential  body.     The  subway  awoke 
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a  realization  of  the  solution  of  rapid  transit  along  the  lines 
of  which  the  channels  of  population  flew.  Brooklyn  has  grown 
from  one  half  million  to  a  million  and  a  half  through  the  in- 
fluence of  one  bridge.  What  is  going  to  happen  in  Long  Island 
when  four  bridges  and  twenty-six  tracks  through  tunnels  are  in 
operation?  Williamsburgh  Bridge  has  recently  built  a  new  city 
in  East  New  York.  The  Blackwell's  Island  Bridge  will  build 
three  more  cities.  The  tunnels  will  make  themselves  felt  in 
every  borough  and  indirectly  down  the  island.  'Out  of  sloth 
and  apathy  comes  the  awakening.  Then,  gentlemen,  it  is  a 
f.allacy  to  call  this  a  boom  where  land  is  situated  on  the  transit 
lines  within  the  limits  of  the  borough  on  Long  Island.  This 
movement  is  propelled  by  influences  that  are  a  millionfold  more 
potent  than  all  fictitious  prices  that  could  ever  be  fixed.  We 
are  but  the  mere  incidents  to  the  motion  to  this  powerful  wheel 
of  progress  of  New  York  City. 

No  man  has  yet  correctly  estimated  the  far-reaching  in- 
fluences of  electricity.  It  has  cut  running  time  from  various 
suburban  points  in  two.  It  has  doubled  and  quadrupled  the 
value  of  land,  and  we  are  told  that  it  is  extraordinary  to  see 
land  advance  in  but  a  few  years  from  $500  to  |4,000  per  acre. 
My  opinion  is  that  land  favorably  situated  on  transit  lines  in 
Long  Island  within  the  city  limits  will  advance  to  $10,000  per 


worthy  of  the  highest  eulogium.  They  are  the  conception  and 
works  of  master  minds.  In  addition  to  this  admirable  side 
there  is  a  business  phase — the  expenditure  of  one  hundred  and 
fifteen   million  dollars   must  be  compensated. 

It  must  be  accounted  for  as  an  investment.  There  is  only 
one  way.  The  people  must  be  induced  to  move  to  Long  Island, 
and  particularly  along  the  Long  Island  Railway.  How  can  we 
induce  people  to  do  this?  We  as  real  estate  men  are  using 
every  effort  to  accomplish  it.  We  desire  and  seek  the  co- 
operation of  the  Long  Island  Railway.  By  way  of  illustration. 
I  shall  mention  an  almost  insurmo,untable  difficulty  that  occurs 
almost  daily.  One  of  our  representatives  takes  several  pros- 
pective homeseekers  to  developments  ten,  twelve,  fifteen  and 
sometimes  twenty  miles  out.  The  salesman  cannot  return  with 
all  at  the  same  time.  In  order  to  give  proper  impression  and 
even  to  conceal  the  actual  amount  of  the  fare,  he  gives  a  ticket 
detached  from  the  family  trip  book.  The  prospective  home 
seeker  takes  the  train.  The  ticket  is  refused  and  he  is  taxed 
fifty  cents  for  thirteen  miles — an  extra  ten  cents  being  imposed 
as  a  penalty.  He  is  disgusted — to  use  his  own  words,  he  says: 
"I  can  travel  fourteen  miles  on  the  subway  or  elevated  lines 
for  five  cents,  and  here  on  Long  Island  I  am  charged  ten 
times     as     much     for    the    same     distance."       Two     important 
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acre.  It  has  done  so  5n  the  Bronx  because  of  the  influence  of 
the  sabway  and  elevated  within  ten  and  fifteen  minutes  of 
City  Hall. 

.  Then,  reverting  again  to  Ricardo's  theory  that  the  value  of 
land  is  determined  by  the  rent  that  accrues  from  the  land,  or 
in  other  words  the  value  of  land  is  based  on  rents.  At  the 
present  time  the  demand  for  homes  in  Queens,  Nassau  and 
Kings  is  away  beyond  the  supply.  This  is  because  of  ex- 
cessive Manhattan  rental  rates  referred  to,  together  with  a  de- 
sire which  has  arisen  among  the  masses  to  own  their  own  homes 
instead  of  paying  rent  for  twenty  years  and  having  nothing 
In  the  end  but  the  landlord's  receipts.  For  this  reason  there 
»s  now  a  demand  for  land  and  homes  created  by  the  influence 
of  the  increase  of  suburban  population  caused  by  an  exodus 
from  Manhattan. 

Gentlemen,  I  am  glad  that  President  Peters,  in  his  letter  just 
read,  has  suggested  the  point  that  undesirable  developments 
too  far  out  should  not  be  endorsed  by  this  convention.  In  an 
optimistic  movement  like  the  present  we  always  find  the  bunco 
steerer,  and  legitimate  operators  do  not  like  to  criticise  him 
lest  the  whole  situation  would  be  injured.  This  suggestion  is 
opportune  and  well  taken. 

Since  suggestions  are  often  helpful,  may  I  venture  one?  Be- 
fore doing  so,  permit  me  to  say  that  no  man  admires  more  than 
the  writer  of  this  article  the  enterprise  and  business  sagacity 
of  the  Pennsylvania  Railroad  and  the  Long  Island  Railroad 
and  its  president.  We  admire  the  great  undertaking  and  con- 
struction of  the  .$00,000,000  depot  at  Manhattan,  the  new  depot 
at  Flatbush  av,  the  $6,000,000  being  expended  on  the  electrifi- 
cation of  the  lines,  their  roadbeds,  power  houses,  etc.,  and  the 
construction  of  tunnels  involving  millions.     All  these  works  are 


results  follow.  First,  the  temporary  sale  of  the  home- 
site  is  loist.  .Secondly,  and  by  far  the  most  important,  he  is 
permanently  lost  to  the  island  as  a  resident,  and  a  permanent 
patron  is  lost  to  the  Long  Island  railroad.  This  matter  could 
be  temporarily  adjusted  by  issuing  a  voucher  through  the  real 
estate  man  making  it  clear  to  the  company  that  the  customer 
was  a  prospective  purchaser. 

But  there  is  a  matter  of  much  greater  genuine  significance 
that  can  be  deduced  from  this  specific  illustration.  There  are 
two  well  known  economic  principles  in  railway  business,  viz.: 
Firstly,  taxing  the  traffic  what  it  will  bear.  If  the  taxation  is 
beyond  this  point  there  will  be  no  traffic.  This  is  just  what 
has  happened  and  is  happening  in  Long  Island.  Secondly,  the 
secret  of  success  in  passenger  traffic  consists  in  the  utilization 
of  every  seat  in  every  car.  The  road  that  is  always  crowded 
pays  good  dividends.  We  call  to  witness  the  subway  of  Man- 
hattan. When  I  say  "our  interests,"  every  resident's  interests 
or  future  resident's  interests  are  inseparably  and  indissoiubly 
associated  with  the  interests  of  the  Long  Island  railroad.  The 
writer  would  be  the  last  man  to  support  an  unreasonable  re- 
quest, but  he  believes  that  it  can  be  conclusi\^ly  proven  that 
it  will  pay  the  Long  Island  railway  to  assume  an  attitude  in 
Kings  and  Queens  similar  to  that  of  the  subway  in  Man'nattan. 
The  system  can  be  made  id>3ntical  by  the  present  third-rail 
system  installed.  I  mean  that  it  would  pay  manifold  to  m.ake 
a  flat  commutation  for  Greater  New  York.  It  would  be  a 
master-stroke  in  tiie  interests  of  the  railway.  The  empty  car 
would  disappear.  Tha  income  of  the  road  would  be  increased 
tremendously.  The  people  would  follow  as  they  have  always 
done  the  lines  of  quick  cheap  transit.  Again,  we  call  to  witness 
the  elevated  lines  and  subways. 


September  22,  1906 


RECORD    AND    GUIDE 


483 


But  you  say  this  is  premature.  Make  a  definile  announce- 
ment stating  the  time  \vhen  this  would  be  done,  say  in  six, 
eight,  ten  months  hence.  We  have  not  theory  alone  for  this, 
but  practical  demon'Straticn  in  the  case  of  the  Great  Northern 
railway. 

The  possibilities  are  infinitely  greater  In  the  Long  Island  rail- 
road because  its  suburban  system  is  now  laid,  making  it 
superior  to  anything  in  the  world.  The  spur  and  individual 
motor  can  be  used,  and  frequent  service  with  little  expense. 

Under  such  conditions  we,  as  representatives  at  this  con- 
vention, can  build  a  city  of  patrons  for  the  Long  Island  railroad 
of  400,000  within  the  next  two  years,  and  the  results  to  every- 
body would  be  immeasurable.  I  do  not  wish  to  be  misunder- 
stood in  this  matter.  I  have  no  sympathy  with  demagogues 
who  are  constantly  haranguing  the  unthinking  implying  that 
railroads  have  no  rights.  A  railroad  is  a  business  institution 
and  should  be  managed  in  the  same  way  as  we  manage  a  real 
estate  company,  to  pay  the  best  dividends  to  the  stockholders. 
If  any  man  suggests  to  me  a  plan  whereby  good  results  can  be 
attained,  I  should  utilize  the  opportunity.  In  the  same  spirit 
we  submit  to  the  present  management  of  this  road,  which  has 
to  my  knowledge  shown  careful  consideration  of  problems  duly 
submitted.     To  illustrate  this,  I  will  only  mention  the  courte-sy 


the  possessor  of  five  lots  on  21st  av,  for  which  he  had  paid  an 
average  of  $3dO  a  lot.  Mrs.  Henderson  was  not  at  all  pleased 
at  the  change  of  plan,  so,  to  preserve  the  peace,  Henderson 
deeded  the  five  lots  to  his  wife  "for  love  and  affection  and  one 
dollar." 

A  few  months  ago  Henderson  died.  His  widow,  clearing  up 
the  affairs  of  the  little  estate,  bethought  her  of  the  Bensonhurst 
lots.  "Probably  aren't  worth  tire  taxes,"  said  her  sister.  "Tou'd 
have  been  better  off  if  Frank  had  put  that  money  into  life  in- 
surance." 

The  widow  sought  the  real  estate  man.  "Five  lots  on  2l3t 
av?"  said  he.  .  "Well,  it's  not  a  good  time  to  sell;  but  I  could  find 
you  a  quick  customer  at  a  flat  price  of  $10,000 — might  get  you  a 
little  more  than  that,  if  you  will  sell  one  lot  at  a  time." 

Mrs.  Henderson  sat  up  in  some  astonishment.  "Ten  thousand 
dollars!''  she  said.  "Why,  Mr.  Tyler,  you  sold  my  husband 
those  lots,  and  he  only  paid  seventeen  hundred  dollars  or  sc  for 
the  five  of  them." 

"I  remember  it  well,''  said  the  real  estate  man.  "Frank 
wanted  to  buy  more  life  insurance — an  annuity,  or  something 
of  the  sort — and  I  male  him  take  the  lots.  Now,  don't  you 
think  real  estate  was  the  better  investment  of  the  two?  You 
couldn't  make  $2,000  earn  ?10,000  in  six  j'ears  by  life  insurance. 
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at  least,  I  don't  think  you  could  do  it  safely.  Anyway,  you 
have  always  had  the  lots.  You've  got  them  yet,  and  if  you  take 
my  advice  you  will  hold  them.  Thej'  are  worth  more  than 
.S:2,000  each. 


shown  by  the  President  in  dealing  with  the  continuance -of  the 
Huntington  "flyer."  As  a  member  of  this  convention  I  believe 
this  is  the  rnost  momeijtous  question  before  us.  My  desire  is 
that  wo  do  something  tangible.  I  have  well  grounded  confi- 
dence that  we  shall  have  the  fairest  hearing  of  the  fullest  in- 
vestigation along  the  lines  that  I  have  submitted  in  this  paper 
Believe    me,    the    Awakening    will    be    unparalleled    in    history. 


A  Bensonhurst  Real  Estate  Story. 

Here  is  a  little  real  estate  story  with  a  moral  to  it,  as  told 
by  the  Bayside  Review- 
In  1900  Frank  Henderson,  who.se  income  averaged  $2,.")00  a 
year,  found  that  a  relative  had  remembered  him  in  his  will  to 
the  extent  of  $2,000.  Being  of  a  thrifty  disposition,  he  desired 
to  put  the  .$2,000  to  work,  so  he  asked  the  advice  of  his  friend, 
Johnson. 

"Your  health  isn't  any  too  good,"  said  Jolinson,  "it  sounds  cold- 
blooded, I  know;  but,  if  I  were  you,  I'd  put  that  money  right  into 
life  insurance — buy  an  annuity  or  something  of  that  sort  for 
your  wife,  if  they'll  take  you  as  a  risk." 

Henderson  thought  this  such  good  advice  that  he  communi- 
cated with  an  insurance  company,  and  a  complaisant  examiner 
passed   him   as   "a  faiily  good  risk." 

The  day  the  premium  w.as  to  be  paid  Henderson  met  Tyler,  a 
_real  estate   man,   in  whose  judgment   he   placed   confidence.      He 
told  him  of   his  insurance  intentions. 

It  ended  by  Tyler  persuading  Henderson  that  real  estate  was  a 
better  investment  than  life  insurance,  and  before  Henderson 
quite  realized  that  the  thing  was  being  done  he  found  himself 


— During  the  past  summer  the  Municipal  Art  Society  has 
called  the  attention  of  the  Hon.  Moses  Herrman,  Park  Commis- 
sioner for  the  boroughs  of  Manhattan  and  Richmond,  to  the 
deplorable  condition  of  the  parkway  on  Broadway  above  o9th 
St.  This  parkway  offers  better  opportunity  for  decorative 
planting  than  any  other  street  in  the  city,  but  since  the  con- 
struction of  the  Subway  and  the  removal  of  the  trees  conse- 
quent thereto  this  street  has  been  sadly  neglected.  It  is  the 
opinion  of  the  Society  that  the  path  at  .present  laid  out  in  the 
center  of  this  parkway  will  never  be  used  on  account  of  its 
exposed  position,  the  impossibility  of  planting  large  trees  and 
the  location  of  the  ventilating  holes  from  the  Subway,  and  that 
the  best  solution  of  the  problem  can  be  found  in  the  experi- 
mental block  between  S7th  and  8Sth  sts,  now  planted,  fenced 
and  cared  for  through  the  generosity  and  public  spirit  of  Mrs. 
Potter.  President  Herrman  has  expressed  his  approval  of  the 
proposed  improvement,  but  lias  st.ated  that  he  has  no  ajipro-. 
priation  for  carrying  out  the  work.  He  has  further  stated  that 
an  appropriation  would  be  requested  for  this  purpose  in  the 
autumn.  The  Municipal  Art  Society,  through  Charles  H. 
Israels,  chairman  of  the  Society's  Committee  on  Street  Fix- 
tures, petitioned  the  Board  of  Estimate  that  such  an  appro- 
priation be  granted,  and  also  to  be  informed  of  the  time  when 
the  matter  will  be  considered  by  the  honorable  body  in  ordi"!' 
that  the  Society  may  be  represented  at  the  hearing. 
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Description  of  the  Marbridge   Building. 

The  new  Marbridge  Building,  at  the  northeast  corner  of 
Broadway  and  34th  st,  and  Nos.  66-74  West  35th  st,  will  cover 
a  plot  measuring  17S.9  ft  on  Broadway,  150  ft  on  34th  st,  93 
ft  on  35th  st,  covering  an  area  of  28,800  sq  ft.  It  will  have 
eleven  stories,  together  with  a  basement  and  sub-basement, 
and  will  be  strictly  fireproof  and  thoroughly  first  class  in  con- 
struction. Occupied  by  stores  in  the  first  story  and  basement 
and  by  lofts  in  the  second  to  fourth  stories,  the  other  seven 
floors  will  be  for  oflices.  The  facades  will  be  of  Italian  Re- 
naissance design,  in  Bedford  buff  Indiana  limestone,  for  the 
entire  height,  with  cornice  and  balustrade  of  same  material. 
The  skeleton  wall  construction  will  be  used  with  girders  and 
steel  columns  carried  on  steel  grillage  resting  on  rock.  The 
floor  construction  will  be  of  reinforced  concrete  type,  with  a 
roof  finished  with  hard  vitrified  "Ohio"  tile.  Each  office  will 
be  furnished  with  a  porcelain  lavatory  and  will  have  a  tele- 
phone conduit  extended  to  it  for  local  and  long  distance  ser- 
vice, with  ample  toilet  rooms  for  men  and  women  in  each 
story.  All  halls  and  corridors,  together  with  all  toilet  rooms 
will  be  finished  with  tile  floors  and  marble  wainscote  or  base. 
The  stairways  will  be  strictly  fireproof,  enclosed  in  fireproof 
terra  cotta  blocks,  with  self-closing  fireproof  doors  on  each 
floor.  The  service  to  upper  stories  will  be  by  eleven  high-speed 
hydraulic  plunger  elevators  and  two  sidewalk  lifts.  A  freight 
elevator  will  be  furnished  with  a  high-power  auxiliary  pump 
capable  of  lifting  10,000  lbs.  Stores  will  have  electric  escala- 
tors running  from  basement  to  second  story,  this  service  being 
both  up  and  down.  Mail  chutes  will  be  provided  by  the  main 
entrance  on  Broadway,  also  on  34th  st.  The  building  will  be 
equipped  with  four  B.  &  W.  safety  tubular  boilers  aggregat- 
ing 1,100  H.  P.  for  power  and  using  the  exhaust  steam  for 
heating.  The  electric  lighting  service  by  four  high-speed  en- 
gines and  dynamos.  Stores  are  to  be  ventilated  by  large  ex- 
haust fans  and  blowers  run  by  electric  motors  supplying  tem- 
pered and  filtered  air.  A  vacuum  sweeping  plant  will  be  pro- 
vided in  all  stores,  iQfts  and  offices.  Also  a  pneumatic  carrier 
plant  will  be  provided  for  cash  carrier.  A  complete  fire  ser- 
vice will  be  provided  with  three  stand  pipes  having  outlets  on 
each  story,  equipped  with  100  ft  of  standard  fire  hose  on  ree\ 
and  three  separate  Siamese  connections,  one  on  the  sidewalk  on 
each  front  of  the  building.  All  stores  and  lofts  will  be  pro- 
vided with  an  automatic  sprinkler  system,  having  the  piping 
concealed  in  the  floors,  the  heads  only  being  exposed  on  the 
ceiling.  The  sprinkler  system  will  be  supplied  from  75,000 
gallons  of  water  in  pressure  tanks  and  75,000  gallons  in  gravity 
tanks  on  roof.  Tanks  will  be  connected  not  only  with  sprinkler 
system,  but  also  with  the  Croton  mains  by  two  high-power 
fire  pumps  connected  automatically.  The  water  used  through- 
out the  building  will  be  filtered.  Owing  to  the  depth  of  the 
boiler-room  floor  below  the  sewer  level,  all  sewage  from  base- 
ment and  sub-basement  fixtures  will  be  drained  into  a  sewer 
by  an  automatic  sewage  lift.  The  estimated  cost  of  the  edifice 
is  $1,500,000.  Wm.  R.  H.  Martin  is  owner;  Townsend,  Steinla 
&  Haskell,   architects,   and  Chas.   T.   Wills,   builder. 


Plans  for  Broadway  and  Exchange  Place. 
BROADWAY. — The  Knickerbocker  Trust  Company,  owner 
of  the  northeast  corner  of  Broadway  and  Exchange  place,  a 
plot  60x131  ft,  on  which  now  stands  the  southerly  part  of  the 
Consolidated  Exchange  Building,  has  commissioned  Messrs.  Mc- 
Kim,  Mead  &  White,  100  5th  av,  to  design  plans  for  a  high 
office  building  to  be  erected  on  the  site.  The  property  now 
extends  along  the  northerly  side  of  Exchange  place  to  and  in- 
cluding the  corner  of  New  st.  The  Knickerbocker  Co.  paid  for 
the  site,  which  contains  8.371  square  feet,  about  $200  a  square 
foot,  or  $1,700,000.  Work  of  demolishing  the  old  exchange,  it  is 
said,  will  begin  next  spring.  The  Exchange  occupies  the  site 
under  a  ground  lease,  which  has  some  extended  time  yet  to 
run,  so  that  the  new  Knickerbocker  Building  may  have  to  be 
delayed  for  a  time.  Chas.  T.  Barney  is  president  of  the  com- 
pany.    Of  course,   no   building  contracts  have   been  let. 


Steel  Contract  Let  for  Broadway=Cortlandt. 

BROADWAY.— The  Broadway-Cortlandt  Co.,  Robert  E.  Dow- 
ling,  president,  has  awarded  the  contract  for  supplying  and 
erecting  14,000  tons  of  steel  needed  in  the  erection  of  the  new 
20  and  33-story  office  structure  about  to  be  built  at  Cortlandt, 
Church  and  Broadway,  to  the  Arnerican  Bridge  Co.,  of  42 
Broadway.  V.  J.  Hedden  &  Sons  Co.,  No.  1  Madison  av,  is 
general  contractor,  and  Francis  H.  Kimball,  71  Broadway,  the 
architect.  The  cost  of  the  building  is  estimated  at  $3,400,000. 
(See  also  Issue  of  Sept.  8,  1906.)  Other  large  contracts  ob- 
tained by  the  American  Bridffe  Co.  recently  were  for  20,000  tons 
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of  bridije  construction  required  by  the  Harriman  Co..  1,.500  tons 
of  bridge  work  for  the  Pennsylvania  Railroad,  in  Chicago,  300 
tons  for  the  Pittsburg  Plate  Glass  Co.,  and  000  tons  for  the 
Great    Northern   Railway. 


Lawyers   Title  Insurance  &  Trust  Co.  to  Build   on 
Broadway. 

BROADWAY. — That  the  large  title  insurance  companies  are 
concentrating  on  lower  Broadway  is  becoming  a  noticeable 
fact.  Following  the  completion  of  the  Title  Guarantee  and 
Trust  Company's  new  structure  at  Nos.  176-178  Broadway,  the 
Lawyers  Title  Insurance  &  Trust  Co.,  of  No.  37  Liberty  st, 
i.s  now  to  erect  a  handsome  new  building  covering  Nos.  160  to 
104  Broadway,  running  through  with  a  frontage  at  No.  C 
Maiden  lane.  The  number  of  stories,  kinds  of  materials  to  be 
used  and  estimated  cost  of  the  project  have  not  yet  been  de- 
termined. Messrs.  Clinton  &  Russell,  of  No.  32  Nassau  st,  have 
been  commi'ssioned  to  design  the  structure.  Of  course  no  build- 
ing contracts  have  been  issued. 


Two  New^  Public  Libraries. 

115TH  ST.— Messrs.  McKim,  Mead  &  White,  160  5th  av,  are 
to  design  plans  for  two  new  Carnegie  libraries,  to  be  known 
as  Nos.  32  and  37,  one  to  be  situated  on  the  north  side  of 
115th  st,  between  7th  and  8th  avs,  and  the  other  on  the  north 
side  of  124th  st,  between  5th  and  Lenox  avs.  When  plans 
are  ready  bids  will  be  received  by  tlie  architects. 

Churches. 

Joseph  J.  Jackson,  112.3  Broadway,  Manhattan,  has  com- 
pleted plans  for  a  church,  70x125  ft,  for  the  St.  Casimus  Polish 
Congregation  to  be  erected  at  Terryville,,  Conn.,  at  an  estimated 
cost  of  $28,000. 

The  Atlantic  Avenue  Chapel  (Congregational),  of  Brooklyn, 
will  be  extensively  remodeled  both  on  interior  and  exterior.  A 
new  steeple  will  be  erected,  electric  lights,  interior  decorations, 
new  pulpit,  outside  painting,  etc. 

1C4TH  ST.— Plans  have  been  completed  by  Bosworth  &  Hol- 
den,  1170  Broadway,  for  the  1-sty  church,  34x95  ft,  for  St. 
Simon's  Congregation,  to  be  erected  at  164th  st  and  Sheridan 
av.     Rev.  R.  J.  Walker,  541  East  163d  st,  is  pastor. 

Finishing  touches  are  being  put  on  the  new  Columbia  Uni- 
versity Chapel,  St.  Paul,  on  the  college  grounds  facing  Amster- 
dam av,  and  it  is  now  expected  by  late  fall  the  dedication  will 
take  place.  The  contractors  now  await  the  arrival  of  some 
interior  carved  woodwork  from  Italy.  One  of  the  special  fea- 
tures of  beauty  of  the  chapel  is  the  three  chancel  windows  by 
John  La  Farge,  which  represents  St.  Paul  preaching  on  Mars 
Hill.  The  structure  was  designed  by  Messrs.  Howells  &  Stokes, 
100  William  st. 


Theatres. 

Messrs.  Dodge  &  Morrison,  82  Wall  st,  Manhattan,  are  pre- 
paring plans  for  a  theatre  to  cover  an  area  of  120x125  ft,  to  be 
erected  at  Nos.  196-198  West  Madison  st,  Chicago,  111.,  to  cost 
about  $300,000.  The  Hyde  &  Behman  Syndicate  will  be  the 
owners. 

The  Lincoln  Theatre,  Broadway  and  06th  st,  just  completed, 
will  be  opened  on  Tuesday,  Oct.  30.  This  playhouse  is  equipped 
with  a  thick  steel  curtain,  augmented'  by  a  water  curtain,  in- 
stead of  the  usual  asbestos  curtain,  the  first  of  the  kind  to  be 
introduced  here. 

44TH  ST. — Plans  are  now  ready  for  the  new  Times  Square 
Theatre,  which  the  Stuyvesant  Theatre  Co.,  209  West  42d  st, 
is  to  erect  at  111  to  121  West  44th  st,  on  a  plot  105x90  3-12 
ft.  The  structure,  which  will  be  of  Colonial  design,  will  be 
among  the  first  of  its  kind  yet  erected  in  this  city  since  the 
revision  of  the  laws  governing  the  construction  of  theatres. 
There  will  be  4-stys,  an  exterior  of  terra  cotta  and  light  brick, 
felt  and  cement  roof,  American  concrete  steel  fioor  filling,  cop- 
per and  terra  cotta  cornices,  bluestone  coping,  low  pressure  steam 
heat,  etc.  Daniel  Bellasco  is  president;  M.  R.  Bimberg,  vice- 
president;  Benjamin  Roder,  secretary  and  trea:surer,  and  B.  K. 
Bimberg,  a  director.  George  Keister,  11  West  29th  st,  is  archi- 
tect. No  building  contracts  have  yet  been  awarded.  The  esti- 
mated cost  is  $175,000.     (See  also  issue  June  16,   1906.) 


Mercantile. 

oTH  AV. — Additional  stories  are  to  be  added  to  the  two  8 
and  11-sty  buildings  northeast  corner  5th  av  and  10th  st.  Mrs. 
C.  M.  Butler,  73  Convent  av,  is  owner,  and  Henry  Anderson, 
1183  Broadway,  architect.  The  buildings  are  to  be  connected 
on  the  ground  floor.     No  contracts  yet  Issued, 
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HE  Highest  Standard  of 
Instruction  in  Real  Estate 


We  teach  hy  mall  how  to  hiiy  and  soil  real  estate.    We  teach  all  the  phase* 
of  the  real  estate  Ijusineas  thoroughly  and  eihaustivelji  and  our  lessons  will 
be  worth  hundreds  of  dollars  to  ererj  one  interested  in  real  estate. 
IT    IS    THE    IDKAL,    METHOU 

Writ*  for  Booklet  H.  which  will  tell  you  all  about  It    ^^     ^ 

O.  ■.  Baal  Batata  Correapondanc*  lustitate.  B*g»mwi  BUx.  300  B'wit 


Excavating  is  advancing  for  the  new  store  and  loft  building 
which  James  P.  Silo  is  to  erect  at  5th  av,  northeast  corner 
45th  St.  The  exterior  will  contain  a  light-colored  brick, 
trimmed  with  limestone.  The  entrance  and  halls  will  be  fin- 
ished in  marble  and  English  wainscoting,  two  passenger  ele- 
vators, steam  heat,  etc. 

63D  ST.— No  contracts  have  yet  been  awarded  for  the  10-sty 
office  and  store  building,  20x90.4  ft,  which  Butler  Davenport, 
CO  West  3Sth  St,  will  build  on  the  south  side  of  G3d  st,  14S.4  ft 
east  of  Broadway,  to  cost  $100,000.  Plans  by  Edwin  Rossbach, 
1947  Broadway,  call  for  an  exterior  of  brick  and  limestone,  tar 
and   gravel  roof,  copper  cornices,   steam  heat,   elevator,   etc. 

34TH  ST.— Messrs.  Townsend,  Steinle  &  Haskell,  29  East  19th 
St,  have  plans  ready  for  figures  on  the  general  contract  for  the 
10-sty  and  basement  store  and  loft  building,  53.1x85  ft., 
which  Chas.  H.  Ditson,  807  Broadway,  is  to  erect  at  Nos.  8-12 
East  34th  st,  to  cost  $230,000.  Indiana  limestone  exterior,  com- 
position slag  roof,  copper  and  wire  glass  skylights,  marble 
coping,  elevators,  and  three  old  buildings  will  be  demolished. 
No  contract  let. 


Miscellaneous. 

The  Hempstead  Light  c&  Power  Co.  is  to  erect  a  light  and 
power  plant  to  cost  .flOO.OOO.  R.  M.  Van  Dorn  is  engineer  for 
the  company. 

Messrs.  Kirby,  Petit  &  Green,  35  West  31st  st,  Manhattan, 
have  prepared  landscape  designs  for  improving  the  Garden  City 
Estates  property  at  Garden  City,   L.   I. 

The  southeast  corner  of  1st  st  and  2d  av.  Mount  Vernon, 
N.  Y.,  is  to  be  improved  by  a  bank  and  storage  warehouse,  50x 
175  ft.  The  Seaboard  National  Bank,  18  Broadway,  Manhat- 
tan,  is  owner. 

All  bids  for  the  20-room  school  building,  to  be  erected  on 
Tyler  st,  Trenton,  N.  J.,  have  been  rejected  because  the  bids 
were  in  excess  of  .$100,000,  the  amount  appropriated.  The  low- 
est bid  was  $100,000. 

At  the  southwest  corner  of  Grand  and  Sth  sts,  Hoboken,  N.  J., 
on  plot  150x100  ft,  a  5-sty  factory  building  is  to  be  erected. 
(Owner's  name  withheld.)  Van  Vliet  &  Place,  10  8th  av,  Man- 
hattan, can  give  information. 

Thomas  Stephens,  architect,  415  Market  st,  Camden.  N.  J., 
has  plans  ready  for  the  ei'ection  of  a  theatre  at  Newton  av 
and  Walnut  st,  Camden,  for  the  M.  W.  Taylor  Amusement  Co.; 
2-sty  brick  and  stone,  80x137  ft.     Estimated  cost,  $100,000. 


Estimates  Receivable. 

OTH  AV.— No  contracts  have  yet  been  issued  for  $50,000  worth 
of  improvements  to  the  bank  and  office  building,  northeast 
corner  of  5th  av  and  14th  st,  for  the  Fourteenth  Street  Bank, 
on  premises.  New  electric  elevators,  roof,  plumbing,  floors, 
■etc.     The  Garfield  Building  Co.,  150  5th  av,  are  the  architects. 

BROAD  ST.— Plans  are  now  being  figured  for  the  new  Con- 
solidated Stock  and  Petroleum  Exchange  Building,  which  Is 
to  be  erected  at  the  southeast  corner  of  Broad  and  Beaver  sts, 
for  which  Messrs.  Clinton  &  Russell,  32  Nassau  st,  are  archi- 
tects. The  structure  will  contain  4%-stys,  and  the  exterior  will 
be  made  up  of  limestone  trimmed  with  ashlar,  in  the  Italian 
Renaissance  style. 


Contracts  Awarded. 

J.  C.  Nolan,  Albany,  N.  Y.,  has  received  the  contract  for 
repairs  to  the  23d  Regiment  Armory  in  Brooklyn.  The  bid 
was  $13,857. 

Abbot-Gamble  Co.,  .32  Broadway,  New  York,  has  received 
the  contract  to  construct  the  conduit  system  of  the  Dayton 
Citizens'  Electric  Light  Co.  at  Dayton,  Ohio. 

V/illiam  E.  Burnett,  320  Sth  av,  Manhattan,  has  obtained  tV.e 
contract  to  build  the  Poughkeepsie  Trust  Co.  building  at 
Poughlreepsie,  N.  Y.,  estimated  to  cost  $.300,000. 

BROADWAY.— W.  D.  Lewis  Co.,  130  Liberty  st,  has  re- 
ceived the  contract  for  improvements  to  No.  1487  Broadway,  for 
the  estate  of  Mary  C.  Warren,  OS  Broad  st,  from  plans  by  S.  B. 
Colt,  287  4th  av. 

17TH  ST.— Reinhardt  Bros.,  045  5th  st,  have  obtained  the 
general  contract  for  extensive  alterations  to  the  4-sty  resi- 
dence of  Charles  F.  Murphy,  No.  305  East  17th  st.  E.  A. 
Meyers,   1  Union   sq,   is  architect. 

57TH  ST.— The  Norman  Fireproofing  Construction  Co.,  412 
East  125th  st,  has  received  the  contract  for  installing  fireproof 
work  in  the  4-sty  residence  of  Ambrose  Ely,  No.  47  West  57th 
st,  from  plans  by  Robert  T.  Lyons,  31  Union  Square. 

57TH  ST. — William  A.  Hankison,  110  West  33d  st,  has  ob- 
tained the  general  contract  to  make  extensive  alterations  to 
the  4-sty  residence  of  W.  Storrs  Wells,  No.  10  East  57th  st, 
from  plans  by  John  Russell  Pope,  1133  Broadway,  to  cost 
$10,000. 

20TH  ST. — John  Jordan  &  Son,  449  West  2Sth  st,  have  ob- 
tained the  general  contract  to  install  new  stalls,  electric  ele- 
vator, roof,  'Skylights  to  the  3-sty  stable  for  the  O'Neill -Adams 
Co.,  south  side  of  20th  st,  250  ft.  west  of  0th  av,  at  a  cost  of 
$20,00<).     J.  J.  P.  Gavigan,  1123  Broadway,  is  architect. 

75TH  ST. — Henry  Hanlein  &  Son,  401  East  103d  st,  have 
•obtained  the  masonry,  and  S.  W.  Randall  &  Son,  11'25  Broad- 
way,' the  carpenter  contract  for  improvements  to  the  5-sty 
dwelling  No.  313  West  75th  st,  for  Jesse  Wineburgh,  1211  Mad- 
ison av,  from  plans  by  J.  H.  Freedlander,  244  5th  av. 


Bids  Opened. 

P.  J.  Brennan  &  Son,  Fuller  Building,  at  $340,845,  submitted 
the  lowest  bid  for  the  general  construction  of  Public  School  91, 
at  Forsyth  and  Stanton  sts,  Manhattan.  They  were  also  low 
bidders,  at  $49,000,  for  alterations  to  School  43,  at  129th  'St  and 
Amsterdam   av. 

Bids  were  opened  by  the  Board  of  Education  Sept.  17  for  the 
general  construction  of  the  Athletic  Field  on  Avs  K  and  L,  be- 
tween East  17th  st  and  the  Long  Island  Railroad,  Flatbush, 
Brooklyn.  Chas."  Meads  &  Co.,  299  Broadway,  $12,340,  low 
bidder.  The  only  other  bidder  was  C.  L.  Dooley,  119  Nassau 
St.  For  the  construction  of  alterations  and  additions  to  school 
59,  south  side  of  57th  st,  Manhattan.  P.  J.  Brennan  &  Son, 
Fuller  Building.  $15),'.500,  lowest  bidder.  Other  bidders  were: 
Thos.  Cockerill  &  Son,  147  Columbus  av;  C.  H.  Peckworth,  415 
Hudson  st;  H.  Berry  &  Co.,  101  West  06th  st;  P.  Gallagher, 
1181  Brordway. 

Bids  were  opened  by  the  Board  of  Education  Sept.  17  for 
sanitary  work,  gas  fitting,  also  for  fittings  and  furniture  for 
laboratories,  in  the  Teachers'  Training  School,  Prospect  and 
Park  places,  Brooklyn.  Christopher  Nally,  2382  Broadway, 
.$47,439,  low-  bidder.  Other  bidders  were:  Frank  J.  Fee,  305 
9th  av;  W.  C.  Ormond,  909  President  st,  Brooklyn;  Jas.  Fay's 
Son,  101  West  00th  st;  L.  D.  Hosford,  08  Beekman  st;  Jas. 
Harley,  288  Flatbush   av,   Brooklyn.     Also  for  installing  heating 
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and  ventilating  apparatus  in  Teachers'  Training  School,  Broolc- 
lyn:  Blaks  c&  Williams,  211  West  2<lth  st,  $41,482,  low  bidders. 
Other  bidders  were:  E.  Rutzler  Co.,  127  White  st;  L.  D.  Hosford, 
(18  Beekman  st;   Frank  Dobson,  319  East  r;3d  St. 


Announcement  is  made  by  the  New  York  Central  of  its  inten- 
tion to  issue  .$20,839,500  additional  capital  stock. 

Mr.  Frank  B.  Gilbreth  leaves  to-day  for  San  Francisco  to 
join  his  wife  and  look  after  his  building  contracts  there.  He 
will  be  gone  some  weeks. 

The  Surprise  Building  Co.,  New  York,  has  incorporated  with 
$2."(0.0(I0  capital.  Directors,  M.  Goggenheim,  H.  Gieiershafer, 
Cincinnati;    A.   Gieiershafer,   New   York. 

Richard  S.  Buck,  M.  Am.  Soc.  C.  E.,  engineer  of  the  Bridge 
Department,  Manhattan,  has  joined  the  firm  of  Sanderson  & 
Porter,   engineers  and  contractors,  52   William  st. 


After  going  40  ft.  quicksand  was  encountered,  and  this  requires 
the   installation   of  a   pumping  plant   to   remove. 

The  Brooklyn  Vault  Light  Company,  of  Vernon  av  and 
North  Henry  st.  Brooklyn,  manufacturers  of  vault  lights,  roofs, 
lights  and  patent  light  work,  have  recently  added  an  iron 
foundry  and  pattern  shop  to  their  plant,  which  will  enable 
them  to  turn  out  work  more  promptly  than  here;ofore.  Their 
present  contracts  include  work  on  the  following  buildings:  New 
York  Public  Library,  42d  st  and  .5th  av,  Norcross  Bros.,  gen- 
eral contractors;  Lord  &  Taylor,  19th  st  and  5th  av,  John  R. 
Casey;  New  York  Eye  and  Ear  Infirmary,  (i4th  st,  near  3d  av, 
Isaac  A.  Hopper  &  Son;  Ottendorfer  Hospital,  Park  av  and 
Tlith  st.  Levering  &  Garrigues;  Woodbridge  Building  extension, 
Wfills  Bros.,  general  contractors;  also  numerous  schools  and 
engine  houses. 

Frank  B.  Gilbreth,  general  contractor,  .34  West  2(ith  st.  is 
working  on  numerous  new  contracts,  as  follows:  Champion 
Fibre  Co.  plant.  Canton,  N.  C.  This  plant  covers  12  acres, 
consists  of  32  buildings  of  brick  and  concrete  construction  and 
will  cost  about  $(!0(I,(HIO.  Champion  Coated  Paper  Company 
factory,  Hamilton.  Ohio.  This  contract  consists  of  building  a 
reinforced    concrete   retaining   wall    1,400    feet    along    the    Little 


UOHEUT     (',     Kl.'^IUCIt     CO      M.\RBLE    WORKS,    NEW     YORK 
Turning  Lathes  and   Planing  Machinery,   Main  Floor. 


CITY. 


The  Municipal  Art  Commission  on  Tuesday  approved  of  the 
plans  for  the  Long  Island  City  approach  for  the  new  Black- 
well's  Island  Bridge.  The  remaining  figures  and  groups  for 
the  empty  pedestals  along  the  Chambers  street  side  of  the  Hall 
of  Records  and  for  wood  carvings  for  the  Justices'  rooms  were 
also  approved  by  the  commission. 

A  card  from  the  Bridgeport  Wood  Finishing  Co.,  .55  Fulton 
st,  Manhattan,  and  New  Milford,  Conn.,  announces  the  death 
at  Lake  Waramaug,  Conn.,  on  Monday,  August  27,  190G,  of 
Mr.  Granville  M.  Breinig,  the  president  of  the  company,  a  gen- 
tleman highly  considered  by  his  business  friends  and  an  emi- 
nently useful  man  in   his  home  community. 

The  Tidewater  Building  Co.,  West  2fith  st,  Manhattan,  has 
a  number  of  large  jobs  under  way,  among  which  is  the  Under- 
wood Typewriter  Company  factory  at  Hartford,  Conn.;  the 
Whitney  Mfg.  Co.'s  plant  at  Hartford,  Conn.;  the  Buckingham 
Office  Building  and  Music  Hall  at  Waterbury,  Conn.,  McKim, 
Mead  &  White,  architects,  and  the  Naughnack  Malleable  Iron 
Co.'s  plant  at  Naughnack,  Conn. 

The  discovery  of  a  huge  bed  of  quicksand  in  the  foundation 
for  a  12-sty  loft  building  at  Nos.  30  and  .32  West  21st  st  entails 
an  additional  expense  of  $.50,000  and  causes  the  merchants  in 
that  vicinity  much  uneasiness.  '  The  Fleischman  Realty  and 
Construction  Co.  undertook  a  contract  to  erect  the  building 
for  Kaye  &  Einstein,  furriers,  and  when  excavating  was  begun 
rock   was   not   found  at  21   ft.,   as   was  specified   in   the  charts. 


Miami  River.  Two  large  factory  buildings,  one  of  brick  and 
concrete,  000  feet  long,  and  the  other  of  brick  and  mill  con- 
struction, 4.50  feet  long.  The  estimated  cost  of  this  plant  will 
be  about  $300,000.  At  Seattle,  Wash.,  a  reinforced  concrete 
power  house  for  the  Columbia  Improvement  Company.  In 
New  York  City,  McGraw  Pub.  Co.  Office  Building;  reinforced 
concrete  construction.  12  stories.  At  Jersey  City,  reinforced 
concrete  foundry  and  forge  shop  for  the  Stayman  Manufac- 
turing Company. 

An  agreement  between  the  Bricklayers'  Unions,  signed  some 
months  ago,  provides  for  concrete  work  being  done  by  brick- 
layers, as  wtll  as  brick  work  and  fireproof  block  work.  A 
clearer  definition  of  what  is  meant  is  given  in  a  notice  served 
on  the  contractors  this  week,  to  this  effect:  "That  notice  be 
herewith  given  to  the  Mason  Builders'  Association,  to  all  gen- 
eral contractors  who  are  not  members  thereof,  and  to  all  archi- 
tects in  the  City  of  New  York,  that  whenever  and  wherever 
concrete  is  used  in  building  construction  within  the  limits  of 
said  municipality  the  work  must  be  done  by  union  bricklayers, 
nui.t-  of  whom  will  hereafter  seek  or  accept  employment  from 
any  contractor,  owner,  or  architect  that  fails  to  comply  with 
this  requirement."  The  bricklayers  will  insist  not  only  on  laying 
concrete  and  terra  blocks  and  making  concrete  floor  arches, 
but  also  on  the  right  to  pour  concrete  in  the  framework,  of 
walls  of  reinforced  concrete,  hitherto  done  by  laborers,  at  the 
regular  bricklayers'  wages  of  70  cents  an  hour.  The  work  of 
laying  concrete  blocks  is  regarded  as  bricklayers'  work  now. 
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Proportion  of  Aggregates  for   Concret*. 

The  Vulcanite  Portland  Cement  Co.  has  published  for  gratu- 
itous distribution  a  pamphlet,  "Economical  Selection  and  Pro- 
portion of  Aggregates  for  Concrete,"  by  Albert  Moyer.  The 
object  of  the  article  is  to  give  a  practical  method  which  will 
enable  any  concrete  constructor  to  make  economical  use  of  the 
best  aggregates,  so  proportioning  them  as  to  give  the  maxi- 
mum strength  and  density  with  a  minimum  amount  of  cements 
Concrete  under  discussion  is  plain  and  not  reinforced.  For 
reinforced  concrete  an  overcemented  mixture  is  sometimes 
necessary,   particularly   in   column   construction. 

There  is  a  theory  that  the  strength  of  concrete  depends  en- 
tirely on  the  adhesion  of  the  cement  to  the  sand  and  stone. 
The  writer  cannot  see  any  tangible  reason  for  this  theory  as 
applied  to  compression  strength,  for  which  concrete  is  designed. 
.Eliminating  tensile  strength  from  the  mind,  it  would  be  pos-si- 
ble  to  make  a  concrete  with  a  non-cementing  material,  which 
could  be  poured  in  between  the  particles  of  sand  and  stone  so 
as  to  fill  the  voids.  While  this  material  would  not  adhere  to 
the  sand  or  stone,  it  binds  around  each  particle  and  thus  not 
only  furnishes  an  arch  action,  but  by  its  own  strength  keeps 
the  mass  from  spreading.  Portland  cement  not  only  binds 
around,  but  also  adheres  to  each  particle  of  the  aggregate. 
Therefore  maximum  density  is  maximum  strength  in  a  well- 
balanced  concrete  of  the  best  materials. 

The  ideal  or  theoretically  perfect  concrete  is  stated  In  the 
work  'to  be  that  in  which  the  best  aggregates  are  scientifically 
proportioned  and  graded  in  size  so  as  to  reduce  the  percentage 
of  voids  to  the  minimum  giving  the  greatest  density.  It  is 
theoretically  possible  to  so  grade  the  aggregates  in  regular 
progression  from  two  to  three  inch  stone  down  to  distinct 
pieces  the  size  of  dust,  so  that  the  voids  of  each  progressive 
volume  are  filled  with  the  largest  size  particles  that  will  fit 
them.  Thus  a  minimum  of  cement  will  give  a  stronger  con- 
crete in  compression  than  could  be  obtained  with  a  larger  per- 
centage of  cement,  using  same  quality  of  sand  and  stone,  but 
not  properly   graded  in  size. 

After  describing  the  character  of  the  ingredients  entering 
into  good  concrete  the  author  turns  to  a  consideration  of  the 
proper  proportion  of  these  ingredients  or  aggregates.  First  in 
order  are  the  larger  aggregates.  Having  selected  the  available 
Stone  or  gravel  best  adapted  for  the  character  of  construction 
desired,  it  is  necessary  to  determine  the  voids  or  spaces  be- 
tween the  stones,  in  order  to  ascertain  the  quantity  of  mortar 
required  to  bond  together  the  stone  or  gravel,  at  the  same  time 
furnishing  a  maximum  density  with  a  minimum  amount  of 
mortar.  The  following  is  a  table,  which  if  followed  accurately 
will  be  a  simple  method  of  furnishing  this  information: 

[Make  a  box  of  such  dimensions  as  will  contain  3  cubic  feet 
(lxlV4x2).  Dry  the  stone  or  gravel,  heated  over  212°  F.  Throw 
stone  in  box  loose,  small  quantity  at  a  time;  level  off  top  with 
straight  edge.  Having  first  weighed  the  box,  weigh  the  box 
when  filled,  deduct  the  weight  of  the  empty  box  from  the  gross 
weight  and  divide  the  net  weight  (which  is  the  weight  of  the 
contents)  by  3,  which  will  give  the  actual  weight  of  one  cubic 
foot.     Apply  following  table:] 

PERCENTAGE    OF    VOIDS. 

Granite 
blue 
Lime-  Limestone  stone 

Weight                                        stone  med.  hard;    lime-  Granite 

per  .                        Sand-        med.        sand-        stone  hard  trap       Trap 

ou.  ft.       Gravel,     stone.        soft,   stone  hard.  hard,  medium.       hard. 

70            57            53            55            57            58  60            61 

75            54            50            52            54            55  57            59 

80            51            47            49            51            52  54            56 


85 

48 

43 

45 

48 

60 

51 

58 

90 

45 

40 

42 

45 

47 

48 

50 

95 

42 

37 

39 

41 

44 

46 

47 

100 

39 

33 

36 

38 

41 

43 

45 

105 

36 

30 

33 

35 

38 

40 

42 

110 

38 

26 

29 

32 

35 

37 

39 

115 

30 

23 

26 

29 

32 

34 

36 

120 

27 

20 

23 

26 

29 

31  , 

34 

125 

24 

16 

20 

28 

26 

28 

31 

130 

20 

13 

17 

20 

23 

26 

28 

135 

17 

10 

18 

17 

20 

23 

25 

140 

14 

6 

10 

14 

17 

20 

23 

Activity  Predicted  for  Yorkville. 

"The  present  conditions  of  the  money  market  is  due  to  the 
money  which  has  been  taken  from  the  city  and  sent  out  West," 
said  E.  V.  C.  Pescia,  of  206  Broadway,  Manhattan.  "The 
banks  cannot  accommodate  the  merchants,  who  generally  se- 
cure certain  amounts  to  invest  on  real  property  on  their  notes, 
on  account  of  the  withdrawal  of  the  savings  of  the  medium 
class  who  have  invested  and  are  investing  in  suburban  prop- 
erty. 

"Another  reason  to  be  taken  Into  consideration  is  that  money 
can  be  loaned  on  Wall  street  to  brokers,  etc.,  on  a  basis  of  7 
per  cent.,  for  a  Six  months'  call.  This  Is  one  of  the  reasons 
why  the  mortgage  money  Is  hard  to  secure.  They  look  at  it 
In  this  light:    Why  should  they  loan  money  for  a  term  of  three 
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or  five  years,  at  5  and  6  per  cent.,  when  they  can  get  7  per 
cent,   for  a  six  months'   call? 

"The  moneyed  class  is  still  at  the  watering  places  and  in 
Europe.  They  are  expected  to  return  in  October,  when  we 
are  hopeful  of  the  money  market  loosening  and  the  money  that 
is  tied  up  put  in  the  market  and  invested.  These  and  various 
other  reasons  prevent  the  banks  from  loaning  on  mortgages 
and  investments.  We  are  of  the  opinion  that  the  boom  in  the 
suburban  property  is  about  at  an  end,  and  this  fall  will  see 
a  steady  market  in  this  city. 

"The  title  companies,  insurance  companies,  and  banks  will 
not  loan  any  mortgage  money  or  building  loans  on  account  of 
the  amount  of  iis-pendens  being  filed  against  buildings  now  in 
the  course  of-  construction,  etc.  This  also  has  a  tendency  to 
keep  prospective  investors  and  speculators  from  going  in  on 
a  large  scale. 

"This  fall  will  .see  a  great  demand  for  property  in  the  York- 
ville and  Harlem  sections  on  account  of  the  easy  access  to  the 
trolleys,   elevated  roads,   bridges,  subways,   etc." 


Outing  of  Building  Department   Employees. 

The  fourth  annual  outing  of  the  Associated  Employees  of  the 
Building  Department  of  Manhattan  and  its  sister  boroughs, 
which  was  held  on  Sunday,  the  16th  inst.,  at  Glenwood,  Long 
Island,  was  the  best  yet  of  the  jollifications  arranged  by  this 
thriving  organization  of  Civil  Service  members.  It  began  with 
a  really  delightful  three  hours'  sail  up  the  Sound  to  Hempstead 
Harbor  in  a  breeze  that  made  the  sailors  sing  in  glee  and 
sharpened    all    appetites   for   the   generous   breakfast   aboard. 

When  Glenwood  was  reached  the  department  athletes  com- 
peted in  an  attractive  string  of  games  for  prizes  in  the  form  of 
handsome  miniatures  in  gold  of  the  department  seal.  The  fun 
of  these  events,  of  course,  centered  in  the  fat  men's  race,  um- 
pired by  Chief  Inspector  Bernard  Gorman  and  ex-AssIstant 
Superintendent  John  L.  Jordan,  with  many  bulky  contestants, 
and  in  which  the  honors  were  carried  off,  amid  tumultuous 
cheering,  by  former  Superintendent  Perez  M.  Stewart.  His 
prize  now  adorns  that  watch  and  chain  that  the  employees 
unanimously  presented  to  him  when  he  was  Manhattan's  Build- 
ing  Chief.     The  other  events  were  won  in  the  following  order: 

100-yard  dash,  James  Hiokey,  putting  the  shot,  Inspector 
James  Garvey;  bowling  contest,  Inspector  Charles  Moore.  The 
open-to-all  swimming  contest  was  captured  by  George  F.  Ge- 
genhelmer,  chief  of  Tiffany's  designing  department,  who  was  a 
guest  of  the  association. 

At  the  mammoth  clambake  feast  that  succeeded  the  games 
the  prizes  were  presented  by  former  Superintendent  Isaac  A. 
Hopper  In  an  address  In  which  he  introduced  a  strong  plea  for 
adequate  public  recognition  of  the  responsible  work  performed 
by  the  department  attaches  in  their  ofHclal  capacities.  Ex- 
Superintendent  Stewart  seconded  this  sentiment  eloquently  and 
heartily  in  a  level-headed  speech.  William  J.  Colihan,  the 
young  and  energetic  department  secretary,  was  a  genial  repre- 
sentative of  Superintendent  Edward  S.   Murphy  at   the  feast. 

The  outing  was  admirably  managed  by  this  corps  of  officers: 
President,  Herbert  W.  Smith;  Vice-President.  J.  J.  Montgomery: 
Secretaries,  Albert  A.  Lexutt  and  L.  F.  Soich,  and  Treasurer, 
Timothy  E.  Deegan.  "Wide  Awake  Tim,"  as  he  is  popularly 
known,  and  these  committeemen:  Thomas  W.  Byrnes  and 
Messrs.  Garvey,  Drennen,  Montgomery,  Judge,  Flynn  and  J.  J. 
Dolan. 


—Builders  find  their  hardest  problem  in  placing  permanent 
loans  on  their  new  structures.  If  the  money  market  would 
permit  them  to  turn  their  holdings  Into  cash  the  greatest  ob- 
stacle to  an  active  real  estate  market  this  fall  would  be  re- 
moved, 
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N  THE  REAL  ESTATE  FIELD 


II 


Real  Estate  and  Building  Statistics. 

Th«  followlnc  ■.r*  th*  comparatlT*  ta.blni  of  Manhattan,  Tta* 
Bronx  and  Brooklyn  of  th«  Conveyances,  Mortgage*  and  Pre- 
lected Building!  for  the  corresponding  weeks  of  1903  and  190(: 

MANHATTAN    AND    THE    BRONX. 

C0NTETAJJ0K8. 


1906. 
Sept.  14  to  20,  Ino. 

Total  No.  tor  Manhattan 237 

No.  with  consideration 13 

Amount  Involved $264,050 

Number  nominal 224 


1905. 
Sept.  16  to  ai.Ino. 
Total  No.  for  Manhattan  320 

No.  with  consideration..  26 

Amount  Involved J918,160 

Number  nominal 294 


Total  No.  Manhattan,  Jan.  1  to  date 

Ne.  with  consideration,  Manhattan,  Jan. 

1  to  date 

Tetal  Amt.  Manhattan,  Jan.  1  to  date 

19««. 
Sept.  14  to  20,  Inc. 

Total  N«.  ter  the  Breni 169 

New  with  consideration 14 

Amount  Involved 158,150 

Numbernomlnal 155 


1909. 
1S.828 


1,016 
»53,001,537 


1905. 
16,822 

1,808 
$64,080,830 


1905. 
Sept.  16  to  21,  mo. 
Total  No.  tor  The  Bronx  174 

No.  with  consideration..  17 

Amount  Involved $66,325 

Numbernomlnal 157 


Total  Ne.,  The  Bronx,  Jan.  1  to  date 

Total  Amt.,  The  Bronx,  Jan.  1  to  date... 
T*ta>  !V«.  ITIanhattan  a,nd  The 

Bronx.  Jan.  1  to  date 

T«lal  Anil..llanhatlan  and  The 

Bronx,  Jan.  1  to  date 


1906. 

1906. 

•  ,427 

10,002 

16,530,873 

110,453,264 

36,253  26,824 

•S9,.532,410       •74,534,094 


Asaesaed  Value,  Manhattau. 

190«. 


1905. 
Sept.  14  to  20,  Inc.  Sept.  15  to  21,  Inc. 


Total  No.,  with  Consideration 13 

Amount  Involved 1264.050 

A*80ssed  Value $198,500 

Total  No.,  Nominal 224 

AMO«.ed  Value $6,409,800 

Total  No.  with  Oonsld.,  from  Jan.  1st  to  date  1,018 

Amount  involved "             "  $53,001,537 

loeessed  value "             "  $37,085,275 

Total  No.  Nominal '■            "  16.810 

Assessed  Value "             "  $822,226,800 

UOBTOAaES. 


26 

$918,150 

$773,600 

2S4 

$9,852,200 

1,308 

$64,080,830 

$46,522,607 

15,514 

$525,014,934 


Manhattan 

Total  number 248 

Amount  Involved $5,433,386 

No.ate'k; 124 

Amount  Involved $1,908,182 

No.  at  B'i'Ji 

Amount  Involved 

No.   at  byiti 3 

Afliount  Involved $57 ,500 

No.at8Vi>i 1 

Amount  Involved $87,500 

No.at5H 65 

Amount  Involved $1,170,684 

No.at4>^;i 

Amount  iBvolvod 

Ne.at4ii>i 17 

Amount  involved $442,600 

NO.  at  4\iK 

AjBonci  iBTelred 

ir«.al4X 2 

Amount  involved.  $60,000 

Number  at  S'iH 

Amoant  Involved 

N«itora»«H 

AmoBiil  Involved 

NO.  without  interest 38 

Amount  Involved $1,706,920 

No.   al)ovo  to   Bank,    Trust 

and  Insurance  Companies  31 

Amount  involved $1,824,573 

Total  No.,  Manhattan,  Jan.  1  to  date 

Total  Amt  Manhattan,  Jan.  1  to  date. . . . 
Total  No.,  The  Bronx,  Jan.  1  to  date..... 

Total  Amt-,  The  Bronx,  Jan.  1  to  date 

Total  No.,  inanhattau  and  The 

Bronx,  Jan.  t  to  date  

Total  Amt.  nauhattan  nndThe 

Bronx,  Jan.  1  to  date   


1908.  1906 

Sept.  14  to  20,  inc. ,  . Sept.  15  to  21,  inc. 

Bronx.   Manhattan. 


134 

$746,253 

54 

$307,758 


196 

$3,142,819 

117 

$930,370 


Bronx. 

88 

$377,489 

39 

$129,539 


10 
$30,000 


44 

$183,095 


18 

$347,500 

1 

$2,100 

19 

$274,225 


13 
$66,980 


12 
$34,000 


1 

$20,000 


11 
$617,B49 


25 
$205,400 


1 

$4,000 
29 

$966,975 


24 
$147,000 


10 


27 


$61,200  $1.293,<50 

1906. 

13.819 

$267,145,901 

6,863 

$61,062,697 


$85,700 

1905. 

16,438 

$419,617,981 

8,145 

$71,499,475 


20,682 
t31$,208,598 


PROJECTED  BUILDINGS, 


24,583 
•491,lir,456 

1905. 


Satal  No.  New  Buildings : 

Manhattan , 

The  .*ronx 


1906. 

Sept.  15  to  21,lno.  Sept.  ieto22,ino. 
22  79 

35 


30 


Greod  total 

Total  Amt.  Ns .»  Buildings : 

Manhattan 

The  Bronx 


arand  Total 

Tofeftl  Amt.  Alterations : 

Manhattan 

The  Bronx 


Grand  total 

Total  No.  of  New  Buildings : 
Manhattan,  Jan.  1  to  date. 
The  Bronx,  Jan  1  to  date. . 


63 

$1,478,660 
517.250 

$1,995,910 

$195,200 
21,800 

$216,500 


1,419 
1,722 


mnhtn-Bronx,  Jan.  1  to  date 

Total  Amt.  New  Buildings : 

Manhattan,  Jan.  1  to  date 

The  Bronx,  Jan.  1  to  date 

mnhtn-Bronx,  Jan.  1  to  date 

Hetal  A^t.  Alterations ; 

Hlmlitn-Ilraax   Jan.  1  to  date 


3,141 


$98,644,740 
22.425,795 


114 

$5,676,050 
610,800 

$8,286,850 

$188,940 
16,800 

$205,240 

1,926 
1,725 

3,651 

$95,538,790 
30.371,710 


•  121,070,535    S125,910,500 
•16,310,329       Sll,287,357 


BROOKLYN. 

0ONVBTANOE8. 

1906. 
Sept.  13  to  19,  inc. 


Total  number "  768 

No.  with  consideration  88 

Unount  Involved $256,364 

Kumber  nominal 780 

Total  number  of  CouTeyancea, 

Jan.  I  to  date 36,766 

Total  amount  of  Couveyancea, 

Jan.  1  to  date :  $21,741,757 

MOBTGAOES. 

Total  number 666 

Amount  involved $2 ,335,173 

So.  at  65< 857 

Amount  Involved $801,274 

No.at5?i% 

Amount  Involved 

No.  at  5  JSJi 80 

Amount  Involved $358,850 

No.  at  5J%. 

Amount  Involved 

No.  at  5H  201 

Amount  involved $1,000,150 

No.at4Vt 2 

Amount  involved  $13,600 

Ro.at4H 

Amount  Involved 

NO.  at  3Ji 8 

Amount  Involved $28,849 

No.  without  interest 23 

Amount  involved $183,050 

Total     number    of    mortgages. 

Jan.  1  to  date 28,293 

Total    amount    of    mortgages, 

Jan.  1  to  date $116,819,981 

PROJECTED  BUILDINGS. 


1*06. 

Sept.  14  to  20, 1««. 

696 

60 

$369,667 

640 

31,349 

•22,939,432 

446 

$1,860,098 

249 

$686,283 


88 
•263,642 


46 

$292, «93 

I 

$10,000 


No.  of  New  Buildings  ,—  .,_ ,..„.. 

Estimated  cost 

Total    No.    of    New  Bnildinga, 

Jan.  1  to  date 

Total  Amt.  of  TSkhv  Buildinga, 

Jan.  1  to  date 

Toial   amount   of    Alterations. 

Jan.  1  to  date 


160 
$1,233,365 

6,178 

•  46.903,942 

•4,066,038 


88 

$278,580 

29,000 
$161,194,813 

160 

$1,069,100 

6,311 

•58,811,259 

•3,874,122 


PRIVATE    SALES    MARKET 


South  of  59th  Street. 

CHERRY  ST.— Mrs.  M.  M.  Mooney  has  sold  27  Cherry  Bt,  a 
•5-«iy   tenement,   on   lot  29.6x67.0. 

DIVISION    ST. — Lowenfeld   &   Prager  have   sold    to   Adelsteln 
&  Avrutine,  258  and  2G0  Division  st,  northeast  corner  of  Ridge 
st,  old  buildings,  on  plot  44.10x68.6x  irregular. 
Lower  East  Side  Buying. 

GOERCK  ST. — Shatzkin  &  Shapiro  have  sold  to  Isidor  L. 
Daniels,  68  Goerck  st,  a  5-sty  tenement,  on  lot  25x100. 

FORSYTH  ST. — Henry  J.  Scheuber  &  Brother  have  sold  for  the 
Bell  estate  the  two  5-sty  front  and  rear  tenements  at  21  For- 
syth st,  on  lot  25x125,  to  Charles  R.  Faruolo  &  Co. 

LEWIS  ST. — Abraham  Bayer  has  sold  to  H.  Frank  and  Harris 
Bros.  193  Lewis  st,  a  3-sty  tenement,  on  lot   19.7x78. 

MADISON  ST. — Nathan  Abrams  has  sold  106  Madison  st,  a 
5-Hiy   tenement,   on  lot  25x100. 

Pearl  Street  Parcel  Sold. 

PEARL  ST.— Ernest  Stutz  sold  432  Pearl  st,  5-sty  front  and 
rear  buildings,  on  a  plot  25.1x124x25.4x121.3,  near  New  Chara- 
bt-rs  st. 

RIDGE  ST. — S.  Steingut  &  Co.  have  sold  for  J.  Reimer,  154 
Ridge  st,  a  5-sty  tenement,  25x100. 

5TH  ST.— Simon  &  Atlas  sold  for  A.  Grossman  to  J.  Schatt- 
mann,  719  and  721  East  5th  st,  two  5-sty  flats,  each  on  a 
lot  25x97. 

12TH  ST. — E.  Loewenthal  has  bought  from  Bertha  Secular 
S2  and  84  West  12th  st,  a  6-sty  elevator  apartment  housi>,  on 
plot  43.6xl03.3x  irregular. 

14TH  ST. — Chas.  E.  Duross  leased  15,000  sq.  ft.  of  loft  space  in 
the  Herring  Building,  southwest  corner  14th  and  Hudson  sts, 
for  Wm.   C.  Orr  to  the  Maximum  Hat  Co.  for  a  term  of  years. 

18TH  ST.— G.  Carlucci  &  Co.  have  sold  for  Tille  Mass 
to  Martin  Garone  the  two  5-sty  tenements,  with  stores,  421-423 
Bast  18th  st,  on  plot  50x92.  The  buyer  owns  the  adjoining 
houses,  417  and  419,  controlling  a  plot  100x92. 

19TH  ST. — Charles  E.  Duross  has  sold  the  3-sty  private  house 
441  West  19th  st,  on  lot  25x92,  for  Edw.  Mclnerjiey  to  the 
Prudential  Real  Estate  Corporation.  The  Prudential  Real  Es- 
tate Corporation  now  owns  100  ft.  frontage  on  north  side  of 
19th  st,  close  to  the  new  dock  improvement. 

22D  ST. — William  Halperin  has  sold  for  Lydia  Scott  to  Charles 
B.  Gumb,  210  East  22d  st,  a  3-sty  building,  on  lot  25x98.9. 
Big  Plot  Near  Penn.  Station  Bought. 

37TH  ST, — The  old  Lyman  Brewery  property,  comprising  a 
plot  of  more  than  35,.500  sq.  ft.,  extending  from  37th  to  38th  st, 
^\•est  of  9th  av,  was  sold  by  P.  A.  Geoghegan  and  Easton  &  Co., 
brokers,  for  speculators,  to  the  Electric  Novelty  and  Sign  Co. 
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43D  ST. — Louis  Lese,  Robert  Garcewlch  and  Louis  S.  Bernard 
sold  through  Solomon  Freidus  to  Marks  Moses,  of  the  Breslauer 
Realty  Co.,  32(i  to  330  West  43d  st,  three  5-sty  flats,  on  a  plot 
75x100.5. 

4STH  ST.— Mabel  A.  Downing  has  sold  40  West  48th  st,  a  4-sty 
and  basement  brownstone  front  dwelling,  on  lot  lGxlOO.5.  Dr. 
John  F.  Erdman  is  said  to  be  the  buyer. 

48TH  ST. — William  Halperin  has  sold  for  Herman  Breitel,  252 
East  4Sth  st,  a  3-sty  and  basement  dwelling,  on  lot  19.2x100.5. 

52D  ST. — Mrs.  Katharine  di  Pollone  Pease  has  sold  to  Dr.  John 
Vander  Poel  56  West  52st,  a  4-sty  and  basement  brownstone 
front  dwelling,  on  lot  20x100.5. 

52D  ST. — Lowenfeld  &  Prager  have  sold  347  East  52d  st,  a 
5-3ty  single  flat,  on  lot  20x100.5. 

Dr.  Vander  Poel  Buys  Dwelling. 

53D  ST. — Henry  H.  Pease  sold  through  Pease  &  Elliman  to 
D -.  John  Vander  Poel,  50  West  53d  st,  a  4-sty  and  basement 
dwelling,   on  a  lot  20x100.5. 

LEXINGTON  AV.— Kurz  &  Uren,  in  conjunction  with  I.  Levy, 
sold  for  Milton  J.  Gordon,  645  Lexington  av,  a  5-sty  flat,  on  a 
lot  25x100. 

West  Side  Dealings. 

OTH  av. — David  Meyer,  Isidor  Wilsbader  and  John  McCann 
sold  232  9th  av,  a  6-sty  tenement  house,  with  store,  on  a  lot 
24.8x100,  adjoining  the  northeast  corner  of  24th  st. 
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North  of  sgth  Street. 

GOTH  ST. — Pollak  &  DeUtsch  and  Saul  J.  Sachar  have  sold 
239  and  241  West  tiOth  st,  two  4-Bty  tenements,  with  stores,  on 
lot  50x100.5. 

60TH  ST.— Harry  E.  Zittel  has  sold  for  a  client  to  Cor- 
nelius Clark  the  5-sty  flat,  24«  East  tiOth  st,  on  lot  20x100.5,  and 
has  I'^sold  the  property  for  Mr.  Clark  to  G.   E.   Bellamy. 

68TH  ST. — S.  B.  Goodale  &  Son,  in  conjunction  with  B.  Flana- 
gan &  Son,  have  sold  for  Aaron  Coleman,  58  West  68th  st,  a  4-sty 
and  basement  brownstone   dwelling,  on  lot  18.9x100.5. 

68TH  ST. — Mrs.  Lillian  N.  Duke  has  sold  her  residence  at  No. 
11  West  OSth  st,  a  5-sty  dwelling,  on  lot  21.6x100.5. 

73D  ST. — William  Wolff  &  Son  sold  for  the  estate  of  Philip 
Kaiser  to  Rachel  Cohn,  239  East  73d  st,  a  5-sty  double  flat,  with 
stores,  on  a  lot  25x51.11.  It  is  the  first  time  the  property  has 
been  sold  since  1880. 

74TH  ST. — Slawson  &  Hobbs  have  sold  for  Lillie  J.  Earle 
the  4-sty  high  stoop  dwelling  145  West  74th  st,  20x60x102.2. 

74TH  ST. — Jacob  M.  Sax  has  sold  to  A.  Friedman  the  3-sty 
fi-ame  tenement  at  No.  427  East  74th  st,  on  lot  21.6x63x  irre- 
gular. 

78TH  ST. — Meier  Bros,  have  sold  the  3-sty  dwelling  at  No. 
2.33  East  78th  st,  on  lot  14x102.2,  to  E.  Spannhake. 

79TH  ST.— George  J.  Humphreys  has  sold  80  East  79th  st,  a 
4-stV  and  basement  brownstone  front  dwelling,  on  lot  20x75,  ad- 
joining the  southwest  corner  of  Park  av.  The  buyer  will  occupy 
the  house. 

Deal  for  Third   Avenue  Corner. 

BOTH  ST. — Harry  E.  Zittel  has  sold  for  Joseph  B.  Rylance 
1403,  1405,  1407  and  1409  3d  av,  southeast  corner  of  80th  st,  four 
5-fty  double  flats,  with  stores,  on  plot  80x73. 

80TH  ST. — Charles  B.  Gumb  has  bought  172  East  80th  st,  a 
5-sty  single  flat,  on  lot  10x102.2,  between  Lexington  and  3d  avs; 
also,  from  Louis  Greenfield  215  East  89th  st,  a  5-Bty  flat  on  lot 
25x100.8. 

East   Side  Tenement  Buying. 

81ST  ST.— F.  Scott  &  Son,  1135  Lexington  av,  sold  for  R. 
Bauman,  107  East  81st  st,  a  3-sty  and  basement  brownstone 
front  dwelling,  20x.j2x102.     The  buyer  will  occupy. 

84TH  ST. — John  Stich  has  bought  from  Catharine  Collins  160 
West  84th  st,  a  5-sty  flat,  on  lot  27.6x102.2. 

87TH  ST. — Rufus  F.  Zngbaum,  the  artist,  has  bought  from 
Edwin  H.  Hess  125  West  87th  st,  a  3-sty  dwelling,  on  lot  17x 
100.8.     Mr.  Zogbauni   will  occupy  the  hous«. 

89TH  ST. — Meyer  Waldnian  has  sold  to  Greenstein  &  Meyer 
220  East  89th  st,  a  S-sty  tenement,  on  lot  25x100.8,  the  buyers 
giving  in  part  payment  111  Columbia  st,  a  5-sty  tenement  on  lot 
25x100. 

89TH  ST.— L.  J.  Phillips  &  Co.  have  sold  for  Mrs.  G.  H.  C. 
Tucker,  323  West  89th  st,  a  5-Bty  American  basement  dwelling, 
on  lot  22x75.8.     The  buyer  will  occupy  the  house. 

89TH  ST. — Charles  B.  Gumb  has  bought  from  Louis  Green- 
field 215  East  89th  st,  a  5-sty  flat,  on  lot  25x100.8. 

91ST  ST.— George  A.  Black  has  sold  74  West  9lBt  st,  a  3-sty 
brownstone  dwelling,   on  lot  21x100.8. 

03D  ST. — Isaac  Goldberg  has  bought  312  to  316  East  93d  st, 
two  G-sty  new  law  tenements,  with  stores,  on  plot  7.5x100.8. 

96TH  ST. — Jacob  Goodman  and  Charles  Rubin  have  sold  to 
Abraham  Grunberg  the  0-sty  flat,  on  plot  37.0x100.11,  at  119  and 
121   East  OGth  st. 

97TH  ST. — O.  G.  Manss,  198  Broadway,  sold  for  Mrs.  Adeline 
Widmeyer  a  5-Bty  25-ft.  double  apartment  house,  29  West 
97th  st,  to  Minnie  L.  Wielinski  for  investment. 

9STH  ST. — E.  Loewenthal  has  sold  50  West  98th  st,  a  lot 
25x100.11. 


104TH   ST. — John   PetrocelU   has  sold   to  G.    Gugliamettl, 
East  104th  st,  a  4-sty  tenement,  on  lot  25x100.11. 

105TH  ST. — J.  H.  Deters  &  Co.  have  sold  for  a  Mrs.  Layton 
45  West  105th  st,  northeast  corner  of  Manhattan  av,  a  3-sty 
dwelling,  on  lot  17.3x70. 

n5TH  ST. — Slawson  &  Hobbs  have  sold  for  Hel'an  R.  Baldwin 
the  7-sty  elevator  apartment   house   Icnown   as   the   Arleigh,   at 
Nos.  616  to  620  West  115th  st,  on  plot  75x100.11. 
New  Houses  Sold  on  1 18th  Street. 

118TH  ST.— H.  Siegel  has  sold  to  A.  Sperling  the  three  6-3ty 
tenements  In  course  of  construction  at  516  to  524  East  118th  st. 

119TH  ST.— A.  Weinstein  has  sold  75  East  119th  st,  a  5-3ty 
flat,   on   plot  33.10x100.11,   to  Mrs.   S.  Alexander. 

119TH  ST. — Siegfried  Loewenthal  has  sold  513  East  119th  st, 
a  3-sty  dwelling,  on  lot  20x100.11. 

121ST  ST. — R.  Prezzano  has  sold  for  A.  Adler  to  G.  D.  Plerro 
311  East  121st  st,  a  4-sty  tenement,  26x100;  also,  for  John  Pe- 
trocelli  to  G.  Gugliametti,  322  East  104th  st,  a  4-sty  tenement. 
25x100. 

122D  ST.— Shaw  &  Co.,  113  West  125th  st,  have  sold  for  H.  W. 
McMahon,  149  West  122d  st,  a  3-sty  and  basement  dwelling, 
20x100. 

122D  ST.— A.  Weinstein  and  D.  Jaffe  have  sold  105  East  122d 
st,  a  5-sty  tenement,  on  lot  25x100.11,  to  Julius  Herrick. 

138TH  ST.— E.  Everett  Thorpe  reports  the  sale  of  No.  032 
West  138th  st,  a  3-sty  dwelling,  on  lot  15x99.11,  for  John  T. 
Dooling. 

147TH  ST. — Gross  &  Eisler  have  bought  the  5-sty  tenement 
at  No.  085  East  147th  st,  on  plot  45.3x100. 

Apartments  Sold  on  150th  Street. 

150TH  ST. — Simons  &  Moersfelder  have  bought  from  Miller  & 
Mofsenson  the  new  5-sty  flat,  on  plot  40.10x99.11,  on  the  north 
side  of  150th  st,  about  500  ft.  west  of  7th  av. 
Madison  Avenue  Deal. 

M.'\"lHCi\  AV. — A  Hollander  has  sold  to  Mrs.  L.  Blumenthal 
and  Mrs.  H.  St'.rn  the  Avon,  a  7-sty  elevator  apartment  house, 
at  the  nortiiv  fst  corner  of  116th  st  and  Madison  av,  on  pjj". 
GtrxllO.     li.  Pergmann  was  the  broker. 

MADISON  AV. — Finestone  &  Albert  have  sold  for  a  Mr. 
Schreyer  2116  and  2118  Madison  av,  two  4-sty  flats,  with  stores, 
on  plot  40x80,  to  Nathan  Seronn. 

2D  AV.— Zobler  &  Zobler  sold  to  Marks  &  Wartels,  810  2d 
av,  a  5-sty  tenement  house,  on  a  lot  25x100. 

2D  AV. — Robinson  &  Co.  have  sold  for  Marie  Biondo  to  Frank 
Feldman  the  5-sty  double  tenement,  with  stores,  2072  2d  av,  on 
lot   20x105.10. 

2D  AV. — Arthur  G.  Muhlker  has  resold  for  Liebhoff  &  Hirsch- 
teld  the  4-sty  flat,  with  stores,  at  1573  2d  av,  on  lot  19.1x61.8. 


The  Bronx. 

TACOMA  ST. — John  A.  Steinmetz  sold  for  J.  S.  Johnson  to  J. 
Uhi  262  Tacoma  st,  Mapes  estate,  2-family  hou.se  on  lot  25x100. 

139TH  ST. — Clarence  E.  Hutchinson  has  sold  tor  a  client  758 
East  139th  st,  a  5-sty  flat,  on  lot  25x100. 

1G5TH  ST. — A.  Weinstein  and  S.  Schickler  have  sold  1165  East 
lG5th  st,   a  4-sty  tenement,   on   lot  25x100. 

22GTH  ST. — Hugo  Wabst,  in  conjunction  with  another,  has 
sold  plot,   l(X)xl09,  on  226th  st,   near  White  Plains  road. 

BOSTON  ROAD. — Michael  Bessert  has  sold  to  a  Mrs.  Spreen 
and  a  Mr.  Albers,  respectively,  1184  and  1186  Boston  road,  two 
4-sty  flats  on  plot  40x133  and  Irregular. 

BROOK  AV. — Frank  Miller  has  sold  to  Frank  Mcllroy  No. 
990  Brook  av,  a  4-sty  flat,  on  lot  25x93. 

EASTBURNE  AV. — William  Stonebridge  has  sold  for  Otille 
Siedler  to  the  Belmont  Realty  and  Construction  Co.  the  plot, 
50x95,  on  the  east  side  of  Eastburne  av,  188  ft.  north  of 
174th  St. 

HOLLAND  AV.— Van  Winkle  &  Scott  have  sold  for  George 
A.  Deverman  to  T.  E.  Whitlock  the  2-sty,  2-family  house  known 
as  No.  292  Holland  av.  Van  Nest. 

MANHATTAN  AV. — Susan  E.  Laytin  has  sold  the  northeast 
corner  of  Manhattan  av  and  105th  st,  a  3-sty  dwelling,  on  lot 
17.3x70. 

WASHINGTON  AV. — The  Geiszler-Haas  Realty  Co.,  in  con- 
junction with  Clement  H.  Smith,  has  sold  for  Anna  M.  Gilles  to 
Joseph  E.  Butterworth  the  two  3-family  houses  2122  and  2124 
Washington  av,  on  plot  46x76.6x  irregular. 

Sales  in  Mapes  Estate  Property. 

ROSEDALE  AV. — W.  Anopol  has  sold  for  A.  Sapolsky  to  a 
builder  two  lots  on  the  east  side  of  Rosedale  av.  To  ft.  south 
of  Mansion  st;  also,  a  1-family  dwelling  on  plot  50x100,  on 
the  west  side  of  Commonwealth  av;  also,  for  Robert  Edwards 
to  a  Mrs.  Kate  Gallagher,  the  2-family  house  at  the  northeast 
corner  of  Commonweatlh  av  and  Mansion  st,  25x100. 

SHAKESPEARE  AV. — The  Geiszler-Hass  Realty  Co.  has 
sold  for  Pauline  Frankel  to  Alice  Lennon  the  2-famlly  brick 
house  at  No.   1300  Shakespeare  av. 

Builders  Buy  in  the  Bronx 

SOUTHERN  BOULEVARD. — Donato  Piciulo  has  sold  for  a 
client  to  Salvatore  Conforti  and  James  De  Hago  the  plot,  lOQx 
100,  on  the  west  siTie  of  the  Southern  Boulevard,  225  ft.  north 
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of  Jennings   st.     The  buyers   will   erect  on   the  site   two   6-sty 
tenements,  with  stores. 

THIRD  AV.— M.  L.  &  C.  Ernst  sold  for  Jacob  M.  Tobias  No. 
3619  3d  av,  a  2-sty  house,  with  store,  on  a  lot  25x102. 

BRONX. — A.  Shatzkin  &  Sons  have  sold  to  Philip  Lanz  the 
plot,  50x109,  on  the  south  side  of  225th  st,  233  ft.  east  of  Pauld- 
ing av;  also  to  Frank  Bass  the  lot,  25x11x138,  on  the  east  side 
of  Cedar  av,  100  ft.  south  of  Bartholdi  st;  also  to  Henry  Sander 
the  lot,  25x100,  on  the  east  side  of  Carlisle  pi,  50  ft.  south  of 
Randall  st;  also  bought  and  resold  to  N.  Gallante  the  plot, 
50x109,  on  the  north  side  of  216th  st,  125  ft.  east  of  5th  av. 
Havemeyer  Estate  Reported  Sold. 

THROGG'S  NECK. — H.  O.  Havemeyer  is  reported  to  have  sold 
the  Theodore  Havemeyer  estate  property  at  Throgg's  Neck, 
comprising  125  acres  of  land,  with  old  country  mansion,  out- 
buildings, etc.  The  property  lies  along  the  south  side  of  the 
Fort  Schuyler  road,  between  the  Huntington  estate  and  Fort 
Schuyler,  and  extends  to  the  Sound  shore.  It  ie  surrounded 
by  handsome  residences  and  country  seats.  The  buyers  are 
understood  to  be  a  syndicate  which  will  extend  the  trolley 
lines  to  the  property  and  convert  it  into  an  amusement  park. 

WAKEFIELB  PARK. — The  Wakefield  Park  Realty  Co.  has 
sold  several  more  of  its  lots  at  Wakefield  Park.  Among  the 
buyers  are  A.  &  M.  Aikin,  P.  &  M.  Mischenko,  John  Reynolds, 
Betty  Peterson,  Charles  Lawson  and  John  W.  Curtis. 

WESTCHESTER. — John  A.  Steinmetz  sold  for  A.  Landau  to 
C.  Bauer  174  and  175  4th  st,  St.  Raymond  Park,  Westchester, 
with  1-family  house  thereon,  lot  50x100. 


Empire  Brick  &  Supply  Co.;  also  for  Henry  B.  Anderson  to 
Caroline  Whiting  40C  Park  av-;  also  for  Harry  L.  Horton  to 
Mrs.  Samuel  Smith  146  West  57th  st;  also  for  Gaffney  &  Car- 
rlere  to  L.  M.  French  116  West  4Sth  st;  also  for  Samuel  An- 
drews, in  conjunction  with  the  Gross  &  Gross  Company,  to  a 
Mr.  Furnold,  38  and  40  West  43d  st,  and  for  Agnes  E.  Fitz- 
patrick,  in  conjunction  with  De  Blois  &  Eldredge,  71  West 
46th  St. 

Frothingham  &  Moore,  51  Liberty  st,  have  leased  for  a 
term  of  years  for  Dr.  John  C.  Barron  to  William  H.  Jones  the 
5-sty  buildings  29-31  South  William  st  and  37-39  Stone  st;  also 
for  the  Hamersley  estate  the  store  and  ba.sement  70-74  West 
Houston  st  to  P.  Pastene  &  Co.,  of  Boston;  also  a  loft  In  the 
building  42  Franklin  st  for  George  H.  Draper.  They  have  also 
sold  the  Shattuok  estate  of  100  acres,  known  as  "Brookhurst," 
at  Lenox,  Mass.,  for  Albert  R.  Shattuck,  executor,  to  Newbold 
Morris,  and  the  cottage  known  as  "Marigold,"  at  Onteora,  for- 
merly the  property  of  Mary  Mapes  Dodge,  to  Miss  Helen  E. 
Redding,  and  the  Orchard  Lake  trout  reserve,  in  Sullivan 
County,  with  lake,  hatchery,  club  house,  etc.,  and  425  acres  of 
lS,nd,  to  Walter  B.  Raymond,  and  15  lots  at  Sea  Gate,  L.  I.,  for 
different  owners. 


Leases. 

Maguire  &  Co.,  2120  Broadway,  Manhattan,  have  leased 
for  Julia  M.  Meyer  to  a  client  for  occupancy  the  private  resi- 
dence 303  West  78th  st. 


Suburban, 

E.  Nelson  Ehrhart  sold  for  Frank  Ober  his  residence  in  Ridge- 
view  av.  White  Plains,  on  a  plot  120x175. 

Van  Vliet  &  Place  sold  for  a  client  the  southwest  corner  of 
8th  and  Grand  sts,  Hoboken,  N.  J.  The  owner  will  improve 
same  with  a  5-sty  factory  building. 

John  H.  Little,  Commissioner  of  Bridges  of  New  York,  h.as 
purchased  through  E.  W.  King,  of  Bayshore,  the  Poillon  prop- 
erty, consisting  of  a  large  plot  of  ground,  house,  entire  furnish- 
ings and  barn  situated  in  Clinton  av,  Bayshore,  L.  I. 
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Westbury,  L.  I. 


THE   E.   D.    MORGAN   HOUSE. 
(Photo  by  Alman  &  Co.) 


McKim,  Mead  &  White,  Architects. 


J.  P.  &  E.  J.  Murray  have  leased  the  4-sty  and  basement  fac- 
tory No.  403  and  405  East  91st  st,  75x96  ft.,  to  the  T.  J.  Dunn 
&  Co.  Corporation  for  a  cigar  factory  for  a  term  of  years  at 
an  aggregate  rental  of  $32,500. 

The  Gross  &  Gross  Company  has  leased  for  Francis  X. 
O'Connor  to  E.  Barnett  for  a  term  of  years  236  West  54th  st; 
also  for  Mrs.  Anna  Leonhardt  to  Walter  H.  Stearns  for  a  term 
of  years  312  West  52d  st;  also  the  second  loft  in  327  5th  av 
for  George  H.  Everall  to  Charles  H.  Auty;  also  for  Henry  G. 
Trevor  the  private  dwelling  at  323  West  77th  st.  The  above 
brokers  were  also  associated  with  F.  and  G.  Pflomm  In  the 
lease  of  1741  Broadway  to  the  Pennsylvania  Rubber  Company. 

Frederick  Fox  &  Co.  have  rented  for  the  Middleboro  Realty 
Co.  the  first  and  second  lofts  In  their  new  9-sty  mercantile 
building  at  130-132-134  West  17th  st  for  a  long  term  of  years. 
This  completes  the  rental  of  the  entire  upper  portion  of  the 
building  to  different  tenants.  The  same  brokers  have  also 
rented  for  George  W.  Folsom  an  entire  floor  in  the  building  35 
East  12th  st,  running  through  the  block  to  49-50  East  13th  st; 
also  from  the  plans,  the  top  loft  in  the  new  building  32-34  West 
20th  st  for  Frederick  C.  Zobel. 

A  matter  of  interest  in  this  week's  trading  was  the  leasing 
of  the  plot  81x87  at  the  northeast  corner  of  John  and  Dutch  sts  by 
the  Reformed  Dutch  Church,  one  of  the  wealthiest  religious 
organizations  in  the  country  aside  from  the  Trinity  Corporation. 
The  lease  was  made  to  a  corporation  for  twenty-one  years,  with 
two  renewal  privileges,  and  it  carries  the  building  of  a  large 
structure  which  will  be  started  in  May,  1908.  The  church 
trustees  recently  leased  the  opposite  corner  to  clients  of  Charles 
F.  Noyes  &  Co.,  who  will  erect  a  12-sty  building  for  the  Jewelry 
trade. 

The  H.  Taylor  Sherman  Company  has  leased  for  Mary 
Lewis  548  West  H4th  st  to  Wright  D.  Goss,  president  of  tho 


E.  Nelson  Ehrhart  has  sold  for  Frank  Ober  his  residence 
on  Ridgeview  av.  White  Plains,  upon  a  plot  of  ground  120  ft 
front  xl75  ft  deep.  This  location  commands  an  extended  view 
up  the  Harlem  Valley. 

HEMPSTEAD,  L.  I. — Casper  Whitney,  editor  of  Outing,  has 
purchased  the  Tatem  farm,  comprising  13  acres  of  land,  with 
buildings,  on  Fulton  av  in  the  Meadow  Brook  section,  and  it  is 
reported  will  use  it  for  a  country  seat.  The  price  was  $1,000  an 
acre.  The  new  owner  expects  to  make  numerous  improvements 
to  the  property. 


REAL     ESTATE     NOTES 


The  Vulcan  Realty  Co.,  composed  of  A.  H.  Feuchtwanger  and 
Aaron   Coleman,   have   opened   offices   at   170  Broadway. 

Only  one  building  exceeding  three  stories  in  height  was 
projected  in  the  Bronx  last  week,  nearly  all  the  rest  being 
dwellings. 

Mr.  Sol.  Stern,  621  Broadway,  corner  Houston  st,  has  been 
elected  president  of  the  Westbury  Real  Estate  Company,  which 
has  offices  at  No.  621  Broadway,  this  city. 

Metropolitan  builders  might  be  more  successful  in  obtain- 
ing loans  should  they  apply  to  savings  banks  in  the  towns  In 
the  adjacent  counties,  which  usually  have  plenty  to  lend. 

John  B.  Hough  has  opened  a  real  estate  ofBce  at  1374  Boston 
road,  near  169th  st.  He  will  make  a  special  feature  of  mort- 
gage loans,  renting  and  collecting  in  the  Bronx.  His  friends 
wish  him  success. 

The  sale  of  84  lots  at  Eastwood,  Jamaica,  scheduled  to  take 
place  Sept.  22,  has  been  postponed  to  Oct.  6,  when  It  will  be 
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WANTS 


BUILDING 
LOANS 

A  laree  amoant  for  Manhattan  and  centrally 
located  Bronx  Properties.      Liberal  pajmsnti. 

PERMANENT 
LOANS 

Promptly  aTallablft   !n    any  amonnt  at  currenii 
rates  and  reasonable  charges. 

A.  W.  McLaughlin  &  Co. 

Broktrs  and  Doalers  In  Mortgages 
Am.  Ex.  Nat.  Bank  Bldg.,  I2t  B'way,  Car.  Cadar 


WILL  SUBLET  half  of  completely  furnished, 
lirce.  Msht  Broadway  corner  room,  with  private 
reception  hall.  New  Times  BIdg..  42d  St.  and 
Broadway,  N.  Y.  Admirably  adapted  branch  up- 
town real  estate  or  N.  Y.  office  out  of  town 
concern.  Will  share  Btenographlc  and  tele- 
phonic serTlce.  Address  BOX  104,  cIo  Record 
and    Guide. 

WANTED,  by  an  experienced  and  practical 
real  estate  man,  the  care  of  an  estate  or  large 
office  building.  Thoroughly  understands  every- 
thing about  real  estate,  such  as  repairs,  collect- 
ing of  rents,  machinery,  etc.  Twenty  years*  ex- 
perience, fourteen  years  superintendent  of  real 
estate  department  of  one  of  the  largest  downtown 
trust  companies.  Highest  reference  and  security. 
Address  "W.  K.,"  c|o  Record  and  Guide. 

EXCELLENT  OPENING  for  man  who  can 
sell  real  estate.  Must  have  experience.  BOX  2, 
c|o  Record  and  Guide. 

WANTED. — Young  man  well  educated,  with 
some  successful  experience  in  renting  and  sell- 
ing Real  Estate  above  110th  St.  BOX  25,  clo 
Record  and  Guide. 

IF  YOU  DESIRE  to  sell  or  buy  Long  Branch 
Real  Estate  communicate  with  me,  as  I  am  thor- 
oughly posted  on  values.  JACOB  A.  KING, 
New  York  City  and  West  End,  N.  J. 

FOR  SALE.— Twenty-six  shares  Electrical  Re- 
pair Co..  Inc.;  price,  .$550.00  cash.  Address 
BOX   SIG,    c|o    Record   and   Guide. 

FOR  SALE  CHEAP.  Record  and  Guides.  1875- 
inor>.  Bound  and  indexed;  good  condition. 
Room   .31ti,    149   Broadway. 

SALESMAN,  collector  and  renting  man  capable 
of  taking  entire  charge,  seeks  position.  "P. 
Q.,   No.  12,"  c|o  Record  and  Guide. 

NOTICE    IS     HEREBY    GIVEN    that    the    co- 
partnership of  Bauer.   Gross  &  Herbener  has  this 
day  been  dissolved  liy  mutual  consent. 
Dated    New    York.    August,    1.    1006. 

FREDERICK  W.  SAUER, 
CONRAD  R.  GROSS, 
GEORGE  HERBENER. 


OFFERS 


GROSS  &  HERBENER  REALTY  &  CONSTRUC- 
TION  CO. 
427  West  147th  Street.   New  York  City. 
George    Herbener,    President. 
August   Ganzenmuller,    Vice-President. 
Conrad  R.   Gross,   Treasurer. 
Philip    Wagner.    Secretary. 

FOUR  DESIRABLE  PLOTS 
FOR    BROOKLYN    BLILDEffS 

172  X  127  S.  W.  Corner  Cortelyou  Road  and  12tli 

St. 
200  X  100  N.    E.    Corner  Bedford   Ave.   and  Clar- 
endon Road. 
100  X  140  N.     W.     Corner    Clarendon    Road    and 

26th   St. 
140x100.  Flatbush  Ave.  100  ft.  N.  ot  Ave.  "G." 
Can  be  had  on  Easy  Terms  and  Lower  Prices 
than   any  similar  plots  in  their  respective  loca- 
tions. 

SIMPSON  MERRITT  COMPANY 

No.  1  Madison  Avo.,  Now  Yurk  City 

A.  R.  BEAUJON 

CERTIFIED    PUBLIC    ACCOUNTAM 

Room  521—150  NASSAU  ST.,  NEW  YORK 

Real   Estate  Accountine,   Construction   and    Joint 

Accounts.     Highest  References. 

OPEN  FOR  IMSPECTION 
SATURDAY  AND   SINDAY 

TEN  TWO-FAMILY  HOUSES. 
BEST  LOCATION  IN  FLATBUSH. 
Two-story,  brick  and  stone;  hardwood  finish, 
open  plumbing,  tiled  bathrooms,  panel  ceiling  in 
dining  room,  gas,  dumbwaiter,  2  furnaces,  all 
improvements;  desirable  and  convenient  location: 
BEDFORD  AV.  AND  CLARENDON  ROAD; 
price,  $7,500;  mortgage,  $G,000.  Apply  to  agent, 
on  premises,  or 

SIMPSON-MERRITT  COMPANY 

No.  1  Madison  Ave.,  New  York  City 


Lawyers  Title  Insurance  &  Trust  Company 

CAPITAL  AND  SURPLUS   -  $9,500,00C 

TRUST   AND    BANKING   DEPARTMENT,    59    UBERTT    ST.      1 

TITLE    DEPARTMENT 37    IIBERTT    ST.      (      MANHATTm* 

Broolcljn  Branch,  Title  Department  and  Trust  and  Banking  Dspartmant,  188  MontaKUs  Stna> 

RECEIVES  DEPOSITS  subject  to  checK  or  on  certifier*, 
allo^ving  intcrost  th«reon. 

LENDS   ON   APPROVED   STOCKS   and   Corporation   Bona» 

as  Collateral.  ^ 

ACTS  AS  TRUSTEE,  Guardian.  Executor,  Administrator. 
Assignee  or  Receiver,  Transfer  Agent  or  Registrar  oS 
Stocks  of  Corporations.  Takes  Charg«  of  Personal 
Securities. 

OFFICERS  t 
EDWIN  W.  COGGESHALL.  Pr««id*nt  and  General  Maaager. 
?AYJ,I^,„^v9^'DEN,              ,                                        WALTER  N.  VAIL,  Secretary. 
JOHN  T.  LOCKMAN.          /  ,,.      „      , ,     ,              LEWIS  H.  LOSEE,  AsBt.  G»nL  Man»r»- 
LOUIS  V.  BRIOHT.                Vice-Presidents.            ARCHIBALD  POEbESn  a .^T  Trr..!™-. 
HENRY  MOItiiENTHAU.   '                                        U.  CONDIT  VARICK,    jA"'-  Treasure* 
THORWALI)  STALLKNECHT,  Treasurei.              GEORGE  A.  PLEURY,  ' 
HERBERT  E.  JACKSON,  Comptroller.  "      


GEORGE  A.  PLEUrV,   \,,^,    h^™»^„_ 
FREDERICK  D.  RKe6,/-*'^'-  »«•"'»'«■•• 


GEO.  F.  BOTTERWORTH. 
DUMONT  CLARKE. 
EDWIN  W.  COGGESHALL, 


EXECUTIVE  COMMITTHK: 

WILLIAM  A.  DAT. 
WILLIAM  P.  DIXON. 
JULIAN  D.  PAIRCHILD, 


JOHN  T.  LOOKMAN, 
HENRY  MORGENTHAO- 
JAME8  N.  WALLAOO. 


YOUNG  MAN  wishes  to  learn  the  real  estate 
business.  BERNARD  MEYER,  239  President 
St.,   Brooklyn. 


MORTGAGE     LOANS 

We  have  ready  money  on  mtges. ;  2d  mtges.  cashed 

LIPPNER    &    CO. 

Tel.,  5440  Beeltman 116  Nassau  Street 

KURD'S  PRINCIPLES  OP    CITY  LAND  VAfcUHS 
Price,   ll.BO. 
A   book   Just   published   that   ihowi   hew   olty 
values  ar«  mad*  and  th«  basis  upon  wUck  real 
estat*  appralssmflQts   sh«uld  b«  mada. 


■•s»:rass»^ 


LAWYERS 
TRUSTEES 

OP 

ESTATES 

AND 

OWNERS 


Will  Buy  for  Cash 

or  Lease  Flats  or  Tenements  in  any 
part  of  New  York  or  Brooklyn; 
security  and  rental  paid  quarterly, 
half-yearly  or  yearly  in  advance. 

Apply  to 

G.  TUOTI  &  CO. 

206  BROADWAY 

Telephone,  4334  Cortlandt 


MANY  BROKERS  ARE  SPENDING 

Largs  sums  ot  money  in  malntalnins  an  oSIc* 
record  of  real  estate  transactions.  Such  a  record 
is  irdlspensable  and  can  now  be  obtained  for  $20 
a  year,  by  subscribing  t»  the  Record  and  Guide 
Quarterly.  All  records,  alphabetically  and  nu- 
merically arranged,  with  Illustrations  and  anno- 
tatlons.  Subscribe  now  and  be  equipped  for  your 
business. 

RECORD  AND   GUIDH. 
M**  1«  A  16  ¥esey  St^.  New  T»rk  OJty.  ' 

Industrial  Sites 

To  Rieal  Estate  Agents 


The  Industrial  Department  of  the 

Erie  Railroad  Company^ 

advises  Real  Estate  Agents  submit- 
ting for  the  consideration  gf  manu- 
facturers sites  adjacent  to  railroad 
that  it  will  gladly  furnish  then}  with 
full  technical  information  in  "regard 
to  the  reaching  of  such  sites  by  side 
tracks.  No  interference  with  clients. 
No  leakage.  Confer  with  absolute 
confidence.  Every  assistance  freely 
rendered  agents  in  securing  business,' 
Call  or  address, 

LUIS  JACKSON 

Ifcdnrtrlal  Oonunlaalon*r,  Brio  BaHroftd  Oomysay 


Principles  of  City  Land  Values 

£y  RICHARD  M.  HURD,  President  of  the  Lawyers'  Mortgage  Insurance  Co.,  of  New  Tor  k 

Size,  6x9^  inches,  i6o  pp.,  bound  in  cloth,  fully  illustrated 
Price,  1 1. 50.      Postage,   15   cents 

Cr  This  is  the  first  book  written  oa«this  most  important  subject.    As  the  title  indicates,  it  deals 
11    with  the  fundamental  influences  which  determine  urban  values.     The  position  which  the 
author  occupies  has  given  him  unusual  facilities  for  collecting  and  ciassifying  the  necessary  data 
•  • 

Record    and   Guide,    14-16    Vesey   St.,  New   York 
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held    on   the    premises    at    Larremore,    Yale   and    Harvard    avB. 
T.   P.   Archer  is  the  auctioneer. 

There  is  an  excellent  demand  on  the  Heights  for  large  ele- 
vator apartments— that  is,  for  those  having  six  or  eight  rooms 
of  comfortable  dimensions,  and  by  excellent  demand  we  mean 
from  people  willing  to  pay  the  price. 

Arthur  G.  Muhllrer,  real  estate  and  insurance  broker,  with 
offices  in  the  Yorkville  Bank  Building,  3d  av  and  85th  st,  has 
been  active  in  that  section  for  some  years.  Mr.  Muhlker's  re- 
vised list  of  properties  for  sale  contains  some  bargains  that 
should  command  the  immediate  attention  of  prospective  buyers. 

Webster  B.  Mabie,  real  estate  broker  and  appraisor,  is  now 
located  at  41  West  33d  st,  where  he  has  well  equipped  offices 
for  the  transaction  of  business.  Mr.  Mabie  has  for  sale  sonve 
choice  parcels  of  investment  property,  a  few  of  them  on  Broad- 
way. 

The  sale  of  99  lots  at  Oyster  Bay  by  T.  F.  Archer,  as  auc- 
tioneer, scheduled  for  Sept.  27,  will  take  place  on  Saturday,  Sept. 
29,  at  2  o'clock  p.  m.,  on  the  premises,  Audrey  and  Maxwell  avs. 
West  and  Main  sts,  Oyster  Bay.  This  property  is  situated  in  the 
heart  of  the  village. 

Only  a  few  years  ago  many  savings  banks  reduced  their 
rate  of  interest  to  depositors  because  money  was  so  plentiful 
that  they  could  not  lend  with  sufficient  advantage  to  continue 
paying  4  per  cent.  Under  the  present  changed  circumstances, 
how  many  will  restore  the  former  rate? 

The  houses  in  the  section  west  of  Broadway  on  the  upper 
west  side,  all  the  way  up  to  Columbia  University,  are  already 
practically  nearly  all  rented  for  the  coming  season.  The  in- 
quiry thereabouts  is  chiefly  for  eight-room  apartments,  al- 
though the  smaller  suites  of  four  and  five  rooms  are  also  rent- 
ing readily. 

Bay  Ridge  and  Fort  Hamilton  have  been  active  during  the 
week.  The  section  undoubtedly  is  a  favorite  one,  judging  by 
the  influx  of  population.  Between  60th  st  and  the  Shore  rd  and 
the  bay  and  10th  av  more  than  500  houses,  most  of  the  two- 
family  style,  are  under  construction,  and  no  sooner  is  a  row 
finished  than  another  is  begun.  As  far  as  opportunity  to  sell 
them  or  to  have  them  occupied  is  concerned,  no  apprehension 
need  be  felt;  they  are  sold  or  rented  long  before  completed. 

Among  the  significant  loans  reported  in  last  week's  mort- 
gage list  for  Manhattan  was  one  of  $15,000  by  the  Kmlgrant 
Savings  Bank,  one  year,  4i^%;  another  by  the  Lawyers'  Title 
Insurance  &  Trust  Co.  for  $45,000,  five  years,  57<p;  $130,000  by 
the  Mutual  Life  Insurance  Co.,  $150,000  by  the  Equitable  for 
three  years  at  5%;  $27,000  by  the  American  Savings  Bank, 
three  years  at  5%.  Also  a  recent  loan  of  $315,000  on  5-sty 
flats,  by  a  trust  company,  and  another  for  $135,000  by  an  In- 
surance company.  All  of  which  indicates  more  normal  condi- 
tion of  affairs  in  the  money  market. 

Suit  has  been  brought  by  the  Cedar  Street  Company  against 
the  Jauncey  Company  and  others  to  foreclose  a  mortgage  of 
$77,000  on  the  Jauncey  Building,  at  the  southeast  corner  of 
Wall  and  Water  sts.  The  mortgage  was  made  by  the  Jauncey 
Company  to  the  United  States  Realty  and  Construction  Com- 
pany, and  was  assigned  on  Nov.  22,  1905,  to  the  Cedar  Street 
Company.  The  property  is  subject  to  a  prior  mortgage  of 
$250,000  held  by  the  United  States  Trust   Company. 

"In  spite  of  all  the  black  talk  heard  around  town  about  high 
money  I  find  the  realty  market  far  from  unsatisfactory,"  said 
a  Brooklyn  operator.  "Buying  has  not  yet  proven  quite  so  ag- 
gressive as  was  anticipated,  but  I  assign  no  other  reason  than 
a  protracted  summer.  The  vacation  season  in  the  realty  field 
started  In  very  late  this  year  and  consequently  is  extending 
into  the  fall.  While  I  am  playing  a  waiting  game,  as  it  is 
called,  I  feel  sure  that  the  coming  season  will  not  be  disap- 
pointing. Prices  are  firm  and  owners  are  holding  tenaciously 
to  what  they  have,  confident  of  the  future.  Buyers  are  anxious 
to  purchase,  and  if  prices  are  not  put  too  high  heavy  trading 
should  ensue." 

The  Hebrew  Free  Loan  Association  is  now  occupying  its 
new  home,  No.  108  2d  av,  which  it  recently  bought.  This  as- 
sociation (the  title  of  which  is  somewhat  misleading),  one  of 
the  best  of  its  kind  in  the  city,  makes  loans  to  all  applicants, 
without  distinction  of  creed  or  nationality,  without  interest  or 
charge  of  any  kind,  for  security  notes  are  given  with  one  in- 
dorsement, and  where  the  amount  Is  over  $25  two  indorsements 
are  required.  These  loans,  as  a  rule,  are  made  for  short  periods 
and  can  be  paid  in  monthly  payments.  Loans  are  made  to  all 
classes  of  mechanics  and  tradesmen  who  find  themselves  short 
of  ready  cash  and  wish  to  tide  over  their  financial  difficulties 
without  sacrificing  their  stock.  The  association  has  been  or- 
ganized fourteen  years  and  has  made  88,592  loans,  amounting 
to  $1,913,191.  The  association  is  supported  by  the  rich  Hebrews 
of  the  city  who  desire  to  help  their  own  as  well  as  Christians. 
Any  further  information  can  be  obtained  by  communicating 
with  Meyer  Goldberg,  vice-president,  157  East  74th  st. 


Bungalow  Settlement  at  Berkeley  Heights. 

The  Investors'  Realty  Company;  of  Plainfield,  which  was  or- 
ganized four  years  ago  by  Plainfielders,  whose  aim  was  to  de- 
velop home  building  and  local  property,  and  of  which  William 
Jeffery  is  the  active  member,  has  had  great  success.  Through 
this  company  the  Berkeley  Heights  Association  was  evolved, 
which  was  made  possible  by  the  interest  of  Bolton  Hall,  the 
noted  sociologist,  'whose  foresight  saw  the  possibilities  of  great 
opportunities  in  this  section  of  New  Jersey. 

Besides  its  Plainfield  holdings,  the  Berkeley  Heights  Associa- 
tion purchased  a  large  tract  of  land  at  Berkeley  Heights,  and 
at  once  proceeded  to  develop  the  same  under  Mr.  JefCery's 
direction.  This  section  is  now  regarded  as  an  established  fact, 
and  the  Lackawanna  Railroad  has  co-operated  in  a  reasonable 
manner  to  facilitate  the  work  of  improvement. 

Last  spring  Mr.  Jeffery  started  work  of  a  much  larger  pro- 
portion, and  the  result  has  been  gratifying  to  the  company, 
bringing  people  of  repute  to  this  part  of  New  Jersey.  A  por- 
tion of  this  land,  which  ascends  easterly  to  an  altitude  of  500 
feet  above  tide-water,  was  set  aside  as  a  summer  resort,  and, 
being  particularly  adapted  to  camping,  work  was  commenced 
to  establish  one,  now  known  as  "Te  Olde  Mountain  Camp." 
The  undertaking  was  under  the  management  of  Francis  E. 
Bodin  and  proved  a  success  from  the  start.  A  pretty  entrance 
was  erected  on  Plainfield  avenue,  leading  directly  to  the  camp, 
a  road  having  been  cut  through  a  wooded  stretch  and  over  a 
stream  with  pleasing  effect.  At  the  breaking  of  the  camp  the 
guests,  about  fifty  in  number,  all  agreed  that  it  was  the  beat 
summer  they  had  experienced,  both  in  treatment  and  from 
the  viewpoint  of  health,  and  all  were  reluctant  to  go  home. 

Encouraged  by  these  successes,  Mr.  Jeffery,  in  conjunction 
with  Bolton  Hall,  has  arranged  for  still  further  developmente, 
both  in  Plainfield,  building  homes,  and  at  Berkeley  Heights.  It 
is  their  opinion  that  in  linking  these  two  communities  much 
can  be  accomplished.  Plans  are  being  prepared  for  the  build- 
ing of  a  bungalow  settlement  at  Berkeley  Heights  in  addition 
to  the  camp,  and  work  on  the  streets  will  be  continued  to- 
gether with  the  installation  of  light  and  water. 


No  Building  at  West  Farms. 

Speaking  of  conditions  at  West  Farms,  Mr.  Jno.  A.  Stein- 
metz  said  this  week; 

"Builders  are  wanted  here.  There  are  ever  so  many  clients 
calling  in  every  day  for  houses,  and  I  have  nothing  to  offer.  I 
don't  think  there  were  ten  houses  built  in  this  section  within 
the  last  two  years,  and  those  that  were  built  were  sold  and 
resold.  We  have  the  ground,  but  what  we  want  are  the  build- 
ers. 

"Lots  are  cheap  if  you  consider  the  rents  you  can  demand. 
You  can  look  all  over  this  section  for  rooms,  and  you  cannot 
get  a  floor  which  is  fit  for  a  man  of  moderate  means  to  live  In. 
Where  there  should  be  a  great  demand  for  lots,  on  account 
of  the  people  looking  for  rooms,  there  is  none  whatever.  Lots 
can  be  bought  for  less  than  $4,000,  and  corner  lots  for  less 
than  $5,000 — lots  that  are  excavated  and  no  assessments  to  pay, 
and  within  three  minutes'  walk  from  the  Subway. 

"If  we  could  get  the  builders  interested  and  get  the  houses 
up  we  can  dispose  of  the  houses  easy  enough.  Now  I  have  to 
take  my  clients  in  localities  where  they  are  not  real  pleased 
with  the  section,  but  purchase  the  property  because  they  want 
to  be  near  the  Subway  and  cannot  get  the  houses  in  this  lo- 
cality. There  are  some  sections  overdone,  and  in  this  section 
there  is  nothing  done.    We  have  money  to  loan,  but  no  clients." 


Bids  will  be  received  by  the  President  of  the  Boeough  of 
Brooklyn,  Wednesday,  Sept.  26,  for  furnishing  and  setting  of 
lighting  fixtures  in  the  Gates  av  court  house.  Gates  av,  near 
Marcy  av,  Brooklyn.  Bids  will  also  be  received,  on  Sept.  26,  for 
making  alterations,  repairs,  additional  rooms  for  use  of  the  Su- 
preme Court  Judges  in  the  Kings  County  Court  House,  Brooklyn. 


The  Growth  of  Brooklyn. 

The  census  which  the  Federation  of  Churches  took  In  Brooklyn 
recently  shows  that  Greenpoint,  or  the  17th  Ward,  now  has  a 
population  of  66,268.  This  is  therefore  the  fourth  most  populous 
ward  in  Brooklyn,  only  the  28th,  22d  and  23d  Wards  exceeding  it. 

The  population  in  this  ward  increased  during  the  interval  be- 
tween 1900  and  1905  to  the  extent  of  8,959,  which  is  .more  than 
half  of  the  increase  credited  to  the  rest  of  the  entire  Eastern 
District.  In  fact,  the  percentage  of  increase  here  in  the  five 
years  from  1S60  to  1905  is  twice  as  large  as  that  of  the  Eastern 
District. 

This  is  rather  surprising  in  view  of  the  supposed  extent  of 
the  influx  of  Manhattanites  to  the  Eastern  District,  since  the 
new  Williamsburg  Bridge  was  thrown  open.  Greenpoint  has 
evidently  received  more  new  residents  than  that  it  has  been 
thought. 

The  percentage  of  alien  population  in  this  ward  is  not  so 
large  as  has  been  supposed,  either,  the  figures  showing  that  11.1 
per  cent,  are  foreigners.  Only  one  ward  in  the  Eastern  District 
has  a  smaller  foreign  population,  in  relation  to  the  whole,  and 
that  is  the  13th.  The  Bedford  section  has  the  smallest  foreign 
population  percentage  of  any  section  in  the  borough,  the  figures 
being  8.2. 

The  most  densely  populated  ward  in  Brooklyn  is  the  16th, 
which  Is  credited  with  249.3  i>eople  to  the  acre,  against  80.5  for 
the  17th.  The  most  sparsely  settled  ward  is  the  32d,  which 
has  a  density  of  less  than  1  per  cent.,  or  less  than  one  resident 
to  the  acre. 
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\/sJ     P.    MANGAM 

Real  Estate  and  Loans 

108  and  110  EAST  125TH  STREET 

Telephone,  222  Harlem  New  York  City 

NOTARY  PUBLIC 

J     C.    LYONS    BUILDING   & 
"^'  OPERATING   COMPANY 

I  AND  6   EAST  42d  STREET 
Telephone,  6438  S8th  St.  NEW  YORK 
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Real  Estate  Agents  and  Brokers 


Tel.,  6420  38th  St.         Estates  Managed 

116  West  42d  Street,  NEW  YORK 

Cable  Address,  "Cheaston,  N.  T." 

Chakms  H.  Eabton Robert  T.  McGustt 
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■HOMAS  DIMOND 

Iron  Work  for  Building 

128  WEST  33D  ,ST.,  NEW  YORK 


WorVn  /128  West  33d  St. 
"°"'\137Weat32d  St. 


Established  1852 
Tel.,  1780  Mad.  Sq. 


M     BRIGHAM    HALL  &  SON 

'  ^  ■         Real  Estate  Brokers  and  Agents 

Tel.,  603  Spring  681  Broadway 
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AMES    A.     DO  WD  Tel.,93Pla« 

Real  Estate  and  Insurance 

874  SIXTH  AVENUE,  above  49th  Street 


THE  TITLE  INSURANCE  COMPANY,0FNEW 
135  Broadway,  Manhattan  CAPATAL  AND  SURPLUS 

and  203  Mongtague  St.,  Brooklyn  $3,000,000 

Sxamlnea  and  Insnrei  Titles  to  Real  Estat*  on  Sales  and  Loans,  and  deals  In  Mortgages. 


VnO^  EDGAR  J.  LEVEY,  President 
IUI^^  JOHN  D.  CRIMMINS,      1„.      _      ..     , 
CHARLES  T.  BARNEY, /''"^"■""''Jenta 
CYRIL  H.  BURDETT,  Sepretarr 
CHAUNCEY  H.HUMPHREYS,!  Asat. 
EDWIN  A.  BAYLES,  /See'ii 

WILLIAM  N.  HARTE,  Treasurer 
Hon.  ABRAHAM  R.  LAWRENCE,  Coanaal 


|-|ARRY    W.     HOPTON 
REAL    ESTATE 
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No.    110    BBOACWAT 
Cor.  Liberty  B«. 


NOTICE  TO  PROPERTY  OWNERS. 

HEARINGS     FOR     THE     COMING     WEEK. 

At  90-fl2  West  Broadway. 

Monday,    Sept.    24. 

West  229th  st,  Bailey  av  to  Heath  av,  at  4  p.  m. 

Seaman  av,  Academy  st  to  Isham  st,  at  3  p  m. 

Belmont   av,    West    175th   st   to   Tremont   av,   at 

2   pm. 
West  ItiOth  st,   Broadway  to  Riverside  Drive,  at 

4  pm. 
West    184th    st,    Bailey    av    to    N    Y    &    Putnam 

R.    R..    at    4    p    m. 
West    Farms    rd.    Bronx    River    to    Westchester 

Creek,    at  4   p   m. 

Tuesday.    Sept.    25. 
Delancey  st,  Clinton  st  to  Bowery,  at  2  p  m. 
Westchester    av,    Bronx    River    to    Main    st,    at 

10.30    a   m. 
West  161st  st,   Broadway  to  Riverside  Drive,  at 

4  pm. 
Taylor   st,    Morris    av    to    West   Farms    rd,    at   2 

p  m. 

Wednesday,  Sept.  26. 
Cypress    av,    Brooklyn    Borough    line    to    Cooper 

st,  at  3  p  m. 
Spuyten   Duyvil   rd,   near  Spuyten   Duyvil   Depot 

to  Riverdale  av,  at  4  p  m. 
Beck    st,    Longwood    av    to    Intervale    av,    at    1 

p  m. 
Hatfield  pi,  Richmond,  at  3  p  m. 
Main  st.  City  Island,  at  3  p  m. 
Thursday.  Sept.  27. 
Hatfield  av.  Richmond,  at  11  a  m. 
Union  av,  Richmond,  at  2  p  m. 
West   162d   st,   Broadway  to  Riverside   Drive,   at 

4   pm. 
Bronx    Boulevard,    Old    Boston    rd   to   East   242d 

st,  at  3  p  m. 
East  172d  st,   Boston  rd  to  Southern  Boulevard, 

at  4   p  m. 
Weiher   Court,    between   Washington   av    and   3d 

av,  at  4  p  m. 
Storm  relief  sewer,  Webster  av  to  Harlem  River, 

at   2   p    m. 
West    151st    st,    easterly    side    Riverside    Exten- 
sion to  U.    S.   bulkhead   line,   at  2  p  m. 
White  Plains   rd,    northern   boundary   of   city   to 

Morris  Park  av,   at  11  a  m. 
Bridge  at  lo3d  st.   at  10.45  a  m. 
Friday,     Sept.    28. 
Public   park   at   Farragut   st,    at   10  a   m. 
West    163d    st,    Broadway    to    Fort    Washington 

av,    at  3.30  p    m. 
Canal    st.    West,    between    East    138th    st    and   a 

point    251.77    feet    south,    at   3   p    m. 
Waterloo    pi,    between    176th    and    175th    sts,    at 

2   pm. 
West  163d  St.   Fort  Washington  av  to  Riverside 

Drive,    at    4    p    m. 
Steuben   av,    Mosholu   Parkway   to   Gun   Hill   rd, 

at  11   a  m. 

At    258    Broadway. 
Monday,     Sept.    24. 
Richmond  Ferry,  at  10.30  a  m. 
Pier  52,   East  River,   at  11  a  m. 
Brooklyn   Bridge,   at   10.30  a   m. 
Houston  and  East  2d  sts.  school  site,  at  1  p  m. 
Bridge  4,  section  No.  3,  at  3  p  m. 
Tuesday.    Sept.    25. 
Pier  36,  East  River,  at  10.30  a  m. 
Maurice  av,    school   site,   at  3.30  p   m. 

Thursday,   Sept.   26. 
22d   and   23d    sts.    North    River   docks,    at    10.30 

a   m. 
Pier  13,    East   River,   at  2   p  m. 
Jones  and  Prince  sts,  school  site,  at  3  p  m. 

Friday,    Sept.    28. 
Hyatt    st,    school    site,    at    10.30   a   m. 
113th   st,    school    site,    at   12   m. 
Maurice    av,    school    site,    at    1    p    m. 
129th    st    and    Amsterdam    av,    school    site,    at 
2  pm. 


AUCTION  SALES   OF  THE  'WEEK. 

The  following  is  the  complete  list  of  the  prop- 
erties sold,  withdrawn  or  adjourned  during  week 
ending  Sept.  21,  1906,  at  the  New  York  R»al 
Estate  Salesroom,   14  and  IG  Vesey  st.     Except 


JOSEPH   P.  DAY 

Real  Estate 

AUCTIONEER  AND  APPRA18EB 

MAIN  OFTICX:  AGXNCT  DIPT 

J I  NASSAU  ST.  932  EIOHTH  AVBNUB 


where  otherwise  stated,  the  properties  offered 
were  in  foreclosure.  Adjournment  of  legal  sales 
to  next  week  are  noted  under  Advertised  Legal 
Sales. 

•Indicates  that  the  property  described  was  bid 
in    for  the   plaintiff's   account. 

The  total  amount  at  the  end  of  the  list  com- 
prises the  consideration  in  actual  sales  only. 

JOSEPH  P.  DAY. 

Boston  rd,  n  w  s,  about  230  s  w  Jefferson  st, 
20.9x142.6x20.9x149,  2-sty  brk  dwelling  and 
store.  (Amt  due,  $3,175.96;  taxes,  &c,  |550.) 
Mort  recorded  Sept.  18,  1885.  Augusta  Dorn. 
$9,350 

75th  st.  No  54,  s  s,  140  e  Columbus  av,  20x 
102.2,  4-sty  brk  dwelling  (voluntary).  Felix 
Hirsch.  (Corrects  error  in  last  issue  when 
street   number  was  42)    40,000 

Franklin  av,  s  s,  part  of  lot  147  map  of  Vil- 
lage of  Morrisania,  Bronx,  70x116x70x113. 
(Amt  due,  $8,808.20;  taxes,  &c,  $314.)  Mort 
recorded  July  0,  1904.     Withdrawn   

Audubon  av,  e  s,  whole  front  between  185th 
and  186th  sts,  runs  n  214.10  x  e  95  x  s 
100.11  X  e  25  X  s  53.10  x  w  120  to  begin- 
ning, vacant.  (Amt  due,  $26,731.24;  taxes, 
&c,  $1,465.22.)  Mort  recorded  March  21, 
1905.      Chas    L   Grad    72,000 

•.'i4th  st,  No  509,  n  s,  125  w  10th  av,  25x 
100.5,  5-sty  brk  tenement  and  store.  (Par- 
tition.)      Frederick     Simermeyer 22,550 

•Orchard  st.  No  21,  w  s,  about  115  n  Canal 
st,  17.4x.50,  4-sty  brk  tenement  and  store. 
(Partition.)     Frederick  Simermeyer 16,200 

14th  st,  No  4,  s  s,  34  e  5th  av,  33x103.3, 
leasehold,  6-sty  brk  loft  and  store  building. 
(Amt  due,  $27,720.82;  taxes,  &c,  $2,000.) 
Mort  recorded  May  1,  1893.  Adjourned  sine 
die     


Total $120,100 

Corresponding  week,   1905    2,724,632 

Jan.  1,  1906,  to  date 23,194,694 

Corresponding    period,     1905 26,213,243 


ADVERTISED    LEGAI.    SALES. 

Sales  to  be  held  at  the  Real  Estate  Exchange, 
14  and  16  Vesey  St.,  except  as  elsewhere  stated. 

Sept.    22. 
No  Legal  Sales,  advertised  for  this  day. 
Sept.    24. 

Daly  av.  No  1976,  on  map  No  1978,  e  s,  200.1  n 
Tremont  av,  25x46.1x25x45.5,  2-sty  frame 
dwelling.  Charlotte  H  Heck  agt  Prank  Mc- 
Cone  et  al;  action  No  1;  R  E  &  A  J  Prime 
atfys.  25  Warburton  av,  Yonkers,  N.  Y 
Edw  P  Orrell,  Jr,  ref.  (Amt  due,  $2,831.84 
taxes,  &c,  $632.31.)  Mort  recorded  March  21 
1905.     By  Joseph  P  Day. 

Daly  av.  No  1974,  on  map  No  1976,  e  s,  175.1  n 
Tremont  av.  25x45.5x25x44.9,  2-sty  frame 
dwelling.  Same  agt  same;  action  No  2;  same 
att'ys;  same  ref.  (Amt  due,  $2,514.89;  taxes, 
&c,  $329.42.)  Mort  recorded  June  29,  1900. 
By  Joseph  P  Day. 

Daly  av.  No  1982,  e  s,  250.1  n  Tremont  av,  22.10 
x47.4x22x46.9,  2-sty  frame  dwelling.  Edmond 
T  Heck  agt  same;  same  att'ys;  same  ref.  (Amt 
due,  $2,634.48;  taxes,  &c,  $595.91.)  Mort 
recorded  May  14,  1901.     By  Joseph  P  Day. 

Sept.    20. 

28th  st.  No  433,  n  s,  425  w  9th  av,  25x68.9, 
5-sty  brk  tenement. 

lS4th  st,  n  s,  whole  front  between  Bassford' 
and  Bathgate  av,  183x55x184x55,  3-sty  frame 
dwelling   and   vacant. 

Catherine  Miner  agt  Joseph  Miner  et  al;  Simp- 
son, Werner  &  Cardoza,  att'ys,  52  Broadway; 
Algernon  S  Norton,  ref.  (Partition.)  By 
Joseph    P    Day. 

I51st  st.  No  521  on  map  Nos  527  and  529,  n  s, 
266.8  w  Amsterdam  av,  33.4x99.11,  5-sty  brk 
tenement.  Mary  J.  Lasala  agt  Sophia  Tuch- 
feld  et  al;  Merrill  &  Rogers,  att'ys,  31  Nassau 
st;  Arthur  Smith,  ref.  (Amt  due,  $58,013.86; 
taxes,  &c,  $508.43.)  By  Joseph  P  Day. 
Sept.    27. 

Broome  st,  No  225        |s  e  cor  Essex  st,  25x75,  3- 

Essex  st,  Nos  72  to  76|  sty  frame  and  brk  tene- 
ment  and   store. 

Catharine  st,  No  25|s  e  cor  Henry  st,  18x78x17.9 


x79.2,    4-sty    brk    tenement) 


Henry  st,  No  20 
and  store. 

02d  st.  No  147,  n  s,  296  e  Amsterdam  av.  17x 
100.8,  3-sty  and  basement  stone  front  dwell- 
ing. 

Mamie  Von  Felde  agt  Robert  W  Von  Felde  et 
al;  Michael  C  Gross,  att'y,  3  Chambers  st; 
Henry  W  Bookstaver,  ref.  (Partition.)  By 
Joseph   P   Day. 

Pleasant  av,  No  319(s    w    cor    117th    st,    75.7x94, 

117th  st,  No  452,  s  s]  vacant.  Benjamin  Nleberg 
et  al  agt  Louis  Reiner  et  al;  Krakower  & 
Peters,  att'ys,  309  Broadway;  Lawrence  E 
Sexton,   ref,      (Amt  due,  $28,382.55;   taxes,   &c, 

$ ;    sub    to   three   morts   of   $40,000.)      Mort 

recorded  Dec  28.  1905.     By  Joseph  P  Day. 

Sept.   28. 

Avenue  A,  No  1337,  w  s,  54.4  n  71st  st,  25x100. 
vacant.  Samuel  Williams  agt  David  Levy  et 
al;  Boardman,  Piatt  &  Soley,  att'ys,  35  Wall 
St;  Frederic  K  Porter,  ref.  (Amt  due, 
$1,757.23;  taxes.  &o,  $100;  sub  to  a  mort  of 
$7,500.)  Mort  recorded  Oct  31,  1905.  By 
Joseph  P  Day. 
Boston  rd  or  Morse  av,  w  s|393.4  s  w  166th  st, 
Franklin  av  |  runs  s  w  71.8  x  n  w 

316.6  to  Franklin  av,  x  n  e  108.10  x  s  e  200  x 
s  w41  X  s  e  67.8  to  beginning,  6-sty  brk  tene- 
ment and  vacant  on  Franklin  av.  Joseph  Kap- 
lan et  al  agt  Harry  Himberg  et  al;  Max  Mon- 
fried,  att'y,  147  Nassau  st;  Henry  C  Neuwirtb, 
ref.  (Amt  due,  $5,525.84;  taxes,  &c.  $546.24.) 
Mort  recorded  June  2,  1905.     By  Joseph  P  Day. 

Sept.    29. 

No  Legal  Sales  advertised  for  this  day. 

Oct.    1. 

221st  st,  s  s,  255  e  2d  av,  50x114,  Wakefield,  two 
3-sty  frame  dwellings.  Juliana  Sponheimer  agt 
Theodore  Sponheimer  et  al;  Stllwell  &  Decker, 
att'ys,  787  Tremont  av,  Bronx;  James  O  Far- 
rell,  ref.  (Amt  due,  $2,799.03;  taxes,  &c, 
$6-22.37;  sub  to  a  mort  of  $2,000.)  Mort  re- 
corded Sept  2.  1899.     By  Joseph  P  Day. 


©fficial  Xegal  motices. 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  Septem- 
ber 21,  1906,  to  October  4,  1906,  of  the  confirma- 
tion by  the  Board  of  Assessors  and  the  enter- 
ing in  the  Bureau  for  the  Collection  of  Assess- 
ments and  Arrears,  of  Assessments  for  LOCAL 
IMPROVEMENTS  IN  THE  BOROUGH  OP 
BROOKLYN. 

EIGHTEENTH  WARD,  SECTIONS  9  AND  10. 
MORGAN  AVENUE— OPENING,  from  Stagg 
Street  to  Meeker  Avenue.  Confirmed  June  ^, 
1906;    entered    September    19,    1906. 

HERMAN    A.    METZ, 

Comptroller. 

City   of   New    York— Comptroller's   Office,    Sep- 
tember   19,    1906.  (28948) 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  Septem- 
ber 19  to  October  1,  1906,  of  the  confirmation 
by  tne  Supreme  Court  and  the  entering  In  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  Assessments  for  OPENING  AND 
ACQUIRING  TITLE  to  the  following-named 
Street    in    the   BOROUGH   OP  THE   BRONX: 

24TH  WARD,  SECTION  11.  EAST  176TH 
STREET— OPENING,  from  Arthur  Avenue  to 
Southern  Boulevard.  Confirmed  April  30,  1906; 
entered    September  19,    1906. 

HERMAN    A.    METZ, 

Comptroller. 

City  of  New  York,  September  19,  1906.  (28946) 


proposals. 


Office  of  the  Department  of  Correction,  No. 
148  East  Twentieth  Street,  Borough  of  Manhat- 
tan,  The   City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above  office  until  11  o'clock  a.  m.,  on 

THURSDAY.   OCTOBER  4,    1906, 
Borough  of  Manhattan. 
No.  2.    For    furnishing    and    delivering    hard- 
ware,   paints,    iron,    steam    fittings,    lumber   and 
miscellaneous    articles. 
For   full    particulars   see   City   Record. 

FRANCIS  J.  LANTRY, 

Commissioner. 
Dated   September   19,   1906.  (289erv 
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proposals. 


proposals. 


public  "Wottces. 


Bellevue  and  Allied  Hospitals  Department  of 
New  York  City,  Twenty-sixth  Street  and  First 
Avenue,  Borough  of  Manhattan,  The  City  of 
New    York. 

SEALED    BIDS    OR   ESTIMATES    will    be   re- 
ceived by  the  President  of  the  Board  of  Trustees 
at  the  above  office  until  3  o'clock  P.   M.   on 
WEDNESDAY,     SEPTEMBER    26,     1900, 

For  all  the  labor  and  material  required  tor  ad- 
ditions and  alterations  to  the  refrigerating  plant 
and  boxes  in  the  City  Morgue,  for  Bellevue  and 
allied  hospitals,  at  the  foot  of  East  Twenty- 
sixth  Street  and  East  River,  in  the  Borough  of 
Manhattan,    City    of    New   York. 

For    full    particulars    see    City    Record. 
MYLES     TIERNEY, 
Acting   President   of   the   Board   of   Trustees, 

Bellevue  and  Allied  Hospitals. 

Dated    September    11,    1906.  (28874) 

Bellevue  and  Allied  Hospitals  Department  of 
New  York  City,  Twenty-sixth  Street  and  First 
Avenue,  Borough  of  Manhattan,  The  City  of 
New    York. 

SEALED    BIDS    OR    ESTIMATES   will    be    re- 
ceived by  the  President  of  the  Board  of  Trustees 
at  the  above  office  until  3  o'clock  P.   M.   on 
WEDNESDAY,     SEPTEMBER    26,     1906, 

For  additions  and  alterations  to  the  buildings 
and  present  fire  protection  devices  of  Bellevue 
Hospital. 

For    full    particulars    see    City    Record. 
MYLES     TIERNEY, 
Acting   President   of    the    Board   of   Trustees, 

Bellevue  and  Allied  Hospitals. 

Dated   September  11,    1906.  (2SS74) 

Bellevue  and  Allied  Hospitals  Department  ot 
New  York  City.  Twenty-sixth  Street  and  First 
Avenue.  Borough  of  Manhattan,  The  City  of 
New    York. 

SEALED    BIDS    OR    ESTIMATES   will    be    re- 
ceived by  the  President  ot  the  Board  of  Trustees 
at  the  above  office  until  3  o'clock  P.   M.   on 
WEDNESDAY,     SEPTEMBER    26,     1906, 
For  coal. 

For    full    particulars    see    City    Ra-ord. 
MYLES     TIERNBY, 
Acting   President    ot   the    Board   ot   Trustees, 

Bellevue  and  Allied  Hospitals. 
Dated    September    12,     1906. (28874) 

Office  ot  the  Department  ot  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  ot  Manhattan,  The  City  ot  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office  of 
the  Department  of  Parks  until  3  o'clock  P.  M. 
on 

THURSDAY,    SEPTEMBER    27,    1906, 
Borough  of  Brooklyn. 
No.  1.    For  furnishing  all  labor  and  materials 
necessary   tor  the  erection   and   completion   of   a 
shelter  house,  Prospect  Park,  Borough  ot  Brook- 
lyn. 

No.  2.    For   furnishing  all    the   labor   and  ma- 
terials necessary  to  construct  and  complete  gran- 
ite  steps  and   balustrades   on   Coney   Island   side 
ot  Pro.'pect   Park,    Borough   of   Brooklyn. 
For    full     particulars     see    City    Record. 
MOSES    HERRMAN, 

President: 
GEORGE   M.    WALGROVE, 
MICHAEL  J.    KENNEDY, 
(28850)  Commissioners  of  Parks. 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  IS.'se,  Nos.  13  to  21  Park  Row, 
Borough   ot  Manhattan.   The   City  ot  New   York. 

SEALED  BIDS  OR  ESTIMATES  tor  the  below 
named  work  and  materials  will  be  received  at 
the  office  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  Room  1536,  Nos.  13  to  21 
Park  Row,  Borough  of  Manhattan,  in  The  City 
of  New  York,   until  2  o'clock  P.   M.   on 

WEDNESDAY.     SEPTEMBER    26,     1906, 
Borough   ot  Queens. 

For  furnishing,  delivering  and  laying  water 
mains  in  Debevoise.  Ditmars.  Freeman,  Payntar, 
Riker,  Review.  Steixtway,  Vernon,  Washington, 
Webster  and  Wilbur  Avenues,  and  In  Crescent, 
Kouwenhoven,  Radde,  Titus,  Willow  and  Young 
Streets,  Long  Island  City;  and  in  Lawrence 
Street  and   Old  Mill   Road,   Flushing. 

For    full    particulars    see    City    Record. 
WILLIAM   B.    ELLISON, 

Commissioner. 

Dated    September    11,    1906.  (28857) 

Office  of  the  Department  of  Parks,  Arsenal 
Building.  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office  of 
the  Department  ot  Parks  until  3  o'clock  P.  M. 
on 

THURSDAY,    SEPTEMBER    27,    1906, 
Borough  of  Queens. 
For    furnishing    all    the    labor    and    materials 
necessary  to  construct  and   complete  a  pumping 
plant  in  Forest  Park,   Borough  ot  Queens. 
For    full    particulars    see    City    Record. 
MOSES   HERRMAN, 

President; 
GEORGE    M.    WALGROVE, 
MICHAEL  J.    KENNEDY, 
(288.81)  Commissioners   of   Parks. 

Office  ot  the  Department  of  Parks.  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office  of 
the  Department  of  Parks  until  3  o'clock  P.  M. 
on 

THURSDAY,    SEPTEMBER    27,    1906, 
Borough  of  Queens. 
For    furnishing    all    the    labor    and    materials 
necessary   to   install   and   complete   low   pressure 
hot    water    heating    apparatus    in    greenhouse    In 
Forest  Park.   Borough  ot  Queens. 
For    full    particulars    see    City    Record. 
MOSES   HERRMAN, 

President: 
GEORGE   M.    WALGROVE, 
MICHAEL  J.    KENNEDY, 
(28881)  Commissioners  of  Parks. 


DEPARTMENT  OF  DOCKS  AND  FERRIES. 

Sealed  bids  tor  Miscellaneous  Supplies  (1004) 
will  be  received  by  the  Commissioner  of  Docks 
at  Pier  "A,"  Battery  Place,  until  12  o'clock 
noon,  October  2d,  1906.  (For  particulars  see 
City     Record.) (2S930) 

DEPARTMENT  OF  DOCKS  AND  FERRIES. 

Sealed  bids  for  granite  pavement  at  Rector 
St.  Section,  North  River  (1026).  will  be  received 
by  the  Commissioner  ot  Docks,  at  Pier  "A," 
Battery  Place,  until  12  o'clock  noon,  September 
28,    1906.      (For  particulars  see  City  Record.) 

(28901) 


public  "Wottccs. 


NOTICE  TO  TAXPAYERS. 


Department  ot  Finance,  Bureau  for  the  Col- 
lection of  Taxes,  New  York.  September  3,  1906. 
.  TAXPAYERS  WHO  DESIRE  TO  OBTAIN 
their  bills  promptly  should  make  immediate 
written  requisition  (blanks  may  be  procured  in 
the  borough  offices),  stating  their  property  by 
section  or  ward,  block  and  lot  or  map  number, 
making  copy  of  same  from  their  bills  of  last 
year. 

It  a  taxpayer  Is  assessed  for  personal  tax,  the 
requisition  should  also  request  bill  tor  such  tax. 

Each  requisition  should  be  accompanied  by  an 
envelope  bearing  the  proper  address  ot  the  ap- 
plicant, and  with  return  postage  prepaid. 

In  .case  of  any  doubt  in  regard  to  ward,  sec- 
tion, block  or  lot  number,  taxpayers  should  take 
their  deeds  to  the  Department  of  Taxes  and 
Assessments  and  have  their  property  located  on 
the  maps  ot  that  Department  and  forward  to 
the  Deputy  Receiver  of  Taxes  with  the  requisi- 
tion a  certified  memorandum  of  their  property, 
which  will  be  furnished  by  the  Department  of 
Taxes  and  Assessments. 

Taxpayers  in  this  manner  will  receive  their 
bills  returned  by  mall  at  the  earliest  possible 
moment  and  avoid  any  delay  caused  by  waiting 
in  lines,  as  required  in  case  ot  personal  applica- 
tion. 

The  requisition  must  be  addressed  and  mailed 
to  the  Deputy  Receiver  ot  Taxes  in  whichever 
borough  the  property  is  located,  as  follows: 

John  J.  McDonough,  No.  57  Chambers  street. 
Borough   of   Manhattan,    New   York. 

John  B.  Underbill,  corner  Third  and  Tre- 
mont  avenues.  Borough  of  The  Bronx,  New 
York. 

James  B.  Bouck,  Municipal  Building,  Boroush 
of  Brooklyn,  New  York. 

George  H.  Creed,  corner  Jackson  avenue  and 
Fifth  street.  Long  Island  City,  Borough  of 
Queens,   New  York. 

John  De  Morgan,  Borough  Hall,  St.  George, 
Staten  Island.  Borough  of  Richmond,  New  York. 

After  receiving  the  bills,  the  taxpayer  will  see 
that  they  are  properly  rebated,  then  draw  check 
for  the  net  amount  to  the  order  of  the  Receiver 
of  Taxes  and  mail  bill  and  check,  with  an  ad- 
dressed envelope,  with  the  return  postage  pre- 
paid, to  the  Deputy  Receiver,  In  whichever  bor- 
ough  the  property   is   located. 

Checks  should  be  mailed  as  soon  as  possible 
after  the  bills  have  been  received  by  the  tax- 
payer. 

All  bills  paid  during  October  must  be  rebated 
before  payment. 

DAVID    K.    AUSTEN. 
(28608)  Receiver  of  Taxes. 


CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL  ESTATE. 
AT  THE  REQUEST  OF  THE  PRESIDENT  OP 
THE  BOROUGH  OF  THE  BRONX,  public 
notice  is  hereby  given  that  the  Commissioners 
ot  the  Sinking  Fund  of  the  City  ot  New  York, 
by  virtue  of  the  powers  vested  in  them  by  law, 
will  offer  for  sale  at  public  auction  the  build- 
ings, parts  of  buildings,  etc.,  standing  upon 
property  owned  by  the  City  of  New  York,  ac- 
quired for  street  opening  purposes,  said  prop- 
erty being  situated  within  the  lines  of  the  pro- 
ceeding for  the  opening  of  Anderson  Avenue 
from  West  164th  Street  to  West  167th  Street, 
in  the  Borough  of  the  Bronx,  and  being  the 
property  known  as  Parcel  No.  11  on  the  corner 
of  Anderson  Avenue  and  West  167th  Street, 
which  IS  more  particularly  described  on  a  map 
on  file  in  the  office  of  the  Collector  of  City 
Revenue.  Department  ot  Finance,  Room  114, 
280  Broadway,  Borough  ot  Manhattan.  The 
sale  will   take   place  on 

TUESDAY,    OCTOBER   9,    1906, 

at   11   A.    M..   on   the  premises  and   will    be   sold 

at  the  highest  marketable  price  on  the  following 

TERMS   AND    CONDITIONS. 

Cash  payment  in  bankable  funds  at  the  time 
and  place  ot  sale,  and  the  entire  removal  of  the 
buildings,  parts  of  buildings,  etc.,  standing 
within  the  lines  of  said  streets  from  the  streets 
by  the  purchaser  or  purchasers  immediately 
after  the  sale.  If  the  purchaser  or  purchasers 
fail  to  effect  a  removal  within  thirty  days  he  or 
they  shall  forfeit  his  or  their  purchase  money 
and  the  ownership  of  the  buildings,  parts  ot 
buildings,  etc.,  and  the  City  of  New  York  will 
cause  the  same  to  be  removed  without  notice  to 
the    purchaser. 

Purchasers  to  be  liable  for  any  and  all  dam- 
ages of  any  kind  whatsoever  by  reason  of  the 
occupation  or  removal  of  said  buildings,  parts 
of    buildings,    etc. 

The  bidder's  assent  and  agreement  to  the 
above  terms  and  conditions  are  understood  to 
be  implied  by  the  act  of  bidding. 

By  direction  of  the  Comptroller,  sales  ot  the 
above  described  property  will  be  made  under 
the  supervision  of  the  Collector  of  City  Revenue, 
at  the  time  stated  herein. 

Full  particulars  of  sale  can  be  obtained  at  the 
office    ot   the    Collector   ot   City   Revenue,    Room 
141,    280  Broadway,   Borough  of  Manhattan. 
H.   A.    METZ, 

Comptroller. 
City  of  New  York — Department  of  Finance, ) 
(28841)       Comptroller's   Office,    Sept.    11,    1906.  J 


CORPORATION  SALE  OP  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITV 
REAL    ESTATE. 

AT  THE  REQUEST  OF  THE  PRESIDENT  OF 
THE  BOROUGH  OP  MANHATTAN,  public 
notice  is  hereby  given  that  the  Commissioners 
of  the  Sinking  Fund  ot  the  City  of  New  York, 
by  virtue  of  the  powers  vested  in  them  by  law, 
will  offer  for  sale  at  public  auction  the  build- 
ings, parts  of  buildings,  etc.,  standing  upon 
property  owned  by  the  City  of  New  York,  ac- 
quired iu  street  opening  proceedings,  said  prop- 
erty being  within  the  lines  of  New  Avenue,  run- 
ning from  the  northerly  line  of  Washington 
Bridge  in  a  northerly  and  westerly  direction 
to  Amsterdam  Avenue,  opposite  188th  Street, 
4th  Ward,  Borough  of  Manhattan,  which  Is  more 
particularly  described  ou  a  map  on  file  in  the 
office  of  the  Collectoi-  of  City  Revenue,  De-' 
partment  of  Finance,  Room  141,  2S0  Broadway, 
Borough  of  Manhattan.  The  sale  will  take 
place    on 

THURSDAY,    OCTOBER    4,     1906, 

at   11   A.    M.,   on   the   premises  and   will   be  sold 

at  the  highest  marketable  price  on  the  following 

TERMS    AND    CONDITIONS. 

Cash  payment  in  bankable  funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of  the 
buildings,  parts  of  buildings,  etc.,  standing 
within  the  lines  of  said  streets  from  the  streets 
by  the  purchaser  or  purchasers  immediately 
after  the  sale.  If  the  purchaser  or  purchasers 
fail  to  effect  a  removal  within  thirty  days  he  or 
they  shall  forfeit  his  or  their  purchase  money 
and  the  ownership  ot  the  buildings,  parts  of 
buildings,  etc.,  and  the  City  of  New  York  will 
cause  the  same  to  be  removed  without  notice  to 
the    purchaser. 

Purchasers  to  be  liable  for  any  and  all  dam- 
ages of  any  kind  whatsoever  by  reason  of  the 
occupation  or  removal  of  said  buildings,  parts 
of    buildings,    etc. 

The  bidder's  assent  and  agreement  to  the 
above  terms  and  conditions  are  understood  to 
be  Implied  by  the  act  ot  bidding. 

Full  particulars  of  sale  can  be  obtained  at  the 
office  of  the  Collector  ot  City  Revenue,  Room 
141,  Stewart  Building,  No  280  Broadway,  Bor- 
ough of   Manhattan. 

H.    A.   METZ, 

Comptroller. 
City  of  New  York— Department  of  Finance, ) 
(28843)       Comptroller's    Office,    Sept    10,    1906.  J 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

AT  THE  REQUEST  OF  THE  PRESIDENT  OF 
THE  BOROUGH  OP  THE  BRONX,  public  notice 
is  hereby  given  that  the  Commissioners  ot  the 
Sinking  Fund  of  the  City  of  New  York,  by  vir- 
tue ot  the  powers  vested  in  them  by  law,  will 
offer  for  sale  at  public  auction  the  buildings, 
parts  of  buildings,  etc.,  standing  within  the  lines 
and  upon  property  owned  by  the  City  ot  New 
York,  acquired  for  street  purposes,  in  the 
BOROUGH  OF  THE  BRONX. 

Being  the  property  acquired  for  the  acquisition 
of  title  to  Bronx  Street  from  East  177th  Street 
to  East  180th  Street,  in  the  24th  Ward  of  the 
Borough  of  the  Bronx,  City  of  New  York,  which 
is  more  particularly  described  on  a  map  on  file 
in  the  office  ot  the  Collector  of  City  Revenue, 
Department  of  Finance,  Room  141,  280  Broad- 
way, Borough  of  Manhattan.  The  sale  will  take 
place    on 

TUESDAY,  OCTOBER  2,  1906, 

at  11   A.    M.,   on  the  premises,   and  will  be  sold 

for  the  highest  marketable  price  on  the  following 

TERMS   AND    CONDITIO.NS. 

Cash  payment  in  bankable  funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of  the 
buildings,  parts  of  buildings,  etc.,  standing 
within  the  lines  of  said  streets  from  the  streets 
by  the  purchaser  or  purchasers  immediately  after 
the  sale.  If  the  purchaser  or  purchasers  tail  to 
effect  a  removal  within  thirty  days,  he  or  they 
shall  forfeit  his  or  their  purchase  money  and  the 
ownership  of  the  buildings,  parts  of  buildings, 
etc.,  and  the  City  of  New  York  will  cause  the 
same  to  be  removed  without  notice  to  the  pur- 
chaser. 

Purchasers  to  be  liable  for  any  and  all  dam- 
ages of  any  kind  whatsoever  by  reason  of  the 
occupation  or  removal  of  said  buildings,  parts 
of    buildings,    etc. 

The  bidders  assent  and  agreement  to  the  abov* 
terms  and  conditions  are  understood  to  be  im- 
plied  by  the  act  of  bidding. 

By  direction  ot  the  Comptroller,  sales  ot  the 
above  described  property  will  be  made  under  the 
supervision  of  the  (Collector  of  City  Revenue,  at 
the    time    stated    therein. 

Full  particulars  ot  sale  can  be  obtained  at  the 
office  ot  the  Collector  of  City  Revenue,  Room 
141,  Stewart  Building,  280  Broadway,  Borough 
of   Manhattan. 

H.    A.    METZ, 

Comptroller. 
City  of  New  York — Department  of  Finance,  1 
(28834)       Comptroller's  Office,   Sept.   7,   1906.     J 

MUNICIPAL     CIVIL     SERVICE     COMMISSION, 
299  Broadway, 
New   York.   September  18.   1906. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  that 
open  competitive  examinations  will  be  held  for 
the  following  positions: 

STEWARD  (MEN  ONLY),  Thursday,  October 
4,  1!X>6,  at  10  A.  M.  The  receipt  ot  applications 
will   close   September  27.   at  4   P.    M. 

DEPUTY  SUPERINTENDENT-HOSPITALS 
(LAY)— (MEN  ONLY),  Wednesday,  October  3, 
1906,  at  10  A.  M.  The  receipt  of  applications 
will  close   September  26,    at  4   P.    M. 

INSPECTOR  OF  SEWER  CONSTRUCTION, 
Thursday.  October  11,  1906,  at  10  A.  M.  The 
receipt  of  applications  will  close  September  27, 
at  4   P.    M. 

For  scope  of  examinations  and  further  Infor- 
mation apply  to  the  Secretary. 

FRANK  A.    SPENCER, 
(28922)  Secretary. 


September  22,  1906 
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lPuf3Uc  IRorices. 


Department  of   Public   Charities,   Foot  of  East 
Twenty-sixth  Street,   New   York. 


TO  CONTRACTORS. 
PROPOSALS  FOR  BIDS  OR  ESTIMATES. 


SEALED    BIDS    OR    ESTIMATES    will    be   re- 
ceived by  the  Department  of  Public  Charities  at 
the  above  office  until  12  o'clock  m.  on 
TUESDAY,     OCTOBER     2,     1906. 

For  providing  all  labor  and  materials  re- 
quired for  the  excavation,  masonry,  steel  and 
iron,  roofing  and  metal  work,  carpentry,  glaz- 
ing, painting,  hardware,  elevator  work,  electric 
work,  and  all  other  work  (except  plumbing, 
heating,  elevator  machinery  and  cars,  electric 
wiring  and  fitting  up  of  the  diet  kitchens  and 
utility  rooms),  as  set  forth  in  the  drawings  and 
specifications  for  the  construction  and  comple- 
tion of  eight  ward  buildings  of  the  Sea  View 
Hospital,  situated  on  certain  property  owned 
by  the  City  of  New  York,  on  the  south  side  of 
the  Manor  Road,  Township  of  Castleton,  Borough 
of  Richmond,  The  City  of  New   York. 

For   full    particulars   see   City   Record. 
ROBERT    W.    HEBBERD, 

Commissioner. 

Dated    September    21,    IWO.  (28956) 

BOARD     OF    ASSESSORS. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  to  the 
owner  or  owners  of  all  houses  and  lots,  im- 
proved or  unimproved  lands  affected  thereby, 
that  the  following  proposed  assessments  have 
been  completed  and  are  lodged  in  the  office  of 
the  Board  of  Assessors  for  examination  by  all 
persons    interested,    viz.: 

BOROUGH  OF  MANHATTAN. 
8713  1.  Regulating,  grading,  curbing,  flagging 
and  laying  crosswalks  in  West  167th 
Street  from  Edgecombe  Ave.  to  Amster- 
dam Ave.  Together  with  a  list  of 
awards  for  damages  caused  by  a  change 
of  grade. 


HERBERT  A.  SHERMAN 

REAL  ESTATE 
AUCTIONEER,     BROKER 

APPRAISER,  AGENT 

GROUND    FLOOR    A8T0R    BUILDING  • 
9  Pine  and  10  Wall  St., 
Uptown  Office.  530  and  532   FIFTH   AVENUE 

Oorner  44th  St.,  under  5th  Ave.  Bank 
Tel.  Connections.     Private  Wire  Between  Offices 


public  "tt^otices. 


S900  2.  Repairing  sidewalks  on  both  sides  of 
Broadway,   from   119th  to   143d  Street. 

S903.  3.  Sewer  in  West  150th  Street,  bet.  Mc- 
Combs    Dam    Road   and   7th    Ave. 

8904  4.  Extension  of  sewer  in  74th  Street,  bet. 
Columbus  Ave.   and  Central  Park  West. 

8956  5.  Paving    with    asphalt    Park    Ave.,    from 

20   feet   north   of    132d    Street    to    135th 
Street. 

8957  G.  Sewer    in    West    171st    Street,    from   Ft. 

Washington    Ave.    to    Broadway. 

8960  7.  Paving  East  83d  Street,  from  East  End 

Ave.    to    the    East    River,    with   asphalt, 
curbing  and   recurbing. 

8961  8.  Repairing    sidewalk    opposite    514    and 

516   West   147th   Street. 

8962  9.  Repairing    sidewalk    at    the    northwest 

corner  of  160th   Street  and  Jumel  Ter- 
race. 

8963  10.  Repairing    sidewalks    at    the    southwest 

corner   of   St.    Nicholas   Ave.   and   145th 

Street. 
8982  11.  Receiving  basin  at  the  northeast  corner 

of  38th  Street  and  First  Ave. 
All    persons    whose    interests    are    affected    by 
the  above-named  proposed  assessments,  and  who 
are  opposed  to  the  same,  or  either  of  Ihem,  are 


ffiubUc  motlccB. 


requested  to  present  their  objections,  in  writing, 
to  lue  Secretary  o£  the  Board  o£  Assessors,  No. 
320  Broadway,  New  York,  on  or  before  Oct.  23, 
VMG,  at  11  a,  m.,  at  which  time  and  place  the 
said  objections  will  be  heard  and  testimony  re- 
ceived   in    reference  thereto. 

ANTONIO  ZUCCA, 
PAUL  WEIMANN, 
JAMES    H.    KENNEDY. 

Board  of  Assessors, 
WILLIAM    H.    JASPER,    Secretary. 

No.    320    Broadway. 


(28924) 


City  of  New  York,   Borough  of  Manhattan, ) 
Sept.   20,   1906.     } 


CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL  ESTATE. 

Public  notice  la  hereby  fiven  that  th»  Oom- 
misaloners  of  the  Sinking  Fund,  by  virtus  of 
the  powers  vested  In  them  by  law,  will  ott«r  for 
sale  at  public  auction  the  buildings,  partrf  of 
buildings,  etc.,  standing  upon  property  owned 
by  The  City  of  New  York,  acquired  in  street 
opening  proceedings,  said  buildiugs  being  situ- 
ated on  Bartow  Street,  and  are  erected  on  a 
strip  of  land  sixty  feet  in  width  and  extending 
northerly  300  feet  from  Grand  Avenue  In  the 
First  Ward,  Borough  of  Queens,  City  of  New 
York. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above  described  premises  will  be  made  un- 
der the  supervision  of  the  Collector  of  City 
Revenue,  Department  of  Finance.  The  sale  will 
take  place  on 

FRIDAY,   OCTOBER  5,   1906, 
at  11  A.   M.,  on  the  premises,  and  will  be  sold 
at   the   highest  marketable  price   at  public  auc- 
tion. 

For  further  particulars  see  City  Record 
fSRWi  H.  A.  METZ. 

(288,19)  Comptroller. 

City  of  New  York,  Department  of  Finance  ) 
Comptroller's    Office,    September   10    1900      ) 


CONVEYANCES 


Whenever  the  letters  Q.  C,  C.  a  G.  and  B.  &  S.  occur,  preceded  by 
the  name  of  the  grantee,  they  mean  as  follows; 

1st. — Q.  C.  is  an  abbreviation  tor  Quit  Claim  deed,  1.  e.,  a  deed 
wherein  all  the  right,  title  and  Interest  of  the  grantor  is  conveyed, 
omitting  all  covenants  and  warranty. 

2d. — C.  a.  G.  means  a  deed  containing  Covenant  against  Grantor 
only,  in  which  he  covenants  that  he  hath  not  done  any  act  virhereby 
the  estate  conveyed  may  be  Impeached,  charged  or  encumbered. 

3d. — B.  &  S.  is  an  abbreviation  tor  Bargain  and  Sale  deed,  wherein, 
although  the  seller  makes  no  expressed  consideration,  and  thus  Im- 
pliedly claims  to  be  the  owner  of  It.  The  street  or  avenue  numbers 
given  in  these  lists  are,  in  all  cases,  taken  from  the  insurance 
maps  when  they  are  not  mentioned  in  the  deeds.  The  numbers,  it 
will  occasionally  be  found,  do  not  correspond  with  the  existing  ones, 
owing  to  there  having  been  no  official  designation  made  of  them  by 
the  Department  of  Public  Works. 

4th. — The  first  date  is  the  date  the  deed  was  drawn.  The  second 
date  is  the  date  of  filing  same.  When  both  dates  are  the  same,  only 
one   is  given. 

5th. — The  figures  in  esch  conveyance,  thus,  2:482 — 10,  denote  that 
the  property  mentioned   is  in  Section  2,  Block  482,  Lot  10. 

(3th. — It  should  also  be  noted  in  section  and  block  numbers  that 
the   instrument   ts   filed   is   strictly  followed. 

7th.— A  $20,000— !f3O,0OO  Indicates  the  assessed  value  of  the 
property,  the  first  figures  being  tor  the  lot  only,  and  the  second 
figures  representing  both  lot  and  building.  Letter  P  before  second 
figure  indicates  that  the  property  is  assessed  as  in  course  of 
construction. 

September   14,   1.5,   17,   18,   19   and  20. 
BOROUGH   OF  MANHATTAIT. 

Attorney  st.  No  152,  e  s,  100  n  Stanton  st,  25x100,  5-sty  brk  ten- 
ement and  store  and  3-sty  brk  building  in  rear.  Mltchel  Lipp- 
man  to  Vigdor  Bogolowtiz  and  Jacob  Zucker.  Mort  $25,0(X>. 
Sept   14.     Sept   15,   1900.     2:345—2.     A  $18,000— $23,000.  100 

Bayard  st,  Nos  IG  and  18|  n    e    cor    Chrystie    st,   31. 10x49.11x31. lOx 

Ghrystie  st.   No   14  |    49.9,    6-sty    brk    tenement    and    store. 

Sarah  Kaplan  and  ano  to  Adolph  Lipshutz.  1-3  part.  Mort 
$40,00(1.  Sept  7.  Sept  14,  1900.  1:291—39.  A  $25,000— 
$40,(XX).  other   consid   and    100 

Benson  st.  No  4,  s  e  s,  124  n  Leonard  st,  26x61.8,  3-sty  brk  loft 
and  store  building.  Mary  F  Moore  to  James  Buchanan.  B  & 
S.      Sept    14,    1906.      1:171—34.      A   $10.000— $12,000.  15,000 

Same  property.  Thos  D  Buchanan  et  al  HEIRS,  &c,  James  D 
Buchanan  to  same,  also  HEIR  James  D  Buchanan.  B  &  S.  Sept 
14,    1906.      1:171.  nom 

Same  property.  James  and  Thos  D  Buchanan^  EXRS  James  D 
Buchanan  to   Mary  F  Moore,   Brooklyn.     Sept   14,   1906.     1:171. 

15,000 

Broome  st.  No  254,  n  s,  30  e  Orchard  st,  29.6x90.6,  6-sty  brk  ten- 
ement and  store.  Frank  Manchel  to  Isidor  Wexler  and  Herman 
Posner.  Mort  $45,000.  Sept  10.  Sept  15,  1906.  2:409—33. 
A   $26,000— $50,000.  other   consid   and    100 

Broome  st.  No  254,  n  s,  30  e  Orchard  st,  29.(5x90.6,  6-sty  brk  tene- 
ment and  store.  Isidor  Wexler  et  al  to  Louis  Bachrach.  Mort 
$54,(X)0.  Sept  17.  Sept  18,  1906.  2:409—33.  A  $26,000— $50,- 
000.  other   consid   and   lOO 

Cannon  st,  Nos  04  and  96,  e  s,  109.4  s  Stanton  st,  34.1x100,  6-sty 
brk  tenement  and  store.  Nattali  Messer  et  al  to  Jacob  Schnur. 
Mort    $55,700.      Sept    17.      Sept    IS,    1900.      2:329. 

other  consid  and   100 

Cherry  st.  No  92,  n  s,  abt  125  e  James  st,  runs  e  16.1  x  n  39.2 
w  0.9  X  n  33.9  x  w  3.8  x  n  15.4  x  w  2.1  x  n  11.3  x  w  10.9  x  s 
60.3  X  e  0.5  X  s  39.2  to  st,  at  beginning,  part  5-sty  brk  build- 
ing. Clarence  A  Smith  to  The  Salvation  Army.  Q  C.  Sept 
19.     Sept  20,  1900.     1:252.  50O 

Cherry  st.  No  360,  n  s,  103.3  e  Montgomery  st,  runs  n  21  x  n 
again  —  x  again  n  —  x  again  n  15.1  x  e  23.6  x  s  —  x  —  19.3  x  — 
53.11  to  st,  X  w  22.9  to  beginning.  6-sty  brk  stable.  Bernard 
D  Thorn  to  Julia  Powel.  Mort  $20,000.  Sept  15,  1906.  1:259— 
30.     A  $6,000— $18,000.  other  consid  and  100 


Christopher  st.  No  111,  n  s,  269.7  e  Hudson  st,  25.5x91.4x28x91.2, 
o-sty  brk  tenement  and  store.  Nicholas  Taranto  to  Martin 
^^^Vi'k  Mort  $25,500,  Sept  15.  Sept  17,  1906.  2:619-^1.  A 
$14,500— $20,000.  nom 

Same  property.  Henry  Powell  et  al  to  Nicholas  Taranto.  Mort 
$18,000.     Sept  11.     Sept  17,  1900.     2:619.  other  consid  and  100 

Christopher  st.  No  111,  n  s,  269.7  e  Hudson  st,  25.5.\91.4.x28x 
91.2,  5-sty  brk  tenement  and  store.  Martin  Garone  to  John  Mc- 
Sweeny.  %  right,  title  and  interest.  Mort  $25,500.  Sept  18. 
1906.      2:619—41.      A   $14..5O0-$2O,O0a  other   consid   and    100 

Columbia  st.  No  59,  w  s,  175  n  Delancey  st,  25x100,  5-sty  brk 
tenement  and  store.  Jonas  Well  et  al  to  Wilhelm  Steyer 
Mort  $26,500.  Sept  14.  Sept  17,  1906.  2:333—25.  A  $12,000— 
$20,000.  other  consid  and  100 

Division  st.  No  243,  s  s,  46  w  Montgomery  st,  23x48.6x23.x48.7, 
6-sty  brk  loft  and  store  building.  Emanuel  S  Gates  to  Louis 
Kovner.  Mort  $23,000.  Sept  15.  Sept  18,  1906.  1:286—63.  A 
$10,000— $20,000.  other  consid  and   100 

Division  st.  No  243,  s  s,  46  w  Montgomery  st,  23x48.6x23x48.7, 
6-sty  brk  loft  and  store  building.  Louis  Kovner  to  Emanuel 
S  Gates.  Mort  $17,500.  June  15.  Sept  IS,  1906.  1:286—63. 
A  $10,000— $20,(XI0.  other  consid  and  100 

Downing  st,  Nos  45  and  47,  n  s,  92.7  w  Bedford  st,  29.7x90,  two 
4-sty  brk  tenements.  Wm  S  Hull  et  al  HEIRS,  &c,  Samuel  G 
Hull  to  The  Abingdon  Reconstruction  Co.  All  liens.  July  5 
Sept   19,   1906.     2:528-80  and  81.     A  $10,000-$ia000.  nom 

East  Broadway,  No  221  |s  e  cor  Clinton  st,  24.1x90,  4  and  5-sty 

Clinton  st,  Nos  200  and  202  I     brk    tenement    and    store.  Louise 

Kaufold  to  Sigmund  Kantrowitz,  Jacob  Oppenheim  and  Alex- 
ander Aronofsky.  Mort  $27,000.  Sept  18,  1906.  1:286—40.  A 
$30,000— $38,0(X).  other  consid   and   100 

East  Broadway,  No  3011  s    e     cor    Scammel    st,     24x78.11x24x79.4, 

Scammel  st,  No  2  |     3-sty    brk    tenement    and    store.      Morris 

Fisher  to  Home  of  the  Daughters  of  Jacob,  a  corporation.  Mt 
$34,000.  Sept  13.  Sept  14,  1906.  1:288—58.  A  $21000— 
$24,000.  36,575 

Forsyth  st,  No  21,  w  s,  abt  102  s  Canal  st,  25x125,  5-sty  brk 
tenement  and  store  and  5-sty  brk  tenement  in  rear.  Robert 
Denigris  to  Timothy  Murray,  of  Yonkers.  y^  part.  Mort  $30,- 
000.     Sept  14.     Sept  15,  1906.     1:291—22.     A  $20,000— $35,000. 

other  consid  and  100 

Goerck  st.  No  08,  e  s,  225  n  Delancey  st,  25.x99.4,  5-sty  brk  tene- 
ment and  store.  Ellas  Goodman  et  al  to  Hyman  Ringel.  Mort 
$18,000.     Aug  25.  Sept  17,  1906.    2:323-7.     A  $10.000— $18,000 

other  consid  and  100 

Goerck  st,  Nos  71  and  73,  w  s,  100  s  Rivington  st,  50x100,  3  and 
4-sty  brk  tenements  and  stores  and  3-sty  frame  tenement  in 
rear.  Julius  Lehrer  to  Sara  Cuperman.  All  liens.  Aug  1  1906 
Sept  10,  1906.     2:328-58.     A  $20,000— $26,000.  nom 

Gold  st,  Nos  62  and  64,  e  s,  64.1  s  Beekman  st,  runs  e  48  x  s 
26.6  X  e  20.4  x  s  10.4  x  w  63.6  to  st,  x  n  38.4  to  beginning,  two 
4-sty  brk  loft  and  store  buildings.  Harriet  T  Provost  to  Chas 
A  McMann.  Mort  $29,000.  June  12.  Sept  20,  1906.  1:94—17, 
IS.     A  $23,700— $29,500.  nom 

Grand  st.   No  133  |  s   e  cor  Crosby  st,  25.x80,  4-sty  brk  lott 

Crosby  st,  Nos  19and21|  and  store  building.  Peter  J  McCoy  to 
The  Elhelia  Realty  Co.  All  liens.  Sept  18.  Sept  19,  1906. 
1:233-8.      A    $4O.00O-$4G,00O.  other   consid   and    100 

Grand  st.  Nos  125  and  127,  s  s.  abt  52  w  Crosby  st.  50x80,  two 
4-sty  brk  loft  and  store  buildings.  Peter  J  McCoy  to  The 
Ethelia  Realty  Co.  All  liens.  Sept  18.  Sept  19,  1900.  1:232 
—13  and  14.     A  $72,300— $90,000.  other  consid  and  100 

Houston  st.  No  176.  n  s.  61.10  w  Hancock  st,  26x100,  6-sty  brk 
tenement  and  store.  Marian  E  Boskey  widow  to  Fannie  Bos- 
key.     Mort  $ .     Sept  10.     Sept  14,  1906.     2:527—50.     A  $18,- 

000— $36,000.  nom 

Same  property.  Fannie  Boskey  to  Barney  Boskey.  Mort  $27,(KX). 
Aug   31.      Sept   14,   1906.      2:527.  other   consid   and   100 

James  slip,  Nos  3  and  5,  on  map  No  3,  w  s,  24  s  Cherry  st,  31.10 
x36.2,  4-sty  brk  tenement  and  store.  Sarah  A  B  Civill  to  Acton 
T  Civill,  of  Coeymans,  N  Y.  1-3  right,  title  and  interest.  B  & 
S.     Sept  8.     Sept  17,  1906.     1:110—56.     A  $6.400— $10,000.       nom 

King  st.  No  20.  s  s,  234  w  Macdougal  st,  20x100,  3-sty  brk  dwell- 
ing. CONTRACT.  Sarah  E  Shear  with  Nicola  di  Francesco 
Miles.  Mort  $6,000.  Sept  11.  Sept  14,  1906.  2:519—29.  A 
$10,000— $11,000.  12,800 
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Laight  St,  No  3,  s  s,  abt  20  w  Canal  st,  — x— ,  3-sty  brk  tene- 
ment and  store.  Anna  J  McCartee  widow  et  al  HEIRS,  &c,  Pe- 
ter McCartee  to  Julia  J  McCartee,  of  Albany,  N  Y.  AH  title. 
B  &  S  Nov  11,  1903.  Sept  19.  1906.  (Re-recorded  from  Dec 
21,    1003.)      1:212— 2T.      A   $10,100— $12,500.  nom 

Lewis  St,  Nos  88  and  90,  e  s,  100  s  Stanton  st,  4.5x100.  two  6- 
sty  brk  tenements  and  stores.  Anna  C  Storner  to  Morris  Nu- 
delman.  Mort  $48,000.  Sept  1.  Sept  19,  1900.  2:329-^5. 
A  $22,000— $-55,aX).  other  consid  and  100 

Lewis  st.  No  12,  e  s,  150  n  Grand  st,  25x100.  5-sty  brk  tenement 
and  store.  Nathan  Raynes  et  al  to  Elias  Diamand  and  Herman 
Goldstein.  Mort  $27,750.  Sept  14.  Sept  IS,  1900.  2:320—30. 
A  $13,000-$20.000.  100 

Monroe  st,  Nos  246  and  248,  s  s,  316  w  Jackson  st,  39x97.6,  5- 
sty  brk  tenement  and  store.  Josef  Gertner  to  Abraham  Lipp- 
man  and  Julius  Eichman.  Mort  $48,000.  Sept  15.  Sept  19. 
1906.      1:261— .50.      A   $19.500— $45,000.  other  consid   and   100 

Montgomery  st,  No  63,  e  s,  abt  90  n  Cherry  st,  22x00,  3-sty  frame 
brk  front  tenement  and  store.  Aaron  Cooper  et  al  to  Congre- 
gation Chevra  Mogan  Davis  Ansche  AUschan,  a  corporation. 
June  0.     Sept  19,  1900.     1:259—55.     A  $7,000— $8,a)0. 

other  consid  and  100 
Morton  st,  No  20,  s  s,  abt  150  e  Bedford  st,  25x90,  5-sty  brk  tene- 
ment.    Henry  Schultz  to  Louis  Vogel.      Mort  $28,000.     Sept  14. 
Sept   17,   1906.     2:586—53.     A  $13,(X)0— $24,000. 

other  consid  and  100 
Mulberry   st.   No   230,    e   s,    177.5   n   Spring   st,    25x99.1x2.5x98.8, 
5-sty  brk  tenement  and  store.     Angelo  Gallo  to  Orazio  La  Cag- 
nina.      Mort  $22,000.      Sept   17,   1906.     2:494—4.     A  $15,000— 
$30  000  other  consid  and  100 

Pearl'  st.  No  388,  e  s,  36  s  Oak  st,  24.9x71x26.x69,  5-sty  brk  loft 
and  store  building.  PARTITION.  Fredk  B  Van  Vleck  ref  to  Ed- 
win S  Popper.  July  19.  Sept  14,  1906.  1:112—17.  A  $9,700 
—$18,000.  20,500 

Prospect  pi.  No  45|  n    e    cor    42d    st,    17.1x58,    4-sty    stone    front 
42d  st.  No  349      I     dwelling.     Morris  Weinstein  to  Margt  T  John- 
ston.     Mort    $10,100.      Sept    19,    1906.      5:1335—22.      $4,500- 
$8,000.  other  consid  and  100 

Roosevelt  st.  No  98,  e  s,  58.3  n  Cherry  st,  runs  e  20.6  x  s  3.5 
x  e  20.6  X  n  24  X  w  41.7  to  st,  x  s  21.9  to  beginning.  3-sty  brk 
tenement  and  store.  Wm  E  Stiehler  to  Henry  C  Stiehler,  of 
Brooklyn.  Correction  deed.  Mort  .$4,500.  Sept  14.  ■  Sept  17, 
190(i.      1:111-16.     A  $4,500— $4,800.  nom 

Roosevelt  st,  No  98,  e  s.  58.3  n  Cherry  st.  runs  n  21.7  x  e  41.5  x 
s  24  X  w  20.3  X  n  3.1  X  w  20.2  to  beginning,  3-sty  brk  tene- 
ment and  store.  Henry  C  Stiehler  to  Jennie  Benning.  Mort 
$4,500.  Sept  1.  Sept  17,  1906.  1:111—16.  A  $4,50O-$4,80O.  nom 
Stanton  st.  No  17,  s  s,  66.8  w  Chrystle  st,  33.4x50,  two  3-sty  brk 
tenements  and  stores.  Jacob  Lunitz  et  al  to  Philip  Wedeen. 
Mort   $10,500.     Sept   14,   1906.     2:426—24.     A  $9.000— $11,000. 

other  consid  and  100 
Sylvan  pi.  Nos  3  to  5,  w  s.  46  n  120th  st,  runs  w  95.1  x  n  54.11  x  w 
0.11  X  n  25.11  x  e  96  to  pi,  x  s  80.10  to  beginning,  3-sty  brk 
dwelling  and  two  3-sty  frame  dwellings.  Samuel  Grodginsky  to 
Max  S  A  Wilson.  Mort  $36,9.50.  July  30.  Sept  14,  1906. 
6:1769—25.   26.    47.      A   $19,5CM>— $27,500.  nom 

Thompson  st.  No  57,  w  s,  100  n  Broome  st,  37.6x100. 
Thompson   st.   No  63,    on   map   No   61,    w   s,   177.6   n   Broome   st, 
37.4x100. 

two  6-sty  brk  tenements  and  stores. 

Elias  A  Cohen  to  Simon  Cohen  and  Isaac  Kraft.  Mort  $121,000. 
Sept  13.     Sept  14,  1906.     2:489-35.     A  $70,00O-$120,0OO. 

other   consid   and   100 
Same  property.     Simon  Cohen  et  al   to  Louis  Golde.     Mort  $121,- 

000.      Sept   14,   1900.     2:489.  other  consid  and   100 

Wall  st,  No  38.  Agreement  as  to  conditions  and  covenants  in 
deed.  Geo  B  Post,  Jr,  and  Arthur  TurnbuU  with  Nathaniel  L 
McCready.     May  19.     Sept  18,  1906.     1:43.  nom 

1st  st.  No  45,  s  6,  244.11  e  2d  av,  20.7x72.1x20.4x74.6,  5-sty  brk 
tenement  and  store.  Harris  Brown  to  Jacob  Spielberg,  Max 
Schenkman  and  Davis  Skrilow.  Mort  $16,000.  Sept  7.  Sept 
14,  lOOt).  2:442—18.  A  $12.000— $16,000.  other  consid  and  100 
2d  st,  Nos  67  and  69,  s  s.  291.8  w  1st  av,  runs  s  61.9  x  s  e  41.8  x 
B  44.7  X  w  75.8  x  n  w  56.2  x  s  e  10.2  x  n  57.9  to  st,  x  e  33.4  to 
beginning,  7-sty  brk  tenement  and  store.  Nathan  Cantor  et  al 
to  Meyer  Weiss.  Morts  $103,938.45.  Sept  13,  1906.  2:443— 
20.     A  $.30.000— $75,000.  other  consid  and  100 

2d  St.  No  249,  s  w  s,  abt  125  w  Av  C,  25x66.6x25.1x68.4  n  w  s, 
5-sty  brk  tenement  and  store.  Herman  Weiss  to  Ethel  Steindl. 
Mort  $23,500.  Sept  13.  Sept  17,  1906.  2:384^29.  A  $10,500 
— $19,000.  other  consid  and  100 

3d  st.  No  2.57,  n  s,  42  w  Av  C,  48x90.2,  6-sty  brk  tenement  and 
store.  Meyer  Frank  to  Solomon  Tanenbam.  Mort  $52,500. 
Sept  14.     Sept  15,  1906.     2:386—44.     A  $25,000— P  $50,000. 

other  consid  and  100 
3d  st.  No  70,  s  s,  300  e  2d  av,  25x101,  6-sty  brk  tenement  and 
store.      Nathan   Levy   to   Anna  C   Storner.      Mort   $33,500.      Sept 
18.     Sept  19,  1906.     2:444-24.     A  $16,00O-$36,00O. 

other  consid  and  100 
3d  st,  No  125,  n  e  s,  111.9  w  Macdougal  st.  runs  n  e  100  x  n  w 
23  X  s  w  100  to  3d  st,  x  s  e  23  to  beginning.  2-sty 
brk  tenement  and  store.  John  J  Aaron  to  Elias  A  Cohen.  Mt 
$10,000.  Jan  26.  Sept  20,  1906.  2:543—63.  A  $12,000-$13.- 
000.  other  consid  and  100 

3d  st,  No  125,  n  e  s,  111.9  n  w  McDougal  st,  23x100,  2-sty  brk 
tenement  and  store.  Elias  A  Cohen  to  Joseph  A  Gray,  of  Bay- 
onne,  N  J.  Mort  $7,500.  Sept  17.  Sept  20.  1906.  2:543—63. 
A  $12,000— $13,0(X).  other  consid  and  100 

Same  property.     Joseph  A  Gray  to  James  A  Ryan.     Mort  $10,000. 

Sept  18.     Sept  20.  1906.     2:543.  olher  consid  and   100 

4th  st.  No  163,  n  s,  225.6  w  Av  A,  24.6x96.2.  4-sty  brk  tenement 
and  store.  Hyman  Levine  et  al  to  Fannie  Koss.  Sept  14,  1906, 
2:432—43.     A  $14,000— $19,000.  100 

7th  st.  No  83,  n  s,  75  w  1st  av,  25x97.6,  4-sty  brk  tenement. 
Regina  Borgenicht  to  Lena  Jacobowitz.  Mort  $18,000.  July  5. 
Sept  15,  1906.     2:449—40.     A  $15,000— $19,000. 

other  consid  and  100 
9th  st.  No  612,  s  s.  193  e  Av  B.  20x93.11,  4-sty  brk  tenement  and 
store    and   2-sty    brk    tenement    in    rear.      Emil    Elias    to    Adolf 
Moskovitz    and    Moses    Gross.        Mort    $12,0(X».      Sept    18,    1006. 
2:391—13.      A   $11.000— $13,000.  other   consid    and   100 

11th  st.  No  338.  s  s.  abt  122  w  1st  av,  25x94.10,  5-sty  brk  tene- 
ment and  store  and  4-sty  brk  tenement  in  rear.  Antonio  Mag- 
gio  to  Antonio  Franzone.  Mort  $33,000.  Sept  13.  Sept  14, 
1906.     2:452—26.     A  $13,000— $19,000.  other  consid  and  100 

12th  st.  No  407,  n  s,  100  s  e  1st  av,  runs  n  e  47.11  x  n  54.10  x  e 
25  X  s  58.8  x  e  1.5  X  s  w  59  to  st,  X  n  w  24.4  to  beginning,  4-sty 
brk  tenement  and  store  and  4-sty  brk  tenement  in  rear.  Chas  J 
Wirth  to  John  MuUer.  Mort  $19,500.  Sept  10.  Sept  14,  1906. 
2:440-56.    A  $12,000-$17,000.  nom 


ement  and  store. 
$29,500.  July  23. 
000. 


13th  st,  Nos  235  to  239.  n  s.  202.6  w  2d  av,  60x103.3,  two  6-sty 
brk  tenements.  CONTRACT.  Esther  Minsky  with  Catharine  A 
F  Casanova.  Mort  $SO.(X)0.  Sept  13.  Sept  14,  1906.  2:469. 
44,  46.     A  $40,000— $90,000.  130,000 

13th  st,  Nos  346  and  348,  s  s,  128  w  1st  av.  42x103.3,  6-sty  brk 
tenement  and  store.  Louis  Kovner  to  Michael  Goldman.  Mort 
$IJ3,(XI0.  Sept  1.  Sept  19,  1906.  2:454—32.  A  $22,000— $55,- 
000.  other  consid  and  100 

13lh  St.  No  14.  s  s,  198  e  5th  av,  22x87.2x22.8x02.9,  with  all  title 
to  road  or  lane  adj,  4-sty  brk  tenement  and  store.  Adele  Meyer 
to  Marie  Wolff.  Mort  $12,000.  Sept  7.  Sept  IS,  1906.  2:570 
—12.     A  $23,(XI0— $27,000.  100 

13th  st,  Nos  346  and  348,  s  s,  128  w  1st  av,  42x103.3,  6-sty  brk 
tenement  and  store.  Isidore  W  Gottlieb  to  Louis  Kovner.  Mort 
$47,000  and  all  liens.  Sept  18.  Sept  19,  1906.  2:454—32.  A 
$22.000— $55,000.  other  consid  and   100 

14th  st.  No  203,  n  s,  100  e  3d  av.  19x103.3,  5-sty  stone  front  ten- 
Joseph  Heyman  to  Lillian  Heyman.  Mort 
Sept  19,  1906.     3:896—6.     A  $13,500— $28,- 

other  consid  and  100 

18th  st.  No  147,  n  s,  180  w  3d  av,  18.10x92,  3-sty  brk  dwelling. 
Alice  Muller  to  Otto  Maier.  Mort  $16,000.  Sept  15.  Sept  17, 
1906.      3:874—32.      A   $13,500— $16,000.  other   consid   and   100 

22d  st,  No  314,  s  s.  180  w  8th  av,  20x98.6,  3-sty  brk  dwelling. 
Wm  S  Patten  to  Kate  J  Egbert.  Mort  $12,000.  Sept  17.  Sept 
19,   1906.     3:745 — 46.     A  $9,500 — $13,000.       other  consid  and  100 

24th  st,  No  29,  n  s,  383.4  e  6th  av,  16.8x98.9,  4-sty  stone  front 
dwelling.  Isabel  A  Lee  widow  to  Mary  E  Coleman.  B  &  S. 
Mort  $20,000.  June  29.  Sept  20,  1906.  3:826—22.  A  $27,- 
000— $30,000.  nom 

24th  st,  Nos  27  to  35,  n  s,  325  e  6th  av,  100.x98.9,  two  4-sty  stone 
front  dwellings,  4-sty  brk  building  and  store  and  5-sty  stone 
front  building  and  store.  Mary  E  Coleman  to  Andrew  J  Ker- 
win,  Jr.  C  a  G.  Mort  $70,000.  Sept  17.  Sept  20,  1906. 
3:19  to  23.     A  $161,000— $185,000.  nom 

24th  st,  Nos  31  and  33,  n  s,  350  e  6th  av,  33.4x98.9,  two  4-sty 
brk  buildings  and  stores.  Mary  E  Strong  to  Mary  E  Coleman. 
C  a  G.  Sept  14.  Sept  20,  1906.  3:826—20  and  21.  A  $54,000 
—$62,000.  nom 

24th  st.  No  35,  n  e  s,  325  s  e  6th  av,  25x98.9,  4-sty  stone  front 
dwelling.  Annie  G  wife  of  and  John  M  Deemer  to  Mary  E 
Coleman.  Mort  $20,000.  Sept  17.  Sept  20,  1006.  3:826—19. 
A   .$40.000— $47,000.  nom 

25th  St.  Nos  40  to  46,  s  s,  196.6  e  0th  av,  103.6x98.9,  four  4-sty 
brk  and  stone  dwellings.  Emelia  W  Chapin  to  Isabelle  M  Col- 
linson  of  East  Orange,  N  J.  All  liens.  Sept  13.  Sept  15,  1906. 
3:820— <J5   to   68.     A  $173,000— $198,500.  nom 

26th  st,  Nos  37  to  41, 'n  s,  200  e  6th  av,  75x98.9.  I 

26th  St.  No  43.  n  s.  175  e  6th  av,  25x98.9.  | 

Declaration  of  trust  by  Abraham  Heller  to  David  Aaron,  25-90 
parts,  Abraham  Beller,  50-90  parts,  and  Max  Meyer,  15-90 
parts.     June  1.     Sept   17,   1906.     3:828.  nom 

27th  st.  No  510,  s  s,  150  w  10th  av,  25x98.9,  3-sty  brk  tenement 
and  store  and  2-3ty  frame  tenement  in  rear.  Elizabeth  Renne- 
mann  to  Henry  Rennemann.  B  &  S.  Apr  10,  1884.  Sept  18, 
1906.     3:698—44.     A  $7,000— $8,500.  nom 

27th  st,  No  127,  n  s,  123.4  w  Lexington  av,  21.8x98.9,  3-sty  stone 
front  dwelling.  Ellen  A  wife  Frank  M  Jackson  to  The  Inter- 
national Committee  of  Young  Mens  Christian  Associations.  Mort 
$12,500.     Sept  17,  1906.     3:883—17.     A  $17,O0O-$21,0OO. 

other  consid  and  100 

27th  st.  No  125,  n  s,  145  w  Lexington  av,  19.5x98.9,  3-sty  stone 
front  dwelling.  Frank  M  Jackson  and  Ellen  A  his  wife  to  The 
International  Committee  of  Young  Mens  Christian  Associations. 
Mort  $15,000.     Sept  17,  1906.     3:883—16.    A  $15,500— $21,000. 

other  consid  and  100 

28th  St.  Nos  122  and  124,  s  s,  120  w  Lexington  av,  40x98.9,  two 
3-sty  brk  dwellings.  Fredk  C  Zobel  to  The  International  Com- 
mittee of  Young  Mens  Christian  Associations.  Morts  $42,500. 
Sept  10.     Sept  17,  1906.    3:883—78  and  79.    A  $32,000— $38,000. 

nom 

31st  st.  No  341,  n  s,  190  w  1st  av,  20x98.9,  part  6-sty  brk  ten- 
ement  and   store.      Release   mort.      Lincoln   Trust   Co   to   Victor  ' 
Land    and   Impt    Co.      Sept   14.      Sept   18,   1906.      3:937—24.      A 
$6,500 .  8,000 

Same  property.  Release  mort.  Rosehill  Realty  Corporation  to 
same.     Sept  14.      Sept   18,  1906.     8:937.  15,000 

31st  st.  No  154,  s  s,  125  e  7th  av,  25x98.9,  3-sty  brk  building. 
James  H  Alexandre  to  John  C  Maximos.  Sept  14,  1906.  3:806 
—72.     A  $24,000— $26,000.  other  consid  and  100 

31st  st.  No  154,  s  s,  125  e  7th  av,  25x98.9,  3-sty  brk  building, 
lohn  C  Maximos  to  Isaac  Moss  and  Benj  F  Feiner.  Mort  $46.- 
000.     Sept  14.     Sept  15,  1900.     3:806—72.     A  $24,000— $26,000. 

other  consid  and  100 

31st  st.  No  311,  n  s,  140  e  2d  av,  20x98.9,  4-sty  brk  tenement  and 
store.     Sarah  A  B  Civill  to  Acton  T  Civill,  of  Coeymans,   N  Y. 

1-3    right,    title    and    interest.      B   &   S.      Morts   $ .      Sept   8. 

Sept  17.  1906.     3:037—9.     A  $6,500— $9,000.  nom 

31st  st.  No  341,  n  s,  190  w  1st  av,  20x98.9,  part  6-sty  brk  tene- 
ment and  store.  Release  mort.  Rosehill  Realty  Corpn  to  Victor 
Land   &   Impt  Co.      Sept   14.      Sept  19,   1006.     3:937.  nom 

32d  st.  No  15,  n  s,  250  w  5th  av,  25x98.9,  4-sty  stone  front 
dwelling.  Emily  A  Long  EXTRX  Adeline  M  Chatterton  to  Town- 
send  Wandell.  Mort  $37,000.  Sept  14,  1906.  3:834—32.  A 
$78,000— $85,000.  other  consid  and  50,000 

Same  property.  Emily  A  Long  et  al  to  same.  B  &  S  and  C  a  G. 
Mort  .$37,000.     Sept   14.   1906.     3:834.  nom 

Same  property.  Harold  B  Wiswall  to  same.  All  title.  B  &  S 
and  C  a  G.     Mort  $37,000.     Sept  14,  1906.     3:834.  nom 

34th  St.  No  120.  s  s.  236.9  e  Park  av,  47.5x117.6,  7-sty  brk  tene- 
ment. Release  judgment.  Siegel-  Cooper  Co  to  Isidor  Straus. 
Aug  31.     Sept  17,  1906.     3:889—76.     A  $90,000-$170,000.      nom 

Same  property.  Release  judgment.  Mary  A  Halloran  to  same. 
Sept  14.     Sept  17.  1906.     3:889.  nom 

36th  st.  No  124,  s  s,  83.2  w  Lexington  av,  16.10x74,  4-sty  stone 
front  dwelling.  Helen  L  wife  of  Edw  R  Sargent  et  al  HEIRS, 
&c.  Helen  M  Welch  to  Wm  E  Studdiford.  Sept  4.  Sept  20. 
1006.     3:801-76.     A  $21.500— $26,000.  other  consid  and  100 

43d  st,  No  317.  n  s,  250  e  2d  av,  25x100.5,  4-sty  brk  tenement. 
Henry  H  Jackson  to  Sigmund  Schnee.  Sept  17.  Sept  19.  1906. 
5:1336—11.     A  $9,000— $14,000.  other  consid  and  100 

46th  st,  No  339,  n  s,  426.10  w  Sth  av,  16.8x100.5,  4-sty  stone 
front  dwelling.  Elizabeth  O'Callahan  to  Emanuel  E  Fox.  Mort 
$12,000.  Sept  14.  Sept  15,  1906.  4:1037-15.  A  $10,000- 
$13,000.  17,500 

47th  st,  No  439,  n  s,  356.3  e  10th  av,  18.9x100.5,  5-sty  stone 
front  dwelling.  Ellen  C  Stanton  to  James  McCarthy.  Sept  19, 
1906.      4:1057—15.     A   $7,500— $11,000.  nom 
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47th  St,  No  167,  n  a.  120  e  7th  av,  20x100.5.  4-sty  stone  front 
dwelling.  Release  dower.  Margaretha  Stelling  to  the  Flatlron 
Realty  Co.  Sept  11.  Sept  14.  190C.  4:1000—0.  A  ,$:iOO(IO- 
$32,000.  1(10 

47th  St.  Nos  124  and  126.  s  s,  475  e  7th  av.  37.6x100.5,  9-sty  brk 
and  stone  hotel.  The  Mutual  Hotel  and  Realty  Co  to  Julius 
Loewenthal.  Mort  $145,000.  Sept  12.  Sept  14.  1900.  4 :!)'.(!• 
—45.      A   $60.000— $165,000.  nom 

49th  St,  No  227.  n  s,  290  w  2d  av.  ISxlOS.lOx— xl02.2.  4-sty  stone 
front  dwelling.  Carrie  W  Grunewald  to  Susan  wife  Henry  Baker 
Mort  $10,000.     Sept  18.  1906.     5:1323—13.     A  $7.500— $11,000. 

nom 

51st  St,  No  541.  n  a.  275  e  11th  av.  25x100.5,  3-sty  frame  tene- 
ment. The  John  T  Brook  Co  to  Wm  L  Miller,  of  Bridgeport, 
Conn.  Mort  $6,500.  Sept  11.  Sept  19,  1906.  4:1080—12.  A 
$7,000— $7,000.  other  consid   and   HM) 

55th  St,  No  249,  n  s,  140  e  8th  av,  20x100.5,  4-sty  stone  front 
dwelling.  FORECLOS.  Henry  Marshall  (ref)  to  Francis  Ne- 
her.     Sept  19.     Sept  20.  1906.     4:1027—7.     A  $22.000— $25, WO 

2.'.,0IH1 

57th  Bt,  No  366,  s  s,  20  e  9th  av,  20x100.5,  4-sty  stone  front 
dwelling.  Robt  J  Brewster  to  Annie  M  Rohe,  Borough  of  Queens. 
Mort  »30,.500.  Sept  19.  Sept  20.  1906.  4:1047—63.  A  $14,500 
— $24.(KX).  other  consid  and  100 

57th  St.  No  360.  s  s.  20  e  9th  av,  20x100.5.  4-sty  stone  front 
dwelling.  Ella  G  Davis  to  Robert  J  Brewster,  of  Wantagh,  L 
I.      Sept    19,    1906.      4:1047—03.      A   $14.500— $24.CMX).  nom 

59th  St.  No  547,  n  s,  200  e  West  End  av,  25x100.5,  4-sty  brk 
tenement  and  store.  Alfred  L  M  BuUowa  et  al  to  Fannie 
Fara.  Mort  $11,000.  Sept  5.  Sept  19,  1906.  4:1151—9.  A 
$0,000— $11,000.  other  consid   and   100 

60th  St.  Nos  239  and  241.  n  s.  225  e  West  End  av,  .''10x1005,  two 
4-sty  brk  tenements  and  stores.  Saul  J  Sachar  to  Jacob  Wein- 
traub.  Mort  $21,000.  Sept  14.  Sept  15.  1906.  4:1152-10 
and  11.     A   $10,000— $17,000.  nom 

60th  st,  No  243,  n  s,  115  w  2d  av,  20x100.5.  3-sty  stone  front 
dwelling.  Minnie  T  Brown  to  Kath  G  Parrell.  Mort  $10,000. 
Sept  10.     Sept   15.   1900.     5:1415—20.     A  $12,000— $15,(100. 

other  consid  and  100 

60th  st,  No  248,  s  s,  95  w  2d  av,  20x100.5,  4-sty  stone  front  dwell- 

.  Ing.  Cornelius  W  Clark  to  Geo  E  Bellamy,  Mort  $10,500.  Aug 
3.      Sept    17    .1906.      5:1414-29.      A    $12.000— $15,000.       30,250 

62d  st.  No  224,  s  s,  315  w  2d  av,  20x70,  3-sty  stone  front  dwell- 
ing. Scully  Realty  Co  to  Salve  Regina  Council  No  216.  of 
Knights  of  Columbus,  a  corporation.  Sept  17.  Sept  20.  1906. 
5:1416—37.     A  $9,000— $12,500.  other  consid  and  100 

66th  St.  No  219.  n  s,  260  w  2d  av,  40x100.5,  6-sty  brk  tenement 
and  store.  Release  two  morts.  Harris  Mandelbaum  and  ano  to 
Solomon  Lewine,  Louis  Davis  and  Harry  Wittenberg.  Aug  30. 
Sept  14,   1906.     5:1421—13  and  16.     A  $36,000— $50,000. 

other  consid  and  100 

Same  property.  Solomon  Frankel  et  al  to  Harry  Wittenberg. 
Mort  $51,000.     Sept  13.     Sept  14,  1906.     5:1421. 

other  consid  and  lOO 

66th  st,  Nos  210  to  221,  n  s,  220  w  2d  av,  80x1(30.5,  two  0-sty  brk 
tenements  and  stores.  Solomon  Lewine  et  al  to  Solomon  Frankel 
and  Samuel  Werner.  Mort  $80,000.  Sept  13.  Sept  14.  1900. 
5:1421.  other   consid   and   100 

66th  St.  No  219.  n  a.  310  e  3d  av,  40x100.5,  6-sty  brk  tenement 
and  store.  Release  mort.  Title  Guarantee  and  Trust  Co  and 
ano  to  Alfred  E  Hanson.  Sept  12.  Sept  14,  1906.  5:1421—13. 
A  $18,000— P  $25,000.  12,400 

70th  st.  No  310,  s  B,  150.4  w  West  End  av,  16.4x100.5,  3-sty  brk 
dwelling.  Jessie  L  Louderback  to  Rosa  Nahon.  Mort  .$8,000. 
Sept    17,    1906.      4:1181—39.      A    $6,500— $10,000. 

other   consid  and   100 

70th  st.  No  227,  n  s,  130  w  2d  av.  30x100.4.  5-sty  stone  front 
tenement.  Elizabeth  Urbach  widow  to  John  M  and  Catharine 
Bender.  Mort  $10,000.  Sept  20,  1906.  5:142.5—10.  A  $13,500 
—$28,000.  nom 

7l8t  st.  No  269,  n  s,  121  e  West  End  av,  18x92.2,  3-sty  brk  dwell- 
ing. Emelia  W  Chapin  to  Isabelle  M  Collinson,  of  East  Orange, 
N  J.  All  liens.  Sept  13.  Sept  15,  1906.  4:1163—5%.  A  $12.- 
000— $18,500.  nom 

71st  at.  No  313,  n  s,  175  w  West  End  av,  17x102.2,  4  and  5-sty 
brk  dwelling.  Abby  L  Meeker  to  Emma  G  Hochstadter.  Mort 
$20,000.  June  27.  Sept  18,  1900.  4:1183—25.  A  $12,000— $21,- 
000.  KX) 

72d  st,  Nos  530  and  532,  s  s,  498  e  Av  A,  50x102.2.  The  Knick- 
erbocker Bread  &  Yeast  Co  to  the  Five  Thirty  East  Seventy- 
Second  Street  Company.  Mort  $18,000.  Sept  14  .1906.  5:1483 
—32  and  33.     A  $22.000— $26,000.  100 

73d  st.  No  239,  n  a,  75  w  2d  av,  25x51.1.  5-sty  stone  front  tene- 
ment and  store.  Caroline  Kaiser  et  al  to  Rachel  Cohn.  5-6 
parts.  All  title.  Mort  $8,500.  Sept  18.  1906.  5:1428— 20H-  A 
$7.00O-$l  1,000.  nom 

Same  property.  Henry  Kaiser  by  Caroline  Kaiser  to  same.  l-(! 
part.      All   title.     Mort  $ .     Sept   18.   190(?.     5:1428.       2.010.(J7 

74th  St.  No  115,  n  s,  220  w  Columbus  av.  20x102.2.  4-sty  and  base- 
ment brk  dwelling.  Anna  C  Beckwith  to  Wm  A  Valentine. 
B  &  S.  Sept  15.  Sept  18,  1906.  4:1146—23.  A  $14.000— $25,- 
000.  nom 

74th  St.  No  518,  B  a,  298  e  Av  A,  25x102.2.  vacant.  Thos  F  De- 
vine  to  Peter  J  Devine.  June  13.  Sept  18.  1900.  5:14,8.5^0. 
A   $5.000— $5,000.  other   consid   and   100 

74th  St.  No  57,  n  s.  120  e  Columbus  av,  20x102.2,  4-sty  and 
basement  stone  front  dwelling.  Travers  Brothers  Co  to  Carrie 
L  DeG  Hyatt,  of  AUenhurst,  N  J.  Mort  $25,000.  Sept  19. 
Sept   20,    1906.     4:1127—6.      A   $19,000— $38,000. 

other  consid  and  1(X) 

74th  st,  Nos  57  and  59,  n  s,  100  e  Columbus  av,  40x102.2,  two 
4-sty  and  basement  stone  front  dwellings.  Vincent  P  Travers 
et  al  EXRS.  &c.  Francis  C  Travers  to  Travers  Brothers  Co. 
All  liens.  Aug  17.  Sept  20.  1906.  4:1127—5  and  0.  A  $38.- 
000— $75  000  41  000 

75th  St.  Nos  507  and  509.  n  a,  223  e  Av  A,  50xl08.1x50.8xll0.'5, 
two  5-aty  brk  tenements.  Gizella  Markowitz  to  John  E  Weiss. 
Mort  $31,000.  Sept  14.  Sept  15,  1906.  5:1487—10  and  11.  A 
$10,000— .$28,000.  other    consid    and    100 

75th  st.  No  515,  n  a,  323  e  Av  A,  25x95.7x25.4x99.9.  5-sty  brk 
tenement.  Gizella  Markowitz  to  John  E  Weiss.  Mort  $15,000. 
Sept  14.     Sept  15,  1906.     5:14.87—14.     A  $5,000-$14.000.  100 

70th  st,  Nos  221  and  223,  n  s,  2.55  e  3d  av,  .50x102.2.  two  4-sty 
stone  front  tenements.  The  Odd  Realty  Co  to  Julius  Karlsberg 
and  Myer  Krieger.  Mort  $30,000.  Sept  14,  1900.  5:1431—11 
and  12.     A  .i:22,00O-$30,00O.  other  consid  and  100 

70th  st.  No  420,  s  s.  250  w  Av  A,  25x102.2,  4-sty  brk  tenement. 
Emil  Schnude  to  Max  and  Sigmund  Orbach.  Sept  14.  Sept  19, 
19(K;.      5:1470—36.      A   $7,(J00— $13,000.  100 


76th  st.  No  420,  s  s,  250  w  Av  A,  25x102.2.  4-sty  brk  tenement. 
Eugene  N  Robinson  TRUSTEE  Emil  Schnude  will  of  William 
Schnude  to  Max  and  Sigmund  Orbach.  All  title.  Sept  15.  Sept 
lit.    1!MI0.      5:1170—36.      A   $7.000— $13,000.  3  700 

7.Sth  St.  No  2:«,  u  s,  291.2  w  2d  av,  13.10x102.2,  3-sty  brk  dwell- 
ing. Ede  Levenson  et  al  to  Elizabeth  Spannhake.  Mort  $5  000. 
Sept  18.     Sept  20,  1906.     5:1433—13.     A  $5.500— $0,500. 

other  consid  and  100 

7Sth  St.  No  208.  s  s,  11S.4  e  3d  av.  13.4x102.2.  3-sty  brk  dwell- 
ing. Moses  Hirsch  to  Emma  G  wife  John  J  O'Brien.  Sept  17 
1900.      5:1432—44.      A   $5.000— .$6,000.  other   consid   and    100 

78th  st.  No  344.  s  s.  210  w  1st  av.  20x102.2,  4-sty  stone  front 
tenement.  Nandor  Klein  to  Isidor  Gelb.  Mort  $13,000.  Sept 
18,   1900.     5:1452-35.     A  $0,500- $11,000.  nom 

7Sth  St.  No  3-14.  s  s.  210  w  1st  av,  20x102.2,  4-sty  atone  front 
tenement.  PARTITION.  Edw  J  McGuire  referee  to  Nandor 
Klein.  Mort  $7,000.  Sept  18,  1906.  5:1452—35.  A  $6,500— 
$11.1100.  ^      15,350 

79th  st,  No  i:?4,  s  s,  74  w  Lexington  av,  18x102.2,  4-sty  stone 
front  dwelling.  Samuel  Rapp  to  Carrie  Rapp.  Mort  .$14,000. 
Sept    14.      Sept    15,    19O0.      5:1413—60.      A    $24,000— $29,000. 

other  consid   and   100 

80th  st,  No  172,  s  s,  159  w  3d  av,  19x102.2,  4-sty  stone  front 
tenement.  Matilda  Ottensoser  et  al  to  Adele  Gumb.  Mort  $13  - 
(MMK  Sept  1.  Sept  14.  1906.  5:1508—13.  A  $9.500— $16.- 
000.  other  consid  and  100 

81st  St.  No  435.  n  s,  80.1  w  Av  A.  runs  n  26  x  w  5.10  x  n  24.9  x  w 
20.(i  X  s  50.9  to  St.  X  e  26.4  to  beginning,  with  all  title  to  strip  i 
11:10   begins   at    point  8(i   w   Av   A,   and  50.9  n   81st   st.   runs  s 
11.10  X  e  1  X  n  11.10  X  w  1  to  beginning.  5-sty  brk  tenement  and   , 
store.     August  Zanzig  to  Benjamin  EUman.     Mort  $14,000.     Sept 
I'.l.   lilOiJ.     5:1.5(>1— 20y2.  A  .$5,000— $10,000.     other  consid  and  100 

81st  st.  No  58,  s  s,  149  e  Madison  av,  16x102.2,  4-sty  stone  front 
dwelling.  W  Bayard  Cutting  to  Anna  A  Murtland.  Sept  4. 
Sept   18.  1!I(J6.     5:1492—461/2.     A  $19,0110— $29,000.  nom 

83d  st.  No  0,  s  s,  118  w  Central  Park  West,  15x102.2,  3-sty  and 
basement  stone  front  dwelling.  Clara  C  Reusch  to  Susan  E  Ful- 
ler. Mort  $14.5(X>.  Sept  17.  Sept  10,  1906.  4:119(j— 37%.  A 
$10.00O-$16,00O.  other  consid  and  100 

,S3d  St.  No  417,  n  s,  166.8  e  1st  av,- 10.8x102.2,  .3-sty  stone  front 
dwelling.  Marie  M  D  Litzau  Oest  to  Benjamin  and  Adolph  Klein. 
Sept    17,    1906.     5:1563—7%.     A   $4,000— $6,500. 

other    consid    and    100 

84th  St.  Nos  233  to  237.  n  s,  201.8  w  2d  av,  60x102.2,  two  3-sty 
stone  front  tenements  and  4-sty  stone  front  tenement  and  store. 
Aaron  M  Janpole  et  al  to  Samuel  Parnass  and  George  Dellon. 
Mort  $37,000  Sept  10.  Sept  14,  1906.  5:1.530—14%.  15,  16. 
A  $19,.500— $28,000.  other  consid  and  100 

84th  st,  s  s,  90.10  e  Amsterdam  av,  strip  0.2x102.2.  Catherine 
Collins  to  John  Stich.     B  &  S.     Sept  19,   1906.     4:1214.  nom 

84th  st.  No  160,  s  s,  91  e  Amsterdam  av,  27.(5x102.2,  with  all 
title  to  strip  0.2x —  adj  above  on  west,  5-sty  brk  tenement. 
Catherine  Collins  to  John  Stich.  Mort  $28,000.  Sept  19,  1906. 
4:1214—60.     A  $15.0(XK-$31,0(3O.  other  consid  and  100 

84th  st.  No  216,  s  s,  274  w  Amsterdam  av,  26x102.2,  5-sty  stone 
front  tenement  and  store.  Maurice  Weinhausen  to  Philomena 
M  Mallon.  Mort  $34,000.  Sept  13.  Sept  18,  1906.  4:1231—44. 
A   $14.000— $30,000.  omitted 

84th  St.  s  s.  90.10  e  Amsterdam  av.  strip,  0.2x102.2.  Theo  A 
Cordler  to  Catherine  Collins.  B  &  S.  Mort  on  this  and  balance 
of  No  100  W  84th  st,  $28,000.     Aug  30.     Sept  18.  1900.    4:1214. 

nom 

80th  St.  No  340.  s  s,  200  w  1st  av,  25x102.2,  6-sty  brk  tenement 
and  store.  Adelina  A  Varasano  to  Antonio  Varasano.  %  part. 
All  title.  Mort  $38,000.  Sept  17.  Sept  18,  1906.  5:1548—35. 
A   $10.000— $30,000.  nom 

87th  st.  No  4,  s  s,  110.2  e  5th  av,  runs  e  43  x  a  100.8  x  w  51  x  n 
25.6  X  e  8  X  n  75.2  to  beginning,  with  easement  for  light  and  air 
over  strip  10x7.5.2  adj  on  west,  5  and  6-sty  stone  front  dwelling. 
Lewis  C  Ledyard  to  Anne  E  Benjamin.  All  title.  B  &  S.  Mort 
$KKM;k)0.  Sept  7.  Sept  17,  1906.  5:1498—67.  A  $95,000— 
$210,000.  other  consid  and  100 

.87th  st.  No  45.  n  s.  250  e  Columbus  av.  runs  n  100.8  x  w  20  x  s 
100.8  to  st,  x  w  (?)  (should  be  e)  20  to  beginning,  probable 
error,  4-sty  and  basement  stone  front  dwelling.  Walter  S  Cole- 
man to  Lilliam  G  Cavanagh.  Q  C.  Sept  15.  Sept  19,  1906. 
4:1201—11.     A  $13  ,500— .$32,000.  nom 

87th  st.  No  516,  s  s,  225  e  Av  A,  16.8x82.2,  3-sty  stone  front 
dwelling.     Hannah  S  wife  of  Geo  W  Wiberley  to  August  R  Zicha. 


Sept 

91st  st, 
front 
000. 
000. 

91st  st. 


Sept  17,  1906.     5:1583—44. 


No  0.  a  s, 
tenement. 
Sept    12. 

No  39.   n 


basement     stone 


A  $2,800— $0,500. 

other  consid  and  100 
125  w  Central  Park  West,  25x100.8,  5-sty  stone 
Ann   Monaghan  to   Peter  Okkerse.      Mort  $30,- 
Scpt  20,   1906.     4:1204—38.     A  $16,000— $.35,- 

other   consid   and   100 
a,   312.6  e   Columbus  av,   18.9x100.8,  4rsty   and 
front    dwelling.       Lena    Aronson    to    Theresa 
Abelson.      Mort  $18,000.    Sept  10.    Sept  18.   1906.    4:1205—13%. 
A  $12,500— $23,000.  other  consid  and  100 

91st  St.  No  39.  n  s.  312.6  e  Columbus  av.  18.9x100.8.  4-sty  and 
basement  stone  front  dwelling.  Theresa  Abelson  to  Ida  Kemp- 
ner.  Mort  $23,500.  Sept  17.  Sept  18,  1906.  4:1205—13%.  A 
$12,500— $23,000.  nom 

94th  St.  No  236,  s  s,  375  e  3d  av,  25x100.8,  5-sty  brk  tenement. 
Lazarus  Hannes  to  Jacob  Schapiro.  Q  C  and  correction  deed. 
Sept  18.     Sopt  19,  1906.     5:1539—33.     A  $7,0OCt— $16,000. 

other  consid  and  100 
95th  St.  No  20,  s  s.  243  w  Central  Park  West.  19x100.8.  3-sty  and 
basement   stone   front   dwelling.      William   Silvermann   to   Fanny 
Kempner.      Mort    $21,700.      Aug   15.      Sept    19.    1906.      4:1208— 
42%.      A    $10,5tX)— $19.-500.  other   consid   and   100 

95th  st,  No  47,  n  s,  336  e  Columbus  av,  18xlO(>.8,  3-sty  and  base- 
ment stone  front  dwelling.  Jennie  Rothschild  to  Theodore  Har- 
ris.    Sept  17,  190(3.     4:1209—14.     A  $10,000— $17,000. 

other  consid  and  100 

90th    st.    No   104,   s   s,    100   w   Columbus   av,   50x100.8.   0-sty   brk 

tenement    and    store.      Agreement    modifying    contract    recorded 

July   0,    1900.      Abraham    Pelt    and   Harry   Malakoff   with   Louia 

Bernstein.      Sept    19.      Sept   20,    1906.      4:1226—37    and   38.      A 

$26,000—$ .  nom 

90th  st  In  s,  300  w  West  End  av,  runs  n  201.10  to  s  s  97th 

97th  st  I    st  X  w  71.11   to  e  s  Riverside  Drive  x  s  107.6  x 

Riverside  Drive  I  e  8.11x  s  100.11  to  n  s  96th  st  x  e  100  to  be- 
ginning, vacant.  James  Fanto  to  Anabel  wife  Robt  T  Lyons. 
%  part.     Mort  $110,000.     Sept  12.     Sept  18,  1006.     7:1887. 

other  consid  and  100 

97th  st.  No  159,  n  s,  100  w  3d  av,  27x100.11.  5-sty  stone  front 
tenement.     Rachel  Moses   to  Samuel  Harris  and  Seaman  Sylves- 
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ter.  Mort  $17,750.  Sept  14.  Sept  15,  1906.  6:1625—32.  A 
$9,000—5:16,000.  other  consid  and  100 

97th  St,  No  159,  n  s,  100  w  3d  av,  27x100.11,  5-sty  stone  tro_nt 
tenement.  Michael  Raphael  et  al  to  Rachel  Moses.  Mort  $17,- 
750.     Sept  14.     Sept  15,  1906.     6:1625—32.     A  $9,000— $16,000. 

other  consid  and  100 
97th  St,  No  29,  n  s,  325  w  Central  Park  West.  25.\100.11,  5-sty 
brk  tenement,  Adeline  Widmayer  to  Charles  Wielinski.  Mort 
$29,500.  Sept  18,  1906.  7:1833—19.  A  $11,000— $30,000.  nom 
98th  St,  No  58,  s  s,  80  w  Park  av,  25x100.11,  5-sty  brk  tenement. 
Susi  Rosen})erg  to  Adela  Spielvogel.  Mort  $24,000.  Sept  15. 
Sept    17,    1906.     6:1603—41.      A   $9.000— $25,000. 

other    consid   and    100 
98th  St.  No  213,  n  s,  210  e  3d  av,  25x100.11,  5-sty  brk  tenement. 
Philip   Bachrach   to   Benjamin   Schmeidler.      All   liens.      Sept   17, 
1900.      6;  1-648-9.      A   $7,000— $20,000.  other   consid  and   100 

98th  St,  s  s,  450  w  Central  Park  West,  25x100.11,  vacant.  Emil 
Lowenthal  to  Morris  Mendel.  Mort  $11,950.'  Sept  19,  1906. 
7:1833—51.     A  $9,000— $9,000.  other  consid  and  100 

99th  st.  No  251,  n  s,  150  w  Broadway,  14x100.11,  4-sty  stone 
front  dwelling.  Chas  B  Duncan  to  Martha  J  Goerlitz.  Mort 
$13,000.  Sept  11.  Sept  20,  1906.  7:1871— 7y2.  A  $7,500— 
$16,000.  other  consid  and   100 

100th  St,  No  23  In  s,  275.3  w  Central  Park  West,  94.8  to 

Manhattan  av,  Nos  2  to  8|     e  s  Manhattan  av,  xlOO.ll,  except  part 
conveyed  to  Mary  McNulty  by  deed  dated  July  31,   1905,  three 
6-sty   brk   tenements,    store   in   cor. 
116th  St,  Nos  125  and  127,  n  s.  283.4  w  Lenox  av,  41.8x100.11, 
6-sty   ijrk   tenement   and   store. 

Sigmund  Nettel  to  Rosa  Nettel  his  wife.  All  liens.  B  &  S. 
Sept  14,  1900.  7:1836—19  to  21.  A  $50,000— $144,000.  7:1901 
—19.     A  $29,000— $65,000.  nom 

100th  st.  No  317,  n  s,  226  w  West  End  av,  19x100.11,  5-sty  stone 
front  dwelling.  Solomon  Litt  et  al  EXRS,  &c,  Jacob  Litt  to 
Hermann  Cohen.  Mort  $20,000.  Sept  17.  Sept  19,  1906.  7:1889 
—11.     A  $11,500— $29,000.  38,000 

101st  st.  No  221,  n  s,  310  e  3d  av,  25x100.11,  4-sty  brk  tene- 
ment. Mary  F  Cummings  to  Solomon  Miller.  Mort  $6,000.  Sept 
14,  1906.     6:1651—13.     A  $7,000— $12,000.  nom 

101st  st,   No  325,  n  s,  210  w  West  End  av,  20x100.11,  3-sty  and 
basement    stone    front   dwelling.      Jesse    L   Hurlbut    to    Mary    M 
.  wife    of   Jesse    L    Hurlbut,    of   Bloomfleld,    N    J.      Mort    $18,000. 
Sept  15,  1906.     7:1889—49.     A  $12,000— $21,000.  100 

102d  st.  No  207,  n  s,  130  e  3d  av,  25x100.11,  5-sty  brk  tenement 
and  store.  Falk  Walk  et  al  to  Ellas  N  and  Rachel  Caplan.  Mt 
$24,000.  Sept  17.  Sept  19,  1906.  6:1652—0.  A  $7,000— 
$18,000.  other  consid   and  100 

102d  st.  No  171,  n  s,  275  e  Amsterdam  av,  25x90.10x25x96.8, 
5-sty  brk  tenement.  Clara  Weinacht  to  Jacob  Freeman.  Mort 
$14,000.  Sept  1.  Sept  14,  1906.  7:1857—12.  A  $9,800— $21,- 
500.  other  consid  and  100 

103d  st,  Nos  111  to  119,  n  s,  80  e  Park  av,  75x100.11,  five  3-sty 
stone  front  dwellings.  Max  Goldberg  et  al  to  Jacob  Abraham. 
Mort  $38,000.  Sept  4.  Sept  14,  1906.  6:1031— 31^  to  7.  A 
$20,000— .$27,500.  other  consid  and  100 

103d  st.  No  153,  n  s.  95  e  Lexington  av,  24.6x100.11,  4-sty  stone 
front  tenement.  Hyman  Hurwitz  et  al  to  Kaufman  Sasserath. 
Mort  $14,000.  Aug  15.  Sept  18,  1906.  6:1031—24.  A  $8,000— 
$14,000.  other   consid   and   100 

103d  st.  No  153,  n  s,  95  e  Lexington  av,  24.6x100.11,  4-sty  stone 
front  tenement.  Barnet  Chrein  et  al  to  Hyman  Hurwitz,  Morris 
Hurwitz  and  Abraham  Schapiro.  Q  C  and  C  a  G.  Mort  $14.- 
000.     Sept  15.     Sept  18,  1906.     6:1031-24.     A  $8.000-$14,000. 

other  consid  and  100 
104th  st.  No  230,  s  s,  335  e  3d  av,  25x100.11,  5-sty  brk  tenement 
and  store.     Solomon  Rosenblatt  to  Mollie  Rosenblatt.  Mort  $26.- 
500.     Sept  12.     Sept  19,  1900.     6:1653—35.     A  $7,000— $19,000. 

other  consid  and  I9O 
104th  st,  Nos  444  and  440,   s   s,   613  e  1st  av,  50x100.11,   1-sty 
store  and  1-sty  brk  building.     Geo  F  Johnson  to  Theo  C  Wood. 
B  &  S.     Sept  13.     Sept  14,  1906.     6:1697-28%.     $10,000— $11.- 
000.  other  consid  and  100 

Same  property.  Theo  C  Wood  to  Hunterdon  Realty  &  Construc- 
tion Co.     B  &  S.    Sept  13.     Sept  14,  1906.     6:1697. 

other  consid  and   100 
104th  st,  Ns  140  and  142,  s  s,  407.8  w  Columbus  av,  52.4xl0O.llx 
47.10x101,    5-sty    stone    front    tenement.      Allison    M    Archer    to 

Paul   Lessow.      Mort  $ .     Feb  27.      Sept  20,   1906.      7:1858— 

50.     A  $23,000— $70,000.  nom 

105th  st.  No  305,  n  s,  100  e  2d  av.  25x100.11,  5-sty  brk  tene- 
ment and  store.  Isaac  Brown  to  Isaac  Perlmutter.  Mort  $26,300. 
Sept  14.     Sept  15,  1906.     6:1677—5.     A  $6,000— $20,000.  100 

105th  st.  No  240,  s  s,  200  w  2d  av.  16.8x100.9,  3-sty  brk  dwelling. 
Woolf  Woolt  to  Elias  A  Cohen.  Mort  $4,500.  Sept  18,  1906. 
6:1654—33.     A  $4,;jOO— $0,500.  nom 

105th  st,  No  238,  s  s,  216.8  w  2d  av,  16.8x100.9.  3-sty  brk  dwelling. 
Lillian  Ehrenberg  to  Elias  A  Cohen.  Mort  $0,000.  Sept  14.  Sept 
18,  1906.     6:1654—33%.     A  .$4,50O-$6,000.  nom 

105th  st,  No  9,  n  s,  175  e  5th  av,  25x100,  2-sty  frame  dwelling. 
John  A  Heuss  and  ano  EXRS  Gottlieb  Theimann  to  Chas  S  Pots- 
dam and  Joseph  H  Schwartz.  Sept  18,  1906.  6:1611—8.  A  $13.- 
000— $13,500.  14,500 

Same   property.      Release   dower.      Magdalena  Theimann   to   same. 

Sept  18,   1906.     6:1611.  nom 

106th  st.  No  68,  s  s,  100  e  Columbus  av,  25x100.11,  4-sty  brk 
tenement.  Carsten  Stemmermann  to  Emily  W  Scott.  Sept  20. 
1906.  7:1841—59.  A  $12,000— $18,000.  other  consid  and  100 
J.08th  st,  s  s,  217.10  e  2d  av,  39.3x125,  6-sty  brk  tenement  and 
store.  Release  two  morts.  Harris  Mandelbaum  and  ano  to  Is- 
rael Lippmann.  Aug  30.  Sept  14,  1906.  6:1679—44.  A  $10,- 
000— P  $40,000.  other  consid  and  100 

109th  st,  No  81  I  n  w  cor  Park  av,  26x75,  5-sty  brk  tenement 
Park  av.  No  1500]  and  store.  Release  mort  as  to  easements.  Wm 
Hoffman  to  N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H  R  R  Co. 
Aug  1.  Sept  14,  1906.  6:1615—35.  A  $12.500— $23,000.  nom 
Same  property.  Release  mort  as  above.  Ury  Danenberg  et  al 
EXRS,  &c,  Isaac  Danenberg  to  same.  Aug  13.  Sept  14,  1906. 
6:1615.  nom 


Same  property.  Release  claims  as  to  Park  av  viaduct.  BenJ  M 
Gruenstein  and  Sophia  Mayer  to  same.  April  19.  Sept  14,  1906. 
6:1615.  other  consid  and   100 

112th  st.  No  138,  s  s,  125  e  7th  av,  25x100.11,  5-sty  stone  front 
tenement.  Gustav  Marder  to  Addie  S  Oppenheim.  Mort  $25,- 
500.     Sept  18,  1906.     7:1821—58.     A  $11,000— $25,000. 

other   consid  and   100 

112th  st,  Nos  250  and  252,  s  s,  150  e  8th  av,  50x100.11,  6-sty  brk 
tenement  and  store.  Solomon  Brill  to  Annie  Levy  and  Esther 
Schiit.  All  title.  Mort  $70,000.  Aug  27.  Sept  18,  1906. 
7:1827—57.     A  $22,000— $85,000.  other  consid  and  100 

113th  st.  No  527,  n  s,  340  w  Amsterdam  av,  20x100.11,  4  and  5- 
sty  brk  dwelling.  James  Bradley  to  Elias  Hartman.  Mort  $21,- 
500.     Sept  14.     Sept  15,  1906.     7:1885-19.     A  $9,600— $20,000. 

100 

113th  st.  No  610,  n  s,  300  w  Broadway,  20x100.11,  5-sty  brk 
dwelling.  Susie  B  wife  of  Wm  M  Kingsley  to  Rho  Deuteron  Co. 
C  a  G.  Mort  $20,000.  Aug  24.  Sept  15,  1906.  7:1895^16. 
A  $10,400— $31,000.  other  consid  and  100 

114th  St.  No  237,  n  s,  175  w  2d  av,  25x100.11,  5-sty  brk  tenement. 
Jacob  Dawson  to  Philip  Weinberg  and  Samuel  Goldstein.  All 
title.  Q  C.  Sept  15.  Sept  17.  1906.  6:1664—17.  A  $7,000— 
$18,000.  nom 

114th  st.  No  616,  s  s,  210  w  Broadway,  15x100.11,  4-sty  brk 
dwelling.  Chas  H  C  Beakes  to  Anna  M  Riley,  of  Philadelphia. 
Pa.  Mort  $12,000.  Sept  14.  Sept  17,  1906.  7:1895—67.  A 
$7,800— $19,000.  other   consid  and   100 

114th  st,  No  105,  n  s,  34  e  Park  av,  10x100.11,  3-sty  stone  front 
dwelling.     John   Bannen   to   Nathan   Marcus  and  James   Lissner.    . 
Mort  $0,500.     Sept  14,  1906.     6:1642—3.     A  $4,500— $8,500. 

other    consid    and    100 

110th  st,  No  314,  s  s,  211.6  e  2d  av,  21x100.11,  5-sty  stone  front 
tenement.  James  G  Andriaccio  to  Vincenzo  Gariano.  %  part. 
B  &  S.  Mort  $18,400.  Sept  15,  1906.  6:1687^13%.  A  $5,800 
-$18,500.  nom 

116th  st,  Nos  408  and  410,  s  s,  95  e  1st  av,  37.3x100.10,  two  3- 
sty  stone  front  dwellings.  The  David  Marks  Realty  Co  to  John 
B  Lange.  Mort  $24,000.  Sept  18.  Sept  19,  1906.  6:1709— 
43  and  44.     A  $9,000— $15,000.  other  consid  and  100 

117th  st,  Nos  228  to  234,  s  s,  300  e  3d  av,  75x100.11,  three  2-sty 
brk  dwellings  and  1-sty  brk  stable.  Samuel  Mandel  to  Louis 
Manheim.  %  part.  Mort  %  of  $19,000.  Dec  28,  1905.  Sept 
19,   1906.     6:1666—33  to  35.     A  $20,500— $29,000. 

other   consid  and  100 

117th  st.  No  453,  n  s,  93  w  Pleasant  av,  25.11x95.7,  5-sty  brk 
tenement.  Julius  Lurie  et  al  to  Edward  Wenczel.  Mort  $20,- 
000.  Sept  14.  Sept  17,  1906.  6:1711-20%.  A  $5,000— $20,- 
000.  100 

118th  st.  No  407,  n  s,  110.8  e  1st  av,  16.8x100.11,  3-sty  stone 
front  dwelling.  Harry  Baron  to  John  Caruccl.  Mort  $4,000. 
Sept    17,    1906.      6:1806—5%.      A   $4,000— $7,000. 

other  consid  and  100 

119th  st.  No  513,  n  s,  223  e  Pleasant  av,  20x100.10,  3-sty  stone 
front  dwelling.  Siegfried  Lowenthal  to  Morris  Mendel.  Mort 
$7,000.     Sept  19,  1906.    6:1816—10.    A  $3,500— $9,000. 

other  consid  and  100 

121st  st.  No  228,  s  s.  286  w  7th  av,  18x100.11,  5-sty  brk  tene- 
ment. Israel  Cohen  to  Joseph  Herbst.  Mort  $15,000.  Sept  18, 
1906.     7:1926—45.     A   $7,900— $15,000.         other  consid  and   100 

122d  st.  No  343,  n  s,  239  e  Morningside  Park  East,  15x100.11, 
3-sty  and  basement  stone  front  dwelling.  Harry  I  Solomon  et 
al  to  Sophie  H  Rothschild.  Mort  $8,500.  Sept  17,  1906.  7:1949 
—10%.     A  $6,600— $12,000.  other  consid  and  100 

124th  st.  No  41,  n  s,  435  e  Lenox  av,  25x100.11,  4-sty  and  base- 
ment stone  front  dwelling.  Susan  M  Dickinson  widow  to  Mary 
H  Esler.  Sept  6.  Sept  18,  1906.  6:1722—19.  A  $15,000— 
$ .  (Other   consid   and   100 

125th  st.  No  522,  s  s,  281  w  Amsterdam  av,  27x100.11,  5-sty  brk 
tenement  and  store.  William  Nestrock  et  al  EXRS  Herman  Nes- 
trock  to  Isidor  Reif  and  Jacob  Grab,  both  of  New  Rochelle,  N 
Y.  Mort  $23,000.  Sept  14,  1906.  7:1979—44.  A  $9,500— $26,- 
000.  32,175 

127th  st.  No  71,  n  s,  138.9  w  Park  av,  20.x99.11.  3-sty  stone  front 
dwelling.  Louis  F  Fechtman  et  al  to  Susan  Kennedy  and  Mag- 
dalene Raymond.  All  title.  Q  C.  All  liens.  May  26.  Sept  17, 
1906.     6:1752—30.     A  $7,000— $12,000.  nom 

127th  st,  Nos  164  and  166.  s  s,  151  w  3d  av,  53.5x99.11.  two 
6-sty  brk  tenements  and  stores.  Edward  Quittner  to  Simon 
Schwartzberg  and  Theresa  Delkowsky.  Mort  $58,000.  Sept  18, 
1906.      6:1775 — 13   and   44.      A   $16,000— $54,000. 

other   consid   and   100 

133d  st,  Nos  49  and  51,  n  s,  190  w  Park  av,  50x99.11,  6-sty  brk 
tenement.  Julius  Mendelson  et  al  to  Cassel  Cohen.  Mort  $47,- 
000.     Sept  17,  1906.     6:1758—27.     A  $12,0OO-.$53,0OO. 

other  consid  and  100 

133d  st.  No  217,  n  s,  200  w  7th  av,  20x99.11.  J 

133d  st,  n  s,  220  w  7th  av,  0.2.x99.11. 
3-sty   brk   dwelling.  ] 

Frank   W   Blauvelt   to   Mary   H   Esler.      Sept  6.      Sept   19,    1900. 
7:1939—23.      A   $8,000— $11,500.  other  consid  and   100 

135th  st,   Nos  60S  and  610,   s  s,  215.10  w  Broadway,   77.1x99.11. 

135th  st,  No  606,  s  s,  177.3  w  Broadway,  38.7x99.11. 
three  5-sty  brk  tenements. 
Release  mort.  N  Y  Trust  Co  and  Bronx  Investment  Co  to  D 
L  Block  Co.  Sept  19,  1906.  7:2001-41,  43,  44.  A  $46,500— 
P    $52,000.  106,000 

135th  st,  s  s,  293  w  Broadway,  strip  0.2.2-11x99.11.  Release  mort. 
Bronx  Investment  Co  to  D  L  Block  Co.     Sept  19.  1906.     7:2001. 

nom 

130th  st.  No  119,  n  s,  509  e  7th  av,  16x99.11,  4-sty  brk  dwelling. 
Wm  C  Haskell  to  Samuel  Lehman.  Mort  $13,000.  Sept  12. 
Sept  14,  1906.     7:1921-22%.     A  $6,40O-$ll,000. 

other  consid  and  100 

136th  st.  No  44.  s  s,  100  e  Lenox  av,  38.9x99.11.  5-sty  brk  tene- 
ment. Leopold  Ehrmann  to  Samuel  Wolf.  Mort  $40,000.  Dec  9. 
Sept    17,    1906.      6:1733—67.      A    $15,500— $40,000. 

other  consid  and  100 
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13Cth  St,  No  42,  s  s,  138.9  e  Lenox  av,  38.0x99.11,  5-sty  brk  tene- 
ment. Leopold  Ehrmann  to  Samuel  Wolf.  Mort  $40,000.  Dec 
9,   1905.      Sept   17,   1000.     6:1733-65.     A  $15,50O-$40.000. 

other   consid   and   100 

136th  St,  No  40,  s  s.  177. G  e  Lenox  av,  38.9x99.11,  5-sly  brk  tene- 
ment. Leopold  Ehrmann  to  Samuel  Wolf.  Mort  $40,000.  Dec 
9,  1905.     Sept  17,  1906.     6:1733—04.     A  $15,500— $40,000. 

other  consid   and  100 

137th  St,  No  247,  n  s,  506  w  7th  av,  18x99.11,  5-sty  brk  dwelling. 
Ezra  Nare  to  Alice  G  Opper.  Mort  $15,000.  Sept  17,  1906. 
7:2023—11.      A   $6,200— $16,000.  other   consid   and   100 

138th  St,  No  032,  s  s,  360  w  Broadway.  15x99.11,  3-sty  brk  dwell- 
ing. John  T  Dooling  to  Edward  E  Thorpe.  Mort  $9,500.  Sept 
15.     Sept  17,   1906.     7:2086—48.     A  $3,500— $10,500. 

J  other  consid  and  100 

141st  st.  No  504,  s  s,  125  w  Amsterdam  av,  25x99.11,  3-sty  frame 
dwelling.  Henry  Korn  et  al  to  David  and  Harry  Lippmann.  1-3 
part.  Mort,  share  of  $10,000.  Aug  15.  Sept  19,  1906.  7:2072 
—38.     A  $6,000 — $8,000.  other  consid  and  100 

144th  st,  n  s,  250  w  Amsterdam  av,  50x99.11,  5-sty  brk  tene- 
ment. Hyman  Manheim  and  ano  to  Louis  Manheim.  Mort 
$63,000.  July  27.  Sept  19,  1906.  7:2076—21.  A  $15,000— P 
$23,000.  other   consid   and    100 

146th  st,  Nos  506  to  512,  s  s,  100  w  Amsterdam  av,  80x99.11,  two 
0-sty   brk   tenements.      Release   mort.      Corporate   Realty   Assoc 

,  to  Max  Weinberg  and  Herman  Sudzen  or  Sudzan.  of  Brooklyn. 
Sept  14.  Sept  17,  1906.  7:2077—37,  38.  A  $32,000— P  $80,- 
000.  10,000 

Same  property.  Release  mort.  Hyman  Horwitz  to  same.  Aug 
15.      Sept   17.   1906.     7:2077.  8,000 

146th  st,  Nos  506  to  512,  s  s,  100  w  Amsterdam  av,  80.'l99.11,  two 
C-sty  brk  tenements.  Max  Weinberg  et  al  to  Edmund  Frank. 
Mort  $85,000.  Sept  14.  Sept  17,  190C.  7:2077—37  and  38.  A 
$32,000— P  $80,000.  other   consid   and   100 

149th  st.  No  414,  s  s,  192.10  w  St  Nicholas  av,  19x99.11,  3-sty 
Stone  front  dwelling.  Peter  J  McCoy  to  The  Ethelia  Realty 
Co.  All  liens.  Sept  18.  Sept  19,  1906.  7:2063^11.  A  $5,- 
300— $14,000.  other  consid  and  100 

151st  st.  No  525,  n  s,  345  w  Amsterdam  av,  40x99.11,  6-sty  brk 
tenement.  Louis  Meyer  Realty  Co  to  Cabot  Real  Estate  Co. 
Mort  $50,000.  Sept  14.  Sept  15,  1906.  7:2083-17.  A  $16.- 
000— $50,000.  other  consid  and  100 

17Sth  st,  s  s,  100  e  Audubon  av,  45.x91. 2x45. 1x88.3.  Charles 
Helborn  to  Paterno  Bros  Inc.  Mort  $40,000.  Sept  19.  1906. 
8:2132—30.     A  $10,000— $20,000.  omitted 

Av  A,  No  1411,  on  map  No  1421,  w  s,  25.6  n  75th  st,  25.6x75,  5- 
sty  brk  tenement  and  store.  Jacob  Levinstein  and  auo  to  Sam- 
uel Ploershem.     Mort  $19,625.     Sept  10.    Sept  14,  1900.     5:1470 

.  —23.     A  $7,000— $15,000.  other  consid  and  100 

Av  B,  No  282,  w  s,  40  s  17th  st,  25x100,  5-sty  brk  tenement  and 
store.  Aaron  Segal  et  al  to  Adolph  Apotheker  and  David  Fried- 
man. Mort  $25,000.  Aug  15.  Sept  14,  1906.  3:974—34.  A 
$8.500— $18,000.  other  consid  and   100 

Av  B.   No  1616       |n  w  cor  83d  st,  26.3x80,  5-sty  brk  tenement  and 

East  End  av.  No  S0|     store.     Francis  J  Brodil  et  al  to  John  Muller. 

83d  st.  No  541  I  Mort  $27,000.  Sept  15.  Sept  17,  1906.  5:1.580 
—23.     A   $12,000— $26,000.  other  consid   and   lOO 

Av  B,  Nos  275  and  277  In  e  cor  16th  st.  42x93,  three  5-sty  brk  tene- 

IGth  st.  No  601  1     ments   and   stores.      Abraham   Fielman   et 

al  to  Davis  Berkman  and  Abram  Gutterman.  Mort  $53,500. 
Sept  14.  Sept  18,  1906.  3:984—1,  2  and  5.  A  $16,.500— $29,- 
000.  other   consid   and    100 

Av  C,  Nos  33  to  411  n  w  cor  3d  st,  96.2x42,  6-sty  brk  tenement  and 

3d  st,  No  259  I  store.  Meyer  Frank  to  Solomon  Silberblatt. 
Mort  $87,500.  Sept  14.  Sept  15,  1900.  2:386—43.  A  $50,- 
000— P    $100,000.  other   consid    and    100 

Amsterdam  av,  e  s,  9.846  n  from  s  s  155th  st,  runs  e  207.3  to  w  s 
Broadway  or  Public  Drive  x  —  x  w  228.7  to  av  x  s  100  to  begin- 
ning. John  G  Moran  et  al  to  James  Thorn,  July  9.  Sept  18,  1906. 
8:2149.  nom 

Amsterdam  av,  Nos  1628  and  1630,  w  s,  49.11  n  140th  st,  50x 
100,  two  5-sty  brk  tenements  and  stores.  Henry  Nathan  and 
Morris  J  Zimmermann  to  The  N  &  Z  Realty  Co.  Mort  .$51,000. 
Sept   18,   1906.     7:2072—81   and  32.     A   $24,000-$40,000. 

other  consid  and  100 

Audubon  av,  e  s,  41.10  s  178th  st,  40x100.2x46.5x100.  vacant. 
Charles  Helborn  to  Benjamin  Kolb.  All  liens.  Sept  12.  Sept 
19,   1906.     8:2132—26.     A  $12,.50O-P  $20,000.  100 

Amsterdam  av,  s  e  cor  185th  st,  75.11x100,  two  6-sty  brk  tene- 
ments and  stores.  Agreement  as  to  Investment  and  manage- 
ment of  premises.  Myer  Bach  with  Maurice  Goodman.  June 
13,  1905.  Sept  19,  1906.  8:2149—35,  37.  A  $29,600-P  $68.- 
000.  nom 

Bowery,  No  42,  w  s,  141.8  n  Bayard  st,  16.8x120,  3-sty  brk  ten- 
ement and  store.  Delancey  Kane  et  al  to  Pincus  Lowenteld  and 
Wm  Prager.  C  a  G.  Aug  2.  Sept  20,  1906.  1:202—29.  A 
$14,400— $18,000.  other  consid  and  100 

Same  property.  Release  mort.  Delancey  Kane  TRUSTEE  to 
Louisa  L  Kane.  1-8  part.  All  title.  Aug  9.  Sept  20,  1906. 
1:202.  2,000 

Broadway         Is  e  cor  174th  st,  runs  s  70.7  to  w  s  Wadsworth  av 

Wadsworth  avl    x  n  66.8  to  s  s  174th  st  x  w  23.1  to  beginning. 

174th  st  I     gore,   vacant.      Reba   G  wife  Loton   H   Slawson   to 

Geo  L  Slawson.  Mort  .$4,600.  Sept  5.  Sept  18,  1906.  8:2143 
—25.     A  $6,500— $6,500.  other  consid  and  100 

Broadway  s  e  cor  174th  st,  runs  s  70.7  to  w  s  Wadsworth  av    ' 

Wadsworth  av     x  n  66.8  to   s  s   174th   st  x  w  23.1   to  beginning, 

174th  st  gore,  vacant.     Geo  L  Slawson  to  Josephine  S  wife 

Geo  L  Slawson.  Mort  .$4,600.  Sept  17.  Sept  18,  1906.  8:2143 
—25.     A  $6,500— $6,500.  other  consid  and  100 

Claremont  av.  No  190,  on  map  No  192,  e  s,  260  n  125th  st,  40x 
100,  5-sty  brk  tenement.  Jumel  Realty  and  Construction  Co  to 
Clementine  M  Silverman,  All  liens.  Sept  15.  Sept  20,  190(3. 
7:1993—104.     A  $19.500— P  $35,000.  other  consid  and   100 

Columbus  av.  No  74        la    w    cor    63d    st,    25,8x100,    3   and   4-sty 

63d  st,  Nos  100  and  102  |    frame   tenements   and  stores. 

63d  st.  No  104,  s  B,  100  w  Columbus  av,  25x100.5,  2-sty  brk  tene- 
ment and  4-sty  brk  tenement  in  rear. 

Fredk  J  Kreidler  by  George  Kreldler  GUARDIAN  to  Monroe  L 
Simon  and  Louis  Celler.  1-8  part.  All  title.  Sept  4.  Sept  7. 
1906.  4:1134—36  and  37.  A  $46,000— $48,500.  Corrects  error 
In  last  issue  when  1st  parcel  said  Madison  av,  No  74.  11,000 


Same  property.     Release  dower.  Margaretha  Scheft  widow  to  same.   • 
1-8  part.     Sept  4.     Sept  7,   1906.    4:1134.       other  consid  and  100 

Same,  property.  Release  dower.  Same  to  same.  1-8  part.  Sept 
4.     Sept  7,  1906.     4:11.34.  other  consid  and  100 

Same  property.  Release  curtesy.  Q  C,  &c.  George  Kreidler  to 
same.     1-8  part.     Sept  4.     Sept  7,  1906.     4:1134. 

_,     ^  „    ,  ,  other   consid   and   100 

East  End  av,  or  Av  B   js    w    cor    Slst    st,    102.2.x223,    2-sty    bakery 

81st  st,  Nos  534  to  556j  and  3-sty  brk  stable.  Raoul  H  Fleisch- 
mann  to  Fleischmaun's  Vienna  Model  Bakery.  All  title  Mort 
$45,000.  Sept  14.  Sept  15,  1906.  5:1577—1,  IV,,  314  28  24 
A   $67,000— $140,000.  100 

Lexington  av.  No  42.  w  s,  19.9  n  24th  st.  19.9x60,  3-sty  brk 
dwelling.  Kate  J  Egbert  to  Guy  M  Gest,  of  Cincinnati  Ohio. 
B  &  S.     Sept  17.     Sept  19,  1906.     3:880-20.     A  $13,O0O-$16,- 

,  "J""-  other  consid  and  100 

Lexmgton  av,  No  960,  w  s.  67,1  n  70th  st,  10,8x80,  3-sty  stone 
front  dwelling.  Mabel  S  Parker  et  al  HEIRS,  &c,  DeWitt  H 
Parker  to  J  Cooper  Mott,  All  title.  Aug  17.  Sept  20,  1900 
5:1405-17.      A    $12.50O-$15,0O0.  other   consid   and    100 

Same  property.  Hattie  S  Parker  by  Forrest  H  Parker  GUAR- 
DIAN  to   same.     All   title.     1-3  part.     Sept  20,   1906.     5:1405. 

3  000 

Lexington  av.  No  491,  e  s,  40.5  s  47th  st,  20x85,  5-sty  stone  front 
dwelling.  Sarah  A  B  Civill  to  Acton  T  Civill,  of  Coeymans,  N  Y 
1-3  right,  title  and  interest.  All  title.  B  &  S.  Sept  8  Sent 
17,  1906.     5:1301—51^2.     A  $12,000-$16,000.  nom 

Lexington  av.  No  655|s    e    cor    55th    st,    20x63,    4-sty    stone    front 

•J5th  st  I     dwelling.       Benj  P  Poth  to  Mary  J  McDon- 

ald.    Mort  $18,000.     Sept   IS,   1906.     5:1309—50.     A  $22,000— 
$27,000,  other  consid  and  100 

Madison  av,   No   1225.  | 

Madison   av.   No   1227. 
Bay   window   agreement.      Nathan   and   Leon   Hirseh   with   Henry 
Prank.     Aug  29.     Sept  19,  1906.     5:1500-51.     A  .$47,000-$60,- 

000.  nr.m 

Madison  av.   No  1891, 


100.5  s  123d  st,  20.6x100,  3-sty  stone 
front  dwelling.  Gertrude  G  Griffin  et  al  to  Paul  S  Bolger.  Sent 
IS,    1000.      6:174,8—4,     A    $12,000— $17,500. 

other   consid    and   100 

Madison  av.  No  1519,  e  s,  84.3  s  104th  st,  16.8x70,  3-sty  brk 
dwelling.  Morris  L  Sack  to  Louis  Strongin,  of  Brooklyn.  Mort 
.$0,000.  Sept  12.  Sept  17,  1906.  6:1600—55.  A  $6,500-$0,- 
000.  other   consid   and   100 

Madison  av.  No  1502,  w  s,  25.11  s  107th  st,  25x100.  5-sty  stone 
front  tenement  and  store.  Abraham  Weilerstein  to  Fannie  wife 
Abraham  Weilerstein.  Mort  $20,875.  Sept  18,  1906.  6161'> 
-58.     A  $16,O0O-.$28,0OO.  other  consid  and  100 

Madison  av.  No  1042.  w  s,  81.11  s  110th  st,  19x100,  5-sty  stone 
front  tenement.  Mark  Aaron  to  Baruch  H  Schnur.  lA  part 
Mort  $20,000.     Sept  18,  1906.     6:1615—55.     A  $9,50O-$18,000. 

nom 

Manhattan  av.  No  401.  w  s.  37.11  s  117th  st,  I.Sx.jO,  3-sty  brk 
dwelling.  Simou  S  Friedberg  to  Anna  O  Wardwell.  Mort  $7  - 
500.     Sept  15.     Sept  17,   1906.     7:1943—50.     A  $6,000— $8,500. 

other  consid   and  100 

Manhattan  av,  s  w  cor  Cathedral  Parkway,  72.11x100  (owned  by 
party    first    part),    6-sty    brk    tenement.  I 

Cathedral  Parkway,  s  s,  adj  on  west,  owned  by  party  third  part.] 
Party  wall  agreement.  Eden  Construction  Co  and  Wm  T  Hook- 
ey  with    Max    Hirshfield.    Sept    15.    Sept    19,    1900.    7:1.S45.       nom 

Park  av.  No  lOOOj  n  w  cor  117th  st,  25x72,  4-sty  brk  tenement  and 

117th  st.  No  77  I  store.  Release  mort  as  to  easements,  &c.  Dis- 
trict No  1  of  Independent  Order  Benia  Berith  to  N  Y  cSt  Harlem 
R  R  Co  and  the  N  Y  C  &  H  R  R  R  Co.  Aug  6.  Sept  14,  1006. 
6:1623—33.      A    $10,500— $10,000,  nom 

Park  av.  No  1662,  w  s,  25  n  117th  st,  25.5x75.  4-sty  brk  tenement 
and  store.  Release  mort  as  to  easements.  &c.  Harlem  Savings 
Bank  to  N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H  R  R  R  Co 
April    14.     Sept   14,    1006.     6:1623.  nom 

Park  av.  No  1866,  w  s,  57  n  127th  st,  18x70,  3-sty  brk  tenement 
and  store.  Release  claims  as  to  Park  av  viaduct.  Gertrude  Hol- 
felder  to  N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H  R  R  R  Co. 
June  .30.     Sept  14,  1006.     6:17.52—35.     A  $3,500— $7,500.  nom 

Same  property.  Release  mort  as  to  easements.  Geo  W  Silber- 
horn  to  same.     Sept  6,  1906.     Sept  14,   1906.     6:1752.  nom 

Park  av,  No  1672,  w  s,  25.5  s  118th  st,  25x89.6,  4-sty  brk  tene- 
ment and  store.  Release  claims  as  to  Park  av  viaduct.  Eliza 
Cohn  to  N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H  R  R  R  Co. 
July  26.     Sept  18,  1906.     6:1623—39.     A  $7,500— $14,000. 

other  consid  and  100 

Same  property.  Release  mort  as  to  easement.  Jonas  Well  and 
ano  to  same.     Aug  15.     Sept  17.  1906.     6:1623.  nom 

Same  property.  Release  mort  as  to  easement.  N  Y  Protestant 
Episcopal  Public  School  to  same.     Aug  7.    Sept  18,  1906.  6:1623. 

nom 

St  Nicholas  av.  No  452,  e  s.  63.10  s  133d  st,  37.5x77.0x36.11x81.8, 
5-sty  brk  tenement.  Nathan  Marcus  et  al  to  John  Bannen.  B 
&  S.  Mort  $26,000.  Sept  14,  1906.  7:1958—41.  A  $13,000— 
.$28,000.  other  consid  and  100 

St  Nicholas  av.  No  40(3,  e  s.  51.10  n  130th  st,  25x100,  5-sty  brk 
tenement.  Nathan  Marcus  to  John  Bannen.  Mort  $20,000. 
Sept   14,   1906.     7:19.58—3.     A  $11,000— $23,000. 

other  consid  and  100 

1st  av.  No  2366,  e  s,  76.11  n  121st  st.  26x73.10,  4-sty  brk  tene- 
ment and  store.  Joseph  Scharf  to  First  Avenue  Realty  Co.  Mt 
$15,750.  Sept  17.  Sept  19,  1006.  6:1800 — 1.  A  .$6,000— $13,- 
000.  other  consid  and  100 

1st  av.   No   1741  |n  w  cor  90th  st,  25,6x100,  5-sty   brk  tene- 


OOfh  St.  Nos  341  to  3451 
to   Morris   Freundlich, 
14.      Sept    IS,    1006. 


ment    and    store.      Abraham    M    Baumann 
%  part.     All  title.     Mort  .$36,000.     Sept 
5:1.5.53—23.     A  $16.000— $32,000. 

other  consid  and  100 
2d  av.  No  17301  s  e  cor  00th  st,  25.8x75,  5-sty  brk  tenement  and 
00th  st  I     store.     Emma  Wissmann  to  Nathan  and  Lawrence 

N   Morganstern.     Mort  $30,000.      Sept   14.      Sept   15,   1906.      5:- 
15.52—49.     A   $16,500— .$30,000.  nom 

2d  av.  No  1959|3  w  cor  101st  st,  25.8x90,  5-sty  brk  tenement  and 
101st  St.  No  2501    store.     Anshel  Garmise  to  Rosalie  Zlpser.  Mort 
$23,000.    Sept  17,  1906.     6:1650-28.     A  $15,000— $28,000. 

other  consid  and  100 


1?he  text  of  these  pages  Is  copyrighted. 
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THE  CHARLES  H.  SMITH  CO.  »- 

REAL    ESTATE  I  iO  Van  Siclen  Ave.,  Brooklyn 


Selling,  Renting,  Collecting 


Ea8t  New  York  (26th  Ward)  Property  b 
Specialty.  Send  Particulars 


2d  av,  No  2074,  e  s,  50.-4  s  107th  st,  25x99.2,  4-sty  brk  tenement 
and    store.       Abraham    Wolf    to    Abraham    M    Nachbar.       Mort  . 
$15,000.     Sept  IS.     Sept  19,  190G.     G:lt57S— 51.     A  $9,000— 112,- 
500.  other  eonsid  and  100 

3d  av,  No  1443.  e  s,  82  s  82d  st,  20.2x70,  4-sty  stone  front  tene- 
ement  and  store.  Rudolph  GlattU  to  Rosa  Thomann.  All  liens. 
Sept  14.     Sept  15,  190tj.     5:1527^8.     A  $13,500— .$21,000. 

other  eonsid  and  100 

5th  av.  No  2174         I  s  w  cor  133d  st,   25x107,   5-sty  brk   tenement 

133d  st  Nos  2  and  41  and  store.  John  Franz  to  Charles  Kaut- 
mann.  Mort  .$40,000.  July  15.  Sept  15,  1900.  0:1730—40.  A 
$22,000— $45,000.  other  eonsid  and  100 

5th  av,  n  e  cor  106th  st,  100.11x100,  except 

106th  st,  n  s,  99.10  e  5th  av,  0.2x100.11. 

5th  av,  s  e  cor  107th  st,  100.11x100. 
vacant. 

Felix  Isman  to  Geo  H  Earle,  Jr,  and  James  P  Sullivan,  of  Phil- 
adelphia, Pa.,  joint  tenants.  All  liens.  Sept  7.  Sept  19,  1906. 
6:1612.  other   eonsid   and   100 

6th  av,  Nos  901  to  907|  n   w   cor  51st   st,    87x100,   5-sty   brk   tene- 

51st  st.  No   101  I     ment    and    store    and    5-sty    brk    building 

and  store. 

66th  st,   Nos  49  and  51,  n  s,  425  w  Central  Park  West,  50x100.5 
brk   loft   and   store   building. 
No  72,  s  s,  65  e  Columbus  av,  35x100.5,  5-sty  brk  tene- 


6-sty 

69th  st, 
ment. 

5th  av.  No  2102,  w  s,  24.11  n  132d  st,  27x100,  5-sty  brk  tene- 
ment. 

5th  av,  No  2166,  w  s,  78.11  n  132d  st,  27x100,  5-sty  brk  tene- 
ment. 

West  End  av.  No  7801  s  e  cor  98th  st,  19.11x100,  4-sty  brk  dwell- 

98th  st.  No  258        I    ing. 

106th  st.  No  323,  n  s,  53  e  Riverside  Drive,  runs  e  36  x  n  45.8 
X  w  25.2  X  8  0.4  X  w  7.7  X  s  7.6  X  w  5.7  x  s  32.7  to  beginning, 
5-sty    brk   dwelling. 

114th  st.  No  65,  n  s,  91  e  Madison  av,  27x100.11,  5-sty  brk  ten- 
ement. 

131st  st.  No  521,  n  s,  250  w  Amsterdam  av,  25x09.11,  5-sty  brk 
tenement. 

Harriet  Overhiser  to  Margaret  B  Newington.  All  liens.  Sept 
17.  Sept  20,  1906.  4:1004—29.  A  $120,000— $170,000;  1119 
14.  A  $30,000— $48,000;  1121—62.  A  $30,000— $56,0(10;  1620 
—24.  A  $10,000— $23,000;  1730— :^4  and  36.  A  $28.(X«:)— $50,- 
000;  7:1869—61.  A  $19,000-$30.000;  1892 — 1.  A  $16,000— .$36,- 
OOO;   1986—22.     A  $6,500— $15,000.  nom 

8th  av,  n  e  cor  145th  st,  80x100,  vacant.  Joseph  Silverson  to  Ber- 
nard London.  V-  part.  All  liens.  July  15.  Sept  20,  1906. 
7:2031.  other  eonsid  and  100 

8th  av,  s  e  cor  146th  st,  119.10xl<X>,  vacant.  Bernard  London 
to  Joseph  Silverson.  %  part.  All  liens.  July  15.  Sept  20, 
1906.      7:2031.  other  eonsid  and   100 

8th  av.   No  235     |  n   w   cor  126th   st,   25x100,   5-sty   brk  tenement 

126th  st.  No  301|  and  store.  Peter  J  McCoy  to  The  Ethelia  Real- 
ty Co.  All  liens.  Sept  18.  Sept  19,  1906.  7:19.53—29.  A 
$24,000— .$40,000.  other    eonsid    and    100 

8th  av.  No  2655,  w  s,  24.11  s  142d  st,  25x100,  5-sty  brk  tenement 
and  store.  Loretta  V  Wynne  to  Charles  Wynne.  Mort  $20,000. 
Sept   14.     Sept   17,   100(i.     7:2043—17.     A   .$9,000— $24,000.         100 

8th  av,  No  27.52,  e  s,  25  n  146th  st.  25x100,  5-sty  brk  tenement 
and  store.  Henry  Nathan  and  Morris  J  Zimmerman  to  The  N  & 
Z  Realty  Co.  Mort  $17,000.  Sept  IS,  190(j.  7:20.32"— 2.  A  $S,- 
000— $1S,(XM>.  other  eonsid  and   100 

8th  av,   Nos  2442  and  2444  Is  e  cor  131st  st,  49.11x100,  two  5-sty 

131st  st,  Nos  272  and  274  |  and  one  4-sty  brk  tenements  and 
stores.  Henry  Nathan  and  Morris  J  Zimmermann  to  The  N  &  Z 
Realty  Co.  Sept  IS,  ItMIG.  7:19315-61  and  62  and  60>^.  A 
$40,500— $76,.50O.  other  eonsid  and  100 

8th  av.  No  2105,  w  s,  50.11  s  114th  st,  25x95.  5-sty  brk  tenement 
and  store.  Meyer  H  Ullmann  et  al  to  George  Ash.  Mort  $37.- 
000.  Sept  15.  Sept  18,  1906.  7:1847-58.  A  $15,5(X)— $25.- 
000.  other  eonsid  and  100 

9th  av.  No  669,  w  s,  37.9  n  46th  st,  18.9x62.6,  4-sty  brk  tenement 
and  store.  Rachel  Augsburger  et  al  to  Peter  C  Eckhardt,  Jr. 
and  Frederick  Eckhardt.  Sept  20,  100(i.  4:1056—31.  A  $9.- 
OOO— $13,000.  other  eonsid   and   100 

BOROUGH    OF    THE   BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in   the 
new  Annexed  District   (Act  of  1895). 

*Arthur  st|s   s,   17.5   w   Paulding   av,   2.5x93   to    Briggs   av   x26xS.5. 

Briggs  av  |  James  McComb  to  Chas  E  Watson.  Mort  $250. 
Sept   12.     Sept  14.   190(5.  other  eonsid  and  100 

Bristow  St.  No  1376,  e  s,  6,5  n  Jennings  st,  20x100.1.  2-sty  frame 
dwelling.  John  H  G  Hohnhorst  et  al  to  Frederick  S  Cusick.  Mt 
$3,500.      Sept   17.     Sept  19,   1906.     11:2964. 

other  eonsid  and  100 

*Bronx  terrace,  e  s,  lot  1179  map  Wakefield,  109.6x105.  Mary  A 
Franklin  to  Marcus  Nathan.     Mort  $1,5(X).     Sept  19,  llMXi. 

other  eonsid  and  100 

*Boyd  st,  w  s,  158.4  n  Jefferson  av,  33.4x100,  Edenwald.  Veritas 
Realty  Co  to  Earnest  R  Eckley.  All  liens.  Sept  15.  Sept  17, 
190*5.  nom 

*Bronx  terrace,  e  s,  lot  1179  map  Wakefield,  109.6x105.  Mat- 
thew Hicks  to   Mary  A  Franklin.     Sept   19.     Sept  20,   1900. 

other  eonsid  and  100 

*Coster  st,  w  s.  99.6  n  Kingsbridge  road,  7.5x102.6.  Louis 
Schworer  to  Fridolin  Weber.  Mort  $775.  Sept  13  Sept  14, 
1906.  other  eonsid  and   100 

Dawson  st,  e  s,  456  n  Longwood  av,  81.2x100.  two  5-sty  brk  tene- 
ments. CONTRACT.  John  McGovern  with  Henne  Cooper.  Mort 
$66,000.     Aug  21.     Sept  18.  1906.     10:2702  and  contracts.       78,000 

Exterior  st,  w  s.  336.3  plus  47.7  s  149th  st,  runs  w  221.4  x  w 
along  s  s  of  dock  or  slip  2-5.11  to  point  17.5  e  pierhead  line,  x 
s  27  X  w  175  to  said  pierhead  line,  x  s  233.10  x  e  345.2  to 
Exterior  st,  x  n  270.7  to  beginning,  with  riparian  right,  land 
under  water,  &c,  vacant.  Margaret  Knox  to  John  F  Steeves,  Hen- 
ry H  Barnard  and  Bradley  L  Eaton.  B  &  S  and  C  a  G.  Mort 
$105,(X)0.     Oct  IS,  1905.     Sept  19,  1906.     9:2355.  100 

Fox  st.  No  .5.56.  s  s.  238.11  e  Prospect  av,  40x109,  5-sty  brk  ten- 
ement. Joseph  Leitner  et  al  to  Anton  K  Benes.  Mort  $28,- 
000.     Sept  17.     Sept  IS,   1906.     10:2683.         other  eonsid  an«  100 


Freeman  st,  s  s.  81.11  e  Vyse  av,  27.4x86.1x25x97.3.  Josephine 
Viol  to  Marie  H  Beran.  Mort  $4,000.  Sept  15.  Sept  17,  1906. 
11:2993.  100 

Faile  st,  No  1024,  e  s,  240.8  n  Aldus  st,  20x100,  3-sty  brk  dwell- 
ing. American  Real  Estate  Co  to  Margaretha  Scheff.  Sept  1. 
Sept   17,   1906.     10:2748.  other   eonsid   and   100 

*FuIton  st,  s  e  s,  lot  20  map  South  Washingtonville,  40x125. 
Zebulon  Davis  to  Wilhelm  Ptlug.  Mort  $1,500.  Sept  14.  Sept 
15,    1906.  nom 

Fox  st.  No  .5.56,  s  s,  238.11  e  Prospect  av,  40x109,  5-sty  brk  tene- 
ment. Release  mort.  N  Y  Trust  Co  to  Joseph  Leitner  and 
Charles    Kreymborg.      Sept    18,    1906.       10:2683. 

other    eonsid    and    100 

Same  property.  Release  mort.  Same  to  same.  Sept  18,  1906. 
10:2683.  other  eonsid  and  100 

Same  property,  but  lot  is  40x115.  Release  mort.  Arthur  Knox 
to  same.     Sept  14.     Sept  18,  1906.     10:2683.  nom 

Fairmount  pi,  n  s,  428.5  w  Southern  Boulevard,  75x100x75.2x100, 
vacant.  Tremont  Avenue  Land  Co  to  Evelyn  H  White,  of  Pelham 
Heights,  NY.     Q  C.     Mort  $4,500.     Sept  18,  1906.     11:2960.  ' 

other  eonsid  and   100 

Fairmount  pi,  n  s,  428.6  w  Southern  Boulevard,  75x100x75.2x100, 
vacant.  Release  mort.  Title  Guarantee  &  Tnist  Co  to  The  Tre- 
mont Avenue  Land  Co.     May  4.     Sept  18.  1906.     11:2960.  2,925 

*Green  lane,  s  s,  354.9  e  Castle  Hill  av,  25x103.10.  Norbert  Robil- 
lard   to   Isaac   L  Dunn.     Sept  18,  1906.  other  eonsid  and  100 

*Green  lane,  s  w  s,  529.9  s  e  Castle  Hill  av,  25x130.5.  Andrea 
Ferrara  to  Domina,  Henry  and  Jos  Plante.  Sept  11.  Sept  17, 
1906.  nom 

*Hancock  st,  w  s,  437.6  n  Columbus  av,  18.9x100.  John  B  Dosso 
to  Reuben  Toporovsky.     Mort  $3,500.     Sept  14.     Sept  15,   190t3. 

other  eonsid  and  100 

*Hobart  st,  w  s,  200  s  2.36th  st,  25x102.6.  Fridolin  Weber  to 
Henry   W   Roemer,   Jr.      Sept   18.      Sept   19,    1906. 

other  eonsid  and  100 

♦Leggett  pi,  w  s,  175  n  McGraw  av,  25x125,  Van  Nest.  Thomas 
McKenna  to  Joseph  Poltz.  Mort  $2,000.  Sept  13.  Sept  14, 
19(36.  other  eonsid  and  100 

*Marian  st     |w  s,  lots  .328  and  329  map  Washingtonville.  100x100 

'Railroad  pi]  to  e  s  Railroad  pi.  David  L  Rudd  to  John  Stahl. 
All   liens.     July  3.     Sept  18,   1906.  other  eonsid   and   100 

*McDonald  st,  n  s,  90  e  Eastchester  road,  16.11x100. 

Rhinelander  av,   s  s,  206.6  e  Eastchester  road.  50x100. 

Rhinelander  av,  n  s,  ,5<56.7  e  Eastchester  road,  50x100,  and  lot 
320  map  327  lots  of  Hunter  estate. 

Release   mort.     John  J  Brady  to   Hudson  P   Rose   Co.      Sept   13. 
Sept  15,  1906.  60S 

*Poplar  st,  n  s.  125  e  Forest  st,  25x — .  Joseph  J  Gleason  to  Peter 
S  Trafford.     Sept  15.     Sept  18,  1906.  nom 

Rogers  pi.  No  972,  e  s,  492.4  n  Westchester  av.  30x89x22.2.x90, 
2-sty  frame  dwelling.  Henry  H  Vondran  to  Giuseppina  Tom- 
onte.      Mort    ,$2,800.      Sept    17.      Sept    19,    1906.      10:2699. 

other  eonsid  and  100 

Rogers  pi.  No  967%.  w  s,  526.3  n  Westchester  av,  17x70.9x17. 7x 
70.10.  3-sty  frame  tenement.  Marius  Dauere  to  Louis  Leib- 
sohn.     Mort  $6,250.     Sept  14.     Sept  15,  1906.     10:2698. 

other  eonsid  and  100 

Tiffany  st.  No  1027,  w  s,  20(5.3  n  165th  st,  25x100.  3-sty  frame 
tenement.     Hermann  Schai  to  Helene  Mundt.     Mort  $3,000.     Sept 

14.  Sept   15,    llXtO.      10:2716.  other  eonsid  and   100 
Trafalgar    pi.    No    11.    w    s,    78    s    176th    st,    22x65,    2-sty    frame 

dwelling.     Arthur  G  Bentley  to  Alice  M  wife  of  Arthur    G  Bent- 
ley.     Q  C.     All  liens.     Mar  24.     Sept  14,  1906.     11:2958.  nom 

*2d  st  I  s  s.  205  w  Av  B,  50x216  to  n  s  1st  st,  Unionport.  Frank 
Istst]     Engel  to  John  H  W  Sehlmeyer.     Sept  18.     Sept  19,  1906. 

nom 

*4th  st.  No  32,  n  s,  25x114,  Williamsbridge.  Anna  Merklinger 
and  ano   to  Angelo  and   Mark  Borgatta.     Sept  17,   1906.  nom 

*4th  St.  s  e  s.  220  n  e  Union  av,  20x100,  Westchester.  Peter 
Schitfer  to  Peter  O'Donnell.  Mort  $1,600.  Sept  12.  Sept  19, 
190(5.  other  eonsid  and  100 

*12th  St.  n  s.  205  w  Av  B,  50x108.  Unionport.  Henry  Voigt  to 
Henry  J  Jarvis.     Sept  10.     Sept  19.  1906.         other  eonsid  and  100 

*12th  St.  n  s,  305  w  Av  B,  50x108,  Unionport.  Henry  J  Jarvis  to 
Chas    A    Laumeister.      Sept    11.      Sept    17,    1906. 

other   eonsid   and   100 

*12th  st  n  s,  2.55  w  Av  B,  50x108,  Unionport.  Henry  Voigt  to 
Mary  E  Fluegel.     Sept  10.     Sept  17,  1906.         other  eonsid  and  100 

133d  st.  No  1001,  s  s,  279  w  Willow  av,  16.8x10,  3-sty  frame  tene- 
ment. Joseph  A  Brautigan  to  Jessie  Matzlnger.  Sept  12.  Sept 
17,    190(5.      10:2.5(;i.  nom 

].33d  st.  No  1002,  s  s,  295.8  w  Willow  av,  16.8x100,  3-sty  frame 
tenement.  Joseph  A  Brautigan  to  Dora  Danielson.  All  liens. 
Sept   12.      Sept   17.   1906.     10:2561.  nom 

134th  st.  No  1000.  s  s,  496.2  e  Cypress  av,  17.3x103.6,  2-sty  frame 
dwelling.      Calogero   Duminuco   to   Giuseppina  T   Duninuco.   Sept 

15.  1906.      10:2562.  nom 
136th    st.    No   ,562,    s    s,    100   w   Alexander   av.   25x100,   4-sty   brk 

tenement.     John  S  Rumienski  to  John  Backer  and  John  F  Eder. 
Mort    $11,.500.      Sept    15.      Sept    17,    1906.      9:2311. 

other  eonsid   and  100 

138th  st,  n  s,  203.7  e  St  Anns  av,  39.3x100. 

138th  st,  n  s,  282.2  e  St  Anns  av,  39.3x100. 
two   6-sty   brk   tenements   and  stores. 
Wm   W   Coller   to   Iron   Realty   Co.      Mort  $45,714.28.     Sept   14, 
190(3.     10:2551  and  2552.  other  eonsid  and  100 

137th  st.  No  717,  n  s,  554.2  e  Willis  av,  16.8x100,  3-sty  brk 
dwelling.  Fred  Judge  to  Frank  Gass.  Mort  $6,500.  May  7. 
Sept   19,   1906.     9:2282.  other  eonsid  and  100 

140th  St.  No  725.  n  s,  725  e  Willis  av,  37.6x100,  5-sty  brk  tene- 
ment. McKinley  Realty  &  Construction  Co  to  Benjamin  Isen- 
berg.      Mort    $25,000.      Sept    17,    1906.      9:2285. 

other   eonsid   and   100 

140th  st.  No  844,  s  s,  127.9  e  St  Anns  av,  25x100.  4-sty  brk  ten- 
ement. Bertha  Fried  to  Timothy  Doorley.  Mort  $13,000.  Sept 
17.     Sept  19,  190;5.     10:2551.  other  eonsid  and  100 

146th   st,   No  825  East.  1 

146th   St.    No   827    East.  I 

Party   wall    agreement.    Theresa   Leshin   with   Samuel    Pomeranz 
et  al:     Sept  14.     Sept  17,  1906.     9:2273.  nom 
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Cooper  Iron  Works 

J  JOHN  COOPER,  PROPRIETOR 

Works :  Enimett  Street  &  Avenue  D,  Newark,  N.  J. 
New  York  Office :  I  Madison  Avenue 


IRON  and  STEEL  WORK 

FOR 

BUILDINGS,  BRIDGES,  &c. 


14(Uh  St,  No  S25,  n  s.  124.4  w  St  Anns  av,  2r.xl00,  5-sly  brk  tene- 
ment. Margarethe  Meyer  to  Theresa  Leshin.  Mort  $16,000. 
June   15.      Sept   18,    190G.     9:2273.  other  consid   and   100 

14Cth  St,  n  s,  124.4  w  St  Anns  av,  strip,  0.8x100.  Samuel  Pom- 
eranz  et  al  to  Margarethe  Meyer.  All  title.  Q  C.  Sept  14. 
Sept  18,  190(3.     9:2273.  other  consid  and  100 

148th  St,  No  799,  n  s,  149.G  w  St  Anns  av,  37.tix84.9,  5-sty  brk 
tenement.  Release  mort.  Adolt  Mandel  to  Louis  Grimm.  Sept 
7.      Sept    14,    1906.      9:2275.  3,060 

148th  St,  No  471,  n  s,  200  w  Morris  av.  25x106.6,  3-sty  brk  ten- 
ement. Annie  V  Daly  to  Nellie  M  Kelleher.  Sept  13.  Sept  14. 
190C.      9:2337.  100 

150th  St,  n  s,  95.3  e  Morris  av,  75x118.5,  vacant.  Vincenzo  La- 
porta  et  al  to  Alliegro  and  Spallone  Construction  Co.  Mort 
$22,000.      Sept   19.      Sept   20,    1906.     9:2410.  nom 

152d  St,  No  655,  n  s,  550  e  Courtlandt  av,  25x100,  2-sty  frame 
dwelling,  Louis  Lese  to  Frederick  Lese  and  John  D  Connolly. 
Mort  $4,800.     Sept  14.     Sept  19,  1906.     9:2374. 

other  consid  and  lf)0 

152d  St,  No  655,  n  s,  550  e  Courtlandt  av,  25x100,  2-sty  frame 
dwelling.  Eliza  wife  of  Wm  Miller  to  Louis  Lese.  Sept  12. 
Sept  15,  1906.     9:2374.  other  consid  and  100 

152d  St,  No  033,  n  s,  185  e  Robbins  av,  25x145.5x27.11x133.  4-sty 
brk  tenement.  John  Smith  to  Annie  Wiesenthal.  Mort  $10,OIM). 
Sept  14.     Sept  17,  1906.     10:2644.  other  consid  and  100 

158th  St,  No  902,  s  s,  35  e  Jackson  av,  40x100,  5-sty  brk  tene- 
ment. Katz-Polacek  Realty  and  Construction  Co  to  Max  Lar- 
schan.      Mort   $43,700.      Sept   15.      Sept   19,   1906.      10:2046. 

other  consid  and   100 

158th  St,  s  e  cor  Jackson  av,  35x100,  5-sty  brk  tenement  and 
store.  Release  mort.  Julius  Werner  to  Katz-Polacek  Realty  & 
Construction  Co.     Sept  11.     Sept  17,  1906.     10:2646.  8,500 

Same  property.  Katz-Polacek  Realty  &  Construction  Co  to  Louis 
Stern.      Mort   $40,000.     Sept   11.      Sept   17,    190<5.      10:2646. 

other  consid  and  100 

100th  St,  No  .577,  n  s,  48  e  Park  av,  18.8x51,  2-sty  frame  dwell- 
ing. August  Dooper  to  Anna  S  Benner.  B  &  S.  Aug  31.  Sept 
19,    1906.      9:2419.  nom 

160th  St,  No  575,  n  s,  29.4  e  Park  av,  18.8x51,  2-sty  frame  dwell- 
ing. August  Dooper  to  Elisabeth  Pfluger.  B  &  S.  Aug  31. 
Sept   19,   190(1     9:2419.  nom 

165th  St,  No  1030  I  s  w  cor  Stebbins  av,   ]8.11x46..5x31.4x39.4. 

Stebbins  av.  Nos  10231  3-sty  frame  tenement  and  store.  The 
Mutual    Mortgage    Co    to    Alfred    Jaretzki.      Mort    .$7,(XX).      Sept 

19.  Sept  20,  1006.     10:2690.  nom 
*172d  St,  w  s,  125  n  Gleason  av,  25x100.     Wm  J  Watson  to  Ruth 

Davis.      Mort  $.500.     Sept   18.     Sept  19,   1906. 

other   consid    and    100 

*176th  st,  w  s,  1.50  n  Gleason  av,  50x100.  John  W  Flynn  to  Leo- 
pold Fichter.     Mort  $516.     Sept  15.     Sept  17,  lt)06.  nom 

*176th  St,  w  s,  200  n  Gleason  av,  50x100.  Michl  W  Flynn  to 
same.      Mort  $516.     Sept  15.     Sept  17,   1906.  nom 

178th  St.  No  705,  n  s.  33.4  e  Park  av,  16.8x78,  2-sty  frame  dwell- 
ing. Chas  M  Preston  as  recvr  of  N  Y  Building  Loan  Banking 
Co  to  Frank  M  Patterson.     B  &  S.     Mort  $3,250.     May  23.     Sept 

20,  1906.     11:3035.  4,500 
178th  St,  No  703,  n  s,  16.8  e  Park  av,  16.8x78,  2-sty  frame  dwell- 
ing.    Same  to  same.     B  &  S.     Mort  $3,250.     May  23.     11:3035. 

4,500 

178th  St,  No  707,  n  s,  49.11  e  Park  av,  16.8x78,  2-sty  frame 
dwelling.  Same  to  same.  B  &  S.  Mort  $3,250.  May  24.  Sept 
20,  1906.     11:.3035.  4,.5O0 

178th  st.  No  709,  n  s,  66.8  e  Park  av,  16.8x78,  2-sty  frame  dwell- 
ing.     Same   to  same.      Mort  $3,250.     May  24.     Sept  20,   1906. 
11:3035.  4,500 

178th  st,  No  711,  n  s.  83.4  e  Park  av,  16.8x78,  2-sty  frame  dwell- 
ing. Same  to  same.  Mort  $3,250.  May  24.  Sept  20,  1906. 
11:3035.  4.500 

182d  st,  n  e  s,  46.4  e  Crotona  av,  75x100.  vacant.  Marx  and 
Moses  Ottinger  to  Harry  Feller  and  Samuel  Rosenberger  and 
Morris    Hirschman.      Sept    18,    1006.       11:3099. 

other   consid    and    100 

187th  st,  n  s,  154  w  Valentine  av.  runs  n  100  x  e  54  x  n  46.11 
X  w  136.4  X  s  14(j.ll  to  st,  x  e  82.8  to  beginning,  vacant.  Leo 
E  Buckbee  to  Garniss  E  Baker.  Mort  $5,000.  Sept  17.  Sept 
19,   liXHj.     11:31.52  and  31(>0.  other  consid  and  1(X) 

Same  property.  Garniss  E  Baker  to  Ronald  K  Brown  and  Geo  H 
Culver.     All  liens.     Sept  15.     Sept  19,  1906.     11:31.52  and  3160. 

omitted 

187th  st,  Nos  886  to  890,  s  s,  25  e  Arthur  av,  50x100,  three  2-sty 
frame  dwellings  and  stores.  Maurice  Mayer  to  Arcangelo  Mez- 
zacappa.      Sept   13.      Sept   14,   190(3.      11:3073. 

other  consid  and   100 

201st  st,  n  e  s,  83,6  w  Perry  av,  28.4x81.7x25.1x87.6,  vacant. 
Wm  C  Bergen  to  Flavins  S  Squires.  Sept  18.  Sept  19,  1906. 
12:3209.  other  consid   and   100 

201st  st,  n  s,  56.9  w  Perry  av,  55.1x81.7x51.10x93.1,  vacant.  Re- 
lease mort.  Ambrose  G  Fell  to  Wm  C  Bergen.  Sept  17.'  Sept 
19,    1906.      12:.3299.  nom 

*216th  st,  n  s,  and  being  lot  .382  and  part  of  lot  383  map  Laconia 
Park.  James  Hunter  to  Chas  E  Watson.  Mort  $920.  Sept  12. 
Sept   14,   1006.  nom 

*218th  st,  s  s,  105  w  5th  av,  17.5x114,  Wakefield.  Sarah  M  Ca- 
hoon  to  Abraham  Piser.     Sept  18,  190(3.  other  consid  and  100 

*220th  st  (6th  av),  s  s,  180.3  w  Bronxwood  av,  25x114.6,  Wake- 
field. Richard  H  Jamison  to  Ksawery  and  Martyna  Gajewsky, 
husband  and  wife.     Aug  31.     Sept  14,  1006. 

other  consid  and  100 

*223d  st,  n  s,  abt  391.6  e  Paulding  av,  2.5x109.(3.  A  Shatzkin 
&  Sons  to  Maria  Giacomazzi.  Mort  $437.50.  Aug  23.  Sept 
19.  1906.  other  consid  and  100 

*228th  st,  n  s,  300  e  4th  av,  100x114,  Wakefield.  John  J  Fitz- 
gerald to  James  E  Pyle,  Jersey  City,  N  J.  Sept  19.  Sept  20, 
1906.  other  consid  and  100 

*220th  st,  s  s,  130  e  5th  av,  25x114,  Wakefield.  Oscar  Smith  to 
Wm  M  Shaw.     July  16.     Sept'  19,  1906.  other  consid  and  100 

*229th  st,  8  s,  105  e  5th  av.  100x114.  Wakefield.     A  C  Dodge  et 


al   to  Oscar  Smith.     Q  C.     All   title,  &c,   under  tax  lease.     Sept 
15.      Sept    19,    10(>!.  nom 

*230th  st,  s  s,  100  e  Lowerre  pi,  25x03.  David  H  Sarfety  to 
Mary   B   Butler.     Mort   .$3  000.     Sept   14.     Sept   18,   1906. 

other  consid  and  100 

*2.33d  st,  s  s,  405  e  2d  st.  50x114.  Wakefield,  except  part  for  st. 
Barbara  Muth  to  Christian  H  Werner.     Sept  14.     Sept  20.  1906. 

othor   consid   and   100 

2;!6th  st,  s  s,  200  w  Oneida  av,  .50x100,  two  2-sty  frame  dwellings. 
Release  mort.  A  Walker  Otis  TRUSTEE  to  Geo  W  Lockwood. 
Mt  Vernon,   N   Y.     Sept  14,  1906.     12:336(i.  1,400 

240th  st,  late  4th  av,  s  s,  148.4  w  division  line  bet  N  Y  City  and 
Yonkers,  or  1(35  w  McLean  av,  25x100,  2-sty  frame  dwelling. 
Carl  Schmidtke  to  Antonia  S  Miller.  Mort  $3,500.  Sept  15. 
Sept  17,  lOOC.     12:339.3.  other  consid  and  100 

*Av  B,  s  w  cor  5th  st,  33x105,  Westchester.  Isabella  Wallace  to 
Chas  A  Weber.     Sept  15.     Sept  18,  1006.         other  consid  and  100 

*Av  B,  n  w  cor  3d  st,  205x108,  Unionport.  Edward  Fredrich  to 
Albert  Ahrens.      Mort   .$4,OW.      Sept   14.      Sept   17.    1006.  nom 

*Av  D,  n  w  cor  3d  st,  runs  w  205  x  n  108  x  e  KX)  x  s  25  x  e  105  to 
av  X  s  83  to  beginning,  Unionport.  Bessie  E  Reed  to  Elizabeth 
Forster.     Mort   $2,000.      Sept   14.     Sept   17.   1906. 

other   consid   and   100 

*Same  property.  Elizabeth  Forster  to  Andrew  and  Chas  E  Hally. 
Mort   .$2,000.      Sept   14.      Sept   17,   1906.  other  consid  and   100 

*Ash  av,  n  s,  235  w  Corsa  av,  .50x100.  Sound  Realty  Co  to  A 
Shatzkin  &  Sons.     Sept  12.     Sept  14,  1906.       other  consid  and  100 

Anthony  av,  n  w  cor  Morris  st,  runs  s  along  Morris  st  7.2  to  n  s 
176th  st  X  e  5.10  to  av  x  n  3.6  to  beginning,  gore  strip.  Samuel 
Weeks  et  al  to  Louis  Eickwort.  Q  C.  May  11.  Sept  17,  1906. 
11:2802.  nom 

Same  property.  Judson  Weeks  to  same.  Q  C.  June  26.  Sept 
17,  1906.     11:2802.  nom 

Same  property.  Helena  L  Koller  to  same.  Q  C.  Apr  24.  Sept 
17,  1906.     11:2802.  nom 

Same  property.  James  M  Weeks  to  same.  Q  C.  June  5.  Sept 
17.   1006.     11:2802.  nom 

Same  property.  Euphemia  C  Scheid  to  same.  Q  C.  Apr  24. 
Sept   17,   IOCm;.     11:2802.  nom 

Same  property.  Solomon  Weeks  et  al  to  same.  Q  C.  May  12. 
Sept   17,   1906.      11:2802.  nom 

♦Amsterdam  av,  w  s,  172.3  n  Middletown  road,  ."0x100.  CON- 
TRACT. Bankers  Realtv  &  Security  Co  with  Emanuel  and 
Adolphr  Ornstein.     June   11.     Sept   17,   1906.  2.000 

Bainbridge  av.  No  2S47,  n  w  s,  118.3  n  ]98th  st,  25.2xl45.3x2.5x 
142. .5,  3-sty  frame  tenement.  Fanny  Zur  Nieden  to  Henry  E 
Kahn.     Mort  .$'3,000.     Sept  1.     Sept  18,  1906.     12:3296. 

other   consid  and  100 

*Birchall  av  !e   s,    64   s   White   Plains   road,    25x —   to   White 

White  Plains  road]  Plains  road  x32x — ,  except  part  for  White 
Plains  road.  James  Powers  to  Frances  Ostwald  and  Mary  Ba- 
dum.      Sept   17.      Sept   18,   1906.  other  consid   and   KJO 

*Bar(hoIdi  av.  n  e  cor  Rosewood  av,  5  lots,  each  2.5x100.  Assign 
CONTRACT  recorded  .Mar  22,  1905.  Bernhard  Lipset  to  Irving 
Realty   Co.      All   title.      Mar   15,    1906.      Sept   17,   190(3.  1,000 

Boston  road,  w  s,  bet  177th  and  178th  sts,  begins  at  s  w  cor  of 
lot  formerly  of  Isaac  Cooper,  now  of  Frank  A  Becker  and  lines 
bet  lands  of  parties  1st  and  2d  parts.  Boundary  line  agree- 
ment. Chas  M  Briedenbach  with  Isaac  Butler.  Sept  11.  Sept 
15,   1900.     11:31.35.  nom 

Brook  av,  Nos  120  to  126|  s   e   cor   134th   st,   100x24.11,   5-sty   brk 

1.34th  st.   No  778  |     tenement  and  store.      Meyer  Goldberg 

et  al  to  Samuel  Eisnitz.     Mort  ,$20,000.     Aug  15.     Sept  15,  1906. 
9:2261.  other  consid  and   KXI 

Bryant  av  or  st.  No  1419,  w  s,  175  n  Freeman  st,  25x100,  2-sty 
frame  dwelling.  Sarah  wife  Benjamin  Goldberger  to  Herman  N 
Froidman  and  Sam  Horowitz.  Mort  $5,000.  Sept  15.  Sept  17, 
lOOll.      11:2994.  other  consid  and  100 

*BarthoIdi  av,  s  s,  lots  32  to  35  on  map  (No  42(3)  near  Will- 
iamsbridge  Station,  l(X)xlOO.  Julia  Romm  to  Nicholas  Gagliotti. 
Mort  $1,(300.     Aug  16.      Sept   17,   1906.  other  consid  and  100 

Bathgate  av.  No  20.54,  e  s.  270  n  179th  st,  18x70.  2-sty  frame 
dwelling.  Caroline  Wendel  to  Fredk  C  Marschall.  %  part. 
Mort   $3.(100.      Sept   20.    l'.:)0(i.      11:3045.         other   consid   and   1(X) 

Boone  av,  w  s,  150  s  lT2d  st.  25x100,  3-sty  frame  tenement.  Re- 
lease mort.  Manhattan  Mortgage  Co  to  Benjamin  Viau.  Aug 
17.      Sept  20,    19W).      11:3008.         '  5.580 

Clay  av.  No  1318,  e  s,  170.11  n  l(39th  st.  19x80,  2-sty  frame  dwell- 
ing. Thornton  Bros  Co  to  Joseph  Lock.  Mort  $4,500.  Sept 
17.     Sept  20,  1906.     11:2887.  other  consid  and  KX) 

Clinton    av,    e    s,    111.2    s    Jefferson    pi,    90.8x128.1x10(3.4x143.9, 
two    .5-sty    brk    tenements.      Ferdinand    Hecht    to    Philip    and 
Thomas    Adelson.      Mort    $1(X),000.      Aug    30.       Sept    18,    190(5. 
11:2934.  other  consid  and  100 

*Cleveland  av.  n  s,  west  V4  lot  108  map  Penfield  property,  25x 
103.(')x25.Sx07.0  e  s.  James  T  Penfield  to  Michael  A  Grimes. 
Aug  1.     Sept  15,  1906.  nom 

*Castle  Hill  av,  w  s,  .58  n  Watson  av,  or  old  line  9th  st,  50x100, 
except  part  for  Tremont  av,  Unionport.  Frank  Baumann  to 
Eliza  Schellenberg.  Mort  $1.5(X).  Sept  13.  Sept  14,  190(3.  nom 
Crescent  av.  No  0.30.  s  s.  abt  130  e  Hughes  av.  runs  s  12(3.5  x  w 
46  X  n  80.3  to  av,  x  e  .59.1  to  beginning,  2-sty  frame  dwelling 
and  vacant.  Harris  Lubin  to  Raffaele  Auletta  and  Antonio  De 
Justo.     Mort  .$4,0(10.     Sept  14.     Sept  17,   1906.      11:3087. 

other  consid  and  100 

Cauldwell  av.  No  914,  on  map  No  910,  e  s.  .380  n  161st  st,  20x125, 
3-sty  frame  tenement.  Charlotte  Wolff  to  Marie  Dieterich. 
Mort   $8,0(J0.      Sept    17.      Sept    18,    1906.      10:2(331. 

other    consid   and    100 

♦Country  Club  av,  s  s,  and  being  lots  10  and  11  map  No  1  in 
partition   of   Conrad   Buhre   estate,   24th   Ward.      Nettie   J  Jones 

to  James  J  Taylor.     Sept   13,      Sept   18,   1906.  nom 

♦Crosby  av,  e  s.   175  s  Waterbury  av,  .50x100.  '  X 

Crosby  av,  e  s,  275  s  Waterbury  av,  25x100.  " 

Release  mort.     Henry  A  Coster  to  Hudson  P  Rose.  Sept  19.  Sept 

20,  1906.  1,050 
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•Cleveland  av.  n  s,  40  w  2d  st,  30x87,  South  Mt  Vernon.  Julius 
Lewine  to  Chas  B  GiIlette._Mort  $-1,000.    Sept  18.     Sept  19.  1906. 

,  '  other  consid  and  100 

(Decatur  av,  e  s.  100  s  195th  Bt,  40.5x100x49.2x100.  vacant.     Jo- 

"  seph  Hvman  et  al  to  Walter  E  Brown.  Mort  $2,500.  Sept  14. 
190C.      12:3277.  other   consid   and   100 

Eagle  av,  No  717,  w  s.  110  s  156th  st,  18x99.2,  2-sty  brk  dwelling. 
Joseph  Fettretch  et  al  to  Isaac  Feldman.  Mort  $6,500.  Sept 
12.     Sept  14,  1906.     10:2617.  other  consid  and  100 

*Eastchester  road,  s  e  cor  Chester  av,  50x97x.50x96.9.  Seneca 
Park.  Walter  W  Taylor  to  John,  Rocco,  Gaetano  and  Pang- 
razio  Di  Salvo.     Sept  8.     Sept  14.  1906.  1.500 

♦Edwards  av,  w  s,  125  n  Marrin  st,  75x — x75x93.5,  Westchester. 
Mark   H   Brown  to   Frederick  Rieper.     Sept  15.     Sept  17,   1906. 

other  consid  and  100 

*Fordham  av,  n  s.  105.7  w  North  st,  .50x100,  City  Island.  Lean- 
der  B  Bigelow  to  Cornelius  E  O'Grady.     Aug  28.     Sept  14,  1906. 

other    consid    and    100 

*Fordham  av,  n  s,  270.11  w  Main  st,  39.1x100,  City  Island.  Cath 
A  Woolley  to  Almira  Miller.  Mort  $1,000,  Nov  20,  1902. 
Sept   19,   1906.  nom 

*Fordham  av,  n  s,  105.7  w  North  st,  50x100,  being  lots  5  and  6 
plot  2  map  Frances  Scofield  estate.  City  Island.  Cornelius  E 
O'Grady   to   Leander  B   Bigelow.     Sept  11.     Sept  19,   1906. 

other  consid  and  100 

•Grace  av.  n  e  cor  Rose  pi,  25x100,  St  Raymond  Park.  Domina 
Plante  to  Margt  L  Callaghan.  Mort  $5,500.  Sept  14.  Sept  15. 
1906.  other  consid   and   100 

Gerard  av,  e  s.  99.4  n  Arcularius  pi.  strip  0.8x132.11.  John  W 
Murray  and  ano  Andrew  J  Dam  to  Mary  E  Gillespie.  Q  C.  May 
24.  1905.     Sept  14,  1906.     11:2839.  nom 

Hughes  av.  No  2171.  w  s,  71.5  n  Oak  Tree  pi,  25x95,  2-sty  frame 
dwelling.  Louis  Eickwort  to  Patrick  D  Corcoran  and  Patrick 
J  McDonnell.     Q  C.     Sept  12.     Sept  17,   190G.     11:3070.  nom 

Hughes  av.  No  2171,  w  s.  71. G  n  Oak  Tree  pi,  25x95,  2-sty  frame 
dwelling.  Patk  D  Corcoran  et  al  to  Hugh  Donahoe.  Mort  $2,- 
500.     June  7.     Sept  17.  1906.     11:3070.  other  consid  and  100 

Hull  av.  No  3286,  e  s,  100  s  209th  st,  25x100.1,  2-sty  frame  dwell- 
ing. Tommaso  Giordano  to  George  Zittel.  Mort  $4,000.  Sept 
15.     Sept  19,  ISOG.     12:3351.  other  consid  and  100 

Heath  av,  w  s,  465.10  s  Kingsbridge  road.  25x100,  2-sty  frame 
dwelling.  Fordham  Realty  Co  to  Geo  C  Ponter.  Mort  .$4,.50O. 
Sept   19.     Sept  20.   1906.     11:3239.  nom 

Hull  av.  No  3282,  e  s.  1.50  s  209th  st.  25x100,  2-sty  frame  dwell- 
ing. Tommaso  Giordano  to  Richard  G  Hach.  Mort  $4,000.  Sept 
15.     Sept  19.  1906.     12:3351.  nom 

•Jefferson  av,  s  s,  .50  e  Doon  av,  50x100.  Land  Co  B  of  Edenwald 
to   Louis  Rabinowitz.     Sept  12.     Sept  20,   1906.  nom 

Kingsbridge  road.  No  445.  n  s,  57.5  e  Morris  av,  4S.2xl00.10x 
48x96.9,  2-sty  frame  dwelling.  Asher  Freedman  to  Mary  S  Pat- 
terson, of  Scarsdale,  N  Y.  Mort  $7,000.  Sept  19.  Sept  20, 
1906.     12:3316. 

Katonah  av,  w  s.  25  n  235th  st,  25x85. 

235th  st,  n  s,  85  w  Katonah  av,  25x100. 
vacant. 

Chas    G    Flygare    to    Ben]    H    Irving.      Apr    0.      Sept    17 
12:3376. 

La  Fontaine  av.  No  20.54,  e  s,   132.3  s  180th  st, 
frame    dwelling.      Annie    Ihlenburg   INDIVID   and    as    TRUSTEE 
Anna  C  A  Ihlenburg  for  Fredk  Ihlenberg  to  Wm  B  Potter.  Aug  28. 
Sept    14,    190ti.      11:3009.  3.650 

Lafontaine  av.  No  20.54.  e  s,  132.3  s  180th  st.  15.11x100,  2-sty 
frame  dwelling.  Wm  B  Potter  to  Arthur  E  Smith,  of  Newark. 
N  J.     All  liens.     Sept  17.  1906.     n:.3069.       other  consid  and  100 

Lind  av.  No  54,  e  s,  239  s  165th  st,  25x83,  3-sty  frame  tenement. 
Joseph  H  Jones  to  George  Ebel.  Mort  $6,000.  Sept  17.  1906. 
9:2.523.  other  consid  and  100 

•Morris  Park  av,  n  w  cor  177th  st.  106. 3x — xlOOx — .  2-sty  frame 
dwelling.  Katherine  Lancaster  widow  to  Michael  O'Boyle.  Mort 
$2,200.      Sept   12.      Sept   14,   1906.  other  consid   and   100 

•Morris  Park  av,  s  s,  .50  w  Madison  sst,  25x100,  Van  Nest  Station. 
Julia  Lanzendoen  to  Wm  H  Callahan.  Mort  ,$3,000.  Sept  13. 
Sept  14,  1906.  other  consid  and  100 

Marlon  av,  w  s.  247.11  n  184th  st,  runs  w  91.1  x  n  141.9  x  e  25.8 
X  n  2.9  x  e  101.6  to  av  x  s  151.5  to.  beginning,  vacant.  Edw  H 
Kelly  to  Martha  T  Kelly.  %  right,  title  and  interest.  Mort 
$9,000.     Sept  17,   1906.     11:3022.  1,500 

Morris  av,  Nos  566  and  570  Is   e   cor   150th  st,    50x70.3.   two   2-sty 

150th  st,  Nos  502  to  506  |  frame  dwellings  and  two  1-sty  frame 
buildings.  Dorothea  Rlche  to  Pasquale  A  Riche.  Mort  $18,- 
200.     Sept  15.     Sept  17,  1906.     9:2331.  other  consid  and  100 

•Mulford  av,  e  s,  53.1  n  Pelham  road.  25x100.  Thomas  F  Kelly  to 
John   Cook.      Mort    $2,000.      Sept    14.      Sept   17,    1906.  nom 

•McGraw  av,  s  s,  50  e  Harrison  av,  50x100.  Ellen  Traynor  to 
Leopold  Fichter.     Sept   11.     Sept  17,  1906.  nom 

•Middletown  road,  n  e  cor  Mayflower  av.  50.4x121.4x127.6. 

Madison  av  |  n  s,  85  e  Amsterdam  av,  25x128  to  s  e  s  Pelham 

Pelham  road]     road,   x34. 11x103.6. 

Robin  av,  e  s,  100  n  Madison  av,  50x100. 

Willow  lane,   s   s,   25   e   Robin  av,   25x9fi.9x25x97.7. 

Willow  lane,  s  s,   75  w  Gainsborg  av,  25x95.2x25x94.4. 
Release   mort.      A  Morton  Ferris   to  Bankers  Realty  and  Secur- 
ity Co.     Sept  17.     Sept  19.  1906.  2,000 

Morris  av,  w  s,  351.1  n  196th  st.  50.2x118.9x51.4x126.3.  except 
part  for  av,  vacant.  Wm  Gully  to  Arthur  O'Neill.  Sept  13. 
Sept  14,   1906.     12:.S3I8.  other  consid   and  100 

Marion  av,  w  s,  75  s  19Sth  st.  25xl00.x25xl00.3,  3-sty  frame  ten- 
ement. Geo  D  Kingston  to  Barbara  Schmidt.  Mort  $6,500. 
Sept  17.     Sept  18.  1906.     12:3289.  other  consid  and  100 

Newton  av,  w  s,  49.5  s  Faraday  av,  25x100,  vacant.  Release  mort. 
Mary  E  Smith  to  James  S  Segrave.  Sept  13.  Sept  17,  1906. 
13:3421.  nom 

Same    property.      James    S    Segrave    to    George    Mink.      Sept    14. 

Sept  17,  1906.     13:3421.  nom 

Nelson  av,  late  4th  av,  n  w  s.  bet  169th  st  and  170th  st,  and 
being  part  plot  10  map  Claremont  near  Highbridge,  begins  at 
most  _southerly  cor  plot  10,  runs  n  e  along  av  57  x  n  w  102.6 
x  w  73.6  X  s  e  166  to  beginning,  except  part  for  Nelson  av. 
Wm  Gleeson  to  Elizabeth  G  Finland.  Sept  17.  Sept  19,  1906. 
9:2521,  nom 

•Paulding  av,  e  s,  34.6  s  224th  st,  25x103x25x101.9.  A  Shatzkin 
&  Sons  to  Carmelo  and  Fllippa  and  Venera  Catanzaro.  Mort 
$560.     Sept  7.     Sept  20,  1906.  other  consid  and  lOP 


100 


190G. 
nom 
15.11x100.  2-sty 


•Rosedale  av  |  w  s 

Tremont  av     |     av, 

Dorothy   Rentier. 


Park  av.  No  4251,  s  w  cor  178th  st,  41. 6x79.10,  2-sty  frame  dwell- 
ing and  vacant.  Herman  Wauer  to  .\braham  Simon.  Sept  14. 
Sept   15,    1906.      11:3027.  other   consid   and   100 

Park  av,  e  s.  bet  lS2d  and  lS4th  st  and  being  lot  29  map  174 
lots  adj  l.S3d  st  station  of  N  Y  &  H  R  R,  except  part  for  av. 
Charles  Kissenberth  to  Hugh  Rea.  Mort  $1,500.  Sept  14.  Sept 
15,   1906.      11:,3038.  other   consid  and  100 

Prospect  av.  No  2135.  w  s,  66.1  n  181st  st,  22x100,  2-sty  frame 
dwelling.  Morris  Levy  et  al  to  Guiseppe  Albanese.  Mort  $5,000. 
Sept  15.     Sept  17,  1906.     11:3097.  other  consid  and  100 

Prospect  av,  w  s,  200  n  187th  st,  75x95,  vacant.  Max  A  Weiler 
to   Chas   F   Dilberger.      Mort   $3,990.      Sept   17,    1906.      11:3104. 

other  consid  and   lOO 

Prospect  av,  No  2137,  w  s,  88.1  n  181st  st,  22x100,  2-sty  frame 
dwelling.  Morris  Levy  et  al  to  Biuso  Uunzio  and  Guiseppe  P 
Philippo.     Mort  $5,000.      Sept   15.     Sept   17,   1906.     11:3097. 

other  consid  and  100 

•Prospect  av,  n  s.  and  being  lots  64  and  65  map  Westchester 
Terrace,  50xl28.11x.50xl29.  James  Lynas  to  Agnes  Carberry. 
July  31.     Sept   14,   1906.  nom 

•Pleasant  av,  or  2d  av,  e  s,  450  n  216th  st,  25x99.10.  Frederick 
Zeller   to   Alva   Durant.      Sept   14.      Sept   17.   1906. 

other   consid    and    100 

Park  av.  No  4268.  e  s,  78  n  178th  st,  15.6x100x15.6x99.11,  3-sty 
frame  dwelling.  Chas  M  Preston  as  recvr  of  the  N  Y  Bldg  Loan 
Banking  Co  to  Frank  M  Patterson.  B  &  S.  Mort  $3,250.  May 
24.     Sept  20.   1906.     11:3035.  3.850 

Park  av.  No  4270.  e  s.  93.6  n  178th  st.  15.6x99.11,  3-sty  frame 
dwelling.  Same  to  same.  B  &  S.  Mort  $3,2.50.  May  25.  Sept 
20,   1906.     11:3035.  3  8.50 

Robbins  av,  easterly  cor  149th  st  late  W^estchester  R  R  st,  runs  n  e 
along  av  100  x  s  e  105  x  s  w  100  to  st  x  n  w  105  to  beginning, 
except  part  for  av  and  149th  st,  1-sty  frame  shed  and  vacant. 
Wm  B  Brownell  to  Lorillard  Realty  Co.  Mort  $17,000.  Sept 
17.      Sept   18,   1906.      10:2641.  other   consid   and   100 

Robbins  av.  No  54.8.  easterly  cor  149th  st.  runs  n  e  along  Robbins 
av  100  X  s  e  105  x  s  w  100  to  149th  st  x  n  w  105  to  beginning, 
except  part  for  st  and  av,  1-sty  frame  shed  and  vacant.  Anna 
B  Graham   to  Wm  B  Brownell.     Sept  18,   1906.     10:2641. 

other   consid   and    100 
17.1   n   Tremont   av,   except   part  for  Tremont 
50x —   to   Tremont   av.      Christian   Swenson   to 
Mort   $2,000.     Aug  22.      Sept   19,   1906. 

other  consid  and   100 

•Robin   av,   e   s,   200  s  Tremont   road,   25x100. 

Robin   av,   n  e   cor  Tremont   road,   100x50. 

Gainsborg  av,  e  s,  225  s  Tremont  road,  50x200  to  w  s  Eastern 
Boulevard. 

Release  mort.     Washington  Savings  Bank  to  Bankers  Realty  and 
Security   Co.     Sept   17.     Sept   19,   1906.  1400 

•Robin  av,  e  s,  200  n  Tremont  road.  50x100.  Bankers  Realty 
and  Securitv  Co  to  Mary  and  Julia  Tucker.  July  23.  (Re-re- 
corded from  July  23.  1906.)     Sept  19,   190G.  2,300 

•Randall  av,  n  w  cor  Jones  av,  .50x100.  Land  Co  C  of  Edenwald  to 
Joseph  Lowinger.     Sept  10.     Sept  1.5,  1906.  nom 

•Rosedale  av,  w  s,  and  being  lots  453  and  454  block  P  amended 
map  Mapes  estate.  Clemens  Fontana  et  al  to  Ernest  R  Teich. 
Mort  $2,500.     Sept  12.     Sept  14,  1906.  other  consid  and  100 

Robbins  avi  w   s,    100  n   141st   st,   250   to    142d   st,   xlOO,   vacant. 

142d  st  I  Antoinette  Schoen  to  Henrv  and  Joseph  Schoen.  All 
liens.     May  28.      Sept   14.   1906.     10:2572.  100 

•Robin  av,  e  s,  100  n  Madison  av,  50x100.  Bankers  Realty  &  Se- 
curity Co  to  Wm  W  Klein,     Sept  12.     Sept  17.  1906. 

other  consid  and  100 

St  Anns  av.  No  156.  e  s.  20  s  13oth  st.  20x,SO,  4-sty  brk  tenement 
and  store.  Charles  Kausen  to  Charles  Krey.  Mort  $10,000. 
Sept  18,  lOOti.     10:2547.  other  consid  and  100 

Tinton  av,  w  s.  175  s  152d  st,  75x100,  two  5-sty  brk  tenements. 
The  Ignatz  Florio  Co-operative  Assoc  Among  Corleonesi,  a  cor- 
poration, to  Benjamin  Harris,  Solomon  Goldman  and  Timble 
Realty  Co.     Sept   13.     Sept  15,  1906.     10:2653. 

other  consid  and  100 

Tinton  av.  No  1229,  w  s,  290.9  n  168th  st,  20.5x110.  2-sty  frame 
dwelling.  Julius  Fowl  to  Jacob  Woolf.  Mort  $6,000.  Sept  17. 
Sept    18,    1906.      10:2663.  other   consid    and    100 

Union  av.  No  769,  w  s,  116.8  n  156th  st,  16.8x65.2x17.10x75.11, 
2-sty  frame  dwelling.  Augusta  Schlrmer  to  Esther  Davis.  Sept 
17.     Sept  18.  1906.     10-2676.  other  consid  and  100 

Villa  av,  e  s,  601.8  n  200th  st,  50x79.10x50x82.4,  vacant.  John  W 
Pearson  et  al  to  Antonetta  Caruccl.  Mort  $1,000.  Sept  17. 
Sept  18,  1906,     12:3310.  100 

Valentine  avlw  s,  76  s  182d  st,  200  to  Ryer  av  x20O,  vacant. 
Ryer  av  |  James  Fanto  to  Anabel  wife  Robt  S  Lvons.  % 
part.     Mort   $24,500.     Sept   12.     Sept  18,   1906.     11:.3149. 

other  consid  and  100 

Vyse  av.  No  1171,  w  s,  500  n  167th  st,  25x100,  3-sty  brk  dwell- 
ing. Samuel  Horowitz  to  Fannie  and  Frances  Faber.  Mort 
$10,000.     Sept  14.     Sept  15,  1906.     10:2752. 

other  consid  and  100 

•White  Plains  road  (3d  st),  e  s,  75  n  220th  st.  late  6th  av.  39x 
105,  except  part  tor  road,  Wakefield.  Sound  Realty  Co  to  Ralph 
Hickox.     Mort  $1,500.     Sept  17,  1906.  other  consid  and  100 

•West  Farms  road,  n  s,  50  w  Forest  st,  25x100,  Westchester. 
Patrick  Murphy  to  Christian  Wilhelm.  Sept  15.  Sept  17, 
1906.  other  consid  and  100 

•Wright  av,  e  s,  1.50  s  Randall  av,  25x105.  Land  Co  "C"  of 
Edenwald  to  Daniel  O'Connors.     Jan  19.     Sept  17,  1906.  nom 

Woody  Crest  av   |  s    e    cor    168th    st.    93.9x126.10   to    w    s    Shakes- 
Shakespeare  av|     peare    av.    xlOl.ll    to    s    s    168th     st,     x79.1     to 
beginning,   2-sty   frame    dwelling   and   vacant.      Alex   D   Duff   to 
The   City  of  New  York.     July  3.     Sept  20.   1906.     9:2510.     16.000 

Willis  av.  No  214,  e  s,  81  s  137th  st,  19x80.  5-sty  brk  tenement 
and  store.  Henry  Nathan  to  The  N  &  Z  Realty  Co.  All  title. 
Mort  $15,000.     Sept  18.  1906.     9:2281.  other  consid  and  100 

•Westchester  av.  late  Southern  Westchester  Turnpike  road,  s  e  s. 
and  adj  s  w  cor  land  Sarah  D  Munn.  runs  s  e  100  x  s  w  40  x  n  w 
100  to  road  x  n  e  40  to  beginning,  Bronx.  Sarah  D  Munn  to 
Richard  and  Margaret  Powers.  Q  C.  Release  tax  lease,  &o. 
Sept  6.     Sept  18,  1906.  nom 

•Westchester  av.  s  e  cor  Av  C,  runs  e  —  to  w  s  road  leading  to 
Gouverneur  M  Wilkens  place,  x  »  190  x  w  35  to  e  s  Av  C.  x  n 
181  to  beginning.  Westchester,  except  part  for  Westchester  av. 
Peter  Duncan  to  Chas  F  Camerer.    Aug  11.    Sept  14,  1906.      nom 


Th»  taxt  at  tli«8t  pagei  Is  coprrighted.     All  ri«liU  ar«  rMtrrcd.        Notice  1b  hereby  giveu  that  Infringement  will  lead  to  prosecution. 
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THE    GEORGE    A.  JUST 

WASHINGTON.   D.  C,   "THE  COLORADO*  239  Vernon  Ave.,   Boro.  of  Queens,   New  York  City 

IRONWORK    FOR    BUILDINGS 


Washington  av.  No  -Hj(i,  e  s,  ;J4li.lU  s  l!S2d  st  late  Fletcher  st. 
17.1l)xrJMxl.S.lxlol.8.    2-sty    frame   dwelling.  I 

Washington  av.  e  s,  3i;u.'J  s  Fletcher  st.  0.11x122.11x0.11x123, 
e.xcept  parts  for  av.  | 

Walter    C    Clements    to    Thos    F    Daly.      Sept    1.      Sept    14,    lOOii. 
11:3047.  other  consid  and   100 

Washington  av.  Nos  1724  and  172G,  e  s,  50  s  174th  st,  r)0.x".)0,  r)-sty 
brk  tenement.  John  J  Jatfin  et  al  to  John  Ryan.  Mort  $41.."iOtK 
Sept   14,   1!KI(1.     11:21)15.  other  consid  and  100 

Willis  av.  No  oii7.  w  s,  KlO  s  143d  st,  25x100,  2-sty  frame  dwell- 
ing. Sophia  Lerch  to  Herman  Joveshot.  Sept  14.  Sept  15. 
lUlKi.      0:2305.  other  consid   and   10(7 

Westchester  av,  Nos  924  and  92G,  s  s,  100.2  w  Wales  av,  runs  s 
124.11  X  s  again  30.2  x  n  w  22.3  x  n  131.11  to  av.  x  e  45  to 
beginning.  .5-sty  brk  tenement  and  store.  Max  Monfried  et  al  to 
Benj  F  McQuay.  1-10  part.  Mort  !f4y,0U0.  July  23.  Sept  15, 
rjOti.      l(J:2(i44.  other   consid   and   100 

*2d  av  ,n  w  cor  220th  st.  105x114.  Wakefield.  Conrad  Witt  to 
Abraham  Piser.     Mort  .t!1..5011.     Sept   17.      Sept  10,   lOIJO.  100 

3d  av  |w  s,  452.4  n  lOOth  st,  4.S.7x22S.2  to  e  s  Washing- 

Washington  av   I     ton  av  x4.S.(ix225.   vacant. 

3d  av,  w  s,  500.11  n  lliOth  st,  25x104.3x25x102.7,  vacant. 

Philip    Adelson    et   al    to    Ferdinand   Hecht.      Mort   $28,500.      Sept 
4.      Sept   IS.    lOtlO.      11:2010._  _  other   consid   and    1(10 

3d  av,  INo  3.V.S(i,  a  s,  144  s  172d  st,  27x125,  4-sty  brk  tenement 
and  store.  Ephraim  Kncpper  to  The  Knepper  Realty  Co.  All 
title.      Mort   $21,000.      Stpt    17,    1000.      11:2020. 

other    consid    and    lOO 

*Lo;s  4(1  and  47   b!ock  21. 

Lots  15,  IS  and  10  block  .32. 

Lots   12,  13,  21,  22,  23,  25  and  20  block  34  map  Sec  C  of  Elen- 
wald.      Release  mort. 
The    Farmers   Loan    &   Trust    Co   TRUSTEE   Robert   Seton   el   al 
to   Land   Co  "C"   of  Edenwald.      Sept  12.      Sept   15,   lOO,!.  lOUO 

*Lots  107  and  108  on  map  building  lots  in  24th  Ward  near  Wlll- 
iamsbridge  Station.  Riilph  Hickox  to  Luigi  Casagrande.  Aug 
31.      Sept    18,    lOIK.!.  other   consid    and    100 

*Same  property.  Release  mort.  Helen  H  Coggill  to  Ra'.ph 
Hickox.     Sept  13.     Sept  IS,  100(1.  '  000 

*Same  property.  Assign  CONTRACT  dated  Mar  1,  1005.  An- 
gelo  Camera  to  Luigi  Casagrande.  All  title.  Aug  31.  Sept  18, 
lOOIi.  nom 

"Lots  0,  7,  S  13,  14  and  15  on  map  No  420  of  building  lots  near 
Williamsbridge  Station.  A  Shatzkin  &  Sons  to  Bernhard  Lipset. 
Morts   $4,52(1.      Sept   12.      Sept   18,    1000.  other   consid   and   lOi) 

*Lots  lor,  Kl.S,  100  and  121  to  1.32  map  lands  of  the  Duchesst 
Land  Co  on  map  Benson  estate,  Throggs  Neck.  | 

Lots  47.3  to  510  and  533  to  540  and  500  to  570  on  map  westerly 
portion   Benson  estate,   Throggs   Neck.  1 

Edward  Baer  to  Rose  Baer.     Sept  17.     Sept  19,  lOOd.  nom 

*Lot  I^i8  map  12.5  lots  Ruser  estate.  Hudson  P  Rose  Co  to  Pun- 
ziano  Cibelli.     Feb  1.     Sept  2(1.  ]0(J0.  nom 

*Plot  begins  740  e  White  Plains  road  at  point  95  n  along  same 
from  Morris  Park  av.  runs  e  1U(J  x  n  25  x  w  lOO  x  s  25  to  be- 
ginning, with  right  of  way  to  Morris  Park  ay.  Louis  Heller 
to  Charles  Wenz.     Mort  .f3,.500.      Sept  12.     Sept  14.  10(10. 

other   consid   and    KJO 

LEASES. 

Under  this  head  all  Leases  recorded,  Assignment  of  Leases  and 
Leasehold  Conveyances  will  be  found.  The  expressed  consideration 
following  the  teim  of  years  for  which  a  lease  is  given  means  so 
much    per   year. 

Stptember    14.    l.".,    17.    IS     10    and    2(1. 
BOKOUGH    OF   MANHATTAN. 

Baxter    st.    No    3S.      Assign    lease.      Gaetano    Viagone    to    John    D 

Haase.      Sept    17.      Sept  IS,    lOdU.      1:100 nom 

Baxter    st.    No    3S,    store,    &c.      Francesco    Volonnino    to    Gaetano 

Viafore;  5  years,  from  May  1,  100(5.  Sept  14.  100:i.  1:100.. l.OSO 
Bleecker   st,    Nos   323   and  325.      Surrender   lease.      Max   Fried   and 

ano   to   Irving   Bachrach.      Feb  2,   1004.     Sept   14,   IflOti.      2:. 591. 

nom 

Broome   st.   No   254.   Surrender  lease.     Jacob   Kopelman   to  Frank 

Manchel.      Sept    10.      Sept    15,    190G.      2:400 ■ 

other  consid  and  175 

Carmine  st.  No  05.     Siirrender  lease.     Morris  Gittelson  to  Martin 

Garone.     Sept  14,  1000.     2:52S ■ UIIO 

Cherry    st.    No   100.      Assign    lease.      Denis    McCaffrey   to    George 

Kienzle.  Mort  $4,500.  Sept  18.  Sept  10,  1000.  ,  1:254. ..  .nom 
Same   property.      Assign   lease.      George   Kienzle   to   Denis   McCaf- 

fery.      All   title.      Sept   19,   1006.      1:2.54 nom 

Cherry    st.    No    100.    n    e    cor   Market    st.      Assign    lease.      Joseph 

Wannop   to   Dennis   McCaffery.     July  2.     Sept   18,   19U0.     1:2.54. 

nom 

Elizabeth    st.    No    234,    store,    basement,    &c.      Maria    Livoti    and 

ano   to   Giuseppe   Livoti;   5  years,   from   Sept   1,   100(5.      Sept   20, 

1000.     2:507 1,800 

Front  st,   Nos  378  and  380,  all.     Leonora  H  Wellbrock  to   Frank 

P    Quimby;    9    7-12    years,    from    Oct    1,    190(5.      Sept    18,    1900. 

1:243 2,500 

Fulton  st.  No  (59.  all.     Emily  D  Van  Wagener  and  ano  TRUSTEES 

John  M  Dodd  to  Isaac  L  Miller;  5  years,  from  Oct  1,  1900.  1:94. 

2,000 

Grand   st.    No   221,   store.     Anna  Mahnken  EXR  John   F   Mahnken 

to   Thos  McGuigan;   5  years,   from  May  1,  1000.     Sept  17.   1!K)(5. 

1:238 1,.500 

Greene  st.  No  151.    Assign  lease.     Therese  Etfenberger  to  Rudolph 

Baer.     All   title.     Sept   10.     Sept   19,   lOOG.     2:524 nom 

Same  property.  Assign  lease.  Rudolph  Baer  to  Therese  Etfen- 
berger  and    Richard    Lange.      Sept    18.      Sept    10,    lOOlj.      2:.524. 

3,0(J0 

Hester   at.   No   200,   store   floor  and  basement.      Leonard  Volpe   to 

Giovangelo    Casamassa;    2    years,    from    Oct    1,    lOOi!.      Sept    IS, 

loot;.      1:207 480 

Madison  st.  No  218,  all.  Jacob  Richman  and  ano  to  Hymon  Fish- 
ier;  2  years,   from  Sept  1,   1000.     Sept  20,   lOOlS.     1:271 5.544 


Moit    St.    No   111,   store,   &c.      Andrew  Coppola   to    Marino   De   Leo; 

3  years,   from  Apr  1,   10(JG.     Sept   17,   1000.     1:205 900 

Mott   st.   No  10.     Subordination  of  lease  to  mort.      Rosa  H   Gold- 
stein  and  Mon   Lee   with  Lillie  Miller.     Sept  4.     Sept  14,   1900, 

1  ■  1(52 nom 

Mulberry   st.    No   111.     Assign   lease.      Sabino   Farese   to   Raftaele 

Ronca  and  Francesco  De  Rossi.     April  18.     Sept  18,  1000.  1:20G. 

nom 

Nassau   st.    No   138.      Assign   lease.      David  Stevenson   Brewing  Co 

to   Max   Brill.      Oct   20,   1905.      Sept   10,    1000.      1:101 nom 

Pitt   st,   No   137.   all.      Louis   Strumpf  and   ano   to   Samuel   Lakser 

and   ano;    3   years,   from   Nov   1,    1900.      Sept   10,   100(5.     2:345 

4,200 

Pitt    st.    No    0.      Surrender    lease.      Jacob    Schoenberg    to    Nathan 

Goldstein.     July  2.     Sept  10,  lOoG.     2:341 S.54.S7 

Pell  st.  No   IS.      Assign  lease.     Quan  Ming  Suck  to  Sam  Kee.  Sept 

12.      Sept   15,   lOOG.      1:103 nom 

Roosevelt   st.   No   .58,   store,   &c.      Bernard  Golden   to   Frank  Mar- 

onna;   4  8-12  years,  from  Sept  1,   IflOIJ.     Sept   14,   lOOU.     1:110. 

900 

Rivington   st,    Ncs  322  and   324,   n   e   cor  Goerck  st,   all.      Gerson 

-Krimsky  to  Sarah  Cohen  and  Abram  Abramowitz;  .3  years,  from 

July    15,    lOOG.      Sept    19,    lOOU.      2:.324.  7,100 

Rivington    st.    No   322,    n    e    cor    Goerck    st,    corner   store.      Abram 

Abramowitz    and    ano    to    Bernard    B    Badanes;    1    year   and    lOJ^ 

months,    from    Sept    15,    1007.      Sept    19,    l!M)i5.      2:.324 OOO 

St  Marks  pi.  No  20[  all.       Jacob     Hyman    to     Beril     Rosenblatt;     3 
8th  st  I  years,     from     Nov    10,     1905..    Sept      10,     ]0(M5. 

2:403 ,     •4,200 

Thompson  st,   Nos  50  and  01,  north  store,  &c.     Selig  A  Kors  and 

ano   to   Nicola  Rubertone;   4  years,   from  Oct   1,   1000.     Sept   19, 

l.OOG.     2:480 .3G0  and  372 

Warren   st,   No   108,   n  w  cor  Washington  st,   all.     Abraham  V  W 

Van    Vechten    to    John    W    Pfeiffer.    of    Brooklyn;    3    years,    from 

May    1,    100.5.      Sept    10,    1!H)(5.      1:138 2,750 

1st  St.  No  .54,  all      Samuel  Resler  and  ano  to  Bertha  Kessler  and 

ano;  3  years,   from  Aug  15,  1000.     Sept   18,   1000.     2:443 4,200 

13th  st,   Nos  235  to  230  East.     Surrender  lease.     Louis  Hillowitz 

and  ano  to  Martin  Engel.     July  31.  Sept  17,  1000.     2:4(50.  .omitted 
13th   st.    No    14    East.'    Assign    lease.      Marie   Wolff    to   Annie    Es- 

sers.      Sept    17.      Sept    IS,    111IH5.      2:570 nom 

17th    st,    Nos    l.'iO    to    134    West,    1st    and    2d    lofts.      Middleboro 

Realty  Co  to  Morris  Wieser  and  ano;  5  years,  from  Feb  1.  1007. 

Sept    17,   100(5.      3:702 4,000 

17th  st,   Nos  .".5   to  01   West,  5  upper  floors.     Gustave  L  Morgen- 

thau   to   William   Hecht;   3   years,   from  Feb   1,    1907.      Sept   14. 

r.HI:!.      3:810 21,000 

20ih  st.   No  19,  n  s    305  w  5th  av,  2.5x92.     Clarence  R  Conger  to 

Jacob   Kamholz;   21   years,   from   May   1,   1003.      Sept   10.   1000. 

3:Sli2 taxes,    &c,    and    2,750 

32d    st,    Nos    318    to    322    East.      Asssign    3    leases.       Benedetto 

D'Arzo   to  Guiseppe  Azzara.     All  title.     Aug  15.     Sept  IS,   VMS. 

3:037 nom 

43d    St.    No   327    East.      Assign    lease.      Henry    Fuchs    to   William 

McCann.      Mort   $2,100.08.      Sept    10.    1000.      5:1330 nom 

43d  st,  Nos  0.33  to  041  West,  east  part  ground  floor  and  rear  part 

of   lots.      Conrad   Hubert   to   Buhne   Metal   Packing  Co;   3  years, 

from   May    1.    100:5.      Sept    14.    100(5.      4:1001 ..600 

40th    st.    No   4(51,    n   s,    100   e    10th   av,    25x100.5.      Assign    lease. 

Henry  E  Vollmers  et  al   EXRS  Peter  Hinrichs  to  Marie  C  Hin- 

richs.      April   30.      Sept  18.   1000.      4:10.59 nom 

40th  st.   No  324. West,  store,  &c.     John  H  Wohltmann  and  ano  to 

Patrick  Barry;   2  7-12  years,  from  Oct  1.   1000.     Sept  18.   1908. 

4:l(i:!0 ■ 720 

49th  st.  No  4(51,  n  s,  100  e  10th  av.  2ijxl00.5.     Henry  L  Morris  et 

al    TRUSTEES    Henry   Astor   to    Henry    E   Vollmers    et    al    EXRS 

Peter    Hinrichs;    21    years,    from   May   1,    1001.5.      Sept   18.    lOOG. 

4: 10.50 taxes,    &c,    and   500 

,53d  St.  Nos  540  to  544  West.     Surrender  lease.     Moses  Fishier  and 

ano   to   Louis   Levin.      Sept  7.      Sept   15,   I.'IOG.     4:10S1 1  009 

57th  St.   Nos  010  and  021  In    s.    400   e    12th    av.   ."0x200.10   to   s   s 
5Sth  St.   Nos  (522   and  (524|     5Sth   St.      Chas    E   Appleby   to   Lieber- 

man    &    Sanford    Co;    0    1(1-12    years,    from   July    1,    19015,    with    5 

years   extension.      Sept   18,   lOOG.     4:110.5 taxes,   &c,   and   1,200 

58th  st,  Nos  444  and  44(5  East.      Surrender  lease.     Joseph  Huller 

to  Gustav  Lewkowitz  and  ano.     April  28.     Sept  15,  10(-IO.  5:13(59. 

■ nom 

70th   st,    Nos  221    and   22.3   East.     Surrender   lease.      Max  Hirsch- 

horn   to  The  Odd  Realty  Co.     May  15.     Sept  14,  lOOG.     5:1431. 

nom 

01st   st,    Nos   401   to  405,   n   s,  04  e   1st   av,   75x100.8.      Helena   M 

Schillinger   AD.MRX   John   J   Schillinger   to   T   J   Dunn  &   Co;   5% 

years,    from    Nov   1,    1000.    (2   years   extension    at    .15(5, .500.)      Sept 

20,  10015.     5:1.571 5.O00  and  .$(5,000 

102d  st,  No  207  East.     Cancellation  lease.     Elise  Boyd  with  Lena 

and  Morris  Kannensohn.     Dec  1,  1905.     Sept  10,   lOOG.     0:1052. 

".    nom 

I02d  St.   Nos  .31.3  and  315  East,   west  store,  &c.     Simon  Goodman 

and  ano  to  Rosine  Simson;  5  years,  from  Oct  1.  1!)0G.     Sept  19, 

190G.     <5:ll574 0(50 

102d  st.  No  213  East.     Surrender  lease.     Paolo  Panito  and  ano  to 

Sigmund   Morgenstern.      Sept   17.   190G.     G:1G52 nom 

104th  st,  Nos  111    to   117  West.   1st   west,  south  flat  on  west  wing. 

Rosenberg,  Feinberg  &   Freedman  to  Chas  L  Fox;   ;?  years,  from 

Oct  1,  1800  (2  years  renewal  at  $1,200).     Sept  15.  1908.     7:18.59. 

1,140 

lOlith  st,  s  s,  at  east  line  land  leased  to  Julius  W  Stolts  as  prest 

of  J   &  J  W  Stolts,   runs  s   lOO.ll  x  e   187.8  to   East   River,   x  n 

102.7  to  1015th  st,  X  w  l(i0.4  to  beginning.     Julia  Tuska  to  John 

R  Taber  and  ano;   0  years,   from  Mar  15,  1004.     Sept  10,   190(5. 

(5;1(;00 - taxes.    &c,    and    4,000 

107th   st.    No   322   East,   east   store.      Michele   Di   Muria   to   Lucia 

Marzillo;    3   years,   from   Mar   1,   1908,      Sept   14.   lOOO.     0:1078. 

420 

107th    St.    N'o    5522    East.      Assign    lease.      Lucia    Marzillo    to    Geo 

Kienzle.      Sept   14.      Sept   17.   190G.     6:1078 nom 

114th  St.  Nos  172  to  170  East.     Assign  lease.     Joseph  Cohen  and 
ano  to  Max  Goodman  and  ano.     June  G.     Sept  20,  1908.     0:1041. 

nom 


The   text   of   these   pages   is   copyrighted.      All   rights   are   reserved. 


Notice  Is  hereby  given  *hat  Infringement  will  lead  to  prosecution. 


S<J4 


CoBTeyaacei  RECORD     AND     GUIDE         Manhattan       September  22,  1906 


J.OHN  C.  ORR  CO., 

LUMBER  QF  ALL  KINDS  FOR  BUILDERS 


India,  Java  and  Huron  Sts.  and  East  Sife' 
City   ol    New  York.   Borough    ot    Srooaivc 


giASH.  POORS,  BLINDS 

AND    house:    TKIM 


^  tiMCs»slav 


ll.'ith  St,  Xos  ol5  and  317  East,  bakers  oven  in  rear  part  of  east 
basement.  Angelo  Di  Benedetto  to  Rosina  wife  of  Luigi  Cam- 
panaro  et  al;  5  years,  from  Oct  1,  lOUU.  Sept  H,  lOOU.  UilOST. 
39G 

UTth  St,  No  310  West,  all.     Mary  A  O'Kiernan  to  Mildred  Sprague; 

3  years,   from  Aug  1,   1906.     Sept   15,   1906.     7:1943   1,500 

120th   st,   Xo  216  East,   store,  &c.      Thomas  Case   INDIVID  and  as 

atty  for  M  B  H  Case  and  Clara  and  Geo  Hemlein  to  Martin  Mei- 

hoter;  5  years,  from  May  1.  1998.     Sept  14.  19U6.     6:17S4..  .1,260 
123d  St.  No  116  East.  all.     Bertha  J  Blau  to  Hugo  Heyman;   from 

Oct   1.   1906,   to  Sept  30,  19U9.     Sept  IS.   1900.     6:1771 l.SOO 

127th    St,    Xos   164   and   166   East,   all.      Simon   Schwartzberg   and 

ano  to  Mark  A  Schwartz;   3  years,  from  Oct  1,   1906.     Sept  19, 

19U6.     0:1775 7.000 

lolst  St,   No  525  W,  all.     Surrender  lease.     Afro-American  Realty 

Co  to  Louis  Meyer  Realty  Co.     Sept  14.     Sept  15,  1906.     7:2083. 

1.000 

Amsterdam  av.  No  110.  all.     John  Hardy  to  Henry  Ederle;  8  9-12 

years,   from  Aug  1.   1906.     Sept   14,   19W!.     4:11.")6.  .000  and  l.OUO 
Broadway,     No    1169.     store     and    basement.       Improved    Property 

Holding  Co  of  N  Y  to  Import  Cigar  Co;  20  7-12  years,  from  Oct 

1.  1906.     Sept  18,  1906.     3:829 6.7.50  and  7,0U0 

Broadway.   Xo   1880.   n   e  cor  02d  st,   chauffers   room  on  2d   floor. 

The  Club  Garage  of  .America  to  George  Zemansky;  2  years,  from 

Sept    1.    19U6.      Sept    14,    1906.      4:1115 600 

BroadwayjSaranac  Hotel,  all  New  Amsterdam  National  Bank 
7th  av  I  of  New  York  to  Saranac  Hotel  Co;  2  years,  3  months 
41st  st     I     and  23  days,  from  Sept  7,  1906.     Sept  17.  1906.  4:994. 

42d  si       I     taxes,  &c,  and  45,500 

Columbus  av.  No  60,  n  w  cor  62d  st,  all.     Louisa  C  Miller  to  Jas 

R  Murphy;  5  years,  from  May  1,  1907.     Sept  17,  1906.     4:1134. 

2,400  and  3.tl00 

Lenox  av.  s  e  cor  13i;th  st.  store,  &c.  Assign  lease.  John  P  Brad- 
ley   to    James    Everards    Breweries.      Sept    12,    1906.      Sept    18, 

r.lM6.     6:1733 nom 

Lexington  av,  Nos  6U0  and  692|  all.  Sarah  M  Odell  to  Edgar  Odell; 
57th  St.  No   130  East  |    21  years,  from  Sept  18,  190li.     Sept 

19,    1906.      5:1311 taxes,   &c,   and   2,500 

Lexington  av.  No  81  I  n  e  cor  26th  st.  19.9x80.  all.  Frances  E 
2rith   St.   Xo    1.3.5         I     O'Donnel     to     George     Kennedy;     10    years, 

from    April   30.    1907       Sept    14.    1906.      3:883 3,-500 

Lexington  av,   Nos  1583  and  158..),  s  e  cor  101st  st.   corner  store, 

&c.      Benj    M   Gruenstein   et    al    to   Eduard   Scher;    7   10-12  years. 

from    July    1.    10(16.      Sept    20,    1906.      6:1628 1380 

Madison    av,    Xos    1497    and    14!ltt.      Surrender     lease.        Esace      L 

Schwarz    and    ano    to   Morris   H    Feder   and    ano.      Sept   13.      Sept 

15,  1!:R16.     6:1608 nom 

Park    row,    No   95 1 

William  St.  No  233 | 

Assign     lease.       Bcckie    Kleinfeld    to    The    Ebling    Brewing    Co. 

Sept  19.     Sept  20,  1906.     1:121 nom 

1st  av.  No  .S31,  store.  &c.     George  Schmidt  to  Wm  Auf  der  Heyde; 

;>  years,  from  Feb  1,  1905.     Rerecorded  from  Jan  10,  19U5.     Sept 

18,   1906.     5:1339 720 

Same    property.      Assign    lease.      Wm   Auf   der   Heyde    to    Christian 

Miller.     All   title.     Sept  14,  1906.     Sept  IS,  1906.     5:13.39. ..  .nom 
1st   av.   Nos   1957  and   19.59,   all.     Henry   E   Rosenfeld  and   ano   to 

Benedetto   D'Azzo;   3  years,   from   Sept   1,   1906.      Sept   IS,   1906. 

6:1672 5.300 

1st    av.    No    19.53,    store    and    basement.      Giambatista    Gauzza    to 

.\lphonso  Baratta  and  ano;  3  years,  from  Oct  1,  1906.     Sept  18. 

1906.      6:1672 480 

1st    av.    No    555,    corner    store,    &c.      Henry    Nathan    and    ano    to 

Thomas  Shea;  5  years,  from  Oct  1,  1901!.     Sept  19,  1906.  3:937. 

900 

1st  av,  Nos  210  and  212,  all.  Charles  and  Ferdinand  Stern  to  Jo- 
seph Cohen  and   Philip  Weissberg;   3  years,  from  April  1,   1906. 

Sept   20.   19U6.      2:440 5,000 

2d  av,   Xo   1475,  all.     Max   Berkowitz  to  Max  Friedman;   2  years. 

from   Oct   1.   1906.     Sept   1.5,    1906.     5:1431 4.2CH5 

2d  av,   No  2322.   n  e  cor  119th  st,   store.     Morris  Rosentover  and 

ano  to  Louis  Monk;  5  years,  from  May  1,  1905.     Sept  14.   19116. 

6:1796 600   to   780 

2d  av,   No  967,  store,  &c.     John  Tiedeman  to  Gottfried  FetteroU; 

4  7-12  years  and  16  days,  from  Sept  14,  1906.     Sept  17,   1906. 
5:1325 780 

2d   av.   No   1687,    store,   &c.      Philip   P   Spies   to   Philip   Weindorf;  • 

3  7-12   years,   from   Oct   1,   1906.      Sept   IS,   1906.     5:1533 

564   and   600 

2d  av.  No  338.  Assign  lease.  Henry  Koster  to  Eliz  Silas.  Sept 
18.1906.     3:925 nom 

2d  av.  Nos  193  and  195,  n  w  cor  12th  st,  store.  Henry  Kahn 
agent  for  The  State  Bank  to  Adolph  H  CoUer;  .5  years,  from 
Oct   15.    19(X!.      Sept   19,   1906.      2:468 1,200   to   1,500 

3d  av.  No  1330.  Assign  lease.  Ernst  Vehrenkamp  to  Davies  J 
Marshall.      Sept   17.      Sept   IS,   1906.     5:1411 nom 

Same  property.  Assign  lease.  Davis  J  Marshall  to  Ernest  Vehr- 
enkamp.     All    title.      Sept    1,8,    1906.      5:1411 nom 

3d  av,   No  057  |all.      Edmond  J   Curry  and   ano   EXRS  John 

42d  St.  No  200  East  |  Curry  to  Frank  A  and  Lionel  and  Wm 
Jaeger  firm  of  Jaeger  Bros;  5  years,  from  May  1,  1908.  Sept  17, 
1906.      5:1296 7.000 

3d  av.  No  1330.  Assign  lease.  Louis  Geils  to  Ernst  Vehrenkamp. 
All  title.     Aug  29.     Sept  17,  1906.     5:1411 nom 

5th   av.    No    2182.      Assign   lease.      Gustav   Hayo   to   William   Auf 

der  Heyde.      Sept   15.     Sept   19,   1906.     6:1731 

_ other   consid   and    100 

5th  av.  Xo  47o.  2d  floor.  The  Farmers  Loan  and  Trust  Co  to  Al- 
fred H  Smith  &  Co;  4  10-12  years,  from  July  1.  1906.  Sept  19. 
1906.     5:1275 4,000  and  4,500 

5th  av,  No  4.52,  s  w  cor  40th  st,  1st  loft.  Edw  M  Knox  to  Al- 
fred H  Smith  &  Co;  3  years,  from  May  1,  1908.  Sept  19,  1906. 
3:841 8,000 

5th  av.  No  2199,  s  e  cor  134th  st.  Assign  lease.  Wm  Desbein  to 
James  Wilson.     June  28.   1902.     Sept   14.   1906.     6:17.58 nom 

7th  av.  No  720.  s  w  cor  4Sth  st.  3-sty  building.  Moritz  B  Phil- 
ipp  to  James  McKenna;  5  7-12  years,  from  Oct  1,  1900.  Sept 
20,  1906.     4:1019 4.000 

7th  av.  No  2299.  s  e  cor  135th  st.  — x — .  Release  ot  lease,  &c. 
Wm  Whitehead  with  Louis  A  and  Carl  A  Koelsch.  Sept  14, 
Sept  IS,  1906.    7:1919 


Same  property.     Subordination  of  lease  to  mort.     Wm  Whitehead 

et  al  with  Fredk  .\  Clark,  of  Cooperstown,  N  Y.     Sept  15.     Sept 

18,    190(;.      7:1919 nom 

8th  av,  Nos  281  and  2831  n  w  cor  24th  st,  44.2x100.     Assign  lease. 
24th  st,   Nos  301  to  3051     Sarah   E   Stokes    EXTRX   Francis   Dwyer 

to   Sarah   E   Stokes   and   Sarah   Dwyer   legatees   under   said   will. 

Jan  2.  1905.     Sept  20,  1906.     3:748 other  consid  and  100 

9th  av.  No  447 1 

35th  st,   No  404  West | 

Assign  lease.     Francis  J  McQuade  to  Samuel   Mayers.     Sept  14. 

Sept   20,    1906.     3:732 nom 

Same   property.      Consent   to   assign   lease.      Geo   H   Werfelman  to 

Francis  J   McQuade.      Sept  14.     Sept  20,   1906.     3:732 

BOROUGH    OF    THE    BRONX. 

14Sth  st.  No  533  East,  store.  Ferdinando  Cirillo  and  ano  to  Giu- 
seppe Mastrobuono;  5  years,  from  Aug  1,  19U6.  Sept  15,  1906. 
9:2330 420 

Same  property.  Assign  lease.  Giuseppe  Mastrobuono  to  The 
Ebling   Brewing   Co.     Sept   10.      Sept   15,   1906.     9:2330 nom 

15Sth  st,  s  e  cor  Jackson  av,  south  store.  Surrender  lease.  Jos- 
eph. Schwartz  to  Max  Katz  et  al.  Sept  5.  Sept  17,  1906.  10:2646. 
;;;nom 

*229th  st,  s  e  cor  Barnes  av.  31x105,  all,  Wakefield.  Henrietta 
Stadie  to  Minnie  Kritzler;  3  years,  from  Sept  15,  19U6.  Sept 
14,   11)06 360 

Brook  av,  s  e  cor  138th  st,  store,  &c.  The  Northwestern  Realty 
Co  to  Albert  Leprell;  4  7-12  years,  from  Oct  1,  1906  (5  years 
renewal).     Sept  14,  1906.     9:2265 l.SOU  and  2,100 

Same  property.  Agreement  as  to  above  lease.  Elkan  Kahn  with 
Albert    Leprell.      July    17.      Sept    14.    1906.      9:2265 nom 

Tinton  av.  No  785.  Assign  lease.  Carl  Noack  to  William  ZoU. 
Mort   $1,200.     Sept   IS.      Sept  19,   1906.     10:2655 nom 

Same  property.  Assign  lease.  Wm  ZoU  to  Carl  Noack.  All  ti- 
tle.     Sept   19,   1906.      19:2655 nom 

Wales  av.  No  643.  s  w  cor  1.52d  st.  Bill  of  sale.  Saloon  fixtures, 
lease,  cfcc.  Mark  Trautfield  (auctioneer)  to  Michael  J  Lally. 
Sept   12.      Sept   20.   1906.      10:2643 250 

Same  property.  Bill  of  sale,  &c.  Michael  J  Lally  to  John'  C 
Barre.     All   title.     Sept  12.     Sept  2U,   19U6.     10:2643 nom 

Wales  av.  s  w  cor  1.52d  st,  store.  &c.  Assign  lease.  Michael  J 
Lally  to  John  C  Barre,  All  title.  Sept  12.  Sept  20.  1906. 
10:2643.  nom 

3d  av.  formerly  No  5.34  Willis  av,  e  s,  48.9  s  140th  st,  25x76.3. 
Stairway  consent.  Gesine  Entelman  widow  to  Interborough 
Rapid  Transit  Co  and  Manhattan  Railway  Co.  Aug  29.  Sept  19, 
1906.     9:2293 nom 

3d  av,  s  e  cor  140th  st.  48. 9x — .  Leasehold.  Stairway  consent. 
Fleischmann  Realty  and  Construction  Co  to  Interborough  Rapid 
Transit  Co  and  Manhattan  Railway  Co.  Sept  14.  Sept  19,  1906. 
9:2293 nom 


MORTGAGES 


NOTE. — The  arrangement  of  this  list  is  as  follows:  The  first  name 
is  that  of  the  mortgagor,  the  next  that  of  the  mortgagee.  The 
description  of  the  property  then  follows,  then  the  date  of  the 
mortgage,  the  time  for  which  it  was  given  and  the  amount.  The 
general  dates  used  as  headlines  are  the  dates  when  the  mortgage 
was  handed  into   the   Register's   Office   to  be  recorded. 

Whenever  the  letters  "P.  M."  occur,  preceded  by  the  name  of  a 
street,  in  these  lists  of  mortgages,  they  mean  that  it  is  a  Purchase 
Money  Mortgage,  and  for  fuller  particulars  see  the  list  of  transfers 
under  the  corresponding  date. 

The  first  date  is  the  date  the  mortgage  was  drawn,  the  second  the 
date  of  filing;  when  both  dates  are  the  same,  only  one  is  given. 

Subscribers  will  find  mortgages  in  this  list  with  the  wrong  block 
number  attached.  The  block  number  we  give  is  taken  from  the  in- 
slri-ment   as  filed. 

Mortgages  against  Bronx  property  will  be  found  altogether  at  the 
foot  of  this   list.     . 

September   14.    15.    17,    l.S.    19   and   20. 
BOROUGH   OF   MANHATTAN. 

Abelson,  Theresa  to  Lena  Aronson.  91st  st.  No  39,  n  s.  .312.6  e 
Columbus  av,  .18.9x100.8.  P  M.  Prior  mort  $18,0U0.  Sept  10. 
2   years,    5%.      Sept   18,    1906.     4:1205.  5,500 

Austin,  Harry  M  to  Henry  A  C  Taylor.  71st  st.  No  127.  n  s, 
260  e   Park  av,  20x102.2.     Sept  18,   1006,  1  year,   5%.     5:1406. 

15,000 

Apotheker,  Adolph  and  David  Friedman  to  Aaron  Segal.  Av  B,  No 
282,-  w  s,  40  s  17th  st,  25x100.  P  M.  Aug  15,  2  years,  67o. 
Aug   14,    1006.      3:974.  4,000 

Abingdon  Reconstruction  Co  to  Wm  S  Hull  et  al.  Downing  st,  Nos 
45  and  47.  n  s,  92.7  w  Bedford  st,  29.7.x90.  P  M.  July  5,  due 
Sept  18,  1907,  5%.     Sept  19,  190(3.     2:528.  14,400 

Bayer.  Lena  to  Central  Brewing  Co  of  N  Y.  Av  A.  No  9.  Saloon 
lease.     Sept  17,  demand,  6%.     Sept  20.  1906.     2:429.  825 

Brewster,  Robert  J  to  Ella  G  Davis.  57th  st.  No  366,  s  s,  20  e 
9th  av,  20x100.5.  P  M.  Sept  19,  1906,  due,  &c,  as  per  bond. 
4:1047.  30,500 

Bogolowitz,  Vigdor  and  Jacob  Zucker  to  Mitchel  Lippman.  At- 
torney st.  No  152,  e  s.  100  n  Stanton  st,  25x100.5.  P  M.  Prior 
mort  $25,000.     Sept  14,   5  years,   6%.     Sept  15,   1906.     2:345. 

10,350 

Benning-,  Jennie  to  Henry  C  Stiehler.  Roosevelt  st.  No  98,  e  s, 
.58.3  n  Cherry  st,  runs  n  21.7  x  e  41.5  x  s  24  x  w  20.3  x  n  3.1 
X  w  20.2  to  st  at  beginning.  P  M.  Sept  1,  3  years,  6%.  Sept 
17,  1006.     1:111.  2,000 

Browning.  Adelaide  S  to  MUTUAL  LIFE  INSURANCE  CO  ot 
N  Y.  ■  5th  av.  No  546,  n  w  cor  45th  st,  Nos  1  to  5,  runs  n 
25.5  X  w  66.2  x  n  0.2  x  w  33.9  x  n  75  x  w  55  x  s  100.5  to  st 
X  e  155  to  beginning.  Sept  19,  1906,  due,  &c,  as  per  bond. 
5:1261.  300.000 

Boley,  Benj,  Brooklyn.  X^  Y,  and  Annie  M  Tully  with  Wm  W  John- 
son and  ano  trustees  Alvin  J  Johnson  for  Minnie  A  Worth. 
26th  st,  Nos  521  and  523,  n  s,  260  w  10th  av,  40.x98.9.  Subordi- 
nation agreement.     Sept  14,  1906.     3:698.  nom 


Th«  text  ot  these  pages  is  copyrighted.     All  right!  are   reserved. 
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We   Rent  a 
Qas    Range 

$3 

Per    Year 


GAS  COOKERS    -^  '  GAS  HEATERS 


[ 


SOLVE  THE  FUEL  PROBLEM 


A  handsome  up-to-date  line  of 
appliances  may  be  seen  at  our  offices 


We  Rent  a 
Qas     Rang6 

$3 

Per    Year 

CONSOLIDATE.D  GAS  COMPANY  OF  NEW  YORK 


CLEANLY,  EFFICIENT,  ECONOMICAL 


Brigante,  Michele  to  Moritz  Weiss  ct  :il.  Lafayette  st,  Nos  ITG 
and  ITS.  or  Elm  st.  Nos  1(12  and  1(14.  w  s,  125  n  Grand  st, 
50.2xl00.();  Marion  st.  No  19,  e  s,  1'.I2.3  s  Spring  st,  27x99.3x 
2fi.2x99.3.  Sept  17,  1  year,  0%.  Sept  19,  1900.  2:481  and 
473.  10,000 

Block  (D  L)  Co  to  Margaret  W  Keck  and  ano  as  exrs  Thos  Keck. 
135th  st.  No  (iOG,  s  s,  177  w  Broadway,  38.7x99.11.  Sept 
19,  1900,  3  years,  5%.     7:2001.  37,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockliolders  to  above  mort.     Sept  10,   1900.     7:2001.  

Block  (D  L)  Co  to  American  Mortgage  Co.  135th  st.  No  COS, 
s  .s,  215.10  w  Broadway,  38.7x99.11.  Sept  10,  1900,  3  years, 
5%.     7:2001.  37,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders  to  above  mort.     Sept   19,   1906.     7:2001.  ■ 

Block  (D  L)  Co  to  NEW  YORK  TRUST  CO.  135th  st.  No  010. 
s  s,  254.0  w  Broadway,  38.7x99.11.  Sept  19,  1906,  3  years,  5%. 
7:2001.  38,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders   to   above  mort.     Sept   19,   1900.     7:2001.  

Bolger.  Paul  S  to  Gertrude  G  Grifl'in  et  al.  Madison  av.  No  1891, 
e  s.  100.5  s  123d  st,  20.0x100.  P  M.  Sept  IS,  1900,  3  years, 
4%%.     0:1748.  15,000 

Same  to  same.  Same  property.  P  M.  Sept  18,  1900,  due  Feb 
1,    1907,    51/2%.      0:1748.  3,000 

Boley,  Benj  to  Wm  W  Johnson  and  ano  trustees  Alvin  J  Johnson 
tor  Minnie  A  Worth.  20th  st,  Nos  521  and  523,  n  s,  200  w  lOlh 
av,    40.X0S.9.      Sept    13,    3    years,    57c.      Sept    14,    1900.      3:(i9S. 

13.000 

Same  and  Margt  V  Tnlly  with  same.  Same  property.  Subordi- 
nation  agreement.      Sept   14.   1900.      3:098.  nom 

Baruch.  Herman  B  to  FARMERS  LOAN  &  TRUST  CO.  52d  st.  No 
71.  n  s,  125  w  4th  av,  14x100.5.  Sept  14,  1900,  5  years,  — %. 
5:1288.  20  000 

Bryant,    Wm    S.    of   Dallas,    Texas,    to   UNION   TRUST   CO   of   N   Y. 
80th  st.   No   153,  n  s,   295  e  Amsterdam  av.  35x101.0.     Sept   13,  ' 
due  Apr   1.    1911,   41/2%.      Sept   14.    1900.     4:1221.  35  000 

Banner,  Simon  to  Henry  E  Pierrepont.  Canal  st,  Nos  330  to  340, 
s  s,  25.11  e  Church  st.  runs  s  52.5  x  e  49.11  x  n  41.7  x  w  51  to 
beginning.     Sept  5,  5  years,  41/2%.     Sept  14,  1906.     1:210.      ()5.0nO 

Beakes,  Chas  H  C  to  Mary  F  Shepard.  114th  st,  No  010,  s  s,  210 
w  Broadway.  15xlOU.ll.  Sept  13,  5  years,  — '/c.  Sept  14, 
190<J.     7:1895.  12.000 

Beakes.  Chas  H  C  to  Mary  F  Shepard.  114th  st,  s  s,  225  w 
Broadway,  25x100.11.  Sept  13,  5  years,  — %.  Sept  14,  190(i. 
7:189.5.  Kl.llOO 

Baker,  Susan  wife  of  Henry  to  Carrie  W  Grunewald  widow.  49th 
st.  No  227.  n  s,  200  w  2d  av,  lSxl03.10x— xl02.2.  2  years.  5%. 
Sept    18,    1900.      5:1323.  10,000 

Berliner.  Julius  and  Max  Greenberg  to  Hannah  Cohen.  112th  st. 
s  s,  137.6  w  Park  av,  04x100.11.  Sept  14,  1900,  due  Mar  14, 
1907,   0%.      0:1017.  3.000 

Berliner.  Julius  and  Max  Greenberg  to  Hyman  Horwitz.  112th 
st,  Nos  50  to  02,  s  s.  137.6  w  Park  av,  04x100.11.  Building 
loan.     Sept  15,  due  Mar  15,  1007,  6%.     Sept  17,  19O0.     0:1017. 

22,000 

Baron,  Solomon  L  to  Harry  Fischel.  Eldridge  st,  No  18,  e  s, 
abt  128  s  Canal  st.  2-5x87.6.  P  M.  Rerecorded  from -June  15. 
1900.      June   15.   demand.   0%.     Sept   17,   1900.      1:293.  7,000 

Barrett.  Orville  R  and  Walter  C  Gilbert  to  John  T  Barrett.  100th 
St.  Nos  211  and  213.  n  s,  200  e  3d  av.  50.xl00.8.  P  M.  Sept  17. 
1900,   due  Apr   1,   1907,   5%.     6:1050.  15,000 

Carucci,  John  to  Margt  G  Earle.  121st  st.  No  518,  s  s,  208  e 
Pleasant  av,   17x80.     Sept  14,  1000,  5  years.  — %.     6:1817.     4,500 

Cowen  (Chas  A)  Co  with  TITLE  GUARANTEE  &  TRUST  CO. 
7th  av.  Nos  592  to  590.  Subordination  agreement.  Sept  5. 
Sept  15,  1906.     4:1013.  nom 

Centaur  Realty  Co  to  EAST  RIVER  SAVINGS  INSTN.  24th  st, 
Nos  153  to  101,  n  s.  84  w  3d  av,  110x197.6  to  s  s  25th  st,  Nos 
150  to  158.    Sept  12,  5  years,  —%.     Sept  15,  1900.     3:880.    400,000 

Cohen,  Elias  A  to  American  Mortgage  Co.  105th  st,  Nos  238  and 
240,  s  s,  200  w  2d  av,  33.4x100.9.  P  M.  1  year,  57c.  Sept 
18,   1900.     0:10.54.  14.000 

Cohn,  Rachel  to  Abraham  Kaiser  et  al.  73d  st.  No  239,  n  s,  75  w 
2d  av,  25x51.1.  P  M.  Prior  mort  ¥8,.500.  Due  June  15,  1909. 
—%.     Sept   18,   1900.     5:1428.  4,000 

Carucci,  John  to  Harrv  Baron.  118th  st.  No  407,  n  s,  110.8  e 
1st  av,  16.8x100.11.  P  M.  Prior  mort  $4,000.  Sept  17,  1900. 
2  years,   6%.     0:1806.  3,000 

Centaur  Realty  Co  to  EAST  RIVER  SAVINGS  INSTN.  24th  st. 
Nos  1.53  to  101.  n  s.  84  w  3d  av.  110x197,0  to  25th  st,  Nos  1.50  to 
158.  Certificate  as  to  consent  of  stockholders  to  mort  for  !f40().- 
000.     Sept  12.     Sept   17.   1900.     3:S.S0.  . 

Congregation  Beth  Israel  to  Philip  Liberman.  35th  st.  No  252, 
s  s,  225  e  8th  av,  25x98.9.  Equal  lien  with  4  other  morts  for 
.?000  each.  Prior  mort  ^23,000.  March  20,  2  years,  41/2%. 
Sept   19.    1900.     3:784.  000 

Cohen,  Elias  to  John  J  Aaron.  3d  st.  No  125,  n  e  s,  111.9  w  Mac- 
dougal  st,  runs  n  e  100  x  n  w  23  x  s  w  100  x  s  e  23  to  beginning. 
P  M.  Prior  mort  .S7,.50O.  Jan  20,  2  years,  G7o.  Sept  20,  1900. 
2:543.  2.500 

Candee,  Fernando  C  Jr.  Brooklyn,  N  Y.  to  Hyman  D  Baker. 
Edgecombe  av.  Nos  181  to  185,  w  s,  475  s  145th  st,  runs  w  — 
X  w  100  X  s  161.9  x  s  e  21.9  x  s  w  105.4  x  s  e  105.7  to  av  x  n 
285  to  beginning.  Prior  mort  !f325,00t>.  May  29,  demand,  0%-. 
Sept   20,    1900.     7:2051.  25.000 

Same  to  same.  Same  property.  Prior  mort  $350,000.  July  11, 
demand,  67.     Sept  20,  1900.     7:2051.  25,0lJ0 

Doelger  Joseph  and  Chas  A,  and  Carrie  D  wife  William  Kramer 
Jr  to  MUTUAL  LIFE  INS  CO  of  N  Y.  54th  st,  Nos  223  to  231, 
n  s,  200  w  2d  av,  125x100.5.  Sept  20,  1906,  due,  &c,  as  per 
bond.     5:1328.  60,OU0 

Duffy,  Peter  to  Lion  Brewery  of  N  Y  City.  16th  st.  No  612  East. 
Saloon   lease.     Sept    10.   demand,   6'./o.      Sept   20,   1900.     3:983. 

2,000 

Danzlger,  Adolph  to  David  Gordon.  Av  A,  No  258,  s  e  cor  10th  st, 
Nos  500  and  502,  20x05,0,  Sept  15,  due  March  1,  1907,  0%. 
Sept   18.   1906.     3:973.  Ifi.OOO 

Daniels,  Isldor  L  to  STATE  BANK.     Sheriff  st,  No  47,  w  8,  75  n 


Delancey  st,  25x75.  Sept  14.  secures  notes,  0%.  Sept  15, 
1900.     2:3.38.  1.000 

Deeves  (Richard)  &  Son,  a  corpn,  to  Richard  Deeves.  65th  st,  Nos 
302  and  304.  s  s,  100  w  West  End  av,  50x100.5.  Sept  12,  3  years, 
4y27c.     Sept  14,  1900.    4:1176.  25.000 

Dodge,  Mary  S  wife  Chas  C  to  Udo  M  Fleischmann.  83d  st.  No  1, 
n  w  cor  Central  Park  West,  110x55.6.  Prior  mort  $110,000. 
Sept   12,    1    year,   — %.      Sept   14,    1906.     4:1197.  40  000 

Dorn,  George  to  Frederick  Sheldon.  East  End  av.  No  134,  or 
Av  B,  s  w  cor  80th  st,  No  .5.52.  25.8x98.  Sept  17,  1900,  3  yenrs. 
i%%.     5:1582.  28,000 

Esler.  Mary  H  to  HARLEM  SAVINGS  BANK.  124th  st.  No  41, 
n  s,  43:i  e  Lenox  av,  25x100.11.  P  M.  Sept  18,  1900,  1  year,  5%. 
(i:lT22.  25  000 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Kate  R  Searles 
and  ano.  Greenwich  st.  Nos  52  and  54;  Washington  st.  No  .5.5. 
Extension  mort.     Sept  11.     Sept  17,   1006.     1:18.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Wm  F  Have- 
meyer.  31st  st,  Nos  5,  7  and  9  East;  32d  st,  Nos  8  and  10  East. 
Extension  mort.     Sept  13.     Sept   15.  1900.     3:801.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Pauline  F  de  Noir- 
fontaine.  3.5th  st,  No  110  East.  Extension  mort.  Sept  1.3. 
Sept  15,  lilOO.     3:800.  '  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Geo  Groeling. 
48th  st.  No  237  East.  Extension  mort.  Sept  13.  Sept  15,  1900. 
5:1322.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Louis  J  Behringer. 
.5Sth  St.  Nos  31S  and  320  East.  Extension  mort.  Sept  13.  Sept 
15.   19()i;.     5:1350.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Adelaide  S  Brown- 
ing. 5th  av.  No  5.54.  Extension  mort.  Sept  13.  Sept  15,  lOOli. 
5:1201.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Solomon  G  Salo- 
mon, (ith  av,  Nos  908  and  970.  Extension  mort.  Sept  12. 
Sept   15.   1900.      5:1270.  nom 

Ehret.  George  with  TITLE  GUARANTEE  &  TRUST  CO.  7th  av, 
Nos  592  to  590.  3  subordination  agreements.  Aug  .39.  Sept 
15,    1900.      4:1<I13.  notn 

Emerson  Realty  Co  to  John  R  Slattery.  130th  st,  Nos  000  and  008, 
s  s,  125  w  Broadway,  54.6x99.11.  Sept  12,  3  years,  57o.  Sept 
14,    1900.      7:2002.  52.500 

Same  to  same  Same  property.  Certificate  as  to  consent  of  stock- 
holders   to    above   mort.     Sept   12.      Sept    14.    lOllfi.      7:21)02.       

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Edw 
A  Schmidt.  Maiden  lane,  Nos  51  and  53.  Extension  mort. 
Sept   13.     Sept  19,   1900.      1:07.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Wm 
Stubenbord,  71st  st,  No  53  West.  Extension  mort.  Sept  14. 
Sept  19.  1900.     4:1124.  nom 

Ellman,  Benj  to  August  Zanzig.  81st  st,  No  435,  n  s.  80.1  w 
Av  A.  runs  n  20  x  w  5.10  x  n  24.9  x  w  20.6  x  s  50.9  to  st  x  e 
26.4  to  beginning.  All  title  to  strip  11.10  long  by  1  ft  wide  on 
east.  P  M.  Prior  mort  $14,0110.  Sept  19,  1906,  2  years,  6%. 
5:1561.  1.000 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with 
Ferdinand  B  Hauck.  83d  st.  Nos  .3  and  5  West.  Extension 
mort.      Sept   17.      Sept   19,   1900.     4:1197.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Abra- 
ham Rothstein  and  ano.  111th  st.  No  77  East.  Extension  mort. 
Sept   13.      Sept   19,   1900.      0:1017.  nom 

Ester.  Mary  H  to  Frank  W  Blauvelt.  133d  st.  No  217.  n  s.  200 
w  7th  av,  20x99.11;  133d  st,  n  s,  220  w  7th  av.  0.2x99.11.  P  M. 
Sept  0.  3  years,  41/27,.     Sept   19,   1900.     7:19.39.  10,000 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Margt 
A  Regan.  128th  st.  Nos  01  and  03  West.  Extension  mort. 
Sept   15.      Sept   19,   1900.     6:1720.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Harry 
Lilly.  130th  st.  No  224  West.  Extension  mort.  Sept  14.  Sept 
19.   1900.     7:1941.  nom 

EQUITABLK  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Geo  H 
Valentine  et  al.  149th  st.  No  4110  West.  Extension  mort. 
Sept    14.      Sept    19.   1900.      7:2003.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Chas 
A  Gould.  Broadway.  Nos  396  and  398.  Extension  mort.  Sept 
14.     Sept  19,  1900.     1:195.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Isa- 
bella Kurzman.  Bowerv.  No  248.  2  extensions  of  mort.  Sept 
14.     Sept  19.  1906.     2:507.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Chas 
A  Gould.  Broadway.  Nos  S38  and  840.  Extension  mort.  Sept 
14.     Sept  19,  1906.     2:5(i4.  nom 

Eckhardt,  Peter  C  Jr  and  Fredk  to  William  Rankin,  9th  av.  No 
009,  w  s.  37.9  n  40th  st,  18.0x02.0.  Sept  20,  1900,  5  years. 
—7c.     4:1050.  11,000 

Euell,  Eliz  wife  Paul  to  Andrew  Wilson  trustee  Chas  E  Fleming. 
St  Nicholas  av.  No  941.  n  w  cor  ]57th  st,  41!. 8x90.10x45x103.3. 
Sept   19.   due   Jan   25,   1909,   5%.      Sept  20,   1900.  65,000 

Same  and  Milton  Hopkins  trustee  for  Cath  W  Loney  with  same. 
Same  property.  Subordination  agreement.  Sept  18.  Sept  20, 
19<^!.     8:2108.  nom 

Fitzgerald,  Eliz  to  TITLE  GUARANTEE  &  TRUST  CO.  47th  st. 
No  434,  s  s,  .391  e  10th  av,  27x100.5.  Sept  20,  1900,  due,  &c,  as 
per  bond.      4:10.56.  17,000 

Fuller,  Susan  E  to  Clara  C  Rfeusch.  8.3d  st.  No  6,  s  s.  118  w 
Central  Park  West,  15x102.2.  P  M.  Prior  mort  .$14, .500.  Sept 
17,  2  years,  0%.     Sept  19.  1900.     4:1191!.  2,500 

Fara  Fannie  to  Alfred  L  M  Bullowa  and  ano.  59th  st.  No  547, 
n  s  200  e  West  End  av,  25x100.5.  P  M.  Sept  5,  due  Sept  1, 
1908,   0%.     Sept   19,   1900.     4:1151.  3..500 

Frank.  Meyer  to  John  E  Marsh  and  ano  exrs  Rolph  Marsh.  3d 
st  No  257,  n  s,  42  w  Av  C,  48x90.2.  Sept  14,  1000,  5  years, 
5%%.     2:386.  52,500 

Feinberg  Saml  to  Edmund  Bittiner  exr,  &c.  Louis  Meisel.  4th  st, 
Nos  251  and  2.53.  n  s.  lOll  e  Av  B.  40x9.i.l0x40.x95.0.  P  M. 
Prior  mort  .$57,000.     Sept  14.  1900.  due  Oct  15,  1910,  0%,  2:387. 

t!  000 

Freeman.  Jacob  to  Clara  Welnacht.  102d  st.  No  171.  n  s.  275  e 
Amsterdam  av,  2.5x96.10x25x90.8.  P  M.  Prior  mort  $14,000. 
Bept  1,  3  years,  0%,     Sept  U.  3900,     7:1857.  7,000 
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Adaptable  for 

Offices  and  Residences 

Systems  of  Less  Than  Five  Stations 


Interior  Telephones 

No  Installation  Charge       tlTTlf      1^0114^^      O      1^1  ftfl  4  n 
No  Maintenance  Charge     rlllj       UCIIBid      d      IflUlllll 

THE  AHENTION  OF  ARCHITECTS  AND  BUILDERS  IS  PARTICULARLY  CALLED  TO  THE  ADVANTAGES  0^  OUR  SYSTEMS. 
RATES  FOR  SYSTEMS  OF  OVER  FIVE  STATIONS  AND  ALL  OTHER  INFORMATION  m\  SE  OBTAINED  UPON  APPLICATION. 

NEW     YORK     TELEPHONE     COMPANY 


I  15  WEST  38th  STREET 


15  DEY  STREET 


220  WEST  124th  STREET 


Fox,  Emanuel  E  to  Eliz  O'Callahan.  -Kith  st.  No  330.  n  s  42li.]0 
w  Sth  av.  Ki.S.xKIO.r).     Sept  14.  l".)0(j,  5  years,  .5%.     4:1037.     12.(H)0 

Frankel,  Solomon  and  Saml  Werner  to  Solomon  Lewine  et  al. 
Ctitb  St.  Nos  Ul!)  and  2L'l.  n  s.  220  w  2d  av.  2  lots,  each  40x10  )."). 
2PM  morls.  each  $11. OHO:  2  prior  morts.  $40(1110  each.  Sspt 
13.  .")  vears.  tV/c-     Sept  14    IDUii.     .-,:1421.  22  1100 

Fischer.  William  to  TITLE  GUARANTEE  &  TRUST  CO.  Slith  st, 
No  314.  s  s,  175  e  2d  av.  2O.'il02.2.  Sept  14,  IDUO,  due,  &c,  as  p  r 
bond.      r.;l.-j4.S.  12  IKW 

Frank.  Meyer  to  John  E  Marsh  and  ano  exrs  Rolph  Marsh.  Av  C, 
Nos  Xi  to  41,  n  w  cor  3d  st,  No  2")!),  '.I(;.2;v42.  Sept  14,  10  (i  .'i 
years.  .")%%.     2:3Sfi.  87,500 

Five  Thirty  East  Seventv-Second  Street  Co  to  City  Mortgage  Co. 
72d  st,  Nos  r;30  and  532,  s  s,  08  w  Av  B.  50x102.2.  Buili-ng 
loan.     Sept  14.   1900.   demand,   (i%.     5:1483.         ,  30  O.JO 

Saaie  to  sa:uc.  Same  property.  Certificate  as  to  consent  oC  sto.k- 
holders  to  above  mort.     Sept  14.  liJOO.     5:1183.  

Fine    .Abraham  and  Joseph  to  Ahram   Bachrach.     (i3d  st,  Nos  401! 


lO'I, 


1st  av.   2   lo's,   each   2.5:ilO  I..5. 


morts. 


and   -lOS,    s    s, 

each  .'fl.COO;   2  prior  morts.   $13,."00  each.     Sept  13,  due  Aug  1. 

10118.   0'/;.     Sept   14.   i;;0:i.     5:14.".7.  3  200 

Fritz,  Saml  to  Mary  Hoftbcrg  and  ano.     123d  st,  Nos  151  and  1.53, 

n  s,  35  e  Lexington  av.  runs  n  100.11  x  e  30.S  x  s  e  4  x  s  100  to 

st  X  w  35  to  beginains-     Sept  13,  demand,  (;7c-     Sept  14    I'.lOli 

0:1772.  •■'.Olio 

Fricdjian.  Henry  and  Charles  to  Isaac  A  Sa-nucl3.   ■  ICOth  st,  Nos 

314    to   "3i;.    s   s.   2.54   e   2d   av,   20lixl00.11.      Sspt    10.   demand. 

(>'/,.     Sept  14,   lOOC).     (i:l(;71.  5.0',):) 

Feder,   Morris  H  and  Henry  M  Flateau  to  Isaac   Blumberg.     Su£- 

fo}k  st.  No  15,  w  s,  125.5  n  Hester  st.  25x100. 1x25x100.:^. 

mort   ?30,(!()0.      Sept   17,  0  months.      Secures   notes,  — %. 

18,    l':.0<:,.      1:312. 
Fitz,gcrald,    Mary  to  Morris  W  Bacon, 

w  Wesi   End  av,  20x100.8.     Sept  12, 

18.    lOOCi.      4:1240. 
Frank.   Edmund'  to  Max  Weinberg  and  ano.     14('th  st 

512.   s   s.   100  w  Amsterdam   av,   2   lots,   each  40x0', 

morts,   each   .flO,000;   2  prior  morts   .f42,.500   each. 

years.   (i%.      Sept   17,    1000.      7:2077 
Golb.  Isidor  to  Nandor  Klein.     78th  st 

20x102.2.     P  M.     Prior  mort  .$7.0110. 

5:14.52. 
Greincs.    Charles.    Elias   Ginsburg   and    Isaac    Baer    to   Geo    Mercer. 

Jr.      Ludlow  St.  No   140.  e  s.  200  n  Rivington  st.  2.5x80.4.      Sept 

10,  4  years,  r,'/,.     Sept   18,   1000.     2:411. 
Garcewich.   David   to  Wm  E  Thorn.     27th  st.   No  ."05.  n   s. 

10th  av,  2.5x08.0.     Aug  24,  5  years,  5%.     Sept  IS,  lOOi. 


Prior 
Sept 
5  000 

SSth  St.   No  310,   s  s.   103 

due  Dec  1,  10O7,  ~>%.     Sept 

lO.OllO 

Noo  50(1  to 

11.     2PM 

Sept    113 

20.0,0 
no  w  lit  av, 
3  years,  0%. 

(i  000 


,  No  344.  s  s. 

Sept  IS.   lOdn 


KMIOO 
100  w 
3:000. 
25,000 

Germania  Life  Ins  Co  with  Mayer  S  Bernheimer  and  ano.  125th 
st,  Nos  151  and  153.  n  s.  100  o  7th  av.  50.x00.11.  Extension 
mort.     Sept  12.     Sept  17.  lOiKi.     7:1010.  nom 

Gage,  Eleanor  P  wife  of  Wellesley  W  Gage  to  Edw  B  Black.  SOih 
st.  No  221  n  s,  325  w  Amsterdam  av,  2.5x102.2.  Sept  IS.  1000. 
3   vears,   5'7r.     4:1228.  20  OOO 

Glass,  John  to  GREENWICH  SAVINGS  BA.NK.  23d  st.  No  420, 
s  s  275  w  0th  av,  25x08.0,  Sept  10,  3  years,  4iy4%.  Sept  20. 
1000.      3:720.  18,000 

Goldman.  Michael  to  Louis  Kovner  et  al.  13th  st,  Nos  340  and 
,"18  s  s.  128  w  1st  av.  42x103.3.  P  M.  Sept  IS,  due  March  IS, 
1008,  0%.     Sept  10.  lOOl).     2:454.  2.250 

Gelvin,  Wm  and  Henry  to  Edw  Herrmann.  04th  st.  No  245, 
n  s,  SO  w  2d  av,  25.8x100.8.  Prior  mort  $11,000.  Sept  13. 
due  July  1,  1000.  0%.     Sept  10,  10(10.     5:1540.  0.000 

Goodheim.  Jennie  to  Geo  Murray.  00th  st.  No  47,  n  s,  2.50  e  Co- 
lumbus av,  2.5x100.11.  Sept  15,  3  years,  — %.  Sept  IS,  1000. 
7:1835.  24.000 

Gest,  Guv  M,  Cincinnati.  O,  to  NEW  YORK  MORTGAGE  &  SE- 
CURITY Co.  Lexington  av.  No  42,  w  s.  10.0  n  24th  st,  lO.OxOO. 
P  M.     Sept  10,  100(!,  3  years,  5%.     3:880.  12.000 

Gest,  Lillian  M  wife  Guy  M.  Cincinnati,  O,  to  Rose  L,  Fessenden. 
24th  St.  No  131,  n  w  cor  Lexington  av.  No  40,  00x10.0:  Lex- 
ington av.  No  42,  w  s.  10.0  n  24th  st.  10.0x(;OxlO.!K.50.10.  Prior 
mort   .f31,000.      Sept   17,   3   years,   (i%.      Sept    10.    I'.JOiJ.      3:88(1. 

0..500 

Gates.  Emanuel  S  to  Jacob  Kovner.  Division  st.  No  243.  s  s.  4<'> 
w  Montgomery  st,  23x48.0x23x48.7.  P  M.  Prior  mort  .$17,500. 
June  15.  due  Dec  15,  lOlO.  0%.     Sept  IS.  1000.      1:2.80.  5,.5O0 

Garfield.  Nathan.  Bridgeton,  N  J.  to  Philip  Levin.so:i.  Pitt  st.  No 
5:^.  w  s,  128  n  Delancey  st,  22x100.  Sept  0.  due  Sept  10,  10O7 
(>%.     Sept   14.   lOOi).     2:343.  1.750 

Ginsberg.  Morris  and  Max,  Simon  Seligson,  'Adolph  and  Isaac 
Sch:neidler  ard  Irving  Bachrach  et  al  with  American  Mortgage 
Co,  Bleecker  st.  Nos  323  and  32.5.  Subordination  agreemenf. 
Sept  14,   1000.     2:501.  nom 

Cumb,  Adele  to  Matilda  Ottensoser  et  al.  SOth  st.  No  172,  s  s. 
150  w  3d  av,  10x102.2.  P  M.  Prior  mort  .$0000.  Sept  1  3 
years,  0%.     Sepi  14.   IflOO.     5:1.508  7,000 

Gertner  Josef  to  Fanny  Jackson.  114th  st.  No  221.  n  s.  310  e 
3d  av.  2.5x100.11.  P  M.  Prior  mort  $10,000.  Aug  31.  3  years. 
0%.     Sept  14,  1000.     0:1(504.  2,000 

Ginsberg.  Morris.  Max  and  Simon  Seligson  to  American  Mortgage 
Co.  Bleecker  ct.  Nos  323  and  325,  e  s,  20  11  _s  Christopher  st, 
runs  s  e  30  8  x  .e  72.4  x  n  33.2  x  w  25.5  x  s  \v  .j4.0  to  beginning. 
Sept  13,  3  years.  5%.    Sept  14,  1000,     2:501.  35,000 


Goldtarb,  Morris  to  Julia  G  De  Haven.  OSth  st.  No  202,  s  s.  83.0 
e  .3d  av.  2(>.3xl00.0.  Prior  mort  $13,000.  Sept  17,  1000,  due 
Mar  17.  1007,  (Ki.     0:1(j47.  4,000 

Harris,  Moses  to  Julius  J  Frank  and  ano  trustees.     Allen  st.   No 


2.5,    w   s.   201.3   s   Hester  st. 
l.(i  X  e  05.8  to  Allen  st  x  n 


!5.5  to  beginning. 


25  ?i 
j%.     .Sept    10.    1000.      1:300. 
Harris.   Moses  to  Julius  J  Frank  trustee. 
220.0  s  Hester  st,  runs  w  05.S  x  s  1.0  ; 
87.0  to  Allen  st  x  n  25.1  to  beginning. 
Sept    10.    lOOii.      1:300. 


runs  w  87;0  x  s  27  x  e  21.10  x   n 


and   328   East. 
Aug  20.     Sept 

m  n 
3d  av.  No  018. 
Dec  12,  HW)5, 

5  000 


Sept  13,  3  years, 

22,0(0 
Allen   St.   No  23,  w  s, 
:  w  21.10  X  s  23.7  x  e 
Sept   13,  3  years,  5%. 

22.(.00 

Harris,  Theodore  to  Jennie  Rothschild.  05th  st  .No  47,  n  s,  33') 
e  Columbus  av,  18x100.8.  P  M.  Sept  17.  1000,  3  years.  4V'/n. 
4:12(i0.  18.(100 

Hamilton  Heights  Syndicate  to  Samuel  Mand-1.  3d  av,  Nos  1147 
and  1140.  s  e  cor  07th  st.  No  200.  40.5x100:  3d  av.  Nos  1143 
and  1145.  e  s,  40.5  s  (!7th  st.  40>:10:l;  3d  av,  Nos  1130  and  1141. 
e  s,  80.5  s  07th  st.  40x100;  3d  av.  Nos  1135  and  1137.  e  s.  40.5 
n  00th  St.  40x10(1;  3d  av.  Nos  1131  and  1133,  n  c  cor  OOth  st. 
No  201.  40.5x100.  Certificate  as  to  consent  of  stockho'ders  to  5 
morts  for  .fS.OOO  each.     Sept  7.     Sept  19.  100(i.     5:1421. 

Herbst,  Fcny  to  Saml  King.  101  st  st.  Nos  320 
Declaration  as  to  balance  due  on  mortgage.  &c. 
15,    lOlK).      0:1072. 

Kenusy.  Patrick  J  to  F  &  M  Schaefer  Brewing  Co. 
s  w  cor  -iO:h  st,  Ncs  1.54  and  1.50.     Saloon  lease, 
demand,  — 7r.     Scpl  14.  lOOO.     3:805. 

Horowitz.  Josef  and  .Abrnham  R'ibin  to  Rubin  Fisher.  3d  st  No 
158,  s  s.  08  e  Av  A,  22x88.0;  3d  st.  No  1(  II.  s  s,  120  s  e  Av  A, 
24  0x105.11x24.4x105.11.  prio»  mort  .f."1,500.  July  10,  due 
Dec  I'.l.   100;!.  — '/r.     Sept  14,   lOtHi.     2:308.  2  iTiO 

Herstein,  Abraham  to  Frank  Hillman  a-:d  ano.  104th  st,  Nos  218 
to  222.  s  s.  210  e  3d  av,  oO.clCO.ll.  Sept  0,  dsmaal,  ~,%.  Sfpl 
14,    11:00.      0:10.53.  10  4::2.8O 

Hafl'ner.  Cath  to  Amelia  Ehrjart.  Thompson  st.  No  3  w  s.  70  1 
n  Canal  st,  runs  w  42.3  x  w  35  3  x  n  1(!.11  x  e  70  0  x  s  21.1;), 
to  beginnin.?.  Prior  mort  $3,(100.  Sept  15,  1  year,  0%.  S^pt 
20.   1001!.     1:227.  1.003 

Haines,  Saml  B,  Yonkers,  N  Y,  to  Franklin.  Haines.  Central  Park 
West,  s  w  cor  05th  st.  No  2  100..5xl25.  Prior  mort  $t.05.(()  1. 
Sept   1!).   2  years,  —%.     Sept  20.   1000.     4:11(7.  00.;.0) 

Same   to   METROPOLITAN  LIFE  INS   CO.     Saiie   property.      Prior 

mort  .$ .     Sept  10,  due  Apr  IS,  lOJS.  5^4%   and  07c-     Sept  20, 

lOOi.      4:1117.  .55.0.;0 

Same  to  .\rrow  Realty  Co.  Same  property.  Prior  mort  $()(;:>.0  10. 
Sept   10.  due  Sept  1,   liW-,  CVr.     Sept  20,   1000.     4:1117.       30(100 

Hutter  William  and  Louis  to  Francis  R  .^ppleton  and  ano  trus- 
tees Danl  F  ./^pp'eton.  lOltb  st.  No  202.  s  s,  70  0  3d  av,  20< 
50.5.      Sept  20.    lOOO.   3  years,   57r.      0:Hi.53.  SO.IO 

Hookey.  Wm  T  with  William  Maas  et  al.  Cathedral  Parkway, 
s  s.  100  w  Manhattan  av,  7i5;i72.11.  Subordination  agreement. 
Sept   10,  1000.     7:184.5.  nom 

Helfrich.  Jacob  to  N  Y  SAVINGS  BANK.  103d  st.  No  .57,  n  s.  120 
e   Madison  av,  25x100.11.     Sept  20,  1900,  due,  &c,  as  per 

(;:i(;oo. 

Johnston.  Margt  T  to  Morris  Weinstein.  42d  st,  No  .340.  n 
Prospect  pi.  No  45,  ,58x17.1.  P  M.  Prior  mort  .$0,000. 
10,   1000.   1   year,   0;/.     5:1335. 

Jacoves,   Louis  J   and   Louis  K  to  American  Mortgage   Co. 

st,  s  s,  50  w  Madison  av,  runs  w  07.0  x  s  54.11  to  c  1  old  Har- 
lem road  X  s  w  —  x  e  83.8  x  n  100.11  to  beginning.  Sept  10. 
1000.   1   year,  5%.     0:1017.  35.000 

Jacobowiiz.  Lena  to  Regina  Borgenicht.  7th  st.  No  83,  n  s.  7.>  w 
1st  av,  25x97.0.  P  M.  Sept  4,  due  Jan  14.  1907,  G7c.  Sept  15. 
1000.      2:440.  3.000 

Jones.  Cyrene  L  or  C  Livingston.  Pleasanlville.  N  Y,  to  Jeanette 
Gerber.  3d  av.  No  587.  e  s,  105  s  30th  st.  20x100.  Prior  mort 
.$ .      Sept   r.\.  2  years,  0%.     Sept  15.  1000.     3:010.  4,.500 

Jabury.  John  and  Hugo  with  Geo  Murray.  OOth  st.  No  47,  n  s, 
2.50  e  Columbus  av.  25x100.11.     Subordination  agreement.     Sept 

14.  Sept   18.   1000.     7:1835.  nom 
Kantrowiiz.    Sigmund.    Jacob    Oppenheim    and   Alex    Aronofsky    to 

Louise    Kaufold.      East   Broadway,   No   221,   s   e   cor   Clinton   st, 

Nos   200  and   202,   24.1x90.     P  M.     Prior  mort  $ .     Sept   18. 

1000,  due  Aug  15,  1010,  0%.     1:280.  20.800 

Koelsch,  Carl  A  and  Louis  A  to  Fredk  A  Clark.     135th  st.  No  100, 

s    o    cor   7th    av.    No    2209,    75x24.11.      Sept   15,   o   vears,   -i^Vr 

Sept  18.   11K10.     7:1019. 
Klein.    Benj    and   Adolph    to   Marie    M   D 

417.   n_s.   li;(j.8_e    1st   av,    l(i.8xl02.2. 

years,   5''!^.      .5:1,503. 
Kleinfeld.   Isaac   and   Isaac   Rothfeld   to   Chas   C   Peters.      Chrystie 

St.    Nos   108   and   170.   e   s.    1.50   s   Rivington   st,   40.0xS2x.50xS2. 

Prior    mort    .$.50,000.      Sept    14,    1    year,    0%.      Sept    15,    lOOO. 

2:420.  14.000 

Koss.   Fannie   to   Nathan   L  Fischer   et   al.     4th   st.   No   103,   n   s, 

225.1!    w    Av    A.    24.0:<90.2.      P    M.      Prior   mort    .$ .      Sept    14, 

1900.    due   Oct    14.   1911,   G7r.      2:4.32.  80,50 

Kornfeld.  Charles  to  Emanuel  E  Fox.     llSth  st.  No  3(!8,  s  s.   100 

e    Morningside    av   East.    18x100.11.     P   M.      Prior   mort    $11,000. 

Sept  14.  3  years.  &'r.     Sept  15.  1000.     7:1044.  1,500 

Kaufmann,    Charles    to    John    Franz.      5th   av.    No   2174     s   w   cor 

1.33d  St.  Nos  2  and  4.  25x107.     P  M.     Prior  mort  .$.30,000.     July 

15,  due  May   1,   1009,   6%.     Sept  15,   1900.     0:1730.  4,000 


bond. 

12.000 
e  cor 

Sept 
4,100 
112th 


30  000 

Litzau  Oest.     83d  st.   No 
P   M.      Sept   17,   1000.  5 
8,(100 
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September  22,  1906     Mortgages 


RECORD     AND     GUIDE         Manhattan 


507 


MAPLEDORAM  &  CO. 

^  REAL  ESTATE  BROKERS 


Bay  Ridge  Property 
Our  Specialty 


Fifth  Ave.  and  7Sth  St.,  Brooklyn,  N.  Y. 

Telephone,  724  Bay  Ridge 
Branch  Office :  Bay  K  Idge  Ave. ,  cor.  Fort  Hamilton  At*. 


Kerwin,   Andrew  J  Jr  to  Mary   E  Coleman.     24tli  st,   No  35,  n  s, 

325  e  0th  av,   lOO.xDS.O.     P  M  and   building  loan.     Sept  17,   due 

Dec  1,  I'JUi),  <\%.     Sept  20,   lOOtJ.     3:,S2U.  520  0(X) 

Kosminsky,   Isidore  to  Albert  H  Bernstein.     150th  st.  No  532,  s  s, 

350  e  Broadway,  25x<jai].     Sept  2U.  1900,  3  years,  0%.  8:2117. 

3,000 
Kelly,   Wm  J  to  Adolf  H  Landeker.      125th  st.   No  33,  n  s,  390  w 

5th    av,    2(1x99.11.      P    M.      Prior    morl    .$35,000.      Aug    10,    due 

Sept  15,  1900,  0%.     Sept  19,  1900.     0:1723.  2.500 

Kempner,    Fanny    to    Wm   Silvermann.      95th    st,    No    20,    s    s,    24.3 

w    Central    Park    West,    19x100.8.      P    M.      Prior    mort    $13,000. 

Sept  IS),  1900,  due  Nov  1,  1907,  0%.     4:1208.  8.700 

Kolb,    Benj    to   Moritz   Samuels.      Audubon   av,   e   s,  41.10  s   178th 

st,   40x100.2x40.5x100.      Sept   12,   3   years.   5%.      Sept   19,   190li. 

8:2132.  35,000 

Same    to    Paterno    Bros,    a    corporation.      Same    property.      P    M. 

Prior    mort    $40,000.      Sept    19,    1900,    due    Jan    19,    1907,    0%. 

8:2132.  5,000 

Kovner.   Louis  to  Isidore  W  Gottlieb.     13th  st,   Nos  340  and  348, 

s  s,   128  w  1st  av,  42x103.3.     P   M.      Prior  mort  $47,000.     Sept 

18,  8    years,    0%.      Sept    19.    1900.      2:4.54.  lO.OIX) 
Kuhne,   Lillian   M   to   COLONIAL  TRUST  CO.      78th   st,   No  7,   n  s, 

185   w    Madison   av,   20x1112.2;    78th   st,   n   s.   210   e   5th   av.    5x 
102.2.     Sept  5.  1  year,  41/2%.     Sept  19.  1900.     5:1393.  125,090 

Kleinfeld,  Joseph  and  Samuel  Engelsberg  to  Meyer  Vesell.  112th 
st,  Nos  .538  and  540,  s  s,  175  e  Broadway,  2  lots,  together  in  size 
175x100.11.     2  morts.   each  $10,000;   2  prior  morts  $ .      Sept 

19,  ItKJO,  due   Nov   19.   1900,   0%.     7:1883.  20,000 
Lewin,     Mildred     to     Andrew    Wilson     trustee     Chas    E     Fleming. 

Morningside  av  East,   No  31,  n  e  cor  117th  st.   No  371,  25x100. 
Sept   18,    1900,    due   June   1,    1909,   5%.      7:1944.  35,000 

Same  and  ano  with  same.  Same  property.  Subordination  agree- 
ment. Aug  9.  Sept  18.  19U0.  7:1944.  nom 
Lewis,  Samuel  to  Jacob  A  Geissenhainer  and  ano  trustees  Henry 
Elsworth.  1st  av.  No  2049,  s  w  cor  lOCth  st.  No  350,  30.7x79. 
Sept  18,  wm,  3  years,  4V4%.  0:1077.  18,000 
La  Cagnina,  Orazio  to  Angelo  Gallo.  Mulberry  st.  No  230,  e  s. 
177.5  n  Spring  st,  25x99.1x25x98.8.  P  M.  Prior  mort  $22,000. 
3   years,    0%.      Sept    17,    1900.     2:494.                                           10,(WW 

Levlne,  Louis  to  Esther  Engel.  53d  st,  Nos  540  to  544,  s  s,  175 
e  11th  av,  75x100.5.  Prior  mort  $03,000.  Due  Jan  1,  1908, 
^i%■      Sept    17,    1900.      4:1081.  0.000 

Lewinthan,  Louis  to  David  Epstein.  Av  A,  Nos  1385  and  1387, 
w  s,  51.2  s  74th  st,  2  lots,  each  25.0x100.  2  morts,  $4,500 
each.  2  prior  morts  $18,500  each.  3  years,  6%.  Sept  17,  1900. 
5:1408.  9,000 

Ludins,  David  G  to  Albert  L  Weindrug.  95th  st,  Nos  328  to  330. 
s  s.  125  w  1st  av.  3  lots,  together  in  size  125x100.8.  3  morts. 
each   $(),000.      1   year,   0%.      Sept   17,    ItMJC).      5:1557.  18,000 

Lewine,  Solomon,  Louis  Danis  and  Harry  Wittenberg  to  Roman 
Catholic  Orphan  Asylum  in  City  ot  N  Y.  00th  st.  No  219,  n  s. 
200  w  2d  av,  40x100.5.  Sept  11,  3  years,  5%.  Sept  14,  1900. 
5:1421.  40.000 

Lehman,  Samuel  to  Wm  C  Haskell.  130th  st.  No  119,  n  s,  509  e 
7th  av.  10x99.11.  P  M.  Prior  mort  $13,<X>0.  Sept  12,  3 
years.  5%.     Sept  14,   1900.     7:1921.  1.50O 

Lee.  Higginson  &  Co.  of  Boston,  Mass,  with  Wabash  Railroad  Co 
and  ano.  Rolling  stock.  &c.  Agreement  changing  numbers  on 
cars,   &c.      Aug  1.      Sept   15,   1900.      Genl  Mort.  nom 

Lippmann,  Israel  to  T  Brownell  Burnham  and  ano  exrs  Agnes  J 
Burnham.  lOSth  st.  s  s,  217.10  e  2d  av,  39.3x125.  Sept  12,  5 
years,  4V47f.     Sept  14.   19(10.     0:1079.  40.000 

Lippman,  Mitchel,  ot  Brooklyn,  to  Geo  M  Miller  and  ano  trus- 
tees Levin  R  Marshall.  Attorney  st.  No  152,  e  s,  100  n  Stanton 
Bt,  25x100.  Sept  13,  due  Sept  1.  1911,  5%.  Sept  14,  1900. 
2:345.  25,000 

Levy,  Nathan  with  Anna  C  Storner.  Lewis  st,  Nos  88  and  90. 
Agreement  as  to  payment  of  interest.  &c.  Sept  18.  Sept  19, 
190(>.     2:329.  nom 

Lippman.  Abraham  and  Julius  Eichman  to  Josef  Gertner.  Monroe 
st,  Nos  240  and  248,  s  s,  310  w  Jackson  st,  39.x97.e.  P  M. 
Prior  mort  $37,000.  Sept  15,  5  years,  0%.  Sept  19,  1900. 
1:201.  8,000 

Lentin,  David  to  Pincus  Lowenfeld  and  ano.  2d  av,  Nos  944  and 
940,  n  e  cor  50th  st.  No  301.  40.5x70.  Prior  mort  $50,000. 
Sept   19,    1900,   demand.   0%.     5:1343.  12,000 

Lentin,  David  to  Real  Estate  Mortgage  Co  of  N  J  .  2d  av.  Nos 
944  and  940,  n  e  cor  50th  st,  No  301,  40.5x70.  Sept  19,  1900, 
5  years,  5%.     5:1343.  50.000 

Levy,  Barnet  to  City  Mortgage  Co.  32d  st,  Nos  306  and  308. 
s  s,  100  e  2d  av.  40x98.9.  Building  loan.  Sept  12,  demand, 
6%.     Sept  19,  1900.     3:937.  40,000 

Lyman,  Jennie  with  Johanna  Seff.  l.jSth  st,  Nos  529  and  531, 
n  B,  375  w  Amsterdam  av,  50x99.11.  Agreement  as  to  payment 
of  $6,100  as  satisfaction  of  mort.  &c.  Aug  15.  Sept  19.  1900. 
8:2117.  nom 

Libman,  Abram  L  and  Wm  C  Horowitz  to  Thomas  J  Morrow. 
Amsterdam  av,  w  s,  47  s  172d  st.  48x84.4.  Prior  mort  $114.- 
350.     Sept  17,  due  March  17,  1907,  <i%.     Sept  19,  1900.     8:2128. 

7,200 

Leaycraft,  J  Edgar  to  Wm  R  H  Martin  an  dano  trustees.  3d  av. 
Nos  705  and  707.  e  s,  20.1  n  44th  st,  40.2.x80.  Sept  18.  3  yrs. 
5%.      Sept   20.   1900.     5:1318.  25,000 

Lowenfeld,  Pincus  and  William  Prager  to  American  Mortgage 
Co.  Bowery,  No  42,  w  s,  141.8  n  Bayard  st,  10.8x120.  P  M. 
Sept  19.  1  year.  5%.     Sept  20,  1900.     1:202.  15,000 

Same  to  same.  Same  property.  P  M.  Prior  mort  $15,000.  Sept 
19.   1   year.  G%.     Sept  20.   1900.     1:202.  2.000 

London.  Louis  and  Mose  Press  to  Louis  Meryash  and  ano.  Am- 
sterdam av.  e  s.  45.4  n  l,S5th  st,  10.8.0x100.  Sept  19,  6  months. 
6%.      Sept  20.   1900.     8:2149.  30.000 

Levy.  Isaac  and  Simon  Weinstein  to  Andrew  Wilson  trustee  Chas 
E  Fleming.  1.38th  st.  n  s.  300  w  Amsterdam  av.  50x99.11.  Sept 
19,   due   Nov  22,    10O9.   5%.      Sept   20.    1900.      7:2070.  55.000 

Michelson.  Samuel  to  Julia  D  Sturges.  25th  st,  Nos  238  and  240, 
s  s,  118.7  w  2d  av,  40x98.9.  Sept  13,  demand,  6%.  Sept  14, 
wm.     3:905.  gold.  18,000 

Mayer.  Paul  to  Beatrice  S  Bernheimer.  117th  st.  No  540,  s  s, 
456.2  e  Pleasant  av.  10.10x100.11.  Sept  13,  3  years,  5%.  Sept 
15.  1906.     6:1715.  5.000 

Mott,  J  Cooper  to  MUTUAL  LIFE  INS  CO  of  N  Y.  Lexington  av. 
No  966.  w  s.  67.1  n  70th  st.  l(i.Sx80.  P  M.  Sept  10,  due,  &c, 
as  per  bond.     Sept  20.  19O0.     5:1405.  13,500 


Murray.  James  and  Robert  Hill  to  Andrew  Wilson  trustee  Chas  E 
Fleming.  Bradhurst  av,  Nos  232  to  230,  s  e  cor  154th  st.  101  11 
x32.3x09.11x52.5.     Sept  14.  19U0,  due  Dec  1,  1909,  5%.     7:2047. 

42.000 

MarkenHeld  Construction  Co  to  N  Y  TRUST  CO.  111th  st.  No  Oil, 
n  s,  187.0  w  Broadway,  02.6x100.11.  Sept  20,  1900,  3  years. 
— %.     7:1894.  92,500 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to   above   mort.      Sept  20,    1900.     7:1894.  ■ 

Markenfleld  Construction  Co  to  City  Mortgage  Co.  111th  st,  Nos 
005  to  Oil,  n  s,  125  w  Broadway,  125x100.11.  Prior  mort  $185,- 
000.     Building  loan.     Sept  20,  1900,  demand,  0%.     7:1804.      5,.5O0 

Same  to  same  Same  property.  Certificate  as  to  consent  ot  stock- 
holders to  above  mort.     Sept  20,   19U0.     7:1894.  

Mayers,  Samuel  to  Lion  Brewery  of  N  Y  City.  35th  st.  No  404 
West,  and  9th  av.  No  447.  Saloon  lease.  Sept  14.  demand,  6%. 
Sept   20,    1900.      3:732.  0,000 

McKenna,  James  to  Central  Brewing  Co  of  N  Y.  7th  av,  No  720. 
Saloon    lease.      Sept   18,   demand,   6%.      Sept   20,   1906.     4:1019. 

2.500 

McDonald,  Mary  J  to  N  Y  TRUST  CO.  Lexington  av,  No  6.55.  s  e 
cor  55th  st,  20;<63.     P  M.     Sept  18,  1906,  3  years,  57c.    5:1309. 

23.500 

Same  to  same.  Same  property.  P  M.  Prior  mort  $23,.500.  Sept 
17.    1   year,    0%.      Sept   18,    1900.      5:1309.  2,500 

Mallon,  Philomena  M,  Brooklyn,  N  Y,  to  Maurice  Welnhausen. 
84th  st.  No  210,  s  s,  274  w  Amsterdam  av,  20x102.2.  P  M. 
Prior  mort  ,$34,000.  Sept  13.  due  Mar  17,  1909,  6%.  Sept  18. 
1900.      4:1231.  2,000 

Murtland,  Anna  A  to  GREENWICH  SAVINGS  BANK.  81st  st. 
No  58.  s  s,  149  e  Madison  av,  10x102  2.  P  M.  Sept  10.  5 
years.   — '/,.      Sept   IS.   1900.     rwl492.  28,000 

Moskovitz,  Adolf  and  Moses  Gross  to  Emil  Elias.  9th  st.  No  612, 
s  3  ,193  e  Av  B,  20x93.11.  P  M.  Prior  mort  $12,000.  Sept  18, 
1900,  due  Aug  23,  1911,  0%.     2:391.  2.800 

Marks  (David)  Realty  Co  to  Mary  H  Smith  and  ano  extrx  John 
J  Smith.  117th  St.  Nos  515  and  517,  n  s,  168.0  e  Pleasant  av, 
3(jxl00.10.  Sept  18,  due  July  2,  1911,  — %.  Sept  18,  1906. 
0:1710.  30.000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders   to  above  mort.'     July  24,     6:1716.     Sept  18,   1906. 

Same  to  Harris  Mandelbaum  and  ano.  Same  property.  Prior  mort 
$30,000.      Sept   18,    190<j,    demand,    6%.      6:1716.  10.300 

Myers  (SF)  Realty  Co  to  U  S  TRUST  CO  of  N  Y.  Maiden  lane, 
Nos  47  and  49,  n  s,  192.9  e  Nassau  st,  49.6x]38.8.x42.10xl34.7, 
also  all  title  to  engines,  boilers,  &c.  Due,  &c,  as  per  bond. 
Sept    17.   1906.      1:09.  3.50.000 

Same  to  same.  Same  property.  3  certificates  as  to  consent  ot 
stockholders   to  above   morts.     Sept   17,   1900.      1:07.  

Meyer,  Abraham  and  Mortimer  to  Moses  L  Siff.  118th  st,  No  273, 
n  s,  175  e  Sth  av,  25x100.11;  Lexington  av.  No  1001,  e  s,  42.2  n 
75th  st,  20.\94.1ll.  Sept  15,  demand,  0%.  Sept  17,  1006. 
7:1924.  2,000 

Moore,  Wm  E  with  Maynard  T  Corkhill.  Chambers  st,  Nos  5  and  7, 
Extension  mort.     Aug  27.     Sept  14,  1900.  nom 

Manchel,  Frank  to  Eleanor  Reed.  Comtesse  de  Bertier  de  Savigny. 
Broome  st.  No  254.  n  s,  30  e  Orchard  st.  29.6x90.6.  Sept  10.  5 
years.   5'7e.      Sept   15.   1900.     2:400.  45.000 

Moore,  Wm  E  with  Maynard  T  Corkhill.  Park  row.  No  80.  Ex- 
tension mort.     Aug  27.     Sept  14.  1900.     1:121.  nom' 

Mulqueen,  James  A  to  Bernheimer  &  Schwartz.  West  st.  No  393. 
Saloon  lease.  Prior  mort  $3,300.  Sept  10,  demand,  0%.  Sept 
14,   1900.     2:036.  840.51 

Maximos.  John  C  to  Surety  Realty  Co.  31st  st.  No  1.54,  s  s,  125 
e  7th  av.  25x98.9.  P  M.  Prior  mort  $40,000.  Sept  14,  1906, 
2  years,  6%.     3:806.  0,000 

Same  to  American  Mortgage  Co.  Same  property.  P  M.  Sept  14. 
1906,   3  years,   5%.     3:800.  40,000 

McConnell,  Delia  with  TITLE  GUARANTEE  &  TRUST  CO.  83d  st, 
No  211  East.  Subordination  agreement.  Sept  1.  Sept  14,  1900. 
5:1.529.  nom 

Miller,  Solomon  to  American  Mortgage  Co.  101st  st.  No  221.  n  s. 
310  e  3d  av,  25x100.11.  P  M.  Sept  4,  3  years,  5%.  Sept  14, 
1900.     6:1051.  10  000 

Moses.  Rachel  to  Michael  Raphael  and  ano.  97th  st.  No  159, 
n  s.  100  w  3d  av,  27x100.11.  P  M.  Prior  mort  $12,000.  Sept 
14,  4  years.  0%'.     Sept  15,  1906.     6:1025.  5,750 

McVicker,  James  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
20th  St.  No  204,  s  s.  85  w  7th  av.  runs  w  20  x  s  82  x  e  4.9  x  s 
9.10  X  e  15  X  n  92  to  beginning.  Sept  14.  1900,  5  years,  414%. 
3:709.  7,000 

McCarthy,  James  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
47th  st.  No  439,  n  s,  350.3  e  10th  av.  18.9x100.5.  P  M.  Sept 
19.  1000,  1  year.  5%.     4:1057.  10.000 

Nudelman.  Morris  to  Anna  C  Storner.  Lewis  st.  Nos  88  and  00. 
e  s.  100  s  Stanton  st.  45x100.  P  M.  Prior  mort  $48,000.  Sept 
1,  5  years,  6%.     Sept  19,  1900.     2:329.  15.000 

Same  to  same.  Same  property.  P  M.  Prior  mort  $48,0(X).  Sept 
1.  5  years.  6%.     Sept  19,  1900.     2:329.  14,70ft 

Nudelman,  Morris  to  Louis  Manheim.  Lewis  st.  Nos  88  and  90. 
e  s,  1(10  s  Stanton  st.  45x100.  P  M.  Sept  1,  1  year,  6%.  Sept 
19.    1906.      2:329.  3,000 

Nierenberg.  Morris,  Louis  Jaffe  and  Moses  Rubinsky  and  David 
Gordon  with  North  American  Mortgage  Co.  (J7th  st,  Nos  231 
to  237.  n  s.  425  w  Amsterdam  av.  100x100.5.  2  subordination 
agreements.     June  28.     Sept  19,  190(!.     4:11.59.  nom 

Neeb.  Henry  with  Solomon  Levy.  113th  st.  No  225.  n  s.  332  e 
3d  av.  27. 6x  irreg  x22. 6x100. 11.  Extension  mort.  Aug  20. 
Sept    18.    1906.      6:1063.  nom 

New  England  Construction  Co  to  Abraham  Friedman.  I(i3d  st,  s 
s,  100  e  Broadway,  2  lots,  each  44.2x99.11.  2  morts,  each  $6,- 
000.  2  prior  morts  $12,000  each.  Aug  10,  1  years,  0%.  Sept 
17,    1900.      8:2122.  12,000 

Oppenheim,  Addie  S  to  Gustav  Marder.  112th  st.  No  1.38,  s  s, 
125  e  7th  av,  2.5x100.11.  P  M.  Prior  mort  $21,000.  Sept  18, 
1906,  3  years,  0%.     7:1821.  2.500 

O'Brien.  Emma  G  wife  of  John  J  to  Moses  Hirsch  and  ano.  78th 
st.  No  208,  s  s  ,1184  e  3d  av,  13.4x102.2.  P  M.  3  years,  5%. 
Sept  17,  1906.     5:1432.  5,000 


Tli«  text  «t  these   pages   is  copyriehted.     All  rights  are   reserved.     Notice  is  hereby  given  that  infringement  will  lead  to  prosecuting. 
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KING'S  WiNOSOR  CE 

for  Plastering  Walls  and  Ceilings 


Elastic  in  Its  nature,  c&n  be  applied  with  25  pe» 
cent,  less  labor  and  has  I2'2  percent,  more  covi 
erjng    capacity  than    any  other   similar    materi»j 

J.  B.  KING  &  CO..  No.  I  Broadway,  New  York 


Ogden  (E  H),  Lumber  Co  with  Pincus  Lowenfeld  and  ano.  G8th 
St,  Nos  410  to  41i8.  n  s.  liTo  w  Av  A,  7r)xl00.5.  Subordination 
agreement.     Aug  .'!1.     Sept  17.   1!I0(J.     'iAHJ3.  nom 

Orbach,  Max  and  Sigmund  to  Kathariena  Koeh.  Tilith  st,  No  4'2ii, 
s  s,  230  w  Av  A,  i")xlOL'.2.  P  M  and  Building  Loan.  Sept  IS, 
5  years,  5%.     Sept  11),  lyOG.     5:1470.  1.5,000 

Okkerse,  Peter  to  Frances  N  Le  Gallez,  i)lst  st.  No  ti,  s  s,  12.J  w 
Central  Park  West,  2.">xlU0.8.  P  M.  Prior  mort  $30,000.  Sept 
20,   1900,  2  years,  r,%.     4:1204.  4,000 

Parnass,  Saml  and  Geo  Dellon  to  Aaron  M  Janpole  and  ano. 
S4th   st,   Nos  2:{3   to  237,   n  s,   201. S  w  2d   av,   (iOxl02.2.      P   M. 

Prior  mort  .f .     Sept  10,  1  year,  0%.     Sept  14,  lltUO.     5;1.')30. 

S.OUO 

Paddell,  Timothy  F  to  TITLE  GUARANTEE  &  TRUST  CO.  7th 
av.  Nos  .")92  to  .")!«;.  w  s,  4!l.4  s  42d  st,  49.4x100.  Building  loan. 
Sept  11,  demand,  O'r.     Sept  15.  190G.     4:1013.  145.000 

Posner,  Saml  with  MUTUAL  LIFE  INSURANCE  CO  of  N  Y, 
7th  av.  No  254.  Estoppel  certificate.  Sept  11.  Sept  19,  1906. 
3:774.  nom 

Parker  Sheet  Metal  Works  to  W'm  F  Parker.  Consent  of  stock- 
holders to  chattel  mort   for  :f2.0CH).     Sept  4.      Sept  19,  1900.     

Pearl  Realty  &  Construction  Co  to  Abraham  Perlman.  137th  st, 
Nos  0  to  12,  s  s,  85  w  5th  av,  1.50x99.11.  Given  to  indemnify 
Abraham  Perlman.     Sept  15,  demand,  6%.     Sept  17,  1900,    0:1734. 

13.0.50 

Same   to   May   Perlman.      Same   property.      Prior  mort   $ .      Dec 

12,   1<K)5,   due  Jan   12,    lOOlj,   0%.      Sept   17,   1900.     6:1734.     1..500 

Same    to   Abraham    Perlman.      Same    property.      Prior   mort    $ 

Sept   15,   demand,   ti';.      Sept   17,   1900.     0:1734.  10,000 

Same  to  Mav  Perlman.  Same  property.  Dec  27,  190.5,  due 
Jan  15.  1900,  6%.     Sept  17.  1900.     0:1734.  2,.500 

Potsdam,  Chas  S  and  Joseph  H  Schwartz  to  John  A  Heuss  and  ano 
exrs  Gottlieb  Thiemann.  105th  st.  No  9,  n  s,  17.5  e  5th  av,  2.5x 
100.     P  M.     Sept  l.S.   1900.  2  years,  .5%.     6:1011.  10.000 

Richman,  Harris  and  Louis  Greenfield  to  Saml  Glaser.  108th  st, 
Nos   110  and  118,   s  s,   178.0  e  Park  av.  .51x100. 11.     Prior  mort 

;    $.59,200.     Sept  IS,  1900,  due  Dee  15,  1906,  G%.     0:1635.        _5.6.50 

Roosevelt,  Robert  B.  Jr.  Sayville,  L  I,  to  City  Mortgage  Co.  .55th 
St.  No  ll(i.  s  s,  221.3  w  Lexingtan  av,  l.S.9xl0f>.5.  Building 
loan.      Aug  30.    demand,   0';v.      Sept    17,   lOLHi.     5:1309.  40,000 

Realty  Operating  Co  with  N  Y  TRUST  CO.  111th  st,  Nos  605  to 
Oil.  n  s,  12.5  w  Broadway,  125x100.11.  Subordination  mort. 
Sept  20.   1900.     7:1894.  nom 

Ringel.  Hyman  to  Elias  Goodman  et  al.  Goerck  st.  No  68,  e  s,  225 
n  Delancey  st,  2.5x99.4.  P  M.  Prior  mort  $18,tKJl).  Sept  14,  5 
years,  6%.     Sept  15.  1906.  2:323.  7.,500 

Rho.  Deuteron  Co  to  Susie  B  wife  Wm  M  Kingsley.  113th  st.  No 
019,  n  s,  300  w  Broadway,  20x100.11.  P  M.  Sept  14.  due,  &c, 
as  per  bond.     Sept   15.  190li.     7:1895.  7,000 

Romm.  Louis  and  Morris  to  Robert  Friedman.  1st  av.  Nos  2091 
and  2093.   w  s.  39  n  107th  st,  36.7x71.10.     Prior  mort   $30.00.1. 

(,,Sept  14.  1906,  1  year,  0%.     6:1679.  12,0(X) 

Rafter,  Edward  to  Francis  R  .^ppleton  and  ano  trustees  Daniel 
F  .^ppleton.     1st  av.  No  179.  n  w  cor  11th  st,  Nos  343  and  345, 

■    22.11xlOI>.      Sept    14,    1900,    5   years,    5%.     2:4.53.  45.000 

Rothenberg.  Ettie  to  Morris  Heller.  17th  St.  No  432,  s  s,  375  e 
10th  av,  25x92.  P  M.  Prior  mort  .$15,000.  Sept  18,  due  Feb 
1.  1909,  (!/,.     Sept  19,  1900.     3:714.  5.S00 

Rubin.    Jacob    and    Robert    Kommel    to    American    Mortgage    Co. 

■  86th  St.  No  451,  n  s,  48  w  Av  A,  20x80.  Sept  19,  1906,  3  years, 
5%,      5:1566.  15.000 

Rothenberg,  Ettie  to  Belle  B  Norris.  17th  st.  No  432,  s  s,  375 
e  10th  av,  25x92,     Sept  17,  5  years,  5%.     Sept  19,  KtOU.     3:714. 

15.000 

Rothenberg,  Ettie  to  Jacob  Hirshhorn  and  ano.     17th  st.  No  432. 

'  s  s.  375  e  10th  av,  25x92.  Sept  18,  1  year,  6%.  Sept  19,  1906. 
3:714.  1,200 

Sbarbaro,  Bartholomew  to  UNION  TRUST  CO  of  N  Y.  Hester  st. 
No  17(i,  s  s,  abt  50  e  Mulberry  st,  25x100.  Sept  17,  1906,  due 
Nov  1,  1911,  .5'7r.     7:205.  18,000 

Schnee.  Sigmund  to  Henry  H  Jackson  et  al  exrs  Peter  A  H  Jack- 
son.    43d  St.   No  317,  n  s.  2.50  e  2d  av,  25x100.5.     P  M.     Sept 

,    IS,  4  years.  5%.     Sept  19.   1906.     5:1336.  75.0(XI 

Sift,  Cecelia  M  wife  of  and  Louis  I  to  Andrew  Wilson  trustee 
Chas  E  Fleming.  120th  st,  No  204.  s  s.  100  w  7th  av,  37. 6x 
100.11.      Sept    1,8.    liHHi.    3    years.    .5%.      7:192-5  42.000 

"Same  and  Mark  L  .Abrahams  with  same.  Same  property.  Sub- 
ordination agreement.     Sept  1,8,  ITHJO.     7:1925.  nom 

Siff.  Cecilia  M  and  Charles  Geiger  and  Solomon  Braverman  with 
same.  Same  property.  Subordination  agreement.  Sept  IS. 
190(i.      7:1925.  ^      nom 

Skrilow.  Davis  to  Harris  Brown.  Scammel  st.  No  30,  e  s,  60.1  s 
Madison  st,  27x95.  Sept  17,  3  months,  6%.  Sept  18.  1906. 
1:266.  2,200 

Schwartzapel,  Morris  to  Sigmund  W  Barasch.  Ludlow  st,  No' 
182,  s  e  s.  1.50  s  e  Houston  st,  25x87.0.  P  M.  Prior  mort 
$23.0(H\     Sept  18.  lOOC.  demand,  0%.     2:412.  2,000 

Schwartzberg,  Simon  and  Theresa  Delkowsky  to  Edw  Quittner. 
127th  St.  Nos  l(i4  and  llili,  s  s.  1.57  w  3d  av,  2  lots,  each  2li.8x 
99.11.  2PM  morts.  each  $8,000;  2  prior  morts  $23,000  each. 
Sept   18,   lilOO,  8  years,  (■>'/>■     (i:1775.  _      16.000 

Steyer.  Wilhelm  to  Jonas  Weil  and  ano.  Columbia  St.  No  59,  w  s, 
175  n  Delancey  st,  25x100.  P  M.  Prior  mort  $26,.500.  Sept 
14.  5  years,  O^r.     Sept  17.  190<;.     2:333.  6..500 

Stix,  Chas  L  to  Sylvan  L  Stix.  112th  st.  No  125,  n  s,  295  e  7th 
av.  30x100.11.     Sept   10,   due  June  1,   1909,  5%.     Sept  17,  1906. 

'   7:1822.  6,000 

Spielvogel,  Adela  to  Susi  Rosenberg.  98th  st.  No  58,  s  s,  80  w 
Park    av.    25x100.11.      P    M.      Prior    mort    $17,500.      Sept    15.    3 

.   years,   6%.     Sept   17.   1900.     0:1603.  1..500 

Sqhlesinger,  Abraham  and  Herman  Feniehel  to  Barnet  W  Rod. 
97th  st,  Nos  00  to  66,  s  s,  100  w  Park  av,  100x100.11.  Due 
Nov  17,   1906,  6%.     Sept   17,   1906.     6:1002.  5  600 

Schmidt,  Annie  M  with  TITLE  GUARANTEE  &  TRUST  CO.  47th 
St.  No  434.  s  s,  391  e  10th  av.  27xl(X>.5.  Subordination  agree- 
ment.    Sept  17.     Sept  20,  1906.     4:1056.  nom 

Spannhake,    Elizabeth    to    Pauline   Maier.      78th   st.   No   2.33,    n   s, 

'  291.2  w  2d  av,  13.10x102.2.  P  M.  Prior  mort  $5,0U0.  Sept 
18,  1  year,  6%.     Sept  20,  1906.     5:1433.  1,000 

Ci,     - 

The  text  ol  these  pages  is  copyrighted.     All  rights  are  reserved. 


Stiehler,  William  E  with  Geo  B  Lowerre  exr  Theresa  M  Lowerre, 
Roosevelt  st.  No  98,  e  s,  58.3  n  Cherry  st,  runs  e  20.6  x  s  3.5 
x  e  20.0  X  n  24  X  w  41.7  to  st  x  s  21.9  to  beginning.  Exten- 
sion  mort.     June  23.      Sept   17,   190(i.      1:111.  nom 

Silverson,  Joseph  and  Bernard  London  to  Hyman  Sonn.  8th  av, 
n  e  cor  145th  st.  199.10  to  146th  st  xlOO.  Sept  19,  1  year,  0%. 
Sept   20,    1900.      7:2031.  145,000 

Scott,  Emily  W  to  TITLE  GUARANTEE  &  TRUST  CO.  100th  st. 
No  OS,  s  s,  100  e  Columbus  av,  25x100.11.  P  M.  Sept  20,  1900 
due,  &c,  as  per  bond.     7:1841.  15,000 

Studdiford,  Wra  E  to  Carleton  Curtis  and  ano  committee  Jeremiah 
W  Curtis.  3(ith  st.  No  124.  s  s,  83.2  w  Lexington  av.  16.10x74.3. 
P   M.      Sept   4,   3   years,   —%.      Sept   20,    1906,      3:891.  30,000 

Scheib,    Bertha   and   Bernheimer  &   Schwartz   Pilsener  Brewing  Co  ■ 
with    -American    Mortgage    Co.      Bleecker   st,    Nos   323   and   325. 
Subordination   agreement.     Sept  5.     Sept   14.   1906.     2:591.       nom 

Schmeidler.  Henry,  Adolf  and  Benjamin  with  American  Mortgage 
Co,  Bleecker  st,  Nos  323  and  32.5.  Subordination  agreemenL 
Sept   5.      Sept  14,   1906.     2:. 591.  nom 

Selinger,  Morris  to  Geo  S  Reindel.  80th  St.  No  319,  n  s,  .3.50  w 
1st  av.  25x102.2.  P  M.  Prior  mort  $10,0UO.  Sept  14,  1906,  2 
years,   6;..     .5:1543.  2,750 

Selinger.  Morris  to  N  Y  SAVINGS  BANK.  SOth  st.  No  319,  n  s, 
3.50  w  1st  av,  25x102.2.  Aug  7,  5  years,  4%%.  Sept  14,  190<i. 
5:1.543.  10,000 

Siegel,  Chas  M  and  Vincent  Koppel  to  TITLE  GUARANTEE  & 
TRUST  CO,  S3d  St.  No  211,  n  s,  157.11  e  3d  av,  20x102.2. 
Sept  13.  due.  &c.  as  per  bond.     Sept  14.  1906.     5:1529.  8,000 

Silverblatt.  Solomon  to  Meyer  Frank.  Av  C,  Nos  33  to  41,  n  w  cor 
3d  st.  No  2.59,  96.2x42.  P  M.  Prior  mort  $87,500.  Sept  13,  6 
years.   (i9; .      Sept   15,   1900.     2:.3.S6.  32,500 

Silverblatt,  Solomon  to  Wolf  Aaron  and  ano.      Av  C,  Nos  3.3  to  41, 
n   w   cor  3d   st.    No   2.59,   96.2x42.      P   M.      Prior   mort   $120,000.  ' 
Sept  14.  6  years,  W/r.     Sept  15,  19(16.     2:3,S6.  12.625 

Stuyvesant,  Rutherfurd,  Allamuchy,  Warren  Co,  N  J,  to  Fredk  A 
Schermerhorn  trustee  Adeline  E  Scherraerhorn.  15th  st,  Nos 
139  to  147,  n  s,  100  w  3d  av,  94x103.3,  Sept  13,  5  years,  4%. 
Sept    14,    190(1.      3:871.  5D.OQ0 

Stewart.  Mary  M  and  James  M  to  PL.4ZA  B.\NK.  59th  st,  Nos 
01  to  (i5,  n.  s,  2(J0  e  Madison  av,  00x100.5.  Sept  14,  demand.  6%. 
Sept    15,    lllOi;.      5:1374.  18,57.3.11 

Schusterman.  Max  to  Simon  Marcus.  113th  st.  No  78,  s  s,  92,9 
w   Park   av,   37,3x100.11.     Sept   14,   1906,   demand,   6%.     6:1618. 

2000 

Scanlon,  Cath  or  Kath  to  GERMAN  SAVINGS  BANK  in  City  of 
N  Y.  77th  st.  No  345,  n  s,  1.50  w  1st  av,  25x102.2.  Sej)t  14," 
IIMJO,  3  years,  5%.     5:1452.  1,500 

Tanenbaum.  Solomon  to  Meyer  Frank.  3d  st.  No  257,  n  s,  42  w 
Av  C,  48x!Hi.2.  P  M.  Prior  mort  ,$52,5(X).  Sept  14,  due  Mar  1, 
1912,  09r.      Sept    15.   1900.     2:386.  22,.500 

Same  to  Wolf  .Aaron  and  ano.  Same  property.  P  M.  Prior  mort 
$75.0(10.     Sept   14.  5  years,   6%.     Sept   15,   1906.     2:386.       5,000 

Tucker,  Gertrude  H  C  to  American  Mortgage  Co,  89th  st,  No  323, 
n  s,  307  w  West  End  av,  22x75.8.  Sept  19,  3  years,  5%.  Sept 
20,   1900.     4:1250.  28,000 

Same  to  same.  Same  property.  Prior  mort  $28,000.  Sept  19.  1 
year,  0%,     Sept  20,  19t)6,     4:12.50.  .3,000 

Thom,  James  to  TITLE  GUARANTEE  &  TRUST  CO.  Amsterdam 
av,  e  s,  9,840  n  from  s  s  1.5,5th  st,  runs  e  2(.t7.3  to  w  s  Broadway 
or  Public  Drive  x  n  —  x  w  228.7  to  av  x  s  KXl  to  beginning. 
P  M.     Sept  18,  1900.  due.  &c.  as  per  bond.     8:2149.  17.000 

Tarauto,  Nicholas  to  Henry  Powell  and  ano.  Christopher  st.  No 
111,  n  s,  269.7  e  Hudson  st,  25.5x91.4x28x91.2.  P  M.  Prior 
mort   $18,000.      Sept   15,   3   years,   6%.     Sept   17,    190(j.      2:619-. 

7.50G 

Thorpe.  Edw  E  to  Effe  V  V  Knox.  1.38th  st.  No  632,  s  s,  360  w" 
Broadway,  15x99.11.  P  M.  Prior  mort  $7,.500.  Sept  15,  2  years. 
5J^%.      Sept   17.   1906.      7:2080.  ,  2,000 

Untermann,  Emilie  to  Henry  Fatton.  3d  av.  No  19.3.  s  e  s,  61  n  e 
17th  St.  ]9x,S(J.  Leasehold.  Due,  &c,  as  per  bond.  Sept  17, 
1900.     3:S.9,S.  .11^000 

Valentine,  Wm  A  to  Anna  C  Beckwith.     74th  st.  No  115,  n  s,  220  ' 
w  Columbus  av,  20x102.2.     P  M.     Sept  15,  3  years,  ■iy.fc.     Sept 
18,   190(!.     4:1140.  20,000 

Victor   Land   &   Impt   Co   to   Reuben   Isaacs   trustee  Israel   Isaacs.   ' 
31st  st,  Nos  339  and  341.  n  s,  190  w  1st  av,  40x98.9.     Sept  14. 
3  years.   5%.      Sept   18.   190(5.     3:937.  24  950 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock-, 
holders  to  above  mort.     Sept  14.     Sept  18.   1906.     3:937.  

Same   to   Jos   C   Levi   trustee.      Same   property.      Equal    lien  with  2 
morts,  one  for  $24.9.50  and  one  for  $4,0.50.     Sept  14,  3  years,  5%...' 
Sept    18.    1906.     3:937.  13.000 

Same  to  same..  Same  property.  Certificate  as  to  consent  of  stock- 
holders   to   above   mort.      Sept   14.     Sept   IS,    1906.      3:937.       ^-^— 

Same  to  Chas  A  Levin.     Same  property.      Equal  lien  with  2  morts,.' 
one    for   $24,9.50   and    one   for   $13,000.      Sept   14,   3   years,   5%. 
Sept    IS.    19(16.      3:937.  .4,050 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to   above  mort.     Sept   14.     Sept   18.   1906.     3:937.         - — ^ 

Vernon.  Richd  R  to  ALBANY  SAVINGS  BANK.  71st  st,  Nos  3.50 
and  .352,  s  s,  .503.6  w  West  End  av,  50.3x— x31xr25.10.  Sept 
18.  -19(.l(;,  3  years,  414%.     4:1182.  60,000 

Vogel,  Louis  to  Henry  Schultz.  Morton  st.  No  20,  s  s,  abt  1.50  e 
Bedford  st,  25x90.  P  M.  Prior  mort  $24,800.  Sept  15,  3  yrs, 
6%.     Sept   17,  1906,     2:.586.  3.200 

Vallmer.  Fannie  to  Rubsam,  Horrmann  Brewing  Co,  Av  A,  No 
42.     Saloon  lease.     Aug  30,  demand,  O'/r.     Sept  17,  1900.     2:399. 

619 

Wolff,   Marie  to  Adele  Meyer.     13th  St.  No  14.  s  s,  198  e  5th  av, 
22x87. 2x22. 8.x92. 9.      All    title    to    road    or   lane    which    was    for-  . 
merlv   in   rear.      P   M.      Prior   mort   $12,000,      Sept   18,   1900,   3 
years,   — %,      2:570.  5,000 

Willinski,  Charles  to  Adeline  Widmayer.  97th  st.  No  29,  n  s, 
325  w  Central  Park  West,  25x100.11.  P  M.  Prior  mort  $24,- 
000.      Sept   18,    19O0,   due   Oct   1,   1911,   6%.     7:1833.  5.500 

Whitehead.  William,  Asbury  Park,  N  J.  to  Fredk  A  Clark.  1.35th 
St.  Nos  l.SG  and  188,  s  s,  75  e  7th  av,  50x99.11.  Sept  15,  5 
years,  4V47c.     Sept  18,  1906.     7:1919.  40,00.0 

Kotlce  Is  bereb7  given  that  infringement  will  lead  to  prosecution. 
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DENNIS  G.  BRUSSEL 

*■  ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT-HEAT-POWER 


The  Brussel  Method  and  organization  Is 
devoted  exclusively  to  the  electrical  prob- 
lem of  the  building.  Independent  plants 
installed,  or  wiring  for  street  service.  Writ* 
for  particulars, 

15  West   29th    Street,    N.  Y. 


Weinberg,  Philip  and  Sam]  Goldstein  to  Edward"  Glokner.  114lli 
St,  No  '£M ,  n  s,  IT'i  w  2d  av.  25x100.11.  Sept  15,  -3  years,  5%. 
Sept    17.    ISKKi.      (i:lli(i4.  10,000^ 

Wardwoll,  Anna  O  to  Simon  S  Friedberg.  Manhattan  av  No  41(1, 
w  s,  :M.i\  s  llTth  St,  l.S.x5(l.  P  M.  Prior  mort  $7,500.  Due 
July    14,   lllUO,   5'-;,.     Sept   17,   I'JOli.      7:1'J43.  3.000 

Wheelock,  Annie  E,  of  Point  Pleasant,  N  J,  to  BOND  &  MORT- 
GAGE GUARANTEE  CO.  Sllth  st.  No  3.  n  s,  82  w  Central  Park 
West,  22x1(10. N.      Sept   20.    lOlMl.   1   year.  — %.     4:1200.  25.000 

Wilson.  Max  S  A  to  Wm  T  Hookey.  Audubon  av,  n  e  cor  lt!7th  st, 
70.7x05.  Prior  mort  $31,500.  Sept  111,  due  Aug  10,  1007,  —%. 
Sept  20,   1000.     8:2123.  18,500 

Wilson,  Max  S  A  to  Saml  Grodginsky  et  al.  Sylvan  pi.  Nos  3  to 
4,  w  s,  40  n  120th  st,  runs  w  05.1  x  n  54.11  x  w  0.11  x  n  25.11 
X  e  00  to  pi  X  s  80.10.  P  M.  Aug  1,  2  years,  0%.  Sept  14, 
ItMX;.      (;:1709.  9,550 

Wedeen,  Philip  to  Jacob  Lunitz  and  ano.  Stanton  st.  No  17,  s  s, 
60.8  w  Chrystie  st,  .33.4x.50.  P  M.  Prior  mort  $17,000.  Sept 
14,    1000,   due   Mar  1,   10O8,  0%.      2:420.  12.500 

Welstead,  John  J  to  TITLE  GUARANTEE  &  TRUST  CO.  27th  st. 
No  131,  n  s,  80  w  Lexington  av,  21.8x08.9.  Sept  14,  1900,  due, 
&c,  as  per  bond,     3:883.  15,000 

Wandell,  Townsend  to  Emily  A  Long  extrx  Adeline  M  Chatterton. 
32d  st.  No  15,  n  s,  250  w  5th  av,  25x98.9.  P  M.  Prior  mort 
$ .      Sept   14,   1900,  3  years,   5%.     3:834.  40,000 

Weiss,  Morris  to  Frank  Hillman  and  ano.  49th  st,  Nos  320  to  324, 
s  s,  2(S.4  e  2d  av,  50.7x100.5.  Sept  13,  demand,  6%.  Sept  14, 
1900.     5:1341.  14,0(X) 

Weinstein,  Chas  I  to  Geo  G  Kip.  Grand  st,  No  208,  n  s,  23.4  e 
Mott  st,  23.11x100x23.7x100.     Sept  14,  1906,  5  years,  5%.  2:470. 

32,000 

Weinstein,  Chas  I  to  Pincus  Lowenteld  and  ano.  Grand  st.  No 
208,  n  s.  23.4  e  Mot:  st,  23.11x100x23.7x100.  Prior  mort  .$32,- 
000.     Sept  14,  1906,  demand,  yV/(.     2:470.  8,700 

Wallach,  Reisler  &  Co  to  North  American  Mortgage  Co.  174th 
st,  s  s,  95  e  Audubon  av.  75x100.  Prior  mort  $02,500.  Sept  14. 
due,   &c,   as   per  bond.      Sept    15,   1900.      S;2i;i(».  l.OCM) 

Weil,  Jonas  and  Bernhard  with  Julius  J  Frank  and  Jerome  W 
Frank  and  Moses  Harris.  Allen  st.  No  25.  Subordination  agree- 
ment.     Sept   12.      Sept   10,   lOtMi.      1:300.  nom 

Weil,  Jonas  and  Bernhard  M«yer  with  Julius  J  Frank  trustee  and 
Moses  Harris.  Allen  st.  No  23.  Subordination  agreement. 
Sept   12.     Sept   19,   1906.      1:300.  nom 

Wexler,  Isidor  and  Herman  Posner  to  Frank  Manchel.  Broome 
st,  No  254,  n  s,  30  e  Orchard  st,  29.0x90.0.  Sept  10,  5  years, 
6%.     Sept  15,  1906.     2:409.  9,000 

Weiss,  Meyer  to  Nathan  Cantor  et  al.  2d  st,  Nos  07  and  69, 
s  s,  291.8  w  1st  av,  runs  s  01.9  x  s  e  41.8  x  s  44.7  x  w  75.8 
X  n  e  56.2  x  s  e  10.2  x  n  57.9  to  st  x  e  33.4  to  beginning. 
P  M.  Prior  mort  .$88,000.  Sept  13,  due  March  lo,  1913,  6%. 
Sept    17,    1900.      2:443.  15,438.45 

Weinberg,  Max  and  Herman  Sudzan  to  Mary  McMahon  et  al   trus- 

.  tees  Wm  McMahon.  140th  st,  Nos  .500  to  512,  s  s,  100  w  Am- 
sterdam av,  2  lots,  each  40x99.11.  2  morts,  each  $42, .500. 
Sept   14,   3  years.   5%.      Sept   17,   I'.MIO,     7:2077.  85,000 

Wimpie,  Maria  to  Pincus  Lowenfeld  and  ano.  27th  st.  Nos  306  to 
312,  s  s,  100  e  2d  av,  85x98.9.  Prior  mort  $108,.500.  Sept 
18,  due  Dee  18,  1900,  — %.     Sept  19,  1900.     3:932.  7,870 

Zieha,  August  R  to  Rose  C  Blanke.  87th  st.  No  516,  s  s,  225  e 
Av  A,  16.8x82.2.     P  M.     Sept  17,  190(!.  5  years,  5%.     5:1583.  6,.500 

Zinnaman,  Levin  and  Jos  Bauer  and  Emma  Britz  with  Jacob  A 
Geissenhainer  and  ano.  133d  st,  No  28,  s  s,  300  w  5th  av, 
25x99.11.  Subordination  agreement.  Sept  12.  Sept  19,  1906. 
6:1730.  nom 

Zinnaman,  Levin  and  Joseph  Bauer  to  Jacob  A  Geissenhainer  and 
ano  trustees  Henry  Elsworth.  Ii33d  st.  No  28,  s  s,  360  w  5th 
av,  25x99.11.     Sept   19,   lOCM!,  3  years.  4tif:v.     6:1730.  13,000 

BOROUGH    OF    THX:   BRONX. 

Under  this  head  the  •  denotes  that  the  property  is  located  In  th« 
new  Annexed  District   (Act  of  1895). 

AUiegro  &  Spallone  Construction  Co  to  DOLLAR  SAVINGS  BANK 
of  City  N  Y.  Morris  av,  n  w  cor  150th  st,  59.2x100.  Sept  14, 
1906,  due  Dec   1,   1907,  0%.     9:2440.  50,0(X) 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders   to   above   mort.     Sept   14,   1900.     9:2440.  

AUiegro  &  Spallone  Construction  Co  to  DOLLAR  SAVINGS  BANK 
of  City  of  N  Y.  Morris  av,  n  w  cor  1.50th  st,  .59.2x100.  Consent 
of  stockholders  to  mort  for  $.50,0011.     Sept  15.  1900.     9:2440.     

*Anderson,  Andrew  G  to  Cyrus  Hitchcock.  Hancock  st,  e  s,  355 
n  Columbus  av,  25x100.  Sept  10,  due  Dec  1,  1900,  5%.  Sept 
17,   1906.  3,500 

Ajax,  Construction  Co  to  Alice  P  Leaman.  Timpson  pi,  e  s,  133.4 
n  144th  st,  16.8.x90.3xl7. 5x85.3.  Sept  15,  3  years,  — %.  Sept 
17,    1906.      10:2000.  4,(X)0 

Same  to  same.  Timpson  pi,  e  s,  1.50  n  144th  st,  10.8x05. 5xl7.5x 
90.3.      Sept    15.    3    years,    —'7v.      Sept    17,    1906.      10:2600.     4,(XI0 

Ajax  Construction  Co  to  Alice  P  Leaman.  Timpson  pi,  e  s,  150  n 
144th  st,  16.Sx95..5xl7.5.x'.X>.3.  Certificate  as  to  consent  of 
stockholders  to  mort  for  $4,000.  Sept  15.  Sept  17,  1906. 
10:2600.  • 

Same  to  same.  Timpson  pi,  e  s,  133.4  n  144th  st,  16.8x90.,3xl7.5 
x8.5.2.  Certificate  as  to  consent  of  stockholders  to  mort  for 
$4.0(:h).      Sept   15.      Sept   17.    1900.      10:2000.  ■ 

Albanese,  Giuseppe  to  Morris  Levy  and  ano.  Prospect  av.  No 
21.35,  w  s,  66.1  n  181st  st,  22x100.  P  M.  Prior  mort  $5,000. 
Sept   15,   2  years,   O'/,.     Sept   17,   1906.      11:,3097.  5("H) 

Adelson,  Philip  and  Thomas  to  Ferdinand  Hecht.  Clinton  av,  Nos 
1348  and  1350,  e  s,  155.2  s  Jefferson  pi,  40.8x128.1x40.6x134.7. 
P  M.  Prior  mort  $50,0(X).  Sept  1,  3  years,  — %.  Sept  18,  lOOIi. 
11:2934.  5.000 

Anletto,  Raffaele  and  Antonio  De  Justo  to  Harris  Lubin.  Crescent 
av,  s  s.  abt  130  e  Hughes  av,  runs  s  126.5  x  w  4(i  x  n  89. .3  to 
Crescent  av  x  e  59.1  to  beginning.  P  M.  Prior  mort  .$4,000. 
Sept  17,  1900,  3  years,  0%.     11:3087.  _  3,000 

Allen,  Elmer  A  to  Alice  E  Nash.  Grand  av,  e  s,  2.50's  w  192d  st, 
,50xKK).     Sept  19,   1906,   3   years,   .5%.      11:3214.  2.(¥)0 

AUiegro    &    Spallone    Construction    Co    to    Vincenzo    Laporta    and 


ano.      150th    st,    n    s,    95.3    e    .Morris    av,    75.vll8.5.      P   M.      Sept 
19,  1  year,  (i%.     Sept  20,  r.HMi.     9:2410.  13,000 

Brakmann,  August  with  David  Klein.  CauLdwell  av,  w  s,  between 
Westchester  av  and  150th  st,  and  being  lots  50  and  51  map 
Ursuline  Convent,  50x115;  Eagle  av,  e  s,  bet  same  sts,  lots  06 
and  67  same  map,  .50x115.  Extension  mort.  July  21.  Sept  19, 
1906.      ]0:2(i24.  nom 

Barre,  John  C  to  A  Hupfels  Sons,  a  corporation.     Wales  av,  s  w 
cor    152d    St.      Saloon   lease.      Sept    12,    demand,   0%.      Sept   20, 
,      1900.      10:2043.  5,000 

Benes,  Anton  K  to  Joseph  Leitner  and  ano.  Fox  st.  No  556,  s  s, 
238.11  e  Prospect  av,  40x109.  P  M.  Sept  18,  1906,  3  years,  6%. 
10:268.3.  3  000 

Baker,  Garniss  E  to  Geo  E  Buckbee.  187th  st,  n  s,  1.54  w  Valen- 
tine av,  runs  n  100  x  e  54  x  n  40.11  x  w  136.4  x  s  140.11  to  st  x 
e  82.8  to  beginning.  P- M.  Sept  17,  1  year,  0%.  Sept  19,  1906. 
11:3152  and  31(;(J.  1,000 

Burge,  Catherine  to  Martin  Norz  exr.  Perry  av,  s  s,  1.54  e  205th 
st,    25x100.      Sept    18,   3   years,    5%.      Sept   19,    1900.      12:3340. 

4,000 
*Borgatta,  Angelo  and  Mark  to  Anna  Merklinger  and  ano.     4th  av, 
or  st.  No  32,  25x114,  Wakefield.     P  M.     Sept  17,   1906,  3  years. 
5%.  4,000 

*Butler,  Mary  E  to  David  H  Sarfaty.     230th  st,  s  s,  100  e  Lowerre 

pi,   25x93.      P   M.      Sept   14,   installs,   6%.      Sept   18,   1906.       2,500 
Brownell,    Wm    B    to    Anna    B    Graham.      149th    st,    at    e    cor   Rob- 
bins  av,   runs  n  e  along  av,   100  x  s  e  105  x  s  w  100  to  st,  x  n 
w  105  to   beginning,  except   part  for  st  and  av.     P  M.     3  years, 
57f,.      Sept   17,    1006.      10:2641.  17,000 

Bernstein,  Louis  to  TITLE  GUARANTEE  AND  TRUST  CO.  Pros- 
pect av,  w  s,  lot)  s  Boston  road,  runs  s  98.7  x  w  1.51.11  x  n 
4(i.l  X  e  75.9  x  n  e  107. .5  to  beginning.  Due,  &c,  as  per  bond. 
Sept    17,    1906.      11:2902.  8,.500 

Bronx  Home  Realty  Co  with  Manhattan  Realty  Co.  Grant  av,  e  s, 
.32  s  16(ith  st,  .3.50x102.8x350x100.4.  Subordination  mort.  Sept 
11.     Sept  1.5,  1906.     9:2448.  nom 

*Brescia,  Vincenzo  to  Hudson  P  Rose  Co.  Lot  72  map  125  lots 
Ruser  estate.  P  M.  Sept  17,  duo  Oct  1,  1910,  51/2%.  Sept  20, 
l'.K)6.  400 

*Camerer.  Chas  P  to  Peter  Duncan.  Westchester  av.  s  e  cor  Av 
C,  — xl90.x35xl81,  except  part  for  Westchester  av,  Westchester. 
P  M.     Aug  11,  3  years,  .5%.     Sept  14,  1900.  5,000 

*Same    to    same.      Same    property.      P    M.      Sept   11,    due    Oct    11, 

1900,   6%.     Sept   14,   1906.  3,000 

Carzillo,  Domenico  to  Chas  V  Culyer.  Belmont  av,  e  s,  232.2  s 
Pelham  av,  25x100;  Belmont  av,  e  s,  2.57.2  s  Pelham  av,  2.5x 
100.      Sept    14,   1    year,    ir/c      Sept   15,    li;>06.      11:3091.  10,000 

Cowen,  Saml  to  Marius  Dauere.  150th  st,  s  s,  34.7  e  Tinton  av, 
late  Beach  av,  25x96.10.  Sept  14,  due  Apr  1,  1009,  6%.  Sept 
15,  1906.     10:2(!65.  1,200 

•Callahan,  Wm  H  to  Julia  Lanzendoen.  Morris  Park  av,  s  s.  100 
w  Madison  st,  25x100.  P  M.  Prior  mort  $3,000.  Sept  13,  3 
years,   5%.      Sept    18,    190(5.  900 

Cusick,  Frederick  S  to  John  H  G  Hohnhorst  and  ano.  "Bristow  st, 
No  1370,  e  s,  05  n  Jennings  st,  20xl(X).  P  M.  Prior  mort  $3,- 
500.     Sept  17,  5  years,  6%.     Sept  19,  1906.     11:2904.  2,400 

Dieterich,  Marie  to  Charlotte  Wolff.  Cauldwell  av.  No  910,  e  s, 
380  n  llllst  st,  20x125.  P  M.  Sept  IS,  1906,  1  year,  — %. 
10:2631.  1,000 

*Durant,  Mabel  H  to  Anna  Merklinger  and  ano.  Olinville  av, 
w  s,  at  line  between  lots  91  and  92,  runs  w  100  x  n  35  x  e  ]0() 
to  st  X  s  ,35  to  beginning,  Olinville.  Sept  17,  3  years,  5%%. 
Sept  18,   1906.  4,500 

Davis,  Esther  to  TITLE  GUARANTEE  &  TRUST  CO.  Union  av, 
No  7(59,  w  s,  IKi.S  n  1.56th  st,  16.8x(j5.2xl7. 10x75.11.  P  M. 
Sept   18,  1906,   due,   &c,   as  per  bond.     10:2070.  3,000 

Diiberger,  Chas  F  to  Max  A  Weiler  et  al.  Prospect  av,  w  s,  200  n 
187th  st,  75xKm:),  except  5  ft  for  st.  P  M.  Prior  mort  .$3,9il0. 
1  year,   0%.      Sept    17,   1900.      11:3104.  2  685 

*Di  Salvo,  John.  Rocco,  Gaetano  and  Pangrazio  to  Walter  W 
Taylor.  Eastchester  road,  s  e  cor  Chester  av,  .50x97x50x9; i  9, 
Seneca    Park.      P   M.      Sept    13,   3   years,   6%.      Sept   14,    190li. 

1,000 
Daly,  Thomas  F  to  Walter  C  Clements.     Washington  av.  No  2166, 
e    s,   342.10   s    l.S2d    st,    late    Fletcher   st,    17.10x128x18.1x131.3, 
except   part   for   av;    Washington   av.   e  s,   300.9  s   182d   st,   late 
Fletcher  st,   0.11x122.11x0.11x123.      P  M.     Sept   1,  3  years,  5%. 
Sept    14,    1900.      11:.3(I49.                                                                       5,000 
EQUITABLE   LIFE   ASSUR   SOC   of  the   U  S  with  William  Kusche. 
Willis  av.   No  293.      Extension  mort.      Sept   13.      Sept   15,   1906. 
9:2302.                                                                                                            nom 
*East  Borough  Impt  Co  to  Jerry  J  Cohan.     Plot  beb'Ins  240  e  White 
Plains  road,   at  point  along  same  450  n  Morris  Park  av,  runs  e 
100  X  n  2,5  X  w  100  x  s  25  to  beginning,  with  right  of  way  over 
strip    to    Morris    Park    av.      Certificate    as    to    cons&t    of    stock- 
holders to  mort   for  .$3..5(XX      Sept  5.     Sept   14.    liKlO.  

*Same  to  same.  Plot  begins  240  e  White  Plains  road,  at  point 
along  same  47.5  n  Morris  Park  av,  runs  e  K.IO  x  n  25  x  w  100 
X  s  25,  with  right  of  way  over  strip  to  Morris  Park  av.  Certifi- 
cate as  to  consent  of  stockholders  to  above  mort.     Sept  .5.     Sept 

14,   1900.  ■ 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Thos  H  Hub- 
bard. Riverdale  av  e  s,  being  that  part  of  estate  of  Hiram 
Barney  known  as  "Cedar  Knolls,"  which  lies  bet  Riverdale  av 
and  Broadway,  and  at  c  1  of  a  lane  or  road  at  what  was  formerly 
the  line  of  Hudson  Park  irreg  x  irreg,  contains  27  acres,  ex- 
clusive of  Spuyten  Duyvil  Parkway,  excepts  parts  released. 
Extension   mort!     Sept   11.      Sept   15,    1900.      13:3414   and  3415. 

nom 
Edson.  Kate,  of  Lake  Hill,  Ulster  County,  N  Y,  to  Chas  Berg- 
lund.  Summit  av,  s  s,  at  intersection  s  s  Maple  av,  distant 
105.0  w  Bainbridge  road,  late  Williamsbridge  road,  runs  s  102 
x  w  25  X  n  101.10  to  s  s  Maple  av  x  e  25  to  beginning,  except 
part  for  Briggs  av;  Briggs  av,  s  e  s,  100  n  e  201st  st,  runs 
s  e  100  X  n  e  135.2  x  w  103.2  x  n  41.11  to  av  x  s  w  86.2  to 
beginning.  July  1,  3  years,  6%.  Sept  IS,  190(>.  12:3299.  5,000 
♦Franklin,  Mary  A  to  Matthew  Hicks.  Bronx  Terrace,  e  S,  lot 
1179  map  Wakefield,  109.6x105.  P  M.  Sept  19,  3  years,  5V^%. 
Sept    20,    1006.  1,500 


7he   text   of  these   pages  U  copvrlghted.     AU  rlshts  are   reserved.    Notice  li  hereby  given  that  Infringement  will  lead  to  prosecution. 
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Eisnitz,  Samuel  to  Meyer  Goldberg  and  ano.  Brook  av.  Nos  1-0 
to  120,  s  e  cor  .lo4th  st,  No  778.  10Uxl!4.11,  together  with  strip 
lying  east  of  above  premises.  P  M.  Prior  mort  $20,000.  Aug 
1."),   3   years.   G9c.     Sept   1.5.    190(i.     0:22t;i.  S.OOO 

Felgemaker,  Carlotta  to  Michl  J  Gleason.  Lafayette  av.  s  e  cor 
Brvant  st.  10O.\9(J.5xl()O.lxlOl.l.  Sept  18,  1  year,  C7c-  Sept 
19.  190(1.     10:27U4.  _  500 

*Fichter.  Leopold  to  Ellen  Traynor.  McGraw  av,  s  s.  150  e  Har- 
rison av.  50x100.     P  M.     Sept  11,  3  years,  5^7c.     Sept  17,  190o. 

1.3O0 

Falvey,  John  J  to  Camilla  Williams.  Sedgwick  av,  No  1755,  w  s, 
25x121.9x25.6x119.11.  Aug  1,  due  Sept  .9,  1909,  —%.  Sept  18, 
1900.     11:2882.  500 

Feller,  Harry,  Saml  Rosenberger  and  Morris  Hirschman  to  Max 
Ottinger  and  ano.  182d  st,  n  e  s,  46.4  e  Crotona  av.  75x — x 
75x100.  .  P  M.  Sept  18,  1900,  due  March  18,  1907,  6%. 
11:3099.  _  5.750 

Feldman.  Isaac  to  Park  Mortgage  Co.  Eagle  av.  No  717.  w  s,  110 
s  150th  st,  18x99.2.  P  M.  Sept  13,  3  years,  0%.  Sept  14. 
1900.      10:2017.  1.000 

Freaney,  James  G  to  TITLE  GUARANTEE  &  TRUST  CO.  Hughes 
av,  s  e  cor  lS7th  st.  KlOx50.  Sept  10,  due,  &c,  as  per  bond. 
Sept   14.   1900.      11:3074.  3.000 

Finland.  Elizabeth  G  to  \Vm  Gleeson.  Nelson  av.  late  4th  av,  n  w 
s.  bet  109th  st  and  170th  st.  being  plot  10  map  Claremont  57 
xl02.0x73. 0x100  s  w  s,  except  part  for  Nelson  av.  P  M.  Sept 
17,    4   years.    5%.      Sept   19.    1900.      9:2.521.  5.200 

*Gillette.  Chas  B  to  Julius  Lewine.  Cleveland  av.  n  s.  40  w  2d 
St.  30x87.     P  M.     Sept  IS.  2  years,  G7c.     Sept  19.  19U0.  1.000 

Goldberg.  Meyer  and  Abraham  Greenberg  to  Louise  M  Lee  widow. 
Brook  av.  Nos  120  to  120.  s  e  cor  134th  st,  No  778.  100x24.11. 
together  with  strip  lying  east  of  above  not  exceeding  0.2%. 
Aug  15,  5  years,   5%.     Sept  15.  1900.     9:2201.  20,000 

*Grimes.  Michl  A  to  James  T  Penfield.  Cleveland  av,  n  s,  w  % 
lot  108  map  Penfield  property.  South  Mt  Vernon,  25xl03.0x25.8x 
97.9.     P  M.     Aug  1.  1   year,  0%.     Sept  15,   1900.  400 

Grimm,  Louis  to  John  Prange.  14Sth  st.  No  799.  n  s.  149.0  w  St 
Anns  av.  37.0.\84.9.  Prior  mort  !);20,000.  Sept  13,  3  years,  —'/c 
Sept  14,  1900.     9:2275.  5.000 

Goldberger,  Sarah  with  Louise  Bernhardt.  Bryant  st.  No  1419. 
Extension  mort.     July  20.     Sept  17,  1900.     11:2994.  nom 

Greenebaum.  Edward  and  John  with  Eliz  Lauter.  l.">2d  st,  n  6. 
10.5.8  w  3d  av.  25x100.  Extension  mort.  Sept  17,  1900. 
9:2374.  nom 

Hach,  Richard  G  to  Tommaso  Giordano.  Hull  av.  No  3282.  e  s. 
1.50  s  209th  st,  25x100.  P  M.  Sept  15,  installs.  67c.  Sept  19. 
WOO.     10:3.351.  2,950 

Harris.  Benj.  N  Y.  and  Solman  Goldman,  Brooklyn,  N  Y,  and  Tim- 
ble  Realty  Co  to  Ignatz  FlorjQ  Co-operative  Assoc  Aniong 
Corleonesi.'  Tinton  av,  w  s.  17.>  s  152d  st,  2  lots,  each  37. Ox 
100.  2PM  morts,  $24,000.  Sept  13,  due,  &c.  as  per  bond. 
Sept  15.  1900.     10:2053.  48.000 

Same  to  same.  Same  property.  2PM  morts,  each  .$7500.  2 
prior  morts.  $24,000  each.  Sept  13.  3  years,  0%  Sept  15,  1900. 
10:2053.  15.000 

*Hoffman.  Louisa  to  Chas  Massoth.  23Gth  st.  s  s.  100  w  Hobart 
St.   50x100.      Sept   14,   3  years.   0%.     Sept  15,   1900.  5.000 

Same  to  same.  237th  st.  n  s.  24.0  w  Byron  st,  24.7x89.7.x24.4x93. 
Sept  14,  3  years.  0%.     Sept  15.  1900.  3  500 

*Same  to  same.  237th  st.  n  s.  49  w  Byron  st,  24.7x93x24.4x90.0. 
Sept  14.  3  years.  07f.     Sept  15,  1900.  3.500 

Handy.  Michl  to  TITLE  GUARANTEE  AND  TRUST  CO.  Field 
pi,  or  2d  st,  s  w  s,  at  n  w  s  Creston  av,  late  Av  B,  02.6x100. 
except  part  for  Creston  av.  Sept  14,  due,  &c,  as  per  bond. 
Sept   15.   1900.      11:3172.  2,000 

Hohnhorst.  John  H  G  and  Louisa  E  Cook  with  Frederica  Rosen- 
feld.  Bristow  st,  e  s,  65  n  Jennings  st,  20x100.  Extension 
mort.     Nov  7,  1904.     Sept  19,  1900.     11:2904.  nom 

Isenberg.  Benj  to  McKinley  Realty  &  Construction  Co.  140th 
St.  No  725.  n  s,  725  e  Willis  av,  37.0x100.  P  M.  2  years,  67f. 
Sept    17,   1906.      9:2285.  _  7.000 

Joveshof.  Herman  to  Sophia  Lerch.  Willis  av.  No  367,  w  s,  100  s 
143d  st,  25x100.  P  M.  Sept  14,  3  years,  5%.  Sept  15,  1900. 
9:2305.  9,000 

Kohn.  Martha  A  to  TITLE  GUARANTEE  &  TRUST  CO.  Grand 
Boulevard  and  Concourse,  w  s,  440.5  n  190th  st,  36.10x204.7x53.3 
X207.10.      Sept   14,   1900,   due,   &c,  as   per  bond.     12:3315.       3.000 

Kelleher,  Nellie  M  to  Patrick  J  Daly.  148th  st.  n  s,  200  w  Morris 
av,   25x106.6.     Sept  13,  2  years,  5%.     Sept  14,  1900.     9:2.337. 

2.000 

Keller.  Regina  with  TITLE  GUARANTEE  AND  TRUST  CO.  Pros- 
pect av.  No  1421.  Subordination  agreement.  Sept  17.  1900. 
11:2902.  nom 

Keller.  Geo  with  TITLE  GUARANTEE  AND  TRUST  C0._  Pros- 
pect av.  No  1421.  Subordination  agreement.  Sept  17,  1906. 
11:2902.  nom 

*Klein.  Wm  W  to  Bankers  Realty  and  Security  Co.  Robin  av, 
e  s.  150  n  Madison  av.  50x100.  Tremont  terrace.  P  M.  Sept 
12.  2  years.  i>7<.     Sept  17,  1906.  800 

*Kaufman.  Esther  wife  of  Philip  to  Cyrus  Hitchcock.  _  Plot  be- 
gins 740  e  White  Plains  road,  at  point  along  same  1170  n  Mor- 
ris Park  av.  runs  e  100  x  n  25  x  w  100  x  s  2.>  to  beginning, 
right  of  way  to  Morris  Park  av.  Sept  10,  due  Dec  1,  1909,  5%. 
Sept   17,    1900.  3.250 

Krumdieck.  Wm  F  and  Fredk  C  with  Henry  Moeller.  IGoth  st.  n 
•w  cor  Fox  St.  o0.2x89.9x  irreg  xlll.  Extension  mort.  Sept  1. 
Sept  14,  1900.     10:2717.  npm 

Kahn.  Henry  E  to  Fanny  Zur  Nieden.  Bainbridge  av.  No  2847, 
n  w  s.  118.3  n  198th  st,  25.2x145.3x25x142.5.  P  M.  Sept  1. 
due  Aug  30.   1908.  0%.     Sept  18.  1906.     12:3296.  4.000 

Kelly.  Marie  B  to  TITLE  GUARANTEE  &  TRUST  CO.  Hull  av. 
s  e  s.  32.4  n  e  205th  st.  25x100.  Sept  18,  1906,  due,  &c,  as  per 
bond.      12:3350.  l.OiX) 

Kirchhof,  Wm  B  to  DOLLAR  SAVING  SBANK  of  City  N  Y.  St 
Anns  av,  c  s,  280  n  149th  st,  33.6x102.10x33.1x107.11.  Prior 
mort  $5,500.  Sept  19,  due  Dec  1,  1907,  5%%.  Sept  20,  190(i. 
10:2616.  1,200 


Klein,  David  with  Agnes  C  Lardner.  Cauldwell  av.  w  s,  between 
Westchester  av  and  1.50th  st,  and  being  lots  50  and  51  map 
Ursuline  Convent,  50x115;  Eagle  av,  e  s,  bet  same  sts.  lots  06 
and  07  same  map.  50x115.  Extension  mort.  Nov  18,  1905. 
Sept   19.   1900.     10:2024.  nom 

Lopez.  Mary  T  K  with  John  Benzur.  Hawkstone  st.  s  s,  at  s  s 
Walnut  St.  runs  w  1.5  x  s  100  x  w  50  x  s  50  x  e  100  to  w  s  5th 
av  X  n  114.10  to  Hawkstone  st  x  n  w  (ill. 3  to  beginning.  Sub- 
ordination  agreement.     Sept   17.      Sept  19.   ItMJO.      11:2830.       nom 

Larschan.  Max  to  Katz-Polacek  Really  &  Construction  Co.  1.58th 
St.  No  902.  s  s,  35  e  Jackson  av.  40x100.  P  M.  Prior  mort  $32.- 
000.      Sept  15,  due   Dec  1,  1909,  0%.      Sept  19,   1906.     10:204<j. 

11.700 

Lederer.  Joseph  to  Jos  F  Stier.  33  av.  No  2008.  e  s,  175  s  152d  st. 
25x100.      Sept  19.   1900,  due  Sept  1.   1909.  4V4%.     9:2302.    2(1.000 

Liso,  Giuseppe  to  Louigi  Coppeto.  Villa  av.  e  s.  350  n  Potter 
pi.  25x100.     Sept  14.  3  years.  0<~f.     Sept  1.^.  1900.     12:3311.     l.tWO 

Leshin.  Theresa  to  TITLE  GUARANTEE  &  TRUST  CO.  14eth 
St.  No  825,  n  s,  124.4  w  St  Anns  av,  25x100.  P  M.  Sept  15. 
due,  &c.  as  per  bond.     Sept  18,  1000.     9:2273.  16,000 

Same  to  Margarethe  Meyer.  Same  property.  P  M.  Prior  mort 
$10,000.     June  15.  3  years.  6%.     Sept  18.  1906.     9:2273.        4.000 

Leitner,  Joseph  and  Chas  Kreymborg  to  Margt  Knox.  Fox  st.  No 
556.  s  s.  238.11  e  Prospect  av,  40x109.  Sept  IS,  1900,  3  years. 
— %.     10:2683.  28.000 

*Loughney,  Joseph  F  to  Jasper  M  Odell.  Arthur  st,  s  s,  lot  1007 
map  Laconia  Park,  25x100.  Sept  1,  3  years,  5V.>%.  Sept  18. 
1900.  3,500 

*Laumeister.  Chas  A  to  James  Jarvis.  12th  st,  n  s,  305  w  Av 
B,  50x108,  Unionport.  P  M.  Sept  10,  2  years,  6%.  Sept  17, 
1900.  1.800 

Lowenteld.  Isaac  to  American  Mortgage  Co.  Forest  av.  No  859, 
n  w  s.   abt  75  n  Denman  pi,  75x100x72.7x100.     Sept  13,  1  year. 


5% 


Sept   17,   190(j.      10:2647. 


8.000 


Lese.  Louis  to  American  Mortgage  Co.  152d  st.  No  655,  n  s,  550 
e  Courtlandt  av,  25x100.  P  M.  Sept  14,  2  years,  5%.  Sept  15, 
1900.     9:2374.  4,800 

Levitas,  Yetta  to  BRONX  SAVINGS  BANK.  Ford  st,  n  s,  225  w 
Webster  av,   25x100.      Sept   14,    1900,   5   years,   5%%.      11:3143. 

3,500 

Lockwood.  Geo  W  to  Central  Mortgage  Co.  236th  st,  s  s,  20O  w 
Oneida  av.  2  lots,  each  25x100.  2  morts,  each  $4,0OO.  Apr  2, 
3  years.  .5%.     Sept  14.  1900.     12:3360.  8.0<X) 

Maresca.  John  to  Louis  Gates.  Arthur  av,  e  s,  41.8  n  e  William 
St.  10.Sx87.(i.  Prior  mort  $2,500.  Aug  27,  1  year,  6%.  Sept 
15,    1906.      11:3073.  1,500 

Maresca.  John  to  Laura  F  Henry.  207th  st,  w  s,  101.3  s  Perry 
av.  25-4x98.7x25x94.7.  Prior  mort  $5,000.  Aug  27,  1  year,  0%. 
Sept   15,   1900.      12:3340.  _  2,000 

Mezzacappa,    Arcangelo    to    Mary    Mayer.      187th    st,    Nos    SS6    to' 
890,  s  s,  25  e  Arthur  av,  50x100.     P  M.     Sept  13,  5  years,  — %. 
Sept   14,    1906.     11:3073.  10,500 

Miller,  Antonia  S  to  Helen  McLaughlin.  240th  st,  late  4th  av, 
s  s,  bet  McLean  av  and  Martha  av  and  being  lot  170  map  No 
1  action  Valentine  vs  Brady,  25x100.  3  years,  a'/c.  Sept  17, 
1900.     12:3393.  3,650 

*Marion,  John  B  to  Geo  Doerr.  Columbus  av,  s  s.  26  w  Van 
Buren  st,  20x — .  Building  loan.  Sept  12,  due  Dec  20,  1906,  6%. 
Sept   18.    1906.  5.500 

Mundt.  Helene  to  Herman  M  Sehai  and  ano.  Tiffany  st.  No  1027, 
w  s.  200.3  n  105th  st,  25x100.  Sept  14,  2  years,  57c.-  Sept  15, 
1900.     10:2716.  1.000 

♦Marion.  John  B  to  Isidor  L  Cohen.  Columbus  av.  s  s.  26  w  Van 
Buren  St.  26x— .  Prior  mort  $5,500.  Sept  12,  due  Jan  12,  1907, 
67r.     Sept  19,  1900.  1.177.90 

Nunzio,  Biuso  and  Giuseppe  Presto  Philippo  to  Morris  Levy  and 
ano.  Prospect  av.  No  2137,  w  s,  88.1  n  181st  st,  22x100.  P 
M.  Prior  mort  $5,000.  Sept  15,  2  years,  C%-  Sept  17,  1906. 
11:3097.  500 

*Newman.  Joseph  and  Longin  P  Fries  to  Isaac  Butler.  Zulett  av. 
s  s.  375  e  Mapes  av.  25x100.     Sept  15,  1900,  3  years,  6%-       2.500 

*Ostwald.  Francis  and  Mary  Badum  to  James  Powers.  Birchall 
av.  e  s,  64  s  White  Plains  road.  25x — ■  to  White  Plains  road 
x32x — .  except  part  for  White  Plains  road.  P  M.  Sept  18. 
1906.   3  years,  5%.  500 

*0'Donnell.  Peter  to  Frank  Gass.  4th  St.  s  e  s.  220  n  e  Union  av. 
20x100.  Westchester.     Sept  12,  3  years,  07f.     Sept  19.  1900.     600 

*Piser,  Abraham  to  Sarah  M  Cahoon.  218th  st.  s  s,  105  w  5th  av, 
7  lots,  each  25x114.  Wakefield.  7PM  morts,  each  $785.  Sept 
18.  1900.  3  years.  5%.  5.495 

Petersen.  Bella  to  James  M  Anderson  committee  estate  Eugene 
Anderson.  Aqueduct  av.  e  s,  50.8  n  Buchanan  pi.  25.4x107. 6x25x 
111.9.    Sept  18.  3  years,  —7c.     Sept  19.  lOOtJ.     11:3208.  6,000 

*Plante.  Domina.  Henry  and  Joseph  to  Mary  E  Foote  and  ano. 
Green  lane,  s  w  s.  529.9  s  e  Castle  Hill  av,  25x130.5.  Sept  12. 
3   years.   67.     Sept   17.   1906.  3.500 

*Poltz,  Joseph  to  .\nna  Zeising.  Leggett  pi,  w  s,  175  n  McGraw 
av.  25x125.     P  M.     Sept  13,  1  year,  5%%.     Sept  14  ,1906.       1,000 

*Perrotto,  Antonio  M  to  John  Scharles.  Lot  429  map  Washing- 
tonville.  38.6x121.6x38.6x123  s  w  s.  Sept  14,  S  years,  6%.  Sept 
17.    1900.  2,300 

Pirk.  Amalia  to  Louis  Gates.  198th  st.  s  s,  68.6  w  Grand  Boule- 
vard and  Concourse,  50x98.9.  Sept  11,  1  year,  67c-  Sept  15. 
ISMKj.     12:3315.  2,0(10 

*Plante,  Domnia  to  Joseph  Plante.  Grace  av,  n  e  cor  Rosa  pi.  25 
xlOO.     Prior  mort  $4,500.     Sept  14,  3  years.  67c.     Sept  15,  1006. 

1,000 

Potter.  Wm  B.  Brooklyn.  N  Y.  to  Annie  Ihlenburg  trustee  Anna 
C  A  Ihlenburg  for  benefit  Frederick  Ihlenburg.  Lafontaine  av,  No 
20.54.  e  s.  132.3  s  ISOth  st.  15.11x100.  P  M.  Aug  28,  3  years, 
57f.      Sept   14,   1900.      11:3009.  2.500 

Prince  (E  S)  Co  with  Central  Mortgage  Co.  236th  st.  s  s.  200  w 
Oneida  av,  50x100.  Subordination  of  mort  for  $6,786.07  to  two 
morts  for  $4,000  each.     Sept  14.  1906.     12:3-306.  nom 

Ponter,  Geo  C  to  Fordham  Realty  Co.  Heath  av,  w  s.  405.10  s 
Kingsbridge  road,  25x100.  P  M.  Prior  mort  $4,500.  Sept  19, 
due  Oct  1,  1907,  6%.     Sept  20,  1906.     11:3239.  400 


The  text  of  these  pages  is  copyrighted.     All  rlghvi  are  reserved.       Notice  is  hereby  glTen  that  infrineement  will  lead  to  prosecution. 
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*Pyle,  James  E,  Jersey  City,  N  J,  to  John  J  Fitzgerald.  22Sth  st, 
n  s,  300  e  4th  av,  100x114,  Wakefield.  P  M.  Sept  19,  3  years, 
5V2%.     Sept  20,   inOfJ.  2  000 

Rosenbaum,  Sigmund  to  Harry  P  Bartlett.  147th  st,  s  s,  415.1  w 
Brook  av,  2.'')xl00.  All  title  to  strip  in  rear.  Sept  10,  3  years, 
57c.      Sept   14,    190G.     0:2201.  17,500 

*Rabinowitz,  Louis  to  Land  Co  "B"  of  Edenwald.  Jefferson  av, 
s  s,  50  e  Doon  av,  50x100,  Edenwald.  P  M.  Sept  10,  3  years, 
51/2%.     Sept  20,  1006.  COOO 

Shapiro,  Isaac  L  to  Harris  Friedman  and  Barnet  Feinberg.  Pros- 
pect av,  w  s,  93.0  s  llUith  st.  7(;.lxl44.3x75.5xl44.1.  Sept  14,  due, 
&c,   as   per   bond.      Sept   15,   1005.      10:2()70.  15.000 

Simon,  Abraham  to  Herman  Wauer.  178th  st,  s  w  cor  Park  av, 
No  4251,  70  10x41.0.  P  M.  Sept  14,  3  years,  — %.  Sept  15. 
1000.     11:;!II27.  5,400 

*Sullivan,  Richd  to  Meyer  Loeb  and  ano.  8th  st,  n  s,  100  e  Av 
D,   105xin,S,   Unionport.      Sept   15,   demand,   G7o.      Sept  17,   lOOG. 

502 

Sunms,  Christina  to  Chas  E  Simms.  Alexander  av,  w  s.  Ki.S  n 
135th   st,   l(;..Sx70.     3   years,   5%.      Sept   17,   lOOU.     0:2311.    3..500 

*Shatzkin  (.A)  Sons  (Inc)  to  Sound  Realty  Co.  Ash  av,  n  s,  235  w 
Corsa  av.  50xl(M).     2PM  morts,  each  $.500.     Sept  12,  3  years, 


59f.     Sept  14.  100;i. 

*Sieferman,    Andrew    to    Anna    C    Fedden. 

Gleason    av,   25xl(X).      Sept   15,   3   years. 


1.00.) 

173d    St.    w    s,    431    s 

5V^7c.      Sept    17    ,10t)(;. 

3..5fl0 

*Same  to  Julius  Heiderman.  Same  property.  Prior  mort  .'("j.-lOO. 
Sept   15,   3  years.   i\%.      Sept    17.   1000.  .'00 

*Steinh.iuser,   Albert   B   to   Anna   K  Adams.      Commonwealth   av,   e 
s,   71    s   Tremrnt  av,   25.\10l>.      Sept   13,   3   years,   (j%.      Sept    14 
■  1900.  1  900 

Schmid.  Maude  general  guardian,  Brooklyn,  N  Y,  with  Aaron 
Ratner.  Crotona  Park  North,  e  s,  17.7  s  175th  st,  2n.2xO(i.5x 
18.0x90.3.     Extension  raort.     Sept  12.     Sept  14,  1900.     11:2944. 

nom 

*Stahl,  John  to  David  L  Rudd.  Marian  st,  w  s.  lots  32S  and  320 
map  Washingtonville,  100x100  to  Railroad  pi.  P  M.  July  3. 
due  Sept  12,   1007.  0%.     Sept   IS,   lOOO.  1.500 

Schonlobcn.  Joseph  to  John  Benzur.  Hawkstone  st,  s  s,  at  s  s 
Walnut  st,  runs  w  1 .5  x  s  lOll  x  w  50  x  s  .50  x  e  100  to  w  s  5th 
av  X  n  114. lt>  to  s  s  HawUstone  st  x  n  w  00.3  to  beginning. 
Sept  IS,  3  years,  — 7r.     Sept  10.   1900.     11:2830.  SOilO 

*Sehlmeyer.  John  H  W  to  Frank  Engel.  2d  st,  s  s,  205  w  Av  B, 
50x210  to  1st  Ht,  Unionport.  P  M.  Sept  18.  4  years,  5%.  Sept 
19,  1000.  3,500 

Squires,  Flavius  S  to  Wm  C  Bersen.  201st  st.  n  e  s,  S3.fl  w  Perry 
.av,  28.4x81.7x25.1x87.0.  P  M.  Sept  18,  due  Jan  1,  1010,  5%. 
Sept  10.   1"0;:.      12:oa)0.  COOO 

Tesoro,  Filo.ii£na  10  Adam  Radiein.  Hughes  av,  e  s,  at  n  e  s 
181st  st,  3(!x00xC.O.x— .  Sept  17.  5  years,  — %.  Sept  19,  190IJ. 
11:3082.  O.OIIO 

Tallon,  James  to  Mary  O'Corman.  Robbins  av,  w  s,  100  s  140th 
st,  25x109.  Sept  18,  due  July  1,  1900,  57c.  Sept  19,  1900. 
10:2557.  3.000 

*ToporovEky.  Reuben  to  John  B  Dosso  and  ano.     Hancock  st,  w  s, 

437.0  n  Columbus  av,  18.0x]f)0.  P  M.  Prior  mort  $3,500. 
Sept   14,   5  years,  0%.      Sept   15.   lOOC.  1,(!00 

Trompeter,  Hermann  to  Eliz  Zwonetschek.  Crotona  av.  No  2070, 
e  s,  72  n  Oakland  pi,  24x100.  Prior  mort  $3,300.  Sept  13,  in- 
stalls, 0%,     Sept  14.  1000.     11:3005.  1.800 

*Testa,  Aureliano  J  to  Arvilla  F  Keeler.  Bronxwood  av,  e  s,  100 
s  203d  st,  28x105,  Wakefield.  July  20,  3  years,  57o.  Sept  17, 
1906.  1.200 

*Tuchman.  Herman  to  Cyrus  Hitchcock.  Plot  begins  740  e  White 
Plains  road  at  point  along  same  1145  n  Morris  Park  av.  runs 
e  100  X  n  25  x  w  100  x  s  25  to  beginning,  right  of  way  to  Mor- 
j-is   Park   av.      Sept   10,   due   Dec   1,    1909,   5%.      Sept   17,   1900. 

3,250 

*Teich,  Ernst  R  to  Clemens  Fontana  and  ano.  Rosedale  av,  w 
s  and  being  lots  1.5.3  and  4.54  block  P  amended  map  Mapes  es- 
tate.     P  M.      Sept   12,   2  years,  —'A-     Sept  14,   lOOO.  500 

Tully,  Martin  to  Wm  C  Arnold.  Hughes  av,  late  Jefferson  av, 
ji  w  s,  bet  170th  st  and  180th  st  and  being  lots  163  to  100  map 
Saml  Ryer  Homestead.  100x134x100.4x150,  except  part  for  Bel- 
mont and  Hughes  av,  also  a  small  gore  now  forming  s  e  cor 
Oakland  pi  and  Belmont  av,  3  years,  57c.     Sept  15,  1906.  11:30.80. 

6  000 

Thornton  Brothers  Co  to  Smith  Williamson.  Clay  av.  e  s,  04.0  n 
160th  st,  10.x80.  Sept  8,  due  Jan  1,  1010,  5%.  Sept  20,  1906. 
11:2,S87.  4,500 

Thomas,  Andrew  J  to  Emma  and  Chas  L  Dominick  exrs,  &c,  Geo 
J  Dominick.  Crpston  av,  n  w  cor  179th  st,  00.10x40.  Sept  1.5. 
due,  &c,  as  per  bond.     Sept  18,  lOOl!.     11:2807  and  2808.       12,000 

*Trafford,  Peter  S  to  Jos  J  Gleason.  Poplar  st.  n  s,  125  e  Forest 
st,  25x— .     Sept  15,  3  years,  5%.     Sept  18,  1000.  540 

Viau.  Benj  to  Annie  C  Alexander.  Boone  av,  w  s,  1.50  s  172d  st, 
25x100,     Sept  10,  3  years,  51/2%.     Sept  20,  1006.     11:3008.      6,000 

*Wazeter,  Anthony  to  A  Grochowski  &  Co.  7th  av.  s  e  %  of  e  %  of 
gore  lot  78  map  Wakefield,  2-5x114  w  s  xl03.0  e  s.  Aug  7.  1 
year,   6%.      Sept   20,   1006.  2,000 

Woolley,  Philip  to  Thos  Rourke.  Rockwood  st,  s  s,  175.11  e 
Walton  av,  28,10x44.3x35.5x64.11.  Sept  17,  5  years,  5%.  Sept 
19,   1906.      11:28.35.  '        4.000 

Same  to  Edward  Barleycorn.  Rockwood  st,  s  s,  204.9  e  Walton  av, 
runs  e  61.8  x  s  w  7511  x  n  44.3  to  beginning.  Sept  19.  1900. 
5  years,  5%.     11:2835.  .  4,000 

•Weber,  Charles  A  to  Isabella  Wallace.  Av'B,  s  w  cor  5th  st, 
33x105.  Unionport.     P  M.     Sept  IS.  1006,  3  years,  5%.  750 

Woolf.  Jacob  to  Julius  Fowl.  Tinton  av.  No  1220,  w  s,  290.0  n 
leSth  St.  20.5x110.  P  M.  Prior  mort  $6,000.  Sept  18,  1906, 
3  years, -6%.     10:2663.  2,000 


Waizman,  Ignatius  F  to  Louisa  Roux.  Elsmere  pi,  s  s,  275  w 
Marmion  av,  25x100.  Sept  11,  3  years,  5%.  Sept  14,  1906. 
11:2955.  3,.500 

Whitney  Construction  Co  to  Manhattan  Mortgage  Co.  Grant  av. 
e  s,  32  s  166th  st,  350x102.7x3.50x100.4.  Sept  7.  due  Mar  1. 
1007,   (i%.      Sept   14,   1006.     0:2448.  89,500 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to   above   mort.      Sept   7.      Sept   14,   1906.     9:2448.       ■ 

Wiesenthal,  Annie  to  John  Smith.  152d  st,  No  9.33,  n  s,  185  e 
Robbins  av,  25x145.5x27.11x133.  Prior  mort  $10,000.  5  yrs, 
67r.      Sept   17.   1006.      111:2644.  5.000 

*Werner,   Christian   H   to   Barbara  Muth.     233d  st,   s   s,  405  e   2d_ 
st,   50x114.  Wakefield,  except  part  tor  233d  St.     P  M.     Sept  14 
3  years,  5%'/r-     Sept  20.  1906.  1,000 

Zittel,  Geo  to  Tommaso  Giordano.  Hull  av.  No  3286,  e  s,  100  s 
200th  st,  25x100.  P  M.  Sept  15.  installs,  6%.  Sept  19.  190:i. 
12:3351.  2,4.50 


PROJECTED  BUILDINGS. 

The  first  name  is  that  of  the  ow'r:  ar't  stands  for  architect,  m'n 
for  mason,   c'r  for  carpenter,    and  b'r  for  builder. 

When  character  of  roof  is  not  mentioned,  it  is  to  be  understood 
that  the  roof  is  to  be  of  tin. 


BOROUGH    OF    MANHATTAN. 

SOUTH  OF  14TH  STREET. 
10th  St.  No  260  East,   1-sty  brk  and  stone  outhouse,  9.6x13.4;   cost, 
.$2,000;    Joseph   Brereton.   269   B    10th   st;    ar't,    O   Reissmann,   30 
1st  St. — 9..>7. 

BETWEEN    14TH   A.\D   50TH    STREETS. 
30th  st,  Nos  110-112  West,  two  1-sty  brk  and  stone  outhouses,  11.0 

xS;    total   cost,    .f3,O0<(;    Sterling   Realty   Co,   203   Broadway;    ar't, 

Geo    Fred    re;ham,    503   5th    av.— 005. 
34th    st,    Nos   8-12    East.    lO-sty   and    basement    brk   and   stone   store 

and    loft    building     .53.1x85;    cost,    $230  000;    Chas    H    Ditson,    807 

Broadway;   ar'ts,  Townsend,  Sleinle  &  Haskell.  20  E  10th  st  — 060. 

44th  st,  Nos  111-121  West.  4-sty  brk  and  stone  theatre,  105x00,  felt 

and  cement  roof;  cost    .fl75,000;   The  Stuyvesant  Theatre  C.i,  209 

W   42d   st;    ar't,    Geo    Keister.    11    W   29th   St.— 060. 
47th   st,  n   s  viaduct,   (i  w   Lexington  av.   Grand   Central   yard.   1-sty 

concrete  and  frame  gas  compressor,  36.(>x2.3.6;   cost.  $1,000;   N  Y, 

C   &   H    R   R   R   Co,   Grand   Central   Station;    ar't,   C   A   R^ed,  314 

Madison   av. — 966. 
1st  av.  No  587,  1-sty  brk  and  stone  outhouse,  9.6x10.11;  cost.  $700; 

Theodore   and   Rebecca  Lewis,   122  W  133d  st;   ar't,   O  Reissmann, 

30  1st  St.— 971. 
10th   av,    Nos   281-287,    two    1-sty   brk   and   stone   outhouses,    15. 8x 

13.4;    total  cost    .*1.800;   Moore   Bros,   1904  Broadway;   ar'ts,  Rees 
•      &   Rossbach,    1904   Broadway.— 9.58. 

BETWEEN  59TH  AND   125TH  STREETS,   EAST   OF  5TH   AVE.NUE. 

66th  st.  No  330  East.  6-sty  brk  and  stone  store  and  tenement,  33. 4x 
87.5;  cost,  $38,000;  David  Lentin,  92  St  Nicholas  av;  ar't,  Geo 
Fred   Pelham,   503   5th   av.— 972. 

68th  St.  No  16  East,  5-sty  brk  and  stone  residence,  21.6x78;  cost, 
!j;50,000;  Charles  Brendon,  500  5th  av;  ar'ts,  Chas  Brendon  &  Co, 
500  5th  av.— 970. 

123d  st,  n  s,  00  w  .3d  av.  0-sty  brk  and  stone  store  and  tenement, 
56x87.11;  cost,  $55,000;  Raphael  Kurzrok,  491  Broadway;  ar't, 
Chas   M   Straub,    122   Bowery— 961. 

125th  St.  s  s.  290  e  Park  av.  1  and  3-sty  stone  and  brk  savings 
bank  building.  80x100.11,  tile  roof;  cost,  $1.50,000;  Harlem  Sav- 
ings Bank,  2279  3d  av;  ar'ts,  Baumister  &  Schell,  60  Wall  St. 
—064. 

Lexington  av,  n  w  cor  102d  st,  three  6-sty  brk  and  stone  store  and 
tenements,  40x00  and  37.6x87;  total  cost,  $105,000;  Wieberg  Bros, 
200  Broadway;   ar't,  B  W  Levitan,  20  W  31st  St.— 967, 

BETWEEN  50TH  AND  125TH  STREETS,  WEST  OF  5TH  AVENUE. 

(i.'id  St.  s  s,  14.8.4  e  Broadway,  10-sty  brk  and  stone  office  and  store 
building,  20x90.4,  tar  and  gravel  roof;  cost,  $100,000;  Butler 
Davenport,  66  W  3Sth  st;  ar't,  Edwin  Rossbach,  1947  Broadway. 
—959. 

116th  st,  s  s,  2.50  w  Broadway,  two  10-sty  brk  and  stone  apartment 
houses,  75x83.6,  slag  roof;  total  cost,  $400,000;  Paterno  Bros,  Inc, 
557  W  183d  st;   ar'ts,  Schwartz  &  Gross,  35  W  21st  st.— 962. 

NORTH    OF    125TH    STREET. 
132d  St.   n  s|'267    e    12th    av,    build    frame    fence,    199.10x267;    cost, 
133d  St.  s  s|     $1,160;    ow'r   and  ar't.   Consolidated   Gas   Co,   4   Irving 

pi. -968. 
St   Nicholas  av,  w  s,  25  s  173d  st,   two  5-sty  brk   and   stone  stores 
and    tenement.    37.6x88;    total    cost,    $76,000;    Robert    Coble,    New 
Rochelle,    N   Y;    ar't,    Geo   Frod   Pelham,   503  5th   av,— 963. 

BOROUGH   OF    THE   BRONX. 

Tier  st,  s  s,  275  e  Main  st,  Citv  Island,  2-sty  frame  delling,  26x30; 

cost,   .$3,300;    Jam^es   Doyle.   City   Island;   ar't.   Geo   S   Miller,   City 

Island.— 1056. 
137th   St.   s   s.   255  e   St   Anns   av,   5-sty  brk  tenement,  50.xS8;   cost, 

$.50,000;    Mulligan   &   Tiernan.   551   E   134th   st;    ar't,   Lorenz   F   J 

Weiher,  103  E  125th  st.— 1054. 
146th  St.  n  w  cor  College  av,   four  6-sty  brk  stores  and  tenements, 

37.6x87    and    90;    total    cost,    $200  000;    Wm    Oppenheim,    160    E 

71st  st;   ar'ts,  Goldner  &  Goldberg,  Jackson  and  Westchester  avs. 

—1051. 


..The. te,zt .ot  thesa  sases  la  copyrighted.     All  rights  are  reserved.    Notice  Is  hereby  glren  that  intrlngement  will  lead  to  prosecution. 
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Rockland-Rockport  Lime  Company 


Manafactarera    of    the  iollowing   Brands    tt 
Xiockland  Lime 

EXTRA  FINISHING  LUMP  c";™i.;; 

-  _  _  Also  Sole  Manufactann  of 

Look  for  these  words  on  the  head  of  every  barrel.  Oreenpoint  Ave.  &  Newtown  Crook         PIIPPkA  RBANH  nt  PPPDADPH  DIIDR  WHITB  I  IMC 

"Manufactured  by  Rockland-Rockport  Lime  Company"      Borough  of  Brooklyn.  N.  Y.  City      whil^  u  »uo!^„rl"™^^^^^^ 

DO  NOT  BE  DECEIVED  BY  ANy  SUBSTITUTE  Telephone.  207  Greenpolnt  on  the  market.  GUARANTEED  NOT  TO  PIT. 

NEW    YORK    OrnCE,    FULLER    BUILDINC,    BROADWAY    AND   23d    STREET 


147th   St,   s   w   cor   Wales   av,   three  .")-sty  brk   tenements,   one  oOxilO, 

two  ;rix,S.S;  total  cost,  $12(U)II0;  Chas  Glaser,  ',107  E  134th  st;  ar'ts, 

Moore  &  Landsiedel,   148th  st  and  3d  av. — KCili. 
lS2d  st,  n  s,  4ll.iS  e  Crotona  av,  three  2-sty  frame  dwellings.  20.'cf)l; 

total  cost,  .$1S,0(MI;  Harry  Feller  &  Co,  3750  3d  av;  ar't,  J  J  Vree- 

land,    i;<ll!>   Jerome  .av.— 1002. 
21.">th  st,  s  s,  ,S,S.(!  w  4th  av.  3-sty  brk  tenement,  25xC.T;   cost,  ^10. 

000;  James  De  Carlo,  23  E  21.")th  st;  ar't,  L  Howard,  lltitb.  st  and 

Carter  av. — 1U(;4. 
210th  St.  s  s,   130  e  r)th  av.  2-sty  frame  dwelling,  21x.^4;   cost.  $4,- 

0(70;    Stanislaus    Pietro.    on    premises;    ar't,   J    Melville    Lawrence, 

White   Plains   road   near  23!lth   st. — lOtil. 
224th   St.   n   s.   l(l."i   w   Barnes  av.   3-sty   brk  dwelling.  30x08.0;   cost, 

$12,(XI0;  F  P  Gilberty.  1(1!)  E  224th  st;  ar't.  J  Harold  Dobbs,  222d 

st  and  White  Plains  av. — 1003. 
23l)th   St.   n  s,    100  w   Verio   av,   2-sty   frame   dwelling.   21x57;    cost, 

.$5,200;   Sigmund  J  Spiehler,  3  Buck  terrace;  ar't,  Gustav  Schwarz. 

554  E  l.j.sth  St.— 1047. 
230th  St,  s  s,  375  e  Keppler  av,  three  2-sty  frame  dwellings,  21x.33; 

total  C06t,   ifrj.OOO;    Fairmount   Realty  Co.    ISl'J  Anthony   av;    ar't, 

H    S   Sehrenkhausen.    IStiO   Monroe   av. — 10.58. 
Arthur  av.   w  s,   2.50  n   l.Slst  St.  5-sty  brk  stores  and  tenement.  37.0 

x82.10;    cost.   $38  (HIO;    Benjamin   Benenson.  21.57  Arthur  av;    ar'ts, 

Bernstein  &  Bernstein,  24  E  23d  St.— 1005, 
Carpenter  av.  e  s,  175  n  241st  st,  2-sty  frame  dwelling,  21x54;  cost, 

$4  800;  John  Stern,  on  premises;  ar't,  J  Melville  Lawrence,  White 

Plains  road  near  2;'.!lth  st. — lOliO. 
Commonwealth  av.  e  s,  140  s  West  Farms  road.  2-sty  and  attic  frame 

dwelling,    peak   shingle    roof,   21x.55;    cost.   $5,000;    Herman   Kuhl. 

West  Farms  road;  ar't.  P  H  McDonough,  (i'.l  St  Lawrence  av. — 105-5. 
Ellison  av.   e  s.  32.5  s  Lalling  st,  li/^-sty  frame  stable,  50x20;   cost, 

$2.50;   A  Hoffmann,  Ferry  Point;  ar't,  Wm  T  La  Velle,  1145  Free- 
man St. — 1045. 
Gleason  av.  s  s.   105  e  Castle  Hill  av.  IH-sty  frame  stable.  25x20; 

cost.   $(iOO;    Henry   A  Martens,   on  premises;   ar't,  B   Ebeling,   West 

Farms   road, — 1040. 
Harrison  av.   w  s.  370  n  Tremont  av,   1-sty  frame  garage,   20x27.6; 

cost,   $1,000;   Valentine   Wille,   on  premises;   ar't,  Jas  W  Cole,  403 

W   51st    St.— 1053. 
Independence  av.  w  s.  from  24Sth  to  252d  st,  1-sty  frame  and  glass 

greenhouse,    100x100;    cost.    $20  000;    Geo    W   Perkins,    Riverdale; 

ar'ts.  Heins  &  La  Farge,  .30  E  21st  St.— 1040. 
Morris   av,    \o   421,    1-sty   frame   shed,   31x15;    cost,   .$100;    Solomon 

Ziegler.  Grand  Union  Hotel;   ar't.  Louis  Falk.  27.S5  3d  av. — 10.50. 
Morris    Park  av,    n    w   cor   177th   st.   2-sty   and  attic   frame   dwelling, 

peak    shingle    roof.    22x52;    cost.    $5  000;    Samuel    Geller.    10   West 

Farms  road;  ar't.  Henry  Nordheim.  170  Van  Buren  St. — 1057. 
Pilgrim  av.  e  s,  7.5  n  Mildred  pi.  2-sty  frame  dwelling,  1(1x22  and  32; 

cost,  .$3, .500;   Chas  H  Stumptel,  Pilgrim  av;   ar't,  B  Ebeling,  West 

Farms   road, — 104,S. 
Tremont   av.    n   s.    1.50  e   St   Lawrence  av,   2-sty  frame   dwelling,   22x 

44.0   and  .55.1;   cost.  .$4, ,500;   John   G  Rolling.  320  Taylor  st;   ar't, 

Rudolph   Werner,  4102   Park   av— 10.50. 


ALTERATIONS. 

BOKOUGH    OF    IttANHATTAN. 

Elizabeth  st,   No   IIIO.   toilets,  windows,  partitions,  to   two  o-sty  brk 

and  stone  tenement;  cost,  $3,000;   Rono  Russo,  52  Spring  st;  ar't, 

O   Reissmann,   .30    1st   St.— 2543. 
Greenwich  st.  No  727.  partitions,  toilets,  windows,  to  3-sty  brk  and 

Stone    tenement;    cost.    $1.0(10;    M    Bayard    Brown,    57    E    GOth    st; 

ar't,  Albert  L  Adams,  217  5th  st, — 2520. 
Harrison   st.    Nos   7   and   0.    new   foundations,   machinery,    new    iron 

stairs,   to   7-sty  bik  and   stone  cold  storage  building;    cost,   $.500; 

estate   of  J   J   O'Donohiie,    101    Front   st;    ar'ts,   J   B   Snooks   Sons, 

73   Nassau   st, — 2.540. 
Hester  st.  No   171,  partitions,   tank,  toilets,   to  two  4  and  .5-sty  brk 

and    stone    stores    and    tenements;    cost.    $1,500;    Marion    H    Rein, 

Hotel   Endicott,   81st   st   and   Columbus   av;   ar't,   Chas   Stegmayer, 

108   E  01st  st,— 2.531. 
Laight  st,  No  40.  toilets,  plumbing,  windows,  to  5-sty  brk  and  stone 

store    and    tenement,    cost,    .$2, .50(1;     Martin    Gerone,    173    Fulton 

Market;    ar't.    Alfred   L   Kehoe.    200   Broadway. — 2.522. 
Lewis  st.  No  55,  toilets,  windows,  plumbing,  to  2  and  4-sty  brk  and 

stone  stores  and  tenements;  cost.  $2,000;   Louis  Zasuly,  77  Colum- 
bia st;  ar't,  Oscar  Lowinson.  18-20  E  42d  st. — 2510. 
Market   slip.  No  00,   toilets,  windows,   to  3-sty  brk  and  stone  shops; 

cost,  $500;  James  A  Shephard,  99  Market  slip;  ar't,  O  Reissmann, 

,30  1st   st— 2.533. 
Spring   st,    s   w   cor   Mulberry   st,   partitions,   stairs,   show   windows, 

to  5-sty  brk  and  stone  tenement;   cost,  .$0,000;   Michael  Bonn,  141 

W   127th   st;    ar't,    Max   Muller,   3  Chambers  St. — 2503. 
Stanton  st,  No  23.3.  shaft,  partitions,   toilets,  windows,  to  5-sty  brk 

and  stone  tenement;  cost,  .$3,000;  Joseph  Gold,  70  East  Broadway; 

ar't,   O   Reissmann,   30  1st  st. — 2540. 
West  st,  e  s.  75  n  Cortlandt  st,  erect  sign,  to  4-sty  brk  and  stone 

store  and  office  building;  cost,  $1.50;  A  Gabrill,  10  Washington  st; 

ar't,   F  Q  Smith,   128  4th  av.— 2525. 
5th  St.   No  704  East,   iron  stairs,  fireproof  ceiling,  to  6-sty  brk  and 

stone    tenement;    cost.   .$.500;    Adolph  Blumenkranz,   704   E  5th  st; 

art,   O   Reissmann,   30  1st   st. — 2408, 
9th   st.   No   410  East,   toilets    partitions,    windows,    to  4-sty   brk  and 

stone    tenement;    cost.    $l,.50l);    John    Maisenholder.    1048    2d    av; 

ar't.  Henry  Regelmann.   133  7th  st, — 2524. 
1.3th  st.   No  428  East,  toilets,  windows,  to  two  4-sty  brk  and  stone 

tenements;    cost,    ,f3.000;    Chas   R   Farnolo,   45   East    Houston    st; 

ar't.   0   Reissmann.  30  1st   st. — 2527. 
16th  st.   No  (;25  East,  windows,  toilets,  partitions,  to  5-sty  brk  and 

stone   tenement;    cost,   $1,500;   L  Maier,   on   premises;    ar't,   Henry 

Regelmann,   133  7th   st.— 2490. 
17th  St.  No  .305  East,  1-sty  and  basement  brk  and  stone  rear  exten- 
sion,   21  6x10.0.    to    4-sty   brk   and    stone    dwelling;    cost,    .$8,000; 

Chas    F    Murphy,    on    premises;    ar't,    Ed   A    Meyers,    1   Union    sq,— 

2518. 
17th  St.  No  417  East,  toilets,  windows,  partitions,  to  5-sty  brk  and 

stone    tenement;    cost,    $1,5(X);    E    Abeles,    38    E   8th    st;    ar't.    O 

Reissmann,   30   1st   st. — 2534. 


20lh  St.  s  s,  2.50  w  0th  av.  new  stalls,  skylights,  electric  elevator, 
roof,  to  3-sty  brk  and  stone  stable;  cost,  $20,000;  O'Neill-Adams 
Co.   on   premises;    ar't.  J  J  F  Gavigan.   1123  Broadway,— 2.547. 

23d  St.  No  440  West,  alter  partitions,  staircase,  toilets,  to  3-sty  brk 
and  stone  dwelling;  cost,  .$2,000;  A  Wilson,  on  premises;  ar't,  F  E 
Piatt,    32    Bond    st,— 25.38. 

31st  St.  No  2(1  West,  store  fronts,  to  5-sty  brk  and  stone  store  and 
loft  building;  cost.  .$3.50;  Terminal  Realty  Co,  26  W  31st  st;  ar't. 
Wm  B  Tuthill,  287  4th  av,— 2.507. 

38th  St.  No  512  West,  toilets,  plumbing,  flooring,  to  4-sty  brk  and 
stone  store  and  tenement;  cost.  .$2,500;  William  and  Philip  Hoff- 
mann, 211-213  E  55th  st;  ar't.  Franklin  Baylies.  33-34  Bible 
House.— 2.530. 

30th  st,  No  320  West,  partitions,  windows,  to  two  4-sty  brk  and 
stone  tenements;  cost,  $1,000;  Daniel  Levy,  380  8th  av;  ar't,  O 
Reissmann,   30  1st   st, — 2.542. 

40th  st,  No  117  East,  add  1  sty  to  rear,  to  3-sty  brk  and  stone 
dwelling;  cost,  .$'2.50;  Thomas  J  Harris,  117  E  40ih  st;  ar't.  Chaa 
H    Van   Aken.    148  W  4th  St.— 2505. 

41st  st^  No  220  East,  1-sty  and  cellar  brk  and  stone  rear  extension, 
22,(l.x.52.  to  4-sty  brk  and  stone  shop  and  tenement;  cost.  $l.(j0O; 
Louise  L  Kelly,  220  E  41st  st;  ar't,  Robert  E  Kelly,  220  E  41st 
St.— 2512. 

52d  st,  Nos  451  and  4.53  West,  partitions,  windows,  to  two  5-sty  brk 
and  stone  stores  and  tenements;  cost.  $5.(I0(.>;  Max  Block,  38  Park 
_row;   ar't.  Otto  L  Spannhake,  20O  E  70th  st. — 2.545. 

57th  St.  No  47  West,  fireproof  elevator  shaft,  to  4-sty  brk  and  stone 
dwelling;  cost,  .$3  000;  Ambrose  Ely,  47  W  57th  st;  ar't,  Robert 
_T    Lyons     31    Union   sq.— 2528. 

57th  St.  No  16  East,  raise  extension,  new  columns,  piers,  to  4-sty 
and  basement  brk  and  stone  dwelling;  cost,  $10,000;  W  Stores 
Wells,  ]()  E  57th  st;  ar't,  John  Russell  Pope,  1133  Broadway. 
—2548, 

64th  St.  No  38  East,  iron  girders,  plumbing  fixtures,  toilets,  to 
4-sty  brk  and  stone  dwelling;  cost,  $2,500;  Ethelbert  L  Low,  Law- 
rence, L  1;  ar't,  Theodore  C  Visscher.  425  5th  av. — 2504. 

71st  st.  No  37  West,  2-sty  and  basement  brk  and  stone  rear  exten- 
sion, 0.(1x7. .3,  stairs,  partitions,  windows,  to  4-sty  brk  and  stone 
tenement;  cost,  $1,000;  Benj  Natkins,  102  W  104th  st ;  ar't.  Oscar 
Lowinson,    18-20  E   42d   st.— 2520. 

74th  St.  No  482  East,  shaft,  store  fronts,  partitions,  to  5-sty  brk  and 
stone  tenement;  cost,  $5,000;  Joseph  Bruder,  78  W  114th  st;  ar't, 
O  Reissmann,  30  1st  St. — 2.541. 

75th  St.  No  3K»  West,  build  steps,  windows,  to  .5-sty  brk  and  stone 
dwelling;  cost,  $1,700;  Jesse  Wineburgh,  1211  Madison  av;  ar't, 
J   H  Freedlander,  244  5th  av,— 2509. 

S3d  st.  No  40  East,  windows,  to  4-sty  brk  and  stone  dwelling;  cost, 
$750;  Samuel  Liebmann,  40  E  83d  st;  ar'ts,  Herts  Bros,  507 
5th   av.— 2.532. 

OSth  St.  No  287  East  partitions,  windows,  toilets,  to  5-sty  brk  and 
stone  store  and  tenement;  cost.  $4,000;  M  H  Feder,  20O  Broadway; 
ar't,   Henry  Feder,  200  Broadway, — 2.520. 

115th  St.  No  424  East.  4-sty  brk  and  Stone  front  extension.  25x 
4.10.  add  1  sty.  partitions,  to  3-sty  brk  and  stone  store  and  tene- 
ment; cost.  .$3,500;  Alfonso  Grosso,  4"24  E  115th  st;  ar't,  E  Wil- 
bur.   120   Liberty   st. — 2510. 

115th  st.  No  337  East,  partitions,  windows,  store  fronts,  to  5-sty 
brk  and  stone  store  and  tenement;  cost.  $l,.5O0;  Luigi  Graniti, 
344  E  IKlth  st;  ar't.  Edwin  Wilbur.  120  Liberty  st,— 2511. 
■  115th  St.  Nos  7  and  9  East,  partitions,  windows,  to  two  5-sty  brk 
and  stone  tenements;  cost.  .$3,0(J0;  Manheim  &  Weinstein,  290 
Broadway;   ar'ts,  Sommerfeld  &  Steckler.   10  Union  sq. — 2536. 

117lh  St.  s  s,  .50  w  2d  av,  cut  openings,  build  oven,  to  6-sty  brk 
and  stone  tenement;  cost.  $5,000;  V  Galgano,  3.55  Broome  st;  ar'ts, 
Sommerfeld    &   Steckler,    19   Union   sq, — 2.50(i, 

118th  st.  No  50  East,  partitions,  store  fronts,  stairs,  to  5-sty  brk 
and  stone  tenement;  cost,  $2,000;  Joseph  L  Rosensheim,  London, 
Eng;   ar't,   Nathan  Langer,  81  E  125th  st.— 2516. 

12.5th  st.  No  06  West,  1-sty  brk  and  stone  rear  extension,  27x19.8, 
to  1-sty  brk  store;  cost.  $700;  Max  Rosenblum.  66  W  125th  st; 
ar't.  L  F  J  Weiher.  103  E  125th  st.— 2517. 

Av  A.  No  270,  air  shaft,  toilets,  windows,  partitions,  to  5-3ty  brk 
and  stone  tenement;  cost,  $3,000;  S  Sotel,  17(i  Eldridge  st;  ar'i, 
O  Reissmann.  30  1st  st. — 2497, 

Av  A,  No  185.  toilets,  windows,  partitions,  to  4-sty  brk  and  stone 
tenement;  cost,  $1,.500;  Theodore  Keller,  70  Av  A;  ar't,  O  Reiss- 
mann.   30    1st    St.— 2409. 

Av  C.  No  102,  partitions,  windows,  toilets,  to  4-sty  brk  and  stone 
store  and  tenement;  cost.  $5,000;  M  Goldstein.  180  Orchard  st; 
ar't.   Otto   L  Spannhake.   200  E  70th  st.— 2.508. 

Broadway.  No  22"20.  erect  pent  house,  fireproof  elevator  shaft,  parti- 
tions plumbing  and  electric  fixtures,  to  2-sty  brk  and  stone  store 
and  laboratory;  cost,  $2,000;  Robert  E  Bowling,  332  W  S3d  st; 
ar't,  John   H  Duncan,  208  5th  av. — 2515. 

Broadway,  No  1487,  2-sty  brk  and  stone  front  extension.  20x'2,7V4. 
store  fronts  to  4-sty  brk  and  stone  store  and  office  building;  cost, 
$7.50;  estate  Mary  C  Warren,  68  Broad  st;  ar't,  S  B  Colt,  287 
4th  av.— 2507. 

Broadway,  No  1823,  1-sty  brk  and  stone  rear  extension,  25x77.8,  to 
4-sty  brk  and  stone  store  and  tenement;  cost,  $.500;  H  G  Stone,  46 
W  ilOth  st;  ar't.  Thos  W  Lamb.  2'24  5th  av.— 2.54<i, 

Lenox  av,  No  347,  add  1  sty,  iron  stair,  windows,  to  1-sty  and 
basement  brk  and  stone  wash  house;  cost,  $1,000;  Mrs  Anna 
Habicht,  347  Lenox  av;   ar't,  Louis  Falk,  "2785  3d  av. — 2514. 

1st  av.  No  .50.3.  partitions,  toilets,  to  4-sty  brk  and  stone  tenement; 
cost,   $.500;    Harnett  Lewis,   563   1st  av;    ar'ts,   Bernstein   &   Bern- 
stein,  24   E   23d   st,— 2513. 
3d  av.  No  187.5.  windows,   floor  beams,  to  5-sty  brk  and  stone  store 
and  tenement;  cost,  $1,000;  M  &  A  Weil,  110  W  34th  st;   ar't,  Ed 
A    Meyers.    1    Union    sq. — 2.506. 
.3d  av,   No   1016,   tank,   partitions,   windows,   to  5-sty   brk  and  stone 
tenement;   cost,  $1.2(HI;   M  M  Drytoos,   70  E  89th  st;   ar'ts,   Bern- 
stein &  Bernstein.  24  E  23d  st.— 2523. 
5th  av,  n  e  cor  14th  st.  alter  roof,  new  electric  elevators,  floors,  new 
plurnbing,   toilets,   to  6-sty  brk  and  stone  bank  and   loft  .building; 
cost,  $50,000;   Fourteenth  Street  Bank,  on  premises;  ar't,  Garfield 
Building  Co,   156  5th   av.— 2539. 
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The   Palmer   Lime  and  Cement  Company 

"  PAIilUER'S  IVO.  1,  "  thn  Btrongest  and  best  brick  llmo  manufncturod,  will  lay  more  brick  to  the  barrel  than  any  otlior  Unn"  i> 

Fariiaiii  CilKISHIRE:  Finisliiiig',  which  has  no  pfiual- 

Palmer's  Fiiiisliing,  hlKh  t'lailo.  r..r  all  finishing  and  plastering  work. 

C'uiint'<'li<'iit  Wliite  I>iiii<-,  cspK-lally  adapted  to  brown  and  scratch  work.  , 

Palm«-r"s  Chciiiical  I>iin<-,  ahaohuelv  hlj-h  grade. 

AUeii's  Portland  Cement,  tor  Long  Island.  FOSTER    F.    COMSTOCK,    Manager 

Brooklyn  Station.  Telephone  14.").3  Grcenpolnt  Sales  Department :     149    BROADWAY      NEW    YORK 

Jersey  City  Station.  Telephone  13i!2  Jcrs.'y  Telephones,  UGlci  ui;i  1 -liciu  o.irti'uidt 


5th  av,  n  e  cor  Kith  st,  add  1  sty  to  two  8  and  11-sty  brk  and  stone 
lott  buildings;  cost,  .$0,(100;  Mrs  Carrie  M  Butler,  73  Convent 
av;    ar't,   Henry  Anderson,   11.S3  Broadway. — "J.'S."). 

0th  av.  No  884.  toilets,  partitions,  to  4-sty  brk  and  stone  tenement; 
cost,  $2,000;  S  H  Hatch,  Richfield.  Conn;  ar't.  John  H  Knubel, 
318  W  4i;d  si.— •J."i44. 

8th  av,  No  2421,  alter  piers,  doors,  to  5-sty  brk  and  stone  tenement; 
cost,  JfaSO;  George  Hahn,  2421  8th  av;  ar'ts,  Claflin  &  Kent,  27  E 
22d  St.— 2.J21. 

9th  av.  No  307.  partitions,  plumbing,  skylights,  to  4-sty  brk  and 
stone  store  and  tenement;  cost,  $3.."iO0;  Chas  Sweeney  and  K  S 
Tips.  21   Liberty  st;   ar't.   Alex  Willoner.  170.")  Bathgate  av. — 2537. 

10th  av.  No  054,  shaft,  partitions,  plumbing,  to  .j-sty  brk  and  stone 
store  and  tenement;  cost,  ,$1,400;  Sarah  H  and  Elizabeth  Patter- 
son. Croton  av,  Ossining.  N  Y;  ar't,  E  Wilbur,  120  Liberty  st. — 
2501. 

BOROUGH    OF    THE   BRONX. 

Kelly  St.  No  40,  3-sty  brk  extension.  I.'i,2xt2,  and  new  partitions, 
to  3-sty  brk  dwelling;  cost.  $1.0011;  Morris  F  Finkelstein.  l.'^S 
Canal  st;   ar'ts,   Moore  &  Landsiedel,   148th  st  and  3d  av. — .500. 

152d  St.  No  908,  add  1  sty  to  2-sty  frame  dwelling;  cost,  $1,.500; 
E  Eickhoft,  on  premises;   ar't,  Chris  F  Lohse,  027  Eagle  av.— 407. 

IGOth  St.  s  s.  142  e  Courtlandt  av.  move  3-sty  frame  tenement;  cost,. 
$2  500;  Henry  Robbiu,  913  Brook  av;  ar't,  M  J  Garvin,  3307  3d 
av.— 500. 

179th  st,  s  w  cor  Vyse  av,  new  show  window,  to  5-sty  brk  store  and 
tenement;  cost,  $."00;  Robt  Davis,  1110  Dawson  st;  ar't,  Albert  E 
Davis,  494  E  138th  si.— .501. 

189th  St.  s  w  cor  Lorillard  pi,  new  partitions,  &c,  to  2-sty  brk 
dormitory;  cost,  $2,000;  St  Josephs  Deaf  Mute  Institute,  on  prem- 
ises;  ar't,  M  J  Garvin,  3307  3d  av. — 505. 

214th  st,  s  s.  25  w  Maple  av.  1-sty  frame  extension.  18x0.2.  to 
3-sty  frame  store  and  dwelling;  cost.  .$300;,  P  Rabin,  192  White 
Plains  av;  ar't,  John  Davidson,  227th  st,  east  of  2d  av. — 502. 


224th  St.  s  s.  400  e  Barnes  av.  1-sty  frame  extension,  22x14,  to  2-sty 

frame  dwelling;  cost,  .$1..500;  Geo  Eciles,  on  premises;  ar't,  J  Mel-- 

ville  Lawrence,  239th   st  and  White  Plains  road.— 512. 
241st   St.   s   s,   .85   w   White   Plains   road,   new   partitions,   to   2iA-sty 

frame    dwelling;    cost,    $.S(X);    L    E   Field,    Mt    Vernon;    ar't,    Jas    H 

Perry,   2  Park  av,   Mt   Vernon.— 501). 
Bryant   av,  s  e  cor  Jennings  st,  move  and  new  partitions,  to  2V4-sty 

frame  dwelling;   cost.  $1,000;   Sam  Horowitz,  730  E  172d  st;.  ar"'t, 

Chas   S   Clark,   209   Tremont  av. — 198. 
Cedar  av.   e  s,  225  n  Sedgwick  av.  raise  to  new  grade,  2-sty  frame 

dwelling;    cost,    $1.0011;    Harry   Bauman,    on    premises;    ar't,    Fred 

Daram,  513  E  144th  St.— 510. 
Forest  av.  No  959.  new  bay  window,  new  partitions,  &c,  to  3-sty  and 

attic   frame  store  and   dwelling;    cost,   $900;    Michael   Saracino,   on 

premises;    ar't,   Alfred   D   Kehoe,   200   Broadway. — .507. 
Intervale  av,   Nos  1223  and   1225,   1-sty  frame   extension,   12x58,   to 

2   and   1-sty   frame   stable   and   shed;    cost,   $1  500;   John  Gass,   on 

premises;    ar't,   Herman    Horenberger,   682   B   159th   st,— 508. 
Melrose  av,  w  s,  75  s  153d  st.  add  1/2 -sty.  new  partitions.  &c,  to  2-sty 

and   attic   frame   dwelling;    cost,   $1,500;    Cavalino   Schwarz,   230th 

st;   ar't,  Gustav  Schwarz.  5.54  E  158th  st. — 513. 
Prospect  av,  e  s.  182  n  Freeman  st,  1-sty  frame  extension,  21x11.10 

and   15.3,    to   2-sty  frame   store  and   dwelling;    cost.   .$2,000;    Helen 

Strauss,    1370    Prospect    av;    ar't,    B    Ebeling.    West    Farms    road. 

—504. 

Tremont  av.  No  520,  move  214-sty  frame  dwelling;  cost.  $.500;  James 
Nolan.  .5'J3  Tremont  av;   ar't,  J  J  Vreeland,  2(119  Jerome  av.— .503. 

Willis  av,  w  s,  50  n  147th  st,  1  sty  added  and  new  doors  and  win- 
dows, to  2-sty  frame  dwelling;  cost,  $2,500;  Henry  N  Heinemann, 
Germany;    ar'ts,    Williamson   &   Bryan,   2990   3d   av. — 511. 

Webster  av.  s  e  cor  202d  st.  1-sty  frame  extension.  2.5x27.  to  2-sty 
frame  store  and  dwelling;  cost,  .$.".00;  Mina  Seiffert,  941  E  l.jOth 
st;    ar't,   John   C   W   Ruhl,   400   E   203d   St.— 499. 


For  other  Judgments  in  Foreclosure  Suits,  Lis 
Pendens,  Foreclosure  Suits,  Judgments,  Satisfied 
JudgmenLs,  Mechanic  Liens,  Building  Loan  Con- 
tracts, Satisfied  Mechanics'  Liens  and  Orders,  see 
pages  .~>14.  ,il.j  and  .~)11J. 

FILINGS    OF    SEPT.    21ST. 

LIS   PENDENS. 

23     TENEMENT     HOUSE     LIS     PENDENS. 

,  Sept.    21. 

Morris    av,    Nos    631    and    633.      Raffael    Luengo 

■  et  al  agt  Amodio  Dl  Tore  et  al;  action  to 
foreclose  mechanics  lien;  att'ys,  Appel  &^ 
Taylor. 
19th  St.  n  s.  l."i<)  w  7th  av,  50.1x101.6.  Chris- 
topher Murphy  et  al  agt  Percival  C  Ketterer 
et  al:  action  to  foreclose  mechanics  lien;  att'y, 

•S   H    Stuart. 


FORECLOSURE    SUITS. 

Sept.  21. 
l-'Oth  st,  s  s,  101)  w  8th  av,  .Wxim.ll.  Paul  M 
Herzog  agt  William  Slots  et  al;  att'y,  P  M 
Herzog. 
11th  st,  Nos  237  and  239  West.  Samuel  Rosen- 
berg agt  Scott  McLanahan  et  al;  att'y,  C 
Schwick. 

♦ • 

JUDGMENTS. 

21  Belts,    Basil    H— N   Archibald   Shaw 307.78 

21  Bolik,    John— Rafael    H    Gerstle 287.20 

21tBrink,    Alfred    D,    Jr— David    M    Armstrong. 

33O..J0 

21  Brown,    Zinolia— Edw   C    Smith    186.82 

21  Barnes.    Joseph    H — W    Frank    Keller;    pos- 
session   of   property    and    340.42 

21  Grouse,   Thomas  T— Edw  C   Smith 1.86.82 

21*Campbell.     Daniel — W     Frank    Keller;     pos- 
session   of   property   and    340.42 

21  Cappiello.  Michael— B  H  Ogden  Lumber  Co. 

21  Cantwell.    John   M — Wm   D   Cameron. ..  .3ii.;;;'. 

21  Campbell.   Geo  C— Nora  H  Rice I5i;4.'.i.s 

21   Davidowitz,    Herman— Dept   of   Health.  .2011.011 

21  Dunn.    Patrick    M— Soun    Bros    Co OTO.'.i.'. 

21  Davis,    Chas    L— Peter    Brown    1011.72 

21  Edelson,   Maurice  H— Geo  F  Hoffman  et  al. 

103.18 

21  Goldberg.  Abraham— Dep(  of  Health .  .202.00 
21   Harris.    Dr    Albert    &    Rosa — Consolidated 

Dental    Mfg    Co 102.22 

21  Hofman.  ,  Benjamin — S    Liebmann'a    Sous 

Brewing  Co 32.42 

21  Herrick.    Frederick    C— Emit    G    Schweitzer. 

50.47 

21  Hinchy.  Alexander — Moses  B  Leimer  ...41.20 
21  Jantzen,  Louis — Anton  Weiss  et  al.  ..  .274.6.*) 
21  Kesselman,    Joseph — Samuel    Blum   et   al.42.00 

21  Kovolek.     Louis— Dept    of    He.llth 262.00 

21  Kantrovitz.  Jonah — Charles  Goebin.  Jr..42.T.6.'i 
21  Klein.    Coleman— Joseph    Keen ...  .costs.    .SS.OS 

21  Lenuon,    Patrick— John    T    Arkison 04.02 

'21  Larsen.   Geo   B— Edwin   Marchmont 40.41 

21   Lewine.    Hyman— Charles    Goeben.    Jr.  .42o.6.'> 

21   Leituer.    Jacob— Bremier    Silk    Co 118.43 

21  Manasha.    Abraham— Louis   Stern   et   al..2.3.80 
21  Mierowitz,     Philip— Niagara     Wood     Work- 
ing Co   3,119.33 


21 

21 
21 
21 

21 
21 
21 

21 

21 
21 
21 
21 

21 
21 

21 
21 
21 

21 
21 
21 

21 
21 


Marcus,    Nathan    W— Isaac    L    Miller   et   al. 

163.71 

Plumbley,    Frederick— Dept    of    Health. 260.00 

the    same— the    same     260.01) 

Powers,  Samuel  E  &  Frank— Nason  Mfg  Co. 

101. 'iM 

Peters.    Clara— Michael    H    Harris 89.31 

Pollack,    Harry— Benjamin    F    Poth.  ..  .146.80 
Pritchard,    Andrew   E— Geo    H   Limbach 

1,713.14 

Picone,    Guiseppe— B   H   Ogden   Lumber   Co. 

48.76 

Pipitone,    Andrea the   same    48.76 

Perrella,     Pietro the    same     48.76 

Pedoto.    Antonio the    same    48.76 

Roberts,   Katherine  S— Myron  H  Oppenheim 

44.41 

Rose.    Morris    B— Jefferson    Bank 279.91 

Roggenslein,    William— Jacob   Sganger  et  al 

17.41 

Ries,    Jaques— Morris    H    Woodner 2.53.41 

Roberts,     Katherine    S— Auto    Mart.  ..  .142.80 
Scanlon.    Daniel    F— Morris   Rosenfleld  et   al 

.83.38 


Somers,    Mary    M— Lena    Kahn 22.13 

the  same Royal  Beef  Co 69.00 

Sabin,    Abraham   R— Bernard   Levison   et  al. 

021.77 

Sutcliff,   Walter— Belden   J   Rogers  et  al. 38.00 

Trapp.    Ivar— J    Wenshman    &    Co 115.06 

Ury.   Alfred  A— Waterbury  Farrell  Foundry 

&     Machine     Co 374.51 

Wagner.    Philip— Dept    of    Health 200.0'0 

White,    Mary— Alfred    Weil    .52.67 

Waybright,   Bshaman  W— N  Y  Club.  ...  112.26 

Wiley.   Samuel  R— City  of  N  Y 17,014.06 

Young,    Samuel   T— Geo   Fox   et   al 94.21 

Zerillo,  Antonio  &  Frank— Patrick  Dowd. 97.22 

CORPORATIONS. 
Winslow   Realty   Co— A   C   Roder   &   Co. 216.21 
Jumel    Realtv    &    Construction    Co — Niagara 

Wood    Working    Co 3,110.;S 

James  F  Disken  &  Co— Paul  Pfotenhauer  et 

al    259.62 

Flash    Self-Lighting    Mantel    Co— Henry    M 

Stevenson     .3.50.75 

Royal    Engraving   Co— Associated   Merchants 

of  N  Y    108.41 

The    American    Watchman's    Time    Detector 

Co— Metropolitan    Printing    Co 117.26 

The  .\ew  Production  Co— H  Alden  Rice. 519.41 


SATISFIED  JUDGMENTS. 

Bradv.    Edw    B— L   Stein.    10114    '287.42 

Le  Femina.  Gennaro — A  Arsene  et  al.  1001.3,85.34 
Mollenick,  Sarah— H  Margolya  et  al.  1905.4.56..S3 
0:ivo'ti.    Alexander— A   Davies   et   al.    18.88.2.82.30 

"Samuel,    Lewis    S— M    S    Hart.    1900 15. ,8.50. 'JO 

"Same G   Gloeckner.      19O0    322.74 

Weinding.   Albert  L— F  C  He.ss.   1005 144.41 


MECHANICS'  LIENS. 

Sept.    21. 
40.5— 31st  St.   No  9  West.     McDougall  &  Potter 

agt    Alfred    Nelson   and   C   G   FIvgare    &   Co. 

802.08 

4r») — Lexington  av.  No  1396.     L  S  Metzger  agt 

I    Friedman   &   Ettinger 22.50 

407 — Broad    st.     No    49.       George    Runey    agt 

Lewis  A  Mitchell  &  Joseph  Priore 943.40 


408— 2d  av,  e  s.  whole  front  between  99th  and 
100th  sts,  200xlOUx  Irreg.  Leon  Neel  agt 
Hauben    Realty    Co 2.002.50 

40»— (iOth  st,  s  s,  1.50  w  Avenue  A,  125x100. 
M  Eberhardt  &  Son  agt  Gustav  Wacht  & 
David    Levine     494.33 

210— Walker  st.  Nos  78  and  80.  Amos  &  Clark 
agt    Tudor    Construction    Co 375.11 


BUILDING  LOAN  CONTRACTS. 

Sept.    21. 

32d  St.  s  s,  100  e  2d  av,  49x98.9.  The  City 
Mortgage  Co  loans  Barnet  Levy  to  erect  a 
6-sty    tenement:    7    payments    40,000 

35th  st,  s  s.  221.3  w  Lexington  av.  18.9x100.5. 
Same  loans  Robert  B  Roosevelt,  Jr,  to  erect 
a    5-sty    dwelling:    9    paymen's 40.000 


SATISFIED  MECHANICS'  LIENS. 

Sept.    21. 

Grant  av.  e  s,  ;i2.2  n  165th  st.  Geo  M  Flogus 
agt  Whitney  Construction  Co.  (Sept  12, 
1006) 41.25 

Allen  St.  Nos  23  and  25.  Jordan  &  Fox  agt 
Moses    Harris    et    al.       (Aug    9.    1008) ... 400.00 

77th  s'.  No  64  ■ft'est.  C  C  Bohn  Electric  Co 
agl  Julius  Hermann  et  al.  (Aug  28.  1906) 
54.0f. 


JUDGMENTS     IN     FORECLOSURE 
SUITS. 

Sept.   l4. 

Tiffany  st.  e  s,  intersection  s  w  s,  169th  st, 
KiOx  H6-2x  irreg.  Arthur  Knox  agt  Flood 
Construction  Co  et  al;  Herbert  A  Knox,  att'y; 
Thomas  F  Gilroy,  Jr,  ref.  (Amt  due, 
Ifll, 165.65.) 

1'20  h  st.  No  416  East.  Hermine  Hinze  agt 
Pauline  Winter  et  al:  Edward  Miehling,  att'ys 
Isham   Henderson,  ref.      (Amt  due.  .fl5.408.25.) 

Ryer  av.  s  w  cor  183d  st.  runs  s  144  x  w  133  x 
n  .50  X  e  .50  x  n  03  x  e  68  to  beginning.  Chas 
F  Rabell  agt  David  Murphy  et  al;  Burlock  E 
Rabell,  att'y:  Adolph  Stern,  ref.  (Amt  due, 
.$4.5:^8.66.) 

Sept.    15. 
150'h  St.  n  s,  225  e  Amsterdam  av,  25x98.  Maria 

W    Dittmar    agt    Abram    Hoffman    et    al;    Gug- 

genheimer.     Untermyer     &     Marshall,     att'ys; 

Moses  J  Sneudaira,   ref.      (Amt  due.   $1.. 346. 10.) 
Blee?ker  st,  s  s,  25  w  Broadway,  25x125.     Adam 

Neuman     agt     Ernestine     Von     Munster    et    al; 

Wesselman   &    Kraus     att'ys;    Edw    D   O'Brien, 

ref.      (Amt   due.   .$3.0i7. 1 

Sept.    17. 

No  Judgments   in  Foreclosure  filed   this  day. 

Se^t.    18. 

Sedgwick  av.    w  s.   716  5  n   River  View  Terrace. 

103,'2xl,S7  Ilxl(i5,2xl53,7.      East    River    Savings 

Bank   agt   LiUiin   J    R    Hilton   et   al:    Hitchings 

&  Palliser.  att'ys;  Frank  D  Pavey.  ref.     (Amt 

due,   $21,209.08.) 

Sent.    20. 
27' h  St.   n  s.   95  w  Madison   av,   .50.\98.9.     Cedar 

Street  Co  agt   Wills   Realty  &  Construction  Co 

et  al;  John  M  Stoddard,  att'y;  Abraham  Sferh 

ref.      (Amt  due.  $185,606.19.) 
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STRUCTURAL    AND    ORNAMENTAL 


IRON  WORK 


HARRIS  H.  URIS 

pQp  OFFICE    AND    WORKS 

BUILDINGS  525-535    W.    26th    ST. 

TELEPHONE,    1835-6   CHELSEA 


US   PENDENS. 

Sept.  15. 


Suffolk    St.    No    172.      Max   Morrison   et   al    agt 
Louis     Gordon     et     al;     specific     performance; 
atty,    S   N   Tuckman. 

Sept.   17. 

Idth  St,  s  s,  208  e  Avenue  A,  50x102.2.  Louis 
Druskln  et  al  agt  David  Feisensohn;  action 
to  declare  lien;  att'ys,   Einsobn  &  Siegel. 

13Sth  St,  s  s.  215  e  Brook  av,  OO.lOxliJO.  Abra- 
ham Greenberg  agt  Northwestern  Realty  Co; 
action  to  declare  vendee's  lien;  att'y,  I  Wit- 
kind. 

13Sth  St.  s  s.  115  e  Brook  av,  100x100.  Cole- 
man Ebb  et  al  agt  same:  action  to  declare 
vendee's  lien;  att'y,  I  Witkind. 

■Washington  av.  No  HS8.  Chas  H  Smith  trus- 
tee agt  Rose  Hammer  Individ  and  trustee  et 
al:  action  to  establish  trust;  att'y,  C  H  Smith. 

135th  St.  n  s,  l.'JO  w  Lenox  av.  400x100.  Joseph 
L  Mayer  et  al  agt  Abraham  Silverson  et  al; 
action  to  foreclose  mechanics  lien;  att'y,  J 
Kohler. 

4th  av.  No  SO.  Isidor  Freid  agt  Alfred  Van 
Beuren;  specific  performance;  att'y,  W  F 
Clare. 

Essex  St.  No  42.  Jacob  Levy  agt  Isaac  Hoff- 
man; specific  performance;  att'ys,  Engel,  En- 
gel   &   Oppenheimer. 

125th  St,  s  s,  20t)  w  Lenox  av,  25x100.  Sex- 
smith  &  Hauser  Co  agt  Harry  Levey  et  al: 
action  to  fOieclose  mechanics  lieu;  att'y,  H  D 
Cohen. 

Sept.   18. 

Lots  05,  OG,  07,  101,  102,  103,  136.  137,  13S, 
130,  141  and  B  and  C  map  of  South  Wash- 
iiigtouville,  Bionx.  Geo  H  Herrmann  et  al 
agt  Magdaleud  Herrmann  et  al;  partition; 
atty.    A   H    Wadick. 

131st  St,   s  s,   24U  w   7th  av,  45x00.11.  I 

128th  St,   No  152  West.  | 

Jeremiah  Keyser  et  al  agt  Augusta  Mead  et 
al:   partition:   att'ys.   Perkins  &  Butler. 

140th  St,  5  s.  400  c  Slh  av,  40,^09.11.  Fleisch- 
manu  Realty  &  Construction  Co  agt  Mayer  & 
Hoflnian  et  al;  action  to  establish  lien:  att'ys. 
Hays  &    Hershfield. 

4Gth  St,  n  s,  205  e  0th  av,  55x100  5.  Emil  W 
Klappert  agt  Laugham  Realty  Co;  action  to 
foreclose  mechanics  lien:  att'ys,  Wesselmau  & 
Kraus. 

Walton  av,  n  w  cor  160th  st,  100.8xl26.0xl00x 
116.2.  I 

Clarke  pi.  s  s,  205.7  w  Walton  av,  50x100.  I 

Monroe   av,   s   w   cor    174th   st,    100x100. 
Weeks  st,  w  s,  100  n  174th  st,  50x100.  | 

Claike  pi.  s  s.  214.0  e  Central  av,  25x100.  | 

Patrick  F  Goffi  agt  Ignatius  F  I  O'Rourke  et 
al:  action  to  declare  deed  void;  att'y,  L 
Steckler. 
134th  st,  Nos  11  to  17  East.  Isaac  Meister 
et  al  agt  Jacob  Levy:  action  to  impress  ven- 
dee's lien;  att'y.  E  A  Isaacs. 
10th  st,  n  s.  150  w  7th  av,  50x100.2.  Christo- 
pher Murphy  et  al  agt  C  P  Ketterer  Co  et  al: 
action  to  foreclose  mechanics  lien;  att'y,  S  H 
Stuart. 

Sept.    10. 

08th  st.  No  213  East.  Charles  Yudelson  agt 
Philip  Bachrach  (action  to  rescind  contract); 
att'y.    C   Schwick. 

138th  St.  s  s,  550  e  Willis  av,  16..Sxl00,  and  other 
property  in  Kings  County.  Frederick  Kettell 
agt  Ruth  Kettell  et  al  Individ  and  exrs  et  al; 
partit.on:    att'y,   H.    W.    Schmitz. 

3d  av.  Nos  18S5  and  1887.  Isaac  Schwartz  agt 
Jacob  Klingenstein:  action  to  foreclose  me- 
chanic's  lien:   att'y,   H   Kuntz. 

126th  st,  n  s.  00  w  4th  av,  20x00.11,  and  other 
properly  in  Herkimer  and  Westchester  Coun- 
ties. Annie  G  See  agt  Sarah  K  Goodman  Indi- 
vid and  exr  et  al;  partition:  att'y.  C  A  Hess. 

Washington  av.  No  1071.  Simon  Friedberg  agt 
Isaac  Hyman  et  al;  specific  performance;  att'ys. 
Moss   &   Feiner. 


FORECLOSURE   SUITS. 

Sept.  15. 

Stebbins  av,  e  s.  303.0  n  Westchester  av.  50x 
80.  Jessie  Mark  agt  Eastern  Crown  Realty 
Co  et  al;  att'y,  H  A  Brann. 

Amsterdam  av,  s  e  cor  125th  st,  25.2xl25x 
irregular.  Samuel  M  Cohen  agt  Max  Lipman 
et  al:   att'ys.   Wolf,   Kohn  &  lUlman. 

Aqueduct  av.  s  e  cor  Fordham  pi.  25.4x02x25x 
87.9.  Margaret  Kerby  agt  Albert  C  McMillan 
et  al;  att'ys,  Blandy,  Mooney  &  Shipman. 

Sept.  17. 

85th  st,  s  s,  110  w  Avenue  A,  7.5x102.2.  Abra- 
ham Silverson  agt  Samuel  Kaufman  et  al- 
att'ys.   Arnstein   &   Levy. 

62d  St.  .\o  210  West.  Harry  Saltzman  agt  Louis 
Goldberg  et  al;  att'y,   H  Kuntz. 

Sept.   18. 

114th  St.  Nos  145  and  147  East.  I 

Lexington    av.    No    1846. 


State  Bank  agt  Harry  Levinsohn  et  al;  att'ys, 

J  J  &  A  Lyons. 
08th    st,    n    s,    100    e    Columbus    av,    25x100.11. 

John    .McL    Nash    trustee   agt   Otto   Rehfeldt   et 

al;   att'ys,   Nash  &  Jones. 
100th    st,    s    s,    51    e    Park    av,    25x75.      Joseph 

Rosenzweig    agt    Max    Rosh    et    al;    att'y,    A 

Bloch. 

Madison  st.  No  286.  Joseph  Cans  agt  Barnet 
Fishman    et   al;    att'y.    J    Gans. 

Sept.   19. 

Mulberry  st.  No  46.  Henry  D  F  Weekes  agt 
Carmine  Cava  et  al;  att'ys,   Weekes  &  Foster. 

7th  av,  s  w  cor  142d  st,  34.6x75.  Jacob  Drucker 
agt  Isidor  Blumenkrohn  et  al;  att'y,  M  H  Hay- 
man. 

Mapes  av,  w  s,  240.4  n  180th  st,  26x145.3.  James 
J  Phelan  et  al  agt  Benjamin  Hochbaum  et  al; 
att'ys,   Blandy,    Mooney   &   Shipman. 

Sept.    20. 

West  End  av,  e  s,  62.2  s  84th  st,  15.4x100.  Met- 
ropolitan Life  Ins  Co  agt  Chas  F  Rogers  et 
al:   att'ys,   Ritch,   Woodford,    Bovee  &  Butcher. 

Water  st.  s  e  s.  interse^-tion  s  w  s  Wall  st.  40. ijc 
65.2x40.6x64.3.  Cedar  Street  Co  agt  Jauncey 
Co  et  al:   att'y,   R  T  Babbage. 

l.")0:h  st,  s  s.  100  w  Sth  av.  lOO.icOO.ll.  Paul  M 
Herzcg  trustee  agt  'William  Soltz  et  al;  att'y, 
P    M    Herzog. 

Sth  av,  s  e  cor  140th  st,  14.11x100.  John  Katz- 
man  agt  Louis  Weiustein  et  al;  att'y,  P  M 
Herzog. 

125th  St.  No  .33  West.  Adolf  H  Landoker  agt 
Wm  J    Kelly;    att'y,   J   ^V  Quinn. 


JUDGMENTS. 


In  these  lists  of  Judgments  the  names  alpha- 
betically arranged  and  which  are  first  on  each 
line,  are  those  of  the  judgment  debtor.  The  let- 
ter (D)  means  judgment  for  deficiency.  (•) 
means  not  summoned,  (t)  signifies  that  the  first 
name  is  fictitious,  real  name  being  unknown. 
Judgments  entered  during  the  week  and  satisfied 
before  day  of  publication,  do  not  appear  in  this 
column,  but  in  list  of  Satisfied  Judgments. 

The  Judgments  filed  against  corporations,  etc., 
will   be  found  at  the  end  of  the  list. 


Sept.  ■   ■*,'IB 

15  Andrews,  John  B— Eagle  Roller  Mill  Co. 84. 71 

17  Allen.  James  L — Frederick  Weil 64S  :J4 

17  Allmaras.    Henry— Pettit    &    Ried 74.07 

IS  Arnold,  Frank  B— Alfred  S  Buckman.  .146.09 
IS  Anderson,     Frederick    G — Walter    C    Hatch 

el  al 342.40 

10  Anson,  Franklin  R— Wm  W  Astor $100.16 

10  Alexander,    Benjamin— Alexander   A    Kahn.. 

155.43 

20  Ackerman,    Adam   J— Salustiano   Fernandez. 

50.15 

15  Bishop.    John    H— Art    Typo    Realty    Co    of 

Greater    N    Y 545.75 

15  Butler,    Carrie    M— Samuel    Lewis 72,31 

17  Brown,    Garry— Chas    S    Wilson 202.70 

17  Berkowitz.  Wm  F— John  F  Carretto 134.66 

17  Bloyein,    Simon— Frank    C    Sunderlin   et   al. 

40.31 

18  Boush,   Hattie  G — Christian  Loetscher  et  al. 

419.31 

18  Brown,   Mary*  and  Max— Samuel  Glaser. 22.65 

IS  Berge.   John— Max   D  Sfeuer  et  al 3:;0.ni 

18  Beecher,  Herbert  W— William  Wetstein.  180.06 
18  Berger.  Chas  K— Ferdinand  W  Geiler.  ..95.42 
18  Biviatto.   Joseph  S— James  E  Nichols  et  al. 

^.125.00 

18  Bliss,  Edwin  W— Adelia  D  Ireland 444  40 

10  Boeckh.   Charles- Seigel  Cooper  Co 05.54 

19  Bourne.    Robert    W— Robert    D   Jones 30.71 

10  Bidwell,    Geo   W— Marie   Ruben 216.17 

10  Burdracco.    Samuel    J— James   A   Somers 

103.40 

10  Benne,    Fernando  W— Nassau   Electric   R   R 
Co 65.42 

20  Bolik.     John— Ballou     Dickson     Co .35.40 

15  Cohen.    Louis— James    Lurie .5208 

17  Cossitt,     Geraldine     S— Gotham    Automabile 

Co costs.    32.31 

17  Cossitt,    Archie   M the    same costs.    22.31 

17  CrocoU,     Wm     J— Michael     Roettinger.  .344.71 

18  Colman,    Charles— Thomas    I    Hovell 387  41 

18  Creamer.  Joseph  M— Robert  J  Haddock.. 33. 34 
IStCherry,  Wm  S  or  Dr  W  S— Morris  Rollinck. 

82.41 

18  Cucchiarelli,    Domenico— Lenox  Constrnction 

Co costs,   23.01 

18  Clark,    Geo  A— U   S  Lithographing  Co.. 108.91 
IS  Congdon.    Joseph   M   and   Glen   M    (not  sum- 
moned)   and   Robert   E— Lawyers   Coopera- 
tive   Pub    Co 76.24 

18  Curran.    Margaret    A— Samuel    Kessler.  .84.00 

18  Carpenter.   Edna  M— John  W  Aitken.  .1,350.51 

19  Chavarri,    Edw   W— Elise  L  Peysson 131.09 

10  Cass,    Michael   W— Stanislaus    W   Tuckman. 

20.41 

10  Cohen.    Louis— Samuel    Klatzko 422.00 

20  Conried.    Alexander— Joseph    H    Senner. 740.82 

17  Denaton.     Jules — George    Schwegler 44.41 

17  Dildarian.    Wishan    H— City   of    N    Y ,5.30.10 

17  Duffy.    Edward— Bart    Dunn 786  32 

17  De   Van,    Charles.  .Acker.    Merrall   &   Condit 

Co 19.79 

18  Day.    Claude   F— U   T    Hungerford   Brass   & 

Copper  Co 888.90 


l.-i  De  Lew.   Sidney— Nelson  H  Crane 46  12 

16  Douglass,     Anna     M     or     Marie— Phrenitor 

Real   Co 27140 

IS  Dewey,    Wm    C— Wm    D    Bloodgood   et   al.' 

1,571.05 

10  Dunn.   Jacob— Chas  W  Raub 119  93 

li   Ebling,  NelGon  W— Acker,  Merrall  &  Condit 

Co 466.67 

JLS'^'"^'"''    Joseph— Joseph    Block    et    al... 199.99 
lS|i.gerton,    Minnie    C— Herman    Oppenheimer 

25.63 

15  Fenlchel.  Herman— Vito  Contessa  et  al.532  75 

1<_  Fish.    Royal— Thomas    Reed 103.76 

li   Finora,     Joseph— Leo     Schlesinger 141.48 

18  Feldman,      Adolf- International      Wine      & 

Liquor   Co 90  57 

18  Finnerty,    William    and    Michael— Jaiiies    E 

Nichols    et    al 412  12 

18  Flood,   Timothy- John  F  Sleeves  et  al..l3o!20 

18  Foley,    Thomas    P— Swift    &    Co 258  94 

10  Friedland,    Annie— Jacob    C    Heinsheimer   et 

,.     al   617.30' 

1.7  Geiger.    Louis— Joseph    Geiger 119  65 

1;)  Gibbs.  Harry  A— Emily  M  Melting  el  al. 83.31 
15  Garten,    Antonio- New    Amsterdam    Gas   Co 

,_  „ 40.12 

li   Grossman.       William      J      Nathan— Colman 

Nassberg   208.83 

17  Goldstein.  Samuel  H— City  of  N  Y 189  08 

17  Glover,    Edward the    same 700.51 

17  Glickman,     Isidor the    same 3564 

17  Gillespie,    James    J the    same 198.21 

17  Grossbart.     Frank the    same 189.08 

17  Gurian,    Alexander the    same 189.08 

17  Gloeckner,    Richard   O the   same 530.11 

17  Gitsky,     Louis the    same 189.08 

17*Gerich.    Emil— Pettit    &    Reed 74.07 

18  Guttman.   Adam— Samuel  M  Hyman 59  65 

IS  Grace.    Robert    S— City  of   N   Y 359.58 

IS  Goldberg,     Samuel the     same 189.08 

18  Grossman,    Jacob the    same 516.46 

IS  Goodenough.    Wm   E the  same    700.51 

IS  Goldstein.    Morris the    same 189.08 

IS  Gwynn,    St    Chas   B the   same 35.64 

IS  Garmier,     Louis the    same 189.08 

18  Gubner.    Adolph— Alfred    C    Duponl 102  41 

18  Gotthelf,     Benjamin— Estella    Gotlhelf 

costs,   69.30 

Hcrdtfelder,     Albert- New    Amsterdam    Gas 

Co 38.72 

Hillman,    Morris— City   of   N   Y 103.84 

Hill.  Thomas  J— Thomas  A  Hill 32.67 

the    same the   same costs,    30.00 

Hutchinson,  James  M— German  Grob  &  Son. 

100.53 

18  Harris.     Jacob— Moses     Seligman 543.37 

10  Hollander,    Sidney— Moses   Horwitz 200.30 

20  Harding,    Geo    E— Acker,    Merrall    &    Gondii 

Co 145.01 

20  Harris,    Frederic    P— Maynard    N    Clement. 

1.820.82 

20  Holden,  Lawrence  E— Valvoline  Oil  Co.. 64.37 

17  Jennings.  James— Harry  C  Fielder 175.32 

IS  Johnson,  James— City  of  N  Y 359.58 

18  Jones.    James    A the    same 189.08 

10  Jennings.   Jame.s— Frank   D   Sampson 249.76 

10  Johnson,  Chas  M— City  of  N  Y 198.21 

10  Johnson,   John  B the  same 198.21 

17  Knapp,    Luke— Syracuse   Paper   &   Pulp   Co. 

51.29 

17  Kirby,    Wayward    S— Recreation    Magazine. 

110.91 

17  Kelt,     Eliza- Maurice     Heuman 145.83 

17  Kelso,     Henry— City    of    N    Y 189.08 

17  Kanarah,     David the    same 359.58 

17  Koppen,    William the    same 189.08 

17  Kalchheim,    Henry the   same 52.69 

17  Kohn.   Emerich— Press  Pub  Co 30.81 

17  Kramer.    John— City    of    N    Y 700.51 

IS  Kimball,    Frederick    W— City   of   N   Y.  .530.10 

18  Kenney,    James the    same 530.10 

IS  Kazis.     Demetrius the    same 189.08 

18  Kaufhold.     August the     same 180.08 

18  Kalz.     Julius the     same 359..')8 

18  Klein.     Morris the    same 180.08 

IS  Karpofsky.    Benjamin the    same 359.08 

18  Kaplan,  Henry — Nassau  Newspaper  Delivery 

Express   Co 171.71 

18  Kiss,    Frank— Duryea    &    Potter 699.28 

18  the    same the    same 551. (iS 

19  Klein.  Louis — Louis  Loos  et  al 35.83 

10  Koelzle.   George— Frank  A  Hull 14.41 

10  Kennedy.  Kate,  admr.x— Frank  Rowe.  .^  .355.61 
10  Karounos,  Peter- Brooklyn  Heights  R  R  Co. 

589.68 

18  Leet,   Emily   M— Sophie   Cohn 29.93 

18  Levy,  Louis— City  of  N  Y 189.08 

18  Lawsen,    David the    same 180.08 

IS  Lilienstein.     Solon     B— Prank    Cosapinta.  .2.00 

10  Lent,   Frank  A— John  F  Erdmann 30.09 

10  Lehnert,    George — Alexander   A   Kahn...  155. 45 

19  Lipshitz.  Abraham— Lewin  &  Zussman..  .27.39 

15  Medetcsky.  Harry— J  C  Bogert  Co 28.90 

15  Meyer.  Anton— Rapid  Safety  Fire  Extin- 
guisher Co   of   N  Y 8.91 

15  McGiehan,  Cornelius — New  Amsterdam  Gas 
Co 32.65 

17  Moriarty,  John  J — McDougall  &  Potter  Co. 
60.13 

17  Miller,    Nathan— Henry    Kuntz 162.22 

17  Mathews,    Andrew    W — Henry    Saltzman 

costs,  150.(X) 

18  Milberg,    Letta— Nathan    Barken 91.16 

18  Majud,    Joseph— Leon   Raniaiky   et   al 70.11 

18  Mendell.    Julius    L— Horace    De   Lisser.  .260.10 
10  Meader.  John  F— Columbia  Ins  Co  of  Jersey 

City  24.16 

10  Morlot,   Ernest— Elise   L   Peyssen 131.99 

10  Mevers.    Sigmund — James   T    Finn 53.36 

10  Merrill.  Robert— Belden  J  Rogers  et  al.. 263.00 

19  Meyer.    Albert   A— Leo    Schlesinger 1,004.62 

20  Matthez,    Louis    H— EOied    Bros    &    Brown. 

, 81,52 


The  text  of  these  pages  \s  copyriglited,     All  rights  are  reserved.         Notice  Is  hereby  given  that  infringement  will  lead  to  prosecution. 
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HECLA  IRON  WORKS 

I  North    iOth,  Mth  and  12th  STREETS 


BROOKLYN, 

2(1  Menzies.    Frederic  W— Ellen  Moore 00.67 

20  McNelly,  Thomas  J— Brett  Lithographing  Co 

525.68 

15  Nolan,   Catherine — New  Amsterdam  Gas  Co. 

32.29 

17  Noakes,    Edw    G— Geo    P    Gerrish 418.53 

17  Nunnally,  Florence,  Wm  A.  Blakeley,  Ray- 
mond  and   Alma— Chas   D    Robinson 

costs,   127.15 

17  Netterwald,    Georgiana— Peter    Daly 

costs,  32.61 

18'Neufeld,     Morris    and    Charles— Arthur     C 
Brady 523.09 

19  Neuteld,    Charles*    &    Maurice — Andrew    J 

Brady   et  al    307.70 

20  Neuteld,    Charles*    &   Maurice— Brady   Bros. 

368.92 

18  Plimmer,    Walter    J— Harry    Laski 172.21 

18  Pauli,   Geo  W— City  of  N   Y.... 35.64 

18  Plattner,   Chas   H the   same 700.51 

18*Pertmutter,  Samuel— Arthur  C  Brady.. 532.09 
19*Perlmutter.   Samuel— Andrew  J  Brady  et  al. 

307.70 

19  Petroville,    Nicholas— City    of    N    Y 189.08 

19  Powell,    Dwight  C the  same   530.10 

19  Post,     John the    same     1,382.58 

19  Potashinsky,  Isaac  P the  same   189.08 

19  Putney,     Albert the    same     359,58 

19  Park,   Isaac- — the  same    1,041.65 

19  Price,    Phillip the    same    359.58 

19  Parker,    Geo    M the    same    359.58 

19  Patterson,  Geo  A the  same  189.08 

19  Pulton,    Snowden the    same    189.08 

19  Porter.   P  Dwight-' the  same    359.58 

20*Perlmutter,     Samuel— Brady    Bros     368.92 

15  Rothenstein,    Emil— Frederick   Schroeder. 69.86 

17  Richman,    Louis — Kalamazoo    Const    C0..35.62 

18  Robinson,    Da\id   C— Simon   Finck 51.31 

18  Rice,  Nora-^Herman  H  Oppenheimer.  .108.29 
18  Raben,    Lorenz   H— James   E   Nichols   et   al. 

..    ..    127.19 

18  Russell,  Geo  M*  and  Mary  C— Q  R  Shepard 

Engineering  &  Const  Co 85.03 

19  Robertson,    Wm    B— Siegel-Cooper    Co.. 257.32 

19  Russell,    Charles— Robert    J    Kelly 30.41 

19  Russell,  Thomas  K— James  R  Hayden.  .167.74 
19  Riordan,  Thomas  J— Joseph  F  Morgan.  147.29 

19         the    same- — the    same    276.39 

19  Roeco.    Frank— J    &    M    Hatfen    Brew    Co. 

341.02 

19         the  same the  same    324.37 

19  Rosen,    Charles— Sarah    Israelsky 36.67 

20  Robinson,  Chas  L — Frieda  Zwicker  ....78.00 
15  StaOa,  Antonia— Victor  Plsani  et  al.. 195.91 
15  Schlesinger,   Abraham— Vito  Contessa  et  al. 

-.. 532.75 

15tSpivach,   Frank— Harry   Eising  et  al 181.88 

15  Stevens,  Edward- Henry  W  Hill  et  al. 1,143.77 
15  Sonneborn,     Selma— Seymour    Oppenheimer. 

76.61 

17  Schlessler,    Nathan— Chas   L    Bernheimer   et 

al 6,155.99 

17  Steinberg,  William— Colman  Nassberg. .208.83 
17  Schorer,    Martha   L — Albert   Newkirk   et   al. 

QOQ  OS 

17  SoiomonV  Henry '  j— MiilJon  s'  Simon'. 27.72 

17  Sidar,    Isidor    E the    same 27.72 

17  Stearns,    John— Mary    E    Jackson 138.82 

17  the    same the    same 138.22 

18  Sire.  Meyer  L— Broadway  Cortlandt  Co.  154. 75 
18  Skolinsky,   Max— G   T   Lawrence  &   Gregory 

Co    49.42 

18  Sherman,  Thomas  H— Northampton  Portland 

Cement  Co 847.53 

18  Schafer,   Victor  H— Natl   Printing   Co.... 93.30 

18  Sunok,    Joseph    I— William    Lutzins 530.83 

19  Steiuhauser,     Rachael — Sarah     Pearl    et    ai. 

17.65 

19  Silver,    Annie — Nathan   Herman    113.40 

1-    Schacter,    Geo   F— Jacob   Deshel   et  al.. 328.27 

19  Shipman,  Edwin  H— Orlando  P  Metcalf  .244.40 

20  Siebert.    Julius    H— Edw    V    Slauson 180.33 

20  Simpson,    Wm    E— Crandall    &    Godley    Co. 

138.31 

17  Theiss,    Mortimer   M — James   J   Haack.. 433.25 

17         the   same the   same costs,   36.40 

17  Tomproe,    Peter— Samuel    Ginsberg 242.65 

19  Talperin.    Nathan— I    Henry    Harris. ..  .115.17 

20  Tilton,    Ralph— James    McCreery    &    Co.273.44 

20  Towne,    Chas  A— Jacob   Brodie    1,317.47 

20  Toole,     John     C— William     Keyel 42.10 

20  Travers.  Byron— Corn  Exchange  Bank.  .196.33 

15  Union,    Harry— Leslie    B    Thompson 142.61 

19  Utley.    Wallace   H— Frederic   N    Wilson.  .30.67 

17  Vander    Linden,    Ammon— Henry    Leis..44.83 

18  Voss,  Mary  admrx— Chas  H  Luedeke. 1,042.03 
17  Watt,  Eugene  B— Recreation  Magazine. 110.91 
17  Walsh,   Wm  J— John   Brownson    (Rev).  .158.33 

17  Walker,    Charles— Daniel    Sullivan 39.34 

18*Wideman,    Morris — Leon    Kamanisky    et    al. 

70.11 

18  Witte,    Annie*    and    William— Paul    Scherb- 

ner    Iron    Works 46.21 

10  Wadamori,     Kikugiro- Edw    A    Raymond. 

85.66 

19  Weber,    Ernest,    Jr— Chas    F    Stone,    Jr,    et 

al    3,605.63 

19  Wessen.  Michael — Louis  Rosenberg  et  al.70.43 
19  Wessels,    Edw   J— Ralph    Granger    74.40 

19  the    same the    same    74.40 

20  Williams.   Edwin  O— Emma  L  Shaw.  .1,256.51 

17  Zuckerman,    Harry— Marcus    Hillman 34.65 

18  Zillmah,  Joseph  B— Felix  Vander  Bucht. 34.81 
19 -Zuckerman,   Samuel— Chas  W  Raub. ..  .119.93 

CORPORATIONS. 
15  Long    Island    R    R    Co— Nathan    J    Packard 

et  al 1,012.50 

15  The  Solid  Petroleum  Fuel  Co— Atlantic  Ba- 

-"    sin  Iron   Works 153.15 

15  Joseph  S  Qualey  Co— Fidelity  &  Casualty  Co 

.:  ;  QJ.N   Y... 90.27 

15?TJ3e; -Jersey,  City,  Water  ,  Supply    Co — ^the-  : 

-t.  same..   ..    ..   .. ...; .,.90Ja7 

15  T- fi   Smith:   fc-Co—WestlngHonse -Machine    ■ 
Co 2,719.82 
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AND 

IRON  WORK 


15  Herter  Realty  Co — New  Amsterdam  Gas  Co. 

33^  80 
17  a'  P  Sichel"  Co— B  C  Flaccu's  Co..'..'.'.'.  .164.75 
17  D    J    McConley   Co— Michael    Lakner    et   al. 

3,947.35 

17  Harlem  Cornice  &  Roofing  Co— Harry  Saltz- 

man    ., costs,    150.00 

17  American    Millinery    Co — Rosa   Costa 45.18 

17  John   Koerber   Co— City  of   N  Y 35.64 

18  Motor    Top    Co — Benjamin    Silverstein 65.85 

IS  O'Shea     Contracting     Co — McKiernan     Drill 

Co 177.28 

19  J    Sarou's    Sheet    Metal    Works— John    Cas- 

mento    et    al    124.41 

19  Atlantic    Improvement    Co— Wm    W    Astor. 

190.16 

19  N    Y    Leather    Belting    Co— Oneida    Steel 

Pulley     Co 925.43 

19  Constant   Co— Witherbee   Igniter   Co 

costs,  22.96 

19  N  Y  Paint  Putty  &  Whiting  Co— American 

Linseed  Co 403.41 

19  Potential   Electric  Co— City  of  N  Y 35.64 

19  The     Lillian     Blauvelt    Opera     Co — Andrew 

H    Berger    1,090.53 

19  The  Merry  Scenic  Construction  Co — John  S 

Forgotston     483.12 

19  Co-op  Advertising  Co— John  F  Cronin.  .366.77 

19  the  same Fred  R  Welch   164.52 

20  Van  Horn  &  Co,  No  9— Geo  D  Sherman. 333.30 

20  Van  Horn,  No  10 the  same  331.80 

20  Henry  H  Bells  Sons  Co— James  M  Morrison 

et    al    1,307.20 

20  Contracting    Realty    Managing    Co — Altonse 

Narici    157.72 

20  William  Hilgers  Co— Theodore  C  Wood.495.97 
20  Compton   &   Sons  Lithographing  &  Printing 

Co— William    Freeman    59.41 

20  P   A   Fogarty,    Inc— Alborak   Auto   Co.  .308.38 

20  The  Acme  Motor  Car  Co the  same.  .308.38 

20  H   A   Rost    Printing   &    Pub   Co— Germania 

Bank  ot  the  City  of  N  Y 1,023.09 


SATISFIED  JUDCKMENTS. 

Sept.   15,   17,   18,  19,  20  and  21. 

Shuldiner,     David — Lincoln    National    Bank    of 

Pittsburg,    Pa.      1906    $10,980.20 

Same same.  1906 8,134.02 

Same same.    1906    •. 3,964.89 

Barry,   Arthur  J   &  Wm  P  McLaughlin— The 

Jefferson   Bank.    1906    114.41 

*Blum,  Nathan  B— N  Batjar  et  al.  1897 212.84 

Behrmann,  Geo  H  &  Mary  S— A  G  Hapfel.  1899 

6.58.64 

Collins,    Hester— M    E    Harrison.    1902 120.67 

Cullis,    John— J    Rudd.    1889    66.35 

Devany.    Owen— F.    J.    Markham,      1906.  .1,000.09 

Elliot,    Geo  J— M  A  McLaughlin.    1905 161.91 

Epstein,  Sam,  Joseph  Cohen  &  Abram  Thatz — 

M  Levy.   1906 61.05 

Gavazzi,    Pietro— E   Hardt  et   al.   1906 67.92 

Herman,    Abraham— A   Ginsburg.    1906 183.22 

Kuhule,   Frits— L  B   Landin  et  al.   1904. .  .120.12 

Kelly,    Wm    J— P    Mullin.    1905 117.02 

«Katz,     Solomon— T    Allison.    1906 110.00 

Lewis,  John  E— P  R  Brewster  et  al.  1906.  .153.51 

Meeker,    Herman    B— W    Breese.    1903 282.71 

Mertens,    Frederick  W,   Jr— L  E  Mertens.   1906 

128.80 

"Nelson,    Samuel— People,    &c.    1895    1,500.00 

"Same same.    1898    500.00 

Otto,   Theodore— A  Mohr.   1898   241.49 

Pfeil,  Ernest— National  Cash  Register  Co.  1906. 

314.92 

Portman,    Isaac— D    Kalman.    1906    69.31 

Peufleld,  Thomas  D— W  T  Mapes.  1905 70.24 

Same same.     1905     445.97 

Porter,    William    C— G    H    Everall.    1906.. 223.65 

Snutzel,   Paul  L— O  K  Pacht.  1906   94.41 

'Sugarman,    William   &   Isaac— M   Meyer.    1906. 

229.86 

Siegel,    Chas   M— T   E   Hayman   Co.      1906.  .84.31 
Salomon,    Joseph    &    Max    W— L    Schlesinger. 

ItHK! 500.00 

Silberberg,  Samuel  &  Barnet  Popkins — H  Hei- 
delberg.   1006 172.53 

Silverberg.  Charles— G  Godwin  et  al.  1906.  .636.47 

Staffe,  Antonio— V  Pisani  et  al.  1006 195.91 

Tucker,    Wm    A— L    Paulson,    Jr.    1905 254.01 

Same— same.     1905     135.79 

Same L  Paulson.  1898 1.172.41 

Same same.    1898    2,242.27 

CORPORATIONS. 

Aster  Co— C  F  Wyckoff.   1906   1,200.26 

'Vacated  by  order  ot  Court.  'Satisfied  on  ap- 
peal. 'Released.  'Reversed.  'Satisfied  by  exe- 
cution.    "Annulled  and   void. 

MECHANICS'  LIENS. 

Sept.   15. 

315— 178th  st,  n  s,  100  w  Amsterdam  av,  114x 
100.  Thomas  C  Edmonds  &  Co  agt  Axelrood 
or    Axelrod    &    Edelman    ,$600.00 

316— Sth  av,  Nos  2471  and  2473.  J  H  Werbel- 
ovsky  agt  Wm  P  Greenfield  &  Harris  Mas- 
kin    192.00 

317 — Barker  av,  w  s,  25  n  Elizabeth  st,  25x100, 
Bronx.  Gustave  Blass  agt  Abram  Ovitch  & 
Louis.   Oldschein    78.(X) 

318— 118th  st,  Nos  316  and  318  East.  T  Phil- 
ippi   &   N   Cangelosi  agt  Jacob  Bobrow.  .182.35 

310— 107th    st,    Nos    79    to    87    Bast.      Isidore 
Schreiber    agt   Abraham    Schlesinger   &   Her- 
man   Fenischel    72. (X) 

320— St  Nicholas  pi,  e  s,  150  n  153d  st,  75x100. 
Alliegro     &    Spallone    Construction     Co     agt 

•Nicholas  Construction  Co 291.00 


321— St  Nicholas  pi,  w  s,  1G4.4  n  153d  st,  60x 
104.      Same    agt    same    1,292.00 

322— 05th  st,  s  s,  125  w  1st  av,  125x100.8. 
Morris  Strominger  agt  David  G  Ludins.  1,650.00 

323— 175th  st,  n  s,  182.6  w  Amsterdam  av,  87.6 
x02.6.  Empire  City  Wood  Working  Co  agt 
Evans   Bros    3,150.00 

324— Satisfied. 

325 — 175th  st,  n  s,  95  w  Amsterdam  av,  87.6x 
92.6.      Same  agt  Gordon  &  Dushman.  .4,500.00 

326— Sth  av,  Nos  2471  and  2473.  Same  agt 
Greenfield  &  Maskin    887.50 

Sept.    17. 

327— 1st  av,  n  w  cor  107th  st,  75.9x72.  Morris 
Strominger  agt  L,ouis  &  Morris  Romm.  .7()0.00 

328— 95th  st,  n  s,  1(X)  e  2d  av,  225x100.  Same 
agt  Ludins  &   Romm   Realty  Co 1,235.00 

329— Bronx  Park  av.  No  229.  Ike  Bernstein 
agt  Henriette  Schweitzer  &  Fanny  Sturm- 
laufer  and  I  Sturmlauter    25.00 

330— Sth  av,  Nos  2471  and  2473.  Nathan 
Reisler  et  al  agt  Wm  J  Greenfield  &  Harris 
Maskin    800.00 

331— Audubon  av,  s  e  cor  178th  st,  86x145. 
H   Raab   &  Sons  agt  Henry  Fox 2,750.00 

332— 175th  st,  n  s,  95  w  Amsterdam  av,  87.6x 
92.6.  Ravitch  Bros  agt  Gordon  &  Dush- 
man     2,300.00 

33.3— Lexington  av,  s  w  cor  123d  st,  l(X)xlOO. 
Thomas  C  Edmonds  &  Co  agt  Daniel  &  Levin 
and   A  M   Bachrach    550.00 

334— Sth  av,  w  s,  99.11  s  133d  st,  50x100. 
Isaac  A  Adler  agt  Greenfield  &  Maskin. 
300.00 

33.5— 2d  av.  No  2049.  Louis  Block  agt  Isaac 
Benquit  &  George  Blumenthal  260.(X) 

336— Bathgate  av,  e  s,  191.2  n  174th  st.  41x 
110.  New  York  Cornice  &  Skylight  Works 
agt  Jacob  Schwartz  and  Sugarman  &  Glick. 
100.00 

337— Summit  av,  n  e  cor  164th  st,  25x100. 
John    Schaefer   agt   Mary    A    CoUeran. ..  .36.00 

338— 7th  av,  s  e  cor  129th  st,  75x99.11.  New 
Jersey  Terra  Cotta  Co  agt  Morris  Kreisler, 
Samuel   Wiener  &   Lee  S   Greenbaum.  .1,375.00 

339— 175th  St.  n  s,  182  w  Amsterdam  av,  87.6x 
92. G.  Sherman  Contracting  Co  agt  Evans 
Bros    315.00 

340— 210th  st,  n  s,  339  e  4th  av.  25x114.  Raf- 
faeli   Borrell  agt  Emilie  Magaldi 102.80 

341— 4th  av,  e  s,  251  n  220th  st,  25x66.  Ralph 
Henry,    Jr.    agt   Jacob    Wexler 485. (K) 

342— West  End  av,  s  w  cor  67th  st.  80.5x100. 
A  Gordon  &  Bro  agt  Isaac  Oseroff  &  Harry 
Wileusky    7,600.00 

343— Mott  st.  No  110.  Joseph  Cavinato  agt 
Angelo  Juliano 410.00 

34-J — Sherman  av,  w  s,  300  n  Dyckman  st, 
200x150.  Cambridge  Tile  Mtg  Co  agt  Han- 
over Realty  &  Construction  Co  and  Amer- 
ican Loktile  Co   510.00 

345— 14Sth  st,  Nos  554  to  560  West.  Sharp  & 
Gunn  agt  Herman  U  Peck  and  David  H  Gold- 
stein     2,000.00 

346— Walker  st,  Nos  78  and  80.  Otis  Elevator 
Company   agt   Tudor   Co'nstruction   Co. 1,500.00 

Sept.    18. 

347— Amsterdam  av,  s  w  cor  174th  st,  75xl(X). 
Sanitary  Fireproofing  &  Construction  Co  agt 
Samuel  and  Joseph  Hoffman  and  Hoffman 
Bros    171.00 

348— 41st  st,  Nos  415  and  417  West.  Michael 
J  O'Brien  agt  Katherine  Ballheimer  and 
Morris  O  Cohen   428.91 

349— 179th  st,  s  s,  1(X)  w  Amsterdam  av,  50x 
100.  B  Siegmeister  &  Son  agt  Louis  Mayer 
I.. 85.00 

3o0— 157th  st,  Nos  511  to  513  West.  Same  agt 
David  Miller   1(X).(X) 

351— Amsterdam  av,  n  w  cor  122d  st,  lOOx 
175.  Louis  Bomstein  agt  H  Horowitz  &  M  I 
Letkowitz    424.50 

352— Amsterdam  av.  s  e  cor  179th  st,  125x100. 
Same  agt  Henry  Fox 350  00 

353— 97tn  st,  s  s,  100  w  Park  av,  lOOxlOO. 
Same  agt  Abraham  Schlesinger  &  Herman 
Fenichel    665.00 

354— Hamilton  pi,  n  e  cor  141st  st,  108.6x119.3. 
Same   agt   same    325.25 

355 — 175th  st.  s  s,  150  w  Amsterdam  av.  75x 
100.  Chas  H  Parson  agt  Charles  Laudin  & 
Nathan  Stamm 374.00 

356— 17Sth  st,  n  s,  100  w  Amsterdam  av,  lOOx 
100.  Chas  H  Parsons  agt  Charles  Axel- 
road  and  Abraham  Edelman    450.00 

357— 53d  st.  No  46  West.  Pierre  Warny  agt 
Wilbur  B  Marple 41.00 

358— 76th  st.  No  346  East.  Cologero  Ferando 
et  al  agt  Barnett  Hamburger  &  Louis  Yud- 
koff     1,300.00 

3.50— S.jth  St.  Nos  436  and  440  East.  Standard 
Fireproof  Sash  &  Door  Co  agt  Kaufman  & 
Gelbin    360.00 

36<)— 2d  av,  Nos  104  and  106.  Abraham  L 
Saruya  agt  Philip   Horowitz    980.00 

361— Henry  st,  Nos  173  to  177.  Same  agt 
Philip   &   Meyer  Horowitz    910.00 

362— 100th  st,  s  s,  KX)  w  1st  av,  450x100. 
American  Plumbing  Mfg  Co  agt  C  &  H 
Friedman  and  Leo  Ludins   ,,..121.75 

30.3— Satisfied. 

364— Amsterdam  av,  s  e  cor  185th  st,  100x100. 
Same  agt  Goodman  &  Bach 126.00 

365— Satisfied. 

366 — lS2d  st,  n  s,  whole  front  between  Wads- 
worth  av  and  Broadway,  184.4x170x181x171.7. 
Carl  H  Dittmar  agt  Adolph  Hollander  and 
William    Fortunata    247.00 

367— 2d  av,  n  w  cor  120th  st,  99x100.  Barney 
Mann  agt  Abraham  Small    480.00 


ig»f;  Uit„ot,  Ui«M  pages.  U  copyrighted.     All  right*  ar«  ttwrrti.    Notice  Is  hereby  glTen  that  Infringement  will  lead  to  proaeoutloa. 
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Manhattan      September  22,  1906 


Harder  than  yours  have  been  many  of  the  light-problems  we  have  solved  by  the 
Luxfer  System.    We  can  bring  daylight  into  basement,  back  room,  court  or  any  other 
place  where  you  want  it.    Give  us  a  chance  to  prove  it.    Telephone  3276  Gramercy. 
AMERICAN  LUXFER  PRISM  CO.,  160  Fifth  Avenue.  NEW  YORK. 


Sept.    Itl. 

.•iUii— IWth  St,  No  :;4  East.  lOod  st,  Xo  23 
Basi.  Boggs  it  Steveus  agt  Kramer  &  i<-°\";- 
moie  ana   ni.seusleiii  &    Kramer 4.!.L4 

.  — Amsteioam  av,  n  w  cor  174tll  st,  'JOx 
100  Max  Heyman  agt  Samuel  &  JoseiJb 
hollman    ^ .-OoO.OO 

370-ltiSd  st,  s  s,  100  e  Broadway,  !«-='-• 
Wise  rireiirooting  &  Construction  Co  agt 
New    England    Construction    Co .oLli.uO 

■ill-TM  St.  n  s,  1(K>  e  Av  A,  150x100,  Rogers 
Terra  Cotta  Co  agt  Hauben  Kealty  Co  and 
Messer    &.    Warm    ■_■■■■     ■  ■ -■  J;-""- 

372-13Sth  ft,  n  s,  LVo  w  oth  av,  .ox9J.n. 
Same   agt   Hyman    B   Goldberg    ......  ...-lO.oo 

3--^-^th  av  s  e  cor  liiiith  st,  lOOxTo.  Nicola 
Strada  agt  Morris  Kreisler,  Leo  S  Gre?n- 
baum  and  Samuel  Weiner   . . .  .I,l)o0.0o 

STJ^Eldridge  st.  No  140.  William  Dansky  agt 
Rachel    Kines    and    Simon    Rines.  . .  .  . .  .  .olO.tjO 

375-9«lh  St.  No  10:i  West.  Knvitsky  &  Hodes 
agt  John   &   Elizabeth   C    Carroll   and   Tobias 

Schwartz    •••■•    •:,•.,■-••,;:,"    r 

37(i-y5th  st,  s  s,  100  e  2d  av,  J-;o.\l(W.  G 
Zibelli    &    Son    agt   Ludins   &    Romm    Re^^^y^^ 

3-M-Sth  ■;;,  's'ec'oT  iigth'  "st,  ■75x166."  Same 
agt   Louis    Weinstein    ,;,.'?i- 

37B— Audubon  av,  s  e  cor  li«th  st,  '^^'^l'^;^- 
Borough  Cut  Stone  Co  agt  Henry_ Fox.    1,00(^^01) 

379-CeDtral  Park  West,  u  w  cor  10th  st,  100.x 
125.  Peter  Gillings  agt  Lenox  Realty  Co 
and  Jc-ieph  W  Cody   ■ 1S>^-U" 

380— liUth  st,   s  s,    100  w   Amsterdam  av,   oox 
100.        Manhattan     Window     Shade      Co      agt__ 
i^ouis   Mayer    ^-.^  '  ",' "--^'^'^ 

381— Union  Square,  s  w  cor  luth  st,  1  l.ox 
141  10.  Samuel  Margulies  agt  TiHany  ,&  ^o 
and    Moss    Realty    Co -,\;^- Lt'^^i^ 

382-Central  Park  West,  n  w  cor  lOth  st,  iox 
100.  Toscani  Bros  agt  Blessington  Co  and 
Harry    Alexander    -••„•■•.    '  o',, 

383— -ilth    st,    Nos    115    and    llr     East.      Pitts- 

nS^ih  PlaJe  Glass  Co  agt  Richard  Hudnut 
and   Hiss    Co ••    ■■■■t'^-, 

3a4_i7sth  St.  n  s,  UK)  w  Amsterdam  av,  lOOx 
09  11  Central  Fire  Proof  Sash  &  Door 
Co  agt  Charles  Axelrod  and  Abraham   "^^^'^ 

38^Union'av',  Nos's52  and  854. '  'chaV  C  Koe- 
niK   agt   P    F    Downey    ■■■■■•'■'C'a 

38G-151Sth  st.  No  901  East.  Morris  Weisbad 
agt    Julia    Drachman    ■  ^' '^  "  "'l   m 

387-CIinton   st,   No  181.      Louis  Cohen   as^.M^ 

3  J^J^mcgs  ■  si:  No"  "llll.  ■ '  Boggs"  &"  Steves 

agt    B    Berger    ^'^■''•' 

Sent.    20. 

389-Amsterdam  av,  n  w  cor  174th  st  90x100. 
Rosier    Heating    Co    agt    Samuel    &    ^^^^^^ 

Hoflman    io-Ik' ,=» '  711  iiv 

3fK)_Amsterdam  av,  s  w  cor  18uth  st,  Ki.itx 
100      Albert  F  Tuma-  agt  Bach  &  Go»^man.^^ 

■i'li-ijathgate'kv.  e 's.'ioi.'i  n 'l74th  st,  41x110. 
Louis    Bernstein    agt.    Jacob    Schwartz    and 

Sugarman    &    Glick    •■  vl' ;■■•;•• -'^  ■  ■game 
3(,::-Audubon  av,  s  e  cor  1.8th  st.  -x-.     !=ame 

aet   Henry    Fox    doo.ou 

393-Quimby  st.  s  s,  148  e  Olmstead  av,  2ox 
103      John    F   Gee    agt   Otto   &   Joseph   Koe-__ 

nig  and   George  Wingender    . i--;,?^;'"* 

.•I'i4-125th  St.  n  s.  120  w  7th  av.  .ox200. 
Theodore  E  Hergert  agt  Benjamin  Lichten- 
stein  Estate,  Uurtig  &  Seaman  &  Benedict__M 

ggCl^     SIO.OO 

395— Amsterdam  av,  n  w  cor  174th  st,  UOxltW. 
John    J    Falihee   agt   Joseph   &   Samuel  ^Hoff-^ 

3!)6^19th  stiNos'liii  tiiii  West'.'  Murphy  & 
Son  agt   Kerrerer  &   Co ,' \- ' -r^],' 

397-Walker  st.  Kos  78  and  SO.  John  Jordis 
agt  Tudor  Construction  Co :..„', 

398— Amsterdam  av.  n  w  cor  li4th  st  >->^M- 
Louis   Co.stabile   agt   Samuel   &   Joseph   Hoff- 

aogliwalker'  st.  No's'  78  and  80.  Harlem  River 
Lumber  &  Wood  Working  Co  agt  Tudor  Con- 
struct.on   Co  and  Ernst   Horner    8o9.tlO 

400— Same  property.  Deisler  &  Stevenson  agt 
Tudor    Construction    Co 4.4JL.11 

401— Same  property.     Joseph   Miller  agt  same. 

4o':)"-lsame  property.  Columbian  Reinforced 
Concrete    Co    agt    same    f •,?*?*"' 

403 — Broadway,  s  w  cor  60th  st.  8i..jx1.5J._x 
irreg.  Bernard  Campbell  &  Co  agt  Chas  E 
Appleby    and    James    J    Spearing (531.31 

4IM — ith  av.  e  s.  25  n  220th  st.  25xlOl>.  Lor- 
enzo Vitalone  agt  Jacob  Wexler 140.00 


BUILDING  LOAN  CONTRACTS. 

Sept.    15. 

Grant  av.  e  s,  32  s  16lith  st,  .3.50x102.7. 
Manhattan  Mortgage  Co  loans  Whitney  Con- 
struction C6  to  erect  14  3-sty  dwellings^: 
9  payments .$y9,o00 

Riverside  Drive,  s  e  cor  119th  st.  lODxlOO. 
Metropolitan  Life  Ins  Co  loans  Nathan  Loewy 
Realty    &    Construction   Co   to    erect   a   9-sty 

apartment     house;     12     payments 325.000 

Sept.    17. 

217th  St.  s  s.  350  e  5th  av,  25x109.  Manhat- 
tan Mortgage  Co  loans  Babette  Kuhnle  to 
erect   a   —   sty    building;    5   payments. ..  .4. OIX) 

Garden  pi.  e  s.  .54  n  Sumner  pi.  38. 0x121. 6x 
irreg.  John  &  Katie  Scharles  loan  Antonio 
M  &  Autonia  Perrotte  to  erect  a  —  sty 
building;    —   payments    23,000 


112th  st,  Nos  50  to  G2  East.  Hyman  Hor- 
witz  loans  Julius  Berliner  &  Max  Green- 
berg  to  erect  two  ti-sty  tenements;  5  pay- 
ments    22.0tK> 

West  tend  av.  s  e  cor  70th  st.  79.4x100.  Met- 
lopoiiiau  Lite  Ins  Co  loans  seventy-sixth 
bt  Co  10  erect  a  12-sty  apartment;  13  pay- 
meiiLs    425,0OJ 

Jeueison  st,  e  s,  lli*0  n  .Morns  Park  av,  2tix 
lou.  Hei  oert  S  ugden,  ait  y,  loans  Ksther 
Kaufman  to  erect  a  :;-sty  aweliing;  2  pay- 
ments     3,250.00 

Jenerson  st,  e  s,  1145  n  Morris  Park  av.  25x 
100.  Same  loans  Herman  Tuchmau  to  erect 
a  2-sty  dwelling:  2  payments  3.250.tXJ 

Goerck  st.  e  s.  who.e  Iront  between  3d  and 
Houston  SIS,  t81.1xl80x  irreg.  Fincus  Low- 
enieid  and  William  Prager  loan  The  M 
l-'aie  Realty  Co  to  erect  live  —  sty  build- 
ings;   10   payments    110,000 

Sept.    18. 

Avenue  A.  No  258.  David  Gordon  loans 
Aaoiph  uanz.ger  10  e.  ect  a  U-sty  tenement 
and    store,    o    payments    15,tXX) 

7tn  av,  i\os  o92  to  59ti.  Title  Guarantee  & 
trust  Co  loans  'timothy  1^'  Paddeil  to  erect 
a     — sty   bunding;   —  payments   145.1>00 

Bryant  st.  e  s,  10  u  Jennings  st.  oOxloO. 
jacK.sou  Construction  Co  loans  Hawthorne 
i^uuuiug  Co  to  erect  a  —  sty  building;  tj 
payuieuis 10,500 

7uin  St.  i\o  4;:o  Kast.  Kathariena  Koch  loans 
Max  6c  Sigmuud  Orbach  to  make  alterations; 

:;    payments    15,000 

Sept.    20. 

8;h  av,  e  s,  145th  to  14t)th  sts.  199.10x100. 
Hyman  «fe  tieury  8eun  loans  Joseph  Siiver- 
luuu  fie  Bernard  Loudon  to  erect  uve  ti-sty 
tenements;     9    payments     I40.OOO 

24tu  St.  n  s,  325  e  otn  av,  100x98.9.  Mary  E 
coiemau  loans  Andrew  J  Kerwin.  Jr,  to 
erect  an  IL-sty  lolc  and  store;  11  payments. 
220,000 

« 

SATISFIED  MECHANICS'  LIENS. 

Sept.    15. 
Timpson    pi.    e    s,    100    n    144th    st,    85x144. 

v\  iiiiam    McShane   Co   agt  Ajax   Construction 

Co   et   al.      (July  2;,    lyoOj    $710.d6 

Same  property.      1'  K  De  Lacey   Co  agt  same. 

(July  20,  190oJ 745.(X) 

Grant    av,     e    s,     32.8    n    Itioth    St.       George 

Schaeler  et  al  agt    V^^hilney   Construction   Co 

01    i\     1.       Ibept   to,    1900J    1,70LI.00 

Same    property.      Isational    Damp    Proofing    Co 

agt    same.      tSept   11,    lOOtJ)    900.00 

Same    property.      George    Schaefer    et    al    agt 

same,     (.sept  11,  ItKJO;    1,700.00 

Hoe   av,    i\o    14S9.      Hugh   McCreery   agt  John 

Helm.      (Aug   3,    lyooj    214.tjO 

Bioadway,  e  s.  whole  trout  between  101st  and 

Ib-d   sts.      A  P   Dienst  &   Co   agt  A  Belmont 

et  al.      tJan  9,   190oj    273.81 

llOch  St.  s  s.  liO  w  3d  av.  lOii.  11x100.  Guar- 
antee   Kiectric    Co    agt    Abraham    Unterberg 

et   al.      loec   22.    lilO-i)    135.00 

Water  st.  No  311.     Waters  &  Co  agt  P  Chaun- 

cey  Anderson  et  al.     .Nov  24.  19t>o)   ....150.00 
Same    property.      8ame    agt    same,      (Sept.    8, 

190J)    219.00 

Same   property.      J    P    DuBy    &    Co   agt   same.  . 

(Aug   24,    1905)    tt3.22 

-liotn    st,     s    s,     170    w    3d    av,     100.11x100. 

Charles    Bloom    agt    Israel    Unterberg    et    al. 

(Aug  27,   1900) 400.00 

-Same     property.       Samuel     Glass     agt    same. 

(uec  12,  i904; 110.00 

3d   av.    No  042.      Louis   D   Bahlul   agt   John   R 

Doscher  et  al.      (June  11.   1900) 192.00 

41st  St.   No  l.il  East.     Louis  Bahlul  agt  same. 

(June  11,  1900) 48.00 

Sept.    17. 
123d  St.  Nos  440  to  440  East.     Edward  Palmer 

age   LOUIS   O   Cohen   et   al.      (Aug  22,    190(5). 

1,200.00 

15;sd    st,    n    s.    25   w    Melrose   av.      A    E    Klotz 

I'iiepiooting  Co  agt  Charles  Zimmerman,  Jr. 

et  ai.     (Aug  28.   1900)    100.00 

Sheriff  St.  No  58.     Louis  Deutsh  agt  Hyman  F 

Greenwald     et  al.     (July  18,   1900)    750.00 

Marion  av.   w  s.  25  s  193d  st [ 

Bainbridge  av.   e  s.  50  s  192d  st j 

David  Shapiro  agt  Geo  W  Flagg.      (Sept  14, 

19O0)     289.45 

ISUth  St.  Nos  108  to  172  West.     Maresca  Walsh 

Tiling   &    Marble   Works  agt  Philip  Simon   et 

al.      (Aug  '.i.   190U)    t>4b.00 

Bartholdi    st.    s   s,    105   w    Holland   av,   25x178. 

Thomas   Plnelli  agt  Nicola   Di   Phillips  et  al. 

(Aug    15,    1900)    549.00 

Maiden    Lane,    Nos    47    and    49.      Fleischman 

Realty    &.    Con    Co    agt    Samuel    F    Myers. 

(Dec  2,   190.5)    49,651.20 

Sept.    IS. 
Warren    st.    No    100.      Ronalds    &    Johnson   Co 

agt  Wells,  Fargo  &  Co  et  al.     (Sept  11,  1900) 

309.00 

-'110th  st,  s  s,  170  w  3d  av,  100.11x100.  Sam- 
uel   Hornstein    et    al    agt    Israel    Unterberg. 

(Dec    17,    1904)    120.00 

Bioadway,    No    1011.      Jacob    Foster   et    al    agt 

Walter  J   Solomon  et  al.      (July  24,   1906). 60.00 
^141st  st,   n   s.   150  e  8th  av.     Jacob  Schwartz 

et    al    agt    Samuel    Mandel.      (Sept    14,    1900) 

2,300.00 

-Claremont    av.    e  s,    100   n   125th   st.      Fowler 

Plumbing  &  Heating  Co  agt  Jumel  Realty  & 

Construction   Co.      (Sept   8,    1906) 713.50 


Sept.    19. 
Grant  av,  e  s.  32.8  n  Ifiuth  st.     Gustav  Ernst 

agt  Whitney  Construction  Co.  (Sept  11,  1906) 

572.80 

listh   St.    No  232    East.      Thomas   Graham   agt 

Alice    M    Lynch.      (Aug   31,    1906) 1.500.00 

27tb    St.    Nos    3<Xi    to    312    East.      Empire    City 

Wood   Working  Co  agt  Maria  Wimpie  et  al. 

(Sept    15.     1906)     4,070.00 

Bathgate    av,    e    s,    191.2    n    174th    st,    40x110. 

Builders'    Stone    Con    Co    agt    Sugarman    & 

Glick.      (Aug    30.    1900)    460.00 

"Park    av.    No    1026.      M    &    J    Bartelstone    agt 

J    Pollack    et   al.      (May    24.    1906) 290.00 

123d    st,    No    69    East.      Wm    H    Gray    agt    J 

Lowenberg    et    al.       (Nov    14.     1905) 91.95 

108th  St.  Nos  4  to  10  West.     John  Dahlmeyer's 

Son    agt   Jacob    Katlowsky    et   al.      (Aug   29. 

1906)     130.00 

Audubon  av.  n  e  cor  lC7th  St.  100x75.  Mich- 
ael  J    Fitzgerald   agt   M   S   A   Wilson.      (Sept 

1\    liiOO)    965.00 

-Belmont  av.  w  s.  295.6  n  Pelham  av.  25x87.6. 

The    Plunkett    Plumbing    &    Heating    Co    agt 

Julia    Teher.       (Aug    28.    1906) 401.00 

Sept.    20. 
Cypress    av,    e    s.    50   s    134th    st.    50x100.      F 

J    Fleck    &    Co    agt    Francis    Connor    et    al. 

(Aug  16.   1906)    97.00 

Audubon    av,    n    w    cor    109th    st.      Michael    J 

Fitzgerald    agt    M    S    A    Wilson.      (Sept    18. 

1906)     1.000.00 

Pleasant    av,    w    s,    400   n    Flower   st,    05x100. 

Harry    G    Silleck,    Jr,    agt    James    de    Carlo 

et  al.      (Aug   19,    1905)    426.23 

nsth    st.    No   203    West.      Tobias   Schwartz   agt 

Elizabeth  Carroll  et  al.  (Aug  23,  1900). 330.00 
1st   av.    n  e  cor   10(Jth  st.      Griftin   Roofing  Co 

agt    Rod,     Greenberger    &    Berlinger    et    al. 

(Aug   15,    1906)    200.00 

■''45th    st.    No   32   West.      Smith    &    Dorsitt    agt 

William  G  Park  et  al.  (Nov  21,  1905).  .508.94 
=100th    st,    Nos    103    and    105    West.      Abraham 

Maeh  et  al  agt  David  Galewski  et  al.      (Sept 

5,    1(K)6)    650.00 

110th    st,    Nos    10    to    18    East.      Cochmore    & 

Hazen  agt  Knepper  Realty  Co  et  al.     (April 

2.'i.    l'.M)6) 1,440.00 

'Discharged   by  deposlL 
^Discharged  by  bond. 
"Discharged  by  order  of  Court, 

♦ 

ATTACHMENTS, 

Sept.    14. 
Sharp.     Harriet;      Sophie    Seager;     $S00;      UUo, 
Ruebsamen    &    Yuzzolino. 
Sept.    17. 
Tooker.    Reuben   &    Emeline;    Standard   Asbestos 
Co  of  Ontario.   Lim;   $9,400;   W  B  Burnet. 
Sept.    18. 
United    Wrapping    Machine    Co;    Leslie   M    Cain; 
?9,:«0;    C    De    H    Brower. 
Sept.    19. 
Hwozdik.    Joseph;    Chas    S    Yawger;    $1,050.87; 

Lester.    Graves    &   Miles. 
Shirley    Hotel   Co;    L   Strauss    &   Sons;    $828.40; 
E    E    Wise. 

Sept.    20. 
Eknayon.    A;    Lee   De  Forest;   $.800;   M   Stlres. 
Lewis,   Arthur   B;   Lewis  H  Starkey;   $12,907.61; 
R   L   MofEett. 

• 

CHATTEL  MORTGAGES. 

Sept.    14,    15,    17,    18   and    19. 
AFFECTING  REAL  ESTATE. 

Bell,  A  E.  Northwest  cor  18.3d  st  and  Wads- 
worth  av.  .Western   Mantel   Co.     Mantels.  $402 

Formau   &  Aronson.     North  side  68th  st.   150 
w   Av   A.  .Abendroth   Bros.      Ranges.  350 

Lampert  &  Horn.  South  side  E  123d  st,  be- 
tween 1st  and  2d  avs.  .Baldinger  &  K.  Gas 
Fixtures.  300 

Lyman  &  Costello.  North  side  58th  st,  100  w 
Park    av..J    L    Mott.      Tubs.  458 

Same.     South  side  59th  st,  200  w  Park  av 

same.     Tubs.  311 

Same.  South  side  59th  st,  225  w  Park  av.... 
Same.      Tank,    &c.  68 

Same.  West  side  Park  av,  50  n  58th  st.... 
same.     Tank,   &c.  85 

Same.  West  side  Park  av,  50  n  5Sth  st.... 
same.      Tubs.  627 

Same.  North  side  5Sth  st,  100  w  Park  av.... 
same.      Tanks.  314 

Marroni.     M.      336-338    E    118th.  .Abendroth 
Bros.      Ranges.  266 

Miller  &  Mofsenson.  270  W  7th.  .Baldinger  & 
K.      Gas  Fixtures.  1.115 

Rod.  B  W  &  J.  North  side  122d  st.  between 
1st  and  2d  avs.. Western  Mantel  Co.  Man- 
tels. 39    at   $6   each 

Schlesinger  &  Fenischel.  141st  st  and  Hamil- 
ton pi.  93-97  Hamilton  pi  and  503  W  141st 
St.  .Consol  Chandelier  Co.     Gas  Fixtures.  1.350 

Wallenstein.  S  L.  North  side  75th  st.  between 
1st  and  2d  avs.  .Silberstein  &  S.     Mantels.  lS2 

For  other  Judgments  In  Foreclosur*  Suite,  Lie 
Pendens.  Foreclosure  Suits,  Judgments.  Satisfied 
Judgments,  Mechanic  Liens,  Building  Lean  Con- 
tracts, Satisfied  Mechanics'  Liens  and  Orders  see 
page  513. 
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REAL  ESTATE  transactions  for  the  week  now  closing  have 
the  color  and  tone  of  health  and  good  spirits,  and  have 
furnished  a  number  of  evidences  that  our  large  capitalists  are 
returning  from  their  vacations  and  taking  up  the  strings  of 
business  again.  In  the  first  half  of  the  week  a  remarkable  in- 
terest was  being  shown  in  dwelling-house  properties  of  the 
West  Side,  and  latterly  to  this  was  added  important  transactions 
In  the  business  district,  and  also  in  the  money  market.  Private 
house  buying  on  the  west  side  of  Central  Park  has  become  a  de- 
cided feature  after  five  years  of  inactivity.  Several  builders  are 
carrying  forward  large  operations,  but  more  than  this,  is  a  new 
demand  for  old  dwellings  as  well.  Business  prosperity  has  evi- 
dently turned  the  thoughts  of  many  heads  of  families  to  the 
subject  of  private  houses  and  for  several  weeks  more  dwellings 
have  been  sold  on  the  west  Side  than  on  the  East.  During  the 
current  week  also  two  particularly  large  loans  were  made,  one 
for  the  new  Hendrik  Hudson  apartment  house  on  Riverside 
Drive  and  the  other  for  the  new  Brunswick  otfice  building  In 
Madison  Square,  affording  some  evidence  of  a  loosening  of  the 
money  market  and  also  of  the  truth  of  the  announcement  re- 
cently made  that  at  least  some  life  insurance  companies  proposed 
hereafter  to  loan  funds  on  real  estate  direct.  Attention  was 
again  attracted  by  important  sales  and  leases  in  the  district  be- 
tween Fourteenth  and  Twenty-third  streets,  Broadway  and  Sixth 
avenue,  where  a  remarkable  rebuilding  movement  is  in  its  final 
stage.  Soon  there  will  be  no  dwelling  houses  remaining  in  that 
once  fashionable  quarter.  So  far  as  the  departments  of  real 
estate  and  finance  are  concerned,  we  consider  the  improving 
tendencies  permanent  rather  than  temporary,  and  look  for  a 
continued  enlargement  of  business,  but  probably  within  more 
conservative  guidance.  Secretary  Shaw  has  at  last  come  to  the 
relief  of  the  money  situation  by  releasing  some  $26,000,000  of  the 
U.  S.  Treasury's  cash  surplus,  some  three  millions  of  which  is 
allotted  to  New  York,  a  sum  no  larger  than  is  assigned  to 
Chicago,  and  quite  too  small  to  make  us  feel  particularly  grate- 
ful. But  while  real  estate  trading  is  showing  improving  ten- 
dencies, building  projects  are  unmistakably  diminishing;  the 
plans  filed  for  new  buildings  this  week  were  very  few  in  num- 
ber, and  the  brick  market  is  wavering  again.  However,  the 
amount  of  work  actually  in  hand  is  so  immense  that  it  will  last 
for  a  long  period  without  receiving  many  accessions. 


THE  quarterly  reports  of  the  New  York  traction  companies 
make  an  exhibit  which  is  not  creditable  to  their  present 
management.  During  the  year  the  cash  fares  on  the  elevated 
roads  increased  seven  per  cent.,  while  the  car  mileage  decreased 
nearly  three  per  cent.  The  Subway  carried  an  increase  of  38 
per  cent,  in  the  number  of  passengers,  but  did  not  enlarge  its 
car  mileage  more  than  12  per  cent.  On  the  surface  railroads  the 
receipts  were  larger  by  three  per  cent.,  but  the  car  mileage  dim- 
inished by  five  per  cent.  It  is  no  wonder  that  the  patrons  of  the 
various  lines  are  beginning  to  complain  again;  and  it  is  surely 
most  extraordinary  that  the  management  of  the  consolidated 
company  can  adopt  such  a  short-aighted  policy.  It  is  not  simply 
that  good  business  reasons  should  urge  them  to  offer  the  best 
possible  service,  because  the  public  Immediately  responds  to  an 
improvement  of  accommorlatlon.    Neither  can  the  unwisdom  of 


such  a  policy  be  wholly  traced  to  the  fact  that  Inadequate  transit 
service  tends  to  divert  population  to  the  other  boroughs.  On 
both  of  these  grounds  it  is  foolish  not  to  increase  the  service  as 
fast  as  the  traffic  increases.  But  there  is  still  another  con- 
sideration which  ought  to  weigh  even  more  with  the  manage- 
ment of  the  consolidated  company.  That  company  is  dependent 
on  public  opinion  for  any  increase  in  its  franchises;  and  It 
may  be  dependent  on  public  opinion  for  the  continued  enjoyment 
of  some  of  Its  existing  opportunities.  It  is  consequently  the 
merest  prudence  for  the  company  to  deal  fairly  and  generously 
with  its  patrons,  and  it  will  most  assuredly  reap  the  fruits  of 
its  recent  economies  at  some  future  time  when  it  stands  most 
in  need  of  public  confidence  and  goodwill. 


A  CORRESPONDENT,  writing  to  one  of  the  dally  news- 
■'*■  papers,  gives  the  result  of  his  experience  with  rents  in 
Manhattan  during  the  last  six  years.  In  1900  he  rented  a  seven- 
room  flat  on  Manhattan  avenue  for  $30  a  month,  which  was 
typical  of  the  rents  prevailing  in  the  rest  of  the  house  and 
throughout  the  neighborhood.  The  owner  valued  this  house  at 
$28,000,  for  which  sum  he  sold  it  in  1902  to  a  speculator.  This 
house  has  since  1902  been  bought  and  sold  four  times,  and  every 
time  rents  have  been  raised,  so  that  the  flat  which  was  at  first 
lented  for  $30  a  month  now  brings  $42,  and  the  house,  which  was 
valued  at  $28,000,  is  now  offered  at  $38,000.  The  correspondent 
attributes  the  increase  entirely  to  unwarrantable  speculation, 
and  he  cites  the  case  of  a  neighboring  house,  bought  by  an  in- 
vestor in  1899  for  $27,000,  in  which  the  rents  have  been  very 
moderately  raised,  and  whose  flats  are  always  fully  occupied. 
But  surely  a  speculative  movement  which  succeeded  in  actually 
increasing  the  value  of  a  house  $10,000  in  four  years  cannot  be 
entirely  without  warrant.  Undoubtedly  there  has  been  a  per- 
vasive speculation  taking  place  all  over  the  city,  particularly  in 
old  law  tenements  and  apartment-houses;  but  this  speculation 
would  have  been  utterly  unsuccessful  if  conditions  had  not  justi- 
fied it.  In  1900  flat  and  tenement-house  property  in  certain  sec- 
tions was  unduly  depressed.  Since  then  many  conditions  have 
contributed  to  make  it  more  valuable,  and  the  speculators  have 
merely  taken  advantage  of  these  conditions.  It  is  possible 
that  in  certain  sections  of  the  city  they  have  gone  too  far,  and 
that  during  the  next  few  years  many  tenants  will  follow  the  ex- 
ample of  the  correspondent,  and  seek  pleasanter  homes  and 
lower  rents  in  the  outlying  boroughs.  In  that  case  we  shall 
witness  another  readjustment  of  rents  and  values,  which  ought 
to  place  them  upon  a  more  permanent  level;  and  in  that  case 
the  speculators  will  suffer  from  their  bad  judgment,  just  as 
they  have  in  the  past  profited  from  their  good  judgment.  But 
in  any  event  the  speculator  cannot  make  real  estate  values.  He 
can  only  anticipate  them.  He  takes  his  risks  and  he  makes  or 
fails  to  make  his  profits.  It  Is  true  that  he  is  generally  a  bad 
landlord,  for  his  ownership  of  the  property  is  only  temporary, 
and  he  is  averse  to  making  improvements.  It  will  be  a  good 
thing  for  tenement  houses  in  New  York  and  their  occupants 
when  they  are  less  frequently  owned  by  speculators  than  they 
are  at  present;  but  we  imagine  that  during  the  next  few  years 
the  speculator  will  become  a  decreasingly  important  factor  in 
the  renting  situation.  For  the  present  the  speculation  in  tene- 
ment houses  is  over. 


THERE  is  no  doubt  that  one  of  the  crying  evils  of  the  day 
in  connection  with  the  congested  tenement  districts  with 
its  half  million  school  population  is  the  paucity  of  play  grounds 
for  children.  They  have  but  the  pavements  of  the  streets  and 
avenues,  which  are  necessarily  full  of  danger  to  life  and  limb. 
More  small  parks  and  recreation  piers  should  be  provided  by 
our  city  authorities  in  convenient  and  accessible  locations,  as  a 
writer  in  the  Tribune  puts  it,  "Wherein  all,  both  young  and 
old,  can  enjoy  amid  inviting  surroundings,  heaven's  pure  air 
and  cooling  breezes.  To  bring  the  country  to  them  is  what 
we  all  would  like  to  do.  As  we  cannot  give  them  the  reality  let 
us  strive  to  furnish  them  with  as  near  an  approach  to  it  as 
possible."  A  good  beginning  has  been  made,  but  many  more 
of  these  playgrounds  are  wanted.  Libraries,  school  houses  and 
hospitals  are,  of  course,  indispensable,  but  there  must  be  op- 
portunity for  healthful  out-of-doors  exercise  for  school  children. 
It  appears  that  Brooklyn  is  likely  to  get  a  new  children's 
playground  without  cost  to  the  city.  Borough  President  Coler 
has  discovered  that  a  burial  ground  adjoining  the  New  Lots 
Dutch  Reformed  Church,  at  the  junction  of  Livonia  avenue  and 
New  Lots  road.  East  New  York,  is  apparently  not  owned  by 
any  one,  and  accordingly  he  has  appropriated  it  on  behalf  of 
the  city  to  be  used  for  a  children's  playground.  The  plot  con- 
tains about  eighteen  city  lots;  but  the  little  ones  of  New  York 
should  not  have  to  depend  on  disused  graveyards  for  addi- 
tional recreation  grounds, 
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The  Payroll  of  New  York  City. 

N  discussing  recently  the  ilnancial  condition  of  New  York  City 
the  Record  and  Guide  purposely  made  no  reference  to  what 
is  probably  the  most  serious  drain  of  all  upon  the  city's  financial 
resources,  because  we  proposed  to  deal  with  this  aspect  of  the 
matter  in  another  article.  The  drain  which  we  had  in  mind 
was  that  caused  by  the  payroll  of  the  city;  and  the  New  York 
Times  has  collected  some  figures  in  relation  to  this  source  of 
expenditure  which  are  very  significant.  It  has  published  the 
following  table,  compiled  from  the  returns  of  the  Census  Bureau, 
which  shows  the  amount  of  money  spent  on  salaries  and  wages 
by  the  five  largest  cities  in  the  country: 

Salaries  and  Wages. 

New  York    156,247,114 

Chicago    15,730,992 

Philadelphia    11.260,545 

St.  Louis   6,930,755 

Boston    10,437,162 

It  will  be  seen  from  this  table  that,  although  the  population  of 
New  York  is  approximately  equal  to  that  of  the  other  four  cities, 
its  payroll  is  about  ?12,000,000  more  than  that  of  the  other  four 
cities  combined.  And  if  the  comparison  is  made  with  individual 
cities,  the  showing  is  even  worse.  The  population  of  New  York 
is  about  twice  as  large  as  that  of  Chicago,  but  it  spends  three 
and  one-half  times  as  much  in  salaries.  In  the  same  way,  its 
population  is  three  times  as  large  as  that  of  Philadelphia,  but 
its  payroll  is  five  times  as  big.  And  yet  Philadelphia  and 
Chicago  are  not  considered  to  be  cities  which  are  economically 
governed. 

It  is  this  matter  of  the  city's  payroll  which  will  bear  and 
repay  closer  investigation  than  will  that  of  any  other  aspect 
of  our  municipal  government.  The  amount  and  the  character 
of  the  waste  cannot  be  traced  to  its  precise  sources  without 
certain  detai'.ed  comparisons  between  salaries  paid  and  services 
rendered,  which  could  only  be  obtained  by  prolonged  and  minute 
collection  of  facts.  In  part,  the  comparatively  large  payroll  of 
New  York  City  is  undoubtedly  due  to  the  circumstance  that  New 
York  City  is  obliged  to  perform  certain  services  from  which 
other  cities  are  exempt  No  other  city  in  the  country  appro- 
priates, for  instance,  a  large  sum  of  money  for  the  maintenance 
of  a  Tenement  House  Department,  or  for  that  of  a  Bridge  De- 
partment. But  whatever  portion  of  New  York's  comparatively 
inflated  payroll  is  due  to  expenditures  in  which  other  cities  are 
not  obliged  to  indulge,  it  is  obvious  that  these  special  outlays 
account  for  only  a  small  portion  of  the  excess.  There  can  be 
no  doubt  that  New  York  not  only  pays  higher  salaries  for  a 
given  quality  of  work  than  any  other  city  in  the  country, 
but  that  it  also  pays  more  salaries  for  a  given  amount  of  work. 
What  the  New  York  taxpayer  needs,  and  has  a  right  to  know, 
is  in  what  departments  this  leakage  occurs,  and  what  means 
can  be  taken  to  diminish  and  correct  it. 

The  task  of  pruning  the  municipal  payroll  is  one  of  enormous 
difliculty,  from  which  anybody  but  a  most  energetic  reformer 
might  well  shrink.  During  the  administration  of  ex-Mayor  Low 
it  was  asserted  in  the  most  positive  manner  that  a  new  classifica- 
tion of  the  municipal  employees  was  to  be  adopted,  which  would 
result  in  a  considerable  saving  in  salaries  to  the  city;  but  for 
some  reason  or  another  the  idea  never  reached  the  stage  even 
of  a  definite  scheme.  The  great  difficulty  is  that  nobody  In  the 
city  departments,  not  even  the  chiefs  thereof,  has  the  slightest 
interest  in  seeing  that  the  city  gets  five  dollars'  worth  of  work 
for  every  five  dollars  which  is  spent  The  subordinate  employees 
in  the  city  are  secured  in  their  places  by  the  civil  service  rules. 
Their  tenure  of  office  and  their  possible  advancement  do  not 
depend  upon  efficient  and  laborious  work.  Their  positions  are 
secured  to  them  as  long  as  they  perform  their  routine  duties  In 
a  mechanical  way,  and  their  advancement  depends  partly  upon 
political  influence  and  partly  upon  their  Intimacy  with  the  heads 
of  the  department  These  departmental  heads,  on  the  other 
hand,  have  nothing  to  gain  by  economy.  They  exercise  no 
effective  authority  over  their  subordinates,  and  they  have  no 
interest  In  incurring  the  unpopularity  which  any  attempt  at 
economical  administration  would  incur.  Their  Interest  rather  Is 
to  secure  the  personal  loyalty  of  their  subordinates  by  obtain- 
ing for  them  as  many  favors  as  possible.  Thus  the  whole  service 
is  absolutely  lacking  in  esprit  de  corps,  which  is  the  one  quality 
which  can  make  public  servants  efficient.  Almost  everybody 
connected  with  the  municipal  offices,  except  the  responsible 
financial  officials,  is  seeking  to  get  as  much  as  possible  out  of 
the  city  treasury,  and  in  a  rapidly  growing  city  like  New  York 
they  can  use  many  plausible  pretexts.  No  matter  how  sincerely 
the  Mayor  and  the  Board  of  Estimate  may  wish  to  prevent  an 
unnecessary  Increase  of  the  payroll,  their  hands  are  tied  by 


their   inability   to   secure   any    effectual   assistance   among   the 
departmental  heads  and  their  subordinates. 

It  is  not  to  be  expected  that  a  system  that  is  so  strongly  en- 
trenched, and  which  is  supported  by  the  influence  and  interest 
of  over  CO, 000  people,  will  be  easily  overthrown.  In  fact  we 
do  not  imagine  that,  under  present  conditions,  any  attempt  to 
overthrow  it  will  be  successful.  The  great  initial  mistake  was 
made  at  the  time  of  consolidation,  when  the  salaries  of  the 
officials  of  the  outlying  boroughs  were  all  raised  to  the  same 
level  as  the  salaries  of  the  officials  in  the  original  city  of  New 
York.  This  act  is  the  greatest  single  cause  of  our  Inflated 
payroll,  and,  established  as  it  is  by  almost  ten  years  of  ac- 
ceptance, it  is  at  the  present  time  irremediable.  The  best  that 
can  be  done  at  present  is  to  stop  so  far  as  possible  any  further 
Inflation.  It  was  expected  that  the  revised  charter,  which  made 
the  Board  of  Estimate  responsible  for  any  increases  in  salaries, 
would  check  the  tendency  towards  undue  expansion  of  the  wages 
fund,  but  such  has  not  been  the  case.  In  three  years  of  1903, 
1904  and  1905,  the  Budget  increased  by  $13,000,000,  while  the  pay- 
roll increased  by  $8,000,000.  The  largest  part  of  this  increase 
was  due  to  the  augmentation  in  the  number  of  salaried  persons, 
but  a  considerable  share  was  due  to  an  increase  in  salaries,  and 
in  any  event  it  is  not  right  that  the  payroll  should  increase  at  a 
higher  percentage  than  the  Budget.  In  1903,  it  was  a  little  over 
57  per  cent,  of  the  total  expenditures,  while  in  1905  it  was  al- 
most 59  per  cent.  It  is  very  much  to  be  hoped  that  something 
can  be  done  to  check  this  tendency,  and  that  a  detailed  investi- 
gation will  be  made  in  the  whole  subject,  which  might  possibly 
be  made  the  basis  for  some  remedial  action. 


A  Suggestion  for  Obtaining  Bridge  Relief. 

To  the  Editor  of  the  Record  and  Guide: 

Permit  me  to  state  a  few  facts  in  regard  to  bridge  relief  and 
the  elevated  loop.  They  are  two  separate  problems:  Bridge 
relief  can  be  had  at  once,  without  a  loop,  and  the  loop  cannot 
be  had  for  years,  and  it  will  aid  very  little  in  relieving  the 
existing  crowded  conditions. 

For  quick  relief,  merely  a  slight  alteration  need  be  made  in 
the  present  terminal;  this  can  be  done  in  about  a  week  at  a  cost 
of  about  $10,000.  The  present  terminal  contains  about  70,000 
square  feet,  of  which,  during  the  rush  hours,  only  10,000  square 
feet  are  used,  and  that  in  a  barbarous  way,  and  the  remaining 
00,000  square  feet  are  wasted;  the  passengers  have  only  half  a 
minute  to  scramble  and  fight  their  way  into  a  five-car  train, 
which  is  an  unreasonably  short  time,  and,  upon  arriving  in 
Brooklyn,  they  must  change  cars,  climb  stairs,  wait,  fight  and 
scramble   into   a   train  a  second   time. 

After  the  alterations  are  made  the  result  will  be  as  follows: 
Almost  all  of  the  70,000  square  feet  can  be  used  by  the  passen- 
gers; instead  of  the  present  conditions,  where  the  passengers 
have  to  stand  and  wait  for  a  five-car  train  to  come  into  which 
they  have  to  scramble  and  fight  their  way  in  less  than  half  a 
minute  there  will  always  be  three  six-car  trains  (18  cars)  wait- 
ing about  three  minutes  for  the  passengers,  and,  it  stands  to 
reason  that  the  scrambling  and  fighting  to  get  into  the  cars  will 
be  entirely  eliminated  under  the  proposed  conditions;  all  Brook- 
lyn trains  will  come  to  New  York  in  the  rush  hours  as  well  as 
they  do  now  during  the  non-rush  hours;  the  incoming  and  the 
outgoing  passengers  will  be  separated;  the  passengers  for  the 
different  lines  will  always  enter  their  trains  from  the  same  plat- 
form; many  more  trains  can  be  run,  thereby  reducing  the  crowd- 
ing in  the  cars  themseh-es;  and,  the  passengers  will  save  time 
and  not  be  inconvenienced  by  changing  cars  in   Brooklyn. 

When  this  is  done  the  changes  will  merely  have  been  from  a 
faulty  to  a  correct  system;  it  will  be  an  every-day  terminal, 
such  as  is  used  everywhere' else,  with  not  a  single  new  or  un- 
usual feature  about  it,  and  a  like  plan  can  be  installed  on  the 
ground  floor.  The  ground  floor  might  then  be  used  for  terminal 
passengers  and  the  upper  or  present  floor  for  through  or  trans- 
fer passengers,  and  stair-climbing  will  be  entirely  eliminated; 
the  upper  floor  will  then  be  ready  for  a  connection  with  the  pro- 
posed elevated  loop,  or,  the  space  on  the  upper  floor  might  be 
divided  betweeen  the  Interborough  Co.  and  the  B.  R.  T.  Co.,  so, 
if  the  two  companies  cannot  agree  to  run  over  each  other's 
tracks,  the  passengers  would  merely  ha\-e  to  cross  a  platform  to 
change  from  one  service  to  the  other,  and,  if  the  two  companies 
can  agree  to  use  each  other's  tracks,  there  is  nothing  to  pre- 
vent through  service  between  the  two  boroughs. 

The  proposed  elevated  loop  will  have  the  following  advan- 
tages: About  15%  of  the  people  coming  over  the  Brooklyn 
Bridge  can  continue  their  journey  up  towards  I>elancey  st;  it 
would  be  of  great  benefit  to  the  Williamsburgh  Bridge,  as  it  can 
then  be  used  for  the  elevated  service;  and  about  25%  of  the  pas- 
sengers coming  over  the  Williamsburgh  Bridge  might  continue 
their  journey  towards  the  lower  part  of  Manhjittan.  These  are 
all  very  good  points,  but  they  are  not  what  will  relieve  the  con- 
gestion at  the  New  York  terminal  of  the  Brooklyn  Bridge,  for 
that  can  only  be  accomplished  by  an  alteration  of  the  terminal 
Itself. 
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The  elevated  loop  has  also  some  very  serious  drawbacks: 

1st.   It  will  take  a  long  time  before  it  is  built. 

2d.  It  will  be  \-ery  expensive  considering  its  very  few  advan- 
tages. 

3d.  It  is  supposed  to  be  only  a  temporary  structure  for  a  few- 
years. 

4th.  It  will  be  very  ir.convenient  to  passengers  because  of  Its 
height. 

5th.  It  will  disfigure  that  part  of  the  city  through  which  it  Is 
built. 

0th.  It  is  not  likely  that  New  York  will  give  up  its  streets  for 
the  shifting  of  empty  Brooklyn  trains. 

7th.  Worst  of  all,  it  will  shut  off  a  connection  between  the 
Broolilyn  and  the  Manhattan  elevated  services. 

A  better  way  to  do  would  be.  after  the  present  terminal  has 
been  modified  as  proposed,  to  connect  it  with  the  Interborough 
service  and  give  to  that  .service  the  same  rights  as  to  the  B.  R.  T. 


Co.,  so  that  the  passengers  can  go  from  one  borough  to  another; 
both  the  B.  R.  T.  Co.  and  the  Interborough  Co.  could  have  a 
circuit  over  tlie  bridges  through  the  lower  part  of  Manhattan 
and  Brooklyn  for  a  five-cent  fare,  that  is,  the  B.  R.  T.  Co.  would 
go  on  a  circuit  in  one  direction  and  the  Interborough  Co.  would 
go  in  the  opposite  direction,  and  the  fares  would  be  divided 
about  evenly  between  the  two  companies. 

What  I  want  to  call  part:cular  attention  to  In  this  article  Is, 
that  relief  from  the  present  barbarous  conditions  can  be  had 
almost  at  once  or  as  soon  as  it  is  treated  as  a  problem  by  itself; 
it  has,  for  a  number  of  years  always  been  tagged  on  to  some 
scheme,  and  the  public  has  been  led  to  believe  that  no  relief 
could  be  had  without  those  schemes.  That  is  a  mistake — the 
barbarous  conditions  are  caused  by  using  a  faulty  system,  and, 
until  that  faulty  system  is  altered  into  a  correct  sj-^tem,  no  re- 
lef  can  be  had. 

Yours    truly.  N.    POULSON. 


City  Development  and  Local  Consequences 


ESSENTIAL    FACTORS 

OF 

DECENT    LIVING 


East    River   Tunnel    Lines    Should    Be 
Started  Without  Delay 

By    CALVIN    TOMKINS 


TRANSPORTATION  is  the  determining  factor  in  the  growth 
of  all  large  modern  cities — transportation  of  food,  raw- 
materials  and  passengers  to  and  from  the  city  and  unrestricted 
and  effective  transportation  of  people  within  the  city.  Of  all 
the  great  cities  New  York  is  eGpecially  favored,  alike  in  being 
the  great  Atlantic  seaport  of  North  America,  and  in  having  the 
most  favorable  li:ies  of  railway  communication  to  the  .nterior 
of  the  continent.  Tire  routes  through  the  Hudson  and  Mohawk 
valleys  afford  th.3  easiest  and  cheapest  roads  from  the  Mi.='sis- 
sippi  Valley  to  the  best  harbor  on  the  coast.  There  has  been 
and  always  will  be  fiae  ocean  navigation.  The  growth  of  the 
city  is,  however,  hampered  by  its  inability  to  avail  it'.self  of  the 
cheapest  railroad  transportation  from  the  West,  since,  if  this 
were  ptrmitted,  it  would  seriously  affect  the  railroad  systems 
leading  to  other  icaboard  cities  and  adversely  affect  the  de- 
velopment of  those  cities.  This  fact  is  retarding  the  city's 
growtli.  Railroad  competition  as  regulated  by  Erie  Canal  rates 
has  always  been  the  greatest  and  most  persiistent  problem  of  tiie 
State  of  New  York,  just  as  the  local  transportation  of  passen- 
gers has  become  tlie  great  problem  within  the  city  of  New  York 
itself.  As  is  the  custom  in  most  other  cities,  local  transporta- 
tion has  been  farmed  out  to  private  corporations  under  long 
term  franchises  which  are  naturally  treated  in  such  a  way  as  to 
provide  the  most  revenue  for  the  concessionaires.  Abuses  of  this 
system  are  evident  enough,  but  their  correction  is  not  so  simple 
a  matter.  Over-capitalization  has  so  weakened  tlie  financial 
resources  of  our  great  transportation  companies  that  they 
are  not  in  a  position  to  safsfactorily  meet  the  requirements 
of  the  rapidly  developing  city.  Out  of  date  methods  of 
transportation  cannot  conveniently  be  abandoned  by  the  cor- 
porations using  them,  and  the  growing  tendency  for  greater 
public  control  is  making  it  increasingly  difficult  to  articulate  our 
present  private  system  with  the  extensions  and  developments 
so  urgently  needed.  These  difficulties  briefiy  referred  to,  are,  in 
my  judgment,  the  great  factors  to  be  recognized  in  connection 
with  the  Immediate  development  and  growth  of  our  city. 

The  slow  and  Inadequate  transportation  facilities  to  which  we 
are  and  have  been  for  so  many  years  accustomed  are  not  indi- 
cative of   future   methods.     Passenger   transportation   will   ulti- 
mately   be    much    more    rapid    than    at    present.      Speeds    of   90 
miles  an  hour  have  been  attained  with  safety,  and  a  speed  of  50 
miles  an  hour  Ib  undoubtedly  practicable  If  the  stopping  points 
are  not   too   frequent.     The  first  effect   of  aubway   or  elevated 
systems  operated  under  such  conditions  must  be  to  greatly  In- 
crease  the   availability   and    consequent   value   of   centrally   lo- 
cated property  in   the  metropolis.     The  second   effect   will  be  a 
similar  increase  of  availability  and  value  of  property  at  present 
situated  at  a  considerable  distance  outside  of  the  city,  that  is,  in 
New  Jersey,  Long  Island,  Westchester  County  and  beyond.     It  is 
an  interesting  inquiry,  how^ever,  as  to  what  effect  will  be  upon 
Intermediate  localities,  such,  for  Instance,   as  those  included  in 
the  four  boroughs  of  the  city  without  Manhattan.     To  my  mind 
the  natural   tendency  will  be  to  depress  rather  than   to  in- 
crease   values    in    these    localities    unless    a    large    foresight 
shall  have  provided  in  advance  for  local  convenience,  beauty, 
sanitation   and   economical   living  conditions. 

Right  here  we  are  brought  face  to  face  with  the  object  for 
which  this  convention*  was  called,  which  I  understand  to  be 
the  consideration  of  the  conditions  under  which  the  great  Long 
Island  section  of  New  York  City  shall  be  developed.  Such  con- 
ditions  Include   the   planning   and    development   of   an   adequate 


*From  an  addregs  by  MTi  Tomkln?  at  the  Lonh  IsJantJ  Re(^l  Estate 
Convention.  •  " 


system  of  streets  and  avenues  which  shall  make  the  whole 
region  readily  accessible,  both  as  regards  its  local  and  long  dis- 
tance requirements;  and  essentially  not  a  conglomeration  of 
petty  private  real  estate  developments  connected  together  by  an 
unrelated  street  system.  I  do  not  think  it  is  an  extreme  state- 
ment to  say  that  heretofore  in  the  history  of  the  city  the  un- 
organized influence  of  real  estate  men  and  development  com- 
panies has  done  more  to  interfere  with  a  rational  municipal  evo- 
lution than  any  other  cause.  This  is  the  first  instance  that  I 
know  of  where  a  general  conference  has  been  called  of  those  best 
qualified  as  experts  to  judge  of  growing  needs  incident  to  the 
city's  development.  It  is  very  important  that  public  improve- 
ments in  connection  with  parks  and  highways  should  at  least  be 
planned  and  definitely  determined  upon  in  advance  of  private 
improvement,  even  if  the  finances  of  the  city  will  not  permit  of 
the  r  immediate  realization.  In  this  connection  it  is  moat  essen- 
tial for  Long  Island  that  lines  of  seashore  and  soundshore  parks 
should  now  be  planned  for  and  whenever  possible  acquired  by 
the  city  while  land  is  clieap.  In  my  judgment  the  city  now  has 
no  greater  opportunity  for  park  development  than  the  acquisi- 
tion of  the  Kockaway  tite.  Rockaway  is  likely  to  be  lost  just 
as  Coney  Island  was  lost  to  the  city  as  a  consequence  of  oflicial 
neglect.  As  far  as  practicable  the  location  ct  civic  centei-s 
should  be  arranged  for  and  provision  made  for  the  grouping  at 
such  centers,  about  open  squares  of  public  buildings,  such  as 
school  houses,  court  houses,  flre  engine  houses,  libraries  and 
churches.  Convenience  .".nd  beauty  will  alike  be  served  by  such 
a  policy.  Of  course  it  i.-:  impossible  to  foresee  tlie  precise  condi- 
tions of  development,  but  foresight  can  in  large  measure  give 
such  direction  both  to  public  and  private  improvements  as  shall 
in  the  final  outcome  iirovide  municipal  conditions  far  more  de- 
sirable  than   would   otherwise  have   been   obtained. 

If  the  essential  factors  of  decent  living  are  not  now  antici- 
pated  and   provision   made   for   their  accomplishment,   I   am 
inclined  to  think  that  the  substitution  of  cheap,   high-speed 
passenger  transportation  will  place  the  land  within  the  four 
boroughs   at   a   disadvantage   as   compared   with   the   central 
district   where   land   will,  of  course,   continually   tend   to  be- 
come more  valuable  on  account  of  Its  Intensive  use,  and  also 
in  comparison   with  the  readily  accessible  outlying  districts 
where  there  is  plenty  of  cheap  land,  light  and  air,  and  which 
are    also    likely    to    be    better    organized    because    organized 
later.     In  other  words,   the  undeveloped  parts  of  New  YorH 
City   should    now   be   most   carefully   organized   if   they   are 
to  successfully  encounter  the  competition  of  outside  localities. 
The  metropolitan  district  of  New  York  City  is  not  confined  to 
New  York  State,  but  Includes  the  five  northern  counties  of  New 
Jersey,   Long   Island   and   the   southern   Hudson   River   counties. 
That  is,  the  political  boundaries  of  the  city  do  not  constitute  Its 
social  or  economic  boundaries,  and  Jersey  City,  Hoboken,   Bay- 
onne,   Plalnfield,   Newark.   Passaic,   Paterson   and    the  contiguous 
towns   and   unsettled    parts    of    this   great   northern    New   Jersey 
district  are  de  facto  a  part  of  the  city.     The  War  Department 
of   the   United    States -Government   has   recently   recognized   the 
waters   of   the   Passaic   and   Hackensack   rivers   as    "constituting 
pirt   of   New    York   Harbor."      All    of   the   great    western    trans* 
porta  tton   lines   of   the   country,    with    the   exception   only   of   the 
New  York  Central,   reach  New  York  City   through   New  Jersey, 
and  have  their  terminals  on   the   western  bank  Of  the  Hudson. 
The  fact   that  each  of  these  ilnes,   together  -with  the  numerous 
trolley  and  subsidiary  steam  lines  of  that  locality  are  each  year 
affording  better  opportunities  for  hdmeseekers  from  Manhattan 
should  hfi  ennstftntly  borne  In  mind,  and  the  further  f^ct  that 
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tunnel  facilities  under  the  Hudson  River  are  lilrely  to  be  de- 
veloped much  more  rapidly  than  similar  facilities  under  the 
East   River   should   not   be   lost   sight   of. 

It  is  apparently  cheaper  and  easier  to  tunnel  the  bed  of 
the  North  River  than  that  of  the  East  River,  consequently 
tunnel  connections  which  constitute  in  fact  modernized 
.quick  transportation  as  compared  with  that  afforded  by 
bridges,  is  lilrely  to  be  provided  more  promptly  to  New  Jer- 
sey than  to  Dong  Island.  This  is  a  portentous  fact  of  special 
significance  to  those  interested  in  the  development  of  Long 
Island.  The  Bronx  and  Westchester  section  does  not  have 
this  problem  to  contend  with,  since  there  is  no  vv-ide  stream 
to  tunnel,  and  this  fact  has  heretofore  constituted  a  decided 
advantage  which  is  now  likely  to  be  lessened  by  the  future 
conditions  of  transit  to  New  Jersey. 

All  of  the  tunnels  projected  by  the  Rapid  Transit  Commission 
to  Long  Island  should  be  started  without  delay,  even  if  neces- 
sary before   the  precise   lines  of  subways  connecting  with   them 
shall  have  been  determined  upon.     The  city  has  been  very  re- 
miss  in  its  duty   to   its   Long  Island   citizens   in   this   particular, 
and   both   the  city  and   the   State  are   likely   to  lose   population 
to  New  Jersey  as  a  consequence  of  such  neglect.     It  is  the  de- 
clared   intention    of    the    Pennsylvania    Railroad    to » utilize    its 
tunnel  primarily  for  its  through  business  as  distinguished  Irom 
local  business.     The  Steinway  tunnel  is  intended  for  trolley  cars 
only,   and   this   service   does   not   constitute   rapid   transit.     The 
city  tunnel  now  being  built  from  lower  Manhattan  to  Brooklyn 
will    be   overcrowded    at    the   start,    and    will    not    materially    or 
permanently    relieve    conditions    at    the    Brooklyn    Bridge.      The 
Brooklyn   Bridge   itself   is    nearly   if   not   quite   taxed    to   its   full 
train-carrying  capacity,  and  Its  availability  for  additional  train 
service  can  be  extended  only  to  a  very  slight  degree.     Transit 
conditions  between  the  City  Hall  sections  of  Manhattan  and 
Brooklyn  must  of  necessity  be  very  inadequate  for  a  number 
of  years  to  come,  since,  with  the  exception  noted,  the  con- 
struction   of    the    necessary    tunnels    which    should    connect 
these  two   most   important   civic  centers  has  not   e\-en  been 
begun. 

It  is  essential  that  the  three  great  localities  lying  to  the  north, 
east  and  west  of  lower  Manhattan  should  be  provided  with  equal 
facilities  for  access  to,  and  egress  from,  that  great  center, 
otherwise  districts  lacking  such  facilities  will  be  seriously  handi- 
capped in  competing  for  population. 

Rapid  transit  to  and  from  low-er  Manhattan,  together  with 
the  observance  of  a  co-ordinated  plan  of  local  improvements,  are 
the  essential  factors  to  be  considered  in  connection  with  local 
development.  In  many  respects  the  Long  Island  section  has 
more  to  conimend  it  to  homeseekers  and  to  manufacturing  inter- 
ests than  any  of  the  other  outlying  districts,  and  if  public  and 
private  improvements  are  now  planned  with  foresight,  and  if 
such  plans  shall  become  well  established  and  grounded  in  pub- 
lic opinion— which  is  the  only  way  to  make  such  planning 
effective — Long  Island  will  not  only  maintain  its  position,  but 
it  is  likely,  in  suburban  competition,  to  attract  capital  and  citi- 
zens from   other  less  favored   localities. 


Personal. 

Stephen  M.  AVright,  the  builder,  viho  died  on  September  22,  at 
his  residence  at  Glen  Head,  L.  I.,  was  a  well-known  figure  in 
the  association  affairs  of  the  trade,  and  latterly  no  doubt  was 
thought  of  more  in  connection  with  these  society  interests  than 
as  an  active  contractor  and  builder.  He  was  for  a  long  period 
prominent  in  the  affairs  of  the  Mechanics  and  Tradesmen's  So- 
ciety, and  when  the  Na'tional  Association  of  Builders  was  more 
active  he  was  also  for  a  time  Secretary  of  that  body,  and  dur- 
ing another  era  in  his  life  Mr.  Wright  was  the  Secretary  of  the 
\Vebb  Home  jind  Academy  for  Shipbuilders  at  Fordham.  liike- 
wise  he  was  long  prominently  identified  with  the  Building  Trades 
Club,  and  at  the  time  of  his  death  was  a  member  of  the  house 
committee  of  the  Building  Trades  Employers'  Association.  For 
the  General  Society  of  Mechanics  and  Tradesmen  he  had  a 
strong  regard,  and  during  12  years  he  was  the  Secretary;  for 
one  year  he  served  as  President,  and  continued  either  an  officer 
or  committeeman  up  to  the  time  of  Jiis  death.  Mr-.  Wright  will 
be  remembered  as  a  man  of  intellectual  pow^r,  as  a  systematic 
business  man  and  as  a  clever  executive.  Above  all  he  was  a 
man  of  fine  principles.  His  family  of  Wrights  is  long  settled 
in  these  parts,  as  his  grandfather  Stephen  built  the  hull  of  the 
"Claremont"  for  Fulton,  as  is  said,  and  a  great-grandfather, 
Thomas,  was  a  soldier  of  the  Revolution  and  a  Sugar  House 
prison  victim.     Mr.  Wright  was  but  65  years  old. 

Bryan  L.  Kennelly  has  returned  from  a  vacation,  having  made 
an  extended  trip  on  the  Continent  of  Europe. 


—The  twentieth  anniversary  of  the  New  York  Lumber  Trade 
Association  will  be  held  at  the  regular  annual  meeting  Oct.  10 
at  the  association  rooms,  18  Broadway,  Manhattan.  It  is  the 
custom  of  recent  years  to  precede  With  a -luncheon,  served  by 
Delmonfco,  at  1  o'clock.  If  is  the  desire  to  have  every  member 
present  at  this  meeting,  as  an  appreciation  of  what  the  asso- 
ciation has  done  for  the  trade  during  the  past  twenty  years. 
and  to  show  their  present  Interest.  This  meeting  should  be  a 
record  breaker  In  regard  to  RttfndaneB. 


Reclamation  of  Marsh  Land 


By   WALTER   J.    GREACEN* 


IT  IS  IMPOSSIBLE  to  travel  over  Long  Island  without  being 
impressed  by  the  extent  of  the  Island  that  is  not  yet  in- 
cluded in  tlie  sphere  of  your  development  operations,  and  the 
conviction  grows  that  there  is  land  out  here  and  to  spare  for  all 
your  real  estate  schemes  of  to-day  and  many  days  to  come. 

A  peculiar  point  of  view,  you  will  think,  for  an  advocate  of 
waterfront  development  with  something  to  say  on  the  economy 
of  reclaiming  the  waste  corners  of  the  Island,  but  it  will  sug- 
gest a  thought.  I  want,  viz.:  that  values  depend  on  location 
rather  than  area.  Wlien  a  client  brings  you  a  property  to  sell, 
your  fi.st  question  is,  not  how  many  acres,  but  where  is  it  situ- 
ated? Not  how  much  of  it  is  under  cultivation,  but  how  far 
from  the  railroad  station?  And  how  many  trains  a  day?  And 
you  know  better  than  I  that  a  foot  of  waterfront  on  Newtown 
Creek  is  wortli  an  acre  out  Greenport  v.ay — and  one  can  buy  up 
a  township  down  East  for  the  price  of  a  vilia  site  on  Great 
Neck,  where  I  have  been  spending  the  summer. 

Now  this  thought  reversed  is  a  paramount  idea  in  land  re- 
clamation. If  you  have  a  good  location,  improve  it.  If  you 
have  a  hopeless-looking,  mosquito-breeding  marsh  in  a  spot  that 
has  a  future — make  dry  land  of  it.  There  are  few  places  in  the 
world  to-day  where  a  man  can  get  so  big  a  return  for  his  in- 
vestment as  in  the  waste  marshes  of  Long  Island.  Not  that 
reclamation  is  a  cheap  or  low-priced  operation;  quite  the  .con- 
trary; it  means  a  considerable  outlay,  and  can  be  done  most 
sf.ct-essfully  on  a  pretty  large  scale,  and  the  dredging  and  filling 
(inly  done  economically  by  a  few  large  comp:iiiies  who  ha-t 
!  unk  fortune's  in  plant  and  spent  a  lifetime  in  acquiring  the 
high  degree  of  technical  skill  required  to  operate  them  to  adv.an- 
tage.  Do  not  understand,  or  be  misled  in  this  matter;  out  of 
tl'e  fleet  of  seventeen  dredging  plants  owned  by  our  company,  no 
less  than  seven  have  been  acquired  under  the  hammer  from 
people  who  had  good  land  schemes  but  who  did  not  "know  how" 
well  enough. 

The  woik  is  not  cheap,  but  fairly  costl.r,  and  the  profits  that 
I  have  mentioned  must  be  looked  for,  and  will  be  found  i.i  tti^ 
greatly  increased  value  of  the  improved  property.  Suppose  the 
marsh  lan-.l  costs  .f.")00  or  $1,000  an  acre,  and  suppose  you  must 
spend,  relatively,  .$1,000  or  $1,500  on  improving  it,  what  does 
tlat  amount  to  if  your  finished  property  can  readily  be  sold  for 
five,   six    or  even   seven   to   ten   thousand    dollars   an   acre? 

These  figures  sound  l.lg,  but  in  reality  they  are  conservative, 
and,  if  po.ssible  in  thjse  few  minutes,  I  would  like  to  set  you 
tlrnking  along  lints  in   which  such  profits  can  be  realized. 

Tlieie  are  three  distinct  purposc-s  for  which  marsh  land  is 
being  advantageously  leclaimed — terminal  and  manufacturing 
sites,  residential  tracts  and  amusement  resorts.  As  marsli  lands 
under  the  first  caption,  I  would  suggest  the  headwaters  ot  New- 
t.jwn  Creek,  Flushing  Bay,  Jamaica  Bay  and  other  localities 
where  room  for  railroad  terminal  and  wharfage  is  greatly  in 
demand,  and  wh?re  factory  sites  with  deep  water  channel, 
iroperly  bulkheaded  front  and  outlet  by  railroad  connection  or 
trucking  street  bring  a  hundred  to  three  hundred  dollars  a  front 
foot. 

The  localities  mentioned  are  interesting,  too.  for  immediate 
improvement,  so  Uiat  they  may  be  ready  to  act  as  a  port  of 
entry  for  th3  quaiUities  of  building  material,  ooal,  supplies,  etc., 
that  .will  be  called  tor  in  thE  development  of  Long  Island,  to-day, 
I  believe,  just  beginning.  As  an  illustration  of  such  a  property, 
finished  and  in  use,  I  might  point  you  to  the  fine  coal-shipping 
terminal  and  stui-age  tracks  of  the  Philadelphia  &  Reading 
Railroad  at  Port  Reading,  N.  J.  A  year  ago  it  was  a  salt  mai'Sh 
which  th,»  company  had  bought  at  a  nominal  sum  (I  do  not  re- 
call fie  exact  price  per  acre  which  the  company's  real  estate 
agent  told  me  they  paid  for  it),  and  after  six  months  of  work 
they  Invo  a  fine  deep-water  channel  and  turning  basin  in  Arthur 
Kill,  and  a  hard,  sandy  yard,  four  or  five  feet  above  tide,  on 
wliich  tracks  were  laid,  and  large  quantities  ot  coal  stored  aS 
fast  as  our  pipV's  could  be  removed  from  the  fill.  The  adjoining^ 
property  is  now  held  at  a  high  valuation,  and  the  railroad  yard 
is  considered  one  of  the  best  coal-shipping  points  on  the  coast. 
It  was-  reclaimed  from  a  marsh  by  merely  dredging  a  basin  in 
.Vrthur  Kiil  and  depositing  on  the  property  less  than  a  h.tlf 
milin.n  --arcls  of  material  thus  procured.  The  point  to  be  noted 
is,  that  while  the  original  marsh  was  of  small  value,  and  the 
cost  of  tmproven-.ent  comparati\-ely  insignificant,  the  value  of 
the  imtrtovcd  property  is  very  groat. 

\V;;  have  not  time  to  multiply  examples,  but  you  men  who 
have  In  mind- the  lines  of  extension  to  be  followed  by  the  rail- 
roads, trolley-  systems,  ferries,  etc.,  have  a  great  opp  irtunity, 
and  will  appreciate  the  -present  psychological  moment  for  invest- 
ment. '  M'y  Illustration  shows  the  possibilities  along  the  line  of 
tran.-p'Jrtation    progrees,    and    the    opportunity    is    as    gjod    for 

'Vice-President  Atlantic,  Quit  &  Pacific  Co.  Read  at  the  Long  Isl- 
and Real  BBtRte  Convention. 
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maniifacUiring  and  shipping  interests.  Any  wat\?rfror.t  man  In 
New  T  ork  will  tell  you  of  the  clients  he  has  on  his  Look j  ready 
to  pay  almost  any  price  for  improved  property  on  deep  water 
with'in  ten  or  twenty  miles  of  New  York  City,  and  it  is  inter- 
esting that  you  cannot  persuade  a  manufacturing  concer.i  to 
lak.',  hold  of  unimprov"ed  property,  no  matter  how  cheaply  you 
may  offer  it.  They  will  tell  you  they  have  troubles  in  their 
own  business  and  want  an  improved  site  which  they  can  i>ut 
to    immediate   use. 

Ev.^ry  time  I  go  alon.Q  the  south  jhore  I  wonder  how  your 
wtallhy  residents,  and,  in  fact,  any  of  you,  ever  endure  the 
hordes  of  mosquitoes  tliat  make  life  a  burden,  and  the  carefully 
screened  houses  would  seem  to  indicate  that  you  do  not  find 
their  presence  altogether  a  joking  matter.  There  Is  only  on'.> 
sui"e  cure  for  the  mosquito:  Cover  your  marshes,  fill  them  just 
above  tide,  and  your  mosquitoes  are  absolutely  gone.  An  aver- 
age of  5,000  cubic  yards  of  filling  pumped  upon  each  acre  of 
Sjwamp  land  would  give  your  beautiful  country  entire  freedom 
from  this  distressing  plague,  and  this  brings  'us  to  the  second 
purpose  for  which  you  may  advantageously  reclaim  your  marsh 
lands,   viz.,   for  summer  residence. 

I  am  sure  there  is  nowhere  in  this  country  so  wel'  situated 
.a  f-tretch  of  seashore  as  the  south  coast  of  Long  Island — New 
Jersey  cannot  compare  with  it  for  coolness,  accessibility  and 
natural  advantages — stretching  from  west  to  east  it  has  ,-x  per- 
fect exposure  to  the  prevailing  summer  winds  which  arc  south- 
erly and  blow  in  fresh  and  cool  from  an  unlimited  streto.n  of  the 
Atlantic.  With  the  outer  bar  to  break  tlie  surf  and  provide  the 
dcJightful  sailing  condilions  of  Great  ,Sputli,  Shinnecoclc  and 
other  bays,  the  ■soulli  shore  is  ideally  located  to  develop  such 
residential  schemes  as  flourish  in  New  Jersey,  and  fortunes  can 
be  mafJc  at  it. 

Let  mc  give  you  an  example  with  which  many  oE  you  are 
perhaps  familiar.  At  Cape  May,  N.  J.,  150  miles  from  New 
York  and  more  than  half  that  .distance  Irom  Philadelphia,  an 
enterprising  syndicate  of  Pittsburg  operators  are  successfully 
floating  the  biggest  scheme  on  the  Atlantic  coast;  with  no 
greater  physical  assets  than  the  v.'aning  popularity  of  Old  Cape 
May,  and  a.  three-mile  stretch  of  clean,  hard  beach,  they  are 
building  out  of  the  aiarsh  a  city  capable  of  accommodating 
30.000  people.  Eleven  to  twelve  hundred  acres  of  land  are  being 
filled  well  above  high  tide  by  depositing  on  them  over  seventeen 
million  cubic  yards  ot  sand,  which  is  dredged  from  the  rear  of 
the  tract,  where  there  will  thus  be  formed  a  sheltered  harbor 
thirty  feet  deep.  A  great  hotel,  an  admirable  sewage  system 
and  very  extensive  landscape  improvements  are  being  made, 
and  the  tract  divided  into  over  seven  thousand  lots. 

The  character  of  th-?  marsh  land  was  just  what  you  have  on 
Long  Island,  and  the  original  cost  of  the  property  very  small — 
the  improvement  will  run  into  several  million  dollars — but  if  the 
lots  can  be  succesisfully  marketed,  and  I  believe  these  sales  are 
progressing  very  satisfactorily,  you  can  easily  figure  that  a 
remarkable  profit  is  in  sight  for  those  who  had  the  courage  and 
foresight   to   undertake   this  venture. 

Now  if  this  scheme  is  successful  in  Southern  New  Jersey,  are 
not  the  prospects  for  such  an  operation  infinitely  more  interest- 
ing and  practical  on  Long  Island,  with  its  many  advantages  of 
climate,  beautiful  scenery,  protected  waters  for  sailing,  and 
especially  its  close  proximity  to  and  accessibility  from  New 
York,  this  greatest  city,  whose  tremendously  Increasing  popula- 
tion look  to  you  for  tlieir  outing  places  and  pleasure  grounds? 
New  York's  better  class  of  population  supply  the  greater  part  of 
the  funds  that  support  all  these  resorts  from  Long  Branch  to 
Palm  Beach,  and  there  should  be  big  money  in  a  well  thought 
out,  carefully  restricted  venture  of  this  kind  on  Long  Island. 
The  conditions  on  your  south  shore  are  ideal. 

In  a  smaller  way,  I  can  show  you  a  dozen  towns  from  here 
to  Southampton  whose  good  people  tramp  through  a  mile  of  tall 
grass  and  swamp  to  reach  their  boats  and  bathing  beaches. 
Fill  in  these  marshes  and  you  will  open  to  development  the  most 
interesting  and  valuable  sections  of  these  towns  and  bring 
streets  and  cottages  down  to  the  shore  of  the  bay  with  absolute 
freedom  from  mosquitoes.  Such  operations  In  townis  of  any  life 
whatever  cannot  fail  of  success. 

Now  as  to  the  third  purpose  for  which  you  may  advanta- 
geously reclaim  the  marshes — for  recreation  and  amusement  re- 
sorts— nothing  draws  the  crowds  from  a  hot  city  on  summer 
nights  and  days  like  the  motto  'Swept  by  Ocean  Breezes." 
Coney  Island  and  a  dozen  lesser  ventures  near  New  York,  Revere 
Beach  and  Nantiisket  in  Boston  Harbor,  Savin  Roclc  at  New 
Haven  and  otlier  smaller  but  profitable  resorts,  illustrate  tiie 
Immen5-e  money-making  possibilities  In  such  amusement  devel- 
opments. All  over  the  world  to-day  the  people  seem  to  have 
an  insatiable  appetite  for  amusement.  Havana,  Cuba,  has  just 
opened  a  phenomenally  succe.ssful  Luna  Park,  and  our  company 
is  completing  several  fine  improvements  of  this  kind  on  the 
Pacific  Coast,  on  which  the  waterfront  is  already  valued  at 
!fr.">0  to  $'200  per  lineal  foot.  There  seems  to  be  no  limit  to  the 
number  of  these  resorts  that  our  American  people  will  support 
if  advantageously  located.  A  salt  marsh  can  easily  be  filled 
above  tide  level,  and  the  filling  material  procured  from  lagoons 
and  canals  dug  through  it  by  the  same  operation.  With  the 
addition  of  good  landscaping  and  some  oriental  architecture  an 
up-to-date  amusement  park  can  be  put  on  the  market,  ready  for 
renting  at  fancy  figures  to  those  who  make  it  their  business  to 


supply  the  public  with  the  various  kinds  of  excitement;  and 
bunco  that  make  these  places  popular. 

You  have  several  locations  on  Long  Island  where  such  devel- 
opments should  prove  successful.  They  need  not  necessarily 
draw  their  patronage  from  New  York  or  Long  Island  City,  but 
from  Jamaica  and  Flushing,  or  any  point  where  a  considerable 
area  and  population  may  be  reached  by  the  trolley  lines.  The 
location  should  be  on  the  waterfront  far  enough  from  towns  to 
give  the  people  a  good,  cool  trolley  ride,  going  and  coming  home. 
This  idea  may  be  worked  out  on  a  large  or  small  scale,  as  condi- 
tions and  location  warrant.  We  have  laid  out  and  completed 
plans  for  many  improvements  of  this  kind,  and  found  owners 
and  trolley  people  quick  to  see  the  value  of  the  suggestion  and 
ready  to  back  such   schemes  with  necessary  funds  and  support. 

But  in  addition  to  the  specific  purposes  which  we  have  dis- 
cussed, there  is  a  broader  and  more  general  reason  for  filling 
the  marshes.  Roughly,  seventy  thousand  acres,  or  more  than 
C  per  cent  of  the  total  area  of  your  island,  is  waste  land,  use- 
less salt  marshes,  more  or  less  covered  by  the  tide,  a  scar  on  the 
beauty  of  your  landscapes,  the  breeding  place  of  the  mosquito. 
Nothing  will  so  beautify  your  island  and  increase  the  value  of 
■your  shore  front  property  as  removing  these  distressing  marshes 
which  have  so  long  injured  Long  Island's  good  name  and  stood 
in  the  way  of  her  progress.  And  to  this  convention,  called  to- 
gether to  study  the  broader  and  'more  general  needs  of  the 
island,  and  devise  ways  and  means  to  develop  her  attractions 
and  promote  her  Interests,  I  say,  among  all  the  problems  that 
confront  you,  there  are  few  more  important,  few  that  will  do 
more  to  improve  the  island,  few  that  will  pay  you  better,  than 
clearing  up  your  waterfront,  abolishing  your  mosquitoes,  re- 
claiming your  waste  land. 


Needs  of  Long  Island. 

President  Kempner,  of  the  Long  Island  Real  Estate  Ex- 
change, is  sending  out  the  following  letter  to  members  defining 
objects  for  wliich   the  Exchange  should  strive: 

The  Long  Island  Realty  Convention  has  passed  into  history, 
achieving  its  main  object  by  ordering  the  framework  of  a  permanent 
association  as  expressed  in  the  report  of  its  committee  on  organiza- 
tion, a  copy  of  which  is  contained  in  the  enclosed  return  envelope. 
That  splendid  gathering  of  the  real  estate  forces  of  Long  Island,  by 
its  size  no  less  than  by  its  representative  character,  conclusively 
established  the  fact  that  reputable  realty  operators  are  ready  and 
willing  to  co-operate  in  a  spirit  of  harmony  for  the  protection  of 
their   business    interests. 

Moreover,  it  must  have  impressed  every  one  present  that  the 
formation  of  a  society  composed  of  such  a  vast  body  ot  substantial 
business  men  as  were  gathered  there,  could  but  signify  the  estab- 
lishment ot  an  influence  whose  potential  possibilities  tor  good  would 
be  immeasurable.  In  giving  this  ocular  demonstration  and  object 
lesson  ot  the  gigantic  strength  that  could  be  created  by  and  inhere 
in  a  union  ot  forces,  the  convention  proved  worthy  ot  all  the  effort 
expended  in  bringing  it  about. 

The  Long  Island  realty  interest  represented  at  this  convention 
were  quick  to  grasp  the  opportunities  that  awaited  the  advent  of  the 
Long  Island  Real  Estate  Exchange.  The  report  ot  the  committee  on 
organization  mentions  some,  and  I  will  endeavor  to  point  out  a  few 
others — a  few  of  the  larger  objects  for  which  the  Exchange  could 
strive,  it  approved  by  the  Board  ot  Governors. 

First  and  foremost  among  these  I  would  suggest  that  the  Exchange 
advocate  the  construction  ot  a  GRAND  BOULEVARD,  running 
through  the  geographical  centre  of  the  island,  from  one  end  to  the 
other. 

Secondly.  I  would  suggest  the  creation  of  A  CENTRAL  MARKET 
OR  TRADE  HEADQUARTERS  tor  the  sale  ot  real  estate  in  close 
proximity  to  the  terminus  of  the  Long  Island  Railroad  in  Brooklyn 
or  Long  Island  City,  by  locating  the  new  Exchange  there,  housed 
in  its  own  office  building  of  modern  type. 

Thirdly,  I  urge  the  formation  of  a  BUREAU  OF  LAND  CULTURE, 
through  whose  agency  the  idle  and  uncultivated  land  all  over  the 
island   could   be   systematically   farmed. 

Fourthly.  I  propose  a  REALTY  AND  BUILDERS'  EXHIBITION  at 
Madison  Square  Garden  for  the  display  ot  everything  relating  to 
modern  house  appliances,  landscape  architecture,  road  and  street 
building,  and  the  planning  of  town-sites,  and  all  other  things  bear- 
ing on  and  essential  to  the  real  estate  industry. 

Each  one  ot  the  above-named  suggestions  would  require  an  ex- 
tended explanation  to  bring  out  its  benefits,  but  to  state  them 
britfly,  1  would  say  that  in  regard  to  the  first  proposition,  its  real- 
ization would  add  incalculable  millions  to  Long  Island  property 
values,  not  to  speak  of  the  rare  opportunity  for  sport  and  pleasure 
that  so  great  a  driveway  would  afford,  and  which  would  make  this 
island  renowned  the  world  over;  in  regard  to  the  second,  that  it 
would  concentrate  and  confine  the  real  estate  business  in  a  particu- 
lar section  as  a  sort  of  wholesale  district,  thus  rendering  it  possible 
to  economize  materially  in  rental  and  advertising  expenses;  in 
regard  to  the  third,  that  it  would  so  hasten  the  development  and 
settlement  of  the  island  that  the  growth  expected  in  many  decades 
in  the  ordinary  course  ot  events  could  be  attained  in  a  few  years, 
and,  lastly,  that  by  an  exhibition  of  the  character  proposed  an  in- 
tense interest  would  be  awakened  in  all  matters  pertaining  to  the 
home  and  to  home  building  that  would  naturally  result  in  home 
buying  and  land  investing  on  a  largely  multiplied  scale.  It  must 
be  self-evident  that  in  respect  to  all  ot  the  propositions  put  forth 
herein,  much  more  could  be  added  to  show  "their  utility  and  far- 
reaching  importance. 

In  issuing  this  letter  I  am  prompted  by  the  desire  to  show  that 
there  are  things  to  do,  things  ot  great  import,  which  come  properly 
under  the  scope  ot  the  real  estate  man's  work,  it  he  would  be  up 
and  doing  and  watchful  ot  his  own  best  interests.  That  such  things 
can  only  be  successfully  carried  out  by  large  bodies  of  men  com- 
pactly organized  and  acting  in  concert  for  the  common  good  needs 
no  elaborate  argument. 

By  the  establishment  of  our  Long  Island  Real  Estate  Exchange  we 
have  created  the  medium  through  which  we  can  take  time  by  the 
forelock,  and  make  headway  at  the  accelerated  rate  of  speed  required 
by  modern  conditions.  Would  you  not  like  to  be  one  of  the  number 
that  will  constitute  this  pushing,  progressive  and  enterprising  body 
of  real  estate  operators?  If  so,  kindly  send  in  your  application  for 
membership  at  your  earliest  convenience. 
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Columbia's   New   Chapel. 

COLUMBIA  UNI'sEUSlTY'S  new  chapel,  now  nearly  fin- 
ished, with  Us  dome  rising  to  a  heiglit  of  90  ft.,  has  been 
so  placed  as  to  balanre  Earl  Hall,  which  occupies  a  corre- 
sponding location  to  the  west  of  the  library  building,  and  the 
three  domes  seen  from  114th  st  will  form  a  harmonious  arch 
with  the  great  dome  of  the  central  building  rising  in  the  centre. 
The  chapel  is  of  the  .'simple  Renaissance  architecture  of  northern 
Italy.  It  is  cruciform  in  the  interior,  having  its  seating  ca- 
pacity'centralized  under  the  dome  with  shallow  nave  and  tran- 
septs. The  dome  is  50  ft.  in  diameter  and  will  be  crowned 
■nfith  a  sixteen-sided  lantern.  Above  the  great  lantern  I3  a 
smpll  slcno  lantern  surmounted  by  a  atone  cross.  The  dome 
is  tiled  in  green.  Red  briclc  and  Harvard  sandstone,  like  in 
the  other  university  buildings,  have  been  used  in  the  ex- 
terior of  the  building.  The  interior  is  finished  in  light  brick 
and  terra  cotta.  The  dimensions  of  the  chapel  are  150  ft.  by 
80  ft.,  and  it  will  seat,  with  the  choir  and  galleries,  close  to 
1,000   peiisnns. 

'  Passing  between  massive  stone  pillars  on  the  front  of  the 
biiildin'g,  ■entrance  is  through  an  open  vestibule  leading  directly 
ititb  the  chapel.  At  the  right  and  left  of  the  vestibule  in  the 
abutting  towers  are  staircases  leading  up  to  the  galleries  in 
the  transepts.  The  main  entrance  to  the  chapel  is  through  the 
vestibule,  but  there  are  entrances  at  each  of  the  angles  of  the 
pillars  supporting  the  dome.  The  interior  of  the  chapel  is 
entirely  of  masonry,  and  depends  for  its  effect  on  its  struc- 
tural treatment.  There  are  no  modern  tricks  of  construction, 
but  the  chapel  has  been  built  in  the  spirit  of  the  time  to  which 
the  design  belongs.  Everything  about  it  is  real,  and  without 
pretense — -an   example   of   good,    old-fashioned    construction. 

The  flooring  is  of  marble  and  mosaic,  and  free  of  seats,  ex- 
cept in  the  choir  and  galleries,  after  the  fashion  of  the  con- 
tinental churches. 

'  A  quaint  feature,  unusual  in  this  country  but  common  in 
Europa,  is  a  little  triforium  gallery  which  runs  around  the 
dome  between  the  inner  dome  and  the  exterior  wall.  It  has 
fhirty-two  slender  columns  supporting  the  upper  dome.  Ac- 
cess to  this  gallery  is  by  a  spiral  stairway  in  one  of  the  angles 
of  the  transept.  In  the  keystones  of  the  arches  supporting 
the  dome  are  the  signs  of  the  four  great  evangelists. 

One  of  the  most  attractive  features  of  the  chapel  is  the 
choir.  It  is  unusually  deep  for  the  size  of  the  building  and 
will,  in  fact,  be  used  for  a  morning  chapel.  It  will  seat  some 
140  persons  and  will  contain  stalls  for  the  use  of  the  heads 
of  the  faculty.  The  choir  stalls  and  the  wainscoting  in  the 
rear  of  the  chancel  are  of  Italian  walnut,  and  will  be  tiie  only 
wood  employed  in  the  building.  The  organ  has  been  divided 
and  placed  on  either  side  of  the  choir.  The  architects  are 
Howells  &  Stokes,  with  McKim,  Mead  &  White,  the  architects 
of  the  university,  as  consulting  architects. 


Prospective  Buildine. 


•The  following  is  a  list  of  building  enterprises  for  Manhattan  and 
Bronx  that  may  be  expected  within  the  years  1906-1907.  For 
some,  plans  are  now  under  way;  for  others,  no  architects  have  yet 
been  selected;  and  in  some  cases  the  sites  have  not  been  secured. 
The  first  name  is  the  owner's;  the  second,  that  of  the  architect; 
tbe  third,  the  contractor's;  the  date  is  the  date  of  announcement  in 
thd  Record  and  Guide. 

;  OFFICE,  STORE  AND  LOFT  BUILDINGS. 

fitoadway.  Nos  155-103,  41  and  14-sty  office  building;  Singer  Mfg 
Co,  140  Broadway;  ar't.  Ernest  Flagg,  35  Wall  st;  Foundation  Co, 
32   Nassau  st,   foundations.      No   other   contracts  let. 

13th  st,  Nos  114-110  East,  11-sty  loft  building;  American  Felt  Co, 
110-ir2  E  13th  st;  ar'ls  Knight  &  Collins.  24  E  23d  st;  no  con- 
tracts let.     Aug  11.  1900. 

38th  st,  Nos  39  and  41  West.  12-sty  loft  building;  B  S  Castles,  244 
5th  av;  ar'ts.  Gordon,  Tracy  &  Swartwout,  "244  5th  av;  Fountain  & 
Choate,   114  E  23d  st,  b'rs;  J  B  &  J  M   Cornell   Co,   ironwork. 

9th  av,  n  w  cor  15th  st,  S-sty  loft  and  bakery;  National  Biscuit  Co, 
10th  av  and  15th  st;  ar't,  A  G  Zimmerman,  Home  Ins  BIdg,  Chi- 
cago; The  Andrew  J  Robinson  Co,  1"23  E  23d  st,  b'r. 

Lenox  av.  n  w  cor  110th  st.  2-sty  and  basement  store  and  office 
building;  Paul  Maver.  24-1  W  102d  st;  ar'ts,  Townsend,  Steinle  & 
Haskell.  29  E  19th  »t. 

39th  st,  Nos  231-241  West,  11-sty  office  building;  The  McGraw 
Realty  Co,  114  Liberty  st;  ar'ts,  Radclifte  &  Keliey,  3  W  29th  st; 
Frank  B  Gilbreth,  34  W  20th  st,  b'r. 

1st  av.  No  2132,  7-sty  loft  and  store  building;  G  Rossano,  339  E 
107th   st;   ar't,   C  Cavinato,   552   West   Broadway. 

145th  st,  s  s,  100  e  Sth  av.  1-sty  and  cellar  store;  Henry  Morgen- 
thau  Co.  '20  Nassau  st;  ar'ts,  Buchman  &  Fox,  11  E  59th  st.  July 
21,    1900. 

14th  St.  s  s,  225  w  6th  av,  12-sty  loft  building;  Samuel  Weil.  196 
Franklin  st;  ar't,  Louis  Korn,  349-353  5th  av.     July  28,  1906. 

24th  St.  Nos  "27-35  West.  11-sty  loft  building;  Andrew  J  Kerwin, 
13-15  W  24th  st;  art,  Wm  H  Birkmire,  390  Broadway.  July  21, 
1906. 
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(ith  av.  Nos  736-744,  6-sty  office  building;  Eugene  A  Hoffman  es- 
tate, s  w  cor  Broadway  and  Warren  st;  ar'ts,  Maynicke  &  Franke, 
298  5th   av. 

.34th  st,  n  s,  1,50  w  5th  av,  8-3ty  and  basement  store  and  loft  build- 
ing; Bonwit-Teiier  &  Co,  56-.58  W  23d  st;  ar't,  Simeon  C  Eisen- 
drath,  41   W  24th  st. 

West  st,  Nos  ]9,'1-195,  7-sty  side  extension,  extensive  alterations, 
to  6-sty  loft  building;  Gustav  Vintschger.  194  West  st;  ar'ts, 
Roos  &  Booraem,  47  Cedar  st. 

Broad  st,  s  e  cor  Pearl  st.  2-3ty  rear  extension,  extensive  altera- 
tions, to  5-sty  brk  office  building;  Sons  of  the  Revolution.  146 
Broadway;  ar't,  Wm  H  Mersereau.  32  Broadway:  S  H  McGuire  & 
Son,   1170  Broadway,   builders. 

Cliff  st,  Nos  01-65.  11-sty  loft  building;  Chas  A  Schieren,  30  Ferry 
st;  ar'ts,  Radclifte  &  Keliey.  3  W  29th  st ;  The  Thompson-Starrett 
Co,   49  Wail   st,   contractor. 

4th  st,  Nos  11-19  East,  extensive  alterations  to  two  5-sty  loft 
buildings;  Dutch  Reformed  Church  Corp.  Ill  Fulton  st;  ar'ts, 
Cleverdon  &   Putzel,  41   Union  sq. 

Madison  av.  Nos  ,309-313,  2-sty  rear  extension,  extensive  altera- 
tions, to  three  4-sty  stores;  New  England  Mortgage  Security  Co, 
192   Broadway;    ar't,   S   E   Gage,   3  Union  sq. 

FACTORIES   AND   WAREHOUSES. 

25th  st,  Nos  428-4.30  East,  5-sty  factory;  Bishop  Gutta  Percha  Co, 
420   E  25th   st;    ar't,  Frank  F  Ward.   '203   Broadway. 

l,32d  st,  n  w  cor  Cypress  av,  7-sty  factory;  Jacob  Doll.  898  South- 
ern Boulevard;  ar'ts,  J  P  Powers  Co,  9  Jackson  av.  Long  Island 
City. 

Willow  av,  e  s,  from  136th  to  137th  sts,  5-sty  factory;  International 
Mfg  Co.  Willow  av  and  130th  st;  ar't,  Lewis  R  Kaufman,  160 
5th  av. 

Whitlock  av,  n  e  cor  Leggett  av,  3-sty  factory;  J  Froelich,  499  B 
133d  st;   ar'ts,   Bruno  W  Berger  &  Son.   121  Bible  House. 

16th  st,  Nos  430-446  West,  8-sty  factory;  National  Biscuit  Co.  409 
W  15th  st;  ar't.  A  G  Zimmermann,  Chicago,  111;  Chas  A  Coweu 
&  Co,  1123  Broadway,  builders. 

35th  st,  Nos  537-.541  West,  1-sty  warehouse;  J  G  Braun,  on  prem- 
ises;   ar't,   Geo   Simpson,   51   Wall   st. 

Spring  st,  Nos  ,341-347.  7-sty  warehouse;  Anton  L  Olsen,  1518 
Vyse  av;   ar't.  C  Abbott  French,  158  W  4th  st. 

51st  St.  Nos  438-442  West,  9-sty  warehouse;  Thos  M  Stewart,  164 
W  7tlth  st;  ar'ts.  John  T  Rowland  Jr.  and  Frank  Enrich  Jr,  asso- 
ciated,  15  Exchange  pi,  Jersey  City,   N  J. 

Brook  av,  w  s,  1.50  n  103d  st,  1-sty  warehouse;  Geo  N  Reinhardt, 
ll'p2d  st  and  Brook  av;  ar't,  M  J  Garvin,  3307  3d  av;  no  contracts 
let.     Sept   1,   I'JOO. 

124th  St.  Nos  138-140  West,  8-sty  warehouse;  H  C  F  Koch  &  Co, 
132  W  125th  st;  ar'ts,  Wm  H  Hume  &  Son,  1  and  3  Union  sq; 
Isaac   A   Hopper   &   Son,    1170  Broadway,    builders. 

Beach  st,  n  w  cor  Greenwich  st.  6-sty  warehouse;  Samuel  Weil, 
196   Franklin   st;    ar't,   Louis,   Korn,   353   5th   av. 

CHURCHES  AND  SCHOOLS. 

Av  D,  Nos  30-,34.  1-sty  and  basement  synagogue;  Hungarian  Cong 
Beth  Hamidrish  Hogodol,  49  Cannon  st;  ar't,  E  A  Meyers,  1 
Union   sq. 

Bainbridge  av.  n  w  cor  Woodlawn  road.  1-sty  chapel;  Bishop  David 
H  Greer,  East  Hampton,  L  I;  ar'ts,  Hoppin.  Koen  &  Huntington, 
244  5th   av. 

16'2d  St.  n  s.  85  e  Morris  av,  2-sty  church;  The  Consistory  of  the 
Church  of  the  Comforter,  Rev  Floyd  Decker,  509  E  162d  st,  pres- 
ident;  ar'ts.   Bannister  &  Scheli.  69  Wall  st. 

Brown  pi,  w  s,  from  135th  st  to  1.36th  st,  4-sty  school;  City  of  N  Y; 
ar't,   C   B  J  Snyder,  59th  st  and  Park  av. 

129th  St.  n  w  cor  Amsterdam  av.  extensive  alterations  to  4-sty  pub- 
lic school;  City  of  New  York,  City  Hail;  ar't.  C  B  J  Snyder.  500 
Park  av. 

RESIDENCES. 

101st  St.   n  e  cor  Riverside   Drive.   4-sty  residence;    Douglass  Realty 

Co,   .304   W   70th   st:    ar't,    Frank   E   Wallis,    1123   Broadway. 
51st  st.   No  7  West,  5-sty  residence;   Mary  F  Muliane,  3  W  9'2d  st; 

ar't,  C  P  H  Gilbert,  1123  Broadway;  Bunn  &  Nase,  1123  Broadway, 

builders.     July  14,  1906. 
70th  st,  Nos  1.54-1.56  East,  3-sty  dwelling;   Stephen  H  Brown,  108  E 

.35th  st;   ar't,   Edwd  P  Casey,  1  Nassau  st. 
5th    av,    Nos    1054-10.55,    extensive    alterations    to    4-sty    dwelling; 

Benj   Thaw,    Pittsburg,   Pa;    ar't.   Henry   Ives   Cobb.   42   Broadway; 

John   F   De   Baun,   1368   Broadway,   builder.      Aug  11,   1906. 

ELEVATOR    APARTMENT    HOUSES. 

116th  St.  n  s.  40  w  Broadway,  7-sty  and  attic  dormitory;  Barnard 
College,  Columbia  University.  119th  st  and  Broadway;  ar't,  Chas 
A  Rich.  3"20  5th  av;   M  Reid  &  Co.  320  5th  av,  builders. 

Riverside  Drive,  e  s,  110th  st  to  111th  st.  8-sty  apartment  house; 
Heudrik  Hudson  Co,  1  Madison  av;  ar'ts,  Rouse  &  Sloan,  11  B 
43d  St. 

57th  St,  Nos  201-213  West,  11  and  15-sty  extension,  extensive  al- 
terations to  11-sty  apartment  house;  Mrs  R  C  Freeman.  '205  W 
57th  st;  Mrs  John  S  Ely.  61  Trumbull  st,  New  Haven.  Conn,  and 
A  S  G  Taylor,   Norfolli,  Conn;   ar't,  A  S  G  Taylor,  24  E  23d  st. 

STABLES. 

Washington  sq.  No  18  West,  2-sty  garage;  J  H  Johnston,  18  Wash- 
ington sq  West ;   ar'ts.   Schwartz  &  Gross,  35  W  21st  st. 

18th  St.  Nos  157-159  West,  6-sty  stable;  Linda  Stackleberg,  18  E 
60th  st;   ar't,  Geo  M  McCabe.  2  W  14th  st. 

12th  av,  D  e  cor  42d  st,  1  and  2-sty  car  house;  New  York  City  R  R 
Co,  021   Broadway:   ar't.  A  V  Porter,  621  Broadway. 

181st  st,  s  s.  from  Park  to  Webster  av,  1-sty  stable;  City  of  N  Y; 
ar't,  M  J  Garvin,  3307  3d  av. 
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HE   Highest  Standard  of 
Instruction  In  Real  Estate 


Wa  teach  by  mall  howito  buy  and  sell  real  estate.    We  teach  all  the  phaiea 

of  the  real  estate  business  thoroughly  and  exhaustiyely ;  and  our  lessung  wiU 

bft  "Worth  hundreds  of  dollars  to  erery  one  interested  in  real  estate, 

IT    IS    THE    IDEAL    METHOD 

Write  for  Booklet  H,  which  will  tell  you  all  about  It 

V»  ■•  Baal  X»taf  Corraapondcuo*  IiuUtata,  H*s*buu>  BUg.  1 


214th    St,   s   s,    120   e   White    Plains    road,    lV4-sty   stable:    Gennaro 

Lombard!,  77  E  214th  st;   ar't,  J  Melville  Lawrence,  239th  st  and 

White  Plains  road. 
133d  st,  s  3,  100  e  Cypress  av,  1-sty  stable;  C  Dumke,  641  E  141st 

st;    ar't,   E   Wilbur,   120  Liberty   st. 
4th  st,  n  s.  31G  e  Lewis  st,  3-sty  stable;   Hencken  &  Willenbrock, 

foot    of    Stanton    st;    ar't,    Henry    Holder    Jr,    242    Franklin    av, 

Brooklyn. 
133d  st,  s  s,   175  e   St  Anns  av.  2-sty  stable;   John  and   Edw   Bahr, 

135  Lincoln  av;   ar't,  C  B  Brun,   1  Madison  av. 
181st  st,  s  s,  from  Park  to  Webster  av,  2-sty  stable;   City  of  New 

York;   ar't,  M  J  Garvin.  3307  3d  av. 
Tinton  av,  w  s,  127.6  n  IGlst  st,  2-sty  stable;   Chas  Hlawatsch,  881 

Tinton  av;  ar'ts,  Moore  &  Landsiedel.  148th  st  and  3d  av. 
82d  st.   No  213  West,  3-sty  stable;   S  B  Mills,  10  W  130th  st;   ar't, 

Clement  B  Brun,  1  Madison  av. 

VARIOUS. 

183d  st,  s  s,  from  Cambrelling  to  Belmont  av,  .5-sty  home;  Little 
Sisters  of  the  Poor,  Bushwick  and  De  Kalb  avs,  Brooklyn;  ar't, 
Raymond  F  Almirall,  51  Chambers  st ;  Richard  L  Walsh  Co,  100 
William  st,   builders.     Aug  4,  1906. 

Sedgwick  av,  w  s,  84. Wy^  s  182d  st,  3  and  5-sty  club  house;  Delta 
Phi  Fraternity,  2  Wall  st;  ar't,  Chas  H  Detwiller,  9!)  Nassau  st. 

German  pi,  n  w  cor  Westchester  av,  1  and  2-sty  freight  house  and 
office;  NYC&HRRRCo,  Grand  Central  Station;  ar't,  Dwight 
R   Collins,   Grand   Central   Station. 

66th  st,  n  s,  300  w  West  End  av,  2-sty  bakery;  N  A  Cushman,  71st 
st  and  Columbus  av;  ar't,  Chas  Frederick  Rose,  1  Madison  av. 

104th  st,  No  118  West,  extensive  alterations  to  4-sty  Home  for 
Crippled  Children;  Darrach  Home  for  Crippled  Children,  118  W 
104th  st;   ar'ts,  N  Le  Brun  &  Sons,  1  Madison  av. 

8th  av,  n  e  cor  4Cth  st,  extensive  alterations  to  two  4-sty  halls 
and  ballrooms;  Astor  estate,  29  W  26th  st;  ar't,  G  B  Johnson, 
15  E  34th  St. 

155th  St,  n  s,  325  w  Broadway.  3-sty  museum;  American  Numis- 
matic &  Archaeological  Soc,  155th  st  and  Audubon  Park;  ar't, 
Chas  P  Huntington.  157th  st  and  Audubon  Park;  John  Clark  Udall, 
29  W  34th  st,   builder. 

30th  st,  s  s.  263  e  7th  av,  4-sty  police  station;  Police  Dept,  City  of 
N  y,  300  Mulberry  st;  ar't,  R  Thomas  Short,  3-5  W  29th  st. 

lOfith  st,  s  s,  205  w  Lexington  av,  extensive  alterations  to  3-sty 
Home  for  Working  Girls;  Institution  of  Mercy,  1075  Madison  av; 
ar'ts,  Neville  &  Bagge,  217  W  125th  st. 


Plans  for  West  Point  Building. 

The   Buckley   Realty  &   Construction   Co.,   Times   Building,   42d 
st,   and   Broadway,   has   submitted   the  lowest   bid   for   thna   con- 
struction  of   the   ciuarters   for   the   bachelor   officers   at    the   Mili- 
tary  Academy,    West    Point,    N.    Y.      The   structure   is    to    be   of 
.  the  best  fireproof  construction,  3-stys,  .50x180  ft.     Messrs.  Cram, 

Goodhue  &  Ferguson,  170  5th  av,   are  tlve  architects. 

* 

P.  J.  Brennan  &  Son  to  Build  Measles  Pavilion. 

KINGSTON  AV. — The  gt'tieral  contract  for  the  erection  of 
the  new  fireproof  measles  pavilion,  brick,  stone  and  steel, 
which  Ihe  city  is  to  erect  on  the  ground  of  the  Kingston  Av. 
Hospital,  Kingston  av  and  Fenimore  st,  Biooklyn,  has  just 
been  awarded  to  P.  J.  Brennan  &  Son,  Flatiron  Building. 
Charles  Volz,  IGO  5th  av,  is  architect. 


Higli  Reinforced  Concrete  Factory  Building  for  Brooklyn. 

KENT  AV. — Plans  are  being  drawn  by  F.  M.  Andrews,  Wal- 
dorf-Astoria, for  a  high  reinforced  concrete  factory  building, 
150x250  ft.  in  size,  for  the  H.  Bridgeman  Smith  Co.,  of  No.  491 
Kent  av,  to  be  erected  on  Kent  av,  from  Division  av  to  South 
llth  st,  Brooklyn.  Mr.  Andrews  is  now  taking  figures  on  the 
g-eneral  contract. 


Contract  for  Twenty-Sixth   St.  Warehouse. 

20TH  ST. — A  contract  has  just  been  awarded  to  John  T. 
Brady  Xi  Co..  4-6  East  42d  st,  to  erect  the  G-sty  fireproof  ware- 
house, 70x90  ft.,  at  Nos.  507  to  511  West  'iGth  st  for  the  Central 
Consumers'  Wine  -^  Liquor  Co.,  of  37  Jay  st.  O.  E.  Koenig,  1123 
Broadway,   is  architect. 


Apartments,  Flats  and  Tenements. 

AV  A.— Samuel  Greenstein.  432  East  121wt  .st,  will  erect  on 
the  northwest  corner  of  Av  A.  and  lOth  st  two  6-sty  tenements, 
44x82  and  .50x78  ft.,  to  cost  .$105,000.  Edward  A.  Meyers,  1 
Union  sq.   is  planning 

PROSPECT  AV. — Michael  Cus'acTt  has  purchased  a  plot,  49x 
198  ft.,  southwest  corner  of  Prospect  av  and  101st  st,  Bronx, 
the  Bite  of  the  old  Methodist  Episcopal  Church,  on  which  he 
will  erect  a  6-sty  high-class  flat  buildingr. 

72D  ST. — Henri  Fouchaux,  Broadway  and  162d  st,  has  plans 
ready  for  the  5-sty,  32-family  flat,  75x98  ft.,  for  the  Bohemian 
Workingmen's  Association  to  be  erected  on  the  north  side  of 
72c  st,  373  ft.  east  of  Av  A,  to  cost  $75,000. 

114TH  ST.— J.  C.  Cocker.  103  East  125th  st,  is  preparing 
plans  for  a  C-sty,  16-family  flat,  25x87.11,  for  Angelo  dl  Bene- 
detto, 799  East  182d  st,  to  be  erected  on  the  north  side  "bt 
114th  st,  100  ft.  west  of  Ist  av,  to  cost  $42,000. 


Churches. 

MYfiTLE  AV. — The  First  German  Presbysterian  Church  of 
Brooklyn  has  secured  a  site  at  Myrtle  and  Forest  avs.  Ridge- 
wood,   Queens,  and  will  erect  a  new  edifice  to  cost  $100,000. 

121ST  ST. — No  contracts  have  yet  been  awarded  for  the  3-sty 
chapel  and  parish  house,  05x90  ft.,  which  the  Corpus  Christ; 
Roman  Catholic  Church  is  to  build  on  the  north  side  of  121st  st, 
100  ft.  east  of  Broadway,  at  an  estimated  cost  of  $.50,000.  The 
exterior  will  contain  a  front  of  stone,  brick  and  terra  cotta, 
with  a  basement  of  Bedford  bluestone,  hot  water  heat,  slag 
roof,  etc.  Rev.  John  H.  Dooley,  537  West  12l8t  st,  is  rector, 
and  F.  A.  de  Meuron,  87  Main  st,  Yonkers,  N.  Y.,  the  architect. 


Factories. 

Grossenbach  &  Butler,  42  Bond  st,  Manhattan,  will  build  a 
5-sty  fireproof  factory,  75x100  ft.,  at  Jersey  City,  N.  J.  F.  W. 
Fischer,  21  East  23d  st,  is  taking  bids  on   separate  contracts. 

MIDDLETON  ST. — Theodore  Englehardt,  905  Broadway, 
Brooklyn,  is  ready  to  take  figures  on  the  general  contract  for  a 
4-sty  factory,  25x100,  for  Cooper  &  McKee,  119  Lorimer  st,  to 
be  erected  on  Middleton  st,  Brooklyn.     No  contracts  let. 


Stables. 

95TH  ST. — Milton  Kempner,  35  Nassau  st,  will  soon  be  ready 
for  figures  on  a  fireproof  stable  building  to  be  erected  at  No. 
118  West  95th  st. 

49TH  ST.— Jay  H.  Morgan,  Fuller  Building,  is  still  taking 
figures  on  the  general  contract  for  the  3-sty  stable,  75x105  ft., 
for  the  Vacuum  Cleaner  Co.,  427  5th  av,  to  be  erected  at  Nos. 
404  to  408  East  49th  st. 

■36TH  ST. — Messrs.  Buchrnan  &  Fox,  11  Bast  59th  st,  ai« 
takin,-;:  estimates  (separately)  on  the  G-sty  stable  building, 
.50x80  ft.,  which  the  Ludin  Realty  Co.,  259  West  34th  st,  is  to 
build  on  3Gth  st,  west  of  10th  av. 

BROOK  AV. — Messrs.  Weidman,  Walsh  &  Boisler,  of  St. 
Louis,  Mo.,  and  Euchman  &  Fox,  11  East  59th  st,  this  city,  are 
preparing  plans  for  a  stable  building,  67x90  ft.,  to  be  erected 
nn  ths  west  side  of  Brook  av,  .■!35  ft.  north  of  153d  st,  Bronx, 
for  the  Anheu.^er-Busch   Brewing  Co.     No   contracts  let. 

BANK  ST. — Dodge  &  Morrison,  82  Wall  st,  have  plans  ready 
for  figures  on  the  4-sty  stable  building,  61.1x116.8  ft.,  which 
the  Mead  Transfer  Co.,  Pier  1,  North  River,  is  to  build  at  Nos. 
123  to  127  Bank  st,  at  a  cost  of  $45,000.  Five  old  buildings 
will  be  demolished,  brick  exterior,  felt  and  gravel  roof,  blue- 
stone  coping,  marbel  cornices,  low  pressure  steam,  etc.  The 
officers  of  the  company  are  C.  F.  J.  Fleck,  president;  D.  C. 
Evarts,  vice-president;  C.  F.  Walden,  treasurer,  and  P.  J. 
Bathei,  secretary. 


Alterations. 

LEXINGTON  AV. — Oscar  Lowinson,  18-20  East  42d  st,  is 
preparing  plans  for  remodeling  the  4-isty  dwelling  northeast 
corner  Lexington  av  and  60th  st,  for  Greenberg  Brothers,  to 
cost  $11,000. 

CHERRY  ST.— F.  S.  Schlesinger,  1623  Madison  av,  is  pre- 
paring plans  for  alterations  to  ten  5-sty  tenements  Nos.  383-389 
Cherry  st,  54-.56  Scammel  st  and  Nos.  G30-636  Water  st,  to 
cost  $20,000.     A.  S.  Schomer  &  Co.,  1771  Madison  av,  is  owner. 


Miscellaneous. 

The  John  Peirce  Co.,  277  Broadway,  submitted  the  lowest 
bid,  at  $6'23,573,  for  the  construction  of  court  house  at  Memphis, 
Tenn. 

The  New  Y'ork  Edison  Co..  .5.5  Duane  st,  Thomas  E.  Murray, 
engineer,  Charles  F.  Hoppe.  architect,  is  preparing  plans  for 
a  transformer  station  to  be  erected  at  Yonkers,  N.  Y.  2-stys, 
fireproof,  brick,  stone  and  steel,   100x40  ft. 

W.  S.  Barstow,  56  Pine  st,  Manhattan,  has  plans  ready  for 
figures  on  an  addition  to  the  plant  of  the  New  Jersey  Co.,  of  11 
Broadway,    Lo   be  erected  at   Mattawan,   N.   J. 

Estimates  on  revised  plans  for  the  new  Yonkers  Home- 
opathic Hospital,  to  be  erected  at  Ashburton  and  Park  avs, 
Yonkers,  N.  Y.,  are  now  being  received  by  tlie  architects, 
Messrs.  Kendall,  Taylor  &  Stevens,  93  Federal  st,  Boston,  Mass. 


Estimates  Receivable. 

DTK  AV.— The  Lockvvood  Realty  Co.,  277  Broadway,  will  make 
$15,000  worth  of  impro\-ements  to  the  club  house  No.  728  9th 
av,  from  plans  by  David  H.  Ray,  555  West  182d  st.  No  con- 
tract let. 

8GTH  ST. — Barkhausen,  Cruess  &  Livermore,  1133  Broadway, 
have  plans  ready  for  installing  electric  elevator  in  the  4-sty 
residence  of  Mrs.  J.  M.  L.  Finlay,  332  West  86th  St.  Estimated 
cost  about  $5,000. 
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DUANE  ST.— The  New  Torlc  Edison  Co.,  55  Duane  st,  Clias. 
F.  Hoppe,  architect,  is  now  taking  figures  on  a  bricl^,  terra 
cotta  and  steel  pent-iiousfe,  1-sty,  170x24  ft.,  on  the  roof  cf  their 
building  No.  55  Duane  st. 

The  city  of  New  York,  through  the  Department  of  Public 
Charities,  is  taking  figures  on  eight  ward  buildings  for  the  Sea- 
view  Convalescent  Hospital  at  Castleton,  S.  I.,  from  plnns  by 
R.  S.  Almirall,  51  Chambers  st.     Bids  close  Oct.   12. 

BROADWAY. — Oscar  Liowin'son,  18-20  East  42d  st,  will  take 
estimates  (separately)  on  all  contracts  for  the  4-sty  fireproof 
garage,  2Cx80  ft.,  which  the  Jones  Speedometer  Co.,  127  West 
37th  st,  will  erect  on  the  northeast  corner  of  Broadway  and 
70th  St. 

CENTRAL  PARK  WEST. — No  sub-contracts  have  >"et  been 
Lssued  for  the  12-sty  apartment  house,  140x102.2  ft.,  which  the 
Gotham  Building  &  Construction  Co.,  2  West  SCth  st,  is  to 
build  on  the  northwest  corner  of  Central  Park  W^est  and  85th 
st,  at  a  cost  of  $950,000.  Mulliken  &  Moeller,  7  West  o8th  st, 
art  the  architects.      (See  issue  Sept.   1,   1900.) 

PARK  AV. — No  building  contracts  have  yet  been  awarded  for 
the  new  12-sty  elevator  apartment  house,  57x90.5  ft.,  which  the 
Five  Hundred  &  Forty  Park  Avenue  Corporation,  '52  William 
st,  is  to  erect  at  No.  540  Park  av,  at  a  cost  of  $350,000.  Plans 
by  William  A.  Boring,  32  Broadw-ay,  call  for  terra  cotta  facing, 
bluestone  and  terra  cotta  coping,  slag  roof,  Roebling  system 
floors,  etc.  Wni.  J.  Matheson,  184  Front  st,  is  pivsident; 
Herbert  Frazier,  52  William  st,  secretary,  and  Arthur  Terry, 
170  Broadway,  treasurer.     (See  issue  Aug.  11,  1900.) 


Contracts   Awarded. 

35TH  ST.— John  J.  Downey,  410  West  34th  st,  has  received  the 
contract  for  improvements  to  No.  3  East  35th  st  for  W.  W. 
Astor,  from  plans  by  Clarence  L.  Sefert,  410  West  34th  st. 

39TH  ST.— The  Alphons  Custodis  Chimney  Construction  Co., 
99  Nassau  ist,  has  received  contract  for  improvements  to  the 
boiler  house  of  the  J.  C.  G.  Hupfel  Brewing  Co.,  No.  240  East 
39th  St. 

The  George  A.  Fuller  Co.,  Broadway  and  23d  st,  has  taken 
the  general  contract  to  erect  a  residence  at  1740  Massachu- 
setts av,  N.  W.,  Washington,  D.  C,  for  Clarence  Moore,  of  that 
city,  5-stys,   to  cost  $200,000. 

BROADWAY. — John  H.  Duncan,  208  5th  av,  has  awarded  to 
the  Murphy  Construction  Co.,  5-7  East  42d  st,  the  general  con- 
tract to  erect  for  the  C.  G.  V.  Co.,  of  Paris,  at  1849  Broadway, 
a  faced  brick,  bluestone  trimmed  garage  building, •30x125  ft.  in 
size,  to  cost  $30,000. 

BROADWAY.— John  C.  Gabler,  86  Cortlandt  st,  has  taken 
the  general  contract  to  install  store  fronts,  stairs,  gallery  to 
the  store  building  for  the  estate  of  John  R.  Lawrence  258 
Broadway,  at  No.  354  Broadway.  Heins  &  La  Farge,  30  East 
21st  st,  are  the  architects. 

Bruce,  Price  &  De  Sibour,  1133  Broadway,  Manhattan,  have 
awarded  to  the  Geo.  A.  Fuller  Co.  the  general  contract  to  build 
an  office  building  at  725  15th  st,  N.  W.,  Washington.  D.  C,  for 
W.  B.  Hibbs,  bankers,  1419  F  st,  N.  W.,  9-stys,  40x109  fl.,  fire- 
proof, to  cost  $2.50,000. 

lOTH  ST. — The  Phoenix  Iron  Co.,  49  William  st,  has  received 
the  contract  for  steel  work  on  the  r2-sty  loft  building,  48x85  ft., 
which  the  E.  J.  Galway  Building  Co.,  150  5th  av,  is  to  erect  at 
28  East  10th  st,  to  cost  $325,000.  Estimates  on  all  other  sub- 
contracts are  now  being  received  by  the  owner.  George  H. 
Anderson,  156  5th  av,  is  architect. 

32D  ST. — The  Murphy  Construction  Co.,  5-7  East  42d  st,  has 
taken  the  general  contract  to  build  the  new  Pasteurized  Milk 
Laboratory,  which  the  Hon.  Nathan  Straus,  of  27  West  72d  st, 
is  to  erect  on  a  plot,  50x98.9  ft.,  at  348-350  East  32d  st,  esti- 
mated to  cost  $00,000.  There  will  be  4  stys,  with  a  facade  of 
faced  brick,  terra  cotta  and  steel.  Mr.  Straus'  charitable  milk 
distributing  plants  have  their  headquarters  at  151  Av  C.  John 
H.  Duncan,  208  5th  av,  is  architect. 

The  General  Electric  Co.  will  furnish  the  electric  equipment 
of  the  twin  tunnels  of  the  Hudson  Company  under  the  Hudson 
River.  Cars  will  be  operated  in  trains  by  the  third  rail  system. 
Power  for  this  new  development  will  be  supplied  from  a  large 
station  on  the  New  Jersey  side,  located  between  Jersey  City 
and  Newark.  Curtis  steam  turbines  will  be  employed.  The 
initial  equipment  includes  two  3,000-K.W.,  11,000-volt  machines 
and  two  6,000-K.W.,  11.000-volt  machihes.  The  total  power 
generated  will  be  distributed  at  high  voltage  to  three  sub- 
stations where  the  alternating  current  will  be  stepped  down 
to  050  volts  direct-current  through  transformers  and  rotary 
converters. 

Frank  P..  Cilbreth,  contractor,  34  West  20th  st.  New  York,  has 
closed  the  following  contracts  within  a  few  days:  Reinforced 
concrete  mill  building  for  the  Minterburn  Mills  at  Rockville, 
Conn.  This  building  is  294  ft.  long,  58  ft.  wide  and  5-stys  high. 
OfBce  building  for  the  Mutual  Life  Insurance  Co.  at  the  corner 
of  Sansome  and  California  sts,  San  Francisco.  This  contract 
is  on  a  Gilbreth  Cost-I'lus-A-Fixed-Sum  basis  for  reconstruc- 
tion.    The  old  building  was  so  badly  damaged  that   nearly  all 
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of  it  will  have  to  be  remoN^ed.  Mill  building  at  7th  st,  near 
Newman  av,  Bayonne,  N.  J.,  for  Henry  M.  Crane.  The  build- 
ing will  be  110  ft.  long,  38  ft.  wide  and  2-Btys  high,  and  will 
cost  $15,000. 


Bids  Opened. 

Bids  received  by  the  Board  of  Education  for  installing  elec- 
tric equipment  in  school  buildings  were  opened  as  follows: 
School  34.  r:rpnx.  Daniel  J.  Diel  &  Co.,  $4,050;  School  21,  Rich- 
mond, F.   Fred  Jackson,  592  Columbus  av,  $'5,200. 

Bids  wei-e  opened  bv  the  Board  of  Education  Sept.  24  for  in- 
stalling heating  and  ventilating  apparatus  in  Public  School  4, 
Manhattan.  E.  Rutzler  Co.,  $22,421,  low  bidder.  Other  bidders 
were:  Daniel  J.  Rice,  Blake  &  Williams,  Frank  Dobson.  For 
installing  electric  equipment  in  new  Public  School  90,  Man- 
hattan Electric  Power  &  Equipment  Co.,  $14,930,  low  bidder. 
Other  bidders  were:  Frederick  Pearce  Co.,  Peet,  McAnerney  & 
Powers,  Commercial  Construction  Co.,  Stevens-Hewitt  Engi- 
neering Co.  For  improving  new  lot,  erecting  closets  and  altera- 
tions at  Public  School  57,  Brooklyn:  H.  A.  Rutan,  $0,250,  low 
bidder.  Other  bidders  were:  William  C.  Ormond,  Neptune  B. 
.Smyth,  Christopher  Nally,  Thomas  J.  York,  Joseph  Ohlhausen, 
James  I.  Newman,  P.  S.  O'Brien.  For  installing  heating  and 
ventilating  apparatus  in  Public  School  70,  Queens:  E.  Rutzler  Co., 
$8,050,  low  bidder.  Other  bidders  were:  Daniel  J.  Rice,  Frank 
Dobson.  For  gymnasium  apparatus  for  Public  School  IS, 
Borough  of  Richmond,  A.  G.  Spalding  &  Bros.,  $1,130,  low 
bidder. 


BUILDING      NOTES 


A  secret  conference  of  window  glass  manufacturers  was  held 
at  Pittsburgh  Wednesday,  for  the  purpose  of  devising  plans  to 
abolish   the  jobber  and  form  a  selling  pool. 

The  New  York  Fireproof  Works,  manufacturers  of  metal  cover 
doore,  window  and  trim,  have  removed  to  their  new  plant  at 
Nos.  907  to  1003  East  13.3d  st.  between  Cypress  and  Willow  avs. 

The  Metropolitan  Life  Insurance  Co.  loaned  to  the  Hendrik- 
Hudson  Co.  $875,000  for  four  years  at  5i,{.  and  0  per  cent,  on 
the  property  situated  in  the  east  side  of  Riverside  Drive  and 
occupying  the  whole  front  between  110th  and  lllth  sts,  where 
an  8-siy  fireproof  apartment  house  is  to-be  erected. 

The  Brunswick  Site  Co.  has  borrowed  from  the  Equitable 
Life  Assurance  Society  .$2,.-)00,000  for  four  years  at  4'^  and  5i/. 
per  cent,  on  the  property  situated  in  the  east  side  of  5th  av, 
occupying  the  whole  front  between  20th  and  27th  sts,  a  plot 
197.0xl.57.ti,  where  the  company  is  erecting  a  12-sty  loft  and 
office  building   of   brick   and   steel   construction. 
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The  P.  M.  &  W.  Schllchter,  architectural  marble  workers,  of 
G2-1:  and  626  West  47th  st,  are  receiving  numerous  inquiries  about 
the  new  German  marble  being  introduced  in  this  country  for 
which  they  are  the  sole  importers  and  sale  agents.  These  mar- 
bles are  the  Formosa,  Unique,  Ural  and  Bongart  sorts,  also 
black  and  white,  and  are  coming  in  general  use  where  a  fine 
effect  is  desired.  The  company  has  just  installed  some  Formosa 
marble  pilasters  in  St.  Andrew's  Methodist  Episcopal  Church 
on  West  76th  st,  between  Columbus  and  Amsterdam  avs,  which 
highly  pleased  the  pastor  and  board  of  trustees  of  that  church 
as  well  as  meeting  with  the  approval  of  the  architects,  Messrs. 
Cady  &  See,  of  No.  G  West  22d  st. 

Several  months  ago  the  officers  of  the  Sanitary  Compressed 
Air-Vacuum  Co.  issued  a  circular  stating  that  they  had  brought 
suit  against  the  Vacuum  Cleaner  Co.  for  damages  and  injunc- 
tion for  infringement.  In  answer  to  this  the  Vacuum  Cleaner 
Co.  m-akes  the  following  announcement:  "The  suit  referred  to 
in  the  circular  reproduced  above,  as  having  been  brought 
against  the  undersigned  company,  is  based  on  patent  No. 
769,618,  filed  June  3,  1904.  and  granted  Sept.  6,  1904,  to  Augustus 
Lotz,  president  of  the  Sanitary  Devices  Manufacturing  Co.,  of 
San  Francisco,  Cal.  Since  that  suit  was  begun  an  interference 
has  been  instituted  in  the  United  States  Patent  Office  between 
the  said  patent  to  Lotz  and  an  application  of  Mr.  David  T. 
Kenney  (the  president  of  the  undersigned  company),  filed  Nov. 
29,  1901.  The  following  is  an  extract  from  the  opinion  of  the 
Examiner  of  Interferences,  stating  his  conclusion  in  that 
interference:  'Judgment  of  priority  of  invention  of  all  the  counts 
of  the  issue  is  awarded  to  David  T.  Kenney,  the  senior  party.' 
It  may  be  interesting  for  the  public  to  know  that  Mr.  Kenney 
operated  the  apparatus  involved  in  the  interference  in  San 
Francisco  in  Mr.  Lotz's  presence  in  January,  1903,  sixteen 
months  before  Mr.  Lotz  filed  the  application  for  his  patent." 


— Michael  Cohen,  St.  James  Building,  Broadway  and  26th  st, 
the  well-known  stone  dealer,  constantly  carries  on  hand  larg« 
stocks  of  building  stone,  as  well  as  chilled  steel  shot  and 
diamond  crushed  steel,  carborundum  bricks  for  hand  rubbing 
of  all  kinds,  Meyer's  German  cement  and  liquid  for  repairing 
marble,  sandstone  and  granite,  etc.,  Dugan's  invisible  patcher, 
for  patching  all  kinds  of  limestone;  also  Nash's  cubing  book. 
He  is  alway.=!  ready  to  deliver  any  quantity,  of  the  above-named 
materials,  wiiich  are  considered  among  the  best  on  the  market. 
On  account  of  the  large  increase  in  Mr.  Cohen's  business  this 
past  year,  he  has  recently  been  obliged  to  increase  his  staff  and 
arrange  for  larger  office  quarters. 
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|g^r^~^  Twelve  years  ago  a  special  number  of  the  Archi- 
^^"^  tectural  Record  was  devoted  to  a  consideration 
of  the  work  of  McKim,  Mead  &  While  at  that  date. 
Although  the  magazine  was  published  at  25  cents,  copies 
subsequently  commanded  a  premium  of  $  1 0. 


Good  Taste  in  Country  Houses. 

The  pictures  illustrating  an  article  in  Country  I,ife  in 
America  for  October,  on  this  subject,  were  selected  by  four 
architects,  themselves  successful  designers  of  country  houses, 
namely,  Guy  Lowell,  of  Boston;  John  M.  Carrere,  of  New 
York;  Wilson  Eyre  and  Charles  Barton  Keen,  of  Philadelphia. 

The  following  is  the  selection  of  Mr.  Lowell: 

The  house  of  Samuel  J.  Magarge  at  Bryn  Mawr,  Pa.,  de- 
signed by  Frank  E.  Mead  and  Charles  Barton  Keen,  formerly 
associated  as  the  firm  of  Mead  &  Keen. 

A  house  at  Dedham,  Mass.,  designed  by  James  Purdon, 
•Boston. 

Mr.  Herbert  D.  Crcly's  house  at  Cornish,  N.  H.,  designed  by 
Charles  A.  Piatt,  New  York. 

The  hom'e  of  Mrs.  George  Lee,  Beverly  Farms,  Mass.,  de- 
signed  bv  Wm.   Rantoul,   Boston. 

The  Sampson  house  at  Magnolia,  Mass.,  now  occupied  by  Mr. 
Philip  Stockton;   C.  K.  Cummings,  Boston,  architect. 

The  selection  of  representative  country  houses  made  by  Mr. 
Carrere,   of  Carrere  &  Hastings,  New  York,  is  as  follows: 

Mr.  H.  S.  Schladermundfs  house  at  Lawrence  Park,  Bronx- 
ville,  N.  Y.,  designed  by  Walker  &  Morris,  New  York;  Mr. 
Benj.  Morris's^ house  at  Greenwich,  Conn.,  designed  by  himself; 
Mr.  William  Low's  house  at  Lawrence  Park,  Bronxville,  de- 
signed by  William  A.  Bates,  New  York;  house  of  Mr.  Thomas 
Hastings,  at  Port  Washington,  L.  I.,  altered  to  suit  his  own 
desisn. 

In  addition  to  furnishing  this  list,  Mr.  Carrere  remarked  in 
a  letter:  "What  is  even  more  interesting  than  individual  houses 
is  the  whole  group  of  houses  built  by  Mr.  Ellicott,  on  the  one 
hand,  and  Wyatt  &  Nolting,  on  the  other,  at  Roland  Park, 
Baltimore,  Md.,  and  the  whole  group  of  houses  built  by  Mr. 
William  A.  Bates  at  Lawrence  Park,  Bronxville,  N.  Y.  In 
both  cases  the  charm  consists  in  the  fact  that. one  idea  has 
been  developed  in  perfect  harmony,  that  the  houses  all  hang 
together  and  all  fit  the  grounds,  and  are  really  a  most  charm- 
ing ensemble  and  yet  individual  and  interesting  in  themselves.  ■ 
Recently  at  Lawrence  Park  the  stucco  epidemic  has  been 
making  itself  felt  and  the  thing  is  being  spoiled.  I  also  think 
from  another  point  of  view  that  Charles  Piatt  has  designed 
some  charming  houses  and  gardens.  I  cannot  mention  any  by 
name,  but  there  is  a  fine  group  of  them  at  Cornish,  N.  H.  The 
interest  in  his  houses  is .  that  they  are  designed  from  the 
painter's  point  of  view  to  make  a  picture  from  whatever 
quarter  you  look  at  them.  Pray  don't  misunderstand  me  as 
claissing  these  houses  as  the  best,  but  among  the  best." 

These  houses  chosen  by  Mr.  Carrere  do  not  fall  into  one 
distinct  class,  though  the  Morris  and  Ellicott  houses  are  on 
slightly  similar  lines. 

Here  is  Mr.  Wilson  Eyre's  selection: 

"The  Orchard,"  owned  by  Mr.  James  L.  Breese,  at  South- 
ampton, Long  Island,  N.  Y.;  McKim,  Mead  &  Wftite,  architects. 
New  York. 

The  home  of  Mr.  Charles  J.  Osborn,  at  Mamaroneck,  N.  Y., 
designed  by  McKim,   Mead   &  White,   New  York. 

Mr.  F.  W.  Vanderbilt's  house  at  Rough  Point,  Newport,  de- 
signed by  Peabody  &  Stearns,   Boston. 

Mr.  Elmer  Grey's  home  at  Fox  Point,  Wis.,  designed  by 
himself. 

The  home  of  Mr.  Herbert  Underwood,  also  at  Fox  Point,  Wis., 
designed   by  Mr.   Grey. 

"Sherrewogue,"  at  St.  James,  Long  Island,  the  home  of  Mr. 
Devereux  Emn!ett;   McKim,  Mead  &  White,  architects. 

"Maible  Hall,"  Mrs.  O.  H.  P.  Belmont's  Newport  house,  de- 
signed by  the  late  R.  M.  Hunt,  New  York. 

As  a  perfect  example  of  original  Colonial,  Mr.  Eyre  cites 
Mount  Vernon,   the  homo  of  George  Washington. 

In  this  selection  there  is  also  a  variety  of  styles,  and  it  is 
perhaps  unnecessary  to  try  to  classify  them  in  any  single 
group.  Mr.  Eyre  siiows  a  .flight  leaning,  perhaps,  toward 
English  forms. 

The  last  selection  of  country  housas — that  of  Mr.  Charles 
Barton  Keen — is  as  follows: 

The  home  of  Mr.  D.  S.  Newhall  at  Strafford,  Pa.,  designed 
by  McKim,  Mead  &  White,'  New  York. 

House  owned  by  Mrs.  Comegys  at  Chestnut  Hill,  Pa.;  Cope 
&  Stewardson,  architects,   Philadelphia. 

Mr.  H.  J.  Verner's  house  at  Bryn  Mawr,  Pa.,  designed  by 
Newman  &  Harris,  Philadelphia. 

The  home  of  Mr.  Frank  Cheney,  .Jr.,  at  South  Manchester, 
Conn.,   designed  by  Charles  A.   Piatt,  New  York. 

The  house  of  Mr.  Charles  L.  Borie,  at  Rydal,  Pa.,  designed 
by  Wilson   Eyre.  Philadelphia. 

These  houses  represent  not  only  different  styles  but  different 
materials  and  exterior  finish.  They  are  moderate-priced 
modern  country  houses,  in  all  of  which  a  particularly  artistic 
handling  of  the  surrounding  grounds  is  noticeable. 

In  concluding  the  article,  which  gives  pictures  of  each  house, 
the  writer,  Mr.  Sherwin  Hawley,  makes  these  remarks: 

"That  there  are  excellent  country  houses  in  the  United  States 
these  pictures,  I  think,  prove  conclusively.  That  there  are 
many  poor  ones  is,  alas,  an  undeniable  fact.  We  could  feel 
greater   pride   'in   our    domestic   architecture   if   such   houses   as 
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these  were  to  be  met  with  more  frequently.  There  is  the  con- 
ventional two-story-and-attic  house  of  fifty  years  ago,  with  its 
machine-made  piazza,  and  the  even  worse  attempt  at  Queen 
Anne  cottage  architecture  that  has  cumbered  the  ground  for 
almost  as  long.  Tlie  builders  of  these  houses  seemed  to  feel 
In  duty  bound  to  crowd  on  all  the  jig-saw  ornament  possible,  and 
mill-made  brackets,  cornices,   mouldings  and  railings. 

"Much  of  this  architectural  degradation  is  due  to  New  World 
commercialism  and  should  consequently  be  considered  prayer- 
fully and  with  humility.  There  is  nothing  quite  so  hideous  as 
an  entire  street  lined  with  houses  all  alike  with  the  possible 
exception  of  a  few  superhcial  details.  No  aisle  of  elms  or 
maples  will  ever  serve  to  relieve  such  a  street  of  its  bourgeois' 
hideousness.  It  ought  to  be  possible  to  secure  an  injunction 
restraining  real  estate  companies  from  perpetrating  such  crimes 
against  good  taste. 

"Wherever  matters  are  improving  we  find  a  tendency  toward 
greater  simplicity.  We  need  a  William  Morris  in  this  country 
to  preach  the  gospel  of  beautified  utility  and  to  wage  his 
crusade  against  all  meaningless  ornament.  It  he  were  an 
American  I  fancy  he  would  not  look  far  beyond  the  Colonial 
style  before  beginning  his  work,  and  would  therefore  be  in 
sympathy   with   the  designers  of  these  houses." 


City  Finance— Work  of  the   Advisory   Commission. 

It  appears  not  to  be  known  generally  that  the  city  government 
is  being  served  in  an  advisory  capacity  by  a  commission  on 
taxation  and  finance,  which,  although  a  new  body,  has  already 
done  work  of  importance.  The  attention  of  the  Record  and 
Guide  has  been  called  to  a  report  of  the  commission  recently 
issued,  containing  two  bills  which  wei-e  adopted  by  the  Legis- 
lature at  the  last  session,  and  under  which  the  Board  of  Esti- 
mate has  already  authorized  an  issue  of  $36,000,000  of  bonds. 
Of  this  commission  Mr.  Edgar  J.  Levey  is  chairman,  and  Mr. 
Lawson  Purdy  is  secretary.  Other  members  are  Edwin  R.  Selig- 
man,  Francis  Lynde  Stetson,  Morris  K.  Jessup,  Secretary  Haag 
of  the  Board  of  Estimate,  the  Receiver  of  Taxes,  Corporation 
Counsel  Delany,  E.  M.  Shepard,  Charles  T.  Barney,  John  L. 
Cadwalader,   Frank  J.   Goodnow  and  Frederick  A.   Cleveland. 

In  the  report  will  be  found  a  statement  showing  the  uncol- 
lected taxes  for  the  years  1898  and  prior  at  October  1,  190.5, 
and  a  statement  of  uncollected  taxes  for  the  years  1899  to 
October  1.  1905,  in  which  is  shown  the  actual  levy,  the  amount 
collected,  d'soounts,  cancellations,  uncollected  balances,  and  the 
amount  provided  in  tax  levies  for  deficiency  in  the  product  of 
taxes.  The  commission  has  analyzed  these  tables  and  explained  the 
reason  why  under  the  provisions  of  the  Charter  and  Tax  Law 
of  the  State  a  large  amount  of  taxes  is  in  arrears,  of  which 
more  than  one-half  is  uncollectible.  The  commissioners  have 
made  an  estimate  of  the  exact  sum  uncollectible  and  it  amounts 
to  $a.^,791,172.lD5.  Of  this  amount  over  ¥30,000,000  is  on  ac- 
count of  uncollected  personal  taxes.  About  one-third  of  the 
tax  levy  on  personal  property  each  year  is  uncollectible.  This 
will  continue  to  be  the  case,  it  is  said,  so  long  as  we  have  our 
antiquated  sjistem  of  imposing  taxes  on  all  forms  of  personal 
property  in  the  same  manner  as  upon  real  estate.  In  practice, 
through  what  may  be  no  fault  of  the  department,  many  persons 
are  assessed  for  personal  property  who  have  no  property  and 
from  whom  in  consequence  no  tax  can  be  collected. 

By  skillful  methods  of  financing  the  city,  which  the  commis- 
sioners approve,  it  has  been  possible  up  to  the  present  time  to 
carry  on  the  city's  affairs  without  increasing  the  city  debt  on 
account  of  the  large  deficiency,  except  as  it  has  been  necessary 
to  issue  a  somewhat  larger  amount  in  revenue  bonds  than 
should  be  issued.  The  limit,  however,  has  been  practically 
reached,  and  unless  provision  is  made  for  the  existing  arrears 
and  for  preventing  the  accumulation  of  arrears  in  the  future 
the  financial  department  of  the  city  will  be  seriously  embar- 
rassed. 

The  city  was  confronted  with  two  problems.  First,  to  pro- 
vide for  the  existing  arreai-s,  and  second,  to  provide  for  an 
annual  clearance  of  future  arreans.  To  provide  for  existing 
arrears  the  commissioners  proposed  an  act  directing  the  Board 
of  Estimate  and  Apportionment  to  authorize  corporate  stock  of 
the  city  of  New  York  to  be  issued  to  an  amount'  equal  to 
so  much  of  the  deficiency  on  the  first  day  of  January,  1905,  in 
the  product  of  taxes  theretofore  levied  and  deemed  by  the  Board 
to  be  uncollectible,  as  shall  not  have  been  provided  tor  in  a  prior 
tax  levies  or  by  the  issue  of  corporate  stock  of  the  city  of  New 
York. 

The  second  problem,  consisting  of  the  annual  deficiency  in  the 
product  of  taxes,  has  been  met  by  providing  that  the  Board  of 
Estimate  and  Apportionment  shall  annually  insert  in  the  budget 
a  sum  equal  to  so  much  of  the  deficiency  on  the  preceding  first 
day  of  January  in  the  product  of  taxes  theretofore  levied  and 
deemed  by  the  Board  to  be  uncollectible,  as  shall  not  have  been 
provided  for  in  prior  tax  levies  or  by  the  issue  of  corporate 
stock  of  the  city  of  New  York,  or  by  such  corporate  stock 
authorized  by  said  Board  to  be  issued.  This  is  accomplished  by 
an  amendment  to  section  230  of  the  Charter  which  shall  take 
effect  October  1,  190().    This  act  repeals  the  section  of  the  Char- 


ter which  authorizes  and  directs  the  Board  of  Aldermen  to  in- 
crease the  tax  levy  to  make  good  a  deficiency  In  the  product  of 
taxes,  a  provision  of  law  which  is  quite  inadequate  and  requires 
an  estimate  of  future  ronditions  instead  of  a  dealing  with  past 
and  known  quantities.  But  as  that  section  will  not  be  repealed 
until  October  1  the  Board  of  Aldermen  in  August,  1906,  in- 
creased the  tax  levy  for  1906  by  the  usual  amount  added  for  the 
deficiency.  At  the  mealing  of  the  members  of  the  Board  of 
Estimate  in  October  they  will  insert  in  the  budget  for  the  tax 
levy  of  1907  an  amount  which  will  provide  for  all  uncollectible 
arrears  not  theretofore  provided  for  up  to  January,  1906.  There- 
after every  year  the  Board  of  Estimate  and  Apportionment  will 
provide  for  all  deficiencies  in  the  collection  of  taxes  so  far  as 
the  same  are  uncollectible  up  to  the  first  of  January  preceding. 
In  their  report  the  members  of  the  advisory  commission  ha\ie 
explained  exactly  how  they  arrive  at  the  amount  of  the  uncol- 
lectible arrears,  and  the  method  of  fir#ncing  the  city  by  wliich 
it  has  been  enabled  to  pay  its  bills  in  spite  of  the  large  arrears. 
Also  they  have  explained  how  it  may  be  determined  that  taxes 
are  uncollectible,  and  the  method  of  computing  the  city  debt. 


Brooklyn  Trolley  Contemplations. 

Notwithstanding  the  recent  statement  of  President  Edwin  W. 
Winter  to  the  effect  that  his  co'mpany  did  not  need  to  extend 
its  service  to  make  the  lines  profitable,  and  would  not  open  any 
new  routes  until  the  borough  officials  had  receded  from  their 
stand,  which  he  called  hostile,  property  agents  are  just  as  busy 
as  ever  obtaining  consents  for  new  line.?,  and  Vice-President 
and  General  Manager  Calderwood  declares  that  the  lines  will 
be  built  if  the  franchises  can  be  obtained. 

The  new  routes  call  for  another  road  to  Coney  Island,  and  they 
tap  large  tracts  of  land  that  are  awaiting  transit  facilities  for 
their  development. 

In  addition  to  the  main  line  of  the  new  system,  which  is  now 
run  from  the  Bath  Beach  train  station  at  39th  st  there  are  to  be 
two  branch  lines. 

The  activity  of  the  B.  R.  T.  in  planning  new  lines,  in  spite 
of  President  Winter's  statement,  is  taken  to  mean  that,  although 
the  lines  at  present  are  on  a  paying  basis,  competition  in  Bay 
Ridge  would  seem  such  a  drain  on  the  system  that  extensions 
would  be  necessary. 

It  is  proposed  to  have  the  new  tracks  meet  the  present  lines 
of  the  company  at  2i5th  av  and  86th  st,  a  short  distance  north 
of  Coney  IsLind.  From  there  they  will  run  up  "^oth  av  to  Stillwell 
av;  thence  to  79th  st  and  west  to  7th  av.  They  will  be  laid 
along  7th  av  to  the  point  where  the  thoroughfare  meets  8th  av 
and  73d  st,  after  which  they  will  run  in  a  straight  line  up  8th 
av  to  30th  st,  terminating  at  that  street.  Transfers  will  be  given 
to  Bath  Beach  and  Culver  line  trains. 

The  additions  to  this  system  w'iil  help  open  up  other  territory 
and  make  other  convenient  ways  of  getting  to  Coney  Island. 
Tracks  will  be  laid  on  13th  av  from  39tji  st  to  Bay  Ridge  av. 
These  will  take  passengers  from  the  Ba'ch  Beach  trains  to  Coney 
Island,  and  using  the  tracks  of  the  Bay  Ridge  av  cars  part  of 
the  way.  A  spur  will  also  be  run  along  42d  st  from  8th  av  to 
2d  av.  This  will  go  under  the  Bay  Ridge  elevated  structure  at 
3d  av  and  will  transfer  passengers  to  the  trains  at  that  point. 


As  Mr.  Moffitt  Sees  It. 

William  H.  MofTit,  pj-esident  of  the  William  H.  Mofflt  Realty 
Co..  says  that  those  who  have  any  suspicion  that  the  Long 
Island  boom  of  last  spring  is  over  and  look  for  a  slump  in  that 
market  will  be  disappointed. 

"Long  Inland  is  in  a  state  of  gigantic  transformation,  and  is 
bound  to  have  a  great  advance  in  the  value  of  real  estate. 
There  is  no  possibility  for  an  abatement  of  the  boom,  for  land 
is  going  higher,  transportation  is  going  to  be  quicker  and  car 
fare  is  going  to  be  cheaper.  The  man  or  woman  who  gets  in 
on  Long  Island  now  .and  buys  as  much  as  he  or  she  can  con- 
veniently pay  for  by  instalments  or  otherwise  will  reap  a  big 
profit  by   taking  advantage  of   this  splendid  opportunity." 


October  Architectural   Record. 

The  Architectural  Record  for  October  will  be  exclusively  a 
country  house  number.  In  it  will  be  found  an  attractive  col- 
lection of  houses  more  or  less  characteristic  of  their  respective 
localities.  California  is  well  represented  by  a  number  of  inter- 
esting bungalows  by  Greene  &  Greene,  as  well  as  by  some  less 
characteristic  houses  by  Myron  Hunt  and  Elmer  Grey.  Exam- 
ples of  suburban  dwellings  in  the  Middle  West  are  those  by 
Robt.  C.  Spencer,  Jr.,  and  by  Pond  &  Pond.  Effective  garden 
treatments  on  a  modest  scale  are  the  establishments  of  the  Rev. 
Thomas  Hutcheson  at  Warren,  R.  I.,  and  the  F.  C.  Culver  place 
at  Hadlyme,  Conn.,  both  by  Chas.  A.  Piatt.  The  number  is 
superbly  illustrated  and  should  be  of  considerable  public  inter- 
est, apart  from  its  interest  to  tjie  profession. 
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Real  Estate  and  Building  Statistics. 

Th«  following  ar»  th«  comparatlv*  tables  of  Manhattan,  Th« 
Bronx  and  Brooklyn  of  th«  Conveyances,  MortgageB  and  Pro- 
jected Building!  for  the  corresponding  weeki  of  1005  and  180«: 

MANHATTAN    AND    THE    BRONX. 

CONVKTAN0E8. 


1906. 

Sept.  21  to  27.  ln(!. 

Total  No.  Jor  Manhattan 171 

No.  with  consideration 14 

Amount  Involved 1 3. 515,050 

Number  nominal 157 


Total  No.  Manhattan,  Jan.  1  to  date 

No.  with  consideration,  Manhattan,  Jan. 

1  to  date 

Total  Aint.  Manhattan,  Jan.  1  to  date 


1905. 

Sept.  22  to  28.  inc. 
Total  No.  tor  Manhattan  202 

No.  with  consideration. .  16 

Amount  involved $330,400 

Number  nominal 186 


1906. 
16,997 


1,030 
156,516,587 


Total  No.  tor  the  Bronx. 
No.  with  consideration. 

Amount  involved 

Number  nominal 


1906. 
Sept.  21  to  27.  Inc. 


159 

10 

169,138 

143 


1905. 

17,024 

1,324 
$64,411,230 


1905. 
Sept.  22  to  28,  inc. 
Total  No.  tor  The  Bronx  149 

No.  with  consideration. .  8 

.\mount  involved $34,1.50 

Vumher  nominal 141 


Total  No.,  The  Bronx 

Total  Amt.,  The  Bion 

TotaS  So.  .Tlaali 

iSroiix.  Jan«  I 

Jan 
s,  Ja 
ma 

to  ( 
lait 

to 

Issc 

erat 

1  to  date 

n.  1  to  date... 
■1  and  The 
late.   . 

1908. 
9,586 
$6,600,011 

26,.5S3 

863,1 16,3!I8        « 

manliattau. 

1906. 
Sept.  21  to  27,  inc.   Sept. 
14 
$3,515,050 
$2,227,500 
157 
$5,528,700 
ite                      1,030 
$5e.516,5«7 
$39,312,775 
15.967 
$527,755,500           $ 

IGE8. 

08. 

7,  inc. .  . Sept. 22 1 

Bronx.        Manhattan. 

125                   180 

.{809,480    $1,996,550 

48                   105 

$290,033       $876,775 

1905. 
10.151 

$10,487,414 

37,175 

Tolal  Ami.  Tlaiil 
Uroiix,  Jau.  1 

T  jtal  No.,  with  Gonsid 

ail  aiidTbe 
date 

ssed  Value, 

on 

?4,S9S,614 

1905. 
22  to  28,  inc. 
16 

Amount  Involved 

Assessed  Value 

$330,400 

$261,900 

186 

Assessed  Value 

Total  No.  with  Consld 

Amount  Involved 

Assessed  value 

Total  No.  Nominal... 

i  "fro 

m  Ian.  1st  to  de 

$1.996,VM)0 

1,324 

$64,411,230 

$45,784,507 

15.700 

530,011,834 

1905 

0  28,  inc.— 

Bronx. 

90 

$694,244 

35 

$326,829 

Total  number 

— 

MORTGJ 

la 

—  Sept.  2 1  to  2 

Manhattan. 

202 

$10,682,540 

73 

.       $682,716 

7 

.    83,001,030 

'58 

.    $5,447,324 

1 

$56,000 

21 

$548,500 

6 

$224,000 

3(3 

$720,000 
t 

8                     57 
.    $9,523,774 

1  to  date 

.  1  to  date 

1  to  date 

1  t/)  date 

No.  at  6% 

Amount  involv.^d 

No.  at  5^4''o 

No.   at  Si-itj 

Amount  involved 

No.atSU'S 

Amount  Involved 

No  at  5  % 

20                     13 
$196,950       $174,000 

2 

$19,000 

41                       25 
*229,700        $517,050 

21 
$188,900 

Amount  involved 

No.  at  4:%h 

$39,465 

Amount  involved 

No  at  4  ^..'i^ 

5 

$96,000 

1 

Amount  involved 

No.  at  4  ^4  *i 

$2,600 

Number  at  3\H 

NTtmber  at  3  ^  *s( 

1 

$600 
ox 

No.  without  interest. . 

10                     30 
$92,797       $313,725 

15                     16 
$152,600       $190,500 
1906. 
14,021 
$277,828,441          $^ 
6.988 
851.872,177 

$135,850 

11 

$293,700 

1905. 

16.618 

121,614,531 

8  23.> 

(72,193,719 

No.   above  to    Bank,    Trun 

and  Insurance  Oimpanie 

Amount  involved 

Total  No.,  Manhattan,  Jan. 
Total  Amt.,  Manhattan,  Jan 
Total  No..  The  Bronx.  Jan 
Total  Amt.,  The  Bronx.  Jan 

Total  Ko.,  ITIaiiliattaii  and  The 
Bronx,  Jan.  I  lo  date  

Total  Amt.  .tiaiiliatlaii  ;■  >id'l°lie 
Bronx,  Jau.  1  to  date       


■21,009 


24,853 


8329,700,618     8493,808,230 


PEOJEOTED    BUILDINGS. 


Sotal  No.  New  Buildings : 

Manhattan 

The  Bronx 


1906.  1905. 

Sept.  22  to  28,  inc.  Sept.  28  to  29,  Inc. 
9  49 

21  40 


Grsnd  total 

Total  Amt.  N'  '  BuilUngs  : 


Manhattan. 
The  Bronx . 


Grand  Total 

Total  Amt.  Alterations : 


Manhattan.. 
The  Bronx.. 


Grand  total 

Total  No.  of  New  Buildings  : 
Manhattan,  Jan.  1  to  date. 
The  Bronx,  Jan  1  to  date. . 


nuIiln-Rronx,  Jan.  t  to  date 

Total  Amt.  New  Buildings: 

ManhatMn,  Jan.  1  to  date 

The  Bronx,  Jan.  1  to  date 

Mnlitu-Iiroiix,  Jan.  1  to  date 

Total  Amt.  Alterations: 

Mubtu-Broux    Jan.  1  to  date 


30 

S9 

$1,435,950 
205,500 

$3,541,900 
527,700 

11,731,450 

$4,069,600 

$165,025 
12.650 

$196,420 
15,100 

$177,675 

$211,520 

1.428 
1.743 

1  975 
1.765 

3,171 

3,740 

$100,080,690 
22,721,295 

$99,080,090 
30,899,410 

*123,S01,9S.5 

8129,980,100 

*16,188,004 

811,498,877 

Total  number 

No.  with  consideration  *.'.*.*.".* 

Amount  involved 

Number  nominal ] 

Total  niiiuberof  Conreyaiices, 

Jan.  I  to  date 

Tolal  ainoiiul  of  ConTeyances, 

Jau.  I  lodate 


BROOKLYN. 

OONVETAN0E8. 

1908. 
Sept.  20  to  26,  inc. 
593 


39 

$187,399 
554 

37,339 

821,929,136 


609 

$2,308,045 

277 

$690,900 
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MORTGAGES, 

Total  number 

\mount  involved 

No.  at  6'< '.'.'.'.'.'.'.'.'.'.'. 

Amount  Involved 

No.  at  5 '4 !4 !....'.'.'.".'.'.'.'.' 

Amount  involved 

No.  at  5  '■J  !i .'"" .'.'.'."'.".'." 

Anniunt  involved 

So.  at  5i"o. .'."!'.!!!...'!.'.".'.' 

Amount  involved 

No.  at  5S   .'.'." 

Amount  involved 

So.  at  4><j% '_,][] 

Amount  involved 

No.  at  4% ■ 

Amount  involved 

No.  at  3»i '.'.'.'.'. 

1  mount  Involved ."..!!!!! 

No.  without  interest 

Amourit  invf)lved 

Tolal     number    of    Jflortga{;es. 

Jan.  1  to  dale 

Tolal    amount    ol    ITIortg^ag^es, 

Jan.l  to  date 8119,128,026 

PROJECTED   BUILDINGS. 
No.  of  Now  Buildings 

Estimated  cost 

Tolal    No.    o«    Kew  Buildiiigsj 

Jan.  1  to  dale 

Total  Amt.  of  IVew  Bnildinee, 

Jau.  1  to  dale ' 

Total    amount    of    Alterations. 

Jau.  1  to  dale 


19«)6. 
Sept.  21  to  27.  Inc. 
644 
51 
$378,125 
593 

31,993 

823,317,577 


446 

$1,607,649 

241 

$658,152 


111 

050 
1 

$4,000 

196 

$958,900 

4 

$93,000 


20 
$36,195 

28,902 


171 

$1,383,945 


92 
$306,772 


48 
$395,025 


6,349 

848,287,887 
84,113,753 


85 
$248,700 

29,536 

$162,802,461 

66 
$1,312,350 

6,277 

860,123,609 

83,964,202 


PRIVATE    SALES    MARKET 


South  of  59th  Street. 

^CANNON  ST.— E.  V.  C.  Fescia  &  Co.,  20G  Broadway,  sold  133 
Cannjii  st.  a  lj',2-sty  loft  bjilding-  for  Messrs.  Brodowsky  & 
Worth  to  Marcus   Rosenthal. 

Smith  &  McNeil's  to  Expand  Further. 
FULTON  ST.— Alexander  P.  W.  Kinnan,  of  tiie  firm  of  J.  Ro- 
maine  Brown  &  Co.,  has  sold  to  Thomas  R.  McNeil,  of  the 
Smith  &  McNeil  Hotel  Co.,  the  properties  at  No.  2.33  Pulton  st 
and  No.  107  Washington  st,  forming  an  L  from  Fulton  st  to 
Washington  st.  The  building  at  No.  197  Washington  st  Is  a.t 
present  occupied  by  the  Smith  &  McNeil  Hotel.  This  is  the  first 
t-me  that  the  property  has  been  transferred  since  1835,  it  hav- 
ing been  purchased  at  that  time  by  Mr.  Rinnan's  grandfather, 
the  late  C.  V.  B.  Ostrander,  who  wais  for  many  years  president 
of  the  Merchants'  Fire  Insurance  Co.  Smith  &  McNeil's  is 
Icnown  the  country  over,  and  probably  is  patronized  by  more 
people  than  any  other  dining  place  in  the  metropolis.  Messrs. 
Smith  &  McNeil  were  both  watchmen  in  Washington  Market 
when  they  opened  a  coffee  and  cake  shop,  which  has  gro%vn  into 
the  existing  premises.  In  view  of  the  opening  of  the  Hudson 
tunnel  line  it  is  undei-stood  that  Mr.  McNeil  will  enlarge  the 
place  still  further,  and  eventually  make  an  entrance  from  Ful- 
ton St. 

LUDLOAV  ST.— E.  V.  Pescia  &  Co.,  90  Nassiu  st,  sold  for 
S.  Sil'cer  to  a  client  the  G-sty  double  tenement,  with  stores,  G7 
Ludlow  st,  25x87.6. 

MARKET  ST.— John  R.  and  Oscar  L.  Foley  sold  for  Henry 
Punchard  to  Jacob  Goldstein  93  Market  st,  northwest  corner 
of  Water  st,  a  .")-sty  tenement,  20x51. 

NEW  CHAMBERS  ST.— Harry  L.  Rosen  bought  the  5-sty 
building  northwest  corner  of  New  Chambers  and  Roosevelt  sts, 
a  triangular  lot   of  2,.500  sq.   ft. 

SULLIVAN  ST. — M.  Wingenfeld  sold  to  the  Rosehill  Realty 
Co.  51  Sullivan  st.  a  3-sty  frame  building,  21.0x70.  The  com- 
pany owns   the  adjoining  southeast  corner  of  Broome  st. 

(JTH  ST. — Joiseph  Ostroff  sold  for  a  client  to  a  Mr.  Hyman  C09 
East  Oth  st,  a  G-sty  tenement,  25x71. 

9TH  ST. — John  Peters  &  Co.  sold  for  Henry  Brown  to  a  client 
428  East  0th  st,  a  3-sty  and  basement  tenement,  25x93.10. 

IITH  ST. — Klein  &  Co.  sold  to  Laura  and  Rubenstein  528-532 
East  11th  st,   tv>-o  G-sty   tenements,  GOxlOO. 

15TH  ST. — I.  B.  Wakeman  sold  for  the  Acme  Realty  Co.  to  an 
inve'5tor  29  West  13th  st,  a  new  10-sty  fireproof  business  and 
loft    building.   25x103  3. 

lOTH  ST.— Charles  E.  Dui-oss  sold  the  3-sty  dwelhng,  441 
West  l.)th  st,  25x02,  for  Edward  Mclnnuney  to  the  Prudential 
Real  Estate  Corporation,  which  gives  the  company  100  ft.  front- 
age on  l?th  ?t.  clos?  to  the  new  dock  improvements. 
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For  a  Loft  Building. 

20TH  ST. — M.   &  L.  Hess  sold  for  the  Realty  Holding  Co.   24 
West  20th  St,  25x92.  to  a  purchaser  who  is  preparing  plans  for 
the  erection  of  a  10-sty  store  and  loft  building. 
St.  James  Building  Sold. 

The  St.  James  Building,  southeast  corner  of  Broadway  and 
26th  st,  was  transferred  on  Wednesday,  Sept.  26,  1906,  to  the 
Pittsburgh  Life  &  Trust  Co.,  by  the  Security  Trust  &  Life  Co.  of 
Philadelphia,  for  $3,150,000.  Of  this  amount  $1,3.59,000  is  rep- 
resented by  a  mortgage  on  the  property.  The  St.  James  Build- 
ing, a  IC-sty  structure,  was  erected  10  years  ago  on  the  site 
formerly  occupied  by  the  hotel  of  that  name.  It  covers  a  plot 
94  ft.  on  Broadway  and  109  ft.  on  26th  st.  It  is  understood 
that  the  transfer  is  incidental  to  the  sale  of  the  Security  Trust 
&  Life  Co.  of  Philadelphia,  the  real  estate  being  one  of  the 
assets  of  the  former  corporation.  The  Building  Trades  Employ- 
ers' Association,  as  well  as  a  number  of  builders,  architects 
and  material  firms,  have  their  offices  in  the  building. 

3TTH  ST. — Jacob  J.  Tabolt  sold  the  property  at  444  West  37th 
st,  on  lot  20.^^98.9,  which  he  bought  at  auction  recently. 

39TH  ST. — Geor.g-e  Nicholas  bought  from  Rebecca  F.  Riggis  the 
4-sty  and  basement  building,  15  West  39th  st,  21x98.9.  This 
property  is  in  the  rear  of  the  New  York  Club,  and  has  not 
changed  hands  in  25  years.  Douglas  Robinson,  Chas.  S.  Brown 
&  Co.  were  the  brokers. 

4STH  ST. — Montgomery  &  Seitz  sold  for  M.  Brown  234  East 
48th  st,  a  3-sty  dwelling,  IS.SxlOO. 

Wm.  Rocliefeller  Adds  to  His  Holdings. 

54TH  ST. — William  Rockefeller  bought  from  James  J.  Good- 
win 9  East  54th  st,  a  5-sty  dwelling,  25x100.5,  200  ft.  east  of 
5th  av.  Mr.  Rockefeller  has  owned  the  northeast  corner  of  5th 
av  and  54th  st  since  1876,  and  bought  the  adjoining  avenue 
house  in  1S84.  In  1001  he  bought  5  East  54th  st,  and  In  1904, 
when  the  St.  Regis  Hotel  threatened  to  brealv  through  into  that 
street,  he  bought  3  and  7.  The  Goodwin  house  abuts  on  the 
easterly  portion  of  John  Jacob  Astor's  holdings,  so  that  the 
purchase  by  Mr.  Rockefeller  effectively  shuts  the  St.  Regis  out 
of  54th  St. 

3D  AV. — John  Peters  &  Co.  sold  for  Adam  A.  Schopp  56  3d  av, 
between  10th  and  11th  sts,  a  3-sty  building  with  stores. 


North  of  59th  Street. 
65TH    ST. — Mandelbaum    &    Lewine    isold    through    J.    Edgar 
Leaycraft  &  Co.  to  Charles  E.  Hackley  158  and  160  West  65th 
st,  two  4-sty  dwellings,  36x100.5. 

73D  ST. — Pease  &  Elliman  have  sold  for  Amos  R.  E.  Pinchot 
the  lot  on  the  north  side  of  73d  st,  98  ft.  west  of  Lexington  av, 
to  a  client. 

74TH  ST. — Slawson  &  Hobbs  have  sold  for  Lillie  J.  Earle  the 
4-sty  high-stoop  dwelling,  145  West  74th  st,  20x00x102.2. 

78TH  ST. — Samuel  C.  Baum  bought  from  the  McCoom  estate 
307  East  70th  st,  a  4-sty  tenement,  25x102.2,  adjoining  the 
northwest  corner  of  1st  av. 

■  82D   ST. — T.   H.   Raymond  &   Co.   sold  for  James   Murphy   172 
West  S2d  st,  a  3-sty  high-stoop  dwelling,  16.8x55x102.2. 

83D  ST. — White  &  Phipps  and  Tucker,  Speyers  &  Co.  sold 
the  4-sty  brownstone  dwelling,  41  East  S3d  st,  15x100,  for  Joseph 
H.  White.     The  buyer  will  occupy  the  house. 

90TH    ST.— Alfred   E.    Toussaint    sold    for   Celia    A.    Tyrrell   52 

West   90th   st,   a   5-sty   American   basement   dwelling,   20x100.8. 

The  house  was  to  have  been  offered  at  auction  by  Joseph  P.  Day. 

90TH    ST. — Mrs.    Anna   M.    Cone   sold    to    Charles    Gulden   314 

West  90th  st,  a  3i,4-sty  brownstone  dwelling.  17x100:8. 

109TH  ST. — Chanin  &  Brandt  sold  for  Frank  Stolk  to  Frank 
Gans  the  7-sty  tenement,  226  East  109th  st,  25x100. 

IIITH  ST. — Samuel  Bloch  sold  for  Mrs.  Annie  Bloch  to  Jo- 
seph Liebllng  235  West  111th  st,  a  G-sty  elevator  apartment 
house,  50x100. 

121ST  ST. — Parsons  &  Holzman  bought  from  Charles  Gold- 
stein through  L.  Tanenbaum  .345  East  121st  st,  a  5-3ty  tene- 
ment, with  stores,  25x85x100. 

128TH  ST. — Williams  &  Gradginsky  sold  to  Adolph  Scheibel 
151  and  153  We.=  t  12Sth  st,  a  6-sty  flat,  50x100.11. 

12STH  ST. — Porter  &  Co.  sold  for  Ella  S.  West  the  3-3ty 
brownstone  front  dwelling,  255  West  128th  st,  15x00x100. 

137TH  ST.— C.  F.  Heitman  sold  to  Mrs.  Schrader  214  West 
137th  st,  a  3-sty  brownstone  dwelling,  17x100. 

144TH  ST. — Daniel  H.  Jackson  sold  for  Robert  Rosenthal  to 
Max  Goldstein  220  to  228  West  144th  st,  two  6-sty  apartment 
houses,  each  37.6x100.11.  In  part  payment  for  which  Mr.  Gold- 
stein gives  a  plot,  125x90,  east  side  of  Bathgate  av,  between 
186th  and  lS7th  sts. 

148TH  ST. — Duff  &  Brown  sold  to  Kate  Hillriegel  614-616 
West  148th  st,  two  3-isty  and  basement  private  dwellings,  lox 
60x100  each. 

AMSTERDAM  AV.— E.  V.  C.  Pescia  &  Co.,  206  Broadway,  sold 
792  Amsterdam  av,  a  2M!-sty  business  building,  21x80,  to  Marcus 
Rosenthal. 

AMSTERDAM  AV. — D.  Lang  sold  for  Hyman  Horowitz  the 
6-sty  triple  flat,  southeast  corner  Amsterdam  av  and  125th  st, 
25.3x100,  to  Abraham  Jacobs,  who  gave  in  part  payment  52  to  60 
West  132d  st,  five  S-sty  houses,  87.6x99.11. 


CENTRAL  PARK  WEST.— J.  J.  Sullivan  sold  for  William  A. 
Kelsey  224  Central  Park  West,   a  5-3ty  single  flat,  20.8x100. 

LEXINGTON  AV. — Minnie  Lippmann  sold  790  Iftxington  av, 
a  3-sty  dwelling,  20x65,  to  Alexander  Lambert,  who  bought  the 
adjoining  house,  792,  which  is  being  extensively  remodeled. 

MADISON  AV. — Emelie  Mehlich  sold  to  Samuel  Grossman 
1410  to  1414  Madison  av,  southwest  corner  of  98th  st,  three  5-sty 
flats,  with  stores,  75.5x95. 

PARK  AV. — Pease  &  Elliman  sold  for  the  Charter  Realty  Co. 
to  a  client  for  investment  1024  Park  av,  a  4-sty  high-stoop 
brownstone  dwelling,  20x70. 

Riverside  Block  Front  Taken. 

RIVERSIDE  DRIVE.— John  L.  Wall,  of  Stamford,  Conn.,  sold 
the  block  front  on  Riverside  Drive,  between  151st  and  152d  sta. 
The  plot,  which  is  irregular,  is  practically  vacant,  at  present 
only  partially  covered  by  frame  buildings,  fronting  20S.3  ft. 
on  the  Drive,  203  ft.  on  152d  st  and  145  ft.  on  51st  st. 


The  Bronx. 

150TH  ST.— G.  Tuoti  &  Co.  sold  for  R.  Marazzi  459-461  East 
150th  st,  a  5-sty  tenement,  50x118. 

lOOTH  ST. — The  McVickar-Gaillard  Realty  Co.  has  sold  for 
B.  Bloch  two  lots  on  East  169th  st,  near  the  intersection  of 
Boretta  st,  30x150. 

BARNES  AV. — Van  Winkle  &  Scott  sold  for  Joseph  C.  Lutoe 
to  a  client  the  2-sty  2-family  house,  492  Barnes  av.  Van  Nest. 

BOSTON  POST  RD.— Leo  Hutter  sold  to  Blum  Bros.,  of  Bel- 
laire,  Ohio,  the  2-sty  frame  dwelling,  110xl09x.53.9x  irregular, 
west  side  of  the  Boston  Post  rd,  309  ft.  north  of  the  intersection 
of  White  Plains  rd.  Mr.  Hutter  bought  the  parcel  at  auction 
some  years  ago,  together  with  a  strip  28  ft.  wide,  adjoining  on 
the  north,  which  comprises  the  roadbed  of  the  old  Eastchester 
Landing  rd.  He  retains  the  2S-ft.  parcel,  which  runs  through 
from  the  Boston  Post  rd  to.  White  Plains  rd. 

CLASSON  AV. — John  A.  Steinmetz  sold  for  Phoebe  E.  Peter- 
son to  a  client  a  lot  on  Classon  av,  25x100;  also  for  Julius 
Grossman  to  Henry  Fuellert  a  2-family  house  on  Classon  av, 
250  ft.  from  Mansion  st,  25x100. 

Sale  of  a  Classon  Point  Tract. 

CLASSON  POINT.— Mi-s.  Valentine  G.  HaU  sold  a  tract  of 
37  acres  on  Classon  Point,  along  the  northeast  side  of  the  Bronx 
River,  west  of  the  Classon  Point  Military  Academy  of  the 
Sacred  Heart  and  east  of  the  Benjamin  Traslc  estate  property. 
The  tract  is  half  marsh  and  half  upland. 

LONGFELLOW  AV. — John  A.  Steinmetz  sold  for  Catherine 
A.  AnATe^^~s  to  a  client  the  northwest  corner  Longfellow  av  and 
170th  st,  three  lots  with  two  dwellings  thereon. 

PARKER  AV. — Richard  Dickson  sold  for  John  C.  Damm  a 
private  house  on  easterly  side  of  Parker  av,  175  ft.  west  of 
Lyon  av,  Westchester,  50x100. 


Leases. 

E.  Schwarzer  leased  for  M.  Bloch  &  Co.  to  Louis  Smith  the 
5-sty  double  flat,  37  West  114th  St. 

Pisani  Brothers  &  Co.  leased  to  a  client  the  6-sty  tenements 
346  and  348  East  105th  st  for  a  term  of  years  at  an  aggregate 
rental  of  $24,000. 

John  D.  Crimmins  leased  the  Lenox  Lyceum,  southeast  corner 
of  Madison  av  and  59th  st,  to  Samuel  J.  Byrne,  of  Boston,  for 
one  year.     The  building  will  be  used  as  a  roller-skating  rink. 

The  Goodman  Realty  Co.  leased  to  the  United  Merchants 
Realty  &  Improvement  Co.  a  store  adjoining  the  corner  of 
149th  st  and  3d  av,  having  a  frontage  of  50  ft.  on  149th  st. 

Charles  E.  Duross  leased  15,000  sq.  ft.  of  loft  space  in  the  Her- 
ring Buildin.g,  southwest  corner  of  14th  and  Hudson  sts,  for 
William  C.  Orr  to  the  Maxim  Hat  Works,  for  a  term  of  years. 

J.  C.  Hand,  of  the  Aetna  Real  Estate  and  Loan  Co.  leased 
the  store  1270  Broadway  to  the  Crossett  Shoe  Co.,  of  Boston, 
for  ten  years  at  an  aggregate  rental  of  $100,000;  also,  144  West 
34th  st  to  Samuel  Floersheimer  for  ninety-nine  years. 

Charles  F.  Noyes  Co.  leased  for  the  Rhinelander  Real  Es- 
state  Co.  the  eleventh  and  twelfth  floors  of  the  Rhinelander 
Building,  Duane  and  William  sts.  20,000  sq.  ft.  to  the  Technical 
Press  (Samuel  Rosenthal,  president)  for  ten  years  at  the 
aggregate  rental  of  $100,000. 

Charles  F.  Noyes  Co.  leased  for  the  Progress  Club  to  John  K. 
and  Louis  K.  Bimberg  for  a  term  of  years  110-112  East  59th 
st,  formerly  occupied  by  the  Fidelia  Club.  After  extensive  alter- 
ations the  entire  building  will  be  used  for  assemblies,  balls,  din- 
ners and  public  entertainments.  It  will  be  known  as  the  "Plaza 
Assembly  Rooms." 

Leon  S.  Altmayer  lensed  for  John  Spies  and  the  estate  of 
Jacob  Spies  to  a  client  two  stores,  1522  3d  av,  for  a  term  of 
5  years.  At  the  expiration  of  the  present  lease  the  new  tenants 
will  alter  the  buildings  tor  their  own  occupancy.  The  premises 
adjoin  the  large  department  store  on  the  southwest  corner  of 
SGth   sL  and  3d  av. 

BROADWAY.— Sheldon  &  Becker  have  leased  to  Conrad  Hu- 
bert for  a  term  of  21  years  the  4-sty  building,  Nos  2128-2130 
Broadway,  on  a  plot  54x98.  This  building  was  originally  built 
for  the  Tilden  Club,  a  Democratic  organization,  and  has  since 
been  occupied  at  various  times  as  a  restaurant.  The  building 
will  be  altered -to  suit  the  present  lessee.. 
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J.  B.  English  leased  for  James  P.  Knight  217  West  49th  st; 
for  Frances  S.  Cohen  244  West  r>2d  st;  for  Hon.  W.  S.  Cohen 
114  West  44th  st;  for  Mrs.  R.  F.  Frank  122  West  44th  st;  for 
J.  Howard  242  West  4uth  st;  for  L.  L.  Hill  50  West  2Dth  st; 
for  Curtis  Wigg  324  West  52d  st;  for  A.  M.  Lyon  loft  building 
1C4G  Broadway;  for  E.  Seelig  308  West  70th  st,  and  for  Wm.  M. 
Eisen  235  West  49th  st. 

M.  &  L.  Hess  leased  for  David  Schwartz  the  fifth  loft  in  the 
building  207  and  209  Wooister  st;  for  the  Goldenberg  estate  the 
store,  basement  and  sub-basement  southwest  corner  of  Wash- 
ington pi  and  Greene  st;  for  Heilner  &  Wolf  the  store  and  base- 
ment 20  East  17th  st;  for  S.  W.  Denzer  the  store  407  Broome 
st;  for  E.  M.  Sieger  the  fourth  loft  in  4!)  Crosby  st;  for  the 
estate  of  Henry  Brunner  the  store  and  basement  in  33  and  3'5 
West  Houston  st;  for  E.  K.  Rossiter  the  fifth  loft  in  05(5  and 
058  Broadway;  for  J.  J.  Little  the  fourth  loft  473  Broadway; 
for  Moses  Sahleln  the  seventh  loft  001  Broadway;  for  the 
estate  of  Meyer  Guttman  the  second  loft  452  Broadway;  for 
L.  Ottmann  30,000  sq.  ft.  in  the  Puck  Building,  at  a  corner  of 
Lafayette  and  Mulberry  sis;  for  the  Brady-Grossman  Co.  the 
first  loft  40  East  14th  st;  for  J.  L.  Bradford  and  others  50,000 
Sq.  ft.  in  747  Broadway,  running  through  to  300  Mercer  st; 
for  E.  V.  Z.  Lane  the  first  loft  in  49  East  19th  st;  for  the 
Pacific  Realty  Co.  the  fourth  loft  in  24  East  22d  Bt;  for  the 
Middleboro  Realty  Co.  the  store  and  basement  in  134  West 
17th  st;  for  the  estate  of  Louis  Schoolherr  .50,000  sq.  ft.  in 
130  Greene  st;  for  Henry  C.  Lytton,  5,000  sq.  ft.  in  172  5th  av; 
f!or  William  F.  Ayer,  Jr:,  the  tenth  loft  87  and  80  5th  av;  for 
Jl.  T.  Wilson  50,000  sq.  ft.  384  and  380  Broadway;  and  for 
the  Surety  Realty  Co.  15,000  sq.  ft.,  comprising  the  store,  base- 
ment  and   sub-basement   in  810  Broadway. 


Suburban. 

The  Cuozzo  cfe  Gagliano  Co.  has  sold  for  Wood,  Harmon  & 
Co.  to  Mrs.  Ernest  J.  Cuozzo  three  lots,  00x100,  at  the  north- 
west corner  of  Glenwood  and  Grand  avs,  Staten  Island,  and 
two  lots,  40x100,  on  Glenwoodj^av;  also  for  the  same  firm  to 
George  Cuozzo  three  lots,  00x100,  at  the  southeast  corner  of 
Van  Cortlandt  and   Grand  avs. 

Cuozzo  &  Gagliano  Co.  sold  for  Wood,  Harmon  &  Co.  to  Mrs. 
Ernest  J.  Cuozzo  3  lots,  00x100,  at  the  northwest  corner  of 
Glenwood  and  Grand  avs,  and  2  lots,  40x100,  on  Glenwood  av; 
also  sold  for  the  same  firm  to  George  Cuozzo  .3  lots,  OOxlOO,  at 
the  southeast  corner  of  Van  Cortlandt  and  Grand  avs  at  South 
New  York  Section  No.   1,  formerly  Staten  Island. 

The  country  property  department  of  the  McVickar-Gaillard 
Realty  Co.  sold  for  the  Jas.  M.  Wentz  estate  the  family  home 
with  18  acres  of  grounds,  on  Grand  av,  Newburgh,  to  a  client 
for  occupancy.  This  property  has  a  large  frontage  on  the  Hud- 
son River,  and  has  been  in  the  estate  for  30  years.  The  place  is 
called  "Aldendale."  Mr.  Wentz  founded  the  dry  goods  house  of 
Tefft.  Weller  &  Co.,  and  was  a  director  of  the  Bond  &  Mortgage 
Co.     He  died  about  a  month  ago. 


REAL     ESTATE     NOTES 


Jacob  A.  King.  West  End,  N.  J.,  is  a  good  one  to  get  into 
communication   with  for  a  Long  Branch   transaction. 

The  Want.s  and  Offer  department  of  the  Record  and  Guide 
is  spoken  of  as  one  of  Ihe  most  effective  in  the  metropolis. 
Every  notice  printed   therein   seems  to  score. 

J.  C.  Bolger,  formerly  with  the  Edward  McVickar  Co.,  has 
opened  offices  in  the  Uaight  Building,  1.5G  Broadway.  Mr. 
Bolger  will  transact  :i  general  real  estate  business. 

Julius  Scott  has  just  returned  from  Europe  on  the  steamship 
"Kaiserin  Augusta  Victoria"  and  would  be  pleased  to  have  his 
clients  favor  him  with  a  call  at  his  office,  219  West  llOth  st. 

Mr.  Henry  R.  Steele,  formerly  treasurer  of  the  Title  In:.ur- 
ance  Co.  of  New  York,  has  opened  offices  in  the  Mail  and  Ex- 
press Building,  where  he  will  conduct  a  general  real  estate 
business.  Associated  with  Mr.  Steele  is  h's  brother,  Irving  E. 
Steele. 

The  Arrow  Can  Co.,  35  Warren  st,  is  placing  on  the  market  a 
specially  constructed  engineer's  can.  This  can  is  the  result  of 
a  study  of  the  weak  and  strong  points  in  the  different  kinds 
of  cans  now  made,  and  is  designed  to  correct  the  faulty  con- 
struction  of  such   cans. 

Samuel  V.  Braisted,  senior  member  of  the  firm  of  Braisted, 
Goodman  &  Hershfield,  of  2783  Broadway,  real  estate  brokers 
and  agents,  has  withdrawn  from  that  firm  and  associated  him- 
self with  Joseph  Keller  under  the  firm  name  of  Braisted  &  Kel- 
ler. They  have  opened  offices  at  100  West  110th  st,  where  they 
will  conduct  a  general  real  estate  business. 

At  the  sale  of  Morris  Park  lots,  in  the  Vesey  Street  Exchange 
on  Thursday,  the  best  bidding  was  for  lots  in  the  southwestern 
portion  of  the  tract,  on  Barnes,  Matthews,  Muliner,  Fowler, 
Nell  and  Bronxdale  avs.  The  highest  prices  were  obtained  for 
lots  on  the  Pelham  Parkway,  rangin.g  from  .f3,."00  for  an  inside 
lot  to  $4,900  for  the  southeast  corner  of  Muliner  av.  Few  in- 
termediate lilts  wtre  sold.  Lots  on  the  north  side  of  Bronxdale 
av   brought   from   !|;l,500  for    an   inside   parcel    to   $3,775   for   a 


corner  Prices  on  Matthews  av,  between  Bronxdale  and  Neil 
avs,  ranged  from  $925  to  .fl.075.  On  Muliner  av.  between  the 
same  streets,  the  prices  were  from  $07.5  to  $1.17.5.  In  the  same 
block  on  Fowler  av  the  extremes  were  .$575  and  $1,010.  Neil 
av   prices   were  between   $1,075  and   $2.0.50. 


Old  Prophecies  for  Real  Estate. 

Mr.  J.  Claiciice  IJasies  has  had  reprinted  a  pamphlet  that  was 
originally  published  in  JSOO.  ent'tled  "The  Value  of  Real  Ei,tate 
in  the  City  of  New  York — Past,  Present  and  Future,  as  Illus- 
trated in  a  series  of  Letters  to  the  Evening  Post,  in  1858,  1859 
and  l.SiiO — By  a  Retired  Merchant."  Mr.  Davies  has  one  of 
the  ori.ginal  copies  in  his  possession  and  he  has  had  it  repro- 
duced, thinking  it  might  be  of  interest  to  those  having  to  do 
with  New  York  realty  as  wellas  throw  some  light  on  present 
and  future  conditions.  The  first  article  in  the  boolc  is  as 
follows: 

PROSPECTIVE    RISE    IN    REAL    E.STATE. 

September,  1808. 
To   Ihe  Editors  of  the  Even'ng  Post: 

I  wish  to  expi-ess  through  your  columns  a  few  predictions  in 
regard  to  the  future  value  of  real  estate  in  the  city  of  New 
York,  which  have  been  made  within  the  past  week,  by  one 
whose  judgment  has  for  a  long  period  been  found  by  experi- 
ence to  be  more  reliable  than  that  of  any  other  man  within 
the  scope  of  my  acquaintance.  This  person,  while  he  has  ever 
been  much  more  sanguine  in  favor  of  the  constant  advance  in 
real  estate  than  most  other  men,  has  been  found,  in  reviewinp 
his  opinions  for  the  past  thirty  years,  far  behind  the  reality. 
His  former  opinions  having  been  so  reliable,  gives  me  great 
confidence   in   his   predictions   for   the   future. 

First.  In  general  terms  he  predicts  that  real  estate  on  this 
island  will  bring  three  times  its  present  value  upon  average — 
located  between  90th  and  .30lh  sts,  and  5th  and  4lh  avs— before 
January,   1804. 

Second.  He  predicts  that  Yorkville.  in  1804.  will  be  more 
valuable  than   Murray  Hill  now  is. 

Third.  He  predicts  that  Yorkville,  in  1804,  will  be  the  moist 
valuable  part  of  New  York  for  residences. 

Fourth.  He  predicts  that  every  lot  fronting  on  the  Central 
Parle.  25  by  100  ft.,  will  before  1870,  bring  .$25,000,  as  there 
will  be  no  residence  in  the  W'orld  equal  to  it — a  perfect  garden 
of  7.50  acres,  elegantly  ornamented  in  part  with  fountains, 
flowers,  trees  and  drives — between  two  great  rivei-s,  with  Cro- 
ton  and  gas  in  every  room,  and  in  the  centre  of  one  of  the 
greatest  cities  in  the  world. 

Fifth.  He  predicts  that  Harlem  River,  from  the  North  to  the 
East  River  (no-w  being  made  navigable),  will  soon  be  the  great 
depot  for  coal,  wood,  lumber,  brick,  grain,  hay,  lime,  fruit, 
vegetables,  etc.,  etc.;  and  that  it  will  be  lined  the  whole  length 
with  canal  boats  from  the  Lakes,  which  will  never  go  below 
Harlem  River,  to  discharge  their  cargoes.  The  present  busi- 
ness of  this  kind  now  done  at  Whiteliall  must  be  located  on 
Harlem  River.  Whitehall  will  then  ail  be  needed  for  the  increas- 
ing foreign  commerce.  At  the  present  moment,  all  the  grocers 
above  20th  st  can  go  to  Harlem  River  in  less  lime,  and  much 
easier,  than  to  Whitehall.  Nearly  all  the  vacant  ground,  to 
build  on  which  build  ng  materials  will  be  wanted,  is  now  on 
average  above  40th  st,  and  in  point  of  time  and  facility  to 
bui'.ders,  nearer  to  Harlem  River  than  to  the  lumber  depots  in 
the  lower  wards. 

Sixth.  He  predicts  that  the  city  of  New  York  will  extend 
thirty-five  streets  from  river  to  river,  within  six  years,  com- 
mencing January  first  next — towards  Harlem  River — and  will 
extend  seventy  streets,  before  January,  1870,  which  will  covef 
the  whole  island  up  s)  far  as  110th  st.  In  confirmation  of  this, 
history  records  the  fact  that  for  seventy  years  past  New  York 
has  increased 'every  five  years  twenty-five  per  cent.;  thus,  if 
we  now  have  800,(X10,  by  the  same  rule  we  shall  increase 
200,0;JO  before  January,  1804.  Take  the  ground  that  New- 
York  is  now  fully  built  up  to  40th  st  (includng  in  the  account 
what  is  built  above,  south  of  Yorkville),  and  that  our  streets 
will  not  average  over  800  lots — allow  for  churches,  parks,  etc., 
say  100  lots— leaves  700.  Thirty-five  streets  will  give  24,500 
lots,  and  200,000  population  will  require  (say  8  to  a  house) 
25,000  houses.  Thus,  seventy  streets  will  be  required  for  400,- 
000  people,  and  they  may  surely  be  relied  upon,  if  the  past  is 
any  guaranty  for  the  future.  This  calculation  is  made. without 
allowing  for  the  great  influx  of  all  kinds  of  manufacturers, 
which  must  congregate  at  the  upper  end  of  the  island,  and 
without  estimating  the  benefit  New  York  is  to  derive  from  the 
introduction  of  steam  on  the  canals,  which  has  been  well  said 
"will  be  equal   to  the  canal  itself." 

Seventh.  He  predicts  that  lots  around  Mount  Morris  Square, 
between  4th  and  0th  avs,  and  120th  and  125th  sts  (now  selling 
at  say  $700.  and  about  as  dull  sale  as  lots  wei-e  at  the  same 
price  in  1825,  around  Washington  Square,  which  are  now  worth 
$8.0€0),  will  be  more  valuable  in  1870  than  lots  wiil  then  be 
around  .Washington   Square. 

Eighth.  He  predicts  that  men  of  wealth,  from  all  parts  of 
Ih^  ir„ited  States  and  Europe  will  be  drawn  to  New  York  for 
the  puroose  of  enjoying  a  residence  around  Central  Park. 
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WANTS 


$1,750,000 

to  loan  at  i^-i  to  5%  in  amounts  required  on 
choice,  centrally  located  Manhattan  property  (be- 
low 59th  St.  preferred);  titles  to  close  on  or 
after  Nov.  1  next. 

A.  W.  McLaughlin  &  Co. 

128  Broadway,  cor.  Cedar 


WILL  SUBLET  half  of  completely  furnished, 
larce,  light  Broadway  corner  room,  with  prlvat* 
reception  hall.  New  Times  BIdg.,  42d  St.  and 
Broadway,  N.  Y.  Admirably  adapted  branch  up- 
town real  estate  or  N.  Y.  office  out  of  town 
concern.  W"hll  ihare  stenographic  and  tele- 
phonic serTlce.  Address  BOX  104,  c|o  Record 
and   Oulde. 

EXCELLENT  OPENING  for  man  who  can 
sell  real  estate.  Must  have  experience.  BOX  2, 
c]o  Record  and  Guide. 

WANTED. — Young  man  well  educated,  with 
some  successful  experience  in  renting  and  sell- 
ing Real  Estate  above  110th  St.  BOX  25,  c|o 
Record  and  Guide. 


IF  YOU  DESIRE  to  sell  or  buy  Long  Branch 
Real  Estate  communicate  with  me,  as  I  am  thor- 
oughly posted  on  values.  JACOB  A.  KING, 
New  York  City  and  West  End,   N.   J. 


OFFERS 


MAN  thoroughly  proficient  in  every  branch  of 
the  Real  Estate  business,  capable  of  taking  en- 
tire charge,  seeks  position.  BOX  23,  c|o  Record 
and    Guide. 


WANTED.— Experienced  trim  estimator  in 
wood-working  concern:  capable  of  taking  sizes 
from  plans  and  preparing  working  lists.  Also 
to  assist  in  office.  Address,  stating  age,  refer- 
ence,  etc.,   P.    O.    BOX  150'J,   City. 

TO  LET.— Two  ligtit  rooms  and  hall  on  10th 
floor  M^utual  Life  Building,  No.  S2  Liberty 
Street,  suitable  for  law  office.  For  further  par- 
ticulars apply  to  MILLER,  KINO,  LANE  & 
TRAFFORD,    No.    80   Broadway. 


NOTICE    IS    HEREBY    GIVEN    that    the    co- 
partnership of  Saner.  Gross  &  Herbener  has  this 
day  been  dissolved  by  mutual  consent. 
Dated   New    York,   August,    1,    1906. 

FREDERICK  W.  SAUBR, 
CONRAD  R.  GROSS, 
GEORGE  HERBENER. 


Lawyers  Title  Insurance  &  Trust  Company 

CAPITAL  AND  SURPLUS  -  $9,500,00C 


} 


TRUST   AND    B.4NKINO   DEPARTMENT,    59    LIBERTT    ST. 

TITLE    DEPARTMENT 37    LIBERTT    ST.      f      MANHATTja* 

Brooklyn  Branch,  Title  Department  and  Trust  and  Banking  Department,  188  Montague  StriM& 

RECEIVES   DEPOSITS   subject  to   check  or  on  certlfica.\«. 

allowing  interest  thereon. 
LENDS   ON   APPROVED   STOCKS   and   Corpor&tion  Bonaa 

as  Collateral. 
ACTS   AS   TRUSTEE,    Guardian,   Executor.  Administrator. 

Assignee    or    Receiver.   Transfer   Agent   or    Registrar   o' 

Stocks    of     Corporations.       Takes     Charge    ot     Personal 

Securities, 

OFFICER8  t 
EDWIN  W.  COGGESHALL,  President  and  Genera!  Manager. 

DAVID  B.  0(;i)EN,  ,  WALTER  N.  VAIL,  Secretary. 

JOHN  T.  LOCKMAN,          (  V!n«  p,.«=!,io„t»            LEWIS  H.  LOSEB,  Asst.  GeuL  Manas<» 
Lf)UIS  V    HRKJUT  J  Vice-Presidents,  ,,,„.. u„„  , 

HENKY  MDKCiENTHAU,  )  ^.^.^,-.^,^^  ,.^,viv.jj., 
THORVVALI)  8TALLKNE0HT,  Treasurel.  GEORGE  A.  FLBURY, 
HERBERT  E.  JACKSON,  Comptroller. 


ARCHIBALD  FORBES.l.,.,     Ti-e««nr«n 
U.  CONDIT  VARICK,     1  ^^"-  ^"aguren 
GEORGE  A.  FLBURY,    i  ,„.    S«eret«rn«. 
FREDERICK  D.  EEED,/-^^*-  »eore>»"<»- 


GEO.  F,  BUTTERWORTH. 
DUMONT  CLARKE, 
EDWIN  W.  COGGESHALL, 


EXECUTIVE  COMMITTEE  t 

WILLIAM  A.  DAY, 
WILLIAM  P.  DIXON, 
JULIAN  D.  FAIRCHILD, 


JOHN  T.  LOCKMAN, 
HENRY  MORGENTHAO- 
JAME8  N.  WALLAOB 


REAL  ESTATE. — Young  man,  nineteen  years 
old,  having  had  three  years'  experience  in  leas- 
ing downtown  Real  Estate,  wishes  to  locate  with 
a  modern  up-to-date  Real  Estate  firm.  BOX  48, 
i;'o    Record   and   Guide. 


GROSS  &  HERBENER  REALTY  &  CONSTRUC- 
TION  CO. 
427  West  147th  Street,   New  York  City. 
George    Herbener,    President. 
August    Ganzenmuller,    Vice-President. 
Conraa   R.   Gross,   Treasurer. 
Philip    Wagner,    Secretary. 


FOIR  DESIRABLE  PLOTS 
FOR   BROOKLYN   BLILDERS 

172  X  127  S.  W.  Corner  Cortelyou  Road  and  12th 

St. 
200  X  100  N.    B.    Corner   Bedford   Ave.    and   Clar- 
endon Road. 
100  X 140  N.     W.     Corner    Clarendon    Road    and 

26th   St. 
140x100.  Flatbush  Ave.  100  ft.  N.  of  Ave.  "G." 
Can  be  had  on  Easy  Terms  and  Lower  Prices 
than   any  similar  plots  In  their  respective   loca- 
tions. 

SIMPSONMERRITT  COMPANY 

N"i.  1  MaJiaon  Avo.,  Now  York  City 

MORTGAGE    LOANS 

We  have  ready  money  on  mti^es. ;  2d  mtpos  casheii 

LIPPNER    &    CO. 

Tol.,  5440  Bookman  116  Nassau  Street 

OPEN  FOR  hSPECTION 
SATIRDAY  AND   SUNDAY 

TEN  TWO-FAMILY  HOUSES. 
BEST  LOCATION  IN  FLATBUSH. 
Two-story,  brick  and  stone;  hardwood  finish, 
open  plumbing,  tiled  bathrooms,  panel  ceiling  in 
dining  room,  gas,  dumbwaiter,  2  furnaces,  all 
improvements;  desirable  and  convenient  location; 
BEDFORD  AV.  AND  CLARENDON  ROAD; 
price.  $7,500:  mortgage.  $6,000.  Apply  to  agent, 
on  premises,   or 

SIMPSONMERRITT  COMPANY 

No.  1  Madison  Ave.,  New  York  City 


RECORD  AND  GUIDES  FOR  SALE— 1875-1906. 
Hound   and    indexed.      Room   .'il(i.    1411   Broadway. 


H.  H.  Cammann  &  Company 

REAL.    ESXAXE, 
51  Liberty  Street.   New  York. 
Mr.    Newbold    T.    Lawrence    retires    from    our 
firm  as  of  October  1st,   1906.     The  business  will 
be  continued  under  the  above  firm  name  by  the 
undersigned. 
Dated  New  York,  September  29,  1906. 

iser:»iaivn  h.  cammaniv. 

«ir:oi{4,^K    P.    CAMMANN. 
EDW.AKD    C.    CA.MMANIV. 


Record  and  Guide  Quarterly 


The  annual  number  of  the  Record  and  Guide 
Quarterly  contains  all  the  legal  records  for  the 
past  year  concerning  real  estate  and  projected 
buildings,  arranged  alphabetically  and  numerically, 
with  invaluable  annotations.  These  are  supple- 
mented by  tables  of  important  transactions,  with 
typical  prices,  covering  the  past  quarter  of  a  cen- 
tury or  more,  accompanied  by  expert  comments; 
also  by  a  list  of  realty  corporations  created  during 
the  past  two  years,  with  officers  and  the  enterprises 
in  which  they  are  engaged.  The  whole  makes  a 
volume  of  reference  which  no  real  estate  man  can 
afford  to  be  without.  It  should  be  on  every  desk 
and  ill  every  library.  Its  cost  is  as  nothing  com- 
pared to  its  value  as  a  time-saver.  This  important 
work  can  be  obtained,  with  three  quarterly  num- 
bers, for  the  comparatively  small  sum  of  $20.  It 
is  published  by  tho  Record  and  Guide,  at  Nos.  14 
and  16  Vcsoy  St.,  where  interested  parties  may  see 
it  and  have  its  uses  explained  to  them.  If  you  can- 
not call,  drop  a  postal  card  to  the  Publisher,  or  call 
him  up  on  telephone,  3157  Cortlandt. 


MANY  BROKERS  ARE  SPENDING 

Large  sums  of  money  In  maintaining  an  oflflce 
record  of  real  estate  transactions  Such  a  record 
He  Irdlspensable  and  can  now  be  obtained  for  $^'0 
a  year,  by  subscribing  to  the  Record  and  Guide 
Quarterly.  All  records,  alphabeticafly  and  nu- 
merically arranged,  with  Illustrations  and  anno- 
tations. Subscribe  now  and  be  equipped  tor  your 
business. 

RECORD   AND   GUIDB. 
W*a-  M  A  l^  Wosev  St,    Nww  Ynrit  -TUv 

Industrial  Sites 

To  Real  Estate  Agents 


The  Industrial  Department  of  the 

Erie  Railroad  Compaoy 

advises  Real  Estate  Agents  submit- 
ting: for  the  consideration  of  manu- 
facturers sites  adjacent  to  railroad 
that  it  will  gladly  furnish  them  with 
full  technical  information  in  regard 
to  the  reaching  of  such  sites  by  side 
tracks.  No  interference  with  clients. 
No  leakage.  Confer  with  absolute 
confidence.  Every  assistance  freely 
rendered  agents  in  securing  business. 
Call  or  address, 

LUIS  JACKSON 

iBidustrlal  OotuznlsBloner.  Brie  BftUrowS  OomyA^y 

11    BROADWAY. 


Principles  of  City  Land  Values 

By  RICHARD  M.  HURD,  President  of  the  Lawyers'  Mortgage  Insurance  Co.,  of  New  York 

Size,  6\^}4  inches,  i6o  pp.,  bound  in  cloth,  fully  illustrated 
Price,  ^1.50.      Postage,   1 5   cents 

Cr  This  is  the  first  book  written  on  this  most  important  subject.     As  the  title  indicates,  it  deals 

II    with  the  fundamental  influences  which  determine  urban  values.     The  position  which  the 

author  occupies  has  given  him  unusual  facilities  for  collecting  and  c.assifying  the  necessary  data 

Record    and   Guide,    14-16    Vesey   St.,  New    York. 
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ALTERATIONS. 

BOROUGH    OF    MANHATTAN. 

(Cominued  from  page  551.) 

Albany  st,  No  11,  toilets,  to  6-sty  brk  and  stone  tenement;  cost,  $1,- 

000;    Lyman   Denison,   64   E   T8th   st;    ar't,   D  J   Comyns,   147  4tli 

av.— 2591. 
Attorney  st.   No   159,   toilets,   windows,  tank,  show  windows,  to  two 

5-sty    brk    and    stone    tenements;    cost,    ifT.OOO;    S    Ginsburg,    77 

Norfolk    st:    ar't,    O    Reissmann.   30   1st   st. — 2509. 
Eldridge  st.  No  78,  partitions,  windows,  tank,  to  two  4-sty  brk  and 

stone  stores  and   tenements;   cost,  $2,000;   Biderman  &  Goldstein, 

2-6   Lispenard  st;    ar't,   H   Horenburger,   122   Bowery. — 25u0. 
Forsyth   st.   No  206,   shaft,    partitions,   tank,   to   two  5-sty   brk   ajld 

stone    tenements;    cost,    .$8,500;    Maria    Weiser,    200    Forsyth    st; 

ar't,   Henry  J  Feiser,   150  Nassau  st. — 2504. 
Forsyth  st.  No  21,  partitions,  windows,  toilets,  to  two  5-sty  brk  and 

stone   tenements;   cost,  ^4,000;   Chas  R  Farnolo,  45  East  Houston 

st;   ar't,  O  Reissmann,  30  1st  st. — 2505. 
Greenwich    st.    No    140,    alter    stairs,    partitions,    to   5-sty    brk    and 

stone  tenement;  cost,  $"J50;  A  Howard  Hopping,  71  Grand  st;  ar't, 

Walter  S   Wilson,   1.36  W   103d   St.— 2595. 
Jones  st.  No  5,  partitions,  toilets,  to  5-sty  brk  and  stone  store  and 


tenement;     cost. 


Remingo    &    Remingo,    188    Houston    st; 


ar't,   Wm  Stryker,   151  6th  ay.— 2587. 

Ludlow  st,  No  89,  partitions,  toilets,  windows,  to  5-sty  brk  and 
stone  store  and  tenement;  cost,  $5,000;  B  Sussman,  59  E  103d  st; 
ar't,   C   Dunne,  210  E   14th  St.— 2568. 

Mott  st.  No  2S4,  partitions,  windows,  to  5-sty  brk  and  stone  tene- 
ment; cost.  $50;  Rocco  M  Marasco,  .57  East  Houston  st;  ar'ts, 
Sommerfeld   &   Steckler,   19  Union   sq. — 2575. 

Mott  st,  Nos  70-72,  partitions,  plumbing,  to  two  5-sty  brk  and  stone 
stores  and  tenements;  cost.  $5,000;  Max  Lubetkin,  143  E  111th 
st;   ar't,  Alfred  L  Kehoe,   206   Broadway. — 2002. 

Prince  st.  No  159,  partitions,  piers,  columns,  to  5-sty  brk  and  stone 
tenement;  cost,  $5,000;  L  Stroka,  230  W  68th  st;  ar'ts,  Sommerfeld 
&  Steckler,  19  Union  sq. — 2574. 

Vestry  st.  No  13,  toilets,  windows,  to  0-sty  brk  and  stone  tenement; 
cost,  $900;  G  &  T  Sabottino.  60  Thompson  st;  ar't,  J  McDonough, 
47  Morton  st.— 2606. 

Washington  st.  No  139,  toilets,  columns,  piers,  to  6-sty  brk  and 
stone  tenement;  cost,  $5,000;  Lyman  Denison,  64  E  79th  st;  ar't, 
D  J  Comyns,  147  4th  av.— 2594. 

Washington  st.  No  137,  toilets,  columns,  piers,  to  6-sty  brk  and 
stone  tenement;  cost,  $5,000;  Lyman  Denison,  04  E  79th  st;  ar't, 
D  J   Comyns,   147  4th  av.— 2,593. 

Washington  st,  No  135,  toilets,  columns,  piers,  to  0-sty  brk  and 
stone  tenement;  cost,  $5,000;  Lyman  Denison,  64  E  79th  st;  ar't, 
D  J   Comyns,   147  4th  av. — 2.592. 

4th  st.  No  171  East,  toilets,  windows,  skylights,  tubs,  sinks,  to 
5-sty  brk  and  stone  store  and  tenement;  cost,  $5,000;  Wm  Brill, 
132  Nassau  st;   ar't,   Ed  A  Meyers,  1  Union  sq. — 2601. 

16th  St.  No  427  East,  3-sty  brk  and  stone  front  and  rear  extension, 
9.6x9.4,  partitions,  piers,  iron  columns,  to  two  8  and  4-sty  brk 
and  stone  stores  and  tenements;  cost,  $6,000;  Eliza  Cohen,  52  E 
101st   st;    ar't,   Samuel   Gross,   .5   Beekman   st. — 259S. 

27th  St.  s  s,  190  w  9th  av,  erect  tank,  to  4-sty  brk  and  stone  factory; 
cost,  $3,000;  Henry  Phipps.  London,  Eng;  ar't  and  b'r.  The  Rusling 
Co,   20   Cortlandt   St.— 2584. 

28th  st.  No  1.59  West,  partitions,  windows,  skylights,  to  4-sty  brk 
and  stone  store  and  tenement;  cost.  $500;  Ed  A  Whitfield,  112  W 
74th  st;   ar't,  Rudolph  Moeller,  1007  Tinton  av.— 2580. 

35th  st.  No  3  East,  partitions,  plumbing,  to  4-sty  brk  and  stone 
dwelling;  cost,  $S.O0O;  W  W  Astor,  London,  Eng;  ar't,  Clarence 
L  Letert,  410  W  34th  St.— 2576. 

36th  St.  Nos  335-337  East,  toilets,  windows,  partitions,  to  two 
5-sty  brk  and  stone  tenements;  cost,  $2,000;  W  H  Mills,  Larch- 
mont,  N  Y;  ar't,  O  Reissmann,  30  1st  st. — 2558. 

36th  st,  No  413  West,  toilet  room,  partitions,  to  2-sty  brk  and 
stone  store  and  dwelling;  cost.  $300;  Michael  Hastings,  413  W 
36th  st;  ar't,  James  W  Cole,  403  W  51st  St.— 2590. 

38th  st.  No  349  West|partitions,    toilets,    to    3-sty    brk    and    stone 

39th  St.  No  346  West|  tenement;  cost,  $1,000;  Julie  Fessler,  420 
W  154th  st;   ar't,  James  R  Dardis,  555  W   140th  St.— 2588. 

39th  st,  No  240  East,  1-sty  brk  and  stone  side  extension,  11.8% 
diameter,  to  1-sty  brk  and  stone  boiler  house;  cost,  $4,000;  The  J 
C  G  Hupfel  Brewing  Co,  240  E  39th  st;  ar't  and  b'r.  Alphons  Cus- 
todis   Chimney   Construction   Co,   99   Nassau   st. — 2577. 

39th  st,  No  331  West,  partitions,  windows,  to  two  4-sty  brk  and 
stone  tenement;  cost,  $1,500;  Daniel  Levy,  389  8th  av;  ar't,  O 
Reissmann,  30  1st  st.— 2604. 

41st  st.  No  3'23  East,  2-sty  brk  and  stone  rear  extension,  9.10x15,  to 
4-sty  brk  and  stone  tenement;  cost,  $1,500;  Mrs  Annie  Egan,  on 
premises;    ar't,   A   E   Nast,  810  Tinton  av. — 25.53. 

42d  st,  No  145  West,  partitions,  to  4-sty  brk  and  stone  hotel  and 
store;  cost,  $900;  estate  of  Wm  Young,  N  Y;  ar'ts,  B  W  Berger  & 
Son,   121   Bible   House.— 2583. 

43d  st,  Nos  011-023  West,  stairways,  plumbing  system,  toilets,  par- 
titions, windows,  to  3-sty  brk  and  stone  factory  and  office  build- 
ing; cost,  $12,000;  The  Charles  E  Ellis  Real  Estate  Co,  609  W 
43d  st;    ar't.   The   Suay   Engineering   Co,   1123   Broadway. — 2563. 

54th  st,  No  335  East,  toilets,  windows,  to  3-sty  brk  and  stone  tene- 
ment; cost,  ,$500;  Marcus  Weil,  321  East  Houston  st;  ar't,  O 
Reissmann,   30   1st  st. — 2578. 

54th  st.  No  232  East,  toilets,  brk  piers,  columns,  partitions,  to 
5-sty  brk  and  stone  store  and  tenement;  cost,  $5,000;  Weil  & 
Mayer,  5  Beekman  st;   ar't,  Samuel  Gross,  5  Beekman  st. — 2605. 

63d  st,  Nos  314-310  East,  partitions,  toilets,  windows,  to  4-sty  brk 
and  stone  tenement  and  store;  cost,  $7,50;  Francis  A  Lederly,  205 
E  10th  st;  ar't,  Wm  Kurtzer,  Spring  st  and  Bowery. — 2,567. 

77th  st.  No  403  East,  windows,  partitions,  plumbing,  to  5-sty  brk 
and  stone  tenement  and  store;  cost,,  $5,000;  Greenstein  &  Mayer, 
230  Grand  st;    ar't,   E   A  Meyers,   1  Union  sq.— 2556. 

77th  st.  No  335  East,  show  windows,  to  4-sty  brk  and  stone  tene- 
ment; cost,  $500;  Joseph  Lustig,  70  St  Marks  pi;  ar't,  O  Reiss- 
mann, 30  1st  St.— 2579. 

79th  st,  Nos  335-337  East,  partitions,  to  two  5-sty  brk  and  stone 
tenements;  cost,  $200;  Jacob  Larson.  337  E  79th  st;  ar'ts,  Lieb- 
erson  &  Weitzer,   161   Clinton  st. — 2573. 

85th  st,  Nos  211-215  East,  toilets,  windows,  show  windows,  to 
6-sty  brk  and  stone  tenement;   cost,  $1,200;   Ignatz  Weisberg,  255 

•  Bowery;   ar't,   Chas  E  Reid,   1(^  E   14th   St.— 2561. 


86th  st.  No  434  East,  show  windows,  to  4-sty  brk  and  stone  tene- 
ment; cost,  $.300;  Harris  Fox,  302  Broadway;  ar't,  Harry  Zlot, 
230  Grand   St.— 2581. 

80th  st.  No  .332  West,  install  electric  elevator,  to  4-sty  brk  and 
stone  dwelling;  cost,  $4,700;  Mrs  J  M  L  Finlay,  332  W  86th  st; 
ar'ts.    Barkhausen,   Cruess   &   Livermore,   1133   Broadway.— 2586. 

107th  st.  No  220  East,  toilets,  windows,  to  4-sty  brk  and  stone  tene- 
ment; cost,  $1,.500;  Tomback  &  McPhee,  203  E  110th  st;  ar't, 
Harry  Zlot,  230  Grand  St.— 2582. 

113th  st.  No  71  East,  partitions,  store  fronts,  to  5-sty  brk  and 
stone  tenement:  cost,  $5,000;  Jos  Epstein,  115  E  S2d  st;  ar'ts, 
Sommerfeld   &   Steckler,   19  Union  sq.— '2571. 

115th  St.  No  340  East,  1-sty  brk  and  stone  rear  extension,  15x16, 
bake  oven,  to  4-sty  brk  and  stone  tenement:  cost.  $1,000;  Rosario 
Negsi,  on  premises;   ar't,  J  G  H  Harlach,  42  E  23d  st.— 2.554. 

120th  st.  No  56  East,  partitions,  windows,  plumbing,  to  5-sty  brk 
and  stone  tenement  and  store;  cost,  $1,000;  M  Butler,  1971  7th 
av;   ar't,   E  A  Meyers,  1  Union  sq. — 2555. 

125th  st,  Nos  112-114  East,  partitions,  to  4-sty  brk  and  stone 
theatre  and  store  building;  cost,  $100;  F  F  Proctor,  on  prem- 
ises: ar't,  Carl  L  Otto,  1  W  34th  St.— 2562. 

15ilth  St.  No  .549  West,  2-sty  and  basement  brk  and  stone  rear  ex- 
tension, 14.6x1),  windows,  to  3-sty  brk  and  stone  dwelling;  cost, 
.$500:  Mrs  Jessie  Crommette,  on  premises;  ar't,  Robert  Glenn,  019 
E   149th   St.— 2600. 

Broadway,  No  3.54,  install  gallery,  stairs,  store  fronts,  to  5-sty  brk 
and  stone  store  building;  cost,  $7,000;  estate  of  John  R  Law- 
rence. 258  Broadway;  ar'ts,  Heins  &  La  Farge,  30  E  21st  St. 
—2500. 

Broadway.  No  1489,  2-sty  brk  and  stone  front  extension,  20x2.7. 
alter  stairways,  store  fronts,  to  4-sty  brk  and  stone  store  and  of- 
fice building;  cost,  $1,200;  Daniel  S  McElroy,  3  W  42d  st;  ar't,  F  A 
■Whelan,    111    Broadway.— 2603. 

Lexington  av,  Nos  1053-1657,  partitions,  show  windows,  toilets,  to 
three  5-sty  brk  and  stone  tenements;  cost,  $(!,000;  Abraham  Kas- 
ower,   159  East  Broadway;   ar't,  O  Reissmann,  30  1st  st. — 2559. 

Madison  av.  No  1518,  alter  door  openings,  to  5-sty  brk  and  stone 
store  and  tenement;  cost.  $150;  Ludwig  Traube,  44  B  lOlth  st; 
ar't,   Henry  Regelmann,   133  7th  st. — 2597. 

West  End  av.  No  194,  toilets,  windows,  plumbing,  to  5-sty  brk  and 
stone  store  and  tenement;  cost,  $1,200;  John  Facklamm,  on  prem- 
ises;  ar't,   Fred   Ebeling,   420  E  9th  St.— 2560. 

West  Broadway.  No  4.51.  add  1  sty,  partitions,  to  5-sty  hrk  and 
stone  storage  and  loft  building;  cost,  $0,.5tlO;  Florence  Rudden, 
17  Charlton  st,  and  Louise  Darrow,  294  Central  Park  West;  ar'ts, 
Jardine.  Kent  &  Jardine,  1262  Broadway.— 2570. 

1st  av,  No  2229.  glass  front,  piers,  grating,  to  3-sty  brk  and  stone 
store  and  tenement;  cost,  $1,200;  N  Bernstein,  100  W  120th  st; 
ar't,  Henry  G  Harris,  3  E  17th  st. — 2557. 

1st  av.  No  1568,  partitions,  windows,  to  5-sty  brk  and  stone  store 
and  tenement;  cost,  $2.50;  Mrs  Henrietta  D  Potter  and  Elizabeth  C 
Jones.  France;  ar't.  James  W  Cole,  403  W  51st  st. — 2572. 

1st  av.  No  1488,  fireproof  wall  and  ceiling  to  4-sty  brk  and  stone 
tenement;  cost,  $350;  Edward  Lehr,  1488  1st  av;  ar't,  Adolph 
E   Nast,   810  Tinton   av.— 2589. 

2d  av.  No  765,  1-sty  brk  and  stone  rear  extension.  25x20,  to  4-sty 
brk  and  stone  tenement;  cost,  .$800;  Chas  Lane,  38  Fulton  st;  ar't, 
J  E   Blake,   107  W  95th   st. — 2585. 

6th  av,  e  s,  ISth  to  19th  st.  steel  beams,  to  6-sty  brk  and  stone 
store  building;  cost,  $1,000;  Siegel-Cooper  Co,  on  premises;  ar't, 
M   J   Murphy,   care  Siegel-Cooper   Co. — 2552. 

8th  av.  No  "2560,  new  stairs,  fireproof  ceiling,  to  5-sty  brk  and  stone 
tenement;  cost,  $.500;  John  H  Merkel,  2500  8th  av;  ar't,  Henry 
Regelmann,  133  7th  St.— 2596. 

9th  av.  No  728.  add  1  sty.  partitions,  to  3-sty  brk  and  stone  club 
house:  cost,  .$15,000;  Lockwood  Realty  Co,  277  Broadway;  ar't, 
David  H  Ray.  555  W  182d  St.— 2551. 

10th  av.  No  155,  toilets,  windows,  partitions,  to  .5-sty  brk  and  stone 
tenement;  cost,  $1,200;  C  F  Flaacke,  200  West  st;  ar't,  Samuel 
F  Mead.   753   7th   av— 2599. 

BOROUGH   OF   THE  BRONX. 

Dawson  st.  No  1063.  new  show  windows,  new  toilets,  new  partitions, 
&c.  to  4-sty  brk  store  and  tenement;  cost,  $300;  Jos  Krauss,  312  E 
75th   st;    ar't,  Louis   Falk.   2785  3d  av.— 521. 

Jennings  st.  No  1068,  1-sty  frame  extension,  21.11x15,  to  2-sty 
frame  dwelling;  cost,  $1,000;  F  W  Fey,  on  premises;  ar't,  F  Ham- 
mond,  943   Washington   av. — 525. 

Kelly  st,  e  s,  8311  s  167th  st,  move  extension  from  side  to  rear,  new 
girders.  &c,  to  1-sty  frame  church;  cost,  .$3,000;  N  Y  City  Church 
Extension  &  Missionary  Soc,  F  M  North,  150  5th  av.  Cor  Sec;  ar't, 
Frederick  Jaeger,  1775  Weeks  av. — 515. 

139th  St.  No  839.  new  store  front  and  new  partitions,  &c,  to  5-sty 
brk  stores  and  tenement;  cost,  $1,000;  Lublang  &  Beck,  31  and  35 
W   15th  st;   ar't,   Edw  A  Meyers,   1  Union  sq. — 520. 

195th  St.  s  s,  100  w  Webster  av,  move  and  1  sty  added  to  present 
1-sty  frame  extension  of  2-sty  frame  dwelling;  cost,  $'2,500;  Mich- 
ael Donohue,  Decatur  av  and  195th  st;  ar't,  Wm  Kenny,  082  B 
195th  St.— 523. 

215th  st,  s  s,  115  w  Maple  av,  2-sty  frame  extension,  13x10.  and  new 
partitions,  to  2-sty  frame  dwelling;  cost.  $,500;  Antonio  Popan- 
tonio,  29  E  214th  st;  ar't,  L  Howard,  170th  st  and  Carter  av. 
r^oo 

Albany  av,  w  s,  158  n  West  231st  st,  2-sty  frame  extension,  22x12, 

to   2-sty    frame    store    and   dwelling;    cost,    $500;    Martin    Passan- 

nanti,    on   premises;    ar'ts,   Ahneman   &   Younkheere,   3090   Bailey 

av. — 517. 
Morris  av.  No  633,  new  beams„new  partitions,  to  5-sty  brk  stores 

and  tenement;   cost,   $500;   Di  Torro  &  Fauchettl,  631  Morris  av; 

ar't,  E  Wilbur,   120  Liberty  St.— 526. 
Oakland  pi,  n  s,  100  w  Prospect  av,  2  and  1-sty  frame  extension,  20 

xl3.6,   and  new  partitions,   to  2-sty  frame  dwelling;   cost,   $1,500; 

Chas  H  Griffin,  on  premises;   ar't,  L  Howard,  176th  st  and  Carter 

av.— 514. 
Private  road,  s  s,  1,722  n  Fort  Schuyler  road.  2-sty  frame  extension, 

26x13.6,   to  2-sty  frame   laundry;    cost,   $1,000;    Mrs  A   H   Morris, 

on   premises;    ar't,    Chas   R   Baxter,    Middletown    road. — 519. 
White   Plains   road,   e   s,    180  n   Sommer   st,   new   partitions.   &c,   to 

3-sty  brk  store  and  dwelling:  cost,  $500;  John  Pento,  on  premises; 

ar't,   J   Melville   Lawrence,   239th  st  and  White   Plains  av. — 516. 
White  Plains  av,  e  s,  108  s  Pelham  Parkway,  1-sty  frame  extension, 

6.6x16.6,    to    2-sty   frame    hotel;    cost,    $100;    Wm    Wilkinson,    on 

premises;  ar't,  Geo  P  Crosier.  223d  st  and  White  Plains  av. — 516. 
White  Plains  av,  e  s,  89  n  214th  st,  1-sty  frame  extension,  14x17.6, 

to   2i,<.-sty  frame   dwelling,   store   and   office   building;   cost,   $'250; 

Rachael  Billotta,  on  oremises;  ar't,  L  Howard,  176th  st  and  Carter 

av.— 524. 
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\/\/     P.    MANGAM 

Real  Estate  and  Loans 

108  and  110  EAST  IL'jTU  STREET 

Telephone,  233  Harlem  New  York  City 

NOTARY  PUBLIC 

J     C.    LYONS    BUILDING   & 

"^  '  OPERATING    COMPANY 

4  AND  6  EAST  42d  STREET 
Telephone,  6438  38th  St.  NEW  YORK 


QHARLES  H.    EASTON   &  CO. 
^"^  Real  Estate  Agents  and  Brokers 

Tel.,  6120  38th  St.  Estates  Managed 

116  West  42d  Street,  NEW  YORK 

Cable  Address,  "Cheaston,  N.  T." 

Chaklis  H.  Eastos  Robert  T.  McGustt 

HUBO't  rEiNoiFui  or  Orm.AHDTAI.Cai 
PrU*.  ll.M. 
A    kook   ]uit   publlih*4    that   ih^wa    k«w    attr 
Tkluu  >r*  mad*  an<  tk*  baili  up*B  wklek  nal 
••tat*  appraU^m^ntt  •houl*  k^  mad*. 


•  4  «•  ^  41  iUWItJS  tPB'H! 


HOMAS  DIMOND 

Iron  Work  for  Building 

128  WEST  33D  ST.,  NEW  YORK 

Established  1853 
Tel.,  1780  Mad.  Sq. 


Works/ 128  West  33d  St. 


M     BRIGHAM   HALL  &  SON 

'  ^  "         Real  Estate  Brokers  and  Agents 

Tel.,  603  Spring  681  Broadway 

jAMES    A.     DO  WD  Tel.,93P]az» 

•^  Real  Estate  and  Insurance 

874  SIXTH  AVENUE,  above  49th  Street 


HE  TITLE  INSURANCE  COMPANY.ofnewyork?"'?^^-^^?^?^  ?™'^-' 


135  Broadway,  Manhattan 
and  203  Mongtague  5t.,  Brooklyn 


CAPATAL  AND  SURPLUS 
$3,000,000 

Bzamlnefl  and  Insures  Titles  to  Real  Estate  on  Sales  and  Loans,  and  deals  in  Jlortgages. 


lOHN  D.  CRIMMINS,      l^ri^.  t>       u     » 
CHARLES  T.  BARNEY, /''"=«-P"3'"«°*» 
CYRIL  H.  BURDETT,  Secretary 
CHAUNCEY  H.HUMPHREYS,!  Asst. 
EDWIN  A.  BAYLES,  /Sec'ys 

WILLIAM  N.  HARTE,  Treasurer 
Hon.   ABRAHAM   R.  TjAWRENCE,  Cooiuel 


HARRY    W.     HOPTON 
REAL    ESTATE 


No.    150    BBOADWII 
Cor.  Liberty  8t. 


NOTICE   TO   PROPERTY  OAVNERS. 

HEARINGS     FOR     THE     COMING     WEEK. 
At  rtMtL>  West   Broadway. 
Monday,     Oct.     1. 
Pub'ic   Paik.    Queens,   at  li   p   m. 
'M  av.   widening,   at   1^9  h  st,  at   1   p  m. 
Ford  {-t.   Lc>ngvi'ood  av  to  Intervale  av,  at  -  p  m. 
Bridge  i*   Highbr.dge,  at  H  p  m. 
We.st     lS(ith    St.     Amsterdam    av    to    new    street 

west    Highbrilge   Paik.   at   ."[   p  m. 
Sewerage  District  No  4;!.    Bronx,  at  4  j)  m. 
Anderson    av,    Je.ome    av    to    East    IfUth    st,    at 

11am. 
Seaman  av,  Academy  st  to  Isham  st,  at  4  p  ni. 
Baker  av,    Baychester  av  to  city  line,   at  2  p  m. 
East    "JOSth    St.    Reservoir   Oval    West    to   Jerome 

av.   at   li   p   m. 
West    li!4th    st,    Bailey    av    to    N    Y    &    Putnam 

R     R.     at     4     p     m. 
E'^st    lliTth    st.    Bainbridge   av    to   Creston   av.    at 

l-J   m. 
Main    st.    City    Island,    at    ;;    p   m. 
Whife    Plans    rd.    northern    boundary    of   city    to 

Morris    Park   av,    at   4   p   m. 

Tuesday,    Oct.    2. 
1st  at.  east  of  the  Bronx  River,  at  .">  p  m. 
Wes'    ITsth   st,    sewer   easement,   at    1    p   m. 
Northern   av,    north   of   181st   st,    at   'A.'AO  p  m. 
Two   public    parks,    east   of   Boulevard   Lafayette, 

at    4    p    m. 
Be'mont    av.    East    IToth    st    to    Tremont    av.    at 

:.*    p    m. 
West    '2'J.i  th    st,    Bailey    av    to    Heath    av.    at    4 

p    m. 
Bronx    st.    Tremont    av,    East    17Tth    st    to    East 

\HUih     si,     at     VI     m. 
Hawksione    st.    Walton    av    to    Grand    Boulevard 

and   Concourse^    at   11    a   m. 

Wednesday,    Oct.    3. 
V'd  st.    Richmond,   at  1*  p   m. 
Classon  Point  rd,  Westchester  av  to  East  River. 

at    :i    p    m. 
Riverside   Drive  Widening,    iriSth   to   lG5th  st,   at 

4    pm. 
West    ISTth    st.    Amsterdam    av    to    new    avenue 

bounding   Highbr.dge   Park,   at  11  a  m. 
Bronx    Park    Addition,    on    its    easterly    side,    at 

IL'   m. 
Railroad    av,    between    Unionport    rd    and    Globe 

av.    at    lli    m. 
Beck    st,     Loiigwood    av    to    Intervale    av,    at    1 

p    m. 
Hatfield   pi,    Richmond,    at   :!   p   m. 
Spuyten    Duyvil    rd   to  junction   of    Riverdale  av, 

at    4    p    m. 
Lafayette  av,    Long  wood   av   to   Bronx    River,    at 

4    p    m. 

Thursday,    Oct.    4. 
Nautilus   st   sev/er,    Richmond,   at   2   p  m. 
We-^t    IdSth    st,     Broadway    to    St    Nicholas    av. 

at   '2.:*.0  p   m. 
Kossuth    pi,    Mosholu    Parkway    to    De    Kalb    av, 

at    n     a    m. 
White    Plains    rd,    northern    boundary    of   city    to 

Morris    Park    av,    at    4    p    m. 
East   17-Jd  st,   Boston  rd  to  Southern  Boulevard. 

at  4   p   m. 
West  ViU*h  st,   point  42.j  feet  west  Broadway  to 

Riverside    Drive,    at    3    p    m. 
Friday,     Oct.     5. 
Flushing  Creek  bridge,  at   12  m. 
Public   park  at    Farragut   st,   at    10  a  m. 
Cypress   av,    closing,    at    11  ;!0   a    ni. 
.Hatfield  av,   Richmond,  at  2.:!0  p  m. 

At-    258     Broadway. 
Monday.    Oct.    1. 
Brooklyn    Bridge,    at    11   a   m. 
27th  and  2sih  sts,  park,  at  11  a  m. 
Houston  and   East  2d  sts,   school  site,   at  1   p  m. 
Bridge   4    {No.    3   section),   at   2   p   m. 

Tuesday.     Oct.    2. 
Pier  36.    East    River,    at    10.:!0   a    m. 
Westchester   av.    Rapid   Transit,    at    11   a   m. 
Piers  2  and  :i.   East   River,   at   2   p  m. 

Wednesday,    Oct.    3. 
22d    and    23d    sts,    North    River    docks,    at    10.30 

a    m. 
Carmine    st.    school    site,    at    11    a    m. 
Jones  and  Prince  sts,  school  site,   at  11,30  a  m. 


JOSEPH   P.  DAY 

ffcaf  Estate 

&rCTIONEER   4.ND  APPRAISER 

UA.  >   orFiCB  AGINCT  DKPT 

II  NASSAU  ST.  932  EIGHTH  AVENUE 


P  er    13,    E^sf    River,    at    2    p    m. 

Ci.nton  and  Water  sts,  school  site,  at  2  p  m. 

Bridge    3    (No.    2    section),    at    3    p    m. 

Thursday.    Oct.    4. 
Piers   Hi  and  17,   East   River,   at  Ht,30  a  m. 
B..ggs    av.    school    site,    at    11    a    m. 

Friday,     Oct.     ."». 
Uchu'ond    Ferry,    at   10.30  a   m. 
Flushing     Creek,     at     12     m. 
Cana.    st,    Ferry,    State n    Is' and.    at    1..30  p   m. 
-jth   av.   .sth   and   Mth   sts.    Rapid   Transit,    at   2.30 
p    m. 


AUCTION    SALES    OF   THE   AVEEK. 

The  following  is  the  complete  list  of  the  prop- 
erties sold,  withdrawn  or  adjourned  during  week 
ending  bept.  2S.  ItMi;.  at  the  New  York  Real 
Estate  Saiesioom.  14  and  111  Ve  ey  st.  Except 
where  otherwise  slated,  the  properties  offered 
we.e  in  foreclosure.  Adjournment  of  legal  sales 
to  next  week  aie  noted  under  Advertised  Legal 
Sales. 

•Indicates  that  the  property  described  was  bid 
in    for   the    :>laintiff's    account. 

The  total  amount  at  the  end  of  the  list  com- 
prises the  consideration   in  actual  sales  only. 

JOSEPH  P.   DAY. 

17th  st,  Nos  230  and  232,  s  s,  about  3ii2  w  7th 
av.  ."iitxS-I.  two  3-sty  frame  dwellings  (vol- 
unl-ary).       B.d     in    at    ^;il.2oO 

♦Broome  st.  No  22.''>  |s  e  cor  Essex  st,  2.'ix7r). 
Essex  st,  Nos  72  to  7ti|  3-s  y  f.ame  and  biick 
tenement  and  store.  (Partition. )  Mamie 
Von    Felde     $4r).tM:iO 

♦Catharine  st.  No  25;s  e  cor  Henry  st,  I8x7sx 
Henry  st.  No  20  |  17.i)x7;).2,  4-sty  brk  tene- 
ment and  s.ore.  (Partition. )  Mamie  Von 
Felde 21).luO 

*02d  st.  No  147,  n  s,  2ii(i  e  Amsterdam  av,  17 
xlon.S,  3-sty  and  basement  stone  front  dweU- 
ing.      (Partition.)      Mamie   Von    Felde.  ..  .22, tMJO 

♦Pleasant  av.  No  31!)  s  w  cor  117th  st,  7.'i.7x94, 
117th  St.  No  4.")2,  s  s|   vacant.        (Arat    due.   $28- 

3.S2.,V>;    taxes,   &c,   ^ .)      Benjamin   Nieberg 

et  ai    41,0l>Lt 

Plimpton  av.  w  s.  20>  s  170th  st.  7(>.(Jx7r)x7().(ix 
iMK3.    vacant    (voluntary).      James    Frank.."), 400 

Plimpton  av,  w  s.  l.".!)  s  noth  st,  '.OxOO.Sx'iOx 
HH),   vacant   (voluntary).     A  W'  Barman   ..3.800 

Plimpton  av.  w  s.  75  s  170i:h  st.  75x100,  va- 
cant   (voluntary).      A    W    Barman     5,850 

Plimpton  av,  s  w  cor  17t>th  st,  75x100,  va- 
cant   (voluntary).      G   R    Davis    7,5(X) 

Plimpton  av.  s  e  cor  17(tth  st,  75x85,  vacant 
(voluntary).      C    F    Petrv    (3.750 

Plimpton  av,  e  s,  75  s  170th  st,  150x85,  va- 
cant   (voluntary).       G    R    Davis    11,400 

Plimpton  av,  e  s,  225  s  170-h  st.  50x85,  va- 
cant    (voluntary).        T     J     Farrell 3.650 

Plimpton  av,  e  s.  275  s  170tb  st.  68x85x60x85. 
vacant     (voluntary).       Robert     T     Wood.. 4, 275 

♦Daly  av.  No  11170,  on  map  No  1!)7S.  e  s.  201).  1 
n  Tremont  av.  25x40.1x25x45  5.  2-sty  frame 
dwelling.  (Amt  due,  :f2.S31.S4;  taxes,  &r. 
.$632.31.)       Charlotte    H     Heck     3.750 

■-.^.y  av.  No  lHi4.  on  map  No  11176,  e  s.  175,1 
n  Tremont  av,  25x45.5x25x44.0.  2-s':y  frame 
dwel'ing.  (Amt  due,  .$2,514.80;  taxes,  &c. 
.$320.42.)      Charlotte    H    Heck 3.300 

Daly  av.  No  10S2,  e  s,  251).  1  u  Tremont  av, 
22.10x47.4x22x40.0,  2-sty  frame  dwelling. 
(Amt  due.  .$2,634.. 48;  taxes.  &c.  .$.505.01  J 
John    Johnson    3,750 

2srh  St.  No  433.  n  s,  425  w  0th  av,  25x08  0.  .5- 
sty  brk  tenement.  (Partition.)  Whitehall 
Realty  Co 10.000 

♦ls4th  St.  n  s,  whole  front  between  Bassford 
and  Bathgate  avs,  183x.55xl84x55,  3-sty  frame 
dwelling  and  vacant.  (Partition.)  Catherine^ 
Miner    15.600 

l.'ilst  St.  No  521  on  map  Nos  527  and  520.  n  s, 
2t;6..s  w  Amsterdam  av.  33.4x00.11.  5-sty  bik 
tenement.  (Amt  due.  $58,013.86:  taxes,  &c, 
$.5US.43. )     M  L  &   C  Ernst    36,10f) 

Seward  av.  n  e  cor  Bronx  River.  — x — ,  con- 
sisting of  4V2  acres  (voluntary).  Harry 
■lackson    0.OS5 

47th  St.  Nos  530  and  .532,  s  s.  about  350  w  10th 
av,  40.10x100.  two  3-sty  brk  buildings  and 
stores  and  two  3-sty  frame  buildings  in 
rear    (voluntary).      Leo    Hutter    24,725 


117th  st,  No  407.  n  s,  about  111  e  1st  av,  16.8 
xH.K).5.  4-sty  brk  tenement  (voluntary).  Hy- 
man    Uosenfeld    9, .875 

Avenue  A.  No  1337,  w  s,  .54.4  n  71st  st,  25x 
Itio,  vacant.  (Amt  due.  $1,757.23;  taxes,  &c. 
.$100;  sub  to  a  mort  of  .$7,5(K>.)  Mort  recorded 
Oct  .31,  1H05.  American  Exchange  Realty  Co. 
0.425 

McVICKAR-GAILLARD    REALTY    CO. 

Neil   av.    s  s,   03.0  w    Matthews   av,   26x110. llx 

25x127.6.      J    F    Kane    1.475 

Neil    av.    s    s.    41. (J    w    Matthews    av,    52x77. Ox 

50x02.6.       Same     2,175 

Neil   av,    s   w   cor   Matthews   av,   41.6x02.6.x.56.6 

xU»5.0.       Michael     Dowling     3.075 

Neil  av.   s  w  cor  Fowler  av,  41.6x63.7x40x52.6. 

E   K   Esenhart    1.350 

Muliner  av  e    s,    l(ll.(>    s    Neil    av,    26.1x111    to 
Fowler  av|   Fowler    av,    x25xl01.4.      E    J    Mur- 
phy      1,300 

Mu'iner  avi    e  s,   75.5  s   Neil  av,   26.1x101.4   to 
Fowler  avI  Fowler  av,  x25x91.0.     J  J  McGrath 

1,3(M) 

Neil    av,    s    w    cor    Muliner    av,    07x1)1. 7.x!>0.6x 

HH.tJ.      A  Stumpf 6.200 

•Bogart   av.   e  s,   175  n   Brady  av.   25xlOO.      0  J 

Gu3e 075 

Begirt    av,    e    s,    150   n    Brady    av.    25xUM).      A 

Comyns 950 

.Ve.I    av,    s    s.    25    e    Fowler   av,    25x100.      O    J 

Gude 1,275 

Bronx  and  Pelhrm  Parkway,  s  s,  75  w  Matthews 

av.    25x136  4x25x137  10.      0    J    Gude 3,250 

Neil   av.    s   e   cor   Fowler  av.    25xl(M>.      M    Cap- 

lola     ^ 1.5(K) 

Muliner   av.    e    s,    1(0.6   s    Neil    av,    26.1x74. 9x 

25:-;05.1.      Mary  A  &   S   Fay 675 

Muliner   av.    e    s.    153. (>   s   Neil    av,    26.9x69. llx 

25x(ilM.        Edwin     R     Lockwood 725 

Bronxdale  av,  n  s,  lOs  w  Matthews  av.  26xl42x 

25x151. .s.       Madeline     Klika      1,075 

Bronxdale   av,    n   s,  *25(t   w   Matthews   av.   26.10 

xl22.0x25xl:i2.3.      J    N   Fischer    1,875 

Matthews  av.   w  s,   105.7  s  Neil  av.  25.3x110. 6x 

25x100.6.      Olaf    Sherrane    1,075 

Matthews  a  v.   w  s,   1.30.11  s  Neil  av,  25.3x114.6 

x25xlUt.6.     O  J  Gude 1,000 

Matthews  av,  w  s.   1.56.4  s  Neil  av,  25. 3x118. 6x 

25x114.6.        Robt     Moore     l.tKM) 

Matthews    av.    e    s,    203.4    s    Neil    av,    2.5x100. 

Edwin     Lockwood     1,000 

Matthews    av.    e    s.    178.4    s    Neil    av.    25x100. 

Mrs  Maggie   Carey    975 

Muliner    av,    w    s.    104.6    s    Neil    av.    25x99. ox 

25x100.3.      O    J    Gude    ' 1,250 

Muliner   av.    w   s,   229.6  s   Neil   av,   .50xl05x50x 

103.5.      Henry    Biumenstock    2.100 

Muliner    av,     w    s.    270.6    s    Neil    av.    25xl05x 

25x105. .S.      John   L    Dickinson    1,025 

Bronxdale  av,    n   s,    172   w   Matthews  av,    26*8x 

151.10x2.5x161.0.        Mr.     Jours 1,700 

Mat'hews  av.   w  s,   181.0  s   Neil   av,   25.3x122.6 

x25xll8.6.       Charlotte    Maidhaf     1,010 

Matthews    av,    w    s,    207   s    Neil   av,    25.3x101.6 

x25x07.6.      B    Ma'one    1,000 

Matthews    av.    e    s,    118.3    n    Neil    av,    25x100. 

Philip     Roland     1.050 

Brady  av,   s  s.   50  w  Muliner  av,   2.5x100.      Mrs 

John     Dasher 075 

Bradv  av,  s  s,  25  w  Muliner  av,  25x100.    Char-_ 

lotte     Duesholz     975 

Brady  av,  s  w  cor  Muliner  av,  25x100.     Berisch 

Mandel     1.300 

Bogait  av.  e  s.    101)  n  Brady  av,  25xl(X).     John 

Dahl    ." 975 

Muliner  av.  e  s.  258  s  Neil  av,  26.1x94x25x84.5. 

T   J    Kelly 700 

Fowler  av.  w  s.   102.7  s  Neil  av,  25x65.2.     Wm 

Collins    575 

Fowler    a  v.     w    s,     137.6    s    Neil     av,    25x60.4. 

Edwin    Lockwood    625 

Mu'irer  av,   w   s.    104.6  s   Neil   av,   25x99.4.      0 

J   Gude ; 1.250 

Muliner    av.    e    s,    about   337    s    Neil    av.    26. Ix 

113.4x25x103.9.      Katharine    O'Rourke 850 

Muliner    av.    e    s.    205.6   s    Neil    av.    2(11x84. 5x^^ 

25x74,0.      Jennie   Sinclair    675 

Muliner    av.    e   s.    3O0.6   s   Neil    av.      26.0x103.9  _ 

x25x04.      K    Eisenhauer    725 

Muliner    av,    w    s,    129.6    s    Neil    av,    25x100.3. 

O   J    Gude    1.050 

Muliner    av,    w    s.    226.4    n    Bronxdale    av,    25x 

100.3.  Fred    Heller    1.100 

Muliner    av,    w    s.    304.6   s    Neil    av,    50x107. 6x 

.50xl(r>.10.       B    Malone    2.150 

Muliner  av.   w  s,   254.6  s  Neil   av,   25xl05x25x 

104.:{.      Jas    Ivory    1.050 

Fowler    av.     w    s,    277.0    s    Neil    av,     25x84.5.     * 

Jacob    Lang     700 

B-onxdale  av,    n   s.   about  222  w  Matthews  av, 

26.H>xl32.4x25xl42.       Albert     Oberg 1,700 

Ne'l   av,    n    w    cor   Muliner   av,    104xl3S.4xlOi>x 

105.4.  Jacob    Cohen     7,025 


(Continued    on     page 
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RECORD     AND      GUIDE  Manhattan      September  29,  1906 


©fficial  Xegal  IRotices. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  Septem- 
ber 19  to  October  1,  1906,  of  the  confirmatloa 
by  tue  Supreme  Court  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  Assessments  for  OPENING  AND 
ACQUIRING  TITLE  to  the  following-named 
Street    in    the   BOROUGH   OF   THE    BRONX: 

24TH  WARD.  SECTION  11.  EAST  17GTH 
STREET— OPENING,  from  Arthur  Avenue  to 
Southern  Boulevard.  Confirmed  April  30,  1900; 
entered    September   19,    1900. 

HERMAN    A.    METZ, 

Comptroller. 

City  of  New  York,  September  19,  1900.   (2894G) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  Septem- 
bei  '2-2  to  October  U,  1906,  of  the  confirmation 
by  the  Supreme  Court  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  OPENING  AND  AC- 
QUIRING TITLE  to  the  following-named  place 
in    the    BOROUGH    OF    THE    BRONX: 

24TH  WARD.  SECTION  11.  PALISADE 
PLACE— OPENING,  from  Popham  Avenue  to 
Sedgwick  Avenue.  Confirmed  April  7,  1903;  en- 
tered  September  21,    l!Mi6. 

HERMAN    A.    METZ, 

Comptroller. 
City  of  New  York.  September  21.  1906.  (29058) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  Sep- 
tember 26  to  October  9.  IOOj.  of  the  confirmation 
by  the  Board  of  Assessors  and  the  entering  in 
the  Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  LOCAL  IMPROVE- 
MENTS  IN   THE   BOROUGH  OF  MANHATTAN: 

12TH  \VARD.  SECTION  7.  ST.  NICHOLAS 
AVENUE— REPAIRING  SIDEWALKS,  east  side, 
from  the  north  curb  of  137th  Street  to  4S0  feet 
north. 

HERMAN  A.   METZ, 

Comptroller, 

City  of  New  York.   September  2.').   1906.   (29119) 

Office  of  the  President  of  the  Borough  of  Man- 
hattan.  City    Hall,  The  City  of  New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Borough  of  Man- 
hattan at  the  City  Hall,  Room  16.  until  3  o'clock 
P.    M.    on 

WEDNESDAY.     OCTOBER     3,     1906. 

No.  1.  For  furnishing  all  the  labor  and  ma- 
terial required  for  building  sewer  and  appur- 
tenances in  West  One  Hundred  and  Seventy- 
first  Street,  between  Fort  Washington  Avenue 
and    Haven    Avenue. 

No.  2.  For  furnishing  all  the  labor  and  ma- 
terial required  for  building  sewer  and  appur- 
tenances in  Seventh  Avenue.  West  Side.  bet\|5en 
One  Hundred  and  Forty-fourth  and  One  Hun- 
dred and   Forty-fifth   Streets. 

No.  3.  For  furnishing  all  the  labor  and  ma- 
terial required  for  building  sewer  and  appur- 
tenances in  Two  Hundred  and  Fourth  Street, 
between  Harlem  River  and  Ninth  Avenue. 

No.  4.  For  furnishing  all  the  labor  and  ma- 
terial required  for  building  sewer  in  Seventh 
Avenue.  West  Side,  between  One  Hundred  and 
Forty-fifth  and  One  Hundred  and  F.orty-sixth 
Streets. 

For  full  particulars  see  City  Record. 

JOHN    F.    AHEARN. 

Borough    President. 

The  City  of  New  York.   Sept.   22.   1906.   (29071) 

Department  of  Pub'ic  Charities,  foot  of  East 
Twenty-sixth    Street,     New    York. 


proposals. 


public  Tloitccs. 


TO    CONTRACTORS. 
PROPOSALS  FOR  BIDS  OR   ESTIMATES. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  Department  of  Public  Charities  at 
the    above    office    until    12    o'clock    M.    on 
FRIDAY.    OCTOBER    12,    1906, 

For  providing  all  labor  and  materials  required 
for  the  excavation,  masonry,  steel  and  iron, 
roofing  and  metal  work,  carpentry,  glazing, 
painting,  hardware,  elevator  work,  e'ectric  work, 
and  ail  other  wok  (except  plumbing,  heating, 
eleva'or  machinery  and  cars,  electric  wiring  and 
fitting  UP  diet  kitchens  and  utility  rooms),  as 
set  forth  in  the  drawings  and  specifications  for 
the  construction  and  completion  of  eight  ward 
buildings  of  the  Sea  View  Hospital,  situated  on 
certain  property  owned  by  the  City  of  New  York, 
on  the  south  side  of  Manor  Road,  township  of 
Castle'on,  Borough  of  Richmond,  The  City  of 
New    York. 

For  full   particulars  see  City  Record. 

ROBERT    W.     HEBBERD, 

Commissioner. 
Da'ed    September    21.     1906.  (28956) 

DEPARTMENT  OF  DOCKS  AND  FERRIES. 

Sealed  bids  for  Miscellaneous  Supplies  (1004) 
will  be  received  by  the  Commissioner  of  Docks 
at  Pier  "A."  Battery  Place,  until  12  o'clock 
noon.  October  2d,  1906.  (For  particulars  see 
City     Record.)  (2S930) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity. Room  1.^36,  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan,   the  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply. 
Gas  and  Electricity  at  the  above  office  until  2 
o'clock  P.  M.   on 

WEDNESDAY.    OCTOBER    10,    1906. 
Boroughs    of    Manhattan    and    The    Bronx. 
For  hauling  and  laying  twelve-inch  water  main 
in    Broadway,    between    West   Two    Hundred   and 
Thirtieth    and    West    Two    Hundred    and    Forty- 
second   street.    Borough    of   The   Bronx. 
For  full  particulars  see  City   Record. 

WILLIAM   B.    ELLISON, 

Commissioner. 
Dated   September   25,    1900.  (29147) 


DEPARTMENT  OF  DOCKS  AND  FERRIES. 

Sealed  bids  for  Anthracite  Coal  (1029)  will  be 
received  by  the  Commissioner  of  Docks  at  Pier 
"A."  Battery  Place,  until  12  o'clock  noon,  Octo- 
ber 5.  19i_MJ.  (For  particulars  see  City  Record.) 
(28970) 

Office  of  the  President  of  the  Borough  of 
Manhattan.   City   Hall,   The  City  of   New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Borough  of  Man- 
hattan, at  the  City  Hall,  Room  16,  until  3 
o'clock    P.    M.    on 

MONDAY,    OCTOBER    8,    1906. 

No.  1.  Reregulating  and  regrading,  curb- 
ing and  flagging  One  Hundred  and  Fifty-second 
street,  from  Broadway  to  Riverside  Drive  ex- 
tension. 

No.  2.  Regulating,  grading,  curbing  and  flag- 
ging One  Hundred  and  Seventy-fourth  street, 
fiom  Broadway  to  Amsterdam  avenue. 

No.  3.  Regulating,  grading,  curbing  and  flag- 
ging Two  Hundred  and  Fourth  street,  from 
Tenth  avenue  to  bulkhead  line  of  the  Harlem 
River. 

No.  4.  Regulating,  grading,  curbing  and  flag- 
ging Two  Hundred  and  Fifth  street,  from 
Tenth  avenue  to  bulkhead  line  of  the  Harlem 
River. 

No.  ■>.  Regulating,  grading,  curbing  and  flag- 
ging Two  Hundred  and  Sixth  street,  from 
Tenth  avenue  to  bulkhead  line  of  the  Harlem 
River. 

No.  6.  Regulating,  grading,  curbing  and  flag- 
ging first  new  street  north  of  Fairview  ave- 
nue, from  Broadway  to  first  new  avenue  west 
of   Broidway   (Bennett  avenue). 

No.  7.  Regulating,  grading,  curbing  and  flag- 
ging Seaman  avenue,  from  Academy  street  to 
Isham    street. 

No.  8.  Flagging  and  reflagging  east  and  west 
sides  of  St.  Nicho'as  avenue,  from  One  Hun- 
dred and  Sixty-ninth  street  to  One  Hundred  and 
Eighty-first    street. 

For  full  particulars  see  City  Record. 

JOHN  F.   AHEARN, 

Borough    President. 

The  City  of  New  York.  Sept.    25.  1906.  (29133) 

Headquarters  of  the  Fire  Department  of  The 
City  of  New  York.  Nos.  157  and  159  East  Sixty- 
seventh  street.  Borough  of  Manhattan,  The 
City    of    New    York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office   until    10.30   o'clock   A.    M.    on 

TUESDAY.    OCTOBER   9,    1906. 
Boroughs  of   Brooklyn   and   Queens. 

No.  1.  For  furnishing  all  the  labor  and  ma- 
terials required  for  the  erection  and  completion 
of  a  new  building  for  engine  company  No.  120, 
to  be  located  on  the  southerly  side  of  Eleventh 
s'reet.  375  feet  4  inches  each  of  Seventh  avenue. 
Borough    of    Brooklyn. 

No.  2.  For  furnishing  all  the  labor  and  mate- 
rials required  for  the  completion  of  a  new  build, 
ing  for  an  engine  company,  to  be  located  on  the 
southerly  side  of  Union  street.  277  feet  6  inches 
west   of   Seventh   avenue.    Borough   of   Brooklyn. 

For  full  particulars  see  City   Record. 

JOHN  H.   O'BRIEN. 

Fire    Commissioner. 

Dated  September  22.  1906.  (29140) 


Ipubltc  licorices. 


MUNICIPAL  CIVIL  SERVICE  COMMISSION, 
299  Broadway. 
New   York.    September   26,    1906. 
PUBLIC    NOTICE    IS    HEREBY    GIVEN    that 
an  open  competitive  examination  will  be  held  for 
the  position  of  ATTENDANT  (MALE)  on  Thurs- 
day,  October  25,   1906.   at   10  A.   M.     The  receipt 
of  applications   closes  on   October   4,   at   4    P.    M. 
For  scope  of  examination  and  further  informa- 
tion   apply    to    the    Secretary. 

FRANK    A.    SPENCER. 
(29091)  Secretary. 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of 
the  powers  vested  in  them  by  law,  will  offer 
for  sale  at  public  auction  the  buildings,  parts 
of  buildings,  etc.  standing  upon  property  owned 
by  The  City  of  New  York,  acquired  for  Carnegie 
Library   purposes,    in    the 

BOROUGH   OF   MANHATTAN. 

All  the  buildings,  parts  of  buildings,  etc.. 
situate  and  erected  upon  property  owned  by  The 
City  of  New  York,  acquired  for  Carnegie  Library 
purposes,  and  bounded  and  described  as  fol- 
lows: 

BEGINNING  at  a  point  on  the  northerly  side 
of  One  Hundred  and  Twenty -fourth  Street  dis- 
tant 138  feet  westerly  from  the  corner  formed  by 
the  intersection  of  the  northerly  side  of  One 
Hundred  and  Twenty- fourth  Street  with  the 
westerly  side  of  Fifth  Avenue:  thence  running 
northerly  parallel  with  Fifth  Avenue  J<X)  feet 
11  inches  to  the  centre  line  of  the  block:  thence 
westerly  along  said  centre  line  parallel  with 
One  Hundred  and  Twenty-fAurth  Street  47  feet: 
thence  southerly  parallel  with  Fifth  Avenue  100 
fpet  11  inches  to  the  northerly  side  of  One 
Hundred  and  Twenty-fourth  Street;  thence  east- 
erly along  said  northerly  side  of  One  Hundred 
and  Twenty-fourth  Street  47  feet  to  the  point  or 
place  of  beginning,  be  the  said  several  dimen- 
sions more  or  less. 

By  dire'^tion  of  the  Comptroller,  the  sale  of  the 
above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.      The  snle  will  take  place  on 

WEDNESDAY.    OCTOBER    3.    1906. 
at   11   A.    M..   on   the   premises,   and   will   be   sold 
for   the   highest    market ab'e   price. 

For  further  particulars  see  "City  Record." 
H.    A.    METZ. 

Comptroller. 
City  of  New  York— Department  of  Finance,  ) 
(29062)     Comptroller's    Office,     Sept.    21.     194>6.  | 


CORPORATION  SALE  OF  BUILDINGS  AND- 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of 
the  powers  vested  in  them  by  law,  will  offer 
for  sale  at  public  auction  the  buildings,  parts  of 
buildings,  etc.,  standing  upon  property  owned 
by  The  City  of  New  York,  acquired  for  the 
Board  of  Education,  said  bMildings  being  situ- 
ated   in    the 

BOROUGH    OF    BROOKLYN 
and     erected     upon     property     bounded     and     de- 
scribed   as    follows: 

BEGINNING  at  a  point  formed  by  the  inter- 
.section  of  the  westerly  line  of  Reid  Avenqe 
with  the  northerly  line  of  the  lands  of  Public 
School  57,  which  point  is  distant  100  feet  north- 
erly from  the  northerly  line  of  Van  Buren 
Street,  and  running  thence  westerly  along  the 
said  northerly  line  of  the  lands  of  Public  School 
.57  lOJ  feet;  thence  northerly  and  parallel  with 
Reid  Avenue  22  feet;  thence  easterly  and  paral- 
lel with  the  said  northerly  line  of  the  lands  of 
Public  School  57  one  hundred  (100)  feet  to  th^ 
westerly  line  of  Reid  Avenue:  thence  southerly 
along  the  westerly  line  of  Reid  Avenue  22  feet  to 
the  said_  northerly  line  of  the  lands  of  Public 
School  5i,   the  point  or  place  ot  beginning. 

By  direction  of  the  Comptroller,  the  sale  of  the 
above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.      The   sale   will    take    place   on 

THURSDAY,    OCTOBER    11,    1906, 
at    11    a.    m..    and    will   be   sold   for   the   highest 
marketable  price. 

For  further  particulars  see  "City  Record." 
H.    A.    METZ, 

Comptroller. 

City  of  New  York— Department  of  "Finance.) 
(29123)    Comptroller's    Office,    Sept.      22.    1906.  f 

CORPORATION  SALE  OF  BUILDINGS  ANI> 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of 
the  powers  vested  in  them  by  law,  will  offer 
for  sale  at  public  auction  the  buildings,  parts 
of  buildings,  etc..  standing  upon  property  owned 
by  The  City  of  New  York  acquired  for  the  use 
of  the  Board  of  Education,  said  buildings  being 
situated   in    the 

BOROUGH    OF    RICHMOND 
and     erected     upon     property     bounded    and    de- 
scribed, as    follows: 

uiiGlNNlNG  at  a  point  formed  by  the  inter- 
section of  the  southerly  line  of  Clinton  Avenue^ 
with  the  westerly  line  of  Anderson  Street,  and 
running  thence  southerly  along  the  westerly 
line  of  Anderson  Street  127  feet  to  the  northerly 
line  of  the  lands  of  Public  School  13;  thence 
westerly  along  the  northerly  line  of  the  lands 
of  Public  School  13.  ISi)  feet  to  the  easterly  line 
of  Clare  Street;  thence  northerly  along  the  east-^ 
erly  line  of  Care  Stree'.  112  feet  to  the  southerly 
line  of  Clinton  Avenue:  thence  easterly  along' 
the  southerly  line  of  Clinton  Avenue  180  feet 
7  inches  to  the  westerly  line  of  Anderson 
Street,   the  point   or  place  of  beginning. 

By  direction  of  the  Comptroller,  the  sale  of  the 
above  described  buildings  and  appurtenances 
tnereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue.  Department  of 
Finance.     The  sale  will  take  place  on 

MONDAY,    OCTOBER    15.    1906. 
at   11    A.    M.,   on   the  premises,   and   will  be  sold, 
for    the   highest   marketab'.e   price. 

For  further  particulars  see  "City  Record." 
H.    A.    METZ. 

Comptroller. 
City  of  New  York— Department  of  Finance.) 
(29148)     Comptroller's    Office,     Sept.    25,     1906.  j 

CORPORATION     SALE     OF     BUILDINGS     AND 
APPURTENANCES      THERETO      ON      CITY 
REAL    ESTATE. 
Public    notice    is    hereby    given    that    the   Com- 
missioners   of    the    Sinking    Fund,    by    virtue    of 
the    powers    vested    in    them    by    law,    will    offer 
for  sale  at  public  auction  the  ^luildings.   parts  of 
buildings,    etc.,    standing    upon    property    owned 
by    The    City    of    New    York,    acquired    for    the 
Board    of    Education,    said    buildings    being    situ- 
ated   in    the 

BOROUGH   OF  MANHATTAN 
and     erected     upon     property     bounded    and     de- 
scribed   as    follows: 

BEGINNING  at  a  point  formed  by  the  inter- 
section of  the  southerly  line  of  East  Houston 
Street  with  the  westerly  line  of  Norfolk  Street 
and  running  thence  westerly  along  the  southerly 
line  of  East  Houston  Street  25  feet;  thence 
southerly  along  the  easterly  line  of  the  lands  of 
Public  School  13  ninety-nine  (99)  feet  ten  (10) 
inches;  thence  easterly  and  parallel  with  East 
Houston  Street  25  feet  to  the  westerly  line  of 
Norfolk  Street;  thence  northerly  along  the  west- 
erly line  of  Norfolk  Street  99  feet  10  inches  to 
the  northerly  line  of  East  Houston  Street,  tho 
point  or  place  of  beginning, 
—and  also — 

BEGINNING  at  a  point  on  the  westerly  line 
of  Norfolk  Street  distant  99  feet  10  inches  south- 
erly from  the  southerly  line  of  East  Houston 
Street,  and  running  thence  westerly  and  parallel 
with  East  Houston  Street  100  feet;  thence  south- 
erly and  parallel  with  Norfolk  Street  25  feet; 
thence  easterly  and  again  parallel  with  East 
Houston  Street  100  feet  to  the  westerly  line  of 
Norfolk  Street:  thence  northerly  along  the 
westerly  line  of  Norfolk  Street  25  feet  to  the 
point    or   place   of   beginning. 

By  direction  of  the  Comptroller,  the  sale  of  the 
above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue.  Department  of 
Finance.      The   sale   will    take    place   on 

WEDNESDAY.   OCTOBER  10,   1906. 
at    11    a.    m.,    and   will   be   sold    for    the   highest 
marketable  price. 

For  further  particulars  see  "City  Record." 
H.    A.    METZ. 

Comptroller. 

City  of  New  York — Department  of  Finance.  } 
(29125)     Comptroller's    Office.     Sept.    22,     1906.  j 
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MUNICIPAL  CIVIL  SERVICE  COMMISSION, 
299  Broadway. 
New   York.    September   25,    190U. 
PUBLIC    NOTICE    IS    HEREBY    GIVEN    that 
an  open  competitive  examination  will  be  held  for 
the    position    of    DIETITIAN     (MALE    and    FE- 
MALE)    on     Tuesday.     October    9,     1906,     at    10 
A.    M.      The  receipt  of  applications  will  close  on 
Tuesday,    October   2,    at  -1    P.    M. 

For  scope  of  examination  and  further  informa- 
tion   apply    to    the    Secretary. 

FRANK    A.    SPENCER. 
(29110)  Secretary. 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

At  the  request  of  the  President  of  the  Bor- 
ough of  The  Bronx,  public  notice  is  hereby 
given  that  the  Commissioners  of  the  Sinking 
Fund  of  The  City  of  New  York,  by  virtue  of  the 
powers  vested  in  them  by  law,  will  offer  for  sale 
at  public  auction  the  buildings,  parts  of  build- 
ings, etc.,  standing  within  the  lines  and  on  prop- 
erty owned  by  The  City  of  New  York,  acquired 
for   street   purposes,    in    the 

BOROUGH  OF  THE  BRONX, 
being  the  property  acquired  for  the  opening 
of  Morris  Park  Avenue,  between  West  Farms 
Road  and  Morris  Park  race  track,  in  the  Twenty- 
fourth  Ward.  Borough  of  The  Bronx,  City  of 
New  York,  which  is  more  particularly  described 
on  a  map  on  file  in  the  office  of  the  Collector 
of  City  Revenue,  Department  of  Finance,  Room 
141,  No.  280  Broadway,  Manhattan.  The  sale 
will    take   place   on 

WEDNESDAY.  OCTOBER  3.  190G. 

at    1    P.    M.,    on    the    premises,    and    will    be   sold 

at  the  highest   marketable  price  on  the  following 

TERMS     AND     CONDITIONS. 

Cash  payment  in  bankable  funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of 
the  buildings,  parts  of  buildings,  etc..  standing 
within  the  lines  of  said  streets  from  the  streets 
by  the  purchaser  or  purchasers  immediately  after 
the  sale.  If  the  ijurchaser  or  purchasers  fail 
to  effect  a  removal  within  thirty  days,  he  or  they 
shall  forfeit  his  or  their  purchase  money  and  the 
ownership  of  the  buildings,  parts  of  buildings, 
etc.,  and  The  City  of  New  York  will  cause 
the  same  to  be  removed  without  notice  to  the 
purchaser. 

Purchasers  to  be  liable  for  any  and  all  dam- 
ages of  any  kind  whatsoever  by  reason  of  the 
occupation  or  removal  of  said  buildings,  parts 
of  buildings,  etc. 

The  bidder's  assent  and  agreement  to  the  above 
terms  and  conditions  are  understood  to  be  im- 
plied  by   the  act   of   bidding. 

By  direction  of  the  Comptroller,  sales  of  the 
above  described  property  will  be  made  under 
the  supervision  of  the  Collector  of  City  Reve- 
nue,   at    the   time   stated   herein. 

F'ull  particulars  of  sale  can  be  obtained  at  the 
office  of  the  Collector  of  City  Revenue.  Room 
141,  Stewart  Building.  No.  2S0  Broadway,  Bor- 
ough  of   Manhattan. 

H.    A.    METZ. 

Comptroller. 
City  of  New  York— Department  of  Finance.  ) 
(2903"))     Comptroller's    Office.     Sept.    22,     1906.  } 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL.   ESTATE. 

At  the^  request  of  the  President  of  the  Bor- 
ough of  The  Bronx,  public  notice  is  hereby 
given  that  the  Commissioners  of  the  Sinking 
Fund  of  The  City  of  New  York,  by  virtue  of  the 
powers  vested  in  them  by  law,  will  offer  for 
sale  at  public  auction  the  buildings,  parts  of 
bui 'dings,  etc..  standing  upon  property  owned, 
by  The  C.ty  of  New  York  acquired  for  street 
opening  purposes,  said  projierty  being  situated 
within  the  lines  of  the  approach  to  the  bridge 
over  the  tracks  of  the  New  York  and  Putnana 
and  the  Spuyten  Duyvil  and  Port  Morris  Rail- 
road at  Morris  Heights,  in  the  24th  Ward  of 
the  Borough  of  The  Bronx,  City  of  New  York, 
and  is  more  particularly  described  on  a  map  on 
file  in  the  office  of  the  Collector  of  City  Reve- 
nue. Department  of  Finance,  Room  141,  280 
Broadway,  Borough  of  Manhattan.  The  sale 
will    take    place    on 

FRIDAY,    OCTOBER    12,    190G, 
at    11    A.    M.,    on   the   premises   and   will   be    sold 
for  the  h'ghest   marketable   price   on  the   follow- 
ing 

TERMS     AND     CONDITIONS. 

Cash  payment  in  bankable  funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of  the 
buildings,  parts  of  buildings,  etc.,  standing 
within  the  lines  of  said  streets  by  the  purchaser 
or  purchasers  immediately  after  the  sale.  If  the 
purchaser  or  purchasers  fail  to  effect  a  removal 
within  thirty  days,  he  or  they  shall  forfeit 
his  or  their  purchase  money  and  the  ownership 
of  the  buildings,  parts  of  buildings,  etc.,  and 
The  City  of  New  York  will  cause  the  same  to  be 
removed    without    notice   to   the   purchaser. 

Purchasers   to   be   liable   for  any   and   all   dam- 
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ages  of  any  kind  whatsoever  by  reason  of  the 
occupation  or  removal  of  said  buildings,  parts 
of   buildings,    etc. 

The  bidder's  assent  and  agreement  to  tlie 
above  teims  and  conditions  are  understood  to  be 
implied  by   the  act  of  bidding. 

Full  particulars  of  sale  can  be  obtained  at  the 
office  of  the  Collector  of  City  Revenue.  Room 
141.  Stewart  Building,  2S0  Broadway,  Borough 
of   Manhattan. 

H.    A.    METZ. 

Comptroller. 

City  of  New  York— Department  of  Finance,  \ 
(2m'21)    Comptroller's    Office.    Sept.    24.     1900.  S 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of 
the  powers  vested  in  them  by  law,  will  offer 
for  sale  at  public  auction  the  buildings,  parts 
of  buildings,  etc.,  standing  upon  property  owned 
by  The  City  of  New  York,  acquired  for  Carnegie 
Library  purposes,  said  buildings  being  situated 
in    the 

BOROUGH    OF    THE    BRONX, 
and     erected     upon     property     bounded     and     de- 
scribed   as    follows-: 

BEGINNING  at  the  corner  formed  by  the  in- 
tersection of  the  easterly  side  of  Woodycrest 
Avenue  and  the  southerly  side  of  lG8th  Street, 
and  running  thence  southerly  along  the  said 
easterly  side  of  Woodycrest-  Avenue  93.78  feet; 
thence  easterly  in  a  straight  line  126.83  feet  to 
a  point  in  the  we^^terly  side  of  Shakespeare 
Avenue,  formerly  Marcher  Avenue,  distant 
101.92  feet  southerly  along  the  same  from  the 
southwesterly  corner  of  108th  Street  and  Shakes- 
peare Avenue;  thence  northerly  along  the  said 
westerly  side  of  Shakespeare  Avenue  101.92  feet 
to  the  southerly  side  of  108th  Street,  and  thence 
westerly  along  the  said  southerly  side  of  168th 
Street  79.12  feet  to  the  point  or  place  of  be- 
ginning. 

By  direction  of  the  Comptroller,  the  sale  of  the 
above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.      The  sale  will  take  place  on 

MONDAY.    OCTOBER    8.    llKMl, 
at    11    A.    M.,    and    will    be    sold    for   the    highest 
marketable    price. 

For  further  particulars  see  "City  Record." 
H.    A.    METZ. 

Comptroller. 
City  of  New  York — Department  of  Finance.  \ 
(29000)     Comptroller's    Office,     Sept.    22,    1906.  i 

CORPORATION     SALE     OF     BUILDINGS     AND 
APPURTENANCES      THERETO      ON      CITY 
REAL    ESTATE. 
At  the  request  of  the  President  of  the  Borough 
of    Queens,    public    notice    is    hereby    given    that 
the  Commissioners  of  the   Sinking  Fund,   by  vir- 
tue of   the   powers   vested   in   them   by   law.   will 
offer    for    sale    at    public    auction    the    buildings, 
parts     of     buildings,     etc.,     standing    within     the 
lines    and    on    property    owned    by    The    City    of 
New     York,     acquired     for     street     purposes,     in 
the 

BOROUGH  OF  QUEENS 
being  the  property  acquired  for  the  opening  of 
Wnshington  Avenue,  between  Vernon  Avenue 
and  Jackson  Avenue,  in  the  First  Ward  of  the 
Borough  of  Queens.  City  of  New  York,  which 
is  more  particularly  described  on  a  schedule 
on  file  in  the  office  of  the  Collector  of  City 
Revenue.  Department  of  Finance.  Room  141,  No. 
280  Broadway,  Borough  of  Manhattan.  The 
sale    will    lake   place    on 

TUESDAY.  OCTOBER  16.  1906. 
at  1 1  a  m.,  on  the  premises  and  will  be  sold  for 
the  highest  marketable  price  on  the  following 
TERMS  AND  CONDITIONS. 
Cash  payment  in  bankable  funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of 
the  buildings,  parts  of  buildings,  etc..  standing 
within  the  lines  of  said  streets  by  the  pur- 
chaser or  purchasers  immediately  after  the  sale. 
If  the  purchaser  or  purchasers  fail  to  effect  a 
removal  within  thirty  days,  he  or  they  shall 
forfeit  his  or  their  purchase  money  and  the 
•ownership  of  the  buildings,  parts  of  build- 
ings, etc.,  and  The  City  of  New  York  will  cause 
tlie  same  to  be  removed  without  notice  to  the 
purchaser. 

Purchasers  to  be  liable  for  any  and  all  dam- 
ages of  any  kind  whatsoever  by  reason  of  the 
oceui)ation  or  removal  of  said  buildings,  parts 
of   buildings,    etc. 

The  bidder's  assent  and  agreement  to  the  above 


|^ul)Uc  'noticed. 


terms  and  conditions  are  understood  to  be  im- 
plied by  the  act  of  bidding. 

Full  particulars  of  sale  can  be  obtained  at 
the  office  of  the  Collector  of  City  Revenue, 
Room  141,  Stewart  Building,  No.  280  Broad- 
way,   Borough   of   Manhattan. 

H.   A.   METZ, 

Comptroller. 
City  of  New  York— Department  of  Finance,) 
Comptroller's    Office,     September    28.    1906.  } 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  TO  the 

owner  or  owners  of  all  houses  and  lots,  im- 
proved or  unimproved  lands  affected  thereby, 
that  the  following  proposed  assessments  have 
been  completed  and  are  lodged  in  the  office  of 
the  Board  of  Assessors  for  examination  by  all 
persons    interested,    viz.: 

BOROUGH    OF    BROOKLYN. 

List  8815,  No.  1.  Regulating,  grading,  curb- 
ing and  laying  cement  sidewalks  in  Milford 
street    between    Atlantic    and    Glenmore   avenues. 

List  8911.  No.  2.  Fencing  vacant  lots  on  the 
south  side  of  Eighth  street,  between  Sixth  and 
Seventh  avenues,  on  the  southwest  corner  of 
Bond  street  and  President  street;  north  side  of 
Pacific  street,  between  Columbia  and  ■  Emmett 
streets;  northwest  corner  of  Middagh  street  and 
Willow  street;  south  side  of  De  Sales  place,  be- 
tween Bush  wick  avenue  and  Evergreen  Ceme- 
tery; south  side  of  Forty-fifth  street,  between 
Second  and  Third  avenues;  north  side  of  Thirty- 
seventh  street,  between  Third  and  Fourth  ave- 
nues; south  side  of  Dean  street,  between  Rock- 
away  avenue  and  Eastern  Parkway;  west  side 
of  Eastern  Parkway,  between  Dean  and  Bergen 
streets;  southeast  corner  of  Saratoga  avenue  and 
Sumpter  street,  and  north  side  of  Atlantic  ave- 
nue, between  Rockaway  avenue  and  Gunther 
place. 

List  8915,  No.  3.  Paving  with  asphalt  pave- 
ment Seventy-fourth  street,  between  Second  and 
Third  avenues. 

List  8919,  No.  4.  Laying  crosswalk  on  Four- 
teentn  avenue,  between  Sixty-ninth  and  Seventy- 
fifth  streets. 

List  8929,  No.  5.  Sewer  in  Belmont  avenue, 
from  Sackman  street  to  Powell  street,  and  out- 
let sewer  in  Belmont  avenue,  from  Powell  street 
to  Vesta  avenue. 

List  8930.  No.  6.  Sewer  in  Pine  street,  from 
Glenmore  avenue  to  Pitkin  avenue,  and  outlet 
sewer  in  Pine  street,  from  Pitkin  avenue  to 
Sutter   avenue. 

List  8931,  No.  7.  Laying  crosswalks  in  Fif 
teenth  avenue,  between  Sixty-seventh  and  Sev- 
enty-fifth  streets. 

List  8942,  No.  8.  Constructing  sewer  basin  at 
the  northeast  corner  of  Clarendon  road  and  New 
York  avenue. 

All  persons  whose  interests  are  affected  by  the 
above-named  proposed  assessments,  and  who 
are  opposed  to  the  same,  or  either  of  them,  are 
requested  to  present  their  objections,  in  writing, 
to  the  Secretary  of  the  Board  of  Assessors,  No. 
320  Broadway,  New  York,  on  or  before  October 
30.  19(MJ,  at  11  A.  M..  at  which  time  and  place 
the  said  objections  will  be  heard  and  testimony 
received  in  reference  thereto. 

For  full  particulars  see  City  Record. 
ANTONIO  ZUCCA. 
PAUL  WEIMANN. 
JAMES    H.    KENNEDY, 

Board  of  Assessors. 

N.iLLIAM  H.   JASPER.   Secretary. 
No.   320  Broadway. 

City  of  New  York.  Borough  of  Manhattan, 
September  27,    1900. 


proposals. 


Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  1530.  Nos.  13  to  21  Park  Row, 
Borougii  of  Manhattan.  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until 
2  o'clock  p.  m.  on 

WEDNESDAY.   OCTOBER  10.  1906, 
Borough   of  Brooklyn. 

No.  1.  For  furnishing  and  delivering  cast-iron 
stop  cock  boxes  and  covers,  as  follows:  Section 
1.  three  hundred  and  fifty-two  thousand  (352,- 
O0t»)  pounds  of  castings;  Section  2.  three  hun- 
dred and  fifty-two  thousand  (352,000)  pounds 
of     castings. 

No.  2.  For  furnishing,  delivering  and  laying 
a  24-inch  water  main  and  appurtenances  in 
Underbill  Avenue,  from  Atlantic  Avenue  to  the 
Mt.  Prospect  pumping  station. 

No.  3.  For  furnishing,  delivering  and  install- 
ing surface  condensers,  etc..  at  the  Millburn 
pumping   station,    Baldwins.    Long   Island. 

No.  4.  For  furnishing  and  delivering  double- 
nozzle     hydrants. 

No.  5.  For  furnishing  and  delivering  cast- 
iron    Hanged   pipe,    special   castings,    etc. 

For   full    particulars   see    City   Record. 

WILLIAM    B.    ELLISON, 

^  ,    ,    „     ^      ^        ^  Commissioner. 

Dated    September    27,    1906. 


(Continued    from    page   533.) 
Fowler  av,  w  s,  329.6  s  Neil  av,  25x98.11.     Hy 

Bordheim     925 

Matthews  av,   w  s,   143.4  n   Bronxdale  av,  25.4 

x76.6x25x80.7.      Wm    G    Fisher    925 

Neil    av.    n    s,    26    e    Matthews    av,    52x95. lOx 

50x110.9.      O   J   Gude 3,075 

Neil    av,    n    s.    78   e   Matthews   av.    26x8.S.4x25x 

95.10.      Michael   Groshal    1,400 

Bronxdale     av.     n     w    cor     Muliner    av,     53. 4x 

142.7x36.6x176.4.       J     J     Goldman 3.775 

Bionxdale  av,    n    s,   53.4   w   Muliner  av,   31.11x 

122  9x25x142.7.      Rob    Moore    2.100 

Bronxd^ile  av.    n   s,   85.6   w    Muliner  av,   31.11x 

lii2.1*i\2r)xlL:ii.!(.      Isaac    Mendelsohn 1,725 

Ilronxd^iU'   av,    n    s,    117    w    Muliner   av,    31.11x 

.S2.11x25xlu2.10.      Same    1.500 

Bronxdile  av.  n  e  cor  Matthews  av.  31.11x98.3 

x25x78.4.      Mat    C    Gavels    2,325 


Bronxdale     av.     n     s.     31.11     e     Matthews     av. 

3MlxllS.2x25x98.3.      O   J   Gude 1,875 

Bronxdale  av.  n  s.  (i4  e  Matthews  av.  64x157.11 

x5(txlis/j.       I     Mendelsohn     4.175 

Matthews  av.  e  s,  78.4  n  Bronxdale  av,  25x100. 

Timothy    Noonan .     .  ..1,500 

Matthews     a  v.     e     s.     103.4     n     Bronxdale     av. 

25xH^).       O    J     Gude     1,325 

Matthews   av.    e   s,    128.4    n    Bronxdale  av,    25x 

lOO.      Rudolf  ProU    1,300 

Matthews  av.  e  s.  7S.4  s  Neil  av.  25x100 | 

Neil    av,    s   s.    25. .1  e   Matthews   av,    75. 9x91. 6x 

75    X     81.9 1 

Anthony    Stumpf 5,200 

Brady    av,    n   e   cor    Bogart   av.    50xl(X).      Mary 

E    Ginnee 2,175 

Bogart   av.    e    s,   575   s   Neil    av,    25x100.      Otto 

Meissner  and  Lorenz   Bunter   1,900 

Bogart    av,    e    s.    275    n    Brady    av.    25x100.      O 

J    Gude    875 


Bronx  and  Pelham  Parkway,  s  s.  75  e  Matthews 

av,    50x150x50x152.11.      C    M    Wiker 8,650 

Bronx  and  Pelham  Parkway,  s  s,  25  w  Muliner 

av,     50x152.11x50x155.10.       Anthony    Stumpf 

„  •■ ^  ■  ■ 8,155 

Bronx   and   Pelham   Parkway,   s  w   cor  Muliner 

av.    25x155.10x25x157.3.      C    M    Wicker.  .  .4,900 
Matthews   av.    e    s,    225   s    Brady   av,    25x100. 

Eleen  James 1000 

Matthews    av.    e    s,    250   s    Brady    av,"25xi(Jb. 

Henrietta    Leiber     1000 

Muliner   av.    w   s,    251.3   n    Bronxdale'av,*  "sOx 

107.6x50x109.2.       Olga     Bariffe ..^00 

Fowler   av.    w    s.    275    n    Rhinelander   av     25x 

113.3.      R    H    Mahl    j  OOO 

Fowler    av,    w    s,    425    n    Rhinelander   av    *25x 

98.10.      Bertha    Nordheim    '       925 

Bogart   av,    e  s.   575   s   Neil   av,   25x100.      Otto 

Merssner    and    Lorenz    Bunton    925 
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Bogart  av,  e  s,  50O  s  Neil  av,  25x100.  Nicho- 
las   Kalin    800 

Bogart   av,   e  s,    475   3   Neil  av,    25x100.      O  J 

Gude 825 

Neil  av,  s  e  cor  Bogart  av,  runs  e  .50  x  s  100  x 

e  50  X  s  25  X  w   100  x  n  125  to  beginning. 

A  Stumpf 3.;il0 

Muliner    av,    s    e    s,    208.0    n    Bronxdale    av, 

.">2.10xll8.;!x50xia2.(i.      Morgan    D    Margaver. 

2,000 

Muliner  av,   e  a,   201.7  n   Bronxdale   av,   52.10x 

los.i!x50xl27.S.  Josepliine  Camiibell. ..  .1.050 
Muliner  av.   e   s,   2S5.ti  s  Neil  av,  2d.\84.4x25x 

:.••      Guiseppe    Colonna     700 

Muliner  av,    e   s.   2S3.U   5  Neil  av,   26x74.7x25x 

84.4.    .O  J  Gude 675 

Fowler    av.    w    s,    187.0    s    Xeil    av,    25x05.2. 

O  J  Gude liOO 

I'owler  av.  w  a,  212.6  s  Neil  av,  50x74.8.  Mar- 
garet J    King    1.200 

Fowler  av,  w  s,  262.6  s  Neil  av,  25x84.4.  Mary 

Cotter     700 

Powler    av.    w    s,    S12.G    3    Xeil    av,    25x84.4. 

John    Vauek    700 

Fowler    av,    w    s,    .150   n    Rhinelander    av,    25x 

118.10.       Anton    WeiFsfeld     000 

Fowler    av,    w    s,    300    n    Rhinelander   av,    50x 

ll:!.;{.       Wanda     Weitz     1.8(X) 

Fowler    av.    w    s,    225    n    Rhinelander    av,    50x 

127..8.       Carolyn     Viscounte     2.020 

Fowler    av,    w    s,    20t>    n    Rhinelander    av,    25x 

127.H.       Chas     Fiel     1.010 

Fowler  av,  w  s,  150  n  Rhinelander  av,  50x142.3 

G    L    Liehler    2,1(K> 

Fowler    av.    w    s.    125    n    Rhinelander    av,    25x 

142.:;.      Olga    Dariffe    l.O.JO 

Matthews    av.     e    s.     1.53.3    n    Bronxdale    av._ 

25x1011.      Otto   Lenniger    l.Oio 

Matlhew.s   av,    e  s,    178.3   n   Bronxdale  av,   otix 

100.       Nicholas    Voos     2,050 

Bogart   av,    e   s,   about   125   n    Rhinelander  av. 

...xlOO.      Geo    W    Bird    1,0.50 

Bronxdale    av.    n    s,    about    57    e    Muliner    av. 

57x88.11x50x110.2.      Jacob    Cohen    4,350 

Bronxda'e  av.    n  s.   5j    w   Rhinelander  av,   28.5 

xl20.0x25xll(!.2.      Francis    Koellner 1,000 

Bronxdale  av,    n   w   s.    2    lots   adj,   54.0xl38.6x 

.50x120  0.      Thos  C   Owens    4.650 

Muliner  av.   e  s.   20.3  n   Bronxdale  av,  53xl52x 

.50x171.3.       .Mr    Del    Balso     3,4.50 

Muliner    av,    e   s,    2   lots   adj,    53xl47.6x — .      V 

Mosevendino     ,...2,ltHl 

Muliner    av.    e    s.     1    lot    adj,    26. 9x137. 5x25x 

147.2.     P  S  Treacey   1,4.50 


The   Handy  System   of  Recorm, 
What  System   Have   You," 
How  Much   Does  Yours  Cost ; 

The  Price  of  ours  is  only  Tweniy   Dollars  a  Yeaf, 
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Muliner  av,  e  s,  1  lot  adj,  2U. 1x127. 0x25x 
137.0.      Mrs    A    Heaney    1.3.50 

Muliner  av,  e  s,  1  lot  adj,  20xl32.6x25x 
142.3.      O    J    Gude    1,37.) 

Bronxdale  av.  n  s,  about  207  w  Matthews  av^, 
20.111x112.0x2.5x122.0.       G    N     Fisher     2,l]00 

Neil  av,  s  s,  107.4  w  Matthews  av,  20.xOOx 
25x07.0.       A    Stumpt 1.7O0 

Neil  av,  s  s.  2  lots  adj  on  e,  .52x07. Ox.50xll2.0._ 
Jno   Stenckman    2,7.>0 

Xeil    av.    s    s.    1    lot    adj    on    e.    20x112. Ox25x  _ 

12i>.      Iniogene  Ashe    1.425 

L.    J.    PHILLIPS   &   CO. 

Steuben  av.  e  s,  75  n  20Sth  st,  ,5t)xllK).  Fredk 
W..ker 2.80) 

Steuben    av.    e    s,    125   n    208th   st.    jOxlOO.      L 

W     Blum     2,775 

BRYAX    L.    KBXXELLY. 

77th  St.  Xo  343.  n  s.  175  w  1st  av.  25x102.2. 
4-sty  and  basement  brownstone  tenement 
(vol'untaryl.      D    F    Kiely    l,s.,-i(K) 

77th  st,  Xo  341.  n  s.  200  w  1st  av.  25x102.2. 
4-sty  and  basement  brownstone  tenement 
(voluntary).      A    Ehrlich    lO.OiKI 

Lexington  av.  Xo  1514.  w  s.  ,50.11  s  OSth  st, 
2.5x105.  5-sty  brk  tenement  with  stores  (vol- 
untary).     M  Goodman    28.7.50 

127th  st,  Xo  115,  n  s,  215  e  Park  av,  22x00.11. 
5-sty  and  basement  brk  tenement  (voluntary) 
M    Goodman    25.2(KI 

Total     ". .'J10O7.715 

Corresponding    week,     1005 130,4.5o 

Jan.     1.     lOO'i.    to    date 23„802.400 

Corresponding     period,     101)5 26,343,';o;i 

• 

ADVERTISED    LEGAIi    SALES. 

Sales  to  be  held  at  the  Real  Estate  Exchange, 
1^  and  10  Vesey  St.,  except  as  elsewhere  stated. 
Sept.    20. 
Xo  Legal   Sales  advertised  for  this  day. 
Oct.    1. 
22l3t  at.  s  s.  2.55  e  2d  av,  50x114,  Wakefield,  two 
3-3ty  frame  dwellings.     Juliana  Sponheimer  agt 
Theodore  Sponheimer  et  al ;  Stilwell  &  Decker, 
att'ys.   787  Tremont  av,    Bronx:   James  O  Far- 
rell,     ref.       (Amt    due.     $2,700.0:!;     taxes.     &c, 
!f022..37:    sub   to  a   mort   of  $2,000.)      Mort   re- 
corded Sept  2.   l.SilO.      By  Joseph   P   Pay. 


Oct.    2. 

1.50th  st,  Xo  4(J3,  n  s,  225  e  Ams'erdam  av,  25x 
08;  2-sty  frame  dwelling.  Virginia  M  Dittmar 
agt  Ellen  Mulligan  et  al;  Guggcnheimer.  Un- 
termyer  &  Marshall,  atl'ys,  'Ml  Broad  st; 
Moses  J  Sneudaii-a.  ref.  (Amt  due.  .f  1.485. 37; 
taxes,  &c.  $1IKI, )  Mort  rerorded  July  19,  1905. 
By  Joseph  P  Day. 
Union  av,  w  s,  |whole  front  bet   1.58th  st  & 

].5,sth  st,  s  s,  IWestchester  av,  runs  s  ;i0.3 

Westchester  av,  n  w  s.!x  s  w  18.0  x  w  101.5  x  n 
.51)  X  e  113.11  to  beginning;  0-sty  tenement  and 
store.  Richard  S  Collins  agt  George  Dorr  el 
al;  Stephen  W  Collins,  atty.  00  Wall  st;  Moses 
S  Adler.  ref.  (Amt  due.  ;fl0.23S.51;  taxes,  &c, 
.$400;  subject  to  a  prior  mort  of  $21.(KK).)  Mort 
lecorded  March  15,  10(H1.  By  Herbert  A  Sher- 
man. 

Oct.   :i  and  4. 

Xo  Legal  Sales  advertised  for  these  days. 
Oct.    5. 
C]-otona  av.  Xos  I.SOO  and  1001,  |:«X)     s     ITith    st, 
on  map  Xos  ISOO  to  1011.  w  s.iruns    w    448.S    to 
170  h  st,  n  s,  lArthur     av     x     s 

Arthur  av,  e  s,  11()1.:(   x   e   115.:!   x 

s  IPO  to  17(ith  st  X  e  100.4  x  n  100  x  e  217.i>  x 
n    100  to  beginning;   two  2-sty  fi-ame  dwellings 
and    vacant.       Caroline    Drew    agt    Anson    A 
Drew    et    al;    Fettretch,    Silkman    &    Seybel, 
a'ty's,  41  Park  row;  Wm  P  Hamilton,  Jr,  ref. 
(.\rat    due.    taxes.    &c,   $4,210.54.)      By   James 
L   Wells. 
Boston  rd  or  Morse  av,  w  s|3n3.4     s    w     lOOth     st, 
Franklin  av  |  runs  s  w   71.8  x   n   w 

316.0  to  Franklin  av,  x  n  e  108.10  x  s  e  200  x 
s  w41  X  3  e  07.8  to  beginning,  O-sty  brk  tene- 
ment and  vacant  on  Franklin  av.  Joseph  Kap- 
lan et  al  agt  Harry  Himberg  et  al;  Max  Mon- 
fricd,  atfy.  147  Xassau  st;  Henry  C  N'euwirth. 
ref.  (Amt  due.  $5,525.84;  taxes,  &c.  $.546.24.) 
Mort  recorded  June  2,  1903.     By  Joseph  P  Day. 

Oct.    0. 
Xo  Legal  Sales  advertised   for  (his  day. 

Oct.    8. 
Croton   St.    n   e  s.   1.50  s  e  Audubon   av,   25x02; 
2-sty  frame  dwelling;   all  right,   title.  &c.      Mo- 
tizt    L    Ernst    et    al    agt    Jane    .McGrane;    P    A 
Hatting,   atfy.   5   Beekman   st.      (Sheriff's   sale; 
amt    due,    $625.)      By   Joseph    P    Day, 


CONVEYANCES 


Whenever  the  letters  Q.  C,  C.  a  G.  and  B.  &  S.  occur,  preceded  by 
the  name  of  the  grantee,  they  meau  as  follows: 

1st.— Q.  C.  is  an  abbreviation  for  Quit  Claim  deed,  i.  e.,  a  deed 
wherein  all  the  right,  title  and  Interest  of  the  grantor  is  conveyed, 
omitting  all  covenants  and  warranty. 

2d. — C.  a.  G.  means  a  deed  containing  Covenant  against  Grantor 
only,  in  which  he  covenants  that  he  hath  not  done  any  act  whereby 
the  estate  conveyed  may  be  Impeached,  charged  or  encumbered. 

3d. — B.  &  S.  is  an  abbreviation  for  Bargain  and  Sale  deed,  wherein, 
although  the  seller  makes  no  expressed  consideration,  and  thus  im- 
pliedly claims  to  be  the  owner  of  it.  The  street  or  avenue  numbers 
given  in  these  lists  are,  in  all  cases,  taken  from  the  insurance 
maps  when  they  are  not  mentioned  in  the  deeds.  The  numbers,  it 
will  occasionally  be  found,  do  not  correspond  with  the  existing  ones, 
owing  to  there  having  been  no  official  designation  made  of  them  by 
the  Department  of  Public  Works. 

4th.— The  first  date  is  the  date  the  deed  was  drawn.  The  second 
date  is  the  date  of  filing  same.  When  both  dates  are  the  same,  only 
one   is  given. 

September    21.   2-'.    24.    2.5.    2(1   ,tiu1   27. 
BOROUGH    OF   BIAIfHATTAN. 

Allen  St.  No  52,  e  s,  abt  78  n  Hester  st,  2r>x,s7.(>.  o-sty  brk  tene- 
ment and  store  and  4-sty  brk  tenement  in  rear.  Martin  Engel 
to  Frieda  Hart.  %  part.  Mort  $27,000.  Sept  25,  l!X);i.  1::.{08 
—5.     A  .$lt!(100— $24,0(10.  nom 

Broome  st.  Nos  1  to  11,  on  map  Xos  o  to  K^  I  s  w  cor  Tompkins  st, 
Tompkins  st,  Nos  5  and  7,  on  map  Nos  7  to  111  I4.S.:',xl25.  ;'.-sty  brk 
stable  and  1  and  2-sty  brk  and  frame  buildings  of  lumber  yard 
and  vacant.  The  Citv  of  N  Y  to  Fanny  Falret  de  Tuite  and  Kath- 
leen J  McCarty  INDIVID  and  as  TRUSTEES  Thomas  McCarty 
deed  and  Henrietta  Hutton  and  Rosalie  M  Steele  Q  C.  June  i;!. 
Sept   24.    I'.lOi;.      2:321— :-?5   to   41.      A   .^.•{O  (11)0— ,$41.(I00._  1.5.5.,S3 

Canal  st,  Nos  (iT  to  711   n    e   cor   Allen    st,    50x.55.(l,    three    .i-sty    brk 
Allen   st.   No    14  i     tenements  and  stores.     Charles  Geiger  et  al 

to  Isaac  Schreiber.  Mort  $,S(),00O.  Sept  (1.  Sept  27.  10(1(1. 
1;2!)V)— .'JiS  and  30.  A  $35.000— .f.50.(M10.  other  consid  and  ino 
Canal  st.  No  348.  formerly  Nos  87  and  85.  s  s.  abt  25  w  Church 
st,  25.0x47.5x25. Tx.52.10  w  s,  5-sty  brk  loft  and  store  building. 
Henry  C  .N>ithan  and  ano  to  Edw  F  Brandeis.  B  &  S.  Mort 
.$25.00O.  June  U.  1004.  Sept  25,  1900.  1:211—38.  A  .flS.- 
100— $24,000.  noi" 

Cherry  st,  Nos  485  to  .501,  on  map  Nos  4.S5  to  .5031  s  e  cor  Corlears  st, 
Corlears  st.   Nog  20  to  30  1     225x100.     1     and 

2-sty  brk  and  frame  shop.  The  City  of  N  Y  to  Fanny  Falret  de 
Tuite  and  Kathleen  J  McCarty  INDIVID  and  TRUSTEES  Thomas 
McCarty  deed  and  Henrietta  Hutton  and  Rosalie  M  Steele.  Q  C. 
June  13.     Sept  24,  1900.     1:204—42  and  4:!.     A  $48,000— .$.53.00l)._ 

Clinton  st.  No  IS.  e  s,  200  s  Houston  st,  25x100.2.  5-sty  brk  tene- 
ment and  store  and  5-sty  brk  tenement  in  rear.  David  Brekes  to 
Julius  S  Sandler,  Joseph  Kantrowitz  and  Max  Rosenbaum.  Mort 
$15,000.  Sept  15.  Sept  25,  1900.  2:350—45.  A  $17.000— .$23.- 
(^M)(>_  other    consid    and    100 

Division  st.  No  IS,  n  s,  146.5  e  Bowery,  13.7x115.11x12.2x122.4, 
4-3ty  brk  loft  and  store  building.  Abraham  Halprin  et  al  to 
Joseph  H  Schwartz.  Mort  $10.(X)0.  Sept  18.  Sept  22.  ]90l!. 
1-289- 30.      A   $10  000— $12,000.  other    consid    and    100 


Elizabeth  st.  No  88.  e  s,  1.55.1  s  Grand  st.  24. Ox.S9. 11x24. 9x89. 10. 
li-sty  brk  tenement  and  store.  Meyer  Sabsevitz  to  Alexander  Sab- 
sevitz.  Vi  part.  All  title.  Sept  24.  Sept  27.  1900.  1:239—10. 
A    $]4..3IIO— .$:!5,000.  other    consid    and    100 

Grand  st.  No  77.  s  s.  02  e  Wooster  st.  22x9(1.  4-sty  brk  tenement 
and  store.  Jacob  A  Zimmermann  to  Samuel  Eiseraan.  Mort 
.1;14.000.  April  20  Sept  27.  1900.  1:229—23.  A  $18,000— .$23,- 
000.  nom 

Grand  st.    Nos  (i08   to  022  j  n  e  cor  Tompkins  st,   21K> 

East  St.  Xos  13  and  15.  on  map  Nos  1  to  o\    to  w  s  East  st.  xl55.  two 

Tompkins   st.    -Xos  2   to  0  I     3-sty   brk    factories    and 

four  ."l-sty  brk  tenements  and  stores  and  2-sty  brk  and  2-sty 
frame  buildings  and  stores  and  two  1-sty  brk  and  frame  stores. 
The  City  of  N  Y  to  Fanny  Falret  de  Tuite  and  Kathleen  J  Mc- 
Carty INDIVID  and  as  TRUSTEES  Thomas  McCarty  and  Henri- 
etta Hutton  and  Rosalie  M  Steele.  Q  C.  June  13.  Sept  24, 
190(1.      2:317—1    to    .S.      A    $89..500— $100  000.  881..50 

Greenwich  St.  No  107,  e  s,  abt  190  n  Rector  st,  27. 1x104. 8x24.11x 
103.1  s  s,  3-sty  frame  (brk  front)  tenement  and  store  and  2-sty 
brk  building  in  rear.  Wra  M  Cruikshank  to  Cornelius  Hayes. 
Mort  $11), (100.  Dec  :'.,  11102.  Sept  22,  190G.  1:51—9.  A  $19,- 
OOO— $21,000.  IfK) 

Hamilton  st,  No  13,  n  s,  151.4  e  Catherine  st.  25x31,  5-sty  brk 
tenement  and  store.  Vincenzo  Liquori  to  Shapiro.  Levy  &  Starr, 
a  corporation,  and  Max  Bache.  Mort  $7,000.  Sept  211.  Sept  27. 
190(1.      1:25;>— 70.      A    $4.0(H)— $9,000.  other    consid    and_  100 

Houston  St.  No  440,  n  s,  31.2  w  Manhattan  st,  31. 2x07.3x31. 2.x07.. 3, 
0-stv  brk  tenement  and  store.  Lina  Grant  to  Nathan  Buxbaum. 
Mort  .$.".4.7.50.  Sept  15.  Sept  27,  1900.  2::{5i— 2(1.  A  $l(i,UllO 
.$;;2.000.  other  consid  and  100 

Jackson  st.  No  51.  Release  assignment  of  rents.  .Meyer  and 
Louis  Jarmulowsky  to  Willima  or  William  Abrahams.  All  title. 
Sept    25.     Sept    20.    1900.      1 :200— ;i5.      A    $7.000— $12.(H)0.  nom 

Lawrence  st.   Xo  .'■'0.   s  w  s.   01.10  w  Amsterdam  av.  25x100.  5-sly 
brk  tenement.      Florence   I  wife  of  and  Richard  H  Pettit  to  Fred- 
■   erick  Wittlinger.      .Mort    $10,000.      July  ;!0.      Sept   24.    19111!.      7:- 
1982—32.      A    $7.0110— $18.(MI0.  other    consid    and    100 

Madison  st.  No  125.  n  s.  abt  90  e  Market  st.  25x100.  5-sty  brk 
tenement.  Louis  W  Prager  to  Geo  H  Corre.  Vi  part.  Mort  .$32.- 
0110.      Sept    24.      Sept    27,    llMlll.      1:27.5—1.      A    $17.000— .$:_i4,0OO. 

nom 
aht    TO   w   Montgomery   st,   23x88,   3-sty' 


Montgomery  st.   2:'.xON.   2-sly   brkl 


Madison    st.    No   291.   n   s, 

brk   tenement. 
Madison   St.   No   29.3,    n   s,   40 

tenetnont. 

Wm  F  Dougherty  to  David  Levine.     Mort  $31  OOll.      Aug  3.     Sept 

25.    19()(i.      l;209-.58   and  .59.      A   .$25,(XI0— $28  000. 

other    consid    and    100 

Mangin  St.  No   10,   t   s,   75  s  Broome  st,  25.\51.0,  3-sty  frame    Ibrk 
trout)    tenement.      Nathan  Garfield  to   David  Weiss,   of  Brooklyn. 
All    liens.      Sept    20.    llHHi.      2:321—32.      A   $3..5(llt-.l;4..5(10_      _  nom 
Ivlarket   st.    Xos  .59   and  01!  s   w    cor    Hamilton    st.    44.1x.ii  ,.ix2.).  ix 
Hamilton   st.   No   48  I     .59.0.    3-sty    brk    tenement    and    stpre. 

Harris  Knieger   et   al   to  Joseph  M   Levine.      B   &   S.      Mort    $24,- 
OOO.     Sept  20.     Sep)   27.   1900.     1:2.53— ;".7.     A  $15.000— $18  000. 

other  consid  and  100 

Market  st.  No  03.  w  s.  44.1  s  Hamilton  st.  25x57.0.  ;!-sty  brk 
tenement  and  store.  Harris  Knieger  et  al  to  Joseph  M  Levine. 
B  &  S.  Mort  $10,100.  Sept  20.  Sept  27,  lilOO.  1:2.53—35.  A 
$10  000 — $12.01)0.  other  consid  and   100 
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Is  made  in  Germany.  The 
superior  quality  amply  compensates 
the  consumer  for  its  higher  price. 
It  ts  perfect. 

E.  THIELE,  Sole  Agent, 
99  John  St.,  New  York, 


Pitt  St,  No  127.  n  w  s,  ITo.L'  n  e  Stanton  st.  IMlOxlOOx'jrixinO, 
7-sty  brk  tenement  and  store.  Meyer  Sabsevitz  to  Alexander 
Sabsevitz.  V4  part  right,  title  and  interest.  Mort  %  ot  SplS.OOO. 
Sept  24.     Sept  27,  HIOIJ.     2:345—03.     A  $18,000— $3S.(I0(J. 

other    consid    and    KM) 
Prince  st.   No  104,  s  s.  40  w  Sullivan  st,  20x77,  3-sty  brk  dwell- 
ing. Adam  Priester  to  Victor  and  Louis  Casazza.     Sept  21.     Sept 
27,  lUOU.     2:504—23.     A  .fl  1,000— $13,500. 

other   consid   and   100 
100   n   w    Delancey 
Rosa    Solomon    to 
Sept  25.      Sept  26, 


Ridge   st.    No   78,   e 
tenement    and    store, 
husband.      All    liens. 
$15,000— .f32.0«0. 


St.   25x1110,    5-sty    brk 
William    Solomon    her 
1901!.      2:343—12.      A 
other  consid  and   100 


River  View  Terrace,  No  3,  w  s,  33.9  n  58th  st,  10.8x75,  with  all 
title  to  land  under  water,  &c,  3-sty  stone  front  dwelling.  Henry 
D  Moeller  et  al  to  Edgar  J  Moeller.  4-15  parts.  Mort  $0,0(M). 
Sept  27,   1900.     5:1372 — 59.     A  ?;5,00fl— $7,000.  nom 

Roosevelt  st.  No  0.  e  s,  80.10  s  Park  row,  runs  e  41.11  x  s  0.3  x  e 
12.1  X  s  20.2  X  w  54.2  to  st  x  n  2t!  to  beginning,  6-sty  brk  tene- 
ment and  store.  Filomena  Casamassa  to  Antonio  Orlando. 
Mort  $12,000.     Sept  21,  1900.     1:117—15.     A  $10,200— $12,500. 

other  consid  and  100 

Spring  st,  No  59,  n  s,  abt  28  e  Lafayette  st,  25.3x99.1x25x110.0  e 
s,  1-sty  frame  store  and  5-sty  brk  stable  in  rear.  Chas  G  Koss 
to  Mary  E  A  Wendel.  of  Irvington,  NY.  C  a  G.  July  20,  1888. 
Sept   27,    1000.     2:495—40.     A   $20,000— $21,500.  17,500 

Sullivan  st,  No  140.  w  s,  240.5  s  Houston  st,  25x100x25.1x100,  0- 
sty  brk  tenement  and  store.  Davis  Silverman  et  al  to  Charles 
Wolf  and  N*athan  Sptrber.  Mort  $30,000.  Sept  20.  Sept  24, 
19U0.     2:518—35.     A  $15,000— P   $28,000.       other  consid   and   100 

Washington  pi.  No  77,  n  s,  abt  105  e  6th  av,  22x97,  4-sty  brk 
dwelling.  Elisha  Crawford  to  Robt  J  Horner.  All  title.  Mort 
$17,800.     Sept  25,   1900.     2:.5.52— 07.     A  $16.000— $18  500.         nom 

Watts  st,  No  80,  on  map  No  130,  n  s,  60  e  Washington  st,  20x 
56.3,  3-sty  brk  tenement  and  store.  Wm  Kuhn  et  al  to  Thomas 
Lenane.    Sept  17.     Sept  25,  1906.     2:595 — 48.     A  $6,500^$7,200. 

other   consid' and   100 

Washington  Terrace,  No  9.  e  s,  71  s  180th  st,  17.9x02.0. 

Washington  Terrace,  No   11,  e  s,  88.9  s   180th  st,   17.9x62.0. 

Washington  Terrace,  No  17,  e  s,  142  s  180th  st,  19x62.0. 
three  3-sty  brk  dwellings. 

Herman  Raabe  to  Chas  C  McMichael.  Mort  $20,740.  Sept  20' 
Sept  27,  1906.  8:2156—45%,  45%  and  4414.  A  $3,000— $18.- 
000.  other  consid  and  100 

West  St.  Nos  1.56  and  157|s  e  cor  Park  pi,  runs  s  64.5  x  e  84.8 
on  map  Nos  1.56  to  158       |    x  n  31.7  to  Park  pi  x  w  90.11,  4  and 

Park  pi.  Nos  104  and  106     |     5-sty   brk   loft   and   store   buildings. 

Washington  st.  No  254,  w  s,  32  s  Murray  st,  20.8x70x20.4x69.7, 
4-sty   brk  loft  and  store  building. 

Washington  st,  No  332,  w  s,  43.4  s  Harrison  st,  21.9x67x22.1x67, 
4-sty  brk  loft  and  store  building. 

2d  av,   Nos  1678  and  1680js  e  cor  87th  st,  runs  s  40  x  e  90  x  s 

87th  st,  Nos  300  to  324  |  00.8  x  e  145.5  x  n  100.8  to  s  s  87th 
st  x  w  235.5  to  beginning,  four  4  and  four  3-sty  brk  dwellings 
and   two  5-sty   brk   tenements   and  stores   on   av. 

91st  st,  Nos  286  and  288,  s  s,  125  w  2d  av,  50x100.8,  1  and  3-sty 
brk   and   frame   buildings. 

91st  st,  No  40(j,  s  s,  94  e  1st  av,  75x100.8,  1  and  3-sty  brk 
buildings   of   iron   works. 

Also  all  right,  title  and  interest  in  and  to  any  other  real  prop- 
erty in  N  Y  or  elsewhere. 

Wm  R  Stewart  to  Lispenard  Stewart.  All  title.  B  &  S.  Aug 
13.  Sept  26.  1006.  1:128,  36,  37.  A  $58,000— $76,500.  129— 
36.  A  $12,900— $16,000.  182—41.  A  $11,800— $15,000,  5:1549 
—50,  52.  A  $118,000— $118,000.  1530—31.  A  $14,000— $16,- 
500.     1570--tl.     A  ,'f!28.000-$32,000.  nom 

1st  st.  No  45.  s  s,  244.11  e  2d  av,  20.7x72.1x20.4x74.0.  5-sty  brk 
tenement  and  store.  David  Skrilow  to  Fanny  Eisen.  1-3  interest. 
Mort  $10,000.  Sept  20.  Sept  27,  1906.  2:442—18.  A  $12,000 
—$16,000.  1,000 

5th  st,  Nos  719  and  721,  n  s,  233  e  Av  C,  runs  n  97  x  e  11.4  x  n 
7  X  e  43.8  x  s  7  x  w  5  x  s  97  to  st,  x  w  50  to  beginning,  two 
5-sty  brk  tenements.  Jacob  Abraham  to  Samuel  Grossmann. 
2-3  parts.  Mort  $7(5  000.  Aug  8.  Sept  26,  1906.  2:375—59 
and  60.     A  $30.000— $04,000.  other  consid  and  100 

Same  property.  Jacob  Abraham  to  Moses  Kinzler.  1-3  part.  All 
title.     Mort   $76,000.      Aug   8.     Sept   26,    1900.      2:375. 

other   consid    and   100 

6th  st.  No  740,  s  s,  221  w  Av  D,  22x97,  ■3-sty  brk  tenement.  Louis 
Lewinthan  to  Sarah  wife  of  Louis  Lewinthan.  Mort  $15,000. 
Sept  22.     Sept  24,  1900.     2:37.5—29.     A  $9,500— $12,000. 

other  consid  and  100 

7th  st.  No  35,  n  s,  200  w  2d  av,  25x74.10,  3-sty  brk  dwelling.  Sarah 
F  Sullivan  to  Sarah  S  Loewenkopf.     Mort  .$8,000.     Aug  10.     Sept 

24,  1906.      2:403—40.      A   $12.000— $14,000.  19,500 
7th  st,  Nos  219  and  221,  n  s.  133  w  Av  C,  44x97.6,  6-sty  brk  ten- 
ement  and   store.      Oscar   Dobroczynski    to   David   Cohen,    Israel 
Rosen    and    Eva   Wartels.      Morts   $54,000.      Sept   25.      Sept   26, 
1900.     2:390—42.     A   $27,000— ,$60,000.             other  consid  and   100 

10th   st.   No  268,   s  s,  250  e  1st   av,  25x92.3,   4-sty  brk  tenement. 

Henry  Klein  to  Annie  Klein.     %  part.     Mort  .$22,000.     Sept  25. 

Sept   26,    1900.      2:437—15.      A   $13..500— $19,000.  omitted 

10th  st,   No  208,   s  s,  250  e  1st  av,  25x92.3,  4-sty  brk   tenement. 

Henry   Klein   to  Minnie  Sanders.     %   part.     Mort  $22,(MX).     Sept 

25.  Sept  20,  1900.    2:437—15.     A  $13,.500— $19,000. 

other  consid  and  100 
10th  st.  No  208,  s  s,  250  e  1st  av,  25x92.3.  4-sty  brk  tenement. 
Becki    and   Eadie   Danenbaum   to   Henry   Klein.      Sept   18.      Sept 
25,   1906.      2:437—15.      A   $13 .500— $19,000.  25,000 

14th  st,   Nos  1.34  and  1301   s   s.   200  w  3d   av,   runs   s  200.6   to  n  s 
13th  St.   No   133  I     13th  st,   x   w  21   x   n   90  x   w  41.0  x  n 

110.6  to  14th  st,  X  e  02.5  to  beginning,  two  3  and  4-sty  brk  con- 
cert hall.  Samuel  E  Jacobs  to  Solomon  Schinasi.  B  &  S.  Mt 
$100,000.  Sept  17.  Sept  24,  1906.  2:559—24  and  40.  A  $125,- 
000— $138,000.  other  consid  and   100 

15th  st,  No  29,  n  s,  495  e  6th  av,  2.5x103.3,  10-sty  brk  loft  and 
store   building.     Acme   Building   Co    to   The   Douglas   Realty   Co. 


5-sty  brk  tenement. 
Mort  $18,250.     Sept 


Mort  $,S,S,.-(X).  Sept  26.  Sept  27,  1900.  3:817—25.  A  $30,000 
— P  $.0,000.  other  consid  and  100 

l.)th  st.  No  1.53,  n  s,  210  e  7th  av,  20x103.3,  3-sty  and  basement 
stone  front  dwelling.  Kate  Dumontimer  to  Henry  S  Hewson 
Mort   $11,000.     Sept  25,  1906.     3:791-12.     A  $13,OUO-$10,000. 

other  consid  and  100 

Kith  St.  No  140  s  w  s,  IKJ.O  n  w  3d  av,  25x103.3.  4-sty  stone  front 
tenement.  Wm  J  Krausi  to  Lillie  G  wife  of  Augustus  G  Field 
of  Sloatsburg.  N  Y.  Mort  $18,000.  Sept  17.  Sept  25  190o' 
3:.S71— .5(t.     A  $19.(XlO— $28,00(.».  other  consid  and  100 

10th  st,  No  616,  s  s,  263  e  Av  B,  25x103.3,  5-sty  brk  tenement. 
Henry  Bergman  to  Morris  Solot  and  Joseph  Goldberg.  Mort 
$19,000.  Sept  25.  Sept  26,  19(.I0.  3:983—47.  A  $7,0110— $12,- 
?^^^'  />,/.  other  consid  and  100 

loth  St.  No  010,  s  s.  abt  255  e  Av  B,  — x — ,  5-sty  brk  tenement. 
Agreement  as  to  interest  in  ownership.  Morris  Solot  with  Jo- 
seph Goldberg.  Sept  25.  Sept  26,  1906.  3:983 — 17.  A  $7,000 
— $12,501*.  

16th   st.   No  616,  s  s,  203  e  Av  B,  25x103.3, 
Bernat   Springer  et  al  to  Henry  Bergman. 

24,  1906.     3:083—47.      A   $7,000— $12,500. 

,_.  ,,„  other  consid  and  100 

lah  St.  Nos  112  and  114,  s  s,  250  e  4th  av,  50x92,  6-sty  brk  ten- 
ement.    Metropolitan  Life  Ins  Co  to  Wm  P  Knapp.     C  a  G      Sept 

1.      Sept   25.   19aj.      3:872-09.      A  $44,000-$ :  nom 

17th  st,  Nos  112  and  114,  s  s,  250  e  4th  av,  50x92,  6-sty  brk  tene- 
ement.      Wm   P   Knapp   to   City  Real  Estate  Co.     Mort  $100  000 

Sept   25.      Sept   26,    1906.      3:872—69.      A   $44.000—$ .  '        ' 

other  consid  and  100 
19th  st.  No  43o,  n  s,  abt  3i0  w  9th  av,  24.9.x91  11 
19th  St.  No  437,  n  s,  abt  394.9  w  9th  av,  24.9x91.11. 
two  3-sty  brk  dwellings. 

Isidore  Jackson  et  al  to  Prudential  Real  Estate  Corporation' 
Mort  $17,0<X>.  Sept  24,  1906.  3:717—17  and  18.  A  $K1.00(I— 
$22,000.  other   consid   and   100 

2oth  st.  No  165,  n  s,  95  e  7th  av,  20.2x78.9xl8.8.x78.9.  5-sty  brk 
tenement   and   store.      Frederick   Pfletschinger   and   ano   HEIRS 
&c,    Amelia   Pfletschinger   to    Walts   L  Aitkin   HEIR  J   Scott   Ait- 
kin.    All   title.     C  a  G.     Sept  1.     Sept  27,   1900.     3:801—7.     A 
^  $ll,00O-$10,00O.  nom 

-'0th  st  |s  w  s,  575  s  e  Gth  av,  runs  s  w  98  9 

Broadway,  Nos  1131  to  1137  |  x  s  e  .50  x  n  e  10.3  x  s  e  92.11  to 
w  s  Broadway,  x  n  94.8  to  s  w  s  20th  st,  x  n  w  100.1  to  begin- 
ning, 10-sty  brk  and  stone  office  and  store  building,  St  James 
Building.  Security  Trust  and  Life  Ins  Co  to  Pittsburg  Life  and 
Trust  Co,  a  corporation,  of  Pa.     Mort  $1,3.59.000.     Sept  24.     Sept 

25,  1906.     3:827-49.     A   $1.050.000-$1.000.000.  3,150  000 
27th  st,   Nos  213  and  215,  n  s,   170  e  3d  av,  46.8x98.9.  2-sty  brk 

stable.  James  D  Gagan  to  Morris  H  Feder.  Mort  .$31,500.  June 
29.      Sept    26,    1900.      3:908—11    and    12.      A   $2O,00O-.$23,O0O. 

other   consid   and    100 

29th  st.  No  214.  s  s,  235  e  3d  av,  25x98.9,  5-sty  brk  tenement 
and  store.  Caroline  M  S  Weber  to  Frank  A  Setaro.  Mort  $22  - 
500.      Sept  1.      Sept  22,   1906.     3:909-^7.     A   $10,500— $24,000. 

other  consid  and  100 

31st  St.  No  127,  n  s,  84.11  w  Lexington  av,  18.7x55.6,  4-sty  brk 
dwelling.  Clara  Spencer  to  Ella  Lynch.  Mort  $15,000.  Sept 
20.     Sept  27,  1906.     3:887—18.     A  $10,500— $14,000. 

other  consid  and  100 

32d  st,  Nos  340  and  342,  s  s.  170  w  1st  av,  30x98.9,  0-sty  brk  ten- 
ement to  be  erected.  Sarah  Rosenbaum  to  Harry  S  Levett,  of 
Brooklyn.  Mort  .$41,000.  Sept  21.  Sept  25,  1900.  3:937—46 
and  47.     A  $13,000—.$ .  other  consid  and  100 

34th  st.  No  120,  s  s,  236.8  e  Park  av,  47.5x117.6,  7-sty  brk  tene- 
ment. Mary  A  Franklin  to  Benedict  J  Greenhut.  Mort  $100,- 
000.     Sept  21.     Sept  22,  1906.     3:889—76.     A  $90.000— .$170,000. 

other  consid  and  100 

34th  st.  No  120,  s  s,  236.8  e  Park  av,  47.5x117.6,  7-sty  brk  tene-  * 
ment.     Isidor  Straus  to  Mary  A  Franklin.     B  &  S.     Mort  $125,- 

000.  Aug  1.     Sept  21,  1906.     3:889-76.     A  $90,000— $170,000. 

other   consid   and   100 

35th  st,  Nos  306  and  308,  s  s,  62  w  8th  av,  38x74.1,  two  3-sty  brk 
dwellings.  Ettie  V  Newman  EXTRX  and  TRUSTEE  Henry  Spear 
to  Valencia  Realty  Co.  July  31.  Sept  24,  1906.  3:7.58—46  and 
47.      A    $30.000— $34,000.  other   consid    and   500 

30th  st,  No  35.  n  s.  411.6  e  6th  av,  17.9x98.9,  5-sty  stone  front 
dwelling.  Ella  West  to  Sabina  M  West.  V2  part.  B  &  S  and 
C  a  G.  June  21.  Sept  27,  1906.  3:838—23.  A  $48,500— $55.- 
500.  nom 

37th  st,  No  140,  s  s,  190  e  7th  av,  14x98.9,  with  all  title  to  strip 
0.8x —  adj  on  west.  2-sty  brk  building.  James  W  Henning  to 
John  W  Barr,  Jr.  Mort  $10.(HI0.  July  27.  Sept  27,  1900. 
3:812-60,      A    $24,000— $20,001.).  omitted 

37th  st.  No  444,  s  s,  215  e  10th  av,  20x98.9,  4-sty  brk  dwelling. 
PARTITION.  Samuel  T  Maddox.  Jr  (ref)  to  Eugene  J  Flood. 
Sept  20.     Sept  27,   1900.     3:734—59.     A  $7,500— $9,000.    10,100 

.38th  st,  Nos  414  to  430.  s  s,  2lK)  w  9th  av,  227.9x98.9. 

37th  st,   Nos  417  to  425,  n  s,  225  w  9th  av,   125x98.9. 

1,  2,  3  and  4-sty  brk  buildings  of  candy  factory  and  three  4-sty 
brk  tenements  with  2  and  3-sty  brk  tenements  in  rear. 
Cohn-Baer-Myers  &  Aronson  Co  to  Conrad  Hubert.     Mort  $183.- 
500.     Sept  24.     Sept  25,  1906.     3:735—21  to  24  and  48  to  50. 

A   $131,000- $157,500.  other   consid   and    100 

39th  St.  No  3(i,  s  s,  410  e  6th  av,  25x98.9.  4-sty  stone  front 
dwelling.  Anson  B  Moran  to  Poel  Realty  Co.  Sept  22.  Sept 
24,    190(i.      3:840—68.      A   $78.000— $88,000.  nom 

41st  st,  Nos  440  to  444,  s  s,  250.1  e  10th  av,  49.10x98.9,  three  4- 
sty  brk  tenements  and  stores  and  three  4-sty  brk  tenements  in 
rear.  Sophia  Michael  to  Geo  W  Short.  Mort  $24.(XI0.  Sept  26, 
1900.      4:1050— .53,   53V-   and  54.      A  $10,.500— $24,000.  100 

41st  st.  No  440,  s  s,  283.4  e  10th  av,  16.8x98.9. 

41st  st.  No  442,  s  s,  200.8  e  10th  av,  16.7x98.9. 

two   4-sty   brk    tenements   and   stores   and   two   4-sty   brk   tene- 
ments in   rear. 

Henrietta   Wettje    to    Sophia   Michael.      Mort    .$9,000.      Sept   20. 
1906.     4:1050—53  and  53%.     A  $11,000— $10,000. 

other  consid  and  100 
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ISI^  8c  Co.  Inc. 

i/ATiRpN  Building 


NOW    SUPPLYING 
NEWBURCH    SAND    LIME    BRICK 

FOR    COURTS    OF    THE 
EVENING     POST    BUILDING 

20    to    24    VESEr    STREET 


D.    KOHN,    Architect 

MARC    EIDLITZ    &    SON,    Contractors 


41st  St,  No  44-i,  s  s.  250  e  10th  av,  111.7x08.9,  4-sty  brk  tene- 
ment and  store  and  4-sty  brk  tenement  in  rear.  Christian  Wil- 
helm  to  Sophia  Michael.  Sept  2t;,  11)00.  4:1050—54.  A  $5,500— 
$8  000.  other    consid    and    100 

41st  St,  s  s,  266.7  e  10th  av,  strip  0.1x98.9.  Christian  Wilhelm 
et  al  to  Sophia  Michael.     Q  C.     Aug  23.     Sept  20,  1906.     4:1050. 

nom 

42d  St,  No  315,  n  s.  200  w  8th  av,  25x100.4.  3-sty  brk  building 
and  store.  Mary  Fitzpatrick  to  Francis  K  Seagrist.  Sept  24, 
1900.     4:1033—24.      A  .$20.000— $26,000.         other   consid   and   100 

43d  St.  No  423,  n  s,  275  w  9th  av,  20x100.4.  4-sty  stone  front 
dwelling.  Clara  B  C  H  Lowry  to  Emanuel  E  Fox.  Sept  25.  Sept 
26,    1906.      4:1053—21.     A   $8.0(10— $12  OlIO.   other  consid   and   100 

47th  St.  No  165.  n  s,  140  e  7th  av,  20x100.4,  with  all  title  to  strip 
0.1  in  width  adj  rear  of  above,  4-sty  stone  front  dwelling.  Jo- 
sephine H  Dill  and  ano  EXTRX.  &c.  Washington  Dill  to  The 
Flatiron  Realty  Co.  Sept  12.  Sept  25,  1906.  4:1000—6%.  A 
$30,00(.>— $32,000.  42,000 

Same  property.  Release  dower.  Mary  S  Dill  widow  to  Josephine 
H  and  Mary  A  Dill  EXTRX.  &c,  Washington  Dill.  All  title.  Feb 
28,    1901.      Sept   25.    1906.      4:10(X),  nom 

4Sth  St,  No  234,  s  s,  238  w  2d  av,  18.8x100.5,  4-sty  stone  front 
dwelling.      Sophia    Brown    to    Jane    Farrington.      Sept   25.      Sept 

26.  1906.      5:1321—35.      A   $7.0UO— $9  000.     other   consid   and    100 
50th  St,   No  229,  n  s,  313.4  e  8th  av,  1.8.9x100.5.  2-sty  brk  build- 
ing.    Chas  G  Koss  to  Ella  V  von  B  Wendel.  of  Irvington,  N  Y. 

C  a  G.  July  9.  1898.  R  S  $13.  Sept  27,  1900.  4:1022—14.  A 
.$18.<XI0— $19,000.  13,000 

51st  st,  Nos  246  and  248,  s  s.  100  w  2d  av.  40x100.5,  6-sty  brk 
tenement  and  store.  Max  Wolper  et  al  to  David  Rosenzweig  and 
The  Strause  Realty  Co.  Mort  .$50,500.  Sept  24.  Sept  25,  1906. 
5:1324—30.      A  $18.000— .$50,000.  other  consid   and  100 

54th  St,  No  402,  s  s,  80  w  9th  av,  20x50.2,  3-sty  brk  tenement. 
Agnes  Coady  to  Chas  F  Myers.  Mort  $5,000.  Sept  27.  190<). 
4:1063—36%.     A   $5.000— $7  (KlO.  other   consid   and   1(.)0 

54th  St,  No  425,  n  s,  3,50  w  9th  av,  25x100.5,  3-sty  brk  tenement 
and  store  and  4-sty  frame  tenement  in  rear.  Stephen  D  Hirsch- 
man  to  Harriet  Blum  and  Adolph  Kasner.  Mort  $10,000.  Sept 
25.    Sept  26,  1906.     4:1064—18.     A  $6,500— $8,000. 

other  consid   and   100 

54th  st,  No  425  West.  Assign  contract  recorded  Aug  20.  1906. 
David  Heller  to  Harriet  Blum  and  Adolph  Kasner.  All  title. 
Sept  25.     Sept  26.  1906.     4:1064—18.     A  $6.5tK)— $8,000.  nom 

56th  st.  No  304,  s  s,  81-6  e  2d  av.  18.6x100.5,  3-sty  brk  tene- 
ment. Henry  J  Fredericks  to  Apollo  Realty  Co.  a  corporation. 
Sept   27.    lOOKi.      5:1348—48%.      A   $6..500— $9,000.  nom 

03d  St.  No  111,  n  s,  100  w  Columbus  av.  I().8xl00.5,  3-sty  brk 
dwelling.  Amelia  J  Dougan  to  Howard  P  Wilds.  June  7.  Sept 
20,   1906.     4:1135—28.     A   $7.50O-$lO.0OO.  nom 

Same  property.  Howard  P  Wilds  to  Susie  S  Hall.  C  a  G.  Mort 
$13,000.     Sept  26,  1906.     4:113.5.  17,000 

C5th  st.  No  350,  s  s,  90  w  1st  av,  27x100.5,  5-sty  stone  front 
tenement.  Rosie  Cohen  to  Isaac  Traub,  Niagara  Falls.  N  Y. 
Sept   21.      Sept   22.    1906.      5:1439—31.      A   $10,000— $21  OOO. 

other   consid   and   100 

67th  St.  No  430,  s  s  ,180  w  Av  A.  40x100.5. 

67th  St.  No  426,  s  s,  260  w  Av  A,  40x100.5, 
two  6-sty  brk  tenements  and  stores. 
Rosie  Cohen  to  Isaac  Traub.  Niagara  Falls.  N  Y.  Mort  $98,500. 
Sept  21.  Sept  22.  1906.  5:1461—30.  A  $14,000-P  $40,000. 
44.      A   $S,0<M) — $ .  other  consid   and   100 

6Sth  St.  No  11,  n  s.  128.6  w  Central  Park  West,  21.6x100  5.  5-sty 
brk  dwelling.  Lillian  N  Duke  to  .\lice  M  Tyler,  of  Washington, 
Pa.  Mort  $25  000.  Sept  25.  Sept  20,  1906.  4:1121—27.  A 
.$16..500— $38  000.  .  nom 

G9th  st,  Nos  203  and  205.  n  s.  100  e  3d  av.  56x100.5.  two  4-sty  stone 

•front   tenements.     Bertha  Lopez  de  Victoria  to  Chas  Cahn.      Mt 

$41,000.     Sept  27,   1906.     5:1424—5  and  6.     A  $25.000— $44,000. 

other   consid   and    100 

71st  st.  No  115,  n  s,  140  e  Park  av,  20x102.2.  4-sty  stone  front 
dwelling.  CONTRACT.  Elizabeth  I  and  Gilbert  R  Waterbury 
et  al  with  John  L  Martin.  April  3.  Sept  22,  1906.  5:1406—7. 
A   $28,tl00— $33,000.  42,000 

74th  st.  No  59.  n  s.  100  e  Columbus  av,  20x102.2,  4-sty  and  base- 
ment stone  front  dwelling.  Travers  Brothers  Co  to  S  Ormond 
Goldan.  Mort  .$25,000.  Sept  25.  Sept  2(i,  1906.  4:1127—5.  A 
.$19.(KX>— $37,000.  other  consid   and   100 

75th  St.  No  1.50,  n  s,  287.6  n  w  3d  av,  18.9x102.2.  4-sty  stone 
front  tenement.  Sarah  Goldstein  to  Norman  A  Cocke.  Mort 
$12,000.     Sept  27,   1906.     5:1410— 24y2.     A  $11.000-$17.0<W. 

other   consid   and   100 

75th  st.  No  159,  n  s,  287.0  n  w  3d  av,  18.9x102.2,  4-sty  stone 
front   tenement.      Norman  A  Cooke  to  Waclark  Realty  Co.      Sept 

27,  ItM)!!.     5:1410—24%.      A  $11,000— $17,000.  nom 
76th  St.  No  422,  s  s,  300  w  Av  A,  25x102.2.  5-sty  brk  tenement. 

Paul  Shalet  to  Samuel  Tischler  and  Samuel  Goldstein.  Mort 
.$23..5<X).  Sept  IS.  Sept  25,  1906.  5:1470-38.  A  $7.000— $16 - 
(100  other   consid   and    100 

70th  St.  No  59,  n  s.  130  w  Park  av.  25x102.2,  2-sty  brk  stable. 
Irving  Grinnell  and  ano  TRUSTEES  for  Joanna  H  Grinnell  will 
Gardiner  G  Howland  to  Aledo  Realty  Co.  C  a  G.  Sept  17. 
Sepf  22.   1906.     5:1391—31.     A  .$35  000— .$40,000.  43  000 

76th  st.  No  367,  n  s,  75  w  1st  av.  25x102.2,  4-sty  brk  tenement. 
Caroline  McCoon  Gunther  ADMRX  Cornelius  McCoon  to  Ida  M 
Milliken.  Sept  11.  Sept  24,  1906.  5:1451—23%.  A  $9,000— 
$13,000.  12.5(X) 

7Cth  St.  No  144,  s  s.  385  e  Amsterdam  av.  20x102.2,  •',  sty  and 
basement  stone  front  dwelling.  John  R  Waters  to  Katherine  L 
Rothwell.      Sept   24,    1906.     4:1147-49.      A   $14.OO0-$30  000.   100 

78th  st.  No  112,  s  s,  175  w  Columbus  av.  16.8x98.10x16.8x99.2, 
4-sty  and  basement  stone  front  dwelling,  Robt  L  Lee  to  Louis 
Heitzmann.  Aug  21.  Sept  26,  1900.  4:1149—40.  A  $10,.500— 
$20,000.  other   consid   and   100 

Same  property.  Release  dower.  Louise  M  Lee  widow  to  same. 
Sept   14.     Sept  26,  1900.     4:1149.  nom 

80th   st.   No   120,   s   s,   275   w   Columbus   av,   20x102.2,   4-sty   and 


basement  stone  front  dwelling.  Margt  J  Mace  to  Caroline  Brit- 
ton.  Mort  $20,000.  Sept  27,  190<;.  4:1210—14.  A  $11,500— 
$25,000.  other  consid   and   100 

82d  st.  No  205,  n  s,  103.9  e  3d  av,  17.10x102.2.  3-sty  brk  dwell- 
ing. Wm  F  Acton  and  ano  EXRS.  &c,  Chas  A  Acton  to  Mont- 
gomery   Hare.      Sept    22,    1906.      5:1.528—5.      A   $6,000— $7  OlIO. 

10.700 

85th  st.  No  3.36,  s  s,  375  w  West  End  av,  25x102.2,  vacant.  Mor- 
ris H  Feder  et  al  to  James  D  Gagan.  Mort  $14,500.  June  20. 
Sept   26.   1900.     4:1246—48.     A  $15  000— .$15,000. 

other  consid  and  100 

89th  St.  No  305,  n  s,  130  w  West  End  av,  20x100,  3-sty  and  base- 
ment stone  front  dwelling.  Chester  A  Braman  to  James  A 
Ullman.  Sept  20.  Sept  25,  1906.  4:1250—88.  A  $13,000— 
$23,000,  nom 

90th  st,  Nos  423  and  425,  n  s.  344  e  7th  av,  .50x100.8,  1-sty  frame 
building  and  vacant.  Bertha  C  Gottlieb  to  Pincus  Lowenfeld  and 
Wm  Prager.  Mort  $19,(.l00.  Sept  26.  Sept  27.  1900.  5:1570— 
15  and  ItJ.     A  $14.000— $14,000.  other  consid  and  100 

96th  st  Ins.   300   w   West   End   av,   runs   n   201.10   to   s   s 

97th   st  j     97th   st,   x   w   71.11   to   e  s   Riverside   Drive,   x   s 

Riverside  Drive]  107.6  x  e  8.11  x  s  100.11  to  90th  st,  x  e  100  to 
beginning,  vacant.     James  Fanto  to  Louise  F  Mahqney.     %   part. 


:  1887— 3   to   0   and 
other  consid  and  100 

.5-sty  brk   tenement. 

Mort  $20,118.     Sept 


Mort   $110,000.      Sept    12.      Sept   26,    1906. 
34  to  37.     A  $118.(.HX)— $118,000. 

102d  St.  No  102,  s  s,  27  e  Park  av,  28x75, 
Louis  Meyer  Realty  Co  to  Saml  Goldstein. 
20,  1900.     0:1029—71.     A  $4,500— $15  000. 

other  consid  and  lOO 

104th  st.  No  202,  s  s.  70  e  3d  av,  20.x50.5,  4-sty  brk  tenement  and 
store.  Wm  Hutter  et  al  to  Max  Moskovitz.  Mort  $11,150.  Sept 
25.      Sept    20.    1906.      6:1653^5%.      A   $3,000— $7,000.  nom 

104th  st.  No  143,  n  s,  2.50  e  Amsterdam  av.  25x100.11,  5-sty  stone 
front  tenement.  Lina  Weil  to  Myer  Jacobs.  Mort  $23,000. 
Sept  25.     Sept  27.   1906.     7:1859—11.     A  $11.000— $26,000. 

other  consid   and  100 

107th  st,  Nos  .58  and  60,  on  map  Nos  04  and  00,  s  s,  225  e  Mad- 
ison av,  .50x100.11,  two  5-sty  brk  tenements.  Lazarus  Hannes 
to  Mary  Block.  Mort  $55,500.  Aug  28.  Sept  26,  1906.  0:1612 
—15  and  40.      A  $18  OOO— $40,000.  100 

110th  St.  No  54,  s  E,  20  e  Madison  av,  16.8x100.11,  4-sty  stone 
front   tenement  and  store. 

110th  st,  No  56.  s  s,  36.8  e  Madison  av,  16.8x100.11,  3-sty  stone 
front   dwelling. 

Katharine  Marinus  widow  to  Katharine  G  Lingard  (Marinus). 
1/4  part.  B  &  S  and  C  a  G.  All  liens.  Aug  20.  Sept  21,  1906. 
6:1615—51.     A  $5,500— .$9,000.  nom 

111th  St.  Nos  233  and  235.  n  s,  375  e  Sth  av,  50x100.11,  C-sty  brk 
tenement.  Anna  Block  to  Joseph  Liebling.  Mort  $77,000.  Sept 
24.     Sept  25,   1900.      7:1827—16.     A  $22  000— $85,000. 

other   consid   and   lOO 

111th  st.  No  311,  n  s.  100  e  Manhattan  av,  45x100.11.  7-sty  brk 
tenement.  Fred  R  Downs  et  al  to  T  Parker  Colby,  of  Boston, 
Mass.  Mort  $9I>,000.  Sept  20.  Sept  26,  1900.  7:1846—30.  A 
$20,000 — $85,000.  other  consid   and   100 

112th  st.  No  19,  n  s,  282  e  5th  av,  19x100.11,  5-sty  brk  tenement. 
Louis  D  Livingston  et  al  to  Joseph  Dunn,  of  Lowell.  Mass.  Mt 
$12,000.     Aug  15.     Sept  25.  1906.     0:1018—12.  A  $7,500— $16,000. 

nom 

113th  St.  No  75,  n  s,  175  e  Lenox  av,  17xl0(.l,ll.  .3-sty  and  base- 
ment brk  dwelling.  Geo  H  King  to  Lillie  Mansfield.  Mort  $10,- 
000.     Sept  24.     Sept  25.   1906.     6:1597—9.     A  $7.000— $10,500. 

nom 

113th   St.   No  161.   n   s.   175  e   Lexington   av,   2.5x100.11.  5-sty   brk 
tenement   and  store.      Gottfried  Kappus   to  Marie   Kappus.      Mort 
$15,000.     Sept  25.     Sept  20,  1900.     6:1(!41— 28.     A  $8  OCK I— .$25  -     - 
000.  •  other  consid  and  100 

115th  st.  No  270.  s  s.  200  e  Sth  av,  25x100.11,  4-sty  and  basement 
stone  front  tenement  and  store.  Joseph  L  Klein  to  Eva  Klein. 
B  &  S.  Mort  $10,800.  Sept  22.  Sept  24,  1906.  7:1830—50.  A 
$10.(.W0— $19,(.K)0.  nom 

115th  st,  Nos  111  and  113,  n  s,  89.6  e  Park  av.  runs  n  18.6  x  e  0.0 
X  n  50.6  X  e  3()  X  s  75  to  st,  x  w  36.6  to  beginning,  6-sty  brk 
tenement  and  store.  Sarah  Wilensky  to  Yetta  Berkowitz.  Mt 
$36,000.      Sept   25.   1906.     6:1043—6.     A   $9,50t:i— $35,000. 

other   consid  and  100 

117th  st,  Nos  121  and  123,  n  s,  2.50  w  Lenox  av,  36x100.11,  two 
5-sty  brk  dwellings.  Henfy  D  Mirick  to  George  Doctor.  Mort 
.$32  500.  Apr  10.  1905.  Rerecorded  from  Apr  21.  19(15.  Sept 
20.    190(j.      7:1902—20%   and  21.     A   $18.000— $.38,000.  nom 

117th  st.  No  121,  n  s.  250  w  Lenox  av,  ISxlOO.ll,  5-sty  brk  dwell- 
ings. George  Doctor  to  Morris  M  Hagedorn.  Mort  $16,250. 
Sept  24.  Sept  26,  1906.  7:1002— 20%  and  21.  A  $18,600— $38.- 
000.  other  consid  and  100 

117th  st,  Nos  438  and  440,  s  s,  201.10  w  Pleasant  av,  36.10x100.11, 
0-sty  brk  tenement  and  store.  Jesse  S  Epstein  to  Madge  A 
Birch.  Mort  $45,000.  Apr  7.  Sept  21.  1906.  6:1710—34.  A 
$8,000— P  $.35,000.  other  consid  and  100 

118th  St.  Nos  522  and  524,  s  s  ,331.4  e  Pleasant  av.  41.8x100.11. 
0-sty  brk  tenement  and  store.  Release  mort.  The  Manhattan 
Life  Ins  Co  to  Max  Rubin.  Sept  19.  Sept  25,  1906.  6:1716— 
38.      A   $7,500— P  $20,000.  20  000 

118th  st.  No  120,  s  s.  296  w  Lenox  av,  20x100.11,  3-sty  and  base- 
ment stone  front  dwelling.  David  Price  to  Isaac  Sprung.  Mort 
$15,000.     Sept  26.     Sept  27,  1906.     7:1902 — 15y2.  A  $9.600— $21.- 


000. 
llSlh   St.   No  136.   s  s,  341   e 

ment    stone    front    dwelling. 

Sugermah.      Mort   $14,000. 

49.      A   $8,100— $19,(.X)0. 
119th  st.   No  519 

front    tenement 


other  consid  and  100 
7th   av,   17x100.11,   .3-sty  and   base- 
Eva    Lippman    and    ano    to    Philip 
Sept   25.      Sept   26.    1900.      7:1902— 
other   consid   and   100 
s,  2S3  e  Pleasant  av,   20x100  10,  4-sty  stone 
Annie   M    Keenan  to   Herbert   Realty  Co.      Mort 


.$7.(:mX>.      Sept   24.    1906.      6:1816—12. 


A   $3.5tl0— $9,000. 

other   consid   and   100 
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New  York   OfTice,    211-217   West   I25th    St.,   Tel.    7195    Morningsida 

120th  St.  Nos  341  to  345,  n  s,  150  w  1st  av,  75x100.11.  two  O-sty 
brk  tenements,  Joseph  Liebling  to  Louis  Block.  Mort  Jfl'J.OUO. 
&^pl  24  ,190(j.     0:171)7—18  and  20.     A  $18,000— $S2.0J0. 

other  consid  and   100 

121st  St,  No  311,  n  s,  !)7  e  2d  av,  runs  n  75.7  x  e  3  x  n  25.3  x  e 
23  X  s   100.11  to  St,  X  w  2(i  to  beginning,  4-sty  brk   tenement, 
Arnold   Adler   et   al    to   Geneross    Di   Pirro.      Mort   $14  000.      Sept 
24,  1900.     0:1798—4.     A  $0,300— $12,500.         other  consid  and  100 

121st  st,  No  400,  s  s.  125  e  1st  av,  25xlU0.ll.  5-sty  brk  tenement. 
Wm  J  Taylor  to  Rose  and  Jennie  Sherman.  Q  C.  July  25. 
Sept  21,    190(i.     0:1.S08— 45.     A  $5,000— $15  000.  no.n 

124th  St,  No  332,  s  s,  310.0  w  1st  av,  18x100.11,  3-sty  sione  front 
dwelling.  M  Elizabeth  Alderdice  to  Hattie  A  Campbell.  All 
liens.     Sept  22.     Sept  25,   1900.     0:1800—39.     A  .fl  OUO— $7.5U0. 

other    consid    and    100 

125th  St,  No  4.54,  s  s,  100  e  Amsterdam  av,  25x100.11,  0-sty  brk 
tenement  and  store.  Wm  Soltz  to  Hyman  Margolin  and  Harry 
Hoppenfeld.  Mort  $20, .500.  Sept  19.  Sept  25,  1900.  7:19(i.5— 
00.      A  $9,000— P   $20  000.  other   consid   and   100 

125th  St.  Nos  17  and  19,  n  s.  130  e  5th  av,  30.'i!l9,ll,  two  4-sty 
stone  front  tenements  and  stores.  Walter  J  Dean  to  Olivia  E 
Houghton.  Mort  .$4(I,()(X>.  Apr  19.  Sept  21,  190,!,  (i:  17.50— 
5%  and  0.      A  $35,0<J()— ,$40,000.  other  consid  and  100 

120th  St,  No  103,  n  s.  110  w  3d  av.  25x99.11,  5-sty  brk  tenement 
and  store,  Kalman  Rubin  et  al  to  George  Ringler  &  Co.  a  cor- 
poration. Mort  $27,000.  Sept  25.  Sept  20,  lllOli,  0:1775- .32. 
A   $S,0(:HJ— $23,0110,  other  consid  and   100 

127th  St,  Nos  214  and  218,  s  s,  1,S0  e  3d  av,  40x99,11,  0-sty  brk 
tenement  and  store.     Joseph  Perlitch  et  al  to  Mayer  Kessler.     All 

liens.     May  4,     Sept  24,  1900.     0:1791—10.     A  $10,500—$ . 

other  consid  and  100 

128th  St,  No  14,  s  s,  105.6  w  5th  av.  17x99,11,  3-sty  and  base- 
ment stone  front  dwelling.  FORECL.OS.  Isaac  B  Brennan  (ref) 
to  Wm  H  Klinker,  Sept  24.  Sept  20,  1900.  0:1725—43.  A 
$0,800— $12,<XtO.  13,750 

131st  St,  No  148,  s  s,  200  e  7th  av.  25x99,11 

131st  st.  No  150,  s  s,  175  e-7th  av,  25x99,11. 
two  .5-sty  stone  front  tenements. 
Josephine  Weinberg  to  Julius  Wolff,  undivided  share.  Morts 
$50,000.  Sept  24.  Sept  25,  1900.  7:1915—55  and  50.  A  $22.- 
000— $00,000.  nom 

132d  St.  No  10,  s  s,  185  e  5th  av,  25x99.11,  5-sty  brk  tenement. 
Charles  Pulansky  et  al  to  Louis  Segelbohm.  Mort  $19,875.  Jan 
20.  (Re-recorded  from  Jan  23,  1900.)  Sept  25,  190ti.  0:17.50 
—05.      A   $7.0(10— $19,500.  other  consid  and   100 

132d  st.  No  234,  s  s,  455  e  8th  av,  15.\99.11,  3-sty  stone  front 
dwelling.  Benjamin  Blum  to  Max  A  Davis.  Sept  20.  Sept  27. 
190().      7:1937—40.      A   .$0,(.)00— $9,0llO.  other   consid   and   100 

132d  St.  No  238,  s  s.  425.(5  e  8th  av.  14,0x99.11,  3-sty  stone  front 
dwelling.  Edw  J  Welling  to  Louis  Hassentratz.  Mort  $9,(XMJ. 
Sept  25.     Sept  26,  1900.     7:1037—17.     A  $5,700— $8,500. 

other  consid  and  100 

133d  st.  No  123,  n  s,  240  w  Lenox  av,  27x99.11.  5-sty  brk  tene- 
ment. Chas  B  Fraade  to  Martha  Hutshing.  Mort  $20,0(tO.  Sept 
15.      Sept   20,    1900.      7:1918-21.      A   $10,800— $24,(X)0, 

other  consid   and   lOO 

134th  st.  No  31,  n  s,  2.85  w  5th  av,  25x99.11,  5-sty  brk  tenement. 
Julia  E  Liggan  to  Louis  S  Ehrlich,  Jr,  All  liens.  Sept  20. 
Sept  27,  19(J(i.     0:1732—25.     A  $8,000— $23,0<;k),  nom 

13Gth  st,  Nos  24  to  30,  s  s,  410  e  Lenox  av,  150.x99.11,  tour  0- 
sty  brk  tenements.  Breslauer  Realty  Co  to  Julia  E  Liggan.  Mt 
$175,500.  Sept  1.  Sept  27,  19(Hj.  0:1733—53-58.  A  .$.53,000— 
P  $100,000.  lOQ 

145th  st.  No  472,  s  s,  (!2  e  Amsterdam  av.  10x99.11.  4-sty  stone 
front  dwelling.  Frank  E  Smith  to  Milton  A  Gershel.  Mort  $10.- 
50O.     Sept  21,   1900.     7:2059— 58V^.     A  $4,800— $12,.500. 

other  consid  and   lOJ 

148th  st,  Nos  614  and  616,  s  s.  140  w  Broadway.  30x99,11.  two 
3-sty  brk  dwellings.  Geo  F  Brown  to  Kate  Hellriegel.  Morts 
$14  0<J0,  Sept  17  Sept  21,  1900,  7:2(194—39'^  and  40,  A 
$7,200— $20,000,  other  consid  and  100 

137th  st,  No  214,  s  s,  208  w  7th  av,  17x99.11,  3-sty  brk  dwelling. 
Elizabeth   Ficken    to   Jennie    H    Schrader.      Mort   $12,000.      Sept 


LoncJsUnd    Offlca,     20  Main    St.,    Flushing,   Tel.    39    Flushing 


26,    1900.      7:1942- 


Amsterdam  av.  No  1315|  s 
125th  st.   No  4.50  I 

Mort   $45,000,      Sept  19, 

— P  $35,000. 
Amsterdam  av,  No  19011  n  e  cor  157th  st, 
157th  st  I     ment    and    store 


A    $0,800— $15,000. 

other  consid  and  100 
e    cor    125th    st,    25.2x100,     1-sty    brk 
store.      Wm    Soltz    to    Hyman    Horwitz. 
Sept  25,  1906.     7:196.5—01.     A  $19,000 
other  consid  and  100 
5x100.  5-sty  brk  tene- 
Arthur    B    Norton    to 


190(j. 


Walter   N   Cassel.      Mort   $47  (XX).      April   24.      Sept 

8:2108—52.     A  $23,fMI()— .$42  0<:iO.  nom 

Audubon  av|n   e  cor   185th   st.   runs  e   120  x  n  53.10  x   w  25  x   n 

185th  st        1     100.11  to  s  s  186th  st  x  w  95  to  av  x  s  214.10  to  be- 

186th  st  I  ginning,  vacant.  FORECLOS.  Henry  H  Sherman  ref- 
eree to  Chas  L  Grad,  Mort  $50.0(KI.  Sept  22.  Sept  24,  1906. 
8:21.5(j— 33  to  35  and  65,     A  $77,500— .$77,500.  20.000 

Av  B,  No  44.  n  w  s.  72.2  n  e  3d  st,  24x80.  5-sty  brk  tenement  and 
store.  Morris  Schlessman  to  Harry  and  Benj  Abend.  Mort 
30.750.  Sept  24.  Sept  2(!,  1900.  2:399—35.  A  $16,000— $25,- 
00(1.  other  consid  and  lOQ 

Broadway,   Nos   3485  and  3487,   w  s,   49,11   n   142d   st,  50x100,   6- 
sty  brk  tenement  and  store,     Chas  R  McLaughlin  to  D  de  Lan- 
cey    Hendrickson,      Mort    .$65,000,      Sept    17.      Sept    26,    190(). 
7:2089—31.      A   $24,000— P   .$28.a)0.  other   consid   and   100 

Same  property.  D  de  Lancey  Hendrickson  to  Cabot  Real  Estate 
Co.     Mort  $83,0<X».     Sept  21.     Sept  20,  1906. 

other  consid  and   100 

Broadway,  No  810,  e  s,  291.6  n  10th  st,  2.3.8x115,9x23,7x115,0,  5- 
sty  brk  loft  and  store  building.  Mary  F  Duhain  EXTRX,  &c, 
and  Ernest  F  Faye  EXR  and  TRtlSTEE  Thomas  Faye  to  Chas  E 
Hess,  of  Brooklyn.  June  15.  Sept  21,  1900,  2:557—11,  A 
$95,000— $104,<X)0,  110.000 

Broadway,  No  810,  e  s.  201,6  n  10th  st,  23.9x11.5.9x23.7x115.6,  5- 
sty  brk  loft  and  store  building.  Chas  E  Hess  to  Surety  Realty 
Co.  Mort  .$90,000.  Sept  21.  Sept  22,  1000.  2:557—11,  A 
$95,000— $101,000,  other  consid  and  100 

Broadway  Is    w   cor    140th    st.   90,11x75,    vacant,      Alfred    C 

140th   st.    No  (;00|     Bachman    to    Joseph    Hamershlag,        Mort   .$40,- 

000.      Sept   21,    1900,      7:2087—97,      A    $42,0(X)— .$ . 

other   consid   and    100 

Central   Park   West,   No   224,   w   s,   48,2  n  82d  st,   20.8x100,   5-sty 


brk  tenement.  Wm  A  Kelsey  to  Henry  Wallbott.  B  &  S.  Mort 
!f31000.  Sept  1^4.  Sept  26,  1906.  4:1196—31.  A  $23,00(1— 
$33  000.,  nom 

Convent  av,  No  52|  n   w   cor   143d   st.   19.11x100,   4-sty   brk   dwell- 

143d  st,  No  451  |  ing.  Cath  J  Mason  by  Wm  Mason  her  GUARD- 
IAN to  Elias  Silverstein.  AH  title.  Mort  $20,0(X).  Sept  25. 
Sept   20,    1900.     7:2059-11.      A   $7,60O-$27,0O0,  31,000 

Lenox  av.  No  468,  e  s.  52.11  u  1.33d  st,  27x,S4,  5-sty  brk  tenement 
and  store,  CO.NTRACT,  Mary  A  Eckert  with  Charles  B  Bar- 
field,  Mort  $23,000.  Sept  5.  Sept  21,  1906.  6:1731—3.  A 
$13,(MX)-$20,000.  33,000  , 

Lexington  av  No  9C(i.  w  s.  67.1  n  70th  at,  10,8x80.  3-sty  stone 
front  dwelling,  J  Cooper  Mott  to  Jeanette  L  Parsons.  Vi  of 
right,  title  and  interest,  Mort  $13  500.  Sept  (i.  Sept  21.  1906. 
5:140.5—17.     A  $12.500— $1.5,0(X>.  other  consid  and  100 

Madison  av.  No  789,  e  s,  20.5  s  67th  st,  20x75,  4-sty  stone  front 
dwelling,  Wm  H  Weeks  to  W  Holden  Weeks,  N  Y.  and  Julia  M 
W  L'Ecluse,  of  Huntington,  LI,  Q  C.  Sept  21,  1906.  5:1381— 
50.     A   $40(XK)— $45.(KK_),  0.362.54 

Madison  av,  Nos  19.59  and  1961|n   e  cor  125th   St.   runs   n  119  5  x   e 

125th   st,   Nos  51   t_o  .55  |    89,6  x  s  19,6  x  w  10,10  x  s  99,11 

to  125th  st  X  w  72.8  to  beginning,  three  3-sty  brk  buildings  and 
stores  and  3-sty  frame  dwelling  and  4-sty  stone  front  dwelling. 
Fannie  Hamlin  to  Herman  Wronkow.  Mort  $125,00(1,  Aug  23 
Sept   2:4   1900.     0:1750—21   to  22%.      A   $.88,500- $1(13.000, 

other   consid  and   100 

Madison  av.  No  2038.  w  s,  34.2  n  129th  st,  10,2x75,  3-sty  stone 
front  dwelling.  Eliz  U  Ogle  to  Maria  T  Higgins.  Mort  $10,- 
0(X),      Sept   25.     Sept  2(!,   1900.     6:17.54—16.     A  $7.O0O-$ll  OIX). 

other  'consid  and    100 

Manhattan  av.  No  369,  w  s,  80  n  115th  st,  20x.5O  3-sty  and  base- 
ment brk  dwelling,  Bessie  T  wife  of  Edward  Todd.  Jr,  to  Julia 
Lemlein,  Mort  $(i.500.  Sept  27.  1900.  7:1849—35.  A  $0,(X)0 
—$10,000.  other  consid  and   100 

Morningside  av  East,  No  25,  e  s,  81,7  s  117th  st,  19,4x100,  5-s'y 
brk  tenement,  Katharine  Marinus  widow  to  Katharine  G  Lin- 
gard  (Marinus),  '4  part,  B  &  S  and  C  a  G,  All  liens,  Aug 
20.     Sept  21,   i;i06.     7:1943—64.     A  $11,(MI0— $18.0(10.  nom 

Park  av.  No  1487.  e  s,  74  s  109th  st,  26.11x70.  4-sty  brk  tene- 
ment. Rebecca  Hyman  to  Saml  Greenberg.  Brooklyn,  X  Y 
Mort  $14  500.  Sept  18.  Sept  21,  1!X)6.  0:  ]t!.3(>— 72.  A  $5  000 
— $8..5(X).  other  consid  and  1(X) 

Park  av.  No  1952,  on  map  Nos  194S  to  1952|  s    w   cor   132d   st,  99.11 

132d  st,   No  02  I     x25,     5-sty     brk     tene- 

ment and  store.  Release  claims,  &c.  as  to  Park  av  Viaduct. 
John  H  Meyer,  of  Stamford.  Conn,  to  N  Y  &  Harlem  R  R  Co 
and  the  N  Y  C  &  H  R  R  R  Co,  Sept  20,  19(XJ,  0:1750—37.  A 
$10.(XM1— $27,000,  other  consid  and  100 

Riverside   Drive,   Nos  66  to  74|  s   e   cor  79th   st,   93, 7x101. 8x92, 4x 

79th   st,   Nos  326  to  3.30  |     8().4.   1  and  2-sty  frame  and   brk 

buildings  of  coal  yard.  Albertina  Miller  to  Rellim  Construction 
Co,  a  corporation.  B  &  S,  All  liens.  Sept  17.  Sept  27,  1900. 
4:1180—92  to  95,     A  .$95,0(J0— $95,000.  nom 

St  Nicholas  av.   No  81   I  n  w  cor  114th  st,  59.2x108.8  to  e  s  7th  av, 

114th  st  I     x.50.5    to    n    s,    114th    st,    xl39,8,    vacant, 

7th  av,  No  1881  I     Edwin  J  Walter  to  Louis  E  Kleban.     Aug 

9.     Sept  27,  1900.     7:1824—1.     A  $.55,000— .$.55  000. 

other  consid   and   100 

St  Nicholas  av.  Nos  828  to  832  I    e  s,  35  s  152d  st,  70,8x85,3  to  w  s 

St  Nicholas  pi,  Nos  31  to  35  |  St  Nicholas  pi,  x75xl01,5,  three 
5-sty  brk  tenements  and  stores.  Julius  Wolff  to  Josephine  Wein- 
berg, All  title  in  undivided  share,  Mort  $82,fKl0.  Sept  24. 
Sept  25,  190(i,     7:200(1— .33  to  35,     A  $45,(KI0— .$99  (HIO.  nom 

St   Nicholas  av.   No  1.541  I   n   w   cor   1,87th   st,    15.10x.S0,   3  and   4- 

187th  st,   No  599  |     sty   brk   dwelling.      Thomas   Alexander 

to  Maria  A  Donnegan.  Mort  $8,.500.  May  3.  Sept  26,  1906. 
8:2108—23.      A   $(!  000— $9,000.  nom 

West  End  av.  No  492.  e  s,  92,4  s  84th  st,  14,10x100.  4  and  5-sty 
brk  dwelling.  Grant  Squires  to  Julia  G  De  Haven,  Mort  $10,- 
01X1,  Sept  15,  Sept  25,  1906,  4:1231 — l'^,  A  $10,(X10— .$17,- 
000.  other  consid  and  100 

1st  av.  No  1116,  e  s,  25  n  01st  st,  25x95,  .5-sty  brk  tenement  and 
store,  Shapiro.  Levy  &  Starr  to  Isaac  Shapiro.  Mort  $22,000, 
Sept  20.     Sept  27.  190(!.     5:145f5— 2.     A  $9,000— $14,5(X1, 

other  consid  and  100 

2d  av.  Nos  1060  and  1002|  s  e  cor  56th  st,   runs  s  40.5  x   e  63  x  s 

,50th  St.  Nos  300  and  3021  00  x  e  18.6  x  n  ia),5  to  st.  x  w  81.6  to 
beginning,  two  4-sty  brk  tenements  and  store,  and  3-sty  brk  ten- 
ement. Henry  J  Fredericks  et  al  to  Apollo  Realty  Co.  Sept  27, 
190(.;.     5:134,8— 49  and  50.     A  $22  500— .$29,(K1(1,  nom 

2d  av.  No  1509.  w  s,  82,2  n  81st  st,  20x80,  4-sty  brk  tenement  and 
store.  John  Hohloch  to  Gottlob  C  Koelle.  Mort  $12  000.  Sept 
26.      Sept   27,    1906.      5:1527—24.      A    $1U,0CK>— $13,00<J. 

other  consid  and  100 

2d  av.  No  2293  w  s,  .50,4  s  llSth  st,  25.2x110  3-sty  brk  dwelling. 
M  Elizabeth  Alderdice  to  Hattie  A  Campbell,  All  liens.  Sept 
22.     Sept   25,    1906.      6:1067—20.      A   $9,.5(X:)— $11,000, 

other  consid  and  1(X) 

2d  av,  No  2322  |   n   e   cor   119th   st,   25.6x75.   4-sty   brk 

119th  St.  Nos  301  and  3031  tenement  and  store,  Morris  Rosen- 
tover  et  al  to  Morris  Haber,  Samuel  Dworkowitz  and  David 
Haber.  Mort  $22,(_100.  Sept  24,  Sept  26,  1900.  0:179(3-1,  A 
.$12,000— $22,(X10.  other  consid  and  100 

2d  av.   No  .541  n  e  cor  .'id  st.  24,0x60,  4-sty  brk  building  and  store. 

3d  St.  No  43  I  Adolph  G  Kenetz  to  Louis  Stackell.  14  part.  Mt 
$32,000,  Sept  25.  Sept  20,  1900.  2:44.5—1.  A  $18.000— $24,- 
000.  3,625 

2d  av.  No  2049,  w  s.  24.5  n  305th  st,  25x93,6,  5-sty  brk  tene- 
ment and  store.  Morris  Epstein  to  Morltz  and  Alfred  Weil.  Mt 
$18,880,  Sept  24.  Sept  20,  1900,  6:1655—22,  A  .$8,000- 
$20,000.  other  consid  and  100 

2d  av,  Xo  2132,  e  s,  .50,8  s  110th  st,  25x75,  4-sty  stone  front  ten- 
ement and  store,  Nicolo  Silvestro  to  Louis  Pepe.  Mort  .$11,- 
000.     Sept  25.     Sept  2(!,   1900,     0:1081—51,     A  $8,(JO0— $13,000. 

nom 

3d  av.  No  71,  e  3.  .50,7  n  e  11th  st.  2.5x —  to  alley.  5-sty  brk  tene- 
ment and  store  and  2-sty  brk  bidg  in  rear,  Samuel  Wolf  HEIR 
Caroline  Wolf  to  Leopold  Zimmermann,  Morgan  H  Hauser. 
Louis  J  Rees,  Simon  B  Blumenthal,  John  Scully,  Jr,  firm  Zim- 
mermann &  Forshay,  All  liens.  Jan  4.  Sept  25,  1900.  2:467 
—3,     A  $18,000-$22,0(X).  100 


The  text  of  these  pages  Is  copyrighted.     All  rights  are  reserved. 
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Cooper  Iron  Works 

J  JOHN  COOPER,  Proprietor 

Works :  Emmett  Street  &  Avenue  D,  Newark,  N.  J. 
New  York  Office :  1  Madison  Avenue 


IRON  and  STEEL  WORK 

FOR 

BUILDINGS,  BRIDGES,  &c. 


3d  av,  Nos  8;>3  and  33r>.  e  s,  1!4  S  s  2.jth  st,  4f).4xf)7.7,  0-sty  brk 
tenement  and  store.  Edmonds  Putney  to  R  Elizabeth  Putney. 
3-4  parts,  and  Sydney  Fisher  V4  part.  B  &  S.  Mort  $83,000. 
Dec  1,  1900,  or  1905  (?).  Sept  27,  190G.  3:90.5— .'i7.  A  .$38,000 
— !f9O,00O.  other  consid  and  100 

3d  av.  No  400,  n  w  s,  74.8  n  28th  st,  24.8x120,  2-sty  brk  tenement 
and   store, 

3d  av.  No  304,  w  s,  74.8  n  2Cth  st,  24.8x112,  G-sty  brk  tenement 
and  store,  with  use  of  alley. 

3d  av,   Nos  4(18  to  412  jn  w  s,  at  s  w  s  29th  st,  49.4x100,   three 

29th  St.  Nos  15G  and  158|  3-  and  one  2-sty  brk  tenements  and 
stores. 

John  S  Howkins  to  Richard  S  Howkins.  of  Richmond  Borough, 
N  Y,  and  Annie  E  wife  Matthew  H  Chase,  of  Newark,  N  J.  % 
part.  B  &  S.  Mort  $10  000.  July  20.  Sept  2G.  1900.  3:882— 
40.  A  $23,500— $50,<X)0;  884-^2.  A  $25,000— $27,000,  and 
40   to  48.     A  $48,000— $02,000.  nom 

5th  av.  No  2081,  e  s,  44.11  n  ]2Sth  st.  20x80,  4-sty  stone  front 
dwelling.  James  W  Power  and  Geo  T  Frisby  to  the  Christian 
Brothers  Inst.  B  &  S.  Mort  $18,000.  Sept  24.  Sept  25,  190G. 
0:1753—21/4.      A   $11,500— $20,000.  other   consid   and   100 

5th  av.  No  2081,  e  s,  44.11  n  128th  st,  20x80,  4-sty  stone  front 
dwelling.  James  W  Power  to  Geo  T  Frisby.  B  &  S.  Mort  $18.- 
000.     Aug  0.    ^ept  25,  190G.     G:1753— 2i,4.     A  $11,500— $20,000. 

nom 

5th  av,  Nos  1368  to  1374|  s    w    cor    114th    st,    100.11x65.6.      Mort 

114th  st,  Nos  2  and  4        |     $30,000,    two    5-sty      brk      tenements, 
stores   on   cor. 

3d  av.  No  1925  |  n  e  cor  106th  st,  25.2x110.     Mort  $20,- 

lOGth  st,  Nos  201  and  203|  000.  1-sty  frame  stores. 
Eliza  McManus  to  Thomas  McManus  &  Son.  a  corporation.  C 
a  G.  Feb  28.  Sept  25,  1906.  0:1597—37  and  38.  A  $40,-500 
— $9O,0O(J   and    1650—1.      A   $26.000— $29,000.  nom 

5th  av,  No  1329,  e  s,  100.11  n  111th  st,  25.3x100,  5-sty  stone 
front  tenement.  Katharine  Marinus  widow  to  Katharine  G 
Lingard  (Marinus).  '/i  part.  B  &  S  and  C  a  G.  All  liens. 
Aug  20.     Sept  21,  190G.     G:1(;17— 72.     A  $17.aiO— $29,0tJ0.        nom 

8th  av.  No  27041  s   e    cor    147th   st,   25.1x100,   5-sty   brk   tenement 

147th  st  I     and  store.     Michael  Buchsbaum  to  Morris  Buchs- 

baum.  Mort  $20,ai0.  Sept  25  ,1906.  7:2032—61.  A  $12,000 
—$25,500.  other  consid  and  100 

8th  av.  No  2351      |  n   w   cor   126th  st,   25x100,   5-sty   brk  tenement 

12i;th  st.  No  301|  and  store.  Peter  J  McCoy  to  The  Ethelia  Real- 
ty Co.  All  liens.  Sept  18.  Sept  19,  1906.  7:1953—29.  A  $24,- 
000 — $40,000.  Corrects  error  in  last  issue,  when  av  No  was  235 
8th   av.  •  other   consid   and   100 

8th  av,  Nos  55  and  57,  on  map  No  57,  w  s,  abt  45  s  13th  st,  runs  n 
3(5.7  X  w  15.10  X  s  4.6  X  e  3.4  X  s  46.9  to  av  x  n  e  19.4  to  be- 
ginning. 

Greenwich  av.  No  136  le  s,  at  s  e  s  8th  av,  begins  Sth  av,  s  e  s, 

8th  av,  Nos  68  and  701  31.9  n  e  Greenwich  av.  runs  s  w  31.9  to 
said  cor  x  s  along  Greenwich  av,  22.6  x  e  52.11  x  n  w  51.3  to 
beginning,  gore,  3-stv  brk  tenement  and  store. 
James  Underbill  to  Edw  C  Underbill.  All  title.  Feb  4,  1903. 
Sept  26,  1900.  2:616—48.  A  $5,000— .$6,000;  and  018-1.  A 
$20,000— $23,500.  other   consid   and   7,500 

9th  av.  No  455,  w  s,  49.5  n  35th  st,  24'.8xl00,  5-sty  brk  tenement 
and  store.  Herman  H  Moritz  to  Hannah  Miller,  of  Wilkesbarre, 
Pa.  and  Max  Reese,  of  N  Y.  Mort  $21,00(.».  Sept  12.  Sept  24, 
1906.     3:733—33.     A  $15.500— $29,.500.  other  consid  and  100 

MISCEILLANEOITS. 

Assignment  of  all  title  to  franchises,  privileges,  &c,  granted  to 
American  Electric  Mfg  Co  by  Board  of  Aldermen  May  31,  1887, 
to  locate,  erect  and  set  up  poles  and  hank  wires,  &c.  Martin 
F  Minturn  to  Longacre  Electric  Light  &  Power  Co.  Mar  21. 
Sept  21,  1900.     Miscl.  nom 

Certified  copy  of  last  will  of  Mary  A  Burr  dec'd  late  of  Newburgh, 
N  Y,     Apr  8.  1003.     Sept  21.  VMG.     Miscl.  

BOROUGH    OF   THE   BKONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 
new  Annexed  District   (Act  of  1895). 

♦Bronx  Terrace,  e  s,  112  s  224th  st,  56x105,  Wakefield.  David 
Stevenson  Brewing  Co  to  Catherine  Doran.  B  &  S.  Sept  21. 
Sept  22,   1906.  nom 

*Beach  st,  n  s,  lot  152  map  Laconia  Park.     David  B  Jutten  EXR. 

&c,   Emma  Jutten  to   Ellsworth  J  Healy.     Mort  $ .     Sept  17. 

Sept  22,  1900.  650 

*Beach  st.  n  s,  lot  1.T2  map  Laconia  Park,  lots  58  to  68  same 
map.  Ellsworth  J  Healy  to  The  Geiszler-Haas  Realty  Co.  B  & 
S.     Mort  $4,800.     Sept  20.     Sept  22,  1906.  other  consid  and  100 

*Birch  St.  w  s,  100  n  Boston  Post  road,  25x100.  Martha  A  Shir- 
mer  et  al  to  Frank  McElroy.     Feb  26,  1900.     Sept  26,   1906.     nom 

*Birch  st,  w  s.  175  n  Boston  Post  road.  25x100.  Annie  Feeley  to 
Charles   O'SuUivan.      Sept  25.      Sept  27,   1906. 

other  consid  and  100 

♦Cruger  st,  e  s,  and  being  lot  33  amended  map  Adee  Park,  25x100. 
James  Dunnigan  et  al  to  Ellen  Nealen.  Mort  $543.  Sept  24. 
Sept  27,  1906.  100 

*Cedar  st,  w  s,  101  n  Old  Boston  Post  road,  50xl(K),  Seneca  Park. 
Margaret  Branigan  ADMRX  John  Branigan  to  Lydia  Taylor, 
and  Daisy  Weil.     B  &  S.     Sept  10.     Sept  27,  1906.  2,200 

*Same  property,  Margaret  Branigan  to-  same.  Q  C.  All  title, 
dower,   &c.     Sept  14.     Sept  27,   1906.  nom 

*Same  property.  Lydia  Taylor  and  ano  to  Walter  W  Taylor,  of 
Winter  Haven,  Florida.     Sept  24.     Sept  27,  1906. 

other   consid   and   100 

Dawson  st,  e  s,  456  n  Longwood  av,  81x100,  two  5-sty  brk  tene- 
ments. Subordination  of  contract  to  mortgage.  Park  Construc- 
tion Co  with  Hene  Cooper  et  al.  Sept  25.  Sept  27,  1906.  10:- 
2702.  nom 

Freeman  st,  n  s,  60  e  Chisholm  st,  30x85,  vacant.  Gottlieb  Schul- 
theis  to  Geo  J  M  Ketner.     Mort  $2,000.     Sept  25.  1906.     11:2972. 

other  consid  and  100 

*Green  lane  or  av,  e  s,  82  s  5th  st,  19x100.     Alfred  W  Law  IN- 


DIVID and  as  EXR  Alice  M  Law  to  Josephine  Caesar.  Sept  24. 
Sept   25.   IIKIG.  3,500 

*Green  lane,  w  s,  50  n  Lyon  av,  50x100.  John  D  Helmke  to  Nor- 
bert  Robillard.     Sept  14.     Sept  21,  1906.        other  consid  and  100 

*Hancock  st.  w  s.  250  n  Columbus  av.  2.5x100.  Andrew  G  Ander- 
son to  Albert  H  Pagel.     Mort  $3,2.50.     Sept  19.     Sept  21.  1906. 

other  consid  and  KM) 

Hoe   st   or  av.   w   s,  37.3  s  Home   st.  30x68.5x30x71.11.  vacant.     1 

Hoe  st  or  av.  w  s,  67.3  s  Home  st.  30xG5x30x(i8..5.  vacant.  [ 

Nathan  Passman  to  Mary  A  Balte.  James  G  Wentz.  Theodore 
Wentz  and  Thos  F  Balte  EXRS  James  M  Wentz.  B  &  S;  as  col- 
lateral security  for  performance  of  an  agreement.  Mort  $8,800. 
Sept  17.     Sept  22.  1906.     10:2745.  nom 

Longfellow  St.  e  s,  239.5  n  Westchester  av;  100x90.9x107.5x130.2, 
vacant.  Pauline  Dauere  and  ano  to  Annie  Passman  and  Marius 
Dauere.      Mort   $6,400.      Sept    17.      Sept   22.    1906.      10:2758. 

other   consid   and   100 

Lorillard  pi.  No.  2390,  e  s,  74.4  s  187th  st.  IG.SxlOO,  2-sty  frame 
dwelling,  Wm  G  Kelley  to  Frank  Pollaehek.  Mort  $3,000.  Sept 
25       Sept   26.   190(1      11:30.54.  other  consid  and   100 

'Louise  St.  w  s,  225  s  Morris  Park  av,  25x95.  Wm  C  Baker  to 
Barbara  C  Auer.     Mort  $4,500.     Sept  26.     Sept  27.   lOOli. 

other  consid  and  100 

*Louise  st,  w  s,  250  s  Morris  Park  av,  25x95.  Wm  C  Baker  to  Au- 
gusta wife  of  Wm  C  Baker.  Mort  $4,500.  Sept  26.  Sept  27, 
190G.  other  consid  and  100 

*Main  st.  or  road  leading  rofm  Throggs  Neck  to  Williamsbridge. 
n  e  s  at  n  w  cor  land  owned  by  Frank  Gass  (formerly  Morris 
Baisley).  runs  n  e  177.6  x  w  20  x  s  w  185  to  st.  x  s  e  20  to  be- 
ginning. Westchester.  Chas  F  Baxter  to  Frank  Gass.  Sept  14. 
Sept   24,    1906.  other   consid   and   100 

Minford  pi,  e  s,  75  n  172d  st,  1.50x100,  vacant.  Hyman  and  Henry 
Sonn  to  Joseph  Silverson  and  Bernard  London.  Mort  $16,380. 
Sept   10.     Sept  21.   1906.      11:2977.  other  consid  and  100 

*McDonaId  st,  n  s,  90  e  Eastchester  road,  17x100. 

Rhinelander  av,  s  s,  20G.6  e  Eastchester  road,  50x100. 

Rhinelander   av.    n    s.   56(3.7  e    Eastchester   road,   50x100,   and  lot 
320  map  327  lots  Hunter  estate. 
Release  mort.     Lawyers  Title  Ins  &  Trust  Co  to  Hudson  P  Rose 
Co.      Sept   14.      Sept  21,    1906.  2,000 

Perot  st,  n  s.  193.3  w  Sedgwick  av,  runs  n  98  x  w  10.10  x  s  98.1 
to  st  X  e  15.11  to  beginning,  2-sty  brk  dwelling.  Wm  D  Soell 
to  John  L  Sullivan.  Mort  $3,000.  Sept  21.  Sept  22,  1906. 
12:32.54.  other  consid  and  100 

Seabury  pi,  e  s,  125  s  172d  st,  75x100,  vacant,  Anna  A  M  Krug  to 
Carl  J  R  Krug.  ^  of  %  part.  All  liens.  Mar  5.  Sept  21, 
1906.     11:2977.  nom 

*Sheil  St.  s  s,  lots  812  to  815  map  Laconia  Park,  100x100.  Ma- 
linda  G  Mace  to  John  B  and  Mary  Power.  Mort  $1,150.  Sept 
2.5.     Sept  26,  1006.  other  consid  and  100 

*Taylor  st,  w  s,  4.50  s  Columbus  av,  OuxlOO.  Regent  Realty  Co 
to  August   Rehbock.     All   liens.     Aug  30.     Sept  26,   1906. 

other   consid   and  100 

■*Van  Buren  st.  e  s,  308.4  s  Columbus  av,  41.8x100,  Van  Nest 
Park.  Giuseppe  Farago  et  al  to  Rosina  wife  Domenico  Farago. 
Mort  $1,200.     Sept  21.     Sept  22,  1906.  K.IO 

*Waldo  pi.  e  s,  SO  n  Daniel  st,  75x100.  Release  mort.  A  Morton 
Ferris  to  Bankers  Realty  and  Security  Co.  Sept  22.  Sept  25. 
1906.  750 

*2d  st,  s  w  cor  Westchester  Creek,  bounded  s  by  1st  st  and  on  w 
by  Av  A.  being  lots  473,  474,  475  and  gore  H  map  Unionport,  with 
all   title   to   land  below  high  water  mark  on  west  side  of  West- 
chester Creek.     Bertha  Knauf  to  Stephen  G  Still.     Aug  30.     Sept 
22,  1906.  nom 

*Same  property.  Wm  H  Callahan  et  al  to  Bertha  Knauf.  Aug 
28.     Sept  22.  1906.  100 

*14th  stjs  s,  255  w  Av  D.  50.x216  to  n  s  13th  st,  Unionport.     Ada 

13th  st  I  Fichter  HEIR  Emily  Joyce  to  Samuel  Monks.  Vt  part. 
All  liens.     Sept  20.     Sept  21.  1906.  other  consid  and  100 

*Same  property.  Susan  Cornell  HEIR  James  P  J  Monks  to  same. 
14  part.     All  liens.     Sept  20.     Sept  21.  11_MJ6.    other  consid  and  100 

134th  st,  Nos  805  and  807,  n  s.  178.4  e  Brook  av.  o(JxlOO.  two  5-sty 
brk  tenements.  Simon  Lang  to  Wm  and  Henry  Gehri.  Mort 
$36,950.     Sept  10.     Sept  24,  1906.     9:2262. 

other    consid    and    100 

135th  st.  No  673,  n  s,  166.S  e  Willis  av.  16.8xl<X»,  3-sty  brk  dwell- 
ing. Peter  McDermott  to  Bridget  Golden.  Sept  27.  1906.  9:- 
2280.  other  consid  and  lOO 

137th  st,  No  610,  s  s,  306.6  w  Willis  av,  25x100.  4-sty  brk  tene- 
ment. Max  Schrier  to  Doctor  Herzl  Assoc.  Mort  $15,200.  Sept 
11.     Sept  25,   1906.     9:2299.  other  consid   and   100 

138th  St.  No  893.  n  s.  462.6  e  St  Anns  av,  37.6x100,  6-sty  brk  ten- 
ement and  store.     The  Knepper  Realty  Co  to  Minnie  Traendley,  of 
River    Edge,    N   J.      Mort    $42,000.      Sept   25.      Sept   26,    1906. 
10:2.552.  nom 

148th  st,  No  581,  n  s,  100  w  Courtlandt  av.  2.5x106.6.  2-sty  frame 
dwelling.  Eliz  C  Murphy  to  Timothy  F  Sullivan.  Mort  $4,500. 
Sept   18.      Sept   21.   1906.     9:2330.  nom 

Same  property.  Timothy  F  Sullivan  to  The  Bungay  Co  of  N  Y. 
Mort   $4,500.      Sept   18.     Sept   21,   1906.     9:2330. 

other  consi4  and  100 

150th  St.  n  s.  95.3  e  Morris  av.  75.xll8.5,  vacant.  Agreement  as  to 
encroachment,  &c.  Vincenzo  Laporta  and  ano  with  Alliegro  and 
Spallone  Construction  Co.     Sept  19.     Sept  24.  1906.     9:2410.    nom 

151st  st.  No  516,  s  s,  195.3  e  Morris  av,  25x118.5,  1-sty  frame 
building.  Kate  Sullivan  to  Vincenzo  Giliberti.  Sept  24.  Sept 
25.  1906.     9:2410.  100 

151st  St.  No  512,  s  s.  170.3  e  Morris  av,  25x118.5,  2-sty  frame 
dwelling.  Kate  Sullivan  et  al  to  Vincenzo  Giliberti.  All  title. 
Sept   24.      Sept   25.    1900.      9:2410.  100 

Same  property.  Veronica  D  Sullivan  by  Michael  J  Sullivan  GUAR- 
DIAN  to   same.      All   title.      Sept   24.      Sept   25,    1906.      9:2410. 

1.300 

154th  st,  No  6.55,  n  s,  370  w  Elton  av,  25x100,  3-sty  frame 
dwelling. 

1.54th  st.  No  653]  n  s,  305  w  Elton  av,  50  to  Melrose  av,  xlOO,  ex- 

Melrose  av  |     cept   part    for   Melrose    av,    two    2-sty      frame 

dwellings  and  stores. 
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India,  Java  and  Huron  Sts.  and  East  Ri^c 
City   ol    New  York,   Borough    ol    Brooklyi 


SASH.  DOORS,  BLINDS 
AND      HOUSE.     TKIM 


Margaretha   Schoppelrey    to    Apolnia    Drossolmeir.      Mort   .fS.OOO. 
Sept  20.     Sept  27,  I'JOO.     0:2376.  other  consid  and  KlO 

Same  property.  Apolonia  Drosselmeir  to  Balthasar  Schoppelrey 
and  Margaretha  his  wife,  tenants  by  entirety.  Mort  $S.OUU.  Sept 
2(!.      Sept   27.    1906.      0:2376.  other   consid   and   lOl) 

157th  St,  No  581,  n  s,  116.6  w  Courtlandt  av,  16.6x100,  3-sty  frame 
tenement.  Joseph  Stumpf  to  Fritz  Volz.  Mort  $3,800.  Sept  22. 
Sept  24,    1006.     9:2-117.  other  consid  and   100 

166th  St.  No  lOOD.  n  s,  100  w  Prospect  av,  40x100,  5-sty  brk  tene- 
ment. Josephine  Eisenhauer  EXTRX  \Vm  Eisenhauer  to  Adolph 
Mertln.      Mort   $30,000.      Sept   15,      Sept   21,   1906.      10:26{-'0. 

14,013.80 
Same  property.     Philip  A  Schindler  et  al  to  same.     B  &  S.     Mort 

$30,000.     Sept  14.     Sept  21,  1906.     10:2680.    other  consid  and  100 
Same  property.     Ramsey  Peugnet  to  same.     Q  C.     Sept  20.     Sept 

21,  1906.     10:2080.  nom 

169th  St,  No  1014,  s  s,  138.1  e  Union  av.  18.9x81.1x18.3x87.3,  2- 
sty  frame  dwelling.  John  A  Maloney  to  Peter  McGovern.  Mt 
$2,500.     Sept  22.     Sept  27,  1906.     10:2682. 

other   consid    and    100 
169th  St,  No  1014,  s  s,  138.1  e  Union  av,  lS.9.x81.1xlS.3.\87.3,  Pe- 
ter McGovern  to  Mary  A  Maloney.     Mort  $2,500.     Sept  22.  Sept 
27,  1006.     10:2682.  100 

185th  St.  No  682,  s  s,  100  e  Park  av,  16.8x100,  2-sty  frame  dwell- 
ing. Newbury  D  Lawton  to  Carrie  Heitlinger.  July  31.  Sept 
27,   19U6.     11:3039.  nom 

185th  St,  No  682,  s  s,  100  e  Park  av,  16.8x100,  2-sty  frame  dwell- 
ing. Carrie  Heitlinger  to  Louis  Scheuer.  Aug  20.  Sept  27, 
1006.     11:3030.  other  consid  and  100 

Same   property.      FORECLOS.     John  A   Walsh   ref   to   Newbury   D 

Lawton.     Mar  11,   1003.      Sept  27,  100)J.     11:3039.  2,500 

201st  St,  n  e  s,  56.9  w  Perry  av,  26.9x87.6x26.8x03.1,  vacant. 
Wm  C  Bergen  to  Edw  A  Borrmann.  Sept  25.  Sept  26,  1006. 
12:3290.  other    consid    and    100 

207th  St.  s  s,  101.3  e  Perry  av.  25.4x98.7x25x04.7,  2-sty  frame 
dwelling.  John  Maresca  to  Magdalena  Holm.  Mort  $7,000.  Sept 
25.     Sept  26,   1006.     12:3346.  100 

*226th  St,  n  s,  1.S8  e  Paulding  av,  75x100.6.  A  Shatzkin  &  Sons 
to  Andrea  Russo.     Mort   $1,700.     Sept  24.      Sept  26,   lOUO. 

other  consid  and  100 
*230th    St.    s    s,    1.55    e    2d    st,     25x114,     Wakefield.       David     H 
Sartaty  to  Addie  E  B  Morse.     Mort  $3,000.     Sept  20.     Sept  21, 
1006.  other   consid   and   100 

*230th  st,   s   s,   105  e   2d  st,.      Same   to   Roger   M  Winfrey.      Mort 

$3,000.     Sept  20.     Sept  21,   1006.  other  consid  and  100 

234th  st,  n  s,  435  w  Katonah  av,  50x100,  vacant.  Peter  Andrews 
to  Warren  E  Sammis,  of  Clitfside  Park,  Bergen  Co.  N  J.  B  &  S. 
All  liens.     April  18,  1004.    Sept  24,  1906.     12:.3375.  nom 

*236th  st,  n  s.  300  w  Paulding  av.  25x!)2. 5x30x100.3.  A  Shatzkin 
&  Sons  to  Giuseppe  Falisi.     Mort  $650.     Sept  8.     Sept  21.  1006. 

other  consid  and  100 
239th  st,  s  w  cor  Katonah  av,  105x100,  vacant.     Chas  D  Smith  to 
Josie   Bevans,   Albany,    NY.      Q   C.     May   18.      Sept  24,   1906. 
12:3370.  1,000 

Same    property.     Josie   Bevans    to    Peter   A   Delaney.     Q   C.      May 

10.     Sept  24,  1906.     12:3379.  nom 

*Av  A,  s  s,  lot  35  map  New  Village  of  Jerome,  25x100.  Mary 
A  O'Hare  HEIR,  &c,  Chas  and  Ann  O'Hare  to  Frank  McGarry. 
Sept   24.      Sept   26,    1906.  nom 

*Av  B.  n  e  cor  5th  St.  7.0x105,  Unionport.     Clarence  Fleischman  to 

John   A  Wesp.     Sept  26,   1006.  other  consid   and  100 

*Ash  av,  s  w  cor  Elm  st,  275x100,  Laconia  Park.     Sarah  A  Snedeu 

to   Ellsworth   J   Healy.      Mort   $ .      Sept   17.      Sept   22,   1006. 

other  consid  and  100 
Anthony  av.  n  w  cor  Morris  st,  runs  s  7.2  to  n  s  176th  st,  x  e  5.10 
to  w  s  Anthony  av,  x  n  3.0  to  beginning,  gore.     George  Weeks 
to   Louis   Eickwort.      Q   C.      July   20.      Sept  26,    1900.      11:2802. 

nom 
Arthur  av.  No  2066,  e  s,  old  line  203.0  n  170th  st,  16.8xl28xl6.8x 
120.6,  except  part  for  av,  2-sty  frame  dwelling.  Wilhelmina  Wirth 
to   Harry  Wasserman.     Mort  $2,000.     Sept  26,   1006.     11:3060. 

other  consid  and  100 
Arthur  av,  w  s,  08  n  from  w  s  Arthur  av  and  w  s  (?)  Pine  st,  now 
181st  st,  runs  w  104.10  x  n  37.6  x  e  104. Ox — x — 37.0  to  beginning, 
except   part  for  av,  vacant.     Release  mort.     Ernest  Hammer  to 
Benjamin  Benenson.     Sept  21.     Sept  22,  1000.     11:3003.  1,250 

Bathgate    av.    No    2108,    e    s,    20    s    182d    st,    20x00,    2-sty    frame 
dwelling.     Jonathan  T  Welsh   to  Adolphine  C  Welsh,   of  Brook- 
lyn.    Mort  $2,500.     Mar  1.     Sept  20,  1906.     11:3048.  nom 
*Briggs    av,    lot    36    map    Briggs    estate,    50x110,    Williamsbridge. 
Israel   Jolles   to   Chas   J   Mooney.      Mort   $750.      Sept   24.      Sept 
20,   1900.                                                                       other  consid  and  100 
*Boston  Post  road,  s  e  s.  adj  land  Chas  H  Ropes,  runs  s    — x  e  — 
to  land  Pelham  Bay  Park,  x  s  —  to  Hutchinson  River,  x  s  w  —  to 
main   branch   of   Eastchester   Creek,   .x   n   —   to   e   s   Eastchester 
Ship  Canal,  x  n  —  to  the  old  creek  or  river,  x  n  —  to  land  of 
Lockwood,  X  n  to  said  road,  x  n  e  —  to  beginning,  contains  41.- 
4-122    acres.      Anthony    McOweu    to    Wm    R    Montgomery.      1-3 
part.     B  &  S.     Mort  .$81,000.     Aug  31.     Sept  20,  1906.                   nom 
Bathgate  av.  No  1605,  w  s,  110.3  s  172d  st,  16.8x114.5,  2-sty  frame 
dwelling.      Ann    Kerrigan    to    Antonetta   Bibbo.      Sept   26.     Sept 
27,    1006.      11:2013.                                                                                 5,500 
Brook  av.   No  1408,   e  s.  75  s  171st  st,  25x100.9.  4-sty  brk  tene- 
ment.    Max  Stahl  et  al  to  Aaron  Kosovsky.     Mort  $17,650.     Sept 
22.     Sept  24,   1900.     11:2805.                  __                                            nom 
Bathgate  av,  No  20211  n  w  s,  at  n  e  s  179th  st.  being  lot  20  map 
179th  st.   No  757          1     No  .551  of  Morrisania,  60.5x170.9  to  s  e  s 
Old  Quarry  road,   x60. 7x17.5. 9,  with   all   title  to  Quarry  road.  2- 
sty  frame  dwelling  and  vacant.     Wm  Oppenheim  to  Bathgate  Real- 
ty and  Construction  Co.     Mort  $10,000.     July  2.     Sept  24,  lOOO. 
ai:3046.                                                                        other  consid  and  100 
Boston  road.  Nos  991  to  995  I  begins  3d  av,   e   s,   runs  n  e  along  3d 
3d  av,  Nos  3.302  to  3308          |     av,   115   xse   —   tonws   Boston 
road,  X  s  w  or  s  115  x  w  44.11  to  beginning,  three  5  and  6-sty 
brk  tenem'ts  and  stores  on  .3d  av.  Ben  Cohen  to  Mortimer  H  Ah- 
rens,    Lillie    Herzog  and   Alfred   Ahrens.      Mort   $101,750.      Sept 
22.      Sept    25,    1906.      10:2607.                           other   consid   and   100 
Bathgate  av.  No  1095,  w  s,  abt  175  n  17od  st,  25x120,  2-sty  frame 
dwelling.     Susan  M  Stearns  to  Catherine  Horgan.     Sept  24.     Sept 
25,1900.     11:2915.                                                      other  consid  and  100 


-Bnggs  av.  n  s.  12.j  e  4th  av,  25.3x214.  Williamsbridge.     Anna  M 

^  M  Mendel   to   Savino  Deindicibus.      Sept  24.      Sept  25.   l.'iOO.       nom 

■Boston  or  Post  road,  n  w  s,  at  n  line  lajid  Lucretia  C  Gravillere 

formerly   Wm  Carr,   runs  n  along  road  50  to   land  Wm  Nelson  x 

n  w  100  X  s  w  50  X  s  e  100  to  beginning.     Eliz  A  Riedinger  to 

Carolina   Fontana.      Sept   1.      Sept  21,   1900.  nom 

Bathgate  av,   No  2370   (Elizabeth  st),  s  e  s,   bet  3d  av  and  lS7th 

st,    2,jxl0O,    except    part    for   av.      CONTRACT.      Mary    Cavanagh 

with   Patrick   J    Daly.      Mort   $1,350.      Sept   21,   1906.      11:3055. 

Boston  av,  n  s,  194.5  e  Suburban  pi,  runs  n  120.10  x  e  20.5  x'  s 
20.9  X  e  21.11  X  s  113.4  to  av  x  w  48.7  to  beginning,  vacant. 
Caroline  Welsing  to  Jacob  Welsing  her  husband.  All  liens 
Sept   22,   1006.     11:2039.  gift 

'Broadway,  s  e  cor  Pelham  road.  122.1x50x107.0x52,  Tremont  Ter- 
race. CONTRACT.  Bankers  Realty  &  Security  Co  to  Harres 
Wallerstein,    Brooklyn,    N    Y.     June    10.      Sept   22,    1906.        2  300 

*Columbus  av,  n  s,  75  w  Fillmore  st.  25x100.  John  Gruendler  to 
Frederick  Rieper.     Sept  21.     Sept  22,  lOOli.       other  consid  and  100 

Cambreling  av,   w  s,   133.4  n   188th  st,   late   Bayard  st,   16.8x87.6, 
2-sty    frame    dwelling.      FORECLOS.      Arthur    " 
to    The    Produce    Exchange    Building    &    Loan 
Sept  21,  1006.     11:3076. 

Clay  av,  n  e  cor  100th  st,  04.0x80,  vacant. 


D    Truax    referee 
Assoc.      Mar    30. 
4,000 
Chas   H  Thornton   et 


al  to  Thornton  Bros  Co.     Mort  $24,300.     Sept  21,  1000.     11:2887 

other   consid   and    100 
Clay  av.  No  1314,  e  s,  132.10  n  100th  st,  10x80,  2-sty  frame  dwell- 
ing.    Thornton  Bros  Co  to  Christiana  Ogle.     Mort  .$4.51  lO.     Sept 

19.  Sept   21,    190(i.      11:2887.  other   consid   and   100 
Clinton  av.  No  1413.  n  w  s,  68.5  n  e  170th  st.  25x151.1x25x151.2, 

two   2-sty  frame   dwellings.      Rosa  Herbe   and  ano  to   Ferdinand 
Hecht.     B  &  S.     Mort  $5,000.     June  8.     Sept  27,  1900.     11:2936.  . 

nom 

*Columbus  av,  s  s,  50  e  Garfield  st,  25x100,  2-sty  frame  dwelling. 
The  Solidary  Realty  Assoc  to  Otto  Kafka.  Mort  $3,700.  Sept 
25.      Sept  20,    1906.  nom 

Clinton  av.  No  2004,  e  s,  44  n  Oakland  pi,  22x100.  3-sty  frame 
tenement  and  store.  Rosa  Weil  to  Maria  Palmieri,  of  Brook- 
lyn.    Mort  $0,000.     Sept  2.5.     Sept  20,  190(5.     11:3004.  nom 

Clay  av.  No  1601,  w  s,  153  n  173d  st,  25x05,  2-sty  frame  dwelling, 
Fredk  W  Brooker  to  Fannie  E  Brooker.  All  liens.  Feb  7.  Sept 
2(!,   1!)06.     11:2700.  other  consid  and  100 

*City  Island  av  (Main  st),  w  s,  lots  234  to  238,  341  to  345  and 
667  and  668  (12  lots)  on  map  Eliz  R  B  King  at  City  Island,  ex- 
cept part  for  av,  together  with  hotel  fixtures,  boats,  &c,  also  land 
under  waters  Long  Island  Sound  adjacent  to  west  shore  of  the 
Island,  and  adj  lots  (567  and  668,  50.\— .  Mary  E  Walters 
(Flynn)    to   Anna  L  Thwaite.      Sept  4.      Sept   26.   1006.  35,000 

*Classon  av,  w  s,  225  n  Mansion  st,  25x100.5x25x100.0.  Adeline 
Grossmann  to  Ernst  Willvonseder.     Mort  $4,0(10.     Sept  27,  1906. 

other   consid  and  100 

Cromwell  av,  w  s,  408.9  n  165th  st,  113.2x25.1x114.8x7.9,  vacant. 
Wm  W  Astor  to  Harriet  A  wife  of  Wm  G  Ver  Planck.  Q  C. 
Sept   7.      Sept  24,   1006.     9:2503.  nom 

Clay  av,  No  13(i3,  w  s,  739.1  n  169th  st,  16.8x86.1x10.9x84.7,  2- 
sty  frame  dwelling.  Hhomas  McKeon  to  Catherine  R  wife  of 
Thomas   McKeon.     Sept   24.     Sept  25.  1900.     11:2782.  nom 

Decatur  (Norwood)  av.  No  31.34,  s  s,  513.4  w  2(J5th  st,  25x112.0, 
2-sty  frame  dwelling.  Emil  Doelger  to  Ivart  W  Suderberg.  Mt 
$4,000.     Sept  25.     Sept  26,  1906.     12:3353. 

other   consid   and   100 

Decatur  (Norwood)  av.  No  3130,  s  s,  488.4  w  205th  st,  25x112.0, 
2-sty  frame  dwelling.  Emil  Doelger  to  Ludwig  Larsen.  Mort 
$4,000.     Sept  25.     Sept  20,   1900.     12:3353. 

other  consid  and  100 

'Ellison  av  |e   s,   225   s   Latting   st,   25x —  to   Edwards   av   x20x — , 

Edwards  av  |     Westchester.     Isaac  L  Dunn  to  Thos  J  Leddy.     Sept 

20.  Sept  21,   lOCKi.  other  consid  and  100 
Same  property.     Release  mort.     John  M  Digney  to  Isaac  L  Dunn. 

Sept  19.     Sept  21,  1900.  287.50 

Forest  av,  n  w  cor  158th  st,  100.xS7.6,  vacant.  Hyman  Horwitz  to 
Wm  P  Kimber.     Mort  $13  .500.     Sept  24.     Sept  25,  1900.     10:2047. 

other  consid  and  100 

Forest  av.  e  s,  new  line,  200  s  106th  st,  runs  e  2.7  to  e  s  Forest 
av,  as  on  map  x  n  2.5  x  w  2.9  x  s  25  to  beginning,  being  a  strip 
between  old  and  new  lines  of  an  infront  of  No  1066  Forest  av. 
Frank  D  Hadley  et  al  to  Eliza  Hardecker.  Q  C.  Aug  22.  Sept 
27,  1906.     10:2060.  800 

*Green  av  or  lane,  n  w  cor  Glebe  av,  25x100.3,  St  Raymond  Park. 
Alexander  Porges  to  George  Hablutzel.     Sept  24.     Sept  27,  1906. 

nom 

*Gainsborg  av,  w  s.  .3(W  s  Madison  av,  50x100.  CONTRACT. 
Bankers  Realty  and  Security  Co  with  Louis  Jacobson  and  Wolf 
Davis.     June  20,   1005.     Sept  24,  190O.  2,000 

Grand  Boulevard  and  Concourse,  w  s,  170  s  174th  st.  57. 4x — x71.7 


part. 
1(1) 


x75x67.0.    vacant.      Chas    Spillner    to    Julius    Schork 

Sept  24.     Sept  27.   lOOiJ.     11:2822  and  2S3S. 
*Grace  av,  w  s,  (io  s  St   Raymond  av,  32.6x110.10x25x89.10.   Sarah 

J   Koenig   to   Philip   Kaufman.      Sept   14.      Sept   27.   100(i. 

other  consid   and   100 
'Glebe  av,  w  s,  2.55  n  Westchester  av.  late  Southern  Westchester 

Turnpike,   runs  s  e  80.4  x  s  w  261.9  x  n  w  01.3  x  n  e  252.5  to 

beginning.    Westchester.    Henry   W   Burfeind   et   al    to   Ernest   E 

Beisner.      Mort  .$4,500.     Sept  24.     Sept  26.   1006. 

other  consid  and  100 
Hughes  av.  e  s.   100  s  187th  st.  .50x87.6,  vacant.     Louis  Friedman 

to    Tony    and    Giovanni    Ciampoli    and    Domenico    Lauria.      Mort 

.$2,200.     Sept  27,   lOOii.     11:3074.  nom 

Honeywell  av.  No  2115  (Orchard  st).  n  w  s.  100  n  e  ISOth  st.  late 

Samuel    st,    22x1.50,    except    part    for    av,    2-sty    frame    dwelling. 

Salvatoro    Landi    to   Alfonso    De   Blasi.      Mort   $1,700.      Sept   20. 

Sept  22.   1006.     11:3124.  other  consid  and  100 

Hughes  av,   late   Frederick   st,   e   s,   337.10  s   Polham  av.   50x87.6. 

vacant.      Julius    B   Garfunkel    et    al    to    Serafino   Porcelli.      Mort 

.$2,000.      Sept   17.      Sept   21,    1906.      11:3078.  nom 

'Holland  av,   w  s.  75  s  215th  st.  2.5x100.  New  Village  of  Jerome. 

Giovanni   Montagna   to    Micheli    Galiffo   and   Barnardo   Ruffino. 

Mort  .$.500.     Sept  24.     Sept  25,  1006.  nom 
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*Hill  av,  w  s,  100  s  Jefferson  av,  50x100.  Land  Co  A  of  Edenwald 
to  George  Muller.     Sept  10.     Sept  24,   lOOtJ.  nom 

Intervale  av,  w  s.  200.11  s  107th  st,  75x88x75.9x77.4.  vacant.  Helen 
D   Downing  to  Jacob   Hirsch.      C   a   G.     Sept   0.      Sept  24,   l'jO(i. 
10:2700.  other   consid   and   100 

Lafayette  av.  s  s,  310  e  Whittier  st,  50xn2x,50.'c!»:{.  vacant.  CON- 
TRACT. Robt  H  Waldron  with  Sarah  E  Le  Compte.  Mort  $3.- 
750.     Aug  25.     Sept  21.   1900.     10:2705.  Ji.WO 

Lind  av         |  w  s,  at  e  s  Sedgwicli  av,  runs  n  along  Lind  av,  279.3 

Sedgwick  av|  x  w  55.1  to  Sedgwick  av,  x  s  2.S4..S  to  beginning, 
vacant.  Emeline  A  Kemp  I.NDIV'ID  and  TRUSTEE  John  H  Kemp 
to  Emerence  K  Ager,  of  Brooklyn.  Sept  15.  Sept  20  ,1900. 
9:2527.  other  consid  and  100 

Same   property.      Robt    C   Kemp   to   same.      Q   C.      Sept    15.      Sept 

20.  1900.     9:2527.  nom 
Same  property.     Ambrose  S  Murray,  Jr,  EXR  Maria  J  K  Cooke  to 

same.     7-10  part.     Sept  15.     Sept  20,  19l-Kj.     9:2527. 

other  consid  and  lOO 

Morris  av  |n  e  cor  179th  st,  runs  n  100  x  e  134.8  x  s  0  2  x  e  25.4 

179th  st  !  X  s  99.10  to  n  s  179th  st  x  w  100  lo  beginning,  va- 
cant. John  W  Curran  to  August  Jacob.  Mort  $13,500.  Sept 
17.      Sept   21,    1900.      11:2807   and   2808.  nom 

Morris  av.  No  2000.  e  s,  188.9  n  Burnside  ar.  25x100,  2-sty  brk 
dwelling.  Sarah  Teitelbaum  to  Mary  E  O'Connor.  Mort  $5,(MX). 
Sept   18.      Sept  22,   1900.      11:3109-3178  and   3179. 

other  consid  and  100 

Marion  av.  No  2546,  e  e,  abt  165  n  Kingsbridge  road,  — x — ,  2-sty 
frame  dwelling.  Thornton  Brothers  Co  to  Aurelia  E  Winn.  Ml 
$2,700.     Sept  25.     Sept  27,  1900.     12:3275. 

olher  consid  and  100 

Marion  av.  No  20()3,  w  s,  289  n  194th  st,  25x100.2x25.1x103.8, 
2-sty  frame  dwelling.  Conrad  Muehlhaus  to  Henry  C  Gerhards. 
Mort  $0,300.     Sept  27.  l',H)0.     12:3287.  other  consid  and  100 

*Murdock  av,  w  s,  ](J3.4  s  Kingsbridge  road,  50x100.  Land  Co  A 
of  Edenwald  to  Abraham  N  Leventhal.     Mar  30.     Sept  27,  1906. 

nom 

*Murdock  av,  w  s,  113.4  s  Kingsbridge  road,  50x100.  Same  to  Isi- 
dor  Bloom.     June  11.     Sept  27.   190<).  nom 

*Murdock  av,  w  s,  203.4  s  Kingsbridge  road.  50x100.  Same  to 
Moses  Stukhart.     Sept  12.     Sept  27,  1900.  nom 

'Murdock  av.  w  s,  200  n  Jefferson  av,  50x100.  Same  to  Victor  M 
Hermann.     Sept   12.      Sept   27.  190(3.  nom 

*Murdock  av,  w  s,  1.50  n  Jefferson  av,  50x100.  Same  to  Max 
Moskievitz.      Sept    12.      Sept   27.    11K10.  nom 

Morris  av.  No  085,  w  s,  140.0  n  1.53d  st,  KixlOO,  3-sty  frame  tene- 
ment and  store.  Charles  O'SuUivan  to  Annie  and  James  Feeley. 
Mort  $4,,SO0.     Sept  25.     Sept  27,  HKXi.     9:2442. 

other   consid   and   100 

Morris  av.  No  0401  s  e  cor  152d  st.  25x70.3,  2-sty   frame   dwelling 

152d  st.  No  490      |     and  store.     Jonas  Weil  et  al  to  Nicola  Bottig- 
lieri    and    Raffaele    Buonaiuto.      Mort    $0,000.      Sept    27,    1906. 
9:2411.  other  consid  and   100 

Nelson  av,  w  s,  97  n  170th  st.  runs  w  111.7  x  n  e  172. .3  to  av,  x  s 
131.3.  two  2-sty  frame  dwellings.  Ella  J  Warner  to  Minnie 
Smith.  Mort  $3,0U0  and  all  liens.  Sept  22.  Sept  27,  1900. 
9:2521.  nom 

Perry  av,  e  s,  141.5  n  201st  st,  strip,  0.11x110.  John  Claflin  et  al 
TRUSTEES  of  the  Twenty-Fourth  Ward  Real  Estate  Assoc  of 
N  Y  to  Wm  C  Bergen.     Q  C.     Aug  30.     Sept  21,  190;i.     12:3281. 

100 

Prospect  av  |w  s,  225  n  149th  st,  25  to  1.50th  st  xlOO,  3-sty  frame 

150th  st  I  tenement.  Marius  Dauere  to  Mary  A  Balfe.  James 
G  and  Theodore  Wentz  and  Thos  F  Balfe  EXRS  James  M  Wentz. 
B  &  S.  Mort  .$8.<X)0.  Given  as  collateral  security  for  perrorm- 
ance  of  an  agreement.     Sept  21.      Sept  22.  1!KH>.     10:21174.         nom 

Perry  av.  No  2908,  e  s.  117.5  n  201st  st,  25x110,  2-sty  frame 
dwelling.  Wm  C  Bergen  to  Henry  Schiner.  Mori  $7  (HX).  Sept 
25,   1900.      12:3281.  other  consid   and   100 

"Paulding  av.  e  s,  59.6  s  224th  st,  25x104.4x25x103.  A  Shatzkin  & 
Sons  to  Pasquale  Ruberto.     Mort  $800.     Sept  l,i.     Sept  20.  1900. 

other  consid  and  100 

♦Parker  av,  n  e  cor  St  Raymond  av,  25x100.  Katie  wife  of  James 
Higgins  to  Isaac  L  Dunn.     Sept  25.     Sept  26.  190l>. 

other  consid  and  100 

River  av,  n  e  cor  167th  st.  89.7x105,  vacant.  Geo  W  McAdam  to 
Dennis  McEvoy.  Mort  $6,000.  Sept  19.  Sept  21,  1900.  9:- 
2489.  other  consid  and  100 

*St  Lawrence  av,  w  s,  75  n  Beacon  st,  86.10  to  Tremont  av,  x — 
x50xl(M),  except  part  for  Tremont  av.  Thomas  McCuUough  to 
Chas    S   Goldstein.      Mort    $1,100.      Sept    27,    lOlW. 

other  consid  and  100 

Sedgwick  av,  w  s,  204.5  n  Bailey  av.  37.8x100,  2-sty  frame  dwell- 
ing. Fordham  Realty  Co  to  Frank  H  Davis.  Mort  $8..5W.  Sept 
24.   190<!.      11:.3237.  other  consid  and  100 

Southern  Boulevard  or|  s  s,  106.6  e  Alexander  av,  100x100,  vacant. 

133d  st  I     Geo  M  D  Kelly  to  Bordens  Condensed  Milk 

Co.      Aug  29.     Sept  24,   190<i.     9:2295.  other  consid  and  100 

Southern  Boulevard,  w  s,  193.4  s  182d  st.  139.11xl35.10xl32.2x 
90.2,  vacant.  Mina  Fried  to  Ginsburg  Realty  Co.  V4  part.  Mt 
$14,000.     Sept  19.     Sept  24,  1900.     11:3111. 

other  consid  and  100 

Same  property.  Mina  Fried  to  Bertha  Hoffman.  %  part.  Mort 
$14,000.     Sept   19.     Sept  24,   1906.     11:3111. 

other  consid   and   100 

*St  Raymond  av,  s  s,  lOO  w  Parker  av,  20x100.  Victor  Bednarik 
to  Theressa  Hodum.     Sept  25.     Sept  26,  1901). 

other    consid    and    100 

Topping  av,  e  s,  275  n  174th  st,  95x95,  2-sty  frame  stable  and 
vacant.      Frank   W   Hard   to   Francis   Schlosser.     Sept    11.      Sept 

21,  1901!.      11:2799.  nom 
Trinity  av,  w  s.  248.10  n  156th  st.  runs  n  39.10  x  w  100  x  s  2.3 

X  w  1  X  s  37.5  X  e  101  to  beginning.  5-sty  brk  tenement.  Ja- 
cob Kaufmann  to  Hattie  Kallman.  Mort  $37,500.  Sept  25. 
Sept   27,    1900.      10:2629.  nom 

Union  av.  No  902,  e  s,  970  s  165th  st,  late  Wall  st.  30x175.  2-sty 
frame  dwelling  and  store.  Frank  D  Hadley  widow  et  al  HEIRS, 
&c  Robt  H  Elton  and  ano  deed  to  Fredk  W  Kraemer.  of  Ramsey, 
N   J.      Release  and   B   &  S.     July   12.     Sept   24,   1906.      10:2677. 

nom 

Union  av.  No  902,  s  e  s,  321.2  u  e  161st  st,  30x176.  2-sty  frame 
dwelling  and  store.  FORECLOS.     Paul  L  Kiernan  (ref)   to  Fredk 

--W  Kraemer.     July  28.    -Sept  24,  1906^    lfl:2677.     .  .  8,000 


*Unionport  road  n  w  cor  Grant  av,  25x105.  John  Gruendler  to 
Frederick  Rieper.     Sept  21.     Sept  22,  1906.       other  consid  and  100 

Vyse  av,  Nos  11,55  and  1157,  w  s,  340  n  167th  st,  40x100,  two  3- 
sty  brk  dwellings.  Release  mort.  Atlantic  Dock  Co  to  Abraham 
A    Silberberg.       Sept    25.      Sept    26,    1906,       10:2752.        8,250.59 

Same  property.  Paul  Friedland  to  same.  Mort  $15,000.  Sept  25, 
Sept   20,    1900.      10:27.52.  nom 

Same  property.  Abraham  A  Silberberg  to  Paul  Friedland.  Sept 
24.     Sept  20,  1900.     10:27.52.  nom 

Valentine  av;  w  s,   70  s   182d  st,  200x200  to  e  s  Ryer  av,  vacant. 

Ryer  av  |     James  Fanto  to  Louise  F  Mahoney.      ^  part.     Mort 

$24,.500.      Sept    12.      Sept    26,    1900.      11:3149. 

other  consid   and    100 

Webster  av   I  s    w   cor   170th   st.    37x91.7   to   Carter   av.    x37x93.8. 

Carter  av  except    part    for    st,    with    all    title    to    William    st 

170th  st  I  lying  between  above  and  Carter  av,  2-sty  frame 
dwelling  and  vacant.  Joseph  M  .\lexander  to  Mary  Altieri.  Mt 
$4,500.      Sept   25.      Sept   27,   1906.     11:2892. 

other   consid   and   100 

Webster  av]  e  s,   17.5  s  Anna  pi,   runs  e  180  to  w  s   Brook  av,  x 

Brook  av  [  n  85  to  w  s  Mill  brook,  x  —  41.3  x  w  106.1  to  w  s  (?) 
Webster  ac,  x  s  60  to  beginning,  probable  error. 

Brook  av,  w  s,  50  s  Anna  pi,  runs  e  2  to  w  s  Mill  brook,  x  s  4.11 
to  w  s  of  av.  X  —  4.0  to  beginning. 

Webster  av,  e  s,  12,5  s  Anna  pi,  runs  s  e  106.1  to  w  s  Mill  brook,  x 
n  e  81.4  x  n  w  178  to  e  s  of  av,  x  s  75  to  beginning,  except  part 
as  lies  in  line  of  Brook  av.  vacant. 

Max  Miller  to  Isaac  Maisel.     All  liens.     Sept  24.     Sept  25,  1906. 
11:2.893.  nom 

Walton  av,  w  s,  176.8  n  Burnside  av,  75.8x100.11,  vacant.  Eu- 
gene Sharum  to  Belmont  Realty  and  Construction  Co.  Mort 
$8,025.      Sept    24.      Sept    21!.    1906.      11:3185.  omitted 

*Wright  av.  e  s.  275  s  Randall  av,  50x105.  Land  Co  C  of  Eden- 
wald to  Charles  Rice.     Sept  12.     Sept  21.  1906.  nom 

3d  av.  No  388ti.  e  s.  144  s  172d  st,  27x125,  4-sty  brk  tenement 
and  store.  The  Knepper  Realty  Co  to  Ephriam  Knepper.  All 
title.      Mort   $21 OUO.      Sept   26,    1906.      11:2929. 

other    consid   and    100 

*3d  av,  e  s,  175  n  1st  st,  25x100,  being  part  lot  123  map  Olin- 
ville.  Wm  W  Penfleld  to  Wm  B  Hogan.  Mort  $2,000.  Sept  20. 
Sept  24,  190t!.  100 

3d  av.  No  4417,  w  s,  10G.6  n  181st  st,  25x102.11,  3-sty  brk  tene- 
ment and  store.  Ellen  Perry  to  John  F  McDonald  of  Boston, 
Mass.      Correction  deed.     Aug  31.     Sept  24,   190<!.      11:3048.       nom 

♦Lot  403  map  Wakefield.  Morris  Hillquit  to  Julia  Romm.  Mort 
$2 .500.      Sept    19.      Sept    24,    190<).  other   consid    and    100 

♦Lots  06  to  69  and  133  to  136  map  Penfleld  property  at  South  Mt 
Vernon.  James  T  Penfleld  to  Wm  W  Penfleld.  Sept  18.  Sept 
21.    1901!.  100 

♦Same  property.  Thos  D  Penfleld  to  same.  Sept  18.  Sept  21. 
1906.  KX) 

♦Same  property.  Joseph  S  Wood  et  al  to  same.  All  title.  B  &  S. 
Sept   IS.      Sept  21.    1000.  3,000 

♦Lots  147b  and  1-18A  map  sub-division  portion  Penfield  property, 
lying  east  of  White  Plains  av  at  Wakefield.  Wm  W  Penfleld 
to  Julius  Lewine.     Aug  0.     Sept  21.   1900.  100 

N  y  &  Harlem  RR.es,  opposite  lands  of  The  Woodlawn  Ceme-j 
tery  and  bounded  n,  e  and  s  by  the  Bronx  River  as  it  winds  and 
and  turns,  contains  .5  030-1  (K)0  acres. 

N  Y  &  Harlem  R  R  Co,  e  s.  and  bounded  on  s  and  w  by  lands  N  Y 
&  Harlem  R  R  Co  and  on  n  and  e  by  Bronx  River  as  it  winds 
and   turns,   contains   1   .594-1,01X1   acres. 

Also  so  much  of  the  land  conveyed  to  Absolom  Peters  by  Daniel 
Tier  et  al  Mar  28.  1804,  as  lies  east  of  said  R  R,  being  a  part 
of  the  land  excepted  out  of  the  conveyance  of  said  Peters  to 
The    Woodlawn    Cemetery   by   deed   dated    May  31.    1804. 

Bronx  River,  c  1.  opposite  the  junction  of  the  old  river  .runs  n  w 
290  through  centre  of  old  river  bed  x  s  w  25  x  s  w  220  x  s  e 
1.50  X  e  100  to  centre  of  Bronx  River  x  n  e  120  to  beginning, 
contains   1   1-100  acres. 

Bronx  River,  plot  bounded  e  and  n  by  said  river,  s  by  small  creek, 
and  w  by  line  parallel  with  and  75  e  of  said  R  R,  contains  1  43- 
100  acres,  with  all  title  to  East  233d  st,  except  parcels  already 
conveyed. 

The  Associates  Land  Co  to  N  Y,  N  H  cfe  Hartford  R  R  Co.     B  & 
S.      Feb   27.      Sept   22,    1906.      12:3360   and   .3399. 

other   consid   and   100 

♦Plot  begins  240  e  White  Plains  road,  at  point  475  n  Morris  Park 
av,  runs  e  100  x  n  25  x  w  100  x  s  25  to  beginning,  with  right 
of  way  to  Morris  Park  av.  East  Borough  Impt  Co  to  Francis  J 
Healy.      Mort   $3,500.      Sept   25.      Sept    27,    1906. 

other  consid  and  100 

♦Plot  begins  990  e  White  Plains  road,  at  point  720  n  along  same 
from  Morris  Park  av,  runs  e  ,82.10  x  n  e  26.4  x  w  96.3  x  s  25 
to  beginning,  with  right  of  way  to  Morris  Park  av.  Jacob  Cohen 
to    Edward   McMahon.      Mort   $3,000.     Sept   10.      Sept   27.    1906. 

other  consid  and  100 

Plot  begins  at  s  end  of  division  line  bet  land  Henry  Kroger  and 
David  M  Morrison  at  n  line  land  Letitia  Brown,  runs  n  318.4  to 
s  line  land  John  Ewen  and  w  22  x  s  316.5  to  beginning,  con- 
tains 3,475  44-100  sq  ft,  reserves  right  of  way  to  Morrison  st, 
Spuytin  Duyvil.  David  M  Morrison  to  Henry  Kroger.  Sept  25. 
Sept   27.    1906.      13:.3411.  638.28 

♦Plot  begins  195  w  White  Plains  road,  at  point  650  n  along  same 
from  Morris  Park  av,  runs  n  36.3  x  w  100.8  x  s  24.10  x  e  100 
to  beginning,  with  right  of  way  to  Morris  Park  av.  Louise  Ring- 
elstein  to  Augusta  Baker.     Mort  $925.     Sept  24.     Sept  25,   1906. 

other   consid   and   100 

♦Plot  begins  240  e  White  Plains  road  at  point  400  n  along  same 
from  Morris  Park  av,  runs  e  100  x  n  25  x  w  100  x  s  25  to  be- 
ginning, with  right  of  way  to  Morris  Park  av.  Bast  Borough 
Impt  Co  to  Eliz  A  Kahler.  Mort  $3,500.  Sept  25.  Sept  2(!. 
1906.  other  consid  and  100 

♦Lot  473  map  Unionport.  The  Regent  Realty  Co  to  Wm  J  Hyland. 
Q  C.     Sept  21.     Sept  26,  1906.  100 

1.100  lots  of  the  Ogden  estate  at  Highbridge,  being  all  right,  title 
and  interest  real  and  personal  whersoever  situate.  Eliza  A 
wife  of  and  Charles  Butler  to  Emily  O  Butler.  B  &  S.  Jan 
26.  1878.  Sept  13,  1906.  9:2506.  2520,  2521,  2522.  2528  to 
2538.  2540,  2541.  2542  and  11:2873,  2874,  2875,  28S0,  2882, 
2884.  Bltt 
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GAS  COOKERS    ^  '  GAS  HEATERS 


We  Rent  a 
Qas    Range 

$3 

Per    Year 


A  handsome  up-to-date  line  of 
appliances  may  be  seen  at  our  offices 


[ 


SOLVE  THE  FUEL  PROBLEM 


CLEANLY,  EFFICIENT,  ECONOMICAL 


1 


We  Rent  « 
Qas     Range 

$3 

Per    Year 


CONSOLIDATE.D  GAS  COMPANY  OF  NEW  YORK 


LEASES. 


Under  this  head  all  Leases  recorded.  Assignment  of  Leases  and 
Leasehold  Conveyances  will  be  found.  The  expressed  consideration 
following  the  term  of  years  for  which  a  lease  Is  given  means  so 
much    per   year. 

September   21.    22,    24,    2."i,   2(1   and   27. 
BOROUGH    or   MANHATTAN. 

Broome  st,  No  30,  west  store,  Gussie  Hessberg  to  Patalano  Fran- 
cesco;   5  years,   from  Oct  1,   190G.     Sept  27,   19U(i.     2:322 

300  and  420 

Broome  st.  No  294.  Surrender  lease.  Abraham  Friedman  and 
ano  to  Jennie  Goldstein.     Mar  2.     Sept  27,  1006.     2:419 nom 

Canal  st,   No  102   |  all.     Charles  Raab  to  Joseph  S  Marcus;  3  yrs, 

Forsyth  st,  No  2(i|  from  May  1,  1909.  Sept  20,  1900.  1:292.... 
7.000 

Coenties  slip,  No  20.  store.  Adrian  Tuttle  INDIVID  and  TRUS- 
TEE for  Anna  M  Tuttle  et  al  to  Wm  Von  Minden;  G  years,  from 
May   1,   1900.      Sept  27.   1900.      1:34 1.4.'50 

Commerce  st,  Nos  2  and  4.  Assign  lease.  Katharine  Simpson  to 
Victoria  Davis.     Sept  22.     Sept  24,   1900.     2:.587 nom 

Division  st.  No  74.  store,  &c.  Joseph  S  Marcus  to  Henry  Heltand; 
.5   years,   from  May   1,   190.5.      Sept  2.5,    1900.      1:292 7S0 

Delancey  st,  No  240.  Surrender  lease.  Max  Mencher  to  George 
Modell.      Sept  2.5.      Sept   20,    1900.      2:338 nom 

Greene  st.  No  259.  Consent  to  assign  lease.  TRUSTEES  of  Sail- 
ors Snug  Harbor  to  Geo  W  Lamert  ADMR  of  George  Lanziner. 
Sept  4.     Sept  10.   1900.     2:54.S 

Greenwich  st.  No  772.  Assign  lease.  Bernard  Riegel  to  James  J 
McNamara.  Mort  .$4,800.  June  17,  1904.  Sept  27,  1900.  2:635. 
nom 

Houston  st.  No  292  East.  Subordination  of  lease  to  mort  for 
$18,000.      Ardalion    Gr   Chromowski    with    Clara    L   Craft.      Sept 

24.  Sept  27.  1900.     2:397.                                                                     nom 
Houston  St.  Nos  445  to  449,  s  e  cor  Cannon  st.  store,  &c.     Abra- 
ham Michaelson  to  Henry  Geller;  2  years,   from  Dec   1,  1904   (2 
years   renewal).      Sept   25,   1900.     2:330 900 

Hudson   st,   No   103,   store    I 

Laight  st,   No  47,  store   | 

Michael   Murtha   to   Thos   P  Dwyer  and  ano;   2  8-12  years,   from 

Sept   1,   1900.     Sept  25,  19(>).     1:215..- 1.020 

Irving    pi.     No    55.       Surrender    lease.       Jacob    Jaffe    to    Wm    R 

O'Brien.     May  7.     Sept  21,  1900.     3:873 nom 

Ludlow  St.  No  14.  Bill  of  sale.  Saloon  lease,  &c.  Morris  Co- 
hen   to    Isidor    Salomon.      All    title.      July    3.      Sept    27,    1900. 

1:297 500 

Same    property.    Assign    lease.       Meyer    Salomon      to      Ferdinand 

Muench  Brewery.     Sept  25.     Sept  27.   1900.     1:297.  nom 

Mott  St.   No  100.  store.     Margarita  Alberto  et  al  to  Donato  Bello 

and    Felice    Foglio;    .5  7-12   years,    from   Oct    1,   1900.      Sept   22. 

1900.      1:204 1,2(K1 

Same   property.     Assigns  lease.      Donato   Bello   and  ano  to  Joseph 

Doelgers.     Sept  18.     Sept  22.  1900.     1:204 1,000 

Mott    st,    No    74.      Surrender    lease.      Louis    J    Frank    to    Deborah 

Freed.     All  title.     Sept  17.     Sept  22.  1900.     1:201 nom 

Nassau  st,  Nos  107  and  109]n  w  cor.  2d  and  3d  lofts.     Rose  Schulte 
Ann  st,  Nos  25  to  29  |     et   al    EXRS.    &c,    Anthony   Schulte    to 

Edmund  and  Leo  Kohn;   O^^  years,  from  Nov  1,  1900.     Sept  27. 

1900.      1:90 1,700 

Rivington   st,    No   28,    stable,   &c.      Wm   Simis   TRUSTEE   Mary   O 

Simis  to  Bernhard  Mayer;   5  years,  from  May  1,  1903.     Sept  25. 

1900.     2:421 2.2(X) 

Rivington    st.    No   227.    all.      Abraham    Schwartz    to    Morris    Gold- 
berg; 3  years,  from  Sept  15.  1900.     Sept  27.  1900.     2:.3.33.. .  .4,0(X) 
Rivington  st.  No  .84,  n  w  cor  Orchard  st,  store.     Sigmund  Schnee 

to    Yudell    Silber;    2   8-12   years,    from   Sept   1.    1900.      Sept   27. 

1900.     2:416 1.980 

Spring    St.    Nos    195   and    197.      Subordination    of    lease    to    mort. 

Henry  Funchard  with  Chas  H  Phelps  TRUSTEE  John  G  Butler. 

Sept  2.5.     Sept  27,  1900.     2:503 nom 

Spring  st,  Nos  195  and  197.     Subordination  of  lease  to  mortgage. 

Lina  Garagusi  to  Charles  H  Phelps  TRUSTEE  John  G  Butler.  Sept 

25.  Sept   27,    1900.      2:503 nom 

Stanton   st.    No   233.   store.   &c.      Joseph   Gold   and   ano   to   Samuel 

and  Charles  Tishman;  from  Oct  1.  1906,  to  May  1,  1912.  Sept 
2(i,   1900.      2:.3.39 1.044  and   1.380 

Stanton  st.  No  208,  store.  &c.  Morris  Simiansky  to  Israel  Bank; 
2  7-12  years,  ending  May  1,  1909.  Sept  20,  190ti.  2:335. 
504  and  COO 

Stanton  St.  No  2.33.  Surrender  lease.  &c.  Samuel  Tishman  et  al 
to  Joseph  Gold  and  ano.  All  title.  Sept  25.  Sept  26,  19O0. 
2:339 nom 

Stanton  st.  No  80,  basement,  store,  &c.  Benedict  Bockar  to  Kohos 
Moppar;  3  years,  from  May  1,  1906.  Sept  26,  19O0.  2:417.... 
900  to  1,020 

Washington  st,   No799|Assign    lease.      James      J      McNamara      to 

Horatio  st.  No  87  |     Davies   J   Marshall.      Mort   $4,360.      Sept 

.    20.      Sept  21,   1900.     2:043 nom 

Same  property.  Assign  lease.  Davies  J  Marshall  to  James  J  Mc- 
Namara.    All   title.     Sept  21.   190().     2:043 nom 

same  property.  Assignment  of  interest  in  money  that  will  become 
payable  on  surrender  of  lease.  James  J  McNamara  to  Bern- 
heimer  &  Schwartz  Pilsener  Brewing  Co.  Sept  20.  Sept  21. 
190«).      2:043 nom 

4th  St.  Nos  104  and  100  East,  west  store,  &c.  Henry  Kroger  to 
Herman  Weisberger;  5  years,  from  May  1,  1900.  Sept  24. 
1906.      2:4.32 000 

7th  st,  Nos  219  and  221  East.     Surrender  lease.     Samuel  Fuess  to 

Oscar   Dobroczynski.      Sept   24.      Sept  20,   1900.     2:390 

other   consid   and   100 

8th  st.  No  317  East,  store.  Israel  Crystal  to  Simon  Brenner;  3Vi 
years,  from  Nov  1.  19CK5.     Sept  27.  19O0.     2:391 720 

Same  property.  Assign  lease.  Simon  Brenner  to  Congress  Brew- 
ing  Co.     Aug  24.     Sept  27,   1900.     2:391: nom 

12th  st,  No  427  East,  2d  and  3d  floors  in  rear  building.     Sophia 


A    Klemens    to   John    Wintrich   and   ano;    2   years,   from   Aug   1 

1900.      Sept  27,   1906.     2:440 j 408 

12th  st.  No  441  East,  west  stores.     Geo  Weil  to  Antonina  Alotta; 

J)  years,  from  May  1,  1900.     Sept  22,  1906.     2:440 900 

17th  st.   No  8   East,   stoop   floor.     Adolph  Weiss   to  Joseph   Barth 

and  ano;  3  7-12  years,  from  Oct  1,  1906.     Sept  26,  1900.     3:844. 

1,560 

lith  st.  No  29  West,  7th  loft.     E  J  Galway  Building  Co  to  Peerless 

Mfg   Co;    3   years,    from   Feb    1,   1907.      Sept   27,    1900.      3:819. 

1000 

20th   St.   No   11   East.      Assign  lease.      Ar^)  and  Meta  Lane  to  Con- 
sumers  Brewing   Co.      Sept   19.     Sept   27,   19110.     3:849 nom 

27th  st,   Nos   142  to  140  East,  all.      Edward  W  Browning  to  Fredk 

S  Justice;   10  years,  from  Nov  15,  1905.     Sept  27,  19(H;.     3:882. 

taxes.   &c.   and   10.000 

29th  st.   No  214  East.     Surrender  lease.     Oreste  and  Pietro  Croci 

to  Caroline   M  S  Weber.     Sept  21.     Sept  22,  1906.     3:909 516 

38th  st,  No  20,  s  s,  2i0  w  5th  av,  25x98.9.     Juliana  A  Ferguson  to 

M    Alice    Lyon;    21    years,    from    Nov   1,    1900.      Sept    27.    1906. 

3:839 taxes.   &c,   and   .'fO.O(X) 

41st  st,   Nos   144  to  148  East,   all.     Thos  J  McCahill   to  James  T 

Haverty;    5   years,   from   Oct   1,   1906.      Sept   26,    1906.     5:1295. 

7,200 

41st  st.  No  554  West,  2-sty  stable.     John  Louis  to  John  G  Driever 

and  ano;   10  years,  from  Nov  1,  1906.     Sept  24,  1906.     4:1069. 


.2,100 


44th  st.  No  324  West.  Assign  lease,  chattels.  &c.  Wm  Evans  to 
Hugh  L  Starr.  Mort  $1,975.  Sept  13.  Sept  21,  1006.  4:10,34. 
nom 

40th  St.  No  28,  s  s,  387.0  w  5th  av,  20x100.5,  John  T  Farrell  and 
ano  EXRS  John  Farrell  to  Alma  Robert;  20  5-12  years,  from 
May  1,  190<;.     Sept  21,  19tHi.     5: 1201 .  .taxes,  &c,  and  2,7<M)  to  4.500 

46th  st.  No  54.S  West,  basement.  Gustav  Schorn  and  ano  to  Will- 
iam Taylor  Co;  4  7-12  years,  from  Oct  1,  100:i.  Sept  27,  1906. 
4:1074 5(X) 

4Sth  st.  No  241  West,  all.  Catharine  Douglas  to  Edmund  Leur- 
quin;   3  years,  from  Oct   1,   ISMJO.     Sept  27,   1900.     4:1020 1..300 

49th  st,  Nos  304  and  306  West.  Assign  lease.  Samuel  Lawson 
and  ano  to  Chas  F  Pitney.  Sept  24,  1900.  Sept  25,  1000.  4:1039. 
6,000 

50th  st,  Nos  231  to  237  East,  all.     Lena  Gurgel  to  Elias  Kosower; 

2  10-12  years,   from  July   1.   1900.     Sept  20.   1906.     5:1330 

10.0.50 

7.Sd  St.  No  219  East.  all.     Solomon  Judenfreund  to  Max  Gilefsky; 

3  years,  from  Oct  1.  1006.     Sept  27.  11)00.     5:1428 2.000 

70th   St.   No  50  East.     Surrender  lease.      Stuart   Duncan  to   Irving 

Grinnell  and  ano  "rtlUSTEES  for  Joanna  H  Grinnell  will  Gardiner 
G  Howland.     Nov  8,  1005.     Sept  22,   1900.     5:1391 nom 

]02d  st.  No  21.5  East.  Surrender  lease.  Isaac  Jacobs  to  Rosalie 
Zipser.     Aug  27.      Sept  25    100<).     (i:  10.52 150 

103d  St.  Nos  327  and  329  East.  .50x100.  all.  Frank  Hajek  to  Ha- 
jek  Marble  Co;  1  year,  from  Aug  8.  1900  (2  years  renewal  at 
$2,400,  and  2  years  renewal  at  $2,700).  Sept.  25,  1906.  6:1675. 
^._ 2.40O 

112th  St.  Nos  .57  and  59  East.  Assign  lease.  Joseph  Rafalowitz 
and  ano  to  SauT Amsterdam.     Sept  7.     Sept  25,  1000.     0:1618.. nom 

Same  property.  Surrender  lease.  Saul  Amsterdam  to  Frances  Ro- 
senthal  and   ano.     Sept  12.     Sept   25   ,lti06.     6:1018 nom 

112th  St.  Nos  201  to  208  East.  Surrender  lease.  Louis  Burger  to 
Moses  A  Abramowitsch.     Sept  24.  1000.     0:1001 800 

110th  St.  No  04  West.  all.  Henry  Pape  to  Chas  M  Anderson;  1 
year,   from   Sept   1.   1000.     Sept   27.   l',HX>.     (i:1599 630 

122d  St.  No  319  East.  all.  Chas  Freysz  to  John  Manzino;  5  yrs, 
from   Aug   1,   190:'..      Sept   24.   1906.     6:1790 600 

125th  St.  No  77  East,  all.  Wm  T  Purdy  to  Geo  and  Frank  Berg- 
maier;  3  8-12  years,  from  Sept  1,  19u0.  Sept  24,  190().  0:1750. 
2.300  and  2.500 

127th  st,  Nos  104  and  100  East.  Surrender  lease.  Mark  0  Schwartz 
to   Edward   Quittner.      Sept   17.      Sept   24,    1000.      0:1775.  .omitted 

Amsterdam  av.  No  2240,  store  and  .5  rooms  above.  Abraham  L 
Libman  and  ano  to  Frederick  Scherer;  4  7-12  years,  from  Oct 
1,  1000.     Sept  27,  1900.     ,S:2128 840  to  900 

Amsterdam  av,  s  w  cor  173d  st,  cor  store.  Isaac  and  Henry  Mayer 
to  Frederick  Heise;  3  years,  from  Oct  1,  1900.  Sept  21.  100(!. 
8:2129 1.080   and    1,200 

Amsterdam  av,  s  w  cor  172d  st,  — x — .  Assign  lease.  Michael 
Cassidy  to  Delia  Cassidy.  Mort  $3..300.  Aug  2.  Sept  21.  1000. 
8:2128 other   consid  and  100 

Av  A.  Nos  1294  to  1302 

00th   St.   Nos  .503  and  .505   East 

70th   st,    Nos   502   and   504    East 

Surrender  lease.     Henry  Nathan  and  ano  to  Nathan,  Kean  &  Co. 
Sept   20.      Sept  27,    lOOli.      5:14.S1 nom 

Av  A,  No  224,  s  e  cor  14lh  st,  Nos  .500  and  502.  Assign  lease. 
Morris  Dlugasch  to  Emil  P  Korkus.  of  Brooklyn.  Feb  26.  Sept 
20,1900.     2:407 nom 

Av  D.  No  91,  s  w  cor  7th  st,  all.  Christian  C  Haug  et  al  to  Died- 
erich  Duehne.  Sept  14,  1906;  5  years,  from  May  1,  1908.  Sept 
27,   1900.     2:376 1.525 

Same  property.  Assign  above  lease.  Diederich  Duehne  to  Fer- 
dinand  Munch   Brewery.      Sept  "25.     Sept   27.   19O0.     2:376.... nom 

Same  property.  Assign  lease  dated  Feb  .5.  1905.  Peter  J  Fick- 
bohm  to  Diederich  Duehne.  Sept  12.  Sept  27,  190<>.  2:376. 
nom 

Same  property.  Assign  above  lease.  'Diederich  Duehne  to  Fer- 
dinand   Munch    Brewery.      Sept   20.      Sept   27.    1906.      2:370... nom 

Bowery.  Nos  316  and  318   i?    w    cor    Bleecker    st,    all.      Jennie    Et- 

Bleecker  st.  No  2  |  tinger  and  ano  INDIVID.  EXRS.  &c. 
Abraham  Ettinger  to  Gus  and  Max  Jaretsky;  5  7-12  years,  from 
Oct    1,    1906.      Sept  24,    1900.      2:.521 5,.500  and   0,000 

Broadway  |s   w   cor.   store   and   basement.      Iron   Realty  Co 

127th  St.  No  OOO  W|  to  John  J  Kennedy;  10  7-12  years,  from  Oct 
1,    1901!.      Sept   24,    1900.      7:1993 2,000   to   3,000 

Same  property.  Assign  lease.  John  J  Kennedy  to  H  Koehler  & 
Co.     Sept  21.     Sept  24,  1900.     7:1093 nom 

Broadway,  No  3149,  south  store.  Abraham  Cohn  to  Baruett  Cohn; 
3  years,  from  Sept  1,  1000.     Sept  27,  1900.     7:1993..   ..480  to  600 


The  text  of  these  pages  Is  copyrighted.     All  rights  are  reserved.     Notice  Is  hereby  given  that   Infringement  will  lead  to  prosecution. 
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Adaptable  for 

Offices  and  Residences 

Systems  of  Less  Than  Five  Stations 


Interior  Telephones 

No  Maintenance  Charge     rlTly      bcllIS      U      IflOnill 

THE  AHENTION  OF  ARCHITECTS  AHD  BUILDERS  IS  PARTICULARLY  CALLED  TO  THE  ADVANTAGES  Of  OUR  SYSTEMS. 
RATES  FOR  SYSTEMS  OF  OVER  FIVE  STATIONS  AND  ALL  OTHER  INFORMATION  MAI  BE  OBTAINED  UPON  APPLICATION. 

NEW     YORK     TELEPHONE     COMPANY 


I  15  WEST  38th  STREET 


15  DEY  STREET 


S20  WEST  124th  STREET 


Columbus  av.   No  43(1.  s  w  cor  Slst  st,  all.     Adelaide  L  Gross  and 

ano   to  Louis  MuUer,  from  Aug  1,  1900,  to  April  30,   1911.   Sept 

2.J,   1901!.     4:1211 4,500  to  5.U0O 

Columbus  av.  No  727,  south  store.     Fredk  V  Oathott  to  Moritz  Sil- 

berberg;  3  years,  from  May  1.  1908.     Sept  25.  1900.     4:1209.. 600 
Columbus   av.   No  430.  s   w  cor  Slst  st.     Surrender   lease.      Loius 

Muller  et  al  to  Adelaide  L  Gross  and  Mary  B  Crook.     All  title. 

Sept   11.     Sept  21,   1900.     4:1211 nom 

Columbus  av.  No  705.  store,  &c.     Jacob  L  Lissner  to  Becker  Bros; 

5  years,  from  May  1,  1900.  Sept  21,  190(!.     4:1208.  .1.800  and  1,900 
Columbus  av.  No  430,  s  w  cor  Slst  st.     Assign  lease.     The  West- 

ervelt    Coleman   Co   to   Isaac   Westervelt.     May   14,   1903.      Sept 

21,    lllOti.      4:1211 nom 

Madison  av,   Nos  1590  and  1598|  n  w  cor,   store,  &c.     Louis  Steck- 
]07th  st.   No  23  East  |     ler  and  ano  to  Louis  Berdy;   5% 

years,    from   Nov   1,   190G;    5  years  renewal.      Sept   20,   1906. 

0:1013 1,320 

Madison   av.    No   1513,   all.      Israel   Spingarn   to   Solomon   Antoko- 

letz;   5  years,  from  Sept  1.5,  1906.     Sept  25,  1900.     0:1609. .  .1.050 
1st  av,  Nos  1957  and  1959.     Assign  lease.     Benedetto   ..D'Azzo  to 

Guiseppe  Azzara.      All   title.     Aug  15.     Sept  24,   1900.     0:1672. 

nom 

2d  av.  No  345.     Assign  lease.     Richard  J  Couch  to  Bernard  J  Shand- 

ley.     Sept  21.     Sept  24,  1900.     3:901 nom 

Same    property.      Assign    lease.      Bernard    J    Shandley    to    James 

Everards   Breweries.     Sept  21.     Sept  24,   1906.     3:901 nom 

2d  av.  No  1959,  s  w  cor  101st  st,  store  and  4  rooms  2d  floor  n  s. 

Anshel   Garmise   to  Jacob   Barbash;   3  years,   from  Sept  1,   1906. 

Sept   26,    1906.      0:10.50 1,440 

3d   av.    No   377.      Surrender   lease.      Francis   A   Goetz   witht   Sieg- 

mund    Dornbusch.      Sept   27.    1900.     3:908.. other   consid   and   325 
3d   av.    No   377,   all.      Francis   A   Goeltz   to   Siegmund   Dornbusch; 

5    years,    from    Sept    IS,    1906.      Sept    21,    1900.      3:908 

1,500   and   1.000 

3d  av.  No  2146,  interior  of  building.     Carrie  P  Suyden  to  Benjamin 

Weinberg:    4   11-12   years,   from   June   1,   1900.      Sept   25,    1906. 

6:1645 2,600 

3d  av.  No  1699,  store,  &c.     Frank  Beck  to  Morris  May  and  ano; 

1   year,   from   Sept   1,   1906    (2  years   renewal).      Sept   25,    1906. 

5:1541 1,320 

3d  av.   No  112,  n  w  s.   75  n  e  13th  st,  25x100 1 

3d  av,  No  110,  n  w  s,  .50  n  e  13th  st,  25x100 1 

Surrender   two   leases.      Edwin   J   Sander   to   Rutherfurd   Stuyve- 

sant,   of  AUamuchy,  Warren  Co,  N  J.     Sept  17.     Sept  21,  1906. 

2:559 8,500 

3d   av.   No   lOHO,   store,   &c.     George   Dededimos   and  ano   to   Chris 

Grimbilas;    3    1-12   years,    from   Sept    1,    1906.      Sept   24.    190(i. 

5:1518 l.SOO 

3d  av.   No  283,  n  e  cor  22d  st.  all.     Helen  M  del  Garcia  et  al  to 

Geo    L    Fritzel;    10   years,   from    May   1,    1911.      Sept   24,    1906. 

3:903 3,000 

3d  av.  No  1600,  store.     Alphonse  Andre  to  George  Dededimos  and 

ano;  3  years,  from  Oct  1.  1900.     Sept  24.  1906.     5:1518 l.SOO 

3d  av.  No  1522,  2  stores.     John  Spies  INDIVID  and  others  EXRS 

to  Geo  Dededimos  and  Anast  Vondouris;   7  months,  from  Oct  1, 

1906.      Sept   24,    1906.      5:1514 2.400 

Same  property.     Same  to  same;  5  years,  from  May  1,  1907.     Sept 

24,   1906.     5:1514 3.000 

5th  av.  No  2218,  s  w  cor  135th  st.  store,  &c.     Dorris  Osserman  to 

Max  Busch;  3  years,  from  May  1,  1911.     Sept  24,  1906.     6:1732. 

1,740 

6th  av.  No  600,  all.     Rudolph  A  Witthaus  to  James  B  Bristol  and 

ano;   6%  years,  from  Nov  1,   liKII).     Sept  25,   1906.     3:837 

taxes.   &c,   and   9,000 

7th  av.   No  2259,  s  e  cor  133d  st,  store.     Harry  Godstein  and  ano 

to    Ignatz   Goldstein;    1    year    (2   years    renewal),    from    Nov    1, 

1906.     Sept  2.5,  1900.     7:1917 1.800 

Same    property.      Agreement    as    to    modification    of    lease.      Same 

with  same.     Sept  24.     Sept  25.  1900.     7:1917 nom 

Sth  av,  Nos  281  and  283.  n  w  cor  24th  st.  44.2x100.     Sarah  Dwyer 

and  ano   to  Jacob   Van  Clief;   4  9-12  years,   from   Aug   1.   1906. 

Sept  21.   1900.     3:746 taxes.  &c.  and  5.040  to  5.640 

Same  property.  Assign  lease.  Jacob  Van  Clief  to  James  Ever- 
ards  Breweries.      Sept   10.   1906.     Sept  21,   1906.     3:748 nom 

Sth  av.  No  2121.  store  and  basement.  Johanna  Guitermau  to  Al- 
phonse Andre;  5  years,  from  Oct  1,  1906.     Sept  24,  1906.     7:1848. 

1.700  to  1,800 

9th  av.  No  042,  n  e  cor  45th  st,  — x— .  Assign  lease.  Daniel  Col- 
lins to  James  Weir.     Sept  5.     Sept  24.  1900.     4:1036 5.875 

10th  av.  No  843,  w  s,  60.3  s  56th  st,  20.1x,S0.     Assign  lease.     Ida 

Held  to  Catherine  Mulligan.     Sept  25.     Sept  26,   1906.     4:1084. 

nom 

10th  av,   No  488,   store.  &c.     Nathan  Moss   to  Nicolaus  Peiffer;   5 

years,  from  May  1,   1906.     Sept  27,  1906.     3:735 l.O.SO 

10th   av.   No   7.5.3.     Assign  lease.      H   Koehler   &  Co   to  Wm   Dug- 

gan.     Mar  12.     Sept  26,   1906.     4:1061 nom 

10th   av.   No  513.     Assign   lease.     Charles  Wolf  to  Gottlieb  Lien- 

hardt.     Sept  24.     Sept  25.  1906.     3:710 nom 

BOROUGH   OF   THE   BRONX. 

101st  st,  No  652  East,  store  and  2d  floor.  Charlotte  Hermelin  to 
Gottlieb  Sommerhalder;  5  years,  from  May  1,  1909.  Sept  26. 
1906.     9:2382 1.020  and  1,080 


*Amethyst  av,  n  e  cor  Morris  Park  av,  20x70,  3-sty  frame  store  and 
dwelling.  Lizzie  Scott  to  Samuel  Beilin;  3  7-12  years,  from  Oct 
1,   1900.     Sept  25.  1900 900  to  1,200 

Crescent  av,  s  w  cor  Cambreling  av,  — x — .  Assign  lease.  Wm  P 
Fornflnne  to  David  Mayer  Brewing  Co.  Oct  7,  1905.  Sept  21, 
1900.      11:3088 nom 

Tremont  av.  No  739,  all.  John  Finger  to  Frank  A  Ladouceur;  4 
years,   from  May   1,   1900.     Sept  27,   1906.     11:3043 2,000 

Washington  av.  No  1786,  all.  Lucius  A  Rockwell  to  Henry  Birn; 
3  years,  from  May  1,  1906.     Sept  25,  1906.     11:2916.. 49S  and  540 

Wendover  av.  No  (iSO,  east  store.  Harry  and  Max  Jackson  to 
Samuel  Ginsberg;  3  years,  from  Oct  15,  1906.  Sept  25,  1906. 
11:2896 360   and   420 

3d  av.  No  3038,  all.  156th  st,  1-sty  brk  extension  in  rear  of  above. 
Bernard  J  MacCorry  to  Herman  Menaker;  5  years,  from  May 
1,1911.     Sept  27.  1906.     9:2303 5,400 

3d  av.  No  3038,  the  1-sty  brk  extension  to  said  building,  being  on 
East  150th  St.  Bernard  J  MacCorry  to  Herman  Menaker;  4 
7-12   years,   from   Oct   1,   1900.      Sept   27,   1900.     9:2363..    ..1,350 

MORTGAGES 

NOTE. — The  arrangement  of  this  list  is  as  follows:  The  first  name 
is  that  of  the  mongagor,  the  next  that  of  the  mortgagee.  The 
description  of  the  property  then  follows,  then  the  date  of  the 
mortgage,  the  time  for  which  it  was  given  and  the  amount.  The 
general  dates  used  as  headlines  are  the  dates  when  the  mortgage 
was   handed  into   the   Register's  Office  to  be  recorded. 

Whenever  the  letters  "P.  M."  occur,  preceded  by  the  name  of  a 
street,  in  these  lists  of  mortgages,  they  mean  that  it  is  a  Purchase 
Money  Mortgage,  and  for  fuller  particulars  see  the  list  of  transfers 
under  the  corresponding  date. 

The  first  date  is  the  date  the  mortgage  was  drawn,  the  second  the 
date  of  filing;  when  both  dates  are  the  same,  only  one  Is  given. 

Subscribers  will  find  mortgages  in  this  list  with  the  wrong  block 
number  attached.  The  block  number  we  give  is  taken  from  the  in- 
Etriment   as  filed. 

Mortgages  against  Bronx  property  will  be  found  altogether  at  the 
foot  of   this   list. 

September  21,   22,   24,   25,   20  and  27. 
BOROUGH   OF  MANHATTAIT. 

American  Mortgage  Co  with  Morris  Masch.  2d  av.  No  2407,  w  s, 
100.11  s  124th  st,  25.2x90.  Extension  mort.  July  30.  Sept 
27.   IttOO.     0:1788.  nom 

Abraham,  Siamon  to  James  R  Plum  exr,  &c,  Mary  G  Willard  et  al. 
108th  st,  No  139.  n  s,  3.50  e  Amsterdam  av,  25x100.11.  Sept 
17,   due  July   17.   1911,   5%.      Sept   27.   1900.      7:1803.  20,000 

Aledo  Realty  Co  to  TITLE  GUARANTEE  &  TRUST  CO.  7eth  st. 
No  59,  n  s,  130  w  Park  av,  25x102.2.  P  M.  Sept  21,  due,  &c,  as 
per  bond.     Sept  22,  190G.     5:1391.  25.000 

Alotta.  Antonia  to  Joseph  Doelgers  Sons.  12th  st.  No  441  East. 
Saloon   lease.      Sept   21,   demand,   0%.     Sept  22,   1906.      2:440. 

1,200 

Advance  Realty  and  Construction  Co  to  Henry  Hoffman.  27th  st. 
No  43,  n  s,  2.50  e  0th  av,  25x98.9.  Building  loan.  Sept  24.  1 
year,  0%.     Sept  2(i,  1906.     2:829.  30,000 

Same  to  Herman  Heinemann.  Same  property.  Building  loan. 
Prior  mort  .$30,000.     Sept  24,  1  year,  6%.     Sept  26,  1900.    3:829. 

15,000 

Apollo  Realty  Co  to  Julius  Werner.  2d  av,  Nos  1060  and  1062, 
s  e  cor  .56th  sf.  Nos  .300  to  304,  runs  s  40.5  x  e  63  x  s  60  x  e  37 
x  n  100.5  to  56th  st  x  w  100  to  beginning.  Prior  mort  $44,000. 
Sept  27,  1906,  demand,  0%.     5:1348.  12,000 

Same  to  American  Mortgage  Co.  Same  property.  Sept  27,  190<), 
1  year,  5%.     5:1348.  44.000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to   above   mort.     Sept   27,   1906.      5:1.548.  

Alter.  Solomon  to  Chas  H  Phelps  exr  John  G  Butler.  Sullivan  st, 
Nos  93  and  95,  n  e  cor  Spring  st,  Nos  195  to  199,  75x46.3. 
Sept  27.  1906,  3  years,  4%%-     2:503.  56,000 

Blaut,  Sophie  to  LAWYERS  TITLE  INS  &  TRUST  CO.  73d  st. 
No  53,  n  s.  242.6  e  Madison  av,  17.6x102.2.  Sept  27,  1906,  3 
years.  4%%.     5:1388.  27,000 

Brokers  Investing  Co  with  Luke  Kouwenhoven.  55th  st.  No  124, 
s  si  140  w  Lexington  av,  25x100.5.  Subordination  agreement. 
Sept  25.     Sept  20,  1906.     5:1309.  nom 

Bachrach,  Abram  and  Julius  Individ  and  exrs  Solomon  Bachrach 
to  Elkan  Naumburg  and  ano,  exrs,  &c.  Joseph  Goldmark.  Grand 
st.  No  375,  on  map  Nos  375  and  375%,  s  e  cor  Norfolk  st.  No 
42.  25x75.  Aug  30,  due  July  1,  1909,  4%%.  Sept  26,  1906. 
1:312.  2.000 

Burr,  Franklin,  Mt  Kisco,  N  Y,  to  Margt  Mahan.  22d  st.  No  328, 
s  s,  245  w  1st  av.  25x97.6.    1  year,  4i,i%.     Sept  26,  1906.    3:927. 

5,000 

Benaim,  Abraham  J  to  LAWYERS  TITLE  INS  AND  TRUST  CO. 
53d  st.  No  419.  n  s.  275  w  9th  av,  25x100.5.  5  years,  5%.  Sept 
26.  1906.     4:1063.  18,500 

Becker,  Isidore  S  to  Andrew  Wilson  trustee  Chas  E  Fleming. 
146th  St.  No  424,  s  s,  25  e  Convent  av,  37.6.x99.11.  Sept  24, 
due  Mar  12.  1909,  5%.     Sept  25,  1906.     7:2060.  41,500 


Th«  Uzt  at  thes*  pagei  U  copjrlghted.     All  lighta  ar*  reMirad.         Notice  Is  hereby  glreu  tbat  Infringement  will  lead  to  proBecutlon. 
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MAPLEDORAM  &  CO. 

^  REAL  ESTATE  BROKERS 


Bay  Ridge  Property 
Our  Specialty 


Fifth  Ave.  and  79th  St.,  Brooklyn,  N.  Y. 

Telephone,  724  Bay  Ridge 
Branch  Office:  Bay  Ridge  Ave.,  cor.  Fort  Hamilton  At». 


Buchsbaum,   Morris  to  Michael   Buchsbaum.     Stli  av,  No  2704,   s  e 

cor  147th  St,  2r,Jxl00.     P  M.     Prior  mort  ,$ .     Sept  2.5,  lOCHj. 

1   year,   (i%.     7:2(132.  10,000 

Bninswick  Site  Co  to  EQUITABLE  LIFE  ASSUR  SOC  ot  the  U  S. 
."ith  av,  Nos  213  to  2:!1,  n  e  cor  2(jth  st,  Nos  1  to  !),  197. G  to 
27th  St,  Nos  2  and  4,  xl57.(i.  Sept  20,  lilOli,  due  Jan  1,  1911, 
.")i^%    and   4%%.     Sept   25,  -lOOtJ.      3:S5G.  gold,    2,500,000 

Boock,  Herman  to  GERMAN  SAVINGS  BANK  in  City  N  Y.  9th 
St.  No  338.  s  s,  225  w  1st  av,  25x.S5.  Sept  25,  1900.  3  years, 
5'/r.      2:4.50.  22,000 

Beck.  Henry  to  UNION  TRUST  CO  o£  N  Y.  9th  av,  No  598,  e  s, 
20.1  s  43d  St,  20.1x80.  July  17,  due  Aug  1,  1911,  4i^%.  July 
19.   1900.      4:1033.  14,000 

Same  and  Charlotte  H  C  Beck  with  same.  Same  property.  Sub- 
ordination agreement.  July  17.  July  19.  1906.  4:1033.  Re- 
printed from  issue  of  July  28,  when  this  appeared  under 
Bronx  Mortgages.  nom 

Baker,  Carl  F  to  TITLE  GUARANTEE  &  TRUST  CO.     70th  st.  No 

23,  u   s.   375   w   Central   Park   West.   82.4x102.2.      Sept  24,    du«, 
&c,  as  per  bond.      Sept  25,   1900.     4:1129.  00,000 

Bachman,  Alfred  C  to  TITLE  GUARANTEE  &  TRUST  CO.  Broad- 
way, s  w  cor  14l>th  st.  No  000,  90.11x75.  Sept  21,  1900,  due, 
&c,   as  per  bond.     7:2087.  40.000 

Bigelow,  Jessie  M  to  Seymour  Realty  Co.  Lexington  av,  No  10.5.S, 
w  s,  IS  n  75th  st,  17x.S5.  Sept  18,  5  years,  5%.  Sept  21,  1900. 
5:1410.  12,0U0 

Bauml.  Lillie  to  TITLE  GUARANTEE  &  TRUST  CO.  8th  av,  No 
2074,  e  s,  .50.5  n  112th  st,  25.2x100x25.2x100.  Sept  21,  1900,  due, 
&c,    as   per   bond.      7:1828.  30,000 

Blumenthal.  Mark  to  Florence  I  Pettit.  Lawrence  st.  No  8C.  s  s, 
01.7  w  Amsterdam  av,  25x100.  Extension  mort.  Nov  21,  1905. 
Sept   24,   19(X).      7:1982.  nom 

Blumberg,  Isaac  and  Saml  Swinton  to  Abraham  Beiler.  Water  st, 
No  C50,  n  s,  abt  350  w  Jackson  st,  20x86.9x20x85.6  w  s.  Sept 
19,  5  years.  5f:c.      Sept  24,   1900.     1:200.  12,500 

Beer.  Morris  and  Sam  Katz  to  Francis  P  Reairden.  Cannon  st.  No 
04,  e  s,  125  s  Rivington  st,  25x100.     Sept  10,  2  years,  0%.     Sept 

24,  1900.     2:328.  2.000 
Bergman,   Henry   to   Bernat   Springer   and   ano.      16th   st.    No   016, 

s   s.   263  G  Av   B,   25x103.3.     P  M.     Sept  24.   1906,   due  Mar  15. 
190S.  09,:.     3:983.  1,.350 

Buxbaum,  Nathan  to  Lina  Grant.  Houston  st.  No  440,  n  s,  31.2 
w  Manhattan  st,  31.2x07.3.  P  M.  Prior  mort  .'i!24,000.  Sept  15. 
8  years,  G%.     Sept  27,   1900.     2:357.  10.250 

Brand,  Herman  and  Julius  Felsenthal  to  Clara  A  Baab.  Morning- 
side  av.  No  111.  e  s,  29  s  124th  st,  23.9x88.     Prior  mort  $ . 

Sept  27.  loot).  3  years,  0%.     7:1950.  8,500 

Cushman  (Larimer  A)  Baking  Co  to  Wm  L  Condit  et  al.  Am- 
sterdam av.  No  8.50.  s  w  cor  102d  st.  No  200,  25.11x82.7  to  e  s 
Old  Blooraingdale  road  x28x93.4.  Aug  11,  3  years,  4%.  Sept  21, 
1900.     7:1873.  35,000 

Cushman  (Larimer  A)  Baking  Co  to  Wm  L  Condit  et  al  trustees 
Josephine  L  Peyton.  Amsterdam  av,  s  w  cor  102d  st.  — x — . 
Certificate  as  to  consent  of  stockholders  to  mort  for  $35, (XK). 
Aug  7.     Sept  21,  1900.     7:1873.  

Cordes,  John  D  to  GREENWICH  SAVINGS  BANK.  11th  st,  No 
143.  n  s.  2.S9.3  e  7th  av,  21..5xl08.3.  Sept  27,  1906,  5  years, 
4%%.     2:007.  12,000 

Cohen,  David,  Israel  Rosen  and  Eva  Wartels  to  Oscar  Dobroczyn- 
ski.  7th  St.  Nos  219  and  221,  n  s,  183  w  Av  C,  44x97.0.  P  M. 
Prior  mort  $.50,(X)0.     Sept  25,  0  years.  6%.     Sept  20,  1900.     2:390. 

18,0(M 

Cohn,  Harris  M  with  Frank  Hillman  and  ano.  122d  st,  Nos  108 
and  105  East.  Subordination  of  mortgage  to  building  loan  agree- 
ment.    Sept  10.     Sept  2(i,  1900.     0:1771.  nom 

Congregation  Adath  Israel  a  corporation  to  Davis  Berkman.  Rut- 
gers St.  No  47,  s  e  cor  Monroe  st,  17.4x.53.  Prior  mort  $1G,(XJ0. 
Sept  10,  5  years,  OSJ.     Sept  26.  190(j.     1:256.  3,500 

Chapter  Realty  Co 'to  Chas  L  Eidlitz.  ll.-ith  st.  No  558,  s  s,  012 
w  Amsterdam  av,  19x100.11.  Mort  .fl7,(l(IO.  June  25,  3  years, 
S'/f.     Sept  27, 1900.     7:1884.  .300 

Casazza.  Victor,  Louis  and  Adelina  to  ITALIAN-AMERICAN  TRUST 
CO.     Prince  st.  No  194.  s  w  s,  40  n  w  Sullivan  st,  20x77.     P  M. 
Sept  27,  190(>,  3  years.  — %.     2:504.  lO.CMIO 

Dempsev,  Joseph  E  to  John  F  Nugent.  Lexington  av.  No  222.  n  w 
cor   .33d   st,   20.8x100       All   title.      Sept   20,   3   years,   6%.     Sept 

25,  1900.     3:889.  1.000 
Dwyer,  Thos  P  and  Michl  J  Mulcahy  to  Lion  Brewery.     Hudson  st. 

No   163,     Saloon   lease.      Sept  21,   demand,  07t,.      Sept  25,   1900. 

1:215.  1,9(10 

Dunn,    Joseph,    Lowell.    Mass.    to    Louis    D    Livingston    and    ano. 

112th  st.  No  19,  n  s,  282  e  5th  av,  19x100.11.     P  M.     Prior  mort 

.$12,000.     Aug  15.  2  years.  6%.     Sept  25,  1900.     0:1018.  4,300 

Davis,  Max  A  to  Benj   Blum.     132d  st.  No  2.34,  s  s,  455  e  Sth  av. 

15.k99.11.     P  M.     Sept  20,  3  years,  5%.     Sept  27,  1900.     7:1937. 

10,25(1 
Di  Pirro.  Generoso  to  Arnold  Adler.     121st  st.   No  311.  n  s,  97  e 

2d  av,  runs  n  75.7  x  e  8  x  n  25.3  x  e  23  x  s  100.11  to  st  x  w  20 

to   beginning.      P   M.      Prior  mort   $12,000.      Sept   24,   1900,    due 

Sept   15,   1909,   0%.     0:1798.  2,0110 

Dudensing,    Frank    to    MANHATTAN    SAVINGS    INSTN.      119th   st. 

No  114,  s  s.  215  w  Lenox  av,  20x100.11.     Sept  24,  1900,  due,  &c, 

as  per  bond.     7:1903.  3,000 

Dodge,   Ida  B  to  Ella  V  Eldredge.     89th  st.   No  340,   s  s,   141.3  e 

Riverside  Drive,  20x100.8.     Sept  21,  lOOlj,  5  years,  — ■;! .     4:12.50. 

25,000 
Di    Benedetto,    Angelo    and   Vittoria  bis   wife    to   Vittoria    Di    Bene- 
detto.    115th  St.  Nos  315  and  317,  n  s,  200  e  2d  av,  .50x100.11. 

Prior    mort    $,52,000.       Sept    22,     1900,   due    Jan    1,    1908,    0%. 

(i:1687.  11,000 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Saml  H  Stone  et 

al  exrs.  &c,  Ellas  Stone.     10th  st.  No  120  East,  and  Stuyvesant 

St.  No  35.      2  extensions  ot  mortgages.      Sept   1.      Sept  27.   1900. 

2:4().5.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Anna   M   Kaiser. 

.S3d  St.   No  113  West.      Extension  mort.     Sept  1.      Sept  27,  3900. 

4:1214.  nom 

EQUITABLE    LIFE    ASSUR   SOC    of    the    U    S   with   Ida    R   Larkin. 

53d   st.   No  47   East.     Extension  mort.     Sept  1.'     Sept  27,   1900. 

5:1289.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Salomon  Karlebach. 

89th  st.  No  .54  East.     Extension  mort.     Sept  1.     Sept  27.   1900. 

.5:friOO.  nom 


Empire  Cornice  Works,  a  corpn,  to  Real  Estate  Mortgage  Co  of 
X  J.  119th  st,  Nos  433  to  439.  n  s,  213  w  Av  A,  2  lots,  each 
37.0x100.  2  morts,  each  .f 35  OUO.  Sept  20,  5  years,  5%.  Sept 
27,   1900,     0:1807.  7o*oO0 

Empire  Mortgage  Co  with  TITLE  GUARANTEE  &  TRUST  CO.  81st 
St.  No  127  East.  Extension  mort.  Sept  24.  Sept  27,  1906. 
3:8o(.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Solomon  Frankel. 
111th  St.  No  128  West.  Extension  mort.  Sept  1.  Sept  27 
19(10.      7:1820.  ^       „om 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  John  L  Du  Fais 
trustee  under  deed  of  trust.  82d  st,  No  307  West.  Extension 
mort.     Sept   1.     Sept  27,  1900.     4:1245.  nom 

Epstein.  Kusiel  and  Jonas  Weil  and  ano  with  Jacob  A  Geissen- 
hainer  and  ano  trustees  Henry  Elsworth.  Cherry  st.  No  830,  n  s, 
108.5  w  Montgomery  st,  24.11x98.4.  Subordination  agreement! 
Sept   18.     Sept  27,   1906.     1:258.  nom 

Epstein,  Kusiel  to  Jacob  A  Geissenhainer  and  ano  trustees  Henry 
Elsworth.  Cherry  st.  No  380,  n  s,  103.5  w  Montgomery  st 
24.11x98.4.     Sept  27,   1900,  3  years,  5'/c.     1:258.  10,01X1 

Eckert_,  Edw  G  with  David  Melchner  and  ano.  10th  av.  No  779,  w  s, 
KJO.ij  n  52d  st,  25.8x100.  Extension  mort.  Sept  2.5.  Sept  27' 
1900.     4:1081.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  American  Exchange 
Realty  Co.  158d  st,  Nos  803  and  305,  n  s,  100  w  8th  av,  ,50x 
99.11.     Extension  mort.     Sept  1.     Sept  27,  1900.     7:2047.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Wendolin  J  Nauss. 
25th  st,  No  100  West.  Extension  mort.  Sept  17.  Sept  21 
1900.   7:1909.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Wm  R  Wilcox. 
57th  st.  No  10  East.  Extension  mort.  Sept  1.  Sept  21,  1900. 
5:1292.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Mary  T  Reinard. 
50th  st,  No  77  East.  Extension  mort.  Sept  19.  Sept  21  1900 
5:1292.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Thomas  J  Keveney. 
52d  St.  No  29  West.  Extension  mort.  Sept  17.  Sept  21,  1900 
5:1268.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Everett  Jacobs. 
40th  st,  Nos  530  and  538  West.  Extension  mort.  Sept  18. 
Sept  21,   1900.     4:1074.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Charles  R  Hen- 
derson. 05th  st.  No  27  East.  Extension  mort.  Sept  18.  Sept 
21,  1900.     5:1380.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Saml  H  Hassell. 
71st  St.  No  118  West.  Extension  mort.  Sept  18.  Sept  21, 
1900.     4:1142.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  E  S  Stokes.  72d 
St.  Nos  202  to  270  West.  Extension  mort.  Sept  18.  Sept  21, 
1900.     4:11(58.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Lucia  U  Sears. 
77th  St.  No  KJO  West.  Extension  mort.  Sept  19.  Sept  21, 
1900.     4:1149.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Simon  H  Stern 
and  ano.  S8th  st,  Nos  12  to  18  East.  Extension  mort.  Sept 
17.      Sept   21.    1900.      5:1499.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  US  with  Simon  Kuttner. 
111th  st,  .\o  14  East.  Extension  mort.  Sept  18.  Sept  21,  1900. 
0:1(!10.  .  nom 

EQUITABLE  LIFE  ASSUR  SOC  ot  the  U  S  with  Florence  Berm- 
inghara.  188th  st.  No  202  West.  Extension  mort.  Sept  17. 
Sept  21.  1900.     7:2028.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with -Leonard  Adair. 
145th  st,  No  330  West.  Extension  mort.  Sept  1.  Sept  25,  1900. 
7:2(151.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  (he  U  S  with  Albert  J  Adams. 
9th  av,  Nos  (ilS  and  020,  and  44th  st.  No  358  West.  Extension 
mort.     Sept   1.     Sept  25,   1900.     4:1(.I34.  nom 

Evans,  Annie  to  Fredk  Sheldon.  47th  st.  No  173,  n  s,  GO  e  7th 
av,   20x00.4.      Sept   25.    1900.   3  years,  41/2%,.     4:1000.'  25,000 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Island  Realty  Co. 
Broadway,  s  e  cor  57th  st.  Extension  mort.  Sept  1.  Sept  2.5.  190'i.   . 
4:1028.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Thos  Kelly.  West 
st.    No   495.      Extension    mort.      Sept    1.      Sept   2.),    1900.      2:041. 

nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Alice  L  Carroll. 
15th  st.  No  223- West.  Extension  mort.-  Sept  1.  Sept  25.  1900. 
.■!:7(J5.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Yale  Building  Co. 
44th  St.  Nos  30  and  32  West.  Extension  mort.  Sept  14.  Sept 
25.   1900.      5:12.59.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Leopold  Weil. 
75th  st,  No  146  West.  Extension  mort.  Sept  21.  Sept  25,  1900. 
4:1140.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Geo  Kraus  and 
ano.  100th  st.  No  .54  West.  Extension  mort.  Sept  22.  Sept 
2.5.   1900.     7:1841.  nom 

Feinberg,  Samuel  to  Mary  Ehrmann.  Essex  st.  No  60.  e  s,  81  n 
Grand  st,  19x50.     Sept  25.  2  years,  0%.     Sept  26,  1906.     2:351. 

3,000 

Fox,  Emanuel  E  to  Clara  B  C  H  Lowry.  43d  st.  No  423,  n  s,  275 
w  9th  av,  20x100.4.  P  M.  Sept  25,  8  years,  .5'/,.  Sept  26.  11)00. 
4:10.53.  11,000 

Ferris.  Geo  F,  Claremont  County,  Los  Angeles,  Cal,  to  TITLE 
GUARANTEE  AND  TRUST  CO.  Old  Broadway,  No  2320,  s  e  cor 
Lawrence  st,  Nos  IIG  to  122.  runs  s  .50.2  x  e  100  x  s  25.1  x  e 
12  X  n  75  to  st,  x  w  10(i  to  beginning.  Aug  15,  due,  &c,  as  per 
bond.      Sept  24,   1900.     7:1982.  20,000 

Fichter.  .Herman    to    Benj    Grossman    and   ano.      Willett   st.    No   47. 
n  w  cor  Delancey  st,  Nos  224  and  22(i,  44.8x88.     Declaration  as  to 
payment  of  $10,000  on  account  of  mort  and  subordination  of  mort. 
Sept  24.     Sept  20,  1900.     2:338.                                                           nom 
Fleischmann  Realty   and   Construction   Co   to   TITLE  GUARANTEE 
AND  TRUST  CO.      Amsterdiin  av.   w  s,  .SO  n   175th  st,  ;',0.0xlOO. 
Sept   25,   due,   &c,  as  per  bond.      Sept  20,   ]9(.lli.      8:2i:!2.           9,(K)0 
Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Sept  24.     Sept  20.  1900.     8:2132.  

Feiner.  Solomon  to  Jacob  A  Geissenhainer  and  ano  trustees  Henry 
Elsworth.  Sheriff  st.  No  49,  w  s,  lUO  n  Delancey  st,  ,20x90.  All 
title  to  alley  in  rear.  Sept  24,  3  years,  ry/(.  Sept  25.  1900. 
2:338.  15,000 
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KING'S  WINDSOR  CEMENT 

iot  Plastering  Walls  and  Ceilings  J.  B.  king  &  CO.,  No.  l  Broadway.  New  York 


Elastic  in  Its  nature,  can  be  applied  with  25  pw 
cent,  less  labor  and  has  12'2  percent,  more  cov- 
ering: capacity  tlian   aiiy  otiier  similar  material 


Fritdberg,  Phillippine  to  Laura  Bayles.  14th  st,  No  5,  n  s,  92  e 
5th  av,  33x129.  Leasehold.  Sept  24,  due  Jan  1,  1919,  57o. 
Sept   25,    1906.     3:S42.  22,000 

Fruhllng,  Jacob  to  Eliza  M  Zerega  et  al  trustees  Augustus  Zerega. 
Clinton  st,  Nos  240  and  242,  e  s,  100.10  n  Cherry  st,  40.4x72x 
39.11x72.     Sept  25,   1900.  3  years,  5%.     1:258.  38.000 

Field,  Lillie  G  wife  Augustus  B  to  Wm  J  Krause.  IGth  st.  No  140. 
s  w  s,  140.0  n  w  3d  av,  25x103.3.  Sept  17,  due  Aug  3,  1909,  5%. 
Sept  25,  1900.     3:871.  8,000 

Flatiron  Realty  Co  to  Josephine  H  Dill  and  ano  exrs,  &c,  Wash- 
ington Dill.  47th  st.  No  105,  n  s,  140  e  7th  av.  20x100.4.  All 
title  to  strip  0.1  in  rear.  P  M.  Sept  12,  5  years,  5%%.  Sept 
25,   1900.     4:1000.  38  500 

Freidman,  Morris  with  Nettl  Rosenfeld  and  Helene  Heydt.  117th 
st.  No  242  East.  Subordination  agreement.  Sept  22.  Sept  25, 
1906.     G:l(!(>6.  nom 

Fruhling.  Jacob  and  Max  Wolper  with  Eliza  M  Zerega  et  al  trus- 
tees Augustus  Zerega.  Clinton  st,  Nos  240  and  242,  e  s,  100  n 
Cherry  st,  40.4x72.  Subordination  agreement.  Sept  19.  Sept 
25,  1906.     1:258.  nom 

Fruhling,  Jacob  and  Harris  Siegel  with  Eliza  M  Zerega  et  al  trus- 
tees Augustus  Zerega.  Clinton  st,  Nos  240  and  242,  e  s,  100.10  n 
Cherry  st,  40x72.  Subordination  agreement.  Sept  18.  -Sept  25, 
1906.     1:2.58.  nom 

Flood,  Eugene  J  to  TITLE  GUARANTEE  &  TRUST  CO.  37th  st. 
No  444,  s  s,  215  e  10th  av,  20x98.9.  P  M.  Sept  26,  due,  &c, 
as  per  bond.     Sept  27,   1906.     3:734.  6,.500 

Feldberg,  Morris  to  Montiflore  Realty  Co.  Lenox  av.  n  e  cor 
143d  St.  runs  e  90.2  x  n  .59.11  x  e  16.7  x  n  39.11  x  w  27.10  x  s 
25   X  w  85  to  av  x  s  74.11   to  beginning.     Building  loan.     Prior 

mort  .$- .     Sept  21.  1  year.  6%.     Sept  27,  1906.     6:1741.  5.000 

Freitag,  Christian  to  Virginia  Danziger  and  ano  exrs  Max  Dan- 
ziger.  69th  st.  No  229,  n  s.  4.55  e  3d  av,  25x100.5.  Sept  15,  due 
May  1,  1911,  5%.     Sept  21.  1906.     5:1424.  22.000 

Fishman,  Benj  and  Chas  A  Blum  to  Kenyon  Forteseue  trustee  for 
Maude  S  Pickhardt.  113th  st,  No  77,  n  s,  124.6  w  Park  av 
26.4x100.11.      Sept    19,    3    years,    5%.      Sept    21,    1906.      6:1619. 

19,000 
Feinberg.    Nathan   to  V  Loewers   Gambrinus   Brewery   Co.     Av    B, 
No  301,  s  e  cor  18th  st.  No  600,     Saloon  lease.     Sept  20,  demand! 
6%.     Sept  21.  1906.     3:985.  1,929.35 

Franklin,  Mary  A  to  Jacob  A  Geissenhainer  and  ano  trustees 
Henry  Elsworth.  34th  st.  No  120,  s  s,  141  w  Lexington  av 
47.5x117.6.     Sept  21,  1906,  3  years,  4hi9c.     3:889.  100(100 

Frank.  Meyer  to  STATE  BANK.  Lenox  av,  Nos  661  to  679  s  w 
cor  144th  st.  No  100,  199.10  to  143d  st.  No  101,  xlOO.  Sept  19, 
secures  notes,  —%.  Rerecorded  from  Sept  19,  1906,  Kings  Co. 
Sept  21.  1906.     7:2012.  65.000 

Goldman  (J)  Realty  &  Construction  Co  to  Monitfiore  Realty  Co. 
131st  st,  Nos  528  to  532,  s  s,  90  e  Old  Broadway,  runs  s  w  66.1 
to  c  1  Byrd  st  x  s  e  75  x  n  e  107  to  st  x  w  85.3  to  beginning. 

Building  loan.     Prior  mort  % .     Sept  21,  1  year,  6%.     Sept 

27,  1906.     7:1985.  6.250 

Graham,  Edith  S  wife  of  and  Robert  D  Bernardsville,  N  J,  to  Luke 
Kouwenhoven.  55th  st.  No  124,  s  s.  140  w  Lexington  av  25x100  5 
Sept  25,  due  Nov  1,  1909,  5%.     Sept  26,  1906.     5:1309.  30,000 

Goldan,  S  Ormond  to  Travers  Bros  Co.  74th  st.  No  59,  n  s,  100 
e  Columbus  av,  20x102.2.  P  M.  Prior  mort  $25,000.  Sept  25 
3  years,  — %.     Sept  26,  1906.     4:1127.  8,000 

Grossman.  Benj  and  Hyman  Cohen  to  EMIGRANT  INDUSTRIAL 
SAVINGS  BANK.  Delancey  st.  Nos  224  and  226,  n  w  cor.  No 
47  Willett  st,  88x44.8,  with  use  of  alley  in  rear.  Sept  24  5 
years,  5%.     Sept  20,  1906.     2:338.  75,000 

Greenwood,  Clark  to  TITLE  GUARANTEE  AND  TRUST  CO.  7th 
av,  s  w  cor  43d  st,  20.5x60.  %  part.  All  title.  Sept  25,  1906, 
due.  &c.   as  per  bond.     4:i014.  6,000 

Gay,  Matilda  E  with  Morris  J  Gordon  and  Bearnett  Cohen.  37th 
st.  No  408,  s  s.  150  w  9th  av,  25x98.9.  Extension  mort.  Aug 
29.     Sept  25,   1906.     3:734.  nom 

Greenwald.  Samuel  to  THE  PHILADELPHIA  TRUST,  SAFE  DE- 
POSIT &  INS  CO  trustee  for  Neilson  Brown  will  Alex  Brown. 
6th  St.  No  7.52,  s  s,  89  w  Av  D,  runs  s  76.5  x  w  4  x  s  20.7  x  w 
18  x  n  97  to  st  X  c  22  to  beginning.  Sept  IS,  5  years,  5%. 
Sept  25.  1906.     2:375.  18,000 

Goldstein,  Jacob  and  Bernard  Yeamans  to  Eliz  Hardy.  115th  st. 
No  73,  n  s,  115  w  Park  av,  25x100.10.  Prior  mort  $16,000.  Sept 
18,  5  years,  6%.     Sept  25,  1906.     6:1621.  6,000 

Glattli,  Rudolf  to  Virginia  Danziger  and  ano  exrs  Max  Danziger. 
C9th  st.   No  223,  n  s,  380  e  3d  av,   25x100.5.     Prior  mort  $15  - 

000.  Sept   15,   due   May   1,    1911,   0%.      Sept  21,   190().    5:1424. 

6,000 
Glattli,   Rudolf   to  Virginia   Danziger  and  ano  exrs   Max  Danziger. 
69th  st.  No  225,  n  s,  405  e  3d  av,  25x100.5.     Sept  15,  due  May 

1,  1911,  5%.     Sept  21.  1906.     5:1424.  21.000 
Gershel,   Milton  A   to  Frank  E  Smith.     145th  st.   No  472,  s  s    62 

e  Amsterdam  av,  16x99.11.     Sept  21,  1906,  2  years,  6%.     7:2059. 

3  000 

Giegler,  Lillie,  Brooklyn,  N  Y,  to  BANK  FOR  SAVINGS  in  City 
N  Y.  Carmine  st.  No  29,  n  s,  abt  125  *  Bleecker  st,  25x100. 
Sept  21,  1  year,  —%.     Sept  22,  1906.     2:586.  2,000 

Goodman.  Jacob  and  Chas  Rubin  to  Jonas  Weil  and  ano.  96th  st, 
Nos  119  and  121,  n  s,  180  w  Lexington  av,  37.6x100.11.  Sept 
7,  demand.  6%.     Sept  27,  1906.     6:1624.  5.918 

Goodwin,  Henry  L,  Fredk  C  Gilsey  and  Wm  L  Sutphin  with  Henry 
Hoffman.  27tb  st.  No  43.  n  s,  250  e  0th  av,  2.5.x98.9.  Subordi- 
nation agreement.     Sept  24.     Sept  26,   1906.     3:829.  nom 

Same  with  Herman  Heinemann.  Same  property.  Subordination 
agreement.      Sept   24.      Sept   26.    190(5.      3:829.  nom 

Hagedorn.   Morris   M   tp  Emanuel   Doctor.     117th  st.   No   121,   n  s. 


250  w  Lenox  av.   18x100.11.     P  M.     Sept  24,   1  year,  6%.     Sept 

26,  1906.     7:1902.  1,000 
Heitzmann,   Louis   to   Robt   L   Lee.     78th   st,    No   112,   s   s,   175  w 

Columbus  av,  16.8x98.10x16.8x99.2.     P  M.     5  years,  4%%.     Sept 

27,  1900.     4:1149.  18,000 
Hoffman,    Paul    to    GREENWICH    SAVINGS    BANK.      4th    st,    Nos 

287  and  289,  e  s,  56  n  11th  st,  54x50.  Sept  27,  1906,  3  years 
41,4%.     2:614.  20,00(> 

Hauser,  Bernard  with  Paul  Jaenlsch.  Av  A,  No  1599.  Extension 
mort.      Sept  26.     Sept  27.   190(5.     5:1564.  nom 

Halk,  Jacob  B  to  BROADWAY  SAVINGS  INSTN  of  City  N  Y.  Leon- 


ard st,  Nos  152  and  154,  s  s,  90.3  s  e  Centre  st.  runs  s  e  46.4  x 
s  75  X  n  w  22  X  s  14.6  x  n  w  18.6  x  n  e  28  x  n  w  6.8  x  n  e  62  4 
Sept  22,   1   year,   -i^'/c-     Sept  24,   190(5.      1:16(1.                         14  000 
Hayward.   Geo  W  to  TITLE  GUARANTEE  &  TRUST  CO.      25th  st 
No  126,  s  s,  84.4  w  Lexington  av,  15.8x49.4.     Sept  24,  1906,  due] 
&c,  as  per  bond.     3:880.                                                                        8,0(X> 
Hollinger,  Armin  to  Virginia  Danziger  and  ano  exrs  Max  Danziger. 
(iOth  st.  No  227.  n  s,  430  e  3d  av,  25x100.11.     Sept  15    due  May 
1,   1911,  5%.     Sept  21,  190(5.     5:1424.                                             22,000 
Hare,    Montgomery   to   Wm   F  Acton   and  ano   exrs   Chas  A   Acton 
82d  st.  No  205.  n  s,  103.9  e  3d  av,  17.10x102.2.     P  M.     Sept  22 
1906,  3  years,  57c.     5:1.528.                                                                  8  (JOO 
Hand,   James  J   to   TITLE   GUARANTEE  &   TRUST   CO.      96th   st 
No  132.  s  s,  350  w  Columbus  av,  25xl(X(.8.     Sept  20,  due,  &c,  as 
per  bond.      Sept  21,   1906.     4:1226.                                                 22,000 
Hirshkind,    Lilly,    of    Mt    Vernon,    N    Y,    with    Jessie    M    Bigelow. 
Lexington  av.  No  1058.     Subordination  mort.     Sept  11.     Sept  21. 
1906.      5:1410.                                                                                             nom 
Hendrik  Hudson  Co  to  METROPOLITAN  LIFE  INS  CO.     Riverside 
Drive,  s  e  cor  lllth  st,  runs  s  57.7  x  —  149.2  to  n  s  110th  st 
or  Cathedral  Parkway  x  e   120  x  n  90.11  x  w  50  x  n  100.11  to 
lllth  st  X  w  135  to  beginning.     Sept  25,  1906,  due  Nov  1,  1909, 
6%  and  514%.     7:1894.                                                                      875.000 
Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders  to   above  mort.     Sept  25,   1906.     7:1894.  

Hewson,  Henry  S  to  Julia  Raudnitz.  15th  st.  No  1.53,  n  s,  210  e 
7th  av,  20x103.3.  P  M.  Prior  mort  $11,000.  Sept  25,  1906,  1 
year,  6%.     3:791.  2,700 

Hamburger,  Barnett  to  Jonas  Weil  and  ano.  92d  st,  Nos  155  to 
167,  n  s,  150  w  3d  av,  128x100.8.  Sept  25.  1906,  demand,  6%. 
5:1521.  2..5O0 

Helm,  Carl  to  Max  Loeb  and  ano  exrs  Abraham  Loeb.  55th  st. 
No  .336,  s  s,  240  w  1st  av,  19.6x100.5.  Sept  25,  3  years,  4V4%. 
Sept  26,  1906.     5:1347.  '  9.0u0 

Hess,  Chas  E  to  SEAMENS  BANK  FOR  SAVINGS  in  City  N  Y. 
Broadway,  No  810,  e  s.  291.6  n  10th  st,  23.8x115x23.7x114.9. 
P  M.     Sept  21.  1906.  1  year,  4%%.     2:557.  90,000 

Hendrickson,  D  de  Lancey  to  Charles  R  McLaughlin.  Broadway, 
Nos  3485  to  3487,  w  s,  49.11  n  142d  st,  50x100.  P  M.  Prior 
mort  $(55,000.      Sept  21,   2  years,  — %.     Sept  26,   1906.     7:2089. 

18,000 
Haber,    Morris    and    David,    and    Samuel    Dworkowitz    to    Morris 
Rosentover  and  ano.     2d  av,  No  2322,  n  e  cor  119th  st,  Nos  301 
and   303,    25.6x75.      P    M.      Prior    mort    $22,000.      Sept   24,    due 
Sept  1,  1911,  C%.     Sept  26,  1906.     6:1796.  8,000 

Howkins.  Richd  S  and  Annie  E  Chase  to  BOND  &  MORTGAGE 
GUARANTEE  CO.  3d  av.  No  306,  n  w  s.  abt  75  s  27th  st,  24.8x 
112  to  Broadway  alley.  Sept  17,  3  years,  — %.  Sept  26,  1906. 
3:882.  15,000 

Jacobs,  Myer  to  Emanuel  Heilner  and  ano.  104th  st.  No  143,  n  s, 
250  e  Amsterdam  av,  25x100.11.  P  M.  Prior  mort  $25,500. 
Sept  25.  3  years,  6%.     Sept  27,  1906.     7:1859.  2,500 

Same  to  Julius  Pauly.     Same  property.     P  M.     Prior  mort  $23,000. 

Sept  25,  2  years,  6%.     Sept  27.  19(56.     7:18.59.  2,500 

Johnson,  Robert  to  Matilda  Protzmann.  58th  st.  No  206,  s  s, 
110  e  3d  av,  20x100.5.  Sept  27,  1906,  due  July  1,  1911,  5%. 
5:1331.  15.000 

Jacobowitz.  Lena  to  Morris  Jacobowltz.  Av  C,  No  203,  w  s,  105.4 
s  13th  st,  25x70.  Prior  mort  $13,0(X).  Sept  24,  3  years,  6%. 
Sept  25,   1906.     2:395.  3,500 

Janos,  Morris  and  Jacob  to  Jacob  C  Heinsheimer  and  ano.  7th  st, 
Nos   111   to   115,   n  s.  264  w  Av  A,  62.9.x82.5x69.6xlll.9.     Prior 

mort  $ .      Sept  20,   20  months,  — %.     Sept  25,   1906.     2:435. 

20  notes,   6,000 
Jacobowitz,  Lena  wife  Morris  to  Chas  H  Reed.     Av  C,  No  203,  w  s, 
105.5  s  13th  st,  25x70.     Sept  24,  1906,  due  JulV  1,   1911,  5%. 
2:395.  13.000 

Joseph,  Sarah  and  Herman  to  MUTUAL  LIFE  INS  CO  of  N  Y. 
64th  st.  No  121.  n  s,  200  w  Lexington  av,  20x100.5.  Sept  24, 
1906,  due,  &c,  as  per  bond.     5:1399.  25.000 

Kennedy.  Harvey  L  of  West  Galway,  Fulton  Co,  N  Y,  to  TITLE 
GUARANTEE  &  TRUST  CO.  32d  st.  No  138,  s  s,  60  e  Lexington 
av,  20x.58.6.  Sept  26,  due,  &c,  as  per  bond.  Sept  27,  1906. 
3:887.  8.000 

Kleban,  Louis  E  to  Morltz  Walter  and  ano  as  exrs  Emanuel 
Walter.  St  Nicholas  av,  No  81,  n  w  cor  lllth  st,  59.2x108.8 
to  e  s  7th  av.  No  1881,  x50.5xl39.8.  P  M.  Aug  1,  1  year,  5% 
and  5%%.      Sept   27,   1906.      7:1824.  80,000 

Kessler,  Mayer  to  Knepper  Realty  Co.  127th  st,  Nos  214  and 
218.  s  s,  180  e  3d  av.  40x99.11.  Sept  21,  due  Jan  22,  1907,  —%. 
Sept  24,  1906.     6:1791.  5,000 

Klein,  Henry  to  Becki  Danenbaum  and  ano.  10th  st.  No  268,  s  s, 
250  e  1st  av,  25x92.3.  P  M.  Sept  18,  10  years,  5%.  Sept  25, 
19a>.     2:437.  22,000 

Knapp,  Wm  P  to  METROPOLITAN  LIFE  INS  CO.  17th  st,  Nos 
112  and  114.  s  s,  250  e  4th  av,  50x92.  P  M.  Sept  1.  due  June 
30.  i;X(9.  5%%.     Sept  25,  1906.     3:872.  100.000 

Katz,  Saml  and  Morris  Beer  with  Abraham  Kosower.  Cannon  st, 
No  64.  Agreement  as  to  payment  of  $1,000.  Sept  18.  Sept  25, 
1906.      2:328.  nom 

Kreugel,  Rebecca  wife  of  and  Henry  to  American  Mortgage  Co. 
Madison  av.  No  1742,  w  s,  75.11  s  115th  st.  24.11x75.  Sept  25, 
1906.  5  years,  5%.     6:1620.  20,0(50 

Katz,  Dora  with  Anna  M  Von  Zedlitz.  115th  st.  No  14.  s  s.  220 
e  5th  av,  25x100.11.  Extension  mort.  Jan  30.  Sept  25,  1906. 
6:1620.  nom 

Kantor,  Leopold  and  Joseph  B  Cooper  and  Louis  WIttcoff  to  Jonas 
B  Kissam.  St  Nicholas  pi,  Nos  34  and  36,  e  s,  249.1  s  c  1  153d 
St.    75x100.      Sept   22,    demand,  ■  6%.      Sept   24,    1906.      7:2054. 

10,000 

Kliegl,  John  H  to  Matta  M  Messer.  46th  st.  No  541,  n  s.  20O  e 
11th  av.  2.5x100.4.  Sept  25,  due  Apr  2,  1911,  5%.  Sept  26, 
1906.     4:1075.  8,000 

Klapper,  Isaac  to  Union  WoodwoTking  Co.  68th  st,  Nos  419  to 
423.  n  s,  275  w  Av  A,  75x100.5.  Prior  mort  $84,750.  Sept  25. 
1  year,  6%.     Sept  26,  1906.     5:1463.  2,500 

Klinker,  Wm  H  to  TITLE  GUARANTEE  &  TRUST  CO.  128th  st. 
No  14,  s  s.  1(55.6  w  5th  av,  17x99.11.  P  M.  Sept  26,  1906,  due, 
&c,  as  per  bond.     6:1725.  8,500 


Th»  text  of  these   pages  ii  ooprrlghted.     All  rlgbti  are   reserred.       Notice  Is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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DENNIS  G.  BRUSSEL 

•  ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT-HEAT- POWER 


The  Brussel  Method  and  organization  is 
devoted  exclusively  to  the  electrical  prob- 
lem of  the  building.  Independent  plants 
installed,  or  wiring  for  street  service.  Writ« 
for  particulars, 

15  West   29th    Street,    N.  Y. 


Kitzinger,  Harry  &  Co.  endorsed  by  Carrie  Kitzinger  and  Arthur 
Berel,  to  Harry  N  Baruch.  137th  st,  No  230,  s  s,  172  w  7th  av,  18 
x'JO.ll;  Longwood  av,  s  s,  223.4  e  Prospect  av,  37.6x110;  also 
all  title  to  two  plots  in  Bronx  as  per  agreement  made  between 
Berel  and  McGrath  et  al  March  — ,  1905.  July  30,  4  months, 
(i7f.  Aug  1,  llKMi.  7:11J42  and  10:2lj.S8.  Reprinted  from  issue 
of   Aug  4,   when   this   mortgage   was   with   the  Bronx   Mortgages. 

secures  note,  10.000 
Kassel,    Abraham    to   GREENWICH    SAVINGS   BANK.      73d   St.    No 
120,   s   s,    175   e   Park   av,    18.9x102.2.      Sept  27,   1006,   5   years, 
4V4%.     5:1407.  S.OOO 

Kanzler,  Hugo  to  GERMAN  SAVINGS  BANK  in  City  N  Y.  121st 
St,  No  1(16,  s  s,  116  w  Lenox  av,  21xlOU.ll.  Sept  27,  1906,  1 
year.   5%.     7;  1905.  16.000 

Lauer.  William  to  Edw  D  Ellis,  159th  st,  No  557,  n  s,  265  e 
Broadway,  15x99.11.  Prior  mort  $5  000.  Sept  27,  1906,  1  year, 
6%.      8:2118.  gold,    1.500 

Lemlein,  Julia  to  Anna  M  Gregory  extrx,  &c,  Julian  C  Gregory. 
Manhattan  av.  No  369,  w  s,  80  n  115th  st,  20x50.  P  M.  Sept  27. 
1906.  3  years.  h"/r.     7:1849.  6.500 

Liggan,  Julia  E  to  Breslauer  Realty  Co.  136th  st,  Nos  24,  28,  30 
and  ,S4.  s  s.  410  e  Lenox  av,  4  lots,  each  37.6x99.11.  4PM  morts 
each    .$8,200.      Sept    1,    installs,    6%.      Sept    27,    1906.      6;1733. 

32.800 
Levy,  Benj  to  Geo  Warshauski.     88th  st.  No  V)G,  s  s,  107.9  e  Park 
av,  25.5x100.8.     Prior  mort  !fl8,(l00.     Sept  26,  2  years,  6%.     Sept 
27,  1906.     5:1516.                                                                                     5.000 
Lauer,  Wm  to  Fannie  F  Ely.    1.59th  st.  No  557,  n  s,  265  e  Broad- 
way, 1.5.X99.11.     Sept  27,  1901),  3  years.  .5%.     8:2118.        gold,  5,O0Vj 
Stone,  Jacob  and  Abraham  to  Hilda  Davis.     Madison  av.  No  1.567, 
e  s,   25.11   s   106th  st,   25x70.      Sept  27,   1906,   due  Jan   1,   1910, 
6%.     6:1611.                                                                                               4,000 
Lockwood,    Nellie   S,   of   Sharon,    Mass,   to   Jacob   A   Geissenhainer 
and  ano  trustees  Henry  Elsworth.     49th  st,  No  116,  s  s.  228.4  w 
6th    av.    21.8x100.      Sept    10.    3    years,    4i,4%-      Sept    27,    1006. 
4:1001.                                                                                                       21,50() 
Levin.. Jacob  to  Jonas  Weil  and  ano.     96th  st.  No  115,  n  s,  217.6  w 
Lexington  av,  37.6xl0tl.ll.     Sept  7,  demand,  6%,     Sept  27,  190(5. 
6:1624.                                                                                                   4,793 
Loewy  (Nathan)  Realty  &  Construction  Co  to  Realty  Mortgage  Co. 
Riverside   Drive,   s  e   cor   119th   st,   100x100.     Prior   mort  $325.- 
000.     Sept  26.  demand.  —7c.     Sept  27.  1006.     7:1000.            25.000 
Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Sept  26.     Sept  27.  1906.     7:1900.  

Loewy  (Nathan)  Realty  &  Const  Co  to  METROPOLITAN  LIFE 
INS  CO.  Riverside  Drive,  s  e  cor  119th  st.  lOOxKHK  Sept  26, 
1906,  due  Nov  1,  1009,  i}%  and  5V4%-     Sept  26,  1906.    7:1900. 

325,000 
Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to   above  mort.     Sept  26,   1006.     7:1090.  • 

Levy,  Jacob  to  Herman  Isaacs.  Perry  st,  Nos  117  and  119,  n  e  cor 
Greenwich  st,  .-^os  733  and  735,  85.1x26.2x70.3x56.6.  Sept  19, 
1   year,   — %.      Given    to   secure   notes.      Sept   26,    1906.      2:633. 

4,000 
Lienhardt,  Gottlieb  to  V  Lowers  Gambrinus  Brewery  Co.     10th  av, 
No   513.      Saloon   lease.      Sept   24,   demand.   0%.      Sept   25,   1006. 
3:710.  1468 

Levine,  David  to  Wm  F  Dougherty.  Madison  st.  No  201.  n  s.  abt 
70  w  Montgomery  st.  23x88;  Madison  st.  No  293,  n  s,  46  w  Mont- 
gomery st,  23x(i8.  P  M.  Prior  mort  $15,000.  Aug  3,  due  Feb 
3,  1008.  67r.     Sept  25,  1906.     1:269.  16,000 

Lustbader,  Saml  to  Fredk  Meyer.  40th  st.  No  435,  n  s.  400  w 
9th  av,  25x98.9.  Prior  mort  $12,000.  Sept  12.  3  years,  *S%.  Sept 
13,  190(j.  4:1050.  Corrects  error  in  issue  of  Sept  15,  when  st 
No  was  430.  3.000 

Lampert.  Rosie  and  William  Horn  to  Eliseo  Saggese.  Pleasant  av, 
n  w  cor  107th  st.  No  425,  100.11x175.  Prior  mort  $77,.50O.  Sept 
25,  1906,  demand,  (!%.     6:1701.  3,000 

Linehan,  Denis  to  Marie  Kidwell  and  ano.  40th  st.  No  235,  n  s, 
1.55  w  2d  av,  25x98.9.  P  M.  Prior  mort  $20,000.  Sept  1,  3 
years,  5%%.      Sept  21.   1006.     5:1314.  10,(JOO 

Leighton.  John  A  to  FRANKLIN  SAVINGS  BANK  in  City  N  Y. 
42d  st,  No  .505,  n  s,  100  w  10th  av,  25x100.5.  Sept  18.  3  years, 
5%.     Sept   24,   1006.     4:1071.  10,000 

oewenkopf,  Sarah  S  wife  Samuel  to  Eliz  Berbert.  7th  st.  No  35, 
n  s,  200  w  2d  av,  25x74.10.  P  M.  Sept  19,  5  years,. 5%.  Sept 
24,  1906.     2:463.  15.000 

Levy,  Louis  to  Jacob  A  Geissenhainer  and  ano  trustees  Henry 
Elsworth.  Stanton  st.  No  52,  n  s,  53  w  Eldridge  st,  22x100: 
Eldridge  st.  w  s.  60  n  Stanton  st,  3x5.3,  an  alleyway.  Sept  24. 
1006,   3   years,   Ay^'/r.  2:422.  18.000 

Mercier.  Anselm  K  to  Fred  V  Calder  and  ano.  114th  st,  s  s,  100 
w  Amsterdam  av,  50x100.11.  Sept  16,  1  year,  6%.  Sept  27,  19(X!. 
7:1885.  5,000 

Milliken,  Ida  M  to  Ella  S  West.  76th  st,  Nq  367,  n  s,  75  w 
1st  av,  25x102.2.  P  M.  Sept  11,  1  year,  5%%.  Sept  24,  1906. 
5:1451.  12.500 

Miller,  Hannah,  Wilkes-Barre,  Pa,  and  Max  Reese,  N  Y,  to  Her- 
man H  Moritz.  9th  av.  No  455,  w  s.  49.5  n  35th  st,  24.8x100. 
P  M.     Sept  12.  3  years.  WU,.     Sept  24,   1000.     3:733.  15.000 

MUTUAL  ALLIANCE  TRUST  CO  of  N  Y  with  Andrew  Wilson  trus- 
tee Chas  E  Fleming.  146th  st.  No  424,  s  s,  25  e  Convent  av. 
37.6.\09.n.  Subordination  agreement.  Sept  13.  Sept  25.  1006. 
7:21W;0.  nom 

Muller.  Louis  to  Lion  Brewery.  Columbus  av,  No  436,  s  w  cor 
81st  st.  No  100.  Leasehold.  Sept  21,  demand,  0%.  Sept  25, 
10O(i.     4:1211.  5,.341.1S 

McDermott.   Wm  J  to  whom  it   may  concern.     Washington  pi.   No 

77.      Estoppel  certificate.     Sept   25.   1906.     2:552.  

Macdonald,  John  M.   Belleville.   N  J,  and  Josephine  A  wife  Robt  G 

Macdonald.  N  Y.  (o  Louis  Frank.     36th  st.  No  09.  n  s,  60  e  6th 

av,   20x86.4.     Sept  25.   1006.  3  years.  4y2%.     3:838.  20,(J00 

Madison  Realty  Co  to  MUTUAL  LIFE  INS  CO  of  N  Y.     33d  st.  No 

43  East.     Estoppel   certificate.     Sept  8.     Sept  25,   1906,     3:863. 


e  Lenox  av,  17x100.11.  P  M.  Prior  mort  $10,000.  Sept  24, 
3  years,   (?/,.     Sept  25,   10O(i.     6:1597.  4,000 

Mendelsohn,  Moses  and  Sigmund  with  Jacob  Lempit  and  ano. 
114th  st,  No  74  East.  Extension  mort.  Aug  14.  Sept  25, 
190(;.     6:1619.  "^      nom 

McMichael,  Chas  C  to  Herman  Raabe.  Washington  Terrace,  No  9, 
e  s,  71  s  186th  st,  17.9.\62.6.  P  M.  Sept  25,  due  Sept  1,  1909, 
6%.     Sept   26,   19(J6.     8:2156.  1,583.75 

McMichael,  Chas  C  to  Herman  Raabe.  Washington  Terrace.  No  19, 
e  s,  142  s  186th  st,  10.x62.6.  P  M.  Sept  25,  due  Sept  1,  1909, 
6%.     Sept  26,  1006.     8:21.56.  1,575 

McMichael,  Chas  C  to  Herman  Raabe.  Washington  Terrace.  No  11, 
e  s,  88.0  s  186th  st,  17.9x62.6.  P  M.  Sept  25,  due  Sept  1,  1909, 
6%.     Sept  2(i.   1906.     8:2150.  1,575 

Michael,  Sophia  wife  Moses  to  METROPOLITAN  SAVINGS  BANK 
41st  st,  Nos  440  to  444,  s  s,  250.1  e  10th  av,  49,10x98.9.  P  M. 
Sept  2(i,  1  year,  5%,.     Sept  26,  1906.     4:1050.  24,000 

Moskovitz.  Max  to  Wm  Hutter  and  ano.  104th  st.  No  202,  s  s 
70  e  3d  av,  20x,50.5.  Prior  mort  $8,000.  Sept  25,  3  years,  6%. 
Sept  26,    1906.      6:1653.  3,150 

McLaughlin.  Chas  R  with  D  de  Lancey  Hendrickson.  Broadway, 
Nos  3485  and  3487,  w  s.  49.11  n  w  142d  st,  50x100.  Agree- 
ment changing  terms  of  mort,  &c.  Sept  24.  Sept  26,  1900. 
7:2080.  nom 

Mandel,  Adolf  to  Saml  Harris  et  al  trustees  Louis  H  Peavy. 
Rivington  st.  No  155,  s  s,  75  e  Suffolk  st,  22x100.  Sept  24,  4 
years,  41/2%.    Sept  26,  190(.;.     2:348.  21,000 

Mandel,  Adolf  to  Marie  W  Hancox.  Broome  st.  No  198,  n  s,  25  w 
Suffolk  St.  25x60;  Suffolk  st,  w  s,  52.6  n  Broome  st,  runs  w  25 
X  n  7.4  X  e  25  to  st  X  s  7.4  to  beginning,  an  alley.  Sept  25, 
3  years.  57r.     Sept  27,  190(i.     2:3.52.  10,000 

Nichols  Construction  Co  with  Saml  Goldstein.  Edgecombe  av,  w  s, 
at  c  1  153d  st,  if  extended,  runs  n  100  x  w  100  x  s  100  to  c  1 
153d  st  X  e  100  to  beginning;  Edgecombe  av.  w  s,  200  n  c  1  153d 
st,  if  extended,  128.11x75x125x100;  Edgecombe  av.  w  s,  100  n  c  1 
153d  st,  if  extended,  lOOxKX).  Extension  of  3  morts.  Sept  24. 
Sept  25.   1906.     7:20.54.  nom 

Nitzberg.  Ellas  to  TITLE  GUARANTEE  &  TRUST  CO.  2d  av. 
No  2149,  w  s,  75.10  s  111th  st,  25x79.  Sept  24,  due,  &c,  as  per 
bond.     Sept  25.   1900.     6:1660.  12.000 

Number  One  Hundred  and  Eleven  Broadway,  a  corpn,  to  EQUITA- 
BLE LIFE  ASSUR  SOC  of  the  U  S.  Broadway.  Nos  115  to  119. 
s  w  cor  Cedar  st,  Nos  92  to  104.  as  widened,  runs  s  61.5  to  n  s 
New  Thames  st,  Nos  1  to  11.  x.w  269.7  to  e  s  Trinity  pi  or  Church 
St.  No  101,  X  n  61.11  to  Cedar  st  x  e  275.3  to  beginning;  Broad- 
way, s  w  cor  New  Thames  st,  runs  s  69  x  w  2()0.7  to  e  s  Trinity 
pi  or  Church  st  x  n  75.3  to  Thames  st  x  e  266.9  to  beginning. 
Prior  mort  $5,8(JO,000.  Sept  5,  due  Jan  1,  1914,  5%,  Sept  11, 
1906.     1:49   and   50.  4.200.000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.  Sept  5.  Sept  11,  1906.  1:49  and  50. 
Corrects   error   is   issue   of  Aug  15,   when  5th   line   was  omitted. 


Nevins,  Abraham  and  Henry  W  Perelman  with  Kenyon  Fortescu 
trustee  Maude  S  Pickhardt  will  Marion  T  Roosevelt,  113th  st. 
No  77  East.  Subordination  mort.  Aug  31.  Sept  21,  190(3. 
6:1619.  nom 

Nichols  Construction  Co  to  Fredk  N  Du  Bois.  St  Nicholas  pi,  w  s, 
164.4  n  153d  st,  60x104;  St  Nicholas  pi,  e  s.  150  n  c  1  of  153d  st, 
75x100.  2  extensions  of  morts.  Sept  17.  Sept  25,  1906.  7:2054 
and  2060.  nom 

O'Brien.  Wm  R  to  Robt  J  Reiley.  Irving  pi.  No  55,  w  s,  53  n  17th 
st,    26x100.      Aug   30,   3   years,   4M;%.      Sept  24,   1906.     3:873. 

25,000 

Obry,  Marie,  Scarsdale,  N  Y,  to  Jeanne  V  O  McKune.  45th  st. 
No  119,  n  s.  225  w  6th  av,  25x100.5.  Sept  11,  demand,  4%%. 
Sept  21,   1906.     4:998.  20.000 

PLAZA  BANK  to  Louis  Schlechter.  2d  av.  No  2149,  w  s,  75.10  a 
111th  st,  25x79.  Acknowledgment  as  to  payment  of  $2,0()0  on  ac- 
count of  mort.     Sept  20.     Sept  27,  1906.     6:1060.  

Pitney,  Charles  F  to  Saml  C  Lawson.  40th  st.  Nos  304  and  .306, 
West.  Leasehold.  All  title.  Sept  24,  60  months,  — %.  Sept 
26,    1006.     4:1039.  6,000 

Frisco,  Antonio  and  Francesco  Demilito  to  Robt  W  Paterson  and 
ano  trustees  Mary  B  Downing.  2d  av.  No  2203,  w  s,  25.7  n  113th 
st,  25x1(:k1.     Sept  26,  1906,  5  years,  5%.     6:1663.  20,000 

Polstein,  Joseph  to  MUTUAL  LIFE  INS  CO  of  N  Y.  78th  st.  No 
115,  n  s.  212.6  e  Park  av,  18.8x102.2.  Sept  25,  1906,  due,  &c,  as 
per  bond.     5:1413.  30.000 

Poggi.  John  M  to  American  Mortgage  Co.  115th  st,  No  338,  s  s, 
175  w  1st  av,  25x100.11.     Sept  24.  1906,  3  years,  5%.     8:1686. 

14,000 

Queens  Land  &  Title  Co  to  Allen  T  Haight.  Certificate  as  to 
consent  of  stockholders  to  mortgage  land  at  Massapequa,  L  I. 
for  $5,(Xl0.     Sept  12.     Sept  21,  100(i.     Miscl.  

Reliance  Construction  Co  to  Wm  Moller.  Amsterdam  av.  No  2190, 
s  w  cor  169th  st.  Nos  500  and  502,  40x100.  Certificate  as  to 
payment  of  .$5,000  on  account  of  mort.     Sept  24,  1906.       8:2125. 


McLaughlin.  Chas  R  to  FARMERS  LOAN  &  TRUST  CO.  Broad- 
way, Nos  .3485  and  3487,  w  s,  49.11  n  142d  st.  ,50x100.  Sept  17. 
3  years,  —7.     Sept  25,   1906.     7:2089.  65.(HX) 

Mansfield.   Lillie   to   Jacob   Wertheim.      113th   st.   No   75.   n   s,   175 


Rothwell,  Katherine  L  wife  of  and  John  to  Sydney  Fisher  and  ano 
trustees  Edwin  D  Phelps  for  Isabel  A  Phelps.  76th  st.  No  144, 
s  s,  385  e  Amsterdam  av,  20x102.2.  P  M.  Sept  24,  1906.  5 
years.  \^k'7c-     4:1147.  15.000 

Robinson.  Mary  wife  Wm  J  to  N  Y  LIFE  INS  CO.  Mt  Morris  Park 
West,  No  12,  w  s,  25.11  n  121st  st,  25x78.  Sept  24,  due  Jan  1, 
1911,  ,5-7,.     Sept  27.   1006.     6:1720.  23,000 

Rubin,  Max  to  Mary  L  Fitzgerald.  118th  st,  Nos  522  and  524,  s  s, 
331.4  e  Pleasant  av,  41.8x100.11.  Sept  10,  3  years,  5%.  Sept 
25,  1006.     6:171(1  32,(X)0 

Rosenfeld,  Netti  wife  Gustav  to  Helene  Heydt.  117th  st.  No  242, 
s  s,  KiO  w  2d  av.  2.5x100.11.  Sept  24,  due  Jan  1,  1910,  5%, 
Sept   25,  1906.     6:166(i.  13,000 

Ratkowsky,  Bernard  and  Max  Rubin  with  Mary  L  Fitzgerald. 
118th  St.  Nos  .522  and  .524,  s  s,  331.4  e  Pleasant  av.  41.8x100.11, 
Subordination  agreement.     Sept  19.     Sept  25,  1906.     6:1716.     nom 

Realty  Operating  Co  with  City  Mortgage  Co.  111th  st.  Nos  605  to 
611,  n  s,  125  w  Broadway,  125x100.11.  Subordination  agree- 
ment.    Sept  26.     Sept  27,  1906.     7:1894.  nom 
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Ronginsky.  Pincus  to  Thomas  J  Morrow.  KiOth  st.  n  s.  '2'.C>  w  .")th 
av.  JT.">x!lll.n.  Prior  mort  Jl'JU.OOO.  Sept  22.  due  Mar  li2. 
lilOT.  i;;,,.     Sept  27,  190«.     0:1734.  lOdOll 

Sehreiber,  Isaac  to  Chas  Geiger  and  ano.  Canal  st,  Nos  67  to  71, 
n  e  cor  Allen  st.  No  14,  50x55.0.  P  M.  Prior  mort  $S(i,()0O. 
Sept  0,  due  May  1.  1009,  (}%■     Sept  27,  1900.     1:299.  .S.OlHl 

Schreiner.  George  to  GERMAN  SAVINGS  BANK  in  City  N  Y. 
121st  st.  No  104,  s  s.  90  w  Lenox  av.  20x100.11.  Sept  27,  190(i. 
1    year,   5<7i.      7:190.j.  10,000 

Soltz,  William  to  Henry  B  Welsh  and  ano  exrs,  &c.  Henry  Welsh. 
Amsterdam  av,  No  1315,  s  e  cor  125th  st.  No  45(.i.  25.2x100. 
Sept  24.  5  years,  5^.     Sept  25.  190G.     7:1905.  45.000 

Silverstein.  Davis  to  Frank  Slater.  Broome  st.  No  67,  s  s,  abt  50 
w  Sheriff  st,  25x75.  P  M.  Prior  mort  ,$1^,000.  Sept  15,  1  year. 
r,'/i-     Sept  25,   1906.     2:33<:;.  500 

Sandler,  Julius  S,  Jos  Kantrowitz  and  Max  Rosenbaum  to  David 
Brekes.      Clinton   st.    No    IS,    e   s,   200  s    Houston   st,   25xlO(K2. 

P  M.     Prior  mort  .<; .     Sept  15,  5  years,  07c.     Sept  25.  ItHKi. 

2:350.  13  0IMJ 

Same   to  Morris  Aronson   and  ano.     Same   property.     P  M.     Prior 

mort  .'f;2.«,00l>.     Sept  24,  1  year,  (Vr.     Sept  25.  1900.     2:350.     3,000 
Smith.   Franklin  C   to   LAWYERS  TITLE  INS  &  TRUST  CO.     49th 
st.   No  249,   n  s,   100  e  8th  av,  25x100.5.     Sept  24,  3  years,  6%, 
Sept  25,   190O.     4:1021.                                                                       10.000 
Schwartz,    Joseph    H    to    Abraham    Halprin    et    al.      Division    st. 
No  IS.  n  s,   140  e  Bowery.  13.7x115.11x12.2x122.4.     P  M.     Prior 
mort  .$10,0<:i0.     Sept  ],S,  5  years,  O^r.     Sept  22,  1900.     1:2S9,     2,8.50 
Simon.  Isidor  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK.     ,S7th 
st.   No   432,   s   s,   230  w   Av  A,   20x90,      Sept   20,   1900,   5  years, 
4V4'/f.      1:1500.                                                                                           C,O0<3 
Supreme  Realty  Co  to  Eliza  Dunham  and  ano  exrs  Geo  H  Dunham. 
122d  st,  Nos  509  and  511,  n  s.  175  w  Amsterdam  av,  75x90.11. 
Sept  25,  5  years,  0%.     Sept  20,  IfHIO.     7:1977.                            97  OtMl 
Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders  to  above  mort.     Sept   20,   1900.     7:1977.  

Setaro.  Frank  A  to  Caroline  M  S  Weber.  29th  st.  No  214,  s  s. 
2.35  e  3d  av,  25x98.9.  P  M.  Sepf  1,  3  years,  07t.  Sept  22,  1900. 
3:909.  2..500 

Schuck.   Fredk  with   Thos   Latham.      324th   st.   No  339  East.      Ex- 
tension  mort.      Sept   19.      Sept  22.   1900.      0:1801.  nom 
Smith.    Annie    D,    Scarsborough.    N    Y.    to    TITLE    GUARANTEE    & 
TRUST    CO.      Madison    av.    No    1323;    e    s,    20.8   n    93d    st,   20x74. 
Sept  20.  due.  &c.  as  per  bond.      Sept  21,  1900,      5:1.505.           20.000 
Seagrist,  Francis  K  to  Mary  Fitzpatrick.     42d  st.  No  .315,  n  s,  20O 
w  Sth  av,  2.5x100.4.     P  M.     Sept  24,  1906,  4  years,  4V4't.  4:10.33. 
,                                                                                                                    30.0(M3 
Sturm,  Sigmund,  Brooklyn,  to  Trinity  Mortgage  Corpn.     Prince  st. 
No  1.59.  n  s,  75  w  West  Broadway,  25x95.     Sept  24,  1906,.  3  year, 
0%.     2:510.                                                                                                 3,000 
Schmitt,    Henry    to    Valentine    Schussler.      11th   av.    No    674,    e    s, 
,S0.7  s   49th   st,   10.3x75.     July  2,   3  years,   57o.      Sept  24,   1900. 
4:1077.                                                                                                          7,0110 
Soltz,  William  to  Fitch  Gilbert.     125th  st,  No  4.54,  s  s,  100  e  Am- 
sterdam  av,   25x100.11.     July   12.   3  years,   5%.      Sept   24,   1900. 
7;]0ti5.                                                                                                       2e,5W 
Spencer,  Clara  to  TITLE  GUARA'NTEE  &  TRUST  CO.     31st  st.  No 
127,  n  s,  84.11  w  Lexington  av,   18.7.x.55.li.     Sept  20,  due,  &c,  as 
per   bond.      Sept   27.    1006.     3:887.                                                  15,000 
Sprung,  Isaac  to  David  Price.  ,  118th  st.  No  120,  s  s,  290  w  Lenox 
av,  20xl<l(l.11.     P  M.     Prior  mort^l5,000.     Sept  2(i,  5  years,  6%. 
Sept   27.    19110.     7:1902.                                                                         5.000 
Salzberg,  Abraham  to  Morris  Rosenberg  and  ano.     Park  av,  s  w  cor 
97th    St.    10(1.11x10(1.      Prior   mort    .$134,090.      Sept   25,    1    year. 
— '/f.     Sept  27.   1900.     (j:l(.;02.                                                           10.000 
Teichman.    .\braliam   to   Helene   wife   Bernard   Galewski.      Riving- 
ton  st,  Nos   172  and  174,  n  s.  .5(1  w  Attorney  st,  .50x100.     Prior 
morts  :f,S7.(l(l(l.      Sept  2(i,   1900.   1   year,  iV/r.     2:349.                     2,000 
Uhlfelder,  Simon  and  Abraham  Weinberg  with  Max  Rubin  and  ano. 
118th  st,  Nos  522  and  524,  s  s,  331.4  e  Pleasant  av.  41.8x11)0.11. 
Subordination  agreement.      Sept  19.      Sept  25,   190li.     0:1716.     nom 
UUman,  James  A  to  Chester  A  Braman.     89th  st.   No  305,  n  s,  130 
w   West    End   av,   20x100.      P   M.      Sept  25,    1906,   2  years,   -il^Vr. 
4:1250.                                                                                                        20.000 
Unterberg    Israel   to  N  Y  TRUST  CO.     110th  st,  Nos  102  to   16S. 
s  s,  170  w  3d  av,  4  lots,  each  25x100.11.     4  morts,  each  .$20,OU0. 
Sept  18.  3  years.  5%.     Sept  20.  KtOO.     0:1037.                            80.0011 
Vallens    Eugene  to  MANHATTAN  LIFE  INS  CO.     80th  st.  No  131, 
n   s,  310  w  Columbus  av.  20x100.8.     Sept  27,   l'.X)0,   due,   &c,   as 
per  bond.     4:1217.                                                                                 25(HI0 
Villard.    Mariquita   S    to   GREENWICH   SAVINGS   BANK.      57th   st, 
No   117,   n  s,   226  w  0th   av,  20x79.4x— .xS2.0.      Sept  24,   1905,   3 
years,   -i^'/c-      Sept  21,   1906.     4:1010.                                          lO.aiO 
Volanuth.    Mary   and   Stephan    R   to   Lewis   S   Goebel.      79th   st.    No 
431,   n   s,   434   c   1st   av,   20x102.2.      Sept   19.   1   year,   G"c.     Sept 
21.  1906.     5:1.5.59.  345 
Vannutelli,   Alex   to   Erailo   Ruotolo.     2d  av.   No  22,88.   e   s,   75.8  n 
117th  st,   25.3x100.     Prior  mort   $24,100.     Sept  20.  due   Nov  20, 
1900,   0%.      Sept  21.   1900.     (!:16.S9.  4.50 
Valencia   Realty  Co  to  WESTCHESTER   TRUST   CO  and   ano   trus- 
tees John  H  Hall.     35th  st.  Nos  300  and  308,  s  s.  (i2  w  Sth  av, 
.38x74.1.     P  M.     July  31.  due  Sept   1.  1909,  5%.     Sept  24,  1900. 
3:758.                                                                                                         .33,000 
Von    Kienbusch-Baldwin,    Anna   to   TITLE  GUARANTEE   &  TRUST 
CO.      70th   st.   No  49.   n   s,  245  e   Columbus   av,  20x100.5.     Sept 
20,    due,    &c,    as   per   bond.      Sept    27.    19110.      4:1123.                 30,000 
Winkler,    Max    and    Bernard    Klein    to    TRUST    CO    OP    AMERICA 
trustee   under   deed   of   trust.     2d  st.   No  247,   s    w   s,   abt   150  w 
Av  C.  25x70.3x25.1x68.4  s  e  s.     Sept  20.  3  years,  5C,„     Sept  27, 
1900.     2:.384.                                                                                      19,274,19 
Same  and  Jonas  Weil  and  Bernhard  Mayer  with  same.     Same  prop- 
erty.    Subordination  agreement.     Sept  26.     Sept  27.  1906.  2:.384. 

nom 
Wolf.   Charles  and   Nathan   Sperber   to   Davis   Silverman   and   ano. 
Sullivan  st.   No  140.  w  s,  240.5  s  Houston  st,  2.5x100x25.1x100. 
P  M.     Prior  mort  .$30,000.     Sept  20,  due  Jan  2,  1912,  (i%.     Sept 
24,  1906.     2:518.  11.000 


Weber.  Caroline  M  S  with  Frank  A  Setaro.  29th  st  No  214  East 
Extension   mort.      Sept   1.      Sept   22,   1900.     3:909.'  nom 

Wollheim.  Saml  to  TITLE  GUARANTEE  &  TRUST  CO.  2d  av 
No  1957,  w  s,  25.8  s  101st  st,  25x90.  Sept  20,  due,  &c  as  per 
bond.      Sept  27,   1900,     0:1050.  14,000 

Witle,  Antoinette  B  wife  Henry  to  Selmar  Hess,  104th  st  No 
•3(10.  s  s,  120  w  West  End  av,  20x100.11.  Aug  7,  due  July  17 
19(»9,   4i^%.      Sept  21,   1900.      7:1890.  15,000 

Wittlinger,  Fredk  to  Florence  I  Pettit.  Lawrence  st.  No  86,  s  w  s 
01.10  w  Amsterdam  av,  25x100.  P  M.  Prior  mort  .$10,000.  Julv 
•".(».  due  Nov  2(.l,   19(JS,  6%.     Sept  24,  1906.     7:1982.  2.."i(H) 

Weinstock.  Sam.  Sam  Katz  and  Morris  Beer  to  Isidor  Cohn  and  ano. 
Rivington  st.  No  182,  n  e  s,  25  s  e  Attorney  st,  20x100;  2d  av, 
-No  1873,  w  s,  75.11  s  97th  st,  25x100.  Sept  10,  due  Mar  lo' 
1908,  (i^f.     Sept  24,  1900.     2:344  and  0:1640.  .3.7.S9 

Weinstein.  Chas  I,  Julius  and  Max  Weinstein  with  GERMANl.A 
LIFE  INS  CO.  Amsterdam  av,  s  e  cor  130th  st.  — x — .  Exten- 
sion mort.     Sept  19.     Sept  24,  1906.     7:1972.  nom 

Wirth,  Henry  J  and  Chas  J  to  Henry  Dreyer.  Beekraan  pi.  No  4, 
w  s,  132.10  s  50th  st,  19x80.  May  15,  due  June  1,  ]90,S,  6% 
Sept  26,   1900.     5:1301.  2^000 

Wilds.  Howard  P  to  Amelia  J  Dougan.  G3d  st,  No  111,  n  s  100  w 
Columbus  av,  ]0.Sx]00.5.  P  M.  Sept  20,  1900,  3  years,  5%. 
^:1135.  13,000 

Wallach,  Hayman,  N  Y,  and  Max  Zucker,  Brooklyn,  N  Y,  to  Sally 
Loewenthal.  Grand  st.  No  577,  s  s,  110  w  Corlears  st,  30.x9(i,5x 
x20.8x83.5.      Prior   mort   ^17,000.      Sept  24,  3  years,   0%,      Sent. 

26,  1900.     1:205.  t'oOO 
Wells.    Emma    to    TITLE   GUARANTEE    &    TRUST    CO.      117th    st. 

No  132,  s  s,  3.50  w  Lenox  av,  25x100.11,  Sept  27,  1906,  due,  &c, 
as   per  bond.     7:190L  14.000 

Weinstein.  Moses  H  to  Julius  H  Seymour.  Chrystie  st.  No  18.  e  s, 
abt  75  n  Bayard  st,  2.5x100.  Aug  1,  3  years,  5%.  Sept  25,  190(i 
l-2m.  gold.  29.000 

Weinstein,  Moses  H  to  Sally  Loewenthal.  Chrystie  st.  No  18, 
e  s.  abt  75  n  Bayard  st,  25x100.  Prior  mort  $29,000.  Sept  24. 
due  Dec  24,  19(18,  (!%.     Sept  25,  1000.     1:201.  6.000 

Wegler.  Nathan  to  Clara  L  Craft.  Houston  st.  No  292,  n  s,  25 
w  Av  B,  2(1x75.     Sept  13,  3  years,  5^%.     Sept  25,  1906.     2:397. 

18,000 

Workingmens  Educational  &  Home  Assoc,  a  corpn,  to  TITLE 
GUARANTEE  &  TRUST  CO.  84th  st,  Nos  239  to  247,  n  s,  lOl.S 
w  2d  av,  100x102.2.  Sept  22,  due,  &c,  as  per  bond.  Sept  25. 
1!K16.     5:1.530.  90.000 

Workingmens  Educational  &  Home  .\ssoc.  a  corpn,  to  Jacob  Rup- 
pert.  .S4th  st.  Nos  239  to  247,  n  s,  101. S  w  2d  av.  runs  n  102.2 
X  w  00  X  s  0.2  X  w  20  X  n  0  2  X  w  20  X  s  102.2  to  84th  st  x  e  100 
to  beginning.  All  title  to  strip  at  rear  of  No  241  E  S4th  St. 
Prior  mort  $90,000.  Sept  22,  demand,  4%%.  Sept  25,  1906. 
5:1530.  35,000 

Zanzig,  August  with  Rachel  Edelmuth.  81st  st.  No  435  East. 
Extension   mort.     Aug  31.      Sept  22,   1906.     5:1561.  nom 

Zabinski,  Joseph  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
Eldridge  st.  No  208,  e  s,  abt  145  s  Stanton  st.  25x87.0.  Sept 
24.   1900.  5  years,  5;   .     2:410.  '  25,000 

BOROUGH   OF   THE   BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 
new  Annexed  District   (Act  of  1805). 

.\ltitri,   Mary  to  Joseph   Bierhoff.     Webster  av,  s  w  cor  176th  st, 

37x91.7    to    former    William    st    x37x93.7,    except    part    for    sts. 

P  M.     Prior  mort  $4,500.     Sept  25,  1  year,  6.%     Sept  27,  1906. 

11:2892.  5,000 

Same   to   Stephen   H  Jackson.     Same   property.     P  M.     Sept  26.   1 

year,  6%.     Sept  27.  19(J0.     11:2892.  2,650 

Arnstein,   Robert   to  Abraham  Ruth.     138th  st.  No  872.  s  s,  514.5 

w    Cypress    av,    37.0x100.      Sept    25,    3   years,    5%%.      Sept    27, 

1900.      10:2.550.  30.000 

Same   to    same.      Same   property.      Prior   mort   $30,000.      Sept   25, 

5   years,  0' ! .      Sept   27,    liHlO.      10:25.50.  10,000 

.■\rnstein,   Robert   to  David  Werdeuschlag.     13Sth  st.   No  874,   s  s, 

470.11   w   Cypress  av,  37.0x100.     Sept  25,   3  years,  5%%.      Sept 

27.  1900.     10:25.50.  30,000 
Same   to   same.      Same   property.      Prior   mort   $.30,000.      Sept   25, 

5  years,  O'v.     Sept  27.  1900.     10:2550.  10.000 

.\rnstein,  Robert  to  Herman  Cohen.  13Sth  st.  No  878,  s  s,  401.11 
w  Cypress  av.  37.0x100.11.  Prior  mort  $30,000.  Sept  25,  5 
years,  0%.     Sept   27.  1!MM!.     10:2550.  10,000 

Same  to  Eliz  Loewenthal.  13Sth  st.  No  876,  s  s,  439.5  w  Cypress 
av,  37.6x1(111.  Prior  mort  $30,000.  Sept  25,  5  years,  6%.  Sept 
27,  1900.     10:2.550.  10,000 

.Vrnstein,  Robert  to  Herman  Cohen.  138th  st,  Nos  876  and  878,  s 
s  401.11  w  Cypress  av,  2  lots,  each  37.0xl(X>.  2  morts,  each 
.$30,000.      Sept    25,    3    years,    5^A%-      Sept    27,    lOOtJ.      10:25.50. 

00,090 

Ahrens,  Mortimer  H  and  Alfred,  and  Lillie  Herzog  to  Ben  Cohen. 
Boston  road  Nos  !I91  to  905,  begins  3d  av,  e  s,  runs  n  e  along 
3d  av,  Nos  .33(12  to  330.S,  115  x  s  e  —  to  n  w  s  Boston  road  x  s  w 
115  X  w  44.11  to  beginning.  P  M.  Prior  mort  $101,750.  Sept 
22,   0  years,  0";.     Sept  25,   100(!.      10:2(J07.  5,750 

Ajax  Construction  Co  to  TITLE  GUARANTEE  i5:  TRUST  CO. 
Timpson  pi.  e  s,  100  n  144th  st,  10.8x8O.2xl7..5x75;  Timpson  pi, 
e  s,  106.8  n  144th  st.  10.8x100.5x17.5x95.5.  Sept  24,  due,  &c,  as 
per  bond.     Sept  20,  19(J0.     10:2000.  3.500 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Sept  24.     Sept  26,  1906.     10:2600.       

.\rnheim,  Ludwig  to  Samuel  Schrier.  Prospect  av.  No  647,  w  s, 
57.3  s  1.52d  st,  18.(!xl00.  Prior  mort  $3,000.  Sept  21,  1  year, 
(n.     Sept  22.   1906.      10:2074.  2,000 

.\ger,  Emerence  K  to  Ambrose  S  Murray  Jr  exr,  &c,  Maria  J  K 
Cooke  et  al.  Lind  av.  w  s,  at  e  s  Sedgwick  av,  runs  n  along  Lind 
av  279.3  X  w  .55.1  to  e  s  Sedgwick  av  x  s  284.8  to  beginning. 
P  M.     Sept  15,  3  years,  5i^%.     Sept  26,  1906.     9:2527.  6..500 

*Baker,  Augusta  to  Louise  Ringelstein.     Plot  begins  195  w  White 
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HaMKS.  63o6$»  2S9  FOURTH  AVENUE.  Corner  22d  Street, 


*JEW  fOlUfr 


Plains  road,  and  (!."iO  n  Morris  Parli  av,  runs  n  311. 3  x  w  100.8  x  s 
li4.1(l  X  e  lOU  to  beginning,  with  right  o£  way  to  Morris  Parle  av. 
P  M.  Prior  mort  JfULTi.  Sept  24,  due  Apr  IS.  11108,  ^'7c.  Sept 
jr.,   imil).  500 

Bibho,  Antonetta  to  Ann  Kerrigan.  Bathgate  av,  w  s  11(1.;}  s 
]i2d  St.  Ilj.8xll4.r>.  P  M.  Sept  2(5,  5  years,  5%.  Sept  27,  lUOIi. 
11:2!  »1:J.  4X)1X) 

Butler,  Julia  to  Georgiana  C  Stone.  .3d  av,  s  w  cor  172d  st.  27. 7x 
S2.7,  except  part  for  av.  All  title  to  strip  from  0,(i  to  0.7  wide. 
Sept    21,    lllOli,   .^1   years,   57t..      11:2020.  8,000 

Borrmann,  Edw  A  to  Wm  Borrmann.  201st  St.  n  e  s,  .~)0.9  n  w 
Perry  av,  runs  n  93.1  x  w  2(;.9  x  s  87.0  x  s  e  20.9  to  beginning. 
Sept  25,  3  years,  —%.     Eept  20,  lOOO.     12:.3299.  2.500 

Benenson,  Benj  to  American  Mortgage  Co.  Arthur  av.  w  s.  02.(5 
n  181st  St.  37.0x94.0x37.0x94.8.  Sept  21,  1  year,  0%.  Sept  22, 
aOOO.     11:3UG3.  23  000 

*Beisner,  Ernest  E  to  Noah  Benevolent  Widows  &  Orphans  Assoc, 
a  corpn.  Glebe  av,  w  s,  2.').5  n  Westchester  av.  late  Southern 
Westchester  turnpike,  runs  s  e  89.4  x  s  w  201.8  x  n  w  91.3  x  n  e 
2.52.5  to  beginning.  P  M.  Sept  24.  5  vears,  — '/r.  Sept  20. 
1900.  _   7,000 

*Same  to  Henry  W  Burfeind.  Same  property.  Prior  mort  .f7,0(HI. 
Sept  24,  2  years.  5U%.     Sept  20,   190(>.  l.oiiO 

Bevans,  Josie.  of  Albanv,  N  Y,  to  Chas  D  Smith.  Katonah  av. 
s  w  cor  239th  st,  100x105.  May  17,  demand,  (j%.  Sept  24,  1900. 
12:3379.  000 

Burke,  Michl  L  to  Peter  Doelger.  Morris  av.  late  Kirkside  av. 
e  s,  794.9  n  lOIUh  st,  late  Wellesley  st,  2.5x1.38.3x112.4x10.1.4. 
Sept  21,  demand,  0%.     Sept  20,  190(i.     12:3318.  l.OOl) 

'-Bloom.  Isidor  to  Land  Co  A  of  Edenwald.  Murdock  av,  w  s.  113..". 
s  Kingsbridge  road,  .50x100,  Edenwald.  P  M.  Sept  20.  3  years. 
5%.     Sept  27,   190(1.  .5IM) 

Bottiglieri.  Nicola  and  Raffaele  Buon:iiuto  to  Jonas  Weil  and 
ano.  Morris  av.  s  e  cor  1.52d  st.  25x70.3.  P  M.  Prior  mort  .$<!,- 
000.     Sept  27,  19O0,  due  Sept  .30.  1910,  (5%.     9:2411.  3  9O0 

*Callaghan.  Mary  E  to  Julius  J  Pittman.  1st  av.  e  s,  200  n  1st 
st,    l(X)xl(X>,    Olinville.      Aug   24.    1    year,    5%.      Sept    27,    1900. 

1..500 

Cocks,  David  B  to  Michl  J  Egan.  Napier  av.  s  w  cor  235th  st. 
—  to  233d  st  X  —  to  Mt  Vernon  av.  Sept  22.  I'.lOli,  1  year,  0%. 
12:33(i3.  10.000 

*Clocke,  T  Emory  to  Andrew  G  Anderson,  Hancock  st.  w  s.  2.50  n 
Columbus  av,  25xl(J0.  Certificate  as  to  completion  of  building 
and   reduction  of   interest.      Sept    19.      Sept  21.   IIHIC.  ■. 

*Caesar,  Josephine  to  Alfred  W  Law  exr  Alice  M  Law.  Green  lane 
or  av,  e  s.  82  s  5th  st.  proposed.  19xlOl>.  P  M.  Sept  24,  .5  years. 
(5%.     Sept  25.  1900.  2.5(l0 

Coleman,  Mary  to  Philip  Lynch.  Lind  av.  s  e  s,  290  n  e  ]li5th  st. 
25x175.     Sept   10,  3  years.  5'-r.     Sept  25.  1900.  3.(M)0 

Dawson  Realty  Co  to  Richard  S  Collins.  Wales  av,  s  e  cor  Dawson 
st,  runs  277.(5  x  e  1011  x  n  (iO.2  x  n  e  137.0  to  st  x  w  195.11  to 
ginning,  except  pan  for  st  and  av.  June  30.  ]!)0(5,  due  July  1. 
1907.  0%.  10:2(i54.  Corrects  error  in  issue  of  July  7,  when 
description   was  s  w   cor.  100,000 

Doctor  Herzl  Assoc,  a  corpn.  to  M  Schrier.     137th  st.  No  010.  s  s, 

30li.(i   w    Willis    av.   25x100.      P   M.      Prior  mort   .$ .      Sept   11, 

installs.    O'-f.      Sept   25.    190!;.      0:2299.  2.200 

*Deindicibns.  Savino  to  .Anna  M  M  Mendel.  Briggs  av.  n  s,  125  e 
4th  St.  25.3x214,  24th  Ward.  Sept  24,  3  years,  51^'"/-.  Sept 
25,   1900.  0.50 

*Deere,  Mary  E  to  Abbie  H  Wightmari.  Highway  leading  from 
causeway  over  Westchester  Creek  to  West  Farms,  adj  land 
Martin  Delany,  runs  s  w  9(i  to  e  s  road  leading  from  Westchester 
Village  to  City  X  Y  x  s  25.0  x  n  e  117.5  to  highway  x  n  20  to 
beginning.   Westchester.     Sept  20,  demand,  — %.     Sept  25,   1900. 

2.(«HI 

Dauere,  Marius  and  Annie  Passman  to  Thomas  F  Baffe  et  al  as 
exrs  James  M  Wentz.  Longfellow  st,  e  s,  239.0  n  Westchester 
av.  runs  s  e  130.2  x  n  107.0  x  w  90.9  x  s  100  to  beginning.  Build- 
ing loan.     Sept  21,  demand.  0%.     Sept  22,  lOOli.     10:2758.      28.0110 

*Dannenfelser,  Martin  to  Henry  Dannenfelser.  7th  st,  n  s,  10.5  e 
Av  C,  25x108,  Unionport.     Sept  20,  :!  years.  TY/t ■     Sept  21,  1901'.. 

2,.5(m 

Damm.  John  C  and  Charlotte  E  with  TITLE  GUARANTEE  & 
TRUST  CO.  Brook  av,  e  s,  118  s  109th  st.  SubordinatioB  mort. 
Sept   13.      Sept   22,    19(X!.     9:2395.  nom 

De  Blasi,  Alfonso  to  Salvatore  Landi.  Honeywell  av.  No  2115 
(Orchard  st).  n  w  s,  199  n  e  ISOth  st,  22x150,  except  pirt  for 
av.      P  M.     Sept  20.  3  years,  0';;.     Sept  22,  1900.     11:3124.       3,700 

Davis,  Frank  H  to  Fordham  Realty  Co.  Sedgwick  av.  w  s.  2114.5 
-n  of  a  public  pi  or  st  at  intersection  of  Sedgwick  av  and  Bailey 
av.  :',7.Sxl00.  P  M.  Prior  mort  .$8, .500.  Sept  24.  190li,  due 
July  1.  1909.  .5'/,.     11:32.37.  4  000 

*DuDn,  Isaac  L  to  Katie  Higgins.  St  Raymonds  av.  n  e  cor  Park 
av.   25x100.      P   M.      Sept  25,  3.  years    oV27c-      Sept  2i;,   1900.       (Oil 

P^eelev,  Annie  and  James  to  Chas  O'SuUlvan.  Morris  av.  w  s. 
140.0  n  1.53d  st,  10x100.  P  M.  Sept  25,  3  years,  51/2'-;.  Sept 
27,   1900.     9:2442.  3,000 

Friedland  Paul  to  J  Henry  Alexandre.  Vyse  av,  Nos  11.55  and 
1157,  w  s,  340  n  107th  st,  2  lots,  each  20x100.  2PM  morts. 
each  .$7.5110.     Sept  25.  3  years,  57(,  and  51/2%.     10:27.52.  15,00:1 

*Farago.  Rosina  wife  Domenico  Farago  to  Giuseppe  Farago.  Van 
Buren  St.  e  s.  :{0S.4  s  Columbus  av.  41.8x100.  P  M.  Sept  21, 
due  Apr  1.  1010,   '■'/'.     Sept  22.   1900.  l,0;i(l 

■^Fontana,  Carolina  to  Eliz  A  Riedenger.  Boston  or  Post  road, 
n  w  s,  at  n  s  land  Lucretia  C  Gravillere.  runs  n  50  x  n  w  lOO 
X  s  w  .50  X  3  e  100  to  beginning.  P  M.  Sept  1,  3  years,  51/2%. 
Sept  21,   1900.  1.(^10 

Grant,  Alex  to  HARLEM  SAVINGS  BANK.  lG3d  st.  s  s,  1(J0  e 
Prospect   av,   49x100.     Sept   21,   190(5,   3   yeara,   5%.      10:2690. 

31,000 


Same  to  Lambert  Suydam.  IGod  st.  s  s,  100  e  Prospect  av,  9Sx 
100.  Prior  mort  .fSl.OOO.  Sept  21,  1900,  due  Apr  1,  1907,  —7,. 
10:2090.  so()0 

Same  to  HARLEM  SAVINGS  BANK.  l(53d  st.  s  s,  149  e  Prospect 
av.  49x100.     Stpt  21,  1900.  3  years,  5%.     10:2090.  31,000 

Glick,  Hyman  and  Samuel  .Mien  to  Rockland  Realty  Co.  153d  st. 
n  s,  195  w  Elton  av,  75x100.  Building  loan.  Prior  mort  .$25,- 
.500.      Sept    (!.    due    June    1,    1907.   iV/,.      Sept    22.    1900.     9:2375 

42,000 

Golden,  Bridget  to  Peter  McDermott.  135th  st,  n  s,  100.8  e 
Willis  av.  1(5.8x100.     Sept  27,  1900,  5  years,  4i^':! .    9:228(.>.      3  000 

Green.  John  H  to  Elise  Boyd.  Ritter  pi.  s  s,  178.11  e  Union  av. 
runs  e  39.10  x  s  .50  x  w  1.3  x  s  39  x  w  38  x  n  89  to  pi,  except 
part    for   pi.      Sept    20,    1   year,   — %.     Sept    27.    190(5.      11:2968. 

(5,000 

<3iliberti.  Vincenzo  to  Kate  Sullivan.  151st  st,  Nos  512  and  .51(5, 
s  s,  170..3  e  Morris  av.  .50x118.5.  P  M.  Sept  24.  1  year.  514"%.. 
Sept  25,  lOIKi.     9:2410.  12,7.50 

Henry.  Laura  F  with  John  Maresca.  207th  st.  w  s,  101.3  s  Perry 
av.  2.5.4x94.7x25x94.7.  Extension  mort.  Sept  25.  '  Sept  20, 
1900.     12:3.340.  nom 

*Healy.  Ellsworth  J  to  Sarah  A  Sneden.  Lots  58  to  08  and  152  map 
Laconia   Park.     P  M.      Sept   17.  3  years,   5'^"/,.     Sept  2(!.   1900.. 

4,800 

*Hodura,  Theresa  to  Victor  Bednarik.  Lot  277  map  St  Raymonds 
Park.  P  M.  Prior  mort  .'i!2,.500.  Sept  25,  installs,  0%.  Sept 
20.   1900.  1,(KI0 

Ha'pin.  Sophia  to  John  G  Clegg.  Lafontaine  av.  e  s.  12.9  s  Quarry 
road.    24.9x05.      Sept    20.    ISOIi.    3   years.   .5'/^.      11::!0li3.  3,.500 

'^Hermann,  Victor  M  to  Land  Co  A  of  Edenwald.  Murdock  av. 
w  s.  200  n  Jefferson  av.  50x100.  Edenwald.  P  M.  Sept  20,  .3 
years,   5%.      Sept  27.   I'.MIO.  .500 

Horgan,  Cath  to  Susan  M  Stearns.  Bathgate  av.  No  109.5,  w  s,  abt 
175  n  173d  st,  25x120.  P  M.  Sept  24,  due  Oct  1,  1911.  .5%. 
Sept  25,  1900.     11:2915.  4,000 

-Hofmann,  .Anna  to  Fredk  G  Hofmann.  Seton  av,  e  s,  KX)  s  Jef- 
ferson av.  .50x100,  Edenwald.  Sept  24,  1  year.  5'/r.  Sept  25, 
1900.  1,000 

Howe.  Ada  to  TITLE  GUARANTEE  &  .TRUST  CO.  Vyse  av.  No 
1488.  e  s  225  s  172d  St.  2.5x100.  Aug  24.  due.  &c,  as  per  bond. 
Sept    25.    1900.      11:2995.  4,000 

Jacob,  August  to  John  W  Curran  Morris  av.  n  e  cor  179th  st, 
runs  n  100  x  e  1.34.8  x  s  0.2  x  e  25.4  x  s  99.10  to  st  x  w  100  to 
beginning.  P  M.  Sept  17,  1  year,  '^%.  Sept  21,  1901"..  11:2,S07 
and   2808.  3,000 

*Killian,  Jane  to  AMERICAN  SAVINGS  BANK.  Ced.ir  st.  e  s, 
3011    s    Cornell    av,    25x100.      Sept    2(1,    3   years,    0%.      Sept    21, 

1000.  rm 

'■'Kaysser.  Wm  F  to  Charles  Massolh.  Hobart  st,  n  w  cor  2.3(5th 
St.  5(1x100.     Sept  2((.  3  years,  O'/r.     Sept  21,  19(.HJ.  2,.500 

*Knauf.  Bertha  to  Lewis  Colford.  Av  A,  s  e  cor  2d  st.  —  to 
Westchester  Creek  x —  to  1st  st,  Unionport,  with  all  title  to 
land  under  water  Westchester  Creek.'  P  M.  Sept  21.  .3  .vears. 
."1/29;.      Sept   22,    1900.  1.5,250 

Knecht,  Augusta  S  to  TITLE  GUARANTEE  &  TRUST  CO.  Brook 
av.  Nos  12(il!  to  1270.  e  s,  118  s  KiOth  st,  .50x100.0.  Aug  31. 
due.  &c,  as  per  bond.     Sept  22.  190(i.     9:2395.  12,000 

Kremser.  Thomas  to  .Alexander  Schulz.  Daly  av.  e  s.  11.3  s  179th 
st,  runs  e  171.4  x  s  55  x  w  71.10  x  n  3.8.4  x  w  100  x  n  1!).8  to 
beginning.      Sept  10,  3  years,  57f.      Sept  22,   liMJO.      11:3127.       000 

Kellev.  Wm  G  to  Mary  J  Archer.  Lorillard  pi.  No  2.390,  e  s,  74.4 
s    187th   st     10.8x100.      Sept    25.    4    years.   5%.      Sept   20,    1.900. 

n:::(i54.  3,oOO 

Kosovskv.   .\aron   to   Max  Stahl  and  ano.      Brook  av.   No   1498.  e  s. 

75  s   171st   St.  25x100  9.     P  M.     Prior  mort  .$1,.5(I0.     Sept  22,  2 

years,  0%.     Sept  24,  lOOIi.     11:2895.  1,000 

Kimber.  Wm  F  to  Hyman  Horwitz.     Forest  av.  n  w  cor  1.58th  st, 

lO0;87.0.      P   M.     Sept  24,  3  years,  0%-   Sept  25.   lOOIi.   10:2(547. 

2,000 
La    Sala.   Stefauo   to   John    F   Sleeves.      Lafontaine   av.    w   s,   .37.0  n 

178th    st,    37.0  ilOO.      Collateral    for    building    materials    for    $3,- 

305.77.     Sept  20.  due  Dec   1,  1900,  (>7r.     Sept  21,  1900.   11:3001. 

7,(HJ0 
Larsen,   Ludvig  to  Anton  Larsen.     Decatur  av.  No  3130   (Norwood 

av).  s  s.  4,^\8.4  w  205th  st.  2.5x112.0.     P  M.     Prior  mort  .$4,000. 

Sept  25,  5  years,  —%.     Sept  2(i,  1900.      12:33.53.  4. .500 

"Leventhal.    Abraham    N    to    Land    Co    A    of    Edenwald.      Murdock 

av.    w    s.    10."*..4    s    Kingsbridge    road.    50x100,    Edenwald.      P    M. 

Sept   20    3  years    r,'/, .     Sept  27,   1900.  500 

Leggett.   E  Howard,   Union.   N  J.   to  Clinton  H  Leggett.      Elton   av, 

w  s.  125  n  100th  st,  25x100.     Sept  27,  1900,  3  years,  5%.     9:2382. 

10,(X)0 
Leader,    Isaac,    Jacob    Bloom    and    Morris    Silverman    to    Mary    S 

Croxson.     Washington   av,  s  e  s,  bet   173d  st   and   174th  st,  and 

being   lot    110  map   Central   Morrisania.   50x120;    Washington    av. 

s    e    s     bet    173d   st   and    174th   st.    and   being   lot    120   same    map. 

.50x120.    except    part    for    av.      Sept    27,    190i,    due    Aug   0.    1907, 

0%.      11:2915.  20,000 

Muehlhaus,  Conrad  with  Wilbur  T  Wright.      Marion  av,  w  s,  289  n 

194th   St.    25xlO(i.2x25.1x103  8.      Extension   mort.      Apr  3.    190.5. 

Sept   27.   1900.     12:.328i.  nom 

'■'Meade.   Michl    to   METROPOLITAN   SAVINGS   BANK.      2d   st.   e   s. 

04  s  220th  SI.  50x105,  Wakefield.     Sept  24.  190().  1  year.  (.i%.     (iOO 
Moffatt.  Patrick  to  Louis  Reiter.     187th  st,  s  s,  bet  Hughes  av  and 

Belmont   av    lots  .55  and  .50  map  property  S  Cambrelling  et  al  at 

Fordham,  .50x100,  except  part  for  Crescent  av.      Prior  mort  .$30,- 

(100.     Sepl  2(5.  demand,  0%.     Sept  27,  19(X5.     11:3074.  2,500 

'*Moskievitz.   Max   to   Land   Co   A  of  Edenwald.     Murdock  av.   w  s. 

1.50  n  Jefferson  av,  50x100,  Edenwald.     P  M,     Sept  26,  3  years. 


■)Vr. 


Sept  27,   1906, 


500 


Tti»  t»xt  of  these  pae''*  1»  copyrigbted.    All  rlgbtg  are  reserved.         Notioe  i»  berebr  gWen  thftt  tofrlngemfist  will  lead  to  proieautloQ 


550 


Mortgages 


RECORD      AND      GUIDE  Manhattan       September  29,  1906 


RoGkland-Rockport  Lime  Company 

Look  for  these  words  on  the  head  of  every  barrel;  Greenpolnt  Ave.  &  Newtown  Creek         RIJD 

••Maaufactured  by  Rocklaad-Rockport  Lime  Company"      Borough  of  Brooklyn,  N.  Y.  City      whid 

DO  NOT  BE  DECErv-ED  BY  ANY  SUBSTITUTB  Telephone,  207  Greenpolnt  on  t) 

NEW    YORK    OFFICE.    FULLER    BUILDING,    BROADWAY 


FINISHING  LUMP  c":;„;:: 


Manufacturers    ot    tne  .loliowing  Brand*    tl 
Rockland  Lime 

EXTRA 

^  AIbo  Sole  MaQofactoreri  of 

EUREKA  BRAND  of  PREPARED  PURE  WHITE  LIMB 

which  1>  superior  to  »njr  other  lime  or   wall   plaster   now 
on  the  market.  GUARANTEED  NOT  TO  PIT, 

AND    23d    STREET 


400 

Grand  av.  e  s. 
Sept  2(3.   1901!. 
5,000 
450 


McEvoy.  Dennis  to  Geo  W  McAdam.  River  av,  n  e  cor  l(57th  st 
89.7x105.     P  M.     Sept  19,  3  years,  5%.     Sept  21,  1906.     9:2489. 

1.500 

•Middleton.  Rose  A  widow  to  Elmer  A  Allen.  St  Lawrence  av. 
e  s.  75  s  Mansion  st,  25x100.  Sept  25,  3  years,  5%.  Sept  26. 
1900.  1,400 

*McMahon,  Edward  to  Jacob  Cohen.  Plot  990  e  White  Plains  road 
at  point  along  same  720  n  Morris  Park  av,  runs  e  82.3  x  n  e 
2S.4  X  w  96  3  X  s  25  to  beginning,  with  right  ot  way  over  strip 
to  Morris  Park  av.  P  M.  Prior  mort  ?3,000.  Spet  10,  3  years, 
Ii7f.     Sept  26.  1900.  1.300 

*MnMahon,  Edward  to  Fredk  G  Wolf.  Plot  begins  990  e  White 
Plains   road,  at  point  605  n  Morris  Park  av.  runs  e  68.10  x  n  e 

2.3.8  X  w  82.10  x  s  25  to  beginning,  with  right  of  way  over  strip 
to  Morris  Park  av.     Sept  25.  due  May  25,  1908.     Se'^t  26,  1906. 

700 

Mertin,  Adolph  to  Henry  Gerken.  166th  st.  No  1009,  n  s,  100  w 
Prospect  av.  40x100.  P  M.  Prior  mort  .?33.000.  Sept  15  due 
Jan   2,    1910.  6  ;.      Sept   21,   190(1.      ]0:26.S0.  .  10  000 

*McKeon,  Ellen  to  DOLLAR  SAVINGS  BANK  ot  City  N  Y.  213th 
St.  s  e  cor  Willett  av,  l(X)xl0O,  Olinville.  Sept  19,  due  Dec  "l. 
1907.  .T7f.     Sept   21.   1906.  2.000 

McCarthy,  James  C  to  TITLE  GUARANTEE  &  TRUST  CO.  Hoe 
av,  e  s.  2(X)  s  Freeman  st,  .50x1(10.  Building  loan.  Sept  24.  1 
year,  O^t.     Sept  25,   1906.     11:2986.  13.0110 

Miller.  Max  to  .-Abraham  Kluboek.  Webster  av,  e  s,  17.5  s  Anna 
pi.  runs  e  180  to  w  s  Brook  av  x  n  85  to  w  s  Mill  Brook  x  — 
41. .3  X  w  166.1  to  Webster  av  x  s  .50  to  beginning:  Brook  av,  w  s, 
.50  s  Anna  pi.  runs  e  2  to  w  s  Mill  Brook  x  s  4.11  x  —  4.6  to  be- 
ginning, gore:  Webster  av.  e  s,  125  s  Anna  pi,  runs  s  e  166.1 
to  w  s  Mill  Brook  x  n  e  and  n  81.4  x  n  w  178  to  av  x  s  75  to 
beginning,  except  part  for  Brook  av.  Sept  24,  1  year,  6%. 
Sept  25,   IfKH).     11:2893.  1,.500 

O'Connor.  Mary  E  to  Sarah  Teitelbuam.     Morris  av.  No  2060,  e  s, 

188.9  n   Burnside   av,  25xl(X).     P   M.     Prior  mort  .$5  (XK).      Sept 
18.  3  years,  6%.     Sept  22,   1906.     11:31(59.  1,638.89 

O'Neill,   .^melia  to  Joseph  B   Kaiser.     Alexander  av,  w  s,  131.6  n 

136th  st,  16.7x75.     July  2,  3  years,  5%.     Sept  26,  190G.     9:2312. 

2,000 
♦Paradise,  James  to  Jacob  Cooper  and  ano  trustees  Marum  Cooper. 

Louise   st,   w   s,   325   s   Van   Nest  av,   2.5x95.      Sept  2.5,   1906.   3 

years.  5%.  2.800 

*Poltz,  Joseph   to   Anna  Zeising.     Leggett  pi,  w  s,   175  n  McGraw 

av,   25xl'25.      Sept    22.   3   years,   5%%.      Sept   25,    1906.  3,000 

Pollachek,  Frank  to  Wm  G  Kelley.    Lorillard  pi.  No  2.390,  e  s.  74.4 

s   187th   St.    16.8x100.      P   M.      Sept   25,   4  years,   6%.      Sept   26. 

1906.      ]1::?0.54. 
Perry.  Ida  L.  Freeport.  L  I    to  Thomas  C  Stephens. 

100  n   North  st,   25x100.     Sept  24,  3  years,  57c. 

11:319.8. 
Park   Construction   Co   to   Lambert   Suydam.      Dawson   st,   e  ! 

n   Longwood  av,  32.5x100.     Sept  27,   1906,  due  Apr  1,   1907,  — ?; . 

10:27(1'-'.  21,000 

Porcelli,  Seraflno  to  Julius  B  Garfunkel  and  ano.     Hughes  av,  late 

Frederick   st,   e   s,   337.10  s   Pelham  av,   late  Union   av,   .50x87. (>. 

P  M.     Sept  17,  due  Aug  30,  1907,  6%.     Sept  21,  1906.     11;3U78. 

335 
*Penfield,  Wm  W  to   Marx  Wintjen.     De  Milt  av,  s  w  s,  at  n  e  s 

Penfleld  av.  200.x20O.   South   Mt   Vernon.     P  M.     Sept   IS.  2  vrs. 

5M.'7r..     Sept  21,  1906.  10  000 

Pfister'Bookbinding  Co  to  Robert  Rutter.     Certificate  as  to  consent 

of  stockholders  to  a  chattel  mortgage  dated  Aug  28,  19(Mi.     Sept 

18.  Sept  21,  1906.      Miscl.  

*Pfeil.    Katherine    to    NORTH    SIDE    SAVINGS    BANK.      17Sth    St. 

s  s,  at  line  bet  lots  9,S  and  99.  runs  e  22.5  x  s  100  x  w  22. .5  x  n 
101)   to   beginning,    being  part   of  lot   09  map   Neill   estate.      Sept 

19,  due   June  30.   1907.  5%.     Sept  22.   1906.  3,.500 
*Same  to  same.     178th  st,  s  s.  22. .5  e  line  bet  lots  98  and  99.  runs 

s  100  X  e  3.6  to  road  to  West  Farms  Station  x  n  e  10(V,S  to  st  x 

w  40.8.     Sept   19,  due  June  30    1907.  5%.     Sept  22.   1906.       1  000 
*Ruberto,   Pasquale  to  A  Shatzkin  &  Sons,  Inc,  a  corpn.     Paulding 

av,   e  s,  .59.6  s  224th  st.  25x104.4x25x103.     P  M.     Sept  15,  due 

Mar  1,   1907,  0%.      Sept  26,   1906.  240 

*Russo.   Andrea  to  A   Shatzkin  &  Sons    Inc.     226th  st,  n  s,   188  e 

Paulding  av.   75x109.6.      P  M.     Sept  24,   due  Jan  27,  1907,  — %. 

Sept  26,   imil).  335 

♦Rehbock,    August    to    Regent    Realty   Co.      Taylor   st,   w   e,   4.50  s 

Columbus  av.  ,50x100.  except  part  tor  Taylor  at.     P  M.     Aug  30. 

3  years,  6%.     Sept  26,  1906.  1,400 

Rosenzweig    Alfred  with  Rosa  Well.     Clinton  av,  e  s.  44  n  Oakland 

pi,  22x100.     Extension  mort.     Sept  25.    Sept  26.  1906.     11:3094. 

nom 
*Rleper.   Frederick   to  John   Gruendler.      Columbus   av.   n   s.   75   w 

Fillmore  st,  25x100.     P  M.     Sept  21,  2  years,  5%.     Sept  22,  1906. 

900 
•Same  to  same.     Unionport  road,  n  w  cor  Grant  av,  25x105.     Sept 

21.  2  years.  5%.     Sept  22,  1906.  1,800 

"■Rentier,   Dorothv  to  John  Duncan.     12th  St.  n  s.  355  w  Av  C    2 

lota,  each  25x103,  Unionport.     2  morts,  each  $3,750.     Sept  26, 

3  years,  59r.     Sept  27.  1906.  7.500 

Scheuer.   Louis  to   John   C  Gulick.      1.85th  st.   s   s.   1(X)  e  Park  av, 

16.8x100.     Sept  27,  1906.  3  years.  5%.     11:30.39.  2,500 

Sllverson,   Joseph   and   Bernard   London   to   Hvman   Sonn  and   ano. 

Mlntord  pi.  e  s,  75  n  172d  st.  150x100.     P  M.     Prior  mort  $16.- 

380.      Sept    19.   2   years    6%.      Sept   21,    1906.      11:2977.       10.120 
♦Still.   Stephen   G   to   Bertha   Knaut.    Av   A,   s   e   cor   2d   st,   —   to 

Westchester   Creek   x   —   to   1st   st,  Unionport,   all   title   to   land 

under  water  Westchester  Creek.     Prior  mort  .$15.2.50.     Aug  .30. 

2  years,   6%.      Sept   22.   1906.  _    7_.875 

♦Same   to   Loren   N  Wood.      Same  property.      Prior   mort   $15.2.50. 

Aug  30.  2  years,  6'7r.     Sept  22,  1906.  _  7,875 

Schlosser,    Francis    to    Frank   W   Hard.      Topping   av,    e   s.   275    n 

174th   st,  9.5x95.     P   M.      Sept   11.  3  years,   5%.     Sept  21,   1906. 

.      11:2799.  5.000 

♦Steinmetz.    Amelia   to   Katharlna   Gass.      Lot   3   map   in   partition 

Mary  A  Wells  et  al  vs  Anna  M  Storer  et  al.     Sept  15,  3  years. 

6%.     Sept   22.   1906.  3,500 

eimcrman.  Joseph  to  Jonag  B  Kissam.     146th  et,  b  s,  350  w  Clif- 


ton av  or  Brook  av.  runs  s  100  x  w  60  to  w  s  Mill  Brook  x  n  0.5 
X  w  30  X  n  1(X)  to  14()th  st  x  e  85;  also  146th  st,  s  s,  407.6  w 
Brook  av,  runs  w  18.3  x  s  1.9  to  st  x  e  18.4  to  beginning.  Sept 
24,  19(16,  1  year,  6%.     9:2290.  25,000 

*Stukhart,  Moses  to  Land  Co  A  ot  Edenwald.  Murdock  av,  w  s, 
263.4  s  Kingsbridge  road,  50xl(X),  Edenwald.  P  M.  Sept  26, 
3  years,  5%.     Sept  27,  1906.  ."iOO 

Schneider.  Henry  and  Katie  Winterer  with  GERMAN  SAVINGS 
BANK  in  City  N  Y.  151st  St.  No  548  East.  Subordination 
agreement.     Sept  26,  1906.     9:2410.  nom 

Shera.  Elhelinda  M  to  TITLE  GUARANTEE  &  TRUST  CO.  Melrose 
av,  n  w  cor  156th  st,  — x47.3x99.2x.52.  Sept  25,  due,  &c,  as  per 
bond.      Sept   26,   llMllj.     9:2403.  5,000 

Suderberg.  Ivart  W  to  Anton  Larsen.  Decatur  av.  No  31.34  (Nor- 
wood av).  s  s.  513.4  w  205th  st,  25x112.6.  P  M.  Prior  mort 
$4,000.     Sept  25,  5  years.  —%.     Sept  26.  190(5.     12:.3353.        4..500 

Schneider.  Henry  to  GERMAN  SAVINGS  BANK  in  City  N  Y. 
151st  St.  No  548.  s  s,  abt  430  e  Morris  av.  28x118.5.  Sept  25.  due 
Sept  1,   1907.   '>'/,.     Sept  26,  1006.     9:2410.  12.0(X) 

Sameth.  Michael,  of  Ycnkers,  N  Y,  to  EMIGRANT  INDUSTRIAL 
SAVINGS  BANK.  Bathgate  av,  w  s,  293.1  s  175th  st,  22x92.5. 
Sept  25,   19011,  3  years.  .5%.     11:2016.  3.500 

Sack.  Morris  L  to  Geo  S  Dewsnap.  Crotona  Park  East,  late  Pen- 
fold  av.  e  s  bet  173d  st  and  175th  st.  and  being  lots  112  and 
113  map  126  lols  of  estate  of  Geo  Faile.  40.5x1311.1x67.11x139.4 
s  s.     Sept  27.   1906,  due  Feb  28.  li)09.  6%.     11:2010.     gold,  6,000 

Traendley,  Minnie,  Riveredge,  N  J,  to  Knepper  Realty  Co.  1.3Sth 
St.    No   893.   n   s,   462.6   e   St    Anns   av,   37.6x100.      P   M.      Prior 

mort   $ .      Sept   25.   3   years,   — %.     Sept   26,    1006.      Ill:2.i52. 

lO.OOO 

*Thwaite,  Anna  L  to  Mary  E  Walters.  Lots  2.34  to  2.38,  341  to 
345,  667  and  668  map  Eliz  R  B  King  at  City  Island;  also  all  title 
to  land  under  water  L  I  Sound  adj  lots  667  and  66.8,  City  Island. 
.50x— .     P  M.     Sept  4,  3  years,  57f.     Sept  2(5,  190(5.  27,500 

♦Same  to  same.  Same  property.  P  M.  Sept  4,  2  years.  Ct%. 
Sept  26,   19(i(>.  notes.  5,(XX) 

Towner,  Charlotte  to  Adam  Rice.  Cambreling  av(?)  or  Fulton  av, 
w  s.  269  s  Pelham  av,  25x100.  Sept  21,  1906,  3  years,  6%. 
11:3091.  1200 

Traendley.  Minnie  ot  River  Edge,  N  J,  to  Knepper  Realty  Co. 
138th  St.  No  893.  n  s,  4C52.6  e  St  Anns  av,  37.6x100.  Sept  27. 
1906.  demand,  —'/r.     10:2551.  262.84 

Volkmar,  Louis?  T  to  Guiseppe  Tuoti.  Sedgwick  av.  w  s.  296.3  n 
from  e  s  Cedar  av,  runs  w  79.8  x  n  25  x  e  95  to  Scde;wick  av  x  s 
28.9  to  beginning.  Sept  12.  demand,  67r.  Sept  26,  1906.   11:2881. 

500 

*Wesp,  John  A  to  Clarence  Fleischmann.  Av  B.  n  e  cor  .5th  st. 
75x105,    Unionport.      P    M.      Sept   26,    1906,   3   years,   .5%.       l,.5O0 

Wasserman.  Harry  to  Wilh&Imina  Wirth.  Arthur  av,  No  2066. 
e   s,   203.9  n   179th   st,   16.8x128x16.8x126.6,   except  part   for  av. 

P  M.     Prior  mort  $ .     Sept  26,  1906,  5  years,  6%.     11:3069. 

2,000 

Williams.  Lillian  M  wife  ot  and  Richard  D  to  Laura  F  Van  Riper. 
170th  St.  late  Centre  st,  s  w  cor  Bryant  av,  late  Walker  st, 
117x21xl2(>.5x21.3  except  part  for  av.  Sept  22.  due  Jan  1, 
1910,  6%.     Sept  24,   1906.     11:3131.  2.800 

♦Winfrey,  Roger  M  to  David  H  Sartaty.  2.30th  st.  s  s,  105  e  2d  st, 
2.5x114,  Wakefield.     P  M.     Sept  20.  2  years,  6%.     Sept  21,  1900. 

1.500 

Werner-Knaus  Realty  Co  to  GERMAN  SAVINGS  BANK  in  City 
N  Y.  162d  st  n  s.  196.3  e  Melrose  av,  37.6x100.  Aug  6,  3  yrs, 
5^c.      Aug  7,   1901).     9:-J.'^84.  27,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.  Corrects  error  in  issue  ot  Aug  11,  when 
last    line    was    omitted.  

Wilker.  Henrv  to  James  Dripps.  Wales  av.  late  Tinton  av.  e  s, 
150  n  149th  st,  25x105.  P  M.  Aug  8,  5  years.  4%.  Aug  9, 
190(5.  10:26.53.  Corrects  error  in  issue  of  Aug  11,  when  de- 
scription   of   property   was   Waters   av.  1,(500 

Winter,  Julius  to  TITLE  GUARANTEE  &  TRUST  CO.  Kelly  .st, 
.\o  46,  e  s,  .300  n  156th  st,  25x100.  July  31,  due.  &c.  as  per 
bond.  Aug  3.  1906.  10:2708.  Corrects  error  in  issue  of  Aug 
11.    when    description    of   property   was   n    of    1.5th    st.  O.OIX) 

Wolff.  Norbert  to  TITLE  GUARANTEE  &  TRUST  CO.  Jerome 
av,  late  Lexington  av,  e  s,  400  s  lS3d  st.  50x100.  Sept  24,  due, 
&c.  as  per  bond.     Sept  25,  190(5.     11:3186.  4,000 

White.  Amelia  M  to  Edna  M  White.  Hoe  av,  w  s.  175  s  172d  st, 
2.5x100.     Sept  8,  2  years.  Q%.     Sept  27.  1906.     11:2981.  500 


PROJECTED  BUILDINGS. 


The  first  name  Is  that  of  the  ow'r;  ar't  stands  tor  architect,  m'n 
for  mason,  c'r  tor  carpenter,  and  b'r  for  builder. 

When  character  ot  root  is  not  mentioned.  It  Is  to  be  understood 
that  the  roof  Is  to  be  of  tin. 

BOROUGH    OF    MANHATTAN. 

SOUTH    OF    14TH    STREET. 

Bank  st,  Nos  123-127.  4-sty  brk  and  stone  stable  building,  61. Ix 
116.8,  felt  and  gravel  root;  cost,  $45  000;  The  Mead  Transfer  Co, 
Pier  No  1.  North  River;  ar'ts.  Dodge  &  Morrison,  82  Wall  st. 
—981. 

Elizabeth  St.  No  190,  1-sty  brk  and  stone  outhouse.  25x100;  cost. 
$1800:   L  Russo.  .52  Spring  st;   ar't.  0  Reissmann,  30  1st  St.— 979. 

Mott  St.  No  2S4.  1-sty  brk  and  stone  outhouse.  25x75;  cost,  $950: 
Rocco  M  Marasco.  "57  East  Houston  st;  af'ts.  Sommerteld  & 
Sleekier,   19  Union  sq. — 975.  mnn 

Mott  St.  No  66.  1-sty  brk  and  stone  outhouse,  9.6x13.4;  cost,  $90Oj 
M  Colombo.  174  Worth  st;   ar't.  O  Reissmann,  30  1st  St.— 976. 

BKTWEIN   14TH   AND   59TH   STREBTB. 

25th  st,  Nos  238-240  East.  6-stv  brk  and  stone  store  and  tenement. 
40x85.9;  cost.  $42,000;  Samuel  Michelson.  54  E  llTtb  st;  ar't, 
Chas  M   Straub,   122  Bowery.— 973. 


Tb»  teit  of  tbei»  naws  Is  copyrighted.     All  rigbti  ar*  roierrsd.     Notice  it  hereby  ^ven  that  Infringement  will  lead  to  pro»eo«tion. 
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The   Palmer   Lime  and  Cement  Company 

"  PALMER'S  IVO.  1,"  the  Btrf^nsest  and  bRst  brfck  lime  manufactured,  will  lay  more  brick  to  the  barrel  than  any  other  Uiul. 

Farnani  CHnsIIlUE  Finisbiu^',  whi.li  haa  no  equal. 

Palmer's  Finixliin;;:,  hl^h  grad",  f-r  all  finishing  and  plastering  wnrk. 

Coiineclicut  Wliiie  Lime,  especially  adapted  to  brown  and  Bcratch  work. 

Palmer's  Chemical  Ivime,  absoltitelv  high  grade. 

Alsen's  Porllaiid  Cemeul,  lor  Long  Island.  FOSTER    F.    COMSTOCK,    Manager 

Brooklyn  Station.  Telephone  14".1  Grfpnrolnt  Sales  Department :     (49    BROADWAY      NEW    YORK 

Jersey  City  Station,  Telephone  1302  Jt<i».  y  Telephones,  6610  6UH-t)ai2  CoitlLndt 


39th  St,  No  329  West,  1-sty  brk  and  stone  outhouse.  G.lxtll:  cost, 
$.300;  Daniel  Levy,  389  8th  av;  ar't,  O  Reissmann,  30  1st  st. 
—980. 

BETWEEN  59th  AND   125TH  STREETS,   EAST  OF  5TH  AVENUE. 

Park  av.  No  .540,  12-sty  brk  and  stone  apartment  house.  .57x£M>.."); 
cost,  $3.50.000;  Five  Hundred  &  Forty  Park  Avenue  Corporation, 
52   William   st;   ar't,   Wm  A   Boring,  32  Broadway.— 978. 

BETWEEN  59TH  AND  125TH  STREETS,  WEST  OF  8TH  AVENUE. 

Central  Park  West,  n  w  cor  8.5th  st.  12-sty  brk  and  stone  apartment 
house.  140.X102.2.  tile  roof;  cost.  .|9oO.000;  Gotham  Building  & 
Construction  Co,  2  W  8<jth  st;  ar'ts,  Mulliken  &  Moeller,  7  W 
38th  St.— 977. 

121st  st,  n  s,  100  e  Broadway,  3-sty  and  basement  brk  and  stone 
chapel  and  parish  house.  0.5x90.  slag  root;  cost.  $45,000;  Corpus 
Christi  Roman  Catholic  Church.  ,535  W  121st  st;  ar't.  F  A  de 
Meuron,   87  Main  st.   Yonkers,   N   Y. — 974. 

BOROUGH    OF    THE   BRONX. 

Simpson  st.  n  w  cor  Home  st,  two  5-sty  brk  tenements.  .39  and  38x 
91. ,3%,  00.4  and  95.10;  total  cost.  .$05.(XX);  Abraham  J  Goldstein, 
700   Broadway;    ar't.    John    Hauser.   3(iO   W   125th    st. — 1071. 

171st  St.  s  w  cor  Brook  av,  0-sty  brk  stores  and  tenement.  39. 3x 
89.101/2 ;  cost.  .•f40.0(H.I;  Brown  &  Lapin  Co.  008  E  141st  st;  ar't, 
Samuel    Sass,   23   Park   row. — 1081. 

184th  St.  n  s.  52.4  e  Hoffman  st,  3-sty  frame  dwelling,  23x54  and 
64;  cost,  $7.iMI0;  Mrs  L  Duffy,  on  premises;  ar't,  Chas  S  Clark, 
709  Tremont  av. — 1079. 


254th  st,  n  s.  from  Palisade  to  Independence  av.  1-sty  brk  and  glass 

greenhouse.  91.6.x43.7;  cost,  $9,000;  Henry  W  Boettger,  125  Prince 

st;    ar'ts,    Reihy   &   Steinback,   481   5th   av.— 1077. 
Mapes  av.  w  s,   150  n  Dudley  av,  2-sty  frame  dwelling.  21x48;   cost, 

$4,200;    John   Monetta,   Fort   Schuyler  road;    ar't.   Chas   R   Baxter, 

Middletown   road. — 1073. 
Morris  av.   w  s.  321   s  184th  st.  2-sty  frame  dwelling,  21x52;   cost, 

$7,000;   Lena  Sternschuss,  2343  Morris  av;   ar't,  Thos  C  Peterson, 

55  w   183d  St.— 107(>. 
Morris  av.  No  225G,  2-sty  brk  store  and  dwelling,  20x50;   cost,  $5,- 

000;   Mauro  Yarusso,  2258  Morris  av;  ar't,  Frederick  Jaeger,  1775 

Weeks  av, — 1070. 
McGraw  av.   s  s.   75  e   Cottage  Grove  av.  2-sty  frame  dwelling,  21x 

47.0:    cost,    $5,04X>;    Arthur    H    Lohse,    84    Rose    pi;    ar't,    Henry 

Nordheim.    170  Van   Buren   st.— 1075. 
Prospect    av.    s    w   cor    lG5th   st.    1-sty   and-  basement    church,   peak 

copper  and  slate   roof,   74x85;   cost.   $90,000;   The  Trustees  of  the 

Presbytery   of  N   Y.    Warner  Van   Norden,  786  5th  av,   Pres;   ar'ts, 

Jas  E  Ware  &  Son.  1170  Broadway.— 1069. 
Unionport  road,  n  w  cor  Mead  st.  3-sty  frame  store  and  dwelling,  20 

x45;  cost,  $6  000;  Frederick  Rieper.  1993  Boston  road;  ar't,  Henry 

Nordheim.    170   Van    Buren    st, — 1074. 
Washington   av.   e   s,   126  s   182d  st,  5-sty  brk  tenement,   37,6.x94.4; 

cost.  $40,00(J;   F  M  Mellert,   1692  Monroe  av;   ar't.  John  E  Kerby, 

481   5th  av.— 10()8, 
Port   Morris  R  R  yard,   east  of  Locust  av,  bet  140th  and  141st  sts, 

3-sty  frame  factory.  .36x32;  cost.  $1,800;  W  M  Young,  372  W  120th 

st;   ar't.  D  E  Way.   1732  E  14th  st,  Brooklyn.— 1072. 
(Continued  on  page  532.) 


JUDGMENTS     IN    FORECLOSURE 
SUITS. 

Sept,    14, 

Ryer  av,  s  w  cor  183d  st,  runs  s  144  x  w  133 
X  n  50  X  e  .50  x  n  03  X  e  6ti  to  beginning.  Chas 
F  Rabell  agt  Catherine  A  Gillingham;  Bur- 
lock  E  Rabell,  att'y;  Adolph  Stenn,  ret.  (Amt 
due,  $4.5;iS.0G.)  (Correction  as  to  defendant's 
name.) 

Sept.  21  and  23. 
No  Judgments  in  Foreclosure  filed  these  days. 
Sept.    24. 

West  Farms  rd,  s  w  s.  147.7  n  e  Hoe  st,  lOOx 
96.9.  Lawyers  Title  Ins  &  Trust  Co  agt  Leon 
Gartunkel;  Action  No  1;  Philip  S  Dean,  att'y; 
Edw  W  Fox.   ret.      (Amt  due.   .$1,569.) 

Westchester  av,  n  w  s,   191,11  n  e  Hoe  st,  lOOx 
96.9.      Same    agt    same;    Action    No    2;    same 
att'y;  Isaac  Phillips,  ref.     (Amt  due,  $3,451.80,) 
Sept.    25. 

Morton  st.  No  5.  Annie  T  McDonnell  agt  Frank 
W  Rose:  Thomas  G  Barry,  att'y:  Harry  Green- 
berg,    ref.      (Amt   due.   .$11,657.04.) 

Union  av,  e  s.  100  n  166th  st.  100x100.  Ameri- 
can Mortgage  Co  agt  John  Wynne  et  al;  Bow- 
ers &  Sands,  att'ys:  Arthur  D  Truax,  ref. 
(Amt   due,    $1,356.3.3.) 

Sept.    26. 

Wales  av,  n  w  cor  Beck  st,  125x105,  August 
Kuhn  agt  Harry  Lehr;  Geo  H  Rudolph,  att'y; 
Thomas   P    Dinnean,      (Amt   due,    $6,290.) 


Mercer    st.    No    200. 

6th  st,  s  s,  225  s  e  2d  av,  75x97. 

1st  av,  e  s,  97  s  w  6th  st.  48.6x100. 

6  h  St.  s  s,  200  s  1st  av.  86.6xl31x  irreg. 

Norfolk  st,  e  s.  175.7  s  w  Rivington  st.  50.2x 
100. 

Mary  S  Kernochan  agt  Eweretta  C  Whitney  et 
al:   partition;   att'y.   J   F  Kernochan. 

St  Nicholas  av,  e  s.  249.1  x  153d  st.  75x2(X)  to 
Edgecombe  av.  Pierce.  Butler  &  Pierce  Mtg 
Co  agt  Leopold  Butler  et  al;  action  to  fore- 
close mechanics  lien;  att'ys,  Pressinger  & 
Newcombe. 

.3Bth  St.  No  23  West.  Elizabeth  A  Bend  agt 
Marlon  L  Stevens  et  al;  action  to  recover 
dower,   fee;   att'ys,    Nash   &  Jones. 


LIS    PENDENS. 

Sept.    22. 
86th  St.  No  1.58  East.     William  Gribben  agt  Den- 
nis   E    Hoare    et    al;    action    to    enforce    lien; 
att'y,   W  R   Spooner. 

Sept.    24. 

6th  av,  w  s,  —  s  4.3d  st.  2.5x20.  Walter  J  Solo- 
mon agt  William  Sperb.  Jr;  violation  of  cove- 
nant;  att'y.   W  A  Hoar. 

101st  St.  n  s.  210  w  West  End  av.  20x100.11, 
Abraham  R  Anton  agt  Jesse  L  Hurlburt;  spe- 
cific performance:  att'y.   M  S  Hvman. 

62d  st,  No  165  East.  Alfred  0  Bachman  agt 
Susan  A  Dennison:  action  to  establish  Hen: 
att'y.  H  A  Mark. 

Lefght  st,  No  46.  Martin  Gamone  agt  Emma 
Googins:   specific  performance;   att'y,   M  Keye. 

Sept.    25. 

96th  St.  n  8,  217.6  w  Lexington  av,  37.8x100.11. 
Jonas  Well  et  al  agt  Jacob  Levin  et  al:  action 
to  reinstate  lien,  &c:  att'ys,  Arnsteln  &  Levy. 

96th  st,  n  s,  180  w  Lexington  av,  37.6x100.11. 
Same  agt  Jacob  Goodman  et  al;  action  to  re- 
instate Hen,  &c;   att'ya,  Arnsteln  &  Levy. 

Sept.    26. 

Bleecker  st.  s  w  cor  Commerce  st,  47x75.  lease- 
hold. Eleanor  Outten  agt  Katherine  Simp- 
son et  al;  action  to  enjoin,  &c;  att'y,  M  G 
Quackenbos. 

24th  st,  Nos  232,  234  and  240  East.  I 

2d   av,    Nos  411    to  415.  | 

Mary  T  McQuaid  agt  Geo  F  Mc(3uaid  et  al: 
action  to  set  aside  deed,  &c;  att'ys,  Moss  & 
Feiner, 

48th  St.  No  230  East.  Gustavus  Crenheim  agt 
Isidore  Isaacs  et  al;  action  to  set  aside  deed. 
&c:  att'y,  A  L  Strouse. 

Sept.   27. 

West  at,   No  31. 

Washington  st,  No  90. 

Pearl  st,  Nos  21.  32  and  35, 

Broad  st.  No  121. 

Front  st,   Nos  31,  47.  46  and  65. 

Madison    st,    Nos    298,    ,302    and    378. 

Monroe   st,   Nos   201,   203,   205  and  211. 

Broadway,    No    863. 


FORECLOSURE    SUITS. 

Sept.    22. 
Prospect   av.   w  s.   .S4   n   Oakland  pi,   19.9xl00.1x 

22.9x100,     Mary  A  Farrell  agt  Mary  Farrell  et 

al;   att'y.    M   J   Egan. 
1.54th  st,  No  5.58  East.     Edward  Bleser  agt  Mag- 
gie Smith  et  al;   att'y,   W  Klingenstein. 
Sept.    24. 
College    av.    s    e    s.    225    s    w    171st    st.    25x125. 

Chas  S  Whitman  agt  Frederick  W  Zausch  et  al; 

att'y,   B  F  Foster. 
25th   St.    No   .32   West.      Phebe   W   McConihe   agt 

Minnie  V  Telfair  et  al;   att'y.   W  McConihe. 
17Kth   st   (proposed),   s  s,    144   w  Amsterdam  av, 

131x90,11.     Elm  Realty  Co  agt  Winslow  Realty 

Co  et  al;  att'y,   F  Colety. 
Amsterdam  av,  n  w  cor  168th  st.  50x100.     Realty 

Mortgage  Co  agt   Herman   Harris  et  al;   att'ys. 

Wolf.    Kohn   &  Ullman. 
Bradhurst    av.    s    e    cor    14Gth    st,    119.10xll2,6x 

irreg,      Austin    B    Fletcher    et    al    agt    Charles 

Laudln  et  al:  att'y,   WPS  Melvin, 
Broadway,    n    e   cor    147th   st,    00,11x125,      James 

R  Hay  agt  James  J  Kennedy  et  al;  att'y.  B  L 

Peck. 

Sept.    25. 
Cortlandt   alley,    n   e   cor   Walker   st.    96.7x101, 9x 

44.5x48,     Charles  Laue  agt  Tudor  Construction 

Co  et   al:   att'ys.    Bowers   &   Sands, 
Bradhurst  av.  e  s.  whole  front  between  1.52d  and 

153d    sts.    199.10x100:    five    actions.      Denis    J 

Dwyer  et  al  agt  Broadway  Reliance  Realty  Co 

et  al;  att'y,  W  C  Arnold. 

Sept.    26, 
Bradhurst    av,    s    e    cor    146th    st,    119,10xll2.6x 

Irreg,      Austin    B    Fletcher    et    al    agt    Charles 

Laudln   et   al;    att'y,    W  S   Melvin, 
Madison    st.    No    348.      Goldman    Realty    Co    agt 

Joseph   D  Sugarman  et  al;   att'y,   B  Glnzburg. 
Sept.   27. 
82d    st,    s    s,    153    e    3d    av,    16,6x102.      Wm    H 

MacDermott   agt   Regina  Helnock  et  al;   att'y, 

C   P   Lattlng. 
8th    av,    s    e    cor    140th    st.    74.11xlO0',      Katie 

Steckler    agt    Louis    Welnsteln    et    al;    att'ys, 

Steckler   &    Levi, 
133d  st,    Nos  53  and  55  East,     Ernestine  Harris 

agt  Jacob  Ollnger  et  al;  att'y.  1  H  Harris. 
Audubon   av.    s   e   cor   178th   st,    41.10x100.      Es- 
tates   Settlement    Co    agt    Henry    Fox    et    al; 

att'ys,  Carrington  &  Pierce. 
185th  St.  n  s,   100  e  Vanderbilt  av  East.  50x100. 

Catherine    J    Paine    agt    Jacob    Schwach    et    al; 

att'y.    R   Mapelsden, 


JUDGMENTS. 


Sept, 

22  Andron,  J.icob  L— William  Klenert $135,76 

24  Acosta.    Julian    A— John    Rankin 98,70 

24  Abramowltz.    Morris— Jacob    Wolkoff ...  .43,95 
26  Aaronowsky,      Bernard— William      Solomon, 

„.,      84,65 

26  Ahlstrom.  Chas  G— Lincoln  A  Stuart 69.31 

22  Becker,   Carl— People,  &c 500.00 


22         the  same the  same   500.00 

22         the  same the  same   500.00 

22  Boyle,    Patrick    J— Mutual    Milk    &    Cream 

Co 40.72 

24  Berman.   Victor  H— Joseph   KruHsh    

costs    32  41 

24  Burron.  Joseph— Enge'l,  HilVer  &  Co. . '.316.98 
24  Beidelman.  Howard  S — Wm  H  Kelly 

costs,   28.69 

24  Balamuth.  Menasche — David  H  Orgel.  .  ..39.65 
24  Bingham.     Lloyd    &    Amelia— Met    Printing 

Co    574.50 

24  Barnes.     Elizabeth— Western     Distillery     Co. 

37,31 

25  Bellinger.  Ella— Frank  Ramsteck  et  al.101,30 

25  Book,  Benny— Berry  L  Simons  et  al..  1,091.89 

26  Benenson.  Benjamin— Herman  Kahn.  .  .230.86 
26  Berger.    Benjamin— Frederick    R    Meres.  171,87 

26  Berrien.    Cornelius— Wm   A    Ross 1,096.99 

26  Bunjn,    Nathan— Nathan    S    Dalsimer    et   al. 
„„      26.46 

26  Bella.    Jari— Herman    Weissberger 30.91 

2fitBalenzweig.     William— Swift    &     Co 29.28 

27  Beeckman,     Thomas     H— Joseph     P    Curtis. 

259  95 

27  Brooks,    Max— Jacob    H    'Werbelovcky.  .226.90 

27  Berns.    Wm    H— City    of    N    Y    179.47 

27  Brodie.    William— the   same    166.64 

27  Bushman.     Charles— Herman    Fuchs 294,41 

27  Biamonte.   John— Bert   K   Bloch    158.95 

27  Blasbalg.    Isidor— Jacob   Kranz    74.65 

27  the    same the    same    67.57 

22  Cohn.    Jennie— Franklin    Simon   et  al 40  38 

22  Crystal.    Isaac— Benj    F    Haas 242.77 

22         the  same 'he  same    461.16 

22         the  sime the  same    53.16 

22  Cohen.    Jacob— William    Klenert 1.35.76 

24  Cohen.   Abraham— Lincoln   Nat   Bank  of  the 

City   of    N    Y    40.75 

24  Christman.     Henry     D— Patrick     McMorrow. 
99.90 

24  Carton,    Andrew    B    &    Lawrence   A— Edw   A 

Price   et   al    674.99 

25  Comins.  Herbert— Olonzo  B  Kight 131.91 

25  Carroll,   Geo  A— John  J  Falihee 2.58.^1 

25  Crippen.      Henry     D— First     Nat     Bank     of 

Denver     2.907,97 

25  Cohen.  Louis— N  Y  Produce  Exchange  Bank, 
1.022.40 

25  Cox.  Theodore— Edw  P  Hatch 105,20 

26  Cassola,   Gregano— City  of  N   Y 189.08 

20  Cohen.    Louis the    same    189.08 

26  Cannon.    John    H— the    same    359.58 

28  Colgan.     James the     same     189.08 

28  Crabtree,   George the  same    198,21 

26  Collie,    Christopher  O-Louis  Hewlett  et  al. 

73.50 

28  Cooley.    James    O-Morrls    European    &    Am 

Exp  Co 335.14 

26  Cooper.    Annie— Maynard    N    Clement.  1,820,82 

26  Cable,   Wm  A— City   of  N   Y 27,87 

28  Corrlcr,    Vincent   C— Bernard   Kamber    .175.01 

27  Curry,  John  J— Morris  Rosenfleld  et  al.113.04 

27  Connor,    Arthur the    same    67.28 

27  Crane,    Wm    G— Timothy    D    Healy 296.67 

27  Cohen.    Morris— City    of    N    Y 163.77 

27  Cocheu.    Fred    C the   same    179.47 

25  Durkin.  Dennis— City  of  N  Y 54.83 

26  Doran.    John   J— Jessie  M  James    393.65 

26  Duryea,    Edw   A— Philip   P   Powers 29.47 

26  Distoslo.    Onoflo— A    Blum.    Jr's,    Sons..  183.10 

26  Drew,    Putnam— Julia    Donaher    27.00 

27  Durllng.    Louis    B— Brownlng-Klng    Co.  .35.91 
27  De    Jong.    Bertha— Jennie    McFarlane.  .736.71 

27  De    Jong,    Meyer the    same    740. '71 

24  Erickson.   Hyatman— City  of  N  Y 274.33 

24  Elchler.     Joseph the    same... 55.50 

24  Ehlng.    Joseph the   same    49,81 

24  Elyer.   Wm   D the  same 78.72 

25  Edelsteln.    Alexander— City   of   N   Y 103.84 

26  Epstein,    Max— Michael    Shapiro    125.82 

26  Eccleslne,  Joseph  B— City  of  N  Y 189.08 

26  Ehrenrelch,    Levy— the    same    189,08 

26  Edwards.  Thomas  A the  same   356.68 

26  Elwell,   Chas  F the  same    198.21 

24  Frend,  Markus— H  B  Claflln  Co 156.92 

24  Fennell,  W  Scott— Joeepb  W  Malone,.. .46.65 


The  text  of  tbeie  pagei  U  copTrlfhted.    All  rltbti  »r<  referred.    Notice  li  hereby  fWen  that  tDtrlntemeDt  will  letd  to  rroMOUtioa. 
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RECORD  AND    (iUIDE 


Manhattaa      September  29,  1906 


STRUCTURAL    AND    ORNAMENTAL         HARRIS     H       URIS 


IRON  WORK 


FOR 
BUILDINGS 


OFFICE     AND     WORKS 

525-535    W.    26th    ST. 

TELEPHONE,    1836-6   CHELSEA 


•4-i  Frey 


Mark   L   &   Rosetta— Wm   F    Browne. 

UT.Cl 

Pleik,   August  C— City  ot  N   Y    1,171). 47 

Fury.   Jobu the   same    lu;i.Sl 

Fuchs,    Frederick the   same    ?. 198.21 

Foerste.  Kdward :he  same  •)'}.'){} 

Flannery.   Joseph  F the  same    10^.77 

Fetter,   James   H the   same    bU'.lO 

Feldman,   Herman— Ciiy  of  N   Y 30. !W 

Farrell,    Patrick   S the   same l.VJ.OS 

Forham,  John the  same  181). OS 

Freed.    Abraham the   same    33.04 

Flynn,    John    J the    same IDS.l'l 

Foulks.    John    S -the   same 11)8.21 

Flannery,   Joseph   F the   same 189. OS 

FreiliL'h.  Josepn — Edw  F  Leber. .  .costs,  22.1)7 
Feidelman,  Max— Herman  Schlosser. . . .  18«.91 
i'e.uman.    Rachel    &    Joseph    M — Geo,  R 

Sutherland    1,155.03 

Farley,  Joseph  A— Phill.p  H  Judd 188.08 

Friedman,   M.nnie — City  ot  N  Y 10.'i.S4 

Flynn,  John  J— Julius  Blumberg  ....511). 41 
Foster.  John— Morris  Rosenheld  et  al.134.20 
Friedman,    Harry — Patrick   H   Feeney   et  al. 

17:i.U7 

FiCrro,    Vinteuzo    or   James    Ferro — Bert   K 

Bloctt   158.95 

Gscheider,    Louis— Charles  Appel 142.25 

Grcc.ifield,   Philip— Adolph   Diamond. ..  .127.15 

Gallagher.    Patrick— City    of    N    Y .'i.jU.j;-- 

Glueck,    Emanue. the    same    ."ill  54 

Gaiteii,   Anthony the  same    174. OtJ 

Gabriel,   Gustav the  same    189.08 

Gordon,   Anthony — -Lhe  same    09.75 

Lii.D.on.   iiarrj the  same  09.75 

Gent.    John   G^ the  same 52.09 

Gaiviii.   Jjn.es  A the  same   33.64 

Goun.iii.    I'homas .he   same    198.21 

Gall.   Charles .he  same    35.04 

Gauer.   Bernhard the  same   189.08 

Glickman,    Henry the    same 359.58 

uallauner.    Edmund— Edgar    A    Waite.  .240.72 

24         the  same the  same    41!5.57 

L'5  Goldbeig.    Murray— Alfred   Lewin 08.40 

15  Goldlaro.    Philip — Max    Hayman 10o.82 

l'.j»Ginsberg.    Samuel— Berry    L    S.mons    et    al. 


24 
24 

:;4 
24 
L'4 
24 

n 

24 
-4 
1'4 

i;4 

24 
24 


25  Gottlieb.    Louis — Xavier    Kel.er.... 
-o  GibDs.  Henry  S — Chas  W  Thorne. 

2.J  Giten.   Kooeit  K — City  of  N    \' 

l5  GoiUon.    I'ranc.s   J the    same... 

'S)  Govin,    Alfred the  same    

'2'j  L-tei-berg,    Samuel .he    same    . 

1:3  Good,    Chailes the   same    74.92 


<I) 
. . .80.01 
.  .794.50 
.1,382.58 
..700.31 
.359.58 
.3.59.58 


.189.08 
. . .37.20 
,  .l.VJ.OS 
.  .  1891.08 
.  .700.31 
.  .,339.58 

.189.08 


.  189.08 
..43.44 
.274.33 


lit)  Geich,    Louis the  same 

25  Goss,    Patrick the   same    

IJ5  Git.elman,  Bernard the  same   ... 

25  Goldsmith,    David    A the    same. . 

25  Goerlitz.   Louis the  same    

1.5  Glick,    Herman the  same    .  .' 

25  Goodwin.  Matthew  J the  same... 

1^5  Goidste.n.   Max the  same 189.08 

1'5  Goidbeig,    IVla.x — Samuel  Aronson 51.41 

I'll  Gieeuneid,    Jacob— J    C    Bogert    Co 434.90 

Hi  Giusburg,     Leon    B— Solomon     Scheuer. 352.04 

•J(i  Gauly.    James    V— People.    &c 1,500.00 

Hi  Glass,    Samuel- Isaac   J   Silverstein 41.37 

10  Go.dsteiu,   Joseph   H— City  of  N  Y. 

10  Goldman.    Bernaid the    same    ... 

10  Gieeiey,    Edw   A — the   same    

Id  Geiiuaun,     Jacob .he    same     189.08 

lii  ijiten.    Morris— Joseph    Gold    192. 40 

10  Gordon.    James— Max    Tischler    10J.15 

17  Gordon.    Louis— Jacob    H    \verbelovcky.l'20.90 

17  Go.uman,    Max— City    of    N    Y' 308.94 

17  Gutzke,    Charles he    same     330.78 

:i7  G.een.    Jjmes    C ine    saii.e    43.50 

11  -th.    John    W the    same    198.21 

1*   Giumeid,    Dav'.d — Jacoj    Kiauz    07.57 

17  the     same the     same     74.63 

12  Hall.  Chas  M— Maude  E  Whitemore. .  .536.50 
J2  Hochfeld,  Max— Abram  Molostovsky.  ..  .59.41 
24  Heidel,    A  tred   &    Ire-e— Juoritz   L    Ernst   et 

al   274.04 

22  Hall,     George— People,     &c 500.0J 

14  Henzler,  Fred— Joseph  Seeman  et  al....l75.55 

24  hall.    Chas    M— Lucerne   Hotel   Co 179.19 

24  Hallow.  Abe— Geo  W  Bryant  et  al 221.02 

24  Ha.r.s.  lidw  \\— 13dw  B  Bruce  Co 745.88 

24  Howard,  Joseph— Jacob  Wolf  et  al 40.10 

14  Hoffman,   Julius  J— Af.el  C   Dodge 40.90 

15  Heck,    Charles— Siandard    Plumbing    Supply 

Co    289.49 

15  Hutchinson,    James    M— Hecla    Iron    Works. 
713.63 

26  Hochrelch,    Morris— Mary   Langfelder   et  al. 

,...'.. 32.13 

26 
26 
•26 

16 
26 

10 

26 


"22 
24 


Hochrelch.  Ida— Marie  Langfelder  et  al. 40.58 
Housen.  Ida  McK— Hector  Mclntyre  . ... 16.74 
Herzfeld.    Jeanette    admrx — Brown    Formau  . 

Co.. . ....165.40 

Hume,  Thomas  J— Henry  Kriete 171.64 

Haddock,    John    C— Haddock    Blanchard    & 

Co 33,933.86 

Hartman,  Robert  J— jicrcaotile  Ntl  Bank  of 

k-.ty  of  N   Y    1,336.77 

Hennessy,     William — Maynard     X     Clements 

.• 1,820.82 

luglessi.    Demintro— James   E   Nichols.  .371.50 

Johnson.   Minnie— .\lary   K  Breen 64.72 

.loel.    He  man— Ci  y    ct    X    Y ■.■..40.T2 

Impe  ial,    Anthon.v— Bert    K    Bloch    ..l. 142.90 
Jel.er,    Kudoiph- C  ty   of   N    Y.  ........ .49.81 

Jacobs.    Ao.aham- Abrahani  'Orently    et    al. 

•■■■:';■ v.... 108.60 

Kelly,    Catherine— Atlantic    DistribtiliDg   Co. 

". ....301.51 

Kessler.    Hyman— William   Klenert 135.76 

Keables   &    Bayer    Piano   Co— Charles    Ram- 
sey      , ; 300.29 

Kelly,  Edmund  J— Paul  Salem  et- al.  .400.00 
Koen.gsberg,  Natban-iAlbert  Levy  et  al,39.27 


Per  other  Judgments  In  Foreclosure  Suits,  Lis 
Pendene,  Foreclosure  Suits,  Judgments,  Satlsfled 
Judgments,  Mechanic  Liens,  Building  Loan  Con- 


tracts, Satisfied  Mechanics'  Liens  and  Orders,  see 
pages   .'i.M.    5.'il".    .5.j3   and   554. 

F1LI.\G.S   OF   SEPT.   liSTH. 

LIS    PENDENS. 

421   TENE.MK-VT    IIOISE    LIS    PENDE.VS. 
Delancey  st.   No  23.s.     Julia   I   Rankin  agt  Mary 
I    Trumbull    et    al:    partition;    att'y,    E    Gold- 
schmidt. 

FORECLOSURE    SUITS. 

!)7th  St,   s  s.   Kill  w  Park  av,    liN)xH)0.11.     Albert 

Deutsch  et  al  agt  Abraham   Schlesinger  et  al; 

att'y.    J    D    Connolly. 
130th  st.   No  120  West.     Mabel  I  Jones  agt  Wm 

H  Flitner  et  al:  att'y,  W  T  Emmet. 
l.'iOth    st,    s    s.    .'iOli.D    e    7th    av.    33.3x99.11.    two 

actions.      Sidney    Maddock   agt    Wm    H    Flitner 

et    al;    att'y,    E   C    Parish. 
Il'.iih  si,   n  s,   40;)  e  Lenox  av,  .50.x99.11.  Joshua 

?.i!ve..'-teln     agt     Benjamin     S:sserman     et    al; 

atfys.    Morrison   &    Schiff. 
Villa    av.    e   s.    423    n    Potter    pi,    .:iOx124.11x.jO.\ 

125.1(1  I 

Villa  av.   w  s,   1.88.4  s  Van  courtlandt  av,   lOOx 

liio.  and 
Jerome  av.   e  s,  86.7  s  Van  Courtlandt  av,  50x 

liio,   three  actions.  1 

E    Ormonde  Power   agt    Leopold   Hotter;    att'y, 

T  Hansen. 

JUDGMENTS. 

Sep*. 

28  Alexander,  Zachary — Abraham  Gabriel  .,$46.72 
18  Alder,  Frederick  K— C  H  Forsman  C0.243..59 
18  Ansley.    Kate   F— Kips  Bsy   Realty  Co.. .520.88 

I'SAler.    Jack— Tom   Cole 77.27 

18  Bacci,    Charlei- N    Y'    Elison    Co 95.10 

28  Berkowitz.  Moses  H — Joseph  Gubar.  ..  .18.65 
28  Bergman.  Fredeiick  C — Berthold  Hochschild 

et    al    191.91 

28*Barker.  Wm  J— Florida  Tobacco  Co.  .1,082. .55 
18  Canavan.    Patrick    T— .\    Y    Edison    Co.  .24.92 

2S  Cog'e.    Andrew    B— Wm    Harlt    17..50 

28  Cella.    Eugenio— John    T    Stan'ey.  .costs,    22..S3 

18  Clin  on.    Henry   F— Ralph    S    Hull 12<).19 

28  Dewell,  Bert— Walter  S  Mack  et  al.... 166.13 
28  Degnan.    John— United    Electric    Light    & 

Power   Co    26.01 

28  Delgato.   Jose  G— Florida  Tobacco  Co.  1,062.55 

I'.StFisher,    Janet— N    Y    Edison    Co 17.23 

2S  Fritz.    Simon — New    Home    Sewing   Machine 

Co 5-22.98 

2S  Farquhar.     Cosino — Alexander     Levett.  .137.32 

2.S  Fischer.- Florence    I — .lulia   W  Hay 127.41 

28*Feins;ein,  Isaac— Morris  Rose  et  al....47.1)0 
28  Glantz.      Morris — Bernheimer      &      Schwartz 

Pilsener    Brew    Co 77.51 

18  Glaser.  Frederick  B— Zeltner  Brew  Co.  .288.75 
28  Ga'aida,  Joseph — Henry  Herrmann  et  al.lSl.57 
28  Gilmartin.    John    J— Walter    S    Mack    et    al. 

166.13 

28  Glover.     Joseph— City     of     X     Y 50.44 

28  Goetz.    .\ndrew the    same     115.98 

28  Groome.    Minnie  C— Mitchell  A  C  Levy. 313.02 

28  Hild.    Edward— Nathan    Fr'edlander 44.65 

28  Julie.    Louis    M— City    of    N    Y 44.08 

28  Johnson,   Carrol! the  same    11  (.17 

28  Josephson,     Manes — Julia    W    Hay 127.41 

28  Johnson,  Ma.'garet  L — F  A  Johnson  Co 

costs,    457.93 

I'S  Kalter.    Jacob— N    Y"    Ed  son    Co 138.23 

2.SrKirshner.  Robert — Joseph  Wilner  ,...123  24 
18  Kerr.    R   Alexander— City  of   N   Y'. ..  .1,125.11 

2S  Ke  ".   A!e':tnder  L *^e  same    6.55.61 

28  Kalbech,    Michael the    same    .50.44 

28  Krk,    John    N — Berthold    Hochschild    et    al. 

'204.91 

18  King.    Alrienne    D — Rodman    B    Ellison    et 

28*KIeiiier  Jacob — Joseph  Heituer   57.41 

18  Kugel.   Arthur  L— Richard  J  O'Neill. .  .278.41 

28  Lacky,   Dora — Isaac  B  Bishop .'j27.71 

28  Lotz.    Maggie — Isidor    Levison    39.72 

28  Lynch,    Michae'— Citv    of    N    Y 4156.15 

28  Leech,    Wm    E 'he    same    194.41 

28  Little,    Fred the    same    42.55 

28  Malga,    Victor— Florida    Tobacco    Co.  .1.062. .55 

18  Nankin.    Morris — Janeway  &   Co 114.95 

l.>  O'Hara.  Daniel  J— Clarence  Whitman .  .601.61 
28  O'Toole.  Michael  B— A  Max  Hoizheimer.119.54 
28  Osborn.    Frank   S — Manhattan   Leasing   Co. 

4.'{4.31 

28  Preston.    Edward— City   of  N   Y" 117.27 

28  Prout.    Mo~es   P the   same 44.98 

28  Perlstein.    Me/er  L the  same 44.0.8 

28  Pnlmer.     Henry— William     Flinn 403.44 

18  Relss,   Jacob  E— John   F  Nelson 141.71 

28  Shadoff.     Louis— Joseph     Ballatau '269..37 

28  Siduisky.    Andrew    P— Jacob   WuUberg.  .189.55 

28  Stewart.    Grace    W— Caroline    Genet 617.41 

28  Siedell.   Cb-s  F— McCreery  &  Co 1.55.42 

28  Sfcuse,    Elizabeth    H— Margaret    N    Clement. 

1,. 820.82 

28  Schindelheim.  Markus— Annie  Goldberg.  14.41 
2S  Shapiro.  Joseph — Morris  Rose  et  al.... 47.90 
28  Saeh'er.    David— Independent  Salt  Co.... 68.45 

28  Starr.    Chas    K— David    Mayer 87.36 

18  Shapiro.    Samuel    H*    &    Joseph    B— United 

E!e;'tric    Light    &    Power    Co .53.73 

28*Salmon.    Arthur    C— Florida    Tobacco    Co. 

1.062.55 

28  Tobias,     Wm    K    and    Jessie    P— Julius    A 

Setze     285.47 

28  Tully.    Lizz'e— Jessie    S    Richardson 100.58 

28  Uhl.    Frelerick- John    T    Nelson 128.80 

28  Vn'h.    Rihard   C— Taylor    &    Porter.  ..  .274.85 
28  Wei.'^s.    Julia — Joseph    Seeman    et    al.... 70.93 
_  28  Weill.    Edgar,  -  Ls-.Eceeman   .D    Beiu'ley .637.85 
28  White.    Wm    R— Berthold    Hahschild    et    al. 

264.41 

.28  Y'oke'.     .Anionic — John     .N'eubert 214.41 

•28  Zimmerman,  Solomon— N  Y  Edisou  Co.  138.23 

CORPORATIONS. 
28  BeHenbach  Co— Charles  Stern  &  Sons...3-I0.1f 
28  Security     Warehousing     Co— Chautauqua 

■  County   Trust   Co 87,183.95 

28  National  Surety  Co^the  same 37,086.45 


18  Joseph     Isaacson     &     Son— Gizella     Manko- 

/■■'z     124.80 

18  Kle.u    &    Co    ot    New    York    City— City    of 

...  o'^'    7     A.- 250.87 

28  Peoples    Traction    Co    ot    N    Y   City the 

same    727  45 

18  F    H    Palmer    Mfg   Co the   same    96.63 

28  Wro.xeter   Realty   Co the   same    ao.oO 

28  Long    Island    Machine   &    Marine    Construc- 
tion   Co the    same    185.42 

28  The    New    England    Tonopah    Mining   Co- 
Samuel  J  Harman  ct  al   2,3.35  38 

28  Consolidated    Ry    &    Light    Co— Daniel    Os- 
borne  et   al    2.133.5;? 

28  Broadway    Reliance    Realty    Co— .•^ugiista   M 

de  Peyster (D)  10..392.32 

28  The   New   York   Fireproof  Tenement  Assn-*. 
Jennie     Halborsen     329.67 

SATISFIED  JUDGMENTS. 

Barry.    Julia— C    Baship.      IMis 436  35 

Bauchle.    Amelia   U—A   E   Sraylie.      11(00.  .393.30 

Same .M     Hopkin.s.       llliNJ     398.30 

Same same.       llioi     643  is 

Cable.    Wm   A— A  H   Morris.      1897 1094  24 

Gabler.   John  C— C  C   Berthelsom.      1906.  .  .733.03 
'Haber,  .Morris  &  Samuel  Dworkowitz- D  Frei- 

berger.      11)06    529.71 

Kennedy,    Madison    B— H    L    Kennedy.      1902.. 

„ 16,387.03 

Same same.      1901    17  920  09 

Maguire,    Sylvester— G   B   Moore.      1900 308.76 

Mead,  Larry  &  James  B  Fischer— L  Smith    Jr. 

"Oli 27.15 

Padula.     Francisco— F    Gass.       1805 3,182.87 

'Persky.    Joseph- A    Kosower.      1906    716.40 

Smith,    Ro'oert    L— J    G    Stevenson.      11H)3.  .2.50.(KJ 
-igricultu.al   Ins  Co— L    !)   V  Smi'h.      111)5.108  78 

MECHANICS'  LIENS. 

4i4— llOth  St.  s  s,  115  e  Broadway,  75xl(K). 
Philip  Goldstein  agt  Bessie  Pollock,  Davis 
_Nathanson  and  Pollock  &  Xalhanson.  .$4, .800.00 

4i.".— B:ocme  st.  No  ID.  Reynolds  Plumbers 
Supply  Co  agt  Pinkus  Bong.nsky  and  Sander 
Greenwald   1  .''>oo  00 

476— l.'iOth  st,  Nos  21  to  29  West.  Same  agt 
same     4.200.00 

477— Same  property.     Same  agt  same 1,900.00 

4 i.S— Barnes  av.  e  s,  25  n  220th  st,  50x10). 
Harry   W   Bell   agt   Jacob   Wexler 59.30 

4il) — 2d  av,  n  w  cor  116th  s'.  — x — .  M  Gruber 
&   Son  agt   Small   &   Mariash    251.35 

480— 116th  st.  No  -J-^t  West.  Henry  Tuke  agt 
Solomon    Annokaletz     10.03 

481— VVebster  av.  e  s,  5!)  s  Anna  pi,  125x180 
to  Brook  av.  Barnet  Masor  agt  Max  Miller. 
14.650.00 

4.S1— Marion  av,  n  e  cor  Oliver  pi,  i3.10.x64.11x 
irreg.  Cosse  &  Hurlbert  agt  Solomon  Katz 
&    Beatrice    Wilson     322.75 

483— Amsterdam  av,  n  w  cor  122d  st,  90.11x1.50. 
Mendel  Stern  agt  H  Horowitz  &  M  I  Lef- 
kowitz    21.i.'^5 

484— Bathgate  av,  Nos  1754  to  1760.  Samuel 
Kessler  agt  Baum  Realty  Co,  Harry  Ritzken 
&    Joseph   Silversoa    1,709.50 

485— Wadsworth  av,  n  w  cor  ISOth  st,  119.6x 
100.  Hagadene  &  Moran  Construction  Co 
agt   Ella   V   Dempsey 1.000.00 

4.S0— 117th  st,  Nos  515  and  517  East.  Samuer 
Ratzkin    agt    Davis    Marks    Realty   Co .. 2.0.50.00 

-IS7— 7th  av.  Nos  4.36  to  440.     General  Structural 
.Materials  Co  agt   Wallis  J   Salamon  &  Atlas 
Con^itruction     Co.     . . .' 165.20 

-18^'— ith  av,   s  e  cor  129;h  St.   75x101.     Stand,- 
ard     Damp     Proofing    and     Roofing     Co    agt 
Samuel  Weiner.   Leo  S  Greenbaum   &   Morris 
,     Kreisler 130.00 

-;M'— Sth  av,  s  e  cor  149th  st,  75x100.  Same 
agt   Louis  Weinsteiu    1.3.5.00 

41)0— 1.52d  St.  n  s,  l.'.O  w  Broadway,  100x100. 
Same  agt  Max  Kessler  &  Peyser  Bookstaver. 
100.00 

491- Lenox  av,  n  e  cor  143d  St.  lOOxlOf).  Bor- 
ough Cut  Stone  Co  agt  Morris  Feldberg.450.00 

41)2— Gleason  av,  s  w  cor  175th  st,  50x100. 
Chas  C  Kcenig  agt  Anna  Kreutzer  &  John 
Schwallenberg    250.00 

493— Same  property.  Same  agt  Anna  Kreut- 
zer  14.43 

494— Creston  av.  e  s,  93  s  1,83d  st,  125x100. 
Saudard  Damp  Proofing  &  Roofing  Co  agt 
Hillside    Realty    &    Construction    Co 100.00 

BUILDING  LOAN  CONTRACTS. 

Dawson  si.  e  s,  45ti  n  Longwood  av.  25x100. 
Lambert  Suydam  loans  Park  Construction 
Co  to  finish  8  apartment  houses:  —  pay- 
ments      $21,000 

Broadway,  s  e  cor  1.84th  st.  75.7x103. Ix  irreg. 
Jennie  Lyman  loans  William  Lyman  to  erect 
Iwo   6-sty    tenements;    —   payment? 12,000 

SATISFIED  MECHANICS'  LIENS. 

84fb  st,  Nos  315  to  319  East.  New  Jersey 
Terra  Cotta  Co  agt  David  Hauser  et  al. 
(Sept  26.    19(X!)    .375.0a 

=3d  st,  Nos  1391  to  1401.  Thomas  F  McLaugh- 
lin agt  Kleinfeld  &  Rothfeld.  (Sept  12. 
1906)    .555.75 

West  End  av,  s  w  cor.  67th  st,  80x100.  A 
Gordon  &  Bro  agt  Isaac  Oseroff  et  al.  (Sept 
17,   1906) 7,600.00 

l)K)th  St.  s  s,  100  w  1st  av,  4.50x100.  Union 
Granite  Co  agt  C  &  H  Friedman  et  al.  (Sept 
13,   1906)    t,l'27.00 

108th  st,  Nos  4  to  10  West.  Christian  Jacobs 
agt  Wm  U  Greenfield  et  al.  (June  13, 
1906)    500.0,? 

94th  st,  n  s.  101)  w  1st  av.  1.50x109.  Same 
agt   N   Navasky  et  al.      (Sept  13.   19CI0) .  .454.23 

1st  av.    n   w   cor  94th   st.    109x100.      Same  agt 

.   same    343.00 

16Uth  st,  Nos  793  and  795  East.  Isador  GrelL- 
zer  agt  Congregation  Adath  Israel,  (June 
12.   1000')    -.2,207.50 

Ludlow  st.  No  92.  Israel  Salek  agt  John  Pol- 
lock et  al.     (July  6,  1906)    100.00 


The  text  of  these  pages  1b  copyrighted.     All  righte  »re  reserved.        Notice  Is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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HECLA  IRON  WORKS 

North   lOth,  I  1th  and  12th  STREETS 
BROOKLYN,  ...  NEW  YORK 


Architectural  Bronze 

AND 

IRON  WORK 


24  Koreman.  Henry — Louis  Rosenberg 74.70 

-4*Kirkwood.    James   A — J    E    Linde  Paper  Co. 
1B5.:;2 

24  Klein,   Philip  A the  same    165.22 

25  Kahili,   Timothy— C  &  C  Electric  Co..,.68.0() 

25  Kenny,  James — Ebling  Brewing  Co 120.22 

2G  Kellar,    Stanley    E— Lobdell   &    Bailey    Mfg 

Co 411.13 

2G  Kahrs,      Elizabeth — Maynard      N      Clement. 
1,820.82 

26  Klinzer,    Loui.s— Wm    A    Leggett   et    al.  .52.01 
26  Kempf,     Anton — Benjamin     Gruber 70.64 

26  Keck,    Robert— City    of    N    Y 101.15 

27  King,   Nora  R— Lucas  Toch   191.48 

27  Knepper,    Herman — Max    Wieser 70.61 

27  Krakow,    Rebecca— Samuel    Black    100.00 

22  Lipshitz,    Isidore — Simon    Levine 88.41 

22  Lindner,    Adolph    L — Meyer    Denker    et    al. 

124.65 

24  Levien,    Henry— Benjamin    Griffen 198. 2!) 

24  Luf,    Chas    B— Louis    Kolodkin 434.60 

24  Leibowitz,    Mollie— Albert    Levy 71.11 

25  Leuahan,    Andrew    J — Ebling    Brewing    Co.  . 

469.72 

25*Lawrence,  Robert  Z — Hugo  C  Teveer. .  .151.62 

25  Levenson,  Alfred  B— David  H  Hirsch 62.72 

26  Landow,    Joseph — Frederick    R    Meret.  .171.87 

26  Laffan,  Wm  J— James  Boulton   214  41 

26  Lewry,    Wm   J— Wilson   &   Barry    190.67 

26  Lightstone,  Chas  I— Fritz  H  E  von  Schwen 

et    al    1,969.78 

26         the    same Herbert    B    Stevens    et    al. 

846.14 

26  Levy,   Andrew   M— City  of  N  Y 76.56 

26  Lavins,    Jame-s the    same    ^...37.40 

26  Lewis,    Abraham the   same    97.8^t 

26  Levy,    Beuno the    same    39,06 

27  Lehrfeld,    Fred— Levi   Goldsmith  et  al.. 246.01 
27  Leonard,    Thomas— Morris    Rosenfield    et   al. 

87.72 

27  Lecomti,    Victor    S— City    of    N    Y 179.47 

22  Montooth,   Miller  E— L  Emory  Terry. .  .172.65 
22         the  same the  same    158.71 

22  Madden,    Francis   M — Waldeman   H   Morten- 

sen  et  al    423.01 

24  Milstein.    Samuel— Albert   Levy   et  al.... 39.27 

24  McCarthy,  John  W— Harriet  L  Packard. 79.40 

25  Miller,  Max— Emanuel  Arnstein  et  al...204.41 
25  Morse,    Frank   B — Business   Opportunity   Co. 

1,024.72 

25  McCarthy.  John   W— Harriet  L  Packard. 79.40 

26  Mayersohn,     Harry— Wolf     Scbildkraut.  .49.65 

26  Miller,    Jacob    C— Jules    P    Storm 280.81 

26  Meineka,    John    H— Mfg    Agency    Co 93.59 

26  ..athot,    Wm   L— Solomon    Scheuer    332.04 

27  Much,    Harris — Jacob    Gittieman 30.71 

27  McCaul,    Amelia— David    Paine 9.87 

27  Monahan,    Wm   H— Samuel    Steinberg. .  .154.20 

27  Much,    Harris— Jacob    Gittelman 30.71 

27  Madden,  Thomas  F— Bert  K  Bloch 205.23 

27  McLaury,     Robert— Alfred     H    Aarons.  .  .86.38 
27  McNelly,  Thomas  J— H  W  Baker  Linen  Co. 

342.09 

24  Nieman,     Michael — Ellen     O'Connor.  ..  .224.41 

23  Nathan,    Alfred- Jacob   Wolf   et   al 45.21 

27  Napoleone,    L    Aurelio — Guiseppe    Rafanelli. 

91.76 
27tNachemia,    Harry— Jacob    Kranz    67.57 

24  O'Donohue,     James    J — Margaret    Rohrs    et 

al    27.03 

26  Ostrow,    Abraham — Frederick   R   Meres.  171. 87 

27  O'Neill,  Thomas— Federal  Sign  System  Elec- 

tric     365.03 

27  O'Reilly,    Michael the   same    363.03 

22  Pollack,     Samuel     L — Abraham     A     Silbeiv 

berg  59.41 

22  Polansky,    Samuel    &    Rosa — Isidore    Luster- 
man     112.13 

22  Potter,    Estella— John    F    Borst 120.06 

22  Pulsifer,   Geo  A— Herman   Bach 419.63 

25  Pitney,  Fred— Wm  H  Zudreede  et  al 179.76 

25  the  same Frank  J  Welton 1.33.3,7 

25  Pratt,  Geo  A— C  Rockland  Tyng  et  al,  ,233.76 

25         the   same the  same 394.86 

27  Persky,    Joseph — Abraham    Kosower.  ..  .716.46 
27  PersocofI,    Israel — Isaac   J    Silverstein   et   al. 

33.10 

27  Pollock,    Simon   0— George  Grossman. ..  .29.41 

27  Pettus,    Edward— City  of   N   Y 179.47 

27  Palmer,  Robert  S— Bert  K  Bloch 87.96 

27  Peters,    Emil    C— Orlando    P    Metcalf,  ,.  121.84 

22  Rand,    John   W— Sidney   D    Brown 143.77 

22  Ro.senheim,    Adolph    M— Swift   &   Co 183.66 

22  Richinas,  Costas— Theodore  Angel  et  al..32.72 

22  Robinson,    David— People,    &c 500.QP 

24  Renwick,  Stanhope  C— Edw  J  Coach.  ..  .523.06 
24  Richman.  Jacob — Julius  A  Becker 122. 0.S 

24  Rothschild.    David— Herman   Strauss 844.61 

25tRockwell,  Benjamin  F— Henry  Cohen. ..  .42.00 

25  Ri.sokofI,  Lewis— Emanuel  Fuchs  et  al.  .20.3.45 
25  Reichenbach.    Paul — Benjamin    H    Kaufman. 

232.91 

25  Renwick,    Stanhope    C— Newton    McGovern, 

.327.76 

25  Russ,    Herman— Herman    H    Shulof 400.92 

25  Rose,    Frederick   P— Henry   V   Baumert.  .24.72 

25  Reich,   David  &  Louis— Geo  F  Pelham,  .5.56.46 

26  Renwick,   Stanhope  C— Clara  L  Wilmot, 117.41 

26  Rutan,    Joseph— People,    &c 1,500.00 

26  Rogers,    Geo    A— Samuel    Hoffman 113.91 

26  Rapoport.    Harry— Henry  W  Schraall.  ..  .39.01 

27  Rodgers,    Chas    E — Morris    Rosenfield    et   al. 

1,34.26 

22  Sage.   James  H— James  S   Fish 170.,33 

24  Stark,  Lewis— H  B  Claflin  Co 156.92 

24  Sanford.   Frank  A— Jules  P  Storm 108.45 

24  Schwartz,  Jacob*  and  Joseph*  &  Abraham- 
Nathan  Leibner  et  al    72.53 

24  Sperb,    Will    aim, Jr— Walter    J    Salomon... 

costs    IS*!  '■''l 

25  Sternfels,    Julia    K— Benjamin    H    Kaufman." 

„,      232.91 

25  Seibert,    Godlove   C— John    C    Burns   et   al.. 

87.81 


23  Schwartz.  Samuel — Henry  I  Kowalsky.228.72 
25  Seefeld,    Frederick    'V    G— MacDonald    Hey- 

ward     Co     232.92 

23  Samson,   Rosalind  M— John  C  Maddock .  178.96 
23  Stavrahn,    Bernard    &    James — Aron    Buchs- 
baun    Co 993.48 

25  Sweetman,    Jacob — Geo    F   Pelham 556.45 

26  Stutchbury,    Wm   H— Phillip   H  Judd.  .  ,188.08 

26  Stern,     David— Julius    Crys.al     29.72 

26  Schmidt,    Henry— Max    Tischler 106.15 

26  Stella,     Dominico the    same     137.91 

27  fcm.th,    Henry  A— Henry    W   Jordan.  ...  138.28 

27  Smith,     Selina — Samuel    K    Jacobs 44.41 

27  Schwenk,    Samuel    K— Central    R    R    Co   of 

N   J    268.22 

27  Sarnbbi,    Pasquale — James    E    Bates    et    al. 

142.92 

27  Sternberg,   Samuel — Abraham   Orentty  et  al. 

108.IK5 

27  SkJar,     Frank— the     same     108.66 

27  Silberbe.g,     Caroline — Myer     Hellman 

costs,    24.32 

27  Stavrahan,    Bernard — Henry    Koester    et    al. 

479.12 

27         the    same James    T    Finn 686.66 

22  Thomas,    Daniel— People.    &c 500.00 

23  Troganow,  Isiah— J  W  Gillis  Co 213..36 

25  Teitelbaum,   Joseph— People,   &c 500.00 

23  Thomas,   David  R— Hugo  C  Tweer 151.62 

23  Tomasulo,    Sebastian — Ebling    Brewing    Co, 

13.3.82 

27  Townsend,    Chas    D    K— Bergen   &    Co.  .395.69 

23  Undermark,    Daniel — Agnes    Donnelly. .  .492.58 

26  Underbill,  Edw  C— Louise  M  Underbill  et  al 

16,862.79 

27  Ueekerman,   Richard — Samuel  Steinberg. 154. 20 

24  Veith,  Oscar— Richard  Friedlander  et  al. 36.32 
22  Wolf,    Samuel— E   Heller  &   Co 104.41 

22  Willis,    Lydia— Wm    A   Scott 43.41 

24  Wunderlich,  William — Emanuel  Klein.  .259.63 
24  Wever,    Benjamin   S— F   Ellsworth   Vail,  195.90 

24  Wilson,    Bertha    C— Antonio   Gulri 170.33 

25  Weir,    Ila    P— Alonzo    B    Kight    64.78 

25         the  same the  same   . . . . ; 63.04 

25  Walters,  Frank  V the  same   120.66 

25  Wier,    Albert    E — Times    Square   Automobile 

Co    65.83 

23  Warman,   Wm  A— Henry  A  Kowalsky. .  .39.72 

23         the  same the  same    228.72 

25*Weiss.  Helena— James  E  Nichols  et  al..371.50 

26  Weiss,    Henry— J    C    Bogert   Co 454.90 

26  W'hittier,    Judith — Frederick    W    Dauchy    et 

al    103.37 

26  Weinbrut,     Benjamin    &    Samuel — Edward 

Frost  et  al    153.66 

26  Waterman,    Arthur  A — Frazer  &   Geyer   Co. 

62,890.20 

26  the    same — Estate    of    Wm    B    Chapman. 
11,454.19 

27  Work,    J    Henry- City    of    N    Y 168.87 

27  Wilson.    Bernard — James    T    Finn 686.66 

27         the  same Henry   Koester  et  al...479.12 

26  Young,   Samuel  T— Wm  R  Noone  &  Co. 442.17 

23  Ziperowitz,     David — Isaac     Jaffe 303.71 

25  Zuckerman,     Louis — People,    &c 500.<H) 

27  Zdanowicz,  Julian  W— Bert  K  Bloch 154.10 

CORPORATIONS. 

22  Riviera    Industrial    Co — Hetty   J    Roschblad. 

221.2'' 

24  The  National  Park  Bank  of  N  ■y— SamueF  C  ' 

Steinhardt    658.72 

24  Union   Ry  Co  of  .N   Y  City— Joseph  Romeo. 
431.22 

24  The       National       Contracting      Co — Hudson 

River   Water    Power    Co 380,183.07 

23  Auto    Hire   &    Sales   Co — Pennsylvania   Rub- 

ber Co  of   N   Y 391.11 

25  Lockhart  Mfg  Co— City  of  N  Y 52.53 

23  Excelsior  Consumers'  Cigar  Co the  same. 

132,(1 

25  Kringel    Mfg    Co the    same    46.49 

25  Lowd  Mfg  Co the  same    163.63 

23  Ladyware   Co the   same    57.16 

25  Orient  Spray  Co— Businness  Opportunity  Co. 

1,824.72 

25  H    D   Crippen   Mfg    Co— First   Nat   Bank    of 

Denver    2,907.97 

25  The  Rogers  Mfg  Co— Rosa  Flaeschner.  .111.91 
25  Imperial  Amusement  Co — P  M  Fletcher  Co. 

140.17 

25  The  Co-op  Advertising  Co — Hamilton  G  Ja- 
cobs     131.91 

25  Adams   &   Grace  Co— Benjamin   Hurd  et   al 

188.10 

23  National    Folding    &    Sewing    Machine    Co- 
Herman  Nederman;  possession  of  property  or 
assessed  value,  $200  and 17.79 

26  Winslow   Realty    Co— John   Jordis 821.17 

26         the   same the  same    1,03173 

26  O'Connell  Lime  &  Marble  Dust  Co— Chas  H 

Leonard    et   al    428.47 

26  The    New    Production    Co— Young    Bros    & 

Boss    914.07 

26  Independent    Mfg   Co— Crucible    Steel    Co   of 

America    2,449.10 

26  Bernard  System— Bernard  Mac  Fadden.. 133.05 
26  The    Bogen    Mills    &    Lumber    Co— Robert 

Hoe  et  al    91.31 

26  Cairo    Carpet    Cleaning    Co— City    of    N    Y. 

103.84 

26  Camp  Electric  Construction  Co the  same. 

38  50 

26  Frank   R   Carter the   same    .!..'!.'.'.'.' !86. 78 

26  Empire    Cut    Glass    Co the    same. .  .103.84 

26*Hawthorne  Building  Co — Frederick  R  Meres 

171.87 

27  F    P    Nassar    Medical    Co — Booklet   Printers. 

213.,'50 

27  H  A  Rost  Printing  &   Pub  Co— Hlldeubrand 

Lithographing  Co 982.64 

27  Cambridge  Society— Monarch  Typewriter  Co 

1,460..3G 

27  The   Electric   Water   Purifying   &   Filter   Co 


—Irving  C  Bull  et  al    174  67 

27  Fulton    Rubber    Type    Ink    &    Pad    Co— City 

of    N    Y    167.44 

27  Goldman-Schwiesheimer  Co the  same. 104. 64 

27  American     Watchman's    Time    Detector    Co 

the  same   247.44 

27  The  Forward  As.sociation— Robert  Hoe  et  al 

274.24 


SATISFIED  JUDGMENTS. 


Sept. 


24,  25,  26,  27  and  28. 


Abell.    John    T   &   Allen    B— Brown    &   Fleming 

Contracting   Co.    1904    2  065  65 

Buck,   Gordon   M— Vehicle  Equipment  Co!"in0.3. 

105  5.3 

Burns.     Nellie— W    Steinmetz.     1905 16688 

Beecroft  Wm  G-H  H  Van  Sann.  190f>!  .63  80 
Buhre,    Jacob— The   John    Eichler   Brewing   Co. 

i<''.M.( ^^rt  pf 

Brown,  James  R-R  Bennett.  ' 'igos'.  l!!!  "loo' 44 
Carnngton.  Henry  P— A  Gunneson.  1906  49.35 
»Curran.  James  M-City  of  N  Y.     1902...   40801 

"Same same.      190;!    luo.vx 

"Same same.       1903  

"Campbell.   Wm  E  &  Edward' A  Ribins'on-W  E 

Thorp   et   al.    1.S97    -wq  r.r 

Cameron,  Gertrude— W  T  Gibb.     1905 "^TO  "s'l 

to  eran,  Mary— J  Murray  et  al.  1897" '^ilio 
Colleran,  Mary  A-U  S  Mortar  Supply  Co! '1901 

Same same.'  'I'lioi  '.'.'.■.'..■. i'oor  oi 

Same same.     1901     .  S7  03 

"•^n'T"-   ,n,i^^     A-Fifth    'Nat'ionai  "Bank     of 

^^        •  ■         iiHH)      1  0"i">  10 

Doolittle,  Joseph  W  &  Francis'M-Ser'ia'l  Build 


932.77 
819.97 


iJ.'^F  ^°^"  *   Savings  Institution.      1898.     954  ■' 
■D  Acutis,     Agostina     &     Antonio     Caeliastro— ' 


People,  &c.     19(X 
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.500.00 
1906. 
...48.25 


Dempsey,    Guy   C-Li'ck'land  'Lumber  Co'. 

^Gallagher,'  p'at'ric'k'-l-'B  Wi'lkes.'  'loiw'. '.  "  '.  'sosr' 
JGoIdfogle,  Henry  M-W  A  Stern.  1906.  .6,432'4i 
"Greenberger,    Ernst    &    Hugo-S    J    Strohefm. 

'^1906"""'  '^"^""•^'-'Tenement  ' '  Hoilse  '  'oelft.'^^ 
Gordon,  'Miit'o'n  '  j-'lj'  'B'r'od'er: ' '  1906: ! ! ! !  V^tsll 

N    r'  1^0    "-Cl-^'ham    National    Bank    of 
"ll'If"^'      Adoipi'   b^w   "P"  Youngs  "e't^^a^l.** 

Same C   r'  Partridge.' '  '1906.' '.'.'..'. 'm% 

tT'>\  S\™H;I.    Alias   &   Nathan,    al'si'  'chas 
Tobolsky— L  Hurwitz.  1906   .  393  qo 

"Hemmel,  Arthur  E— E  Wendland.     i90o".i;''5'7"68 
'Joseph!      Isaiah,     Albert    F    Hochstadter'    Eu- 
gene   S    Benjamin    &    David    Hochstadter— M 

Tanenbaum.      1903    5  389  0'> 

Leesser,  Max  P-E  A  McAlpin  et  'a'l." 'ig'oij '  8'll0 
Leary,    Edw    N-C    B    Gumb.    1906    .  fii  iq 

Merrill,   Nathan  F— C  E   Russell.     1906 1470 

"Permansky,  Max— J  Jacobs.  1908  '  "s '^il'^i 
'Roth,    Nathaniel— Princess   Theater   Co,      1906." 

'Solomon,    Joseph    &    Max"  W— A  "s'te'rn. '  "l906. 

Teitelbaum, '  Sarah— c'  Kl'e'in.'  1966 ^'^mt^ 

Vorhees,   Wm   P-V  W  Gayle.      1906      "ss'jq 

Waller,    Frank  J   D   &  Charles  A  Dear'bdrn-F 

Reussen.      1906   9133 

Welling.  Joseph— G  E  Hernochan.  "ioo''  "307  85 
'Zirinsky,    Samuel— H    Stern.    1906  '6'43'^J8 

"Same L    Schlesinger.     1906     2i00o!oO 

CORPORATIONS. 

Corporation  Liquidating  Co— G  R  Hawes.     1904. 

f)  Jg.l   Qf^ 

David  Stevenson   Brewing  Co— C  Derail! '   1906. 

J  G  Adams  &  Co— C  L  Ward.'  1906. !!!  "137' 30 
Lad:es'    Kennel    Assn— J    F    McNamee.      1906. 

■ 1  4''"7  59 

The  Long  Island  R  R  Co— S  Strauss.   llH>li.  2lHI.(K) 


•Vacated  by  order  of  Court,  ^satisfied  on  ap- 
peal. "Released.  'Reversed.  'Satisfied  by  exe- 
cution.    'Annulled   and   void. 


MECHANICS'  LIENS. 


Sept.    22. 

411— 73th  St.  No  400  East.  Jacob  Danson  agt 
Adolph  J  &  Joseph  J  Kohn .$912  00 

412— Audubon  av,  s  e  cor  178th  st,  86x145.  M 
Monassa  agt  Henry  Fox    115.09 

413— Convent  av,  St  Nicholas  Terrace,  i29th 
and  l.'«th  sts,  entire  b'ock.  Laflin  &  Rand 
Powder  Co  agt  Central  Building  Improvement 
&    Investment    Co;    Antonio    Altieri 707.07 

414— Av  A.  No  17.'i.3.  Nathan  Lindenbaum  agt 
Joseph    Kernhauser    36.00 

41,3— McGraw  av,  n  s.  .30  e  Cottage  av.  2,3x100. 
George  W'ingander  agt  Alice  M  Lynch  &  Wm 

Lynch    400.85 

Sept.    24. 

416— Columbus  av,  Nos  528  and  3.30.  Andrew  F 
Galligan  agt  Abraham  H  Levy  and  Finger  & 
Loff    90.00 

417— Lexington  av.  No  221.  Samuel  A  Kremer 
agt  Matilda  L  Schoemaker  and  Naughton 
Construction     Co     40.87 

418— Park  av,  n  e  cor  l:«)th  st,  99.11x245.  Ru- 
bin &  Marcus  agt  Abraham  Schlesinger  & 
Herman    Fenichel     21,700.00 

419— Grant  av,  e  s,  50  n  ](13th  st,  280x100. 
Charles  Schneider  agt  Whitney  Construction 
Co    344.25 

420— 220th  st,  w  s,  25  n  4th  av,  ,30x110.  Vir- 
gilio    Dambroslo    agt    Jacob    Wexler 90.00 


The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved.        Notice  is  hereby  given  that  Infringement  Vfill  lead  to  prosecution. 
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RECORD    AND    GUIDE 


Hanhattan     September  2g,  1906 


Telephone  to  us  when  you  want  daylight  put  where  it  doesn't  naturally 
fall.  We  can  manage  it  for  you.  Send  for  our  booklet  now  and  then 
call  us  up  when  you  want  quick  action.    Gramercy  3276. 

AMERICAN  LUXFER  PRISM  CO.,  160  Fifth  Avenue,  NEW  YORK. 


4:^1— Same  p:operty.     Same  agt  same 727.00 

-122— (isih  St,  n  s,  273  w  Av  A,  73x100,5.  Her- 
man   Se.der  agt   Isaac    Klapper.' SoU.OO 

423— Broadway,  Nos  1G04  and  lliOli.  Charles 
Read  agt  Chas  P.  Mary  L,  Geo  H  &  Robert 
A  Grannis,  Sarah  Skinner  &  Laura  T  White, 
&  American  Anti-Puncture  Tire  &  Automo- 
bile Co lOSOO 

42-4 — 122d  st,  n  s,  250  w  Amsterdam  av,  125x 
90.11.  Edward  Smolka  &  Co  agt  Krulewitch 
Realty   Co  &   Henry  Altman 470.20 

Seiit.    25. 

423— Delancey  st,  No  78.  Sam  Schwartz  agt 
John  Letkowitz  &  John  Goldstein  &  John 
Goldberg    IS.OO 

426— Av  C,  No  210.     Same  agt  same 32.00 

1427— Mangin  st.  No  25.  Brohs  &  Kohan  agt 
Huppert  &  Bernstein    569.00 

428— 62d  st  ,  s  s,  S9  e  2d  av,  60x00.  Gustav 
Fleischer  agt  M  Ennis  &  Morris  Zimmer- 
man     375.00 

429— 110th  st,  Nos  7  and  9  West.  William 
Cronin  agt  Samuel  &  Abraham  Bienenzucht 
&  Wm  R  Phillips 509.42 

430— lOSth  st,  Nos  302  to  322  East.  Barney 
Mann  et  al  agt  Israel  Lippmann 949.00 

431— Harlem  River,  e  s,  whole  front  between 
ISSth  and  194th  sts.  Stanley  H  Miner  agt 
Kingsbridge  Real  Estate  Co  &  Alvin  B  Mor- 
rison    899.28 

432 — 41st  st,  Nos  415  and  417  West.  Morris 
O   Cohen    agt   Katherine   Balheimer.  ..  .1,117.00 

433— 11th  St.  Nos  512  Bast.  Israel  Freiman  agt 
Edward  Schoenberg  &  Nathan  Goldman. 400. 00 

434— 18th  St.  No  417  East.  Jacob  Specter  agt 
Isaac    Portman    &    Morris   H   Feder 308  30 

435— Willett  st.  No  82.  Samuel  Zlot  agt  Abra- 
ham   Berkowitz    90000 

436— Washington  av.  No  1570.  Ferdinand  Mc- 
Keige  agt  Jacob  Heitter 100  00 

437— Courtlandt  av,  s  w  cor  1.59th  st,  50x100. 
A  C  Rader  &  Co  agt  Schinner  &  Kaufmap 
&  Williams  &  Grodinsky  &  Kessler  &  Book-_ 
staver    85.50 

438— 123d  st,  n  s,  35  e  Lexington  av,  35x100.11. 
Abraham   Perlman   agt   Samuel   Fritz.  .1,250.00 

Sept.    26. 

439— Barnes  st,  e  s,  25  n  220th  st,  50x103. 
J  Marcus  Woodworking  Co  agt  Jacob  Wex- 
ler    and    Equitable    Construction    Co 45.40 

440— West  End  av.  No  583.  Gertrude  Atkins 
agt    Anna    P    Crompton     4,077.73 

441— Jennings  st,  n  s,  106.3  w  Wilkins  pi,  75x 
100.  Lippmann  Bros  agt  Benjamin  Berger 
and    Abram     Abelman     1,000.00 

442— llSth  st.  No  1  West.  Joseph  Beacher  agt 
Jacob  Selig,  David  Levin  and  Louis  Seletzky 
350.00 

443— 14th  st.  No  31G  Bast.  Maintenance  Co__ 
agt  Samuel   L  Bruns    163.73 

444— Webster  av,  w  s,  50  s  Anna  pi,  125x1.80  to 
Brook  av.  Saverio  Feraca  agt  Max  MMjer 
and    Isaac    Meisel    5,730.00 

445— 11th  st.  No  512  Bast.  Nathan  Goldman 
age    Edward    Schoenbeg    I,2(i9.00 

446— 134th  st,  —  s  100  w  Amsterdam  av,  240x 
100.  Michael  Fortunato  agt  Burlington 
Realty    &    Construction    Co 2,193.37 

447— 165th  st,  Nos  757  and  759  East.  Henry  G 
Griffin  agt  Gustav  Ernst   1,031.73 

448— Barnes  av,  e  s,  25  n  220th  st,  2.5x114. 
Andrew    Bickhardt    agt   Jacob   Wexler.  .  .1.32.00 

449_84th  st,  Nos  315  to  319  East.  New  Jer- 
sey Terra  Cotta  Co  agt  Hauser,  Levenson  & 
Hauser  and  Kramer  &  Rockmore  and  Leven- 
son  &  Hauser    375.00 

430— Grant  av,  e  s,  32  s  186th  st,  330xl02.7x 
340.11x100.6.  Patrick  Maher  agt  Whitney 
Construction  Co,   Lee  Sess  &  D  Sontoro. 306.53 

451_Willis  av,  Nos  498  to  506.  Gordon  & 
Fid'.er  agt  A'ugust  Deeyer,  Gustave  Solomon, 
Max  Solomon  and  Rubin  &  Herschowsky. 
1,150.00 

452— 123d  st,  Nos  151  and  153  East.  Emille 
Valente  agt  Samuel  Fritz  and  Louis  Reiner. 
640.00 

453— 62d  st.  No  394  East.  Samuel  H  Landes- 
berg  agt  Meyer  Ennis   240.00 

Sept.    27. 

454— 117th  st,  Nos  515  and  517  East.  Jacob 
B  Levine  agt  David  Marks  Realty  Co. 
1,900.00 

4.">5— 7th  av,  s  e  cor  12nth  st,  73x100.  Draddy 
&  Hutchings  agt  Morris  Kreischer  and  Green- 
baum    &    Wiener    7.3IX)  00 

43()— Grant  av,  e  s,  328  n  165th  st,  349.2x100. 
Gustav  Ernst  agt  Whitney  Construction  Co. 
322.80 

4.57— 104th   St.   No   202  East.      Adolf   Hopp   agt 

Lewis    &    William    Hutter   and   Blumen- 

thal    78  00 

458- 113th  st,  Nos  327  to  3.31  East.  John 
Crane  agt  Salvatore  Soraci  and  Aaron  Menc- 
zar    32.50 

4.39- 165th  st.  No  9.53  East.-  Metzer  Bros  agt 
Luigi  Maresca  &  Andrea  Marziall  and  Mich- 
ael   Capiell     32  50 

40i:>— 8th  av.  s  e  cor  149tll  st,  24.11x100.  Louis 
Goldstein  agt  John  Katzman  and  Louis  Wein- 
stein   410.00 

^Editor  Record  and  Guide; 

The  lien  filed  against  25  Mangin  Street  for 
$.369-00  is  unjust,  lienor's  contract  amounted  to 
$215. (X)  on  which  they  received  $170.00  and  have 
not  yet  completed  their  work.  This  lien  will 
be    bonded    at    once. 

HUPPERT    &    BERNSTEIN. 


461— 117th  St.  Nos  446  and  448  East.  Robin- 
son Stone. vare  Co  agt  David  Marks  Realty 
Co   and    David   Marks    35.00 

461— 117th    st,    Nos   515   and   517    East.      Same 
agt   same    35.00 

463— Brook    av,    w    s,    50   s    Anna    pi,    123x100. 
Hudson   Brick  &   Cement  Co   agt  Max  M'Uer  _ 
and   Isaac   Maisel    7.'3.67 

464— Bradhurst  av,  s  e  cor  146;h  st,  llO.lOx 
112.6.  GuE  Luckes  agt  Charles  Laudin  and 
Nathan   Stamm    12,000.00 

463 — 173th  st,  s  s,  150  w  Amsterdam  av,  73x 
JIHI.    Same    agt    same    20)00 

461! — Brook  av.  w  s.  50  s  Anna  pi.  125x90. 
Constantino  Laudadio  agt  Max  Miller.  .3.118.17 

467— 111th  st,  Nos  304  to  318  West.  Harnett 
Shapiro  agt  Henry  Schiff  and  Max  Cohen. 
340.00 

468- 97th  st.  No  175  West,  M  &  F  Dickman 
agt  James  D  Buchanan  and  Clifford  M  Sher- 
man     533.50 

469 — Hamilton  pi,  Nos  95  and  97.  Anton  Lar- 
sen  agt  William  Weinberg  &  Morris  Rubin. 
248.50 

47t>— Hamilton  pi,  n  e  cor  141st  st,  47.3x123, 9x 
irreg.      Same   agt    David   Silberstein    ....239.50 

471— i:!7th  st,  s  .s.  85  w  5th  av,  150x99.11. 
Johanna  Goodstein  agt  Pearl  Realty  &  Con- 
struction   Co !.3.3O.00 

472— 146th  st,  Nos  514  to  522  West.  John  C 
Orr  Co  agt  Max  Weinberg  &  Herman  Sudzen. 
_ 6.190.00 

4(3— Brook  av,  w  s,  .50  x  s  Anna  pi.  125x2tX>. 
Sommerfeld   &   Steckler   agt   Max   Miller. 500. 00 


BUILDING  LOAN  CONTRACTS. 

Sept.    22. 

Arthur    av,    w    s,    62.6    n    181st    st,    37.6.\94.6. 

American  Mortgage  Co   loans  Benjamin   Ben- 

onson  to  erect  a  —  sty  bldg;   10  payments. . 

.f23,000 

Sept.    25. 

5tb  av,  e  s,  whole  front  between  26th  and  27th 
sts,  197.6x157.6.  Equitable  Life  Assurance 
Society  of  the  United  States  loans  the  Bruns- 
wick Site  Co  to  erect  a  12-sty  loft  and  offices: 
11     payments     2,.5OO.O00 

Riverside  drive,  e  s,  whole  front  between  110th 
and  111th  sts.  Metropolitan  Life  Ins  Co 
loans  Hendrik  Hudson  Co  to  erect  an  8-sty 
building;    12    payments    875,000 

Sept.    26. 

27th  st.  No  43  West.  Henry  Hoffman  loans 
Advance  Realty  &  Construction  Co  to  erect 
a  —  sty  building;  10  payments   30,000 

27th  st.  No  43  West.  Same  loans  Herman 
Pieinemauu  to  erect  a  —  sty  building:  10 
payments     13,tKX) 

Hoe  av,  e  s,  2tW  s  Freeman  st,  30x100.  Title 
Guarantee  &  Trust  Co  loans  James  C  McCar- 
thy to  erect  two  3-sty  dwellings;  4  payments. 
.■13,030 

Sept.    27. 

131st  st,  s  s,  90  e  Old  Broadway,  runs  s  w 
6...1  to  centre  line  Byrd  st,  x  s  e  75  x  n  e 
Ivi  X  w  85.3  to  beginning.  Montifere  Realty 
Co  loans  The  J  Goldman  Realty  &  Construc- 
tion Co  to  erect  two  6-sty  tenements;  3  pay- 
ments      6.250 

Lenox  av,  n  e  cor  143d  st,  runs  e  96.2  x  n 
.59.11  x  e  16.7  X  n  30.11  x  w  27.10  x  s  25  x 
w  S3  x  s  74.11  to  beginning.  Same  loans 
Morris  Feldberg  to  erect  two  6-sty  tenements: 
3    payments     5,000 


ORDERS. 

Broadway,  s  w  cor  60th  st.  James  J  Spearing 
on  Sullivan  &  Krause  to  Nathaniel  Wise  Co. 
$3,323.00 


SATISFIED  MECHANICS'  LIENS. 

Sept.    22. 
135th  st,  Nos  40  to  44  West.     Ignatz  Hermann 

agt  Mrs  Schnitzer  et  al.     (Aug  21,  1906). $11. 65 
1st  av.  No  101.     Philip  Silverman  agt  M  Suss- 

man  et  al.     (Aug  8,  1900)   100.00 

Sullivan    st,    Nos    63    to    67.      Same    agt    L    M 

Thorn  et  al.     (Aug  8,  1908) 368.00 

Same  property.     Jordan  &  Fox  agt  same.     (Aug 

16,  1906)    200,00 

Dawson   st,   n  e  cor  Westchester  av.      Stephen 

Michel   agt  Nathan   Marcus  et  al.      (July   18. 

1906)     740  00 

-Grand  st,  s  s.  110  w  Corlears  st.     Charles  Fro- 

mann  agt  Hayman  Wallach  et  al.     (July  28. 

1906)    46.50 

-Same  property.     Herman  Levy  et  al  agt  same. 

(Sept   1.   1906)    389.00 

^Same    property.       Selig    Goldberg    agt    same. 

(Aug  18.   1906)    60.83 

■''l-12d  st.   No  527   West.     Julius  Karfunkel  agt 

Henry  Grant.     (Sept  10,  1906) 55.00 

133d  st,  n  s,  330  e  Courtlandt  av,  75x100.    Ste- 
phen G  Still  agt  Charles  Zimmermann  et  al. 

(Aug  31,   1!)06)    90  00 

Av  A,   No  1413.     The  National  Damp  Proofing 

Co  agt  Sydney  Wallensteln.     (Aug  31,  1906). 

135.00 

Sept.    24. 
^Tinton    av,    n    e    cor    Westchester    av.      Jacob 

Meurer  agt  William  Oppenheim  et  al.     (May 

18,    1906)    484.50 


il42d   St.    No  327   West.      Ju'ius    Karfunkel   agt 

H«nry   Grant.      (Sept   10.    1906) 55.00 

123th  st,  s  s,   100  e  Amsterdam  av,  25x100.11. 

Ravitch    Bros   agt   William   Soltz.      (June   28. 

19O0)    800.00 

Same    property.       Guarantee    Electric    Co    agt 

same.     (June  29,  1906)   83.50 

125th   st.    No   454    West.      Leon    WertenstCiU   et 

al  agt  same.     (June  28,  19061    40.00 

Bedford  st,   Nos  60  and  62,  and  Morton  st,   No 

29.       Hyman     Dolinsky    agt    Samuel    Miller. 

(March   12,    1900)    373.35 

=70th   st.    No   120  East.     The   Campbell   Supply 

Co    agt    Clinton    H    Crane    et    al.      .Aug    16. 

1905)   326.00 

»45th   St.    No  32  West.     The  Brooklyn   Electric 

Elevator    Works    et    al    agt    William    G    Park 

et   al.      (Nov    18.    1903)    1.793.00 

3d  st,   Nos  15  and  17  East.     Anna  Larger  agf 

Max    Verschleisyer.       (Jan    27,     (1906) ...  51.00 
Sept.    2.5. 
Amsterdam    av,    s    e   cor    125th    st.      Rubin    & 

Marcus  agt  William   Soltz.      (June  20,    1900). 

2,200.00 

Same  property.     Ravitch  Bros  agt  same.     (June 

28,  1906)     1,100.00 

Same      property.      Meisel.    Danowitz   &   Co   agt 

same.      (June   29,    1906)    3,403.09 

Same    property.       Lillian    B    Friedlander    agt 

same.      (June  29,   1906)    332.33 

Same    property.      Guarantee    Electric    Co    agt 

same,     (June  29,  1906)   123.00 

Same  property.     David  Gold  agt  same.      (June 

29.  1906)    1,420.00 

Same    property,      Hyman    Delinsky    agt    same. 

(June   30,    1906)    110.00 

Same  property.     Franklin  L,  Sheppard  et  al  agt 

same.      (July  3,    1906)    385.00 

Same    property.      John    M    Dempsey    et    al    agt 

same.     (July  5,   r.K)6)    860-00 

Same    property.      Herman    Horenburger    et    al 

agt  same.     (July  6,  1906)    150.00 

Same  property.     Jacob  Cohen  agt  same.     (July 

23,    1906)    116.00 

Same  property.     Jacob  Meisel  agt  same.     (Aug 

S.   19(H3)    304.96 

Same  property.      Henry   Wilchinsky  agt  same. 

(June   28,    1906)    400.00 

276th  St.  No  .346  East.     Frank  Schechtman  agt 

Barnet    Hamburger   et   al.      (Sept.    13,    1906). 

180.00 

Lewis   St.    Nos   227  and  229.     Carter,    Black  & 

Ayers  agt   Louis  Lewinthan  et  al.      (July  7, 

1906)    212.00 

=Union  av,  w  s,  4t  s  168th  st,  84x91.     Ashbel 

G    Vermilye    agt    Samuel    Makransky    et    al. 

(March  1,    1906) 450.00 

Sept.    26. 

79th  st,  Nos  432  to  442  East.  James  W  Con- 
Ion  agt  Louis  Reiner  et  al.  (May  31,  1906) 
575.00 

121st  st.  No  230  West.  John  Schneider  agt 
John    Murphy.       (Aug    22.    19061 29.75 

Cauldwell  av.  No  091.  Michael  Chisling  agt 
Theresa   Rosenfeld.      (Dec   28,    1903). .  .2.050.00 

Central  Park  West,  n  w  cor  70th  st,  75x100. 
Toscani  Bros  agt  Blessington  Co  et  al. 
(Sept    19.    1900)     45.00 

-7t)th  st.  No  340  East.  Cologero  Fernada  et 
al     agt    Barnett    Hamburger    et    al.       (Sept 

IS,    1900)    1,. 300.00 

Sept.    27. 

74th  st.  No  .328  East.  Henry  Meisel  et  al  agt 
Meyer  Cohen  et  al.      (Oct  27,   1'.I03) 585.00 

99th  st.  No  72  West.  Morris  Levin  agt  Samuel 
Herbst.      (Sept   8.    1905)    825.00 

197th  st,  n  s,  300  w  Central  Park  West,  23x 
100.  Fiske  &  Co  agt  Rafal  Kurzrok.  (Aug 
31,  1906)    .326.30 

^Sherman  av.  w  s,  300  n  Dyckman  st,  200x — . 
Cambridge  Tile  Mfg  Co  agt  Hanover  Realty 
&    Con   Co.      (Sept   17.    1906) 310.00 

^Discharged   by   deposit, 
'Discharged   by  bond. 
•Discharged   by  order  of  Court. 

• • 

ATTACHMENTS. 

Sept.    22. 
Morrison,    Alvin    R:    Stanley   H    Miner;    .$899.28; 
MacFarlane,    Whitney   &   Monroe. 

♦ 

CHATTEL  MORTGAGES. 

Sept.  21,  22,  24,  23,  26  and  27. 
AFFECTING  REAL.  ESTATE. 

Bornstein,  J.  04-08  E  128th.. I  A  Sheppard  & 
Co.     Ranges.  $513 

Fritz,  S.  131-153  E  123d.  .1  A  Sheppard  &  Co. 
Ranges.  264 

Hoffman  Bros  &  Robinson,  s  s  149th  st,  be- 
tween 7th  and  8th  avs..Rausler  Heating 
Co.      Heating    Fixtures.  I5.O1W 

Maskin,  H.  s  s  144th  st,  between  7th  and  8th 
avs.  .Silberstein    &     S.       Mantels.  210 

Perlman  &  Bernikow.  n  s  176th  st.  s  s.  177th 
St.  n  s  177th  St.  100  w  Amsterdam  av. . 
Western   Mantel    Co.      Mantels.  3.318 

Romn.  H.  221-223  E  110th.. U  S  Gas  Fix  Co. 
Gas  Fixtures.  312 

For  other  Judgments  in  Foreclosure  Suits,  Lis 
Pendens,  Foreclosure  Suits,  Judgments.  Satisfied 
Judgments,  Mechanic  Liens,  Building  Loan  Con- 
tracts, Satisfied  Mechanics'  Liens  and  Orders  see 
page  551. 
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STOCKS  have  been  very  irregular  this  week,  and  traders 
complain  that  they  cannot  make  any  money.  The 
market  keeps  everybody  guessing  by  reason  of  its  contrary 
movements — stocks  of  the  same  class  and  character  often  mov- 
ing violently  in  opposite  directions.  The  market  acts  as  if 
it  wanted  to  go  up,  but  it  does  not  do  so,  and  there  are  too 
many  people  who  feel  that  it  is  going  down,  which  under  the 
circumstances  would  perhaps  be  the  best  attitude  to  assume. 
Last  month  the  high  interest  rates  for  money  caused  great 
dissatisfaction,  and  now  the  relief  given  to  the  market  by  the 
Secretary  of  the  Treasury  has  not  on  the  whole  been  profitable 
to  stock  brokers.  As  a  shrewd  observer  remarked,  "A  man 
who  Is  not  already  in  the  market  should  stay  out  and  watch 
it  for  the  next  few  weeks."  But  there  are,  nevertheless,  some 
encouraging  features  in  the  financial  situation.  Real  estate 
and  building  interests  have  been  distinctly  benefited  by  easier 
money  conditions.  When  Secretary  Shaw  announced  last  month 
that  the  Treasury  would  make  deposits  in  national  banks 
to  facilitate  the  importation  of  gold,  accepting  bonds  pending 
arrival  of  the  gold,  money  loaned  on  the  New  York  Stock 
Exchange  earned  as  high  as  40  per  cent,  per  annum,  the  maxi- 
mum rate  for  September.  Call  and  time  money  are  now  ranging 
from  5  to  6  per  cent.,  so  for  the  time  being  real  estate  build- 
ing and  general  business  are  not  suffering  in  any  way.  Still 
there  are  other  things  than  money  that  are  disquieting  to  the 
Stock  Exchange  operator.  It  had  been  generally  understood 
that  Atchison  common  stock  was  to  be  placed  upon  a  6  per 
cent,  annual  basis.  There  was  great  disappointment  at  the 
announcement  on  Wednesday  at  the  declaration  of  a  semi- 
annual dividend  of  2Vz  per  cent.  The  result  was  a  break  of 
over  four  points  in  the  stock.  It  was  implied  that  those  on 
the  inside  had  profited  largely  by  the  advance  in  Atchison  by 
selling  extensively,  while  outsiders  who  bought  in  expectation 
of  a  dividend  at  the  rate  of  6  per  cent,  per  annum  lost  heavily. 
This  little  episode  had  the  effect  of  unsettling  the  whole 
market.  In  view,  however,  of  the  great  prosperity,  such  matters 
as  these  should  not  be  a  cause  for  anxiety.  It  is  stated  on 
good  authority  that  the  value  of  New  York's  realty  has  in- 
creased six  billions  in  a  period  of  ten  years,  the  real  estate 
alone  during  the  last  five  years  in  the  five  boroughs  com- 
prising the  greater  City  of  New  York  having  increased  three 
billions  four  hundred  millions. 


RICHMOND  COUNTY'S  water  front  extends  fifty  miles,  but 
is  the  only  water  frontage  in  a  borough  of  New  York  which 
is  of  undeveloped  commercial  value  to  the  city,  though  offering 
vast  possibilities  of  future  expansion.  In  the  whole  of  Richmond 
Borough  the  city  owns  outside  of  the  municipal  ferry  a  dock  in 
the  Fifth  Ward,  valued  at  $7,500  only.  At  St.  George  five  thou- 
sand feet  of  water-front  is  owned  by  the  Staten  Island  Railway 
and  the  Baltimore  and  Ohio  Railroad  Co.  Adjoining  is  property 
of  the  United  States  Government,  the  lighthouse  establishment 
at  Tompkinsville;  the  adjoining  eight  hundred  feet  belong  to 
the  American  Docks  and  Trust  Co.  The  shore  from  Clifton  to 
the  waters  of  the  lower  bay  is  the  property  of  the  State  of  New 
York  or  of  the  United  States,  and  is  occupied  by  the  quarantine 


boarding  station  and  the  fortifications  on  the  west  side  of  the 
Narrows.  A  comprehensive  improvement  of  the  Staten  Island 
water-front  following  the  proposed  construction  of  the  Bay  Ridge 
tunnel  would  greatly  inure  to  the  benefit  of  the  city,  and  to- 
wards this  improvement  the  adoption  by  the  Federal  Govern- 
ment of,  its  present  elaborate  plans  for  the  improvement  of 
the  harbor  channel  would  contribute. 


IT  does  not  seem  to  be  a  very  happy  idea  of  Mr.  John 
Wanamaker's  to  turn  the  site  of  "Old  London"  into  an 
arcade.  Broadway  in  that  vicinity  is  so  far  removed  from  the 
shopping  district  that  it  will  not  make  a  good  location  for  an 
arcade.  An  arcade,  in  order  to  be  really  successful,  should  run 
between  two  important  streets  in  the  center  of  a  large  city  and 
provide  a  necessary  thoroughfare  for  pedestrians  not  provided 
by  a  public  street.  We  do  not  believe  that  any  such  thorough- 
fare is  necessary  between  Broadway  and  Lafayette  Place,  and 
we  do  not  believe  that  Mr.  Wanamaker's  property,  improved 
in  this  way,  will  pay  as  well  as  if  a  tall  loft  building  were 
erected  thereon.  It  is  a  singular  fact,  by  the  way,  that  New 
York  City,  in  spite  of  its  concentrated  population  and  Its 
enormous  number  of  shops,  does  not  contain  a  single  arcade 
such  as  those  which  are  so  successful  in  certain  foreign  cities, 
and  even  in  certain  other  American  cities.  The  Windsor  Ar- 
cade does  not  properly  deserve  the  name,  and  neither  does  the 
new  one  at  Fifty-ninth  street  and  Madison  avenue.  These  so- 
called  arcades  lead  nowhere  and  are  merely  devices  in  the 
planning  of  a  building  for  the  purpose  of  securing  more  stores 
on  the  ground  floor.  Probably  one  reason  why  the  device  has 
not  been  used  in  New  York  is  that  the  blocks  between  two 
important  avenues  are  usually  very  long.  It  is  the  avenues 
which  are  the  important  business  thoroughfares,  and  they  are 
connected  by  numerous  crosstown  streets.  If  the  plan  of  New 
York  had  called,  as  it  should  have,  for  longitudinal  thoroughfares 
every  200  feet  and  crosstown  streets  every  600  feet,  then  a  con- 
dition would  have  been  created  which  might  in  the  shopping 
districts  have  resulted  in  the  construction  of  many  arcades.  It 
is  possible,  however,  that  in  the  future  changes  which  are 
taking  place  will  afford  an  opportunity  for  more  arcades.  It 
is  proposed,  for  instance,  to  run  one  from  Thirty- 
fourth  street  to  Thirty-third  street,  opposite  the  new  Pennsyl- 
vania Station,  and  the  plan  looks  like  a  very  good  one,  because 
there  would  really  be  need  of  a  thoroughfare  at  that  point 
between  Seventh  and  Eighth  avenues  from  Thirty-third  to 
Thirty-fourth  street.  Wherever  two  parallel  and  adjoining 
crosstown  streets  become  of  considerable  business  importance, 
as  in  the  foregoing  case,  an  arcade  wears  a  promising  appear- 
ance, and  this  condition  will  be  created  more  frequently  in  the 
New  York  of  the  future  than  it  has  in  New  York  of  the  past. 
The  irregular  blocks  formed  by  Broadway's  erratic  course 
across  the  city  ought  also  to  offer  opportunities  for  arcades. 
It  is  much  to  be  hoped  that  some  successful  ones  will  be  con- 
structed, because  they  constitute  an  amusing  and  characteristic 
variation  from  the  monotony  of  the  streets  in  a  city's  shopping 
district. 


THREE  MILLION  dollars  are  expended  every  year  by  Ameri- 
can cities  for  art  galleries,  art  museums  and  additions  to 
their  contents,  this  sum  being  only  a  fraction  of  the  total  ex- 
penditures for  such  purposes,  private  generosity  and  civic  spirit 
adding  many  millions  each  year.  In  the  year  covered  by  the 
last  Government  report,  the  expenditures  of  Boston  for  fine 
arts  (galleries,  museums  and  the  purchase  of  paintings  and 
statuary)  amounted  to  $10,000  only,  Baltimore  expending  $10,000 
and  Detroit  $12,600.  Cincinnati  expended  $170,000,  Chicago 
$100,000  and  Philadelphia  $175,000.  These  figures  are  small 
when  compared  with  the  expenditures  of  New  York  for  fine  arts, 
which  amount  to  $400,000  a  year  ordinarily.  This  year  the 
city's  appropriation  for  the  Metropolitan  Museum  of  Art  and 
the  American  Museum  of  Natural  History  is  $320,000,  of  which 
the  larger  part  is  for  the  former.  Brooklyn  is  allotted  $80,000 
in  addition  for  its  museums.  The  importance  of  works  of  art 
in  the  development  of  the  high  capabilities  of  a  large  city  is 
not  to  be  lightly  underrated.  European  capitals  owe  much  to 
the  constant  development  their  artistic  resources  by  govern- 
ment aid  or  private  bounty,  and  whatever  makes  for  the 
establishment  of  a  great  city  outside  of  its  purely  commercial 
character  is  an  element  of  attraction.  To  New  Yorlv  In  great 
numbers  men  of  wealth  from  other  cities  have  come  to  make 
their  homes,  and  New  York  enjoys  each  summer  in  constantly 
Increasing  measure  the  benefit  of  the  temporary  residence  here 
of  large  numbers  of  tourists  from  other  cities  whose  patronage 
and  appreciation  have  done  much  to  put  New  York  far  In 
advance  of  all  other  places  as  the  one  place  in  the  United  States 
having  all  the  important  attributes  of  a  great  city. 
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Government  by  Commission. 

THE  city  of  Galveston,  in  Texas,  has  been  making  recently 
an  experiment  in  the  machinery  of  municipal  govern- 
ment which  is  well  worth  the  careful  'attention  of  the  other 
large  cities  in  the  country.  Some  years  ago,  at  the  time  of  the 
flood,  the  charter  of  Galveston  was  of  the  ordinary  American 
type,  according  to  which  authority  was  divided  between  a 
mayor  and  common  council,  and  when  the  flood  came  and  left 
the  city  ruined  and  apparently  bankrupt  the  regularly  elected 
oflicials  were  wholly  incapable  of  acting  as  energetically  and 
as  efficiently  as  the  situation  demanded.  Consequently  the 
business  men  of  Galveston,  to  whom  prompt  remedial  action 
was  a  matter  of  life  and  death,  went  to  the  Legislature  and 
secured  the  appointment  of  a  commission  of  five  members,  in 
whose  hands  was  placed  full  executive  authority  over  the  city 
and  its  citizens.  Since  then  Galveston  has  been  governed  by 
this  commission.  The  highest  court  of  the  State  did,  indeed, 
declare  that  the  naming  of  specific  men  as  members  of  the 
commission  by  the  Legislature  was  a  violation  of  the  principle 
of  home  rule,  but  at  the  election  which  was  subsequently  held 
these  same  men  were  promptly  elected  by  popular  vote,  and 
they  have  since  been  re-elected.  Apparently  they  possess  the 
complete  confidence  of  the  citizens  of  Galveston,  and  they  have 
deserved  such  confidence.  They  have  converted  Galveston 
from  one  of  the  worst  to  one  of  the  best  governed  cities 
in  the  United  States.  They  have  financed  and  carried 
out  the  costly  remedial  measures  necessitated  by  '  the 
flood.  They  have  increased  the  income  of  the  municipal  cor- 
poration and  diminished  its  expenses;  they  have  reformed  the 
police  department  and  cleaned  out  the  dives;  and  their  success 
can  be  largely  traced  to  the  fact  that  all  the  authority  and  all 
the  responsibility  are  concentrated  in  this  one  commission. 
The  Mayor  is  merely  the  presiding  oflicer.  His  vote  does  not 
count  for  any  more  than  does  that  of  any  other  member  of  the 
commission.  The  other  commissioners,  each  of  whom  super- 
intends the  conduct  of  one  of  the  important  executive  depart- 
ments, represent  in  the  board  the  interests  of  that  department 
as  well  as  the  general  interests  of  the  city.  In  this  way  detail 
work  is  divided  up,  while  general  responsibility  is  concentrated 
in  the  whole  commission.  The  administration  of  the  city  is 
treated  as  is  that  of  a  business  corporation,  of  which  the  com- 
mission is  the  board  of  directors;  and  it  resulted  in -an  extra- 
ordinary increase  of  efficiency,  economy  and  honesty  in  the 
conduct  of  its  municipal  business. 

It  is  not  to  be  supposed  that  a  method  of  government  which 
serves  admirably  the  needs  of  a  small  city  like  Galveston  could 
be  applied  without  change  to  the  municipal  administration  of  a 
much  larger  and  more  complicated  city  like  New  York.  Never- 
theless, the  experience  of  Galveston  certainly  tends  to  confirm 
certain  lessons  which  are  suggested  by  recent  municipal  his- 
tory of  New  York.  We  are,  of  course,  familiar  with  the  idea 
of  treating  the  administration  of  a  big  city  as  fundamentally  a 
business  proposition,  but  in  our  own  case  and  in  that  of 
Brooklyn,  previous  to  consolidation,  the  idea  was  to  concen- 
trate as  much  authority  as  possible  in  the  hands  of  the  Mayor. 
Little  by  little,  however,  it  was  understood  that  the  whole 
municipal  administration  of  a  big  city  conferred  a  responsi- 
bility on  one  man  that  was  more  than  he  could  bear,  and  the 
tendency  has  been  recently  to  bestow  more  and  more  authority 
on  the  Board  of  Estimate  and  Apportionment.  Such  com- 
parative concentration  of  authority  has,  on  the  whole,  worked 
very  well.  The  Board  of  Estimate  has  proved  to  be  the  best 
piece  of  administrative  machinery  to  which  the  conduct  of  New 
York's  municipal  affairs  has  ever  been  entrusted.  But  the 
trouble  is  that  the  makers  of  the  revised  charter  lacked  confi- 
dence in  their  own  idea,  and  the  complete  responsibility  and 
authority  of  the  board  has  been  curtailed  in  ways  which  have 
seriously  hampered  its  efficiency. 

The  great  mistake  of  the  revised  charter  was  thfe  attempt 
which  it  made  to  revive  the  prestige  and  authority  of  the 
Board  of  Aldermen.  The  attempt  failed  absolutely,  and  subse- 
quent legislation  quickly  deprived  the  Aldermen  of  the  two 
most  important  functions  they  possessed,  viz.:  their  veto 
power  over  franchise  grants  and  street  opening  proceedings. 
In  both  these  cases  the  authority  which  was  taken  away  from 
the  Board  of  Aldermen  was  concentrated  in  the  Board  of  Esti- 
mate, and  the  city  was  much  the  gainer  thereby;  but,  unfor- 
tunately, the  legislation  did  not  go  so  far  in  this  respect  as  it 
should.  What  should  have  been  done  was  the  complete  aboli- 
tion of  the  Aldermen  as  a  factor  in  our  municipal  government. 
The  board  costs  an  amount  of  money  at  the  present  time  for 
which  the  taxpayers  receive  no  adequate  return,  and  its  aboli- 
tion would  conduce  both  to  economy  and  efficiency.  The  most 
important  functions  which  its  members  still  iwssess  and  which 


concern  building  and  street  ordinances  and  local  street  opening 
proceedings  should  be  transferred  to  the  Board  of  Estimate. 
The  office  of  the  President  of  the  Board  of  Estimate  should  be 
abolished  and  his  place  on  the  Board  of  Estimate  should  be 
taken  by  a  commissioner  of  rapid  transit,  who  would  be  re- 
sponsible for  all  the  detail  work  now  performed  in  the  office 
of  the  Rapid  Transit  Commissioners,  and  who  would  be  elected, 
as  the  President  of  the  Board  of  Aldermen  is,  by  popular  vote. 
For,  inasmuch  as  the  Board  of  Estimate  now  has  to  approve 
of  all  rapid  transit  routes  and  contracts,  it  looks  very  much  as 
if  the  Rapid  Transit  Commission,  as  well  as  the  Board  of 
Aldermen,  had  become  unnecessary.  The  Commissioner,  assisted 
by  an  expert  engineering  staff  and  himself  a  member  of  the 
Board  of  Estimate,  could  do  the  preliminary  work  quite  as 
well  and  more  economically.  Final  decisions  in  respect  to 
rapid  transit  policy  should  rest  with  the  Board  of  Estimate. 

The  great  advantage  of  the  alK)lition  of  the  Aldermen  and 
the  Rapid  Transit  Commission  would,  of  course,  be  that  of 
simplification;  and  simplification  always  makes  for  efficiency 
and  economy.  At  present  there  is  too  much  division  of  respon- 
sibility, and  too  many  people  have  to  be  consulted.  A  local 
improvement  board  can  tie  up  some  important  street  opening 
or  street  widening  proceeding,  like  that  of  Fifty-ninth  street, 
which  is  imperatively  demanded  by  the  interests  of  the  whole 
city.  The  Art  Commission  can  prevent  the  erection  of  a  bridge 
or  a  public  building  whose  appearance  it  does  not  approve. 
The  Board  of  Estimate  and  the  Rapid  Transit  Commissioners 
might  disagree  upon  a  matter  of  rapid  transit  policy,  and  In 
this  way  delay  the  building  of  necessary  roads  for  many  years. 
We  use  too  many  subordinate  boards  and  commissions,  whose 
work  is  nearly  always  inefficient.  The  commission  which  was 
appointed  to  select  a  site  for  the  new  County  Court  House, 
after  sitting  for  four  years,  has  been  unable  to  reach  a  definite 
decision.  The  whole  construction  of  the  new  Hall  of  Records 
has  been  an  extraordinary  example  of  delay  and  extravagance, 
due  not  to  dishonesty  but  vacillating  and  inefficient  manage- 
ment. The  great  necessity  at  the  present  time  is  to  simplify 
machinery  and  concentrate  responsibility,  and  to  place  that 
responsibility  in  the  hands  of  a  body  of  men  elected  by  all  the 
voters  of  the  city.  That  is  the  lesson  of  the  Galveston  experi- 
ment, and  that  is  also  the  lesson  of  New  York's  own  experi- 
ence, both  before  and  since  consolidation. 


CHEAP  CABS  in  New  York  City  on  anything  like  an  exten- 
sive scale  may  still  be  looked  upon  as  an  iridescent  dream. 
The  configuration  of  Manhattan  Island  where  one  is  going  either 
north  or  south  and  where  there  is  no  radiating  from  a  centre 
as  in  other  cities  may  have  something  to  do  with  the  lack  of 
public  interest  in  the  matter.  There  are  subways,  elevated  roads 
and  surface  cars,  respectively  honeycombing,  obstructing  and 
gridironing  the  city  streets  so  that  it  is  comparatively  easy  to 
reach  almost  any  point,  yet  the  luxury,  privacy  and  cheapness 
of  cabs  in  Europe  are  missed  very  much  by  the  travelled  Ameri- 
can or  visiting  foreigner.  Mayor  McClellan,  when  in  Berlin, 
was  interviewed  on  the  subject  of  taxameters  in  cabs.  He 
sees  no  legal  reason  why  New  York  cabs  should  not  be  provided 
with  them.  It  will  be  remembered  that  the  Mayor  vetoed  a 
bill  providing  for  taxameters  on  the  ground  that  it  would  have 
given  one  firm  a  monopoly  of  the  device.  In  spite  of  what  has 
been  done  by  ordinance  in  the  regulation  of  cab  fares  in 
New  York  City,  the  question  is  still  far  from  a  solution,  and  is 
much  in  the  condition  that  it  was  fifty  years  ago.  The  cab  driver 
will  extort  as  much  money  from  his  passenger  as  he  thinks  he 
can  make  him  pay.  As  New  York  extends  and  becomes  more 
than  ever  a  city  of  "magnificent  distances"  a  cab  service  at  rea- 
sonable rates  becomes  a  necessity.  No  one  now  ever  takes  a  cab 
unless  obliged  to  because  of  the  fear  of  being  charged  too  much 
or  becoming  involved  in  a  controversy  with  the  cabman.  As- 
suredly some  plan  could  be  devised  towards  reforming  this  state 
of  things,  which  is  unworthy  of  a  metropolis.  In  London, 
where  certainly  there  can  be  no  fault  found  with  the  cab  ser- 
vice, there  were,  some  years  ago,  a  certain  number  of  cabs  that 
had  on  them  large  placards  with  the  rate  of  fare,  so  that  there 
could  not  be  any  dispute.  It  might  be  possible  to  do  something 
of  the  same  kind  here.  As  to  the  taxameter,  Mr.  John  C.  Eames, 
of  Claflin  &  Co.,  formerly  Vice-President  of  the  Merchants'  Asso- 
ciation, says  that  he  has  tested  it  here  in  New  York  and  It  Is 
what  is  needed.  He  believes  there  will  be  a  great  increase  in 
the  use  of  cabs  if  they  should  be  installed,  for  then  people  will 
know  that  they  are  not  being  imposed  on. 


At  tho  aii!iual  -neetiiig  of  the  Harlem  Property  Owners'  Asso- 
ciation the  following  officei-s  were  elected:  Dr.  Abraham  Korn, 
president;  Morton  H.  Foster,  fli-st  vice-president;  Herman 
Rausch,  second  vice-pre.sident;  C.  H.  Schildwachter,  treasure;:; 
Ira.  J.  Ettinger,  coun'selor,  and  G.  W.  Swan^Qiv  se.cretfiry,.  ...    , 
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Between    Union    and    Madison    Squares 


Concrete    Example 

OF 

Central   Improvements 


Remarkable  Rebuilding  Movement 
Which  Has  Quickly  Transformed  a 
Fashionable  Residential  Quarter 
Into  a  Wholesale  Trade  Center 


ANY  one  wishing  to  study  tlie  science  of  ceutrai  improvenientB 
as  it  is  known  and  practiced  in  tlie  American  metropolis 
has  the  rare  privilege  at  this  hour  of  examining  a  concrete,  com- 
pact and  almost  flniBhed  specimen  of  this  ennobling  work.  As 
has  heretofore  been  pointed  out  in  tliese  pages,  nearly  all  the 
rebuilding  to  be  henceforth  undertaken  on  Manhattan  Island 
must  partake  of  the  character  of  central  improvements,  which 
necessarily  must  be  a  business  having  to  do  with  the  very  heart 
of  fhe  mc]Bt  valuable  holdings  and  calling  for  the  exercise  of  the 
highest  talents  in  the  real  estate  and  building  world.  It  con- 
sists not  in  laying  out  a  new  section  or  in  improving  bare  farm 
tracts,  but  in  part  of  clearing  away  buildings  which  at  one 
time  represented  the  highest  obtainable  income  to  be  derived 
from  real  estate  and  erecting  in  their  stead  a  different  kind  of 
structure  many  times  larger  in  its  dimensions  and  its  cost,  and 
capable  of  returning  to  its  owner  a  larger  annual  income  for 
his  investment. 

Old  New  York  '.las  been  built  over  once,  some  parts  of  it  twice. 
and  others  three  or  more  times,  representing  every  stage  of  reni 
estate  progress,  from  the  trading  post  and  the  frame  ci  lonial 
dwelling  to  the  modern  stone  mansion  and  gigantic  oIBce  build- 
ing. Between  Fojrtcenth  and  Twenty-third  streets,  Broadway 
and  Fifth  avenue,  lies  a  section  which  will  repay  an  examna- 
tlon,  as  it  is  near  the  end  of  a  period  of  transformation  during 
which  it  has  put  off  the  character  of  a  private  residential  dis- 
trict to  become  a  commercial  center.  Reference  is  made  to  the 
cross  streets  more  particularly  than  to  the  middle  aisles  of 
trade,  though  these  a'so  have  etch  nad  its  own  rebuilding  move- 
ment in  times  past  thrt  ugh  this  latitude,  and  Fifth  avenue  is 
oven  now  in  the  midst  of  such  a  transformation. 

One  need  not  go  back  many  years  in  order  to  find  tl'.e  starting 
point  of  the  present  movement,  for  a  span  of  live  or  six  years 
will  cover  a  good  part  of  it,  and  many  of  us  can  remember  when 
the  only  store,  loft  or  business  building  was  on  Broadway,  and 
fhat  neither  in  Fourteenth  street.  Fifth  avenue  or  any  other 
thoroughfare  in  the  district  was  there  anything  but  private 
dw^ellings.  Fifteen  years  ago  William  Jennings  Demorest  was 
one  of  the  wisest  buyers  of  real  estate  in  the  New  York  market, 
and  the  principal  field  of  his  operations  was  this  section  we  are 
talking  about.  His  method  was  to  purchase  private  houses  and 
alter  them  to  meet  the  exigencies  of  business;  and  the  main  fea- 
ture of  his  architectural  design  was  a  style  of  window  wliich 
was  all  glass,  except  a  slender  framework;  and  it  was  to  this 
plan  that  his  success  in  profitably  renting  and  selling  was  mainly 
due.  Mr.  Demorest  never  entered  into_  a  transaction  for  the 
purchase  of  property  without  realizing  a  profit,  and  he  changed 
more  dwellings  into  stores  in  Fourteenth  street  than  other  real 
estate  owner. 
FOURTEENTH  STREET  ONCE  A  FASHIONABLE  QUARTER. 

When  the  late  Mr.  Demorest  moved  into  Fourteenth  street, 
forty  years  ago,  there  was  not  a  store  to  be  seen,  the  blocks 
between  Broadway  and  Sixth  avenue  being  entirely  given  over 
to  private  residences,  and  Mr.  Demorest  made  the  first  altera- 
tion in  the  street.  The  cTiange  consisted  in  putting  a  large  bay 
window  on  the  first  story  and  making  a  business  display.  We 
sihall  never  forget  the  consternation  which  this  "central  im- 
provement" made  among  the  fashionable  people  who  then  re- 
sided in  the  neighborhocd.  It  was  considered  a  sort  of  sacrilege. 
Mr.  Demorest  regretted  the  shock  to  the  feelings  of  the  neigti- 
bors,  but  it  was  not  in  his  power  to  stay  the  march  of  busi- 
ness, but  rather  to  take  a  wise  advantage  of  it,  so  he  bought 
a  hou.se  next  door  and  altered  it  the  same  way.  _  He  next 
purchased  the  Arlington  Hotel,  which  then  covered  seven  lots, 
some  of  which  extended  through  to  Thirteenth  street.  Mr. 
McCreery,  the  dry  goods  merchant,  from  whom  he  bought  it, 
offered  Mr.  Demorest  a  few  months  later  forty  thousand  dol- 
lars if  he  would  re-convey  the  property  to  him.  Mr.  Demorest 
felt  compelled  to  accept  that  offer,  though  he  lost  two  hundred 
thousand  dollars  in  consequence,  for  the  property  was  soon 
worth  that  much  more. 

His  next  purchase  was  two  houses  at  Nos.  4  and  (i  East  Four- 
teenth street.  The  owner  of  No.  0  had  held  it  for  forty  years 
and  had  never  received  more  than  .$3,00(1  rental.  Mr.  Demorest 
paid  .$72,fHI()  for  the  property,  bought  a  lot  in  the  rear  for  ten 
thousand  more,  and  then  made  alterations.  This  was  about 
1882,  and  soon  after  he  sold  the  premises  for  .$18."),000,  netting 
a  profit  of  nearly  $100,000  on  the  operation.  Among  the  other 
private  houses  which  he  purchased  and  turned  into  business 
buildings  was  the  residence  of  U.  S.  Secretary  of  State  William 
M.  Evarts,  at  Nos.  7  and  0,  and  also  the  Knickerbocker  apart- 
ment Viouse  at   the  southwest  corner  of  Fourteenth  street  and 


Fifth  avenue.  As  an  apartment  house  the  Knickerbocker 
rented  for  fourteen  thousand  dollars  annually,  and  as  an  office 
building,  with  stores  on  the  first  floor,  it  brouglit  in  forty 
thousand  per  annum. 

It  was  about  1888  when  Mr.  Demorest  first  directed  his  at- 
tention to  Fifth  avenue.  He  predicted  that  It  was  only  a  ques- 
tion of  time  when  this  would  be,  next  to  Broadway,  the  fore- 
most business  street,  as  it  had  been  the  foremost  residence 
street.  One  of  the  first  parcels  which  he  bought  on  the  avenue 
was  No.  81,  paying  $9.j,000  and  selling  it  a.  few  months  after- 
ward for  .$1.30,000.  That  was  in  the  year  1889.  The  next  year, 
having  purchased  the  old  quarters  of  the  Manhattan  Club, 
which  stood  on  the  southwest  corner  of  Fifth  avenue  and 
Fifteenth  street,  he  altered  the  house  into  a  store  and  oiHce 
building,  with  four  stories  on  the  avenue  and  five  on  the  street, 
and  four  stores  on  the  ground  floor,  all  oij  a  total  frontage  of 
1.50  feet. 

FIRST  THE  PIANO  CENTER. 

Three  of  the  corners  at  Fifteenth  street  and  Fifth  ave.nue  are 
even  now  being  rebuilt.  The  northwest  corner,  32x110,  was 
rented  to  the  New  England  Piano  Company  by  Frederick 
Gebhard  and  his  sister  for  an  average  rental  of  twelve  thou- 
sand dollars  and  taxes,  the  lessee  making  the  alterations.  The 
Stuyvesant  Building  is  now  being  finished  on  that  site.  The 
northwest  corner,  30x100,  with  an  L.  2.5x92,  when  changed  into 
a  hotel  brought  in  $2-1,000  per  annum.  In  the  nineties  Fifth 
avenue,  between  Thirteenth  and  Fourteenth  streets,  became  a 
piano  centre.  A  score  of  piano  firms  paid,  for  altered  dwellings, 
rentals  of  four  or  five  thousand  dollars  a  year,  exclusive  of 
Chickering  and  some  others,  who  had  their  own  buildings. 

It  was  about  the  year  1890  that  wholesale  houses  first  began 
to  be  seen  north  of  Fourteenth  street,  to  refute  an  old  idea 
that  this  thoroughfare  was  the  ne  plus  ultra  of  the  wholesale 
tiade.  Since  then  the  cross  streets  In  practically  the  whole 
district  between  Fourteenth  and  Twenty-third  have  been  claimed 
for  the  wholesale  trade,  mostly  by  importing  houses.  Modern 
loft  buildings  have  displaced  the  dw.ellings  or  inferior  business 
structures  in  nearly  all  these  streets.  Within  ten  years  most 
of  this  change  has  been  wrought,  a  great  deal  of  it  within  five 
years,  and  an  immense  amount  of  work  is  going  on  now. 

While  the  region  east  of  Broadway  has  participated  in  the 
movement,  the  most  visible  signs  of  it  at  the  present  time  are 
in  the  opposite  quarter,  west  of  Broadway.  Here,  in  every 
street  between  Fourteenth  and  Twenty-third,  neiv  loft  build- 
ings are  rising  at  the  present  time.  West  Twenty-first  street 
and  West  Sixteenth  have  been  the  least  disturbed  thus  far. 
Henry  Pnipps  has  80  feet  in  the  north  side  of  Twenty-first 
street,  and  135  feet  immediately  in  the  rear,  on  the  south  side  of 
Twenty-second  street.  Benjamin  Stern,  of  Stern  Brothers,  owns 
Nos.  15,  17,  19,  21  and  23  West  Twenty-first,  and  Nos.  10  and 
18  West  Twenty-second  street,  next  to  the  Phipps  property. 
Mr.  Henry  Phipps  took  title  to  No.  13  West  Twenty-first 
Wednesday  morning  of  this  week.  Eight  months  ago  this  prop- 
erty was  sold  to  a  syndicate  of  young  men  for  $75,000,  and  they 
are  the  parties  who  have  sold  to  Mr.  Phipps,  evidently  at  a 
price  large  enough  to  make  their  speculation  very  profitable  as 
well  as  a  clever  one.  It  is  understood  that  Mr.  Phipps  will 
presently  improve  this  plot  with  one  large  structure,  and  there 
are  also  reports  that  Mr.  Stern  has  a  similar  plan  for  his  plot. 
West  Twenty-second  is  already  a  retail  street,  the  north  side 
being  knitted  up  with  the  interests  that  dominate  Twenty-third, 
a  regime  which,  we  understand,  will  continue  without  material 
change. 

IMPORTING    HOUSES   MOSTLY. 

Mr.  E.  H.  Hess,  of  the  old  firm  of  M.  &  L.  Hess,  -which  has 
been  prominent  in  the  rebuilding  of  this  part  of  the  city,  con- 
firmed the  report  that  there  is  a  continuing  and  strong  demand 
from  importing  firms  for  quarters  in  this  section.  A  few  cloth- 
ing factories  have  comc  In,  but  in  the  opinion  of  Mr.  Hess  these 
will  eventually  have  to  retire,  if  not  to  the  territory  below 
Fourteenth,  then  to  the  section  west  of  Sixth  avenue,  as 
space  is  expensive  east  of  that  avenue,  and  factories  need 
a  great  deal  of  room. 

Of  late  years  In  New  York  wholesale  houses  have  had  a 
desire  to  get  into  the  same  district  with  retailers,  whereas 
formerly  they  flocked  by  themselves.  They  now  say  they  can 
do  better  when  amongst  retailers,  and  so  here  between  Four- 
teenth and  Twenty-third  streets.  Sixth  and  Fourth  avenues, 
they  occupy  the  very  centre  of  the  field.  Mr.  Hess,  when  asked 
whether  he  considered  this  movement  a  migration  or  a  growth, 
said   it  partook   of  both.     Old   firms  have  not   only   .-noved  up 


558 


RECORD    AND    GUIDE 


October  6,  1906 


from  downtown,  but  many  concerns  new  to  the  city  are  among 
the  tenants. 

Fifteen  or  more  loft  buildings  varying  in  frontage  from  25 
to  75  feet  are  in  course  of  erection  at  the  present  hour,  nearly 
all  having  either  eleven  or  twelve  stories.  Between  Broadway 
and  Sixth  avenue  single  lots  in  this  section  average  in  value 
about  sixty-fl\'«  or  seventy  thousand  dollars,  and  an  eleven 
story  loft  building  on  a  30-foot  frontage  will  oftentimes  stand 
its  owner  In  about  $200,000,  as  with  few  exceptions  these  new 
constructions  are  well  built  and  equipped,  and  are  suitable 
for  the  best  lines  of  trade.  The  quotation  for  lots  represents 
a  rise  of  thirty,  and  even  forty,  per  cent.,  in  some  cases,  within 
two  or  three  years,  and  there  has  been  a  wonderful  advance 
within  a  year. 

On  the  whole,  it  is  one  of  the  most  interesting  section's  of 
Manhattan  lo  the  real  estate  operator  .and  is  a  striking  in- 
stance of  what  is  meant  by  central  improvements  in  New  York. 
The  following  are  selections  from  recent  records  of  convey- 
ances and   pians  filed   for  premises  in   this  district: 

15th  st,  Nos  22  to  26,  s  s,  325  w  5th  av.  75x93.4x— x"5.9,  three 
3-sty  brk  buildings,  store  in  No  26.  Whitehall  Realty  Co  to  Ole 
H  Olsen.  Mort  ?S0,0O0.  Feb  7.  Feb  S,  1906.  3:816—55  to 
57.     A  $86.(M30— $92,000.  other  consid  and  100 

16th  St.  No  19,  n  s,  175  w  Union  pi  or  Union  sq  W.  25x92,  5-sty 
brk  loft  office  and  store  building.  Stephen  H  Tyng  to  Bank 
of  the  Metropolis.  June  22,  1904.  Feb  15,  1906.  3:841—13. 
A  $45,000— $55,000.  other  consid  and  100 

17th  St.  No  37,  n  s,  .535  w  5th  av,  2.5x92,  4-sty  stone  front  dwell- 
ing.    Annie   C  Olsen   to  Simon  Rothschild.      Mort  ?85,000.     May 

4.  May  5,  1906.     3:819—18.     A  $34,000— $39,000. 

other  consid  and  300 
17th  et.  No  39,  n  s,  335  e  6th  av.  25x92,  4-sty  stone  front  dwell- 
ing.    Jacob  Wolf  to  Realty  Transfer  Co.      Mort   .$36,000.     April 

15.  April  21,  1906.     3:819—17.     A  $34,000— $39,000. 

other  consid  and  100 

Same  property.  Realty  Transfer  Co  to  Olga  H  Nelson.  Morts 
_$54,500.    April  20.     April  21,  1906.     3:819.      other  consid  and  100 

17th  St.  No  42  West.  Release  restrictions.  Estate  D  O'Conor  by 
Daniel  J  O'Conor  EXR  to  whom  it  may  concern.  Mar  22,  1906. 
June  1.8,  1006.     3:818.  

17th  St.  No  12.  s  s,  220  w  5th  av,  30x92,  3-sty  brk  dwelling.  Car- 
oline M  Child  et  al  to  John  H  Rhoades,  Caroline  M  Child  and 
Eliz  G  Wheelwright,  joint  tenants.  All  title.  Mar  9.  April  21. 
1906.     3:818—58.     A  .$41.000— $47,000.  nom 

17th  St,  No  14,  s  s,  2.50  w  5th  av,  25x92,  4-sty  brk  dwelling.  Har- 
ris Levy  to  Morris  and  Jacob  Silberman.  %  part.  B  &  S.  Mort 
$30,000.    June  3.    June  7,  1906.    3:818—59.     A  ?34.aX)— .$30,000. 

other  consid  and  100 

17th  st.  No  15,  n  s.  252  w  5th  av.  28x92,  4-sty  stone  front  dwell- 
ing. Albert  Cavanagh  to  Geo  H  Pigueron.  C  a  G.  Mort  .$46- 
000.     April  23.     Apr  24,  190<1     3:819—29.     A  $.38 ,0(X>— $44,000. 

other  consid  and  100 

17th  st,  No  16,  s  s,  275  w  5th  av,  25x92,  o-sty  brk  dwelling.  Sam- 
uel J  Silberman  to  Morris  and  Jacob  Silberman.      %  part.     B  & 

5.  Mort  $32,500.  June  5.  June  7,  1906.  3:818-60.  A  $34,- 
000— $40,000.  other   consid   and   100 

18th  st,  Nos  44  to  48.  3  and  4-sty  brk  academy.  Five  Boroughs 
Realty  Co  to  Henry  Phipps,  of  Westbury,  L  I.  Jan  2.  1906.  3:819 
—10.     A  $255,000— exempt.  other  consid  and  100 

ISth  St.  No  44  West,  12-sty  brk  and  stone  loft  building,  78.9x184; 
cost.  .$300,000;  H  Phipps,  787  5th  av;  ar't,  G  Atterbury,  20  W  43d 
St.— 241. 

19th  St,  Nos  14-20  W,  12-sty  brk  and  stone  loft  building.  64.3  3-7x 
92x82,  concrete  roof;  cost.  $310,000;  Philip  Braender,  143  W  125th 
st;  ar't.  Wm  C  Frohne.  24  E  23d  St.— 298. 

19th  St.  Nos  139-141  West,  8-sty  brk  and  stone  store  and  loft  build- 
ing, 40.llx.50;  cost.  $.50,000;  Fredk  A  Kursheedt,  356  West  Broad- 
way; ar'ts.  Davis,  McGrath  &  Shepard,  1  Madison  av. — 110. 

19th  st.  No  10,  s  s.  186  w  5th  av,  24x92,  4-sty  stone  front  dwelling. 
John  McL  Nash  et  al  EXRS  Stephen  P  Nash  'to  Albert  Cavanagh. 
Apr  20.     May  1.  1906.     5:820—52.     A  $4n,00O-$51.000. 

other  consid  and  100 

19th  st.  No  10,  s  s.  186  w  5th  av,  24x92,  4-sty  stone  front  dwell- 
ing. Albert  Cavanagh  to  Brody,  Adler  &  Koch  Co.  C  a  G.  Mort 
$.50,000.     May  1,  1006.     3:820—52.     A  $46,000— $51,000.  KJO 

19th  st.  No  25,  n  s,  305  w  5th  av,  2.5x92.  4-sty  stone  front  dwell- 
ing. John  H  Woodbury  to  Edward  Sachs.  Mort  $36,000.  Jan 
4,  1906.     3:821—25.     A  $44.000- $49,000.      other  consid  and  100 

19th  st,  Nos  43  to  47,  n  s,  244.11  e  6th  av,  55.10x92.  three  5-sty 
brk  buildings.  Fredk  W  Fieder.  Jr.  to  Louis  Sachs.  B  &  S  and 
C  a  G.     Mort  $100,000.     Jan  20.     Jan  24,  1006.     3:821—14  to 

16.  A  $100,000-$H2.000.  100 
19th  St.  No  55,  n  s,_1.52  e  6ih  av,  runs  e  28  x  n  92  x  w  14.1  x  s 

19.3  X  w  13.8  X  s  72.4  to  beginning,  4-sty  brk  building  and  store. 
Chas  H  Spang  et  al  EXRS,  &c.  Chas  F  Spang  to  Rosalie  Spang, 
of  Allegheny  Co.  Pa.  All  title.  Q  C.  Jan  5.  Jan  3,  1906. 
3:821—10.     A  $48,000— $55,000.  nom 

19th  St.  No  8.  s  s.  160  w  5th  av.  26x92,  4-sty  stone  front  dwelling. 
Arthur  M  Mitchell  and  ano  EXRS  Roland  G  Mitchel  to  Albert 
Cavanagh.  Feb  16.  April  10,  1906.  3:820—51.  A  .$.50,000— 
$55,000.  '      70.000 

Same  property.  Arthur  M  Mitchell  et  al  HEIRS,  &c,  Roland  G 
Mitchell  to  same.     Feb  16.     April  10,  1006.     3:820.  70,000 

19th  St.  No  8,  s  s,  160  w  5th  av,  26x92,  4-sty  stone  front  dwelling. 
Joseph  M  Brody  et  al  to  Brody,  Adler  &  Koch  Co.  All  liens. 
April  IS.      May   1,   1906.     3:820—51.     A  $50.000— .$.55,000. 

other  consid  and  100 

20th  St.  No  11,  n  s,  1,S8  e  5th  av,  runs  e  17.2  x  n  37.8  x  w  5.8 
X  n  IS  X  w  5.0  X  n  18  X  w  5.9  x  s  73.S  to  beginning,  3-sty  brk 
building  and  store.  Henry  P  Gardner  to  John  H  Hindlev.  Mort 
$30,000.     Feb  20.     Mar  8,  1906.     3:849-9.     A  $4O.OO0-^$45,00O. 

other  consid  and  100 

20th  st.  No  9,  n  s.  245  w  5th  av.  28  6x92.  4-sty  stone  front  dwell- 
ing.    PARTITION.     Frederick  C  Beach   to  Jennie  B  Casper.      % 

part.      B   &   S.      Mort  $ .     Jan  3.     Jan   12,   1906.     3:822—28. 

A  .$51,000— $61,000.  nom 

20th  St.  Nos  28  and  30)  s  s,  473  w  5th  av,  46.6x184  to  n  s  19th  st, 

19th  st,  Nos  31  and  33|  6-sty  brk  loft  and  store  building.  Edw 
H  Litchfield  et  al  to  Edw  H  and  Grace  D  Litchfield  TRUSTEES 
will  Edwin  C  Litchfield  for  benefit  Henry  P  Litchfield.  %  parts. 
All  liens.  Jan  4.  Jan  27,  1906.  3:821—.  A  ?J9J,000— $330,- 
000.  no© 


20th  st,  Nos  7  and  9,  n  s,  138  e  5th  av,  runs  n  92  x  e  49.10  x  s 
18.4  x  e  or  s  e  23.8  x  s  50  to  st,  x  w  50  to  beginning.  4-sty  brk 
loft  and  store  building.  Sarah  H  Witthaus  et  al  TRUSTEES 
Edwin  J  Witthaus  to  Philip  Braender.  April  7.  April  10,  1906 
3:849—7.     A   $130.000— $145,000.  other  consid   and   ](X) 

20th  st,  Nos  30  and  32,  s  s,  260  w  4th  av,  40.\92,  two  5-sty  brk 
buildings  and  stores.  Realty  Holding  Co  to  Gertrude  A  Gabay. 
Mort  $70.tKK).  May  1.  May  2.  ltH«.  3:838—53  and  54.  A  $70,- 
tlOO— $72,000.  other   consid   and   KX) 

20th  st.  No  30.  n  s,  250  w  4th  av,  25x92,  2-sty  brk  store.  Ran- 
dolph Guggenheimer  to  Geo  H  Pigueron.  Mort  .$38,2.50.  June 
5,   1906.     3:849—28.     A  $45,000— $46, WU.       other  consid  and   100 

20th  st,  Nos  32-34  West,  11-sty  brk  and  stone  loft  building,  50.6x 
84;  cost,  $240,000;  ow'r  and  ar't,  Frederick  C  Zobel,  24-26  E 
21st  St.— .5;{. 

21st  St.  Nos  12  and  14  West,  12-sty  and  basement  brk  and  stone  loft 
building,  50.6x84;  cost.  $150,000;  Chas  Kaye,  36  E  9th  st;  ar'ts, 
Buchman  &  Fox,  11  E  59th  St.— 145. 

21st  st,  Nos  30-32  West,  12-sty  brk  and  stone  lott  building,  50x84; 
cost,  $150,000;  Chas  Kaye,  36  E  9th  st;  ar'ts,  Buchman  &  Fox, 
11  E  59th  St.— 189. 

21st  st,  Nos  42  and  44,  s  s,  .586.5  w  5th  av,  33.7.x92.  two  4-sty 
stone  front  dwellings.  Richard  Vallender  to  Alfred  C  Bach- 
man.  Morts  $55,000.  Jan  10.  Jan  18,  1906.  3:822—64  and 
65.     A  .$6O.O0O-$7O.000.  other  consid  and  100 

Same  property.  Alfred  C  Bachman  to  Louis  Sachs.  Mort  $55,- 
000.  Jan  17.  Jan  18,  190<j.  3:82'2— 64  and  65.  A  $60,000— 
$70.0a).  other   consid   and  100 

22d  St.  No  23,  n  s,  301.2  w  5th  av,  25x98.9.  part  of  6-sty  brk  lott 
and  store  building.  Isaac  Stern  et  al  EXRS,  HEIRS,  &c.  Bern- 
hard  Stern  to  Isaac,  Louis  and  Benjamin  Stern.  Jan  2.  Jan  19. 
1906.     3:824.  nom 

Same  property.  Isaac  and  Louis  Stern  to  same.  B  &  S  and  C  a  G. 
Jan  2.     Jan  19,  1900.     3:824.  nom 

22d  St.  Nos  40  and  42,  s  s,  280  e  6th  av,  46x98.9,  two  4-sty  brk 
buildings  and  stores.  Carstens  Stettens,  Jr,  to  Adolph  Platky, 
Mort  $95,000.  Jan  10.  Jan  13,  1906.  3:823—05  and  m.  A 
$116,000— $128,000.  other  consid  and  100 


Importance  of  SeAverage  and  Proper  Sanitary 
Precautions  for  Queens  Borough. 

By  JOHN  W.  PARIS. 

In  discussing  the  subject  of  the  importance  of  sewerage  and 
proper  sanitary  precautions,  1  desire  to  discuss  it  from  the 
standpoint  of  its  importance  to  the  prospective  home  purchaser 
as  it  lelates  to  his  own  and  his  family's  health,  and  likewise  from 
the  standpoint  of  the  importance  of  the  operator  or  eub-divider 
installing  a  proper  system  of  sewerage  and  drainage,  rather 
tlian  sell  the  property  with  the  view  of  permitting  the  individual 
lot  purchasers  to  provide  their  own  sewerage  and  sanitary  pre- 
cautions, or  to  let  the  city  provide  same  for  him  at  some  date 
in   the   dim   future. 

The  two  most  prominent  features  which  establish  the  degree 
of  civilization  of  a  nation,  a  State  or  a  community,  are  clasisi- 
fication  of  labor  and  its  proper  distribution  and  the  importance 
attached  to  cleanliness,  sanitation  and  health. 

Looking  back  throug'h  the  avenues  of  time  as  the  nations 
emerge  from  the  gloom  of  sav.igery,  and  we  find  that  each  in- 
dividual household  is  dependent  upon  its  own  efforts  for  all  its 
meager  needs.  It  raises  its  own  grain  and  converts  it  into 
me.al.  Clotliing  is  produced  from  the  tkins  of  animals  slain  in 
the  chase.  As  civilization  advances,  individuals  become  de- 
pendent one  on  the  other  and  in  what  we  now  recognize  as  our 
present  golien  age  of  civilization,  many  a  man  never  spends 
one  hour  of  his  entire  life  in  directly  producing  a  single  article 
that  his  family  requires  either  as  necessities  or  luxuries.  Thus 
the  carpenter  may  never  drive  a  nail  in  the  house  his  family 
occupies.  The  plumber  'may  never  wipe  a  joint  in  his  own 
domicile.  The  iron  puddler  may  puddle  iron  all  his  life  and 
yet  never  buy  a  pound  of  iron. 

Again  looking  back  through  the  avenues  of  time,  and  we  see 
the  human  race  emerge  from  the  darkness  of  barbarism,  ex- 
tremely careless  of  the  cleanliness  of  their  persons  or  surround- 
ings, in  fact  almoet  criminally  so.  But  as  the  sunlight  of 
knowledge  increases  and  the  shadows  of  ignorance  are  dis- 
persed, the  belief  that  good  healfh  produces  more  real  happi- 
ness and  enjoyment  than  all  other  conditions  combined,  merges 
into  a  well  recognized  fact,  with  the  result  that  to-day  we  find 
the  bist  medical  talent  to  be  had  on  our  health  boards,  dis- 
seminating sanitary  information  and  seeing  that  the  best  sani- 
tary precautions  are  taken  to  preserve  the  best  possible  general 
health  of  the  cominunity. 

As  a  local  instance  of  the  parallel  advancement  of  knowledge 
and  sanitation,  take  the  lov,'er  East  Side  teeming  with  its 
population  of  poor  and  ignorant  foreigners  who  have  b.-en 
born  and  raised  in  serfdom,  never  knowing  the  benefits  of  our 
great  and  glorious  free  school  system,  and  compare  its  sani- 
tary condition  with  the  upper  West  Side  where  the  benefits  of 
education  and  culture  are  recognized  and  sought.  In  one  case 
we  find  hut  little  if  any  attention  paid  to  the  importance  of 
sunlight,  fresh  air  or  cleanliness,  with  the  result,  a  high  per- 
centage of  mortality;  while  in  the  other  case  we  find  all  build- 
ings erected  with  a  paramount  thought  to  fresh  air  and  sun- 
light in  every  room  and  every  provision  possible  made  for  body 
and  structural  cleanliness. 

Of  all  precautions  which  should  be  taken  to  insure  proper 
sanitary  conditions  and  safeguard  to  health,  proper  and  ade- 
quate g-gwerage  is  the  most  important,  and  a  proper  regard  to 
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surface  drainage  ranks  next  in  importance.  The  Importance 
of  lliese  precaution's  multiplies  as  population  increases.  The 
municipality  itself  is  doing  yeoman  service  in  meeting  these 
requirements;  but  so  great  is  the  growth  of  the  city  and  so 
rapid  its  spread  that  many  sections  must  go  unprovided  for 
years  and  population  unprotected  unless  the  real  estate  opera- 
tors and  sub-dividers  who  are  adverti.-ing  home  sites  to  the 
would-be  liome  s^ekev,  step  into  the  breach  and  provide  it  for 
him.  It  will  not  do  to  say,  "We  will  provide  him  with  a  lot 
and  a  fev/  superficial  improvements  which  catch  the  eye  and 
let  him  provide  his  own  sanitary  precautions."  We  have  shown 
that  in  our  present  high  stat'e  of  civilization  men  are  not  ex- 
pected to  provide  these  things  for  themselves;  nor  can  they  do 
so;  neither  will  it  do  to  depend  solely  on  fhe  city  to  provide 
them,  as  ths  demands  made  on  the  city  government  are  far  in 
excess  of  its  ability  to  provide.  Therefore,  if  they  are  to  be 
provided  before  dire  results  follow  the  inflow  of  population,  they 
must  be  provided  by  the  operators  and  sub-dividers. 

Queens  Borough's  area  is  almost  equal  to  that  of  Brooklyn, 
Manhattan  and  the  Bronx  combined,  and  in  its  large  area,  it 
embraces  more  of  the  beauties  and  advantages  requisite  for 
home  sites  than  any  of  the  other  boroughs.  It  has  not  fhe 
precipitous  rock  ledges  of  the  Bronx,  making  the  expense  of 
Improvements  extraordinarily  high;  it  has  not  the  level  plains 
of  Brooklyn,  making  it  extra  difficult  to  secure  sufficient  fall 
for  proper  drainage;  but  on  the  contrary,  it  is  made  up  of  a 
beautiful  and  gently  rolling  country  giving  ample  fall  for  its 
proper  drainage  and  with  a  porous  soil  for  the  proper  absorbtlon 
of  surface  moisture.  Its  miles  of  shore  front  with  the  broad 
ocean  extending  from  its  southerly  boundary  and  fhe  placid 
sound  bordering  it  on  the  north  with  its  hills  and  elevations, 
make  it  an  ideal  residential  section,  one  well  befitting  the  name 
given  it  of  Queens,  as  it  is  the  Queen  of  the  Boroughs. 

Shall  it  be  developed  in  keeping  with  this  position?  Shall  we 
make  of  it  a  home  centre  where  children  can  grow  up  in  health- 
fulnets  of  body,  mind  and  morals;  where  mofhers  can  rest 
serenely  in  the  fact  that  their  children  are  removed  far  from  tlie_ 
foul  and  felid  atmosphere  of  the  crowded  tenement  sections, 
into  tlie  purest  of  air,  the  brightest  of  sunshine  and  where  no 
lurlsing  or  hidden  causes  of  contamination  due  to  unsanitation 
exist,  and  where  the  father  can  return  from  his  hours  of  toil 
and  enjoy  wifh  his  family  some  of  the  luxuries  of  comfort,  con- 
tentment and  repose,  which  in  his  past  experience  has  been 
a  portion  only  of  the  lives  of  the  wealthy?  Or  shall  we  through 
our  lust  for  profit  provide  a  condition  whereby  all  of  fhe  ad- 
vantages and  blessing's  provided  by  nature  are  annulled  through 
lack  of  proper  sanitary  provisions? 

In  inviting  the  householder  to  these  apparent  pleasures  and 
blessings  where  Tie  is  expected  to  invest  his  saving's  of  a  life- 
time, with  the  expectation  of  enjoying  the  many  blessings  and 
advantages  portrayed  to  him  by  the  versatile  salesman,  is  it 
fair  or  is  it  honorable  to  force  upon  him  a  condition  of  which 
he  is  entirely  ignorant  and  which  will  instead  of  bringing  Inm 
health,  pleasure  and  prosperity,  bring  him  sickness,  sorrow  and 
death'  To  invite  population  into  a  section  where  each  house 
must  empty  its  se^verage  into  a  cess-pool,  where  the  soil  must 
very  quickly  become  contaminated,  with  all  the  deadly  poisons 
resulting  from  sewerage  sepage,  is  inviting  it  to  sickness  and 
suffering  instead  of  healthfulness  and  happiness. 

The  history  of  certain  sections  in  Brooklyn  which  were  de- 
veloped before  the  proper  sewerage  outlet  could  be  had,  and 
where  thousands  of  houses  were  erected  each  one  emptying 
their  sewerage  into  a  cess-pool,  and  where  in  a  few  years 
time  scarlet  fever,  diphtheria,  typhoid  fever  and  other  malignant 
diseases  became  recognized  as  epidemic,  and  which  resulted  in 
the  death  of  one  or  more  members  of  many  families,  is  a  fair 
example  of  what  such  a  condition  is  bound  to  produce. 

Within  tlie  past  few  months,^  tlie  entire  nation  was  stirred 
with  the  indignation  at  the  reports  made  by  a  certain  Investi- 
gating committee  which  investigated  the  meat  packing  estab- 
lishments of  Chicago,  wherein  it  was  shown  that  poisonous 
preservatives  were  used  in  preserving  meats  for  the  purpose 
of  giving  them  a  good  color,  a  good  odor  and  a  good  look,  but 
which  wben  taken  into  the  system  as  food  caused  the  strong 
to  become  weak,  the  weak  to  become  sick  and  the  sick  to  die. 
All  fair-minded  citizens  looked  upon  this  as  a  crime,  and  none 
dared  to  assert  that  it  was  otherwise.  How  much  worse  waj 
this  condition  than  the  condition  where  property  is  graded  off, 
sidewalks  are  laid,  grass  seed  is  sown,  shrubbery  is  planted 
and  the  sub-division  is  made  beautiful  to  the  eye,  population  is 
invited,  the  invitation  is  accepted  and  fhe  territory  becomes 
thickly  dotted  with  homes,  each  one  pouring  its  poisonous  sew- 
erage into  cess-pools  with  tlie  results  of  ill  health,  sickness 
and  death  which  is  sure  to  follow?  Does  that  not  come  as 
nearly  bordering  on  crime? 

Those  of  us  who  are  assuming  the  responsibility  of  opening 
up  Queens  Borough  and  providing  therein  homes  and  home  sites 
for  this  city's  rapidly  increasing  population,  are  assuming  a 
grave  responsibility.  Should  it  not  be  placed  on  a  higher 
plane  than  of  simply  selling  lots  to  the  unwary  for  the  mere 
money  profit,  regardless  of  the  consequences  which  follow  as 
to  health  and  the  morals  of  the  people  we  induce  to  locate 
there?  The  providing  of  homes  and  home  sites  for  the  rapidly 
increasing  population   of   this  great   city  stands   to-day  as  one 


of  the  most  prominent  elements  of  the  commercial   life  of  the 
city. 

London  has  assumed  the  responsibility  as  a  municipality  of 
providing  large  numbers  of  homes  for  its  population  and  mil- 
lions of  pounds  per  annum  are  appropriated  for  this  purpose 
New  York  City  is  dependent  and  depends  entirely  on  private 
individuals-  and  corporaiions  for  providing  these  homes.  Let  us 
te  honest  with  ourselves  and  honest  with  our  customers  and 
clients  and  provide  them  a  home  or  a  home  site  that  is  all  it 
siiould  be  or  that  we  represent  it  to  be. 

Permit  me  to  'make  a  few  suggestions  as  to  how  fhis  desired 
end  may  be  reached.  The  hardest  feature  to  overcome  is  the 
providing  of  proper  sewerage  outlet.  With  this  provided  and 
the   remainder  is   comparatively  easy  and   inexpensive. 

Our  corporations  have  made  it  a  rule  to  begin  the  develop- 
ment of  no  section  until  we  have  secured  a  proper  outlet  for 
a  sewerage  system.  There  are  many  sections,  however,  which, 
on  account  of  their  nearness  to  the  city's  centre,  and  their 
superior  transportation  facilities,  are  in  demand  for  business 
and  living  room,  but  which  have  no  possible  outlet  for  an 
adequate  sewerage  system. 

These  sections  must  then  go  undeveloped  or  be  placed  on  the 
market  without  the  installing  of  this  most  essential  feature. 
Far  better  would  it  be  that  we  dispense  with  the  laying  of  side- 
walks, the  planting  of  shade  trees  and  shrubbery  which  are 
generally  recognized  as  indispensable  than  to  dispense  with 
sewerage. 

I  would  therefore  suggest  that  a  unity  of  interests  be  en- 
couraged to  induce  fhe  city  to  provide  outlets  by  building  trunk 
sewers  into  those  portions  of  the  Borough  of  Queens  where 
the  conditions  of  transportation  and  location,  the  social,  edu- 
cational, religious  and  commercial  life  insui'es  the  rapid  inflow 
of  population. 


Selling  6,703  Parcels   for   Taxes. 

Edward  A.  Slattery,  collector  of  assessments  and  arrears, 
began  Wednesday,  Oct.  3,  a  sale  of  Bronx  properties  for  taxes 
due  from  1886  to  1901.  It  is  under  the  direction  of  Comptroller 
Metz  in  the  Coroner's  Court,  3d  and  Tremont  avs.  He  will 
offer  0,703  parcels.  Among  them  are  properties  on  whic'h  the 
Central  Union  Gas  Co.  owes  $25,050.55  and  the  Manhattan 
Railway  .^52,002.35.  Bidders  get  the  properties  on  long  term 
leases  and  pay  off  the  taxes.  The  owners  must  reimburse 
Ihem  with  10  per  cent,  interest,  within  2%  years.  If  this  is 
done,  the  bidder  releases  the  property  to  the  owner;  if  not,  he 
holds  it  during  the  full  term  for  which  he  has  bid. 
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THE   REALM    OF  BUILDING 
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Manhattan  Building  Statistics. 
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6 


122 


No.  of 
Bldgs. 


3 

224 


Plans  and  specifications  for  new  buildings  filed  and 

during  the  quarter  ending  Sept.  30,  1906: 

No.  of 
Classification.  Plans. 

Dwelling  houses,  estimated  cost  over 
$50,000   

Dwelling  houses,   estimated   cost  be- 
tween $20,000  and  $50,000 

Dwelling  houses,  estimated  cost  under 
$20,000  

Tenement  houses  

Hotels  and  boarding  houses 

Stores,  estimated  cost  over  $30,000.. 

Stores,   estimated  cost  between  $15,- 
000  and  $30,000 

Stores,  estimated  cost  under  $15,000. 

Office   buildings    

Manufactories    and    workshops 

School  houses   

Churches  

Public    bldgs. — municipal    

Public  bldgs. — places  of  amusement, 

etc 4  4 

Stables   15  15 

Other  structures   .54  5S 


17 


4 
8 
4 
7 
2 

3 


acted  upon 

Estimated 
Cost. 

$040,000 

185,000 

21,000 
12,457,.">00 

3,178,000 

55,000 

30,000 

5,t;75,400 

420.000 

1,095,000 

95,000 

29'1,000 

480,000 

965,500 

58,410 


Totals 


253 


302 


$25,668,810 

Plans  and  specifications  for  alterations   to  buildings  filed  and 
acted  upon  during  the  quarter  ending  Sept.  30,  1906,  Manhattan: 

No.  of       No.  of      Estimated 
Classification. 

Dwelling    houses    

Tenements  

Hotels   and    boarding   houses 

Stores    '. 

Office   buildings    

Manufactories   and   workshops... 

School    houses    

Churches    

Public    buildings     

Stables    

Other   structures    


Plans. 

116 

493 

20 

60 

23 

21 

3 

4 

IS 

23 


Bldgs. 

127 

628 

22 

73 

25 

21 

3 

0 

21 

23 


Cost. 

$480,200 

1,.521,.S81 

13S,.300 

318,400 

272.320 

129,.">90 

61,000 

19,500 

19,500 

234,450 


Totals. 


781         9^9         $3,721,601 
acted  upon 


Plans  and  si)gcifications  for  new  buildings  filed  and 
during  the  quarter  ending  Sept.  30,  1905,  Manhattan: 

No.  of       No.  of 
Classification,  Plans. 

Dwelling  houses,  estimated  cost  over 

$50,000    4 

Dwelling   houses,   estimated   cost   be- 
tween $20,000  and  $50,000 4 

Dwelling  houses,  less  than  $20,(:mXI...  7 

Tenement    houses    260 

Hotels   and   boarding   houses 6 

Stores,  estimated  cost  over  .$.30,000..         19 
Stores,   estimated  cost   between  $15,- 

000  and  $30,000   4  4 

Stores,  estimated  cost  under  $15,000.  5  6 

Office   buildings 6  6 

Manufactories    and    workshops 18  19 

School   houses 3  3 

Churches    5  9 

Public    buildings — municipal     '    3   '  3 

Public   bldgs. — places  of   amusement.  1  1 

Stables   20  20 

Other  structures  193         215 


Bldgs. 


■  4 
8 

t70 

6 

19 


Estimated 

Cost: 

$2.58,000 

135,000 

60,000 

26,122,.50O 

3,400,000 

3,467,000 

38.250 

90,000 

3,953,000 

1,037,700 

145.000 

745,000 

680,000 

175,000 

341.903 

262.320 


Totals 


558         806       .$40,910,673 


Plans  and  specifications  for  alterations  to  buildings  filed  and 
acted  upon  during  the  quarter  ending  Sept.  30,  1905,  Manhattan: 

No.  of      No.  of      Estimated 
Classification. 

Dwelling    houses    

Tenements    

Hotels   and   boarding  "houses 

Stores     

Office   buildings    

Manufactories    and    workshops    . 

School    houses    

Churches    

Public    buildings    

Stables    


Plans. 
123 
743 
17 
70 
28 
21 


Bldgs. 
128 
965 
19 
74 
28 
26 


4 
17 
17 


4 
17 
17 


Cost. 

$498,629 

1,721,005 

167.700 

293,168 

288.530 

130,250 

14,900 

26,937 

63,737 

63,775 


Bronx  Borough. 

PLANS  AND  SPECIFICATIONS  FOR  NEW  BUILDINGS,  FILED  AND 
ACTED  UPON  DURING  THE  QUARTERS  ENDING  SEPTEMBER 
THIRTIETH,  ISKi.j-lOOG. 


Classification. 


-1903.- 


-190G.- 


Dwelling  houses,  estimated 
cost  over  ?50,(XK> 

Dwelling  houses,  estimated 
cost  between  .f.j().00  and 
^aj.OOO    2  2 

Dwelling  houses,  estimated 
cost  less  than  $20. WJ...     10         2.5 

Brick  tenements,  estimated 
cost  over  $1.5.000 00       208 

Brick  tenements,  estimated 
cost  less  than  $15,000 2  2 

Frame    tenements 10 

Hotels     

Stores,  estimated  cost  over 
$:«),000    1 

Stores,  estimated  cost  be- 
tween  .$:»,000   &   $1.5,000      2 

Stores,  estimated  cost  less 
than    $1.5.000 !.•! 

Office     Buildings     4 

Manufactories  and  work- 
shops   20 

School    houses 1 

Churches      4 

Public  Buildings,  Munici- 
pal         10 

Public  Buildings.  Places  of 
Amusement,    &c 4 

Stables    18 

Frame   dwellings 161 

Other  structures 29 


No.  of  No.  of  Estimated  No.  of  No.  of    Estimated 
Plans.    Bldgs.        Cost.       Plans.   Bldgs.        Cost 


10 


1,^ 

4 

20 
1 
4 

10 

4 

18 

219 

.31 


$GO,000 

143,.500 

8,973,000 

19,000 
GS,48r) 


300,000 

40,000 

22.500 
79,600 

2.S0.S00 
115,000 
41,:!0(J 

142..80<5 

120,000 

T.5.:?oo 

978,550 
21,950 


34 
42 
10 


3 

4 

24 
1 

4 


149 
36 


C4 

16 
10 

1 


3 
4 

24 
1 
4 


C 

22 

235 

37 


$694,200 

3,161,000 

179.000 
09,000 
15.000 

50.000 

45.000 

12.500 
55,800 

441,150 
230,000 
128,000 


273,400 

134,450 

1,181,750 

16,000 


Totals    381       574  $11,487,845      347        518      $6,686,250 

PLANS    AND    SPECIFICATIONS    FOR    ALTERATIONS    TO    BUILDINGS, 
•      FILED  AND  ACTED  UPON  DURING  THE  QUARTERS  ENDING  SEP- 
TEMBER THIRTIETH,  1905-1900. 


Classification. 


No.  of 
Plans. 

Brick  dwellings    13 

Frame  dwellings   82 

Brick   tenements    16 

Frame   tenements    7 

Hotels     4 

Stores    21 

Office  buildings   1 

Manufactories  &  workshops  13 

Schools    2 

Churches    0 

Public   buildings    1 

Stables    8 

Miscellaneous    1 


1905 

No.  of 

Estimated 

No.  ot 

1906 

No.  of 

Estimated 

Bldgs. 

Cost. 

Plans. 

Bldgs. 

Cost. 

13 

$83,950 

4 

7 

»2,900 

87 

77,175 

60 

65 

61,625 

18 

2S,920 

16 

16 

14,650 

10 

4.700 

8 

9. 

13,750 

4 

.5.!KI0 

3 

3 

1,400 

0'> 

25. OIK) 

29 

33 

73,730 

1 

2,200 

4 

4 

3,025 

16 

4.3,100 

6 

6 

34,000 

o 

3,200 

0 

0 

0 

0 

0 

2 

38.000 

1 

700 

7 

7 

21,400 

9 

12.. 500 

11 

11 

10,650 

1 

1..500 

3 

3 

1,200 

.Totals    109       184       $289,445      153         166  $276,330 


Brooklyn  Borough. 

PLANS  AND  SPECIFICATIONS  FOR  NEW  BUILDINGS  PILED  AND 
ACTED  UPON  DURING  THE  QUARTER  Et^DING  SEPTEMBER 
30,  1906. 

Classification.  Number  of  Number  of 

applications,  buildings. 
Dwelling  houses,  estimated  cost  between  $20,000 

and    $30,000    1 

Dwelling  houses  estimated  cost  less  than  $20,000  144 
Tenements,    estimated  cost   between   $20,000  and 

$50,000    81 

Tenement     houses,     estimated     cost     less     than 

$20,L'J0    170 

Stores,  estimated  cost  over  $30,000 5 

Stores,     estimated     cost     between     $15, (KX)     and 

$30,000    4 

Stores,   estimated  cost  less  than  $15,000 IS 


1 

589 


117 
570 


81 


Stores  and  two  families 

Office   buildings 2 

Manufactories    and    workshops — brick 40 

Manufactories    and    workshops — frame 

School   houses    

Churches    

Public   buildings,   municipal    

Public  buildings,   places  of  amusement,  etc 

Stables    

Brick   sundries    

Frame  dwellings 264 

Frame  tenements   26 

Frame  stores,  two  families   16 

Other  frame  structures 184 


4 

43 

152 


Estimated 
cost. 

23,000 
2,7:^6,100 

4,320,000 

5,287,500 
840,000 

75,000 

897,300 

918,450 

260,000 

864,285 

37,025 

400,000 

328.000 

464,300 

114,000 

201,850 

1.027,165 

1,692,590 

363,000 

92,200 

177,900 

Totals     1,145       2,320     $19,919,666 

PLANS  AND  SPECIFICATIONS  FOR  ALTERATIONS  TO  BUILDINGS 
FILED  AND  ACTED  UPON  DURI.NG  THE  QUARTER  ENDING  SEP- 
TEMBER 30,  liH36. 


42 

17 

3 

6 

15 

2 

36 

38 

398 

71 

21 

188 


Classification. 


Number  of  Number  of  Estimated 


Dwellings    139 

Tenements     100 

Hotels  and  boarding  houses 4 

Stores     29 

Offices    6 

Manufactories   and   workshops 39 

Schools 12 

Churches    4 

Public  buildings    11 

Stables     10 

Frame  buildings  005 


Idings. 

cost. 

154 

$156,405 

124 

79.435 

4 

4,600 

32 

176,350 

6 

16,025 

41 

150,425 

13 

140,300 

4 

25.000 

13 

388.925 

10 

31.800 

658 

398.240 

Totals 


Totals    1,045       1,283         $3,268,031 


JAMES  J.  BYRNE, 

Chief  Clerk. 


.    959       1,061       $1,567,505 
DAVID  P.   MOORE, 

Supt.  of  Buildings. 
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HE  Highest  Standard  of 
Instruction  in  Real  Estate 


We  teach  hy  mail  howlto  buy  and  sell  real  estate.    We  teach  all  the  phMea 

of  the  real  estate  business  thoroughly  and  exhaustirely ;  and  oar  leasons  will 

b*  worth  hundreds  of  dollars  to  eTery  one  interested  iu  real  estate. 

IT    IS    THE    IDEAL.    METHOD 

Writ*  for  Booklet  H,  which  will  tall  you  all  about  It 

■•  ■•  B«al  Estat*  Carrupoiidane*  Iiistitat««  HtsumaM  Bids.  MS  B'«af 


Record  of  Tenement  House  Plans   Filed. 

The  following  is  a  compared  statement,  including  Manliattan, 
Brooklyn  and  the  Bronx,  of  details  concerning  the  construction 
of  new  buildings  for  which  plans  were  filed  in  the  various 
bureaus  of  the  Tenement  House  Department  of  tlie  City  of  New 
York,  from  Jan.  1,  1902,  to  July  1,  IflOG,  showing  the  number  of 
buildings,  the  number  of  apartments  in  same  and  the  estimated 
value  of  the  buildings: 

Number  of  Number  of  Estimated 

Year.  Buildings.  Apartments.  Value. 

1902   502  7,582  $19,080,200 

1903    1.3(12  15,914  3-l,m3.070 

1901    3177  40,516  79,110,000 

1905    5,918  78,119  146,020,775 

lOmi*   3,424  39.195  73,806,500 

To^al    14,413  181,.326  ii;3.52,lSl,145 

♦January  J,   1906,   to  July  1.   1006 — six  months. 


"ST.  PAUL'S  COURT." 

This  imposing  lookmg  structure  is  now  being  erected  at  the 
northwest  corner  of  Washington  av  and  St.  Paul's  pi,  Bronx. 
by  the  Zlpl^es  Construction  Co.,  of  which  Maximilian  Zipkes, 
147  4tii  av,  is  president  and  architect.  The  building  has  b'^en 
desig.'ied  and  built  ay  a  sample  of  an  architect's  undertaliing, 
and  is  without  doubt  one  of  the  best  looking  houses  in  tlie  Bronx 

The  front  is  laid  up  in  limestone  and  white  brick  up  to  the 
second  story,  thence  red  brick  laid  in  black  mortar  and  trimmed 
with  glazed  terra  cotta.  The  feature  of  omitting  the  usual 
heavy  cornice  at  the  top,  which  has  promimently  marked  a 
great  many  of  the  buildings  for  which  Mr.  Zipkes  is  the  archi- 
tect, marks  this  building.  The  tower  features,  together  with 
the  combination  of  colors,  give  the  whole  aspect. of  the  house 
an   attractive   and   imposing   appearance. 

The  drawing  rooms  are  finished  in  mahogany,  with  lemon  paper 
of  the  highest  quality.  The  dining  rooms  are' finished  with 
Flemish  oak  panel  work,  and  Dutch  shelves,  with  walls  laid 
up  in  green  tapestry.  Private  halls  are  finished  in  a  new  style 
of  brown  pressed  paper.  Bedrooms  are  finished  in  maple,  with 
light  blue  and  light  pink  paper.  Kitchens  and  bathrooms  are 
In  white  enamel.  Each  apartment  has  a  refrigerating  com- 
partment; also  individual  dumbwaiters  and  built-in  closets. 
The  main  stair  hall  is  entirely  of  marble,  and  the  entrance  and 
main  h.iUs  nre  finished  in  a  soft  shade  of  brown.  There  will  hi 
electric  lights  and  electric  annunciators. 

Special  storage  rooms  have  been  provided  in  the  basement, 
as  well  as  drying  apparatus  for  the  wash  of  the  various 
tenants.  Despite  the  latest  improvements  and  best  workman- 
ship, the  rents  will  be  medium,  it  being  the  intention  of  this 
company  to  give  the  people  of  the  Bronx  something  better  for 
fhe  same  rent  than  is  prevailing  in  the  neighborhood. 

The  building,  which  is  08x100  ft.,  with  five  stories  and  base- 
ment, was  started  on  May  1,  1906,  and  is  to  be  ready  for  oc- 
cupancy Nov.  1,  1906,  making  just  six  months  for  the  actual 
operation.  Applications  have  already  been  made  exceeding 
the  number  of  apartments  in  the  building.  None,  however,  will 
be  con.•^idered  until   open  for  occupancy. 


Estimates  Receivable  for  Wanamaker  Arcade. 

BROADWAY. — Architect  Horace  Trumbauer,  Land  Title 
Building,  Philadelp'hia,  Pa.,  is  ready  to  take  figures  on  the 
general  contract  for  the  3-sty  arcade  building  for  John  Wana- 
maker, of  Philadelphia,  Pa.,  to  be  erected  at  Nos.  724  to  730 
Broadway,  running  through  to  Lafayette  pi,  136  ft.  on  Broad- 
way and  120  ft.  on  Lafayette  pi.  The  exterior  will  be  in  the 
Colonial  type  of  design,  with  columns  extending  from  the  side- 
walk to  the  third  story,  supporting  a  cornice  and  balustrade. 
There  will  be  fourteen  stores  on  the  first  floor,  and  the  second 
and  third  stories  will  be  partitioned  off  into  some  sixty  or  more 
offices.  The  site  contains  about  fifteen  city  lots,  and  It  is  said 
Air.  Wanamaker  paid  about  $1,000,000  for  fhe  property  two 
years  ago.  No  building  contracts  have  yet  been  issued.  For 
the  new  Wanamaker  store  building,  at  4th  av,  8th  and  9th  sts, 
D.  H.  Burnham  &  Co.,  of  Chicago,  were  the  architects,  John 
Griffitl's  <fe  Son  did  the  masonry,  carpentry  and  ironwork,  and 
F.  H.  Chapman,  11  Cedar  st,  the  excavating. 


Gillies  Campbell  Co.  to  Erect  Ball  Building. 

37TTI  ST.— The  general  contract  for  the  fireproof  10-sty  loft 
building.  51x85  ft.,  which  Tliomas  R.  Ball,  60  West  23d  st,  is 
to  build  at  Nos.  36-38  West  .37th  st,  estimated  to  cost  $200,000. 
has  been  av/arded  to  the  Gillies  Campbell  Co.,  of  No.  1  Madison 
av.  Tl;e  exterior  will  contain  Indiana  limestone  for  the  first 
and  second  stories,  and  front  brick,  with  stone  trim,  will  be 
used  abo\^.  The  interior  will  contain  electric  elevators,  steam 
heat  and  electric  lights.  There  will  be  a  composition  roof, 
copper  cornices,  etc.  No  sub-contracts  have  yet  been  awarded. 
Townsend,  Steinle  &  Haskell,  29-33  East  19th  st,  are  the 
architects. 


Latest  Seventy-Third  St.  Improvement. 

73d  ST. — Dr.  Howard  Lilienthal,  M.  D.,  766  Madison  av,  has 
purchased  fhe  plot  26.9x100  ft,  at  No.  115  East  73d  st,  from 
Henry  Rogers  Winthrop,  treasurer  of  the  Equitable  Life  As- 
surance Society,  on  which  he  will  erect  an  American  basement 
dwelling,  to  cost  about  $75,000.  Messrs.  Buchman  &  Fox,  11 
East  59th  st,  will  mal^e  the  plans  and  receive  all  figures.  No 
building   contracts   have  yet   been   awarded. 


Furniture  Factory  for  West  Thirty-Sixth  St. 

36TH  ST. — Thonet  Brothens,  of  No.  860  Broadway,  have  com- 
missioned Archite^'t  Frederick  W.  Wvntworth,  of  the  Citizens' 
Trust  Co.  Building,  Paterson,  N.  J.,  to  design  plans  for  a  7-sty 
reinforced  concrete  furniture  factory  to  be  erected  on  a  plot 
75x100  ft,  at  Nos.  542  to  546  West  36th  st,  Manhattan,  at  an 
estimated  cost  of  $100,000.  No  building  contracts  have  yet  been 
awarded. 


New  Contracts  for  Thompson-Starrett  Co. 

The  Thompson-Starrett  Co.,  49  Wall  st,  Manhattan,  has  taken 
the  general  contract  to  erect  at  Kearney  st  and  Union  sq,  San 
Francisco,  Cal.,  an  8-sty  ofBce  building  for  the  Luning  estate. 
They  have  also  received  the  contract  to  build  the  Sherman  & 
Clay  building,  8  stories,  at  Kearney  and  Sutter  sts,  estimated 
to  cost  $175,000. 


Machinery  for  manufacturing  sash,  doors  and  trim  was  in- 
stalled recently  for  the  Weisberg-Mark  Co.,  at  92d  st  and  East 
River,  and  hereafter  the  company  will  estimate  on  this  line  of 
work. 


Apartments,  Flats  and  Tenements. 

CHERRY  ST.— Michael  Rofrano,  8  Roosevelt  st,  will  build  at 
Nos.  106-110  Cherry  st  two  0-sty  tenements,  37.4x87  ft.,  to  cost 
$60,000.    Eernstehi  &  Bernstein,  24  East  23d  st,  are  planning. 

Henry  Regelmann,  133  7th  st,  is  preparing  plans  for  a  13- 
family,  4-sty  tenement  with  stores,  24xS0  ft,  for  George 
Schuster,  Grand  st,  to  be  erected  at  Mt.  Vernon,  N.  Y.,  to  cost 
$20,000. 

PARK  AV. — Isaac  Pox,  Washington  and  Vesey  sts,  will  build 
on  the  northwest  corner  of  Park  av  and  97th  st,  three  G-sty 
flat  buildings,  37x100.11  and  20x100.10  ft.  C.  M.  Straub,  122 
Bowery,   is  now  planning. 

WASHINGTON  AV. — C.  M.  Straub,  122  Bowery,  is  preparing 
plans  for  two  6-sty  stores  and  fiats,  50x91  ft,  for  Harry  A, 
Thuor,  110  Nassau  st,  to  be  erected  on  the  northwest  corner 
of  Washington  av  and  185th  st. 

MADISON  ST.— L.  Pr.'ink,  1556  Eastern  Parkway,  will  build 
on  the  south  side  of  Madison  st,  362.7%  ft.  west  of  Market  st, 
a  6-sty  22-family  tenement,  25x86.2  ft.,  to  cost  .$25,000.  Bern- 
stein &  Bernstein,  24  East  23d  st,  are  preparing  fhe  plans. 

MADISON  ST. — Louis  Frank,  1556  Eastern  Parkway,  Brook- 
lyn, will  erect  on  the  south  side  of  Madison  st,  312.4  ft.  west  of 
MarT<et  st,  a  6-sty  22-family  tenement,  25.2x86  ft.,  to  cost 
.$•25,000.     Bernstein  &  Bernstein,  24  East  23d  st,  are  arc'hitects. 

BROADWAY. — The  Times  Realty  Co.,  25  East  99th  st,  is 
ready   to   talce   figures   on  sub-contracts   for  a   fi-sty   apartment 
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house,  100x90  ft.,  to  be  erected  at  the  northwest  corner  of 
Broadway  and  130th  st,  from  plans  by  Messrs.  Neville  &  Bagge, 
217  West  i25fh  St.     No  contracts  let. 


Churches. 

The  corner  stona  for  the  new  $50,000  church,  which  is  being 
built  by  Mrs.  C.  H.  M.ackay.  at  Roslyn,  L.  I.,  was  laid  on 
Thursday,  this  week.  The  exterior  will  be  of  clinker  brick, 
along-  architectural  lines  similar  to  those  of  the  parish  house, 
100x70  ft.  in  size.  The  edifice  is  a  gift  to  Trinity  Pprish  of 
Roslyn  as  a  memorial  to  Mrs.  Mackay's  mother. 


Stables. 

PACIFIC  ST. — The  National  Biscuit  Co.,  409  West  15th  st, 
is  taking  figures  on  the  general  contract  for  a  2-sty  stable, 
100x135  ft.,  to  be  erected  by  them  on  Pacific  st,  near  Gi-and  av, 
Brooklyn,  from  plans  by  A.  G.  Zimmerman,  Chicago,  111.  No 
contracts  let. 

.  WAVERL.T  PL. — The  Andrew  J.  Robinson  Co.,  123  East  23d 
st,  has  taken  the  contract  for  an  addition  and  interior  altera- 
tions to  the  3-sty  stable  and  dwelling  No.  108  Waverly  pi  for 
Miss  Grace  Wilkes,  10  Washington  sq,  from  plans  by  Chas.  C. 
Haight,  4."i2  5th  av. 


Factories. 

Charles  Fall,  110  11th  st,  Hoboken,  N.  J.,  is  taking  figures  on 
a  5-'sty  factory,  4.")x90  fl.,  to  be  erected  at  Grand  and  12th  sts, 
Hoboken,   N.  J.     No  contracts  let. 

Balleisen  &  Wexler,  11  Graham  av,  Brooklyn,  are  to  build  a 
C-sty  concrete  factory  building,  52x90  ft,  to  cost  $00,000.  R.  T. 
Rasmussen,   30   Graham   av,   is   architect. 

JAVA  ST. — G.  Erda,  795  Manhattan  av,  Brooklyn,  has  pre- 
pared plans  for  a  3-sty  brick  factory,  COxlOO  ft,  for  P.  Bier- 
schenck.  to  be  erected  at  Java  and  Provost  sts,  Brooklyn,  to 
cost  $5,000. 

SEDGWICK  ST. — Plans  are  now  ready  by  Alex  S.  Hedman, 
371  Fulton  ist,  Brooklyn,  for  a  2-sty  brick  and  stone  factory, 
38x90  ft,  for  J.  Schaffer,  to  be  erected  on  Sedgwick  st,  near 
Columbia  st,  Brooklyn,  at  a  cost  of  $12,000. 


Miscellaneous. 

The  Bellman  &  Sanford  Electric  Lighting  Co.,  149  Broadway, 
Manhattan,  will  erect  a  plant  at  Butler,  N.  J. 

Architect  Cass  Gilbert,  11-13  East  24th  st,  is  preparing 
sketches  for  an  addition  to  the  St.  Louis  Hotel,  Duluth,  Minn., 
estimated  to   cost  $75,000. 

Plans  have  been  approved  by  the  committee  on  high  school, 
Norwalk.  Conn.,  for  a  new  building  designed  by  Wilson  Potter, 
1  Union  sq.  Manhattan,  to  cost  $100,000.  Estimates  will  be 
taken  immediately. 

Ernest  Flagg,  35  Wall  st,  Manhattan,  has  completed  plans 
and  the  Secretary  of  the  Navy,  Washington,  D.  C,  will  receive 
bids  until  October  15  for  an  experimental  station  to  be  erected 
at  Annapolis,  Md.     The  structure  is  estimated  to  cost  $250,000. 

The  Foundation  Co.,  35  Nassau  st,  has  commenced  work  on  a 
contract  for  all  piers,  abutments  and  pedestals  required  for  » 
railroad  bridge,  and  also  a  highway  bridge  across  the  canal 
furnishing  water  to  the  plant  of  the  Pittsburgh  Reduction  Co., 
at   Massena,    N.   T. 

The  Geo.  A.  Fuller  Co.,  Manhattan,  will  soon  commence  work 
on  the  $150,000  theatre  and  office  building  at  9th  st!  near  F  St.. 
it.  W..  Washington,  D.  C.  The  owner  is  the  Washington 
Theatre  Co.,  and  the  lessees  Weber  &  Rush.  Three  stories,  80x 
200  ft.,  seating  capacity  2,000.  J.  B.  McElfatrick  &  Son,  1402 
Broadway,   are  architects. 

Estimates  Receivable. 

Bids  will  be  received  until  October  24  by  the  State  Commis- 
sion in  Lunacy  for  the  erection  of  an  acute  hospital  building  at 
TJtica,  N.  Y.     T.  E.  Carr  is  .secretary. 

Commissioner  of  Charities  Robert  W.  Hebberd  will  open  bids 
on  Oct.  12th  for  the  group  of  eight  buildings  to  be  known  as 
the  Sea  View  Hospital,  to  be  erected  at  Castleton,  S.  I.  Ray- 
mond F.  Almirall,  51  Chambers  st,  is  architect.  (See  issue 
Sept.  29,  page  VI.) 

IIOTH  ST. — Plans  are  ready  by  Geo.  Fred  Pelham.  503  5th  av, 
for  a  2-sty  post  office  building,  45x95  ft.,  for  L.  I.  Reinhardt, 
587  Lenox  av,  to  be  erected  on  the  north  side  of  140th  st,  105 
ft.  west  of  Sth  av,  to  cost  $15,000.  Brick  exterior,  tin  roof, 
steam  heat,  galvanized  iron  cornices,  etc.     No  contracts  let. 

92D  ST. — Irving  Bachrach,  203  Broadway,  has  plans  ready  for 
alterations  to  his  private  residence,  74  East  92d  st.  Contractors 
who  are  desirous  of  figuring  on  the  following  works,  such  as 
mason,  electric,  doors,  sashes,  wainscoting,  iron,  fireproof  dumb- 
waiters, tiling,  parquet  floors,  carpentry,  painting  and  decorat- 
ing, will  kindly  write  to  the  owner. 

ISIST  ST. — Bids  will  soon  be  called  for  by  the  Fire  Com- 
missioner for  the  new  3-sty  Fire  Engine  &  Hook  and  Ladder 
house,  46x100  ft,  which  the  city  is  to  erect  on  the  north  side 
of  181st  st,'  100  ft  west  of  Audubon  av,  at  a  cost  of  $50,000. 
plana  by  Howard  Constable,  14  East  23d  st,  specify  an  exterior 


of  granite  a.nd  Indiana  limestone,  blue  stone  coping,  with  steam 
heat,  uon  staircases,  etc. 

CHERRY  ST. — Horgan  &  Slattery,  1  Madison  av,  will  recel%-e 
bids  on  the  general  contract  for  the  3-sty  public  bath,  50x100 
ft.,  which  the  city  is  to  build  on  the  northeast  corner  of  Cherry 
and  Oliver  sts,  to  cost  $125,000.  Three  old  buildings  will  be 
demolished,  limestone,  brick  and  terra  cotta  exterior,  terra 
cotta  cornices,  Roebling  system  floors,  brick  roof,  etc.  No  con- 
tracts have  been  awarded. 

29TH  ST. — No  contracts  have  been  awarded  for  the  5-sty  cold 
storage  building,  50.9x90  ft.,  which  H.  Koehler  &  Co.,  29th  st 
and  1st  av,  is  to  build  at  Nos.  341-345  East  29th  st,  estimated 
to  cost  $80,000.  One  building  will  be  demolished;  granite  and 
brick  exterior,  bluestone  coping,  slag  roof,  copper  cornices,  etc. 
Edwin  H.  Koehler.  205  West  79th  st,  is  president;  Norman  S. 
Goldberger,  57  East  COth  st,  vice-president;  Arnold  W.  Koehler, 
Ansonia  Hotel,  Broadway  and  73d  st,  treasurer,  and  Maurice 
Goldberger,  57  East  COth  st,  secretary.  Julius  Kastner,  1133 
Broadway,  is  architect. 


Contracts   Awarded. 

AMSTERDAM  AV.— Barr  &  Gruber,  210  Bowery,  have  the 
contract  for  improvements  to  No.  194  Amsterdam  av  for  John 
Mackay.   3.58   West   5l3t   St. 

V.  J.  Hedden  &  Sons  Co.,  1  Madison  av,  has  received  the 
general  contract  to  biiiid  a  new  bank  building  for  the  Connecti- 
cut Savings  Bank  at  New  Haven,  Conn. 

Bureau  of  Yards  and  Dock?,  Washington,  D.  C,  has  awarded 
to  the  Ingcrsoll-Rand  Co.,  11  Broadway,  New  York,  contract 
for  furnishing  two  air  compressors  to  the  navy  yard,  Norfolk, 
Va.,   at  $30,2.34.. 

55TH  ST. — Murphy  Bro.s.,  489  5th  av,  have  received  the  con- 
tract for  alferations  to  Nos.  204-200  West  55th  st,  for  Edw-ard 
H.  Titus,  of  Closter,  Bergen  County,  N.  J.,  from  plans  by  John 
H.   Duncan,  208  5th  av. 

53D  ST. — .lohn  Goerlitz,  403  East  SSth  st,  has  received  the 
contract  for  the  erection  of  a  storage  building  for  the  Artificial 
Ice  Co.,  418  East  53d  st,  at  No.  421  East  53d  st,  from  plans  by 
Otto  L.  Spannhake,  200  East  79tli  st. 

PARK  AV. — The  Jones  Construction  Co.,  1  Union  sq,  has  re- 
ceived the  contract  for  $10,000  worth  of  improvements  to  the 
7-sty  apartment  house,  772  Park  av,  tor  Mrs.  D.  E.  Moran,  on 
premises,  from  plans  by  Geo.  B.  Post  &  Sons,  33  East  17th  st. 

ALLEN  ST. — A.  L.  Libman.  2250  Amsterdam  av,  has  obtained 
the  general  contract  to  erect  the  G-sty  flat  southeast  corner 
Allen  and  Delancey  sts  for  Morris  Weinstein,  from  plans  by 
Bernstein  &  Bernstein.  He  is  now  ready  for  bids  on  all  ma- 
terial and  labor. 

39TH  ST.— The  J.  C.  G.  Hupfel  Brewing  Co.,  229  East  38th 
st,  has  awarded  to  The  Lewis  Weber  Building  Co.,  No.  1  Mad- 
ison av,  the  contract  to  build  a  side  extension  14x38  ft,  to  the 
boiler  house  Nos.  234  &  230  East  39th  st.  Adolph  G.  Hupfel, 
9  West  SOth  st,  prepared  the  plans. 

44TH  ST. — John  T.  Brady,  6  East  42d  st,  has  received  the 
contract  for  $10,000  worth  of  improvements  to  the  4-sty  loft 
building  Nos.  C2C-C30  West  44th  st  for  the  Charles  E.  Ellis 
Real  Estate  Co.,  009  West  43d  st.  The  Quay  Engineering  Co., 
1123  Broadway,   is  in  charge  of  the  work. 

Frank  B.  Gilbreih,  the  Ntw  York  contractor,  has  taken  a  con- 
tract on  the  Gilbreth  "cost-plus-a-fixed-sum"  basis  for  a  large 
mill  buildin?  for  the  Minterburn  Mills  at  Rockville,  Conn.  C. 
R.  Makepeace  &  Co.,  of  Providence,  R.  I.,  are  the  designers. 
The  structure  is  to  be  built  of  reinforced  concrete;  the  building 
IS  SIX  stories  high  and  about  300  ft.  long.  Another  contract 
which  Mr.  Cilbre'h  recently  secured  is  a  large  mill  building  at 
Bayonne,  N.  J.,  for  Henry  M.  Crane.  At  the  present  time  Mr. 
GilbretVi  has  under  construction  a  number  of  large  manufactur- 
ing plants,  power  houses,  etc.,  in  various  parts  of  the  counti", 
including  I  he  Champion  Fibre  Co.'s  new  mills  at  Canton,  N.  C, 
which  will  be  the  largest  plant  of  its  kind  in  the  south.  This 
plant  is  being  built  under  the  direction  of  George  F.  Hardy, 
consulting  engineer.  New  York,  who  has  also  awarded  to  Mr. 
Gilbreth  another  contract  for  the  same  owners  for  a  mill  over 
one-quarter  of  a  mile  long  at  Hamilton,  Ohio.  This  plant  will 
use  the  raw  material  produced  at  the  Canton  plant.  At  Seattle. 
Wash.,  Mr.  Gilbreth  is  erecting  a  large  reinforced  concrete  power 
house  for  the  Columbia  Improvement  Co.,  which  is  well  under 
way.  This  building  was  originally  designed  in  structural  steel, 
but  after  the  California  earthquake  it  was  decided  to  change 
the  design  for  the  entire  structure,  including  coal  bunkers,  etc., 
to  reinforced  concrete,  it  being  better  adapted  to  resist  both 
fire  and  earthquake  shocks.  Other  cost-plus-a-flxed-sum  con- 
tracts which  Mr.  Gilbreth  has  in  hand  at  present  are  as  fol- 
lows: A  reinforced  concrete  building  for  the  Citizens'  Bank  of 
Alameda,  Cal.;  a  large  forge  and  machine  shop  in  Jersey  City, 
N.  J.,  for  the  Stayman  Manufacturing  Co.,  and  the  12-sty  re- 
inforced concrete  office  building  for  the  McGraw  Publishing  Co. 
This  building  will  be  the  home  of  the  Engineering  Record,  Street 
Railroad  Journal.  Electrical  World  and  other  papers  published 
by  the  above  mentioned  company.  It  will  embody  the  latest 
and  most  approved  ideas  in  reinforced  concrete.  It  will  be  the 
highest  and  the  largest  concrete  building  in  the  City  of  New 
York.      Mr.    Gilbreth   has   recently   completed   some   large   addi- 
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tions  to  the  plant  of  the  Yale  &  Towne  Manufacturing  Co.,  at 
Stamford,  Conn.,  the  improvement.s  consisting  mainly  of  several 
large  buildings,  some  of  reinforced  concrete  and  otliers  of  mill 
construction. 


Bids  Opened. 

Bids  were  opv^nvd  by  the  Fire  Commissioner  for  t!\e  erectior. 
of  a  new  building  for  JSngine  Coiopany  l.V,)  on  the  northerly 
side  of  Greenpolnt  av,  near  Gale  st.  Queens  Borough.  VVm.  P. 
McGarry,  2f!C>  Huron  st,  Brooklyn,  at  .');r).'i,841,  low  bidder.  Other 
bidders  were  D.  J.  Ryan  723  3d  av  Brooklyn,  and  ThO'S.  Cock- 
trill  &  Son,  147  Columbus  av. 

Bids  w"ere  opened  by  the  Commissioner  of  Water  Supply,  Gas 
and  Electricity  .September  20  for  erecting  a  machine  siiop  on 
the  east  side  of  Logan  st,  80  ft.  north  of  Atlantic  av,  Brooklyn 
C.  H.  Peckw  orth,  115  Hudson  st.  at  .«:^7,S44,  low  bidder.  O'ner 
bidders  were  Geo.  F.  l.lriscoll,  301  Fulton  st,  Brooklyn,  and 
James   MacArthur,  22  Ormond  pi,   Brooklyn. 

John  Thatcher  &  Son,  of  Brooklyn,  have  submitted  the  lowest 
bid  among  ten  other  builders  to  erect  the  new  Academy  of 
Music  on  Lafayette  av,  extending  from  Ashland  pi  to  St.  Felix 
st,  Brooklyn.  It  is  expected  the  contract  will  be  officially 
awarded  in  less  than  one  month.  Seven  hundred  and  fifty 
thousand  dollars  has  been  subscribed  toward  the  $l,0l>0.OnO 
needed  for  the  project.  Messrs.  Herts  &  Tallant.  32  East  28th 
st,    are    the   architects. 


BUILDING      NOTES 


Louis  Block,  formerly  head  of  the  engineering  department  of 
the  De  La  Vergne  Machine  Co.,  of  the  Bronx,  has  opened  offices  at 
No.  45  East  42d  st  as  consulting  engineer.  His  specialty  will 
be  ice  manufacturing  and  refrigerating  plants. 

Michael  Cohen,  St.  James  Building,  Broadway  and  2(ith  st, 
has  been  appointed  sales  representative  for  the  Novus  Sanitary 
Structural  Glass  Department  of  the  Penn-American  Plate  Glass 
Co.,  Inc.  Mr.  Cohen  wjll  have  associated  with  him  Messrs.  E. 
H.  Ruehe,   A.   P.  Curtis  and  A.   E.  Wiberg. 

The  West  Side  Branch  of  the  Y.  M.  C.  A..  No.  320  West 
57th  st,  is  to  enlarge  its  courses  covering  building  construction. 
The  course  will  be  under  the  direction  of  Architect  Louis  E. 
Jallade,  of  No.  178  5th  av,  and  an  advisory  committee,  including 
John  M.  Carrere,  of  Carrere  &  Hastings;  Chas.  T.  Wills,  the 
builder,  1.5(5  5th  av,  and  R.  P.  Bolton,  consulting  engineer  for 
the   New   York   Central    Railroad   Terminal. 

The  building  public  generally  will  be  glad  to  learn  tiiat  the 
late  chief  engineer  of  the  Bureau  of  Buildings,  Manhattan,  Mr. 
Rudolph  P.  Miller,  has.  after  five  months  of  recuperation,  been 
restored  to  health.  He  has  opened  an  office  as  consulting  en- 
gineer at  No.  .527  5tli  ,av,  in  the  Night  and  Day  Bank  Build- 
in?.  H;s  training  and  experience  should  make  his  services 
very  valuable  to-  real  estate  owners,  architects  and  builders, 
especially  in  ail  matters  affecting  the  construction  or  safety  of 
buildings.  During  his  connection  with  the  Bureau  he  gave 
particular  attention  to  flreprooflng  and  fireproof  materials.  His 
regulations  concerning  the  use  of  reinforced  concrete  hive 
become  the  basis  for  all  similar  municipal  laws  since  drawn 
in  this  country.  In  1904  and  liK)5  he  conducted  for  the  Bureau 
of  Buildings  an  investigation  into  the  strength  and  properties 
of  common  cla.v  brick.  From  the  results  obtained  regulations 
were  framed  by  the  Bureau,  which  are  now  in  force,  govern- 
ing the  testing  and  acceptance  of  new  materials  of  construction. 
Familiarity  with  concrete  construction,  cement  products,  the 
testing  of  materials  and  the  building  law  has  made  him  emi- 
nent in  his  calling,  and  he  has  been  much  in  demand  among 
professional  organizations  as  a  lecturer  on  the  topics.  He  is 
a  member  of  the  American  Society  of  Civil  Engineers,  American 
Society  of  Testing  Materials  and  the  Municipal  Engineers  of 
New  York.     His  many  friends  wl^  him  much  success. 


No  Free  Rentals  on  the  West   Side. 

Renting  conditions  in  old  New  Y^ork  have  never  been  better 
for  owners;  that  is  to  say,  rents  have  never  been  higher,  and 
houses,  offices,  lofts,  stores  and  apartments  never  so  well  oc- 
cupied. In  the  great  apartment  house  section  of  the  West  Side 
particularly  the  minds  of  tenants  have  been  completely  dis- 
abused of  hopes  of  free  rentals.  William  R.  Ware,  of  451 
Columbus  av,  said  this  week:  "I  have  insisted  upon  the  new 
tenants  paying  the  rent  from  the  first  of  October  without  any 
deduction  for  the  time  they  are  out  of  possession  or  incon- 
venienced by  the  work  being  done  in  their  apartments  after 
the  former  tenants  vacated. 

"The  renting  season,  both  for  apartments  and  private  houses, 
has  not  been  better  in  years.  There  were  comparatively  few 
private  houses  for  rent,  and  these  were  quickly  taken,  and  from 
my  observations  tliere  are  very  few  apartment  houses  in  this 
section  that  are  carrying  vacancies  after  October  Ist.  If  there 
are,  it  must  be  for  the  following  reasons:  Either  undesirability. 
too  high  rent  asked,  or  not  proper  looking  after  by  the  agent 
or  owner." 


Foundation  of  Seligman  Building. 

The  view  shows  the  foundation  work  of  The  Foundation  Com- 
pany of  New  York  aimoi^t  completed  (Sept.  1).  The  immense 
caisson  along  the  wall  of  the  Chubb  building"' isin  process  of 
sinking.  Nearby  are  sections  of  shafting  used  in  some  of  the 
other  caissons.  The  interesting  feature  shown  in  the  illu'Stra- 
tion    is    the    method    by    which    caissons    are   braced    together   in 


order  to  keep  them  in  line.  Farther  a«ay  in  the  background 
may  be  seen  another  caisson,  with  air  lock  in  process  of  being 
sunk. 

By  the  fifteent.l-.  instant  the  caissons  were  all  sunk  .50  ft 
below  curb  to  bed  rock.  There  are  eighteen  caissons  in  all. 
The  work  of  The  Foundation  Company  for  the  fflundatiou  of 
tlie  Seligman  Building  is  now  complete  with  the  exception  of 
removing  the  shoring  timbers.  These  cannot  be  removed  until 
the   progress   of   the   new    building    warrants   it. 

The  Selig-man  Buildmg  (which  will  be  twelve  stories  high)  is 
being  erected  by  Seligman  Brothers,  Bankers.  Messrs.  Francis 
H.  Kimball  and  Julian  C.  Levi  are  the  associated  architects. 
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The  diagram  shows  the  plan  of  the  Seligman  Building  founda- 
tion as  planned  and  carried  out  by  The  Foundation  Company. 
The  eighteen  caissons  may  be  noted,  the  principal  one  being 
the  vault  pier  for  safety  deposit  vault  purposes. 

The  Foundation  Company  is  credited  with  achievements  in 
foundation  work  which  have  never  been  equalled,  let  alone  sur- 
passed. The  saving  of  time  and  the  solidity  of  the  foundation 
are  the  ends  aimed  at  in  this  branch  of  construction,  and  when 
an  investigation  of  the  splendid  work  in  New  York  is  made  it 
is  thoroughly  convincing  that  their  methodis  are  thoroughly 
successful.  Without  the  wonderful  air-lock  system,  however, 
the  great  combination  of  modern  foundation  machinery  and 
appliances  and  a  large  staff  of  efficient  men.  it  is  a  question 
whether  they  would   be  as  successful  as   they  are. 


At  the  annual  meeting  of  the  Real  Estate  Owners  Protective 
Association,  held  on  Monday  last,  the  following  officers  were 
elected:  President.  Ira  J.  Ettinger;  first  vice-president,  James 
L.  Conway;"  second  vice-president,  Robert  M.  Law;  secretary, 
Leo  Strau.?s;  treasurer,  ^Vugust  Haffetier;  recorder,  William  C. 
Pratt. 
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Car  Houses. 

Railway  companies  generally  are  giving  closer  attention  than 
formerly  to  the  importance  attached  to  erecting  car  houses  of 
non-combustible  and  slow  burning  construction;  also  to  the 
limitation  of  car  values  in  any  one  fire  division.  Noticeable 
among  the  properties  erected  of  late  are  several  of  reinforced 
concrete  type  throughout,  and  others  of  brick  walls  and  rein- 
forced  concrete,   and   tile    roof   construction. 

The  National  Fire  Protection  Association  has  adopted  the 
following  requirements  for  the  construction  of  Railway  Car 
IStorasre  Houses: 

(NOTE: — The  following  are  recommendations  from  the  stand- 
point of  fire  protection  only,  and  are  in  no  way  intended  as  a 
detailed  guide  to  architects  or  mill  engineers  with  reference  to 
the  strength  which  any  building  may  require  due  to  size  or 
occupancy.) 

Section  1,  Walls: — (Approved  concrete  construction  is  not 
covered  under  this  specification.)  Walls  to  .be  of  good  hard 
burned  brick,  laid  in  best  of  lime  and  cement  mortar. 

(a)  Outside  Walls: — When  of  pier  construction,  piers  to  be 
not  less  than  20  inches  thick,  the  face  of  pier  to  measure  not 
less  than  one-fourth  as  much  as  the  space  between  centers  of 
piers,  and  the  wall  between  p:ens  to  be  not  less  than  12  inches 
thick.     When  without  piers,  to  be  not  less  than  16  inches  thick. 

Where  exposed,  to  be  carried  full  thickness  of  wall,  at  least 
five  feet  above  roof,  to  be  provided  with  durable  and  non-com- 
bustible coping.  Where  roof  is  of  fire-resistive  construction, 
walls  to  extend  to  roof.  If  exposed,  walls  to  be  solid,  or  any 
openings  therein  to  be  protected  in  a  standard  manner. 

(b)  Cut-oft  or  Division  Walls  of  Fire  .Sections: — To  be  not 
less  than  10  inches  thick,  and  when  walls  are  over  GO  ft  in 
length,  to  be  not  less  than  20  inches  thick,  or  to  be  strengthened 
by  equivalent  piers  or  pilasters,  spaced  not  over  20  ft  centre 
to  centre,  the  walls  between  piers  being  not  less  than  10  inches 
thick. 

To  be  not  less  than  five  feet  parapet,  carried  full  thickness 
of  wall,  projecting  through  and  beyond  cornice  eight  inches, 
with  durable  and  non-combustible  coping.  Where  roof  is  of 
fire-resistive  construction,  parapet  may  be  modified. 

To  be  no  openings  in  division  walls  separating  car  storage 
sections,  except  that  for  every  100  ft  of  length  there  may  be  one 
opening  in  wall,  of  an  area  not  exceeding  21  sq  ft,  the  same  to 
be  protected  with  a  standard  automatic  closing  fire  door  on 
each  side  of  opening.  End  walls  to  have  no  openings  within 
fiv^   feet   of   division   walls. 

Section  2,  Height: — One  story,  without  basement  or  space 
below,  except  at  pits.  Height  of  walls  not  to  exceed  20  ft.  at 
eaves  line,  or  25  ft.  at  peak  of  roof  above  the  floor  level,  the 
slope  being  from  one-half  to  on.e  inch  per  foot. 

Section  3,  Area: — Sections  between  standard  cut-off  or  di- 
vision walls  to  contain  not  over  10,000  sq.  ft.  of  floor  area. 
Distance  between  centres  of  adjacent  tracks  not  to  be  greater 
than  tweU-e  feet  or  less  than  eleven  feet. 

Section  4,  Roof  and  Roof  Supports: — (a)  Post  or  Column 
Covering  (when  of  Fire-Resistive  Type) : — All  vertical  metal  sup- 
ports to  be  insulated  by  not  less  than  four  inches  of  concrete, 
or  of  terra  cotta,  or  of  such  other  insulating  material  as  may 
be  approved  by  the  National  Board  of  Fire  Underwriters,  inde- 
pendent of  any  air  space  next  to  the  metal.  Well  laid  brick 
is   strongly   preferred   for   column    covering. 

(b)  Oder  Covering  (when  of  Fire-Resistive  Type): — All 
metal  girders  shall  be  insulated  throughout  by  not  less  than 
four  inches  of  concrete,  or  of  terra  cotta,  or  of  such  other  in- 
sulating material  as  may  be  approved  by  the  National  Board 
of  Fire  Underwriters. 

(Note: — No  plaster  of  Paris  or  lime  mortnr  shall  be  used  for 
the  purpose  of  insulating  material,  nor  shall  any  plaster, 
whether  or  not  on  metal  lathing,  be  considered  a  part  of  the 
covering    required.) 

No  single  block  or  unit  of  insulating  material  used  for  column 
covering  shall  have  a  greater  vertical  dimension  than  six  inches 
when  placed  in  position,  nor  shall  the  shells  and  web  of  hollow 
tile  or  terra  cotta  blocks  be  less  than  one  inch  in  thickness,  and 
these  blocks  shall  be  laid  up  with  Portland  cement  mortar,  and 
the  said  blocks  be  suitably  tied  or  anchored  together. 

(c)  Roof  (when  of  Fire-Resistive  Type) : — To  be  of  an  ap- 
proved system  of  brick,  concrete  or  terra  cotta,  or  other  non- 
combustible  material  which  may  be  approved  by  the  National 
Board  of  Fire  Underwriters  for  such  purpose,  with  satisfactory 
insulation  of  special  supports  or  tie  rods.  Roof  covering  to  be  of 
gravel   or  approved  composition. 

(d)  Roof  and  Roof  Supports  (when  of  Slow  Burning  Type):  — 
Roof  timbers  to  be  not  less  than  three-inch  spliced  plank.  To 
have  timbers  (preferably  single  stick)  not  less  than  six  by 
twelve  inches,  spaced  not  less  than  six,  nor  more  than  ten  feet 
on  centres,  supported  by  wooden  posts,  not  less  than  ten  by  ten 
inches,  and  without  trusses.  Where  roof  timbers  enter  walls 
at  opposite  sides,  there  to  be  at  least  eight  inches  of  brick  work 
between  ends  of  beams,  which  shall  be  self-releasing.  To  be 
without  monitors.  Roof  covering  to  be  of  gravel  or  approved 
composition. 

Section  5,  Skylights  and  Ventilators: — Skylights  to  be  of  flat 
type,   wire  glass  and  metal  frames,   constructed   in   accordance 
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with  National  Fire  Protection  Association  standard.  Ventilat- 
ors, if  any,  to  be  of  metal. 

Section  C,  Cornice:— Cornice,  if  any,  to  be  of  non-combustibl2 
material  and  plain  finish. 

Section  7.  Finish: — If  any,  to  be  non-combustible,  and  with- 
out  concealed   spaces. 

Section  8,  Floors: — To  be  of  brick,  concrete,  stone  or  earth. 

Section  0,  Pits: — To  be  constructed  of  non-combustible  ma- 
terial throughout,  including  floors,  steps,  and  walls,  and  to  have 
not   more  than   two  track  sections  communicating. 

Section  10,  Tracks: — To  run  clear  from  building,  without 
break  or  transfer  table.  To  be  terminated  by  suitable  bumpers, 
so  that  there  will  be  a  clear  space  of  not  less  than  three  feet 
between  bumpers  and  wall  of  building.  Special  track  work  in 
front  of  building  to  be  provided  with  guard  rails  where  neces- 
sary. 

Section  11.  Track  Doors: — Track  doors  to  be  in  pairs,  to  be 
arranged  so  that  whether  open  or  closed  any  door  of  one  pair 
will  not  interfere  with  the  operation  of  any  other  pair.  When 
within  ten  feet  of  cut-oft  walls,  to  be  covered  and  hung  as  for 
a  swinging  standard  fire  door.  Approved  metal  roller  doors 
may  also  be  used. 


One  Way  of  Solving  the  Rent   Ouestion. 

A  noticeable  feature  of  South  Brooklyn  building  is  the  great 
number  of  2-family  brick  houses  recently  completed.  Most 
of  them  are  built  on  the  same  lines,  on  plots  of  20x100,  per- 
mitting a  lawn  in  front  as  well  as  rear.  Important  features 
are  the  bay  circular  and  octagon  fronts,  built  of  Indiana  and 
Colonial  white  solid  stone,  and  box  stone  stoops.  The  interior 
trimmings  are  of  hardwood  throughout;  quartered  oak  consol 
mirroiTS  in  parlors;  Colonial  one-paneled  doors;  Colonial  dining- 
room,  beam  ceiling  and  shelf  plate  rack;  built-in  buffet  and 
china  closets,  combined  with  leaded  glass  doors  and  beveled 
plate  mirrors;  tiled  bath  room,  open  high  class  nickel  plumbing; 
Colonial  gas  fixtures  ^hi'oughout;  two  separate  furnaces  to  each 
house;  combination  coal  and  gas  ranges  in  each  kitchen. 

Those  who  buy  such  a  house,  and  live  in  part  of  it,  the 
builders  say,  live  rent-free;  those  who  buy  for  investment  make 
40  per  cent,  on  the  money  they  pay  nut,  as  is  easily  shown  in 
the   following  illustration: 

Rental  of  upper  floor,  six  rooms  and  bath,  $30.  Rentals  lower 
floor,  live  rconis  and  bath,  .f2S.  Per  month,  .foS.  Per  year, 
!?';!)!. 

Expenses:  Interest  on  first  mortgage  of  $4,0(10  at  5'/4  per 
cent.,  $220.  Taxes,  .•?('.2.,")0.  Water  tax,  $13.  Insurance,  $4.50. 
Total  espijnse,  $300.     Total  profit,  each  year,  $394. 
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IN  THE  REAL  ESTATE  FIELD 


1) 


Real  Estate  and  Building  Statistics. 

'I'lie  following  aie  the  comparative  tables  of  Manhattan,  The 
Bronx  and  Brooklyn  of  the  Conveyances,  Mortgages  and  Pro- 
jected Buildings  for  the  corresponding  weete  in  1905  and   1006: 

MANHATTAN    AND    THE    BRONX. 

00NVKTANCE8. 


1906. 
Sept.  28-Oct.  4,  Inc. 

Total  No.  for  Manhattan 254 

No.  wltli  eonsliloratlon 16 

Amount  Involved I425,?i.')0 

Number  nominal 238 


1905. 
Sept.  29-Oct.  5.  Inr. 
Total  No.  for  Mantiattan  346 

No.  with  consideration. .  19 

Amount  Involved $960,012 

Number  nominal 327 


Total  No.  Manhattan,  Jan.  1  to  date 

No.  with  conaidoration,  Manhattan,  Jan. 

1  to  date 

Total  Amt.  Manhattan,  Jan.  1  to  date 

1906. 
Sept.  28-Oot.  4,  Inc. 

Total  No.  tor  th«  Bronx 20.5 

No,  with  consideration 10 

Amount  Involved H  70,650 

Number  nominal 195 


Total  No.,  The  Bronx,  Jan.  1  to  date 

Total  Amt.,  The  Bioni,  Jan.  1  t<>  date... 
TutaS  IVu.  jflauliatlan  and  The 

Bronx,  Jan*  1  to  date  

Total  Ami.  .tlanliattan  and  The 

HronK,Jan«l  to  date 


1900. 
17,251 


1,046 
156,941,937 


1905 
17,370 

1,343 
$65,380,242 


1905. 
Sept.  29-Oct.  5,  Inc. 
Total  No.  for  The  Bronx  195 

N->.  with  consideration..  25 

Amount  involved 1112,910 

Number  nominal 170 


1906. 
9,791 

10,770,661 

2r,o-i-i 

«6,3,7il,598 


19)5. 
10,346 
»lo, 600.324 

37,716 

tr5,»S0v'>6(> 


Assessed  Value,  IManhattan. 


Sept 

Total  No.,  with  Consideration 

Amount  Involved. . ., 

Assessed  Value 

Total  No.,  Nominal 

Assessed  Value 

Total  No.  with  Conald.,  from  Jan.  1st  to  dat« 

Amount  Involved "  " 

Assessed  value "  " 

Total  No.  Nominal "  " 

A'^seftsed  Value "  " 

Total  No.  for    ITIanliattan,   for 

SepK'iubtT 

Total  Amt.  for  ITIanliattan  for 

September 

Total  IVo.  IVoiuinal 

Total  No.    for  The    Brons,    for 

September 

Total  Amt.  for  The  Bronx,  for 

September 

Total  No.  Nominal 


1906.  1905. 

28-Oct.  4.  Inc  Sept.  29-Oct.  5,lnc 
19 


16 

»425,3.50 

$346,000 

238 

$7,147.50) 

1.046 

$5('.«41,9.-)7 

$39,65«,775 

16  205 

$534,903,000 

SS.5 

»3,323,303 
8i3 

693 

8352,<t0r 
644 


$969,012 

$894,000 

327 

$11,036,000 

1  343 

$65.3811,242 

$46.47H,.507 

18,027 

$541,047,834 

1,104 

ft3,-377.600 
1,030 

695 

S284,152 
628 


MORTGAGES. 


Tjtal  number 

Amount  Involved 

No.  at  6»i 

Amount  Involv-id 

No.  at  5»i% 

Amount  Involved 

No.   at  5>4«4 

Amount  Involved 

No.  at  5'4>i 

Amount  Involved 

No.  at  5'-i 

Amount  Involved 

No.  at  4"ifi 

Amount  Involved 

No.  at  4ij'»i 

Amount  involved 

No.  Ati^m 

Amount  involved 

No.  at4>S 

.Amount  involved     

Number  at  3 'jH 

Aitount  Involved 

NSfliUerat  S^sH 

Amount  involved —   

NO.  without  interest 

Amount  involved 

No.   above  to    Bank,    Trust 

and  Insurance  Companies 

Amount  Involved 


1903.  1905 

Sept.  2.S-0ct.  4,  inc. .  -Sett.  20-Oct.  5,  Inc. — 

Manhattan.         Bronx.  Manhattan.         Bronx. 

312                     183  251                     125 

$5,805,556  il, 012, 875  $4,028,202  $1,068,803 

126         70  168         35 

$1,909,464    $352,900  $1,607,902    $305,718 


8 
«124  500 


101 
$2,236,442 


27         19  38 

$70,315  $790,000  $313,8u0 

1     

$22,000     

67         28  26 

1459,130  $680,300  $153,485 


21 

$408,000 


1  10 

$17.00o       $527,500 


3 

$27,000 


3 
$135,000 


1 
$15,000 


1 

$300 


53 

$902,150 


46 
$1,624,500 


Total  No.,  Manhattan,  Jan.  1  to  date 

Total  Amt.,  Manhattan,  Jan.  1  to  date. . . . 

Tital  No.,  The  Bron.x,  Jan.  1  to  date 

Total  Amt.,  The  Bronx,  .Tan.  1  t<:>  date. . .. 
Total  No.,  .llauhattan  and  The 

Bronx,  Jan.  1  to  date  

Total  Amt.  manhattau  p  nd  The 

Bronx.  .Ian.  1  to  date 
Total    No.    for    manhattan    for 

September 

Total  Amt.  for  ITIanhattan  for 

September 

Total   No.   for   The    Bronx,   for 

September 

Total  Amt.  for  The  Bronx,  for 

September 


18 
$113,530       $383, 

13 
$193,600       $845, 

i9oe 

14,332 

$279,433,997 

7171 

$52,385,052 

21,.'S03 

8332,319,049 

976 

827,716,801 

387 

83,484,488 


24  24 

,500       $268,500 

,500       $327,600 

1905. 

16,869 

$425,642,733 

8.360 

$73,262,522 

25,229 

8498,905,235 

773 

810,338,864 

404 

82,634,723 


PROJECTED    BnlLDINGS. 


Sotal  No.  New  Buildings : 

Manhattan 

The  Bronx 


1906  1905. 

Sept.  29-Oct.  5,  Inc.  Sept.30-0ct.  6,1 


erend  total 

Total  Amt.  N-.  "  BulldlDKB  : 


Manhattan, 
The  Bronx  . 


Oraad  To.al. , 


24 
39 

65 
48 

63 

$1,087,150 
325,100 

113 

$1,507,770 
547,650 

$1,412,250 

$2,035,420 

Total  Amt.  Alterations : 

Manhattan 

The  Bronx 


$138,100 
14,400 


Grand  total 

Total  No.  of  New  Buildings : 
Manhattan,  Jan.  1  to  date. 
The  Bronx,  Jan  1  to  date . . 


$152,500 


$1116.190 
14.600 


$210,790 


1.452 
1.782 


2,040 
1,813 


Klnhtn-Bronx,  Jan.  I  to  date 

Total  Amt.  New  Buildings  ; 

ManhattAn,  Jan.  1  to  date 

The  Bronx,  Jan.  1  to  date 

iTInhtu-Broux.  Jan.  I  to  date 

T.jtal  Amt.  Alterations: 

Tlnhtn-RronT     .ln.n.  1  to  date 

Total    No.    Neiv    Bides.,    man- 
hattan, for  September 

Total  Amt.   Neiv  Bld^s.,  man- 
hattan, for  Sepi«'mber 

Total     No.     New     Blit^fs.,     The 
Bronx,  for  September 

Total    Amt.    New    Bldg^s.,    The 
Bronx,  for  September 


3,234 

»101, 167,840 
23,046,395 


3,833 

tlO0.S88.460 
31,447.060 


*124,214,2:i5     8132,033.320 
«16,640,304        811,709,667 


85 
810,026,160 
153 
81,664,650 
BROOKLYN. 

CONVEY  ANOES. 

1906 


Total  number 

No.  with  consideration  

Amount  Involved 

S umber  nominal 

i'otai  number  of  Conveyances, 
.Ian.  I  to  date 

Total  auiouul  of  CouTefauces, 
lf*n.  I  f..«tat.. 

Total  No.  of  Conveyances  for 
September 

Total  Amt.  of  Conveyances  for 
Sepleniber 

Total  No.  of  Nominal  Convey- 
ances for  September 

MORTGAGE?, 

Total  number 

Amount  Involved 

No.  at  6 "i; 

Amount  involved 

So.  at  SVS .' 

Amount  involved 

No.  at  51SV 

Amount  involved 

So.  at  5 J»t '.'.'.'.'.'. 

Amount  Involved 

No.  at  5H   

Amount  involved 

So.at4i^H' 

Amount  Involved  

No.  at  4  % 

Amount  Involved 

No.  at  3S?i 

Amount  Involved 

No.  without  interest 

.Amoui.t  involved 

Total     nnniber    of    .Tloriirases. 

Jan.  1  todate 

Total     nnionnt    ol    mort^ases, 

.Van.  1  t4>  date 

Total     No.     of     mortgragres     for 

Sept. 

Total    Amt.    of    mortg^ag^es    for 

Sept » 


218 

811,978,640 

146 

82,219,133 

1905. 
Sept.  27-Oct.  3,  Inc.  Sept. 28  Oct.  4.1ni. 


825 
01 

$887,750 
764 

38,184 

822,816,906 

3,052 

81,232,731 

2,893 


920 
$3,092,222 

448 
$1,033,611 


803 

80 

$399,354 

723 

32,796 

«23,7I  6.931 

2,930 

81,409,277 

2,211 


540 
$2,073  053 

298 
$1,038,434 


192 
$761,903 


135 
$599,220 


245 

$1,168,725 

5 

$25,900 

1 

$700 


45 

$186  399 


29 
$101,383 

29,822 


1 

$3,000 

67 

$246,000 

30,082 


2,961 

811,190,S!-3 

PROJECTED   BUILDINGS. 


8122,220,248     $164,875,514 
1,927 

86,836,169 


No.  of  New  Buildings 


Estimated  cost. 
Tot 


>tal     No.    of    Neiv  Bnilding-s, 

.Ian.  1  to  date 

Total  Amt.  of  Ne»v  Buildings, 

Jan.  1  to  date 

Total    amount   of    Alterations. 

Inn.  1  todate. 
Total     No.    of   New    BIdsrs.    for 

Sept. 

Total  Amt.  of  New  Blds:8.  for 

Sept 


170 
$1,174,935 

6,519 

«49, 462,822 

84,169,438 

721 

83,383,325 


153 

$1,151,800 

6,430 

861,273,409 

84,023,722 

658 

85,603,833 


PRIVATE    SALES    MARKET 


South  of  59th  Street. 

ATTORNEY  ST.— Julius  H.  Reiter,  as  atlorney,  bought  for 
Reikman  &  Gutterman  .">-sty   tenement  98  Attorney  st,  25x75. 

BARROW  ST.— B.  Mayhoff  sold  for  Berthi  S.  Korn  71  Bar- 
row St,  running  throug'h  to  35  and  37  Commerce  st,  a  G-sty 
semi-fireproof   flat,   40x70. 

CANNON  ST.— Stang  &  Isaacs  sold  for  Mrs.  Fanny  Schwartz 
54  and  5G  Cannon  st,   two  (!-sty  tenements,  each  25x100. 

CANNON  ST.— Stang  &  Isaacs  sold  for  Siff  Bros.  122,124  and 
120  Cannon  st,  a  0-sty  tenement,   50x100. 

CHERRY  ST.— The  Union  Construction  and  Realty  Company 
sold,  through  E.  S.  Willard,  the  0-sty  tenement  14  and  1(1 
Cherry  st,  50x100. 

NEW  CHAMBERS  ST.— Harry  L.  Rosen  sold  the  5-sty  build- 
ing northwest   corner  of  New  Chambers  and   Roosevelt  sts. 

3D  ST. — Dennis  &  Preston  sold  for  Horace  J.  Brookes  SO 
West  3d  st,  a  4-'sty  building  with  stable,  25x75,  to  David  Stern 
and  Jacob  Lien.  This  property  h-^s  been  held  in  the  Brookes 
family  for  half  a  century.  .  .      
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3D  ST. — Chas.  Buermann  &  Co.  sold  for  Henry  C.  Finck  to 
Harris  Goldman  and  S.  S.  Manheimer  186  East  3d  st,  a  G-sty 
tenement,  24x100. 

Deal  for  University  Place  Corner. 

12TH  ST. — M.  &  L.  Hess  sold  for  the  Empire  Realty  Corp, 
to  John  L.  Wall  of  Stamford,  Conn.,  the  10-sty  and  basement 
building,  34  East  12th  st,  the  southeast  corner  of  University 
PI,  50x82.  The.buyer  gives  in  part  payment  14  lots  on  River- 
side Dri\Te,  being  200  ft  on  the  Drive,  145  ft  on  151st  st,  and 
203  ft  on  152d  st,  involving  over  $000,000.  Walter  B.  Mabie 
represented    the   purchaser. 

12TH  ST. — Jos.  Bernknoff  sold  for  Chas  R.  Faruolo  to  Aaron 
Gottlieb  and  Samuel  Schlessinger  ()35-G37  East  12th  st,  two 
4-sty   tenements. 

14TH  ST. — Mooney  &  Lawrence  sold  for  Arfhur  D.  Truax,  as 
trustee,  to  a  client  for  investment  113  East  14th  st,  between 
Union  sq  and  Irving  pi,  a  4-sty  building,  26.0x131.  This  is  the 
first  time  the  property  has  changed  hands  in  150  years. 

32D  ST. — M.  &  L,.  Heas  sold  for  Dr.  Francis  Delafield,  12-14 
West  3-ld  st,  33.8x08.9,  to  the  Pacific  Realty  Co.  The  dwellings 
now  on  the  site  will  be  razed,  and  a  12-sty  and  basement  fire- 
proof building  erected. 

40TH  ST. — Folsom  Bros,  in  conjunction  with  McVickar  Gail- 
lard  Realty  Co.,  sold  235  East  40th  st,  a  6-sty  and  basement 
apartment  house  25.6x98.9,  for  Denis  Linehan  to  Polatschajc 
Spencer  Realty  Co. 

48TH  ST. — The  Harlem  Realty  Exchange  sold  for  Samuel 
Sobel  to  Spitzer  &  Spitzer,  the  5-sty  tenement,  344  East  48th 
Et,  25x75. 

57TH  ST.— E.  E.  Tisch  &  Co.  sold  for  Mrs.  Altschul,  223  East 
57th  st,  a  4-sty  house,  20x100. 

Sale  of  Beth-El  Sisterhood  Property. 

57TH  ST.— The  Beth-El  Sisterhood  sold  245  and  247  East 
57th  Bt,  two  3-sty  dwellings,  36x100.5.  Montgomery  and  S-itz 
were  the  brokers  The  sisterhood  recently  acquired  329  and 
331  East  62d  st,   v.'here  they  are  erecting  a  4-sty  building. 

BOWERY. — Kupperstein  &  Lowenfeld,  sold  for  Max  Jorrish, 
'302  Bowery,  a  4-sty  business  building,  12.6x90. 

LEXINGTON  AV. — Peasv^  &  EUiman  sold  for  Mrs.  John  N. 
Beekman,  to  a  client  for  occupancy,  285  Lexington  av,  a  4-stj 
brown   stone   dwelling,    22x80. 

7TH  AV. — William  Richtberg  sold  for  Mrs.  E.  F.  Fouquet,  of 
Paris,  France,  the  southeast  corner  of  7th  av  and  36th  st, 
old  buildings  .54.5x60,  to  Theophile  Kick,  who  now  controls  a 
frontage  of  140  ft  on  36th  st  and  69  ft  on  7th  av.  Plans  will 
be  drawn  for  the  erection   of  a  loft   building. 

8TH  AV.— -Max  Gomprecht  sold  for  the  estate  of  Solomon 
Loeb  to  Edward  Hart  and  M.  Leweck  &  Co.  629  and  031  Sth 
av,  two  4-sty  building^;,  with  stores,  .50x100,  between  40th  and 
41st  sts.  McPartland  &  O'Flaherty  have  occupied  the  premises 
for  more  than  20  years. 

"The"  McManus  Buys  a  Club  House. 

9TH  AV. — John  J.  3o>lan  sold  for  Patrick  and  MaiT  A.  Cas- 
sidy,  to  the  Lockwood  Realty  Co.,  728  9th  av,  a  3-sty  dwelhng. 
Plans  have  been  prepared  by  David  H.  Ray,  for  altering  the 
building  into  a  modern  club  house,  which  will  be  occupied  by 
the  McManus  Club,  the  Tammany  Organization  of  the  11th  As- 
sembly District. 


North  of  59th  Street. 

71ST  ST. — Fred'k  Zittel  sold  for  Mrs.  L.  M.  P.  Barker  .303 
West  71st  st,  a  5-sty  American  basement  50-ft.  dwelling  to  a 
client  for  occupanc.v. 

73D  ST. — Pease  &  Elliman  sold  for  the  Charter  Realty  Com- 
pany, a  lot  on  (he  north  side  of  73d  st,  98  ft  west  of  Lexington 
av,  24x102.2. 

73d  ST. — E.  De  Forest  Simmons  sold  for  Henry  Rogers  Win- 
throp,  treasurer  of  the  Equitable  Life  Assurance  Society,  the 
plot  20.9x100  115  East  73d  st,  near  Park  av.  The  buyer.  Dr. 
Howard  Lilienthal,  will  erect  on  the  site  an  American  basement 
dwelling  at  a  cost   of  about  $75,000. 

73D  ST.— Tucker,  Speyers  &  Co.  sold  129  East  73d  st,  a 
vacant  lot  22x102,  to  a  client  who  will  erect  a  residence  for 
his  own  occupancy.  This  block,  between  Lexington  and  Park 
avs,  is  rapidly  developing  into  a  high-grade  residential  block, 
new  houses  being  occupied  by  Messrs.  Norman  Hapgood, 
QuackenbusTi,   Burnside  Potter  and  Chas.   Dana  Gibson. 

75TH  ST.— Pease  &  Elliman  sold  for  Mrs.  Elizabeth  H.  Riley, 
to  a  client  for  occupancy,  43  East  75th  st,  a  4-sty  brown  stone 
dwelling,  18x102.2. 

80TH  ST. — Payson  McL.  Merrill  sold  for  Amelia  Wolff  to  a 
client  for  occupancy  130  East  SOth  st,  a  3-sty  dwelling,  18.4x 
102.2. 

81ST  ST. — T.  Scott  &  Son  sold  for  B.  Rosenberg  107  East  81st 
st,  a  3-3ty  and  basement  brownstone  private  dwelling,  20x.52x 
102.2. 

95TH  ST. — The  Sterling  Realty  Co.  bought  from  Alonzo  B. 
Kight  the  6-sty  apartment  house,  the  Camden,  south  side  of 
95th  st,  100  ft.  west  of  Amsterdam  av,  62.4x100.8.  In  part 
payment  Mr.  Kight  takes  a  plot,  87x100x66x100,  on  the  north- 
east corner  of  3d  av  and  St.  Paul's  pi. 


86TH  ST.^Maguiro  &  Co.  sold  for  Fred'k  G.  Potter  to  a  client 
for  occupancy  303  West  SOth  st,  a  4-sty  residence,  20.8y,x 
100.8%. 

89TH   ST.^John   R.   and   Oscar  L.    Foley   sold    for   a   client   to 

Margaret  Sharp  72  West  89th  st,  a  4-sty  double  fiat,  37.0x100.8. 

02D    ST. — The    McVickar-Gaillard    Realty    Co.    sold    308    West 

92d   st,   a  5-sty  American  basement   dwelling,   20x114,   to  Arthur 

K.    Kuhn   for  occupancy. 

lUOTH  ST. — Arnold  &  Byrne  sold  for  John  McNulty  to  Rosa 
Stem  the  6-sty  apartment  house,  the  Sliaron,  northeast  comer 
of  100th  st  and  Manhattan  av. 

104TH  ST. — Lowenfeld  &  Prager  sold  to  Frank  De  Rosa  the 
plot.  2.50x100.11,  north  side  of  104th  st,  203  ft.  east  of  1st  av. 

112TH  ST. — Kuppei-stein  &  Lowenfeld,  sold  for  Jennie  Book- 
sta\«er,    216    East    112th    st,    a   4-sty    dwelling,    18x100.11. 

ir2TH  ST. -Elizabeth  Taylor  sold  300. West  112th  st,  a  3-.=  ty 
dwelling,   Ki.SxlOO.ll. 

112TH  ST. — S.  B.  Goodale  &  Son  sold  for  Anna  and  Edward 
Guntermann,  to  Rosanna  Scanlon,  70  East  121st  st,  a  4-sty  an.l 
basement   single  brown  stone   flat,   20x100.11. 

115TH  ST.— J.  C.  Hough  sold  for  the  Ritter  Realty  Co.  to 
Julia  M.  Jacobs  102  and  104  West  115th  st,  two  5-sty  double 
fiats,   each  31.03x100. 

121ST  ST.— Joseph  Levy  &  Son  sold  for  Harry  Kraft  to  Johp 
H.  Strod!  2.35  and  237  East  121st  st,  two  4-sty  double  tene- 
ments,  with   stores,   oOxjOO. 

130TH  ST. — F.  E.  Barnes  sold  for  Richard  D.  Williams  to  R. 
Bruno  200   West  130th  st,  a  3-sty  dwelling,   15x100. 

131ST  ST.— Porter  &  Co.  and  Harry  E.  Zittel  sold  114  West 
13l3t  st,  a  3-sty  dwelling,   10x100.     Emma  Oliver  holds  title. 

132D  ST.— Wilcox  &  Shelton  report  the  sale  of  74  West  1.32d 
st,  a  private  dwelling. 

145TH  ST.— A.  B.  Mosher  &  Co.  sold  to  Jolin  Schlessinger 
.528-'.">.S0  West  14.5th  st,  a  0-sty  apartment  house,  with  stores, 
.50x100.   one  of  two  houses   ju?t   completed  by  this   firm. 

147TH  ST. — Slawson  &  Hobbs  sold  for  George  R.  Cannon  to 
an  investor,  the  5-sty  apartment  house  510-512  West  117th  st, 
30x85x100. 

1.50TH  ST. — Louis  H.  Lowenstein  sold  for  Abraham  I.  Spiro 
to  a  client  of  S.  B.  Goodale  &  Son  402  to  480  West  150th  st,  ten 
3-sty  frame  dwellings,   170x99.11. 

AMSTERDAM  AV. — Lederer  &  Greenberg  sold  to  Charles 
Hawtevman  2103  and  2105  Amsterdam  av,  a  5-sty,  4-faniily 
apartment  hous§,  with  stores,  37.6x100. 

LENOX  AV. — Scheibel  &  Toch  sold  to  Joseph  Keller  the  south- 
east corner  of  Lenox  av  and  115th  st,  a  '.5-sty  fiat,  27.11x100. 

LEXINGTON  AV. — Edgar  T.  Kingsley  sold  for  HermoMi 
Lubetkin  to  Israel  Wolchock  the  northwest  corner  Lexington 
av  and  103d  st,  a  5-sty  fiat,  with  stores,  30x100.11. 

PARK  AY. — Sussman  &  Co.  sold  for  Grossman  &  Passon,  to 
Albert  Reiser,  the  northeast  corner  of  Park  av  and  110th  st, 
a  0-sty  flat.   100.11x35. 

Miss  Marlowe  Sells  Riverside  Drive  House. 
RIVER.^IDE  DR.— Parish,  Fisher  &  Co.  sold  for  Miss  Julia 
Marlowe,  to  a  client  for  occupancy,  337  Riverside  Drive,  near 
10(Uh  st,  a  5-sty  American  basement  dwelling  with  elevator, 
20x100..  The  house  is  one  of  a  row  built  by  Smith  &  Stewart. 
Miss  Marlowe  paid  -^08,000  for  it  three  years  ago.  The  price 
she  obtained  is  not  stated.  The  buyer  v^ill  occupy  tlie  house. 
WEST  END  AV. — Lionel  Froehlich  bought  for  a  client  929 
West  End  av,  a  7-sty  apartment  house,  the  Cecil,  .50x100. 

STH  AV. — Morris  B.uchsbaum  bought  2704  Sth  av,  the  south- 
east corner  of  147th  st,  a  5-sty  triple  flat,  25x84x100,  onw  occu- 
pied by  a  saloon. 

9TH  AV. — Slawson  &  Hobbs  sold  for  Reginald  P.  Bolton  to 
a  client,  the  plot  99.11x100,  southeast  corner  9th  av  and  202d  st. 

The  Bronx. 

TIFF.\NY  ST.- -William  Stonebridg^  sold  for  the  Bushiess 
Realty  Corporation  four  lots  west  side  of  Tiffany  st,  165  ft. 
south  of  Intervale  av,  to  John  O'Leary,  "the  millionaire  cop," 
who  will  probably  erect  5-sty  flats  on  the  site 

VICTOR  ST. — John  A.  Steinmetz  sold  for  John  Snyder  to 
Raphael  Cerritte,  lot  29,  Hunt  Estate,  west  side  of  Victor  st, 
300  fe  south  of  Morris  Park  av. 

155TH  ST. — Cahn  &  Cahn  sold  for  Charles  Fisher  6.34  East 
1.55th  st,  a  2-sty  frame  building,  25x100,  to  H.  Honigman. 

lOSTH  ST. — Steindler  &  Houston  bought  for-  a  client,  from 
the  Columbian  Mutual  Building  and  Loan  Association,  the  4-sty 
double  flat  southwest  corner  of  108th  st  and  Brook  av.  30x71. 

BATHGATE  AV. — L.  N.  Levy  sold  to  Samuel  Marcus,  through 
Clarkson  P.  Ryttenberg,  1964  to  1908  Bathgate  av,  three  3- 
family  houses,  54x80. 

BOSTON  ROAD. — Lowenfeld  &  Prager  sold  to  Martin  B. 
Hofman  the  plot,  .50x75,  west  side  of  Boston  road,  288  ft.  south 
of  Jefferson  pi. 

MINFORD  PL. — Arnold  &  Byrne  sold  for  A.  M.  Bauman  a 
plot  east  side  of  Minford  pi.  225  ft.  south  of  173d  st. 

JACKSON  AV. — Richard  Dickson  sold  for  Katharine  Morgan, 
1048   Jackson    av,    a   ,3-famiIy   house,    17.0x87.6. 

WASHINGTON  AV. — Fleck  &  Brown,  in  conjunction  with  J. 
H.   Gredlngen,   sold   to  J.   Chas.   Zauderer  1728  Washington  av, 
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WANTS 


$1,750,000 

to  loan  at  iHz  to  5%  in  amounts  required  on 
choice,  centrally  located  Manhattan  property  (be- 
low 59th  St.  preferred) ;  titles  to  close  on  or 
after  Nov.  1  next. 

A.  W.  McLaughlin  &  Co. 

128  Broadway,  cor.  Cedar 

EXCELLENT  OPENING  for  man  who  can 
sel!  real  estate.  Must  have  experience.  BOX  2, 
c|o   Record  and  Guide. 

WANTED.— Young  man  well  educated,  with 
some  successful  experience  in  renting  and  sell- 
ing Real  Estate  above  110th  St  BOX  25.  cIo 
Record   and  Guide. 

YOUNG  MAN  (ID)  desires  position,  real  es- 
tate office;  experienced;  knowledge  typewriting; 
familiar  with  Bronx  property.  ^10-$12.  1144 
Tintou    Ave. 


OFFERS 


WOULD  LIKE  to  connect  with  Real  Estate 
and  Int^urance  firm.  Have  large  experience  and 
good  line  of  insurance.  Address  BOX  84,  c|o 
Record    and    Guide. 

H.  H.  Cammann  &  Company 

REAL,    ES'r.iTK, 
51  Liberty   Street.    New   York. 
Mr.     Newbold    T.    Lawrence    retires    from    our 
firm  as  of  October   1st,   1900.     The  business  will 
be  continued  under  the  above  firm  name  by  the 
undersigned. 
Dated  New  York,  September  20,  1006. 

HERIflAIVIV    H.    CAMMAKl*. 
ril':OK<,iK    P.    CAMMANIV. 
ED^VAKD    C.    CAMMAIXN. 

NEWBOLD  T.  LAWRENCE,  having  retired 
from  the  firm  of  H.  H.  Cammann  &  Co.,  will 
continue  a  general  real  estate  business  at  No. 
51   Liberty    Street.      October   1,    lOOIl. 

OFFICE    MANAGERS, 

Bookkeepers,  correspondents,  accountants, 
stenographers,  etc.,  familiar  with  real  estate 
and  brokerage  business,  etc.,  are  offered  ex- 
cellent opportunities  with  well-known  firms:  sal- 
aries $l,OO0-.1i2,.5tlO.  Write  us  to-day.  HAP- 
GOODS.   IIO.'!    Broadway.   N.    Y. 

$7i(.(K.h)  TO  LO.'^N'  on  first  mortgage  at  57,,  in 
Manhattan.      J.    A.    LAXE,   o'20  Broadway. 

NOTICE     IS     HEREBY    GIVEN    that    the    co- 
partnership of  Sauer,  Gross  &  Herbener  has  this 
day  been  dissolved  by  mutual  consent. 
Dated   New   Y'ork,    August,    1,    1000. 

FREDERICK  W.  SAUER, 
CONRAD  R.  GROSS, 
GEORGE  HERBENER. 


GROSS  &  HERBENER  REALTY  &  CONSTRUC- 
TION  CO. 
427  West  147th  Street,  New  York  City. 
George    Herbener,    President. 
August    Ganzenmuller,    Vice-President. 
Conrad  R.   Gross,  Treasurer. 
Philip    Wagner,    Secretary. 

FOIR  DESIRABLE  PLOTS 
FOR   BROOKLYN    BlILDERS 

172  X  127  S.  W.  Cornar  Cortelyou  Road  and  12th 

St. 
200  X  100  N.   B.    Corner   Bedford   Ave.   and   Clar- 
endon Road. 
100  X  140  N.     W.     Corner    Clarendon    Road    and 

2Gth   St. 
140  X  100.  Flatbush  Ave.  100  ft.  N.  of  Ave.  "Q." 
Can  be  had  on  Easy  Terms  and  Lower  Prices 
than   any  similar  plots  in   their  respective   loca- 
tions. 

SIMPSON  MERRITT  COMPANY 

N".  1  Ma'lisnn  Ave..  Now  Yi>rk  City 


Lawyers  Title  Insurance  &  Trust  Company 

CAPITAL  AND  SURPLUS  -  $9,500,00C 

TKUST   AND    B.4NKINQ   DEPAKTMENT,    59    LIBERTY    ST.       I 

TITLE    DEPARTMENT 37    LIBERTY    ST.      I       MAIfHATTj»« 

Brooklyn  Branch,  Titl«  Department  and  Trust  and  Banking  Department.  188  Montasue  StivH& 

RECEIVES  DEPOSITS  subject  to  check  or  on  certificM*. 
alloTving  interest  thereon. 

LENDS  ON  APPROVED  STOCKS  &nd  Corporaitioii  Bonaa 
as  Collateral. 

ACTS  AS  TRUSTEE,  Guardian.  Executor,  Administrator. 
Assignee  or  Receiver,  Transfer  Agent  or  Resiatrar  o» 
Stocks  of  Corporations.  Takes  Charge  of  Personal 
Securities. 

OFFICERS  : 
EDWIN  W.  COGGESHALL,  President  and  General  Wanacar. 

PAVID  B.  OGDEN,  ^  WALTER  N.  VAIL.  Secretary. 

JOHN  T.  LOCKMAN,  /  „.      p„.,,,„„.„  LEWIS  H.  LOSBE,  Asst,  UenL  MtaaE«> 

LOUIS  V.  ItRKiHT,  V.ce-PresWents.  ARdHIBALD  PORbESa  A..t    T™..nr«-. 

HENRY  .MiiKUEXTH.\U,   '  U.  CONDIT  VARICK,    ] *-"^  TremuTM* 

TH(IKWALI)  .STALLKXEOHT,  Treasurel.  ' 

HERBERT  E.  JACKSON,  Comptroller. 


U.  CONDIT  VARICK.  •(-•=•'•  ireMuiBB 
GEORGE  A.  FLEURY,  l  .„„,  b«..«..„„ 
FREDERICK  D.  EEe6,/-*-°^*-  "W"**"" 


GEO.  P.  BDTTERWORTH. 
DUMONT  CLARKE, 
EDWIN  W.  CUGGESHALL, 


EXECUTIVE  COMMITTBEt 

WILLIAM  A.  DAT, 
WILLIAM  P.  DIXON. 
JULIAN  D.  PAIRCHILD, 


JOHN  T.  LOCKMAN, 
HENRY  MORGENTHAO- 
JAME8  N.  WALLAOB. 


WANTED.— .^;i'0,000  building  loan.  New  fac- 
tory; security  lid  mortgage  or  industrial  stock; 
land  itself  worth  double  amount  of  first  mort- 
gage and  proposed  second.  Loan  to  be  retired  in 
five  years.  $4.(100  each  year;  interest  G%  per 
annum.  Address  ■'IMPROVEMENT,"  c|o  Record 
and    tiuide. 

A  YOUNG  LADY  desires  position  as  STEN- 
OGRAPHER and  TYPEWRITER;  thoroughly 
familiar  with  card  system  and  all  details  of 
Real  Estate  business;  5  years'  experience. 
Highest  references.  MISS  M.,  Box  100  c|o  R  &  G. 


LAWYERS 
TRUSTEES 

OP 

ESTATES 

AND 

OWNERS 


MORTGAGE    LOANS 

Wo  have  reaiiy  monry  (111  niti^rrt. ;  2d  iiitgos  cashed 

LIPPNER    &    CO. 

Tol..  .")440  Boekman  116  Nassau  Street 

OPEN  FOR  hSPLCTIO\ 
SATURDAY   AND   SUNDAY 

TEN  TWO-FAMILY  HOUSES. 
BEST  LOCATION  IN  FLATBUSH. 
Two-story,  brick  and  stone;  hardwood  finish, 
open  plumbing,  tiled  bathrooms,  panel  ceiling  In 
dining  room,  gas,  dumbwaiter,  2  furnaces,  all 
Improvements;  desirable  and  convenient  location; 
BEDFORD  AV.  AND  CLARENDON  ROAD; 
price,  $7,500;  mortgage,  $6,000.  Apply  to  agent, 
on  premises,  or 

SIMPSON  MERRITT  COMPANY 

No.  1  Madison  Ave.,  Now  York  City 


Will  Buy  for  Cash 

or  Lease  Flats  or  Tenements  in  any 
part  of  New  York  or  Brooklyn; 
security  and  rental  paid  quarterly, 
'half-yearly  or  yearly  in  advance. 

Apply  to  y 

G.  TUOTI  &  CO. 

206  BROADWAY 

Telephone,  4334  Cortlandt 


IF  YOU  DESIRE  to  aell  or  buy  Long  Branch 
Real  Estate  communicate  with  me,  as  I  am  thor- 
oughly posted  on  values.  JACOB  A.  KINO, 
New  York  City  and  West  End,  N.  J. 


TO  LET.— Two  light  rooms  and  hall  on  10th 
fioor  Mutual  Life  Building,  No.  32  Liberty 
Street,  suitable  for  law  office.  For  further  par- 
ticulars apply  to  MILLER,  KING,  LANE  & 
TRAFFORD.    .No.    80   Broadway. 

Industrial  Sites 

Ti 

To  Real  Estate  Agents 


The  Industrial  Department  of  the 

Erie  Railroad  Company 

advises  Real  Estate  Agents  submit- 
ting: for  the  consideration  of  manu- 
facturers sites  adjacent  to  railroad 
tliat  it  will  gladly  furnish  them  with 
full  technical  information  in  regard 
to  the  reaching  of  such  sites  by  side 
tracks.  No  interference  with  clients. 
No  leakage.  Confer  with  absolute 
confidence.  Every  assistance  freely 
rendered  agents  in  securing  business. 
Call  or  address, 

LUIS  JACKSON 

tedoatrlal  Oomiul0slon*r,  Brl«  BaHrowl  Ooi 
11   BROADWAY. 


Principles  of  City  Land  Values 

By  RICHARD  M.  HURD,  President  of  the  Lawyers'  Mortgage  Insurance  Co.,  of  New  Ttrk 

Size,  6x^y2  inches,  i6o  pp.,  bound  in  cloth,  fully  illustrated 
Price,  ^1.50.      Postage,   15   cents 

Cr  This  is  the  first  book  written  on  this  most  important  subject.     As  the  title  indicates,  it  deals 

1'    with  the  fundamental  influences  which  determine  urban  values.     The  position  -which  the 

author  occupies  has  given  him  unusual  facilities  for  collecting  and  c.assifying  the  necessary  data 
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adjoining  the  southeast  corner  of  174th  st,  a  3-sty  building, 
25x90. 

WALES  AV. — S.  Cowen  sold  for  M.  Dauere  the  plot,  lOOxlCXt. 
west  side  of  Wales  av,  100  ft  south  of  147th  st;  also,  for  S.  S. 
Newberger  lOliO  and  101)2  Dawson  st,  a  C-sty  flat,  50x128;  also, 
for  A.  H.  Lyons  <i01  and  (>!);^  Union  av.  a  2-family  dwelling  and 
stable,  oO^lUO;  also,  for  M.  Dauere  007  and  OiiO  Rogers  pi,  two 
2-family  dwellings;  also,  for  L.  Salerno  707  Union  av,  a  one- 
family  dwelling,  and  for  F.  Johnson  40  and  42  Kelly  st,  two 
3-sty   dwellings. 

IWALLACK  AV.— Van  Winkle  &  Scott  sold  to  Mrs.  S.  A. 
Kennard  a  2-sty,  2-family  ']u)use.347  Wallace  av.  Van  Nest. 

WHIT.E  PLAINS  ROAD.— Van  Winkle  &  Scott  sold  for  a 
client  two  lots,  50x100,  east  side  of  White  Plains  road,  .55  ft. 
north  of  Barnett  pi,  opposite  the  new  fire  house.  Van  Nest. 


REAL     ESTATE     NOTES 


Leases. 

F.  Vazzana  &  Co.  leased  224-220  Av.  B,  a  C-sty  tenement 
with  stores  at  an  aggregate  rental  of  5^35, 000. 

Schne.le  &  Altstadt  leased  for  Charles  Gulder  to  Dr.  B.  Moye 
riO  East  95th  st,  a  3-sty  and  basement  dwelling. 

~E.  V.  C.  Pescia  &  Co.,  200  Broadway,  leased  to  Guisseppe 
Casero  for  a  ter.m  of  years  220,  224  and  220  East  97th  st,  three 
4-sty  double  tenements,   with  stores. 

Rehwick  C.  Hurry  &  Co.  leased  for  a  long  term  of  years  to 
the  Jantzen  Shoe  Company,  000  Fifth  av,  a  4-sty  business 
building.      Extensive,  alterations   will   be    made. 

Eleanor 'D.  Just  has  leased  to  a  well-known  physician  for  10 
years  T5  West  40lli  st.  a  4-sty  house,  21.5x100.5.  This  property 
was  fromerly  owned  and  occupied  by  the  late  Recorder  Smyth, 
and  will  now  be  used  for  a  sanitarium. 

Harry  Levey  leased  to  the  United  Merchants'  Realty  Com- 
pany, for  .5  years,  the  property  1489  Broadway,  opposite  The 
T.mes  Building  and  adjoining  Hammerstein's  Victoria  Theatre. 
Ejitensjve  alterations  will   be  made  by   the  lessee. 

Charles  E.  Duross '  leased  for  a  Mr.  Wood  the  build:ng  100 
We;t  14th  st;  for  William  C.  Orr  to  Risendorf,  O'Reilly  &  Co. 
the  store  and  basement  073  Hudson  st,  and  to  William  H. 
•  Armour  the  ,?-st5   and  basement  dwelling  4?2  Wtst  18th  st. 

The  Construction  Realty  Company  leased  the  Hotel  Cumber- 
land, a  12-sty  structure  southwest  corner  of  Broadway  and  .54th 
st,  to  a  prominent  Now  York  hotel  man  for  20  years.  The 
s'ructure  fronts  70  ft  in  Broadway  and  101.3  ft  in  54th  st. 

M.  &  L.  Hess  leased  for  the  Pike  Estate  to  Harry  Levey,  the 
Bartholdi  Hotel,  southeast  corner  23d  st  and  Broadway,  having 
a  frontage  of  102.0  ft  on  Broadway  and  92.11  on  ■23d  st,  facing 
Madison  Square.  The  lease  is  for  '27  years,  at  an  aggregate 
rental   of   $1,700,000. 

E.  H.  Wendell  &  Co.  leased  for  Roy  A.  Rainey  1'20  and  V2S 
We?t  57th  St.  two  4-sty  dwellings,  for  five  years;  7  West  45th 
st,  for  Heni-y  W.  Nichols  to  Mrs.  Katharine  Vincent,  and  in 
-conjunction  witli  Douglas  Robin-son,  Charles  S.  Brown  &  Co., 
30  West  47th  st,  for  Dr.  Oscar  A.  Burton,  of  Minnesota,  to  Dr 
H.   Frank  Hammer,  for  five  years. 

Du  Bois  &  Taylor  leased  400  West  153d  st  for  Frederick  E. 
Bristol-  to  Louis-  Haase;  .540  West  14!)th  st  for  Elizabeth  A. 
Murray  to  J.  von  Hoff;  010  West  147th  st  for  Estella  Seymour 
to  Edw.  G,  P'nney;  540  West  149th  st  for  Warren  &  Skillin  to 
Wni.  F.  Weiss;  542  West  14Sth  st  for  H.  T.  Dressner  to  Dr. 
Al^bott  S.  Payn;  .544  West  149th  st  for  L.  Lowenstein  to  Maurice 
Loeb;  .543  West  147th  st  for  Mary  W.  Williams  to  F.  Loen- 
baum;  521  West  1.5Sth  st  for  Wm.  J.  Mitchell  to  Thos.  J.  Nelms; 
57  St.  Nicholas  pi  for  Frances  H.  Parker  to  Clara  M.  BerbeCKer; 
.554  West  140th  si  tiv  Warren  &  Skillin  to  Bernard  Vorhaus; 
<"45.West  l-iOth  .;t  for  Adslheid  Tietonberg  to  Adolpli  Ullrich. 


Suburban. 

SCARSDALE.  N.  Y. — J.  Arthur  Fischer  and  Messrs.  Cooley 
"&  West  sold  for  the  Scarsdale  Co.,  of  which  James  G.  Cannon 
is  pre?ident.  to  a  client  a  plot  of  four  acres  in  the  Heathcote 
Association  at   Scarsdale.   N.   Y. 

Purchase   on   Manursing   Island. 

Harold  Strebeigh.  of  Renwick  C.  Henry  &  Co.,  sold  to  a  syn- 
dicate the  southerly  end  of  Manursing  Island,  off  Rye,  N.  T. 
The  plot  contains  about  87  acres,  with  a  residence  and  out- 
buildings, and  sold  for  about  $200,000.  The  property  will  be 
improved  and  sold  in  acreage  plots. 

New  York  Life  Sells  Dwelling. 

Til?  AncTer'on  Realty  Co.  sold  for  the  New  York  Life  Insur- 
ance Co.  to  Max  Marx,  president  of  the  Sound  Realty  Co.,  a 
S-sty  brick  dwelling,  55x125,  northwest  corner  of  Prospect  and 
Glen  avs.  and  a  slrnilar  house,  50x125,  northeast  corner  of 
Prospect  and  Rich  (lyt..  Chester  Hill,  Mount  Vernon. 


— "Gas  Logic"  is  a  new  monthly  magazine,  stylish,  well-bred 
and  entertaining.  Robert  E.  Livingston,  the  publisher,  issues  it 
from  No.  1  Madison  avenue.  It  contains  information  about  gas 
lighting,  cooking  and  heating  which  many  housekeepers  would 
like  to  read,  and  they  can  have  a  copy  by  writing  for  it  to  the 
publisher  or  to  the  General  Fuel  and  Appliance  Department, 
128  East  15th  st.  New  York  (enclosing  a  two-cent  stamp.)  The 
first  issiie  was   in   June. 


Liens  satisfied  seem  to  keep  pace  in  the  records  with  litns 
filed,   a  very  good  sign. 

A.  Hollander,  real  estate  operator,  lias  opened  spacious  offices 
at   100   Broadway,    H;th  floor. 

Lehman  Friet  has  opened  a  real  estate  and  insurance  offlce 
at  129  West  93d  st.  between  Columbus  and  Amsterdam  avs. 

S.  Kalmus  has  retired  from  the  real  estate  firm  of  G.  Tuoti 
&  Co.  The  business  will  be  continued  as  heretofore  at  No.  2fM; 
Broadway. 

In  the  issue  of  this  paper  for  September  22  the  consideration 
in  the  sale  of  tl.c  Fleer  farm,  on  the  southwest  corner  of  Rock- 
away  road  and  Hawtree  Creek  road,  in  Queens,  should  have 
read  $450.(X10.  The  sale  was  made  by  Howard  C.  Pyle  &  Co., 
of  199  Montague  st.  The  property  was  sold  to  a  syndicate  of 
well-known  Brooklyn  and  Jamaica  men,  who  will  immediately 
develop  and  improve  it  with  the  highest  class  of  improvements 
known,  and  the  lots  will  be  placed  on  the  market  for  $1)00  to 
.$2,000  a  lot.  Authorities  on  Queens  County  real  estate  predict 
that  they  will  have  no  difficulty  in  obtaining  these  prices 
quickly,  as  there  is  for  lots  in  and  around  Jamaica,  especially 
on   the   trolley   roads,   an   incessant   demand. 

The  members  of  the  Allied  Real  Estate  Interests  of  the  State 
of  New  York,  of  which  B.  Aymar  Sands  is  president,  and  Allan 
Robinson  secretary,  are  looking  forward  to  the  next  legislative 
campaign.  A  notice  sent  out  this  week  by  Mr.  Sands  reads: 
"The  Recording  Tax  Law,  as  passed  at  the  last  session  of  the 
Legislature,  was  a  great  step  in  advance.  Certain  features, 
however,  embodied  in  the  original  bill  as  dra-mi  by  this  Asso- 
ciation, were  not  incorporated  in  the  final  measure.  These  fea- 
tures will  be  made  the  subject  of  amendments  to  that  law 
which  this  Association  will  endeavor  to  secure  during  the  com- 
ing year.  Other  matters  affect  ng  real  property  and  requiring 
action  by  this  Association  will  be  talien  up  from  time  to  time 
as  they  arise.  Constant  vigilance  will  be  exercised  to  guard 
against  the  enactment  of  legislation  detrimental  to  owners  of 
real  estate.  In  every  way  this  Association  will  seek  to  protect 
and  benefit  the  great  interests  centered  in  real  property  in  this 
State.  With  the  same  support  and  co-operation  from  our  mem- 
bers during  the  coming  year  a.s  they  gave  us  in  the  Mortgage 
Tax  fight,  the  Association  will  easily  justify  its  existence.  Tlie 
annual  dues  of  $.5  are  payable  in  advance  on  October  1,  1900." 


Mr.  Reynolds  Talks  of  "Laurelton." 

William  H.  Reynolds,  who  is  now  principally  engaged  In  de- 
veloping a  suburb  called  "Laurelton,"  when  asked  why  he  had 
chosen   this   particular  spot,   answered: 

"Because  as  a  close  student  of  New  York  realty  conditions 
and  tendencies  all  these  years,  my  convictions  are  strengthened 
with  every  new  transit  improvement  and  every  new  realty  boom 
and  the  trend  of  all  building  developments  that  this  Jamaica 
territory  lying  along  the  third-rail  Montauk  line  is  fast  be- 
coming the  most  popular  and  desirable  residence  section  and 
Is  to  get  the  quickest  and  surest  and  healthiest  rise  in  values 
in  all  Greater  New  York.  Mark  my  words,  the  next  few  years 
will  show  I'm  right.  It's  the  logical  direction  for  quickest 
growth.  And  my  property,  which  will  constitute  the  new  com- 
munity of  Laurelton,  is  the  first  third-rail  station  south  of 
Jarfiaica. 

"Everybody  knows  what's  already  taking  place  about  Ja- 
maica— Brooklyn's  history  of  profit-taking  is  being  actually 
put  in  the  shade.  Look  at  the  advance  in  the  lots  I  sold  in 
Brooklyn  four  or  five  years  ago  for  $400  or  ?500 — they're  bring- 
ing $2,000  to  $3,000  to-day.  Yet  a  $400  lot  at  Laurelton  will 
achieve  this  result  in  half  the  time,  not  simply  by  reason  of 
general  conditions,  but  because  of  our  extensive  improvements 
and  established  social  character..  I'm  a  firm  believer  in  this 
policy,  for  I've  seen  Its  beneficial  results  in  my  own  experience. 

"See  what  my  Borough  Park  club-house  did  for  that  com- 
munity. Well,  I'll  soon  break  ground  for  a  much  finer  one — • 
to  cost  $.50,000 — at  Laurelton,  with  a  commodious  automobile 
garage.  Public  parks  and  groves,  beginning  at  the  club-house, 
will  skirt  the  railway  frontage  for  twelve  blocks,  laid  out  in 
the  finest  style  of  landscape  gardening,  with  pergolas,  Italian 
gardens,  etc.  Besides  the  mile  frontage  on  Merrick  road, 
Laurelton  has  twenty  miles  of  streets  and  100-foot  boulevards, 
with  parked  centres,  concrete  curbs  and  sidewalks.  Over  fifty 
houses  of  artistic  design  and  distinctive  individuality  will  be 
started  the  moment  grading  allows.  Nothing  but  hedge  fences 
will  be'  permitted  and  the  harmonious  effect  of  a  large  private 
residential  park  will  be  preserved  throughout.  President  Peters, 
of  the  Long  Island  Railroad,  has  approved  the  plans  for  the 
$15,000  depot  to  be  built  at  one  a  on  the  property.  There's  more 
I  might  say,  but  this  will  giv-;  some  idea  of  my  plans.  In  all, 
I  shall  spend  fully  a  million  dollars  in  improvements — probably 
more  before  I  get  through,  but  contracts  have  been  let  for 
muc'h  of  this  already  and  will  be  pushed  as  fast  as  consistent 
with  thorough  work." 


October  6,   1906 
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QHARLES  H.    EASTON   &  GO. 

^■^  Real  Estate  Agents  and  Brokers 

Tel.,  6420  38th  St.         Estates  Managed 

116  West  42d  Street,  NEW  YORK 

Cable  Address,  "Cheaston,  N.  Y." 
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yHOMAS  DIMOND 
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fsj     BRIGHAM   HALL  &  SON 

'  ^  •         Real  Estate  Brokers  and  Agents 

Tel.,  603  Spring  681  Broadway 

JAMES  A.   DOWD  Tei.. 93 pia^a 

Real  Estate  and  Insurance 

874  SIXTH  AVENUE,  above  49th  Street 


HE  TITLE  INSURANCE  COMPANY,ofnew 

135  Broadway,  Manhattan  CAPATAL  AND  SURPLUS 

and  203  Mongtague  St.,  Brooklyn  $3,000,000 

Bxamlnes  and  Insures  Titles  to  Real  Estate  on  Sales  and  Loans,  and  deals  In  Mortgages. 


VPiD^   EDGAR  J.  LEVEY,  President 

CHARLES  T.  BARNEY. /^"=«-I^"Sld8nU 
CYRIL  H.  BURDETT,  Secretary 
CHAUNCEY  H.  HUMPHREYS,!  Asst. 
EDWIN  A.  BAYLES.  /Sec'ya 

WILLIAM  N.  HARTE,  Treasurer 
Hon.   ABRAHAM   R.  LAWRENCE,  CooMol 


HARRY    W.     HOPTON 
REAL    ESTATE 


TeL,  ^^§5  Cortlandt 


Vo.    160    BBOADWAT 
Cor.  Liberty  8t. 


NOTICE  TO   PROPERTY  OVTNERS. 

HEARINGS    FOR    THE    COMING    WEEK. 

At    90-92    West    Broadway. 

Monday,     Oct    8. 

Tremont  av,  Bronx  River  to  Eastern  Boulevard, 

at   2  p  m. 
West   mOih    st,    Broadway   to   Riverside   Drive   at 

4  p  m. 
West  lOlst  St.    Elton  av  to  Mott  av.   at  11  a  m. 
West    inist    st.     Riverside     Drive    Extension    to 

U.    S.    bulkhead    line,    at    1    p   m. 
Delancey   st,    Clinton   st   to   Bowery,   at   2   p   m. 
3d    av,    widening,    at    159th    st,    at    1    p    m. 
Baker  av,   Baychester  av  to  city   line,   at  2  p  m. 
Bridge    at    Highbridge,    at    .'i.80    p    m. 
"Seaman  av,  Academy  st  to  Isham  st,  at  10  a  m. 
Bridge   at    15Sd    st.    at   10.45   a   m. 
Railroad    av.    between    UnionpOft    rd    and    Globe 

av.    at    12    m. 
East    170th    st,    Jerome   av    to   western    approach 

of  Concourse,   to  Morris  av.  at  1   p  m. 
Riverside    Drive.    West    loSth    st    to    W^est    165th 

st,    at  2    p   m. 
.  Exterior    st,    Fordham    rd    to    West    192d    st,    at 

1.30    p    m. 
West    ISOth   st,    Exterior   st   to  bulkhead   line   of 

Harlem    River,    at    12  m. 
Garrison  av,  Maspeth  av  to  Flushing  av.  Queens, 

at  1   p  m. 

Tuesday,    Oct.    9. 
Canal   st   West,   East   135th   st  to   East   138th   st, 

at   3   p  m. 
Bronx    st,    East    177th    st    to    East    180th    st,    at 

]2     m. 
West  229tb  st,   Bailey  av  to  Heath  av,  at  4  p  m. 
1st  st  east  of   Bronx  River,  at  3.30  p  m. 
--   st,    Richmond,   at   3   p  m. 
Two    public    parks,    at    4   p   m. 
Northern   av,   north   of   ISlst  st,   at  4   p  m. 
East    208th    st.    Reservoir   Oval    West   to    Jerome 

av,   at   11   a  m. 
While  Plains  rd.  Morris  Park  av  to  West  Farms 

rd,    at    11    a    m. 
Montgomery    av,    West    17Cth    st   to    West    177th 

st,    at    1    p   m. 

Wednesday,   Oct.    10. 

Seabury  pi,  Charlotte  st  to  Boston  rd,  at  1  p  m. 
Jos.   R.    Drake  Park,  at  1  p  m. 
Beck  st,  Longwood  av  to  Intervale  av,  at  1  p  m. 
Hatfield    pi,    Richmond,    at    3   p   m. 
Lafayette    av.    Richmond,    at   4    p    m. 
West    139th    st,    point    425    ft   west    Broadway    to 
Riverside    Drive,    at    3    p    m. 

Thursday,    Oct.    11. 

West   lfi2d   st,    Broadway  to   Riverside   Drive,   at 

11.30  a  m. 
Weiher   Court,    between    Washington    av    and   3d 

av,    at   4   J)   m. 
West  lOHd  st,   Broadway  to  Fort  Washington  av, 

at   4   p   m. 
Kast    197th  st,    Bainbridge  av  to   Creston   av,    at 

12  m. 
Belmont    av.    East    175th    st    to    Tremont    av,    at 

2   p  m. 
East    172d    st,    Jerome    av    to    Morris    av,    al    4 

p    m. 
White  Plains  rd,  Morris  Park  av  to  West  Farms 

rd,    at    4    p    m. 

Friday,    Oct.     12. 

East  172d  st,   Boston  rd  to  Southern  Boulevard. 

at  3  p  m. 
West  17Gth   st,   Sedgwick   av   to   N   Y   &   Putnam 

R  R,   at  1  p  m. 
Kossuth    pi.    Mosho^u    Parkway    to    De    Kalb    av, 

at   11   a   m. 

At    258    Broadway. 
Monday,     Oct    8. 
Cherry  and  Oliver  sts,  school  site,  at  10.30  a  m. 
Pier  52,   East  River,  at  11  a  m. 
Manhattan  Terminal,   at   11  a  m. 
111th  and  112th  sts,  school  site,  at  10.30  a  m. 
Maurice    av    and    Columbia    av,    school    site,    at 

1pm. 
Piers  2  and  3,  East  River,  at  2  p  m. 
15th  and  ISth  sts.  North  River  docks,  at  2  p  m. 
113th  st,   school  site,   at  3  p  m. 
Bridge  4,   Section  No  3,   at  3  pm. 
79th    st,    school    site,    at   3    p    m. 


JOSEPH   P.  DAY 

Real  Estate 

AOOTIONEER  AND  APPKAIBKB 

iuJN   OFFICE;  AGKNCT  DIPT 

31  NASSAU  ST.  932  EIOHTH  AVBNUB 


Tuesday,    Oct.    ',1. 

Pier  'M\.   East  River,  at  10.30  a  m. 

Wednesday,   Oct.    10. 

liUd    and  a.Sd    sts.    North    River   docks,    at    10.30 

a  m. 

Carmine  st,   school   site,   at   11  a  m. 

Pier    13,  East    River,    at    2    p    m. 

Thursday.    Oct.    11. 

Piers   16  and   17,   East   River,   at  10.30  a  m. 
Briggs  and  Bainbridge  sts,  school  site,  at  11  a  m 

Friday,    Oct.    12. 

13th  st,  school  site,  at  3  p  m. 


AUCTION    SALES    OF   THE   WEEK. 

The  following  is  the  complete  list  of  the  prop- 
erties sold,  withdrawn  or  adjourned  during  week 
ending  Oct.  5,  lilOd,  at  the  New  York  Real 
Estate  Salesroom.  14  and  10  Vesey  st.  E.vcept 
where  otherwise  stated,  the  properties  offered 
weie  in  foreclosure.  Adjournment  of  legal  sales 
to  next  week  are  noted  under  Advertised  Legal 
Sales. 

♦Indicates  that  the  property  described  was  bid 
in    for   the   plaintiff's   account. 

The  total  amount  at  the  end  of  the  list  com- 
prises the  consideration  in  actual  sales  only. 

JOSEPH    P.     DAY. 

l.'iOth  st,  No  463.  n  s,  22.")  e  Amsterdam  av, 
2."ix!IS.  2-sty  frame  dwel'ing.  (Amt  due, 
^;1.4M.").37;  taxes,  &c,  $100.)  Mort  recorded 
July    10.    ino.J.      John    R    Davidson $0,200 

Boston  rd  or  Morse  av|w   s.   303.4  s  w   166th   st. 

Franklin  av  |  runs  s  w  71. .H  x  n  w 
316.1!  to  Franklin  av.  x  n  e  lO.S.lO  x  s  e  200  x 
s  w  41  x  s  e  67. S  to  beginning,  6-sty  brk 
tenement  and  vacant  on  Franklin  av.  Ad- 
journed   to    Nov   2 ■ 

HERBERT    A.    SHERMAN. 

Union  av,  w  s  |whole  front  between  158th 

].">8tu  St.  s  s  I  st    and    Westchester    av. 

Westchester  av,  n  w  s|   runs   s   36.3   x   s   w   18.6 

X   w    11)1. .5   X   n   ."lO  x   e   113.11   to   beginning. 

6-sty    tenement    and    store.      (Amt    due,    $16,- 

2.18,.'il:    taxes.    &c,    $40;i;    subject    to    a    prior 

mort  of  .f21.00t).)      Mort   recorded   March   1."). 

ll!01i.      John    C    Hoenninger    SS.'JOO 

Total      $47,700 

Jan.    1.    11!0«.    to   date 23.8.50.100 

Corresponding    week.    191>5 34.3.384 

Corresponding   period.    1905 26,687,077 


ADVERTISED    LEGAL    SALES. 

Sales  to  be  held  at  the  Real   Estate   Exchange, 
1-*  and  16  Vesey  St.,  except  as  elsewhere  stated. 

Oct.    6. 
No  Legal  Sales  advertised  for  this  day. 

Oct.    8. 
Croton   st,    n  e  s.   1.50  s  e  Audubon   av,   25x92; 
2-sty  frame  dwelling:  all  right,  title,  &c.     Mo- 
rizt    L    Ernst    et    al    agt    Jane    McGrane;    P    A 
Hatting,   atfy.   5   Beekman   st.      (Sheriff's  sale; 
amt   due,    $625.)      By   Joseph    P    Day. 

Oct.  9. 
Bleecker  st.  No  144,  s  s.  25  w  West  Broadway, 
'25x125.  3-sty  brk  tenement  and  store.  Adam 
Neumann  agt  Ernestine  Von  Munster  or  Schro- 
der indiv  and  extrx  et  al;  Wesselman  &  Kraus, 
alt'ys.  31  Liberty  st;  Edw  D  O'Brien,  ret. 
(Amt  due.  $3,311.69;  taxes,  &c.  .$448.90;  sub  to 
a  mort  of  .$'20.(XK).)  Mort  recorded  March  31, 
VMM.  By  Bryan  L  Kennelly. 
T'ffany  st.  e  s  [intersection  s  w  s  169th  st.  lOOx 
lOOth  St.  s  w  s|  4.5.10x79.7x146.2.  vacant.  Arthur 
Knox  agt  Flood  Construction  Co  et  al;  Her^ 
bert  A  Knox,  att'y.  19.S  Broadway;  Thomas  F 
Gilroy,  Jr,  ref.  (Amt  due,  $11,516.70;  taxes, 
&c,  .$400;  sub  to  a  prior  mort  of  $11,0(J0.)  Mort 
recorded   Dec  19,  1904.     By  Joseph  P  Day. 


Oct.    10. 

Crotona  av,  Nos  1899  and  1901,  1300     s     177th     st, 
on  map  Nos  1899  to  1911,  w  s,  runs    w    448.8    to 
176;h  St.  n  s,  [Arthur     av     x     s 

Arthur  av,  e  s,  [101.3   x   e  115.3   X 

s  IfiO  to  176th  st  X  e  100.4  x  n  199  x  e  217.5  x 
n  100  to  beginning;  two  2-sty  frame  dwellings 
and  vacant.  Caroline  Drew  agt  Anson  A 
Drew  et  al;  Fettretch,  Silkman  &  Seybel, 
atty's,  41  Park  row;  Wm  P  Hamilton,  Jr.  ref. 
(Amt  due,  taxes,  &c,  $4,219.54.)  By  James 
L   Wells. 

Oct.    11. 

No  Legal  Sales  advertised  for  this  day. 

Oct.    12. 

Sedgwick  av,  w  s,  819.6  n  Cedar  av  (late  river 
V,ew  Terrace),  103.2xl53.7xl65.2xl.S7.11,  2-sty 
frame  dwelling  and  vacant.  The  East  River 
Savings  Institution  agt  Lillian  J  R  Hilton  et 
al;  Hitchings  &  Palliser,  att'ys.  100  William 
st;  Frank  D  Pavey,  ref.  (Amt  due.  $21,- 
545.60;  taxes,  &c.  $362.10.)  Mort  recorded 
Feb  20,   1005.     By  Joseph  P  Day. 

Oct.    13. 

No  Legal  Sales  advertised  for  this  day. 

Oct.    15. 

162d  St.  No  775,  n  s,  04.7  w  3d  av.  17x100, 
5-sty  brk  tenement.  Lang  &  Co  agt  Selma  S 
Heim;  sheriff's  sale  of  all  right,  title,  &c, 
which  Selma  S  Heim  had  on  April  13,  1900, 
or  since;  Nicholas  J  Hayes,  sheriff.  By 
Joseph    P    Day. 

27th  st,  Nos  17  and  19,  n  s.  95  w  Madison  av, 
50x9.S.9.  12-«ty  brk  and  stone  hotel.  Cedar 
Street  Co  agt  Wells  Really  &  Construction 
Co  et  al;  John  M  Stoddard,  att'y,  135  Broad- 
way; Abraham  Stern,  ref.  (Amt  due.  $186.- 
125. .S9;  taxes.  &c.  $10,245;  sub  to  a  prior  mort 
of  $160.1)IK).)  Mort  recorded  May  IS,  I'.KH. 
By    Jo.seph    P    Day. 

221st  at,  8  s.  255  e  2d  av,  50x114,  Wakefield,  two 
3-sty  frame  dwellings.  Juliana  Sponheimer  agt 
Theodore  Sponheimer  et  al;  Stilwell  &  Decker, 
att'ys.  787  Tremont  av,  Bronx;  James  O  Far- 
rell,  ref.  (Amt  due,  $2,799.03:  taxes.  &c, 
$022. .37:  sub  to  a  mort  of  $2,000.)  Mort  re- 
corded Sept  2.    1899.      By  Joseph  P  Day. 
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Official  legal  TRoticeg 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  Septem- 
ber 19  to  October  1,  1900,  of  the  confirmation 
by  lue  Supreme  Court  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  Assessments  for  OPENING  A.\D 
ACQUIRING  TITLE  to  the  following-named 
Stieet   in   the   BOROUGH   OF  THE   BRONX: 

L'4TH  WARD,  SECTION  11.  EAST  178TH 
STREET— OPENING,  from  Arthur  Avenue  to 
Southern  Boulevard.  Confirmed  April  30.  1906; 
entered    September   19.    1900. 

HERMAN    A.    METZ. 

Comptroller. 

City  of  New  York,  September  19,  1903.   (liggiG) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  Septem- 
bei  112  to  October  6,  190G,  of  the  confirmation 
by  the  Supreme  Court  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  OPENING  AND  AC- 
QUIRING TITLE  to  the  following-named  place 
in    the    BOROUGH    OF    THE    BRONX: 

24TH  WARD,  SECTION  11.  PALISADE 
PLACE— OPENING,  from  Popham  Avenue  to 
Sedgwick  Avenue.  Confirmed  April  7,  1906;  en- 
tered  September  21.   IfMiB. 

HERMAN   A.    METZ, 

Comptroller. 
City  of  New  York,  September  21,  1900.  (290.j8) 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY'  RECORD  OF  Sep- 
tember 2(i  to  October  9,  190(3,  of  the  confirmation 
by  the  Board  of  Assessors  and  the  entering  in 
the  Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  LOCAL  IMPROVE- 
MENTS  IN   THE    BOROUGH   OF  MANHATTAN: 

12TH  WARD.  SECTION  7.  ST.  NICHOLAS 
AVENUE— REPAIRING  SIDEWALKS,  east  side, 
from  the  north  curb  of  137th  Street  to  480  feet 
north. 

HERMAN  A.   METZ, 

Comptroller. 

City  of  New  York,  September  2."l,  1906.   (29119) 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  Octo- 
ber 3  to  10.  19U0.  of  the  confirmation  by  the 
Board  of  Assessors  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  LOCAL  IMPROVE- 
MENTS   IN   THE    BOROUGH   OF   THE    BRONX: 

23D  WARD.  SECTION  9.  EAST  104TH 
STREET  AND  GRANT  AVENUE— RECEIVING 
BASINS  at  the  northwest  corner.  23D  WARD, 
SECTION  10.  FOX  STREET- SEWER,  between 
Wales  Avenue  and  Beach   Avenue. 

HERMAN  A.   METZ. 

Comptroller. 

City   of   New   York,    October   2,    190S.        (29202) 


proposals. 


public  "ROtlCCB. 


proposals. 


Office  of  the  President  of  the  Borough  of 
Manhattan,   City   Hall,   The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Borough  of  Man- 
hattan, at  the  City  Hall,  Room  16,  until  3 
o'clock    P.    M.    on 

MONDAY,    OCTOBER    8,    1906. 

No.  1.  Reregulating  and  regrading,  curb- 
ing and  flagging  One  Hundred  and  Fifty-second 
street,  from  Broadway  to  Riverside  Drive  ex- 
tension. 

No.  2.  Regulating,  grading,  curbing  and  flag- 
ging One  Hundred  and  Seventy-fourth  street, 
fiom  Broadway  to  Amsterdam  avenue. 

No.  3.  Regulating,  grading,  curbing  and  flag- 
ging Two  Hundred  and  Fourth  street,  from 
Tenth  avenue  to  bulkhead  line  of  the  Harlem 
River. 

No.  4.  Regulating,  grading,  curbing  and  flag- 
ging Two  Hundred  and  Fifth  street,  from 
Tenth  avenue  to  bulkhead  line  of  the  Harlem 
River. 

No.  .^.  Regulating,  grading,  curbing  and  flag- 
ging Two  Hundred  and  Sixth  street,  from 
Tenth  avenue  to  bulkhead  line  of  the  Harlem 
River. 

No.  0.  Regulating,  grading,  curbing  and  flag- 
ging first  new  street  north  of  Fairview  ave- 
nue, from  Bro:idway  to  first  new  avenue  west 
of   Broidway    (Bennett  avenue). 

No.  7.  Regulating,  grading,  curbing  and  flag- 
ging Seaman  avenue,  from  Academy  street  to 
Isham    street. 

No.  8.  Flagging  and  reflagging  east  and  west 
sides  of  St.  Nicho'as  avenue,  from  One  Hun- 
dred and  Si.\ty-ninth  street  to  One  Hundred  and 
Eighty-first    street. 

For  full  particulars  see  City  Record. 

JOHN   F.    AHEARN, 

Borough   President. 

The  City  of  New  York,  Sept.    25,  1906.   (29133) 

Headquarters  of  the  Fire  Department  of  The 
City  of  New  York,  Nos.  157  and  159  East  Sixty- 
seventh  street,  Borough  of  Manhattan,  The 
City    of    New    Y'ork. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office    until    10.;iO   o'clock   A.    M.    on 

TUESDAY.    OCTOBER    9.    1906, 
Boroughs  of   Brooklyn   and   Queens. 

No.  1.  For  furnishing  all  the  labor  and  ma- 
terials required  for  the  erection  .and  completion 
of  a  new  building  for  engine  company  No.  120, 
to  be  located  on  the  southerly  side  of  Eleventh 
street,  375  feet  4  inches  each  of  Seventh  avenue, 
Borough    of    Brooklyn. 

No.  2.  For  furnishing  all  the  labor  and  mate- 
rials required  for  the  completion  of  a  new  build- 
ing for  an  engine  company,  to  be  located  on  the 
southerly  side  of  Union  street,  277  feet  6  Inches 
west  of  Seventh  avenue.   Borough  of  Brooklyn. 

For  full  particulars  see  Citv   Record. 

JOHN  H.   O'BRIEN, 
Fire    Commissioner. 

Dated  September  22,  1906.  (29140) 


Depaitment  of  Water  Supply,  Gas  and  Elec- 
tricity. Room  1536,  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan,  The  City  of  New  Y'ork. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until 
2  o'clock  p.  m.  on 

WEDNESDAY.    OCTOBER   10,    1906, 
Borough   of   Brooklyn. 

No.  1.  For  furnishing  and  delivering  cast-lr«D 
stop  cock  boxes  and  covers,  as  follows:  Section 
1,  three  hundred  and  fifty-two  thousand  (352,- 
0001  pounds  of  castings:  Section  2,  three  hun- 
dred and  fifty-two  thousand  (352,000)  pounds 
of     castings. 

No.  2.  For  furnishing,  delivering  and  laying 
a  24-inch  water  main  and  appurtenances  in 
Underbill  Avenue,  from  Atlantic  Avenue  to  the 
Mt.  Prospect  pumping  station. 

No.  3.  For  furnishing,  delivering  and  Install- 
ing surface  condensers,  etc.,  at  the  MillburD 
pumping   station,    Baldwins,    Long    Island. 

No.  4.  For  furnishing  and  delivering  double- 
nozzle     hydrants. 

No.  5.  For  furnishing  and  delivering  cast- 
iron   flanged   pipe,   special   castings,    etc. 

For   full   particulars   see   City    Record. 

WILLIAM    B.    ELLISON, 

Commissioner. 

Dated    September    27,    1906. 

Bellevue  aud  Allied  Hospitals  Department  of 
New  Y'ork  City.  Twenty-sixth  Street  and  First 
Avenue.  Borough  of  Manhattan,  the  City  of 
New   Y'ork. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
reived   by   the   President   of   the   Board   of  Trus- 
tees at  the  above  office  until  3  o'clock  P.   M.  on 
FRIDAY,     OCTOBER    12,     1906. 
For   additions   and   alterations  to   the   buildings 
and    present    fire   protection    devices    of    Bellevue 
Hospital. 
For  full  particulars  see  City  Record. 

JOHN    W.     BRANNAN, 
President.   Board  of  Trustees,   Bellevue  and 
Allied    Hospitals. 
Dated  September  29,   1900.  (29191) 

Bellevue  and  Allied  Hospitals  Department  of 
New  Y'ork  City.  Twenty-sixth  Street  and  First 
Avenue.  Borough  of  Manhattan,  the  City  of 
New   Y'ork. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived  by   the   President   of   the   Board   of  Trus- 
tees at  the  above  office  until  3  o'clock  P.   M.   on 
FRIDAY.    OCTOBER    12,    1906. 
For    all    the    labor    and    material    required    for 
additions     and     alterations     to     the     refrigerating 
plant   and    boxes   in    the   City   Morgue,    for   Belle- 
vue   and    Allied    Hospitals,    at    the    foot    of    East 
Twenty-sixth     Street     and     East    River,     In    the 
Borough   of  Manhattan.   City  of   New  York. 
For  full  particulars  see  City  Record. 

JOHN     W.     BRANNAN, 
President,    Board  of  Trustees,   Bellevue  and 
Allied    Hospitals. 
Dated   September  29,    19(M"..  (29191) 

Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough   of   Manhattan,   The  City  of  New  Y'ork. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
P.    M.    on 

THURSDAY',    OCTOBER    11.    1900. 
Borough    of    Manhattan. 

No.  1.  For  furnishing  all  the  labor  and  ma- 
terials required  for  the  erection  and  completion 
of  greenhouses,  to  be  situated  in  Central  Park, 
opposite  One  Hundred  and  Fourth  Street  and 
Fifth    Avenue. 

No.  2.  For  furnishing,  delivering  and  laying 
cast  iron  water  pipe  and  appurtenances  in  the 
Harlem  River  Driveway,  between  One  Hundred 
aud    Fifty-fifth    street   and    Dyckman    street. 

No.  3.  For  furnishing  and  setting  curbstones, 
providing  the  necessary  drainage,  paving  with 
asphalt  blocks  the  carriageway,  and  with  rock 
asphalt  mastic  the  sidewalks,  and  otherwise  im- 
proving the  semi  circle  at  the  entrance  to  Cen- 
tral Park  at  Sixty-sixth  street  and  Central  Park 
West. 

No.  4.  For  repairs  and  alterations  to  the 
plumbing  in  the  New  Y'ork  Aquarium,  consisting 
of  the  furnishing  of  all  labor,  tools,  appliances, 
etc.,  required  to  remove  certain  lines  of  pipe 
and  to  install  lead  lined  pipe,  valves,  fittings, 
etc..     in     place    thereof. 

For  full  particulars  see  City  Record 
MOSES    HERRMAN, 

President; 
JOSEPH    I.    BERRY. 
MICHAEL    J.     KENNEDY, 

Commissioners    of    Parks. 

Dated   September   27.    1900.  (291S2) 


Police  Department  of  the  City  of  New  Y'ork 
No.    :i(Hi   Mulberry    Street. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Police  Commissioner  of  the  Police 
Department  of  The  City  of  New  York  at  the 
above   otlice    until    10  o'clock   A.    M.    on 

THURSDAY,    OCTOBER    11.    1900. 
For     furnishing    and     delivering     seven     patrol 
wagons    for    the    use    of    the    Police    Department 
of   the    City    of   New   York. 
For    full    particulars   see    City    Record  * 

THEODORE    A.    BINGHAM. 

Police  Commissioner. 
Dated    September    28.    190(J.  (29231) 

public  TRotlces. 

MUNICIPAL     CIVIL     SERVICE     COMMISSION. 
299  Broadway. 
New   York.   October  2,   1900 
PUBLIC    NOTICE     IS    HEREBY    GIVEN    that 
the  examination  for  the  position  of  DIETITIAN, 
advertised    to    take    place    on    Tuesday,    October 
9th.     has    been     postponed    until    WEDNESDAY' 
V..CTOBER    31ST.    1900. 

App'ications  will  be  received  until  Thursday 
October  25,   1900,  4  P.   M. 

FRANK  A.  SPENCER, 
(20224)  Secretary. 


CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of 
tbe  powers  vested  in  them  by  law,  will  offer 
for  sale  at  public  auction  the  buildings,  parts  of 
buildings,  etc.,  standing  upon  property  owned 
by  The  City  of  New  York,  acquired  for  the 
Board  of  Education,  said  b'uildlngs  being  situ- 
ated   in    the 

BOROUGH    OF    BROOKLYN 
and    erected    upon    property    bounded    and    de- 
scribed   as    follows: 

BEGINNING  at  a  point  formed  by  the  inter- 
section of  the  westerly  line  of  Reid  Avenue 
with  the  northerly  line  of  the  lands  of  Public 
School  57.  which  point  is  distant  100  feet  north- 
erly from  the  northerly  line  of  Van  Buren 
Street,  and  running  thence  westerly  along  the 
said  northerly  line  of  the  lands  of  Public  Schooi 
57  VM)  feet:  thence  northerly  and  parallel  with 
^id  Avenue  22  feet;  thence  easterly  and  paral- 
lel with  the  said  northerly  line  of  the  lands  of 
Public  School  57  one  hundred  (100)  feet  to  thj 
westerly  line  of  Reld  Avenue;  thence  southerly 
along  the  westerly  line  of  Reid  Avenue  22  feet  to 
the  said  northerly  line  of  the  lands  of  Public 
School  57,   the  point  or  place  of  beginning. 

By  direction  of  the  Comptroller,  the  sale  of  the 
above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue.  Department  of 
Finance.      The   sale   will    take   place   on 

THURSDAY,    OCTOBER    11,    1900, 
at    11    a.    m..    and    will    be   sold    for   the   highest 
marketable  price. 

For  further  particulars  see  "City  Record." 
H.    A.    METZ, 

Comptroller. 

City  of  New  York— Department  of  Finance, ) 
(29123)    Comptroller's    Office,    Sept.     22,    1006.  j 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL   ESTATE. 

Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of 
the  powers  vested  in  them  by  law,  will  offer 
for  sale  at  public  auction  the  buildings,  parts 
of  buildings,  etc.,  standing  upon  property  owned 
by  The  City  of  New  Y'ork  acquired  for  the  use 
of  the  Board  of  Education,  said  buildings  being 
situated  in   tbe 

BOROUGH    OF    RICHMOND 
and    erected    upon    property    bounded    and    de- 
scribed   as    follows: 

ijEGINNING  at  a  point  formed  by  the  inter- 
section of  the  southerly  line  of  Clinton  Avenue 
with  the  westerly  line  of  Anderson  Street,  and 
running  thence*  southerly  along  the  westerly 
line  of  Anderson  Street  127  feet  to  the  northerly 
line  of  the  lands  of  Public  School  13;  thence 
westerly  along  the  northerly  line  of  the  lands 
of  Public  School  13,  ISO  feet  to  the  easterly  line 
of  Clare  Street;  thence  northerly  along  the  east- 
erly line  of  Clare  Street  112  feet  to  the  southerly 
line  of  Clinton  Avenue:  thence  easterly  along 
the  southerly  line  of  Clinton  Avenue  180  feet 
7  inches  to  the  westerly  line  of  Anderson 
Street,   the  point  or  place  of  beginning. 

By  direction  of  the  Comptroller,  the  sale  of  the 
above  described  buildings  and  appurtenances 
toereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.     The  sale  will  take  place  on 

MONDAY,    OCTOBER   15,    1906, 
at   11    A.    M.,   on  the  premises,   and  will  be  sold 
for    the   highest   marketable    price. 

For  further  particulars  see  "City  Record." 
H.    A.    METZ. 

Comptroller. 
City  of  New  York— Department  of  Finance, ) 
(291481     Comptroller's    Office,     Sept.    25,     1906.  ) 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of 
the  powers  vested  in  them  by  law,  will  offer 
for  sale  at  public  auction  tbe  buildings,  parts  of 
buildings,  etc.,  standing  upon  property  owned 
by  The  City  of  New  York,  acquired  for  the 
Board  of  Education,  said  buildings  being  situ- 
ated   in    the 

BOROUGH  OF  MANHATTAN 
and    erected    upon    property    bounded    and    de- 
scribed   as    follows: 

BEGINNING  at  a  point  formed  by  the  inter- 
section of  the  southerly  line  of  East  Houston 
Street  with  the  westerly  line  of  Norfolk  Street 
and  running  thence  westerly  along  the  southerly 
line  of  East  Houston  Street  25  feet;  thence 
southerly  along  the  easterly  line  of  the  lands  of 
Public  School  13  ninety-nine  (99)  feet  ten  (10) 
inches:  thence  easterly  and  parallel  with  East 
Houston  Street  25  feet  to  the  westerly  line  of 
Norfolk  Street;  thence  northerly  along  the  west- 
erly line  of  Norfolk  Street  99  feet  10  inches  to 
the  northerly  line  of  East  Houston  Street,  the 
point  or  place  of  beginning, 
— and  also — 

BEGINNING  at  a  point  on  the  westerly  line 
of  Norfolk  Street  distant  99  feet  10  inches  south- 
erly from  the  southerly  line  of  East  Houston 
Street,  and  running  thence  westerly  and  parallel 
with  East  Houston  Street  100  feet;  thence  south- 
erly and  parallel  with  Norfolk  Street  25  feet; 
thence  easterly  and  again  parallel  with  East 
Houston  Street  100  feet  to  the  westerly  line  of 
Norfolk  Street;  thence  northerly  along  the 
westerly  line  of  Norfolk  Street  25  feet  to  the 
point    or   place  of   beginning. 

By  direction  of  the  Comptroller,  the  sale  of  the 
above  described  buildings  and  appurtenances 
thereto  will  be  made  under  tbe  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.      The   sale    will    take    place    on 

WEDNESDAY,    OCTOBER    10.    1900, 
af   11    a.    m..    and    will    be   sold   for   the   highest 
marketable   price. 

For  further  particulars  see  "City  Record." 
H.    A.    METZ, 

Comptroller. 

City  of  New  Y'ork— Department  of  Finance  ) 
(29125)    Comptroller's    Office,    Sept.    22     1906  J 
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CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL,  ESTATE. 

At  the  request  of  the  President  of  the  Bor- 
ough of  The  Bronx,  public  notice  is  hereby 
given  that  the  Commissioners  of  the  Sinking 
Fund  of  The  City  of  New  York,  by  virtue  of  the 
powers  vested  in  them  by  law,  will  offer  for 
sale  at  public  auction  the  buildings,  parts  of 
buildings,  etc.,  standing  upon  property  owned 
by  The  City  of  New  York  acquired  for  street 
opening  purposes,  said  property  being  situated 
within  the  lines  of  the  ap|)roach  to  the  bridge 
over  the  tracks  of  the  New  York  and  Putnam 
and  the  Spuyten  Duyvil  and  Port  Morris  Rail- 
road at  Morris  Heights,  in  the  2-ltb  Ward  of 
the  Borough  of  The  Bronx,  City  of  New  York, 
and  is  more  particularly  described  on  a  map  on 
file  in  the  office  of  the  Collector  of  City  Reve- 
nue, Department  of  Finaace.  Room  141,  280 
Broadway,  Borough  of  Manhattan.  The  sale 
will    take   place   on 

FRIDAY,    OCTOBER    12,    1006, 
at   11   A.    M.,    on    the   premises   and   will    be   sold 
for  the  highest  marketable  price  on   the  follow- 
ing 

TERMS     AND     CONDITIONS. 

Cash  payment  in  bankable  funds  at  the  time 
and  place  of  sale,  and  the  enlire  removal  of  the 
buildings,  parts  of  buildings,  etc.,  standing 
within  the  lines  of  said  streets  by  the  purchaser 
or  purchasers  immediately  after  the  sale.  If  the 
purchaser  or  purchasers  fail  to  effect  a  removal 
within  thirty  days,  he  or  they  shall  forfeit 
bis  or  their  purchase  money  and  the  ownership 
of  the  buildings,  parts  of  buildings,  etc.,  and 
The  City  of  New  York  will  cause  the  same  to  be 
removed   witnout    notice   to    the   purchaser. 

Purchasers  to  be  liable  for  any  and  all  data- 
ages  of  any  kind  whatsoever  by  reason  of  the 
occupation  or  removal  of  said  buildings,  parts 
of  buildings,   etc. 

The  bidder's  assent  and  agreement  to  the 
above  terms  and  conditions  are  understood  to  be 
implied  by  the  act  of  bidding. 

Full  particulars  of  sale  can  be  obtained  at  the 
office  of  the  Collector  of  City  Revenue,  Room 
141,  Stewart  Building,  2S0  Broadway,  Borough 
of  Manhattan. 

-      H.    A.    METZ, 

Comptroller. 

City  of  New  York — Department  of  Finance,  \ 
(20121)    Comptroller's    Office.     Sept.    24,     lOOG.  j 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL   ESTATE. 

Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of 
the  powers  vested  in  them  by  law,  will  offer 
for  sale  at  public  auction  the  buildings,  parts 
of  buildings,  etc.,  standing  upon  property  owned 
by  The  City  of  New  York,  acquired  for  Carnegie 
Library  purposes,  said  buildings  being  situated 
in   the 

BOROUGH    OF    THE    BRONX, 
and     erected     upon     property     bounded    and    dfi- 
scribed    as    follows; 

BEGINNING  at  the  corner  formed  by  the  in- 
tersection of  the  easterly  side  of  Woody  crest 
Avenue  and  the  southerly  side  of  ICSth  Street, 
and  running  thence  southerly  along  the  said 
easterly  side  of  Woodycrest  Avenue  03.78  feet; 
thence  easterly  in  a  straight  line  12fi.83  feet  to 
a  point  in  the  westerly  side  of  Shakespeare 
Avenue,  formerly  Marcher  Avenue,  distant 
101.92  feet  southerly  along  the  same  from  the 
southwesterly  corner  of  ItJSth  Street  and  Shakes- 
peare Avenue;  thence  northerly  along  the  said 
westerly  side  of  Shakespeare  Avenue  101.02  feet 
to  the  southerly  side  of  l(»8tb  Street,  and  thence 
westerly  along  the  said  southerly  side  of  IGSth 
Street  70.12  feet  to  the  point  or  place  of  be- 
ginning. 

By  direction  of  the  Comptroller,  the  sale  of  the 
above  described  buildings  and  appurtenances 
thereto  will  be  m.Mde  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.     The  sale  will  take  place  on 

MONDAY,    OCTOBER    8.    1906, 
at   11   A.    M.,    and   will   be   sold   for   the   highest 
marketable    price. 

For  further  particulars  see  "City  Record." 
H,    A.    METZ. 

Comptroller. 
City  of  New  York— Department  of  Finance,  } 
(20060)     Comptroller's    Office,    Sept.    22.     1006.  f 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

At  the  request  of  the  President  of  the  Borough 
of  Queens,  public  notice  is  hereby  given  that 
the  Commissioners  of  the  Sinking  Fund,  by  vir- 
tue of  the  powers  vested  in  them  by  law,  will 
offer  for  sale  at  public  auction  the  buildings, 
parts  of  buildings,  etc.,  .<*tanding  within  the 
lines  and  on  property  owned  by  The  City  of 
New  York,  acquired  for  street  purposes,  in 
the 

BOROUGH  OF  QUEENS 
being  the  property  acquired  for  the  opening  of 
Washington  Avenue,  between  Vernon  Avenue 
and  Jackson  Avenue,  in  the  First  Ward  of  the 
Borough  of  Queens.  City  of  New  York,  which 
is  more  particularly  described  on  a  schedule 
on  file  in  the  office  of  the  Collector  of  City 
Revenue,  Department  of  Finance.  Room  141,  No. 
280  Broadway,  Borough  of  Manhattan.  The 
sale   will    take   place    on 

TUESDAY.     OCTOBER     16,     1006, 
at  ll  a  m.,  on  the  premises  and  will  be  sold  for 
the   highest   marketable   price   on    the   following 
TERMS   AND    CONDITIONS. 
Cash    payment   In   bankable   funds   at    the   time 
and    place    of    sale,    and    the    entire    removal    of 
the   buildings,    parte   of    buildings,    etc.,    standing 
within    the    lines    of    said    streets    by    the    pur- 
chaser or  purchasers  immediately  after  the  sale. 
If  the  purchaser  or  purchasers  fail  to  effect  a 


removal  within  thirty  days,  he  or  they  shall 
forfeit  his  or  their  purchase  money  and  the 
ownership  of  the  buildings,  parts  of  build- 
ings, etc.,  and  The  City  of  New  York  will  cause 
the  same  to  be  removed  without  notice  to  the 
purchaser. 

Purchasers  to  be  liable  for  any  and  all  dam- 
ages of  any  kind  whatsoever  by  reason  of  the 
occupation  or  removal  of  said  buildings,  parts 
of    buildings,    etc. 

The  bidder's  assent  and  agreement  to  the  above 
terms  and  conditions  are  understood  to  be  im- 
plied by  the  act  of  bidding. 

Full  particulars  of  sale  can  be  obtained  at 
the  office  of  the  Collector  of  City  Revenue, 
Room  141.  Stewart  Building,  No.  280  Broad- 
way.   Borough   of   Manhattan. 

H.   A.   METZ. 

Comptroller. 
City  of  New  York— Department  of  Finance,  ) 
Comptroller's    Office,     September    28,     1900.  J 


NOTICE  ID  TUPIYEIIS. 


I 


Department    of    Finance. 
Bureau    for    the    Collection   of    Taxej. 
No,    S7  Chambera  Street. 
Borough    of   Manhattan. 
New  Ynrk,    September  24th     190«, 

NOTICE  IS  HEREBY  GIVEN  that  the  As^esa- 
ment  rolls  of  Real  Estate  and  Personal  Property 
In  The  City  of  New  York  for  the  year  1906,  and  th» 
warrant  g  for  the  collection  of  taxes,  have  been 
delivered  to  the  undersigned,  and  that  all  the  taxes 
on  said  RBsessment  rolls  are  due  aJid  payable  oq 
Monday,  October  1.  1906.  at  the  office  of  the  Re- 
ceiver of  Taxes  In  the  borough  in  which  the  prop- 
erty Is   located,    aa    follows: 

Borough  of  Manhattan.  No,  57  Chambera  street, 
Manhattan.    N.    Y.  ; 

Borough  of  The  Bronx,  comer  Third  and  Tremont 
avenues.    The    Bronx.    N.    Y. ; 

Borough  of  Brooklyn  Ronms  2  4.  S  and  8  Munic- 
ipal Building.    Brooklyn.    N.    Y.  ; 

Borough  of  Queens  corner  Jickson  avenue  and 
Fifth   atreet.    L^ing    Island    City,    N.    Y,  ; 

Borough  of  Rlfhmond.  Borough  Hall,  St,  Georg«, 
Etateh    Island.    N.    Y, 

In  case  of  payment  during  October  the  person 
so  paying  shall  be  entitled  to  the  beneflta  men- 
tioned In  section  915  of  the  Greater  New  York 
Charter  (chapter  378.  Laws  ol  ii597),  viz.  :  A  deduc- 
tion of  interest  at  ihe  rate  of  6  per  cent,  per 
annum  between  the  day  of  such  payment  and  ths 
1st    day   of   December  next. 

ALL  BILLS  PAID  DURING  (X^TOBER  MUST 
BE  REBATED  BEFORE  CHECKS  ARE  DRAWN 
FOR    PAYMENT. 

When  checks  are  mailed  to  the  Receiver  of  Taxes 
thev  MUST  BE  ACCOMPANIED  BY  ADDRESSRD 
ENVELOPES  WITH  POSTAGE  PREPAID  in  order 
to    insure    return    of    receipted    bills    by    mall. 

Checks  dated  October  l«t  should  be  mailed  to  the 
Receiver  aa  soon  aa  possible  after  bills  have  beea 
received  by  the  taxpayer. 

Draw  checks  only  to  the  order 
of  the  Receiver  of  Taxes. 

-J  DAVID    E.    AUSTEN. 

Receiver  of  Taxes. 


CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of  the 
powers  vested  in  them  by  law.  will  otTer  for 
sale  at  public  auction  the  buildings,  parts  of 
buildings,  etc.,  standing  upon  property  owned 
by  The  City  of  New  York,  acquired  for  park 
purposes,    said    buildings    being    situated    in    the 

BOROUGH  OF  MANHATTAN 
and  erected  upon  property  within  the  lines  of  the 
block  bounded  by  the  westerly  side  of  Vlth  Ave- 
nue, the  northerly  side  of  West  27th  Street,  the 
ea.sterly  side  of  10th  Avenue  and  the  southerly 
side  of  West  28'h  Street,  in  the  Borough  of 
Manhattan,  City  of  JJew  York,  with  the  excep- 
tion of  Public  School  No.  33,  situated  on  West 
28th    Street. 

By  direction  of  the  Comptroller,  the-  sale  of 
the  above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.      The    sa'e   will    take    place    on 

FRIDAY,     NOVEMBER     9,     inOH, 
at   11   A.   M.,   on   the   premises  and   will   be   sold 
for     the    highest     marketable     price     at     public 
auction. 

It  is  to  be  strictly  understood  that  the  pur- 
chasers at  the  sale,  after  complying  with  all 
the  terms  and  conditions  hereinafter  mentioned, 
shall  erect  without  cost  to  The  City  of  New  York 
a  tight  board  fence  six  feet  high,  in  accord- 
ance with  the  rules  and  regulations  of  the 
municipal   departments. 

For    further    particulars    see    "City    Record." 
H.    A.    METZ, 

Coh^ptroller. 

C'tv    of    New    York— Department    of    Finance. 
(2n2r>l>)       Comptroller's  Office.  October  1.    lOOl^. 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL   ESTATE. 

Public  notice  is  hereby  given  that  the  Com- 
misKioncrs  of  the  Sinking  Fund,  by  virtue  of  the 
powers  vested  in  them  by  law.  will  offer  for 
sale  at  public  auction  the  buildings,  parts  of 
buildings,  etc.,  standing  upon  property  owned 
by  the  City  of  New  York,  acquired  for  school 
purposes,    said    buildings    being    situated    In    the 

BOROUGH    OF   THE    BRONX 
and    erected     upon    property    bounded    and    de- 
scribed  as   follows: 

BEGINNING  at  a  point  formed  by  the  inter- 
section of  the  easterly  line  of  the  lands  of 
Public  School  ."^  with  the  southerly  line  of  East 
IriTtb  Street,  which  point  Is  distant  26B.74  feet 
easterly    from    the    easterly    line    of    Courtland^ 


rt. venue,  and  running  1  hence  easterly  along  the 
southerly  line  of  East  157th  Street  100  feet; 
thence  southerly  and  parallel  with  the  easterly 
line  of  the  lands  of  said  school  100  feet;  thence 
westerly  and  parallel  with  East  l.'j7th  Street  50 
feet;  thence  again  southerly  and  again  parallel 
with  the  easterly  line  of  the  lands  of  said  school 
80.3  feet;  thence  westerly  in  a  straight  line  to 
the  southeasterly  corner  of  the  lands  of  said 
school;  thence  northerly  along  the  easterly  line 
of  said  school  191.78  feet  to  the  southerly  line 
of  East  157th  Street,  the  point  or  place  of  be- 
ginning. 

By  direction  of  the  Comptroller,  the  sale  of  the 
above  described  buildings  and  appurtenances 
luereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.      The   sale   will    take   place   on 

MONDAY.     OCTOBER     22,     190(5, 
at  11   A.    M..   on   the   premises,   and   will   be  sold 
for     the     highest     marketable    -price     at     public 
auction. 

H.    A.    METZ, 

Comptroller. 

City  of  New  York— Department  of  Finance, 
(292f;;^)       Comptroller's  Office.   October  1,   190G. 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of  the 
powers  vested  in  them  by  law.  will  offer  for 
sale  at  public  auction  the  buildings,  parts  of 
buildings,  etc..  standing  upon  property  owned 
by  the  City  of  New  York,  acquired  for  school 
purposes,    said    buildings    being    situated    in    the 

BOROUGH  OF   MANHATTAN 
and     erected     upon     property     bounded     and     de- 
scribed  as   follows: 

BEGINNING  at  a  point  in  the  northerly  line 
of  East  8srh  Street  distant  17<)  feet  easterly  from 
the  easterly  line  of  1st  Avenue:  running  thence 
northerly  and  parallel  with  1st  Avenue  100  feet 
H^^  inches;  thence  easterly  and  parallel  with 
East  88th  Street  ISO  feet;  thence  southerly  and 
again  parallel  with  1st  Avenue  100  feet  8'^ 
inches  to  the  northerly  line  of  East  S8th  Street; 
thence  westerly  along  the  northerly  line  of  East 
S8th  Street  ISO  feet  to  the  point  or  place  of 
beginning. 

By  direction  of  the  Comptroller,  the  sale  of  the 
above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.  The  sale  will  take  place  on 
FRIDAY.  OCTOBER  19,  190fJ. 
at  11  A.  M.,  on  the  premises,  and  will  be  sold 
for  the  highest  marketable  price  at  public 
auction. 

For  further  particulars  see   "City  Record." 
H.    A.    METZ. 

Comptroller^ 

City  of  New  York— Department  of  Finance, 
(29201)       Comptroller's  Office.   October  1,   lOOG. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  to  the 
owner  or  owners  of  all  houses  and  lots,  improved 
or  unimproved  lands  affected  thereby,  that  the 
following  proposed  assessments  have  been  com- 
pleted and  are  lodged  in  the  office  of  the  Board 
of  Assessors  for  examination  by  all  persons  In- 
terested      viz  ' 

'  BOROUGH    OF    THE    BRONX. 

List  8774,  No.  1.  Regulating,  grading,  curb- 
ing, flagging,  laying  crosswalks,  paving  with 
macadam  pavement  and  planting  trees  in  Free- 
man street,  from  Southern  Boulevard  to  Bronx 
River. 

List  8819,  No.  2.  Regulating,  grading,  curb- 
ing, flagging  and  laying  crosswalks  in  Evelyn 
place,  from  Jerome  avenue  to  Aqueduct  avenue 
East. 

List  80G5,  No.  3.  Sewer  and  appurtenances  in 
Fox  street,  between  Longwood  and  Intervale 
avenues.  ; 

List  8987,  No  4.  Receiving  basins  and  ap- 
purtenances at  the  northeast,  southeast  antf 
northwest  corners  of  River  avenue  and  East 
One  Hundred  and  Fiftieth   street. 

BOROUGH   OF   MANHATTAN. 

List  8978.  No.  5.  Sewer  in  West  One  Huq- 
dred  and  Fifty-first  street,  between  Seventh  ave- 
nue  and    Macomb's   Dam    road. 

List  8980.  No.  (>.  Sewers  in  Columbus  avenue, 
east  and  west  sides,,  from  One  Hundred  and 
Sixth    to    One    Hundred   and    Seventh    street. 

For   full    particul'irs  see   City   Record. 
ANTONIO    ZUCCA, 
PAUL    WEIMANN, 
JAMES    H.    KENNEDY. 

Board  of  Assessors. 

WILLIAM    H.    JASPER,    Secretary. 

No.    320   Broadway. 

City    of    New    York,     Borough    of    Manhattan, 
October   4.    1900.  (29249) 


proposals. 


DEPARTMENT  OF  DOCKS  AND  FERRIES. 
Sealed  bids  for  slag  or  granite  paving  at 
Rector  Street  Section,  North  River  (102(i)  will 
be  received  by  the  Commisioner  of  Docks  at 
Pier  "A."  Battery  Place,  until  12  o'clock  noon, 
October  15th.  1900.  (For  particulars  see  City 
Record.)  (29241) 

Department  of  Water  Supply.  Gas  and  Elec- 
tricity, Room  15:iO,  Nos  13  to  21  Park  Row, 
Borough  of  Manhattan,  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until 
2    o'clock    P.    M.    on 

WEDNESDAY,     OCTOBER    24.     190(5, 

Boroughs  of  Manhattan  and  The  Bronx. 

For     furnishing     and     delivering     agricultural, 

mechanics'    and    contractors'    tools,    paints,    oils, 

hardware,    miscellaneous   supplies,    etc. 

For   full    particulars    see   City   Record. 

.     WILLIAM   B.   ELLISON, 
Commissioner   of   Water   Supply,    Gas   and   Elec- 
tricity. 
The  City  of  New  York,  October  3,  1909.  (29258) 
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JUDGMENTS     IN    FORECLOSURE 
SUITS. 

Sept.    28. 

St  Nicholas  av,  n  e  cor  179th  st,  100x100. 
Realty  Mortgage  Co  agt  Wm  H  Stutchbury; 
Wolf  Kohn  &  UUman,  att'ys;  Isaac  Fromme, 
ret.      (Amt    due,    ?29,14S.oO. 

Stebblns  av,  n  e  cor  Home  st,  112.7x49.3. 
Samuel  Finkelstein  agt  Joseph  Langan  et  al; 
Chas  H  Frledrich,  atfy;  Isidor  Cohn,  ret. 
(Amt   due,   $6,874.20.) 

Sept.    29   and   Oct.    1   and   2. 

No  Judgments  in  Foreclosure  filed  these  days. 

Oct.    3. 

Ernescliff  pi,  s  s,  lots  482  and  48.'3,  map  of  prop- 
erty of  Geo  P  and  Henry  B  Opdyke,  Bronx. 
Sophia  A  O  Betz  agt  Charles  Ogden  indiv  and 
exr  et  al:  Robert  B  Hutchins,  att'y:  Gustavus 
A    Rogers,    ret.      (Amt    due,    $752.10.) 


LIS   PENDENS. 

Sept.    29. 

148th  st.  s  s,  440  w  Brook  av,  25x100.  Herman 
Leis  agt  Timothy  Donohue;  action  to  impress 
lien;    att'y,    A    Bloch. 

Bowery,  No  171.  Francis  J  Murphy  agt  Geo  S 
Underbill  et  al:  action  to  foreclose  mechanics 
lien;   atfy,    T   F   Keogh. 

3d  av.  No  1805.  Morris  Kannensohn  agt  Hyman 
Bloom:  action  to  impress  vendee's  lien;  att'y, 
M    H    Hayman. 

Oct.    1. 

Troy  st,  w  s,  240  s  Sidney  st,  runs  w  'iX>.5  x  3 
157.4  to  n  s  Kappock  st,  x  s  e  4.11  to  Troy  st, 
X  n  e  —  to  beginning.  Amsterdam  Building 
Co  agt  Maud  E  Lesley:  action  to  foreclose  me- 
chanics lien:  att'ys.   Wayland  &  Bernard. 

3d  av.  No  3886.  Sadie  Felson  agt  Ephraim 
Knepper  et  al;  partition;  att'ys,  Kelley  &  Con- 
nelly. 

Av  A,  s  w  cor  70th  st,  100.5x275.  Barnet  Kim- 
ler  et  al  agt  Maurice  J  Burstein  et  al:  action 
to  foreclose  mechanics  lien;  att'y,  I  Witkind. 

Grote  st,  n  s,  whole  front  between  Beaumont  and 
Crotona  avs,  75. 6x39. 4x95. 5x  irreg.  Luther 
W  Eaton  et  al  agt  Edward  S  Schaeffler  et  al; 
action  to  foreclose  mechanics  lien;  att'y,  E  L 
Barnard. 

104th   st,    Nos   115   to   121   East.      Sigmund  Mor- 
genstern    agt    Philip    Levinson    et    al;    specific 
performance;    att  y,    S    N    Tuckman. 
Oct.   2. 

165th  St.   Nos  838  and  840  East,  and  I 

Cauldwell  av.  No  969  | 

Adelaide  A  Hayden  agt  Minnie  M  Arbigast. 
indiv  and  adm'x  et-  al;  partition;  att'y,  E 
Meihling. 

Lexington  av,  n  w  cor  93d  st,  75.8x40.  Simon 
Anhalt  agt  Dayton  C  Belknap;  notice  of  at- 
tachment;  att'y,   W   D   Sporberg. 

135th  st.  No  635  East.  Armin  Fraenkel  agt' 
Jonathan  Friedman;  action  to  foreclose  me- 
chanic's  lien;   att'y,   J  J  Cohen. 


HERBERT  A.  SHERMAN 

REAL  ESTATE 

AUCTIONEER,     BROKER 

APPRAISER,  AGENT 

GROUND    FLOOR    ASTOR    BUILDING 

9  Pine  and  10  Wall  St.. 
Uptown  Office.  530  and  532   FIFTH   AVENUE 

Corner  44th  St..  under  5th  Ave.  Bank 
Tel.  Connections.     Private  Wire  Between  Offices 


South  St.   No  156, 

3Uth  st,   n  s.  3(i5.0  w  2d  av,  15.9x98.9, 

•27fth  st,   s  s.  4:^5  w  7th  av,   15x98.9, 

;iOth   St.   s  s.    ■S2>y.-2  e  2d  av,  21x98.9 

FroDt  st,  No  2HJ,  and 

2d  st,  n  e  s.  20l>  n  w  4th  av,  23x98.9. 

Anne    P    Breese    agt    James    L    Breese    et    al; 

partition:    att'ys,    Smith    &    Simpson. 
Bleecker  st,   No  372.     Louis  Davidson  agt  Nettie 

M    Foster;     specific    performance;    att'y,    M    J 

Scanlon. 
2d  av.  e  s.  20.5  s  51st  st,  20x70.     Rachel  Schrei- 

ber  agt  Joseph  Deutsch  exr;  action  to  impress 

trust;    atfys.    Saxe   &    Powell. 
51st    st.    No    407    East.      Thomas    J    Dooley    agt 
■  Margaret  Dooley  et  al;  partition;  att'y,  C  H  F 

Reilly. 
St  Ann's  av,  No  140.     Chas  H  Solomon  agt  An- 

sonia    Realty    Co;    action    to    cancel  -  contract; 

att'y,  M  Marks. 

Oct.    3. 

Av  D,  Nos  94  and  9G.  Tillie  Maas  et  al  agt 
Samuel  Herowitz  et  al;  action  to  impress  ven- 
dees   Hen;    att'ys,    Spero    &    Wasservogel. 

Av  A.  w  s.  7G.7  n  75th  st,  25.Gxl00.  Antonio 
Bohaty  agt  John  Bohaty  et  al;  partition; 
att'ys,   Semple  &  Liebeskind. 

Forsyth  st.  No  69.  Harris  Barnett  et  al  agt 
Isaac  Feinberg  et  al;  specilc  performance; 
att'ys,   Levitt   &   Hetkin. 

Oct.    4. 

St  Nicholas  av.  w  s,  164.4  n  153d  st,  60x104. 
AUiegro  &  Spallone  Construction  Co  agt  The 
Nicholas  Construction  Co;  action  to  foreclose 
mechanics  lien;  att'y,  S  Wechsler. 

Harlem  Railroad,  w  s,  adj  lands  of  John  Buss- 
ing, Jeanne  Francoise  and  Ortolland  Jacque- 
mod.     53.3x235.8x53.3x236.6,     Bronx. 

Harlem  Railroad,  e  s,  adj  lands  of  John  Buss- 
ing. Jeanne  Francoise  and  Ortolland  Jacque- 
mod,  53.3x83x53.3x115  to  centre  line  of  Bronx 
River.* 

Ellen  Petitmangin  agt  Marie  Francoise  G  L 
Canu  et  al;  action  to  cancel  deed,  &c;  att'ys, 
Niles  ^  Johnson. 

White  Plains  av.  w  s.  89.11  s  220th  st.  25x79. 
Jacob  Miuke  agt  Ignatz  C  Dickert;  action  to 
foreclose  tnechanics  lien;  att'y.  C  E  Stern. 

Washington  av.  e  s.  109  n  IGSth  st,  75x— .  Louis 
C  Rose  agt  The  Diamond  Construction  Co;  ac- 
tion to  foreclose  mechanics  lien;  att'y,  B  J 
Kelly.  «. 


Garfield  av,  s  e  cor  Baker  st.  62x25.  Van 
Nest  Wood  Working  Co  agt  Edward  F  boyle 
et  al;  action  to  foreclose  mechanics  lien; 
atfy,    D    S    Decker. 

13th  St.  No  710  East.  George  Miller  agt  Jacob 
Fischer;   notice  of  attachment;  att'y,  A  Bloch. 


FORECLOSURE    SUITS. 

Sept.  28. 
136' h   st.   No  140  West.     Mabel   I  Jones  agt  Wm 
H   Flitner  et  al ;  att'y,  W  T  Emmet.     Corrects 
error    in    last    issue,    when    location    was    136th 
St.    No    120  West. 

Sept.    29. 

34th    st,    n    s.    225    e    11th    av.    100x9S.9x    irreg. 

Harris   D  Colt  trustee  agt  Ellen  Gledhill  et  al; 

att'ys.    Curtis.    Mallet-Prevost   &   Colt. 
17Sth   st,    s   s.    HX)   e  Audubon  av,  *45x91.2x45.1x 

88. .3.       Broadway    Mortgage    Investing    Co    agt 

Paterno     Bros     et     al;     att'ys,     Carrington     & 

Pierce. 

Oct.    1. 

116th  St.  n  s.  256  e  Park  av.  25x100.11.     Henry 

A    Jackson    agt    Corporation    Liquidating    Co   et 

al;    att'y.    S    H    Jackson. 
14fh    St.    No   521    East.      Louisa    G    Schaefer   aft 

Solomon  Miller  et  al;   att'y,   S  Bier. 
Front   St.    Nos   129  and   131.  I 

Pine  St.  Nos  91  and  93.  | 

Cedar    Street    Co    agt    Santos    Co    et   al;    att'y, 

R  G   Babbage. 

Oct.    2. 

Courtlandt  av.  s  w  cor  159th  st,  48.6x98.    Samuel 

Williams   et   al   agt   Max   Kessler  et  al;   att'ys, 

Boardman,    Piatt    &    Dunning. 
I7r(th    st.    s    s.    150    w    Amsterdam    av,    75x99.8. 

Henry  Arnstein  agt  Charles  Ludiu  et  al;  att'ys, 

Feltenstein   &   Rosenstein. 
Mangin    st,    No    10.      Sigmund    Morgenstern    agt 

Philip  Levinson  et  al;  att'y,  S  N  Tuckman. 

Oct.    3. 

85th    st,    s    s.    200   w    1st   av,    25x102.2.      Adolph 

Schwartz    et    al    agt   Lester   M    Shapiro    et   al; 

atfys.    Krakower   &   Peters. 
59th  St.   n  s.   2m  e  l^Iadison  av.  60x100.5.     Ger- 

mania  Life  Ins  Co  agt  Mary  M  Stewart  et  al; 

atfys,    Dulon    &    Roe. 
60th  St.  s  s.  205  w  2d  av.  19.2x100.5.     Mary  A  A 

Woodcock    agt    Philip    J    Britt    et    al;    att'ys. 

Thompson.   Koss  &  Warren. 
Bradhurst    av,    s    e    cor    146th    st,    119.10xll2.6x 

irreg.      Max    Brey    agt    Nathan    Applebaum    et 

al;    atfy,    C   Wechsler. 

Oct.    4. 
12'2d  st,  n  s,  31.6  w  2d  av.  14x71.10.     Edward  T 

Engel     agt    Jacob     Lichtenstein;     atfy,     F     W 

Franklin. 
Amsterdam    av,    e   s,    236.1    n    167th    st,    75x100. 

Dora    Finkelstein    agt    Jacob    Goldberg    et    al; 

atfy,    J    A    Seidman. 


CONVEYANCES 


Whenever  the  letters  Q.  C  C.  a  G.  and  B.  &  S.  occur,  preceded  by 
the  name  ot  the  grantee,  they  mean  as  follows: 

1st.— Q.  C.  is  an  abbreviation  tor  Quit  Claim  deed,  i.  e.,  a  deed 
wherein  all  the  right,  title  and  interest  of  the  grantor  is  conveyed, 
omitting  all  covenants  and  warranty. 

2d. — C.  a.  G.  means  a  deed  containing  Covenant  against  Grantor 
only,  in  which  he  covenants  that  he  hath  not  done  any  act  whereby 
the  estate  conveyed  may  be  impeached,  charged  or  encumbered. 

3d. — B.  &  S.  is  an  abbreviation  tor  Bargain  and  Sale  deed,  wherein, 
although  the  seller  makes  no  expressed  consideration,  and  thus  im- 
pliedly claims  to  be  the  owner  of  it.  The  street  or  avenue  numbers 
given  in  these  lists  are,  in  all  cases,  taken  from  the  insurance 
maps  when  they  are  not  mentioned  in  the  deeds.  The  numbers,  it 
will  occasionally  be  found,  do  not  correspond  with  the  existing  ones, 
owing  to  there  having  been  no  official  designation  made  of  them  by 
the  Department  of  Public  Works. 

4th.— The  first  date  is  the  date  the  deed  was  drawn.  The  second 
date  is  the  date  of  filing  same.  When  both  dates  are  the  same,  only 
one  is  given. 

5th. — The  figures  in  each  conveyance,  thus,  2:482 — 10,  denote  that 
the  property  mentioned  ia  in  Section  2,  Block  482,  Lot  10. 

6th. — It  should  also  be  noted  in  section  and  block  numbers  that 
the   instrument   as   filed   is   strictly  followed. 

7th.— A  $20.000— $30,000  indicates  the  assessed  value  ot  the 
property,  the  first  figures  being  for  the  lot  only,  and  the  second 
figures  representing  both  lot  and  building.  Letter  P  before  second 
figure  Indicates  that  the  property  is  assessed  as  in  course  of 
construction. 

September  28,   20,   October   1,   2.   3.  4. 
BOROUGH   OF  MANHATTAIT. 

Attorney  st,  No  98,  e  s,  125  s  Rivington  st.  2.jx7.j.  5-sty  brk  ten- 
ement and  store.'  Davis  Berkman  and  ano  to  Jonas  Weil  and 
Bernhard  Mayer.  Q  C.  Oct  2.  Oct  3,  1900.  2:343—10.  A 
$14,000— $25,000.  .  nom 

Same  property,  but  size  is  25x72,  with  all  title  to  strip  lying  east 
of  above,  25x3.  Jonas  Weil  et  al  to  Davis  Berkman  and  Abram 
Gutterman.     Mort  $20,000.     Oct  2.     Oct  3,  19013.     2:343. 

other  consid  and  100 

Baxter  st,  No  137,  e  s,  abt  100  n  Hester  st,  25x100,  G-sty  brk  ten- 
ement and  store.  Israel  Lippmann  to  John  Palmieri.  Mort 
$28,000.  Sept  11.  Sept  28,  1906.  1:236-2.  A  $13.000— $23.- 
000.  other    consid    and    100 

Broome  st.  No  294,  n  s,  25  w  Eldridge  st.  25x75,  5-sty  brk  ten- 
ement and  store.  Max  Psaty  et  al  to  Bernard  Schlanowsky.  Mort 
$31,500.     Oct  1,  1906.     2:419—72.     A  $18,000— $27,000. 

other    consid    and    100 

Cannon  st.  No  133.  w  s,  80  s  Houston  st,  20x100.  6-sty  brk  building 
and  store.  PARTITION.  Abraham  A  Greenhoot  referee  to  Ger- 
trude Fuchs.  Mort  $19  000.  Sept  24.  Sept  28,  1906.  2:335 
—67.     A  $9,000— $20,000.  24,600 

Cannon  st.  No  133,  w  s,  SO  s  Houston  st,  20x100.  6-sty  brk  build- 
ing and  store.     Gertrude   Fuchs  to   Marcus   A  Rosenthal.     Mort 


$19,000.     Sept  20.     Sept  28,  1906.     2:335—67.     A  $9,000— $20,- 
000.  nom 

Same  property.  Max  Brodowsky  to  same.  Q  C.  Sept  26.  Sept 
28,   1906.     2:335.  '  100 

Cannon  st.  No  92,  e  s,  143.5  s  Stanton  st.  34.1x100,  6-sty  brk  ten- 
ement and  store.  Nathan  Kirsh  to  Barnet  Cohen.  Mort  $49,000. 
Sept  26.     Oct  3,   1906.     2:329.  other  consid  and   100 

Cherry  st.  No  136,  n  s,  239.3  e  Catharine  st,  25.8x104.2,  5-sty  brk 
tenement  and  store.  Martin  Garone  to  Daniel  W  Harnett.  % 
part.  Mort  $31,000.  Sept  28.  Oct  1,  1906.  1:2.53—11.  A 
$10,000— $20,000.  other  consid  and  100 

Cherry  st.  No  27  (old  No  28),  n  s,  abt  190  w  Roosevelt  st,  29.6x 
68x25x67  e  s.  5-sty  brk  tenement  and  store.  Margt  M  Mooney 
to  Vincenzo  .Liquori.  Mort  $14,250.  Sept  29.  Oct  1,  1906.  1:- 
109—8.     A  $7.400— $14,000.  nom 

Clinton  st.  No  18,  e  s,  200  s  Houston  st,  25x100.2,  5-sty  brk  ten- 
ement and  store  and  5-sty  brk  tenement  in  rear.  Julius  S  Sand- 
ler et  al  to  Mitchell  Lippman  and  Joseph  Stark.  Mort  $31,000. 
Sept    24.      Oct    2,    1906.      2:350—45.      A    $17.0CM_1— $23,000. 

other    consid    and    100 

eolumbia  st.  No  111,  w  s,  125  n  Stanton  st,  25x100,  5-sty  brk  ten- 
ement and  store.  Benj  M  Gruenstein  to  Mayer  D  Waldman. 
Morts  .$33,9.50.  Oct  1.  Oct  2,  1906.  2:335—28.  A  $15,000— 
$22,0(X>.  other   consid   and   100 

Delancey  st.  No  2401n  w  cor  Sheriff  st,  25x75,   7-sty  brk  tenement 

Sheriff  st.  No  45  |  and  store.  George  Modell  to  Harris  Goldman 
and  Ike  Shapiro.  Mort  $48,900.  Sept  25.  Sept  28,  1900.  2:.338 
—72.      A  $18. (XIO— $40,000.  other  consid  and   100 

Division  st.  No  243,  s  s,  46  w  Montgomery  st,  23x48. 0.x23x48.7, 
6-sty  brk  loft  and  store  building.  Louis  Kovner  to  Chas  M 
Siegel.  Mort  $23,000.  Sept  28.  Oct  2,  190G.  1:28C>— 03.  A 
$10,000— $20,000.  other  consid  and  100 

Dry  Dock  st.   No  19  |  s  w   cor  12th   st,   75x84,   four  3-sty   brk 

12th  st,   Nos  722  to  728|     tenements  and  4-sty  brk  tenement  and 
store  on  corner.     Albert  M  Baumann  to  Markus  Weil.     Mort  $15,-. 
000.     Oct  2.  1900.     2:381-18  to  21.     A  $26,00O-$30,00O.      nom 

East  Broadway,  No  198,  n  s,  78.4  e  Jefferson  st.  26.3x60.4x26.1x, 
C0.5.  5-stv  brk  tenement  and  store.  Jacob  Gordon  et  al  to  Wm 
A  Schwartz.  Mort  .$30,500.  Sept  27.  Sept  28,  1906.  1:285—34. 
A   $17,000— $24. tMIO.  other  consid  and   100 

Same  property.  Wm  A  Schwartz  to  Harry  D  Fertel.  Mort  .$30.- 
50O.     Sept  27.      Sept  2S.   1906.     1:285.  other  consid  and  100 

Essex  st.  No  108,  e  s,  abt  150  n  Delancey  st,  25x100,  5-sty  brk 
tenement  and  store  and  4-sty  brk  tenement  in  rear.  Joseph 
Berkowitz  et  al  to  Abraham  Landsman.  Mort  $30,000.  Oct  1. 
Oct   2,   1906.     2:3.53-6:     A  $20,000-$28,000. 

other  consid  and  100 

Essex  st.  No  46  (44),  e  s.  101.6  s  Grand  st,  25x100,  6-sty  brk  ten- 
ement and  store  and  5-sty  brk  tenement  in  rear.  Wolf  Finkel- 
stein et  al  to  Charles.  Isaac  and  Samuel  Polansky.  Mort  .$47,- 
800.      Sept   28.     Oct   3,   1906.     1:311-9.     A   $21.000-$28.000. 

other  consid  and  100 

Front  St.   No  ISO  |  s  w  cor  Burling  slip.  24x63x24.4x63.5, 

Burling  slip.  Nos  22  and  24|  5-sty  brk  loft  and  store  building. 
Marv  E  H  wife  ot  James  W  McCuUoch  to  William  McDonagh. 
Mort    $32,000.      Oct    1,    1906.      1:71-28.      A    $30.300-$36,000. 

other  consid  and  100 


The  text  of  thege  pages  is  copyrighted.     AH  rightg  are  reserved.        Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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Fulton  St,  No  6,  s  w  s,  92  w  South  st,  20x67.5x20.7x05.9,  4-sty 
brk  hotel.  Release  dower.  Ethie  L  wife  of  Howard  A  Scher- 
merhorn  to  Charles  Laue.  Oct  3.  Oct  4,  1906.  l;7-4— 21.  A 
.fl9,500— $22,000.  nom 

Same  property.  Howard  A  Schermerhorn  EXR  Horatio  Scher- 
merhorn   to   same.     Mort   $22,000.      Oct  3.     Oct   4,   1900.      1:74. 

29,000 
Fulton  St,  No  204.  s'  s,  abt  2.32  e  Greenwich  st.  2.5x77,  4-sty  brk 
loft  and  store  building.     Chas  H   Bohde  et  al   HEIRS  Frederick 
Bohde    to    Hudson    &    Manhattan   R   R   Co   of   N  Y.      Oct  3,   1906. 
Oct  4,  ItMJO.     1:81—25.     A  fJO.OOJ— $32,000.  nom 

Grand  st,  Nos  444  and  446|n   e   cor   Ridge   st,   43.10x100,   6-sty  brk 
Ridge  st,  Nos  Ki  to  20         |     tenement  and  store.      Benjamin  Leipzig 
et  al  to  Davis  Berkman  and  Abram  Gutterman.      Mort  $101,2.50. 
July  9.     Sept   2S,   190«.      2:341—67.     A   $60,000— $115,000. 

other  consid  and  100 
Greenwich  st.  No  394|,n    w   cor    Beach    st,  '25x79.10x25x79.8,    4-sty 
Beach  st.   No  63        |     brk   loft   and   store   building.      Samuel   Weil 
to  Charles  Bettels.     Mort  $29,000.     Sept  2S.     Oct  1,  1906.  1:216 
—33.     A  $20,600— $28,500.  other  consid  and  100 

Greenwich  st.   No  738|  n  w  cor  Perry  st,  25x63x41.6x47,  3-sty  brk 
Perry  st.   No  123  |     tenement   and   store.      Mark   L   Brophy   to 

John  Reid,  Jr,  of  Yonkers,  N  Y.  Mort  $15,000.  Sept  27.  Oct 
3,    1906.      2:633—24.      A   .$12,000— $14,000. 

other   consid   and   100 
Hamilton  st.  No  31,  n  s,  abt  255  w  Market  st,  31x52.x — x4S.9,  e  s, 
5-sty  brk  tenement   and  store.     Andrew  Coppola  to  Henry  Ber- 
ger.      Mort   $12,000.      Oct   1.      Oct  3,   1906.      1:253—79.      A   $5,- 
000— $10,000.  other  consid  and  100 

Hamilton  st.  No  13,  n  s,  151.4  e  Catherine  st,  25x31,  5-sty  brk 
tenement  and  store.  Max  Bache  to  Stone-.\ronson  Realty  Co,  a 
corpn,  and  Gurjan  Realty  Co,  a  corpn.  %  right,  title  and  inter- 
est. Mort  $7,000.  Sept  27.  Sept  28,  1906.  1:253—70.  A  $4,- 
000— $9,OtlO.  other  consid  and  100 

James  st.  No  00,  e  s.  abt  73  n  Oak  st,  25x100,  4-sty  brk  tenement 

and  store  and  4-sty  brk  tenement  in  rear. 
Roosevelt  st.  No  75,  w  s,  abt  50  s  Oak  st,  25x52,  5-sty  brk  tene- 
ment  and   store. 
Roosevelt  st.  No  73,  w  s,  abt  25  s  Oak  st,  28x52,  5-sty  brk  tene- 
ment and  store. 
Roosevelt  st.   No  711   s  w  cor  Oak  st,  25x55,   5-sty  brk  tenement 
Oak  st.   No  15  |     and   store. 

S2d  st,  Nos  344  to  352,  s  s,  67  w  1st  av,  83x102.2,  tour  3-sty  stone 

front   tenements   and  4-sty   brk  tenement  and  store. 
Pearl  st,   Nos  515,  515V4  and  517|  s  s,  11.4  n.  w  Centre  st,  runs  n  w 
Lafayette  st,  Nos  19  and  21       |     along  s   w  s   Pearl   st,   50.1   to 
Lafayette  st,  x  s  w  50.6  x  s  e  50.4  x  n  e  52.9  to  beginning,  5-sty 
hotel. 
East  Broadway,  No  39,  s  s,  207.10  e  Catherine  st,  26x75x25. 0»75. 
5-sty  brk   tenement  and  store  and  5-sty   brk  tenement   in  rear. 
James  st.  No  75|  s  w  cor  Oak  st,  25.2x55.9x25.2x53.8,  2-sty  frame 
Oak  st,  I     brk  front   tenement  and   store. 

The  People  of  State  N  Y  to  Robert  Boyd.  All  title.  Q  C.  July 
26,  1906.  Oct  1,  1dm.  1:278—29.  A  $16,000— $19,000;  112— 
27  and  29.  A  $24,300— $41,500;  5:1.544—301/4  to  32y2.  A  $22,500— 
.$45,000;  1.5.5—33.  A  $24,700— $28,000;  111—52.  A  $13,200— 
$14  500;   2,S0— 11.     A  .$19.000— $28.(100.  150 

James  st,  Nos  81  and  83,  on  map  No  83,  s  w  s,  abt  25  n  Batavia 
st,  25x108,  also  strip  adj  on  James  st,  0.4x — ,  4-sty  brk  tene- 
ment and  store.  Wilhelmina  wife  of  Henry  C  Birkel  et  al  to 
Sergio  Carlucci.  B  &  S.  Oct  4,  1906.  1:111—55.  A  $12,600 
—$17,000.  21,000 

Ludlow  st.  No  153,  w  s,  100.4  s  Stanton  st.  25x87.6,  6-sty  brk  ten- 
ement and  store.  Sam  Jacobs  to  Max  Kass  and  Joseph  Swern- 
ofsky.  Mort  ,$36,000.  Oct  1.  Oct  2,  1906.  2:411—21.  A 
$17,000— $36,000.  other  consid  and  100 

Ludlow  st.  No  173,  n  w  s,  abt  172  w  Stanton  st,  25x87. ti,  5-sty 
brk  tenement  and  store.  Stuyvesant  F  Morris  to  Rudolph  J 
Casey.  All  liens.  Sept  18.  Sept  28,  1906.  2:412—29.  A 
$16,000— $22,000.  no>u 

Same  property.      Rudolph  J  Casey   to  Joseph  Kaplan.     Mort  $28,- 

OOO:      Sept   20.      Sept   28.   1906.      2:412.  nom 

Ludlow  st.  No  179.  n  w  s.  124  s  w  Houston  st,  23.10x87.10,  3-sty 
brk  tenement  and  store  and  .3-sty  brk  tenement  in  rear.  Win- 
throp  C  Rutherfurd,  EXR,  &c.  Lewis  M  Rutherfurd  to  Israel  Wol- 
fish. 1/2  part.  All  liens.  Sept  26.  Oct  3,  1906.  2:412—26.  A 
$16.000— $17,000.  •  8,500 

Same   property.      Winthrop   C   Rutherfurd   to  same.      %   part.     AH 

liens.     Sept  21.     Oct  3,   190(i.     2:412.  nom, 

Madison  st.  No  329,  n  s,  25.7  w  Scammel  st,  runs  n  87  x  e  1  x  n 
10.6  X  w  21.4  X  s  97  to  st  X  e  20  to  beginning,  .5-sty  brk  tene- 
ment and  store.  Harris  Goldman  et  al  to  David  Kordt  and  Israel 
Yuskowitz.  Mort  .$28,100.  Sept  25.  Sept  28.  1!.M>6.  1:267—5. 
A  $1(1.000- $20,000.  other  consid  and  100 

Monroe  st.  No  280.  Release  note  and  all  claims.  Samuel  Birn- 
baum   to   David  Lasky.     Mar  16,   1904.     Oct  2,   1906.     1:263^. 

A  $9,000— $30,000.  

Monroe  st.  No  245,  n  s,  286.10  e  Scammel  st,  26.9x94..5x26.9x94.8. 
5-sty  brk  tenement  and  store.  Abraham  Levenstein  to  Louis 
Edelson.  Mort  .$34, .500.  Oct  1.  Oct  2,  lOCKi.  1:266—25.  A 
$14,000— .$.30,000.  other   consid   and    100 

Montgomery  st.  No  25,  e  s,  81.2  s  Henry  st,  19. .5x75,  3-sty  brk 
dwelling.  Robert  Morgan  HEIR  Wm  Morgan  to  Mary  Morgan. 
B  &  S.  Mort  $2,000.  Aug  .30.  Oct  3,  1906.  1:268—63.  A  .$9,- 
000— $10,000.  nom 

Mott  st,  No  302.  e  s,  242.4  s  Bleecker  st,  30.3x83.11x.30.3x82.11, 
3-sty  brk  stable.  Ellen  B  Breslin  et  al  to  The  Martin  Hoffman 
estate,  a  corporation.  B  &  S  and  C  a  G.  June  26.  Oct  3,  19(M). 
2:521—26.      A   $16,(:mX>— $]7,."0tl.  other   consid   and   100 

Same  property.  The  Domestic  &  Foreign  Missionary  Soc  of  the 
P  E  Church  in  the  U  S  of  A  to  same.  All  title.  June  26.  Oct 
3,   1906.     2:521.  nom 

Same  property.     Geo  M  Miller  EXR,  &c,  Susan  0  Hoffman  to  same. 

All   title.      June   15.      Oct  3.    l!Jfl(i.  .   2:521.  50 

Same  property.     Ellen  L  Foster  to  same.     Q  C.     Jan  30.     Oct  3. 

1906.     2:. 521.  nom 

Mott  St.  No  .3(J2,  e  s.  242.11  s  Bleecker  st.  .30.3x.S.3.11x.30..3x82.11, 
3-sty  brk  stable.  Wm  S  Hoffman  et  al  to  The  Martin  Hoffman 
estate.  All  title.  June  15,  1900.  Oct  3.  1906.  2:.521— 26. 
A   $16.000— $17,500.  •■  other   consid    and   5,(101) 

Rivington  st.  No  1.59,  s  s,  50  w  Clinton  st,  25x100.  4-sty  brk 
tenement    and    store     and    4-s^y    brk    tenement     in    rear.       Max 

Tischler   to   Golda   Kalisky.      Mort   $ .     Jan   1.      Oct    1,    1906 

2:.348— 19.     A  .$20.000— $22.0011.  nom 

Walker   st.    No   15,   s  s,    KJO  e   West    Broadway,    20x106,   6-sty   brk 

loft    and   store    building.      Mary   Ehrmann    to   Joshua   Kantrowitz 

and  Moses  Esberg.     Mort  $36,000.     Sept  26.     Oct  2.  190(!.      ]l!l] 

—24.     A  $17.300— .$40,0(10.  other  consid  and  100 

Washington  st,  Nos  578  to  582  |s  w  cor  Clarkson  st,  runs  s  75  x  w 

Clarkson  st,  Nos  62  to  72  |     96.3   x   s   25  x   w   7.5   x   n   2.5   x   w 

West  st,  Nos  350  to  3.52  |    105.1    to   e   s   West   st   x   n   75   to 


Clarkson   st   x   e   281.10   to   beginning,   several   1   and  2-sty   brk 
buildings.     Delancey  Kane  et  al  to  Mary  Ehrmann.     C  a  G      Aug 
„-•     Oct  4,   1906.     2:600.  other  consid  and  100 

Same    property.      Release    mort.      Delancey    Kane    TRUSTEE    to 
Louisa    L   Kane.      1-8   part.      All    title.      Aug   9.      Oct   4     1906 
„-:<5<J0-  15,000 

Same  property.  Mary  Ehrmann  to  Sol  L  Kaye,  Joshua  Kantrowitz, 
Moses  Esberg  and  Morris  J  Rose.  Mort  $125,000.  Oct  3.  Oct 
4,   1906.  •  2:(;q0.  other  consid  and  100 

West  st,   Nos  3oO  to  3o2  |s   e   cor   Clarkson   st,   75x—   to   w   s 

Washington  st,  Nos  578  to  582  J     Washington    st    x75x271,     several 
Clarkson  st,  Nos  62  to  72  (    1    and    2-sty    brk    buildings.      Re- 

lease, Q  C,  &c.     The  City  of  N  Y  to  Louisa  L,  Delancey  A  and  S 
Nicholson  and  John  I  Kane,  Mary  R  H  Glyn,  Emily  A  K  Jay  and 
Sybil  K  Kane.     All  title.     June  11,  1906.     Oct  4,   1906.     2:600. 
'  1 562.50 

West  st,  Nos  156  and  157|s  e  cor  Park  pi,  runs  s  64.5  x  e  '84  8 
on  map  Nos  156  to  158       |    x  n  31.7  to  Park  pi  x  w  00.11,  4  and 
Park  pi,  Nos  104  and  106       |     5-sty  brk  loft  and  store  buildings 
Washington  st.   No  254,  w  s,  32  s  Murray  st,  20.8x70x20.4x69.7, 

4-sty  brk  loft  and  store  building. 
Washington  st.  No  332.  w  s,  43.4  s  Harrison  st,  21.9x67x22.1x67, 

4-sty  brk   loft  and  store  building. 

2d  av,   Nos   1678  and  KJSOls  e  cor  87th  st,  runs  s  40  x  e  90  x  s 

87th  st,  Nos_3(X)  to  324  |    60.8  x  e  145.5  x  n  100.8  to  s  s  87th 

st  X  w  235.5  to  beginning,  four  4  and  four  3-sty  brk  dwellings 

and  two  5-sty  brk  tenements  and  stores  on  av. 

91st  st,  Nos  286  and  288,  s  s,  125  w  2d  av,  50x100.8,  1  and  3-sty 

brk  and  frame  buildings. 
91st   st.   No   400,  s   s,   94   e   1st   av.,   75x100.8,   1  and  3-sty  brk 

buildings  of  iron  works.  * 

Also  all  right,  title  and  interest  in  and  to  any  other  real  prop- 
erty in  N  Y  or  elsewhere. 

Llspenard  Stewart  to  Wm  R  Stewart.  1-3  part.  B  &  S  Sent 
^\^^^.^-  '^"^^  -^'-  ^^^-  1:128-36,  37.  A  $58,000-S76.500. 
J-?r;^'^-.^^.f^-''J*'9-*l^'000.  182^1.  A  $ll,800-|l5,000. 
5:1549-50.  52.  A  $118,000-$118,000.  1536-31.  A  $14,000- 
$16,500.     1571—41.     A  $28,000— $32,000.  nom 

Wooster  st.  No  1.50,  e  s,  195  s  Houston  st,  25x100.  5-sty  brk  loft 
and  store  building.  Marie  C  Nelson  et  al  EXRS,  &c,  William 
Nelson  to  Morris  Haber,  Samuel  Dworkowitz  and  David  Haber 
June  27.  Oct  3,  1906.  2:514—9.  A  $23,000— $26,000.  32,000 
Wooster  st.  No  150,  e  s.  195  s  Houston  st,  25x100,  5-sty  brk  loft 
and  store  building.  Morris  Haber  et  al  to  Morris  Schachter  and 
Bessie   Metzger.      Mort   $26,000.     Aug  28.     Oct  3,.  1906.     2:514. 

„■  ^,     „_  other  consid  and  100 

3d  st.  No  8.5,  n  s.  abt  loO  w  1st  av,  25x96.2,  5-sty  brk  tenement. 
Francis  J  Schnugg  et  al  EXRS.  &c,  John  Schnugg  to  Heiman 
Glasser.     Sept  27.     Oct  3,  1906.     2:445^4.     A  $16,000— $30,000 

46,100 
4th  st.  No  96,  s  w  s,  abt  175  e  2d  av,  25x95.3,  5-sty  brk  tenement 
and    store    and   3-sty    brk    tenement    in    rear.      Adolf    Prince    to 
Samuel   Klausner.     Mort  $32,250.      Oct   1,   1900.     2:445—14      A 
$15,(100— $30,(XI0.  other    consid   and    100 

6th  st.  No  814,  s  s,  177.2  e  Av  D,  21x97,  4-sty  brk  tenement  and 
store  and  3-sty  brk  tenement  in  rear.  Loretta  C  Frederick  and 
ano  EXRS  James  H  Frederick  to  Samuel  R  Frederick.  Sent 
28,  1906.     2:360—52.     A  $7,000— $9,000.  16,500 

6th  st.  No  635,  n  s,  1.58  w  Av  C,  25x90.10,  5-sty  brk  tenement. 
Jacob  Bier  to  Mary  Bier.  Mort  $19,000.  Sept  5,  1905  Oct  4 
1906.      2:389—43.      A   $14,00(J— $21,000.  nom 

8th  st.  No  39(>,  s  s,  127.6  w  Av  D,  27.6x97.6,  6-sty  brk  tenement. 
James  J  Britton  to  Bennie  Hershkowitz.  Mort  $31,687.50.  Oct 
1.     Oct  3,   1906.     2:377—32.     A  $15,00O-$35,000. 

„„„  other  consid  and  100 

12th   St.   No   260,   s   s,   141.10  e   4th  av,   16.8.x85.9xl6.8xS7,   3-3ty 
brk    dwelling.      Jane    wife    Thomas    Hall    to    Mary    McGoldrick 
Aug  10,  1901.     Sept  28.  1906.     2:615-14.     A  $7,500— $9,000.     nom 
Same    property.      Mary    McGoldrick    to   Jane   wife    of   and   Thomas 

Hall.      Aug   10,   1901.      Sept   28.   1906.     2:615.  nom 

12th  St.  Nos  635  and  (j37,  n  s,  183  w  Av  C,  50x103.3.  two  4-sty 
brk  tenements  and  stores  and  2-sty  brk  tenement  in  rear.  Chas 
R  Faruolo  to  Aaron  Gottlieb  and  Samuel  Schlesinger.  Oct  1. 
Oct  2,  1906.     2:395-^3  and  44.     A  $20,000— $24,000. 

other  consid  and  100 
13th   st,   Nos  636  and  038,  s  s,   183  w  Av  C,  50x103.3,   6-sty  brk 
tenement   and   store.      Herman    Segal    to    Ignatz   Gottlieb.      Mort 
$44,000.     Oct  1.     Oct  3,   1906.     2:395—24  and  25.     A  $20,000 
— P  $28.0(10.  other  consid  and  100 

14th  st.  No  436.  s  s.  121.11  w  Av  A,  22x78.3  to  c  I  former  Stuy- 
vesant st  x26.3x(i3.10,  5-sty  brk  tenement  and  store.  Abram 
A  Weigert  et  al  to  Abram  A  Weigert.  B  &  S  and  C  a  G  Mort 
$12.0(J0.  Sept  27.  Sept  28,  1906.  2:441—25.  A  $9,000— $13,- 
000.  nom 

14th   st.    No  4.34,   s   w  s,  444  s   e   1st  av,  25x38.8  to  n   s  former 

Stuyvesant  st  x29. 10x55.1,  4-sty  brk  tenement  and  store. 
Stuyvesant  st.  rear  of  above,  runs  s  39.6  to  former  c  1  Stuyvesant 
st  X  e  29. iO  x  n  39.7  x  w  29.10  to  beginning,  both  of  above 
known  as  No  434  East  14th  st.  2-sty  brk  tenement. 
Abram  A  Weigert  et  al  to  Abraham  A  Weigert.  B  &  S  and  C 
a  G.  Mort  $13,500.  Sept  27.  Sept  28,  1906.  2:441—24.  A 
$11,000— $14,000.  nom 

14th  st,  Nos  310  and  318,  s  s,  172.6  e  2d  av,  45x103.3,  7-sty  brk 
tenement  and  store.  Elias  Senft  et  al  to  Henry  Rosenstein, 
Gustav  Kaliski,  Wm  Prager  and  Harry  L  Wolff.  Mort  $97,<XhV 
Sept  2(!.     Sept  28,  19(J6.     2:45.5—15.     A  .$28,000— $80,0(X>.  100 

14th  st.  No  444.  -s  w  s.  225  s  e  10th  av.  25x103.1.  3-sty  brk  store. 
Elizabeth  Sheridan  and  ano  to  Mary  E  McDonnell,  of  Ellenville 
NY.  Q  C.  Sept  27.  Sept  29,  1906.  2:640-16.  A  $14,000-^ 
$14,500.  1,000 

17th  st.  No  437.  n  s,  325  e  10th  av,  25x92.  5-sty  brk  tenement. 
Wm  P  Lawless  to  Rachel  Lederer.  Sept  26.  Oct  3.  190(5.  3715 
—14.     A  .$9..5O0— $14,000.  other  consid  and  100 

17th  St.  Nos  112  and  114.  s  s.  2:50  e  4th  av.  50x92.  6-sty  brk  ten- 
ement.     City  Real   Estate   Co  to  .Mex   P  W  Kinnan.     B  &  S.      Mt 

$100.t«lO.     Oct   1.     Oct  4,  1960.    3:872—69.     A  $44,000—$ . 

other  consid  and  100 
19th   St.   No  224  East.     Certificate   of  payment  of  transfer  tax  of 
$2,235.70  by  Willis  E  Merriman.  2d  deputy  Comptroller  of  State 
N  Y   in  matter  of  estate  Ellen  Crippen,  late  of  Kings  Co.     Sept 

26.     Sept   28.   19(.l(i.     3:899.  

20th   st.    No   23,    n   s,    445   w   5th   av,   25x92,   4-sty   brk   dwelling. 

Alfred  J  Weston  and  ano  EXRS  Edward  Weston  to  The  Flatiron 

Realty  Co.     Mort  $25,000.     Aug  1.     Oct  2.  1906.     3:822—20.     A 

.$45.(100— $.58,000.  60,000 

Same  property.     Release  dower.     Mary  E  Weston  widow  to  same. 

Sept   15.     Oct  2.   1900.     3:822.  nom 

21st  st,  No  13.  n  s,  248  w  5th  av,  28x98.9,  4-sty  stone  front  dwell- 
ing.   Morris  E  Gossett  to  Henry  Phipps  of  Westbury,  N  Y.     Mort 

.$.50  000.      Oct   1.      Oct  2,   1906.     3:823 31.      A   $53.000— .$60,- 

000.  100 


The   text"  of  these  pages  is  copyrighted.     All   rights  are  reserved.     Notice   is  hereby  given   that   infringement  will   lead   to  prosecution. 


5^4 


Conveyances  RECORD     AND     GUIDE  Manhattan  October  6,  1906 


21st  St.  No  409,  n  e  s,  131  n  w  9th  av,  22x90,  4-sty  and  basement 
brk  dwelling.  David  1  Boyd  to  Robt  C  Boyd.  Undivided  right, 
title  and  interest.  C  a  G.  Oct  2,  190G.  3:719—34.  A  $9,000— 
$13,500.  ■  nom 

20th  st.  No  153  East.  Agreement  as  to  alterations,  &c.  Margt  T 
Johnson  with  David  B  Goldsmith.     Oct  1.     Oct  2,  1906.  nom 

27th  St,  Xos  315  and  317,  n  s,  107.9  w  Sth  av.  40.9.\98.9,  two  3-sty 
brk  tenements.  Sidney  Rosenbaum  to  Alfonse  August  of  Fort 
Worth,  Tex.,  and  Larry  August,  N  Y.  Mort  ?22,0U0.  Sept  20. 
Oct  2,   1900.     3:751-29   and  30.     A  $17,500— $21, .500. 

other  consid  and  100 

27th  St,  No  510,  s  s,  150  w  10th  av,  2.5x98.9,  3-sty  brk  tenement 
and  store  and  2-sty  frame  tenement -in  rear.  Henry  Rennemann 
to  Benjamin  Lowenstein.  Sept  28.  Sept  29,  1900.  3:098 — 14. 
A  $7.000— $8,500.  other  consid  and  100 

34th  St,  No  223,  n  s,  275  w  7th  av,  10.8x98.9.  4-sty  stone  front 
dwelling.  Estella  J  Reed  to  Lillian  B  Dreux.  of  Bloomfleld.  N  J. 
Mort  $35.t)00.  Sept  29.  Oct  1,  1900.  3:784—28.  A  $:iO,000— 
$33,000.  other  consid  and  100 

Same  property.  Lillian  B  Dreux  to  Emma  E  Horn  2-3  part  and 
Theodore  Weiss.  1-3  part.  Mort  $35,000.  Sept  29.  Oct  1, 
lilOO.      3:784.  other  consid  and  100 

34th  St,  No  205.  n  s.  75  w  7th  av.  17x98.9.  3-sty  stone  front 
dwelling.  Mary  Ehrmann  to  Joshua  Kantrowitz  and  Moses 
Esberg.  All  title.  All  liens.  Sept  28,  1900.  3:784—37.  A 
.$33,000— .$30,000.  other  consid   and   100 

35th  St,  No  235,  n  s,  336.10  w  7th  av,  21x98.9,  4-sty  brk  tenement 
and  store.  Susanna  Freileweh  et  al  to  Chas  W  Griffith.  2-3 
part.     Sept  20.     Oct  4,   1906.     3:785—23.     A  $11,000— $12.a)0. 

nom 

35th  at.  No  233.  n  s,  315.9  w  7th  av,  21x98.9,  4-sty  brk  tenement 
and  3-sty  brk  tenement  in  rear.  Chas  P  Geddes  EXRS,  &c, 
Louis  and  Gustav  Winckler  deed  to  Chas  W  Griffith.  Sept  4. 
Oct   4,    1900.     3:785-24.     A  $11.000— $12,000.  25.000 

35th  St,  No  235,  n  s,  330.10  w  7th  av,  21x98.9,  4-sty  brk  tene- 
ment and  store.  Frances  Wieners  by  Albert  P  Massey  GUAR- 
DIAN to  Chas  W  Griffith.  1-3  part.  B  &  S.  Oct  4.  3:785— 
23.     A  $11,000— $12,000.  8,333.33 

SOth  St,  Nos  355  and  357,  n  s,  15S.4  e  9th  av,  33.4x98.9,  two  3-sty 
brk  tenements.  Martin  Saxe  to  Wm  L  Miller,  ot  Bridgeport, 
Conn.  B  &  S  and  Q  C.  Mort  $23,000  and  all  liens.  Oct  3,  1900. 
3:700—10  and   11.      A   $13.000— $10.0<MX  100 

39th  St.  No  317.  n  s,  2.50  w  8th  av,  25.x9S.9,  4-sty  brk  tenement  and 
store  and  3-sty  frame  tenement  in  rear.  Mary  Klinker  et  al 
HEIRS  Henry  Strover  to  Daniel  F  Mahony.      B   &  S.      Mort  $4,- 

000.  Oct  2.     Oct  3,  190G.     3:763—26.     A  $10,500— $10,.5<X). 

other  consid  and  100  ' 

43d  St,  No  118,  s  s.  225  w  6th  av.  21.5x100.5.  5-sty  stone  front 
dwelling.  Walter  H  Close  and  ano  to  John  R  Considine.  Sept 
25.      Sept    29,    ISIOO.      4:99.5—12.      A    $38,000— .$40,000. 

other   consid   and   100 

46th  St,  No  208,  s  s,  138  w  Broadway,  20x100.5,  5-sty  stone  front 
dwelling.  Beatrice  H  Phillips  to  James  Churchill.  Mort  $1.>,000. 
May  25.     Oct  1,   190IJ.     4:1017—11%.     A  .$23.0tR>-$25  000.       nom 

40ih  St,  No'206,  s  s,  118  w  Broadway.  20x100.5.  5-sty  stone  front 
dwelling.  N  Taylor  Phillips  to  James  Churchill.  Mort  $12,000. 
May   25.      Oct    1,    19tMi.      4:1017—11.      A   $23.01  Ml— $25,000.        nom 

4(ith  st,  Nos  210  and  212,  s  s.  1.58  w  Broadway.  39xl0tl.-5,  two 
5-sty  stone  front  dwellings.  Rosalie  S  Phillips  to  James  Church- 
ill. Mort  $30,000.  May  25.  Oct  1,  1900.  4:1017—42  and  43. 
A   $41,0m— $45,000.  nom 

47th  st.  No  344,  s  s,  00  w  1st  av,  20x84.11,  5-sty  brlj  tenement 
and  store.  Abraham  Roffman  et  al  to  Morris  Dlugasch..  Mort 
$10,875.  Sept  28.  Oct  2,  1906.  5:1339— SOy*.  A  $6,00<>-$8,- 
,500.  other  consid  and  100 

48th  St.  No  252,  s  s,  09.6  w  2d  av,  19.2x100.5.  3-sty  stone  front 
home.  Herman  Breitel  to  Pauline  Chanvin.  Mort  $10,000.  Oct 
2.     Oct  3,   19<;Hi     5:1321-291/4.     A  $7,500— .$9,0tl0. 

other  consid  and  100 

48th  st.  No  230,  s  s.  275.4  w  2d  av.  18.8x100.5.  4-sty  stone  front 
dwelling.  Sarah  Isaacs  to  John  Keogh.  Mort  $9,000.  Sept  28. 
1900.      5:1321—37.      A    $7,000— .$9,000.  other    consid    and    100 

49th  st,  Nos  513  and  515,  n  s.  200  w  10th  av.  .50xl(»0.5.  two  4-sty 
brk  tenements,  store  in  No  513.  Chas  H  Rabe  et  al  HEIRS. 
&c.  Henry  Rabe  to  Elizabeth  Ludemann  daughter  Henry  Rabe. 
%  part.  B  &  S.  Oct  1.  Oct  3,  1900.  4:1078—23  and  24.  A 
.$13,000— $22,000.  18,250 

Same  property.  Henry  Ludemann  EXR.  &c,  Henry  Rabe  to  same. 
!/■    part.      Oct    1.      Oct   3.    1906.      4:1078.  18.2.50 

49th  st,  Nos  320  to  324,  s  s,  2<)3.4  e  2d  av.  56.7x100.5.  6-sty  brk 
tenement  and  store.  Morris  L  Weiss  to  Saul  and  David  Eder. 
Mort  $75,000.  Sept  24.  Oct  1,  190(i.  5:1341 — 10  to  41%. 
A  $19,000— $23, 5(M).  other  consid  and  100 

50th  st.  No  413,  n  s,  200  w  9th  av.  25xl(:Ht.5.  4-sty  brk  tenement 
and  store  and  4-sty  brk  tenement  in  rear.  Peter  Hauck  to  Her- 
mann Rixmann.  Mort  $12,000.  Oct  4,  1900.  4:1000—24.  A 
$9.500— $15,000.  other  consid  and  100 

50th  st.  No  247,  n  s,  100  e  Sth  av,  27.6x100.5.  5-sty  stone  front 
tenement.     John  J  Boyle  to  Anna  Lacord.      Mort   .$25,000.     July 

1.  Sept   28,   1900.      4:1022—5.      A   $26,000— .$40,000. 

other  consid   and  100 

50th  st.  No  247,  n  s,  100  e  Sth  av.  27.6x100.5.  5-sty  stone  front 
tenement.  Anna  Lacord  to  Jacob  Herb.  Mort  $36  000.  Sept  20. 
Sept  28,  WOO.     4:1022.  other  consid  and  100 

52d  St.  No  05.  n  s.  95  e  Gth  av.  20x100.5,  4-sty  stone  front  dwell- 
ing. Henry  I  Dittman  to  Geo  E  Brewer.  Oct  1,  1906.  5:126.8 — 
5.      A   $40.000— $46,000.  1,000 

52d  st.  No  229,  n  s,  300  e  3d  av.  20x100.5.  3-sty  stone  front 
dwelling.  Augustimus  Trabert  to  Jennie  Specht  his  daughter. 
May  8.      Sept  28.   1900.     5:1320—12.     A   SS.tKM)— $10..500.  gift 

53d  St.  No  438.  s  s,  2-50  e  10th  av,  25x100.5,  5-sty  brk  tenement 
and  2-sty  frame  building  in  rear.  Abram  A  Weigert  et  al  to 
Alex  A  Tausky.  Mort  $16,000.  Sept  27.  Sept  28.  1900.  4:1002 
—54.      A  $9.0fl0— $15.(HI0.  nom 

.53d  St.  No  248.  s  s.  100  w  2d  av,  16.8x100.5.  3-sty  brk  dwelling. 
Wm  Pabst  to  Frank  Hillman  and  Joseph  Golding.  Mort  $5  000. 
Sept  28.     Oct  2,  1900.     5:1326—29.     A  .$6,500— $7  .500. 

other    consid    and    100 

5.3d  st.  No  358,  s  s,  150  e  9th  av,  25x100.5.  4-sty  brk  tenement 
and  2-sty  brk  tenement  in  rear.  PARTITION.  Adam  Wiener 
(ref)  to  Alois  C.  Frank  A  and  John  J  Muller.  Sept  18.  Sept  29. 
1906.     4:1043—58.     A  .$11  0(10— $13,000.  18.100 

54th  st.  No  336,  s  s,  2.50  w  1st  av,  25x100.5.  5-sty  brk  tenement 
and  store.  David  M  Mayerson  to  Samuel  J  Weil.  Mort  $24,875. 
Sept  24.     Oct  2.   1906.     5:1346-37.     A  $9  000— $15..500. 

other   consid   and    100 

54th   St.   Nos  2.38  and  240,   s  s,   1.58.4  w   Broadway,    (as-  in   1868), 
50x95.5.    4-stv    brk    stable.      Adele    R    Gardiner    to    Emil    Seelig. 
Mort   $75,000.     Oct   1.      Oct  4,   1906.     4:102.5—51.     A   $55  000—   - 
$6T,000.  other  consid  and   100 


71st  st.  No  204,  s 
front    dwelling.    ' 
Eugene  Garnier. 
000— $20.(KMI. 


59th  st.  No  38,  s  s,  245  e  6th  av,  25x100.5,  5-sty     brk  school,  to 

Geo    G    King    of    Newport,    R    I. 
73d  st.   No  10.   s  s,   162.6  e  5th  av.  22.6x102.2.  4-sty  stone  front 

dwelling,   to  Edith  E  McCagg  of  Newport.  R  I. 
Madison    av.    No    1122,    w   s,   07.2   s   84th   st,    35x64.6.   2-sty   brk 

building  and  store,  to  Ethel  R  King  of  Newport,  R  I. 
84th   St.   s   s,   52.6   w  Madison  av,   12x07.2.   to  parties   1st  part  in 

trust    for    LeRoy    King,   vacant. 
S4th  St.  No  34,  s  s,  3.5.0  w  Madison  av,  17x07.2.  4-sty  stone  front 

dwelling,  to  parties  1st  part  in  trust  for  Frederic  R  King. 
84th   St.   No  30,   s  s.   18.7  w  Madison   av,   10.11x07.2.  4-sty  stone 

front   dwelling,    to    parties   1st   part    in   trust    for   Ethel   M    King. 

Geo  G  King.  Louis  B  fflcCagg,  Edith  E  McCagg  and  Ethel  R  King 

EXRS    Mary   A    King,    late   of   Newport.    R   I.   parties   1st   part    to 

parties  as  above   as  allotted  in  deed  ot  partition.     Sept  20.     Oct 

2,  190(i.     5:1274—04.     A  $78,tKX>— $95,000;   1387— 0(!.     A  $67,000 
—$80,000;    1495—56   and   57    to   58%.      A   $118.000 .$135,000. 

nom 
Same  property.     Deed  of  allottmen-t.     Chas  S  Brown  et  al  as  com- 
missioners in  partition  to  George  G  King  et  al.     See  above  par- 
tition deed.     Sept  17.     Oct  2.  1900.     5:1274.  1.387  and  1495.    

Same  property.  Deed  appointing  commissioners  of  partition.  Geo 
G  King  et  al  EXRS  Mary  A  King  to  Chas  S  Brown.  Wm  J  Van 
Pelt,  both  of  N  Y,  and  Alexander  O'D  Taylor,  ot  Newport.  R  I, 
as   commissioners.      Nov   18,   1905.     Oct  2,   1900.     5:1274,   1387, 

1495.  

04th  St.  No  162,  s  s,  185.8  e  Amsterdam  av.  14.4x100.5,  4-sty  stone 
front  dwelling.  Sadie  R  Moreland  to  Prances  Brown.  Oct  1. 
Oct  2,   1900.     4:1135—57.     A  $5.500— $8,000.  nom 

G7th  st,  n  s,  1.50  e  Columbus  av,  .50x100.5.  vacant.  Wm  J  Tay- 
lor to  Walter  F  Daboll.  ot  Brooklyn.  Mort  $28,000.  July  24. 
Oct  4.  I'.MM!.     4:1120— 7  and  8.     A  $34,000— .$34.1RM).  nom 

71st  St.  No  228.  s  s.  220  w  2d  av.  20xltl0.4.  4-sty  stotie  front  ten- 
ement. Simon  Friedenstein  to  Oscar  Kuhn.  Mort  $12,000.  Oct 
1,  1906.     5:1425—34.     A  $9  000— $15,000. 

other   consid  and   100 
s.   116.8  e  West  End  av,  16.8x100.5,  3-sty  stone 
Emma    T    Reed    et    al    EXRS    Mary    Hillery    to 
Sept  25.     Oct  2,  1906.     4:1102—59%.     A  $10.- 

22. .500 
71st  St.  No  213.  n  s,  205.11  e  3d  av.  20.11x102.2.  4-sty  stone  front 
tenement.      Jacob    Regensberg   to   Amelia   M    Michel.      Mort   $10,- 

000.  Oct   1.      Oct   2,   1900.     5:1426—9.     A  $9.0OO-$14.0ll0. 

other  consid  and  100 

73d  st,  No  250,  s  s,  305.8  e  West  End  av.  19.4x^02.2.  4-sty  and 
basement  brk  dwelling.  Flora  M  Graves  to  Heinrich  Stern. 
Mort  $25,000.     Sept  28,  1900.     4:1Hj4— 52.     A  $15.tH>0— .$30.(KK). 

other  consid  and  100 

74th  st.  No  145.  n  s.  2.50  e  Amsterdam  av.  20x102.2,  4-sty  and 
basement  stone  front  dwelling.  Lillie  J  Earle  to  Louise  V  Kerr. 
Mort  $24,000.     Oct  1,  1900.     4:1146—11.     A  $14.00<>-$29.000. 

other  consid  and  100 

75th  st.  No  311,  n  s,  175  e  2d  av,  25x102.2,  4-sty  stone  front  tene- 
ment. Abram  A  Weigert  et  al  to  Alex  A  Tausky.  B  &  S  and 
C  a  G.  Mort  $11.9.50.  Sept  27.  Sept  28,  1900.  5:14.50—8.  A 
$9  000— $15,000.  nom 

75th  St.  No  54.  s  s,  140  e  Columbus  av.  22x102.2.  4-sty  and  base- 
ment stone  front  dwelling.  Ida  Ehrich  to  Felix  Hirsch'.  B  &  S. 
Mort   $30,000.      Oct   1,    1906.      4:1127—59.      A   $21,500— $34,(KX). 

100 

75th  St.  No  157,  n  s,  .306.3  w  3d  av,  runs  n  102.2  x  w  18.9  x  s 
32.2  X  w  0.2%  X  s  70  to  st  x  e  18.11  to  beginning,  4-sty  stone 
front  tenement.  David  Morgenstern  et  al  to  W'aclark  Realty 
Co.  Mort  $11.0(K).  Sept  27.  Oct  3,  1900.  5:1410—24.  A 
$ll,00t^$17.(«IO.  other   consid   and    100 

75th  St.  No  1.57.  n  s.  95  e  Lexington  av.  18.9x102.2,  4.-sty  stone 
front  tenement.  Release  party  wall  agreement.  Q  C.  &c.  John 
Schielinger  to  David  Morgenstern  and  Max  Brill.     Sept  28.     Oct 

3.  1906.     5:1410—24.     A  $11.000— $17. Oa).  nom 
75th  St.  No  400.  s  s.  113  e  1st  av.  2.5x112.11x25.4x109,  4-sty  stone 

front  tenement.      Henry  Wilhelm  to  Isidor  Greenfield.     Mort  .$8,- 
500.      Oct  3.     Oct   4,   1906.     5:1469—44.     A  .$8.0<10— $15..500. 

other  consid  and  100 

75th  St.  No  225.  n  s.  280  e  3d  av.  25x102.2.  4-sty  brk  tenement 
and  store.  Benjamin  Levy  to  Jacob  Warshauski.  Mort  $11.0(H>. 
Sept   28.      Oct    2,    1900.      5:143t)— 12.      A   $11  000— $14,000.       nom 

70th  St.  No  315,  n  s,  189  w  West  End  av,  .20x102.2^  4-sty  and 
basement  brk  dwelling.  Rufus  H  Park  to  Julia  H  Park  undivided 
right,  title  and  int.  May  20,  1905.  Oct  2,  1906.  4:1185-60. 
A   $15.000— $32. 0(M>.  nom 

77th  st|   n  s.  173  e  Av  A,  225x204.4  to  s  s  78th  st,  vacant.     Abra- 

78th  st|  ham  Kassel  et  al  to  North  Western  Realty  Co.  Mort 
$106..500.  Sept  26.  Oct  3,  1906.  5:1489—8  to  16.  37  to  45.  A 
$iM).0(X)— $90,(XI0.  nom 

77th  St.  No  335  n  s.*275  w  1st  av,  25.4x102.2,  4-sty  stone  front 
tenement.  Adolph  Beenstock  to  Josef  Lustig.  Mort  $15, .500. 
Oct   1,   1906.     5:1452—15.     A   $9,000— $15,500. 

other   consid   and    100 

79th  St.  No  80.  s  s.  21  w  Park  av.  20x75.  4-sty  brk  dwelling. 
Geo  J  Humphrys  to  Eliza  L  de  P  Clarkson  and  Emily  M  de 
Peyster.  Mort  $34,000.  Oct  2.  Oct  4,  1906.  5:1393— .39.  A 
$.34,000— $40,000.  other  consid  and  100 

81st  St.  No  305.  n  s,  S3  w  West  End  av,  17x82.  4-sty  and  base- 
ment brk  and  stone  dwelling.  Anna  C  Schnosenberg  to  Lulu  B 
Dunlap.     Oct  1  ,1900.     4:1244—70.     A  $10.0(XI— $17.01X1. 

other  consid     and  100 

85th  st.  No  331,  n  s,  295  w  West  End  av,  20x102.2.  3-sty  and  base- 
ment brk  dwelling.  Eliza  C  Pike  and  ano  to  Adolph  Platky. 
Mort  .$16  000.  Oct  2.  Oct  3,  1900.  4:1247—20.  A  $12,(KX)— 
$20,000.  100 

S5th  St.  No  106.  s  s  118.9  e  Amsterdam  av,  18.9x102.2,  3-sty  and 
basement  brk  dwelling.  Isaac  S  Isaacs  EXR  Rosalie  Solomon 
to  Wm  S  Sainton.  Mort  $12  000.  Sept  27.  Sept  28,  1900. 
4:121.5— .59%.      A    $10.(H)0— $18,000.  22,000 

S5th  St.  No  151.  n  s.  227  e  Amsterd-am  av.  17.0x97.0.  4-sty  and  base- 
ment brk  dwelling,  Henry  A  James  TRUSTEE  to  the  Guide 
Realty  Co.  a  corporation.  Aug  22.  Oct  2,  1900.  4:1210—9%. 
A  $9.0(X>— $19  00l>.  25.000 

SOth  St.  No  111,  n  s,  no  w  Columbus  av,  20x100.8,  4-sty  and  base- 
ment brk  dwelling.     Hamilton  Heij>hts  Syndicate  to  Albert  Hirsch.. 
Mort  .$30,01K).     Sept  27.     Oct  1,  1900.     4:1217—30.     A  $10,500— 
.$30,000.  other  consid  and   100 

S.8th  St.   No  172.  s  s.  152.1   w  .3d  av,  17.7x100.8.  4-sty  stone  front 
Patrick  C   Duffy  to  Frank  Reynolds.     Sept  27.      Sepf 
.-,;1.-)1(; — 13.     A  $7.000— $12.CRI0.     other  consid  and   100 
220.   s  s.  210  e  3d  av.   25x100.8.  5-sty  brk  tenement. 
Mayer   D   Waldman   to   Benj   M   Gruenstein,      Mort   $26,250.     Oct 

1.  Oct  2.  1900.     5:1.534—11.    A  .$9,000— $19,0<;k>. 

other  consid  and  100 


dwelling. 

28,   1906. 

89th  St.   No 
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01st  St,  No  32.  s  s,  2S4  w  Central  Park  West,  18x100.8.  3-sty  and 
basement  brk  dwelling.  Henry  Spadone  to  Gustav  M  Thurnauer. 
Mort  JlO.tlOO.  Sept  20.  Oct  1,  lOUU.  4:120i— 14.  A  .'i;i2.0U() 
—$2(1.000.  other  consid   and   100 

'J'.id  St,  No  lli'.t,  n  s,  134  e  Amsterdam  av,  17x89.4  to  s  s  Apthorps 
lane.  17.\".KI.1,  with  all  title  to  lane.  3-sty  and  basement  stone 
front  dwelling.  Ten  Eyck  Wendell  to  Frances  Brown.  June 
l.>.     Oct  2,  lOUO.     4:1224 — 0%.     A  $9,000— .$10,500. 

"Other   consid   and   KX) 

93d  St.  No  Kiil.  n  s.  134  e  Amsterdam  av.  17x89.4  to  s  s  Apthorps 
lane,  xl7x9(M,  with  all  title  to  said  lane,  3-sty  and  basement 
stone  front  dwelling.  Frances  Brown  to  Geo  B  Radford.  Mort 
.fir>,(XI0.     Oct  1.     Oct  2,   19O0.     4:1224— 0V4.     A  $9,000— $10,500. 

nom 

94th  st.  No  53.  n  s,  405  w  Central  Park  West,  20x100.8.  4-sty  and 
basement  stone  front  dwelling.  John  A  Mapes  to  Garfield  Build- 
ing Co.  Mort  .$10,000.  Sept  28,  19(10.  4:1208—14.  A  $n,(MIO 
—$20,000.  nom 

9(ith  St,  No  104.  s  s,  ](X)  w  Columbus  av.  50x100.8,  G-sty  brk  ten- 
ement and  store.     Abraham  Felt  et  al  to  Louis  Bernstein.     Mort 

$57,000.      Oct    1,    1900.     4:1220-37   and  38.      A   $20,000—$ . 

other    consid    and    100 

90th  St.  No  ](I5,  n  s.  32  e  Park  av.  18xl00.ll,  5-sty  stone  front 
tenement.  John  P  Schuchmann  to  Geo  W  Schmedes.  Mort  $11,- 
<XIO.      Oct    1,    19tMi.      0:1(124—2.      A  .$9,(MXI— $17,000.  nom 

97th  st.  No  218,  s  s,  285  e  3d  av,  25xl(K>,  4-sty  stone  front  ten- 
ement. Thos  F  Conville  to  Elvira  T  Pellegrino.  Jan  3.  Oct  1, 
1900.     (!:li;40— 37.      A  $7,<XI(I— $12.(I(H).  nom 

07th  St.  No  218.  s  s,  285  e  3d  av.  25x1(10.  4-sty  stone  front  tene- 
ment. Francisco  Viggiano  et  al  to  Elvira  T  Pellegrino.  2-3  parts. 
All  liens.      Oct  1,   10(10.     0:1046—37.      A  $7,000— $12,000. 

other  consid  and   100 

97th  st.  No  140,  s  s,  103  e  Lexington  av,  2(5x100.11.  5-sty  stone 
front  tenement.  Katharina  Hartmann  to  Belzi  Gerhat  and  Hain 
Weiss.  Mori  $14,000.  Sept  28.  1900.  0:1024 — 18.  A  $8..5(JO 
— $15.(KI0.  .  other  consid   and   100 

97th  St.  No  220.  s  s.  310  e  3d  av,  25x100,  4-sty  stone  front  tenement 
and  store.  Abigail  Ver  Nooy  Hornbeck  to  Chas  F  Minor.  Mort 
$12,050.     Sept  28.     Oct  2,  1900.    0:1040-36.     A  $7,000— $12.(H  10. 

other  consitl  and  100 

97th  St.  No  224.  s  s,  300  e  3d  av.  25x100,  4-sty  stone  front  ten- 
ement and  store.  Abigail  Ver  Nooy  Hornbeck  to  John  Bambey. 
Mort  $12.0.j(.l.      Sept  28.     Oct  2,  1006.     0:1646. 

other    consid   and    100 

99th  st.  No  72,  s  s,  74  e  Columbus  av,  2Gxl(X).ll,  5-sty  brk  tene- 
ment and  store.  Samuel  Herbert  to  Virginia  L  Humphrey.  Mort 
$lll.(MI(>.  Sept  27.  Sept  28,  1900.  7:1834— tid'^.  A  $10,.5(M»— 
.$22,00t).  other  consid  and  100 

100th  st,  Nos  314  and  316.  s  s,  254  e  2d  av,  40.4xlO0.1f,  6-sty 
brk  tenement  and  slore.  Release  mort.  Isaac  A  Samuels  to  Chas 
and  Henry  Friedman.     Oct  1.     Oct  2,  1900.     6:1671 — 13  and  45. 

nom 
Frank  Hillman  and  ano  to  same. 

other   consid   and   100 
Hudson    Mortgage    Co    to   same. 

6,444.44 
Albert  Crane   to  same.     Sept  29, 

12,290.38 

100th  St.  Nos  314  and  316,  s  s.  340.8  w  1st  av,  49.4x100.11,  0-sty 
brk  tenement  and  store.  Release  mort.  Henry  Metzler  and  ano 
to  Chas  and  Henry  Friedman.  Oct  1.  Oct  2,  1906.  0:1671 — 13 
and  45.     A  $24.<XK)— P  $34,0(X).  20.(X)0 

lOOth  St.  Nos  170  to  185,  n  s,  95  e  Lexington  av,  KXlxlOO.ll, 
two  6-sty  brk  tenements.  Samuel  Solomon  to  Samuel  T  Slater. 
Mort  $120(100.  Apr  24.  Sept  29,  1906.  6:1628—24  and  26. 
A   $20,00tl— P  $76,(XI0.  other  consid  and  100 

100th  st,.Nos  .54  and  56.  s  s,  223.3  w  Park  av,  40x100.11,  5-sty 
brk  tenement.  Davis  Berkman  et  al  to  Benjamin  Leipzig  and 
Samuel  Miller.  Mort  $441,000.  Sept  27.  Sept  28.  1906.  6:1605 
— 10.     A  $14,(100— $40,(HX).  other  consid  and  100 

100th  st.  No  23     I  n  s,   275.3  w  Central  Park  West,   runs  n  25.11 

Manhattanav,  No2|  x  w  04.8  to  e  s  Manhattan  av  x  s  25.11  to  n  s 
KMJth  st,  X  e  94.8  to  beginning,  6-sty  brk  tenement  and  store. 
Mary  McNulty  to  Rosa  Stern.  Mort  $57,000.  Oct  1.  Oct  3. 
lOliO.     7:183(J— 21.     A  $20,01X)— $48,000.  other  consid  and  KX) 

100th  st,  Nos  307  and  300.  n  s,  140  e  2d  av",  40x100.11,  6-sty  brk 
tenement  and  store.  Benjamin  Rosenfeld  to  Rose  and  Annie  Le- 
vine  and  Libbie  Goodstein.  Mort  $47,500.  Oct  1.  Oct  4,  1906. 
6:1672—7.     A  $10.(XI0— P  $35,000.  other  consid  and   100 

KXlth  St.  Nos  305  to  311,  n  s,  1(»  e  2d  av,  120x100.11,  three  6-sty 
brk  tenements  and  stores.  Mitral  Realty  and  Construction  Co 
to  Benjamin  Rosenfeld.  Q  C.  Oct  2.  Oct  4,  1906.  6:1672 
—5,  7  and  9.     A  $30,000— P  $105,000.  nom 

104th  st.  No  31,  n  s,  140  e  Manhattan  av,  16.8xl(X».ll,  3-sty  and 
basement  stone  front  dwelling.  Franziska  Kick  to  Elizabeth 
Wright.  Mort  $7,(J00.  Oct  1,  1906.  7:1840—24.  A  $7,300— 
$11,000.  other   consid   and    100 

104th  st.  No  322,  s  s,  225  e  2d  av,  25x100.11,  4-sty  brk  tenement 
and  store.  Giuseppe  Petruccelli  et  al  to  Giovanni  Guglielmetti 
and  Virginia  Registro.  Mort  $0,tJOO.  Oct  1,  10(M.;.  6:167.5 — 13. 
A   $6,(XI0— $13  000.  nom 

105th  St.  No  71.  n  s,  130  w  Park  av.  25xl(X».ll,  5-sty  brk  tene- 
ment. Eda  Brainin  to  Doris  Schwarz.  Mort  .$24,500.  Sept  20. 
Sept    28,    1906.      6:1611-31.      A    $0,000— $24,000. 

other    consid    and    100 

105th  st,  Nos  .330  and  .3.38,  s  s,  193.9  w  1st  av,  37.0x100.9.  0-sty 
brk  tenement  and  store.  Bernhard  Fleck  to  Samuel  Fleck.  Jr. 
Mort  $41,000.  Oct  1.  Oct  3.  I'.KJtJ.  6:1670—35.  A  .$9  (XXI— 
$40.00(j.  other  consid  and   KX) 

105th  st,  Nos  72  and  74,  s  s,  .80  w  Park  av,  50xl(X).ll,  two  5-stj 
brk  tenements.  Marx  Taylor  to  Moritz  Jurkowitz.  Mort  $16.50r). 
Oct   2.      Oct   4,   1906.     6:1610—42  and  43.     A   $18.000— .$40,0(XI. 

other  consid  and   100 

lOSth  st.  No  109.  n  s.  199  3  e  Lexington  av.  10.9xKX>.ll.  4-sty 
stone  front  tenement.  Rose  S  Gordon  to  Abraham  Cohn.  % 
part.  All  title.  Confirmation  deed.  All  liens.  Oct  1.  Oct  4. 
1900.      6:1636—29.     A   $5.000— $9..500.  nom 

Same  property.  Abraham  Cohn  to  Mark  Aaron.  Mort  $7, .500. 
Oct  3.     Oct  4,  1906.     6:1636.  other  consid  and  100 

lOOlh  St.  Nos  117  and  119,  n  s,  1.55  e  Park  av,  .5tlxlOO.n,  0-sty  brk 
tenement  and  store.  Wolf  Hirsch  et  al  to  Louis  Koch  and  Abra- 
ham Pozner.  Mort  $73,000.  Oct  2.  Oct  3,  1906.  6:1037—8.  A 
$l(i(lOO— $05(X)O.  other  consid  and  KlO 

lOOth  St.  No  120.  s  s.  325  w  Columbus  ay,  25x100.11.  5-sty  brk 
tenement.  Kate  P  Martin  to  John  B  Simons  and  Jacob  C  Harris. 
Mort  $24,000.  Oct  1.  Oct  2,  10(Xi.  7:186.3—46.  A  $1(),(|()0— 
.$25,0(JO.  nom 

110th  St.  Nos  162  to  168,  s  s,  170  w  .3d  av,  KX)xlOO.]l.  four  5-sty 
stone  front  tenements  and  stores.  Israel  Unterberg  to  Max  Ja- 
cobs. Mort  .$.S0.0O0.  Sept  27.  Oct  3,  10(Xi.  0:1037—43  to  46. 
A    $.36,00(J— .$84,(X)0,  other    consid    and    100 


110th  st,  Nos  117  and  119,  n  s,  116.3  e  Park  av,  38.9x100.11,  0-sty 
brk  tenement  and  store.  Rosen  Realty  Co  to  Samuel  Milstein. 
Abraham  Cohn,  Samuel  Strauss  and  Max  Piatoff.  Correction 
deed.  All  liens.  Sept  20.  Sept  28,  19(Xi.  0:163.8—7.  A  $14.(l(XJ 
—$51,000.  other   consid   and    100 

112th  St.  No  23.5,  n  s.  482  e  8th  av,  18x100.11,  3-sty  and  base- 
ment brk  dwelling.  Rachel  Levy  to  Gustave  Topper  and  Leo 
Schafran.  Mort  $10,000.  Oct  1,  1900.  7:1828—20.  A  $7.(X«J 
—$14,000.  other  consid  and  100 

112th  st.  No  324,  s  s,  .300  e  2d  av,  25x100.10.  0-sty  brk  tenement 
and  store.  Raefalle  Sicialiano  to  Cesidio  Boccio.  Mort  .$30,000. 
Oct  2.      Oct  3,    1900.      0:168::5— 10.      A  $0,000— $25,000. 

other   consid  and    KX) 

112th  st,  Nos  531  and  5.35,  n  s,  325  w  Amsterdam  av.  runs  n 
107.11  to  s  s  of  a  lane,  x  s  w  138.4  x  s  47.11  to  st,  x  e  125  to 
beginning,  with  all  title  to  lane,  1  and  2-sty  frame  buildings  and 
vacant.  Maude  I  Watson  to  Theresa  C  Curran.  1-11  of  1-0 
part.     Oct  4.   19(10.     7:1884.  nom 

113th  St.  No  09.  n  s,  225  e  Lenox  av,  16x100.11.  3-sty  and  base- 
ment brk  dwelling.  Frederick  Sehade  to  Waldemar  Dorfman. 
Mort  $10,500.  Oct  2.  Oct  4,  1906.  6:1597—11.  A  $0,500— 
$10,000.  nom 

]13th  st.  No  78.  s  s,  92.9  w  Park  av.  .37.3x100.11,  G-sty  brk  tene- 
ment. Max  Schusterman  to  Barnet  Haber.  Mort  $47,500.  Sept 
20.      Sept   28",    1900.      6:1618—11.      A   $13.500— .$42,000. 

other  consid   and    100 

114th  St.  No  34,  s  s,  3.34.4  w  5th  av,  17.6x100.11.  3-sty  and  base- 
ment brk  dwelling.  Jacob  Holtzberg  to  Morris  Morgenstern.  Mt 
.$9,000,      Oct   3.      Oct  4,   1900.     6:1.597—40.     A   $7,500— $10,500. 

other   consid   and    100 

nith  st.  No  74,  s  s,  .30  w  Park  av,  37.6xl(K).n,  5-sty  brk  tene- 
ment and  store.  Samuel  Lempit  to  Jacob  Lempit.  All  title 
Mort  $32.3.83.34.  Sept  20.  Sept  28,  lOtXl.  0:1019-39.  A 
$13..5(K)— .$34.(XI0.  100 

114lh  st.  No  72.  s  s,  67.6  w  Park  av,  37.6x100.11,  5-sty  brk  tene- 
ment. Jacob  Lempit  and  Nellie  his  wife  to  Samuel  Lempit  All 
title.  Mort  .$27  750.  Sept  20.  Sept  28.  1906.  0:1619 — 11  A 
$13..5O0— $34,(X)0.  l(-)0 

115th  St.  No  14,  s  s,  220  w  5th  av,  2.5x100.11,  .5-sty  stone  front 
tenement.  Ellas  Sentt  et  al  to  Louis  Meyer  Realty  Co.  Mort 
$2(),O0O.     Sept   28,   1006.     6:1598-45.     A  $12.000— $26,000. 

.   other  consid  and   Wi 

115th  st.  No  14,  s  s,  220  w  5th  av,  25x100.11,  5-sly  stone  front 
tenement.  Harry  L  Wolff  to  Elias  Senft  and  Samuel  L  Bruck 
Mort  $20.0(_X).  Sept  20.  Sept  28.  1000.  0:1508—45.  A  $12,(X>1> 
—$26  (MX».  other  consid  and   100 

115th  St.  No  3(m;.  s  s,  75  e  2d  av.. 25x100.10,  4-sty  brk  tenement 
and  store.  Louisa  or  Luisa  Garofalo  to  Michele  Marrazzo  and 
Mary  D'Anna.  Mort  $13.(X10.  Oct  1.  Oct  4,  1000.  6:KJ8(j— 
401/2.       A    $0,0(M>— $12,.500.  100 

115th  st,  Nos  OKI  to  020,  s  s,  194.4  e  Riverside  Drive,  75x100.11, 
6-sty  brk  tenement.  Helen  R  wife  of  Wm  D  Baldwin  to  Alma  C 
Stern.  Mort  $115,000.  Oct  1.  Oct  2,  .  1006,  7:1806-36.  A 
.$40.(XM)— $120,0fM>.  other  consid  and  100 

110th  st,  Nos  30  and  ,32.  .s  s.  3.33  w  5th  av,  54x100.11,  two  5-sty 
brk  tenements  and  stores.  Hyman  Schulman  to  Sigmund  B 
Heine.  Mort  ,$.55  (X)0.  Oct  1.  Oct  4,  1006.  6:1,509—50  and  51. 
A   $30.0(X)— $.50,000.  other  consid   and   100 

116th  St.  No  3.53,  n  s,  100  w  1st  av,  16.8x100.11,  3-sty  brk  dwell- 
ing. Hanny  Rosen  widow  to  Joseph  P  Zurla  and  Astride  Pardi. 
Oct  3,   1906.     0:1688—22.     A  .$4,500— $7,(MX). 

other  consid  and  100 

117th  st.  No  411,  n  s,  2.58  e  Amsterdam  av,  18x100.11,  5-sty  brk 
and  stone  dwelling.  Harry  V  C  Fish  to  Brokers  Investing  Co, 
a  corpn.  Mort  $20.0(X».  Sept  28,  1900.  7:1961— }9y2.  A  $8.- 
500— .$23. (XXI.  other  consid  and  100 

117th  st,  No  411.  n  s,  2.58  e  Amsterdam  av.  18x100.11,  5-sty  stone 
front  dwelling.     Brokers  Investing  Company  to  Frederick  A  Goetz. 
B  &  S  and  C  a  G.     Mort  $16,000.     Oct  1.     Oct  2.  1906.     7:1961— 
40%.      A   $8,.500— $23,000.  other  consid   and   100 

110th  st,  Nos  433  to  4.30,  n  s,  213  w  Pleasant  av,  75x100.11.  two 
0-sty  brk  tenements  and  stores.  Empire  Cornice  Works  to 
Morris  Morgenstern.  Mort  $70.0(X).  Oct  3.  Oct  4,  19(10.  (;:1,S07 
—15  and   ll>.     A   $17.000— P  $45,000.  other  consid  and   100 

Same  property.  Morris  Morgenstern  to  Jacob,  Abraham,  Simon, 
Barnett  and  Isaac  Holtzberg.  Mort  $03,000.  Oct  3.  Oct  4, 
1900.     0:1.S(I7.  other  consid  and  100 

119th  St.  No  507.  n  s.  157.9  e  Pleasant  av.  19.0x100.10.  3-sty  stone 
front    dwelling.      Annie    M    Keenan    to    Minnie    A    Indelli.      Mort 

$5,.500.     Oct  2,   1006,     0:181(5-7,     A  $3,500 $0,.5(X). 

other  consid  and  100 

120th  St.  No  510,  s  s,  1.50  e  Pleasant  av,  25x100.11,  5-sty  brk  tene- 
ment. Louis  Lese  to  John  Merz.  Mort  $14,000.  Sept  2.S.  Sept 
29,  1900.     0:1810 — 16.     A  .$4..5(1()— $14.0tMl.       other  consid  and  100 

121st  st,  Nos  235  and  237.  n  s,  185  w  2d  av,  50x100.10,  two  4-sty 
stone  front  tenements  and  stores.  Harry  Kraft  to  John  H 
Strodl.  Morts  $25.0(X).  Sept  20.  Oct  4,  190C.  0:1786 — 16  and 
17.     A  $14.000— .$34  (KX).  nom 

123d  St.  No  128.  s  s.  333.4  w  Lenox 'av,  lG.8xKXI.ll,  3-sty  and 
basement  brk  dwelling.  Florence  C  Abel  et  al  to  Bertha  L 
Long.     Sept  21.     Oct  2,   1906.     7:1907—47.     A  $8  OOO— $9,500. 

nom 

125th  st.  No  .546,  s  s,  1.50  e  Broadway,  25x100.11.  5-sty  brk  tene- 
ment. Abram  A  Weigert  et  al  to  Abram  A  Weigert.  B  &  S 
and  C  a  G  Mort  $20..5(X).  Sept  27.  Sept  28,  1006.  7:1079 
-57-.      A  $9,000— $24,000.  nom 

125th  st,   Nos  51   to  55  |  n  e  cor  Madison  av.  runs  n   119.5 

Madison  av.  Nog  1959  and  19G1|  x  e  80.0  x  s  19.G  x  w  16.10  x  s 
09.11  to  n  s  125th  St.  x  w  72.8  to  beginning,  four  3-sty  brk  ten- 
ements and  stores,  .3-sty  frame  dwelling  and  4-sty  stone  front 
dwelling.  Herman  Wronkow  to  Harry  Levey  and  Gustave  Solo- 
mon. Mort  $125,000.  Sept  28.  Oct  3,  1906.  (5:1750—21,  22, 
22V4.     A  $88.500— $103,000.  other  consid  and  100 

126th  St.  Nos  113  and  115,  n  s,  100  e  Park  av,  .50x09.11,  0-sty  brk 
tenement  and  store.  CONTRACT.  Max  Epstein  and  ano  with 
Philip  and  Max  Weinstein.  Mort  .$G3,0(X).  June  22.  Oct  3. 
1900.     6:177.5—9.     A  $10.000— P  .$.30,(HI0.  75,000 

126th  St.  No  213.  n  s,  141.10  w  7th  av,  1(5.4x99.11,  3-sty  and  base- 
ment stone  front  dwelling,  Joseph  Herbst  to  Ellison  &  Co,  a 
corpn.  Mort  $S,000.  Sept  28,  190G.  7:1932—25%.  A  $7,200 
— $9,.5(IO.  other  consid  and  100 

127th  st.  No  .370,  s  s,  12,5  e  Columbus  or  Morningside  av  E,  25x 
99.11,  4-sty  brk  tenement  and  store.  Henry  Wiegand  to  Dora 
wife    of    Henry    Wiegand    V2    part,    with    agreement    to   hold    the 

whole   as   joint    tenants.      Mort   $ .      Sept   4.      Oct   1.    1906. 

7:195.3—58.      A   .$9,000— $22,000.  nom 

127th  st,  No  242,  s  s.  425  e  8th  av,  12.10x99.11.  3-sty  and  base- 
ment stone  front  dwelling.  Carl  Just.  Jr.  HEIR  Carl  Just  to 
Henry  Straub,  of  Mt  Vernon,  N  Y.  All  title  in  1-3  part.  Jan 
4.     Oct  3,  19(X5.     7:1932—47%.     A  $5,000— $7,000.  nom 


The   text  of  these  pages  is  copyrighted.     All  rights  are  reserved.        Notice   is   hereby  given   that   infringement  will   lead   to  prosecution. 
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All 

nom 
All 

nom 


in  1-3  part. 
Same  property. 

in  1-3  part. 
Same  property. 

C  a  G.      Sept 


Same  property.     Emma  Just  widow  to  same.     All  title  in  1-3  part. 

Dec  10.  1905.     Oct  3,  I'MG.     7:1932.  nom 

Same  property.     Elise  Baumann  heir  Edw  H  M  Just  to  same. 

title   in  1-3  part.     Mar  3.     Oct  3,   lOUti.      7:1932. 
Same  property.     Helene  Ruhlemann  HEIR  Carl  Just  to  same. 

title  in  1-3  part.     Dec  21.  IIKC).     Oct  3.  VMi\.     7:1932. 
Same  property.     Marie  Just  HEIR  John  Just  to  same.     All  title  in 

1-3  part.     Sept  7,  190G.     Oct  3.  19(XJ.     7:1932.  nom 

Same  property.     Clara  Just  widow  Carl  Just   to   same.     All   title. 

dower,   &c.      Jan    12.      Oct   3.   lOOti.      7:1932.  nom 

Same    property.      Clara    Baumbach    and    ano    HEIRS   Carl   Just    to 

same.     All  title  in  1-3  part.     Jan  12.     Oct  3.  190L>.     7:1932.     nom 
Same  property.     Julia  Just  HEIR.  &c,  John  Just  to  same.     All  title 
Dec   19,   190.5.      Oct  3.   lllOd.      7:1032.  nom 

Georg  Just   HEIR   Carl   Just   to   same.      All   title 
Jan  4.     Oct  3.   1900.     7:1932.  nom 

Henry  Straub  to  Carl  Just,  Jr,  all  of.     B  &  S  and 
24.     Oct   3.   19(Ki.     7:1932.  nom 

128th  St,  \o  2."io,  n  s,  2.58  e  8th  av,  15x90.11,  3-sty  and  basement 
stone  front  dwelling.  Ella  S  West  to  Sam  Levy.  Mort  .f8.U00. 
Sept  25.     Oct  1,  190G.     7:1034—11.     A  .$0,01)0— $8,509. 

other    consid    and    100 
128th  st,   No  132         I  s   s.  385  e  Park  av.   20  to   Lexington  av.   x 
Lexington  av.  No  21101     99.11,    two    3-sty    brk    dwellings.      Eliz    P 
Gardner  to  Geo  A  Gardner.     June  23.     Oct  1,  1900.     0:1770—50% 
A   $15,000— .$20,000.  .  other   consid   and  1(X) 

131st  St,  No  20,  s  s,  291.9  e  5th  av,  18.3x99.11,  3-sty  stone  front 
dwelling.  Carrie  Manwaring  to  Maria  T  Higgins.  Oct  1.  Oct 
2,  lilOO.  0:1755-01.  A  $0,000— .$9.00U.  other  consid  and  100 
131st  St,  Nos  28  and  30,  s  s,  300  w  5th  av.  50x09.11,  0-sty  brk 
tenement.  James  Blaine  et  al  to  Philip  Scheyer.  Mort  $5o.000. 
Oct  1.     Oct  3,  1000.     6:1728—51.     A  $20,009— $32,000. 

other  consid  and  100 
131st   St,  No  114,   s   s,   101.8  w  Lenox  av,  10.8x99.11.  3-sty  stone 
front  dwelling.     Emma  Oliver  to  Sarah  A  Glover.     Mort  $8,000. 
Oct  3.     Oct  4,   190(5.     7:1915-^1^4.     A  $7,300— $11,000: 

other  consid  and  100 
132d  St.  No  40,  s  s.  150  e  Madison  av,  .33.4x90.11.  5-sty  brk  tene- 
ment.    Joseph  Maggiolo  to  Colomba  Rondanina.     ^  part.     Mort 
$25,000.      Oct  3.     Oct  4,   1000.     0:1750^5.     'A  $8.000— .$30,Ot)0. 

nom 
132d  St,  Nos  45  to  40.  n  s,  435  w  5th  av,  50.k99.11,  three  3-sty 
brk  dwellings.  Saml  Greenberg  to  Louis  Franco.     %  part.     Oct  2. 
Oct  3,  1900.     0:1730—18  to  19.     A  $18,000— $25,001). 

other   consid    and   100 

]32d  St.   s   s.   100  w   Broadway,   50x09.11,   vacant.      Release   mort. 

Henry    R    Hoyt    et    al    EXRS    Alfre^d    M    Hoyt    to   John    O    Baker, 

Newark,  N  J.     Sept  27.     Sept  20,  lOOC.     7:1998—38  and  39.     A 

$9.000— $0,000.  nom 

Same    property.      John    0    Baker    to    Frederick    Getler.      Sept    24. 

Sept  20.   190G.     7:1998.  other  consid  and  100 

134th  St.  Nos  05  and  07,  n  s,  2G0  e  Lenox  av,  .50x99.11.  two  5-sty 

Afro-.\merican   Realty   Co   to  Jacob 
Oct  1.     Oct  3,  1900.     0:1732—12  and 

nom 
Mort  $40,500. 
nom 


brk    tenements   and   stores. 
Oppenheim.     Mort  .$40,500, 
13.     A  $13  300— $44.0v.u. 
Same  property.     Jacob  Oppenheim  to  Louis  Cowan 
Oct  1.     Oct  3,   1900.     0:1732. 


Same  property.  Louis  Cowan  to  Stephen  A  Bennett.  Morts  $02,- 
500.     Oct  1.     Oct  3,  1000.    0:1732.  nom 

135th  St,  Nos  200  to  270,  s  s,  100  e  8th  av,  100x99.11,  1-sty  brk 
store.  Marie  Just  HEIR  John  Just  dec'd  to  Joseph  and  Wm 
Wolf.  1-3  part.  All  title.  Mort  $20,000.  Sept  7.  Sept  28, 
1900.     7:1040—00.     A  $48. 0<_10— $.50.0(10.  nom 

130th  St,  Nos  24  to  30,  s  s,  410  e  Lenox  av.  1.50x00.11.  four  0-sty 

.  brk  tenements.  Julia  E  Liggan  to  Jacob  Oppenheim.  AH  liens. 
Sept  20.  Oct  3,  1906.  6:1733—53,  55,  50,  58.  A  $03,000— P 
$100,(100.  nom 

Same  property.  Jacob  Oppenheim  to  Afro-American  Realty  Co. 
Mort   $208,300.      Oct   1.     Oct  3,   1900.     0:1733.  nom 

13()th  St,  Nos  130  and  138,  s  s,  3.50  w  Lenox  av,  49.0x%  block,  two 
3-sty  stone  front  dwellings.  Wm  H  Flitner  to  Lewis  Morris. 
All  liens.  Nov  0.  1897.  Oct  .3,  1900.  7:1920—471/2  and  48. 
A   $13,20O— $24,(Xt0.  nom 

130th  St.  No  130.  s  s.  .300  w  Lenox  av.  10.8.x99.11.  3-sty  stone 
front  dwelling.  Wm  H  Flitner  to  Lewis  Morris.  Mort  .$11,900. 
Jan  2(>,  1903.     Oct  3.  1900.     7:1920—40.     A  .$0.000— $12,000.     1.900 

1.3()th  St.  No  134,  s  s,  333.4  w  Lenox  av.  10.8x90.11.  3-sty  stone 
front  dwelling.  Wm  H  Flitner  to  Lewis  Morris.  Jan  10,  ISOO. 
Oct  3,   1900.     7:192(J— 47.     A  .$0.(;00— $12,0(J0.  nom 

137th  St,  Nos  42  and  44,  s  s,  447. (;  w  5th  av,  37.0.x99.11,  6-sty  brk 
tenement.  Mary  Ullman  to  Max  M  Lederer.  Mort  $30,37.5. 
Sept  27.     Sept  28,   lOOtl     0:1734.  other  consid  and   100 

139th  st.  No  27,  n  s,  52.5  e  Lenox  av.  50x99.11,  (j-sty  brk  tenement. 
Gustav  Kaliski  et  al  to  Elias  Senft  and  Samuel   L  Bruck.     Mort 
■  $55,()(M).      Sept    20.      Sept   28,    1906.      0:1737— 23.'      A    $10,000— 
$.50,000.  other  consid  and  100 

139th  st.  No  217.  n  s,  214.1  w-  7th  av,  32.4x99.11,  4-sty  brk  dwell- 
ing. Arthur  J  .McQuade  to  Bessie  M  Smith.  Sept  27.  Sept  28, 
1900.     7:202,5—23.     A  $9,400— $15.:5(X).  other  consid  and  100 

140th  st,  n  s,   1.50  e  Broadway,  75x90.11.  I 

140th  st,  n  s,  100  e  Broadway,  .50x09.11.  | 

Agreement  as  to  retaining  wall,  &c.     The  Hyams  Realty  Co  with 
Arthur  McMullin.      Sept   22.      Sept   28,   1900.      7:2072.    '  nom 

140th  st.  No  457.  n  s,  131  w  Convent  av,  18x99.11,  4-sty  brk 
dwelling.  Gustavus  L  Lawrence  to  Rosa  and  Carrie  R  Henrich. 
May  5.     Oct  2,  1900.     7:2057—37.     A  $4,300— P  .$8,000. 

other  consid  and   100 

140th  st,  s  s,   100  w  7th  av,  76,8x99.11,  two  6-sty  brk  tenements. 
Release  mort.     Equitable  Life  Assur  Soc  of  the  TJ  S  to  Harris  and 
Abraham  Cohen.     Oct  3.  1000.     7:202.5—38.     A  $11..50ll— P  $14,-  . 
000.  20.600 

Same  property.     Release  mort.     Henrietta  Kahn  to  same.     Oct  1. 

^'^  1.925 

map   No   144.   s   s,   402   e   7(h   av, 

William   Wasserstrom    to   Morris 

1.     Oct   2,    1000.      7:2(X)9— 44.      A 

nom 
100  e  8th  av,  50x00.11,   two  5-sty 
brk    tenements    and    stores.      Leopold    Kaufmann    to    Jonas    Weil 
and    Bernhard    Mayer.      Mort    $42,(1(10.      Nov    27,    1905.      Oct    1, 
190(J.      7:2028—5   and   p.      A   $17,0(10— .$42,000. 

other  consid  and  100 

143d  st,  No  253,  n  s,  250  e  8th  av,  37.6x99.11. 

143d  st.  No  255,  n  s,  212.6  e  Sth  av,  .37.6x99.11, 
two  .5-sty  brk   tenements. 

Benjamin    Jacobs    et    al    to    Frederick    Rohkohl.      Mort    $90  000] 
Oct  1.     Oct  3.  1906.     7:2029—10  and  11.     A  .$24,000— $79,000. 

other  consid  and  lOO 

145th  st,   Nos  528  and  .530,   s  s,  275  e  Broadway,  50x90.11,  6-sty 


Oct  3,   1906.     7:2025. 
141st   st,   Nos   142   and   144.   on 

4.5x90.11.   0-sty   brk   tenement. 

Weber.      Morts   $75,000.      Oct 

$14,500— $0,000. 
142d  st,   Nos  291  and  293,  n  s. 


brk  tenement  and  store,  Martha  B  Mosher  to  John  B  Schlesinger, 
Mort  $03,000.  Oct  1.  Oct  3.  1906.  7:2076—51.  A  $24,(MX>— P 
$00,0(10.  other   consid   and   100 

147th  St.  No  433,  n  s,  282  w  St  Nicholas  av,  18x99.11.  3-sty  stone 
front  dwelling.  Thomas  Orr  to  John  M  Kyle.  Sept  20.  Sept  28. 
1900.      7:2062—21.     A   $5.000— $17.(J0O.  nom 

14,Sth  st,  No  631,  n  s,  275  w  Broadway,  lO.S.xOO.ll,  ,3-sty  brk 
dwelling.  Francis  H  Burge  ADMR  Jennie  E  Clarke'  to  Frank 
Storrs.     Apr  2,     Sept  28,  1000.     7:2095— 20V4.     A  $3,800- $12,- 

000.  13  000 
Same   property.      Ellen   A   Burge   et   al   HEIRS,   &c,   Geo   W  Burge 

and  Jennie  E  Clarke  to  same.     B  &  S.     Apr  2.     Sept  28,  1900. 

7:2095.  •  nom 

Same   property.      Frank   Storrs   to   The   Appica   Realty   Co.      Mort 

$10,0(Xl.     Sept  25.     Sept  28,  1906.     7:2005.  100 

140th  st.  No  303,  n  s,  80  w  Sth  av,  20x99.11,  5-sty  brk  tenement. 

Bertha  Wolf  et   al   to  Afro-American  Realty  Co.     Mort  $16, .500. 

Sept   18.     Oct  4,  1900,     7:204.5-88.     A  $4,(J0U— $13.aiO. 

other  consid  and  100 
1.50th  st,  No  302,  s  s,  80  w  Sth  av,  20.x99.11,  5-sty  brk  tenement. 

and   store.      Louisa   or   Luisa   Garfalo   to    Michele    Marrazzo   and 

Edward  Wolf  et  al   to  Afro  American  Realty  Co.     Mort  $10,0tlO. 

Oct   1.     Oct  2,   1900.     7:2045—07.     A  .$4,00(J— $13,000.  nom 

150th   st,   n   s,   454.6   w   7th   av,   40.10x00.11,   5-sty   brk   tenement. 

CONTRACT.     Barnet   Miller  and  ano  with   Klingenbeck  &  Co,   a      . 

corporation.      Mort    $45  100.      Sept    24.      Oct    1,    1906.      7:2030. 

53.000 
154th  St.  No  200,  n  s,  100  e  Sth  av,  25x99.11,  5-sty  brk  tenement. 

Rachel  A  Elting  to  Frank  Bach.     Mort  $10,000.     Oct  1.     Oct  2, 
.    _19H0.      7:2040—5.      A   $7,000— $21,500.  other  consid  and  100 

155th  st,   No  455,   n   s,  275  e  Amsterdam   av,  25x90.11,  5-sty  brk 

tenement.     Frederick  Schuck  to  .\nthony  Schuck.     Sept  27.     Oct 

1,  1006.      8:2107—51.      A    $10,000— $25,000.  gift    and    100 
178th  st,  s  s,   100  e  Audubon  av,   45x01.2x45.1x88.3,  vacant.      Pa- 

■  terno  Bros,  a  corporation,  to  Fredk  C  Heinle.  B  &  S.  .Ml  liens. 
Sept  27.     Sopt  28,  1900.     8:2132—30,     A  $10,000— $20.0(J0.       nom 

Av   A,   No   1.535,   w   s.   26  n   81st   st,   25.6x80,   5-sty   brk   tenement 
and  store.     Joseph  Oppenheimer  to  Sarah  E  Levine.     Mort  $22,- 
Oct  1,     Oct  2,  1906.     5:1561—22.     A  $8,000— $21,000. 

other  consid  and  100 
No  252,   e  s,   77.6  s  10th  st,  25.0x05.6,  4-sty  brk  tenement 
store.      Leopold    Geissmann    to    Joseph   Berkowitz    and    Solo- 
mon   M    Landsmann.      Mort    $16,000.      Sept    29.      Oct    2.    1006. 
3:973—59.       A    $9.50O-$12.500.  other    consid    and    100 

Av  A,  No  1385,  w  s,  76.8  s  74th  st,  25.6x100.  5-sty  stone  front 
tenement  and  store.  Louis  Lewinthan  to  Eva  Stern.  Mort 
$23,000,     Oct  1.     Oct  2,   1906.     5:1468—25.     A  $8,000- $16,500. 

other  consid  and  100 

Av  A,  No  1046,  e  s,  11,8.6  n  86th  st,  18.6x100x18.9x100,  3-sty  stone 
front  dwelling.  Christopher  Fuchs  to  Joseph  Stolzenberg.  Mort 
$4,000,     Oct  2,  1906.     5:1583—3.     A  $6.500— $9,500. 

other   consid   and   100 

Av  A,  Nos  1301  and  1303,  w  s,  .50.5  s  70th  st,  50x85,  0-sty  brk  ten- 
ement and  store.  Joseph  Feldmann  to  Mary  Kraus.  ^4  part. 
Mort  .$57,500.  Aug  IS.  Oct  4,  1000.  5:1404—25,  A  $14,000 
— P  .$40,(10(1.  other  consid  and  100 

Av  A.  No  204.  e  s,  11S.6  s  17th  st,  10.6.x05,6,  5-sty  brk  tenement 
and  store.  Morris  Dlugasch  to  Miriam  Levitt.  Mort  .$15,2.5(3. 
Sept  25.      Oct  2,   1906.     3:974—3.     A  $6,800— $11,000. 

other  consid   and   100 

Amsterdam  av.  n  w  s,  bet  190th  st  and  Fort  George  av  and  being 
at  s  w  s  plot  0,  runs  n  w  430.7  x  s  w  100.1  x  s  e  435.7  to  av. 
X  n  e  1(1(1  to  beginning,  being  plot  8  map  128  acres,  part  estate 
Isaac  Dyckman,  Fort  George  property. 

Amsterdam  av,  n  w  s,  bet  100th  st  and  Ft  George  av  and  being 
plot  0  same  map,  begins  at  n  e  cor  plot  8.  runs  n  e  along  av,  47.(.'i 
X  s  e  .50  X  n  e  52.6  x  n  w  403.'10  x  s  w  KXI.l  x  e  430.7  to  .be- 
ginning, except  part  for  Audubon  av  and  Amsterdam  av. 
Thomas  Paton  to  Joseph  M  Schenck  and  Nicholas  M  Schenck. 
May  16.     Oct  3,   1000.     8:2160.  100 

Same  property.  Joseph  M  Schenck  et  al  to  Fort  George  Amuse- 
ment Co,  a  corporation.  Mort  $120,000.  Oct  1.  Oct  3,  1000. 
8:2100.  other   consid   and   100 

Amsterdam  av,  Nos  2103  and  2105,  e  s,  37.0  n  l(34th  st.  37.6x100, 
5-sty  brk  tenement  and  store.  Samuel  Greenberg  et  al  to  Charles 
Hauserman.  Mort  $48,000.  Oct  1.  Oct  3,  1906.  8:2111—3.  A 
$18.000— .$30,000.  nom 

Audubon  av,  No  390.  w  s,  89.10  n  184th  st,  runs  w  60  x  n  10,1  x 
e  10  X  n  7.11  x  e  .50  to  av.  x  s  l.S  to  beginning.  2-sty  brk  dw'ell- 
ing.     Zane  Hughes  to  Chas  A  Schueller.     Sept  28.     Oct  3,  1006, 


500. 


Av  A, 
and 


8:2157—20.     A. 
Broadway  | 

151st   st.   No  5701 

Diedrich   Huncke. 

.$21.000— $27,000. 
Broadway,   No  132.' 


$2.(KK)— .$5,000.  other  consid   and  100 

I    e    cor    151st    st,   24.11x100.    4-sty    brk    tene- 
ment   and    store.     Minnie    Lipstine    et      al    to 
Mort   $17,500.     Oct  2,   10(X1.     7:2082—50.     A 

other  consid  and  100 

I   w  s,  104.2  n  34th  st,  runs  n  24,3  x  w  72.9 

4th  St.   No  113  WestI     x  s  94.4  to  n  s  34th  st,  x  e  10.8  x  n  74.7 

X  e  04.5   to  beginning,  part  0-sty  brk  and  stone  store. 

.34th  St.   No   1471   n  s.  275  e  7th  av.  runs  n  197. (i  to  s  s  35th  st. 

35th  St.   No   144|     x  e  75  x  s  98.9  x  e  8.4  x  s  98.9  to  34th  st,  x 

w  83.4  to  beginning,  part  9  and  12-sty  brk  store. 
34th  st    Nos  141  and  143,  n  s,  358.4  e  7th  av,  41.8x98.9,  part  9 
and  12-sty  brk  store. 

Peter   A    Smith   to    Isidor   and   Nathan   Straus.      1-12   part.      All 
liens.     Oct  2,  19O0.     3:810.  nom 

Broadway  I  s    w   cor   127th   st,   40x100,   6-sty   brk   tenement 

127th  st.  No  6(X)|  and  store,  Arthur  E  Silverman  to  Iron  Realty 
Co.  Mort  $70  000,  Oct  3.  Oct  4,  1906.  7:1993—04.  A  $40.- 
(J(X)— P   $45,000.  other   consid   and   100 

Broadway  |  s    w    cor    140th    st,    09.11x7.5.    vacant.      Joseph 

140th  st.  No  00O|  Hamershlag  to  George  Daily  and  John  A  Carl- 
son.     Mort    $40,600.      Sept    24.      Oct   4,    1900.      7:2087—97.      A 


$42,000—$- 


East  End  av.  No  40! 
Av   B  I 

Co.      Mort   $15,.500. 

000— $16,000. 
Fort  Washington  av, 

cant.     Thos  F  Burke  to  Geo  A  Reeber, 

8:2139-203.      A    $4.000— .$4,000. 


nom 
w  s,  102.2  s  S2d  St.  25.6x98,  .5-sty  brk   ten-   . 
ement.     Tomas  Pechota  to  The  Wolf  Realty 
Oct  1.     Oct  2,  1906.     5:1578—26.     A  $7,- 

other  consid  and  1(X) 
~5.o  n  171st  st,  25.2x87.0x25x90.6.   va- 
Mort  ,$3,000.     Oct  1,  1900. 
other   consid   and   100 


Cj.: 


Lenox  av  |  s  e  cor  115th  st,  27,11x100,   5-sty  brk  tenement. 

115th  st.  No  S41  Adolph  Scheibel  et  al  to  Joseph  Keller.  Mort 
$55,000.     Oct  2,  1906.  other  consid  and  100 

Lexington  av.  No  .588.  w  s,  60.5  s  52d  st,  20.\90,  4-sty  stone  front 
dwelling.  Certificate  correcting  name  party  2d  part  in  deed  re- 
corded July  17,  19(l(!.  by  Roldolfo  G  Barthold  to  the  TRUSTEES 
Swedish  Methodist  Episcopal  Church.  Oct  1.  Oct  3,  1900.  5:- 
1300—57.     A  $12,000— $16,000.  
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Madison  av,  No  2117,  e  s.  19.11  s  13.3a  st,  20x80.  3-sty  stone 
front  dwelling.  Severin  Froehlich  to  Sundel  Hyman.  Mort 
.fSOtlO.     Oct  2    lOUti.     0:1757— 501/2.     A  $5,500— $S.500.  nom 

Madison  av.  Nos  17(!8  and  1770,  n  w  cor  llOth  st,  00x110.  7-sty  brk 
tenement    and    store.      Adolph    Hollander    to    Jacob    Israelson,    Yz  ' 
part.  Morris  D  Solinger,   ^4  part,   Leonora  Blumenthal,   1-8  part, 
and  Hattie  Stern,   1-8  part.      Mort  .$1;-'.0,OUO.      Sept  25.     Sept  28. 
lOIH).     0:1022—13.     A  155,000— $100,000.  otticr  consid  and  100 

Morningside  av  W|n    w    cor    117th    st,    1(10.11x121.1.    (i-sty    brk    ten- 
117th    st.   No  4011     ement.     Robert  M  Silverman  Realty  and  Con- 
struction  Co   to   Andrew   P   Morrison,   of  Montclair,   N  J.      Mort 
$210,000.      Sept   15.      Oct   3,    1900.      7:1901—53.      A   $90  000— P 
.       i!15a.000.  omitted 

Park  av.  Nos  1000  to  IGOGI  n  w   cor   114th   st,   100.11x30,   5-sty  brk 
114th  st.  No  87  I     tenement  and  store.     Release  mort  as 

to  easement.  Harlem  Savings  Bank  to  N  Y  &  Harlem  R  R  Co 
and  the  N  Y  C  &  H  R  R  R  Co.  Sept  24.  Oct  1,  1900,  0:1020- 
35.     A  $10,500— .$30,000.  nom 

Same  property.     Release  mort  as  to  easement.     Chelsea  Exchange 

Bank  to  same.     Mar  12.     Oct  1,  1900.     0:1620.  nom 

Park  av.  No  1707,  e  s,  98.0  s  120th  st,  20.0x90,  4-sty  brk  tene- 
ment. Release  mort  as  to  easement.  American  Mortgage  Co  to 
N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H  R  R  R  Co.  June  19. 
Oct  1,  1900.     0:1708-4.     A  .$6,500— $13,000.  nom 

Park  av,  No  1709,  e  s,  72  s  120th  st,  20.0x90.  4-sty  brk  tenement. 
Release  mort  as  to  easement.  Emily  V  Jackson  to  N  Y  &  Har- 
lem R  R  Co  and  the  N  Y  C  &  H  R  R  R  Co.  June  28.  Oct  1,  1900. 
6:1708—72.      A   $0,.50O— $13,000.  nom 

Park  av,  Nos  1707  and  1709,  e  s,  72  s  120th  st,  .53x90,  two  4-sty 
brk  tenements.  Release  claims,  &c,  as  to  Park  av  Viaduct.  Is- 
idore Gluck  to  N  Y  &  Harlem' R  R  Co  and  the  N  Y  C  &  H  R  R  R 
Co.  June  19.  Oct  1,  1906.  6:1708^  and  72.  A  $13,0(M)— 
$20,000.  other  consid  and  100 

Same  property.     Release  mort  as  to  easement.     Louis  Lese  and  ano 

to  same.     July  31.     Oct  1,  190(i.     0:1708.  nom 

Park  row,  Nos  143  and  145,  s  s.  281.7  e  Duane  st,  30.1x04.6.x.30x 
64.6,  2-sty  brk  store.  Henry  Leerburger  to  Boerne  Leerburger. 
Mort  .$30,000.  Sept  28.  Sept  29,  1006.  1:119— (!2  and  (33.  A 
$23,000— P  .$24,000.  other  consid  and  loO 

Riverside  Drivelw   s.    106.1   n    e   on   curve    from   101st   st,    runs   w 
162d  st  I     333.10  to  land  NYC&HRRRCoxn  1(X).7 

to  s  s  102d  st,  if  extended,  x  e  100  x  s  34.11  x  e  242.11  x  s  8.3  x 
s  e  25  to  w  s  of  Drive  x  s  w  56.10  to  beginning,  vacant.  North 
Riverside  Drive  Impt  Co  to  The  Heights  Garage  &  Storage  Co,  a 
corpn.     Mort  $70,000.     Oct  3.     Oct  4,  1906.     8:2135. 

other  consid  and  100 
Seaman  av,  s  s,  100  e  Academy  st.  100x100,  vacant.     Geo  N  Wilson 
to   Frederic   J   Fuller.      Va    part.      Nov   8,   1005.      Sept   28,    1990. 
8:2239—5.      A  $8.000— .$8,000.  nom 

Seaman  av,  s  s,  100  e  Academy  st,  lOOxlOO,  vacant.  Geo  fj  Wilson  to 
Frederic  J  Fuller.     %  part.     All  title.     Sept  4.     Sept  28,   1906. 
8:2239—5.     A  $8.000— $8,000.  nom 

St  Nicholas  av.  No  804,  e  s,  67.6  s  151st  st,  runs  e  22.3  x  s  69.10 
x  w  7.2  to  av,  X  n  w  71. .5  to  beginning,  3-sty  brk  dwelling.  Fred- 
erick  Schuck    to   Katie   Hoehn   his   daughter.      Sept   27.      Oct    1, 
1006.      7:20tS— 33.      A    ,$4.500— $11,000.  gift    and    100 

1st  av.  No  765,  w  s.  25.5  n  •ISd  st,  2.5x73.9.  5-sty  brk  tenement 
and  store.  John  Kramer  to  Peter  Doelger.  Morts  $27,049.80. 
Oct   1,   19(X;.     5:1336—24.      A  $10,000— $16,500.  100 

1st  av,  Nos  347  and  349,  w  s,  20  n  20th  st,  34x<iO.  5-sty  brk  tene- 
ment and  store.     Isaac  Goldberg  and  ano  EXRS  Rebeca  or  Re- 
becca Harris  to  Isaac  E  Harris,  of  Buffalo,  N  Y.     Mort  $30  000. 
Sept  20.     Sept  28,  1906.    3:92(i— 35.    A  $16,000— $.32,000.       41.100 
1st  av,   Nos   1102   to  11001  n   e   cor  60th   st,   75.5x100,   three   5-sty 
00th  st.   No  401  I     brk    tenements    and    stores.      Rudolph 

Oftner  to  Henry  Naschitz.  Mort  $64,090.  Oct  1.  Oct  3,  1901). 
5:1455—1.  2  and  3.     A  $33,000— $70,000.  nom 

1st  av.  No  759,  w  s,  20.4  s  4.3d  st,  17.6x50,  4-sty  stone  front  tene- 
ment and  store.  Chas  A  Briggs  to  Montague  Aaron  and  Charles 
Shongood.  Oct  3.  Oct  4,  1906.  5:133.5— 29%.  A  $5,.500— 
$6,0(X>.  nom 

1st  av,  Ne  12tl7,  w  s,  25.5  n  65th  st,  2.5x92,  5-sty  brk  tenement 
and  store.  Hermine  Oppenheimer  and  ano  to  Elisa  Moses  and 
Bertha  Lewitus.     Mort  $26,000.     Oct  1.     Oct  2,  1906.     5:1440— 

24.     A  $12.00("J $19,000.  other  consid  and  100 

1st  av.  No  407.  w  s,  20.0  s  24th  st.  19.10x70,  3-sty  brk  tenement 
and  store.  Herman  G  Loew  to  Chas  and  Hannah  Hueg.  1-.5 
part.  B  &  S.  and  C  a  G.  All  liens.  Sepft  29.  Oct  2.  1906. 
3:929—36.     A  .$8,500— $11..500.  other  consid  and  100 

2d  av.   No  313     |   n   w  cor  18th  st.  34.8x98,   two  4-sty  brk  dwell- 
18th  st.   No  2431     ings.     Hamilton  Fish  Webster  to  Pincus  Lowen- 
teld  and  Wm  Prager.     Aug  15.     Oct  2,  1906.     3:899—24  and  25. 
A  $29,500— $37,000.  other  consid  and  100 

2d  av.  No  1750,  e  s,  26.2  n  91st  st,  25x80,  5-sty  brk  tenement 
and  store.  Emit  B  Johansen  to  Fanny  Schwabe.  Mort  $21,000. 
Oct   1.     Oct  2,   1906.      5:1.554—2.     A  $10,500— $20,000. 

other  consid  and  100 
2d  av,  No  10021s   e   cor  56th  st,  20.5.x63,  4-sty  stone  front  tene-l 
56th  St.  ND'aOO  I     ment  and  store.     Mort  $8,000. 
2d  av.  No  1000,  e  s,  20.5  s  56th  st,  20.x63,  4-sty  stone  front  tene- 
ment and  store.  I 
56th  st.  No  302,  s  s,  63  e  2d  av,  18.6x100.5,  3-sty  brk  tenement.! 
Mort   $2,0(X).                                                                                                    I 
PARTITION.      Robt  C  Morris  referee  to  Josephine   Bliss,   Lizzie 
Tiemeyer  and  Henry  J  Fredericks.     All  title.     Oct  2,  1902.     Re- 
recorded from  Nov  28,  1902.     Sept  28,  1906.     5:1348—49,  50  and 
4Sy,.     A  $29,000— $38,000.                                                             27,650 
2d   av.   No   2049,   w  s,   24.5   n   105th  st,   2.5x93.6,   5-sty   brk   tene- 
ment and  store.     Release  mechanics  lien.     Louis  Block  to  Moritz 
and  Alfred  Weil.     Sept  28.     Sept  29,  1906.     6:165.5—22.     A  $8.- 
011(1— $20,000.                                                                                                nom 
3d  av.   No   1925                   |n  e   cor  10<!th  st,   25.2x110.   1-sty   frame 
100th  st,  Nos  201  and  203  |     store.  Thomas  McManus  &  Son  to  Isaac 
Sakolski.     Mort  $20,000,     Sept  20.     Sept  28,  1901',.     6:16.56—1.     A 
^26,000- .$29,000.                                                       other  consid  and  100 
Same  property.     Isaac  Sakolski  to  Wm  A  Rodgers.     Mort  $44,000. 

Sept  28,   1906.     6:1656.  other  consid   and   100 

3d  av.  No  618      |   s  w  cor  40th   st,  24x60,  4-sty  brk   tenement   and 

4(ith  st.  No  156|     store.      Release    claims,    &c,    for    3d     or     middle 

track   of   L   R   R.     John   Devine    (owner  of  fee)    to   Interborough 

Rapid    Transit    Co,    N    Y    Elevated    R    R    Co    and    the    Manhattan 

Railway   Co.      July   27.      Oct   4,   1906.     3:895—54.      A   $22,000— 

$29,000.  600 

Same    property.      Similar    release.      Patrick    J    Kenny    (owner    of 

leasehold)  to  same.     Sept  10.     Oct  4,  1906.     3:895.  nom 

6th  av,   Nos   1031  to   1041 1  n   w  cor  .58th   st,   100.5x71.6,   two   5-sty 
5Sth  st,   Nos  101  and  103|     brk  tenements  and  stores  on  av.     Rich- 
ard M  Montgomery  to  Robert  Connor  of  Brooklyn.     Morts  $265,- 
000.     Oct  1,  1906.     4:1011—29.     A  $130,000— $190,000. 

other   consid   and   1(X) 


8th  av.  No  2(;37,  w  s,  49.11  s  141st  st,  25x100,  3-sty  frame  tene- 
ment and  store.  Geo  J  Naegele  EXR  Wm  Naegele  to  Edward 
Naegele.  of  Yonkers.  N  Y.  Sept  27.  Sept  28,  1900.  7-2(J42 — 
.50.      A   $9.000- $11,0(10.  other  consid  and   24,000 

8th  av.  No  1:j2,  e  s,  78.10  n  17th  st,  26.3x100,  6-sty  brk  tenement 
and  store.  Wm  E  Good  to  Cathleen  Turney.  Mort  $.30,0<X>. 
Oct  2,  1906.     3:7()7— 5.     A  $18.000— .$49,000.     other  consid  and  100 

Same  property.  Cathleen  Turney  to  Morris  Freundlich,  Abraham 
M  Baumann  and  Lewis  S  Marx  each  1-3  part.  Mort  $.50,0<I0. 
Oct  2,   1900.     3:767.  other  consid  and  100 

Sth   av.   No  291S,  e   s,   74.11   n   ].54th   st,   25x100,  4.-sty  brk   tene- 
ment and  store,     Louis  Rosenberg  to  Max^  Sulzberger  and  Sig- 
mund    Grabenheimer.       Mort    $19,700.       Oct    1.       Oct    2.    19<>i 
7:2040—4.     A  $8,000— $18,000.  other  consid  and  100 

MISCELLANEOUS. 

General   release.      Daniel    R   Long   to   Roger   Organ.      Oct  4,   1900. 

other  consid  and   1,1(J0 

BOROUGH    OF    THE   BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 
new  Annexed  District   (Act  of  1895). 

♦Arthur  st.  s  s,  lot  1014  map  Laconia  Park,  25x100.  Malinda  G 
Mace    to    Olaf    A    Haggstrom.      Aug   30.  •    Sept   29,    1900. 

other  consid  and  100 

Beck  st.  No  24,  e  s,  125  s  loGth  st,  25x100.  2-sty  brk  dwelling. 
Harris  Seff  to  Abraham  Phillips.  Mort  $8,500.  Sept  25.  Oct 
1.   190(i.      10:2707.  nom 

*Bayard  st,  w  s,  lOO  n  236th  st,  75x100.  Philip  Jaeger  and  ano  to 
Philip  Jaeger.     Sept  2(i.     Oct  1,   1906.  nom 

*Bayard  st,  w  s,  175  n  236th  st,  75x100.  Same  to  Anton  Fennin- 
ger.     Sept  2(3.     Oct   1,   190(3.  nom 

*Bronx  Terrace,  n  w  s,  lot  1232  'map  Wakefield.  Geo  W  Gos- 
line  to  Wm  A  Gav^gan.  Q  C  and  correction  deed.  Sept  10 
Oct  1,   19<J6.  nom 

*Bronx  Terrace,  n  w  s,  lot  1232  map  Wakefield.  Frank  McGarry 
to   Martin   Geiszler.      Aug  24.      Oct   1,   1906. 

other  consid  and  100 

♦Catherine  st,  e  s,  gore  lot  L  map  Washingtonville,  26.2x100x42.6 
xlOO.     Sophie  Doepel  to  Wm  H  Green.     Oct  1.     Oct  2,   1906. 

other  consid  and  100 

*Cruger  st.  e  s,  and  being  lots  276  to  279  amended  map  Adee 
Park,  100x100.  Adee  Park  Realty  Co  to  Sam  Cohn  and  Barnett 
Levy.      Sept   25.      Sept   28,    190(i.  other   consid   and   1(X> 

Crotona  Park  East,  s  s,  125  w  Southern  Boulevard,  25x100,  2-sty 
frame  dwelling.  James  S  Bolton,  Jr,  to  Annie  Summers.  B  &  S. 
Oct  1.     Oct  3,  1906.     11:2940.  nom 

Same  property.  Lillian  M  Velders  to  same.  Oct  1.  Oct  3,  1900. 
11:2940.  other  consid  and  1(.I0 

Dawson  st,  Nos  10(30  and  10(32,  s  s,  91.10  e  Prospect  av.  50x128.5 
x50xl2(5.3,  6-sty  brk  tenement.  Selig  B  Neuburger  to  Babet 
Weil.     Mort   $50,000.      Oct   1.      Oct  2,   1906.      10:26,86. 

other  consid  and  100 

Same  property.  Babet  Weil  to  Abraham  H  Lyon.  Mort  $60,000. 
Oct  1.     Oct  2,   1900.     10:2(386.  other  Consid  and  100 

*Edgewater  Terrace,  n  w  cor  Barkley  av,  2.5x9(!.4x25x90.  Fre- 
mont Realty  Co  to  Emma  N  Polak.  Mort  $910.  Aug  30.  Sept 
28,  1906.  nom 

Fairmount  pi.  No  1055.  n  s,  275  w  Marmion  av,  25x100,  2-sty  frame 
dwelling.      Wm  C  Littlewood  to  Alfonso  Petruzzi.     Mort  .$5,000. 

^  Sept   2,8.      Sept   29,    190(5.      11:2955.  other  consid  and   KIO 

*Forest  st,  w  s,  225  n  West  Farms  road,  late  road  from  West 
Farms  to  Westchester.  ■  2.5x100.  Geo  W  Whelan  to  Bmil  Kolar. 
Sept   27.      Sept    28,    1906.  '  '  other   consid   and    100 

*Fulton  st,  n  w  s.  lot  168  map  Washingtonville,  25x100.  Wm  W 
Van  Derzee  to  John  A  Connor.  Mort  $1,0(X>.  Oct  2.  Oct  3, 
190C>.  other   consid   and  *100 

*Green  lane,  w  s,  100  s  Lyon  av,  .50x100,  Westchester.  John  D 
Helmke  to  Norbert  Robillard.     Oct  2.     Oct  3,   1906. 

other  consid  and  100 

*Green  lane,  s  s,  .329.6  e  Castle  Hill  av.  25x103.1(1x25x103.11.  Gi- 
acoma  La  Porta  to  Isaac  L  Dunn.     Oct  1.     Oct  3,  1906. 

other  consid  and  100 

*Green  lane,  w  s,  150  s  Lyon  av,  50x100,  Westchcester.  John 
Tarpey  to' East   Borough  Impt  Co.     Sept  12.     Sept  29,   1906. 

other   consid   and    100 

Home  st.  No  11.54,  s  s,  41.4  e  Fox  st.  20x82.5x20.1x80.2.  3-sty 
frame  tenement.  Mathilda  Tobias  to  Emma  J  Zumbuehl.  Mort 
$3,(XI0.     Sept  29.      Oct  2,   190(i.     10:2719.  nom 

Jennings  st.  No  1009,  n  s,  333  e  Union  av,  40x148.10x42.6x134.5, 
5-sty  brk  tenement.  Jean  Massce  to  Ottilie  Massce.  Mort  $34,- 
0<X>.     Sept  25.     Sept  28.  19(X5.     11:2962.  other  consid  and  100 

*Jackson  st.  w  s,  205  s  Railroad  av,  50xlO.S,  Unionport.  '  John  Bel- 
mont to  Henry  Belmont.     Sept  17.     Oct  1,  liXllJ.  nom 

Kelly  St.  e  s,  131.3  n  105th  st,  49.6x100,  vacant.  Max  Powell  to 
Henry  M  Powell.  Mort  $3,000.  Jan  16,  1905.  Oct  1,  1906. 
10:271(3.  100 

♦Lincoln  st,  e  s  ,100  s  Morris  Park  av,  2.5x100.  Edw  J  Cahill  to 
Henry   Meissner.      Mort   .$3,000.      Oct   1.      Oct   3,   1906. 

other  consid  and  100 

Minford  pi,  e  s,  225  n  172d  st,  150x100,  vacant.  Rosa  Stern  to 
Mary   McNuIty.      Mort  $16,380.     Oct  2.     Oct  3.   1900.      11:2977. 

other  consid   and  100 

♦Main  st,  e  s.  50  s  Mary  st,  25x97.3x25x98.4,  Westchester.  Mary 
j'Riley  to  Marcus   Nathan.     Sept  27.     Sept  28,  1006. 

other  consid   and   100 

♦Main.st  [  s  s,  at  n  e  cor  land  Wm  Adee,  runs  s  e  282.,3  to 

West  Farms  roadt  land  Wm  Henderson,  x  s  w  123.7  to  n  s  road  to 
West  Farms,  x  n  w  242.2  x  n  e  —  to  beginning,  except  part  con- 
veyed by  Fleischman  to  Henderson  being  7.5  ft  wide  on  Main  st, 
Westchester.  Chas  F  Fleischman  to  Clarence  E  Fleischman.  1-5 
part.     Mort  $20,000.     Oct   1.     Oct  4,  1906.       other  consid  and  1(X) 

♦Oakley  st,  e  s,  110  n  Mianna  st,  25x100,  2-sty  frame  dwelling, 
Howard  W  Dunham  to  Hugh  Brady.  Mort  .$3,200.  Oct  1.  Oct 
3,    1906.  other   consid   and   100 

♦Poplar  st,  lot  5  partition  map  Wells  et  al  vs  Storer  et  al.  Rob- 
ert Branch  to  John  D  King.     Mort  $2,000.     Oct  3.     Oct  4,  1906. 

other   consid   and    100 
♦Schuyler  st.  s  s,   100  w  Crosby  av,  25x78.10x25.2x76.4.  ]    - 

Crosby  av.  w  s,  25.9  n  Waterbury  av,  25.9x109.8x25x103.6.  | 

Crosby  av,  e  s,  .300  s  Waterbury  av,  25x100.     Release  mort.  Henry 

A  Coster  to  Hudson  P  Rose.     Sept  28.     Oc<  1,  1906.  1,050 

♦Schuyler  st,  s  s,  100  w  Crosby  av,  25x78.10x25.2x76.4.  Hudson  P 
Rose  Co  to  Gennaro  Breglia.     Sept  27.     Sept  28,  1906.  nom 
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•Union   st,   s  s. 

Barker  av.  w  s. 

Sheridan  av.  n  s, 

New  Bronx  Park,  e  s,  all  o£  Westchester. 

Bridge   st,   s   s. 

Barker  av,  w  s, 

Union   st,    n    s. 

Bron.x  Park  .e  s.  all  of  Westchester. 

Wm   H   Cooper   to   New   York   Central   Realty   Co.   Mort  .$70.(1(X)! 
Sept  2(!.     Oct  4,  190(3.  other  consid  and  100 

•Washington  st|w   s,   605  n   Railroad   av,   300.\21(i   to   e  s  Jackson 

Jackson  st  |     st,  >Unionport.      Henry    W    Burfeind    to    Chas    O 

Findrvch    and    Chas    R    Motak.      Mort    $5,000.      Sept    24.      Sept 
28.   l<»0(i.  1(X> 

♦Waldo  pi.  e  s,  80  n  Daniel  st,  75x100.  Bankers  Realty  and  Se- 
curity Co   to  Herman  Prange.     Oct  1.  ..Oct  3,   liMHi. 

other  consid  and  100 

♦Willow  lane,  s  w  cor  Elliot  av,  50x134x50x144. (i,  Throggs  Neck. 
Patrick  Mulligan  to  Jas  B  Kelly.  Undivided  interest.  Q  C.  Sept 
28.     Oct  2,  l!t0(i.  25 

*2d  st,  n  s.  lot  471  map  Laconia  Park.  25x109.  Malinda  G  Mace 
to   Filippo   Lo   Medico.      Mort  $250.     Sept   J3.      Sept  28.   190(5. 

other    consid    and    100 

*12th  st,  s  s,  355  w  Av  A,  50x108.  Unlonport.  Timothy  E 
Cohalan  to  Frederick  Eggers.  Mort  $450.  Sept  28.  Oct  1. 
HHMj.  other  consid   and   100 

*12th  st'.  s  s,  255  w  Av  B,  47.6x108,  Unlonport.  Henry  J  Jarvis  to 
Theo  J   Chabot,   of   Brooklyn.      Oct  3.      Oct  4.   1906. 

other  consid  and  100 

*12th  St.  s  s,  255  w  Av  B.  47.6x1(18.  I 

11th  St.  n  s.  305  w  Av  B.  50x108.  Unlonport.  | 

James   A  Jarvis   to   Henry  J  Jarvis,  of   Brooklyn.     %   part.     All 
title.     B  &  S  and  correction  deed.     Sept  13.     Oct  4,  1SK)6.        nom 

*13th  St.  n  s.  405  e  Av  D.  100x108.  Unlonport.  Annie  Fitzpat- 
rick   to   Eliz   D   Quinn.      Sept   27.      Sept   28,    1906. 

other    consid    and    100 

135th  st,  s  s.  101  w  St  Anns  av,  39x100,  C-sty  brk  teneuent.  Re- 
lease mort.  The  Jefferson  Bank  to  David  Zipkin.  Aug  17.  Sept 
28,    lllOli.      9:2262.  nom 

13.")th  st,  Nos  556  and  558.  s  s,  175  w  Alexander  av,  50x100,  two 
5-sty  brk  and  stone  tenements  and  stores.  Hymon  Manheim  et 
al  to  Julia  E  Liggan.  Mort  $47,500.  Sept  23.  Sept  28.  1906. 
9:2310.  other  consid  and   1(X» 

135th  St.  s  s.  161  w  St  Anns  av,  39x100,  6-sty  brk  tenement. 
David  Zipkin  to  Jacob  Hindes  2-5  parts.  Gabriel  Silver.  Ber- 
nard Sturtz  and  Sam  Tecotzky.  each  1-5  part.  Mort  .fll.lOO. 
Aug   15.     Sept   28,    1'.m:>6.     9:2262.  other  consid   and   100 

13()th  St.  Nos  468  and  470.  s  s.  125  w  .3d  av,  .50x101).  two  5-sty  brk 
tenements.  Jacob  Scblang  to  Harris  Yanitsky.  Mort  $38  500. 
Aug  31.      Sept  28,    IfMKi.     9:2320.  other  consid   and   lUO 

137th  St.  No  (i22.  s  s,  2tKi.6  w  Willis  av,  25xl(XI,  5-sty  brk  tene- 
ment. Henry  Hall  et  al  to  Kaufman  Sasserrath.  Mort  $14,500. 
Sept  28,  1906.     9:2299.  100 

137th  st,  s  s.  176.11  w  Cypress  av.  75x100,  two  5-sty  brk  tene- 
ments. Highland  Construction  Co  to  Julius  S  Sandler.  Mort 
$60,000.     Oct  2.     Oct  3.  190i;.     10:2.549.  other  consid  and  KM) 

138th  st,  n  s,  242.10  e  St  Anns  av,  39.3xl(X),  6-Bty  brk  tenement 
and  store. 

1.3.Sth  st,   n 
and  store. 

138th  St.   n  s, 
and  store. 
Wm    W   CoUer   to   Northwestern    Realty    Co. 


321.5  e  St  Anns  av,  39.3x100,  C-sty  brk   tenement 
3G0.8  e  St  Anns  av,  39.3x100,  C-sty  brk  tenement 


Aug  28.     Oct  3.   1906.     10:2551  and  2552. 


Mort   $135,714.28. 
other  consid  and  100 


138th  st,  n  s.  242.10  e  St  Anns  av,  39.3x100. 

138th  St.  n  s.  321.5  e  St  Anns  av.  39.3xl(H1. 

138th  St.  n  s.  360.8  e  St   Anns  av.  39.3x100. 
three   6-sty  brk   tenements   and  stores. 
Northwestern  Realty  Co  to  Abraham  Kassel  and  Isaac  Goldberg. 

.Mort   $135,714.28.      Sept    28.      Oct   3,    1906.      10:2551   and   2552. 

KM 

138th  st.  No  705,  n  s,  500  e  Willis  av,  25x100.  5-sty  brk  tene- 
ment. Christian  Jackie  to  Anna  B  Oettinger.  Mort  $25,(K10. 
Sept  22.     Oct   1,   lytKj.     9:2283.  other  consid   and  100 

138th  st.  No  893.  n  s.  462.C  e  St  Anns  av,  37.6xl(K1.  6-sty  brk 
tenement  and  store.  Minnie  Traendley  to  Eugene  Sharum.  Mort 
$52(.M.K).      Sept    25.      Sept   28.    ItlOC.      10:2552. 

other    cdnsid    and    100 

138th  st,  n  s,  203.6  e  St  Anns  av,  39.3x100. 

13Sth  st,   n   s,   282.1   e   St   Anns   av,   39.3x100. 
two  6-sty  brk  tenements  and  stores. 
Iron  Realty  Co  to  William  Coller.     B  &  S.     Oct  1.     Oct  2,  1906! 
10:2551   and  25.52.  nom 

Same  property.  Wm  W  Coller  to  Iron  Realty  Co.  Oct  1.  Oct  2. 
ItlOf).      10:2551    and    2.552.  nom 

139th  st.  No  597.  n  s.  131.6  e  Alexander  av.  25x100.  5-sty  brk  ten- 
ement. Rosie  Weldon  to  James  Weldon.  Mort  $15,000.  Apr 
25.   1905.      Oct   1,   1906.     9:2302.  nom 

139th  St.  n  s.  97.8  e  Brook  av.  runs  n  100  x  e  20.6  x  s  35.10  and 
(>4.10  to  st  X  w  27  to  beginning,  vacant.  Mary  Ehrmann  to 
Joshua  Kantrowitz  and  Moses  Esberg.  All  liens.  Sept  26.  Oct 
1.    1906.      9:2267.  other   consid   and   1(X) 

139th  St.  No  7.5S,  s  s.  900  e  Willis  av.  25x100.  5-sty  stone  front 
tenement.  Wm  R  Eisele  to  Julius  Seibold.  Mort  $14,000.  Oct 
1.      Oct  3,   1906.     9:2283.  other  consid   and   1(XI 

141st  st,  No  889,  n  s.  27  w  Cypress  av,  27x10(^6.  5-sty  brk  ten- 
ement. Christian  Armbruster  to  George  Blumenthal.  Mort 
$13.0(X).     Oct  2.   1906.     10:2.554.  other  consid  and  100 

141st  St.  No  887.  n  s.  .54  w  Cypress  av.  27x100. (!,  5-sty  brk  tene- 
ment. Christian  Armbruster  to  Sophie  Bihier  and  Katie  Nes- 
tel.      Mort   $13,000.      Oct   2,   1906.      10:2554. 

other  consid  and  100 

152d  st,  late  Rose  st,  n  s,  100  e  Bergen  av,  133.11x47.9,  vacant. 
Minnie  L  wife  of  James  S  Maher  to  Swift  &  Co,  of  Chicago.  111. 
Sept   27.      Oct   2,    1906.     9:2361.  other   consid   and   100 

153d  st,  No  569.  n  s,  1.50  w  Courtlandt  av,  25x100,  2-sty  frame 
dwelling.  William  Doll  to  William  McCormick.  Oct  1,  1906. 
_9:2413.  other  consid   and   100 

1.53d  St.  late  Schuyler  st.  s  s.  bet  Courtlandt  av  and  Melrose  av  and 
being  east  H  lot  446  map  Melrose  South.  25x100.  William  Mette 
to  George   Hellmuth.     Oct  3.     Oct  4.  1906.     9:2399. 

other  consid  and  1(X) 

167th  _st.  No  1183,  on  map  No  1181,  n  s.  87.6  e  Simpson  st.  37. 6x 
90.  .5-sty  brk  tenement  and  store.  James  C  Gaffney  to  Stephen 
McPartland.      Mort   $25  0(J0.     Oct   1.   1906.      10:2728.  nom 

169th  St.  s  s.  on  j;urve  221.9  from  beginning  of  curve  where  it 
iiitersects  tangent  formed  by  e  s  Franklin  av.  runs  s  76.4  x  e 
25.2  X  n  16  X  77  to  curve  at  169th  st.  x  w  31.6  to  beginning. 
2-sty  frame  dwelling.  Paulina  W  Goeltz  to  The  City  of  N  Y. 
Aug  15.     Oct  2,  1906.     10:2615.  15,000 


171st  st,  No  793.  n  s.  213.1  e  3d  av.  runs  n  144.7  x  e  12.2  x  s  25.2 
X  e  6.10  X  s  120.10  to  st.  x  w  18.11  to  beginning.  3-sty  frame 
tenement.  Valentin  Britz  to  William  Britz  and  Freda  Thompson. 
1-3  part.     April  3.     Oct  2,   lOCHl     11:292.S.     other  consid  and  100 

*173d  st,  w  s,  325  n  Gleason  av.  25x100.  Daniel  J  Dillion  to  Ellen 
_Morgan.     Sept  29.      Oct   1,   1906.  other  consid  and   100 

177th  St.  No  475,  n  s.  260  e  Morris  av.  late  Fleetwood  av.  lOxliiO, 
2-sty  frame  dwelling.  Francis  A  Brown  to  Mt  Hope  Metho- 
_dist   Episcopal   Church.     June  5.      Sept  29.   190(5.      11:2,S06.         nom 

179th  st,  s  s,  131.5  w  Grand  Boulevard  and  Concourse.  45x80.3x45 
x80.  vacant.  Pauline  Hodgson  to  Caroline  C  Tiedgens.  Oct  1. 
1906.      11:2808.  other   consid   and    100 

184th  St.  No  3,S4.  s  s.  .33.4  w  Davidson  av,  16.8x.'-'0.  2  and  3-sty  brk 
dwelling.  Ellis  Weisker  to  Eliz  W  Rogers.  Mort  $6,000.  Sept 
27.     Oct   1,   190(!.      11:3198.  other  consid  and  lOO 

191st  St.  late  College  st,  s  s.  1.50  w  Hoffman  st.  25xl0tl.  3-sty  frame 

■  dwelling.  Barnard  Halpin  to  Cristofano  RenzuUi.  Mort  $1.(MKI. 
Sept  28.     Sept  29.   lOOli.     12:3273.  other  consid  and   100 

198th  st,  s  s,  2(H1.2  w  Creston  av.  25x100.1.  2-sty  frame  dwelling. 
Annie  Toussaint  and  ano  to  Adelheid  Hilgemann.  Mort  $5.7(1(1. 
Sept  29.     Oct  1.   i;iU(!.     12:3318.  other  consid  and   KJO 

201st  St.  No  779,  n  e  s.  30  w  Perry  av,  2(5.8x93.1x25.10x98.9.  2-sty 
frame  dwelling.  Wm  C  Bergen  to  George  Hudson.  Mort  .$(5..5(K). 
Sept  29.     Oct  1.  19(16.     12:3299.  other  consid  and  100 

*225th  st,  s  s,  222.6  e  Paulding  av.  .50x109.6.  A  Shatzkin  &  Sons 
to   Filippo   Tanzetta.      Mort   $1 200.     Sept  9.      Oct   1.   1906. 

other  consid  and  100 

*229th  stl  s  s,  east   M:  lot  C67  and  668  map  Wakefield,  50.x22S  to 

228th  st   1     n   s  228th   st.  I 

228th  St.  n  s.  80  e  White  Plains  road,  50x1(10.  | 

Isidor    Holtsberg    to    Abraham    Steinlicht.      Mort    $2,800.       Oct 
1.      Oct   4,   19(H).  other   consid   and   100 

*230th  St.  s  s,  70  e  Lowerre  pi,  25x93.  David  H  Sarfaty  to  Wm 
Doll.      Mort    $3,000.      Sept   29.      Oct   2,    1906. 

other   consid   and   100 

*231st   st,  n  s.  280  w  White  Plains  road,  .50x114,   Wakefield.   Au-   ' 
gust  Koenig  to  David  H  Sarfaty.     Sept  26.     Oct  2,  1906. 

other  consid  and  100 

*233d  st    I  s  s,   bet  Laconia   av  and   Corsa  lane.  25x63.3  to  Corsa 

Corsa  lane]  lane.  x29.6x79.2.  Morris  Milkowsky  to  Annie  Milk- 
owsky.      Sept   26.      Oct   2.    190(5.  other   consid   and   100 

*234th  st,  s  s.  lots  (50  and  61  map  2.50  lots  Thompson-Rose  Estate, 
50x114.(5.  David  F  Johanzon  to  Nicholas  Vogel.  Oct  2.  Oct  4. 
1906.  •  other  consid  and  KJO 

Aqueduct  av,  e  s.  50. .S  n  Buchanan  pi,  25.4x107.6x2.5x111.9.  2-sty 
frame  dwelling.  Bella  Petersen  to  Lillian  E  Robinson.  Mort 
$6.0(Ki     Sept  2.S^    Sept  29.  19015.     11:3208.       other  consid  and  100 

Arthur  av.  No  21. )7.  s  w  cor  Oak  Tree  pi.  25x94x2.5x93.11.  3-sty 
frame  tenement  and  store.  Wm  Winckelmann  to  Chas  W  Hill- 
mann.     Mort  $14.(IOl(.     Sept  27.     Sept  28.   19(16.     Il:.3()(i3.         nom 

Arthur  av.  Nos  2398  and  24001  n    e    cor    187th    st.    45x.S3.7x45x.83.9, 

187th  st.   No  889  |     two   3   and   one   2-sty   frame  dwell- 

ings and  stores.     Virginia  Jaconetti  to  Salvatore  Jaconetti.     .Ml 
liens.      Sept   5.      Oct   4.   ItMIO.      11:.S0(56.  other   consid   and   100 

*Ash  av.  bet  Corsa  av  and  Elm  st.  lots  9  and  10  map  Laconia 
Park.  .50x100.  A  Shatzkin  &  Sons  to  Carmela  Gurgone.  Moris 
$1,400.      Sept  2.S.      Oct   2.   1906.      *  other  consid   and   100 

♦Benedict  av,  n  s,  175  w  Pugsley  av,  lOOxlOO.  Edw  A  Schill  to 
Garniss  E  Baker.     Mort  $2,730.     Aug  28.     Oct  2.   1!)06. 

other   consid   and   100 

*Same  property.  Garniss  E  Baker  to  Ronald  K  Brown  and  Geo 
H  Culver.     All  liens.     Aug  28.     Oct  2.  19(Xi.  nom 

Bathgate  av,  Nos  19(54  to  1968,  e  s,  55.6  n  I'lSth  st.  .53.5x80,  three 
3-sty  frame  tenements.  Samuel  Marcus  to  Nathan  Abrams.  % 
part.     Mort  $15,000.     Oct   1.     Oct  2,   1906.     11:3044. 

other  consid  and  100 
56.3  n  164th  st.  27x92. 11x25. (;x.S3. 6.  4-sty 
Frank   Miller  to   Frank   McElrov.      Mort   $12.3(X). 
1906.     9:2386.  other  consid  and  1(X) 

152d   st,   late   Rose  st.   40x133.11.   vacant, 
of   Chicago.    111.      Sept 
;:i.      uct   :;.    i:piiii.      •,i:j.,-iui.  other  consid  and   100' 


Brook  av.  No  990,  e  s. 
brk   tenement. 
Oct   1.     Oct  2, 

Brook   av,   w   s,   47.9  n 
Minnie  L   Maher   to   Nelson   Morris  &   Co. 
Oct   2.    19(16.      9:2361. 

Brook  av   1  w  s.  87.9  n  1.52d  st,  late  RoSe  st,  runs  n  w  133.11  x  n 

Bergen  av|  eSOxnw  —  toes  Bergen  av.  .x  n  e  50  x  s  e  175.10 
to  Brook  av.  x  s  w  102.6  to  beginning,  vacant.  Minnie  L  wife 
James  S  Maher  to  J  Ogden  Armour,  of  Chicago.  111.  Sept  27.  Oct 
2,    190(5.     9:2361,  other   consid   and   100 

Brook  av  Iw   s.    71    s    l(5Sth   st.   runs   w   30   x   n   71    to   s   s 

168th  St.  No  670]  lti8th  st,  x  e  30  to  av.  x  s  71  to  beginning. 
4-sty  brk  tenement  and  store.  John  H  Kennard  and  ano  as  re- 
ceivers of  and  the  Columbia  Mutual  Bldg  and  Loan  Assoc  of  N 
Y.  to  Joseph  Hahn.  B  &  S.  Mort  $16,000.  Oct  1.  Oct  3,  1906. 
9:2394.  22.750 

Bathgate  av.  Nos  19(54  to  1968.  e  s,  55.6  n  178th  st.  .53.5x80,  three 
3-sty  frame  tenements.  L  Napoleon  Levy  to  Saml  Marcus.  Sept 
11.      Oct  3.    190(i.      11:3044.  other  consid   and   100 

Bergen  av.  No  660,  s  e  s.  12.5.1  s  w  Grove  st.  17x101.11  to  w  s  Old 
Mill  brook.  xl.Sx96.1.  3-sty  frame  dwelling.  Kate  Montague  to 
Joseph  E  Johnson,  of  Montclair,  N  J.  Mort  $7.(XK).  Aug  14. 
Oct  3.  1906.     9:2361.  other  consid  and  100 

Bergen  av.  No  664.  s  e  s.  85  s  w  Grove  st.  22.8x90.2  to  c  1  014 
Mill  Brook.  x24.(5x82.6  .3-sty  frame  tenement. 

Bergen  av.  No  6.58.  s  e  s.  142.2  s  w  Grove  st.  16.10x107.8  to  c  1 
Old   Mill   Brook.   xl7. 10x101. 11,  3-sty  frame  tenement. 

Bergen  av.   No  656.   s  e   s.  1.59  s  w  Grove  st.  1(5.10x115.4  c  I  Old 
Mill   Brook.   xl.S. 7x1(17.8.   3-sty   frame   tenement. 
Kate   Montague  to  Joseph   E  Johnson,   of  Montclair,    N  J.      Morts 
$19  600.      April   27.      Oct   3,   1906.     9:2361. 

other  consid  and  100 

Bergen  av.  No  662,  s  e  s,  107.8  s  w  Grove  st.  17.5x96.1  to  c  1  Old 
Mill   Brook.   xl7. 10x90.2.  3-sty  frame   tenement.   Kate   Montague 

to  Joseph  E  Johnson,   of  Montclair,  N  J.     Mort  $ .     May  25. 

Oct   3,    lOCHS.      9:2361.  other   consid   and   100 

♦Bear  Swamp  road,  s  s.  being  plot  begins  at  e  s  Van  Nest  Freight 
Yard  of  Harlem  River  &  Portchester  R  R  Co.  x  n  s  of  right  of- 
way  of  said  R  R  Co,  runs  e  31  to  w  s  Bear  Swamp  road,  x.s  e 
abt  3(1,  X  s  w  21(5  to  beginning.  Bernard  J  Lavin  et  al  to  Har- 
lem River  &  Portchester  R  R  Co.  Q  C.  Dec  28.  1905.  Oct  3. 
1906.  'nom 

Boston  road.  Nos  1055  and  1059,  w  s.  280.4  s  l(56th  st,  75.lxl23.4x 
74x1.34.9.  two  5-sty  brk  tenements.  Release  mort.  Knicker- 
bocker Trust  Co.  a  corporation,  to  Triboro  Realty  aod  Construc- 
tion Co.     Oct  1.     Oct  3.   1906.     10:2607.  50.000 

Bainbridge  av.  e  s.  298.11  n  Kingsbridge  road,  strip  7.5x0.11.  Edw 
J  Owens  et  al  to  Jefferson  B  Howard.  All  title.  Q  C.  Sept  27. 
Oct  4.   190(5.     12:3286.  nom 

Bathgate  av.  No  2079,  old  w  s,  of  Madison  av.  102.7  s  Talmadge  st, 
old  line  now  ISOth  st,  25.2x86.6x25x83.4.  2-sty  frame  dwelling. 
Susan  Hagen  to  Bridget  McBrlde.  Mort  $3,500.  Oct  4,  1906. 
11:3046.  other  consid  and  100 
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Bainbridge  av,  n  s,  ]0ri.4  e  20nth  st,  'J.'xlll.Sx'Jrixlll.l,  vacant. 
Release  mort.  Henrietta  Cohn  to  Fanny  Zurnieden.  Sept  22. 
Oct    1,    llKKi.      12:.S2!!S.  _  1,252 

*Bracken  av.  w  s,  ti9T.9  s  Kingsbridge  road,  25xliX).  Land  Co  B 
of    Edenwald    to   Viktor   Stolewsky.      Sept   27.      Oct    1,    lilOtJ.       nom 

College  av.  No  877,  w  s.  7.")  s  HSd  st,  2.'ixltKJ,  3-sty  frame  dwell- 
ing.      Mary    E    Mangan    to    Edw    F    Rayens.      Mort    $4,1)IK».      Oct 


2.     Oct  ;?,   I'.KKi 
Creston    av,    No 


!l:2323. 
24<l(!,    e   s,   200   s   Irving   st. 


for  av,   2-sty  frame  dwelling, 
gher.     Mort  .f<i,.5(XI.     July  1!). 


other  consid  and  HIO 
."jOxlOO,   except    part 


Wm   W   Bryan  to  Helen   M  Galla- 
Oct  4,   1!K)U.     11:311!."). 

other  consid  and  1(10 
30x100.  I 


*Crosby  av,  s  w  cor  Schuyler  st 

Crosby  av,  e  s,  225  s  Waterbury  av.  .50x100.  | 

Release  mort.      Henry  A  Coster  to  Hudson  P  Rose.     Oct  2.      Oct 
4.    ]!iO().  1,0.50 

*Crosby  av,  w  s,  2.5.0  n  Waterbury  av,  2.5. 9x109. 0x25x103. .5.  Hud- 
son  P  Rose  to  Frank  Russo.     Sept  24.     Sept  28,  1900.  nom 

*Crosby  av,  e  s,  275  s  Waterbury  av,  50xl(J<).  Hudson  P  Rose  to 
Salvatore  Ciarlo  and  Giamabisto  Fortini.  Sept  11.  Sept  28, 
lOOlJ.  nom 

Clay  av.  No  1(191,  w  s,  1.5.3  n  17.3d  st.  25x9.5.  2-sty  frame  dwelling. 
Fannie  E  Brooker  to  Amy  J  Dittmar.  Mort  .$4,000.  Sept  29. 
Oct    1,    190(5.      11:2790.  other  consid   and    10(! 

Creston  av,  w  s,  294.9  n  19(!th  st,  .50x100.4;  vacant.  John  J 
O'Grady    to    Ernst    Keller.      Sept   29.      Oct    1,    1900.      12:3318. 

other   consid   and    lOO 

Courtlandt  av.  No  700,  s  e  cor  158th  st,  24x91.11,  4-sty  brk  tene- 
ment and  store.  ■  Louis  Meyer  Realty  Co  to  Alfred  Pioneer. 
Mort   .fl(i,750.      Aug   1.      Sept   28,    1900.      9:2404. 

other    consid    ail    KK) 

Courtlandt  av.  No  790,  s  e  cor  15Sth  st,  24x91.11,  4-sty  brk  tene- 
ment and  store.  Alfred  Pioneer  to  Elias  Senft  and  Samuel  L 
Bruek  or  Bucek.     Mort  -^ilO.SOO.     Sept  20.     Sept  28,  1900.  9:2404. 

other  consid  and  l(l(!t 

Clinton  av.  No  1908,  e  s,  170.1  n  Tremont  av.  19.10x100.  2-sty  brk 
dwelling.  Ida  Hooper  to  Eugenia  S  Gray.  Mort  .$0,000.  Sept 
27.     Sept  28,   lOOi;.     11:3093.  other  consid  and   100 

Crotona  av.  No  1.831,  w  s,  181.0  s  17(ith  st,  IS.OxKKl,  3-sty  frame 
tenement.  Sophie  Schuler  to  Alice  Titus.  Mort  .$4.00(1.  Aug 
29.      Sept    28.    19(10.      11:2945.  other    consid    and    KM) 

Cauldwell  av.  No  o:il.  on  map  No  089,  w  s.  358.4  s  15(;th  st,  l(i.8x 
115.  2-sty  brk  dwelling.  Julius  Cohen  to  Mollie  Malnik,  of  Brook- 
lyn.    All  liens.     Sept  20.     Sept  28,   1900.     10:2(J24. 

other   consid   and   KM) 

Clay  av.  No  1302,  e  s,  18.11  n  169th  st,  18.10x,80.  2-sty  frame 
dwelling.  Thornton  Brothers  Co  to  John  Ellerich.  Mort  $4,800. 
Oct   1.     Oct  2.   190(i.      11:2887.  other  consid  and  100 

*Commonwealth  av,  No  102,  n  e  cor  Mansion  st,  25xl(M).  Robert 
Edwards   to   Kate   Gallagher.      Mort  $3,0(10.      Oct   2,   lOfM!. 

other   consid   and    100 

Cypress  avin   e   cor  141st   st.   runs   n  310.9  x  e   100  x  s  229.5   x  e 

Powers  av|     100  x  s  229. .5  x  e   100  to  w  s  Powers  av.  x  s  100  to 

141st  st  I  n  s  141st  St.  x  w  2(X1.10  to  beginning"  vacant.  North- 
western Realty  Co  to  Bella  Kaufmann  and  Cath  L  Wynne.  Mt 
$58,000.     Mar  9.     Oct  2.  1!X)(!.     10:2571  and  2572.  nom 

College   avtn  e  cor  14(Ith  st.  late  Cottage  St.  runs  n  1 10  x  e  108  x  s 

146th  st  I  148  to  n  s  Cottage  st  x  w  1.8  to  an  angle  x  w  still 
along  Cottage  st  (i4  to  beginning,  except  part  for  llOth  st,  two 
1  and  2-sty  frame  buildings  and  vacant.  Max  Cohen  et  al  to 
Rosalia  Meli.     Mort  $16,000.     Sept  1.     Oct  1,  19(Xi.     9:2.329. 

other   consid   and    100 

Decatur  av,  Nos  2770  to  2778,  s  e  cor  198th  st,  118x75. 5xK>4.<3x 
75.2,  five  2-sty  frame  dwellings.  Sarah  C  Miller  to  Archer 
Realty   Co.     Mort    $12,750.      July   3.      Oct   2,    lOOtJ.      12:3,278. 

other  consid  and  100 

Eagle  av.  No  711,  w  s,  164  s  156th  st,  18x99,3,  2-sty  brk  dwelling. 
James  S  Segrave  to  El  Dora  De  Louie.  Mort  $6,000.  Oct  2, 
19(M!.      10:2617.  nom 

Eastchester  road,  w  s,  at  s  e  s  of  right  of  way  of  N  Y,  Westches- 
ter &  Boston  Railway  Co,  runs  sw  —  xse20xne  —  to  road, 
x   n  —  to   beginning,   contains  .588-1,000  acres. 

Eastchester  road,  w  s.  at  n  w  s  right  of  way  or  roadway  of  party 
2d  part,  runs  s  w  —  x  n  w  20  x  n  e  —  x  s  —  t  obeginning,  con- 
tains  590-1,(100   acres. 
Worthington   Whitehouse    to    N   Y,   Westchester   &   Boston   Rail- 
way Co.     Sept  27.     Oct  4.  190().  _  nom 

Forest  av.   No  841 1  s    w    cor    160th    st,    54. .3x175    to    e    s    Jackson 

Jackson  av  |     av,  2-sty  frame  dwelling  and  vacant.     Release 

restrictive    covenants.      Arthan    Realty    Co    et   al    with 
Greenebaum.     April  30.      Oct   4.   19(Mi.      10:2647. 

Forest  av.  e  s,  bet  10.5th  st  and  16(ith  st  and  at  line  between  lots 
57  and  59  and  being  part  lot  57  map  Eltona,  25x135.  Ewald 
Biele  to  Adolph  Hank.  Mort  $7,000.  Sept  29.  Oct  2,  1906.  10:- 
2600.  100 

Franklin  av,  s  e  s,  512.1  n  168th  St.  runs  e  79.11  x  n  70.4  to  av. 
.X  s  110.9  to  beginning.  2-sty  frame  dwelling.  Marie  M  Mantel 
to  The  City  of  N  Y.     Aug  21.     Oct  2,  1906.     10:2615.  20,(;mX) 

Franklin  av,  s  e  s,  110  s  w  169th  st.  32x137,  except  part  for  av, 
2-sty  frame  dwelling.  Wm  A  Sinclair  to  The  City  of  N  Y. 
Aug  24.     Oct  2.  1906.     10:2615.  1.3,.500 

Forest  av.  No  968.  e  s,  379.11  s  165th  st,  18.10x135.  3-sty  brk 
tenement.  Wm  H  Wertelman  to  Marie  Stover.  Mort  $8,000.  Oct 
3.     Oct  4.  I'.MM).     10:20.59.  100 

*Green  av  or  lane,  e  s,  lot  184  map  St  Raymond  Park,  2.5x102.8. 
Norbert  Robillard  to  Anthony  Mazanec.  Mort  $3.5(H).  Sept  28. 
Oct  1,  19(Mi. 

*Green  av  or  lane,  e  s,  lot  183  same  map 
Mort  .$3..500.     Sept  28.    _Oct  1,  19(i6. 

*Gleason    av,    s    w    cor    172d    st,    50x100. 
Samuel    Geller.      Mort    $1,100.      Sept    28. 


Edward 
nom 


other  consid  and  100 
25x104.     Same  to  same, 
other  consid  and  KM) 
Adeline    Grossmann    to 
Oct    1,    19(X). 
other   consid   and   100 
Hull  av.  No  3.880,  e  s,  175  s  209th  st.  25x100,  2-sty  frame  dwell- 
ing.     Tommaso    Giordano    to    Maximilian    Brust.       Mort    .$4,000. 
Oct  1.     Oct  3.  19(Mi.     12:.3351.  other  consid  and  100 

Hughes  av.  late  Jefferson  av,  s  e  s,  bet  181st  and  182d  sts  and 
being  lot  119  map  Saml  Ryer  homestead,  25x — ,  except  part  for 
Hughes  and  Belmont  avs.  Wm  Seidman  to  the  Belmont  Realty 
and  Construction  Co.     Mort  $4,000.     Oct  4,   1900.     11:.30,S2. 

other  consid  and  100 
Hoe  av,  e  s,  109.3  n  Home  st.  25x100,  2-sty  frame  dwelling.     Lewis 
V  La  Velle   to   Christian   C   Regelmann.      Mort   $7, .500.     Sept   15. 
Oct  4,    1!M)0.      11:29,86.  nom 

Hull  av.  w  s.  232  s  Gun  Hill  road.  25x100,  vacant.  Fredk  W  Bu- 
derus  to  John  P  Buderus.  of  White  Plains,  N  Y.  Aug  2.  Oct  4. 
1906.      12:3.34,8.  nom 

Hull  av.  w  s.  4(17  s  Gun  Hill  road,  runs  w  100  x  s  .34.3  x  s  again 
5.4  X  e  100  to  av  X  n  19.2  to  an  angle  x  again  n  48.3  to  begin- 
ning, 2-sty  frame  dwelling  and  vacant.     Henry  Jackson  to  Emma 


Jackson.     Mort  $4,000.     Sept  27.     Sept  28,  1906.     12:3348. 

other  consid  and  100 

Hughes  av.  No  -2534.  e  s,  258  n  Pelham  av,  14.3x87.6,  2-sty  brk 
dwelling.  John  P  Steinmetz  to  Chas  W  Vermont.  Mort  $2,7(.M). 
Sept  26.     Sept  28.   1906.     12:.3273.  other  consid  and  100 

Jerome  av,  e  s,  194.1  n  Ki5th  st.  runs  n  214.4  x  e  198.11  x  s  e  51 
to  w  s  Cromwell  av  x  s  163.10  x  w  198.9  to  beginning. 

Cromwell  av.  w  s.  357.9  n  105th  st,  runs  n  51  x  e  3  to  w  s  Crom- 
well av  X  s  —  to  beginning,  gore  , vacant. 
Louis  Rodney  Berg  to  Jessie  B  Crommette.     Q  C.     Sept  28.     Sept 
29,    1!MX;.     9:2503.  other  consid   and   100 

Same  property.  Jessie  B  Crommette  to  Frank  Pittelli.  Mort 
$20,0(X).     Sept  28.     Sept  29,  liXIO.     9:2503.      other  consid  and  KXt 

Jackson  av.  No  1184,  s  e  s,  41.10  s  w  from  s  e  s  Boston  road  and 
84.5  s  w  168th  st,  runs  n  e  20  x  s  e  132.11  x  s  w  20  x  n  w  132.7 
to  beginning,  4-sty  brk  tenement.  Michael  Bissert  to  Henry 
Spreen.  Mort  $12,000  on  this  and  No  118G.  Oct  1.  Oct  2.  1906. 
10:20.52.  other  consid  and  100 

Jackson  av.  No  1186.  s  e  s,  21.9  s  w  from  s  e  s  Boston  road,  and 
84.5  s  w  lO.Sth  St.  runs  s  e  1.32.11  x  n  e  19.11  x  n  w  06.11  x  — 
66.2  to  av.  x  s  20  to  beginning,  4-sty  brk  tenement.  Michael 
Bissert  to  Ferdinand  Alpers.  Mort  $12,000  on  this  and  No  1184. 
Oct  1.     Oct  2.  1906.     10:20.52.  other  consid  and  100 

*Jackson  av,  s  e  cor  Garfield  st,  25x — x — xG2.  John  H  Boyle,  Jr, 
to  Lucy  E  Boyle.  Q  C  and  C  a  G.  Mort  $5,0(X).  Oct  1.  Oct 
2,    1906.  100 

*Kinsella  av,  n  s,  98  e  portion  Rose  st,  25x100.  Sarah  F  Cahill  to 
Jos  H  Gogarty.     Mort  $4,8fXt.     Oct  2.     Oct  3,   1906. 

other  consid  and    100 

*Kinsella  av,  s  s,  100  e  Rose  st,  25x100.  Catherine  Shanley  to 
Edw   J    Cahill.      All    liens.      Sept   29.      Oct    1.    lOlMI. 

other   consid    and    100 

*Kinsella  av.  s  s,  251.4  w  Bronxdale  av,  2.5xKMK  Annie  Ippolito 
to  Mary  Fletcher  and  Thomas  Lauzendven.  Mort  $1,0(X).  Sept 
28.   19(Ki.  100 

Lafontaine  av,  w  s,  55.6  n  181st  st,  25x86.5x26.3x94.3,  vacant. 
Jacob  Verschueren  to  John  E  Bon.  All  liens.  Oct  3.  Oct  4, 
19(»6.      11:3063.  noni 

Lincoln  av.  No  1(!8,  e  s,  50  n  135th  st,  25x100,  5-sty  brk  tene- 
ment and  store.  Herman  A  Shatz  to  Louis  Kovner  of  Brooklyn. 
Mort   $24.9(X).      Aug  27.     Oct  2.   190<5.     9:2311. 

other  consid  and  100 

Marion  av.  No  2493,  w  s.  197.4  n  189th  st,  25x78.10x25x78.1,  2- 
sty  frame  dwelling.  Sarah  A  Lisk  to  Walter  E  Turman.  Mort 
$4..5(M).      Oct   1.      Oct  2,   1906.      11:302.3.  other  consid  and  100 

*Magenta  av,  n  s,  343  e  White  Plains  road,  25x9(').  Williamsbridge. 
A  Shatzkin  &  Sons  to  Eva  Lipschitz.  Mort  $540.  Aug  14.  Oct 
2,   1906.  other  consid   and  100 

*Mayflower  av,  w  s,  and  being  lot  5,5  map  Dutchess  Land  Co  on 
map  Benson  estate,  Throggs  Neck.  Morris  H  Hayman  et  al  to 
Chas  H  Von  Dehsen.     Q  C.     Sept  28.     Oct  2.   19(M!.  nom 

Morris  av.  No  2770,  e  s,  2(!9.9  n  196th  st,  25x95.3.  2-sty  framel 
dwelling.  Louis  C  Hahn  to  Ellen  Carroll.  Mort  $5.(MM)  and  all 
liens.     Sept  27.     Sept  29,  1900.     12:3318.  other  consid  and  100 

*Murdock  av.   w   s.   100  n   Randall   av,  .50x100. 

Murdock  avje  s.  1(X>  n  Randall  av,  runs  e  ICK)  x  n  100  x  e  100  to 

Hill  av  I     w  s  Hill  av  x  n   1.50  x  w  2(M)  to  e   s  Murdock  av 

s   2,50   to    beginning. 
Land   Co   A   of   Edenwald   to   Alfred   B  Dunn.      Sept   13.      Sept  2S', 
19(m;.  nom 

Morris  av,  e  s,  709.9  n  196th  st,  25x95,  vacant.  James  T  B 
Fisher  to  Kath  B  Wirth.     Oct  2.     Oct  4,  1906.     12:.3318. 

other  consid  and   100 

*Morris  Park  av,  n  s,  25  e  Rose  st,  07.10x91. 7x07. 3x.83.  Celia 
Quinlan  to  Cecilia  L  Quinlan.     Sept  29.     Oct  3.   1906.  nom 

*Maytlower  av,  w  s,  and  being  lots  27  and  28  map  473  lots  Haight 
estate,  Westchester,  August  Newkirk  to  Augustus  G  F  Stuckardt. 
Oct  1.     Oct  3.  liKX).  other  consid  and  KM) 

Morris  av.   No  64<!>iS  e  cor  1.52d  st,   2.5x70.3.  2-sty  frame  dwelling 

1.52d  St.  No  4'M  \  and  store.  Nicola  Bottiglieri  et  al  to  Henry 
Pizzutielo.  1-3  part.  Mort  .$9.9<;k;).  Sept  27.  Oct  1,  1906. 
9:2411.  nom 

*North  Chestnut  Drive,  n  s.  and  being  lot  92  amended  map  Bronx- 
wood  Park.  Harry  Jackson  to  Emma  wife  Harry  Jackson.  Mort 
.$3.2(M).      Sept    27.      Sept   28.    1900.  other   consid   and   100 

*01d  road,  s  s,  108  e  Pugsley  av,  .5O.6xl24x,50xll(i.  N  Y  Catholic 
Protectory  to  Frederick  Rittmann.     June  28.     Oct  3,   1906.     1,900 

*01d  Kingsbridge  roadj   w  s,  at  c  1  22d  av,  runs  n  along  road,  147.3 

White  Plains  av  |     to    e    s    White    Plains    av.    x    s    along    av, 

139.5  to  c  1  22d  av,  x  e  4(i.ll  to  beginning,  gore,  except  part 
for  White  Plains  road  or  av.  Sarah  M  Bussing  et  al  to  Simon 
Shloss.      Q   C   and   Correction  deed.      Sept  24.      Oct  3.   liMXJ.       nom 

*Pilgrim  av.  e  s,  bet  Liberty  st  and  Mildred  pi,  lot  23.5  map  473 
lots    Haight   estate.      Chas    H   Stumpfel    to   Philip    Hublitz.    '  Oct 

1.  Oct  3.    llMXi.  other  consid  and  100 
Prospect  av,  No  691,  w  s,  263.5  n  152d  st.  19.3x95,  3-sty  brk  ten- 
ement.     Morris    F    Finkelstein    to   Adolph   Lowy.      Mort    $6..50O. 
Oct  3,   1906.     10:2(575.                                             other  consid  and  100 

Perry  av,  s  s,  195.5  e  205th  st,  25x100,  2-sty  frame  dwelling. 
John  Maresca  to  Carl  Witzel.  Mort  $7,000.  Oct  1.  Oct  3, 
19(Mi.      12:3346.  other  consid   and   100 

*Parker  ^v,  w  s,  100  n  Lyon  av,  50x130,  Westchester.     John  C 
Damm    to    Alfonso    De    Salvo.      Mort   $4,500.      Sept   29.      Oct    1, 
19(M;.  10(5 

Prospect  av.  No  1378,  e  s,  .326.9  s  Jennings  st.  19.3x137. 10x30.3x 
152.1,  2-sty  frame  dwelling.  CONTRACT.  Ferdinand  W  Fey 
with  Helen  Strauss.  Mort  $7,000.  Aug  22.  Sept  28,  1900. 
11:2971.  11,000 

Prospect  av.  No  1390,  e  s,  7(;.9  s  Jennings  St.  .50x98.9x.50.0x91.4, 
.5-sty  brk  tenement.  Bernhard  Heister  to  Louis  Schaeter.  Mort 
$25.(MM>.      Sept   28.    1900.      11:2971.  other   consid   and    100 

Perry  av,  n  w  s,  110. .3  s  w  Mosholu  Parkway,  runs  n  w  125  x  s  w 
.33.11  X  s  e  17.7  x  s  w  27.10  x  s  e  105.11  to  av  x  n  e  02.0  to  be- 
ginning, vacant.  Wm  C  Bergen  to  Caroline  M  Amend.  Sept  27. 
Sept   28,   190().      12:3299.  other  consid   and   100 

Perry  av  In   w   cor   201st   st,   105x27.4x98.9   to   st   x.30,   va- 

201st  st.  No  7811  cant.  Wm  C  Bergen  to  John  Daly.  Mort  $9.- 
000.     Sept  27.     Sept  28.  1900.     12:3299.  other  consid  and  KM) 

Prospect  av,  w  s,  KX).2  n  180th  st.  35x(X>.l.  vacant.  Dietrich  or 
Richard  Niemeyer  to  Antonio  Galiani.     All  liens.     Sept  28.     Oct 

2.  19(l(>.     11:3096.  nom 
*Pleasant   (2d)   av,  e  s,  125  n  216th  st,  25x100.     Gustave  Blass  to 

Susannah   Schaefer.     Mort   $4,000.     Oct   1.     Oct  2,   1900.  nom 

River    av.    n    e    cor    167th    St.    89.7x105.    vacant.      Dennis    McEvoy 

to  Isidor  Grayhead.     Sept  21.     Sept  28,  1906,     9:2489. 

other  consid  and   100 
*Rosedale   av.   e  s,   75  s  Mansion   st,   50x100.     Abraham   Sapolsky 

to    Jacob    Pinkofsky,    Pincus 'Harrison    and    Barney    Somergrad. 

Mort  .$l,3fH(.     Oct  3.     Oct  4,   190(;,  other  consid  and  100 
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*Road  from  Throggs  Point  to  Pelham  Bridge  at  n  e  cor  lot  hereby 
intended  to  be  conveyed  at  land  James  W  Robinson,  runs  s  30  to 
land  S  F  Myers  x  w  150  x  n  —  x  e  ITiO  to  beginning. 

Plot  begins  at  line  bet  said  land  of  Robinson  and  Myers  at  rear 
end  ot  above  lot,  runs  s  along  rear  'JO  x  w  '2~i7  x  n  f-7.(i  x  e  275 
to   beginning,   Throggs   Neck. 

Edward    McCall    HEIR    James   McCall   to   Mary   T    McCall   HEIR 
James   McCall,      Q   C.     Sept    17,      Sept   l-'S.    liUlli.  nom 

*St  Lawrence  av.  e  s,  50  s  Merrill  st,  25xl(MI.  Daniel  McLean  to 
Robert   Edwards.     Mort  $1,700,     Oct  2.     Oct  3.   lUOIi. 

other  consid  and  100 

St  Anns  av.  No  338,  e  s,  75.4  n  lllst  st,  25x90.  5-sty  brk  tene- 
ment and  store.  Rosie  Weldon  to  James  Weldou.  Mort  $13.- 
0110.      Apr  25,   irM)5.     Oct   1.   I'.IOO.      10:2550.  nom 

Steuben  av.  e  s,  75  n  20Sth  st,  50x100,  vacant.  Nathan  Levin  to 
Fred  H  Wilker.     Mort  ^1,400,     Sept  27.     Sept  28,  1900.  12:3337. 

other    consid   and    100 

Southern   Boulevard    (133d  st),   n   s,   195  w  Brown  pi.   75x100,  va- 
cant,     Edward  Patterson  to  Alfred  B  Dunn.      Mort   .$(i,;)00.      Sept 
.     28.     Oct   1,   190lj.     9:2278.  other  consid  and  100 

Same  property.  Alfred  B  Dunn  to  Anthony  Doll  Jr  and  Adolph 
Doll.     Mort  .flO.OOO.     Sept  28.     Oct  1.  190(1.     9:2278.  nom 

Townsend  av.  s  e  cor  17(lth  st,  59.]xl(.)0.v83.4xl02.11,  vacant. 
Mary  Ehrmann  to  Joshua  Kantrowitz  and  Moses  Esberg.  All 
liens.     Sept  20.     Oct  2,  190(;.     11:2850.  other  consid  and  100 

Trinity  av.  No  524,  e  s,  213.10  s  149th  st,  17.8x109.  3-sty  frame 
tenement.  Theo  H  Roth  to  Henry  C  Niedenstein.  Oct  1.  Oct  2, 
190(i.     10:2557.  other  consid  and  11)0 

*Theriot  av,  (175th  st),  w  s,  150  n  Gleason  av.  25x100.  Doro- 
thy Rentier  widow  to  Charles  O'Rourke.  Mort  $4.(H)0.  Oct  1. 
Oct  2,  1900.  other  consid  and  1(X) 

*Theriot  av,  e  s.  25  s  Cornell  av,  25xlOt),  2-sty  frame  dwelling. 
Daniel    Doran   to   Joseph   Kohlmann.      Oct   4,    190(j.  nom 

Tinton  av,  w  s,  100  s  152d  st,  75x100,  two  5-sty  brk  tenements. 
Benjamin  Harris  et  al  to  Samuel  Greenberg.  Mort  $74(MI0. 
Sept  20.     Oct  1.  1900.     10:2053.  other  consid  and   100 

Tinton  av,  late  Beach  av,  n  e  cor  147th  st,  300x100,  vacant.  North- 
western Realty  Co  to  Bella  Kaufmann  and  Catharine  L  Wynne. 
Mort   ,i;32 .500.      Mar  7.      Oct   1,   lOIKi.      10:2582.  nom 

Trinity  av.  No  804,  s  e  s,  575  s  w  101st  st,  late  Cliff  st,  25xl(X), 
2-sty  frame  dwelling.  Hannah  G  Fredrickson  to  Henry  D  Sil- 
ver.     Mort  !f2,00O.      Oct   1.     Oct   2,   1900.      10:2037. 

other   consid   and   100 

Teller  av.  No  13()2,  e  s,  074,1  n  lG9th  st,  25x77.4x29.11x75. (!,  2-sty 
frame  dwelling.  John  McGeorge  to  Annie  Hammer.  Mort  $2,- 
7.50.      Oct    1.      Oct   2,    190(;.     11:2782.  other   consid   and   lOO ' 

*Unionport  road,  w  s,  124  n  Columbus  av.  2.5x — .  Camillo  Ub- 
riaco  to  Josephine  De  Luca.     May  7.     Sept  28,  190G.  nom 

Union  av.  Nos  7t)8  and  700]n    e    cor    1.50th    st,    80.5x44.5x93.11x25, 

15(;th  st.  No  1007  I    4-sty  brk  tenement  and  store.     FORE- 

CLOS.     Chas  C  Peters  referee  to  Ruth  M  Cohen.     Mort  $25,000. 
Sept   28.     Oct    1.   1900.      10:207(i.  7,600 

Union  av,  No  (i38,  e  s,  94.10  s  Kelly  st,  10.8x90.  2-sty  brk  dwell- 
ing. Andrew  J  Cobe  to  John  Hayes.  Mort  .$4,(MX>.  Oct  1.  Oct 
3,  1900.     10:2074.  100 

Union  av.  Nos  091  and  093,  w  s,  225  n  1.52d  st,  49.10x100,  2-sty 
frame  building  in  rear  and  2-sty  brk  dwelling,  Abraham  H 
Lyon  to  Marius  Dauere.  Mort  $7,(X)0.  Sept  29,  Oct  2,  190C. 
l(J:20(i5.  other   consid   and   100 

•Union  av,  No  1007,  w  s.  .SO  s  Kioth  st,  20x75,  3-sty  frame  tene- 
ment,     Peter    OUweiler   to    Emma    Greiner.      Mort    $4  (XX).      Oct 

1.  Oct  2,  1900.     10:2(>09.  other  consid  and  100 
Villa  av.  e  s,  275  n  204th  st,  .50x100.  vacant.     FORECLOS.     Fred- 
erick Mellor  ref  to  Frederic  H  Ridgway.     Sept  28.     Oct  2,  19(X>. 
12:3311.  2,.500 

Vyse  av,  Nos  1141  to  11(59,  w  s,  200  n  l(17th  st,  oOOxltKt,  fifteen 
3-sty  brk  dwellings.  Abraham  A  Silberberg  to  Silberberg  &  Saul, 
a  corporation.     All  liens.     Sept  20.     Oct  2,  ItMMl.     10:2752.       nom 

Wales  av.  w  s.  100  s  147th  st,  lODxlOO,  vacant.  Morris  Dauere 
to   Fundy   Company,   a   corporation.      Mort  $13,000.      Oct   1.      Oct 

2,  1900,     10:2577.  other  consid  and  100 
Walton  av,  w  s,   170. .8  n  Burnside  av,  7.5.8x100.11,  vacant.     James 

Kessner  to  Eugene  Sharum.    Q  C.    Sept  28.    Oct  3,  190(i.    11:3185. 

nom 
Woody  Crest,  No  111  (Bremer  av),  w  s,  125.11  n  Kemp  pi,  25.2x90.8, 

3-sty  frame  tenement.     Lillian  E  Page  to  Geo  W  Page.     %  part. 

Mort  if5,0(X>  and  all  liens.  ,   Oct  3,   190t>.     9:2512.  nom 

Wendover  av.  No  7.58,  s  s,   170.10  e  Washington  av,  25.3xl91x25x 

•194.7.    4-sty    brk    tenement.      Moritz    L    Ernst    et    al    to    Leizer 

Ehrenhaus   and   Goldie   Otfin.      Mort   $1S,5(X).      Sept   25.      Oct   1. 

19(Mi.     11:2912.  _  nom 

*West   Farms   road,   s   s,   27. (i  e  Commonwealth   av,   27.(i.x — ,   2-sty 

frame    dwelling    and    store.      Sven    Rydell    to    Chas    H    Baechler. 

Sept  29.     Oct  1,  ]90(!.  other  consid  and  100 

Willis  av.  No  ISO,  e  s,  40.0  s  130th  st,  18.0x92,  4-sty  stone  front 

dwelling,     John  Heller  to  Henry  Heller.     Sept  28.     Oct  1.   1901!. 

9:2280.  nom 

Westchester  av.   No  934.   s  s.   89.2   w   Wales   av,  20x74.2x24x83.5, 

4-sty    brk    tenement    and    store.      Louis    Rosenheim    to    Mary   A 

Franklin.     All  liens.     Oct  4,   1900.     10:2(544. 

other  consid   and   KX) 
Same  property.     Mary  A  Franklin  to  Marciis  Nathan.     Mort  .$16,- 

000.      Oct   4,   1900.      10:2(i44.  other   consid_  and   100 

*West   Farms   road,   s   e   cor   Commonwealth   av.   27. Ox — x2.5x90.11, 

3-sty    frame    dwelling    and    store,      Thomas    Slater    to    Sarah    E 

Slater.     Sept  22.     Oct  4,   1900.  nom 

*WiIder  av,  e  s,  325  n  Jefferson  av,  250x100.  I 

Bracken  av,  w  s,  4.50  s  Jefferson  av,  225x100. 


Murdock  av,  w  s,  .525  s  Jefferson  av,  75x100. 


Sept  13. 


Sept  28, 
nom 


Land  Co  A  of  Edenwald  to  Alfred  B  Dunn. 
1900. 

Westchester  av,  Nos  801  to  807]n  e  cor  St  Anns  av,  runs  e  88.9  to 
St  Anns  av,  Nos  030  and  032  |  c  1  old  Benson  or  Carr  av,  closed, 
x  n  110.11  X  w  77  to  e  s  St  Anns  av  x  s  121  to  beginning,  two 
1-sty  frame  buildings  and  three  2-sty  frame  dwellings  and 
stores,  Frederick  Cordes  et  al  by  Philippine  Cordes  INDIVID 
and  GUARDIAN  to  Samuel  E  Jacobs.  All  title.  B  &  S.  Sept 
28.     Sept  29,   1900.  35,000 


to    Land    Co 


Willis  av.  No  373,  w  s,  33.4  s  143d  st,  10.8x100,  4-sty  brk  tene 
ment  and  store. 

Willis  av.  No  ;;71.  w  s,  50  s  143d  st,  25x100,  2-sty  brk  store. 
Pauline   Levy   et   al    EXRS   Isaac   Levy   to   William   Loeb.      Mort 
$21,500.      Sept  25.      Sept   29,   1!I(J0.     9:2;',05.  42.000 

*2d  av,  e  s,  51.0  n  229th  st,  .50x105.  Solomon  Duff  to  William 
Garrett.     Mort  $."00.     Sept  27.     Oct  3,  1900.     other  consid  and  UX) 

3d  av,  Nos  4004  to  4070  e  s,  4S9.10  n  174th  st,  runs  s  100.1  x  e 
lot!  X  n  99.11  X  w  lot),  four  4-sty  brk  tenements  and  stores. 
Morris  Williamson  to  Arthur  H  Sanders.  Mort  .$51,01)0.  Oct 
1.      Oct  3,    19(«>.      11:2930       '  other  consid   and   100 

3d  av.  Xos  4004  to  4070,  e  s,  .3.89.9  n  174th  st,  100.lxlOil.x99.llx 
10(X  four  4-sty  brk  tenements  and  stores.  Arthur  H  Sanders  to 
Jacob   Marx.      Mort   .t;71.0(K).      Oct  2.      Oct  3,    1900.      11:29:>(). 

other  consid  and  1(X) 

3d  av,  e  s,  bet  108th  st  and  109th  st,  and  being  .50  n  line  bet  lots 
119  and  120,  37.0x1.55x37x1.55,  being  part  lot  119  map  Morris- 
ania.  Valentine  Knorr  to  David  Mayer  Brewing  Co.  Oct  1,  lllOli. 
10:2(a(.).  other   consid   and   100 

3d  av.  No  3403,  w  s,  72.8  n  107th  st,  25.4x84.7x24.10x8(i.5,  also  all 
title  to  sirip  adj  above  on  n,  4.11x38.5,  3-sty  frame  tenement 
and  store.  Adeline  Engeholm  et  al  by  Adeline  Engeholm 
GUARDIAN  to  Henry  J  Salzmann.  Sept  28.  Oct  1,  liNKi. 
9:2372.  other   consid   and    10(t 

*4th  av,  e  s,  abt  142  s  2SM  st,  20x90.3x25x102.3.  Angelo  Zer- 
barini    to    Catherine   Zerbanini.      Sept   27.      Sept   28,    19(.)0.       nom 

*5th  av,  w  s,  0.8  s  21(ith  st,  2.5x —  and  being  lot  473  map  Laconia 
Park.  Malinda  G  Mace  to  Marco  Gimmelli  and  Frank  Castelli. 
Mort  if300.     Oct  1.     Oct  2,  1900.  other  consid  and  100 

Interior  lot.  begins  at  line  9  n  139th  st  and  341. .5  w  St  Anns 
av,  runs  n  90.11  x  w  29  3  x  s  94. (i  x  e  10.4  to  beginning.  Mary 
Ehrmann  to  Joshua  Kantrowitz  and  Moses  Esberg.  All  liens. 
Sept   20.      Oct    1,    J9II0.      9:22(>7.  other  consid    and    100 

Interior  plot,  begins  103.4  s  l(i3d  st,  and  1(_M)  w  Prospect  av, 
runs  s  40.8  x  w  41.3  x  s  48.8  x  w  34.9  x  n  95  x  e  7(>  to  beginning, 
vacant.  The  Gaines-Roberts  Co  to  Charles  Lippe.  Oct  4,  19011. 
10:2(i77.  nom 

Lot  '.)7  map  Ryer  homestead.  Samuel  KuUa  to  Michael  Farrell. 
Mort   .$5,.5()0.      Oct    1.   1900.      11:3092.  nom 

*Lots  30  to  39  blk  27. 

Lots  48,  49,  .59  to  til  blk  20. 

Lots  52  to  07  blk  27. 

Lots  7  to  10  blk  5. 

Lots  50  to  04  blk  22.  on  map  No  393  Sees  A  and  C  map  Edenwald, 
Alfred  B  Dunn  to  Samuel  Aronson.     Sept  13.     Sept  28,  1900.       100 

*Lot  234  map  W  .\  &  H  C  Mapes.  near  Westchester.  John  S  Mapes 
to  Wladislaw  Chmielewski.     Sept  7.     Sept  28,  19(J0.  nom 

*Lots  7  to  1().  3(>  to  39  and  47  and  48  blk  5. 

Lots  33  to  35.  37  to  41.  44  to  47  blk  9. 

Lots  5(!  to  (i-i  blk  22. 

Lots  .59.  (iO  and  01  blk  20. 

Lots  21  and  22  blk  27  map  Sec  A  ot  Edenwald. 
Release  mort.  Mutual  Life  Ins  Co  of  N  Y 
Edenwald.      Sept  21.      Sept  28,   1900. 

*Lots  48  and  49  blk  2(5.  I 

Lots  30  to  39  and  .52  to  57  blk  27  Sec  C  map  Edenwald.  | 

Release  mort.     The  Farmers  Loan  &  Trust  Co  TRUSTEE  Robert 
Seton  et  al  to  Land  Co  C  of  Edenwald.     Sept  17.     Sept  28,  1900. 

1..500 

Lots  141  and  142  same  map,  .50x100.    Frederic  J  Middlebrook  EXR 
Wm    M    Ryan   to    Henry   Grubenbecher.      Oct    1.      Oct   2,   1900. 
11:3225.  19,400 

*Lots  30  to  .39  block  27. 

Lots  48,  49  and  59  to  01   block  20. 

Lots  .52  to  .57,   block  27. 

Lots   7   to   1(>,    block  .5. 

Lots  .50  to  04,  block  22  map  No  393  of  Edenwald. 
Samuel  Aronson  to  Everybody's  Land  Co.     Mort  $12,000.     Oct  2. 
1900.  other  consid  and   KX) 

*Lots  .55,  .5(i,  57.  92,  95,  90,  98,  174,  283,  284,  2,80,  287.  288.  295. 
to  305  and  321   to  331    map   Dutchess   Land   Co   on  map   Benson 
estate,    Throggs    Neck.      Charles    H      Von      Dehsen      to      Fred- 
erick  Eisen.      Sept   24.     Oct   2,    1900,  other   consid   and   100 

*Lot  93  map  Benson  estate,  Throggs  Neck,  Wm  Torpay  to  Do- 
menico  Farina,     .\ug  4.     Oct  2,  1900,  other  consid  and  100 

Lots  125  and  12()  map  Wm  O  Giles  at  Kingsbridge  Heights.  John 
C  Martin  to  Matthew  S  Eylar.  All  liens.  Oct  3.  Oct  4,  1900. 
12:3255    and    3i58.  other   consid    and    100 

Lots  140  to  142  amended  map  Cammann  estate  at  Fordham 
Heights.  Release  mort.  N  Y  Trust  Co  to  Frederic  J  Middle- 
brook  EXR  Wm  M  Ryan.     Sept.  10.     Oct  2.  1900.     11:.3225.       nom 

Same  property.  Release  mort.  American  Mortgage  Co  to  same. 
Sept    13.      Oct  2,   1901!.      11:3.32.5.  nom 

*Plot  begins  840  e  White  Plains  road  at  point  845  n  along  same 
from  Morris  Park  av.  runs  e  100  x  n  .50  x  w  100  x  s  .50  to  be- 
ginning, with  right  of  way  to  Morris  Park  av.  Regent  Realty 
Co  to  Joseph  C  Luke,     All  liens.     Oct   1.     Oct  2,  liMMi. 

other  consid  and  100 

Plot  bounded  s  by  c  1  13(!th  st,  e  by  line  of  land  conveyed  by  G 
Morris  to  Port  Morris  Land  &  Impt  Co  by  deed  dated  May  15, 
l.S(J8,  n  by  s  s  138th  st.  and  w  by  e  s  lot  A34  on  map  of  Wilton, 
&c,  said  strip  being  abt  4  ins,  extending  from  130th  to  1.3.Sth  st. 
Henry  L  Morris  and  ano  TRUSTEES,  &c,  Gouverneur  Morris 
to  The  Port  Morris  Land  &  Impt  Co,  All  title.  Q  C.  Sept  15. 
Sept  28.   1900,     10:2.588  and  2589.  50 

Plot  at  Spuyten  Duyvil,  begins  at  s  end  of  line  bet  lands  of 
Kroger  and  Morrison,  at  n  line  land  Letitia  Brown,  runs  n 
318.4  to  s  s  land  John  Ewen  x  w  22  x  s  31(i.5  to  beginning, 
contains  3,475  44-100  sq  ft.  Agreement  that  above  is  to  be  for 
purpose  of  regulating,  grading.  &c.  of  a  private  22-ft  roadway. 
Henry  Kroger  with  David  M  Morrison.  Sept  25.  Sept  29, 
190().     13:. 3411.  nom 

♦Portion  plot  0  lying  n  ot  straight  line  through  c  1  plot  0  from  its 
east   to  west  boundary  lines  parallel  with  its  n  and  s  boundary- 
lines   and   50  ft   therefrom   map   Arden   property,   .50x100,      Paul 
Tendrup  to  Peter  F  and  Joseph  Conroy.     Sept  27.     Oct   1,   190)i. 

other   consid   and   1(X) 


A    of 
3.(X)0 
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SPECIALISTS  ON  DEVELOPMENTS  c a. rouluer»«dr.h. bethel 

ASSOCIATED    CIVIL    ENGINEERS    AND    CITY    SURVEYORS 


M.     x.  S     C.    E. 


Maw   Y*rk    Office,    211-217    West    125th    St.,    Tel.    7195    MorningsJds 


Leng  Island    Office,     20   Main    St.,    Flushing,    Tel.    39    Flushing 


LEASES. 


Under  this  head  all  Leases  r.toi'Jed,  Assignment  of  Leases  and 
Leasehold  Conveyances  will  be  found.  The  expressed  consideration 
following  the  term  of  years  for  which  a  lease  is  given  means  so 
much    per   year, 

September   I'S.    lj!l.    October    1.    L'.    :i.    4. 
BOROUGH    OF   MANHATTAN. 

Barrow  st.  Nos  2(i  and  28,  store,  &c.     Makransky  &  Applebaum  to 

Julius    Davidson;    5    years,    from    Oct    1.    IIHHI.      2:.~t'.)l 

Itto.o.'!  and  U.S.;!;}  per  month 

Broome  st.  No  ;{1!1,  s  e  cor  Chrystie  st.  No  120,  all.     Jacob  Kantor 

and  ano   to   Pincus  Kaiserman  and  ano;   2  7-12  years,  from  Oct 

1.    lOOIi.      Oct   a.    lOIKi.      2:41.S 7.14(J 

Cannon  st.  Nos  !)4  and  l)(i,  all.     Jacob  Schnur  and  ano  to  Hyman 

Weltz;  3  years,  from  Oct  1,   I'.KJC).     Sept  2S,  190(1     2:329 5,r)(5() 

Cannon  st.  No  (J5,  all.     Bernard  Ozerkio   to  Clara  Erlitz;  3  years, 

from   day   party   1st   part    takes   title   to   above  premir,?s.      Oct  4. 

1900.     2:333 4,000 

Catharine  st,   Nos  31)  and  39V4.     Assign  lease.     Abraham  Feinberg 

to  Nathan  Marcus  and  ano.     Sept  ].     Oct  3,  190IJ.     1:277 G,UOO 

Cherry  st,  Nos   172  and  172V2.     Assign  lease.     Samuel  Lechner  to 

Wolf  Abraraowitz,  Town  of  Union,   N  J.     All  title.     Oct  1.     Oct 

4.   190(!.      1:2.')4 4,.W0 

Clinton    st.    No   40,    north    store.      Lewis    Adelson    to    Moses    Geier; 

3  years,  from  May  1,   19011.     Oct  1,   I'.KMi.     2:349.. 720  and  7.^0 

Division  st.   No  243.     Surrender  lease.     Joe  Rosenberg  and  ano  to 

Louis   Kovner.     Oct   1.     Oct   2,   190(j.     1:28(> 100 

East    Broadway,    Nos   2i'>i'>   and   207,    s   e    cor   Montgomery   st,   all. 

Barnet  Goldtein  and  ano  to  Ansel  Karnel;   3  years,  from  Apr  1, 

1900.      Oct    1,    1900.      1:287 9,0110 

Elm  st,   No   12.      Assign   lease.       Edw  T  Hauck   to  James   McKeon 

and  ano.     Sept  28.     Oct  1,   UMXi.     1:1.'.4 uom 

Greenwich  st.  Nos  231-235|   n  e  cor  Barclay  st,  runs  n  00  x  e  41.4 
Barclay  st.   Nos  05-73        j     x  n  0.11  x  e  27.1  x  n  20.4  x  e  .53.0  x 

s  7.5.2  to  Barclay  st,  x  w  101.5,   three  4  and  one  5-sty  brk  loft. 

and  store  building.     Leasehold.     Release  claims.  &c.  against  R  R. 

S  Charles  Welsh  et  al  to  Interborough  Rapid  Transit  Co  and  the 

N  Y  Elevated  R  R  Co  and  the  Manhattan  Railway  Co.     July  3(1. 

Oct  2,  1900.     1:127 other  consid  and  3,.5t)ll 

Greenwich    st.    No    772.      Assign    lease.      James    J    McNamara    to 

Davies    J    Marshall.       Mort    $2,.500.       Sept    20.       Oct    1,     1900. 

2 ;  035 nom 

Same  property.      Re-assign  lease.     Davies  J   Marshall   to  James  J 

McNamara.     Sept  27.     Oct   1,   1900.     2:035 nom 

Hancock  st,  Nos  2  to  (J,  8  rooms  on  1st  floor.  Aniello  Calderella  to 

Giovanni   Grimaldi;   5   years,   from  Dec  1,   19(17.      Sept  29,   1900. 
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Houston  st,  Nos  111  and  113  West.  Roceo  M  Marasco  to  Mat- 
teo  Guarlno;  2  years,  from  Sept  1,  1906.  Oct  3.  190G.  2:517.. 
7.200 

Houston  st.  No  489  East.  all.     Wm  Weiss  to  James  H  McCormick; 

2  11-12   years,   from   June   1,    llKt5.      Oct   :!,   1900.     2:325. ..  .2,000 
Lewis    st.    No    113,    all.      Charles    Wolf    to   Jacob    Glaser;    3   years. 

from   Oct   1,    190(i.      Oct   2,    1901!.     2:330 3,342 

Ludlow   St.   No   173,   n   w   s,   25x87.(1     Assign   lease.      Geo   H   Noll 

and   ano   EXRS,   &c,   Henry  Noll   to  Rudolph  J  Casey.      Sept  24. 

Sept   28,   19(J0.      2:412 3.000 

Same  property.  Assign  lease.  Rudolph  J  Casey  to  Joseph  Kap- 
lan.    Sept  28,   ISKK!.     2:412 nom 

Ludlow  st.  No  153.  Surrender  lease.  Wolf  Flaxman  to  Sam  Ja- 
cobs.    Oct   1.      Oct  2,   1900.      2:411 465..52 

Monroe  st.  No  28(.).     Surrender  lease.     Abraham  Sheeger  to  David 

Lasky.      July    11.      Oct    2.    1900.      1:203 (JUO 

New   Chambers   st,    No   13,   corner   William  st,   all.      John    S   For- 

gotston   to   James  J   Burns;    4  years,   from   Oct   1,   19011.      Oct   3, 

1900.     1:119 1.200  and  1,350 

Oak  st,  Nos  30  and  32.     Surrender  lease.     Pietro  Genchl  to  Harry 

Abrams.     Sept  27.     Sept  28.  1900.     1:110 nom 

Pitt  st.   No   123   (l(l!l).   w  s.  25x100.   all.     Eliz   A  Appleby  INDIVID 

and    EXTRX,    &c,    Eliz    A    Appleby    to    Edward    Schoenberg;    21 

years,   from   May   1,    lOOtj.      Oct  3.    ]90(j.      2:345 

taxes,    &c     and    1,0.50 

Same  property.     Assign  lease.     Edward  Schoenberg  to  Meyer  Hur- 

witz.      Sept   7.     Oct   3,    1900.      2:345 2,S50 

Rivington  st,  No  203.     Assign  lease.     Samuel  Weisberger  and  ano 

to  David  Lind.     Sept  24.     Oct  3,  1900.     2:333 nom 

Same  property.     Assign  lease.     Samuel  Weisberger  to  same.     Sept 

15.      Oct   3,    1900.     2:333 1,910 

Rivington  st.   No  227,   east  store.     Morris  Goldberg  to  Max  Green 

and    ano;    from   Oct   5,    1900,    to   April   30,    1910.      Oct   2,    190(1 

2:3.38 900 

Sheriff  st.   No  81,  all.     Philip  Springer  and  ano  to  Jenny  Prinz;  3 

years,   from  June   1,   I'.MIO.     Oct  4,   1900.     2:334 3,700 

Suffolk  st,    Nos   143  and    145.      Assign  lease.      Max  Tanenbaum  to 

Simon    Goldsticker.      Sept    29.      Oct    4.    19011      2:354 nom 

Same   property,      .\ssign   lease.      Simon   Goldsticker     to     Congress 

Brewing   Co    (Lim).      Sept    29.      Oct    4,    1900.      2:354 nom 

Sullivan  st,   Nos   1.50  and   1.58,   all.      Domenick  Abbate  and   ano   to 

Guiseppe    Liottl;    5    years,    from    Oct    1,    1900.      Sept    28,    1900. 

2:518 (1139.08 

Union   sq.   No  50.     Assign   lease.     John  Witten  to  Henry  C  Krue- 

ger.     Oct  4,   1900.     3:873 nom 

Same  property.     Assign  lease.     Henry  C  Krueger  to  William  Wet- 

terer.      Mort   .^iS OOO.      Oct    4,    1900.      3:873 nom 

Same    property.      Re-assign    lease.      Wm    Wetterer     to     Henry      C 

Krueger.     Oct  4,   1900,     3:873 nom 

3d  st,   No  .58  East.   all.      Sarah  Goldstein   to  Samuel  Josephson;   2 

years,   from   Oct   1.   190(1      Oct   2.    1900.      2:444 5.251 

3d  st.  No  285,  n  e  s,  140  s  e  Av  C,  21x90.2.     Assign  lease.     Nathan 

Distelman  to  Sadie  Lewis.     June  29.     Oct  4,  1900.     2:373 800 

4th  st.   No  1.5.3  East,   all.     Meyer  Hurwitz  to  Giovanni  Zingone;  .3 

3  years,  from  Oct  1,  1900.     Oct  2.  190(1     2:432. ..  .2,040  and  2.100 
4th.  st,   Nos   15,    17  and   19  East,   cor  Lafayette  st,  store   floor  and 

basement.      Jennie    Simon    to   Coy,    Hunt   &   Co;    20  2-12   years, 

from  Dec  1.  1900.     Oct  4,  190(1     2:.545 8,.500 

5th  st,  No  518,  s  s,  250  e  Av  A,  25x90.2.     Assign  lease.     Philippina 
_  Klesius  to  Ray  Goldstein  and  ano.    Oct  1.     Oct  2,  1900.     2:401).. 100 
7th  st,  No  134,  s  s,  75  e  Av  A,  25x90.10.     Assign  lease.     Minnie 


Roese  widow  et  al  to  Julius  Braunstein.  Sept  15.  Oct  3,  1900. 
2 :  402 other  consid  and  1(K) 

11th  st.  No  030  East,  all.  Ferdinand  Funk  and  ano  to  Moses 
Sperber;  3  years,  from  Aug  1,  1900.     Oct  2  .1900.     2:393. ..  .3,900 

12th  st,  Nos  82  and  84  West,  all.  Bertha  Seculer  to  Abraham 
Gabriel;  3  years,  from  Sept  15,  190(1     Sept  28.  1900.     2:575.  .9,000 

17th  st.  No  22  East.  Assign  two  leases.  August  Siebold  to  Paul 
_H  Fischer.  _Oct   1,   191)0.     3:844 nom 

17th  st,  Nos  5.5  to  (il  West,  5  upper  floors.  Agreement  amending 
and  extending  lease.  Gustavo  L  Morgenthau  to  William  Hecht; 
1(1  years,  from  Fob  1,  1907.     Oct  1,  1900.     3:819 21,000 

17th  St.   No  428  Westjstore  floor  and  cellar.     Carolina  Tekulsky  et 

loth  st.  No  429  WestI  al  EXRS,  &e,  George  Tekulsky  to  Theo- 
dor  and  Alexander  Scholtz;  3  years,  from  Oct  30,  1005.  Oct 
1,    I'.tOti.     3:714 1,320 

18th  st.  No  2(J9,  n  e  s,  405  n  w  2d  av,  22x92x23x92.  Consent  to 
assign  lease.  Rutherfurd  Stuyvesant  by  Henry  L  Morris  ATTY 
to  John  H   McGurk.      Sept  28.      Sept  29,   1900.      3:899 

Same  property.  Assign  lease.  John  H  McGurk  to  Bimer  &  Amend. 
Sept  27.     Sept  29,   19011     3:899 other  consid  and  100 

20th  st.  No  153  Bast,  hotel,  &c,  all.  Margt  T  Johnston  to  David 
B  Goldsmith;  20  years,  from  Feb  1,  1907.  Oct  2,  191)1).  3:882. 
9.2.50  to  13,087.50 

33d  st.  No  10  East,  all.  Mary  Penniman  to  Gladys  H  Riley;  3 
years,   from   May  1,   1900.     Oct  4,  19O0.     3:802 4,000 

34th  st,  Nos  539  to  .545       |   n  s,  225  e  11th  av,  runs  e  100  x  n  98.9 

35th  st,  Nos  .530  and  5.38|  x  w  25  x  n  98.9  to  s  s  35th  st,  x  w  .50 
X  s  9.S.9  X  w  2.5  X  s  9.8.9  to  beginning.  Estate  of  Henry  Gled- 
hiU  et  al  to  Gledhill  Wall  Paper  Co;  5  years,  from  June  1,  1902. 
Oct  4,    1900.     2:7(X! .....taxes.   &e.   and   12,000 

39th  st,  Nos  3(J5  and  307  East.  Surrender  lease.  Tony  Mei  or  Mai 
and  ano  to  Josef  Lustig.     Sept  20.     Oct  1,  1900.     3:945 570.84 

44th  st.  No  24(!.  s  s,  175  e  8th  av,  25xl(.)0.5.  James  R  Roosevelt 
et  al  TRUSTEES  Wm  Astor  deed  for  John  J  Astor,  &c,  to  Emilio 
Buch;  20  years,  from  May  1,  1899,  with  renewal.  Oct  1,  19011 
4:1015 taxes,    &c,    and    700 

44th  st.  No  248.  s  s,  1.50  e  8th  av,  25x100.5.  James  R  Roosevelt 
et  al  TRUSTEES  Wm  Astor  dec'd  for  John  J  Astor,  &c,  to  Emilo 
Buch;  20  years,  from  May  1,  1899,  with  renewal.  Oct  1,  190(>. 
4:1015 taxes,   &c,   and   700 

44th  st.  No  350  West,  store,  &c.  Karoline  Muller  to  Michael  Sa- 
bini;  5  years,  from  Nov  1.  1900.     Oct  4,  1900.     4:1034 720 

44th  st.  No  35()  West,  2d  flat.  Karoline  Muller  to  Michael  Sabrini; 
5  years,  from  Nov  1,  1900  (5  years  renewal).  Oct  4,  1900.  ■ 
4:1034 240 

.59th  St.  Nos  110  and  112  East,  all.  Progress  Club  to  John  K  and 
Louis  K  Bimberg;  from  Sept  15,  1900,  to  May  1,  1910.  Sept 
28,    19(M1      5:1313 3,000   to   (lOOO 

00th  st,  Nos  403  and  405  East,  all.  Samuel  Stern  to  Ozius  Land- 
man;  3  years,   from  July   1.   19(X1     Oct  4.   1901!.     5:1455. ..  .0,. 508 

G4th  st.  No  120.  s  s,  210  w  Lexington  av,  20x100. 5.  Assign  lease. 
Edith  C  Burger  to  Helen  Henderson.  Oct  2.  Oct  3,  190(1 
5:1398 ,19,000 

68th  st,  No  151.  n  s,  1.50  e  10th  av,  runs  n  75. .5  x  e  25  x  s  25  x  w 
2  X  s  50.5  to  st  X  w  23  to  beginning.  Assign  lease.  John  Boyd 
to  John  A  Murray.     Oct  2.     Oct  3,  19011     4:1140.  7,801.60 

103d  st,  No  313  East.  Assign  lease.  John  A  Cancro  to  George 
Kienzle.      Oct   2.      Oct   4,    190(1      0:1075, nom 

Same  property.  Re-assign  lease.  George  Kienzle  to  John  A  Can- 
cro.    Oct  3.     Oct  4,   1900.     0:1075 nom 

104th  st.  No  103  West,  east  store.  Daniel  Buckley  to  J  Russo;  5 
years,   from  Oct    1,   1900.     Oct   1,   1900.     7:18.59 300 

105th  St.  No  2.54  West,  all.  Sophia,  G  Cane  to  Carl  Forges;  3  yrs, 
from  Oct  1.   1900.     Oct  2,   1000.     7:1870 1,800 

100th  st,  Nos  208  and  210  East,  all.  Isaac  Singer  and  ano  to 
Louis  Epstein;  3  years,  from  July  1,  1900.  Oct  4,  190(1  0:10.55. 
0,0(X»   and   0.100 

Same  property.  Assign  lease.  Louis  Epstein  to  Isaac  Jacobs. 
July  30.      Oct  4,    190(1      0:1055 840 

107th  st,  n  s,  57  e  Park  av.  135xl0tl.6,  the  large  hall  in  bldg. 
Halpern  Brothers  &  Co  to  Jacob  Baker;  from  Sept  1,  1907,  for 
certain  Hebrew  holidays  during  month  of  Sept,  1907  (with  priv- 
lege  of  renewal  of  same  days  in  1908).  Oct  2.  19(X!.  0:1035. 
the   term 1,500 

107ih  st.  No  311  East,  store.  &c.  Antonio  Pagliaro  to  Gaetano 
Zingoles;  2  years,  from  Nov  1,  1!X)0.     Sept  29,  19011     (!:1(!79 33j 

UOth  St.  Nos  102  to  1()8  East.  Surrender  lease.  Mark  A  Schwartz 
to  Israel   Underberg.      Oct   1.      Oct  3,    1900.     0:1037 1.827 

114th  st.  No  210  East,  east  store.  Wolff  Rosenberg  to  Mike  Ted- 
odoine  or  Michele  Taddonio  and  ano;  5  years,  from  April  15. 
1900.     Oct  4    1900.     0:1003 300  to  390 

110th  st,  Nos  220  and  222  West.  Surrender  lease.  Solomon  Anto- 
koletz   to   Harris   Bernstein.      Oct   1,   1900.     7:1831 1,485.44 

125th  st.  No  218  East,  all.  Rachel  Ranger  to  Bertha  M  Loewen- 
stein;  9  11-12  years,  from  June  1,  190(1  Oct  3,  lOtXi.  0:1789.. 
....   2,000 

120lh  st,  Nos  168  to  174  West  s  e  cor  7th  av,  74x79.11,  4  houses. 
.Arthur  R  Wilson  and  ano  to  Obed  and  Mary  J  Norwood;  3  yrs, 
from   Sept    1.   1907.     Oct   3.   19011.     7:1910 8,000 

Av  B,  Nos  50  and  .58,  corner  4th  st,  store.  &c.  Wolf  Boroschek  to 
Harry  Bardach;  3  years,  from  May  1,  1907.  Oct  3,  1900.  2:400 
for  the  term  3,0()0 

Av  C,  Nos  33-.37.  Agreement  to  carry  out  terms  of  leise.  Sol- 
omon Silverblatt  with  Charles  Chess.  Oct  2.  Oct  3,  1900.  2:386 
nom 

Av  C.  No  212,  cor  store  and  4  rooms  above.  Meyer  Lefkowilz  to 
Harry  Cytryn;  5  years,  from  Sept  1,  1900.     Oct  1,  19011     2:>3.82. 

Amsterdam  av.  No  1040,  n  w  cor  111th  st,  store.  Wittner-Jafter 
Realty  Co  to  Timothy  J  Raftery;  5  years,  from  co-npletion  of 
building.      Oct    1,    19011.      7:1883 2,100  and   2  300 

Amsterdam    av.    No    2188,    north    store.      Wm   F    Peper   to    Hattie 

Berger;   5  years,   from  Oct  1,   1906.     Oct  1,   1900.     8:2125 

840  to  1,200 

Amsterdam  av.  No  2106,  store,  &c.  John  D  Wilkens  to  Ernest 
Tillmann;  3  7-12  years,  from  Oct  1,  190(1  Sept  29,  1900.  8:2121 
1.020  to   1300 

Amsterdam  av.  No  2100.  Surrender  lease.  Henry  Kastens  to 
John   D  Wilkens.      Sept  27.      Sept   29,   1900.     8:2121 nom 

Broadway,  No  1939,  s  w  cor  05th  st,  store  and  basement.  Empire 
Square  Realty  Co  to  Frank  B  Willard;  10  years,  from  Sept  1, 
1900.     Sept  28,  1900.     4:1130 4,000  and  .5,000 
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Cooper  Iron  Works 

J  JOHN  COOPER,  Proprietor 

Works :  Emmett  Street  &  Avenue  D,  Newark,  N.  J. 
New  York  Office :  I  Madison  Avenue 


IRON  and  STEEL  WORK 

FOR 

BUILDINGS,  BRIDGES,  &c. 


Broadway.  No  1880,  n  e  cor  62d  st.  Assign  lease,  Geo  J  Kobusch. 
of  St  Louis,  Mo,  to  American  Locomotive  Automobile  Co.  Sept  2.o. 
Sept   28.    lOOf).      4:111.") nom 

Broadway.   No  18S0|begins  (52d  st;  n  s.  275  w  Central  Park  West, 

(!2d  st  I  runs  n  100..">  x  w  104.11  to  e  s  Broadway,  x 
s  11(;.2  X  e  along  <i2d  st,  1(H!.7  to  beginning.  Geo  C  Boldt  to 
Geo  J  Kobusch,  of  St  Louis,  Mo;  U  11-12  years,  from  June  1, 
190(i.     Oct  3,   190(>.     4:1115 taxes.   &c.   and  Sa.CidO 

Broadway.  No  1880,  n  e  cor  02d  st.  Assign  lease.  Geo  J  Ko- 
busch to  American  Locomotive  Automobile  Co.  Sept  2.0.  (Re- 
recorded from  Sept  28.   llHIi;).     Oct  3,  IIMIC.     4:1115 nom 

Central   Park  West]   s   w   cor  89th   st,   east   apartment,   3d   floor   in 

8l)th  st.  No  2  I  St  Urban.  Barstun  Realty  Co  to  J  Midaugh 
Main;  3  years,  from  Oct  1,  1900.  (2  years  renewal).  Oct  4, 
1!M)0.     4:1202 2,750 

Columbus  av.  No  973,  north  store.  ..Ada  M  Ramos  et  al  to  Na- 
than Israel;  3  years,  from  May  1,  19UG.  Oct  4,  1900.  7:1843.. 
(iOO 

East  End  av,  No  94,  corner  store.  Morris  Sherwin  and  ano  to 
Francis  W  Leonard;  2  11-12  years,  from  June  1,  1900.  Oct  2. 
19U0.      5:1.580 1.200   to    1.320 

Lenox  av.  No  470,  store.  Fredk  B  Cushman  to  Nicholas  V  Cody 
and  ano;  5  years,  from  Oct  1.  1900.     Oct  4.  1900.     0:1731..    ..  000 

Lenox  av,  No  .552.  s  e  cor  13Sth  st.  Victoria,  all.  Frank  Frankel 
to  Abraham  Gabriel;  2  years,  from  Dec  1.  1900,  with  3  years 
renewal.      Sept    28,    19(l(;.      0:1735 21,(1()0 

Manhattan  av  |  n  e  cor  10:ith  st.  runs  n  145.11  to  s  e  cor  Cen- 

Cathedral   Parkwayl     tral    Park    West    and    Cathedral    Parkway,    x 

109th  st  I     e  230.10  x  —  on  curve  164.4  to  s  w  cor  Cath- 

Central  Park  W  |  edral  Parkway  and  Central  Park  West,  x  s  02 
to  n  w  cor  8th  av.  and  109th  st.  and  w  370  to  beginning.  Fran- 
ces C  W  Hartley  widow  et  al  HEIRS.  &c.  Marcellus  Hartley  to  A 
C  Rader  &  Co;  9  11-12  years,  from  June  1.  19(10.  Oct  4,  I'.KIO. 
7:1845 part   taxes.   &c.   and  $5.(XM>   to   .flO.5ll0 

Same  property.  Assign  lease.  A  C  Rader  &  Co  to  Aero  Realty 
Co.      All   title.      Sept   24.     Oct  4.   liXW.      7:1845 nom 

1st  av.  No  2310.  Assign  lease.  Fredk  Becker  to  Mex  Niels.  Oct 
1.      Oct   2.   1900.     0:1890 nom 

3d  av,  No  175(!.  Surrender  lease.  David  Mandel  to  Lena  Gold- 
mann.     Oct   1.     Oct   2.   1900.     0:1025 nom 

3d  av.  No  IKi,  1st  floor.  Zilippo  Rubino  and  ano  to  Robert  Cohen; 
3  years,  from  May  1.  1905.     Oct  1.  190(5.     2:.5.59 540 

3d  av.  No  2011.  all.  Harriet  A  Heylman  to  Annie  Ryan;  10  7-12. 
years,  from  Oct  1.  190(i.     Sept  28.  19(10.     (!:10(;0. ...  1,800  and  2.1(K.) 

4th  av.  No  2.50.  s  w  cor  2(lth  st.  Assign  lease.  Henry  Offermann 
to  George  Dierker  and  ano.     Oct  1.     Oct  2.  1901).     3:848 nom 

Same  property.  Assign  lease.  Geo  Dierker  and  ano  to  Henry  Of- 
fermann; given  as  security  tor  chattel  mort.  Oct  1.  Oct  2. 
190(i.     3:848 nom 

7th  av.  No  220O,  n  w  cor  130th  st,  store,  &c.  Cecelia  L  A  Slater 
to  Edwin  J  Caulfleld;  5  years,  from  Oct  1,  1900.  Oct  1,  1900. 
7:193(i 1.000 

Sth  av,  No  914.  room  and  basement  below,  John  B  Jantzen  to 
Theodore  Hanzakos,  of  Paterson.  N  J;  5  yrs.  from  Sept  11,  1900, 
Oct    1,    1900,      4:l(rj(! 900 

Sth  av.  No  2029,  all,  John  Klingmann  to  .\ron  Reichman;  3  7-12 
years,   from   Oct   1.    1900,      Oct  ?,.   1900.      7:2(142 1.800 

Sth  av.  No  2S23.  store,  &c.  The  Bradhurst  Realty  &  Cons  Co  to 
Claus  Wintjen;  5  years,  from  Oct  1,  1900.  Oct  3.  1900,  7:2040, 
540  and   OdO 

9th  av.  No  790.  north  store  and  bake  shop.  Nathan  Kempner  to 
Frederick  Frenz;  3  %  years,  from  Nov  1,  IfMIO.  Oct  4.  190(i, 
4 :  1043 7.50   to   990 

9th  av.   No  225  |n  w  s.  at  s  w  s  24th  st.  24,8x190.   Mary 

24th  St.  Nos  400  and  402|  M  Sherman  to  Belinda  Knox,  of  Brook- 
lyn; 21  years,  from  May  1,  1905  (with  renewal)  (Oct  2,  1900). 
Oct  3,  1900.     3:721 taxes.  &c,   and   l.KiO 

10th  av,  Nos  543  and  545,  store.  Gladys  C  Barber  et  al  to  Chas 
H    Randall;   5  years,   from  Oct   1,   1900.      Oct  4,    1900.     4:1(H)9. 

2.200 

10th  av,  No  744,  Assign  lease.  John  F  Gerken  and  ano  EXRS 
William  Werner  to  Herman  and  William  Lutters.     Sept  11.     Sept 

28.   1900.     4:1000 nom 

11th  av.  No  ()91,  Assign  lease.  Solomon  Borud  to  Medway  Metal 
Co,      Sept    1,    1900.      Sept   2S,  1900.      4:1097 nom 

BOROUGH    OF    THE   BRONX. 

Home  St.  No  905.  n  e  cor  Tinton  av,  23..Sxl(IOx23.9xlO0.  all.  Mary 
O'Grady  to  Rudolph  Wagner;  3  7-12  years,  from  Oct  1.  19(Hi. 
Oct  2,   19(Hi.      10:2072 -fliS  and  .$73  per  month 

137th  st.  No  ()02  East.  Surrender  lease.  Henrietta  Eisenmenger 
to  Wm  F  Brunssen.     Oct  2.     Oct  3.  1900.     9:2299 noto 

137th  st,  No  002  East,  store,  &c.  Breslauer  Realty  Co  to  Hen- 
rietta Eisenmenger;  2  11-12  years,  from  June  1,  1900.  Oct  3. 
190ti.     9:2209 540 

138th  St.  s  s,  3d  building  east  of  Brook  av.  east  store.  &c.  The 
Northwestern  Realty  Co  to  Harry  Gall:  4  7-12  years,  from  Oct 
1,   1900.     Oct  2,   1900,     9:2205 1.02(1  and   1.140 

144th  St.  Nos  025  and  027  East.  all.  The  Joseph  J  Gleason  Co 
to  Patrick  Murphv;  10  years,  from  July  1,  1900.  Sept  28,  l'.MJ(!. 
9:2300 390 

*Blondell  av.  s  e  cor  Arnow  pi,  lots  25  and  20  block  H  map  por- 
tion M  S  .\rnow  estate,  all.  Herman  Knam  to  Erich  Busching; 
5  years,  from  Oct  1.   1900,     Oct  2,  190() 780 

Monroe  av.  No  1791,  north  store  and  shed  in  rear.  Wenzel  C 
Urban  to  Arthur  Rothschild  and  ano;  5  years,  from  Oct  1.  190(i, 
Oct  4.   1900.      11:2797 900 

*Morris  Park  av,  s  s,  75  e  Washington  st.  Van  Nest.  1st  floor. 
Hattie  A  Lotz  to  Frank  Beckemeyer;  from  Aug  1,  1900,  to  May 
1,    1911,      Oct    2,    1900 300    to    4,S0 

Southern  Boulevard,  No  2201.  Assign  lease,  Wm  F  Busching  to 
John   S   Leahy,      Mort   $3,415,70.      Oct  4.   1900,      10:2i28 ;nom 

St  Anns  av.  No  751,  Surrender  lease,  &c,  Louis  Blatt  and  ano 
with  Solomon  L  Lippmann  et  al.  Nov  l(i,  1904.  Oct  2,  1900, 
9:23(50 ■■     ■■■■     nom 

Tremont  av.  No  713.  Assign  lease,  Lillian  O  Cummings  to  An- 
thony Haranius.     All  title.     Aug  20.     Oct  4,  1900.     11:3034.  .nom 


*Unionport  road,  n  e  cor  Van  Nest  av,  store  and  2  rooms,  2d  floor. 

Isabella    Beatty    to    John    English;    5    years,    from    Oct    1,    1900, 

Oct  4.  19O0 000 

Washington  av.  No  1924,  first  floor.     John  Finger  to  John  T  Ark- 

ison;   4  years,   from  May  1,   1900.     Oct  4.   1900.     11:304.3 480 

Washington  av,  No  1735,  n  w  cor  174th  st,  store,     Adolph  Flisser 

to    Max   Ingerman;    5   years,    from    May    1,    1900,      Sept   2.V,    190(i. 

11:2907 (500  and  720 

3d  av.  No  3421,  all.     Ida  Q  D  McMurtie  to  Julius  Berger  and  ano; 

4   7-12   years,    from   Oct   1,    19(1(5.      Oct   1,    1900.      9:2371 

978  to   1 .098 

3d  av.  No  2787,  all,     Henry  Wallenstein  to  Dora  Rosenstein;  5  1-12 

years,  from  April  1.    Oct  3,  1900.     9:2327 2.400 

MORTGAGES 

NOTE, — The  arrangement  of  this  list  is  as  follows;  The  first  name 
Is  that  of  the  mortgagor,  the  next  that  of  the  mortgagee.  The  de- 
scription of  the  property  then  follows,  then  the  date  of  the  mort- 
gage, the  time  for  which  it  was  given  and  the  amount.  The  general 
dates  used  as  headlines  are  the  dates  when  the  mortgage  was  handed 
Into   the    Register's   office   to   be   recorded. 

Whenever  the  letters  "P,  M."  occur,  preceded  by  the  name  of  a 
street,  in  these  lists  of  mortgages,  they  mean  that  it  is  a  Purchase 
Money  Mortgage,  and  for  fuller  particulars  see  the  list  of  transfers 
mder  the  corresponding  date. 

The  first  date  is-  ihe  date  tne  mortgage  was  drawn,  the  second  the 
date  of  filing;  when  both  dates  are  the  same,  only  one  is  given. 

Subscribers  will  find  mortgages  in  this  list  with  the  wrong  b!o2k 
number  attached.  The  block  number  we  give  is  taken  from  the  in- 
Etrument  as  filed. 

Mortgages  against  Bronx  properly  will  be  found  altogether  at  the 
foot  of  this  list. 

September  2,S.   29.   October   1.   2,   3.   4. 
BOROUGH    OF   BIANHATTAN. 

Aaron.  Mark  to  Abraham  Cohn.  lO.Sth  st,  No  109.  n  s,  199.3  e 
Lexington  av.  10,9x100.11.  P  M.  Oct  3.  due  June  30.  1!K>8,  (i%. 
Oct  4.   1900,     0:1(53(5,  1,250 

Aaron.  Montague  and  Chas  Shongood  to  Chas  A  Briggs.  1st  av,  No 
759.  w  s.  20.4  s  43d  st.  17,0x.50.  P  M.  Oct  3,  5  years,  5%.  Oct 
4,    19(10.     5:1335.  4,000 

Aldercroft;,  Elena  de  R  to  METROPOLITAN  TRUST  CO  of  City 
N  Y.  55th  st.  No  00.  s  s,  1.59  e  Madison  av,  ]0xlOI).5.  Oct  1, 
3  years,  4y,'/f-      Oct  4.  1900.     5:1290.  15.0110 

Ast.  Wm  B  to  UNION  TRUST  CO  of  N  Y.  57th  st.  No  220.  s  s. 
.  210  e  3d  av.  25x100.4.  Oct  3,  1900,  due  Nov  5,  1911,  4%  and 
41^%.      5:133(-).  15.000 

Ackerman.  Chas  W  to  GREENWICH  SAVINGS  BANK.  3d  av.  No 
294.  w  s.  30  s  23d  st.  runs  w  50  x  s  8  x  w  20  x  s  10  x  e  70  to  av 
X    n    24    to    beginning.      Sept    28,    190(5,    5   years,   4%%.      3:.S7.S, 

2(i.OO0 

Afro-American   Realty   Co   to   Edw   Wolf,      150th   st.   No   302,   s  s, 

80  w  Sth  av,  20x99,11,      P  M.     Prior  mort  $ .     Oct  1,  3  yrs. 

0%.     Oct  2.   1900,     7:204.5.  5.250 

.■^fro-.American  Realty  Co  to  Bertha  Wolf  and  ano,  149th  St.  No 
303.  n  s.  SO  w  Sth  av.  20.x99.11.  P  M.  Sept  18.  3  years,  0%. 
Oct  4.  1900.     7:2045.  5.250 

Berkman.  Davis  and  Abram  Gutterman  to  Jonas  Weil  and  ano. 
Attorney  st.  No  ;iS.  e  s.  12  5s  Rivington  st.  2.5x75.  Given  as  col- 
lateral for  2  morts  of  $2  000  each  on  Nos  231  and  233  Monroe 
St.     Oct  2.  due  July  1,  1908,  G%.     Oct  3,  1900.     2:343.  4  000 

Same  to  same.  Same  property.  P  M.  Oct  2.  due  Sept  30,  1909,  0%. 
Oct  3.  1900,     2:343.  5.000 

Burns,  James  J  to  De  Witt  C  Flanagan  and  ano  trustees.  New 
Chambers  st.  No  13.  Saloon  lease.  Sept  25,  demand,  0%.  Oct 
3.    19(J0.      1:119.  3.030 

Barnett,  Benj  to  Samuel  or  Sam  Barnett.  Chrystie  st.  No  SS.  e  s. 
abt  ISO  n  Hester  st.  25x100.  Oct  2.  5  years,  5%.  Oct  3,  190(5, 
1:305.  22.000 

Beyer.  Matilda  W  and  Louise  E  Appelles.  Brooklyn,  N  Y,  to  Wm 
R  H  Martin  and  ano  trustees.  East  Broadway.  No  152.  n  s, 
120.0  w  Rutgers  st.  runs  —  50.5  x  w  0.10  x  n  0,1  x  w  18,3  x  s 
U.5  X  —  .50,2  to  East  Broadway  x  e  24,0  to  beginning;  Oct  3,  1900. 
1   year,  4%'/,.      1:283.  lO.OOO 

Bell.  Victor  C  to  Moses  Hochster  and  ano.  Madison  av.  No  099. 
e  s,  SO  n  02d  st.  20..5x50.  Prior  mort  $21.00(.).  Oct  3.  1900, 
3  years.   Cr/,.     5:1:^77,  9.000 

Berkman.  Davis  and  Abram  Gutterman  to  Benj  Leipzig  and  ano. 
Grand  st.  Nos  444  to  440.  n  e  cor  Ridge  st.  Nos  10  to  20.  43.1()x 
KM).  P  M,  Prior  mort  190,250.  July  9,  due  Sept  1,  1908,  0%. 
Sept  28.   190(5.     2:341.  5,000 

Bainton.  Wm  S  to  Isaac  S  Isaacs  exr  Rosalie  Solomon,  S5th  st. 
No  1(;0.  s  s,  118.9  e  Amsterdam  av,  18.9x102,2.  P  M.  Prior 
mort  If ,     Sept  27.  2  years.  5%.     Sept  2.S,  1901).     4:121.5.    3,000 

Brody.  Adler  &  Koch  Co  to  Louise  Davidson  and  ano  exrs  Moritz 
Davidson.  WSd  st.  Nos  .525  and  .527.  n  s.  2(52.0  w  Amsterdam  av, 
37.0x99,11,  Consent  of  stockholders  to  mort  for  $30,000.  Sept 
28.   190(i,     7:1987,  • 

Brody,  Adler  &  Koch  Co  to  Louise  Davidson  and  ano  exrs  Moritz 
Davidson.  133d  st.  Nos  525  and  527.  n  s.  2(52.0  w  Amsterdam  av. 
37.0x99.11,    Sept  28,   1900.  due   Nov  1.  1911.  5'/;.  7:1987.       30.000 

Bornhoeft.  Edward  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
East  End  av.  No  190.  or  Av  B.  w  s,  50.8  s  S9th  st,  2.5x9(5.  Sept 
28.    1900.    1    year.   59;,      5:1.585,  13.000 

Bettels.  Charles  to  Samuel  Weil.  Beach  st.  No  (53.  n  w  cor  Green- 
wich St.  No  394.  79.8x2.5x70.10x25.  P  M.  Sept  28.  3  years,  't'7, . 
Oct  1.  1900.     1:210.  14,000 

Bernstein.  Louis  to  Abraham  Felt  and  ano.  9Gth  st.  No  104,  s  s, 
101)  w  Columbus  av.  50xl(X).S.  P  M.  Prior  mort  $57,000,  Oct 
1.   190(5.  3  years.  &/,.     4:122(5.  13,500 

Block  (D  L)  Co  to  Arnold  H  Ellis  et  al,  135th  st,  No  C04.  s  s, 
138,7  w  Broadway.  38,7x99,11.  Sept  28,  3  years,  5%.  Oct  1. 
1900.     7:2001,  37,000 


The   text   of  these  pag.3S  is  copyrighted.     All  rights  are  reserved.  Notice   is  hereby  given   that   infringement   will   lead   to   prosecution. 
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J.OHN  C.  ORR  CO., 

LUMBER  OF  ALL  KINDS  FOR  BUILDERS 


India,  Java  and  Huron  Sts.  and  East  Rfye' 
City   ol    New  York,   Borough    ol    Braokiyi 


SASH.  DOORS,  BLINDS 
AND      HOUS&     TRIM 


Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to  above  mort.     Sept  28.     Oct  ],  llJUIi.     7:2001.  

lierger.  Hattie  to  Lion  Brewery.  Amsterdam  av,  No  21.S8.  Sa- 
loon  lease.      Sept  28,  demand,  l>%.     Oct   3,   lIXMi.     8:212.").         1,<M10. 

ISlisnikoff,  Max  and  Rosie  Pishman  and  Lena  Kitt  to  Harry  Will- 
iams. Clinton  st.  No  177,  w  s,  abt  17.")  s  Grand  st,  25xlOU.  Sept 
10,   due  Jan  1,   11110,  <!%.      Oct  1.   1!)0(1.     ]:;ii:i.  13  000 

Branlgan,  Geo  A,  ot  Kent,  Ohio,  to  MUTUAL  LIFE  INS  CO  of  N  Y. 
(i7th  St.  No  144,  s  e  cor  Amsterdam  av,  Nos  l.")3  and  I."),  0(1. 2x 
KK).     Sept  24,  due,  &e,  as  per  bond.     Oct  1 ,  lOOC).     4:11;5,S.      50.000 

Britton,  Caroline  to  BROADWAY  SAVINGS  INSTN  ot  City  N  Y. 
8llth  st.  No  120.  s  s.  27.")  w  Columbus  av,  20x102.2.  Sept  28, 
lilOll,   1   year,  5';^.     4:12H>.  15,(X)0 

Brown,  Frances  to  Sadie  R  Moreland.  (;4th  st.  No  162,  s  s,  185.8 
e  Amsterdam  av,  14.4x100.5.  P  M.  Oct  1,  3  years,  5%.  Oct 
2,   liMHi.     4:1135.  9.000 

Brown,  Frances  to  Ten  Eyck  Wendell.  !1.3d  st.  No  lO'.l,  n  s, 
1.34  e  Amsterdam  av,  17x80.4  to  s  s  Apthorps  lane,  xl7x'J0.1.  All 
title  to  lane.     P  M.     Oct  1,  3  years,  — %.     Oct  2,  lOOU.     4:1224. 

15.000 

Bone,  Maria  to  TITLE  GUARANTEE  AND  TRUST  CO.  116th  st. 
No  337,  n  s.  2.50  w  1st  av,  lH.8xlO0.ll.  Oct  2,  1906,  due,  &c, 
as   per   bond.      6:1(188.  5,000 

Bach,  Frank  to  Rachel  A  Elting.  lijlth  st.  No  269,  n  s,  100  e 
8th  av,  25x99.11.  P  M.  Prior  mort  .1*19,000.  Oct  1,  3  years. 
6'/r.     Oct  2,  1!X)6.     7:2040.  4.000 

Berkowitz.  Jos  and  Solomon  M  Landsraann  to  Leopold  Geissmann. 
Av  A.  No  252,  e  s,  77.6  s  16th  st,  25.9.\95.6.  P  M.  Prior  mort 
$16,000.      Sept   29,   3  years,  *i%.     Oct  2,    1906,     3:973,  __3,000 

Braunstein,  Julius  to  Minnie  Roese.  7th  st,  No  134,  s  s,  7.5  e 
Av  A,  25x90.10.  Leasehold.  Sept  15,  4  years,  0%.  Oct  2,  1906. 
2:402.  5,060 

Bamberger,  Gilbert  with  METROPOLITAN  LIFE  INS  CO.  122d 
st.  No  232,  s  s,  386  w  7th  av,  34x100.11,  Extunsion  mort.  Sept 
13.      Sept  28,   1906.     7:1927.  nom 

Bornstein.  Joseph  to  Louis  A  Solomon.  12Sth  st,  Nos  64  to  68, 
s  s,  140  w  Park  av,  .56.3x99.11.  Prior  mort  .^ .  Oct  1,  de- 
mand,  67r.     Oct  2,  1906.     6:17.52.  2  535.60 

Bernstein,  Morris  and  David  Peltyn  to  Louis  Hushman.  163d  st. 
No  448,  s  s,  85  e  Amsterdam  av,  runs  e  46  x  s  112.6  x  w  25  x  n 
12.6  X  w  15  X  n  100.  Sept  10,  2  years,  6Vc.  Oct  2,  1906. 
8:2110.  5,.500 

Bernstein,  Morris  and  David  Peltyn  to  Esther  Michael.  lG3d  st.  No 
450,  s  s,  45  e  Amsterdam  av,  40x100.  Oct  1,  1  year,  G%.  Oct 
2,    1906.     8:2110.  4,000 

Bendix,  Angelica  and  Lillie  Hen  to  Real  Estate  Mortgage  Co  o£ 
N  J,  16th  st.  No  329,  n  s,  179  e  Livingston  pi,  26.0x92.  Oct  4, 
19(Hi,   5   years,   .5%.      3:922.  30.000 

Bouillon,  Annie  J  to  BOWERY  SAVINGS  BANK.  2d  av.  Nos  523 
and  525.  w  s.  25  n  29th  st.  2  lots,  together  in  size  49.x64.  2 
morts.  each  !(;11,0<M).     Oct  4,  1906,  1  year,  5%.     3:910.  22  000 

Bouillon,  Annie  J  to  BOWERY  SAVINGS  BANK,  2d  av.  No  521, 
n  w  cor  29th  at,  No  245,  25x64,     Oct  4,  1906,  1  year,  5%.  3:910. 

18,000 

Boltan.  Jacob  to  City  Mortgage  Co.  70th  st,  s  s,  175  e  Av  A, 
100.4x148.  Building  loan.  Sept  10,  demand,  6%.  Oct  4. 
1906.     5:1481.  110,000 

Carlucci,  Sergio  to  Wilhelmina  Birkel.  James  st,  Nos  81  and  83, 
on  map  No  83,  s  w  s,  abt  25  n  Batavia  st,  25x108;  also  strip  on 
James  st  adj  above  0.4x — .  P  M.  Oct  1,  5  years,  5^/c.  Oct  4, 
1906.      1:111.  12.000 

Cohen,  Barnet  to  Nathan  Kirsh.  Cannon  st.  No  92,  e  s,  143.5  s 
Stanton  st,  ,34.1x100.  P  M.  Prior  mort  $49,000.  Sept  26,  5 
years,  6%.     Oct  3,   1906.     2:329.  9.000 

Chebra  Chai  Odom  Anshi  Minsk,  a  corpn,  to  Joseph  Kopelowitz. 
Henry  st.  No  89,  n  s,  18.5.7  w  Pike  st,  29x75.  Prior  mort  .$2.1,- 
.500.     Sept  25,  3  years,     Oct  3,   1906.      1:2.82.  _  3.000 

Cowan,  Louis  to  Jacob  Oppenheim.  134th  st,  Nos  65  and  67, 
n  s,  260  e  Lenox  av,  2  lots,  each  2.5x09.11.  2PM  morts,  each 
!t;8,O0O.     Oct    1,   3   years,   6%.      Oct   3,    1906.      6:1732.  16,000 

Cohen,  Harris  and  Abraham  to  Isaac  Shiman.  140th  st.  s  s.  100 
w  7th  av,  2  lots,  38.4:^99.11.  2  morts.  each  $40,0<;m).  Oct  2. 
due  July  1,  1916,  5%.     Oct  3,  190(;.     7:2025.  80,000 

Carlucci,  Sergio  to  Wilhelmina  Birkel  and  ano.  James  st,  Nos 
.81  and  .S3,  on  map  No  8.3,  w  s,  abt  2.5  n  Batavia  st,  2.5x108;  also 
strip  0.4  wide  on  James  st.  Oct  1,  1-year,  6%.  Oct  3,  190li. 
1:111,  2.000 

Casey,  Rudolph  J  to  Stuyvesant  F  Morris.  Ludlow  st,  No  173, 
n  w  s,  abt  172  n  Stanton  st,  25x87.6.  P  M.  Sept  18,  3  years, 
59;.     Sept   28.   1906.     2:412.  25,000 

Casey,  Rudolph  J  to  Jacob  Freeman.  Ludlow  st.  No  173.  n  w  s. 
abt  172  n  Stanton  st,  25x87.6.  P  M.  Prior  mort  $25,000.  Sept 
20.  2  years,  iV/c     Sept  28,   1906.     2:412.  3.<I<I0 

Considine,  John  R  to  Walter  H  Close  and  ano,  43d  st.  No  118, 
s  s,-  225  w  6th  av,  21.5x100.5.  P  M.  Sept  25,  3  .vears,  5%. 
Sept  29,  1906.     4:995.  50,000 

Clancy,  John  J  and  Wm  A  Ewing  with  Lambert  Suydam.  56th  st. 
No  234  West.     Subordination  agreement.     Sept  28,  1906.  4:1027. 

nom 

Same  with  same  and  Abraham  C  Quackenbush  trustee  Angelina 
Henry  for  Amelia  C  Van  Brunt.  Same  property.  Sept  28,  1906. 
4:1027.  nom 

Chasis,  Annie  to  TITLE  GUARANTEE  &  TRUST  CO.  145th  st. 
No  317,  n  e  cor  Bradhurst  av.  No  62,  25x,S0.  Sept  27,  due.  &c, 
as  per  bond.     Sept  28,   1906.     7:2045.  27.000 

Clark,  Besse  C  to  Hyman  Horwitz.  136th  st,  s  s,  100  w  Amster- 
dam av,  300x09.11.  Sept  14,  due  Mar  15,  1907,  6%.  Sept  28. 
1906.      7:1988.  10.000 

Cypress.  Adolph  to  Mercy  M  Plum.  104th  st,  No  60,  s  s,  1.55  w 
Park  av,  2.5x100.11.  Sept  27,  3  years,  5%.  Sept  28,  1906. 
6:1609.  22,000 

Clark  (S  B),  Inc,  a  corpn,  to  Thos  Sealy.  Grand  st,  Nos  494  to 
498,  n  s,  50  w  Sheriff  st.  00x80.  Prior  mort  .$25,000.  Sept  29, 
1  year,  6%.     Oct  1.   1906.     2:336.  10,000 

Cohen,  Tobias  to  Nina  P  Paris.  Norfolk  St.  No  105,  w  s.  125  n 
Delancey  st,  25x100.     Oct  1.  1900,  5  years.  5%.     2:3.53.  :',ll.(MU) 

Cohen,  Barnet  to  Morris  Shidlovsky.  3d  st,  Nos  345  and  347, 
n  s,  75  e  Av  D,  40x9(5.  Oct  1,  190B,  due  Apr  1,  1907,  6%. 
2:357.  6,000 

Churchill.  James  to  Beatrice  H  Phillips.     46th  st.  No  208,  s  s,  138 

w    Broadway,    20x100.5.      P    M.      Prior    mort   $ ,      Sept   29,   3 

years.  5%7o.     Oct  1,  1906.     4:1017.  21,750 


Churchill,  James   to   N  Taylor   Phillips.     46th  st.  No  206,   s  s,   118 

w    Broadway,    20xl(«).5.      p    M.      Prior   mort   .$ .      Sept   29,    3 

years,   5y2%.      Oct   1,   1906.     4:1017.  24,7.50 

Churchill,  James  to  Rosalie  S  Phillips.  46th  st,  Nos  210  and 
212,   s  s,   158  w   Broadway,  2  lots,   together  in  size  39x100.5.     2 

P    M    morts.    each    $18,7.50;    2   prior   morts,   .$ each.      Sept 

29.  3  years,  51/2'/,.     Oct  1,  19()().     4:1017.  37, .500 

Court,  Angeline  and  Ernest  M  Schaffner  and  ano  exrs  Philip  J 
Schaffner  with  Irene  B  Braman.  6th  av.  No  134,  Subordination 
agreement.     Sept  28.     Oct  1,  1906.     2:574.  nom 

Court.  Angeline  and  Ernest-  M  Schaffner  et  al  exrs  Ernestine 
Schaffner  with  same.  Same  property.  Subordination  agreement. 
Sept   28.      Oct   1,   190(i.      2:574.  nom 

Court,  Angeline  Individ  and  as  extrx  Achelle  Ludwig  to  Irene  B 
Braman.  6th  av.  No  1.34,  e  s,  abt  25  n  10th  st,  21x.j2.2.  Oct 
1.    1906,   3   years,   .5'/.      2:.574.  15. .500 

Court.  Angeline  and  Edwin  W  Andrews  with  Irene  B  Braman.  (Ith 
av.  N5  134  Subordination  agreement.  Sept  28.  Oct  1,  1906. 
2:574.  nom 

Canepa,  Kate  wife  of  and  Francesco  to  Francis  Cavagnaro.  Bax- 
ter st.  No  15,  e  s,  abt  103  s  Worth  st,  23x81.10.  Oct  1,  1906.  3 
years,  —%.     1:161.  8,<H)0 

Clark  S  B,  Inc,  a  corpn,  to  Thomas  Sealy.  Grand  st,  Nos  494  to 
498,  n  s,  50  w  Sheriff  st,  50x.80.  Certificate  as  to  consent  of 
stockholders   to   mort   for   .flO,0UO.      Oct   2,   1906.  

Chebra  Chai  Odom  Anshi  Minsk,  a  corpn,  to  Nathan  Glassheim. 
Henry  st.  No  89,  n  s,  185.7  w  Pike  st,  29x75.  Oct  1,  2  years, 
—%.     Oct  2.   19(16.     1:282.  5.(X)0 

Duehne.  Diedrich  to  Charles  Froeb,  Av  D,  No  91,  s  w  cor  7th  st, 
Nos  280  and  2,82,  25x93.  Leasehold.  Prior  mort  $4,000,  Sept 
26,  due,  &c,  as  per  bond.     Oct  3,   1906.     2:376.  1,2(X) 

De  Jono,  Francis  and  Giuseppe  to  Lambert  Suydam  and  ano  trus- 
tees Angelina  Henry  for  Maria  E  Servoss  and  ano.  56th  st. 
No  234,  s  s,  205  e  8th  av,  20x100.5.  Sept  28,  1906,  5  years. 
—%■     4:1027.  23,i55 

Same  to  Lambert  Suydam.  Same  property.  Prior  mort  $23,755. 
Sept  28,    1906,   due   Oct   1,    1911,   — %.      4:1027.  2,245 

Dubinsky,  Dora  and  Jacob  Fischel  with  Corporate  Realty  Assoc. 
12.5th  St.  No  3.32  Bast.  Subordination  agreement.  Sept  27. 
Sept  28.    1906.      6:'1801.  nom 

Davidsohn  Nannchen  to  GREENWICH  SAVINGS  BANK.  113th 
st.  No  108,  s  s,  126.8  w  Lenox  av,  26.8x100.11.  Sept  28.  1906. 
5  years,   4^4%.     7:1822.  200(10 

Dreux.  Lillian  B,  Bloomfield.  N  J,  to  Estella  J  Reed.  .34th  st.  No 
223.  n  s,  275  w  7th  av,  16.8.\98.9.  P  M.  Sept  29.  1  year,  67„. 
Oct    1,    1906.      3:784.  10  OOO 

di  Lemme.  Antonia  to  Jacob  A  Geissenhainer  and  ano  trustees 
Henry  Elsworth.  112th  st.  No  329,  n  s,  231.6  w  Ist  av,  27x 
100.11.     Oct  1.  1006,  3  years,  ',%.     6:1684.  20,000 

Same  and  Colombia  Califano  with  same.  Same  property.  Subordi- 
nation agreement.     Sept  29.     Oct  1,  1906.     6:1684.  nom 

Daniel,  Joseph  and  Maurice  Levin  to  Abraham  M  Bachrach  and 
ano.  Lexington  av.  Nos  2010  to  2012,  s  w  cor  123d  st,  Nos 
132  to  13(),  100.11x65.  Sept  27,  demand,  6%.  Oct  1,  1906. 
6:1771.  4.700 

Dempsey,  Martha  to  Lillian  M  Nugent.  Lexington  av.  No  222,  n  w 
cor  33d  st,  26.8x100.     Oct  1,  3  years,  6%.     Oct  2,  1906.    3:,S,89. 

1.000 

Durr,  Frederick  to  Fredk  Sheldon.  82d  st.  No  240,  s  s,  127.1  w  2d 
av,   25.4x102.2.      Oct   2,    190li.   due   Oct  18,   1909,  4y2%.     5:1.527. 

17,0110 

Dorfman,  Waldemar  to  Fredk  Schade.  113th  st.  No  69,  n  s,  225  e 
Lenox  av,  16x100.11.     Oct  2,  5  years,  5%.     Oct  4,  1906.     6:1597. 

10..500 

Daily.  George  and  John  A  Carlson  to  Joseph  Hamershlag.  Broad- 
way, s  w  cor  140th  st,  No  600,  99.11x75.  Prior  mort  .');88.000. 
Sept  24,   1  year,  6%.     Oct  4,  1906.     7:20.87.  .SO.OOO 

Same  to  same.  Same  property.  P  M.  Prior  mort  $40,000.  Sept 
24,  1  year,  6%.     Oct  4.  1906.     7:2087.  48.000 

Danziger.  Adolph  to  Joseph  Wolkenberg.  112th  st,  Nos  50  to  .54. 
s  s,  201.6  w  Park  av,  48x100  11.  P  M.  Prior  mort  .f48,000.  Oct 
4.   190i;.   1   year,   6%.      6:1617.  5,000 

Davidson.  John  A  to  GREENWICH  SAVINGS  BANK.  Stone  st. 
No  14,  s  s,  abt  103  w  Broad  st,  runs  s  40,4  x  w  14.5  x  w  11  x  n 
10.5  X  w  24  X  n  48.4  to  st  x  e  33.10  to  beginning.  Oct  4,  1906^ 
3  years,   41/2%.      1:10.  17.000 

DaboU,  Walter  F  to  METROPOLITAN  LIFE  INS  CO,  67th  st,  n  s, 
1.50  e  Columbus  av.  50x100.5.  Oct  4,  1006,  due  Nov  1,  1910, 
5%,  51/2%   and  6%.     4:1120.  .  188,500 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Rudolph  Schalk. 
Broome  st.  Nos  431  and  433.  Extension  mort.  Sept  1.  Oct  3, 
1906.      2:473.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Marguerite  A  or 
Maggie  A  Pefter.  ."lOth  st.  No  4  East.  Extension  mort.  Sept  1. 
Oct   3,    1906.     3:859.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Eliza  J  and  Robt 
Ritchie.  46th  st.  No  Kil  East.  Extension  mort.  Sept  1.  Oct 
3.    1906.      5:l;!(ll.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Susie  E  Fitchell 
et  al.     45th  st.  No  102  West.     Sept  1.     Oct  3,  1906.     4:997.        nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Frances  L  wife 
Thomas  Killilea.  45lh  st.  No  127  West.  Extension  mort.  Sept 
1.      Oct  3.   1906.      4:998.  •  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Mary  H  Dos  Pas- 
ses. 56th  st.  No  18  East.  Extension  mort.  Sept  1.  Oct  3,  1906. 
5:1291.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Minnie  H  Schmieg. 
,S8th  st.  No  313  West.  Extension  mort.  Sept  1.  Oct  3,  1906. 
4:1250.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Frederic  de  Sola 
Mendes.  801h  st.  No  140  West.  Extension  mort.  Sept  1.  Oct 
3.  1906.     4:1210.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Thos  F  Murtha. 
76fh  st.  No  313  West.  Extension  mort.  Sept  1.  Oct  3,  lOOli. 
4:11.8.5.  nom 

EQUITABLE  LIFE  .\SSUR  SOC  of  the  U  S  with  Walter  Mendelson. 
74th  st.  No  159  West,  Extension  mort.  Sept  1.  Oct  3,  1906, 
4:114(5,  lom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  James  P  Silo.  7.3d 
st.  No  128  West.     Extension  mort.     Sept  1.     Oct  3,  1906.  4:1144. 

nom 
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EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  John  W  Alex- 
ander. (i.")th  St.  Xo  lit)  East.  Extension  mort.  Sept  1.  Oct  3, 
V.m;.     -<:r.i<)'.).  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Otto  Horwitz. 
et  al  exrs  Hugo  J  Potosky.  Amsterdam  av,  No  130.  Extension 
two   morts.  j   Sept  1.     Oct  3,   l'JO(!.     4:1158.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  James  E  Mc- 
Larney.  Lexington  av,  No  802.  Extension  mort.  Sept  1.  Oct 
3.    I'.IUC).      5:131)9.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Ewen  Mclntyre. 
Broadway,  No  874.  Extension  mort.  Sept  1.  Oct  3,  I'JOG. 
3:847.  nom 

EQUITABLE  LIFE  ASSU  RSOC  of  the  U  S  with  Chessie  E  Zeller. 
Madison  av.  No  2U13.  Extension  mort.  Sept  1.  Oct  3,  1900. 
0:1751!.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  .\melia  S  Kohn. 
Madison  av,  No  1138.  Extension  mort.  Sept  1.  Oct  3,  .1900. 
5:1490.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Cecilia  Potosky. 
8th  av,  No  782.     Extension  mort.     Sept  1.     Oct  3.  1900.     4:1019. 

nom 
EQUITABLE    LIFE    ASSUR    SOC    of    the    U    S    with   Edw   H    Kelly. 
8th  av.  No  109.     Extension  mort.     Sept  1.     Oct  3,  1906.    3:742. 

nom 
EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Benjamin  Keller. 
8th  av.  No  505.     Extension  mort.     Sept  1.     Oct  3,  1900.     3:759. 

nom 
EQUITABLE   LIFE   ASSUR   SOC   of   the   U   S  with  Emil   Levy.      Sth 

av.  No  i;99.     Extension  mort.     Sept  1.     Oct  3.  19110.     4:1034.     nom 
EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Ewen  Mclntyre  Sr. 
0th  av,   Nos  990  and  992,   and  50th  st,   No  0  OWest.     Extension 
mort.     Sept  1.     Oct  3,   19(10.     5:1271.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Geo  C  Boldt. 
5th  av.  No  394.     Extension  mort.     Sept  1.     Oct  3,  191IG.     3:838. 

nom 
EQUITABLE   LIFE   ASSUR  SOC   of  the  U  S   with   George   Reubel. 
3d  av,  Nos  0!t5  and  097.     Extension  mort.     Sept  1.     Oct  3,  19O0. 
5:1317.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Wendolin  J  Nauss. 
125th   St.   No    100  West.      Extension   mort.      Sept    17.      Sept   21,   ■ 
1900.     7:1909.     Corrects  error  in  last  issue,   when  location  was 
given  as  25th  st.  nom 

Empire  Cornice  Works  to  Real  Estate  Mortgage  Co  of  N  J.  119th 
st,  Nos  43  3to  439  East.  Consent  of  stockholders  to  two  morts 
for  $35,000  each   on   above   property.      Sept  24.      Sept   28,   1900. 

0:1807.  

Ellison  &  Co,  Inc,  a  corpn,  to  Joseph  Herbst.  120th  st.  No  213, 
n  s,  141.10  w  7th  av.  10.4x99.11.  P  M.  Sept  28,  1900,  1  year, 
6%.     7:1932.  2,000 

Eder,  Saul  and  David  to  Morris  L  Weiss.  49th  st,  Nos  320  to 
324,  s  s,  203.4  e  2d  av,  50,7x100.5.  P  M.  Sept  24,  0  years, 
6%.     Oct  1,  1900.     5:1341.  23,0;t0 

Same  to  same.     Same  property.     P  M.     Oct  1,   190;;,  installs.  (i%. 

5:1341.  1.T50 

Ehrmann,  Mary  to  Delancey  Kane  et  al.  Washington  st,  Nos  578 
to  582,  s  w  cor  Clarkson  st,  Nos  02  to  72,  runs  s  75  x  w  90.3  x  s 
25  X  w  75  X  n  25  X  w  lO.i.l  to  e  s  West  st,  Nos  3.50  to  352,  x  n 
75  to  Clarkson  st  x  e  2,S1.10  to  beginning.  P  M.  Aug  2,  due  Oct 
4,    1;)(I9.   4%%.      Oct   4,    liMM).      2:0Wl.  _125,000 

Edelson,  Louis  to  Abraham  Levenstein.  Monroe  st,  No  245,  n  s, 
280.10   e    Scammel    st.    20.9x94.5x20.9x94.8.      P    M.      Prior   mort 

!? .     Oct  1,  due  Oct  30,  1911,  (>%.     Oct  2,  1901).     1:200.     12  500 

Empire  Realty  Corpn  with  UNION  DIME  SAVINGS  INSTN.  Uni- 
versity pi,  Nos  97  and  99,  s  e  cor  12th  st,  No  34.  4',I.Sx  irreg 
x41.7x.S'J.5.  Extension  mort.  Oct  3.  Oct  4,  1900.  2:.503.  nom 
Felt.  .Abraham  and  Harrv  Malakotf  and  Harris  Mandelbaum  et  al 
with  LAWYERS  TITLE  LNS  &  TRUST  CO.  lOlith  st,  n  s,  223.11 
e  Columbus  av.  73xlO(.).ll.  Subordination  agreement.  Oct  2. 
Oct  3,   19<I0.     7:1842.  nom 

Frederick,  Saml  R  to  Loretta  C  Frederick  and  ano  exrs  James 
H  Frederick.  0th  st.  No  814,  s  s,  177.2  e  Av  D,  21x07.  P  M. 
Sept  28,  1900,  3  years,  — %.     2:300.  lO.OtMJ 

Same  to  same.     Same  property.     Prior  mort  $10,000.     Sept  28,  1900. 

3   years,   — %.     2:3i:0.  5.O00 

Feinberg,  Morris  J  to  Josephine  Chedsey.  Monroe  st.  No  277, 
Certificate    as    to    validity   of    mortgage,    &c.      Sept    24.      Oct    1, 

1900).     1:205.  

Feinberg,  Louis  and  Abram    and  James  Walsky  to  Robert  J  Reiley. 
113th  st,  Nos  127  and  129.  n  s.  213.4  e  Park  av,  30x100.11.     Sept 
28,  3  years,  5%.     Oct  1,   19(10.     0:1041.                                        37.000 
Same    and    Wm    Feinberg    with    same.      Same    property.      Subordi- 
nation  agreement.      Sept   2.^'.      Oct    1.   190O.      0:1041.                       nom 
Fink,   Val   to   Susan   C   Woodford.      Broadway  or   Kingsbridge   road, 
being  plot   100  map   128  acres  of  land  of  estate   of  Isaac  Dyke- 
man,  known  as  Fort  George  property.  52. 10x203x41. Ilx202.(j  n  e 
s.     Oct  1,  1900,  3  years.  5%%.     8:2172.                                            7,500 
Felt,    Abraham    and    Harrv    Malakoff    to    Maria    M    Baltz  widow, 
9(ith    st.   No   104    s   s,    loo   w   Columbus   av,   50x100.11.      Oct   1, 
1900,  5  years,  .5%.     4:122().                                                                57.000 
Flatiron  Realty  Co  to  Alfred  J  Weston  and  ano  exrs  Edw  Weston. 
20th   st.    No   23,   n   s,   445  w   Sth   av.   25x92.      P   M.      Prior  mort 
$25,000.      Oct   1,   3   years.   5%.      Oct   2,    1900.     3:822.             20,0110 
Fine   (M)   Realty  Co  to  Pincus  Lowenfeld  and  ano.     3d  st.  s  e  cor 
Goerck  st,   Nos  148  to  104,  runs  s  181.1   to  Houston  st,  Nos  490 
to  504.  X  e  180  x  n  81  x  w  134.8  x  n  95.4  to  3d  st  x  w  45.4  to  be- 
ginning.     Sept  0,   1   year,   O'X.      Oct  2,   1900.      2:350.             IIO.OOO 
Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Sept  11.     Oct  2.  19O0.     2:350.  

Felt,  Abraham  and  Harry  Malakoff  to  Harris  Mandelbaum  and 
ano.  100th  st.  n  s,  223.11  e  Columbus  av,  73.7x1(10.11.  Build- 
ing loan.     Prior  mort  $30,000.     Oct  2,  1900,  demand,  0%.  7:1842. 

50.000 
Friedman.    Charles   and   Henry   to  Julia   S   Wright.      100th   st,    Nos 
314  and  310,  s  s,  2.54  e  2d  av,  49.4x100.11.     Oct  1.  5  years,  5%. 
Oct  2.   1900.     0:1071.  43,000 

Fraser,  Robert  C  with  Louis  Lese,  131st  st.  No  54,  s  s,  247.0  w 
Park  av,  17.6x99.11.  Extension  mort.  Sept  27.  Sept  28,  190(). 
0:1755.  nom 

Friedman.  Kate  wife  of  and  Moritz  to  Robert  Oppenheim.  Orchard 
st,  No  15,  w  s,  55  n  Canal  st,  20x.5O.  Prior  mort  $11,000.  Oct 
1,  2  years,  6%.     Oct  4,  190G,     1:299.  2,000 


Glasser.  Heiman  to  Francis  J  Sehnugg  et  al  exrs,  &c,  John 
Schnugg.  3d  st.  Xo  85,  n  s,  abt  150  w  1st  av,  25x90.2.  P  M. 
Sept  27.  due  July  20,  1911,  — '/r.     Oct  3,  1900.     2:445.  35,000 

Gottlieb,  Ignatz  to  Herman  Segal,  13th  st,  Nos  636  and  038,  s  s, 
183  w  Av  C.  50x103.3.     P  M.     Prior  mort  $44,000.     Oct  3,  1900. 


8,500 
Delancey   st. 
Prior  mort 
2:338.       3,IHX) 


3-12    years,    0%.      2:395.  29,<X)0 

Garofalo,  Louisa  to  Bertha  L  Roth.  115th  st.  No  326,  s  s,  320  e 
2d  av,  20x100.10.  Oct  1,  due  Apr  1,  1909,  5%.  Oct  3,  1900. 
0:1080. 

Gol'dman.    Harris    and    Ike    Shapiro    to    Geo    Modell. 
No    240.    n    w   cor   Sheriff   st.    No   45,    25x75.      P   M. 
$48.9(J0.      Sept   25.   3  years.   0%.      Sept   28,    1906. 

Gans,  Henry  and  Israel  Altman  to  Real  Estate  Mortgage  Co  of 
N  J,  Sheriff  st,  Nos  01  and  93,  w  s,  100  s  Stanton  st,  2  lots, 
each  25x100.  2  morts,  each  $24,000.  Sept  28,  5  years,  a%.  Sept 
29,    19(10.      2:339.  48.,000 

Garfield  Building  Co  to  Clara  V  Shepard.  94th  st.  No  53,  n  s,  4(i3 
w  Central  Park  West,  20x100.8.  Sept  28,  1900,  5  years,  5^r. 
4:1208.  20,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders   to    above    mort.      Sept    28,    inOli.      4:1208.  • 

Greenblatt,  Louis  to  Sound  Realty  Co.  111th  st,  Nos  253  and 
2.55,  n  s,  50  e  8th  av,  72x100.11.  Prior  mort  .$91,OU0,  Sept  5, 
due    Dec   14,   1908,   0%.      Sept   28.    1900.      7:1827.  20000 

Getler,  Fredk  to  John  O  Baker.  132d  st.  s  s,  ItMl  w  Broadway,  .50 
x99.11.      P   M.      Sept   27.    1   year,   57c.      Sept  29,   1900.      7:1998. 

10,500 

Ginnane.  Mary  F  to  N  Y  TRUST  CO.  Pleasant  av.  No  411,  w  s, 
07.0  s  122d  st,  10.8xl(X).  Sept  28,  19U0,  due  Oct  1,  1909,  41/2%- 
0:1,S(19.  2,000 

Gerhat,  Betzi  and  Hani  Weiss  to  Katharina  Hartmann.  97th  st. 
No  14(!,  s  s,  103  e  Lexington  av,  20x109.11.  Prior  mort  $16,000. 
Sept  28.  1900,  due  Oct  1,  1911,  SU'/v.     0:1024.  5,000 

Grenthal,  Michl  with  Simon  Pretzfeld.  Columbus  av,  No  990.  Ex- 
tension mort.     Oct  3.     Oct   1,   19(jl).     7:1,803.  nom 

Gerhat.  Betzi  and  Hani  Weiss  to  Louis  Volker  and  ano.  97th  st, 
No  140.  s  s.  103  e  Lexington  av,  26x100.11.  P  M.  Sept  28,  1900, 
5  years,  5%.     0:1024.  10.000 

Goldstein,  Ray  and  Harris  Siff  to  Philippina  Klesius.  Sth  st.  No 
518,  s  s,  250  e  Av  A,  25x9(!.2.  Leasehold.  P  M.  Sept  1,  4 
years,  5%.     Oct  2,   1900.     2:400.  3  217.50 

Goetz,    Matthias    to   Jacob    Goetz.      39th   st.    No   335,    n    s,    175   w 

1st  av,  25x98.9.     Prior  mort  $ .     Oct  1,  3  years,  —%.     Oct  2, 

1900.     3:945.  5,000 

Gamier,  Eugene  to  Rebecca  S  Mills.  71st  st.  No  204,  s  s,  IKi.S  e 
West  End  av.  16.8x100.5.  P  M.  Oct  1,  3  years,  5%-  Oct  2, 
19(16.      4:1162.  IS.OUO 

Guide  Realty  Co  to  Henry  A  James  trustee  under  deed  of  trust, 
&c.  .S5th  St.  No  151.  n  s,  227  e  Amsterdam  av,  17.0x97.0.  P  M. 
Aug  27.  3  years.  4Vk'%:-     Oct  2.  1900.     4:1210.  17,500 

GoMman,  Morris  to  Geo  G  De  Witt  et  al  trustees  Geo  G  De  Witt. 
20th  st  No  222.  s  s,  abt  .300  w  7th  av,  25x80.7x25x87.3  w  s. 
Oct    1.   5   years,    57c,.      Oct   2,    1900.      3:7(.i9.  28,(100 

Same  and  Michl  Borgaro  with  same.  Same  property.  Subordi- 
nation  agreement.      Sept  27.      Oct   2.   19(X).     3:7t)9.  nom 

Same  to  Xorbert  Liebel.  Same  property.  P  M.  Prior  mort 
.$ .     May   1,   installs,  0%.     Oct  2,   190(),     3:7()9.  2,.5lt0 

Goldman.  Morris  to  Norbert  Liebel.  20th  st.  No  222,  s  s,  abt  3(J0 
w  7th  av,  25x86.7x25xS7.3  w  s.  Prior  mort  $7,.50O.  May  1,  due 
May   1,   1911,   6%.      Oct   2.   1!X)6.     3:769.  4,400 

Goetz,  Fredk  A   to  Adele  C  Waters.     117th  st.  No  411,  n  s,-  258  e 


Amsterdam   av,   l&xlOO.ll 
I'.KtO.      7:1901. 
Griffith     Chas   W    to    American   Mortgage    Co. 
and  235,  n  s,  315.9  w  7th  av,  42.1x98.9.     P 
.5%.     Oct  4,   1900.     3:785. 


P  M.     Oct   1,   2  years,   6%.      Oct  2. 

4,000 
.35th   st,   Nos  233 
M.     Oct  1,   1  year, 
38,000 


Same  to  same.  Same  property.  P  M.  Prior  mort  $38,000.  Oct 
3,  1  year,  6%.     Oct  4.  1900.     3:785.  2,000 

Greenfield.  Isidor  to  Henry  Wilhelm.  75th  st.  No  400.  s  s,  113  e 
1st  av,  2.5x112.11x25.4x109.  P  M.  Oct  3,  due  July  1,  1910,  6%. 
Oct  4.  1900      5:1409.  7,000 

Gottlieb,  Aaron  and  Samuel  Schlesinger  to  American  Mortgage  Co. 
12th  st,  Nos  (!35  and  037,  n  s.  183  w  Av  C.  50x103.3.  P  M. 
Oct  1.  3  years,  5%.     Oct  2,  1906.     2:395.  24,000 

Holtzebrg,  Jacob,  Abraham,  Simon,  Barnett  and  Isaac  to  Morris 
Morgenstern.  119th  St.  Nos  433  and  435,  n  s,  2.50.C  w  Av  A,  37.0 
xKIO.ll:  119th  St.  Nos  437  and  4.39,  n  s,  213  w  Av  A,  37,0x100.11. 
Oct  3.  due  Apr  3,  1907,  —7r.    Oct  4.  1900.     0:1807.  3.500 

Heights  Garage  &  Storage  Co  to  North  Riverside  Drive  Impt  Co. 
Riverside  Drive,  w  s,  100  n  101st  St.  runs  w  333.10  x  n  1(X).7  to 
s  s  l()2d  St.  if  extended,  x  e  100  x  s  34,11  x  e  242.11  x  s  8.3  x  s 
e  25  X  s  w  50.10  to  beginning.  P  M.  Prior  mort  $70,000.  Oct 
3,   3  years,   57r.      Oct  4,   1900.     8:2135.  27,000 

Hechler.  Charles  to  American  Mortrgage  Co.  1st  av.  No  1695,  w  s, 
25.2   s   88th   st,   25.2x100.     Oct   4,    19(X),   5   years.   5%.      5:1.5.50. 

15.000 

Hare.  Bridget,  Atlantic  Highlands,  N  J,  to  POUGHKEEPSIE  SAV- 
INGS BANK.  1st  av.  No  145,  s  w  cor  9th  st,  Nos  3.50  and  352, 
23.6x100.  Prior  mort  $22,000.  Oct  1,  due  June  30,  1907.  —%. 
Oct   4.   1006.     2:405.  3,000 

Higgins,  Maria  T  to  Carrie  Manwaring.  131st  st.  No  26,  s  s, 
291.9  e  5th  av,  18.3x99.11.  P  M.  Oct  1,  5  years,  4^%-  Oct 
2,  1900.     6:1755.  4..500 

Huneke.  Diedrich  to  Geo  Ehret.  Broadway,  s  e  cor  151st  st.  No 
570.  24.11x100.     P  M.     Oct  2.  1906.  1  year,  5%.     7:2082.        22,.5O0 

Hidden.  Thomas  B.  of  North  East,  Dutchess  Co,  N  Y.  to  MUTUAL 
LIFE  IXS  CO  of  N  Y.  St  Nicholas  av.  s  w  cor  l,S6th  st.  157.2x 
309  to  e  s  Wadsworth  av  xl.55.2  to  18()th  st  x.300  to  beginning; 
Wadsworth  av,  w  s.  (50.2  n  185th  st,  runs  n  1.54,5  x  w  1.50  x  n  2,1 
X  w  170.4  to  e  s  Broadway  x  s  49.5  x  e  300  to  beginning.     Prior 

mort  $ .     Sept  27,  due,  &c,  as  per  bond,     Oct  2,  ItMXj.     S:21()6 

and   2107.  10.(X)0 

Huppert.  Isaac  with  Realty  Mortgage  Co.  Mangin  st.  No  25, 
and  Delancey  st.  No  342.  Agreement  as  to  payment  of  mortgage, 
&e.     Sept  25.     Oct  1.  1900.     2:322  and  3.38.  nom 

Heinle.  Fredk  C  to  Paterno  Bros,  a  corpn.  178th  st,  s  s,  100  e 
Audubon  av.  45x91.2x45.1x88.3.  Sept  27,  3  years,  67c.  Sept  28. 
1900.     8:2132.  5,000 

Hahn.  Henrietta  to  Solomon  Katz.  11th  st.  No  617,  n  s.  243  e  Av 
B,  25x103.3.     Sept  28,  1906,  1  year,  6%.     2:894.  1,700 


The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved. 
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S3 
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] 


Hookoy.   Wra   T   with   Hymaii   Horwitz.      l.'Kith  st.   s   s.    1(10  w   Am- 
sterdam av,  .'ilKtxlHt.ll.     Subordination  agreement.     Sept  25.  Sept  ■ 
28.   IDOli.     7:1088.  nom 

Humphrey.  Virginia  L  to  Saml  Herbst.  OOth  st,  No  72,  s  s,  74  e 
Columbus  av,  2(jxl(l(>.ll.  P  M.  Prior  mort  .$19,000.  Sept  27,  3 
years,    (i%.      Sent    28,    inO(i.      7:1834.  11,000 

Hirseh.  Aaron  with  David  H  Agan.  -Lexington  av,  No  1074.  Ex- 
tension   mort.      Sept   2,S,    l!)(ll!.      5:1410.  nom 

Hickox,  Ralph  to  TITLE  GUARANTEE  &  TRUST  CO.  Madison  av, 
No  .557,  e  -s,  89  s  .'Cth  st,  1,8x100.  Sept  28,  due,  &c,  as  per 
bond.      Sept   29,    l!K)i;.      5:1291.  lO.OOO 

Hyde,  Lilla  B  wife  Clarence  M  Hyde  to  ALBANY  SAVINGS  BANK. 
40th  st,   No  20.  s  w  cor  Madison  av.  No  280,   120x27.     Sept  2(;. 

1  year.  4%.     Sept  29.  190(i.     3:858.  100, tKW 
Hoffman    (Martin)    Estate,   a  corpn,  to   Ellen   B   Breslin.     Mott   st. 

No  3t)2,  e  s,  242.11  s  Bleecker  st,  3O.3xS2.llx30.3x83.ll  n  s; 
Mott  st,  No  304,  e  s,  212.5  s  Bleecker  st,  30.0x83. Ix,30.9x83.2 
n  s.     P  M.     June  28,  due  Nov  1,  1909,  57c.     Oct  3,  19U(1.     2:.521. 

18,(100 

Haber,  Morris  and  David  and  Saml  Dworkowitz  to  Marie  C  Nelson 
et  al  exrs,  &c,  Wm  Nelson.  Wooster  st.  No  150,  e  s,  195  s  Hous- 
ton st,  25x100,  P  M,  June  27,  due  Aug  28,  1911,  5%.  Oct  3, 
19(10.     2:514.  20,000 

Hurwitz,  Meyer  to  ^Jdward  Schoenberg.  Pitt  st.  No  123,  w  s,  abt 
120  n  Stanton  st.  25xl(X).  Leasehold.  Sept  7,  due  Mar  1,  1907. 
—,c.     Oct  3,   190(i.     2:345.  l,.50O 

Havemeyer,  Emilie  De  L  widow,  Mahwah,  N  J,  to  Fredk  A  Clark, 
Madison  av,  Nos  242  and  244,  s  w  cor  3Sth  st,  98.9x95.     Oct  1. 

3  years,  5%.     Oct  3.  1900.     3:807.  (iO.OOO 
Iron  Realty  Co  to  Arthur  E  Silverman.     Broadway,  s  w  cor  127th 

st.  No  Olio,  40x109.  P  M.  Prior  mort  .$70.0UO,  Oct  3,  5  years, 
(>'/(■     Oct  4,   1900.     7:1993.  10,000 

Indelli,  Minnie  A  to  Annie  M  Keenan.  119th  st,  No  507.  n  s,  157.9 
e  Pleasant  av,  19.9x1(10.10.     Oct  2,  1900,  4  years,  —%.     0:1810. 

4,(m:io 

Iden,  John  H  to  Johanna  May  et  al.  1st  av.  No  01,  s  w  cor  4th  st. 
No  130,  24x74,     Sept  28,  5  yrs,  4%.     Oct  1,  1900.     2:445.       1S,(XX) 

Iden,  John  H  to  Johanna  May  et  al.  4th  st.  No  128,  s  s,  74  w  1st 
av,  20x48.1.     Sept  28.  5  years,  49'f.     Oct  1.  1900.     2:445.       10,000 

Jackson  Bros  Construction  Co  to  Mary  F  Jackson.  39th  st,  Nos 
433  and  435,  n  s,  325  e  10th  av,  2  lots,  each  25.x98.9.  2  morts. 
each  $18,000.     Oct  1,   1900,  3  years,  .5'/'r.     3:737.  30,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to  above  morts.      Oct   1,  1900.     3:737.  ■ 

Jacobson,  Ignatz  to  Fredk  Sheldon.  Stanton  st,  Nos  75  and  77, 
s  e  cor  Allen  st,  Nos  174  to  178,  43,10x75.  Oct  1,  1900,  3  years, 
'5%.     21:410.  52,000 

Jacobs,  'Max  to  Israel  Unterberg.  110th  st,  Nos  11)2  to  108,  s  s, 
170  w  3d  av,  4  lots,  each  25xl<X>.ll.     4PM  morts,  each  .$8,000;    ' 

4  prior  morts,  $2O,000.  Sept  27,  installs,  O'/c.  Oct  3,  1900.  0:- 
l(i37.  32,000 

Just,  Carl  Jr  to  Henry  J  Appel  Sr.  127th  st.  No  242,  s  s,  425 
e  8th  av,  12.10.x99.ll.     Oct  2,  3  years,  5%.    Oct  3,  1900.    7:1932. 

5,000 

Jacobs,  Max  to  Abraham  Rosenthal.  Rivington  st.  Nos  148  and 
1.50.  n  e  cor  Suffolk  st.  Nos  124  to  128,  50x100.  Oct  2,  due  Nov 
1,  19(18,  —'/,.     Oct  3,  1900.     2:349.  3,200 

Jurkovitz,  Moritz  to  Marx  Taylor.  105th  st,  Nos  72  and  74,  s  s, 
SO  w  Park  av,  2  lots,  each  25x100.11.    2PM  morts.  each  .$4,50(1; 

2  prior  morts,  $10,.500.  Oct  2,  3  years,  0%.  Oct  4,  liMKi. 
6:1010.  9,000 

Kelly,  William  to  HARLEM  SAVINGS  BANK,     128th  st.   No   KiO, 

s  s,  233  w  3d  av,  25x99.ll.     Oct  4,  1900,  1  year,  —%.     0:1770. 

7,000 
Kaskel,   Paul   and  Abe   Bruder  and  Frank   Hahn  to  Wm  L  Lahey. 

43d  St.  No  339,  n  s,  275  e  9th  av,  25x100.5.     Oct  4,  1000,  3. yrs. 

— %.     4:1034.  24.000 

Kiddle,    Alfred   W   to   Geo   A   Archer.      98th   st.   No  314,   s   s,   212 

w  West  End  av,   19xl(X).ll.     Oct  1,  3  years,  — %.     Oct  2,   190(!. 

7:1887.  18,000 

Keller,    Joseph    to    Adolph    Scheibel    and    ano.        Lenox    av.    s    e 

cor    115th    st.    No    84,    27.11x100.      P    M.      Prior   mort    .$55,000. 

Oct  2.   1900,   due   Dec  20.   1908,   iV/r.     0:1.598.  0,000 

Keogh,  John  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK.     4Sth 

st.  No  230,  s  s,  275.4  w  2d  av,   18.8x100.5.     Oct  2,  190(!.  5  years, 

5%.     5:1321.  7.000 

Kee,   Frank   T   to   Manhattan  Mortgage   Co.     Audubon  av,  n  e  cor 

173d   st,   100x95.      Aug   7,   due   Dec   1,    1900,   0%.      Oct   2,   190(i. 

8:2130.  24,000 

Klausner,  Saml  to  Adolf  Prince.     4th  st.  No  00,  s  w  s.  abt  175  e 

2d  av,  25x95.3.     P  M.     Prior  mort  .$24,000.     Oct  1,  1900,  5  yrs, 

6%.     2:445.  8,250 

Kyle,   James  and   John    M    to    N   Y   SAVINGS   BANK   of   City   N   Y. 

Lexington  av.   No  519,  e  s.  20.5  n  4Sth  st,  20x70.     Oct  1,  1900. 

due,  &c,  as  per  bond.     5:1303.  8.O00 

Kleinhaus.    Conrad   to   LAWYERS   TITLE    INS   &   TRUST   CO.     7.3d 

st.   No  310,  s  s.   175  w  West   End  av,  2.5x102.2.     Oct   1,  1900.   1 

year,  4y2%.     4:1184.  30,000 

Same  and  Otto  L  Halenbeck  with  same.     Same  property.     Subor- 
dination agreement.     Oct  1,  1900.     4:1184.  nom 
Kaplan,  Joseph  to  Benj   Menschel.      Ludlow  st.  No  173,  n  w  s,  abt 

172  n  Stanton  st,  25x87.0.     P  M.     Prior  mort  .$25,(J(D0.     Sept  28, 

1900,  1  year,  0%.     2:412.  1,000 

Kordt,  David  and  Israel  Yuskowitz  to  Israel  Mandel.     Madison  st. 

No  329,  n  s,  25.7  w  Scammel  st.  runs  n  87  x  e  1  x  n   lO(')  x  w 

21.4  x  s  97.3  to  Madison  st  x  e  20  to  beginning.     P  M.     Sept  2.5, 

1  year,  07^.     Sept  2.S,  1900.     1:207.  1,800 

Klein,   Helene  to   Arthur  I   Stonehill.     57th  st.   No  49,   n  s.   19  w 

Park    av,    20x80,5.      Sept    27,    2    years,    6%.       Sept    28,    1900. 

5:1293.  (5  000 

Krauss,   Pauline   to   Sarah   A   Joseph.     126th  st.   No  200,   s  s,   107 

e  3d  av,  27.0x99.11.     Sept  27,  due  Dec  28,  1911,  5%,     Sept  2.8, 

1900.      0:1790.  '  IO.OOO 

Kyle,  John   M   to   Thomas  Orr.     147th  st.   No  433,   n  s,  282  w  St 

Nicholas    av,    18x99.11.      P    M.      Sept    28,    1906,    5   years,    5%. 

7:2062.  10,000 

Kramer,  Max  J  and  Henry  Rockmore   to  Geo  Ricard,     23  av,  Nos 

198  to  202,  e  s,  51.9  n  12th  st,  51.6x120.     July  19,  1  year,  (i%. 

Sept  29,  1906,     2:454,  35,000 


Levitt,  Miriam  to  Morris  Dlugasch.  Av  A,  No  204,  e  s,  118.0  s 
17th  St.  19.0x95.0.  P  M.  Prior  mort  $13,250.  Sept  23,  3  yrs, 
(jf/f.     Oct  2,   19(H1.     3:974.  5.000 

Lane,  Charles  to  Rebecca  S  Jacobus  et  al  heirs  Horatio  Scher- 
merhorn.  Fulton  st.  No  0,  s  w  s,  92  w  South  st,  runs  s  w  05.9  x 
n  w  20.7  X  n  e  07.5  x  s  e  20  to  beginning.  P  M.  Oct  3,  3  years, 
Ti7c.     Oct  4.  lOOli.     1:74.  •  22.000 

Liguori.  Vincenzo  to  Margt  M  Mooney.  Cherry  st.  No  27,  n  s,  abt 
190  w  Roosevelt  st,  29. 0x68x25x07  e  s.  P  M.  Prior  mort  $14,- 
250.      Sept  29,    installs,   0%.      Oct   1,   1900,      1:1(J9.  -1,750' 

Lederer,  Rachel  to  Wm  P  Lawless.  17th  st.  No  437,  n  s,  325  e 
10th  av,  2.5.X92.     P  M.     Oct  1,  5  years,  5%.     Oct  4.  1900.     3:U5. 

IO.OOO' 

Liebling,  Joseph  with  Real  Estate  Mortgage  Co  of  N  J.  ICth  st. 
No  329,  n  s,  179  e  Livingston  pi,  26.6x92.  Subordination  agree- 
ment.     Oct   4.    1900.     3:922.  nom 

Landsman,  Abraham  to  Joseph  Berkowitz  and  ano.  Essex  st.  No 
1(18.  e  s,  abt  l.'ill  n  Dolancey  st.  25x100.  P  M. .  Prior  mort  .$30,- 
0110.   Oct  1,  8  years,  0%.     Oct  2,  1900.     2:3.53.  10,000 

Levin,  Louis  to  Morton  H  C  Foster.  132d  st.  No  5.  n  s,  110  e 
5th  av,  2.5x99.11.     Sept  28,  5  years,  5%.     Oct  2,   19()i:.     <;:1757. 

17,000 

Long,  Bertha  L  to  N  Y  &  Suburban  Co-operative  Building  &  Loan 
Assoc.  123d  St.  No  128,  s  s,  333.4  w  Lenox  av,  10.8xlOO.ll. 
P  M.     Oct  1,  installs,  0%.     Oct  2.  1906.     7:1907.  8,000 

Levine.  Sarah  E  to  Joseph  Oppenheimer.  Av  A,  No  1535,  w  s, 
20  n  81st  st,  25.6x80-  P  M.  Oct  1,  3  years,  0%.  Oct  2,  1900. 
5:1501.  3,000 

Lowenfeld,  Pincus  and  William  Prager  to  Hamilton  F  Webster. 
2J  av.  No  313,  n  w  cor  ISth  st.  No  243,  34.8x08.  P  M.  Aug  15, 
3  years,  5%.     Oct  2,   19(X>.     3:899.  50  000 

Long  Island  Consolidated  Electrical  Companies  to  U  S  MORT- 
G.'VGE  &  TRUST  CO.  Consent  of  stockholders  to  mort  or  deed 
or  trust  for  $1(),<KIO,000.     Apr  5.     Oct  2,  1906.  

Same  to  same.  Certificate  as  to  consent  of  stockholders  to  mort 
of  deed  of  trust  for  $10.,0(X),OOIt.     April  11.  Oct  2.  1900.     File.  

London.  Louis,  Annie  and  Albert  to  STATE  BANK.  Broome  st. 
No  203,  s  s,  50.2  w  Orchard  st,  25.3x87.7x25.2x87.7.  Declara- 
tion as  to  amount  due  on  mort.     Aug  13.     Sept  29,  1900.     2:413. 

nom 

Liggan,  Julia  E  to  Louis  S  Ehrich  Jr.  100th  st.  No  105,  n  s,  51  e 
Park  av.  25x75.      Sept   20,   demand,   6%.     Oct   1,   1006.     6:1628. 

2,000 

Lombardozzi,  Louisa  wife  Cosmo  to  Jacob  A  Geissenhainer  and 
ano  trustees  Henry  Elsworth.  H2th  st.  No  327,  n  s,  2.58.6  w  1st 
av.  27xl(l(».l].     Oct  1.  19116,  3  years.  ~>'/r.     0:1684.  20  OOO 

Levy,  Sam  to  Ella  S  West.  12Sth  st.  No  2.55,  n  s,  2.5S  e  Sth  av,  15 
x99.11.  P  M.  Prior  mort  .$8,(X)0.  Sept  29,  due  Sept  1,  1909 
— %.     Oct  1,   in(X!.     7:1934.  2,.500 

Levy.  Hattie  wife  of  and  Saml  to  Cornelius  F  Kingsland  trustee 
Henry  F  Kingsland.  5th  av.  No  13,84,  w  s,  75.11  s  115th  st.  25x 
KHj.     Oct  1.  190(5,  5  years,  41/2%.     0:1.398.  18,000 

Levy,  Hattie  to  Arthur  Simons  et  al.  Sth  av.  No  2282,  s  e  s,  abt 
75  s  123d  st,  2.5x100.     Oct  1,  19()(!,  5  years,  3%.     7:1928.     16,000 

Leerburger,  Henry  to  James  H  Aldrich  et  al  trustees  Eliz  W  Aid- 
rich.  Park  row.  Nos  143  and  145.  s  s.  281.7  e  Duane  st.  runs  s 
04.(j  X  e  30  X  n  (i4.0  x  w  30.1  to  beginning.  Sept  28.  5  years, 
5%.      Sept   29,   r.KKi.      1:119.  30.0UO 

Lacord.  Anna  to  Eliz  C  Boyle  and  ano.  .50th  st.  No  247,  n  s.  1<X> 
e  Sth  av,  27.0x100.5.  July  1,  3  years,  0%.  Sept  28,  1900. 
4:1022.  11,(XJ0 

Lowenfels,  Edith  wife  of  and  Fredk  F  to  Thomas  F  O'Brien  and 
ano  guardian  Paul  Brady  et  al.  103d  st.  No  1.57,  n  s,  258..3  e 
Amsterdam  av.  runs  n  91.6  to  c  1  Le  Roy  lane  (closed)  x  n  e  11.4 
X  e  28.2  X  s  100.11  to  l(l3d  st  x  w  31.2  to  beginning.  Sept  28. 
19(X;,  5  years,  5%.     7:185,8.  _  ^  28,000 

Lempit,  Saml  to  Jacob  Lempit.  114th  st.  No  72,  s  s',  67.6  w  Park 
av,  37.6x100.11.  P  M.  Prior  mort  $25,(XI0.  Sept  27,  due  Oct 
1,    1909,  6%.      Sept  28,    1900.      0:1019.  (;.794..57 

Lederer,  Max  M  to  Mary  Ullman.  137th  st,  Nos  42  and  44,  s  s, 
447.0  w  5th  av,  37.0x99.11.  P  M.  Prior  mort  $31,000.  Sept 
27,  3  years,  r//r.     Sept  28.  19(10.     6:1734.  2,125 

Lvman  William  tij  Jennie  Lyman.  Broadway,  s  e  cor  1,84th  st, 
75.7x92x74.11x1(13.1.      Building   loan.      Prior  mort   ,$40,(XI0.      Sept 

27,  due   Apr  25,    1907,  (i'/r.      Sept   28.   1906.     S:21(i4.  12,000 
Lertora,   Andrea  with  Charles  H  Phelps  exr  John  G  Butler,    Spring 

st,  Nos  19.5  and  197.     Subordination  agreement.     Sept  14.     Sept 

28.  ]9(lti.     2:.5(13.  nom 
Lind,   David  to  V  Loewers  Gambrinus  Brewery  Co.      Rivington  st. 

No  203.  Saloon  lease.  Sept  25,  demand,  0%,  Oct  3,  1900, 
2:333.  1,595 

Ludemann,  Henry  to  LAWYERS  TITLE  INS  &  TRUST  CO.  49th 
st,  Nos  513  to  515.  n  s,  200  w  10th  av,  2  lots,  each  23x100.5. 
2  morts,  each  .$9,000.     Oct  2,  5  years,  5%.     Oct  3,  1906.    4:1078. 

18,000 

Levin,  Louis  and  Daniel  "j  Mendelson  with  Morton  H  C  Foster.  132d 
st.  No  5  East.  Subordination  agreement.  Sept  27.  Oct  3. 
1900.      0:1757.  nom 

Levin.  Louis  and  John  J  Petri  with  same.  Same  property.  Sub- 
ordination agreement.     Sept  28.     Oct  3,  190(5.     6:1757.  nom 

Levey.  Harry  and  Gustave  Solomon  to  Herman  Wronkow.  Madi- 
son av.  Nos  1959  and  19(11.  n  e  oor  125th  st.  Nos  51  to  .5.5,  runs 
n  119.5  X  e  89.6  x  s  19.6  x  w  16.10  x  s  99.11  to  125th  st  x  w 
72.8  to  beginning.  P  M.  Prior  mort  $123,000.  Sept  23,  3  yrs, 
5%.     Oct  3.   1900.     6:17.50.  83.000 

METROPOLITAN  TRUST  CO  of  City  N  Y  with  Real  Estate  Mort- 
gage Co  of  N  J.  119th  St.  Nos  433  and  435  East.  Agreement 
as  to  priority  of  mort,  &c.     Sept  20.     Oct  4,  1900.     0:1807.       nom 

Marcus,  Nathan  and  Yetta  Bernstein  to  Abraham  Feinberg.  Cath- 
erine St.  No  30.  e  s.  abt  19  n  Madison  st.  27x100.  Leasehold. 
P  M.     Sept  1.  3  years.  C,%.     Oct  3.  1006.     1:277.  8  000 

Meyer,  John  H,  Stamford,  Conn,  to  TRUST  CO  OF  AMERICA. 
Park  av,  Nos  1948  to  1052,  s  w  cor  132d  st.  No  02,  99.11x23. 
Sept  20,  3  years,  5%.     Oct  4,  1906.     6:1756.  20,000 

Morrison,  Andrew  P,  Montclair,  N  J,  to  Robert  M  Silverman 
Realty  &  Construction  Co.  Morningside  av  West  a  w  cor  117th 
St.  No  401.  100.11x120.  P  M.  Prior  mort  $210,(X10.  Sept  15, 
installs,  0%.     Oct  4.  1006.     7:1061.  70,000 


The  text  of  these  pages  Is  copyrighted.     All  rights  are  reserved. 


Notice  is  hereby  given  that   infringement  will  lead  to  prosecution. 


586 


Mortgages 


RECORD    AND    GUIDE 


Manhattan 


October  6,  1906 


Adaptable  for 

Offices  and  Residences 

Systems  of  Less  Than  Five  Stations 


Interior  Telephones 

No  Maintenance  Charge     rill  J       llClllS      Q      MOnill 

THE  AHENTION  OF  ARCHITECTS  AHD  BUILDERS  IS  PARTICUURLY  CALLED  TO  THE  ADVAHTAGES  Of  OUR  SYSTEMS. 
RATES  FOR  SYSTEMS  OF  OVER  FIVE  STATIOHS  AND  ALL  OTHER  INFORMATION  MAY  BE  OBTAINED  UPON  APPLICATION. 

NEW     YORK     TELEPHONE     COMPANY 


I  16  WEST  38th  STREET 
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Mahony,  Daniel  F  to  TITLE  GUARANTEE  &  TRUST  CO.  3!)th 
St,  No  317,  n  s,  2.50  w  Sth  av,  •_*r)x08.1>.  P  M.  Oct  2,  due,  &c,  as 
per  bond.     Oct   3,    100<').     3:7li8.  12  (XIO 

Morgenstern,  Morris  to  Morris  Fine.  119th  st,  Nos  433  to  439, 
n  s,  213  w  Pleasant  av,  37.fixl(X).ll.     2PM  morts,  each  ll.oOO. 

2  prior  morts  $35,<;h:I0.     Oct  3,  5  years,  (j%.    Oct  4,  1906.     0;lSO7. 

23,000 

Miller,  Wm  L,  Bridgeport,  Conn,  to  Mary  F  Tabele.  36th  st,  Nos 
3."(.".  and  357,  n  s,  1.".S.4  e  9th  av,  33.4x98.9.  P  M.  Oct  3,  1 
year,  6%.     Oct  4,   llKMi.    3:7(i(l.  IS.WlO 

Manevetz,  Louis  to  Harris  Siegel.  Cherry  st.  No  231,  s  s,  218.9  e 
Pike  St.  runs  s  49.11  x  e  d.fi  x  s  10  x  e  44  x  n  60  to  st  x  w  44.9 
to  beginning.  Prior  mort  $2.'),0<-)0.  Oct  4,  1900,  due  Apr  4, 
1907,   (i%.      1:248.  _     0,000 

Marazzo,  Michele  and  Mary  D'Anna  to  Louis  Garotalo.  11.5th  st. 
No  30(),  s  s,  7.5  e  2d  av,  2.5xlO<1.10,  P  M.  Prior  mort  $13,000. 
Oct  1,  3.  years,  6%.     Oct  4.   ItKHi.     6;168(>.  3,000 

Morris,  Leah  to  Jacob  A  Geissenhainer  and  ano  trustees  Henry 
Elsworth.     74th  st,  No  408.  s  s,  188  e  1st  av.  25x102.2.     Sept  28. 

3  years.  4V4%.     Oct  2.  1906.     5:1468.  20.000 
Morris,     Leah,     Henry    Greenberg    and    Herman    Schoenlank    with 

Jacob  A  Geissenhainer  and  ano  trustees  Henry  Elsworth.  74th 
St.  No  408,  s  s,  188  e  1st  av,  2."5xl02.2.  Subordination  mort. 
Oct  1.     Oct  2,  1906.     5:1468.  nom 

Mann,  David  to   Abraham  Strauss.     Av  C,   No  201,  w  s,  51  n   12th 

st,   25x70.      P   M.      Prior  mort   .$ .     July  2,   due   Nov   1,   1909, 

()7r.     Oct   2.   10011.     2:395.  3.000 

Mann.  David  to  Abraham  Strauss.     Av  C,  No  202,  e  s,  59.9  n  12th 

st,  25x62.6.     P  M.     Prior  mort  $ .     July  2,  due  Nov  1,  1909. 

67r.     Oct  2,  1906.     2:382.  2.500 

Moskovitz,  Hyman  to  Chas  H  Reed.  2d  av.  No  1950,  e  s,  50.11  n 
KMlth  st,  25xl(.X).  Oct  1,  due  July  1.  1911,  5%.  Oct  2,  1906. 
6:1672.  17,.500 

Moore,  James  B  to  John  Unger.  10th  av,  Nos  285  to  291,  w  s, 
.59.3  n  26th  st,  runs  n  88.10  x  w  100  x  s  49.4  x  e  20  x  s  39.6 
X  e  80  to  beginning.     Oct  2,  1906,  3  years,  5%.     3:698.  65.000 

Maffia,  John  J  to  TITLE  GUARANTEE  &  TRUST  CO.  63d  st. 
No  338,  s  s,  150  w  1st  av,  25x100.5.  Oct  2,  lOOii,  due,  &c.  as 
per  bond.     5:1437.  12,000 

McDermott,  Francis  to  TITLE  GUARANTEE  &  TRUST  CO.  43d 
st.  No  463,  n  e  cor  lOth  av.  No  .596,  100x25.  Sept  27,  due,  &c, 
as   per   bond.      Oct   2,    1901!.     4:10.53.  35,000 

Mey,  Wilhelmina  F  to  Janet  L  McVickar  et  al  trustees  Janet  S 
Lansing.  4(ith  st,  No  459,  n  e  s,  1.50  e  10th  av,  25x100.5.  Oct 
1,  3  years,  4%%.     Oct  2,  I'.HMi.     4:10.56.  9,000 

Mandel.  SamF  with  Surety  Realty  Co.  Amsterdam  av,  n  e  cor  121st 
st,  191.8  to  s  s  122d  st  xlOO.  Agreement  as  to  payment  ol  mort, 
&c.     Sept  2(i.     Sept  28,   1906.     7:1963.  nom 

Mandelbaura,  Harris  and  Fisher  Lewine  with  Saml  Mandel.  Am- 
sterdam av,  n  e  cor  121st  st,  191.8  to  s  s  122d  st  xKHI.  Cer- 
tificate as  to  ownership  of  mort  and  subordination  agreement. 
May  8.     Sept  28,  1906.     7:1963.  nom 

McShane,  Maria  L  to  David  Bingham.  Fort  Charles  pi  West,  late 
Van  Corlear  pi.  s  e  s.  314.4  s  w  227th  st,  late  Wicker  pi,  30x80. 
Prior   mort  .S;5.750.     Oct  1,   1  year,  6%.     Oct  2,  1906.     13:3402. 

3.600 
McKeon,    James    and   Albert    D    Farrant    to    Beadl^ston    &   Woerz. 
Elm   st.    No   12.      Saloon   lease.      Sept   28,    demand,   6%.      Oct    1. 
1906.      1:1.54.  2..500 

Muschel,  Max  and  Hyman  S,  and  Charlotte  Hastort  with  Jane  R 
Thompson  guardian.  Av  C.  Nos  112  to  116,  e  s,  73.1  s  Sth  St. 
Subordination  agreement.     Sept  29.     Oct  1.  I'.MXi.     2:377.  nom 

Muschel,  Max  and  Hyman  to  Jane  R  Thompson  guardian.  Av  C. 
Nos  112  to  1H>.  e  s,  07_n  7th  st,  54.10x82.5.  Oct  1,  1906. 
due,  &c,  as  per  bond.     2:377.  08OOO 

Same  and  Jacob  Gotthofter  with  same.     Same  property.     Subordi- 
nation  agreement.      Sept  28.      Oct   1,  19<M).      2:377.  nom 
McElroy,    Daniel   S  to  BROADWAY  SAVINGS  INSTN   of  City  N  Y. 
2d  av,  Nos  422  to  430.  n  e  cor  24th  st,  No  305.  98.9x100.  Oct  1, 
1906,   1  year,  5%.     3:930.                                  '                                75.000 
Merklen.  Rosine  to  Valentine  Schussler.     47th  st.  No  ;>03.  n  s,  100 
w  10th  av,   2.5x100.5.     Leasehold.     July  2,  3  years,  5%.     Oct  1. 
1906.     4:1076.                                                                                      5  000 
Miller,    Barnet   and   Harris  Motsenson.   Brooklyn,    N   Y,   to   Joseph 
Bloch.      1.50th   St.   n   s.   2.50  w   7th   av.   163.7x99.11.      Prior  mort 
$43,000.     Sept  19,   1  year,  —%.     Oct  1.  1906.     7:2036.              5.0<l0 
Muller,   Alois  C,   Frank  A  and  John  J   to  TRUST  CO  of  AMERICA. 
53d  st.  No  3.58,  s  s,  1.50  e  9th  av,  25x100.5.     P  M.     Sept  18,   3 
years.  '>%.     Sept  29.  19<Xi.     4:1043.                                                   6,(X»0 
Meade.    Margt  E  to  TITLE   GUARANTEE   &  TRUST   CO.      46th   st. 
No  220,   s  s,   223.1   e  3d   av,   14.1x70.      Sept  27.  due,   &c,  as   per 
bond.     Sept  28,   1906.     5:1319.                                                            4.500 
May,   Jessica   T    wife    Wm    T    to    Wm   A   White   &   Sons,    a   corpn. 
.50th  St.  No  46,  s  s,  214  e  Madison  av,  20x100.5.     Sept  19,   due, 
&c,   as   per  bond.     Sept  28.   190(!.     5:1285.                                   .53.000 
Marinelli,     Louis    to    Wm    R    Wilder    et    al    trustees    John    Baird. 
113th   st.    No   316,    s   s,    175   e   2d   av.   31.3x100.11.      Sept   26.    5 
years,  5%.     Sept  28,  190<5.     6:1684.                                                23.000 
Murphy.  Lucy  A  wife  Edw  S  Murphy  to  Lion  Brewery  of  N  Y  City. 
Park  av.  No  1205.  e  s,  65.8  n  94th  st.  16x66.     Sept  27,  due,  &c, 
as  per  bond.     Sept  28,  1906.     6:1523.                                             12.000 
Maurer,  Harry  to  Carl  Albert  Mowsky.     St  Marks  pi.   No  56   (Sth 
st),  s  s,  275  e  2d  av,  2-5x97.6.     Sept  24,  5  years,  —%.     Sept  28. 
1906.     2:449.                                                                                      20,000 


Markowitz,  Rachel  to  Townsend  Wandell  and  ano  trustees  for 
Caroline  H  Johnston  will  Richard  .Arnold.  7th  av.  No  202.3. 
e  s,  25.11  n  121st  st.  37.6.x92.  Sept  27,  due  Oct  1,  1909,  5%. 
Sept   28,   1906.      7:1906.  32  000 

Mace,  Margt  J  wife  Chas  A  to  U  S  TRUST  CO  of  N  Y.  Broad- 
way. .\os  2721  to  2729,  n  w  cor  104th  st,  Nos  245  to  249,  104.5 
xl01.7xl(M>.llxl2S.5.  Sept  29,  1906,  due,  &c,  as  per  bond. 
7:1876.  «  1.5.5,000 

McGuckin,  Henry  J  to  Mary  Ehrmann.  Lenox  av.  Nos  60  to  70, 
n  e  cor  113th  st,  201.10  to  114th  st  xl25.  Prior  mort  $314  («K). 
Sept   25,    due    Oct    15,    190(!,   ii'/r-      Sept   28,    1!K)6.      6:1.597.       5.7.50 

Macfarland.  Mattie  widow  and  Edith  W  Hubbard  her  daughter  with 
Sarah  A  B  Downs.  .'{Oth  st,  No  233  West.  Agreement  that  loan 
for  $690.10  shall  be  a  lien  on  above  property.  July  14,  1902. 
Oct  3,   ]9<Hi.     3:780.  

Moses,  Rachel  to  Anna  Young.  10th  av.  No  .508,  e  s,  74.1  n  38th  st. 
24.8x100.     Oct   1,  5  years,  5%.     Oct  3.  1906.     3:736.  2.5,000 

Meyer,  John  H  to  Mary  A  Edgerton.  .50th  st,  s  w  cor  Beekman 
pi,  No  18,  19x90.     Sept  29,  5  years,  —%.     Oct  3,  1906.    5:1301. 

10000 

McEvoy,  Joseph  to  LAWYERS  TITLE  INS  &  TRUST  CO.  llSth 
St.  Nos  231  and  2.33.  n  s.  2:!1  w  2d  av.  20x100.10.  Oct  2.  due 
June  30,   190!),   '>'/,.     Oct  3,  1906.     6:1783.  28,000 

Same  and  Max  Borck  with  same.  Same  property.  Subordination 
agreement.     Oct  2.     Oct  3.   1906.     6:1783.  nom 

Same  and  Theo  C  Wood  with  same.  Same  property.  Subordination 
agreement.     Oct   2.     Oct  3,   1960.     6:1783.  nom 

Meryash,  Louis  with  Henry  H  Jackson.  2d  av,  Nos  2461  to  24(i7, 
n  w  cor  12(ith  st,  Nos  249  to  253,  99.11x100.  Subordination 
agreement.     Sept   25.     Oct   3,   IVMXi.     6:1791.  nom 

Naschitz,  Henry  to  Virginia  Danziger  and  ano  exrs  Max  Danziger. 
1st  av,  No  1102.  n  e  cor  60th  st.  No  401.  25x100.  P  M.  Equal 
lien  with  mort  for  $14,500.  Oct  1,  5  years,  5%.  Oct  3,  19(X). 
5:14.55.  14,.5O0 

Same  to  Newman  Cowen,     Same  property.     P  M.     Equal  lien  with 
mort   for   $14,500.      Oct   1,   due   Apr   1,   1911,   5%.     Oct  3.    1906.    ■ 
5:1455.  U..5O0 

Naschitz,  Henry  to  Virginia  Danziger  and  ano  exrs  Max  Dan- 
ziger. 1st  av.  Nos  1104  and  1106,  e  s,  25  n  60th  st,  2  lots,  each 
25x100.  2PM  morts,  $17,500.  Oct  1,  due  Apr  1,  1911,  5%. 
Oct   3,   190().      5:14.55.  35,000 

Nadler,  Fredk  H  to  Luke  Kouwenhoven.  S2d  st,  Nos  .548  to  5.52, 
s  s,   151.4  w  Av  B  or  East  End  av.  40x102.2.     Sept  28,  due  Nov 

1,  1911,   ii'/r.      Sept   29,    1906.      5:1,578.  32.000 
Nadler.  Fredk  H  to  Francis  D  Kouwenhoven.     S2d  st,  Nos  .54S  to 

5.52,  s  s,  111.4  w  Av  B  or  East  End  av.  40x102.2.  Sept  28.  due 
Nov   1.    1911,    5v.      Sept   29,   1906.      5:1.578.  32.000 

Naegele.  Edward,  Yonkers.  N  Y,  to  TITLE  GUARANTEE  &  TRUST 
CO  Sth  av.  No  2637,  w  s.  49.11  s  141st  st,  25x100.  P  M.  Sept 
27,  due,  &c,  as  per  bond.     Sept  28  .1906.     7:2042.  14,(KI0 

Newman,  William  to  TITLE  GUARANTEE  &  TRUST  CO.  Lexing- 
ton av,  No  2024.  w  s.  71  s  124th  st,  runs  w  40  x  s  2  x  w  50  x  s 
27.11  X  e  !K)  to  av  X  n  29.11  to  beginning.  Oct  4,  1906,  due.  &c, 
as  per  bond.     6:1772.  20.000 

Nierenberg,  Morris.  Louis  Jatte  and  Moses  Rubinsky  and  Simon 
Uhlfelder  and  Abraham  Weinberg  with  North  American  Mort- 
gage Co.  67th  st,  .\os  231  to  237,  n  s,  425  w  Amsterdam  av,  lOO 
xlOO.5.  2  subordination  agreements.  June  28.  Oct  4,  1906. 
4:11.59.  nom 

Nierenberg,  Morris,  Louis  Jatfe  and  Moses  Rubinsky  and  Celia 
Uhlfelder  and  Emma  Weinberg  with  North  American  Mortgage 
Co.  Same  property.  2  subordination  agreements.  June  28.  Oct 
4.   1906.     4:11.59.  nom 

Noetzoldt,  Henry  E  to  Fredk  Schuck.  88th  st,  No.  225,  n  s.  22;i  w 
2d   av,    25x100.8.      Oct    1,    5   years,    5%.     Oct   2,    1906.      5:1.5.34. 

15,000 

Oppenheimer,  Hermine  and  Lurie  Guenzberg  to  Julius  Guenzberg. 
1st  av.  No  1207,  w  s,  25.5  n  65th  st,  2.5x92.  Prior  mort  $23  - 
000.     Oct   1,  2  years,  C,'/,.     Oct  2,  1906.     5:1440.  3.000 

Ostrander.  Harriet  E  to  UNION  DIME  SAVINGS  INSTN.  De_y_  st, 
Nos  57  and  57y2,  s  w  cor  Greenwich  st.  No  178,-  47.11x30.1x57. 2x 
31.2.     Oct  1,  due  May  1,  1908,  5%.     Oct  2,  1906.     1:.59.    ^^     5.OO0 

Obshtein.  Max  to  Chas  Jaeger.  2d  av.  No  21.54,  e  s.  75.11  s 
11th  st,  25x100.  Prior  mort  $16,000.  Oct  2,  3  years,  67c.  Oct 
3,   1906.      ():l(iS2,  ■.i/ia'** 

Same  to  Henry  Ruschmeyer.  Same  property.  Prior  mort  $20,000. 
Oct  2,  2  years,  r//r.     Oct  3,   1906.  1.1'X) 

Same  to  TITLE  GUARANTEE  &  TRUST  CO.     Same  property.     Oct 

2,  due,   &c,  as   per   bond.      Oct  3.   1906.     6: 1(582.  1(),000 
Oddie,   Edith   H  wife  of  and  John  V  S  Oddie,   Massapeaqua,  L  I,  to 

Fredk  Sheldon.  Monroe  st.  No  243,  n  s,  2(i3.10  e  Scammel  st 
2,3.(>x94.3.x23.<)x94.(k     Oct  4,  19(X1,  3  years,  4%%.     1:266.  li.iXX) 

O'Brien,  Jos  L  to  Sarah  A  Joseph.  130th  st.  No  27.  n  s,  294  e  ^)th 
av,  l(!x99.11.     Sept  29,  3  years.  5%.     Oct  1,  1906.     6:lio..).     i..)00 

OUive,  Thomas  S  to  Mary  E  Richardson.  135th  st.  Nos  3(i  and  38, 
s  s,  360  e  Lenox  av.  ,50x99.11.  Sept  29,  due  Jan  23,  1910,  4V47r. 
Oct   1,    19(,I6.     6:1732.  10.(X)0 

Pickel,  Saml  to  N  Y  Society  for  the  Relief  of  Widows  and  Orbpans 
of  Medical  Men.  a  corpn.  lS7th  st.  No  528,  s  s,  2i.:i  w  Amster- 
dam av.   19.3x75.     Oct  1,  1906,  5  years,  5%.     8:21ob.  i.a)0 

Perlman,  Louis  to  Chas  H  Phelps  exr  John  G  Butler.  1st  av.  No 
14(i8,  e  s,  (52.2  n  76th  st,  20x70.  P  M.  Oct  1,  190b,  3  years 
5%.     5:1471.  12,000 
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KING'S  WINDSOR  CEMENT 

For  Plastering  Walls  and  Ceilings  J.  ».  kino  &  CO.,  No.  l  Broadway.  New  York 


Elastic  In  Its  nature,  can  be  applied  with  25  pei 
cent,  less  labor  and  has  12  '^  per  cent,  more  cov 
ering   capacity  than  any  other  similar  material 


Pellegrino,  Elvira  T  to  Isidor  Kronacher.  97th  st,  No  1118.  s  s, 
285  e  ad  av,  25x100.     P  M.     Oct  1,  1906,  5  years,  5%.     G;liU(i. 

n.(XMj 

Same    to    Thomas    Conville    Brewiug    Co.      Same    property.      Prior 

mort  $11,000.     Oct  1,  1900,  3  years,  (i',;,.     0:1040.  2,000 

Parlt,  Wm  G  to  N  Y  Bible  &  Common  Praver  Book  Society.     9()th 

St.  n  s,  100  w  Park  av,  100x100.11.     Oct  3,  3  years,  4%.     Oct  4, 

1900.     6:1002.  25,0(X) 

Phelps,  Chas  H  exr  William  Wail  to  Euphemia  Whittredge.     Beek- 

man  st.  No  59;  and  Ann  st.  No  89.     %  part.     Declaration  as  to 

correction    o£   amount    of   mortgage,    &c.      Oct   3.      Oct   4,    1900. 

1:93.  

Perlman,   Louis   to   Saml  Grodginsky.      1st   av.   No   1408,   e   s,   02.2 

n    70th    st,    20x70.      Prior    mort    $12,000.      Oct    1,    due    Feb    15, 

1909,  6%.     Oct  2,  1900.     5:1471.  3,500 

Pohl,  Adolph  and  Josephine  with  Isidore  Ganz.     2d  av.  No  95,  w  s, 

73.3  s  0th  st,  23.9xl05x24.3x  irreg.     Extension  mort.     Sept  28. 

Oct  1,  1900.     2:461.  nom 

Polansky,    Charles,    Isaac    and    Saml    to    Wolf    Finkelstein    et    al. 

Essex  st,  No  40,  e  s,  101.0  s  Grand  st,  2,5x100.     P  M.     Sept  28, 

7  years,   67o.      Oct  3,   1900.     1:311.  12,(X)0 

Presbyterian    Home    for    Aged    Women    in    City   N   Y    to   Michl    H 

Solomon.      120th   st,  "No   312,    s   s,   225.3   w   8th   av,   25xlO<J.ll. 

Extension   mort.      Sept  28.     Oct   2,   1900.      7:1940.  nom 

Pigueron,  Wm  G  to  Paul  Martin.     Stone  st.   No  24,  s  s,  abt  42  e 

Broad  st,   17.9.x —  to  Pearl  st.  No  59,  x23.6x— ;   Stone  st.  No  20, 

s  s,  abt  59.9  e  Broad  st,   19. Ox —  to   Pearl  st,   No  61,   x22.7x — . 

Oct  1,  demand,  —  %.     Oct  3,  1906.     1:29.  5,500 

Palmieri,  John   to   Israel   Lippmann.     Baxter  st.   No   137,   e  s,  abt 

100  n  Hester  st,  25x100.     P  M.     Sept  15,  installs,  0%.     Sept  28, 

1906.     1:230.  7,900 

Patterson,  Annette  M  to  TITLE  INS  CO  of  N  Y.     95th  st.  No  54, 

s  s,  227  e  Columbus  av,  18x100.8.     Sept  28,   1900,  3  years,  5%. 

4:1208.  13,000 

Pasquale,  Angelo  to  William  R  Wilder  et  al  trustees  John  Baird. 

113th  st.   No  318,   s  s,   200.3  e  2d  av,  31.3x100.11.      Sept  20,   5 

years,  5%.     Sept  28,  1000.     0:1084.  23,000 

Peloso,    Dominick   with   John   S   Baird    et   al    trustees   John   Baird. 

113tli    st.    No    310    East.      Subordination    agreement.      Sept    25. 

Sept  28,   1900.     6:1684.  nom 

Rosenthal,  Marcus  A  to  Gertrude  Fuchs.     Cannon  st.  No  133,  w  s, 

80  s  Houston  st,  20x100.     P  M.     Prior  mort  $19,000.     Sept  26, 

2  years,  6%.     Sept  28,  IttOtj.     2:335.  2.000 
Reynolds,  Frank  to  Patrick  C  Duffy.     .S8th  st,  No  172,  s  s,  152.1 

w  3d  av,   17.7x100.8.      P   M.      Sept  27,   3   years,  — %.      Sept   28, 
1906.     5:1516.  10,000 

Roosevelt  Realty  &  Construction  Co  to  Saul  Bernstein.  100th  st, 
s  s,  175  e  Broadway.  37.6x99.11.     Prior  mort  $35,000.     Sept  24. 

3  years,  6%.     Sept  28,  I'.HXi.     8:2118.  9,000 
Ryan,    Annie   to   V   Loewers   Gambrinus   Brewery   Co.      ,3d   av.   No 

2011.     Saloon  lease.     Sept  27,  demand,  6%.  Sept  28,  1000.  0:1660. 

1,200 

Revel  Realty  &  Securities  Co  to  C  Walter  Harford.  19th  st,  Nos 
249  to  253,  n  s,  220.10  e  8th  av,  runs  n  112  x  e  22  to  c  1  Old 
Fitz  Roy  road  x  s  22.8  x  s  e  39  x  s  w  91  to  st  x  w  60,8  to  begin- 
ning.     P   M.      Prior  mort  $ .     May  3,   due  July  1,   1907,   5%. 

Sept  28,  1906.     3:769.  5,000 

Rosenthal,  William  to  Katharina  Vetter.  2d  av.  No  101,  s  w  cor 
6th  st,  Nos  238  and  240,  24.3x105.  Sept  28,  I'.KHj.  1  year,  (i%. 
2:461.  6,<X)0 

Romm,  Hyman  to  Mishkind-Feinberg  Realty  Co.  110th  st,  Nos 
223  to  229,  n  s,  266.8  w  2d  av.  83.4x100.11.  Sept  27,  demand, 
6%.     Sept  28,   1906.     6:1660.  5.000 

Rice,  Frances  H  widow  to  EQUITABLE  LIFE  ASSUR  SOC  of  tlje 
U  S.  79th  st,  No  109,  n  s,  85  e  Park  av,  20x102.2.  Sept  28, 
1906,   due   June   30,   1910,   4^%.      5:1.508.  14.000 

Rosenfeld,  Saml  to  Nathan  Lacher.  16th  st.  No  534,  s  s,  190.7  w 
Av  B,  24.11x103.3.     1^4  part.     Oct  1,  1900,  4  months,  6%.     3:973. 

500 

Roosevelt  Realty  &  Construction  Co  to  Saul  Bernstein.  100th  st, 
s  s,  175  e  Broadway,  37.6x99.11.  Declaration  as  to  consent  of 
stockholders  to  mort  for  $9,000.     Sept  24.     Oct  1,  1900.     8:2118. 

Rohkohl,  Frederick  to  BenJ  Jacobs  and  ano.  143d  st,  Nos  253  and 
255,  n  s,  212.6  e  8th  av,  2  lots,  each  37.6x99.11.  2PM  morts, 
each  .$15,000;  2  prior  morts,  $30,(KX)  each.  Oct  1,  5  years,  6%. 
Oct  3,  1906.     7:2029.  30,000 

Ronginsky,  Pincus  to  M  Reynolds  Plumbers  Supply  Co.  136th  st, 
n  s,  235  w  5th  av,  17.5x99.11.  Prior  mort  $2a),(KI0.  Oct  1.  1 
year,  0%.     Oct  2,  1900.     0:1734.  8,6(W 

Ryan.  Joseph  P  to  LAWYERS  TITLE  INS  &  TRUST  CO.  37th  st. 
No  .335,  n  s,  178  w  1st  av.  25x97.8  to  s  s  (old)  Susan  st  x25.8x 
94.     Sept  7,  due  Oct  3,   1009,  5%.     Oct  3,   190(j.     3:943.  9,000 

Richter,  Chas  J  to  Selmar  Hess.  48th  st,  Nos  318  and  320,  s  s,  200 
w  8th  av,  50x97.3.  Sept  13,  due  Aug  4,  1909,  4%%.  Oct  3,  1906. 
4:1038.  20,000 

Schwartz,  Wm  A  to  Jacob  Gordon  and  ano.  East  Broadway,  No 
198,  n  s,  78.4  e  Jefferson  st,  20.3.\60.4x26.1x(X).5.  P  M.  Prior 
mort  .$ .     Sept  27,  5  years,  6%.     Sept  28,  1906.     1:285.      13,500 

Saunders,  Arthur  W,  Brooklyn,  N  Y,  to  John  C  R  Eckerson  et  al 
exrs  and  trustees  Jos  H  Snyder.  32d  st.  No  18,  s  s,  116.6  w 
Madison  av,  21.10x98.9.  Sept  26,  2  years,  i>k%-  Sept  28,  1906. 
3:861.  57,500 

Senft.  Elias  and  Saml  L  Bruck  to  Gustav  Kaliski  et  al.     1.39th  st. 

No  27,  n  s,  525  e  Lenox  av,  50x99.11.     P  M.     Prior  mort  $ . 

Sept  26,  6  years,  0%.     Sept  28,  1906.     6:1737.  6.000 

Schwarz,  Doris  to  Eda  Brainin.  105th  st.  No  71.  n  s.  130  w 
Park  av,  25x100.11.  P  M.  Prior  mort  $20,000.  Sept  20,  due 
Nov  27,   190«J,  6%.     Sept  28,   190(>.     6:1011.  4,500 

Storrs,  Frank  to  Francis  H  Burge  admr  Jennie  E  Clarke.  148th 
st.  No  (;31.  n  s,  275  w  Broadway,  10.8x99.11.  P  M.  May  25,  due 
Sept  27,   1!X)9,  5>/4%.     Sept   28,  1906.     7:209.5.  10.000 

Sakolski,  Isaac  to  Thomas  McManus  &  Son.  a  corpn.  3d  av.  No 
1925,  n  e  cor  10(5th  st,  Nos  201  and  203,  25.2x110.  P  M.  Prior 
mort   $20,000.      Sept  20,   3  years,   0%.     Sept  28,   1906.     6:16,56. 

24,000 

Silverson,  Abraham  to  STATE  BANK.  Catherine  slip.  No  13,  s  e 
cor  Water  st,  Nos  .393  and  395,  18.2x51.6xl9.2x.53.9;  Catherine 
slip.  No  15,  e  s.  18.2  s  Water  st,  17.8x49.7x17.11x51.6.  June 
31,  secures  notes,  6%.     Sept  29,  1906.     1:250.  6,500 


Stanley  Court  Realty  &  Construction  Co  to  TITLE  GUARA.XTEE 
&  TRUST  CO.  KMith  st.  No  301,  n  w  cor  West  End  av.  No  941, 
100x75.11.  Building  loan.  Sept  21,  due  Apr  1,  1907,  6%.  Sept 
29,   1900.     7:1892.  375,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to   above   mort.     Sept   20.      Sept   29,    1900.      7:1892.    

Slater,  Saml  T  to  LAWYERS  TITLE  INS  &  TRUST  CO.  100th 
st,  Nos  179  and  181,  n  s,  95  e  Lexington  av.  .50x10(1.11.  Sept 
29,  due  June  30,  1911,  5%.     Oct  1,  1900.     6:1628.  48,000 

Same  with  same.  Same  property.  Subordination  agreement.  Oct 
1.   ISHMi.     0:1(J28.  nom 

Strodl.  John  H  to  Harry  Kraft.  121st  st,  Nos  235  and  237,  n  s.  1.S5 
w  2d  av,  2  lots,  each  25xl(X>.10.  2PM  morts,  each  $0,500;  2  prior 
morts,  each  $12,500.     Oct  1,  3  years,  6%.     Oct  4,  1906.     6:1780. 

13,000 

Sprague,  Martha  A  to  Jeannette  B  Chappotin.     84th  st.  No  64,  s  s,    , 
100  e  Columbus  av,  18x102.2.     Oct  4,  1906,  1  year,  5%.     4:1197. 

9,000 

Smith,  Jane  M  wife  of  and  Matthew  J  to  TITLE  GUARANTEE  & 
TRUST  CO.  110th  st.  No  28,  s  s,  585  e  Lenox  av,  ISxKJO.ll. 
Oct  4,   1906,  due,  &c,  as  per  bond.     6:1717.  4,0<X) 

Specter.  Isaac  to  Virginia  Danziger  and  ano  exrs  Max  Danzlger. 
(10th  st,  Nos  231  and  233,  n  s,  80  w  2d  av,  2  lots,  each  25xl(X>,5. 
2  morts,  each  $20,500.  Oct  1,  due  Apr  1,  1911,  5%.  Oct  4,  10(J6. 
5:1424.  41,000 

Same  to  Rudolph  Offner.  Same  property.  2  morts,  each  $3000; 
2  prior  morts,  $20,500  each.  Oct  1,  1  year,  6%.  Oct  4,  lOOO. 
5:1424.  0,000 

Specter,  Isaac  to  Virginia  Danziger  and  ano  exrs  Max  Danziger. 
(iOth  st.  No  221,  n  s,  230  w  2d  av,  28x100.5.  Prior  mort  $16,000. 
Oct  1,  due  Apr  1,  1911,  Cf/c.     Oct  4,  190(i.     5:1424.  8.(K10 

STATE  BANK  with  Louisa  Garafalo.  115th  st.  No  326,  s  s,  320 
e  2d  av.  20xl<X>.10.  Subordination  agreement.  Oct  2.  Oct  3, 
1906.     6:1086.  nom 

Stilwell,  Lizzie  B  to  Lulu  P  Browne.  126th  st.  No  14,  s  s,  78.9  w 
5th  av,  18.8x90.11.     Sept  20,  1  year,  5%.     Oct  3,  190(j.     6:1723. 

8,500 

Scheyer,  Philip  to  James  Blaine  and  ano.  131st  st,  Nos  2.S  and  30. 
s  s,   360  w  5th  av,  .50x99.11.     P   M.     Prior  mort  .$.55,000.     Oct 

1,  3  years.  5i^%.     Oct  3,  lOCHi.     6:1728.  18,000 
Seelig,  Emil  to  Adele  R  Gardiner.     54th  st,  Nos  238  and  240,  s  s, 

•  1.58.4  w  Broadway  (as  in  1868),  50x9.5.5.  P  M.  Prior  mort 
$25,000.     Oct   1,  5  years,  57o.     Oct  4,  190().     4:102.5.  50,000 

Sprung,  Isaac  to  Cath  A  Stevens.  Rivington  st.  No  24,  n  s,  50  e 
Chrystie  st,  25x100.     Oct  2,  1906,  5  years,  5%.     2:421.  26,000 

Stern,  Helnrich  to  Arthur  Stern.  73d  st.  No  250,  s  s,  305.8  e 
West  End  av,  19.4x102.2.  P  M.  Sept  28,  5  years,  5%.  Oct  2. 
1906.     4:1164.  7,500 

Stern,  Alma  C  to  Helen  R  wife  Wm  D  Baldwin.  115th  st,  Nos  016 
to  620,  s  s,  194.4  e  Riverside  Drive,  75x100.11.  P  M.  Prior 
mort  $115.<KX).     Oct  1,  3  years,  6%.     Oct  2,  1906.     7:1890.     25,000 

Schnepp,  Henry  to  Linda  S  Kahn.  Cornelia  st.  No  22,  s  s,  abt 
198  e  Bleecker  st,  runs  w  25  x  s  92.4  x  e  17  x  s  e  10  x  n  86  to 
St.     Oct  1,  .5-  years,  — %.     Oct  2,  lf)06.     2:589.  gold,  13,500 

Schachter,  Morris  and  Bessie  Metzger  to  Morris  Haber  et  al. 
Wooster  st.  No  1.50.  e  s,  195  s  Houston  st,  25xl(J0.  P  M.  Aug 
28.  3  years,  0%.     Oct  3,  190(j.     2:514.  4,.500 

Segal,  Herman  to  Jane  R  Thompson  guardian.  13th  st,  Nos  636 
and  638,  s  s.  IS:?  w  Av  C,  50x103.3.  Oct  3,  1900,  due,  &c,  as  per 
bond.     2:395.  44.000 

Saideman  or  Seideman,  Mary  to  Cora  H  Tangeman  et  al  extrxs 
Eliza  E  Hoagland.  106th  st.  No  232,  s  s,  225  w  2d  av,  25x100. 
Oct   3,    lOtW.   5   years,   — %.      6:1655.  gold,   20,000 

Schueller,  Chas  A  to  Phebe  J  McAdam.  Audubon  av.  No  300,  w  s, 
89.10  n  184th  st,  runs  w  00  x  n  10.1  x  e  10  x  n  7.11  x  e  50  to 
av   X   s   18   to   beginning.     P   M.     Sept  28,  3  years,   6%.      Oct   3, 

1906.  8:2157.  0.000 
Same  to  Zane  Hughes.     Same  property.     Prior  mort  $6,000.     Sept 

28,  3  years,  0%.     Oct  3.  lEKKS.     8:2157.  1,500 

Schlesinger,  John  B  to  Martha  B  Mosher.     145th  st,  Nos  528  and 

.5,30,  s  s,  275  e  Broadway,  50x99.11.     Oct  2,  5  years,  6%.     Oct  3, 

1900.     7:207(!.  20,(XX) 

Schlesinger,  John  B  to  Martha  B  Mosher.     145th  st,  Nos  .528  and 

.530,   s  s,   275  e   Broadway.  50x00.11.      Prior  mort  ,$00,000.     Oct 

2.  due   Feb   1,   1!:K)8,   6%.     Oct  3,   1000.     7:2076.  3,(X)0 
Schenck,   Jos    M    and    Nicholas   M   to   Thomas   Paton.     Amsterdam 

av,  n  w  s,  bet  190th  st  and  Fort  George  av,  and  being  plot  8 
map  128  acres  of  land  in  12th  Ward.  land  of  estate  Isaac  Dyck- 
man,  100x435.7x100x439.7  s  e  s;  Amsterdam  av,  n  w  s,  bet  190th 
st  and  Fort  George  av,  and  being  plot  9  same  map,  runs  n  e  47.0 
X  s  e  50  X  n  e  .52.0  x  n  w  493.10  x  s  w  l(X).l  x  s  e  4.39.7  to  be- 
ginning except  part  for  Audubon  and  Amsterdam  avs.  P  M. 
Oct  1.  10  years,  57£.     Oct  3,  1906.     8:2160.  120,000 

Steckler,  Alfred  with  Simon  Baer.  Columbia  st.  No  111,  w  s,  125 
n  Stanton  st,  25x100.  Extension  mort.  Apr  20,  1905.  Oct  2, 
1900.     2:.335.  nom 

Small,  Abraham  to  Louis  Meryash.  2d  av,  Nos  2461  to  2407,  n  w 
cor  126th  st,  Nos  240  to  2.53,  99.11x100.     Aug  10,  due  Feb  10, 

1907,  6%.     Oct  3,  1906.     6:1791.  8,000 
Taylor,  Cordelia  M  to  Maud  E  Hewitt.     132d  st.  No  122,  s  s.  250  w 

Lenox  av,  16.8x99.11.     Oct  1,  3  years,  6%.     Oct  3,  1900.  7:1016. 

1,000 

Turney,   Cathleen   to  Wm   E  Good.     8th  av.   No  152,   e  s.   7.S.10  n 

17th  st,  26,3x100.     P  M.     Prior  mort  $ .     Oct  2,  1006,  3  yrs, 

6%.      3:767.  20,000 

Topper.  Gustave  and  Leo  Schatran  to  Rachel  Levy.  112th  st.  No 
235,  n  s,  482  e  8th  av,  1,8x100.11.  P  M.  Oct  1,  1900,  3  years. 
— %.     7:1828.  3,2.50 

Thom,  James  to  TITLE  GUARANTEE  &  TRUST  CO.  Amsterdam 
av,  s  e  s,  at  n  e  s  lot  15,  runs  s  e  228. .3  to  n  w  s  Speedway 
Park  X  n  e  102.9  x  n  w  22.5.6  to  av  x  s  w  100  to  beginning,  being 
part  of  lot  16  map  128  acres,  being  part  of  estate  of  Isaac 
Dyckman.     Sept  29,  due,  &c,  as  per  bond.     Oct  1,  HIOG.     8:2149. 

20  000 

Uhlfelder,  Simon  and  Abraham  Weinberg  with  City  Mortgage  Co. 
7()th  st,  s  s,  175  e  Av  A,  148x100.4.  2  subordination  agree- 
ments.     Sept   19.     Oct  4,   1906.     5:1481.  nom 

Urban  Building  Co  to  Frederick  G  Potter.  35th  st.  Nos  29  and  31, 
n  s  405  w  5th  av,  40x98.9.  Prior  mort  $205,000.  Sept  20,  de- 
mand, — %.     Oct  3,  190ti.    3:837.  5,000 
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von  der  Lieth,  Henry  to  BOWERY  SAVINGS  BANK.  Lenox  av. 
No  400,  e  s,  25  n  13Uth  st.  25xl(X).  Oct  3,  due  Feb  28,  1910, 
41/2%.      Oct  4,   190G.     (5:1728.  2.500 

Same  with  same.     Same  property.      Extension  mort.     Oct  3.     Oct 

4,   190C.      (i:1728.  nom 

Volpe,  Leonard  to  Lion  Brewery.  Baxter  st,  No  130,  3  w  cor  Hes- 
ter St,  No  200.  Saloon  lease.  Sept  26,  demand,  6%.  Oct  1,  1906. 
1:207.  2,000 

Volz.  John  to  John  D  Van  Buren  exr  Saml  Aymar.  86th  st.  No 
127,  n  s,  (;0.(i  w  Lexington  av,  30xl(XI.8.  Sept  28,  3  years,  — %. 
Sept   29,    1906.      5:1515.  20,000 

Vickers,  Kessie  to  Francis  S  Mann.  64th  st.  No  149,  n  s,  336 
e  Amsterdam  av,  18x100.5.     Sept  28,  1906,  3  years,  5%.     4:1136. 

15,000 
Same  to  Walter  M  Weiss.     Same  property.     Sept  28,  1906,  1  year, 

6%.     4:1186.  2.500 

Wilson.  Katharine  Van  B.  Poughkeepsie,  N  Y,  to  Louisa^  M 
Gregier  Walters  extrx  Michl  V  Gregier.  Greenwich  st.  No  794, 
w  s,  44  s  12th  st,  24x83.  Sept  24,  1  year,  5%-  Sept  29,  1906. 
2:640.  1.225 

Vigorito,  Dominick  to  De  Witt  C  Flanagan  and  ano  trustees,  &c. 
Bayard  st,  No  108.  Saloon  lease.  Oct  1,  demand,  6%.  Oct  2, 
1906.      1:199.  2,000 

Warshauski.  Jacob  to  Augusta  Levy.  75th  St.  No  225,  n  s,  280  e 
•Ad  av,  25x102.2.  Sept  25,  due  Feb  1,  1909,  5%.  Oct  2,  1900. 
5:1430.  9,000 

Waldman,   Mayer  D  to  Benj   M  Gruenstein.     Columbia  st.  No  111, 

w  s,  125  n  Stanton  st.  25x100.     P  M.     Prior  mort  $ .     Oct  1, 

5  years,  6%.     Oct  2,   1906.     2:.335.  11.2.50 

Waldman.   Mayer  D  to   Benj   M  Gruenstein.     Columbia  st.   No  111, 

w  s,  125  n  Stanton  st.  25x100.     P  M.     Prior  mort  $ .     Oct  1, 

5  years,  6%.     Oct  2,   1906.     2:335.  11,250 

Weil,  Saml  J  to  David  M  Mayerson.  54th  st.  No  336,  s  s.  250 
w  1st  av,  2.5x100.5.  P  M.  Sept  24,  3  years,  6%.  Oct  2,  1906. 
5:1346.  8,875 

Weil,  Markus  to  Albert  M  Baumann,  Dry  Dock  st.  No  19,  s  w  cor 
12th  st,  Nos  722  to  728.  75x84.  P  M.  Prior  mort  $15,000.  Oct 
2,   1906,   due   July  30,   1909,   6%.     2:381.  15,000 

Wellenkamp,   John   E   to   Wm   A   Spencer   et   al   trustees   Lorillard 
Spencer    tor    benefit    of    Lorillard    Spencer    and    remaindermen. 
Greenwich  st,   No  791,   e  s,  93.10  s  12th  st,   runs  e  66.5  x  n  30 
X  w  11  X  n  4.5  X  w  55.5  to  st  x  s  34.6  to  beginning.     Sept  27     . 
due  Oct  1,  1909,  4%%.     Oct  1,  1906.     2:624.  16,000 

Same   to   John   J   Gleason.      Same    property.      Prior   mort  $16,000. 

Sept  27,  1  year,  iY/r.     Oct  1,  19(X;.     2:624.  1.500 

Whitridge.  Fredk  W  to  L.^WYERS  TITLE  INS  &  TRUST  CO.  11th 
st.  No  29,  n  s,  91.6  w  University  pi,  runs  n  e  102  x  n  w  12.3  x  w 
11.2  X  s  w  99.6  to  st  X  s  e  22.11  to  beginning.  Sept  15,  3  years, 
4W/t-     Oct  1,  1906.     2:569.     ■  20,000 

Weif.  Max  (estate  of)  to  Rosalie  Solomon.  85th  st.  No  166  West. 
Certificate   as   to   reduction   of   mort.      Sept   25.      Sept   28,   1906. 

4:1215.  

Wright,  Eliz  to  Franziska  Kick.  104th  st.  No  31,  n  s,  140  e  Man- 
hattan av,  16.8x100.11.     P  M.     Oct  1,  1900,  2  years,  6%.    7:1840. 

4,000 
Wolfish,   Israel   to   Gertrude  Palmer.     Ludlow   st.   No  179,  n   w  s, 
124  s  w  Houston  st,  23.10x87.10.     Oct  2,  3  years,  5%.     Oct  3, 
VMG.     2:412.  ^^     16,000 

Same   to  Isaak  Selig.     Same  property.     Prior  mort  $16,000.     Sept 

25,  2  years,   (!%.     Oct  3,   ItKXi.     2:412.  3,000 

Williams  (Jno).  Inc,  a  corpn.  to  BROADWAY  SAVINGS  INSTN  ot 
City  N  Y.  27th  st,  Nos  .536  to  542,  s  s,  430.6  w  10th  av,  94.5x 
98.9.     Oct  3,  19CMJ.  due  Nov  1,  1907,  4%%.     3:098.  50,000 

Same  to  same.     Same  property.     Consent  tot  stockholders  to  above 

mort.     Oct  2.     Oct  3,  1906.     3:698.  

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Oct  2.     Oct  3,  1906.     3:698.  

Yudkoft,  Louis  to  Jos  F  Stier.  70th  st.  No  346.  s  s.  .300  e  2d  av. 
25x102.2.     Sept  28,  due  Sept  1,  1911.  5%.     Oct  2,  1906.     5:145a 

Yudkoff,- Louis  and  Barnett  Hamburger  with  Joseph  F  Stier.  76th 
st.  No  .346,  s  s,  .300  e  2d  av.  25x102.2.  Subordination  agreement. 
Sent    28.      Oct    2.    190(i.      5:14.50.  nom 

Zibell,  Julius  A.  o£  Sparkill,  N  Y,  to  Townsend  Wandell.  S4th  st, 
No  502,  s  s,  98  e  Av  A,  25x102.2.  Oct  1,  1906,  3  years,  5%. 
5:1580.  „,  14.000 

Zurla.  Joseph  H  and  Astride  Pardi  to  Hanny  Rosen.  116th  st,  No 
3.53,  n  s.  100  w  1st  av,  16.8x100.11.  P  M.  Oct  3,  1906,  4  yrs, 
5%.     6:1688.  ,  8.000 

Zuccaro,  Cristoforo  to  Robt  P  Lee  and  ano  exrs  Walter  N  De 
Grauw  Jr.  13th  st.  No  444,  s  s,  abt  lOU  w  Av  A.  24.3x103.3.  Sept 
21,  5  years,  5%.     Oct  3.  19Cr>.     2:440.  2i.500 

BOROUGH   OF   THX  BBOHX. 

Under  this  head  the  *  denotes  that  the  property  is  located  In  the 

new  Annexed  District   (Act  of  1895). 

Amend  Caroline  M  to  GERMAN  SAVINGS  BANK  in  City  N  Y. 
Perry  av,  n  w  s,  116.3  s  w  Mosholu  Parkway,  runs  n  w  125  x  s  w 
33.1  X  s  e  17.7  x  s  w  27.10  x  s  e  105.11  to  av  x  n  e  62.6  to  be- 
ginning.    Sept  27,  3  years,  5%.     Sept  28.  1906.     12:3299.     14,000 


*Aronson,  Saml  to  Jefferson  M  Levy.  Lots  27  and  30  to  39  blk  26 
lots  48,  49,  59,  W  and  61  blk  26.  lots  52  to  57  blk  27,  lots  7  to 
16  blk  5,  lots  .56  to  64  inc  blk  22,  map  of  land  at  Edenwald. 
P  M.     Sept   13.  3  years,  6%.     Sept  28,  19(MJ.  12,000 

Appelbaum,  Harris  and  Nathan,  and  Jerome  Reiss  firm  of  Appel- 
baum  &  Reiss  to  Jostph  Reiss.  165th  st,  n  s,  1(X)  e  Morris  av, 
runs  e  114.9  to  c  1  College  av  x  n  282  x  w  122.6  x  s  207  x  s  7.tj 
X  s  75  to  beginning,  except  part  for  College  av.  Sept  27,  due 
Nov   1,   1906,   6%.      Oct   1,   1900.      9:2437.  7,500 

Aldhous,  Herbert  to  Mabel  B  Ryer.  Grand  av,  e  s,  457.8  s  Burn- 
side  av,  25x89.3x25x90.  Sept  29,  1  year,  6%.  Oct  1,  1906. 
11:2870.  1,000 

Same  to  same.     Grand  av.  e  s,  482.8  s  Burnside  av,  25x88.4x25x 

89.10.     Sept  29.   1  year.  O'/c.     Oct  1.  1906.     11:2870.  1,000 

Archer   Realty   Co   to  Sarah   C  Miller.     Decatur   av.   No  2778,   s   e 

cor  198th  st,  23.1x75x18.1x75.2.     P  M.     Prior  mort  $ .     July 

3,  5  years,  59c.     Oct  2,  1906.     12:3278.  2,4.50 

Same  to  same.  Decatur  av,  Nos  2772  to  2776,  e  s,  23.1  s  198th  st, 
3   lots,   together   in   size  68.3x75x67.10x75.      3PM   morts,   each 

$2.4.50;    2    prior    morts    $ .      July    3,    5    years,    5%.      Oct    2, 

190tj.     12:3278.  7,350 

Same  to  same.     Decatur  av.  No  2770,  e  s,  91.6  s  198th  st,  26.6x 

75.4x18.5x75.      P   M.      Prior   mort   | .      July   3,   5   years,   5%. 

Oct  2.   190(>.     12:3278.  2.450 

Alpers,  Ferdinand  to  Michl  Bissert.  Jackson  av.  No  1186,  s  e  s, 
21.9  s  w   Boston  road,   runs  s  e  132.11  x  n  e  19.11  x  n  w  66.11 

X  —  66.2  to  av  X  s  20  to  beginning.     P  M.     Prior  mort  $ .     Oct 

1,  5  years,   5%.     Oct  2,  1906.      10:2652.  7,000 

Berkowitz.    Sarah    wife    of    and    Herman    to    Abraham    Stuermann. 

Tremont  av,  s  s,  250  w  Marmion  av,  50x100.     Prior  mort  $ . 

Sept  29,  due  Jan  1,  li;»08,  6%.     Oct  2,  1906.     11:2956.             3,(X»0 
Belmont  Realty   &  Construction  Co   to  William  Seidman.     Walton 
av,  w  s,  176.8  n  Burnside  av,  75.8x100.11.     Sept  25.  1  year,  — %. 
Oct  2,  1906.     11:3185.                                                                       2,000 
Same  to  same.     Same  property.     Certificate  as  to  consent  ot  stock- 
holders to  above  mort.     Sept  25.     Oct  2,  190<5.     11:3185.  

Blumenthal,  Geo  to  Christian  Armbruster  and  ano.  141st  st. 
No  889,  n  s,  27  w  Cypress  av,  27x100.6.  P  M.  Prior  mort  $13.- 
OCK).     Oct  2.  IttOO.  3  years.  6%.     10:2554.  5.000 

Bihler,  Sophie  and  Katie  Nestel  to  Christian  Armbruster.  141st 
st.  No  887,  n  s,  .54  w  Cypress  av.  27x100.6.  P  M.  Prior  mort 
$13,000.     Oct  2,  1SKJ6,  3  years,  6%.     10:2554.  5,000 

Beakes,  Geo  W  to  Sarah  E  Gifford.  143d  st,  n  s,  195.2  e  Willis 
ay,  old  line.  14.11x100.  July  1,  due  Apr  4,  1908,  5%-  Oct  4. 
190*!.     9:2288.  2,000 

Byrnes,  Wm  L  to  C  Leicester  Payne.  Southern  Boulevard,  n  s, 
440  e  Willis  av,  75x100.  Oct  2,  due  Apr  4,  1906,  —%.  Oct  4. 
190<5.     9:278.  1«.000 

*BaechIer.  Chas  H  to  Morris  H  Dillenbeck  et  al  exrs,  &c,  Fredk  M 
St  John.  West  Farms  road,  s  s,  27.6  e  Commonwealth  av,  37.6x 
— x25x— .      Oct   1,  3  years.   5%.     Oct  4.   1906.  5,000 

Bluestein,  Jacob  to  Howard  Olwood.  165th  st.  n  s.  bet  Kelly  st 
and  Intervale  av,  and  being  lot  33  blk  469  map  of  subdivision 
ot  property  of  Charlotte  F  Trowbridge,  being  a  part  ot  Fox  es- 
tate.     Sept   18,  due  Feb   1,   1908,  — %.      Oct  2,   1901!.      10:2705. 

2,666.67 
♦Brady    Hugh  to  John  P  Pape.     Oakley  pi.  e  s.  1.1()9  n  Mianna  st. 

2.5x100.      P  M.     Oct  1.  3  years,  .5%.     Oct  3.   19(K;.  2.000 

Barba.  Giosue  to  TITLE  GUARANTEE  &  TRUST  CO.  Arthur  av, 
n  w  s,  bet  Belmont  pi  and  187th  st,  and  being  s  w  %  lot  88  map 
Union  Hill,  Powell  estate.  25x124.  except  part  for  av.  Building 
loan.      Oct  3.   1906.  demand.   6%.      11:306.5.  _  8,000 

*Baker,  Garniss  E  to  Edward  A  Schill.  Benedict  av.  n  s,  175  w 
Pugsley  av,  KlOxliX).  2PM  morts.  each  $350;  2  prior  morts, 
$1.3(i5.     Aug  28,  3  years,  6%.     Oct  2,  1906.  700 

Blanchard.  Rachel  A  to  John  H  Burt.     Topping  av,  e  s,  109  s  I'Oth 

St.  25x95.     Oct  1.  l'.)06.  3  years.  5%.     11:28(X>.  5,500 

♦Breglia.  Gennaro  to  Hudson  P  Rose  Co.  Schuyler  st.  s  s,  100  w 
Crosby  av.  25x78.10.x25.2x76.4.  P  M.  Sept  22.  2  years.  5%%. 
Sept  28,   1906.  „^        275 

Burland.  Wolt  to  Louisa  K  Kuntz.  Cauldwell  av.  No  890,  e  s, 
175  n  161st  st,  25x125.     Sept  28,  190li,  5  years,  5%.     10:2()31 

8,000 
Fell.     201st  st,  n  s,  80  w  Perry  av. 


Bergen,  Wm  C  to  Ambrose  G 
26.8x93.1x25.10x98.9.  Sept 
12:3299. 

Same  to  same.  Perry  av.  w 
105.11  X  s  22.2  X  w  4.1  X  e 


ii. 


5   years,   5%.      Sept   28, 


5%.     Sept  28.   19IX).      12:3299. 
Bergen.   Wm  C   to  Ambrose  G  Fell 


190(5. 

6.500 

s.  105  n  201st  st,  runs  n  31.3  x  w 

105  to  beginning.     Sept  27,  5  years, 

8,000 
Perry  av,  n  w  cor  201st  st. 
No    781,    105x27.4x98.9x30.      Sept   27,    5   years,    5%.      Sept   28 
190(5.     12:3299.  ^       ^    n?^' 

Same  to  same.     Perry  av.  w  s,  85  s  Mosholu  Parkway  South.  al-3x 

125.     Sept  27,  5  years.  5%.     Sept  28,  1906.  2,500 

Congregation  Adath  Israel  of  the  Bronx,  a  corpn.  to  Caroline  M 
Whitbeck.  169th  st.  n  s.  179.11  w  Fulton  av,  45x98.6.  Sept  26, 
3  years.   .5%.     Sept- 28.   190(5.     11:2925.  A*^/"?* 

Crommette.  Jessie  B  to  Park  Mortgage  Co.  Jerome  av.  e  s,  194.1 
n  165th  St.  100.4x202.8  to  w  s  Cromwell  av  xl0().3xl98.9.  Sept 
28    3  years,  5%.     Sept  29,  1906.     9:2503.  10,000 
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fredi:nburg  &  lounsbury 


ll*M»»(  #!}«69»  289  FOURTH  AVENUE.  Corner  22d  Street. 


Same  to  same.  Jerome  av,  e  s,  300.5  n  l(i5tli  St,  runs  n  108  x  e 
litS.ll  X  s  e  "iT  to  w  s  Cromwell  av  x  s  57.7  x  w  202.8  to  begin- 
ning; Cromwell  av,  w  s,  357.*J  n  lG5th  st,  runs  n  51  x  e  abt  3  to 
w  s  Cromwell  av  x  s  —  to  beginning.  Sept  28,  3  years,  5%. 
Sept  29,   I'.IOO.     9:2503.  10,000 

Carroll.  Ellen  to_  Louis  C  Hahn.  Morris  av.  No  2770,  e  s,  209.9 
n  19(5th  st,  2ox95.3.  P  M.  Sept  27,  due,  &c,  as  per  bond, 
^'A%-     Sept  29,  1900.     12:3318.  3,800 

"Cohn,  Sam  and  Barnett  Levy  to  Adee  Park  Realty  Co.  Cruger  st, 
e  s,  and  being  lots  270  to  279  map  Adee  Park,  lOOxlOO,  east  o£ 
Botanical  Gardens.  2PM  morts,  each  $1,150.  Sept  25,  3  years. 
5%.     Sept  28,   1906.  2.300 

*Ciarlo,  Salvatore  and  Giambatisto  Fortini  to  Hudson  P  Rose  Co. 
Crosby  av,  e  s,  275  s  Waterbury  av,  50x100.  P  M.  Sept  11, 
due   Oct   1,   1910,   51/2'/;.     Sept  28,   1900.  1,000 

*Capodilupo,  Mary  to  Annie  P  Kirk.  223d  st,  s  s.  l.">5  e  White 
Plains  road,  25x]0().  Wakefield.     Oct  4,  19O0,  3  years,  51/2%.    5,(100 

Cupota,  Eliz  M  to  TITLE  GUARANTEE  &  TRUST  CO.  Bryant 
av,  w  s,  91.8  s  Freeman  st,  25x100.  Building  loan.  Oct  4,  1900. 
demand.  0%.     11:2993.  4..500 

•Connor,  John  A  to  William  Heaslip.  Fulton  st,  n  w  s,  being  n 
%  lot  108  map  Washingtonville,  25x100.  Oct  2,  5  years,  0%. 
Oct  3,  loot;.  1,000 

*Carey.  John  to  Eliz  K  Dooling.  Columbus  av,  s  s,  50  e  Louise 
6t.  2.5x100.     Oct  1,  3  years,  5%.     Oct  2,  1900.  4,000 

*Conroy,  Peter  F  and  Joseph  to  Paul  Teudrup.  All  that  portion  o£ 
plot  0  lying  n  of  line  through  centre  plot  No  0  and  50  ft  dis- 
tant therefrom.  5t)xl00,  map  Arden  property,  Eastchester  and 
Westchester.     P  M.      Sept  27.   2  years,  5%%.     Oct  1,   1900.       70<) 

Dittmar,  Amy  J  to  Fannie  E  Brooker.  Clay  av,  w  s,  153  n  173d 
st,  25x95.     P  M.     Sept  29,  2  years,  5147c.     Oct  1,  1900.     11:2791). 

1,2(» 

•De  Salvo,  Alfonso  to  John  C  Damm.  Parker  av,  w  s,  100  n  Lyon 
av,  50x1.30,  Westchester.  P  M.  Prior  mort  !P3,750.  Sept  29, 
1   year,  O'/r.     Oct  1,  1900.  750 

Dunn,  Alfred  B  to  Edw  Patterson.  Southern  Boulevard,  n  s,  195 
w  Brown  pi,  75x100.  P  M.  Prior  mort  $0,500.  Sept  28,  3  yrs, 
f>h^%.     Oct  1,   1900.     9:2278.  3,500 

•Drews,  Stanislawa  wife  of  and  John  to  Edw  Martin.  223d  st, 
s  s,  355  e  4th  av,  25x114,  Wakefield.  Oct  3,  1900,  due  Aug  9, 
1909,  51/2%.  500 

*Del  Gaudio,  Rebecca  to  Effie  V  V  Knox.  St  Lawrence  av.  e  s, 
225  n   Mansion  st,   25x100.      Oct   2,   3  years,   5%.     -Oct  3,   1900. 

5,500 

Dauere,  Marius  to  Abraham  H  Lyon.  Union  av,  Nos  091  and 
093,  w  s,  225  n  1.52d  st,  49.10x100.  P  M.  Prior  mort  $7,000. 
Oct  1,   due  Apr  1,   1908,  0%.     Oct  2,   1900.     10:2005.  3.500 

Same  to  Israel  Leibsohn.  Same  property.  P  M.  Prior  mort 
$10,500.      Oct  1,   due  Apr  1,   1908,   0%.     Oct  2,   1900.     10:2005. 

2,500 

*East  Borough  Impt  Co  to  John  Tarpey.  Green  lane,  w  s.  150  s 
Lyon  av,  50x100.     P  M.     Sept  12,  3  years,  5%.     Sept  29,   1900. 

1,000 

*Ehrlich,  Otto  Jr  to  Fredk  Voss.  Coster  st,  e  s,  and  being  lots 
22.5  and  220  map  250  lots  Thompson-Rose  estate.  Oct  2.  5 
years,  — f/r.     Oct  3,   1906.  1,000 

Eylar,  Matthew  S  to  John  C  Martin.  Lots  125  and  126  map  prop- 
erty W  O  Giles.  P  M.  Oct  3,  3  years,  5%.  Oct  4,  1906. 
12:32.55  and  .32.58.  3,000 

Ehrenhaus,  Leizer  and  Goldie  Offin  to  Moritz  L  Ernst  and  ano. 
Wendover  av.  No  7.58.  s  s,  176.10  e  Washington  av,  25.3x101x25 
xl94.7.  P  M.  Prior  mort  $18,500.  Oct  1,  3  years,  6%.  Oct  2. 
1906.      11:2912.  .  9..50<1 

*Eisen,  Frederick  to  Chas  H  v'ondehsen.  Lots  295  to  305  map 
lands  Dutchess  Land  Co  on  map  Benson  estate,  Throggs  Neck. 
P  M.     Sept  24,  5  years,  5%.     Oct  2,  1906.  2.800 

*Same  to  same.  Lots  321  to  331  same  map.  P  M.  Sept  24.  5 
years.  59!^.     Oct  2,   190li.  2,000 

*Same  to  same.  Lots  280,  2.87  and  288  same  map.  P  M.  Sept  24. 
5  years,  5%.     Oct  2,   1900.  1,100 

*Same  to  same.  Lots  283  and  284  same  map.  P  M.  Sept  24,  5 
years,  5%.     Oct  2,  1900.  7(10 

*Same  to  same.  Lots  .55,  .56  and  57  same  map.  P  M.  Sept  24.  5 
years,  5%.     Oct  2.  1906.  8(H) 

*Same  to  same.  Lot  174  same  map.  P  M.  Sept  24.  5  years.  5%. 
Oct   2.   1906.  300 

*Fendrych.  Chas  O  and  Chas  R  Motak  to  Joseph  Kammerer  and 
ano.  Washington  st,  w  s,  005  n  Railroad  av,  3(_Hlx216  to  Jackson 
st,  Unionport.     P  M.     Sept  24,  3  years,  — %.    Sept  28,  1900.      8.OO1) 

*Fleischman.  Clarence  E  to  Chas  F  Fleischman.  Main  st,  s  s,  at 
n  e  cor  land  formerly  of  Wm  Adee.  runs  s  e  282. .3  x  s  w  123.7  to 
n  s  road  leading  to  West  Farms  x  n  w  242.2  x  n  e  —  to  begin- 
ning. Westchester.  2-5  parts.  P  M.  Oct  1,  3  years,  5%.  Oct 
4.   1906.  4,(KI0 

Franklin,  Mary  A  to  Louis  Rosenheim.  Westchester  av,  s  s,  89.2 
w  Wales  av,  2Cx74.2x24x.S3.5.  P  M.  Prior  mort  $11,000,  Oct 
4,   1900,   installs,  ()%■     10:2644.  5,000 

Fromm,  Joseph  and  Prescott  Realty  Co  with  North  American 
Mortgage  Co.  155th  st,  s  s.  100  w  Elton  av,  45x100.  Sub- 
ordination agreement.      June  20.      Oct  3,   190(3.     9:2.376.  nom 

*Farina.  Domenico  to  Wm  Torpay.  Lot  93  map  Benson  estate. 
Throggs  Neck.     Aug  4,  5  years,  '>'/,.     Oct  2,  1900.  800 

*Green,  Wm  H  to  Sophie  Doepel.  Catherine  st,  e  s,  gore  lot  L 
map  Washingtonville,  26.2x100x42.6x100.  P  M.  Oct  1,  3  yrs. 
in.      Oct   2.    1906.  1,400 

Grubenbecher,  Henry  to  Frederic  J  Middlebrook  exr  Wm  M  Ryan. 
Lot  142  amended  map  Cammann  estate  at  Fordham  Heights,  25 
xlOO.     P  M.     Oct  1,  5  years,  4y27r.     Oct  2,  1996.     n:.322.5.      5,000 

Gallagher,  Helen  M  to  Gustav  J  Haase.  Creston  av,  late  Av  B. 
e  s,  200  s  Irving  st,  .50x100.  except  part  for  av.  Oct  4.  1906.  1 
year,  6%.     11:3165.  1.200 
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*Gogarty.  Jos  H  to  Sarah  F  Cahill.     Kinsella  av,  n  s,  98  e  Rose  st, 

2.JX100.      P  M.     Oct  2,    installs,  51/2%.     Oct  3.   1906.  1.800 

*Gimmelli,   Marcus   and   Frank   Castelli   to   Malinda   G  Mace.      5th 

av,   w  s,   08   s  210th   st,  — x — ,   and  being  lot  473  map   Laconia 

Park.     Oct  1,  3  years,  67c.     Oct  2,  1906.  300 

Same  to  Chas  E  Watson.     Same  property.     P  M.     Oct  1,  1  year 

6%.     Oct  2,  1900.  200 

Galiani,    Antonio   to   Dietrich  or  Richard  Niemeyer.     Prospect  av, 

w  s,  100.2  ri  180th  st,  35x60.1.     P  M.     Oct  1,  3  years,  57,,.    Oct 

2,  1906.     11:3090.  1,500 

*Gerz,   Charles  to  Eliz  K  Dooling.     Columbus  av,  s  s,  75  e  Louise 

st,  25x100.      Oct  1,  3  years,  .5',,;.      Oct  2,  1900.  4,0CK) 

*Gurgone,   Carmela  to  A  Shatzkin  &  Sons,   Inc,   a  corpn.     Ash  av, 

bet  Corsa  av  and  Elm  st,   and  being  lots  9  and  10  map  Laconia 

Park,  .50xlCKI.     P  M.     Oct  1,  1  year,  —%.     Oct  2,  1906.  400 

Grenberg.  Samuel  to  Beuj  Harris.     Tinton  av.  w  s,  100  s  152d  st, 

37.0x1(1(1.      P   M.      Sept   20,   due  Oct   1,   1910,   6%.     Oct   1,   19<Mi. 

10:2(J53.  9,(100 

Same   to   Morris  Levy  and  ano.     Tinton  av,  w  s,   137.6  s  1.52d  st, 

37.0x1(10.      P   M.      Prior   mort   .$25,000.      Sept   20,   4  years,   C,%. 

Oct   1,   1906.      10:2(5.53.  9,000 

*Geller,  Saml  to  Adeline  Grossmann.     Gleason  av,  s  w  cor  172d  st, 

50x100.      P    M.      Prior    mort    $1,100.      Sept    28,    installs,    51/27,. 

Oct  1,   1906.  !)00 

*Goerg.   Fredericka  to  Katharina  Gass.     12th  st,  s  s,  105  e  Av  C, 

.50x](J8,  Unionport.  Sept  25,  3  years,  67o.  Sept  28,  1900.  2,(KX) 
Haber,  Morris  and  David,  and  Saml  Dworkowitz  to  Conrad  Witzel. 

1.35th   St.   n   s,   181.4   e   Brook   av,   27x100.      Prior  mort  $15,000. 

Sept  28,   3   years,   07.     Sept  2!t,   39(J(J.     !l:22(i3.  3,000 

Same  and  Morris  Bernstein  with  same.  Same  property.  Subordi- 
nation agreement.  Sept  28.  Sept  29,  1900.  9:22(i3.  nom 
Howard,    Michl    D   and   Geo   H   Bassett   with   Manhattan   Mortgage 

Co.  Grant  av.  e  s,  .32  s  KjOth  St.  3.50x102.8x350x1(10.4.  Sub- 
ordination agreement.  Sept  17.  Sept  28.  1900.  9:2448.  nom 
Hellmuth,    George   to   William   Mette.      1.53d   st,    late   Schuyler   st, 

s   s.   bet   Courtlandt  av   and  Melrose  av,  and  being  e   1/2   lot  44(! 

map  Melrose  South,  25x100.     P  M.     Oct  3,  5  years,  —%.     Oct  4, 

1900.     9:2399.  3,.500 

Hudson,  George  to  Wm  C  Bergen.     201st  St.  No  779,  n  e  s,  30  w 

Perry  av,  26.8x;t3.1x25.10x98.9.     P  M.     Prior  mort  $6,500.     Sept 

29,  3  years,  0%.     Oct   1,   1906.     12:3299.  1,.500 

Hammer,   Annie  to  John   McGeorge   and  ano.    Teller  av.   No   1362, 

e  s,  674.1  n  169th  st,  25x77.4x29.11x75.6.     P  M.     Oct  1,  installs, 

07.     Oct  2,   1900.     11:2782.  1.(5.50 

Hattenbach,   Isaac  and  Joseph  Marx  to  Isaac  Brummer.     135th  st. 

No  527.  n  s,  100  e  Lincoln  av,  25x109.     Prior  mort  $12,000.    Oct 

■3,  due  Nov  10,  1906,  0%.     Oct  4,  1900.     9:2311.  1.500 

Same  to  Wm  F  Patterson  exr  Saml  P  Patterson.     Same  property. 

Oct  3,  3  years,  57.     Oct  4.   1900.     9:2311.  12,000 

Hattenbach,    Isaac   and  Joseph   Marx   and   STATE  BANK  with   Wm 

F    Patterson    exr    Saml    P    Patterson.    135th    st.    No    .527    East. 

Subordination  agreement.     Oct  3.     Oct  4,  1900.     9:2311.  nom 

Hahn.   Joseph   to   Alwine   Parbs.     Brook  av,   s  w  cor  168th  st.  No 

(i70,   71x30.      P   M.      Prior   mort  $10,000.      Oct   1,  3  years,   —%. 

Oct  3.  19(«;.     9:2394.  4,(XI0 

Hayes,   John   to   Andrew  J  Cobe.     Union  av.   No  638,  e  s,  94.10  s 

Kelly  St.  16.8x90.     P  M.     Prior  mort  $4,000.     Oct  1,  2  years,  6%. 

Oct  3.   1906.      10:2(574.  1,000 

*Hublitz,   Philip   to   North   N  Y  Co-operative   Bldg  &  Loan   Assoc. 

Pilgrim   av,    e    s.    lot    23.5   map    473   lots    Haight    estate.      P   M. 

Oct  1.   installs.   ()7r.     Oct  3.   190<>.  1,7.50 

Hindes.   Jacob,    Gabriel    Silver.   Bernard   Sturtz   and   Sam   Tewszky 

to  David  Zipkin.     135th  st,  s  s.  Kil  w  St  Anns  av,  39x100.     P  M. 

Aug  15,  5  years.  67r.     Sept  28.  1906.     9:2262.  13,400 

Hilgemann.   .Adelheid  to   Annie  Toussaint  and  ano.     198th  st,   s  s, 

200.2  w   Creston   av,   2.5x1(50.11.   P  M.     Prior  mort  .$3,000.     Sept 

29,  3  years,  6%.     Oct  1,  19(56.     12:.331S.  2,100 

Hillmann,   Chas  W  to  William  Winckelmann.      Arthur  av.   s  w  cor 


installs,    — %. 

3,(X)0 
Wendover  av. 
Sept  28,  4  yrs, 
18  <X50 
Wendover  av. 
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Oak    Tree    pi.    25x94x25x93.11.      P    M.      Sept   2' 

Sept  28,  '1906.     11:3063. 
Jawitz.   Louis   to   Julia   A   Kent   extrx  Ellen  Kent 

n  s,  221.11  e  Webster  av.  37.0x83.10x37.0x83.7. 

5%.      Oct  2,    1900.      11:2897. 
Koch.  Joseph  and  Louis  Jawitz  with  Julia  A  Kent. 

No  691,  n  s,  221.11  e  Webster  av,  37x83.7.' 

ment.     Sept  28.     Oct  2,  1900.     11:2897. 
*Kelly.  John  D  to  Robert   Branch.     Lot  5  map  in  partition  Mary 

A  Wells  vs  Storer  et   al.     P  M.     Prior  mort  $2.0(50.     Oct  3,   in- 
stalls, C//,.     Oct  4.   19(56.  .5(50 
*Kolar,   Emil  to  Geo  W  Whelan.     Forest  st,  w  s,  225  n  road  from 
■    Wesl    Farms   to   Westchester,   25x100,   Westchester.      Prior  mort 

$2,500.     Sept  27,  3  years,  iY/,.     Oct  4,  1900. 
Kilp.    Gerard    to    Thomas    Lenane.      Tremont   av,    s    s,   400   w 

mion  av,  .50x1(50.     Oct  4.  19(10,  3  years,  51/27,.      ll:29.5(i. 
Kurtz.   Charles   W   and  Wm   H.   Brooklyn.   N   Y.   to  Levi   S  Tenney. 

.3d  av.  No  .34(52,  e  s.  (59.0  n  107th  st.  25x110.8x26x110.8.     Sept  28. 

5  years,  5%.     Oct  3.  1906.     10:2609.  6.000 

Same   to   same.      Same   property.     Prior  mort   .$(i,000.     Sept  28.   .3 

years,  6%.     Oct  3,  1906.     1(1:2609.  1,-500 

Keller.   Ernst  to   Central    Mortgage   Co.      Creston  av.    w  s,   294.9   n 

190th  St.  2  lots,  each  25x1(10.4.     2  morts,  each  .$5,00(5.     Sept  1, 

3   years.    .57.      Oct    1,    1900.     12:331.8. 
Keck,  Lena  to  Mary  J  Archer.     Prospect  av,  e  s,  112.2  n  181st  st, 

3  lots,  each  22x1.5(5,2.     3  morts,  each  $3.(500.     Sept  29,  3  years, 

57.      Oct    1,   190ii.      11:311(5. 
*Kopscovsky.    Annie    to    BRONX    SAVINGS    BANK.      Shell 

lots  816  and  817  map  Laconia  Park.  ,50x100.     Sept  27, 

51/2%.      Sept  28.   190(i. 
Lowy.    Adolph    to    Morris    F    Finkelstein.      Prospect    av, 

w  s,   2(53.5  n   1.52d  st,   19..3x95.     P  M.      Prior  mort   $0,; 


10,000 


10,,S00 
St.    s    s. 
5  years, 

3..500 
No    (i91, 
5(10.      Oct 


3,   190(5,   due  Apr  1,   1900,   0%.     10:2075. 


4.000 
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Telephone,  724  Bay  Ridge 
Branch  Office :  Ba;  Ridge  Ave. ,  cor.  Fort  HamiltOB  A.T*, 


Levinson.  Leo  to  Carolyn  B  Wright.  Brook  av,  e  s,  bet  IGrith  st 
and  KUith  st.  at  w  s  land  N  Y  &  Harlem  R  R,  runs  n  07.4  x  w 
4'J.ll  to  e  s  Brook  av  x  s  110.3  to  beginning.  Prior  mort  $S,000. 
Oct  3.  1  year,  G%.     Oct  4,  190C.     9:231t2.  l.uOO 

*Lahrmann.  George  with  John  P  Pape.  Oakley  st,  e  s,  11(3  n 
Mianna  st,  25x100.  Subordination  agreement.  Oct  1.  Oct  3, 
1901).  ^      ocan 

Levin,  Emma  B  to  whom  it  may  concern.  Clinton  av,  e  s.  179.1  n 
Tremont  av,  19.10x100.  Estoppel  certificate.  Sept  22.  Sept  28, 
1900.     11:3093.  

*Luke,  Joseph  C  to  Chas  P  Hallock.  Plot  begins  840  e  White 
Plains  road  at  point  along  same  87.J  n  Morris  Park  av,  runs  e 
100  X  n  2o  X  w  100  x  s  2.j  to  beginning,  with  right  of  way  over 
strip   to   Morris  Park   av.      Oct   1,   3  years,  5%%.     Oct  2,   1900. 

*Same  to  Helen  Le  R  Pearsall.  Plot  begins  840  e  White  Plains 
road  at  point  along  same  IKM)  n  Morris  Park  av.  runs  e  100  x  n  25 
X  w  100  X  s  25  to  beginning,  with  right  o£  way  over  strip  to 
Morris   Park  av.     Oct  1,  3  years,   5%%.     Oct  2,   1900.  3,000 

*Lo  Medico,  Filippo  to  Malinda  G  Mace.  2d  st.  n  s.  lot  471  map 
Laconia  Park.  2.')xl09.  P  M.  Sept  13,  3  years,  6%.  Oct  1, 
1900.  2.50 

Linnert,  Robt  G  to  Joseph  Corbett.  Forest  av,  w  s,  150  s  Home 
St.  20x87.0.     Sept  29,  2  years,  —%.    Oct  1,  1900.     10:2051.      1,500 

*Lanzetta,  Filippo  to  A  Shatzkin  &  Sons.  Inc,  a  corpn.  225th  st, 
s  s.  222.0  e  Paulding  av,  50x109.6.  P  M.  Sept  29,  due  May  29. 
1907,  5%.     Oct   1.   1900.  280 

*Mayer,  Philip  to  Lizzie  B  Hickox.  4th  st,  s  e  s.  182.7  n  e  Union 
av,   20x100,   Westchester.      Oct   1,   1900,  3  years,  — %.  2,000 

*Miller,  Augustus  G  to  Wm  Felleisen  and  ano.  Tremont  av.  n  s, 
28  e  Theriot  av,  28x — .  except  part  for  Tremont  av.  Sept  19,  2 
years.   0%.      Sept   28,   190c;.  600 

McCarthy,  Fredk  and  Theo  M  Macy  to  TITLE  GUARANTEE  & 
TRUST  CO.  Fails  st,  e  s,  being  plot  begins  200  w  Bryant  st  and 
290.2  s  Garrison  av,  runs  w  1(X)  x  s  275  x  e  100  to  w  s  Faile  st 
X  n  275  to  beginning;  Faile  st,  e  s,  being  plot  begins  100  w 
Bryant  st  and  215.2  s  Garrison  av.  runs  w  100  to  e  s  Faile  st 
X  s  350  X  e  100  x  n  3.50  to  beginning.  Building  loan.  Sept  14,  1 
year.  {V/(.     Sept  28,  MWO.     10:2701.  90,000 

Mt  Hope  Methodist  Episcopal  Church  Corpn  to  Francis  A  Brown. 
177th  st  No  475,  n  s,  21)0  e  Morris  av  late  Fleetwood  av,  40x 
100.     P  M.     June  5,  5  years,  5%.     Sept  29,  I'.MIO.     11:2800.      5,500 

Maresca.  John  to  Richd  S  Collins.  187th  st.  s  w  cor  Hughes  av, 
25x100.     Sept  28.  190(j,  1  year.  G%.     11:3073.  l.t.OOO 

Malnik,  Mollie  to  Fannie  Borel.  Cauldwell  av.  No  091,  on  map  No 
089,  w  s  3.58.4  s  150th  st,  10.8x115.  P  M.  Sept  26,  1  year, 
G%.     Sept  28,  1900.     10:2024.  1.500 

Meneker.  Herman  to  Beadleston  &  Woerz.  3d  av.  No  3038.  Sa- 
loon lease.     Sept  27,  demand,  6%.     Sept  28.  1906.     9:2303.      1.000 

Same  to  same.  Same  property.  Saloon  lease.  Sept  27,  demand, 
6%.     Sept  28,  190G.     9:2303.  ,     6,500 

Meli,  Rosalia  to  Max  Cohen  and  ano.  College  av,  n  e  cor  140th  st, 
late  Cottage  st,  runs  n  110  x  e  108  x  s  148  to  Cottage  st  x  w 
18  X  w  64  to  beginning,  except  part  for  146th  st.     P  M.     Sept  1, 

1  year,  6%.     Oct  1,  1906.     9:2329.  10,800 
*Mazanec,  Anthony  to  Norbert  Robillard.     Green  av  or  lane,  e  s, 

lot  183  map  St  Raymond  Park,  2.5x104.  P  M.  Sept  28,  3  years, 
5Vz7c.     Oct    1,    I'JOO.  •  TOO 

*Same  to  same.  Green  av  or  lane,  lot  184  same  map.  P  M.  Sept 
28,  3  years,  5yo%.     Oct  1,   1900.  _        TOO 

McNulty,  Mary  to  Chas  F  Forman.     Minford  pi,  e  s,  225  n  172d  st, 

2  lots,  each  75x100.  2  morts,  each  $1,850.  Oct  2.  1  year,  0%. 
Oct  3,   1900.     11:2977.  3,700 

Marcus,  Samuel  to  Clara  de  Hirsch  Home  tor  Working  Girls  of 
N  Y  City.  Bathgate  av,  e  s,  .54  n  178th  st,  late  Marble  st,  3 
lots,  together  in  size  53.5x84.9,  except  part  tor  Bathgate  «av. 
3PM  morts,  each  $5,000.  Sept  27,  5  years,  5%.  Oct  3,  1906. 
11:3044.  „J?'^^ 

Muller.    .\nnie    M    J    to   Wm    Hodgson.      Decatur    av,    w   s,    220    s 

205th  st,  ,50x100.     Prior  mort  .$ .     Sept  29,  1  year,  G%.     Oct 

2,   1906.     12:3349.  5,-500 

♦Nathan,  Marcus  to  Mary  J  Riley.  Main  st,  e  s,  50  s  Mary  st,  25x 
97.2x25.x98.4,  Westchester.  P  M.  Sept  27,  3  years,  5%.  Sept 
28,   1900.  ■  1.500 

Oettinger,  Anna  B  to  Christian  Jackie.  138th  st.  No  705.  n  s, 
.500  e  Willis  av,  25x100.  P  M.  Prior  mort  $15,000.  Sept  22, 
due  June  15,  1910,  5%.     Oct  1,  1906.     9:2283.  10,000 

O'Rourke,  Charles  to  Dorothy  Reutler.  175th  st.  w  s,  loO  n 
Gleason  av,  25x100,  and  being  lot  7  7map  portion  of  Gleason 
property,  dated  May  18,  1904.  P  M.  Prior  mort  $4,000.  Oct 
1,  1  year,  ri%'/:.     Oct  2,  190(;.  000 

Osterholz,  William  to  WASHINGTON  TRUST  CO  of  City  N  Y 
committee.  Courtlandt  av.  No  095.  n  w  cor  154th  st,  25x100.  Oct 
4.  1906.  3  years,  4%<7c.     9:2414.  17,000 

*Pinkofsky,  Jacob,  Pincus  Harrison  and  Barney  Sapolsky  to  Abra- 
ham Sapolsky.  Rosedalc  av.  e  s.  75  s  Mansion  st,  50x100.  P  M. 
Oct  3,  1  year,  G%.     Oct  4.  1906.  1,300 

Peterson.  Augusta  to  Emil  N  Sorgentrei.  Woodlawn  road,  w  s,  abt 
101  s  212th  st,  25.3x101.4x25x102.3.  Oct  3,  due  Jan  1,  1910, 
O'/r.     Oct  4,  1906.  3,700 

*Power,  John  B  to  Malinda  G  Mace.  Shell  st,  s  s.  lots  812  to  815 
map   Laconia  Park.     P  M.     Sept  25,  3  years,  6%.     Oct  1,   1906. 

1.150 

Patterson,  Edward  with  Emeline  J  Carlisle  extrx  David  Carlisle. 
Southern  Boulevard,  n  s,  220  w  Brown  pi,  50x100;  137th  st,  s  s, 
300  e  Lincoln  av,  25x100.  Extension  mort.  Sept  26.  Oct  1, 
1906.     9:2278  and  2312.  nom 

Petruzzi,  Alfonso  to  Wm  C  Littlewood.  Fairmount  pi.  No  1055, 
n  s,  275  w  Marmion  av.  25x100.  P  M.  Sept  28,  1906,  3  years. 
51^%.     11:2295.  4.000 

Same  to  same.     Same  property.     P  M.     Prior  mort  $4,000.     Sept 

28,  1906,  2  years,  09<.     11:29.55.  1.000 
Pionier,  Alfred  to  Louis  Meyer  Realty  Co.     Courtlandt  av.  No  796, 

s  e  cor  1.58th  st,  24x91.11.     P  M.     Aug  1,  due  Aug  1,  1910,  6%. 
Sept  28,   1906.     9:2404.  4.500 

Pittelli.  Frank  to  Jessie  B  Crommette.  Jerome  av,  e  s,  194.1  n 
165th  st,  runs  n  214.4  x  e  198.11  x  s  e  51  to  w  s  Cromwell  av 
X  s  163.10  X  w  198.9  to  beginning;  Cromwell  av,  w  s,  357.9  n 
165th  st,  runs  n  51  x  e  abt  3  to  w  s  Cromwell  av  x  s  —  to  be- 
ginning.    P  M.     Prior  mort  ^20.000.     Sept  28,  3  years,  6%.     Sept 

29,  19tM!.     9:2.503.  7,000 
Same  to  same.     Same  property.     P  M.     Prior  mort  $20  000.     Sept 

28,  due  Mar  28,  1907,  6%.     9:2503.  2,000 


*Quinn.  Elizabeth  D  to  .\nnie  Fitzpatrick.  13th  st,  n  s,  40j  e  Av 
D,  100x108,  Unionport.  P  M.  Sept  27,  3  years,  —%.  Sept  28. 
190(j.  2,200 

Quinn,  Thomas  J  to  Caroline  S  Hartwig  trustee  Ferdinand  Hart- 
wig.  Tinton  av,  w  s,  230  n  166th  st,  40x120.10.  Oct  3,  5  years, 
5%.     Oct  4,  1906.     10:2061.  30,000 

RenzuUi,  Cristotano  to  Bernard  Halpin.  191st  st,  late  College 
st,  s  s,  1.50  w  Hoffman  st,  25x100.  P  M.  Sept  28,  0  years.  5%. 
Sept  29.   1906.     12:3273.  3.000 

*Russo,  Frank  to  Hudson  P  Rose  Co.  Crosby  av,  w  s,  25.9  n 
Waterbury  av,  25.9x109.9x25x103.5.  P  M.  Sept  24,  3  years. 
5%'/,.     Sept   28,   190li.  440 

Richter,  Fredk  Jr  to  KNICKERBOCKER  TRUST  CO.  239th  st, 
s  s,  440  e  Keppler  av,  00x100;  Prospect  av,  e  s,  10(.>..5  n  103d  st, 
37.0x125.      Oct    1,    1906,    demand,    6%.      10:2090   and    12:3379. 

6,000 
*Revnolds,  James  to  John  B  Harrison.     Av  C,  n  e  cor  4th  st,  runs 
n  108  X  e  102.6  x  n  108  to  5th  st  x  e  102.6  x  s  216  to  4th  st  x 
w   20.5   to   beginning,    Unionport.     Sept   26,    1   year,   6%.      Oct   1. 
190(5.  9,000 

Robben,  Henry  to  Clara  A  Icker.  160th  st.  late  Findlay  av,  s  s, 
150  e  Courtlandt  av,  25x100,  except  part  for  KiOth  st.  Prior 
mort  $2..50O.  Sept  29,  3  years,  67c.  Oct  1.  1906.  9:240»i.  3,000 
Rector,  &c.  Trinity  Church  with  Rector,  &c,  of  St  Edmunds 
Church.  Morris  av,  n  w  cor  177th  st,  l(.X).x9.5.  Subordination 
agreement.      Aug   10.      Oct    1,    1900.      11:2828.  nom 

Rector,  &c,  St  Edmunds  Church,  a  corpn,  to  MUTUAL  LIFE  INS 
CO  of  N  Y.  Morris  av.  n  w  cor  177th  st,  100x95.  Oct  1.  1906, 
due,  &c,  as  per  bond.     11:2828.  10,000 

Rayens,  Edwd  F  to  Mary  E  Mangan,  College  av,  No  377,  w  s, 
75  s  143d  st,  25x100.  P  M.  Oct  2,  1  year,  6%.  Oct  3,  1096. 
9:2323.  1.000 

Regelman,  Christian  C  to  Lewis  V  La  Velle.  Hoe  av,  e  s,  109.3  n 
Home  st,  25xl(X).  P  M.  Sept  15,  3  years,  6%.  Oct  4,  1906. 
11:2986.  3,250 

*Robillard,  Norbert  to  Sarah  E  Buchout.  Green  lane,  w  s,  125  s 
Lyon  av,  25xl(K),  Westchester.  P  M.  Oct  2,  3  years,  5V4%. 
Oct  3,  1906.  3,500 

*Raben,   Pit   to  Luigi  Misto.     Lot  17  map  New  Village  of  Jerome, 

25x100.      Oct   1,   3  years,   G%.     Oct  3,   1900.  2,.500 

*Rittraann,  Fredk  to  N  Y  Catholic  Protectory  of  City  N  Y.  Old 
road,  s  s,  108  e  Pugsley  av,  50.6x124x50x116.  P  M.  June  28,  3 
years,   — %.      Oct   3,   19(Mj.  1,330 

Riley.  James  T  and  Edw  R  to  Margt  L  Zborowski  as  extrx  Elliott 
Zborowski.  135th  st.  s  s.  125  e  Lincoln  av,  100x100.  Oct  1,  5 
years,  59c.     Oct  2,  1900.     9:2310.  40.000 

Reichenberg,  Mathilde  to  Martin  F  Breden.  St  Anns  av.  No  751, 
w  s,  130  n  1.50th  st,  25x100.  Oct  1,  5  years,  5%.  Oct  2,  1900. 
9:2300.  15.000 

Same    to    Ferdinand    A    Sieghardt.      Same    property.      Prior    mort 

$15,(XI0.  Oct  1,  3  years,  6%.  Oct  2,  1900.  9:2300.  1,500 
Salzmann.  Henry  J  to  Adeline  Engehohn.  3d  av.  No  3403,  w  s, 
72.8  n  l(i7th  st.  25.4x84.7x24.10x86.5,  all  title  to  strip  adj  above 
on  north,  4.11x38.5.  P  M.  Sept  28,  3  years,  5%.  Oct  1,  190(>. 
9:2372.  2.7.50 
STATE  BANK  to  Isaac  Hattenbach.  135th  st.  No  .527,  n  s,  100 
e  Lincoln  av,  2.5x100.  Certificate  as  to  payment  of  $1.0(X)  on  ac- 
count of  mort.     Oct  3.     Oct  4,  1906.     9:2311.  . . 

Scrymgeour,  Eliz  to  Sarah  C  Miller.  Grand  Boulevard  and  Con- 
course, n  e  cor  201st  st,  l(X).lxl5.10xl<X)xl9.5.  Oct  1,  5  yrs, 
(i%:     Oct  4,   1900.     12:3307.  2,000 

Silver,  Henry  D  to  Hannah  G  Fredrieksen.  Trinity  av.  No  804, 
s  e  s,  575  s  w  Kilst  st  late  Cliff  st,  2.5x169.0.  except  part  tor  av. 
P  M.     Oct   1,  5  years,  5%.     Oct  2,  1906.     10:2637.  5,000 

Stover,  Marie  to  Wm  H  Wertelmann.  Forest  av.  No  968,  e  s. 
379.11  s  165th  st,  18.10x135.  P  M.  Oct  3,  installs,  6%.  Oct  4. 
1900.     10:2659.  3,750 

Schaepering,    Fredk    to   Wm   C   Arnold.      Decatur   av,   w   s,    1(X)   n 

209th  st,  25x100.     Oct  4.  1906,  3  years,  5%.     12:33.52.  5.000 

Silbermintz,  Abraham  to  Joseph  Bloch.  Brook  av,  n  e  cor  136th 
st,  40x100.  Building  loan.  Prior  mort  $140,000.  Sept  27,  due. 
&c,  as  per  contract.     Oct  4,  1906.     9:2264.  7..500 

Summers,  Annie  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
Crotona  Park  East,  s  s,  125  w  Southern  Boulevard,  25x100. 
P  M.     Oct  3,  1906,  3  years,  5%.     11:2940.  6,000 

Seibold,  Julius  to  Luisa  Eisele.  1.39th  st.  No  7.58.  s  s,  900  e  Willis 
av,  25x100.  P  M.  Prior  mort  $14,000.  Oct  1,  3  years,  G%.  Oct 
3.   1906.      9:22.8.3.  2,750 

Sandler.  Julius  S  to  Highland  Construction  Co.  137th  st,  s  s, 
17().ll  w  Cypress  av,  2  lots,  each  37.6x100.  2PM  morts,  each 
.$6,(X)0;  2  prior  morts  $30  000.  Oct  2,  4  years,  G'a.  Oct  3.  1906. 
10:2.549.  12,000 

♦Scully,  Mary  to  POUGHKEEPSIE  TRUST  CO.  Poplar  st,  n  s, 
1(J3.1  e  Bear  Swamp  road,  50x100.  Sept  27,  3  years,  5%%. 
Oct  3,   1900.  3,000 

Sanders,  Arthur  H  to  Morris  Williamson.  3d  av,  Nos  40(34  and 
4066,  e  s,  414.10  n  174th  st,  2  lots,  each  25xl(X).  2PM  morts. 
each  $5,000;  2  prior  morts,  $12,500.  Oct  1,  3  years,  0%.  Oct 
3,  190<3.     11:2030.  10,000 

Same  to  same.  3d  av.  No  4070,  e  s,  404.10  n  174th  st,  25x100.  P 
M.  Prior  mort  $12,000.  Oct  1,  3  years,  6%.  Oct  3,  1906. 
11:2930.  O.CKIO 

Same  to  same.  3d  av.  No  4068,  e  s,  439.10  n  174th  st,  25xl<JO. 
P  M.  .  Prior  mort  $14,000.  Oct  1,  3  years,  6%.  Oct  3,  IfMXi. 
11:2930.  •  4,000 

*Schaefer,  Susannah  to  Gustave  Blass.  Pleasant  (2d)  av,  e  s,  125 
n  216th  St.  25x100.  P  M.  Prior  mort  $4,000.  Oct  1,  3  years, 
6%.     Oct  2,  190(i.  1.700 

Spreen,  Henry  to  Michl  Bissert.  Jackson  av.  No  1184,  s  e  s,  41.10 
s  w  Boston  road,  runs  n  e  20  x  s  e  132.11  x  s  w  20  x  n  w  132.7  to 

beginning.     P  M.     Prior  mort  $ .     Oct  1,  5  years,  5%.     Oct  2, 

ItMlO.      10:2652.  7,000 

*Stadie,  Henrietta  to  Mary  Hogan  guardian  Marion  Hogan.  229th 
St.  s  e  cor  Barnes  av,  105x114,  Wakefield.  Oct  ],  1  year,  G%. 
Oct   2,    1906.  250 

*Sundermann,  George  to  Louis  M  Ebling  trustee.  233d  st,  s  w  cor 
3d  st,  105x114,  Wakefield,  except  part  tor  st.  Sept  29,  demand, 
(3%.      Oct   1,   19(R3.  12,000 

Schmitt,  George  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
Perry  av,  e  s,  175  s  Woodlawn  road,  25x110.  Oct  1,  1906,  1  year, 
5%.     12:. 3333.  COO 

*Spero.  Sarah  to  Eliz  K  Dooling.  St  Lawrence  av,  w  s,  150  n  Mer- 
rill st,  2.5x100.     Oct  1,  1906,  3  years,  5%.  4,000 
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*Smith,    Geo   W   and    \Vm    H    Spriugstead.    Westchester,   to  Mary   A 

Keefe.     Rose  pi,  s  s,   100  e  Grace  av,   20x100.     Sept  25,  3  yrs. 

5^!%.     Sept  28,  lOOti.  2.(MJ0 

Sasserath,  Kaufman  to  Henry  Hall  and  ano.     137th  st.  No  022.  s  s, 

2(H).(!  w  Willis  av,  2.")xl(H).     Prior  mort  $1-1500.     Sept  28,  llMMl, 

•     ')  years.  0%.     9:220!).  (i.WO 

Sturgis.  Ninna  T  wife  of  and  Dantord  N  B  in  bond  only  to  Rosine 
Fassin.  Private  cross  road  leading  to  Riverdale  av,  n  s,  at  lands 
Hiram  Barney,  through  lands  T  Bailey  Myers  to  Mosholu  & 
Spuyten  Duyvil  road  at  fence  on  s  e  boundary  of  Barney,  runs  n 
e  104  X  s  e  liO  x  s  w  40.9  x  s  e  200  x  s  w  45  to  road  x  n  w  liM) 
to  beginning,  contains  784-1,000  acres.  Sept  27,  due  Aug  1,  1907. 
— %.     Sept  28,  1906.     13:3414.  1,500 

Sehaefer.  Louis  to  Bernhard  Heister.  Prospect  av.  No  1390,  e  s. 
76.9  s  Jennings  st.  .'>0x98.9x50.0x91.4.  P  M.  Sept  28,  19I.Mi,  .5 
years,   5i^<7r.     11:2971.  8.500 

Samelson  &  Rubin,  a  corpn,  with  North  American  Mortgage  Co. 
Webster  av,  e  s,  50  s  Wendover  av,  100x107.10  to  w  s  Mill 
Brook  xl0<jx74.11.  Declaration  as  to  correction  of  description  in 
mort    dated   July   20.    190<;.      Sept   28.    lIHKi.      ]1:289(;.  _ 

*Spero,  Sarah  to  Louise  Herrmann.  St  Lawrence  av.  w  s.  17."i  n 
Merrill  st,  2,"ixl00.     July  30.  3  years,  5^A7c.     Sept  28.  ISKKl.     4,001) 

Tobias,  Julius  D  with  Geo  G  Dewsnap.  Lots  112  and  113  map 
126  lots  of  estate  George  Faile.  Subordination  agreement.  Sept 
27.     Sept  29,  190(3.     11:2940.  nom 

Thompson.  Arthur  M.  Mt  Vernon.  N  Y,  to  Kate  A  Hobby.  Frank- 
lin av.  No  1310.  e  s.  120.0  n  169th  st,  late  7th  st.  25x12.").  Prior 
mort  .$3.W0.     Sept  14,  1  year,  6%.     Oct  2,  1906.     11:2933.  400 

Triboro  Realty  &  Construction  Co  to  Standard  Mortgage  Co. 
Boston  road.  No  10.')9.  w  s.  280.4  s  106th  st,  37.6xl29.x37xl.34.9. 
Oct   1.  3  years,  57c-     Oct  3.  1906.     10:2607.  30,000 

Same  to  same.     Boston  road.  No  1055,  w  s.  317.10  s  KiGth  st.  37.6 
xl23.4.x37xl29.      Oct    1,    3   years,    5%.      Oct   3,    1900.      10:2(!O7. 
e  30,000 

Thorn,  Thos  H  to  Robt  A  B  Dayton.  Grand  av,  s  w  cor  192d  st, 
."iOxKm;  to  land  Old  Croton  Aqueduct.  Oct  4,  1906.  3  years,  6%. 
11:.3214.  1,.500 

Tiffany  Construction  Co  to  North  American  Mortgage  Co.  Fulton 
av,  w  s,  80  n  171st  st,  runs  w  106.1  x  n  50.4  x  w  25.11  x  n  25.2 
X  e  122.7  to  av  X  s  7.5  to  beginning.  Oct  3,  due.  &c,  as  per 
bond.     Oct  4.  1906.     11:2928.  42.0CK1 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders   to    above    mort.      Oct    3.      Oct    4,    1906.      11:2928.       

Tiedgcns.  Caroline  C  to  Pauline  Hodgson.  179th  st,  s  s,  i;>1..5  w 
Grand  Boulevard  and  Concourse,  45x80.3x45x80.  P  M.  Oct  1. 
1906,  3  years.  5%.     11:2808.  7  500 

Thornton  Bros  Co  to  Warren  B  Sammis.  Webster  av.  w  s.  860 
n  e  l()8th  st,  33.11xl<M».llx23. 7x100.  Oct  1,  lOOti,  3  years,  5%. 
11:2887.  2.500 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to  above  morl.     Oct   1.   1906.      11:2887.  

Tierney.  Emma  E  to  James  M  La  Coste  and  ano.  Willis  av.,  s  w 
cor  141st  St.  Iti.8x81.  Prior  mort  .yi.OOO.  Sept  20,  due  Jan  1, 
1908,  69r.     Oct  1,  1906.     9:2303.  1.000 

Viau.  Benj  to  Manhattan  Mortgage  Co.  Longfellow  St.  e  s.  100  s 
172d  St.  3  lots,  each  .50xHMI.  3  morts,  each  $2,000.  Oct  1. 
1906,   1  year.  5W/c-     11:. 3008.  6,(X)0 

*Vail,  Ophelia  to  EASTCHESTER  SAVINGS  BANK  of  Mt  Vernon. 
N  Y.  Prospect  st,  n  w  cor  Main  St.  runs  n  61  x  w  100  x  n  49 
X  w  40  X  s  110  to  st  X  e  140  to  beginning.  City  Island.  Sept  22. 
1  year,  6%.     Oct  2,  1906.  3.000 

Weil.  Babet  to  Fundy  Co.  Dawson  st.  Nos  1060  and  1062,  s  s, 
91.10  e  Prospect  av,  50x128. 5x."i0xl2<;.3.  Prior  mort  $50,000. 
Oct  1,  4  years,  6%.     Oct  2.  19116.     10:2680.  lO.tKX) 

*Wanner,  Julius  and  Peter  F  to  Wm  C  Arnold.  235th  st,  n  s, 
258.7  e  White  Plains  road,  2.5x114.6.     Oct  4,  1900,  3  years,  5%. 

3. .500 

Weiss,  Hattie  with  Wm  P  Garrety.  Summit  av.  No  0.  Extension 
mort.     Sept  27.     Sept   28.   liMJO.     9:2523.  nom 

Wright,  Florence  M  wife  Wilbur  F  to  North  N  Y  Co-operative 
Building  &  Loan  .^ssoc,  a  corpn.  Valentine  av.  s  w  cor  192d  st. 
.55.7x100x27.9x103.9.  Sept  24,  installs,  6%.  Sept  28,  190(5. 
11:31.54.  4,000 

Zepkin,  David  to  JEFFERSON  BANK.  135th  st,  s  s,  161  w  St 
Anns  av,  .39x100.     Aug  15,  5  years.  5%.     Sept  28,  190(j.     9:2262. 

28,000 
Fannie  to  Frank  W   Honerkamp.     Bainbridge   av.  n   s. 
25x101.3x25x111.1.     Oct  1,  1900,  3  years,  5%%. 

8, (MX* 


Zurnieden 
195.4  e  200th  st 
12:3298 


PROJECTED  BUILDINGS. 


The  first  name  is  that  of  the  ow'r;  ar't  stands  for  architect,  m'n 
for  mason,  c'r  for  carpenter,   and  b'r  for  builder. 

When  character  of  root  is  not  mentioned.  It  la  to  be  understood 
that  the  roof  is  to  be  of  tin. 

BOROUGH    OF   MANHATTAN. 

SOUTH   OF   14TH  STREET. 

Cherry   st,    n   e    cor   Oliver    st,    .'!-sty    brk   and   concrete    public    bath, 

50x100,    brk   roof;    cost,   $125.0(JO;    City   of   New   York,   City   Hall; 

ar'ts,   Horgan   &  Slattery,   1   Madison  av. — 994. 
Grove  st.    Nos  66-(J8,   1-sty  brk  and  stone  outhouse.   13.6x5.8;   cost, 

$4(10;    Zion  Church.  89th  st  and  Amsterdam  av;   ar't,   Harry  Zlot, 

2311  Grand   st.— 985. 
Oliver  st.   No  49,   1-sty  brk  and   stone   outhouse,  22x5;    cost,   .^1.50; 

Michael  loria,  49  Oliver  st;  ar't,  T  T  Cramp,  27  Madison  St.— 983. 

BETWEEN  14TH  AND  59TH  STREETS. 

29th  St.  Nos  341-345  East.  5-sty  brk  and  stone  cold  storage  build- 
ing. .5(».9x96;  cost.  .$.80,000;  H  Koehler  &  Co,  29lh  st  and  1st  av; 
ar't.  J  Kastner,  11.33  Broadway. — 995. 

32d  St.  Nos  348-350  East.  3-sty  brk  and  stone  milk  laboratory.  35 
x85.3,  slate  roof;  cost,  $30,000;  Nathan  Strauss,  27  W  72d  st;  art, 
John  H  Duncan,  208  5th  av.— 987. 


31ith  st,  u  s,  200  w  10th  av,  6-sty  brk  and  stone  stable,  50x83, 
gravel  roof;  cost,  $35,000;  Ludin  Realty  Co,  259  W  34th  st;  ar'ts, 
Buchman   &   Fox.   11   E  59th  St.— 986. 

Kith  st,  s  s,  100  w  9th  av,  6-sty  brk  and  stone  tenement,  2.5x87.5; 
cost.  $25.0(10;  J  Weinstein,  116  Nassau  st;  ar'ts,  Bernstein  &  Bern- 
stein,  24   E   23d   St.— 988. 

.53d  st.  No  421  East,  1-sty  brk  and  frame  shed,  36.6x17;  cost,  .$600; 
Artificial  Ice  Co,  418  E  .53d  st;  ar't,  Otto  L  Spannhake,  20(J  E 
79th   St.— 989. 

Av  B.  w  s,  bet  18th  and  19th  sts,  three  1-sty  frame  storage  buildings, 
25x78  and  .33x74;  total  cost,  $1,0(X);  F  W  Seagrist  Jr  Co.  308  Av  B; 
ar't,  Henry  Regelmann,  133  7th  st.— 1)92. 

BETWEEN  59TH  AND  125TH  STREETS,   EAST  OF  5TH  AVENUE. 

73d  st,  n  s,  213  e  1st  av,  0-sty  brk  and  stone  tenement,  100.x89;  cost. 
$85,000;  City  &  Suburban  Homes  Co,  281  4th  av;  ar't,  City  & 
Suburban   Homes   Co  Architect  Dept,  42  E  23d  St.— 991. 

BETWEEN  59TH  AND  125TH  STREETS,  WEST  OF  5TH  AVENUE. 

(;3d  st,  n  s.  125  e  West  End  av.  four  (1-sty  brk  and  stone  tenements. 
50x100.5;  total  cost.  .$'280.(KM);  phipps  Houses  Corporation,  787 
5th  av;   ar'ts,  Whitfield  &  King.  160  5th  av.— 982. 

NORTH   OF   125TH   STREET. 

140th  st,  n  s.  105  w  8th  av.  2-sty  brk  and  stone  post  office  building. 

4.5x95;   cost.  $15,0(10;   Leo  I  Reinhardt,  587  Lenox  av;   ar't,  Geo  F 

Pelham,    .503    5th    a  v.— 990. 
145th   St.   n  s,   275  e  Sth  av.   eight  O-sty  brk   and  stone  stores  and 

tenements.    50x86.11;    total    cost,    .$360,0(.XI;    Northwestern    Realty 

Co,   170  Broadway;   ar't,   C  B  Brun,   1  Madison  av. — 993. 
181st   St.    n   s,    100   w   Audubon   av.   3-sty   brk   and   stone   fire   engine 

and    hook   and    ladder   house.    lOV^xlOO,    tile   and   cement   and   felt 

roof;    cost,    .$.50,fH10;    N    Y    City    Fire    Dept,    159    E    67th    st ;    ar't, 

Howard   Constable.    14   E   23d   st.— 9.84. 

BOROTTGH   OF   THE   BRONX. 

Charlotte  st,  s  s.  111  e  Boston  road.  1-sty  frame  shop,  73x90;  cost, 

$1,200;    Wm   Hajck  &  Co,   46  Worthington   st.   Winfield.  L  I;   ar't. 

Frank   Chmelik,   1028  4th  av.   L   1   City.— 1().N5. 
Green  lane,   w  s,   1.50  s  Lyon  av.  two  2-sty  frame  dwellings,  21x50; 

total    cost,    $10,0(m;);    Samuel    Sleinmetz,    2015    Fulton    av;    ar't.    B 

Ebeling,    West    Farms   road. — 1(197. 
Green  lane,  w  s,  50  n  Lyon  av.  two  2-sty  frame  dwellings,  21x51.6 

and  .50;   total  cost.  $9,0(111;   N'orbcrt   Robiland,  Castle  Hill  av;  ar't, 

B    Ebeling.    West   Farms    ro;id. — 1(199. 
Hoffman   st.   w   s.   271   n   l.Slth   st,   5-sty   brk   tenement,   37.6x82.10; 

cost,  .$.'15,000;  Felice  Sergio  and  wife,  2331  Arthur  av;  ar't,  Chas  S 

Clark,   709   Tremoiit  av.— 1(190. 
Ritter  d1.  w  s.  175  n  Union  av.  2-sty  brk  dwelling.  20.'{.50;   cost.  .$5.- 

.500;   Hannah  E  Barnes,  IIIC.O  Home  st;  ar't,  P  H  McDonough,  69  St 

Lawrence   av. — 1096. 
Station   pl.   s   e   cor   210th   st.   rear,   1-sty  frame  shed,   48x18;    cost, 

.$.5(_(0;   H  H  Vought  &  Co.  112  W  42d  St.  ow'r  and  ar't.- 1092. 
Tacoma  st.   s  s.   175  e  St  Lawrence  av,  1-sty  frame  storage.  1.5x24; 

cost,   $200;    Wm   Mueller,   262   Tacoma   st;    ar't,   Rudolph   Werner, 

4192  Park  av.— 1067. 
12th  st,  n  s,  280  w  Av  B,  2-sty  frame  dwelling,  21x54;  cost,  $4,0(10; 

Chas  Laumeister.   148th  st  and  3d  av;   ar'ts,  Moore  &  Landsiedel, 

148th  st  and  3d  av.— 11(14. 
177th   st,   n   s,   175  e   Bronx  Park  av,  2%-sty  frame   dwelling,   peak 

shingle  roof.   21x.50;   cost,  .$5,(XI0;   Jacob  Cohn,  Columbus' av;   ar't. 

B    Ebeling.    West   Farms   road. — 1098. 
179th  St.   s  s.   2.50  w   Bronx   Park  av,   2i/4-sty  frame  dwelling,   peak 

shingle    roof.    21x52;    cost,    $6,000;    Jacob    Cohen,    Columbus    av; 

ar't.   B   Ebeling.   West   Farms  road. — 1107. 
2(;i5th   St.   s   s.   1.S3   e   Grand   Concourse,   5-sty  brk   tenement,  25x75; 

cost,   .$'20.00(1;    Fred  Pistone.  3170  Jerome  av;   ar't,  Chas  S  Clark, 

709    Tremont    av.— 1U91. 
214th  St.  n  s.  96  w  4th  st.  2-sty  frame  dwelling,  2'2x26;  cost,  $2,000; 

Andrew    Bilotto,   110   E   215th   st;    ar't,    L   Howard,    176th   st    and 

Carter    av.— 1102. 
223d  st,  n  s,  '280  e  Barnes  av.  2-sty  frame  dwelling,  21.4x51;  cost, 

$4,000;    James   Ceburre.   223d   st    near   Barnes   av;    ar't,   J  Melville 

Lawrence.  239th  st  and  White  Plains  road. — 1078. 
223d  St.  n  s,  100  e  Paulding  av.   1-sty  and  attic  frame  stable,  peak 

shingle    roof.    22x10;    cost.    $2.50;    Wm    Callahan,    2498    Valentine 

av;    ar't,    Geo    Hoffman,   236th   st    and    White    Plains   av. — 1083. 
Boston  road.  .No  1191,  2-sty  brk  store  and  office  building.  82.3(1x50; 

cost.  $15,0tX);  Annie  V  Taylor,  on  premises;  ar't,  Arthur  Arctander 

Co,  .523  Bergen   av. — 1088. 
Briggs   av,    s   w   cor   201  st   st.   '2V2-sty  frame  dwelling,  peak  shingle 

root,  21X.54;   cost.  $7,000;   Geo  D  Kingston,  3884  E  200th  st;   ar't, 

Chas  S  Clark.  709  Tremont  av.— 1086. 
College   av,   e   s.   4.59.9  s   170th   st.   six  2-sty   frame   dwellings.   16.8 

x(X»;    total    cost,    $24  0(K);    I   Guyer,    Classon   av;    ar't,   B   Ebeling. 

West  Farms  road. — 1105. 
College  av.  e  s,  .559.81  s  170th  st,     nine  2-sty  frame  dwellings.  16.8 

x60;    total    cost,    $36.00(1;    I   Guyer,  .Classon    av;    ar't,    B   Ebeling, 

West    Farms    road. — 11(18. 
Daly   av.   w  s,   81.9  n   179th   st.   2-sty  frame   dwelling.   21x.53;    cost, 

$4  800;    Wm  Steinmetz,    176   Van   Buren   st;   ar't,   H   G   Steinmetz, 

1343   Tremont   av.— 1093. 
Hughes  av.  e  s.  '20  n  188th  st,  6-sty  brk  tenernent,  24.10x74.6;  cost, 

$3(1.(1(1(1;    Pasquale   D'Auria,  2086   Hughes  av;   ar't,   Chas   S   Clark, 

709  Tremont    av  — 1094. 
Kinsella  av.   s  s,    100  e   Rose  st,  2-sty  frame  dwelling.  20.x48;    cost, 

$4.'20(l:   Edw  J  Caholl,  Morris  Park  av;   ar't,  Timothy  J  Kelly.  Mor- 
ris  Park   av.— 1082. 
Matilda  av,  e  s.  1.50  s  240th  st.  1-sty  frame  workshop.  12x14;   cost, 

$1.50;    Karl  Seiferth,   on  premises;   ar't,  John  S  Williams,  Matilda 

av.— 1084. 
Old  road,  s  s,  1.50  e  Starrow  st,  1-sty  brk  store,  25x("0;  cost,  $1  000; 

Gidoly   Leon.  47   Lewis  st;    ar't,   Henry  Zlot,   2.30  Grand   St.— 1080. 
Parker   av,    n    s.    3'25    w    Rose    pl,    2-sty   frame   store   and   dwelling, 

21x.50;  cost,  $(i,.5(iO:  Antonio  Coseia,  Castle  Hill  av;  ar't,  B  Ebeling, 

West    Farms    road. — 1106. 
Saxe  av,  n  e  cor  Old  road,  1-sty  frame  storage.  37x4(!.6;  cost.  $1:00;' 

Patrick   Monahan,   4415  3d   av;    ar't,  J  J  Vreeland,  2019  Jerome 

av.— 1089. 


The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved.         Notice  is  hereby  given  that  infringement  will  lead  to  srosecutioa 


593 


imm 


RECORD     AND     GUIDE         Manhattan 


October  6,  1906 


Rockland-Rockport  Lime  Company 

Look  for  these  words  on  the  head  of  every  barrel.  Greenpolnt  Ave.  &  Newtown  Creek         EUREKA 

•'Manufactured  by  Rockland-Rockport  Lime  Company"      Borough  of  Brooklyn,  N.  Y.  City      which  ig  f 

DO  NOT  BE  DECER'ED  BY  ANY  SUBSTITUTE  Telephone.  207  Greenpolnt  «"  t*"*  martet. 
NEW    YORK    OFFICE,    FULLER    BUILDINC,    BROADWAY    AND   23d 


LUMr    Ccmmea 


Mannfactorers    ot    tn*  Jollowinc  Bruidi   9$ 
Kocklaud  Lime 

EXTRA  FINISHING 

Also  Sole  Manofacturen  of 

EUREKA  BRAND  of  PREPARED  PHRE  WHITE  LIMB 

which  is  superior  to  anj  other  lime  or   wall    t)IaBt«r  now 
GUARANTEED  NOT  TO  PIT. 

STREET 


St  Lawrence  av,  e  s,  1T.">  n  Merrill  st.  2-sly  frame  dwelling.  ;22.x.V2; 

cost.   $4,.1()0;   Sarah  Spero,   o-t4   Tacoma  si;    ar'ts,   Moore  &   Land- 

siedel,  14!Sth  st  and  3d  av.— 1103. 
Tremont  av,  n  s,   175  e  St   Lawrence  av,   2-sty  frame  dwelling,  22x 

44. (j   and   55.1;    cost.   $4,500;    Wm   Mueller,   202   Tacoma   st;    art, 

Rudolph   Werner.   41'J2   Park   av.— lOlili. 
Valentine  av,  e  s.  100  s  1118th  st.  2-sty  frame  dwelling,  28.x23;  cost, 

.$4,0110;    Roland  Mc.A.dam,  073  E  175th  st;   ar't,  Chas  S  Clark,  70U 

Tremont   av. — 1087. 
Webster  av,   s  w  cor  Kingsbridge   road,  3-sty   brk  store,   office  and 

loft  building,  22x50.57  and  <>3.5(t;  cost,  .$20,000;  Jane  E  Britton  and 

John    Noonan,   I.SOi    Madison  av;    ar't,   Mortimer  E   Merritt,  58  W 

."list    St.— lltll. 
Washington    av.    e   s,    100.10   n    KiSth   st,    two    O-sty   brk   stores    and 

tenements,   .■!7.(ix'.)7.(i:    total   cost,   $70,000;    Diamond   Construction 

Co,  Wm  J  Diamond,  275  Pearl  st,  Pres;  ar't,  Samuel  Sass.  23  Park 

row. — 1011.5. 
White   Plains  av,   w  s,  220  n  23Sth  st,  1-sty  frame  storage,   IGxlO; 

cost,   $1(MI;   M  Forest,   on  premises;   ar't,   B   Ebeling,  West  Farms 

road.— 1100. 


ALTERATIONS. 

BOROUGH    OF   MANHATTAN. 

Allen  St.  Nos  2II2-2II4,  windows,  partitions,  skylights,  to  two  3-sty 
brk  and  stone  stores  and  tenements;  cost,  .$1,000;  Perlman  & 
Levine,  83  W  115th  st;  ar'ts.  Bernstein  &  Bernstein,  24  E  23d 
St.— 2014. 

Attorney  st.  No  101,  partitions,  skylights,  cut  openings,  to  3-sty 
and  basement  brk  and  stone  store  and  tene-ment;  cost,  $1,200; 
Martin  Grosmann  estate,  HOG  Jackson  av;  ar't,  Chas  Stegmayer, 
10,8   E   01st   St.— 2010. 

Broome  st.  Nos  302-300,  new  plumbing,  partitions,  to  tw'o  5-sty 
brk  and  stone  tenements;  cost,  .$4,000;  Kittenplan  &  Rubinger,  o 
Beekman  st;   ar't,  L  A  Goldstone,  110  W  34th  St.— 2037. 

Cherry  st.  No  14U.  toilets,  partitions,  windows,  sinks,  to  5-sty  brk 
and  stone  store  and  tenement;  cost,  $1,7.50;  Martin  Gerone,  173 
Fulton  st;  ar't,  Alfred  L  Kehoe,  200  Broadway. — ■2051). 

Eldridge  st.  No  84,  windows,  new  concrete  cellar  floor,  to  .5-sty  brk 
and  stone  store  and  tenement;  cost,  .$3(XI;  Barbara  Diekmann,  4.50 
Putnam  av,  Brooklyn;  ar't,  Henry  Regelmann,  133  7th  St. — 2041. 

Greenwich  st.  No  547.  show  windows,  toilets,  partitions,  girders,  to 
3-sty  brk  and  stone  store  and  tenement;  cost.  .$1.<HX);  Hohn  & 
Ascher,  24  E  21st  st ;  ar't,  J  C  Cocker,  103  E  125th  st.— 2040. 

Houston  st.  No  200  East]toilets,     windows,     to     two     5-stv     brk     and 

1st   st.   No  0.5  I     stone    tenements;    cost,    .$3,000;    B    Ershow- 

sky.   175  East  Houston  st;   ar't,  O  Reissmann,  30  1st  st. — 2(j48. 

Ludlow  St.  No  173,  toilets,  windows,  tank,  to  5-sty  brk  and  stone 
tenement;  cost,  .$4,000;  Joe  Kaplan,  43  Clinton  st;  ar't,  Harrv 
Zlot,   230  Grand  St.— 2008. 

Monroe  st.  No  174,  fireproof  ceiling,  metal  lath,  to  5-sty  brk  and 
Stone  tenement;  cost,  .$50IJ;  A  Adler,  203  Henry  st;  ar't,  O  Reiss- 
mann,  30   1st   St. — 20.50. 

Mulberry  st.  No  OO,  toilets,  partitions,  to  O-sty  brk  and  stone  tene- 
ment; cost,  $2,000;  A  Sbarboro.  14  Franklin  st;  ar'ts,  Bernstein 
&   Bernstein,  24  E  23d  st  — 2(i27. 

Norfolk  st.  No  181,  partitions,  fireproof  ceiling,  to  !5-sty  brk  and 
stone  tenement:  cost,  .$.500;  Pincus  Frank,  23  Orchard  st;  ar't. 
Harry   Zlot,    230   Grand    st. — 2000. 

Oliver  st.  No  40,  skylights,  sinks,  to  two  4-sty  brk  and  stone  tene-. 
ments;  cost.  $1,400;  Michael  loria,  49  Oliver  st ;  ar't,  T  T  Cramp, 
27   Madison    st. — 2010. 

Pearl  st,  Nos  41M>-4!)2,  toilets,  skylights,  windows,  to  4-sty  brk  ancj 
stone  tenement;  cost.  $1,500;  Bernard  Golden.  140  Nassau  st; 
ar't,   Chas   E  Reid,   105  E  14th  St.— 2024. 

Sheriff  st,  e  s,  .50.0  south  of  Houston  st,  toilets,  walls,  windows,  par- 
titions, to  4-sty  brk  and  stone  store  and  tenement;  cost,  .$.5,000; 
Gaffney  &  Butler,  151  W  82d  st;  ar'ts,  Neville  &  Bagge,  217  W 
125th  St.— 20.55. 

Waverly  pi.  No  108,  1-sty  and  mezzanine  floor,  brk  and  stone  rear 
extension,  22.10.x43,  reljuild  walls,  cast  iron  columns,  partitions, 
to  3-sty  and  attic  brk  and  stone  stable  and  dwelling;  cost,  $5,000; 
Miss  Grace  Wilkes,  10  Washington  sq;  ar't,  Chas  C  Haight,  452 
5th  av.— 2039. 

2d  st.  No  77,  windows,  toilets,  partitions,  to  5-sty  brk  and  stone 
tenement:  cost,  $1,500;  Mrs  Volk,  77  2d  st;  ar't,  O  Reissmann,  30 
1st  St.— 20.58. 

4th  st.  No  325  East,  windows,  to  .3-sty  brk  and  stone  tenement: 
cost,  $2(KJ;  Samuel  Spiegel,  325  E  4th  st;  ar't,  Harry  Zlot,  230 
Grand  st.— 2010. 

4th  st.  No  04  East,  1-sty  and  basement  brk  and  stone  front  exten- 
sion, 2.5x5.3,  toilets,  partitions,  store  front,  stairs,  to  4-sty  brk 
and  stone  store  and  meeting  hall;  cost,  $1,.5(30;  Jos  L  Rosenberg, 
222  Olh  av:   ar't,  Henry  J  Feiser,  1.50  Nassau  st. — 2025. 

0th  St.  No  529  East,  toilets,  windows,  to  5-sty  brk  and  stone  tene- 
ment: cost,  $1,500;  Frank  Cosper,  348  E  58th  st;  ar't,  O  Reiss- 
mann. ."JO  1st  St.— 2049. 

9th  st.  No  .343  East,  partitions,  toilets,  to  two  4-sty  brk  and  stone 
tenements:  cost.  $2,000;  Mrs  H  Singer,  343  E  9th  st;  ar't,  Henry 
Regelmann,   133  7th  St.— 2032. 

11th  St.  No  043  East,  partitions,  windows,  skylight,  toilets,  to  two 
.5-sty  brk  and  stone  tenements;  cost,  ,$.'),000;  Davis  &  Weiss,  301 
Fulton  st;  ar't.  Max  Muller,  3  Chambers  st. — 2035. 

17th  st,  Nos  249-2.5.5  West,  alter  doors,  windows,  stairway,  to  O-sty 
brk  and  stone  warehouse;  cost,  .$800;  Siegel-Cooper  Co,  0th  av 
and  18th  st;  ar't,  M  J  Murphy,  care  Siegel-Cooper  Co,  on  prem- 
ises.— ■20.">ti. 

20th  St.  No  300%  East,  toilets,  partitions,  windows,  to  .5-sty  brk  and 
stone  tenement:  cost,  $1.2011;  Samuel  Friedman,  1117  .Mtorncy  st; 
ar't,    Alfred   L   Kehoe    200   Broadway.— 2007. 

20th  st.  No  30lt  E,  baths,  toilets,  partitions,  to  .5-sty  brk  and  stone 
store  and  tenement;  cost,  $2  00(1:  Samuel  Friedman,  107  Attorney 
st;    ar't,   Alfred_  L  Kehoe.   2flO  Broadway. — 2057. 

3.5th  st,  Nos  .53-.I.5  West,  1-sty  brk  and  stone  rear  extension.  23. Ox 
23.0,  to  4-sty  brk' and  stone  store  and  tenement:  cost,  .$400:  Jas 
Moore,  1904  Broadway:  ar't,  Erwin  Rossbach,  1947  Broadway. 
—2030. 


3l!th    St.    No    .".41    East,    toilets,    partitions,    windows,    plumbing,    to 
5-sty    brk    and    stone    store    and    tenement;    cost,    .$1..5t)0;    Anna 
Jones.  140  E  05th  st;  ar't,  Henry  Regelmann,  133  7th  st. — 2033. 
.39th  St.   Nos  234-23(i  East,  1-sty  brk  and  stone  side  extension,  14x' 
3,S,    to    1-sty  brk   and  stone  boiler  room;    cost,   .$1,0(X>;    The  J  C  G 
Hupfel  Brewing  Co,  229  E  38th  st;  ar't,  Adolph  G  Hupfel,  9  W  80th 
St.— 2029. 
43d  St,  Nos  520  and  522  West,  tanks,  to  8-sty  brk  and  stone  factory; 
cost,  .$3,100;   John  A  Weser,  801  West  End  av;   ar't  and  b'r.  The 
Rusling  Co,   20  Cortlandt  St.— 2013.' 
43d    St.    No    025    West,    deck    house,    new    elevator,    stairways,    fire 
doors,    to    4-stv    brk    and   stone    loft    building;    cost,    $.5, .500;    The 
Chas  E   Ellis   Real   Estate  Co,  009  W  43d  st;   ar't,  The  Quay  En- 
gineering Co,   1123  Broadway. — 2043. 
44th   st,    Nos   02ii-03l>  West,   deck  house,   alter   doors   and   windows, 
floors,  electric  elevator,  to  4-sty  brk  and  stone  loft  building:  cost, 
$10,0110;  The  Chas  E  Ellis  Real  Estate  Co,  009  W  43d  st;  ar't.  The 
Quay  Engineering  Co,  1123  Broadway. — 204'2. 

45th  St.  n  w  cor  10th  av,  show  windows,  to  5-sty  brk  and  stone 
tenement:  cost,  .$500;  Rose  Newman,  1339  5th  av;  ar'ts,  B  W 
Berger  &   Son,   121   Bible   House.— 20.54. 

.53d  St.  No  401  East,  cut  openings,  stairs,  skylights,  to  4-sty  brk  and 
stone  store  and  tenement;  cost,  $700;  Peter  Doelgcr,  407  E  55th 
st;   ar't,   Chas  Stegmayer,   108  E  91st  St.— 2017. 

53d  St,  No  403  East,  windows,  skylights,  to  5-sty  brk  and  stone 
tenement;  cost,  $3.50;  Peter  Doelger,  407  E  55th  st;  ar't,  Chas 
Stegmayer,   108   E  91st  St.— 2018. 

.55th  St.  Nos  204  and  200  W.  alter  doors,  steps,  walls,  to  two  8-sty 
brk  and  stone  tenements  and  hotel;  cost.  .$4.O0O;  Edward  H  Titus, 
Closter,   Bergen  Co,  N  J;   ar't,  John  H  Duncan,  208  5th  av. — 20.59. 

.55th  st.  No  119  East,  1-sty  and  basement  brk  and  stone  rear  ex- 
tension, 8.4x15,  erect  roof  house,  to  3-sty  brk  and  stone  dwelling; 
cost,  .'f3,000:  Mrs  Wm  H  Draper,  18  W  8th  st;  ar't,  Wm  S  Miller, 
141   E  40th   St.— 2038. 

C9th  st.  No  300  E,  1-sty  brk  and  stone  rear  extension,  20.4x10.  par- 
titions, beams,  to  4-sty  brk  and  stone  tenement:  cost,  $2.tM30; 
Richard  R  Costello,  03  Wall  st;  ar't,  James  J  F  Gavigan,  1123 
Broadway. — 2002. 

09th  St.  No  201  West,  install  steel  beams,  walls,  to  3-sty  brk  and 
stone  garage;  cost,  .$500;  F  G  Bourne,  140  Broadway;  ar't,  Geo  H 
Griebel,  22.55  Broadway;  b'r,  Wm  Campbell,  214  W  08th  st.— 2015. 

70th  st.  No  507  East,  2-sty  brk  and  stone  rear  extension,  25x32.0.  to 
2-sty  brk  and  stone  stable;  cost,  $5,000:  John  Hurtzig,  .507  E 
70th    st:    ar'ts.    Sommerfeld    &    Sleekier.    19    Union    sq.— 'itilO. 

81st  St.  No  337  East,  piers,  store  fronts,  toilets,  partitions,  windows, 
to  5-sty  brk  and  stone  store  and  tenement:  cost,  $5,<.KJ0:  Weil  & 
Mayer,  5  Beekman  st:  ar't,  Samuel  Gross,  5  Beekman  st. — 202(!. 

82d  St.  No  342  East.  1-sty  brk  and  stone  front  extension,  25x5._show 
windows,  sinks,  to  4-sty  brk  and  stone  tenement;  cost,  $5,0(XI; 
Robert  Kommel.  12  E  S7th  st.  and  Jacob  Rubin,  441  E  8eth  st; 
ar't.   M   Zipkes,   147  4th   av.— 2021. 

82d  St.  No  09  East,  add  1  sty,  stairs,  to  3-sty  brk  and  stone  dwell- 
ing; cost,  .$900;  Luis  J  Phelps,  69  E  82d  st;  ar't,  Wm  J  Fryer, 
20   Cortlandt   st.— 2011. 

101st  St.  No  124  West,  partitions,  to  5-sty  brk  and  stone  tenement; 
cost,  $1."200:  Samuel  J  Hyman,  132  Broome  st;  ar't,  Nathan 
Langer,   81   E   125th   St.— 2045. 

114th  st,  Nos  00-02  East,  toilets,  windows,  show  windows,  to  two 
5-sty  brk  and  stone  tenements:  cost.  .$.5,000;  Herman  Goldman,  110 
W  114th  st:  ar't.  M  Zipkes.  147  4th  av. — 20.53. 

115th  St.  No  .''.12  E,  partitions,  toilets,  w-indows.  store  fronts,  piers, 
to  4-sty  brk  and  stone  tenement;  cost.  .$2.5(X1;  Frank  Garafola.  419 
E   lllith  st:   ar't,  Nathan  Langer,  81  E  r25th  st.— 20G3. 

120th  St.  Nos  123-125  East,  windows,  to  two  5-sty  brk  and  stone 
tenements:  cost,  $5,000;  Mrs  Sophie  Mayer,  195G  3d  av;  ar't,  M 
Zipkes,    147   4th   av.— 2052. 

129th  St.  No  140  E,  cut  windows,  to  5-sty  brk  and  stone  tenement; 
cost,  .$.500;  Daniel  Rosenthal,  3  W  122d  st;  ar't,  O  Reissmann, 
30   1st   St.— 2060. 

Av  A.  No  204.  partitions,  toilets,  skylights,  to  4-sty  brk  and  stone 
tenement;  cost,  $1,.500;  estate  of  L  Schwerer,  52  Holland  Station, 
Rockaway  Beach,  L  I;  ar't,  Henry  Regelmann,  133  7th  st. — 2(>34. 

Av  D.  s  w  cor  4th  'st,  excavate  for  cellar,  new  bake  oven,  to  6-sty 
brk  and  stone  tenement;  cost,  $1,500;  Israel  D  Goodman,  110 
Henry  st;   ar'ts,  Bernstein  &  Bernstein,  24  E  23d  st. — 2028. 

Amsterdam  av.  w  s.  1.50th  to  151st  st,  erect  frame  balcony  to  3-sty 
brk  and  stone  store  and  office  building;  cost,  $1.(.X)0;  Bernard 
Loth,  408  W  1.50th  st;  ar't,  Henri  Fouchaux,  Broadway  and  162d 
St.— 2020. 

Amsterdam  av.  No  104,  store  fronts,  toilets,  plumbing,  to  5-sty  brk 
and  stone  store  and  tenement:  cost,  $5,000;  John  Mackey,  358 
W  51st  st:   ar't,   Fred  Ebeling,  4'20  E  9th  St.— 2051. 

Broadway.  No  1375,  store  fronts,  stairs,  chimney,  to  2-sty  brk  and 
Stone  bank  and  office  building;  cost,  $7,000:  Mary  A  Fitzgerald, 
Paris,   France:    ar'ts,   Werner  &  Windolph,   27  W  o'.iA  st.— 2G23. 

Broadway,  Nos  1431-1433,  store  front,  to  7-sty  brk  and  stone  store 
and  office  building;  cost,  $300;  United  Merchants  Realty  &  Impt 
Co,  111  Broadway;   ar't.  Edwin  Rossbach,  1947  Broadway.— 2631. 

Park  av.  No  772.  stairways,  windows,  to  7-sty  brk  and  stone  apart- 
ment house:  cost.  .$9,0tlt>:  Mrs  D  E  Moran,  on  premises;  ar'ts,  G  B 
Post  &  Sons,  33  E  17th  st.— 2027. 

Riverside  Drive,  s  w  cor  70th  st.  1-sty  brk  and  stone  rear  extension. 
12.8x9.11%,  to  4-sty  brk  and  stone  residence:  cost,  $:?00;  Haley 
Fiske,  on  premises;   ar't,  A  Namur,  202  W  129th  st. — 2li47. 

West  Broadway,  No  38(),  show  windows,  to  3-sty  brk  and  stone 
store  and  tenement:  cost,  $300;  William  B  McGurn,  386  West 
Broadway:   ar't,  Louis  Falk,  2785  3d  av. — 2012. 

1st  av.  No  2129.  partitions,  toilets,  to  4-sty  brk  and  stone  tenement; 
cost.  $1.,S(I0:  Frank  Garofalo,  419  E  llGth  st;  ar't,  Nathan  Langer, 
81    E   125th  St.— 2044. 

8th  av.  No  000,  show  windows,  toilets,  alter  stairs,  beams,  to  3-sty 
brk  and  stone  hotel  and  dwelling:  cost,  .$2.»XK):  John  D  .Mlavan, 
5l'l  W   H9th  st:  ar't,  L  Falk.  2785  3d  av.— 2001. 

BOROUGH   OF    THE   BRONX. 

Lincoln  st,  n  e  cor  Morris  Park  av,  move  2-sty  frame  school;  cost, 
.$3,000:  Regent  Realty  Co,  25  W  42d  st;  ar't,  D  B  Levy,  25  W 
42d   St.— .529. 


The  text  of  these  pages  is  copyrigljted.     All  rights  are  reserved.  Notice  is  hereby  given  that  infringement  •will  lead  to  prosecution. 
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The   Palmer   Lime  and  Cement  Company 

'*PAI>MER"S  >0.  1,"  thn  Btrnngest  and  best  brick  lime  manufactured,  win  lay  more  brlok  to  tho  barrel  than  any  other  lime.  ' 

Farnain  Clll  1:^11  IKE  FinishlugT;  whl.-h  hue  no  equal. 

Palnier'M  Fiiiisliiiig',  hlt-h  fe-racl.-,  f..r  all  finishing  and  plastering  work. 

Conneclitut  While  Lime,  espty-lally  adapted  to  brown  and  scratch  work. 

Palmer's  Chemical  l.inie,  absolutelv  high  grade.  • 

AlBcn's  Portland  Cement,  tor  Long  Island.  FOSTER    F.    COMSTOCK,    Manager 

Brooklyn  Stntion.  Tol'^phonn  14-T  r-rfcnrolnt  Sales  Department :     149    BROADWAY      NEW    YORK 

J»rs«y  City  Station,  Telephone  1302  Jersey  Telephones,  (JiJlci-Gtil  l-et;i2  Coititindt 


Lorillard  pi,  s  e  cor  ISSth  st,  new  bay  windows,  new  partitions,  &c, 

to  2-sty  frame  dwelling;   cost,  .fl!00;   R  A   McGregor,  49  Lorillard 

pi.   ow'r  and  ar't. — .">2S. 
Station   pi.   e   s,   !l."i   s   lilOth   st,   new   partitions,   &c.   to   12-sty   frame 

dwelling;  cost,  .$800;  Jos  Scotellaro,  1(>8  Mulberry  st;  ar't,  John  J 

Kennedy,    Riverdale. — .540. 
144th   St.   No   41>3.   new   toilets,   new   partitions,   &c.   to  3-sty   frame 

tenement;    cost,  ,$,500;    Solomon  Zeigler,   Grand  Union  Hotel;   ar't, 

Louis  Falk,  278.5  3d  av.— 541. 
173d  St.  n  s.  28.110  e  Webster  av,   1-sty  frame  extension,   15.0x12.0. 

to    3-sty    frame    dwelling;    cost.    ,$2.50;    Mrs    W    Beandine,    701    E 

173d  st;  art,  F  C  Huston,  5fi2  E  143d  st.— 5.35. 
184th  st,   No  059,  2-sty  frame  extension.  29.8xlH4  and  20,  and  new 

partitions,  &c,  to  2-sty  frame  store  and  dwelling;   cost,  $2,000;   J 

Goldshmit,  on  premises;  ar't,  John  Marx,  224th  st  and  White  Plains 

road.— 537. 
Classon   Point   road,   n   w  cor   East   River,  move   l'/4-sty  frame   bath 

house;  cost,  .$,500;  Clinton  Stephens,  on  premises;  ar't,  B  Ebeling, 

West   Farms  road. — ,5,33. 
Commonwealth  av,  e  s,  25  n  MeCIellan  av,  move  2-sty  frame  dwell- 
ing;   cost,    ,$3<M);    Christian    Schweppenhauser,    on    premises;    ar't, 

Louis  Falk,  2785  3d  av.— 530. 


Cedar  av,  e  s,  250  n  Sedgwick  av,  raise  to  new  grade  2-sty  frame 
dwelling;  cost,  $80<t;  Chas  T  Zeilfuss,  Worthington,  N  Y;  ar't, 
Fred  Damm.  513  E   144th  st.— ,531. 

Jackson  av,  w  s.  204  s  Railroad  av,  move  T^-sty  frame  barn;  cost, 
$2,50;  Henry  Belmont,  Jefferson  st;  ar't,  Thos  L  Newman,  41 
Liberty  st.— ,539. 

Longwood  av,  Nos  1032  and  1034.  new  storm  porch,  water  closets, 
partitions,  &c.  to  1-sty  brk  stores;  cost,  $300;  Alfred  C  Bitts,  on 
premises;  ar't,  Louis  Falk,  278,5  .3d  av. — 527. 

Summit  av,  e  s,  415  n  l()4th  st,  new  plumbing,  new  partitions.  &c. 
to  3-sty  frame  dwelling;  cost.  .$1,000;  Gustav  Olsen,  on  premises; 
ar't,  C  J  Itzel,  1047  Simpson  st.— ,534. 

Tremont  av.  No  522,  move  2%-sty  frame  dwelling;  cost,  $.500;  estate 
of  Edw  Colgrove  Chas  H  Class,  21  W  20th  st,  exr;  ar't,  J  J  Vree- 
land,   2019  Jerome  av.— 530. 

Unionport  road,  e  s,  2.50.2  n  Mianna  st,  move  and  new  veranda,  4x2,5, 
to  2-sty  frame  dwelling;  cost,  $2,(X)0;  Philip  A  and  Anna  Haber- 
nicht,  on  premises;  ar't,  B  Ebeling,  West  Farms  road. — .532. 

3d  av,  w  s,  17,3.2.3  n  li;7th  st,  new  store  front,  new  partitions,  &c.  to 
two  3  and  1-sty  frame  stores  and  dwellings;  cost.  $2, .5011;  Solo- 
mon B  Kraus,  9.35  Broadway;  ar't,  Henry  Vollweiler,  090  Bush- 
wick  av,   Brooklyn. — 538. 


For  other  Judgments  tn  Foreclosure  Suits,  Lis 
Pendens,  Foreclosure  Suits,  Judgments,  Satisfied 
Judgments,  Mechanic  Liens,  Building  Loan  Con- 
tracts, SatlBfled  Mechanics'  Liens  and  Orders,  see 

page.s    oli.i.    .V.I4,    O'.l.'i,    3'.llj. 


FILINGS  OF  OCTOBER  5TH. 


LIS   PENDEN& 

10:;     TENEMENT     HOUSE     LIS     PENDENS. 
Oct.    D. 

8th    st,     Nos    :i23    and    32.5    East ;     two    actions. 

Henry   Melville  recvr  agt  Joshua  Seldin  et  al; 

action  to  declare  trust;  att'ys,  Hays  &  Hersh- 

fleld. 
5th  st,  Nos  6L'n  and  631  East.  | 

4th    St.    No   25U    East.  | 

Louis    Bender    agt    Louise    E    Bender    et    al; 

partition;    att'y,    J    F    Stier. 
3d    av.    No    ITtll.      John    B    Gerety    agt    Israel 

Wolchok   et   al;    action   to   foreclose   mechanics 

lien:   att'ys,   Spiro  &  Wasservogel. 
Lorillard  pi.  .No  42.     Westchester  Avenue  Realty 

Co    agt    Wm    J    Taylor;    specific    performance; 

att'y,    M    Monfried. 


FORECLOSURE    SUITS. 

Oct.    0. 

8th   av,   Nos  2471  and   247;i.      Louis   F    Levy  agt 
•    Louis  Levinson  et  al;   att'y,   H   S   Eisman. 
Amsterdam    av,    e    s,    23(1.1    n    KjTth    st.    7.5x100. 

Dora    Finkelstein    agt    Jacob    Goldberg    et    al; 

att'y,  J   A  Seidman. 
Wadsworth  av,  n  w  cor  1S:M  st,  74.11x00.     Mayer 

S   Auerbach  agt  Agnes  E  Bell  et  al;    att'y,   M 

Stern. 


JUDGMENTS. 

Oct. 

5  AlmerifO.      Pasquale — Augustus     C      Bedell. 


.$312.01 


5  Altieri,    Antonio   &    Marie — American   Surety 

Co  of  N   Y    70.91 

5  Altieri.   Tony the  same   224.16 

5  Atwood,   Carrie  L— Fred  C  Bingham.  .1,443.20 
5'Barasch.    Abraham— N    Y    Telephone    Co. 48.86 

5  Block.    Balten the  same    50.10 

5  Barney,    Chas   W— Danby   Drake 77.96 

5  Beckett,     William— Hall    &    Locke    Co.. 66.41 
5  Beck.    Marcus— Wmli    Davidow. costs,    72.07 

5  Brown,    Wm    T— .N    Y    Telephone    Co .53.12 

5*Baker.   Pitt  J the  same   .53.12' 

5  Bruder,    George — Landis    Machine    Co... 51. 41 
5  Connolly,    Patrick — Maynard   N    Clement.... 

costs,    229.67 

5  Cipolla,    Carmine — Sam    Spierto    et    al.244.41 

5         the    same the    same    119.41 

5  Cady,    James    C— Aaron    Engel    96.00 

,5  Cady,  J  Carlton,  Jr the  same 31.24 

5         the    same the    same     31.24 

5  Campbell.  .1   Joseph— George  Hensle. ..  .5,34.31 
5  Dershowitz,    Louis— N    Y   Telephone   Co.. 48.86 

5  Disken,  James  F— Kate  V  Ferris 99.41 

5»Dally.   Geo   H— J   &   J   Eager  Co 1,093.29 

5  Dittler.     Frederick— People.     &c .500.00 

5  Di    Pace,     Pasquale— Maynard    N    Clement. 

costs,    222.67 

5  Dickinson,    Chas   C— Ogle    T    Warren    et   al. 

-■■■■- 5,898.61 


5  Elsasser,    Theodore— Isaac    V    Cohen 59.31 

5«Feise,   Sally   E— N   Y   Telephone   Co 19.27 

5  Freeman,    W    Putnam the   same 53.12 

5  Friedman,    Barnett— Samuel   Grossman   et  al 

600.00 

5'Flcker,    Frederick    C— American    Surety    Co. 

'224.16 

5  Flora.    Frank    P— Joseph    Taddonio 250.00 

5  Fountain.    Harry    L— Wm    A    Pulls 132.39 

5  Fagg,    Clarence the   same    21.72 

.5  Grant,  Chas  H— N  Y  Telephone  Co 43.92 

5  Grossman.    Israel— Barnett    Fox 421.09 

5  Gropper,   Joseph— People,   &c   500.00 

5  Gallo.     John— Harry     Levlnsohn 190.32 

5  Greenbaum.  Abraham— Joel  B  Goodman. 120.80 
5  Horgan,    Arthur    J— Gustave    S    Jacobson   et 

al    643.0<; 

5  Hefter,    Leonard — Leo    Greenbaum 44.72 

5  Henriques.    B    B    St    John— N    Y    Telephone 

Co 63.13 

5  Idleman,    George — Samuel    Grossman    et    al. 

600.00 

5  Kelly.    John    F— Benjamin    Ripin 41.06 

5  KafTenberg.    Abraham    D— N    Y    Transporta- 
tion    Co 140.87 

5  Keeler.  Edw   B— Danby  Drake   160.22 

5  Konopolsky,    Louis— Barnet   Cantar 22.40 

5  Kleinfeld,    Abraham— Orange    County    Milk 

Assn    197.85 

5  Kopp,    August    E— Maynard    N    Clement 

1,840.00 

0  Leiner,    Henry— Marcus    MargoUes    et    al. 

673.22 

5  Lasher,     Louis— Bernheimer    &     Schwartz 

Pilsner    Brewing    Co 376.13 

5  Lathan,    Gray— Dunn   &   Peckner    11.S.80 

5*Martin,    John    H— J    &   J    Eager   Co 1,093.29 

5  McLean,   J   Lester— N   Y   Transportation   Co. 

75.17 

5  McFerran,    James — Samuel    Trimmer    et    al. 

214.31 

5  Myers.   Geo   H— Kumberger  &   Vreeland.l.'f6.02 
5  Mar.salis.  Thomas  L— Benjamin  Altman.161.88 

5         the    same the    same     134.04 

5  McAuley.    James— Anton    Kempf     57.70 

5  McFerran.     James — Henry    M    Toch    et    al. 

1.4.58.21 

5  Newberg,    Marcus— Max    Schneider 60.41 

5  O'TooIe,     Francis— Leo    Schleslnger 489.39 

5  Osborne,    Chas    H— A    Halliday    &    Co.  .20<j.04 

5  O'Dwyer,     Michael Frederick    A    Verdon. 

245.97 

5  Pratt.   Edward— Isaac   Michaels  et  al... 124.50 

5  Pitney.    Chas   F— Reedy    Elevator   Co 87.12 

5  Reilly,    May    E— Catharine   H    Anderson 

costs,    98..S5 

5  Rosenagel,    Charles— Geo    B    Marx 168.76 

5         the    same the    same    104.69 

5  Reiner,     Louis— Wheeling    Corrugating    Co. 
22,3  21 


5  Ryan,    Nicholas   W— Samuel   Trimmer  et   al 

214.31 

5  Repp.  Clinton  B— N  Y  Telephone  Co.  .,39.96 
5  Russell.   George  M*  &  Mary  E— Geo  S  Mac- 

donald    :W.37 

5  Silver.    Max— N   Y   Telephone   Co 31.46 

5  Shellon.    Geo    T the    same    30.05 

5  Sullivan,   Stephen   J the   same 62.02 

5  Santoro.    Luigi — India    Wharf    Brewing    Co. 

171.90 

5  Schrader,    Carl    W— Francis    H    Lcggett    & 

Co ,506.22 

5  Steele.  Wilbur  F— Edw  T  Youmans.  .2.175..5S 
5  Squires.  Harold  C— John  McCarren  .  . .  .4S..54 
5  Schulz.    Theodore   E— N    Y   Brazing   Co.. 81. ,56 

5  Silverman.     R    H— Danby    Darke     69.67 

5  Stein,    George — Piel    Bros 97.35 

5  Schneider,    Frederick — J   &   J    Eager  Co. . . . 

1.093.29 


5  Van   Eaton.  John  V— N  Y  Telephone  Co.. 50.10 

5  Valdez,    Delia- Mary    S    Hamilton 187.92 

5  Wolf.    Charles— N   Y   Telephone  Co 19.27 

5  Waldman,   Joseph — Horace  Loudon .39.65 

5  Weilerstein,     Abraham — Isabella     Sternberg. 

182.64 

5  Werner,    Gustave — John    H    Coursen. ..  .29.65 

u  Zeller,    Lbrenz— Jacob    E    Jetter. ..,,  .1,558.47 

CORPORATIONS. 

5  Union     Cab    Co — Isaac     Shapiro 'J'.1.15 

5  B    Siegel   Co— Isidore    Blauner  et  al.. 1.044. So 
o  Doyle    Mat    Albumen    Paper    Co— Archibald 

Erskine,    Jr,    et    al    02.11 

5  The  City  of  N  Y— Frederick  A  Baker.  .290.24 


SATISFIED  JUDGMENTS. 

Oct.    5. 

Amabile.  Felix— M  E  Amabile.  1900. ..  ..$117.50 
Barry,  Maria  T— W  V  Simpson.  1901.  ..  .1,009.98 
Dillon.  Patrick— W  H  Nostrand  et  al.  1900.514.45 
"Goldey,    Wm    H— N    Y    Mutual   G;is   Light   Co. 

1890   271.19 

»Horwitz.   Otto— A  Stern.   1906   6,4.32.48 

Jewett,  Elise  W— F  L  Schmidt,  Jr.  1905.. 120.00 
Lewis.    Arthur   B   or   Albert    B— D   J   Edmonds. 

1904     719.91 

Rosenthal.    Geo    H— Title    Guarantee    &    Trust 

Co.    1<HI6    184.24 

Schenck,  Nicholas— A  Bruen  et  al.  liWl. .  .34.27 
Smith.  Robert  L— The  Bank  of  New  Amsterdam 

1898     349.64 

"Samuel,  Lewis  S— W  B  Keller  et  al.  1898.260.13 

"Same M    E    Smith.    1.896 81.43 

"Same same.     1896    305.67 

"Same same.       1896     60.00 

"Same N  W  Marcus.  1898  4,695.02 

"Same J   T    Hall.    1894    3,848.88 

"Same F     Berenbreick.     1,897     67,604.57 

"Stimmel,   John— J   P  Schuchmau.    1896 478.49 


Sulzberger,     Mayer    B — George    Hensle.  534. 
Ulanoff,    Harry— Samuel    Gaynor 186. 


MECHANICS'  LIENS. 


Oct.    0. 

61— 121st  St.  Nos  3.58  and  JiliO  East.  Harold 
L  Rockmore  agt  Philip  Levenson  and  Levin- 
son   &    Zipkins    ; .f 3. 1.50.00 

62— Park  av.  n  w  cor  96th  st.  2,5x100.  Kerts- 
cher   &   Co  agt   Wm   F   Rohrig    4,607.00 

63 — Willett  St.  No  t55.  Barron  &  Mayer  agt 
harnev  and  Ida  Hoffman.  Charles  Sega'ove 
and     Barnet     Chumper      75^00 

64 — Simpson    st,    w    s,    110    n    Westchester   av,l 

175x100    

Barrelle    st,    e   s,    198   n    165eh    st,    7.5xlOO.| 
Ashbel  G  Vermilye  agt  Louis  Stern  &  Co. 215. 25 

65— 179th  St.  n  s.  KM)  w  Audubon  av,  40JilOO. 
Sprickerhoff  &.  Scharnberger  agt  Wallach. 
Relsler   &    Co 248.00 

66 — Broome  st.  s  w  cor  Mangin  st,  25x75. 
Same  agt   Pincus  Ronginsky   ,300.0:) 

67— I181h  St.  s  s.  248  e  Pleasant  av.  125x 
PK). II.  Max  L  Rohman  agt  Max  Reuben  or 
Rubin   and   David   Perlman    8,606.95 


Tli«  t«xt  of  these  pages  Is  copyrlghtea.     All  rights  are  reserved.         Notice  Is  hereby  given  that  Infrlagemeot  will  lead  to  prosecution. 
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DENNIS  G.  BRUSSEL 

•■  ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT- HEAT-POWER 


The  Brussel  Method  and  organization  is 
devoted  exclusively  to  the  electrical  prob> 
lem  of  the  building.  Independent  plants 
installed,  or  wiring  for  street  service.  Writ* 
for  particulars, 

15  West   29th    Street,    N.  Y. 


6S— IMth  St.  s  s,  100  e  Broadway,  400x100. 
Antonio  Cebielli  agt  Maurice  J  Burstein  and 
Tony    Altieri    240.00 

IW— Amsterdam  av,  e  s.  230.11  n  lOTth  st,  75x 
1(X>.  Builders  Stone  Contracting  Co  agt 
Jacob   Goldberg    : 215.00 

7(1— 7Sth  St,  No  113  West.  Thomas  Stone  agt 
Orrin  S    ..ightman  and  Wm  H  Smith. .  .493.00 

71— Amsterdam  av,  e  s,  230.11  n  167th  st,  75x 
100.  G  H  Gerard  Son  &  Co  agt  Jacob 
Goldberg    2,525.00 

72— Broad  st.  No  49.  George  Runey  agt  Na- 
poleon S  Levy  and  Privee 1,916.53 

73— Brown  pi,  whole  front  between  136th  and 
137th  sts,  2011x1110.  William  Craig  agt  Jacob 
Maisel,  Max  L  Rohman  and  Charles  Pema. 
81.65 

74— Columbus  av.  No  424.  Samuel  Shanker 
agt  John  Smith  and  Frank  Robinson   ...376.00 

7.">— Amsterdam  av,  e  s,  236.1  n  167th  st,  75x 
lot).  Guarantee  Tile  Co  agt  Jacob  Goldberg. 
275.00 


BUILDING  LOAN  CONTRACTS. 

Oct.    5. 

Prince  st,  Nos  130  to  154.  Samson  Lachman 
loans  Pasquale  Lauria  to  erect  a  6-sty  tene- 
ment:   6    payments     $35,000 

21st  st,  Nos  IS  and  20  West.  Metropolitan 
Life  Ins  Co  loans  Twenty-first  Street  Build- 
ing &  Construction  Co  to  erect  an  11-sty 
loft;     8    payments     210,000 

13iith  st,  n  s,  a>  w  Fifth  av,  1.50x90.11.  Abra- 
ham Perlman  loans  Hayman  Goldreyer  to 
erect    four   G-sty    tenements;    6    payments. 6,000 


SATISFIED  MECHANICS'  LIENS. 

Oet.    5. 

12nth  and  1.30th  sts.  Convent  Terrace  and 
Convent  av,  the  block.  Robert  Ferguson  agt 
Sonn   Bros  et  al.      (April  12,   1900) $680.00 

13th  st,  Nos  313  and  313  East.  D  Santora  agt 
Solomon   Silk   et  al.      (Oct  3,    1906) 175.00 

101st  st,  s  s,  200  e  1st  av.  Paul  Pfotenhauer 
et  al  agt  H  Wilchinsky  et  al.  (Feb  28, 
1906)    210.25 

146th  st,  s  s.  125  e  Broadway,  75x100.  Joseph 
Wlodar  agt  Bessie  Pollock  et  al.  (Oct  1, 
1903)    550.00 


.JUDGMENTS. 


In  these  lists  of  Judgments  the  names  alpha- 
betically arranged  and  which  art  first  on  each 
line,  are  those  of  the  Judgment  debtor.  The  let- 
ter (D)  means  Judgment  for  deficiency.  (•) 
means  not  summoned,  (t)  signifies  that  the  first 
name  Is  fictitious,  real  name  being  unknown. 
Judgments  entered  during  the  week  and  satisfied 
before  day  of  publication,  do  not  appear  In  this 
column,  but  In  list  of  Satisfied  Judgments. 

The  Judgments  filed  against  corporations,  etc., 
will  be  found  at  the  end  of  the  list. 


Sept.  and  Oct. 

1  Altieri,   Arcangelo — Gerardo   Lerdi 163.71 

1  Anderson,    Alexander— Union    Stove    Works. 

75..39 

2  Altman,     Alexander— People,     &c $250.00 

2  Arnold,   Ludwig  G  W— Henry  A  Doellinger. 

1,327.27 

3  Allard,    Emma    S— Paquin,    Ltd 453.87 

4  Anspacher,  Joseph  E— Federal  Union  Surety 

Co 396.91 

29*Barker,  Wm  J— Faustino  Machargo  Sanchez 

et  al    $1,056.93 

29  Balluft.    Victor— St    Louis    Dressed    Beef    & 

Provision     Co 146.89 

1  Bookstaver.  Peyser — Jefferson  Bank  .  .528.09 
1  Baucus,  Joseph  D— George  D  Cowan.  .1,697.89 
1  Bruns.  Wm  H  A— Curtis  Blaisdell  Co.  .522.41 
1  Berkowitz,    Morris — Isidore    Thieman    et   al. 

229.41 

1   Blum,    Henry- Chas   H   Willson   et  al.. 778.58 

1  Belcher.    Wm   A— Joseph    Fahys 137.15 

2  Bluman,    Joseph — Elias    Judein    84.(55 

3  Blumenheim.    Eugene — Anton    Kempf ...  .45.73 

3  Butz.    Leonce    A— John    Scott    89.34 

3  Bryant,    Samuel— Blanch    Mishkin 129.40 

3  Baum,  Joseph  L — John  Meinen  et  al.... 37.06 
3  Bunker,  Chas  O  W— George  Griffin.  .  .253.68 
3  Bidwell.    Geo   R— Robert   J    Fitzpatrick.  .53.87 

3  Boyce.    Edw    C— Howard    R    Sherman.  .330.91 

4  Babcock,    Fred   B— Isidore   Wolfe 59.41 

4  Bernstein.    Morris— Alfred   M   Rau 97.31 

4  Balestier,    John    A~Ntl    Bank   of   Commerce 

in    N      Y 105.08 

4  Bal'estier.    Elliot the  same    104.54 

4  Becht,    John   J— People,    &c 300.00 

4  Baxter,  Charles— N  Y  Telephone  Co 19.77 


4*Busker,    Louis the   same    37.27 

4  Boyce,     Myron     J— Hackensack     Ntl     Bank. 

394.68 

4  Borden,    Wilmot   D — Louis    S    Eickwort.  193.2.5 

4  Baron,     Louis — Frank    O    Reisler 108.15 

4  Behrens,    Benard— Pettit    &    Reed,    Inc.  .89.55 
29  Clement,  Maynard  N,  Comr— Henrietta  Mar- 
tin     costs,    70.24 

1  Conkling.  Clara— Louis  C  Pits 1,166.70 

2  Cohen,     Simon— Gizella    Markowitz 62.80 

2  Campbell,    Mary    J— John    S    Baird   et   al... 

costs,   25.90 

2         the    same the    same costs,    24.02 

2  Crawford,  Geo  V— Graves  Typewriter  Co. 52.74 

3  Cohen.    Isidor— N   Y   Telephone   Co 45.06 

3  Claude,  Toby— Navarre  Hotel  &  Importation 

Co ; 28.63 

3  Carroll,   Joseph— Chas  R  DiffenderlEer  et  al. 

492.67 

3  Cox.  Chas  P— Bernard  A  Myers 134.02 

3  Caruthers,     Allen — Mary    Connington.  ..  .33.41 

3  Constantine,   Richard  B— Thomas  B  Kerr  et 

al    .•    221.17 

4  Cnichester,    Daniel   R— Wm   A   Moll 214.72 

4  Campbell.    Maurice— Joseph    Aach 242.95 

4  Connelly,    J    H— Associated    Merchants    of 

N    Y    170.61 

4  Carnrick,  John  W— Millard  B  Guilford. 138.26 
4  Clark,  Eugene — Henry  L  Masemann ....  117.91 
29  Delgado,    Jose    G— Faustino    M    Sanchez    et 

al     1,056.93 

1  Danziger,     Hiram — James    Talcott. ..  .6,129.55 

1  Davis,    Lewis   D— Bernard  Ratkowsky   et  al. 

99.72 

2  Dobkini '  Joseph— Samuel    jaffe... 117.91 

2  Domerest,   William — Henry   A   Alderto.  .165.24 

3  Donovan.  John  — N  Y  Telephone  Co 22.59 

3  de  La  Chesnaye,  Paul— Wm  A  Scott  ...59.41 
3  Dennerlein,  John  M— Henry  L  Hunter.  .83.25 
3*Donerstag,    Sam— Chas   E   Schnall 161.91 

3  de   Kelschendorf,    Charles— Nicholas  Cavour. 

31.01 

4  Di  Natale,  Domenco— Chas  W  Baffum.  144.91 
4  Dolim,    Rosalie— Title    Guarantee    &    Trust 

Co 68.44 

4  De  Silvestri.   Peter— Mayer  Bros  &   Co.  130.81 

2  Emay.    Victor — Manuel    Lopez,    Inc 34.71 

2  Ellingen,    Catherine— City    Real    Estate    Co. 

16,281.75 

3»Epstein,    Belsy— John   T   Dixon  et  al... 309.59 

1  Ferguson,     Beatrice — People,     &c 500',.00 

1  Feit,    Hyman the   same    500.00 

1  Frey,     Abraham     L — Albert     Krumenacker. 

279.36 

1  Fuller.   Louis  E  and  Elizabeth  M— Theodore 

K    Welmerding    1,362.72 

1  Freeman     Max — Hotel     York 3.55.37 

2  Fuchs,     Max— Herman     Gottlieb 78.71 

2  Flood,   Timothy— William   Kuhn 872.65 

2  Faile,    Malcolm    B— Peter    Forgarty 482.75 

2  Finger,    Joseph — Chas    A    Zuckerman.  .  .32.65 

2  French,    Samuel    G— John    N'ordine 198.04 

2*Fineman.    David    L— Hyman    Fish 104.47 

3  Falk,  Carl  A— Thomas  W  Crooks  et  al. 33.62 
3  Frizelle,   William— Charles  Schlottmann.171.19 

3  Furber,    Chas   W— Jesse   S   Butts 29.52 

3  Feldman,    Abraham— Jacob   A   Cohen    et   al. 

633.88 

3  Fogarty,     Patrick    A— N     Y    Telephone    Co 
211.91 

3  Fachiri,  Eustratuise  A— City  of  N  Y.. 35.70 
4«Farrelly,  James  T— N  Y  Telephone  Co.  .19.77 

4  Friedman.    Robert — Louis    Weinstein. .  .459.90 

4  Foster,    Harry    C— Wm    T    Gregg 82.80 

2  Green,    Lena— Herman    Gottlieb 78.71 

2  Greenwald.    Philip the   same 78.71 

2  Grand,      Israel— Elias     Judein 84.65 

2  Goodman,  Abraham — Isaac  Cohen  et  al. 310.83 
2  Greenhouse,     Samuel— Isidor     Adelman .  .90.03 

2  Gallauner,    Edward— David   H   Hirsch 92.15 

3  Greenberg.   Louis— Max   Eiland    149.91 

3*Gore.     Abraham— Samuel     Wohlstadter.  .29.65 

3*GoQdman.    Saul— N    Y    Telephone    Co 45.06 

3     Guger.    William the   same    28..30 

3  Gilnian.    Nathan — Isaac   Myer    227.61 

3tGo'dberg,    Jacob— Samuel    Fleck    36.31 

3  Ge^er,    John— City    of    N    Y    360.68 

3  Giddis,     John the     same 702.81 

4  Grealish,  Martin  P— N  Y  Telephone  Co. 28  12 
4  Gla.-ier.    Ferd    B   or    Fred    B— Gregory    P    M 

Smith     et     al     170.15 

4  Gershenson,     Moses — Horace     Louden. .  ..59.65 
4  Gibson,     Leonard — George     Brunswick. .  .40.31 
4  Greenberg,    Louis — Joseph   Louis  et  al..l04.21 
29  Hauck.    Edward— Benjamin    Robitzek   et    al. 

51.04 

29  Holbrook,    Frederick    S— Louis    Fischer.  .19.67 
1  Himberg     Harry — Standard     Damp     Proofing 
&  Roofing  Co 199.22 

1  Hazen    Minard    S— Philip    Barnard 116.74 

2  Haines.     Robert    T    and    Genevieve — Walter 

C    Jordan     1,315.85 

2  Hill,    John    H— Chas    N    Taintor 1,140.00 

2  Hines,    Michael   H— N   Y   &   Kentucky   Co. . 

150.55 

3  Hutchinson,    Chas   W— N    Y   Telephone   Co. 

22.26 

3*Hardy,    John    S— John    Scott 89.34 

3  Hopke,    J    Diedrick— Ferdinando    Gellert    et 

al    41.21 

3  Holland.     David— Atlantic    Brass    Co 68.44 

3  Heard,    Frank  T— Siegel-Cooper  Co 92.19 

3  i.all,    Howard    S— Wm    T    Halloway    et    al. 

28.19 

3  iiough.  Joseph  C— John   B  Sabine 109  23 

3  Hess,    Ludwig — R    Ross    Appleton 161). 40 

4tHannay.    Chas    P— John    Walter 260.00 

4  Hevward.    Frank   De  J — N   Y   Telephone   Co. 

35.65 

4  Hayes.    Laura the    same    31.72 

4  Hadden.  Archibald  A — Samuel  J  Park  et  al. 

479.00 


4  Holland,    Chas   A— John   E   Calhoun 49.41 

4  Hodgskin,  Julia  M— Geo  L  Walker  Co.  161.91 
4  Hill,  Stephen  F— Chas  H  Baxter  et  al.. 329.36 

3  Isaac,    Philip — Joseph    A    Cohen    et    a!.(}33.88 

4  Ireland,    John   B   &   J   de   Courcey— J   Fred- 

rick Behn   643.38 

4  Ireland,  Je  de  Coursey the  same  ....(J30.23 

1  Johnston  Clarence  A*  &  James  A  &  Geo  W 

— Typo    Mercantile    Agency    201.91 

2  Jacobson,     Louis— Harry    Zuckerman 81.90 

4  Jacobs.    Michael— N    Y    Telephone    Co... 40. 79 

29  Kelly,   Robert— People,   &c    500.00 

1  Knox   Clara— Louis  C  Pils    1166.70 

1  Kraus    George    &    Marx— Moses    Straus    Co. 

193.92 

2  Kreitman,    Max— David    Klepner 77.37 

2  Kauffman,  Frances  D— Frank  J  Welton.l82.8o 

2  Katz,     Hyman— Isaac    Mully 59.41 

3  Knobel.     Sam— Abraham     Levy 129.41 

3  Kirshenbaum,     Abraham— Powhatan    Clay 

Mfg  Co 235.31 

3  Klauber,    Meyer— Troy    Laundry    Machinery 

Co 135.84 

.3tKatz,    Moses— Charles    Goodman    59.(55 

3  Knobel,   Sam— Abraham   Levy   129.41 

3  Kirshenbaum,     Abraham— Powhatan    Clay 

Mfg  Co    235.31 

4tKuppenheiraer.  'John    A — Frederick   W   Mer- 

tens    180.01 

4*Kohn,     Louis— Max     Hochstim 79.41 

4»Kornreich,   Abraham the  same    79.41 

29  Lewin,  Benno — Theresa  Lewin. ..  .costs,  39.35 
1  Livingston    Robert    S— Silas    W    Coon.. 480.45 

1  Lalor    Martin— David    H    Hirsch 51.42 

1  Leavitt     Ralph     J— Gerald     Gerome 

costs    124.51 

1  Lockwood     Wm     H— Chauncey     Holt 49.25 

2  Lindonower,  Aaron — Herman  Gottlieb.  .78.71 
2  Lord,  Chas  H— Michael  Erlanger  et  al. 79.41 
2  Lipphart,   Henry  V  or  Harry  V  and  James 

E*- Wm  H  Law   369.13 

2  Lippman.  Barnett— Harry  Zuckerman.  126.10 
2  Leff,    Benjamin— Chas   A   Zuckerman 32.65 

2  Lines,    Genevieve— Fred    J    Spratt 69.08 

3  Lakasbodesky,    Joseph— Nassau    Electric    R 

R    Co    107.14 

3  Leiffer,  Julius*  &  Isadore — Jonathan  B  Hag- 

gerty     72.54 

3  Levy,   D  Mansfield- Louis  Wengarten  et  al. 

97.91 

3  Levinson,     Benjamin    &    Ma.\— Isaac    Myer. 

227.61 

3  Landan,  Jacob  A— City  of  N  Y 104.21 

3*Lipschitz.    Becky   &    Charles — Isaac   M   Wit- 

kowski     224.20 

4  Lichtes,     Malvin— People,     &c 500.00 

4  Loughlin.     James the    same 500.00 

4  Levy,     Samuel the    same     500.00 

4  Le  Strange,   Michael  J— N  Y  Telephone  Co. 

113.39 

4  Liberman,    Saul    F the  same    50.72 

4*Libman,   Wm  F the  same    50.72 

4  Lippner,    Morris— Rudolph    Federman.  .486.70 

29  Mahon,    Chas    C— People,    &c 500.00 

20*Malga,    Victor— Faustino    M    Sanchez    et    al. 

1,056.93 

29  McCaftery,    Edward— William    Ose 32.67 

1  Meisel    Abraham— Standard    Damp    Proofing 

&    Roofing    Co 199.22 

1  Marfla,  Archangelo— John  Batton. costs,  32.31 
1  Mercy,    Frederick— L    E    Waterman    Co. 519. 72 

1  Marcus.    Samuel— John    H   Behrman 169.72 

1  Moss,    Chas    J— James    C    Kellogg 425.85 

1  Morton,  Geo  H  L— First  Ntl  Bank  of  Rldge- 
wood.    New   Jersey    504.28 

1  McMurran,    Chas    W the    same 504.28 

2  McAdam,  James  C— Jacob  Schlieser. ..  .169.41 
2  Miller,    Hew   Jr— Jennie   Cunningham   et   al. 

12,066.82 

2  Markoe,    Harry   Jr — Maurice   M   McCormlck. 
1,259.59 

2  Maurer,   Jacob   F— Hyman   Fish 104.47 

3  Marsh,  Thomas  J— Theodore  H  Morris  et  al. 

1,548.72 

3  MacCarthy,  Florence  B— N  Y  Telephone  Co. 

17.89 

3  Miller,   Charles— Henry  L  Hunter 83.25 

3  Murray,    Wm    D — Morris    Rosenfeld    et    al. 

82.29 

3  Mason,  Rufus  C— Robert  H  M  Dawbarn.  176.91 

3  Mainz.    Adolph — Jacob   Kallman    605.91 

3  Maddock,  John  C— Rosalind  M  Samson.  178.96 

3  Mullich,    John   J— Cora    Smith    115.00 

3  Meirau.    Edward— Wm    H    Malcolm 197.65 

3  McKee.    Coover— N    Y   Telephone   Co 46.62 

3  Mercuriano.     Agolino — Angelo     Julian.  .160.09 

3  Mver,    Julius— Samuel    Wohlstadter 29.65 

4  Miller,    Samuel— G    H    Gerard    &    Son    Co. 

1,549.06 

4  McAdam,  Thomas— N  Y  Telephone  Co. 81.07 
4  McCrea,    Wm    G — James    McCIenahan 

costs,    436.05 

4  Mullin.  Colman  J— E  B  Latham  &  Co.. 133.75 
4  Moskowitz,     Nathan— Fulmoth    Donovan    et 

al : 17.40 

4  Neumann,  Anton  J,  Jr— Chas  D  Wicks.  .191.83 
4  Niebuler,    Henry   P— Chas    H   Baxter   et   al. 

329.36 

3  Neufeld,     Maurice*     &     Charles— Andrew    J 

Brady    et   al    318.95 

3  Norris,  Geo  C— Corn  Exchange  Bank. 480.68 
3  O'Dwyer,  Michael— Frederick  A  Verden.105.50 
3  Oberstein,  Harris— Gustavo  Mendelson  et  al. 

41.49 

1  Perlitch,    Joseph— Standard    Damp    Proofing 

&    Roofing   Co 199.22 

1  Pasco.    Charles— David   Lindenborn t!9.41 

1  Perkins,     Clara— Davis    Bloom 14.72 

1  Potter,    Paul   M— Thomas  Dixon,   Jr 504.72 

2  Pollak,    Samuel— Isaac   Cohen   et   al.... 310.83 

3  Pleasants,     Irving — Fairbanks     Co 170.64 

3*Perlmutter,   Samuel— Andrew  J   Brady  et  al 

318.95 
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HECLA  IRON  WORKS 

North    1 0th,  I  ith  and  12th  STREETS 
BROOKLYN,  -  -  -  NEW  YORK 


Architectural  Bronze 

AND 

IRON  WORK 


:!  Pennoyar,  Sylvester— City  of  N  Y.... 702.81 
ati'rentice,    Heury    L — Corn    lixetiange    Bank. 

:  .    4S0.G8 

3  Patrickos,    George— Alexander    Lyons    et    al. 

274.41 

3  Pings.    Geo    H— R    Ross    Appleton 166.95 

4  Perkins,    Alfred    N— John    B    Martin 402.65 

4  Parcell,  Chas  A— Roland  J  Simon,  Jr. .  .,Sl..'i3 
1  Rosenbaum,    Morris — Adolph    A    Rahaeuser. 

,...277.32 

1  Roth,    Geo   E— Wayland   E   Benjamin 11(1.41 

1  Rosenblum,    George — Mary    King 33.41 

1  Reiss,     Henry    M — Ida    B     Lawrence    et    al. 

10<J.79 

2  Rootsky,  Bernard — Gizella  Markowitz.  .62.80 
2  Rodgers,     Caltrait    P— Gilbert     K    Hawes... 

1,240.49 

2  Roche,    Patrick    H— Nellie    T    Lewis 205.00 

2  Richards,     Geo    A — Edward    McVickar.  .451.53 

3  Rothschild,     Solomon — Geo     H     Montrose... 

1,058.97 

3  Rachelson,  Max— John  T  Dixon  et  al.. 309.59 
3  Reck.   Leon   &  Theresa — Gustavus  A  Rogers 

• 65.41 

3  Rodermand,    K   B  &  H  J— Frank  H  Wright. 

1,462.93 

3  Rasch,  Wm  E— Essex  Trading  &  Contracting 

Co 330.68 

3  Reed,    Thomas— City   of    N    Y 668.60 

3  Ross.    Wm    A the    same    69.91 

3  Rose,    John— Simon    Manges    et    al 28.04 

4  Reiner,   Loliis- B   B   Colby  &  Co 72.(X) 

4  Roth,  Herman  L — James  E  Ramsey.  .120.55 
4  Rosenberg.  Samuel — A  Hussey  Leaf  Tobacco 

Co 30.81 

4  Richman,     Louis— Phillip    Heller .34.88 

4  Robinson.    Frederick    C — Emil    H    Fickinger 

et    al    (D)    314..32 

4  Regan,    Jame.s— Samuel    J    Park    et   al..479.0O 

29  Shapiro.    Solomon— A   H   Hillman   Co 26.82 

29  Spamer.    Chas    F — Theodore    Bender    et    al. 

119.41 

29  Secor,  Chas  A— John  H  Duncan 617.37 

29*Salmon,    Arthur   C — Faustino   M   Sanchez  et 

al 1,056.93 

1  Sussman,    Wolf— Max    Lowenstein 44.61 

1  Schlesinger,    Henry   W — Chas    H   Willson    et 
al 778..58 

1  Salzer,   Leopold  &  Frank  Wolf- Chester  Gas 

Light    Co costs,    12.41 

2  Scheurer,    John    J— Wright   Gillies 248.64 

2  Schneider,    Morris — Singer    Mfg    Co    et    al.. 

costs    45.00 

2  Staubsinger,     Henry— Max    Lebron 422.93 

2  Schlesinger.    Cecelia — Solomon    W    Johnson. 

194.30 

2  Smith.    Wm    P— Morris   Levy   et  al 4.3.73 

3  Schater.    Gertie— The    Twelfth    Ward    Bank 

of    City    of    N    Y 90.51 

3  Stewart.   Grace  W— Chas  P  Borusie 719.96 

3  Schminke.  August — Wm  H  Malcolm.  .197. (Jo 
3  Satenspiel.     Benjamin — M     Zimmerman     Co. 

371.83 

3  Slater.    Frank— Powhatan   Clay   Mfg  Co. 2,3.5.31 

3  Steigert.    Bernhard— City  of   N   Y 35.70 

3  Sloan,   Wm   H the  same   10.8.71 

3  Spicer,     James     R the     same 87.3.86 

3  Salvatore.    Ralph— Goevina    Ameta 60.41 

3  Shamroth.    Morris— German   Exchange   Bank 

1.036.00 

3  Secor.  Chas  A— William  Burgess.  ..  .1.300.56 
3  Steelman,  Isaac — Jake  Solomovitz  et  al.33.46 
3  Sideman.     Benjamin- Anna     Friedrich.  .  .32.72 

3  Seina.    Benjamin    B — Henry    Lindenmeyer. 

Jr.     et     al     146.39 

■    3  Smith,    Mayo    R— City   of    N    Y 366.68 

4  Sands.     Isaac— People.    &c 500.00 

4  the   same the   same    300.00 

4  Strickland.    Jay— Olof    P    01s(!n 2.336.93 

4  Saltzman.    Saul— N    Y    Telephone    Co 37.27 

4  Semelmacher.    Hvman the   same    40.87 

4  Schneider.  Chas  C*  &  Annie  J— Lloyd  Realty 

Co 132.84 

4  Sroka.    Louis — Maxwell    Davidson 479.90 

4   Seide.    Jacob — Max    Hochs'ein    79.41 

4  Smith.    Fred    H— Geo    E    Brown 4.649.69 

1  Totten.    Joieph— Ida    B    Lawrence 100.79 

1  Towne.    Chas  A — Theodore  C   Marceau ..  171.72 

2  Tappiu,    Margaret   L— Emil    Rinke 476.83 

2  Tilton.     Ralph— Willett     Press 2.294.27 

3  Twining.  Edw  H  B— N  Y  Telephone  Co. 29.79 
3  Thorn.    Conde    R— Jennie   J    Hallock .500.15 

3  Theodore.    James— Chas    E    Schnall.  ..  .101.91 

4  Tanini.   Frederick  T— John   McKesson  et  al. 

162.28 

4  Taylor.   John   H— Emily  Charles  et  al..20.'3.27 

4  Underbill.    Edward    V— Harris    Blum 70.86 

29  Voth.   Richard  C— Chas  F  Brusie l.")9.63 

29  Van   Clief.   Jacob— Frank   A  Young 34.04 

2  Van   Killer.    A   Reginald— Bellmar   H   Force. 

271.42 

29  Wallace.    Donald    B— Edwin    Shepard    et    al. 

29         the    same Frederick    G    Rirnell    et    al. 

1.56.72 

29  Warren.    Wm    I— Joseph    F   Weber 46.52 

1   Varrelmann.    Ferdinand — Alfred   Davis.  .113.97 

1  Wilmarth.     Geo     H— Lewis    Sherry 46.72 

1   Westbay.    John    F— John    Formes 97.22 

1   Willes.   Frank   M— Robert  Thedford 97.31 

1    WeiBsner.     Clara— Louis    C    Pits 1.166.70 

1   Wynn.  Thomas  J  &  John  C— Warren  Chemi- 
cal  &   Mfg   Co 194.29 

1   Wallers.     Eugene — Hotel     York     70.72 

1  Wildman,    Bamuel— Mitchell    Wildman 

1.124.62 

1  Webb.    Walter— Charles    OLeary    93.43 

2  Wacluel.    Leon— Max    Lebron 422.93 

2  Weil.    Julius— Harry    Rabinovltz 10.8.07 

3  Wechselman.      Solomon — Siegel-Cooper      Co. 

6.36.13 

3  Weber.    Wm    A— City    of    N    Y 87.00 

3  Weinstein.   J.acoli— German    Exchange   Bank. 

1.0.36.00 


3  WnlkeT-.    .John.    Jr— American    Agricultural 
Chemical   Co 161.69 

3  Wolff.  Simon — Metropolis  Secui-ities  Co.  114.57 
S'VValler.     Fanny- Samuel     Wohlstadter.  .  .29.65 

4  Walsh,    John   A— N    Y    Telephone    Co 81.07 

4  Wood.    Frederick  J— Benjamin  F  Bernstein. 

25.91 

4  Wein.^tein.    Louis — Barnet    Mason    512.70 

4  Wynn.  James  C  &  Thomas  J— U  T  Hunger- 
ford    Brass    &   Cooper   Co 240.41 

1  Young.  Samuel  T— Moses  H  Gold  et  al.  .432.58 

1  Zeltner,    John   E— Edward   Walsh    774. 7S 

1   Joiner.    Alfred— A   Halliday   &   Co 109.36 

3  Zurla.     Italo— Angelo    Franchi     211.43 

CORPORATIONS. 
29  Security   Warehousing   Co— First   Ntl    Bank 

of    Falconer    10.191.83 

29  National     Surety     Co the     same.  .10.182.67 

29  The   New   Pioduetion  Co— Van   Beurent  N  Y 

Billijosting    Co 372.15 

29  The    United    Dealers'    News    Co— Frederick 

Seyffarth    447.72 

1  The  Craven  Co— Aaron  Liugstadter.  . .  .17.S.S1 
1  Eureka    Chemical    Paste    Co— Wm    J   Zirkel. 

1.897.95 

1  the    same the    same     l,VtL*7.62 

1  Leavitt  Motor  Car  Exchange— Gerald  Gerome 

124.51 

1  George -A  Moss  Co— James  C   Kellogg.  .425.85 

1  Benedict    Bros— Chas    H    Stoddard 65.72 

1  The  J   T  McCadden   Co— Alfred  C  Bucknan. 

380.41 

1  The  Adams  Magazine  Co— Raymond  L  Her- 
bert     costs,    10.00 

1  McDonald    Smith    Co— Consolidated    Rosen- 

dale  Cement  Co    999  19 

2  Mo;or  Toi)   Co.  ,N   Y— Pantesoti    Co .52. .35 

2  William   R  Cole  Co— Railroad  Men 157.22 

2  Manhattan   Square   Hotel  Co— Henry  M  Noe 

et    al    9''  53 

3  Wm  R  Cole  Co- Penn   R  R  Co !'.  !!i65!32 

3  Lissberger   &   Jacobs   Realty   Co— N   Y   Tele- 
phone  Co 96.74 

3  Douglas    Realty    Co the    same    85  22 

3  Central    Felt. &. Paper    Co— W    Edw    Leigh. 

13,5fi3.26 

3  Co-Operative    Advertising    Co— Isaac    Hirsch 

„     et    al    .54.61 

3  The    International    Mahogany    Co— Geo    A 

-    Hall    ,: - .4,376.00 

3  The    Royal    Bank— Ellas    Peingold    ....703.34 

3  il    W    Schreiber    Co— A    Colburn    Co ,80.21 

3  Bruce  Plating  Co— Mary  M  Craig 244.41 

3  Metropolis    Construction    Co— Louis    Baldin- 

ger    et    al     1  218  "'8 

3  Vitone    Mfg   Go— City    of    N    Y .'.. 35^70 

3  Eureka    Lock    &    Metal    Co— Theodore    Hof- 

acken    152.52 

3  Co-Operative      Advertising      Co— Chesboro" 

Whitman   Co 1,53.33 

3  P    B    Huxley    Co— Mansell,    Hunt,    Catty    & 
„      Co 172.33 

3  Shaw-  Engineering  &   Mfg  Co— Buyers'   Ref- 

erence   Co 43.72 

4  N    Y    City    Ry   Co— Edwin    J    Des    Momeaux. 

992.67 

4  L  I  R  R  Co— Nathan  J  Packard  et  al.l.016.(i7 
4  Hillside   Realty   &   Construction  Co— Chas   H 

Baxter    et    al     329. .36 

4  N  Y  City,  Ry -Co— Thomas  Fitzgerald. 2.092.64 
4  Lancaster    &     Engelman     Engineering    Co— 

Louis   C    Berrian   et   al    143.75 

4  C  G  Flygare  &  Co— Pennsylvania  Rubber  Co 

of  N   y    166.63 

4  Manhattan    Square    Hotel    Co— Duparquet. 

Hout   &    Moneuse    46.25 

4  the     same Thomas     L     Jaques     et     al 

101. .89 

4  Brooklyn  Ice  Skating  Co— J  Frederick  Behn 

6.'!0.23 

'4         the    .s.ime ^the   same    643.38 

• 

SATISFIED  JUDGMENTS. 

Sept.  29.  Oct.   1.  2.  3.  4  and  5. 

Ahlstrom,    Chas   G— L   A  Stuart.    1906 $69.31 

Asmussen.    John    P    &    Henry    Ludermanff— J 

Hobin.    1902 175.92 

Bohde.  Chas  H  and  Emma  C  Bohde  indiv  and 
exrs.  Amalia  Bohde.  Matilda  M  Wilson,  Geo 
W  Bohde  and  Eda  C  Bohde— Hudson  &  Man- 
hattan   R   R  Co.   1I1II6    571.60 

Barod.    Louif— F    o    Reisler.     1906 10S.15 

Bro.ler.    Henry— M    J    Gordon.    1906 46. .V5 

Bargebuhr.    Max— II    Widmayer.    1906    ....131.60 

Baum.    Carl— H   Steiner.    1906    l.'H.iid 

Benedict  Bros- C   H   Stoddard.      1903 65.72 

Chambers.  Peter  J— Nason  Mfg  Co.     1904.  ..390.22 
Campbell.   Maurice— Weber,   Bunke,  Lange  Coal 

Co.      1!'0  ;    136.68 

Chatterton,     Dorothy— J     D     McClelland.     1906 

119,67 

Dein.   Teresa— Mercantile  Co.     1906 ,89.17 

De  Lorenzo.    Filomena— J    P   Farrell.    1!I05.245.23 

"Duffy,    Bernard— J    McElroy.    1901    1,1.82.09 

Downey,   Wm   E— H   P   Foehrenbach.    1903.. 74. 69 
'Delahanty,   John— Tenement   Hou.se  Dept.   1906 

264.91 

Eymer,  John   L— V   Berminger  et  al.     1905. 165. ,88 
Economy,   Peter  &   Albert  Bonomo— The  United 

Electric   Light  &    Power  Co.      1906 123.01 

Fettel,   Henry— S  Oppenhcimer  et  al.   I.s!)!l.2.'i6.94 
'Gciodwin,    Michael— City   of   N    Y.      1903.  .108.!«! 

'Same same.      1905    1,")6..85 

■'Goldberg,    Meyer— A   Stern.    1906    6,432.48 

Goldberg,    Mieyer— L   Schlesinger.    1906   ..1,000.011 

^Gans.    Henry— L    Schlesinger.    1906 .$200.00 

Hurwitz,    Nathan    &    Morris— L    Schlesinger. 

1(01    • 50O00 

Harris,    George— S    Lift.    1905 69.41 

Johnson,    Lnman    W— A    K    Cobe.      1903.. 708.80 
Kalmer.   Morris- H  Koehlcr  &  Co.   1904. .  .1.54.91 


Mctzgar.    Augusl-G    O    Heftter.    1900 90.15 

Miller     Mary-People,    &c.     IHOii .500  00 

Oltarsh.    Wolf-E   F    Kienle.    1,898.  95  41 

^u™''~T''"?^.  Simpson  Foundry  Co.  1898.  .160.66 
Oltarsch,  -Wolf-G  Aboil  et  al.  1901..  783  6? 
■Peiman.    Charles-L    Schlesinger.    1906.  .1,50000 

■iSame A   Stern.    19(,»;    6  43-"  48 

'Rabinowitz.   Louis— L  Schlesinger.   1908'''' 000 00 

•Same A    Stern.     1906     ......  '643'>'4S 

Raftery.    Mary   T-P   W   Cullinan.    1906; '  ]'sr»107 

Roth.     Theodore     H     &     Karl     Fink-National 

Herkmier     County    .Bank     of     Little     Falls. 

Shalet.    Peter— F    Ranch.      1906.'. '' ''7'41 

Snydecker.    Isaac    E-Gutta    Percha    '&' Rubber 

iVirg    Co.    1N).> Ao  1 Y 

Schleyer  Henry_D  Grieme  Coal  Co. 'i 966! ! 36! 59 
Talbot,   Chas   N— w  C  W  Child.   19i>3  ■'00 ''9 

Weil.  Henry— E  L  Livingston  et  al.  lOOe!  .9.3'4l 
'Wnitemau,    Simon   H   &   Benjamin   Lane— Peo'- 

ple.    &c.    1903    .5150  00 

"Weiss.   Adoliih— People,    &c.    1,898    ..  "  500  00 

"Same N    Y   Telephone   Co.    1901    .  .  5l'o4 

"Same R   E   Carpenter.    Jr,    1899  " ''''18'50 

"Same M    C    Barnes.    1902....  "4'o68(J9 

"Same People.     &c,     18il8     ."l'(XXl'oo 

Same R  E  Carpenter.  Jr.     1.899   .213.54 

CORPORATIONS. 
Empire  Realty  Corporation— R  H   Sayre.    1905. 

M  P  Reinhard  Co— H  A  Caeser  et  al.  19'o6'l09  92 
The  Forward  Assn— R  Hoe  et  al.  1906.  .  ■'74  ''4 
'Manhattan     Consumers     Brewing     Co— J    "m 

Abrams.    I'.itH    ^.>  g^t 

•'Same J    M    Abrams,  1901 '..!!!.'!."..'.' ^897^17 

'Vacated  by  order  of  Court.  =Satisfied  on  ap- 
peal. "Released.  'Reversed.  ^'Satisfled  by  exe- 
will  be  found  at  the  end  of  the  ILst. 

MECHANICS'  LIENS. 

Sept.    i;9. 

49.5— Lenox  av,  n  e  cor  143d  st,  74. 11x95. 4x—. 
Excelsior  Terra  Cotta  Co  agt  Morris  Feld- 
berg    .|1.. 500.00 

496— Hoffman  st,  e  s,  75  n  187th  st,  50x100. 
Henry  T  Sandford  agt  Magdalena  Marx  and 
John    Marx    167.41 

497— Belmont  av.  Nos  2129  to  2141.  Antonio 
^  Augele  agt   Herman  Aaron. 4,800.00 

-19.S— Summit  av.  n  e  cor  164th  st,  23x100. 
Fedenburg  &  Lounsbury  agt  John  Colleran. 
198.00 

49!,'— 62d  St.  Nos  304  to  308  East.  Same  agt 
Meyer   Bnnis 88  00 

.509— 1th  av.  e  s,  25  n  220th  st,  23x105.  Geo 
W  Yeandle  agt  Jacob  Wexler 120.00 

.501— Same  property.     Same  agt  same 120.00 

Oct.     1. 

1— Satisfied. 

2— rtoffman    st.    e    s.    73    n    187th    st,    ,50x100. 
Union  Stove  Works  agt  Magdalena  Mark  and 
John     Marx     1.80.00 

.''— Mangin  st.  No  71.  Sam  Markowitz  agt 
John   Solomonovitz  and  John    Berkowitz.  .81.75 

4— 18th  St.  No  23l>  West.  Griffin  Roofing  Co 
agt    W   M    Fleming    lO.OI) 

.5— Ith  av,  s  e  cor  I'JOth  st.  7.5x100.  Valentine 
&    Co    agt    Greenbaum    &    Weiner 65.00 

6— 97th  s'.  s  s.  lOU  w  Park  av.  lOOxlOi).  Hy- 
man  Delinsky  agt  Schlesinger  &  Fenichel. 
1.300.00 

7— 165!h  St.  Nos  6'i6  and  638  East.  Louis  New- 
man agt  Sophie  Martin  and  Mary  L  Mar- 
t  n     95.01) 

.'■i— IJOth  St.  s  s,  125  e  Broadway.  75x100. 
Jcseph  Wlolar  agt  Bessie  Pollock  &  David 
Nathanson    5.50,00 

9—1., .Ith  St.  s  s,  100  w  Amsterdam  av.  .50x100. 
Hyman  Deiinsky  agt  Schlesinger  &  Fen- 
ichel     1,200,00 

10— :8h  st.  No  334  Eist.  Henry  Witson  agt 
Citherine  or  Kate  Curtin 260.00 

11— 9_5th  st,  s  s.  125  w  1st  av,  12.5x109.  John 
W  Rapp  agt  Joseph  Isaacs  and  David  G 
Ludius 635,00 

12— ii5;h  st,  s  s.  1.50  w  Amsterdnm  av.  7.5x100. 
Empire  City  Woodworking  Co  agt  Charles 
Laudin    &    N.ithan    Slamm 2,900.90 

Ki— Hoffman  st.  e  s.  109  n  187th  s'.  .50x117.1. 
Schniid''  &  Murray  agt  Magde'ina  Marx  and 
J'jhn     Marx     .  : 135.00 

14— Av  A.  No  1413.  Standard  Fireproof  Sash 
&  Door  Co  agt  Sydney  Wallenstein 192  16 

1.5- 118th  St.  n  s.  125  e  7th  av.  1.50x100.11. 
Christian  Jacobs  agt  Harris  Friedman  & 
Barnet   Feinbcrg    1.325  Oi> 

16— 13.vth  St.  No  790  East.  Philip  Haf'ner  Jr 
."gt    Albei't   Leprell    4  45.0;) 

17— 79th  St.  No  137  East.  H  J  Devlin  agt 
George  T   Benner  &   James  L   McDermott..50.(X) 

l."-'- Willis  av.  Nos  498  to  .506.  Kaplansky  & 
Uievetzkv  agt  August  Dreyer.  Gustave  Solo- 
mon &  Max  Solomon  and  Isaac  Gordon  & 
Daniel    Fid'er    520.iX> 

19 — 176th  St.  n  s,  100  w  Amsterdam  av.  170.x- 
to    i.iih    St. 
177tli   St.    n  s.   100  w  Amsterdam  av     170x 
100.  . 

Harry     Auster     et     al     agt     Portland     Realty 

Co , .  200.00 

Oct.    2. 

'JO— 72d  St.  No  114  West.  Theodore  E  Ilergert 
agt  -  rcderik  W  Gunther.  John  K  Turton 
and    Max    Bechter    ". 216.00 

21— 22d  St.  n  s.  228.9  c  3d  av.  .56.3x75.  Nuss- 
baum  &  Becker 'agt  One  Hundred  and  Tenth 
St    Ry    Co   and    Wm    J    Merritt 130.00 
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Free  daylight  can  be  delivered  anywhere  you  want  it  by  use  of  the  Luxfer 
System  of  Prism  Lighting.  Let  us  solve  any  problem  you  have.  The 
results  we  get  will  amaze  you.    Telephone  3276  Gramercy. 

AMERICAN  LUXFER  PRISM  CO.,  160  Fifth  Avenue,  NEW  YORK. 


iJ—lTilih  St,   11  s,   100  w  Amsterdam  av,   ITOx] 
lli'.i.lO  to   177th   St, 
iiuh  St,   u  s,  H>u  w  Amsterdam,  170xl01.| 
Leviue    &    Posner    agt    Portland    Realty    Co, 

David    Perlman    &    Abraham     Beruikow 

11,500.00 

23— iasth  St.  Nos  790  East.  Montague  Castle- 
London  Co  agt  Northern  Realty  Co  and  A 
Leprell    314.75 

24— Hud.son  st,  No  48.  Geo  S  Fleischer  agt 
Charles    Ehrlich     40.00 

25— Convent  av,  129th  and  130th  sts  and  Acad- 
emy st,  whole  block.  Antonio  CebrelU  agt 
Sonn   Bros  and  Tony  Altieri 742.00 

20— 115th  st.  No  310  East.  John  Bell  Co  agt 
Camllie   Ruscigno   and    Pasquale   Furino.  102.95 

27— Ludlow  st,  No  20.  Harris  Jorefl  et  al  agt 
Barney  Asch  and  Sholom  Levin  &  Samuel 
Cooper    131.00 

2S— 104th  st,  No  309  East.  Francis  Celia  agt 
Francesco  Gazzola  and  Pasquale  Forine.  100.00 

29— 137th  st,  Nos  6  to  IS  West.  Harry  Rudits- 
ky  agt  Pearl  Realty  &  Construction  Co  and 
Abraham   Pearl    1,280.00 

30— Riverside  Drive.  Abe  Maed  agt  Mathilda 
W  Brower  and  Salvatore  &  Co 21.50 

31— Boston  rd,  w  s,  200  n  105th  st,  72x108. 
Miller  &  Garthe  agt  John  Himberg  &  James 
Meisel     360.00 

32— Washington  st,  Nos  81  and  83.  Hyman 
Davis  agt  Geo  D  Paour,  Daniel  J  &  Dom- 
inick   J    Faour    3,200.00 

33— 103d  st,  s  s,  100  e  Broadway.  205x99.11. 
Jareho  Bros  agt  New  "England  Construction 
Co 3,150.00 

34— 27th  st,  n  s,  100  e  2d  av,  75x98.9.  Pierce, 
Butler  &  Pierce  Mfg  Co  agt  Samuel  Arnhoff 
and  Max  L  Rohman   031.70 

35— llSth  st,  Nos  516  to  520  East.  Same  agt 
Sidonia  Feltenstein,  Morris  D  Levine  & 
Hyman  Siegel  and  Max  L  Rohman 1,041.75 

36— Brown  pi,  e  s,  whole  front  between  136th 
137th  sts,  200x90.  Same  agt  Jacob  Meisel 
&   Max   L  Rohman    3,075.00 

Oct.    3. 

37— Broadway,  s  w  cor  60th  st,  87.3xl08.2x 
irreg.  James  J  Spearing  agt  Chas  E  Apple- 
by. Timothy  D  Sullivan  and  Geo  J  Krause. 
.:. 2,938.17 

SS^Satisfled. 

3il_l75th  st,  Nos  518  and  520  West.  Harry 
Ryan  agt  Charles  Lauden  and  Nathan  Stamm 
125.00 

40— 13th  st,  Nos  313  and  315  East.  Donato 
Santoro  agt  Solomon  Silk,  Joseph  Harbator 
and    Nieberg   &    Bernstein    175.00 

41— 67th  st,  Nos  231  to  237  West.  John  Cullo 
agt  N'ierenberg  and  Jaffe  &  Rubinsky   ..115.00 

42— Ludlow  st.  No  20.  Samuel  Saperstein  et 
al  agt  Berney  Asch  and  Sam  Cooper 252.02 

43— 176th  st,  s  s,  100  w  Amsterdam  av,  175x 
99.11.  Ferdinand  Steiger  agt  Winslow  Realty 
Co  and   Francis  St  J   Burke 1,500.00 

44— Garfield  av,  s  e  cor  Baker  st,  62x25.  Van 
Nest  Wood  Working  Co  agt  Edw  F  and  Lucy 
E    Boyle    1,047.26 

Oct.    4. 

45—23  av,  w  s,  240  n  219th  st.  100x100.  J 
Marcus  Woodworking  Co  agt  John  F  Kelly 
and  John   McKee 1.143.00 

46— 104lh  st,  Nos  115  to  121  East.  Joseph 
Block  agt   Levinson   &  Zipkin 1.747.50 

47— Amsterdam  av,  e  s,  236.11  n  167th  st, 
75x100.  Levine  &  Posner  agt  Jacob  Gold- 
berg  2.750.00 

48— 132d  st.  No  40  East.  Benjamin  Wsissbord 
agt  John  Harris  and  H   Harris 22.00 

49— Honeywell  av,  n  e  cor  181st  st,  25x100. 
Gaetano  Ambriola  agt  Peter  M  Ohmeis  and 
±  nilip    H    Krausch    105.00 

50— 15th  st.  No  42  West.  George  Hayes  Co 
agt  Mrs  Leopold  Peck  and  Royal  Engraving 
Co 437.50 

51— 132d  st.  No  40  East.  Sam  Stein  agt  John 
Harris   and   H   Harris 26.66 

52— Brook  av.  w  s,  50  s  Anna  pi.  125x100.  New 
Jersey  Terra  Cotta  Co  agt  Max  Miller.  .800.00 

53 — Brown  pi,  e  s.  whole  front  between  136th 
and  137th  sts,  200x100.  Jacobs  &  Brooks 
agt  Jacob  Maisel.  Max  Rohman  and  Max 
Gold    1.125.00 

54— 110th  St.  n  s.  250  w  7th  av.  75x80.  Julius 
liriefer  et  al  agt  Joseph  Oussani    1.750.00 

55— 117th  St.  Nos  446  and  448  East.  Pietrowski 
&  Konope  Co  agt  David  Marks  Realty  Co 
and    David   Marks    303.92 

513— 109th  st,  n  s.  180  w  Fulton  av.  45x99. 
Church  E  Gates  &  Co  agt  Congregation  Agath 
Israel  and  Sommers  Construction  Co.... ISO. 99 

57— Washington  av.  e  s.  109  n  168th  st.  75x— . 
Louis  C  Roe  agt  The  Diamond  Construction 
Co 1,500.00 

58— Washington  st,  Nos  81  to  85.  EH  Ogden 
Lumber  Co  agt  Geo  D  Faour  and  Hyman 
Davis    1.942.78 

59— Lewis  St.  No  56.  John  Kruly  &  Co  agt 
Conrad  R  Schmitt   280.00 

60-9Sth  st,  No  202-  East.  Lanigan  &  Rose- 
mount  liilectric  Co  agt  Morris  Goldfarb  and 
A  Rosenberg  &  Co 140.55 

* 

BUILDING  rOAN  CONTRACTS. 

Oct.    1. 
Creston   av,   w  s,   294.9   n   196th   st,   50x100.44. 
central    Mortgage   Co   loans    Ernst   Keller    to 
erect  2-sty   building;   6   payments $10,000 


Oct.   2. 

2d  av.  Nos  I'JS  to  202.  George  Ricard  loans 
Max  J  Kramer  &  Henry  Rockmore  to  erect 
a  6-sty  tenement;  8  payments $35,000 

Decatur  av.  w  s.  220.1  s  205th  st,  50x100. 
Wilham  Hodgson  loans  Annie  M  J  Muller 
to  erect  a  2-sty  dwelling;   4  payments. 5. 500. 00 

Faile   st,    w   s.    290.3   s  Garrison  av,   275x100,   1 

Faile  St.  e  s,  215.3  s  Garrison  av,  350x100.  | 
Title  Guarantee  &  Trust  Co  loans  Frederick 
McCarthy    &    Theodore    M    Macy   to   erect   25 

2-sty    dwellings;    5    payments 90,000 

Oct.    3. 

100th  St.  n  3.  223.11  e  Columbus  av.  73.7x 
100.11.  Harris  Mandelbaum  &  Fisher  Lewine 
loan  Abraham  Felt  &  Hary  MalokofE  to  erect 
a—  sty  building;  7  payments   50,000 

Zeiega  av.  w  s.  125  s  Lyon  av,  25x100.  Sarah 
E  Buckhout  loans  Norbert  Robillard  to  erect 

a  2-sty  dwelling;  3  payments   3,500 

Oct.    4. 

Fulton  av,  w  s,  SO  n  171st  st,  75xl22.7x  irreg. 
Norm  American  Mortgage  Co  loans  Tiffany 
Construction  Co  to  erect  two  5-sty  tene- 
ments;   9    payments     42.000 

Woodlawn  rd.  w  s.  106  s  212th  st,  25x— .  Emil 
N  Sorgenfrei  loans  Augusta  and  Ivai  Peter- 
son to  erect  a  —  sty  building;  3  payments. 
3,700 

Broadway,  s  w  cor  140th  st,  99.11x75.  Joseph 
Hamershlag  loans  George  Daily  and  John  A 
Carlson  to  eiect  a  0-sty  tenement;  12  pay- 
ments      80.000 

07th  St.  u  s.  150  e  Columbus  av,  50x100.5. 
Metropolitan  Life  Ins  Co  loans  Walter  F 
Dabell  to  ei-ect  a  —  sty  studio  building;  9 
payments 188.500 

Arthur  av.  w  s.  239.8  s  187th  st,  25xl24x  irreg. 
Title  Guarantee  &  Trust  Co  loans  Giosuo 
Barba  to  erect  a  4-sty  tenement  and  store;  4 
payments     8,000 


SATISFIED  MECHANICS'  LIENS. 

Oct.    1. 

2Union  av,  Nos  858  and  860.     William  Schalack 

agt  Bernard  Columbus  et  al.     (Aug  17,  1906). 

.    $350.00 

-^joth  St.  Nos  4  to  10  West.     Jacob  Kotlowsky    . 
agt    Abraham    Silverson.      (Sept    12,    1906).. 

.f 800.00 

^Mangin  st.  No  25.     Sam  Brehs  et  al  agt  Isaac 

Huppert   et  al.      (Sept   25,    1900) 569.00 

=Grand  st.   No  577.     Joseph  Roth  agt  Hayman 

Wallach  et   al.      (Aug  20.    1906) 72.00 

Wadsworth   av.    n   w   cor   177th   st.     John  Bell 
Co    agt    Hyman    Ellender    et    al.      (Sept    13, 

1900) 539.00 

l.jOth  st,  n  s,  148.4  w  Macombs  Dam  rd,  275x — . 
Domenico    Bravin     agt    John    Miller    et    al. 

(Sept   -^.    1906)    1,175.00 

Same    property.       Maxwell      &      Dempsey    agt 

same.      (Sept   10,    1000)    2,450.00 

Same    property.       Edward    Palmer    agt    same. 

(Sept    12.    19O0)    1.000.00 

Same    property.      Abraham    Levin    agt    same. 

(Sept    13.     lUUO)     784.86 

Same     property.       Maxwell     &     Dempsey     agt 

same.       (Sept    8.     HKW)     2,450.00 

Amsterdam  av.  s  w  cor  170th  St.     Pfotenhauer 
&    Wesbit   agt   John   Miller   et  al.      (Sept   11, 

1906)    1,194.20 

Same     property.       Joseph     Bloch      agt      same. 

(Sept   11.    19O0)    17.575.00 

Same   property.      Joe   Lovoli   agt  same.      (Sept 

13.1906)    2.010.00 

Same    propertv.       Edward    Palmer    agt    same. 

(Sept    12.    19O0) 3.400.00 

Same    property.       Simons    &    Moersfelder    agt 

same.      (Sept  11,   IWKJ)    5,250.00 

150th  st,  u  s.  13.7  w  Macombs  Dam  rd.  275x — . 

same  agt  same.     (Sept  10.  1906) 10,000.00 

Same  -property.      Isaac    Rosenhaus    agt    same. 

(Sept  12.  1906)   3,250.00 

Same  propei  ty.     F  N   DuBois  &  Co  agt  same. 

(Sept    12,    1903)     7.399.18 

150th  st,  n  s.  270  w  7th  av.     Joseph  Bloch  agt 

same.      (Sept    12.    l!)Oii)    10.198.00 

n49th    St.    No    305    West.      Isidor    Pollock    agt 

Frank  Mueller.      (Aug  28,   1906) 1,181.00 

Oct.   2. 
2i.34th  St.   s  s,   100  w  Amsterdam  av,  240x100. 
Michael    Fortunate   agt    Burlington    Realty   & 

Construction   Co.      (Sept  20,    1906) $2,193.37 

lo    ^-    st.    No    9    East.      Frank    Eberhart    agt 

William  Garner  et  al.     (Feb  14,  1906) 20.15 

80. h    st.    No    1(J4    East.      Frank   Eberhardt   agt 

same.       (Jan    19.    1906)     150.00 

-Madison  av.  s  w  cor  9tUh  st,  145x145.  James 
Higgins    agt    Cades    Realty    Co    et   al.      (July 

31,    llio.i)    : 265.00 

=62d   st.    No   304   East.      Samuel   H   Landesberg 

agt   Meyer   Ennis.      (Sept  26.   1906) 240.00 

-...amilton  pi.  n  e  cor  140th  st.  Robert  Perl- 
man    agt    The   Miller    Realty   &    Construction 

Co.  .   (Sept  6.   19LK5)    l.OOO.OO 

^Same    property.      Same    agt    same.      (July    26. 

1900)    525.00 

-Columbus  av.  n  e  cor  S2d  st.  Herman  Seider 
agt    Isaac   Huppert   et   al.      (May  22,   1906).. 

1.485.00 

-Same    property.      John    F    Cronln    agt    same. 

(May    8.     19U6)     129.20 

62d  St.  Nos  304  to  308  East.  Levine  &  Pos- 
ner agt    Meyer  Ennis  et   al.      (Oct   1,    1906). 

2.300.00 

'l.'iSd  St.  n  s.  25  w  Melrose  av,  74x86.10. 
Nicolo  Sammartano  et  al  agt  Charles  Zim- 
mermann   Jr  et  al.      (Sept  7,  1900) 1,500.00 


Oct.    3. 
125th  st.   No  551  West.     Samuel  Bernstein  agt 

Harris    Joseph    et    al.      (Jan    25,    lOtXi) ..  150.00 
101st  st,   No  03  W^est.     Same  agt  same.      (Jan 

12.    lUOO)    150.00 

146th  st,  s  s.   125  e  Broadway,  70x100.     Philip 

Goldstein    agt    Bessie    Pollock    et    al.      (Sept 

28,     19O0)      4,800.00 

Amsterdam    av,    s    w    cor    170th    st.      Vermont 

Marble   Co   agt   John    Doe   et   al.      (Sept   14, 

1906) 137.00 

100th  st,  s  s.  100  w  1st  av,  450x100.  Ameri- 
can Plumbing  Mfg  Co  agt  C  &   H  Friedman 

et   al.      (Sept    18.    19061    121.75 

Harlem  River,  land  of  N  Y  C  &  H  R  R  R  Qo,    • 

177th  and  178th  sts.     Isaac  Fine  agt  Charles 

L   Seabury   Co  et   al.      (Dec   22.    1905) ..  .111.91 
=2d  av.   n   w  cor  120th   st.   99.11x109.      Barney 

Mann    et  al   agt  Abraham   Small.      (Sept   IS, 

1900) 480.00 

Delancey  st,  s  w  coi;,  Suffolk  st.     Hyman  Glick 

et  al  agt  Lewis  Kaufman.      (Sept  IS,   1905) . 

9,900.00 

130th    St.    Nos    21    to   29    West.      M    Reynold's 

Plumbers'   Supply  Co  agt  Pinkus  Rensinsky. 

(Sept   28,    1906) 1. 900.00 

Same    property.      Same    agt    same.      (Sept    28. 

1900)    4.200.00 

Broome    st.    No    19.      Same    agt    same.      (Sept 

28.    1906)    2.50O.OO 

l\assau  St.   No   150.     Isaac   Fine  agt  American 

Tract  Society  Building  Assn.     (Sept  22.  1905) 

88.95 

Water   st,    s   w   cor   Old   Slip.      Same   agt   E    J 

Levy.      (Dec  22.   1905)    32.85 

West  End  av.  No  232.     Carroll  Box  &  Lumber 

Co  agt  Abraham  L  Erlanger  et  al.     (Dec  18. 

1903)    455.99 

Same  property.     N  Y  Cut  Stone  Co  agt  same. 

(March    18.    1903)    228.75 

Same   property.      James   McCullagh   agt   Same. 

(Dec  18,   1903)    987.50 

Same James    B    Bardy    agt    same.    (Dec    28, 

1903)    22.50 

Same    property.       Reading    Hardware    Co    agt 

same.     (Dec  28,  1903)   94.00 

Same    property.      Beck    &    Wagner    agt    same. 

(Jan    12,    1904)    62.00 

Same  property.     Denton  &  Co  agt  same.     (Dec 

16,    1903)    181.31 

Same    property.      Thomas    Nugent    agt    same. 

(Dec   17,   1903)    175.00 

Same  property.     John  H  Carl  agt  same.     (Dec 

.ij,    1003)    1,690.00 

208th   St.   n   s.   275  w  Av   A.    75x100.     Herman 

Seider    agt    Isaac    Klapper    et    al.      (Sept    24. 

1906)     850.00 

=6.Sth  st,   n  s,   200  e  1st  av,   75x100.     National 

Powder  Co  agt  Same.     (Feb  5,  1906) 211.00 

=115th   St.    No   334    East.      Emilio   Magaldi    agt 

Maria    Liberti    et    al.      (Sept   25,    1905) ..  .56.00 
^Louise   st,    w   s,    325   f    Columbus    av.    Bronx. 

Joseph    Danella    agt    James    Paradise.      (July 

2.    1906)    1,100.00 

Brown  pi.  e  s.  whole  front  between  1.36th  and 
137th  sts.  Thomas  C  Edmonds  &  Co  agt 
Maisel  &  Rohman  et  al.     (Oct  3,  1906)   .  .675.00 

Oct.    4. 

=104th    st,    n    s,    115   w    Amsterdam    av.    25x— . 

Raiano   Giacomo  et   al   agt   Henry  T   Bulman 

et   al    (9    liens).      (July    31.    1905) 139.11 

=Same    property.      Giuseppi    Mango    et    al    agt 

same    (4    liens).      (Aug    20.    lfR)5) 58.40 

'Same    property.      AUiso    Battiste    agt    same. 

(Aug   14.  r.i05)    5.00 

10.8th    St.    s    s.    445    e    1st    av.      Mugler's    Iron 

W^orks.    Inc.   agt  James  Rudden  et  al.      (Feb 

23,     1906)     110.00 

=71st    st,     Nos    103    and    103    West.       Brown, 

Ketcham  Iron  Works  agt  Oak  Realty  Co  et  al. 

(June    26.    I'-HK!)     5,289.80 

'1st    av.    No    1145.      Mever    Boshnak   agt    Louis 
.   Klinger  et  al.     (Nov  3,   1!R)5) 35.00 

'Discharged   by   deposit. 
■Discharged   by   bond. 
•Dlicharged  by  order  of  Court 

» 

ATTACHMENTS. 

Sept.    28. 

Armstrong.  Wade  H:  Edwin  W  Armstrong.  Rob- 
ert G  Strain.  Percy  H  Davies  and  Beverly  C 
Goodrich;  Gilbert  &  Clay;  $21, .525;  Boothby 
6£  Baldwin. 

American  Peroxide  &  Chemical  Co;  Edward  L 
Kalbfleisch,   Jr;   $1,025;   Allen  &   Sabine. 

Frank,   Abraham   &   Wm   J   Harding;   Todd  Rus- 
sell;   $1,515.44;    Russell    &    Winslow. 
Sept.    29. 

Rountree.  Willie  D  as  surv  partner;  Robert  H 
Rountree  as  surv  partner;  $1,878.64;  J  B 
Handy. 

Oct.     1. 

Jacob.  Christian;  Katheriue  Doran;  $1,100; 
Rush   &   Hare. 

Reinhardt.  Joseph  W;  Jacob  F  Levy;  $300; 
Steuer    &    Hoffman. 

Oct.    2. 

The  Mershon  Co  and  Wm  L  Mershon;  Stephen 
A   Powell;   .$8(XI.70;    Kellogg  &   Rose. 

For  other  Judgments  in  Foreclosure  Suits,  Lis 
Pendens.  Foreclosure  Suits,  Judgments.  Satisfied 
Judgments.  Mechanic  Liens.  Building  Loan  Con- 
tracts. Satisfied  Mechanics'  Liens  and  Orders  see 
pages   592   and   593. 
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THERE  is  still  the  same  tantalizing  Stock  Market  this  week 
as  characterized  its  action  last  week.  What  movement 
there  is  may  be  said  to  be  confined  to  some  half-dozen  issues 
that  were  recently  active.  Professional  operators  view  this 
activity  with  suspicion,  believing  it  to  be  for  the  purpose  of 
marketing  the  stagnant  issues  and  some  large  traders  seem 
disposed  to  go  short  in  support  of  their  views.  With  the  rise 
in  the  discount  rate  of  the  Bank  of  Germany  to  six  per  cent., 
an  unusually  high  figure  for  this  season,  and  firmness  in  Lon- 
don rates,  some  disquietude  has  naturally  been  caused,  and  in 
a  general  way  it  may  be  said  that  the  prevailing  feeling  about 
the  market  is  one  of  caution,  if  not  of  fear.  It  bulls  hard.  Call 
money  is  working  easier,  but  that  does  not  prevent  the  appre- 
hension about  the  money  market  later  on,  which. may  hamper 
business  and  real  estate  interests  considerably.  It  is  not  be- 
lieved that  the  failure  of  the  large  mercantile  and  banking 
house  of  Ceballos  &  Co.  of  New  York  and  Cuba  will  seriously 
affect  the  New  York  Stock  Market,  although  the  firm  was  in- 
terested in  a  number  of  American  enterprises.  The  stocks  con- 
trolled by  Mr.  Harriman  are  decidedly  strong.  Steel,  Coppers 
and  some  specialties  are  higher  and  they  are  in  the  hands 
of  those  who  can  put  them  still  higher  if  they  so  desire.  Steel 
Common  reached  the  highest  price  in  five  years  and  there  are 
those  who  believe  that  it  will  still  further  advance.  In  spite 
of  the  dulness  in  the  market,  to  which  the  political  situation  in 
this  State  may  contribute,  the  Government  October  crop  report, 
with  its  assurance  of  an  unprecedented  corn  crop,  should,  among 
other  favorable  conditions,  serve  to  stimulate  speculative  senti- 
ment taken  in  connection  with  our  business  prosperity. 


WHILE  the  money  situation  has  become  less  obtrusively 
insistent,  the  modified  feeling  is  not  based  on  any  rad- 
ical change  or  on  any  substantial  alteration  of  underlying  con- 
ditions. In  spite  of  everything  the  real  estate  market  has  given 
turther  evidence  during  the  week  of  a  determination  to  im- 
prove. Brokers  continue  to  report  the  failure  of  some  negotia- 
tions on  account  of  inability  to  procure  the  loans  necessary  to 
consummate  the  deals,  but  at  the  same  time  they  consider  that 
the  outlook  for  the  immediate  future  is  encouraging.  Transac- 
tions meanwhile  are  admittedly  somewhat  in  the  position  of 
being  held  up,  but  to  a  greater  extent  in  Brooklyn  than  in 
Manhattan;  for  in  that  borough,  if  not  in  Manhattan  also, 
matters  are  complicated  by  the  fact  that  owners  manifest  no 
inclination  to  make  concessions  from  the  very  high  prices  at 
which  they  held  their  property  during  the  summer,  and  the 
public  are  less  eager  to  buy  when  any  speculative  hope  for  the 
immediate  future  enters  into  their  calculations.  Notwithstand- 
ing that  more  buildings  were  planned  in  Brooklyn  than  in  the 
Bronx,  Queens  and  Richmond  combined  during  the  last  quarter, 
there  is  a  scarcity  of  houses  of  the  kinds  that  families  seem 
most  to  desire  in  that  borough,  and  a  surplus  of  other  kinds — 
the  matter  of  location,  to  be  sure,  having  a  great  deal  to  do 
with  it.  In  Manhattan  the  dealing  under  the  head  of  simple 
speculative  transactions  is  being  confined  to  particularly  choice 
locations,  but  buying  for  permanent  investment,  for  family  resl- 
•denee  putposes,  and  for  Mgh^lass  ftnproveBisiita -has  been  ex- 


.ceedlngly  well  represented  in  the  business  of  the  .week.  While 
bui-ding  operations  remain  quite  active,  not  so  many  projected 
improvements  are  being  arranged  for,  and  architects  are  able 
to  take  a  breathing  spell.  In  the  department  of  building  mate- 
rials, cement  has  retreated  from  the  high  altitude  of  quotations 
to  which  it  ascended  in  September,  but  still  commands  a  higher 

:  price  than  in  the  month  of  August.  Brick  prices  are  firmly  main- 
tained at  a  little  better  than  the  level  of  last  month,  indicating 
that,  notwithstanding  the  lessening  of  building  projects,  the 
amount  of  old  work  in  hand  is  still  very  large;  and  it  must 
be  remembered  that  the  natural  end  of  the  building  season  is 
now  not  very  far  away,  with  the  indications  strong  that  the 
winter  will  not  be  an  open  one;  and  builders  must  begin  to 
shape  their  arrangements  accordingly.    . 


IT  is  very  much  to  be  hoped  that  the  life  insurance  com- 
panies will  listen  to  the  appeal  of  the  Bronx  brokers  and 
.  lend  a  larger  proportion  of  their  assets  on  real  estate,  but  there 
hr.s  tern  as  yet  no  indication  that  the  reform  in  the  financial 
^  methods  of  these  companies  implied  any  alteration  in  their 
investment  policy.  They  have  not  been  lending  their  money 
any  more  freely  on  real  estate  than  they  were  lending  it  a  year 
ago;  and  no  single  company  has  announced  its  intention  of  do- 
ing so.  The  Metropolitan  Life  may  be  investing  a  somewhat 
larger  proportion  of  its  assets  in  building  loans,  but  the  In- 
terest of  this  company  in  such  speculative  ventures  is  of  no 
general  assistance  to  the  real  estate  market.  Yet  it  is  difficult 
to  understand  why,  under  a  reformed  system  of  administration 
the  life  insurance  companies  should  not  lend  their  money  more 
freely  upon  real  property.  Under  former  conditions  their 
neglect  of  this  class  of  investment  was,  of  course,  easily  explic- 
able. It  was  the  investment  in  stocks  and  bonds  and  the  par- 
.ticipation  in  syndicate  operations  which  offered  the  officials 
of  the  companies  their  special  financial  opportunities,  while 
at  the  same  time  the  management  of  the  companies  needed 
securities  which  might  increase  in  value  for  the  purpose  of 
obtaining  a  surplus  which  could  be  used  in  writing  off  deficits 
which  arose  from  other  sources.  Under  the  reformed  manage- 
ment, however,  these  reasons  no  longer  apply.  Deficits  due  to 
extravagant  office  buildings  will  no  longer  be  created  and  syn- 
dicate operations  are  forbidden.  It  is,  of  course,  a  good  thing 
for  an  insurance  company  to  have  a  large  fraction  of  its  assets 
in  feourities  which  may  increase  in  value;  but  it  is  also  a  good 
thing  for  them  to  Invest  largely  in  real  estate  mortgages  which 
do  not  increase  in  value,  but  which  are  equally  safe,  and  pay 
on  the  whole  a  higher  rate  of  interest.  Certain  of  the  more 
conservative  companies,  organized  in  other  states,  have  for 
years  pursued  such  a  policy  to  the  immense  advantage  of  their 
policyholders;  and  in  the  long  run  we  imagine  that  the  New 
York  companies  will  find  it  wise  to  follow  suit.  Such  a  change 
must,  however,  be  brought  about  very  slowly.  They  could  not 
systematically  sell  their  existing  holdings  without  hurting 
values,  and  the  best  that  can  be  expected  of  them  would  be  the 
investment  hereafter  of  a  large  proportion  of  their  surplus  in 
real  estate  securities.  We  believe  that  as  soon  as  the  existing 
■  stringency  in  the  money  market  is  over  it  will  be  found  that 
the  financial  managers  of  the  insurance  companies  will  find  it 
-to  the  interest  of  their  policyholders  to  increase  in  this  man- 
ner the  income  from  investments. 


A  GREAT  ten-story  building  for  the  business  of  James  Mc- 
Creery  &  Co.  opened  its  doors  this  week.  It  is  in  Thirty- 
fourth  street,  what  may  now  be  called  a  main  thoroughfare,  op- 
posite to  the  Waldorf-Astoria.  Undoubtedly  the  large  growth 
in  business  of  some  up-town  cross-town  thoroughfares  and  the 
building  upon  them  of  hotels,  theatres,  retail  business  estab- 
lishments and  office  buildings  illustrate  again  a  curious  feature 
of  New  York's  industrial  growth — the  importance  of  streets 
having  at  either  end  or  both  ends  a  ferry  connection.  Nominally 
a  ferry  runs  from  a  place  where  business  has  been  established 
connecting  the  tributary  neighborhood  to  some  point  either  in 
New  Jersey  or  on  Long  Island.  Actually  it  is  the  maintenance- 
of  a  ferry  and  tlie  conveniences  which  a  ferry  offers  for  traffic 
and  transportation  that  are  of  benefit  to  a  street.  For  a  num- 
ber of  yeai-s  there  was  a  ferry  at  the  foot  of  Canal  street,  and 
during  that  period  Canal  street  was  one  of  the  chief  retail  thor- 
oughfares in  New  York.  With  the  abandonment  of  the  ferry 
the  distinction  of  Canal  street  as  a  retail  centre  ceased.  When 
■  the  Fourteenth  street  ferry  was  established  on  the  West  Side, 
West  Fourteenth  street  enjoyed  a  decided  boom,  which  never 
■extended,  however,  to  East  Fourteenth  street  as  a  retail  trade 
.centre,  there  having  been  no  ferry  at  that  point  on  the  East 
.River.  In  like  manner  the  portion  f^f  Grand  street  east  of  the 
JBow&iT'  and  served  by  the  Grand  street  ferry  has  retained  for 
years  Its  character  as  a  r^tajl  c§ntre,    Farther  west,  Grand  street 
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differs  in  no  particular  from  the  other  streets  of  the  same  neigh- 
borhood. Two  New  York  thoroughfares  which  are  well  served 
by.  ferries  at  both  ends  are  Twenty-third  and  Forty-second 
streets.  There  are  two  ferries  at  the  foot  of  Thirty-fourth  street 
on  the  East  Side  and  one  ferry  at  the  foot  of  One  Hundred  and 
Twenty-fifth  street  on  the  West  Side.  Between  Twenty-third 
and  Forty-second  streets  on  the  West  Side  there  is  no  ferry  and 
has  been  none  since  the  old  Thirty-ninth  street  ferry  was  aband- 
oned many  years  ago,  but  Thirty-fourth  street  from  river  to 
river,  with  its  Pennsylvania  Railroad  Station  at  its  western  end, 
must  ever  remain  a  great  cross-town  highway  of  New  York  City. 


Cooperative  Apartment  Houses. 

THE  PURCHASE  by  a  co-operative  building  company  of  the 
southeast  corner  of  Lexington  avenue  and  Sixty-seventh 
street,  for  the  purpose  of  erecting  a  co-operative  apartment 
house  on  the  plot,  calls  attention  to  a  kind  of  building  enter- 
prise which  is  becoming  more  and  more  popular  in  Manhattan. 
During  the  past  few  years  four  large  studio  apartment  houses 
have  been  built  on  a  co-operative  plan,  and  all  of  them  have 
been  distinct  financial  successes;  and  it  is  interesting  to  trace 
the  reason  of  this  success  to  its  sources.  Early  in  the  eighties, 
when  apartment  houses  were  first  being  erected  in  Manhattan 
on  a  large  scale,  a  number  of  co-operative  schemes  were  tried; 
but  all  these  schemes  were,  if  we  recollect  aright,  failures,  and 
resulted  in  large  losses  for  the  people  who  had  purchased  apart- 
ments in  them.  These  failures  killed  all  such  plans  for  almost 
twenty  years;  and  if  was  not  until  1900  that  an  association, 
consisting  chiefly  of  artists,  bought  a  plot  of  three  lots  on  West 
Sixty-seventh  street  for  the  purpose  of  building  a  co-operative 
studio  building.  It  was  generally  predicted  that  this  enterprise 
also  would  be  a  failure,  but  instead  it  turned  out  to  be  a  com- 
pl'  te  success.  The  original  subscribers  paid  about  $10,000  for 
stock  in  the  company,  entitling  them  to  the  ownership  of  one 
of  the  large  studio  apartments;  and  this  stock  is  now  selling, 
so  we  are  informed,  at  a  premium  of  more  than  $7,000.  The 
building  was  divided  into  a  certain  number  of  apartments, 
which  were  owned  by  the  subscribers,  and  a  number  of  other 
apartments,  mostly  smaller  in  size,  which  were  rented,  and  the 
income  from  the  apartments  which  were  rented  sufficed  to  pay 
the  operating  expenses  of  the  building,  the  interest  on  the 
mortgage  and  the  taxes.  The  consequence  was  that  the  orig- 
inal subscribers  obtained  at  a  cost  of  $10,000  an  apartment 
which  would  rent  for  at  least  $2,200;  and  it  is  no  wonder  that 
the  stock  in  the  company  began  to  sell  at  a  premium. 

As  soon  as  the  success  of  the  first  enterprise  was  assured 
another  similar  building  was  started  on  the  same  plan  and  on 
the  same  block,  and  it  resulted  in  an  equally  emphatic  suc- 
cess. In  this  instance  the  subscribers  were  obliged  to  put  up 
$12,000  instead  of  $10,000,  because  of  the  increase  In  the  price  of 
the  lots,  and  in  the  cost  of  building;  but  after  the  structure 
was  completed  no  difiBculty  was  found  in  renting  the  unpur- 
chased apartments,  and  stock  in  the  new  company  again  went 
to  a  very  considerable  premium.  Even  before  this  second 
building  was  completed,  a  third  one  was  started  on  the  same 
block,  and  resulted  in  a  similar  profit  to  the  subscribers,  in 
spite  of  the  fact  that  the  original  investment  was  in  this  in- 
stance $15,000.  The  scene  of  the  operations  then  shifted  to  the 
East  Side.  A  company  was  organized,  which  purchased  a  plot 
100x180  on  the  northeast  corner  of  Lexington  avenue  and  Sixty- 
sixth  street,  and  which  has  been  erecting  what  is  practically  a 
series  of  these  buildings  on  this  plot.  In  this  fourth  case,  the 
apartments,  while  based  on  the  same  plan,  are  a  shade  larger 
in  size,  and  represent  an  investment  on  the  part  of  the  original 
purchasers  of  from  $16,000  to  $20,000.  The  building  is  not  yet 
completed,  but  its  success  Is  already  assured,  and  the  stock 
is  selling  at  a  handsome  premium.  The  purchase  during  the 
past  week  of  the  adjoining  plot  at  Sixty-seventh  street  and 
Lexington  avenue  has  been  made  by  people  who  were  interested 
in  the  Sixty-sixth  street  enterprise,  and  it  will  be  planned  and 
financed  on  the  same  conditions  which  have  been  successful 
in  the  other  cases.  It  is  to  be  remarked,  however,  that  a 
change  is  taking  place  in  the  nature  of  these  enterprises.  In 
the  beginning  they  were  intended  for  artists  and  the  whole 
object  of  the  plan  was  to  get  a  serifes  of  spacious  studios, 
eighteen  feet  or  more  high,  and  furnished  with  a  north  light. 
In  certain  of  the  apartments  in  the  Sixty-sixth  street  building, 
however,  the  studio  feature  was  abandoned,  and  it  is  probable 
that  hereafter  it  will  have  a  much  smaller  influence  on  the 
plans  of  these  co-operative  buildings.  In  fact  a  number  of 
schemes  are  now  being  developed  which  are  intended  for  the 
ordinary  run  of  apartment-house  tenants  and  in  which  the 
space  hitherto  used  in  giving  sufficient  light  to  the  studio  ceil- 
ings, will  be  converted  into  bed-rooms. 


These  facts  are  extremely  interesting,  and  they  suggest  cer- 
tain serious  questions.  How  is  it  that  certain  inexperienced 
painters  can  put  up  an  apartment  house  in  competition  with 
speculative  builders  and  make  out  of  the  operation  such  a  large 
amount  of  money?  The  profit  on  the  first  building  erected  was 
not  far  from  $75,000,  and  constituted  fully  66  per  cent,  of  the 
cash  actually  invested.  The  ordinary  speculative  builder  of 
apartment  houses  does  not  make  profits  as  large  as  that,  and 
the  conclusion  seems  inevitable  that  there  is  some  leakage 
somewhere.  Neither  is  it  difficult  to  discern  just  where  that 
leakage  comes  in.  The  methods  whereby  the  speculative  build- 
ing of  apartment  houses  in  New  York  are  financed  at  the  pres- 
ent time  are  undoubtedly  very  extravagant  and  offer  a  great 
advantage  to  the  builder,  who,  like  these  co-operative  com- 
panies, have  a  sufficient  capital  with  which  to  start.  The  or- 
dinary builder  is  generally  a  man  with  an  amount  of  capital 
wholly  insufficient  to  finance  a  large  building  operation.  He 
has  to  depend  upon  the  building  loan  operator  for  his  money; 
and  like  all  men  in  such  positions,  he  has  to  pay  high  prices 
for  everything  he  needs.  His  lots  are  sold  to  him  at  a  value 
somewhat  above  market  quotations;  he  pays  a  high  rate  of 
interest  and  a  handsome  premium  for  his  loan,  and  the  building 
material  dealer  is  obliged  to  charge  him  top  prices  for  his 
supplies.  In  these  different  ways  an  apartment  house  erected 
by  a  builder  with  insufficient  capital  costs  many  thousand  dol- 
lars more  than  it  would  cost  in  case  the  builder  could  finance 
his  operation  economically,  and  the  consequence  is  that  it  Is 
only  in  very  good  times  that  there  is  any  profit  left  for  the 
builder  himself.  The  building  loan  operator  is  the  man  who 
reaps  the  big  profit,  because  it  is  he  who  supplies  the  money. 
The  system  is  certainly  an  extravagant  one  and  offers  great 
opportunities  for  gain  on  the  part  of  builders  who  can  afford 
to  get  along  without  the  assistance  of  the  building  loan  oper- 
ators. That  was  the  case  with  these  co-operative  companies. 
Their  buildings  have  been  economically  financed;  they  have  had 
the  advantage  of  a  novel  and  convenient  plan;  and  they  have 
not  spent  money  in  gaudy  decorations,  which  are  ugly  and  un- 
necessary. They  may  not  do  so  well  in  a  period  of  over-building 
as  they  have  done  in  the  past  few  years;  but  their  success  Is 
such  they  are  likely  for  some  time  to  compete  very  effectually 
with  the  builders  of  the  better  class  of  apartment  houses. 


Timely  Advice  to  the  Suburban  Lot  Buyer. 

THE  small  purchaser  of  vacant  lots  in  the  nearby  suburban 
districts  of  New  York  is  confronted  daily  with  an  alluring, 
bewildering,  and  too  often  deceiving  number  of  advertisements 
in  our  nev.'spapei-s,  seitmg  forth  the  manifold  future  advan- 
tages to  be  derived  by  the  immediate  acquisition  of  building 
lots. 

Wliile  it  must  be  admitted  that  many  of  the  advertised  prop- 
erties are  well  situated,  and  undoubtedly  are  being  benefited 
by  the  extension  of  improvements  and  transportation  facili- 
ties, Btill  a  greater  number  possess  few  if  any  advantages  in 
point  of  location  and  means  of  access. 

In  the  Long  Island  field  great  activity  has  been  experienced 
in  the  purchase  of  acreage  by  out-of-town  syndicates,  who  are 
now  cutting  up  and  improving  their  holdings.  Several  of  these 
tracts  are  within  the  limits  of  the  city,  being  quickly  and  con- 
veniently reached,  and  the  prices  secured  for  lots  are  not  out 
of  proportion  when  the  character  of  the  improvements  already 
made  are  taken  into  consideration. 

Beyond  this  zone  of  development,  however,  and  for  many 
miles  out  on  the  Island,  countless  realty  companies  are  un- 
loading their  "city  lots"  upon  the  credulous  at  ridiculously  high 
prices.  In  most  instances  very  little  attempt  has  been  made  in 
the  direction  of  improvements,  except  the  laying  of  cheap  ce- 
ment walks  and  the  rolling  of  streets. 

It  is  the  opinion  of  many  suburban  real  estate  men  who  have 
closely  studied  conditions  on  Long  Island,  that  the  future  has 
been  discounted  to  a  large  extent,  and  that  many  moons  will 
have  passed  ere  the  uninitiated  will  reap  fully  the  amount  of 
his  original  investment. 

In  the  Borough  of  Richmond  also  may  be  found  opportunities 
for  profitable  investments  in  vacant  lots,  and  as  a  proof  of  the 
increasing  confidence  of  speculators  in  this  borough  of  the  city 
reference  need  only  be  made  to  the  several  recent  successful 
auction  sales  conducted  by  the  Jere  Johnson,  Jr.,  Co.  within 
twenty  minutes'  trolley  ride  of  St.  George,  the  occasion  being 
marked  by  lively  bidding.  The  Improved  ferry  service  and 
the  possibility  of  the  extension  of  the  subway  system,  not  for- 
getting the  new  bridge  under  consideration,  are  largely  re- 
sponsible for  the  growing  interest  In  Staten  Island  real  estate. 
Again,  the  lot  buyer  must  be  governed  by  conditions,  and  must 
not  stray  too  far  into  the  corn  fields. 

Following  the  direction  of  the  northward  movement  many 
new  properties  are  being  opened,  especially  along  the  Harlem 
and  Putnam  divisions  of  the  New  York  Central  Railroad.  The 
change  in   motive  power  from  steam  to  electricity  Is  exerting 
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great  influence  over  values  in  this  popular  territory,  and  a 
wholesome  advance  is  manifestly  certain.  ' 

Nearby  New  Jersey  also  offers  for  the  man  of  limited  means 
opportunities  for  the  profitable  investment  of  money  wliich  must 
not  be  overlooked.  Never  before  has  so  much  activity  been 
witnessed  in  the  development  of  real  estate.  Large  tracts  are 
being  opened,  and  many  dwellings  are  in  the  course  of  erec- 
tion. The  opening  of  the  great  tunnels  and  the  construction 
of  the  Hudson  River  Bridge,  the  Jersey  terminal  of  which  it 
is  thought  will  be  at  or  near  Woodcliff,  will  effectually  settle 
the  question  of  quick  transpoi'ation,  the  lack  of  which  in  the 
past  has  been  the  chief  deterrent  to  the  upbuilding  of  a  com- 
munity as  much  a  part  of  the  City  of  New  York  as  Brooklyn 
or  the  Bronx. 

Whatever  the  choice  of  the  suburban  lot  buyer  may  be  he 
cannot  go  astray  if  in  his  selection  due  care  is  exercised  in 
not  drifting  too  far  from  the  main  arteries  of  transit.  Buy, 
but  buy  intelligently  and  cheaply. 


The  Long  Island  Investor 


By   W.   STEWART   McKNIGHT 


THERE  is  this  remarkable  difference  between  the  investor 
in  Long  Island  real  estate  and  investors  in  other  securities 
and  properties,  that  he  has  uniformly  made,  a  profit.  I  do 
not  recall  a  single  instance  of  loss.  This  is  the  more  remark- 
able in  view  of  the  sudden  awakening  to  the  possibilities  of 
Long  Island  investment  and  the  great  advance  in  values,  or 
rather  prices,  which  immediately  followed.  As  a  matter  of  faci-, 
the  values  have  been  there,  at  least  so  far  as  the  BorougTis  of 
Queens  and  Brooklyn  are  concerned,  ever  since  the  consolidation. 
It  could  only  be  a  matter  of  time  when  transportation  so  badly 
needed  would  be  supplied;  when  corporations  or  the  City  of 
New  Tork  itself,  would  provide  proper  channels  of  communica- 
tion for  the  overflow  of  population  from  the  Island  of  Man- 
hattan. 

The  wise  investor,  the  man  who  looks  ahead,  began  buying 
several  years  ago,  and  has  held  on  to  his  original  purchases, 
and  strange  as  it  may  seem,  it  was  not  the  New  York  City 
investor,  operator  or  speculator,  who  grasped  the  splendid 
opportunity  tor  tremendous  profit.  It  was  the  outsider;  the 
man  from  the  West  and  the  South  and  New  England,  who 
stepped  in  and  picked  up  the  bargains  which  were  lying 
around  everywhere. 

Still  more  singular  is  the  fact  that  notwithstanding  the  awak- 
ening that  has  taken  place,  the  larger  holders  and  most 
numerous  class  of  buyers  to-day  are  the  same  original  Investors 
or   their   friends   and   associates. 

Recently  a  man  from  a  town  in  Pennsylvania  of  25,000  popu- 
lation called  at  our  office,  and  in  the  course  of  the  conwrsation 
about  a  property  on  the  North   Shore  that  he  had  in  view  to 
purchase,   I   asked  him   the   following   question,    "What   could  a 
lot  be  bought  for  in  your  town  in  a  locality  where  they   were 
building  houses   costing  from  $4,000  to   $5,000?"      He   replied   at 
about  $100  per  front  foot  for  lots  150  feet  deep.     I  asked  him 
what  the  increase  of  population  was  annually.     He  replied  that 
it   had   been    very   small    the   last    few   years.      He   smiled    and 
said,    "I  see   the   drift   of  your   questions.     A   lot   20x100   in   our 
town,    where    the    population    is    increasing    but   slightly,    costs 
$1,350,    while   you    offer   lots    equally    well    situated,    where    the 
population  is  increasing  150,000  annually,  for  $500  per  lot." 
This    is    a   common    illustration    of   how   outside   investors 
approach   a   Long   Island   proposition.      They  compare  values 
in   their  own   towns   and   cities   with  values   in   the   City   of 
New  York,   and   very  naturally   come   to  the  conclusion   that 
there    must    be    a    great    enhancement    of    values   in'  a   city 
whose  population  is  growing  at  the  rate  of  150,000  a  year, 
when    prices    were    practically    the   same   or    lower   in    their 
own   smaller  communities. 

Undoubtedly  in  the  active  market  of  last  fall  and  spring; 
some  unwise  purchases  were  made,  and  it  was  really  like  finding 
money  to  buy  almost  anywhere  on  Long  Island.  Prices  were 
so  low  that  even  the  worst  purchases  could  hardly  turn  out 
badly.  But  the  discriminating  buyer,  the  man  who  realized 
thoroughly  that  transportation  is  the  basic  foundation  of  real 
estate  values,  has  had  no  cause  to  worry  over  his  purchase. 

Within  the  past  six  months,  a  situation  was  precipitated 
which  has  tested  to  the  limit  the  solidity  of  Long  Island  values. 
So  much  money  was  being  drawn  from  the  savings  banks  and 
other  financial  institutions  for  investment  in  Long  Island  real 
estate,  that  \vhat  appeared  to  be  concerted  action  on  the  part 
of  the  financial  institutions  and  title  companies  was  taken  to 
discourage,  at  any  rate  for  the  time  being,  further  withdrawal 
of  funds  In  that  direction.  The  effect  of  this  policy,  coming  at 
a  time  in  mid-summer,  when  the  real  estate  market  is  normally 
dull,  and  when  a  great  number  of  contracts  were  maturing,  it 
•was   feared  by  many  that  values  would  suffer.     As  a  matter 


of  fact,  values  have  remained  firm.  There  have  been  no  reces- 
sions in  prices,  and  while  the  volume  of  business  was  much 
lighter  than  it  was  last  spring,  yet  all  Indications  now  are  that 
the  upward  movement  has  again  been  resumed,  and  that  Long 
Island  property   will  approach   much  nearer  true  values. 

ARE  PRICES  TOO  HIGH?  Have  not  Impending  improve- 
ments been  fully  discounted?  These  are  questions  which  every 
dealer  in  Long  Island  real  estate  is  asked  daily.  It  is  not 
necessary' to  give  statistics  as  to  the  prices  in  upper  Manhattan 
and  the  Bronx  fifteen  years  ago  and  to-day.  We  all  know 
what  has  occurred  there,  and  we  all  realize  what  was  responsible 
for  the  startling  increase  both  in  values  and  in  population  in 
that  territory.  The  answer  of  course  is  rapid  transit;  first  the 
elevated,  then  the  cable  and  electric  cars,  and  then  the  subway. 
Is  not  that  exactly  the  situation  in  Brooklyn  and  in  Queens 
that  we  face  to-day? 

Manhattan  has  all  the  population  that  it  can  stand.  It  is 
being  crowded  out  by  business.  The  Bronx,  as  compared 
with  Queens  or  Brooklyn,  is  too  far  away  from  the  centre 
of  activity   in   Manhattan. 

With  the  tunnel  to  Brooklyn,  the  Pennsylvania  tunnels  at 
Thirty-fourth  Street,  the  Belmont  tunnel  at  Forty-second  Street, 
and  the  Blackwells  Island  Bridge  and  the  New  York  Connecting 
Railway  to  Queens,  we  will  have  within  the  next  three  or 
four  years,  better  transportation  to  those  two  boroughs  than 
there  is  to-day  to  the  Bronx.  Is  there  any  reason  why  with 
equal  transit  facilities,  values  on  Long  Island  should  not  equal 
those  of  the  Bronx?  Long  Island  is  certainly  more  desirable 
as  a  place  of  residence  with  its  tremendous  water  front  and 
amusement  resorts.  Its  adaptability  for  building,  excavation 
for  foundations  free  from  costly  blasting  of  stone,  sand  suffi- 
cient In  every  cellar  for  foundations  and  superstructures,  ac- 
cessibility of  building  material  and  inexpensiveness  of  installing 
city  improvements,  puts  Long  Island  in  a  class  by  itself,  when 
compared  with  the  Bronx  and  other  territory  within  the  Greater 
City. 

There  is  but  one  element  of  weakness  in  the  realty  situation 
on  Long  Island,  and  one  danger  to  be  avoided  by  the  Long 
Island  investor.  Indiscriminate  buying.  It  has  not  been  serious 
up  to  date  because  prices  were  so  ridiculously  low  heretofore 
that  an  investor  could  not  make  a  mistake.  The  time  for  wise 
discrimination  In  buying  has  arrived.  Building  and  homes  must 
follow  purchases  or  some  one  must  suffer  loss.  Profits  are  seen 
along  the  line  of  transportation  when  the  development  is  con- 
venient to  a  depot  or  along  the  line  of  a  trolley,  where  the  fare 
will  not  exceed  ten  cents,  and  the  time  to  Manhattan  not  over 
an  hour.  This  property  will  have  a  constantly  growing  demand 
for  building  operations,  and  its  activity  Is  assured. 

There  are  certain  standards  by  which  every  investor  should 
be  governed  in  making  a  purchase  to  be  assured  of  a  profit. 
Every  merchant  in  laying  in  stock  for  sale,  considers  first  the 
needs  and  demands  of  his  prospective  customers.  What  does 
the  trade  demand  is  the  problem  for  him  to  solve,  and  his 
success  or  failure  is  measured  by  his  judgment  of  the  popular 
need.  Never  purchase  a  farm  unless  you  are  satisfied  you 
could  sub-divide  it  and  sell  lots  at  a  profit  to  those  who  desire 
a  home. 

If  you  have  the  capital  and  would  not  risk  it  in  a  sub- 
division proposition,  you  can  feel  assured  no  one  else  of 
good  judgment  would  do  so.  Never  buy  a  lot  unless  you 
are  satisfied  if  you  wanted  to  change  your  residence  and 
build  a  home,  the  proposed  site  would  suit  you  for  that 
purpose.  If  you  would  not  build  and  live  there,  you  can  feel 
assured  no  one  else  would. 

All  Long  Island  has  a  bright  future,  and  the  modernized  and 
progressive  policy  of  the  new  control  of  the  Long  Island  Rail- 
road will  add  population  to  all  the  villages  of  any  size,  such  as 
Preeport,  Bay  Shore,  Babylon,  Patchogue,  Roslyn,  Oyster  Bay, 
Huntington,  etc.  Prices  in  these  places  will  always  be  gov- 
erned largely  by  local  conditions.  Local  Industry,  summer 
boarders  and  labor  employed  on  large  country  estates  will  make 
a  demand  for  village  lots.  The  large  population,  the  rapid  ad- 
vance in  prices,  the  permanent  values  will  be  confined  within 
the  city  limits,  where  city  Improvements,  such  as  maintenance 
of  streets  once  opened,  police  and  fire  protection,  water  and 
sewers,  are  possible  because  the  Greater  City  is  able  to  give 
them. 

When  Jamaica  Bay  becomes  a  vast  manufacturing  centre, 
and  its  inlets  and  creeks  crov/ded  with  shipping;  when  the 
proposed  waterway  from  Flushing  Bay  to  Newtown  Creek  is 
dredged  and  lined  with  factories  and  structures,  then  you  will 
find  i-'ulton  st,  from  Kings  County  line  to  Jamaica,  Hoffman 
boulevard,  from  Hunters  Point  to  Rockaway,  Jackson  av,  from 
Blackwell  s  Island  Bridge  to  Flushing,  the  main  business  thor- 
oughfares of  Queens  Borough,  and  the  intervening  territory 
from  the  sound  to  the  sea  out  of  the  market  as  lot  propositions 
and  in  the  market  as  improved  dwelling  and  apartment  prop- 
erty. Then  the  limits  of  the  city  will  be  expanded  eastward, 
and  Nassau  County  will  become  a  borough  of  the  Greater  City. 


Deals  in  residence  properties  continue  to  keep  to  the  front 
in  the  real  estate  market.  Brokers  say  that  business  properties 
are  also  feeling  th^  effects  of  a  more  active  market. 
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Dull  Market  in  the  Bronx. 


SMALL  DWELLINGS  RENT  BETTER  THAN  LARGE 
APARTMENT  HOUSES— OPERATIONS  OP  THE  AMERI- 
CAN  REAL   ESTATE   COMPANY. 


BRONX  real  estate  brokers  report  a  dull  market,  with 
the  renting  of  new  apartments  progressing  slowly  and 
peimanent  loans  almost  impossible  to  procure  on  the  new-law 
buildings  that  are  about  or  have  already  been  completed,  places 
the  owner  in  a  most  embarrassing  position. 

One  and  two-family  houses  seem  to  fare  better  than  the 
larger  apartment  houses,  as  there  are  exceptionally  few  va- 
cancies in  this  class  of  dwelling,  and  it  is  said  that  loans  are 
more  easily  obtained  on  them.  Geo.  F.  Johnson  &  Sons  have 
already  sold  two  out  of  a  row  of  fourteen  two-family  gray 
brick  houses  not  fully  completed  at  Whitlock  av,  near  Hunt's 
Point  road,  and  have  excavated  for  the  purpose  of  erecting 
eight  additional  houses  of  a  similar  type  adjoining. 

The  yards  of  these  houses  abut  the  property  of  the  N.  Y.. 
New  Haven  &  Hartford  R.  R.,  whom  it  is  said  will  change 
the  power  from  steam  to  electricity  for  its  locomotion.  The 
excavations  are  well  under  way  for  the  erection  of  a  large 
Union  Station,  which  it  is  supposed  TjjiW  contain  several  tracks 
and  as  many  platforms  for  the  purpose  of  transferring  pass- 
engers from  the  large  cars  to  smaller  ones,  to  connect  with  the 
new  proposed  East  Side  subway,  which  is  about  to  be  adver- 
tised for  bids.  If  these  improvements  are  carried  out  they 
will  make  the  surrounding  property  very  valuable.    ■ 

The  American  Real  Estate  Co.  have  also  completed  a  row  of 
ten  five-story  triple  high-class  apartment  houses  on  Simpson 
St,  near  Westchester  av,  liaving  six  and  seven  rooms  to  each 
apartment.  These  are  equipped  with  all  modern  improvements, 
including  electric  lights  in  each  apartment.  The  rents  range 
from  $32  to  $38  per  month,  which  are  leased  by  the  year. 

Two  of  the  ten  houses,  which  were  completed  about  six 
weeks  ago,  are  now  filled  with  tenants.  As  the  houses  are  all 
about  alike,  the  company  is  filling  one  house  before  offering 
the  others  for  rent.  ' 

There  are  five  other  houses  abutting  this  under  the  same 
ownership  in  the  coui'se  of  construction  which  will  contain 
four,  live,  six  and  seven  rooms  and  bath  each,  three  of  which 
will  be  six  stories  in  heiglit  and  two  five  stories,  and  are  due 
to  be  completed  some  time  next  spring. 

The  street  in  front  of  these  premises  has  just  been  asphalted, 
and  the  houses  front  on  the  old  Simpson  estate  grounds,  which 
makes  it  almost  as  attractive  as  a  parkside. 


A  Protest  Against  the  Smoke  Nuisance. 

The  property  owners  and  residents  of  Mott  av  make  this  ap- 
peal to  the  city  authorities: 

In  the  New  York  Central  &  Hudson  River  Railroad  yard, 
from  149th  to  152d  sts,  are  located  two  round  houses,  each 
having  several  chimneys,  and  in  addition  several  yard  loco- 
motives are  stationed  there.  From  these  chimneys  and  loco- 
motives dense  black  smoke  is  emitted,  so  dense  that  at  times 
the  round  houses  are  invisible  from  the  153d  st  viaduct.  No 
one  dare  open  a  window,  as  the  houses  would  be  filled  with 
the  smoke  and  sickening  fumes.  This  has  been  going  on  for 
a  long  time,  and  conditions  are  getting  worse.  The  department 
claims  that  it  has  served  several  notices  upon  the  company  to 
abate  the  terrible  nuisance,  but  apparently  no  attention  is  paid 
to  such  notices.  Only  lately  we  were  informed  that  notices  had 
again  been  served  and  the  next  day  a  train  of  sixteen  cars 
loaded  with  soft  coal  came  into  the  yard. 

Though  this  has  been  going  on  a  long  time,  we  will  relate 
only  late  occurrences.  Saturday,  July  21,  no  one  could  enjoy 
the  music  in  Sigei  Park.  Sunday,  July  22,  the  same  conditions 
prevailed,  and  in  the  evening.  Monday,  Tuesday  and  Wednesday 
the  wind  had  hauled  more  east  and  wind(n\-s  had  to  be  kept 
closed  as  far  as  Walton  av,  and  the  smoke  reached  west  over 
the  Lenox  av  bridge.  Thursday  the  wind  hauled  a  little  north- 
east, and  the  smoke  reached  as  far  down  as  the  school  at  Mott 
av  and  144th  st,  and  so  on. 

In  much  smaller  cities,  even  in  other  boroughs  of  this  city, 
outsidi  the  Bronx,  corporations  dare  not  violate  the  laws.  We 
have  suffered  for  many  years,  and  many  owners  have  sold  their 
properties  at  sacrifice  prices. 

Under  a  former  administration,  some  years  ago,  the  nuisance 
was  in  part  abated  through  the  energetic  actions  of  the  offlcero 
of  an  important  taxpayers'  association  and  remained  stopped 
until  the  present  administration — that  is,' of  the  Department 
of  Health — came  into  power,  and  now  these  very  officers  of  that 
same  association  claim  that  they  are  powerless,  as  the  De- 
partment of  Health  appears  unable  to  act,  whether'  through 
want  of  authority  or  for  other  reasons  the  people  are  not 
informed. 

The  people  know  that  the  District  Attorney's  oflice  is  not 
powerless;  the  pepole  ^£)w  that  the  high  officers  of  the  com- 
pany can  be  arrested  Tm-  wilful  violations  of  law;  the  people 
Ha't'e  confldence-that  the  railroaxJ-  corporation  does  not  count 
the  District  'Attorneys  ofiBce  among-  its.  valuable  assets,  though 
perhaps   it   might   thus   claBsify   others   in   a-uthority,-' and    the 


people  expect  that  s:)me  action  will  be  taken  if  that  office  is 
appealed  to.  but  before  taking  such  drastic  measures  the  Mott 
av  committee  has  decided  to  again  appeal  to  the  president  of 
the  D'.-partment  of  Health. 

Investigation,    we    believer    will    eilablish    that    there    is    not 
one  car  load  of  hard  coal  in  that  immense  yard. 
Respectfully  submitted. 

Signed    by    Richard    Du    Barry,    Edward    Becom,    Chas.    Katz, 
Ed.  Poor  and  others. 


Brokers  to  Fight  for  Justice. 

At  u  meeting  of  the  special  committee  of  the  Real  Estate 
Board  of  Brokers  of  Manhattan,  John  H.  Hallock,  of  401  Grand 
st,  Manhattan,  chairman,  it  was  unanimously  decided  that  the 
board  devise  a  plan  for  bettering  the  condition  of  real  estate 
brokers  in  regard  to  fair  dealings  with  operators  and  owners. 
It  was  recommended  that  the  Real  Estate  Board  of  Brokers 
retain  by  the  year  a  reputable  attorney  to  represent  it  in  any 
law  suits  ii  may  have.  The  idea  is  for  ihe  broker  who  has  a 
grievance  to  appear  before  the  special  committee,  which  can 
be  made  permanent,  and  state  his  case.  The  committee  will 
then  see  the  operator  or  owner,  and  listen  to  his  side  of  tile 
story,  and  decide  whether  in  their  opinion  the  broker  has  a 
good  valid  suit  .against  the  operator  or  owner,  and  if  in  theSr 
judgment  he  has,  the  broker  shall  be  asked  to  assign  his  claim 
to  the  board,  and  the  board  will  then  sue  in  its  name  the 
operator  or  owner  against  whom  the  grievance  is  brought  far 
the  commission. 

The  committee  thought  that  no  fee  should  be  charged  by 
the  members  of  the  committee  for  any  services  rendersd  on  the 
investigation  of  claims  against  operators  or  owners. 

To  a  representative  of  the  Record  and  Guide,  Mr.  Hallock 
said  yesterday  that  it  is  the  purpose  of  the  committee  if  it 
obtains  the  sanction  of  the  Board  to  employ  an  attorney  re- 
nowned for  his  fighting  ability,  and  to  prosecute  to  the  full 
extent  of  the  law.  In  his  opinion  the  existing  statutes  are 
adequate  to  secure  justice  and  reparation,  and  no  further 
legislation  is  proposed.  Operators  who  shirk  their  honest 
obligations — and  it  is  the  operators  who  are  mostly  complained 
of — will  be  brought  to  book  and  required  to  account  not  to 
one  lone  broker,  but  to  face  the  committee  backed  by  the  solid 
membership  of  the  Board  of  Brokers,  aided  by  the  ablest  legal 
counsel  obtainable. 

The  depredations  and  injustice  from  which  honorable  brokers 
had  long  suffered  at  the  hands  of  tricksters  had  become  un- 
bearable, said  Mr.  Hallock,  and  it  was  Intended  to  put  an 
end  to  them. 


A  Terra  Cotta  Consolidation. 

Plans  are  reported  to  be  well  under  way  to  form  a  combina- 
tion or  organization  which  will  include  all  the  leading  terra 
cotta  manufacturers  in  the  country.  A  joint  committee  con- 
sisting of  the  representatives  of  the  different  firms  has  been 
making  a  tour  of  inspection  of  the  plants  in  an  effort  to  place 
a  value  upon  them. 

One  of  the  local  managers  said  to-day  that,  the  combination 
would  be  able  to  start  business  by  the  first  of  the  year,  while 
the  others  visited  were  reticent  and  preferred  not  to  be  quoted 
in  any  way,  although  the  Record  and  Guide  was  assured  that 
a  combination  would  be  the  final  result.  Whether  it  would  be 
brought  about  in  a  few  months  or  would  require  a  longer  time, 
he  could  not  say. 

Three  of  the  terra  cotta  factories  are  in  Perth  Amboy,  namely, 
the  Perth  Amboy  Terra  Cotta  Co.,  the  Standard  Terra  Cotta 
Co.  and  the  New  Jersey  Terra  Cotta  Co.  There  is  also  a  lai-ge 
plant  at  South  Amboy,  known  as  the  South  Amboy  Terra  Cotta 
Co.,  and  another  is  situated  directly  opposite  Perth  Amboy  on 
Staten  Island,  the  Atlantic  Terra  Cotta  Co.  All  of  these,  it 
was  said,  arc  going  to  enter  the  combination. 

The  representative  of  one  concern  promised  a  surprise,  and 
intimated  that  not  so  many  firms  woud  participate  as  was  at 
first  supposed.  It  is  reported,  however,  that  the  Rocky  Hill, 
the  Armstrong  Works  at  Philadelphia  and  others  on  Long 
Island  will  enter  the  trust  also,  besides  a  well-known  Western 
firm. 

For  three  or  four  years  the  terra  cotta  industries  have  been 
carrying  on  a  bitter  warfare  in  an  effort  to  underbid  each  other. 
Hence  prices  have  been  low  and  a  small  profit  has  been  made. 
All  previous  efforts  to  get  them  together  have  failed. 


Real  Estate  Men  Meet  to  Form   Exchange. 

Under  the  auspices  of  the  West  End  Board  of  Trade  a  meet- 
ing of  real  estate  brokers  was  held  on  the  evening  of  Oct.  9 
at  Day's  Hall,  54th  st  and  3d  av,  and  was  well  attended. 
Daniel  Moynahan,  president  of  the  Board,  presided. 

Ihe  principal  business  was  the  advisability  of  forming  a  real 
estate  exchange  in  the  South  Brooklyn  section.  .  ■       -  ■ 

After  much  discussion,  the  matter  was  finally  left  ia  the:hands 
of  the  following  committee:  Messrs.  Fischer  .  Keefe, .  Rogersj 
Watters  and  Sullivan.-  Another  meeting  -vvill.  be  held. -in  the 
ne?ir  futurej-at  wWqTi  tfme  some,  definite  action,  will  be  taksm,.*-^ 


October  13,  1906 


RECORD  AND   GUIDE 


601 


Life  Insurance  Companies  Should  Invest  More  in  Real 
Estate    Mortgages, 

The  following  resolution  was  passed  at  a  meeting  of  the 
Board  of  Governors  of  the  Association  of  Bronx  Real  Estate 
Brokers,  held  Oct.  4,  190G,  and  :h  copy  was  ordered  sent  to  eacli 
member  of  the  Association,  members  of  like  organizations,  and 
called  to  the  attention  of  all  thoise  Interested  in  real  estate: 

Whereas,  A  large  proportion  of  real  estate  owners,  optrators, 
builders,  brokers  and  others  interested  in  real  estate  are  policy- 
holders in  the  New  York  Life,  Mutual  Lite  and  Equitable  Life 
Insurance  Companies,  statistics  sTiow  that  only  from  fifteen  to 
twenty  per  cent  of  the  assets  of  these  companies  are  invested 
in  real  estate  mortgages,  most  of  the  balance  being  in  stocks 
and  bonds  or  like  Wall  Street  securities  paying  on  the  average 
about  three  per  cent,  interest  on  the  investment,  and 

Whereas,  If  this  amount  were  inx'ested  in  safe  mortgages  on 
real  estate,  which  are  acknowledged  to  be  the  best  security  it 
is  possible  to  obtain,  it  would  pay  from  four  and  one-half  to 
five  and  one-half  per  cent.,  with  the  least  risk  to  the  company 
and   its  policyholders,  and 

WTiereas,  If  the  assets  of  the  company  were  invested  in  mort- 
gages as  aforesaid  the  policyholders  would  be  able  to  get  far 
better  result:^  from  their  policies,  investors  "in  real  estate  would 
be  able  to  obtain  money  on  desirable  mortgages  when  neces- 
sary, thereby  bettering  the  real  estate  market.  The  real  estate 
fraternities'  money  would  be  invested  in  mortgages  on  real 
estate,  where  it  properly  belongs,  and  the  companies'  ofllcers 
and  directors  diverted  from  the  ijpeculative  Wall  Street  in- 
interests,  which  in  the  past  has  been  the  source  of  so  much  dis- 
cussion. 

Therefore  be  it  Resolved,  That  all  interested  in  real  estate 
at  th.5  coming  election  for  trustees  of  these  companies  be  re- 
quested to  vote  only  for  that  board  of  trustees  who  will  de- 
clare itself  ;n  favor  of  investing  the  assets  of  the  company  in 
good  first  mortgages,  instead  of  stock  and  bonds,  thereby  se- 
curing to  the  policyholders  larger  dividends  than  have  been 
given  them  in  the  past,  as  well  as  affording  the  real  estate 
market  the  facilities  to  whiich  it  is  entitled. 

J.   CLARENCE   DAVIES,   President. 

B.  P.  McQUAY,  Secretary. 


The  Architectural  Record— November,    1906. 

This  number  is  of  exceptionally  wide  Interest,  covering  many 
phrases  of  architectural  activity,  from  the  "Milan  Inter- 
national Exhibition,"  which  celebrates  the  completion  of  the 
Simplon  Tunnel,  a  stupendous  piece  of  engineering  which 
eclipses  that  of  the  St.  Gothard,  to  the  consideration  of  the 
work  of  one  of  the  rising  generation  of  Western  architects,  Mr. 
J.  Milton  Dyer,  of  Cleveland,  O.  Professor  Alfredo  Melani,  of 
Naples,  gives,  in  his  "Modern  Italian  Monuments,"  some  fine 
pld  buildings  in  Piedmont  that  are  little  known  to  travelers, 
even  Italians.  The  "Residence  Flock"  of  the  Clark  estate 
shows  a  healthy  tendency  toward  a  rational  development  of 
New  York  City  residence  architecture.  Two  commendable  types 
of  country  houses  are  represented  in  the  houses  of  Mr.  John 
W.  Pepper,  at  Jenkintown,  Pa.,  and  that  of  Mr.  Elmer  Clapp 
at  Dedham,  Mass.,  the  latter  entitled  a  "Suburban  House  in 
Boston,"  while  'Mr.  Frederic  S.  Lee's  house  in  East  G5th  st, 
New  York  City,  shows  a  \-ery  livable  city  house  for  a  man  of 
refined  taste  and  intellectual  pursuits — a  house  which  derives 
its  advantages  of  plan  arrangement  from  its  generous  frontage 
of  35  ft. 


Tunnel  Open  March  1,   1907. 

The  woik  of  roofing  over  sections  of  the  new  Belmont  subway 
tunnel,  which  is  to  connect  Manhattan  and  Long  Island  City, 
was  begun  in  4th  st.  Long  Island  City,  Monday  morning. 

According  -to  figures  supplied  by  Hans  Rude  Jacobson,  resi- 
dent engineer  of  the  work  in  Long  Island  City,  but  800  ft.  of 
tunneled  rock  and  earth  separate  the  tunnel  workers  under 
the  East  River,  between  Long  Island  City  and  Man-o'-War 
Rock.  The  distance  from  the  shaft  in  4th  st.  Long  Island  City, 
to  Man-o'-War  Rock  is  2,500  ft.  At  present  the  Long  Island 
City  shaft  runs  J, 100  ft.  out  under  the  river,  leaving  but  800  ft. 
more  until  Man-o'-War  Rock  Is  reached.  From  Man-o'-War 
Rock  to  the  shaft  on  the  Manhattan  shore  the  distance  is  1,500 
ft.  Connecting  tunnels  are  being  driven  in  both  directions 
across  this  strip  and  it  is  only  a  short  time  before  the  workmen 
will  meet.  The  tunnel  contractors  say  that  the  new  subway 
will  be  opened  for  business  March  1,  1907. 


A  Quiet  Market  at  Bath  Beach. 

Mr.  W.  G.  Morrisey,  of  1832  Bath  av,  near  Bay  20th  st, 
speaking  this  week  of  the  prospects  of  real  estate  in  his  section, 
remarked: 

"I  may  say  that  the  present  prospects  of  real  estate  In  this 
section  are  considerably  bright.  While  the  market  is  at  present 
quiet,  there  is  very  little  doubt  that  with  the  near  certainty  of 
a  subway  or  monorail  coming  down   this   way,   there  is  bound 


to  be  a  strong  demand  for  property  at  present  prices,  and  I 
feel  sure  that  it,  can  only  be  a  short  time  before  there  will  be 
a  recurrence  of  the  boom  activity  which  we  experienced  In  the 
spring  of  this  year.  The  most  encouraging  sign  is  the  fact  that 
there  has  been  no  slump  or  sag  in  prices,  but  on  the  contrary, 
the  present  figures  are  being  well  maintained,  and  real  estate 
is  changing  hands  from  time  to  time  at  top  prices." 


New  Development  of  Washington. 

One  of  the  important  recommendations  for  the  new  develop- 
ment of  W'ashington  was  that  of  new  buildings  for  legis- 
lative purposes  facing  the  Capitol  grounds.  For  many  years 
members  of  Congress  have  felt  the  urgent  need  of  better  office 
accommodations.  Not  long  after  the  recommendation  was 
made  in  the  Commission's  report,  the  House  secured  legislation 
for  an  office  building  to  be  located  on  R  street  South,  facing  the 
Capitol  square,  and  the  next  year  the  Senate  secured  legislation 
for  a  similar  office  building  on  B  street  North.  Mr.  Thomas 
Hastings  was  selected  as  the  architect  of  the  Office  Building 
of  the  House  and  Mr.  John  M.  Carrere  as  architect  for  the 
Office  Building  of  the  Senate. 

The  artistic  treatment  of  the  two  buildings  is  the  same,  the 
architectural  character  and  height  being  controlled  by  the  de- 
sign of  the  Capit<il.  Tlie  Capitol  is  Corinthian  in  style.  It  Is 
proper  that  the  subordinate  buildings  should  be  less  ornate; 
therefore  tl^e  Roman  Doric  has  been  selected. 

The  building  for  the  House  consists  of  facades  facing  the 
four  streets  and  surrounding  a  closed  court,  and  it  will  provide 
an  office  for  each  representative  and  allow  for  an  increase  of 
torty-four  in  the  membership  of  the  House.  The  general  plan 
of  the  Senate  Building  is  very  similar  to  the  one  just  described; 
the  principal  difference  consists  in  the  court  being  open  at 
one  end. 

The  new  Agricultural  Building  is  well  advanced  in  its  con- 
stiuction.  The  exterior  will  be  of  white  marble,  classical  In 
design.  Rankin,  Kellogg  &  Crane,  the  architects,  have  designed 
a  central  building  of  five  stories  with  wings,  to  which  other 
wings  will  eventually  te  added.  The  group  when  completed 
will  represent  an  investment  of  five  or  six  million  dollars. 

Also  well  advanced  in  process  of  erection  Is  the  New  National 
Museum  Building,  which  will  cost  $3,i300,000.  This  building,  of 
which  Messrs.  Hornblower  &  Marshall  are  the  architects,  be- 
came necessary  so  that  the  Government  might  utilize  a  vast 
amount  of  museum  material  which  they  now  have  in  storage. 

The  Municipal  Building  of  the  District  of  Columbia,  designed 
by  Messrs.  Cope  &  Stewardson,  a  large  structure  occupying  a 
square  of  ground  and  costing  about  $2,.500,000,  is  being  built 
of  white  marble.  The  design  is  classical,  consisting  of  a  base- 
ment and  attic.  This  is  the  first  new  structure  to  be  erected 
in   the   Mall   triangle. 

Along  Seventeenth  street  and  B  street  North  the  Park  Com- 
mission suggested  buildings  of  a  monumental  character, 
representing  educational,  art,  and  other  institutions.  Since 
their  report  was  presented,  the  Daughters  of  the  Revo- 
lution have  purchased  the  ground  facing  Seventeenth 
street,  and  now  have  their  building,  of  which  Mr.  E. 
P.  Casey  is  the  architect,  very  nearly  completed.  It  is  a 
w-hite  marble  structure,  following  the  Georgian  style  of  archi- 
tecture, which  IS  in  keeping  with  the  other  work  proposed  facing 
the  Mall.  The  George  Washington  University  has  purcliased 
a  square  on  this  same  street,  and  proposes  to  erect  a  group 
of  buildings,  the  design  of  which,  by  Messrs.  George  B.  Post 
&  Sons,  has  already  been  accepted.  The  most  important  build- 
ing in  this  group  will  be  the  George  Washington  Memorial.  Mr. 
Post  has  wisely  made  it  face  the  Washington  Monument,  the 
axis  of  the  building  being  on  the  axis  of  the  Monument. 


Mr.  Kennelly's  Bathgate  Sale. 

The  crowd  at  Wednesday's  sale  of  the  Bathgate  property  In 
the  Wakefield  section  of  the  Bronx,  owned  by  the  Whitehall 
Realty  Co.,  was  not  so  large  as  at  some  other  vacant  property 
offerings  within  the  last  few  months,  but  it  contained  a  suffi- 
cient number  of  buy3rs  to  take  251  lots  in  what  is  said  to  be 
record  time.  Auctioneer  Bryan  L.  Kennelly  began  selling  at 
11.30,  and  at  4  o'clock  the  last  parcel  had  been  struck  down — 
almost  a  lot  a  minuts.     The  total  amount  realized  was  .$175,220. 

The  highest  price  of  the  sale,  $1,650,  was  that  paid  for  the 
southwest  corner  of  Barnes  av  and  237th  st,  25x134.  The  north- 
west corner  brought  .$1,450,  and  inside  lots  on  Barnes  av  from 
$700  to  $800  each. 

Along  Nereid  av  the  bids  averaged  $850  for  corners  and  $(!50 
for  inside  lots.  A  triangular  plot,  something  over  a  lot  in 
area,  at  Barnes  and  Nereid  avs,  was  sold  for  $1,000.  Lots  on 
Gunther  and  Wickham  avs  ranged  in  price  from  $'500  to  $550 
each. 

Among  the  buyers  were  S.  Casper,  S.  J.  Klee,  Michael  S. 
Gleason,  Elizabeth  Farrell,  Charles  Massoth,  John  Georgen,  F. 
Herrington,  Sarah  Hutter,  Hugo  Wabst,  Isaac  Smith.  Frldolin 
Weber,  John  J.  Gilligan,  John  A.  Smith,  Paul  Noe  and  George 
N.  Fischer. 
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Description  of  ttie  Woodstock   Presbyterian   Church. 

The  new  edifice  to  be  erected  for  the  Woodstock  Presbyterian 
Church  is  to  be  located  on  the  southwest  corner  of  lG5th  st 
and  Prospect  av,  Borough  of  the  Bronx.  The  property  is 
94.10%  ft.  on  Prospect  av  and  91.5%  ft.  on  165th  st.  It 
will  occupy  a  frontage  of  75  ft.  on  Prospect  av,  the  remainder 
being  left  for  the  parsonage.  The  basement  is  arranged  for 
Sunday  School  purposes,  and  will  accommodate  about  600 
scholars.  The  first  floor  will  seat  over  TOO,  the  galleries  over 
300,  making  a  iota;  seating  capacity  of  about  1,100.  The- 
basement  will  be  rock-faced  stone  with  cut  stone  trimmings. 
Abov3  the  basement  will  b'e  brick  with  limestone '  trimmings. 
The  owners  are  the  trustees  of  the  Presbytery  of  New  York: 
Warner  Van  Norden,  president;  James  Yereance,  secretary 
and  treasurer.  At  present  only  tlie  basement  is  to  be  erected, 
and  this  will  be  used  temporarily  for  church  purposes.  James 
E.  Ware  &  Son,  1170  Broadway,  are  the  architects,  and  John 
Robinson,  1391  Clinton  av,  Bronx,  has  the  contract  for  ex- 
cavating.    No  other  awards  have  yet  been  made. 
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Geo.  A.  Fuller  Company  Contracts. 

The  George  A.  Fuller  Company  has  received  the  following 
new  contracts:  The  Montgomery  Ward  Building  at  Chicago, 
111.,  to  be  eight  stories  in  height,  with  an  area  of  100,000  square 
feet  on  each  floor.  This  gives  a  floor  space  larger  than  that 
of  Mary's  ."^tore  in  this  city.  It  will  be  fireproof  throughout 
and  will  cost  about  $3,000,000.  Richard  Schmidt  is  the  archi- 
tect. For  the  Bank  of  Commerce,  Kansas  City,  at  lOlh  and 
Walnut  streets,  that  city,  a.  fifteen-story,  with  basement  and 
sub-ba^eni'^nt,  building  to  front  112  feet  11  inches  on  10th  street 
E>nd  150  feet  2  inches  on  Walnut  street;  to  cost  about  $1,000,000. 
The  front  will  consist  of  granite,  terra  cotta  and  brick,  and 
will  be  of  modern  fireproof  construction.  Jarvis  Hunt  is  the 
architect. 


Sixty-Seventh  St.  Studios  to  Build  at  Lexington  Av.  and 
67th  Street. 

The  Sixty-Seventh  Street  Studios,  23  West  C7th  st,  has  just 
purchased  a  plot  at  the  southeast  corner  of  67th  st  and  Lex- 
ington av.  fronting  100.5  ft.  on  the  avenue  and  175  ft.  on  the 
street,  on  which  an  ll-sty  high-class  elevator  apartment  house 
will  be  erected.  Plans  for  the  project  have  not  yet  been 
drawn,  but  the  Record  and  Guide  is  informed  that  Mei^srs. 
Rossiter  &  Wright,  of  No.  110  East  23d  st,  will  be  the  archi- 
tects. William  J.  Taylor,  of  5  East  42d  st,  will  be  the  general 
contractor,  receiving  all  estimates  and  issuing  all  sub-contracts. 
The  estimated  cost  is  placed  at  about  $750,000. 


Milliken  Bros.  Get  Steel  Contract  for  the  New  Singer 
Building. 

BROADWAY. — The  largest  steel  contract  awarded  in  this 
city  for  some  time,  was  gi\-en  out  this  week  for  the  new  Singer 
tower  building,  to  be  erected  at  Broadway  and  Liberty  Bt,  to 
the  Milliken  Bros.,  of  No.  11  Broadway.  It  involves  a  tonnage 
of  between  7,000  and  8,000.  The  structure  will  contain  a  tower 
60x60  ft.  square  to  be  erected  29  stories  over  the  14-sty  main 
building,  making  it  in  all  40  stories,  a  height  of  593  ft.  above 
the  curb  level.     Ernest  Flagg,  35  Wall  st,  is  the  architect. 


Elevator  Apartment  House  for  West  End  Av. 

WEST  END  AV. — Messrs.  MulUken  &  Moeller,  7  West  3Sth 
Kt,  are  preparing  plans  for  the  erection  of  a  high-class  elevator 
apartment  house,  100x69.4  ft,  for  25  families,  with  two  families 
on  a  fioor,  to  be  situated  on  the  southeast  corner  of  West  End 
av  and  76th  st,  at  an  estimated  cost  of  $550,000.  The  Seventy- 
sixth  Street  Co.,  7  West  42d  st,  are  the  owners. 


Contract  for  Reinforced   Concrete   Stable. 

MORTON  ST.— The  general  contract  has  just  been  awarded 
to  the  Hennebique  Construction  Co.,  1123  Broadway,  to  erect 
on  the  north  side  of  Morton  st,  69  ft  east  of  Bedford  st,  the 
4-sty  reinforced  concrete  stable  building,  55x77  ft,  for  the  Wen- 
dell &  Evans  Co.,  116  West  Houston  st,  from  plans  by  William 
Higginson,  21  Park  Row. 


—Michael  Cohen,  recently  appointed  sales  representative  for 
the  Penn  American  Plate  Glass  Co.,  Pittsburg,  Pa.,  manufacturers 
of  Novus  Sanitary  Structural  Glass,  has  taken  additional  offices 
to  accommodate  his  enlarged  staff  and  equipment.  The  num- 
ber of  the  new  office  is  room  616,  St.  James  Building,  1123 
Broadway,  Manhattan. 


Apartments,  Flats  and  Tenements. 

COLLEGE  A  v.— Harry  T.- Howell,  architect,  3d  av  and  149th 
st,  has  on  the  boards  plans  for  two  5-sty  tenements,  with 
stores,  to  be  erected  on  the  northeast  comer  of  College  av  and 
14yth  st,  to  cost  $85,000. 

IITH  AV. — Cannella  &  Samenfeld,  61  Graham  av,  Brooklyn, 
are  preparing  plans  lor  a  3-sty  brick  tenement,  31x65  ft.,  for 
F.  A.  Pellegrino,  ISl  Bay  20th  st,  to  be  erected  on  the  east  side 
of  14t'i  av,  49.6  ft.  south  of  67th  st,  Brooklyn.  Estimates  are 
requested  on  all  lines. 

RIVERSIDE  DRIVE. — Bing  &  Bing,  lawyers,  198  Broadway, 
will  build  on  the  northeast  corner  of  Riverside  Drive  and  136th 
st,  a  6-sty  elevator  apartment  house  on  a  plot  100x125  and 
irregular,  to  cost  $150,000.  Messrs.  Schwartz  &  Gross,  35  West 
21st  st,  are  preparing  plans.     No  figures  have  yet  been  taken. 


Mercantile. 

MERCER  ST. — New  figures  are  being  received  by  William  J. 
Dilthey,  1  Union  sq,  for  the  12-sty  fireproof  loft  building,  50x100 
ft,  for  the  Estate  of  Peter  W.  Rodss,  549  Broadway,  to  be 
erected  at  123-125  Mercer  st.  No  contracts  have  yet  been 
.awarded. 

EAST  BROADWAY. — Two  buildings  will  be  demolished  to 
make  way  for  the  0-s1y  store  and  loft,  24x70  ft,  which  Joseph 
H.  Cohen,  SI  East  Broadway,  is  to  build  at  37  East  Broadway, 
to  cost  $1.5,000.  Max  Muller,  3  Chambers  st,  is  architect.  No 
contracts   let. 

BROADWAY.— Plans  are  ready  for  figures  by  Oscar  Lowin- 
son,  18-20  East  42d  st,  for  the  4-sty  -store  and  office  building, 
26.5x.S7  ft,  \yhich  J.  W.  Jones,  127  West  32d  st,  will  erect  on 
the  northeast  corner  of  Broadway  and  70th  st,  at  a  cost  of 
$33,000.  Brick  exterior,  slag  roof,  steam  heat,  etc.  No  con- 
tracts lef. 

34TH  ST. — No  cohtracts  have  yet  been  issued  for  the  5-sty 
mercantile  building,  52.11x89.9  ft,  which  the  Improved  Property 
Holding  Co.,  320  5th  av,  is  to  build  at  2-4-6  East  34th  st,  to 
cost  $60,000.  Brick,  stone  and  galvanized  iron  exterior,  blue 
stone  coping,  slag  roof,  steam  heat,  and  three  old  buildings 
will  be  domolished.  Henry  Corn,  320  5th  av,  is  presi- 
dent; Robert  E.  Dowling,  vice-president;  Henry  S.  Thompson, 
treasurer,  and  William  Waldorf  Astor  is  owner  of  the  land. 
Maynicke  &  Franke,  298  5th  av,  are  the  architects. 


Alterations. 

BROADWAY. — Plans  are  being  prepared  by  C.  B.  Mej'ers, 
1  Union  sq,  for  interior  alterations  and  decorations  to  the  Court 
House  in  City  Hall  Park. 

BROADWAY. — James  E.  Ware  &  Sons,  1170  Broadway,  are 
preparing  plans  fo.r  extensive  interior  alterations'  to  the  Man- 
ha'tan  Savings  Institution,  northeast  corner  Broadway  and 
Bleecker  st. 


Miscellaneous. 

Mes?i-B.  Carrere  &  Hastings,  28  East  41st  st,  Manhattan,  are 
preparing  plans  for  a  3-sty  administration  building,  100x60  ft, 
to  be  erected  for  the  Carnegie  Institute  at  16th  and  P  sts, 
Washington,  D.  C. 

The  Warwick  Hotel  Co.,  Washington,  D.  C,  invites  plans 
from  Washington  and  New  York  architects  for  a  new  lO-sty 
brick,  stone  and  steel  fireproof  hotel  to  be  erected  at  Penn- 
sylvania av  and  14th  st  N.  W.,  W^ashington,  D.  C,  estimated 
to  cost  .$400,000. 

The  Coijimon  Council,  Orange,  N.  J.,  will  receive  bids  on 
Oct.  25,  for  the  erection  of  a  municipal  electric  lighting  plant. 

The  HaU-Hartwell  Co.,  Troy,  N.  Y.,  will  erect  a  5-sty  rein- 
forced concrete  factory  65x150  ft,  at  Albany,  N.  Y.  Edward 
Loth,   Troy,   N.   Y.,   wants  figures. 


Estimates  Receivable. 

37TH  ST, — No  contract  has  yet  been  awarded  for  $18,000 
worth  of  alterations  to  the  4-sty  dwelling  No.  17  West  37nr 
St.  H.  E.  Fickeii,  10  West  22d  st,  architect;  the  United  States 
Trust  Co.,  45-47  Wall  st,  owner. 

BARROW  ST. — Plans  are  ready  by  J.  J.  Diemer,  45  Leonard 
st,  for  the  5-sty  warehouse,  42x76.6%  ft,  brick,  terra  cotta  cop- 
ing, tar  and  gravel  roof,  steam  heat,  for  M.  Haman,  308  West 
105th  st,  to  be  erected  at  59-61  Barrow  st,  at  a  cost  of  $30,000. 
No  contracts  let.     Two  frame  buildings  will  be  demolished. 
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Contracts   Awarded. 

The  Standard  Bitulithic  Co.,  253  Broadway,  Manhattan,  has 
received  the  contract  for  18,300  sq.  yds.  of  pavhig  at  New 
Brunswick,   N.  J. 

92D  ST.— William  Crawford,  '5-7  East  42d  st,  has  the  contract 
for  itnprovenients  tp  the  4-sty  residence  of  Austin  D.  Middleton, 
127  West  92d  st.     William  J.  Fryer,  26  Cortlandt  st,  is  architect. 

164TH  ST. — S.  Elfin,  189  East  76th  st,  has  received  the  con- 
tract for  alterations  to  500  West  lG4th  st,  for  Levy  &  Simmons, 
129  East  84th   st,  from  plans  by  Fred.  Ebeling,  420  East  9th  st. 

AV  B. — Joseph  Schwartz,  201  East  40th  at,  lias  the  plumbing 
contract  for  improvements  to  No.  7  Av  B  for  Mrs.  Rachel 
Strauss,  1452  Lexington  av.  Henry  J.  Feiser,  150  Nassau  st, 
prepared  the  plans. 

75TH  ST. — Hoggson,  7  East  44th  st,  have  received  the  con- 
tract from  plans  by  C.  W.  Romeyn,  55  Broadway,  for 
$10,000  worth  of  improvements  to  the  4-sty  residence  of  Dr. 
E.  L.  Keyes,  28  East  75th  st. 

106TH  ST.— Ch.irles  James  &  Co.,  2440  Broadway,  have  re- 
ceived the  contract  for  alterations  to  No.  68  West  100th  st  for 
Emily  W.  Scott,  care  E.  K.  Van  Winkle,  471  Central  Park  West. 
Alfred  H.  Lee,  2496  8th  av,  architect. 

The  United  Stales  Steel  Products  &  Export  Co.,  21  State  st, 
Manhattan,  has  received  contract  from  the  Isthmian  Canal 
Commission  for  furnishing  40,000  steel  splice  bars,  350,000  tie- 
plates  and  180,000  lbs  of  track  spikes. 

The  general  contract  has  been  given  to  Richard  Deeves  &  Son, 
305  Broadway,  Manliattan,  for  the  boiler  house  to  be  erected 
at  Tompkinsville,  S.  I.,  for  the  American  Dock  Co.,  68  Broad 
st,  from  plans  by  S.  H.  Kissam,  1.56  5th  av. 

92D  ST. — John  K.  Turton,  11.33  Broadway,  has  received  the 
contract  for  extensive  interior  changes  to  the  3-sty  residence 
of  H.  Augusta  Coleman,  114  Madison  av,  at  No.  56  East  92d  st. 
Pickering  &  Walker,  7  East  ■42d  st,  architect's. 

ST.  NICHOLAS  TERRACE.— Isaac  A.  Hopper  &  Son,  1170 
Broadway,  have  obtained  the  general  contract  to  erect  for  the 
Academy  of  the  Sacred  Heart,  on  the  grounds  bounded  by  St. 
Nicholas  Terrace,  Convent  Av,  130th  and  135th  sts,  a  3-sty 
scfiool  building  102x33  ft,  to  cost  $40,000.  Brick  exterior,  stone 
coping,  cement  roof,  steam  heat,  etc.  Ellen  Mahoney,  on  prem- 
ises, is  mother  superior,  and  F.  L.  Robinson,  555  Mount  Hope 
Place,    is   architect. 


WE  CAN  TELL  YOU- 


Bids  Opened. 

Bids  were  opened  at  the  Navy  Department,  Washington,  D.  C, 
Oct.  3.  for  construction  of  steel  bridges,  timber  trestle  and  cable 
railway  track  at  the  U.  S.  Naval  Coal  Depot,  Narragansett 
Baj',  Bradford,  R.  I.,  as  follows:  Augustus  Smith,  149  Broad- 
way, New  York,  .$15,528;  Monongahela  Mfg.  Co.,  120  Liberty 
st,  New  York,  $16,970;  New  Jersey  Foundry  &  Machine  Co., 
9  Murray  st.  New  York,  $16,964  (conditional),  $17,064  (uncon- 
ditional). 


BUILDING      NOTES 


Edward  S.  Murphy,  Superintendent  of  Buildings  of  fhe  Bor- 
ough of  Manhattan,  who  has  been  ill  for  four  weeks,  is  rapidly 
Improving  and  is  expected  at  his  desk  in  a  few  days. 

The  Board  of  Aldermen  on  Tuesday  authorized  the  appropria- 
tion of  .$3,500  in  corporate  stock  for  fees,  for  the  advisory  archi- 
tects who  are  to  compete  for  designs. for  the  new  penitentiary 
on  Riker's  Island,  to  tate  the  place  of  that  on  Blackwell's 
Island. 

Frederick  B.  Irvine,  formerly  with  the  City  &  County  Con- 
tract Co.,  and  Robert  T.  Hill,  of  the  U.  S.  Geological  Survey, 
have  formed  a  partnership  under  the  name  of  Hill  &  Irvine, 
No.  25  Broad  st,  and  v.'ill  engage  in  mining  and  civil  en- 
gineering. 

The  U.  S.  Civil  Service  Commission  will  bold  examinations  on 
Oct.  30-31  in  all  large  cities  of  the  country  of  candidates  for 
a  number  of  positions  as  civil  engineer  and  superintendent  of 
construction  in  the  Quartermaster's  Department,  U.  S.  A.  These 
positions  pay  ?1,.500  a  year. 

The  National  White  Lead  Co.  has  received  from  the  press 
of  Rogers  &  Co.  a  trade  pamphlet,  entitled  "A  Talk  on  Paint," 
which  will  win  more  than  ordinary  attention,  inasmuch  as  it  is 
very  handsomely  printed  and  illustrated.  The  full-page  illus- 
trations are  by  Henry  Hutt,  and  all  are  in  colors.  A  white 
enameled  cover,  with  an  embossed  title  and  embossed  and  col- 
ored illustration,  is  in  keeping  with  the  genera!  elegance  of  the 
production.  The  text  tells  what  paint  it,  what  it  does,  what  it 
costs,  and  how  to  paint. 

The  stockholders  of  the  Socita  Co-operative  Degl'  Itallani  di 
America  have  received  a  notice  from  Giambattista  Clapa,  sec- 
i-etary,  tbat  a  dividend  of  $7.91  per  share  on  the  capital  stock 
of  the  corporation  has  been  declared  to  stoclcholders  of  record 
on  Sept.  24.  The  stockholders  are  mostly  Italian  investors  on 
the  East  Side,  who  are  great  holders  of  real  estate.  Messrs. 
Tuoti   &   Co.   were  prominent   in   organizing   the   company   that 
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WHO  ARE  BUYING 
WHAT  THEY  ARE  BUYING 
WHEN  THEY  ARE  BUYING 

Regarding:  any  Bujlding  Material  whatsoever,  and 
thus  aid  you  materially  in  the 

Sale  of  Your  Products 

rjODGE  REPORTS  are  to-day  the  basis 
and  starting  point  of  the  Sales  Depart- 
ments of  most  of  the  big  material  firms 
that  secure  the  big  contracts;  because  with 
Dodge  Reports  they  are  first  in  the  field, 
fortified  with  specific  information,  and  lose 
no  time  through  "lost  motion." 

Let  Us  Show  You  Our  Method 


THE  F.  W.   DODGE 
COMPANY,  Inc. 

New  York  City  Philadelphia 

0    Pittsburgh  Boston  Chicago    ^ 

has  been  so  succe.ssful,  as  the  par  value  of  the  shares  was  only 
five  dollars,  and  the  dividend  has  been  earned  in  three  years. 

Announcement  is  made  that  the  building  business,  established 
by  L.  N.  Crow,  in  1840,  and  carried  on  in  later  years  under 
the  name  of  W.  L.  Crow,  at  287  4th  av,  has  now  been  changed 
to  tbe  William  L.  Crow  Construction  Co.,  incorporated  under 
the  laws  of  the  State  of  New  York.  William  L.  Crow  is  presi- 
dent; Ralph  L.  Crow,  vice-president  and  treasurer,  and  H.  P. 
Wright,  secretary.  The  following  are  a  few  of  the  buildings 
the  firm  has  erected:  The  Engineers'  Club,  32-34  West  40th 
st,  Whitfield  &  King,  architects;  Broadway  Savings  Institution, 
5-7  Park  place  (now  under  construction),  York  &  Sawyer, 
architects;  the  Edward  T.  Bedford  residence,  M.  W.  Morris, 
architect;  the  Herbert  L.  Pratt  residence  at  Clinton,  Willoughb^ 
and  Waverly  avs,  Brooklyn,  James  Brite,  architect;  the  Wins- 
low  S.  Pierce  residence,  Bayvillc,  L.  I.,  Babb,  Cook  &  Willard, 
arcliitects;  the  American  Sugar  Rijfining  Co.'s  plant.  Long 
Island  City;  A.  B.  See  Electric  Elevator  Co.'s  plant  at  Jersey 
City,  John  T.  Rowland,  Jr.,  architect;  the  Equitable  Life  As- 
surance .Society's  Building  at  Greenwich,  Albany  and  Carlisle 
sts,  Jardine,  Kent  &  Jardine,  architects;  the  Presbyterian 
Church  at  86th  st  and  Amsterdam  av,  Henry  F.  Kilburn,  archi- 
tect; the  De  La  Vergne  Machine  Co.'s  plant,  138th  st  and  East 
River;  American  .Society  Civil  Engineers'  Club  House,  220  West 
57th  st,  Eidlitz  &  McKenzie,  architects;  the  Lorillard  Estate 
Office  Building,  Gold  st  and  Maiden  lane,  Louis  Giller,  archi- 
tect, and  many  otiiers  too  numerous  to  mention. 

« 

Last  Quarter's  Building— A  Comparison. 

More  buildings  were  planned  in  the  Borough  of  Brooklyn  for 
the  quarter  ending  Sept.  30,  1900,  than  in  all  the  other  boroughs 
combined.  In  Manhattan,  Bronx,  Queens  and  Richmond  plans 
for  2,067  buildings  wer-e  filed,  while  in  Brooklyn  the  number  of 
buildings  projected   was  2,320. 

New 
Buildings.  Cost. 

Richmond    211  $1,324,333 

Manhattan    362  25,668,810 

Bronx    518  6,686,2.50 

Queens    976  4,192,2'29 

Brooklyn    2,320  19,919,666 


— Negotiations  are  pending  for  the  sale  of  the  Lotus  clubhouse 
at  ,550-.558  Fifth  av,  on  a  plot  50x100,  an  offer  of  $750,000  hav- 
ing been  received.  The  question  will  be  decided  at  a  special 
meeting  of  the  club  next  Tliursday  night. 
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IN  THE  REAL  ESTATE  FIELD 


1 


Real  Estate  and  Building  Statistics. 

The  following  are  the  comparative  tables  of  Manhattan,  The 
Bronx  and  Broolflyn  of  the  Conveyances,  Mortgages  and  Pro- 
jected Buildings  for  the  corresponding  weeks  in  1905  and   1906: 

.     MANHATTAN    AND    THE    BRONX. 

OONYKTANOBS. 


1906. 
Oct.  6  to  11,  Inc. 

Total  No.  for  Manhattan 1  !>  1 

No.  with  consideration 14 

Amount  Involved 1526,000 

Number  nominal 177 


1905. 
Oct.  6  to  12,lno. 
Total  No.  for  Manhattan  235 

No.  with  consideration. .  12 

Amount  Involved $382,225 

Number  nominal 223 


Tjtal  No.  Manhattan,  Jan.  1  to  date 

No.  with  consideration,  Manhattan,  Jan. 

1  to  date 

Total  Amt.  Manhattan,  Jan.  1  to  date 


1908. 

.  5  to  11,  Inc. 

154 

9 

$50,790 

145 


1906. 
17,442 


1,060 
$57,408,537 


1905. 
17,605 


1.355 
$65,762,467 


Total  No.  for  the  Bronx. 
Now  with  consideration.. 

Athount  involved , 

Numbernomlnal 


THal  No.,  The  Broni,  Jan.  1  to  date 

Total  Amt..  The  Bronx,  Jan.  1  to  date. . . 
Xota*  No.  irianlia-ttan  and  The 

Bronx.  Jan.  I  to  date 

Total  Amt.  .Vlanhattan  and  The 

Hroux,  Jan.  L  to  date 


1905. 
Oct.  6  to  12,  Inc. 
Total  No.  for  The  Bronx  140 

No.  with  consideration. .  16 

Amount  Involved $161,767 

Numbernomlnal 124 

1908.  1905. 

9.945  10,486 

$8,830,461  $10,762,091 

2r,3S7  28,091 

•  64,298,988       ft76,324,.'>38 


Assessed  Value,  ITIantaattau, 


Total  No.,  with  Consideration 

A  (noun  t  involved 

Assessed  Value 

Total  No.,  Nominal 

Assessed  Value 

Total  No.  with  Consld..  from  Jan.  Ist  to  data 

Amount  Involved "  " 

Assessed  value "  " 

Total  No.  Nominal "  " 

Assessed  Value "  " 


1906. 

:t.  5  ttt  11.  inc. 

14 

$526,600 

$429,000 

177 

$7,219,700 

]  ,060 

$57,468,537 

$40,087,775 

16.3K2 

$542,122,700 


1905. 

Oct.  6  to  12,lnc 

12 

$382,225 

$374,800 

223 

$6,132,200 

1  355 

$65,762,467 

$43,853,307 

16,250 

$547,130,034 


, Oct 


MORTaAaES. 

1908. 
5  to  11.  Inc- 


Manhattan. 

T  >tal  number 260 

Aanount  Involved $4,527,810 

So.  at  e'iS 118 

Amount  involved $1,346,379 

No.  at  u '4% 

Amount  Involved 

No.    at  SS'i 4 

Amount  Involved » $65,000 

No.  at  5S'»o 

Amount  Involved 

No.  at  5% 71 

Amount  Involved $1,635,831 

No.  at4?i>J 

Amount  Involved 

No.at4S''o 24 

Amount  Involved $595,000 

No.  at  4^4  ".4 

Amount  Involved 

No.  at  4H 

Amount  involved.   

Number  at  3 '4' <s 

Artount  Involved 

Nnmoerat  3  i-aH  

Ara'^unt  Involved 

No.  without  interest 

Amount  Involved 

No.    above  to    Bank,    Trust 

and  Insurance  Companies  41 

Amount  Involved $1,434,500 


Bronx.       Manhattan. 

146  188 

$950,521     $2,855,389 

55  112 

$278,700    $1,263,542 


1905 

-Oct.  6  to  12,  inc. 


Bronx. 

97 

$632,170 

38 

$266,25(> 


14 

$80,439 


14 

$359,500 


25 
$94,650 


52 
$360,368 


27 
$534,450 


11 

$75,300 


4 

$32,000 


$92,500 


4 
$91,000 


•1 

$1,500 


42 
$884,100 


1 
$47,000 


$10,000 


20 
$152,016 


27 
$595,397 


19 

$104,970 


9 
6137,700 


Total  No.,  Manhattan,  Jan.  1  to  date 

Total  Amt.,  Manhattan,  Jan.  1  to  date 

Total  No.,  The  Bronx.  Jan.  1  to  date 

Total  Amt.,  The  Bronx,  Jan.  1  to  date 

Total  Tin,,  illauhattan  and  The 

Bronx,  Jan.  1  to  date  

Total  Amt.  .nanhattan  >>  nd  The 

Bronx,  Jan.  1  to  date        


25 
$567,500 
1906. 
14,592 
$283,961,807 
7,317 
$53,835,573 


11 

$85,000 

1905. 

17,057 

$428.4^8.122 

8.457 

$73,894,692 


21,909 

s:i3r,r9r,380 


PROJECTED  BUILDINGS. 


rotal  No.  New  Buildings : 

Manhattan 

The.?ronx 


1906. 
Oct.  6  lol2.1no. 
19 
42 


25,514 
8502,392,814 


1905. 
Oct.  7  to  13.  inc. 
42 
34 


Gryod  total 

Total  Amt.  N.  ■  Buildings: 


Manhattan. 
The  Bronx  . 


Grand  Tocal 

Total  Amt.  Alterations : 

Manhattan 

ThoBronx 


Grand  total 

Total  No.  of  New  Buildings : 
Manhattan.  Jan.  1  to  date. 
The  Bronx.  Jan  1  to  date. . 


mnhtn-Rronx,  Jan.  1  to  date 

Total  Amt.  New  Buildings  : 

ManhatMn,  Jan.  1  to  date 

The  Bronx.  Jan.  1  to  date 

.^uhtn-Bronx,  Jan.  1  to  date 

T,>tal  Amt.  Alterations: 

nnbtu-Kronx    Jan.  1  to  date 


61 


$773,400 
380,150 


$1,153,550 


$192,490 
28.900 

$221,390 

1.471 
1.824 

3,295 

$101,941,240 
23,428,545 


8125,367,785 
«16,S61,S9l 


78 

$1,988,850 
474,250 

$2,463,100 

$213,225 
.  9,700 

$222,925 

2,(182 
1,84  7 

3,929 

$102,577,310 
31,921,310 

8134,498,620 

811,932,592 


Total  number 

No.  with  consideration  

imount  involved 

!4umber  nominal 

Fet«tl  number  of  Conveyances, 

Jan.  1  to  date 

Total  amount  of  Conveyances, 

Jan.  1  to  date 


BROOKLYN. 

OONTETANOEB. 

1906. 
Oct.  4  to  10,  inc. 
710 


47 
$409,292 
663 

38,894 

823,226,198 


$3 


710 
52,452 
301 
$819,360 


MORTGAGES. 

Total  number 

Amount  involved 

No.  ate^c 

Amount  Involved 

No.  at  5  '4  % 

Amount  involved 

No.  at  5H?4 

Amount  involved 

No.  at  5J«t. '..'.'.'. 

Amount  Involved 

No.  at  5?i  

Amount  Involved 

So.  at  4'*,»-, 

Amount  involved  

No.  at  4?i 

^mount  involved 

No.  at  3  H 

Amount  1  nvolved 

No.  without  interest 

Amount  Involved 

Total     number    of    ITlortg'a8:es. 

Jan.  1  to  date 

Total     amount    of    inortsasres, 

Jan.l  to  date 8125,972,700 

PROJECTED   BUILDINGS. 


1905. 

Oct.  5  to  11, inc. 

707 

•6 

$369,610 

852 

33,503 

•24,086,541 

493 

$1,900.83* 

263 

$852,852 


127 
fl.365.925 


259 

$1,486,130 

2 

$9,000 

2 

$3,300 


19 

$68,737 

30,532 


116 

$376,705 

1 

$4,250 

46 

$364,350 

2 

$10,000 


No.  of  New  Buildings 

Estimated  cost 

Total    No.    of    ^ewr  Buildings, 

Jan.  1  to  date 

Total   Amt.  of  IVeAV  Buildings, 

Jan.  1  to  date 

Toial    amount   of    Alterations. 

Jan.  1  to  date 


242 
$1,645,360 

6,761 

•  51,108,182 

84,265,598 


1 

$1,200 

74 

$291,875 

30,575 

$166,776,346 

214 
$1,340,600 

6,644 

862,616,009 

84,080,957 


Parish,  Fisher  &  Co.  will  sell  at  public  auction  at  12  M. 
Thursday.  October  IS.  at  the  Exchange  Salesroom.  14  Ve.^ey  st. 
the  flve-Btory  brownstone  two-family  flat  at  No.  7  West  l.'Jlst 
St;  and  also  the  three-story  three-family  frame  tenement  at 
238  East  10!)th  st.  Further  particulars  may  be  obtained  from 
the  auctioneers.   149  Broadway. 


Geo.  R.  Rf>ad  &  Co.  will  sell  at  auction  on  Thursday,  Oct.  IS, 
at  the  Real  Estate  Exchange.  11-10  Vesey  st,  several  valuable 
properties  belonging  to  the  'estate  of  Mary  V.  Mott,  of  which 
Joseph  T.  Low  and  Sidney  Wliittemore  are  executors.  The 
several  pieces  are  as  follows:  25  Park  place  through  to  Murray 
st,  between  Broadway  and  Church  st;  .5-t  Roose\'elt  st,  between 
Oak  and  Madison  sts,  and  30  and  32  West  .59th  st.  between  5th 
and  Gtti  ,avs,  facing  Central  Park.  Another  vacant  parcel  con- 
taining three  vacant  lots  at  the  southwest  corner  of  Buffalo 
av  and  Park  place.  Brooklyn,  will  be  sold  at  the  same  time. 
The  property  at  25  Park  place  was  purchased  by  Dr.  Valentine 
Mott  as  an  investment  in  1822,  having  remained  in  his  family 
ever  since;  and  the  property  at  30  West  59th  st  has  been 
owned  by  the  Mott  Estate  since  1S7S.  Titles  to  all  this  prop- 
erty will  be  guaranteed  tp  buyers  free  of  charge  by  the  Title 
Guarantee  &  Trust  Co.  Maps  and  further  particulars  may 
be  obtained  of  Henry  G.  Sanford,  attorney  for  the  executors, 
120  Broadway,  or  from  the  auctioneers,  CO  Liberty  st  and  1 
Madison  av. 


PRIVATE    SALES    MARKET 


South  of  59th  Street. 

BLEECKER  ST.— Shapiro,  Levy  &  Starr  sold  to  Schlessinger 
Brothers,  2Sti-290  Bleecker  st.  a  G-sty  tenement,  40xSl. 

BROOME  ST. — Isadore  M.  Levy,  as  attorney,  sold  to  M.  N. 
Delagi  (io-UT-OO  Broome  st,  the  southwest  corner  of  Broome 
and  Cannon  sts.  4  and  5-sty  tenements,  50.4x.')0. 

BROAD  ST.— D.  P'hoenix  Ingraham  &  Co.  sold  tor  the  Equit- 
able Life  Assurance  Society  to  Randolph  Guggenheimer  82  and 
84  Broad  st,  two  4-sty  buildings.  24.0x81  and  20.10x104,  re- 
spectively, adjoining  the  Maritime  Exchange  Building. 

CHAMBERS  ST. — J.  Lawrence  Friedman,  108  Broadway,  sold 
for  the  New  Amsterdam  Realty  Co.  and  others,  to  a  client,  110 
Gh.ambers  st,   a  5-sty  mercantile  building,   24x75. 

DIVISION  ST. — Halprin,  Diamondson  &  Levin  have  sold  to 
J.   H.   Schwartz,   18  Division  st,   a  4-sty  tenement,   13.7x115. 

ELIZABETH  ST.— D.  Spina  sold  for  the  Wm.  E.  Clark  estate. 
]!I2  Elizabetli  st.  The  property  has  been  in  the  Clark  family 
tor  7.5  years. 

ESSEX  ST. — Folsom  Bros,  sold  for  Daniel  Cunningham  to 
Halprin,  Diamor.dston  &  I^evine.  II  Essex  st.  a  G-sty  tene- 
ment, -25x87.0.  Tills  property  has  not  changed  hands  in  over  50 
years. 


6o6 


RECORD    AND    GUIDE 


October  13,   1906 


Sale  in  Fulton  Street. 

FULTON  ST. — John  R.  &  Oscar  L.  Foley  sold  for  Chas.  Laue, 
to  the  Mead  estate,  of  London,  England,  6  Fulton  st,  a  4 -sty 
building,  20.7x07.  Mr.  Laue  bought  the  property  last  August, 
when  it  changed  hands  for  the  first  time  in  "j  years.  The  Mead 
estate  owns  the  adjoining  parcel,  4  Fulton  st. 

GREENWICH  ST. — Charles  E.  Duross  sold  for  A.  P.  Mayhew 
■Ji24-82'j  Greenwich  st,  two  3-sty  dwellings,  43x93. 

HAMILTON  ST. — E.  V.  Pescia  &  Co.  sold  for  Shapiro,  Levy 
&  Starr  to  a  client,  the  5-Bty  double  tenement  with  stores  at 
13  Hamilton  st,  25x31. 

SHERIFF  ST.— Shapiro,  Levy  &  Starr  sold  to  a  Mr.  Green- 
berg,  51-53  Sheriff  st,  two  3-sty  frame  dwellings,  40x90. 

SHERIFF  ST. — Jacob  Finkelstein  sold  for  Samuel  Gans  to 
Samuel  Jacobs  118  Sheriff  st,  a  G-sty  tenement,  25x100. 

SPRING  ST.— H.  L.  Moxley  &  Co.  sold  for  the  estate  of 
Francis  A.  Palmer,  to  a  client  for  investment,  75-77  Spiing  st, 
corner  Crosby  st,  a  9-sty  mercantile  building,  50x112.  This 
property  is  sold  to  settle  the  estate,  and  was  held  by  the  ex- 
ecutors at  .$350,000. 

ST.  MARKS  PL.— ^J.  Levy  &  Co.  sold  to  a  client  26  St.  Marks 
pi,  a  i;-sty  tenement  with  stores,  26x120. 

SULLIVAN  ST. — Joseph  P.  Day  sold  51  Sullivan  st,  adjoining 
the  northeast  corner  of  Watts  st,  a  3-sty  tenement,  21x50,  to 
a  client  who  owns  adjoining  property. 

WASHINGTON  ST. — Charles  .E.  Duross  sold  for  a.  client,  to 
John  Romono,  798  Washington  st,  a  4-sty  tenement,  20x70. 

4TH  ST. — Burrill  Bros,  sold  for  Mrs.  Nellie  G.   Sea  to  a  client 
for  occupancy  432  4th  st,  a  3-sty  brick  and  stone  house. 
New  Home  for  German  Immigrants. 

23D  ST. — The  Leo  House  for  German  Immigrants  bought 
328-330  and  332  West  23d  st,  three  4-sty  buildings,  25x98.9  each. 
The  property  will  be  used  as  a  home  for  immigrants,  the  pres- 
ent one  being  at  5  State  st.  Louis  Schrag,  Schindler  &  Liebler 
and  A.  M.   Cudner  &  Co.   were  the  brokers. 

31ST  ST. — The  Mechanical  Engineers'  Library  Association 
sold  12  West  31st  st,  a  4-sty  building,  28x98.9.  Ranald  H.  Mac- 
donald,  the  buyer,  will  erect  a  mercantile  building  on  the  .site. 
The  association  will  have  quartere  in  the  new  Engineers'  Club 
Building  on  39th  and  40th  sts. 

35TH  ST. — Edward  Baer  and  Myers  &  Aronson  sold,  through 
Slawson  &  Hobbs,  239  West  35th  st,  a  4-sty  flat  with  store, 
21x98.9. 

3()TH  ST. — Douglas  Robinson,  Charles  S.  Brown  &  Co.,  sold 
for  Helen  E.  Cole,  147  East  36th  st,  a  4-sty  and  basement 
brownstone  front  dwelling,  20x98.9. 

30TH  ST. — George  Nicholas  so'ld  through  Douglas  Robinson, 
Charles  S.  Brown  &  Co..  to  the  New  York  Club,  15  West  39th 
st,  a  4-sty  dwelling,  21x98.9,  abutting  the  new  home  of  the 
club  on  40th  st. 

40TH  ST. — The  Strange  &  Slawson  Co.  bought  from^the  Cen- 
tury Realty  Co.  105,  107,  109  and  111  West  40th  st,  four  5-sty 
flats,  adjoining  the  northeast  corner  of  Gth  av,  on  a  plot  90x98.9. 
Douglas  Robinson,  Chas.  S.  Brown  &  Co.  were  the  brokers. 

41ST  ST. — Edward  Baer  and  Myers  &  Aronson  sold  through 
P.  A.  Geoghegan,  258  West  41st  st,  a  5-sty  double  flat,  with 
store,  25x98.9. 

47TH  ST.— Voorhees  &  Floyd  and  Douglas  Robinson,  Chas. 
S.  Brown  &  Co.  sold  for  Wm.  S.  Lawson  45  West  47fh  st,  a 
5-sty  American  basement  dwelling,  25x100.  This  was  part  of 
the  Columbia  College  property  sold  by  them   two  years  ago. 

.50TH  ST.— Nichols  &  Lummis  sold  for  Henry  T.  Cotter  the 
Winfield,  a  0-sty  elevator  apartment  house  207  and  209  West 
5Gth  st,  .50x99.2. 

2D  AV.— August  Elmer  sold  to  Grossman  &  Peldman  215  2d 
av,  a  4-sty  tenement,  25.9x92.6,  with  an  "L"  to  249  and  249% 
East  13th  st,  3  and  4-sty  buildings,  35x51x  irregular. 

THIRD  AV.— Wm.  A.  Wtiite  &  Sons  sold  for  the  Maxwell  Es- 
tate to  clients,  327-329-331  Third  av,  three  4-sty  buildings,  49. 7x 
97.  This  is  the  first  transfer  of  the  property  in  20  years.  Six 
story  tenements  will  be  built  on  the  site. 

Sale  ol  Seventh  Av.   Corner. 

7TH  AV. — Albert  B.  Ashforth  sold  for  Ralph  L.  Spotts,  repre- 
sented by  Parish,  Fisher  &  Co.,  the  northeast  corner  of  7th  av 
and  33d  st,  three  4-sty  brick  buildings,  39x80,  with  an  "L"  'iOx 
39.1,  for  about  $500,000.  It  is  understood  that  this  parcel  was 
given  in  part  payment  for  the  Hotel  Walton,  sold  on  Wednes- 
day by  Ranald  H.  Macdonald  through  the  same  brokers.  The 
7th  av  and  33d  st  property  will  be  directly  opposite  the  plaza 
approach  to  the  Pennsylvania  Railroad  station  and  diagonally 
opposite  the  northeast  corner  of  the  station  itself.  Leases  on 
the  buildings  have  still  over  a  year  to  run,  when  the  plot  will 
be  improved  with  a  modern  building,  probably  a  hotel. 


Charles  W.  Doherty,  a  real  estate  dealer,  with  ofRoes  in  42d 
st,  died  on  Friday  last  at  Deal  Beach,  N.  J.,  and  was  buried 
from  liis  residence,  3-52  West  57th  st.     He  was  75  years'  old. 


North  of  59th  Street. 

OOTH  ST.—  Pohzzi  ^  Co.  sold  for  Abraham  Dan,  311  East  CtHh 
st,  a  5-sty  building.  2.0x98. 

62D  ST. — Harry  E..Zittel  sold  for  S.  Dennison  105  East  02d 
st,   a  3-sty   dwelling,   10x100.5. 

64TH  ST. — F.  Morris  &  Co.  and  P.  S.  Treacy  sold  for  James 
J.  Hagan  104  West  04th  st,  a  dwelling  to  the  estate  of  Joachim 
Decomps.     The  same  estate  recently  bought  102,  adjoining. 

Site  for  a  Large  Apartment  House. 

07TH  ST. — Payson  McL.  Merrill  sold  for  Mandelbaum  &  Lewine, 
the  League  Realty  Co.,  and  the  Commonwealth  Real  Estate 
Co.  their  holdings  at  the  southeast  comer  of  67th  st  and  Lex- 
ington av,  a  plot  fronting  100.5  ft.  on  the  avenue  and  175  ft.  on 
the  street,  part  of  the  former  site  of  the  Mount  Sinai  Hospital. 
An  11-sty  duplex  apartment  house  will  be  erected  at  a  cost 
of  $750,000  by  the  Co-operative  Building  Construction  Co.,  who 
bought  the  plot.  This  company  is  now  completing  a  similar 
building  at  the  northeast  corner;  the  two  buildings  when  com- 
pleted will  cover  an  area  of  34,000  sq.  ft.  and  will  occupy  the 
entire  Lexington  av  frontage,  with  a  depth  of  170  ft  on  each 
street. 

85TH  ST.— Frederick  Pflomm  sold  261  West  82d  st,  a  5-sty 
American  basement  dwelling,  16x102.2,  adjoining  the  northeast 
corner  of  West  End  av. 

94TH  ST. — Max  S.  Meyer  sold  for  Moses  Kinzler  the  5-sty 
triple  flat  221  East  94th  st,  25x100. 

95TH  ST. — J.  Arthur  Fischer  sold  for  G.  W.  Quintard  43  West 
95th  st,  a  3-sty  brick  dwelling,  17.9x100. 

lOOTH    ST. — Jacob    Finkelstein    sold    for    Isaac    Goldovitz    to 
Louis  Cashman  the  0-sty  flat  18  and  20  West  100th  st,  45x100.11. 
lOOTH    ST. — H.   Bloom  and   H.   Barnet   sold   for   Mr.   Keller   to 
Mr.  Amster,  193  East  100th  st,  a  5-Bty  double  flat,  25x100. 

lOlST  ST. — Tlie  Louis  Meyer  Realty  Co.  sold  to  Morris  Singer 
&  Co.  104  West  101st  st,  a  -j-sty  double  flat,  with  stores,  2'5x 
100.11. 

102D  ST.— M.  Sturtz  sold  for  Esther  Lloyd  to  Emanuel  E. 
Fox  110  West  102d  st,  a  5-sty  double  flat,  25x100.11. 

104TH  ST. — Heilner  &  Wolf  sold  to  R.  Ansback,  145  West 
104th  st,  a  5-sty  double  flat,  25x100.  This  completes  the  sale 
of  four  houses  at  this  point,  bought  by  Heilner  &  Wolf  two 
months   ago. 

IIITH  ST. — Nathan  Weiss  sold  for  B.  Cr>-stal  the  0-sty  ele- 
vator apartment  house,  the  Blennerhasset,  !J07-.511  West  111th 
st,   between   Broadway   and   Amsterdam   avs,   63.0x100.11. 

nSTH  ST. — The  Enterprise  Realty  Co.  sold  to  a  Mrs.  Hammel 
04  East  113th  st,  a  5-sty  tenement,  25x100. 

120TH   ST. — G.   Brettell   &   Son  sold   for  Louis   Lese,   429   East 
12tith  St.  a   3-sty  brick  dwelling,  18.9x100. 
121ST  ST. — Parsons  &  Holzman  sold,   through  George  Brettel 
'  &   Son   and   L.   Price,   345   East   121st  st,   a   5-sty   tenement,   25x 
85x100.11. 

133D  ST.— Max*  M.  Pullman  bought,  through  D.  H.  Jackson, 
01  and  03  East  l.j3d  st,  two  5-sty  tenements,  54x80x100. 

133D  ST. — Simon  Fine  sold  for  Marx  Goldstein  12  West  133d 
st,  a  5-sty  flat,  25x100. 

134TH  ST. — Francis  Morris  and  E.  Henry  Eckhardt  sold  for 
Henry  F.  Meyler  to  Charles  Garneau,  218  West  134th  st,  a  5-sty 
double  flat,  25x75x100. 

135TH  ST. — Nathan  Weiss  sold  for  S.  Blumenkrohn  the  5-sty 
apartment  house  the  Lorraine,  527  West  135th  st,  40x99.11. 

130TH  ST.— Porter  &  Co.  sold  for  Albert  S.  Waitzfelder,  215 
West  130th  st,  a  3-sty  brick  and  stone  dwelling,  17x99.11. 

139TH  ST.— A.  V.  Amy  &  Co.  sold  for  the  estate  of  Samuel 
F.  Enge  to  a  Mr.  Fleck  for  occupancy  301  West  139th  st,  a  3-sty 
dwelling,  10.8x99.11. 

141ST  ST. — Layton  &  Rogers  sold  for  Margaret  J.  Barlow, 
for  occupancy,  541  West  141st  st,  a  3-sty  and  basement  dwell- 
ing, 18.9x00x100,  202.6  ft.  east  of  Broadway. 

142D  ST. — C.  F.  W.  Johanning  sold  for  Abel  and  Annie  Aber- 
nathy,  312  West  142d  st,  a  5-Bty  triple  flat,  25x99.11. 

r50TH  ST. — John  R.  Davidson  sold  to  Charles  J.  Chartress 
403  West  liJOth  st,  a  frame  dwelling,  25x100. 

179TH  ST. — E.  Osborne  Smith  &  Co.  sold  the  southwest  cor- 
ner of  179th  st  and  St.  Nicholas  av,  25x100,  for  H.  A.  Sohl  to 
Joseph  Gray.  For  E.  C.  Cammann  to  Joseph  Gray  the  lot 
westerly  side  of  St.  Nicholas  av,  25  ft.  soutTi  of  179th  st,  25x 
100.  For  Sallie  Wachsman  515  West  179th  st,  a  2-sty  and  cel- 
lar dwelling  to  a  Mrs.  Feeley.  Also  388  Audubon  av,  a  2-sty 
and  cellar  brick  dwelling  to  a  Mrs.  Tojetti. 

AMSTERDAM  AV. — Marcus  Rosenthal  sold  to  Isaac  Carmel, 
79'J  Amsterdam  av,  a  2-sty  business  building,  22x100.  S.  Fried- 
enl^erg  was   the  broker. 

AMSTERDAM  AV. — Max  Marx  bought  through  Marcus  Koh- 
ner  from  Henry  Meyers  the  plot,  75x100,  west  side  of  Amster- 
dam av.  25  ft.  south  of  189th  St. 

BRO.\DWAY. — Louis  Bernstein  bought  from  Joseph  Langan. 
the  Elaine,  a  C-scy  apartment  house,  3157  Broadway,  42x100. 
Donato  Piciulo,  3  Park  Row,   v/as  the  broker. 

COLUMBUS  AV. — Harris  &  Co.  sold  for  Caspar  D.  P.  Sc'hnoor 
to  Jacob  Lowenstein.  491  Columbus  av,  a  5-sty  triple  flat,  27x100. 
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Buyers  for  the  Walton. 

COLUMBUS  AV.— Parish,  Fisher  &  Co.  and  Albert  B.  Ash- 
forlh  sold  for  Ranald  H.  Macdonald  &  Co.  the  11-sty  Hotel 
Walton,  southwest  corner  cf  Columbus  av  and  70th  st,  built 
about  two  years  ago,  100.5x100. 

LENOX  AV.— Shaw  &  Co.  sold  for  F.  E.  Lange,  271  Lenox 
av,  a  3-sty  and  basement  dwelling,  17x75. 

LENOX  AV. — Sliaw  &  Co.  sold  for  Mrs.  L.  W.  Moers,  452 
Lenox   av,    a  5-3ty  flat   with   stores,   25x85. 

LENOX  AV. — Porter  &  Co.  sold  for  Ida  C.  and  Mary  E.  Poil- 
lon,  the  4-sty  dwelling  313  Lenox  av,  20x70. 

MADISON  AV. — The  Century  Realty  Co.  sold  to  Louis  M. 
Jones  721  Madison  av,  a  3-sty  building,  20.5x87x  irregular, 
formerly  occupied  by  the  Chapin  School.  Mr.  Jones  recently 
bought  the  adjoining  property  of  the  Church  oi"  the  Epiphany, 
southeast  corner  of  Madison  av  and  C4th  st,  anti  now  controls 
a  plot  100.5x132,5. 

3D  AV. — The  Louis  Meyer  Realty.  Co.  bought  from  Matthew 
Kaicher  the  three  new  G-sty  flats,  with  stores,  100.11x100,  south- 
east corner  of  3d  av  and  07th  st. 


The  Bronx. 

BELMONT  ST.— Charles  E.  Durass  and  J.  Clarence  Davies 
sold  for  St.  Francis  Xavier  College  to  P.  Dimeola,  303  Belmont 

St. 

HOFFMAN  ST. — W.  Stonebridge  sold  for  John  Marx  to  Julius 
H.  Haas,  the  two  3-family  houses  2410-2412  Hoffman  st,  50x117.6. 

135TH  ST. — L.  Dober  sold  for  a  Mrs.  Rieder  to  H.  Seebeck, 
G95-Cyr  East  135th  at,  near  Willis  av,  two  5-sty  apartment 
houses.  50x100. 

215TH  ST.— A.  Shatzkin  &  Sons  sold  to  J.  Cassel,  a  plot  50x 
100,  south  side  of  215th  st,  175  ft.  east  of  Tilden  av;  to  V. 
Marnme,  a  lot  25xlOfi  ft.,  south  side  of  224th  st,  east  of  Paulding 
av;  to  B.  Doran,  a  lot  25x109,  north  side  of  225th  st,  225  fl. 
west  of  Paulding  av;  to  a  Mr.  Bray,  a  plot  50x114  south  sidj 
of  230th  st,  400  ft.  east  of  5th  av. 

240TH  ST. — J.  F.  Kinsley  &  Sons  sold  for  Sigmund  Klien  to 
Millard  J.  Bloomer  a  dwelling,  40x100,  together  with  an  ad- 
joining plot  of  the  same  size,  south  side  of  240th  st,  between 
Katonah  and  Vernon  avs. 

ARTHUR  AV.— William  Stonebridge  sold  for  William  J.  Breen 
the  plot  50x111. Gx  irregular,  west  side  of  Arthur  av,  114  ft. 
south  of  ISPth  St. 

BARNES  AV.— Van  Winkle  &  Scott  sold  for  a  client  to  Ada 
M.  Ramos,  the  2-sty  two  family  dwelling,  491  Barnes  av,  Van 
Nest. 

BOSTON  ROAD. — The'  Norwood  Realty  Co.  sold  for  C.  M. 
Silverman  &  Son  the  northwest  corner  of  Boston  road  and 
168th  st,  a  plot  '137x141,  with  2-sty  frame  dwellings;  also,  a 
plot"  south  side  of  St.  Mary's  st,  between  Cypress  and  Beekman 
av,  189xl22x  irregular. 

BELMONT  AV. — William  Stonebridge  sold  to  the  Belmont 
Realty  and  Construction  Co.  the  lot,  15x87.5,  northwest  corner 
Belmont  av  and  lS9th   st. 

BRONXDALE  AV. — George  J.  McCaffrey  &  Son  sold  for  P. 
J.  Clark  to  Edward  J.  Cahill  the  lot,  25x100.  north  side  of 
Bronxdale  av,  150  ft.  south  of  187th  st,  opposite  Morris  Park 
race  track. 

GRAND  AV.— James  L.  Libby,  through  B.  H.  Weisker,  Jr., 
sold  for  Germano  Fioravant,  2397  Grand  av,  a  '5-sty  apartment, 
55x105x120;  also  for  Louis  D.  Baer,  a  plot  100x114,  west  side 
of  Jerome  av,  02  ft.  south  of  Kingsbridge  road. 

HUGHES  AV.— William  Stonebridge  sold  for  Goldberg  & 
Greenberg  to  Marie  Panzera,  the  2-3ty  frame  house  northwest 
corner  of  Hughes  and  Crescent  avs,  59x87.'5x  irregular. 

PROSPECT  AV. — Louis  Bernstein  sold  for  a  builder,  the  plot 
.100x1.50,  west  side  of  Prospect  av,  100  ft.  south  of  Boston  road. 

ST.  PAULS  PL.--Ernst-Cahn  Realty  Co.  sold  to  'William  Pot- 
ter 2  St.  Pauls  pi,  4-sty  triple  flat,  with  stores,  32x100';  to 
Louis  Meyer  Realty  Co.  lot,  51x09x  irregular,  north  side  of 
Burnside  av,  between  Antliony  and  Ryer  avs;  for  J.  Hassett 
the  three  2-family  houses  G90-2-4  East  187th  st,  each  16.8x100; 
in  conjunction  with  I.  Levy,  for  Morris  H.  Feder  33.50  Davidson 
av,  northeast  corner  of  North  'st,  5-sty  new  law  apartment, 
40x100;  to  Philip  Wattenberg  three  2-family  houses,  lot  50x100, 
south  side  of  187th  st,  near  Washington  av;  to  Jacob  Marx? 
plot,  41.6x109,  north  side  of  2'25th  st,  100  ft.  west  of  Paulding 
av;  to  Arthur  H.  Sanders  the  plot,  75x114,  on  217t'h  st;  to 
David  Mintz  a  plot  south  side  of  223d  st,  between  Eastchester 
lane  and  Laconia  av,  25x110x30. 

Webster  Av.   Corner  Sold. 
WEBSTER  AV.— The  Louis  Meyer  Realty  Co.  sold  to  a  client 
of    the    Ernst-Cahn    Realty    Co.     1416    Webster    av,     southeast 
corner  of  St.  Paul's  pi,  a  4-sty  triple  flat,  with  stores,  20x100. 


Leases. 

A.  V.  Amy  &  Co.  leased  to  E.  A.  Peth,  florist,  a  store  south- 
west corner  St.  Nicholas  av  and  113th  st. 

Jerome  A.  Myers  leased  for  a  term  of  j'^ars  the  4th  floor  of 
the  S.  F.  Myers  Building,  49  Maiden  lane,  to  Pitzele  &  Bash. 

E.  Osborne  Smith  &  Co.  leased  the  store  southwest  corner 
164th  st  and  Amsterdam  av  for  ten  years  to  Neil  A.  Flannery, 


Green  &  Taylor  Company  leased  for  Mrs.  J.  Patterson  to  Mrs. 
Dale,  of  .Sound  Beach,  Conn.,  for  a  term  of  years,  the  Holland, 
G6-6S  West  46th  st,  a  7-sty  apartment  house. 

Alexander  J.  Roux  &  Co.  leased  for  J.  Simon  to  Coy,  Hunt  & 
Co.,  for  twenty  years,  the  store  and  basement,  17,000  sq.  ft., 
at  the  corner  of  East  4th  and  Lafayette  sts.    . 

Harry  P.  Stimson  leased,  through  Finney  &  Mathews  the 
Hotel  Ctamberland,  southwest  corner  of  Broadway  and  ■54th  st 
for  21  years  at  an  aggregate  rental  of  $1,000,000. 

E.  V.  C.  Pescia  &  Co.,  206  Broadway,  leased  103-105  West 
100th  st,  two  5%-sty  double  tenements,  with  stores,  to  Messrs. 
Ehrman  &  Co.  for  a  term  of  years,  at  an  aggregate  rental  of 
$35,000. 

Heil  &  Stern  leased  for  the  Improved  Property  Holding  Co., 
the'  istore  and  basement  in  the  Judge  Bldg.,  110-112  5th  av, 
northwest  corner  of  IGth  st,  to  Louis  Meyers  &  Son,  for  a  long 
term  of  years  at  a  total  rental  qf.  $300,000. 

Charles  E.  Duross  leased  for  a  Mr.  Wood  to  William  Irwin, 
160  AVest  14th  st,  a  5-sty  building;  also,  store  and  basement 
northeast  corner  Hudson  and  13th  sts,  for  William  C.  *Orr  to 
Rtoedorph-O'Rellly  Company;  60  Perry  st  for  John  J.  Brogan  to 
Mr.  Eccles;  213  West  21st  st  to  Lydie  Tamagno,  57  Grove  st, 
for  Andrew  Cavagnaro  to  Matilda  Mann. 

Layton  &  Rogers  leased  for  Dr.  Prank  W.  Chamberlin,  117 
Convent  av,  a  'S-sty  and  basement  dwelling;  for  the  Industrial 
Savings  &  Loan  Company,  412  West  145th  st,  a  3-sty  American 
basement  dwelling;  for  Wilhelm  G.  Keufell,  625  West  142d  st. 
a  3-sty  and  basement  dwelling;  for  Squires  &  Parsons,  610  West 
138th  st,  a  4-sty  American  basement  dwelling. 

John  Forsythe  bou;,'ht  from  C.  H.  Ditson  &  Co.  their  leasB 
of  867  Broadway,  wnich  'has  about  twenty  years  to  run.  Mr. 
Forsythe  recently  acquired  the  lease  of  869  and  871  Broadway, 
southwest  corner  of  ISth  st.  This,  together  with  his  property 
at  865  Broadway,  gives  him  a  plot  94.9x101. llx  irregular,  with 
an  "L"  to  23  East  17th  st.  As  soon  as  possession  can  be  had 
alterations  will  be  made  and  the  property  occupied  by  Mr. 
Forsythe  for  business  purposes. 

Duff  &  Brown  leased  for  Quackenbush  .&  Brice,  458  West 
145th  st;  for  Janres  Stok«s,  GO  Convent  av;  for  Mabel  Slade,  64 
Convent  av;  for  Chas.  T.  Barney,  49  Hamilton  Terrace;  for  Seth 
B.  Robinson,  G17  West  13Sth  st;  for  E.  H.  Peck,  457  West 
144th  st;  for  Hannah  Halpin,  508  West  143d  st;  for  Mary  Cqt- 
trell,  43  Convent  av;  for  J.  H.  Coleman,  21-23  East  24th  st; 
for  Katherine  Heme,  79  Convent  av;  for  O.  L.  Richards,  613 
West  138th  st;  for  Mary  L.  Fraser,  23  Hamilton  Terrace;  for 
Robert  Spero,  555  West  llOth'st;  for  Kgte  Hellriegel,  614-610 
West  148th  .=it. 


Suburban. 

MT.  VERNON,  N.  Y. — A.  Hollander  sold  to  Mr.  Fe'-guson, 
19  Primrose  av,  Mt.  Vernon,  a  14  room  cottage  with  stable,  on 
plot  100x100.      - 

WHITE  PLAINS,  N.  T. — E.  Nelson  Ehrhart  sold  to  a  client 
a  plot  189x171  on  the  corner  of  Ridgeview  and  Midland  avs, 
Scarsdale  Estate  Section,  White  Plains.  A  'handsome  residence 
will  be  erected  on  the  site. 

LONG  BRANCH,  N.  J. — E.  V.  C.  Pescia  &  Co.,  206  Broad- 
way, in  conjunction  with  M.  L.  Broads,  72  Second  av.  Long 
Branch,  N.  J.,  sold  a  4i/i-sty  high-class  cottage,  75x220,  for 
Matilda  Gazza  to  Mrs.  Mollie  Mindes,  of  St.  Louis. 

SCARSDALE. — B.  Nelson  Ehrhart  sold  a  plot  80x144,  on 
Fisher  av,  near  Midland,  Scarsdale  Estate  Section,  to  a  client 
who  will  erect  a  residence. 

Ball  Field  to  Go  at  Auction. 

White  Plains  will  liave  to  find  a  new  athletic  field  before 
next  summer,  as  the  tract  in  Westchester  av,  which  has  been 
used  for  baseball  and  football  games  and  visiting  circuses,  will 
be  sold  at  auction  by  Joseph  P.  Day  on  Oct.  20,   190G. 


John  F.  Doyle,  Sr.,  of  the  firm  of  John  F.  Doyle  &  Sons,  has 
returned  from  a  seven  months'  tour  of  Europe  and  the  Far  East. 

Walter  Shulze,  manager  of  the  Belle  Harbor  property,  reports 
that  the  sales  number  about  fifteen  hundred  lots,  which  leaves 
only  a  limited  number  of  improved  sites  for  sale.  He  is  now 
layin.g  out  a  new  section,  a  portion  of  which  will  be  put  on  the 
market   very  soon. 

The  Strange  &  Slawson  Company,  recently  incorporated  to 
operate  in  real  estate,  is  now  occupying  offices  at  56  Pine  st. 
This  company  is  composed  of  William  C.  Strange,  late  vice- 
president  of  the  O'Neill  Dry  Goods  Concern,  and  a  large  holder 
of  Manhattan  R^alt.v.  and  Loton  H.  Slawson.  They  will  be 
pleased  to  receive  brokers'  lists  of  offerings. 

The  revenue  to  the  State  from  the  Mortgage  Recording  Tax 
law  in  New  York  County  for  the  quarter  ending  Oct.  1  was 
$488,000.  The  law  went  into  effect  on  July  1.  The  State  is 
now  calculating  on  an  income,  from  the  whole  State,  of 
$3,000,000,  on  account  of  this  law,  a  sum  far  greater  than  was 
received  during  the  first  year  from  the  obnoxious  law  of  1905, 
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Auction  Aimouncements 


CEO.    R.    READ,    Auctioneer. 


GrEO.   JR..   :r-e:.?s.i>   &   oo. 


will  sell  at  auction 


THURSDAY,     OCTOBER     i8,     1906, 

at  12  o'clock  noon,  at  the  New  York  Real  Estate  Salesroom,  14  and  16  Vesey  Street. 

EXECUTORS'    SALE 

T,  ,        „  (JOSEPH  T.  LOW,  ESQ.  )    FvprTTTORS 

By  order  of  {giDNEY  WHITTEMORE,  ESQ.i   EXECUlOKb, 

of  the  Estate  of  MaryV.  Mott,  Deceased. 

VALUABLE     PROPERTIES 


25  Park  Place 


THROUGH 
TO 


22  Murray  Street, 


BETWEEIV  BKOAl»"WAY   AlVD  CHURCH     SXKEET, 

5-Btory  building,  37.11  ft.  x  150x31  4x35x16  3x125. 
(Owned  by  Dr.  Valentine  Mott  and  heirs  since  1823.) 

54  Roosevelt  Street, 

BETWEEN   OAK   AND   MADISON  STREETS. 

6story  building,  34  ft.  11^4  in.  x  99  ft.  10  in.  x  24  ft.  7  in.  x  99  ft.  10  in. 

30  &  32  West  59th  Street, 

BETWEEN  5TH  AND  6TH  AVENUES. 

Facing  Central  Park,  just  west  of  the  new  Plaza  Hotel. 

7-story  double  apartment  house,  50  ft.  X  100  ft. 

(Owned  by  Mott  Estate  since  1878.) 

TITLES  QUARANTEED  by  the  Title  Quarantee  &  Trust  Co.  free  of  charge  to  the  purchasers. 
IN     BROOKLYN— S.  W.  corner  of  Buffalo  Ave.  and  Park  Place.    Vacant,  containing  over  three  lots. 

BOOK  MAPS  AND  FURTHER  PARTICULARS  may  be  obtained  from  HENRY  G.  SANFORD,  Esq.,  Attorney  for   the 
Executors,  130  Broadway,  or  from  Auctioneer,  60  Liberty  Street  and  1  Madison  Ave. 


At  a  meeting  of  the  West  End  As'sociation  o£  Manhattan,  in 
the  Hotel  St.  Andrew,  President  J.  Van  Dyclt  Card  announced 
that  the  association  had  won  a  victory  after  a  fight  of  three 
years  in  that  the  Corporation  Counsel  has  decided  that  the 
parks  on  Broadway  are  like  the  other  city  parks,  and  must  be 
cared  for  in  a  similar  manner.  Architect  Charles  H.  Israel  is 
at  the  head  of  the  committee  which  has  been  fighting  for  this 
good  object. 

Heads  of  all  the  city  departments  in  Brooklyn,  Comptroller 
Metz  and  Borough  President  Coler  have  been  invited  to  attend 
the  dinner  to  be  given  by  the  Brooklyn  Board  of  Real  .Estate 
Brokers  at  the  Union  League  Club  Thursday  evening,  Oct.  25. 
Members  of  the  Society  of  Architects  and  the  Builders'  Asso- 
ciation have  also  received  invitations  to  attend  the  dinner.  It 
is  the  first  annual  dinner  of  the  association,  which  was  formed 
early  this  year. 

The  opening  session  of  the  real  estate  courses  of  the  West 
Side  Young  Men's  Christian  Association,  318  West  57th  ^t, 
will  be  held  Tuesday  evening,  Oct.  16,  at  eight  o'clock.  Mr. 
Henry  Harmon  Neill,  real  estate  editor  of  the  Evening  Mail, 
will  preside.  Mr.  Walter  Stabler,  comptroller  the  Metropolitan 
Life  Insurance  Co.,  will  give  a  short  address,  and  Mr.  Francis 
E.  Ward,  former  president  Board  of  Real  Estate  Brokers,  will 
give  the  address  of  the  evening,  on  "Housing." 

Permanent  loans  are  still  hard  to  procure  by  building  operat- 
ors, and  as  a  consequence,  a  number  of  foreclosures  have  been 
made  throughout  Greater  New  York.  Money  is  scarce  and  at 
present  a  much  higher  rate  of  interest  can  be  realized  on  stocks 
and  bonds  in  Wall  street  than  on  real  estate.  This  stringency, 
it  is  thought,  will  be  but  temporary.  Whatever  property  has 
to  be  sold  will  pass  into  stronger  financial  hands;  besides 
nearly  all  trades  are  doing  well,  and  the  country  at  large  is 
enjoying  bountiful   prosperity. 

James  L.  Wells  conducted  a  successful  sale  at  the  Vesey  st 
salesroom  on  Wednesday.  He  sold  18S9  Crotona  av,  west  side, 
217.8  ft.  north  of  17(ith  st,  plot  50x240,  2-sty  frame  dwelling. 
to  E.  W.  Bailey  for  $12,800;  No.  1891  Crotona  av,  west  side, 
267.8  ft.  north  of  17Cth  st,  plot  50x246.3,  2-sty  frame  dwelling, 
to  J.  Brenning  for  $12,150;  176th  st,  north  side,  124.10  ft.  east 
Of  Arthur  av,  plot  J00,4x200x  irregular,  to  G,  T.  Giardano  fgr 


ifl3,400;  also  Arthur  av,  east  side,  172.0  ft.  north  of  170th  st, 
plot  100.10x200.3x100x193.6,  to  Mrs.  Agnes  K.  Murphy  Mulligan 
for  .«21,82,-). 

A  number  of  purchasers  of  lots  in  the  Sisters  of  Charity 
tract  on  Eastern  Boulevard,  sold  at  auction  last  May,  held  a- 
nieeting  recently,  and  an  invitation  has  been  sent  to  all  pur- 
chasers requesting  their  co-operation  in  having  the  city  author- 
ities adopt  file  streets  as  laid  out  on  the  sales  map.  It  is  also 
proposed  to  form  a  permanent  Property  Owners'  Associacion. 
A  second  imeeljng  was  held  Friday  evening,  Oct.  12,  at  8  o'clock, 
at  Freidoff's  Hall,  corner  Tremont  (177th  st)  and  Third  avs. 
Edward  J.  Gallagher,  Jacob  Broschart  and  William  B.  Hogan 
were  the  committee  in  charge. 

The  .small  speculator  who  buys  unimproved  real  estate  runs 
much  greater  risks  than  the  man  or  woman  who  buys  improved 
property.  In  the  first  mentioned  instance  the  man  who  buys  un- 
improved property  wherever  it  may  be,  will  have  to  pay  taxes, 
and  in  most  cases  will  meet  with  assessments  of  some  kind  or 
another,  and  never  can  be  absolutely  certain  as  to  what  class 
of  improvements  will  take  place  in  proximity  to  his  holdings; 
w'nile  on  the  other  hand,  the  owner  of  improved  property,  even 
if  he  never  sells,  has  some  sort  of  income.  Many  cases  can  be 
quoted,  however,  where  these  investors,  both  large  and  small, 
have  purchased  unimproved  parcels  and  sold  them  within  a 
short  period  of  time  and  reali.^ed  much  larger  profits  than  could 
have  been  obtained  within  the  same  period  on  improved  prop- 
erty. 

At  the  New  York  Real  Estate  Salesrooms,  14  Vesey  street, 
Bryan  L.  Kennelly  sold  at  auction  for  the  Whitehall  Realty 
Company,  251  lots-in  the  Bathgate  Estate  tract  in  the  Wakefield 
section  of  The  Bronx,  the  sale  realizing  a  total  of  $175,'220,  mak- 
ing the  average  price  of  the  lots  about  $700.  Tlie  highest  price. 
.$1.6.50,  was  paid  for  a  lot  25xl34x  irregular,  at  the  southwest 
corner  of  East  237th  st  and  Barnes  av.  The  opposite  corner, 
25x100,  sold  for  $1,450.  A  triangular  plot  93.5x03.7x68.4,  formed 
by  Byron  and  Nereid  avs.  brought  $850,  and  lots  adjoining  in 
Nereid  av,  $701:)  each;  an  irregular  plot,  25x49.8x90.1x99.9,  at 
the  intersection  of  Nereid  and  Barnes  avs,  selling  for  $950.  Two 
corners  at  East  239th  st  and  Barnes  av  sold  for  $1,250  and  $950. 
Inside  lota  in  Barnes  av  ranged  from  $950  to  $700,    Insid*  lota 
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WANTS 


$1,750,000 

to  loan  at  4V2  to  5%  in  amounts  required  on 
choice,  centrally  located  Manhattan  proi  crty  (be- 
low 58th  St.  preferred);  titles  to  close  on  0'' 
after  Nov.  1  next. 

A.  W.  McLaughlin  &  Co. 

128  Broadway,  cor.  Cedar 


WANTED— Cash  bids  for  iron,  mason,  plumb- 
ing and  other  work  on  two  tenements  on  Fox. 
near  Freeman  Street,  Bronx.  Call  on  premises. 
I.    T.    MYERS. 


TO  LET.— Two  light  rooms  and  hall  on  10th 
floor  Mutual  Life  Building,  No.  '.V2  Liberty 
Street,  suitable  for  law  office.  For  further  par- 
ticulars apply  to  MILLER,  KING.  LANE  & 
TRAFFORD.    No.    SO   Broadway. 

WANTED  at  once,  an  experienced  real  estate 
broker.  Salary  and  commission.  Apply  to  S. 
OSGOOD  PELL  &.C0..  5;i.T  Fifth  Avenue. 

WANTED — A  bright  young  man  for  general 
office  work.  Apply  to  S.  OSGOOD  PELL  & 
CO..    537    Fifth    Avenue. 

BUILDING  SUPERINTENDENT— Young  man 
(27),  10  years'  practical  experience,  desires  po- 
sition with  Architect  or  Builder.  BOX  143,  c.o 
Record    and    Guide. 

YOUNG  MAN  desires  position  as  Private  or 
Assi'^tant  Secretary.  Am  a  college  man;  stenog- 
rapher at  present;  senior  in  law  school.  Address 
BUA  104,   c|o  Record  and  Guide. 


A  THOROUGHLY  reliable  and  experienced  at- 
torney in  commercial  and  real  estate  law  will 
undertake  the  business  of  a  firm  or  corporation 
on  percentage  or  annual  retainer.  Best  of 
references.  "LAWYER,"  Box  382,  this  of- 
fice. 

LARGE  LOFTS  in  a  modern  building  below 
Canal  Street,  wanted  to  lease.  Address,  by  let- 
ter only.  E.  STEIGERT  &  CO.,  25  Park 
Place. 

YOUNG  MAN  (24),  three  years'  Real  Estate 
experience,  wants  position  with  established  Real 
Estate  concern.      BOX  40t,   c|o   Record  &   Guide. 

WANTED— By  old  established  downtown  real 
estate  firm,  two  pushing  men.  wl\p  can  produce 
results  in  renting  and  selling  business  property 
between  Canal  and  34th  Streets,  on  salary  and 
commission.  All  communications  will  be  treated 
as   strictly  confidential.   X.  Y.  Z.,  Record  &  Guide. 

FOIR  DESIRABLE  PLOTS 
FOR   BROOKLY\   BLILDE'^S 

172  I  127  S.  W.  Corner  Cortelyou  Road  and  12th 

St. 
200  X 100  N.    E.    Corner  Bedford    Ave.    and   Clar- 
endon Road. 
100x140  N.     W.     Corner    Clarendon    Road    and 

26th   St. 
140  X  100.  Flatbush  Ave.  100  ft.  N.  of  Ave.  "G." 
Can  be  had  on   Easy  Terms  and  Lower  Prices 
than   any  similar  plots   in  their  respective   loca- 
tions. 

SIMPSONMERRITT  COMPANY 

No.  1  Madison  Ave.,  New  York  City 


HORD'S  PRINCIPLES  OF    CITY  LAND  VALUES 
Prlc«,   tl.60. 
A    book    Just    published    that    showi    Bow    city 
values  are  made  and  the  basis   upon   whlcb  real 
•state   appraisements   should    be   made. 


OFFERS 


Lawyers  Title  Insu.  c^nce  &  Trust  Company 

CAPITAL  AND  SURPLUS  -  $9,500,00C 


I 


TRUST  AND   BANKING  DEPARTMENT,    59   LIBERTY   ST. 

TITLE   DEPARTMENT 37    LIBERTY    ST.      t       MANHATT.«<« 

Brooklyn  Branch.  Title  Department  and  Trust  and  Banking  Department,  188  Montague  StiMU. 

RECEIVES   DEPOSITS   subject   to   check   or  on  certificate. 

allo-wing  interest  thereon. 
LENDS   ON   APPROVED   STOCKS   and   Corporation   Bona* 


as  Collateral. 


P 


ACTS  AS  TRUSTEE,  Guardian.  Executor,  Administrator. 
Assignee  or  Receiver,  Transfer  Agent  or  Registrar  o» 
StocKs  of  Corporations.  Takes  Charge  of  fersonai 
Securities, 

OmCERS  ; 
EDWIN  W.  COGGESHALL,  President  and  General  Manager. 
DAVIDB.  OGDEN.  ,  WALTER  N.  VAIL,  Secnitary 

Vice-Presidents.  LEWISJJ..L08EE^Asst  Genl.  Manage. 


JOHN  T.  LO('KM.\N, 

LOUIS  V.  BRKiHT, 

Hf^NKY  MORIiKNTHAtI 

THORWALI)  .STALLKXEHHT,  Treasnrei, 

HERBERT  E.  JAUK.SON,  Comptroller. 


j_jiiiTii..>    11.    i_i v_i k  > u  111 ,    ci-'^ai.    v^ijii4>  ju.aiuai^r- 

ARCHIBALD  FORBES,!  /,,.f     Trni.=nr„o 
U.  CONDIT  VARICK,     jAsst.  Ireasnrer 

GEORGE  A.  PLEURY,    1  ,_,.    Rncretjins, 
FREDERICK  D.  REED,/ •*-''^'-  ^ecrc^a"" 


V 


GEO.  F.  BUTTERWORTH. 
DUMONT  CLARKE, 
EDWIN  W.  COGGESHALL, 


EXECUTIVE  COMMITTEE: 

WILLIAM  A.  DAY, 
WILLIAM  P.  DIXON. 
JULIAN  D.  PAIRCHILD, 


JOHN  T.  LOCKMAN, 
HENRY  MORGENTHAC 
JAMES  N.  WALLAOB 


OPEN  FOR  IMSPECTION 
SAllRDAY   AND   SUNDAY 

TEN  TWO-FAMILY  HOUSES. 
BEST  LOCATION  IN  FLATBUSH. 
Two-story,  brick  and  stone;  hardwood  finish, 
open  plumbing,  tiled  bathrooms,  panel  ceiling  in 
dining  room,  gas,  dumbwaiter,  2  furnaces,  all 
Improvements;  desirable  and  convenient  location; 
BEDFORD  AV.  AND  CLARENDON  ROAD; 
price.  $7..'iO0;  mortgage,  $6,000.  Apply  to  agent, 
on  premises,  or 

SIMPSON  M  ERR  ITT  COMPANY 

No.  1  Madison  Ave..  New  York  City 

NOTICE     IS    HEREBY    GIVEN    that    the    co- 
partnership of  Sauer.   Gross  &  Herbener  has  this 
day   been   dissoH'ed   by   mutual   consent. 
Dated    New    ■>'-''•      A..c.,,;f     i      i<V)fi 

FREDERICK  W.  SAUEH, 
CONRAD  R.  GROSS, 
GEORGE  HERBENER. 


GROSS  &  HERBENER  REALTY  &  CONSTRUC- 
TION  CO 
427  West  147th  Street,   New  York  City. 
George    Herbener,    President. 
August    Ganzenmuiler.    Vice-President. 
Conrad  R.   Gross.  Treasurer. 
Philip    Wagner,    Secretary. 

PARISH,  FISHER  &  CO. 

JOHN    L.    PARISH.    Auctioneer, 
will   sell   at    ijublic    atiction   at   noon   on 

Thursday,    October  18th 

at    the   Excliange   Salesroom.    14  &    10  Vesey  St., 
the    following    Desirable    Investment    Properties: 

No.  7  West  1 31st  Street 

L'r)x!ii).ll.     a     five-s'ory     brnwnstono,     two-family 
10-room    fl;U.    with   all   improvements,   and 

No.  2^3   East  109th    Street 

lS.!ix01.10,     a     three-storv     frame     tenement     for 

three  families. 

For    particulars    apply    to    the    auctioneers, 

PARISH.  FISH  -R  &  CO  ,  I  49  Br  adwav 


Industrial  Sites 

To  Real  Estate  Agents 


The  Industrial  Department  of  the 

Erie  Railroad  Company 

advises  Real  Estate  Agfents  submit- 
ting: for  the  consideration  of  manu- 
facturers sites  adjacent  to  railroad 
that  it  will  gladly  furnish  them  with 
full  technical  information  in  regfard 
to  the  reaching^  of  such  sites  by  side 
tracks.  No  interference  with  clients. 
No  leakagfe.  Confer  with  absolute 
confidence.  Every  assistance  freely 
rendered  ag^ents  in  securing;  business. 
Call  or  address, 

LUIS  JACKSON 

mduBtrlal  CommlBBloner,  Brie  Railroad  Oompaoy 

11   BROADWAY. 


If  you  wish  to  use  SWEET'S 
INDEX  for  1907,  communicate 
with  US  at  once. 

Forms  close  soon. 
The  architectural  RECORD  CO. 
14  and  16  Vesey  Street. 


in  Gunther  and  Wick'ham  avs  .sold  at  an  average  of  .f.'i.'O.  There 
was  a  noticeable  absence  of  .speculators  and  very  few  of  the 
buyer.'?  took  more  than  one  lot.  The  sale  began  at  11  o'clock 
in  the  morning:  and  occupied  IPs'.?  than  five  hours. 

Plans  of  the  Belmont  tunnel  line  managers  continue  .under 
the  rorse,  but  some  facts  speak  for  themselves,  and  one  is  that 
fh'e  roof  of  the  tunnel  at  42d  st  and  Park  av  is  at  a  lower 
grade  than  the  fljor  of  the  Manhattan  subway.  The  inference 
from  this  is  that  the  company,  which  has  a  franchise  across 
the  island  to  near  the  North  River  shore  line,  is  in  a  position 
to  tunnel  underne.ith  tlie  Manhattan  subway  through  42d  st.  It 
is  also  apparent  that  for  the  present  it  i.-;  not  contemplated  to 
make  a  track  connec(;ion  between  the  Belmont  tunnel  line  and  the 
Manhattan  Subway.  There  is  a  pos.sibility  that  a  great  under- 
ground loop  will  be  constructed  for  the  Long  Island .  subway, 
something  similar  to  the  trolley  loops  at  the  Brooklyn  Bridge, 
at  the  Manhattan  terminal,  and  passengers  will  transfer  to  and 
from    the   Manhattan    Subway    at    this    point.      It    is    also    pre- 


dicted by  those  in  charge  that  the  subway  may  be  optni'd  for 
traffic  by  March  of  the  coming  y?ar.  Just  what  connection 
will  be  established  between  the  Tunnel  and  the  Queens  trolleys 
is  also  still  unknown  to  the  public,  .but  from  present  indica- 
tions, it  \\i\\  probably  be  necessary  to  change  cars,  and  also 
to  pay  another  fare. 


— Recent  interest  in.  the  future  of  the  old  Altma,n  Building 
and  the  Sixth  Ave.  shopping  district  real  estate  has  been  re- 
newed by  the  announcement  of  B.  Altman  &  Co.  that  they 
will  move  to  their  new  Fiffh  Ave.  store'  next  week.  Many 
people  are  wondering  if  the  building  will  be  let  out  in 
lofts  or  whether  some  big  corporation  will  go  in  and  take 
up  another  line  of  business  where  Altman  &  Co.  leave  off. 
Henry  Morgenthan,  one  of  the  owners,  said  thi'S  week  that  the 
building  would  not  be  cut  up,  and  further:  "If  a  m,an  had  a 
big  diamond  oC  the  first-water,  would  h^  cut  It  up  Into  small 
pieces?'- 


6io 
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miKOMLLlXmOVB. 


\/\/_   p.    MANGAM 

Real  Estate  and  Loans 

108  and  110  EAST  125TH  STREET 

Telephone,  223  Harlem  New  York  City 

NOTARY  PUBLIC 

J     C.    LYONS    BUILDING  & 
"''  OPERATING   COMPANY 

i  AJJD  6  EAST  42d  STREET 
Telephone,  6438  38th  St.  NEW  YORK 


MiatMLtAMMtWt. 


QHARLES  H.   EASTON   &  CO. 
Real  Estat.e  Agents  and  Brokers 

Tel.,  6420  38th  St.         Estates  Managed 

116  West  42d  Street,  NEW  YORK 

Cable  Address,  "Cheaston,  N.  Y." 

Chaklzs  H.  Eastom Robert  T.  McGcistt 

HUaO'S  FKINOlPUfl  or   OITT  I.AKO  TAUOmi 
Pria*.  ll.iO. 
A    book    ]uit   yublliho4    that   ihowi    how    oilr 
TiJuoo  art  mad*  an<  tk*  batU  upoB  whUk  roal 

••tato  appraUomonti  ■houK  bo  aado. 


wimrm  hiuASi  mmftm 


-THOMAS   DIMOND 
'  Iron   Work  for  Building 

128  WEST  33D  ST.,  NEW  YORK 

Worki  / 1-8  '"'^''t  33d  St.  Estahlished  1853 

""'^'^^X 137  West  32 J  St. Tel..  1780  Mad.  Sq. 

fSj     BRIGHAM   HALL  &  SON 

'   '  •         Real  Estate  Brokers  and  Agents 

Tel.,  603  Spring  681  Broadway 


I  Ames  a.  dowd         Tei.ospiaz. 

Real  Estate  and  Insurance 

874  SIXTH  AVENUE,  above  49th  Street 


THE  TITLE  INSURANCE  COMPANY,  OF  new 
135  Broadway,  Manhattan  CAPATAL  AND  SURPLUS 

and  203  Mongtague  St.,  Brooklyn  $3,000,000 

Bxamlnei  and  Insures  Titles  to  Real  Estate  on  Sales  and  Loans,  and  deals  in  Mortgages. 


VflDV   EDGAR  .1.  LEVEY,  President 
lUnK   JOHN'  I).  CRl.MMINS,      \„.      T,      .,     ^ 
CHARL1';S  T.  BARNEY, /*^'™-P"Sldent» 
CYRIL  H.  BfKDETT.  Secretary 
CHAUNCEY  H,  HUMPHREYS,!  As9t. 
EDWIX  A.  BAYLES,  /Sec'ys 

WILLIAM  N.  HARTE,  Treasurer 
Hon.  ABRAHAM   R.  LAWRENCE,  Counsel 


j-jARRY    W.     HOPTON 
REAL    ESTATE 


Tei:.'Qg|g  Cortlandt 


No.    160    BBC AB WAT 

Cor.  Liberty  St. 


NOTICE  TO  PROPERTY  O'WTfERS. 

HEARINGS     FOR     THE     COMING     WEEK. 

At  90-92  West  Broadway. 

Monday,    Oct.    15. 

Public   park,    between    Barclay   st   and   bulkhead 

line    East    River,    at   2    p    m. 
Seaman    av.    Academy    st    to    Isham    st,    at    10 

a   m. 
West  189th  st,   Amsterdam  av  to  a  new  avenue 

bounding    Higbbridge   Park,   at  12  m. 
Exterior    st,    Fordham    rd    to    West    192d    st,    at 

1pm. 
Bridge   at   Higbbridge,    at  3   p  m. 
3d  av,  widening,   at  149th  st,  at  1  p  m. 
Public  park  at  Farragut  st,   at   10  a  m. 
Seabury  pi,  Charlotte  st  to  Boston  rd,  at  1  p  m. 
Public    park,    bounded    by    Southern    Boulevard, 

Pelham  av  and  Crotona  av,  at  2  p  m. 
Ford  st,  Tiebout  av  to  Webster  av,  at  2  p  m. 
Hatfield   pi.    Richmond,    at   3   0   m. 
Cypress    av,    closing,    northerly    line    H    R    &    P 

R  R  to  bulkhead  line,  at  11.30  a  m. 
West    ISGth    St.    Amsterdam    av    to    new    street 

west  Higbbridge   Park,    at  4  p  m. 
3d  av,  widening,  at  159th  st,  at  3  p  m. 
Delancey  st,  Clinton  st  to  the  Bowery,  at  2  p  m. 
Tremont  av,   Bronx  River  to  Eastern  Boulevard, 

at  2  p  m. 
West  161st  st,   Broadway  to  Riverside  Drive,   at 

11  a   m. 

Garrison  av,  Maspeth  av  to  Flushing  av.  Queens, 

at  1  p  m. 
West   162d   st,   Broadway  to   Riverside   Drive,   at 

3  pm. 

Tuesday,    Oct.    16. 

Bronx  st,  Tremont  av,  or  East  177th  to  East 
ISOth  St.   at  12  m. 

West  177th  st,  southerly  side  bulkhead  line  Har- 
lem River,  150  feet  east,   at  2  p  m. 

Montgomery  av.  West  176th  st  to  West  177th 
st,    at    12    m. 

Canal  st.  West,  East  13Sth  st,  a  point  251.77  feet 
south,  at  4  p  m. 

2d   st,    Richmond,    at   1    p   m. 

West  160th  st,   Broadway  to  Riverside  Drive,   at 

4  pm. 

West  229th  st.  Bailey  av  to  Heath  av,  at  4  p  m. 
Housman  av,   Richmond,  at  1  p  m. 
White  Plains  rd,  Morris  Park  av  to  West  Farms 
rd,    at    11    a    m. 

Wednesday,   Oct.   17. 

East  161st  st,  between  Jerome  av  and  Walton 
av,    at  12  m.  •  " 

Tremont  av,'  East  177th  st,  from  Aqueduct  av 
to  Sedgwick  av,  at  3  p  m. 

Lafayette  av,  Richmond,  at  4  p  m. 

Classon  Point  rd,  Westchester  av  to  East  River, 
at  2  p  m. 

Beck  st.  Prospect  av  to  Leggett  av,  at  1  p  m. 

Thursday,    Oct.    18. 
Anderson    av,    Jerome    av    to    East    164tb    st,    at 

12  m. 

Joseph  R  Drake  Park.  Bronx,  at  1  p  m. 

West  139th  st,   point  425  feet  west  Broadway,  to 

Riverside  Drive,   at  3  p  m. 
White  Plains  rd,  Morris  Park  av  to  West  Farms 

rd,  at  4  p  m. 
East    172d    st,    Jerome    av    to    Morris    av,    at    4 

p  m. 
Weiher   Court,    between    Washington    av    and   3d 

av',  at  3.30  p  m. 
Belmont  av,   IDast  175th  st  to  Tremont  av,   at  2 

p    m. 

Friday,    Oct    19. 
Classon  Point  rd,  Westchester  av  to  East  River, 

at  2  p  m. 
West  163d  st,  Broadway  to  Fort  Washington  av, 

at    2.30    p    m. 
West  178th  st,   sewer  easement,   at  1   p  m. 

At  258  Broadway. 

Monday,    Oct.    15. 
Pier   52,    East    River,    at    11    a    m. 
East  Houston  and  2d  sts,  school  site,  at  1  p  m 
Cherry  and  Oliver  sts,  bath  site,  at  2  p  m. 
113th  St.  school  site,  at  3  p  m. 
Bridge  4.    Section   3,    at   3   p   m. 

Tuesday,    Oct.    16. 
Pier  36,   East  River,   at  10.30  a  m. 


JOSEPH   P.  DAY 

Real  Estate 

AUCTIONEER  AND  APPRAISER 

Bt-y   OBTICF  AGENCT  DEPl 

51  NASSAU  ST.  932  EIQHTH  AVENUE 


Wednesday,   Oct.   17. 
111th  and   112th  sts,   school   site,   at   10  a  m. 
Jones  and  Prince  sts.  school  site,  at  3  p  m. 
20th  and  22d  sts.  North  River  docks,  at  3.30  p  m. 

Thursday,    Oct.    18. 
129th   and   130th   sts.   school   site,   at  11  a  m. 
Briggs    and    Bainbridge    sts,    school    site,    at    11 

a    m. 
Piers  2  and  3,  East  River,  at  2  p  m. 
113th  st,  school  site,  at  3  p  m. 
Madison  av  bridge,  at  4  p  m. 

Friday,    Oct    19. 
41st  and  42d  sts.  North  River  docks,  at  11  a  m. 
13stb    st,    school    site,    at   11   a   m. 
Carmine   st,    bath  site,   at   11  a  m. 


AUCTION   SALES   OF  THE  WEEK. 

The  following  is  the  complete  list  of  the  prop- 
erties sold,  withdrawn  or  adjourned  during  week 
ending  Oct.  12,  1906,  at  the  New  York  Real 
Estate  Salesroom,  14  and  16  Vesey  st.  Except 
where  otherwise  stated,  the  properties  offered 
were  in  foreclosure.  Adjournment  of  legal  sales 
to  next  week  are  noted  under  Advertised  Legal 
Sales. 

•Indicates  that  the  property  described  was  bid 
in    for   the   iilaintiff's   account. 

The  total  amount  at  the  end  of  the  list  com- 
prises the  consideration  in  actual  sales  only. 

BRYAN    L.    KENNELLY. 

Nereid  av,  s  e  cor  Wickham  av,  24.3x100,  va- 
cant.     G   T    Smith $800 

Wickham    av,  ,e   s,    100   s    Nereid   av,    25x97.6, 

vacant.       G    T    Smith     650 

Wickham    av,    e   s.    125   s    Nereid   av,    25x97.6, 

vacant.       V     Palemeri     600 

Wickham    av.    e    s,    150   s    Nereid   av,    25x97.6, 

vacant.      M    Le    Clure    550 

Wickham    av,    e    s,    175    s    Nereid   av,    50x97.6. 

vacant.      J    Stirn    1,200 

Wickham    av,    e    s,    225   s    Nereid    av,    25x97.6, 

vacant.      D   McDonald    650 

Wickham   av,    e   s.   250  s   Nereid   av,    100x97.6, 

vacant.      E   J   Cahill    2,400 

Wickham   av,   e   s.   350  s   Nereid   av,    100x97.6, 

vacant.      Chas   Massoth    2,400 

Wickham    av,    e   s,    450   s    Nereid    av,    25x97.6, 

vacant.      M   Le    Clure    600 

Wickham  av,   e   s,   475   s   Nereid  av,    100x97.6, 

vacant.      Chas    Massoth  • 2.100 

Wickham   av.    e  s.   575   s  Nereid  av,   200x97.6, 

vacant.      E    J    Brady 4.000 

Nereid   av,   s  s.   24.3  e  Wickham  av,   24.5x100. 

vacant.      V    Palemeri    700 

Nereid  av,  s  s,  48.10  e  Wickham  av,  121.3x100, 

vacant.      S    Foorst    3,250 

Nereid  av,  s  s.  1.50.6  e  Wickham  av,  24'5xl0<), 

vacant.     S  Foerst    800 

Nereid    av,    s    w    cor    Wickham    av,    24.5x100, 

vacant.       L    Penfleld     950 

Wickham   av,    w   s.    100   s   Nereid   av,    50x97.6, 

vacant.       P     McCabe     1.300 

Wickham   av,    w   s,    150   s   Nereid   av,    75x97.6. 

vacant.      Chas   Miller    1,800 

Wickham  av,   w  s,   225  s  Nereid  av,   10K)x97.6, 

vacant.      E    J    Cahill    2,300 

Wickham   av,    w   s,    325   s   Nereid   av,    50x97.6, 

vacant.     S  Tarr   1,150 

Wickham    av,    w   s,   375   s   Nereid  av,   25x97.6. 

vacant.      A    Blum     550 

Wickham  av,   w  s,   400  s  Nereid  av,   100x97.6. 

vacant.      A  Wabst    2,200 

Wickham   av,    w   s,    500  s   Nereid   av,    25x97.6. 

vacant.      S    Tarr    500 

Wickham   av,    w   s,    525   s    Nereid   av,    50x97.6, 

vacant.     J  Frank   1.000 

Wickham   av, -w   s,   575  s  Nereid  av,   100x97.6, 

vacant.      A   Caspar    2.000 

Wickham   av,   w  s.  675  s  Nereid  av,  41.7xl00x 

29.6x97.6,    vacant.      H   Wabst 575 

•Nereid  av,   s  s,  24.5  w  Wickham  av,  24.5x100. 

vacant.      J    F    Penfleld    675 

Nereid  av,   s  s.  48. 9  w  Wickham  av.  07.7x100. 

vacant.  American  Exchange  Realty  Co.. 2. 600 
Xereid   av,   s  w  cor  Barnes  av,   runs  s  89  x  e 

24.3  X  n  100  X  w  12.5  x  s  w  16  to  beginning. 

vacant.     J  Bain 800 

Guntber  av,  e  s.  89  s  Barnes  av,  25x97.6,  va- 
cant.     R   J   Tobin.    Jr 600 

Gunther    av,    e    s,    114    s    Barnes    av,    50x07.6, 

vacant.      L    Boccio     ,,..1,150 


Gunther  av,  e  s,  164  s  Barnes  av,  100x07.6, 
vacant,    E    J    Cahill    ; 2,300 

Gunther  av,  e  s,  264  s  Barnes  av,  125x97.6, 
vacant.      American    Exchange    Realty    Co. 2. 750 

Gunther  av,  e  s,  389  s  Barnes  av,  75x97.6, 
viicant.     Chas  Massoth  1.725 

Gunther  av.  e  s.  464  s  Barnes  av,  50x07.6, 
vacant.      W  Kenny    ,...1,100 

Gunther  av,  e  s,  514  s  Barnes  av,  25x97.6, 
vacant.      D   McDonald    525 

Gunther  av,  e  s,  5.39  s  Barnes  av,  100x97.6, 
vacant.      D    Frieberger    '.2.000 

Gunther  av,  e  s,  639  s  Barnes  av,  100x97.6, 
vacant.      J    Frank     2.()00 

Nereid  av,  n  e  cor  Wickham  av,  24.3x100, 
vacant.      M    J    Madden    800 

Nereid  av,  n  s,  24.3  e  Wickham  av,  24.5x100. 
vacant.      M    J    Madden    650 

Nereid  av,  n  w  cor  Bruner  av,  24.5x100, 
vacant.     R  Deitzel .' 850 

Nereid  av,  n  s,  24.5  w  Bruner  av,  24.5x100. 
vacant.      R    Deitzel    750 

Nereid  av,  n  s,  —  w  Bruner  av,  97.7x100. 
vacant.     F    Webber     2,600 

Bruner  av,  w  s,  100  n  Nereid  av,  100x97.6, 
vacant.       E     J     Cahill     2,400 

Bruner  av,  w  s,  200  n  Nereid  av,  runs  n  25  x 
w  132  to  s  s  Barnes  av,  x  s  36.7  x  e  159. 
vacant.      G  T   Smith    850 

Bruner  av,  w  s,  225  n  Nereid  av,  runs  e  105.4 
to  Barnes  av.  x  s  36.7  x  e  132.2  x  n  25,  va- 
cant.     G   T    Smith    750 

Bruner  av,  w  s,  250  n  Nereid  av,  runs  e  78.6 
to  Barnes  av,  x  s  36.7  x  e  105.4  x  n  25, 
vacant.      G   T   Smith    650 

Bruner  av,  w  s,  275  n  Nereid  av,  runs  n  73 
to  Barnes  av,  x  s  107.3  x  e  78.6,  gore,  va- 
cant.     U    Grant    750 

Wickham  av,  e  s,  100  n  Nereid  av,  50x97.6, 
vacant.      Chas    Miller    1.500 

Wickham  av,  e  s,  150  n  Nereid  av,  25x07.6, 
vacant.     Chas  Miller    750 

Barnes  av,  s  e  cor  Wickham  av,  36.7x88  4 
xLuxUl.6.  vacant.     Chas  Miller 600 

Barnes  av,  n  e  cor  230th  st,  25x07.6x24.3x96. 
vacant.      J    Georgen    050 

Barnes  av,  n  s,  25  n  e  239th  st,  25x90x25x 
07.6.      J   Georgen    650 

Barnes  av,  n  w  s,  50  n  e  239th  st,  275x115.11 
x275x99.   vacant.     F  Webber   6,600 

Barnes  av,  n  w  s,  325  n  e  239th  st,  2S.5x 
llS.9x—xll,5.11^  vacant.      H    J    Cochran. .'.... 450 

Nereid  av,  n  w  cor  Wickham  av,  runs  n  110.7 
to  Barnes  av,  x  s  w  34  x  s  87.4x25  to  be- 
ginning,   vacant.      Isaac   Smith    .975 

Nereid  av,  n  s,  25  w  Wickham  av,  runs  n  87.4 
to  Barnes  av,  x  s  w  34  x  s  —  x  e  25  to  be- 
ginning,    vacant.       H    Wabst     700 

Barnes  av,  n  e  cor  Nereid  av,  runs  e  68.7x 
n  —  X  s  w  94  to  beginning,  gore,  vacant. 
A    Caspar    900 

Barnes  av,  n  w  cor  230th  st,  25x100x25.0x100, 
vacant.      J   J   Gilligan    1,200 

Barnes  av.  n  w  s.  25  s  239th  st.  50x100. 
vacant.      J  A   Smith    1.600 

Barnes  av,  n  w  s,  75  s  w  230th  st,  25x100, 
vacant.      P   Noe    725 

239th  st,  s  s,  100  n  w  Barnes  av,  runs  s  w 
106.1  X  s  e  43.8  x  n  e  100.9  x  n  w  —  to  be- 
ginning,   vacant.      P    Frank    400 

Barnes  av,  n  w  s,  100  s  w  239th  st,  143. 8x 
52.6x159x25,     vacant.       G     Fischer 1.700 

Barnes  av,  n  w  s.  150  s  w  2.39th  st,  50xl50x 
50.0x168.3,     vacant.       F     Webber 1,600 

Barnes  av.  n  w  s,  200  s  w  2.39th  st,  50x168.3 
x50.9xl77.6,    vacant.      J    Georgen    1,200 

Nereid  av,  n  w  cor  Barnes  av,  runs  n  e 
49.9  x  n  w  00.1  x  s  09.11  x  e  25  to  be- 
ginning,   vacant.      S    Foerst    950 

Nereid  av.  n  s,  25  w  Barnes  av,  25x99.9 
x36.7xl26.9.  vacant.     S  Foerst   . .'. 950 

Nereid  av,  n  s,  50  w  Barnes  av,  25x126. 9x 
36.7x153.7,    vacant.      P    Hauserman    650 

Nereid  av,  n  s,  75  w  Barnes  av,  runs  e  25  x 
n  153.7  X  n  w  14  X  s  w  1S.3  x  s  154  to  be- 
ginning,  vacant.      P  Hauserman    750 

Nereid  av,  n  s,  100  w  Barnes  av,  50x154x59.3 
X122.3,    vacant.      P    Noe    1,400 

Nereid  av,  n  s,  l.'iO  w  Barnes  av,  25x132. 3x—x 
105.3.  vacant.     Gus  Smith   650 

Nereid  av,  u  s,  175  w  Barnes  av,  25x105. 3x 
0I.IO-X.S5.4,    vacant.      Gus    Smith    600 

Nereid  a'v,  n  s,  225  w  Barnes  av,  25x85. 4x — x 
63.9.    vacant.      E    Joseph     650 

Nereid  av,  n.e  cor  Byron  av.  runs  e  68.6  x  n 
63.6  to  Byron  av.  x  s  w  93.6  to  beginning, 
gore,    vacant.      E   Joseph    850 

Nereid  av.  s  w  cor  Barnes  av.  runs  w  82.4  x  s 
76.9  to  Barnes  av.  x  n  e  112.6  to  beginning, 
vacant.      F    H   Miller    1.000 

Nereid  av,  s  s;  S2.4  w  Barnes  av,  25x100x34.1 
x76.9,    vacaht.      V   Palemeri    675 

Nereid  av,  s  s,  107.4  w  Barnes  av,  25x100, 
vacant.    V  Palemeri  650 

(Continued   on   page  612.) 
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Official  Xepal  TRotlces. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  Septem- 
ber li2  to  October  6,  I'JUG,  of  the  confirmation 
by  the  Supreme  Court  aud  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  OPENING  AND  AC- 
QUIRING TITLE  to  the  following-named  place 
in    the    BOROUGH    OP    THE    BRONX: 

24TH  WARD,  SECTION  11.  PALISADE 
PLACE— OPENING,  from  Popham  Avenue  to 
Sedgwick  Avenue.  Confirmed  April  7,  1906;  en- 
tered  September  21,    1006. 

HERMAN   A.    METZ, 

Comptroller. 
City  of  New  York.  September  21,  WOO.  (20058) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  Sep- 
tember 26  to  October  0,  1006,  of  the  confirmation 
iDy  the  Board  of  Assessors  and  the  entering  in 
the  Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  -LOCAL  IMPROVE- 
MENTS IN  THE  BOROUGH  OP  MANHATTAN: 

12TH  WARD,  SECTION  7.  ST.  NICHOLAS 
AVENUE— REPAIRING  SIDEWALKS,  east  side, 
from  the  north  curb  of  137th  Street  to  4S0  feet 
north. 

.  HERMAN  A.   METZ, 

Comptroller. 

City  of  New  York,   September  2'>,   1006.   (20119) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  Octo- 
ber 3  to  16.  lOOO,  of  the  confirmation  by  the 
Board  of  Assessors  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  LOCAL  IMPROVE- 
MENTS   IN    THE    BOROUGH    OP   THE    BRONX: 

23D  WARD,  SECTION  0.  EAST  164TH 
STREET  AND  GRANT  AVENUE— RECEIVING 
BASINS  at  the  northwest  corner.  2:iD  WARD, 
SECTION  10.  POX  STREET— SEWER,  between 
Wales  Avenue  and  Beach  Avenue. 

HERMAN  A.   METZ, 

Comptroller. 

City  of   New  York,   October  2,    1906.       (29202) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OP  Octo- 
ber 10  to  23,  1906,  of  the  confirmation  by  the 
Board  of  Assessors  and  .  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  LOCAL  IMPROVE- 
MENTS   in    the    BOROUGH    OF    THE    BRONX: 

2:!D  WARD,  SECTION  0.  BROWN  PLACE- 
SEWER,  between  East  133th  Street  and  137th 
Street. 

HERMAN    A.    METZ, 

Comptroller. 

City  of  New  York.  October  0,   1006.  (20340) 


proposals. 


public  flOttCCB. 


proposals. 


DEPARTMENT  OP  DOCKS  AND  PERRIES. 
Sealed  bids  for  slag  or  granite  paving  at 
Rector  Street  Section,  North  River  (1026)  will 
be  received  by  the  Commisioner  of  Docks  at 
Pier  "A,"  Battery  Place,  until  12  o'clock  noon, 
October  15th,  1006.  (For  particulars  see  City 
Record.)  (20241) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricily,  Room  13.36,  Nos  13  to  21  Park  Row, 
Borough  of  Manhattan,  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until 
2    o'clock    P.    M.    on 

WEDNESDAY',     OCTOBER    24,     1906, 
Boroughs  of  Manhattan  and  The  Bronx. 
For     furnishing     and     delivering     agricultural, 
mechanics'    and    contractors'    tools,    paints,    oils, 
hardware,    miscellaneous   supplies,    etc. 
For   full    particulars    see   City    Record.  t 

WILLIAM   B.   ELLISON, 
Commissioner   of   Water   Supply,    Gas   and    Elec- 
tricity. 
The  City  of  New  York,  October  3,  1900.  (29258) 

Office  of  the  Department  of  Parks,  Arsenal 
Building.  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  the  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  Office 
of  the  Department  of  Parks  until  3  o'clock 
P.   M.    on 

THURSDAY.    OCTOBER    18,    1006, 
Borough   of   Manhattan. 
For    constructing    a    pjpe    sewer    and    appurte- 
nances  from   the   cottage   south   of   the   Seventy- 
ninth  Street  Transverse  Road  near  the  East  Drive 
to  the  brick  sewer  in  the  said  Transverse  Road 
near  Fifth  Avenue,   for  connecting  the  said  cot- 
tage   by   means   of   wrought   iron    pipes   with   the 
Croton    main    in    said    Transverse    Road    and    for 
building  brick  manholes  on  existing  brick  sewers 
in  the  vicinity  of  the  proposed  sewer,  all  in  Cen- 
tral   Park. 
For   full    particulars   see    City    Record. 
MOSES    HERRMAN, 

President: 
JOSEPH  I.  BERRY. 
MICHAEL    J.    KENNEDY', 

Commissioners    of    Parks. 
Dated  October  6,   1006.  (20311) 

Office    of    the    Department    of    Parks,    Arsenal 

guilding.    Fifth   Avenue   and   Sixty-fourth   Street, 
orongh    of    Manhattan,    the    City    of    New   York. 
SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived   bv   the   Park   Board   at    the    above   Office 
of    the    Department    of    Parks    until    3    o'clock 
P.    M.    on 

THURSDAY.    OCTOBER    l.S.    1006, 
For   furnishing   ail    the    labor    and    material    for 
completely    erecting    a    rubble    stone    foot    bridge 
in   the   Botanical    Garden    in    Bronx    Park. 
For  full  particulars   see   City   Record. 
MOSES    HERRMAN, 

President: 
JOSEPH  I.  BERRY. 
MICHAEL    J.    KENNEDY. 

Commissioners    of    Parks. 
Eated  October  6,   1906.  (29311) 


Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  the  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  Office 
of  the  Department  of  Parks  until  3  o'clock 
P.    M.    on 

THURSDAY,    OCTOBER    18,    1906, 
Borough  of  Brooklyn. 
No.  1.    For  furnishing  all  labor  and  materials 
necessary  for   the  erection   and   completion   of  a 
shelter  house,  Winthrop  Park,  Borough  of  Brook- 
lyn. 

No.  2.    For   furnishing   all   the   labor   and   ma- 
terials    necessary     to     construct     and     complete 
granite  entrance  at  Ninth  Avenue  and  Fifteenth 
Street,    Prospect    Park,    Borough   of   Brooklyn. 
For   full   particulars   see   City   Record. 
MOSES    HERRMAN, 

President; 
JOSEPH  I.  BERRY, 
MICHAEL    J.    KENNEDY, 
(29277)  Commissioners  of   Parks. 

Headquarters  of  the  Fire  Department  of  the 
City  of  New  York,  Nos.  137  and  139  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  the  City 
of    New    York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office   until   10.30  o'clock  A.    M.,   on 

FRIDAY,   OCTOBER,   19,   1906. 
Boroughs   of   Brooklyn    and    Queens. 
No.    1.    For   furnishing   all   the   labor   and  ma- 
terials  required  for  the  erection   and  completion 
of  a  new  building  and  extension  for  a  hook  and 
ladder    company    to    be    located    on    the    easterly 
side   of   Ralph   Avenue,   25  feet  north   of   Bergen 
Street,    Borough   of   Brooklyn. 
For  full   particulars  see  City   Record. 

JOHN   H.   O'BRIEN, 

Fire  Commissioner. 
Dated  October  8,  190G.  (29325) 

Headquarters  of  the  Fire  Department  of  the 
City  of  New  York,  Nos.  157  and  139  East  Sixty- 
seventh  Streets,  Borough  of  Manhattan,  the  City 
of  New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office    until    10.30  o'clock   A.    M.    on 

FRIDAY,  .OCTOBER   10,    1900. 
Boroughs  of  Manhattan  and  The  Bronx. 

No.  1.  For  furnishing  and  delivering  twenty- 
five  hundred  feet  of  l^/^-inch  rubber  fire  hose. 

No.  2.  For  furnishing  and  delivering  fifty 
thousand  feet  of  2i^-inch  rubber  fire  hose. 

No.  3.  For  furnishing  and  delivering  ten  thou- 
sand feet'  of  3-inch  rubber  fire  hose. 

No.  4.  For  furnishing  and  delivering  eleven 
hundred  feet  of  3i/^-inch  rubber  fire  hose. 

For  full  particulars  see  City  Record. 

JOHN   H.   O'BRIEN, 

Fire  Commissioner. 

Dated    October    8,    1906.  (29325)- 

DEPARTMENT  OF  DOCKS  AND  FERRIES. 
Sealed  bids  or  estimates  for  cement  (1031)  will 
be  received  by  the  Commissioner  of  Docks  at 
Pier  "A,"  Battery  Place,  until  12  o'clock  noon, 
October  19th,  1906.  (For  particulars  see  City 
Record.)  (20303) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  1536,  Nos.  13  to  21  Park  Row, 
Borough   of  Manhattan,   The   City  of  New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived -by  the  Commissioner  of  Water  Supply, 
Gas  and  Electxicity  at  the  above  office  until  2 
o'clock  P.   M..   on 

WEDNESDAY,    OCTOBER   24,    1906. 
Borough  of  Brooklyn. 
No.   3.    For  furnishing,   delivering  and  install- 
ing   Surface    Condensers,    etc.,    at    the    Millburn 
Pumping  Station,  Baldwins,  Long  Island. 
For  full   particulars  see  City   Record. 

WILLIAM    B.    ELLISON, 

Commissioner. 
Dated  October  5.  1906.  (29318) 

Police  Department  of  the  City  of  New  York, 
No.   300  Mulberry  Street. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Police  Commissioner  of  the  Police 
Department  of  The  City  of  New  Y'ork  at  the 
above  office  until  10  o'clock  A.  M.  on 

MONDAY,    OCTOBER    22.    1900. 

For  furnishing  all  the  labor  and  materials 
necessary  in  installing,  furnishing  and  erecting 
all  the  new  steam  boilers  and  improving  heating 
systems,  at  the  Thirty-third.  Forty-third,  Forty- 
eighth,  Forty-ninth.  Fifty-first.  Fifty-second, 
Fifty-third.  Fifty-fifth,  Fifty-sixth,.  Sixty-first 
and  Sixty-fourth  precinct  police  stations,  as  per 
specifications,  for  the  Police  Department  of  The 
City    of    New    Y'ork. 

For  full  particulars  see  City  Record. 

THEODORE    A.    BINGHAM, 

Police    Commissioner. 

Dated    October   9.    1906.  (29353) 

Police  Department  of  the  City  of  New  York, 
No.   300  Mulberry  Street. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Police  Commissioner  of  the  Police 
Department  of  The  City  of  New  York  at  the 
above  office  until  10  o'clock  A.  M.  on 

MONDAY,    OCTOBER    22,    1006. 

For  furnishing  all  the  labor  and  materials 
required  in  making  and  completing  general  re- 
pairs, alterations  and  painting,  etc..  at  the 
Forty-fourth,  Forty-sixth.  Forty-seventh.  Forty- 
eighth,  Fifty-first,  Fifty-second  and  Fifty-sixth 
precinct  stations,  as  per  specifications,  for  the 
Police  Department  of  The  City  of  New  York. 

For  full  particulars  see  City  Record 

THEODORE    A.    BINGHAM, 

Police    Commissioner. 

Dated    October   9.    1906.  (29353) 


CORPORATION  SALE  OP  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL   ESTATE. 

Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of  the 
powers  vested  in  them  by  law,  will  offer  for 
sale  at  public  auction  the  buildings,  parts  ot 
buildings,  etc.,  standing  upon  property  owned 
by  the  City  of  New  York,  acquired  for  school 
purposes,    said    buildings    being    situated    in    the 

BOROUGH  OP  MANHATTAN 
and    erected    upon    property    bounded    and    de- 
scribed as  follows: 

BEGINNING  at  a  point  in-  the  northerly  line 
ot  Bast  8.Sth  Street  distant  176  feet  easterly  from 
the  easterly  line  of  1st  Avenue;_  running  thence 
northerly  and  parallel  with  1st  'Avenue  100  feet 
^Vz  inches:  thence  easterly  and  parallef  with 
East  8Sth  Street  180  feet;  thence  southerly  and 
again  parallel  with  1st  Avenue  100  feet  8^ 
inches  to  the  northerly  line  ot  East  88th  Street; 
thence  westerly  along  the  northerly  line  of  East 
S8th  Street  180  feet  to  the  point  or  place  ot 
beginning. 

By  direction  ot  the  Comptroller,  the  sale  ot  the 
above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  ot 
the  Collector  of  City  Revenue,  Department  ot 
Finance.  The  sale  will  take  place  on 
FRIDAY,  OCTOBER  19,  1906, 
at  11  A.  M.,  on  the  premises,  and  will  be  sold 
for  the  highest  marketable  price  at  public 
auction. 

For  further  particulars  see  "City  Record." 
H.    A.    METZ, 

Comptroller. 

City  ot  New  York— Department  of  Finance, 
(•29261)      Comptroller's  Office,  October  1,   1906. 


NOTICE  TO  TIXPMERS. 


Department    of  Finance, 
Bureau    for   the    Collection  of   TaxM. 
■     No.    bl  Chambers  Street. 
Borough    of  Manhattan, 
New  York,    September  24lh     1906. 

NOTICE  IS  HEREBY  GIVEN  that  the  Ass*s»- 
ment  rolls  of  Real  Estate  and  Personal  Property 
in  The  City  of  New  York  for  the  year  1906.  and  th« 
■warrants  for  the  collection  of  taxes,  have  been 
delivered  to  the  undersigned,  and  that  all  the  taxes 
on  Bald  assessment  rolls  are  due  and  payable  on 
Monday.  October  1.  1906,  at  the  office  of  (he  Re- 
ceiver ©f  Taxes  In  the  borough  in  which  the  prop- 
erty is  located,   as  follows: 

Borough  of  Manhattan.  No.  5i  Chambera  street, 
Manhattan.    N.    Y.  ; 

Borough  of  The  Bronx,  corner  Third  and  Tremont 
■venues.    The    Bronx,    N.    Y.  : 

Borough  of  Brooklyn,  Rooms  2.  4.  6  and  8.  Munlc- 
'Ipal  Building.    Brooklyn.    N.    Y. ; 

Borough  of  Queens  comer  Jackson  avenue  and 
Fifth   street.    Long   Island    City.    N.    Y. ; 

Borough  of  Richmond.  Borough  Hall,  St.  Georf*. 
etaten   Island.    N.    Y. 

In  case  of  payment  during  October  the  person 
so  paying  shall  be  entitled  to  the  benefits  men- 
tioned In  section  915  of  the  Greater  New  York 
Charter  (chapter  378,  L-aws  ol  1897),  vlt. :  A  deduc- 
tion of  Interest  at  the  rate  of  6  per  cent,  per 
annum  between  the  i3ay  of  such  payment  and  the 
1st   day  of  December  next. 

ALL  BILLS  PAID  DURING  OCTOBER  MUST 
BE  REBATED  BEFORE  CHECKS  ARE  DRAWN 
FOR    PAYMENT. 

When  checks  are  mailed  to  the  Receiver  of  Taxes 
they  MUST  BE  ACCOMPANIED  BY  ADDRESSE:D 
ENVELOPES  WITH  POSTAGE  PREPAID  In  order 
to    insure   return  of   receipted   bills   by  mail. 

Checks  dated  October  lit  should  be  mailed  to  th» 
Receiver  as  soon  as  possible  after  bills  have  been 
received  by  the  taxpayer. 

Draw  checks  only  to  the  order 
of  the  Receiver  of  Taxes. 

DAVID    K.    AUSTEN. 

Receiver  ol  Tax*!. 


CORPORATION  SALE  OP  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL   ESTATE. 

Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of  the 
'  powers  vested  in  them  by  law,  will  offer  for 
sale  at  public  auction  the  buildings,  parts  of 
buildings,  etc.,  standing  upon  property  owned 
by  the  City  of  New  York,  acquired  for  school 
purposes,    said    buildings    being    situated    in    the 

BOROUGH   OF   THE   BRONX 
and    erected    upon    property    bounded    and    de- 
scribed as  follows: 

BEGINNING  at  a  point  formed  by  the  inter- 
section of  the  easterly  line  of  the  landt  of 
Public  School  3  with  the  southerly  line  of  East 
157tb  Street,  which  point  is  distant  266.74  feet 
easterly  from  the  easterly  line  of  Courtlandt 
jivenue,  and  running  thence  easterly  along  the 
southerly  line  of  East  157th  Street  100  feet; 
thence  southerly  and  parallel  with  the  easterly 
line  of  the  lands  of  said  school  100  feet;  thence 
westerly  and  parallel  with  Bast  157th  Street  5# 
feet;  thence  again  southerly  and  again  parallel 
with  the  easterly  line  of  the  lands  of  said  school 
Sn.::J  feet;  thence  westerly  in  a  straight  line  to 
the  southeasterly  corner  of  the  lands  of  said 
school;  thence  northerly  along  the  easterly  line 
of  said  school  191.78  feet  to  the  southerly  line 
of  East  157th  Street,  the  point  or  place  of  be- 
ginning. 

By  direction  of  the  Comptroller,  the  sale  of  the 
above  described  buildings  and  appurtenances 
mereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.     The  sale   will    take  place  on 

MONDAY,     OCTOBER     22,     1906, 
at  11   A.   M..   on  the  premises,  and  will  be  sold 
for     the     highest     marketable    price     at    public 
auction. 

H.    A.    METZ, 

Comptroller. 

City  of  New  York— Department  of  Finance, 
(29263)      Comptroller's  Office,  October  1,  1906. 
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proposals 


PUBLIC  NOTICE  is  hereby  given  to  the  owner 
or  owners  of  all  houses  and  lots,  improved  or 
unimproved  lands  affected  thereby,  'bat  he  fo  - 
lowing  proposed  assessments  have  been  com- 
pleted and  are  lodged  in  the  9ffl'=«,°U?,^„B°ard- 
of  Assessors  for  examination  by  all  persons  in- 
terested,  viz. : 

BOROUGH    OF    BROOKLYN. 
L's-  SO^S    No.  1.     Regulating,  grading,  curbing 
and   iaying   cement   sidiwalks   on    East    Eleventh 
Street,  between  Beverley  and  Cortelyou  Roads. 

List  SIB3,  No.  2.  Sewer  in  Troutman  Street, 
from  Irvine  to  Wyckoff  Avenue. 

lTsI  SS134  No.  :i  Sewer  in  Bushwick  Avenue, 
we-iterly  side,  from  Jefferson  Avenue  to  the  ex- 
istine  sewer  south  of  Hancock  Street. 

Ust  lull  No.  4.  Sewer  in  Starr  Street,  from 
Irving  to  Wyckoff  Avenue.  „.  .  ■■       ■   i,.>, 

Lisf  «I36,  No.  5.  Sewer  in  Thirty-eigh.h 
Street,   between   Third  and   Fifth  Avenues 

List  S943  No.  G.  Sewer  in  Sixtieth  Street,  be- 
tween  Fifth  and   Sixth  Avenues. 

List  8944.  No.  7.     Sewer  in  West  Ninth  Street, 
from  Clinton  to  Henry  Street.         ^    ^..  .     ,„.,„,,, 
Li"t   8947     No.    8.      Paving    East   Thirty-fourth 
Street    from  Avenue  F  to  Glenwood   Road. 

List  S!t7.-.  No.  9.  Paving  with  asphalt  pave- 
ment West  Ninth  Street,  between  Clinton  and 
Henry  Streets.  ^      .,         ,, 

List  8989  No.  10.  Laying  cement  s.dewalks 
ou  both  sides  of  Fifty-second  Street  between 
Sixth  and  Seventh  Avenues;  Fifty-eighth  Street, 
north  side  between  Sixth  and  Seventh  Avenues, 
and  on  Thirtieth  Street,  north  side,  between 
Third  and  Fourth  Avenues. 
For  full  particulars  see  City  Record. 

■  ANTONIO   ZUCCA. 

PAUL   WEIMANN. 
JAMES    H.    KENNEDY. 
Board  of  Assessors 
WILLIAM    H.    JASPER. 

Secretary, 
No.  320  Broadway. 
City  of  New  York,  Borough  of  Manhattan,         ( 
(29378)  October  11.    1906.      i 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL   ESTATE. 

Public  not.ce  is  hereby  given  that  the  t-omra.s- 
sioners  of  the  Sinking  Fund,  by  virtue  of  the 
powers  vested  in  them  by  law.  will  offer  tor  sal 
at  public  auction  the  buildings,  parts  of  build- 
ings, etc..  standing  upon  property  owned  by  The 
City  of  New  York,  acquired  for  the  Board  of 
Education,    said   buildings   being  situated   in    the 

BOROUGH    OF    BROOKLYN, 
and  erected  upon  property  bounded  and  described 
as  follows:  ^    ^      ^,       .    , 

BEGINNING  at  a  point  formed  by  the  inter- 
section of  the  southerly  line  of  Tillary  Street 
with  the  westerly  line  of  Bridge  Street,  and 
running  thence  westerly  along  the  southerly  line 
of  T  llary  Street  215  feet  1  inch  to  the  easterly 
1  ne  of  Lawrence  Street;  thence  southerly  along 
the  easterly  line  of  Lawrence  Street  1.50  feet  - 
inches;  thence  easterly  and  parallel  or  nearly  so 
with  Tillaiy  Street  215  feet  (i  inches  to  the 
westerly  line  of  Bridge  Street;  thence  northerly 
along  the  westerly  line  of  Bridge  Street  l.iO 
feet  to  the  southerly  line  of  Tillary  Street,  the 
point  or  place  of  beginning,  be  the  said  several 
dimensions  more  or  less. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above  described  buildings  will  be  made  under 
the  .supervis.on  of  the  Collector  of  City  Revenue. 
Department  of  Finance.  The  sale  will  take  place 
on 

MONDAY,    NOVEMBER    12.    1906, 

at  11   A.    M..   on   the  premises,   and  will  be  sold 
for  the  highest   marketable   price. 
For  further  particulars  see  City  Record. 

H.   A.   METZ, 
Comptroller. 
City  of  New  York.  Department  of  Finance,      | 
(29.384)         Comptroller's  Office,  October  3.  1901).  j 

CORPORATION     SALE     OF     BUILDINGS     AND 
APPURTENANCES     THERETO     ON      CITY 
REAL   ESTATE. 
Public  notice  is  hereby  given  that  the  Commis- 
sioners  of   the    Sinking    Fund,    by    virtue   of    the 
powers  vested  in  tiiem  by  law.  will  offer  for  sale 
at   public   auction    the   buildings,    parts   of   build- 
ings, etc..  standing  upon  property  owned  by  The 
City   of   New   York,   acquired   tor   the   use  of   the 
Department     of     Health,     said     buildings     being 
situated   in    the 

BOROUGH    OF    BROOKLYN, 
and  erected  upon  property  bounded  and  described 
as   follows: 

BEGINNING  at  a  point  of  intersection  of  the 
westerly  side  of  Fleet  Place  with  the  southerly 
side  of  Willoughby  Street,  and  running  thence 
westerly  along  the  southerly  side  of  Willoughby 
Street  101. VIS  feet  to  the  easterly  line  of  a  street 
as  shown  on  a  "Draft  Damage  Map  in  the  mat- 
ter of  acquiring  title  to  the  street  as  an  approach 
to  Manhattan  Bridge,  extending  from  Nassau 
Street  to  the  intersection  of  Flatbush  Avenue 
and  Fulton  Street,  in  the  Fourth,  Fifth  and 
Eleventh  Wards.  Borough  of  Brooklyn.  City 
of  New  York."  filed  in  the  office  of  the  Presi- 
dent of  the  borough  of  Brooklyn,  dated  New 
York.  October  14.  1904.  and  approved  by  the 
Commissioner  of  Public  Works  on  that  date; 
thence  running  southeasterly  along  the  easterly 
line  of  said  street  184.17  feet,  more  or  less,  to 
the  northwesterly  side  of  Fleet  Street;  thence 
northeasterly  along  tile  northwesterly  side  of 
Fleet  Street  01.53  feet  to  the  westerly  side  of 
Fleet  Place,  and  thence  northerly  along  the 
westerly  side  of  Fleet  Place  115.19  feet  to  the 
point  or  place  of  beginning. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  o 
the  Collector  of  City  Revenue.  Department  of 
Finance.     The  sale  will   take  place  on 

TUESDAY,    NOVEMBER    13.    1906. 
at  1   P.    M..    on    the   premises,    and   will   be   sold 
for  the  highest   marketable   pricie. 
For  further  particulars  see  City  Record. 

H.   A.   METZ. 
Comptroller. 
Citv  of  New  York.  Department  of  Finance.      / 
(29384)        Comptroller's  Office.  October  5,  190G.  ) 


MUNICIPAL     CIVIL     SERVICE     COMMISSION. 
299  Broadway. 
New   York.   October  2,   1906. 
PUBLIC    NOTICE     IS     HEREBY    GIVEN     that 
the  examination  for  the  position  of  DIETITIAN, 
advertised    to    take    place    on    Tuesday.    October 
9th     has    been    postponed    until    WEDNESDAY, 
OCTOBER    31  ST,     ISO'!. 

Applications  will  be  received  until  Thursday, 
October  25,   lOOB,  4  P.   M.  „„„v.^„„ 

FRANK  A.  SPENCER, 
(29224)  Secretary. 

MUNICIPAL     CIVIL     SERVICE     COMMISSION. 
299   Broadway. 
New   York,   October  9.   1906. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  that  an 
open  competitive  examination  for  the  position  of 
STENOGRAPHER  AND  TYPEWRITER  (MALE 
AND  FEMALE)  will  be  held  on  Monday,  Octo- 
ber 29.    1906.  at  10  A.   M. 

The  receipt  of  applications  will  close  on  Thurs- 
day. October  18.  at  4  P.  M.  ' 

The  salary  is  .$750.  $900  and  $1,OjO  per  annum. 

Successful  candidates  will  be  certified  for  em- 
p'.oyment  bevond  the  limits  of  the  City  of  New 
York  and  will  not  be  certified  tor  employment 
within  the  limits  of  the  city.     Minimum  age,   18. 

For  scope  of  examination  and  further  informa- 
tion apply  to  the  Secretary.         „„^„„„„ 
FRANK  A.    SPENCER. 
(29293)  Secretary. 


CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CIT-V 
REAL   EST.ATE. 

Public  not.ce  is  hereby  given  that  the  Commis- 
sioners of  the  Sinking  Fund,  by  virtue  of  the 
powers  vested  in  them  by  law.  will  offer  for  sale 
at  public  auction  the  buildings,  parts  of  build- 
ings, etc..  standing  upon  property  owned  by  the 
C  ty  of  New  York,  acquired  for  Carnegie  Library 
purposes,    said    buildings  being   situated   in    the 

BOROUGH    OF    THE    BRONX, 
and  erected  upon  property  bounded  and  described 
as   follows: 

BEGINNING  at  a  point  on  the  curve  forming 
the  southerly  side  of  One  Hundred  and  Sixty- 
ninth  Street  as  now  legally  opened,  said  point 
being  distant  northeasterly,  measured  along  said 
curve  221.77  feet  from  the  beginning  of  said 
curve'  where  it  intersects  the  tangent  forming 
the  easterly  side  of  Franklin  Avenue,  running 
thence  in  a  southwesterly  "direction  124.115  feet; 
running  thence  in  a  northwesterly  direction 
121.24  feet  to  the  southeasterly  side  of  Franklin 
Avenue  as  now  laid  out;  running  thence  in  a 
northeasterly  direction  on  a  curve  along  the 
southerly  side  of  Franklin  Avenue  as  now  laid 
out  178.24  feet  to  the  point  or  place  of  begin- 
ning, said  piemises  being  known  as  Nos.  IL811 
to  1292  Fianklin  Avenue  and  being  recorded  on 
the  Tax  Maps  as  Block  '2015.  Lots  23.  25  and 
28;   the  dimensions  herein   indicated  being-  more 

By  direction  of  the  Comptroller,  the  sale  of 
the  above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervison  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.     The  sale  will   take  place  on 

THURSDAY.    NOVEMBER    8.    1900. 
at  11  A.   M..   on   the  premises,   and  will  be  sold 
for  the  highest  marketable   price. 
For  further  particulars  tiee  City  Record. 

H.   A.    METZ. 
Comptroller. 
City  of  New  York,   Department  of  Finance.      / 
(■J9382)         Comptroller's  Office.  October  3.  190C.  I 

CORPORATION     SALE     OF     BUILDINGS     AND 
APPURTENANCES      THERETO      ON      CITY 
.     REAL   ESTATE. 

Public  notice  is  hereby  given  that  the  Commisj 
sioners  of  the  Sinking  Fund,  by  virtue  of  th"^ 
powers  vested  in  them  by  law,  will  offer  for  sale 
at  public  aucfion  the  buildings,  parts  of  build- 
ings, etc.,  standing  upon  property  owned  by  The 
City  of  New  York,  acquired  tor  the  Board  of 
Education,   said  buildings  being  situated   in   the 

BOROUGH    OF    BROOKLYN, 
and  erected  upon  property  bounded  and  described 
as   follows: 

BEGINNING  at  a  point  formed  by  the  inter- 
so::t1on  of  the  westerly  line  of  Oakland  Street 
with  the  northerly  line  of  Norman  Avenue,  and 
running  thence  westerly  along  the  northerly  line 
of  Norman  Avenue  25  feet  to  the  easterly  line 
of  the  land-T  of  Publ'C  School  34;  thence  northerly 
along  the  easterly  line  of  the  lands  of  Public 
School  34  ninety-five  (95)  feet;  thence  easterly 
and  parallel  wit'n  Norman  Avenue  25  feet  to  \he 
westerly  line  of  Oakland  Street;  thence  south- 
erly along  the  westerly  line  of  Oakland  Street 
95  feet  to  the  northerly  line  of  Norman  Avenue, 
the  point  or  place  of  beginning. 
AND  ALSO 
BEGINNING  at  a  point  formed  by  the  inter- 
section of  the  easterly  line  of  Eckford  Street 
with  the  northerly  line  of  Norman  Avenue,  and 
running  thence  easterly  along  the  northerly  line 
of  Noiman  Avenue  25  feet  to  the  westerly  line 
of  the  lands  of  Public  School  34;  thence  north- 
erly along  the  westerly  line  of  the  lands  of  Pub- 
lic School  34  ninety-five  (95)  feet;  thence  west- 
erly and  parallel  with  Norman  Avenue  25  feet 
to  the  easterly  line  of  Eckford  Street;  thence 
southerly  along  the  ea.'terly  line  of  Eckford 
Street  95  feet  to  the  northerly  line  of  Norman 
Avenue,  the  point  or  place  of  beginning. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above  described  buildings_  and  appurtenances 
there'o  T\ill  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.     The  sale  will  take  place  on 

TUESDAY,    NOVEMBER    13,    1906, 
at  11  A.   M.,  on   the  premises,   and  will  be  sold 
fo"   t^e  highest   marketable   price. 
For  further  particulars  see   City  Record 

H.   A.   METZ. 
Comptroller. 
City  of  New  York.  Department  of  Finance.      ) 
(29382)        Comptroller's  Office,  October  3,  1906.  ( 


Department  of  Public  Charities,  foot  of  East 
Twenty-sixth    Street,    New    York. 

TO    CONTRACTORS. 

PROPOSALS    FOR     BIDS    OR    ESTIMATES. 

SEALEIi    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  Department  of  Public  Charities  at 
the  above  office  until  12  o'clock  M,.  on 
TUESDAY,    OCTOBER   23.    11MI6. 
For    the    transportation    and    burial    of    pauper 
dead  in  the  Borough  of  Queens. 
For  full  particulars  see  City  Record. 

ROBERT  W.    HEBBERD, 
Commissioner. 
The  C;ty  of  New  York,  October  10.  1906. 

Department  of  Health  of  The  City  of  New 
York,  southwest  corner  of  Fifty-fifth  Street  and 
Sixth  Avenue,  Borough  of  Manhattan,  The  City 
of   New  York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
received  by   the  Board  of  Health  of  the  Depart- 
ment of  Health  until  10  o'clock  A.  M.,  on 
TUESDAY,    OCTOBER   23,    1906. 
For    furnishing   all      the   labor   and    furnishing 
and   erecting   all   the   materials   necessary   or  re- 
quired   to   erect   and    complete   a   cow   stable   and 
dairy   building  on    the   grounds   of   the  Tubercu- 
lo.=is    Sanatorium,    at    Ot.sville,    Town    of    Mount 
Hope,  Oiange  County,   New  York. 
For  full  particulars  see  City  Record. 

THOMAS  DARLINGTON,   M.   D., 

President: 
ALVAH  H.   DOTY.  M.  D.. 
THEODORE  A.   BINGHAM. 

Board  of  Health. 
Dated   October   10,    1906. 

Office  of  the  President  of  the  Borough  of 
Manhattan.   City  Hall.  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Borough  of  Man- 
hattan, at  the  City  Hall.  Room  No.  16.  until  3 
o'clock   P.    M..   on 

WEDNESDAY.   OCTOBER  24.   1906. 

No.  1.  For  furnishing  all  the  labor  and  mate- 
rial required  for  building  sewer  and  appurte- 
nances in  Two  Hundred  and  Fourth  Street,  be- 
tween Harlem  River  and  Ninth  Avenue. 

For  full  particulars  see  City  Record. 

.    JOHN    F.    AHEARN, 
Borough  President. 

The  City  of  New  York.  October  12.  1906. 

Headquarters  of  the  Fire  Department  of  The 
City  of  New  York,  Nos.  157  and  159  East  Sixty- 
seventh  Street.  Borough  of  Manhattan.  The  City 
of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office  until  10.30  o'clock  A.  M..  on 

WEDNESDAY,   OCTOBER  24,   1906. 
Borough  of  Brooklyn. 
No.  1.     For  furnishing  all  the  labor  and  mate- 
rials   required    for    additions    and    materials    to 
Headquarter's  Building,   located  at  Nos.  365  and 
367  Jay  Street. 
For  full  particulars  see  City  Record. 

FRANCIS  J.   LANTRY, 
Fire   Commissioner. 
Dated  October  11.  1906. 

Office  of  the  Department  of  Parks.  Arsenal 
Building.  Fifth  Avenue  and  S.xty-fourth  Street. 
Borough  of  Manhattan.  The  City  of  New  York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  Park  Board  at  the  above  office  o 
the  Department  of  Paiks  until  3  o'clock  P.  M.  on 
THURSDAY,    OCTOBER   25.    1906. 
Borough  of  Brooklyn. 
No.  1.     For  furnishing  all  the  labor  and  mate- 
rials   necessary    for    the    erection    and    completion 
01    a   shelter   house   in    Sunset   Park.    Borough   01 
Brooklyn. 

No.  2.  For  furnisihing  all  the  labor  and  mate- 
rials necessary  for  the  erection  and  completion 
of  a  shelter  house  in  Fulton  Park.  Borough  of 
Brooklyn. 

No.  3.     For  furnishing  all  the  labor  and  mate- 
rials  necessary    for    the    election    and    completion 
of  a   shelter   house  in   New   Lots   Park,   Borough 
of  Brooklyn. 
For  full  particulars  see  City  Record. 
MOSES   HERRMAN, 

President; 
JOSEPH   I.   BERRY, 
MICHAEL    J.    KENNEDY, 
(293051  Commissioner-^   of   Parks, 

AUCTION    SALES    OF   THE   AVEEK. 

(Continued  from  page  610.) 

Nereid  av,  s  s,  132.4  w  Barnes  av,  100x100, 
vacant.       C    Hagerman     2.300 

Nereid  av.  s  s.  232.4  w  Barnes  av,  50x100, 
vacant.      C    Hagerman     1,400 

Byron  av,  s  e  cor  Nereid  av,  runs  s  e  79. 6x 
n  9 1. 3  to  Nereid  av.  x  w  11  x  s  w  69.4  to  be- 
ginning,   vacant.      C    Hagerman    775 

Byron  av.  s  e  s.  694  s  w  Nereid  av.  50.6x118.2 
x.jOxlll.     vacant.       C     Witt     1.300 

Byron  av.  s,  e  s.  119.10  s  w  Nereid  av,  50. 6x 
125.3x30x118.2,    vacant.      C   Witt    1,400 

Barnes  av,  n  w  s,  146  9  s  w  Nereid  av,  runs  w 
.82. 2  X  s  e  65.3  to  Barnes  av,  x  n  e  58.6  to 
beginning,   gore,   vacant.     S  J  Klee 625 

Barnes  av.  n  w  s.  204.9  fe  Nereid  av.  25x65.3x 
3S.!)x95.0.   vacant.     A  Caspar    575 

Barnes  av.  n  w  s.  229  s  Nereid  av,  25x95. fix 
.')9. 0x127.3.    vacant.      J    Stewart    675 

Barnes  av.  n  w  s.  254.9  s  Nereid  av,  25x100, 
vacant.      S    Huttner    « 700 

Barnes  av,  n  w  s.  279.9  s  Nereid  av,  25x100. 
vacant.      F  Harrington    700 

Barnes  av,  n  w  s.  ;Hi4.9  s  Nereid  av,  150xl(X), 
vacant.      J    Georgen     4,200 

Barnes  av,  n  w  cor  237th  st,  25x100,  vacant. 
R    Dietzel     1.450 

Barnes  av.  n  w  s.  25  n  e  237th  st.  25x100.  va- 
cant.     C    Massoth    900 

Barnes  av.  n  w  s,  .50  n  e  237th  st.  25x100. 
vacant.      C    Massoth    ^5 

Barnes  av,  n  w  s,  75  n  e  237th  st,  25x100, 
C    Massoth    775 
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Barnes  av,  n  w  s,  100  n  e  237th  st.  25x100, 
vacant.       C    Massoth     800 

Barnes  av,  n  w  s.  1-5  n  e  237th  st,  25x100, 
vacant.      C   Massoth    750 

Barnes  av,  s  w  cor  237th  st,  25x134. 2x27. 6x 
122.(j,     vacant.       R    Dietzel     l.tioO 

Barnes  av,  n  w  s,  25  s  w  237th  st,  25x122. 6x 
27.0x110.9,    vacant.      M    S    Gleason     925 

Barnes  av.  n  w  s.  50  s  w  237th  st,  25xll0.9x 
27.0x95.11,   vacant.     M  T  Gleason    725 

Barnes  av,  n  w  s,  75  s  w  237th  st,  25x95. llx 
28.6x82.1.      M    S   Gleason    550 

Barnes  av,  n  w  s,  100  s  w  237th  st,  25x82.1 
x28.(ixti8.3,   vacant.      M  J   Gleason.. 500 

Barnes  av,  n  w  s,  125  s  w  237th  st,  78x68.3 
.     xl03.6x24.4,    vacant.       E     Daley     800 

Barnes  av,  s  w  cor  Boyd  av,  runs  s  e  71.2 
to  Boyd  av,  x  n  113.2  x  s  w  S8  to  beginning, 
gore,    vacant.      A    Urbansky    950 

Boyd  av,  w  s,  113.2  s  Barnes  av,  32. 2x 
71.2x25x91.4,   vacant.     A  Urbansky   725 

Barnes  av,  s  e  s.  113  s  w  Boyd  av,  150x100, 
vacant.      C  Witt   4,650 

Barnes  av,  s  e  s,  263  s  w  Boyd  av,  157. 6x 
107.!>x94.6xl0U.     vacant.       R     Dietzel     2.875 

Boyd  av.  w  s,  170.2  s  Barnes  av,  75x9x96.3x 
69.4,    vacant.      J    J    Gillespie    550 

Boyd  av.  w  s,  245.2  s  Barnes  av,  50x69. 4x64. 3x 
89.9,     vacant.       A     Blum     1.200 

Boyd  av,  w  s,  295.2  s  Barnes  av,  25xllOx 
32.1x130.3,    vacant.      F    W    Kayser    :.675 

Boyd  av.  w  s,  320.2  s  Barnes  av.  37.10xl30.3x 
26.6x — ,     vacant.       F    W    Kayser-   925 

Barnes  av,  s  e  cor  Boyd  av,  25x97.6.  vacant.  F 
R    McLenan     725 

Boyd  av,  e  s,  25  s  Barnes  av,  50x97.6,  va- 
cant.     F    C    Peters    •...1,300 

Boyd  av,  e  s,  75  s  Barnes  av,  25x97.6,  vacant. 
F    C    Peters     625 

Boyd  av,  e  s,  100  s  Barnes  av,  25x97.6,  va- 
cant.    H   Geeks    600 

Boyd  av,  e  s.  125  s  Barnes  av.  100x97.0, 
vacant.      D    0    Feins    2,300 

Boyd  av,  e  s,  225  s  Barnes  av,  100x97.6,  va- 
cant.    J  F  Peufield    2,300 

Boyd  av,  e  s.  825  s  Barnes  av,  75x97.6,  va- 
cant.     M   J   Torpey    1,725 

Boyd  av.  e  s.  400  s  Barnes  av,  39.2x98.1x50.6x 
97.6.    vacant.      M    J    Torney    825 

Barnes  av,  s  w  cor  Gunther  av,  runs  e  87.11  to 
Gunther  av,  x  n  81.10  x  s  w  120.1  to  begin- 
ning, gore,  vacant.     C  Massoth   975 

Gunther  av,  w  s,  81.10  s  Barnes  av,  25x87.10 
x33. 3x114.2,    vacant.      C  Massoth    700 

Gunther  av,  w  s.  100.10  s  Barnes  av,  50x114. 2x 
64.3x154.6,   vacant.       C  Massoth    1,550 

Barnes  av.  s  e  s.  217.6  s  w  Gunther  av,  32. ix 
77.3x26.11x87.5,    vacant.       M    J    Torpey ...  .550 

Barnes  av,  s  e  s,  249.2  s  Gunther  av,  32. Ix 
87.4x26.11x97.6,     vacant.       M    J    Torpey 625 

Gunther  av,  w  s,  156.10  s  Barnes  av,  50x77. 3k 
53.11x97.6,   vacant.     M  Le  Clure    1,000 

Gunther  av,  w  s,  210.10  s  Barnes  av,  lOOx 
97.0.   vacant.      F  Webber   2,200 

Gunther  av,  w  s,  310.10  s  Barnes  av,  25x97.6, 
vacant.      J    J    Matthews    575 

Gunther  av,  w  s,  335.10  s  Barnes  av,  100x97.6, 
vacant.      F    Webber    2,200 

Gunther  av,  w  s,  435.10  s  Barnes  av,  100x97.6, 
vacant.      J   Reynolds    2,200 


HERBERT  A.  SHERMAN 

REAL  ESTATE 
AUCTIONEER,     BROKER 

APPRAISER,  AGENT 

GROUND    FLOOR    A8T0R    BUILDISQ 

9  Pine  and  10  Wall  St.. 

Uptown  Office.  530  and  532   FIFTH   AVENUE 

(Jorner  44th  St.,  under  5tb  Ave.  Bunk 
Tol.  Connections.     Private  Wire  Between  Ofllees 


Guuther  av,  w  s,  5.35.10  s  Barnes  av.  lOOx 
07.6,    vacant.      G    T    Smith    2.200 

Gunther  av,  w  s,  635.10  s  Barnes  av,  38x97.6x 
2.5.6x81.1,    vacant.      A    L    Lenz 625 

Bleecker  st.  No  1-14,  s  s,  25  w  West  Broad- 
way, 25x125,  3-sty  brk  tenement  and  store. 
(Amt  due,  $3,311.60;  taxes,  &e,  $448.99: 
sub  to  a  "mort  ot  .f20,(X)0.)  Mort  recorded 
March    31,    1904.      Adjourned    sine    die.... 

Park  av,  e  s,  1011  s  213th  st,  runs  s  250  x  e 
173.3  to  White  Plains  rd.  x  n  e  51.7  x  w  88  x 
n  208  X  w  1(W  to  beginning,  three  frame 
buildings   (trustee's  sale).     C  P  Tucker.  .20,000 

JAMES   L.    WELLS. 

Monroe  av.  No  1.S71,  s  w  cor  Hope  pi,  2.5x 
93.1  to  Grand  Boulevard  and  Concourse,  x 
26.10x103.8,  3-sty  frame  dwelling  (exrs  sale) 
Louis    Schrag     11,700 

Monroe  av.  No  1869,  w  s,  25  s  Hoi^e  pi.  25x 
10;i.8  to  Grand  Boulevard  and  Concourse, 
x26. 10x113.6,  3-sty  frame  dwelling  (exrs 
sale).      L    L    Kraus    8,675 

Monroe  av,  Nos  1865  and  1867,  w  s,  50  s  Hope 
pi.  runs  s  50  x  w  115  x  n  46.4  to  Grand 
Boulevard  and  Concourse,  x  n  e  3.10  x  e 
113.6  to  beginning,  two  3-sty  frame  dwell- 
ings   (exrs    sale).      B    Bergfleld    16,1(K) 

Crotona  av.  No  1899,  w  s,  217.7  n  176th  st. 
50x246.2,  2-sty  frame  dwelling.  Eva  W  Bailey 
■. '. 12,.S00 

Crotona  av.  No  lilOl,  w  s,  267.7  n  176th  st,  .50x 
246.2,  2-sty  frame  dwelling  and  frame  stable. 
J    Brunning    12.150 

Arthur  av.  e  s.  172.7  ri  17fith  st.  1110.10x206.2 
xlil0xl93.5,  vacant.     Agnes  K  Mulligan.  .21, 82S 

170th  st,  n  s,  124.10  e  Arthur  av,  lOO.Sx 
109x100x190.4,    vacant.      G    T    Giodano.  .13,400 

JOSEPH   P.    DAY. 

Tiffany  st,  e  s  [intersection  s  w  s  160th  st,  l(K)x 

16tHh  st,  s  w  s|  45,10x79.7x146.2,     vacant.       (Amt 
due,    $11,516.70:    taxes,    &e,    $400:    sub    to    a 
prior   mort   of   $11,000.)      Mort   recorded    Dec 
19,    1904.      Adam    Happel     23,470 

♦Croton  st,  n  e  s,  150  s  e  Audubon  av,  25x92, 
2-sty  frame  dwelling:  all  right,  title,  &c. 
(Sheriffs  sale:  amt  due,  $025.)  Moritz  L 
Ernst    et    al    825 

Sedgwick  av,  w  s,  819.6  n  Cedar  av  (late  River 
View  Terrace),  103.2x1.53.7x105.2x187.11.  2- 
sty  frame  dwelling  and  vacant.  (Amt  due. 
$21. .545.60;  taxes.  &c.  .$362.10.)  Mort  re- 
corded Feb  20,  1905.     Adjourned  to  Qct  26.. 

Total      $301,310 


Corresponding    week,     1905 282,350 

Jan.    1,    1906,    to    date 24,151,419 

Corresponding   period,    1905 26,969,427 


ADVERTISED    LEGAL    SALES. 

Sales  to  be  held  at  the  Real  Estate  Exchange, 
l-i  and  16  Vesey  St.,  except  as  elsewhere  stated. 

Oct.    13. 
No  Legal  Sales  advertised  for  this  day.  , 

Oct.    15. 

162d  st.  No  77S,  n  s,  04.7  w  3d  av,  17x100, 
5-sty  brk  tenement.  Lang  &  Co  agt  Selma  S 
Heim;  sheriff's  sale  of  all  right,  title,  &c, 
which  Selma  S  Heim  had  on  April  13,  1906, 
or  since:  Nicholas  J  Hayes,  sheriff.  By 
Joseph   P   Day. 

27th  st,  Nos  17  and  19,  n  s,  95  w  Madison  av, 
50x98.9.  12-sty  brk  and  stone  hotel.  Cedar 
Street  Co  agt  Wells  Realty  &  Construction 
Co  et  al;  John  M  Stoddard,  att'y,  135  Broad- 
way; Abraham  Stern,  ref.  (Amt  due,  $186,- 
125. .80;  taxes,  &c,  $10,245:  sub  to  a  prior  mort 
of  $li)0.tHIO.)  Mort  recorded  May  18,  1904. 
By    Joseph    P    Day. 

221st  Bt,  s  s,  255  e  2d  av,  50x114,  Wakefield,  two 
3-sty  frame  dwellings.  Juliana  Sponbeimer  agt 
Theodore  Sponbeimer  et  al:  Stllwell  &  Decker, 
att'ys,  787  Tremont  av,  Bronx;  James  O  Far- 
rell,  ref.  (Amt  due,  $2,799.03:  taxes.  Ac, 
$622.37:  sub  to  a  mort  ot  $2,000.)  Mort  re- 
corded Sept  2,  1899.     By  Joseph  P  Day. 

Oct.    16. 

Jackson  av,  w  s,  75  n  156th  st,  150x79.3xl50x 
77,  six  5-sty  brk  tenements. 

Jackson  av,  w  s,  25  n  156th  st,  25x77.1,  5-sty 
brk  tenement. 

Lawyers'  Title  Ins  &  Trust  Co  agt  Eastern 
Union  Realty  Co  et  al;  Philip  S  Dean,  att'y, 
37  Liberty  st;  Abraham  Benedict,  ref.  (Amt 
due,  $51,652.15;  taxes,  &c,  $1,200.)  Mort  re- 
corded April  25,  1004.     By  Joseph  P  Day. 

Oct.    17. 

Boston  rd.  No  1418,  s  s,  about  120  w  Prospect 
av  and  217.11  e  of  a  point  opp  Jefferson  st,  25x 
100,  2-sty  frame  dwelling.  Samuel  P  Savage 
agt  Elizabeth  Graves  et  al;  Curtis,  Mallet,  Pre- 
vost  &  Colt,  att'ys,  30  Broad  st;  Edw  J  Mo- 
Gean,  ret.  (Amt  due,  $2,802.30;  taxes,  &c, 
$o32.22.)  Mort  recorded  April  24,  1903.  By 
Joseph  P  Day. 

West  Farms  rd.  s  e  s.  147.8  n  e  Hoe  st,  lOOx 
96.i)x — x76.11,  vacant.  Lawyers'  Title  Ins  & 
Trust  Co  agt  Moses  Kellman  et  al:  Action  No 
1.  Philip  S  Dean,  att'y,  37  Liberty  st;  Edw 
W  Fox,  ref.  (Amt  due,  $1,.S.52.75:  taxes,  &c, 
$1,500.)  Mort  recorded  Nov  15,  1905.  By 
Joseph   P   Day   . 

Westchester  av,  n  w  s,  191.11  n  e  Hoe  st,  100 
xOO.Ox— x76.ll.  vacant.  Same  agt  same;  Action 
No  2;  same  att'y;  Isaac  Phillips,  ref.  (Amt 
due.  $3.7.82.72;  taxes,  &c,  $1,500.)  Mort  re- 
corded Nov  15,   1005.      By  Joseph  P  Day. 

Oct  18,   19,  20  and  22. 
No    Legal    Sales    advertised   for    these   days. 


CONVEYANCES 


Oct  8.     Oct  10,  1906. 


2:330— 9.     A  $24,000— 
other  consid   and  100 


■Whenever  the  letters  Q.  C,  C.  a  G.  and  B.  &  S.  occur,  preceded  by 
the  name  ot  the  grantee,  they  mean  as  follows: 

1st.— Q.  C.  is  an  abbreviation  for  Quit  Claim  deed,  1.  e.,  a  deed 
wherein  all  the  right,  title  and  interest  ot  the  grantor  is  conveyed, 
omitting  all  covenants  and  warranty. 

2d. — C.  a.  G.  means  a  deed  containing  Covenant  against  Grantor 
only,  in  which  he  covenants  that  he  hath  not  done  any  act  whereby 
the  estate  conveyed  may  be  impeached,  charged  or  encumbered. 

3d  — B.  &  S.  is  an  abbreviation  for  Bargain  and  Sale  deed,  wherein, 
although  the  seller  makes  no  expressed  consideration,  and  thus  im- 
pliedly claims  to  be  the  owner  ot  it.  The  street  or  avenue  numbers 
given  in  these  lists  are,  in  all  cases,  taken  from  the  insurance 
maps  when  they  are  not  mentioned  in  the  deeds.  The  numbers,  it 
will  occasionally  be  found,  do  not  correspond  with  the  existing  ones, 
owing  to  there  having  been  no  official  designation  made  of  them  by 
the  Department  ot  Public  Works. 

4th.— The  first  date  is  the  date  the  deed  was  drawn.  The  second 
date  is  the  date  ot  filing  same.  When  both  dates  are  the  same,  only 
one   is  given. 

.5th.— The  figures  in  each  conveyance,  thus,  2:482—10,  denote  that 
the  property  mentioned  is  in  Section  2,  Block  482,  Lot  10. 

(jth. — It  should  also  he  noted  in  section  and  block  numbers  that 
the    instrument    as   filed    is   strictly   followed. 

7th.— A  $20,000— .'fSO.tXK)  indicates  the  assessed  value  of  the 
property,  the  first  figures  being  for  the  lot  only,  and  the  second 
figures  representing  both  lot  and  building.  Letter  P  before  second 
figure  indicates  that  the  property  is  assessed  as  in  course  of 
construction. 

October,  r.,  0,  8,  0,  10  and  11. 
BOBOTJOH    OF   MANHATTAN. 

Bleecker  st.  No  180  In  w  cor  Macdougal  st,  18.9x74x18.7x74, 

Macdougal  st,  Nos  91  and  93|    3  and  4-sty  brk  tenement  and  store. 

Fredk  W   Kroehle  to  The  Henry  Elias  Brewing  Co.     Mort  .$12.- 

0(X>.     June  .30.     Oct  10,   lOOi;.     2:.'>42— 54.     A  $17,000— .1;22,()(M1. 

no  in 

Bond  st.  No  2,  n  e  cor  Cross  lane  or  Jones  alley,  20x100.  4-sty 
brk  loft  and  store  building.  PARTITION.  L  Harding  Rogers 
referee  to  Clara  Nagler,  N  Y,  and  Lena  Dolan,  of  New 
Rochelle,  N  Y.  Oct  10.  Oct  11.  liKMl.  2:.'-)30— 07.  A  .$4.j,«00 
— $.-iO,000.  48,0(10 

Broome  st,  Nos  3G2  and  30(>,  n  s.  .'JO.l  e  Mott  st,  runs  n  119.10  x  e 
42.8  X  s  24.2  x  e  ](i.8  x  s  111.1  to  Broome  st.  x  w  (15.2  to  begin- 
ning, two  5-sty  brk  tenements.  Saml  Aronson  to  Joseph  L  But- 
tenwieser.  Confirmation  deed.  Mort  .$(15.(10(1.  Aug  20.  Oct  9, 
190(1.     2:479—37  and  39.     A  $(13.0tlO— $90,000.  nom 

Cannon  st.  Nos  122  to  120.  e  s.  l.'O  s  Houston  st.  .50x100,  G-sty  brk 
tenement    and    store.      Hoskel    Schift    et    al    to    Fany    Schwartz. 


Mort   $71,750. 
$0(j,000. 

Cannon  st,  Nos  54  and  56,  e  s,  125  n  Delancey  st,  50x100,  two  5- 
sty  brk  tenements  and  stores.  Fany  Schwartz  to  Hoskel,  Israel 
and  Herman  Schiff.  Mort  .$.8O,.5O0.  Oct  8.  Oct  10,  1900. 
2;32S— 2   and  3.     A  $24.000— $55,000.  other  consid  and  100 

Cannon  st.  No  126,  e  s,  150  s  Houston  st,  runs  e  100  x  s  50  x  w| 
25  X  n  42.6  x  w  75  to  st  x  n  7.6  to  beginning.  I 

Cannon  st,  Nos  122  and  124.  e  s,  157.6  s  Houston  st,  42.6x75,1 
0-sty  brk  tenement  and  store.  I 

Hoskel   Schiff   et   al   to   Fany   Schwartz.      Q   C.     Oct  8.      Oct   10, 
1906.     2:330—9.     A  .$24,000— $66,000.  nom 

Catherine  st.  No  86,  w  s,  abt  125  n  Cherry  st,  24.6x100x25.3x100, 
5-sty  brk  tenement  and  store.  Solomon  Alter  to  Julius  Kaplan. 
Mort  .$.33  000.  Oct  3.  Oct  5,  1906.  1:252—51.  A  $17,000— 
$36,000.  other  consid  and  100 

Christopher  st.  No  87,  n  s,  66.9  e  Bleecker  st,  25x91.6,  6-sty  brk 
tenement  and  store.  Esther  Weiss  widow  et  al  to  Chas  G 
Weiss.  Mary  Wilson,  Emma  Schappel,  Emilie  Herbold  and  Ber- 
tha and  Wm  F  Weiss  and  Frieda  Heuser.  Q  C.  Oct  9.  Oct  11, 
1906.      2:019—82.      A   $14,000— $23,000.  nom 

Division  st.  No  18,  n  s,  146.5  e  Bowery.  13.7x115.11x12.2x122.4, 
4-sty  brk  loft  and  store  building.  Joseph  H  Schwartz  to  Isaac 
Schneiderman.  Mort  $12,850.  Oct  10.  Oct  11.  1906.  1:289 
—36.     A  $10.00O-$12,0<».  other  consid  and  100 

Division  st,   Nos  2.58  and  260  !   n   e   cor   Ridge   st,   runs   n   68.6  x   e 

Ridge  St.  Nos  2  and  4  |    —  to   point   63.6  n   Division   st   and 

20  e  Ridge  st,  x  n  0.H4  to  point  64  s  Grand  st,  x  e  20  x  s  53.4 
to  st,  X  w  44.10  to  beginning,  two  3-sty  and  one  4-sty  brk  tene-    * 
ments  and  stores.  Harris  Mandelbaum  et  al  to  Hyman  Adelstein 
and  Abrara  Avrutine.     Mort  $30,000.     Oct  9,  1901!.     1:315 — 10  and 
41.     A   $22. (KJO— $28,000.  other  consid  and  100 

East  St.  e  s.  extends  from  s  s  Rivington  st.  200  ft.  the  bulkhead, 
wharfage.  &c.  N  Y  Knickerbocker  Real  Estate  Co  to  American 
Ice   Co.      Mar  1.     Oct   11,   1906.     2:319.  nom 

East  Broadway.  No  146,  n  s,  200.10  w  Rutgers  st,  25x61.10,  5-sty 
brk  tenement  and  store.  Herman  Goldman  to  John  L  Rubinsky. 
Correction  deed.  All  liens.  Oct  1.  Oct  10,  1906.  1:283—64.  A 
$20.0tK> — $25,000.  other  consid  and  100 

Same  property.  John  L  Rubinsky  to  Davis  Skrilow,  2-3  parts, 
and  MoUie  Cohen,  1-3  part.  Correction  deed.  Morts  $28,6.50. 
Mar  28.     Oct   10,   1906.      1:283.  other  consid   and  100 

Forsyth  St.  No  67,  w  s,  75.2  n  Hester  st,  26.5x100x26.3x100.  5-sty 
brk  tenement  and  store  and  5-sty  brk  tenement  in  rear.  Rosalie 
Baruch  to  Rafel  Block,  Isaac  Feinberg  and  Tillie  Saperstein. 
Morts   $40,400.      Oct   9,    1906.      1:305-30.      A   $19,0<X^.$24  (HIO. 

■  other  consid  and  100 

Hawthorne  st.  s  w  cor  Seaman  av.  100x200,  vacant.  Edw  R  Peden 
to  John  P  Kirwan.  Mort  $15,000.  May  1.  1905.  Oct  10,  1906. 
8:2239-13  and  17.     A  SIS.OOO— $18,0<JO.      '  nom 

Horatio  st.  Ko  .SO,  s  s,  abt  177  e  Washington  st,  24.1x87.5,  also 
strip  on  e  s  0.(ix.50.  5-sty  brk  tenement.  Sampson  H  Schwarz  et 
al  to  Wolf  Wolt.     Mort  $7,000.     Oct  1.     Oct  9.  1901!.     2;64'_>^19. 

»  A  $9. ;500— $11,500.  other  consid  and  100 


6i4 


CoBTejaBOM 


RECORD  AND   GUIDE 


Manhattan        October  13,  1906 


to   Edward  Dodd   EXR, 
1:271—1  and  28  to  33. 

nom 


Houston  St,  NO  212  I  n  e  s,  226.8  n  w  Av  A,  runs  n  e  64.6  to  s 

1st  St    No   105  I     w  s   1st   St   X   s  e   2o   X   s   w  blA  to   Hous- 

ton St  X  n  w  25.2  to  beginning,  4-sty  brk  tenement  and  store. 
Smith  's  Brown  et  al  TRUSTEES  of  S  S  Brown  &  Co,  a  lapsed 
rnrnnration  to  Brown  &  Root  Co,  a  corporation.  Oct  5.  Oct 
11     1900      2  428-21.      A    $10UOb-$14,UOO.  20,000 

Houston  St  No  440,  n  s,  31.2  w  Manhattan  st.  31.2x67.3,  0-sty  brk 
tenement  and  store.  Nathan  Buxbaum  to  Herman  Gold,  hi  part. 
Mort!f34.7f0  Oct  8.  Oct  9,  1906.  2:357-20.  A  $10  00a-$32  - 
QQQ  Other  consid  and  100 

John  St  No  23,  n  s,  101.7  w  Nassau  st,  23.1x83.4x23x80.7,  5-sty 
brk  lott  and  store  building.  Franz  Torek  to  Bertha  Volken- 
ing  Mort  $60,000.  July  10.  Oct  8,  1906.  1:79-10.  A  $.9,100 
Kj^j  5y()  Other  consid   and   100 

Madison  st,'  No  163,  n  s,  abt  92  e  Pike  st,  25x100,  5-sty  brk  tene- 
ment and  store.  PARTITION.  Sylvester  L  H  Ward  reteree  to 
Florence  Cahen  and  Henry  Harburger.  Morts  $28,000.  Oct  9. 
Oct  10,  1900.     1:273-3.     A  .$18,000— $30,000.  16  OOO 

Manhattan  st.  No  40,  s  w  s,  203.4  n  w  125th  st,  2ox81,  5-sty  brk 
tenement  and  store.-  John  H  Scully  to  Richard  H  Thomas.  Mt 
sr^OOO  Sept  29.  Oct  5,  1900.  7:1966—19.  A  $10,000— $18,- 
000.  °°™ 

Monroe  st.  No  125  |  n   e    cor   Rutgers   st,   79.8x97.6    to   alley. 

Rut£GrS  st      NOS  "il  to  "il 

Rutgers  st.  No  39,  e  s,  105.1  n  Monroe  st,  24.10x104.6x20x104.6, 
four  5-sty   brk   tenements  and  stores   and  3-sty   brk  and  frame 
tenement  and  store  and  2  and  3-sty  brk  school,  with  all  title  to 
alley   bet   Nos  39  and  41  Rutgers  st. 
Release   dower.      Lucy   H   Strong   widow 
&c,  John  Strong.     Oct  4.     Oct  11,  1906. 
A    $93,000— $114,000. 
Same  property.     Edward  Dodd  EXR  John  Strong  to  Israel  Block. 

Mort   $15,500.      Oct   9.      Oct   11,    1900.      1:271.  167,.50O 

Same   property.      Lucy   H   Strong   widow   to   same.      Q   C.      Oct  4. 

Oct   11,    1906.      1:271.  22™ 

Montgomery  st,  Nos  39  and  41,  e  s,  89.9  s  Madison  st,  runs  e  lo 
X  s  11  0  x  e  2  x  s  28.6  x  w  78.2  to  st,  x  n  40  to  beginning,  6-sty 
brk  tenement  and  store.  COiNTRACT.  Henry  Wilchinsky  with 
Davis  Berkman,  Louis  H  Silver  and  Isaac  Covner.  Mort  $55,- 
500.     July  9.     Oct   11,   1906.     1:208—37  and  38.     A  $14,000— 

$ .  68,000 

Reade  st,  No  167,  s  s,  abt  85  e  Washington  st,  20.2x4-);.9xl5.10x 

47.9. 
Reade  st.  No  165,  s  s,  abt  105.2  e  Washington  st,  runs  s  44.9  x 
n  0.9  x  e  33.2  x  n  30.9  to  st.  x  w  20.7  to  beginning, 
5-sty   brk   lott   and  store   building. 

Smith  S  Brown  et  al  TRUSTEES  S  S  Brown  &  Co,  a  lapsed  cor- 
poration,  to   Brown  &  Root   Company,   a  corporation.     All  liens. 
Oct   5.      Oct    11,    1000.      1:139—11.      A   $20.000— $29,000.       30,000 
St  Marks  pi.  No  751n  s,  100  w  1st  av,  25xV4  blk,  4-sty  brk  dwell- 
Sth  st  I     ing.      Anna    Sempf    widow    and    ano    HEIRS, 

&c,   William  Sempf  to   Frank   Gens.      Mort  $8,500.     Oct  4.      Oct 
8,   1900.     2:450—37.     A  $17,000— $20T000.       other  consid  and  100 
St  Marks  pi.  No  98!  s   s,    125.10   e    1st   av,   25.10x97.0.    5-sty   brk 
8th  st  I     tenement.     Carrie  or  Caroline  McCarthy   to 

Isaac  Schlesinger.  Q  C.  Sept  25.  Oct  9,  1906.  2.435—13.  A 
$16.000— $32,000.  nom 

Same  property.     Isaac  Schlesinger  to  Jacob  Abraham.     Mort  $20,- 

000.      Oct   8.      Oct  9,   1900.     2:435.  other   consid  and   100 

St  Marks  pi,  No  OS,  s  s,  125.10  e  1st  av,  25.10x97.0.  5-sty  brk 
tenement.  Jacob  Abraham  to  Samuel  Grossmann.  Mort  $39,500. 
Oct  8.     Oct  9,  1906.     2:435—13.     A  $10,000— $32,000. 

other   consid   and   100 
South  st.  No  23  Inortherly   cor   Coenties    slip,    runs   n    e   along 

Coenties  slip.  No  28  |  South  st  51  x  n  w  52.3  x  s  w  50.5  to  slip 
X  s  e  50.11  to  beginning,  5-sty  brk  loft  and  store  building.  City 
Real  Estate  Co  to  Seamans  Church  Institute  of  N  Y.  B  &  S  and 
C  a  G.  Mort  $75,000.  Oct  6.  Oct  10,  1906.  1:34—33.  A  $37.- 
000— $52,500.  nom 

South  st,  Nos  24  and  25,  n  s,  51  e  Coenties  slip,  two  lots,  one 
19.10x82.6x19.10x81.11  w  s,  and  the  other  one  19.10x81.11x19.10 
x81.4,  5-sty  brk  loft  and  store  building.  City  Real  Estate  Co  to 
Seamens  Church  Institute  of  N  Y.  B  &  S  and  C  a  G.  Mort  $30,- 
000.  Oct  0.  Oct  10,  1906.  1:34—32.  A  $26,500— $43,000.  nom 
Spring  st.  No  7,  old  No  3.  n  s,  abt  .50  e  Elizabeth  st,  25.3xl07.9x 
25x101.5  w  s,  5-sty  brk  tenement  and  store.  Carmine  Minetti 
to  Cristine  Minetti.  B  &  S.  Oct  10.  Oct  11,  1006.  2:492—42. 
A    $20,000— $30,000.  nom 

Stanton  st.  No  203,  s  s.  100  w  Columbia  st,  25x100,  S-stj  brk  ten- 
ement    and   store    and   4-sty   brk   tenement    in   rear,   valued   at| 
$48,000.      Mort   $35,250.      CONTRACT   to   exchange   for 
Av  D,  Nos  112  and  114      I  n   e   cor  Sth  st,   47.0x77.   0-sty   brk  ten- 
Sth  st,   Nos  093  and  095]     ement    and    store,    valued    at    $90,000. 
Mort  $78,000.  I 

Elias  Sentt  with  George  and  Samuel  Holober.  Sept  26.  Oct  9, 
1906.  2:334^17.  A  $]7,O0O-$22,000;  2:305—1.  A  $25,000— 
$70,000.  exch 

Stanton  st.   No  121  I  s  e  cor  Essex  st,  25x75,   0-sty  brk  ten- 

Essex  st,  Nos  154  and  1561  ement  and  store.  Arthur  C  RoUwagen 
to  Emily  S  Garside.  All  liens.  Oct  5,  1906.  2:354—12.  A 
$25,000— $38,000.  nom 

State  st.   No  5     Ins,   111   w  Whitehall   st,   runs  n  58.11   x  e   0.8| 
Pearl  st.  No  18y2l     x  n  41.2  and  —  (in  all  113.0)   to  s  s  Pearl  st,| 
X   w   19.10  X   s   108.9  X  w  6  X  s  104.8  to  Stale  st.   x  e  24.5  to| 
beginning,  4-sty  brk  loft  and  store  bldg  and  1-sty  frame  store! 
on   Pearl  st.  | 

Pearl  st.  No  20,  s  s,  53.8  w  Whitehall  st,  runs  s  81.7  x  e  4  x  s  151 
X  w  24.8  X  n  97.8  to  st.  x  e  19.10  to  beginning.  I 

6-sty  brk  loft  and  store  building.  | 

Hannah  Ottenberg  to  Maud  E  Hewitt.  Mort  $.110,000.  Oct  4. 
Oct  6,   1906.     1:9—5  and  26.     A  $99,700— $117,000. 

other  consid  and  100 

University  pi.  Nos  97  and  99|  s  e  cor  12th  st,   runs  e  82.5  x  s  41.7 

12th  St.  No  34  I    X  s  e  15.0  x  w  91.6  to  pi,  x  n  49.8  to 

beginning,  10-sty  brk  loft  and  office  and  store  building.     Empire 

Realty   Corporation    to   John   L   Wall   of   Stamford     Conn.      Mort 

$200,000.     Oct  4.     Oct  5,  1900.     2:563—19.  A  .$80.000— $210,000. 

other   consid   and   100 

Washington  st,  Nos  300  to  306  In  w  cor  Reade  st.  runs  n  70.8  to  s 

Duane  st,  Nos  202  to  220  (    s  Duane  st  x  w  270.3  to  e  s  West 

Reade  st,   Nos   176  to  196         |     st   x   s   70.7   to  n  s   Reade  st  x  e 

West  st,  Nos  187  to  189  |     260.8  to  beginning,  ten  4  and  one 

2  and  3-sty  brk  lott  and  store  buildings.     Edward  Roc"he  to  John 

R  Bartlett.     C  a  G.     Mort  $271,000  and  all  liens.     July  12.     Oct 

8,    1906.      1:139—53.      A   $300.800- $350,000. 

other   consid   and   IQO 
Same  property.     John  R  Bartlett  to  Reade-Duane  Cold  Storage  Co, 
a  corpn.     C  a  G.     Morts  $454,000  and  all  liens.     July  12.     Oct 
8,   19015.     1:139.  other  consid  and  IQO 

3d  st.  No  34,  s  s,  46  w  2d  av,  23x58x23x57.4,  3-sty  brk  tenement.. 


Alfred  S  Engel  to  Frieda  Hart.  All  title.  Mort  $10,000.  Oct 
8,   1900.     2:458—24.     A  $8,000— $10,000.  nom 

3d  st.  No  312,  s  s,  abt  182  w  Av  D,  22.7x106,  4-sty  brk  tenement 
and  store  and  6-sty  brk  tenement  in  rear.  Louis  Liberman  to 
Max  and  Joseph  Gross.  Mort  $24,000.  Oct  1.  Oct  10,  1906. 
2:372—29.        A   $10,(XIO— $22,000.  other   consid   and   100 

3d  st.  No  195,  n  e  s,  103  n  w  Av  B,  24x96.2,  4-sty  brk  tenement 
and  store  and  4-sty  brk  tenement  in  rear.  Mary  Vetter  widow 
to  John  Mellar.  Mort  $6,500.  Oct  10,  1900.  2:399^0.  A 
$12,000— $10,000.  nom 

3d  st,  No  195,  n  e  s,  103  n  w  Av  B.  24x00.2,  4-sty  brk  tenement 
and  store  and  4-sty  brk  tenement  in  rear.  John  Meller  to  Abra- 
ham Meller  and  David  Podolsky.  Mort  $18,000.  Oct  10,  1906. 
2:399—40.      A  $12,000— $16,<:iOO.  other  consid  and   100 

4th  st.  No  148,  s  s,  400.2  w  Av  A,  24.11x96.2,  4-sty  brk  tenement 
and  store.  Leopold  Schneider  to  Henry  J  Schneider.  Mort  $10,- 
000.     Oct  9,  1906.     2:431—13.     A  $15,000— $16,000. 

other   consid   and    100 
Gth  st,  Nos  620  and  628,  s  s.  320  w  Av  C,  42x97. 
6th  st,  Nos  040  and  042,  s  s,  174  w  Av  C,  41.11x97. 
two  0-sty  brk  tenements  and  stores. 

David  Israel  to  Joseph  Weinstein.  Mort  $80,000.  Sept  4.  Oct 
8,  1906.     2:388-24  and  29.     A  $40,000— $110,000. 

other   consid    and    100 
7th  st,   No  101.  n  s,   187.11  e  1st  av,  20x97.0,  3-sty  brk  dwelling. 
Bernard    Turkel    to    Bertha   A    Turkel.      Mort   $12,000.      May   1. 
Oct  5,   1906.     2:435—52.     A  $11,000— $13,000. 

other  consid  and  100 
9th  st,  Nos  729  and  731,  n  s,  293  w  Av  D,  40x92.3,  6-sty  brk  ten- 
ement and  store.    Osias  H  Helft  et  al  to  William  Letkowiiz,  Sam- 
uel Weiss  and  Julia  Moore.     Mort  $58,000.     Oct  8.     Oct  9,  1906. 
2:379—19.      A   $20,000— $47,000.  other  consid  and  100 

10th   st.   No  295  East.  I 

10th  st.  No  297  East.  1 

Release  agreement  as  to  leader,  repairs,  &c.  Julius  Martinson 
with  Adolf  Mandel.  Oct  4.  Oct  5,  1906.  2:404—57  and  58.  A 
$28,000— $40,000.  nom 

12th  st.  No  709,  n  s,  134.1  e  Av  C,  23.10x103.3,  5-sty  brk  tene- 
ment and  store.  Hyman  Goldrich  to  Harris  and  Louis  Koplik. 
Mort  .'i;20,025.  Oct  9.  Oct  10,  1906.  2:382—55.  A  $8,000- 
$15,000.  other  consid   and   100 

13th  st,  Nos  630  and  038,  s  s,  183  w  Av  C,  50x103.3,  6-sty  brk 
tenement  and  store.  Ignatz  Gottlieb  to  Israel  Gottlieb.  Mort 
$73,000.  Oct  3.  Oct  9,  1906.  2:395—24  and  25.  A  $20,000— 
P  $28,000.  other  consid  and  100 

13th  st,  Nos  643  to  647  East.  Cancellation  of  assignment  of  Tents. 
Meyer  and  Louis  Jarmulowsky  to  Paul  Shalet.  Oct  2.     Oct  8,  1906. 

2:390—39  to  41.     A  $33.000— $75,000.  

14th  st.  No  524,  s  s.  340  e  Av  A,  2.5x103.3,  4-sty  brk  tenement 
and  store.  Marcus  Rosenthal  to  Hyman  Rosenblum.  Mort  $13,- 
130.     Oct  9.     Oct  11,  1906.     2:407—20.     A  $11 000— $13,000. 

other  consid  and  100 
15th  st.   No  415,  n  s,  369  w  Av  A,   25x103.3,   5-sty  brk  tenement 
and  store  and  part  1-sty  brk  building  in  rear.     Abraham  Green- 
berg  to  Max  Wachsman.     Mort  $19,000.     Oct  10.     Oct  11,   1906. 
3:947—11.      A   $10,000— $19,500.  other  consid  and  100 

16th  St.  No  649,  n  s,  121.4  w  Av  C.  16.8.x92,  4-sty  brk  tenement 
and  store.  Owen  Reilly  to  Cath  R  Mclntyre.  V2  part.  All 
title.  Mort  $15,000  on  this  and  Nos  051  and  053.  Sept  25. 
Oct  11,  190(j.     3:984^24.     A  $4,000— $7,000. 

other  consid  and  875 
IGth  St.  Nos  15  and  17,.  n  s,  20O  w  Union  pi  or  Union  sq  W,  50x92, 
two  5-sty  brk  buildings  and  stores.     Raphael  Kurzrok  to  Jacob 
Newman.     1/2  part.     Mort  $99,000.     Oct  2.     Oct  9.  1906.     3:844— 
11  and  12.     A  $90.0lJ0— $112,000.  other  consid  and  100 

17th  st,  Nos  512  and  514.  s  s,  190.6  e  Av  A,  42.5x92,  two  5-sty 
brk  tenements.  Wm  F  Bozenhardt  to  Frederick  Bozenhardt.  % 
part.  Mort  $20,000.  Aug  3,  1905.  Oct  9,  1900.  3:074—52.  A 
$30,000— $57  000.  other  consid  and  100 

17th  st,  No  240,  s  s.  310.6  e  8th  av,  17.6x84,  2-sty  brk  tenement. 
James  L  Griggs  EXR,  &c,  Annie  M  Snyder  to  Martha  Hinton. 
June  1.     Oct  5,  liHXi.     3:706—00.     A  $6.500— $7,500.  9,500 

19th  st,  Nos  144  and  140,  s  w  s,  197  s  e  7th  av,  44x03.3.x40.3x93.6, 
two  4-sty  frame  brk  front  tenement  and  stores  and  two  4-sty 
brk  buildings  in  rear.  Isaac  Bittker  to  Phillip  Walcoff.  1-3  part. 
All  title.  Mort  $37  000.  Oct  5.  Oct  6,  1900.  3:794—64  and 
05.     A  $33.000— $37,000.  other  consid  and  100 

19th  st,  Nos  211  to  215,  n  s,  150  w  7th  av,  .50x100.2x50.1x101.6, 
vacant.  Agreement  as  to  equal  ownership  of  above.  S  Percival 
Kobler  with  Percival  C  Ketterer.     Sept  20.     Oct  10,  1906.     3:769 

—20.     A  $23,000—$ .  

23d  st.  No  422,  s  w  s,  225  w  9th  av,  25x98.9,  5-sty  stone  front 
dwelling.  Jacob  P  Stoltz  to  Nellie  wife  of  Jacob  P  Stoltz.  B 
&  S.     Oct   11,   1906.     3:720—58.     A  $15.000— $20,000.  nom 

26th  st.  No  424,  s  s,  275  w  9th  av,  25x98.9,  5-sty  brk  tenement. 
Arthur  J  McConnell.  of  Jersey  City,  N  J,  to  Arthur  McConnell, 
of  N  Y.  %  part.  Mort  $15,000.  Oct  9.  Oct  10,  1900.  3:723— 
52.     A  $9,000-$20,000.  other  consid  and  100 

20th  st,  Nos  425  and  427,  n  s,  312.6  w  9th  av,  50x98.9.  two  4-sty 
brk  tenements  and  two  3-sty  brk  tenements  in  rear.  August 
Kohl  to  Katie  wife  August  Kohl.  Mort  $17..50O.  Oct  9.  Oct 
10.    1000.     3:724—19   and   20.      A   $18.000— $24  000.  100 

28th  st.  No  321.  n  s.  240  w  8th  av,  20x98.  5-sty  stone  front  dwell- 
ing. Thomas  O'Gara  to  Mary  A  wife  of  Thomas  O'Gara.  Q  C. 
Oct   0.      Oct   8,    1900.      3:752—29.      A   $9,000— $15,000.  nom 

30th  St.  No  20,  n  s.  129.10  e  Madison  av.  20x98.9,  4-sty  stone 
front  dwelling.  Mary  E  Strong  to  Jarvis  C  Howard,  of  New  Ro- 
chelle,  N  Y.  Oct  4.  Oct  8,  1900.  3:860—25.  A  $.34,000— $44,- 
0(X).  nom 

30th,  St.  No  35,  n  s,  411.6  e  Gth  av,  17.9x98.9,  5-sty  stone  front 
dwelling.  Sabina  M  West  to  Ellen  McNamara.  Oct  9,  1906. 
3:838—23.     A  $48,500— $55,.50O.       .  other  consid  and   100 

40th  st.  No  .524,  s  s,  3.50  w  10th  av,  25x98.9.  2-sty  brk  building 
and  store.  William  Keil  to  Kath  J  and  Mary  A  White.  Oct  8, 
1906.     3:711—47.      A   $7,000— $9,000.  other  consid     and   100 

44th  st,  No  244,  s  s,  100  w  2d  av,  25x100.5,  5-sty  brk  tenement 
and  2-sty  brk  tenement  in  rear.  Emma  Friend  to  Annie  Flynn. 
Mort  $10,000.  Sept  10.  Oct  9,  1900.  5:1317—29.  A  $10,000— 
$lo,00O.  other   consid   and   100 

40th  St.  No  09,  n  s,  108.9  e  6th  av,  18.1x100.5,  4-sty  stone  front 
dwelling.  Margt  D  McMahon  to  Patrick  J  McMahon.  All  liens. 
June  27,  1905.  Oct  11,  1906.  5:1262—5^.  A  $33,00(>-$35,- 
OCO.  nom 

46th  st.  No  67,  n  s,  127  e  6th  av,  18x100.5,  4-sty  stone  front 
dwelling.  Medcef  Eden  Realty  Corporation  to  Patrick  J  Mc- 
Mahon. All  liens.  Oct  9.  Oct  11,  1906.  5:1262—6.  A  $34,- 
000— $36,000.  nom 

46th  st.  No  05,  n  s,  145  e  6th  av,  20x100.5.  4-sty  stone  front 
dwelling.  Margt  E  Donnelly  to  Patrick  J  McMahon.  All  liens. 
June  28,  1905.     Oct  11,  1906.     5:1262—7.     A  $38,000— $40,000. 

nom 
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40th  St,  No  31,  n  s,  oG"2.G  w  5th  av,  20.10x100.5,  4-sty  stone 
front  dwelling.  Francis  D  Casey  to  Number  Thirty-One  West 
Forty-Sixth  Street  Company.  '  Q  C  and  C  a  G.  Mort  !f53,00<>. 
Oct  S.     Oct  'J,  1900.     5:1202—23.     A  .f52,000— ;f'">".OW. 

other  consid  and  100 
40th  St,   No  531,   n  s,   325  e   11th  av.   25x100.4,  2-sty   brk  stable. 
Stephen    McBride    to    Bridget    wife    of    Stephen    McBride.      Mort 
$5,000.     Oct  U.     Oct  11,   lyOO.     4:1075—14.     A  $0,500— .$10.0UO. 

1(X» 
47th  St,   No  220,  s  s.  242  w  2d  av,  25xlO0..5,  5-sty  brk  tenement. 
Orazio    La   Cagnlna    to    Paolo    Di    Gaudio    and    Paolina   La   Cag- 
nina.     Mort  $1«,000.     Sept  28.     Oct  0,  WOO.     5:1320—30.     A  $10,- 
000— $13,000.  other   consid   and   100 

4Sth  St,  No  310,  s  s,  133.4  w  8th  av,  lG.SxlOO.5,  3-sty  stone  front 
tenement.  CONTRACT.  Lavinia  A  Norcross  with  Frank  L  Holt. 
Mort  $13,000.  Oct  4.  Oct  5,  1000.  4:1038—38.  A  $9,000- $10,- 
500.  10.000 

50th  St,  No  llOy^,  s  s  ,210.8  w  Gth  av,  10.8x100.5,  2-sty  brk  stable. 
Frank  Tilford  to  The  Tailter  Company.  Sept  11.  Oct  8.  1900. 
4:1002^11/2-       A    $15.000— $18,000.  nom 

50th  st,  No  118,  s  s,  233.4  w  0th  av,  10.8x100.5,  2-sty  brk  stable. 
Frank  Tilford  to  The  Tailfer  Company.  Sept  11.  Oct  8,  1900. 
4:1002—42.      A  $15,000— $18,000.  nom 

.  52d  St,  No  50,  s  s,  240  e  0th  av,  20x100.5,  4-sty  stone  front  ten- 
ement. Katharine  di  P  wife  of  and  Henry  H  Pease  to  John  Van 
Der  Poel.  Sept  29.     Oct  8,  1900.    5:1207—04.    A  $40,000— $52,000. 

other  consid  and  100 
52d  St,  No  347,   n  s.   110.0  w   1st  av,   20x100.5,  5-sty  stone  front 
tenement.     Pincus  Lowenfeld  et  al  to  Julius  Jewell.     Mort  $18,- 
800.     Oct  8.     Oct  9,  1900.     5:1345—22.     A  $7,000— $14,000. 

other  consid  and  100 
55th  St,  No  77,  n  s.  GG.8  w  Park  av,  16.8x75.10,  4-sty  stone  front 
dwelling.   Daniel   Bacon   to  James   D   and  Walden   Pell.      Oct   10. 
Oct   11,   1900.      5:1291—331/2.     A  $21,000— $20,000. 

other  consid  and  100 

57th  St,   No  352,  s  s,   150.0  e  9th  av,  20x100.5,  4-sty  stone  front 

dwelling.     Chas  W  Doherty  to  Marie,  Amelia,  Beatrice,  Adele  and 

Corinne    Roche,    except    life   estate   reserved   by   party   1st   part. 

May   5,    1905.      Oct   5,    1900.      4:1047—58.      A    $15,ai0— |25,O0O. 

nom 
G5th   St,   No  350,   s  s,   90  w  1st  av,   27x100.5,  5-sty  stone  front 
tenement.      Isaac   Traub    to   Rosie   Cohen.      All   liens.      Sept   21. 
Oct    10,    1900.      5:1439—31.      A   $10,000— $21,000. 

other  consid   and   100 
G5th   St,   Nos   30   and   32,   s   s,   300  w   Central   Park   West,   41.8x1 

100.5,  two  5-sty  stone  front  tenements. 
64th  St.  Nos  23  and  25,  n  s,  300  w  Central  Park  West,  50x100.5, 
two   1-sty  frame   buildings.  | 

Release  claims  for  encroachments,  &c.     The  Charter  Oak  Realty 
Co  with  Joseph  Garry.     Oct  5.     Oct  9,  1900.     4:1117.  nom 

65th  St,  Nos  158  and  IGO,  s  s,  228  e  Amsterdam  av,  30x100.5,  two 
4-sty  stone  front  dwellings.  Harris  Mandelbaum  et  al  to  Chas 
E  Hackley,  of  South  Norwalk,  Conn.  Mort  $24,000.  Oct  9, 
1900.     4:113G— 54V^  and  55.     A  $20,000— $32,000. 

other  consid  and  100 

66th  St,   No  215,   n  s,  230  e  3d  av,  40x100.5,  0-sty  brk  tenement. 

Release    two   morts.      Harris    Mandelbaum   and   ano    to    Solomon 

Lewine,  Louis  Davis  and  Harry  Wittenberg.     Oct  3.     Oct  9,  190G. 

5:1421—10.    A  $18,000— P  $25,000.  other  consid  and  100 

Same  property.     Release  mort.     Title  Guarantee  and  Trust  Co  to 

same.     Oct  8.     Oct  9,   1900.     5:1421.  12,400 

67th  St,  No  430,  s  s.  180  w  Av  A,  40x100.5. 
G7th  St,   No  420,   s   s,   200  w  Av  A,  40x100.5. 
two  0-sty  brk  tenements,  store  in  No  420. 

Isaac  Traub  to  Rosie  Cohen.     All  liens.     Sept  21.     Oct  10,  lOOO! 
5:1401-32,   30.      A   $28,000— P   $80,000.  100 

67th  St,  No  54,  s  s,  80  w  Park  av,  20x100.5,  4-sty  stone  front  ten- 
ement. Chas  F  Cox  to  Wm  H  Porter.  Mort  $25,000.  Oct  8  Oct 
9,  190G.     5:1381—401/2.     A  $50,000— $57,000.  100 

GSth  St,  No  58,  s  s,  200.3  e  Columbus  av,  18.9x100.5,  4-sty  brk 
dwelling.  Aaron  Coleman  et  al  to  Herbert  B  HoUingsworth 
Mort  $19,000.  Oct  4.  Oct  11,  1900.  4:1120—50.  A  ifl4,500 
—$23,000.  nom 

69th  st,  s  s,  150  w  Av  A.  125x100.5,  three  0-sty  brk  tenements 
and  stores.  Davis  Levin  to  Gustave  Wacht.  4-10  parts.  All 
title.  All  liens.  Oct  3.  Oct  10,  1900.  5:1403—31,  33,  35.  A 
$45.000— P  $00,000.  .  other  consid  and  100 

69th  st.  No  250,  s  s,  150  e  West  End  av,  25x100.5,  3-sty  brk  stable. 
Frank  Tilford  to  The  Tailfer  Co.  Sept  11.  Oct  8,  1900.  4:1100 
—59.   A   $8,000— $21,000.  nom 

74th  st.  No  345,  n  s.  175  w  1st  av,  25x98,  5-sty  brk  tenement 
and  store.  Harry  Robitzek  et  al  to  Ferdinand  Gottilla  and  Pe- 
tro  Genchi.  Mort  $19,000.  Oct  8,  1000.  5:1449—19.  A  $9,000 
—$19,000.  other  consid  and   150 

74th  st,   No  24,  s  s.  54.0  w  Madison  av,  20.xSO,  4-sty  stone  front 
dwelling.      Elizabeth   Calm   widow   to   Edward   Calm.     Q   C      All 
liens.     Mar  28,  1899.     Oct  10,  1906.     5:1388—58.     A  $52  000— 
„  $58,000.  nom 

(0th  st,  No  439,   n  s,  75  w  Av  A.  25x75,  4-sly  brk  tenement  and 
store.      Moritz   Klein   to  Philip  Fried.     1-3  part.      Mort  $15  250 
Aug  16.     Oct  11,   1900.     5:1471—211/2.     A  $6,000— $9,000.         nom 
Same    property.      Same    to    L   Walter   Lissberger.      1-3   part       Mt 

$15,250.     Aug  16.     Oct  11,  1906.     5:1471.  nom 

Same   property.     Same   to  Adolf  Miller.      1-3  part.      Mort  $15  ''50 

Aug   10.      Oct   11,   1900.      5:1471.  '    nom 

(Sth  st,  Nos  404  and  400,  s  s.  82.11  e  1st  av,  48.7x102. 2x71. lOx 
104.9,  0-sty  brk  tenement  and  store,  also  all  title  to  | 

78_th  st.  No  402,  s  s.  82.11  e  1st  av,  runs  s  87  x  n  w  —  to  st  at  ptl 
76.8  e  1st  av.  x  e  6.3  to  beginning,  1-sty  brk  store. 
Minnie    Hirsch    to    Adolph    Cypress.       Morts    $07,(100       Sent    ''O 
Oct  8,  1900.     5:1472—40.     A  $10,000— P  $45,000.  ' 

_„  ,  „„,  „  other  consid  and   100 

78th  st.  No  804,  s  s,  90  w  West  End  av,  16x102.2.  Certificate  as 
to  partial  satisfaction  of  mortgage.     U  S   Mortgage  &  Trust  Co 

to   whom  it  may  concern.     Oct  10,   19O0.     4:1181!  •        

81st  st.  No  228,  s  s,  228.9  w  2d  av,  25.5x102.2,  5-sty  brk  tene- 
ment. Anthony  Antosch  to  Lena  Holzwasser.  Mort  $20  500 
Oct  1.     Oct  6,  1906.     5:1520-34.     A  $9.500-$20,000.  ' 

other  consid  and  100 


,'>2d  St.  No  9,  n  s,  2.35  e  5th  av,  25x102.2,  .5-sty  brk  dwelling 
Ellen  P  Kellogg  to  John  P  Kellogg.  B  &  S.  Mort  $15,000.  May 
18.     Oct  9,  1900.     5:1494-10.     A  $50,O0O-$9O,OOO.  ^ 

0.-.J     1    -,      .-.1,  .-,  other  consid  and  100 

S2d  st.  No  428,  s  s,  156.0  w  Av  A,  25x102.2,  5-sty  brk  tenement 
and  store.  Valentine  Yehling  to  Isidore  Fried.  Mort  $15  000 
Oct    S.    1900.      5:1501-31.      A    $7,500— $20,000.  '       ' 

,^..,,     ,    ,        .,,        other  consid   and  100 

82d  st,  Nos  ij42  to  .io2,  on  map  Nos  540  to  546,  s  s,  111.4  w  East 
End  av,  80x102.2.  0-sty  brk  tenement  and  store.  Fredk  H  Nadler 
to  Sophi_e  Beegel.     Mort  $04,000.     Oct  10,  1900.     5:1578—32  and 

33.   A   .$;>.0(IO— $ .  .  other  consid  and  100 

83d  st.  No  24,  s  s,  105  w  Madison  av,  20x102.2,  4-sty  stone  front 
dwelling.  Mary  G  Warner  et  al  EXRS,  &c,  Mary  I  G  Entz  deed 
and  et  al  INDIVID  to  Peter  A  Peterson.  Mort  $22  OOO.  Sept  28 
Oct  10,  19fK!.     5:1494—60.     A  $40,0(J0-$58,0(lO.  61000 

S3d  St.  No  24.  s  s.  105  w  Madison  av,  20x102.2,  4-sty  stone  front 
■    dv^elling.       Peter    A    Peterson    to    Brokers    Investing    Co.      Mort 
$48,t)00.      Oct   10,   1900.      5:1494—60.     A  $40,000— $58,000  . 

„_  ^  „,  .  other    consid   and    100 

Soth  st.  No  320,  s  s,  300  e  2d  av,  25x102.2,  4-sty  stone  front  ten- 
ement. Mary  Roux  to  Moses  Levi.  Mort  $5,000.  Oct  2  Oct  8 
1900.     5:1547—40.     A  $8.500— $14,500.  other  consid  and  I'oO 

80th  St.  s  s,  4i5  w  Central  Park  West,  25x102  2  5-sty  brk 
dwelling.  Wm  H  Hall,  Jr,  to  John  B  Haskin.  Mort  $35  000 
Oct  8,   1900.     4:1199-52.     A  $2r.:000-P  $35,000.  *-'^'"""- 

cp.v,     t    X,     oi,-  .Mt  f  Other  consid   and   100 

80th  St.  No  310,  s  s.  241.1  w  West  End  av,  20,11x102.2  4-sty  and 
basement  stone  front  dwelling.  Lucien  C  Warner  to  Janies  A  Hen- 
nessy.     June  25.     Oct  9,  1906.     4:1247—13.     A  $15,000— $28,000. 

Same  property.  James  A  Hennessy  to  Stuard  Hirschman.  Mort 
_$2u,000.     Oct  9,  1,400.     4:1247.  other  consid  and  100 

8ah  st.  No  12;.),  n  s,  208  w  Columbus  av,  17x100.8,  3-sty  and 
basement  stone  front  dwelling.  Elsie  C  Hess  to  Mary  F  Zog- 
baum.  Mort  $]3.(Ml0.  Oct  4.  Oct  11,  1900.  4  1-'18— ''4  A 
$9,000-$10.(X)0.      •  .      .5    --t.    ^A^^ 

91st  st.  No  253,  n  s,  100  w  Broadway,  50x33.10  to  s  s  old  lane  x50  1 
x.,0.9,  with  all  title  in  s  1/2  of  old  lane,  5-sty  brk  tenement 
Charles  Brooks  to  Jennie  E  Sentell,  of  Brooklyn.  1-5  part  B  & 
S.  All  liens.  Apr  15,  1899.  Oct  9,  1006.  4:1239-8%.  A  $15 - 
O0O-$38.O0O.  o    0/2.     A  •J'-t<^.^^ 

93d  st,  No  27,  n  s,  452  e  Columbus  av,  20x100.8,  4-sty  and  base-    • 
ment  stone  front  dwelling.     Chas  L  Allen  to  Edward  Stein      All 
liens.     Oct   2.      Oct  8,    1900.     4:1207—19.      A   $10,000-$1.3,500. 

95th   st,   Nos  304  to  310,   s   s,   100  e  2d   av,   100xlOO^S,"T-sly''brk" 
building.      Joseph   Dobken  to   Benjamin   Menschel.      Q   C       Oct   8 
Oct    11,    1900.      5:1.557—45.     A   $25,000-$27,000. 
„  ,  ■,  ,.        „  other  consid  and   100 

hame    property.      Julius    Gordon    to    same.       Mort    .$45,,595       Oct 
,>..''l    Oct  11,   1900.     5:1557.  other  consid  and  100 

90th  st.  No  In.  n  s,  11  w  3d  av,  23x100.11,  5-sty  brk  tenement 
and-  store.     Francis  J  Schnugg  et  al  EXRS,  &c,  John  Schnugg  to 

"e^.-^'n,^^"'"'^-     °'^'  ^-     0<='  ''•  1^**^-     0:1024-321/2.     A  $117000 
— $_.j,000.  <)g  5yA 

9Gth  st.  No  159.  n  s,  95  e  Lexington  av,  25x100.11  "   '  I 

90th   St.   No   103,   n  s,   145  e   Lexington  av,   25x100.11. 

two  t>-sty  brk  tenements.  • 

Morris  Hess  to  David  Epstein.     Mort  $47,800.     Sent  G      Oct  5 

1906.     6:1624-24  and  26.     A  $26,000— $50,000.  ' 

opti,  ot    XT     ifo  1  I-      ■,      ■  „         Other  consid  and   100 

JOth  St.  No  103.  n  s.  14u  e  Lexington  av.  25x100.11,  5-sty  brk  ten- 
ement. David  Epstein  to  Samuel  Stern.  Mort  S23  900  Oct 
4.     Oct  5,  1900.     6:1024-20.     A  $13,O0O-$25.O0O.  ' 

f,-,,       ,.,,_,  ,„,  other  consid  and  100 

9ith   St.    No   l.)l,   n   s,   434   w   Columbus   av,    IGxlOO.ll    4-sty  and 
basement   brk  dwelling.     Anna  Reid  to  Christine  Reynolds       Mt 
!n;  ■    *V-.  ,J^^^  -'•    ^^^-      O"^'    "■    1^0«-      7:18.52-15.      A   .$6.- 
f,-;l  T'^J'    11-  -.rr.  o'her   consid   and   100 

,)ith  st.  No  11;>,  n  s,  150  w  Columbus  av.  15.11x100.11  4-sty  and 
basement  brk  dwelling.  Martin  J  Ward  to  Mary  J  wife  Martin  I 
Ward.  Mort  $9  500.  Dec  23,  1904.  Oct  10,  1900  7-185-^-V 
A   $0,4(X)— $]2..500.  'ioo-    _u 

100th  st.  No  04,  s  s,  174.6  e  Columbus  av,  2.5x100  11  5-sty  brk 
tenement.  Theo  B  McCaj-thy  to  Alexander  McCarthy,  Sr  O  C 
Oct   2.      Oct   5,   190<j.      7:1835-57.     A   $10,000-lii20,000.  100 

103d  st.  No  9,  n  s.  177  w  Central  Park  West.  18x10011  5-sty 
stone  front  tenement.  Irene  Power  to  Louis  Ranch  '  Mort 
fi^^-nlr/A^-  °''  ^"  O^'  II'  ^^^''-  7:1839-251/2.  A  $7,000- 
?iJ,O0O.  other  consid  and   100 

104th  st.  No  240,  s  s,  156  e  West  End  av,  10x100.11  3-sty  and 
basement  stone  front  dwelling.     Eva  Rohr  to  Joseph  N  Franco- 

-n,L»^r??,'J^'''^^-     ^"^  ''■     °'='  '^^-  ^^'-     7:1875-58.     A  $9,- 
.lUU— 5J.),U00.  nom 

104th  St.  Nos  218  to  222.  s  s,  210  e  3d  av.  50x100,11,  6-sty  brk 
t_enement  and  store.  Abraham  Berstein  to  Lazarus  Margulies 
1-10  parts,  and  Bernard  Margulies  3-10  parts.  Mort  $50  000 
Oct  8.     Oct  9,   1900.     6:16.53-39,40.     A  $13,. 500^$— . 

other  consid  and  100 

110th  st.  No  221,  n  s,  235  e  3d  av,  25x100.11,  5-sty  brk  tenement 
and  store.  Morris  Haupt  et  al  to  Louis  and  Chas  S  Rosenthal 
Mort  .$2.5,250.  Oct  8.  Oct  9,  1906.  6:1000—10.  A  $7,000— 
.$2.H.OOO.  other  consid  and  100 

112th  st.  No  1.3G,  s  s,  573,7  w  .3d  av,  17.10x100.11,  3-sty  stone 
front  dwelling.  John  J  Carle  to  Julius  Berliner  and  Max  Green- 
berg.      Sept    10.      Oct   9,    1900.      6:1639—59.      A   $5,000-$7,500. 

nom 

112th  st.  No  240.  s  s,  233.4  e  Sth  av,  33.4x100.11,  .5-sty  brk  tene- 
ment. Lena  Holzwasser  to  Anton  and  Hulda  Antosch.  Mort 
$33,000.     Oct  1.     Oct  6,  1900.    7:1827-54.     A  $13,000-$3S,000. 

other    consid    and    100 

114th  st,  Nos  98  to  110,  on  map  Nos  98  to  108,  s  s,  34.10  e  Park 
av,  120.1x100.11,  three  G-sty  brk  tenements  and  stores.  Joseph 
Sagovitz  to  Samuel  Shapiro.  14  part.  All  title.  AH  liens.  May 
22,     Oct  10,  1906.       6:1041-60,  68  and  69.     A  $13,500— $24,.500. 

other  consid  and  100 
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1,000,000 

100,000 


EVENLY    SHADED 

IMPERVIOUS  BUFFS 

HARVARD     BLACK 

HEADERS 


750 


(KIO. 

ll.jth  St,  No  330.  s 

ement  and  store. 

$16,000.     Oct  3. 


114th  St  No  34,  s  s.  abt  335  w  Stti  av,  IT.GxlOO,  3-sty  and  base- 
ment brk  dwelling.  CONTRACT.  Sigmund  and  Morris  Mor- 
eenstern    with    Samuel    Groginsky.       Morts    .$10,250.      Sept    2h, 

Oct  11,  mm.    t;:i5<jT-4it.    Aj7,500--$io,5oa  12,. 

114th  St  Nos  413  and  415.  n  s,  In.lO  e  1st  av,  42.2x100.10.  b-sty 
brk  tenement  and  store.  Biagio  Pernetti  ta  Pasquale  Caruso  and 
Louis  Mazzola.     Mort  $37,000.     Oct  10,  190G.     0:1708-8  and  il 

114th  st  No  34S,  s  s,  150  w  1st  av.  25x100.10,  5-sty  brk  tene- 
ment and  store.  Christine  M  Anzolone  to  Maria  and  Giuseppina 
Colucci  All  title.  Mort  $10,500.  Oct  1.  Oct  9,  1906.  6:lfa8o 
—35.  •  A  $6.000— $19.(XXt.  nom 

115th  St  No  IS  s  s.  270  e  5th  av.  25x100.11,  o-sty  brk  tenement 
and  store.  Benjamin  Harris  et  al  to  Pauline  and  Ida  Reiss.  Mort 
$23  750      Oct  9      Oct   10.   10O6.     0:1620-61.     A  $10.000-$21  - 

other  consid  and  lin) 
200  n  w  1st  av.  25x100.10.  4-sty  brk  teh- 
Ferdinando  Mazzacano  to  Catherine  Celia.     Mt 
Oct  5,  1906.     6:1686—35.     A  $6,a>0-$14,000. 

other   consid  and   100 

110th  St,  Nos  15  and  17,  n  s,  204  w  5th  av,  45.0xl0O.ll.  6-sty 
brk  tenement  and  store.  .-Vnna  M  Jones  to  Henry  Prince.  Mort 
S.58U0U.  Oct  10.  Oct  11,  1906.  6:1600—27.  A  $25,500— $00^- 
|J^^  other  consid  and  100 

116th'  St.  Nos  441  and  443,  n  s,  163  w  Pleasant  av.  38x100.11,  two 
3-sty  brk  dwellings.  Biagio  "Pernetti  to  Lordi.  Pernetti  and  De 
Respiris  Construction  Co.  Mort  .$22  250.  Oct  8.  Oct  9,  1900. 
y.l710_19  and  19%.     A  $9.aHj— $i;.{..500.         other  consid  and  100 

118th  st.  No  516  to  524,  s  s,  248  e  Pleasant  av,  125x100.11,  three 
6-sty  brk  tenements  and  stores.  Max  Rubin  to  Hymon  Man- 
heim  and  Abraham  I  Weinstein.  Morts  $96,(X)0.  Oct  10.  Oct 
11.    1906.      6:1716-38  to  41.     A   $22,500-?  $60,000. 

other  consid  and  100 

119th  st.  No  510,  s  s.  lOS  e  Pleasant  av,  20x98.9,  4-sty  stone 
front  tenement.  Henrietta  Rosen  to  Nicola  Arenella.  Mort  $7,- 
500      Sept   15,     Oct   0,   1900.      6:1875— 45y2.     A   $3.500— $8.oOO. 

other  consid  and  100 

119th  st  Nos  308  to  314,  s  s,  100  e  2d  av,  KMlxlOO.ll,  five  5-sty 
brk  tenements.  Planet  Realty  Co  to  Abram  Modne.  Morts  $80,- 
000.  Oct  9.  Oct  10,  1906.  6:1795— KJ  to  50.  A  $24,000— 
$82,5<X>.  other  consid  and   100 

lllHh'Vt  I  n  s,  325  w  7th  av,  runs  n  lOO.ll  x  w  158.2 

St  Nicholas  av.  No  180]  to  e  s  St  Nicholas  av,  x  s  e  118.5  to  n  s 
119th  St.  X  e  96.3  to  beginning,  two  7-sty  brk  tenements  and 
stores.      Herman  Wronkow  to  Grampion  Realty  Co.      Mort  $220 


OUO.     Oct  4.     Oct  0,  190*3. 
000. 
120th   st.   No   148.   s   s,  475 
title   to  land  in  rear  to  c 
front    dwelling.      Rosanna 
000.     Oct  1.     Oct  5,  1900. 


.:  1925— 13  and  15.     A  $09.iKX)— $235,- 

otlier  consid  and   ItM) 
w   Lenox   av.   16.8xS5.x"l8x99,   with   all 
1   of  block.  3-sty  and  basement  stone 
C    Boyle   to    Marks    Moses.      Mort   $8,- 
7:1904—53.     A  $8,<X)0— $13,000. 

other  consid  and  100 
122d  St.  No  312,  s  s,  155  e  2d  av,  20x100.10.  I 

122d  st.  No  310.  s  s,  136.8  e  2d  av.  18.4x100.10, 

two  4-sty  brk  tenements.  I 

Kath   M   Tiernan   to   Alfred  L   M   Bullowa.     Mort  $13,500.     Sept 
18.  •  Oct  8,  1906.     6:1798—52  and  52>^.     A  $8  40O-$18,500. 

nom 
123d  st.  No  227.  n  s,  425  e  8th  av.  25.6x100.11,  4-sty  stone  front 
tenement.     Irving  P  Dorland  to  Sarah  M  Borland.     %  part.     All 
title.      Morts    $13,000.      Oct    8.      Oct    9,    1906.      7:1929—18.      A 
.$11.000— $20  000.  other  consid  and  100 

125th  St.   Nos  51   to  55  1  n  e   cor   Madison   av,   runs   n   119.5 

Madison  av.  Nos  1959  and  1961|  x  e  89.6  x  s  19.6  x  w  10.10  x  s 
99.11  to  n  s  125th  st,  and  w  72.8  to  beginning,  three  3-sty  brk 
tenements  and  stores,  3-sty  frame  dwelling  and  4-sty  stone 
front  dwelling.  Harry  Levey  to  Gustave  Solomon.  %  part. 
Morts  $21(I.<M10.  Oct  9.  Oct  11.  1906.  0:17.50—21  to  22%  and 
.53.     A  $102  500— $121,000.  other  consid  and  100 

129th  st,  Nos  225  to  233,  n  s,  295  e  3d  av,  runs  n  e  191.8  to  bulk- 
head line  X  s  e  125.1  x  s  w  129.1  to  st  x  n  w  142.7  to  beginning, 
with  lands  under  water,  dockage.  &c.  1.  2  and  4-sty  brk  and 
frame  feed  and  flour  mill.  Sarah  L  Payne  et  al  EXRS  Wm  H 
Payne  to  Chas  L  Payne,  of  Noroton,  Conn.  All  title.  Confirma- 
tion deed.     Oct  3.     Oct  10,  1906.     6:1794—13.     A  $00,000— $75,- 

000.  •  other  consid  and   100 
131st  st,  No  08.  s  s,  125  w  Park  av.  17.0x99.11,  3-sty  stone  front 

dwelling.   Maria  T  Higgins  to  Sundel  Hyman.     Mort  $3,000.     Oct 

1.  Oct  5,  1900.     0:17.5.5—12.     A  $5.0110— .$8,000. 

other   consid   and   lOO 

131st  st.  No  70,  s  s.  107.6  w  Park  av,  17,6x90.11.  3-sty  stone  front 
dwelling.  Charles  Reilly  to  Sundel  Hyman.  Mort  $5,000.  Oct 
1.    Oct  5  ,1906.    6:1755—11%.    A  .$5  000— $8,000. 

other  consid  and  100 

131st  st.  No  13,  n  s,  190  w  5th  av,  15x99.11,  3-sty  brk  dwelling. 
Release  mort.  George  Chapman  to  Philip  A  Payton,  Jr.  Oct  5. 
Oct  8,    1906.     6:1729—29.      A   $6,000— $9,000.  nom 

134th  st.  No  218.  s  s.  225  w  7th  av.  25x99.11.  5-sty  brk  tene- 
ment. Henry  F  Meyler  to  Charles  Garneau.  of  Brooklyn.  Mort 
$21,000.     Oct  8,  1906.     7:19.39—13.     A  $10,000— $20,000. 

other   consid   and  100 

134th  St.  No  127.  n  s,  325  e  7th  av,  25x99.11,  5-sty  brk  tene- 
ment. Max  J  Klein  et  al  to  Joseph  Mitsch.  Mort  $19,000. 
June  13.  1905.  fRe-recorded  from  June  14,  1005.)  Oct  11. 
1906.      7:1919—15.      A    $10,000— $19,000.        other   consid    and    100 

other  consid  and  100 

135th  st,  Nos  602  to  608,  s  s.  100  w  Broadway.  154.0x99.11.  four 
5-sty  brk  tenements.  D  L  Block  Co  to  Joseph  Rosenthal  and  Ja- 
cob Grotta.  Mort  $182,000.  Oct  8,  1906.  7:2001-38.  40.  41,  43. 
A  .$02.01X»— P  .$72  000.  other  consid  and  100 

136th  St.  Nos  3  to  11.  n  s,  85  w  5th  av,  1.50x99.11.  3-sty  brk  stable. 
Abraham  Perlman  to  Hayman  Goldreyer.  Mort  $68,000.  Oct  3. 
Oct  5,  1906.     6:1734—29  to  32%.     A  $.38.000— $46,000. 

other  consid  and  100 

137th  St.  Nos  42  and  44.  s  s.  447.6  w  5th  av.  37.0x99.11.  6-sty  brk 
tenement.  Max  M  Lederer  to  Henrietta  S  Lederer.  of  New 
Brunswick.  N  J.  Mort  $41,500.  Oct  8,  1906.  6:1734—55.  A 
$11.000— .$42,000.  other  consid  and  100 


143d  st,  No  467,  n  s,  100  e  Amsterdam  av,  18x09.11,  3-sty  stone 
front  dwelling.  Annie  E  Ruddell  to  John  C  Altherr.  Mort  $10.- 
OlX».     Oct  8,   1906.     7:20.59—5.     A  .$4.700— $14. 0<X1.  -  nom 

144th  St.  Nos  .505  and  507,  n  s,  100.9  w  Amsterdam  av,  33x99.11, 
two  3-sty  brk  dwellings.  Edgar  Logan  to  Lewis  Morris  of  Paris, 
France.  B  &  S  and  C  a  G.  June  28.  Oct  8,  1900.  7:2076— 
27%   and   28.      A   $10.000— $20,000.  nom  . 

149th  st.  No  .530,  s  s,  325  w  Amsterdam  av,  10.Sx09.ll,  3-sty 
stone  front  dwelling.  Andrew  A  Bibby  to  James  A  Whitcomb. 
Mort  $12.0(X).  Oct  9.  Oct  10,  1906.  7:2080 — 14%.  A  $6,.500 
— $13,tK:M;>.  16,000 

151st  st.  No  .521,  on  map  No  527,  n  s.  200. S  w  Amsterdam  av,  33.4 
x99.11.  5-sty  brk  tenement.  FORECLOS.  Arthur  Smith  (ref)  to 
Arthur  H  Sanders.  Oct  8.  Oct  9.  1906.  7:2083—21.  A  $13,- 
50O— $32.0lM).  30,100 

Same   property.      Arthur  H   Sanders  to   Moritz  L   and   Carl   Ernst. 

Mort  $27,000.     Oct  8.     Oct  9,  1906.     7:20S3.  nom 

151st  st  I  n    s,    325    w    Broadway,    runs    n    199.10 

1.52d  st,   Nos  620  and  022|     to  s  s  152d  st,  x  w  203  to  e  s  River- 
Riverside  Drive  or  av  |     side  av,  x  s  208.1   to   n   s  151st   st,  x 
e  14.5  to  beginning,  two  2-sty  frame  dwellings,  2-sty  frame  stable 
and  vacant.     John  L  Wall  to  Empire  Realty  Corporation,  a  cor- 
poration.    Mort  $60,000.     Sept  27.     Oct  5,  1906.     7:209S., 

other  consid  and  1000 
154th  st,  Nos  202  to  208,  s  s,  100  e  8th  av,  75x99.11,  two  6-sty  brk 
tenements.     Nathan  Marx  et  al  to  John  M  Gibson.      Mort  $S5.- 
0(M).     Oct  8.     Oct   10,   1906.     7:2039—58  and  60.     A  $21,000— 
$75,000.  other  consid  and   100 

1.54th  St.  Nos  262  to  208.  s  s.  100  e  8th  av.  75x99.11.  two  6-sty 
brk  tenements.  John  M  Gibson  to  Nathan  and  Edward  Marx. 
Morts  $80,000.  Oct  8.  Oct  11,  1906.  7:2039—58  and  60.  A 
$21,000— $75,000.  100 

173d  st,  s  s,  137.6  e  St  Nicholas  av,  37.6x100,  vacant.  Release 
mort.  N  Y  Mortgage  &  Security  Co  to  Mutual  Construction  Co. 
July  23.     July  24,  1906.     8:2129.  2,000 

Same  property.     Release  mort.     Same  to  same.     July  23.     July  24, 
1906.     8:2129.     Reprinted  from  issue  of  July  28,  when  this  con- 
veyance appeared  with  Bronx  Conveyances.  9,000 
170th  St.  s  s.   KXt  w  Amsterdam  av.  -14x99.11.  O-sty  brk  tenement. 
Winslow  Realty  Co  to  Cath  G  and  Clarence  C  Burke  TRUSTEES 
Francis  P  Burke.     Mort  $40,CHM     July  21.     July  24.  IWIO.  8:2132. 
Reprinted    from    issue    of    July    2S,    when    this    conveyance    ap- 
peared  with    Bronx   Conveyances.                       other   consid   and   100 
183d  St.  No  5.54.  s  s,  287.0  e  St  Nicholas  av.  18.9x104.11,  3-sty  brk 
dwelling.    Marie   L   Villaret    to   Gustave   E   Villaret.    Mort   $2.(RK». 
July  25.      Oct  9.   1900.     8:21.54—17%.     A  .$5.500— $13,.500.     12,000 
.•\v  A.   Nos   1294  to  1304's  e   cor  70th  st,   runs  e  323  x  s  100.5  x 
70th  St.  Nos  .500  to  504       1     w  25  x  s  100.5  to  n  s  69th  st  x  w  298 
69th  St.  No  .501                      I     to   Av  A  x   n   200.10  to   beginning,   ten 
6-sty  brk  tenements,  stores  on  av  and  vacant.     Louis  M  Morris 
to  Nathan  Kean  &  Co.     Q  C.     Oct  4.     Oct  10,   ItHMj.     5:1481-1 
to  12  and  40  to  52.     A  $1.S3..50O— $365,500.  nom 
Av  A,  No  13.53                  In  w  cor  72d  st,  25.8x100,  G-sty  brk  tene- 
72d  St.  Nos  437  and  439   |     ment    and   store.      FORECLOS.      Chas   M 
Beattie  referee  to  Fannie  Fritz.     Oct  10,   1906.     5:1467—21.     A 
$15  000— P  .$25,000.                                                                           28,000 
Av  A.  No   109                     I  s  w  cor  7th  st.  22.11x100.  2  and  4-sty  brk 
7th  St.   Nos   130  and  1.32!     tenement   and  store.     Max  J  Kramer  et 
al   to   Harris   Mandelbaum  and  Fisher  Lewine.     1-3  part.      Mort 
$29,f)0O.      July  9.      Oct   9,   1906.      2:434—28  and  29.      A   $22,000— 
.$31,000.                                                                          other  consid  and  100 
Av   B.  No  279.   e   s.   42  n  16th  st,  20.x93,  5-sly  brk   tenement   and 
store   and   2-sty    brk    building   in   rear.      Max   E    Bloch   et   al    to 
Louis  Krawetz.     1-3  part.     Q  C.     Oct  5.  1900,  or  10U6  (?).     Oct 
9,  190(i.     3:984—3.     A  $6,.500— $10,000.  nom 
Av  B,   No  279,   e  s,  42  n  10th  st.  20.x93.  5-sty  brk  tenement  and 
store.      Benjamin    N    Lefkowitz    to    Max    E    Bloch    and    Abraham 
Krawetz.     Mort  $10,.500.     Oct  1.     Oct  0,  1900.     3:984-3.     A  $0.- 
.500— $10.0tK).                                                              other  consid   and    100 
Av  C,   No   177      I   s    w    cor   11th    st,    23.8x65,   o-sty   brk    tenement 
11th   St.  No  050|     and   store.      Mort   $0,000.  I 
94th  St.  No  129.  n  s.  146.8  w  Lexington  av,  16.8x100.8,  3-sty  stone 
front   dwelling.     Mort   $7  0110.  | 
Andrew   Fay   to   Eliz  A,   Edw  J,   Eugene,    Loretta   M  and  Wm   A 
Fay.     B  &  S.     Oct  5.     Oct  6,  1906.     2:393—32.     A  $14,O0O-$2O.- 
000;   5:1523—11.     A  $8, 5(X)— $11,500.                                                  nom 
Amsterdam  av.  No  1889,  e  s,  74.11  s  1.54th    st.  25x100,  2-sty  frame| 

dwelling  and  store. 
Amsterdam   av.    No   1891.   e   s,   49.11   s   154th   st,   25x99.11.   2-sty 

frame   dwelling   and   store.      Morts   .$3.5,000. 
Amsterdam  av.  No  1893,  e  s,  2-1.11  s  154th  st,  25x100,  3-sty  brk 
tenement   and   store   and   2-sty   frame   tenement   in   rear.      Mort 
$22,000. 
Amsterdam  av.  No  1895[   s  e  cor  154th  st,   runs  e  125  x  s  99.11 
1.54th  st.  No  434  |     x  w  25  x  n  75  x  w  100  to  av,  x  n  24.11 

to    beginning.    3-st?    brk    tenement    and   store    and   1-sty   frame 
store   on   st.      Mort   $45.0uO. 
•  Amsterdam   av.   No   1891    (strip   in  rear  of)   begins  40.11   s   154th 
St.  and  99.11  e  Amsterdam  av,  runs  s  25  x  e  0.1  x  n  25  x  w  0.1 
to    beginning. 

Abner  M  Bradley  to  Homer  R  Gillies.  Oct  4.  Oct  6,  1906.     7:2008 
—42   to   45.      A   .$.54.1X10— $08  500.  nom 

Amsterdam  av.  No  805,  e  s,  50.2  n  99th  st,  24.11x100,  5-sty  brk 
tenement  and  store.  Simon  Fink  to  Expert  Realty  Co.  Mort 
$.33,000.     Oct  9.     Oct  10.  1306.     7:1854—3.     A  $16.000— $29.00e. 

other   consid   and   100 
Amsterdam  av.  Nos  900  and  962   In  weor  107th  st,  .50.7x100.  O-sty 
107th  St.   No  201  1     brk  tenement  and  store.     Irving 

Jndis  to  Arthur  Simons.     Mort  .$95,000.    Oct  10,   1900.    7:1S79— 
28  and  29.     A  .$.54,000— P  .$57,000.  nom 

Audubon  av.  No  3SS,  w  s.  90  s  lS5th  st,  18x00,  2-sty  brk  dwelling. 
Hugo  Wintner  to  Katherine  Tojetti.  Mort  $6,000.  Oct  8.  Oct 
9.  1900.     8:2157—21.     A  $2.200— $5,200.  other  consid  and  100 

Borfery.  No  338.  w  s,  87.3  n  Bond  st.  runs  w  85.11  x  s  7.9  x  w  25 
X  n  24.9  X  e  105.8  to  Bowery,  x  s  17.8  to  beginning.  3-sty  brk 
frame  loft  and  store  building.  John  H  Bodine  to  Edward  Fried- 
man. Mort  $18,900.  June  4.  Oct  9.  1906.  2:530-37.  A  $18.- 
000— $22,000.  other  consid  and  lOO 
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PORTLAND  CEMENT 


is  made  in  Germany.  The 
superior  quality  amply  compensates 
the  consumer  for  its  higher  price. 
It  ts  perfect. 

E.  THIELE,  Sole  Agent, 
99  John  St.,  Wgv/  Yo.'k. 


Broadway,   No  !I15,   w  s.  4S  s  lllst  st,  •J4,  1x104.2x23,1x90.]  1,  (i-sty 

brk    loft,    office    and    store    building.-     Alex    R   Chisolm    to    Helen 

M  del  Garcia,  of  Islip.  L  I.     All  title.     Q  C.     Oct  8,  1900.     3;S49 

—09.      A    .$172,000— !t!190.000.  nom 

Same   property.      Helen    M   del    Garcia    to   Geo    R   Schietfelin.      l-(! 

part.      All  title.     Oct  S,   1900.     8:849.  other  consid  and  100 

Broadway,  No  ai.">7,  w  s.  'MS  n  12rith  st,  41.8x100.  0-sty  brk  ten- 
ement and  store.  Lottie  Bernstein  to  Louis  Bernstein.  Mort 
.$li9.0U0.  Oct  r>.  Oct  8,  1900.  7:1993—88.  A  .$23.000— P  $4.3,- 
000.  other  consid  and  100 

Broadway,  w  s,  120  s  127th  st,  41.8x100,  0-sty  brk  tenement 
and  store.  Chas  M  Rosenthal  to  Joseph  Langan.  Mort  .$.30,000. 
Oct  5.     Oct  0,  1900.     7:1993-88.     A  .$2.3,(_MJ0— P  $45,000. 

other   consid    and    100 
Joseph  Langan  to   Lottie   Bernstein.     Mort   $06,- 
Oct  0,   1900.     7:1903.  other  consid  and  100 

3    w    cor  "1.37th    st,    new    lines,    runs    w   —   to   e   s 
St  Nicholas  av  x  s  —  to  s  s  157lh  st,  old  line,  x 
to    w   s    Edgecombs   av   x   n    10   to    beginning. 
The  City  of  N  Y  to  Resolved  Gardner.     All 
Oct  10,   1900.     8:2107,  1,000 


Same   property 

000.  Oct  5. 
Edgecombe  av 
St  Nicholas  av 
157th  st  I     X  — 

Release  claims,  &c. 

title.     Q  C.     Oct  9 


Edgecombe  av,  n  w  cor  1.37th  st,  new  lines,  runs  w  —  to  e  s  St 
Nicholas  av  x  n  —  to  n  s  157th  st,  old  line,  x  e  —  to  w  s  Edge- 
combe av  X  s  10  to  beginning.  Release  claims,  &c.  The  City  of 
N  Y  to  Aimee  G  Alexander,  All  title.  Q  C.  Oct  9.  Oct  10. 
1900.     8:2108.  1  OtM) 

Lenox  av.  No  470,  e  s,  79.11  n  133d  st,  20x84,  .3-sty  brk  tenement 
and  store.  Fredk  D  Cushman  to  Alice  L  Bierhotf.  Mort  .$10,- 
000.     Oct  4.     Oct  5,   1900.     0:1731—4.     A  .$9  500— $18,000. 

other   consid   and   100 
Lenox  av,  No  473,  w  s,  58.8  s  134th  st,  32.0x100,  5-sty  brk  tene- 
ment  and   store.      Fredk   D   Cushman   to   Alice   L  Bierhoff.      Mort 
$32,000.     Oct  4.     Oct  5,  190i;.     7:1918—33.     A  $22,000— .$35,000. 

other  consid  and  100 
Lexington   av,   s   e   cor  07th  st,   100.5x00,   vacant.      Samuel,  Mandel 
et  al  to  Harris  Mandelbaum  and  Fisher  Lewine.     All  liens.      Oct 
9.      Oct    10.   190().     5:1401.  •  other  consid  and  JOO 

Lexington  av.   No   1047     |  n  e  cor  120th  st,  100.11x49.11,   three  3- 
120ch  St.   Nos   143  to   147|     sty   brk   tenements   and   stores   and   2- 
sty  brk  tenement   and  store.      Moritz  L  Ernst  et  al  to  Emerence 
K    Ager,    of    Brooklyn.      Mort    $40  000.      Sept    2,S.      Oct    5,    1900. 
(;:17C,ij— L'l  and  22.     A  $27, .300— .$38, .300.  other  consid  and  100 

Madison  av.  No  1.338,  w  s,  .30.0  n  104th  st,  10.8x70,  3-sty  stone 
front  dwelling.  Mary  E  Brady  widow  to  Louis  Van  Brink.  Mort 
$7,000.     Oct  8,  lOOO.     0:1010—1014.     A  ,$0,.300— $10,000.  nom 

Madison  av.   No  10951  n   e   cor   112th   st,   25.5x75,   5-sty   brk   tene- 
112th  st.   No  43  I       ment  and  store.     Jacob  Rapoport  et  al  to 

Michael   L  Flank.     Mori  .$34,(X)0.     Oct  3.     Oct  8,   19O0.     6:1018 
—19.      A  $18,.30O— $31,000.  100 

Madison  av.   No  2001        |   n    e   cof  1.30th   st,    99.llx.35.    5-sty   brk 
130th  st,   Nos  45  and  47|     tenement  and  store.     FORECLOS.     Wm 
H  Wadhams   (ref)   to  Elizabeth  Hafner.     Oct  8,  1900.     0:17.35- 
—20.      A    $22.000— $00,000.  8,710 

Madison  av.   No  2015  |  n  e  cor  128th  st,  99.11x35,  two  3-sty  frame 
I28th   st.   No  41  I     dwellings. 

128th  st,  Nos  43  and  45,  n  s,  35  e  Madison  av,  37.0x90.11,  two  3- 
sty  frame  dwellings. 
Joseph  Liebenthal  et  al  to  Liebenthal  Construction  Co.  Mort 
,$05,500.  Oct  8.  Oct  9,  1900.  0:17.33— 2O1/2  and  23.  A  $38,<100 
— .$43,.300.  other  consid  and  100 

Manhattan  av.  No  495,  w  s,  78. .3  s  121st  st,  15x,S0,  3-sty  stone 
front  dwelling.  Charlotte  Lilianthal  and  ano  EXRS,  &c,  Joseph 
Lilianthal  to  Edw  J  Welling.  Mort  $10,500.  Oct  10.  Oct  11, 
1900.      7:1947— 48»/4.      A    $7, 000-$  11, 000.  10,.500 

Manhattan  av.  No  498,  e  s,  82.2  s  121st  st,  18.9x95,  5-sty  stone 
front  tenement.  Peter  Korn  to  Samuel  Krule^itch.  Mort  $17,- 
000.      Sept  24.     Oct  9,   1900.      7:1947 — 17.     A  $9,000— ,$10,0(h:). 

other  consid  and  100 

New   av,    e    s,    extends    from    180th    to    1.81st    sts.    lying   bet   Fort 

Washington  av,  and  a  new  av,  to  be  known  as  Haven  av,  — x — , 

Fort  Washington  av,  w  s,  extends  from  l.SOth  and  1.81st  st,  — x — . 

Boundary    line    agreement    to    be   .100.8    w    Fort    Washington    av, 

on  s  s  181st  st  and  109.9  w  Fort  Washington  av,  on  n  s,  180th 

St. 

Fort    Washington    Syndicate    with    Max    Marx.      Oct    8.      Oct    11^ 
190(i.      8:2177.  

Park  av.  No  1042,  w  s,  25  n  110th  st,  25. .3x90,  5-sty  stone  fronf 
tenement.     Release  mort  as  to  easement.  &c.     May  B  Moffat  to 

.  N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H  R  R  R  Co.  May  23. 
Oct  5.   lOOCi,     6:1(!22— 34.     A  $8,000- $20,000.  nom 

Same  property.  Release  mort  as  above.  Barbara  Fick  to  same. 
Sept   29.      Oct   5.    lOlHi.      0:1022.  nom 

Same  property.  Release  claims  as  to  Park  av  viaduct.  Louis 
Newman   to   same,      Mav   21.      Oct   5,   1906.      6:1022. 

other   consid   and   100 

1st  av,  Nos  2091  and  2093  in  w  cor  107th  st,  75.7x71.10,  two  0-sty 
on  map  Nos  2091  to  20931     brk      tenements      and      stores.      Louis 

107th  St.  Nos  .339  and  341  |  Romm  et  al  to  Michele  Avolio.  Mort 
$74,000.  Oct  5.  Oct  0,  19<Hi.  0:l(i79— 23  and  25.  A  $23,.30O 
— P  $29  500.  other  consid  and  loO 

1st  av.  No  1307,  w  s,  77.2  n  7.3d  st,  25x100,  4-sty  brk  tenement 
and  store.  Henry  Sanford  to  Henry  A  Lee,  Brooklyn.  Mort 
$12,000.  Sept  10.  Oct  11,  19O0.  5:1448—20.  A  $12 .30O— 
$18..300.  28,500 

1st  av.  No  1307,  yi  s,  77.2  n  73d  st.  2.3x100,  4-sty  brk  tene- 
ment and  store.  Carl  Becker  to  Henry  Sanford.  Mort  $12  000 
Sept  4.     Oct  11,   1906.     5:1448-26.     A  $12,.300— $18..300.       28.0110 

1st  av,  No  1108,  e  s,  75.5  n  (>0th  st,  25x100,  1-sty  frame  build- 
ing and  vacant.  Gustave  Wacht  to  Charles  Geiger  and  Solomon 
Braverman.  %  part.  Mort  $11,000.  Aug  15.  Oct  8  1900 
5:143.3 — i.      A   $9.flOI>— $9.0(X).  100 

1st  av.  No  1122,  e  s,  lOO  n  01st  st,  29.3x97.9x14x95,  5-sty  brk 
tenement  and  store.  Hp"rietta  Katz  to  Jacob  Bernardik  and 
Mayer  Zalka.  Mort  $10,000,  Oct  9,  1900.  5:14.36^9  A  $9 - 
.300-$16,50O.  "^  nom 

2d  av.  No   1012,   e   s,   51  s  S4th   st,  .25.0x100,   4-sty  brk  tenement- 
and    store.      Anton    W    Finger    to    Sophie    Sarg,      Mort    $18,7.50. 
Oct  1.     Oct  0,  1906.     5:1540—51.     A  $14,000— $19,000. 

other   consid   and   100 


2d.  av.  No  210.3.  w  s,  70.3  s  100th  st.  25x100,  5-sty  brk  tenement 
and  store,  George  Bader  to  Frank  Gens  and  Samuel  Rodman. 
Mort  ,$20,0.30,  Oct  4.  Oct  5,  1906.  6:1658—25,  A  ,$9,000— 
.$23„300.  other  consid  and   100 

3d  av.  No  924.  w  s.  .30.5  s  50th  st,  25x95,  5-sty  brk  tenement  and 
store.  Mathilda  White  to  Paul  Scheel.  Mort  $22  000.  Oct  8. 
Oct   9,   1900.     5:1310—38.     A  $19,500— $25,000. 

other  consid  and  100 

3d  av.  No  2100.  Agreement  as  to  ownership  and  division  of  profits 
and  placing  of  morts,  &c.  Paul  Kaskel,  Abe  Bruder  and  Frank 
Hahn  with  Samuel  Gross  and  Davis  Eisler.  Mar  2(i.  Oct  10, 
lOOr..     (i:]042— 39.     A  .$40,000— $72,000.  nom 

5th  av.  No  21.S8.  w  s,  49.11  s  134th  st.  25x85,  5-sty  brk  tene- 
ment and  store.  Joseph  Shenk  to  Sadie  Josephy.  Morts  $22,- 
606.(i6.     Sept  25.     Oct  8,  1906.     6:1731—38.     A  $12,000— $22,000. 

nom 

5th  av.  No  1.3,87,  e  s.  .30.11  n  114th  st.  25x100,  5-sly  brk  tene- 
ment and  store.  John  D  Hake  to  Mathilda  White.  Morts  $:>0,000. 
Oct    1.      Oct   9.    1900.      6:1020—3.      A   $17.000— $28,000.       omitted 

0th  av.  No  805.     General  release  of  assignment  of  rents.     Vittorio   " 
Bernardi   to   Simon   Kosofsky.     Oct  6.     Oct  9,   1906.     4:998—33. 
A  $28,000— $33,0CO.  .  .  nom 

7th  av.  No  21.30,  w  s.  53.3  s  12Sth  st,  23.4x85,  5-sty  stone  front 
tenement.  Edw  A  Boyd  to  Chas  A  Stein.  All  liens.  Oct  6, 
1906.      7:1933—34.      A   $14,500— $22,000.  ,  nom 

lOlh  av.  Nos  203  and  205,  w  s.  98,9  s  20th  st,  49.4x72.  4-sty  brk| 
tenement  and  store.     Mort  $15,000.  | 

20th  St.  No  5<I2.  s  s,  72  w  10th  av.  28x148,1,  4-sty  brk  tenement! 
and  store  and  3-sty  brk 'tenement  in   rear.      Mort  $15,0(10.  | 

Edmonds  Putney  to  Sydney  Fisher,  of  Brooklyn.  1/2  part.  B  & 
S.  Nov  14,  1905  Oct  11,  1906.  3:697—33,  34  and  39.  A 
$29,000— $40,000.  nom 

11th  av.  No  504,  e  s,  98.9  n  39th  st,  24.8x100,  5-sty  brk  tene- 
ment and  store.  Percy  S  Clark  to  Joseph  Frey,  2-3  parts,  and 
Leon  Frey.  1-3  part.  Morts  $22,2,30.  Oct  4.  Oct  5,  1900. 
3:711—64.      A   ,$9,0tlO— $17,500.  other   consid   and    100 

11th  av.  Nos  404  to  408,  e  s,  24.9  s  .38th  st.  74x100,' three  5-sty  brk 
tenements    and    stores.       Release    agreement,    recorded    July    13, 

1905.  Windsor  Trust  Co   to  David  Stevenson.     Aug  16.      Oct  10 
lOOIi.      3:700—69   to  71.      A   .$27.000— $51,000.  ■    nom 

11th  av,  Nos  404  to  408,  e  s,  24.9  s  .38th  st.  74x100.  three  5-sty 
brk  tenements  and  stores.  Release  dower.  Mary  G  wife  David 
Stevenson  to  Rose  T  Levisohn.  Q  C  and  B  &  S.  Oct  3.  Oct  10 
1900.      3:70!)— 09   to   71.      A  .$27.000— $51  000.  nom 

Same   property.      Anson  McC  Beard  TRUSTEE  David   Stevenson   to      ■ 
same.     B   &   S.      Mort   $31,745.     Aug  15.     Oct   10,   1906.     3:709. 

nom 

Same  property.  Rose  T  Levisohn  to  Aaron  Snitow,  Moritz  Kraisler 
and  Aaron  Nurick.     Mort  $.35,.3(X».     Aug  15.  Oct  10,  1900.     3:709. 

other   consid    and    100 

Interior  strip,  begins  49.11  s  154th  st  and  99.11  e  Amsterdam 
av,  runs  s  2o  x  e  0.1  x  n  25  x  w  0.1.  Mary  E  Kuhn  EXTRX  and 
TRUSTEE   Wm  H    Kuhn   to   Abner   M   Bradley.      Sept  20       Oct  6 

1906.  150 

MISCELLANEOUS. 

General  release  of  dower.  Liny  or  Leny  Schulman  to  Israel 
Schulman  her  husband.     Sept  25.     Sept  28,  1900.  nom 

BOROUGH    OF    THE   BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 
new  Annexed  District   (Act  of  1895). 

*Byron  st,  e  s,  100  n  2.36th  st,  75x140.  Joseph  Foerst  to  Joseph 
Keller.      Mort  $1  2(J0.     Oct  2.     Oct  9,  1906. 

other  consid  and  100 

*Bartholdi  st.  s  s.  2;j  e  Cedar  av.  .50x100.  Williamsbridge.  A  Shatz- 
kin  &  Sons  to  Saverio  Paonessa.  Mort  $1,2,80.  Sept  18,  Oct 
9,  1906.  other  consid  and  100 

*Concord  st,  w  s,  96  n  236th  st,  200x83.0.  Conrad  Witt  to  Nickolas 
Vogel.      Mort   $3,780.      Oct  8.      Oct   10,   1906.  100 

Cottage  pi.  No  5,  on  map  No  7,  w  s,  190  n  170th  st,  25x100.  2-sty 
frame  dwelling.  Michel  Rude  to  Joseph  Schmid.  Mort  .$4  000 
Aug  14.      Oct  6.   1906.      11:2932.  other  consid  and  100 

■Catharine  st,  e  s,  and  being  lot  I  map  South  Washingtonville. 
Thos  W  Thorne  to  Grace  D  and  Lydia  W  Thorne,  New  Rochelle 
N  Y.     Oct  4.     Oct  5,  1900.  nom 

*Carroll  pi.  n  w  cor  Washington  st,  lot  206  map  Sec  3  St  Raymond 
Park.      Alfred    Carver   to    James    Carver.      Oct   2.      Oct   5.    1900. 

*Green    lane,    e    s,    101    s   5th   st,    19x100.      Henry   G   K   Heath   te™ 
William   Reichelt.      Mort   .$2,000.      July  2].      Oct  .3,   1906.  nom 

Jefferson  pi,  s  s,  120  e  Franklin  av,  25x7tl.2  vacant.  Mary  P 
Batisher  to  Chas  H  Bausher.  June  0,  1905.  Oct  11.  1906. 
11:2933.  other  consid  and   100 

''Kinnear  pi,  s  s  100  e  Halsey  pi,  runs  s  75  x  e  75.5  to  w  s  of  the 
creek,  x  n«—  to  pi,  x  w  57.2  to  beginning  .with  all  title  to  c  1  of 
creek  Westchester.  Chas  H  Lowerre  to  Philip  Koehler  Oct  8 
Oct  1>,   1906.  ■  nom 

*Lincoln  st,  e  s,  1.30  n  West  Farms  road,  48x100,  Westchester 
Joseph  J  Gleason  to  Tillie  M  Stadler,     Oct  5.     Oct  0,  1900. 

,-■    „      J     ,  T^^       .-  other  consid   and   100 

Minford.p!,  e  s,  225  n  li2d  st,  l.jOxlOO.  vacant.  Mary  McNuIty  to 
Edw  A   Barry.      Mort   $10,380.      Oct   10,   1900.      11:2977. 

a,,,      .  other  consid   and   100 

"Marian  st.  n  w  s,  at  s  e  s  Railroad  pi,  50x100.  Washingtonville 
Henry  Stahl   to  John  Stahl.     Sept  7.     Oct  8,   1900.  nom 

*Same   property.     John  Stahl   to  Wm  J  Crotty.      Sept  25.     Oct  8, 

*Matilda  st,  n  w  s,  lot  H  map  South  Washingtonville,  20  2x— x44 
xlOII  on  n  e  s.  Pauline  Stahl  to  Herman  Schmidt.  Oct  5.  Oct 
9,   190(i.  non, 

*PopIar  St.  s  s,  115  w  Roselle  st,  2,3x100x25x100,  Gleason  prop- 
erty. Jonas  Fuld  to  Wm  and  Emily  Hollweg.  Sept  12.  Oct 
5,    1906.  other  consid   and   100 

♦Taylor  st.  e  s..  2(X)  s  Morris  Park  av,  25x100.  Camilla  E  Mazey 
to   Henry  Stuhlman.      Mort   .$3,200.      Oct  2.      Oct  8    1900  nom 
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Systems  of  Less  Than  Five  Stations 


Interior  Telephones 

No  Installation  Charge       Flfflff      PpilfC      51      Mllllfh 
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THE  AHENTION  OF  ARCHITECTS  AND  BUILDERS  IS  PARTICULARLY  CALLED  TO  THE  ADVANTAGES  Of  OUR  SYSTEMS. 
RATES  FOR  SYSTEMS  OF  OVER  FIVE  STATIONS  AND  ALL  OTHER  INFORMATION  MAt  BE  OBTAINED  UPON  APPLICATION, 

NEW     YORK     TELEPHONE     C  O  IVI  P  A  N  Y 


I  15  WEST  38th  STREET 


15  DEY  STREET 


220  WEST  124th  STREET 


Timpson  pi,  e  s,  201  n  144th  st,  runs  e  55  x  s  e  40.11  x  n  6.4  x  n 
w  44.2  and  58.4  to  pi.  x  s  w  22.4  to  an, angle,  x  s  18.4  to  be- 
ginning, vacant.  Ajax  Construction  Co  to  Matthew  Anderson. 
Mort  if 5,500  and  all  liens.     July  6.     Oct  10,  lOOli.     10:2000. 

other  consid  and  100 

Truxton  st,  bet  Eastern  Boulevard  and  Leggett  av.  Consent  to 
construction  of  sewer.  Jacob  Leitner  to  The  City  of  New  York. 
May  11.     Oct  11,   VMG.     10:2701!  and' 2000.  nom 

Truxton  st,  bet  East  River  and  Leggett  av,  Consent  to  construc- 
tion of  sewer.  Oak  Point  Land  &  Dock  Co  to  The  City  of  New 
York.      June   0.      Oct   11.    I'JUO.      10:2700  and  200G.  nom 

Truxton  st,  bet  Eastern  Boulevard  and  Leggett  av.  Consent  to 
construction  of  sewer.  East  Bay  Laud  and  Impt  Co  to  City  of 
New  York.     May  24.     Oct  11,  lOOO.     J0:2700  and  2006.  nom 

*Wright  st,  e  s,  175  s  187th  st,  25x100.  Thomas  Scott  to  Charles 
Meyer.      Oct   10.      Oct   11,   1000.  other  consid   and   100 

*ath  st,  n-  s,  198.11  e  Green  lane  or  av,  25x100,  Westchester.  Will- 
iam Anderson  to  Annie  A  Horton.  B  &  S.  Sept  24.  Oct  8, 
IflOO.  nom 

*Oth  st,  w  s,  at  n  w  s  227th  st,  gore  lot  01  map  Wakefield.  Mary 
A  OHare  HEIR  Chas  and  ."^nn  O'Hare  to  Frank  McGarry,  of 
Brooklyn.     B  &  S;     Oct  3.     Oct  5,  1900,  nom 

*i;^th  St.  n  s,  2.55  e  Av  B,  50x108,  Unionport.  Isaac  A  Benequit 
to   Vito   Sabatiello.      All   liens.     Oct   5.      Oct   11,   1900.  1,170 

*]4th  St.  n  w  cor  Av  C,  old  line,  runs  n  82  x  w  —  to  e  s  Av  C, 
new  line,  x  s  —  to  st,  x  e  21  to  beginning,  Unionport.  Ella  B 
Henry  to  Mary  M  Henning,  Jr.  All  liens.  Nov  15,  1902.  Oct 
11,   1900.  nom 

lM5th  st,  No  839,  n  s.  150  w  St  Anns  av,  25x100,  5-sty  brk  tene- 
ment. Abraham  Buxbaum  et  al  to  Abraham  Buxbaum.  Mort 
.$17,000.     Oct  9.     Oct  10,  1900.     9:2203.  other  consid  and  100 

130th  st.  No  805,  n  s,  abt  24()  e  St  Anns  av,  and  925  w  Home  av, 
25x100,  4-sty  brk  tenement.  Louis  Baumgarten  et  al  to  Geo  O 
Sauer  and  Max  F  Schober.     Mort  $16,000.     Oct  5,  ICMXi.     10:2549. 

other  consid  and  100 

137th  st.  No  739,  n  s,  737.0  e  Willis  av,  10.3x75,  4-sty  brk  dwell- 
ing. FORECLOS.  Cornelius  J  Sullivan  (ref)  to  Ellen  M  Dun- 
can.    Sept  20.     Oct  9,   1900.     0:2282.  8,025 

140th  st,.  No  846,  s  s,  152.9  e  St  Anns  av,  25x100.  4-sty  brk  tene- 
ment. Bertha  Freid  to  Louis  Green,  Mort  .$13,000.  Oct  3.  Oct 
9,    1900.      10:2551.  nom 

140th  st,  s  s,  80.3  e  Southern  Boulevard,  75x100,  vacant.  Henry 
Goodman  to  Albert  Goodman.  %  part.  All  title.  B  &  S.  All 
liens.     Aug  20.     Oct   10,  1900.     10:2591.         other  consid  and  100 

142d  st,  Nos  005  to  Oil,  n  s,  231.0  e  Alexander  av,  74.9x100,  2 
and  3-sty  frame  dwellings.  Geo  J  Lippman  et  al  to  Haase  Lipp- 
man  Construction  Co,  a  corporation.  July  10.  Oct  11,  1900. 
9:2305.  100 

143d  st.  No  070,  s  s,  141,8  e  Willis  av,  10.8x100,  2-sty  frame 
dwelling.  Julian  Pulhemus  to  Henrietta  E  Eck.  Oct  10.  Oct 
11,   1900.     9:2287.  other  consid  and  100 

145th  st,  Nos  712  and  712V4,  s  s.  .340  w  Brook  av,  runs  s  103  x 
again  s  12.1  to  e  s  old  Mill  Brook,  x  w  09.4  x  n  —  to  st,  x  e  30.9 
to  beginning,  2-sty  frame  dwelling  and  2-sty  frame  building 
in  rear.  James  S  IJryant  to  Barnet  Gurvitch  and  Abraham  Ber- 
lowitz.     Mort  $6,500.     Oct  5.     Oct   11,  1900.     9:2289. 

other  consid  and  100 

14Sth  st.  No  787,  n  s,  299.2  w  St  Anns  av,  37.10x84.9,  5-sty  brk 
tenement.  Louis  Grimm  to  Emma  M  S  Mestaniz.  Mort  $32,- 
OOO.     Oct  4.     Oct  5,   1900,     9:2275,  other  consid  and  100 

158th  st,   s  s,   113.11   w  Union  av,   runs  s   75  x  w  25  x  s  25   x  w 
25  X  n  100  to  st  X  e  50  to  beginning,  5-sty  brk  tenement.     Aug- 
Fromm  to  Victoria  Bltterman,     All  liens.     Oct  5,   1900. 

nom 

100.11  e  Franklin  av,  47x10.5.4x40.0x100.1,  5-sty  brk 

Gibson  to  Mary  McN'ultv.     Mort  $40,8.80.  Oct 

11:2935.     •  100 

Franklin  av,  47x105.4x40.0x100.1,  5-sty  brk 

Barry  to  John  M  Gibson.     Mort  .$29,000.     Oct 

other   consid   and   1(X> 


usta   B 
10:21)55. 

170th  st, 

tenement.   John   M 
10.      Oct    11     1900. 

IJOth  st,  s  s,  100.11 
tenement.  Edw  A 
10,   1900.     11:2935 


170th  St.  n  s,  200  e  Prospect  av,  runs  e  100  x  n  108.S  x  w  87.7 
x  S  1.3  x  w  14.1  X  s  100  to  beginning,  vacant.  Release  mort. 
Chas  F  Mattlage  to  Fredk  M  Mellert.  Q  C.  May  17,  1905.  Oct 
5.  1900.     11:2954.  100 

170th  st,  northerly  cor  Longfellow  av,  late  Lillian  (EHizabeth)  st, 
runs  n  w  along  av,  100  x  n  e  88  x  s  e  100  to  st,  x  s  w'89  to 
beginning,  two  2-sty  frame  dwellings.  Cath  A  Andrew  to  Ber- 
tha J   Stelnmetz.     Oct  0.     Oct  8,   1906.     11:3004. 

other  consid  and  100 

*178th  st,  s  s,  100  e  Bronx  Park  av,  25x100,  2-sty  frame  dwell-| 
ing. 


177th  st,  25x100,  2-sty  frame  dwelling.] 
al   to   Edw  A  Schill.      Mort  .$8,750.     Oct 

other  consid  and  100 


Bronx  Park  av,  e  s,  2.5  n 
Solomon  Finkelstein  et 
0.     Oct  8.  1900. 

182d  st,  s  s,  S4.3  e  Washington  av,  72x57.9x72.3x57.10,  four  3- 
sty  brk  dwellings.  Release  judgment.  Chas  H  Baxter  and 
ano  to  Hillside  Realty  and  Construction  Co.  Oct  10.  Oct 
11,   1906.     11:7049.  100 

182d  st,  s  s,  120.3  e  Washington  av,  18x61.7x18.1x05.4,  3-sty  brk 
tenement.  Release  mort.  Edward  Anderson  et  al  to  Hillside 
Realty   and   Construction   Co.      Oct   9.      Oct   10,    1900.      11:3049. 

137.50 

187th  st,  n  s,  abt  98  e  3d  av,  also  plot  begins  131.0  n  187th  st, 
and  195  e  Washington  av,  runs  w  20  x  s  131. t!  to  n  s  187th  st, 
X  e  16  X  n   131.0  to  beginning,   vacant,     Henrietta  G  Thompson 


widow  to  James  H  Cornell,  Jr,  Borough  of  Queens.     B  &  S.     All 
liens.     Sept  28.     Oct  10,  1900.     11:3057.  nom 

191st  st,  n  s,  483  w  Hughes  av,  100x157,  2-sty  frame  dwelling 
and  vacant.  Florence  Powell  to  Minna  Knoch.  Q  C,  Oct  8. 
Oct   10,   1900..      12:3273.  nom 

*210th  st,  n  s,  100  w  Ash  av,  25x100.4,  Laconia  Park.  Release 
CONTRACT  recorded  July  0,  1904.  A  Shatzkin  &  Sons  to  Ma- 
linda  G  Mace.     Sept  28.     Oct  0,  1900.  nom 

*217th  st,  n  e  cor  0th  st,  2  lots,  each  2.5x114,  Laconia  Park. 
Solomon  Kolin  to  John  E  Pyle,  of  Jersey  City,  N  J.  Mort  $1,- 
140.   Aug  27.      Oct   5,   1900.  other  consid  and  100 

*217th  st,  n  s,  200  e  0th  av,  50x114.  Giuseppe  Barone  to  Petrina 
Barone.     Oct  9,   1900.  300 

*225th  st   1  s  s,  207  e  Bronxwood  av.  2.5x100.9  to  Corsa  lane,  x28.3 

Corsa  lane|  x87.9.  A  Shatzkin  &  Sons  to  Giuseppe  Uniceli.  Mort 
.$575.     Sept  7.     Oct  9,  1900.  other  consid  and  100 

*22(ith  st,  s  e  cor  1st  st,  lots  1261,  1262,  1203  and  gore  104  map 
Wakefield  about  1  acre.  Mary  J  Odell  EXTRX,  &c,  Lawrence 
Odell   to  John   Schrader.     Oct  9.     Oct  10,   1900.  2,250 

*220th  st,  s  s,  221  e  Bronxwood  av,  100x109.  Hugo  Wabst  and 
ano   to   Andrea   Napolitano.     Mort  $1,890.     Oct  5.     Oct  8,  1900. 

other   consid  and   100 

*230th  st,  s  e  cor  5th  st,  being  gore  34  map  Wakefield,  August 
Lober  to  Mary  E  Smith.     Oct  10.     Oct  11,  1900.  nom 

*233d  st,  s  s.  180  e  White  Plains  road,  .50x64.0,  Wakefield.  Marie 
Weber  to  Joseph  Keller.     Oct  8.     Oct  9,  1900.  other  consid  and  100 

2.35th  st,  n  s,  200  w  Kepler  av,  lots  653  and  054  map  Woodlawn 
Heights,  vacant.  Release  mort.  J  C  Julius  Langbein  to  the 
Louis   Meyer  Realty  Co.     Oct  0.     Oct   11,   1900.     12:3370.       1,480 

237th  st,  n  s,  325  w  Martha  av,  25x100,  2-sty  frame  dwelling, 
Wilhelmina  Ruehl  to  Karoline  Henrich.  Oct  10.  Oct  11,  19U6, 
12:3386.  other  consid  and  100 

*2.39th  st,  n  s.  and  being  lot  89  map  South  Washingtonville,  .50x 
101).  Wm  F  A  Kurz  to  Charles  Dammeyer.  Mort  $901).  Sept 
19.      Oct  5,   1906.  other  consid   and  100 

239th  st,  n  s,  bet  Kepler  av  arid  Katonah  av,  and  being  lots  237 
and  238  map  330  lots  of  Edw  K  Willard,  40x100.  Albert  B  Har- 
dy to  Clara  D  Vreeland.     Oct  10,   1906.     12:3380. 

other   consid   and   100 

250th  (Rock)  st,  n-  s,  100  e  Tyndall  av  (Hill  st),  .50.x05,  vacant. 
James  Leitch  to  Edw  F  Boyle.     Sept  29.     Oct  8,  1900.     13:3423. 

nom 

*Av  B,  w  s,  58  n  12th  st,  .50x105,  Unionport.  Henry  Smith  to  John 
E  Virden.     Oct  8.     Oct  0,  1000.  other  consid  and  100 

*Same  property.  Release  mort.  Doris  wife  of  .\dolph  Attmann  et 
al  HEIRS,  &c,  Adolph  Attmann  to  Henry  Smith.  Oct  4.  Oct 
9,  1901).  nom 

*Av  B,  w  s,  58  s  5th  st,  25x105,  Westchester.  Leonard  R  Wey- 
and  to  .\rthur  H  Murphy.     Sept  2,  1905.     Oct  8.  10O6.  nom 

Belmont  av,  w  s.  178  n  Kiugsbridge  road,  25x100,  2-sty  frame 
dwelling.  Patrick  Lynch  to  Katherine  wife  of  Patrick  Lynch. 
Oct    11.    19a;.    (11:3080.  gift 

Belmont  av,  w  s,  145  n  lS8th  st,  50x87.6,  vacant.  Otto  G  Foelker 
to  Gulf  Co-operative  Co.  Mort  $2,500.  Oct  8.  Oct  9.  10O6. 
11:3076.  other  consid  and  100 

*Bronxdale  av,  w  s,  50  s  Kinsella  av,  50.0x108.7x50x115.11^ 

Bronxdale  av,  s  w  cor  Morris  Park  av,  75.8x107. 5x75.x07.7,  lots 
99  to   101.  __    . 

Bronxdale  av,  w  s,  160  n  Morris  Park  av,  175x99.10x175x09.6. 
Wm  G  Mulligan  to  Mary  A  Graham.     Sept  19.     Oct  9,  1906.      nom 

''Bronxdale  av,  n  w  cor  Kinsella  av,  50.6x92.2x50x99.6,  Westches- 

,  ter.     Wm  G  Mulligan  to  Mary  A  Graham.     Sept  19.     Oct  9,  1000. 

nom 

Bathgate  av.  No  2334,  e  s,  171  s  3d  av,  late  Kingsbridge  road,  25x 
00,  2-sty  frame  dwelling.  Ellen  O'Neill  to  Uriah  McClinchie,.  of 
Brooklyn.     Oct   8.      Oct  9,   1900.     11:3052.  nom 

Bathgate  av.  No  1li32,  e  s,  1.50  n  172d  st,  25x95,  4-sty  brk  tene- 
ment. Newman  Dube  to  Wm  J  Diamond.  V2  part.  All  title.  All 
liens.     July  1.  1004.     Oct  10,  1900.     11:2920.  other  consid  and  100 

Belmont  av,  w  s,  1<X>  n  183d  st,  25x100,  2-sty  frame  dwelling.  Jo- 
seph G  Biernesser  to  John  Reilley.  Oct  3,  Oct  10,  1906.  11:- 
3087.  other  consid  and  100 

*Beach  av,  cor  Elm  st,  26.2x100,  being  lot  177  map  Laconia  Park. 
A  Shatzkin  &  Sons  to  Sabato  Damiano.  Mort  .$.500.  Oct  6.  '  Oct 
8,   1900.  other  consid  and   100 

*Bronx  Park  av.  e  s,  25  n  177th  st.  25x100,  2-sty  frame  dwelling. 
Joseph  Diamond  to  Ike  Strawgate  and  Solomon  Finkelstein.  Q 
C.      Oct   3.      Oct   8.    1900.  nom 

*Broadway,  e  s,  122  s  Madison  av,  .50x100.  CONTRACT.  Bankers 
Realty  &  Security  Co  with  Frederic  A  Woll.  Oct  29,  1904. 
Oct  11,  1900.  700 

Cambreleng  av.  No  2473,  w  s,  71.0  n  189th  st,  17.3x100,  2-sty  frame 
dwelling.  Ludwig  Proll  to  Maria  wife  of  Ludwig  ProU.  V4  part. 
All   liens.     June  21.      Oct   10,   1900.      11:3091.  nom 

Clinton  av.  No  194<>,  e  s,  149. .5  s  Tremont  av,  25x115,  2-sty  frame 
dwelling.  Henry  Schlobohn  to  Emil  Polack.  Sept  1.  Oct  8, 
1000.     11:2951.  other  consid  and  100 

Crotona  (Franklin)  av.  No  2073,  w  s,  125.2  s  180th  st,  25x125,  2- 
sty  frame  dwelling.  Ossian  Johanson  to  Daniel  McBride.  Mort 
.$2,900.     Oct  1.     Oct  8,  1900.     11:3080.  other  consid  and  100 

Courtlandt  av.  No  794,  e  s.  24  s  1.58th  st,  24.0x91.11,  4-sty  brk 
tenement   and   store.     CONTRACT  to  exch  for  | 

*239th  st,  n  s,  .50  e  Marian  av,  50x100,  South  Washingtonville.  | 
Charles  Cogswell  with  Charles  Dammeyer.  Oct  1.  Oct  5,  1906. 
9:2404   and    *.  exch 
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*Crosby  av,  e  s,  175  s  Waterbury  av,  50x100. 

to  Frank  Porco.     Oct  4.     Oct  5,   1900. 
*Crosby  av,  e  s,  250  s  Waterbury  av,  25x100. 

to  Victor  Bednarik.     Oct  5.     Oct  0,  IIXHJ. 
♦Columbus   av,   n   s,   25  e   Fillmore  st,   25x100. 

Samuel  Leiman  and  Louis  Kaplan.     Oct  10. 


Decatur  av,  e  s. 
Release  mort. 
Wm  and  Kate 


Crotona  av.  No  1895,  w  s,  192.8  n  ITOth  st.  25x108.9,  2-sty_trame 
dwelling.  Samuel  R  Waldron  to  Louise  Hoenack.  Aug- 15.  Oct 
9    190G.     11:2946.  other  consid  and  100 

Crotona  av,  w  s,  192.8  n  ITGth  st,  runs  w  108.9  x  n  9.7  x  e  109.2 
to  beginning,  gore.  Christina  Hartman  et  al  HEIRS,  &c,  Charles 
Hartman  to  Louise  Hoenack.  Q  C.  All  liens.  Sept  20,  Oct  9, 
19015.      11:2940.  nom 

Crotona  av.  No  1805,  n  w  s,  192.8  n  e  17Gth  st,  25x108.0,  2-sty 
frame  dwelling.  Sebastian  Hemberger  to  Louise  Hoenack.  Q 
C.      Oct   10.      Oct   11,   1900.      11:2940.  nom 

Clinton  av.  No  1700,  e  s,  84  s  175th  st.  27x84,  2-sty  brk  dwelling. 
Saml  Marcus  to  Morris  and  Harris  Marcus.  V2  of  %  part.  All 
title.      Mort   JfO.OOO.      Sept    27.      Oct    0,    1900.      11:2948. 

other  consid  and   100 
♦Columbus  av,  n  s,  205  w  Bronxdale  av,  25x100.     Mary  Kelleher  to 
William  Kelleher.      Mort  $3,090.     Aug  29.     Oct  5,   1900. 

other   consid   and   100 
Hudson  P  Rose  Co 

nom 
Hudson  P  Rose  Co 
nom 
Thomas   Scott   to 
Oct  11,   190G. 
other  consid  and  100 
330.10  n  194th  st,  24x100,  2-sty  frame  dwelling. 
Dora  A  Valentine  GUARD  Daniel  H  Valentine  to 
Wirth.     July  12,   1905.     Oct  9,   190G.     12:3277. 

nom 
♦Dudley  av,  n  e  cor  Mapes  av,  25x100.     Percy  S  Dudley  to  Patrick 

J  Sloane.     Oct  5,  190G.  other  consid  and  100 

♦Dudley  av,  s  e  cor  Mapes  av,  25x100.     Percy  S  Dudley  to  James 

Dorsey.     Oct  5,  190G.  other  consid  and  100 

Grand  av,  w  s,  275.3  n  184th  st.  55.2x118.1x55.8x122.1,  5-sty  brk 
tenement.  Germano  Fioravanti  to  Chemical  Realty  Co.  Mort 
$45,0(10.     Oct  10,  1900.     11:3212.  nom 

Grand    Boulevard    and   Concourse,    n   w   cor   Burnside   av,    runs   w| 
108.5  X  n  122.3  x  e  118.11  to  Concourse  x  s  149.3  to  beginning. 
Grand   Boulevard   and   Concourse,   n  e   cor   Burnside   av,   runs   s   e 
102.2  x  n  2G1.9  x  w  104.5  to  Concourse  x  s  207.1  to  beginning^l 
Grand  Boulevard  and  Concourse,  s  w  cor  Burnside  av,  110.1x100.71 
xlll.3  to  av  xlOl.lO.  I 

Grand  Boulevard  and  Concourse,  s  e  cor  Burnside  av,  runs  s  S8.9i 
X  e  100,9  to  Burnside  av  x  n  w  105.7  to  beginning,  vacant.  | 

Clarence    D    Baldwin   to   Thomas    Simpson,    Scarsdale.    N    Y.      All 
liens.     Feb   10,   1905.     Oct  G,   190G.     11:2813-3101  and  31G9. 

other  consid  and  100 
Grand  "av.   e   s.   107.3  s   Highbridge   or  Fordham  Landing  road,  GG 
xll2.x.35xlOG.4.  vacant.     Samuel  J  Taylor  to  Frank  L   Stoddard. 
Mort   .$2,500  and   all   liens.      Oct   10.     Oct   11.   190o.     11:3199. 

other  consid  and   ICH.) 
Hughes    av,    No   2311,    w   s,    175   n   lS3d   st.    25x100,    2-sty    frame 
dwelling.    Adolf   Weisberger    to    Patrick   Connolly.      Mort    $5,850 
and  all  liens.     Oct  G.     Oct  9,  1906.     11:3072. 

other  consid  and  100 
■  Hughes  av,  s  e  cor  lS7th  st,  100x.50,  vacant.     James  G  Freaney  to    • 
Bertha  Eckstein.     Mort  ^SMOO.     Sept  2T.    Oct  10.  1900.     11:3074. 

other  consid  and  100 
♦Harrington   av,   n   e   cor   Mapes   av,   25x100.      Percy   S   Dudley   to 

Margaret  Ford.     Oct  10.   1900.  other  consid  and  100 

Hoe  av,  e  s,  225  s  172d  st,  25x100,  vacant.  Henrietta  M  Carter 
to  Vitina  U  Steeneken.     All  liens.     Oct  4.     Oct  8,  190G.     11:2988. 

other  consid  and  100 
Hoe  av,  w  s,  275  n  Jennings  st,  .50x100,  vacant.     Patrick  Lenihan 
to   Mary  A  Lenihan.      Oct  11,   1900.      11:2981.  nom 


♦Jefferson  av 
Jones  av,  e  s. 
Bracken   av. 

Land  Co   '"A 

1906. 
Jerome    av,    w 


25  e  Jones  av,  125x100. 
100  n  Jefferson  av,  75x200  to  w  s  Bracken  av. 

'  of  Edenwald  to  David  D  Feins.     Sept  27. 


I 


Oct  8, 
nom 
,    w    s,    62.7    s    Kingsbridge    road,    100x114.8x100x115.2, 
vacant.     Chemical  Realty  Co  to  Germano  Fioravanti.     Mort  $13,- 
000.     Oct  10,  19O0.     11:3202.  other  consid  and  100 

Jackson  av.  No  084.  e  s.  289.7  s  lG5th  st,  27.4x75x27.3x75,  5-sty  brk 
tenement.      Samuel    J    Sugarman    to    Maurice    Sugarman.      Mort 
•.$20,000.      Oct    10,    190(j.      10:2049.  other    consid    and    100 

♦Johnson  av,  w  s,  lots  74,  75  and  76  map  J  E  BuUard  &  Co  adj 
South  Mt  Vernon,  90x85.10x90x95.4.  Chas  A  Saftord  to  Bronx- 
dale    Realty   Co.      Oct   8.      Oct    10,    1900.  nom 

Jackson  av.  No  73G,  e  s,  127.6  s  ]56th  st.  18.9x87.0,  3-sty  frame 
tenement.  Bertha  Schmuck  to  August  Hennicke.  Mort  $4000. 
Oct  1.     Oct  5.   1906.      10:2645.  other  consid  and   100 

Kingsbridge  road,  e  s,  bet  Nathalie  av  and  Heath  av,  and  being 
lot  05  map  part  Anthony  estate  at  Kingsbridge  Heights,  31.4x79.4 
x.50.4x83.1.  Willard  G  Bixby  to  Mary  E  Hodge.  B  &  S  and  C  a  G. 
Oct  5,  1906.     12:3256.  nom 

Longfellow  av,  e  s,  100  s  172d  st,  1.50x100.  vacant.  Release  mort. 
Manhattan  Mortgage  Co  to  Benjamin  Viau.  Oct  5.  Oct  8,  1906. 
11:3008.  •  nom 

♦Lyon  av.  s  w  cor  Green  lane,  100x100,  Westchester.  John  D 
Helmke   to   Norbert  Robillard.     All   liens.     Oct  4.     Oct  5,   IfMJO. 

other  consid   and   100 

♦Lyon  av,  s  s,  .50  e  Parker  av,  50x100.  John  D  H%lmke  to  Samuel 
Berger.     All  liens.     Oct  4.     Oct  5,  1906.  other  consid  and  100 

Morris  av,  e  s,  bet  148th  st  and  149th  st.  and  being  s  %  lot  91  map 
Melrose  South.  26.7x70.3.  Anna  M  Mulholland  et  al  by  Wm  J 
A  McKim  GUARDIAN  to  Christian  A  Otten.  Aug  29.  Oct  5, 
1900.     9:2330.  7.000 

Mosholu  Parkway  South,  s  w  cor  Perry  av.  56.11x110.5x50x85, 
2-sty  frame  dwelling.  Wm  C  Bergen  to  James  Cunnion.  All 
liens.     Sept   11.     Oct   11,   1900.     12:.3299.         other  consid  and  .100« 

Morris  av    I   e  s,  200  s  Field  pi,  late  2d  st.  runs  s  1.50  x  e  2.50  to  old 

Creston  av|w  s  Creston  av,  x  n  75  x  w  110  x  n  75  x  w  140  to  be- 
ginning, except  part  for  Morris  and  Creston  avs,  vacant.  Jere 
N  Martin  to  Rosie  Tauber.  All  liens.  Sept  19.  Oct  9.  1906. 
11:3172.  other   consid   and   100 

Morris  av.  No  2768,  e  s,  244.9  n  196th  st,  25x95.3,  2-sty  frame 
dwelling.  Louis  C  Hahn  to  Emily  F  Marrin.  Oct  9.  Oct  10, 
1006.     i2:.331S.  other  consid  and  100 

Mott  av,  Nos  .557  to  561.  w  s,  31.7  n  149th  st,  49.6x81.9x49.6x80.11, 
three   3-sty   brk   dwellings. 

149th  st.  No  323,  n  s,  80.4  w  Mott  av,  18.7x82.10x18.7x82.6,  3- 
sty  brk  dwelling. 

Florence    M   Moen   to   Jacob   Plate.      C   a  G.      AH   liens.      Oct  6. 
Oct  10,  1906.     9:2347.  nom 


Netherland  av,  c  1  180  s  c  1  West  235th  st,  runs  e  130  x  s  50  x 
w  130  X  n  ,50  to  beginning,  vacant.  Edw  J  Gallagher  et  al  to 
John   Campbell.      Sept  29.      Oct   11.   1906.      13:3409.  100 

Nelson  av.  late  4th  av,  n  w  s,  bet  170th  st  and  Boscobel  av,  anc 
being  lot  9  map  of  Claremont  near  Highbridge,  100xl66xl35x 
2.54. 
Highbridge  st,  n  s,  lot  6  same  map.  216  on  st  xl31  on  n  w  s  and 
125  on  n  e  s.  with  all  title  to  c  1  of  Highbridge  or  Orchard  st 
and  Nelson  av.  except  parts  taken  for  Nelson  av,  169th  st  and 
17(lth   St. 

William  Burns  to  John  E  Dordan  and  Michael  A  Burns.     Sept  20. 
Oct   (i,   1906.     9:2.521,  other  consid  and  100 

Same   propertv.     John  E  Dordan  et  al  to  John  P  Butler.     1-3  part. 

Mort  $4..500.     Oct  4.     Oct  0.  1906.     9:2.521.      other  consid  and  100 
Perry,  av.   No  3004,   e   s,   81.4  s   Mosholu   Parkway   South,  2.5x100, 
2-sty    frame    dwelling.      Wm    C    Bergen    to    Thos  J    Hayes.      Mort 
$7,000,     Oct  11.  1906,     12:3281.  other  consid  and  100 

Perry  av.  No  3,000,  e  s,  142,5  n  201st  st,  25x110,  2-sty  frame 
dwelling,  Wm  C  Bergen  to  James  M  Moran,  Mort  $7,000, 
Oct  8.      Oct   n,    1906,      12:3281,  other  consid  and   lOO 

Prospect  av.  old  s  e  s,  718,(i  n  e  Tremont  (Locust)  av.  runs  s  e 
150.2  X  n  e  06,1  x  n  w  150,2  to  av,  x  s  w  66.1  to  beginning,  three 
2-sty  dwellings.  Wm  G  Mulligan  to  Mary  A  Graham.  Sept  19. 
Oct  9,   1906.     11:3109.  nom 

Palisade  av,  n  s,  SO  w  of  east  line  Harriet  M  Kellogg,,  runs  w 
along  n  s  of  old  Independence  av  to  n  s  Palisade  av  -x  e  —  to  be- 
ginning, being  portion  of  roadbed  now  within  lines  of  Palisade 
av.  Estate  of  Isaac  G  Johnson  &  Co  to  Mary  Scoville,  of  Syra- 
cuse,   N    Y.      All    title.      Q   C.      July   6.     Oci  6,    1901!.      13:3407. 

nom 
Same  property.     Eliz  J  and  Isabel  Cox  to  same.     All  title.     Q  C. 

Sept  25.     Oct  6,   1906.     13:3407.  nom 

Same  property.     Ellas  M  Johnson  et  al  to  same.     All  title.     Q  C. 

July    10.      Oct   0,    1906.      13:3407.  nom 

Prospect  av.  new  e  s.  bet  176th  st  and  Fairmount  pi ,  and  at  line 
bet  lots  69  and  133,  map  Fairmount,  runs  e  90  x  s  31.9  x  w  90 
to'av,  x  n  31.9  to  beginning.  Julius  B  Denicke  to  August  Den- 
icke.      Oct   5.      Oct   9,   190G.      11:20.54.  other  consid   and   100 

Perry  av,  w  s,  25  n  Holt  pi,  25x100,  2-sty  frame  dwelling.  Anna 
E  Green  et  al  to  Wm  H  Springmeyer,  Jr.  Mort  $5,.5O0.  Oct  0. 
Oct   8,    1906.      12:3343.  other  consid  and   100 

Prospect  av,  s  w  cor  161st  St.  49x198.3,  except  part  for  av,  frame 
church  and  vacant.  N  Y  City  Church  Extension  and  Missionary 
Society  of  the  M  E  Church  to  Michael  F  Cusack,  of  Brooklyn. 
Oct  8,   1906.     10:2677:  other  consid  and  100 

Prospect  av,  w  s,  100  s  Boston  road  and  54.11  s  from  an  angle 
point  in  said  av,  98.7x151. 10x46. Ix  e  75.9  x  n  e  107.5  to  be- 
ginning, 2-sty  frame  building  and  vacant.  Louis  Bernstein  to 
Blanche  Langan.     Mort  $19,000.     Oct  5.     Oct  8.  1906.     11:2902. 

*  other  consid  and  100 

*Sea  View  av.  lots  2,  3  and  4  and  41  and  42  in  block  29  map  Pel- 
ham  Bay  Park.  Cornelius  L  Cooke  to  Nathan  Kaufman.  Mort 
$1  2.''i0.*    Sept    15.      Oct   0,    1906.  exch 

*St  Lawrence  av.  e  s.  175  n  Merrill  st.  2.5x100.     Paul  Blieseuer  to 

Sarah  Spero.     Oct  4.     Oct  5,   1900.  other  consid  and  100 

Southern  Boulevard,  n  e  cor  Longwood  av,  175xlflO,  except  part 
for  Lafayette  av,  vacant.  Clarence  D  Baldwin  to  Thomas  Simp- 
son. Aug  15.  Oct  6,  1906.  10:2732.  other  consid  and  lOO 
Steuben  av,  w  s.  23.5  s  Gun  Hill  road.  100x100,  vacant.  Common- 
wealth Real  Estate  Co  to  Anna.  Jane  and  Rosetta  M  McLaugh- 
lin and  Frances  Devine.  Oct  6.  Oct  8,  1906.  12:3339  and 
3327.  other  consid  and  100 
Steuben  av.  w  s,  3.3.5  s  Gun  Hill  road,  50x100,  vacant.  Common- 
wealth Real  Estate  Co  to  Eliz  F  O'Connor  and  Anna  M  Con- 
way.    Oct  6.     Oct  8,  1906.     12:3339  and  3327. 

other  consid   and   100 
♦St   Lawrence  av,   w  s,  50  s  Merrill  st,  2.5x100,     Jacob  Pinkofsky 
et  al  to  Rudolph  Federman.     Mort  $2..50O,     Oct  2.     Oct  8,  1900, 

other  'consid   and   100 

Trinity   av.   No  828.   s   e   cor   160th   st,   28,8x30,1x28,7x30.2,   2-sty 

frame  dwelling,     Carl  H  Stecker  to  Mary  A  Franklin,     Sept  21, 

Oct   10,   1906,      10:2()37.  other  consid   and   100 

Trinity  av.  n  e  cor  15Gth  st.   102x97.10,  two  0-sty  brk  tenements 

and    stores.      Release    mort,      Wm    Ebling    to    Julius    and    Isaac 

.     Liberman    and    David    Lew.      Oct    2,      Oct    0,    1900.      10:2636, 

0,365,84 

Tinton  av,  w  s,  230  n  166th  st,  40x126.10,  vacant.  Release  mort. 
N  Y  Trust  Co  to  Thos  J  Quinn.     Oct  1,     Oct  5,  1906.     10:2661. 

other  consid  and  100 
Same   to    same.      Oct   1.      Oct  5, 

other  consid  and  100 
Same    to    same,   Oct    1,      Oct    5, 

other   consid   and    100 

Morris  st),  n  s,  92,7  w  old  w  s 

w  2,6  X  n  25  x  w  16  X  s  147,0 

18, tl    to    beginning,    also    land   bet    n   s   Old   Morris   st, 

Tremont    av,    3-sty   frame    tenement    and   store,      Wm    G 


Same    property.      Release   mort, 

1906,  10:2661. 
Same    property.      Release    mort. 

1900.  10:2661. 
Tremont  av.   No  727   (old  n  s   of 

Washington   av,   runs  n   120.1 

to   st 

and 


Mulligan  to   Mary   A   Graham.      Sept   19.      OcC  9,    lOIIG, 


11:30.34. 

nom 


99,    100    and    101    map    Fairmount,    contains 

to    Investors    Mortgage    Co,      All    title. 
1900.      11:2947. 


Tremont    av, 

176th  st,  n  s, 

Crotona  av.   w  s, 

Arthur  av.  e  s, 

Belmont    av. 

Lots   81.   S3,    97,   98, 
24   lots. 

Zachary    T    Austin    to    Investors    Mortgage    Co.      All    title.      Q    C. 
Sept   22.      Oct   11.   1900.      11:2947.  nom 

Union  av.  No  1119,  w  s.  270,4  n  li;6th  st,  25x140,  except  part  for 
av,  2-sty  frame  dwelling,  Samuel  Love  et  al  to  Karolina  wife 
of  and  Philipp  Fasser.  Mort  $30,000,  June  25.  Oct  11,  1906. 
10:2071,  other  consid   and   100 

Union  av.  No  11~G.  e  s,  155.3  s  l(j8th  st.  19x100.  2-sty  frame 
dwelling.  Henry  W  Koster  to  Madeline  Spangenberg.  Mort 
.$4,500.     Oct   11.   1906.     10:2681.  other  con8id  and  100 

Union  av.  No  847.  old  w  s.  62.3  n  Denman  pi.  20.9x100,  3-sty  frame 
dwelling.  Sarah  D  Wood  to  Edw  W  Wood.  Mort  .$3,.50O.  Oct  4. 
Oct  5,  1906.     10:2()(i7.  100 

Union  av,  n  w  s,  bet  KjSth  and  lG9th  st,  and  being  lot  23  map 
of  building  lots  in  Morrisania,  e  of  Boston  road,  40x101.  Hen- 
ry Villaume  to  Chas  B  Houston.  Mort  .$6,000.  Sept  22.  Oct 
9,   1006.     10:2673.  nom 
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Cooper  Iron  Works 

J  JOHN  COOPER,  Proprietor 

Works :  Emmett  Street  &  Avenue  D,  Newark,  N.  J. 
New  York  Office :  1  Madison  Avenue 


IRON  and  STEEL  WORK 

FOR 

BUILDINGS,  BRIDGES,  &c. 


*Viiginia  av,  w  s,  ISS  s  Walter  st.  ^."ixKJl.S.  Adam  Muth  to  Mary 
McAulitte.      Mort   $450.      Oct    4.      Oct   5,    li)(l(i. 

other   consid   and    100 
Valentine   av,   w   s,   275   n   198th   st.   riO.\70,   vacant.      Annie   How- 
ard widow  to  Louis  Ursprung.     Oct  4.     Oct   11.   1000.     12:3305. 

other  consid  and  100 
Valentine    av,    w   s.    331.2    s    190th    st,   25x170,    vacant.      Christo- 
pher Huber  to  Louis  Ursprung.     Oct  4.     Oct  11,  190G.     12:3305. 

other  consid  and  100 
Valentine    av,   s    e   s.   405.0    n    e    lOSth    st,    50.\07.]lx.50.'cOS.2,    va- 
cant.     Kate    Edson    to    Christopher    Huber.      Mort    $1,500.      Oct 
4.      Oct    11,    1900.      12:3302.  other    consid    and    100 

Washington  av.  No  20S3.  w  s,  85.10  s  l.SOth  st.  25x10l»,  2-sty  frame 
dwelling.  R  Camilla  Williams  to  Isabella  V  Patton.  Sept  17. 
Oct  0,  100(j.     11:2030.  other  consid  and  100 

'Williams  av.  e  s,  250  s  Tremont  road,  50x100.  Bankers  Realty 
and  Security  Co  to  Giuseppe  Mariano.     Oct  5.       Oct  9,  lOOti. 

other  consid  and  lUO 
Webster  av,  s  w  cor  183d  st,  lOOxlOO,  vacant. 
Webster  av,   n  \v  cor  Ford  st,   100x100.  vacant. 
Anthony  av.  Nos  1804  to  1808,  e  s,  144.7  n  Prospect  pi.  95xl70x 

08.11x142.5,    3-sty   frame    dwelling. 
Barretto  sti  w  s,  112.5  n  l(19th  st,  runs  w  00.8  x  s  w  50.3  to  IfiOth 
KiOth  st     I    St.  x  n  w  30  X  n  e  65.7  x  e  84.11  to  st,  x  s  30  to 

beginning,    vacant. 
Hoe  av,  s  w  cor  172d  st,  runs  s  25  x  w  100  x  n  e  —  to  s  s  172d 

st,  x  e  00.11  to  beginning,  vacant. 
108th  st,  n  s,  1,80.0  w  Valentine  av,  77.0x128.0,  vacant. 
Anthony  av,  e  s,  157.10  a  108th  st,  runs  e  108.8  and  83.7  x  w  189.5 

to  av,  X,  s  21.11  to  beginning,  vacant. 
108th  St.  n  s,  100.8  w  Valentine  av.  25. 11x128. <!.  except  part  tor 
Grand  Concourse,  vacant.  Soloman  or  Solomon  Katz  to  Bern- 
hard  Bloch.  All  liens.  Oct  0.  Oct  0.  lOOti.  10,  11  and  12:2710, 
3143,  2087,  2,802,  2081.  3102  and  3305.  other  consid  and  100 

•Wendover  av.  No  700,  n  s,  85.4  w  Washington  av.  40.1xOS.10.\40 
x09.2.  0-sty  brk  tenement  and  store.  Kleban  &  Siegel  to  Abra- 
ham Siegel.     Mort  $39,000.     Oct  4.     Oct  0.  1000.     11:2004. 

other  consid  and  100 
Wendover  av.  No  711,  n  s,  45  w  Washington  av.  40.3x00.2x40  3x 
09. (i,   G-sty  brk  tenement  and  store.     Klebati  &  Siegel   to  Abra- 
ham Siegel.     Mort  $42  000.     Oct  4.     Oct  0.   1000.     11:2004. 

other   consid   and   lOO 
Wendover  av,   No  71.3  In   w  cor  Washington  av,  45x00.0 

Washington  av.  Nos  1571  and  1573|  x45x00.11.  0-sty  brk  tenement 
and  store.  Kleban  &  Siegel  to  Abraham  Siegel.  Mort  $59,000. 
Oct  4.     Oct  6,   1900.      11:2904.  other  consid  and   100 

Webster  av,  s  s,  900  n  e  Woodlawn  road,  100x83.5x100*80.5, 
vacant.  John  J  Hughes  to  The  Bradley  &  Currier  Co.  Lim. 
June  8.     Oct  5.   1900.     12:3357.  nom 

Webster  av.  No  lj34.  e  s.  23.5  n  174th  st.  25x97.4  to  w  s  Brook 
st,  x25.8xl04.2,  4-sty  brk  tenement.  Mary  E  Gillespie  to  Jo- 
seph Egan.     Mort  $11,500.     Oct  4.     Oct  8,   1900.      11:2809. 

other  consid  and   100 
Webster  av.  No  1418.  n  e  cor  St  Pauls  pi.  23.11x— x— 90.  2  and  3- 
sty   frame  tenement   and   store.      Moritz   L   Ernst   et   al   to   Kate 
Montague.      Mort   $12,000.      Oct   0.     Oct    10,   lOOli.      11:2890. 

other  consid  and  100 
Same    property.      Kate    Montague    to    Rose   Kelly.      Mort    $12,000. 

Oct   10,    1000.     11:2890.  other   consid   and    100 

♦White  Plains  road,  e  s,  140.2  n  215th  st,  SO.xSl,  Wakefield.  Margt 

A   McCahey   to   Adelaide   Burlando.      Sept    10.      Oct   8.    I'JOO.       nom 
*Same    property.       Peter    Sheridan    et    al    HEIRS,    &c,    Elizabeth 

Sheridan   to  same.      Sept   10.      Oct  8.   lOOti.  nom 

*2d  av,  e  s,  70.-6  s  230th  st,  .50x105.  Wakefield.  Christian  H 
Werner  to  Thos  D  W'  Pinckney.  Mort  $.500.  Oct  8.  Oct  10, 
190G.  other   consid    and    100 

*3d  av,  s  e  cor  219th  st.  late  5th  st.  runs  e  145  xs  —  xsw  —  x 
w  95  to  e  s  5th  st  x  n  114  to  beginning,  Wakefield.  Robt  T  B 
Easton  and  ano  EXRS,  &c.  Maria  Livingston  to  Annie  E  Brady. 
4-5  parts,   and  Isabella  Brady,   1-5  part.     Oct  8.     Oct   10,  190<i. 

3.800 
3d  av.   No  4171,  w  s,  30  n  170th  st.  20x97.10x20x98.10.  4-sty  brk 
tenement  and  store.     Jesse  L  Livermore  to  Charles  Kessler.     Mt 
$17,000.      Sept  29.      Oct  9,   1900.      11:2924.  19.400 

3d  av;  Nos  3380  to  3394|  e    s,    150   s    10(;th    st,    112.6x70.7    to    w   s 
Franklin  av  ]     Franklin    av,    xl23. 8x121. 10,    three    2-sty 

frame  tenements  and  stores  and  3-sty  brk  tenement  and  store. 
William  Rosenzweig  Realty  Operating  Co  to  Henry  R  Steele. 
Q  C.     Oct  5.     Oct  8,   1900.     10:2008.  nom 

*4th  av.  e  s,  40.2  s  228th  st.  23x105,  Wakefield.  Flora  W  Hayes 
to  Thomas   Speck.     Mort  $3,000.      Oct   10.     Oct   11,   lOOli. 

other   consid    and   100 
Land  of  the   Sisters  ot  Charity  of  St  Vincent  de  Paul  at   Spuyten 
Duyvil.      Agreement    as    to   encroachment    for   sewer,    &c.      Along 
the  Hudson  Co,  a  corpn.  with  the  Sisters  ot  Charity  of  St  Vincent 
de  Paul.     Sept  28.     Oct  5.  lOOlJ.     13:3411  and  3412.  nom 

Lot  01  on  map  (288)  amended  map  Cammann  estate  at  Fordham 
Heights.  J  Clarence  Davies  to  The  Augustinian  Soc.  a  corpor- 
ation. Oct  0.  Oct  11.  1000.  11:3218.  other  consid  and  100 
*Lot  221  on  map  (420)  of  building  lots  in  24th  Ward  near  Will- 
iamsbridge  Station.  A  Shatzkin  &  Sons  to  Gael  ano  Dorio.  Mort 
$3.50.     Oct  2.      Oct  0.   190(>.  other  consid  and  100 

Lots  217,  218,  219.  220,  230.  235,  236  map  40  lots  estate  John 
McConville.  near  149ih  st  and  Southern  Boulevard  and  known  as 
lots  2m.  204,  205,  208,  209.  211  and  212  in  blk  2,()00  on  tax 
map.  G  Andrew  Yost  to  Chas  A  Yost.  '^  part.  Oct  3.  Oct  8. 
1000.     10:2000.  other  consid  and   100 

*Lots  2  and  4  block  25,  and  lots  35  and  37  block  29  map  Pelham 
Park.  FORECLOS.  Cromwell  G  Macy,  Jr  (ref)  to  Walter  W 
Taylor,  of  Winterhaven,  Florida.  .  All  liens.     Sept  7.     Oct  8.  ItiOO. 

700 
*Lots  293.  294.  295.  299.  .302.  .303,  307,  .308  and  .309  map     Laco- 
nia    Park.      FORECLOS.      Cromwell   G    Macy,    Jr,    (ref)    to   Annie 
V  Taylor,   of  Winterhaven.  Florida.     Sept  7.     Oct  8,   19015.       4,000 
Plot  begins   on  s  line  land  Catharine   McCauley,   at   point  149.9  w 
Marion  av  and  120.7  n  194th  st.  runs  w  30.7  x  n  e  .38.3  x  n  21.2 
X  e  0.9  X  s  .33.8  to  beginning.      Release  mort.     A  Gertrude  Cutter 
to   Catharine   McCauley.      Sept   29.      Oct   5,    1900.      12:3287.       nom 
Same  property.     Catharine  McCauley  to  Antonio  Guidone.     Oct  2. 
Oct  5,  1.903.     12:3287.  100 


*Plots  137.  IKI.  418.  410.  421  and  408  map  Arden  property.  East 
and  Westchester.  FORECLOS.  CromVvell  G  Macy,  Jr,  (ref)  to 
Walter  W  Taylor,  of  Winterhaven,  Florida.  All  liens.  Sept 
7.      Oct    8,   lOOl).  _  3,785 

Plot    begins    240    e    White    Plains    road,    at    point    42.5    n    along 
same   from   Morris   Park  av,   runs  e  100  x  n  25  x  w  100  x  s  2.5 


^txiiii^    iiuiii     iviuiiia     X  ,11  tv    av,     i  uiici    e    s\nj   a    u    — ■_»    .\     vy     .i\*./    a.    o    — .j 

o  beginning,   with   right  of  way  to  Morris  Park  av.     East  Bor- 
ough  Impt   Co   to   Martha   Hickey.     Mort  $3,500.     Oct   10,   1000. 

KJO 


LEASES. 


Under  this  head  all  Leases  recorded.  Assignment  of  Leases  and 
Leasehold  Conveyances  will  be  found.  The  expressed  consideration 
following  the  terms  ot  years  for  which  a  lease  is  given  means  so 
much  per  year.) 

October  5,  0,  8,  0,  10  and  11. 
BOROUGH    OF   MANHATTAN. 

Allen  st,  Nos  23  and  25.  Subordination  of  lease  to  mort.  Moses 
Harris  and  Max  Schindler  with  Julius  J  and  Jerome  N  Frank. 
Sept  17.     Oct  5.   1000.     1:300 nom 

Bayard  st,  No  43.  Surrender  lease.  Samuel  Woofnick  to  Max 
Mandel.      Oct    1.      Oct    0,    10(.)lj.      1:113 400 

Broome  st.   No  534  |n  w  cor  Sullivan  st.  runs  w  37.8  x  n  83.8 

Sullivan  st,  Nos  50  and  .58  |  x  e  21.7  x  s  24.11  x  s  e  43  to  Sulli- 
van st,  X  s  02.8  to  beginning.  Subordination  of  lease  to  Mort- 
gage. Benj  Mayer  with  Cath  A  De  La  Vergne  and  ano  TRUS- 
TEES John  C  De  La  Vergne  for  benefit  of  Mary  F  De  La  Vergne. 
Oct   8.      Oct    11,   1000.      2:490 nom 

Same  property.  Subordination  of  lease  to  mortgage.  Gabriel 
Wallach   with  same.     Oct  8.      Oct  11,  1900.     2:490 nom 

Catharine  st.  No  80.  Surrender  lease.  Dominick  Imperrosi  to 
Solomon   Alter.      Oct   3.      Oct  5.   1906.      1:2.52 nom 

Centre  st,  n  e  cor  Walker  st,  store,  &c.  Moses  Levy  to  Abra- 
ham Samilson  and  ano;  4  7-12  years,  from  Oct  1.  1906.  Oct 
11,  1900.     1:108 : 1.21)0  and  2,000 

Delancey  st.  No  270.  Assign  lease.  Edward  Kessler  and  ano 
to  The  Rubsam  &  Horrmann  Brewing  Co.  Oct  9.  Oct  10,  1906. 
2:3.33.  ■  nom 

Duane  st,   Nos  120  and   128.   all I 

North   Moore   st.    Nos   20  to   24,   basement | 

Adolf    Kuttrotf    to    Continental    Color    Chemical    Co;     10    years, 
e.xpiring   Dec  31,   191.5.      Oct   6,   1900.      1:140  and   189 32,050 

Fulton  st,  s  e  cor  Pearl  St.  store.  Assign  lease.  Paul  Langerfeld 
to  Robt   E  Smith.     Sept  29.     Oct  9,  1006.     1:75.  nom 

Same  property.  Consent  to  assign  lease.  Charles  Laue  to  Paul 
•Langerfeld.     Oct  8.     Oct  9.   1900.     1:75.  

Fulton  st.  No  ll(i,  store.  Certificate  of  acceptance  of  renewal  priv- 
ilege in  lease  for  .5  years,  from  May  1,  1900,  at  $3,500,  between 
Codington  Luncheon  Co  lessee  with  Joseph  Shardlow  et  al  lessers. 
Sept  24.      Oct   8,   10(16.     1:78 ... 

Henry  st.  No  203.  parlor  floor.  Margaret  Burns  to  Harry'L  Le- 
vant;  4  years,   from  June   1,   100(!.     Oct  8,   lOOO.      1:2,85 540 

Hester  st.  No  11.5,  basement  store.  Margaretha  Hein  to  Victor  and 
Charles  Goldstein;  2  years,  from  May  1,  1906.  Oct  9,  1900. 
1:.300 924 

Hester  st,  No  111.  all.  Max  Spector  and  ano  to  Solomon  and 
Abraham  Greenberg;  3  years,  from  Nov  1,  1900.  Oct  .5.  1900. 
1:.306 3,100 

Hudson  st.  No  035.  s  w  cor  Horatio  st,  all,  Henry  A  Gahn  and 
ano  to  Margt  A  McGivney;  4i^  years,  from  Nov  1,  1006.  Oct 
10,    lOOl!.      2:620 1740 

James  st,  Nos  2  and  4.  two  houses.  Charlotte  H  Gordel  to  Rocco 
Cornevale;  3  years,  from  Aug  1,  190(5.  Oct  5,  19(H5.  1:117.... 
, 1.800  and  2.000 

Madison  st.  No  102.  basement  floor.  Emil  Reibstein  and  ano  to 
Nathan  L  Hirshfeld  and  ano;  5  vears,  from  completion  of  bldg. 
Oct   0.      Oct    10.    lOOIS.      1:272 1,900 

Mulberry  st.  No  .3,  store,  &c.  Giuseppe  Termini  to  Nicola  Co- 
lombo; 5  7-12  years,  from  Oct  1,  1900.     Oct  8,  1000.     1:101.1.020 

New  Chambers  st.  No  73.  Assign  lease.  Giuseppe  Gentilesco  to 
Generoso    Daversa.      Oct   9,    1906.      1:111 nom 

Orchard  st.  Nos  104  and  lOfi.  Assign  lease.  Samuel  Derfler  and 
ano    to    Max    Dick.      Mar   17.      Oct   10,   1900.      2:400 nom 

Orchard    st.    No    100.      Surrender   lease.      Moses    S   Adelman   et   al 

to   Max   Dick.      Sept   20.      Oct   10,   1906.      2:409 • 

other  consid  and  100 

Same  property.  Surrender  lease.  Max  Dick  to  Abraham  Elter- 
man.      Sept    28.      Oct    10,    190(5.      2:409..   .....    ■. nom 

Roosevelt  st.  No  .58.  Assign  lease.  Frank  Maronna  to  John  D 
Haase.     Sept  14.     Oct  5,  190(5.     1:110 nom 

Same  property.  Assign  lease.  John  D  Haase  to  Frank  and  Joseph 
Maronna.      Sept   15.      Oct   5.   1900.      1:110 nom 

Sullivan    st.    No    143.    south    store I 

Sullivan    st.    No    141,    north    store | 

S  E  Blake  to  Maria  R  Mescia;  2  years,  from  May  1,  1906.     Oct 
5.    1000.      2:517 720 

0th  St.  Nos  02(5  and  028  East | 

0th  st,   Nos  (540  and  042  East | 

Surrender    lease.      Hyman    Suss   to    David    Israel.      Oct   8.    190(>. 
2:388 1,350 

9th  St.  Nos  729  and  731  East.  Surrender  lease.  Adolph  Citron  to 
Max  Mayerson  of  Brooklyn.  All  title.  July  31.  Oct  9,  1906. 
2:.379 :.    nom 

10th  St.  No  88  East,  store.  Isldor  Fried  to  Adele  Hanten  and 
Elise  Franz;  3  years,  from  Nov  1,  1906.  Oct  8,  1906.  2:.555. 
1,080 

11th   st.   No  343   East,   all.      Edward  Rafter  to  Pietro   Fiorentino; 

J>   years,   from    Nov   1,    1906.      Oct   11,   1906.      2:4.53 2,880 

17th  st  No  60.S  East.  Assign  lease.  George  Rumage  to  Jerry 
B  Sullivan.     Sept  2(5.     Oct  8,   1906.     3:984 nom 

18th  st,  No  223.  n  e  s,  303  n  w  2d  av,  23x92.  Consent  to  assign 
lease.  Rutherford  Stuyvesant  by  Henry  L  Morris  ATTY  to 
Adolph  Hirsh  EXR  Elise  Tuska.     Oct  9.  Oct  11.  1906.     3:899.. • 

Same  property.  Assign  lease.  Samuel  A  Tuska  ADMR  Helena 
Tuska  and  Adolph  Hirsh  EXR  Elise  Tuska  to  John  H  McGurk. 
Oct  4.     Oct  il,   1006.     3:839 5,000 


Tbe  text  ot  these  pages  is  copyrighted.    AU  rights  «to  reserved.         Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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L'.ith  St.  Nos  loT  and   KiO  East]  store      and      basement.        Brackett 
2Uth  St,   No  13S  East  |     Realty  Co  to  The  Cantono  Electric 

Traction  Co;   5  years,  from  Nov  1,  190G.     Oct  10,  19CK!.     3:881. 

4,<J(J0   and  -t.rjOO 

2Sth   St.   Nos  253  and   255  West.  all.      Chas  A   Winch   to  Joachim 

Levoluy;   10  years,  from  Jan  1,  1007.     Oct  5,   1900.     3:978 

taxes,  &c.  and  8,000 

34th  St,  No  -JO  West,  3d  floor.     Robt  S  Smith  to  Alex  S  Kahn;  from 

May  1.  llior.,  to  Oct  1,  1911.     Oct  0,   1!Xm;.     3 : 835 . .  1  ,cSOO  to  2,200 
44th    st,    No    304    West,    all.      Emil    Levy    to    George    Matheus;    4 

years,   from   May   1,   1900.     Oct  11,   1900.     4:1034 000 

40th  St,   No  300   East.   all.      Henry  C  Finck   to  Joseph  Cornevale; 

3  years,   from  Nov   1.   1900.     Oct  11,   1900.     5:1338 2,550 

4Gth  St,   Nos  00  and  08  West,   Holland  Apartment  House.     Sarah 

F  Patterson  and  ano  to  Jennie  Dale,  of  Sound  Beach,  Conn;  from 

Oct   1,   lOUO,    to   Sept   29,   1907.      Oct   5,   1900.     5:1201 

taxes,    &c,    and   12,000 

47th  st,  No  330  East,  store,  &c.     Herman  Feinberg  to  A  W  Bau- 

man;  2  years,  from  Sept  15,  19(K;.     Oct  0,  19(X>.     5:1339 384 

48th  st.   No  325  West,  all.     Chas  F  Myers  to  L  Rochat  Bothner; 

3   years,   from   Oct   1,    1900.      Oct   11.    1900.     4:1039 1,150 

54th  st,   Nos  203  to  211   West,  Hotel  Carlton.     Andrew  J  Kerwin. 

Jr  to   Alfred   C   McClellan.   of  Atlantic   City,   N  J;    from   Sept   1, 

1905,  to  Oct   1.  1915,  with  10  years  renewal  at  $35,0(K).     Oct  5. 

1906.  4:1020 31(XI0   to   35.000 

Same  property.  Assign  lease.  Alfred  C  McClellan  to  Mary  A  Mc- 
Clellan, of  Atlantic  City,  N  J.  Jan  0,  1900.  Oct  5,  1900. 
4:1020 nom 

74th  St.   No  482  East.  all.     Joseph  Bruder  to  Abraham  Swee  and 

ano;   3  years,  from  Oct  1,  1900.     Oct  8,  1900.     5:1468 2,300 

81st    st.    No    405    East.      Assign    lease.      Anna    Brooks    to    Wm    J 

Conroy.      Aug   10.      Oct   11,    1900.     5:1561 nom 

97th  St.  Nos  209  and  211  East.     Surrender  .lease.     Michele  Fasulo 

to  Wolf  Bloom.     Sept  2(i.     Oct  8,   1900.     6:1047 nom 

104th  St.   No  244  East,  store,  &c.     Harman  Cohn  to  Jacob  Liber- 
man;  4  7-12  years,  from  May  1.  1911.     Oct  5,  1006.     6:1053.. 420 
106th  st.  No  401  East.     Assign  lease.     Domenico  Russo  to  N  &  L 

Bernstein.     May  3.     Oct  0,  1000.     6:1700 nom 

110th  st.   No  221   East.      Surrender  lease.      Wolf   Singer   to   Morris 

Haupt   and  ano.     Oct  8.     Oct  9.   1906.     6:1060 

other  consid  and  1(X) 

118th  St.  No  110  West.     Assign  lease.     Michael  Rowan  to  George 

Smith.      June   13.      Oct    11,   1906.      3:793 nom 

124th  St.  Nos  124  and  126  East,  all.     Robt  E  Westcott  to     Jerry  M 

and   John    H    Carey;    2   years,    from  Jan   1,    1907.      Oct   8,    1900. 

6:1772.?* .f325   and   .$350   per   month 

120th  St.   Nos  326  and  328  East,  two  stores.     Francis  Bentivegna 

Corleonese    Companv   to   Salvatore   Angino;    5   years,    from   Sept 

1,   1906.     Oct  8,  1900.     0:1.802 624  and  744 

127th  St.   Nos  208  and  210  Bast.     Assign   lease.     Jacob   Paletz  to 

Hannah   Paletz.      V2   part.      May  4.      Oct   10.   1906.      6:1791 ...  .300 
145th  st,   Nos   103   and   105   West,   two  stores.   &c.      Times   Realty 

and  Construction  Co  to  Patrick  Sullivan  and  ano;  5  years,  from 

Aug  1,   1000.     Oct  8.   1006.     7:2014 1,380 

147th   st,    No   502   West,    store,   &c.      John   J   Schwartz   et     al     to 

Theresa    Shepard;    3    years,    from    Nov    1,    1906.      Oct    8.    1906. 

7:2078 660  and  720 

Av  C,   Nos  84  and  SO|s  e  cor,  all.     David  Skfilow  and  ano  to  Isaac 
6th  St.  No  702  East       1    Slutzky;  3  years,  from  Nov  1,  1906.     Oct  5, 

1900.     2:375 , 7.500 

Amsterdam  av.  No  300,  n  w  cor  74th  st.  No  201.  store,  &c.     Assign 

lease.     Geo  J  Raichle  to  Max  Loeb.     Oct  5,  1906.    4:11<>0 nom 

Same    property.       Assign  ,  lease.       Mary    Haberstroh    INDIVID    and 

ADMRX  John   C   Haberstroh   to   same.      Oct   5,   1900.     4:1100.. nom 
Amsterdam  av.  No  1300,  n  w  cor  124th  st.  No  501,  store.     Herman 

Pekelner  and   ano   to   Henry   Kuver;   5  years,   from  Jan   1,   1907. 

Qct  5,   1906.     7:1079 2,000 

Amsterdam  av,  Nos  1264  and  1266,  store.     Jacob  H  Horwitz  et  al 

to  Julius  Leab;  5  years,  from  May  1,  1906.     Oct  8,  1006.     7:1077. 

Amsterdam  av.  No  1722,  store,  &c.     Jacob  Raichle  to  Moses  Frank; 

3  years,   from  May  1,   1005.     Oct  8,   1006.     7:2077 ],.320 

Broadway.   No   1234.   all.     Hurlbert  Grand  Hotel  Co  to  Isaac  Fin- 

kelstein;   5  years,   from  Nov  1.   1906.     Oct  S,   1900.     3:832.. 4. 800 

Broadway.  No  1849.  w  s.  bet..  00th  and  01st  sts.  all.  Ellen  M 
Hennessy  widow  and  ano  to  Emil  Voigt.  of  France,  and  Gaston 
Rheims,   of   N   Y;    10  years,   from   Sept   12,   190l3,   with  11   years 

renewal    at    $9,500.      Oct    5,    1900.      4:1113 

taxes.  &c.  and  6,000  and  7.500 

Broadway,  Nos  2148  and  2150.  stable.  &c.  Mary  D  Van  Winkle 
et  al  to  John  L  Miller;  10  years  and  22  days,  from  Apr  8,  1903. 
Oct    5,    190i0.      4:1167 12.000 

Broadway.  No  22.39,  23x64,  store.  &c.  Douglas  J  Connah  and  N  Y 
School  of  Art  to  Frank  W  Kinsman,  Jr,  and  ano;  5  2-12  years, 
from  Aug  1.  1006.  (with  privilege  of  5  years  renewal  of  above 
and  No  2237,  46x04.  at  .$10,000).     Oct  0,  1006.     4:1227 4,000 

Broadway,  No  (!91.  5th  and  6th  floors.  Albert  E  Tower  to  Max 
M  Stern  et  al;  3  years,  from  Feb  1,  1905  (2  years  renewal) 
Oct   11,   1900.     2:.535 5.000 

Broadway,  No  691|  1st   floor,   basement   and   sub-basement.      Albert 

Mercer  st.  No  254]  E  Tower  to  Max  M  Stern  et  al;  2  years,  from 
Feb    1,    1900    (2   years    renewal).      Oct    11,    lOOli.      2:.535 8.000 

Greenwich  av.  No  04,  all.     Henrietta  F  Ehlers  to  John  P  Ahrens- 

4  8-12  years,  from  Sept  1,   1000.     Oct  0,  1900.     2:000 

1,020  and   1080 

Madison  av.  No  1231,  cor  store.     Allegiance  Realty  Co  to  Gregory 
Forsis..;   5  years,   from  Oct   1,   1900.     Oct  5,   1900.     5:1.")00  . 
000   and    1.000 

Madison  av.  No  l:_»<i9,  store,  &c.  David  Bloomberg  to  James  L 
Magner;   3  years,  from  May  1.  1!X)7.     Oct  8,   1900.     6:1611.  .1.. 500 

Pleasant  av.  Nos  375  and  377,  all.  Joseph  Kantrowitz  to  Pasquale 
Fasnano  and  ano;  3  years,  from  Oct  1,  1906.  Oct  5  lOOl! 
0:1807 '. ..   S.six) 

1st  av.  No  210(1,  n  e  cor  lOSth  st.  No  401,  25.10x95.  North  Ameri- 
can Realty  Co  to  Pasquale  Mottola;  5  years,  from  Oct  1  1900 
Oct  5,  1900.     6:1702 2.800 

1st  av.  No  2095.  Assign  lease.  Domenico  Russo  to  N  &  L  Bern- 
stein.    May  3,   1906.      Oct  9,   190(5.     6:1679 nom 

1st  av.  No  140.  Surrender  lease.  Nathan  Meyer  to  Wm  Schir- 
mer.      Oct   4.      Oct   11,   1906.      2:4,36 nom 

1st  av.   No  2295,  store.     Michael  Labrlola  to  Pasquale  Curzlo  and 
ano;    5   years,    from    Sept    1,   1906.      Oct    11,    1900,      6:1795 
.••. 780  and  000 


1st    av.    No    140.    store    floor.      Wm    Sebirraer   to    Nathan    Meyer;    4 

years,    from   Oct   1,    1000.      Oct  8,    1900.      2:430 900 

1st  av.  No   I.SO.  south  store.  &c.     Wolf  Nadler  to  Jacob  Piechert; 

2  8-12  years,   from   Sept  1,   1900.     Oct  8,   1900.     2:453 2,280 

2d    av,    No    11()8,    store,    &c.      Louis   Klinger   to   Elwin   Krausa;    2 

years,  from  Oct  0,  lOlHJ.     Oct  8,  1900.     5:1436 (JOO  and  720 

2d  av.   No  2034,  south  store,  &c.     Bernhard  Bopp  to  John  Giebel- 

haus;   3  years,   from  Aug  1.   1908.     Oct  8,   1900.     0:l(i70 780 

2d    av.    No    1158.      Assign    lease.      Francis   J    McCovey    to    Bernard 

Walsh.     Oct  19,   1001.     Oct  0,  1900.     5:1435 8,000 

Same   property.      Assign   lease.      Bernard   Walsh   to   Peter   Doelger. 

Oct  30.   19(11.     Oct  9.   10(J0.     5:1435 nom 

2d  av.   No  2498.     Assign  lease.      Frederick  Henry  to  William  Mc- 

Gillick.      Aug   27.      Oct    10,    190(5.      (!:1S04 nom 

2d  av.   No  1827,  store.  &c.     Theresa   Michael  to  Fritz  Gerspacher; 

3  years,  from  May  1.  1900.     Oct  5,   1000.     5:1540 1.200 

2d    av.    No    2049.      Assign    lease.      Pasquale    Corrado    and    ano    to 

Alfonso  Raboley.     All  title.     Oct  17,  1905.     Oct  5,  1906.     0:1655. 
nom 

Same  property.  Consent  to  assign  lease.  Morris  Epstein  to  Pas- 
quale Corrado.     Oct  17,  1905.     Oct  5.  19(J0.     0:10.55 nom 

2d  av.  No  2049.  Surrender  lease.  Alfonso  Raboley  to  Morris  Ep- 
stein.    Sept  24.     Oct  5.  1906.     6:1055 100 

2d  av.  No  2.329.  all.  Nathan  Grabenheimer  to  August  Schaefer; 
5  years,  from  Oct  1,  1906.     Oct  5,  1906.     0:1784.  .1.200  and  1,500 

3d  av.  No  241.  Assign  lease.  Joseph  Nordenschild  to  Samuel 
Gordon.      Oct   9.      Oct    10,    1000.      3:000 100 

3d  av.  No  2002.  Assign  lease.  Herman  O  Schumacher  to  Fer- 
dinand  C    Notsinger.      Oct   8.      Oct   10,    lOCKJ.      0:1(;40 nom 

3d  av.  No  241.  Assign  lease.  Samuel  Gordon  to  Thomas  Hall- 
gorth.      Oct  9,   ]90(j.     Oct  11,   1906.     3:000.. other  consid  and   KTO 

3d  av.  No  1.88.  Assign  lease.  Jennie  Wagner  to  Frank  Novey 
and    ano.      All    title.      Jan    10.      Oct   8,    1000.      3:873 nom 

3d  av.  No  913.  Assign  lease.  John  Muhlman  to  Thos  F  Tierney. 
April   11.      Oct   8,   1900.     5:1328 nom 

3d  av.  No  1409.  Assign  lease.  John  J  Cronin  to  William  Zoll. 
Oct  5.     Oct  8,  1!)(J6.     5: 1525 nom 

3d  av.  No  1409.  corner  store  and  small  store  in  rear.  Celesta  M 
Bozeman  to  John  J  Cronin;  5  years,  from  Oct  1,  1906.  Oct  <S. 
1906.      5:1.525 2,160 

4th  av.  No  403,  cor  28th  st,  all.  Alfred  S  Pitt  to  Christoph  F 
Bode;  10  years,  from  May  1,  1006.  Oct  10.  1900.  3:884  ... 
5,000  and  0.000 

Same  property.  Assign  lease.  Christoph  F  Bode  to  Ernst  D  and 
Edw   F   Lankenau.      Oct  9.      Oct   10,    1900.      3:884 nom 

Same  property.  Assign  lease.  Ernst  D  and  Edw  F  Lankenau  to 
Consumers   Brewing   Co.      Mort  $10,000.     Oct   9.      Oct   10.    1900. 

_  o :  884 nom 

oth  av.  No  85.  n  e  cor  10th  st,  2d  loft.  Carrie  M  Butler  to 
Dent,  Allcrott  &  Co,  of  London,  Eng.;  0  years,  from  Feb' 1 
1900.      Oct    n,    1900.      3:844 (5,500 

Oth  av.  No  000,  all.  Chas  F  Walters  to  The  H  Jantzer  Shoe  Co; 
10   2-12   years,    from    Mar    1,    1907.      Oct   5,    1900.      3:840 

, taxes,    &c,    and    0,(MJO 

Oth   av,   Nos   600  and  (502.     Assign  lease.     Patk  H   Sexton   to  Wm 

_  Zoll.     Oct  5.     Oct   8,   190(5.     3:780.-.    nom 

7th  av.  No  333.  store,  basement  and  1st  floor  above  store.  Hel- 
ena S  Eckel  to  Frank  Reinboth;  3  years,  from  May  1,  1906.     Oct 

_  8.   19015.     3:804 i,(j20 

7th  av,  No  335,  store,  &c.  Helena  S  Eckel  to  Harry  B  William's- 
3  years,  from  May  1.  1906.     Oct  8.  1900.     3:804 l.,SOO 

8th  av.  Nos  2804  and  2806.  s  e  cor  149th  st,  corner  store.  Samuel 
Wacht  and  ano  to  Dominick  Scalzo  and  ano;  4  10-ol2  years 
frm  July  1,  1900.     Oct  8.  190(5.     7:2034 1,800  and  2  100 

8th  av,  Nos  2804  and  2800,  s  e  cor  149th  st.  Assign  lease  and 
agreement.  Samuel  Wacht  et  al  to  Louis  Weinstein.  Aug  2 
Oct    8,    10(M;.      7:2034 .nom 

8th  av.  No  771.  n  w  cor  47th  st.  Nos  301  to  305.  Assign  lease. 
Patrick  J   McGuinness   to  David  C   Miller.     Oct  3.     Oct  8,   1000 

„^:1<^'^S nom 

8th  av.  No  2(j41.  Assign  lease.  Chasa  A  H  Barg  to  James  Ever- 
ards    Breweries.      Oct   5.      Oct    8,    1906.      7:2042 »om 

8th  av.  No  (581.  n  w  cor  43d  st.  all.  Joseph  and  Frank  Goodman 
to  Patrick  J  McGuinness;  15  years,  from  Oct  1,  1006  Oct  11 
1000.     4:1034 ;.    ..,5,.50O   to  0,.5b0 

8th  av.  No  2,1(9,  south  store,  &c.  A  J  Hoffman  to  Wm  Schwab- 
2  years,   from  May  1.  1900.     Oct  0.   190(!.     7:2041.    ..  900 

10th  av.  No  722.  e  s.  80.4  n  49th  st,  25x100.  Henry  L  Morris  et 
al  TRUSTEES  Henry  Astor  to  Mathaus  L  Bachmann ;  21  yrs 
from   May  1.    1900.      Oct    10,    1006.     4:10.50 taxes.  &c,   and  70(J 

lOth  av.  No  724.  e  s,  1(1.5.4  n  49th  st.  15.2x100.  Henry  L  Morris 
et  al  TRUSTEES  Henry  Astor  to  Mathaus  L  Bachmann; 
21    years,    from    May   1,    100(5.      Oct   10,   1906.      4:1059 

If,-- ;,  •■•-or' taxes,  &c,   and  425 

10th  -av.    No   435. 1 

34th  St.   No  .501   West '.!'".'.'..."."..'.'.'..'.'   | 

Assign   lease.     John   Farrell   to  Michael  Dennigan  and  ano.      May 
29.      Oct   11.   19(K!.     3:700 nom 

Ward  Nos  7  to  12  block  1171  in  block  bounded  by  10th  and 
11th  avs.  129th  and  1.30th  sts  12th  Ward  year  1869.  The  City 
of  N  Y  to  James  H  McLean  ASSIGNEE  James  M  McLean.  Sept 
24.   1903.     100  years  tax  lease.     Oct  11.   100(i.     7:1084..    ..482  06 

Same  property.  Assign  tax  lease.  James  H  McLean  to  Sarah 
V    Baker.      All    title.      Sept    24,    1904.      Oct    11,    1900.      7:19.84. 

„ ••    •  • -. nom 

Same  property.  Assign  tax  lease.  Sarah  V  Baker  to  Central  Real- 
ty Bond  and  Trust  Co.  All  title.  Sept  2(5,  1904  Oct  11 
190(5.      7:1984 [    ...    ; nom 

BOROUGH   OF   THE   BRONX. 

Boston  road.  No  1312,  store,  &c.  Theresa  Kammel  to  Chas  C 
Lauer;   2  years,  from  Nov  1,  191X5,     Oct  11,   190(5.     11:2901.  .1,080 

Brook  av.  No  128.  Assign  lease.  August  Noetel  to  Davies  J 
Marshall.      Oct    11.    190(5.      9:2202 nom 

Same  property.  Re-assign  lease.  Davres  J  Marshall  to  August 
Noetel.     Oct   11,    190(i.     0:2202 .nom 

Cedar  av.  w  s.  bet  170th  anad  189th  sts,  grounds  of  N  Y  Univer- 
sity part  of  building  known  as  University  Heights  P  O  building. 
The  N  Y  University.  Heights  to  U  S  of  America  by  Frank  H 
Hitchcock  acting  Postmaster-General  of  the  U  S;  5  years  from 
Oct  13.  1903.     Oct  8,  1906.     11:3231 .....550 


The  text  of  these  pages  U  eopyrlghtea.    All  rlghtB  are  reserved.       Notice  Is  hereby  given  that  Infringement  vflll  lead  to  prosecution.' 
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Jerome    av     No   2345,    corner    store.      Chas    H    Potter    to    Martin 

Powers-    10  years,   from   Oct  1,   1906.      Oct  8,   1906.      11:3198.. 

720  to   960 

Jerome  av,  w  s,  75  n  169th  st,  75x200,  all.     Josephine  J  Schnur- 

macher   to   John   F  Walsh;   3  years,   from   Oct   1,   1906   (2  years 

renewal).      Oct   11,   1000.     11:2855 1,800 

Robbins  av.    No   662,    store.      Richard   A   Farrelly   to    Emma   wife 

of   Charles   Sommer;    3   years,   from   Oct   1,   1906.      Oct   8.    1906. 

111:2644 l.SOO 

Webster   av    No  2032,   all:     Saverio   Cuomo   and  ano   to   Hilding  J 

Kastengren;  3  years,  from  Nov  1,  1906.     Oct  8,  1906.     11:3029. 

630 

Westchester  av,  n  s,  55  w  Fox  st,  house  and  lot,   all.     Arthur  L 

Page    to   Albert   Bryant;   3  years,   from   May   1,   1907.      10:2715. 

.. 660   to   780 

3d    av.    No   8339.      Assign   lease.      Peter   Antes   to    Philipp   Antes. 

Oct  2.  1906.     Oct  8,   1906.     0:2370 nom 

Same   property.     Assign  lease.     John  Muller  to   Peter  Antes.  Nov 

13,    1905.      Oct    8,    1906.      9:2370 nom 

Same   property.      Assign   lease.      Philipp   Antes   to   John   D  Haase. 

Oct  2.     Oct  8,   1906 nom 

Same  property.     Re-assign  lease.     John  D  Haase  to  Philipp  Antes. 

Oct  3.     Oct  8,  1906.     9:2370 nom 

3d  av.   No  4197.      Assign  lease.     Fritz  Brieger   to   Wm   ZoU.     Oct 

5.      Oct  S,    1906.      11:2924 nom 

Same   property.      Assign   lease.      Wm   Zoll   to   Dora   Mann.      Oct  6, 

Oct  8,   1906.     11:2924 nom 

Same  property.     Extension  lease  agreement.     George  Heuser  with 

Dora   Mann.     Oct   6.      Oct   8,    1906.      11:2924 nom 

MORTGAGES 

NOTE. — The  arrangement  of  this  list  is  as  follows;  The  first  name 
Is  that  of  the  mortgagor,  the  next  that  of  the  mortgagee.  The  de- 
scription of  the  property  then  follows,  then  the  date  o:  the  mort- 
gage, the  time  for  which  it  was  given  and  the  amount.  The  general 
dates  used  as  headlines  are  the  dates  when  the  mortgage  was  handed 
into  the   Register's   office  to  be  recorded. 

Whenever  the  letters  "P.  M."  occur,  preceded  by  the  name  of  a 
street,  in  these  lists  of  mortgages,  they  mean  that  it  is  a  Purchase 
Money  Mortgage,  and  for  fuller  particulars  see  the  list  of  transfers 
auder  the  corresponding  date. 

The  first  date  it  ihe  date  the  mortgage  was  drawn,  the  second  the 
date  of  filing;  when  both  dates  are  the  same,  only  one  is  given. 

Subscribers  will  find  mortgages  in  this  list  with  the  wrong  block 
number  attached.  The  block  number  we  give  is  taken  from  the  in- 
strument as  filed. 

Mortgages  against  Bronx  property  will  be  found  altogether  at  the 
foot   of  this  list. 

October  5.  6,  S,  9,  10  and  11. 

BOROUGH   OF  MANHATTAN. 

American  Mortgage  Co  with  Cath  A  De  La  Vergne  and  ano  trustees 
John  C  De  La  Vergne  for  benefit  of  Mary  F  De  La  Vergne  and 
ano.  Broome  st.  No  534,  and  Sullivan  st.  No  58.  Subordination 
agreement.     Oct  6.     Oct  11,  1906.     2:490.  nom 

Antosch.  .\nton  and  Hulda  to  Lena  Holzwasser.  112th  st.  No  246. 
s  s.  233.4  e  Sth  av,  33.4x100.11.  P  M.  Prior  mort  $33,000.  Oct 
1.  3  years,  (?/f.     Oct  6,  1906.     7:1827.  3..o00 

Avolio,  Michele  to  Louis  Romm  and  ano.  1st  av.  Nos  2091  and 
2093,  on  map  Nos  2091  to  2095.  n  w  cor  107th  st,  Nos  339  and 
341  39x71.10.  P  M.  Prior  mort  $44,000.  Oct  1,  due  Sept  30, 
1911.  «%.     Oct  6.  1906.     6:1679.  15.000 

Adelson,  Harry  M  to  Wolf  Mellis.  178th  st,  s  s.  100  w  St  Nicho- 
las av,  10t)x99.10.  Prior  mort  $90,500.  Oct  5,  3  months,  6%. 
Oct  6,   1906.     8:2144.       .  11.000 

Acker,    Louise    and   Adele    B   with   TITLE   GUARANTEE   &   TRUST 
CO.     Audubon  av.  n  e  cor  173d  st.  1II0.\95..    Subordination  agree- 
ment.    Oct  2.     Oct  5.  1906.     8:2130.  nom 
Arnstein.   Robert  to  Herman  Cohen  and  ano.      Amsterdam  av.   Nos 
2000   to   2O06,   n   w   cor   159th   st,   Nos   501   to   50.5,   99.11x120. 
Building   loan.      Oct   6,    demand,    67c.      Oct   8,    1906.      8:2118. 

16,000 
Ager,  Emerence  K,   Brooklyn.  N  Y,  to  Moritz'    L  Ernst.     Lexing- 
ton av.  No  1947,  n  e  cor  120th  st,  Nos  143  to  147,  100.11x49.11. 
■   Prior  mort  $40,000.     Oct  1,  2  years,  6%.     Oct  5,  1906.     6:1769. 

7,000 
Avolto,   Michele  to   Louis   Romm   and  ano.     1st  av,   Nos  2091   and 
2093,   w  s,   39  n  107th   st,   37.6x71.10.      P   M.     Prior   mort  $30.- 
000.      Oct   5,   5   years,    6%.      Oct   8,    1906.      6:1679.  11,000 

Asen.    Aron   to   Babette   Erdman.      Broome   st.   No   121,   s   s,   25   e 

Pitt  St.  25x80.     Oct  5.  5  years.  57c.     Oct  9,  1906.     2:336.          21,000 
Adelstein,    Hyman   and   Abram   Avrutine   to   Pincus   Lowenfeld   and 
ano.     Division  st,  Nos  258  and  260,  n  e  cor  Ridge  st.  Nos  2  and 
4,   runs  n  68.6  x  e  —  x  n  0.1%  x  e  20  x  s  53.4  to  Division  st,  x 
w  44.10  to  beginning.     P  M.     Prior  mort  $30,000.     Oct  9,  1906. 
1:31.5.                                                                                                   12.500 
Abraham,  Jacob  to  Isaac  Schlesinger.     St  Marks  pi.  No  98.  or  Sth 
St.  s  s,  125.10  e  1st  av,  25.10x97.6.     P  M.     Prior  mort  $20,000. 
Oct  8,  due  Oct  1,  1916,  6%.     Oct  9.  1906.     2:435.                     19,500 
Arenella,   Nicola   to  Henrietta  Rosen.'    119th  st.   No  510,   s  s,   168 
e   Pleasant   av,   20.x9S.9.      P   M.      Sept   15,   3   years,   0%-      Oct  0. 
1906.     6:1815.                                                                                            1,500 
Apollo  Realty  Co  to  U  S  TRUST  CO  of  N  Y.     11th  st,  Nos  627  to 
(;31.   n   s,   233  w  Av  C,  2  lots,   each  37.6x103.3.     2   morts,   each 
$38,000.     Due,  &c,  as  per  bond.     Oct  9,  1906.     2:394.              76.000 
Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  morts.     Oct  9,  190(5.     2:394.  

Argilagos.   Sedohr  to  Jessie  A  McClelland.     78th  st.  No  115,  n  s, 

201   w  Columbus  av,   16x102.2.     Prior  mort  $ .      1   year,  6%. 

Oct  9.  1906.     4:1150.  2,000 

Albert.  Saml,  Brooklyn.  N  Y,  to  Bond  Mortgage  and  Securities 
Co.  Cherry  st.  No  419^4.  s  s,  200  w  Jackson  st,  25.1x91. 7x2.5x 
92.7.      Oct   ,S,   3   years,  — %.      Oct   10.    190(i.      1:260.  18,500 

Albert,  Saml,  Brooklyn,  N  Y,  to  A  Maria  Schmidt.  Cherry  st.  No 
4191/4,  s  s,  200  w  Jackson  st,  25.1x91.7x25x92.7.  Prior  mort 
$1S..500.      Oct  8,   2   years.   — %.     Oct   10,   1906.     1:260.  2..500 

Bartlett.  John  R  to  Edw  Roche.  Washington  st,  Nos  300  to  306, 
n  w  cor  Reade  st.  Nos  176  to  196.  70.8  to  Duane  st.  Nos  202 
to  220.  x270.3  to  West  st,  Nos  187  to  1.S9,  x70.7  to  Reade  st, 
x206.8.  P  M.  July  12.  due  Oct  8,  1909,  5%.  Oct  8.  1906. 
1:139.  183,000 

Beegel,  Sophie  to  Fredk  H  Nadler.  82d  st,  Nos  542  to  552  on 
map  Nos  .540  to  546,  s  s,  111.4  w  East  End  av,  2  lots,  each 
40x102.2.  2PM  morts.  each  $17,500.  2  prior  morts  $32,000 
each.      Oct    10.   1906.   5   years.   6%.     5:1578.  35.000 

Boltan.  Jacob  and  Simon  Uhlfelder  and  Abraham  Weinberg  with 
North   American   Mortgage   Co.     63d  6t,    Nos  228   to   238,   s   s. 


250   e    West    End   av,    1.50x10015.      6    subordination    agreements. 
June   26.      Oct   10,    1906.      4:1154.  nom 

Boltan.   Jacob  and   Celia  wife  of  Simon  Uhlfelder  and  Emma  wife 
of  Abraham  Weinberg  witht  same.     Same  property^     2  subordi- 
nation agreements.     June  26.     Oct  10,  1906.     4:1154.  nom 
Beers,    Lucius   H,   West   Hampton   Beach,   N   Y,   to   TITLE   GUAR- 
ANTEE &  TRUST  CO.     Riverside  Drive,  No  440.  n  e  cor  116th 
St.    80.8x104    to    c    1   Old   Bloomingdale    road   x90.8x62.5    to    be- 
ginning,   due,    &c.    as    per    bond.      Oct    10.    1906.      7:1990.    35,000 
Bromberg,    Bernard   B    with    Charles    Strauss.      Lexington    av.    No 
1018,   w  s,  34.2  s  73d  st,  17.x80.     Extension  mort.     Oct  9.     Oct 
10.    1906.      5:1407.                                                                                     nom 
Block,    Israel   to    Persis  L   Killam.      Henry   st,    Nos   219   and   221, 
n  s,   abt   118  e  Clinton   st.  47x87.6.     Prior  mort  $ — -.     Oct   10, 
7   years,  6^;.      Oct   11,   1906.      1:286.                                   gold.   10,000 
Block.   Israel   to  Persis  L  Killam.     Rutgers  st.   Nos  41  to  47.   n  e 
cor   Monroe   st,   No   125,   97.2   to   alley  x79.8.x97.0x79.8;    Rutgers 
st.  No  39,  e  s,  105.1  n  Monroe  st.  24.10x104.6x26x104.6.     Oct  10, 
7   years,    69'r.      Oct    11,    1906.      1:271.                                gold,   25,.O0O- 
Block,    Israel   to   Edward   Dodd  exr  John   Strong.      Monroe  st,   n   e 
cor   Rutgers   st.    No  47,   53.9x24.9.      P   M.      Oct  9,   5   years,   5%. 
Oct  11,  1906.     1:271.                                                                       28,000 
Block,   Rosa   A   wife   of  and  Israel  to  Persis   L  Killam.     Delancey 

St.  No  106,  o  s,  63.7  e  Ludlow  st,  2.5x75.     Prior  mort  $ .     Oct 

10,   7  years,  69'^.     Oct  11.  1906.     2:410.  gold,  5,000 

Block,    Rosa   A   wife   of  and   Israel   to    Persis   L   Killam.      Rutgers 

St.  No  28,  w  s,  75  n  Madison  st.  25x84.7.     Prior  mort  $ .     Oct 

10.   7  years,   &/(.     Oct   11,   1906.      1:273.  gold.   5,000 

Block.  Israel  to  Edward  Dodd  exr  John  Strong.  Monroe  st.  No 
125,  n  s,  53.9  e  Rutgers  st.  25.9x97.3x26.2x97.3.  P  M.  Oct 
U,   5   years.   5%.      Oct   11,    1906.      1:271.  18..500 

Block,  Israel  to  Edward  Dodd  exr  John  Strong.  Rutgers  st,  Nos 
41  to  4.5,  e  s,  24.9  u  Monroe  st,  3' lots,  together  in  size  72.6x53.9 
x72.7x53.9.  3PM  morts,  each  $18,500.  Oct  9,  5  years,  5%. 
Oct    11,    1906.      1:271.  •  55,500" 

Brothers,  Minnie  to  Louise  C  Scheuermann.  Cherry  st,  No  482, 
n  s,  21  w  Corlears  st,  28x50.  Prior  mort  $13,500.  Oct  10, 
3  years,  6%.       Oct  11,  1906.     1:263.  8.000 

Belfield,  Thos  D,  of  Montreal,  Can,  with  The  Society  for  the  Relief 
of  Destitute  Blind  in  City  of  N  Y,  67th  st,  Nos  52  and  54  West. 
Extension  mort.     Oct  5.     Oct  11,  1906.     4:1119.  nom 

Boccio,    Cesidio    to    Raefaele    Sicialiano.      112th   st.    No   324,    s    s, 

300   e    2d    av,    25x100.10.      P   M.      Prior   mort   $- .      Oct   2,    5 

years.  6%.     Oct  5.  1906.     6:1683.  4,750 

Bove.  Maria  to  TITLE  GUARANTEE  &  TRUST  CO.  116th  st.  No 
337,  n  s,  2.50  w  1st  av,  16.8x100.11.  Oct  2,  due,  &c,  as  per 
bond.  Oct  2.  1906.  6:1688.  Corrects  error  as  to  name  of  party 
first   part   in    last    issue.  5,000 

Bloch,  Max  E  and  Abraham  Krawetz  to  Benj  N  Lefkowitz.  Av  B, 
No  279,  e  s,  42  n  16th  st.  20x93.  P  M.  Prior  mort  $6,000. 
Oct  1.  3  years.  67c.    Oct  6.  1906.    3:984.  2,500 

Bernstein.  Lottie  to  Joseph  Langan.  Broadway,  w  s,  120  s 
127th  st,  41.8x100.  P  M.  Prior  mort  $66,000.  Oct  5,  3  years, 
0%.    Oct  6,  1006.    7:1993.  3,000 

Barasch,  Sigmund  W  to  Edw  De  Witt  trustee  Sarah  Talman.  11th 
St.  No  544,  s  s,  95  w  Av  B,  25x94.9.  Oct. 5,  1906,  5  years,  5%. 
2:404.  24.000 

Same  and  Ignaz  Reich  and  Benj  Rottenberg  with  same.  Same 
property.     Subordination  agreement.     Oct  4.  Oct  5,  1906.     2:404. 

nom 
Barton,  Henrietta  P  to  Matilde  S  Ssetrne  et  al  exrs  Simon  Sterne. 
East   104th   st.   No  321,   n   s,   120  e   Riverside   Drive,   20x100.11. 
Oct  6,  3  years,  iVsVc-     Oct  8,  1906.     7:1891.  11,000 

Block  (D  L)  Co  to  Joseph  Rosenthal.  135th  st.  No  602,  s  s,  100 
w  Broadway.  38.7x99.11.  Prior  mort  $37,000.  Due  Sept  10, 
1909,   6%.     Oct  8,   ItOO.     7:2001.  8,500 

Same    to    same.      Same    property.      Certificate    as    to    consent    of 

stockholders  to  above  mort.     Oct  8.  1906.     7:2001.  

Block    (D   L)    Co   to   Jacob   Grotta.      135th   st.   No   004,   s   s,    138.7 
w    Broadway,    .38.7x99.11.      Prior    mort    $37,000.      Due    Sept   28, 
1909,  67c.     Oct  8,  1906.     7:2001.                                                    8,500 
Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders  to   above   mort.      Oct   8,    1906.      7:2001.  

Block   (D  L)   Co   to  David  L  Block.     135th  st.  Nos  606  and  608,  s 

s,    177.3   w   Broadway,    2   lots,   each  38.7x99.11.      2   morts,   each 

$8,500.     2  prior  morts  $37,000.     Due  Sept  19,  1909,  6%.     Oct, 

8,  1906.     7:2001.  17,000 

Same    to    same.      Same   property.      2   certificates   as   to   consent   of 

stockholders   to  above   morts.      Oct  8,   1906.      7:2001.  

Barnett.   Alvina   wife   of   and  Morris   S  to   EQUITABLE  LIFE  AS- 
SUR  SOC  of  the  U  S.     73d  st.  No  27,  n  s,  33  w  Madison  av,  20x  ■ 
80.      Oct   4,   due   June   30,    1910,    57c.     Oct   8,    1906.      5:1388. 

30,000 
Berliner,  Julius  and  Max  Greenberg  to  John  J  Carle.     112th  st.  No 
136,  s  s,  573.7  w  3d  av,  17.10x100.11.    P  M.     Sept  10,  1  year,  5%. 
Oct  9,  1906.    6:1639.  10,000 

Berger,   Benj   to  Wm   T  Hookey,     123d  st,  Nos  225  and  227,   n  s, 

251.S   e   3d   av.    31.8x100.11.      Prior   mort   $ .      Demand,    6%. 

Oct  9,   1906.     6:1788.  7,500 

Bernardik.  Jacob  and  Mayer  Zalka  to  Henrietta  Katz.  1st  av.  No 
1122,  e  s,  100  n  61st  st,  29.3x97.9x14x95.  P  M.  Prior  mort 
$17,000.     Oct  9.  1906,  3  years,  —%■     5:14.56.  7,000 

Berkman,  Davis  and  Louis  H  Silver  to  TRUST  CO  OF  AMERICA. 
Montgomery  st.  Nos  40  to  44.  n  w  cor  Monroe  st,  Nos  181  and 
183,   75x48.  •  Oct  8,  5  years,  5%.     Oct  9,  1906.     1:209.  65,500 

Bainbridge,  Wm  A  to  Kate  A  Bastianelli.  Riverside  Drive,  late 
Boulevard  Lafayette,  s  w  s,  136.2  u  w  158th  St.  runs  s  72.9  to  n 
s  1.58th  st,  x  w  18  X  n  79  to  s  w  s  Boulevard  Lafayette,  x  s  e 
19.1  to  beginning.     Oct  8,  3  years,  5%.     Oct  9,  1906.     8:2135. 

12,500 
Cook,     Katharine     with    TITLE    GUARANTEE    AND    TRUST    CO. 
110th  st.  No  142  West.     Subordination  agreement.     Oct  8.     Oct 
10,    1906.      7:1855.  nom 

Caruso,  Pasquale  and  Louis  Mazzola  to  Biagio  Pernetti.  114th 
st,  Nos  413  and  415,  n  s,  177.10  e  1st  av,  42.2x100.10.  P  M. 
Prior    mort    $37,000.      5    years,    6%.      Oct    10,    1906,      6:1708. 

21,000 
Carlip,   Selig  and  Wolf  Rudinsky  to  Saml  Weil.    'Sd  st.   No  60,  s 

w  s,  abt  205  e  2d  av,  22.9x101.5x22.9x101.4.     Prior  mort  $ . 

Oct  9,   due   Aug  1,   1908,   6%.     Oct  10,  1906.     2:444.  3,400 

Cypress,  Adolph  to  Minnie  Hirsch.  78th  st,  Nos  404  and  406, 
s  s.  82.11  e  1st  av,  48.7x102.2x71.10x104.9;  all  title  to  78th 
st.  No  402,  s  s,  82.11  e  1st  av,  runs  s87xnw  —  xe  6.3  to 
beginning.  Prior  mort  $51,000.  Oct  6,  due  June  1,  1906,  6%. 
Oct    8.    1906.  5:1472.  8,000 

Crear,  David  to  Bertha  M  Calhoun.  105th  st,  Nos  53  and  55,  n  s, 
225  e  Columbus  av,  50x100.11.  Oct  5,  1  year,  6%.  Oct  8, 
1906.     7:1841.  10.000 

Colombo,  Michael  to  DeWitt  C  Flanagan  and  ano  TRUSTEES,  &c. 
Worth  st.  No  174,  Saloon  lease.  Oct  3,  demand,  67c.  Oct  9, 
1906.      1:161.  1,000 
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THE    GEORGE    A.  JUST   COMPANY 

WASHINGTON,   D.  C,   "THE  COLORADO"  239  Vernon  Ave.,   Boro.  of  Queens,   New  York  City 

IRONWORK    FOR    BUILDINGS 

Crane    Maytie  D,  of  Claverack.  N  Y,  to  Elizabeth  C  Bristol.     30tli 

St     No  (J24,   s   s.  325  w   11th  av,   25x9S.9.      M  part.     May  11,   5 

years,  — %.     Oct  C,   lytKJ.     8:075.  2,0( 

Cohen,  Esther.  N  Y.  and  Julius  N  Evens,  Brooklyn,  to  Myer  Cohen 

et  al.   Edgecombe  av,   Nos  323  to  32!l.   w  s,  749.0  n   l-15th  st.  2 

lots,  together  in  size  129.11x75.     2  morts,  each  $18,000.     2  prior 


,000 


togethe 
morts.  each  $42,000.     Oct  5,  0  years,  09 


Oct  0,  1900.     7:2053. 

3(!.000 
o 


Same  to  same.  Same  property.  2  morts,  each  $10  000;  2  prior 
morts.  each  $00,000.     Oct  5,  demand.  0%.     Oct  C,  1900.   7:20r)3. 

20.000 
Cohen,    Esther    and    Julius    N    Evens    to    TITLE    GUARANTEE_  & 
TRUST  CO.     Edgecombe  av.  Nos  :i23  to  329.  w  s,  749.0  n  14.)th 
st,   2   lots,    together   in   size   129.11x75.      2   morts,    each  $42,000. 
Oct  5,   1900,   due,  &c,   as  per  bond.     7:2053.  84,U0O 

Cohen.   Henry  B  and  Jacob  Perlman  to  Myer  Cohen  et  al.     13Sth 
st     Nos   023   and   025,    n   s,   300   w    Broadway,   50x99.11.      Prior 
mort  $44,000.     Oct  5,  5  years,  0%.     Oct  0,  1900.     7:2087.      17,500 
Same   to   same.     Same   property.      Prior  mort  $09,500.     Oct  5,  de- 
mand, ij'/c     Oct  0,  1900.     7:2087.  8.000 
Cohen.    Henry    B   and   Jacob    Perlman    to   TITLE    INS   CO   of    N    Y. 
13Sth  St.  Nos  023  and  025.  n  s,  300  w  Broadway,  50x99.11.     Oct 
5,   1900.  3  years,  5%.     7:2087.                                                         40.000 
Same  to  Hudson  Mortgage  Co.     Same  property.     Prior  mort  $40,- 

Oa).-     Oct  5,   1900,   1  year.  (i%.     7:20S7.  4.0(X) 

Danahar.  Lewis  J  to  TITLE  GUARANTEE  &  TRUST  CO.  22d  st. 
No  217.  n  s.  132.2  w  7th  av.  10.1x78.5.  Oct  5,  due.  &c.  as  per 
bond.     Oct  0.  1900.     3:772.  9.000 

Denison.  Felicia,  Geo  H  and  Chas  F  to  TITLE  GUARANTEE  & 
TRUST  CO.  97th  st,  No  32,  s  s,  293  w  Central  Park  West, 
18x100.11.  Sept  20,  due,  &c,  as  per  bond.  Oct  11,  1900. 
7:1832.  12,W0 

Dorn,  Charles  to  UNION  TRUST  CO  of  N  Y.  3d  av.  No  361,  e  s, 
24.8  u  20th  st,  24.8x110.  Due  Oct  1,  1911,  4V2%.  Oct  9,  1900. 
3:907.  8,000 

Dec-ry,  James  F  and  Sarah  F  to  Geo  W  J  Angell  guardian  Julia  G 
I  Angell.  3.")th  st.  No  158,  s  s,  132  e  7th  av,  lSx45x— x— .  3 
years.  5%.     Oct  9.  1900.     3:810.  18,000 

Dazian,  Emma  with  GREENWICH  SAVINGS  BANK.  2d  st.  No 
300.      Subordination    agreement.      Oct   5.      Oct   8,    1900,      2:372. 

•  nom 

.Danziger,  Adolph  to  Edw  H  Raynolds.  12th  st,  Nos  50  to  54,  s  g. 
201.0  w  Park  av.  48x100.11.  Oct  5,  5  years,  5%.  Oct  8,  1900. 
0:1017.  48,000 

Danziger,    Adolph    and    Chas    L    Hoffman   wittr  Edw   H    Raynolds. 
112th  st,  Nos  50  to  54,  s  s,  201.0  w  Park  av.  48x100.11.     Subor- 
dination agreement.     Oct  5.     Oct  8,   1900.     0:1017.  nom 
Day.    Mary    L    and    Christopher    C    Day    with    GERMAN    SAVINGS 
BANK.     1st  av.  No  393,  n  w  cor  23d  st,  Nos  351  and  353,  24.8 
x75.      Subordination  agreement  of  three  morts.     July  0.     Oct  8. 
1900.     3:929.  nom 
Equitable    Life    Assurance    Soc    of    the    U    S   with   Fanny   Erbsloh. 
58th   st.    No   42,    s   s,   550  w  5th   av,   25x100.5.    Extension   mort. 
Oct  4.     Oct  5.   1900.     5:1273.  nom 
EQUITABLE   LIFE  ASSUR  SOC  of  the  U  S  with  Henry  Schneider. 
ti2d   St.   No   139  West.      Extension   mort.      Sept   1.     Oct   8.   IIKJO. 
4:1134.                                     '  nom 
EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Ernestine  Josephi. 
95th   St.   No  28  West.     Extension  mort.     Sept   1.     Oct  8,   1900. 
4:1L'()S.  nom 
EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  August  F  Behre. 
1st  av,  No  1653.     Extension  mort.     Sept  1.     Oct  8,  1906.     5:1549. 

nom 
EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Theo  Simon.     Grand 
st,    No   264.      Extension    mort.      Sept    1.      Oct   9,    1900.      2:418. 

nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Teresa  Winter  et 

al.  48th  st,  No  120  West.     Extension  mort.     Sept  1.     Oct  9,  1900. 

4:1000.  nom 

EQUITABLE   LIFE    ASSUR 'SOC   of   the    U   S  with   Langdon   Ward. 

.    74th  st.   No  125  West.     Extension   mort.  •  Sept   1.     Oct  9,   1900. 

4:1140.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Heinrich  Schnie- 
wind,  Jr.  70th  st,  No  45  West.  Extension  mort.  Sept  1.  Oct 
9,   1900.     4:1123.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Geo  H  Schuman. 
88th  St.  No  29  West.  Extension  mort,  Sept  1.  Oct  9,  1900. 
4:1202.  '  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Wm  G  Jones.  Ifi2d 
st.  No  519  West.     Extension  mort.     Sept  1.     Oct  9,  1906.     8:2122. 

nom 
Elias  (Henry)  Brewing  Co  to  Fredk  W  Kroehl.  Bleecker  st.  No 
1,S9.  n  w  cor  McDougal  st,  Nos  91  and  93,  18.9x74x18.7x74.  P 
M.  June  30,  3  years.  —%.  Oct  10.  1900.  2:.542.  18.000 
FARMERS  LOAN  &  TRUST  CO  to  whom  it  may  concern.  131st  st. 
Nos  08  and  70  East.  2  certificates  as  to  reduction  of  2  mort- 
gages.    Oct  0.     Oct  11,   1900.      0:17,5:"..  

Feigel.  Morris  and  Isaac  to  TITLE  GUARANTEE  &  TRUST  CO. 
Amsterdam  av.  No  047,  e  s.  82.5  n  91st  st,  27.0x100.  Aug  29, 
due,   &c,   as  per  bond.      Oct   11,   19110.      4:1222.  23  0110 

Foot.   Eliza   C,   Lakewood,    N  J.   to  TITLE  GUARANTEE  &  TRUST 
CO.     Beekman  St.  No  59,  s  s,  23.9  w  Gold  st,  23.9x109.7  to  n  s     • 
Ann  st.  No  89,   23.2x103.9   to   beginning.     Oct  5,   1900,   due,   &c, 
as  per  bond.     1:93.     Vi  part  and  all  title.  10(100 

Franzblau.  Leon,  of  Newark,  N  J,  to  GREENWICH  SAVINGS 
BANK.  2d  st.  No  .300,  n  s,  93  w  Av  D.  25x100.  5  years.  41/2^^. 
Oct  8,  1900.     2:372.  25.000 

Frankel,  Solomon  and  Saml  Werner  with  GREENWICH  SAVINGS 
BANK,  2d  st.  No  300.  Subordination  agreement.  Oct  5.  Oct 
■.S,    19110.      2:372.  nom 

Fanning,  Thomas  M  to  Herman  Wiebke.  39th  st.  No  547,  n  s, 
1.511  e  11th  av,  25x98.9.  Oct  6,  due  Jan  1,  1910,  67o.  Oct  8, 
]90(i.     3:711.  2.800 

Friedland,  Koppel,  Queens  Borough,  N  Y,  to  Harris  D  Colt.  117th 
st.  No  11,  n  s.  219.4  Vf  5th  av,  46.3x100.11.  5  years.  5%.  Oct 
8.    1900.      0:1001.  47,000 

Same   and   Emil  Wagner  with  same.     Same  property.      Subordina- 
tion  agreement.     Oct   1.     Oct   8.   1900.     0:1001.  nom 
Friedman,    Saml   to   Annie    Miller.    lUh   st,    Nos   322   and  324.    s   s. 
73.5  w  Greenwich  st,  45. 7x.58. 8x48.4x60.4.      Prior  mort  $37,000. 
1   year,   6%.     Oct  9,   1900.     2:633.                                                    2,400 


Franmor  Realty  Co  to  TITLE  GUARANTEE  AND  TRUST  CO,  24th 
st,   Nos  207  to   217,   n  s,   121.5  w  7th  av,  128.6x98.9.     Oct  8,  3 
years,  0%.     Oct  9,  1906.     3:774.                                                    350,000 
Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Oct  8.     Oct  9,   1  900.     3:774.  ■ 

Flynn,  Annie  to  General  Synod  of  The  Reformed  Church  In  Amer- 
ica, a  corporation.  44th  st.  No  244,  s  s,  100  w  2d  av,  25x100.5. 
P  M.     Oct  8,  3  years,  5%.     Oct  9,  1906.     5:1317.  13,000 

Fried,   Isidore   to   Valentino   Yehling.     82d   st,   No  428,   s  s,   150.6 

w  Av  A,  25x102,2.     P  M.     Prior  mort  $ .     5  years,  0%.     Oct 

8,   1900.      5:1561.  10,000 

Fritz.  Fannie,  Brooklyn,  N  Y,  to  Sender  Jarmulowsky.  Av  A,  No 
13.53,  n  w  cor  72d  st,  Nos  437  and  439,  25.8x100.  P  M.  Due 
June   10,    1907,    5%,      Oct    10,    1906.      5:1467.  30,000 

Fink,  Val  to  Wm  H  Newschafer.  Broadway  or  Kingsbridge  r«ad, 
s  e  s  plot  100  map  128  acres  of  land  belonging  to  estate  Isaac 
Dykeman,  known  as  Fort  George  Property.  52.10x203x41.11x202, 
except   part  tor   road,     2   years,   6%.      Oct    10,   1906.     8:2172. 

2,500 
Gens,   Frank  to  Anna  Sempf.     St  Marks  pi,  No  75   (8th  st).  n  s, 
100  w   1st   av,   25x%   block.      P  M.     Prior  mort  $8,500.     Oct  4, 
5   years.   0%.      Oct  8,   1900.      2:450.  9,500 

Gross,  Max  and  Joseph  to  Lewis  Liberman.  3d  st,  No  312,  s  s, 
abt  182  w  Av  D,  22.7x100.  P  M.  Prior  mort  $24,000.  Oct  1, 
4  years,  0%.     Oct  10,   1906.     2:372.  2,500 

Gottlieb,  Israel  and  Abraham  to  Jacob  A  Geissenhainer  and  ano 
trustees  Henry  Elsworth.  10th  st,  Nos  367  and  309,  n  s,  293 
e  Av   B.  40x94.9.     3  years,  41/2%.     Oct  10.  1906.     2:393.       40.000 

Gibson,  John  M  to  Wm  F  Clare  et  al  exrs,  &c,  Neal  O'Donnell, 
1.54th  st,  Nos  262  to  208,  s  s,  100  e  8th  av,  2  lots,  37.0x90.11. 
2PM  morts,  each  $33,000.  Oct  8.  3  years,  4Vi%.  Oct  10, 
1900.      7:2039.  06,000 

Gordon,  Saml  to  Louise  B  Smith.  3d  av.  No  241,  s  e  s,  145  n 
e  19th  st,  19.0x70.  Leasehold.  All  title.  Oct  9,  due  Sept  27, 
1908,  G%.     Oct  10,  1906.     3:900.  3,000 

Goldman,  Ida  to  BOND  AND  MORTGAGE  GUARANTEE  CO. 
Allen  st,  No  49,  w  s,  abt  125  n  Hester  st,  25x87.6.  Due,  &c,  as 
per  bond.      Oct   10,   1900.     1:307.  18,000 

Godspeed  Realty  Impt  Co  to  Marie  W  Hancox.     ^ark  av,  s  e  cor 
101st    st.    No    100,    100.11x16.      3   years,    5%,      Oct    10,    1906. 
0:1628.  8,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders   to    above    morts.      Oct   8.      Oct    10,    1906.     6:1628. 

Garatalo,  Louise  to  Joseph  Friedman.  Pleasant  av,  Nos  267  and 
209.  w  s,  126.9  s  115th  st,  24.0.x09.  2  years,  6%.  Oct  8,  1900. 
0:1708.  1.500 

Glover,  Frances  L  wife  of  James  A,  Putnam  Co,  N  Y,  to  Harris 
D  Colt.  2d  av,  Nos  2370  to  2378,  s  e  cor  122d  st,  Nos  300  to 
304,  120.1x100.  Aug  20,  due  Dec  1,  1909,  4%  and  4%%.  Oct 
8.   19U6.     0:1798.  80.000 

Goldstone,  Barnett  to  Halley  M  Tarr.  Grand  st.  No  420.  All 
title.  Store  lease.  Oct  2,  secures  notes,  — %.  Oct  5,  190(i. 
2:341.  000 

Grampion  Realty  Co,  a  corpn,  to  Herman  Wronkow.  119th  st.  n  s, 
325  w  7th  av,  90.3  to  St  Nicholas  av.  No  180.  xll8.5xl58.2x 
ICXMl.  P  M.  Prior  mort  $220,000.  Oct  1,  5  years,  — %.  Oct 
0,   lOOO.     7:1925.  30,000 

Goldreyer,  Hayman  to  Abraham  Perlman.  130th  st,  Nos  3  tall, 
n  s,  85  w  5th  av,  150x99.11.  P  M.  Prior  mort  $143,000.  Oct 
3,  due  Aug  1,  1907,  6%.     Oct  5,  1900.     6:1734.  10.000 

Same  to  same.  Same  property.  Building  loan.  Prior  mort  $153.- 
000.     Oct  3,  due  Aug  1,   1909,  6%.     Oct  5,  1906.     6:1734.       0,000 

Greenberg.  Jacob  to  Clarence  M  Shonnard.  Manhattan  av.  No  457, 
n  w  cor  119th  st.  No  351,  17.7x82.  Sept  25,  demand,  6%.  Oct 
5,   1900,     7:1940.  10.000 

Halliday,  Alex  B,  Yonkers,  N  Y.  to  Jennie  C  Halliday  guard- 
ian Marguerite  J  Halliday.  Harrison  st.  No  17,  s  s.  90  e  Green- 
wich St.  22. 0x03.8x21. 9.x02. 10.  Oct  5,  1  year,  — %.  Oct  10. 
19(10.      1:180.  9.000 

Halliday,  Alex  B.  of  Yonkers,  N  Y,  to  Jennie  C  Halliday  guardian 
Ruth  I  Halliday.  Harrison  st.  No  15,  s  s,  132.11  from  south 
cor  Greenwich  st,  runs  s  90.1  x  w  24.10  x  n  32.8  x  e  3.5  x  n  ()3.8 
to  St.  X  e  25.5  to  beginning.  Oct  5,  1  year,  — %.  Oct  10,  1906. 
1:180.  .  9,000 

Harburger,  Henry  and  Florence  Cahen  to  THE  NEW  YORK 
TRUST  CO.  Madison  st.  No  163,  n  s,  abt  92  e  Pike  st,  25x100. 
P   M.      Oct  9.   3   years.   5%.      Oct   10,   1906.      1:273.  28,000 

Hermann.  Simon  to  TITLE  GUARANTEE  AND  TRUST  CO.  129th 
st.  No  302,  s  s,  75  w  8th  av,  25x99.11.  Oct  9,  due,  &c,  as  per 
bond.      Oct   10.    1900.      7:19.55.  10,000 

Hyman,  Sundel  to  Richd  W  Buckley  and  ano  trustees  Chas  Gui- 
det.  Madison  av.  No  2113,  e  s,  59.11  3  133d  st,  20x80.  Oct 
10,   1900,   due   Nov   1,   1911,   5%.     6:1757.  ,  9,000 

Hoffman,  Mayer  and  Isaac  and  Abe  Robinson  to  Wm  T  Hookey. 
94th  st.  No  319,  n  s,  300  w  West  End  av,  runs  n  100.8  x  w  25 
X  s  50'^  X  w  .50  X  s  100.8  to  st,  x  e  75  to  beginning;   149th  st, 

s   s.   KiU  e  8th  av,   l(X)x99.11.      Prior  mort  $ .     July  27,   due 

Jan   27,   1907,   6%.      Oct   9,    1906.     4:1253.      7:2034.  15,000 

Hastorf.  Albert  H  with  Davis  Berkman-and  ano.     Montgomery  st, 

.  Nos  40  and  42.  Subordination  agreement.  Sept  30.  Oct  9, 
1900.      1:269.  nom 

Hoffman,  Ida  wife  of  and  Barnet  to  Sigmund  Kraus.  Willett  st, 
No  05,  w  s,  125  s  Rivington  st,  25x100.  Prior  mort  $26,000.  0«t 
5.  4  years,  G%.     Oct  9.  1900.     2:338.  8.000 

Hahn,  Henrietta  to  Solomon  Katz.  11th  st.  No  617,  n  s,  243  e 
Av  B,  25x103.3.     1  year,  0%.     Oct  9,  1906.     2:394.  4,000 

Hennessy,  James  A  to  TITLE  INS  CO  of  N  Y.  80th  st,  No  316, 
s  s,  241  1  w  West  End  av,  20,11x102.2.  P  M.  5  years,  .5%. 
Oct  9,   1900.     4:1247.  25,000 

Horwitz,  Louis  to  Marx  Ottinger  and  ano.  1st  av.  No  857,  w  s, 
25.5  s  48th  st,  25x75.  Due  Nov  1,  1911,  5%.  Oct  9,  1906. 
5:1340.  17,000 

Hyman.  Louis  to  U  S  TRUST  CO  of  N  Y.  .144th  st,  Nos  112  to 
U.S.  s  s,  275  w  Lenox  av,  2  lots,  each  50x99.11.  2  morts,  each 
.f45.0U0.      Due,   &c,   as  per  bond.     Oct  8,   1900.      7:2012.       90,000 

Hyman,  Gerson  and  Manuel  Oppenheim  with  U  S  TRUST  CO  of 
N  Y.  144th  st,  Nos  112  to  118,  s  s,  275  w  Lenox  av,  100x99.11. 
two   subordination   agreements.      Oct  8,   1906.      7:2012.  nom 

Harper,  Elizabeth  F  to  Edw  A  Walton  trustee  James  Harper, 
Gramercy  pi.  No  4,  w  s,  78.10  s  21st  st,  26.3x110.  July  27,  due 
Aug  1,  1907,  4%.     Oct  8,  1906.     3:876.  1.500 


Th*   text   of   these   paKes   Is   copyrighted.      All    right*   are   reserved.      Notice   is   hereby  given   that   infringement  will   lead   to  prosecution. 
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Haskin,  John  B  to  Wm  H  Hall,  Jr.  8Cth  st,  s  s.  475  w  Central 
Park  West,  25x102.2.  P  M.  Prior  mort  $15,000.  Due  Aug  20. 
1907,  4%%.     Oct  8,  1906.     4:1199.  20,000 

Same  to  Wm  H  Hall.  Same  property.  P  M.  Prior  mort  $35,<X)0. 
Due  Aug  20.  1909.  4%%.     Oct  8,   190G.     4:1199.  _  15,000 

Hinton,  Martha  to  James  L  Griggs  exr  Annie  M  Synder.  17th  st. 
No  240,  s  s.  310.1)  e  8th  av,  17.0x84.  P  M.  Sept  10,  3  years, 
5%%.     Oct  5,  190G.     3:766.  7,000 

Hovet,  Augusta  C  to  Julia  C  Dedrick.  146th  st,  No  611;  n  s, 
185.6  w  Broadway,  20x99.11.  Oct  1,  due  July  1,  1907,  5%. 
Oct  5,   1906.     7:2093.  5,000 

Hamburger,  Barnett  to  Nathaniel  Wise  Co.  92d  st,  Nos  l.»  to 
167,  n  s,  150  w  3d  av,  128x100.8.  Given  as  collateral  security 
for  3  notes.  Prior  mort  $164,000.  Oct  10,  due  Jan  10,  1907. 
6%.      Oct   11,   1906.     5:1521.  3,349.25 

Harris,  Max  L  to  Eva  Elias.  East  End  av,  No  83,  e  s,  26  n  83d  st, 
25.4x76.  Prior  mort  $13,000.  Oct  11,  1906,  due  Dec  1,  1909, 
6%.     5:1590.  ,^     3.000 

HoHingsworth,  Herbert  B  to  Aaron  Coleman  and  ano.  68th  st. 
No  .58,  s  s,  206.3  e  Columbus  av.  18.9x100.5.  P  M.  Prior  mort 
$19  000.     Oct  4,  2  years,  6%.     Oct  11,  1906.     4:1120.  4,000 

Huggins,  "Rosa  L  to  Bond,  Mortgage  &  Securities  Co.  Mercer  st. 
No  51,  w  s,  174  n  Grand  st,  25x100.  1-3  part.  Oct  11,  1906,  1 
year,  — %.     2:474.  .  •  1,000 

Jackson.  Isidore  and  Abraham  Stern  to  Home  of  the  Daughters 
of  Jacob.  East  Broadway,  No  301.  s  e  cor  Scammel  st.  No  2, 
24x78.11x24x79.4.     Certificate  as  to  reduction  of  mort,  &c.     Oct 

8.  Oct  9.   19<Mi.     1:288.  _       • 

Jewell,  Julius  to  Pincus  Lowenfeld  and  ano.     52d  st,  No  347,  n  s, 

110.6   w   1st   av,   20x100.5.     P   M.      Oct  8,   installs,   6%.     Oct   9. 

IfWG.     5:1345.  1,800 

Klein.  David  to  Bdw  S  Garland.     52d  st.  No  427,  n  s,  339  e  1st  av. 

20x62.9x— x66.4.     Oct   8,   3   years,   — %.     Oct  9,   1906.      5:1364. 

7.000 
Klein,  Nandor  to  American  Mortgage  Co.     74th  st,  No  490,  s  s.  1.50 

w  Av  A,  25x102.2.     5  years.  5%.     Oct  9,  1906.     5:1468.  23,0(X) 

Kosofsky,  Simon  to  Harriet  S  James.     6th  av.  No  805,  w  s,  80  s 

46th  st,  19.6x80.     Prior  mort ^33,750.     Oct  8,  1  year,  6%.     Oct 

9.  1906.     4:998.  2.700 
Kosofsky,  Simon  to  Harriet  S  James.     6th  av,  No  805.     Assignment 

of  rents  as  coIlateraL  for  bond  of  $2,700  at  6%.  Oct  8.  Oct 
9,   lOOG.     4:998.  nonj 

Kalcheim,  Henry,  Brooklyn,  N  Y.  to  Frank  Gens.  Rivington  st.  No 
233,  S  e  cor  Willett  st.  No  72,  25x73,  given  to  secure  note  for 
$5,000.     Oct  8,  due  Jan  8.  1907, —<~c.     Oct  9,  1906.     2:338.       _5.000 

Klausner.  Saml  to  Max  Knopf.  4th  st.  No  96,  s  w  s,  abt  175  e 
2d  av.  25x95.3.     Oct  8,  6  months,  6%.     Oct  9,  1906.     2:445.        600 

Krulewiteh,  Saml  to  Peter  Korn.  Manhattan  av,  No  498,  e  s, 
82.2  s  121st  St.  18.9x95.  P  M.  Prior  mort  $15,000.  Sept  24. 
due   Nov   1,    1908,   6%.      Oct   9   .1906.      7:1947.  _2,000 

Koplik.  Harris  and  Louis  to  Hyman  Goldrich.  12th  st.  No  709, 
n  s,  134.1  e  Av  C  23.10x103.3.  P  M.  Prior  mort  .$20,625. 
Oct  9.  due  April  1.  1913.  6%.     Oct  10,  190G.     2:382.  3.525 

Kalb,  Benj  to  Chas  H  Freeman  exr  Martin  Freeman.  Audubon 
av.  .e  s,  41.10  s  178th  st.  40x100.2x46.5x100.  Prior  mort  $35,- 
OOd      Oct   8.  2  years,  6%.     Oct   10,   1906.     8:2132.  lO.OOO 

Klein.  Henry  to  Max  Schwartz.  Stanton  st.  No  196,  n  s,  49.10 
w  Ridge  St.  25x75;  Stanton  st.  No  198,  n  s,  25.1  w  Ridge  st, 
24.9x75x24.11x75.      Oct   2,    demand,    6%.      Oct  5,    1906.      2:345. 

2,000 

Klapper.  Isaac  to  George  Goldblatt.  68th  st,  Nos  419  to  423, 
n  s.  275  w  Av  A,  7.5x100.5.  Prior  mort  $94,750.  Oct  11,  190<i, 
due  Apr  11.  1907,  6%.     5:1463.  8.000 

Same  to  Israel  Friedman.  Same  property.  Prior  mort  .$87.2.50. 
Oct  11.   1906.  due  Apr  11.  1907.  6%.     5:1463.  7..500 

Kimball.  Maude  E  to  TITLE  GUARANTEE  &  TRUST  CO.  13th 
st.  No  144,  s  s,  248  e  7th  av.  23.9x103.3.  Prior  mort  $8,000. 
Oct.  8.  due.  &c.  as  per  bond,  —%.     Oct  11.  1906.     2:608.  4,000 

Karp.  Davis  and  Morris  Heller  to  Isaac  M  Berinstein.  146th  st. 
No  454,  s  s.  300  e  .Amsterdam  av.  25x99.11.  Prior  mort  $2.5,- 
007).     Oct  11.  1906.   1  year.  6%.     7:20l!0.  •  3.000 

Kleinhaus.  Conrad  with  LAWYERS  TITLE  INS  &  TRUST  CO. 
73d  St.  No  310  West.  Agreement  changing  interest  dates.  Oct 
4.     Oct  11.  1906.     4:1184.  

Kurzrok,  Raphael  to  Louis  C  Tiffany  guardian  Dorothy  Trimble. 
113th  St.  Nos  339  and  341.  n  s.  200  w  1st  av,  33.4x100.11.  Oct 
11.  1906.  3  years,   5%.     6:1685.  30.000 

Karp.  Davis  and  Morris  Heller  to  John  D  Van  Buren  extrx,  &c, 
Saml  Aymar.  146th  st.  No  454,  s  s,  300  e  Amsterdam  av,  2.5x 
99.11.     Oct  11,   1906,  3  years,  — %.  7:2060.  25.000 

Kjeldsen.  Stephen  to  John  R  Bellmyer  and  ano.  87lh  st,  n  s. 
63  e  Broadway,  .37x77.  Leasehold.  P  M.  Oct  9.  1  year,  .5%. 
Oct  11,   1906.     4:1235.  notes,  2.000 

Loos,  Emilie  wife  August  to  Martin  Burke.  127th  st.  No  12. 
s  s,  166.3  w  5th  av,  18.9x09.11.  Oct  11,  1906,  5  years,  4%%. 
6:1724.  3,000 

Le  Vino,  Rose  wife  Alex  to  BOWERY  SAVINGS  BANK.  92d  st. 
No  47.  n  s,  79.4  e  Madison  av,  17x100.8.     Oct  11,  190G,  1  year, 

.  5%.     5:1504.  9,000 

Lowe,  Charles  and  Max  Jorrisch  to  Max  Fine.  Cherry  st.  Nos 
216  and  218,  n  s,  59.5  e  Pike  st.  44.11x116.10x45x118.8; 
Cherry  st,  Nos  220  and  222.  n  s,  104.4  e  Pike  st.  .55. 6x161. 7x 
.55x164.6.  Given  to  secure  agreement.  Prior  mort  $209,000. 
Oct   10."  due   Nov.  15.   1906.  6%.     Oct   11,   1906.      1:2.55.         lO.OOO 

Langan,  Elizabeth  to  Lion  Brewery.  Bedford  st.  Nos  72  and  74. 
Saloon  lease.     Oct  9,  demand,  G%.     Oct  11.  1906.     2:.587.        2.000 

Lagomarsino,  Madalena  wife  of  and  Lorenzo  to  Gideon  E  Fountain 
trustee  Gideon  Fountain.  84th  st.  No  214,  s  s,  248  w  Amster- 
dam av,  26x102.2.    .Oct  11.  lOOG,  5  years,  4%7c.     4:1231.        25.000 

Levine,  Isaac  to  Nathan  Lacher.  Cherry  st.  No  .383,  s  w  cor 
Scammel  st.  No  .53.  25.1x53.5x24x55.4.  Oct  S,  demand,  6%. 
Oct   11.   1906.      1:2G0.  1.000 

Legnite,  Angelo  to  Cath  A  De  La  Vergne  and  ano  trustees  John 
C  De  La  Vergne  for  benefit  Mary  F  De  La  Vergne  and  ano. 
Broome  St.  Nos  .532  and  534.  n  w  cor  Sullivan  st.  Nos  56  and  58, 
runs  w  37.S  x  n  83.8  x  e  21.7  x  s  24.11  x  s  e  43  to  Sullivan  st 
X  s  62.8  to  beginning.     Oct  1,  4  years.  5%.     Oct  11,  1906.     2:490. 

59.000 

The   text  of  these  pages  is  copyrighted.     All   rights  are  reserved. 


Lutz.  Maria  to  Josephine  Eisenhauer  extrx  William  Eisenhauer. 
S,8th  st.  No  512.  s  s,  200  e  Av  A,  25x100.8.  Oct  11,  190<i,  due 
May  9,   ltH)9,  4M:%.     5:1.584.  15  000 

Levy.  Isadore  M  and  Joseph  Solomon  with  Thomas  W  Jeralds. 
Goerck  st.  No  8.  Subordination  agreement.  July  3.  Oct  10, 
1906.      2:321.  _  nom 

Lacord,  Anna  to  American  Mortgage  Co.  8th  av,  Nos  760  and 
762.  e  s,  50.5  s  47th  st,  30x100.  Oct  10,  1906,  3  years,  57o. 
4:1018.  36,000 

Lalli,  Michael  to  Clifford  Brigham.  Bayard  st.  No  70,  n  s,  abt 
,50  e  Mott  St.  22.10x100.  Oct  1.  due  Nov  1,  1909,  5%.  Oct 
10.    1906.      1:201.  5,000 

Levisohn.  Rose  T  to  Anson  McC  Beard.  11th  av.  No  464,  e  s, 
74.1  s  3Sth  st,  24.8x100.  P  M.  Prior  mort  $10,220.  Aug  15, 
5  years,  6%.     Oct  10,   1906.     3:709.  8,280 

Levisohn,  Rose  T  to  Anson  McCook  Beard  trustee  for  David 
Stevenson.  11th  av.  No  466,  e  s,  49.5  s  38th  st,  24.8x100.  P 
M.  Prior  mort  $10,500.  Aug  15,  5  years,  6%.  Oct  10,  1906. 
3:709.  8,000 

Levisohn.  Rose  T  to  Anson  McC  Beard  trustee  for  David  Steven- 
son. 11th  av.  No  468.  e  s,  24.9  s  3Sth  st.  24.8x100.  .P  M. 
Prior  mort  $11,025.  Aug  15,  5  years,  6%.  Oct  10,  1906. 
3:709.  7,475 

Lewine.  Solomon,  Louis  Davis  and  Harry  Wittenberg  to  Ado  K 
Kelso.  66th  st.  No  215,  n  s.  230  e  3d  av,  40x100.5.  Oct  8.  3 
years,  5%.     Oct  9,   lOOii.     5:1421.  40.000 

Linden.  James  C  to  RIVERSIDE  BANK.  21Gth  st,  s  s,  200  e  Am- 
sterdam av,  100:i99.11.  Oct  5,  due  April  1,  1907,  6%.  Oct  9, 
IfMIG.     8:2212.  35,000 

Liebenthal  Construction  Co  to  Samson  Lachman.  Madison  av.  No 
2015,  n  e  cor  128th  st.  Nos  41  to  45.  99.11x72.1?.  P  M.  Prior 
mort   $58,500.        Due   July   1,   1907.   6%.      Oct  9,   1906.     6:1753. 

35,000 

Lacord,  Anna  to  Harriet  W  Leverich.  Duane  st.  No  209,  n  s,  abt 
30  e  Caroline  st,  25x29.  Due  Nov  1,  1909,  5%.  Oct  9,  1906. 
1:142.  14,500 

Levi,  Moses  to  Hattie  Manheims.  •85th  st.  No  326.  s  s,  300  e 
2d  av,  25x102.2.     3  years,  o%.     Oct  8,   190G.     5:1.547.  12,000 

Langan,  Joseph  to  Charles  M  Rosenthal.  Broadway,  w  s,  120  s 
127th  st,  41.8x100.  P  M.  Prior  mort  $50,000.  Oct  5.  2 
years,  0"c.     Oct  6,  1906.     7:1993.  16.000 

Loeb.  Max  to  F  &  M  Schaefer  Brewing  Co.  Amsterdam  av.  No 
300.     All  title.     Saloon  lease.    Oct  5,  1906,  demand,  67o.    4:1166. 

7.000 

Loring  (S  D)  &  Son,  of  Boston,  Mass.  vendors,  and  Seaboard  Air 
Line  Railway  with  THE  N  Y  TRUST  CO  as  trustee.  Car  and 
locomotive  equipment  agreement.  Sept  27,  due  Sept  1,  1916, 
5%.     Oct   5,    190G.      General    Mortgages.  gold   bonds.   625,770 

Lauria,  Pasquale  to  Samson  Lachman.  Prince  st.  Nos  1.50  to  154. 
s  w  cor  West  Broadway.  Nos  436  to  442,  47.10xl01.\47.2xlf>l. 
Prior  mort  .$S3..5(K».     Oct  5.  190*5.  installs.  6%.    2:.502.  35.000 

Mellar  or  Meller  John  to  Mary  Vetter.  ,3d  st.  No  195,  n  e  s,  103  n 
w  Av   B.   24x96.2.     P  M.     Prior  mort  ,$6,.500.      Oct  10,   due   Apr 

10,  1912,  GTr.     Oct   10.  190G.     2:399.  11,.500 
Manatee  Co  to  Park  Mortgage  Co.     210th  st,  n  e  s.  at  s  e  s  Am- 
sterdam  av,    100x99.11.      July  31,   3   years,   5%.      Oct   10,    1906. 
8:2207.  1.5,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to   above    mort.      July   31.      Oct   10,   1906.      8:2207.       

•McGurk,  John  H  to  Samuel  A  Tuska  and  ano.  ISth  st.  No  223,  n  e 
s,  303  n  w  2d  av,  23x92.     Leasehold.     Oct  10,  2  years,  G9c.     Oct 

11.  1906.     3:S99.  2..500 
MUTUAL  LIFE   INS  CO  of  N  Y  with  Miriam  Friedman.     14th  st. 

No  .524.   s   s.  346  e   Av  A,  25x103.3.      Extension  mort.     June  6. 

Oct  11.   1.TO6.     2:407.  nom 

Mandel,  Adolf  to  UNION  TRUST  CO  of  N  Y  trustee  Obed  Wheeler. 

Broome    st.    No    196,    n    w   cor   Suffolk   st.    No   63,   25x52.6,    due 

Oct    15.    1909.    5%.      Oct    10.    190G.      2:352.  25.000 

Miller.   David   C    to   Geo   Ehret.      47th   st.   No  301   West,    and   Sth 

av.    No   771.      Saloon   lease.      Oct  3,   demand.   G%.      Oct   8,   lOOii. 

4:10.3,S.  10  000 

Modne.   Abram   to  Planet   Realty   Co.     119th   st,   Nos   306  to  314. 

s   s,    100  e   2d   av.   5   lots,   each  20x100.11.     5PM  morts,   each 

.$3,200.     Prior  morts  on  each  $16,000.     Ocf9,  due  Oct  1,   1912. 

6%.      Oct   10.   liMl     (>:  179.5.  16,000 

Maisel,  Jacob  and  Max  L  Rohman  to  Rosie  Peskin.     133d  st.  Nos 

15  and  17.  n  s.  210  w  5th  av.  50x99.11.     Prior  mort  .$ .     Oct 

9,   due  April  9.  1907,  6%.     Oct  10.   190(i.     6:1731.  6.000 

Marx.   Hattie  with  Wm  F  Clare  et  al  exrs  Neal  O'Donnell.     1.54th 

st,   Nos  262  to   268,  s  s,   100  e  Sth  av,  2  lots,   each  37.6x99.11. 

2    subordination    agreements.      Oct    8.      Oct    10,    1906.      7:2039. 

nom 
McNamara.  Ellen  to  Mary  P  Bonsall.     36th  st.  No  35.  n  s.  411.6  e 

6lh  av.  17.9x98.9.     P  M.     Equal  lien  with  mort  for  $25,000.     Oct 

9.   1906.  3  years,  5%.     3:838.  25,000 

Same  to  Sabina  M  West.     Same  property.     P  M.     Equal  lien  with 

mort   tor  $25,000.     Oct  9.   1906.  3  years,  .5%.     3:838.  25,000 

Metropolitan   Trust    Co    of   City    N   Y    with     Real    Estate    Mortgage 

Co  of  N  J.     119th  st,   No   437  and  439  East.     Agreement  as  to 

■priority  of  mortgage.     Sept  26.     Oct  9.   1906.     6:1807.  nom 

McCormack  (M)   Construction  Co  to  Kertscher  &  Co.     Hawthorne 

St.   s   e   cor   Seaman   av.    100x100.      1   year      6%.      Oct   8,   1906. 

8:2240.  5.000 

Same  to  Same.     Same  property.     Consent  of  stockholders  to  above 

mort.      Oct   G.     Oct   8,    1906.      8:2240.  nom 

Martinson  J  Julius  to  Real  Estate  Mortgage  Co  of  N  J.     10th  st. 

No  29.5,  n  s,  24  e  Av  A,  23.10x109.4.     5  years.  5%.     Oct  5.  1906. 

2:404..    ■  22.0(X) 

Meehan,   Geo   F   to   Edw   E   Black.     84th   st.   No  65.   n  s,   112.6  w 

Park    av,    18.6x102.2.      3    years.    5%.      Oct    8,    1906.      5:1496. 

111.000 
McVickar,  Edw  with  Katharine  Van  V  Speyers.     151st  st.  Nos  .512 

to  .518  West.     2  extensions  of  mortgage.     July  15.     Oct  8.  1906. 

7:2082.  nom 

MacGuire.  Constantine  J  to  MUTUAL  LIFE  INS  CO  of  N  Y.     60th 

St.   No  120,  s  s.  200  e  4th  av,  20x100.4.     Prior  mort  •$ .     Oct 

5,  due,  &c,  as  per  bond.     Oct  6,  1906.     5:1394.  8.000 

Notice   is   hereby  given   that   infringement   will   lead   to  prosecutinn- 
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Moore,  James  B  to  Chas  G  Elliott.  10th  av.  Nos  28.")  to  291. 
w  s,  nO.a  n  2(ith  St.  runs  n  88.10  x  w  100  x  s  49.4  x  e  20  x  s  39.(5 
X  e  80  to  beginning.     Oct  .">,  190(1.  1  year.  ti7o.     H:(>98.  O.OCH) 

McDonnell,  Mary  E,  Ellenville.  to  B  Franklin  Neal.  14th  St.  No 
444,  s  w  s,  225  s  e  10th  av,  25x103.3.  Oct  2,  1  year,  57o.  Oct 
(i,  1906.     2:  (546.  2,000 

McNamara,  Ellen  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
■Mlh  st.  No  37.  n  s,  393.3  e  Cth  av,  18.3x98.9.  Oct  5,  190(i.  1 
year,   4%%.     3:838.  25,000 

Montiflore  Realty  Co  with  Wm  T  Hookey.  Lenox  av.  n  e  cor 
143d  st,  runs  e  9(i.2  x  n  59.11  x  e  1(5.7  x  n  .39.11  x  w  77.10  x  s 
25  X  w  85  to  av  X  s  74.11  to  beginning.  Subordination  agree- 
ment.    Sept  25.     Oct  (!,   190(i.     (i:1741.  nom 

Metz,  Jacob  to  Susana  Freileweh.  47th  st.  No  340,  s  s,  220  e  9th 
av,  2(Jxl(X».5.  Oct  10,  due  Nov  1,  1909,  5%.  Oct  11,  190(i. 
4:105ti.  •  2,500 

Moersch,  Philip  and  Valentine  Wille  to  GERMAN  SAVINGS  BANK 
in  City  ot  N  Y.  St  Nicholas  av,  n  w  cor  179th  st,  50xl(X).  Oct 
11,  1901),  due  Nov  1,  1909,  5%.     8:21(i2.  60,000 

Miers,  Samuel  with  Augustus  F  Holly  trustee  Nathaniel  Thurston. 
134th  St.  No  318  West.  Subordination  agreement.  Oct  1.  Oct 
11,  19(J(j.     7;  19.59.  nom 

Mayer,  Barbara  with  Augustus  F"  Holly  trustee  Nathaniel  Thurs- 
ton. 134th  st.  No  318  West.  Subordination  agreement.  Oct  1. 
Oct   11,   190().      7:19.59.  nom 

McMahon,  Patk  J,  East  Williston,  L  I,  to  MUTUAL  LIFE  INS 
CO  of  N  Y.  40th  St.  Nos  (55  to  09,  n  s.  109  e  Gth  av,  50x100.5. 
Oct  11,  190(5,  due,  &c,  as  per  bond.     5:12G2.  lOO.tMX* 

McBride,  Bridget  to  Alex  J  McConnell.  40th  st.  No  531.  n  s.  325 
e  11th  av,  25x100.4.     Oct  8,  3  years,  5%.     Oct  11,  19<J0.     4:1075. 

(5,000 

Manheim,  Hyman  and  Abraham  I  Weinstein  to  Max  Rubin.  118th 
st,  Nos  ,510  to  524,  s  s,  24.S  e  Pleasant  av,  3  lots,  each  41. 8x 
100.11.  3PM  morts.  each  .$1(.>..500;  3  prior  morts  $32,(X>0  each. 
Oct  10,  5  years,  6%.     Oct  11.  1900.     0:1710.  49,500 

McGuinness,  Patk  J  to  George  Ehret.  8th  av.  No  681,  n  w  cor 
43d  st,  No  301.  Saloon  lease.  Oct  11,  1906,  demand,  6%. 
4:1034.  10,000 

Same  to  Frank  and  Joseph  Goodman.  Same  property.  Saloon 
lease.     Prior  mort  $10,000.     Oct  11,  1900,  1  year,  — %.     4:1034. 

5.000 

Newman,  Rudolph  to  Augustus  F  Holly  trustee  Nathaniel  Thurs- 
ton. 134th  St.  No  318.  s  s,  2.50  w  8th  av,  25x99.11.  Oct  5, 
5  years,  .5%.     Oct  11,  1900.     7:1959.  20.000 

Nagler  Clara  and  Lena  Dolan  to  TITLE  GUARANTEE  &  TRUST 
CO.  Bond  st  No  2,  n  e  cor  Cross  lane,  20x100.  All  title  to 
lane.     P  M.     Oct  10,  due.  &c,  as  per  bond.     Oct  11,  1900.     2:530. 

25.000 

Nathan,  Kean  &  Co,  a  corporation,  to  American  Mortgage  Co. 
Av  A.  Nos  1300  and  1302,  e  s,  27.1  s  70th  st,  2  lots,  each  36.8x 
100.  2  morts,  each  .$20,000.  Oct  9,  5  years,  5%.  Oct  10,  1900. 
5:1481.  52,000 

Same  to  same.  Same  property.  2  certificates  as  to  consent  of 
stockholders   to  above   morts.     Oct  8.     Oct   10,   1900.     5:1481. 

Nathan,  Kean  &  Co.  a  corporation,  to  American  Mortgage  Co.  Av 
A,  Nos  129G  and  1298,  e  s,  27.1  n  09th  st.  2  lots,  each  3e.8x 
100.  2  morts,  each  $20,000.  Oct  9,  5  years,  57c.  Oct  10,  1906. 
5:1481.  52,000 

Same  to  same.  Same  property.  2  certificates  as  to  consent  ot 
stockholders   to   above   morts.      Oct   10,   1900.     5:1481.  

Newmark.  Sarah  wife  of  Saml  to  Anna  Frieling.  7th  av.  No 
2328,  w  s,  59.4  s  137th  st.  20.11x100.  Prior  mort  $24,000. 
Oct   8,   2   years,   — %.      Oct   10.    1900.      7:1942.  6.000 

Norton,  Mary  E  wife  of  Patrick  to  Pauline  K  Schrenkeisen.  Gist  st, 
No  154,  s  s,  241  w  3d  av.  19x100.5.  Prior  mort  $20,000.  3  yrs, 
G%.     Oct  9,  1900.     5:1395.  3,500 

Norton,  Mary  E  wife  ^t  Patk  to  Townsend  Wandell  et  al  trustee 
Richd  Arnold.  01st  st.  No  154,  s  s,  241  w  3d  av,  19x100.5.  3 
years,  5%.     Oct  9,  190G.     5:1395.  20,000 

Nicholson,  John  E  and  Isabella  N  Doremus  to  DRY  DOCK  SAV- 
INGS INS.  Hudson  st.  Nos  042  to  (540.  e  s,  50  s  Gansevoort  st. 
75x125.5x75.4x117.3.     1  year,  5%.     Oct  8,  1906.     2:027.        50,0(X) 

Obshtein,  Max  to  Chas  Jaeger.  2d  av.  No  2154,  e  s,  75.11  s  111th 
st,  25x100.  Prior  mort  $10,000.  Oct  2,  3  years,  6%.  Oct  3. 
1900.  0:1082.  Corrects  error  in  last  Issue  when  location  was 
2d  av,  No  2154,  e  s,  75.11  s  11th  st.  4,000 

Same  to  Henry  Ruschmeyer.  Same  property.  Prior  mort  $20,0(X). 
Oct  2.  2  years.  0%.     Oct  3.   190(5.  1  100 

Same  to  TITLE  GUARANTEE  &  TRUST  CO.  Same  property.  Oct 
2,  due,  &c,  as  per  bond.     Oct  3.  1900.     G:1G82.  10,(X)0 

Osborn,  Josefa  N  to  Jacob  A  Geissenhuainer  and  ano  trustees 
Henry  Elsworth.  Rutheford  pi,  No  2,  w  s,  20.3  s  17th  st,  19.9x94. 
Oct  G,  1900,  3  years,  5%.  16,500 

Same  to  Jacob  Stout.  Same  property.  Prior  mort  $10,500.  Oct 
6,  1900,  3  years,  57c.     3:897.  11,000 

Peterson,  Peter  A  to  County  Holding  Co.  83d  st.  No  24,  s  s, 
105  w  Madison  av,  20x102.2.  P  M.  Oct  10,  190G,  2  years,  5%7o 
5:1404.  48,000 

Pernetti,  Biagio  to  American  Mortgage  Co.  114th  st,  Nos  413 
and  415.  n  s.  177.10  e  Jst  av.  42.2xl(X).10.  4  years,  5%.  Oct 
10.    19(1(5.      0:1708.  37,000 

Porter,  Wm  H  to  TITLE  GUARANTEE  &  TRUST  CO.  67th  st. 
No  54,  s  s.  80  w  Park  av,  20x100.5.  P  M.  Oct  6,  due,  &c,  as  per 
bond.     Oct  9,   1900.     5:1381.  15.000 

Panish,  Betsy  with  Marx  and  Moses  Ottinger.  1st  av.  No  857 
Subordination  agreement.     Oct  9,  1906.     5:1340.  nom 

Pinchot.  Amos  R  E  to  Dorothea  T  S  Pope  and  ano  as  trustees 
John  W  Pope.  Park  av.  No  1015,  s  e  cor  85th  st,  Nos  100  and 
1(12,  25.Gx82.  P  M.  July  .5,  5  years,  57o.  July  6,  1906.  5:1513. 
Corrects  error  in  issue  ot  July  14  when  location  was  Park  av. 
s  e  cor  84th  st.  35,000 


Payton,    Philip   A,   Jr,    to   Leslie   Coffman.     131st   st.   No   13,   n   s, 

1110    w    5th    av,    15x99.11.      Prior   mort    $ .      Oct    5,    demand, 

0%.      Oct  8,   1900.     6:1729.  3.000 

Phelps.  Catharine-  A  to  Harris  D  Colt.  3d  av.  No  745,  e  s.  50.5 
n  40th  st,  2,5x95.  Sept  20,  due  Dec  1,  1909,  4  and  4V47c.  Oct  8, 
190G.     5:1320.  10.000 

Prudential  Real  Estate  Corpn  ot  N  J  to  Nelson  S  Westcott.  19th 
St.  No  270,  8  s,  170  e  8th  av,  20x93.8.  Oct  10,  3  years,  5%. 
Oct  11,  19(.Mi.     3:7(58.  11,000 

Same  and  E  P  Wheeler  trustee  with  same.  Same  property.  Sub- 
ordination agreetaent.     Oct  10.     Oct  11.  190(5.     3:708.  nom 

Prince.  Henry  to  Anna  M  Jones.  110th  st,  Nos  15  and  17.  n  s, 
204  w  5th  av,  .<5.(ixl(X).ll.  P  M.  Prior  mort  $.58,000.  Oct  10. 
5  years,  — %.     Oct  11,  1906.     6:1600.  13,000 

Pell,  James  D  and  Walden  to  TITLE  GUARANTEE  &  TRUST  CO. 
.55th  St.  No  77.  n  s,  6(5.8  w  Park  av.  1(5.8x75.10.  Oct  10,  due, 
&c,   as   per  bond.     Oct   11,   1906.     5:1291.  20,000 

Pincus,  Louis  and  Alex  H,  and  Ettle  Goldberg  to  Realty  Mortgage 
Co  et  al.  Riverside  Drive,  e  s,  being  plot  begins  99.11  s  ISlst 
st  and  300  w  Broadway  runs  s  to  150th  st  99.11  x  w  90.10  to  e  s 
Riverside  Drive  x  n  103.7  x  e  125  to  beginning.  June  8,  due 
Apr  4,  190S>,  r>%.     Oct  11,  1906.     7:2097.  331.25 

Plerson,  J  Fred  with  TITLE  GUARANTEE  &  TRUST  CO.  97th 
st.  No  32  West.  Subordination  agreement.  Oct  5.  Oct  11, 
1900.     7:1832.  nom 

Reis.  Sarah  wife  of  Robert  to  Geo  H  Diehl.  2d  st.  No  20,  n  s, 
1(51.10  w  2d  av,  18.2x67.0x18.2x68.3.  Oct  8,  due  Oct  15.  1909, 
4%%.     Oct  9,  1906.     2:458.  10,000 

Rosenthal,  Joseph  to  Edwin  M  Frledlander.  134th  st.  No  506,  8 
s,  1.50  w  Amsterdam  av,  40x99.11.  Prior  mort  $35,(X)0.  Oct  8. 
2  years,  G%.     Oct  9,  1906.     7:1987.  7,000 

Rauch,  Wm  J,  Mt  Vernon.  N  Y,  to  TITLE  GUARANTEE  AND 
TRUST  CO.  Leroy  st.  No  54,  s  s.  125  w  Bedford  st,  25x85.  Oct 
5,   due,   &c,   as  per  bond.     Oct  8.   1906.     2:582.  8.500 

Rosen.  Hymqn  to  Emma  Rosenstein  et  al.  75th  st.  No  302,  s  s, 
1(K.)  e  2d  av.  :i5xl02.2.     Oct  5,  1906.  5  years,  5%.     5:1449.     17,000 

Reynolds,  Christine  to  Chas  F  Bauerdorf.  97th  st.  No  151,  n  s, 
434  w  Columbus  av,  16x100.11.  Oct  11,  190(5,  1  year,  0%. 
7:18.52.  1000 

Riecker.  Christian  to  Josephine  Eisenhauer  and  ano  exrs  Wm 
Eisenhauer.  88th  st.  No  a33.  n  s,  175  w  1st  av,  25x100.8.  Oct 
11,   19(^10,   due   May  31,  1909,  4^!%.     5:1551.  15.000 

Robitschek,  Julius  to  Josephine  Eisenhauer  extrx  Wm  Eisenhauer. 
93d  st.  No  319,  n  s,  275  e  2d  av,  25x100.8.  Oct  11,  IfXMi,  due 
Jan  1.   1910,  4^!%.     5:15.5(5.  17,000 

Richardson,  Isabel  W  to  TITLE  GUARANTEE  &  TRUST  CO.  Lex- 
ington av.  No  336.  w  s.  20.9  n  39th  st,  20x78.  Oct  11,  190(5. 
due,  &c,  as  per  bond.     3:895.  20,000 

Roche,  Marie,  Amelia,  Beatrice,  Adele,  Corinne  and  John  D  to 
Mary  A  A  Woodcock.  57th  st.  No  350,  s  s,  170.6  e  9th  av,  20x 
KMJ..5.     Oct   11,   190(5,   5   years.   5%.     4:1047.  10.000 

Rosenblum.  Hyman  to  Marcus  Rosenthal.  14th  st.  No  524.  s  s, 
340  e  Av  A,  25x103.3.  P  M.  Prior  mort  $13,130.  Oct  10,  due 
Apr   10,    1908,   0%.      Oct   11,   1906.      2:407.  1,870 

Rauch,  Louis  to  Irene  Power.  103d  st.  No  9,  n  s,  177  w  Central 
Park  West,  18x100.11.  .P  M.  Oct  10,  3  years,  6%.  Oct  11, 
liXXi.     7:1839.  5.000 

Rosenthal.  Joseph  and  Morris  Osmansky  to  Edwin  M  Friedlander. 
143d  St.  Nos  208  and  210.  s  s,  175  w  7th  av,  50x99.11.  Prior 
mort  $50.0(X>.     Oct  8,  2  years,  6%.     Oct  11,  1906.     7:2028.    8.(X)0 

Rubin.  Max  to  North  American  Mortgage  Co.  118th  st.  Nos  516 
to  524.  s  3,  248  e  Pleasant  av,  2  lots,  each  41.8xl(X).ll.  2  morts, 
each  $32,000.  Oct  9,  due,  &c,  as  per  bond.  Oct  11,  1906. 
6:1710.  (54.000 

Realty  Transfer  Co  with  Sender  Jarmulowsky.  Columbia  st,  Nos 
144  to  148,  s  e  cor  Houston  st.  No  427,  75x50. .  Subordination 
mort.     Oct  10.     Oct  11,   190(5.     2:335.  nom 

Rothfeld,  Isaac  and  Isaac  Kleinfeld  to  Rachel  Cohn  et  al.  3d  av, 
Nos  1391  to  1401,  n  e  cor  79th  st.  No  201,  runs  n  124.4  x  e  100 
X  s  22.2  X  w  14.10  X  s  102.2  to  79th  st  x  w  85.2  to  beginning. 
Prior  mort  $65,000.  Sept  6,  due  Jan  1,  1907,  6%.  Oct  10,  1900. 
5:1525.  10.000 

Snltow,  Aaron.  Moritz  Kraisler  and  Aaron  Nurick  to  Rose  T 
Levisohn.  11th  av,  Nos  464  to  468,  e  b,  24.9  s  38th  st,  3  lots, 
each  24.8xl(X).  3PM  morts.  each  $1,583.33;  3  prior  morts, 
.$ .      Aug   15,   2   years,   6%.      Oct   10,   1906.     3:709.         4.7,59.99 

Smith.  Cornelia  to  Chas  W  Mix.  99th  st.  No  102,  s  s,  171.1  e 
Amsterdam  av,  15.4x76.1x15.4x75.4.  Sept  28,  1  year,  67c.  Oct 
11.  1906.     7:1853.  500 

Smith.  Marguerite  M  to  Lea  Luquer  et  al  trustee  Wm  P  Wood- 
cock. 121st  st.  No  2.50,  s  s,  212.10  e  St  Nicholas  av,  18x100.11. 
Oct  11.   1906,  3  years,  5%.     7:1926.  10.000 

Samilson.  Abraham  and  Charles  Henrich  to  Lion  Brewery.  Centre 
st.  No  152,  n  e  cor  Walker  st.  No  112.  Saloon  lease.  Oct  8, 
demand.  6%.     Oct  11.   190(5.     1:198.  2.500 

Sobel,  Leon  to  Sobel  &  Kean.  a  corpn.  3d  st,  Nos  422  and  424, 
s  w  cor  Tompkins  st.  50.5x65x.50x58.8.  Prior  mort  $28,.500. 
Oct  9,  3   years,   6%.     Oct   11,   1906.      2:356.  12,000 

Sobel,  Leon  to  Sobel  &  Kean,  a  corpn.  Houston  st.  No  518,  n  s, 
'M  w  Tompkins  st,  40x72.9,  Prior  mort  $22,000.  Oct  9,  3  years. 
07o.     Oct  11,  190(5.     2:.356.  9,000 

Sobel.  Leon  to  Sobel  &  Kean,  a  corpn.  Houston  st.  No  516,  n  s, 
130  w  Tompkins  st,  40x77.10.  Prior  mort  $23,000.  Oct  9.  3 
years,   (5%.      Oct   11.   1906.      2:.3.5t5.  9,000 

Schuster,  Wllhelm  with  TITLE  GUARANTEE  &  TRUST  CO.  Leroy 
st.  No  .54.    Subordination  agreement.     Oct  2.  Oct  5.  1906.     2:582. 

nom 

Sullivan,  Jerry  B  to  A  Hupfels  Sons,  a  corpn.  17th  st.  No  608  East. 
Saloon  lease.     Sept  26,  demand.  6%.     Oct  6,  1900.     3:984.       1.400 

Stanly.  Emma  L  to  UNION  TRUST  CO  of  N  Y.  trustee  Laura  A  De- 
lano for  Wm  A  Chanler.  42d  st.  No  236,  s  s,  80  w  2d  av,  25x 
98.9.     Due  Sept   1,   1911,  4^%.     Oct  8,  1906.     5:1315.  2,500 
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Mortgages 


RECORD    AND    GUIDE 


Bronx      October  13,  1906 


GAS  COOKERS    ^ " GAS  HEATERS 


We  Rent  a 
Qa»     Range 

$3 

Per    Year 

A  handsome  up-to-date  line  ot 
appliances  may  be  seen  at  our  offices 


[ 


SOLVE  THE  FUEL  PROBLEM 


CLEANLY,  EFFICIENT,  ECONOAllCAL 


We  Rent  « 
Qas    Rang« 

$3 

Per    Year 


CONSOLIDATE.D  GAS  COMPANY  OF  NEW  YORK 


Strano,    Salvatore    to    LAW^'ERS    TITLE    INS    AND    TRUST    CO 
113th  St   Nos  336  to  342,  s  s,  100  w  1st  av,  4  lots,  each  2oxl00.11. 
4  morts,  each  $20,000.     Sept  11,  due  June  30,  1910,  5%.     Oct  8, 
190G.     6:1684.  .   .  „_  ,.„      ^  ,    ^2' 

Stein    Edw  to  Chas  L  Allen.     93d  st,  No  2|,  n  s,  4o2  e  Columbus 
av,  20x100.8.     P  M.     Oct  4,  3  years,  — %.     Oct  8,  1906 


Sarg,  Sophie  to  Anton  W  Finger.     2d  av.  No  1G12, 
St,'  25.6x100.     P  M.     Oct  1.  3  years,  6%.     Oct  8, 


Snyder,    Henry   to   Thomas   W   Cauldwell. 
lOO  w  7th  av,  23x98.9.     3  years,  5%. 


Same   to   same.      Same   property.  .  2   morts,   each   $4,000. 
morts  $20,000  each.     Oct  9,  1906,  due  Jan  1,  1909,  6%. 


4:1207. 
16,000 
e  s,  51  s  84th 
1906.     5:1546. 
4,000 
29th  St,   No  217,  n  s, 
Oct  8,   1906.     3:779. 

.    15,000 

Schwartzreich,  Meyer  vfith  Davis  Berkman  and  ano.  Montgomery 
St    Nos   40  and  42.      Subordination  agreement.      Oct  8.      Oct   9, 

1906.     1:269.  ^  .nn  ,:.  °?™ 

Silberberg,  Isaac  with  American  Mortgage  Co.  (4th  st.  No  490  Bast. 
Subordination  agreement.     Oct  2.     Oct  9,  1900.     5:1468.  "om 

Sinkovitz.  Isidore  to  Adolph  Cypress.  74th  st,  Nos  421  to  4_._i  n 
s  254.8  e  1st  av,  62x63.3x62.9x72.11.  Prior  mort  $o8,000.  Oct 
8.   1   year,   6%.      Oct  9,   1906.     5:1469.  n^'^i*^^ 

Schultz,  Henry  to  Francis  J  Schnugg  et  al  exrs  John,Schnugg.  9bth 
st  No  177,  n  s,  77  w  3d  av,  23x100.11.  P  M.  Prior  mort  $12,- 
500.      Oct   1,   5  years,  — %.     Oct  9,   1906.     6:1624.  8,000 

Schey,  Simon  to  Frederick  Schuck.  151st  st,  Nos  446  and  448, 
s  s  295.6  e  Amsterdam  av,  2  lots,  together  in  size  54.6x99.11.  2 
morts,  each  $20,000.     Oct  9,  1906,  due  Jan  1,  1910,  57c.     7:2065. 

40,000 
2  prior 
7:2065. 
8,000 

Sanders,  Arthur  H  to  TITLE  INS  CO  ot  N  Y.  151st.  st.  No  521,  on 
map  No  527,  n  s,  266.8  w  Amsterdam  av,  33.4x99.11.  P  M.  Oct 
8,  3  years.  5%.     Oct  9,  1906.     7:2083.  ■    27,000 

Stein,  Simon  with  Samson  Lachmau.  Madison  av.  No  2015,  n  e 
cor  128th  st,  Nos  41  to  45,  99.11x72.6.  Subordination  agree- 
ment.    Oct  9,  1906.     6:1753.  nom 

Schwartz,  Joseph  H  with  Marx  and  Moses  Ottinger.  1st  av.  No 
i857.      Subordination   agreement.      Oct   9,  1906.      5:1340.  _nom 

Seplow,  Herman  and  Morris  to  Joseph  Polstein.  112th  st,  Nos  536 
and  538,  s  s,  375  w  Amsterdam  av.  50x100.11.  Oct  2,  due.  Dec 
31,  liXHJ,  6%.     Oct  9,  1906.     7:1883.  5,000 

Steimann  Realty  Co  to  Wm  T  Hookey.  76th  st.  Nos  506  to  510, 
s  s,  140  e  Av  A,  75x102.2.  Prior  mort  $26,400.  Aug  28,  due 
Jan  1,  1907,  6%.     Oct  9,  1906.     5:1487.  2,000 

Schwartz,  Fany  to  Hoskel  Schitt  et  al.  Cannon  st,  Nos  122  to 
126,  e  s,  150  s  Houston  st.  50x100.  P  M.  Prior  mort  $40,000. 
Oct  8,  5  years,  6%.     Oct  10,  1906.     2:330.  6,000 

Schmidt,  Clara  wife  ot  and  Herman,  Brooklyn,  N  Y,  to  John  T 
Willets  guardian  Josiah  W  Willets.  7th  st.  No  54,  s  s,  175  e 
2d  av,  25x99.11.     Oct  9,  5  years,  4Vi7c.     Oct  10,   1906.     2:448. 

25.000 

Spinli,    Benj      F    to    TITLE    GUARANTEE    AND    TRUST    CO.      72d 
st.   No   156,   s   s,   220  e   Amsterdam   av,   20x102.2.      Due,   &c,   as 
.  per    bond.      Oct   10,    1906.      4:1143.  15,000 

Salmon,  Kate  with  Baruch  Kautmann.  102d  st.  No  10,  s  s,  171 
w  Central  Park  West,  27x100.11.  Extension  mort.  Oct  8.  Oct 
10.    1906.      7:1837.  ,  .        nom 

Supreme  Realty  Co  and  Herman  Weaver  with  Eliza  Dunham_and 
ano  exrs  Geo  H  Dunham.  ■  122d  st,  Nos  509  to  513,  n  s.  175  w 
Amsterdam   av,    75x99.11.      Subordination   agreement.      Sept   26. 


7:1977. 
to  Minnie  Jacobs. 
107th  st.  No  201, 
10,   1906,   due   Oct 


nom 
Amsterdam   av,   Nos  960  and 
50.7x100.      P   M.      Prior   mort 
1,  1911,  G%.     7:1879.        20,000 


Oct    10,    1906. 

Simons,  Arthur 
962,  n  w  cor 
$95,000.      Oct 

State  Bank  with  Hymau  Bloom.    3d  av,  No  1805,  e  s,  50.6  n  100th 
st,   25.3x100.      Subordination  agreement.      Oct  9,   1906.     6:16.50.    ' 
J       ..  .  nom 

Stronczer,  Emma  to  Francis  G  Moore  trustee  Wm  W  Winans  tor 
Julia  A  Moore.  118th  st.  No  533,  n  s,  416.2  e  Pleasant  av.  20.5 
xlOO.ll.     Oct  9,  due  Feb  23,  1910,  5%.     Oct  10,  1006.     6:1815. 

8,500 

State  Bank  with  whom   it  may  concern.-     Broome  st.  No  294.  n  s, 
25   w   Eldridge  st,   25x75.  ,    Certificate   as   to   payment   ot  $1,500    - 
on    account    of   mort.      Oct    10,    190ti.      2:419.  ■ 

Tierney,'  James  J  to  Geo  Ehret.  -  11th  av,  Nos  639  to  643.  s  w  cor 
47th  st.  No  60O,n50.5xS0.  Prior  mort  $41,300.  Oct  11,  1906, 
due  Oct  1,  1907,  5%%.     4:1094.  1,500 

Thomas,  Richd  H  to  John  H  Scully.  Manhattan  st.  No  46,  s  w  s, 
203.4  n  w  125th  st,  25x81.  Prior  mort  $12,000.  Sept  29,  due 
Oct  1,   1907,  5%:    Oct  5,   1906.     7:1960.  6,000 

Turkel,  Bertha  A  to  Bernard  Turkel.  7th  st.  No  101,  n  s,  187.11 
e  1st  av,  20x97.6.  P  M.  Prior  mort  $11,000.  Mp.y  1,  1  year, 
67o.     Oct  5,  1906.     2:435.  2,800 

Tojetti,  Katherine  to  Hugo  Wintner.  Audubon  av.  No  388,  w  s, 
90  s  185th  st,  18.x60.  P  M.  Prior  mort  $4,000.  Oct  8,  2  yrs, 
6%.     Oct  9,  1900.     8:2157.  2,000 

Yogg,  Morris  and  Max  B  Juditsky  and  Irving  Judis  with  LAW- 
YERS TITLE  INS  AND  TRUST  CO.  Lenox  av,  Nos  427  to  433, 
w  s,  50  s  132d  st,  99.11x75.  Subordination  agreement.  June 
27.     Oct  9,   1906.     7:1916.  nom 

Vance,  Mary  and  Terence  Maguire  extrx,  &c,  Bridget  Maguire  with 
John  H  Bruns.  69th  st.  No  407.  n  s,  138  e  6th  av,  25x100.4. 
Extension  mort.     Sept  1.  ^  Oct  10,   1906.     5:1464.  nom 

1  Van  Valeri,  Chas  B,  of  Newark,  N  J,  to  John  Gillies  trustee  James 
Gillies.  Water  st.  No  540,  n  s,  104.7  e  Roosevelt  st,  25x64.  3 
years,   5%.     Oct    10,    1906.      1:110.  8,500 

Valentine,  Elizabeth  or  Elisebeth  to  TITLE  GUAR.ANTEE  AND 
TRUST  CO.  101st  st.  No  142,  s  s,  403.6  e  Amsterdam  av.  21.6 
xlOO.ll.      Oct  8,  due,   &c,   as  per  bond.     Oct  10,   1906.     7:1855. 

12.000 

Van  der  Poel,  John  to  FARMERS  LOAN  AND  TRUST  CO.  52d 
st.  No  56,  s  s,  240  e  6th  av,  20x100.5.  P  M.  3  years,  —%. 
Oct  8,  1906.     5:1267.  42,000 

Van  Brink,  Louis  to  Mary  E  Brady.  Madison  av.  No  1538,  w  s, 
50.6  n  104th  st,  16.8x70.  P  M.  Prior  mort  $8,500.  3  years,  6%. 
Oct  8,  1906.     6:1610.  4,000 

Weinstein,  Joseph  to  David  Israel.  6th  st,  Nos  640  and  642,  s  s 
174  w  Av  C,  41.11x97.  P  M.  Prior  mort  $40,000.  Oct  1.  10 
years.  6%.     Oct  8,  1906.     2:388.  32,500 


Weinstein,  Joseph  to  David  Israel.  6th  st,  Nos  626  and  628.  s  s, 
320  w  Av  C,  42x97.  P  M.  Prior  mort  $40,000.  Oct  1,  10  years, 
(i%.     Oct  8,  1906.     2:388.  32,500 

White,  Mathilda  to  John  D  Hake.  5th  av.  No  1387,  e  s,  50.11  n 
114th  st,  25x100.  P  M.  Prior  mort  $20,000.  Oct  1,  5  years, 
0%.     Oct   9,   1906.     6:1620.  10,000 

Wacht,  Saml  with  Esther  Eisenberg.  101st  st,  Nos  334  and  336, 
s  s,  100  w  1st  av  2  lots,  each  25x100.11.  2  extensions  of  mort- 
gage.    Oct  2.     Oct  9,  1906.    6:1672.  nom 

Wolt,  Wolf  to  David  Lippmann  and  ano.     Horatio  st,  No  80,  s  B, 

•  abt  177  e  Washington  st,  24.1x87.5;  also  strip  on  east  0.6  wide. 
P  M.  Prior  mort  $7,000.  Oct  1,  3  years,  6%.  Oct  9,  1906. 
2:642.  6,500 

Walter,  Ida  O  to  American  Mortgage  Co.  91st  st.  No  253,  n  s, 
100  w  Broadway,  runs  n  43.11  c  1  old  lane,  x  n  w  50.1  x  s  47.1 
to  st,  X  e  50  to  beginning.     5  years.  4%%.     Oct  9,  1906.  4:1239 

^o,U00 

Whitcomb,  James  A  to  Andrew  A  Bibby.  149th  st.  No  530,  s  s, 
325    w    Amsterdam    av,    16.Sx99.ll.      P    M.      Sept    24,    due    Sept 

10,  1907.  5%.     Oct  10,  1906.     7:2080.      Notes.  3,500 
Warren,    John    E    and    Richard    F    Schaake    to    The    Henry    Elias 

Brewing  Co.  3d  av.  No  933.  Saloon  lease.  Oct  8,  demand, 
6%.      Oct    10,    lt»06.      5:1329.  2,730 

Weiner,  Robert  to  Robert  A  B  Dayton.  Henry  st.  No  182,  s  s,  abt 
48  e  Jefferson  st,  23.10x100.  Oct  5,  installs,  6%.  Oct  6, 
1906.     1:270.  1.500 

Wurtenberg,  Arnold,  Glens  Falls,  N  Y,  to  N  Y  Society  tor  the  Re- 
lief of  Widows  and  Orphans  of  Medical  Men,  a  corpn.  Lexing- 
ton av.  No  1806,  s  w  cor  118th  st,  17.7x55x17.4x55.  Oct  3,  3 
years,  4y2%.     Oct  6,  1906.     6:1645.  9,000 

Wachsman,  Max  to  Abraham  Greenberg.  15th  st.  No  415,  n  s,  369 
w  Av  A,  25x103.3.  P  M.  Prior  mort  $14,000.  Oct  10,  3  yrs, 
6%.     Oct  11,  1906.     3:947.  5,000 

Welling,  Edw  J  to  Charlotte  Lilianthal  and  ano  exrs  Joseph 
Lilianthal.  Manhattan  av.  No  495,  w  s,  78.5  s  121st  st,  15x80. 
P  M.     Oct  11,  1906,  3  years,  5%.     7:1947.  7,500 

Wenk,  Saml  to  Emily  Beckert.  88th  st.  No  522,  s  s,  325  e  Av  A, 
25x100.8.  Prior  mort  $10,000.  Oct  11,  1906,  due  Jan  1,  1910, 
5V2%.  5:1584.  8,500 

Wenk,  Saml  to  Josephine  Eisenhauer  extrx  Wm  Eisenhauer.  89th 
st.  No  402,  s  s,  81  e  1st  av,  25x75.6.  Oct  11,  1906,  due  Jan  1, 
1910,  4%7c-     5:1568.  15,000 

Young,  Charles  with  Society  tor  the  ftelief  ot  the  Destitute  Chil- 
dren of  Seamen.     Sth  av,  No  2237.     Extension  mort.     Oct  10.     Oct 

11,  190<5.     7:1947.  nom 
Zogbaum,   Mary  F   to  Chas  F  Dean.     87th  st.  No  125,  n  s,  208  w 

Columbus   av,   17x100.8.     Oct   11,   1906,   3  years,   5%.     4:1218. 

16,000 
Zisola,  Mary  to  Abraham  Vexler      Lewis  st.  No  55,  e  s,  175  n  De- 
lancey  st,  25x100.     Oct  3,  1  year,  given  to  secui'e  money  due  as 
per  agreement,  6%.     Oct  5,  1906.     2:328.  1,000 

BOROUGH   OF   THE  BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 
new  Annexed  District   (Act  of  1895). 

ArLstein.  Robert  to  Herman  Cohen  and  ano.  138th  st,  3  s,  750  w 
Home  av,  150x100.  Prior  mort  $70,000.  Oct  4,  demand,  6%.  Oct 
6,    1906.      10:2550.  6,300 

Anderson,  Matthew  to  Henry  Lipps.  Timpson  pi,  n  s  (?)  201 
n  from  e  s  Timpson  pi  and  n  s  144th  st,  runs  e  55  x  s  e  49.11 
X  n  0.4  X  n  w  44.2  x  n  w  58.4  to  s  e  s  Timpson  pi,  x  s  w  22.4 
x  s  18.3  to  beginning  (?)  probable  error.  P  M.  Oct  10,  due 
Jan  1,   1910,   6%.     Oct  10,  1906.     10:2600.  500 

American  Mortgage  Co  with  Standard  Plumbing  Supply  Co.  St 
Anns  av,  s  w  cor  1.59th  st,  100x100.  Subordination  mort.  June 
6.     Oct  10,   1906.     9:2360.  nom 

*Anderson,  Andrew,  Queens  Borough,  N  Y,  to  John  A  Fogelin. 
Randall  av,  n  s,  100  e  Amundson  av,  25x101.5x25x100.11,  Eden- 
wald.     Oct   5,   1   year,   67c.     Oct  8,    190l>.  1,000 

Augustinian  Society,  a  corpn,  to  EMIGRANT  INDUSTRIAL  SAV- 
INGS BANK.  Lots  58  to  61  and  62  to  67  amended  map  property 
Cammann  estate.     Oct  8,  3  years.  47o.     Oct  11,  1906.     11:3218. 

47,000 

Bedford  Park  Congregational  Church  to  Edw  G  Soltmann.  201st 
st,  n  s,  92.3  e  Bainbridge  av,  50x85.8x49.11x75.5.  Sept  19,  due 
Oct  2,  1907,  5y27c.     Oct  5,   1906.     12:3290.  2,000 

*Berger,  Saml  to  Andrew  Hally  and  ano.  Lyon  av,  s  s,  50  e 
Parker  av,  50x100,  Westchester.  P  M.  Oct  4,  1  year,  6%.  Oct 
5,  190<3.  1,500 

*Bronxdale  Realty  Co  to  Chas  H  Safford.  Johnson  st,  w  s,  lots 
74,  75  and  76  map  property  J  E  BuUard  &  Co,  90x85.10x90x85.4 
s  s,  Eastchester.     Oct  8,  1  year,  6%.     Oct  10,  1906.  350 

Bell,   WYn   C   to   Wm   Hodgson.      Cambreleng  av,   w  s,   100  n  183d 

st,   50x100.      Prior  mort   $ .     2   years,   6%.     Oct  10.   1906. 

11:3088.  1,100 

Bronxland  Realty  Co  to  Rockland  Realty  Co.  Morris  av,  n  e  cor 
158th  st,  51xl01x.")3.3xl01.  Prior  mort  $42,000.  Oct  1,  3 
years,  67f.     Oct  10,  1906.     9:2420.  18.000 

Same  to  same.  Same  property.  Certificate  as  to  consent  ot 
stockholders  to  mort  tor  $18,000.     Oct  1.     Oct  10,  1900.     9:2420. 

Same  to  Jennie  Currier  and  ano  exrs  Geo  C  Currier.  Same  prop- 
erty.    Oct  9,  3  years,  —%.     Oct  10,  1906.     9:2420. 

gold,   42,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  ot  stock- 
holders  to  above   mort.     Oct   1.     Oct   10,   1906.     9:2490.  

*Burlando,  Adelaide  to  Margt  A  McKay.  White  Plains  road,  e  s, 
140.2  n  215th  st,  50x81,  Wakefield.  Sept  10,  1  year,  5%.  P  M. 
Oct  8,   1900.  5,000 

Cuneo,  Anthony  to  Emil  Robitzek.  Forest  av,  s  w  cor  161st  st, 
25.4x100.  Prior  mort  $9,000.  Oct  10,  3  years.  6%.  Oct  11, 
1906.      10:2647.  2,500 

Connor,  Francis  to  BOWERY  SAVINGS  BANK.  Cypress  av,  s  e 
cor  134th  st,  100x100.  Oct  2,  3  years,  5%.  Oct  11,  1906. 
10:2562.  22,000 

Cusack,  Michl  F,  Brooklyn,  N  Y,  to  N  Y  City  Church  Extension 
and  Missionary  Soc  of  the  Methodist  Episcopal  Church.  Pros- 
pect av,  s  w  cor  161st  st,  49x198.3.  P  M.  3  years,  57c-  Oct 
8,    1906.      10:2677.  32,300 
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KING'S  WINDSOR  CEMENT 

lot  Plastering  Walls  and  Ceilings  J.  B.  king  &  CO.,  No.  l  Broadway,  New  York 


Elastic  iin  its  nature,  can  be  applied  with  25  per 
cent,  less  labor  and  has  12>^  per  cent,  more  cov 
ering  capacity  than   any  other  similar  material 


♦Crotty,  Wm  J  to  John  Stahl.  Marian  st,  n  w  s,  lot  310  map 
Washingtonville,  5UxlOO,  to  Railroad  pi.  P  M.  Sept  25,  1  yr, 
G%.     Oct  8,  1006.  ^^WO 

Chemical  Realty  Co  to  Germano  Fioravanti.  Grand  av,  w  s,  275.3 
n  lS4th  St,  55.2x118.1x55.8x122.1.  Due  Jan  1,  1909,  6%.  Oct 
10.   19UG.     11:3212.  6,500 

*Crump,  Wm  R  to  Sarah  A  Briggs.  Pleasant  av,  w  s,  s  %  lot 
60  map  Olinville,  50x100.  Sept  27,  3  years,  5%%.  Oct  10, 
1906.  2,500 

Cohen,  Max  and  Emanuel  Glauber  to  Maud  Hegger.  Union  av,  No 
610,    e   s,    17.6   s    lolat   st,    17.6x90.      Oct   1,   3   years,   5%.     Oct 

10,  1900.     10:2674.  6,000 
Cauldwell    Avenue    Co    and    Harry    Bernstein    with    Atlantic    Dock 

Co.  Washington  av,  e  s,  279  s  169th  st,  119.llxll0.llx— xll6.9. 
Subordination    mort.      Aug    29.      Oct    10,    1906.      9:2373.  nom 

Cherey,  Fanny  to  John  D  Van  Buren  exr,  &c,  Saml  Aymar.  Ale.x- 
ander  av.  No  315,  w  s,  25  s  141st  st,  25x75.  Sept  28,  5  years, 
4%%.     Oct  5,   1006.     9:2315.  14.000 

Same  and  Christian  and  Susanna  Kastner  with  same.  Same  prop- 
erty.     Subordination   agreement.      Oct  4.     Oct  5,   1906.     9:2315. 

nom 

Dacorn  Realty  Co  to  Atlantic  Dock  Co.  Union  av,  e  s,  100  n  152d 
st,  75x95.     Oct  5,  1906,  demand,  5y2%.     10:2675.  34,500 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Oct  5,  1906.     10:2675.  ■ 

Dordan,  John  E  and  Michl  A  Burnes  to  Wm  Burns.  Nelson  av,  late 
4th  av,  n  w  s,  bet  170th  st  and  Boscobel  av,  and  being  lot  9  map 
Clareraont,  100x166x135x254;  Highbridge  st,  n  s,  plot  6  same 
map,  216x131x216x125  n  e  s,  except  part  tor  170th  st  and  Nelson 
av.     P  M.     Sept  20,  3  years,  5%.     Oct  6.  1906.     9:2.521.  4,.500 

*Dunn,  Mary  A  to  Ellen  Dellett.  Madison  st,  w  s.  200  s  Morris 
Park  av,  25x100.     Sept  4,  3  years,  5V2%-     Oct  5,  1906.  739 

Doutney,  Lillian  J,  Brooklyn,  N  Y,  to  Joel  S  Mason.  Belmont 
av,  s  e  cor  170th  st,  runs  e  130.11  x  s  w  101  x  w  22.9  x  s  86.9 
X  w  105.9  to  av,  X  n  202.2  to  beginning.  July  31,  1  year,  6%. 
Oct  10,   1906.     11:3079.  1.100 

Denicke,  August  to  Julius  B  Denicke.  Prospect  av.  bet  176th  st 
and  Fairmount  pi,  e  s,  at  line  bet  lots  69  and  133  map  Fair- 
mount,  runs  e  90  X  s  31.9  x  w  90  to  av,  x  n  31.9  to  beginning. 
P  M.      Oct   5,   3   years,  4V4%-      Oct  9,    1906.      11:2954.  2,000 

Duncan,  Ellen  M  to  HARLEM  SAVINGS  BANK.  137th  st.  No 
739,  n  s,  737.0  e  Willis  av,  16.3x75.  P  M.  Oct  8,  1  year,  —%. 
Oct  9,   1906.     9:2282.  5,000 

De  Fiore,  Salvatore  and  Salvatorc  Jaconetti  to  Annie  Dappert. 
Arthur  av,  n  e  cor  lS7th  st,  45x86.7x45x83.9.  Oct  10,  3  years, 
—%.     Oct  11,  1906.     11:3077.  16,000 

Eck,  Henrietta  E  to  Julian  Pulhemus  and  ano.  143d  st.  No  670, 
s  s,  141.8  e  Willis  av,  16.8x100.  P  M.  Oct  10,  5  years,  5%. 
Oct  11,  1906.     9:2287.  5.000 

Eckstein,  Bertha  to  James  G  Freaney.  Hughes  av,  s  e  cor  lS7th 
st,  100x50.     P  M.     Sept  27,  1  year,  6%.     Oct  10,  1906.     11:3074. 

2,750 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  New  York  Uni- 
versity. Sedgwick  av,  s  e  cor  181st  st,  runs  n  e  along  s  s 
181st  st,  615.8  X  e  and  s  aloBg  e  and  s  s  l.Slst  st  and  w  s 
Aqueduct  av  on  curve  S37.4  x  s  w  563.3  and  167.7  and  230  and 
678.5  to  e  s  Sedgwick  av,  x  n  w  202.11  x  n  on  curve  236.3  x  n 
e  396  and  206.4  to  beginning.  Extension  mort.  Sept  1.  Oct 
9,  1906.     11:3216,  3217,  3222,  3223,  3224  and  3229.  nom 

Egan.  Joseph  to  Mary  E  Gillespie.  Webster  av,  No  1734,  e  s, 
23.5  n  174th  st,  25x97.4  to  w  s  Brook  st,  25.8x104.2.  P  M. 
Prior  mort  $11,500.     Oct  4,  3  years,  — %.     Oct  8,  1906.    11:2899. 

2,750 

Elias  (Henry)  Brewing  Co  with  Annie  Dappert.  Arthur  av,  n  e  cor 
187th  st,   45x  abt  84.     Subordination  agreement.     Oct   10.      Oct 

11,  1906.     11:3077.  nom 
Flagg,   Minnie   E   to   Robert   W  Todd.      Marion  av,   n   e  cor   195th 

st,  46.9x100x25x102.4;  195th  st,  n  s,  102.4  e  Marion  av,  40.9x 
65.2x39.10x74.6.     Oct  10,  demand,  67c.     Oct  11,  1906.     12:3283. 

3,200 

*Fisher,  Hiram  R  to  Lemuel  Skidmore  guardian  Anna  Skidmore. 
Seton  st,  n  w  cor  2d  st,  runs  n  250  x  w  100  x  n  30  to  s  s.,  3d  st, 
X  w  80  x  s  280  to  2d  st,  x  e  180  to  beginning;  Seton  st,  n  e  cor 
2d  st,  runs  n  250  x  e  100  x  n  30  x  e  90  x  s  280  to  2d  st,  x  w  174 
to   beginning,   Westchester.      Oct  6,   3   years,   6%.      Oct  8,   1906. 

10,000 

*Feins,  David  D  to  Land  Co  A  of  Edenwald.  Jones  av,  e  s,  100  n 
Jefferson  av,  25x100,  Edenwald.  P  M.  .Sept  27,  3  years,  5%.  Oct 
8,   1906.  200 

*Same  to  same.  Bracken  av,  w  s,  lOO  n  Jefferson  av,  25x100. 
P  M.     Sept  27,  3  years,  5%.     Oct  8,   lOOC.  200 

*Same  to  same.  Bracken  av,  w  s,  125  n  Jefferson  av,  50x100.  P 
M.     Sept  27,  3  years,  5%.     Oct  8.  1906.  450 

*Same  to  same.  Jones  av,  e  s,  125  n  Jefferson  av,  50x100.  Sept 
27,  3  years,  5%.     Oct  8,  1900.  450 

*Same  to  same.  Jefferson  av,  n  s,  .50  w  Bracken  av,  50x100,  Eden- 
wald.    P  M.     Sept  27,  3  years,  5%.     Oct  8,   1906.  600 

♦Same  to  same.  Jefferson  av,  n  s.  50  e  Jones  av,  50x100,  Eden- 
wald.    P  M.     Sept  27,  3  years,  5%.     Oct  8,  1906.  600 

*Same  to  same.  Jefferson  av,  n  s,  25  e  Jones  av,  25x100,  Eden- 
wald.    P  M.     Sept  27,  3  years,  57^.     Oct  8,  1906.  300 

Franklin,  Mary  A  to  Carl  H  Stecker.  Trinity  av.  No  828  s  e 
cor  160th  st,  28.8x30.1x28.8x30.2.  P  M.  Sept  21,  3  years.  5%. 
Oct   10,   1906.     10:2637.  2,900 

*Flood,  J  Frank  to  Julia  Jahn.  Plot  begins  240  e  White  Plains 
road  at  point  along  same  725  n  Morris  Park  av,  runs  e  100  x 
n  25  X  w  100  X  s  325  to  beginning;  right  of  way  over  strip  to 
Morris  Park  av.  Building  loan.  Oct  8,  due  Sept  1,  1909  5% 
Oct  10,   1006.  3,500 

*Goldgeier,  Adolph  to  Katharina  Gass.  12th  st,  n  s,  430  e  Av  B 
25x108,   Unionport.      Sept   29,  3   years,   6%.     Oct  6,   1906.       3.000 

Gold.  Max  with  Alice  H  Sturges.  Brown  pi,  e  s,  extends  from 
136th  to  137th  st,  200x90.  Subordination  agreement.  Oct  4.  Oct 
5,  1906.     9:2264.  nom 

Gibson,  John  M  to  James  T  Barry.  170th  st,  s  s,  100.11  e 
Franklin  av,  47x105.4x46.6x100.1.  P  M.  Prior  mort  $29  000 
Oct  10,   1906,  5  years,  5%.     11:2035.  11.880 

Goldfeder,  Morris  and  Bernard  to  LAWYERS  TITLE  INS  &  TRUST 
CO.  183d  st,  s  s.  115.4  w  Southern  Boulevard.  16  8x125 
Sept  13,  due  June  30,  1909,  5%.     Oct  10,  1906.     11:3113.    4,000 


Same  and  Louis  Eickwort  with  same.  Same  property.  Subor- 
dination  agreement.      Sept   13.      Oct   10,   1006.      11:3113.  nom 

Gurvitch,  Barnet  and  Abraham  Berlowitz  to  James  S  Bryant. 
145th  st,  s  s,  346  w  Brook  av,  runs  s  103  x  s  12.1  to  e  s  Old  Mill 
Brook  X  w  69.4  x  n  —  to  st  x  e  30.9  to  beginning.  P  M.  Oct  5, 
10  years,  6%.     Oct  11,  1906.     9:2289.  5,500 

Hoenack,  Louise  to  Florentine  Leucht.  CroEona  av,  No  1895 
(Grove  st),  n  w  s,  192.8  n  e  from  n  w  cor  176th  st  (Woodruff 
av),  25x108.9.  P  M.  Sept  20,  3  years,  5%.     Oct  9,  1906.     11:2946. 

2,500 

Halligan,  John  James  to  TITLE  GUARANTEE  &  TRUST  CO.  Tre- 
mont  av.  No  694,  s  s,  162.10  e  Webster  av,  23.3x101.4x23x97.10. 
Prior  mort  $5,000.  Oct  10,  due,  &c,  as  per  bond.  Oct  11,  1906. 
11:2900.  5,000 

Henrich,  Karoline  to  Wilhelmina  Ruehl.  237th  st,  n  s,  325  w 
Martha  av,  25x100.     Oct  10,  3  years,  5%.    Oct  11,  1906.  12:3386. 

2,500 

Hayes,  Thomas  J  to  Wm  C  Bergen.  Perry  av.  No  3004,  e  s,  81.4 
s  Mosholu  Parkway  South,  25x100.  P  M.  Prior  mort  $7,000. 
Oct   11.   1906,  3  years,  6%.     12:3281.  1,000 

Highland  Construction  Co  to  Abraham  Ruth.  137th  st,  s  s,  562.6 
w  Home  av,  and  214.5  w  Cypress  av,  37.6x100.  Certificate  as  to 
consent  of  stockholders  to  mort  tor  $30,000.  June  21,  1004. 
Oct  8,  1006.     10:2.549. • 

Huntley,  Fredk.  Brooklyn,  N  Y,  to  TITLE  GUARANTEE  AND 
TRUST  CO.  Fairmount  pl,  n  s,  25  w  Marmion  av,  50x100. 
Oct  8,   due,  &c,   as  per  bond.     Oct   10,   1006.      11:2955.  3,000 

Hillside  Realty  and  Construction  Co  to  Eureka  Realty  Co.  182d 
st,  s  s,  120.3  e  Washington  av,  runs  s  65.4  x  e  18.1  x  n  —  x  w 
18  to  beginning.  Certificate  as  to  consent  of  stockholders  to 
mort.     Oct  9.     Oct  10,  1906.     11:3049.  

Same  to  Nicholas  Geiger.  Same  property.  Similar  certificate. 
Oct  9.     Oct  10,  1906.     11:3049.  

Hillside  Realty  and  Construction  Co  to  Eureka  Realty  Co.  182d 
It,  s  s,  120.3  e  Washington  av,  18x61.7x18.1x65.4.  Oct  9,  1 
years,  6%.     Oct  10,  1906.     11:3049.  4,000 

Same  to  Nicholas  Geiger.  Same  property.  Oct  9,  3  years,  5%. 
Oct   10,    1006.      11:3049.  7,000 

*Hickey,  Martha  to  East  Borough  Jmpt  Co.  Plot  begins  240  e 
White  Plains  road,  at  point  along  same  425  n  Morris  Park  av, 
runs  e  100  x  n  25  x  w  100  x  s  25  to  beginning  right  of  way  to 
Morris    Park    av,      Oct    10,    due    April    10,    1909,    *S%.      Oct    10, 

1006.  1.00 
*Hollweg,  William  and  Emily  to  Jonas  Fuld.     Poplar  st,  s  s,  115 

w  Roselle  st,  25x100x25x106,  Gleason  property.     P  M.     Sept  12, 

3  years,  51/2%.     Oct  5,  1906.  700 

Holzinger,    Louisa    to    Andrew   Wendling.      Belmont   av.   No   231(j. 

Extension  mort.     Aug  7.     Oct  5,  1906.     11:3088.  nom 

Hennicke,   August   to   Bertha  Schmuck.     Jackson  av.   No  736,   e  s, 

127.6  s  156th  st,  18.9x87.6.     P  M.     Oct  1,  due  Mar  1,  1911,  6%. 

Oct  5,  1006.     10:2645.  2.600 

Johnstone,    Susie   wiie   ui   and   James   Johnstone   to   Mary   S   Todd. 

Hull  av.  s  e  s,  463.7  n  e  Woodlawn  road,  2  lots,  each  25x100.     2 

morts,  each  $5,500.     Oct  0,  3  years,  5%.     Oct  11,  1906.     12:3349. 

11,000 
Johns.   Emily  L  W  with  Mary  E  Gillespie.     Webster  av.  No  1734. 

Extension   mort.      Oct   1.     Oct  8,   1906.      11:2899.  nom 

Krabo.   Marie   to   John   M   Susser.     Hughes  av,   e   s,  75  n   182d  st, 

30x70.      Prior  mort   .^11,000.     Oct   1,   1  year,   67o.     Oct  5,   1906. 

11:3080.  2,000 

Kleban  &  Siegel,  Inc,  a  corpu,  to  John  Hassall.     Wendover  av,  No 

709,   n  s,  85.4  w  Washington  av.  40.1x98.11x40.1x99.3.     Oct  4. 

5  years,  57c.     Oct  5,  1906.     11:2904.  35  000 

Same  to  same.     Same  property.     Consent  of  stockholders  to  tbove 

mort.     Oct  4.     Oct  5,  1906.  

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Oct  4.     Oct  5,  1906.     11:2904.  

Same    to   Jacob   Wechsler.      Same   property.      Prior   mort   $35,000. 

Oct  4,  3  years,  6%.     Oct  5,   1906.     11:2004.  4,000 

Same  to  same.     Same  property.     Consent  of  stockholders  to  mort 

for  $4,000.     Oct  4.     Oct  5.  1OO6.     11:2904.  

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above.     Oct  4.     Oct  5,  1906.     11:2004.  • ■ 

Kauhausen,  Mina  with  Margt  S  Valentine.     Jennings  st,  s  s,  58.11 

e  Prospect  av,  21x75x  irreg  x7S.3.     Extension  mort.     Oct  1.     Oct 

0,  1906.     11:2971.  nom 

Kelly,    Rose    to   Kate   Montague.      Webster  av.   No   1418,   n   e   cor 

St    Pauls    pl.    23.11X— X— x90.      P    M.     2   years,    6%.      Oct    10, 

1906.     11:2896.  4,500 

*Keller,  Joseph  to  Marie  Weber.     233d  st,  s  s,  180  e  White  Plains 

road,   50x64.6,   Wakefield.     P  M.     Oct  8,   due  July  8.   1907,   5%. 

Oct  9,  1906.  1,800 

Koster,  Henry  W  to  Francis  P  Ranney  and  ano  exrs  Cath  H  Ran- 

ney.     Union  av,  e  s,  155.3  s  168th  st,  19x100.     Oct  11,  1906.  3 
years,  57c.     10:2681.  4,500 

Louis  Meyer  Realty  Co  to  Louis  Meyer  guardian  Pinckney  Marks. 

2.S5th    St.   n   s,   20O  w   Keplar   av,   50x100.      Oct   9,   1   year,   67c. 

Oct  11,  1906.     12:.3370.  1,500 

Loeb,  William   to   Philip   Breidenbach.     Willis  av,  w  s,  50  s  143d 

st,    25x100:    Willis   av,   w   s,   33.4   s   143d   st,    16.8x100.     Prtor 

mort  $21,i>«».     Oct  11,  1006,  1  year,  6%.     9:2305.  8,000 

Loehmann,   Henry  W   to   Margaretha   Gotthold.      Prospect   av,   e  s, 

264.6  n   165th   st,  18.10x03.10x19.7x99.4.     Prior  mort   $3,250. 

Sept   20.      Oct   8,    IttOG,   demand,   57o.      10:2091  2,300 

Liberman.    Julius    and    Isaac    and    David    to    EMIGRANT   INDUST 

SAVINGS    BANK.      Trinity   av,   n    e   cor   156th   st,   50x97.10.     3 

years.   5%.     Oct  8.   1006.     10:2636.  50,000 

Same   to  same.      Trinity  av,  e  s,  50  n  156th  st,  52x97.10.     3  yrs, 

5%.     Oct  8,   lilOO.      10:2636.  39,000 

Liesmann,   Hermann   and  Frank  to   George  Ehret.     Brown  pl,  e  s, 

.50  n  134th  st,  50x100.     Oct  4,  1  year,  5%.     Oct  5,  1906.    9:2262. 

15,000 
*Leiman,   Samuel   and   Louis   Kaplan  to   Thomas   Scott.     Columbus 

av.   n  s,  25  e  Fillmore  st,  25x100.     P  M.     Oct  10,  due  Apr  10, 

1007,  57c.     Oct  11.  1906.  1,200 
Maisel,  Jacob  and  Max  L  Rohman  to  Alice  H  Sturges.     Brown  pl, 

e  s,  extends  from  136th  to  137th  st,  200x90.  Oct  5,  1906,  demand, 
6%.     9:2264.  10,000 

*McAuliffe.  Mary  to  Adam  Muth.  Virginia  av.  w  s,  188  s  Walter 
st,  25x101.2.     Oct  4,  3  years,  67c.    Oct  5,  1906.  450 
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Bronx       October  13,  1906 


Rockiand-Rockport  Lime  Company 


Manufacturers    ot    tne  following   Brands    nf 
Rockland  Lime 


EXTRA  FINISHING  LUMP  "' 


Commoc 


Also  Sole  Manufacturers  of 


IiooIe  for  these  -words  on  the  head  of  every  barrel.  Greenpolnt  Ave.  &  Mewtown  Creek 

xMaaufactured  by  Rockiand-Rockport  Lime  Company"      Borough  of  Brooklyn,  N.  Y  City 

DO  NOT  BE  DECEIVED  BY  ANY  SUBSTITUTE  Telephone,  207  Greenpolnt 
NEW    YORK    OFFICE,    FULLER    BUILDING,    BROADWAY    AND   23d    STREET 


EUREKA  BRAND  of  PREPARED  PURE  WHITE  LIME 

which  la  superior  to  any  other  lime  or   wall    plaster   now 
on  the  market.  GUARANTEED  NOT  TO  PIT. 


*Mazeau,  Jean  to  Magdalene  Rohr.     12th  st,  n  s,  at   line  bet   lots    ■ 
3-Jo  and  341  or  30.5  from  Av  B.  runs  n  lOS  x  e  2.5  x  s  108  to  st, 
X  w  25  to  beginning,  Unionport.     Oct  2,  2  years,  G%.     Oct  5,  1906. 

300 
*Murphy,  Josephine  F  B  to  Daniel  S  Doran.  Lots  2  to  (!.  9,  24,  40, 
63,  64,  83,  84,  114  to  121,  124  to  126,  1.58.  1.59,  177,  178,  187 
to  180,  198.  200,  210.  215,  235,  236,  2.55,  256,  257,  271  and  272 
map  made  by  E  H  Holden  filed  July  27,  1904,  Bronx.  Prior  mort 
$5,(M:iO.     Oct  4,  1  year,  iV/,.     Oct  5,  10U6.  1,000 

McClinchie,  Uriah  to  Ellen  O'Neill.  Bathgate  av.  No  2334,  e  s, 
171  s  3d  av,  late  Kingsbridge  road,  25x96.  P  M,  Oct  8,  due 
April  30.  1908.  — ^r.     Oct  9.   19116.     n:;i052.  2..500 

♦Mariano,  Giuseppe  to  Bankers  Realty  &  Security  Co.  Williams 
av,  e  s,  2.50  s  Tremont  road,  .50x100,  Tremont  terrace.  P  M. 
Oct  5,  1  year,  5%.     Oct  9,  1906.  900 

Moran,  James  M  to  Wni  C  Bergen.  Perry  av,  e  s,  142.5  n  201st 
st,  25x110.  P  M.  Prior  mort  $7,000.  Oct  8,  3  years,  6%. 
Oct  11,  1900.     12:3281.  1,500 

McBride,  Daniel  to  TITLE  GUARANTEE  AND  TRUST  CO.  Cro- 
tona  (Franklin)  av.  No  2073,  w  s,  125.2  s  180th  st,  2.5x125.  P 
M.     Oct  1,  due,  &c,  as  per  bond.     Oct  8.  1906.     11:3080:  4,200 

McBride,  Daniel  to  Ossian  Johanson.     Same  property,     P  M.     Prior 

mort  $4,200.      Oct   1,  :!  years,  ii'/c.     Oct  8,   1900.     11:3080.     1.600 
Malloy,   James  J   to   Model   Bldg  and  Loan   Assoc   of   Mott   Haven. 
Park  av,   s  e   s.  83.9  n  e   1.53d   st,   27.11x66.2x25x78.6.     Aug  16, 
installs,   0%.     Oct  8,   190G.     9:2442,  200 

McLoughlin,  Anna,  Jane  and  Rosetta  M  and  Frances  Devine  to 
Wm  P  Williams  trustee  tor  Mary  L  Hillhouse.  Steuben  av,  c  1, 
40.5  n  c  1  210th  st.  runs  w  130  x  n  25  x  e  139  x  s  25  to  beginning. 
P  M.  Oct  6,  due  July  5,  1908,  5%.  Oct  8,  1906.  12:3327  and 
3339.  601.25 

Same  to  same.  Steuben  av,  c  1,  4.55  n  c  1  210th  st,  runs  w  130  x 
n  25  X  e  130  to  c  1  Steuben  av,  x  s  25  to  beginning.  P  M.  Oct 
6,  due  July  5,  1908,  .57;^.  Oct  8,  1906.  12:3327  and  3339.  601.25 
Same  to  same.  Steuben  av,  e  1.  480  n  c  1  210th  st,  runs  w  130 
X  n  25  X  e  130  to  c  1  Steuben  av,  x  s  25  to  beginning.  P  M.  Oct 
6.   due  July  5,   1908,   5%.     Oct   8,   1906.      12:3327  and  3339. 

601.25 
Same  to  same.     Steuben  av,  c  1  1,430  n  c  1  210th  si,  runs  w  130  x  n 
25  X  e  l.'iO  to  c  1  Steuben  av,  x  s  2.5  to  beginning.     P  M.     Oct  6, 
due  July  5,  1908,  .57o     Oct  8,  1906.     12:3327  and  3339.  (101.25 

MuUer,  Mary  E,  Orange,  Essex  Co,  N  J,  to  Addle  A  Sullivan. 
148th  st,  n  s,  115  w  Brook  av,  2.5x100.  Oct  9,  demand,  6%. 
Oct   10,   1906.     9:2293.  1.500 

MANHATTAN  MORTGAGE  CO  with  Mary  F  Pinner.  Longfellow 
av,  e  s,  100  s  172d  st.  50x100.  Subordination  agreement.  Oct 
1.      Oct    10,    1906.      11:3008,  nom 

Same  with  Henry  Pinner.  Longfellow  av.  e  s,  150  s  172d  st, 
50x100.  Subordination  agreement.  Oct  1,  Oct  6,  1906.  11:- 
.3008.  nom 

Mencke.  Magdalena.  Brooklyn,  to  Jessie  M  Onderdonk.  Vyse  av, 
w  s.  100  n  Jennings  st,  25x100.  2  years,  6%.  Oct  10,  1906. 
11:2988.  1,500 

*Nowske,  Stenely,  A  with  John  Drews.  223d  st,  s  s,  355  e  4th  av, 
.50x114,  Wakefield.  Agreement  as  to  priority  ot  mort.  Oct  3. 
Oct  9.  1906.  nom 

Newmark,  Joseph  and  Harry  Jacobs  to  City  Mortgage  Co.  153d  st, 
n  w  cor  Morris  av,  ]0llx.5(>.  Building  loan.  Sept  27,  demand. 
6%.     Oct  5,  1906.     9:2442.  41,000 

O'Connor,  Eliz  T  and  Anna  M  Conway  to  Wm  P  Williams  trus- 
tee for  Mary  LHillhouse.  Steubenav,  c  1,  380  n  c  1  210th  st, 
runs  w  130  x  n  25  x  e  130  to  c  1  Steuben  av,  x  s  25  to  begin- 
ning. P  M.  Oct  6,  due  July  5,  1908,  5%.  Oct  8,  190G.  12:3327 
and  3339.  601.2.5 

Same  to  same.  Steuben  av,  c  1,  .355  n  c  1  210th  st,  runs  w  130  x  n 
25  X  e  130  to  c  1  Steuben  av.  x  s  25  to  beginning.  P  M.  Oct 
6,    due    July    5,    1908.    57c.      Oct    8,    190lj.      12:3327    and    3339. 

601,25 
O'Leary.  John  to  Mattie  A  Wells.     Cambreling  av,  e  s,  475  n  183d 
st,   25x100,     Bldg   loan.      Oct  6,   due   Sept   17,   1911,  5%.     Oct  9, 
1!K>6.     11:3089.  5,600 

Patton,  Isabella  V'  to  R  Camilla  Williams.  Washington  av.  No 
2083,  w  s.  85.10  s  180th  st,  25x100.  P  M.  Sept  17,  3  years, 
— %.     Oct  9,  1906.     11:3036.  6,000 

Peper,  John  H  to  Eliza  Snodgrass  and  ano.  Webster  av.  No  1732, 
n  w  cor  174th  st,  23.5x104.2  to  w  s  Brook  st  x23.11  to  174th 
st  X  w  110.5  to  beginning.     Oct  11,  19(JG,  5  years.  — %.   11:2899. 

16.000 
Powers,    Martin    to    Beadleston    &    Woerz.      Jerome    av.    No    2345. 

Saloon   lease.     Oct  5.  demand,  i^/t.     Oct  8,  1906.     11:3198.      2,500 
Polack,  Emit  to  Henry  Schlobohn.     Clinton  av,  No  1946,  e  s,  149.5 
s    Tremont   av,    25x115.      P   M.      Sept    1,   5   years,   — %.      Oct   8. 
1906.     11:2951.  ,5,000 

*Powers,  Richd  to  DOLLAR  SAVINGS  BANK  ot  the  City  of  N  Y. 
Westchester  av,  late  Southern  Westchester  Turnpike  road  (as  in 
1872),  s  w  s,  adj  s  w  cor  of  land  late  ot  Sarah  D  Munn,  runs  s  e 
100  X  s  w  19.11  X  n  w  100  to  road,  x  n  e  19.11  to  beginning. 
Due  June   1,   1907,  5%.     Oct  8,   1900.  3,000 

*Same  to  same.  Westchester  av,  late  Southern  Westchester  turn- 
pike road,  s  e  s,  19.11  s  w  land  late  of  Sarah  D  Munn,  runs  s  e 
1(X>  x  s  w  20.1  X  n  w  1(M>  to  road,  x  n  e  20.1  to  beginning.  Oct 
8,   190(!,  due  June   1.   1907,  5%.  3  000 

Perina,  Josepha  to  Robt  F  Place.  161st  st.  No  903,  n  s,  n  s,  91 
w  Forest  av,  21x75.     Oct  9,  3  yrs,  —%.     Oct  10,  190G.     10:2(J48. 

1,000 
*Petras,  Anna  wife  of  and  Stanislaus  or  Sanislaus  to  Mary  Bristo- 
vish.      219th   st,   s   s,   205   e   5th  av,   50x114,   Wakefield.      Oct   5, 


lot   26   map    property   ot  estate  of   Geo  W   Hunt,   29.2x,SS.4x49.10 
xOO.3  n   s.     Oct  6,  3  years.  5y2%.     Oct  9,   1906.  2  900 

*Ryan,  Geo  J  to  Pauline  R  Wohn.     13th  st,  s  s,   105  e  Av  D,  50x 

108.     Oct  5,  5  years,  —9^.     Oct  8,  190G.  3,200 

Reilley  or  Rielley,  John  to  Jos  G  Biernesser  and  ano  joint  tenants. 
Arthur  av,  w  s,  bet  Belmont  pi  and  187th  st,  and  being  lot  509 
and  part  .510  map  property  of  S  Cambreleng  et  al.  26x125. 
Oct  3,   1  year,  59,.        Oct   10,  190(>.     11:.30G5.  2  000 

Reid,  Rosa  A  with  Eliz  Somers.  Summit  av,  w  s,  bet  IGlst  st 
and  l(i.5th  st,  and  being  lot  104  map  272  lots  Kemp  estate. 
Extension   mort.      July   12.      Oct   8.    190G.     9:2523.  nom 

Redmond.    Michael    to   City    Mortgage    Co.      Bathgate    av.   s   w   cor 
176th    st,    110.5xll4x.5xll0xll4..5.      Building    loan.      Oct    3,    de- 
mand, 6%.     Oct  5,  190G.     11:2917.  80,000 
■■■Robillard,   Norbert   to  John  D  Helmke.     Lyon  av,   s  w  cor  Green 
lane.  l(X>xl(X),  Westchester.     P  M.     Oct  4,  1  year.     Oct  5.  1906. 

3,200 
*Rice,  Wm  H  to  Truman  A  Jewell.  Liberty  st,  n  w  cor  Amsterdam 
av,  runs  n  —  x  w  100  x  s  25  x  e  7.5  x  s  —  x  e  25  to  beginning. 
Sept  25,  3  years,  G%.     Oct  5,   190(i.  3,000 

*Reynolds,  Amelia  A,  ot  St  James,  Suffolk  Co,  N  Y,  to  Sophia 
Lerch  and  ano  trustees  for  Chas  A  Freutel  will  August  Freutel. 
2.30th  St.  n  s,  405  w  5th  av,  50x114,  Wakefield.  Oct  5,  1906.  5 
years,  5%.  3,000 

*Ringelstein,  Charles  to  Sumner  R  Stone  trustee  Jessie  Stone. 
Unionport  road,  w  s.  224  n  Columbus  av,  25.x — .  Oct  8,  due  Nov 
1.    19();i.   o,,.      Oct   11    1906.  •  4,000 

Schmid.  Joseph  to  Michl  Rude.  Cottage  pi.  No  5  ,on  map  No  7, 
w  s.  190  n  170th  st.  25x100.  P  M.  Prior  mort  $4,000.  Aug  31, 
3  years,   6%.     Oct  5,   190G.     11:2932.  900 

'''Stadler.  Lillie  M  to  Jos  J  Gleason.  Lincoln  st,  e  s,  1.50  n  West 
Farms   road,  4,8x100.      P   M.     Oct   5,  3  years,  5%.     Oct  6,   1906. 

1,080 
Sauer,   Geo  O  and   Max  F'   Schober  to   Louis  Baumgarten  and  ano. 
].3Gth  st.  No  865,  n  s,  abt  246  e  St  Anns  av  and  925  w  Home  av, 
2.5x100.  P  M.     Oct  5,  190().  1  year.  6%.     10:2.549.  500 

Staedeli.  Elise  to  TITLE  GUARANTEE  &  TRUST  CO.  1.59th  St. 
No  585.  n  s,  9,8  w  Courtlandt  av,  25x101.  Oct  5,  due,  &c,  as 
per  bond.     Oct  G,  190G.     9:'2419.  9,000 

Schmidt,  Max  F  to  Ida  Maurer.  Eagle  av,  n  w  s,  50  s  1.59th  st, 
late  John  st,  25x100.  Sept  14,  due  Jan  4,  1910,  5"*-  Oct  5, 
19(Ki.      10:2618.  3,000 

Schmuck,   Bertha  with  Katie  Dettner.     Jackson  av.   No  736.     Ex- 
tension mort.     Feb  23.     Oct  5,  190G.     10:2645.  nom 
*Sloane.  Patk  J  to  Percy  S  Dudley.     Dudley  av,  n  e  cor  Mapes  av, 

25x100.     P  M.     Oct  5,  1906,  3  years,  5%.  600 

Stolwein,  Max,  Abraham  and  Jacob  to  Nicholas  Renken.  165th  st, 
n  s,  bet  Park  av  and  Washington  av.  and  at  s  e  cor  lot  27,  runs 
n  w  along  st  28  x  n  e  212.8  x  s  e  28  x  s  w  212.S  to  beginning, 
being  part  ot  lot  27  map  Morrisania.  Prior  mort  $4,000.  Oct 
1.  3  years,  6%.     Oct  5,   190G.     9:2387.  5,000 

*Serritelle,   Santa   to   Hudson   P   Rose   Co.      Leland   st,   e   s,   225  n 

1.52d  st,  .50x100.     June  1,  5  years,  51/27^,     Oct  5,  190G.  900 

Silberberg  &  Saul.  Inc.  a  corpn,  to  John  E  Alexandre..  Vyse  av, 
No  1147,  w  s,  260  n  167th  st,  20x100.  Oct  9,  3  years,  5y2%  for 
1  year  and  5'/f   tor  remainder  ot  term.     Oct  10,  190G.     10:2752. 

8.000 
Same    to    Alice    Powell.      Vyse    av,   w   s,    280   n   167th   st,   20x100. 
Oct  9,  3  years,  51/2%  for  1st  year  and  5%  tor  remainder  of  term. 
Oct  10,   190G.     10:2752.  8,000 

Same  to  Alice  Powell.  Vyse  av.  No  1149.  Certificate  as  to  con- 
sent of  stockholders  to  mort  for  $8,000.     Oct  3.     Oct  10,  1906. 

10:27.52.  

Same  to  John  E  Alexander.  Vyse  av.  No  1147,  Certificate  as  to 
consent    of   stockholders    to   mort   for   $8,000.      Oct   3.      Oct   10, 

1906.      10:2752.  

Silberberg   &   Saul,   Inc.    a   corpn,    to   Thos   C   Stephens.      Vyse   av. 

No  11.53.  w  s,  3'_'0  n  167th  st,  20x100.     Oct  9,  3  years,  5V2%  and 

5%.      Oct    10,    1906.      10:2752.  '  8,000 

Same    to    same.      Same    property.      Certificate    as    to    consent    of 

stockholders    to   above    mort.      Oct   3.      Oct   10,    1906.      10:2752. 


years,  5%.     Oct  9,   190G. 


850 


*Porco,  Frank  to  Hudson  P  Rose  Co.  Crosby  av,  e  s,  175  s  Water- 
bury  av,  50x100.     P  M.     Oct  4.  3  years,  5%%'-     Oct  5,  1906.      950 

*Pietras,  Stanislaus  to  Martha  Gamble.  219th  st,  s  s,  105  e  5th 
av,   50x113.5,   Wakefield.      Oct   1,  3  years,   5^%.      Oct   11,   1906 

3,000 

Quinn,  Thos  J  to  Susan  S  Tappen.  Bainbridge  av,  n  w  cor  196th 
st,  145.7x'20O  to  e  s  Briggs  av.  Oct  9,  due  Apr  9,  1908,  5%. 
Oct   10,    190G.      12:3295.  25,000 

Reilly.John  to  Jos  G  Biernesser  and  ano  joint  tenants.  Belmont 
av,  w  s,  100  n  lS3d  st.  25x100.  P  M.  Oct  3,  1  year,  5%.  Oct 
10,    1906.      11:3087.  4,000 

*Robinson,   Mary   A   to   Geo   L   Downing.      Unionport   road,   s   w   s. 


Same  to  Anna  C  Stephens.  Vyse  av,  No  1151,  w  s,  .300  n  167th 
st,  20x100.  Oct  9,  3  years,  5y2%  and  5%.  Oct  10,  1906. 
10:2752.  8,0Q0 

Same  to  same.  Same  property.  Certificate  as  to  consent  ot  stock- 
holders to  above  mort.     Oct  3.     Oct  10.  190G.     10:2752.  

Sowa.  Charles  to  HARLEM  SAVINGS  BANK.  Washington  av.  No 
1211,  w  s,  42.7  s  168th  st,  24..3xl39.5.  Oct  10,  190(5,  1  year, 
-%.     9:2389.  11,500 

*Schrader,  John  to  Mary  J  Odell  trustee  Lawrence  Odell.  220th 
st,  s  e  cor  1st  st,  being  lots  1261  to  1263  and  gore  104  map 
Wakefield.     P  M.      Oct  8,   3   years,  57c.     Oct   10.   1906.  1,500 

Schenkman.  Ray  E,  Iselin,  N  J,  to  Henry  Kuntz.  Southern  Boule- 
vard, s  w  cor  18Gth  st,  runs  —  30.4  x  w  113.2  x  n  108.6  to  be- 
ginning: 180th  St.  s  s,  108.6  w  Southern  Boulevard,  75x130; 
Southern  Boulevard,  n  w  cor  184th  st,  25.3x117x25  to  n  s  184th 
st,  X  e  120.11  to  beginning;  Southern  Boulevard,  w 
s,  25.3  n  lS4th  st,  25.3x113.1x25x117;  Southern  Boule- 
vard, w  s,  15.7  n  l,S4th  st,  '25.3x109.3x25x113.1;  Underclitte  av, 
e  s,  56.6  n  176th  st,  100x100;  Underclitte  av,  w  s,  75.9  n  176th 
st,  .50x100;  Underclitte  av,  e  s,  186.6  n  17Gth  st,  25x100;  Under- 
clitte av,  e  s,  '261.6  n  ]7Gth  st,  .5(3x100.  Prior  mort  $39,000. 
Sept  4,  due  Jan  1.  1908,  67c.  Oct  8,  1900.  11:2877—2880,  3113, 
3114.  4.1X10 

Steinmetz.  Bertha  J  to  Catharine  A  Andrew.  176th  st,  n  cor  Long- 
fellow av  late  Lillian  st,  runs  n  w  100  x  n  e  88  x  s  e  100  to  st 
X  s  w  89  to  beginning,  except  part  tor  av.  Oct  8,  1906,  5  yrs, 
5%.     11:3004.  6,500 

Same  to  same.  Same  property.  Oct  6,  1  year,  5%.  Oct  8,  1906. 
11:3004.  1,000 

*Stuhlman,  Henry  to  Camilla  E  Merzey.  Taylor  st.  e  s,  200  s 
Morris  Park  av,  2.5x100.  P  M.  Prior  mort  $3,200.  Oct  2,  In- 
stalls, 57r.     Oct  8,  1000.  2,100 

Stoddard.  Frank  K  to  Saml  J  Taylor.  Grand  av,  e  s,  107.3  s 
Highbridge   or   Fordham   Landing   road,   66x112x35x106.4.      P  M. 

Prior  mort  .$ .     Oct   10,  1  year,  07c.     Oct  11,  190G.     11:3199. 

1,500 


The   text  of  these  pages  Is  copyrighted.     All  rights  are  reserved.  Notice   is  hereby  given  that   Infringement       'U   lead   to  proBecution. 
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The   Palmer   Lime  and  Cement  Company 

"PALiIWER'S  NO.  J,"  the  strnngest  and  best  brick  lime  manufactured,  will  lay  more  brick  to  the  barrel  than  any  other  lime.  ( 

Farnani  CHESHIRE  FinistaSiig:,  which  has  no  equal. 

Palmer's  Fiiiishinfr^  high  grade.  Vt  all  flntablng  and  plastering  work. 

Connecticut  Wliile  Eiine,  especially  adapted  to  brown  and  scratch  work. 

Palmer's  Chemical  IJme,  absolutely  high  grade. 

Alsen's  Portland  Cement,  tor  Long  Island.  FOSTER    F.    COMSTOCK,    Manager 

Brooklyn  Station.  Telophonn  14.-,:!  Gnenpoitit  SaleB  Ocpartment :     149    BROADWAY,    NEW    YORK 

Jersey  City  Station,  Telephone  iai;2  Jor.'j.'y  Telephones,  0Glu-OGll-titJ12  Cortlandt 


Spangenberg,  Madeline  to  Henry  W  Koster.     Union  av,  e  s,  1.55..3 
s   KiSth   St,    10x100.      P   M.      Prior   mort   .^4,500.      Oct   11,   lOOiJ. 

1  year,  (K;,.  10:2681.  2.500 
*Schmidt.   Herman  to  Pauline  Stahl.     Matilda  st,  n  w  s,  being  lot 

H   map   South   Washingtonville,'  20.2x100x44x100.     P  M.     Oct  5. 

:!  years.  6%.     Oct  0,   1900.  400 

Tauber.  Rosie  to  Jeremiah  N  Martin.     Morris  av,  e  s,  200  s  Field 

pi,  late  2d  st.  runs  s  150  x  e  2."i0  to  old  w  s  Creston  av,  x  n  7.5 

X  w  110  X  II  75  X  w  140  to  beginning,  except  part  tor  avs.     P  M. 

Sept  10.  due  Sept  25,  1911-.  5'/,.    Oct  0,  1000.     11:3172.  20.000 

*Taylor,  Mary   E  to  Clara  Melahn.     8th  st,  s  s,  230  w  Av  C.  2.5x 

100.   Unionport.     Oct  3.  3  years.  <i%.     Oct  5,   190G.  1,000 

*Testa.  Aureliano  J  to  Arvilla  P  Keeler.     5th  av,  e  s,  50  s  2.S3d  st. 

28x105,   Wakefleld.     July  30,  3  years.  0%.     Oct  5,   lOOli.  1.100 

Trinkans.   William   to   Arthur   Smith.      138th   st.   s   s.   75  e   Brown 

pi,    25x100.      Oct   10.    100(i,   3   years,   —%.      0:22G5.  IG  000 

Turner,   Harry  M.  of  Hebron.   Conn,   to  James  M  La  Coste.     Vyse 

av.  e  s,  1.50  n  Jennings  st,  50x100.     Oct  0,  due  Jan  1,  1910,  07,,. 

Oct  8.  101)0.     11:2005.  1,800 

Vreeland.  Clara  D  to  Albert  B  Hardy.     230th  st,  bet  Kepler  av  and 

Katonah  av,  n  s,   being  lots  237  and  238  map  330  lots  property 

of  Edw  K  Willard  at  Woodlawn  Heights,  40x100.     Oct  10,  1!Xm;, 

2  years.  5i/,%.  12:3380.  "  1.2.50 
*Virden,  John  E  to  Castella  R  Webb.     Av  B,  w  s,  58  n  12tH  st,  50x 

105,  Unionport.     Oct  8,  3  years,  514%.     Oct  9,  190(1.  2,000 

*Walin.  John  to  Charles  Hornung  exr  Anna  M  Hornung.     Jackson 

av.   n   s.  50  e   Garfield  st.  25x100.      Oct  0,  5  years,   5%.     Oct  8. 

1000.  3,200 

*Yeury.  Edgar  to  Martha  A  Arnbw.     Harrison  av,  w  s,  200  s  Mc- 

Graw   av,   50x80.      Sept   27,  5  years,   (1%.     Oct  0.   1900.  2, .500 

PROJECTED  BUILDINGS. 

The  first  name  is  that  of  the  ow'r,  ar't  stands  for  archilecl,  m'n 
for  mason,   c'r  for  carpenter,  and  b'r  tor  builder. 

When  character  of  roof  is  not  mentioned,  it  is  be  understood 
that  the  roof  is  to  be  of  tin.  • 


BOROUGH    OF    MANHATTAN. 

SOUTH    OF    14TH    STRKET. 

Barrow   st,    Nos   59-(jl,   5-stv    bi-k   and   stone   warehouse,    42x70.0%, 

tar   and   gravel   roof;    cost.   $30,000;    M   Haman,   308  W   105th  st; 

ar't,   J   J   Diemer,   45   Leonard   st. — 998. 
Cherry  st.  Nos  lOG-110.  two  (1-sty  brk  and  stone  tenements.  25x87; 

total  cost.  .f.H5,000;  M  A  Rofrano.  8  Roosevelt  st;   ar'ts,  Bernstein 

&  Bernstein,   24  E  23d  St.— 1005. 
East  Broadway,   No  37.  G-sty  brk  and  stone  store  and  "loft  building, 

24x70;    cost,    $15,000;    Joseph   H   Cohen,   81   East   Broadway;    ar't. 

Max   Muller,  3   Chambers   st.— 1004. 
Morton  st,  n  s,  60  e  Bedford  st,  4-sty  concrete  stable  building,  .5.5x 

77.    tar    and    gravel    roof;    cost,    .f30,0O0;    Wendell    &    Evans    Co, 

IIG  West   Houston   st ;    ar't.   Wm   Higginson,  21  Park  row. — 1002. 
Mott  St.  No  221.  1-sty  brk  and  stone  outhouse.  9.4x15.11;  cost,  $S<W; 

estate    John    and    Julia    Campbell,    1.38   W    130th    st ;  ■  ar't,    Herman 

Horenburger.    122   Bowery. — 007. 

BETWEBN   14TH   AND   69TH  STREHTS. 

34th  st,  Nos  2,  4  and  G  East,  5-sty  brk  and  stone  mercantile  build- 
ing, .52.1134x,80.0,  slag  roof;  cost,  .fliO.Ol'Kj;  Improved  Property 
Holding  Co,  .320  5th  av;  ar'ts,  Maynicke  &  Franke,  298  5th  av. 
— lOtlO. 

41st  st.  No  319  West,  1-sty  brk  and  stone  outhouse,  9.10x8;  cost. 
$100;  Julia  Hensehel,  172  7th  av;  ar't,  Emil  Ginsburger,  729  6th 
av.— 1006. 

Park  av,  s  e  cor  ,5,8th  st,  l,S-sty  brk  and  stone  elevator  apartment 
house.  120.5x82;  cost,  $.5'25  0(IO;  Densmore-Compton  Building  Co, 
307   5th   av;    ar't,    C   W  Buckham,   .307   5th   av.— 006. 

BETWEEN  59TH  AND  125TH  STREETS,  WEST  OF  8TH  AVENUE. 

59th  st.n  s|100  e  11th  av,  eight  1-sty  brk  and  frame  temporary 
GOth  St.  s  s|     wagon  sheds,  22x05;  cost,  $4,000;  ow'r  and  ar't,  Joseph 

Murray,  403  W  59th  st.— 1001. 
124th  st,  n  s.  225  w  Morningside  av.  1-sty  frame  shed,  25x72;   cost, 

$500;    Julia    Cameron,    care    Pease    &    Elliman,    .520   5th   av;    ar't, 

Henry  Davidson,   1.50  W  68th  st.-1007. 
Broadway,    n   e   cor   7Gth   st,   4-sty   brk   and   stone   store   and   office 

building,    26.5.x87x83,    slag    roof;    cost.    .$;!3,000;    J    W   Jones,    127 

W  32d  st;   ar't,  Oscar  Lowinson.  18  E  42d  st'.- 1003. 

NORTH   OF  125TH   STREET. 
St  Nicholas  Terrace|3-sty    brk    and    stone    school.     102.x33.     cement 
Convent  av  I     roof;  cost,  $40,000;  The  Academy  of  the  Sacred 

West  130th  st  I  Heart,  on  premises;  ar't.  F  L  Robinson,  555 
West  133th  st         I    *Iount   Hope   pi.— 009. 

BOROUGH   OF    THE   BRONX. 

Barretto   st.   e   s.   200   n    Home   st.    two   5-sly   brk    tenements,   40x88; 

total   cost.   $.80  000;    Isaac   F   Meyers.   10  Wall   st;    ar'ts,   Moore   & 

Landsiedel,  148th  st  and  3d  av.— 112,8. 
Clinton  pi,  n  s.  2;)  w  Davidson  av.  two  3-sty  frame  tenements    2.5x 

60;   total  cost.  .$16,000;  Felix  Krupp,  2239  Grand  av;  ar't    Thos  C 

Peterson.   55   W   lS3d   st.— 1121. 
Emily  st,  n  s,  125  e  Pier  av,  Tremont  Terrace,  1-sty  frame  dwelling, 

20x48;    cost,   .?2,000;    Dominick    Fernine,    on   premises;    ar't,    Chas 

R    Baxter.    Middletown    road. — 111.3. 
Emily    st,    n    s.    125    e   Pier   st.    li/2-sty   frame    stable,    21x15;    cost, 

$450;    Dominick  Fernine,   on   premises;   ar't,   Chas  R  Baxter,   Mid- 
dletown  road. — 1114. 
Jefferson  st,   e  s,  305  n   Barnett  pi,   six  2-sty  frame   dwellings,   21x 

50  pach;  total  cost.  .$27,000;   Samuel  Geller.  10  West  Farms  road; 
,^ar't,   B   Ebellng.   West  Farms  road.— 1110. 

l73d  st,  e  s,  306.7  s  Gleason  av.  four  2-stv  fraitie  dwellings  21x50; 
;.-tptal  cost,  $20,000;  Stephen  McBride,  2032  Bathgate  av;  ar't,  B 
:;Ebeling,    West  Farms    road— 1129. 


LSOth   st,   s   s,   91   e   Park  av,   1-sty  brk  shed,   25x98;    cost,   .$2,000; 

Bordens    Condensed    Milk    Co,    10,8    Hudson    st;    ar't,    G    Howard 

Chamberlain,    1181    Broadway. — 1111. 
180th   st,   n   w  cor  Crotona  av,   rear,   1-sty  brk  stable,  20x25;   cost, 

$5,000;   Jos  Tesoro,  2128  Hughes  av;   ar't,  Chas  S  Clark,  709  Tre- 
mont  av. — 1127. 
180th    St.    n    w    cor    Crotona    av.    2-sty    brk    dwelling,    24x50;    cost, 

$10. 0110;    Jos    Tesoro,    2128    Hughes    av;    ar't,    Chas    S    Clark,    709 

Tremont   av. — ll'J(i. 
202d  St.   n  s.  100  e  Webster  av,  .3-sty  frame  tenement,  21x60;   cost. 

.$8  000;'  Mary  A  Costello,  Mosholu  Parkway;  ar'ts,  Moore  &  Land- 
siedel,   148th   st   and  3d  av.— 1119. 
Bainbridge    av.    e    s.    166    s    Mosholu    Parkway,    three    2M!-sty    frame 

dwellings,   peak  shingle   roof.   23.6x4.5;    total   cost,   $1,8,000;    Wm   C 

Bergen,   on    premises;    ar't,    Chas   S   Clark,  700  Tremont  av. — 1122. 
Bainbridge  av.   e   s,   132  n   194th   st.   1-sty  frame  auto  shed.   15x17; 

cost,  $.500;  A  L  Guidone.  on  premises,  ow'r  and  ar't. — 1131. 
Belmont  av,  e  s.  74.1  s  182d  st,  two  2-sty  frame  dwellings,  19x64.6; 

total   cost.   $.8,400;    Mrs  Annunziata   Brandi,    1.53   E   121st  st;    ar'ts, 

Goldner   &    Goldberg,    Jackson   and    Westchester   avs. — 1117. 
Belmont  av,  w  s,  20O  s  183d  st,  .S-sty  brk  engine  house,  50x76;  cost, 

$65,000;    City   of  N   Y;    ar'ts,    Herts   &   Tallant,    113   E   19th   st,— 

1100. 
Concord  av.   e  s,  50  s  144th  st,  two  3-sty  frame  tenements,  25x55; 

total   cost,    $14  000;    Bescher   &   Kleissman,   740   Trinity   av;    ar't, 

Chris  F  Lohse,  627  Eagle  av.— 1133. 
Daly   av,   n   e   cor   177th   st.   5-sty   brk   tenement,   40.13x90.70;    cost, 

.$50,000;    Daniel   O'Sullivan,  2410  Daly  av;   ar't,   M  J  Garvin,  3307 

3d   av.— 1118. 
Glebe   av,   e   s,    10'2   s   Lyon   av,   2-sty   frame   dwelling,   21x.50;    cost, 

$6  000;    Domino    Plaute,   90   East   End   av;    ar't,    B   Ebeling,   West 

Farms    road. — 1134. 
Hughes   av,    w   s.   200   s   1,8.3d   st,   two   3-sty   brk   tenements,   ■20x.55; 

total   cost,   $18,000;    Cohen  &  Axelrod,  2098  Walton   av;   ar't,   J  J 

Vreeland,    201!)    Jerome    av. — 1132. 
Hoe  av,  e  s,  2tlO  s  172d  st,  2-sty  brk  dwelling,  20x55;   cost,  $7,000; 

Clara    Uqolini,    1414    Vyse    av;    ar'ts,    Briganti    &    Steeneken,    205 

E    17th   St.— 1125. 
Hunt  av,  e  s,  707.11  s  Bronxdale  av,  two  2-sty  frame  dwellings,  19 

X.53;   total  cost,  .$0  000;  Jane  Kitchen,  133  Cruger  st;  ar't,  Andrew 

Kitchen.   1.''3  Cruger  st. — 1116. 
Trinity   av.    w    s.    .50   n    161st    st,    rear,    1-sty   brk   woodhouse,    2l5x 

12.2;   cost.   $.S0O;"  Rosie  Lopard.  .8,83  Trinity  av;   ar't,   M  J  Garvin, 

3:507  3d  av.— 1115. 
West  Farms  road,  n  a.  100  w  Washington  st.  1-sty  frame  shed,  11.6 

x41.6;    cost,    .$500;    Mulhan    &    Dressier,    Unionport    road;    ar't,    B 

Ebeling,  West   Farms  road. — 1130. 
Westchester  av,   n   w   cor  Theriot  av,  3-sty  frame  store  and  dwell- 
ing,   25x31    and    511;     cost,    $G,.500;    James    O'Neill,    173d    st    and 

Westchester  av;  ar't,  William  Kenny,  682  E  105th  st.— 1112. 
3d  av.  e  s,  81  s  Bathgate  av,  1-sty  frame  stores,  36.x50  and  77;  cost, 

.$3,000;    John    F    Byrne,    Norwalk.    Conn;    ar't,    Louis    Falk,    2785 

3d   av.— 1123. 
3d   av.   e   s.   64  s   1,87th  st.   1-sty  frame  stores.  26x50  and  63;   cost, 

.$2,000;   John  F  Byrne.   Xorwalk,   Conn;   ar't,   Louis  Falk,  27,85  3d 

av.— 1324. 
Pelham   Bay   Park.   Bartow   R   R   Station,    1-sty  frame   dwelling,   30x 

18;  cost,  $1,(KI0;   N  Y,  N  H  &  H  R  R  Co,  New  Haven,  Conn,  ow'rs 

and   ar'ts. — 1120. 


ALTERATIONS. 

BOROUGH    OF   MANHATTAN. 

Allen  St.  No  44.  windows,  piers,  toilets,  to  .5-sty  brk  and  stone 
tenement;  cost.  $5,00(1;  Benedict  Bockar,  126  Broome  st;  ar't,  O 
Reissmann.    .'jO    1st    St. — 2606. 

Broome  st,  Nos  324-326,  partitions,  windows,  fireproof  ceiling,  to 
5-sty  brk  and  stone  tenement;  cost,  $2  000;  estate  W  R  Renwick, 
E  J  Brockett,  trustee,  163  Front  st;  ar't,  J  A  Dolan,  1,53  W  62d 
St.— 2664. 

Cherry  st.  No  .337,  add  1  sty  to  extension,  to  3-sty  brk  and  stone 
tenement;  cost,  $200;  Henry  Schwartz,  Jr,  536  Water  st;  ar't, 
C    Dunne.   210   E    14tb    St.— 2723. 

Chrystie  st.  s  e  cor  Hester  st.  windows,  fire  escapes,  to  4-sty  brk 
and  stone  public  ' school;  cost,  $1,,500;  City  of  New  York,  City 
Hall;    ar't,   C   B  J  Snyder,  500  Park  av.— 2667. 

Chrystie  st.  No  17(i,  toilets,  partitions,  windows,  to  5-sty  brk  and 
stone  tenement  and  store';  cost,  .$5,000;  Julius  Zweig,  023  6th  av; 
ar't,   Samuel   Sass,   23   Park   row. — '2706.  (f 

Delancey  st,  n  w  cor  Suffolk  st,  1-sty  brk  and  stone  rear  extension, 
25x18.3.  store  fronts,  toilets,  partitions,  to  .3-sty  brk  and  stone 
tenement;  cost,  $5,CKXI;  Samuel  Komlet,  236  E  4th  st ;  ar't,  O 
Reissmann,  .30  1st  st,— 26,86. 

James  st.  No  GS,  toilets,  windows,  to  two  5-sty  brk  and  stone  tene- 
ments; cost,  $3,000;  Martin  Gerone,  173  Fulton  Market;  ar't, 
Alfred   L   Kehoe,   206   Broadway,— 2665. 

Monroe  st.  No  .3.3,  toilets,  windows,  partitions,  fireproof  ceiling,  to 
two  4  and  5-sty  brk  and  stone  tenements;  cost,  $l,.50O;  Louis 
Tekulsky,  20  E  I'JOlh  st ;  ar'ts,  J  B  Snooks  Sons,  73  Nassau  st. 
—2070. 

Monroe  st.  No  248.  partitions,  shafts,  to  5-sty  brk  and  stone 
store  and  tenement;  cost.  .$.500;  Lippman  &  Eichman,  241  Clin- 
ton st;   ar't,  Otto  L  Spannhake,  200  E  70th  st.— 2721. 

Pike  St.  No  52,  add  2  stories  to  extension,  chimneys,  partitions, 
show  windows,  to  4-sty  brk  and  stone  tenement;  cost,  $5,000; 
Jacob  Ackerman,  52  Pike  st ;  ar't,  0  Reissmann.  30  1st  st. — 2683. 

Ridge  St.  No  148.  partitions,  toilets,  skylights,  to  3-sty  brk  and 
stone  store  and  synagogue;  cost,  $200;  Max  Marks.  266  Division 
st;    ar't,    Herman    Horenburger,    122    Bowery. — 2676. 

Thompson  st.  Nos  10  and  42.  partitions,  to  (!-sty  brk  and  stone 
tenement;  cost,  $150;  A  E  Isaacs,  248  Broadway;  ar'ts,  Bernstein 
&   Bernstein,   24   E  •23d  St.— 2i;73. 

Water  st,  No  656.  partitions,  windows,  to  two  4-sty  brk  and  stone 
stores  and  tenements;  cost,  .$2, .500;  Blumberg  &  Swenton,  128 
Bleecker  st;   ar't,  Herman  Horenburger,  122  Bowery. — 2687. 
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Washington   st.    No   812,    fireproof   ceiling    to   3-sty    brk    and   stone 
tenement;   cost,  $150;   Mrs  Johanna  H  Stegmann,  101  Murray  st; 
ar't.  C  B  Brun.   1  Madison  av.— 2691. 
William  st    No  2.'iri,  partitions,  toilets,  to  5-sty  brk  and  stone  tene- 
ment;  cost.  $500;  Franz  J  Schneider.  360  West  st,  Hoboken,  N  J; 
ar't,  Fredk  Musty.  177  Cherry  St.— 2703. 
■'d  st    No  241,  windows,   toilets,   partitions,  to  5-sty  brk  and  stone 
"  tenement;    cost,   .$2,000;    Tuchfeld  &  Henig,  293  E  3d  st;    ar't,   O 
Reissmann,   30   1st   st.— 2710.  ,     .      ,.  ,         j 

4th  st  No  146  Kast.  toilets,  partitions,  shaft,  to  4-sty  brk  and 
stone  tenement;  cost.  $3,000;  Joseph  Isaac  &  Sons,  117  Columbia 
st;   ar't.  O  Reissmann,  30  1st  st. — 2685.  ^   ,   , 

8lh  st    No  52  West,  windows,  toilets,   to  3-sty  brk  and  stone  hotel 
and  store;  cost.  $1,500;  W  H  Rubino  estate.  538  9th  st,  Brooklyn; 
ar't,    F   S    Schlesinger,    1623   Madison    av. — 2675. 
9th  st    No  226  East,  store  fronts  to  4-sty  brk  and  stone  tenement; 
cost'  $1500;  ow'r  and  ar't.  Lazarus  Hannes.  60  E  lOith  st.— 2i02. 
10th  st    No  238  East,  windows,  toilets,  partitions,  to  5-sty  brk  and 
stone' tenement;    cost.   $5  000;    Isaac   Silberberg.   136   E   101st   st; 
ar't.  Henrv  J  Feiser,  150  Nassau  St.— 2697. 
I'^th  st    No"409  East,   partitions,   to  4-sty  brk  and  stone  store  and 
tenement;    cost.    $400;    Mrs    Mary   E    Daly,    210   E    14th   st;    ar't,  ' 
Henry  Regelmann,  133  7th  St.— 2700. 
14th   St.   No  609   East,   toilets,   windows,  partitions,   skylights,   store 
front,    to   5-sty   brk   and   stone   tenement;    cost,   $1,500;    Goldberg 
&   Greenberg,    140   Nassau   st;    ar't,    Max   Muller,   3   Chambers   st. 
—2669. 
29th  st,   Nos  211-213  West,  partitions,   to  two  3-sty  brk   and  stone 
store   and    tenement;    cost.    $500;    Frank   McCoy,   162   Av   C;    ar't, 
Henry  Regelmann.   133  7th  St.— '2674.  ,  ,  ,   o/. 

37th   St.   No   17   West,  4-sty   brk  and  stone   rear  extension,   14.4x36, 
windows,    partitions,    stairway,    to   4-sty   brk   and   stone   dwelling; 
cost.  $18,000;  United  States  Trust  Co,  45-47  Wall  st;  ar't,  H  Ed- 
wards Ficken.   10  W  22d  st.— 2707. 
3Sth  St.  No  131  East,  walls,  stairwa'ys,  to  3-sty  brk  and  stone  resi- 
dence;  cost.  $600;   Mrs  H  E  Wilson,  131  E  38th  st;   ar't,  Warren 
H  Conover.   116  W  33a  St.— 2682. 
40th   St.    No  .336  East,   plumbing,   windows,   tank,   skylight,   to   5-sty 
brk  and  stone  tenement;  cost,  $3  OOOj  Adolph  S  Miller,  34  E  12th 
st;    ar't,   M   Zipkes.    147  4;h   av. — 2678. 
40th  st,  Nos  415-417  West,  baths,  to  two  5-sty  brk  and  stone  dwell- 
ings;   cost,   $6,000;    ow'r,   ar't  and  b'r,   Frank  J   Fee.  365  9th   av. 
—26)66. 
48th    St.    No    342    East,    toilets,    windows,    to   4-sty    brk    and    stone 
tenement;    cost.   $1,000;    L   Segelbohn,   18-20   E   105th   st;    ar't,   O 
Reissmann,   30  1st   st. — 2724. 
57th   St.   No  4.30  West,   build  walls   to  2-stTr  brk  and  stone   stable; 
cost.    $400;    Mrs   Frederica   Ordeman.    109   W  85th   st;    ar't.   Chas 
W   Hauseman.   512   W   4Sth   st.— 2718. 
01st    St.    No   301    East,    partitions,    toilets,    to   5-sty   brk   and   stone 
store  and  tenement;  cost,  $150;  Peter  Doelger,  407  E  55th  st;  ar't, 
Chas   Stegmayer,    368  E  91st  st.— 2671. 
70th  St.   No  229  East,   tank  to  5-sty  brk  and  stone  store  and  tene- 
ment;   cost.    $200;    L   Flaschenburg.    202   Delancey   st;    ar't.    Otto 
L   Spannhake.   200  E   79th   St.— 2720. 
73d  st.  No  126  East.  2-sty  brk  and  stone  rear  extension,  8.4x12.9;  ex- 
tend   on    roof,    windows,    to    3-sty    brk    and   stone    dwelling;    cost, 
$2.-500;   Mrs  W  E  Parsons.  120  E  73d  st;  ar't  and  b'r,  R  E  Kelly, 
220  E  41st  St.— 2680. 
75th  St.   No  28  East,  piers,   toilets,   partitions,   fireplaces,   stairs,   to 
4-sty  brk  and  stone  dwelling;   cost,  $10,000;  Dr  E  L  Keyes,  28  E 
75th   st;    ar't.    C   W   Romevn,   55   Broadway. — 2677. 
92d   St.   No   127  West,   1-sty   and  basement   brk   and  stone   rear  ex- 
tension,  9.1x20.5,  to  4-sty  brk  and  stone  residence;   cost,   $1,100; 
Austin   D  Middleton,   127  W  92d  st;    ar't,   Wm  J   Fryer,   26  Cort- 
landt  St.— 2693. 
92d  St.  No  56  East,  partitions,  to  3-sty  brk  and  stone  dwelling;  cost. 
$4,000:    H   Aueusta  Coleman,   114  Madison  av;   ar'ts,   Pickering  & 
Walker.  7  E  42d  st.— 2694. 
92d   st.    No   74   East,   basement   and   cellar   brk   and   stone   rear  ex- 
tension,  8.6x3.4.   add  1   sty.   partitions,   fire   escapes,   to  4-sty  brk 
and   stone   dwelling;    cost.   $.500;    Irving   Bachrach,   22   E  90th   st; 
ar't.    O    Lowin.?on,    18-20    E    42d    St.— 2715. 
106th    St.    No    68   West,    store   fronts,    partitions,    to   4-sty   brk   and 
stone  store  and  tenement;   cost.  $2,000;   Emily  W  Scott,  care  E  K 
Van    Winkle.    471    Central   Park   West;    ar't,    Alfred   H   Lee,   2496 
8th  av.— 2705. 
109th  St.  No  75  East,  store  fronts,  partitions,  piers,  toilets,  to  5-sty 
brk    and   stone    store    and    tenement;    cost.    $3,000;    David    Somer, 
73   E   109th   st;    ar't.   Alfred   L   Kehoe,   200   Broadway.— 2695. 
116th   st.   No  112  West,   1  and  2-sty  brk  and  stone  rear  extension, 
11x28,    toilets,    partitions,    to    4-sty    brk    and    stone    office    and 
shop;    cost,   .$6,000;    I   Stern.   32   E   14th   st:    ar't.   Otto   L   Spann- 
hake.   200   E   79th    St.— 2719. 
]23d  St.  No  418  East,  store  fronts,  toilets,  plumbing,  sinks,  to  4-sty 
brk  and  stone  ten*nent  and  store;   cost,   .$2,000:   Giovanni   Attan- 
a_sio,  420  E  l'23d  st:  ar't.  Frank  Hausle.  81  E  125th  st.— 2679. 
125th  St.  No  121  West.  3-sty  brk  and  stone  front  and  rear  extension. 
20x10Hx39,   partitions,   new  beams,   to  4-sty   brk   and   stone  store 
and    school    building:    cost.    $15,000;    John    H    Van    Tine.    121    W 
125th  st;    ar't.   Frank  H  Mines.   104  W  1^4th  St.— 266S. 
128th    st,    n    s,    381    e    Amsterdam    av,    partitions,    stalls,    to    1-sty 


brk    and    stone    loft    and    stable;    cost,    $1,000;    Pilsener    Brewing 
Co,     128th    st     near    Amsterdam    av;     ar't,     Louis    Oberlein,     19 
Whitehall   St.— 2717. 
164th  st.  No  500  West,  store  fronts,  partitions,  toilets,  to  5-sty  brk 
and    stone    store    and    tenement;    cost,    $5,000;    Levy   &    Simmons, 
129   E  S4th   st;    ar't,   Fred   Ebeling,  420. E  9th  St.— 2689. 
Av   A,    No   205,    show   windows,   toilets,   windows,   stajrs,   partitions, 
to    two    4-sty    brk    and    stone    tenements;    cost,    $7,000;    King    & 
Salkin,    11   Av  A;    ar't,   O   Reissmann,   30  1st   st. — 2714. 
Av   B,   Nos  272-274,   1-sty  brk   and   stone   rear   extension,  23.11x23, 
toilets,    plumbing,    to    two   4-sty    brk    and   stone   tenements;    cost, 
$10,000;   Tow  &  Abramson,  968  E  165th  st;  ar't,  Louis  A  Abram- 
son,  968  E  165th  St.— 2701. 
Av   B,    No    7,    windows,    tank,    toilets,    to   two   5-sty   brk   and   stone 
tenements;   cost,  $5,000;   Mrs  Rachel  Strauss,  1452  Lexington  av; 
ar't,   Henry  J   Feiser,   1.50  Nassau   st. — 2698. 
Av  D,  No  101,  toilets,  partitions,  show  windows,  to  two  4  and  5-s.ty 
brk    and   stone    tenements;    cost,    $5,000;    Fred    Schlessinger,    118 
Sheriff   st;    ar't,   O   Reissmann.   30   1st   st.— 26S4. 
Lexington  av.  No  1736,  partitions,  to  5-sty  brk  and  stone  tenement; 
cost,    $500;    Isaac    Goldberg,   31   Liberty   st;    ar't,    Max   Muller,   3 
Chambers   St. — 2704. 
Lexington   av.   No   1S60.   fireproof   partition   to   .5-sty  brk  and   stone 
tenement;    cost.   $350;    Jeannette   Forsheim,   130  W   75th   st;   ar't, 
O  Lowinson.   18-20   E   42d   st.— 2716. 
Madison   av.    No    1595,    stairs,   brk   up   door   openings,    to   5-sty   brk 
and  stone  shop  and  tenement;   cost,  $200;   Herman  Kemper,   1114 
Park  av;    ar't,   Henry  Regelmann,   133  7th  st. — 2699. 
1st  av,   s  w  cor  81st  st,  show  windows,   partitions,  toilets,   to  6-sty 
brk    and    stone    tenement;    cost,    $500;    Pauline    Weiss,    on    prem- 
ises;  ar'ts,   Bernstein  &  Bernstein,  24  E  23d_st.— 2681. 
1st  av.  No  2414.  toilets,  windows,  to  5-sty  brk"  and  stone  tenement; 
cost.   $3,000;   Louis  Singer,   102  Rivington  st;   ar't,   O  Reissmann, 
.30  1st  St.— 2711. 
1st  av.  No  14,  toilets,  windows,  piers,  to  5-sty  brk  and  stone  tene- 
ment;   cost,    $5,00<^;    B    Bockar,    126    Broome    st;    ar't,    O    Reiss- 
mann,  30   1st    St.— 2725. 
2d    av.    No    2071,    toilets,    windows,    partitions,    to    4-sty    brk    and 
Stone    tenement;    cost,   $1,000;    Samuel   Mason,   10-12  Montgomery 
st;    ar't,    O    Reissmann,    30    1st    St.— 2712. 
2d    av,    Nos    1444-1446,    toilets,    windows,    piers,    to    two   5-sty   brk 
and   stone   tenements;    cost,   $8,000;    J   Trunk   and   K   Becker,   525 
5th    av:    ar't,    O    Reissmann,    30    1st    st. — 2713. 
2d    av,    Nos    2266-22CS,    toilets,    plumbing,    skylight,    partitions,    to 
two  5-stv  brk  and  stone  stores  and  tenements;  cost,  $3,500;  Louis 
Lese.   133   E  SOth  st ;   ar't,   Ed  A  Meyers,   1  Union  sq.— 2092. 
2d  av.  No  2049,  partitions,  tubs,  plumbing,  skylight,  to  5-sty  brk  and 
stone  store  and  tenement:   cost,  $5,000;   M  &  .A  Weil,  110  W  34th 
st;  ar't,  Edwd  A  Meyers,  1  Union  sq. — 2708. 
3d  av.   No  712,  fireproof  ceiling,  partitions,  to  5-sty  brk  and  stone 
tenement;    cost,   $.500;    Mrs   Pauline   Goldstein,  01  E  92d  st;   ar't. 
Max   Muller,   3   Chambers    st. — 2722. 
0th  av.   Nos  527-529.  cut  openings,  alter  store  fronts,  to  two  5-sty 
brk  and  stone  store   and  office  buildings;   cost,   $1,500;   J  Valensi 
Co.  529  6th  av;  ar't,  L  C  Maurer.  22  E  21st  St.— 2688. 
7th    av.    No    170,    1-sty    brk    and    stone    rear    extension,    11.6x23, 
toilets,   to  4-sty  brk  and  stone  store  and  tenement;   cost,  $1,500; 
Miss    M    Howells,    160   W    141st    st;    ar't,    Fredk    Jacobsen,    1204 
Broadway.— '2690. 
8th  av,  s  e  cor  149th  st,  toilets,  partitions,  to  6-sty  brk  and  stone 
store   and   tenement;    cost,   $5,000;    Louis  Weinstein,   216  E  118th 
st;    ar't,   Fred   Ebeling,   420  E  9th   St.— 2709. 

BOROUGH   OF   THE   BRONX. 

166th  st,  n  s,  Jackson  av,  Boston  road  and  Home  st,  increase  height 
of  auditorium  and  new  roof  to  4-sty  brk  high  school;  cost,  $10,- 
000;  City  of  N  Y;  ar't,  C  B  J  Snyder,  500  Park  av.— 544. 

175th  st,  n  s.  90  e  Crotona  av,  1-sty  frame  extension.  9x12.  to  2-sty 
frame  dwelling;  cost.  $250;  Mrs  A  Heath,  on  premises;  ar't,  Chas 
S  Clark,   709  Tremont  av.— 5.52. 

183d  st,  s  s,  100  e  Morris  av,  1  sty  built  under  and  new  partitions, 
&c,  to  2-sty  frame  store  and  dwelling;  cost,  $1,400;  H  Fehan,  on 
premises;  ar't,  Herbert  Duckworth,  Grand  av  and  Burnside  av. 
—548. 

239th  st,  n  s,  365  w  Katonah  av.  2-sty  frame  extension,  26.6x19,  to 
2-sty  frame  dwelling;  cost,  $2,500;  Geo  R  Vreeland,  on  premises; 
ar't,  Wm  Prosnitz.  1  Madison  av. — 547. 

Broadway,  w  s.  junction  246th  st  and  Corlears  av,  2-sty  frame  exten- 
sion, "21x20.2,  and  new  partitions,  to  2-sty  frame  dwelling;  cost, 
$3,500;  A  M  Shrady,  Bailey  av;  ar't,  John  W  Ingle,  109  W  4^d 
St. — 555. 

White  Plains  road,  s  w  cor  Flower  st,  move  and  new  partitions,  to 
2-sty  frame  dwelling:  cost,  $1,500;  Emily  A  Hall,  on  premises; 
ar'ts,   Pringle  &  Buckhout,  615  Tremont  av.— 551. 

Westchester  av,  n  e  cor  St  Anns  av,  1-sty  frame  extension,  14x26, 
and  raise  to  grade  three  2^-sty  frame  store,  dwelling  and  loft 
buildings;    cost,    $2,500;    Samuel    E   Jacobs.    135   Broadway;    ar'ts, 

_^  Moore  &  Landsiedel,  148th  st  and  3d  av.— 545. 

3d  av,  s  w  cor  150th  st,  new  columns,  girders,  partitions,  &c,  to 
3;;^sty  and  attic  arcade,  hall  and  stores;  cost.  $2,000;  Chas  S  Levey, 
2714  3d  av;  lessees.  Enterprise  Amusement  Co,  J  Austin  "Firus,  SO 
Wall  st,  Pres,  and  Bronx  Amusement  Co,  L  Aborn,  80  Wall  st, 
Pres;  ar't,  C  B  Brun,  1  Madison  av.— 549. 


For  other  Judgments  In  Foreclosure  Suits,  Ll3 
Pendens,  Foreclosure  Suits,  Judgments,  Satisfied 
Judgments,  Mechanic  Liens,  Building  Loan  Con- 
tracts, Satisfied  Mechanics'  Liens  and  Orders,  see 

pages  tai,   63-2,  6:33  and  (j.'U. 

FILINGS    OF    OCT.     12TH. 

LIS   PENDENS. 

153     TENEMENT     HOUSE     LIS     PENDENS. 

59    BUILDING    DEPART.MENT    LIS    PENDENS. 

Vyse  St.  w  s,  102.1  s  Home  st.  420x100.  Abra- 
ham Caro  et  al  agt  Abraham  A  Silberberg; 
action  to  foreclose  mechanics  lien;  att'y,  W 
Hauser. 

Willett  st.  No  82.  Samuel  Zlet  agt  Abraham 
Barkowitz;  action  to  foreclose  mechanics  lien: 
att'y,  E  Bittiner. 


Hughes  av.  No  2130.  The  Belmont  Realty  & 
Construction  Co  agt  Bertha  Rosenberg  et  al; 
att'y,  J  J  K  O'Kennedy. 

FORECLOSITRE   SUITS. 

Timpson  pi,  s  e  s,  100  n  e  St  Josephs  st,  runs 
n  e  119.4  x  n  e  369.3  x  s  e  120.9  x  s  w  393.10 
X  n  w  1.7  X  s  w  101.6  x  n  e  75  to  beginning. 
Michael  J  Moriarty  agt  Ajax  Construction  Co 
et  al;  action  to  foreclose  mechanics  lien; 
att'ys,    Menken   Bros. 

Suffolk  st,  w  s,  2.50.10  s  Rivington  st,  25.1x100. 
Marion  C  B  Del  Monte  agt  Joseph  Gelber  et 
al;  att'y,  G  B  Winthrop. 

Amsterdam  av,  Nos  21S3  an{d  21S5.  Hyman 
Horwitz  agt  Jacob  Goldberg  et  al;  att'y,  C  H 
Friedrich. 

Canal   st,    Nos   106   to   110.     Merchants   Refrig- 


erating Co  agt  Martin  Raab  et  al;  att'y,  G  C 
DeLacy. 

JUDGMENTS. 

12  Albrecht.  Adam— Horace  Burton  et  al....82.43 

12  Ansin,    David— Samuel  A  JafEe 37.15 

12  Bissell.   Wm   H— Paul   Sweig 106.48 

12  Brill,    Henry    recvr— Leon    Alland    et   al.... 

costs,  73  79 

12  Burger,  Ale.xander— James  J  Keyrivz.  ..  .69.63 
12  Blume,  Harry  A— Simpson  Crawford  Co.326.65 
12  Burke,   Francis  St  J— John  F  Steever  et  al. 

I,a37.14 

12  Boorman,     T    Hugh— Vulcanite    Paving    Co. 

590.72 

12  Cantor,  Samuel— Isador  Greitzer 1,035.82 

12  Coolidge,  Wm  H— Nellie  L  Coolidge.  .16,388.62 
12  Contan,  John  J— Morris  Rosenfleld  et  al.83.3 

12  Creamer,   James — Geo  L  Martin 163.59 

12  Cohen,  Abraham— Frank  B  ■Whitney 71.05 


The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved. 


Notice  Is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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DENNIS  G.  BRUSSEL 

<►  ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT- HEAT- POWER 


The  Brussel  Method  and  organization  Is 
devoted  exclusively  to  the  electrical  prob-! 
lem  of  the' building.  'Independent  plants 
installed,  or  wiring  for  street  service.  Writ« 
for  particulars,  _  ..!■■. 

15  West   29th    Street,    N.  Y, 


12  DeKrafft      Wm    R— William    Mattes.  .,  .2(!:!.(in 

12  D'Arpa.    Rosario— Geo    H    Malter !)r,.62 

12  Dressner,  Louisa  B — Gerhard  Mennen  Chem- 
ical   Co 67. 7S 

12  Doolittle,    John    A— Studebalier    Bros    Co    of 

N    Y 51.70 

12  Dickhut,  Herman— Jesse  C  Shriner  et  al.49.0.'5 
12  Edwards,   Nathan— Frederick  W  Saltzselder, 

Jr 2.35.75 

12  Fischer,    Leopold — Joseph    Gonzales 124.72 

12  Friedman.   Harnett— Adolf  Mandel 7.'!0..'i7 

12  Fish.   Geo  A— Walter  C  Martin Sl.OO 

12tFrankel,    Abraham— H  J   Heinz   Co 36.28 

12  Greenberg.    Joseph— Ernastine   G    Krause.  . . 

costs,  sn.05 

12  Gless.    Joseph — Joseph    Gonzales 34.47 

12  Greenberg.     Solomon— John    Wanamaker    et 

al. ..  .possession  of  property  and  costs.  3.%. 82 
12  Greenhut.  Otto— Isaac  Bonnerwith  et  al..in.40 
12  Ghee.   John  F— Wm  P  Murphy  et  al... 364.07 
12  Gallagher.     Louis     F— International     Biblio- 
phile  Co 93.31 

12  Gehlhaus.  Charles— Penn  Rubber  Co  of  N  Y. 

406.00 

12  Gould.  John  D— Orlando  P  Metcalf .56fi.r 

12  Hatow,  Marcus— Jacob  Levy  et  al 00  4'' 

12  Hall.     James     9,     Elizabeth.     Josephine    and 

Rebecca*- Strauss  &  Co 81.82 

12  Hochstein.  Morris— Edw  F  Leber  et  al.  .164.(>." 
12  Hart.    John    L    and    Johannah— Royal    Beef 

Co 200.30 

12  Haaker.  Henry  W — Pennsylvania  Rubber  Co 

of  N  Y lor.oo 

12  Hammon.  Louis  I^-Wm  and  M  Hopkins  134.71 
12  Hollahan,    Richard — Oliver   Typewriter    Co.. 

124.62 

12  Hyman,  Leopold*- W  T  Urquhart  et  al.. 88.94 
12  Haney.     James — Merchants     Natl     Bank     of 

Plattsburtch,    N   Y 482.13 

12  Idelman.    George— Adolf  Mandel 730..57 

12  Judge,  Eugene— Henry  C  Sehaefer.  ..  .104.72 
12  Jenks.     A     Murray— Northampton     Portl-ind 

Cement  Co 1.57fi..'i5 

12  Klinkovstein.  Samuel— Samuel  A  Jaffe.  .37.1.~i 
12  Kampf.  Abraham— Annie  M  Dreyer  et  al.fifi.Sl 
12  Kinsler,    Joseph — P  &    M    Sehaefer  Brewing 

Co 223.62 

12  Lipman.   Abe — Vincenzo   Cinque 185.01 

12  Lamb.  Arthur  S-Robert  W  Reid 46.01 

12  Martin.  Thomas  T— Vincenzo  Cinque. .  .185.01 
12  Mockler.  Thomas  J — Joseph  Gonzales. .  .21.72 
12  Meyer.   Herman— Clarence   L   Smith   Co 

costs,   31.01 

12  Metcalfe,    Wm    K— Benjamin    Sivey 106.48 

12  MInsky,     Louis— Isador    Greitzer l.OS.'i  82 

12  Marks.  Chas  W — Johanna  Johann  .costs,  69.60 
12  O'Rourke.  William— Belle  of  Jefferson  Dis- 
tilling Co 2.56.8r) 

12  Pottle,    Harry    H— Hartford    Rubber    Works 

Co 143.25 

12  Proctor,  Geo  H— Pirie  MacDonald 47.,52 

12  Ponemone.     Jacob     and     Nathan — Abraham 

Weiserbs 419.41 

12  Percival,   Albert  L— Wm   T  Urquhart  et  al. 

88  94 

12  Rogers,  John  J  admr— Thos  P  Hooley.  .277.75 

12  Rapaport.     Max— Leo     Schlesinger 611.47 

12*Riley.     John    B— Merchants    Natl    Bank    of 

Plattsburgh.   N  Y 482.13 

12  Strong.   Josephine  A— Dudley  Buck,   Jr.  1.37.22 

12  Scherer,  Jacob— Harry  Getfen  et  al 517..32 

12  Samuels,  Edward— Kudish  Margolis 29.6.'i 

12  Seltzer.   Harry— Edw  F  Leber  et  al. . .  .164.(ri 

12  Schreiber.  Adolf— Frieda  Hart 278.16 

12  Siegelstein.    Pierre   A — Dr  Jaeger's   Sanitary 

Woolen    System    Co 260.84 

12  Simon.  Rebecca — James  J  Kegreisz.  . .  .11.^.14 
12  Smolinskv.  Jacob— Vincenzo  Moscarella.146.?' 
12  Schmidt.  Henry— Wolf  Rosenberg.  ..  .1,433  .^.'i 
12  Sturm.    Maurice    A— Robert    Friedman.  .353  89 

12  Smith.     Hyman— Pesach  Koscherak 22.6.1 

12  Smith.  John  E— Emanuel  Koscherak 1.80.77 

12  Traubel,   Herman— Henry  Traubel 162.68 

12  Thompson,  John  M — Emily  E  Lindsley  et  al. 

,83.fifi 

12  Wbite,    Reba    H— Thorndal    Farms 49.91 

12  Wolff,  Wm  A.  Jr-Joseph  G  Gessford 78.2.T 

12  Wertheim.  C  Herman— Christian  Jacobs. 372.20 

12  Wolper,    Max— Isador   Greitzer 1,0,35.82 

12  Werner,    Charles — Morris  Rosenfleld    et    al  . 

133.32 

CORPORATIONS. 

12  The  Keables  &  Bayer  Piano  Co— Nicholas  J 

O'Connell 1.899.65 

12  The    Central    Trucking    Co    of    Manhattan- 
Richard    Meyerose 258. ,57 

12  New  York  Central  &  Hudson  River  R  R  Co 

—Hugo     Schoolharr 2. ,599.2" 

12         the  same H  C  Foster 2.274  77 

12         the  same Catherine  M  Bremer.  .2.114.3.5 

12  Allison   Specialty  Co— Butler  Bros 270..56 

12  Tom  Watson  Magazine— Henry  L  Walker  et 

al 113.72 

12  T  E  Hayman  Co— F  B  Lozier  &  Co 168. ,53 

12  Eureka    Chemical     Paste    Co— Blenio    Flre- 

prooflng  Co 519.72 

12  The    Rosemont    Electric    Transmitter    Co— 

Leon    Alland    et   al costs.    73  79 

12  The    Winslow    Realty    Co— John    P    Steaver 

et     al 1.637.14 

12  Narragansett   Hotel   Co— N   Y   Edison   Co... 

1.219.42 

12  New    York   City    Ry   Co— Michael    McManus. 

300.79 

12  Congregation      Ahawath      Mordchal      Anshe, 

Rabbi     Elslg    Mzidatschow— Marcus    Gold. 

.3,30.84 

12  William  Hilgers  Co— Nathaniel  Wise  Co.4.87..33 
12  American   Fire   Ins  Co— Thomas   F   Murphv. 

1.619,511 

12  Eureka  Lock  &  Metal  Co— Julius  Doernberg 
et    al 60.16 

12  Slegel   Cooper  Co— Patrick  Lord 336.51 

12  Hill  Dryer  Co— Keystone  Pub  Co 85.50 

12  The    Barnard     System — Commercial    Adver- 
tiser Assoc 188.74 


12  the  same- 
12  the  same— 
12         the   same- 


-Mail   &   Express- Co 148.82 

-N  Y  Evening  Post  Co 87.95 

—Am   Newspaper   Pub   Assoc. 
206.39 


SATISFIED  JTTDGMENTS. 

Ansorge,   Henry   P— J  H   Behrmaun.    lOWi.  .229.72  ■ 
Aldrich,  Harry  B— M  W  Baerimau  et  al.   1902. 

139.55 

Cochran,   Wm  H,   Francis   G  Moore  and   Louis 

T.  Hildreth— The   Banks    Law   Publishing   Co. 

1905 54.22 

>Goldberg.   Yetti— A   Prince.    1901 300.57 

'Hart    Horace  G— W  H  Jaycox.   1992 437.31 

Marsalis,    Thomas    L— B    Altman.    1906 161.88 

Same same.    1906 134.04 

Moss,    Louis-E    R   Hawkins.    1902 206  34 

Hillside  Realty  &  Construction  Co— C  Downey. 

1906 111-^1 

MECHANICS'  LIENS. 

163— 137th  St,  n  s,  24.5  w  .5th  av,  200x09.11. 
Anton  Larsen  agt  Falk  &  Flam ,.  .100.00 

IGl^Byron  av,  e  s,  from  237th  to  239th  sts 
and  extending  to  proposed  Baychester  av  and 
lots  on  Nereid,  Barnes,  Boyd,  Gunther, 
Wickham  and  Bruner  avs.  George  Lache- 
nauer  agt  Whitehall  Realty  Co  and  Frank  P 
Dursil    &    Co 76.50 

165— Wadsworth  av,  n  e  cor  180th  st,  100x100. 
Harlem  Cornice  &  Roofing  Co  agt  Ella  V 
Dempsey  and  William   Dempsey 400.00 

1(36— Morris  av,  e  s,  50  s  1.53d  st,  75x76.3. 
Herman  Herenburger  agt  Michael  Santan- 
gelo 111.56 

167— Oak  st,  s  s,  102.6  w  Catharine  st,  23.4x 
52.     Same  agt  Antonio  Cervino 50.00 

168— Bank  st,  No  59.  Willson  Adams  &  Co  agt 
Cornelia    S    Robinson ..1,003.24 

169 — 2d  av,  e  s,  whole  front  between  90th  ani 
100th  sts,  runs  n  200  x  e  106  x  s  100  x  e  1.50 
X  s  100  X  w  256  to  beginning.  Sprickerhoff  & 
Scharnberger   agt   Hauben    Realty   Co.. 1.280.00 

170— Orchard  st.  No  20.  David  Isseks  agt  Jacob 
H  Harris  and  Wm  S  Clark 83.00 

171— 117th  st,  Nos  127  to  135  East.  Benja- 
min Silverman  agt  R  Kurzrek  and  Charles 
Spiegel 182.00 

172 — Amsterdam  av.  n  e  cor  72d  st,  102. 2x 
lis.  New  York  Steel  Corner  Plate  Co  agt 
David  R  and  James  M  Todd  and  T  J  Fan- 
ning    196.,56 

173— 72d  St.  No  144  West.  Commonwealth 
Roofing  Co  agt  Frederick  W  Gunther,  John 
H    Turton   and   Max   Bechter 110.00 

174— 5th  St.  No  422  East.  Samuel  Zlot  agt 
Joseph  Geller  and  Lorenzo  Building  Con- 
struction   Co 200.00 

17,5— 104th  st,  Nos  115  to  121  East.  Nicholas 
M  Wimpie  et  al  agt  Philip  Levinson  and 
Zipkin •. 119.50 

176— Grant  av,  e  s.  50  n  165th  st.  350x100. 
Olof  Valley  agt  Whitney  Construction  Co. 
...216.00 

177— 'Amsterdam  av,  n  w  cor  174th  st,  90x100. 
Chas  H  Parsons  agt  Samuel  and  Joseph 
Hoffman ,    300.00 

17.S— Vyse  av,  w  s,  75  s  Home  st.  288x100. 
David  Shapiro  agt  Abraham  A  Silberberg. 
133.25 

179— 81st  9t,  No  5  East.  David  Miller  agt 
B  P  Duca,  E  J  Fullam  and  W  H  Parish. 
..1,287.00 

1.S0— Jackson  av.  No  681.  Rosenberg,  Fried 
&  Son  agt  Mary  J  Frank,  James  G  Patton 
and    Edgar   H    Straus 72.05 

BUILDING  LOAN  CONTRACTS. 

Parker  av.  e  s,  165  s  Castle  Hill  av.  25x100. 
Emma  E  DeVinne  loans  Antonio  Cessia;  to 
erect  a  3-sty  dwelling:   3  payments 3.600 

Hughes  av,  n  w  cor  189th  st,  40x87.6.  Mary 
A  Balke.  Thomas  F  Balke,  Theodore  Wentz 
and  Jane  J  Wentz  exrs  loan  Charles  Rei- 
necke  and  William  Fajen;  to  erect  a  5-sty 
tenement ;    3    payments 20,000 

70th  st,  s  s,  175  e  Av  A,  148x100.4.  The  City 
Mortgage  Co  loans  Jacob  Beltan;  to  erect 
four  0-sty   tenements;    13   payments. ..  .110,000 

SATISFIED  MECHANICS'  LIENS. 

78th   St.    Nos   503  and   505  East I 

79th  St.  Nos  502  and  504  East | 

Thomas    J    Fanning    agt    City    &    Suburban 

Homes  Co  et  al.     (March  30,  1906) 7.0.3:{.34 

207th  st,  s  s.  75.11  w  Hull  av,  25. 4x  irregular. 

Harry    Alexander    agt    John    Maresca    et    al. 

(July  9,  1906.) 100.00 

Lenox   av.    n   w   cor   143d   st.      Excelsior  Terra 

Cotta    Co    agt    Morris    Feldberger.      (Sept   29, 

1906.) 1,500.0<J 

18th  St.  Nos  101  and  105  East.     B  J  Rogers  et 

al  agt  J  B  Matthews  et  al.     (April  27,  1905.) 

649.54 

-Timpson    pi.    s    6    s,    100   n    e    St    Josephs    st. 

119.4x.303.10x   irregular.      Michael '  J    Moriarty 

agt    Ajax    Construction    Co    et    al.      (April    2. 

1006.) 1.200.00 

134th  St.  s  s.   100  w  Amsterdam  av,   120x99.11. 

Abraham  Srager  agt  Joseph  Rosenthal  et  al. 

(July  26.  190fi. ) 163.00 

79th  St.  Nos  4.38  to  442  East.     William  Scroggy 

agt  Jacob  Hyman  et  al.     (Sept  5,  1906.) .  .89.00 
-7th    av,    e   s,    whole  front   between    145th    and 

146th    sts.      Candes,    Smith    &    Howland    Co 

agt    Fleischman    Realty    &    Construction    Co. 

(Oct     10.     1006) 2,470  83 

=62d    st.    No    304    East.      Gustav    Fleischer    agt 

Meyer  Ennis  et  al.     (Sept  25,   1906.) 375.00 


JUDGMENTS     IN     FORECLOSURE 
SUITS. 

Oct.    5. 
Goerck  st.   No  98.     Harris  D  Colt  agt  Meyer  H 
Schonzeit   exr,   &c;    Curtis,   Mallet,    Prevost   & 


Colt,    att'ys;    Adam    Wiener,    ref.      (Amt    due, 
.1il5,215.53.)  . 

81st  St.  n  s,  250  e  Columbus  av,  25x104.4. 
Daniel  A  Loring  agt  Geo  F  Miller;  J  M  Fiero, 
att'y;  Edwin  A  Watson,  ref.  (Amt  due, 
$31,070.89.)  .       ~  ;     ,, 

Oct.   11. 

95th  St.  s  s,  199.4  w  9th  av,  24.10x100.8.  Joseph 
Marx  agt  Solompn  Miller  et  al;  Saul  Bern- 
stein, att'y;'  J  Campbell  Thompson,  ref.  (Amt 
due,    $1,038.51.) 


LIS   PENDENS. 


Oct.    6. 

49ta  st.  No  219  West.  Anna  I  Magher  agt 
Louisa  A  Thomson;  action  to  fbreclose  right, 
title  and  interest  under  will;  att'ys,  Lippman  & 
Ruck. 

Broadway.    No    543.  "    1 

Mercer    st,    No    114.  j 

Morgan  Realty  Co  agt  Empire  City  Realty 
Co  et  al;  speciQc  performance;  att'ys.  Coombs 
&    Wilson.  ,    .  -  '  ■' 

Claremont    av,    e    s,'  300    n    122d    st,    75xl21.2x 
irreg.     Edw  F  Hassey  et  al  agt  Wm  S  Hogan . 
et    al;    action    to    determine   cl^im;    att'y,    C    S 
Noyes.  . 

Oct.'  8. 

James  st,  w  s,  25  s  Madison  st,  25.1x(i0.2x25.5x 
■59.8.  William  Halperin  et  al  agt  George  Brown 
et  al;  action  to  declare  lien;  att'y,  M  Kauf- 
man. '  I 

Villa  av.  e  s.  J71.6  s  Van  Cortlandt  av.  25x122.10 
x25;xl22.5..  Ruth  Riess  agt  Jerome'  Rothschild 
et  al';  partition;  att'y.  M  Keve. 

102d  St.  No  59  East.  Joseph' Kantrowitz  et  al 
agt  Heiman  Glasser;  action,  to  declare  lien; 
att  y.  W  C  Wolf.  . .        ,    ■      . 

3d  av,  .ly'os  1763  ,  and  17(55.  Isaac  A  Benezuit 
agt-Ctias  H  Potter;  specific  performance;  att'y^ 
J    L    Bernsljein.  .         ,  ^\, 

117th  St.  No  .S?J  West.  John  Murphy  agt  Mary 
Murphy  et  ari,acti6n  to,  determine  rights;  att'y, 
J    A    Hardlman.  '  ^,, 

Oct.    9. 

2d  av.  No  179.  I  • 

37th    St.    No    6a    West.  ■  |  ' 

Two   actions.     John   Hanigan  agt  Jane  Wright 

et  al;  action  to  foreclose  mechanics  liens;  att'ys, 
Katz   &   Sommerich. 

Oct.    10. 

King'sbridge  av,  w  s,  50  s  234th  st,  50x150,1 
Bronx.  1 

Montgomery  st.  No  24,  and  other  property  Inl 
Kings    County.  -  .        | 

Emma  Twigg  agt  Wm  R  Newman  et  al;  action 
to  declare  lien;  att'y.   Coudert  Bros. 

118th  st.  No  113  West.  James  C  Crawford  agt 
Henry  Krollpfeiffer;  action  to  declare  ,  lien; 
att'ys.    Fettretch.    Silkman    &    Seybel. 

Convent  av.  Academy  pi,  129th  and  130th  St. 
whole  block.  Antonio  Cebrelli  agt  Central 
Building  Improvement  &  Investment  Co  et  al: 
action  to  foreclose  mechanics  lien:  att'y,  S 
Wechsler. 

Oct.    11. 

3d  av,  s  e  cor  27th  st,  74xl60x' irreg.  I 

26th  st,  n  s,   110  e  3d  av,  25x98.Sx  irreg.  I 

Paul  Schwarz  agt  Israel  A  Rich  et  al;  parti- 
tion: att'y,  E  G  Kremer. 

Lots  95.  9().  97.  101.  102.  103.  1.36.  137,  138, 
1.39.  141  and  B  and  C.  map  of  South  Wash- 
ingtonville.  Bronx.  Geo  H  Herrmann  et  al 
agt  Magdalena  Herrmann  et  al;  partition; 
att'y.  A  H  Wadick. 

Westchester  av.  e  s,  319.7  s  w  156th  st.  runs 
s  e  94.2  X  s  .021,4  x  n  w  94.2  x  n  e  .O21/2  to  be- 
ginning. Nathan  Marcus  agt  Adams  Realty 
Co  et  al;  action  to  recover  possession;  att'y, 
A  Nelson. 

2d  av,  Nos  233  to  237.  Esther  Diamond  agt 
Louis  Manheim;  action  to  declare  M:  ownership;, 
att'y,   A  B   Schlelmer.       ... 


FORECLOSURE    SUITS. 

Oct.    6. 

Amsterdam  av.  n  w  cor  174th  st.  89..8xl00. 
Standard  Operating  Co  agt  Samuel  Hoffman  et 
al:   att'ys.   Stern,   Christiancy  &  Riegelman. 

l(jt)th  st,  s  s.  375  w  Amsterdam  av.  15.5x99.11. 
Gustav  J  Staate  agt  Anna  G  Hesse;  att'ys, 
Salter     &     Steinkamp. 

1.54th  St.  No  558  East.  Edward  Bleser  agt  Mag- 
gie Dowdell  et  al;  att'y.  W  Klingenstein. 

Madison  ,av,  s  e  cor  96th  st.  75.Sxl00x  irreg. 
Metropolitan  Life  Ins .  Co  agt  Wm  F  Rohrig 
et  al;  att'ys,  Rltch,  Woodford,  Bovee  & 
Butcher. 

Park  av.  n  e  cor  1.30th  st.  99.11x245.  Me- 
chanics' -  &  Traders'  Realty  Co  agt  Abram 
Schlesinger   et  al;   att'y.   J  A  Seidman. 

56th    St.    Nos   411   to   421   East.      Albert  Deutsch 
agt  Abraham  Halprin  et  al;  att'ys,  Lese  &  Con- 
nolly. ,      ,     ■  J..  J    , 
Oct.    8. 

St  Ann's  av.  e  s.  50' s  Rae  st.  runs  e  30.3  x  e 
23.fi  to  Centre  line  of  Carr  av.  x  s  25-x  w  23.6 
X  W  32.4  X  n  25.1  to  beginning.  Augusta  Rei- 
ser agt  Albert  Hichheimer:  att'y.  B  J  McGean. 

Delancey  st,  n  s.  ,50  w  Goerck  st,  24.7x100. 
Aaron  Zwerdligg  agt  Louis  Shapiro  et  al;  att'y, 
A    H    Kesselman. 

17.8th  st,  n  s.  100  w  Amsterdam  av,  100x100. 
Abraham  Ruth  et  al  agt  Charles  Axelroad  et 
al;  att'y.s,  Feltenstein  &  Rosensteln. 

70th  st,  s  s.  175  e  Av  A,  14.8x100.4:  four  actions. 
Nathan  Kean  &  Co  agt  Abraham  Halprtn  et 
al;   att'ys,   Phillips  &  Samuels. 


Th«  text  of  th«ie  pagsi  Is  ooprrlcktcd.     All  ri«bt8  are  raaerred. 


Notice  la  hereby  glveii  tbmt  iafrlacomeiit  will  iMd  to  proieeutloa 
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MAPLEDORAM  &  CO. 

-^  REAL  ESTATE  BROKERS 


Bay  Ridge  Property 
Our  Specialty 


Fifth  Ave.  and  79th  St.,  Brooklyn,  H.  Y. 

Telephone,  724  Bay  Bidge 
Branch  Offlce :  Bay  Ridge  Ave. .  cor,  Fort  Hamilton  At*. 


Oct.    9. 

Park  av.  n  w  cor  96th  st,  100.11x100.  Joshua 
Vellenan  agt  Wm  F  Rohrig  et  al;  attys, 
Strasbourger,    Well,    Eschwege   &   Schallek. 

Oct.    10. 
Stanton    st,    No  95.     Marks   Rosenberg  et  al  agt 

Emanuel  Gross;  att'y.   C  Schwlck. 
1st    av.    e    s,    57..^    n    57th    st,    18x88.9.      Louisa 

Nicoline   agt   John    H    Kornarens    et    al;    att'y, 

G   H   Hyde. 
8th  av,  3  e  cor  149th  st.  74.11x100.     Katie  Sleek- 
ier agt  Louis  Weinstein  et  al;   atfys,   Steckler 

&    Lsvl. 
Park  av.    s  e  cor  173d   st,   100x100.     Marshall  S 

Ely    et    al    agt    Jacob    Sweetman    et    al;    att'y, 

C  W  H   Arnold. 
141st   st,    8    s,    462   e   7th    av,    45x99.11.      Robert 

M    Silverman    agt    Andrew    P    Morlson    et    al; 

att'y,  J   C  Weschler. 
Eagle    av.    w    s,    526.1    s    Westchester    av.    25x 

120.10X    Irreg.      James    F    Osterhoudt    gdn    agt 

Sophie  Knepper  et  al;  att'ys,   Miller,   Miller  & 

Sterm. 

Oct.    11. 

Jane  st.  No  4.'t.  Robert  Spero  agt  Eugene  F  Mc- 
Laughlin   et   al;    atty,    I   Fromme. 

Avenue  B,  s  e  cor  14th  st,  33x100.  Daniel  S 
Decker  agt  Anna  Wilhelmlne  et  al;  att'ys, 
Stilwell    &    Decker. 

140th  st,  n  s.  225  w  Amsterdam  av.  runs  n 
911.11  X  w  66.7  to  Hamilton  pi.  x  s  w  108.6  x 
n  e  109  to  beginning.  Anna  Loughran  Daly 
agt  Harris  Mandelbaum  et  al;  att'y,  D  Daly. 


JUDGMENTS. 


Id  these  lists  of  Judgments  the  names  alpha- 
betically arranged  and  which  are  first  on  each 
line,  are  those  of  the  judgment  debtor.  The  let- 
ter (D)  means  judgment  for  deficiency.  (•) 
means  not  summoned,  (t)  signifies  that  the  first 
name  Is  fictitious,  real  name  being  unknown. 
Judgments  entered  during  the  week  and  satisfied 
before  day  of  publication,  do  not  appear  In  this 
column,  but  in  list  of  Satisfied  Judgments. 

The  Judgments  filed  against  corporations,  etc., 
will  be  found  at  the  end  of  the  list. 

Oct. 
8  Adams,    Calvin    W— Graves    Typewriter    Co. 

87.71 

8  Aspinwall,    James    L— Wm    V    Lawrence 

costs,    353.26 

8  Annenberg.    George— William    Konowitz.517.91 

9  Adams.   Clyde  W— Clinton   Gilbert 239.28 

9  Altman.     Abraham— People.     &c 500.$0 

10*Ault.    Lucy— B  G   F  Realty  Co 267.16 

10  Ansley,    Kate    F— Allen    W    Smith 1,.'?45.34 

11  Arlt,     Henry— Lawrence     Houlihan 594.24 

11  Avltabile,   Andrea— Standard   Damp  Proofing 

&  Roofing  Co 190.41 

6  Blrnbohn,   Camille— N  Y  Telephone  Co. $33.44 

6  Bisblnes.    Stavros the    same    30.53 

fl  Baruch.    Solomon   N the   same ...33.79 

6  Bavlch,    Jacob— Joseph   Galllck    103.91 

■  U  Bandman,    Isidor   C — Morris   M    Stone   et   al. 

85.52 

8  Budenofl.    Harris— N    Y    Butchers'    Dressed 

Meat   Co    142.50 

8  Bible,    Howard   W— Francis   P   Harper.  .226.67 

8         the  same Woolsey  A  Shepard    ....24.25 

8  Berkowitj.  Louis  J— Harris  Seigel  et  al. 636.43 
8  Brown,  Clement  D— Peter  Tichanlcz. .  .469.41 
8  Bluhm,    Maurice    M— Federal    Sign    System, 

Electric 6 283.22 

8  Blum,  Maggie  M  &  Morris— Harry  Heilmann 

125.62 

8  Brimley.  Caroline— Chas  M  Preston.  .108.60 
8  Brettschneider,  Joseph— Joseph  Rosenberg  et 

al    221.64 

8  Buchman.  Judah  L— Morris  L  Polansky .  ..■!3.95 

9  Bolger,  Michael— N  Y  Pie  Baking  Co 41.12 

9  Bauernschmidt,  Garrett— Jay  C  Wemple  Co. 

282.00 

9. Bell.  George— Mark  S  White  et  al 139.90 

9  Bell.   Walter— Rlkers  Drug  Stores 125.97 

9  Bruns,   Wm  H   A— Geo  T  Stockham 526.20 

9  Bach,    Siegmund— John       M    Bowers    

costs,    143.50 

9  Berry,    Oliver   F the   same.  ..  .costs,    143.50 

9  Basch,  Geo  C— Joseph  Franklin  et  al.1,054.89 
9  Barzevizy,  Mary  admrx — Bert  K  Bloch.171.89 
9  Bookstaver,   Peyser  or  Paul — Michael  Cohen 

894.82 

10  Blech,    William,    Jr— Chas   M   Minzesheimer. 

88.15 

10  Bush,    Morris— Interborough    Rapid    Transit 

Co costs,   30.00 

10  Bracher,   Evelina — Equitable  Life  Assurance 

Society    of    the    U    S costs,    289.13 

1..  Brooks,    Nicholas — Beadleston    &    Woerz.... 

1.1.631.22 

10  Bellows.     Alice    A Montgomery    County 

Creamery  Co 381.70 

10  Bauer.    Marie — William    Buhrig   et    al 

costs,    32.65 

10  Bayer.  Abraham — Abraham  Liedeker.  .131.00 
10  Birkhahn.    Chas    D— Philip    M    Friedlander. 

1,035.82 

10         the    same the    same    532.32 

10  Badgely.   Howard  G— Vlctorine  Davis    ..141.17 

11  Blum,    Jacob  admr— Magdalena   Scheu 

3,698.97 

11  Bellar,   Eugene  N — N  Y  Decorative  Leather 

Co 128.84 

11  Bray.    Frank— Carrie    Meyer    103.52 

11   Bernstein.  Frank  E  &  Tinie— Chas  S  Water- 
house  et  al    214.31 

11  Bradford.     James — Joseph     Cooke 646.17 

11  Bogart,    John— Lippman    Tanenbaum 

costs,    70.55 

11  Breucroan.  William— Joseph  Beck  et  al. 118.15 

6  Carr.    Henry— Lockland   Lumber   Co 426.37 

.8. Clark.     Helen— Henry    Tompkins 70.33 

8  .Corcoran,  Angelo  M— Wm  D  Corcoran.  1.174,00 


9  Cordes,  Wm  F— Emil  E  Kleiner  et  al... 32.56 
9  Cammarata.    Natale — Societe   Di   Mutuo   Soc- 

corss  Di  Ceramese  In  N  Y' costs,  23.11 

9  Corn,    Henry— Luke    A    Burke    8,009.62 

10  Caan,  James   H — Johnson  &  Johnson. ..  .86.27 

10  Carey,     Wm    F— Rectors     210.61 

10  Clark,    Rose    B— Mrs    MUtenberg    Co 3,32.22 

10  Calahan,    William— Rose    A    Morse 60.00 

11  CristanI,   Giovanni— Emanuel  B  Psiaki  et  al 

89.85 

11  Cowan,    Wm   C— Dry  Milk  Co 43.21 

11  Crowley,  Chas  A— Wm  A  Leggett  et  al.  .104.31 

II  Cantor,    Jacob — Benjamin    Jacobson 34.31 

6  Dreher,   Chas  A— N   Y  Telephone   Co.... 41. 49 

6  De    Carlo,    Felice the    same    30.92 

6  Dickson,    Elsie   or   Mrs   Wm   P the   same. 

40.85 

6  Driscoll,    Eugene— People,    &c    1,000.00 

6  De  Diaz,  Elizabeth— Antonio  H  De  Diaz 

costs,    13.28 

8  Donohuc,    Matthew    F— John    Simmons    Co. 

6.134.84 

9  Dundy,  Elmer  S— Myron  H  Oppenheim. .  161.91 
9         the    same Rapid    Safety    Fire    Extin- 
guisher Co  of  N  Y 499.41 

9  Danziger,    Simon- Annie    Goldfarb 30.01 

9  Deen.  Wm  M — John  M  Bowers,  .costs,  143.50 
10  Donahue.    Anostasia — Interborough    Rapid 

Transit    Co     costs.    30.00 

10  Downing,  Mary  H — Abraham  Rosenfeld  et 
al    548.16 

10  Doyle.     John    T— Louis     Leavitt '202.03 

III  Dietzel,  John  F— Daniel  Frohman.  ..  .512.08 
ll*Doanerstag.    Samuel — Joseph   Seeman   et   al. 

190.37 

11  Derr.    George — Bartholomew    Dunn 66.76 

11  Dobler,    Anton— Milliken    Bros,    Inc 

QQg^g  23    2G 

5  Edwards.  '  william— City  "of    NY '.189.63 

8  Engel.    Emil the    same     35.70 

8  Ezechel.    Joseph    B the   same    35.70 

8  Eaton.   Maria  L the  same   360.68 

8  Epstein.  Benjamin the  same   52.80 

8  Eckmann,    Philip the   same 52.80 

.8  li:arman,    Leopold— Emanuel    Heilner    et    al. 

(D)  8,564.51 

9  Eichler,    David— City    of    N    Y 43.84 

10  Erickson.   Effie  A— Edward  K  Jones.  .3.648.87 

11  Ellis.    Wm   F— Wm   B   Perkins costs,   20.96 

11  Edelson,    Nathan— Jerome    E    Bates    et    al. 

1,433.63 

11  Emery,    James    H— Herbert    L    Miles    et    al. 

534.41 

8  Farber,    Isadore— City    of    N    Y 189.63 

8  Farrell,     Joseph the     same     69.91 

8  Forman,   Schuyler   B the  same    35.70 

8  Fitzgerald,     Isaac the    same     35.70 

8  Feldstein.  Joseph the  same   360.68 

8  Feldstein.   Morris the  same   104.21 

8  Fallon.  Patrick— Harvey  C  Fielder. ..  .230.06 
8tFrankel.    Jacob — Joseph    Rosenberg    et    al. 

221.64 

9  Farmer,    Harry— City  of  N   Y 73.60 

9  Fitch.    Waiter   S the   same    169.21 

9  Ferguson,    Joseph    H the    same 309.60 

10  Flatley,  Patrick  J— Thomas  F  Mulligan  et 
al 368.41 

10  Feinstein.  Louis — Samuel  Shipschutz. .-. . . . 
1,606.63 

10  Friedman.  Joseph Empire  City  Wood- 
Working    Co 2.918.41 

10  Feinberg,     Jacob the     same     2,918.41 

11  Frend,    Leo    M — Henry    Lindenmeyer    et    al. 

296.24 

6  Giuck,   Joseph— N  Y   Telephone  Co 25.34 

6  Goldberg,     Henry— People,     &c 500.00 

8  Gross.    Joseph— Henry    Diehl    367.22 

8  Gunther,    Anna— Flora    Heinze    et    al.j224.10 

8  Gattle.     Hyman— City    of    N    Y 446.22 

8  Grogan.    Patrick   W the   same    1.89.63 

8  Gagin.    John   J the  same    189.63 

8  Gumbleton,     Henry    A — Brown-Forman     Co. 

254.02 

8  Greenhut,   Otto — Emanuel  L  Spellman  et  al. 

156.39 

9  Gordon,    Isaac — Jacob   Sganga   et  al 

costs,    100.00 

i>         the    same the   same    costs,    100.00 

9  Galligan,  Thomas the  same. ..  .costs,  100.00 

9         the    same the   same    costs,    100.00 

9  Gutzkie.     Charles— Adam     Siebert 2.'i4.84 

10  Gale.    Bartow    W— Wm    B    McCracken.  .162.87 

l(i  Gessert,   Fred — Eugene  Friedlander 35.11 

10  Geletson,    Julius    A— Robert    L   Turk. ..  .02.64 

10  Gantttrt,  Edw  T— Auto  Supply  Co 33.72 

10  Goldberg.    Abraham— Henry    Flrleke.  ..  .100.01 

10  Goldstein,   Charles  &  Benjamin — Louis  Seig- 

bert  et  al    266.53 

11  Gutensteln,    Harry — Morris    Heyman    et    al. 

219.61 

11  Germain,    William— Jacob  M   Shapiro. ..  .44.81 

8  Hurowitz,    Barnet  L — Louis  Marks 40.50 

8  Hendricks,   Joseph   W — Wm    D   Corcoran 

1.174.00 

8  Horning,    Valentine— Chas    F    Rehfleld.  .124.72 

8  Hinchy.    Alexander— Jacob    Hecht    et    al., 32.61 

9  Horowitz,  Salo  A — Ernest  de  Graudmont.95.96 

9  Herrscher.   Emile— Katie  J   Schmidt    87.04 

9  Herzig.  Leopold — John  M  Bowers. costs.  143.50 
9*Hirsch.    Theodore— Geo    A    Kessler    &    Co. 

159.66 

9  Herrman.  Cecilia— John  H  Morse,  .costs,  68.72 

11  Hurlbut.   Geo  W— Banks  Law  Pub  Co. .  .24.47 

10  Hildebrandt,    Louis— Moritz    Brockman.402.07 

10  Haber.    Annie   F— B   G   F   Realty   Co... 267.16 

lO'Hamlln.  Geo  N— Oscar  H  Miller 87.91 

10  Herrscher,   Emil— G  T  Lawrence  &  Gregory 
Co 117.97 

10  Hersey,    Marlon   C— Alice   Scofleld 146.11 

11  Hoffman.    Edward— Morris    Wangrow. ..  .49.65 

11  Harris,    Jacob — Chas    E    Duress 127.63 

11  Hurley.  Cornelius— Michael  Kennedy. ..  .68.72 
11  Horenstein,    Solomon — John    McQuade.  .100.77 

11   Herbert,     Anstey — James     Moore     161.91 

11  Horoth,    J    De    Lyon— Chas    F    AIsop    et    al. 

30.24 

11  Hirschman,     Sarah — Max     Ryshpan 

■ costs,    23.36 

11  Heckman.  Charles— City  of  N  Y. .."..  .69.26 
11  Hanna,   Albert— Bert   R   Bloch    219.20 


11  Holzman,    Joseph — Max    Katz    et    al.... 144.01 

11  Israelson.    Jacob    S— Butler    Bros 35.86 

6  Jones.  Walter  S— Clarence  C  Rice.  ..  .234.38 
6  Jungman,  Charles— N  Y  Telephone  Co... 22.93 
8  Jacobson,    Ella— Moritz    Altman    et    a"l.  .30.67 

10  Jantzen,    Joseph— Metropolitan    Tobacco    Co. 

4.3.53 

11  Johnson,  Alexander— L  Grant  Baldwin.  191.90 
11  Jurmark.     Sam— Wolf     Burland 44.72. 

6  Ligetz,   Aaron— N   Y   Telephone   Co 74.02 

5  Kitson.    Margaret    or    Margaret    G — Henry 

Lowenthal    123.07 

8  Kauffman,    E    John— Edward    Milius.  .2,122.05 

9  Kirschner,  Anton— Geo  A  Kessler  &  Co. 159.66 
9  Koch,  Alexander  &  Carolina — Morris  L  Sack 

1,104.93 

9  Kaufman,     Jacob    or    John— Michael    Cohn. 
836  72 

9  King,  Frederick  C— Morris  j  Hirsch  ...234.05 
9  Kelly,  John  J— Wm  A  Coddington. costs,  68.50 

!>  Kivilen.    Patrick— Swift    &    Co 293.60 

9  Kessler.     Max— Michael     Cohen     894.82 

9  Katz.    Mayer— Otto    Thie    et    al 241.56 

10  Kristic,    Thomas— People,    &c    200.00 

10  Kob,  Aron— William  Buhrig  et  al.  .costs.  17.65 

11  Kong.      William— 0     L     Schwencke     Litho- 

graphic   Co 49.81 

11  Kolchinsky,  Simon— Rebecca  Gottlieb.  757.53 
11  Kramer,    Herman — Julian    H    Meyer    et    al. 

17.42 

6  Locke.  Letitia  J the  same   30.32 

8  Levy,    Emanuel    M   admr— Joseph    F   Taylor 

et   al    1,811.03 

8  Lorenzen,     Frederick David     Stevenson 

Brewing   Co 256.71 

8  Linen.    Robert  W— Herman   E   Street 71.20 

8  Levenson,   Alfred   B — Isaac  Shackman  et  al. 

114.16 

9  Lingke.    Julia    E— Jacob    H    Sammis 108.94 

9  Lefkowitz.     Robert— Frederick     Renken. 338.66 

9  Lester,    William— Samuel    S    Rosen 84.66 

9  Levine,     Max— People.     &c     500.00 

10  Lubell.    Samuel    L— People.    &c 500.00 

10  Lowerre,    Lester  J   W— Herbert   M  Lloyd   et 

al    14.72 

11  Lyboros.  States— Joseph  Seeman  et  al.. 190.37 
11  Levy.    Israel   &    Isaac— Sol   Littenberg   et   al 

384.31 

11  Leifer,   Morrisj— Athens   Furniture  Co... 126.63 

11  Lord.    Chas   H— Michael    Erlanger 137.91 

11  Lasar,    John    &    Richard— Charles    Honig   et 

al    46.90 

11  Lightstone,    Chas   I— Louis   F  Dommerich   et 

al    9,631.95 

6  Michel,   Oscar  A— H  H  Upham  &  Co 50.91 

6  Munch.     Charles— People,     &c 1,095.00 

6  Mackenzie,  William— Ntl  Wood  Floor  Co. 43.08 
6  McQaade,    J    Halsey— Edwin    C    Chamberlin. 

64.41 

6  Mackenzie,    William — Xtl    Wood    Floor    Co. 

43.08 

8  Mock,  James  L— Chas  C  Hendrickson .  .153.66 
8  Mott,  Fred  G.  Jr— Wagner  Glass  Works. 39.58 

8  Macchia,    Rocco — Vito    Rigina 77.41 

8  Mohr.   Anna— Flora  Heinze  et  al    224.10 

8  McNally.    Thomas    J— Federal    Sign    System, 

Electric     37.47 

8  McCarthy,    Julia   K— Chas   M    Preston 

costs,    108.60 

8  McFerran.    James — Calvin    Tomkins. ..  .502.76 

9  Mathes.    Henry   I— Patrick  J   Murphy 91.16 

9  Matheson,   Adam   M— Alliance   Realty  Co.69.41 

9  Mackay.    Charles— City    of    N    Y 81.16 

9  Mass,   Herman— Samuel   S  Rosen 84.66 

9  Ma.e.    Wm   H— John    M    Bowers,  .costs,   143.50 

9  Martens.    Frank— Swift    &    Co 293.60 

9*McCabe.    James— Citv    of   N   Y 73.60 

9  McMillan.  Albert  C— John  C  Headden.  .121.47 
!i  Murphy,    Edgar— John    Webzmiller 40.67 

10  Murphy,  Edgar— G  Wessman   403.02 

10  Myers.  John — James  E  Nichols  et  al.  .715.51 
10  Mulqueen,  James  A— Angelo  Myers ....  704.01 
10  Momberger.     Chas     W— Jacob     Marx. .  .3.31.26 

10  Miller.     Michael— People,     &c 200.00 

10  Mandel.   Leopold   &   Jacob — Abraham   Liede- 
ker  et   al    78.92 

10  Maloney,    Mary    admrx— Sheffield,    Farms. 

Slawson.    Decker    Co    costs.    77.47 

10  Moore,    Jason    C— Frederick    W    Andersen. 

5  2go  .|g 

10  McAdam.  Tliomas- Oscar  H  Miller.  .'...' .87^91 
lo'McFerran.  James— John  W  Atwood.  Jr. 268.82 

10  Mclver,   John— Moritz   L   Ernst  et  al 34.76 

11  Matthews.    Charles— Nathan    B    "Van    Elten. 

45.17 

11  Myer,    Mary    H— Frederick    H    Man. ..  .236.59 

11  the    same Leon    Abbett     119.02 

11  Martin.    Daniel    A— Inland    Type    Foundry 

33.22 

11  Manion,  Thomas— Leo  Schlesinger  ....118.46 
11  Muchmore,    Geo   H— Frederick   E   Boehnicke 

et    al     12.'!.72 

11  May,   Solomon— Louis  Joseph  et  al 27.11 

11  Miller,     Harry- Wolf     Burland 29.72 

8  Newman,  Walter  G— G  Tarleton  Goldthwaits 

549.58 

9  Naginsky,  Abraham— Agnes  A  Cording. 25. 69 
9  Neufeld.    Charles*    &    Maurice— Andrew    J 

Brady    et    al    309.65 

9  Neuberger.  Jacob — Benjamin  Lesser.  .259-92 
11  Norris.  Geo  C— Wm  B  Perkins,  .cost's,  20.96 
11  Norman,    George*    &    George.    Jr— John    R 

Johnston    et    al    65  96 

lltNelson,  Fred  J— J  R  Smith  &  Co 35.72 

11  Neeley.    Robert    S— Fidelity    &    Casualty    Co 

of  N  Y    246.58 

6  Oerter,    Charles— N   Y  Telephone   Co 25.42 

9  Ogden.  Edwin  G— John  J  O'Donohue.  ..  ..320.01 
9  O'Gormau,    William.    Jr — Louis   Ma   Sabates. 

147.42 

10  Ohihaver,    Chas   J— Joseph   M    Fishel   et   al. 

367.20 

10  O'Rourke,   David— Thomas  F  Mulligan  et  al 

96.92 

.  8  Pentlarge,     Theodore — Globe    Wernicke    Co. 

60,65 

8  Patterson.  Frank  J— Ralph  B  Carter  Co.226.36 
8  Power.  E  Harrison— Charles  Sutter. 19,060.22 
S  Purtell.  William— Alfred  Bisland  .1...  .49,97 
^  Pulling,  Henry  S— Julius  J  Riehl  et  at.. 62.80 
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HECLA  IRON  WORKS 

North    lOth,  Mthand  i2th  STREETS 
BROOKLYN,  ...  neW  YORK 


Architectural  Bronze 

AND 

IRON  WORK 


StPendergasL,   Samuel   J— Solomon   W  Johnson 
36.80 

5  Paisley.  Wesley  E— Benjamin  Altman.  .  146.9S 
i)  Perlmutfer,   Samuel — Andrew  J  Brady  et  al 

309.65 

n  Porter.    Chas    A — Douglass    Phonograph    Co. 

185.97 

lO'Price,     Joseph— Samuel    S     Rosen 168.01 

10  Posuer.    Charles the    same     168.61 

11  Peckerman.  Joseph— Graraercy  Pub  Co.. 19. 72 
11  Polansky,  Samuel  &  Rosa — Isidor  Lusterman 

• 117.15 

8  Quartner.   Herman— City  of  N  Y   189.63 

G  Richardson,-  Clara  or  Mrs  C  A— N  Y  Tele- 
phone Co 48.69 

6  Rice,    Arthur— Ann    Callerhan 628.58 

6  Rush,   Wm  G— Wui   H   Hussey  et  al.  ..  .402.43 

6  Rosenberg,     Solomon— People,     &c 500.00 

8  Rogers,  Stephen  C— Frederick  J  Fleck.  157.22 
8  Ricart,  Thomas  L— Walter  C  Gildney.  .261.68 
8  Rosenblaum,    Abraham — Ballon    Dicksou    Co. 

116.45 

8  Reda.    Santo- Eastern   Brewing  Co 1,042.92 

8  Ruppert,    Joseph— City    of    N    Y 198.82 

8  Ryan.   Nicholas  W— Calvin  Tomkins 502.76 

9  Raymond,   Geo  W— City  of  N  Y 114.35 

9  Rosenthal.  Annie — Chas  J  Bachmaier.  ,129.36 
9*Ryan,    Nicholas    W — Manhattan    Electrical 

Supply    Co 43^72 

9  Roth,    Max*    &    Joseph — Adolph    B    Amster. 

525.50 

10  Robler,    Milton— Chas    H    Nolle 328.12 

10         the    same the    same     440.86 

10  Rose,   Louis — N  Y  Butchers'  Dressed  Meat 

Co 913.39 

10  Reinhardt,  Joseph  W— Jacob  F  Levy.  .301.85 
10  Rosenberg,  Jacob — Abraham  Liedecker,  ,70.14 
10  Ryan,    Nicholas— John    W    Atwood,    Jr.,  ,268,82 

10  Rosenberg,     Joseph — Empire     City     Wood 

Working   Co    2,918.41 

11  Rilev,   Thomas   P— Geo  A   Heaney 205.27 

11  Rubly,     Katherine— Mathille     Spiegl 140.42 

11  Rothenstein,     Emil— Jacob    Scherer 378.35 

11  Riley,    Catherine — Andrew    J    Finck    et   al. 

r 351.88 

11  Roach,  Frederick  B— Geo  W  Heiland 72.31 

6  Strass,    George — Harnett    Aupesser    Knitting 
Co 90.77 

5  Schuman.  Max — N  Y  Butchers  Dressed  Meat 

Co    65.53 

8  Siever,    John— City  of   N   Y 189.63 

8  oimon,    Lena Abraham    Buchstahl    et    al, 

108.45 

8  Schwartz.    Harry — Morris    L    Polansky.  .33.51 

8  Smith,    Abe— Percy    Davidson 229,69 

9  Silverman,    Sime    J— Joseph    B    Gigler.  .141.11 

9  Scott,    George— City    of    N    Y 331.43 

9  Sedlack,    Adolph the   same    169,21 

-    Stein.    Abraham — Jacob    Sganga   et   al ^ 

, costs,   100.00 

9         the   same the   same    costs,    lOO.OO 

9  Stephens,  Frederick  H — Borne  Serymser  Co, 

94,36 

9  Smith,    William— City    of    N    Y 169,21 

"9  Smith,    C    Vincent — John    M    Bowers 

costs,    143.50 

9*Schumar,    George— Nicholas    Cohen 836,72 

9  Sondheim,  Leopold  &  Eugene — Henry  M  Noe 

246.92 

10  Schmidt,    Lena    L— Henry    A   Schmidt.  .279.26 

lo  Silk,    Joseph— Argus    Co 83.33 

10  She'tou,    Geo    F— Henrietta    Unger 1,089.85 

iJ  Stembler.     Louis — Jacob    J    Dorn 31.65 

10  Seerman,    George— Benjamin   Jaffe 243.84 

10  Stanley,    Maud— Benj    B    Davenport.  ..  .112.22 

10  the  same Benj  B  Davenport 112.22  ' 

10  Schachner,    Cecelia — Henry    Heininger    et   al 

62,00 

10  Smith,  Chas  E— Isidor  Straus,  et  al.  .2,790.25 
10  Shorwitz,  Joseph— Samuel  Lipshutz,  ,1,606.65 
10  Selly,    Isaiah— Thomas    McKeown    .,,.1,612.22 

10  Sigler,    John    E— Sime    J    Selvernan.  ..  .141.11 

11  Slosson,  Harrison  T — Bernard  McKenna.67.46 
ll*o.nger,    Charles — Henry  Lindenmeyer  et  al. 

290.24 

11  Stout,    Henry   W— Sarah   E   Reeve 111.91 

11   Stearns,    John — Mary    E    Jackson "137.82 

11  Sharpstein.   Mary  H— Frederick  H  Man.2,36.59 

1 1         the    same Leon    Abbett    119.02 

II  Schwarz.  Adolph  M— Chas  F  Bloom.  .294.66 
U  Steinfeld.  Louis— Gustav  A  Schmidt.  .172.23 
11  Strauss,    Edw    H— Nathan    T    Porter    et    al, 

1,33.83 

11         the    same the    same    429.90 

11  Schroeder,    Carl   W— Julian   H   Meyer  et   al. 

108.21 

11  Schultz,     Abraham— William     Ehrlich,  ,594.72 

6  Traficanti,    Antonio — Wm   B   Deane 60,41 

8  Tucker,    Fitz-Henry    F— Wm    V    Lawrence.  . 

costs,   ,353.26 

8  Tietjen,    Henry— Samuel    Stratton 159.45 

9  Thompson,    Frederick   W— Myron   H   Oppen- 

heim    161.91 

9         the    same Rapid    Safety    Fire    Extin- 
guisher   Co    of    N     Y 499.41 

9  Townshend,    Geo   W— Oscar  A   Lewis, .,  ,,30.28 

!i  Taylor,    Thomas— City    of    N    Y 168,13 

9  ThomaB,  Percy  B — Douglas  Phonograph  Co, 

185.97 

10  Teschner,  Esther— H  Koehler  &  Co 79.01 

10  Tomaszewski,    Stanislaus — Francis    C    Neale, 

Inc 111.10 

lu  Tonnele,    Walter— Daniel    P    Skinner 90.28 

11  Taffet.  Fanny— Gilbert,  Parker  &  Co.. 50.34 
11  Theodor,    James— Joseph    Seeman   et   al,  190.37 

9  Ungar,    John  V  &  Victoria— Frank  Brodsky 

et  al    99.25 

9  Vaughan.     Wm    W— John    Morrison,  .1,523.22 

9tVanderhoof,     Mary — Joseph     Trunk 45.66 

6  Welles,    Frank    M— Louis    Flato    33.95 

8  Walsh,    Robert   S    B— Federal    Sign    System, 

Electric    52.67 

8  Wessen,    Michael— Jacob    Drosin    et    al.,73,21 

S  Wolf,   Nicholas— City  of  N  Y    104.21 

8  Williams,    Wm    F the   same    531,72 


0  Wilkins,    Harold*- City    of    N    Y 73.00 

9  Wallace,    Gustavus   S— Ellis   G    Welch   et   al 

246.48 

9  Watts,    Lewis— City   of    N    Y 336.10 

9  Wardlaw,    George the   same    336,10 

i)  Wood,  St  John,  Rawson  L  &  Harry  S — John 

C  Proudman costs,  114.60 

10  Wexter,    Jacob— Ralph    &    Henry,    Jr,  .490.11 

10*Walsh,    John   A— Oscar   H   Miller 87.91 

rj  Wichner,    Max — People,     &c 5(X).0O 

10  Wilencyk,     Abraham — Sophia     Dubin, ,,  .69.41 

10  White,     James— Charles    Roth 100.03 

10  Weiss,    Henry— Abraham    Lustgarten.  ..  .34.65 

10  Walsh,    Luke— V   J   Hedden   &    Sons   Co 

costs,   23.26 

10  Withorn,    Max— Jacob    JabaloMs 186,97 

10  White,   Chas  W— Theodore  T  Muaroe  et  al, 

, 1,438.60 

10  Wilner,  Samuel  &  Blias  R— Philip  M  Fried- 
lander    532.32 

10         the    same the    same    1,035,82 

10  Wyse,    Marie    S— Lewis   C   Freeman. .  ,5,766.06 

10  Wolf,    Samuel— Anheuser    Bush   Co 95.06 

11  Woolf,    Jacob — Morris    Wangrow 49.65 

11  Wexler,     Jacob— Ralph     Henry,     Jr 490.11 

11  Woodward,   Frederick  F — Frederick  B  Wood 

1,466,47 

11  Wexler,    Samuel— Standard    Gas    Light    Co, 

costs,    32.41 

11  Wessen,    Michael — Ferdinand   Ehrlich    et   al. 

103.90 

11  Weinstein,    Louis — E    H    Ogden    Lumber   Co. 

1,329,74 

9  Young,   J   Wesley— Geo   H   Inglis 51,17 

11  Zagor,    Harry— Albert    Hochheimer 94.43 


CORPORATIONS. 

Light  Realty  Co— N  Y  Telephone  Co.  .114.12 
Ledeier  Amusement   Co — Gustave  Kerker  ©t 

al    costs,    136,00 

Standard    Oil    Co   of   N    Y— E   W^de   Clark 

costs,   74.13 

Keables   &   Bayer   Piano    Co— Lucy   P   Hull. 


.35.77 


Metropolitan   Ry  Co— Barnett  Cohen 382.20 

New  York  City  Ry  Co— Chas  R  Haring. 282.39 

Elite  Realty  Co— David  Tim 332.88 

Oriental    Emery   Co— City  of   N   Y. 189.63 

Export    Club    of    America the    same.  104.21 

General    Corporation    Co the    same... 52. 80 

General     Transfer     &     Storage     Co— Leon 

Polakoft    341.78 

Tom    Watson's    Magazine — William    Green. 

'..1,807.92 

Judson  A  Goodrich  &  Co— City  of  N  Y.61.10 

Far  Rockaway  Journal  Co the  same,  ,108.85 

Eureka    Poison    Cork    Co— the   same 169.21 

Esmond    Cycle    Saddle    Co the    same.  .35.80 

E   &   H   Typewriter  Supply   Co the  same. 


,43.60 

New  York  Agricultural  Co the  same. 456.10 

Riggs   Restaurant  Co the  same 157.17 

The  Bankers'  Loan  &  Investment  Co — Lillie 

E    Taylor    1,620,00 

The  L  I   R   R   Co— Mark  O  Molley 80,00 

The  North  Carolina  Naval  Stores  Co — Mary 

Brandreth    566,72 

The  L   F   Higinbotham   Co— John   Landauer. 

64.73 

the   same Emil   Holtzman ..157.50 

Manhattan     Square     Hotel     Co— Theodore 

Schmalholz  et  al    206.93 

Keables  &  Bayer  Piano  Co— Chas  W  House 

et    al 397.77 

Harris  Coffee  Co— Frank  J  Harris.  .2,108,54 
New    York    City    Ry    Co— Isidor    Reinhartz, 

1,000.63 

Wolerstein  &  Ulrich  Co— 'Jacques  Baszanger 

822.37 

The    Operretta     Co— Andrew     F    MacCollin. 

587.46 

Yokel,  Adolph— Howard  H  Deutsch.  ,220.40 
Royal     Engraving    Co — Bingham     Bros     Co. 

-....24.74 

Winslow  Realty  Co— W  M  Gaige  Co.. 519.31 
Harlem    River    Park    Amusement    Co— Addle 

Ode'l    costs.    131.77 

The  Ideal   Advertising  Co — Chas   F  Alsop  et 

al    30.24 

Manhattan   Transport   Co  of  New  Jersey— B 

R  Shepard  Engineering  &  Construction  Co. 

800.39 

Underwriter's    General    Agency— Richard    P 

Worrall     .824,13 

New  York  City  Ry  Co— Alice  Marron.  ..597.70 
Joseph    Caccavajo   Co— Adams  &    Grace   Co. 

162.24 


SATISFIED  JUDGMENTS. 

Oct.    0,    S,    9,    10,    11   and    12, 

Altieri,    Archangelo- G    Lordi,    1906 .$163  71 

>Burke,    Francis    M— City    of    N    Y.      1903.  .78.58 

Boyd,    Robert— L    H    Daily.      1903 157.85 

Brass,   Louis  &  Anna  Mohr  or  Anna  Gunther — 

F  Heinze  et  al.    1906    224.10 

Crane,   Wm   A— T   D    Healy.    1908 296.67 

Creeden,   Timothy  J— W  J   Simons  et  al,    1902, 

337.49 

'Cantor,  Samuel— A  Stern.  1906 .6.432.48 

"Same L   Schleslnger.    1906    ,300.00 

Damainville.  Ludovic  A  &  George  Grau — Chem- 
ical National  Bank  of  N  Y.    1906 154.01 

Entz,    J    Frederick— H    M    Israel,    1906 201.11 

Fumo,    Luizi   &   Filipo — Schmitt   &  Schwanflue- 

gel   Corp,   1901    572.03 

'Fisher,  Abe  &  Samuel  Albert— People,  &c,  1901 

500.00 

Flora,    Frank    P— J    Taddonio.    1906 2.50.00 

Fargokip,    William— L  Bastable  et  al,   1900,93.87 
Goldberg,    Nathan    &    Yette— P   Green.    1898.44.06 
^Geiger,    Charles    &    Solomon    Braverman — A 
Tarn,    1906    6,432,48 


"Geiger,     Charles     &    Solomon     Braverman— L 

Schleslnger,    1900    2  500  00 

'Gardner,    Alex— City    of    N    Y.    1906 136.29 

'Hope,  Wm  C— Remington  Typewriter  Co.  1905 

1.723.97 

Hart,  Charles— C  A  Brown.  1903 1,421  53 

Hahn,   Henrietta  &  Chas  F— A  H  Sigler.   1906. 

1,538.43 

Hilles,    Hugo   A— Municipal    Realty   Corp,    1905. 

77.52 

'Harris,    George- J    G    Benta.    1.898 539.62 

Hopkins,    Emma    A — Seymour    Hotel   Co,    1906. 

634,23 

"Kulok,    Morris— L   Schleslnger,    1906 1,000,00 

"Same A    Stern.     1906     6,432.48 

'Lese,   Louis— Tenement  House  Dept,     1906.59.91 
Maraus,      Morris— L     Schleslnger,      1906,  ,  ,500.00 

'Maraus,    Morris— A   Stern.    1900    6,432,48 

Moore,    Geo    G    &    Adirondack    Land    &    Invest- 
ment   Co— J    W    Ferguson,    1906 1,190.10 

Ryan,  James  T— Penn  Mutual  Life  Ins  Co.  1897 

98.34 

Ryan,    James    T    P— J    G    Smith,    1898 72,37 

Reynal,  Sarah— J  W  Dunstan  et  al,  1902,1,032.13 

Rosenstein,    David— A    E    Shea,    1904 117.24 

Rabiner,    Abraham    J— L    Schleslnger.    1906... 

■ 1,000.00 

Rosenzweig,    David the    same.    1906, ,  .2,500.00 

Steinert,     Andrew— G    S     Youngling,     1905.. 52.88 
Selleck,  G  Harold  &  The  Sunswick  Co— E  Nich- 
olson.   1906    .......    1 1,211.95 

'Samson,   Rosalind  M— J  C  Maddock,  1906,178.96 

Swartz,    Silas— N    Levy.    1906 329.41 

Taylor,    Mary    B— C    McManus.    1903 92.90 

Taylor,    Mary— F    J    McCovey,    1903 378.84 

Walsh,  Wm  F— Sperry  Popham  Coal  Co.     1906 

78.06 

Waller,    Fanny    &    Abraham    Gore — S    Wohls- 
tadter,   1906    29,65 

CORPORATIONS, 

'The   Royal   Bank— F   Feingold.    1906 703.34 

"Bay    Ridge    Park    Improvement    Co — City    of 
N    Y.    1906    1,466,22 

'Vacated  by^  order  of  Court,  -Satisfied  on  ap- 
peal, 3Reieqse(j  'Reversed.  "Satisfied  by  exe- 
cution.    'Annulled  and   void. 


MECHANICS'  LIENS. 


Oct.    6. 

76 — 60th  St.  n  s,  125  w  Amsterdam  av,  25x 
100.5.  Willner  &  Rosenberg  agt  Jacob  Hy- 
man $262.50 

7i— l(f4th  st,  n  s,  135  e  Park  av,  65x100. 
ijyman  Delinsky  agt  Levinson  &  Zipkin.  .360.09 

78— Convent  av.  Academy  pi,  129th  and  130th 
sts,  whole  block.  Silbio  Froncione  agt  Hy- 
mann  &  Henry   Sonn  and  Tony  Altieri.  .204.00 

79— 72d  St,  No,  161  East.  Frank  Dobson  agt 
Eaw  P,  Margaret  R,  Mary  C,  Helen,  Irene, 
Luke,  Madilaine  &  Rose  Mulvaney  and  Sam- 
uel  P  Larkin    339,34 

80— Columbus  av.  No  532,  Hyman  Shapiro  agt 
Abraham   H   Levy   &   Finger  &  Lett 60.00 

81— Riverside  Drive,  No  145.  Walter  S  Brig- 
ham    agt    Edward    Scott 321.45 

82— Avenue  A,  Nos  1427  and  1429,  Harry  B 
Senft  agt  Philip  Levinson  &  Louis  Zipkin, 
554.00 

,83— 121st  st,  Nos  358  and  360  East.  Same  agt 
Same   .....; 1,200.50 

84— 118th  st,  s  s,  248  e  Pleasant  av,  125x 
100. 11.  Christian  Jacobs  agt  Max  Reuben  or 
Rubin    &    David    Perlman    843.00 

Oct.    8. 

8.J— Satiffled. 

.SO- lOith  St.  "Nos  115  and  117  East.  Jacob 
Farber  et'  al  agt  Philip  Levinson  &  Jacob 
Zipkin 654.33 

87- 104th  st,  n  s,  135  e  Park  av,  65x100, 
Brooklyn  Fireproof  Sash  &  Door  Co  agt 
same   ,. , 190.00 

88 — Same  property.  Tobias  Kahn  agt  Same. 
350.00 

89 — Gerard  av,  s  e  cor  Cheever  pi,  50x100, 
Wm  H  Penney  agt  Edwards  &  Co  &  George 
A    O'Rourke    347.17 

no— Wajls.worth  av,  n  e  cor  ISOth  st,  100x100. 
Byron  W  Green,  Jr,  Co  agt  Ella  V  Demp- 
sey  &   William   Dempsey    1,037.99 

91— 121st  St.  Nos  3.58  and  360  East.  Morris 
Levinson  agt  Philip  Levenson  and  Leven- 
son   &   Zipkin    52.50 

92— 46th  St.  Nos  234  to  238  East.  Max  Juster 
agt  Joseph   Newmark  &  Joseph  Jacobs. 2.200.00 

93— Amsterdam  av.  e  s.   230.11   n  167th  st,   7,5x 
100.      Louis    Goldstein    agt   Jacob    Goldberg. 
209.00 

94— Amsterdam  av,  e  s,  236.1.  n  167th  st.  75x 
100.  John  Nechtmaq '  agt  Jacob  Goldberg 
273.00 

9.5— Broome  st.  No  207.  D  Bradspls  &  S  AI- 
koff  agt  Lazar  Shulman  &  Lazar  Cohen  .  .85.00 

96 — Ludlow  St.  No  20.  Same  agt  Benjamin 
Ash   &   Solomon   Levine   &   L   Cooper. ..  .425.00 

97- Wadsworth  av.  n  w  cor  183d  st.  50x74.11. 
Bronx    Iron    Works   agt  Agnes   E   Bell. 2,800. 00 

9,8— East  Broadway,  No  49,  D  Brahspis  &  S 
Alkoft  agt  Joseph  Solomon  &  Max  Levy  & 
Son .503.00 

99— Washington  av.  e  s,  10,8.5  n  168th  st,  75,7x 
115,  Alfred  Marsich  agt  Diamond  Construc- 
tion Co.  ,,  : 142.00 

100— 2d  av.  No  179.  James  L  McDermott  agt 
St  Mark's  Hospital  of  N  Y  City,  Jane  Wright 
&   Richard   Roe    1,507,34 

101— 37th  st.  No  63  West,  Same  agt  Francis 
Carlson,  Janes  Wright  &  Richard  Roe,  1,300.00 
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We'll  fimaze  you  if  you'll  give  us  a  chance  to  show  you  how  the  Luxfer  System  will  put 
daylight  where  you  want  it  in  that  store,  that  apartment  or  that  basement.  Don't  you 
believe  p?    Call  up  3276  Gramercy,  and  let  us  talk  to  you  a  minute. 

AMERICAN  LUXFER  PRISM  CO.,  160  Fifth  Avenue,  NEW  YORK. 


102— Lenox  av,  s  e  cor  ISCth  st.  100x100.  Mich- 
ael   Beniucasa  agt  David  Herrman 24S.(iO 

lo;_Amsterdam  av,   n   w   cor   174th   st.   SO.lOx 

100.  Gus  Luckes  agt  Joseph  &  Samuel  Hoft- 
maii ^,000.00 

l();_i:iSth  st.  No  Tl'O  East.  Bronx  Mantel  & 
Tile  Co  agt  Albert  Leprell,  Northern  Realty 
Co   &   Albert   Lepiell    500.00 

105— li"th  St.  Nos  205  and  207  West.  C  C 
Bohm  E'ectric  Co  agt  Estate  Benjamin  Lich- 
teustein   &    Benedict   M    Beck    $.;!00.00 

lOO— lL':jd  st,  Nos  151  and  153  East.     Bernardo 

Rutf ino  agt  Sam  Fritz 700.00 

Oct.    9. 

107— Lexington  av,  s  w  cor  123d  st,  100x60. 
Saverio  Feraca  agt  John  Daniel  &  Jacob  Le- 
vin  4,025.00 

lOS— iooth  st,  n  s,  100  w  Manhattan  av,  150x 
72.11.  Structural  Supply  Co  agt  Samuel 
Miihelson    •  -  ■ -I'lOaOO 

l(i:i— Lexington  av,  s  w  cor  123d  st,  100x7o. 
Murtha  &  Schmohl  Co  agt  Joseph,  Daniel 
&   Morris   Levin    ...1,073.19- 

110— Same  property.  Calogero  Duminuco  agt 
same    .......    2,000.00 

in— i75th   st,   s  s.    150  w   Amsterdam   av.  75x 

101.  Mandel    Stern    agt    Charles    Laudin    & 
Nathan    Stam    S6.10 

112— Lexington  av,  s  w  cor  123d  st,  65x100.11. 
William  Ehrlich  agt  Joseph  Daniels  &  Mor- 
ris Levine \\-?,'^-°° 

113— Lexington    av,    u    w    cor   123d   st,    100x75. 

Samuel    Shanker    agt    Daniel    &    Levin.  .Io5.00 
114— 104th   st,    Nos    115  to   121   East.      Ratzkin 

&  Berman  agt  Levinson  &  Zipkin l.OOO.OO 

11.5— Wadsworth  av,  n  e  cor  l.SOth  st,  13.3x100. 
New  Jersey  Terra  Cotta  Co  agt  Ella  V  Demp- 

sey 700.00 

Xi(;_l4(;th  St.  s  s,  100  w  Amsterdam  av.  200x 
100.     P  &  F  Corbin  agt  Weinberg  &  Sudzen. 

275.00 

117'-l74'th  st.  No  321  East.  Samuel  Wainstein 
agt    Mina    &    Sarah    Rosenbluth     &    Joseph 

Friedman    x}?'^ 

llg_Convent  av.  Academy  pi,  129th  and  130th 
sts,  whole  block.  Antonio  Abrelli  agt  Cen- 
tral  Building  Improvement  &  Investment  Co 

&  Tony  Altieri 742.00 

110— Park  av,   n  w  cor  96th  st.  90x100.     Will- 
iam Williams  &  Co  agt  Wm  F  Rohrig. .  .270.00 
120— Willett    st,    s    e    cor    Riviugton    st,    70x4a. 
Wm   A  Thomas  Co  agt  Harry   Katchheim   & 

Morris  Babick   164.87 

i:;i_W'adsworth  av,  n  e  cor  ISOth  st,  119.6x 
100.     Hopele  Iron  Works  agt  Ella  V  Dempsey 

6 2,700.00 

122— Broome  st.   No  327.     Finals  &  Zimett  agt 

Max   Warschauer  &   Alperin   Bros    245.00 

123- 104th    st,    Nos    115    to    121    East.      John 

Dahlmeyer's  Son  agt  Levinson  &  Zipkin. 147.16 
124— 175th  St.  Nos  418  and  420  West.     Same  agt 

Charles    Laudin     &     Nathan     Stamm 132.40 

125— 176th  st,  n  s.  100  w  Amsterdam  av,  170x| 

199.10  to    177th   st I 

177th  st.  n  s,  100  w  Amsterdam  av,  170x1 

101 1 

John  L  Spina  agt  Portland  Realty  Co,  David 

Perlman  &  Heymau  Bernikow 3,000.00 

126— East  Broadway,  No  49.  Finals  &  Zimett 
agt   Joseph   Solomon,    Max   Levy    &   Son   and 

Alperin    Bros    383.30 

127— Amsterdam  av,  n  w  cor  174th  st,  89.10x 
loa.     David  Cohen  et  al  agt  Joseph  &  Samuel 

Hoffman    750.00 

12.'-;— 10th  st.  No  210  East.  Abraham  Rosen- 
berg   agt    Simon    Baruoh 1,922.00 

12!)— Park  av.  n  w  cor  Ofith  st,  lOOxlOO.  New 
York  Wood  Flooring  Co  agt  Wm  F   Rohrig. 

. 736.55 

l.'iO— Essex    st.    No    44.      Nathan    Gorbin    agt 

Jacob  S  Baum    1,250.00 

Oct.    10. 

131— 4th   av,    n  e   cor  26th  st,   50x75.      Dimock 

&  Fink -Co  agt  John  Doe  &  Matthew  F  Dono- 

hue    2.472.88 

132— 6th  ave,  n  w  cor  45th  st,  25x50.     Same  agt 

same 128.00 

133— Beacon  st,  n  s.  100  w  Commonwealth  av, 
25x100.  Henry  W  Piering  agt  Charles  Dan- 
iels     68.00 

1.34— 7th  av.  No  362.     Samuel  Margulies  agt  A 

Hadden  &  John  J  Falky 75.00 

135— Satisfied, 

136— 7th  av,  Nos  2308  and  2310.     John  F  Cro- 

nin  agt  Joel  Marks  &  A  Rosenberg  &  Co. 74. 38 
137— Convent  av.  Academy  pi,  129th  and  130th 
sts.  whole  block.     Silvio  Froncione  et  al  agt 
Central   Building  Improvement  &   Investment 

Co   &   Tony   Altieri    204.00 

1.3S— Wadsworth  av.  n  e  cor  180;h  st,  lOOx 
--0.     John   H  Symmers  agt  Ella  V  Dempsey 

&  Wm   T   Hookey    '. 1,300.00 

139— 109th  st,  Nos  63  and  Co  East.  Morris 
Genessee    agt    Congregation    Nachlatt    Z'Vee 

and  Cohen  &  Segal   .-. 100.00 

140— Amsterdam  av.  s  e  cor  186th  st,  90x178. 
A  E  Klotz  Fireprooflng  Co  agt  Press  &  Lon- 
don  95. S6 

141— 144th  st,  Nos  242  and  244  West.  Brooklyn 
Fireproof  Sash  &  Door  Co  agt  M  Harris  Mas- 
kin 275.00 

142— 7th  av.  e  s,  145th  to  146th  sts,  199.  lOx 
100.  Candee.  Smith  &  Howland  Co  agt 
Fleischman  Realty  &  Construction  Co  &  T  J 

Fanning    ...■. 2.479.83 

143— St  Nicholas  pi.  e  s,  249.1  s  153d  st,  centre 
line,    25x200    to    Edgecombe    av.  .    Same    agt 


Leopold    Kantor,     Joseph     B     Cooper,     Louis 
Wittcoft  &  T  J  Fanning 531.67 

141— 117th  St.  s  s,  30  w  2d  av.  36x65.     Andrea 

Repitone    agt    Nicola    Gigano 260.00 

Oct.    11. 

14."— Wadsworth  av,  n  e  cor  180:h  st,  135x100. 
Ross   Lumber  Co  agt   Ella  V   Dempsey-.  .909.09 

14(j— 217th  st,  s  s,  200  e  Bronxwood  av,  25x100. 
Henry  Heil  agt  Frederick  Kuhnle  &  Fritz 
Kuhule    140.00 

147— 216th  st,  No  109  Bast.  Same  agt  same. 
192.00 

148— Bank  st.  No  59.  Simons  &  Moersfelder 
agt    Cornelia    F    Robinson    587.50 

14(1- Central  Park  West,  s  w  cor  S6th  st,  102x 
140.  United  States  Mortar  Supply  Co  agt 
Gotham  Building  &  Construction  Co  and 
Thomas    J    Fanning    2,431.50 

1,jO— 96th  St.  s  s,  100  w  Columbus  av,  30x100. 
Same  agt  Felt  &  Mallakott  &  Thomas  J  Fan- 
ning    781.05 

151— 92d  St.  n  s,  150  w  3d  av,  128x100.  Same 
agt  B  Hamberger  &  Thomas  J  Fanning.  .328.25 

152— 58th  St.  No  230  West.  Baerlecher  & 
Ohman  agt  Edw  B.  Gallaher  &  John  Fulton. 
48.00 

1j3— 164th  st,  s  s.  100  e  Broadway.  265x100. 
Silvio  Fronciene  agt  Augusta  Politzner  & 
Tony  Altieri   72.00 

154 — Same  property.  Antonio  Cebrelli  agt 
same 240.00 

155— Broadway,  n  w  cor  63th  st.  116.3x339.11. 
candee,  Smith  &  Howland  Co  agt  John  L 
Miller    &    T    J    Fanning    246.88 

156— Bank  st.  No  59.  Same  agt  Cornelia  S 
Robinson    3.714.45 

137 — Same      property.         Northrup,      Corbin      & 
Dodge    Co    agt    same     141.80 

158— Cortlandl  av.  s  w  cor  139th  st.  48x100. 
David  Miller  agt  Max  Kessler  &  Pesach 
Bookstaver   425.00 

150 — 161st  St.   n  s.   whole  front  between  Ogden 

,  and  Summit  avs.  190x50.  Manhattan  Win- 
dow Shade  Co  agt  Egan  &  Hallecy  Construc- 
tion   Co    66.65 

160 — 143d  St.  n  s.  65  e  Riverside  Drive,  50x 
99.  Matthew  F  Donahue  agt  Irwin  A  Levis. 
300.00 

161— 16th  st.  No  514  East.  Boleslaw  Jelenski 
agt  A   Klepper  &   J   H  Tietjen 104.00 

162 — Delancey  st,  n  s.  whole  front  between 
Tompkiiis  and  Mangin  sts,  200x150.  Ster- 
ling Blower  &  Pipe  Mfg  Co  agt  Louis  Marx 
&     Jacob     Jacobson      1,182.00 


BUILDING  LOAN  CONTRACTS. 

Oct.    6. 
Morris  av,  n  w  cor  133d  st.  50x100.     The  City 
Mortgage  Co  loans  Joseph  Newmark  &  Harry 
Jacobs    to    erect    a    6-sty    tenement;    7    pay- 
ments  .$41,000 

Bathgate  av,  s  w  cor  176th  st,  110.4x114.5. 
Same   loans  Michael   Redmond   to  erect  three 

5-sty   tenements;    14   payments    80,000 

Oct.    8. 
Amsterdam   av.    n    w    cor   139th    st,    99.11x120. 
Herman   Cohen    &   Abraham   Ruth   loan   Rob- 
ert   Arnstein    to    erect    a    —    sty    building:    4 

payments 16,000 

Bryant  av,  w  s,  91.7  s  Freeman  st,  23x100.  Ti- 
tle Guarantee  &  Trust  Co  loans  Elizabeth  M 
Cupeta  to  erect  a  2-sty  dwelling;  3  payments. 

.    ■ 4.500 

Oct.    9. 
Cambrelling    av.    e    s.    473    n    183d    st.    25x100. 
Mattie  A  Wells  loans  John  O'Leary  to  erect  a 

2-sty  dwelling;   2  payments    5.600 

Madison  av,  n  e  cor  128th  st.  99.11x72.6.  Sam- 
son Lachman  loans  Liebenthal  Construction 
Co   to    erect   a  —   sty   building;    3   payments. 

35.000 

Jefferson  st.  e  s.  1,195  n  Morris  Park  av.  25x 
100.  Frederick  A  Lippold  loans  Esther  Kauf- 
man   to   erect   a  2-sty   dwelling;    3   payments. 

..3.230 

Jefferson  st.  e  s.  1.220  n  Morris  Park  av.  25x 
100.  Bernard  Meyer  loans  Herman  Tuchman 
to  erect  a  2-sty  dwelling;  3  payments.  .3.250.00 
Oct.  10. 
Morris  Park  av.  n  s.  195  e  White  Plains  rd. 
runs  n  736.11  x  n  e  16.6  x  n  64.8  x  s  796.7 
X  w  43  to  beginning.  Julia  Jahn  loans  T 
Frank  Flood  to  erect  a  2-sty  dwelling;  2  pay- 
ments     3.500 

Union  av.   e  s.  100  n  152d  st,  73x95.     Atlantic 
Dock    Co    loans    The    Dacorn    Realty    Co    to 
eiect  two  3-sty  dwellings;   8  payments.  .34.500 
Oft.    11. 
Unionport  rd,  w  s.  230  n  Columbus  av.  25x100. 
Herbert  S  Ogden  Ioan£  Charles  Ringelstein  to 
erect    a    2-sty    dwelling;    3    payments.  ..  .4,000 
24th  St.  Nos  207  to  217  West.     Title  Guarantee 
&  Trust  Co  loans  The  Franmor  Realty  Co  to 
erect  an  -ll-sty   mercantile  building;   —  pay- 
ments     250.000 

• 

SATISFIED  MECHANICS'  LIENS. 

Oct.    6. 

Stanton  st,  No  177.  David  Wortzman  agt 
Annie    Markowitz.       (Dec    20.     1905). .  .$125.00 

113th  st,  Nos  327  to  331  East.  John  Crane 
agt  Salvator  Soraci  et  al.  (Sept  27,  1906) 
32.50 


1st  st.  No  212  West.  Reid  &  Jaeger  agt  John 
W  Merrian  et  al.      (July  28,   liXHJ) 650,00 

i^.mpson  st,  w  s,  110  n  Westchester  av,  175x| 
100 1 

Barretto   st,   e  s,    198  n   165th   st,   75x100 1 

Ashbel    G    Vermilye    agt    Louis    Stern    &    Co. 

(Oct  5,  1906)    215.25 

Oct.    8. 

llSth  st,  s  s,  248  e  Pleasant  av,  125x100. 
Max  L  Rohman  agt  Max  Reubin  et  al.  (Oct 
3,    1006)    ...■ 8,606.97 

•Lenox  av,  n  e  cor  143d  st.  Borough  Cut 
Stone  Co  agt  Morris  Fledberg  et  al.  (Sept 
28,    1906)     450.00 

West  End  av.  No  232.  Wm  P  Nelson  &  Co 
agt  Abraham  L  Erlanger.  (March  28,  1904) 
753.00 

Same    property.      Same    agt    same.       (Jan    13, 

1904)    753.00 

Oct.    9. 

Belmont  av,  Nos  2129  to  2141.  C  Inciardi  & 
Co    agt    Herman    Aaron.       (June    16,    1906) . 

1  550  00 

2d  av,'  w  s,'  op'p  '226th  st,'  I'doxlOO,  Bronx.  J 
l^Iarcus  Woodworking  Co  agt  John  F  Kelly  et 
al.       (Oct    4,    1906)     1,143.00 

110th  st,  Nos  223  or  231  East.  Christian 
Jacobs  agt  Hyman  Romm  et  al.  (Sept  16, 
1906)    485.00 

ISth  St.  Nos  103  and  109  East.  David  W  King 
agt  Brander  Matthews  et  al.  (July  26.  1905) 
2,450.00 

-Brook  av,  s  e  cor  139th  st.  Central  Fire  Proof- 
ing   Door    &    Sash    Co    agt    Steimann    Realty 

Co.      (Sept  7,    1906)    850.00 

Oct.    10. 

West  End  av.  No  232.  Adolph  Grant  &  Co  agt 
Abraham  L  Erlanger  et  al.  (Dec  17,  1903) 
711.75 

Sheriff  st.  No  58.  Joseph  Vereba  agt  Samuel 
Greenwalf  et  al.      (Aug  29.    1906) 300.00 

6th  St.  No  752.  Same  agt  same.  (Aug  17. 
-  06)    175.00 

19th  St.  Nos  211  to  213  West.  Casmento  Roof- 
ing Co  agt  Percival  C  Ketterer  et  al.  (Aug 
21.    19013)    545.00 

Broadway.    No   183.      Feinberg  &   Feinberg  agt 

Mllhau.      (June  23.  ■  1906)    438.87 

Oct.    11. 

=Jackson  av.  w  s,  32.10  s  160th  st.  Carmody 
Wood  Working  Co  agt  Olenick  Realty  Co. 
(Oct    10.     1906)     2.400.00 

182d  St.  s  s.  84. 3  e  Washington  av.  Charles 
Downey  agt  Hillside  Realty  &  Construc- 
tion Co  et  al.      (Feb.  21.   1906)    ...233.00 

Same  property.  Same  agt  same.  (Feb  21, 
1900) •. 97.00 

138th  st,  n  s,  295  w  5th  av.  Rogers  Terra 
Cotta  Co  agt  Hyman  B  Goldberg.  (Sept 
19,     1906)     250.00 

118th  st  s  s,  248  e  Pleasant  av.  William  T 
Hookey  agt  Max  Rubin.     (Oct  8,"  1906)  .5,653.74 

•Brown  pi,  e  s.  whole  front  between  136th  and 
137th  sts.  William  Craig  agt  Jacob  Maisel 
et  al.      (Oct  5,    1906)    81.65 

^Discharged   by  order  of  Court. 
•Discharged   by   deposit. 
^Discharged   by  bond. 

1 

ATTACHMENTS. 

Bernheiraer.    Lee   S  &    Isaac  W  Douglas;   J  Mc- 
Kee;    $22,500. 

» 

CHATTEL  MORTGAGES. 

AFFECTING   REAL  ESTATE. 
■     Oct.  5,  6,  8,  9,  10  and  11,  1906. 

Epstein  &  Cohen  or  H  Cohen.  113-115  E 
126th.  .Baldinger  &  K.     Gas  Fixtures.  $210 

Goodman.  A.  133th  st  between  5th  and  Lenox 
avs..U  S  Gas  Fixture  Co.     Gas  Fixtures.       700 

liighland  Const  Co.  N  e  cor  Amsterdam  av 
and   133th  st.  .Sllberstein  &   S.      Mantels.       725 

Julien.  S.  7  Sherman  sq.  .White  Enamel  Re- 
frigerator Co.     Refrigerator.  584 

Levinson  &  Zipkin.  N  s  104th  st,  135  e  of 
Park  av.  .Sllberstein  &   S.     Mantels.  440 

Levinson  &  Zipkin.  115-121  E  104th.. Bal- 
dinger  &    K.      Gas   Fixtures.  300 

Lewinthal,  F.  227-229  Lewis.. W  Kerby. 
Ranges.  322 

Maisel  &  Rohman.  E  s  Brown  pi  between 
1.10th  and  137th  st.  .Baldinger  &  K.  Gas 
Fixtures.  825 

New  England  Construction  Co.  S  s  l(>3d  st 
and  Broadway.  .W^estern  Mantel  Co.  Man- 
tels. 1.836 

Navarsky  &  Bielowitz.  329-343  E  94th.  .Bal- 
dinger &  K.     Gas  Fixtures.  635 

Perlman,  D.  S  s  118th  st,  248  n  of  Pleasant 
av.  .Sllberstein    &    S.      Mantels.  544 

Ronginsky,  P.  136th  st,  n  s,  235  w  5th  av. . 
I  A  oheppard  &  Co.     Ranges.  264 

Robinson.  C  S.  59  Bank.  .National  Elevator 
Co.     Elevator.  3.350 

Ronginsky.  P.  136th  st.  n  s,  235  w  5th  av. . 
Sllberstein  &  S.     Mantels.  1.029 

For  other  Judgments  in  Foreclosure  Suits.  Lis 
Pendens,  Foreclosure  Suits,  Judgments.  Satisfied 
Judgments.  Mechanic  Liens.  Building  Loan  Con- 
tracts. Satisfied  Mechanics'  Liens  and  Orders  see 
page  631. 
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DULNESS  prevailed  in  tlie  Stock  Market  this  week.  In- 
deed prices,  on  the  wliole,  may  be  said  to  be  a  little  lower 
than  last  week  and  flatness  more  pronounced.  Money  on  call 
was  somewhat  tighter,  but  rather  easier  on  time.  Railroad  and 
trade  reports  grow  instead  of  diminishing  in  their  account  of 
great  activity  in  business  and  traffic,  and  continue  their  encour- 
aging monotony.  There  is  no  halt  in  our  prosperous  progress, 
yet  speculation  could  not  be  deader  were  we  in  the  midst  of  a 
great  depression.  Wall  Street  finds  it  convenient  to  account 
for  this  state  of  things  by  the  political  unrest  r.nd  consequent 
situation,  but  it  may  be  that  time  will  develop  other  reasons. 
In  the  meantime  the"Hopeful  Club"  has  a  large  membership 
waiting  to  be  made  happy  after  the  election  in  this  State.  As 
it  is,  the  tape  moves  spasmodically.  It  is  felt  that  a  period  of 
uncertainty  is  being  tided  over,  and  some  say  that  the  financiers 
who  have  arranged  for  important  combinations  and  other  big 
things  which  await  announcement,  will  proclaim  them  at  a  time 
when  the  public  mind  is  in  condition  to  receive  them  properly. 
This  would  not  appear  to  be  the  case  at  the  moment.  There 
is  a  strong  undertone  in  some  stocks  and  securities.  A  feature 
worthy  of  remark  was  the  strength  of  the  United  States  Steel 
Corporation's  sinking  fund  5  per  cent,  bonds,  which  sold  at 
101,  a  new  high  record.  But  taking  the  market  as  a  whole,  bank- 
ing interests  and  cliques  appear  to  be  giving  the  market  little 
or  no  support.  Secretary  Shaw  was  in  Wall  Street  this  week,  but 
refused  to  discuss  the  financial  situation,  in  which  latter  it  may 
be  said  there  is  nothing  that  should  cause  immediate  anxiety. 
All  that  can  be  done,  therefore,  is  to  await  developments  in 
this  important  matter;  which,  other  things  being  equal,  should 
be  favorable  to  a  renewal  of  activity  in  real  estate  and  its 
kindred  interests. 


IT  can  hardly  be  declared  that  as  the  season  advances  the 
real  estate  market  in  Manhattan  becomes  more  interesting 
or  more  active.  On  the  contrary,  it  is  most  assuredly  less 
active  and  interesting  than  it  has  been  for  years.  It  has  failed 
entirely  to  develop  a  marked  speculative  tendency  in  any  one 
direction  or  in  any  one  part  of  the  city.  The  speculation  in 
tenement  houses,  which  has  been  such  a  noticeable  feature  of 
the  market  since  the  fall  of  1903,  has  at  length  subsided.  The 
speculation  in  vacant  land  is  confined  to  the  outskirts  of  the 
city,  and  does  not  affect  expensive  unimproved  real  estate  in 
Manhattan.  A  large  number  of  new  buildings  are  still  being 
erected  on  the  West  Side  and  in  the  wholesale  districts;  but 
there  is  no  pronounced  activity  in  those  sections.  A  few  weeks 
ago  the  purchase  of  private  dwellings  on  the  West  Side  attracted 
some  attention,  bufit  soon  vanished,  and  it  never  attracted  much 
interest  on  the  part  of  speculators.  The  fact  is  that  the  or- 
dinary speculator  is  less  certain  about  the  value  of  the  oppor- 
tunities for  making  money  in  real  estate  than  he  has  been  at 
any  time  during  the  past  five  years.  The  tenement  house 
speculation  has  been  worked  out,  and  will  leave  many  small 
operators,  who  have  lived  on  It  for  several  years,  a  good  deal 
at  a  loss  what  to  do.  Throughout  the  coming  year  at  least, 
the  erection  of  new  tenement  and  apartment  houses  will  be  a 
somewhat  precarious  business,  which  can  be  undertaken  only 
by  people  with  abundant  capital,    It  looks  as  If  the  best  oppor- 


tunities during  1907  would  fall  to  those  people  who  are  inter- 
ested in  properties  between  Twenty-third  and  Forty-second 
streets,  which  is  capable  of  being  developed  for  business  pur- 
poses. The  demand  for  loft  room  in  that  part  of  the  city  is 
still  excellent,  and  large  as  has  been  the  number  of  buildings 
of  that  kind  erected  during  recent  years,  the  supply  has  not 
overreached  the  demand.  It  is  likely  that  this  part  of  the 
city  still  affords  the  best  opportunity  for  si^eculative  activity. 
There  are  many  side  streets  and  several  avenues  in  the  area 
bounded  by  Twenty-third  and  Forty-second  streets,  Lexington 
and  Eighth  avenues,  which  have  not  received  th^  attention 
which  they  deserve.  It  is  this  area  which  is  to  be  the  heart 
of  the  New  York  of  the  future — of  the  New  York  the  majority 
of  whose  inhabitants  will  live  in  The  Bronx,  on  Long  Island, 
or  in  New  Jersey,  and  who  will  have  cheap  and  convenient 
means  of  traveling  to  and  from  their  homes.  These  people  will 
be  able  to  reach  this  central  district  more  conveniently  than 
they  can  reach  any  other  part  of  Manhattan,  and  a  vast  amount 
of  the  necessary  machinery  of  business  and  pleasure  will  neces- 
sarily be  concentrated  in  this  square  mile  of  territory.  Of 
course,  it  will  be  some  years  before  the  new  tunnels  and  rapid 
transit  routes  will  begin  to  have  their  effect,  and  the  purchaser 
may  have  to  wait  for  some  time  before  he  can  make  large 
profits,  but  it  is  the  man  who  buys  now  and  holds  on  tight 
who  will  make  the  money.  For  the  present,  the  only  indication 
of  the  future  prosperity  on  the  streets  and  avenues  which  have 
been  hitherto  neglected  will  be  the  steady  purchases  for  the 
sites  of  new  loft  buildings.  Such  purchases,  however,  will  really 
only  make  time.  The  day  will  soon  arrive  when  this  whole 
district  will  be  the  central  point  of  a  number  of  transit  fun- 
nels whose  large  ends  will  be  situated  in  the  outlying  boroughs, 
and  which  will  confer  an  extraordinary  monopoly  on  the  owners 
of  real  estate  within  the  area  described. 


The  New  Fifth  Avenue. 

THE  opening  of  the  new  dry  goods  store  of  Benjamin  Altman 
&  Co.,  at  the  corner  of  Fifth  Avenue  and  Thirty-fourth 
Street,  is  the  best  possible  indication  of  the  transformation 
which  has  been  taking  place  on  that  thoroughfare  since  1901. 
The  character  of  the  Altman  store  and  the  length  of  time  which 
was  required  to  buy  the  necessary  land  is  the  most  typical  illus- 
tration of  character  of  the  whole  transformation.  In  1901 
Fifth  Avenue  had  for  fifteen  years  been  changing  slowly  from 
a  thoroughfare  which  was  given  up  to  expensive  residences  to 
one  which  was  given  up  to  the  best  class  of  retail  trade;  but  up 
to  that  time  the  change  had  not  been  particularly  profitable  to 
the  owners  of  real  estate  on  Fifth  Avenue.  The  new  stores  on 
the  avenue  did  not  do  very  much  more  than  hold  their  own,  and 
the  price  of  real  estate  remained  about  where  it  was  in  1885, 
when  Fifth  Avenue  was  still  for  the  most  part  the  abiding  place 
of  wealthy  people.  The  transformation  did  not  have  any  very 
active  effect  on  the  value  of  property  until  after  1901.  In  that 
and  the  following  years  it  was  suddenly  realized  that  New  York 
was  becoming  more  than  ever  the  city  of  the  rich  and  that  more 
money  than  ever  was  to  be  made  by  catering  to  the  needs  of  the 
wealthy  people  who  spent  part  of  their  time  In  the  city.  A 
sudden  demand  for  locations  on  Fifth  Avenue  set  in.  The  prices 
of  property  and  the  rental  value  of  shops  began  to  rise  rapidly, 
and  one  important  retail  firm  after  another,  which  had  formerly 
been  located  south  of  Twenty-third  Street,  secured  sites  on  the 
avenue.  This  process  has  continued  ever  since,  until  at  the 
present  time  we  believe  that  for  the  mile  and  over  between 
Twenty-sixth  and  Forty-eighth  streets,  which  includes  the  part 
of  the  avenue  devoted  to  the  retail  trade,  a  higher  level  of  real 
estate  values  prevails  than  it  does  over  any  similarly  long 
stretch  of  street  frontage  in  the  world. 

No  single  man  in  New  York  City  anticipated  the  meaning  of 
this  transformation  and  did  more  to  accelerate  it  than  Benjamin 
Altman.  Acting  under  the  best  advice  he  could  get  as  to  real 
estate  values,  he  began  his  purchases  a  number  of  years  ago 
with  the  corner  of  Thirty-third  Street  and  Fifth  Avenue  and 
several  adjoining  houses.  At  first  he  proceeded  very  slowly, 
perhaps  too  slowly;  but  towards  the  end  he  bought  hard  and 
fast,  and  the  vigor  of  his  purchases  advanced  the  value  of 
property  on  the  block  he  wanted  to  such  a  high  level  that  many 
people  began  to  wonder  whether  it  could  pay  him  to  purchase 
his  land  at  such  a  heavy  cost.  But  Mr.  Altman  knew  what  he 
was  about,  and  large  as  were  the  prices  he  paid,  they  were 
smaller  than  the  existing  level  of  real  estate  values  on  the  best 
parts  of  Fifth  Avenue  and  of  Thirty-fourth  Street.  The  con- 
sequence is  that  Mr.  Altman  not  only  piled  together  a  piece  of 
property  which  is  worth  more  than  he  paid  for  it,  but  he  ob- 
tained absolutely  the  best  site  In  the  city  for  his  new  store,  and 
one  which  cannot  possibly  be  duplicated  by  any  of  his  competi- 
tors.   The  vaJue  of  real  estate  on  Fifth  Avenue  at  the  present 
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time  is  so  high,  so  many  tall  buildings  have  been  erected,  and 
the  lots  are  tied  up  with  so  many  long  leases,  that  no  corpora- 
tion, unless  it  possessed  the  power  to  condemn  the  land  it 
needed,  could  purchase  a  block  front  on  the  avenue.  The  only 
other  similar  frontage  was  that  owned  by  the  late  Marshall 
Field  of  Chicago,  and  Mr.  Altman  wisely  withdrew  that  property 
from  the  market  by  leasing  it  himself.  A  very  rich  firm  might 
possibly  piece  together  75  or  100  feet  somewhere  on  the  avenue 
which  could  be  connected  with  a  larger  area  in  the  adjoining 
side  streets;  but  the  location  of  such  a  plot  would  necessarily 
be  much  inferior  to  that  of  Mr.  Altman.  and  it  would  be  ter- 
ribly costly  to  its  purchaser.  Mr.  Altman  has  not  only  the  best 
site  for  a  general  dry  goods  store  on  Fifth  avenue,  but  just 
at  present  he  has  the  only  site,  and  such  a  distinction  will  most 
assuredly  give  him  a  marked  advantage  over  his  competitors. 

The  distinction  will  be  very  great,  because  there  can  be  no 
doubt  that  Fifth  avenue  is  destined  to  become  the  most  con- 
spicuous and  from  certain  points  of  view  the  most  interesting 
thoroughfare  in  the  United  States.  As  we  have  said,  real  estate 
values  are  and  will  be  higher  for  a  longer  distance  than  on 
any  other  street  in  the  world;  and  such  high  values  will  neces- 
sarily bring  with  them  an  architecture  correspondingly  imposing. 
It  is  not  appropriate  for  a  large  store  on  Fifth  avenue  to 
be  merely  a  simple  and  businesslike  structure.  Such  a  location 
demands  a  certain  amount  of  architectural  pretension,  and  the 
various  large  firms  located  on  the  avenue  have  fully  realized 
this  fact.  Buildings  like  those  of  Tiffany  and  the  Gorham  Com- 
panies are  a  new  thing  in  the  architecture  of  American  business 
buildings.  They  are  not  merely  ornate,  but  they  are  handsome 
and  distinguished.  One  has  only  to  compare  the  old  cast-iron 
front  which  the  Tiffany  Company  used  to  occupy  on  the  corner 
of  Fifth  avenue  and  Fifteenth  street,  with  the  marble  Venetian 
palace  on  the  corner  of  Fifth  avenue  and  Thirty-seventh  street 
in  order  to  realize  how  much  more  attractive  and  "swell"  the 
new  shop  on  Fifth  avenue  has  to  be,  and  so  it  is  with  the  Altman 
store.  Mr.  Altman  has  erected  the  best  looking  general  dry 
goods  store  to  be  found  either  in  this  country  or  in  Lon- 
don or  Paris.  The  big  stores  in  London  are  insignificant. 
Those  in  Paris  are  florid.  The  new  Macy  and  Wanamaker 
buildings  in  this  city,  and  the  Marshall  Field  Building  in  Chi- 
cago, are  spacious,  convenient  and  respectable  structures;  but 
they  are  lacking  in  architectural  distinction  or  style.  The  Alt- 
man  store,  on  the  other  hand,  like  those  of  Tiffany  and  Gorham, 
has  style  and  distinction.  It  does  not  merely  look  costly,  but 
it  looks  as  if  the  money  had  been  well  spent,  in  order  to  pro- 
duce an  effect  which  is  both  imposing  and  in  good  taste.  The 
stone  of  which  it  is  constructed  was  imported  from  France,  and 
has  an  admirable  surface  and  texture,  and  the  design,  while  it 
lacks  the  coherence  which  is  characteristic  of  the  buildings  on 
Fifth  avenue  designed  by  McKim,  Mead  &  White,  is  nevertheless 
acceptable,  and  will  produce  the  desired  effect  upon  the  public. 
Buildings  of  this  kind  are  not  suflBciently  numerous  on  the 
avenue  to  give  character  to  the  whole  thoroughfare.  There 
are  still  remaining  so  many  brownstone  fronts  into  which 
stores  have  been  knocked  that  they  impair  the  uniformity  of 
the  architectural  effect.  But  little  by  little  these  buildings  will 
be  replaced  by  others  more  appropriate,  until  the  business  part 
of  Fifth  avenue  will  have  a  uniformly  attractive  and  imposing 
appearance. 


ONE  effect  of  the  excessive  enlargement  of  the  boundaries 
of  New  York  has  been  to  include  within  municipal  lim- 
its districts  in  which  many  years  ago  cemeteries  were  estab- 
lished, with  no  expectation  that  they  would  ever  be  included 
in  New  York,  and  in  fact  with  the  declared  purpose  of  being 
"outside  the  city  limits"  of  the  two  hundred  and  ten  thousand 
acres  included  within  the  boundaries  of  the  city  of  New  York. 
Ten  thousand  acres  in  this  area  are  made  up  of  parks  and  cem- 
eteries, the  cemeteries  including  3,125  acres.  Calvary  cemetery, 
in  Queens  County,  has  an  area  of  300  acres,  Greenwood  has  478, 
Cypress  Hills,  400;  Cedar  Grove,  300;  Evergreen,  300;  Lutheran 
Cemetery  in  Newtown,  250;  Maple  Grove,  100;  St.  John's,  180 
and  Mount  Pleasant  100.  Successive  acts  of  legislation 
have  authorized  the  incorporation  of  cemetery  associations,  fix- 
ing in  each  case  a  location  outside  of  the  city;  but  these  acts 
have  failed  to  provide  for  any  extension  of  the  city  boundaries. 
Although  New  York  has  within  its  limits  upward  of  three 
thousand  acres  of  cemetery  lands,  it  derives  no  revenue 
from  cemeteries,  either  in  taxes  or  directly,  and  is  in  this  par- 
ticular different  from  some  other  American  cities  shown  by 
recent  reports  to  contribute  half  a  million  dollars  a  year  to  city 
revenues.  From  cemeteries  Boston  gets  $24,000;  Cleveland,$44,500; 
Providence,  $20,00j;  Rochester,  $36,000;  Toledo,  $12,000;  Wor- 
cester, Mass.,  $27,000;  Fall  River,  $12,000;  Lowell,  Mass.  $18,000; 


Grand  Rapids,  Mich.,  $20,000;  New  Bedford,  Mass.,  $15,000; 
Cambridge,  Mass.,  $14,000;  Lynn,  Mass.  $14,000;  Springfield,  111., 
$20,000;  Des  Moines,  la.,  $12,000;  Terre  Haute,  Ind.,  $11,000  and 
Portland,   Me.,  $20,000. 


The  Improvement  of  Upper  Broadway. 

To  the  Editor  of  the  Record  and  Guide: 

In  your  issue  of  Oct.  13  you  erroneou.siy  give  me  the  credit 
for  being  chairman  of  the  committee  which  has  been  fighting 
for  the  improvement  of  upper  Broadway  on  behalf  of  the  West 
End  Association,  Tiie  statement  is  an  error,  as  the  credit  is 
due  to  Mr.  Frank  R.  Houghton,  the  chairman  of  the  West  End 
Association's  Committee  on  Local  Improvements.  Tlie  work  that 
I  have  done  towards  this  same  object  hqs  been  on  behalf  of  the 
Municipal  Art  Society. 

It  is  a  mistake,  however,  to  believe  that  the  fight  is  won,  as 
unless  considerably  more  interest  is  shown  by  the  citizens  of 
the  upper  West  Side  the  appropriation  now  proposed  for  this 
purpose  may  be  lost  in  the  general  pruning  to  which  the  city's 
budget  is  always  subjected.  President  Herrman,  of  the  Park 
Board,  has  included  in  his  budget  for  the  coming  year  an  item 
of  if.jO.OtK)  for  this  purpose.  On  behalf  of  the  Municipal  Art 
Society  I  addressed  the  Board  of  Estimate  and  Apportionment 
urging  this  appropriation  and  asking  that  the  Society  be  in- 
formed as  to  the  time  when  I  might  appear  to  urge  the  matter. 

It  was  generally  understood  that  the  matter  would  be  con- 
sidered at  the  public  hearing  before  the  Board  last  Friday, 
Oct.  12.  I  was  present  at  the  meeting,  and  the  West  End  Asso- 
ciation was   represented  by  Mr.  John  C.  Coleman. 

The  calendar  for  the  day  made  no  mention  of  the  matter,  and 
I  am  now  attempting  to  have  a  day  set  when  the  Municipal 
Art  Society  and  the  West  End  Association  may  be  heard. 

But  if  this  appropriation  is  granted  the  work  will  be  but  half 
done.  If  the  parkways  are  planted  without  being  properly  pro- 
tected by  suitable  fences  the  improvement  will  have  no  per- 
manent value. 

These  fences  are  not  under  control  of  the  Park  Department, 
but  must  be  erected  by  the  Commissioner  of  Public  Works.  I 
requested  Commissioner  Dalton  to  include  an  amount  for  this 
fencing  in  his  estimates,  but  President  Ahearn's  office  tells  me 
that  although  Commissioner  Dalton  made  the  recommendation 
that  .?50,000  be  granted  for  fencing,  that  no  specific  item  for 
this  purpose  appeared  in  the  final  estimates. 

I  am,  however,  informed  by  President  Ahearn's  office  that  as 
these  fences  are  in  the  nature  of  "permanent  improvement,"  the 
appropriation  may  be  obtained  at  any  time  by  an  issue  of 
re\-«nue  bonds. 

Tou  will  therefore  see  that  the  fight  is  not  won  unless  every 
man    who    is    interested    impresses    upon    the    Board    of    Appor- 
tionment that  this  improvement  is  wanted,  and  wanted  at  once.. 
If  upper  Broadway   remains  in   its  present  neglected  condition, 
the  people  will  be  to  blame. 

CHARLES   H.   ISRAELS. 
(Chairman  Com.  on  .Street  Fixtures  Municipal  Art  Society.) 


Justice  Fitzgerald's  Recent  Decision  on  Real 
Estate  Law  Somewhat  of  an  Innovation. 

To  the  Editor  of  the  Record  and  Guide: 

The  law  firm  of  Frankenthaler  &  Sapinsky,  of  35  Nassau  st, 
were  the  plaintiff's  attorneys  in  the  following  described  action: 

Mr.  A  had  eniereil  into  a  contract  to  exchange  certain  un- 
improved property  in  Brooklyn  for  tbe  premises  410  West  .56th 
St.  owned  by  Mr.  B,  ihe  defendant.  The  contract  described  the 
■'>Gth  st  premises  as  being  25  ft.  in  width  in  front  and  rear  and 
100  ft.  in  depth  on  each  side  (more  or  less),  and  further  pro- 
vided that  at  the  time  of  closing  title  the  premises  were  to  bo 
con\-eyed  free  and  clear  of  all  violations  which  had  been  filed  in 
(he  Municipal  Departments  prior  to  the  date  of  making  contract. 

At  the  time  of  closing  title  it  appeared  that  the  lot  was  7  ft. 
shorter  than  the  contract  required,  and  the  violations  had  not 
been  remo\'ed.  The  defendant  at  that  time  conceded  that  he 
was  unable  to  perform  in  accordance  witli  the  contract,  but  in- 
sisted that  the  plaintiff  must  either  take  the  premises  in  its 
then  existing  condition,  or  should  satisfy  himself  with  receiving 
the  return  of  his  deposit,  together  with  the  costs  and  expenses 
of  searching  the  title.  The  plaintiff  refused  to  accept  either 
proposition,  insisting  instead  upon  having  the  .5Gth  st  property, 
together  with  a  reasonable  allowance  because  of  the  shortage 
and  -of  the  existing  violations. 

It  was  strongly  urged  by  the  defendant's  attorney  in  this 
action  that  tlie  Court  had  no  power  to  make  a  new  contract 
for  the  parties,  and  that  the  plaintiff  must  take  the  property 
as  it  stands  or  accept  the  return  of  h;s  deposit  with  counsel 
fees. 

LTnsatisfactory  and  unjust  as  this  proposition  may  seem,  it 
has,  strange  to  say,  been  generally  recognized  as  the  correct 
one  by  real  estate  attorneys  generally.  The  English  courts 
have  for  many  years  recognized  the  fact  that  a  court  of  equity 
has  full  power  to  decree  specific  performance  ^^^th  a  reduction 
in  the  purchase  price  to  the  buyer,  because  of  shortage  In  the 
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quantity  of  land  conveyed,  or  because  of  defects  in  the  title. 
This  power  of  tlie  courts  of  equity  has  been  recognized  in  very 
early  New  York  decisions.  These  decisions,  however,  relate 
mostly  to  farm  land  and  not  to  city  lots.  The  question  seems 
never  to  have  arisen  squarely  of  recent  years  as  to  its  applica- 
tion to  city  property.  Dicta  in  many  recent  decisions  would 
seem  to  infer  that  the  New  York  courts  doubted  their  power  to 
compel  specific  performance,  at  the  same  time  making  an  allow- 
ance to  the  buyer  for  shortage  or  for  other  defects.  The  ques- 
tion came  up  squarely,  however,  before  Mr.  Justice  Fitzgerald, 
who   decreed   specific  performance   with    an   allowance   of  $1,000. 


Real  estate  dealers  and  persons  interested  In  real  estate  gen- 
erally should  congratulate  themselves  because  of  Mr.  Justice 
Fitzgerald's   decision. 

Heretofore  many  a  buyer  has  lost  tlie  advantage  of  many 
highly  profitable  purchases  because  he  was  unwilling  to  take 
the  property  in  a  condition  other  than  he  understood  It  to  be 
at  the  time  of  the  contract,  or  has  been  compelled  to  content 
himself  with  the  return  of  his  deposit,  and  searching  fees.  He 
may  now,  in  a.  proper  case,  insist  upon  getting  the  property 
and  at  the  same  time  upon  receiving  an  allowance  from  fh? 
price   for   all  defects.  H. 


The    Housing    0 

uestion    in    Manhattan 

WHEN     TENEMENTS 
ARE  WELL  PLANNED 

Subject  of    Remarks  By  Francis   E. 
Ward,  Esq.,  at    the   Opening  of   the 
Real  Estate  School  of  the  West  Side 
Young   Men's  Christian   Association 

THi;  RE.AL,  ESTATE  SCHOOL  of  the  West  Side  Y.  M.  C.  A., 
:j'-0  West  57th  St,  began  its  sessions  Tuesday  night  with 
more  than  two  hundred  brokers,  real  estate  agents,  lawyers 
and  ownei-s  of  property  in  its  cla.sses.  The  first  meeting  was 
held  in  the  Assembly  Hall  of.  the-  Y.  M.  C.  A.,  and  was  called 
to  order  by  Harmon  H.  Neill,  who  is  in  charge  of  these  courses. 
Walter  Stabler,  comptroller  of  the  Metropolitan  Life  Insurance 
Co.,  v,ho  is  one  of  tlie  committee  of  management  of  the  asso- 
ciation, and  also  a  membA  of  the  real  estate  advisory  com- 
mittee of  the  school,  followed  Mr.  Neill,  and  added  to  his  out- 
line of  the  course.  Mr.  Stabler  said,  in  part,  that  when  he  had 
first  heard  of  this  project  to  train  men  in  some  of  the  rudiments 
of  the  profession  of  real  estate  and  to  enable  them  more  quickly 
to  become  capable  in  their  chosen  profession,  he  had  believed 
the  idea  an  impossible  fancy.  He  had  come  to  one  of  the  lec- 
tures to  see  wliat  wais  being  done,  had  been  converted  to  tlieir 
usefulness  and.  as  a  result,  had  been  glad  to  become  one  of  the 
advisory  committee. 

At  these  lectures,  Mr.  Stabler  said,  men  successful  in  the 
various  branches  of  the  real  estate  business  took  into  their 
hearts  tlie  students,  and  told  them  how  they,  themselves,  had 
succeeded,  and  what  young  men  must  do  to  achieve  success.  In 
the  past  such  information  a  broker  would  give  to  some  favored 
young  man,  but  never  before  had  this  valuable  personal  view  of 
the  real  estate  business,  as  seen  by  its  leaders,  become  available 
for  a  class  of  men. 

The  beginnings  of  the  real  estate  course,  which  had  been 
limited  three  years  ago  to  lectures,  had  now  been  systematized 
still  further,  and  a  special  course  of  lectures  on  real  estate  law 
would  begin  Thursday  evening,  Nov.  15.  This  course,  Mr. 
Stabler  said,  would  be  in  charge  of  Mr.  Henry  F.  Miller,  one 
of  the  best  conveyancers  in  the  city  of  New  York.  This  course, 
he  said,  would  be  particularly  instructive  and  extremely  in- 
teresting. 

Continuing,  Mr.  Stabler  said:  "Now,  there  must  be  a  system 
In  any  business  to  make  it  successful;  we,  therefore,  discussed 
the  wisdom  of  having  a  course  in  business  system,  and  there 
was  some  doubt  as  to  whether  such  a  course  would  be  interest- 
ing and  of  value.  I  am  glad,  however,  to  say  that  our  course 
on  the  theory  and  principle  of  managing  a  real  estate  office, 
and  kinds  of  property  handled,  and  by  whom  disposed  of,  under 
Mr.  Ronald  C.  Lee,  has  proved  most  valuable.  This  course  on 
the  actual  management  of  an  office  is  useful  to  any  one  in- 
terested in  real  estate,  whether  broker,  agent  or  operator;  in 
this  course  he  can  gain  more  information  of  a  practical  nature  in  a 
short  time  than  in  any  other  way.  That  our  policy  has  been 
successful  is  evidenced  by  the  fact  that  the  first  year  our  single 
course  had  230  registered.  The  second  year  our  three  courses 
had  a  registration  of  2!)0,  and  to-night  we  begin  the  first  coui-se, 
with  two  other  courses  yet  to  be  heard  from,  with  a  preliminary 
registration  of  200  men." 

Francis  E.  Ward,  former  president  of  the  Board  of  Real 
Estate  Brokers,  was  the  next  speaker.  His  topic  was  "Hous- 
ing," and  his  remarks  were  illustrated  by  plans  of  bad  and  good 
tenements  thrown  on  a  stereopticon  screen. 

At  the  conclusion  of  the  meeting  Mr.  William  H.  Britigan, 
Educational  Director,  announced  that  the  first  of  the  monthly 
dinners  of  the  Acme  Real  Estate  Club  of  the  school,  would  be 
held  on  Monday  night,  at  7  o'clock,  at  Reisenweber's,  when  Mr. 
Charles  C.  Edwards  would  speak  on  "Mortgage  Loans."  Other 
prominent  real  estate  men  will  also  give  addresses. 

On  Tuesday  evening,  Oct.  23,  Mr.  John  R.  Foley  will  address 
the  Real  Estate  Class  on  "The  Procuring  and  Selling  of  Real 
Estate."  Four  hundred  me,.'  were  present  on  Tuesday  night, 
and  it  was  the  best  and  biggest  opening  the  Y.  M.  C.  A.  ever 
had.  The  enrollment  in  the  Real  Estate  Class  is  now  200,  and  it 
promises  to  go  very  much  higher,  showing  the  interest  that  is 
being  taken  in  the  subject.  Mr.  BrUigan,  who  has  planned  and 
headed    this    work,   along   with    many    other   departments   of    in- 


struction, is  recognized  as  the  most  successful  organizer  In  the 
history  of  the  association. 

HOUSING. 

The  distinction  of  leading  off  the  course  of  lectures  was  very 
properly  assigned  to  Francis  E.  Ward,  Esq.,  who  spoke  in  part 
as  follows: 

"We  are  assembled  here  to-night  to  begin  an  earnest  season's 
work.  That  which  was  an  experiment  two  years  ago,  has  be- 
come a  success,  and  the  testimony  of  those  who  have  been 
benefited  by  the  instruction  here  received  is  sufficient  incentive 
for  the  management  to  take  up  the  work  for  the  future  with 
renewed  enthusiasm. 

"When  your  able  Educational  Director  asked  me  to  speak  this 
evening  on  the  occasion  of  the  reassembling  of  the  class  and 
to  choose  my  topic  for  the  opening  lecture,  I  reviewed  the 
technical  instructions  that  have  been  received  in  the  regular 
courses  for  the  past  two  seasons,  and  it  seemed  to  me  that  it 
might  be  well  to  be.gin  this  season's  course  by  giving  you  an 
informal  talk  on  a  great  topic  in  which  most  of  the  human  race 
is  more  interested  than  in  any  other,  bar  one,  that  can  come 
to  its  attention;  and  you  therefore,  as  members  of  this  race 
should  be,  interested  theoretically,  but  practically  also  because 
it  has  much  to  do  with  the. business  promulgated  by  these  lec- 
tures, for  it  is  an  axiom  or  self-evident  truth,  that  man  must 
be  fed,  lest  he  perish,   and,  except  in  the  language  of  Kipling, 

"Somewheres  east  of  Suez,  where  the  best  is  like  the  worst, 

Where  there  aren't  no  Ten  Commandments  an'  a  man  can  raise  a  thirst," 

it  is  a  proposition  that  he  shall  be  clothed,  and  it  is  a  corollary 

to   that   proposition    that   he   should   be   housed,    and    'housing'  'is 

the  topic  for  to-night's  consideration. 

"There  must  be  refuge!     Men 
Perished  In  winter,   till  one  smote  fire 
From    flint   stones    coldly    hiding   what  Ihey   held. 
The  red  spark  treasured  by  the  kindling  sun; 
They  gorged  on  flesh  like  wMves  till  one  sowed    corn 
Which    grew   a    weed,    now    makes   the  life   of  man. 
They  mooed  and  babbled  till  some  tongue  struck  speech 
And   patient  fingers  framed  the  letteredsound. 
What  good   gift  have  my   brothers  but  it  came 
From  search  and  strife  and  loving    sacrifice?" 

"The  possibility  of  feeding  man  was  solved  by  the  invention 
of  the  American  harvesting  machine,  whereby  vast  tracts  of 
land,  in  many  cases  units  of  thousands  of  acres,  can  be  mora 
expeditiously  harvested  than  could  be  a  single  acre  by  the  indi- 
vidual farmer  in  the  old  days;  but  as  man  cannot  live  by  bread 
alone,  his  inventive  faculties  have  been  active  in  supplying  all 
kinds  of  food  in  huge  wholesale  quantities,  from  the  packing 
of  meats  to  the  preserving  of  delicacies,  and  now  partially- 
cooked  foods  preserved  in  tins  are  ready  for  him  to  'just  add 
hot  water  and  serve,'  the  last  refinement  being  a  double  cylinder 
can  containing  a  chemical  between  the  linings,  to  which  the 
addition  of  a  modicum  of  cold  water  will  produce  a  reaction 
generating  heat  beyond  boiling  point!     Thus  man  is  fed. 

"The  American  sewing  machine  has  solved  the  problem  of 
clothing  man,  and  vast  are  the  facilities  of  the  large  manu- 
facturing establishments  devoted  to  this  end.  A  practically  limit- 
less supply  of  clothing  sufficient  for  all  mankind,  women  and 
children  too,  could  be  produced  in  New  York  City  alone  by 
working  the  great-  factores  to  their  full  capacity  for  a  few 
months.  Along  Broadway  we  see  signs  differentiating  the 
clothing  in  demand  for  men,  women  and  children,  and,  in  a 
single  loft  ."0x200,  where  they  manufacture  according  to  the 
legend  displayed  on  their  sign,  'Children's  and  Youths'  Pants 
exclusively,'  the  enormous  number  of  twenty-five  thousand  pairs 
per  week,  or  over  a  million  a  year,  are  manufactured.  This 
marvelous  industry  of  the  wholesale  manufacture  of  clothing 
has  been  made  possible  by  the  most  brilliant  and  ingenious 
invention  of  modern  times,  that  of  Ellas  Howe,  to  whom  canve 
the  original  thought  of  putting  the  eye  in  the  business  end  of 
the  needle,  making  possible  the  sewing  machine.  Thus  mankind 
is  clothed. 
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"With  the  ability  to  manufacture  food  and  clothing  in  limit- 
less quantity  comes  the  demand  to  distribute  these  necessities, 
and  the  vast  systems  of  railroads  and  shipping  has  sprung  up 
to  carry  these  products  to  all  parts  of  the  earth.  Thus,  famine 
may  be  relieved  and  the  terrors  of  want  assuaged,  and  whatever 
may  be  the  creed  or  nationality  of  the  suffering,  in  whatever 
locality  want  may  exist,  supplies  are  available  and  the  means 
of  relief  are  at  hand. 

"He  whose  ancestor  gazed  down  upon  uncultivated  fields  and 
wild  morass  from  the  hole  which  he  has  hollowed  in  the  hill- 
side, now  gazes  down  through  plate  glass  windows  upon  lower 
roofs  and  busy  streets  and  turns  from  his  window  to  survey 
a  luxury  of  appointment  undreamed  of  even  a  generation  ago. 
But  with  increasing  demands,  while  he  has  many  rooms  fre- 
quently he  has  not  much  room.  As  a  dweller  said  to  me:  'The 
decorations  are  so  magnificent,  the  conveniences  so  complete, 
and  the  premises  so  small  that  I  can  find  no  room  for  com- 
plaint." 

"The  old-fashioned,  rickety  tenement  is  fast  disappearing. 
Mills'  hotels  and  model  tenements  built  to  order  for  the  humblest 
occupants,  are  replacing  them,  until  now,  to  differentiate  be- 
tween tenement  and  private  dwelling  is  a  problem  to  solve 
which  will  furnish  a  bone  of  contention  from  which  the  lawyers 
will  strip  the  meat  to  feed  their  children  withal! 

"The  problem  of  housing  in  the  country  is  comparatively 
simple— with  the  raw  material  close  at  hand  and  the  craft  of 
any  intelUgent  laborer;  but  the  influx  of  population  to  the  cities 
brings  forward  a  different  problem,  varying  in  complexity  to  the 
conditions  obtaining  in  each  city,  and  especially  complicating 
matters  w-hen  the  city  is  of  rapid  growth  and  prevented  by 
natural  surroundings  from  expanding  in  all  directions. 

"Perhaps  nowhere  elst  in  the  world  are  the  conditions  more 
unfortunate  for  concentrated  residence  than  in  this  Borougl^ 
of  Manhattan,  the  coming  Empire  City  of  the  World,  our  own 
little  New  York. 

"Briefly  stated,'  the  problem  of  housing  here  to-day  is  how  to 
accommodate  the  greatest  number  of  persons  upon  the  smallest 
area  of  land,  with  the  greatest  possible  comfort  for  all,  and 
with  the  lea.'it  possible  friction. 

'Not,',  the  Chinese  method  of  treating  the  problem  would  be 
somewhat  like  this:  A  room  shall  be  lOxlOxlO — that  is  big 
enough  for  ten  people  to  sleep  in.  Then  on  an  area  200x200  and 
twenty  stories  high  you  have  8,000,000  cu.  ft.,  giving  8,000 
rooms  to  accommodate  80,000  to  the  acre! 

"Details  of  construction,  sanitation  and  comfort  being  elim- 
inated, we  v.-ould  have  the  simple  life  and  speedy  death,  thereby 
lessening  the  demand  for  city  lite,  and  the  populace  would  stay 
in  the  country  where  they  should  be,  and  thus  the  problem 
would  be  solved.  _ 

"But  we  are  not  Chinese,  and  because  we  are  a  people  de- 
manding much  and  possessing  great  ingenuity,  and  have  stored 
among  us  a  certain  amount  of  the  wisdom  of  the  ages  and 
lessons  of  experience  in  this  beautiful  city,  we  must  consider 
certain  factors  which  are  of  importance  in  housing  people. 

"The  chief  factors  met  with  objectively  are  the  Building 
iJepartment  and  the  Department  of  Health.  These  get  busy 
if  we  neglect  them.  Tlie  former  demands  that  a  building  shall 
be  adequate  for  the  use  to  which  it  is  to  be  put,  firm  of  founda- 
tion, and  of  sufficient  structural  strength,  and  the  latter  requires 
that  sucTi  arrangements  of  roonas  and  sanitary  appliance?  shall 
*  be  made  as  will  conduce  to  the  safety  and  health  of  the  occu- 
pants. 

"Bu;  these  two  bureaus  and  all  the  regulations  of  the  various 
departments  and  commissions  should  be  subservient  to  two 
constant  primary  factors  which  are  of  utmost  importance  to 
the  builders  of  houses,  and  these  are:  'THE  HEIGHT  OP  A 
MAN  AND  THE  PATH  OF  THE   STTN." 

"The  first  of  these,  the  height  of  a  man,  sliall  always  de- 
termine the  size  of  a  room,  and  when  this  factor  has  been 
neglected  rooms  became  so  small  that  the  law  has  had  to  inter- 
vene and  require  that  the  smallest  room  shall  embrace  an  area 
of  at  least  70  sq.  ft.;  also  that  every  apartment  shall  have  one 
room  of  120  sq.  ft. 

"The  second  factor,  the  path  of  the  sun,  should  control  the 
facing  of  windows  and  the  position  and  size  of  courts,  and  when 
and  where  this  factor  is  overlooked,  sooner  or  later  loss  shall 
come  to  the  owner  and  ill  health  to  the  occupant. 

"Philadelphia,  a  city  of  homes,  has  thousands  of  neat,  well- 
planned  little  houses  built  in  blocks  at  a  time,  well  adapted  for 
housing  the  wage-earner.  Pullman  and  Canton  have  their 
beautiful  proprietary  villages  for  housing  the  employees  of  great 
manufacturing  concerns. 

"Brooklyn  swarms  with  two-family  houses,  but  in  New  York, 
where  land  values  are  so  high,  the  tenement  (a  dwelling  housing 
more  than  two  families)  has  been  developed  to  the  highest 
degree  for  concentrated  residence. 

"Elsewhere  the  poor  live  in  old  houses  in  unfashionable  or 
remote  localities,  but  here  both  philanthropy  and  enterprise 
have  built  successfully  special  dwellings  on  a  high  scale  for 
housing  them. 

"It  will  always  be  a  financial  failure  to  build  new  houses 
for  the  poorest.  Just  as  the  Brevoort  House,  once  the  most 
expensive   and   esclusivi?  of  our  hotels,   now   caters  to   a   less 


extravagant  clientele,  so  the  flat-house  will  become  a  tenement, 
and   in   its   latter  daj-s   will   house   the   poorest. 

"The  great  demand  for  housing  lured  the  selfish  and  unscru- 
pulous to  build  worse  than  any  ever  knew,  and  a  'Budensiek 
Building'  is  the  utmost  expression  for  all  that  is  bad;  named 
after  the  builder  whose  structure  fell  when  nearly  completed, 
through  the  lack  of  structural  strength  and  wretchedness  of 
building   material. 

"You  all  are  familiar  with  the  type  of  tenement  which  pre- 
vailed before  the  excellent  work  of  the  Tenement  House  Com- 
mission had  such  laws  passed  as  prevented  its  further  con- 
struction. It  was  known  as  the  dumb-bell  plan,  and  specially 
recommended  itself  to  the  speculative  builder  who  happened  to 
be  a  pioneer  in  disturbing  a  locality  by  the  erection  of  its  first 
tenement. 

"A  building  thus  planned  standing  alone  gives  excellent  ac- 
commodation and  pure  air  and  light  to  all  the  rooms,  but  when 
its  plan  is  repeated  alongside,  all  but  the  front  and  rear  rooms 
on  that  side  are  darkened  and  blocked  from  air  by  the  formation 
of  a  closed  court  and  the  proximity  of  the  new  building. 

"When  again  a  similar  building  is  erected  on  the  other  side, 
the  original  building  becomes  dark,  dreary  and  stagnant,  ut- 
terly unfit  for  habitation.  Previous  to  1900,  10  out  of  14  rooms 
in  tenements  were  dark.  (Exhibit  of  stereopticon  views  of 
dumb-bell  tenements  1-2.)  The  path  of  the  sun  had  been  ne- 
glected when  its  plan  was  made. 

"The  requirements  for  concentrated  living  are  that  for  the 
housing  of  each  family  there  should  be  for  eacTi  and  every 
apartment  or  tenement  safety,  fresh  air,  direct  light,  thorough 
draft,  sunshine,  privacy,  quiet,  sanitation. 

"This  popular  dumb-bell  plan  lacks  many  of  these  require- 
ments when  it  stands  alone,  and  when  sandwiched  between 
others  of  like  plan  fails  in  all.  Some  twenty-five  years  ago,  a 
syndicate  subscribed  sufficient  money  to  erect  on  a  frontage 
of  120  ft.  in  Cherry  st,  the  first  rfiodel  tenement  as  a  procest 
against  the  prevailing  type  and  as  an  object-lesson  to  future 
builders. 

"A  study  of  this  plan  will  reveal  its  faults  at  once;  neglectful 
of  the  path  of  the  sun,  it  is  built  on  the  north  side  of  the  street 
with  open  courts  constricted  by  a  throat  and  with  long  public 
halls,  making  privacy  and  quiet  impossible.  Could  the  building 
be  turned  about  with  courts  opening  southerly  on  the  street, 
only  in  minor  details  could  this  plan  have  been  impro\'ed. 

(Views  of  plan  of  Cherry  Street  Improved  Tenements  and  of 
modified  plan  3-4.) 

"In  1000  architects  were  invited  by  the  Tenement  House  Com- 
mission to  exhibit  plans  in  competition  for  tenements  to  be  built 
on  lots  50x100,  75x100  and  100x100. 

"One  hundred  and  seventy  architects  submitted  308  plans,  and 
to  Mr.  R.  Thomas  Short  was  awarded  the  first  prize  for  plan 
100x100.  (Exhibit.)  Yet  this  plan  neglected  'the  path  of  the 
sun.' 

"The  common  comforts  supplied  to-day  to  tenements,  the  sup- 
ply of  water,  gas  and  sanitary  accessories,  make  the  occupants 
more  comfortable  than  ■n-ere  the  households  of  the  rich,  with  all 
their  luxuries,  a  century  ago. 

"No  better  use  can  be  made  of  great  fortunes  than  to  supply 
housings  for  the  populace,  built  with  every  requisite  for  comfort 
and  convenience,  and  no  surer  return  can  capital  yield  than  when 
so  invested  with  intelligence  and  economy. 

"It  has  been  a  long  struggle  to  attain  adequate  shelter  com- 
bined with  the  requirements  and  comforts  that  we  have  been 
considering,  but  this  good  gift  our  brothers  now  have  for  which 
others  have  given  their  "search  and  strife  and  loving  sacrifice.' 

"After  a  previous  occasion  when  I  quoted  that  fragment  of 
verse  as  given  earlier  iii  my  talk,  of  which  'search  and  strife  and 
loving  sacrifice'  is  the  concluding  line,  an  officer  of  one  of  our 
great  title  companies  came  to  me  and  said,  'That  is  a  great 
line  you  quoted,  but  the  order  of  the  words  should  be  strife 
and  search  and  loving  sacrifice,  for  you  brokers  first  have  your 
strife  with  each  other  over  the  properties  you  are  trying  to  sell 
to  a  customer,  and  then  we  come  in  with  our  search.'  But  to 
what  do  you  refer  the  concluding  words  the  'loving  sacrifice,' 
I  asked.  'Oh!  that's  the  finish  for  the  broker  when  he  has  to 
halve  his  commission.'    " 


Few  Leases  in  West  34th  Street  Recently. 

Pocher  &  Co.,  4  West  34th  st,  say  that  very  few  leases  have 
been  made  in  34th  st  of  recent  date,  and  judging  by  the 
numerous  signs  on  the  buildings  in  the  vicinity  of  Broadway 
it  would  seem  that  merchants  are  either  not  satisfied  with  the 
location  from  a  business  standpoint  or  that  rentals  asked  are 
too  high. 


A  system  of  "records"  Is  as  indispensable  in  a  real  estate 
office  as  a  ticker  in  a  broker's.  It  is  a  time  saver  and  money 
maker.  The  Record  and  Guide  offers  a  real  estate  service, 
consisting  of  a  System  of  Units,  covering  the  requirements  of 
everybody — from  the  small  system  of  little  cost  to  the  elaborate 
service  intended  for  banks  and  the  offices  of  the  larger  brokers. 
Scope  of  each  Unit  different;  efficiency  similar.  See  us  about 
your  case.    Will  advise  you     Drop  postal  to  Record  and  Guide. 
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Plans  for  New  Subways  in  the  Bronx. 

IN  response  to  a  communication  from  Albert  E.  Davis,  asking 
when  the  proposed  new  subways  into  the  Bronx  would  be  ad- 
vertised for  public  bidding,  with  some  explanation  of  the  mode 
of  procedure  necessary  to  be  followed,  wliich  has  consumed 
the  three  years  since  these  plans  were  first  made  public  in  a 
report,  and  which  has  be<en  complained  of  in  some  quarters  in 
the  Bronx  as  a  delay,  the  following  answer  has  been  received 
from  Bion  L.  Burrows,  secretary  to  the  Board  of  Rapid  Transit 
Railroad  Commissioners: 

"Replying  again  to  yours  of  the  27th  of  Septerabier,  President 
Orr  has  directed  me  to  inform  you  that  the  Rapid  Transit 
Board  has  lost  no  time  whatever  from  the  very  moment  of 
originally  laying  out  the  rapid  transit  lines  in  fhe  Bronx,  as 
suggested  by  the  united  Bronx  interests,  in  pushing  forward 
the  legal  steps  necessary  to  complete  these  routes  and  make  it 
possible  to  advertise  for  bids  for  the  construction  and  operation 
of  such  roads. 

"The  people  in  the  Bronx  are  quite  familiar  with  the  various 
steps  necessary  to  perfect  a  rapid  transit  route,  and  I  am  sure 
if  any  one  is  interested  enough  to  come  to  tliis  office  and  look 
over  the  records  of  the  Board  they  will  be  quickly  convinced 
that  everything  has  been  done  that  could  be  done  to  hasten  this 
part  of  the  work. 

"You  will  be  glad  to  learn  that  a  communication  has  been  for- 
warded to  the  Board  of  Estimate  and  Apportionment,  in  which 
the  Rapid  Transit  Board  recommends  the  immediate  construc- 
tion of  the  Westchester  avenue  and  the  Jerome  avenue  con- 
nections in  the  Bronx,  together  with  the  Seventh  and  Eighth 
avenues,  Third  avenue  and  Lexington  avenue  lines  from  Man- 
hattan to  the  Bronx,  thus  providing  for  your  borough  what 
would  seem  to  be  an  ideal  system  of  rapid  transit. 

"Just  what  action  will  be  taken  by  the  Board  of  Estimate  and 
Apportionment,  which,  as  you  know,  has  under  the  present  act 
practically  co-ordinate  power  with  this  Board,  I,  of  course,  am 
unable  to  say,  but  it  is  hoped  that  no  further  time  may  be  lost 
in  getting  the  form  of  contract  perfected  so  that  bids  may  be 
invited  for  the  construction  of  these  lines.  There  are  still 
certain  orders  of  the  Appellate  Division  and  reports  of  commis- 
sioners of  that  Court  to  be  obtained  before  bids  can  be  invited, 
but  neither  the  Rapid  Transit  Board  nor  the  Board  of  Esti- 
mate and  Apportionment  can  do  anything  to  hasten  this  part 
of  the  work. 

"Owing  to  the  change  in  the  proposed  Westchester  avenue 
route  by  extending  it  to  Pelham  Bay  Park,  there  has  been  an 
unavoidable  delay  in  obtaining  consents  for  this  route,  but 
counsel  are  now  busy  at  this  work,  and  if  the  residents  of  the 
Bronx  along  this  thoroughfare  will  assist,  these  consents  may 
be  obtained  without  great  delay." 


Temporary  Short  Leaf  Pine  Ruling  by  New 
York  Building  Department. 

THE  following  rules  have  been  issued  by  the  Bureau  of 
Buildings  in  the  Borough  of  Manhattan  for  temporary 
government  of  the  conditions,  relative  to  the  use  of  short-leaf 
pine: 

"In  all  buildings  with  stores  on  the  first  floor,  without  sup- 
porting stud  partitions,  3x12  Ins.,  yellow  pine  or  spruce  beams 
over  store  floor  are  hereby  required  for  all  spans  exceeding  24 
ft.,  and  -IxS-in.  beams  on  upper  stories  may  be  used,  16-in.  on 
centers  if  span  does  not  exceed  20  ft.,  and  r2-in.  on  centers  for 
all  spans  exceeding  20  ft.  For  smaller  spans,  3xl0-in.  beams 
may  be  used  over  store  floor  if  of  proper  strength. 

"No  other  but  yellow  pine  south  of  North  Carolina  to  be  U3ed. 

"All  stud  partitions  supporting  floor  beams  must  be  set  on  each 
floor  as  soon  as  the  tiers  are  laid." 

It  is  understood  that  there  are  some  fuither  changes  in  con- 
templation, and,  as  has  been  heretofore  stated  in  the  Record 
&  Guide,  the  forthcoming  general  revision  of  the  building  code 
is  expected  to  further  strengthen  the  requirements  regarding 
timber. 


A  Washington  Heights  Improvement. 

Leo  Bing,  who  a  short  time  ago  completed  a  block  of  five 
G-sty  high-class  elevator  apartments  on  the  north  side  of 
137th  St,  between  P.roadway  ?.nd  Riverside  Drive,  containing 
six  apartments  of  various  sizes,  from  four  to  eight  rooms  and 
bath  on  each  floor,  with  every  modern  improvemcint,  including 
electric  light,  has  rented  one  hundred  and  twenty-five  apart- 
ments out  i.'t  one  hundred  and  eighty-two.  Mr.  Bing  says:  The 
better  the  apartment,  the  quicker  they  rent. 

The  plant  furnishing  heat,  hot  water  and  electricity  for  this 
entire  row  is  situated  in  the  basement  of  the  westerly  corner 
house,  with  duplicate  units  of  all  machinery  kept  in  reserve  for 
any  necessity  requiring  their  use.  ^ 

There  are  beds  of  plants  and  flowers  on  either  side  of  the 
courts  approaching  the  vestibule  entrances,  with  trees  and 
grass  plots  to  be  planted  near  the  curb  of  sidewalk  in  front  of 
these  premises. 

The  owners  of  property  on  the  lower  side  of  this  street  have 
agreed  to  do  likewise,  and  have  provided  space  in  order  to 
fulfill  their  promises.  Bruad\^ay  has  a  centre  park  and  River- 
side Drive  is  rapidly  nearing  completion. 


Vacant  Lot  Speculation  on  Washington   Heights. 

A  certain  class  of  speculators  who  were  unfortunate  in  the 
late  buying  of  vacant  property  on  the  Heights  some  time  ago, 
and  who  have  met  with  little  or  no  success  in  their  efforts  to 
unload,  are  trying  to  find  some  consolation  in  expressing  the 
belief  that  the  life  Insurance  companies  will  soon  yield  to 
popular  pressure  in  the  more  frequent  investment  of  their  vast 
funds  in  real  estate  mortgages. 

Builders  say  that  since  the  recent  boom  in  this  section  they 
have  experienced  trouble  in  fioating  permanent  loans,  and  as 
a  result  the  demand  for  lots  has  fallen  oft  almost  entirely.  "It 
is  true,"  they  add,  "that  buildings  have  been  erected  in  this 
district  which  are  not  up  to  the  standard  in  construction  and 
appointments,  and  the  failure  of  the  owners  to  conclude  satis- 
factory arrangements  for  loans,  partly  due  to  this  cause,  has 
to  an  extent  exerted  a  retarding  influence  all  around.  Then, 
too,  a  great  number  of  flats  w-ere  built  at  a  time  when  the  cost 
of  material  was  excessive,  which  necessitated  the  builder  de- 
manding higher  prices  than  conditions  warranted.  This  has 
resulted  in  a  temporary  setback  which  the  earnest  efforts  of 
brokers  have  failed  to  overcome." 

But  it  is  by  no  means  certain  that  life  insurance  companies 
will  be  attracted  to  this  particular  part  of  Manliattan,  though 
they  adopt  a  more  liberal  and  universal  policy  in  loaning  money 
on  mortgage;  even  so,  the  owners  of  vacant  lots  can  hardly 
expect  the  builder  to  further  continue  the  purchase  of  plots 
until  his  present  holdings  are  disposed  of. 

Some  brokers  are  inclined  to  reason  that  over-production  is 
responsible  for  the  lack  of  demand  in  this  class  of  buildings; 
others  attribute  the  falling  off  in  sales  to  the  type  of  construc- 
tion. However  this  may  be,  the  fact  remains  that  real  estate 
agents  are  daily  in  receipt  of  more  inquiries  from  prospective 
tenants,  and  there  are  indications  which  point  to  a  more  whole- 
some revival  of  interest  than  was  witnessed  during  the  past 
boom,  and  as  a  prominent  operator  remarked:  "Washington 
Heights  has  Harlem  skinned  to  death  as  a  place  to  live  in  on 
account  of  its  altitude  and  freedom  from  smoke  and  odors." 

In  the  meantime,  the  lot  speculator  must  needs  cultivate 
patience  and  await  the  inevitable. 


A  Good  Omen  for  the  Bronx. 

Speaking  of  the  improvement  in  the  condition  of  the  real  estate 
'market  in  the  Borough  of  The  Bronx,  Mr.  Clarence  Davies  re- 
ported money  very  tight,  with  little  hope  of  good  business  for 
a  few  months  to  come.  TliLs,  in  one  way,  is  looked  upon  as  a 
good  omen,  as  its  influence  will  no  doubt  discourage  many  from 
entering  into  any  new  building  operations  for  awhile,  thereby 
giving  the  present  owners  an  opportunity  to  fill  their  apart- 
ments with  tenants,  which  will  better  enable  them  to  procure 
permanent  loans,  enhance  the  value  of  their  property  and  realize 
a   higher   figure  on   their   holdings. 

Attention  was  also  called  to  the  medium  classes  who  have  been 
unable  to  lease  houses  at  rates  of  from  $1,000  to  $1,500,  whose 
trend  to  the  suburbs  of  late  had  been  considerable.  Many  such 
were  purchasing  their  homes  on  easy  payment  plans. 


Builders  Held  Responsible. 

Louis  Kempner,  president  of  the  Beekman  Realty  Co.,  opera- 
tors, 140  Broadway,  Manhattan,  says  that  his  company  is  in  the 
market  for  "old  time"  investments,  but  under  present  conditions 
does  not  care  to  consider  the  purchase  of  either  new  law  tene- 
ments or  vacant  lots.  Mr.  Kempner  is  of  the  opinion  that 
trading  will  pick  up  after  election.  When  alluding  to  conditions 
in  the  upper  part  of  Manhattan,  he  speaks  well  of  the 
Washington  Heights  section,  and  believes  that  after  the  lapse 
of  a  short  period  a  renewal  of  activity  will  take  place.  Mr. 
Kempner  denounced  in  strong  terms  the  methods  of  some  build- 
ers, and  holds  them  responsible  in  a  large  degree  for  the  diffi- 
culty in  securing  permanent  loans. 


Unsatisfied  Demand  for  High-Grade  Apartments   in 
Middle  Manhattan. 

During  a  conversation  regarding  the  increase  in  valuations 
of  properties  in  the  vicinity  of  Greely  Square,  Mr.  J.  Romaine 
Brown  pointed  out  from  his  office  window  three  small  dwellings 
which  he  said  he  had  sold  many  yeara  ago  for  $6,500  each,  the 
present  owner  of  which  had  refused  an  offer  of  $90,000  for  them. 
Mention  was  also  made  that  .a  hundred  high-class  apartments 
with  about  seven  or  eight  rooms  and  bath,  renting  from  $2,300 
to  $3,000  per  year,  between  33d  and  59th  sts,  bounded  by  Lex- 
ington and  9th  avs,  could  be  rented  at  once  if  they  could  be 
had.  Mr.  Brown  reported  the  mortgage  money  market  as  being 
much   easier. 


A  system  of  "records"  is  as  indispensable  in  a  real  estate 
office  as  a  ticker  in  a  broker's.  It  is  a  time  saver  and  money 
maker.  The  Record  and  Guide  offers  a  real  estate  service, 
consisting  of  a  System  of  Units,  covering  the  requirements  of 
everybody — from  the  small  system  of  little  cost  to  the  elaborate 
service  intended  for  banks  and  the  offices  of  the  larger  brokers. 
Scope  of  each  Unit  different;  efficiency  similar.  See  us  about 
your  case.    Will  advise  you.    Drop  postal  to  Record  and  Guide. 
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Prospective  Building. 

The  following  is  a  contiaued  list  of  building  enterprises  for  Man- 
hattan and  Bronx  that  may  be  expected  within  the  years  1906- 
1907.  For  some,  plans  are  now  under  way;  for  others,  no  archi- 
tects have  yet  been  selected;  and  in  some  cases  the  sites  have  not 
been  secured.  The  first  name  is  the  owner's;  the  second,  that  of 
the  architect;  the  third,  the  contractor's;  the  date  is  the  date  of 
announcement   in   the   Record   and   Guide. 

OFFICE,    STORE   AND    LOFT   BUILDINGS. 
Broadway      |33  and  2G-sty  office   building;    Broadway-Cortlandt   Co, 
Cortlandt  sti     111    Broadway;    ar't.    Francis    H    Kimball,    71    Broad- 
Church  St     I     way;    b'r,    V    J    Hedden    &    Sons    Co,    1    Madison    av; 

American   Bridge    Co,   42   Broadway,    steel.      Feb   10,    1906. 
34th  St,   n   s,  272  e  Gth  av,   11-sty  store   and  loft  building;   Oppen- 

heim,   Collins   &  Co,  921   Broadway;   ar'ts,   Buchman  &   Fox,   11  E 

59th  St.     Apr  21,  190C. 
Maiden  lane.  No  56111-sty   office  building;   Mrs  Anna  Walker,  Phila- 
Liberty  St,  No  27     |     delphia,  Pa;   ar'ts,   Butler  &  Rodman,  16  E  23d 

St;   R  H  Macdonald  &  Co,  b'r.     Mar  10,  190C. 
3d   av,   e   s,   325  n   161st   st,   2-sty   store   building;   Anthony   Cuneo, 

161st  St  and  Forest  av;  ar't,  Louis  Falk,  2785  3d  av. 
15th  st,  s  s,  265.8  e  8th  av,  10-sty  store  and  loft  building;   Keller- 
Smith  Co,  447  E  68th  st;   ar't,  Peter   Keller.   1273  Av  A. 
37th   st,   Nos   36-.3S   'R'est,    10-sty   store   and   loft   building;    Thomas 

R  Ball,   GO  W  233   st;    ar'ts,   Townsend,   Steinle   &  Haskell,   29-33 

E  19th  st;  Gillies-Campbell  Co,  1  Madison  av,  b'r.     Oct  6,  1906. 
Sth  av,    s   w   cor   51st   st,   4-sty   store   and   loft   building;    estate   of 

Julian  T  Davies,  32  Nassau  st;  ar't,  James  W  Cole,  403  W  51st  St. 
5th    av,    Nos    2.36-238,    11-sty    loft    and   store    building;    J    C    Lyons 

Building  &  Operating  Co,  4-6  E  42d  st;  ar'ts,  Buchman  &  Fox,  11 

E  59th  St.     Sept  15,   1906. 
G3d   st,    s   s,    148.4   e    Broadway,    10-sty   office   and   store    building; 

Butler    Davenport,    66    W    38th    st;    ar't,    Edwin    Rossbach,    1947' 

Broadway.     Sept  22,   1906. 
34th  st,   Nos  S-12   East,   10-sty  and  basement  store  and  loft  build- 
ing;   Chas    H    Ditson,   S67   Broadway;    ar'ts,    Townsend,   Steinle    & 

Haskell,  29  E  19th  St.  Sept  22,  1906. 

CHURCHES  AND  SCHOOLS. 
111th  st,   s   s,   25   w   Lexington   av,   4-sty   school   building;    Uptown 

Talmud  Torah,  171  Broadway;  ar'ts,  Bernstein  &  Bernstein,  24  E 

23d  St.     Aug  5,  1906. 
Stanton  st,  n  e  cor  Forsyth  st,  5-sty  school  building;   City  of  New 

York;    ar't,   C   B  J   Snyder,  500  Park  av. 
Water   st,   Nos   643-G45,    two   5-sty   schools   and   wagon   sheds;   Free 

School  for  Crippled  Children,  26  W  76th  st;  ar'ts,  Schickel  &  Dit- 

mars,  111  Sth  av.     Sept  8,  1906. 
57th  st,  s  s,  100  w  2d  av,  5-sty  school  building;  City  of  New  York; 

ar't,  C  B  J  Snyder,  500  Park  av. 
90th  st,  s  s,  100  e  1st  av,  extensive  alterations  to  chapel;  St  Josephs 
Asylum,  S9th  st  and  Av  A;   ar't,  A  F  G  Smith,  604  Courtlandt  av. 
164th    st,    165th    st    and    Sheridan    av,    1-sty    church;    St    Simeons 

Church,  Rev  R  J  Walker,  pastor,  541  E  163d  st;   ar'ts,   Bosworth 

&  Holden,   1170  Broadway.     Aug  4,   1906. 
Washington  av,   s  w   cor   17Sth  st,  extensive  alterations   to   church; 

Tremont   Upper   Morrisania   M   E   Church,    C   M   Combs,   President 

Board    Trustees,    on    premises;    ar'ts,    Gillespie    &    Carrel,    1123 

Broadway.      Sept   8.   1906. 
Clinton   st,   e   s,   bet   Cherry   and  Water   sts,   5-sty  school   building; 

City  of  New  York,  City  Hall;   ar't,  C  B  J  Snyder,  500  Park  av. 
Prospect  av,   s  w  cor  165th  st,   1-sty  church;   The   Trustees   of  the 

Presbytery  of  N  Y,  Warner  Van  Norden,  786  Sth  av,  Pres;   ar'ts, 

Jas  E  Ware  &  Son,  1170  Broadway;  contract  not  let;  John  Robin- 
son,   1391   Clinton   av,    Bronx,    excavating.      Oct   13,    lf)06. 
121st  st,  n  s,  lOO  e  Broadway,  3-sty  and  basement  chapel  and  parish 

house;    Corpus   Christi   Roman   Catholic   Church,   535   W   121st  st; 

ar't,  F  A  de  Meuron,  87  Main  st,  Yonkers,  N  Y;  Gillespie  &  Walsh, 

1135  Broadway,  b'r.     July  28,   1906. 

WAREHOUSES   AND   FACTORIES. 
148th   st,  s  s,  215  w   Brook  av,   5-sty  factory;   Chris   Reigers   Sons, 

148th  st  and  Bergen  av;  ar't,  Harry  T  Howell,  148th  st  and  3d  av. 
Walton   av,   w  s,   102.9  n   1.38th   st,   6-sty  factory;    David   Rousseau, 

310   Mott   av;    ar't,   Frederick  G   C   Smith.    20   E   42d   st. 
Southern  Boulevard,  e  s.  50  n  136th  st,  2-sty  factory;   H  H  Meise, 

59   Barker  av;    ar't,   Arthur  Arctander   Co,   523   Bergen  av. 
Bergen   av,   w   s,   20   n   148th   st,   5-sty   extension   to   factory;    John 

Nimphins.     1091    Dawson    st;     ar't,    Robert     Rothermel,     686    EI 

149th  St. 

26th   st,   Nos  507-511  West,   6-sty   warehouse;    Central   Consumers 

Wine  &  Liquor  Co,  21  Jay  st;   ar't,  A  G  Koenig,   1123  Broadway. 
RESIDENCES. 
Park  av,  e  s,  77.0  n  73d  st.  5-sty  dwelling;  Mrs  Adele  I  Brown,  995 

Madison  av;    ar'ts.  Hill   &  Stout,   1123  Broadway;   H  H  Vought  & 

Co,   112  W  42d  st,   b'rs.     Apr  14,  1906. 
Sth  av.  No  1025,  5-sty  dwelling;   Gen  Lloyd  S  Bryce,  24  E  81st  st; 

ar't,   Ogden   Codman,   571  Sth   av.      Sept   8.   1906. 
Sth   av,    n   e    cor   88th    st,   5-sty   residence;    Mrs   Wm    Pollock,    182 

Madison  av;   ar'ts,  Hoppin,  Koen  &  Huntington,  244  Sth  av.    June 

23,   1906. 

80th   st,    Nos    13   and   17   E^st,    6-sty   residence;    Paul   M   Warburg. 

75   Ferdinand   st.   Hamburg.   Germany;   ar't,   C   P   H   Gilbert,   1128 

Broadway;  C  F  Bond  Co,  136  Liberty  st,  b'rs,  Milliken  Bros,  steel. 

Patrick   Norton,    excavations. 
eSth   st.    No   16   East,    5-sty   residence;    Charles    Brendon,    500   Sth 

av;    ar'ts   and   b'rs,   Chas   Brendon   &   Co,   500  Sth  av. 

ELEVATOR   APARTMENTS. 
Riverside  Drive,   s  e  cor  S6th  st.  12-sty  elevator  apartment  house; 
R  H  Macdonald  &  Co,  29  W  34th  st;   ar't,   Chas   E  Berge,   29  W 
34th  st;   R  H  Macdonald  &  Co,  b'rs.     Nov  4.  1905. 


Central    Park    West,    n    w    cor    8Sth    st,    12-sty    apartment    house; 

Gotham  Building  &  Construction  Co.  2  W  86th  st;   ar'ts,  Mulliken 

&   Moeller,    7   W   3Sth   st.      Sept    1,    l'.K)Ci. 
Park   av.   No   540,   12-sty  apartment   house;    Five  Hundred   &  Forty 

Park    Avenue    Corporation,    52    William    st;    ar't,    Wm    A    Boring, 

32    Broadway.      Aug   11,    1U06. 
116th    st,    s    s,    250    w    Broadway,    two    10-sty    apartment    houses; 

Paterno   Bros,   Inc,   557   W   183d   st;    ar'ts,   Schwartz   &  Gross,   35 

W   21st   St.      Sept    15,    1906. 

GARAGE  AND   STABLE   BUILDINGS. 
Exterior   st,    w   s,   324   n    13Sth   st,    2-sty   stable;    Candee,   Smith   & 

Howland,   foot   E   26th   st;    ar't,   John   E   Kirby,  481  Sth   av. 
16th   st.   No  445   West,   6-sty   stable;    The   .Abingdon   Reconstruction 

Co,  336  W  4th  st;   ar't,   Louis  C   Maurer,  22  E  21st  st.     Aug  18, 

1906. 

Broadway,  e  s,  G4th  to  65th  st,' 6-sty  garage;  Robert  Goelet,  9  W 
17th  st;  ar't,  Frank  M  Andrews,  Waldorf-Astoria  Hotel.  July  14, 
1906. 

00th  st.  No  2  West,  6-sty  stable;  Albert  E  Figor,  43  and  45  W 
34th   st;    ar't,   SamueJ   Sass,   23   Park   row.     June  23,   19U6. 

146th  st,  s  s,  148.6  e  3d  av.  2-sty  stable;  F  W  Breander,  626  E  25th- 
st;   ar'ts,   Euell  Van  Wart  Co,   129  W  125th  st. 

3d  st,  s  s,  136.2  e  Goerck  st,  7-sty  stable  and  shop;  Morris  L  Weiss, 
613   E   16th   st;    ar't,   Chas   M   Straub,   122  Bowery. 

90th  st,  n  s,  175  e  3d  av,  1-sty  stable;  Jacob  Ruppert.  92d  st  and 
3d  av;    ar't,   Chas   Stegmayer,   168  E  91st  st. 

Broadway,  n  w  cor  (list  st.  3-sty  and  mezzanine  floor  garage;  Pack- 
ard Motor  Co,  1,54U  Broadway;  ar't,  Albert  Kahn,  Union  Trust 
Building.  Detroit,  Mich;  The  Concrete  Steel  &  Tile  Construction 
Co,    1   Madison   av,   b'r.     May   12,   1906. 

Courtlandt  av,  w  s,  36.6  s  161st  st,  2-sty  stable;  C  Bohmer,  3176 
Park   av;    ar't,   Albert   Rothermel,   686  E   149th   st. 

Halsey  st,  s  e  cor  Zerega  av,  2-sty  stable;  A  G  &  Thos  E  Vermilye, 
2U  St   Nicholas   pi;    ar't,   T   Franklin  Power,   51   Chambers   st. 

49th  st,  s  s,  100  e  1st  av,  3-sty  stable;  Vacuum  Cleaner  Co,  427 
Sth  av;  ar't.  Jay  H  Morgan,  Fuller  Bldg,  Broadway  and  23d  st. 
Aug  25,  1906. 

VARIOUS    BUILDINGS. 

Livingston  pi,  e  s,  25.11  n  ISth  st,  7-sty  hospital;  New  York  In- 
firmary for  Women  and  Children,  5  Lexington  pi;  ar'ts,  Renwick, 
.4spinwall   &   Tucker,    320  Sth   av. 

1.56th  st,  s  s,  ItX)  w  Cauldwell  av,  4-sty  club  house;  St  Martin  of 
Tours  Council,  K  of  C,  2087  Bathgate  av;  ar't,  John  E  Kirby, 
481  Sth  av. 

Webster  av,  n  w  cor  19Sth  st,  2-sty  hotel;   Harrington  &  Stafford, 

227  Willis   av;    ar't,   M  J   Garvin,   3307  3d   av. 
72d   st,   s   s,   130  w  3d   av,   2-sty   bank   building;    19th  Ward   Bank, 

57th    st    and    3d    av;    ar't,    Wm    Enierson,    81    Madison    av.      Sept 

8,   1906. 

Bowery,  n  e  cor  Grand  st,  extensive  alterations  to  5-sty  hotel; 
George  Ehret,  92d  st  and  3d  av;  ar'ts,  B  W  Berger  &  Son,  121 
Bible   House. 

Gansevoort    st,    n    e    cor   West    st,    1-sty   pumping   station;    City   of 

New  York,   City  Hall;   ar'ts,   Bernstein  &  Bernstein,  24  E  23d  St. 
Newman    st,   w   s,    175   s    151st   st,    Classon   Point.   2-sty   and   attic 

sanitorium:    Husson  Land  Co,   Dr  Husson,  418  W   124th   st,   Pres; 

ar't.  Geo  F  Pelham,  503  Sth  av. 
125th  st,   s   s,   290  e   Park   av,   1   and  3-sty   savings   bank  building; 

Harlem   Savings   Bank.   2279  3d  av;   ar'ts.   Bannister  &   Schell,   69 

Wall   St.      May  S,    1906. 

44th  St.  Nos  111-121  West,  4-sty  theatre;  The  Stuyvesant  Theatre 
Co,   209  W  42d   st;    ar't,   Geo   Keister,   11   W  29th   St. 


Plans  for  a  New  Pulitzer  Building. 

Plans  are  being  prepared  by  Architect  Horace  Trumbauer, 
Land  Title  Building,  Philadelphia,  Pa.,  for  the  erection  of  a 
.steel  frame  addition  to  the  World  Building  to  cover  the  re- 
maining portion  of  the  block  bounded  by  Park  row,  Frank- 
fort and  William  sts.  It  will  be  erected  by  Joseph  Pulitzer, 
proprietor  of  the  "World,"  and  is  to  be  for  the  occupancy  of 
that  newspaper.  The  new  part  will  contain  13  stories  on  Wil- 
liam st,  and  along  Frankfort  st  it  will  rise  to  the  same  height 
as  the  present  structure,  the  architecture  and  building  ma- 
terials harmonizing  with  the  present  type.  The  old  building 
is  to  be  extensively  remodeled,  and  the  east  walls  will  be  taken 
out,  throwing  the  whole  edifice  into  one.  The  Park  row  en- 
trance is  to  be  rebuilt  and  widened,  and  an  arcade  will  be  ex- 
tended through  opening  in  William  st.  The  cost  is  estimated  at 
about  $1,000,000.  No  building  contracts  liave  yet  been  issued, 
but  the  work  of  clearing  the  site  has  commenced. 


First  Concrete  Apartment   House. 

Samuel  Trood,  president  of  the  Cathedral  Parkway  Realty  Co., 
has  just  about  completed  two  0-sty  elevator  apartment  houses 
at  Nos.  616  to  6'28  West  137th  st,  bet^veen  Riverside  Drive  and 
Broadway,  the  walls  of  which  are  made  of  concrete.  Concrete 
was 'Selected  on  account  of  the  high  price  of  brick  at  the  time 
the  builder  was  leady  to  begin  operations.  Tlie  building  de- 
partment approved  the  plans  and  work  was  begun,  when  a  dele- 
gate from  the  Bricklayers'  Union  objected  to  the  concrete  men 
doing  the  work  on  the  ground  that  it  belonged  to  the  brick- 
layers. The  pay  of  the  concrete  men  was  30  cents  an  hour, 
while  the  bricklayers  received  70  cents  per  hour.  The  ov.'ner 
refused   their   demand  and   employed   concrete  men.     After  the 
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fifth  story  had  been  reached  the  Tenement  House  Department 
ordered  the  work  stopped,  as  the  law  said  that  tenement  houses 
over  three  stories  in  lieight  must  be  built  with  brick,  together 
with  the  staircase  enclosure.  A  compromise  was  finally  i-eached 
by  building  an  8-inch  brick  wall  around  the  entire  staircase  en- 
closure. It  is  said  the  walls  of  concrete  have  four  times  the 
strength  of  brick,  are  monolithic  and  constitute  the  best  fire- 
proof building  material  known.  By  the  use  of  concrete  every 
apartment  is  made  absolutely  sound  proof,  bo  that  quiet  and 
privacy  are  assured.  These  houses  have  four  families  on  a  floor, 
divided  into  four,  six  and  seven-room  apartments,  having  all 
modern  improvements,  the  rents  of  which  range  from  $10  to 
¥15  a  room  per  month. 


Broadway-Cortlandt  May  Go  as  High  as  the  New  Singer. 

It  was  reported  in  building  circles  the  past  week  that  there 
was  under  consideration  a  plan  for  increasing  the  heiglit  of 
the  towers  on  the  new  Broadway-Cortlandt  Building,  to  be 
erected  along  the  south  side  of  Cortlandt  st,  by  six  additional 
stories.  As  originally  planned,  the  building  was  to  contain  26 
stories  in  Cortlandt  st,  with  a  tower  roof  rising  to  33  stories. 
If  now  the  scheme  for  the  extra  stories  is  carried  out,  the 
sh-ucture  will  have  a  height  of  3(1  stories,  but  one  less  tlian 
'the  new  Sing'er  tower,  40  ',stoi"ies,  immediately  south,  ithe 
highe.st  building  in  the  world.  The  contract  for  the  structural 
steel  work  on  the  Broadway-Cortlandt  has  been  awarded  to 
the  American  Bridge  Co.,  of  42  Broadway.  The  "V.  J.  Hedden  & 
Sons  Co.,  No.  1  Madison  av,  have  the  general  contract.  Francis 
H.  Kimball  is  architect. 


No  Plans  Yet  Definite  for  Hotel  Breslin  Annex. 

.  BROADWAY. — The  report  announced  the  past  weeic  that 
plans  were  being  drawn  by  Messrs.  Clinton  &  Russell,  No.  32 
Nassau  st,  for  an  11-sty  addition  to  be  erected  to  the  Hotel 
Breslin,  at  Broadway  and  29th  st,  adjoining  the  hotel  on  the 
south,  with  a  Broadway  frontage  of  52.9  ft.,  was  denied  by 
the  architects  on  Thursday.  The  Record  and  Guide  is  informed 
that  the  matter  is  still  indefinitely  settled  regarding  plans. 
There  is,  however,  ample  room  adjoining  the  Breslin  for  the 
proposed  enlargement,  and  it  is  eventually  expected  that  this 
improvement  will  be  carried  out. 


C.  F.  Bond  Co.  to  Build  Warburg   Residence. 

SOTH  ST.— C.  P.  H.  Gilbert,  Townsend  Building,  1123  Broad- 
way, has  awarded  to  th>i  C.  F.  Bond  Co.,  of  130  L.iberty  st,  the 
trener.al  contract  to  build  the  G-isty  fireproof  residence,  42x100, 
at  15  and  17  East  'SOth  st.  for  Paul  M.  Warburg,  of  Kuhn, 
Loeb  &  Co.,  to  cost  in  the  neighborhood  of  $300,000.  Mr.  Gilbert 
lias  charge  of  all  contracts,  including  the  interior  decorations, 
furnishings,  rugs,  carpets,  etc.  The  old  buildings  on  the  premises 
have  been  wrecked  by  the  New  York  Wrecking  House  Co.  The 
contract  for  steel  has  been  awarded  to  Millilcen  Bros.,  11  Broad- 
way, and  Patrick  Norton  the  excavation. 


Contract  for  121st  Street  School  and  Parish. 

121ST  ST. — F.  A.  de  Meurun,  87  Main  .st,  Yonkers.  N.  Y.,  has 
awarded  the  general  contract  for  the  school  and  parish  house, 
3-stys,  G5x90  ft.,  on  the  north  side  of  121ist  st,  near  Broadway, 
for  the  Corpus  Christi  Roman  Catholic  Church,  of  which  the 
Rev.  John  H.  Dooley  is  pastor,  to  Messrs.  Gillespie  &  Walsh,  of 
No  1135  Broadway.  The  general  contract  includes  everything 
but  the  steel  and  iron  work,  wliich  the  architect  has  awarded 
as  a  separate  contract  to  the  Lenox  Iron  Works. 


Contract  for  Broadway  Garage. 

BROADWAY. — The  general  contract  has  been  awarded  to  the 
General  Supply  and  Construction  Co.,  24  State  st,  for  the  erec- 
tion of  the  '.")-sty  reinforced  concrete  automobile  garage,  50.2%x 
14::i.(')X  141.2  ft,  which  James  II.  Hay,  71  Broadway,  and  Nutley, 
N.  J.,  will  build  at  1G18-20  Broadway,  and  748-750'  7th  av,  at  a 
cost  of  $10.">,000.  George  E.  Gibson,  511  Park  av,  will  have  the 
plumbing  contract.  Marvin  &  Davis,  1133  Broadway,  &re  the 
architects. 


Latest  Thirty-Fifth  Street  Improvement. 

SOTH  ST. — J.  B.  Snook's  Sons,  73  Nassau  st,  and  J.  W. 
Boylston,  associate  architects,  are  preparing  plans  for  a  new 
fireproof  college  building  for  Dr.  Carr,  of  the  New  York  Col- 
leg«  of  Dental  and  Oral  Surgery,  21G  West  42d  st,  to  be  erected 
on  a  plot,  80x09.11  ft.,  at  Nos.  302  to  30G  East.35tla  st,  at  a 
cost  of  about  .$200,000.  No  building  contracts  have  been 
awarded. 


Carnegie  Library  for  the  East  Side. 

EAST  BROADWAY. — Plans  are  being  prepared  by  Messrs. 
Babb,  Cook  &  Willard,  3  West  29th  st,  for  a  3-sty  fireproof 
Carnegie  library,  45x100  ft.,  to  be  erected  at  Nos.  192-194  East 
Broadway  and  Nos.  181-183  Division  st.  No  figures  have  yet 
been  taken. 


maker.  The  Record  and  Guide  offers  a  real  estate  service, 
consisting  of  a  System  of  Units,  covering  the  requirements  of 
everybody — from  the  small  system  of  little  cost  to  the  elaborate 
service  intended  for  banks  and  the  offices  of  the  larger  brokers. 
Scope  of  each  Unit  different;  efficiency  similar.  See  us  about 
your  case.    Will  advise  you.     Drop  postal  to  Record  and  Guide. 


Apartments,   Flats  and  Tenements. 

53D  ST.— Hillman  &  Golding,  124  Bowery,  will  build  on  the 
south  side  of  53d  st,  100  ft.  west  of  2d  av,  a  6-sty  22-family  ten- 
ement, to  cost  $35,000.  Bernstein  &  Bernstein,  24  East  23d  st, 
are   preparing   plans. 

MADISON  ST.— James  Shea,  72  Market  st,  will  erect  on  the 
south  side  of  Madison  st,  122  ft.  east  of  Catherine  st,  a  6-sty 
l7-family  tenement,  to  cost  $25,000.  Bernstein  &  Bernstein,  24 
East  23d  st,  will  make  the  plans. 

BLEECKER  ST.— John  Ph.  Voelker,  979  3d  av,  is  preparing 
plans  for  a  G-sty  tenement  for  John  L.  Fogliosso,  John  Gar- 
borino,  and  Jcvseph  Ralta,  144  Macdougal  st,  to  be  erected  at  191- 
195  Bleecker  st,  to  cost  $30,000. 

J.  E.  Kliest,  New  Rochelle,  N.  Y.,  has  completed  plans  and 
the  owner,  George  Fearnschild,  New  Rochelle,  Is  rftidy  for 
figures  on  a  brick,  stone  and  steel  fireproof  5-sty  apartment 
house  to  be  situated  on  .Sickles  av.  New  Rochelle. 


Churches. 

GRAND  BOULEVARD.— G.  H.  Streeton,  289  4th  av,  is  taking 
figures  on  the  general  contract  for  an  addition  for  the  Church 
of  the  Saint  Philip  Neri  on  the  Grand  Boulevard  and  Concourse, 
Bronx. 

BUSHWICK  AV.— Dodge  &  Morrison,  82  Wall  st,  have  been  , 
commissioned     by    the     Grace     English     Evangelical     Lutheran 
Church  to  prepare  plans  for  a  new  edifice  to  be  erected  at  Bush- 
wick  av  and  Wierfield  st,  Brooklyn,  to  cost  about  .$30,000.    Rev. 
C.  P.  Interman  is  pastor. 

54TH  ST. — Plans  are  ready  by  Rossiter  &  Wright,  110  East 
23d  st,  for  the  1%-sty  cliurch  building,  75x57,  which  the  Amity 
Baptist  Church,  308  West  54th  st,  will  erect  on  the  south  side 
of  54th  st,  150  ft.  west  of  8th  av,  to  cost  $45,000.  Brick  ex- 
terior, tar  and  gravel  roof,  steam  heat,  etc.  No  contracts  have 
been  awarded. 


M«rcantil«. 

BROADWAY. — Figures  on  the  general  contract  are  being 
received  by  Webster  &  Vadito,  IGO  5th  av,  for  alterations  to 
the  mercantile  building  southeast  corner  Broadway  and  4Gtli  st, 
for  Simpson  &  Co.,  225  Park  Row.     No  contracts  let. 


Factories. 

TIMPSON  Ply.-— Plans  are  ready  by  Geo.  Keister,  11  West 
20th  st,  for  the  G-sty  factory,  130x70,  to  be  erected  by  the  New 
York  Chartered  Co.,  Ill  Broadway,  on  the  south  side  of  Timpson 
pi,  between  145th  and  14Cth  sts,  Bronx. 

Joseph  Broome,  consulting  engineer,  123  Liberty  st,  is  pre- 
paring plans  and  will  soon  be  ready  for  separate  estimates  for 
a  2-sty  factory,  92x100  ft.,  for  the  Cook  Spring  Co..  247  Centre 
st,  Manhattan,  to  be  erected  at  9th  and  Division  sts,  Jersey 
City,  N.  J. 

The  H.  F.  Taintor  Mfg.  Co.,  200  Water  st,  Manhattan,  is  now 
ready  to  take  figures  on  a  manufacturing  plant  consisting  of 
four  buildings  as  follows:  Factory,  127x35G  ft.;  power  house, 
46x78  ft.;  two  storehouses,  G0x90  ft.  and  80x35G  ft.,  to  be 
erected  at  Bayonne,  N.  J.  F.  S.  Hinds,  19  Milk  st,  Boston, 
Mass.,  prepared  the  plans. 


Stables. 

Frank  A.  Rooke,  489  5th  av,  is  taking  separate  figures  on  a 
3-sty  stable,  50x200,  for  W.  L.  Burns,  Portctiester,  N.  Y.,  to  be 
er.'cted  in  that  city. 

GSTH  ST. — No  contracts  have  yet  been- made  for  the  erection 
of  a  5-sty  side  extension  50x95  ft.,  and  adding  1-sty  to  the  4-sty 
stable  of  James  Butler,  on  the  south  side  of  68th  st,  325  ft. 
west  of  Amsterdam  av,  estimated  to  cost  $30,000.  Wm.  Gom- 
pert,  2102  Broadway,  is  architect. 


A   system    of    "records"   is   as   indispensable   in   a   real   estate 
office  as  a  ticker  in  a  broker's.     It  is  a  time  saver  and  money 


Miscellaneous. 

G4TH  ST. — The  New  York  Edison  Co.,  55  Duane  st,  Chas.  F. 
Hoppe,  architect,  are  preparing  plans  for  a  4-sty  fireproof  sub- 
station to  be  situated  on  East  64th  st,  near  3d  av. 

H.  O.  Moyer,  architect  and  engineer,  Brooklyn,  is  preparing 
plans  for  a  cement  povrer  plant,  for  the  Edison  Company,  to  be 
erected  at  New  Village,  N.  J.     Estimated  cost,  $250,000. 

Grosvenor  Atterbury,  20  West  43d  st,  Manhattan,  has  plans 
ready  for  former  Mayor  Seth  Low's  country  house,  to  be 
erected  at  Bedford,  N.  Y.  It  will  cost  about  $85,000  and  will 
be  ready  for  occupancy  by  spring. 

Donn  Barber,  24  East  23d  st,  Manhattan,  and  Edward  T. 
Hapgood,  of  Hartford,  Conn.,  have  been  selected  as  associate 
architects  to  design  plans  for  a  new  building  for  the  Connecticut 
State  Library  and  Supreme  Court,  at  Hartford,  Conn. 

The  Board  of  Directors  of  the  German  Theological  Seminary, 
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Bloomfield,  N.  J.,  has  authorized  the  building  committee  to  have 
plans  prepared  for  the  proposed  Knox  Hall,  as  a  memorial  to 
the  late  Rev.  Dr.  Chas.  E.  Knox.     The  estimated  cost  is  $50,000. 

Timothy  Sullivan  and  J.  W.  Considine,  of  Manhattan,  it  is 
reported,  will  erect  a  IG-sty  theatre  and  olBce  building  at  3d 
av  and  Madi.son  st,  Seattle,  \^'ashington,  to  cost  in  the  neighbor- 
hood of  $600,000.  James  J.  Donnellan,  31S  Denny  Building, 
Seattle,  is  preparing  the  plans. 

Bids  were  opened  by  the  Department  of  Public  Charities  Oct. 
12  for-  the  erection  of  the  eighth  ward  buildings  of  the  Sea 
View  Hospital,  at  Castleton,  Borough  of  Brooklyn.  Waters  & 
O'Connell,  103  East  125th  st,  at  $1,205,000,  submitted  the  lowest 
bid.  Other  bidders  were:  T.  W.  Carlin  Const.  Co.,  Kent  av, 
Brooklyn;  Church  Const.  Co.,  949  Broadway;  Thos.  Cockerill  & 
Son,  147  Columbus  av;  Tidewater  Building  Co.,  25  West  2Cth  st; 
D.  J.  Ryan,  723  3d  a,v,  Brooklyn. 


A  system  of  "records"  is  as  indispensable  in  a  real  estate 
office  as  a  ticker  in  a  broker's.  It  is  a  time  saver  and  money 
maker.  -  Tlie  Record  and  Guide  offers  a  real  estate  service. 
consiBting  of  a  System  of  Units,  covering  the  requirements  of 
everybody — from  the  small  sj'stem  of  little  cost  to  the  elaborate 
service  intended  for  banks  and  the  ofRces  of  the  larger  brokers. 
Scope  of  each  Unit  different;  efficiency  similar.  See  us  about 
your  case.    Will  advise  you.    Drop  postal  to  Record  and  Guide. 


Contracts   A'warded. 

The  Alphons  Custodis  Chimney  Construction  Co.,  09  Nassau 
st,  has  obtained  a  contract  to  build  a  new  stack  for  the  crema- 
tory at  Trenton,  N.  J. 

52D  ST. — J.  C.  Lyons  Building  &  Operating  Co.,  4-G  East  42d 
st,   has   received    tlie   contract   for   extensive   alterations   to   the  . 
5-sty  residence  of  Mr.   M.  'Newborg,-  No.' 48  East  52d  st,   from 
plans  by  J.  H.  Preedlander,  244  5th  av. 

31ST  ST.— John  Langley  Co.,  119  East  23d  st,  has  received  the 
contract  for  alterations  to  the  3-sty  garage  building  Nob.  121-123 
West  31st  st  for  the  estate  of  Chas.  F.  Hoffman,  258  Broadway, 
from  plans  by  P.  F.  Brogan,  119  East  23d  st. 

The  general  contract  has  been  placed  with  the  Reid  Palmer 
Construction  Co.,  of  No.  11  East  59th  st,  for  erecting  the  new 
Sing  Sing  Savings  Bank  building,  1-sty,  42x50  ft.,  to  be  built 
at  Ossining,  N.  Y.,  from  plans  by  L.  C.  Holden,  1135  Broadway. 

24TH  ST. — Andrew  Kerwin,  13-15""West  24th  st,  has  awarded 
the  contract  for  structural  steel  and  ornamental  iron  work 
for  his  new  11-sty  mercantile  building,  100x100  ft.,  to  be 
erected  at  27  to  35  West  24th  st,  to  John  J.  Ridley  &  Sons, 
ISth  st  and  -East  River. 

McDougald  &  Haman,  15  Cedar  st,  has  awarded  a  general 
contract  for  the  factory  building  to  b.e  erected  by  them  at  59-61 
Barrow  st  to  W.  A.  &  F.  E.  Conover,  253  Broadway.  J.  J. 
Diener,  45  Leonard  st,  is  the  architect.  Brick  and  stone,  semi- 
fireproof,  five  stories,  42x70. 

1.5TH  ST.— The  Turner  Construction  Co.,  11  Broadway,  has 
obtained  the  general  contract  to  build  the  5-sty  fireproof  bot- 
tling establishment,  50x150,  of  reinforced  concrete  construction, 
for  G.  B.  Seely's  Sons,  319  West  15th  st,  to  be  erected  at  329- 
331  Wpst  15th  Bt.  Howard  Chapman,  11  Broadway,  is  archi- 
tect.    No  sub-contracts  let. 

82D  ST. — ^William  L.  Crow  Construction  Co.,  287  4th  av,  has 
received  the  general  contract  for  $30,000  worth  of  improvements 
to  the  3-sty  ice  plant  on  the  north  side  of  82d  st,  100  ft.  east 
of  Av  B,  for  the  Yorkville  Independent  Hygeia  Ice  Co.,  82d  st 
and  East  River.  Messrs  Forman  &  Light,  and  Geo.  E.  Wood, 
40  Cedar  st,  are  associate  architects. 

32D  ST. — Levering  &  Garrigues  Cr...  552  West  23d  st,  has 
obtained  the  contract  for  the  stepl  and  iron  work  on  the  new- 
Nathan  Straus  Pasteurized  Milk  Laboratory  to  be  erected  on 
a  plot  50x98.9  ft.  at  Nos.  348-330  East  32d  st,  at  an  estimated 
cost  of  $00,000.  The  Murphy  Construction  Co.,  5  East  42d  st, 
have  the  general  contract.  John  H.  Duncan,  208  5th  av,  is 
architect. 

Barclay  &  Co.,  exporters.  No.  44  Stone  st,  Manhattan,  have 
awarded  the  general  contract  for  a  4-sty  soap  factory,  00x100 
ft.,  to  be  erected  at  Bayonne,  N.  J.,  to  John  O'Leary  &  Son,  39 
Cortlandt  st.  The  plans  are  by  F.  R.  Randal  &  Co.,  242  Rut- 
ledge  st,  Brooklyn.  The  general  contractors  have  awarded  the 
contract  for  steel  and  iron  work  to  the  Fagan  Iron  Works, 
Hoboken,   N.  J. 


Estimates  Receivable. 

ISOTH  ST.— Borden's  Condensed  Milk  Co.,  108  Hudson  st,  is 
now  taking  figures  on  a  building  to  be  erected  at  180th  st,  near 
Park  av. 

The  Park  Board  (Moses  Herrman,  Pres.),  will  receive  bids 
until  Oct.  2.5,  for  erecting  new  shelter  houses  in  Sunset,  Fulton 
and  New  Lots  Parks,  Brooklyn. 

WATER  ST. — No  contracts  have  yet  been  made  for  the  erec- 
tion of  the  5-sty  school  and  wagon  shed,  50x101  ft.,  which  the 
Free  School  of  Crippled  Children,  26  West  7Gth  st,  Mrs.  Henry 
Goldman,  president,  will  erect  at  Nos.  043-045  Water  st,  to 
cost  $75,000.  Schickel  &  Ditmars,  111  5th  av,  the  architects, 
will  receive  figures  about  Nov.  1. 

CARMINE   ST. — Figures  will  be  received  by  the  city  for  the 


new  fireproof  public  bath,  63.11x09.4,  to  be  erected  at  83-85 
Carmine  st.  Two  old  buildings  will  be  demolished.  Plans 
specify  two  stories,  limestone,  copper  cornices,  iron,  copper  and 
glass  skylights,  steam  heat,  pitch  felt  roof,  etc.  Renwick,  As 
pinwall  &  Tucker,  320  5th  av,  architects.  Estimated  cost, 
$130,000. 

54TH  ST. — No  contracts  have  been  awarded  yet  for  the  5-sty 
fireproof  hospital,  26x103.10,  which  the  Amity  Baptist  Church, 
308-312  West  54th  st,  is  to  build  on  the  south  side  of  54th  st, 
150  ft.  west  of  8th  av,  to  cost  $38,000.  Brick  and  terra  cotta 
exterior,  tar  and  gravel  roof,  steam  heat,  etc.  Rossiter  & 
Wright,  110  .East  23d  st,  are  the  architects,  and  John  W.  Clark, 
308  West  54th  st,  and  M.  Parmley,  368  Broadway,  are  trustees. 


Bids  Opened. 

Bids  were  opened  by  Francis  J.  Lantry,  Fire  Comr.,  for  erect- 
ing two  engine  houses  in  Brooklyn  Boro.;  (a)  Engine  Co.  120,  at 
11th  st  and  7th  av;  (b)  Union  st  and  7th  av;  Geo.  F.  Driscoll,  391 
Fulton  st,  Brooklyn,  (b)  $41,998  (awarded  contract);  Thos.  B. 
Leahy  Bldg.  Co.,  215  West  .58th  st,  Manhattan,  (a)  .$44,885 
(awarded  contract).  Other  bidders  were:  Thos.  Cockerill  &  Son, 
Geo.  Hildebrand,  D.  J.  Ryan,  F.  W.  Carlin  Const.  Co.,  Tlios.  G. 
Carlin,  Jas.  J.   Buckley  and  Jas.  McArthur. 


BUILDING      NOTES 


William  J.  Baldwin,  Sr.,  consulting  mechanical  engineer,  has 
moved  his  offices  to  the  fourth  floor  of  the  World  Building. 

The  Granite  Men's  Association  of  New  York  held  its  monthly 
meeting  at  the  New  Grand  Hotel,  Manhatan,  on  Tuesday 
evening,  Oct.  10.  Only  regular  business  was  transacted.  The 
election  of  officers  was  postponed  one  month. 

Cardt-  from  Mr.  Rudolph  P.  Miller,  M.  Am.  Soc.  C.  E.,  late 
Chief  Engineer  of  the  Bureau  of  Buildings  in  Manhattan,  an- 
nounce that  he  has  opened  an  office  as  consulting  engineer  in 
the  Night  and  Day  Bank  Building,  .527  5th  av.  A  beautiful 
mahogany  desk  and  chair,  a  gift  from  his  Building  Bureau  asso- 
ciates,   adorn   his    office. 

G.  W.  Cooper,  representative  of  Frank  B.  Gilbreth,  34  West 
20th  st,  Manhattan,  left  for  Akron,  Ohio,  Thursday.  Oct.  18. 
Frank  B.  Gilbreth  has  the  general  contract  to  build  a  warehouse 
and  factory  for  the  B.  F.  Goodrich  Rubber  Co.  at  Akron.  It 
will  be  constructed  of  reinforced  concrete,  faced  with  brick, 
and  will  cost  about  $75,000.  Mr.  Gilbreth  expects  to  complete 
the  job  early  in  December. 

The  members  of  the  Concrete  Association  of  New  York  and 
their  frfends  are  greatly  Interested  in  the  forthcoming  illus- 
trated lecture  by  Mr.  Richard  L.  Humphrey,  at  the  Madison 
Square  Garden  Concert  Hall,  on  the  effect  of  the  San  Fran- 
cisco earthquake  and  fire  on  building  construction.  The  date 
is  next  Wednesday  evening,  and  the  place  is  the  Concert  Hall 
of  Madison   Square  Garden. 

A  new  company  recently  formed  for  the  manufacture  of  fire- 
proof doors,  sash  and  metal  drawn  mouldings,  as  well  as  bronze, 
copper  and  Kalamein  work,  is  Rukenhrod  &  Burrell.  who  have 
leased  the  entire  building  40  Hall  st,  near  Wallabout  Market, 
Brooklyn,  and  have  equipped  it  with  the  latest  and  most  modern 
machinery.  Both  of  the  gentlemen  named  are  well  known  to 
the  building  trade,  and  it  is  their  intention  to  turn  out  fireproof 
doors,  sash,  etc.,  of  the  better  grade,  using  the  best  of  materials 
and  employing  the  best  workmen. 

The  Tenement  House  Department  is  in  the  midst  of  the  great- 
est amount  of  violations  it  has  ever  had  to  deal  with.  It  will 
take  many  years  to  open  up  some  of  the  dark  bedrooms  of  New 
York's  tenements  at  the  present  rate  of  progress,  as  the  wor'k- 
ing  force  of  the  Department  seems  inadequate  to  deal  with  the 
situation,  though  it  is  enforcing  the  violations  of  the  old  tene- 
ments and  insisting  that  the  owners  comply  with  the  laws  to 
the  best  of  its  ability.  It  is  said  that  between  one  and  two 
thousand'  violations  exist  at  the  present  time.  The  majority 
are  in  the  old  tenement  houses,  where  the  rooms  are  insuffi- 
ciently lighted,  this  necessitates  the  installation  of  more  vent 
shafts  than  heretofore. 


Personal. 

Mr.  Edward  S.  Murphy,  Superintendent  of  Buildings  of  the 
Borough  of  Manhattan,  who  has  been  ill  for  the  past  month, 
suffered  a  slight  relapse  the  early  part  of  the  week.  Since  then 
he  has  undergone  a  slight  operation  and  has  improv-ed  rapidly. 
He  is  expected  at  his  office  before  election. 


A  system  of  "records"  is  as  indispensable  in  a  real  estate 
office  as  a  ticker  in  a  broker's.  It  is  a  time  saver  and  money 
maker.  The  Record  and  Guide  offers  a  real  estate  service, 
consisting  of  a  System  of  Units,  covering  the  requirements  of 
everybody — from  the  small  system  of  little  cost  to  the  elaborate 
service  intended  for  banks  and  the  offices  of  the  larger  brokers. 
Scope  of  each  Unit  different;  efficiency  similar.  See  us  about 
your  case.    Will  advise  you.    Drop  postal  to  Record  and  Guide. 
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IN  THE  REAL  ESTATE  FIELD 


1 


a 


IMPORTANT 
ANNOUNCEMENT 


For  the  past  three  years  the  Real  Estate 
Directory  and  Information  Bureau  has  been 
operating  a  service  of  real  estate  information. 

The  Real  Estate  Record  and  Builders' 
Guide  has  also  operated  a  similar  service  as 
one  of  its  departments. 

In  order  to  place  these  services  upon 
broader  lines  and  as  a  preliminary  to  the 
introduction  of  improvements  and  enlarge- 
ments, the  Record  and  Guide  (so  far  only 
as  its  Bureau  of  Information  is  concerned) 
has  effected  a  consolidation  with  the  Real 
Estate  Directory  and  Information  Bureau,  so 
that  henceforth  the  two  concerns  will  be 
operated  and  managed  as  one,  the  combined 
service  being  known  as  the  Record  and  Guide 
Real  Estate  Information  Bureau,  and  issued 
from  the  oflices  of  the  Record  and  Guide. 

All  the  parties  formerly  interested  remain 
in  the  enlarged  enterprise. 

Real  Estate  and  Building  Statistics. 

The  following  ai-e  the  comparative  tables  of  Manhattan,  The 
Bronx  and  Brooklyn  of  the  Conveyances,  Mortgages  and  Pro- 
jected Buildings  for  the  corresponding  weeks  in  1905  and  19€C: 

MANHATTAN    AND    THE    BRONX. 

CONVEYANCES. 

1(  06.  190.=;. " 

Oct.    12to  18.  inc.  Ool.  13  to  19,  inc. 

Total  No.  for  Manhattan 232  Total  No.  for  Mantiattan                 333 

No.  wltli  consideration 10  No.  with  consideration. .                     30 

Amount  Involved »30T,95O     Amount  Involved $1,172,97,5 

Number  nominal 222  Nuraticr  nominal,....,....                 303 


Total  No.  Manhattan,  .Jan.  1  to  date 

No.  with  consideration,  Manhattan,  Jan. 

1  to  date 

Total  Amt.  Manhattan,  Jan.  1  to  date 

1908. 
Oct.  12  to  18,  Inc. 

Total  No.  for  the  Bronx 183 

Nok  with  consideration 9 

Alliount  Involved t7o,29ri 

Number  nominal 174 


Total  No.,  The  Bronx,  Jan.  1  to  date 

T»tal  Amt.,  The  Bronx,  Jan.  1  to  date... 
Total  iVo.  nanhallau  and  The 

Bronx.  Jan.  1  10  date  

Total  Amt.  Manhattan  and  Tbe 

Bronx,;  Jan.  1  to  date 


1906, 
17,674 


1,070 
».57,776  487 


190R. 

17,938 

1,38.5 
$66,935,442 


1905. 
Oct.  13  to  19,  Inc. 
Total  No.  lor  The  Bronx  209 

N '.  with  consideration. .  20 

Amount  Involved 1132. .535 

Number  nominal 189 

1906.  1905. 

10.128  10.695 

I0,90;>,74e  110.894.626 

2r,80a  2»<,(i33 

S<>4,677,-233       Sr7,S30,0)i8 


Assessed  Valuer  ITIanlftattaii. 


Total  No.,  with  Consideration 

Ajnounl  I  nvolved 

Assessed  Value , 

Total  No..  Nominal 

Asseeaed  Value 

Total  No.  with  Consld.,  from  Ian.  l8'«  to  date 

Amount  Involved " 

Assessed  value "  • 

Tolftl  No.  Nominal ■•  " 

Assessed  Value •<  •• 


1906.  1905. 

Oct:-  12  t.i  18.  Inc.     Oct.  13  to  lO.Inc 


10 

80 

1307,950 

$1,172,975 

$233,500 

$833,400 

222 

803 

«8,289,0O0 

$8,734,000 

1.070 

1  385 

f.->7.776,487 

$66,935,442 

140,321,275 

$47,488,707 

I6:e04r 

16,553 

5550,411,700 

$5«6;914,tf34 

MORTGAGES. 
1908. 
. Oct.  12  to  18,  inc. 


1905 
-Oct.  13  to  19,lnc.- 


MaQhattan. 
279 
15,750.882 


T  jtal  number 

\aiount  Involved 

Number  at  7 ^i 

Am<junt  involved 

No.at6S 129 

Amount  involved $1,388,582 

No.  at  SU'i 

Alhount  Involved 

.  No.   at  5  H  ti 5 

Amount  involved $87,500 

No.  axz^iy, 

Amount  Involved 

No.atSV 77 

Amount  involved 11,755^750 

No.  at4'<)i 

Amount  involved 

No.  at  4S>i 

Amount  involved 

No.  at  4Si«J 

Aiuount  InYolved 

No.  at  4>i 

Amo-unt  Involved     .... 

Nteibfirat  S'.iH 

Araoijni  involved 

No.  Without  interest.. 

Amount  Involved $1  988.400 

No.   al>ove  to    Bank.    Trust 

and  Insurance  Companies  44 

Amount  Involved $2,184,720 

Total  No. ,  Manhattan,  Jan.  1  to  date 

Total  Amt.,  Manhattan,  Jan.  1  to  date. . . . 

Tital  No.,  The  Bronx,  Jan.  1  to  date 

Total  Amt..  The  Bronx.  Jan.  1  to  date 

Total  TVo.,  ITIanhattan  and  The 

Bronx.  Jan.  1  to  dale  

Total  Ami.  ^lanhntlan  f>nd  The 
Bronx,  Jan.  I  to  dale        


Bronx. 
169 
$1,080,923 


6* 


Manhattan. 

244 

$3,419,386 

1 

$2,500 

145 


Bronx. 

137 
$761,294 


$273,800    $1,851,362 


56 

$391,008 


14 

$49,970 


23 

$308,000 


84 
$205,500 


68 
$577,953 


39 
$1,046,850 


29 
$98,693 


21 

$482, 2C0 
1 

$12,000 

4 

$158,010 


42 


$12,000 


12 

$142,500 


1 

$9,000 


3 
$4,650 


$11' 


17 
,200 


24 

$268,673 


10 


34 

$159,500    $1,073,700 
1906 
14,871 
1289,712,189 
7,486 
»54,866,496 


14 
$64,545 

8 

$87,500 
1906. 

i7,aoi 

$431,917.1:07 

8.594 

t74.656.986 


22,337 
*344,5r8,683 


25,89.5 
•  506,573,493 


PROJECTED   BUILDINGS. 


tsl  Ne    N   w  Buildings: 

.V  iniiai'MT 

The  wronx 


1906. 
Oct.  13  to  19,  Inc.  Oct, 
9 
21 


Grand  total 

TotHl  Am,i,  .V       Buildings : 


Manhattan . 
Tli'i  Bronx  . 


Grand  To'al 

Total  Amt.'  Alterations  r 

Manhattan 

The  Bronx 


G  rand  total 

Totni  No.  oi  ftew  buildings: 
Manhattan,  Jan.  I  to  date. 
The  Bronx,  Jan  1  to  date.. 


ranhtn-Rronx,  .Ian.  1  to  date 

Tot.il  Amt.  New  Buildings: 

Manhatt»-n,  Jan   1  to  date 

The  BroLx,  Jan.  1  to  date 

.Tlnlitn-Hronx,  Jan.  1  to  dale 

T,>tal  Amt.  Alterations: 

^nhiii-KroDX     Jan.  1  10  dai* 


30 

$379,700 
125,580 

»j05,260 

$184,700 
63,960 

$238,660 

1.480 
1.846 

3,325 

$102,320,940 
23,552,105 


1906. 
14  to  20,  Inc. 
45 
81 

76 

$2,094,450 
374,650 

$2,469,000 

$203,485 
10.950 

$214,435 

2,127 
1,878 

4,005 

$104,671,760 
32.295,8b'0 


«125,S7.'»,045     «l3l>,967,«i20 
«17,100,554        «J2,147,027 


BROOKLYN. 

00NVETANCE8. 

IM06 
Oct.  11  to  17,  inc. 
880 


Total  number 

No.  with  consideration  33 

Unouct  involved $668,217 

ynmber  nominal '.', 883 

I'otnl  nnjubi;r  of  Conveyances, 

Jan.  1  to  date 39,774 

Total  amount  of  roiiTeyances, 

Jan.llodnte 823,894,415 


19()6. 

Oct.  12  to  I8,in<:. 

791 

76 

$398,618 

715 

34,294 

»24,48.5,V59 


MORTGAGES. 


Total  number..... 

Amount  Involved 

No.  at  6«< 

Amount  involved 

So.  at  5\H 

Amount  Involved 

No.  at  5  ^^^i 

Amount  Involved 

So.  at  5i»4. 

Amount  involved 

Ko.  at  5'i;  

Amouht  involved 

So.  at  4lt,%' 

Amount  Involved  

No.  at  4*i 

Amount  Involved 

No.  at  3  S 

imount  Involved 

No.  without  Interest 

.Amount  involved 

Total     number    of    mortgages. 

Jan.  1  to  date 

Total     amount    of    mortgages, 

Jaii.l  to  dale 


924 
$3,987,730 

441 
$1,297,081 


$1,832,825 

270 

S875,]67 


132 

$702,110 

1 

$2,750 

308 

$1,767,878 

5 

$55,000 


131 

$420,925 


42 

$220,260 


87 
$162,911 

31,456 

»129,960,43» 

PROJECTED  BUILDINGS. 
No.  ot  New  Buildings      ...  130 

Estimated  cost $844,900 

Total    No.    of    Neiv  Buildiui;B, 

Jan.  1  to  dale 6,891 

Total  Amt.  of  View  Buildingrs, 

Jan.  1  to  date $51,953,082 

Toial    amount  of    Alterations. 

Jan.  1  lodale «4,316,983 


A  meeting  of  the  West  Side  Taxpayers'  Associa 
34th  Bt,  will  be  held  on  Friday  evening  Oct.  19 
pose  of  election  officers,  '  ■'        -  ■•i-'-'--'- 


88 
$306,983 

31,096 

$168,608,671 

201 
$1,214,520 

6,845 

«63,830,.529 

«4, 143,437 

tion,  267  West 
for   the   t>ur' 
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South  of  59th  Street. 

CHERRY  ST. — Meyer  Ellenbogen  and  Isidoi-  Reis,  in  conjunc- 
tion witli  A.  Pliillips,  sold  for  Isadore  Leipzig  to  Josepia  Berko- 
witz  and  Solomon  Landsman,  tlie  southwest  corner  of  Cherry 
st  and  Catherine  Slip,  a  6-sty  tenement,  45x80. 

DOWNING  ST. — Max  Salomon,  attorney  for  Simon  CUig,  sold 
63  to  07  Downing  st.  Haber.  Dworkowitz  &  Haber,  the  pur- 
chasers gave  in  part  payment  540  West  G5th  St. 

GRAND  ST.— Polizzi  &  Co.  report  the  sale  of  the  6-sty  new 
law  tenement  208  Grand  st,  24x100,   for  Chas.  Weinstein. 

GREENE  ST. — Lowenfeld  &  Prager  sold  through  M'm.  A. 
White  &  Sons  122  Greene  st,  a  3-sty  loft  building,  on  lot  25x100. 
The  sellers  bought   this  property  last  May. 

HENRY  ST. — Meyer  Ellenbogen  and  I.  Reis,  in  conjunction 
with  A.  Phillips,  sold  for  Isadore  Leipzig  to  Joseph  Berkowitz, 
the  northeast  corner  of  Henry  and  Scannel  st,  a  6-sty  tenement, 
48x80,  and  resold  same  to  Wasilowsky  &  Schulman. 

LAIGHT  ST. — S.  B.  Goodale  &  Son  sold  for  Emma  Canton  to 
A.  I.  Spiro  tlie  norfheast  corner  of  Laight  and  Varick  sts,  a 
7-sty  loft  building,  25x100.  Louis  H.  Lowenstein  peeold  this 
property  to  Isaac  Cohen. 

MADISON  ST.— Wexler  &  Posner  sold  to  Charles  Galinsky, 
80  Madison  st,  a  G-sty  tenement,  25x100. 

PEARL  ST. — John  Peters  &  Co.  sold  for  Ernst  Stutz  to 
Weekes  &  Golden  432  Pearl  st,  two  5-sty  tenements,  25x120. 

SHERIFF  ST. — Samuel  Jaffe  &  Co.  sold  for  Shapiro,  Levy  & 
Starr  to  a  client  two  3-sty  dwellings  51  and  53  Sheriff  st,  50x90. 

SPRING  ST. — William  A.  White  &  Sons  sold  for  the  estate  of 
Thomas  F.  Carhart  to  Lowenfeld  &  Prager  68  to  78  Spring  st 
and  65  to  71  Crosby  st.  fhe  southeast  corner,  old  buildings, 
fronting  92  ft.  on  Crosby  and  150  ft.  on  Spring  st. 

SULLIVAN  ST.— Bernard  Smyth  &  Sons  sold  for  M.  T.  Innet 
and  others,  97  Sullivan  st,  75  ft.  north  of  Spring  st,  a  5-sty 
teiiement,    25x65.11. 

SULLIVAN  ST. — Hyman  Weinstein,  in  conjunction  with  Louis 
Lebewalil.  sold  for  Joseph  Rosenberg  1.35  and  135%  Sullivan  st, 
a  6-sty  tenement,  with  stores,  37x100. 

IITH  ST. — Folsom  Bros,  sold  for  Mrs.  M.  M.  Rowe  to  an 
investor,  27  East  11th  st,  a  4-sty  private  house,  26x100.  One 
of  a  row  of  five  dwellings. 

IITH  ST. — Gillen  &  Stryker  sold  to  a  client  the  6-sfy  elevator 
apartment  house,  the  Larchmont,  27  and  29  West  11th  st.  The 
property  was  held  at  $133,000. 

16TH  ST. — Henry  Peurstein  sold  for  the  Vincent  Realty  and 
Construction  Co.  532  East  16th  st,  a  5-sty  tenement,  25x103.3. 

19TH  ST. — McVickar  Gaillard  Realty  Co.  sold  for  Mrs.  Lyman 
C.  Josephs,  of  Newport,  R.  I.,  a  5-sty  apartment  house  at  126 
East  19th  st,  2.5x100. 

25TH  ST.— John  N.  Golding  sold  for  Mrs.  E.  W.  Chapln  40 
to  40  West  25th  st,  four  4-sty  dwellings,  103x98.9. 

27TH  ST. — W.  S.  Patten  and  J.  L.  Vansant  sold,  to  a  client 
of  Ames  &  Co.,  125  West  27th  st,  4-sty  front  and  rear  ten- 
ements. 25x98.9.  .1    I 

27TH  ST.— M.  L.  &  C.  Emst  and  Leopold  Weil  sold  the  G-sty 
loft  building  1.32  to  142  West  27th  st,  120x100.  The  pur- 
chaser is  the  James  McCreery  Realty  Corporation,  and  the  price 
paid  is  said  to  be  about  $.300,000. 

Sale  Near  Pennsylvania  R.  R.  Depot. 

34TH  ST.— N.  A.  Berwin  &  Co.  and  Nichols  &  Lummis  sold 
214  West  34th  st,  4-sty  basement  dwelling,  16.5x98.9.  Its  prox- 
imity to  7th  av,  and  the  proposed  arcade  of  the  Pennsylvania 
Railroad,  exerts  an  important  influence  on  the  future  value  of 
this  parcel.  Dealers  are  inclined  to  believe  that  before  next 
spring  many  more  salts  will  be  effected  fn  the  immediate 
vicinity. 

3(;TH  ST.— Dennis  &  Preston  sold  for  Park  &  Tilford  to  an 
Investor,  1.52  to  156  West  3Gth  st,  between  Broadway  and  7th 
•av,  an  8-sty  fireproof  storage  warehouse,  60x100,  built  by  the 
sellers  in  19fK>.  They  will  continue  to  use  the  building,  leasing 
from  the  buyer  for  a  term  of  21  years  at  an  aggregate  net 
rental   of  $:!oO,000. 

3STH  ST.— Pease  &  Elliman  sold  for  W.  R.  H.  Martin  to  a 
client  for  occupancy  122  East  38th  st,  a  6-sty  American  base- 
ment house,  14x98.9. 

43D  ST.— Wm.  Richtberg  sold  for  Kaskel,  Bruder  &  Hahn  to 
an  Investor,  339  West  43d  st,  a  5-sty  apartment  with  stores, 
25x100. 

48TII  ST.— Lavinia  A.  Norcross  sold  to  Frank  L.  Holt  310 
West  48th  st,  a  3-sty  tenement,  16.8x100.5. 

.5r)TH  ST.- -A.  W.  Miller  &  Co.  sold  for  the  estate  of  Lavinia 
Cudlipp  to  a  buyer,  for  occupancy.  .350  West  55th  st,  a  3-sty 
and  basement  brick  dwelling,  20x100. 

57TH  ST. — M.  Edgar  Fitz-Glbbon  sold  for  George  Schmitt  to 
James  H.  Anderson  435  and  437  West  57th  st,  two  o-sty  apart- 
ment houses,   50x100. 

59TH  ST. — Collins  &  Collins  report  the  gale  of  334  East  59th 
?t,  4-?ty  building,  16.8x100.5. 


59TII  ST.— Martin  A.  Cape  sold  242  East  59th  st,  a  3-sty 
building,  20x1005. 

EAST  BRO.^DWAY. — The  Jewish  Maternity  Hospital  bought 
270  and  272  Eaist  Broadway,  between  Montgomery  and  Gouver- 
neur  sts,  two  5-sty  tenements,  41x70.  Extensive  alterations 
will  be  made. 

Good  Price  for  25  Park  Place  at  Auction. 

P.4RK  PLACE. — Owners  of  property  on  the  north  side  of 
Park  pi,  between  Broadway  and  Church  st,  express  the  beliijf 
that  the  price  realized  at  auction  on  Thursday  for  No.  25, 
which  runs  through  to  22  Murray  st,  represents  a  fair  market 
value  for  real  estate  on  this  block.  The  building,  which  is  an 
old  structure,  brought  $191,000,  and  was  purchased  by  the  Kips 
Bay  Realty  Co.  and  D.  B.  Freedman.  It  has  the  advantage  of 
being  close  to  the  entrance  of  the  6th  av  "L"  station.  This 
side  of  the  street  is  commencing  to  undergo  a  change,  and  some 
real  estate  men  say  that  many  of  the  old  buildings  will  be  torn 
down  shortly  to  make  way  forrnodern  office  buildings. 

WEST  WASHINGTON  PL. — Pepe  Brothers  and  D.  M.  Gallo 
sold  for  Francisco  Pepe  to  Eugene  Gurux  124  West  Washington 
pi,  running  through  to  181  West  4th  st,  two  3-sty  dwellings, 
20x91.7x21.9x101. 

2D  AV.— E.  V.  C.  Pescia  &  Co.,  206  Broadway,  sold  for  New- 
man Grossman  and  Frank  Feldman  to  a  client,  who  will  improve 
the  property,  215  2d  av,  25.9x92,  a  4-sty  tenement  with  an  "L" 
to  249  and  240^4  East  13th  st,  three  4-sty  buildings,  35x51x 
irregular. 

2D  AV. — Frankenthaler  &  Sapinsky  and  Charles  Kaufmann, 
as  attorneys,  sold  for  Sabler  &  Zaubler  810  2d  av,  a  5-sty  tene» 
ment,  25x100. 

3D  AV. — Wetmore  &  Magill  sold  for  the  Hermitage  Realty 
Co.  889  and  891  3d  av,  a  4-sty  building,  on  a  plot  50x100. 

3D    AV.— E.    E.    Tisch    &    Co.    sold    for    the    estate    of   Matilda 
Epstein   962   3d    av,    a   5-sty   double   flat,    with    stores,    25.5x95. 
This  is  the  first  transfer  of  the  property  in  over  25  years. 
Lotos  Club. 

5TH  AV. — Action  was  taken  on  the  matter  of  the  offer  of  the 
property  of  the  Lotos  Club,  558  5th  av,  Manhattan,  Thursday 
evening,  Oct.  18,  when  it  was  voted  to  sell  the  site  for  $750,000. 
If  a  sale  is  effected  at  this  price  the  club  will  in  all  probability 
build  a  new  and  more  modem  building  in  some  central  loca- 
tion. Rumors  have  been  in  circulation  for  some  time  that  an 
offer  at  about  this  figure  had  been  made  for  the  building.  The 
property  cost  the  club  aproxlmately  $230,000. 

GTH  AV. — Jefferson  M.  Levy  bought  from  Blakeslee  Barnes, 
52  6th  av,  adjoining  the  southeast  corner  of  Washington  pi,  a 
3-sty  building,   18x55.8. 

North  of  59th  Street. 

GOTH  ST. — Isadore  M.  Levy  sold  to  Andrew  Velli  311  East 
00th  St.  a  5-sty  tenement,  2.5x98.9. 

61ST  ST. — The  Ernst-Cahn  Realty  Co.  sold  for  a  client  413 
East  61st  st,  a  S-sty  triple  flat,  20x93.4. 

64TH  ST. — Joseph  L.  Buttenwieser  sold  154  West  04th  st,  a 
5-3ty  single  flat,  20x100.5. 

67TH  ST. — Jas.  J.  Etchingham  sold  for  Mrs.  J.  B.  Mc.\ndrew3 
to  a  client  212  West  07th  st,  a  5-sty  triple  tenement,  25x100. 

70TH  ST. — Hugo  Josephy  sold  to  J.  A.  McKenna  125  West 
70th  5,t,  a  4-sty  brownstone  dwelling,  20x100.5. 

74TH  ST. — Jacob  Adler  sold  for  Joseph  Rasken  to  Mary  Graf 
and  others  the  4-sty  flat  233  East  74th  st,  2.5x103. 

74TH  ST. — Pehleman  &  Schwegler  sold  for  Agnes  A.  Poirier 
to  a  client  235  West  74th  st,  a  3-sty  English  basement  dwelling, 
20x102.2. 

75TH  ST.— John  Peters  &  Co.  sold  for  Joseph  Gitsky  to  a 
client  of  Wm.  Wolff's  Son  1G3  East  75th  st,  a  4-sty  and  base- 
ment single  flat,   18.9x102.2. 

SOTH  ST. — I.  Salzberg  sold  for  Mandel  Gerhart  to  Leibhoff  & 
Hirschfleld  321  East  80th  st,  a  4-sty  double  flat.  25x102.2. 

SIST  ST. — Sarah  E.  Renter  sold  124  West  81st  st.  a  4-sty 
brownstone  dwelling,  20x102.2. 

S5TH  ST. — Slawson  &  Hobbs  sold  for  Henry  A.  James  to  an 
investor,  159-Gl  West  S5th  st,  two  4-sty  dwellings,  17.6x102.2 
tach. 

S7TII  ST. — A.  L.  Mordecai  &  Son  sold  for  Richard  Cummings 
to  Harris  Mandelbaum,  for  occupancy,  12  West  87th  st,  a  4-sty 
high  stoop  residence.  20  ft.  front  by  half  a  block  in  depth.  Ex- 
tensive alterations  will  be  made. 

88TH  ST. — ,\l'raham  Cohn  bought  from  Adele  K.  Herold.  .331 
East  S8th  St.  a  5-sty  tenement,  25x100.8.  Schindler  &  Liebler 
were  the  brokers. 

89TH  ST. — The  Cruikshank  Company  sold  for  S.  J.  Walton, 
119-21  West  S9th  st.  two  2-sty  brick  stables.  50x100.8. 

SOTH  ST. — M.  Morgenthau,  Jr.,  &  (So.  sold  for  Isaac  T.  Meyer, 
70  West  89th  st,  a  4-sty  dwelling,  20x100.8. 

90TH  ST.— Sussman  &  Co.  sold  for  N.  Weil  &  Son.  240  East 
90th  St.  a  5-sty  tenement,  2.5x100.8. 

91ST  ST. — Weisberger  &  Kaufman  sold  for  the  Badt-Mayer 
Co.  to  a  client,  162  East  91st  st.  a  5-sty  triple  flat,  33.4x100. 

94TH  ST. — James  J.  Etchingham  sold  for  Delia  L.  Martin 
to  Dr.  A.  W.  Maynard,  li56  West  CUth  st,  a  3-sty  and  basement 
dweUing,  17x94.7. 
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Or.TH  ST.— J.  Arthur  FiBcher  sold  for  G.  W.  QuiiUard,  43  West 
O.'ith  St.  3-sty  brick  dwelling.   IT.DxKIO. 

IMjTH  ST. — Prankenthaler  &  Sapinsky  and  Charles  Kaufman, 
as  attorneys,  report  the  sale  by  Goodman  &  Rubin  119  and  1-1 
East  i)Uth  St.  a  7sty  apartment  house,  37.0x100.  This  building: 
was  completed  last  June  and  is  now  almost  fully  rented,  hav- 
ing two  5-room  and  two  4-foor  apartments  to  each  floor,  with 
all  modem  improvements,  excepting  elevator.  They  are  rented 
at  from  $5  to  $0.50  a  room.  The  buildings  adjoining,  Nos. 
]ir)-117.  are  almost  similar  in  design  and  construction. 

lOOTH  ST.— Mendel  Greenberg  sold  to  Shapiro,  Levy  &  Starr 
t%vo  5-sty  triple  flats  111  and  113  East  lOOth  st,  25x100.11  each. 
Samuel  Jafte  &  Co.   were  the  brokers. 

lOOTH  ST. — Slawson  &  Hobbs  sold  for  Emily  L.  Landon  to 
Mrs;  M.  A.  GaJepi,  of  Montreal,  Canada.  309  West  100th  st,  a 
5-sty   American  basement  dwelling,   18x102.2. 

102D  ST. — Gibbs  &  Kirby  sold  for  Mrs.  Jane  Harris,  308  West 
102d  st,  a  3-sty  dwelling,  IS.OxlOO.ll. 

104TH  ST. — Chas.  S.  Kohler  sold  for  Mrs.  Je.ssie  M.  Proctor, 
09  West  104th  st,  a  5-sty  double  flat,  27x100. 

104TH  ST.— Louis  M.  Heller  sold  for  the  Hemendorf  estate 
to  Lubetkin  Bros  220  East  104th  st,  a  5-sty  tenement,  25x100.11. 
This  property  has  not  changed  hands  in  twenty  years. 

104TH  ST.— Henry  B.  Wesselman  sold  to  George  W.  Walker 
220  and  222  West  104th  st,  a  plot  32.7x70.11.  Mr.  Walker  owns 
the  southeast  corner  of  Broadway  and  104th  St. 

105TH  ST. — Chas,  S.  Kohler  .sold  for  Christina  Gramllch,  105 
West  105th  £t,  5-Bty  double  flat,  25x100. 

105TH  ST. — Chas.  S.  Kohler  sold  for  Louisa  Arnold,  152  West 
105th  st,  a  5-sty  single  flat,  25x100. 

109TH  ST— Nathan  Chasan  sold  for  N.  Tulchinsky  to  FaHc 
Valk  and  a  Dr.  Eisner,  55  and  57  East  109th  st,  a  G-sty  flat, 
40x100. 

IIOTH  ST.— Su'ssman  &  Co.  sold  for  the  Mechanics  and 
Traders'  Realty  Co.  Nos.  Ill  and  113  East  110th  st,  a  6-sty 
new  law  house,  on  plot  35x100.11. 

113TH  ST. — ■  Isadore  M.  Levy,  as  attorney,  bought  70  and  72 
East  113th  st,  two  5-sty  tenements,  50x100.11. 

113TH  ST.— D.  Levy  sold  through  L.  Davis,  74  East  113th  st, 
a  5-sty  tenement  house  with  stores,  25x100. 

114TH  ST. — Morgenstern  Brothers  have  sold  to  Samuel 
Grodginsky  .34  West  114th  st,  a  3-sty  dwelling  on  lot  17.0x100.11. 

114TH  ST. — John  A.  Weeks  sold  No.  2217  2d  av,  southwest 
corner  of  114th  st,  a  4-sty  flat,  on  lot  25x75. 

117TH  ST. — Bloch  Brothers  bought  through  M.  Loewenthal 
from  the  Rosenstock  estate  four  brownstone  double  flats  300 
to  300  West   117th  st,  facing  Morningside  Park. 

IISTH  ST. — Harry  Williams  sold  to  Isaac  Male  153  and  155 
East  118th  St.  a  G-sty  tenement  hou'se,  on  a  plot  50x100.11. 

119TH  ST.— Julius  H.  Reiter  resold  for  Abram  Modne  to  Siris, 
Malzman  &  Goldman,  306  to  314  East  119th  st,  5-Bty  tenements. 

121ST  ST. — Samuel  Jaffe  &  Co.  sold  for  Lazarus  Jacobson  to 
David  Harris  for  occupancy  the  4-Bty  American  basement  dwell- 
ing 108  West  121st  st,  21x100. 

122D  ST. — Thomas  P.  Fitzsimons  exchanged  for  Adele  Kurris 
with  the  Jumel  Realty  Co.  230  West  122d  st,  a  5-sty  flat,  34x100, 
for  190  Claremont  av,  a  5-sty  triple  flat,  40x100.  • 

127TH  ST. — Shaw  &  Co.  sold  for  the  Waddell  estate  to  a:  client 
for  occupancy  59  West  127th  st,  17.9x100. 

1.32D  ST.— Harris  &  Co.  and  S.  Preidus  sold  to  J.  Timble  No. 
5.51!  West  1.32d  st,  a  5-sty  triple  flat,  on  a  lot  25x99.11. 

134TH  ST. — John  J.  Hoeckh  sold  for  Gustav  SchoUhammer 
232  West  1.34th  st,  a  5-sty  flat,  25x100. 

137TH  ST.— Harris  &  Co.  and  S.  Freidus  sold  for  a  client  No. 
1(k;  West  137th  st,  a  5-sty  triple  flat,  on  a  lot  25x99.11,  to  Han- 
nah  Theobald,    who  recently  Bought   No.   108.  adjoining. 

143D  ST. — The  Godspeed  Realty  Co.  bought  from  Mrs.  Ma- 
thilde  Henry  2.59  West  143d  st,  a  5-ety  triple  apartment  house, 
37.0xl(X).     Joachim  &  Goldschmidt  were  the  brokers. 

140TH  ST. — Pollock  &  Nathanson  sold  through  David  Pollock 
to  Gus  Luckee,  the  5-sty  flat  now  being  erected  south  side  of 
146th  st,  102.0  ft.  east  of  Broadway,  on  plot  37.6x99.11. 

150TH  ST. — S.  N.  Tuckman,  as  attorney,  has  bought  for 
Nicolo  Lagiuso  from  Miller  &  Mofsenson  the  0-sty  apartment 
house  on  the  north  side  of  150th  st,  331  ft.  west  of  7th  av. 

161ST  ST.— Duff  &  Brown  sold  for  T.  J.  McLaughtin  to  a 
client  501  West  101st  st,  a  4-sty  American  basement  dwelling, 
19x00x100. 

AV.  A. — Louis  Stockell  sold  for  M.  Dlugasch  the  northeast 
corner  of  Av.  A  and  70th  st,  a  5iBty  tenement  house,  on  a  lot 
25.0x98 

BRADHURST  AV.— W.  J.  Huston  &  Son  sold  for  Michael  J. 
Leonard  to  a  client  of  John  J.  Egan  for  occupancy  43  Bradhurst 
av,  a  3-sty  high  .stoop  dwelling,  18x80. 

MANHATTAN  AV. — Chas.  S.  Kohler  sold  for  Mrs.  Jessie  M. 
Proctor  a  3-sty  Queen  Anne  dwelling,   105  Manhattan  av,  18x.50. 

MANHATTAN  AV.^Weisberger  &  Kaufman  sold  to  a  client 
for  Sigmund  Lewy  the  southwest  corner  of  Manhattan  av  and 
lOlst  st,  a  G-.sty  triple  flat,  27.10x100. 

1ST  AV. — Sol.  Friedman  sold  for  the  Nathan  Feist  estate  to 
Liebhoff  &  Hirschfield  15.39  1st  av,  a  4-sty  single  flat,  10.0x80. 

2D  AV. — Wm.  &  Julius  Bachrach  sold  to  a  client  for  Invest- 
ment 2456  2d  av,  between  125th  and  12Cth  sts,  a  5-sty  tene- 
ment, 26.8x100. 
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STH  AV.— Goodwin  &  Goodwin  sold  for  Henry  Marks  to  a 
client  northwest  corner  Sth  av  and  113th  st,  a  5-sty  tenement, 
with  store,  25.11x100. 


The  Bronx. 

GARFIELD  ST.— Wm.  Peters  &  Co.  sold  for  Kate  Horgan  to 
a  client  a  building  lot  east  side  of  Garfield  st,  known  as  No.  419 
on  map  of  *'an  Nest  Park. 

HANCOCK  ST.— Wm.  Peters  &  Co.  sold  for  M.  Weiss  'to  H. 
Doerring  a  dwelling  east  side  of  Hancock  st,  known  as  No.  224 
on  map  of  Van  Nest  Park;  also,  in  conjunction  with  Weiss  & 
Co.,  lots  95,  90  and  98  map  of  Dutchess  Land  Co.,  Benson  es- 
tate, Westchester. 

VAN  BUREN  ST.— Wm,  Peters  &  Co.  sold  for  Henry  Bursing 
to  a  client  a  2-family  dwelling  west  side  of  Van  Buren  st,  near 
Morris  Park  av. 

140TH  ST.— Ernst-Cahn  Realty  Co.  sold  to  the  Louis  Meyer 
Realty  Co.  733  East  140th  st,  a  4-sty  double  flat,  with  stores, 
25x100,  and  resold  same  for  them   to  a  Mr.   Kurz. 

149TH  ST.— Wolski,  Olpp  &  Co.  have  sold  for  Margaret 
O'Gorman  the  4-sty  double  flat,  on  lot  25x.S0,  on  the  north 
side  of  149th  st,  2(X»  ft.  east  of  Melrose  av,  adjoining  the  7-Bty 
building  now  being  erected  by  the  American  Real  Estate  Co. 
The  buyer  will  improve  the  property  for  business  purposes. 

1.54TH  ST.— Adolf  Mandel  has  sold  a  lot,  25x100,  on  the  north 
Bide  of  1.54th  st.  west  of  Elton  av. 

1.55TH  ST. — Cahn  &  Cahn  have  resold  0.34  East  155th  st,  a 
2-family  dwelling,  with  store,  for  H.  Honigman  to  J.  H.  Elsaser. 

187TH  ST. — I.  Levy  sojd  for  J.  F.  Hassett  three  2-family 
houses  790  to  794  East  187th  st,  50x100. 

BAINBRIDGE  AV.— Chas.  S.  Kohler  sold  for  J.  J.  Karbry 
O'Kennedy  2057  Bainbridge  av,  a  2-sty  and  attic  dwelling, 
27x73.0. 

CAMBRELING  AV.— The  J.  Hamilton  Hunt  Co.  sold  for  a 
client  2391  to  2397  Cambreling  av,  four  2-sty  frame  dwellings, 
each  10.8x80. 

DAVIDSON  AV.— L.  Levy  sold  for  M.  H.  Feder  the  north- 
east corner  of  Davidson  and  North  avs,  a  5-sty  flat,  100x40. 

JACKSON  AV. — Lawrence  Kronenberger,  in  conjunction  with 
the  Bronx  Realty  Exchange,  sold  for  Mrs.  L.  Rieger  to  a  client 
887  Jackson  av,  a  3-sty  brick  dwelling. 

VAN  NEST  AV. — Wm.  Peters  &  Co.  sold  for  John  B.  Marlon 
to  Henry  Bursing  a  3-sty  building  southwest  corner  Van  Nest 
av  and  Van  Buren  St. 

5TH  AV. — Barnett  &  Co.  have  fold  for  Charles  Yost  the  north- 
east corner  of  218th  st  and  5th     v,  a  plot  105x114. 
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Leases.  .  ...,,^,j.s 

Leon   S.   Altniayer  feaseii  'for  Dr.   Shul'man   to  a  client,   for  a  ~,. 
long  term  of  years,  a  private  dwelling,   iHJO  Madison  av.-    -;' " 

Chas.  E.  Duross  leased  for  the  Malone  estat.e  to  A.  Salftinsn 
the  store  and  basement  in  the' building  at  91  9th'  av  for  a  term 
of  years.  • 

Chas.  E.  Duross  leased  G36-C38  'West  34th  st!,  a  3-sty  and 
basement  building,  50x100,  for  Horafce  Ing«i-soll  Co.  to  a  'West- 
ern concern  for  a  term  of  ten  years.  TJiey  will  use  the  building 
for  a  warehouse  for  plumbing  supplies. 

Chas.  E.  Duross  leased  for  Mrs.  R.  .'W.  Maccomber  to  J.  W. 
Barrett  two  upper  loft's  in  108  'West  14th  st  for  a  term  of  years. 

Henry  S.  Glov^er  leased  for  five  years  to  'William  J.  Coleman,  a 
tailor,  the  second  loft,  5,000  sq.  ft.,  in  the  recently  completed 
building  northeast  corner  of  5lh  av  and  28th  st. 

Peter  Dooley  and  James'  Bu'cllley  leased  throii'gh  Thomas  C. 
McDonald  for  a  long  term  to  Emil  'Voigt  and  Gaston  Rheims, 
of  the  C.  C.  'V.  Import  Company,  the  building  to  be  erected 
in  the  soulh  side  of  GOth  st,  east  of  West  End  av.  Joseph  A. 
Dwyer  represented  the  lessees.  Messrs;  'Voigt  and  Rheims  will 
use  the  building  as  an  automobile  machine  and  repair  shop. 

'William  H.  Folsom  leased  for  Mrs.  Bella  'Warnstad  for  a 
term  ofyears  a  floor  in  the  building  35  West  19tK  st;'.also  to 
Juda.Brothers  a  floor  in  the  same  building;  a;igo.for  Max  Solo- 
mon to  Henry  Ronecke,  incorporated,  a  iofl  in  the  new  build- 
ing 110  and  1]2  West  2tjth  st,  and  for  a  term'of  years  for  the 
American  Pianograph  Co.  to  Lent  &  Barnps  a  floo.r  art  137 
and  130  East  25th  st. 

Gross  &t  Gross  Co.  'sold  for  the  Automobile  Depot  to  the  New 
York  Motor  Car  Co,  the  lease  on  231-235  West  40th  st,  a  5-sty 
garage.  The  Automobile  Depot  leased  this  building  a  short 
time  ago  through  the  same  brokers;  also  -leased  to  -  Landay 
Brothers,  New  York  representatives  of  Victor  Talking  Machine, 
the  parlor  floor  of  400  5lh  av;  in  same  building,  the  stoop  store, 
to'  Wilson  Bryant,  and  the  third  floor  of  the  same  building  to 
Max  J.  Bejisamon;  also  leased  to  Stefan  Kjeldsen  211-213  West 
87th  st,  the  West  S7th  st  garage,  f6r  a  term  of  years. 

E.  Tanenbaum  &  Co.  leased  for  H;  &  1.  Meinli^rd  to  H. 
Herman,  Sternbach  &  Co.  30,000  square  feet  in  Corner  Build- 
ing, 21  and  23  Waveriy  pi,  for  a  long  term.bf  years;  also  for, 
Hyman  &  Henry  Soiin  store  and  ba'serneht  containing  10.000 
square  feet  in  the  11-sty  fireproof  building  4-0  Washington  pi, 
southeast  comer  of  Mercer  st,  for  a  long  term  of  years;  also 
for  Joseph  Cuinet,  of  Lyons,  France,  the  third  loft  containing 
5,000  square  feet  in  the  10-sty  building  520-522  Broadway  to 
Emil  Marx  &  Co.,  and  for  Julius  Landauer  5,000  square  feet 
to  A.  &  J.  Rosenbluth  in  the  building  northwest  corner  Prince 
and  Wooster  sts. 

Hell  &  Stern  leased  for  Klee  &  Co.  20,000  ft. -in  .building  11-19 
East  ith  st,  at  a  total  rental,  of  $30,000;  for  the  Astor  estate, 
10,000  ft.  in  building  44  East  14th  st,  at  a  total  rental  of  $20,0«0; 
'for  Brody,  Adler  &  Koch,  5.000  ft.  in  building  10-12  West  19th 
st,  at  a  total  rental  of  $12,500;  for  Fred'k  C.  Zobel,  10,000- ft. 
in  building  32-34  West  20th  St.  at  a  total  rental  of  $20,000; ' 
for  Louis  Hecht,  Jr.,  lO.Ullo  ft.  in  building  053-055  ^Broadway, 
at  a  total  rental  of  $15,000;  for  M.  H.  Pulaski  &  Co.,  7,500  ft. 
in  bull  ling  488-492  Broadway,  at  a  total  rental  of  $22.01)0; 
for  D.  L.  Newborg,  15,000  ft.  in  building  099  Broadway,  at  a 
total  rental  of  $21,000,  for  R.  Guggenheimer,  30.000  ft.  in  build- 
ing 721-723-725  Broadway,  at  a  total  rental  of  $45,000;  for 
Louis  Ettlinger,  20,000  ft.  in  building  583-585  Broadway, .  at  a 
total  rental  of  $27,500;  for  Provident  Savings  Life  Society,  7,'.">00 
ft.  in  building  530-5.38  Broadway,  at  a  total  rental  of  Jfl 2.001); 
for  Joseph  J.  Asch.  store  and  loft  in  building  23-29  Wa-shingtoh 
pi,  at  a  total  rental  of  $45,000;  for  Scholle  Bros,  store  and 
basement  in  building  710  Broadway,  at  a  total  rental  of  $24,000; 
also  in  028-030  Broadway,  20,000  ft.,  at  a  rental  of  $18,000. 


Slowing  Down  in  the  Broqx. 

Mr.  Ernst,  of  the  Ern'st-Kahn  Realty  Company,  3d  av  .and  ' 
149th  st,  confirms  the  proposition  that  permanent  loans  are  hard 
to  procure  on  new  law.  houses  in  The  Bronx;  together  with  very 
poor  business  conditions,  and  no  bright  prospects  for  the  ini- 
mediate  future  in  his  section.  A  little  over  a  year  ago  when 
apartments  and  dwellings  were  quite  scarce,  and  ttfe  Subway 
railroad  in  full  operation,  many  builders  and  people  who  knew 
little  or  nothing  about  building,  immediately  commenced  exca- 
vating and  erecting  five  and  six  story  apartment  houses,  many 
of  these  with  a  limited  amount  of  cash  for  favorable  condi- 
tions. Consequently  a  determination  to  risk  all  for  gain  had 
resulted  i'n  the  present  overproduction  of>  this  class  of  enter- 
prise. 


Renting  Conditions  on  the  West  Side. 

Mr.  Frederic'k  H.  Birch,  of  the  firm  of  Slawson  &  I£obbs,  284 
Columbus  av,  said  that  he  could  ea'sily  rent  one  hundred  high 
class  apartments  at  from  $1,200  to  $1,500  a  year  if  they  could 
be  had,  and  he  reported  almost  all  hduses  under  their  man- 
agement filled;  and  mentioned  .where  some  of  the  rents  of 
apartments  had  been  advanced  two  to  four  hundred  dollars  more 
per  year.  He  reported  only  one  fiat  vacant  below  12rith  st,  on 
the  West  Side,  under  $100  a  month  rent. 


Will  Not  Sell  Before  1909. 

Joseph  L.  Buttenwieser,  chairman  of  the  building  and  site 
commitee  of  the  Hebrew  Sheltering  Guardian  Society,  speaking 
of  the  likelihood  of  their  present  holding  on  Broadway,  between 
150tli  and  151st  sts,  being  put  on  the  market  in  the  near  future, 
stated  that  it  was  quite  true  that  the  'society  had  contracted  to 
purchase  about  170  acres  of  land  near  Pleasantville,  Westchester 
County,  and  intended  erecting  cottages  and  transferring  the  in- 
stitution to  that  place.  He  added  that  in  all  probability  fully 
two  years  would  be  consumed  in  the  erection  of  the  new  build- 
ings, and  hence  there  was  no  likelihood  of  the  society's  holdings 
in  this  city  being  offered  for  sale  before  the  year  1909. 


Probably  the  Reason  O't. 

It  has  been  noticeable  in  the  records  Ihat  the  Equitable  Life 
Assurance  Society  has  been  calling  in  and  extending  an  unusual 
number  of  mortgages.  When  asked  for  an  explanation,  an 
officer  said  there  Was  nothing  significant  in  the  matter.  How- 
ever, a  real  estate  man  remarked; 

"I  have  had  a  pei-sonal  experience  with  the  Equitable,  which 
is  so  significant  that  I  think  it  gives  me  a  correct  line  on  the 
reason  for  the  number  of  extensions  they  are  putting  on  record. 
When  money  was  cheaper  to  borrow  the  Equitable  made  a  good 
many-  mortgages  of  large  amounts  on  gilt  edged  security,  at 
4  per  cent,  or  4t^  per  cent.  Such  of  those  mortgages  as  have 
fallen  due  I  think  are  being  extended  at  about  one-half  of  one 
per  cent,  advance  in  rates.  This,  as  you  well  know,  is  because 
there  is  a  greater  demand  for  capital  for  productive  enter- 
prises in  proportion  to  the  capital  available  than  lias  been  the 
case  for  some  time." 


REAL     ESTATE     NOTES 


The  City  of  New  York  will  take  title  to  the  .•jOth  St.  Ferry 
to  South  Brooklyn  on  Nov.  10. 

There  seems  to  be  a  tendency  on  the  part  of  many  downtown 
brokers  to  give  rriore  attention  to  the  sale  of  out-of-town  prop- 
,erty  than  formerly. 

Dennis  &  Preston,  258  Broadway,  report  increasing  activity 
in  the  market,  and  that  they  expect  to  close  'some  important 
transactions  shortly. 

Edward  Mc'Vickar,  200  Broadway,  Manhattan,  is  giving  his 
attention  just  now  to  downtown  rentals,  and  says  that  the 
demand  is  increasing. 

De  Selding  Bros.,  140  Broadway,  ane  about  to  close  some 
large  sales  which  have  been  hanging  fire  for  some  time.  They 
regard  the  outlook  for  increa'sed   trading  as  bright. 

The  Bronx  Real  Estate  Exchange  has   designated  Wednesday, 
of   each    week    Exchange   Day,    from    11    A.    M.    to   2   P.    M.      All 
offerings  of  real  e.=tate  will  be  'sold  on  those  days  at  noon. 

Wm.  &  Julius  Bachrach,  35  Nassau  st.  remarkeil:  "The  dull- 
ness in  the  market  this  week  seems  to  be  largely  attributed  to 
the  fact  that  m'any  of  the  large  operators  are  having  difficulty 
in   financing   their  loans." 

An  exceedingly  quiet  week  is  reported  by  L.  J.  Phillips  &  Co., 
15G  Broadway,  Manhattan.  They  attribute  flie  continued  dull- 
ness to  the  money  market,  but  report  a  brisk  rental  business  at 
their  Bronx  ofBce,  780  Prospect  av. 

Mr.    Louis.  F.    Sommer,    who   has   been    transacting   a   general 
real    estate  business  for   five    years   at   847   Columbus    av,    has  • 
taken    increased    ofIic§   space    ot    his    present    location,    and    will 
malie  a  specialty  of  selling  real  estate. 

A  prominent  .5th  av  brokerage  firm  'say  that  an  operator  of 
prominence  recently  made  the  statement  that  he  was  willing 
to  pay  $22, 000  per  front  foot  for  a  lot  on  the  east  side  of  5th 
av,  between  34th  and  42d  sts.  In  the  light  of  some  recent  sales 
who  can  say  that  this  is  "talk." 

Jere  Johnson,  Jr.,  is  busy  in  preparing  for  public  auction  his 
late'St  purchase,  comprising  about  200  lots  adjoining  the  Smith 
Infirmary  at  Brighton  Heights,  Staten  Island.  Judging  by  the 
result  of  past  success  in  this  section,  this  tract  will  net  a  good 
profit  over  the  purchase  price. 

The  Lakeview  Improvement  Co..  incorporated  in  May,  IDOG, 
for  the  purpose  of  buying  and  'selling  real  estate  in  New  Jersey, 
A  tract  of  .500  acres,  formerly  ^nown  as  the  Bishop  estate,  was 
acquired  at  Lake  'View  Terrace,  N.  J,,  which  has  been  divided 
into  city  lots,  2,000  of  which  have  been  sold  for  strictly  high- 
claiss  residential  purposes.  The  company  aim  to-  make  this 
property  a  second  "Lakewood,"  the  situation  being  good  on 
account  of  fine  roads,  high  altitude,  healthful  pine  trees  and 
close  proximity  to  the  well-known  Lake  Stafford.  A  New 
York  office,  34G  Broadway,  also  a  Brooklyn  one  at  37  Flatbush 
av,  hsLV^  been  opened,  the  company  having  in  view  the  pur- 
chase of  several  other  large  tracts.  Among  the  incorporators 
are  Jas.   K.  Leman,  Peter  Gould  and  E.  G.   Metzger. 

Rumors  are  current  in  real  estate  circles  that  the  '^Vabash 
Railroad  is  seeking  an  entrance  to  Manhattan  and  may  utilize 
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WANT 


$1,750,000 

to  loan  at  iV-z  to  S.-i  in  amounts  reiiuired  on 
choice,  centrally  located  Manhattan  property  (bo- 
low  53th  St.  preferred);  titles  to  close  on  tr 
after  Nov.  1  next. 

A.  W.  McLaughlin  &  Co. 

129  Broadway,  cor.  Cedar 
MORTGAGE    LOANS 

Wo  liavo  roady  nionoy  on  niti^os. ;  2*1  mt^^cH  cawhcd 

LIPPNER    &    CO. 

Till.,  51411  liotkni.in  116  Nassau  Street 

TO  LKT. — Two  light  rooms  and  hall  on  10th 
floor  Mutual  Life  Building,  No.  ,32  Liberty 
Street,  suitable  for  law  office.  For  further  par- 
ticulars apply  to  MILLER,  KING,  LANE  & 
TRAFFORD.    No.    80    Broadway. 

WANTED.— An  experienced  real  estate  broker. 
Salary  and  commission.  Apply  to  RENWICK  C. 
HURRY  &  CO..  li  W.  -J.S'h  St. 

ACTfVE  AND  ENERGETIC  young  man  desires 
position  for  afternoons  with  downtown  real  es- 
tate or  insurance  office;  experience.  BOX  2.55, 
C,o   Record   and   Guide. 

YOUNG  MAN,  experienced  in  office  renting, 
desires  situation  in  real  estate  office.  Competent 
stenftgrnpher  and  typewriter.  BOX  96,  c|o  Rec- 
ord and  Guide. 


W.^NTED.— First-class  renting  man,  experi- 
enced in  district  South  of  23d  St.  No  others 
need  apply.  H.  L,  MOXLEY  &  CO.,  320  Broad- 
way. 


OFFERS 


Record  and  Guide  Quarterly 


The  annual  nnmber  of  tho  Record  and  Guide 
Quarterly  contains  all  the  legal  records  for  tho 
past  ye^r  concerning  real  estate  and  projected 
buildings,  aiTangt'd  alphabetically  and  numerically, 
with  invaluable  annotations.  These  are  supple- 
mented by  tables  of  important  transactions,  with 
typical  prices,  covering  the  past  quarter  of  a  cen- 
tury or  more,  accompanied  by  expert  comments; 
also  by  a  list  of  realty  corporations  created  during 
the  past  two  years,  with  officers  and  the  enterprises 
in  which  they  are  engaged.  Tho  whole  makes  a 
volume  of  reference  which  no  real  estate  man  can 
afford  to  be  without.  It  should  bo  on  every  desk 
and  in  every  library.  lis  cost  ia  as  nothing  com- 
pared to  its  value  as  a  time-saver.  This  important 
work  can  be  obtained,  with  three  quarterly  num- 
bers, for  the  comparatively  small  sum  of  $20.  It 
is  published  by  the  Record  and  (iuide,  at  Nos.  14 
and  16  Vcsey  St.,  where  interested  parties  may  eee 
it  and  have  its  uses  explained  to  them.  If  you  can- 
not call,  drop  a  postal  card  to  tho  Publisher,  or  call 
him  up  on  telephone,  3157  Cortlandt. 


Lawyers  Title  Insu.  ..nee  &  Trust  Company 

CAPITAL  AND  SURPLUS  -  $9,500,00C 


I 


MANHATT— 


TRUST  AND    BANKING   DEPARTMENT,    69    IIBERTT    ST. 
TITLE    1>EPABTMENT 37    LIBERTY    ST. 

Brooklyn  Branch,  Title  Department  and  Trust  and  Banking  Department.  188  Montaeue  Sttt^u. 

RECEIVES   DEPOSITS    subject   to   checK   or  on  certificaw. 

aUow^ing  interest  thereon. 
LENDS   ON   APPROVED   STOCKS   and   Corporation   Bonaa 

as  CoUateral.  (r 

ACTS   AS   TRUSTEE,    Guardian,    Executor,  Administrator. 

Assignee    or    Receiver,   Transfer   Agent   or    Registrar   o» 

StocKs    of     Corporations.       Takes     Charge     of     Personal 

Securities. 

OFFICERS  : 
EDWIN  W.  COGGESHALL,  President  and  General  Manager. 
DAVID  B.  OGDEN,  ^  WALTER  N.  VAIL,  Secmtary 

JOHN  T.  LOCKMAN,  I  v  .  p  ..u  „to  "" 

LOUI.H  V.  HRKlirr,  1  Vice-Presidents. 

HENRY  M(IR(;KNTHAU,    ' 
THORWAl.I)  STALLKNEfHT,  Treasurei. 
HERBERT  E.  JACKSON,  Comptroller. 


LEWIS  H.  LOSEE,  Asst.  UanL  Manas*" 
ARrlllRALD  FORBES.i  ,„.    TreasnlBr- 

G^ 
Fi 


II.  ( 'O.N  I  111'  vaku;k,    I 


V 


GEO.  P.  BDTTERWORTH, 
DUMONT  CLARKE, 
EDWIN  W.  COGGESHALL, 


EXECUTIVE  COMMITTEE: 

WILLIAM  A.  DAY. 
WILLIAM  P.  DIXON, 
JULIAN  D.  PAIRC'HILD, 


JOHN  T.  LOCKMAN, 
HENRY  MORGENTHAC 
JAMES  N.  WALLACB    , 


LAWYERS 
TRUSTEES 

OP 

ESTATES 

AND 

OWNERS 


Will  Buy  for  Cash 

or  Lease  Flats  or  Tenements  in  any 
part  of  New  York  or  Brooklyn; 
security  and  rental  paid  quarterly, 
half-yearly  or  yearly  in  advance. 

Apply  to 

G.  TUOTI  &  CO. 

206  BROADWAY 

Telephone,  4334  Cortlandt 


Industrial  Sites 

To  Real  Estate  Agents 


The  Industrial  Department  of  the 

Erie  Railroad  Company 

advises  Real  Estate  Agents  submit- 
ting for  the  consideration  of  manu- 
facturers sites  adjacent  to  railroad 
that  it  will  gladly  furnish  them  with 
full  technical  information  in  regard 
to  the  reaching  of  such  sites  by  side 
tracks.  No  interference  with  clients. 
No  leakage.  Confer  with  absolute 
confidence.  Every  assistance  freely 
rendered  agents  in  securing  business. 
Call  or  address, 

LUIS  JACKSON 

ouSustiial  OomniiBflfoner.  Brie  B&Qroftd  Oomyaiy 

11   BROADWAY. 


the  old  59th  st  Hudson  River  Bridge  charter  to  further  its 
•endjs.  Brokers  are  speculating  as  to  the  probable  effect  th:? 
may  have  on   property  in   the  vicinity  in   respect   to  values, 

David  Stewart,  20.">  Broadway,  Manhatan,  is  busy  making 
appraisals  for  the  city  in  condemnation  proceedings.  He  .takes 
a  rosy  view  of  the  market,  feeling  certain  that  many  important 
deals  will  be  closed  before  winter  sets  in.  The  uptown  office 
of  Mr.  Stewart,  on  Amwterdam  av,  is  in  charg:e  of  E,  B.  Thomas, 
who  has  a  large  list  of  bargains  to  offer  investors. 
,  Mr.  S.  B.  SliaTi-,  of  fhc  firm  of  Richard  V.  Harnett  c&  Co.,  says 
that  the  stringency  in  tiie  money  n^arket  is  responsible  for  ihe 
failure  of  larg«  buyers  to  close  a  number  of  important  purchases 
which  have  been  pending  since  the  early  fall.  Mr.  Shaw  cite  1 
an  in3:xnce  of  the  los's  of  a  commission  solely  because  his  pros- 
pect was  not  satisfied  with  the  outlook.  The  deal  in  question 
related  to  the  acquisition  of  an  important  property  in  tht  42d 
st  section. 

Brokers  note  that  it  is  becoming  more  and  more  the  custom 
each  year  for  the  well-to-do  to  leave  the  city  earlier  for  their 
vacations  and  to  return  later.  This,  of  course,  has  a  great 
deal  to  do  with  the  postponement  of  transactions  in  residential 
property.  Private  houses  in  Manhattan  and  "J-family  houses 
in  the  Bronx  are  reported  to  be  most  in  demand.  The  trend  of 
a  large  proportion  of  people  is  ever  toward  the  suburbs,  the  reason 
being  that  rents  have  been  raised  beyond  their  means  and  that 
they  are  unable  to  lease  other  houses  at  what  they  consider 
reasonable   figures,     Many   have    purchased   dwellings.     There 


are  more  vacancies  in  the  more  common  apartment  houses, 
where  the  rents  are  from  twenty-flve  to  thirty  dollars,  than  in 
the  expensive  ones. 


— For  Hudson  ftiver  brick  there  continues  to  be  a  big  demand. 
Eighty-eight  cargoes  were  taken  up  last  week.  But  prices  have 
sagged  tremenduously  this  week,  so  that  the  top  price  is  only  $6 
per  M.  Except  for  that  sensational  dive  in  mid-summer,  Hudson 
Rivers  have  not  been  down  so  low  in  four  years.  In  1902,  when 
good  brick  fetched  six  dollars,  manufacturers  first  began  to 
see  daylight,  after  a  long  era  of  hard  sledding.  Later  on,  the 
Record  &  Guide  was  privileged  to  sugge'St  to  the  association  a 
course  of  action  which,  when  entered  upon,  resulted  in  greatly 
improving  the  status  of  their  affairs,  and  also  helped  every  ofher 
association  in  the  building  trades  that  followed  the  lead  of  the 
manufacturers  and  dealers  in  brick.  They  had  to  g-y  through 
(ire  for  awhile,  but  the  whole  building  world  was  morally  and 
financially  purified  and  benefited  by  the  experience.  Arbitra- 
tion succeeded  demagogism  and  good  business  took  the  place  of 
bad  business  for  everybody  connected  with  building  and  real 
estate.  This  year  the  demand  has  continued  heavy  even  until 
now,  but  this  fall  the  supply,  larger  than  last  year,  because 
there  are  more  brick  machines  working  than  ever  before,  has 
been  kind  to  the  builders.  If  tight  money  had  not  chocked  ofi: 
a  lot  of  speculative  business,  I  don't  know  what  would  have 
happened.  Probably  if  it  hadn't  been  a  money  squeeze,  it.  would 
have  beerx  >*<?VX^,  other  Kind  <fi  a  squeeze^ 
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\A/    P.    MANGAM 

Real  Estate  and  Loans 

108  una  110  EAST  125TH  STREET 

T«l»plione,  222  Harlem  N«w  York  Cif  y 

NOTARY  PUBLIC 

I     C.    LYONS    BUILDING  & 
*^'  OPERATING   COMPANY 

4  AND  6  EAST  42D  STREET 
Telephone,  6438  38th  St.  NEW  YORK 


Uia9MtLAMM»WB. 


QHARLES  H.   EASTON   &  CO. 
^^  Real  Estate  Agents  and  Brokers 

Tel.,  6420  38th  St.  Estates  Managed 

116  West  42d  Street,  NEW  YORK 

Cable  Address,  "Cheaston,  N.  Y." 

Chaeles  H.  Eastok  RnBERxT.  McGrsTT 

■uao'i  paiNoiPLM  or  oitt  i^and  TAurai 

Pria«,  I1.M. 

A    keok    ]«it   »ukUtk«4   Uat   ikowi    k*w    dlr 

TkluM  tr*  mad*  ant  tkt  kaala  upMi  wkUk  nal 
••tat*  appraliamant*  akoiiK  k*  aadt. 


«fsr«Li.AJr***a 


■HOMAS   DIMOND 

Iron  Work  for  Building 

128  WEST  33D  ST.,  NEW  YORK 


Works  {j§f 


:8  West  33d  St. 
West  32d  St. 


Established  1852 
Tel.,  1780  Mad.  Sq. 


|\|     BRIGHAM   HALL  &  SON 

'  ^  ■         Real  Estate  Brokers  and  Agents 

Tel.,  603  Spring  681  Broadway 

I  Ames  a,  dowd         Tei.,93Pi«ia 

Real  Estate  and  Insurance 

874  SIXTH  AVENUE,  atioTe  49th  Street 


HE  TITLE  INSURANCE  COMPANY,  OF  new  york 

135  Broadway,  Manhattan  CAPATAL  AND  SURPLUS 

and  203  Mongtague  St.,  Brooklyn  $3,000,000 

Bxamlsa*  and  Insorej  Titles  to  Real  Estate  on  Sales  and  Loans,  and  deals  in  Mortgages. 


EDGAR  .T.  LEVEY.  President 

•KlIlX  I).  CRIMMINS,      \ viV.  Pr..!,1.„t. 

CHARLES  T.  BARNEY. /*^"=«"«"""'*» 

CYRIL  H.  BURDETT.  .Secretary 

CHAUNCEY  H  HU.MPHREYS,!  Asst. 

EDWIN  A.  BAYLES.  /Seo'ys 

WILLIAM  N.  HARTE,  Treasurer 

Hon.  ABRAHAM   R.  LAWRENCE,  Coosjal 


H 


ARRY    W. 
REAL 

till  c-^""-*' 


HOPTON 
ESTATE 

No.    ISO    BBOADWAI 

Cor.  Liberty  St. 


NOTICE  TO  PROPERTY  OWNERS. 

HEARINGS   FOR  THE   COMING   WEEK. 
At  90-92  West   Broadway. 
Monday,  Oct.  22. 
West  101st  St,  closing,  easterly  side  of  Riverside 

Elxtension  to  U.  S.  line,  at  1  P  m. 
West  191st  st.   Exterior  st  to  the  bulkhead  line, 

Waterloo  pi,  between  176th  and  175th  sts,  at  11 

West  i76th  st,  Broadway  to  Haven  av,  at  1  P  m. 
Seaman  av.  Academy  st  to  Isham  st  at  10  am. 
Exterior  st,   Fordham  rd  to  West  lS)2d  st,   at  1 

Seabury  pi.  Charlotte  st  to  Boston  rd.  at  1  p.'m. 

Bridge   at    Highbridge,    at   3   p    m. 

Sewerage  District  No.  43,   at  4   p  m. 

Public    Park,    bounded    by    Southern    Boulevard, 

Pelham   av  and   Crotona  av,  at  2  p  m- 
Riverside    Drive,    easterly    side.    West    15bth    to 

J65th  st,   at  .3  p  m.  . ,     „  . 

West  160th  st,  Broadway  to  Riverside  Drive,  at 

Cypress    av,    closing,    northerly    line   o£    H    R    & 

P  R  R  to  bulkhead  line,  at  11  a  m. 
West    Farms    rd,    Bronx    River    to    Westchester 

Creek,  at  4  p  m. 
Tremont  av,  Bronx  River  to  Eastern  Boulevard, 

eanaf   st    West,    between    135th    and    138th    sts, 

at  3   p   m.  ,       „  .    o 

Delancey    st,    Clinton    st    to   the    Bowery,    at   ^ 

p    m. 
Railroad  av,  between  Unionport  rd  and  Glebe  av, 

at  12  m. 

Tuesday,    Oct.    23. 
Northern  av,   north  o£  181st  st,  at  3  p  m. 
Two   public   parks   east   of   Boulevard   Lafayette, 

at   4   p  m. 
West   177th   st,    southerly   side   of  bulkhead   line 

H  R  to  point  150  ft  easterly,  at  2  p  m. 
Taylor    st,    Morris    av    to    West    Farms    rd.    at 
"1pm. 

West  229th  st,  Bailey  av  to  Heath  av,  at  4  p  m. 
East    IGlst    st,    between   Jerome   av   and   Walton 

av,  at  11  a  m. 
Belmont  st.   Clay  av  to  Morris  av,  at  1.30  p  m. 
Tremont  av.  East  177th  st,  from  Aqueduct  av  to 
.Sedgwick   av,    at  3   p  m. 
Anderson    av,    Jerome    av    to    East    164th    st,    at 

11  a  m. 

Wednesday,   Oct.   24. 
West    Farms    rd,    Bronx    River    to    Westchester 

Creek,   at  4  p  m. 
Beck  st,  Longwood  av  to  Intervale  av,  at  1  p  m. 
Hatfield    pi,    Richmond    av    to    Nicholas    av,    at 
=3  p  m. 
Spuyten    Duyvil    rd,    Spuyten    Duyvil    Depot    to 

Riverdale  av,   at  4  p  m. 
Werner   Court,    between   Washington    av   and   3d 

av,  at  3.30  p  m. 

Thursday,    Oct.    25. 
3d  av,  widening,   at  149th   st,   at  12  m. 
Bronx    st.    East    177th    st    to    East    180th    st,    at 

12  m. 

Tremont  av,  Bronx  River  to  Eastern  Boulevard, 

at    1    p    m. 
White   Plains  rd,    northern   boundary  of  city  to 

Morris    Park   av,    at   4    p    m. 
Morris  av.   closing,   N  Y  &  H  R  R  R  to  Grand 

Boulevard  and  Concourse,  at  Ham.  ^ 

Friday,    Oct.    26. 
Kossuth  pi,  Mosholu  Parkway  to  De  Kalb  av,  at 

11  a  m. 
Flushing  Creek  Bridge,  at  12  m. 
Housman    av,    Richmond    Terrace    to    pier    and 

bulkhead  line,  at  2.30  p  m. 
Joseph  Rodman  Drake  Park,  at  1  p  m. 

Saturday,    Oct.    27. 
Nicholas  av.   Richmond  Terrace  to  the  pierhead 

line,   at   11  a  m. 
West   163d  st.  Fort  Washington  av  to  Riverside 

Drive,  at  10.30  a  m. 

At  258  Broadway. 

Monday,    Oct.    22. 
Piers  9  and  10.  East  River,  at  11  a  m. 
Pier  52,  East  River,  at  11  a  m. 
Amsterdam    av    and    129th    st,    school    site,    at 

12.30  p   m. 
Piers  2  and  3,  East  River,  at  2  p  m. 


JOSEPH   P.  DAY 

Real  Estate 

AUOTIONEEB  AND  APPRAIBEB 

«A.-t>   OmCBl  AQINCT  DIPT 

Jl  NASSAU  ST.  932  EIGHTH  AVENUE 


l.^>th  and  ISth  sts,  North  River  docks,  at  2  p  m. 
Bridge  4,  Section  3.  at  3  p  m. 
lloth    St.    school   site,    at  3   p  m. 
Fresh  Pond  rd,  school  site,  at  3.30  p  m. 
Bellevue   Hospital,   at  4  p  m. 

Tuesday,    Oct.    23. 
Bellevue    Hospital,    at    10..30    a    m. 
Pier  .36.    East   River,    at   10.30  a  m.  ; 

East  Houston  St.  library  site,  at  1  p  m. 
East  138th   st,   school   site,   at  11  a  m. 
20th  and  22d  sts.   North  River  docks,  at  2  p  m. 

Wednesday,   Oct.   24. 
Bellevue  Hospital,   at  10.,30  a  m. 
lllth  and  112th  sts.  school  site,  at  10  a  m. 
129th  st  and  Amsterdam  av,  school  site,  at  12.30 

p   m. 
Pier  ji3.   East  River,   at  2  p  m. 
Jones  and   Prince   sts,   school   site,   at  3  p  m. 
Bridge  4.   Queens,   at  3  p  m. 

Thursday,    Oct.    25. 
Briggs  and  Bainbridge  avs.  school  site,  at  12  m. 
l.ith  and  j.-ith  sts;  North  River  docks,  at  2  p  m. 
Maurice  av.   school  site,   at  3  p  m. 
113th  st,   school  site,  at  3  p  m. 

Friday,  Oct.  26. 
Flushing  Creek  Bridge,  at  12  m. 
x—Mh  st  and  Amsterdam  av,  school  site,  at  12.30 

p    m. 
20th  and  22d  sts.  North  River  docks,  at  2  p  m. 

Saturday,    Oct.    27. 
Hyatt  st,  library  site,  .at'9.30  a  m. 


AUCTION   SALES   OF  THE  AVEEK. 

The  following  la  the  complete  list  of  the  prop- 
erties sold,  withdrawn  or  adjourned  during  week 
ending  Oct.  19,  190G,  at  the  New  York  Real 
Estate  Salesroom,  14  and  16  Vesey  st.  Except 
where  otherwise  stated,  the  properties  offered 
were  in  foreclosure.  Adjournment  of  legal  sales 
to  next  week  are  noted  under  Advertised  Legal 
Sales.' 

•Indicates  that  the  property  described  was  bid 
in    for   the  plaintiff's   account. 

The  total  amount  at  the  end  of  the  list  com- 
prises the  consideration  in  actual  sales  only. 

D;     PHOE.MIX  '  INGR.A.HAM.  " 

(Sale  of  200  voluntary  lots  located  at  Baychester) 
IBaychePter  av,  e  s.  125  n  Westchester  av,  50x 

00.     F  P  McQuade  ....... ...$1,440. 

Bavchester  av.   e  s,  175  n  Westchester  av,  2ox 

90.      B   Moral    720 

Baychester    av,    e    s.    200    n    Westchester    av, 

2.5x90.      C    A    White    710 

Baychester    av,    e    s,    225.  n    Westchester    av. 

2.5x90.      John   Wolf    725 

Baychester    av.    e    s.    2.50    n    Westchester    av, 

2.5x90.      C   A   White    710 

Baychester    av,    e    s,    275    n    Westchester    av, 

A  L  Moore    : 725 

Briggs  av.  s  w  s.  abt  29  n  w  Central  av,  29x37x 

2."x."i2.     H  Fisher 575 

Baychester    av,    e    s,    50    s    Ferris    av,    25x90. 

F    P   McQuade    715 

Baychester    av.    e    s,    75    s    Ferris   av,    125x90. 

A    K    Mulligan    3.600 

Baychester    av,    e    s.    200   s    Ferris    ay,    25x90. 

Julia   E   Currau —  .710 

Baychester  av,  n  e  cor  Westchester  av,  25x90. 

R    S    Roll     1.175 

Bavchester  av,  c  s.   25  n   Westchester  av,  25x 

90.     B  Moral    750 

Bavchester    av.    e    s,     50    n    Westchester    av. 

25x90.      F    P   McQuade    740 

Bavchester  av,  e  s,  75  n  Westchester  av,  25x90. 

C     A     White     725 

Baychester    av.    e    s,    100    n    Westchester    av. 

2.5x90.      B    Moral     735 

St    Mary's    av.    275    s    Westchester   &v,    25x90. 

Julia    E     Curran     640 

St  Jlarv's  av,  s  w  cor  Ferris  av,  25x90.  Henry 

S    Roll    685 

St    Mary's    av.    w    s,    25    s    Ferris    av,    25x90. 

John   Wolf 655 

St  Marv's  av.  w  s,  50  s  Ferris  av,  100x90.     A 

K   Mulligan 2.565 

St    Marv's    av.    w    s,    150   s    Ferris    av,    25x90. 

C    A    White    .. 625 

St    Mary's    av,    w    s,    175    s   Ferris  av,  .25x90.. 

F   P   McQuade ...623 


St    Mary's    av,    w    s,    200   s    Ferris    av,    25x90. 

Julia    E   Curran    645 

Bavchester  av,    s   e   cor   Ferris  av,   50x90.       B 

Moral    1.700 

St   Mary's  av,   n  w  cor  Westchester  av,  50x90. 

B    Moral    1,525        ^ 

St  Mary's  av,  w  s.  50  n  Westchester  av,  50x90. 

F    P    McQuade    1,280 

St  Mary's  av,  w  s,   100  n  Westchester  av,  25x 

90.      C    A   White    640 

St    Mary's    av.    w    s,    125    s    Westchester    av, 

50x90.      Thos    Gilmartin    1,285 

St    Mary's    av,    w    s,    175    s    Westchester    av, 

25x90.     C  A  White   640 

St    Mary's    av,    w    s,    200    s    Westchester    av. 

25x90.     F  P  McQuade   625 

St    Mary's    av,    w    s,    225    s    Westchester    av, 

25x90.     C.  A.   White 625 

St    Mary's    av,    w    s,    250    s    Westchester    av, 

25x90.     F  P  McQuade   625 

Baychester   av,    w   s,    275   s    Ferris   av,    25x90. 

B    Moral    725 

Baychester    av,    w    s,    300  s   Ferris   av,    25x90. 

C  A   White    725 

Baycuester   av.    w    s,    325   s   Ferris   av,   25x90. 

F    P    McQuade    725 

Bavchester    av,    w    s,    350   s   Ferris   av,    25x90. 

C   A   White    720 

Bavchester   av,    w    s,    375   s   Ferris   av,    25x90. 

F   P    McQuade    750 

Baychester   av,    w    s,    400   s    Ferris   av,    25x90. 

C    A    White    725 

Baychester   av,    w   s,    425   s   Ferris   av,    25x90. 

F    P„  McQuade TSO 

Baychester   av.    w    s,    450  s   Ferris    av,    25x90._: 

Mary  Brown  ' 750 

Bavchester    av,    w    s,    50    s    Ferris    av,    25x90. 

C   A   White    730 

Bavchester    av,    w    s,    75    s    Ferris    av,    50x90. 

J  J  McDermott  1,450 

Baychester   av,    w    s,    125    s    Ferris   av,    25x90. 

C  A  White   720 

Bavchester   av.    w    s,    150   s   Ferris   av«   25x90. 

F  P  McQuade  720 

Baychester   av,    w    s,    175   s    Ferris   av,    25x90. 

C  A  White   ,...725 

Baychester    av.    w   s,    200   s    Ferris   av,    25x90. 

Joham    A    Wolfe     720 

Bavchester    av,    w    s,    225   s   Ferris   av,    25x90. 

F  P  McQuade   725 

Baychester   av,    w    s,    250  s   Ferris   av,    25x90. 

C   A   White    730 

Lawrence    av,    e    s,    350    s    Ferris    av,    25x90. 

F  P   McQuade    610 

Lawrence    av,    e    s,    375    s    Ferria   av,    25x90. 

E    S    Gore    600 

Lawrence    av,    e    s,    400    s    Ferris    av,    25.\90. 

C    A    White    600 

Lawrence    av,    e    s,    425    s    Ferris    av,    25x90. 

Sarah     Langan     600 

Lawrence    av,    e    s,    450    s    Ferris    av,    25x90. 

B    .Moral    620 

Lawrence    av.    e    s,    475    s    Ferris    av,    25x90. 

F    P    McQuade    610 

Lawrence    av.    e    s,    500    s    Ferris    av,    25x100. 

F  P  McQuade   615 

Baychester    av,     s    w    cor    Ferris    av,    25x90. 

A   L    Moore    1.025 

Baychester    av.    w    s,    25    s    Ferris    av,    25x90. 

E  S  Mulligan   740 

Lawrence    av,    e    s,    150    s    Ferris    av,    25x90. 

B    Moral    620 

Lawrence    av,    e    s,    175    s    Ferris    av,    25x90. 

C   A  White    610 

Lawrence  av,  e  s,  200  s  Ferris  av,  25x90.     P  P 

McQuade    610 

Lawrence    av,    e    s,    225    s    Ferris    av,    25x90. 

E    S    Gove    600 

Lawrence    av,    e    s,    250    s    Ferris    av,    25x90. 

F   P   McQuade    610 

Lawrence    av,    e  ■  s,    275    s    Ferris    av,    25x90. 

C   A   White    600 

Lawrence    av,    e    s,    300    s    Ferris    av,    25x90. 

E    S    Gove    600 

Lawrence    av,    e    s,    325    s    Ferris    av,    25x90. 

C   A   White    600 

Briggs  av,   n  e  s.  34.11  s  e  Lawrence  av,  29x 

fiT,i'.xL'."'.x.'^2.2.      Cath    McQuire    600 

Briegs    av.    n    e    s.    6.'!. 11    s    e    Lawrence    av, 

.■■>Sx.'!Sx."iiixi'i7.6.      B   Moral    825 

Briggs    av.    n    e    s.    121.11    s    e    Lawrence    av. 

29x2.8.3x25x38.     Thos  H  Casey   300 

Lawrence  av.   s  e  cor  Ferris  av,   50x90.     F   P 

McQuade     ^■*5'> 

Lawrence    av,    e    s,    50    s    Ferris    av,    2ox90. 

B    Morale     625 

Lawrence    av,    e    s,    75    s    Ferris    av,    25x90.  _ 

F    P    McQuade    625 

Lawrence    av.    e    s,    100    s    Ferris    av,    25x90. 

C    A    White    623 

Lawrence    av.    e    s,    125    s    Ferris    av,    25x90. 

C    A    White    62a 

Briggs  av,    n   e  cor   Baychester  av,    15x19.6  to 

Briggs  av,  xlo.9.  gore.     Chas  H  Graham... 300 

Baychester    av.    w    s,    225    s    Westchester    a-V;^ 

25x73.8  to  Briggs  av,  x29x59.     B  Uora,l.  .\,^WQ: 

Continued  on  page  651.  ,    ^    ;.    v..': 
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©fflcial  Xegal  fflottces. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  Octo- 
ber 3  to  16,  lOCKj,  of  the  confirmation  by  the 
Board  of  Assessors  and  the  entering  In  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  tor  LOCAL  IMPROVE- 
MENTS  IN  THE   BOROUGH  OP  THE   BRONX: 

2aD  WARD,  SECTION  9.  EAST  164TH 
STREET  AND  GRANT  AVENUE— RECEIVING 
BASINS  at  the  northwest  corner.  23D  WARD, 
SECTION  10.  FOX  STREET— SEWER,  between 
Wales  Avenue  and  Beach  Avenue.  . 

HERMAN  A.   METZ, 

Comptroller. 

City   of   New   York,    October   2,    1006.        (29202) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  '0^0- 
ber  10  to  23,  1006,  of  the  confirmation  .by  ftie 
Board  of  Assessors  and  the  entering  In  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  tor  LOCAL  IMPROVE- 
MENTS  in   the   BOROUGH   OF  THE   BRONX: 

23D  WARD,  SECTION  9.  BROWN  PLACE- 
SEWER,  between  East  135th  Street  and  137th 
Street. 

HERMAN    A.    METZ. 

Comptroller. 

City  ot  New  York,  October  9,  1906.  (29310) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  October 
17  to  SO,  1906,  ot  the  confirmation  by  the  Board 
of  Assessors  and  the  entering  in  the  Bureau  for 
the  Collection  of  Assessments  and  Arrears,  of 
assessment  for  LOCAL  IMPROVEMENTS  in  the 
BOROUGH   OF  THE   BRONX. 

24TH   WARD.   SECTION   11.      MARMION  AVE- 
NUE—REGULATING.      GRADING,       CURBING, 
FLAGGING  AND  LAYING  CROSSWALKS,  from 
Crotona  Park  North   to  the  Southern  Boulevard. 
HERMAN  A.   METZ, 

Comptroller. 

City  of  New  York,  October  16,  1906.         (29511) 


proposals. 


proposals 


DEPARTMENT  OF  DOCKS  AND  PERRIES. 

SEALED  BIDS  tor  slag  or  granite  pavement 
at  Rector  Street  Section,  North  River  (1026),  will 
be  received  by  the  Commissioner  of  Docks,  at 
Pier  "A,"  Battery  Place,  until  12  o'clock  noon, 
October  26.  1006.  (For  particulars,  see  City 
Record.)  (29499) 


proposals. 


Department  ot  Water  Supply,  Gas  and  Elec- 
tricity, Room  1536,  Nos  13  to  21  Park  Row, 
Borough  of  Manhattan,  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until 
2   o'clock    P.    M.    on 

WEDNESDAY,     OCTOBER     24.     1906, 
Boroughs  of  Manhatlan  and  The  Bronx. 
For     furnishing     and     delivering     agricultural, 
mechanics'    and    contractors'    tools,    paints,    oils, 
hardware,    miscellaneous   supplies,    etc. 
For   full   particulars   see   City   Record. 

WILLIAM   B.   ELLISON, 
Commissioner   of   Water   Supply,    Gaa  and   Elec- 
tricity. 
The  City  of  New  York,  October  3,  1906.  (29258) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  1536,  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan,  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until  2 
o'clock  P.   M..   on 

WEDNESDAY,    OCTOBER   24.    1906. 
Borough  ot  Brooklyn. 
No.   3.    For  furnishing,   delivering  and   install- 
ing   Surface    Condensers,    etc.,    at    the    Millbura 
Pumping  Station,   Baldwins,   Long  Island. 
For  full   particulars  see  City  Record. 

WILLIAM    B.    ELLISON. 

Commissioner. 
Dated  October  5.  1906.  .  (29318) 

Police  Department  of  the  City  of  New  York, 
No.  300  Mulberry  Street. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Police  Commissioner  of  the  Police 
Department  of  The  City  of  New  Y'ork  at  the 
above  office  until  10  o'clock  A.  M.  on 

MONDAY,    OCTOBER   22.    1906. 

For  furnishing  all  the  labor  and  materials 
necessary  in  installing,  furnishing  and  erecting 
all  the  new  steam  boilers  and  improving  heating 
systems,  at  the  Thirty-third.  Forty-third,  Forty- 
eighth,  Forty-ninth.  Fifty-first,  Fifty-second, 
Fifty-third.  Fifty-fifth,  Fifty-sixth,  Sixty-first 
and  Sixty-fourth  precinct  police  stations,  as  per 
specifications,  tor  the  Police  Department  ot  The 
City    ot    New    York. 

For  full  particulars  see  City  Record. 

THEODORE    A.    BINGHAM, 

Police    Commissioner. 

Dated    October   9,    1906.  (29353) 

Police  Department  ot  the  City  of  .New  York, 
No.   300  Mulberry  Street. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Police  Commissioner  of  the  Police 
Department  ot  The  City  ot  New  Y'ork  at  the 
above  office  until  10  o'clock  A.  M.  on 

MONDAY,    OCTOBER    22.    1006. 

For  furnishing  all  the  labor  and  materials 
required  in  making  and  completing  general  re- 
pairs, alterations  and  painting,  etc.,  at  the 
Forty-fourth.  Forty-sixth,  Forty-seventh,  Forty- 
eighth,  Fifty-first,  Fifty-second  and  Fifty-sixth 
precinct  stations,  as  per  specifications,  tor  the 
Police  Department  of  The  City  of  New  York. 

For  full  particulars  see  City  Record. 

THEODORE    A.    BINGHAM, 

Police    Commissioner. 

Dated    October   9,    1906.  (29353) 

::epartment  of  docks  and  ferries. 

SEALED  BIDS  for  foundations  of  bulkhead 
shed  and  concrete  pavement  between  West  19th 
a::-J  West  22d  Streets,  North  River  (1028),  will 
be  received  by  the  Commissioner  of  Docks  at 
Pier  "A,"  Battery  Place,  until  12  o'clock  noon, 
October  29,  1906.  (For  .particulars,  see  City 
Jlecor<L);j.,j».- '  (?9531) 


Department  of  Water  Supply,'  Gas  and  Elec- 
tricity, Room  1536,  Nos.  13  to  21  Park  Row, 
Borough   of   Manhattan,   The  City  ot  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  ot  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until  2 
o'clock  P.  M.,  on 

WEDNESDAY,   OCTOBER  24,   1906, 

Borough   ot  Queens, 
For  furnishing,   delivering  and  storing  anthra- 
cite coal  in  the  following  amount:    700  gross  tons 
ot   anthracite   coal. 
For  full  particulars  see  City  Record. 

JOHN  H.  O'BRIEN, 

Commissioner. 
Dated   October   12,    1906.  (29430) 

Office  of  the  President  of  the  Borough  of 
Manhattan,  City  Hall.  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Borough  of  Man- 
hattan at  the  City  Hall,  Room  16,  until  3  o'clock 
P.    M.,    on 

WEDNESDAY,    OCTOBER   24,    1906. 
No.  1.    For  furnishing  necessary  labor  and  ma- 
terial for  additional  shower  baths,  painting,  var- 
nishing,   carpenter,    Terrazza    marble    and    elec- 
trical  work  tor  the  Rivington   Street  Bath,   Bor- 
'  ough   ot   Manhattan. 

No.  2.     For  furnishing  necessary  labor  and  ma- 
terial  for   the  •installation   of   plumbing,    heating 
and    ventilating   system    in    the   Rivington   Street 
Bath,  Borough  of  Manhattan. 
For  full  particulars  see  City  Record. 

JOHN  P.  AHEARN, 
President  ot  the  Borough  of  Manhattan. 
The  City  of  New  York.  October  13.  1906. 

(29437) 

Department   ot    Public    Charities,    foot    of   Bast 
Twenty-sixth  Street.  New  York. 
BOROUGHS  OF  BROOKLYfl  AND  QUEENS. 


TO   CONTRACTORS. 

PROPOSALS    FOR    BIDS    OR    ESTIMATES. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Department  of  Public  Charities 
at   the   above   office    until   12   o'clock    M.   on 

MONDAY.    OCTOBER   29.    1906. 

For  providing  all  labor  and  materials  required 
for  the  complete  alteration  and  repairing,  with 
the  complete  plumbing  work,  complete  electric 
wiring  and  fixtures  and  complete  heating  work 
of  the  Department  ot  Public  Charities  Building, 
situated  at  No.  327  Schermerhorn  Street,  Bor- 
ough ot  Brooklyn,  the  City  of  New  York. 

For   full   particulars   see   City   Record. 

ROBERT  W.   HEBBERD. 

Commissioner. 

Dated   October    15.    1906.  (29484) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  1536,  Nos.  13  to  21  Park  Row,  Bor- 
ough of  Manhatlan.  the  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply. 
Gas  and  Electricity  at  the  above  office  until  2 
o'clock  P.   M.,   on 

WEDNESDAY,    OCTOBER  31.    1906. 
Borough  ot  Brooklyn. 
For  furnishing  and  delivering  lumber. 
The  time  allowed  for  doing  and  completing  the 
work  will   be  twenty   (20)    calendar  days. 

For    furnishing,    delivering,    erecting    and    con- 
necting  two    boilers   and    one   economizer   at   the 
new  Gravesend  Pumping  Station. 
For  full  particulars  see  City  Record. 

JOHN  H.   O'BRIEN, 
Commissioner  of  Water   Supply,   Gas 
and    Electricity. 
The  City   of   New  York,   October   15,    1906. 
(29477) 

Office  ot  the  Department  of  Parks,  Arsenal 
Building,  Fifth  avenue  and  Sixty-tourth  street, 
Borough   of  Manhattan,   The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  Ihe  Park  Board  at  the  above  office  of 
the  Department  of  Parks  until  3  o'clock  P.  M., 
on 

THURSDAY,  OCTOBER  25,   1006. 

Borough  of  The  Bronx. 
For   furnishing   and    delivering   three    thousand 
(3,0001   cubic   yards  garden  mould   (No.   2,   1906) 
for  parks,   Borough  of  The  Bronx. 
For  full  particulars  see  City  Record. 
MOSES   HERRMAN. 
•  President: 

JOSEPH    I.    BERRY, 
MICHAEL  J.    KENNEDY, 

Commissioners  ot  Parks. 
Dated   October   13.    1906.  (29470) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  1536,  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan,  the  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived* by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until 
2  o'clock   P.    M.,   on 

WEDNESDAY,    NOVEMBER    7,    1906, 
Borough    of    Brooklyn. 

For  furnishing,  constructing  and  remodeling 
the  Ridgewood  Pumping  Station,  north  side  of 
Atlantic  Avenue,  between  Logan  and  Chestnut 
Streets.   Borough  ot  Brooklyn. 

For   full    particulars    see   City    Record. 

JOHN  H.  O'BRIEN. 

„  Commissioner. 

D^ted  October   15,    1906.  (29491) 


DEPARTMENT  OF  DOCKS  AND  PERRIES. 

SEALED  BIDS  for  granite  stone  (1032)  will 
be  received  by  the  Commissioner  of  Docks  at 
Pier  "A,"  Battery  Place,  until  12  o'clock  noon, 
October  26,  1906.  (For  particulars,  see  City 
Record.)  (29423) 

Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  avenue  'and  Sixty-fourth  street. 
Borough  ot  Manhattan,  The  City  of  New  York. 
SftALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office  of 
the  Department  of  Parks  until  3  o'clock  P.  M., 
on 

THURSDAY,   OCTOBER  25,   1906. 
Borough  of  The  Bronx, 
For  furnishing  all  the  labor  and  materials  for 
the    erection    and    completion    ot    a    shelter    and 
toilet  houses  in  Van  Cortlandt  Park  In  the  City 
of  New  York. 
For  full  particulars  see  City  Record. 
MOSES  HERRMAN, 

President; 
JOSEPH    I.    BERRY. 
MICHAEL  J.   KENNEDY. 

Commissioners  of  Parks. 
Dated  October  13.  1906.  (29470) 

Office  of  the  President  of  the  Borough  of 
Manhattan.  City  Hall.  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Borough  of  Man- 
hattan, at  the  City  Hall,  Room  No.  16,  until  3 
o'clock  P.   M.,   on 

WEDNESDAY,   OCTOBER  24,  1906, 

No.  1.     For  furnishing  all  the  labor  and  mate- 
rial   required    for    building    sewer    and*  appurte- 
nances in  Two  Hundred  and   Fourth   Street,   be- 
tween Harlem  River  and  Ninth  Avenue. 
For  full  particulars  see  City  Record. 

JOHN    P.    AHEARN, 
Borough  President. 
The  City  of  New  York,  October  12,  1906. 

Headquarters  of  the  Fire  Department  of  The 
City,  of  New  York,  Nos.  157  and  159  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  The  City 
of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
ofllce  until  10.30  o'clock  A.  M.,  on 

WEDNESDAY,  OCTOBER  24,  1906. 

Borough  of  Brooklyn. 
No.  1.     For  furnishing  all  the  labor  and  mate- 
rials   required    tor    additions    and    materials    to 
Headquarter'9  Building,   located  at  Nos.  365  and 
367  Jay  Street. 
For  full  particulars  see  City  Record. 

FRANCIS  J.  LANTRY, 
Fire  Commissioner, 
Dated  October  11,  1906. 

Ofllce  of  the  Department  of  Parke,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-tourth  Street, 
Borough  ot  Manhattan,  The  City  of  New  York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  Park  Board  at  the  above  office  of 
the  Department  of  Parks  until  3  o'clock  P.  M.  05 
THURSDAY,   OCTOBER  25,   1906. 
Borough  ot  Brooklyn. 
No.  1.     For  furnishing  all  the  labor  and  mate- 
rials  necessary   for   the   erection   and   completion 
ot   a  shelter  house  in   Sunset  Park,   Borough  of 
Brooklyn. 

No,  2.  For  furnighing  all  the  labor  and  mate- 
rials necessary  for  the  erection  and  completion 
ot  a  shelter  house  in  Fulton  Park,  Borough  of 
Brooklyn. 

No.  3.     For  furnishing  all  the  labor  and  mate- 
rials  necessary   for   the   erection   and   completion 
of  a   shelter   house  in   New  Lots  Park,   Borough 
ot  Brooklyn. 
For  full  particulars  see  City  Record. 
MOSES  HERRMAN. 

President; 
JOSEPH  I.  BERRY. 
MICHAEL    J.    KENNEDY, 
(29363)  Commissioners  of  Parka. 

Office  ot  the  President  ot  the  Borough  ot 
Manhattan,   City  Hall,   The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  ot  the  Borough  ot  Man- 
hattan, at  the  City  Hall,  Room  16,  until  3 
o'clock  P.   M.   on 

WEDNESDAY.     OCTOBER     31,     1906. 

No.  1.  For  furnishing  all  the  labor  and  ma- 
terial required  for  the  reconstruction  of  outlet 
sewer  and  appurtenances  at  Twenty-third  Street, 
North    River. 

No.  2.  For  furnishing  all  the  labor  and  ma- 
terial required  fqr  building  sewer  and  appur- 
tenances in  West  One  Hundred  and  Thirty-ninth 
Street,    between   Riverside   Drive  and   Broadway. 

For  full  particulars  see  City  Record. 

JOHN    F.    AHEARN. 

Borough  President. 

The   City  of   New   York,    October  19,    1906. 

Bellevue  and  Allied  Hospitals.  Department  of 
New  York  City,  Twenty-sixth  Street  and  First 
Avenue,  Borough  of  Manhattan,  The  City  ot 
New    York. 

SEALED    BIDS    OR    ESTIMATES    will    be   re- 
ceived  by   the   President   ot   the   Board   of  Trus- 
tees at  the  above  office  until  3  o'clock  P.  M.  on 
TUESDAY.    OCTOBER  .30,    1906. 

For  all  labor  and  materials  required  tor  the 
excavation  and  masonry,  steel  and  iron,  grading 
roads  and  walks,  sodding  and  seeding,  subsoil 
and  drainage,  and  all  other  work  for  the  com- 
pleting of  the  pronertv  surrounding  the  new 
Fordham  Hospital  Buildings,  in  the  Borough  of 
The  Bronx,  situated  on  the  west  side  of  Crotona 
Avenue  and  Southern  Boulevard,  and  opposite 
tLe  north  end  of  Cambreling  Avenue,  The  City  ot 
New  York. 

For  full   particulars  see  City  Record. 

JOHN  W.   BRANNAN, 
President  Board  ot  Trustees. 
^     Dated  October  17,  1906,  (29569) 
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proposals. 


public  "Kottccs. 


public  laotices. 


Department  ot  Bridges,  Nos  13  to  21  Park 
Row.   Borough  of  Manhattan,  City  of  New  York. 

SEALED  BIDS  OR  ESTIiWATES  will  be  re- 
ceived by  the  Commissioner  of  Bridges  at  the 
above  office  until  2  o'clock  P.  M..  on 

THURSDAY,  OCTOBER  25,  1906. 

For    making    test    borings    at    the    site    of   the 
Henry    Hudson    Memorial    Bridge    over    Spuyten 
Duyvil  Creek. 
For  full  particulars  see  City  Record. 

J.    W.   STEVENSON, 
Commissioner  of  Bridses. 
Dated    October    11.    liXKi. (-'0-1-*^) 


public  IRortces. 


CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL   ESTATE. 

Public  notice  is  hereby  given  that  the  Commis- 
'  sioners  of  the  Sinking  Fund,  by  virtue  of  the 
powers  vested  in  them  by  law,  will  offer  for  sale 
at  public  auction  the  buildings,  parts  ot  build- 
ings, etc..  standing  upon  property  owned  by  The 
City  of  New  York,  acquired  for  the  use  of  the 
Department  of  Health,  said  buildings  being 
situated   in    the 

BOROUGH    OF    BROOKLYN, 
and  erected  upon  property  bounded  and  described 
as  follows: 

BEGINNING  at  a  point  of  intersectmn  of  the 
westerly  side  of  Fleet  Place  with  the  southerly 
side  of  Willoughby  Street,  and  running  thence 
westerly  along  the  southerly  side  of  Willoughby 
Street  101.98  feet  to  the  easterly  line  of  a  street 
as  shown  on  a  "Draft  Damage  Map  in  the  mat- 
ter of  acquiring  title  to  the  street  as  an  approach 
to  Manhattan  Bridge,  extending  from  Nassau 
Street  to  the  intersection  ot  Flatbush  Aveuue 
and  Fulton  Street,  in  the  Fourth,  Fifth  and 
Eleventh  Wards,  Borough  ot  Brooklyn,  City 
of  New  York,"  filed  in  the  office  of  the  Presi- 
dent of  the  Borough  ot  Brooklyn,  dated  New 
York.  October  H,  1904,  and  approved  by  the 
Commissioner  of  Public  Works  on  that  date; 
thence  running  southeasterly  along  the  easterly 
line  of  said  street  184.17  feet,  more  or  less,  to 
the  northwesterly  side  of  Fleet  Street;  thence 
northeasterly  along  the  northwesterly  side  of 
Fleet  Street  GL.'i.'J  feet  to  the  westerly  side  of 
Fleet  Place,  and  thence  northerly  along  the 
westerly  side  of  Fleet  Place  115.19  feet  to  the 
point  or  place  of  beginning. 

By  direction  ot  the  Comptroller,  the  sale  of 
the  above  described  buildings  and  appurtenances 
thereto  v/iU  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.     The  sale  will  take  place  on 

TUESDAY,    NOVEMBER    13,    1906, 
at   1   P.    M.,    on   the   premises,    and   will   be   sold 
for  the  highest  marketable   price. 

For  further  particulars  see  City  Record. 

H.   A.   METZ, 
Comptroller. 

City  of  New  York,  Department  of  Finance,  } 
('J9384)        Comptroller's  Office,  October  5,  1906.  ( 

CORPORATION     SALE     OF     BUILDINGS    AND 
APPURTENANCES     THERETO      ON      CITY 
REAL  ESTATE. 
Public  notice  is  hereby  given  that  the  Commis- 
sioners  ot   the    Sinking   Fund,    by   virtue   ot    the 
powers  vested  in  them  by  law,  will  offer  for  sale 
■  (It  public  auction   the  buildings,   parts  of   build- 
ings, etc.,   standing  upon  property  owned  by  The 
City    of    New    York,    acquired    for    the    Board    of 
Education,   said   buildings  being  situated   in   the 

BOROUGH    OF    BROOKLYN, 
and  erected  upon  property  bounded  and  described 
as   follows: 

BEGINNING  at  a  point  formed  by  the  inter- 
section of  the  westerly  line  of  Oakland  Street 
with  the  northerly  line  of  Norman  Avenue,  and 
running  thence  westerly  along  the  northerly  line 
of  Norman  Avenue  25  feet  to  the  easterly  line 
of  the  lands  of  Public  School  34;  thence  northerly 
along  the  easterly  line  ot  the  lands  ot  Public 
School  34  ninety-five  (95)  feet:  thence  easterly 
and  parallel  with  Norman  Avenue  25  feet  to  the 
westerly  line  ot  Oakland  Street;  thence  south- 
erly along  the  westerly  line  of  Oakland  Street 
95  feet  to  the  northerly  line  of  Norman  Avenue, 
the  point  or  place  of  beginning. 
AND  ALSO 
BEGINNING  at  a  point  formed  by  the  inter- 
section of  the  easterly  line  of  Eckford  Street 
with  the  northerly  line  of  Norman  Avenue,  and 
running  thence  easterly  along  the  northerly  line 
of  Norman  Avenue  25  feet  to  the  westerly  line 
of  the  lands  of  Public  School  34;  thence  north- 
erly along  the  westerly  line  ot  the  lands  ot  Pub- 
lic School  34  ninety-five  (95)  feet;  thence  west- 
erly and  parallel  with  Norman  Avenue  25  feet 
to  the  easterly  line  of  Eckford  Street;  thence 
southerly  along  the  easterly  line  of  Eckford 
Street  95  feet  to  the  northerly  line  of  Norman 
Avenue,  the  point  or  plac-»  of  beginning. 

By  direction  of  the  Cou,ptroller,  the  sale  of 
the  above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  ot  City  Revenue.  Department  of 
Finance.     The  sale  will  take  place  on 

TUESDAY,    NOVEMBER    13,    1906, 
at  11  A.   M.,   on   the  premises,   and  will  be  sold 
■"or  the  highest  marketable  price, 
yor  further  particulars  see  City  Record. 

H.   A.   METZ; 
-.^       ,  Comptroller. 

City  of  New  York,  Department  ot  Finance  | 
(29382)        Comptroller's  Office,  October  3,  1906.  ( 


MUNICIPAL  CIVIL  SERVICE  COMMISSION, 
299   Broadway. 
New  York,  October  17,   1906. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  that  an 
open  competitive  examination  tor  the  position  ot 
OF1.ICE  BOY  will  be  held  on  Thursdav.  Novem- 
ber ,Sth.  -".gOG.  at  10  A.  M.  The  rece'ipt  ot  ap- 
plica*  cas  closes  on  October  25th  at  4  P.  M. 

Candidates  must  not  be  over  18  years  of  age 

For  scope  ot  -examination  and  further  informa- 
tion  flooly   :o   the    Secretary. 
,,  ,,„,.  FRANK  A.  SPENCER, 

^^■'*°-il  Secretary, 


B0TI3E  TO  TiraEIiS. 


Department    of    Finance, 
Bureau    for    the    Collection    of   Tasej. 
No,    b^  ChamberB  Street. 
Borough    of   Manhattan, 
New   York.    September  24th     190« 
NOTirE    IS    HEREBY    GIVEN     that    the     Aspeas- 
ment    rolli    of    Real    Estate    and    Personal    Property 
In  Th«  City  of  New   York   for  the  yenr  190fl.  and  the 
warrants     for     the     collection     of     taxes,     hive     t)«eQ 
delivered  to  the  undersigned,   md   that  all    the  taxes 
on    Bald    asseBsment    rolli    are    due    anil    payable    on 
Monday,    October    I.    1908,    at    the    office    of    the    Re-, 
ceiver  «t  Taxes  In  the  borough  In   which   the   prop- 
erty ti  located,    aa    follows: 

Borough  of  Manhattan.  No.  57  Chamberi  atreet, 
Manhattan.    N.    Y. ; 

Borough  of  Tte  Bronx,  comer  Third  and  Tremont 
avenues.    The    Bronx.    N.    Y.  : 

Borough  of  Brooklyn,  Ronma  3.  4.  (  and  t.  Munic- 
ipal  Building.    Brooklyn,    N.    Y.  ; 

Borough  of  Queens,  corner  Jickson  avenue  and 
Fifth   street.    Long    Island    City.    N.    Y. ; 

Borough  of  Richmond.  Borough  Hall,  St.  George, 
Btaten  Island.    N.    Y, 

In  case  of  payment  during  October  the  person 
po  paying  shall  be  entitled  to  the  benefits  men- 
tioned In  section  915  of  the  Greater  New  York 
Charter  {chapter  378.  Laws  ot  iWT).  viz.:  A  deduc- 
tion of  interest  at  the  rate  of  6  per  cent,  per 
annum  between  th«  day  of  such  payment  and  the 
Iflt    day   of  December  next. 

ALL  BILLS  PAID  DURING  OCTOBER  MUST 
BE  REBATED  BEFORE  CHECKS  ARE  DRAWN 
FOR    PAYMENT. 

When  checks  are  mailed  to  the  Receiver  of  Taxes 
thev  MUST  BE  ACCOMPANIED  BY  ADDRESSED 
ENVELOPES  WITH  POSTAGE  PREPAID  In  order 
to   insure   return   of  receipted   bills   by   mall. 

Checks  dated  October  1st  should  be  mailed  to  the 
Receiver  as  soon  as  possible  after  bllfh  have  been 
received  by  the  taxpayer. 

Draw  checks  only  to  the  order 
of  the  Receiver  of  Taxes. 

^  DAVID    E.    AUSTEN, 

Receiver  oC  Tax«a. 


CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL   ESTATE. 

Public  notice  is  hereby  given  that  the  Commis- 
sioners of  the  Sinking  Fund,  by  virtue  of  the 
powers  vested  in  them  by  law,  will  offer  for  sal< 
at  public  auction  the  buildings,  parts  of  build- 
ings, etc.,  standing  upon  property  owned  by  The 
City  of  New ,  York,  acquired  for  the  Board  of 
Education,    said  buildings   being  situated   in   the 

BOROUGH    OF    BROOKLYN, 
and  erected  upon  property  bounded  and  described 
as   follows: 

BEGINNING  at  a  point  formed  by  the  inter- 
section of  the  southerly  line  of  Tillary  Street 
with  the  westerly  line  of  Bridge  Street,  and 
running  thence  westerly  along  the  southerly  line 
of  Tillary  Street  215  feet  1  inch  to  the  easterly 
line  of  Lawrence  Street;  thence  southerly  along 
the  easterly  line  of  i-awrence  Street  150  feet  L* 
inches;  thence  easterly  and  parallel  or  nearly  so 
with  Tillary  Street  215  feet  G  inches  to  the 
westerly  line  of  Bridge  Street;  thence  northerly 
along  the  westerly  line  of  Bridge  Street  150 
feet  to  the  southerly  line  of  Tillary  Street,  the 
point  or  place  of  beginning,  be  the  said  several 
dimensions  more  or   less. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above  described  buildings  will  be  made  under 
the  supervision  of  the  Collector  of  City  Revenue. 
Department  of  Finance.  The  sale  will  take  place 
on 

MONDAY,    NOVEMBER    12,    190G, 
at  11   A.   M.,   on   the  premises,   and  will  be  sold 
for   the   highest   marketable   price. 

For  further  particulars  see  City  Record. 

H.   A.   METZ, 
Comptroller. 

City  of  New  York,  Department  of  Finance.  } 
(29384)         Comptroller's  Office,  October  3.  1006.  i 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL   ESTATE. 

Public  notice  is  hereby  given  that  the  Commis- 
sioners of  the  Sinking  Fund,  by  virtue  of  the 
powers  vested  in  them  by  law,  will  ofTer  for  sale 
at  public  auction  the  buildings,  parts  of  build- 
ings, etc.,  standing  upon  property  owned  by  The 
C.ty  of  New  York,  acquired  for  Carnegie  Library 
purposes,    said   buildings  being  situated   in   the 

BOROUGH    OF    THE    BRONX, 
and  erected  upon  property  bounded  and  described 
as  follows: 

BEGINNING  at  a  point  on  the  curve  forming 
the  southerly  side  of  One  Hundred  and  Sixty- 
ninth  Street  as  now  legally  opened,  said  point 
being  distant  northeasterly,  measured  along  said 
curve,  221.77  feet  from  the  beginning  of  said 
curve  where  it  intersects  the  tangent  forming 
the  easterly  side  of  Franklin  Avenue,  running 
thence  in  a  southwesterly  direction  124.65  feet; 
running  thence  in  a  northwesterly  direction 
121.24  feet  to  the  southeasterly  side  of  FrAiklin 
Avenue  as  now  laid  out;  running  thence  in  a 
northeasterly  direction  on  a  curve  along  the 
southerly  side  of  Franklin  Avenue  as  now  laid 
out  178.24  feet  to  the  point  or  place  of  begin- 
ning, said  premises  being  known  as  Nos.  12S0 
to  1292  Franklin  Avenue  and  being  recorded  on 
the  Tax  Maps  as  Block  2615,  Lots  23.  25  and 
2S;  the  dimensions  herein  indicated  being  more 
or  less. 

By  direction  of  the  Comptroller,  the  sale'  of 
the  above  described  buildings  and  appurtenances 
thtreto  will  be  made  under  the  supervision  of 
the  Ccllector  of  City  Jlevenue.  Department  of 
Finance.     The  sale  will   take  place  on 

THURSDAY.    NOVEMBER   8,    1906, 
at  11   A.   M.,   on   the  premises,   and  will  be  sold 
for  the  highest   marketable   price. 

For  further  particulars   see   City  Record. 

H.   A.   METZ, 
.   Comptroller. 

City  of  New  York,  Department  of  Finance,  I 
(293S2)   .    Comptroller's  Office,  October  3,  1906.  } 


CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
i.-^AC    ESTATE. 

Public  no-ice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of  the 
powers  vested  in  them  by  law,  will  offer  for 
sale  at  public  auction  the  buildings,  parts  of 
buildings,  etc.,  standing  upon  property  owned  ■ 
by  The  City  of  New  York,  acquired  for  the  use 
of  the  Board  of  Education,  said  buildings  being 
situated,  in    the 

BOROUGH  OF  MANHATTAN 
and     erected     upon     property     bounded     and     de- 
scribed  as    follows: 

BEGINNING  at  a  point  formed  by  the  inter- 
section of  the  easterly  line  of  Greenwich  Ave- 
nue with  the  southerly  line  of  the  lands  of 
Public  School  41.  which  point  is  distant  193  feet 
5  inches  northerly  from  the  northerly  line  of 
West  Tenth  Street,  and  running  thence  easterly 
along  the  southerly  line  of  the  said  lands  of  Pub- 
lic School  41  sixty  (OIJ)  feet  to  the  westerly  line 
of  the  lands  of  said  school ;  thence  southerly 
along  the  westerly  line  of  the  lands  of  said 
school  -.*  feet;  thence  easterly  and  again  along 
the  southerly  tine  of  the  lands  of  said  school  94 
feet  S  inches;  thence  southerly  along  the  east- 
erly line  of  the  premises  No.  32  Greenwich  Ave- 
nue 31  feet;  thence  westerly  along  the  southerly 
line  of  the  lands  of  said  premises  No.  32  Green- 
wich Avenue  173  feet  to  the  easterly  line  of 
Greenwich  Avenue;  thence  northerly  along  the 
easterly  line  of  Greenwich  Avenue  50  feet  to  the 
southerly  line  of  the  lands  of  Public  School  41, 
the  point  or  place  of  beginning. 

By  direction  of  the  Comptroller,  the  sale  of  the 
above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.      The    sale    will    take    place    on 

THURSDAY.   NOVEMBER  15,   1906. 
at    11    a.    m.,    on    the   premises,    and  will   be   sold 
for    the    highest   marketable    price. 

For  furtner  particulars  see  "City  Record.'* 
H.  A.  METZ. 

Comptroller. 

City  of  New  York— Department  of  Finance, 
Comptroller's  Office,  October  11,  1906.  (29571) 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

Public  notice  is  hereby  gifren  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of  the 
powers  vested  in  them  by  law,  will  offer  for 
sa'e  at  public  auction  the  buildings,  parts  of 
buildings,  etc.,  standing  upon  property  owned 
by  The  City  of  New  York,  acquired  for  Carnegie 
Library  purposes,  said  buildings  being  situated 
in  the 

BOROUGH  OF  MANHATTAN 
and    erectea    upon     property    bounded    and    de- 
scribed   as    follows: 

BEGINNING  at  a  point  on  the  easterly  side 
of  10th  Avenue,  distant  50  feet  5  inches,  more  or 
less,  southerly  from  the  point  of  intersection  of 
the  easterly  side  of  10th  Avenue  with  the 
southerly  side?*  of  West  51st  Street;  running 
thence  easterly  and  parallel  with  West  Slst 
Street  100  feet;  running  thence  southerly  and 
parallel  with  10th  Avenue  49  feet  6  inches;  run- 
ning thence  westerly  and  parallel  with  West 
51st  Street  100  feet  to  the  easterly  side  of  10th 
Avenue;  running  thence  northerly  along  the 
easterly  side  of  lOth  Avenue  49  feet  6  inches  to 
the  point  or  place  of  beginning,  said  property 
being  known  as  Nos.  742  and  744  Tenth  Ave- 
nue, and  being  known  on  the  tax  map  as*  section 
4.   block  Hi60.   lots  Nos.  63  and  64. 

By  direction  of  the  Comptroller,  the  sale  of  the 
above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.      The    sale    will    take    place    on 

MOiNDAY.     NOVEMBER     19,     1906. 
at    11    a.    m.,    on    the   premises,    and  will   be   sold 
for     the     highest     marketable     price     at     public 
auction. 

For  further  particulars  see  "City  Record." 
H.  A.  METZ. 

Comptroller. 
Citv    of    New    York — Department    of    Finance, 

Comptroller's    Office.    October   9.    1906.    (29571) 

©Tctal  Xeoal  IRotfces. 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  October 
19  to  November  1,  1906,  of  the  confirmation  by 
the  Board  of  Revision  of  Assessments  and  the 
entering  in  the  Bureau  for  the  Collection  of 
Assessments  and  Arrears,  of  assessment  for 
LOCAL  IMPROVEMENTS  in  the  BOROUGH  OP 
THE    BRONX: 

23D      WARD,      SECTION      9.  EAST      163D 

STREET-^SEWER.  between  Sherman  and  Sheri- 
dan Avenues.  EAST  146TH  STREET— REGU- 
LATING. GRADING.  CURBING  AND  FLAG- 
GING, from  Mott  Avenue  to  Walton  Avenue. 
23D  WARD.  SECTION  10.  RECEIVING  BA- 
SINS on  the  northwest  corner  of  LONGWOOD 
AVENUE  and  SPOFFORD  AVENUE  and  on  the 
northeist  and  southeast  corners  of  LOCUST 
AVENUE  and  EAST  136TH  STREET.  EAST 
160TH  STREET— SEWER,  between  Union  Ave- 
nue and  Prospect  Avenue.  24TH  WARD,  SEC- 
TION 11.  OAKLAND  PLACE— REGULATING, 
GRADING,  CURBING  AND  FLAGGING,  from 
Belmont  Avenue  to  Prospect  Avenue.  ELS- 
MERE  PLACE— REGULATING,  GRADING, 
CURBING  AND  FLAGGING,  from  Prospect  Ave- 
nue to  Southern  Boulevard.  24TH  WARD.  SEC- 
TION 12.  LISBON  PLACE— SEWER,  between 
Mosholu  Parkway  South  and  East  205th  Street, 
and  EAST  205TH  STREET— SEWER,  between 
Lisbon  Place  and  the  Grand  Boulevard  and  Con- 
course. • FORT  INDEPENDENCE  STREET- 
SEWER,  between  Bailey  Avenue  and  Heath  Ave- 
nue. MOSHOLU  PARKWAY  SOUTH— REGU- 
LATING, GRADING.  CURBING,  FLAGGING 
AND  LAYING  CROSSWALKS,  'from  Webster 
Avenue  to  Van  Courtlandt  Avenue,  thence  to 
Jerome  Avenue. 

HERMAN  A.   METZ. 

ContptroUerH 

City  of  New  York,  October  18,   1906. 


^ 


October  20,  1906 


RECORD    AND    GUIDE       Manhattan     my 
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).!icial  Xegal  'Wotices. 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  October 
l'.(  to  November  1,  190IJ,  of  the  confirmation  by 
the  Board  of  Revision  of  Assessments  and  the 
entering  in  the  Bureau  for  the  Collection  of 
Assessments  and  Arrears,  of  assessment  for 
LOCAL  IMPROVEMENTS  in  the  BOROUGH  OF 
QUEENS: 

1ST   WARD.     NEWTOWN  AVENUE— SEWER, 
from  Van  Alst  Avenue  to  Rapalje  Avenue. 
HERMAN    A.    METZ. 

Comptroller. 

City  of  New  York.  October  18.  1000. 


publtc  14oticc9. 


CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

AT  THE  REQUEST  OF  THE  PRESIDENT  OF 
THE  BOROUGH  OF  BROOKLYN,  public  notice 
is  hereby  given  that  the  Commissioners  of  the 
Sinking  Fund  of  the  City  of  New  York,  by  virtue 
of  the  powers  vested  in  them  by  law,  will  offer 
for  sale  at  public  auction  the  buildings,  parts 
of  buildings,  etc.,  standing  within  the  lines  of 
property  owned  by  the  City  of  New  York,  ac- 
quired   for    street    purposes,    in    the 

BOROUGH    OF    BROOKLYN. 

All  the  buildings,  parts  of  buildings,  etc., 
standing  within  the  lines  of  lUth  Avenue,  be- 
tween (Jlst  and  G-d  Streets,  in  the  Borough  of 
Brooklyn.  City  of  New  York,  more  particularly 
described  on.  a  map  on  file  in  the  office  of  the 
Collector  of  City  Revenue,  Department  of  Fi- 
nance, Room  141,  280  Broadway.  Manhattan. 
The    sale    will    take   place   on  , 

WEDNESDAY,    OCTOBER  24TH,    190G, 
at  11   a.   m.,   on   the   premises,    and  will   be  sold 
for   the   highest  marketable  price  on  the  follow- 
ing* 

TEHMS    AND    CONDITIONS. 

Cash  payment  in  bankable  funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of  the 
buildings,  parts  of  buildings,  standing  within 
the  lines  of  said  streets,  from  the  streets  by  the 
purchaser  or  purchasers  immediately  after  the 
sale.  If  the  purchaser  or*  purchaser  fail  to 
effect  a  removal  within  thirty  days,  he  or  they 
shall  forfeit  his  or  their  purchase  money  and 
the  owjiership  of  the  buildings,  parts  of  build- 
ings, etc.,  and  the  City  of  New  York  will  cause 
the  same  to  be  removed  without  notice  to  the 
purchaser. 

Purchasers  to  be  liable  for  any  and  all  darn- 
ages  of  any  kind  whatsoever  by  reason  of  the 
occupation  or  removal  of  said  buildings,  parts 
of  buildings,   etc. 

The  bidder's  assent  and  agreement  to  the 
above  terms  and  conditions  aie  understood  to  be 
implied   by   the  act  of   bidding. 

By  direction  of  the  Comptroller,  sales  of  the 
above  described  property  will  be  made  under  the 
supervision  of  the  Collector  of  City  Revenue, 
at    the    time    stated    herein. 

Full  particulars  of  sale  can  be  obtained  at  the 
office  of  the  Collector  of  City  Revenue,  Room 
141,  Stewart  Building,  280  Broadway,  Borough  of 
Manhattan. 

H.  A.  METZ, 

Comptroller. 
City   of    New   York — Department   of    Finance, 
Comptroller's  Office,   Oct.   !),    l!K)fi.         (29573) 


PUBLIC  NOTICE  IS  HEREBY  GIVEN  to  the 
owner  or  owners  of  all  houses  and  lots,  improved 
or  unimproved  lauds  affected  thereby,  that  the 
following  proposed  assessments  have  been  com- 
pleted and  are  lodged  in  the  office  of  the  Board 
of  Assessors  for  examination  by  all  persons  in- 
terested,  viz. : 

BOROUGH   OF  MANHATTAN. 

List  S!t51,  No.  1.  Alteration  and  improvement 
to  sewer  in  Avenue  St.  Nicholas,  west  side,  be- 
tween One  Hundred  and  Forty-ninth  and  One 
Hundred  and  Fifty-fifth  Streets,  and  new  sewer 
in  Avenue  St.  iiicholas,  east  side,  between  One 
Hundred  and  Fiftieth  and  One  Hundred  and 
Fifty-first   Streets. 

Lis^  8U53,  No.  2.  Regulating,  grading,  curb- 
ing and  flagging  West  One  Hundred  and  Seven- 
ty-second Street,  between  Broadway  and  St. 
Nicholas  Avenue. 

List  8^81,  No,  3.  Alteration  and  improvement 
to  sewer  in  West  Sixty-ninth  Street,  between 
West  End  Avenue  and  Amsterdam  Avenue. 

List  80.83,  No.  4.  Alteration  and  improvement 
to  sewer  in  West  Sixty-eighth  Street,  between 
West    End    Avenue   and    Amsterdam    Avenue. 

List  89.84,  No.  5.  Paving  West  Fifty-seventh 
Street,  from  a  point  200  feet  west  of  Eleventh 
Avenue  to  Twelfth  Avenue. 

BOROUGH    OF    THE.    BRONX. 

List  SS18,  No.  6.  Regulating,  grading,  curb- 
ing, flagging  and  laying  crosswalks  in  Concord 
Avenue,  from  East  One  Hundred  and  Forty-first 
S'reet    to    Kelly    Street. 

List  8.S38,  No.  7.  Paving  with  asphalt  pave- 
ment and  curbing  Pond  Place,  from  East  One 
Hundred  and  Ninety-seventh  to  East  One  Hun- 
dred and  Ninety-eighth  Street,  together  with  a 
list  of  awards  for  damages  caused  by  a  change 
of    giade. 

List   .S«."i4,    No.    S.      Regulating,    grading,    curb- 
ing,    flagging,     laying    crosswalks,     building    ap- 
proaches   and    placing    fences    in    Vy.se    Avenue, 
from  West  Farms  road  to  East  One  Hundred  and 
Seventy-second  Street. 
For   full    particulars   see   City   Record. 
ANTONIO   ZUCCA. 
PAUL    WEIMANN, 
JAMES   H.    KENNEDY. 

Board  of  Assessors. 
WILLIAM  H.  JASPER, 
Secretary, 
No.  320  Broadway. 
City    of    New    York,    Borough    of    Manhattan. 
October   18,    190G.  (*^0.547) 


proposals. 

Office  of  the  Department  of  Correction,  No. 
148  East  Twentiethi  Street.  Borough  of  Man- 
hattan, the  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above  office  until  11  o'clock  A.  M.  on 

'1  UESDAY,     OCTOBER     30,     lOOG, 
Borough    of   Manhattan. 
No.  1,    For   furnishing   all   the   labor  and   ma- 
terials   required    to    make    the    necessary    repairs 
and  alterations   to  steamer   "Thomas  F.   Gilroy." 
For   full    particulars  see   City   Record. 

JOHN   V.   COGGEY, 

Commissioner. 
Dated    October   ll!,    IWMi.  (i;05-41) 

Department    of    Bridges,     Nos    13    to    21    Park 
Row.   Borough  of  Manhattan,   City  of  New  York. 
SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived   by    the    Commissioner   of    Bridges    at   the 
above   office   until   2   o'clock    P.    M.    on 

THURSDAY,    NOVEMBER    1,    1900. 
For  the  construction  of  timber  flooring  in   the 
trolley  railway  tracks  of  the  Williamsburg  (New 
East    River)    Bridge,    over    the    East    River,    be- 
tween the  Boroughs  of  Manhattan  and  Brooklyn. 
For  full   particulars  see  City  Record. 

JAMES    W.    STEVENSON, 

Commissioner  of  Bridges. 
Dated   October    16.    1II0<!.  (29553) 

Department  of  Public  Charities,  Foot  of  East 
Twenty-si.\th   Street.   New  Y'ork. 

TO  .  CONTRACTORS. 
PROPOSALS    FOR    BIDS    OR    ESTIMATES. 
SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  Department  of  Public  Charities  at 
the  above  office  until  12  o'clock.  M.  on 
MONDAY.    OCTOBER    29,    1900. 
For  furnishing  and  delivering  two  hundred  and 
fifty    (2.J0)    tons    of    ice. 
For  full   particulars  see  City  Record. 

ROBERT     W.     HEDBERD, 

Commissioner. 
The  City  of  New  York,  Oct.  1(5,  190G.     (29501) 

Department    of    Bridges.    Nos    13    to    21    Park 
Row.   Borough  of  Manhattan,  City  of  New  York. 
SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived   by    the    Commissioner    of    Bridges    at    the 
above    office    until    2   o'clock    P.    M.    on 

THURSD.AY,    NOVEMBER    1.    190(3. 
For   regulating   and   paving   with   granite   block 
paving,   curbing  and   all   work   incidental  thereto 
at    the    southeasterly    side    of    the    One    Hundred 
and  Forty-lifth  Street  Bridge,   Harlem  River. 
For   full    particulars   .see   City   Record. 

JAMRS    W.    STEVENSON, 

Commissioner  of  Bridges. 
Dated   October    17,    190ij.  (29555) 

Bellevue  and  Allied  Hospitals.  Department  of 
New  York  City,  Twenty-sixth  Street  and  .First 
Avenue.  Borough  of  Manhattan,  The  City  of 
New    York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Board  of  Trus- 
tees at  the  above  office  until  3  o'clock  P.  M  on 
•  TUESDAY,    OCTOBER   30,    10(J0. 

.or  labor  and  materials  required  for  the  erec- 
tion of  new  balconies  on  Pavilions  A  and  B  of 
the  new  Bellevue  Hospital,  situated  on  First 
Avenue  and  bounded  by  Twenty-sixth  to  Twenty- 
ninth   Street,   The   City  of   New   York. 

For   full    particulars"  see   City   Record 

JOHN   W.    BRANNAN, 
President   Board  of  Trustees 

Dated  October  17,   190t5.  (29509) 

AUCTION    SALES    OF    THE    WEEK. 
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Briggs    av,     n    e    s,     174    s    e    Lawrence    av, 

16.10x8.6x14.6,    gore.      A   L   Moore 100 

Baychester    av.    w    s,    175    s    Westchester    av, 

25x103,3  to  Briggs  av,   x20x.88.6.     John  Stan- 

dinger     950 

Lawrence   av.   s   e  cor  Westchester  av,   runs   s 

44.10  to  Briggs  av,  x  s  e  5.11  x  e  90.11  x  n 

50  X  w  100  to  beginning.  Cath  McGuire.  .1,810 
Baychester  av,  n  e  cor  Central  av,  25x80.  Mary 

L    McGuire    1,550 

St  Mary's  av.  s  w  cor  Westchester  av,  25xl(X). 

Mary  E  Malcolm   935 

St  Mary's  av,  w  s,  25  s  Westchester  av,  25x100. 

J  B  Glasier 720 

St  Mary's  av.   w  s.  50  s  Westchester  av,  200x 

1IK».      Mr   Leichtenburg    43,350 

St     Mary's    av,     w    s,     275    s    Westchester    av, 

.50x100.      Mr    Leichtenburg 1,400 

Baychester    av,    e    s,    225    s    Westchester    av, 

.''.0x90.      B  Moral    1,450 

Lawrence    st.    s    e   cor    Briggs    av,    108xG3.8   to 

Briggs  av,  x  125.6  to  beginning,  gore.    Annie 

Moore     1,550 

St    Mary's    av,    e    s,    300    s    Westchester    av, 

25x100.      L    Moss 675 

St    Mary's    av,    e    s,    325    s    Westchester    av, 

."lOxlOO.     Mr  Leiohtenburg   1,340 

St    Agnes'     av,     n     w     cor     Westchester,     av, 

100x100.      H   M  Tyndall 1,605 

St    Agnes'    av.    w    s.    100    n    Westchester    av, 

50x100.     Julia  E  Curran   600 

St  Mary's  av.  n  e  cor  Westchester  av,  25x100. 

Mary    S    McGuire    1.700 

St    Mary's   av.    e   s,    25   n    Westchester  av,   56x 

IIK).      John    Standinger    650 

St     Miry's    av.     e    s,     75    n    Westchester    av, 

75x1(K).      H   S    Roll    975 

St    Mary's    av.    n    w    cor    Central    av,    50x100. 

Mary    L    McGuire    2.025 

St    Marys   av.    w   s,   50  n   Central   av,   50x100. 

M    M    Malcolm    l..'i.50 

St    Agnes'    av,    s   w    cor   Westchester   av,    lOOx 

100.       H    M    Tyndall     1,945 

St    Agnes'    av,    w    s.     100    s    Westchester    av. 

50xlOa     Delia   McDonald    800 

St    Mary's    av.    s    e    Cor    Westchester    av,    .50x 

10).     A  L   Moore    1560 

St     Mary's     av,     e     s,     50    s     Westchester     av 

25x100.      M   S  Malcolm      ..075 

SI    Mary's   av.   e  s,    75  s  Westchester  av,    10(')x 

1011.     B  Moral   2  095 

St    Mary's    av,    e    s,     175    s    Westchester    av, 

2.'jx100.      C   A   White    075 


St    Mary's    av,    e    s,    200    s    Westchester    av, 

25x100.      F    P    McQuade    :.G75 

be    Mary's    av,    e    s,    25    s    Westchester    av, 

50x100.      Patk   Doherty    1,350 

St    Mary's    av,    e    s,    275    s    Westchester    av, 

2,5x100.      Mary   Brown    675 

St    Agnes'    av,    w   s,    75   n   Central   av,    25x100. 

John    Slandinger    010 

St  Agues'  av.   w  s,   100  n   Central  av,  25x100. 

John    T    Mulligan 600 

St   Agnes  av,    w   s,    125  n  Central  av,   25x100. 

Frank    A    Urber    .' 575 

St   Agnes  av,   w   s,    150  n   Central  av,   25x100. 

F   I-    McQuade    570 

St  Agnes'   av,    w   s,   175  n  Central  av,   25x100. 

C    A    White    575 

St  Agnes'   av,   w  s,   200  n  Central  av,  75x100. 

C   A   McGuire    1,710 

St  Agnes'   av,   w  s,   275  n  Central  av,   25x100. 

C   A   White    515 

St  Agnes'   av,   w  s,  300  n   Central  av,  50xl(K). 

Matilda  Bass    .- 1,150 

Baychester    av,    s    w    cor    Central    av,    25x90 

Catherine  A  McGuire   1,425 

Baychester   av,    w   s.    25   s    Central   av,    75x90. 

Chas    H    Graham    2,325 

Lawrence  av,  s  e  cor  Central  av,  25x90.    Annie 

Moore •. 1,000 

Lawrence    av,    e    s,    25    s    Central    av,    25x90. 

Henry   M   Connelly    650 

Lawrence    av,    e    s,    50    s    Central    ay,    50x90. 

Henry   M   Connelly    1,300 

St  Agnes'  av,  n  w  cor  Central  av,  25x100.     H 

M    Tyndall    750 

St  Agnes'   av,    w   s,   25    n   Central   av,   50x100. 

M   C   Malcolm    1,235 

St    Mary's    av,    e   s,    75    s    Central   av,    50x100. 

B    Moral    1,425 

St   Mary's   av,  e   s,    125  s   Central   av,   2.5xl(>0. 

Frank   P   McQuade    750 

St  Mary's  av,  e  s,  150  s  Central  av,  25x100.     B 

Moral 725 

St   Mary's   av,   e   s,    175   s   Central  av,   25xi()0. 

Frank   P   McQuade    750 

St   Mary's   av,   e   s,    200  s   Central  av,   25x100. 

B    Moral     750 

St   Mary's   av,    e  s,   225   s   Central   av,'  SOxioO. 

A    Moebus     1,550 

St    Mary  s   av,    w   s,   25   s   Central   av,   50x100. 

Mary   L   McGuire    1520 

St  Mary's  av,   w  s,   75   s  Central  av,   lOOxltib. 

A    L    Moore    2,980 

St   Agnes'   av,    w   s,    25   s   Central   av,    50x100. 

Cath    A    McGuire     1  450 

St   Agnes'    av,    w    s,    75   s   Central   av.    25x100. 

Frank    P    McQuade    725 

St  Agnes'   av,   w   s,   100  s  Central  av,   25x100. 

B  Moral    725 

St  Agnes'  av,   w  s,    125  s  Central'  aV,'  Vsxicio. 

Frank    P    McQuade    725 

St   Agnes'   av,   w   s,    150  s   Central  av,   75x'l()0.~ 

B    Moral    2,150 

bt   Agnes    av,   w   s,  225  s  Central   av,  25x100. 

A   Moebus    750 

St   Agnes'   av.   w   s,   250  s  Central  avV  isxltio. 

Max    C    Baum    305 

St    Mary's    av,    e    s,    25   s    Central  'av,"5()xlOo" 

C  A  White   1,500 

JOSEPH   P.    DAY. 

Broadway,     n    e    cor    2nfh    st,    l,34x— x99  llx    ' 
139.3,   vacant   (voluntary).     John  A  McCarthy 
45  000 

211th  st,  n  s.  139.3  e  Broadway", '  5'o'x99. 11 
vacant    (voluntary).      Thomas    Dwyer        9  550 

211th  St.  n  s,  1,89.3  e  Broadway,  25x99.11 
vacant  (voluntary).     Benj  Jackson  4  650 

211th  st,  n  s,  214.3  e  Broadway,  50.x99.li 
vacant    (voluntary).      John   A   McCarthy.  .9 ''50 

211th  st,  n  s,  264.3  e  Broadway,  75x99.11 
vacant  (voluntary).     James  Cunningham.  13,875 

211th  st,  n  w  cor  10th  av,  100x100,  vacant 
(voluntary).      John  A   McCarthy    4"  000 

211th  st,  n  s,  100  w  10th  av.  50x90.11,  vacant 
(voluntary).      Robert    Dowling    9  000 

211th  st,  n  s,  1.50  w  10th  av,  75x99. 11,  va- 
cant  (voluntary).     James  Dempsey 13  500 

2Hth  St.  n  s,  225  w  10th  av,  50x99.11,  vacant 
(voluntary).      J   J    Blaine 9050 

2Uth  st,  n  s,  273  w  10th  av,  75x99.11,  vacant 
(voluntary).      James   Cunningham    13,650 

Jackson  av,  w  s,  75  n  150th  st,  150x79.3x 
Iu0.ti7,  two  5-sty  brk  tenements,  and  foun- 
dations for  tour  5-sty  brk  tenements.  Joseph 
F    Schnug    58,000 

Jackson  av,  w  s,  25  n  13Gth  st,  25x77.1,  5-sty 
brk  tenement.      Adj   to  Oct  30 

lG2d  St.  No  775,  n  s,  94.7  w  3i  av,  17x100 
5-sty  brk  tenement.  (Sheriff's  sale  of  all 
right,   title.   &c.)       Withdrawn    

•27th  St.  Nos  17  and  19.  n  s.  05  w  Madison  av 
50x98.9,  12-sty  brk  and  stone  hotel.  (Amt 
due.  $18G,125..89:  taxes.  &c,  .1:10.245:  sub  to 
a  prior  mort  ofg  .$160,000.)  Mort  recorded 
May  18.   1904.     Cedar  Street  Co .SG7,7(H 

8sth  St.  Nos  305  and  307.  n  s,  abt  100  e  2d  av, 
.'•OxltiO.S.  two  5-sty  and  basement  brk  tene- 
ments  (exrs  sale).     Max  Goetz   48.500 

88th  St,  No  438.  s  s.  207  w  Av  A.  22x100.8 
3-sty  brk  tenement  (exrs  sale).  Julius 
Zweig    12  350 

1st  av.  No  113|s  w  cor  7th  st,   runs  s  18.3  x  w 

7th  .St.  No  86  (  52  X  s  6  X  w  3  x  s  9.6  X  w 
17.1  X  n  2.8.6  x  e  72.6  to  beginning,  5-sty  brk 
tenement  with  stores  (exrs  sale).  Max  Roth. 
37,650 

7th  St.  No  82,  s  s,  100  w  1st  av,  25x68.4  5-sty 
brk  tenement  (exrs  sale).     Max  Roth 23  050 

Grand  st.  No  447,  s  s,  40  e  Ridge  st,  20x.53, 
4-sty  brk  building  (trustees  sale).  John 
Overbecker    17,175 

Union  av.  No  lOOD,  e  s,  100  s  IGSth  st,  61. 2x 
165.  2-sty  frame  dwelling  (exrs  sale).  O  K 
Smith    17,400 

Avenue  C,  No  110.  e  s.  abt  48.9  n  7th  st, 
18.3x82.5,  3-sty  and  basement  brk  building 
(exrs   sale),      Marcus    Kramer 14.550 

Lexington  av.  No  KMil,  e  s,  abt  42.2  n  7!5th 
St.  20x94.10,  5-sty  brk  tenement  (exrs  sale). 
Osk   &    Edelstein    24  100 

ll.'^th  st.  No  273,  n  s,  abt  175  e  8th  av,  25x 
100.11,    5-sty   brk  tenement   (exrs   sale).      Hy 

Osterweis    26.100 

Boston  rd.  No  1418.  s  s.  about  120  w  Prospect 
av  and  217.11  e  of  a  [joint  opp  Jefferson  st, 
23x100.  2-sty  frame  dwelling.  (Amt  due, 
.$2,862.30;  taxes.  &c.  .$532.22.)  Mort  record- 
ed April  24,   1903.     Howard  W  Pierce 8,500 
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♦West  Farms  rd,  s  e  s,  147.8  n  e  Hoe  st,  lOOx 
96.9x— x76.ll.     vacant.       Amt    due.     $1,851!. 75; 
taxes,    &c,    $1,500.)      Mort   recorded   Nov   15, 
1905.     Lawyers'   Title  Ins  &  Trust  Co.  .12,2SG 

•Westchester  av,  n  w  s,  191.11  n  e  Hoe  st, 
100xyC.9x— x76.ll,  vacant;  Action  No  2.  (Amt 
due  $3,782.72;  taxes,  &c,  $1,500.)  Mort  re- 
corded Nov  15,   1905.     Lawyers'   Title  Ins  & 

Trust    Co 17,800 

BRYAN    L.    KENNELLY. 

75tb  st.  No  56,  s  s,  661  w  Central  Park  West, 
20x102.2,  4-sty  and  basement  brk  dwelling. 
Bid   in  at  $35,000   - — ■ 

60th  st.  No  213,  n  s,  200  w  Amsterdam  av, 
25x100.5,  5-sty  •and  basement  stone  front 
tenement,    with    stores.      Leo    Hutter 21,500 

35th  st.  No  426.  s  s,  300  w  9th  av,  25x98.9, 
4-sty  brk  tenement  and  3-sty  brk  tenement  in 
rear.      Anthony    Wenner    19,200 

3d  st.  No  85,  n  s,  150  w  1st  av,  25x95.6,  5-sty 
and  basement  brk  tenement.  John  L  Bern- 
stein     45,500 

Reservoir  Oval,  s  w  cor  210th  st,  96.10x45.3x 
104.7x25,    vacant.      Leo    Hutter -....1,875 

24th  st.  No  43,  n  s,  241.8  e  6th  av,  20.10x98.9, 
4-sty  and  basement  brown  stone  dwelling 
(voluntary).  S  B  Goodale  &  Son,  for  a  client 
;.. 46,250 

PARISH,    FISHER   &   CO. 
131st  st,    No   7,   n   s,   135  w   5th   av,   25x99.11, 
5-sty      browDStone      tenement       (voluntary). 
James   Kennedy    24,000 

GEORGE  R.  READ  &  CO. 

Park  pi,  No  25      in  s,  33.4  e  Church  st,  runs  e 

Murray  st.  No  22]  37.11  x  n  150  to  Murray  st, 
X  w  21.4  X  s  25  X  w  16.3  x  s  125  to  beginning, 
5-stv  brk  loft  and  store  building  (voluntary). 
Kips    Bay    Realty    Co 191,000 

Roosevelt  st.  No  54,  w  s,  85.5  s  New  Chambers 
st,  £4.11x99.10,  6-sty  brk  building  (volun- 
tary).     Bernard    Golden     29,500 

59th  st,  Nos  30  and  32,  s  s,  320  e  6th  av,  50x 
100.5,  7-sty  brk  building  (voluntary).  Fred- 
erick Kropp   238,000 

Total     $1,643,985 

Corresponding   week,    1905 389,200 

Jan.    1.    1906,    to    date 25,795,404 

Corresponding    period,    1905 27,349,627 


HERBERT  A.  SHERMAN 

REAL  ESTATE 
AUCTIONEER,     BROKER 

APPRAISER,  AGENT 

GROUND    FLOOR    A8T0R    BUILDINQ 

9  Pine  and  10  Wall  St., 

Uptown  Office.  530  and  532   FIFTH   AVENUE 

Corner  44th  St.,  under  5th  Ave.  Bank 
Tel.  Connections.     Private  Wire  Between  Offices 

ADVERTISED    I.E6AI.    SALES. 

Oct.    20  and  22. 
No  Legal   Sales  advertised  for  these  days. 
Oct.   23. 

Stebbins  av,  n  e  cor  Home  st,  112.7x49.3  to 
Home  st  X  49.3x112.7,  vacant.  Samuel  Finkel- 
stein  et  al  agt  Joseph  Langan  et  al;  Chas  H 
Friedrich,  atfy,  35  Nassau  st;  Isidor  Cohn.  ref. 
(Amt  due.  $7,151.60;  sub  to  two  morts  aggre- 
gating $10,0iX».)  Mort  recorded  Apr  12,  1906. 
By  Joseph  P  Day. 

Westchester  av,  n  w  cor  Glebe  av,  99xl(>4.9x99x 
165,  2-sty  frame  dwelling  and  vacant.  Mary 
Brown  et  al  agt  Annie  Brown  et  al;  Merle  I 
St  John,  ai.^  y,  31  Nassau  st;  Paul  L  Kiernan, 
ref;  partition.  (Amt  taxes,  &c.,  $109.43.)  By 
Joseph   P   Day. 

Wales  av,  n  w  cor  Beck  st,  or  151st  st,  125x105, 
vacant.  August  Kuhn  agt  Chas  F  Kastenhuber 
et  al;  Geo  H  Rudolph,  atfy,  141  Broadway; 
Thomas  P.  Dinnean,  ref.  (Amt  due,  $6,- 
575.08;  taxes,  &e,  $292.81;  subject  to  mort  of 
$14,tKio.)  Mort  recorded  Nov  28,  1904.  By 
Joseph    P    Day. 

St  Nicholas  av,  n  e  cor  179th  St.  100x100,  vacant. 
Realty  Mortgage  Co  agt  Wm  H  Stutchbury  et 
al:  Wolf,  Kohn  &  Ullman,  att'ys,  203  Broad- 
way; Isaac  Fromme,  ref.  (Amtd  ue,  $29,496.27; 
taxes,  &c,  $—.)  Mort  recorded  Dec  20,  1905. 
By  Joseph   P  Day. 

Oct.   24. 

Front  st,  No  3,  s  s,  34  w  Moore  st,  33.3xS0x36x 
SO;  part  unfinished  building.  City  Real  Estate 
Co  agt  Mary  Kelleher  et  al;  Harold  Swain, 
att'y,    176    Broadway;    Oscar    P    Willman,    ref. 


(-imt  due,  $13,336.48;  taxes,  &c.  $1,014.64.) 
By  Joseph  P   Day. 

Guion  pi.  No  271,  s  s,  100  e  St  Lawrence 
av,  25x80,  2-sty  frame  dwelling.  Chas  F  Ra- 
bell  adm  agt  David  Murphy  et  al;  Burlock  E 
Rabell.  atfy,  38  Park  row;  John  H  Rogan,  ref. 
(Amt  due,  $2,488. 5.S;  taxes,  &c,  $— .)  Mort 
recorded  Dec  19,   1899.     By  Peter  P  Meyer. 

Morton  st.  No  50.  s  s,  273.2  e  Hudson  st,  18.2x 
100.  4-sty  brick  dwelling.  Annie  T  McDcipnell 
ex'x  agt  Frank  W  Rose  et  al;  Joseph  A  Arnold, 
atfy,  22  William  st;  Harry  Greenberg,  ref. 
(Amt  due,  $11,989.53;  taxes,  &c,  $1,300.)  Mort 
recorded  Jan  3,   1898.     By  Joseph  P  Day. 

Oct.  25. 
Broadway,  No  449  I  w  s,  175  n  Howard  st,  25x2001 
Mercer  st,  No  26  I  to  Mercer  st,  4  and  5-sty 
I  brick  loft  and  store  building, 
Broadway,  s  w  cor  144th  st,  99.11x275,  vacant, 
Broadway,  s  w  cor  137th  st,  99.11x123,  vacant. 
Park  av,  Nos  1011  and  1013,  e  s.  25.6  s  85th  st, 

51.1x82.2,  two  5-sty  stone  front  tenements. 
Speedway,  e  s,  and  being  triangular  lot,  being 
lot  300,  block  2106,  section  8,  17.')x420.x328. 
Louisa  Booss  et  al  agt  Kathryn  T  Booss  et  al; 
Dutton  &  Kilsheimer.  atfy,  203  Broadway; 
Chas  T  Terry,  ref;  partition.  By  James  L 
Wells. 

Oct.  26. 
Sedgwick  av.  w  s,  819.6  n  Cedar  av  (late  river 
View  Terrace).  103.2x153.7x163.2x187.11,  2-sty 
frame  dwelling  and  vacant.  The  East  River 
Savings  Institution  agt  Lillian  J  R  Hilton  et 
al;  Hitchings  &  Palliser,  atfys,  100  William 
st;  Frank  D  Pavey,  ret.  (Amt  due,  $21,- 
545.60;  taxes,  &c.  $.362.10.)  Mort  recorded 
Feb  20,   1905.     By  Joseph  P  Day. 

Oct.    27. 

^'o  Legal   Sales  advertised  for  these  days. 

Oct.    29. 

221st  st,  s  s,  255  e  2d  av,  50x114,  Wakefield,  two 
3-sty  frame  dwellings.  Juliana  Sponheimer  agt 
Theodore  Sponheimer  et  al;  Stilwell  &  Decker. 
atfys,  787  Tremont  av,  Bronx;  James  O  Far- 
rell,  ref.  (Amt  due,  $2,799.03;  taxes,  &c, 
$622.37;  sub  to  a  mort  of  $2,000.)  Mort  re- 
corded Sept  2,  1899.     By  Joseph  P  Day. 


CONVEYANCES 


Whenever  the  letters  Q.  C,  C.  a  G.  and  B.  &  S.  occur,  preceded  by 
the  name  ot  the  grantee,  they  mean  as  follows; 

1st. — Q.  C.  is  an  abbreviation  for  Quit  Claita  deed,  i.  e.,  a  deed 
wherein  all  the  right,  title  and  interest  of  the  grantor  is  conveyed, 
omitting  all  covenants  and  warranty. 

2d. — C.  a.  G.  means  a  deed  containing  Covenant  against  Grantor 
only,  in  which  he  covenants  that  he  hath  not  done  any  act  whereby 
the  estate  conveyed  may  be  impeached,  charged  or  encumbered. 

3d. — B.  &  S.  is  an  abbreviation  tor  Bargain  and  Sale  deed,  wherein, 
although  the  seller  makes  no  expressed  consideration,  and  thus  im- 
pliedly claims  to  be  the  owner  o£  it.  The  street  or  avenue  numbers 
given  in  these  lists  are.  in  all  cases,  taken  from  the  insurance 
maps  when  they  are  not  mentioned  in  the  deeds.  The  numbers,  it 
will  occasionally  be  found,  do  not  correspond  with  the  existing  ones, 
owing  to  there  having  been  no  official  designation  made  of  them  by 
the  Department  of  Public  Works. 

4th. — The  first  date  is  the  date  the  deed  was  drawn.  The  second 
date  is  the  date  of  filing  same.  When  both  dates  are  the  same,  only 
one  is  given. 

5th. — The  figures  in  each  conveyance,  thus,  2;482 — 10,  denote  that 
the  property  mentioned  is  in  Section  2,  Block  4S2,  Lot  10. 

6th. -^It  should  also  be  noted  in  section  and  block  numbers  that 
the   instrument   as   filed   is   strictly  followed. 

7th.— A  $20.000— $30.0<X)  indicates  the  assessed  value  of  the 
property,  the  first  figures  being  for  the  lot  only,  and  the  second 
figures  representing  both  lot  and  building.  Letter  P  before  second 
figure  indicates  that  the  property  is '  assessed  as  in  course  of 
construction. 

October  12,  13.  15.  16.  17  and  IS. 

BOROUGH   OF  MAMHATTAX. 

Broome   st.    No   237,   s   s,   50   e   Ludlow   st,   25x50,   5-sty   brk   loft 

and  store  building.     Woolt  J  Blumborg  to  Isaac  Cohen  and  Louis 

Shelnberg.     Mort  $12,000.     Oct   15,   1906.     2;408— 39.     A  $13.- 

000— $1T.OOO.  nom 

Canal  st,  No  357      |  n    w    cor    Wooster    St.    — x— .    5-sty    brk    loft 

Wooster  st.  No   1   |     and  store  building. 

Canal  St.  No  361.  n  s.   abt  40  w  Wooster  st,  — x—  ,5-sty  brk 
loft   and  store   building. 

Release  all  claims,  etc.  Wm  Banta  and  Augusta  W  Lewis  et 
al  to  Harriet  T  and  Geo  W  Banta  INDIVID  and  as  EXHS. 
&c.  Wm  Banta  deed.  July  2,  1906.  Oct  16,  1900.  1:228—1.  A 
|24,90O-$31,500.  other  consid  and  2,434.94 

Carmine  st.  No  67,  n  s,  175  w  Bedford  st,  25x95.  5-sty  brk  ten- 
ement and  store.  Francesco  Pepe  et  al  to  Luigi  Casagrande. 
Mort  $26,000.  Sept  29.  Oct  17.  1906.  2;5S2— 43.  A  $14,500 
—$24,000.  other  consid  and  100 

Cherry  st,  Nos  385  to  389|  begins  Scammel  st,  s  e  cor  Cherry  st. 
Scammel  st.  Nos  52  to  58  |  runs  e  along  s  s  Cherry  st.  71.3  x  s 
Water  st.  Nos  C.30  to  636  I  156.6  to  n  s  Water  st.  x  w  71.3  to 
e  s  Scammel  st,  x  n  151  to  beginning,  ten  5-sty  brk  tenements, 
stores  on  Cherry  st  and  No  630  Water  st.  Abraham  S  Sche- 
mer to  Newland  Realty  and  Construction  Co.  a  corporation. 
Mort  $70,000.  Oct  3.  Oct  16.  1906.  1;260— 5  to  9  and  58  to 
63.      A    $42,500— $75,000.  nom 

Christopher  st.  No  113.  n  s,  244.2  e  Hudson  st,  25.5x91,  5-sty  brk 
tenement  and  store.  Babetta  Wittig  to  Isaac  Sakolski.  Oct 
15.     Oct  17  .1900.     2;  61 9-42.     A  $14,50O-$20,O0O. 

other    consid    and    1(X) 
Christopher  st.   No   113,  n  s,  244.2  e  Hudson   st,  25.5x91.  5-sty 
brk   tenement   and  store.      Isaac   Sakolski   to   Henry  Powell   and 
Jacob    E    Ryttenberg.      Mort    $23,000.      Oct    16.      Oct    17.    1906. 
2:619—42.     A  $14,.500— $20,000.  other  consid  and   100 

Christopher  st.  No  39,  n  s,  abt  65  w  Waverley  pi,  21.4x72.9x21.4 
xTO.l  w  s,  3-sty  brk  tenement.  Utility  Realty  Co  to  Henry 
Morgenthau  Co.  B  &  S.  Oct  17.  Oct  18,  1906.  2:610—30. 
A    $9,500—111,000.  other   consid    and   100 

Same   property.     Henry  Morgenthau   Co  to  Utility  Realty  Co.      B 

&  S.     Oct  17.     Oct  18.  1906.  other  consid  and  100 

Columbia  St.  No  57.  w  s,  150  n  Delancey  st,  25x100,  5-sty  brk 
tenement   and  store.     Jonas   Weil  et   al  to  Sarah   Forst,  Fannie 


Forsht    and    Fannie    Forst.      Mort    $26;50O.      Oct    15.      Oct    16, 
1906.      2:333-26.      A    $12.000— $20,000. 

other  consid   arid   100 

Downing  st,  Nos  63  to  67.  n  s.  91.3  e  Varick  st.  runs  n  39.3  and 

51.6  x  e  40.7  x  s  90  to  st,  x  w  64.7  to   beginning,   three  5-sty 

brk   tenements.      Simon   Clug   to   Morris   Haber.    Samuel   Dwork- 

owitz  and  David  Haber.     Morts  $72,000.     Oct  15.     Oct  17,  1906. 


-90  and   91.      A  $23.500— $60,000. 


other  consid  and  100 


Goerck  st.  No  68,  e  s,  225  n  Delancey  st.  25x99.4,  5-sty  brk  ten- 
ement and  store.  Hvman  Ringel  to  Isidor  Daniels.  Mort  $25.- 
500.     Oct  15.     Oct  16,   1906.     2:323—7.     A  $10.000— $18,000. 

100 
Henry  st.  No  185,  n  s,  71.4  e  Jefferson  st,  24x87.0,  4-sty  brk  ten- 
ement.    Abraham  Zemarsky  et  al  to  Louis  Rosenblum.     Q  C.    Jan 
21,  1896.     Oct  13,  1906.     1:285—4.     A  $14,00t>-$17.00a.  nom 

James  st.  No  08.  n  #  s.  51  n  w  Oak  st,  23.1x100.6x22.6x100.3.  5- 
sty  brk  tenement  and  store  and  5-sty  brk  tenement  in  rear. 
Martin  Garone  to  Daniel  W  Harnett.  %  right,  title  and  interest. 
Mort  $28,000.  Oct  12.  Oct  15.  1906.  1:278—30.  A  $14,000— 
$20,000.  other  consid  and  100 

Jane  st.  No  83.  n  s.  215  w  Greenwich  st.  23x87.5,  4-sty  brk  dwell- 
ing. Margt  wife  of  and  John  H  Menken  to  Herman  J  H  Asendorf. 
Mort  $6,500.  Oct  15.  Oct  16,  1906.  2:042-69.  A  $8,500— 
$10,500.  other  consid   and  100 

Jefferson  st.  Nos  82  and  84|   s   w   cor   Water   st.   76.4x23x76.6.x23, 
Water  st,   No  535  I    4-sty   brk   tenement   and   store.   Aa- 

ron Leviton  to  The  Lamport  Realty  Co.  Correction  deed.  All 
liens.  Sept  25.  Oct  17,  1906.  1:247—14.  A  $8,000— $13.- 
000.  nom 

Same  property.  The  Lampnft  Realty  Co  to  Joseph  Spector  and 
Joseph  Wolfson.     Mort  $13,500.     Oct  15.     Oct  17.  190«3.     1:247. 

other   consid   and    100 
Lewis   St.   No   102.   e   s.   75  n   Stanton   st,   21x100,   6-sty  brk  tene- 
ment and  store  and  6-sty  brk  tenement  in  rear.     Max  L  Schallek 
to  Julius  A  Lowenstein.     Mort  $21,(X)0.     Oct  15,  1906.  2:330-^0. 
A  $ll,00(>-$23,500.  nom 

Lewis  St.  No  102,  e  s,  75  n  Stanton  st,  21x100,  6-sty  brk  tene- 
ment and  store  and  6-sty  brk  tenement  in  rear.  Julius  A  Low- 
enstein to  Max  and  Caroline  Keve,  of  Brooklyn.  Mort  $25,500. 
Oct   15.   1906.      2:330—40.     A   $11,000— $23,500.  100 

New  st,  w  s,  plots  53  and  54  map  (No  716)  estate  Lucius  Chit- 
tenden at  Washington  Heights,  runs  n  w  135.4  x  n  e  68.5  x  s  e 
135  to  St.  X  s  w  58.8  to  beginning.  City  Real  Estate  Co  to 
Mary  Conklin.  B  &  S  and  C  a  G.  Sub  to  assignment  for  open- 
ing  Bennett    av.       Oct    17.      Oct   18.    1906.      8:2170. 

other   consid   and   100 
Pearl  st.  No  432.  e  s,   abt  55  n  Madison  st.  25x120.11x2.5x123.9 
s  s.  5-sty  brk  tenement  and  store.     Ernst  Stutz  to  Bernard  Gol- 
den and  John  A  Weekes.     Mort  $15,000.     Oct  15.  1906.     1:118— 
3.     A  $15,900— $28,000.'  other  consid  and  100 

Pearl  st.  No  36,  s  s,  27.7  e  Moore  st.  25.2x52.4x24.4x51.9..  4-sty 
brk  loft  and  store  building.  PARTITION.  Reginald  H  "Will- 
iams (ret)  to  Edgar  V  Lawrence.  July  18,  1904.  Oct  15,  1906. 
1:8-40.       A    $14.200— $20,000.  25,500 

Same  property.  Francis  J  McConnell  EXR  Edgar  V  Lawrence 
to    Alfred    C    Bachman.      Sept    10,    1906.      Oct    15,    1906.      1:8. 

100 
Same    property.    Alfred   C   Bachman   to   Daniel   B   Freedman.    Mort 

$19,000.      Oct    15,    1906.      1:8.  nom 

Renwick  st.  No  20,  e  s.  330  s  Spring  st,  runs  e  60  to  alley,  x  s  10 
X  s  w  14  x  w  50  to  St.  X  n  20  to  beginning,  with  rights  to  alley, 
5-sty  brk  tenement  and  store.  Samuel  M  Hottberg  to  Sadie 
Hoftberg.  ^  part.  All  title.  Mort  $15,0<X).  Oct  11.  Oct  12. 
1906.     2:594—62.     A  $5.000— $13,000.  other  consid  and  100 

Rivington  st,  Nos  295  to  299,  s  s,  50  e  Cannon  st,  75x100.  two 
6-sty  brk  tenements  and  stores.  FORECLOS.  Henry  J  Gold- 
smith (ref)  to  Wm  H  Schmohl.  Morts  .'i;9S.7.50.  Oct  10.  Oct 
12.  1906.     2:328—13  and   15.     A  $40.000— $70,000.  16.000 

St  Nicholas  pi,  No  6,  e  s.  74.11  s  150th  st,  50x100,  4-sty  brk 
dwelling  and  2-sty  brk  stable.  Carrie  M  Baiter  to  Jacob  P 
Baiter  her  husband.  Oct  18.  1906.  7:2053—109.  A  $19,000 
—$48,000.  •  nom 

Scammel  st.  Nos  36  and  30%  on  map  No  36,  e  s,  25.1  n  Monroe 
st,  27x95.2,  5-sty  brk  tenement  and  store.  Nathan  Stimmel  to 
Amelia  Rubinsky.  Q  C  and  correction  deed.  April  22,  1895. 
Oct  16.  1906.     1:266—78.     A  $ll,00O-$30,000.  nom 


The  text  of  these  pages  U  copjrlghted.     AU  rlfhti  mre  raiarred.         Notice  It  hereby  given  that  Infringement  will  lead  to  proiaoutloa. 
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Scammel  st,  Nos  'M  and  SOVa  on  map  No  30,  e  s,  25.1  n  Monroe 
St  l!7xl>5.-  O-sty  brk  tenement  and  store.  Amelia  Rubinsky  to 
Abraham  Katz  and  Samuel  Gold.  Mort  !f34,(JOO.  Oct  S.  Oct 
Hi    liXKJ.     1:200— 7S.     A  $11,000— ?30,000.       other  consid  and  100 

Suffolk  St,  No  71,  w  s,  125  n  Broome  st,  25x100,  3-sty  brk  syn- 
agogue and  5-sty  brk  tenement  in  roar.  Charles  Lewis  to  Ida 
Burstein.  Mort  .f 22,000.  June  2i,  ISyO.  Oct  10,  1900.  2:352 
— 5y.      A  $18,000— $22,000.  nom 

Suffolk  st.  No  172,  e  s,  1.50  n  Stanton  st,  25x100,  5-sty  brk  ten- 
ement and  store.  Louis  Gordon  fet  al  to  Ida  Machiz.  Mort 
$21,500.     Oct  9.     Oct  12,  1000.     2:350— i.     A  $15,000— $20,000. 

other  consid  and  100 

Same  property.  Ida  Machiz  to  Max  Morrison  and  Sarah  Aronson. 
Mort    $30,000.      Oct    10.      Oct    12,    I'JOO.      2:350. 

other  consid   and   100 

Sullivan  st,  No  142,  w  s,  175  n  Prince  st.  25x125,  7-sty  brk  tene- 
ment and  store.     Daniel  W  Harnett  to  Max  Bache.     Mort  $34,- 

000.     Aug  1.     Oct   10,   190C.     2:51S 37.     A  $1S,000— .$47,000. 

other   consid   and   lOO 

Sullivan  st,  No  142,  w  s,  175  n  Prince  st,  25x125,  7-sty  brk  ten- 
ement and  store.  Max  Bache  to  Shapiro.  Levy  &  Starr,  a  cor- 
poration. V"  part.  Mort  $53,000.  Oct  15.  Oct  10,  I'JOO.  2:- 
518—37.     A  $18,000— $47,000.  other  consid  and  lUO 

Sullivan  st,  No  110,  n  s,  or  n  w  s,  150  s  or  s  w  Prince  st,  23. Ox 
100,  4-sty  brk  tenement.  Joseph  T  Riker  INDIVID,  EXR,  et 
al  HEIRS,  &c,  Eliz  G  Riker  to  John  Cella.  Oct  17.  Oct  18, 
lUOO.      2:501^20.      A   $14,500— $10, 0<J0.         other   consid   and   100 

Sylvan  terrace.  No  8,  s  s,  117.0  w  Jumel  terrace,  ILl. 0x34.0,  2- 
sty  frame  dwelling.  Demeirious  J  Pappas  to  Alice  C  Robert- 
son. Mort  $3,000.  Oct  10,  I'JOO.  8:2109—01.  A  $950— $2,- 
500.  nom 

Union  pi  or  sq,  Nos  21  and  23,  w  s.  52  n  15th  st,  57x116.10,  2 
and  5-sty  brk  offices  and  store  buildings.  Release  mort.  Re- 
becca A  D  Swope  to  Ella  V  Von  E  Wendel.  Oct  C.  Oct  12, 
1900.     3:843—22.      A   $345,000— $385,000.  nom 

Same  property.  John  G  Wendel  to  same.  Sept  29.  Oct  12,  1900. 
3:843.  other  consid  and  100 

Varick  st,  No  GO,  n  e  cor  Laight  st,  25x100,  7-sty  brk  loft  and 
store  building.  Emma  L  Canton  to  Abraham  I  Spiro.  Mort 
$.50,500.  Oct  15.  Oct  10,  I'JOO.  1:220—13.  A  $28,100— $0y,- 
000.  other   consid  and   100 

Washington  terrace.  No  9,  e  s,  71  s  ISOth  st,  17.0x02.0,  3-sty 
brk  dwelling.  Chas  C  McMichael  to  Anna  Campbell.  Mort 
$0,583.75.  Oct  10.  Oct  17,  1900.  8:2156—451/2.  A  $1,000 
— $0,000.  other  consid  and  100 

Water  st.  No  300,  n  s.  20  e  James  slip,  25x60,  4-sty  brk  build- 
ing and  store.  FORECLOS.  Martin  L  Stover  (ref)  to  Katie 
Toumey,  of  Brooklyn.  Oct  17,  1900.  1:251—43.  A  $6,500— 
$9,000.  14,100 

4th  st,  No  291.  n  s,  90  w  Av  C,  25.3x96.3,  6-sty  brk  tenement 
and  store.  Peter»  Green  to  Benj  N  Lefkowitz.  Mort  $20,000. 
Oct  15,   1906.     2:387—41.     A  $12,000— $30,000. 

other  consid.  and  100 

6th  st,  Nos  620  to  622,  s  s,  24  3e  Av  B,  50.x97,  two  4^sty  brk  ten- 
ements and  stores  and  3-sty  brk  tenement  in  rear.  Elizabeth 
Wynkoop  et  al  to  David  Moskowitz.  Q  C.  June  S.  Oct  15,  I'JOO. 
2:388—19   and   20.      A   $26,000— $31,000.  nom 

Same  property.  Henry  S  Wynkoop  et  al  to  same.  Q  C.  June  26, 
Oct   15,    I'JOO.      2:388.  nom 

Same  property.  Fredk  A  Booth  EXR,  &c,  Henrietta  Wynkdop  to 
same.     V2  part.       Oct  15.  1900.     2:388.         other  consid  and  100 

Same  property.  Mary  B  W  Booth  and  ano  to  same.  Q  C.  June 
8.     Oct  15,  1900.     2:388.  nom 

Same  property.  Sarah  B  Reynolds  to  same.  %  part.  Jan  31. 
Oct   15,   1900.      2:388.  other   consid   and   100 

Same  property.  Rudolph  S  Wynkoop  by  Urban  G  Hitchcock  to 
same.      All    title.      July    12.     Oct   15,   1906.     2:388.  228.57 

Same  property.  Francis  S  Keese  et  al  to  same.  Q  C.  June  5. 
Oct    15,    1906.      2:388.  nom 

0th  st.  No  635,  n  s,  158  w  Av  C,  2.5x99.10,  5-sty  brk  tenement. 
Jacob  Bier  to  Mary  Bier.  Mort  $19,000.  Sept  5,  1905.  (Re- 
recorded from  Oct  4,  1906.)  Oct  15,  1906.  2:389-43.  A  $14,- 
000— $21,000.  nom 

6th  st,  Nos  709  and  711,  n  s,  150.4  e  Av  C,  44.11x90.10,  G-sty  brk 
tenement  and  store.  Samuel  A  Tannenbaum  et  al  to  Rebecca 
Bollt.  Mort  $68,500.  Oct  15,  1900.  2:376—58.  A  $20,000— 
$55,000.  other  consid  and  100 

6th  st.  No  7.50,  s  s.  111  w  Av  D,  21.10x97,  3-sty  brk  tenement. 
Jennie  Wolf  to  Solomon  Wallach.  Mort  $12,000.  Oct  15.  Oct 
10,   I'JOO.     2:375—34.     A  $9^50O-$12,00O.     other  consid  and  100 

7th  st.  No  55,  n  s,  abt  lOo  e  2d  av,  25x97.0,  5-sty  brk  ten- 
ement. Morris  Klein  to  Simon  Rehmer.  Morts  ,$33,500.  '  Oct 
15.      Oct    16.    1906.      2:44'J— 54.      A    $15,000— .'i!32,000. 

other  consid  and  100 

Same  property.  Simon  Rehmer  to  Montague  Aaron.  Mort  $33,- 
50O.      Oct   15.      Oct    16,    1906.       2:449.  oth«r   consid   and   100 

7th  st,  Nos  295  and  297,  n  s,  125  e  Av  D,  40x97.6,  6-sty  brk 
tenement  and  store.  Rudolph  Popper  et  al  to  Regina  Unger 
and  Frank  Reisfeld.  Mort  ,$48,500.  Oct  15.  Oct  17,  1906. 
2:303—53.      A    $14,000— .$45,000.  other    consid    and    100 

8th  st.  No  323,  n  s,  291.4  w  Av  C,  28x93.11,  0-sty  brk  tenement 
and  store.  Annie  Williams  to  Johanna  Seldin.  Mort  $43,000. 
Sept   10.     Oct  18,   1906.     2:391^^18.     A  $16,000— $36,000. 

other   consid   and   100 

Same  property.  Johanna  Seldin  to  Joshua  Seldin.  Mort  $43,000. 
Oct  17.     Oct  IS,  1906.     2:391.  nom 

11th  st,  Nos  27  and  20,  n  s,  290  w  5th  av,  40x103.3,  6-sty  brk 
tenement.  Edward  Coyne  to  Lena  E  Dunlap.  Mort  $72,000. 
Oct  11.     Oct  17,  1906.     2:575—64.     A  $40,000— $85,000. 

other  consid   and   100 

11th  st.  No  646,  s  s,  83  w  Av  C,  25x94.9,  5-sty  brk  tenement  and 
store.  Samuel  Rosenthal  to  Paul  Friedland.  Mort  $23,700. 
Oct  15.     Oct  17,  1906.     2:393—30.     A  $12,000— $20,000. 

other  consid  and  100 

Same  property.  Paul  Friedland  to  Isaac  Silberberg.  Mort  $26  - 
700.      Oct   17.   1906.     2:393.  nom 

13th  st,  Nos  235  to  239,  n  s,  202.6  n  w  2d  av,  60x103.3,  two  6-sty 
brk  tenements.  Esther  wife  of  and  Louis  Minsky  to  Catharine  A 
F  Casanova.  Morts  $SO,0(X).  Oct  13.  Oct  15,  1906.  2:469— 
44  and  46.     A  $40,000— $90,0(J0.  other  consid  and  100 

18th  st.  No  417,  n  s,  365  w  Av  A,  25x92,  4-sty  brk  tenement 
and   store.      Isaac    Portman    to   Moses    Schaffer.      Mort   $13  500 

.  Oct   17.     Oct   18,   I'JOfi.     3:'J50— 14.      A   $7,500— $12,000.  lOO 

20th  st.  No  122,  s  s,  278.8  w  Gth  av,  2.5x92,  5-sty  brk  tenement. 
The  Flatiron  Realty  Co  to  Frederick  Sackett.  Morts  $31,000 
Sept  27.     Oct  15,  I'JOO.     3:795— .55.     A  $32,000— $37,000. 

other  consid  and  lOO 

26th  st,  Nos  147  and  149,  n  s.  475  w  Gth  av,  30.10x08.9x31x98.9, 
O-sty  brk  loft  and  store  building.  Alex  L  Felt  to  Ida  L 
Churchill,  of  Scarsdale,  N  Y.  Mort  $75,000.  Oct  15  Oct  16 
1906.     3:802—14   and   15.     A  $17,000— $199,000. 

other  consid   and   100 


27th  st.  Nob  17  and  19,  n  s,  95  w  Madison  av,  50x98.9,  12-sty  brk 
and  stone  hotel.  FORECLOS.  Abraham  Stern  (ret)  to  Cedar 
Street  Company.  Mort  $160,000.  Oct  15,  1906.  3:857—16.  A 
$130,000— $420,000.  188,930.86 

29th  st.  No  405,  n  s,  100  e  1st  av,  25x98.9,  5-sty  brk  tenement. 
Louis  Gordon  et  al  to  Ida  Machiz.  Mort  $14,500.  Oct  12.  Oct 
13,    I'JOO.      3:961—6  and   O'/a.        A  $7,000— $13,000. 

other  consid  and  100 

30th  st.  No  102,  s  s,  60  e  4th  av,  20x79,  5-sty  stone  front  dwell- 
ing. John  B  Pine  to  John  Rogers.  Mort  $30,000.  Oct  18, 
1906.     3:885—87.     A  $15,500— $26,000.  nom 

31st  st,-No  234,  s  s.  218.9  w  2d  av,  18.9x98.9.  4-sty  stone  front 
dwelling.  John  G  Coyle  to- John  S  Shea.  Mort  $8,000.  Sept  28. 
Oct  12,  1900.     3:911-40.     A  $7,500— $12,000. 

other  consid  and  100 

31st  st.  No  438,  s  s,  482  w  9th  av,  18x94.7x18x93.2,  5-sty  brk  ten- 
ement and  store  and  3-sty  brk  tenement  in  rear.  City  Real  Es- 
tate Co  to  Annie  E  Brown.  B  &  S  and  C  a  G.  Mort  $6,500. 
Oct  13.    Oct  15,  1906.     3:728—58.     A  $5,000— $8,000.  nom 

33d  st,  Nos  340  and  342,  s  s,  160  w  1st  av,  50x98.9,  6-sty  brk 
tenement  and  store.  Mark  Levy  and  ano  to  Louis  Marckwald. 
Mort  $08,000.  Oct  17.  Oct  18,  1906.  3:938 — 44.  A  $19,000 
— P  $29,000.  other  consid  and  100 

34ih  st.  No  254,  s  s,  200  e  8th  av,  32.1x98.9.  3-sty  stone  front 
tenement.  Wm  C  Strange  et  al  to  Strange  &  Slawson  Com- 
pany, a  corporation.  Mort  $70,000.  Oct  8.  Oct  12,  1906.  3:- 
783—75.      A  $75,000— $80,000.  100 

35th  st,  Nos  50  and  58,  s  s.  204  e  Gth  av,  41x98.9,  3  and  4-sty 
brk  and  stone  tenements  and  stores.  David  Hochstadter  et  al 
to  Daniel  W  Richman.  Mort  $110,000.  Sent  24.  Oct  18,  1906. 
3:836—73  and  74.     A  $16'J,000— $186,000.       other  consid  and  100 

Same  property.  Daniel  W  Richman  to  Robt  S  Smith.  3-8  part. 
C  a  G.     Mort  $195,000.     Oct  18,  1906.     3:836.  nom 

37th  st,  No  17,  n  s,  345  w  5th  av,  21.6x98.9.  4-sty  stone  front 
dwelling.  Samuel  Swift  by  Watson  B  Dickerman  GUARD  to 
U  S  Trust  Co  of  N  Y.  1-10  part.  All  title.  B  &  S.  Mort 
$30,000.  Oct  9.  Oct  18,  1906.  3:839—30.  A  $71,500— $78,- 
000.  8,800 

Sapie  property.  Wm  G  Davies  et  al  to  same.  9-10  part.  All  ti- 
tle. B  &  S  and  C  a  G.  Mort  $30,000.  Sept  5.  Oct  18,  1906. 
3:839.  •  79,200 

40th  st.  No  546,  s  s,  150  e  11th  av,  25.x98.9,  5-sty  brk  tenement 
and  store.  Honora  Dermody  widow  et  al  HEIRS,  &c,  Thomas 
Dermody  to  Henry  Nechols  and  Samuel  Blumenstock.  Mort 
$10,500.     Oct  8.     Oct  15,  1906.     3:711—58.     A  $7.000— $12,000. 

other  consid  and  100 

41st  st.  No  460,  s  s,  100  e  10th  av,  16.8x'J8.9,"  4-sty  brk  tenement 
and  store.  Alicia  Connaughton  to  Mary  R  Reed.  Oct  15.  Oct 
10,    I'JOO.     4:1050—60%.     A  $5,50O-$0,500. 

other   consid   and   100 

48th  st.  No  40,  s  s,  514  w  5th  av,  16xl(X).5.  4-sty  stone  front 
dwelling.  Mabel  A  Downing  to  John  F  Erdmann.  Mort  $41,- 
3.50.  Oct  15.  Oct  IG,  1906.  5:1263-58%.  A  $36,000— $39,- 
000.  other  consid  and  100 

49th  st,  n  s,  345  e  2d  av,  strip  0.10x100.5.  Anna  M  Murray  et  al 
to  Frank  Hillman  and  Joseph  Golding.  Q  0.  Oct  11.  Oct  12, 
1906.     5:1342.  nom 

50th  st.  No  247.  n  s.  100  e  8th  av.  27.6x100.5,  5-sty  stone  front 
tenement.  Jacob  Herb  to  Fannie  Drucker.  Mort  $36,000.  Oct 
17.     Oct  18.  1906.-    4:1022-5.     A  $26,000-$40,000. 

other  consid  and  100 

52d  St.  No  237.  n  s.  210  w  2d  av.  20x100.5.  3-sty  brk  dwelling. 
Michael  McGrath  et  al  to  John  B  Clark,  of  Brooklyn.  Mort 
$12,000.  Oct  5.  Oct  16,  1906.  5:1326—16.  A  $8,000— $10,- 
500.  other  consid  and  100 

Same  property.  John  B  Clark  to  Michael  McGrath.  B  &  S  and 
C   a  G.     Mort  $12,000.     Oct  6.     Oct  16,  1906.     5:1326. 

other  consid   and   100 

54th  st,  No  9.  n  s,  200  e  5th  av,  25x100.5,  5-sty  brk  dwelling. 
Isabel  D  Curtis  to  Sarah  C  Douglass.  Q  C.  Oct  15.  Oct  18, 
19O0.      5:1290—9.      A   $84,000— $125,000.  nom 

54th  st.  No  9,  n  s,  200  e  5th  av,  25x100.5,  5-sty  brk  dwelling. 
Sarah  C  Douglass  to  William  Rockefeller.  Oct  15.  Oct  18, 
1906.      5:1290-9.      A    $84,000— $125,000.  nom 

55th  st.  No  540,  s  s,  225  e  11th  av,  25x100.5,  5-sig  ^rk  tenement 
and  store.  Morris  Haber  et  al  to  Simon  Clug.  Mort  $19,500. 
Oct  15.     Oct  10,   1906.     4:1083—55.     A  $0,00O-$12,O0O. 

other  consid  and  100 

50th  st,  Nos  207  and  200.  n  s.  150  w  7th  av.  50x95.7x50x95.6.  6- 
sty  brk  tenement.  Henry  T  Cutter  to  Clinton  Realty  Co.  Oct 
15.     Oct  17, '1906.     4:1028—25.     A  $60.000— $105,000. 

other   consid   and    100 

57th  St.  No  lis.  s  s.  250  w  6th  av,  20x100.5.  5-sty  stone  front 
dwelling.  Joseph  Michaells  and  ano  EXRS  Nathan  Michaelis  to 
Geo  E  Coleman.  Mort  $27,000.  Oct  9.  Oct  17,  1906.  4:1009 
—43.        A    $33,000— $42,000.  66,000 

57th  st.  No  40,  s  s,  600.6  w  5th  av,  26.6x100.5,  4-sty  stone  front 
dwelling.  Anna  H  Schmidt  to  John  F  Carroll.  Oct  11.  Oct 
12,   1906.     5:1272—62.     A  $105,000— $135,000. 

other   consid   and   100 
125  w  Amsterdam  av,  25x100.5,  5-sty  stone 


175  w  Amsterdam  av,  25x100.5,  5-sty  stone 


01st  st.  No  208,  s 
front    tenement. 

61st  st.  No  212,  s 
front    tenement. 

Samuel   Liebovitz   to  Isaac  Schreiber.     1-3  part.     Mort  Sll.OOOi 
Oct  15.     Oct  10,  1906.     4:1152—38.     A  $5,000— $13,000. 

other  consid  and  100 

62d  st.  No  237.  n  s.  525  w  Amsterdam  av,  25x100.5,  5-sty  brk 
tenement,   Mort   $14,000. 

G2d  st.  No  238,  s  s,  250  e  West  End  av,  25x100.5,  5-sty  brk  tene- 
ment.     Mort    $15,000. 

Julia    Elkin    to    Martha    Feig.      Oct    16,    1906.      4:1154—11.      A 
$5.000— $14,000;   1153—54.     A  $5,000— $15,000. 

other  consid  and  100 

62d  st,  Nos  323  to  327,  n  s.  235  e  2d  av,  51x100.5,  6-sty  brk 
tenement  and  store.  Henry  Passman  et  al  to  Morris  Morrison. 
Mort  $45,000.  Oct  13.  Oct  17,  1906.  i5: 1437— 10.  A  $20,- 
000— P  $40,000.  .  other  consid  and  100 

G4th  st.  No  164,  s  s,  171.5  e  Amsterdam  av,  14.3x100.5,  3-sty 
stone  front  dwelling.  James  J  Hagan  to  Charles  Garneau  EXR 
and  Frances  Morris  EXTRX  Joachim  Decomps.  Mort  $8,000. 
Oct  15,  1906.    4:1135—571/2.     A  $5,500-$S,500. 

other  consid  and  100 

64th  st,  Nos  2.53  and  255,  n  s,  abt  125  e  West  End  av,  two  1-sty 
frame  stores.  Thos  J  McGrath  to  Thos  F  Devine.  Q  C.  Oct 
11.     Oct  15,  1906.     4:1156,  6  and  7.    A  $8,000— $9,000.  nom 

69th  st.  No  59,  n  s,  125  e  Columbus  av,  20x100.5,  4-sty  stone 
front  dwelling.  Daniel  B  Freedman  to  Robt  S  MacGregor.  Mt 
$28.(KI0.  Sept  25.  Oct  18,  1906.  4:1122—6.  A  $18,000— 
$34,000.  other  consid  and  100 
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■500. 

S3a  St 


No   423. 


tenement.       Margaretha 
$22  500.      Oct    IG,    1800. 


-Oth  St,  No  .417.  n  s,  300.6  e  1st  av,  37.0x100.4,  0-sty  brk  ten- 
ement and  store.  Release  mort.  Isidore  Jackson  and  ano  to 
Abraham  D  Weinstein.  Oct  17.  Oct  18,  1900.  5:1405—13.  A 
.$i;i(llM)— P    .$15,0(K>.  1,7.30.3< 

71st  St.  No  224,  s  s.  200  w  2d  av.  20.i;100.5,  4-siy  stone  front 
tenement  Morris  Malawista  to  Rosanna  Scanlon.  Mort  .$12.- 
000.      Oct    11.      Oct    12,    I'JOO.      5;142.->— 35.      A    .fil.OOO— $15,000. 

other  consid   and   100 
7.Sd  St.  Nos  223  and  225,  n  s,  250  w  2d  av,  50x102.2.  two  5-sty 
sione   front   tenements.      Jonas   Weil   et   al    to    Eliza   Cohn.      Mt 
!t;:!.->,(Hi(l.       Oct     10.        .Oct     17,     1906.       5:142.S— 13    and     14.       A 
.f22.l«M>— .$40,000.  other    consid    and     100 

73d  St.  No  2.")1.  n  s.  .305  e  West  End  av.  20xKl2.2,  4-sty  and  base- 
ment brk  dwelling.  Annie  D  Weeks  to  Fredk  W  Fieder,  Jr.  Mort 
$17.iHI0.  Aug  3.  Oct  10,  I'JOO.  4;1105— 13.  A  $10,(100— $25.- 
IXH)  Other   consid   and    100 

74th   St.   No  427,   n   s,   317.2   e   1st   av,   20.10x.-)9.9x21.xlS.l.   3-sty 
frame   tenement   and   store.      Jacob   M   Sax   to   Abram   Friedman. 
■Mort   .$4,500.     Oct   12.      Oct  13,   lUOO.     5:1409—13.      A   $4,(:hXI— 

$4,500.  other  consid  and  100 

7.^th'  St.  No  178,  s  e,  259  w  3d  av,  10x102.2,  3-sty  stone  front 
dwelling.  Louis  Rosenberg  to  Nannie  J  Faulkner.  Mort  $9.- 
000.      Oct    1.      Oct    10,    1906.      5:1409-47.      A    .$0.."iOO— $12.(H10. 

other  consid   and   100 
75th  St.  Nos  428  and  430,  s  s,  308.6  e  1st  av.  30x102.2,  2-sty  brk 
iuilding.     Philippine  Bock  to  Alois  Dill.     Oct  15,  1900.     5:1409 
—36.      A   $11.000— $14,501).  nom 

79th  St.  Nos  42(')  to  4,S0.  on  map  Nos  426  and  428,  s  s,  194  w  Av 
A  50x102.2,  0-sty  brk  tenement.  Jacob  Hyman  to  Jacob  B 
Marks.  Morts  $0S  OOO.  Oct  6.  Oct  13.  190(i.  5:1473—34.  A 
$22,00(J — P   .$50,000.  other   consid    and   100 

79th"st,  n  s,  223  e  Av  A,  22.5x102.2,  1-sty  frame  building  and  va- 
cant.     Samuel    M    Hoffberg    to    Albert    Hottberg.       i^    part.      All 
■    title.     Mort  ,$'.l0,7.n0.     Oct  12.     Oct  13.  1900.     5:1570—10  to  IS. 

A   $t;o<10t)— $ti3,000.        -  other  consid  and   100 

Slst  St.  No  107.  n  s.  140  e  Park  av.  20x102.2.  3-sty  stone  Jront 
dwelling.  Robert  Baumann  to  Louis  Rosenberg.  Mort  $17,000. 
Oct   15.   1900.     5:1510— OVi-      A  $11, .500— $17,(100. 

other  consid  and  100 
82d  St,  Nos  115  and  117,  n  s.  175  e  Park  av,  75x102  2.  two  5-sty 
stone    front    teiieme"nts.      Jacob   Baumann   to 'Joseph   Shenk.     Mt  ' 
$75.0110      Oct   1.     Oct     15,     1900.     5:1511—8   and  lO.      A   $43.- 
OOll— .$'.10,000.  nom 

S2d  St,  Nos  .542  to  .552,  on  map  Nos  540  to  540.  s  s,  111.4  w  East 
"End  av,  80xl(V2.2,  two  0-sty  brk  tenements  and  stores.  Sophie 
Beegel  and  ano  to  Abraham  Perlman  and  Meyer  Gold.  Mort 
$99,000.     Oct  10,     Oct  12,  1906.     5:1578—32  and  33.     A  $5.(MJ0 

; $ other   consid   and   100 

82d  St.  No  172.  s  s,  110.8  e  Amsterdam  av,  10.8x102.2.  3-sty  and 
.  basement  stone  front  dwelling.  James  Murphy  to  James  J  Ha- 
gan.      Oct    11.      Oct    15,    lOOO.      4:1212— .59y2.      A    $8..50O— $17.- 

other   consid   and   lOO 
e   1st   av,   25x102.2,   5-sty   stone   front 
Pieper     to     William     Herzberg.       Mort 
5:1503—10.      A    $7..50(>— $21,(M0. 

other   consid   and   lOi) 
S4th  St,  No  120,  s  s,  341.8  e  Amsterdam  av,  33.4x102.2,  5-sty  brk 
tenement.      Winfield  S   Demarest    to   Paul   N   Turner.      All   liens. 
Nov  29,   1905.     Oct  15,  1900.     4:1214—50.     A  $18.O0O-$43.0OO. 

other  consid  and   100 
85th-  St,  s  s,  the  west  boundary  line  being  200  w  Park  av,  — x — , 
also   property   adj   above  on   w.   also  on   rear.     Agreement   as   to 
■encroachment   of  wall.     Eliz  B  Andrews  with  Louis  Stern.     Feb 
28.      Oct    17.    T.tOO.      5:1490.  nom 

Sath  St.  Nos  58  to  62.  s  s,  166.8  w  Park  av.  33.4x102.2.  1-sty 
frame  building.  Eliz  B  Andrews  to  Williamson  W  Fuller.  C 
a  G.     Oct  10.     Oct  17.  1900.     5:1490.  other  consid  and  100 

85th   St.    No   04.   s   s.   1.334   w   Park   av,   33.4x102.2,   vacant.      Eliz 

C   a  G.     Oct   10.      Oct   17,   1900. 

other  consid  and   100 
n  s;   173  e  Av  A,  25x102.2,  5-sty  brk  tenement, 
to    Abraham    Liebhoff.      Oct    11.      Oct    12,    1906. 
5:1582—8.     A  $7,000— $17  (.100.  other  consid  and  100 

Same    property.      Abraham    Liebhoff   to   Max   Kameny   and    Edward 

Sinberg.      Mort    $19, .500.      Oct    11.      Oct    12.    1900.      5:1.582.         100 
80th  St,  No  419,-  n  s,  181   e  1st  av,  25x90,  4-sty  stone  front  tene- 
ment.     Clara    Mayer    to    Edward    Downey.      Mort    $10,000.      Oct 
15,   1900.     5:1506-8.     A  $8,.50O— $16,.50O. 

other  consid  and  100 
s,  .3(1.2  w  Lexington  av,   16. .5x100. 8,   2-sty  brk 
Deiches    to    .Augusta    Deiches.      V,    p'xrt.      Mort 
1'.106.      5:1516—15%.      A    .$6,500^$7..500. 

other   consid   and   100 
88th  St,   No   404,   s  s,  80  e  1st  av,  26x100.8,  4-sty  brk  tenement. 
Jacob    Pivovar    to    Daniel    Lieberthal    and    Patrick    McGovern. 
Mort   $13,0!M:).   Oct   15.      Oct   10,   1906.     5:1.567—45%.      A   $S(H;0 
—$15.0(10.  other   consid   and   100 

S9th  St,  No  72,  s  s,  (i.S.S  e  Columbus  av.  36.4x100.8.  5-sty  brk 
tenement.  Roy  Isaacs  to  Margt  E  Sharpe.  Morts  $44,000. 
6ct    18.    1900.      4:1202—61.      A    $25.000— $42.(KX>.  nom 

89th  St,  No  215,  n  s,  2(i0  e  3d  av,  25x100.8.  5-sty  brk  tenement. 
Louis  Greenfield  to  Chas  B  Gumb.  Mort  $18. .500.  Oct  13.  Oct 
18,  100(!.  5:1.53.5—11.  A  $9  000— $19,(:k)0.  other  consid  and  100 
S9th  St.  No  323,  n  s,  307  w  West  End  av,  22x75.8.  5-sty  brk  and 
stone  dwelling.  Gertrude  H  C  Tucker  to  Mary  A  G  McLochlan. 
Mort  .$31000.     Oct   12,   1906.     4:1250—79.     A  $15  000— $29,0(H). 

42  000 
89th  St.  .Nos  9  and  11,  n  s,  178.11  e  5th  av.  51.1x100.8,  two  5-sty 

sldne    front    dwellings.    Mort    $210.(MI0. 
5th  av,  e  s,   25  s  87th  st,  50.2x110.2,  vacant.     Mort  $2.50.000. 
Riverside   Drive.   No  331,   e   s,  30  n   105th  st,   25x100,   5-sty  brk 
dwelling. 

Falson  Realtv  Co  to  Albert  Brod.  Oct  11.  Oct  15.  1900.  5:- 
1501— S  and  9.  A  $112,1100— .$205 OOO;  7:1.S'.I1— 10.  A  $25,000 
—$05,(1(10;    5:1408—70   and    71.      A    .$220.01 10— $220,000.  nom 

90th  St.  Nos  423  and  4-25.  n  s.  314  e  1st  av,  .50x1(M:i.8.  1-sty  frame 
building  and  vacant.  Bertha  C  Gottlieb  to  Pincus  Lowenfeld 
and  Wm  Prager.  Mort  $19,000.  Sept  20.  Sept  27,  1900. 
5:1.570—15  and  10.  A  $14,oo0— $14.0';0.  Corrects  error  in 
issue   of  Sept   29,   wlf^n   location   was   east    of   7th   av. 

'  other  consid  and    100 
91st  st.  No  74,  s  s,  100  e  Columbus  av,  21x100.8.  3-sty  and  base- 
iaeut  stone  front  dwelling.     Geo  A  Black  to  Wm  J  Kellv.     Mort 
$1(!,500.     Oct   15,   1906.     4:1204^60.     A  $13.5o0-$2O,O0O. 

other  consid  and  100 
92d  St.  No  74.  s  s.  71  w  Park  av.  runs  s  101  x  w  0.4  x  n  0.3%  x  w 
10.8  X  n  100.8  to  st,  x  e  17  to  beginning,  4-sty  stone  front  dwell- 
ing. Leopold  Schmeidler  et  al  to  Irving  Bachrach.  Oct  1.5. 
1906.  5:1.503—10%.  A  $13,5011— $23,000.  other  consid  and  100 
92d  st.  No  310,  s  s,  l(i5  e  Riverside  Drive.  20x112.3  to  n  s  old 
road,   x20xlll.2,   with  all  title   to  Old   road,  5-sty  brk  dwelling. 


B  Andrews   to  James   B  Duke. 
5:1496. 
,S5th  st    No  517, 
Teresa    Milleg 


^7th  st.  No  133,  n 
dwelling.  Elkan 
$9,.500.      Oct    12, 


Mary  A  G  McLochlin  widow  to  Frances  Sprague.     Mort  $32,000. 
Oct   11.     Oct  12,   1900.  4:1251—67.  ■  A  $12,000— $40,000.  nom 

94th  st.  No  174,  s  s,  100  e  Amsterdam  av.  17x92.5  to  c  1  Ap- 
thorps  lane,  xl7.2x91.8.  3-sty  and  basement  brk  dwelling. 
John  D  Karst  to  Michael  W  Rayens.  Mort  $13,(X(0.  Oct  11, 
Oct    12,    I'JOO.      4:1224—60.      A   $8.500— $10.0(X>. 

other  consid  and  100 

94th  St.  No  39.  n  s.  337.9  w  Central  Park  West.  17.9xl(X).S.  3- 
sty  and  basement  brk  dwelling.  Annie  Davis  to  Eugene  Val- 
lens.      Oct   15.     Oct    17,   1906.     4:1208—18.      A  $9,.500— $10,000. 

other  consid   and  1(X) 

90th  st.  No  117,  n  s,  1,80  w  Lexington  av.  37.0x100.11.  6-sty  brk 
tenement.  Jacob  Goodman  et  al  to  Abraham  Gruenberg.  Mt 
,$,55..5(I0.  Oct  10.  Oct  17,  1906.  6:1024—9.  A  .$22 .500— P 
.$30.tKHK  other    consid    and    100 

102d  St.  No  224,  s  s,  360  e  3d  av.  25xllX>.ll.  4-sty  brk  tene- 
ment and  store.  Nathan  L  or  Notan  L  Fischer  et  al  to  Isaac 
E  Seikevitz.  Morts  $18.fM)0  and  all  liens.  Oct  15.  Oct  18. 
IIKX!.      6:1051-34.      A   $7,(MlO— $1M,(K«>.  other   consid   and   100 

lOlih  St.  n  s,  KM)  w  Av  A,  2.50x100.11,  1  and  2-sty  brk  and  frame 
buildings.  Pincus  Lowenfeld  et  al  to  Frank  De  Rosa.  Mort 
.$',)5.0(M).  Oct  15.  Oct  16,  1906.  6:1098—11.  A  $40,000— 
$70, (XX).  other    consid    and    100 

1(-I5th   st,    No    1.52,    s   s,   275   e   Amsterdam    av,   25xl(Hl.ll,    5-sty 
stone  front   tenement.     Louisa  Arnold  to  Jessie  M   Proctor.     ()ct 
15.     Oct   16,   1901!.      7:18.59—53.     A  $11  (HX)— $25.0(X). 

other   consid   and   100 

KX'ith  st.  No  13,  n  s,  175  w  Central  Park  West,  25xl(X).ll,  5-sty 
stone  front  tenement.  Harry  E  Moss  et  al  to  Mary  Henken 
widow,  of  Brooklyn.  Mort  .$20  (MX).  Oct  15.  Oct  17.  190('). 
7:1,S42— 25.      A   $12..50O— $27.0("m:).  other  consid  and   100 

](X!th  St.  No  i;>.  n  s.  175  w  Central  Park  West.  25xl(H).ll.  5-sty 
stone  front  tenement.  Mary  Henken  widow  to  Mabel  L  wife 
of  Thos  B  Graham.  All  liens.  Oct  18.  1906.  7:1842—25.  A 
$12.5(M)— $27,01  M).  nom 

lo7th  St.  No  223.  n  s.  .3.50  e  3d  av.  25x100.11,  4-sty  brk  tene- 
ment and  store.  Aljraham  A  Heller  to  Samuel  Mosher.  Mort 
$11,.50().     Oct  1.     Oct  13,  I'JOO.     6:1657—15.     A  $7.(XM.)— $14,(X)0. 

nom 

112th  st,  No  105,  n  s,  80  e  Park  av,  18.9x100.11,  2-sty  brk  dwell- 
ing. Max  Glauber  to  Clara  wife  of  Max  Glauber.  Mort  $7,000, 
Aug   3.      Oct    16,    llMMl.      6:1040—5.      A    $.5,5(X)— $6.(XX).  nom 

112th  St.  Nos  215  to  219.  n  s.  200  e  .3d  av.  .50x100.11.  6-sty  brk 
tenement  and  store.  Davis  Gordon  to  Ida  Machiz.  Mort  $77.- 
fKX).     Oct  11.     Oct  12,  lfM)6.     0:1662—9.     A  $15,000— P  $40,000. 

other  cu*.isid  and   1(X) 

112th  St.  Nos  215  to  219,  n  s,  200  e  3d  av,  50xl(XJ.ll,  6-sty  brk 
tenement  and  store.  Ida  Machiz  to  Louis  Gordon  and  Bennett 
Levy.  Mort  $.50.2.50.  Oct  11.  Oct  12,  I'JOO.  6:1002—9.  A 
$15,000— P   .$40.0(10.  other  consid   and  100 

112th  st.  No  309,  n  s,  133.4  w  Sth  av,  10.8x100.11,  3-sty  and 
basement  brk  dwelling.  Eliz  R  Taylor  to  Ellen  Scully.  Mort 
.$9  (.MX).      Oct   15,    llXXj.      7:1847—15.      A   $(;.0(X)— $9,000.  nom 

113th  st'  No  74,  s  s.  1.55  w  Park  av.  25xl(X!).ll.  .5-sty  brk  tene- 
ment. Davis  Levy  to  Charles  Lewin.  Mort  .$23..500.  Oct  11. 
Oct  15,   1!X)(J.  0:1018 — 14.  A  $9,0(.MI— $19,000.   other  consid  and   100 

113th  St.  No  172,  s  s,  KJO  w  3d  av,  20xl(X).ll,  3-sty  brk  tene- 
ment and  store  and  2-sty  brk  tenement  in  rear.  Release  dower. 
Nellie  wife  of  John  Steinmann  to  Conrad  Steinmann.  Aug 
29.     J3ct    10.    i;)00.      0:1040 — 10%.     A   $0,000— $7,500.  nom 

Same  property.  Release  dower.  Elenore  wife  of  Charles  Stein- 
mann   to    same.      Sept    22.      Oct    10,    19(X!.      0:1040.  nom 

Same  property.  Conrad  Steinmann  to  Louis  Stern.  Mort  .$6  000. 
Oct    15.     Oct    l(i,   I'.Wi.     0:1040.  other  consid  and  lOO 

113th  st.  No  523,  n  s.  .3(H)  w  Amsterdam  av,  20x100.11.  4  and  5- 
sty  brk  dwelling.  James  Bradley  to  Harry  Tompkins.  Oct 
1.5.      Oct    16.    19(Xi.      7:]8.S.5— 20.      A    $9.(i()0— $20.(X10.  nom 

113th  st.  No  77.  n  s,  124. (i  w  Park  av,  20.4xl(X>.ll.  5-sty  brk] 
tenement,  valued  at  $32,(!(X).  Mort  $1!).(MX.).  0:1619—30.  A 
$9,,5(X)— $]8,.5(M).      CONTRACT  to  exchange  for 

Water  st.   No  43.3  |   s   e   cor   Market   slip,   26x80,   5-sty   brk 

Market  slip.  Nos  92  to  98i     tenement    and    store,    valued    at    $42,- 
(>(K).      Mort    $35.(MM).     1:241) — 14.      A    $1 1.IMMI— $25.0I.M.). 
Benjamin    Fishman    and    Chas    A    Blum    with    .\melia    Rubinsky. 
Sept  12.     Oct  18.  190lj.  nom 

114lh   St.    No   349    E.  I 

114th    St.    No    351    E.  | 

Air  shaft  agreement.  Madelena  and  Luigi  Fumo  with  Angelo 
Di  Bendetto.  Oct  17.  Oct  18,  1906.  6:1686—21  and  22.  A 
$12.000— $20..5(I0.  nom 

114th  St.  No  351.  n  s,  100  w  1st  av,  25x100.11,  2-sty  brk  tene- 
ment and  store.  Luigi  Fumo  et  al  to  Angelo  Di  Benedetto.  Mt 
$7,(X10.     Oct  12.     Oct  18,  190t).     0:1686—22.     A  $i).0OO— $7,.5(X1. 

other  consid  and   100 

115th  st.  No  .59.  n  s.  135  e  Madison  av,  25xl0o.ll.  5-sty  brk  ten- 
ement. Bertha  Rosenberg  to  Sundel  Hyman.  Mort  $2.>,S(X). 
Oct    15.      Oct    l(i.    19(X;.      0:1021—20.      A    $9.(.M  10— .$22.0(X).  100 

115th  St.  No  01  n  s.  lOO  e  Madison  av.  25x100.11.  5-sty  brk  ten- 
ement. Bertha  Rosenberg  to  Sundel'  Hyman.  Mort  $25  2CK). 
Oct    15.      Oct    10,    1900.      6:1(521—27.       A    $9,(XX>— $22,0(X).       100 

115th  St.  No  3.  n  s.  98  w  .5th  av.  runs  n  42.10  x  w  2  x  n  .58.1  x  w 
25  X  s  l(.H).ll  to  St.  X  e  27  to  beginning.  5-sty  brk  tenement. 
Miriam  Kohn  et  al  to  Mina  S  Weaver.  Mort  $30,000.  Oct  1.5, 
1900.      6:1.599—32%.      A    $12..50O— $27.0(X).  100 

116th  St.  No  123,  n  s.  256  e  Park  av.  25x100.11,  6-sty  brk  ten- 
ement and  store.  Corporation  Liquidating  Co  to  Solomon  A  Cohn. 
B  &  S.  Mort  $.55,(XH.).  Sept  22.  Oct  18,  19(X'..  0:l(j44 — 11. 
A   $12  OOO— $45,000.  nom 

116th  St.  Nos  2.38  to  244.  s  s.  110  w  2d  av.  8.3xl(X).ll,  two  6- 
sty  brk  tenements  and  stores.  Release  mort.  Cath  A  Fagan 
EXTRX  Cath  A  Fagan  to  Apollo  Realty  Co.  Oct  16.  Oct  17, 
19(X1.      (i:1065.  lO.lXKl 

Sa'me  property.  Release  mort.  Pincus  Lowenfeld  and  ano  to 
same.      Oct    10.      Oct    17,    lOOt!.      0:10(>5.  lOtMXl 

117th  St.  Nos  .300  to  3(i6.  s  s,  10(.)  e  Morningside  av  E.  KXlxlOO.ll, 
tour  .5-sty  stone  front  tenements.  Bernhard  Rosenstock  et  al 
to  Rachel  Lederer.  Morts  $112,000.  Oct  15.  Oct  10,  190(i. 
7:1943—57   to   60.      A   .$44,(XX)— $1(XI.IM)0.       other   consid   and    100 

119th  st,  No  452.  s  s,  98  w  Pleasant  av,  10.8x100.11,  5-sty  brk 
tenement.  FORECLOS.  Chas  W  Ridgway  (ref)  to  Sender  Feld- 
mark.  Aug  5.  Oct  16,  1900.  0:180lj— 28%.  A  $3,500— P  $15- 
OlM).  3,200 

llOth  st.   No  79,  n  s,  193  e  Lenox  av,  18x100.11,  3-sty  and  base-  • 
ment   stone   front   dwelling.      Mary   Hafid   to   Morris   Levy.      Oct 
!(!.     Oct   17.   1900.     0:1718-9.     A   $7..50()— $10.(XI0.  nom 

119th   St.   No   141  |n    w    cor    Lexington       av,       15x 

Lexington  av,   Nos  1932  and  1934|     l(X).ll,     3-stv       frame      tene- 
ment   and   store   and   two   1-sty   brk   stores.      Timothy   J   Phelaa 
to    Annie    L    Phelan.      Mort    $9,(XX).      Oct    12.      Oct    13,    1996. 
6:1768—17.      A    $10.(XM)— $14,0tK).  other    consid   and    100 
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12(llh  St.  No  42!).  ii  s.  2<i.S,!t  w  Pleasant  av,  18.0x1(1(1.10,  3-sty  brk 
dwelling.  Louis  Lese  to  Amalia  Kaupt.  Mort  .$(.1,(1011.  Oct 
1.'..    ]!!(.)(;.      (i:  1808— 15%.      A   .$4.(.1(.K.)— .fd.MO.  nom 

120th  St,  No  117,  n  s,  200  e  Park  av,  2(1x100.11,  4-sty  brk  tene- 
ment. Timothy  J  Phelan  to  Annie  h  Phelan.  Q  C.  Oct  12. 
Oct   13,   l!»Oi;.     GrlTC!)— 'JV4.     A  ^r..r>(l(J— $11  0(10. 

other    consid    and    100 

121st  St.  No  3l,0,  s  s,  IIG  e  Morningside  av  East,  I'lxKXXll,  3- 
sty  and  basement  stone  front  dwelling.  Mary  J  Buckel  to  Mary 
E  Virion.  Mort  $7.0(10.  Oct  12.  Oct  13.  IDOIJ.  7;1947— -'0%. 
A    .$(!,(iOf>— .$12(MJ0.  _       other   consid   and    KX) 

122d  si.  No  431,  n  s,  2.'0  w  Pleasant  av,  2.)xlU0.11.  5-sty  brk  ten- 
ement. Ollie  Scheuer  to  Joseph  Weinstein.  Mort  $14,0(10.  Oct 
l.'i.   i:Kl(i.     (JilSlO— 14.     A  .$.".,( WO— $20,0(10.     other  consid  and  100 

123d  St,  No  42.").  n  s,  274. (i  e  1st  av,  l(i. 8x100.11,  3-sty  stone  front 
dwelling.  Middletown  Realty  Co  to  Harry  Platotf.  Vi  part. 
Mort  $.j,00O.  Oct  13.  Oct  lo,  l!X>li.  0:1811—12.  A  |3,3(lO— 
.$."),50t>.  other  consid  and  100 

123d  St,  No  425,  n  s,  274,0  e  1st  av,  10.8x100.11,  3-sty  stone 
front  dwelling.  Middletown  Realty  Co  t&  Annie  Friedman.  V4, 
part.  Mort  $5,00(1.  Oct  13.  Oct  15,  1900.  0:1811—12.  A 
$3.300— .$5,. "(K).  other  consid   and   100 

124th  St,  No  245,  n  s,  108.0  w  2d  av.  IS.GxlOO.ll,  5-sty  brk  ten- 
ement. George  Dies  to  Christian  Leukel.  Mort  $11,2(10.  Oct 
13.     Oct  1.5,  I'JOO.     0:1780—21.     A  $.5,000— $15  000, 

other  consid  and  100 

12(;th  St,  No  327,  n  s,  292.11  w  Sth  av,  runs  w  lO.S  to  point  30.4 
w  ( ?)  from  e  s  St  Nicholas  av,  x  n  74.5  .x  e  1(!..S  x  s  74.5  to 
beginning,  probable  error,  3-sty  and  basement  brk  dwelling. 
Gamaliel  C  St  John  EXR  Wallace  C  Andrews  to  Ella  Graybill. 
Correction  deed.  Oct  10.  Oct  17,  1000.  7:19.53—21.  A  $5,- 
oOO— $8,(100.  ■  nom 

12<ith  St.  No  327,  n  s,  292.11  w  8th  av.  10.8x74.5,  3-sty  and  base- 
ment brk  dwelling.  Ella  wife  of  James  E  Graybill  to  Chelsea 
Realty  Co.      Mort   $0,(1(10.      Oct    10.      Oct    17,    lOOIi.      7:10.53.  100 

130th  St.  Nos  50(!  and  .508,  s  s.  1.50  w  Amsterdam  av,  50x74.11, 
two  5-sty  brk  tenements.  John  Schreyer  to  Amalia  Shaw.  Mt 
$40,(100.  Oct  12.  Oct  13,  1000.  7:19,84—30  and  40.  A  $11,000 
— $;U(KIO.  .  other    consid    and    1(X) 

130th  St,  Nos  .500  and  .508,  s  s,  1.50  w  Amsterdam  av,  .50x74.11, 
two  5-sty  brk  tenements.  Chas  J  Hirsch  et  al  to  John  Schreyer. 
Mort  .$;!4.2.50.  Oct  1.  Oct  13,  10(J0.  7:1984— .30  and  40.  A 
.$11000— .$.34,000.  nom 

13(Jth  St,  Nos  (iOO  to  01:!,  n  s,  175  w  Broadway,  75x90.11,  threeli 
4-sty    brk    tenements.  | 

131st  St,  Nos  (J30  to  034,  s  s,  250  e  12th  av.  75.x09.ll,  three 
4-sty    brk    tenements.  | 

Linus  A  Gould  as  TRUSTEE  to  Chas  W  Dayton.  Q  C.  Octl7. 
Oct  18,  1900.  7:1907—22  to  24.  A  $18,000— $28,500;  52  to  54. 
A    $l(i,500— $21,5(K).  nom 

130th  St,  No  122,  s  s.  225  w  Lenox  av,  25.x09.ll,  3-sty  and  base- 
ment stone  front  dwelling.  FORECLOS.  Emanuel  Eschwege 
(ref)  to  Abraham  S  Iserson.  Oct  15.  Oct  K!,  1901!.  7:1014— 
43.      A    $11,00(1— $17,(100.  20,1.50 

131st  St,  No  218,  s  s,  208.4  w  7th  av,  10.8x90.11,  3-sty  stone 
front  dwelling.  Emilie  J  Murray  widow  to  Emilie  M  Streat. 
Q  C  and  C  a  G.  Oct  13.  Oct  16,  1000.  7:1930 — 42.  A  .$0,000 
— $110<10.  nom 

Same  property.  Emilie  M  Streat  to  Jefferson  Deevy.  Oct  15. 
Oct   10,   19(Mi.     7:1030.  other  consid  and   100 

131st  St,  No  030,  s  s,  300  e  12th  av,  25x99.11,  4-sty  brk  tene- 
ment. Isidor  J  Poucher  to  Mary  J  Kelleher.  Mort  $7  500. 
Oct   15.      Oct   IS,   1000.      7:1997—52.      A   $5,500— $0  000. 

other  consid   and   100 

132d  St,  No  151,  n  s,  225  e  7th  av,  25x99.11,  5-sty  brk  tenement. 
Esther  Alexander  to  Daniel  Krauss.  Mort  $15,(J00.  Oct  15. 
Oct  16,   1906.     7:1917—11.     A  $10,000— $21, OtK), 

other   consid   and   103 

132d  St,  Nos  52  to  CO.  s  s.  207.0  e  Lenox  av.  87.0x90.11,  five  3-sty 
frame  dwellings.  Abraham  Jacobs  to  Hyman  Horwitz.  Mort 
$40,000.     Oct  15,  1000.     0:1729—57  to  00.     A  $31,(J00— $238,00t>. 

100 

134th  St,  No  127,  n  s,  325  e  7th  av,  2.5x99.11,  5-sty  brk  tenement. 
Joseph  Mitscb  to  Jofeeph  Bogner.  Mort  $19,000.  Oct  12,  1900. 
7:1919—15.      A    $10,00(1— $10,000.  other    consid    and    100 

135th  St,  No  515,  n  s,  3(W  w  Amsterdam  av,  40x90.11,  5-sty  brk 
tenement.  Sigmund  Nettel  to  Adolph  Blumenkrohn.  %  part. 
Mort    $45.tHX).      Sept    28.      Oct    12,    1000.      7:1088. 

other    consid    and    100 

13fith   St,   Nos   122  to   120,   s   s,   240  w  Lenox  av,  45x99.11,   three 
3-sty  stone  front  dwellings.     Isidor  Monheimer  to  Congregation 
Ansche   Chesed.     Mort   $23,000.       April   23.      Oct   15,   190(j. 
7:I92(J — 131/2.  44  and  441/2.     A  $18,(K)0— .$30  000. 

other  consid  and  100 

137th  St.  Nos  106  and  108,  s  s,  100  w  Lenox  av,  50x00.11,  two 
.5-sty  brk  tenements.  Wolf  Bomzon  to  Montgomery  Rosenberg. 
Mort  $.53,.50O.  Oct  15.  Oct  17,  10(K>.  7:1921—38  and  .39.  A 
$20,(10(1- .$48,000.  other  consid  and  100 

Same  property.  Montgomery  Rosenberg  to  Hannah  Theobald. 
Mort   $00,000.      Oct    15.      Oct    17,    1000.      7:1921. 

other  consid  and  100 

1.38th  St,  Nos  108  and  110.  s.  s,  150  w  Lenox  av,  .50,x99.11.  0-sty 
brk  tenement.  Sundel  Hyman  to  Philip  Rosenberg,  Morts 
$71  (KKK  Oct  15.  Oct  10.  1900.  7:2000^0.  A  $20.000— .$(;3,- 
0(K>.  other    consid    and    100 

140th  St.  No  401,  n  s,  1(j7  w  Convent  av,  1.8x00.11,  4-sty  brk 
dwelling.  Gustavus  L  Lawrence  to  Sarah  Haas.  Mort  $15,- 
0(M).     Oct  0.     Oct  18,  1900.     7:2057-35%.     A  $4,100— P  .$8.(.im 

other  consid   and   1(30 

141st  st,  Nos  142  and  144,  on  map  No  144,  s  s,  402  e  7th  av, 
45x00.11.  0-sty  brk  tenement.  Morris  Weber  to  Charles  Stich. 
Morts  $75000.  Oct  15.  Oct  17,  1000.  7:2000—44.  A  $14.- 
.500— $0O,0O(t.  nom 

141st  St.  No  311,  n  s,  175  w  Sth  av  25x99.11,  5-sty  brk  tene- 
ment. Wm  C  Hyde  to  Mary  and  Elizabeth  Long  of  Brooklyn. 
Mort  $20, .500.  Oct  12.  Oct  17,  lOtM).  7:2043—7.  A  .$5,000 
—$10,000.  nom 

142d  St,  No  203.  n  s,  100  e  Sth  av.  25x09.11,  3-sty  brk  tenement 
and  store.  Jonas  Weil  et  al  to  Rachel  Jacobson.  Mort  $21,0(J0. 
Oct  15,   1900.     7:2028—5.     A  $8,.500— $21,000. 

other  consid  and  100 

14.3d  Bt,  No  2.59,  n  s,  1.37.6  e  Sth  av,  37.0x99.11,  5-sty  brk  tene- 
ment. Matilda  Henry  to  Albert  Peiser.  Mort  .$43,000.  Oct 
15.      Oct    17,    1900.      7:2029—7.      A    $12,000— $30,500.  nom 

Same  property.  Albert  Peiser  to  Wm  C  Hyde.  Mort  .$43,000. 
Oct   15.      Oct    17,    1000.      7:2020.  other   consid    and    100 

146th  §t.  s  s.  1.80  w  Amsterdam  av.  120x90.11,  three  6-sty  brk 
tenements.  Max  Weinberg  et  al  to  Abilah  M  Dederer.  All 
liens.  Oct  17.  Oct  18,  1000.  7:2077—30  to  43.  A  $48,000— 
P  $120,000.  ■         other,  consid  and  100 


l.'Alth  St,  No  4(!.3,  n  s.  225  e  Amsterdam  av,  25x0.8.  2-sty  frame 
dwelling.  FORECLOS.  Moses  J  Sneuraira  (ret)  to  Chas  J 
Chanress.  Mort  .$5,000.  Oct  IS,  1900.  7;20<)5— 11.  A  $5,f)00 
— $(1,.500.  0.200 

150th  St.  .\'qs  402  to  4.S0,  s  s,  SO  e  Amsterdam  av,  170x99.11,  eight 
2  and  two  3-sty  frame  dwellings.  Abraham  I  Spiro  to  Emma  L 
Canton.  Mort  $74, .500.  Oct  15,  1006.  7:20(J4— .54  to  591/2.  A 
$34.(100— $50.0tH).  other  consid  and  100 

150th  St,  No  302,  s  s,  80  w  .8th  av,  20x99.11,  5-sty  brk  tenement. 
Edward  Wolf  et  al  to  Afro  American  Realty  Co.  Mort  $16,000. 
Oct-1.  Oct  2,  190r..  7:201.5—07.  A  $4.0(H»— $13,(X)0.  Corrects 
error  in   issue  of  Oct  (J  as    to  grantor  and    grantees   names.       nom 

loSth  St.  Nos  507  and  509,  n  s.  1.50  w  Amsterdam  av.  50x90.11, 
5-sty  brk  tenement.  Fannie  Drucker  to  Jacob  Herb.  Mort 
.$00(100.  Oct  17.  Oct  18,  1906.  8:2117-44.  A  .$20,0t)0— 
.$54  (HIO.  other  consid  and  1(X) 

Av  A,  No  1325.  w  s,  20.4  s  71st  st,  2.5x87,  5-sty  brk  tenement 
and  store.  B  G  Davis  &  Co  to  Frank  Taus  and  Frederic  K 
Prochazka.  All  liens.  Oct  15,  1900.  5:1465—27.  A  $7,000— 
$1(!.500.  nom 

Amsterdam  av.  No  1208,  w  s,  74  s  123d  st,  20.11x100,  5-sty  brk 
tenement  and  store.  Henry  Stewart  to  Margaret  Stewart.  Q 
C.  Mort  $15,000.  Oct  18,  1900.  7:1977-=33.  A  $15.000— $29.- 
000.  other  consid  and   100 

Amsterdam  av.  s  e  cor  l.S5th  st,  79.11xl(X),  two  0-sty  brk  ten- 
ements and  stores.  Myer  Bach  to  Albert  London  and  Louis 
Meryash.  Mort  $04,200.  Oct  15.  Oct  10,  1900.  8:21.5(! — 10. 
A   .$30,000— $52  000.  other   consid   and   100 

Amsterdam  av.  No  1427,  e  s,  deed  reads  4.11  (?)  should  be  abt 
7.>  n  1.30th  st,  25x1(10,  5-sty  brk  tenement  and  store.  John  M 
Halper  et  al  to  Etta  Halper,  N  Y,  and  Annie  Joel  of  Mt  Ver- 
non, N  Y.  Mort  $25,000.  Oct  15,  1890.  Oct  18,  1900.  7:1970 
— i.      A    $lt),(«K)— $24,000.  100 

Amsterdam  av.  No  1893.  c  s,  24.11  s  154th  st,  2.5x100,  3-sty  brk 
tenement  and  store  and  2-sty  frame  tenement  in  rear.  Homer 
R  Gillies  to  Thomas  Balmford.  Mort  $22,00'.).  Oct  18.  1900. 
7:200.8—43.      A   $12,000— $17, (MIO.  nom 

Amsterdam  av,  w  s,  24.11  s  l.SOth  st.  75x100,  vacant.  Isaac 
Mayer  et  ai  to  Max  Marx.  B  A  S.  .411  liens.  Oct  8.  Oct  12. 
10(J(i.      8:2159—52.      A   $24.(KXI— $24,0(10.  other   consid    and  .100 

Amsterdam  av   No  13151  s    e    cor    125th    st,    25.2x100,      1-sty      brk 

125th  st.   No  45(i  |     store.      Hyman   Horwitz   to   Abraham  Ja- 

cobs.     Mort  $45,000.     Oct  15,   1906.     7:190.5—61.     A  $19,000- P 
$35,000.  other  consid  and  100 

Amsterdam  av.  No  1405,  e  s,  24.9  n  120th  st,  25xli)0,  5-sty  brk 
tenement  and  store.  Phillip  Polatschek  to  Augusla  Lindeman. 
Mort  $28.0(10.  Sept  29.  Oct  15,  1906.  7:1909—2.  A  $10,000 
— $24.tK.10.  other  consid  and  100 

Audubon   av|  n    w    cor   187th   st,    180.9   to    LSSth    st.    x75,    vacant. 

lS7th  st         I     Isaac    Schmeidler   et    al    to   Meyer   Abramsou.      Mort 
.$.54  000.     Oct  15,  1906.     8:2158— 16  and  17.  A  $.57.- 

other    consid    and    100 

Broadway,  n  w  cor  143d  st,  %  block  xlOO,  vacant.  Northwestern 
Realty  Co  to  Chas  H  Ehrenstrom.  of  Brooklyn.  Mort  fii2.5(K) 
Oct   11.     Oct   15,   1906.     7:2090—28  to  32.      A   $1X).0(X)— $00  (KNi, 

nom 

Broadway        I  s    e    cor   62d    st,    116.2x88.3x100.5x140.8,   2-sty   brk 

62d  st.  No  lOj  garage.  John  G  Wendel  to  Ella  V  Von  Echtel 
Wendel.  All  title.  Oct  9.  Oct  12,  1906.  4:1114 — 11.  A  .$290- 
0(X)— P   $.325,00(1.  other   consid   and    100 

Claremont  av.  No  190,  on  map  No  104.  e  s.  200  n  125th  st.  40x 
100,  5-sty  brk  tenement.  Clementine  M  Silverman  to  Adele 
Kurrus.  Mort  .$39,000.  Oct  1.  Oct  17,  10O(i.  7:190.3—107.  A 
$10..500— P   .$35.(MX).  other   consid    and    li.O 

Lenox  av.   No  3(il|  n    w   cor    12Sth    st,    24.11x75,    5-sty    brk    tene- 

12Sth  st.   No   101    I     ment    and    store. 


188th   st 
000. 


Oct   15 


Mary    F    Martin 


to    Sig- 
Oct   16,   100(!.     7:1913 
other  consid  and   100 
24.11x75.    5-sty    brk    tene- 


mund   B   Heine.      Mort   $42,500. 
—20.      A  $24.(1(K)— $40,000. 

Lenox  av.  No  3(ill   n    w    cor    12Sth    st 

128th  st.  No  Kill  ment  and  store.  Samuel  Aufhauser  to  Mary  F 
Martin.  Mort  $27,.500.  Oct  15,  19(J0.  7:1913—29.  A  $24,000 
—$40,000.  other  consid  and  100 

Lexington  av.  No  1835,  e  s,  60.11  s  114th  st,  19.0x78,  4-sty  stone 
front  tenement  and  store.  Joanne  L  Bueb  to  Floris  T  Whittaker 
Mort  $17,000.  Oct  13.  Oct  15,  liXXi.  6:1041—511/2.  A  $7.0(X) 
—$12,000.  other  consid  and   100 

Lexington  av.  No  285.  e  s,  25  s  37th  st,  22.9x80.  4-sty  stone 
front  dwelling.  Annie  L  Beekman  to  Katharine  91  Pollone 
Pease.  Mort  $25,000.  Oct  15.  Oct  16,  1906.  3:892—63.  A 
$23  500— $32,<J4JO.  100 

Madison  av.  No  1318,  w  s,  (j8.8  n  93d  st,  16x87.9,  3-sty  stone 
front  dwelling.  Emanuel  D  Lederman  to  Helena  Lederman 
Sept    14.      Oct   17.    1900.      5:1.50.5—19.      A   $17.CMX)— $22,000. 

other    consid   and    100 

Manhattan  av  [  n    e    cor    105th    st,    17.3.x70.    3-sty    and    basement 

105th  St.  No45|  brk  dwelling.  Susan  E  Laytin  to  Chas  W  Jones 
Mort  $12.a)0.  Oct  11.  Oct  12,  1906.  7:1841—20.  A  $8,000— 
n4.(M10.  nom 

Mojningside  av  W  |  n  w  cor  117th   st,   100.11x120,  6-sty   brk   ten-  . 

117th  st.  No  401  I  ement.  Andrew  P  Morison  to  Margt  Mor- 
ison  his  wife,  Montclair.  N  J.  Mort  $278  000.  Oct  11  Oct  12 
190(!.      7:1901— .53.      A   $!M.l.O(X1— P   $150  000. 

Pleasant  av.   No  319|  s  w   cor   117th   st,    75.7x94,   vacant. 

117th  St.    No  452    .    I     CLOS.      Lawrence    E    Sexton    (ref) 
jarain    and    Louis    Ni«berg.      Morts   .$40,fM10.      Sept    27 
190<;.      (!:1710— 29.      A    $25.0<XI— .$.32  (XIO. 

Park  av.  Nos  1520  to  1.530]  n    w   cor   110th   st.    runs   w   20 

110th  st,   No  87  I     X  w  14  X  n  100.11  to  s  s  111th  st 

111th  st,  Nos  90  and  98  [  34  to  av,  x  s  201.10  to  beginning,  3 
and  4-sty  stone  front  hotel.  Release  claims,  &c,  as  to  Park  av 
viaduct,  Frederick  Baar  and  Henry  Nobel  to  N  Y  &  Harlem 
R  R  Co  and  the  N  Y  C  &  H  R  R  R  Co.  Oct  2,  Oct  12  10(Xi 
0:1010— .30  and  37  and  37%.     A   $38,500— $01,500. 

other  consid   and   100 

Park  av,  Nos  1520  to  1524,  I  n  w  cor  llflth  st.  100.11x20,  4-sty 
on   map   Nos   1.520  and  1.522|     stone    front    hotel.       Release    mort 

110th  st.   No  .87  -  I    as   to   easements.  .  Sanil    Heidelshei- 

mer  to  N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &   H   R   R  R   Co. 
Oct    2.      Oct    12.    1000.     6:101(i— 36.      A   $12.000— $27,000.       nom 

Park  av.  No  1.5(i5,  e  s,  75.8  n  112th  st,  2.5.2x80,  2-sty  frame 
building  in  rear.  Release  claims  as  to  Park  av  viaduct,  &c. 
Sarah  Orr  to  N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H  R  R 
R   Co.      Oct    10.      Oct   18,    10(10.      0:1640 — 4.      A   .$5,000— $5,000. 

other  consid  and  100 
Nos  1700  to  1774.  n  w  cor  122d  st,  201.10  to  s  s  123d 
st,  x  80,  vacant.  Release  claims  as  to  Park  av  via- 
i  duct,  &c.  Lambert  S  and  Abraham  C  Quackenbush  to 
N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H  R  R  R  Co,  Oct  10, 
Oct   18,    1900.      0:1748—14   to  21.     A  $.37,(X)0— $37,000. 

other  consid   and   100 


nom 

FORE- 

to   Ben- 

Oct    16, 

41.(X)0 

n   100 


Park  av | 
122d  st 
12.3d  st 


Tb*  text  of  these  pages  Is  coi>yrIghted.     All  rlgbts  are  reserved. 
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Bronx 


October  20,  1906 


ilOO, 


-sty   brk   lene- 


Park  av,   No  1720       I  n   w   cor   120th   st, 

120th  St,  Nos  75  to  7i)|  ment  and  store.  Release  claims  as  to 
Park  av  viaduct.  Lambert  S  and  Abraham  C  Quackenbush  to 
N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H  R  R  R  Co.  Oct  10. 
Oct    18,   1906.      6:1747—14.     A   $11,500— $32,000. 

other  consid  and  100 

Same  property.  Release  mort  as  to  easement,  &c.  Bowery  Sav- 
ings  Bank   to   same.     Oct   11.      Oct    18,   IIKXJ.      6:1747.  nom 

Park  av,  No  950,  w  s,  45.6  s  S2d  st,  27xKK). 

Park  av,  No  948,  w  s,  72.0  s  82d  st,  27.6.\100. 
two  5-sty  brk  tenements  and  stores.     Mort  $28,000  on  2d  par- 
cel. 

Leo  B  and  Arthur  S  Gutman  to  Monroe  C  Gutman.  1-3  part. 
Oct  17.  Oct  18,  1906.  5:1493—37  and  39.  A  $51,000— ?76,- 
000.  other  consid   and   TOO 

Park  av,  Nos  1515  to  15211   n    e    cor    110th    st,    100.11x35,    6-sty 

110th  st,  Nos  101  and  1031  brk  tenement  and  store.  Celia  Kis- 
ter  to  Mechanics  &  Traders  Realty  Co.  Mort  $4S,0LI0.  June 
16.      Oct    17,    litOO.      6:1638—1.      A   $10,000— $55,000. 

other   consid   and   100 

Same  property.  Mechanics  &  Traders  Realty  Co  to  Godspeed 
Realty  Impt  Co.     Mort  $48,000.     Oct  9.     Oct  17,  39(16.     6:1638. 

other   consid   and   100 

St  Nicholas  av,  n  w  cor  179th  st,  50x100,  6-sty  brk  tenement. 
Philip   Moersch   et   al   to   Chas   V   Schmidt.      Mort   $60,000.     Oct 

10,      Oct   12,   1906.      8:2162-43   and   44.      A   $26,<;iOU— $ . 

other  consid  and  100 

St  Nicholas  av,  w  s,  25  s  179th  st,  25x100,  vacant.  Edw  C  Cam- 
mann  to  Joseph  A  Gray,  of  Bayonne,  N  J.  Oct  15.  Oct  16, 
liMJ.      8:2162—14.      A   $10,0(K>— $10,a)0.       other   consid    and   100 

Wadsworth  av       |   s  e  cor  lS5th  st,  79.11x50.   2-sty  frame  dwell- 

ISoth  st.  No  630|  ing  and  1-sty  frame  stable.  Louis  Schlech- 
ter  to  Meyer  Abramson.  All  liens.  Oct  16.  Oct  17,  1906. 
8:2166—14.      A    $12,0<_lO— $12,000,  other    consid    and    100 

West  End  av,  Nos  929  and  931,  w  s,  50,11  s  106th  st,  50x100, 
7-sty  brk  and  stone  tenement.  Isaac  B  Hosford  to  Morris  and 
Charles  Jacobv.  Morts  .$98  000.  Oct  15.  Oct  16,  1906,  7:1891 
—55.      A    $32,CXK)— $1<-I5,<.MK).  other    consid    and    100 

1st  av,  Nos  2105  and  21071  n    w    cor    108th    st,    50x100,    6-sty    brk 

108th  st.  No  347  I     tenement   and  store, 

108th  st,  n  s,  adj  above  on  west,  — x — , 
easement   as   to   beam   rights.   &c. 
Raphael    Kurzrok    with    Mary   L    Cassidv.    Isidore   Jackson      and 
Abraham  Stern.     Sept  28.     Oct  12,   1906.     6:1680.  

1st  av.  No  1442,  e  s.  abt  28  n  75th  st,  — x — ,  5-sty  brk  tenement 
and  store.  General  release.  Jeannette  Baum  widow  et  al  HEIRS 
Moritz  Baum  to  Hugo  Cohn,  Adolph  or  Adolph  J  Kohn  EXRS 
Karoline  Giegengack  deed  and  Joseph  J  Kohn'.  Q  C.  Oct  11. 
Oct    13,    1!KI6.      5:1469— 4(i.      A   $15,(100— $25,000.  1,000 

1st  av.  No  831,  w  s,  76.8  n  40th  st.  runs  w  80  x  n  23.9  x  e  201 
x  n  0.11  X  e  60  to  av,  x  sj  24.8  to  beginning.  | 

Plot  begins  at  c  1  blk  bet  46th  and  47th  sts,  60  w   1st  av,   runsj 
w  20  X  s  24.9  X  e  20  X  n  24.9  to  beginning. 
5-sty   krk   tenement   and  store.  | 

Fredk  P  Schmidt  et  al  HEIRS,  &c,  George  Schmidt  to  Daniel 
Schneider.  Q  C.  and  B  &  S.  Oct  16.  Oct  18,  190li.  5:13:19— 
26.     A   $8,000— $12,500.  nom 

1st  av,  Nos  189  and  191,  w  s,  46.1  s  12th  st,  45.10x100,  two 
5-sty  brk  tenements  and  stores.  Wolf  Nadler  to  Jacob  Saf- 
ran.  Oct  16.  Oct  17,  1906.  2:453—36  and  37.  A  $28,000— 
$50,(KX).  other   consid   and   100 

2d  av.  No  050,  e  s,  G0.5  n  50th  st,  20x70,  4-sty  stone  front  ten- 
ement and  store.  Max  Berliner  to  Henry  Hyman.  Mort  $S,5(X>. 
Oct   IS,   1906.     5:1343—3.     A  $10,000—513,000. 

other   consid   and    1(X) 

2d  av,  Nos  846  and  848       |  n    e    cor    45th    st,    50.5x100,    two    5-sty 

45th  st,  Nos  301  and  303|  stone  front  tenements  and  stores  and 
1-sty  brk  store  on  st.  Theresa  Schappert  et  al  to  John  C 
Eidt.  Oct  9.  Oct  16,  1906.  5:1338—1  and  2.  A  $35,000— 
$47,000.  other   consid    and    100 

2d  av.  No  1322,  e  s,  50.5  s  70th  st,  25x74.  5-sty  stone  front  ten- 
ement and  store.  Moses  Goldberg  to  Isidor  Kempner.  Oct 
15.      Oct    1(5,    1906.      5:1444—51.      A   n2,<.MX)— $22,000. 

other  consid  and   100 

2d  av.  No  2196,  e  s,  25.10  s  113th  st,  16.8x75,  3-sty  frame  ten- 
ement and  store.  Henry  Marquart  to  Wm  Klenert  and  Abra- 
ham Feibel.  Mort  $6,000.  Oct  11.  Oct  12,  1906.  6:1684—50. 
A  $5,30O-i$7,00O.  100 

2d  av.  No  231   I  n  w  cor   14th   st,   50x79.3. 

14th  st.   No  2451 

2d  av.  No  233,  w  s,  50  n  14th  st,  53.3x79.3, 
two  6-sty   brk   tenements   and   stores. 

Samuel  Sherutsky  to  Mary  Feller.  Q  C.  Sept  23.  1904.  Oct 
13,    11X)6.      3:896—23   and   24.     A   $105.(;mX>— $178,000.  nom 

2d  av.  No  2456,  e  s,  19.11  s  126th  st,  26.8x100.  5-sty  stone  front 
tenement  and  store.  Julius  Bachrach  to  Louis  Eigenmacht  and 
Jacob  Jacobowitz.  Mort  $26,300.  Oct  9.  Oct  15,  1906.  6:1802 
—50.     A  $9,000— $20,500.  other  consid  and  100 

2d  av.  No  2288,  e  s,  75.8  n  117th  st.  25.3x100,  5-sty  stone  front 
tenement  and  store.  Alexander  Vanutelli  to  Fedele  Rinaldini. 
Mort  $25,150.     Oct  15,  1906.     6:1689—4.     A  ?9,000— $20,000. 

other  consid  and  100 

3d  av.  No  885.  e  s,  83.3  n  53d  st,  17.2x100.  5-sty  brk  tenement 
and  store.  Carrie  wife  of  Ralph  Gans  to  Arthur  Lvon.  Mort 
$17,000.     Oct  15,  1906.     5:1327—4.     A  $12,.500— $10,500. 

other  consid  and  1(X) 

3d  av.  No  1787  and  1789,  e  s,  26.3  n  99th  st,  00.6x80.  two  4-sty 
stone    front    tenements    and    stores. 

86th  st,  Nos  412  to  420,  s  s,  94  e  1st  av,  12.5x102.2,  five  4-sty 
stone  front  tenements,  store  in  No  412. 

Lexington  av,  Nos  1607  to  1613,  s  e  cor  102d  st,  100.4x80.  four 
4-sty   stone   front   tenements. 

74th  st,  Nos  225  to  239,  n  s,  310  e  3d  av,  200x102.2,  eight  4-sty 
stone    front    tenements. 

Julia  A  Chapman  to  Jane  Compton,  all  future  interest.  Q  C. 
Feb  11,  1893.  Oct  15,  1906.  5:1429—13  to  20.  A  $88,000— 
$112,000:  15(!.5-42  to  46.  A  .5:45,000— $80,000;  6:1629—50%  to 
53.      A   $41,50O-$57,000;    1649-2   and   3.      A    $20,000— $30,000. 

2,000 
78.11  n  10th  st,   15.10x100,  3-sty  brk  tene- 
Adam    A    Schopp    to    Luder    Reinkin.       Mort 
Oct  12,  1906.     2:556—24.     A  $11,500— $14,- 

other  consid  and   100 
Nos   10  and   12.   w  s,   270.11   s   Astor  pi,   55.9x95.8.\52.6x 


3d  av,  No  56,  w  s 
ment  and  store. 
$14,000.  Oct  11. 
000. 

4  th 


i6.ll,  two  4-sty  brk  loft  and  store  buildings.  Delancey  Kane 
et  al  to  Carl  Fischer.  C  a  G.  Aug  2.  Oct  17,  1906,  2:.544 
—36    and    37.      A    $50,000— $60,500.  other    consid    and    100 

Same  property.  Release  mort.  Delancey  Kane  as  TRUSTEE 
to  Louisa  L  Kane.  1-8  part.  All  title.  Aug  9.  Oct  17,  3906. 
2:5+l-  7,500 


7th  av.  No  2574]  s  w  cor  149th  st,  24.11x100,  5-sty  brk  tenement 

349th  st.  No  200|  and  store.  Jacob  Block  et  al  to  Annie  M  Engel. 
Mort  .$43,000.     Oct  15,   1906.     7:2034—36.     A  $12,00O-$33,00O. 

other  consid  and  100 

8th  av.  No  2451,  w  s,  49.11  n  133st  st  (closed),  24.9x100,  5-sty 
brk  tenement  and  store.  Wm  O  Egner  and  ano  to  Martin  Bam- 
berger. Mort  $26,500.  Oct  15,  1906.  7:1958—18.  A  $14,000 
—$25,000,  100 

9th  av.  No  452,  e  s,  24.9  n  35th  st,  24.6x100,  5-sty  brk  tene- 
ment and  store  and  2-sty  frame  tenement  in  rear.  Alfred  S 
Bush  et  al  HEIRS,  &c,  Henry  H  Bush  to  Bernard  H  Foss,  Q- 
C,      May  4.      Oct   18,   1906,     3:7.59—2.      A  $16,000— $22,000.     nom 

9th  av,  No  452,  e  s,  24.9  n  35th  st,  24.(!xl00,  5-sty  brk  tene- 
ment and  store  and  2-sty  frame  tenement  in  rear.  Bernard  H 
Foss  to  Cathleen  Turney.  Oct  17.  Oct  18,  390(j.  3:7o9— 2. 
A  $16.000— $22, (too.  other   consid  and   100 

Same  property,  Cathleen  Turney  to  Joseph  E  Marx.  Mort  $27,- 
(100.      Oct   17.     Oct   18.   1906.      3:759.  other  consid   and  100 

Kith  av.  No  148,  e  s,  25  n  19th  st,  25x80,  5-sty  brk  tenementi 
and    store.      Mort    $3^,000.  I 

30ih  av.  No  3,'0,  e  s,  50  n  lOth  st,  25.\S0,  5-sty  brk  tnement] 
and   store,      Mort   $10,000. 

Kith  st,  No  13!),  n  s,  500  w  6th  av,  17.4x92.  3-sty  brk  tenement.! 
Oito  H  Schlobohm  to  John  F  Schmonsees.  B  &  S.  Oct  11.  Oct 
12,  3906.  3:717—1  and  3.  A  $23,000— $41,000;  792—15,  A 
$10,500— $13,000.  nom 

Same  property.  John  F  Schmonsees  to  Otto  H  Schlobohm  and 
Louisa   A  his   wMfe,   tenants  by  entirety.      B   &  S.     Oct   11.      Oct 

12,  190(1.      3:737;    792.  nom 
loth   av.   No  .505,   w  s,   25  n  3Sth  st,  21x100,  4-sty  brk  tenement 

and  store.  Arthur  Wolfe  to  Menko  Wolfe.  %  part.  Mort  $14,- 
500.      Sept   29.     Oct   13,   1906.     3:710—30.     A  $10,000— $12,500. 

other  consid  and  100 
Plot  begins  102.2  n  70th  st,  and  100  w  Av  A,  runs  n  30.4  x  n  w 
to  point   140.9  n  76th  st,   and   150  w  Av  A,  x   s  38.7  x  e  50  to 
beginning.   Peter  J   McNulty  and   ano   EXRS.   &c,   Henry  M   Ben- 
nett to  John  Zemek  Association,     Mon  $20,000.      Sept  20.     Oct 

13,  V.tm.      5:1471.  1.800 
Plot   begins  1(J(_I  e   Lexington  av,   and  98.9  s  34th  st,   runs  s  29.6 

x  w  30  X  n  29.6  x  e  30  to  beginning.  Helen  M  Andrews  et  al 
to   Mary  C   Brown.     Q  C.     Aug  27.     Oct   17,  1906.     3:889.        nom 

MISCELLANEOUS. 

Ante-nuptial  agreement.  Wm  S  Wyckoff  of  N  Y  with  Sophie  Ma- 
nasse   of   Stettin,    Germany.     Mar   21,    1906.      Oct   15,   1906.       

Certified  copy  of  petition,  affidavit.  Consent  and  order  in  matter 
of   last    will   of  John  Strong.     Oct  4.      Oct  13,   1£K)6.  

Certified  copy  of  decree  admitting  will  to  probate  in  matter  of 
proving  will  John  Strong  deed.     Sept  7.     Oct  13,  1906.  

E.xemplifled  copy  last  will  of  Geo  A  Spaulding.  Jan  25,  1888. 
Oct    36,    3906.  

General  conveyance  of  pneumatic  tube  plant  and  other  property 
and  franchises  of  the  Tubular  Dispatch  Co  including  two  cer- 
tain double  circuits  of  pneumatic  tubes  of  said  company  for 
the  carriage  and  transmission  of  mail  matter  and  other  pat- 
ents. FORECLOS.  Samson  Lachman  (ref)  to  New  Y'ork  Pneu- 
matic Service  Co.  Oct  16.  Oct  18,  19()6.  Property  lies  in 
Sections   3.  2,  3  and  5.      (Gen  Cons.)  300,000 

General  release.  Evan  Thomas  to  James  W  and  Margt  F  Meagher. 
Aug  28,  1900.     Oct  15,  1906,      .  nom 

BOROUGH    OF    THX    BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 
new  Annexed  District   (Act  of  1895). 

Boone  st,  w  s.  162.4  u  Jennings  st.  runs  n  07.1  x  w  8.8  to  a  lane, 
x  s  46.7  X  s  e  .53.2  to  beginning,  vacant,  Mary  E  McMahon  to 
Mary  A  wife  of  Thos  J  Ford.  May  ^-,  1906.  Oct  13,  1906. 
11:3008.  •  nom 

Burnet  st,  late  14Glh  st,  n  s,  125  w  Barry  st,  late  Leggett  av,  25x 
K.K>,  2-sty  frame  dwelling,  John  J  McAndrew  to  Michael  Mc- 
Andrew  and  Helen  F  his  wife,  joint  tenants.  B  &  S.  Oct  5. 
Oct   18,    1906.      10:2737.  nom 

*Boyd  st,  w  s,  158  n  Jefferson  av,  33.4x100,  Edenwald.  Ernest 
R  Eckley  to  Thekemer  Realty  Co.  All  liens.  Oct  15.  Oct  17, 
1906.  nom 

Charlotte  pi,  w  s,  75  n  Jennings  st,  222x101.3x237.10x100,  3- 
sty   frame  tcTnement   and  store  and  vacant. 

Miuford  pi  w  s,  at  e  s  Charlotte  pi,  runs  n  along  Minford  pi, 
122  w  100  X  n  122.4  x  w  95.5  to  Charlotte  pi,  x  s  256.3  to 
Jennings   st,   x   e   6.6   to   beginning,   vacant. 

Louis  J  Jacoves  to  Jacob  White.  Q  C.  Vz  right,  title  and  in- 
terest. All  liens.  Oct  15.  Oct  17,  1906.  11:2965,  2966  and 
2977.  100 

*Cedar   st,    e   s,   408   n   Boston   Post   road,    50x90.  I 

Cedar  st,   e   s,   608  n  Boston   Post   road,   25x90x50x90.  I 

Release  mort.  Geo  A  Meyer  TRUSTEE  John  J  Palmer  to  Emma 
L   Shirmer.      Sept   9.      Oct   12,    3906.  180 

*Cedar  st.  e  s,  408  n  Boston  Post  road,  25x90.  Emma  L  Shir- 
mer  to   Ray  Greenberg.      Oct  9.     Oct  12,   1906.  nom 

*Cedar  st.  e  s,  433  u  Boston  Post  road,  25x90.  Same  to  Yetta 
Greenberg.      Oct   9.      Oct   12,    1906.'  nom 

*Cedar  st,  e  s,  608  n  Boston  Post  road,  2.5x90.  Same  to  Nathan 
Greenberg.      Oct   9.      Oct    12,    1906.  nom 

Crotona  pi.  No  21,  on  map  No  19,  w  s,  2>S9.6  s  171st  st,  20.4x100, 
3-sty  frame  dwelling,  Rosa  Berg  to  Chas  W  Berg.  Mort  $3,- 
500.      Oct   13,    ]90(i.      11:2927.  other   consid   and   100 

Crotona  pi,  w  s,  259.10  s  171st  st.  25x100.  Same  to  same.  Mt 
$2,000.      Oct    13,    1906.      11:2927.  other    consid    and    100 

*Coster  st,  w  s.  90  n  Kingsbridge  road,  75x102.5.  Fridoliu  We- 
ber  to   Henry   C   Schaefer.      Mort   $775.     Oct   35.      Oct   16,   3906. 

other    consid    and    100 

*Forest  st.  w  s,  325  n  road  from  West  Farms  to  Westchester, 
2.5x100,  Westchester.  Julius  Hammerstein  to  Louis  Mattlage. 
C   a  G.      Oct   37.     Oct   IS,   1900.  other  consid  and  100 

*Forest  st,  w  s.  3.50  n  road  from  West  Farms  to  Westchester,  25x 
KX).     Same   to   same.     C   a  G.     Oct   17.      Oct  18.   1906. 

other   consid   and   100 

*Garfleld  st,  e  s,  275  s  Morris  Park  av.  25x100,  2-sty  frame 
dwelling.  Permelia  A  Eustis  to  Bertha  Kettler.  Mort  $3,000. 
Oct    9.      Oct    12,    1906.  other   consid   and   100 

*Hancock  st,  e  s,  100  s  Columbus  av,  2.5x100.  Mary  Cannon  to 
Mary  E  Wilson.     Mort  $3,000.     Oct  15,  1906.  other  consid  and  100 

Hewitt  pi.  No  ll.lCi,  n  e  s,  57.7  n  w  Longwood  av.  .39x100x38. llx 
KM),  5-sty  brk  tenement.  Release  mort.  Geo  F  Johnson  to 
George  Edgar  and  Thos  C  Edgar.  Oct  1.  Oct  12,  1906.  10:2696 
and  2689.  nom 

Same  property.  George  Edgar  et  al  to  Clara  Schwabenhausen. 
Mort  .$24,000.     Oct  1.     Oct  12,  1906.     10:2696  and  2689. 

other  consid  and  100 
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♦Hancock  st,  e  s,  175  s  Morris  Park  av,  25x100,  2-sty  frame 
dwelling.  Mary  wife  of  Otto  Weiss  to  Herman  Doering.  Mort 
$3  <JUO.      Oct   15.      Oct  lli.   I'JOIJ.  other  consid  and   100 

Hoffman  st,  n  w  cor  ISTth  st,  lOOxOO.ll.  vacant.  Pasquale 
D'.Xuria  to  Michael  Santangelo.  Mort  $8,tMX1.  Oct  4.  Oct  Iti, 
111(111.      11:3050.  ■        other   consid   and   KIO 

Kelly  st.  No  40,  e  s,  225  n  1.50th  st.  25x100,  H-sty  brk  dwelling. 
Geo  F  Johnson  to  Morris  F  Finkelstein.  Mort  .^0,000.  Oct  10. 
Oct   15,    li)00.      10;270S.  other   consid   and   KXI 

Kelly  st.  No  42,  e  s,  250  n  156th  st,  25x100,  3-sty  brk  dwelling. 
Geo  F  Johnson  to  Morris  F  Finkelstein.  Mort  $tj,000.  Oct  10. 
Oct   15,    I'.IOO.      10:2708.  other   consid   and   100 

Lorillard  pi,  n  e  cor  187th  st,  90.3x98x90x98,  vacant.  Joseph 
Tesoro  to  Michael  Santangelo.  Mort  .'<8.000.  Oct  5.  Oct  10. 
1900.      11:3050.  other   consid   and   100 

*Leviness  lane,  n  s,  262. 8  w  Main  st,  42. 0x51. 8x09.0x42,  City 
Island.  Wm  Hallett  or  Hewlett  to  Ida  Lanzer.  Mar  10,  1904. 
Oct   12.   1900.  _nom 

Minerva  pl|  w  s,  130.4  s  Jerome  av,  25  to  Creston  av,  xl29.2x50x 

Creston  avj  100.8,  except  part  for  Creston  av.  vacant.  Rachel 
Goodman  to  Lillie  Haas.  Mort  $900.  Sept  27.  Oct  15,  1900. 
12:3319.  nom 

Oak  Tree  pi.  No  897,  n  s,  128.4  w  Hughes  av,  16.8x115,  2-sty 
frame  dwelling.  Jennie  Hughes  to  Wm  L  Hughes.  Q  C.  All 
title.     Aug  23.     Oct  18,   1900.     11:3070.  700 

Oakland  pi.  No  1003,  n  s,  100  e  Clinton  av,  22.7xl08.8x22.10x 
109.4.  2-sty  frame  dwelling.  Joseph  Blum  to  Pietro  Pizzi.  Oct 
18,   1000.      11:3094.  •  other  consid   and   100 

*Poplar  St.  n  s.  and  being  lot  10  map  J  J  Gleason  at  Westches- 
ter, 25x140.  Joseph  J  Gleason  to  John  F  Flood  and  Michael 
Holland.      Oct   11.      Oct   13,   1900.  nom 

Spring  st[  between  s  s  104th  |t,  and  n  s  of  101st  st,  and  in  Grove 

Lewis  st  I  and  Ella  sts  in  blocks  aforesaid.  Release  easements, 
&c.  Wm  E  and  Eliz  A  Diller  to  whom  it  may  concern.  Oct 
10,   1905.      Oct   18,   1900.     9:2461.  nom 

Same  property.  Release  easements.  Wm  McCafferty  et  al 
HEIRS.  &c,  Robert  McCafferty  to  same.  May  19,  1906.  Oct 
IS,    1900.      9:2400.  '    nom 

*Sycamore  st,  w  s,  400  n  Syracuse  av,  — x — .  Release  mort. 
Annie  V  Taylor  to  Walter  W  Taylor,  of  Winterhaven,  Florida. 
Oct   12.      Oct   10,   1900.  nom 

*Taylor  st,  e  s,  12.5  s  Columbus  av,  25x100,  2-sty  frame  dwell- 
ing. Bertha  Huber  to  John  Haut.  Mort  $4,300.  Oct  11.  Oct 
12,  1900.  other  consid  and  100 

137th  st,  Nos  718  and  720,  s  s,  195  w  Brown  pi,  .50x100,  two 
5-sty  brk  tenements.  Joseph  Kleinschnittger  to  Charles  Fuerst. 
Mort    ?20,000.      Oct    10.      Oct    17,    1906.      9:2281. 

other    consid    and    100 

138th  st.  No  674,  s  s,  225  e  Willis  av,  25x100,  5-sty  brk  tene- 
ment and  store.  William  Grosspeter  to  Kilian  Meninger  and 
Karoline  his  wife,  tenants  by  entirety.  Mort  $16,000.  Oct  1.5. 
Oct   17,    1906.      9:2282.  other   consid   and   100 

145th  st,  Nos  739  and  741.  n  s,  115  w  Brook  av,  50x99.11,  5-sty 
brk  tenement.  Jennie  Neudorfer  to  John  H  Schroder.  Mort 
$47,500.     Oct  11.     Oct  17,  1900.     9:2290. 

other   consid  and   100 

148th  st.  No  609,  n  s,  100  e  Courtlandt  av,  25x105.3,  vacant.  Wm 
Oppenheim   to   Wm  M   Small,   of   Brooklyn.      Mort   $30,000.      Oct 

15,  1900.     9:2.327.  other  consid  and  100 
148th   st.    No   788,   s   s,   106.8   e   Brook  .av.    16.8x100,   2-sty   frame 

dwelling.   Emma  R  Smith  widow  to  Christine  wife  of  and  Hein- 
rich    Neun.      Mort   $5,900.      Oct    12.      Oct    15,    1906.      9:2274. 

other    consid    and    100 

149th  st,  No  9.56,  s  w  s,  125  s  e  Robbins  av,  30x80,  2-sty  frame 
tenement  and  store.  Mary  Fetzer  to  Lorillard  Realty  Co.  Mt 
$2,700.      Oct   15.     Oct   IS.   1006.      10:2579.     other   consid  and   100 

1.50th  st,  n  s,  300.1  w  Morris  av,  runs  n  23  x  e  0.1  x  n  95.5  x 
w  100  X  s  118.5  to  st,  X  e  99.11  to  beginning,  vacant.  Marie 
C  Nelson  et  al  EXRS,  &c,  Wm  Nelson  to  Raffaele  Marrazzi, 
John  La  Spina  and  Giuseppe  Ffanco.  Oct  10.  Oct  IS,  1906. 
9:2440.  25,250 

150th  st,  No  9S7,  n  s,  60  w  Union  av,  20x100,  4-sty  brk  tenement. 
Henry  Iffland  to  Frederick  Getz.  Mort  $8,000.  Oct  15,  190(!. 
10:2676.  other  consid  and  100 

161st   st.    No   628,   s   s,  .267   e   Courtlandt   av,   25x65,   2-sty   frame 
dwelling.     Cath  L  Wynne  to  John  F  Kaiser.     Mort  $4,000.     Oct 
•      10.     Oct  17,  1900.     9:2407.  other  consid  and  100 

162d  st.  No  759,  n  s,  53.0  e  Brook  aw.  27x100,  5-sty  brk  tene- 
ment and  store.  Johanna  E  Kuver  widow  to  Frederick  Maier. 
Mort   $14,000.      Oct   15.      Oct   Itj,    1906.     9:2367.  100 

163d  st.  No  772,  s  s,  174  w  3d  av,  25x100x26.10x100.  5-sty  brk 
tenement,  Jonathan  D  Hamilton  et  al  to  Oscar  H  Vaupel.  Mt 
$16,000.      Oct    15.      Oct    17,    1906.      9:2367.  nom 

163d  st.  No  929,  n  s,  44  e  Jackson  av,  25.xS6.4,  4-sty  brk  tene- 
ment. Fredk  P  Schmidt  et  al  HEIRS,  &c.  George  Schmidt  to 
Daniel   Schneider.     Q  C.     Oct  16.     Oct  18.  1906.     10:2649.       nom 

167th  st,  n  w  cor  River  av,  81x80,  three  2-sty  and  one  3-sty  frame 
dwellings.  Nicholas  Hodes  to  Benjamin  Jaffe.  Mort  $19,700. 
Oct  15.     Oct  17.   1906.     9:2489.  other  consid  and   100 

167th  st  I  n  s.  140.4  e  Jerome  av,  81  to  w  s  River  av,  xSO,   three 

River  av]  2  and  one  3-sty  frame  dwellings.  Geo  W  McAdam 
et   al   to   Nicholas   Hodes.      Oct   10.     Oct   16.   1906.      9:2489. 

other  consid  and   100 

*173d  St.  w  s,  250  s  Gleason  av,  25x100.  Stephen  McBride  to 
Christina    Ringsinger.      Mog.    $3,500.      Oct    16.      Oct    18,    1906. 

nom 

173d  st,  No  719,  n  s,  100  e  Park  av.  50x100,  1-sty  frame  dwell- 
ing and  3-sty  frame  building  in  rear.  FORECLOS.  Frank  D 
Arthur   (ref)    to   Morris  Offner.      Correction  deed.     Oct  10.      Oct 

16,  1906.      11:2906.  8,200 
Same    property.      Carl    F    Muxoll    to    same.      Q    C    and    correction 

deed.      Mort   $5,400.      Oct   7.      Oct   16,    1906.      11:2906.  nom 

*177th   st,   n   s,   175   e   Bronx  Park   av,   25x100.     Andrew  Wick  to 

Jacob   Cohen.      Oct   10.      Oct  17,    1900.  other  consid  and   100 

179th    st,  ■  n    s,    100    e    Clinton    av,    21.11x100x22.2x100,    vacant. 

Wm    J    Powers    to    Antonio    Galiani.      Oct    15.      Oct    10,    1906. 

11:3094.  .        100 

179th   st.    No   978.    s    s,   100  w   Clinton   av,    10.8x95,   2-sty   frame 

dwelling.     Mary  E  F  McMahon  to  Mary  A  wife  of  Thos  J  Ford. 

Mort   $2,.500.      Dec  21.   1903.     Oct   13,   1906.     11:3092.  nom 

180th   St.    No    6l>6,    s   s,    61.9    w   Park   av,    16.9x94.8,   2-sty   frame 

dwelling.      Robt   M   Skinner   to   Samuel   F  Foster.     Mort  $3,000. 

Oct  15.     Oct  10.,   1906.     11:3029.  nom 

188th  st,   Nos  960  and  962|   s   s,   SO  e   Cambreling  av,   runs   s  95  x 
Crescent  av  1     e  27  to  w  s  Crescent  av,  x  n  97.8  to 

st,  X  w  .59.2  to  beginning,   with  all  title  to  land  adj   on  east  to 

w  s  of  Beaumont  av,  two  2-sty  frame  dwellings.     Eli»W  Burke 

to    Antonio    Juiliano    and    Giuseppe    Modono    and    Leanardo    La- 

casa.      Oct  8.      Oct   12.   1906.      11:3090.  nom 

197th  st,  s  s,  6.11  e  Valentine  av,  25x90,  vacant.     Edw  J  McCabe 

to    Elizabeth   Cantrell.      Oct   4.      Oct    12,    1900.      12:.3301.         nom 
202d   St.   late   Tower   pi,   n   s.    110  e  Webster  av,   25x100,   vacant. 

Matilda    Massa   to   Mary   A   Costello.      Oct   10.      Oct   12,    1906. 
12:3330.  '  nom 


*215th  st,  n  s,  20O  w  0th  av,  50x100.  Release  mort.  Mallnda  Q 
Mace  et  al  as  TRUSTEES  to  Fabrizio  Lipis.  Oct  2.  Oct  17, 
1906.  800 

*220th  st,  s  s.  105  e  4th  av.  25x114.  Wakefield.  Knickerbocker 
Savings  and  Loan  Co  to  Morgan  M  Snowden.  Oct  9.  Oct  16, 
1900.  other  consid   and   100 

*228th  st  (14th  av),  n  s,  105  w  5th  av,  50x114,  Wakefield.  Ja- 
cob Sorin  to  Charles  Dammeyer.  Mort  $1,000.  Aug  16.  Oct 
16,    1900.  nom 

*22Sth  st  (14th  av),  n  s,  105  w  5th  av,  50x114.  Wakefield.  Chas 
Dammeyer  to  Chas  D  Graff.  Mort  $1,(XI0.  Oct  16.  Oct  18. 
1906.  other  consid  and  1(X) 

*22Sth  st,  n  w  cor  Prospect  Terrace,  80x19,  Wakefield.  Release 
mort.  Edw  J  Chapman  to  Chas  J  Chapman.  Oct  12.  Oct  15, 
1900.  nom 

*231st  st,  s  s,  80.6  w  White  Plains  road,  25x114,  Wakefield.  En- 
rico Pandolfo  and  ano  to  Angelo  Pandolfo.  Mort  $^ — .  July 
16.     Oct   18,    V.mi.  nom 

*233d  St.  s  s.  330  e  5th  av,  25x114,  except  part  for  233d  st,  Wake- 
field. Charles  Dammeyer  to  Frank  M  Hill.  Oct  13.  Oct  15, 
1906.  .  other  consid  and  100 

234th  st,  n  s,  435  w  Katonah  av,  50x100,  vacant.     Warren  E  Sam- 
mis   to   Henry   Seebeck.      Mort   $900.     Oct  6.      Oct   12,   1006. 
12:337.5.  other  consid  and  100 

*235th  st  (21st  av),  s  s,  330  e  2d  st,  75.4x114.6,  Wakefield.  Theo 
Lohr   to   Amelia   Lohr.      Oct   12,   1906.  nom 

23(!th  st,  s  s,  380.4  w  Oneida  av,  runs  w  along  n  s  of  Opdyke  st,. 
52.7  X  n  8.3  to  s  s  236th  st.  new  line,  x  e  —  to  beginning,  being 
gore  bet  old  and  new  liutes  of  st.     Rosa  Elsas  to  Arthur  H  Wa- 


dick.      Q    C.      Sept    1:      Oct   12.    1900.      12:3306. 


nom 

Same  property.  Arthur  H  Wadick  to  Geo  W  Lockwood,  of  Yon- 
kers,   N   Y.      Sept   1.      Oct   12.   1906.      12:3.360.  nom 

*Av  Bj  e  s,  extends  from  3d  to  4th  sts,  216x205,  Unionport.     Wm 

3d  st   I     A   Boyd  to  Max  Meyer.     Mort  $8,000  and  all   liens.     Sept 

4th  st  I     28.      Oct    12,    1900.  other   consid  and   100 

Aqueduct  av,  e  s,  on  curve  201.3  s  from  s  s  of  Aqueduct  av  or 
Featherbed  lane  and  w  s  Plympton  av,  runs  s  along  Aqueduct 
av.  on  curve  30  to  a  tangent  x  s  along  e  s  Aqueduct  av  and  on  a 
tangent  399.6  to  another  point  of  tangent,  x  s  on  a  curve  along 
said  e  s  of  av,  185.10  to  c  I  Old  Undercliff  av,  x  e  131  x  n  299 
X  e  10  X  n  IOC)  x  n  again  125.11  and  49.4  x  w  66.9  to  beginning, 
3-sty  frame  dwelling  and  vacant.  Release  mort.  Century 
Realty  Co  and  the  Knickerbocker  Trust  Co  to  Webster  Realty 
Co    and    Leopold    Weil.      Oct   8.      Oct    16,    1900.      11:2875.    23,000 

Aqueduct  av,  e  s,  on  curve  201.3  s  from  s  s  Aqueduct  av  or 
Featherbed  lane  and  the  w  s  Plympton  av,  runs  s  along  e  b 
Aqueduct  av,  on  curve  30  to  a  tangent,  x  s  along  e  s  Aqueduct 
av  on  a  tangent  399.5  to  another  tangent,  x  s  on  a  curve  and 
along  e  s  of  said  av  185.10  to  c  1  Old  Undercliff  av,  x  e  131 
X  n  299  X  e  10  X  n  100  and  125.11  and  49.4  x  w  60.9  to  begin- 
ning. 3-sty  frame  dwelling  and  vacant.  Webster  Realty  Co  to 
Maver  S  Auerbach.  7-10  parts.  All  title.  Oct  16.  Oct  17, 
1906.      11:2875.  .  other   consid   and   100 

Arthur  av.  w  s,  10.8  s  182d  st,  33.4x80,  two  3-sty  frame  tene- 
ments. Release  mort.  American  Mortgage  Co  to  Herman  Kahn. 
Oct  11.     Oct  12.  1901).     11:3063.  13,333.33 

Same  property.  Herman  Kahn  to  Minnie  C  Klingbeil.  Mort  $7.- 
.500.     Oct  11.     Oct  12,  1906.     11:3003.  other  consid  and  100 

Alexander  av,  w  s,  old  line,  7.5  n  140th  st,  strip  runs  e  0.7  to  w 
s  of  Alexander  av.  new  line  x  n  2.5  x  w  0.7  x  s  25  to  beginning. 
Henry  Muller  to  Christian  Krausch.  All  title.  B  &  S.  Oct  5. 
Oct   15,   1906.     9:2315.  .  nom 

*Arnold  av,  e  s,  175  s  Alice  st,  25xl(X),  2-sty  frame  dwelling. 
Throggs  Neck.  Nicholas  Falcone  to  Donato  Figliola.  Mort  $1.- 
7.50.     Oct   1.3.     Oct  15,   1906.  other  consid  and  100 

Boston  road,  w  s.  288.6  s  Jefferson  pi,  50x70x75x70.9,  vacant. 
Pincus  Lowenfeld  et  al  to  Martin  B  Hofman.  Mort  ,$8,000.  Oct 
15.     Oct   16.  1900.     11:2934.  other  consid  and  100 

Belmont  av,  e  s.  100  s  lS7th  st,  50x100,  vacant.  Mary  E  Foley 
to   Antonio  Staffa.     All   liens.      Oct  8.     Oct   16.   ISXIO.      11:3074. 

other  consid  and  lOO 

Bainbridge  av.  No  2563|  w  s,   114  n  Coles  pi  or  lane,  18x70  to  Poe 

Poel  pi  I  pi,  with  all  title  to  land  lying  in  Poe  pi  in 

rear   of   above,   3-sty  brk  dwelling.  •  Wm  C   Bergen   to  James   A 
Regan.      Mort   $4  000.     Oct   15.      Oct   16,   1906.      12:3293. 

other  consid  and   100 

Bryant  av,  e  s,  abt  178  n  Freeman  st,  50x1(90.  vacapt.  Flor- 
ence  Hill   to   Sadie   Hofflin.      Mort  $3,000.      May  27.   1905.      Oct 

other    consid   and    1(X) 
w  s,  157.11  n  194th  st,  27x72.5x27x71.3, 
J  J  Karbry  O'Kennedy  to  Louisa  Arnold. 
Oct  10,  1900.     12:3294. 

other  consid  and  100 

Bathgate  av.  No  1736,  e  s,  25  n  174th  st.  26.2x95.6x26x95.0,  4- 
sty  brk  tenement.  Albert  Lyone  to  Susie  Mang.  Mort  $15,000. 
Oct   15.      Oct   16.    1906.      11:2922.  other   consid   and   100 

Bathgate  av.  No  2265,  w  s,  217.8  s  lS3d  st,  45.4x167.3x45.4x167.6, 
2-sty  frame  dwelling  and  vacant.  Release  mort  of  land  which 
lies  w  of  a  line  90  w  Bathgate  av.  Thos  C  Stephens  to  Henry 
Farrell.      July  13,   1905.     Oct  15,   1906.     11:3050.  1,500 

*Broadway,   e  s,   122.1  s  Pelham  road,  50x100. 

Middletown  road,   n  w  cor  Amsterdam  av,   50. 2x117. 7.\50xl22.3. 

Robin  av.   w  s,  at's  e  s  Pelham  road,   runs  s  154.5  x  w  100  x  i 
25  X  e  25  x  n  .84.11  to  road,  x  n  e  87.2  to  beginning. 

Edison  av,  w  s.  175  n  Tremont  road.  25x190  to  e  s  Pilgrim  av. 
Release  mort.     A  Morton  Ferris  to  Bankers  Realty  and  Security 
Co.     Oct   16,   1906.  2,750 

*Broadway.  at  Edison  av.  south  of  Pelham  road,  runs  s  along 
Broadway.  175.9  x  w  93.4  to  Edison  av,  x  n  148.10  to  beginning, 
gore.  CONTRACT.  Bankers  Realty  and  Security  Co  with  Si- 
mon Ginsberg  and  Elias  Samson.     Nov  29,   1904.     Oct  18,   1906. 

1,700 

Briggs  av,  e  s,  315.9  s  194th  st,  39.8x94.3x38;ll.x91.2,  vacant. 
Release  mort.  Hamilton  Bank  of  N  Y  City  to  Mary  E  Mor- 
gan.     Oct    17.      Oct   IS,   1906.    •12:.3293.  nom 

Brook  av  I  s    e    cor    139th    st,    100.5x37.10xl(X)x47.4.    0-sty 

139th  St.  No  7781  brk  tenement  and  store.  Release  mort.  Wm 
T  Hookey  to  The  Steimann  Really  Co.  Oct  10.  Oct  17,  1906. 
9:2266.  other    consid    and    100 

Brook  av  |s     e     cor     139th    st,    l(X).5x37. 10x100x47. 4,    0-sty 

139th  st.  No  7781  brk  tenement  and  store.  Release  3  morts. 
Wm  T  Hookey  to  The  Steimann  Realty  Co.  Oct  16.  Oct  18. 
1900.      9:2266.  other   consid  and   100 

Same  property.  Release  mort.  N  Y  Trust  Co  to  same.  Oct  1(5. 
Oct   18,   1906.      9:2266.  other  consid   and   1,000 

Same  property.  Steimann  Realty  Co"  to  Alex  E  Cohen.  Mort 
$.50,{MKI.      Oct    17.      Oct    18,    1900.      9:2206.  nom 

Boston  road.  No  1440,  s  s,  (>9  e  Prospect  av,  25x90,  4-sty  brk 
tenement  and  store.  Mary  L  Ryan  to  Robert  B  McLoughlln, 
Brooklyn.      Mort  $11,000.     Oct   8.      Oct   13,   1906.      11:29<J3. 

other  consid  and  100 


16,    1906.      11:2999. 
Bainbridge  av.  No  2657, 
2-sty  frame  dwelling. 
Mort   $4,000.     Oct  15. 


The  text  of  these  i>ageB  Is  coprrlghted.     All  lighta  are  reterrad.         Motlc*  li  herebx  (iTflD  that  IntrtnfemAnt  irHl  iMid  to  prMeootion. 
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*Broaaway,  e  s,  122.1  s  Pelham  road,  50x100.  Bankers  Realty  & 
Security  Co   to   Frederic  A  Well.     Oct   12.     Oct   VS.  liKlC. 

other    consid    and    100 

*Bracken  av.  e  s,  375  s  Jefferson  av,  50x100.  Land  Co  A  ot  Eden- 
wald   to   Morris   Lipps.     Oct  1.     Oct  15.   lUOO.  nom 

*Barkley  av,  n  w  cor  Vincent  st,  50x100.  Alexander  Thern  to 
Aaron  and  Morris  Guttman.     Mort  $820.     Oct  13.     Oct  15,  1906. 

Burnside  av,  n  s,  108.5  e  Anthony  av,  50.10x00.0x42.1x72.0,  va- 
cant. Arthur  E  Smith  to  Wm  B  Potter,  of  Brooklyn.  All  liens. 
Sept   lil.     Oct   17,   lOllli.      Ik315(;.  other  consid  and  100 

Same   property.      Wm   B   Potter   to    Louis   Meyer   Realty   Co.      Mort 

$7.(K)0.      Oct   10.      Oct   17,   I'.KIO.      ]1:;')15(1.        other  consid  and   100 
Cauldwell  av  I   w   s,    100.5   n    Kl.ith   st.   70x110.4   to   s   e   s   Boston 
Boston  rd        |     road,    xS2.11xlli:{.ll.    vacant.       Samuel    Green    to 
Johanna    Schlosser.      Mort    $20,(H10.      Oct    10.      Oct    17.    10t)l>. 
10:2022.  other   consid   and    100 

Creston  av.  No' 2087,  w  s,  372  s  lOOth  st.  late  Donnybrook  st, 
50xUlO,  2-sty  frame  dwelling.  Luke  S  Van  Zandt  to  Elizabeth 
Essig.      Oct    10.        Oct    17,    lOtlO.      12:3310.  nom 

Courtlandt  av.  No  578,  e  s,  40.5  u  1.50th  st,  17x100,  5-sty  brk 
tenement  and  store.  John  Muth  to  Anna  C  E  Schreiber,  ot 
Brooklyn.  Vz  part.  All  title.  Mort  $13,000.  Oct  Hi.  Oct 
17.    11100.     0:2307.  other   consid   and    100 

*Columbus  av.  n  s,  50  w  Garheld  st,  25x100,  V'^n  Nest  Park. 
Annie  Remington  to  Edward  Brown.  Mort  !f.),50l).  Oct  11. 
Oct   17.    1900.  other  consid  and  100 

Cauldwell   av|  w    s,    100.5   n   105th    st,    70x119.4   to    s    e   s   Boston 
Boston  road   I     road,    x82. 11x103. 11    to    beginning,     vacant.       Jo- 
hanna  Schlosser   to  Joseph   A   Richter.      Mort   $24,0!I0.      Oct   17. 
Oct    18.    lOOIi.      10:2022.  other  consid  and   100 

*Cedar  av.  —  s.  lOO  s  Bartholdi  st,  lot  5  on  map  420  of 
building  lots  near  Williamsbridge  Station.  A  Shatzkin  &  Sons 
to  Pasquale  Falcone  and  Francesco  Stabile.  Mort  $540.  Oct 
1(1.     Oct   18,  lOtJC).  other  consid  and  loO 

*Columbus  av,  s  s,  .52  w  Van  Buren  st,  20x — ,  2-sty  frame  dwell- 
ing. John  B  Marion  to  Ignazio  and  Angelo  Morrone.  Mort 
$8  000.      Oct    18,    liltlC.  nom 

*Commonwealth  av,  w  s,  50  s  Tacoma  st.  50x100.  2-sty  frame 
dwelling.  Isaac  L  Michael  to  Friedericka  Weber.  Mort  $4. .500. 
Sept  27.     Oct   18.  1000.  other  consid  and  500 

*Crosby   av.   e   s,   225   s   Waterbury   av,   25xl(X).      Hudson   P   Rose 

Co  to  Francesco   Pressimone.      Oct  5.      Oct    18,    1900.  nom 

Clay  av.  No  1310,  e  s,  94,0  n  KiOth  st,  19x80,  2-sty  frame  dwell- 
ing. Thornton  Bros  Co  to  Catherine  Norz.  Mort  .$4, .500. 
Oct  10.     Oct   18,   1900.      11:2887.  other  consid  and  100 

Clay  av.  No  13(18,  e  s,  70  n  109th  st,  18.9x80,  2-sty  frame  dwell- 
ing. Thornton  Bros  Co  to  John  Ellerich.  Mort  .$4  8IM».  Oct 
1(1.      Oct    18,    1<;00.      11:2887.  other   consid    and   100 

*Corsa  av.  s  s.  .50  e  Cedar  av.  50x100  and  being  lots  300  and  301 
map  Laconia  Park.  FORECLOS.  Cromwell  G  Macy,  Jr,  (ref) 
to   Edw  J   Gallagher  and   Harry   Mayer.     Oct  11.      Oct  12,   1900. 

],.595 
Courtlandt    av,    n    e    cor    149th    at,    strip    5x100.      Maria    A    Suhr 
INDIVID,    EXTRX    and    TRUSTEE    William    Suhr    to    Samuel    E 
Jacobs.     C   a   G.      Oct   11.      Oct   12,   1900.      9:2.328.  7,(J00 

Crotona  av,  at  intersection  Grove  av,  runs  n  along  e  s  Grove  av 
to  point  34.4  n  181st  st,  late  John  st,  x  —  to  w  s  Grove  av.  x 
s  .50  to  beginning.  Release,  Q  C,  &c.  Walter  C  Reid  et  al  to 
Frances  A  and  Bridget  M  Regan.  All  title.  Feb  15.  Oct  10, 
1900.      11:3083.  nom 

Crotona  av,  at  intersection  Grove  av,   runs  n  along  e  s  Grove  av, 
to   point   344   n   181st   st.   late   John   st,   runs   thence   along   said 
parallel   line   to'w   s   Grove   av,   .50  ft,  x  e  —  to   beginning.      Re- 
lease, Q  C,  &c.     Augustus  A  Grote  et  al  to  Frances  A  and  Brid- 
get   M    Regan.      Feb   28.      Oct    10,    1900.      11:.3083.  nom 
Crotona   Park    N,    No   937.    n   s,    128.0   e   Arthur   av,   25x90.nx2.5x 
.89.11.   2-sty    frame    dwelling.      Alice   G   Chave    to   Charles    Reilly. 
Mort   $3,.50O.      Oct    10,    1900.      11:2044.         other   consid   and    100 
Clay    av.    No    1041,    w    s,    49.11   n    105th    st,    25.1x100,    3-sty    brk 
dwelling.     Amelia  Neugroschl  to  Lena  Ehrenreich.     Mort  $7, .500. 
Oct    15,      Oct    10.    liXlO.      9:2428.  nom 
■Cauldwell    av,    No    .877,    w    s,    37    n    101st    st,    18x100,    3-sty   brk 
dwelling.     Anna  Wengenroth  to  Anna  C  Morhard.     Mort  .$5  000. 
Oct    15.      Oct    10.    1900.      10:2027.  100 
*Edison  av|  w   s,    2.50   n    TrerBont    road,    runs   w    190   to    e    s    Pil- 
Pilgrim  av  j     grim  av,   x  n  37.4  x  n  e   15:0  x  e   LSI  to   w  s   Edison 
av,    X    s    .50    to    beginning,    Tremont    terrace.      Frederick    Ehren- 
berg    to    Archibald    W    Comstock    of    Ivoryton.    Conn.      Mort    $1,- 
000.     Oct   10,     Oct   17,   1900.                                other  consid   and  100 
♦Eastern  Boulevard]  s   w   cor   Madison   av.    100x200   to   e   s   Gains- 
Gainsborg  av            |     borg    av,    xl00x202,l.       CONTRACT.       Bank- 
ers   Realty   and    Security    Co    with   J    Lawrence    Davis.      Feb    8, 
1905.      Oct    17.    19CM;.                                                                             9,275 
Eagle   av.   No   054,    e   s,   337.9  n   Westchester   av.    16.8x115,   3-sty 
frame   tenement.      George   De   Silva   to   Carrie   Renz.      Mort   .$4.- 
OOO.     Oct  11.     Oct  18,  1900.     10:2(j24.              other  consid  and  100 
*Edison   av,    e   s,   375   n   Tremont   road,   25x93.4x29.0x109.      CON- 
TRACT.     Bankers    Realty   and    Security    Co   with   Ellas    Samson 
and   Simon   Ginsberg.     July  20.   1905.      Oct  18,    1900.  0(10 
Elton  av.  No  899,  n  s,  03.8  w  l(i2d  st,  runs  w  31,10  x  n  w  105,4 
X   n    e   25   x   s   e    124   to   beginning,   vacant.      John   J   Malzacher 
to   Honora  Corbett.     Mort  $4,250.     Mar  2G.     Oct  18.  1900.     9:- 
2383.                                                                                                        nom 
Eastburn   av,   s   e  cor  173d  st,  40.8x95,  vacant..    Chas   A  Weber 
to   Caroline   A   Weber   widow.      %   part.     Mort   .$3,(J00.      Oct    10. 
Oct   IS,   1900.      11:2793.  100 
Forest   av.   No   1179,   w   s,   277.1   n   Home   st.   19.3x87.7x19.8x87.7, 
3-sty  frame   tenement.     Friedericke  Dierolf  to  Friedrich  MuUer. 
Mort   $5,000.     Oct    l(i.      Oct   17,   190(i.      1(1:20.52.                                nom 
Grand  av,   e  s,  407.8  s  Burnside   av,  25x90,  2-sty  frame  dwelling. 
Release  mort.      Manhattan   Mortgage  Co  to  the  Lockinvar  Realty 
Co.      Oct   13,      Oct.  15.   190(i.      11:2870.                                                   nom 
Grand   Boulevard   and   Concourse,   e   s,   207.0   s   190th  st,   50x73, .3x 
50x73.5,  vacant.      Robt  J   Rooney  to  Delaware  and  Hudson   Real- 
ty and  Inipt  Co.-     Mort  $1,200  and  all  liens.     April   7.     Oct   18, 
1900.      12:.33p5.                                                      other    consid    and    100 
Grove  av,   e  s, '294  n  e  181st  st,  late  John  st,  runs  n  .50  x  w  — 
to   w  s  Grove  av,  x  s  50  x  e  —  to  beginning.    Frank  O'Rourke 
and  Elizabeth  his  wife  to  Frances  A  and   Bridget  M  Regan.  All 
title.      B  &  S.     Oct  15.     Oct   10,   1900.      11:30.83.                          nom 
Grove  av,   w  s,  294  n  e   181st  st,   late  John  st,  runs  s  e  —  to  w 
s  Crotona  av,  x  s  —  lo  s  s  lot  50  x  n  w  —  to  Grove  av,  x  n  — 
along    e    s    Grove    av,    —    to    beginning,    being    part    lot    5t!    map 
East  Tremont,   with  all  title  to 
Grove  av.  at  intersection  Crotona  av.  runs  n  along  e  s  Grove  av, 
to  point  294  n  181st  st,  late  John  st,  x  w  —  to  w  s  Grove  av,  x 
s   30  X   e  —  to   beginning.  j 
Frances    A    and    Bridget    M    Regan    to      Frank      and      Elizabeth 
O'Rourke,    tenant    by   entirety.      B   &   S.      Oct    15.      Oct   10,    1906. 
11:3083.                                                                                                         nom 


Hughes  av,  w  s,  200  s_  18Sd  st,  50x100,  vacant.  Moritz  Klein- 
mann  to  Hyman  Axelroad  and  Nathan  Cohn.  Mort  $1,.500.  Oct 
2.      Oct    10.    1900.      11:.3071.  nom. 

Hughes  av,   w  s,  275  s  William  st,  25x87.0,  vacant. 

Crescent  av,  n  w  s,  11.9  from  corner  formed  by  w_s  Hughes  av, 
X  n   w   s  Crescent   av,   runs   w  .SO  .x  s  25  x   e  59,7   to   Crescent 
av,   X  n  e  32.4  to  beginning,   except  parts  for  Crescent  av. 
2-sty    frame    dwelling. 

Meyer    Goldberg    et    al    to    Antonio    Panzera.      Mort    $2,500   and 
all    liens.      Oct    15.      Oct    17.    190(i,      11:3073. 

other   consid    and    100 

Heath  av  |   e  s.  795.3  s  Kingsbridge  road,   runs  s  50  x  e 

Kingsbridge  terrace|  8(J.10  to  n  w  s  Kingsbridge  terrace,  x  n  e 
70, ()  x  w  130.5  to  beginning,  vacant.  Sumner  Deane  to  Jacob 
Rosberg.  Brooklyn,  N  Y.  Mort  .$4,0.50.  Oct  12.  Oct  15,  1900, 
11:.3240,  .  other  consid  and  100 

*Jefferson  av,  s  s,  7.5  w  Jones  av.  25xl(X).  Land  Co  B  of  Eden- 
wald  to  Israel   Polinsky.     Sept  12.     Oct  15,  1906.  nom 

Jackson  av.  No  903,  w  s.  212,10  s  l(i3d  St.  19x75,  2-sty  brk  dwell- 
ing, Christina  Wiehe  widow  to  Lizzie  E  Allright,  Mort  $0,000. 
Oct    13.      Oct   15,    1900.      10:2038.  nom 

Jackson  av.  No  10U5,  c  1.  94.2  s  105th  st,  runs  s  along  said  c  1 
16.8  x  w  100  X  n  10.6  x  e  17,2  x  n  0.2  x  e  82,10  to  beginning, 
except  part  for  av,  3-sty  frame  tenement.  Mathilda  Roeth  to 
Nanny  wife  ot  Louis  Prival.  Mort  $3,000.  Oct  15.  Oct  10, 
1900.     10:2630.  other  consid  and  100 

Jerome  (Lexington)  av,  s  e  cor  l.S3d  st,  43x100,  vacant,  George 
Bank  ADMR  George  Banks  to  Jqseph  Hamershlag.  Q  C  and  all 
rights,    &c,    under    tax    lease.      Oct   8.      Oct   16,    1900,      11:31.86. 

100 

Jerome  av,  (Central  av),  w  s,  bet  160th  and  170th  sts,  and  being 
lot  294  map  Inwood,  25.8x130.3x25x136,2.  Albert  C  McMillan 
to  Virginia  wife  Albert  C  McMillae.  C  a  G.  Oct  1.  Oct  12, 
1906.      11:28.56.  other   consid    and    1,000 

Katonah  av,  e  s,  127.0  n  236th  st,  28x85x27,1x85,  2-sty  frame 
dwelling.  Samuel  Dodge  to  Eliza  J  Moore.  Mort  $4,000. 
Oct  11,     Oct  12,  1906.     12:3385.  other  consid  and  100 

Morris  av,  s  w  cor  l.S3d  st,  50x108,  except  part  for  st,  vacant. 
Mary  Healy  to  Maria  S  Simpson.  Oct  15.     Oct  16.  1900,  11:31.8::, 

other   consid   and    100 

*Maple  av.  n  s,  .50  w  1st  av,  25x100,  Westchester.  Robert  Moore 
HEIR,  &c,  Wm  Moore  to  Frank  McGarry,     B  &  S.     Oct  15.     Oct 

16.  1900.  nom 
*Same    property.       Release    dower.      Harriet    E    Moore    widow    to 

same.      Oct    13.      Oct   16,    1900.  nom 

*Monticello  av,  w  s,  400  n  Jefferson  av,  75x100,  Edenwald.  Geo 
D   Urban   to   Peter  Friedrich.      Oct    12.     Oct   10,    lil06,  nom 

Mapps  av.  No  2059,  w  s,  173,1  n  179th  st,  21,10x145,3,  2-sty  frame 
dwelling.  Henrietta  Schubert  to  Joseph  W  Cousin.  Mort  .$4,- 
(.00.      Oct   12.     Oct   13,   1906,     11:3109,  other  consid  and  100 

*Mayflower  av,  e  s,  25  s  Evelyn  pi,  25x100.  Regent  Realty  Co  to 
Salvatore    Chiovotto.      Oct   11.      Oct   13,    190(i. 

other  consid  and  100 

*Monticello  av,  w  s,  400  n  Jefferson  av,  75x100,  Edenwald.  Oscar 
Marx  to  Geo  D  Urban,  Englewood,  N  J.     Sept  28.     Oct  12,  190t>. 

nom 

Morris  av.  n  e  cor  1.5Sth  st.  51  xlOlx.53. 3x101,  C-^ty  brk  tene- 
ment. Bronxland  Realty  Co  to  Royal  L  Wolcott.  Mort  .$00.- 
000.      Oct   1.      Oct   12,   1900.     9:2420.  100 

*Middletown  road,  n  s,  50.3  w  Amsterdam  av,  runs  n  117.7  x  e 
50  to  av,  X  s  122.0  x  w  50,2  to  beginning.  Bankers  Realty  & 
Security  Co   to  Herman   Jacobs,     Oct   10,     Oct   18,   1906, 

other  consid  and   100 

*Madison  av,  s  w  cor  Gainsborg  av,  .50x100.  CONTRACT.  Bank- 
ers Realty  and  Security  Co  with  Jacob  Klein  and  'Wm  Schein- 
man.      Mar    14,    1905,      Oct    18,    1900.  1,825 

*Madison  av.  s  s,  75  w  Gainsborg  av,  75x100.  CONTRACT, 
Bankers  Realty  and  Security  Co  with  Jacob  Klein.  Aug  11^!, 
1905.      Oct    18,    1900.  2.500 

Mosholu  Parkway  South,  s  e  cor  Bainbridge  av,  28. 3x104.5x42, .5x 
116.10,  vacant.  Wm  C  Bergen  to  Frank  Eberhart.  Oct  17. 
Oct    18,    1906.      12:3299.  other    consid    and    1CM3 

Mosholu  Parkway  South,  s  s,  28,3  e  Bainbridge  av,  42x104,5x37.0 
x8G.ll,  vacant.     William   C  Bergen   to  Augustus  Gareis.  Jr.     Oct 

17.  Oct   18,   1900.      12:3299.  other  consid  and   100 
Morris  av,   late  Kirkside  av,  n  w  cor  19(ith  st,   late   Wellesley  st, 

l<IO.4x5(!xl('0x47,ll,  2-sty  frame  dwelling.  Fannie  wife  of 
and  Philip  Toiissaint  to  ^Theodore  E  Schulz.  Mort  .$9,500. 
Oct   16.      Oct   17,   1906.      12:3318.  other   consid   and   lOO 

Morris  av.  No  1870,  s  w  cor  Mount  Hope  pi,  32,7.x9.5,  2-sty  frame 
dwelling.  Earnest  R  Eckley  to  Thekemer  Realty  Co.  Mort 
$7,.500.      Oct    15.      Oct    17,    1900,      11:2827.  nom 

*Middletown  road,  n  s.  86,8  e  Waldo  pi,  75x100.4x75x103.  CON- 
TR.ACT,  Bankers  Realty  and  Security  Co  with  Alexander  Otes. 
Sept    14.       Oct    17,    1900.  3  000 

*Mulford  av,  w  s,  175  n  Alice  st,  100xl(X>,  Throggs  Neck,  Jo- 
seph  Sbleman  to  Joseph   R  Turgeon.      Oct   15,   1906.  nom 

Norwood  av,  late  Decatur  av,  w  s,  275  s  209th  st,  ,50x100.  va- 
cant. Tommaso  Giordano  to  Thomas  F  Riley  and  John  Lough- 
ney.      Mort   .$4,200.      Oct    15.      Oct    l(i,    1900.      12:3351. 

other   consid   and  100 

*North  Chestnut  Drive,  n  s  and  being  lot  96  amended  map 
Bronxwood  Park,  at  Williamsbridge,  40xl00.x40x99,5,  2-sty 
frame  dwelling,  Chas  W  Riedengier  to  Marks  Wolff.  Mort 
$2,750,       May    16,       Oct    16,     1900.  other    consid    and    1(X) 

*Same  property.  Chas  M  Preston  as  recvr  of  N  Y  Bldg  Loan- 
Banking  Co  to  Chas  W  Riedenger,  B  &  S,  Mort  $2,750.  Mar 
12.      Oct    10,    1906.  3..500 

Ogden  av.  No  11!18.  e  s,  310  n  167th  st.  runs  e  190  x  n  w  203  to 
av,  X  s  01  to  beginning,  gore,  except  part  for  av,  .S-sty  frame 
tenement  and  store  and  2-sty  frame  stable  and  vacant.  Francis 
J  Fitzpatrick  to  Mary  wife  of  Francis  J  Fitzpatrick.  C  a  G. 
Mort    $1,800.    'Oct    12,    1900.      9:2510,  100 

*Parker  av.  e  s,  175  n  Lyon  av,  .50x100,  Westchester.  John  C 
Danim  to  Emma  S  Phillips.  Mort  $3,250.  Oct  15.  Oct  10, 
IIHK;,  other   consid   and   1(W 

Perry  av,  w  s,  12.8. .3  n  Eclipse  st,  .50x100,  vacant.  Alice  Robinson 
to   Henry   B    Henze.      Mort   .$1,800,      Oct    12,    190(i.      12:.334:!. 

other  consid  and   100 

♦Prospect  terrace,  w  s,  25  n  12th  st,  25x100,  Williamsbridge. 
John   H   Miller   to   Katharina   Hoffman.      Oct   12.      Oct   13,    1906. 

4,800 

Prospect  av,  w  s.  25  s  Oakland  pi,  2.5x100,  vacant.  Thos  F  Gra- 
ham et  al  to  Fbrtunata  and  Filomena  De  Lorenzo,  Sept  24. 
Oct   12,   iflOO.      11:3004.  2,500 

♦Pleasant  (2d)  av,  w  s,  300  n  2d  st,  33.6x100,  Olinville.  Ferdi- 
nand J  Hagan  to  Peter  Hafner.  Mort  .$5,000.  Oct  12.  Oct  18, 
1906.  nom 


Til*   taxt   o(   thes*   pagei   li   coprrtchted.      All   lighti   are   rasenrad.         Notice  is  hereby  glveu  that  Infrlngemeot  will  lead  to  prosecution. 
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RECORD    AND    GUIDE 


Bronx 


6S^ 


Adaptable  for 

Offices  and  Residences 

Systems  of  Less  Than  Five  Stations 


Interior  Telephones 

Fifty  Cents  a  Month 


No  Installation  Charge 
No  Maintenance  Charge 


THE  AHENTION  OF  ARCHITECTS  AND  BUILDERS  IS  PARTICUURLY  CALLED  TO  THE  ADVANTAGES  Or  OUR  SYSTEMS. 
RATES  FOR  SYSTEMS  OF  OVER  FIVE  STATIONS  AND  ALL  OTHER  INFORMATION  MA\  BE  OBTAINED  UPON  APPLICATION 

NEW     YORK     TELEPHONE     COMPANY 


I  15  WEST  38th  STREET 


15  DEY  STREET 


220  WEST  124th  STREET 


Park  av,  e  s,  50  n  lfc'2d  st,  50x100,  vacant.  Ellen  Laugan  widow 
et  al  HEIRS  Lawrence  T  Langan  to  John  Wholey.  Oct.  17. 
Oct    IS,   IIHIU.      11;3(K!,S.  100 

Prospect  av,  e  s.  70-1  s  182d  st,  strip  8.5x207.1  to  w  s  Mapes 
av.  Isaac  W  Decker  to  Nathan  N  Cohen.  Morts  .$1.50,  taxes, 
&c.      Oct   5.      Oct    17,    I'JOO.      11:3110.  nom 

Perry  av,  s  e  cor  Mosholu  Parkway  South,  runs  s  50.4  x  e  110  x 
n  0.5  to  s  s  Parkway,  x  w  123. .5  to  beginning,  2-sty  frame  dwell- 
ing. Basil  K  Denbigh  to  Anton  Larsen.  Oct  12.  Oct  l.'l,  lOIMi. 
12:3281.  other  consid  and  ItX) 

Perry  av,  w  s,  85  s  Mosholu  Parkway  South,  31.3x125,  vacant. 
Wm  C  Bergen  to  Dorothy  A  Donovan.  Mort  $2, .500.  Sept  27. 
Oct  15,   IttOG.     12:32!»l).  other  consid  and  100 

Popham  a,v,  e  s,  .38.10  n  170th  st,  25x100,  vacant.  Archibald  Ham- 
ilton \o   Edw  D  McGreal.     Oct  15,   1900.     11:2877.  100 

*Rosewood  av,.  w  s,  bet  Bartholdi  and  Magenta  st,  lot  S5  on 
map  No  42(i  of  building  lots,  near  Williarasbridge.  A  Shatz- 
kin  &  Sons  to  Francesco  Clulla  and  Gioacchino  Di  Raimondi. 
Mort   $040.      Oct   15.      Oct   17,   190G.  other   consid   and   100' 

•Road  from  West  Farms  to  Westchester,  n  fe,  2!). 5  e  Forest  st, 
2!lxl00x27.0xl00,  Westchester.  Julius  Hammerstein  to  Louis 
Mattlage.      C   a  G.      Oct    17.      Oct   18,   I'.IOU.      other  consid  and    100 

Stebbins  av  |   n    e    cor    Jennings     st.      44.3x10.'!. 10x44. 4x 

Jennings  st,  No  110!)|  101.8,  0-sty  brk  tenement.  George  Cook  to 
Louisa  E  wife  of  George  Cook.  Mort  $4!), 000.  Oct  10.  Oct 
12,    lUOO.      11:2!h;5.  nom 

St  Anns  av,  Nos  443  and  445,  w  s,  25  n  145th  st,  50x100.  5-sly  brk 
tenement.  Mendel  Kaufman  to  Aaron  Zwiebach.  Mort  $3S,0(II). 
Oct  12,   lOOli.     0:2272.  other  consid  and  100 

Southern   Boulevard!  n  w  cor  Brown  pi,  270x100,  5-sty  brk  factory 

Brown  pi.  No  1  |  and  vacant.  Anthony  Doll,  Jr,  et  al  to  Doll 
Realty  Co.      Mort  .$.54,500.      Oct  13,   1!M)0.     0:2278.  nom 

Shakespeare  av.  No  1205,  w  s,  102.10  n  lOOlh  st,  23xl03.10x23x 
104,  2-sty  frame  dwelling.  William  Daly  to  John  S  Conway. 
Mort  .$4,000.     Oct  17.     Oct  18,  1906.     9:2519. 

other   consid   and   100 

*St  Lawrence  av,  s  w  cor  Merrill  st,  2.5x100.  Samuel  Geller  to 
Hermann  A  Wiesel.      Mort   $7,.5(X).      Oct   15.      Oct   IS,    1000. 

other  consid  and  100 

Trnton  av.  w  s.  230  n  100th  st,  40x120.10.  O-sty  brk  tenement. 
Thos  J  Quinn  to  Mary  Brode.  Mort  $30  000.  Oct  15,  1000. 
Tl:2(i01.  •  other  consid  and  100 

*Turnp!ke  road  from  Westchester  to  Williamsbrldge.  e  s.  at  s 
w  cor  land  formerly  of  Thomas  Wilson,  runs  e  178.2  x  s  40 
X  w  171.4  X  n  40  to  beginning,  being  part  Wm  Bowne 
Homestead    property   at    Westchester. 

Main  st  or  road  from  Throggs  Neck  to  Williamsbridge,  n  e  s, 
at  n  w  cor  land  of  Frank  Gass.  formerly  of  Morris  Balsley, 
runs  n  e  177.0  x  n  w  20  x  s  w  185  to  st,  x  s  e  20  to  beginning 
Frank   Gass   to  Geo   H  Ehrgott.     Oct   10.     Oct   17,   1000. 

other  consid  and   100 
1.50  n    liiOth   st,   40x120.10,   (i-sty   brk   tenement. 
N   Y    TriLst    Co    to    Thos   J    Quinn.      Oct    15,    1000. 

other    consid    and    100 
Release    mort.      Same    to    same.      Oct    15,'  lOOli. 

other  consid  and   100 

Tinton  av,  No  1131,  w  s,  230.0  s  Home  st.  10.0x110,  3-sty  frame 
tenement.  George  Hebron  to  Melville  J  Beckel.  Mort  .$5(K)0 
Oct   17.     Oct  18,   lOOO.     10:2001.  other  consid  and   100 

Trinity  av.  No  0.52,  e  s.  470.0  s  105th  st    late  Wall  st,  .50x100. 

Trinity  av,   Nos  048  and  0.50,  e  s,  84  n  103d  st,  00x100. 
three    5-sty    brk    tenements. 

Richard    Dudensing,    Jr,     to    Frank    Dudensing.       Mort    .$41,7.50 
Oct   11.      Oct    13.   1000.      10:2030.  other  consid   and   100 


Tinton  av,  w  s. 
Release  mort. 
10:2(;01. 

Same  property. 
10:2001. 


Tinton  av,   No  1034,  e  s,   178.8  n  105th  st.  17.0x 


-sty  frame 


dwelling.      Peter   G   Thoretz   to    Gilbert  N   Knight.      Mort   .$4,500. 
Oct   11.     Oct  12,   lOCMj.     10:2070.  other  consid  and  100 

*Tremont  av,  n  s,  02  e  St  Lawrence  av.  40x— ;   also  described  asl 

*St  Lawrence  av,  e  s.  lot  .381  blk  L  amended  map  Mapes  Estate,! 
25x100,   except  part   for   Tremont   av.  I 

Edw  D  Breault  to  Louis  Reiter.     Oct   15.     Oct   10.   1900. 

other   consid   and   100 

Union  av,  n  e  cor  151st  st,  or  Beck  st,  25x00,  vacant.  Harry 
Lehr  to  Chas  F  Kastenhuber,  of  Brooklyn.  Mort  .$4..500.  Oct 
10.     Oct   18,   1900.      10:2074.  other  consid  and  100 

linion  av!  w  s.  104  n   l(i5th  st,  late  Wall  St.  7.5x.300  to  Tinton  av, 

Tinton  av|  except  parts  for  Union  and  Tinton  avs,  vacant.  Ja- 
cob Bloch  et  al  to  Bernhard.  Ferdinand  and  Samuel  Rosenstock, 
Hannah  Straus  and  Fanny  Rosenstock.  Mort  $10,000.  Oct  15. 
Oct   l(i.   1000.     10:2070.  other  consid  and  100 

Union  av.  No  1110.  w  s,  270.4  n  100th  st.  25x140,  except  part  for 
av.   2-sty  frame  dwelling.     Samuel   Love  et   al   to  Karolina  wife  ■ 
■of   and   Philipp   Fasser.      Mort   $3,000.     June  25.      Oct   11.   1000. 
10:2671.     Corrects  error  in  last  issue,  when  mort  was  .$.3(i,000. 

other  consid  and   100 

Union  av  |  s  w  cor  158th  st,  runs  w  113,11  x  s  50  x  e  101.5 

Westchester  av|  to  Westchester  av,  x  n  e  18.6  to  w  s  Union  av, 
X  n  36.3  to  beginning,  6-sty  brk  tenenient  and  store.  FORE- 
CLOS.  Moses  S  Adier  (ref)  to  Simon  Lesser  and  Giovanni  Turco 
Mort    $21,CKI0.      Oct    12.      Oct    13.    1900.      10:2055.  10,750 

Villa  av.  e  s,  82.6  n  204th  st,  .50xl30..5x.5<^)xl31.4.  vacant.  Angelo 
N  Gnazzo  to  Luigi  Palatucci.  Oct  11.  %  part.  Oct  10,  1906. 
l--3oll.  nom 

Valentine  av,  w  s,  275  n  lOSth  st.  50x170,  vacant.  Annie  How- 
ard widow  to  Louis   Ursprung.     Oct  4.     Oct   11,   1000.      12:3305. 


Corrects   error   in   last   issue   when   size   of   lot   was   .50x70. 

other  consid  and  100 

*WiIliams  av,  e  s,  2.50  s  Tremont  av.  .50x100,  Tremont  terrace. 
Release  mort.  Washington  Savings  Bank  to  Bankers  Realty  & 
Security    Co.      Oct   12.      Oct    15.    1000.  4O0 

Wendovcr  av,  Nos  747  and  749,  n  s,  7.5.9  w  Bathgate  av,  .50.6x 
71.2x.50x7S.4.  .5-sty  brk  tenement  and  store.  Isidore  Fatows- 
ky  et  al  to  Herman  Lakner.  Mort  .$36, .500.  Oct  10.  Oct  17. 
10(16.      11:2913.  other    consid    and    100 

■Webster  av,  s  e  cor  St  Pauls  pi.  20.2x1(M)x32xl00.2,  4-sty  brk 
tenement  and  store.  Louis  Meyer  Realty  Co  to  Wm  B  Potter, 
of   Brooklyn.     Mort   $29,000.      Oct   16.      Oct   17,    lOOli.      11:2.S0(!. 

other   consid   and    lOO 

Westchester  av.  No  748,  s  s,  29  e  Brook  av,  27x121.0x2.8. Ix 
113.10,  5-sty  brk  tenement  and  store.  John  Wynne  to  Bella 
Kautmann.     Mort  $22,500.     Sept  0,  1005.     Oct   17,   1006.  0:2270. 

other  consid  and   100 

Walton  av,  w  s,  50  's  150th  st,  5Ox95.1Ox.50x03.4,  vacant.  Ed- 
ward Nicholson  to  John  W  Meyer,  of  Hawthorne,  N  Y.  Oct 
17,    I'.IOIi.      9:2.352.  _  _  other    consid    and    ItlO 

Wales   av,   n   w  cor   Beck  st,   or   151st  st,   12.5x105.   vacant.      Harry 
Lehr   to    Chas    F   Kastenhuber.      Mort  .$70,0(J<I.     Oct   10.      Oct   17.      - 
l!M)i;.      10:'_'043.  ■  other   consid   and   100 

Washington  av.   No  11.54]   n    e     cor    167th    st,     (i5xl27x65xl26.11, 

167th  st,  Nos  741  to  74.5|  3-sty  brk  tenement  and  store.  Ste- 
phen H  Jackson  to  Carmine  Altieri.  Mort  .$27.4(K).  Sept  1.3. 
Oct    15.    1000.      0:2372.  other    consid    and    100 

*Whiti'  Plains  road,  w  s,  s  Vi  of  n  %  lot  141  map  Olinville,  25x — . 
Samuel  Mkrcus  to  Morris  and  Harris  Marcus.  %  part.  Mort 
$1  400.      Sept  27.     Oct   IS.   1000.  other  consid  and   100 

Wales  av.  n  e  cor  1.50th  st,  l<Wxlt)5..3xl00xl05.4,  vacant.  Harry 
Lehr  to  Adolf  Lehrfeld,  of  Brooklyn.  Mort  $13,000;  Oct  Hi. 
6ct   1.8.    1000.      10:20.53.  other   consid  and   100 

Washington  av  Is    e    s,    at   s    w   s    lt;4th    st,    1011x200,    except    part 

l(i4th  st  I     for  av,   vacant.   Noah   Richman   to   Harris   Bern- 

stein.     Mort   .$36,000.      Oct    13.      Oct   18,    lOOi;.     0:23(iS.  100 

Clinton  av.  No  1355,  w  s,  96.7  s  Jefferson  st,  24.2x87.3,  2-sty 
frame  dwelling.  Katie  Becker  to  Chas  G  Knorr.  Oct  17.  Oct 
IS.   i:)00.      11:2933.  other  consid  and   100 

Walton  av.  No  2104.  e  s,  50  s  181st  st.  25x100.  3-sty  frame  ten- 
ement. Hyman  Axelroad  et  al  to  Moritz  Kleinmann.  Mort 
$6..500.     Oct  2.     Oct  1(),  1906.     11:3179.  31,S0  and  3185.  nom 

Walton  av.  No  2104.  e  s,  50  s  181st  st,  2.5xlOt).  3-sty  frame,  ten- 
ement. Release  mort.  Elsie  L  Herzog  to  Hyman  Axelroad  and 
Nathan    Cohn.      Oct   2.      Oct   16,    1906.      11:3179,   3180,   3185. 

500 

Walton  av,  n  e  cor  Hawkstone  st,  runs  n  11.3  x  s  e  13.9  to  n  s 
of  Hawkstone  st,.  x  w  8.11  to  beginning,  gore,  vacant.  Randall 
Salisbury  to  Robert  Byars.  B  &  S.  Aug  22.  Oct  l(i.  190(). 
11:2,S3S.  other  consid   and  100 

Washington  av.  No  1874,  e  s  108  n  176th  st,  25.8x129. 3.k22x129.1. 
2-sty  frame  dwelling  and  store.  Annie  Barniea  to  Cath  G 
Welch.      Oct   It).      Oct    12,   1900.      11:2018.         other  consid  and   100 

3d  av.    No   .380.'!,    w   s,   25  n   171st   st,   25x100,   5-sty   brk   tenement 
and    store.      Rosa    Berg   to   Chas    W   Berg.      Mort   $20,000.      Oct     - 
13,   1000.      11:2012.  other  consid  and  100 

3d  av.  No  305(i.  e  s  lt:9  n  1.50ih  st,  25x96,  5-sty  brk  tenement 
and  store.  Adam  Renz  to  Christina  and  Elizabeth  Bezold.  Mt 
$10  000.     Oct    15.      Oct   1(>,    1906.      !):2364.    other   consid   and   100 

*Lots  1  and  5  block  26  and  lot  7  block  27  map  Pelham  Park,  ex- 
cept part  tor  Baychester  av.  Jenny  Cockburn  to  John  P  Wen- 
ninger.    Oct  1.     Oct  15,  1006.  other  consid  and  100 

*Lots  140  to  143  map  Pugsley  estate.  Henry  F  Muller  to  George 
Gies.      Mort   .$300.     Oct  0.      Oct  15,   lOtMi.         other  consid  and   100 

*Lot  3li  map  No  lOlil  by  Chas  A  Mapes  at  Westchester.  Nettle 
J  Jones   to   Lewis   C   Thompson.      Oct    12.      Oct   16,    1006.  nom 

*Lots  6,   12,   13,   16,   18,   26,  27  and  29  to  30  block  25. 

Lots  0,   7.  8.   13,  .14,  1()  to  25,  35  and  30  block  26. 

Lots   5,  '0,   8   to   21.    block  27. 

Lots   2,  3.  4,   7  to   17,  26  to  42,   block- .33. 

Lots   1   to  25,  .34  to  42  block  34,  mapj'elham  Park,  except  parts 
for  Baychester  and  Briggs  avs. 
Jenny   Cockburn   to   John   P   Wenninger.      Oct   1.      Oct   17,    1906. 

100 

*Lots   19,   40  to  54  blk  5. 

Lot   20  blk.  6. 

Lots  65  to  70  blk  21. 

Lots  22    to   25   blk   23   map   Sec   A   of   Edenwald. 
Release   mort.      Mutual   Life   Ins   Co   of   N    Y   to   Land   Co   A   of 
Edenwald.      Aug  25.      Oct   18.   1006.  1.500. 

*Plot  begins  10.5  e  White  Plains  road,  at  point  575  n  along  same 
from  Morris  Park  av,  runs  w  05  x  n  2.5  x  e  95  x  s  25  to  be- 
ginning, with  right  of  way  to  Morris  Park  av.  Frank  Flood  to 
Henry    Kehlenbeck.      Mort    $3,500.      Oct    15.      Oct    18.    1000. 

other   consid   and    100 

*Plot  begins  240  e  White  Plains  road,  at  point  570  n  along 
same  from  Morris  Park  av,  runs  e  100  x  n  Kit)  x  w  100  x  s  lOO 
to  beginning,  with  right  of  way  to  Morris  Park  av.  Eugene 
Salvatore  to  Joseph  Gordon  and  Jacob  Lebas.  Oct  10.  Oct  13, 
1006.  other   consid    and    100 

*Same  property.  Release  mort.  Regent  Realty  Co  to  Eugene  Sal- 
vatore.     Oct   10.      Oct   13,   1000.  1,700 

Interior  lot  at  c  1  blk  bet  Southern  Boulevard  and  Fox  st.  at  point 
2.50  w  Av  St  John,  runs  n  6  x  w  1.30  x  s  6  x  e  13,0  to  be.-jiuning. 
Release  mort.  N  Y  Trust  Co  to  Wm  Wainwright.  Correction 
deed.     Oct  11.     Oct   12,   1906.      10:2683.  nom 
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LEASES. 


Under  this  head  all  Leases  recorded,  Assignment  of  Leases  and 
Leasehold  Conveyances  will  be  found.  The  expressed  consideration 
following  the  terms  of  years  tor  which  a  lease  is  given  means  so 
much  per  year.) 

October  12,  13,  15,   10,  17  and  IS. 

BOROUGH    OF   MAiniATTAN. 

Allen   St.   No  73,   dance  hall,   &c.     Zwiebelson  &  Grotzky  to  Gold- 
man   Hymon,  Cohen  &  Simon;  8  months,  from  Sept  1,  190(3.     Oct 

15.    lytKJ.      2:413 ioT   term   $400 

Broome   st    No   22,   all.     Joseph   Seldin  to   Isaac   Pokufsky;   3   yrs, 

from  .N'ov  1,  1906.     Oct  15,  1900.     2:322 2,400 

Christopher  st.   No  109,  west   store.     Surrender  lease.     Ferdinand 
Munch    Brewery    to    Louis    Lewenhof.      Oct    10.      Oct    18,    1900. 

2:019 nom 

Clinton    st.    No     140.    all.      Louis    Frank    to    Isaac    Grossman;    3 

years,  from  May  1,   1900.     Oct   18,   1900.     2:340   5,300 

East    Broadway,    No   .50   |   Assign    lease.      John   Morris    to   N    Y   & 
Lexington  av.  No  743       |     White  Plains   Construction  Co.     Oct  8. 

Oct    18,    1900.      1:281,   5:1.394    nom 

Eldridge    st.    No    115.      Assign    lease.      The    Hudson   County    Con- 
sumers Brewing  Co  to  H  Koehler  &  Co.     Oct  4.     Oct  10.  1900. 

2:418 nom 

Same  property.     Assign  lease.     H  Koehler  &  Co  to  Adolph  Wag- 
man.      Oct   5.      Oct   10.   1900.     2:418 nom, 

Goerck    st,     No    3.      Cancellation    or    surrender    lease.       Samuel 
Riegelhaupt   and   ano   to  Meyer  Chapkowsky.     July  10.      Oct   18, 

1900.     2:320 750.90 

Goerck    st,     .No    0.       Cancellation    or    surrender    lease.      Samuel 
Riegelhaupt    and    ano    to    Meyer    Chapkowsky.      July    10.      Oct 

18.    19O0.      2:320 750.90 

Greene   st.   Nos   200%   and  200,   lofts.     Max  Goldtrank  to   Mitchell 
&   Gross;    5   years,   from   Feb   1,    1907.      Oct   15,   1900.      2:533.. 

7,800 

Hudson   st,   No  551.     Assign  lease.     Paul  Reilly  to   Bryan  Reilly. 

Oct  IS,  1906.     2:633 nom 

Lewis   st.   No   189,   all.      Eva  Stern  to   Kalman  Goldman   and   ano; 

10  years,   from   Oct   15,    1900.      Oct   16,   1900.      2:360 2,0(XI 

Manhattan  st.  No  55,  store,  &c.     Gertrude  Theiss  to  George  Nim- 

mo;   5  years,   from   May  1,   1900.      Oct   10,   1900.     7:1906. ..  .1.000 
Oak   st,   Nos  34   and  36,   store.     Giacomo   Rosapepe   et   al   to  Vin- 
cenzo  Liquori;  5  years,  fr.om  July  1,  190(j.     Oct  10,  1900.  .1:110. 

■ 1 024 

Pearl   st.   No  434,   all.     .Augusta  Schieck  et  al   to  Angelo   Carolei; 

10   years,    from   Dec   3.    1904.      Oct    17.   1900.      1:118 3,000 

Rivington   st.   No  17,   corner  store.      R  Heber   Breintnall  to  Isidor 
Jablowsky;   5  years,   from   May   1,   190t!.     Oct   15,   1900.     2:425. 

1,500 

Rivington    st.    No   110,    rooms   on   2d    floor.      Dora   Finkelstein    to 
James  Kadin;  5  years,  from  Jan  1,  1905.     Oct  15,  1900.     2:411. 

COO 

Rivington  st.  No  17.     Assign  lease.     Isidor  Joblovsky  and  Edward 
Freund   to   Joachim  Goldflnger.     Oct   10.     Oct   15,   1900.      2:425. 

nom 

Rivington  st.  No  17.     Assign  lease.     Joachim  Goldflnger  and  Ed- 
ward  Freund   to   James   Everards   Breweries.      Oct   10.      Oct   15, 

1906.     2:425 nom 

Scamrael    st.    No   36%.      Surrender   lease.      Abraham    Glickman   to 

Amelia   Rubinsky.     Oct   13.     Oct  10,   1906.     1:200 omitted 

Union   sq   West.    Nos   11    to   15.   1st   and  3d   floors  in   Tiffany  Bldg. 
Moss  Realty  Co  to  Joshua  Silverstein  et  al;   5  4-12  years,  from 

Oct   1,    1906.      Oct   18,    1900.     3:842 22,000 

Vesey  st.  No  53,  store  and  basement.     Aline  Tissot  to  Songanlor 
Dining   Hall    Co;    10   5-12   years,    from   Sept   1,    1904.      Oct    18. 

1900.       1:85 2,(K»0    and    2,2.50 

Same    property.      Assign    lease.      William    Spencer    to    Joseph    W 

Congdon.      Mar   20,    1000.      Oct    IS,    1900.      1:85 nom 

Vesey    st,    No   53.      Assign    lease.      Songanlor    Dining   Hall    Co    to 

William   Spencer.      Jan    10,    1905.      Oct   18,    1900.      1:85 noqj 

Walker   st.    No   47,    s    s,    38.7xl09.x39.5xl09.      Leasehold.      FORE- 
CLOS.      Rollin  M  Morgan  (ret)  to  James  Pollock.     All  title.     Oct 

9.     Oct  12.   19U6.     3:793 7,000 

3d  st.  No  197,  n  s,  SO  w  Av  B,  store,  &c.     Abraham  Meller  et  al 
to   Harry   Fortgang  and  ano;    5  years,  from  Sept   1,    1906.      Oct 

17,   190<!.     2:.399 1,500  and  1,560 

0th  st.   No  244  East,  3d  store  from  2d  av.     Fein  Bros  &  Sturman 
to   Louis   Hoffman;   3  years,   from   May   1,   1907.      Oct  15,   1900. 

2:4<j4 7.50 

15th  st.   No  229  West,   all.     Conrad  J   Muth   to  Fannie  Wilson;   3 

years,    from    Nov   1,    190<3.      Oct    15,    1900.      3:705....   • 4,S0O 

17th  st.  No  141  to  145  W,  6-sty  brk  bldg.  David  Price  to  Bernard 
Crystal  and  ano:  10  9-12  years,  from  May  1,  VM'J  (11  years, 
renewal  at  $10,000).  Oct  13,  1906.  .3:793.  .taxes,  &c.  and  9,500 
18th  st.  No  110  West.  Assign  lease.  Michael  Rowan  to  George 
Smith.  June  13,  Oct  11,  1906.  3:793.  Corrects  error  in  last 
issue  when  st  was  118th  st.  nom 

22d  st,  Nos  .5.55  and  557.  n  s.  675  w  10th  av,  5O.k9S.0.  all.     Frank 
O'Rourke   to  William  J  Lemp  Brewing  Co,   of  City  of  St   Louis: 
10  years,  from  May  1,  1900.     Oct  15,  1906.     3:(304.  .5..500  and  6,000 
28th   st,    No   527   West,   front    bldg.      Frank   Farrell    to    M    Grohs 

Sons;   5  years,   from   Nov  9,   1900.     Oct   17,   190().     3:700. ..  .1.200 
29th   st,   Nos   308  and  310   E.      Assign   lease.      Charles   Plotka   to 
Lena   Feigenbaum.     %   part.     All   title.     Oct  15.     Oct  17,   1900. 

3:9.34 nom 

29th   St.   Nos   312   and   314   East.      Assign   lease.      Charles   Plotka 
to    Lena    Feigenbaum.      V>    part.      All    title.      Oct    15.      Oct    17, 

1006.      .3:934 nom 

45lh  st,  Nos  57  to  03  West,  Schuyler  Hotel.     Margt  D  Hopper  to 
Margaret    Luez;    9    11-12    years,    from    Nov    1,    1906.      Oct    18, 

1906.      5:1201 32.500.  to   3.5,000 

46th   St.   No  344   East.      Assign   lease.      Franciska   Selke   to   Will- 
iam Stapf.     Oct  3.     Oct  17,   1906.     5:1.338 nom 

51st  st.   No  46   West,   all.     Madeleine   S  Rogers   to  Wm  D  Tracy; 

5   years,   from   Sept   1,    1904.      Oct   IS,    1006.     5:1266 3,.500 

.59th    st.    No    146    East,    all I 

59th   St.    Nos   142   and   144   E.   bowling   alley.   &c | 

Suesskind   &   Rehfeldt    to   Max   Marshon;    5   years,   from  May  1. 

190C.      Oct   17,    1906.      5:1313    3,000  and   3,600 

59th   st,    No   334    East,   store,    1st   floor   and    basement.      Martin 


Weiss    to    Sabina    Hoffman;    5   years,    from    July    1,    1900.      Oct 
l.S,     1906.       5:1351 • 600 

(jOth  st.  No  141  East,  Assign  lease.  Israel  Apter  to  John  Mor- 
ris.     Oct    8.      Oct    18,    1900.      5:1395 nom 

Same    property.      Assign    lease.      John    Morris    to    N    Y    &    White 

Plains    Construction    Co.  Oct   9.      Oct    IS,    1900.      5:1395 nom 

03d    st.    No   225    West..     Surrender   lease.      Clifford   B   Schafer   to 

Sallie    Ellison.      Oct    11.      Oct    IS,    1900.      4:1155 nom 

04th  st,  Nos  253  and  255  West,  Assignment  of  option  to  pur- 
chase. Thos  J  McGrath  to  Thos  F  Devine.  Oct  11.  Oct  15, 
1900.      4:1150 nom 

74th  st.  No  220  East,  store.  Samuel  Graff  and  ano  to  Ignatz 
Hertz;    5   years,   from   Nov  1,   1900.      Oct   15,    1900.     5:1428... 780 

74th  St.  Nos  150  and  158  West,  two  4-stv  houses.  Wm  W 
Scrugham  to  Laura  B  Illlck  and  Mary  E  O'Brien;  10  years,  from 
Oct   1,   1900.     Oct  18,   1906.     4:1145 5,000  and  6,500 

87th  st,  n  s.  (;3  e  Broadway,  — .x^.  Assign  lease.  Bert  C  Bell 
et  al   to   Stephen  Kjeldsen.     Oct  9.     Oct  IS,   1906.     4:1235.  .8,122 

87th  st,  n  s,  63  e  Broadway,  37x77,  all.  Anna  E  M  de  Mont- 
saulim  by  ATTY  to  Bert  C  Bell  et  al;'  10  years,  from  May  1. 
1900.      Oct    IS.    1900.     4:1-235 3,900  and  4.200 

90th  st'.  No  230  East,  west  store.  Charles  Seidewock  to  Joe  Giuf- 
trida;  3  years,  from  Oct  1,  1906.     Oct  12,  1900.     5:1541 300 

101st  st,  No  414  East,  store.  Emil  Reibstein  to  Nicholas  Sca- 
pichio;  3  years,  from  Sept  1,  1906  (2  years,  renewal),  Oct 
12,    1906.      0:lti94 444 

Same  property.  Assign  lease.  Nicola  Scapicchio  to  Rose  Scap- 
icchio.      Oct    11.      Oct    12,    1900.      6:1094 nom 

101st  st.  No  414  East.  Assign  lease.  Rose  Scapicchio  to  Ni- 
cola  Scapicchio.      Oct  11.     Oct  10,   1900.     0:1(594 nom 

Same  property.  Re-assign  lease.  Nicola  Scapicchio  to  Rose 
Scapicchio.      Oct    11.      Oct    10,    1900.      6:1604    nom 

102d  St.  Nos  203  and  205  East.  Assign  lease.  "Wm  Gothelf  to 
Bernard   Cohn.      Jan   23.    1905.      Oct   15,   1900.      6:1052...' 000 

Same  property.  Consent  to  assign  lease.  Henry  B  Rosenthal  et 
al   to  Wm  Gothelf.     Oct  1,  1900.     Oct  15,  1900.     0:1052 

100th  st.  No  225  East.  Surrender  lease.  Isaac  Segalowitz  to 
August   and    Ella   Tognola.      Oct    16,    1906.      6:1656 nom 

127th  St.  Nos  212  and  214  East,  two  stores.  Max  Kessler  to 
Hugh  McWinters;  10  years,  from  Nov  1,  1900.  Oct  12,  1900. 
0:1791 1,800 

137th  st,  Nos  5  and  7  West,  all.  Ernestine  Harris  et  al  to  Josef 
Fuchs;   3  years,  from  May  1,  1906.     Oct  15,   1900.     6: 1735.. 8,000 

Av  A,  No  222.  Agreement  giving  permission  of  owner  of  No 
2()l)  Av  A  to  maintain  Are  escapes,  &c,  on  north  wall  so  as  to 
project  upon  land  of  No  222.  Henry  Allen  with  Herman  Baum; 
from   Oct   15,   1900.   to   Oct   15,   1910.      Oct   10.   1900.     2:4(J7....72 

Av  A,  No  309.  Assign  lease.  Matthew  Galligan  to  Daniel  Doris. 
Sept   17.      Oct    17,    1900.      3:951 nom 

Av  C,  No  11.  -Assign  lease.  Leah  Herman  ADMRX  Jacob  Her- 
man   to    Levi    Cohn.      Oct    1.      Oct    17,    1900.      2:384 nom 

Same  property.  Assign  lease.  Levi  Cohn  to  Leon  Gelber  and 
ano.      Oct   10.      Oct   17,    1900.      2:384 nom 

Av  C.  No  120.  .\ssign  lease.  Leah  Herman  ADMRX  Jacob  Her- 
man  to   Morris  Milkowsky.     Sept  27.     Oct   18.   1900.     2:378.. noin 

Broadway  and  77th  st.  Hotel  Belleclaire.  Certificate  as  to  sur- 
render of  lease.  McDougall  Hawkes  as  RECEIVER  of  estate 
Milton  Roblee   to  Albert  Saxe.     Oct  17.     Oct  18,   1900.     4:1108. 


Broadway,  No  130,  premises  now  occupied  by  party  2d  part.  The 
American    Exchange    National   Bank,    N   Y,    to    Childs   Company; 

1  year,  from   May  1,   1907.     Oct  17,   1906.     1:48 27,000 

Broadway,    No   2S.34.    s    e    cor    110th    st,    cor   store,    &c I 

Broadway,    Nos    2828    to    2834,    basement,    kitchen,    &c | 

John   F   Douthitt   and   ano   to   Michael   N   MuUer;    15   10-12   yrs, 

from   July   1,   1900.      Oct  17,   1906.     7:1881 5,000 

Broadway,  No  1234,  store.  Hurlbert  Grand  Hotel  Co  to  Isaac 
Finkelstein;  5  years,  from  Nov  1,  1906.  Oct  8,  1906.  3:832. 
Corrects    error    in    last    issue    when   description    was    Broadway. 

No    l-j::4,   all 4,800 

Lenox  av.  Nos  057  and  659,  s  w  cor  143d  st.  No  100,  store,  &c. 
George   Dellon   and   ano   to  John   O'Shea;    10  years,   from   Oct   1, 

1900.      Oct    15,   19(10.     7:2011 ' 1,500  to   1,800 

Lexington  av,  No  842,  s  w  cor  04th  st.  20.5x90.  Consent  to  as- 
sign  lease.      The  Beekman   Estate   to   Sarah  J   R   Fiske   EXTRX 

Thos    S   Ryder.      Oct   15.      Oct   16,    1906.      5:1398 

Lexington  av,  No  S42.  Assign  lease.  Sarah  J  R  Fiske  EXTRX 
Thos     S   Ryder  deed  and   ano  to  Annie   N  wife  of  Wm   M  Hoes. 

Oct    10,    1906.      5:1398 other   consid   and   100 

Lexington  av.  No  2012,  s  w  cor  123d  st,  Nos  132  to  136,  two 
stores.  Joseph  Daniel  and  ano  to  Patrick  D  Teehan;  10  years, 
from   date   of   completion   of   premises.      Oct   13,    1906.      6:1771. 

1.800   and   1,920 

Park  av.  s  w  cor  1.35th  st.  100x90.  Charles  P  Fischer  Lumber  Co 
to  Robert  H  Mathews  Co;  5  1-12  years,  from  Nov  1,   1906.     Oct 

17.    1906.      6:17.59 taxes,    &c.    and    1,920 

Pleasant  av,   Nos  .381  to  3871  n   w   cor   120th   st,    100.11x125.     As- 
120th  st,   Nos  445  to  451      |     sign  lease.     Leopold  Goldschmidt  to 

Eliza   Schwartz.      Nov   10,    190.5.      Oct   12,   1900.     6:1808 nom 

St  Nicholas  av,  s  e  cor  lS2d  st,  — x — ,  all.  Donald  Robertson  to 
Neil   A   Flannery;    10  years,   from   Aug   1,    10(¥!.      Oct   18,   1900. 

S:21.5'4    23,050 

Same    property.      Assign   lease.      Neil    A    Flannery   to    Anthony   A 

McGettigan.     All   title.     Oct  16..  Oct  18,   1906.     8:2154   ....   nom 
Same    property.      Consent   to    assign    lease.      August    Schierloh    to 

Neil   A  Flannery.     Oct  16.     Oct  18,  1906.     8:2154   

1st  av.  No  222.     Surrender  lease.     Luigi  Palumbo  to  Julius  Saltz- 

stein.     Oct   ].     Oct   1.3.  1906.     2:441 516 

1st    av.    No    2283.      Assign    lease.      Guiseppe    Cangro    to    John    D 

Haase.      Oct  1.3.     Oct  17,  1906.      6:16S9 nom 

Same    property.      Re-assign    lease.      John    D    Haase    to    Guiseppe 

Cangro.      Oct    15.      Oct    17,    1906.      6:1689 nom 

1st  av,  No  2416.  Assign  lease.  ■  Joseph  Leone  to  Davies  J  Mar- 
shall.    Oct  16.     Oct  17,   190(3.     6:1811 nom 

Same   property.      Re-assign   lease.      Davies   J   Marshall    to   Joseph 

Leone.      Oct   16,     Oct   17.   1906.     6:1811 nom 

1st  av.  No  2410,  south  store.     John  Kohlberger  to  Joseph  Leono; 

Oct  16,  1906.     6: 1811..,. 300  and  348 
Charles   Spengler  to  Henry  Oster- 

1906.     Oct  16,   1906.     6:1670 972 

2d  av.  No  1803,  s  w  cor  90th  st  No  238,  corner  store,  &c. 
Morris  Freundlich  and  ano  to  Herman  L  Berger;  4  4-12  years, 
from  Jan   1,   1907.     Oct   17,  1906.     5:1541 1,200  and  1,320 


4  years,  from  May  1,  1906. 

1st  av.   No  2027,  north  store. 

holz;   5  years,   from  Nov   1, 
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Cooper  Iron  Works' 

o  JOHN  COOPER,  Proprietor 

Works :  Emmett  Street  &  Avenue  D,  Newark,  N.  J. 
New  York  Office :  I  Madison  Avenue 


IRON  and  STEEL  WORK 

FOR 

BUILDINGS,  BRIDQES,&c. 


2d  av,  No  liS.ST.  Assign  lease.  Anna  Siegel  to  Herman  de  Crig- 
nis.      Oct   12.      Oct   16,   I'JUO.     ():1T.S4....    uom 

2d  av.  No  201(1,  south  store.  Gustave  Gintel  to  Joseph  Jasie; 
from  Nov  1,  lOOG,  to  April  30,  1910.  Oct  17,  1900.  6:107.5. 
600   and    720 

2d  av.  No  2132,  all.  Louis*  Pepe  to  Gaetano  Riccio;  5  years, 
from   Oct   1,   1906.     Oct   17,   1906.     6:1681 1,560 

2d  av.  No  2337.  Assign  lease.  Herman  de  Crignis  to  George 
Kienzle.      Oct    12.      Oct    17,    190<3.      6:1784 nom 

Same  property.  Re-assign  lease.  George  Kienzle  to  Herman  de 
Crignis.      Oct    15.      Oct    17,   1006.      6:1784..    ..    nom 

2d  av.  No  724,  store,  &c.  Margt  G  Ronayne  to  Patrick  Quinn;  5 
years,   from   July   8.    1909.      Oct   12,   1906.     3:944.. 1,200   to   1,600 

2d  av,  No  23.37.  Assign  lease.  Max  Siegel  to  Anna  Siegel.  July 
15,   1904.     Oct  10,   1906.     Oct   17,   1906.     6:1784 nom 

3d  av,  No  1985,  n  e  cor  109th  st,  all.  George  McGovern  to 
Thomas  Cunningham  and  ano;  5  5-12  years  and  15  days,  from 
Oct    15,    1906.      Oct    16,    1006.      6:1659 2,700 

3d  av.  No  2620.  Assign  lease.  Henry  Herkimer  to  Tessie  A 
Herkimer.      Oct   16.      Oct    IS,    1906.      9:2315 nom 

3d  av,  No  431,  n  e  cor  30th  st,  store,  &c.  George  Lowther  and 
ano  to  James  Cassidy.  Aug  9,  1906,  from  completion  of  prem- 
ises to  May  10,   1917.     Oct  12,  1906.     3:911 2,000 

3d  av.  No  257,  all.  Edw  B  Corey  to  Herman  Locks;  5  years, 
from   May   1.    1906.      Oct   18,   1906.      3:901 1,500 

3d  av.  No  477.  Assign  lease.  Samuel  Krankoski  and  ano  to  N 
Y   Pie   Baking   Co.      Aug   24.      Oct    17,   1900.      3:913 nom 

3d  av,  No  477,  store,  &c.  Anges  or  Agnes  L  Maher  to  Samuel 
Krankoski  and  ano;  2  years,  from  Aug  21,  1906.  Oct  17,  1906. 
3:913 1,020 

4th  av.  No  S9.  Assign  lease.  Alfred  Van  Beuren  to  Isidor  Preid. 
Sept  14.    .Oct  13.  1906.     2:556 other  consid  and  100 

Same  property.  Consent  to  assign  lease.  Lucius  H  Beers  and 
ano  EXRS,  &c,  Robert  R  Stuyvesant  to  same.  Oct  3.  Oct  13, 
1906,     2:556 nom 

3d  av.  No  1964.  •  Assign  lease.  Peter  Meenan  to  Michael  Con- 
Ion.      Mar    8.      Oct    17,    1906,      0:1635 nom 

Same  property.  .Assign  lease.  Michael  Conlou  to  Corinne  A  Rei- 
gelath.      Oct  8.      Oct   17,   1.906.      6:1635 nom 

7th  av.  No  2007,  part  of,  Isaac  Rosenberg  to  Louis  Scheinberg; 
Shears,   from  Sept   1,   1906.     Oct  i:!,  1906.     7:1905 720 

8th  av.   No  301  |   n  w  cor  25th  st  ,all.     Josephine  C  Web- 

25th  st,  Nos  3t>l  and  .3031  ster  et  al  to  Patrick  H  Comerford;  5 
years,    from    May    1,    1901!,      Oct    12,    1906.      3:749 3,500 

9th  av,  No  .841,  3  floors  above  the  store.  Isabella  Hart  to  Bern- 
ard Reilly;  5  years,  from  Jan  1,  1904.  Oct  13,  ItHIO.  4:1065. 
400 

9th  av.  No  841.  Assign  two  leases.  Bernard  Noonan  to  Pat- 
rick  J   Gilroy.      Oct    12.      Oct    1.3,    1900.      4:1065 nom 

11th  av.  No  691.  Assign  lease.  Medway  Metal  Co  et  al  to 
Thos   Hackett.      Oct  15.     Oct   16,   1906.      Oct   17,   1906,     4:1097. 

3U0 


MORTGAGES 


Same   property.      Consent   to   assign   lease,     James   Hand   to   Med- 
way Metal   Co.      Oct   15.     Oct   16,   1906.     Oct  17,   1906.     4:1097. 


11th  av.Nos  301  to  30T|  n    w    cor    29th    st,    98.9.xl00.      Consent    to 
29th  st,   No  601             I     to    assign    lease   by   way   of   mort.      Marie 
M   Isabella   de   Courval    to   Gorham   E   Smith.      Oct   10.      Oct   16, 
1906.      3:675 , 

BOROUGH    OF    TITE   BRONX. 

*7th  st  I  s  s,  305  e  Av  D,   100x216.2  to  6th  st,  Unionport.     Alfred 
6th  st  I     H    Morris    supervisor    of    the    Town    of    Westchester    to 
Prank  Gass.     Oct  24,  1893;   1,000  year  tax  lease  for  tax  of  1892. 
Oct    17,    1901! 0.13 

*Same  property.  Assign  certificate  of  tax  lease.  Frank  Gass 
to  Pranklin  C  Albee.  All  title..  May  31,  190C.  Oct  17,  1900. 
20 

151st  st,  Nos  463,  465,  477  and  479  East,  each  abt  25x118.  Sur- 
render lease.  Luigi  Infante  to  Giuseppe  Pusco.  May  4.  Oct 
16,    1906.     "9:2441 nom 

1.56th  st,  No  609  Bast,  ground  floor.  Johanna  Schiesser  to  Al- 
fred Raabe;  5  years,  from  Oct  1;  1906.  Oct  16,  1906.  9:2403. 
300 

Brook  av.  No  128.  Assign  lease.  August  Noetel  to  Fredk  W 
Simmons,   of  Hoboken,  N  J.     Oct  18,   1906.     9:2262 nom 

Brook  av.  No  911,  store.  Gesine  Entelmann  to  John  MuUer;  3 
years,   from  May  1,   1907.     Oct   13,   1906.     9:2367.  .1,080  to   1,200 

*Columbus  av,  s  e  cor  Van  Buren  st,  all.     Louis  Mazza  to  Frank 

Gasparrini;    5    years,    from    Nov    1,    1906.      Oct    17,    1906 

630   and   696 

Pelham  av,  Nos  880  to  884,  all.  Louise  Moorehead  to  Charles 
Viscainte;  3  years,  from  Mar  1,  1905.  Oct  13,  1906.  11:307.8. 
:    1,500 

♦Van  Nest  av.  No  100,  Westchester.  Assign  lease.  Frank  Gas- 
parrini  to   Wm   Wetterer.     Oct   15.     Oct   17,   1906 nom 

*Same  property.  Re-assign  lease.  William  Wetterer  to  Frank 
Gasparrini.      Oct    15.      Oct    17,    1906 nom 

Westchester   av.   No   1022,   west   %    of   store.      Anton   Birkle   to   P 
Kronenberger;    3   years,    from   May   1,   1007.      Oct   13,    1906. 
10:2676 768 

Webster  av.  No  13.5.8.  Assign  lease.  Mary  Kanze  to  Gustave 
Kanze.      Oct    13.      Oct    16,    1906.      11:2893 nom 

Same  property.     Re-assign  lease.     Gustave  Kanze  to  Mary  Kanze. ' 
Oct    16,    1906.      11:2893 '    nom 

*White  Plains  av,  n  e  cor  214th  st,  store,  Williamsbridge. 
Rachela  Belotti  to  Francesco  Antropoli;  2  years,  from  May  1. 
1906.     Oct    18,    1906 300 

*Lot  1232,  map  Wakefield.  Gilbert  S  Lyon,  County  Treasurer 
of  County  of  Westchester,  to  Robt  J  Dodge.  Mar  16,  1863-  1  - 
OOO  years   tax   lease.     Oct   15,   1906 , 4.84 

*Same  property.  Assign  lease.  Arnold  R  Dodge  INDIVID  and  as 
ADMR  to  Antoinette  C  Dodge.  AUtitle.  Mar  1,  1894.  Oct  15 
100,6.............    ..,..-...:..     ..., ......    ; nom 


NOTE. — The  arrangement  of  this  list  is  as  follows;  The  first  name 
Is  that  of  the  mortgagor,  the  next  that  of  the  mortgagee.  The  de- 
scription of  the  property  then  follows,  then  the  date  o;  the  mort- 
gage, the  time  for  which  it  was  given  and  the  amount.  The  general 
dates  used  as  headlines  are  the  dates  when  the  mortgage  was  handed 
into   the   Register's   office   to  be   recorded. 

Whenever  the  letters  "P.  M."  occur,  preceded  by  the  name  of  a 
street,  in  these  lists  of  mortgages,  they  mean  that  It  is  a  Purchase 
Money  Mortgage,  and  for  fuller  particulars  see  the  list  of  transfers 
mder  the  corresponding  date. 

The  first  date  it  ihe  date  the  mortgage  was  drawn,  the  Eecond  the 
date  of  filing;  when  both  dates  are  the  same,  only  one  is  given. 

Subscribers  will  find  mortgages  in  this  list  with  the  wrong  block 
number  attached.  The  block  number  we  give  is  taken  from  the  in- 
Etrument  as  filed. 

Mortgages  against  Bronx  property  will  be  found  altogether  at  the 
foot   of  this  list. 

October  12,  13,  15,   16,  17  and  18. 
BOROUGH   OF  MANHATTAN. 

Agid,  Sale  wife  of  Solomon  to  Frederic  Storm.  Eldridge  st.  No 
1.33,  w  s,  abt  lOO  n  Broome  st,  25x100.  Prior  mort  $41,000. 
Installs,  (!%.     Oct  12,  1900.     2:419.  7,500 

Arnhoff.  Saml  to  Kassel  Edelson  and  ano.  27th  st,  Nos  307 
to  311,  n  s,  100  e  2d  av,  75x98.9.  Prior  mort  $87,000.  Oct  15, 
due   April    15,    1907,   6%.      Oct   16,   1906.     3:933.  10,000 

Apollo  Realty  Co  to  U  S  TRUST  CO  of  N  Y.  12th  st,  Nos  639 
to  643.  n  s.  108  w  Av  C,  2  lots,  each  37.6x103.3.  2  morts,  each 
.f:i(!,000.      Due.   &c,   as   per  bond.      Oct   16,   1906.      2:395.       72,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders  to  above  morts.     Oct  16,   1906.     2:395.  

Adams,  Agnes  T  to  ROYAL  BANK  of  N  Y.  61st  St.  No  106  West. 
Assignment  of  rents  to  extent  of  $1544.  Oct  12.  Oct  15, 
1906.      4:1132.  nom 

Altman.  Benj  to  MUTUAL  LIFE  INS  CO  of  N  Y.  .36th  st,  Nos  207 
to  213,  n  s,  100  e  3d  av,  runs  n  98.9  x  e  25  x  n  98.9  to  s  s  37th 
st,  Nos  200  to  210,  X  e  .50  x  s  98.9  x  e  25  x  s  98.9  to  36th  st 
X  w  109  to  beginning.  Oct  12,  due,  &c,  as  per  bond.  Oct  17, 
1901!.      3:917.  200,000 

Apollo  Realty  Co  to  U  S  TRUST  CO  of  N  Y.  116th  st,  Nos  238  to 
244.  s  s,  110  w  2d  av,  83x100.11.  Certificate  as  to'  consent  of 
stockholders  to  2  morts,  aggregating  $85,000.  Oct  16.  Oct  17, 
1906.      (!:1665.  

Apollo  Realty  Co  to  U  S  TRUST  CO  of  N  Y.  116th  st,  Nos  238 
and  240,  s  s,  1.53  w  2d  av,  40x100.11.  Oct  16,  due,  &c,  as  per 
bond.      Oct   17,    lOlMI.      (!:  l(i(!5.  41,000 

Apollo  Realty  Co  to  U  S  TRUST  CO  of  N  Y.  116th  st,  Nos  240 
and  242,  s  s.  110  w  2d  av,  43x100.11.  Oct  16,  due,  &c,  as  per 
bond.     Oct  17,   1906.     6:1665.  44,000 

Appleton,  Wm  W  and  ano  trus  James  E  Carley  with  Simon 
Schwartzberg  and  ano.  127th  st,  No  164  East.  Extension 
mort.     Oct    16.     Oct   18,    1906.     6:1775.  nom 

Adler,  Samuel  and  Josef  Lax  to  Jacob  A  Geissenhainer  and  ano 
trus  Henry  Elsworth.  Av  B,  Nos  271  and  273,  s  e  cor  16th  st. 
No  600,  45.9x88.'     Oct  16,  5  years,  .5%.     Oct  18,  1906.     3:983. 

35,000 

Agranoff,  Morris,  to  Paul  Hellinger.  10th  st,  Nos  412  and  414,  s  s, 
193  e   Av  C,  40.\92.     Oct  17,   1   year,  6%.     Oct  18,  1906.     2:379. 

I,00i0 

■\bbate,  Dominick  and  Pietro  Alvino  to  A  Hemenway  et  al  trus  A 
Hemenway.  Spring  st,  Nos  64  and  (i6,  s  w  cor  Lafayette  st, 
Nos  226  to  230,  50.4x73. 2x.50.3x7(!.3.  Oct  16,  due  Oct  16,  1911. 
—'/'■     Oct   17,   ]9tl6.     2:482.  100,000 

Bolender,  Philip  and  Louis  P  Dowdney  with  Dennis  M  Gallo.  Car- 
mine St.  No  67.  Agreement  as  to  striking  out  of  clause  in  mort 
dated  May  1,  19116.     Oct  12.     Oct  17,  1901!.     2:582.  nom 

Berger,  Joseph  and  Herman  Oppenheim  with  Randolph  Hurry. 
;*>d  st.  No  .303  East.  Subordination  agreement.  Oct  10.  Oct 
17,   1906.     2:373.  nom 

Berger.  Joseph  and  Leon  Tuchman  with  same.  Same  property. 
Subordination  agreement.     Oct  18.     Oct  17,  1906.     2:373.  nom 

Bollt,  Rebecca  to  Samuel  A  Tannenbaum  and  ano.  6th  st,  Nos 
709  and  711,  n  s,  1.50.4  e  Av  C,  44.11x90.10.  P  M.  Prior  mort 
$ .     4  years,   rr/r.     Oct    15.    1906.     2:37-6.  7,500 

Byrne.  Cornelius  E  to  TITLE  INS  CO  of  N  Y.  72d  st.  No  302,  s  s, 
27. (!  w  West  End  av,  runs  s  36  x  e  13. <!  x  s  9  x  w  13.6  x  s  0.6 
X  w  17.11  X  n  45.6  to  st  x  e  17.11  to  beginning.  Oct  17,  1906, 
5  years.  I'/s'/r.      4:118.3.  16,000 

Bradford,  Anna  A  trustee  Wm  H  Bradford  for  Grace  B  Fairfax,  of 
Lenox.  Mass,  with  Samuol  R  Betts.  West  End  av,  Nos  408  and 
410,  42x110.     Extension  mort.     Oct  11.     Oct  17,  1906.     4:1227. 

nom 

Bachman,  Alfred  C  to  County  Holding  Co.  Pearl  st.  No  36,  s  s, 
29   e   Moore   st,   25.2x.52.9x24.7x.52.6.      P   M.      2   years,   5%.      Oct 

15,  1906.  1:,8.  19,000 
Bier.   Mary  wife  of  and  Jacob   to  John  McL  Nash   trus   Francis  E 

Berger.     6th  st.  No  635,  n  s,  1.58  w  Av  C,  25x90.10.     Oct  16.  3 

years,  '>'7r.     Oct  17.  1906.    2:.389.  19.000 

Berger.   Joseph    to    Randolph   Hurry.     3d  st.   No  .303,   n   s,   305.10 

w  Av  D,  24.6x96.     Oct   1,  3  years,  5%,     Oct  17,   i906.     2:373. 

25,000 
Blum.  Chas   to  Julia  Brandt.     93d  st.  No  173,  n  s,  280.4  w  3d  av, 

19.8x100.  Oct  17,  3  years,  4V^%.  Oct  18,  1906.  5:1522.  10,000 
Baylies.  Edmund  L  to  U  S  TRUST  CO  of  N  Y.     62d  st.  No  10,  s  s. 

204  e  5th  av,   25x100.5.      Due,   &c,   as   per  bond.      Oct   18.   190S. 

5:1376.  160,000 

Banks,   Geo   B,   New   Rochelle,   N   Y.    to   Ben]   F   Batchelder.      21st 

st.  No  1.3S,  s  s,  320.7  s   (?),  should  be  e,  from  e  s  7th  av,  runs 

s  92  X  s  (?)  23  X  n  92  to  s  s  21st  st  x  n  (?)  23  to  beginning  (?), 

I)robable  error.     3  years,  (')%.     Oct  18,  1906.     3:796.  2,000 

Berliner,  Julius   and   Max   Gr.eenberg  to   Marcus   Rosenthal.      112th 

st,   s  s,   137. (!   w  Park  av,  64x100.11.     Prior  mort   $68,800.     Oct 

16,  due.Feb  1.  19Q7,  67c.     Oct  18,  1900,     6:1617.  5,000 


The  text  of  tt^Mo  pages  li  copyrighted.     All  rights  are  reserved.  Notice  Js  hereby  glyen  that  In^rlageJnent  will  lead  to  proseou^lAn. 
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Bbscben,  John  H,  Jr,  N  Y,  and  Elfrieda  C,  Brooklyn,  N  Y,  to 
TITLE  GUARANTEE  &  TRUST  CO.  5th  av.  No  1321,  n  e  co? 
111th  St,  No  1,  L'o.L'xlCO.  Oct  10,  3  years,  —%.  Oct  17,  VMM;. 
(■,:l(il7.  •  ■  2t;.W»0 

Bornstein,  Joseph  to  Louis  Bornstein.  128th  St.  Nos  (i4-(>8.  s  s, 
140  w  Park  av.  .''ii;.;ix!l!).ll.  Prior  mort  $i!  1,^(10.  Oct  18,  I'.KMl. 
due    Apr    18.    11107.   (j'/f.      Ii:17ri2.  l.-..(-M_) 

Bischoft,  Sarah' wife  ot  and  Max  in  bond  only  to  PEOPLES  TRUST 
CO  trustee  Frank  T  Wall  and  ano  exrs.  &e,  Michl  W  Wall.  114th 
St,  No  105.  n  s,  131.0  w  Lenox  av,  31x100.11.  Oct  15,  I'JOli. 
:3  years,   5%.     7:1824.  25,000 

Brann.  Marcus  P  to  WASHINGTON  TRUST  CO  ot  City  ot  N  Y. 
9th  av.  No  532,  e  s.  9S.0  s  40th  st,  24.8x100.  Oct  15,  lilOO,  5 
years,  ■!%'/'■     3:7(53.      •  18  0110 

Brakmann.  Augusta  to  Albert  H  Bultman  et  al.  3d  av.  No  507. 
n  e  cor  34th  st,  Nos  201  to  205.  24.0x1(K>.  P  M.  Oct  12 
5  .years,   4%%.      Oct   15.    I'Mii.     3:i)15.  8.5,^X1 

niey.  Geo  to  John  M  Mossman.  112th  st.  No  203,  n  s,  100  e  8th 
av,    31.3x](.M».ll.      5    years,    5%.      Oct    15,    1000.      7:1828.     28.0110 

Bache.  Max  to  Daniel  W  Harnett.  Sullivan  st,  No  142,  w  s  175 
H  Prince  st,  25x125.  P  M.  Prior  mort  $34,000.  Aug  1,  10 
years,  0%.     Oct   10,   lOOli.     2:518.  1!)  000 

Barton.  Henrietta  P  to  Mathilde  S  Sterne  et  al  exrs  Simon  Sterne. 
104th  St.  No  321,  n  s.  120  c  Riverside  Drive,  20xlOll.ll.  Oct  (1, 
3  years,  4M;7f.  Oct  8.  1000.  7:1891.  (Corrects  error  in  last 
issue  when  st  was  E  104th  St.  11.000 

Burns,  Emily  E  Susie  E  Fitchet  and  Annie  E  De  Camp  to  TI- 
TLE GUARANTEE  AND  TRUST  CO.  45th  st.  No  104.  s  s. 
Sl.O  w  0th  av,  21.0x75.5.  Due,  Sc,  as  per  bond.  Oct  10,  llllMi. 
4:997.  25,0110 

Brenauer,  Gabriel  to  Josephine  E  Thurston.  53d  st.  No  244,  s  s. 
i;!3.4  w  2d  av.  18.10x100.  Oct  15,  2  years,  4%%.  Oct  Hi 
l!Xin.      5:1320.  (>.5(X) 

Brody.  Adler  &  Koch  Co  to  Louise  Davidson  and  ano  exrs  Mo- 
ritz  Davidson.  133d  st,  Nos  .525  and  527,  n  s.  202.0  w  Am- 
sterdam' av,  37.0x99.11.  Certificate  as  to  consent  ot  stock- 
holders  to  mort   for  !f30.000.      Sept  28..    Oct   13,   1900.      7:1987. 

Bolta-n.    Jacob    to    Simon   Uhltelder   and    ano.    ti.3d   st.    Nos   228   to 

238,  s  s,   2.50  e  West   End  av.   150xl(X).     Prior  morts  $ .  Sept 

18.    demand.   O'i .      Oct    12,    1900.      4:11.54.  15.(KK) 

Bueren.  Helen  M  to  Blanche  A  Santoire.  11th  st.  No  32.  s  s. 
5.50.10  e  Oth  av.  22x94.10,  given  to  secure  mort  of  .$1  5(M)  on 
No  114  W  133d  St.     Oct.  10,  installs,  (i%.     Oct  13,  1900.     2:574. 

1..500 

Coffin.  Edmund  to  TITLE  GUARANTEE  AND  TRUST  CO.  49th 
:st.  Nos  244  to  2.50,  s  s.  80  e  8th  av.  80xl(HI.5.  Building  loan. 
Oct    11.    demand,    0%.      Oct    12,    I'.MIO.      4:1020.  150.1K:k) 

Carroll,  John  F  to  Anna  H  Schmidt.  57th  st,  No  40,  s  s,  OOO.O 
w  5th  av  2(1.0x100.5.  P  M.  Oct  11,  due  July  1,  1911,  4%. 
.Oct  12,  I'.HIO.     5:12(2.  80.000 

Cohn.  Lesier  to  City  Real  Estate  Co.  I(l9th  st,  Nos  223  and 
225,  n  s,  300  w  Amsterdam  av,  44.4x100.11.  Oct  11,  3  years. 
— %.      Oct    12.    1900.      7:1881.  55,000 

Coraerford,  Patrick  H  to  Peter  Doelger.  Sth  av.  No  301,  n  w 
cor  25th  st,  Nos  301  and  303.  Saloon  lease.  Oct  11,  demand. 
(i%.      Oct    12.    1900.      3:749.  5,000 

Cbakley,  Cornelius  G  to  Ella  A  Tiemann.  5(ith  st  No  53,  n  s, 
711.4  w  5th  av,  19.4x100.5.  Oct  1,  2  years,  5%7o-  Oct  l(i, 
1900.     5:1272.  .50.000 

Cohn,  Max  and  Sol  Nusman  to  Meyer  Woltson.  3d  av.  No  2388. 
Leasehold.  Oct  11,  due  Nov  11,  1907,  — %.  Oct  10,  IWO. 
0:1794.  Notes.    800 

City  Investing  Co  to  TITLE  GUARANTEE  AND  TRUST  CO. 
5th  av.  Nos  119  and  121.  n  e  cor  19th  st.  No  .3.  runs  e  125  x  n 
92  X  w  25  X  s  45.0  x  w  100  to  e  s  5th  av.  x  s  40. (i  to  beginning, 
pet  15,   due.  &c.  as  per  bond.     Oct  10,   190l>.     3:848.  0OO.(XI0 

Same  to  same..  Same  property.  Certificate  as  to  consent  ot  stock- 
holders  to  above  mort.     Oct   15.     Oct   !(!,   190(>.     3:848.  

Cohen.  Isaac  and  Louis  Sheinberg  to  Woolf  J  Blumborg.  Broome 
st  No  23(.  s  s.  .50  e  -Ludlow  st.  25x.50.  .P  M.  Prior  mort  $12.- 
(XH).      Installs,    r,%.      Oct    15,    1900.      2:408.  8.000 

Canevari,  Maria  to  LAWYERS  TITLE  INS  &  TRUST  CO.  Tho:iip- 
son  St.  No  215,  w  s,  2<Xyi  n  Bleecker  st,  24.11.x99.8x21.9.x99.7. 
5  years,  .5%.     Oct   15.   1900.     2:539.  25,(XI0 

Conklin.  Mary  to  City  Real  Estate  Co.  A  new  st,  w  s.  being  lots 
53  and  54  map  (No  71(i)  ot  land  ot  Est  of  Lucius  Chittenden  at 
Washington  Heights,  runs  u  w  135.4  x  n  e  08.5  x  s  e  13.5  to  said 
new  st  X  s  w  .58.8  to  beginning.  P  M.  Oct  10,  3  years,  — %.  Oct 
•18.   1900.      S:2179.  1,250 

Chartress,  Chas  J  to  Wm  F  Gorham.  150th  st.  No  401,  n  s, 
250  e  Amsterdam  av,  25x99.11.  5  years,  57c.  Oct  18,  1900. 
7:20Ij5.  5.0  10 

Clinton  Realty  Co  to  A  Gertrude  Cutter.  50th  st,  Nos  207  and 
209,  n  s,  150  w  7th  av,  50x95.7x50x95.6.  P  M.  5  years,  4i/>7f. 
pet  17,  190!!.     4:1028.     .  90,000 

Cohn,  Eliza  to  Jonas  Weil  and  ano.     73d  st.  No  223,  n  s,  275  w  2d 
•  av.  25x]02.2.     P  M.     Prior  mort  $18,000.     Oct  10,  0  years,  (V/r. 
Cct  17,   19(Xi.     5:1428.  9.0(X) 

Cohn,  Eliza  to  Jonas  Weil  and  ano.  73d  st.  Nos  223  and  225. 
ri  s,  250  w  2d  av,  50x102.2.  Given  as  collateral  security  for 
mort  ot  $10.(i()'l  on  Lewis  st.  Nos  7  and  9.  Oct  10.  due  May 
1.    1911.    07.      Cct    17.    1900.      5:1428.  lO.i'lOO 

C6hn.  Eliza  to  Jonas  Weil  and  ano.  73d  st.  No  225.  n  s.  2.50  w 
2d  av,  25x102.2.  P  M.  Prior  mort  $17,000.  Oct  10,  0  years, 
(i7f.     Cct  17,   1910.     5:1428.  10.(X10 

C(4iitury  Holding  Co  to  TITLE  GUARANTEE  &  TRUST  CO.  137th 
st,  s  s.  125  w  Broadway.  2  lots,  each  05x99.11.  2  morts,  each 
$(;0,(XIO.     Oct  10,  due,  &c,  as  per   bond.     Oct   17.   190;;.     7:2002. 

120.000 

Same  to  same.  Same  property.  Certificate  as  to  consent  ot 
stockholders   to  above  morts.      Oct   10.      Oct   17,    1!X)I!.      7:2(X)2. 

Church  of  Harsenville  according  to  the  Doctrine  and  Discipline 
bt  The  Synod  ot  Dorth.  usually  called  Bloomingdale  Reformed 
Church  in  City  ot  N  Y  to  MUTUAL  LIFE  INS  CO  ot  N  Y. 
West  End  av.  No  9  lO,  w  <;,  75.11  n- KXith  st,  75x100.  Due.  &c. 
as  per  bond.     Oct  17.  1900.     7:1892.  40,000 

Cella.  John  to  Wm  Riker  and  ano.  Sullivan  st.  No  116,  n  or  n  w  s, 
150  s  or  s  w  Prince  st,  23.6xl(X).  P  M.  Oct  17,  4  years,  — %. 
Oct  ,18.    19011.      2:.504.  8,(X)0 

Cohen,  Jacob  to  Clarence  E  Gate.     119th  st,  Nos  29-35,   on  map 


Nos  27  and  29,  n  s,  257.5  w  5th  av.  runs  n  97,7  x   a  w  44, .3  x  s 

7.11  X  w  0  X  s  100.11  to  st  X  e  48.7   to  beginning;    119th  st,  Nos 

23    and   25.    n   s,    207.5    w   .5th    av,    .5().x97.7x51.3x84.5.      Oct    15. 

demand.    07, .      Oct    17,    1900.      0:1718.  (iO.O(X» 

Di    Benedetto,    ."^ngelo    to    Madelena   Fumo   and    ano.      114th    st,    No 

351,    n   s.    100   w    1st    av.    25x100,11,      P   M.      Prior   mort   $7,(MI0. 

Oct    17,    1    year,  O'i.      Oct    18,    lOtUi.     0:10.80.                                   4,300 
Same   to   Charles    L   Hoffman,      Same   property.      Prior   mort   $ . 

Oct  11,  due  Oct   1,   1907,  07,.     Oct   18,  lOOCi.      0:1080.  1.000 

Dince,   Mayer   to   Clement   March.     Henry  st.   No  320,   s   s.   150  w 

Jackson    st,    25x!)4.10.      Oct    15,    3    years,    57e;.      Oct    17,    1906. 

1:207.  20.500 

Same  and  Adolf  Press  with  same.     Same  property.     Subordination 

agreement.      Oct   10.     Oct   17,   1900.      1:207.  nom 

Dince,    Mayer    and    Francis    H    Ross    with    same.      Same    property. 

Subordination    agreement.      Oct    1.5.      Oct    17.    IHt.Kl,       1:207.     nom 
De    Rosa.    Frank    to    Pincus    Lowenfeld    and    ano.      lOlth    st.    n    s, 

100    w    Av    A,    250x100.11.      P    M.      Oct    15.    installs,    6%.      Oct 

10,  1900.     0:1(j98.  35,000 

Doris,    Daniel    to    Lion    Brewery.      Av    A,    No    .309.      Saloon    lease. 

Sept    17,    demand,   0%.      Oct   17.    19(10.      3:951.  3,374.10 

Douthitt.    John    F    to    Josephine    Schmid.      5th    av.    No    2144,    w    s, 

130   s    132d   St.    19  11x75.      Aug   0.    due.   &c,    as   per   bond.      Oct 

17,    1900.     0:1729.  25.000 

Dill     Alois   to    Philippine   Bock.      75th   st,   Nos   428  and   430.   s  s, 

308.6   e    1st    av.   30x102.2.      P   M.     5   years,   .57r-      Oct   15,   11X16. 

5:14(59.  17,000 

Downey    Edward   to  Clara  Mayer.     SOth  st.  No  419,  n  s,  181  e  1st 

av,   25x90.      P   M.      Prior   mort   $12,0(M).     3  years,   0%.      Oct   15. 

1906.      5:15(U1.  4.000 

Danziger.  Adolph  to  Edw  H  Raynolds.  112th  st,  Nos  50  to  54,  s  s, 

201.6  w   Park  av.  48x100.11.     Oct  5,  5  years.  5%.     Oct  8.  1900. 

0:1017.     Corrects  error  in  last  issue  when  location  was  12th  st. 

48,000 
Daniels.    Isidor    to    Hyman    Ringel.      Goerck    st.    No    OS,    »    s,    225 

n    Delancey    st,    25x99.4.      P    M.      Prior    mort    .$25,.500.      Oct    15, 

due    April    15.    1908.    67,.      Oct    16,    190(5.      2:323.  1.500 

Dastler.    Pauline    to    Harris    D    Colt.      42d    st    ,No    501,    n    s.    78.2 

e   11th  av.   runs  e  21,9  x  n   125,10  x  w  28  x  s  25.5  x  e  10  x  s 

foo.5    to    beginning.      Sept    4,    due   Jan    1,    1910,    4%%.      Oct    16. 

i;X16.      4:1071.  12.(M10 

Deevy,    Jefferson    to    Herbert    G    Streat    trustee    Abram    Beckman. 

131st   St.   No   218,   s  s.   208.4   w   7th  av.   10.8x99.11.      P  M.     Oct 

15,    3    years,    5%.      Oct    16,    1906.      7:19.36.  10  OOO 

Same    to    Emilie    M    Streat.      Same    property.      P    M.      Prior   mort 

$10,000.      Oct   15,    1    year.   .57.      Oct   10.   1906.      7:1936.  1,000 

Eibel.    Henry   to   DeWitt   C    Flanagan   and  ano   trustees.      Allen   st, 

Nos   206  and  208.      Saloon    lease.      Demand,   67c.      Oct   12,   1906. 

2:417.  2..5O0 

Euell,    Elizabeth    wife    ot    Paul    to    Caroline    A    Adams.      St    Nicho- 
las av.  n  w  cor  1,57th  st.  No  941.  runs  w  10.3,3  x  n  45  x  e  90,10 

to    av.    X    s   40.8   to    beginning.      Prior   mort    .$ .      Oct    11,    due 

Feb   19.    1908,   — %.      Oct   12,    1906.     8:2108.  5,000 

Eidt,    John   C    to   Thertsa    Schappert       2d   av.    No   848,   e   s    25   n 

45th   st,   25. .5x75.      P   M.      Oct   9,    7   vears.   .59?.      Oct   16.    1900. 

5: 1338.  19.000 

Eidt.  John  C  to  Theresa  Schappert.     2d  av.  No  846,  n  e  cor  45th 

st,  Nos  301  and  303,  runs  n  25  x  e  75  x  n  25  5  x  e  25  x  s  50.5 

to   St.   X   w   1(X)  to   beginning.      P  M.     Oct  9.   7  years,  5%.     Oct 

1(!,    1906.  39.000 

Epstein.    Ida   to    GERMAN   SAVINGS    BANK   in   City  N  Y.      2d   av. 

No  24a3.   w   s.   25.1   n   12Sd  st,   25.0x00.     3  years,   5%.     Oct   16. 

1906.      6:1788.  15.0(10 

EQUITABLE   LIFE   ASSUR   SOC  ot   the   U   S  with   Henry   P   Booth, 

Great  Jones  st.   No  46.      Extension  mort.     Sept  1.     Oct   15,   1900. 

2:."31.  nom 

EQUITABLE   LIFE   ASSUR   SOC   ot   the   U   S  with   Henry  P  Booth, 

Great  Jones  st.  No  55.     Extension  mort.     Sept  1.     Oct  15.  1906. 

2:530.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  James  G  Powers 

and  ano.     Maiden   lane.   Nos  10  ajid  18.     Extension   mort.     Sept 

1.      Oct   15.    190(!.      1:(54.  nom 

EQUITABLE    LIFE    ASSUR    SOC   ot   the   U   S   with   Eliza   G    Board. 

Maiden   lane,   No   125.     Extension  mort.     Sept  1.     Oct  15,  1906. 

1:70.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Wm  P  Youngs  et 

al.     9th  st.  No  735  to  730  East..    Extension  mort.     Sept  1.     Oct 

15,  1!X)6.     2:379  nom 

EQUITABLE   LIFE   ASSUR   SOC   of  the  U   S  with   Marie   A   Finck. 
■     19th  st.   No   136  East.     Extension  mort.     Sept   1.     Oct  15,  I'.HXi. 

3:874.  nom 

EQUITABLE    LIFE   ASSUR   SOC  of   the  U   S  with  Mary   N  McDon- 

old.     75th  St.   No  325  West.     Extension  mort.     Sept  1.     Oct   15. 

1900.     4:1185.  nom 

EQUITABLE   LIFE   ASSUR  SOC  of   the  U   S  with   Thomas   P  Fitz- 

simons,     7(5th  st    No   109  West.     Extension  mort.     Sept  1.     Oct 

15.    1906.      4:1148.  nom 

EQUITABLE    LIFE    ASSUR   SOC   ot  the   U   S   with   Edward   Haight 

exr   Annie   Haight,      80th   st.   No  4.3   East.      Extension   ot   mort. 

Sept   1.     Oct   15.   190(5.     5:1492.  nom 

EQUITABLE    LIFE    ASSUR    SOC    ot    the    U    S    with    Ollie    Scheuer, 

2d  av.  No  1948.     Extension  mort.     Sept  1.     Oct  15,  1906.     6:1672. 

nom 
Eigenmacht,   Louis  and  Jacob  Jacobowitz   to  Julius   Bachrach  and 

ano.    2d   av.    No   2450.    e   s,    19.11    s    120th   st.   26.8x100.      P   M. 

Prior  mort  $20,5(X1.     Oct  9,  due  Nov  1,  1910,  07c.     Oct  15,  1906. 

0:1802,  5,800 

EQUITABLE    LIFE    ASSUR   SOC    ot    the   U    S   with    Herald    Square 

Realty  Co,     Broadway,  w  s    from  33d  to  34thst.     Extension  mort. 

Oct   1.      Oct    15.   I'.KX).     3:809.  nom 

Eusner.    Genovefa.    Borough   of    Richmond.    N    Y.    to   STATEN   ISL- 
AND  SAVINGS   BANK.      133d  st.   No  35V4,   n  s,  4.35  e  Lenox  av, 

1(1.8x99.11.      Oct    17,    190(5,    1    year,    57c.     6:1731.  10.000 

Equitable    Realty    Co    to    Saml    P    Savage.      14th    st,    Nos   302    and 

304,  s  s    33  e  2d  av,  39x51.0.     Oct   IS.  due  Oct   1,  1909,  4y27c. 

Oct   18,    1906.      2:455.  15,000 

Same    to    same.      Same    property.      Certificate    as    to    consent    ot 

stockholders    to    above    mort.      Oct    17.      Oct    18.    1900.      2:455.    , 


EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Charles  Yung. 
7ih  St.  -Nos  1158  and  170.  Extension  mort.  Sept  1.  Oct  18. 
1906.     2:402.  nom 


Tll#4«/xl  bt  iilies(3- pages  ts  ^cbpyrfgbtei     Atl  rights  are  reserred.    Notice  U  hereby  given  that  intringemeDt  will  lead  to  procecutlon. 


October  20,  1906    .  Hortgafei 
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EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Moses  Levy. 
Canal  st.  Nos  224  and  230.  Extension  mort.  Sept  1.  Oct 
IS,   IllO(i.      l:rjt<.  Dom 

EQUITABLE  LIFE  ASSUR  SOC  o£  the  U  S  with  Noble  F  Hoggson. 
o.ith  St,  No  KJO  East.  Extension  mort.  Sept  1.  Oct  18, 
I'.IOi;.      3:S'J1.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Maze  Realty  Co. 
IMa  St,  No  41  West.  Extension  mort.  Sept  1.  Oct  IS,  lOOti. 
3;821,  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Mary  H  Watts. 
Slst  St,  No  31  West.  Extension  mort.  Sept  1.  Oct  18,  1906. 
4:11!.)5.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Twenty-Seven 
and  Twenty-Nine  Pine  Street  Co.  Pine  st,  Nos  27  and  29. 
Extension   mort.     Sept   I.      Oct  18,   lUOU.      1:43.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Henrietta  P 
Clarke,  tith  av,  No  345.  Extension  mort.  Sept  1.  Oct  18, 
lUUU.      3:797.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Esther  wife 
Moses  Levy.  S2d  st.  No  54  East.  Extension  mort.  Sept  1. 
Oct    IS,    1900.      5:1493.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Lilly  W  Barney. 
74th  st.  No  155  West.  Extension  mort.  Sept  1.  Oct  18,  1900. 
5:1409.  "  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  William  Hoff- 
man and  ano.  1st  av.  No  1111,  Extension  mort.  Sept  1.  Oct 
IS,    19(.m;.      5:1435.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Mary  H  Watts 
widow.  74th  st.  No  100  West.  Extension  mort.  Sept  1.  Oct 
IS,    1901).      4:1145.  nom 

EQUITAPLE  LIFE  ASSUR  SOC  of  the  U  S  with  Edwin  H  Grif- 
fin. 45th  st.  No  114  West.  Extension  mort.  Sept  1.  Oct 
18,    190li.      4:997.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  James  J  Phelan. 
Amsterdam  av,  Nos  593  and  595.  Extension  mort.  Sept  1. 
Oct   IS,   1906.     4:1219.  nom 

Fischer,  Carl  to  FARMERS  LOAN  &  TRUST  CO.  4th  av,  Nos 
10  and  12,  w  s,  270.11  s  Astor  pi,  55.9x95.8x52.6x76.11.  P  M. 
Aug  2,    due   Oct   17,   1909,   —<■/(,.      Oct   17,   1906.      2:544.         50,(_KJ0 

Friedland,  Paul  to  Saml  Rosenthal.  11th  st,  No  G46,  s  s,  83  w 
Av  C,  25x94.9.  P  M.  Prior  mort  !f20,00<_>.  Oct  15,  3  years, 
6%.      Oct    17,   1006.      2:393.  3.0(X» 

Friedman,  Fannie  to  Josephine  B  Chambers.  104th  st.  No  217, 
n  s,  333.4  w  2d  av,  16.8xl(X).10.  Oct  16,  due  July  14,  1909, 
5%.      Oct    IS,    1906.      6:1654.  6,000 

Forst,  Sarah  and  Fannie  and  Fannie  Forsht  to  Jonas  Weil  and 
ano.  Columbia  st.  No  57,  w  s,  150  n  Delancey  st,  25x100.  P 
M.  Prior  mort  $26,500.  Oct  15,  5  years,  0%,  Oct  16,  1906. 
2:333.  8,000 

Faulkner,  Nannie  J  to  Louis  Rosenberg.  75th  st.  No  178,  s  s, 
2.59  w  3d  av.  16x102.2.  P  M.  6  months,  6%.  Oct  16,  1906. 
5:1409.  2,000 

Friedman,  Abrom  to  Jacob  M  Sax.  74th  st.  No  427,  s  s,  317.2  e 
1st  av,  runs  n  63.1  x  s  e  21  x  s  59.9  to  st,  x  w  20.10.  P  M. 
Prior  mort  $4  500.     Oct  12,  4  years,  O'/c.     Oct  13,  1906.     5:1469. 

1,400 

Furmann,  Jacob.  Josef  Gertner  and  Abraham  S  Weltfisch  to  Real- 
ty Mortgage  Co.  122d  st,  Nos  247  to  251,  n  s,  101.6  w  2d  av, 
42x100.11.  Building  loan.  Oct  12,  1  year,  6%.  Oct  13,  1906. 
6:1787.  31,000 

Goldstein,  Morris  to  Phillip  Goldstein.  Orchard  st.  No  74,  e  s, 
137. (i  n  Grand  st,  2.5x87.6.  Prior  mort  $33,000.  Oct  15,  due 
Feb    15,    1907,   6%.      Oct    10,    1906.      2:408.  1,500 

Gray,  Joseph  A,  Bayonne,  N  J,  to  Edw  C  Cammann.  St  Nicholas 
av,  w  s,  25  s  179th  st,  25x100.  P  M.  Oct  15,  2  years,  5%. 
Oct    16,    1906.      8:2102.  ll.CMX) 

Goldberg,  Jacob  and  Max  Smith  to  Isaac  Well.  143d  st,  Nos 
110  and  112,  s  s,  141. S  e  Lenox  av,  41.8x99.11.  Prior  mort 
$51,000.     Oct  12,  due  Jan  12,  1907,  0%.     Oct  10,  1906.     7:2011. 

3  (MJO 

Galewski,  Bernard,  Abraham  J  Dworsky  to  Fredk  Sheldon.  Di- 
vision st.  No  209,  s  e  cor  Clinton  st,  Nos  190  and  198,  runs  s 
—  to  East  Broadway,  No  220.  x  e  23.4  x  n  110.9  to  Division  st, 
x   w   23.4    to   beginning.      Oct    16,    1906,   3   years,   4%%.      1:2,S6. 

50,000 

Gumb.  Charles  B  to  TITLE  INS  CO  of  N  Y.  80th  st.  No  177.  n 
s,  1.50  w  3d  av,  Iti.SxlOO.     3  years,  5%.     Oct  16.  1906.     5:1.509. 

9,000 

Greenspan,    Augusta    to    STATE    BANK.      Ridge    st.    No    30,    e    s, 

SO  s   Broome  st,   20x100.      Prior   mort  $ .      Oct   16,  3   years, 

C%.     Oct   18,  190<;.     2:341.  7,110.43 

Gordon,  Louis,  Barnett  Levy  and  Moritz  Gruenstein  to  N  Y  Society 
for  the  Relief  of  Widows  and  Orphans  of  Medical  Men,  a 
corpn.  Allen  st.  No  96.  e  s,  99.9  n  Broome  st,  24.9x87.6.  Oct 
8,   5  years,   57,.     Oct  IS,   1!X)6.     2:414.  20,000 

Same  and  Alfred  S  Engel  with  same.  Same  property.  Subordi- 
nation   agreement.      Oct    17.      Oct    18,    1906.      2:414.  nom 

Goldberg,  Max  to  STATE  BANK.  Stanton  st,  Nos  134  and  136, 
n  w  cor  Norfolk  st,  Nos  1<>3  and  165,  47.5x68.9.  Prior  mort 
% .      Oct    16,   3   years,    0%,.      Oct    18,   1906.      2:355.  7,110.43 

General  Theological  Seminary  of  the  Protestant  Episcopal  Church 
in  the  U  S  with  Raphael  Kurzrok.  117th  st.  Nos  129  to  135, 
n  s,  65  w  Lexington  av.  2  lots,  each  .37.6x](K).ll.  2  extensions 
of  morts.     Sept  27.        Oct   18,  1{M)6.     6:1645.  nom 

Godspeed  Realty  &  Impt  Co  to  Mechanics  &  Traders  Realty  Co 
Park  av,  s  e  cor  101st  st.  No  100,  100.11x16.  Oct  9,  2  years 
6%.      Oct   17,    1906.      6:1628.  4,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders    to   above   mort.      Oct    16.      Oct   17   ,1906.      6:1028. 


Glaubinger,  Wm  to  Peter  A  Laurla.  10th  st.  No  384,  s  s,  1.58  w 
Av  C.  25x92.3.  Oct  11,  due  July  1,  1908,  6%.  Oct  15,  1906 
2:.390.  2  000 

GoUand,  Fredericke  to  TITLE  GUARANTEE  AND  TRUST  CO 
126th  st.  No  22,  s  s,  2.53.9  w  5th  av,  18.9x99.11.  Due,  &c,  as  per 
bond.     Oct   15.   1906.     6:1723.  12,000 

Gartelman,  John  C  to  GERMAN  S.WINGS  BANK  in  City  N  Y 
104th  st.  No  105,  0  s.  62  w  Columbus  av,  25x101.10  Oct  13  3 
years,    5%.        Oct    17,    1006.      7:1859.  25  000 


Godspeed  Realty  Impt  Co  to  Mechanics  &  Traders  Realty  Co. 
Park  av,  Nos  1515  to  1521,  n  e  cor  110th  st,  Nos  101  and  103, 
100.11x35.  P  M.  Prior  mort  $48,000.  Oct  9,  7  years,  (i%. 
Oct   17.   1900.     6:1038.  21,500 

Greenbaum,  Fanny  with  John  T  WlUets  guardian.  7th  st.  No 
259,  n  s,  322.9  w  Av  D,  24.9x97.6.  Agreement  as  to  release 
of   priority   of   mort.     Oct   17.      Oct    18,    1906.      2:377.  nom 

Golden,  Eliza  with  Madalena  Fumo  and  ano.  114th  st,  No  351 
East.  Agreement  as  to  privilege  of  paying  mort.  July  3. 
Oct    IS.    llMMi.      6:1086.  nom 

Gebhardt,  Katharine  to  BANK  FOR  SAVINGS  in  City  N  Y. 
83d  st.  No  422,  s  s.  331  e  1st  av,  25x102.2.  Oct  18.  1906,  3 
years,   4»^'/f.     5:1562.  .  3,000 

Gruenberg,  Abraham  to  August  Knatz.  96th  st.  No  117,  n  s,  ISO 
w  Lexington  av,  37.6x100.11.  P  M.  Oct  10.  installs,  6%.  Oct 
17,    1906.      6:1624.  ^  3,000 

Gruenberg,  Abraham  to  Jacob  Goodman  and  ano.  96th  st.  No 
117,  n  s,  180  w  Lexington  av.  37.6x100.11.  P  M.  Prior  mort 
% .     Oct  10,  3  years,  6%.     Oct  17,  19(.H;.     6:1624.  15,500 

Hoffman,  Herman  and  Saml  Farber  to  Lambert  S  Quackenbush 
trustee  Herman  B  Lanfer.  9th  St.  No  647,  n  s,  83  w  Av  C,  25x 
92.3.      Oct   17,    1906,   5   years,   — '/t.      2:392.  15,500 

Same  to  Lambert  S  Quackenbush  and  ano.  Same  property. 
Prior   mort   $15,500.      Oct   17,   1906,  3   years,  — %.     2:392.    2,750 

Hyman,  Jacob  to  Jos  M  Weinsteln  et  al.  60th  st.  No  207.  n  s. 
125  w  Amsterdam  av,  25x100.5.  Prior  mort  $16,000.  Oct  16, 
1   year,   6%.      Oct   17,   1906.     4:11.52.  3,800 

Henken,  Mary  to  Harry  E  Moss  and  ano.  106th  st.  No  13,  n  s, 
175  w  Central  Park  West,  25x100.11.  P  M.  Oct  15,  5  years, 
51/2%.      Oct    17,   1906.      7:1842.  7.000 

Hyde,  Wm  C  to  Albert  Peiser.  143d  st.  No  2.59,  n  s,  1,37.6  e  8th 
av,    37.6x99.11.      P    M.      Oct    15,    due    Apr    15,    1907,    67o.      Oct 

17,  1906.      7:2029.  500 
Henry,    Matilda   to   Wm   R   Rose.      143d   st.   No   2.50,   n   s.    137.6  e 

Sth  av,  37.6x99.11.     Prior  mort  .$30,000.     Oct  15.  10  years,  6%. 

Oct    17,    1906.      7:2029.  13.000 

Heilbrunn,   Isaac   to  Henry  Nechols.     40th  st.   No  546,  s  s,   1,50  e 

11th    av,    25x98.9.      Certificate    as    to    extension    of    mortgage. 

Oct    11.      Oct    16,    irMJ6.      3:711.  nom 

Hartman,  Ellas  to  Alfred  Wagstaff  and  ano  trustees  Alfred  Wag- 
staff.      113th   st.   No  527.   n  s,  340  w  Amsterdam  av,   20x100.11. 

Oct   17,   1906,  3  years,  4>/47o.     7:1885.  20,0U0 

Same    to    James    Bradley.      Same    property.      Prior    mort    $20,000. 

Oct    17,   1900,  3  years,  41/2%.     7:1885.  1.500 

Hershkowitz,     Bessie     to     Ester    Haberman.       Ludlow    st.    No    40, 

e   s,   125.6   n   Hester   st,   25.2x87.6.      Oct   17,   due   Apr   17.   1908. 

6%.      Oct   18,    1906.      1:310.  1,000 

Hyman,  Henry  to  Max  Berliner.     2d  av.  No  950,  e  s,  60.5  n  50th 

st,   20x70.      P   M.     Prior  mort   $8,500.     Oct   18,   1906,  demand, 

6%.      5:1343.  5,200 

Hammlll,   Margt   W   to   Daniel   Birdsall.      Church   st.   No  297,   e  s, 

abt    45    s    Walker    st,    22.2x51.1.      Sept    29,    1    year,    6%.      Oct 

18,  I'.KIt).      1:193.  3.500 
Hamershlag,    Mark    to   Julius   J    Frank   trustee.      Essex    st.    No   5, 

w  s,  74.8  n  Division  st,  20x86.3.  Oct  17.  4  years,  5%  tor  1 
year   and   '•.V-^.'/c  thereafter.     Oct   18,   1900.      1:297.  15,000 

Horwltz,  Hyman  to  Max  Alexander.  Grand  st.  No  64,  n  s,  75  w 
Wooster  st,  25x100.  Sept  1,  due  Oct  1,  1910,  6%.  Oct  15,  1906. 
2:47.5.  10,000 

Hagan,  James  J  to  James  Murphy.  82d  st.  No  172.  s  s.  116.8  e 
Amsterdam  av.  16.8x102.2.  P  M.  Oct  15.  1906,  5  years,  — %. 
4:1212.  •  12,000 

Hoptman,  Hyman  with  TRUST  CO  OF  AMERICA.  Monroe  st.  No 
20,  s  s,  2 1 6.6  e  Catharine  st.  Subordination  agreement.  Sept 
25.      Oct    16,   1!XI6.      1:253.  nom 

Harney.  Eliza  L  to  TITLE  GUARANTEE  AND  TRUST  CO.  39th 
St.  No  242,  s  s,  3(i3.1  e  Sth  av,  17.1x98.9.  Prior  mort  $5,700. 
Oct   15,   due,   &c,  as  per  bond.     Oct   16.   1906.     3:788.  1.500 

Herzberg.  Wm  to  Margaretha  Pieper.  83d  st.  No  423,  n  s,  225 
e  1st  av.  25x102.2.  P  M.  Prior  mort  $14,000.  Due  Nov  1, 
1916,   51/2%.      Oct   16,    1906.-     5:1.563.  .  8.500 

Hoes,  Annie  N  to  Sarah  J  R  Fiske  extrx  Thos  S  Ryder.  Lex- 
ington  av.   No  842.   s   w  cor  64th   st,   20.5x90.      H/sehoId.      Oct 

16.  19(H>.   due   April   16,   1911,  W/c.     5:1398.  '  8,(XK) 
Hartin,  Francis  J  to  Central  Brewing  Co  of  N  Y.     2d  av.  No  924. 

Saloon    lease.      Oct    11.    demand,    6%.      Oct    12,    1906.      5:1342. 

6,304 

Ivy  Courts  Realty  Co  with  METROPOLITAN  LIFE  INS  CO. 
107th  St.  No  220.  s  s,  226  w  Amsterdam  av,  125xl(M).ll;  107th 
st.  No  230,  s  s,  351  w  Amsterdam  av,  125x100.11;  107th  st.  No 
210.  s  s,  101  w  Amsterdam  av,  125x100.11.  3  extensions  of 
mortgages  and  consents  to  same.     Oct  9.     Oct  17,  1906.  7:1878. 

nom 

Jeans.  Edward  to  Lea  Luquer  et  al  trustees  Wm  P  Woodcock. 
126th  st.  No  70,  s  s,  197.6  e  Lenox  av,  12.6x99.11.  3  years. 
5%.      Oct   12.    1906.     6:1723.  8.000 

Jacoby.  Morris  and  Charles  to  Isaac  B  Hosford.  West  End  av, 
Nos  920  and  931,  w  s,  50.11  s  106th  st,  50x100.  Prior  mort 
.'(!S5,000.      Oct    15,   3   years,   5%.      Oct   16,    1906.     7:1.891.       13  000 

Janes.  Jane  M  with  TITLE  GUARANTEE  AND  TRUST  CO.  7th 
av.  Nos  .592  to  596.  Subordination  agreement.  Sept  29.  Oct 
Ki.   1906.     4:1013.  nom 

Jacobson.  Rachel  to  Jonas  Weil  and  ano.  142d  st.  No  293,  n  s, 
100  e  Sth  av,  25x99.11.  P  M.  Prior  mort  $21,00<.).  Oct  15 
1906,   5   years,   6%.     7:2028.  7.0(X) 

Jacobs,  Abraham  to  Hyman  Horwltz.  Amsterdam  av.  No  1315, 
s  e  cor  125th  St.  No  456,  25.2x100.  P  M.  Prior  mort  $45,000. 
Oct   15,   1906,   5  years,  67c,     7:19t;5.  22,000 

Jacoves.  Louis  J  and  Louis  Karasik  to  Esther  Diamond.  112th 
St,  s  s,  .50  w  Madison  av.  runs  w  67.9  x  ,s  54.11  to  c  1  Old  Har- 
lem road,  x.s  w  —  X  e  83.8  x  n  100.11  to  beginning.  Prior  mort 
$35,000.     Oct   12.   1  year,  — %.     Oct  15,   190t.i.     6:1617.  3,000 

Kelly.  Jas  E  to  Andrew  C  Troy.  93d  st.  No  171,  n  s,  117  e 
Amsterdam  av,  17x90.1  to  Apthorps  lane  xl7x90.10.  Oct  17, 
1   year,   {\%.      Oct    18,    1906.      4:1224.  1,500 

Ketterer,  Percival  C  and  S  Percival  Kobler  to  Clement  March. 
19th  st,  Nos  211  to  215,  n  s,  1.50  w  7th  av,  50xl00.2x50.1x 
101.6.      Oct   18,    IfMX!,   3   years,   5%.     3:769.  75,000 

Klein.  David  to  Paul  Gross.  .52d  st.  No  427,  n  s,  339  e  1st  av, 
20x62.9x— x6().4.     Prior  mort  $7,000.     Oct  8,  2  years.  —%.     Oct 

17.  UKXJ.     5:1364.  2  000 


The  text  of  these  page*  Is  copyrighted.     All  rights  are  resenrea.       Notice  Is  hereby  given  that   Infringement  will   lead  to  prosecution. 
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ATLAS 


Kurrus  AdL'le  to  Jumel  Realty  &  Consiruelion  Co.  Claremoat 
av  -No  1>J0,  ou  map  iNo  11.14,  c  s,  2ai  n  lJ5th  st,  _40xltXI.  P  M. 
Oct   1,   due   Mar   1!»,    I'.Ul,   U'/c     Oct   IT,    I'JIIIJ.      i:ll»:io.       i^/'^'M 

Kelleher,  Mary  J  to  Isidor  J  Pocher.  131st  st,  No  iJ'M,  s  s,_,iUU 
e  l''th  av  L'r>'iU"J.ll.  P  M.  Prior  mort  $7,500.  Oct  lo,  1 
year,  (5%.     Oct  IS,   WWl     7:1997.  3,.5O0 

Kuii 

St, 

..    _     —    ^    ...  «^    Ktnyinnino-         Prir»r    Tiinrr    >U.>tMHI.       UCt    _,     _ 

2G,OUO 


lok,  Morris  aud  Jacob  Altmark  to  Mendel  W  Greenberg.  _  Allen 

t.  No  2,  n  e  cor  Division  st,  No  lUS,  runs  n  lUO.l  x  e  2(.o  x  s 

-'  X  s   or  s  w  —  to  beginning.     Prior  mort  $00,000.     Oct  3,  4 

years,   ti'/c     Oct   15,  1900.     1:294.  20,0<, 

Katz     Abraham    and    Saml    Gold    to    Amelia   Rubinsky.      Scammel 

st,   Nos  30  and  30V2  on  map  No  3U,  e  s,  2o.l  n  Monroest    2.x 

9o.2.     P   M.      Prior   mort   $23,000.      Oct    lu,   due   Jan   l-J,    101^, 


11,000 


07„.      Oct    10,    lUUO.      1:200. 

Krauss  Daniel  to  Esther  Alexander.  Id2d  st.  No  lol.  n  s,  .i-o 
e  7th  av,  20x99.11.  P  M.  Prior  mort  $15,000.  Oct  U,  o  yrs. 
0%.      Oct    10,    IDOO.      7:1917.  .■i.WO 

Kempner,  Isidor  to  Moses  Goldberg.  2d  av.  No  1322,  e  s  oO.u 
s  1 0th  st,  2.0x74.  P  M.  Prior  mort  $14,000.  Oct  lo,  J  yrs, 
07c.      Oct    10,    1900.      5:1444.  0,000 

Kempner,  Isidor  to  TITLE  INS  CO  o£  NY.  2d  av.  No  1322,  e  s, 
50.0  s  70th  st,  25x74.  P  M.  Oct  Id,  3  years,  5%.  Oct  lb, 
1900       5  1444  14,000 

Kisch  David  to  MERCANTILE  TRUST  CO  trustee.  80th  st.  No  110. 
s  s  239  2  w  Lexington  av,  18.4x102.2.  Sept  25,  3  years, 
5%.'    Oct    12,    1900.      5:150H.  10,000 

Kurzrok  Raphael  to  General  Theological  Seminary  of  the  Pro_- 
tesiant  Episcopal  Church  in  U  S.  1st  av,  Nos  '.ilOo  and  210i, 
n  w  cor  iUSth  st.  No  347,  50x100.  Oct  11,  3  years,  o%.  Oct 
12,   1900,     0:10SO.  ^  ^,       .VV,'!^ 

Kurzrok  Raphael  to  Isidore  Jackson  aud  ano.  1st  av,  Nos  JlOd 
and  21(17  n  w  cor  lOSth  st,  No  347,  50x100;  Prior  mort  $00,- 
000.      Oct   11,   demand,  —%.     Oct   12,   1900.     0;10S0.       ,       32,000 

Liebhoff,  Abraham  to  Amelia  C  Pope  and  ano.  S5th  st.  No  51 1, 
n  s  173  e  Av  A,  2.0x102.2.  P  M.  Oct  11,  3  years,  5%.  Oct 
12,   19U0.     5:15S2.  }^/*^  ' 

Same  to  Teresa  Milleg.  Same  property.  P  M.  Prior  mort  $13,- 
000,      Oct    11,   3   years,    O.^o-      Oct    12,    1900.      5:lyS2,  0,p00 

Ludman  Joseph  to  Nathan  Glassheim  and  ano,  122d  st,  Nos  104 
to  lOS,  s  s,  141  e  Lexington  av,  50.5x70.4x50.2x07.  Prior 
mort  $47,500.     Due  April  12,  1907,  0%.     Oct  12,  1900.     C:17;70. 

Lynch,  Alice  M  wife  of  and  Wm  J  to  011a  0  Willits.  *McGraw 
av,  n  s,  00  e  Cottage  Grove  av,  25x100;  llSth  st,  No  232,  s  s, 
210  w  2d  av,  21xl(-kl.ll;  117th  st.  No  lOti,  s  s,  47.0  e  Park  av, 
10  10^04.11.  Building  loan.  Prior  mort  $20,0lKX  Oct  10, 
due  Jan   12,  1907,  O'/c.     Oct  13,  1900.     0:1004  and  1007  and  *. 

3,500 
Levy.    Jacob    and    David    M    exrs,    &c,    Dorothea    Levy    to    UNION 
TRUST  CO  o£  N  Y.     3Sth  st,  No  209,  n  s,  120.0  e  Sth  av,  20.0x 
98.9.      Oct   10,    1900,    due    Nov   1,    1909,   4y2%.     3:788.  10,000 

Same   to   Ida   A    Gardiner.      Same    property.     Prior   mort   $10,000. 

Oct   10.   I'.HJO,   due   Jan   1,   1911),   0%.      3:788.  2,000 

Lieberthal,    Daniel    and    Patrick   McGovern    to    John    Bacso.      S8th 
st    No  404,  s  s,  80  e  1st  av,  20x100.8.     P  M.     Oct  15.  1  year 
O'yc.      Oct    10,    1900.      5:1407,  3,000 

Lederer,  Rachel  to  Bernhard  Rosenstock  et  al.  117th  st,  No 
300.  s  s,  175  e  Morningside  av  East,  25x100,11,  P  M.  Prior 
mort  $15,000.     Oct  15;  8  years,  0%.     Oct   10,   190G.     7:1943. 

13.000 
Lederer.   Rachel   to   Bernhard  Rosenstock  et  al.  117th  st,_No  302, 
to    300,    s    s,    100   e    Morningside    av    E,    3    lots,    each   2.jxl00.11. 
3PM   morts,   each  $10,000.     3  prior  morts  $18,000  each.     Oct 
15,  8  years,  0%.     Oct  10,   ItKIO.     7:1943.  30,000 

Lowenstein,  Julius  A  to  Max  L  Schallek.  Lewis  st.  No  102,  e  s, 
75  n  Stanton  st.  21x100.  P  M.  Prior  mort  $18,000.  Due  Oct 
1,   lltll,   0%,*    Oct   15,   1900,     2:330.  4,5U0 

Leikowiiz,  BenjiN  to  Peter  Green.  4th  st.  No  291,  n  s,  90  w 
Av  C,  25.3.X90.3.  P  M.  Prior  mort  $20,000.  5  years,  0%. 
Oct   15,   1900.     2:387.  9.500 

Lewin,  Chas  to  Davis  Levy.     113th  st.  No  74,  s  s,  155  w  Park  av, 

25x100.11.      P    M.      Oct    15.    1000,    1    year,    0%.      0:1018.  1,500 

Lyon,  Arthur,  Philadelphia,  Pa.  to  Carrie  Gans  and  ano.  3d  av. 
No  885,  e  s,  8;j,3  n  53d  st,  17.2x100.  P  M.  5  years,  5%.  Oct 
15,  1900.     5:1327.  17,000 

Lawson.  S  Levy  to  American  Bonding  Co  of  Baltimore,  a  corpor- 
ation. 40th  st.  No  102,  s  s,  78  w  0th  av,  22x24.8.  May  15,  1 
year,   A'/i.      Oct   15,    liXKJ.      3:815.  3,000 

Lang.  Fredk  to  Rosie  Cohen.     78th  St.  No  208,  s  s.  30.0  w  2d  av, 

10.4x70.8.      1    year,   0%.      Oct   15,    1900.      5:1432,  1,000 

LedermaTin,  Karl  to  TITLE  GUARANTEE  &  TRUST  CO.  102d 
St.  No  1031/4,  n  s,  408.8  w  Columbus  av.  10,3x101x14x100.11. 
Oct   10.   due,  &c,  as  per  bond.     Oct   17,   1900.      7:1857i  10.000 

Levy,  Morris  to  LAWYERS  TITLE  INS  &  TRUST  CO.  119th  st, 
No  79,  n  s,  193  e  Lenox  av.  18x100.11.  P  M.  Oct  10,  i)  years, 
57i.     Oct   17,   1900.     0:1718.  ^  14,000 

Levy,  Morris  to  Mary  Hand.  119th  st.  No  79,  n  s,  103  e  Lenox 
av,  18x100.11.  P  M.  Prior  mort  il;i4.000.  Oct  10,  3  years,  0%. 
Oct   IT.    1900.      0:1718.  4,000 

Levy.  Esther  J  wife  of  and  Jacob  to  Frederick  Sheldon.  3d  av. 
No  441.  e  s,  T9.10  s  31st  st,  18.11x100.  Oct  IT.  1900,  3  years, 
5?/o.      3:911.  10,000 

Levenstein,  Abraham  to  "Wm  Weil.  Eldridge  st.  No  73,  w  s.  abt 
100  n  Hester  st.  25x100.  Prior  mort  $30,000.  Oct  17,  1900,  0 
years,   07f,      1:.300,  8.000 

Martelli.   Rocco   to   Lion   Brewery.     Thompson  st,   No  05.     Saloon 

lease.      Oct  9,   demand.   &/(.      Oct   17.    1900.      2:4,'-9.  400 

Madison  Square  Mortgage  Co  to  Hermann  G  Klotz.  223  st,  No 
42,  s  s,  132  w  4th  av,  20.0x98.9.  Oct  17.  190L!,  due  July  12. 
19118,    5%.     3:850,  33,000 

Same    to    same.      Same    property.      Certificate    as    to    consent    of 

stockholders   to  above  mort.     Oct  17.   1900.     3:850.'  

MuUer,  Michl  N  to  Lion  Brewery,  Broadway.  No  2834,  s  .e  cor 
110th  st,  —X—.  Saloon  lease.  July  2,  demand,  0%.  Oct  17, 
1901 ;.      7:1881.  15,000 

McGettigan.  Anthony  A  to  Beadleston  &  Woerz.  St  Nicholas 
av.  No  1432.  Saloon  lease.  Oct  10,  demand,  G%.  Oct  17. 
1900.     8:2104.  0,000 


.May,  Joanna  wile  Wm  D  to  Anita_  L  Bassford.  70th  st.  No  135, 
n  s,  l:i3..j  e  Broadway,  20xl00.u.  Oct  10,  3  years,  — '/o-  Oct 
18,    1900.      4:1142.  25,000 

McCluskey,  James  J  to  N  Y  SAVINGS  BANK  of  City  N  Y.  Green- 
wich st,  Nos  248  and  2.0O,  w  s,  53.3  n  Park  pi,  41.2x84.10x41.5 
x84.     Oct   18,  1900,  due,  &c,   as  per   bond.     1:129.  32,000 

Mc.\amara,  Joseph  to  L  Josephine  Van  Deusen.  Park  av.  No  949, 
e  s,  82.2  n  81st  st,  20x80.     5  years,  — %.  Oct  12,  1906.  5:1510. 

14,000 
McCabe,  Edw  J  to  Lea  Luquer  et  al  trustee  Wm  P  Woodcock.     31st 
st.   No  215,  n  s,  400  w  'M  av,  lS.9.x98.9.     3  years,  5%.     Oct  12, 
1900.     3:912.  8,000 

Morrison,  Ma.\  and  Sarah  Aronson  to  Louis  Gordon  et  al.  Suffolk 
st.  No  172,  e  s,  150  n  Stanton  st,  25x100.  P  M.  Prior  mort 
$ .     Oct   10,  5  years,  0'7c.     Oct  12,   1900.     2:350.  8,000 

Same  to  Stanislaus  N  Tuckman.  Same  property.  Oct  10,  3  years. 
O'/t.      Oct   12,   1900.     2:350.  •  1.500 

Machiz,  Ida  to  Caroline  L  Gilsey  extrx  Peter  Gilsey  (2d).  Suf- 
folk st,  No  17i!,  e  s,  1.50  n  Stanton  st,  25x100.  Oct  10,  2  years, 
5%.      Oct    12,    1900.      2:350.  22,000 

Mandel,  Edward,  Ignatz  M  Rottenberg  and  Wm  Frieder  to  Margt 
W  Keck  et  al  extrx,  &c,  Thos  Keck.  Willet  st.  No  04,  e  s, 
100  s  Rivington  st,  20x100.  Oct  12,  3  years,  o7o.  Oct  13, 
1900.  10,000 

Same  and  Harris  Goldman  with  same. '  Same  property.  Subordi- 
nation   agreement.      Oct    10.      Oct    13,    1900.      2:338.  nom 

Machiz,  Ida  to  MUTUAL  TRUST  CO  of  Westchester  Co.  29th  st. 
No  405,  n  s,  100  e  1st  av,  25.x98.9.  Oct  12,  5  years,  57c.  Oct  13, 
1900.      3:901.  13.000 

Muller,  Chas  F  and  Flora  P  Unger  to  Louise  R  Maron.  4Gth  st. 
No  432,  s  s,  325  e  10th  av,  25x100.4.  Oct  12,  1  year,  5%.  Oct 
13,  1900.     4:1055.  8,000 

Muller,  Fredk  to  Ella  A  Tiemann.  51st  st.  No  415,  n  s,  150.3  e 
1st  av,  18.9x100.5.     Oct  11,  3  years,  5W/c.     Oct  12,  1900.  5:1303. 

7.000 

Marks,  Jacob  B  to  Jacob  Hyman.  79th  st,  Nos  420  to  430,  on  map 
Nos  41:0  and  428,  s  s,  194  w  Av  A,  00x102.2.  P  M.  Prior  mort 
$40,000.     Oct  0,  5  years,  0%.     Oct  13,  1900.     5:1473.  21,500 

Machiz,  Ida  to  LAWYERS  TITLE  INS  &  TRUST  CO.  112th  st, 
Nos  210  10  219,  n  s,  200  e  3d  av,  50x100.11.  P  M.  Oct  11,  3 
years,  57c.     Oct  12,  1900.     0:1002.  48,000 

Same  and  Peter  Condon  with  same.  Same  property.  Subordina- 
tion agreement.     Oct  11.      Oct  12,   1900.     0:1002.  nom 

Marshall,  Mark  K  to  Stanley  W  Dexter  trustee  John  H  Watson. 
124th  st.  No  2.00,  s  s,  20r.l0  e  8th  av,  10.8x100.11.  Oct  12,  due 
Nov  1,   1907,  41/27.     Oct  13,   191Ri.     7:1929.  2,700 

McW  inters,  Hugh  to  V  Loewers  Gambrinus  Brewing  Co.  127th 
st,  Nos  212  and  214  East.  Saloon  lease.  Oct  11,  due  Oct  25, 
1900,  0%.     Oct  12,  19(J0.     0:1791.  1,250 

Moskowitz,  David  to  American  Mortgage  Co.  0th  st,  Nos  020 
and  022,  s  s,  243  e  Av  B,  50.x97.  P  M.  1  year,  57c.  Oct  15, 
1900.     2:388.  20,000 

Mackey.  Donald  with  Louise  C  Bates.  49th  st.  No  49,  n  s,  149  w 
4th  av,  21x100.5.  E-xtension  mort.  Sept  28.  Oct  12,  1900. 
5:1285.  nom 

McGuire,  Mary  A  with  BOWERY  SAVINGS  BANK.  Bowery,  Nos 
142  and  Elizabeth  st.  No  120.  Extension  mort.  Oct  10,  1900. 
2:470.  nom 

Martin,  Mary  F  to  Saml  Aufhauser.  Leno.x  av.  No  301,  n  w  cor 
12Sth  st.  No  101,  24.11x75.  P  M.  Prior  mort  $27,.500.  3  yrs, 
O'.c      Oct   15,    1900.      7:1913.  10,000 

McGuire,    Mary    A    to    Cornelia    U    Elliott.      Bowery,    No    159,    e    s. 
iO,8   n    Broome   st,   23,4x74.10.     5   years,   57c.      Oct   15,    1900. 
2:424.  12,000 

Mclntyre,  Thos  A  to  County  Holding  Co.  40th  st.  No  30,  s  s, 
2.00  e  Madison  av,  25x98.9.     3  years,  0%.     Oct  10,  1900.     3:809. 

101,500 

McLaughlin,  John  to  James  McHenry.  87th  st.  No  17,  n  s,  95  w 
Madison    av,    37x100.8.      3   years,    47c.      Oct    10,    1900.      5:1499. 

45,000 

Nechols,  Henry  and  Saml  Blumenstock  to  Honora  Dermody  et 
al.  40th  St.  No  540,  s  s,  150  e  11th  av,  25.x98.9.  P  M.  Prior 
mort  $10,000,     3  years,   07c.     Oct   15,  1900.     3:711.  5,000 

Nathan,  Kean  &  Co  to  Charles  H  Phelps  exr  John  G  Butler.  Av 
A,  No  i:i04,  n  e  cor  70th  st.  No  500,  27,1x100,  Oct  13,  3  yrs, 
0  ,.     Oct  1.0,  1900.    5:1481.  28,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders  to  mort  for  .'(;28.(XI0,     Oct  13,     Oct  15,  I'Md.    5:1481. 

Olsen,  Anton  L  to  Randolph  Guggenheimer.  Spring  st,  Nos  341 
and  343,  n  s,  00  w  Washington  st,  37x80;  Spring  st,  Nos  345 
and  347,  n  e  s,  57.3  e  West  st.  runs  n  80,4  x  e  35.9  x  s  80  to 
Spring  st  X  w  30.1  to  beginning;  Washington  st.  No  500,  w  s, 
abt  58  n  Spring  st,  2O.x0O.  Building  loan.  June  29,  due  June 
18,   1907,  07i.     Oct   18,   1900.     2:590.  05,000 

O'Neill,  Mary  to  Charles  A  H  Barg.  138th  st.  No  021,  n  s,  285  w 
Broadway,  10.x99.1I,  Prior  mort  $9,000.  Oct  17,  1  year,  07o. 
Oct    18,    1900,      T:208T,  1,000 

Ortman,  Isaac  to  John  G  Weber.  Rivington  st.  No  106,  n  e  s, 
00.3  s  e  Ludlow  st,  22:<S0.     Oct  12,  1900,  5  years,  67c.    2:411. 

3,500 

Port,  Anna  C  widow  to  Sarah  A  Purdy.  0th  st.  No  309,  n  s,  150 
e  2d  av,  25x81.9.     Oct  11,  3  years,  57c.     Oct  12,  1900.     2:448. 

11,000 

Padwe,  Meier,  Jersey  City,  N  Y,  and  Jacob  Reift  with  Saml  Har- 
ris et  al  trustee  Louis  H  Peavy.  Rivington  st.  No  ITO.  Sub- 
ordination   agreement.      Oct    15.      Oct    10,    1900.      2:349.  nom 

Proctor,  Jessie  M  to  Louisa  Arnold.  105th  st.  No  1.02,  s  s,  2T5 
e  Amsterdam  av,  25xl(J0.11.  P  M.  Oct  15,  5  years,  5%.  Oct 
10,   1900.      7:1859.  30.000 

Pinchot,  Amos  R  to  TITLE  GUARANTEE  AND  TRUST  CO.  Park 
av,  Nos  1025  to  1029,  e  s,  42.2  n  85th  st,  O0.x82.2.  Sept  28, 
due,   &c,   as   per   bond.     Oct   10,   1900.      5:1015.  50,000 

Pigueron.  Wm  G  to  Wm  Ennis.  Pearl  st.  No  50,  n  s,  abt  40  e 
Broad  st,  23. (ix—  to  Stone  St.  No  24,  xl7.9.x— ;  Pearl  st.  No  01, 
n  s,  abt  08.0  e  Broad  st,  22.7x —  to  Stone  st,-  No  26,  xlO.Gx — . 
Prior  mort  $400,000.     Oct  13,  1  year,  G7c.     Oct  17,  1!X)0.      1:29. 

3,300 
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Padwe.  Meier  to  SamI  Harris  et  al  trustee  Louis  H  Peavy.  Riv- 
ington  St,  No  1T<),  n  s,  1^5  w  Attorney  st,  25x100.  Prior  mort 
$ .   Oct    1.').   3   years,   5%.      Oct    1«.    I'.KM!.      2:349.  32,000 

Perelmuter,  Harris  to  Frances  O  Cryer.  Willett  st.  No  2,  e  s, 
t>2  n  Grand  st,  lUx.JO.     Oct  17,  3  years,  5/c.     Oct  18,  lOOO.  2:330. 

7.500 

Frisco,  Antonio  and  Francesco  Demilito  to  Henry  Ruschmcyer. 
2d  av.  No  2203,  w  s,  25.7  n  n3th  st,  25x100.  Prior  mort 
$20,000.     3  years,  iV/f.     Oct  17,  1000.     0:1003.  5,000 

Passman,  Henry  and  Hyman  Seplow  to  Benj  A  Williams  exrs 
Mary  A  Williams.  02d  st,  Nos  323  to  327,  n  s.  235  e  2d  av, 
51x100.5.     Oct  13,  due  Nov  1,  1009,  5%.     Oct  18,  190G.  5:1437. 

45,0<.M) 

Rinelli.  Peter  and  Stephen  and  Pietro  Guardino  and  Edw  R  Poer- 
schke  with  Jacob  A  Geissenhainer  and  ano  trustees  Henry  Els- 
worth.  Elizabeth  St.  Nos  118  and  120.  Subordination  aijree- 
ment.     Oct  9.     Oct  12,  1900.     2:470.  nom 

Rinelli,  Peter  and  Stephen  and  Pietro  Guardino  to  Jacob  A  Geis- 
senhainer and  ano  trustees  Henry  Elsworth.  Elizabeth  st. 
No  120.  e  s.  149.7  n  Grand  st,  25.5x100.3x24.10x99.6.  Oct  12. 
1906,   3  years,   4Y.Vc.     2:470.  27,000 

Ross,  Katherine  wife  o(  David  to  Eliz  M  Bunting  and  ano.  121st 
st.  No  312,  s  s,  241.C  w  8th  av,  33.6x100.11.  Oct  12,  1900.  3 
years,   5%.     7:1947.  22.000 

Rinelli.  Peter,  and  Stephen  and  Pietro  Guardino  to  Jacob  A  Geis- 
senhainer and  ano  trustees  Henry  Elsworth.  Elizabeth  st,  No 
118.  e  s,  124.2  n  Grand  st,  25.5x99.6x24.10x98.5.     Oct  12,  1906. 

3  years.   4V2%-      2:470.  .  27,000 
Rieger.   Isidor   and   Isak  Seheinert  and  Eidel   his   wife   and  Joseph 

Bruder    and    the    STATE    BANK    with    Fitch    W    Smith.      Broome 
St.  No  51.     Subordination  mort.     Sept  2o.     Oct  16,  1906.     2:326. 

nom 

Rieger,    Isidor    and    Eidel    Seheinert    and    Alfred    J    Amend    with 
Fitch   W   Smith.    Broome   st.   No  51.      Subordination   mort.      Sept 
27.      Oct    16,    1906.     2:32(5.  nom 

Rubinsky,  Amelia  to  LAWYERS  TITLE  INS  AND  TRUST  CO. 
Scammel  st,  Nos  36  and  36%,  on  map  No  36,  e  s.  25.1  n  Mon- 
roe   st,   27x95.2.      Oct   15,   5   years,   57c.      Oct   16.    1906.      1:266. 

23,000 

Rehmer,  Simon  to  Henrietta  Klein  and  ano.  7th  st.  No  55,  n  s, 
abt   195  e  2d  av,   25.x97.6.     P  M.     Prior  mort  $25,000.     Oct   15. 

4  years.   6%.      Oct   16,    1006.      2:449.  8,500 
Reed,    Mary  R   to  Stephen   S   Johnson.     41st   St.   No  460,   s   s,   100 

e    10th    av,    16.8x98.9.      P    M.      Oct    15,    1    year,    — %.      Oct    16, 

1900.      4:10.50.  8.500 

Ritter    Realty    Co    with   Harry   A    Hutton.      110th   st.    No   139   W. 

Extension   mort.      July    IS.      Oct   16.   1900.      7:1901.  nom 

Ritter   Realty   Co   with   Henry  A   C   Taylor.      116th  st,   No   137  W. 

Extension  mort.     July  18.     Oct   16,   190(>.     7:1901.  nom 

Rosenberg.    Philip   to   Sundel   Hyman.      ISSth   st,   Nos   108  and  110. 

s  s,  1.50  w  Lenox  av,  50x99.11.     P  M.     Prior  mort  $48,000.     Oct 
.    15.   5   years,   6%.      Oct   10,   1906.      7:2006.  23,375 

Raab,    Geo    to   Chelsea   Realty   Co.      Canal   st,   Nos   100   to   110.   s 

w   cor  Forsyth   st,   Nos  2.5   to   29.   74x75.     Oct  15,   due  June  30, 

1906.     6%.     Oct    16,   1906.     1:291.  GO,0(X) 

Rieger.    Isidor    and    Eidel    wife    of    and    Isak    Seheinert    to    Fitch 

W   Smith.      Broome   st.   No   51,   s  s,   abt   25  vf  Lewis   st,   25x75. 

Sept  25,  due  Oct  16.  1911.  .5%.     Oct  16,  1906.     2:326.  10.000 

Romer,    Caroline    to    Lambert    Suydam    and    ano    trustees    Angelina 

Henry   for  benefit   Maria   E  Servoss   and  ano.      llSth   st.   No  32. 

s   s,   410  e   Lenox   av,   2.5x100.11.     Oct   15.   5  years,  — %.     Oct 

16.    19tHi.      0:1001.  20.000 

Romm.  Hyman  to  LAWYERS  TITLE  INS  AND  TRUST  CO.      llOth^ 

st,  Nos  221  to  229,  n  s,  266.8  w  2d  av,  2  lots,  each  41.8x100.11. 

2   morts,    each   .$42,000.     3'years,   5%..      Oct   10,   190<i.      0:1660. 

84.000 
Same  io  Mishkind  Feinberg  Realty  Co.     Same  property.     2  morts, 

each  $11.0.50.     2  prior  morts  $42,000  each.     Demand,  67c.     Oct 

1(),    liWO.      (i:1660.  22,1(X» 

Same  to   Moses  Rubin.     Same  property.     2  morts,  each  $5,000.     2 

prior  morts.  $.53,0.50  each.  '  1  year,  67c.     Oct  16,  1906.     6:1660. 

10,000 
Richman,    Daniel  W  to   FARMERS  LOAN   &.  TRUST   CO.      35th  st, 

Nos  .56  and  .58,   s   s.  204  e  6th  av,  41x98.9.      P  M.     Sept  24,   3 

years.    —''/,.      Oct    18.    1906.      3;S3!i.    '  IIO.OIKJ 

Richman,  Daniel  W  to  David  Hochstadter  and  ano.     35th  st.  Nos 

.56    and   .58.    s    s,    204    e   6th    av,    41x9S.9.       P    M.       Prior    mort 

$110.(H)0.     Sept  24,  3  years.  :<'/<■     Oct  18,  1906.     3:836.  85,000 

Rieser.   David   and   Wm   Strass   to   Virginia   Danziger  and    ano    exrs 

Max  Danziger.     70th  st.   No  324,  s  s,  269  w  1st  av,  25x100.4. 

Due   Feb   1,   1911,   .5%.      Oct   18,   19116.     5:1444.  16.500 

Rieser.    Willy    to    Virginia    Danziger    and   ano    exrs    Max    Danziger. 

70th    st.    No   326,    s   s,   244   w   1st   av,    25x100.4.      Due   Feb   1, 

I'.tll,  .57c.      Oct   IS,   1906.      5:1444.  .  16,.500 

Rieser.    David    to    Virginia    Danziger   and   ano   exrs   Max    Danziger. 

70th  st,   Nos  320  and  322.  s  s,   294  w   1st  av,  2  lots,   each   25x 

10f).4.      2  morts,   each   $16..500.      Due   Feb   1,   1911,    57r.      Oct   18. 

1906.      5:1444.  .33.000 

Rosenberg,  Montgomery  to  Wolf  Bomzon.      137th   st,  Nos  106  and 

108,  s  s,  100  w  Lenox  av,  2  lots,  each  25x90.11.     2PM  morts, 

each   $3,2.50.      2    prior   morts,    $20,000    each.      Oct    15,   3    years. 

r,%.     Oct  17,  1006.     7:1921.  6,.500 

Ronginsky,   Pincus   to  David  Gordon.      Broome   st,"  No   19.   s    w   cor 

Mangin  st.  No  13,  25x7.5;  Broome  st,  No  21,  s  s,  25  w  Mangin  st, 

25x75.     Prior  morts  $ .     Oct  16,  due  Apr  16,  1907,  67o.  Oct  17. 

1906.     2:.321.  15,000 

Rieger.  Isidor  and  Rosie  his  wife  and  Eidel  wife  Isak  Seheinert  to 

Henry  Heide.     Broome  st.  No  51,  s  s,  abt  25  w  Lewis  st,  2.5x75. 

Prior  mort  $19,000.     Oct  16,  5  years,  67c.     Oct  17,  1906.     2:32(>. 

3.000 
Rosenthal.  Julius  to  Katie  T  Schermerhorn  et  al  trustees.  Av  C,  No 

915.  w  s;  23  n  13th  st.  22.10x63.     Oct  16,  ?  years,  57o.     Oct  17. 

1906.     2:396.  12.000 


Rabinowitz,  Joseph  with  John  T  Willets  as  guardian.  3d  st,  Nos 
319  and  3.51,  n  s.  11.5  e  Av  D.  2  Ijts,  each  20x96.  2  agreements 
as  to  release  of  priority  of  mort.     Oct  'IS,  1906.     2:3.57.  nom 

Ronginsky,    Pincus   to  STATE  BANK.      Broome  st,  Nos   19  and  21, 

s  w  cor  Mangin  st,  No  13,  "0.1,75.     Prior  mort  $ .     6  months, 

O'/t.      Secures   notes.      Cct    1.S,    lOOJ.      L:32I.  4,000 

Sticr,  Joseph  F  with  Isidor  J  Po'/hor.  131st  st.  No  6.30,  s  s,  300  e 
12th  av,  25xVa  blk.  Extension  mort.  Sept  1.  Oct  18,  1906. 
7 :  1997.  nom 

Salvation  Army,  a  corpn,  to  BROADWAY  SAVINGS  INST  of 
City  N  Y.  Cherry  St.  Nos  92  and  91,  n  s,  43.1  w  Oliver  st.  runs 
w  39.4  x  n  00.4  x  w  32.1  x  s  00.3  x  e  0.\  x  s  3!K2  to  n  s  Cherry 
st  X  e  32.5  to  beginning.  Sept  27,  3  years.  57(.  Oct  17, 
1906.     1:2.52.  33,000 

Same  to  Acme  Building  Co.  Same  property.  Prior  mort  $33,0(J0. 
2  years,   6%.      Oct   17,   1906.      1:2.52.  __  9.000 

Schelnberg.  Louis  lo  Isaac  Cohen.  Broome  st,  No  2.37,  s  s,  .50 
e  Ludlow  st,  25x.50.      Oct   15,   1  year,  67<.     Oct  17,  lOOl!.     2:408. 

1,000 

Schwartz,  Nathan  and  Selig  Carlip  and  Wolf  Rudiusky  with 
Samuel  Weil.  .3d  st.  No  00  East.  Subordination  agreement. 
Oct  3.     Oct   17,   1906.     2:444.  nom 

Spector,  Joseph  and  Jos  Wolfson  to  Lamport  Realty  Co.  Water 
st.  No  .535,  s  w  cor  Jefferson  st,  Nos  82  and  84,  23x7(i. 6x23x76. 4. 
P   M.      Oct   15,   due   June   28,   1910.   67c.      Oct   17,   1906.      1:247. 

6,0J0 

Steinhauser,  Charles  to  John  T  Willets  as  guardian  Josiah  M 
Willets.  7th  st.  No  259,  n  s,  322.9  w  Av  D,  24.9x97.6.  3  years, 
.57c.     Oct  17,  1906.     2:377.  24,500 

Satran,  Jacob  to  Wolf  Nadler.  1st  av,  Nos  189  and  191,  w  s, 
46.1  s  12th  St.  2  lots,  each  22.1_lxl(M).  2PM  morts,  each  $12,- 
.500.  2  prior  morts,  each  $2;.i,000.  Oct  16,  SV2  years,  {>%. 
Oct  17,  190(i.     2:4.53.  25,000 

Smith,  Geo  R.  Edw  C  and  John  T  to  Annie  M  C  Smith.  Catharine 
st.  No  .54.  w  s.  SS  s  Madison  st,  22.5.x(i.5.  Oct  1,  5  years,  O'/c. 
Oct  17,  1906.     1:278.  lO.OOO 

Smith,  Geo  R,  Edw  C  and  John  T  to  Geo  Jl  Smith  et  al  trus 
for  Maria  Donohue  will  Annie  A  Smith.  31st  st.  No  227,  n  s, 
.300  w  2d  av,  17x98.9.  Oct  1,  5  years,  6%.  Oct  17,  1906. 
3:912.  •  10,(Ht0 

Swenson,  Mary  B  wife  of  and  Swen  A  to  Fredk  Sheldon.  Madison 
av,  No  821,  e  s,  80  s  69th  st,  20.5x84.  Oct  17,  1906,  3  years, 
47c.     5:1383.  30,000 

Stern,  Joseph  and  Morris  Saltz  to  Sarah  E  Bruce.  74th  st.  No 
4811.  s  s,  275  w  Av  A,  2.5x102.2.  3  years,  5%.  Oct  18,  1906. 
5:1408.  21,000 

Seldin,  Joshua  to  Alex  Arbib  trus  for  creditors  of  Joshua  Seldin. 
!Sth  st.  No  323,  n  s,  291.4  w  Av  C,  28x93.11.  Prior  mort 
$43,000.     Oct  17,  3  years,  iV/,.     Oct  18,  1906.     2:3!)1.  5,000 

Seldin,  Johanna  to  Alex  Arbib  trus  for  creditors  Joshua  Seldin. 
Sth  St.  No  325,  n  s,  203.4  w  Av  C.  runs  n  93.11  x  w  93.11  (?) 
to  n  s  Sth  st  X  e  28  to  beginning,  probable  error.  Prior  mort 
$28,000,     Oct  17,  due  April  17,  1908,  67c.     Oct  IS,  1906.     2:391. 

15.000 

Silberstein.  Albert  L  to  Harris  D  Colt.  119th  st.  No  65,  n  s,  318  e 
Lenox  av,  17x100.11.  Oct  1,  due  Dec  1,  1911,  4%7c.  Oct  18, 
1906.     0:1718.  12,500 

Sakolski.  Isaac  to  Babetta  Wittig.  Christopher  st.  No  113, 
n  s.  244.2  e  Hudson  st,  25. .5x91.  P  M.  Oct  15.  5  years,  .57c. 
Oct   17,   1900,.     2:(i19.  23,000 

Schmohl,  Wm  H  with  John  T  Willets  guardian.  3d  st,  Nos  349 
and  351.  n  s,  115  e  Av  D,  2  lots,  each  20.x96.  2  agreements  _as 
to   release   of  priority  of  mort.     Oct   17.     Oct    18,   1906.     2:357. 

nom 

Shinnan,  Isaac  to  Wm  Glaubinger.  10th  st,  No  384  East.  Agree- 
ment  as   to  priority  of  mort.      Oct   12.     Oct   15,   1906.     2:392. 

nom 

Shenk,  Joseph  to  Jacob  Baumann.  S2d  st,  Nos  115  and  117,  n  s, 
175  e  Park  av,  75x102.2.  P  M.  Prior  mort  $55  000.  Oct  1, 
5   years,   O-}! .      Oct   15.    1906.      5:1511.  20,vO0 

Siegel.  Moses  I  and  Philip  lo  LINCOLN  TRUST  CO.  126th  st. 
No  208,  s  s,  135  e  3d  av,  30x99.11.  5  years,  57c.  Oct  15.  loor 
6:1790.  25.000 

Scott.  Annie  R,  Jersey  City,  N  J.  to  BOWERY  SAVINGS  BAinK. 
2d  av,  No  840.  e-  s,  145.5  n  44th  st,  18x70.  1  year,  57o.  Oct 
15,    1906.     5:1.337.  8,000 

Schaefer,  "Louis  to  LAWYERS  TITLE  INS  AND  TRUST  CO. 
136th  st,  No  242,  s  s  319.2  e  Sth  av.  17.6x99.11.  Due  Juno 
1.5,   1910,   4y37c.     Oct   16,   1906.     7:1941.  8,000 

Stern,  Louis  to  Conrad  Steinmann.  113th  st.  No  172,  s  s,  100 
w  3d  av,  20x100.11.  P  M.  Prior  mort  $6,000.  Oct  15,  3  yrs, 
67.      Oct    10,    li;06.      6:1640.  3  000 

Smith.  Gorham  F  to  Etta  A  Cross.  11th  av,  Nos  301  to  307,  n  w 
cor  29th  St.  No  601,  98.9x100.  Leasehold.  Due  Nov  1,  1911, 
67c.      Oct    16,    1006.      3:675.  5,000 

Shea,  John  S  to  John  G  Coyle.  31st  st,  No  234,  s  s.  218.9  w 
2d  av.  18.9x98.9.  P  M.  Sept  28.  3  years,  67c.  Oct  12,  1906. 
3:916.  3.000 

Solomon.  MichI  H  to  James  R  Plum  exr.  &c  Mary  G  Willard 
and  ano.  120th  si.  No  314,  s  s.  2.50  w  Sth  av,  24.11x100,11. 
Oct  4,  due  Jan  1,  1907,  .57c.     Oct  12,  1906.     7:1940,.  18.000 

Schreyer.  John  to  Chas  J  Hirsch  and  ano.  1.30th  st.  Nos  .506  and 
508,  s  s,  150  w  Amsterdam  av,  2  lots,  each  25x74.11.  2PM 
morts  each  $5,000;  2  prior  morts.  $15  000  each.  Oct  1.  3 
years.   6%.      Oct   13,   1906.      7:1984.  10,000 

Schmidt,  Chas  V  to  Philip  Moersch  and  ano.  St  Nicholas  av, 
n  w  cor  179th  st,  50x100.  P  M.  Prior  mort  $60,000.  Oct  12, 
1906.  3  years.  —7c.     S:2162.  15.000 

State  Bank  to  Solomon  A  Cohn.  116th  st.  No  123,  n  s,  256  e 
Park  av.  2.5x100.11.  Certificate  as  to  reduction  of  mort.  .  Oct 
11.     Oct  18,   1906.     6:1644.  ■         


Tlu  t«t  ot  t]i«i«  sasM  la  oopTTlgbtod.     All  rlg;Iiti  tre  r«aerT«4.       Notice  U  bereb^  «l«en  tb»t4D(rlogemeat  will  Iea4  to  prosecution. 
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RECORD    AND    GUIDE 


Bronx        October  20,  1906 


GAS  COOKERS    ^ ' GAS  HEATERS 


We   Rent  a 
Qa»    Range 

$3 

Per    Year 

A  handflom*  up-to-dat*  lln*  mi 
yppllanced  may  ba  aeen  at  our  offlcei 


[ 


SOLVE  THE  FUEL  PROBLEM 


We  Rent  s 
Qas     Rang*- 

$3 

Per    Yea? 

CONSOLIDATED  GAS  COMPANY  OF  NEW  YORK 


CLEANLY,  EFFICIENT,  ECONOMICAL 


Turnc>y.  Cathleen  to  Bernaid  H  Foss.  9th  av,  No  452,  e  s,  2i.'.)  n 
;i."ith  St,  24.(;xI0<t.  P  M.  Prior  mort  ^22,000.  Oct  17,  3  years, 
—'/(.     Cct  IS.   I'JOi;.     3:751).  5.000 

Turney.  Cathleen  to  Max  Marx.  9th  av.  No  4.52,  e  s,  24.9  n  35th 
St,  24.0x100.  P  M.  Oct  17,  3  years,  57c.  Oct  18,  1900. 
3:759.  22,000 

Toumey.  Katie  to  Frederic  D  Weekes  trus.  Water  st.  No  300, 
n  s.  20  e  James  Slip,  25x00.  P  M.  Oct  17,  1900,  due  Nov  IT 
1911,  57r.      1:251.  9,000 

Taus.  Frank_  and  Frederick  Prochazka  to  Barnett  G  Davis.  Av 
A.  No  132.1.  w  s.  20.4  s  71st  st,  25x75.  P  M.  5  years,  —%.  Oct 
15,  1900.     5:1465.  20,100 

Same  to  same.  Same  property.  P  M.  1  year,  — %.  Oct  15,  1900. 
5:140.5.  1,000 

Troupiansky,  Benj  to  TRUST  CO  OF  AMERICA.  Monroe  st.  No 
20.  s  s.  270.0  e  Catharine  st.  25.1x101x25x103.5.  Oct  15,  5 
years.   5%.      Oct    10,   1900.      1:253.  30.000 

Same  and  Joseph  Yeska  with  same.  Same  property.  Subordina- 
tion   agreement.      Oct    12.      Oct    10,    1900.      1:253.  nom 

Toch  Realty  Co  to  Charles  Dittman  trustee  for  Charlotte  Dittman. 
St  Nicholas  av,  w  s.  being  plot  begins  45  n  157th  st  and  1.50  e 
Amsterdam  av,  runs  e  90.10  to  w  s  St  Nicholas  av  x  n  31.1  x  w 
82.7  X  s  30  to  beginning.     Oct  12,   1900,  5  years,  5%.     8:2108. 

26,750 

Uehlinger.  Bertha  R  to  Joseph  Diamond.  Pitt  st,  No  30,  e  s, 
153.0  s  Delancey  st.  21.10x100.  Extension  mort.  Sept  12. 
Oct   IS,   1906.     2:337.  nom 

Unger,  Regina  and  Frank  Reisteld  to  Rudolph  Popper  and  ano. 
7th  st,  Nos  295  and  297,  n  s,  125  e  Av  D,  40x97.0.  P  M.  Prior 
mort  $48,500.     Oct  15,  4  years,  67c.     Oct  17,   1900.     2:363. 

2,~0 

Utility  Realty  Co  to  Cecilia  Lauer.  Christopher  st.  No  39,  n  s, 
abt  05  w  Waverly  pi,  21.4x72.9x21.4x70.1,  w  s.  P  M.  Oct  17, 
3  years,  5%.      Oct   18,   1900.     2:010.  8,500 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Oct  11.      Oct  18,  1906.     2:610.  • 

Ungrich.  Henry  to  TITLE  GUARANTEE  &  TRUST  CO.  7th  av. 
No  309.  e  s,  8.S..3  n  30th  st,  21x7.5.  Oct  10,  due,  &c,  as  per  bond. 
Oct   li.   19(10.     3:.SO0.  17.000 

Virion,  Mary  E  to  Mary  J  Buckel.  121st  st.  No  360,  s  s.  116  e 
Morningside  av  East.  1.5xHKl.ll.     P  M.     Prior  mort  $7,000.     Oct 

12.  4  years,  4H7f.  Oct  13,  1900.  7:1947.  4,.500 
V'ance.   .Mary  and  Terence  Maguire  extrx.  &c.  and  Bridget  Maguire 

With  John  H  Bruns.  69th  st,  No  407,  n  s,  138  e  1st  av,  25x100.4. 

Extension  mort.     Sept  1.     Oct  10,  1900.     5:1404.     Corrects  error 

in  last   issue,  when  location  was  east  of  0th  av.  nom 

Vannetelli.  Alex  to  Maurice  Newmark.     2d  av.  No  2288,  e  s,  100.11 

s    llSth    st,    25.3x100.      Oct    13,    installs,    G7c.      Oct    18,    1900. 

0:1089.  600 

Wallach.   Hayman   and   Morris   J   Schindel   to    John   T   Willets   gdn 

Josiah.      3d  st.   Nos  319  and  3.51.   n  s.   11.5  e  Av  D,   2   lots,   each 

20x96.     2  morts,  each  $21,000.     3  years,  4i47c.     Oct  18,  1900. 

2:357.  12.000 

Weinstein.    Abraham    D    to    Nathan    Van    Bell.      70th    st.    No   417, 

n   s.  300.0  e  1st  av,  37.0x100.4.     Oct   17,  5  years,  57o.     Oct   18, 

1900.     5:1405.  81,000 

Weinberg,  Julius  and  David  Perlman  to  Frederick  Lese.     Lewis  st, 

.\os  .5(1  to  54,  e  s.  100  n  Delancey  st,  75x101.4.     Prior  mort  $.57,- 

(HK>.     Oct   10.  1  year,  6%.     Oct  13,   1900.     2:328.  30(:kX) 

Weil.  Gertie  wife  of  and  Max  to  John  T  Willets.     20th  st.  No  420, 

s    s,    275   w   9th   av,   33.4x109.      Oct   12,    1906,   3   years,   4%%. 

3:717.  33..500 

Wallach,  Hayman  to  Isidor  Blauner  and  ano.     3d  st.  No  320,  s  s, 

93  w  Av  D,  19x75.     Prior  mort  $10.3(M').     Oct  9,  1  year,  6%.  Oct 

13,  19O0.     2:357.  1,000 
Weekes,   John   A  and   Bernard  Golden  to  Frederic  D   Weekes   trus- 
tee.    Pearl  st.  No  432,  e  s,  abt  55  n  Madison  st,  25xl20.11x25x 

123.9  s  s.     P  M.     Due  Nov  1,  1911,  57c.     Oct  15.  190(!.     1:118. 

SO.CHXI 
Weekes.  John  A  and  Bernard  Golden  to  Ernst  Stutz.     Pearl  st.  No 

432.  e  s.  abt  55  n  Madison  st.  25xl2<)x25xl23.9  s  s.     P  M.     Prior 

mort    $30  000.      Oct    15.    1900.    5   years.   0%.      1:118.  (i.OtJO 

Weinstein.  Joseph  to  Ollie   Scheuer.      122d  st.  No  431,  n  s,  250  w 

Pleasant    av.    25x1(1011.      P    M.      Prior    mort    $14,000.      Oct    15. 

lilOO.    (!   years,    O'v.      0:1810.  9.(XI0 

Wallach.  Solomon   to  Jennie  Wolf.      0th  St.   No  7.50.  s  s.   Ill  w  Av 

D.  21.10x97.     P  M.     Oct  15,  3  years,  67c.     Oct  10.  19tK}.  2:375. 

2.(MJ0 
Wiesenberg.   Morris  to  Thos  F  O'Brien   and  ano  guardian   Francis 

A  Brady  et  al.     117th  st.  No  39,  n  s,  410  e  Lenox  av,  25xHX>.ll. 

Oct  15.  5  years.  5%.     Oct  10.  1906.     6:l(i01.  24,(KX> 

Wolk.    Simon    to   Jacob   Weinstein.      127th   st.   No   70.   s   s.    105   w 

Park    av.    25x99.11.      Building   loan.      Prior   mort    $10,0<M1.      Oct 

15.  due  June  1.  1907.  (V/'r.  Oct  1(5.  lOtMl.  0:1751.  ,  ]5,0(H> 
Wikox.  Ransom  E  to  John  J  Murray.     126th  st.  No  320.  s  s,  234.4 

w   Sth   av,    15.8x89.10.      Oct    15,   3   years,   57c.      Oct    10,    190<i. 

7:1952.  7.500 

Wilcox.    Ransom   E   and    Sara    E,    Mt   Vernon     N   Y.    with   John   J 

Murray.      120th    St.    No    320,    s    s.    234.4-  w   8th   av,    15..Sx.S9.1(). 

Subordination  agreement.  Oct'  15.  Oct  10.  1900.  7:19.52.  nom 
Winters.   Marie   R   to  John   Ingle.  Jr.      Madison   av.   No   1845,   e  s, 

51.4   n    120th   st,    10x.«3.      Oct    15,   2   years,   0%.      Oct   10,    1900. 

'):1T47.  3.000 

BOROUGH    OF   THE   BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 
new  Annexed  District   (Act  of  1895). 

Altieri.  Carmine  to  Stephen  H  Jackson.  Washington  av.  No  1154. 
n  e  cor  107th  st,  Nos  741  to  745,  65xl27x()5xl20.11.  P  M.  Sept 
13,   due  Sept   1.   1907.  0<?c.     Oct  15.   190*5.     9:2372.  15.000 

Axelroad  Hyman  and  Nathan  Cohn  to  Margt  Knox.  Hughes  av 
w   s.   200   s   lS3d   st,   50x100,      P   M.      Oct   8,    1   year,   67c.      Oct 

16.  1906.  11:.3071.  l..»00 
Allright.   Lizzie  E  to  Christina  Wiehe.     Jackson  av.  No  903,  w  s 

212.10  s   103d  St.   19x75.     P  M.      Prior  mort  .$5,000.     Oct   13.  2 
years.  5%.      Oct   15.   1900.      10:2638.  1 OOO 

Erode  Mary  to  Thomas  J  Quinn.  Tinton  av.  w  s,  230  n  166th  st, 
^Xi"-^-^^  ^Z.^-  P'"'°'"  "ort  $30,000.  3  years,  67c.  Oct  15. 
1906.      10:2661.  9,000 


Balke.  Theodore  to  Alexius  Edelbrock.  Union  av.  w  s.  133.3  n 
Kilst  st  late  Clifton  st,  Ki. 9x137. (i.  Given  as  collateral  tor 
note  of  $3(X».     May  8,  demand,  07f.     Oct   12.  1900.     10:2008.    300 

♦Booth,  Harry  T  to  EASTCHESTER  S.WINGS  BANK  of  Mt  Ver- 
non. N  Y.  Centre  st,  s  w  cor  William  st,  50x114,  City  Island. 
Sept   22.    1    year.   07,.      Oct   Ki,    1900.  5,000 

Block.  Bernard  and  Henrietta  Glauber  to  Pauline  A  Reynolds 
and  ano.  142d  st.  No  007,  n  s,  125  e  Willis  av,  2.5x100.  5 
years.  5<7f.     Oct   10.   1900.     9:2289.  18.000 

Brunner,  Albert  A  to  Bronx  Investment  Co.  Hughes  av,  e  s. 
243.9  n  Pelham  av,  14.3x87.6.  Oct  10,  3  years,  5%%.  Oct 
17,    190(i.      12:3273.  2.700 

Same  and  Leo  S  Bing  with  same.  Same  property.  Subordi- 
nation   agreement.      Oct    15.      Oct    17.    IIKHI      12:3273.  nom 

Bezold.  Christina  and  Elizabeth  to  Adam  Renz  and  ano.  .3d  av. 
No  30.50,  e  s.  109  n  1.50th  st,  2.5.x90.  P  M.  Oct  15,  3  years, 
57r.     Oct   10.   1!MK;.       9:2304.  10  000 

Same  to  John  Bezold.  Same  property.  P  M.  Prior  mort  $1(J.- 
000.     Oct  15.  1  year.  5'/c-     Oct  10,  1900.     9:2364.  3,000 

Beckel.    Melville    J    to    Geo    Hebron.      Tinton    av.    No    1131,    w    s, 

230.0  s  Home  st.   19.0x110.     P  M.     Prior  mort  $5,000.     Oct  17, 

3   years,   — 7f.      Oct    18.    1900.      10:2001.  1,700 

Block,  Bernhard  and  Max  and  Louis  Mutnick  with  Pauline  A 
Reynolds  an  dano.  142d  st.  No  667,  n  s.  125  e  Willis  av.  25x 
100.     Subordination  agreement.     Oct  16.     Oct  17,  1900.     9:2287. 

nom 

*Comstock.    Archibald   W   to   Fredk   Ehrenberg.      Edison   av.   w   s, 
250  n  Tremont  road,  runs  w  190  to  e  s  Pilgrim  av  x  n  37.4  x  n . 
e   15.0  X  e  181  to  Edison  av  x  s  50  to  beginning.  Tremont  Ter- 
race.     Oct   1(5.    1   year,   5rc.      Oct   17.   1900.  1,000 

*Cohen.  Jacob  to  George  Hauser.  St  Lawrence  av.  s  e  cor  Mer- 
rill  st,   25x100.     Oct  15,  demand,  5%.   Oct  17,   19(:h;.  7,.5(X) 

*Cravin.  Edw  J.  of  Dobbs  Ferry.  N  Y,  to  Serial  Building  Loan 
&  Savings  Instn.  Hobart  St.  e  s,  and  being  lot  100  map  250 
lots  Thompson-Rose  estate,  25x102.5.  July  10,  due,  &c,  as  per 
bond.      Oct    1.5,   1900.  1,000 

Cohen,  Alex  E  to  Fannie  Meyers.  Brook  av,  s  e  cor  139th  st, 
1(H).5x37.10x1(;mXx47.4.  Oct  17,  7  years,  67c.  Oct  18,  1906. 
9:2206.  20.000 

Castaldo.  Luigi  to  Geo  B  Tobias.  Villa  av,  e  s,  600..3  n  Southern 
Boulevard,  25x78.5x.39. 11x79. 10.  Due  April  1,  1907,  5%.  Oct 
10,    ]9(H!.      12:3310.  3,652.67 

Colangelo,  Luigi  to  Ann  Blake.  Arthur  av,  e  s,  58.4  n  William 
St.  10.8x85x10.8x85.1.  July  1,'  due  Jan  1.  1910,  —%.  Oct  16, 
l'.)0(i.      11:3073.  2..50O 

Cousin.  Joseph  W  to  Wm  H  Schubert.     Mapes  av.   No  2059,  w  s, 

173.1  n   179th   st,   21.10x145.3.      P   M.      Prior   mort  $4,000.     Oct 
12,   installs.   6%.     Oct   13,   100(3.     11:3109.  1.500 

Cramer.  Elizabeth  with  Mary  M  Stegmann.  Prospect  av,  e  s,  19.8 
s  Jennings  st.  19x73. 4x32. .5x  irreg.  Extension  mort.  Oct  1. 
Oct    18.    190(i.      11:2971.  n.im 

*Chapman,  Chas  J  to  Penelope  Bedell.  Prospect  Terrace,  n  w  cor 
228th  st,  19.xS0,  Wakefield.     Oct  13,  3  years,  67c.     Oct  15,  1900. 

750 

Danowitz.  Louis  to  Edmund  Bittiner  exr  Louis  Maisel.  Cvpress 
av.  w  s.  KW.O  n  141st  st,  404.1xl(MX4x399.5xl08.11  to  be- 
ginning. Given  in  place  of  2  morts.  each  to  secure  $3,000. 
Oct  12.  190(!.  due  May  1,   1907,  C7r.     10:2.554.  6,000 

De  Lorenzo,  Fortunata  and  Filomena  to  Thos  F  or  Thomas  Gra- 
ham. Prospect  av.  w  s.  25  s  Oakland  pi.  25x100.  P  M.  Sept' 
24.   5   years.    'iTr.      Oct   12.    190(1      11:3094.  1  5oO 

Dudensing.  Frank  to  GER.MAN  SAVINGS  BANK  in  City  of  N  Y. 
Trinity  av.  Nos  948  to  9.52.  e  s,  470.0  s  l(!5th  st.  llOxKX).  P  M. 
Oct  11.  due  Feb  1,   1908,  .57f.     Oct  13,  1900.     10:2639.  8O.(X)0 

*Doering,  Herman  to  Wm  Eichmann.  Hancock  st.  e  s,  175  s 
Morris  Park  av,  25x100.  P  M.  Oct  15,  3  years,  5%%.  Oct 
10.  1900.  3.000 

*Same  to  Mary  Weiss.  Same  property.  Prior  mort  $3,000.  Oct 
15.    installs,   d'-c      Oct   10.   lOOlJ.  500 

*Dammeyer.  Chas  to  Jacob  Sorin.  228th  st,  n  s,  105  w  Sth  av, 
50x114,  Wakefield.     P  M.     Aug  16,  2  years,  6%.     Oct  16,  1900. 

1.000 

Dolan,  Mary  to  Lois  H  Lyman.  Tinton  av.  No  1084.  e  s,  22  s 
100th  St.   19.xS0.     Oct  15,  3  years,  57c.     Oct  18.   1900.     10:2(570. 

■       4,000 

Same  to  Robt  W  Todd.  Same  property.  Oct  15,  demand,  07c. 
Oct   18.   lIKKi.      10:2070.  800 

Dierolf.  Friedericke  to  Martin  Lahra  exr  Philip  Lahm.  Forest 
av.  No  1179,  w  s,  277.1  n  Home  st.  19,.".x87.7xl9.Sx,S7.7.  Oct 
10.    3   years.   —7.      Oct   17.    19(X;.      10:2052.  5.000 

*Ehrgott.  Geo  H  to  Frank  Gass.  Turnpike  road  leading  from 
former  Village  of  Westchester  to  Williamsbridge,  being  s  w 
cor  land  formerly  of  Thomas  Wilson,  runs  e  178.2  x  s  40  x  w 
171.4-  X  n  40  to  beginning:  Main  St.  n  e  s.  at  n  w  cor  land 
Frank  Gass.  runs  n  e  177.0  x  n  w  20  x  s  w  185  to  st  x  s  e  20  to 
beginning.      P   M.      Oct    10.    1   year,   5%.      Oct    17,    1906.  20,000 

Essig.  Eliz  to  Luke  S  Van  Zandt.  Creston  av.  No  2687,  w  s, 
372  s  19()th  st,  late  Donnybrook  st,  .50x100.  Oct  10.  2  years. 
57c.      Oct    17,    1900.      12:3316.  7,750 

*Eccles,  Geo  W  to  EASTCHESTER  SAVINGS  BANK  of  Mt 
Vernon.  N  Y.  2'24th  st,  s  s,  305  w  5th  av,  50x114,  Wakefield. 
9ct    10.   3   years.    t!7c.      Oct   17.    190(i.  3.000 

Estates  Settlement  Co  with  Edw  H  Frost  recvr.  Grand  av,  e  s, 
407.8  s  Burnside  av.  25x90.  Subordination  agreement.  Oct  13. 
Oct   15.   l!X)(i.      11:2.870.  nom 

Finkelstein.  Morris  F  to  Geo  F  Johnsofl.  Kelly  st,  Nos  40  and 
42.  e  s,  225  n  1.56th  st.  2  lots,  each  25xl(X).  2PM  morts,  each 
.$4. '2.50:  2  prior  morts  .$0  000  each.  Oct  10,  5  years,  5%.  Oct 
15.    VMM-,.      10:2708.  8.500 

Farrell.  Henry  to  John  C  Gulick.  Bassford  av,  e  s.  244.11  n 
182d  St.  90x77.1x90x74.4.     3  years,  57c.     Oct  15,  1906.     11:3050. 

6000 

Ferguson.  Jennie  B  with  Geo  F  Johnson.  Kelly  st,  e  s,  250  n  156th 
st,   25x100.      Extension  mort.     Oct   *     Oct   15,   1906.     10:270.8. 

nom 

Fusco.  Giuseppe  to  Blanche  D  Taylor.     151st  St.  n  s.  100  w  Mor- 
■  ris   av.   50xllS.lx.50xll7.11.      Building   loan.      Oct   17.    19(Xj.   due 
Nov   1,    1907,   OC'c.     9:2441.  15.000 

*Finnegan.  Thos  F  and  John  Fevre  to  Annie  Carroll.  2'29th  st, 
s  w  cor  4th  st,  205x114,  Wakefield.     Oct  4,  3  years,  5%.     Oct 

:3,  1906.  ..';      .4000 
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KING'S  WINDSOR  CEMENT 

lor  Plastering  Walls  and  Ceilings  J.  B.  king  &  CO.,  No.  1  Broadway,  New  York 


Elastic  in  its  nature,  can  be  applied  with  25  p«r 
cent,  less  labor  and  has  ll'j  per  cent,  more  cov« 
ering  capacity  than  any  other  similar  material 


French,  Ellen  H  to  An  Assoc  for  the  Relief  of  Respectable  Aged 
Indigent  Females  in  City  N  Y.  Kj'Jth  St.  s  s.  211.7  e  Prospect 
av,  old  line,  — xlll.Ox— x— ;  102d  st,  s  s.  2Hi.7  e  Prospect 
av,  old  line,  runs  s  111.9  x  s  e  20.10  xe  —  xn  —  xw25to  be- 
ginning.    Oct  10,  2  years,  5%.     Oct  17,  1900.      10:2090.         ^  500 

Fuerst  Charles  to  Joseph  Kleinschnittger.  137th  st,  Nos  718 
and  720,  s  s,  195  w  Brown  pi,  2  lots,  each  25x100.  2PM 
morts,  each  ifu.OOO;  2  prior  morts  $13,000.  Oct  15,  5  years, 
0%.     Oct   17,    1906.      9:2281.  10,000 

Flagg,  Minnie  E  wife  Geo  W  to  Edw  H  Frost  trustee.  Bain- 
bridge  av,  e  s,  92.3  s  193d  st,  30.9x77.3x30.9x77.9.  Oct  9,  3 
years,   W/o.     Oct   18,   1900.      12:3280.  7,500 

Flagg.  Minnie  E  to  Emeline  A  Kemp.  Marion  av,  w  s,  50  s  193d 
st,  30.9x77.3x30.9x77.8.  Oct  10,  3  .years,  5%.  Oct  18,  1900. 
12:3280.  7.500 

Flagg,  Minnie  E  wife  Geo  W  to  Elizabeth  I  Waterhouse  et  al 
trustees  John  H  Waterhouse.  Bainbridge  av,  e  s,  02.2  s  193d 
st,  30.1x77.9x30.1x78.3.  Oct  16,  3  years,  5%.  Oct  18,  1900. 
12:3280.  7,500 

Fitzpatrick,  Mary  to  BROADWAY  SAVINGS  INSTN  of  City  N  Y. 
Ogden  (Highbridge)  av,  e  s,  285  n  l(;7th  st,  runs  e  195  x  n  25 
X  w  203  to  av  x  s  86  to  beginning,  except  part  for  av.  Oct  12, 
1900,   due   Nov   1,   1907,   5%.      9:2510.  8,000 

Gilleran,  Michl  J  to  Barbara  Fick.  197th  st,  s  s,  215  e  Bain- 
bridge av,  35x116.  Oct  17,  1906,  due  Jan  1,  1910,  5%%. 
12:3288.  9-000 

Galiani.  Antonio  to  Wm  J  Powers.  179th  st,  n  s,  100  e  Clinton 
av,  21.11x100x22.2x100.  P  M.  Oct  15,  1  year,  5%.  Oct  16, 
1906.      11:3094.  1,000 

♦Garrett,  Wm  to  Sarah  A  Briggs.  227th  st,  n  s,  105  e  2d  st, 
00.8x11-1,  Wakefield.  Oct  17,  due  June  1,  1909,  5%%.  Oct 
18,   1900.  1,500 

Goldstein,  Nathan  to  Ascher  Wasserman.  103d  st,  n  s,  30.11  e 
Tinton  av,  21x52.3x21x52.1.  Oct  13,  demand,  6%.  Oct  17, 
19U0.     10:2009.  2,000 

*Gordon,  Joseph  and  Jacob  Lebas  to  Eugene  Salvatore.  Plot  be- 
gins 240  e  White  Plains  road,  runs  e  100  x  n  100  x  w  100  x  s 
100  to  beginning,  with  right  of  way  to  Morris  Park  av.  Oct 
10,  3  years,   67c.     Oct   13,   1906.  2,500 

Getz,  Frederick  to  LAWYERS  TITLE  INS  &  TRUST  CO.  140th  st, 
n  s.  440  e  Willis  av,  old  line,  20x99x20.1x98.  Oct  13,  1900,  5 
years,  5%.     9:2291.  3.000 

*Grossmann,  Carl  to  Eliz  K  Dooling.  St  Lawrence  av,  e  s,  125 
n  Mansion  st,  25xl0l>.  Oct  15,  3  years,  5%.     Oct  10,   190(j.    4,000 

Goldberg,    Harry    M    to    TITLE    GUARANTEE    AND    TRUST    CO. 
139th  st,  Nos  018  and  020.  s  s,  281.0  e  Alexander  av,  2  lots,  each 
25x100.     2  morts,  each  $15,000.     Oct  15,  due,  &c,  as  per  bond. 
Oct  10,   1900.     9:2301.  30,000 

Goldberg,  Harry  M  to  Arthur  Smith.  139th  st.  Nos  018  and  020, 
s  s,  281.0  e  Alexander  av,  2  lots,  each  25x100.  2  morts,  each 
$3,000.  2  prior  morts  $15,000  each.  Oct  15,  1  year.  6%.  Oct 
10,   1906.     9:2301.  0,000 

Modes,  Nicholas  to  Geo  W  McAdam  trustee  John  H  Wilson.  River 
av,  n  w  cor  107th  st,  80x24.9.  P  M.  Oct  10,  3  years,  5%. 
Oct    16,    1900.      9:2489.  6,500 

*Hoffman,  Katharina  to  Andrew  Stauf.  Prospect  terrace,  w  s, 
25  n  12th  st,  25xl<X>,  Williamsbridge.  P  M.  Oct  12,  5  years. 
5%.     Oct  16,  1906.  4.938 

Hot,  William  to  Frederick  WoUer.  134th  st.  No  822,  s  »,  125  w 
St  Anns  av,  25x99.10.  Oct  15,  3  years,  0%.  Oct  10,  1900. 
9:2201.  2,000 

Hodes,  Nicholas  to  Geo  W  McAdam  trustee  John  H  Wilson. 
107th  st,  n  s,  24.9  w  River  av,  3  lots,  each  18.9x80.  3PM 
morts,  each  $4,400.  Oct  10,  3  years,  5%.  Oct  10,  1900. 
9:2489.  13.200 

Hofman,  Martin  B  to  Pincus  Lowenfeld  and  ano.  Boston  road, 
w  s,  282.0  s  Jefferson  pi,  runs  w  70.9  x  s  7.5  x  e  70  to  road 
X  n  50  to  beginning.  P  M.  Prior  mort  $8,000.  Oct  15,  due 
May  1,   1908,  0%.     Oct  16,   1900.     11:2934.  5,750 

Haber,  Morris  and  David  and  Saml  Dworkowitz  to  N  Y  TRUST 
CO.  3d  av.  No  3743,  w  s,  52.9  n  St  Pauls  pi,  26.7x110.5x26.10 
X105.7.     Oct   16.   3  years,   57o.      Oct   17,   1906.      11:2911.    14,000 

Same  and  Jonas  Weil  and  Bernhard  Mayer  with  same.  Same 
property.  Subordination  agreement.  Oct  10.  Oct  17,  1906, 
11:2911.  nom 

*Hafner,  Peter  to  Louis  Loos.  Pleasant  av,  w  s,  300  n  2d  st, 
33.0x100.  P  M.  Prior  mort  $5,000.  Oct  17,  3  years,  51/2%. 
Oct  18,   1900.  3,000 

*Hertsch,  Charles  to  Marie  C  Neuhaus.  Marian  st,  s  e  s,  lot  213 
map  Fenfleld  property  at  South  Mt  Vernon,  30x100.  Oct  11, 
due  July  1,  1909,  5%.     Oct  12,  1906.  1.000 

Helbing,  Mary  to  Henry  F  A  Wolf  Co.  3d  av.  w  s,  76.4  s  139th 
st,  26.9x29.2x25x19.8.  Oct  12,  5  years,  5%.  Oct  13,  1906. 
9:2333.  3,000 

*Hill,  Frank  M  to  Charles  Dammeyer.  233d  st,  s  s,  330  e  5th  av, 
25x114,  except  part  for  233d  st,  Wakefield.  P  M.  Oct  13,  3 
years,  0%.     Oct  15,  1906.  500 

*Jacobs,  Herman  to  Edw  C  Gainsborg.  Middletown  road,  n  s, 
.50.2  w  Amsterdam  av,  50.2x122.6x50x117.7,  Tremont  Terrace. 
P  M.     Oct  10,  2  years,  5%.     Oct  18,  1900.  1,250 

Jellenik.  Felix  with  Johanna  Schlosser.  Cauldwell  av.  w  s,  100.5 
n  105th  st,  70x119.4  to  s  e  s  Boston  av  x82.11xl03.11.  Ex- 
tension   mort.      Oct    10.      Oct    17,    1900.     10:2022.  nom 

Jaffe,  Benj  to  Moses  Jatte  and  ano.  107th  st,  n  s,  43.6  w  River 
av,  18.9x80.     P  M.    Oct  15,  2  years,  6%.     Oct  17,  1900.  9:2489. 

1,150 

Same  to  Moses  Jaffe.  River  av,  n  w  cor  107th  st,  80x24.9.  P  M. 
Oct   15,   2  years,   0%.      Oct  17,   1900.     9:2489.  2,000 

Same  to  same.  ICTth  st.  n  s,  24.9  w  River  av,  1.9x80.  P  M.  Oct 
15,  2  years,  0%.     Oct  17,  1900.     9:2489.  1,150 

Same  to  Nicholas  Hodes.  167th  st,  n  s,  62.3  w  River  av,  18.9x 
,80.     P  M.    Oct  15,  2  years.  0%.     Oct  17,  1906.     9:2489.  1,1.50 

Jacob,  August  to  Lambert  S  Quackenbush  trustee  Herman  B  Lan- 
fer.  Morris  av.  s  e  cor  179th  st,  17.5x100.  Oct  12,  due  April 
12,  1907,  — %.     Oct  15,  1906.     11:2807.  15.000 

Jones,  Joseph  H  to  Fannie  L  Jones.  Ogden  av,  s  w  cor  104th 
st,  55x90.     Oct  11.  3  years,  5%.     Oct  15,   1906.     9:2524.    35,000 

Juiliano,  Antonio,  Giuseppe  Modono  and  Leanardo  Lacasa  to 
Eliz  W  Burke.  lS8th  st,  Nos  900  and  962,  s  s,  80  e  Cambreleng 
av,  runs  s  05  x  e  27  to  w  s  Crescent  av  x  n  97.8  to  188th  st 
X  w  59.2  to  beginning.  P  M.  Oct  8,  3  years,  5%.  Oct  12,  1900. 
11:3090.  0,500 


Jones,  Joseph  H  to  Mary  Miller.  Nelson  av,  w  s,  75.2  n  lOGth 
st,  25x101.10x25x100.  Oct  4,  3  years,  5%.  Oct  12,  1900. 
9:2514.  .  7,000 

Same  to  same.  Nelson  av,  w  s,  100.3  n  166th  st,  25xl03.9x25x 
101.10.   ,  Oct  4,  3  years,  5%.     Oct  12,  1900.     9:2514.  7,000 

Jones,  Joseph  H  to  Florence  Colgate.  Nelson  av,  w  s,  125.4  n 
10()th  St.  25x105.0x25x103.9.  Oct  9,  3  years,  5%.  Oct  12. 
1906.      9:2514.  7,000 

Kahn,  Herman  to  Frederick  C  Ringer  and  ano.  Arthur  av,  w  s, 
10.S  s  182d  st,  2  lots,  each  10.8x80.  2  morts,  each  $7,.500.  Oct 
n,  3  years.  5',;.     Oct  12,  1900.     11:3003.  15,000 

Knight,  Gilbert  N  'to  Peter  G  Thoretz.  Tinton  av.  No  10.34,  e  s, 
178.8  n  105th  st,  17.9x73.2.  P  M.  Prior  mort  $3,000.  Oct 
11,  4  years,  5%.     Oct  12,  1900.     10:2670.  1,500 

Kuhn.  August  to  MUTUAL  LIFE  INS  CO  of  N  Y.  3d  av.  No 
2945,  w  s,  78.9  n  152d  st,  runs  w  92.3  x  n  24  x  e  100  to  Elton  av 
X  s  0.5  to  3d  av  X  s  20.1  to  beginning.  Oct  12,  1900,  due.  &c, 
as   per  bond.     9:2374.  15.000 

*Kettler,  Bertha  to  Permelia  A  Eustis.  Garfield  st,  e  s.  275  s 
Morris  Park  av,  25x100.  P  M.  Oct  10,  due  Sept  1,  1909,  5%. 
Oct  12,  1900.  2,000 

*Kaufman,  Esther  wife  of  and  Philip  to  Fredk  A  Lippold.  Plot 
begins  740  e  White  Plains  road,  at  point  along  same  1195  n 
Morris  Park  av,  runs  e  100  x  n  25  x  w  100  x  s  25  to  beginning 
right  of  way  to  Morris  Park  av.  Oct  10,  3  years,  5%.  Oct  15, 
1900.  3,250 

Klingbeil,  Minnie  C  to  Herman  Kahn.  Arthur  av,  w  s,  16.8  s 
lS2d  st,  16.8.X80.  P  M.  Prior  mort  $7,500.  Oct  10,  2  yrs, 
— %.     Oct  12,  1900.     11:3003.  500 

Krausch,  Christian  to  John  D  Van  Buren  exr  Saml  Aymar. 
Alexander  av,  w  s,  75  n  140th  st,  25x100;  Alexander  av,  old 
line,  w  s,  75  n  140th  st,  runs  e  0.7  to  w  s  Alexander  av,  new 
line,  X  n  25  x  w  0.7  to  w  s  av  x  s  25  to  beginning.  Oct  18, 
ltM36,  5  years.  — %•     9:2315.  12.000 

Kaufman,  Abraham  and  Wm  Loeb  to  John  C  Engel  and  ano. 
149th  st,  No  010,  s  s,  175  e  Courtlandt  av,  25x106.0,  except  part 
for  St.  Prior  mort  $12,000.  Oct  10,  due  July  10,  1909,  0%. 
Oct   17,   1900.     9:2327.  5.000 

Lakner,  Herman  to  Isidor  Fatowsky  and  ano.  Wendover  av,  Nos 
747  and  749,  n  s,  75.9  w  Bathgate  av,  .50.0x71.2x50x78.4.  P  M. 
Prior  mort  $33,000.  Oct  10,  4  years,  6%.  Oct  17,  1900. 
11:2913.  3,500 

*Leske,  Emil  and  Ann  Individ  as  wife  Emil  Leske  to  Emilie  J 
Scriven.  224th  st  (10th  av),  s  s,  280  e  White  Plains  road,  2.5x 
114,    Wakefield.      Oct   10,   ItMJO,"  3  years,   07,.  4,000 

*Larned,  Wm  Z  with  Camilla  E  Mezey.  Taylor  st,'  e  s,  200  s 
Morris  Park  av,  25x100.  Extension  mort.  Oct  4.  Oct  12, 
1900.  nom 

*Lockwood.  Sarah  A  to  Peter  H  J  Kruder.  Washington  av,  e  s, 
and  being  lots  19  and  20  map  Cebrie  Park.  Oct  10,  .3  years, 
— %.      Oct   IS,    1900.  3,.500 

Lowe,  Mary  to  Annie  T  Howard.  182d  st,  s  s,  175  e  Grand  av, 
25x100;  Clinton  pi,  n  s.  175  e  Grand  av,  2.5x100.  Prior  mort 
$3,500.     Oct  13,  due  Feb  10,  1908,  6%.     Oct  15,  1906.     11:3195. 

1,500 

*Lipps,  Morris  to  Land  Co  A  of  Edenwald.  Bracken  av,  e  s,  37.5 
s  Jefferson  av,  50x100,  Edenwald.  P  M.  Oct  1,  3  years,  5%. 
Oct  15,   1900.  490 

Lochinvar  Realty  Co  to  Edw  H  Frost  recvr.  Grand  av,  e  s.  407.8 
s  Burnside  av,  25x90.  Oct  13,  3  years,  5%.  Oct  15,  1906. 
11:2870.  0,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders   to   above   mort.      Oct  13.     Oct   15,   1900.      11:2870. 

Larsen,  Anton  to  Basil  K  Denbigh.  Mosholu  Parkway  South,  s  e  cor 
Perry  av,  123.5x0.5x110x50.4.  P  M.  Oct  12,  3  years,  — %.  Oct 
13,   1900.     12:3281.  5,000 

Lesser,  Simon  and  Giovanni  Turco  to  Richd  S  Collins.  Union  av, 
s  w  cor  158th  st,  runs  w  113.11  x  s  50  x  e  101.5  to  Westchester 
av,  x  n  e  18.6  to  w  s  Union  av,  x  n  30.3  to  beginning.  P  M. 
Oct  12,  due  Aug  1,   1907,  0%.     Oct  13,  1906.     10:2055.  15,500 

Linder,  Annie  and  Frank  Rotter  to  Wm  T  Hookey.  Courtlandt 
av,  s  e  s,  at  s  s  163d  st,  .50xll5x.50x9O.  Given  to  secure  $2. 721. .50 
cash  and  $2. 778. .50  worth  of  brick,  lime,  &c.  Oct  12,  demand. 
0%.     Oct  13,  1900.     9:2408.  5,000 

Laub,  Mary  and  James  B  Kilsheimer  wil;h  the  Bronx  Investment 
Co.  Hughes  av.  No  2538.  e  s,  286.6  n  Pelham  av,  14.2x87.6. 
Subordination   mort.     Oct   16,   1906.      12:3273.  nom 

Laub.  Mary  to  Bronx  Investment  Co.  Hughes  av,  e  s,  280.6  n 
Pelham  av,   14.2x87.6.     Oct  16,  1906,  3  years,  5%%.     12:3273. 

2,700 

*Lyons,  Michl  F,  Brooklyn,  N  Y.  to  Geo  F  Droste.  Public  road 
leading  to  Clasons  Point,  s  w  s,  lot  5  map  Clasons  Point,  con- 
tains 1  51-100  acres.     Oct  10,  3  years,  5%.     Oct  16,   1900.     7,.500 

Lanmatti,  Albert  to  Wm  L  Condit  et  al  trustees  Josephine  L 
Peyton.  Tinton  av,  w  s,  2.7  n  Westchester  av,  27x117.0.  Aug 
31,   due  July  2,   1909,  4%-     Oct  16,   1900.      10:2655.  12,000 

Maier,  Frederick  to  Johanna  E  Kuver.  162d  st,  No  759,  n  s, 
.53.6  e  Brook  av,  27x100.  Prior  mort  $14,000.  Oct  15,  5  years, 
—%.     Oct  10.  1900.     9:2.307.  5..500 

Muller,  Kunigunda  wife  of  John  to  Ferdinand  Rothhaupt.  180th 
St.  s  s.  175.3  e  Crotona  av.  29x142.11x29.3x138.9.  Mar  27,  2 
years,  0%.     Oct  15,  1906.     11:3095.  S.OOO 

McNulty.  Catherine  and  John  with  HAMILTON  BANK.  176th  st, 
n  s,  140.7  e  Crotona  av,  55.3x93.4.  Agreement  correcting  amount 
of  mortgage  from  $4,500  to  $45,000.  Oct  2.  Oct  15,  1906. 
11:29.50.  nom 

MeMullen,  Elizabeth  to  Wm  S  Waterhouse.  ISlst  st,  s  s,  100  w 
Grand  av,  .50x120.2x50x116.11.  Oct  11,  1  year,  %%.  Oct  12, 
1900.     11:3206.  l.OOO 

*Meyer.  Max  to  Wm  A  Boyd.  Av  B,  e  s,  extends  from  3d  to  4th 
sts,  210x205,  Unionport.  Prior  mort  $8,000.  Oct  11,  due  Nov 
1.  1907,  0%.     Oct  12,  1900.  ■    1,500 

McLoughlin,  Robt  B,  Brooklyn,  N  Y,  to  Mary  L  Ryan.  Boston 
road.  No  1440,  s  s,  00  e  Prospect  av,  25x90.  P  M.  Oct  8.  1 
year,  6%.     Oct  13,   1900.     11:2903.  9,000 

Menninger,  Kilian  and  Karoline  his  wife  to  Wm  Grosspeter. 
1.38th   st.   No   674,   s   s,   225   e   Willis   av,   25x100.      P   M.      Prior 

mort   $ .      Oct   15,   4   years,   51/2%.      Oct    17,    1906.      9:2282 

7.500 

Muller,  Friedrich  to  Friedericke  Dieroff.  Forest  av,  No  1179, 
w  s.  277.1  n  Home  st,  19.3x87.7x19.8x87.7.  P  M.  Prior  mort 
$5,000.     Oct  16,  3  years,  — %.    Oct  17,  1906.     10:2652.  2,500 


Th»  t»xt  of  the»e  pages  li  oopyrlghtsd.     All  rtghti  are  reaerved.      Notice  Is  hereby  given  that  Infringemeat  will  lead  to  proaecutlon. 
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Rockland-Rookport  Lime  Company 


MannfactarerB    of    th«  Jollowinv   Brandi    «f 

Rockland  Lime 

EXTRA  FINISHING  LUMP  c";.^-: 

Also  Sole  Manofacturers  of 

EUREKA  BRAND  of  PREPARED  PURE  WHITE  LIME 


Look  for  these  words  on  the  head  of  every  barrel.  Greenpolnt  Ave.  &  Newtown  Creek 

•iVianuf actured  by  Rocklaad-Rockport  Lime  Company"      Borough  of  Brooklyn,  N.  Y.  City 

DO  NOT  BE  DECER'ED  BY  AXY  SUBSTITUTK  Telephone,  207  Greenpolnt 
NEW    YORK    OFFICE,    FULLER    BUILDING,    BROADWAY    AND   23d    STREET 


which  Is  anperior  to  an*  other  lime  or    wall    nlaster   now 
on  the  market.  GUARANTEED  NOT  TO  PIT= 


Marks,  Harry  and  Louis  Greenky  to  Harris  L  Rosenthal.  ISGth 
St.  s  s.  25  e  Union  av,  50x91.  Prior  mort  $24,500.  Given  as 
oollateral  security  for  payment  of  mort  of  $7,000  on  Nos  729 
to  7y;i  Prospect  av.     Oct  10,  demand,  6%.  Oct  17.  1906.  10:2t!75. 

7,000 

Meyer,  John  W,  Hawthorne,  N  Y,  to  Rose  Flogaus.  Walton  av, 
w  s,  .50  s  150th  St,  50x95,10x50.\93.4.  P  M.  Oct  17.  1900,  due 
Jan   1,  1910,  r,%.     9:2352.  6,000 

*Marcon,  Marv  to  Charles  Glore.  Lot  228  map  See  4  St  Raymond 
Park.     Oct  11,  due  Feb  15,  1909,  0%.     Oct  12,  1906.  600 

Marks,  Harry  to  Harris  L  Rosenthal.  Prospect  av,  w  s,  25  s 
15(lth  St.  75x86.7x75x89.7.  Prior  mort  $62,500.  Oct  16,  de- 
mand,  6<;;.      Oct   17,   1906.      10:2675.  7,000 

*Mason.  Martha  J  to  Horace  P  Perrin.  Lot  95  map  Givan  home- 
stead.    Oct   13,  2  years,  6%.     Oct  17,  1906.  2,500 

*Magaldi.  Emilio  to  Louis  Eckford  and  ano.  219th  st,  n  s, 
305  e  4th  av,  34x114,  Wakefield.  Oct  1,  2  years,  6%.  Oct  17. 
1906.  600 

McLaughlin,  Nannie  S  to  Estates  Settlement  Co.  Pelham  av.  s  w 
s,  bet  Lorillard  pi  and  Washington  av,  and  being  lots  172  and 
173  map  made  by  Andrew  Findlay  dated  Mar  14,  1851,  101. 4x 
216.10xl03.6.x217  n  w  s,  except  part  for  Pelham  and  Bathgate 
avs.     Prior  mort  $15,000.     Oct  17,  1906,   1  year.  6%.     11:3059. 

1,500 

Marrazzi,  Ratfaele,  John  La  Spina  and  Giuseppe  Franco  to  Marie 
C  Nelson  et  al  trustees  Wm  Nelson.  150th  st  (Denman  pi),  n  s, 
300.1  w  Morris  av,  runs  n  23  x  e  0.1  x  n  95.5  x  w  100  x  s  118.5 
to  st  X  e  99.11  to  beginning.  P  M.  Oct  10,  3  years,  5%.  Oct 
IS.   1906.     9:2440.  20,2.50 

Morgenroth,  Abraham  M,  Brooklyn.  N  Y,  to  Michl  L  Goetz. 
Southern  Boulevard,  w  s,  32.9  s  136th  st,  43.10x96.6x37.6x119.2 
Prior  mort  .$20,000.     Oct  16,  1  year,  6%.     Oct  18,  1906.  10:2564. 

5,000 

Same  to  Chas  McLaughlin.  Southern  Boulevard,  s  w  cor  136th 
St.  32.9x119.2x32x137.8.  •  Oct  16,  due  Dec  16,  1906,  6%.  Oct 
IS.   19t)6.      10:2564.  2.000 

Morgan.  Mary  E  to  Alex  F  Denniston.  Briggs  av.  e  s,  315.9 
s  194th  st,  20x76.3  to  w  s  Poe  pi  xl9.5x74.S.  Oct  17,  1  year. 
6%.     Oct  18,  1906.     12:3293.  8,000 

Same  to  same.  Briggs  av.  e  s,  335.10  s  194th  st.  10.8x77.9  to  w  s 
Poe  pi  xl9.7x76.3.     Oct  17,  1  year,  6%.     Oct  18,  1906.  12:3293. 

8,000 

Natelli.  Vicinzo  and  Luigi  Natelli  and  Donato  Mangiri  to  Marie 
C  Neuhaus.  14Sth  st.  s  w  s.  150  w  College  av,  25x100.  Oct  11. 
due  July  1.  1911,  5%.     Oct  12.  1906.     9:2329.  l.CKK) 

Nathan.  Marcus  to  Conrad  F  Suderley.  Prospect  av.  No  722, 
e  s,  65.11  n  Dawson  st.  runs  e  106.10  to  n  w  s  Dawson  st  x  n  e 
10..5  x  n  w  22.10  x  w  103  to  av  x  s  25  to  beginning;  Dawson 
st,  n  s,  127.9  e  Prospect  av,  runs  w  14  x  n  w  8.5  x  e  16.4  to  be- 
ginning,  gore.      Oct   17,   5   years,   5%.      Oct   18,   1906.      10:2687. 

12,000 

Nathan,  Marcus  to  Fredk  H  Wiggin  exr  Eliz  B  M  Fleming.  Union 
av,  old  line,  n  w  cor  160th  st.  20.9x106,  except  part  for  av. 
Oct  l(i,  3  years,  5%%.     Oct  IS,  1906.     10:2067.  11,000 

Neun,  Christine  wife  of  and  Heinrich  to  Emma  R  Smith.  148th 
St.  No  788.  s  s.  106.8  e  Brook  av.  16.8x100.  P  M.  Oct  22. 
due  Apr  12,  1908,  67f.     Oct  15.  1906.     9:2274.  300 

O'Keefe,  Michl  J  to  Florence  A  Waldo.  Park  View  pi,  s  e  s, 
421   s   190th   st,   32xit0.      Oct   12,    1906.   3   years,   5%.      11:3219. 

6,000 

Prival.  Nanny  wife  Louis  Prival  to  Mathilda  Roeth.  Jackson  av. 
No  1005.  c  1.  94.2  s  165th  st.  runs  s  16.8  x  w  100  x  n  16.6  x  e 
17.2  X  n  0.2  X  e  82.10  to  beginning.  P  M.  Oct  15,  2  years, 
5%.      Oct   16,   ItKNJ.      10:2(539.  1,300 

Potter,  Wm  B  to  Louis  Meyer  Realty  Co.  Webster  av,  s  e  cor 
St  Pauls  pi.  26.2xl00.x32xl00.2.  P  M.  Oct  16.  installs.  6%. 
Oct   17.   1!X16.      11:2896.  2,500 

Powers.  Lawrence  P  to  Sarah  A  Williamson.  Briggs  av,  n  w  s, 
377.4  n  e  198th  st,  2.5x100.  Prior  mort  $8,000.  Oct  16,  due 
Nov  1,   1906,  ii'/c.       Oct  17,   1906.     12:3302.  3,000 

Panzera,  Antonio  to  Meyer  Goldberg  and  ano.  Hughes  av,  w  s, 
275  s  William  st,  25x87.6;  Crescent  av,  n  w  s.  11.9  from  w  s 
Hughes  av.  runs  w  86  x  s  25  x  e  .59.7  to  n  w  s  Crescent  av  x  n  e 
32.4  to  beginning,  except  part  for  Crescent  av.  P  M.  Prior 
mort  ,$2,500.     Oct  15.  2  years,  6%.     Oct  17,  1906.     11:3073.     2,500 

Pick.  Ignatz  to  Bridget  Hayes.  Brook  av.  No  1514,  e  s,  100  n 
171st  st,  25x100.     S^t  19,  3  years,  — %.     Oct  IS,  1906.  11:2895. 

11,000 

*Polinsky,  Israel  to  Land  Co  B  of  Edenwald.  Jefferson  av,  s  s, 
75  w  Jones  av,  25x100,  Edenwald.  P  M.  Sept  12,  3  years. 
5%%.     Oct  15,   1906.  270 

Pizzi.  Pietro  to  Eliz  Elstner.  Oakland  pi.  n  s.  100  e  Clinton  av, 
22.7x108.8x22.10x109.4.  P  M.  Oct  18.  1906,  3  years,  5%. 
11:3094.  3.500 

Same  to  Joseph  Blum.  Same  property.  P  M.  Prior  mort  S3,.500. 
Oct   18.   1906,   1   year,   6%.     11:3094.  500 

*Pressimone,  Francesco  to  Hudson  P  Rose  Co.  Crosby  av.  e  s, 
225  s  Waterbury  av.  2.5x100.  P  M.  Oct  5.  due  Nov  1.  1910. 
5%%.     Oct  17.  1906.  500 

Quinn.  Thos  J  to  Mary  F  Coleman.  Tinton  av.  w  s.  150  n  166th 
St.    40x127.3x40x127.4.      Oct    15.    1906,    5    years.    5%.      10:2661 

30,000 

Riley,  Thos  F  and  John  Loughney  to  Tommaso  Giordano.  Nor- 
wood av  late  Decatur  av,  w  s,  275  s  209th  st.  .50x100.  P  M 
Oct  15,  due  Apr  — ,  1907,  6%.     Oct  16,  1906.     12:3351.  1,900 

*Ringsinger,  Christina  to  Stephen  McBride.  173d  st.  w  s  256  s 
Gleason  av,  2.5x100.  P  M.  Oct  16,  2  years,  DVz'i.  Oct  18 
1906.  1.500 

Ryan.  Maria  E  to  Annie  Reheremann.  Morris  av.  e  s.  402.11  s 
Burnside  av.  25xl(X).  Oct  1.5,  3  years,  57c.  Oct  16.  1906. 
11:2S07   and   2808.  3,500 

Regan,  James  to  Wm  C  Bergen.  Bainbridge  av.  No  2563,  w  s, 
114  n  Coles  pi  or  lane,  18x70  to  Poe  pi.  P  M.  Prior  mort 
!f4.0tK).      Oct   15,   2  years.   6%.     Oct   16,   1906.      12:3293.         2.000 

♦Riedenger,  Chas  W  to  Mary  A  Ferris.  North  Chestnut  Drive, 
n  s.  lot  96  amended  map  Bronxwood  Park.  4Oxl(JO\-40x99  5 
w  s.     Oct  9,  2  years,  67o.     Oct  16,  1906.  2  750 


Skinner.  Robert  M.  Brooklyn.  N  Y.  to  Martin  Lahm  exr  Philip 
Lahm.  180th  st.  No  666.  s  s.  61.9  w  Park  av.  16.9.\94.8.  Oct 
15.   3   years.   — %.      Oct   16.    1900.      11:3029.  '   3.000 

*Snowden.  Morgan  M  to  EASTCHESTER  SAVINGS  BANK  of  Mt 
Vernon.  N  Y.  220th  st,  s  s.  105  e  4th  av,  25x114,  Wakefield. 
Oct  15.  3  years,  ii'/c     Oct  16.   1906.  3.500 

Staffa.  Antonio  to  Mary  E  Foley.  Belmont  av.  e  s.  100  s  187th 
st,   .50x100.      P   M.     Oct  16.   1906.   3  years.  5%.      11:3074.       3.90(i 

Schwabenhausen.  Clara  to  George  Edgar  and  ano.  Hewitt  pi.  No 
1156.  n  e  s.  57.7  n  w  Longwood  av.  39x100x38.11x100.  Prior 
mort  .$24,000.  Oct  1,  5  years,  5%.  Oct  12.  1906.  10:2696  and 
2(i89.  .  18,000 

Soltau,  Jacob  E  to  GERMAN  SAVI.XGS  BANK  in  City  of  N  Y. 
1.53d  St.  No  684,  s  s.  118.2  w  Elton  av,  26.2x100.  Sept  20,  3 
years.  5-;^.     Oct  12,   1906.     9:2374.  12.000 

Small,  Wm  M,  Brooklyn,  N  Y,  to  Wm  Oppenheim.  148th  st,  No 
609,  n  s.  100  e  Courtlandt  av,  25x105.3.  P  M.  Oct  15,  1906,  in- 
stalls, 6%.     9:2327.  4,000 

Schlosser.  Johanna  to  Samuel  Green.  Cauldwell  av.  w  s.  100..5  n 
165th  St.  70x119.4  to  s  e  s  Boston  road  x82.11xl63.11  to  begin- 
ning.    P  M.     Oct  16.  1  year,  6%.     Oct  17,  1906.     10:2622.    4.000 

Schulz.  Theodore  E  to  Fannie  Toussaint.  Morris  av,  n  w  cor 
196th  St.  late  Wellesley  st,  100.4x56x100x47.11,  except  part 
for  Morris  av.  P  M.  Oct  16.  due  June  1,  1907,  6%.  Oct  17, 
ItMXi.     12:3318.  4,500 

Schultz.  Frederick  to  Christina  Schultz.  Bathgate  av.  No  1980. 
s  e  s.  258.6  s  e  179th  st.  runs  s  w  18  x  s  e  86.8  x  n  e  18.1  x  n 
w  86  to  beginning,  except  part  for  av.  Oct  16,  5  years,  5%. 
Oct   17,    1!X)6.      11:3044.  2.500 

Slater.  Cecelia  to  Madeline  A  Gleason.  181st  St.  n  s,  150  e  Vyse 
av,  75x84x74.11x01.11.  Oct  16,  3  years,  5%.  Oct  17,  1906. 
11:3134.  3.500 

*Schmille,  Wilhelm  to  Margt  Wicks.  Rosedale  av,  e  s.  50  n 
Mansion  st,  25x100.     Oct  12,  3  years,  5%.     Oct  13,   1906.       3,300 

Silva.  George  or  Geo  de  Silva  with  John  Welpley.  Eagle  av.  No 
6.54.      Extension   mort.     Oct   11.     Oct   IS.   1006.      10:2624.         nom 

Steimann  Realty  Co  to  Wm  T  Hookey.  Brook  av,  s  e  cor  139th 
St.  100.5x375.4xlO0x3S4.lO.  Prior  mort  $ .  July  20,  de- 
mand. (!%.      Oct   17.   1906.     9:2266.  12.000 

Steimann  Realty  Co  to  Union  Woodworking  Co.  Certificate  as  to 
consent  of  stockholders  to  mort  for  $7,900  dated  Oct  17.  Oct  17. 
Oct   18,   1906.     9:2266.  

Steimann  Realty  Co  to  Wm  L  Condit.  Brook  av.  s  e  cor  139th 
St.  100.5x37.10x100x47.4.  Oct  16,  3  years,  5%.  Oct  1.8,  1906. 
9:2266.  50,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders  to  above  mort.      Oct  16.     Oct  18,   1900.     9:2266. 


Same  to  Union  Woodworking  Co.  139th  st,  s  s.  47.4  e  Brook  av, 
337.0x100.     Oct  17.  due  Apr  15,  1907,  6%.     Oct  18,  1906.  9:2266. 

7,900 

Title  Guarantee  and  Trust  Co  with  Geo  F  Johnson.  Kelly  st.  No 
40.      Extension   mort.      June   25.      Oct   15.   1906.      10:2708.         nom 

*Turgeon,  Joseph  R  to  Joseph  Shieman.  Mulford  av.  w  s,  175  n 
Alice    St.    100x100,    Throggs   Neck.     P   M.     3  years,   5%%.      Oct 

15.  1906.  1,600 
*Tuchman»  Herman   to   Bernard  Meyer.      Plot   begins  740  e  White 

Plains  road  at  point  along  same  1220  n  Morris  Park  av,  runs  e 
KKJ  X  n  25  x  w  100  x  s  25  to  beginning  right  of  way  to  Morris 
Park  av.     Oct  10,  3  years.  5%.     Oct  15.  1906.  3,250 

*Twele.  Otto  to  William  Sprenger  and  ano.  Plot  begins  240  e 
White  Plains  road,  at  point  along  same  300  n  Morris  Park  av, 
runs  e  10l(  x  n  25  x  w  100  x  s  25  to  beginning.  Oct  5,  due 
&c.  as  per  bond.     Oct  13,  1906.  4,000 

Teichman,  Jennie  E  to  Eleanor  L  Armstrong.  ISOth  st,  n  w  cor 
Ryer  av,  91.1x25.1x92.1x2.5.  Oct  IS,  1906,  3  yrs,  5%.  11:3156 
and  3149.  4,500 

Treviranus,  Wm  H  to  Medad  E  Stone  and  ano  exrs  Clara  J  Wood. 
Marion  av.  e  s.  81.7  n  197th  st,  17.10.x94.9xl0.4x96.4.  P  M. 
Given  in  place  of  mort  dated  Apr  26,  1906.  Oct  10,  due  May  2. 
1908,  5y2%.     Oct  17.  1906.     12:3283.  2,700 

Van  Wagner.  Catherine  M  to  Louis  Meckes.  Summit  av,  w  s.  bet 
161st  st  and  165th  st.  and  being  lots  85  and  103  map  272  lots 
of  Kemp  estate.  25x175  to  Lind  av.     Oct   13,   installs,  6%.     Oct 

16.  1006.     9:2.523.  1,750 
Van  Wagner,  Cath  M  to  Sarah  E  Couch.     Summit  av,  w  s.  bet  161st 

st  and  165th  st.  and  being  lots  85  and  103  blk  2523  map  272 
lots  Kemp  estate.  25x175  to  Lind  av.  Oct  12,  3  years,  5%. 
Oct   13,    1906.     9:2523.  5,500 

Vion,  Joseph  F  to  Sheltering  Arms.  Macombs  Dam  road,  s  w 
cor  17(Hh  st,  20x225  to  e  s  Inwood  st.  Oct  17,  1906,  3  years, 
6%.     11:2856.  8,000 

Weisberger,  Adolf  with  Bazena  T  Downes.  Hughes  av,  w  s,  175 
n  183d  st,  25x100.  Extension  mort.  June  19.  Oct  17,  1906. 
11:. 3072.  nom 

*Wenniger,  John  P  to  Jenny  Cockburn.  Lots  6.  12,  13,  16,  IS,  26. 
27,  29  to  39  blk  25;  lots  (i,  7,  8,  13.  14.  16  to  25.  35  and  36 
blk  26;  lots  5,  6,  8  to  21  blk  27;  lots  2,  3,  4,  7  to  17,  26  to  42 
blk  33;  lots  1  to  25,  34  to  42  blk  34.  map  Pelham  Park,  except 
part  for  Baychester  and  Briggs  avs.  P  M.  Oct  1.  3  years.  5%. 
Oct   17,   1900.  20,000 

*Same  to  same.  Lots  1  and  5  blk  26;  lot  7  blk  27.  same  map. 
except  part  for  Baychester  av.     P  M.     Oct  1,  3  years,  5%.     Oct 

17.  1906.  1.000 
*Weber,  Friedericka  to  Isaac  L  Michael.     Commonwealth  av,  w  s, 

50  s  Tacoma  st,  50x100.  P  M.  Sept  27,  installs,  6%.  Oct  18, 
1906.  1,000 

Welch,  Catharine  G  to  Annie  Barniea.  Washington  av.  No  1874, 
e  s,  108  n  176th  st,  25.8x129.3x22x129.1.  P  M.  Oct  10,  3  years, 
5'/c.     Oct  12,  1!X)6.     11:2918.  3.000 

*Wolff,  Marks  to  Adelaide  Burlando.  North  Chestnut  Drive, 
n  s.  and  being  lot  06  amended  map  Bronxwood  Park,  40x100x40 
x99.5.     P  M.     Oct   15,  3  years,  6%.     Oct   10,   1906.  1,050 

*Zuelch,  George  to  Giovanni  Oantulope.  Jlarker  av,  e  s.  133  n 
Julianna  st,  33x125.  Olinville.  Sept  20,  due  Jan  1,  1908.  6%. 
Oct   18.   390l>  100 


Th.  text   of  th.se  pagee  i.  copyrlKht.d.     All  righti  ar.   re.erved.         Notice  1b  hereby  given  that  Infringement  will  lead  to  proeeeutSsn. 
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The   Palmer   Lime  and  Cement  Company 

*' PALMER'S  IVO.  1,"  tlm  strongest  and  Ijflst  brick  lime  manutaotured,  will  lay  more  brick  to  the  barrel  than  any  other  lime.  ♦ 

Farnain  CUF.SIHI  HE  Finishluif,  whkli  has  no  equal. 

Palmer's  FiniNliiii^,  hlch  grade,  tor  all  finishing  and  plastering  work. 

Connecticut  Wliitc  E/inif,  especially  adapted  to  brown  and  scratch  work. 

Palmer's  Chemical  Ijime,  absolutely  hl^h  grade. 

Alsen's  Portland  Cement,  ror  Long  Island.  FOSTER    F.    COMSTOCK,    Manager 

Brooklyn  Station,  Telephone  14.-.')  Crceniiolnt  Sales  Department :     (49    BROADWAY,    NEW    YORK 

Jersey  City  Station,  Telephone  13G2  Jersey  Telephones,  CUlU-Utill-eei^  Cortlandt 


PROJECTED  BUILDINGS. 


The  first  name  is  that  of  the  ow'r,  ar't  stands  tor  architect,  m'n 
for  mason,  c'r  for  carpenter,  and  b'r  for  builder. 

When  character  of  root  is  not  mentioned,  it  is  be  understood 
that  the   roof  is  to'be  of  tin. 

BOKOUGH    OF    MANHATTAN. 

SOUTH  OF  1-lTH  STREET. 

Carmine  st,  Nos  S3-S5,  2-sty  brk  and  stone  public  bath,  03.11x69.4, 
pitch,  felt  roof;  cost,  $130,000;  The  City  of  New  York,  City  Hall; 
ar'ts,   Renwick,  Aspinwall   &  Tucker,  320  5th  av. — 1011. 

Grand  st,  No  77,  5-sty  brk  and  stone  store  and  loft  building,  22x 
'M;  cost,  $25,000;  Samuel  Biseman,  71  Grand  st;  ar't,  T  J  Van- 
den   Bent,   100  5th   av.— 1016. 

Rivington  st.  No  159,  1-sty  brk  and  stone  outhouse,  8.0x9.6;  cost, 
$7(10;  Max  Tischler,  159  Rivington  st;  ar't,  O  Reissmann,  30  1st 
St.— 1015. 

10th  st,  s  s,  100  w  3d  av,  3-sty  and  basement  brk  and  stone  loft 
bldg,  20X.53.4,  gravel  roof;  cost,  $0,0UO;  Isidore  Fried,  90  E  10th 
st;   ar't,  A  S  Redman,  371  Fulton  st,  Brooklyn.— 1010. 

BETWEEN    14TH  AND   59TH    STREETS. 

54th  st,  s  s,  1.50  w  Sth  av,  U^-sty  brk  and  stone  church,  75x.57,  tar 
and  gravel  roof;  cost,  .$45,000;  Amity  Baptist  Church,  308  W  54th 
st;    ar'ts,   Rossiter  &  Wright,   110  E  23d  St.— 1009. 

54th  st,  s  s,  150  w  Sth  av,  5-sty  brk  and  stone  hospital,  20x103.10, 
tar  and  gravel  roof;  cost,  $38,000;  Amity  Baptist  Church,  308-312 
W  ,54th  st;   ar'ts,  Rossiter  &   Wright,   110  E  23d  St.— 1008. 

BEJTWEKN  59TH  AND  125TH  STREETS.  WEST  OF  8TH  AVENUE. 

08th  st,  s  s,  225  w  Amsterdam  av,  4-sty  brk  and  stone  rectory, 
.50.x35;  cost,  $15,000;  Rev  P  J  Maughan,  li;o  W  05th  st;  ar't,  John 
Jerome    Deery,    Betz    Bldg,    Phila,    Pa.  — 1013. 

Broadway,  No  1.S49,  2-sty  stone  and  concrete  garage,  28.10x100, 
slag  roof;  cost,  $15,000;  Ellen  M  Hennessy,  117  East  18th  st; 
ar't,  John  H  Duncan,  208  5th  av.— 1014. 

Broadway,    Nos    1018-1020  1  5-sty  concrete  garage  building,   50.2i/ix 

7th  av,   Nos  748-750  |     143.0x141.2,  slag  roof;    cost,   $105,000; 

James  R  Hay,   71   Broadway;   ar'ts,  Marvin  &  Davis,   1133  Broad- 
way.—1012. 

BOROUGH    OF    THE   BRONX. 

138th   st,   n   w   cor   Walnut    av,   retaining   wall,   53.4   long;    cost   not 

given;    Central   Union  Gas  Co,    138th  st  and  Locust  av,   ow'r  and 

ar't.— 1142. 
226th  st,  n  s,  1.54  w  4th  av,  two  2-sty  frame  dwellings,  21x50  euch; 

total    cost.    $7,000;    Roselina    Rost,    1344    Park    av;    ;ar't,    Geo    P 

Crosier,   233d   st   and   White  Plains    road. — 1139. 
Appleton  road,  w  s.  111  n  Ft  Schuyler  road,  1-sty  frame  she;l,  34x 

21;    cost,   $1(;0;    Wm    Herwig,   on   premises;    ar't,    Chas   R   Baxter, 

Middleton  road. — 1135. 
Belmont   av,  w  s,   145  n  188th  st,   4-sty  brk  tenement,  50x72;   cobi, 

$30,(MH);    Gulf   Co-operative    Co,    Dr   Buffa,_  210   Christie   st,    pr^js; 

ar't,  Chas  S   Clark,   709  Tremont  av.— 114o. 
CarReuter  av,  e  s,  50  n  219th  st,  two  2-sty  frame  dwellings,  JlxuO; 

total  cost,  $10.0(XV;   Wm  Garrett,   227th  st,  near  2d  av;   ar't,   John 

Davidson,    227th    st,    near   2d   av. — 1136. 
Jerome  av,  e  s.  185.5  n  212th  st,  1-sty  frame  office,  12.  lOxIO;    cost, 

$200;   Chas  Volk  Hawthorne;   ar't,  Fritz  Kuhnle,  893  Audubo.i  av. 

—1140. 
Morris  av,  e  s,  225  n  179th  st,  four  2-sty  brk  dwellings,  18.9x57.8; 

total  cost,  $40,000;  Adolph  Balschun,  669  E  135th,  ow'r  and  ar't.— 

1138. 
Maple  av,  n  w  cor  212th  st,  four  3-sty  frame  dwellings,  20x.54  and 

3].Sx22.0;    total   cost,    $17,500;    ;Tony  De   Angelo,   105   Elliott   av; 

ar't,   Clement   B   Brun,    1   Madison  av. — 1141. 
St   Raymond's   av.   n  s,   7.5   w   Denson   av,    1-sty   brk  garage,    11x10; 

cost,   .$200;    Dr   H   C   Denning,   on   premises;    ar't,  L   P   Fries.   East 

Chester   road. — 1137. 
Van  Nest  av,  n  s,  2.5  e  Fillmore  st,  3-sty  frame  store  and  dwelling, 

22x.54;   cost,   $7,000;    Seiman   &   Kaplan,  on  premises;   ar't,   Henry 

Nordheim,    170   Van   Buren  St. — ll47. 
Walton  av,   w  s,   125  s  Cheever  pi,   1-sty   frame   shed,   24x95;    cost, 

$51)0;    M   F   O'Neill,   490   E   139th   st.   ow'r   and   ar't.— 1143. 
Washington  av.  e  s.   100  §   164th  st,  2-sty  brk  factory,  50x00;   cost, 

$10,IK)0;   Henry  Schug,  972  Washington  av;  ar't,  Frank  Wennemer, 

138th  st  and  3d  av.— 1144. 
Webster  av,  w  s,  185  s  Kingsbridge  road,  1-sty  frame  store,  95.10x 

20;    cost,   $3,000;    Anthony   F   Koelble,   71   Nassau   st;   ar't,   Henry 

A  Koelble,  71   Nassau  st. — 1140. 


ALTERATIONS. 

BOROUGH    OF   MANHATTAN. 

Attorney  st,  Nos  155-157,  partitions,  tanks,  windows,  stairs,  sky- 
lights, to  four  .5  and  6-sty  brk  and  stone  stores  and  tenements; 
cost,  $10.fM)0;  Morris  Goldberg,  43  Hendrick  st.  Brooklyn;  ar't, 
C   Dunne,   210  E   14th  st.— 2761. 

Broome  st.  No  2.'{.'!.  store  fronts,  baths,  to  .5-sty  brk  and  stone  tene- 
ment; cost,  $1,000;  Jacob  Bfron,  2.33  Broome  st;  ar't,  Harry  ZIot, 
203  Grand  St.— 2741. 

Delancey  st,  n  e  cor  Norfolk  st,  erect  sign  to  3-sty  brk  store  and 
tenement;  cost,  $200;  Harry  Blinderman,  132  Delancey  st;  ar't,  J 
Schroth,   113   West   Broadway.— 2774. 

Division  st,  Nos  40-48,  brk  walls,  concrete  cellar,  to  5-sty  brk  and 
stone  factory;  cost.  $2,000;  Albert  Stevane,  .52  Division  st;  ar't, 
Henry  J  Feiser,  150  Nassau  st. — 2747. 

Division  st.  No  77.  brk  wall  to  .3-sty  brk  and  stone  store  and  tene- 
ment; cost.  $200;  Estate  of  Albert  Coppelle,  02  Hoyt  st;  ar't,  A  J 
H  Lenchtog,  279  E  3d  St.— 2734. 

East  Houston  st,  Nos  199-201,  skylights,  tank,  windows,  to  two 
5-sty  brk  and  stone  tenements;  cost,  $5,000;  Geo  W  Folsom, 
Lenox,    Mass;    ar't,    M    Zipkes,    147   4th    av. — 2709. 


Henry  st.  No  71,  partitions,  to  (J-sty  brk  and  stone  tenement  and 
store;  cost,  $100;  Ernst  Plath,  39  E  7th  st;  ar't,  H  Horenburger, 
122  Bowery. — 2730. 

Henry  st.  No  201,  partitions,  toilets,  skylights,  to  4-sty  brk  and 
stone  tenement;  cost,  $1,200;  Harry  Goodman,  749  Broadway; 
ar't,    H   Horenburger,   122   Bowery. — 2737. 

Henry  st.  No  162,  show  windows,  partitions,  to  5-sty  brk  and 
stone  tenement;  cost,  $3,000;  Joel  Kovner,  140  Nassau  st;  ar't, 
O   Reissmann,   30  1st  st. — 2770. 

Houston  st.  No  251  E,  stairs,  partitions,  show  windows,  to  3-sty 
brk  and  stone  dwelling;  cost,  $1,200;  Max  Schwartz,  255  East 
Houston  st;   ar't,  Henry  J  Feiser,   150  Nassau  st. — 2744. 

Madison  st.  No  180,  shaft,  to  5-sty  brk  and  stone  tenement  and 
store;  cost,  .$6,000;  Weil  &  Mayer,  5  Beekman  st;  ar't,  Samuel 
Gross, _  5    Beekman    St. — 2756. 

Peck  Slip,  No  40,  windows,  to  4-sty  brk  and  stone  tenement;  cost, 
$200;  Mary  M  Deutch,  342  Bridge  st;  ar't,  Harry  Zlot,  2.30  Grand 
St.— 2740. 

Reade  st,  n  w  cor  Elm  St.  cut  walls  to  7-sty  brk  and  stone  boiler 
room;  cost,  $750;  R  W  Block,  14  Reade  st;  ar't,  R  E  Moss,  12 
Elm    St.— 2752. 

Rivington  st.  No  159,  baths,  partitions,  to  two  3  and  5-sty  brk 
and  stone  tenements;  cost,  $.500;  Max  Tischler,  159  Rivington 
st;    ar't,    0   Reissmann,   30   1st  st. — 2702. 

St  Mark's  place,  Nos  114-ll(j,  stairs,  posts,  girders,  to  two  5-sty 
brk  and  stone  store  and  tenement;  cost,  $1,200;  Pauline  L  Good- 
man,  20  W  3d  st;   ar't,   H   Horenburger,   122   Bowery. — 2739. 

Water  St.  No  010.  partitions,  windows,  to  0-sty  brk  and  stone  store 
and  tenement;  cost,  $1,000;  Ray  E  Schenkman,  150  Nassau  st; 
ar't,   H   Horenburger,   122   Bowery. — 2738. 

Wooster  st,  Nos  137-139,  mezzanine  floor,  to  7-sty  brk  and  stone 
factory  and  store;  cost,  $100;  B  S  Moss  &  Co,  on  premises;  ar'ts, 
Sommerfeld  &  Sleekier,   19   Union  sq.— 2743. 

10th  st.  No  318  E,  windows,  toilets,  brk  wall,  to  5-sty  brk  and 
stone  tenement  and  store;  cost,  $1,000;  Henry  Tishman,  9  E 
119th   st ;   ar't,  Edward  A  Meyers,   1  Union  sq. — 27.31. 

12th  St.  No  407  East,  skylights,  windows,  partitions,  plumbing,  to 
two  4-sty  brk  and  stone  stores  and  tenements;  cost,  $3,000;  Chas 
J   Wirth,   194   Bowery;    ar't,   H  Horenburger,   122  Bowery. — 2770. 

14th  St.  Nos  53-57  West,  fireproof  partitions,  show  fronts,  to  0-sty 
brk  and  stone  store  and  loft  building;   cost,  $7,000;  Colonial  Real 

Estate  Assoc,  309  Broadway;  ar't,  Richard  Berger,  309  Broad- 
way.— 2773. 

15th  st.  No  257  West,  partitions,  to  4-sty  brk  and  stone  tene- 
ment; cost,  $100;  Helen  R  Robinson,  51  Liberty  st;  ar't,  Wm  M 
Cruikshank.    .51    Liberty    st. — 2705. 

17th  st.  No  434  East,  alter  partitions,  to  4-sty  brk  and  stone  store 
and  tenement;  cost,  $500;  estate  of  Henry  Keil,  95  Broad  st;  ar't, 
Henry   Regelmann,    133   7th    st. — 2772. 

ISth  st.  No  404  East,  store  fronts,  toilets,  partitions,  to  4-sty 
brk  and  stone  store  and  tenement;  cost,  $3,500:  Angelo  Toranto, 
43   Oak   st;    ar't,   A   L   Kehoe,   206   Broadway.— 2700. 

24th  st,  n  s,  57  e  6th  av,  1-sty  and  basement  brk  and  stone  rear 
extension,  20x51. (i,  store  front,  partitions,  to  3-sty  brk  and  stone 
store  and  dwelling;  cost,  $4,000;  Joseph  S  Rich,  18  E  23d  st; 
ar't,    Gregory    B    Webb,    Glen    Ridge,    N    J. — 2751. 

30th  st.  No  263  W,  toilets,  windows,  partitions,  to  5-sty  brk  and 
stone  tenement  and  store;  cost,  $1,.500;  Mrs  Annie  P  Burgess,  1209 
Brqadway;   ar't,  Robert  E  Rogers.   1.50  Nassau  st. — 2735. 

31st  st,  Nos  121-123  W,  boiler  room,  stairs,  to  3-sty  brk  and  stone 
garage;  cost,  '$2,500;  Estate  of  Chas  F  Hoffman,  258  Broadway; 
ar't,  P  F  Brogan,   119  E  23d  St.— 2740. 

31st  st.  No  402  West,  windows,  toilets,  partitions,  sinks,  tubs,  to 
5-sty  brk  and  stone  tenement  and  store;  cost,  $3,000;  Charles 
Sweeney,  520  8th  av,  Brooklyn;  ar't,  Alex  Willoner,  1705  Bath- 
gate av. — 2767. 

37th  st,  No  339  W,  toilets,  windows,  to  5-sty  brk  and  stone  tene- 
ment; cost.  $1,.500;  Catherine  Smith,  791  Amsterdam  av;  ar't, 
Albert   J  H  Lenchtog,  279  E  3d  St.— 2732. 

.5Sd  st.  No  48  East,  iron  stairs,  elevator,  alter  floor  beams,  to  5-sty 
brk  and  stone  dwelling;  cost,  $10,000;  M  Newborg,  48  E  52d  st; 
ar't,    J    H    Freedlander,    244   5th    av.— 27.59. 

.54th  st.  No  403  West,  plumbing,  partitions,  toilets,  to  4-sty  brk 
and  stone  tenement;  cost,  $l,.50O;  Margaret  Clinton,  534  W  148th 
st;   ar't.   Edward   Lehman,   3   W  29th   st.— 27.54. 

60th  St.  Nos  239-241  West,  toilets,  partitions,  windows,  to  two 
4-sty  brk  and  stone  tenements  and  stores;  cost,  $4.(KX);  Samuel 
J  Lachor,  135  E  113th  st;  ar't,  A  F  Johnson,  409  Lenox  av. 
—2728. 

08th  st,  s  s.  .325  w  Amsterdam  av,  5-sty  brk  and  stone  side  exten- 
sion, 50.x95,  add  1  sty,  cut  openings,  to  4-sty  brk  and  stone 
stable;  cost,  $30,000;  James  Butler.  70th  st  and  Broadway;  ar't, 
Wm    H    Gompert,    2102    Broadway. — 275.5. 

7()th  St.  No  426  East,  show  windows,  partitions,  new  plumbing, 
shaft,  to  4-sty  brk  and  stone  tenement  and  store;  cost,  .$0,.500; 
Max  Orbach  &  Son,  1439  1st  av;  ar't.  Otto  L  Spannhake,  200  E 
79th    St.— '27.53. 

82d  st,  n  s,  100  e  Av  B,  build  roof  house,  add  two  bays,  to  3-sty 
brk  and  stone  ice  plant;  cost.  $29.(M>0;  The  Yorkvllle  Inde- 
pendent Hygeia  Ice  Co,  82d  st  and  East  River;  ar'ts,  Geo  E  Wood 
and   Forman    &   Light.   40   Cedar   st. — 2750. 

S3d  st.  No  302  East,  partitions,  stairs,  show  windows,  to  5-sty 
brk  and  stone  tenement;  cost,  $1,000;  John  Reinhardt,  645  E 
.5th    st;    ar't,    Henry    Regelmann.    30    1st    St. — 27.33. 

87th  st,  s  w  cor  3d  av,  store  fronts,  to  4-sty  brk  and  stone  tene- 
ment; cost.  $.500;  Chas  W  Russell,  1.540  3d  av;  ar'ts,  B  W  Bergei; 
&   Son,   Bible   House.— 2764. 

104th  st,  n  s,  102  w  Av  A,  1-sty  brk  and  stone  rear  extension,  45 
x5.,8,  partitions,  stairs,  to  2-sty  brk  and  stone  stable;  cost,  $7,- 
000;  Frank  De  Rosa,  2127  1st  av;  ar't,  Nathan  Langer,  81  E 
125th    St.— 2758. 

106th  St.  No  59  East,  partitions,  stairs,  windows,  to  5-sty  brk  and 
stone  tenement  and  store;  cost.  ,$3,(XI0;  Grossner  &  Kallman. 
60    Broadway:    ar'ts,    Bernstein    &   Bernstein.   24   E   23d   st. — 274'2. 

lOOlh  St.  No  .59  Bast,  store  front,  windows,  partitions,  toilets,  to 
5-sty  brk  and  stone  tenement;  cost,  $5,000;  Floris  T  Whittaker, 
350    Broadway;    ar't,    Henry   J    Feiser,    1,50    Nassau    St.— 2745. 


Notice  li  hereby  gWen  that  Intrlnsement  will  lead  to  proieoutton.      The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved. 
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116th  St,  Nos  313-315  West,  stairs,  partitions,  to  two  5-sty  brlc  and 

stone    tenements;    cost,    $200;    Herman    Kuepper,   212    Broadway; 

ar't,    Solomon   D   Cohen.   81   E   125th   St.— 2730. 
135th    St,    Nos    31-3G    West,    balie    oven    to    — sty    brk    and    stone 

bakery;    cost,    $890;    National    Biscuit    Co,    401     <V    15th    st;    ar't 

and   br,   I   Beers   &   Co,   114   E   23d   St.— 2G72. 
Av  A,  Nos  248-250,  5-st  ybrk  and  stone  rear  extension,  13.6x27.6, 

show    windows,    toilets,    to    two   5-sty    brk    and    stone    tenements; 

cost,    18,000;    H    Wasserman,    164   2d    st;    ar't,    0    Reissmann,   30 

1st  St.— 2748. 
Av  D,   n  w  cor  13th  st,   alter  driveway,   walls,   to  3-sty  brk  and 

Stone  factory;  cost,  $150;  Douglas  Robinson  and  Chas  B  Brown  & 

Co,   160  Broadway;   ar'ts,  B  W  Berger  &  Son,  121  Bible  House. 

—2775. 
Lexington   av.   No   101,   show  windows,  partitions,   to  5-sty  brk  and 

stone   tenement   and   store;    cost,   $2,500;    Milton   C   Henley,    131>4 

Lexington  av;  ar'ts,  S  B  Ogden  &  Co,  954  Lexington  av. — 2763. 
Old   Broadway,    n    w   cor   Manhattan    st,    partitions,    show   windows, 

to    G-sty    brk    and    stone    tenement;     cost,    $1,000;     McCauley    & 

Andres.    Old    Broadway   and   Manhattan   st;    ar't.s   B   W   Berger   & 

Son,    121    Bible    House.— 272G. 
St    Nicholas   av.    No    202,    show    windows,   partitions,    to    5-sty    brk 

and   stone    tenement;    cost.    $4,000;    Blum    &   Gordon,   52   Ludlow 

st;    ar't,   O   Reissmann,   30  1st  St.— 2749. 
West  End  av.  No  2G,   toilets,  windows,  partitions,  to  5-sty  brk  and 

stone   tenement;    cost,   $2,000;    Leopold   Hellinger,   71   E   90th   st; 

ar't,   O   Reissmann,   30   1st   st. — 2727. 
2d    av,    Nos    2305-2307,    partitions,    windows,    doors,    to    5-sty    brk 

and    stone    store    and    tenement;    cost.    $1,000;    David    Petchesky, 

on   premises;    ar't,   J    C   Cocker,    103   E   125th   st. — 2757. 
2d  av,  Nos  2305  and  2307,  toilets,  windows,  doors,  to  5-sty  brk  and 

stone   store    and    tenement;    cost,    $1,000;    David   Petchesky,   2305 

2d  av;  ar't,  J  C  Cocker,  103  E  125th  St.— 2757. 
2d    av.    No    502,    partitions,    toilets,    fireproof   ceiling,    to   5-sty   brk 

and  stone  tenement;   cost,  $3,000;   Mary  Lysoght,  246  E  49th  st; 

ar't,   O   Reissmann,  30  1st  st. — 2771. 
3d   av.   No   1376,   metal   ceilings,   to   5-sty  brk  and  stone  store  and 

tenement;    cost,    $200;    Samuel    Howe.    1376    3d    av;    ar'ts,    S    B 

Ogden    &    Co,    954    Lexington    av. — 2729. 
9th  av.  No  7G2,  1-sty  brk  and  stone  rear  extension,  34x25.5,  parti- 
tions, skylights,  to  4-sty  brk  and  stone  store  and  tenement;   cost, 

$2,500;    Andrew   Davey,   350  Greenwich  st;    art,   Chas  H   Richter, 

68    Broad    St.— 2768. 


10th  av.  No  860,  fireproof  ceiling,  partitions,  to  5-sty  brk  and 
stone  tenement;  cost.  .^00;  Mrs  M  Iden,  211  E  72d  st;  ar't,  J  H 
Friend,    148    Alexander    av. — 27GG. 

BOROUGH    OF    TIEE   BRONX. 

Bronx  st,  e  s,  150  s  ISOth  st,  move  two  2%-sty  frame  factories; 
total  cost,  $160;  J  Sloans  Sons,  on  prf'mises;  ar't,  Geo  W  Tomp- 
kins, 2638  Decatur  av. — 560. 

Timpson  pi,  e  s,  166  n  147th  st,  1-sty  frame  extension.  30.10x7.4 
and  12.7,  new  stalls,  &c,  to  1-sty  frame  stable;  cost,  $500;  Wm  F 
Kenny,   on  premises;   ar't,   C  B  Brun,   1  Madison  av. — 554. 

11th  st,  n  s,  355  w  Av  D,  2-sty  frame  extension,  64x36.4,  new 
stairs,  new  partitions,  &c,  to  l'/4-sty  frame  dwelling;  cost,  $1.- 
000;' Chas  A  Webber,  G60  E  149th  st;  ar't.  Otto  C  Krauss,  14th 
st,   east   of  Av   B. — 563. 

141st  st,  s  s,  125  e  College  av,  new  partitions,  to  3-sty  brk  dwelling 
and  storage;  cost,  $'20<.l;  Wm  A  Smith,  516  E  141st  st;  ar'ts, 
Moore   &   Landsiedel,   14Sth   st   and  .3d   av. — 54G. 

l(!5th  St.  No  887.  2-sty  brk  extension.  16.8x19,  new  beams,  new 
bay  window,  to  2-sty  brk  dwelling;  cost,  .fl,"200;  Richard  J  Cal- 
laghan,  on  premises;   ar't,  Louis  Falk,  2785  3a  av. — 553. 

161st  st,  n  w  cor  Tinton  av,  1-sty  frame  extension,  10.2x13.2,  to 
2-sty  frame  store  and  dwelling;  cost,  $500;  Thos  Flach,  3305  3d 
av;    ar't,   Fred   Hammond,   943  Washington   av. — 573. 

162d  st.  No  509,  move  1-sty  frame  chapel;  cost,  $250;  Church  of 
the    Comforter,    on    premises;    ar'ts.    Banister   &    Schell,    69   Wall 


St.- 


-'orz. 


221st  st,  n   s,  405  e  4th  av,  2-sty  frame  extension,  21.10x23,  and 

new    partitions,    to    2-sty    frame    dwelling;     cost,    $1,500;     Mike 

Capotorto,    on    premises;    ar't,    L    Howard,    176th    st    and    Carter 

av. — 567. 
Grand  Boulevard,  w  s,  350  n  200th  st.  1-sty  brk  extension,  100x92, 

to  1-sty  brk  church;  cost,  $45,000;  R  0  Church  of  St  Philip  Neri, 

Rev    Daniel    Burke,    pastor,    on    premises;    ar't,    Geo    H    Streeton, 

289  4th  av.— 559. 
Mott  av.  No  348,  move  3-sty  frame  offices;  cost,  $1,000;  N  Y  C  &  H 

R  R  R  Co,  Grand  Central  Station;   ar't,  Morgan  M  O'Brien,  Grand 

Central  Station. — .550. 
Nelson  av.   w   s.  40  n   170th  st,   2-sty  frame  extension,  5.6x12.9,  to 

2-sty   frame   dwelling;    cost,   $850;    Elizabeth  Finland,    1050   Mott 

av;   ar't,  Frank  Hausle.  81  E  125th  St.— .543. 
Roebling  av.  s  s,  275  e  Appleton  road,  move  2-sty  frame  dwelling; 

cost,    $1,500;    Charles   Mensch,   on   premises;    ar't,   F   E  Albrecht, 

Fordham. — 542. 


JUDGMENTS     IN    FORECLOSURB 
SUITS. 

Oct.    12. 
No  Judgments   in   Foreclosure  filed  this  day. 

Oct.    13. 

West  End  av,   e  s,   19  s  99th  st,   16x80.     Henry 

F  Schwarz  agt  Nellie  R  Kurtz  et  a!;   Rounds, 

Hatch.    Dillingham    &    Debevoise,    atfys:    Chas 

S   Guggenhelmer.    ret.      (Amt  due,    $17,141.67.) 

Oct.    15. 
No  Judgments  in  Foreclosure  filed  this  day. 

Oct.  10. 
Madison  av,  e  s,  50.5  n  44th  st,  25x100.  Henry 
D  Winans  agt  The  Netherlands  Corporation  of 
N  Y  et  al;  Baldwin  &  Blackmar,  att'ys.  Miles 
M  O'Brien,  ref.  (Amt  due,  $58,838.10.) 
67th  .st,  n  s,  59  e  Lexington  av,  56x100.5. 
League  Realty  Co  agt  George  Buckle  et  al; 
Baldwin  &  Blackmar,  att'ys;  Sampson  H  Wein- 
handler,    ref.      (Amt    due,    $46,074.92.) 

Oct.    17. 
No  Judgments  in  Foreclosure  filed  this  day. 


Z.IS  pzaiDENa 

Oct.   13. 
72d  st.  No  151  East.     C  Volney  King  agt  Henry 
C    Beadleston    et    al;    action    to    foreclose    me- 
chanic's lien;   att'ys,  Phillips  &  Avery. 

Oct.  15. 

1st  av.  No  1442,  I 

75th  st.   No  400  East.  | 

Jacob  Danson  agt  Adolph  J  Kohn  et  al;  action 
to  foreclose  mecranic's  lien;   att'y,  H  Kuntz. 
Oct.   16. 

Washington  av,  e  s,  whole  front  between  188th 
and  189th  sts,  352.11x230:  Louisa  M  Stenton 
agt  Burton  W  Gibson  et  al;  action  to  set  aside 
deed;   att'y,   H  Wintner. 

Morr.s  av,  n  e  cor  158th  st,  51x101x53x101. 
Nana  Mack  agt  Royal  L  Wolcott  et  al;  action 
to  foreclose  mechanic's  lien;  att'y,  B  J  Kelly. 

Broome  st,  n  e  cor  Thompson  st,  20x50, 

Broome  st,  n  s,  19.11  e  Thompson  st,  20.2x49.10 
x20.2x50. 

City  Real  Estate  Co  agt  Otto  Rosentreter  et  al; 
action  to  determine  ownership;  att'y,  H  Swain. 

101st  st,  s  s,  50  e  1st  av,  50x100.11.  Samuel 
Goldman  et  al  agt  David  Dreyfuss  et  al;  action 
to  enforce  lien;  att'y,  R  Barnett. 

9th  St.  No  30  West,  I 

34th  st.   No  284  West.  | 

New  York  Trust  Co  trustee  agt  Alexander  J 
Rosenfield  et  al;  adjudication  of  mortgage: 
acc'ys.  Coudert  Bros. 

Broadway,  w  s.  25.2  n  123d  st,  151.4x91.6  x  irreg. 
Georgianna  H  Speer  agt  Wm  S  Hogan  et  al: 
action  to  determine  claim,  &c;  att'y,  C  S 
Hoyes. 

9th  St.  No  30  West,  I 

34th  St.  No  264  West.  | 

Margaret  W  McArdle  agt  Alexander  J  Rosen- 
field  et  al;  adjudication  of  mortgage;  att'ys, 
Coudert  Bros. 

105th  St.  n  s,  50.4  w  Sheridan  av,  25.3x124.6, 
Peter  Benz  agt  Kate  Daly  et  al;  partition; 
att'y.    H   H   Ritterbusch. 

Lot  335,  map  of  Wakefield,  Bronx.     Mary  A  Mc- 


Claiu  agt  Ada  Bird  et  al;  partition;  att'y,  G  A 

Moses. 

Oct.    17. 

4th   av,  .w  s,    whole  front  between   32d   and  33d 

■sts,   197.6x205.     Lawrence  S  Butler  agt  Joseph 

Merillon     et     al     trustees;      partition;      att'ys, 

biveiis.    Tracy   &    Sherman. 
117th  st,   No  271  West.     John  Murphy  agt  Mary 

Murphy  et  al:   partition:  att'y,  J  A  Hardiman. 
2d    av.    No   2132.      Gaetano    Silvestro    agt   Nicolo 

Silvestro  et  al:   action  to  impress  trust;  att'y, 

R   L  Turk. 
29th    st.    No   359    West.      Maria    S    Simpson    agt 

Wm  R  Mason:  action  to  impress  vendee's  lien; 

att'ys.  Bowers  &  Sands. 

Oct.  18. 
Pleasant  av.  No  378.  Alcona  Blum  agt  David 
Kaplan:  action  to  impress  vendee's  lien;  att'ys, 
Morrison  &  Schifl. 
97th  st,  n  s.  137  ^e  10th  av,  17x100.11.  Morris 
Dickman  et  al  a%t  James  Buchanan;  action  to 
foreclose  mechanics  lien;  att'ys.  Moss  & 
Feiner. 

Oct.  19. 

Broome  st.  No.  97.  Samuel  Bronstein  agt 
Davis  Silverstein;  specific  performance;  att'y, 
A  Nelson. 

239th  St.  s  s.  345  w  Katonah  av,  40x100.  Fred 
W  J  Susebach  agt  Emma  Stuber  et  al;  ac- 
tion to  foreclose  mechanics  lien;  att'y,  B  J 
Kelly. 

424  st,  Nos  25  and  27  West.  S  E  Kellar  Lum- 
ber Co  agt  Walter  J  Salmon  et  al;  astion  to 
foreclooe  mechanics  lien;  att'ys,  Conway  & 
Williams. 

Bronx  Park  av,  s  e  cor  177th  st,  100x25.  Her- 
man Applebaum  agt  Rebecca  Zuckerkandel 
et  al;  action  to  declare  conveyance  void; 
att'ys,   H  &  J  J  Lesser. 

170th   st,    No  082   East. 

Jumel   Terrace,   w   s,   166.3  n   167th  st,  75x100. 

Broome  st.   No  576. 

Pleasant  av,   w  s,  80.11  n   122d  st,   15x100. 
Peter    Kennedy    agt    Joseph    Kennedy    et    al; 
partition:    att'y.    W    Leslie. 

29th  st.  No  210  West.  Sophia  Beer  agt  Joseph 
Orthaus  et  al;  partition;  att'y,  W  E  Deane. 


FORECLOSURE    SUITS. 

Oct.   13. 

Madison  av.  s  e  cor  96th  st,  75.8x100  x  irreg. 
Samuel  Strasbourger  agt  Wm  F  Rohrig  et  al; 
att'ys,  Strasbourger,  Weil,  Eschwege  &  Schal- 
lek. 

Oct.   15. 

Bradhurst  av,   n  e  cor  146th  st,   119.10xll2.6x 
irreg.     John  W  Brice  et  al  agt  Charles  Laudin 
et    al:    att'ys.    Quackenbush    &   Adams. 

81  Et  St.  Nos  204  and  2O0  East.  David  E  Levey 
agt  Gussie  Permansky  et  al:  att'y,  P  Armitage. 

110th  St.  n  s,  202.7  w  Lexington  av,  17.10x100.11. 
The  Emigrant  Industrial  Savings  Bank  agt  Jo- 
hanna Laler  indlv  and  adm'x  et  al;  att'ys, 
R  &   E  J  O'Gorman. 

Oct.   16. 

East  River,  w  s,  between  middle  line  piers  56 
and  57,  right  title,  &c,  granted  by  Mayor,  &c. 

Leasehold  to  docks  at  foot  of  Roosevelt  st. 

Grand  St.  foot  of.  and  East  River,  ferry  house, 
docks,  &c,   leasehold,  &c. 


Half  of  pier  n  s  Grand  st  and  s  s  Broome  st,  and 
bulkhead  of  East  st  in  front  of  block  bounded 
by  Grand  and  Broome  sts. 
Bulkhead,  &c,  foot  East  22d  st,  also  ferry  house, 
rights,     franchises,     privileges     and     property 
owned  by  ferry  company, 
41st  st,  n  s,  90  w  bulkhead  line  East  River,  runs 
c  —  to  bulkhead  line  x  n  —  to  42d  st  x  w  100 
X    s    to    beginning,    leasehold    and    land    under 
water  lying  in  front  of  same,  and  property  in 
Kings  C!ounty. 
Knickerbocker   Trust   Co   trustee   agt   Brooklyn 
Ferry  Co  of  N  Y;  att'ys,  Davies.  Stone  &  Auer- 
bach. 
Beech  av,  e  s,  10  n  197th,  map  of  Loconia  Park, 
Williamsbridge.    25xl(XI.      Malinda    G    Mace    et 
al    ex'rs    agt    Ralptf   Noble;    att'ys.    Noble    & 
Camp. 
Lots  141,    145,   327,   328,   329,   340,   349  and  467, 
mortgage  map  of  Arden  preperty,  Bronx.    Anne 
V   Taylor   agt  Peter   Schultz   et  al;   att'y,   J  C 
De   La   Mare. 
Beech  av,  e  s,  10  n  19Gth.  map  of  Laconia  Park, 
Williamsbridge,     25x100.       Same     agt     Robert 
Stewart;    att'ys.    Noble   &   Camp. 
Oct.    17. 
07th   st,    n   s,   425  w   Amsterdam   av,    100x100.5. 
David    Gordon    agt    Morris    Nierenberg    et    al; 
att'ys,   Engel,  Engel  &  Oppenheimer. 
158th   st,    s  s.    113.11   w   Union  av,   runs  s  75  X 
w  25  X  s  25  X  w  25  X  n  100  x  e  50  to  begin- 
ning.     Richard    S    Collins    agt    Max    Sternberg 
et  al;  att'y,  S  W  Collins. 
75th  st,   n  s,  287.0  w  3d  av,   18.9x102.2.     Joseph 
G  Rosen  et  al  exrs  agt  Sarah  Goldstein  et  al; 
att'ys,   Goldtogle,  Cohn  &  Lind. 
ll.'«h   st,   n  s,   200  w  2d  av,   25x73.11.     William 
Seidman    agt   Leon    Dauber    et    al;    att'y,    C    B 
Harris. 
Jane  st.   No  43.     Robert  Spero  agt  Albert  Kraft 

et  al:   att'y,   I  Fromme. 
98th    st.    No    224    East.      Mariamne    Rosenzweig 
agt  Knepper  Realty  Co  et  al;   att'y,   J   Rosen- 
zweig. 
Lispenard  st.   No  41,  leasehold,  right,  title,   &c. 
Canal    st,    s   s,    103   e   Church   st,    24.9x106.2   to 
Lispenard  st,   x   irreg. 

Anna    Woerishoffer   agt    Sydney    W   Peoples   e 
al:  att'ys.  Carter.  Ledyard  &  Milburn. 
Lots  17,  18  and  19.  map  of  Village  of  Mt  Hope. 
Bronx.     Henry  Iden  et  al  agt  George  Menaker 
et  al:   att'ys,   Salter  &   Steinkamp. 
11th  St.   No  017  East.     Title  Guarantee  &  Trust 
Co  agt  Henriatta  Hahn;  att'y,  H  Swain. 
Oct.    IS. 
Crosby    st.    No   91.  I 

Marion   St.   No  50.  \ 

Metropolitan    Trust    Co    of    the    City    of    New 
York  trustee  agt  Frank  A  Collier  et  al;  att'ys. 
Hand.  Bonney  &  Jones. 
Washington  pi.  Nos  CO  to  70.     Metropolitan  Life 
Ins  Co  agt  Maria  Mitchell  et  al:  att'ys,  Ritch, 
Woodford,    Bovee  &  Butcher. 
Mohegan    av.    n    e    cor    179th    st.    99x150.      Max 
Marx  agt  Telly  Lubitz  et  al:  att'y,  L  S  Marx. 
Rivington  st,  n  s.  40.2  e  Eldridge  st,  42x80.  The 
Universal     Building     &     Construction     Co     agt 
Moritz  Waiman  et  al:  att'y,  M  Schliemer. 
10:!d   st,    s  s,    lOO  e  Broadway.   205x99.11.     Cor- 
porate Realty  Association  agt  Abraham  Fried- 
man   et   al;    att'y,    C    Strauss. 
l:;(>th  st,  s  s,  230  w  1st  av.  73.6x100.10.     Sender 
Jarmulowsky  agt   Louis  Levinson   et  al;   att'y, 
M    Clark. 


ThB  text  of  these   pages  Is  copyrlehted.     All  rights  are   reserved.    Notice  is  hereby  given  that  Infringement  will  lead  to  pro»ecutlo«. 
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DENNIS  G.  BRUSSEL 

*  ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT-HEAT-POWER 


The  Brussel  Method  and  organization  is 
devoted  exclusively  to  the  electrical  prob- 
lem of  the  building.  Independent  plants 
installed,  or  wiring  for  street  service.  Writ* 
for  particulars, 

15  West   29th    Street.    N.  Y. 


Park  av,  n  w  cor  107th  st,  100.11x81.     Golde  & 

Cohen    agt    Abram    Schlesinger    et    al;    att'ys, 

Manheim    &  Manheim. 

Oct.   19. 
146th   St,   s   s,   180  w  Amsterdam   av,   120x09.11. 

Corporate   Realty   Assoc  agt  Max  Weinberg  et 

»1;   att'y,   C  Strauss, 
laiith    st,    n   s,    ■S.ia   w   5th   av,    175x09.11.      Ben] 

Nieberg    et    al    agt    Pincus    Roginsky    et    al; 

att'ys,   Krakower  &  Peters. 
180th  st,   n  s,  GO  e  Tiebout  av,  20x00.     Chas  M 

Preston   agt   Christina   Dougherty;    att'y,    C   W 

Dayton. 
Lexington    av.    No    1835.      Maria    H    Rider    agt 

Jeanne  L  Bueb  et  al;  att'y,   J  M  Rider. 
72d    st,    s    s,    450    e    West    End    av,    •_'0xl02.2. 

Joseph   H  Ladew  et  al   agt  Annie  Ormiston  et 

al;    att'ys,   Parsons,   Closson  &  Mcllvaine. 
111th    st,    s    3,    25    w    Lexington    av,    40x100.11. 

Business    Men's    Realty    Co    agt    David    Cohen 

et   al;   att'y,    A   Nelson. 
44th    st.    No    135    West.      Lawyers    Mortgage    Co 

agt   John    W    Barr,    Jr,    et   al;    att'ys,    Cary    & 

Robinson. 


JUDGMENTS. 


In  these  lists  of  Judgments  the  names  alpha- 
betically arranged  and  ■which  are  first  on  each 
line,  are  those  of  the  judgment  debtor.  The  let- 
ter (D)  means  judgment  for  deficiency.  (•) 
means  not  summoned,  (t)  signifies  that  the  first 
name  Is  fictitious,  real  name  being  unknown. 
Judgments  entered  during  the  week  and  satisfied 
before  day  of  publication,  do  not  appear  In  this 
column,  but  in  list  of  Satisfied  Judgments. 

Tti«  Judgments  filed  against  corporations,  etc., 
■will  be  found  at  the  end  of  the  list. 

Oct. 

15  Abrams,   Meyer— Reliance  Mtg  Co .$437.^8 

15  Ahrens.  Harry  J— Blomo  Mig  Co 47.G5 

15tAron,   Aaron— William  Kirchhofer   38.73 

15  Arizzano,      Carmine. -Guiseppe      Santangelo. 

479.01 

16  Armstrong,    David   W— William   Green.  .279.06 

16  Anderson,  George— City  of  N  Y 264.56 

17  Albers,  Henry  F— Chas  J  Basch  494.00 

17  Agneesseus,    Marie — Lucas    Toch 184.72 

18  Ayers,    James— Wm    E    Brinckerhotf 415.39 

18*Ackerman,    Benjamin— Swift  &    Co 14.91 

18  Anderson,    Robert— Benjamin   Gordon. ..  .30.99 

19  Adler,     Moses    A    and    Henrietta— Tully    C 

Estee 468.15 

19  Arss.  Joseph— N  Y  Telephone  Co 64.25 

19  Ackley,    Richard    M the    same 25.99 

10  Allen,    Walter   C— Robert   H   Burtt   et   al.. 

1,787.14 

19  Adler,     Rose— Jacob     Appell 316.91 

13  Behre,  Chas  G— Chas  L  Borck $288.42 

13  Blum,  Nathan  B— Belding  Bros  &  Co.. 4,101. 53 

15  Blum,  Henry— David  Mayer  25.19 

15  Blond,  Louis  J— Samuel  D  Reich. costs,  111.42 

15  Beck,    Benedict  M— John   Jordis 687.57 

15  Buckley,    Anna— A    Silz    112.34 

15  Bradfleld,  Joseph  D— E  Dillon  B  Weed.. 21. 51 
15  Butler,    Thomas   H— Edward    Rosenstein.46.96 

15  Baumell,   Jacob— Adolph  Weiss 519.41 

16  Braun,     John— Richard     Collins 170.11 

16  Bellinger.  Alice— James  MeCreery  &  Co. 399.39 
16  Benjamin,  Sanford  H— Bennett,  Sloan  &  Co. 

85.49 

16  Boehmer,  Fred  L— Bennett,  Sloan  &  Co.  .78.24 
16  Bernstein,    Moses— Jacob   Gittelman 57.31 

16  Brennan,   Robert  T— Solomon  J   Rosenblum. 

15.61 

17  Byerley,    Samuel    &   Lillian— Cord   Meyer   & 

Co 26.3.07 

17  Blair,    David    H— George    Henry    379.72 

17  Bender.  Frederick  R— Edw  H  Quinn 168.40 

17  Brooks,  Georgianua— Harry  S  Vorhis.  .37.64 
17  Burns.   Arthur  &   Kate  A— N   Y  Breweries 

Co.   Ltd    575.00 

17  Brotheim,    Ascher — Hyman    Weinstein.  .  .36.65 

17  Boland.  James— Geo  B  Raymond 131.32 

18  Bandomir,  Ernest  G— Annie  Bandomir.  .519.41 

18  Bayer,   George— Wood  &  Brooks  Co 472.35 

IS         the  same the  same    448.80 

18         the   same the   same    780.61 

18  Brier,    Kate— People,    &c    5.00 

18  Budd,  Ogden  D  prst— J  Quintus 693.65 

18  Brown,    Campbell    C — Ventura   Borras 

; costs.    108.45 

18  Bach,    Joseph    J — Mutual    Reserve    Life    Ins 

Co    366.16 

18  Bleekman.  John  E— John  H  Scoville.  .8,361.78 

18  Black,   John   R— Joseph   Schneider 623.45 

18  Bertsch,     Alfred— Israel    Unterberg 270.97 

18  Bunker,  Edw  H— Alexander  Robertson.  .154.28 
IS  Brill,  Henry— Lord  &  Taylor 44.72 

18  Brown,   John   J — Am   Hardware  Mfg  Co.... 

costs.  402.46 

19  Bissell,    Wm    H— Joseph    Teska 137.55 

19  Bacci,  Louis— P  &  M  Schaefer  Brewing  Co. 

3,772.62 

19  Breen,    Herman— Frank    L    Froment    et    al. 

141.50 

19  Beagen,  Josephine— N  Y  Telephone  Co.  .33.10 

19  Barnet,    Grace the    same 21.09 

19  Bates,   Lacey  M the  same 24.95 

19  Barker,   James  W the   same 22.83 

19  Butcher,    Harry    C the    same 23.31 

19*Bayer,     Adam the     same 19.09 

19  Balestier.  Elliott— Mary  A  Van  Zandt. 102.41 
19  Brown,  Thomas— John  P  Gerilowich.  ..  .51.07 
19  Bornstein,   Joseph — New   Jersey  Terra  Cotta 

Co 494.53 

19  Bross,  Richard  S— Asel  F  Merrell  et  al.303.56 
19  Bergman,   Harry— Isaac   A   Rosenthal  et  al. 

142.21 

19  Bienenzucht,    Samuel    and    Abraham— Henry 

B  Williams  et  al 278.00 

13  Chrlstlnsen,  Harold  B— Nelson  A  Kuder.187.80 
IB  Courtney,  Amanda  M— Abraham  Berliner  ct 

al   374.14 

IB  Colo,  'Wm  R— Thomas  P  Spencer 60.82 


1.".  Cohen,  Louis  O— Morris  A  Feinberg. ..  .217.92 
1(1  Cohen,    Nathan- Abraham    H    Sachnoff.  .37.40 

16  Culbcrtson,    Josephine    M,    ex'x — City    of    N 

Y 90.11 

10  Carton,   Josephine — Elisa   Goupy 531.38 

17  Cohon,   Leon— Leopold  R  Reich    85.89 

17  Cryan,  Cornelius  A  &  John  J— Edw  P  Hatch. 

24.00 

18  Cohen,    Jacob — Thomas    D    Paterson. ..  .79.31 

18  Coddington,   Frank  E— City  of  N  Y 197.91 

l5  Caft'ery,    Jane — James    T    Harvey,  costs,    85.66 

19  Connolly,    Emily    K — Clara    L    Tuckerman. 

617.88 

13  Donnelly,     Richard— James     McNaughton. . . 

1,085.47 

15  Downs,    Fred   L— Wm   P   Martin 3,021.62 

15  Donohue,  John  E— Blomo  Mfg  Co 61.45 

15  Daniels,    Anna    K — Sheppard,    Knapp    &   Co. 

212.41 

15  Davis,     Harry — United    Cigar    Stores 

costs,    23.08 

15  Davis,  John  H — Brotherhood  Wine  Co.. 65.47 
15*Doe    John the    same    65.47 

16  Deutsch,    Louis— Kopel    Engelberg 2,020.03 

16  Dondero,    Charles — Emanuel    L    Spillman    et 

al   100.26 

17  Dyer.    Geo   C— Lewis   S   Goebel 39.89 

17  Duffy,  John  E— Lawyers'  Title  Ins  .&  Trust 

Co 164.57 

17  Duruberg,     Wm     H — American     Exchange 

Cigar  Co    199.80 

17         the    same the    same    131.41 

17  Dorrenbaum,  Annie — Harvey  J  Cohen. ..  .29.65 

17  Duffy,     Michael    J— Henry    Lechin 33.15 

17  Dunne,    Thomas    J— Geo    B    Raymond. .  .91.87 

17  dec    Carets,    Louis   G — John   J    McKelvey  et 

al    707.12 

18  Duthu.   Louis— Maynard   N  Clement 600.00 

18  Doehr,    Beile    or    Betsy    Marckowitch — Ida 

Held    66.14 

18  Douglass,   Malcolm— Robert  J  Magariello. 32.86 

18  Dupree,    Prank— Bernard  Weiss    69.43 

IS  Davis  John  H— Cook  &  Bernheimer  Co. 98.32 
IS  Dunn,    Chas   M— Edw   W   Bull    264.72 

19  Dixon,   James— Nel.son  H  Crane 151.54 

10  Dupree,  Frank — Alphon-'Je  Danhauser.  .  .73.69 
19  Devlin,    John    H— Clinton    Point    Stone    Co.. 

3,752.37 

13  Engelberg,    Kopel- David  Koerner 42.41 

15  Ettlinger,    Henry— Samuel   Heidelsheimer  et 

al    costs,    68.61 

10  Everett,    Ida   A— Daniel    A    Brady 381.67 

18  Eckstein,    Dave   D— Frank   P  Grotf 37.51 

18  Eusiis,  Newton  B— Myron  H  Oppenheim.79.41 

19  Eisman,    Max    &    Gerson.  .Solomon    Bolster. 

164.25 

13  Feldman,   Frank— Jacob  I   Kaplan 178.91 

15  Flood,    Timothy— Nicola   Messina 211.01 

15  Friedman,    Meyer— Louis    Beacher 110.19 

15  Fortunato,      Michael— Am     Fidelity     Co     of 

Montpelier,  Vt   472.28 

16  Ford,   Franklin- Horace  Russell  et  al.  .112.70 

16*Feldstein,   David— Joseph  Levy    100.31 

16         the    same the   same    114.78 

16  Freund.   Peter— United  Dressed  Beet  Co.  101.35 

16  Foss,    Humboldt— Charles    Serling    et    al... 

1,107.03 

17  Friedlander,  Henrietta— Augusta  Wickstrom. 

155.88 

17  Falcone,    Abrose— Rocco    Strolla    920.91 

17  Finn.  John  T— Wm  H  Haines  et  al.. 1,034.26 
17  Fettretch,  Alfred  D— Percy  R  Turnure.  .77.99 
17  Fox,   Wm   J— Geo  B   Raymond    74.41 

17  Fanning,  James— Benvenue  Granite  Co.. 63. 99 

18  Fluegelman,    Henry— Mutual    Reserve    Life 

Ins   Co 366.16 

IS  Feinberg,  Abraham— Thomas  D  Paterson. 79.31 

18  Freidel,    Louis— Edward    Rosenstein 127.15 

IS  Pierstine,    Aloit  J— E   C   Fuller  Co 550.10 

13  Grossman,    Pincus— Abraham   I   Spiro   et  al. 

89.41 

13  Gerslle,  S  Carl— Peter  S  Duryea  et  al.. 945.05 
13  Gilroy,     Eugene    C    rec'r- Hickok    Printing 
Co,  return  of  propertv  or  5^5, .500.  the  value 
thereof,    for   detention,    $1,343.88   damages, 

with    costs     335.83 

13  Ge.osert,    Frederick— Frederick    Stadecker.51.33 

1.5  Gillette,    Norman— DeGrey  P   Crozier 81.34 

15  Goldman.  Max.. Robert  H  Young,  possession 

of   property   or   .$317.20   and.  ..  .costs,    122.77 
15  Galvin,    Barton   J— Wm    H   Callahan 164.72 

15  Goldrind.   Paul— Abraham  H  Levy 120.01 

16  Gruuwaldt,    Edw    M— Pitt    &    Scott  et   al... 

1,813.53 

16  George.    Wm    R— Elwood    Banfleld 207.70 

17  Goldslone,    Karl    H— Sol    Reinhart    27.45 

17  Gavitte,    Courtlandt    M— Sophie    Rothschild. 

■ 435.88 

17  Green,    Wm    J— James    O'Connell 208.41 

17  Goldberg,    Morris— Charles    Liebling 318.16 

17  Ginsberg,    Max— Nathan.   Levittan 129.90 

17  Goldberg.    Jacob— Eugene    E    Spiegelberg. 75.16 

18  Goldstein,    Charles   &    Benjamin— Abraham 

Levy    318.56 

18  Goldberg,    William — Morris    Dubinsky   et  al. 
1.105.28 

18  Goodman,  Abraham— G  H  Gerard  Son  &  Co 

1,507.13 

IS  Garpari,  Giuseppi  M— John  Rumore  ..125.21 
IS  Guterding,   Jacob— E  H  Gate  Cigar  Co.. 34.88 

19  Goodman,   Max— Simon   Wiener  et  al 31.64 

19  Goldberg.    Jacob— Sebastian    Trapani    et    al. 

.„      189.15 

19         the   same— Minnie  A   Indelli   et  al..3'22.71 

10  Gossett.    Solomon— Morris    Gos.-sett 635. ,30 

19  Giordano.     Luigi— Prank    Castellano.  ..  .1.82.43 

13  Harte,   Hattie  J— Chas  L  Borck 288.42 

15  Harrington.    Prank— Blomo    Mfg   Co ,33. ,30 

15  Herman.   Raymond  L— Albert  B  Hardy. 267.41 

15  Horowitz,     Henry— Adolph     Weiss 519.41 

15  Hazen.    Wm    P— Edgar   Coyne   et   al 348.78 

15  Haase,    Fritz— Benjamin    Bros   et   al.... 135.43 

16  Hatwosky,   Israel— United   Dressed   Beef  Co. 

3397 

18  Hartman,   Abraham the  same. !!!!'.."  [24.23 


16  Hein,    John— Howard    Deutsch    83.05 

16  Holtsberg,  Isidor — Bernard  Zernen. ..  .214.72 
16  Hogan,   John  H— Conron  Bros  Co 104.18 

16  Hunter,   Aaron   &   Paul— John  M   Kohlmier. 

53.46 

17  Hamilton,   Frank  L— John  W  Crawford  Co. 

24.27 

17  Hyman,    Isaac — Abraham    Jacobson    et    al. 

1,866.94 

17  Herold,   Mark— David  Wertheim    51.27 

IS  Herman.    David— Christian   Jacobs 380.11 

IS  Heitz,     Charles— Adolph     Tutschker 278.75 

IS  Hessing,    John— Swift    &    Co 35.19 

IS  Hundt,  Charles— Merritt  B  Miller  et  al,  .95,32 

10  Henderson,    Geo    A— Edw    H    Quinn 263.06 

10         the   same Frank    A    King 80.31 

10  Halle,  Louis  J— Robert  H  Burt  et  al. 1.787.14 
10  Hollingsworth,   Eleanor— Ramon  Bore  et  al. 

122.24 

19  Hines,   Michael— Wm  J  Quencer 362.48 

10  Horst,  Paul  R  G— Montauk  Brewing  Co,  .67.69 
19  Holmes,   Joseph — Henry  Lindenmeyr  et  al. 

184.66 

13  Ideman,  John  G— North  American  Distilling 

Co 1,84.23 

18  Isaacs,   Charles— Peter  McGuirk   32.40 

19  Israel,    Morris— Henry  H  Jackson  et  al.... 

costs.  68.70 

15  Judson,   John  G — William  Porter's  Sons  Co. 

384.09 

15  Kempf,     Anton— David     Mayer 32.89 

15  Kosofsky,   Aaron— Isaac  Gothelt 534.61 

16  Krappe,   Max— United   Dressed  Beef  Co.  .83.76 

17  Kraft,  Joseph— Marston  Lumber  Co.  .296.09 
17  Kervorkian,  Roupen  B— Samuel  Mayers. 70.65 
17  Kai.serman,    Lena— Harry    J    Cohen 29.65 

17  Kline,    Mary   E— Clara   Marra   et   al 229.11 

IS  Kenny,  Thomas— John  McGovern. costs,  94.82 
1.  Kasower,  Abraham — Samuel  Seider. ..  .441.00 
IS  Keabler,  Irene  I— Wood  &  Brooks  Ccj.  .448.80 
IS         the  same the  same    472.35 

18  Kennedy,   Thomas  J— Peter   McGuirk .32.40 

18  Klumpp,  Herman  F— Am  Hardwood  Mfg  Co, 

costs.  402.46 

10  Knickerbocker,  Edwin  W — Groton  Bridge 
&   Mfg  Co costs,   143.47 

19  Kierns,  Samuel  F— Edw  D  Depew  et  al.  187.47 

13  Lowenthal,   Geo  C — Moses  Cohen 31.41 

13  Lent,  Clarence  E— David  M  Strauss.  .1,000.88 
13  Little,   Wm   McC— Louis   H  Gein.  .costs,   46.99 

13  Lenz.    Adalbert   K— George   Marcus 60.24 

13  Long.    Wm    H— People,    &c 500.00 

1.-.  Langenberger,  Otto— Henry  B  Leary.'. .  .171.71 

15  Lederman.   Samuel— Blomo  Mfg  Co 67.85 

15  Lounsberg,    James,. Lucas    E    Schoonmaker 

et    al 748.56 

15  Lorid.    Henry— Bertha    Jacobowitz 108.41 

16  Loges,   Charles— Conron   Bros  Co 61.11 

10  Langdon,    William    ex'r— Chas    C    Manning. 

(D)    17.37 

16         the  same the  same (D)  205.03 

16  Lehr,    Peter — Benjamin    Jacobson 208.91 

17  Loeb.    Alfred— Louis    Goodheim 342.87 

17  Landesburg,  Samuel  H— Theodore  B  Hergert 

642.67 

17  Lloyd,   Henry  B— Samuel  Mayers 45.65 

17  Lithaueer.  Edw  L — Laurie  L  Levey. .  .-.72.83 
li   Lasser,   Chas   &   Barnet— Chas   Honig  et  al. 

45.90 

18  Le  Greca,   John— Maynard  N  Clement;  .600.00 

1.5  Lukaczer.    Samuel— Swift    &    Co 14.91 

10  Lee,    Harry    E— Harry   C    Edwards.  ..  .1.867.20 

19  Logan,  James  A — Louis  Gilliams  etal. '794.29 
19  Lasner,    Prank— Henry   H   Jackson    et   al... 

costs,   68.70 

19  Levinson,    David — Frank   L    Froment   et   al. 

141.50 

19  Lamport.     Samuel — Morris    Halle 19.42 

13  Mangan,  Thomas — James  McNaughton. 1,0.85.47 
13  Marino,    Gerardo — Michael    Hoffman 80.55 

15  Miller,   Daniel — Robert   H   Young,   possession 

of   property   or  .$317.20  and. ..  .costs,    122.77 

16  Molin,   Edw  E— Caspar  Berry  et  al 81.66 

16  Miller,    Charles— Morris    Abramson 534.41 

16  March.  Seth  S,  Virginia  A,  Laura  J  &  Eg- 
bert G,  indiv  and  ex'rs — Mary  Mcllvaine 
et  al    costs,   116.60 

16  M.ller.  Edward— Adolph  de  Bary  et  al..356.72 

16  Masulle,    Cursh— Joseph   Masarone 560.72 

16  Myers,    Henry — Sidney   Deane 265.11 

16  Mason,   Frank  N — Frederick  W  Evers. .  .85.41 

17  Malone,    Annie — Philip    J    Kornder 64.82 

17  Moses,  Ignatz — Samuel  Levy  .  .costs.  120.54 
17  Miller,    Geo    M— H    W    Johns'Manville    Co. 

231.24 

17  Madden.    Francis  M— John   J   Halligan. .  .23.42 

17  McCluskey,    Jane— Susie    Grady    34.01 

18  Marckowitch,    Betsey    or    Beile    Doehr — Ida 

Held    66.15 

18  Mariani.    Vincenzo   or  Marie — Maynard   N 

Clement   ...600.00 

IS  Morando,    Louis the   same    600.00 

IS  Meader,    John    F— W    Edw    Halsey 52.40 

IS  Morris.    Nina— Pauline    Rivieri 357.76 

IS  Magher,    Anna— Edw    W    Bull    264.72 

18  Milano.  G  Batiste— Nathaniel  A  Elsberg.38.15 
IS  March.    Thomas— Geo   C   Tienken 87.37 

15  McGowan,    Elizabeth— Lord  &  Taylor 36.40 

19  Mueller.      Julius — Joseph     Gestner 127.65 

19  Meyer.    Arthur— Halsey    Automobile    Co. 166.72 

19  Maisel,    Jacob— Geo    P    Newland 946.70 

10  Miller.    Minnie— John    F   Steeves   et  al.. 281.06 

]9  Metcalfe.    Wm    K— Joseph    Yesker 1.37..55 

19  Miller,    Yetta— David   L   Ungar 141.91 

19  Murray,  Walter  A — Aaron  Aronson. ..  .93.15 
19  Mulrv,     Lawrence    V — Title     Guarantee     & 

Trust    Co 3.30.,34 

16  Nagle,    Garret   J— Philip    Straus 1,345.88 

10  Newman.  Nedhum— Louis  Wollstein  et  al.97.52 

16  Nutt,    Samuel    D— Alexander    H    Wallace   et 

al    830.62 

17  Noble.  Daniel  J— L  Emil  Schueler.  ..  .1,059.03 
la  Nenna,   Raffaele— Henry   Ellas   Brewing   Co. 

845.51 

18  the   same the   same    1,728.47 

15  picott,  Jane  W— Samuel  Stein  et  al 104,72 


n»  t*zt  ot  thee*  pa«w  U  oo0rrlglilaU.     All  right*  ar*  rMarrcd.    Notice  la  ber^bj  given  that  Infringement  will  leafl  to  proteeutioi. 
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HECLA  IRON  WORKS 

North    1 0th,  I  1th  and   12th  STREETS 
BROOKLYN,  ...  NEW  YORK 


Architectural  Bronze 

AND 

IRON  WORK 


15  Opocinsky,    Sigmund.  .Benjamin   Bros  et   al. 

: 135.43 

1!)  O'Brien.    Frances   W   admrx— Jacob   A   Zim- 
merman  costs,    6.8. l.S 

i:)  OConnell  Edmund  J  B— Oliio  Tile  Co.lQO.liS 
V.I  ORourke.  Geo  A— Jolin  F  Steeves  et  al.SG.liij 
13  Persky,  Sarah— N  Y  Butchers'  Dressed  Meat 

Co    103.14 

13         the  same the  same 115. 10 

l."i  Penn.    Mary    admx— N    Y    House    Wrecking 
Co costs  67.93 

16  Pollak.     Markus— Paolo     Vacaro 2S9.S3 

Iti  Purssell.  Cathron— Emma  Googins.  ..  .112.22 
16  Pitchie,    Charlotte   &   Charles   deed— Chas   C 

Manning    205.03 

16         the  same the  same 17.37 

l.S  Patterson,    Frank   J — Frank  L*   Patterson   et 

al    72.10 

1.   Patterson.    Chas    B— Elizabeth    B    Kendall. 

5,118.87 

11>  Plot,    Pierre   and   Antouette — Alphonse    Dan- 

hauser 207.69 

13  Rosenbaum,  Isaac— Joseph  S  Eile 52.63 

15  Rosenberg.      Samuel— S      Liebmann's      Sons 

Brewing    Co     1,986.08 

15  Rieard.   Orzelle— Thomas  P  Barnes 75.36 

15  Renwick.     Stanhope    C— Edward     Coyne    et 

al    11.5.41 

16  Richter.  Isidore— Chas  L  Berkhalm.  .  .1,447.14 
Hi  Rogatky,   Louis— Bernard   Rifkin  et  a  1.  .10.8.39 

17  Rothenberg,  John  W— Charles  Liebling. 318.16 

17  Racine,    Louis— Henry    Maesing    32.41 

17  Rosenteld,    David— Morris    W    Brick    et '  al. 

costs,     32.41 

li    Rogers,   James— Frank   C    Dostat    173.69 

17  Reilly.    John    P— Benvenue    Granite    Co.65.99 
17  Rabinowici,   Joseph— Leopold   R  Reich    ..27.91 
17  Rothteld.  Isaac— R  Perlman  Painting  &  Dec- 
orating   Co 214.41 

17  Rosenbloth,  Max— Hyman  Weinstein . . !  ..36  65 
17  Ray,   Chas  W— Wm  W  Astor    143.06 

17  Rau,    Margaret    M— Consolidated    Ntl    Bank 

,„      •. 1,117.72 

1.8  Rothenberg.  John  H— Joseph  Beacher. 893.64 
IS  Reeves.  Herbert  A— Leonard  D  Hosford.524.94 

18  Rubenstein,  Jacob— Maynard  N  Clement.600.00 

18  Richardson,    Isaac— Milton    Aborn    et   al 

,„„■-. costs,   17.41 

18  Robertson,   Geo  H— Justus   I   Wakelee  et  al. 

99  62 

19  Reehr,    Frank— Frank    L    Froment  "et '  al 

,,,„■•    310.16 

19  Rohman.   Max  L— Geo  T  Newland 946  70 

l.J  Simis,    William    Jr— Panes    Lamprinopules. 

13  Selkin.   Alexander— Nelson   A   Kiider.  . .  '  187  .80 
1.3  Shavitz,  Isidor— Samuel  .M  HofTberg  et  31.68^0 
l,i  Schopp,    Michael    W— .\orth    American    Dis- 
tilling   Co I'^OSS 

13  Singer.    Emil— Herman   Gottlieb    84  31 

13  Su'livan,    Edward— People,    &c 50000 

13  Silverman,     Samuel— Abraham     Blumstein.. 

201  49 

l.!  Scott.  Chas  R— Adam  J  Moelter 462  91 

l.J  Stabrela.     Mike— Annie     Kowalsky 42^67 

15  the   same the   same    '*3'''67 

l.j  Secor,    Chas   A— Samuel   W  Wheeler! '.! '.■i'17'96 

l._>  Schneider,    Peter- Blomo    Mfg    Co 100.55 

l.J  Stein,   Joseph   R    (not  summoned)— Abraham 

._      H  Levy   jog  Ql 

lo  Sire,   Henry   B   &  Leander— Walter  Murray. 

..„;•••••,••      •,• 6.58.10 

!._>  btudebaker,   Laura— Mary   Kelld  et  al.l  421  37 

lo         the   same the   same    ....  1  091  44 

I.;  Spiegel,  Philip— Cluster  Gas  Light  Co.. '.40^93 
l.J  Skivington,    Wm   H— Edward   Coyne  et   al.. 

;^OQ  og 

16  Schultz,     Chas    C— National    Cash     Register 

Co     312  74 

16  Schriener,  Osmond  H— City  of  N  y!!!!284  18 
16  Sosanskv.    Sol— .Nassau    Newspaper    Delivery 

Express     Co 115  76 

16  Seyfort.  Oscar  0-Solomnn  J  Rosenblum..36!31 

li    Saner,    Lorenz    J— Conrail   Hoch .3.50  66 

U   Simon,    Lena— Charles    First    et   al 69  82 

li   Saffron.    Hyman— Louis   Gordon    et   al 

,-„■', ; '.     •  ■, costs,     68.50 

li   Silverstein,    Isaac— Peter   Van    Bergen 

,.„.••■••. costs.    88.13 

li   bmshemier,    Benjamin— Louis    Bernheim    et 

luo^u  ■  ", ;, 760.79 

l.s.Soshansky,  Henry— Nathaniel  A  Elsberg  34  52 
1.8  Sire,  Meyer  I^-William  Schreiber.  .  412  15 
18  Sincere,  Frank  E— Lewis  S  Wandell.  .223.00 
18  broka.    Louis— Frankfort    American    Ins    Co 

of  N   Y    78  1" 

1.8  Shinkman.  Philip-Maynard'NCl'emeiitieoO^OO 

18  Saffir.    Hirsch the    same    600.00 

1,8  Stevens,   John— Justus  I   Wakelee  et  al..99  62 

18  Solomon.    Charles— Annie    Solomon 86  50 

18  Smith.    Edw   B-Ida   Smith   et  al 95  11 

18  b.mon,  Herrman  S— Max  B  Borg.  .  1  414  4'> 
18  ^onneborn.     Fred-Geo     A     Brinkerhoft.' .86.42 

18  Starr.     Robert    &    Nathan— Jefferson    Bank. 

.    ......  .  -I"!  DO    Qb-V 

19  Sykes.    Walter   F— City"of"N"Y.  'l44'74 

19  Schenkel.    Jacob— Dora    Sokalski 27'69 

19  Siegel,    Jacob    D-Emil    Jemm 45'38 

l.t  Sugarman,      William      and      Isaac-Michael 

-Meyers •J.^j  n 

V.I  btrait,   Linn— Bert  K   Bloch "i,84'"5 

19  Swift      Chas     N— American     Exchange  '  Nat" 

in  o      •"      •„•,; eosts.   1.36.93 

in  ^''i',"''''  ^^^^   B— Frank  A   Barnaby 717  17 

19  Schlosser    Frederick-N  Y  Telephone  Co.19.09 

io  S '?'°'""'    Victor- Hans    J    Ruge 97,30 

l.S  Trischett.    Albert    W-Alice    Richman.  .65608 
l.J  Thompson,     Percy-William     Lieberotb    et 
_      a  I      e .  ^  . 

1.5  Thornton.  John  P— Thomas  "p 'Devine",S.35'9-T 

J^;  Thompson,     Mary— Aeolian    Co '    on'gQ 

16  Thompson,   R  Perry-Albert  B  Bauer,  i! '.60:66 
IB  Torecarno.  Antonio— John  Romano.costs,  49  10 
li   Tulch,  Kate  &  William-Reich  Reinhart  Co 
29.93 


17  Tucker,    Edwin  &  Walter  C— Wm  W  Astor. 
162.22 

17  Thwaite.    Henry   L— Samuel   Kessler .... 8.88.07 

18  Thompson,    John    M— Tilden    Club 108.17 

18  Thompson,    R    Percy — Fannie    Baron.  ..  .59.90 

19  Tirelli,    Angelo — Angelo    Frosinetti 4.8. 5.8 

19  Turk.    William— Louis    Goldman 43.11 

15  Van  Wagner.   Samuel  S  &  Catherine — James 

W    Cole    115.17 

16  Van    Eshen.    Friede,    gdn — City    of    N    Y... 

costs,    141.50 

IS  Van    Wycke.    Griffin- Phillip   Pueschner.. 37.67 
19  Van  Antwerp.   William— Elizabeth  Van  Ant- 
werp  286,395.39 

19  Vail,    John   H— John  J   O'Donohue 47.68 

13  Wimpie.  Maria— Richard  P  Wardwell .  ..536.63 
15  Waterbury,  John  C— Wm  B  Dunning. .  .494.00 

15  Winter,    William— Solomon    Ballin 97.31 

16  Wallace,    Joseph    C— Mary   E    Bristor.  .  .285.48 

16  Wischnezitz.    Harris — Joseph    Levy 114.78 

16         the  same the  same    100.31 

16  Whaley,   Annie  K— Citv  of  N  Y.. costs,   110..85 

17  Wiswall.  Alvah— Maurice  G  Strauss.  .983.63 
17  White.  John  C  &  Sarah— Monson  Morris.2.8.01 
17tWallach,    Nathan — Reich    Reinhart   Co... 47. 64 

17  Waddington.    Francis — John   J    McKelvey  et 

al    797.12 

IK  Wiezer,   Matthew— Maynard  N  Clement .  .10.00 

18  Warren.    Wm   I — Lewis  A   Cushman 21.02 

1.8  Werner,   Ernest — Ventura  Borras.cos|s.   108.45 

18  Woods.   Catharine  B — Josephine  F  Childs  et 

al    123.87 

19  Wolfman,    Philip— Marcus    Schnitzer    et    al. 

42.91 

19  Winters.  William— Wm  H  Hussey  et  al. 270.20 
19  Washburn.  Susan  P— Samuel  Stein  et  al.84.72 
19  Wentz.    John    L^George   Martin   et    al.  .942.67 

15  Youngs.    Edw   L — Charles   Sealove    145.77 

16  Zubiller.  I'aul  P— Henry  W  Tamm ..  .7.912.91 
19  Zubiller.   Paul   P— Edw   A  Whitehouse.  .340.00 

CORPORATIONS. 

13  Atlas  Lime  Co— David  Solomon 290.71 

13  -\ssociated    Trades    Credit    Exchange — Celia 

Llndheim    et    al     193.31 

13  Preston    Peak    Copper   Co— Geo   W   Y'oung. . 

32,5,84.17 

13  The     Livingston     Press.. St     Dunstern     So- 
ciety     203.01 

13         the     same South     Cleveland     Banking 

Co 520.56 

-     The    Livingston    Press- Central    Nat    Bank. 

1.619.06 

15  The  Rainier  Co— Wilson  R  Hunter 1.0S3.44 

15  Tom  Watson's  Magazine — Douglas  H  Riker. 

191.91 

15  Interurban  St  Ry  Co— A  Walter  Harris. 288.71 
15  The  H  O   S   Engineering  Co.   action   No  2— 

National    Brass    &    Iron    Works 600.00 

15  Seaboard     Rubber    Co — Independent    Supply 

Co    .39.87 

16  Bruce  Plaiting  Co— Margaret  O'Sullivan. 183.77 
1*1  Tom   Watson's  Magazine — Town  Topics  Pub 

Co    60,9.36.04 

16  Brooklyn  Rapid  Transit  System— Marie  Son- 
nenberg    ,33.91 

16  Wells   Realty   &   Construction   Co— Cedar   St 

Co    8,516.87 

17  Interborough       Rapid       Transit       Co — David 

Raider    194.28 

17  The  City  of  N  Y— Christina  Sonntag.  .203.22 
17  The   New   York   Herald — Henry   L  Franklin. 

.892.95 

17  Howley.    P  J— Alfred   L  Simpson    95.49 

17  Brown   &   Fleming  Contracting  Co — Hugh  L 

Fox  et  al    881.77 

17  The  Broadway  Vendome  Co— Henry  Kelly  et 

al    128.46 

17  Louis    Rich    Co — Citizens'    Bank    of    New 

t'lm   costs,  95.17 

IS  Bassford  Realty  Co— Joseph  Schneider.  .623.45 
IS  Interurban   St  Ry  Co— Charles  Shine. .  .444.38 

18  The    Delaware    R    R    Co— Riverside    Bank. 

3,271.61 

IS  Zeiner.    Harry   R— Helf  &   Hager   Co 52.90 

18  Union    Ry    Co    of   N    Y    City— Margaret   A 

Rhodes    91.72 

IS         the    same the    same     5.39.22 

18  The  Junior  Pub  Co— Max  Greenbaum  et  al. 

57.22 

IS  Hillside  Realty  &  Construction  Co — Leo  Sess 

et    al    219.73 

•  18  Builders'    Construction    Co— Edwin    H    Hess 

et    al    2,082.86 

IS  New    Y'ork    City    Ry    Co— Frederick    Engel- 

hardt    1.091.98 

IS  The   Third   Av    R   R   Co— William   Donohue. 

1.151.42 

IS  Long  Island  Brewery— City  of  N  Y'.... 863. 82 
18  The   General   Building  &    Construction   Co— 

Old    National    Bank    1.040.47 

IS  Keables  &  Bayer  Piano  Co— J  Lee  Nicholson 

Co   .3.5.80 

18         the   same Wood   &   Brooks   Co.  .1,4.50.29 

18         the    same the    same    7.80.61 

IS         the  same the  same   44.8.80 

IS         the    same the    same     472.35 

18  James  H  Lanoester  Co— Kelly  Pub  Co.. 59.41 
.     Met    St    Rv    Co— Arthur    Essing ,843.07 

19  The    American    Bonding    Co    of    Baltimore- 

Leo     Schlesin^er     568.54 

19         the    same the    same 372.29 

19  The  B  Joseph   Co— Joseph  T  Simon 122.10 

.  19  American    Associated   Adjusters— N   Y   Tele- 
phone Co 44.66 

19  Artists    &    Craftsmen    Co the   same... 54.06 

19  Hotel    &    Restaurant    Employees'    Interna- 

national    Alliance— Margaret    Tynan.  .  .119.61 
19  Bartender'    International   League  of  Amer- 
ica  the   3ame    119.61 

19  The   Pittsburg  Wall   Paper  Co— Leon   Don- 
court    629.10 

19  Graham  Fox  Motor  Co— Leventritt  &  Bren-      • 
nan    943.36 


r.l  Automobile  Hire  &  Sales  Co — Borne  Scrym- 
ser    go 186.24 

19  The  Begusch-Schorn  Realty  &  Construc- 
tion  Vo— Gustave   Soennecker  et  al -. 

costs.   70.78 

19  Interurban    St   Ry    Co— Nathan    Hornik. 340.00 

• 

SATISFIED  JUDGMENTS. 

Oct.   1.;,    15,   11;,  17,  IS  and  19. 

•Bancroft,    Olin    F— City    of    N    Y.      1006.  ..$59.02 
Boyce,    Myron    J — Hackensack    National    Bank. 

1906 394.68 

Bennett,    Wm    H— Repetti    Co.      1906 112.46 

Same— A   Plant    et   al.      1906 305.15 

Same— William   Schnuper  &   Co.     1906 95..33 

Blumenheim,    Eugene— A    Kempt.      liKI6. ..  .45.73 
'Cleveland,  Treadwell— G  Cramer  Dry  Plate  Co. 

I'.Hh; 906.04 

Cohen,  Jacob,   Hyman  Kessler  &  Jacob  L  An- 

dron— W  Klenert.     li:M)6.  .'. 1.35.76 

Duffy,    Bernard   H— D   M   White   et  al.     1904.. 

216.56 

Barle,   Georgf^J   Spitalo.     1906 75.00 

Essner,    Amelia    or    Amelia    Horn.. I    Moehiz. 

1901! 1,389.25 

iPriedman,  Joseph — Empire  Wood  Working  Co. 

1906.' 2,918.41 

Fischlovotz,  Jacob  &  Louis  Neufield — J  Dough- 
erty.   1906    21.93 

Farruolo.   Chas  R— K  A  Reardon.    1906.  .1,501.13 
Griffin,   Henry  C  &  Garafed  Y'erman- S  Milch. 

1901) 123.69 

Grossman,   Israel— B  Fox.   1906   421.09 

Gould,   Kathrine- H  J   Thaddeus.      1906.  .5.799.11 
Green.  Wm  J  &  Wm  F  Stanley— E  J  Wintenoth. 

19114 9.91 

Grady.    Martin— M    Bearey.    1903 -202.67 

Haase.    Lewis— L    Schlesinger.    1905 713.49 

Hartell,   George  &  Margaretta.  .W  Fink.    1906. 

52.87 

Hubbell,  James  S — Merhod,  Schuelte,  Parker  & 

Co.     1905   403.80 

Heinz,    George— Eagle   Roller   Mills   Co.      1906. 

42.35 

Johnston,    James    H,    Clarence    A    &    Geo    W — 

The   Typo    Mercantile   Agency.      1906 201.91 

Klinger,  Louis— W  A  Leggett  et  al.     liKiO.  .52.01 
Koenig3berg.     Nathan    &    Samuel    Milstein..A 

Levy   et   al.      lfK¥!    39.27 

Kingsiey.    Edwin   A— S    C    Ormsby.      1906.  .280.47 

Same— A   W  Schelling  et  al.      1906 ,89.29 

Kelly.    James    E— D    Rutherford.      1905.  .3,100.67 

Same L    P    Rutherford.      1905 709.84 

Kleinfeld.    Isaac   &   Isaac   Rothfeld — R   Perlman 

Printing  &   Decorating  Co.    1906 214.41 

"Kaplan.   Ellas- K  Mathiasen.   1901 957.10 

"Levensohn.    Louis— L   Schlesinger.      1906.  .300.00 

'Levenso.-n,    Louis— A  Stern.      1906 6,432.48 

iLewles.  Thomas.  D— City  of  N  Y.     1904. .  .163.10 
Lampert,    B    &    Isidor    W    Horn.  .F    9    Myers. 

1905    189.22 

Lotz,    Maggie— I    Levinson.      1906 39.72 

Male,  Wm  H.  Siegmund  J  Bach.  Leopold  Her- 
zig.  Oliver  F  Berry,  Wm  H  Deen  and  C 
Vincent    Smith— J    M    Bowers.      1906. ..  .144.00 

Sam(^-Same.      1906    43,619.15 

Same— Same.      1906    14.3.50 

Maddock,    John    C— R   M    Samson.      1906. .  .178.96 

"Moloney,    Thomas— E    P    Hatch.      1900 2.50.83 

"Same— City   of    N    Y.      1902 .2,021. .35 

"Same— C  H  Willson  et  al.     1900 642.70 

"McNally,    Harry— John    P    Kane    Co.      1903.  . 

3,446..50 

"Samt^W   E   McMann.      1994    807.88 

"Meyer,     Eugene- G    Herrlein.       1906 105.07 

•Markee,    Harry    Jr — M    M    McCormick.      1906. 

1.259.59 

Meyec,   Anton — Rapif  Safety  Fire  Extinguisher 

Co   of   N   Y.    1906    8.91 

Moore,    Garrett— Empire   Brick   &   Supply   Co. 

19(H3    335.66 

Nathans,    Nathaniel— N    B    Abbott.    1903.  .  .404.43 

Niebuhr.    John    H— W    MoAdoo.    1900 119.30 

Neufeld,    Morris— A    C    Bradv.      1906 .5'23.09 

Neufeld.  Maurice— A  J  Brady  et  al.     1906. .307.70 

Same— Same.       1906     368.92 

O'Connell.    John    J — The    American    Law    Book 

Co.       1906     6.3.61 

Oberstein.  Harris— C  Mendelson  et  al.     1906.41.49 

Perry,   Ida  L— N  Y  Telephone  Co.     1906 30.44 

"Peter.'ion,    Isaac— L    Schlesinger.      1906. ..  .500.00 

'Same A  Stern.     1906 6.432.48 

Piske.    Henry— M    Schodsky.      1903 247.40 

Pauly.    Chas    W— W    Pauly.      1.897 10,243.38 

Patterson.   Stephen  G  —  Collin  H  Woodward— 

H    W   Spang.      1,898    660.68 

Rappaport,  Ross — Tenement  House  Dept.     191>1. 

,59.91 

Same— Same.     1904   59.91 

Rubintz,  Morris  M— A  Hirschberg.     1904. .  .217.93 

Rothfe'd,   Isaac— T  A  Hindmarsh.   1906 317.59 

Shea.    Katie— W    Hauser.    1906 119.72 

Swift.   Henry  W— W  S  Cooper.     1906 77.16 

Swift.   Harrv  W— Benson  &  H.-dges.     1904.. 36.55 

Sweetser,    Wm    A— J    J    Conklin.    1900 79.22 

Steinfeld.    Louis.    Morris   Goodman   &   Samuel 

Goodman— John  Simmons  Co.  1906 322.91 

Seikora.    Ludwig— B   F  Ebley.      1906 61.17 

Smith.  B  Osborne— W  A  Gorman.     1905 97.62 

Samuel,  Lewis  S— M  E  Smith.     1896 136.66 

Sweetser,    Wm   A— J   Macdonald.      1900 132.64 

St   John.    Stephen— A    Bruen   et  al.      1906.  .29S.74 

Strong,    Herbert    C— J    O    Kline.      1906 2.84.41 

Smith,    Abe— P    Davidson.      1906 229.69 

Taylor,    John    H— F   Charles   et   al.      1906.  .205.27 

Theiss.    Mortimer   M— J   C  Haack.    1906 36.40 

Same same.    1906    433.25 

Underbill.   Ada  L— H  Liebert  &  Co.      190(>.  .42.62 
Wichner,  Max  &  Samuel  L  Lubell— People,  &c. 

19(X!     500.00 

'Wilner.  Samuel  &  Elias  R,  also  Chas  D  Birk- 

hahn— P    M    Friedlander.      1906 1,035.82 

^Same- Same.     '  1906     532.32 

Weilerstein,  Abraham— I   Sternberg.     1906.. 182.64 
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MAPLEDORAM  &  CO. 

^  REAL  ESTATE  BROKERS 


Bay  Ridge  Property 
Our  Specialty 


Fifth  Ave.  and  70th  St.,  Brooklyn,  N.  Y. 

Telephone,  724  Bay  Bldge 
Branch  Office :  Bay  Ridge  Ave. ,  cor,  Fort  Hamilton  At«. 


CORPORATIONS. 
The    Mutual    Bank— W    G    McCrea.    1906:    pos- 
session   of    property    and    5,274.00 

The    Knickerbocker   Trust    Co— L    W   Morrison. 

ltM)3     3,154.10 

'B  Siegel  Co— I  Blauner  et  al.     1!X)6 1,044.85 

The   Hamilton   Bank  Note  Engraving  &  Print- 
ing   Co— S    B    Canacho.    1899 44.89 

'^^eneral    Transfer   &    Storage    Co— L    Polakoff. 

1911,;     341.78 

•N  Y  C  &  H  R  R  R  Co— C  Martin.     189G.  .I'i4.31 

D  Appleton      Co— E   I  Zeisloft.     1905 1,06.8.76 

Empire  Cornice  Works— B  Sel  et  al.     1906.723.57 
NYC&HRRR   Co— C   Robbins.     1901.. 

1,125.(10 

The   Tonnele   Co— J    M    Kemp.      1906 ."i29.s7 

Same— Same.       1906     32.-39 

^Vacated  by  order  of  Court.  ^Satisfied  on  ap- 
peal. ^Released.  ^Reversed.  ^Satisfied  by  exe- 
will   be  found  at  the  end  of  the  list. 


MECHANICS'  LIENS. 


Oct.   13. 

l.sl — Cathedral  Parkway,  s  w  cor  Manhattan  av, 
lOtKUHl.  James  J  Sewall  agt  Eden  Construc- 
tion  Co,   Geo  W  Martin  &  Pedro  J  Segui. 


.$1,275.00 


182— Bank  st.  No  59.  Star  Roofing  &  Construc- 
tion   Co   agt   Cornelia   S    Robinson 175.00 

183— 81st  St,  No  5  East.  John  A  Philbrick  & 
Bros  agt  -  P  Ducas,  E  J  Fullman  &  W  H 
Parrish    230.28 

184— Satisfied. 

185— Cherry  st.  No  33.  Jacob  Perlman  agt  G 
A   Pelzin    170.00 

186— Front  st.   No  312,  i 

Gouverneur   st,    No   8.  1 

Jacob  Perlman  agt  Jackson  Bros  &  G  A 
Polzin    371.00 

187— Satisfied. 

188— Map  of  Bathgate  estate,  Wakefield,  Bronx, 
about  1.35  acres,  liber  105,  page  365,  Regis- 
ter's office,  Westchester  County.  Vincenze 
Gielle  agt  Whitehall  Realty  Co,  Dursie  & 
Manciui    28.75 

189 — Same  property.  Giuseppi  Macino  agt 
same    26.16 

190 — Same  property.  Vincenzo  Reuella  agt 
same     5.00 

191 — Same  property.     Domenico  Maro  agt  same. 


.22.65 
192 — Same    property;    Giuseppe    Manfredo    agt 

same     16. 50 

IV'3 — Same  property.     Giuseppe  Viola  agt  same. 

4.17 

lu4— Same    property.       Antonio      Rezzetti      agt 

same    45.00 

195 — same  property.     Ella  Vincenzo  agt  same. 

7.90 

196^Same  property.      Sandy   Adams  agt  same. 

1.80.79 

197 — Same  property.     James  DeCarlo  agt  same. 

■ 40.00 

198— Same  property.     Francesco  Fiermonto  agt 

same     4.80 

199 — Same  property.      Giuseppe   Varriclone   agt 

same    22.07 

200 — Same  property.     Andrea  Minorfa  agt  same. 

17.06 

201 — Same   property.      Giovann    DeTomasce   agt 

same    5.83 

202 — Same   property.      Germano   V   Michele   agt 

same    19.56 

203 — Same  property.     Raftaele  Maieta  agt  same. 

20.50 

204— Same  property.     Gennaro  Viola  agt  same. 

28.52 

205 — Same    property.      Scipiano    Ciccarelli    agt 

•  same     2.360.00 

208— Same     property.       Giuseppe     Viducci     agt 

same 10.00 

207 — Same    property.       Donate     Fortunate    agt 

same   21.16 

208 — Same     property.       Francesco     Viola     agt 

same    9.83 

209— 164th   st,   s   s,   50  w   St   Nicholas  av,   200x 

100.     Laflin  &  Rand  Powder  Co  agt  Maurice 

J  Bernstein  &  Antonio  Altirir   547.66 

2jiI— lS2d  St.  n  s,  200  w  Amsterdam  av.  .50x100. 

W   H   McWhirter   Co  agt   Commercial   Build- 
ing  Co 72.5.00 

211— 81st  st.  No  5  East.     Chas  H  Darmstadt  agt 

Bernard  F  Ducas  and  Fullman  &  Parish. 295. 35 

Oct.    15. 

212— Slst  st.  No  5  East.  Jackson  Mantel  & 
Grale  Works  agt  Bonrobert  Co,  D  B  P  Duca 
and    Fullam    &   Pariah    257.00 

213— Satisfied. 

214— Central  Park  West,  s  w  cor  86th  st,  102x 
140.  Same  agt  Gotham  Building  &  Construc- 
tion Co  &  Thomas  J  Fanning   47.60 

21." — tOth  st,  Nos  18  to  22  West.  Universal 
Steel  Corner  Bead  Co  agt  New  York  Club 
&  Thomas  J  Fanning 295.00 

216— 6.5th  st,  n  s,  189  w  Broadway,  126x88. 
Same  agt  Empire  Realty  Co  &  Thomas  J  Fan- 
ning     84.12 

217— St  Nicholas  av.  e  s.  425  n  150th  st,  148x88 
to  Edgecombe  av.  Same  agt  Kantor  Cooper 
Co   &   Thomas  J   Fanning 83.22 

218— 39th  st,  Nos  25  to  .33  West.  Same  agt 
American  Society  Mechanical  Engineers, 
American  Institute  Electrical  Engineers, 
Wells  Bro  Co   &  Thomas  J   Fanning.  ..  .365.00 

219— ,86th  st,  s  s,  2.S0  w  Central  Park  West, 
25x100.  Same  agt  Leon  &  Guatav  L  Fleisch- 
man    and   Thomas   J    Fanning 28.00 

220— Lafayette  st,  Nos  60  to  72.  Same  agt 
Lipiiman  &  Eisman  and  Thomas  J  Fanning. 
361.56 

221— 57th  st,  s  s,  250  w  10th  av,  75x100.    Same 


agt  Sheffield  Farms,  Slawson,  Decker  Co, 
Dawson  &  Archer  and  Thomas'  J  Fanning 
154.00 

222— Amsterdam  av,  u  e  cor  72d  st,  118x92. 
Same  agt  Ripley  Realty  Co,  Central  Realty 
Co  &   Thomas  J    Fanning 45.78 

223— 110th  st,  n  s,  250  w  7th  av,  KMxlOO. 
Niagara  Woodworking  Co  agt  Joseph  Ous- 
sani    &    liussani    Construction   Co 3,878.52 

224 — .Amsterdam  av,  n  w  cor  174th  st,  90x100. 
Hyman    Delinsky    agt    Hoffman    Bros 205.04 

225— 58th  st.  No  7  East.  The  P  J  Carlin  Con- 
struction Co  agt  Wm  W  Astor  &  Riding  Club 
of    the    City    of    N    Y ; 95,466.29 

226— 137th  st,  n  s,  245  w  5th  av,  200x99.11. 
Brooklyn  Fireproof  Sash  &  Door  Co  and  Falk 
&  Flam 275.00 

2'27— 70th  st,  n  w  cor  Exterior  st,  65.5x100.9. 
Mortensen  &   Co   agt   Emma   Lowe 2,168.16 

22.8— Same  property.     Same  agt  same. .  .20,000.01) 

229— Satisfied. 

M5u_,stst  st,   n   s,    145.3  e  5th  av,   19.10x102.2. 

John  H  Scully  Blue  Stone  Co  agt  B  P  Ducas, 
E  J   Fullman  &  W  H   Parish 103.49 

231— 3d  av.  Nos  1869  to  1.873.  National  Damp 
Proofing  Co  agt  B  Cohen    110.00 

232— 182d  st,  n  s,  2(X)  w  Amsterdam  av,  50x 
100.  Wm  T  Hookey  agt  Commercial  Building 
Co    3,127.68 

233— 81st  st.  No  5  East.  Jamestown  Mantel 
Co  agt  Bernard  P  Ducas,  E.  J.  Fullam  &  W 
H    Parrish    1,342.00 

•_':!4— St  Anns  av.  n  w  cor  157th  st,  25x100. 
Solomon  Sobel  agt  Max  Stern    80.15 

i;3.j— Valentine  av,  w  s,  150  s  199th  st,  50x100. 
Frank  A  Olmstead  agt  Louis  F  Mohr  and 
Sarah    and    James    Hauser    05.90 

236— St  Nicholas  av.  e  s,  154.10  n  153d  st,  89x 
117.4.  Joseph  Buellesbach  agt  John  J  Hearn 
Construction    Co 1,845.44 

237— Lenox  av.  No  452.  Louis  Goldstein  agt 
Lillian   W   Meers    ' 32.00 

238— Byron  av,  e  s,  between  2.37th  and  239th 
sts,  e  Baychester  av,  Bathgate  Estate,  con- 
taining over  125  acres.  C  Cipolla  &  Co  agt 
Whitehall  Realty  Co  and  A  E  Perry  &  Co. 
265.00 

2.39— Taylor  st,  e  s,  2.50  s  Van  Nest  av,  50x100. 
Louis  Macousey  agt  Charlotte  Rehbock,  Rich- 
ard Keil  and  August  Rehbock  224.94 

Oct.    16. 

240— li5th  St.  s  s,  150  w  Amsterdam  av,  73x 
100.  Dewey  Engineering  Co  agt  Lauden  & 
Stamm    650.00 

241— St  Ann's  av,  w  s,  23  n  145th  st.  50x 
10l>.  Union  Stove  Works  agt  Mendel  Kauf- 
man     345.00 

242— 107th  St.  Nos  409  to  413  East.  David 
Stein  agt  William  Maas,  Edward  Blum,  Isaac 
Blum  and  Mississippi  Realty  &  Building  Co. 
275.00 

243— St  Nicholas  av,  e  s,  1.54.10  n  153d  st, 
89.9x103.  William  Buess  agt  Marion  Miller 
and    John    J    Hearn    Construction    Co.... 545. 00 

244— 177th  st,  n  s.  109  w  Amsterdam  av,  168x 
100.  Sprickerhoff  &  Scharnberger  agt  Poit- 
land  Realty-  Co,  David  Perlman  and  Abraham 
Bernikow    1,200.00 

24.5— 96th  st,  n  s,  187.6  e  Park  av,  37.6x109. 
Louis  Bernstein  agt  Jacob  Levin 110.00 

24t^-(i7th  st,  Nos  231  to  237  West.  Same  agt 
Nierenberg.   Jaffe  &  Rubinsky   507.50 

247— 111th  st,  s  s.  300  e  8th  av,  125x71.10. 
George  Dellon  agt  Pinkus  Roginsky  and 
Abraham    T    Harris    9,600.00 

24.S— 133d  st.  No  47  West.  John  Smith  agt_ 
Louis    Lese    7.50 

249— Bank  st.  No  -59-  Edwin  E  Tullis  agt 
Cornelia    S    Robinson    075.00 

259— St  Ann's  av,  Nos  443  and  445.  Edward 
Palmer    agt    Mendel    Kaufman 400.00 

251— Whitlock  av,  n  e  cor  Leggett  av,  65x130. 
Robert  J  Smith  agt  J  Froelich  and  William 
Devlin     3,010.00 

2.52— Wadsworth  av.  n  e  cor  180th  st,  119. 6x 
100.  Hagadone  &  Mason  Construction  Co  agt 
Ella    V    Dempsey    1,090.00 

2-53— Stone  st,  Nos  24  and  26 1 

Pearl   st.    Nos  39  and  61 1 

Toscani    Bros   agt   Wm    G   Pigueron ...  .5.184.00 

2.54— Bleecker  st,  Nos  132  and  134.  Hyman 
Cohen  agt  Elise  Zannatti,  Abraham  Atlas 
and    John    Zimmerman    221.19 

25.5— Wadsworth  av,  n  e  cor  180th  st,  119.6x 
l...>.  Thomas  F  Cushing  Co  agt  Ella  V 
Dempsey  and  J  C  White 450.00 

Oct.    17. 

256— 81st  st.  No  5  East.  Jesper  P  Hansen  agt 
Bernard  P  Ducas,  E  J  Fullam  and  W  H  Par- 
ish      405.00 

257— 40:h  st,  Nos  18  to  22  West.  Universal 
Steel  Corner  Bead  '  Co  agt  New  York  Club, 
Wells  Bros  Co  and  Thomas  J  Fanning.  .295.00 

2.5.>-— 111th  st,  s  s,  -.'.m  e  Sth  av.  125x100. 
Pfotenhauer  &  Nesbit  agt  Roginsky  &  Har- 
ris   and    Abraham    T    Harris 1,042.50 

2.">9— 111th  St.  s  s,  3IH)  e  Sth  av,  125x71.10. 
Willson  Adams  &  Co  agt  Roginsky  &  Har- 
ris      3,3.80.75 

200 — 182d  st,  n  s,  200  w  Amsterdam  av,  50x 
100.  Central  Fire  Proof  Door  &  Sash  Co  agt 
Commercial   Building   Co 207.50 

•201— Reade  st.  No  135.  John  F  Sullivan  agt 
Trinity  Church  Corporation  and  Henry  Does- 
cher    40.00 

20'J— lllth  st,  s  s,  300  e  Sth  av.  71.10x125. 
Nicholas  M  Wimpie  et  al  agt  Pincus  Roginsky 
and    Abraham    T    Harris    7.50.00 

263— IvSth  St.  n  s,  275  w  Av  A.  7.5x— .  B  A  & 
G    N    Williams   agt    Isaac   Klapper    233.13 

264 — Bank  st.  No  ,59.  Luigi  Mion  agt  Cornelia 
S    Rohins^on    15*7. 50 

26.5— (i7th  st,  Nos  231  to  237  West.  Sebastian 
Trapani  et  al  agt  Nierenberg,  Jaffe  &  Rubin- 
sky  423.00 

266— (!7th  st,  Nos  231  to  237  West.  Samuel  H 
Landesberg  agt  Nierenberg,  Jaffe  &  Rubin- 
sky    285.00 


267- 98th  st,  5  s,  173  w  West  End  av,  18x 
100.11.  Samuel  Desowitz  agt  Israel  J  Roe. 
274.25 

268— 91st  st,  No  323  East.  Abraham  Heim- 
lich et  al  agt  Roman  Catholic  Church  of  Our 
Lady  of  Good  Counsel  and  John  Kerl   ..143.05 

269— lllth  st,  s  s,  300  e  Sth  av,  125x71.10. 
Vincent  C  Corrier  agt  Pincus  Ronginsky  & 
Abraham   T   Harris    3,100.00 

270— Same  property.  Apex  Damp  Resisting 
Paint  Co  agt  same  160.00 

Oct.    18. 

271— Bradhurst  av,  s  e  cor  146th  st,  120x 
100.  Rapp  Construction  Co  agt  Laudin  & 
Stamm    1,750.00 

272— 136th  st,  n  s,  235  w  5th  av,  187.6x100. 
layman  Delinsky  agt  Pincus  Roginsky. 1,151.92 

273— Broadway,  e  s.  whole  front  between  171st 
and  172d  sts.  Mary  Cavanagh  admrx  agt 
Jacob  Zimmerman  and  Samuel  and  Thomas 
Brown    144.00 

274— 137th  st,  s  s,  85  w  Sth  'av,  1,50x99.11. 
Samuel   Ratzkin   agt  Pearl   Realty  Co.  .5,700-00 

27-5— i-ilith  St.  Nos  613  and  615  West.  Griffin 
Roofing    Co    agt    Emerson    Realty    Co 23.50 

276— 1st  av.  No  101.  Philip  Silverman  agt  Mor- 
ris Sussman  and  Porenzo  Building  Construc- 
tion Co  100.00 

277— lllth  st,  s  s,  300  e  Sth  av,  125x60.  Con- 
roy  Bros  agt  Pincus  Roginsky  &  Abraham  T 
Harris    986.50 

27-S — Broome  st,  s  w  cor  Mangin  st,  75x75. 
Same  agt  Pincus  Roginsky   1,150.00 

279— la^jLii  st,  n  s,  235  w  5th  av,  175x100.  Sanie 
agt     same     - 1.066.19 

280— 107th  St.  Nos  214  to  220  East.  William 
Kerby  agt  Simon  Jacobs  and  Samuel  Hutkoff. 
..  .     .    799.00 

2S1— iiKith  St.  No  105  East.  Leon  Rosenfeld 
agt  Julia  E  Liggan,  Arnold  Mollenick  and 
Max    Borowitz    150.00 

o,s2— lOOth  St.  No  105  Bast.  Same  agt  same.1.50.00 

283— 174th  st,  s  s,  100  e  Audubon  av,  75x100. 
Edward  Palmer  agt  Hayman  Wallach  and 
Nathan   Reisler    225.00 

284— 170th  st,  n  s,  100  w  Audubon  av,  .50x 
100.      Same   agt   same    602.00 

28.5— 07th  St.  Nos  231  to  237  West.  Sanders 
&  Barnett  agt  Nierenberg,  Jaffe  &  Robin- 
sky    1,917.00 

286— 60th  st,  Nos  143  and  145  West.  Gellert 
&  Son  agt  Herman  Hollander  and  Bernard 
Schnall    250.00 

287- 1st    av.    No    2062.      Nathan    Kohlreiter    et 
al  agt  Alberto  Amendola  and  John  Palomeiri. 
..    6.5.00 

288- Pleasant  av,  w  s,  340  s  216th  st,  60x100. 
Frank  Petinati  et  al  agt  James  De  Carlo 
and    Benjamin    H    Irving    400.00 

2.S9— 4..  -  St.  No  IS  to  22  West.  Brauntels. 
Browning  &  Co  agt  New  Y'ork  Club  and 
Thomas   J    Fanning    922.25 

29i>— .Amsterdam  av.  n,e  cor  72d  st,  102.2x118. 
Same  agt  The  Central  Realty  Co,  Ripley 
Realty  Co  and  Thomas  J   Fanning 110.85 

291— Hamilton  pi.  n  e  cor  J40;h  st,  108x109.2. 
Rose  M  Robertson  agt  Miller  Realty  &  Con- 
struction   Co    and    Miller    Realty    Co.... 150.00 

292— 39th  st,  Nos  25  to  33  West.  Braunfels, 
Browning  Co  agt  The  American  Society  of 
Mechanical  Engineers,  The  American  Insti- 
tute of  Electrical  Engineers  and  Thomas  J 
Fanning    101.80 

293— 117th  st,  Nos  ■  231  to  237  West.  Marx 
&  Jacobson  agt  Morris  Nierenberg,  Louis 
Jaffe  and  Moses  Rubinsky   2,100.00 

294— 107th  st,  Nos  62  and  64  East.  Louis 
Herman    et    al    agt    John    Doe    and    L    &    M 

Nolins    85.00 

Oct.   19. 

295— 98th  St.  No  202  East.  Louis  Levien  agt 
Morris  Goldfarb.   Aaron   Rosenberg  &  Co. 175.00 

290 — ilth  st,  Nos  517  to  523  West.  Samuel 
Rosenberg  agt  Hyman  Manheim  &  Albert_I 
Weinstein 45.90 

297— 115th  st,  Nos  7  and  9  East.  Same  agt 
same    142.63 

29.S— lllth  st,  s  s,  300  e  Sth  av,  125x100.  Vito 
Contessa  &  Co  agt  Pincus  Roginsky  &  Abra- 
ham   T    Harris    3,50.23» 

290— Broome  st,  Nos  19  and  21.  Ely  Green- 
blatt   agt    Pincus    Roginsky 1,-500.00 

.300— 08th  st,  Nos  142  to  140  East.  B  Sieg- 
meister   &   Son    agt   H    Romm 600.00 

301— noth  st,  Nos  223  to  231  East.. Same  agt 
same     315. .80 

302— 123d  pl,  Nos  151  and  153  East.  Same  agt 
Samuel    Fritz    163.00 

303-2:»th  St.  s  s.  345  w  Katonah  av.  40x100. 
Fred  W  J  Susebach  agt  Emma  Stuber  & 
William    Stuber    42.83 

304— UOth  st,  Nos  223  to  231  East.  Acme 
Metal  Ceiling  Co  agt  Hyman  &  Jacob  Romm. 
700.00 

305-98th  st,  Nos  142  to  148  East.  Same  agt 
same     ■ 700.00 

3110— 67th  st,  Nos  731  to  737  West.  Union 
Stove  Works  agt  Nierenberg,  Jaffe  &  Ru- 
hin'-kv 742.50 

307— Brook  av.  s  w  cor  16,3d  st.  78.9xl00x 
irreg.  Kertscher  &  Co  agt  Joseph  Rueth  & 
Arthur  J    Collins    740.00 

,308— ISfitb  st,  n  s,  235  w  5th  av,  187x100. 
Borough  Cut  Stone  Co  agt  Pincus  Roginsky. 
1.250.00 

;jrKi— ,80th  st,  Nor  230  and  238  East.  Pfoten- 
hauer &   Nesbit  agt  Marie  Wimpie 111.09 

::iit— Broome  st,  s  w  cor  Mangin  st,  50x100. 
New  Jersey  Terra  Cotta  Co  agt  P  Roginsky. 
900.00 

311— Broadway,  No  1343.  David  S  Boyer  agt 
Cha^    E    Johnson    &    Herlem    Studio.  ..  .732.70 

312— 9,Sth  st.  No  202  Bast.  Rosenberg,  Fried- 
&  Son  agt  Morris  Goldfarb.  Abraham  Rosep- 
berg   &    Co .3-'>0.00. 

3I-3-Bank  st-  No  .59-  John  W  Rapp  agt  Cor- 
nelia    S     Robinson     650.09 

314— Simpson    st,   w   s,    110  n   Westchester  av,| 
175x100.  I 

Barretto  st.es,  198  n  16.5th  st,  7.5x100.   | 
Ashbel  G  Vermilye  agt  Louis  Stern  &  Co. 215. 25 


The  text  of  these  pages  is  copyrighted.     AH  rights  are  reserved.     Notice  is  hereby  given  that  infringemeDt  will  lead  to  prosecution. 
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The  Luxfer  Sidewalk  System  is  the  newest  and  most  satisfactory  method  of  illuminating 
basements  and  at  the  same  time  providing  a  thoroughly  strong  sidewalk.  Luxfer  Prisms 
set  in  re-enforced  concrete  can  be  set  so  that  a  flood  of  light  will  be  thrown  through  the 
basement  to  the  back  wall.     Let  us  figure  with  you.     'Phone  3276  Gramercy. 

AMERICAN  LUXFER  PRISM  CO..  160  Fifth  Ave.,  NEW  YORK. 


e 


31.J— lojth  St,  n  s,  150  w  Lenox  av,  150x99.11. 
The  J  H  Mead  Co  agt  David  ShaEE  &  Abra- 
ham Silverson   ' 360.00 

tnii— 110th  St,  n  s.  200  e  3d  av,  S3.4xl0O.ll. 
Silberstein  &   Silver  agt  Hyman   Romm.2<12.00 

31V— ySth  St.  s  s,  95  e  Lexington  av,  112.6x100. 
Same    agt    same     504.00 

318— Broome  st,  Nos  19  and  21.  Louis  Born- 
stein    agt   Pincus    Roginsky    2GO.0O 

319— laOth  St,  n  s,  2:i5  w  5tli  av,  187.6x100. 
Same    agt    same 510.45 

32U— East  Broadway.  No  272.  Robert  Marsh 
agt    Esther   Zwi.'-^ohn    71.07 

321— Same    property.      Same    agt    same. . .  .26S.(X>  v 

322— Same    property.      Same    agt    same.  ..  .420.00 

323— 2d  av,  s  e  cor  15th  st,  74.9x128.3.  Baker. 
Smith  &  Co  agt  Hebrew  Technical  School  for 
Girls    10,243.35 

324-98th  st,  Nos  142  to  148  East.  Brooklyn 
Fireproof  Sash  &  Door  Co  agt  Hyman  Romm. 
425.00 

325 — Minerva  pi,  n  s,  100  w  Concourse,  47x65. 
Gaetano  Ferrara  agt  Henry  R  Essig  &  Doro- 
thea  Essig  and   McPherson   &   Co 36.00 


BUILDING  LOAN  CONTRACTS. 

Oct.    13. 

49th  st,  Nos  244  to  250  West.  Title  Guarantee 
&  Trust  Co  loans  Edmund  Coffin  to  erect 
an  8-sty  warehouse  and  lofts;  -^  payments. 
.$150,000 

122d  st,  n  s,  101.0  w  2d  av,  42x100.11.  Jacob 
Furmau,  Josef  Gertner  and  Abraham  S 
Weltfisch  loan  Realty  Mortgage  Co  to  erect 
a  —  sty  tenement;   9  payments 31,000 

Lewis  St.  Nos  50  to  54.  Frederick  Lese  loans 
Julius  Weinberg  and  David  Perlman  to  erect 
two  6-sty  tenements;  6  payments 30,000 

Oct.    15. 
Lot   330,   map  of  McGraw  Estate,   Bronx,   25x 


llSth    St.    No    2.')2    East 

117th    st,    No    lot)    East 

Ella  O  Willits  loans  Alice  M  Lynch  to  erect 
a   3-sty   dwelling;    3   payments 3,500 

Oct.    16. 

127th  st.  No  70  East.  Jacob  Weinstein  loans 
Simon    Wolk    to    erect    a    6-sty    tenement:    6 

payments    15,000 

Oct.    17. 

St  Lawrence  av,  s  e  cor  Merrill  st,  25x100. 
•  George  Hauser  loans  Jacob  Cohen  to  erect  a 
3-sty  dwelling  and  store;   2  payments. ..  .7,500 

jlolst  st,  n  s,  UIO  w  Morris  av,  50x118.1. 
Blanche  iv  Taylor  loans  Giuseppe  &  Clemen- 
tine Fusco  to  erect  a  —  sty  building;  2  pay- 
ments  15,000 

Oct.   19. 

Barnes  av,  e  9,  G2.4  s  215th  st,  31.2xl05.1x30x 
113.6.  T  Emory  Clocke  loans  Anna  E  Hab- 
icht  to  make  alterations;  3  payments. ..  .2.500 

231st  St.  n  s.  280  w  White  Plains  rd,  50x114. 
Same  loans  David  H  Sarfaty  to  erect  two 
2-sty    dwellings;    3    payments     6.500 

lOSth  St.  s  s,  liW  w  1st  av,  300x100.11.  Isi- 
dore Jackson  &  Abraham  Stern  loan  Rapfael 
Kurzrok  to  complete  erection  of  building;  — 
payments     20,000 

230th  St.  s  s.  150  w  Oneida  av,  50x100.  Cen- 
tral Mortgage  Co  loans  Geo  W  Lockwood  to 
erect    2    —    sty    buildings;    6    payments.  .  .8.000 

125th  st,  s  s,  350  e  Amsterdam,  25x100.11. 
Mechanics  &  Traders'  Realty  Co  loans  Oscar 
Miller  &  Baila  Wolflnger  to  erect  a  6-sty 
tenement;   4  payments    4,200 

49th  st;  n  s,  305  e  2d  av.  40.4xl00..5.  Frank 
Hillman  &  Joseph  Golding  loan  Michael  Ro- 
senthal &  Albert  Price  to  erect  a  6-sty  tene- 
ment;   8    payments    21.00(3 

49th  st,  n  s,  345.4  e  2d  av,  40.4x100.5.  Same 
loans  same  to  erect  a  6-sty  tenement;  8  pay- 
ments     21,01X1 


SATISFIED  MECHANICS'  LIENS. 

Oct.     13. 

152d  st,  Nos  .508  to  518  West.  Frank  J  Dahl- 
meyer  agt  Psaty  Edelson  Construction  Co  et 
al.      (July   24.    WOO)    $30.16 

109th  St.  n  s,  110th  st,  s  s.  200  e  Amsterdam 
av.  Henry  Hanlein  &  Son  agt  Woman's 
Hospital  of  the  State  of  N  Y  et  al.  March 
19,   1906)    4,364.00 

West  End  av.  No  232.  Pittsburgh  Plate  Glass 
Co  agt  Abraham  L  Erlanger  et  al.  (Dec  17. 
1903)    275  00 

Loring  pi,  Nos  22S3  and  2285.  American  Radi- 
ator Co  agt  Herbert  R  Howard.  (Jan  30, 
1906)    3.38.09 

Loring   pi,    Nos   2279   to   2281.      Same   agt  Mrs 

Kate  M  Taylor  et  al.     (Jan  30,  1906) 478.64 

Oct.    ■15.- 

137th  St.  s  s,  125  w  Broadway.  130x98.  Fred- 
erick W  Cohn  agt  Concourse  Realty  Co  et  al. 
(May  1.  1906)    438.72 

Same  property.  Modeste  A  Delhaye  agt  same. 
(March    19,  •  1906)     9,450.00 

Same  property.  Thomas  C  Edmonds  &  Co 
agt  same.      (April   24,    1906)    369.50 

Same  property.  Atlantic  Cement  Co  agt  same. 
(March    19,    1906)     3.225.40 

Same  property.  Joseph  Tine  &  Co  agt  same. 
(April  25,   1906)    78.75 

Same  property.  James  H  Young  Stone  Co  agt 
same.     (April  24.  1908)   458.80 

Same  property.  Edward  W  Conlon  agt  same. 
(March  31,   1906)    ....373.76 


Same  property.     Wetherspoon  Plaster  Mills  agt 

same.      (March   30,    1900)    220.00 

^ame   property.     Joseph   Tino  &   Co  agt  same. 

(April    25,    1900)    265.00 

McGraw    av,    n    s,    50    e    Cottage    Grove    av, 

Bronx.     George  Wingender  agt  Alice  M  Lynch 

et  al.     (Sept  24,   1906)    400.85 

Same    property.       Louis    Regola    agt    William 

Lynch  et  al.     (June  27,  I'.IOO)   126.00 

-Ludlow    st.     No    146.       Tobias    Schwartz    agt 

Charles  Greines  et  al.      (Aug  8.   ISTOG) ..  .950.00 
=118th  st,  Nos  70  and  72  East.     N  Mach  &  Son 

agt  Jeanne  L   Bueb  et  al.      (June  22.   1900). 

185.00 

-Same    property.     .Louis    Levy    agt    Albert    L 

House    et   al.      (Aug  27.    1906) 112.60 

115th  St.  n  s,  175  w  Broadway.     Excelsior  Terra 

Cotta*Co  agt  Herman  Oppenheim.     (July  10, 

IfWO)    530.00 

Hamilton  pi.  n  e  cor  140th  st.     M  Eberhart  & 

Son  Co  agt  Miller  Realty  &  Construction  Co. 

(July  2,  1906)    530.12 

Oct.    16. 
1st  av,  n  w  cor  107th  st.     Union  Granite  Co  agt 

Romm  Bros  et  al.      (Sept  13.   1906) 270.25 

Same   property.      Morris   Strominger  agt  same. 

(Sept    17,    1906) 700.00 

Monroe  st.   No  100.     Samuel  Willner  et  al  agt 

Max   Kushner  et   al.      (July  12,    1906) ..  .600.00 
Elton  av,  e  s.  95  s  159th  St.  50x100.       Pelham 

Operating    Co    agt    Vincent    Bonagur    et    al. 

(April    17,     1906)     35.00 

■'113th   st,    Nos  70  and   72   East.     Isidore  Breg- 

man  agt   John  Hildebrandt  et  al.      (June  28. 

I'.HHI)     83.50 

^Prospect  av,  n  e  cor  Fox  st.  Kingston  &  Ham- 
mer agt  Hercules  Realty  Co.     (July  26,   190(5) 

850.00 

137th    st,    n    s.    175    e    Alexander    av.      Alfred 

L  Smith  agt  Ursuline  Convent  et  al.     (March 

7,    VMi)    1,550.00 

niSth    st,    Nos    148    to    15-f  West.      Christian 

Jacobs  agt  Friedman  &  Feinberg  et  al.     (Oct 

1.    1906)    1,325.00 

-Ludlow    st.     No     146.       John    F    Cronin    agt 

Charles  Greines  et  al.     (Aug  4,  1906) 195.63 

Oct.    17. 
Amsterdam    av,    i'HOS   2507   to   2515.      Leonardo 

Carlo  agt  Myer  Bach  et  al.      (Aug  11,   1900) 

700.00 

Amsterdam    av,    s   e  cor   lS5th   st.      Michael   J 

Fitzgerald  agt  George  Bach  et  al.     (Sept  18. 

1906)    126.00 

Same    property.      Louis    Bornstein    agt    same. 

(Sept  7,   I'Mti)    450.00 

Ludlow    St.    No    20.      David    Bradspies    et    al 

agt  Bann  Asch  et  al.      (Oct  S,  1906)    425.00 

Same  property.     Harms  Joroff  et  al  agt  same. 

(Oct  2.    1!)06)    131.00 

18th  st.  No  417  East.     Jacob  Spector  agt  Isaac 

Portman    et    al.      (July    24,    1906) 308.50 

-Honeywell  av,  n  e  cor  181st  st,  20x90.     G  Am- 

briola  agt  Annie  Proebsch  et  al.   (Oct  4,  1906) 

■  10.5.00 

-V.ha  St.  Nos  211  to  215  West.     Murphy  &  Son 

agt    Percival    C    Ketterer    et    al.       (Sept    20, 

1906)    4.812.45 

S4th  St.  No  357  West.     John  Olin  agt  Florence 

R  B  K  Leopold.     (Oct  23,  1S)03) 885.00 

116th  St.   No  208  East.     H  Heidelberg  agt  Po- 

casset  Club.      (July  20,  1900) 402.50 

96lu  st,  n  s,  IS^)  w  Lexington  av.     Louis  Born- 
stein agt  Rubin  &  Goodman.     (Sept  7.  1906) 

100.00 

2d    av,    No   2456.      William    Klenert   agt   Jacob 

Cohen    et    al.      (May    23,    1906) 140.85 

Nelson   av.   No  4.     James   F  Byrnes  agt  Henry 

H    Hines.      (Oct    12,    1905) 505.50 

Nelson  av.  n  e  cor  164th  st.  Kennedy  &  Bvrnes 

agt    Henry    H    Hinds.       (Jan    12.    WOO)  .915.50 
=lst   av.    No    20.      Sherman,    Browns.    Clements 

CO  agt  Abe  Miller  et  al.     (Aug  3,   1906). 233.86 
Oct.    18. 
Brook 'av,  s  e  cor  139th  st.     Union  Woodwork- 
ing   Co    agt    Steiman    Realty    Co.      (Sept    10, 

liK»'J)     10.000.00 

Oakland   pi.   n   s.   100  e  Clinton  av.     Henry  G 

Silleck.   Jr,   agt  Joseph  Blum  et  al.      (Oct  9. 

1906)     335.08 

-4(!th  St.  Nos  238  to  242  East.     Max  Juster  agt 

Joseph  Newmark  et  al.     (Oct  8,  1906). ..2.200.00 
^'liv'iii   St.   No  f^   East.     Lillian   B   Friedlander 

extrx    agt    Morris    Felensteln    et    al.       (Dec 

28.  1905)    130.00 

■-'19th   st,    Nos   211   to   215i  West.      The   Sicilian 

Asphalt   Paving   Co.  agt   Percival   C   Ketterer 

et  al.     (Aug  23,  1906)    408.24 

=same    property.        National      Fireprooflng      Co 

agt    same.      (Aug    16.    1906) 372.00 

St    Nicholas   pi   ,e  s,   204.9  s   153d  st.      Pierce, 

Butler  &  Pierce  Mfg  Co  agt  Leopold  Kantor 

et    al.      (July    10,    1906) 843.00 

Lewis    St.    No    34.      Jacob    Perlman    agt    John 

Jackson  et  al.      (Oct  13,   1906) 66.00 

118th    St.    No    1    West.      Joseph    Beacher    agt 

Jacob   Selig   et   al.      (Sept  26.    1906) 350.00 

ilS5th  St.  s  s.  50  w  Audubon  av.    Central  Union 

Gas  Co  agt  Aaron  F  Kurzman  et  al.      (July 

31.   1906)    60.86 

^137th    st,    n    s,    175    e    Alexander    av,    40x — . 

Henry  Ahr  Iron  Works  agt  Ursuline  Convent 

et   al.      (March  6,    1906)    2,398.60 

'Same    property.  .  Gatins    Fireprooflng    Con    Co 

agt  same.      (March  8,   1906) 700.00 

'Same    property.      Clark.    Gallegser    &    Co    agt 

same.      (March    8,    1906) 51.25 

'Same    property.       Richard     W     Hillman     agt 

same.       (March     13.     1906) 1,000.00 

'Same   property.     Universal   Compound   co   agt 

same.      (March  16.   1906)    125.00 

»Same  property.     Thomas  J  Fanning  agt  same 

(March  17,  1906)   2,700.00 


'Same  property.     Joseph  Elias  &  Co  ^gt  same 

(March   -i.    1906)    141.35 

'Same  property.     Tide  Water  Trim  &  Door  Co 

agt    same.      April    4,    1906) 2,100.00 

Vyse    av,    w    s,    102.5    s    Home    st.      Abraham 

Caro   agt   Abraham   A   Silberberg.      (July   31, 

1006)     400.00 

Sj^..  St.   n   s.    150  w  Central   Park  West.     Na- 

.-aniel    Wise    Co    agt    James    Carlen    et    al. 

(Oct    15,    lyOG)     1,095.55 

^Brown  pi.  e  s,  whole  front  between  136th  and 

137th   St.       Jacobs  &    Brooks  agt  Jacob  Mei- 

sel    et    al.      (March    4,    1906)     1,125.00 

=Same  property.     Pierce,    Butler  &  Pierce  Mfg 

Co  agt   Same.      (Oct  2,   1906) 3,075.00 

Oct  19. 
14th    st.    No    425    East.      Wm    A    Thomas    agt 

Jacob  Frohlich  et  al.     (Aug  29,  1906) 288.22 

^120th    9t,    n    s,    125    e    Amsterdam    av.      John 

Furlong  et   al   agt   Patrick   McMorrow.      (Oct 

25,     19041      .500.00 

Same  property.     L  R  Berg  agt  same.     (Dec  21, 

_1904)     825.00 

176th  9t.  n  s,  17.5  e  Crotona  av.     Minnie  Kraus 

agt  John   McNulty,     (Oct  13,   1906) 139.99 

19th    St.    No    211    West.      Abraham    Levin    agt 

Jacob   Friedmart  et   al.      (Aug  17,   1906).. 30. 76 
24th  St.  Nos  225  and  227  East.     Peter  Schaefer 

&    Son    agt    Louis    Walter.      (Sept    7,    1906). 

■• 4,493.24 

Mangin    st.    No    71.      S    Markowotz    agt    John 

Solomonowitz   et   al.      (Oct   1,    1906) 81.75 

19th  St.    Nos  211   to  215  West.     Murphy  &  Son 

agt    C    P    Ketterer    &    Co    et    al.      (Aug    15. 

1906)    4,812.45 

Broadway.    No  841.      Chas  J   Wein   agt   Broad- 
way Improvement  Co  et  al.     (July  18,  1906). 

210.00 

■^Sullivan    st.    No    146.      Rosenberg    &    Aronson 

agt  David  Silverman  et  al.      (Aug  29,   1906). 

_  _ .        _  K  850  00 

•HWth  st.  No  3(»  East.     Locke  &  Smith  C<)  agt 

Tenement   Improvement  Co.      (May  16,   1906). 

300.00 

Amsterdam   av,    e   s.    whole  front   between   72d 

and    73   sts.      Wotherspoon   Plaster   Mills   agt 

Ripley   Realty   Co  et  al.      (Oct  15,   1906). 474.00 
176th  st,  n  s.  1(K)  w  Amsterdam  av,  170x200  to 

177th    St.      Harry   Auster   et   al   agt   Portland 

Realty  Co.      (Oct  1.   1906)    2,500.00 

Same    property.       John    La    Spina    agt    same. 

(Oct    9,    lOOC)     3,000.00 

'Discharged    by   deposit 
"Discharged   by  bond. 
•Discharged  by  order  ot  Court, 

» 

ORDERS. 

Oct.    16. 
Audubon  av.  n  e  cor  173d  st,  100x100.     Samuel 
Smith  on  Frank  Kee  to  pay  Froment  &  Co. 
$1,000.00 

♦ 

ATTACHMENTS. 

Oct.    12. 

Reber,     Daniel;     Benjamin    P    Hutchinson;    $2,- 

500:  Bergen  &  Prendergast. 
Melzer.  Max;  Sigmund  Basch;  $3,500;  T  O  Conti.' 
Segura.     Emilio;     Harry    B    Dunlap;    $1,665.74; 

P    Allen. 
J    W    Utermohle    Gesellschatt    mit    Beschrankter 

Hattung;    Leonard   C    Marum;    $1,350;    FLO 

Keating. 
Wrenn.    Beverley  W;    Chelsea  Auto   Storage  Co; 

$1,142.91;    A    C    Young. 

Oct.    13. 
Sampliner,    Samuel    S;    Nathan  J   Rich   &  Henry 

J  Rich;   Albert  Rau;   $4,722.38;   Guggenheimer, 

Untermyer  &  Marshall. 

Oct.    15. 
Schoyer.    Henry;    Siegfried    Salomon    et    al;    $2,- 

816.80;    W    O    Campbell. 
Savage.     Henrietta     K;      Alexander     M     Welch; 

$689.10;    Marsh,    Winslow    &    Wever. 
Oct.    16. 
Adam    Weber    Sons;    Robert    M    Wbitesell;    $2,- 

202.36;   O  A  Parker. 
Same:    Courtland    K    Hawkins   et   al;    $23,000;    I 

R    Oeland. 
Duluth    Brewing    &    Malting    Co;    Keital    &    Co; 

$ ;   Truax,   Watson   &   Roberts. 

Corporation  Liquidating  Co;   Edward  G  Riggs  et 

al;   $7,2.82.41;   R  S  Johnson. 
Oct.    17. 
Lining,     Wm    S:     Walter    L    Johnson;    $540.33: 

Stetson,   Jennings  &  Russell. 

* 

CHATTEL  MORTGAGES. 

Oct.  12,  13,  15,  10,  17  and  18. 
AFFECTING  REAL  ESTATE. 

Dubinsky,  M.   D.     324-330  E  125th.. W  Kerby. 
Ranges.  $908 

Eden  Con  Co.     S  w  cor  Manhattan  av  and  110th 
St.  .Abendroth  Bros.     Ranges.  324 

Henderson,    S.      112-114    E    114th.  .W    Kerby. 
Ranges.  400 

Jacobs  &  Hutkoff.    214-220  B  107th.  .Caro  Man- 
tel Co.     Mantels.  200 

Kaufman,    M.      443-445    St    Ann's    av.. Ameri- 
can  Mantel    Co.      Mantels.  notes 

Nlerenberg,    Jaffe    &    Rublnsky.      231-237    W 
67th..BaldlDger  &  K,     Gas  Fixtures.  290 


Th*  tut  ot  thei*  pagai  U  ooprrlgbttd.     All  rlgkU  »«  r«Mrr»4. 


Notice  1b  hereby  given  tbat  Infringement  will  lead  to  prosecution. 


October  27,  1906 
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THAT  Wall  Street,  with  singular  unanimity,  is  bearish  is 
obvious  from  the  contracted  volume  of  business  this 
week.  The  operator  who  would  ask  the  advice  of  any  broker 
will  be  told  to  sell  stocks  if  he  has  them,  or,  if  not,  to  wait 
until  after  election  before  buying.  Undoubtedly  there  is 
some  anxiety  as  to  the  result  of  the  November  elections  and 
uneasiness  as  to  the  outlook  of  the  money  market.  It  is  the 
fatuity  of  "Wall  Street  to  be  Invariably  bearish  at  the  wrong 
time,  and  also  bullish  at  the  wrong  time;  and  when  it  is 
unanimously  bullish  it  is  generally  as  mistaken  as  when  it  is 
unanimously  bearish.  The  position'  of  the  short  interest 
may  be  judged  from  the  disclosures  caused  by  the  failure  of 
James  W.  Henning  &  Co.,  members  of  the  Stock  Exchange, 
who  suspended  business  last  Monday,  It  transpired  that  one 
house  alone  had  borrowed  20,000  shares  of  Reading  from 
Mr,  Henning  about  the  time  of  his  suspension.  When  specu- 
lation arrives  again  or  the  market  wakes  up,  it  is  still 
believed  that  it  will  be  in  the  minor  railroad  securities,  such 
as  have  been  frequently  referred  to  in  these  columns.  The 
raising  of  the  Bank  of  England  rate  for  discount  last  Mon- 
day is  just  what  might  have  been  expected  under  the  circum- 
stances, when  so  much  gold  has  been  shipped  from  the  other 
side  to  this  country.  Yet  many  professed  surprise.  The 
break  in  prices  naturally  followed,  and  the  action  of  the 
Bank  of  England  undoubtedly  contributed  to  the  dull  and 
bearish  sentiment  prevailing  for  the  time  being.  What  the 
market  is  doing  now  is  of  little  or  no  value  as  an  indication 
of  its  future  action.  Rates  for  time  loans  are  held  at  6.  per 
cent.,  and  some  transactions  for  six  months  were  reported 
at  that  figure.  The  common  stock  of  the  Norfolk  &  Western 
Railway  Company  has  been  placed  on  a  5  per  cent,  basis — an 
increase  of  1  per  cent.  This  increase  can  certainly  not  be 
said  to  be  discouraging  to  holders  of  American  railway 
securities.  And  what  shall  be  said  of  Industrials,  in  view  of 
the  fact  that  this  has  been  a  record  year  in  the  steel  business 
for  the  production  of  steel  rails?  The  output  for  1906,  taking 
orders  for  delivery  during  the  remainder  of  the  year,  will 
exceed  3,600,000  tons.  Secretary  Shaw's  action  in  releasing 
Government  bonds  to  the  extent  of  $18,000,000  meets  with 
approval,  and  is  reassuring.  These  bonds  are,  of  course,  to 
be  turned  into  circulation  without  removal  from  the  Treasury. 


'T^HE  real  estate  market  during  the  past  week  has  been 
*■  characterized  by  a  noticeable  revival  of  activity.  This 
activity  has  not,  indeed,  affected  those  branches  of  the  mar- 
ket which  have  been  of  late  remarkable  for  their  dullness. 
There  has  been  no  revival  of  tenenient-hou.se  speculation,  nor 
has  there  been  any  increased  demand  for  vacant  lots  on 
Washington  Heights  and  elsewhere.  The  character  of  the 
transactions  has,  indeed,  recalled  the  days  of  1901  rather 
than  those  of  1905.  The  properties  transferred  have  con- 
sisted very  largely  of  costly  lots  in  the  best  business  districts. 
Two  notable  sales  have  been  announced  of  inside  lots  on 
Fifth  avenue  in  the  forties,  and  in  both  cases  the  prices 
obtained  were  equivalent  to  $150  a  square  foot.  Values  on 
that  avenue  In  the  retail  district  are  now  pretty  well  estab- 


lished in  the  neighborhood  of  $150  a  square  toot  for  inside 
lots  and  $200  a  square  foot  for  corners — truly  an  extraordi- 
nary range  of  prices  for  a  strip  of  property  on  both  sides  of 
an  avenue  over  a  mile  in  length.  Another  large  transaction 
was  the  purchase  by  the  McAdoo  Terminal  Company  of  the 
Morrison  holuings  in  the  block  needed  for  the  new  terminal. 
The  price  paid,  which  is  about  $2,000,000  for  over  11,000 
square  feet,  does  not,  under  the  circumstances,  seem  extor- 
tionate; and  it  is  a  matter  for  public  congratulation  that  the 
company  has  succeeded  in  acquiring  practically  the  whole  of 
the  needed  site.  The  other  transactions  affected  Broadway 
and  William  street  property.  In  a  number  of  these  transfers 
the  Century  and  the  United  States  Realty  companies  appeared 
as  sellers,  and  it  will  be  interesting  to  see  whether  this  large 
corporation  will  take  an  active  part  in  speculation  during  the 
coming  year.  It  has  been  comparatively  quiescent  of  late, 
and  the  City  Investing  Company  has  shown  a  much  more 
enterprising  disposition  in  opening  up  new  fields  for  specula- 
tion and  investment.  But  if  the  current  season  is  to  be  one 
favorable  to  the  large  rather  than  the  small  speculator,  both 
of  the.se  companies  will  have  an  important  influence  upon  its 
course.  The  next  month  should  afford  an  accurate  indica- 
tion of  the  course  of  the  market  during  the  season. 


THE  opening  of  the  Knickerbocker  Hotel,  at  the  corner  of 
Forty-second  street  and  Broadway,  adds  another  to  the 
large  number  of  hotels  which  it  has  been  the  traditional 
policy  of  the  Astor  family  to  erect  in  New  York  City.  Begin- 
ning with  the  Astor  House,  about  1S30,  which  was  in  its  day 
the  great  American  hotel,  they  have  erected  successively  the 
Waldorf-Astoria,  the  New  Netherlands,  the  St.  Regis,  the 
Hotel  Astor  and  the  Knickerbocker.  In  addition,  one  branch 
of  the  estate  is  building  a  huge  apartment  house  and  hotel 
on  upper  Broadway.  There  can  be  no  doubt  that  the  con- 
struction of  a  hotel  in  a  good  location  is  one  of  the  most 
remunerative  and  safest  ways  of  investing  money  in  the 
world,  and  it  would  not  be  possible  to  find  in  New  York  City 
a  location  better  than  that  upon  which  the  Knickerbocker 
stands.  Of  course,  no  hotel  on  Broadway  can  compete  for 
the  best  class  of  trade  with  a  hotel  on  Fifth  avenue,  but 
among  the  Broadway  hotels  the  Knickerbocker  has  the  per- 
fect location.  It  is  in  the  heart  of  the  district  devoted  to  the 
anuuemeut  and  refreshment  of  New  Yorkers  at  night,  and  It 
is  much  more  accessible  than  the  Hotel  Astor,  because  it  can 
be  reached  by  crossing  Broadway  at  a  narrow  point  Instead  of 
by  the  good  stretch  of  asphalt  called  by  some  people  Long 
Acre  and  by  others  Times  Square.  Each  new  hotel  must 
have  its  novel  features,  and  the  particular  novelty  of  the 
Knickerbocker  consists  in  the  manner  in  which  certain  of  its 
walls  are  decorated.  It  is  becoming  customary  to  place  a 
certain  amount  of  painting  on  the  walls  oC  Dig  hotels.  The 
Manhattan  and  the  St,  Regis  have  been  so  decorated,  as  well 
as  some  of  the  newer  hotels  in  other  American  cities.  But 
the  trouble  with  such  decorations  hitherto  has  been  that  they 
have  not  been  sufficiently  amusing.  In  court  houses,  libraries 
and  Capitols  it  is  all  very  well  to  paint  on  the  walls  pictures 
based  on  historical,  legendary  or  symbolic  subjects,  but 
people  live  in  hotels,  and  while  living  there  wish  to  be 
amused.  Wall  paintings  of  the  ordinary  kind  may  be  beau- 
tiful and  imposing;  they  may  be  admirably  composed  and 
perfectly  subdue  the  surrounding  architecture,  but  they  do 
not  add  to  the  gaiety  of  life.  From  the  point  of  view  of  the 
sojourner  at  a  hotel,  they  are  unquestionably  dull,  and  they 
contribute  absolutely  nothing  to  the  popularity  of  the  cara- 
vansary in  which  they  are  situated.  But  in  the  Knickerbocker 
it  is  different.  Mr.  Maxfield  Parish  has  a  painting  over  the 
bar  representing  the  merry-making  of  Old  King  Cole;  and, 
quite  apart  from  the  technical  merit  of  the  painting,  it  would 
be  impossible  to  place  a  more  amusing  treatment  of  a  more 
appropriate  subject  in  that  particular  spot.  It  is  not  merely 
a  mural  painting  which  is  trying  hard  to  be  good  and  keep 
its  place  upon  the  wall;  it  is  a  happy  and  a  living  illustra- 
tion of  merry-making  which  should  and  will  make  its  appeal 
to  the  patrons  of  the  bar.  It  will,  if  you  please,  make  those 
patrons  "smile,"  and  in  so  doing  it  will  do  what  very  few 
works  of  art  have  ever  done — it  will  pay  its  way.  So  it  is 
with  the  painting  of  Mr.  James  Wall  Finn  in  the  Flower 
Room.  Mr.  Finn  also  has  not  sought  merely  to  be  good.  He 
has  been  fancy  free  in  the  imagining  and  in  the  peopling  of 
his  garden  of  flowers,  and  the  consequence  is  that  it  is  not 
only  a  very  beautiful  picture,  but  it  is  also  a  most  entertain- 
ing one.  It  is  full  of  amusing  incident  which  will  attract 
and  repay  the  attention  of  the  people  eating  in  the  room  and 
help  them  to  have  a  more  diverting  time.  It  is  to  be  hoped 
that  this  lesson  will  not  be  forgotten  in  the  decoration  of 
subsequent  hotels, 
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New  Rule  for  Concrete  Construction. 

ONE  of  the  questions  connected  with  the  Introduction  of 
concrete  systems  of  construction  into  more  or  less 
general  use  In  this  country  has  to  do  with  the  choice  of  the 
trade  whose  province  it  will  be  to  erect  buildings  of  this  sort 
and  the  wages  that  will  be  paid  for  doing  it.  In  the  past  it 
has  been  reckoned  by  the  advocates  of  particular  methods  of 
using  concrete  for  structural  forms  that  it  was  cheaper  than 
brickwork,  and  as  enduring,  and  a  stated  reason  for  this 
was  that  on  account  of  its  simplicity  ordinary  labor  could 
perform  most  of  the  work,  and  it  was  not  necessary  to  pay 
the  wages  required  in  skilled  trades.  Suddenly  the  mason 
and  bricklaying  trades,  perceiving  the  importance  which  con- 
crete work  had  taken  on  in  the  metropolitan  district,  and 
foreseeing  a  certain  competition  which  it  would  set  up  with 
granite,  marble,  stone  and  brick,  demanded  from  general  con- 
tractors that  their  trade  should  have  the  exclusive  right  to 
execute  all  forms  of  concrete  construction  and  be  paid  for  it 
at  rates  now  prevailing  and  recognized  by  the  mason  and 
bricklaying  unions.  In  other  words,  if  apartment  houses, 
warehouses,  factories  and  garages  were  to  be  built  with  con- 
crete walls  instead  of  brick  walls,  and  armored  concrete  floors 
and  partitions  instead  of  terra  cotta  floors  and  partitions, 
they  would  insist,  with  all  the  power  and  influence  at  their 
command,  on  doing  the  work;  and  they  are  the  most  powerful 
body  of  mechanics  in  the  city,  whose  final  word  has  ever 
been  law  in  any  contension  between  masters  and  journeymen. 
The  mason  builders  of  this  city  have  never  been  able  to  bid 
defiance  to  their  masons  and  bricklayers,  though  the  latter 
affirm  that  they  never  strike,  leaving  the  public  to  infer  that 
their  points  are  gained  by  the  self-evident  justice  of  their 
cause,  by  the  eloquence  of  their  oratory,  or  the  soundness 
of  their  logic,  though  on  one  or  two  occasions  certain  large 
contractors  have  discerned  on  the  horizon  something  having 
the  form  and  appearance  of  what  in  other  trades  is  generally 
termed  a  strike.  With  the  same  wages  paid  for  concrete 
work  as  for  stone  and  brick  work,  there  would  be  less  reason 
for  concrete  and  its  field  of  employment  would  be  restricted; 
and  cement,  instead  of  stepping  into  the  place  of  a  primary 
building  material  on  the  same  social  level  as  wood,  granite, 
stone,  brick,  iron  and  marble,  would  be  kept  back  in  a  second- 
ary position,  along  with  lime,  sand,  gravel  and  paint.  Other 
cities  might  do  as  they  would,  but  as  for  New  York  it  would 
not  have  cement  taking  the  place  of  marble,  brick  and  cut 
stone  and  trying  to  imitate  them  without  paying  the  same 
wages.  On  that  determination  the  bricklayers  and  masons 
stood  for  several  weeks,  causing  much  anxiety  to  the  cement 
interests;  but  with  the  continuance  of  the  negotiations  and 
discussions  over  the  question,  which  still  continue,  the  repre- 
sentatives of  the  journeymen  have  modified  their  claims. 
After  reflection  they  concluded  that  there  are  some  parts  of 
concrete  work  they  do  not  fancy,  as,  for  instance,  the  wheel- 
ing and  pouring  of  the  mixture  into  the  forms  arranged  to 
receive  it;  this  they  would  leave  to  men  who  could  do 
nothing  better.  But  upon  one  thing  they  will  ever  insist, 
they  tell  their  employers,  and  it  is  that  concrete  structures,  to 
gain  exemption  from  the  schedules  of  the  skilled  trades, 
must  be  built  all  of  concrete,  or,  more  properly,  reinforced 
concrete,  and  stand  before  the  world  for  what  they  are.  They 
cannot  be  veneered  with  a  four-inch  wall  of  handsome  brick- 
work, to  make  them  appear  more  costly  than  they  really  are; 
they  must  be  one  thing  or  the  other.  No  union  bricklayer 
will  help  build  a  brick  veneer  for  a  concrete  wall;  he  will 
not  help  to  build  a  structure  part  of  brick  laid  by  first-class 
mechanics  and  part  of  concrete  poured  in  by  laborers.  He 
and  his  fellows  will  not  otherwise  shut  the  metropolitan  door 
against  concrete,  or  set  their  faces  against  architectural 
progress;  but  architects  and  engineers  must  let  the  new 
material  stand  for  what  it  is  and  not  as  an  imitation  of  stately 
brick  and  marble,  mosaic,  tile  or  stone.  The  last  chapter  in 
the  peaceable  negotiations  between  the  mason  builders  and 
their  journeymen  is  some  distance  away;  but  upon  this  one 
rule,  if  upon  no  other,  the  mason  and  bricklaying  trade  has 
taken  its  stand  irrevocably,  as  we  are  authoritatively  in- 
formed; and  who  will  say  it  is  not  logically  right  in  so 
maintaining?  Our  engineers  have  learned  how  to  make  con- 
crete strong;  let  our  architects  now  learn  how  to  make  it 
beautiful. 


A  system  of  "records"  Is  as  Indispensable  in  a  real  estate 
office  as  a  ticker  In  a  broker's.  It  is  a  time  saver  and  money 
maker.  The  Record  and  Guide  offers  a  real  estate  service, 
consisting  of  a  System  of  Units,  covering  the  requirements  of 
everybody— from  the  small  Bystem  of  little  cost  to  the  elaborate 
service  Intended  for  banks  and  the  offlcea  of  the  larger  brokers, 
Scope  of  each  Unit  different;  efficiency  similar.  See  us  about 
your  case,    ■will  advise  you,    prop  postal  to  Record  and  Guide, 


Co-operative  Apartment  Houses. 

To  the  Editor  of  the  Record  and  Guide: 

I  read  your  valuable  article  upon  Co-operati\-e  Apartment 
Houses  in  your  issue  of  October  13.  Tou  ascribe  the  excess 
of  profit  made  by  the  artists  in  Sixty-seventh  street  over  that 
ordinarily  made  by  the  speculative  builder,  mainly  to  the  more 
economical  inethods  of  conducting  the  co-operative  operation. 

This  Is  undoubtedly  a  factor,  but  I  think  a  more  important 
factor  Is  that  the  artists  have  been  able  to  wait  four  years 
for  their  profit  in  the  rise  of  land  values,  while  the  speculative 
or  other  builder  has  to  realize  within  a  year  or  two.  And, 
what  is  even  more  important,  that  the  artists  who  occupy  the 
building  bring  wealthy  people  there  and  make  that  particular 
spot  a  desirable  one;  that  Is  to  say,  they  transport  to  that 
place  and  concentrate  there  a  large  part  of  that  land  value 
which  everyone  unconsciously  carries  about  his  person. 

Yours   truly, 

BOLTON   HALL. 

There  is  some  truth  in  the  qualification  offered  by  our 
correspondent  to  the  explanations  contained  in  The  Record 
and  Guide  of  the  success  of  these  co-operative  apartment 
houses,  but  the  causes  which  he  mentions  have  had  less  influ- 
ence than  he  thinks.  The  owners  of  these  studio  buildings 
did  not  have  to  wait  four  years  for  their  profits.  The  apart- 
ments in  the  first  building,  which  was  finished  in  1901,  sold 
at  a  large  premium  just  as  soon  as  it  was  occupied  by  its 
owners.  This  premium  has  increased  during  the  five  years 
and  more  which  have  subsequently  elapsed,  but  the  increase 
which  has  since  taken  place  is  not  so  large  as  the  original 
premium.  It  is  true  also  that  the  selection  by  these  com- 
panies of  Sixty-seventh  street  made  that  thoroughfare  more 
desirable  for  residential  purposes  and  helped  to  increase  the 
value  of  the  land;  but  in  the  .buildings  which  were  subse- 
quently erected  this  increase  was  discounted  by  the  larger 
sum  which  the  original  subscribers  were  obliged  to  pay  for 
their  stock.  Thus,  in  the  second  building,  the  shares  en- 
titling the  owner  to  a  studio  apartment  cost  $13,000,  as  com- 
pared to  $10,000  in  the  original  building;  wnile  in  the  third 
building  the  original  subscription  was  $15,000.  Since  the 
third  building  was  erected  neither  land  values  nor  the  cost  of 
building  has  materially  increased,  and  still  the  apartments 
in  that  building  sell  at  a  handsome  premium.  The  apart- 
ments which  the  original  subscribers  purchased  for  from 
$10,000  to  $15,000  fetch  rentals  varying  between  $2,200  and 
$2,5  00  a  year,  which,  inasmuch  as  they  are  tax-free  and  the 
buildings  pay  their  own  running  expenses,  must  be  admitted 
to  be  a  lucrative  investment.  Moreover,  we  are  informed 
that  such  apartments,  even  when  rented  at  $2,300  a  year, 
cost  less  per  square  foot  of  space  than  do  other  apartments 
in  fireproof  buildings  on  the  West  Side. 

It  must  be  admitted,  however,  that  comparatively  economic 
methods  of  financing  are  not  the  only  reasons  for  the  peculiar 
financial  success  of  these  buildings.  We  believe  that  the 
employment  of  abundant  capital  had  more  to  do  with  their 
success  than  any  other  single  cause,  but  other  causes  have 
contributed.  In  the  first  place,  they  had  the  advantage  of 
an  admirable  and  economical  plan,  which  gave  to  the  owners 
of  the  large  apartments  abundant  living  room,  facing  full 
south,  while  the  only  room  on  the  north  side  of  the  building 
was,  of  course,  the  studio,  which  could  not  be  placed  any- 
where else.  In  the  second  place,  the  classification  by  the 
Building  Department  of  these  edifices  as  studios  enabled 
them  to  be  built  150  feet  high,  in  defiance  of  that  provision  of 
the  Tenement  House  Law  which  limits  the  height  of  tene- 
ments to  one  and  one-half  times  the  width  of  the  street  in 
which  they  are  erected.  This  classification  was  erroneous, 
becaute  each  of  the  buildings  contained  at  least  thirteen 
apartments,  occupied  for  housekeeping  purposes;  and  the 
mistake  has  since  had  to  be  corrected  by  special  legislation. 
But  it  enabled  the  co-operative  companies  to  put  a  much 
taller  building  on  comparatively  low-priced  land  than  any 
speculative  builder  could  have  done.  Thus  the  companies 
obtained  a  larger  rentable  area  at  a  lower  cosi  than  they  could 
have  secured  with  a  lower  structure.  Each  of  the  studio 
buildings  in  Sixty-seventh  street  contains  three  or  four  large 
and  twenty  small  apartments,  which  are  rented  and  which 
supply  the  necessary  income  to  the  companies;  and  these 
small  studios  rent  very  easily,  because  they  are  excellently 
adapted  to  the  needs  of  artists  who  are  not  very  well  off.  We 
imagine,  however,  that  these  rented  apartments,  the  Income 
from  which  now  pays  the  taxes,  the  interest  on  the  mortgage 
and  the  running  expenses,  may  in  the  end  prove  to  be  a  weak 
point  In  the  plan.  So  far  the  buildings  have  been  filled  to 
the  brim,  but  In  the  long  run  the  number  of  such  buildings 
will  increase  and  the  supply  of  apartments  will  exceed  the 
demand.  Whether  the  oi'(],inary  proportion  of  vacancies  will 
so  diminish  lb?  ijjcoroe  of  the  buildings  as  to  epwpromlsa 
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their  success,  we  do  not  know;  but  if  the  owners  of  the 
apartments  are  wise  they  will  assess  themselves  a  few  hun- 
dred dollars  each  year  for  the  purpose  of  establishing  a  larger 
reserve  for  deterioration  and  contingencies.  We  believe  that 
their  accounts  do  carry  a  sinking  fund  derived  from  an 
excess  of  income,  but  we  doubt  whether  this  fund  is  as  large 
as  it  should  be. 


IT  was  pointed  out  last  week  in  these  columns,  regarding 
the  opening  of  the  new  dry  goods  store  of  Benjamin 
Altman  &  Co.,  at  the  corner  of  Fifth  avenue  and  Thirty-fourth 
street,  that  a  transformation  was  taking  place  in  Fifth 
avenue.  The  old  Fifth  avenue,  with  all  that  the  name 
implies,  is  giving  way  to  a  "New  Fifth  Avenue"  of  a  totally 
different  character,  whicli  will  ultimately  make  the  thorough- 
fare, from  certain  points  of  view,  the  most  interesting  in  the 
United  States.  The  great  appreciation  in  values  of  property 
in  Fifth  avenue  is  strikingly  illustrated  by  the  sale  this  week 
of  the  Lotos  Club  property,  Nos.  556  and  558  Fifth  avenue, 
for  $750,000.  Mr.  Jacob  Neadle  was  the  purchaser,  and  the 
sale  was  made  through  Messrs.  Chambers  &  Veiller.  The 
club  acquired  the  Powers  house.  No.  556  Fifth  avenue,  owned 
by  a  member  of  the  Tweed  Ring,  for  $125,000  in  1892,  and 
the  adjoining  house.  No.  558,  was  bought  later  for  $105,000, 
making  a  total  of  $230,000 — a  profit  of  $520,000  on  the 
property  after  the  club  occupying  it  for  fourteen  years.  The 
Lotos  Club,  following  the  example  of  clubs  like  the  New 
York  Yacht,  the  New  York,  the  Engineers',  the  Century, 
Yale,  Harvard  and  others,  will  now  build  a  handsome  and 
commodious  clubhouse  in  one  of  the  side  streets  just  off 
Fifth  avenue  in  the  immediate  vicinity  of  its  present  house, 
of  which  it  will  retain  possession  for  a  year  or  more.  There 
is,  of  course,  a  certain  sentiment  and  desire  among  all  first- 
class  clubs  to  have  their  clubhouses  on  Fifth  avenue,  but 
that  thoroughfare,  at  any  rate  from  Washington  Square  to 
Fifty-ninth  street,  being  in  a  state  of  transition,  can  no 
longer  give  the  quietness  and  repose  that  is  desirable' in 
the  location  of  a  clubhouse.  There  are  now  too  much  traffic, 
noise,  turmoil  and  business  in  the  thoroughfare  to  make  it 
desirable  for  the  liome  of  a  social  organization.  Tlie  Union 
League  Club,  at  the  corner  of  Thirty-ninth  street  and  Fifth 
avenue,  is  on  leased  ground  and  must  locate  elsewhere  sooner 
or  later.  It  is  true  that  the  Union  Club  and  the  University 
Club  have  new'  and  palatial  homes,  but  it  cannot  be  many 
years  before  they  will  find  themselves  in  the  midst  of  retail 
stores,  hotels  and  all  kinds  of  business  establishments,  and 
Fifth  avenue  here  will  present  much  the  same  appearance  as 
it  now  does  between  Fourteenth  and  Twenty-third  streets. 
Another  reason  why  private  dwellings  and  clubs  will  be 
fewer  in  Fifth  avenue  between  Thirty-fourth  and  Fifty-ninth 
streets  is  the  increasing  traffic  owing  to  the  new  improve- 
ments, widening  and  extensions  consequent  on  the  recon- 
struction of  the  New  York  Central  Railroad.  When  this 
new  station  is  completed  a  constant  succession  of  vehicles 
will  be  crossing  and  traversing  the  avenue  from  Forty-second 
street  to  Fifty-ninth  street.  When  the  Pennsylvania  Railroad 
station  and  the  tunnel  are  open,  to  the  stream  of  traffic  on 
Fifth  avenue  will  be  added  all  that  contributing  to  the  latter 
great  system.  The  "New  Fifth  Avenue"  has  apparently 
come  to  stay. 


The  Building  Code. 


STATUS    OP   ARRANGEMENTS    FOR    THE    REVISION. 

AN  ANNOUNCEMENT  in  regard  to  official  proceedings 
preliminary  to  the  revision  of  the  Building  Code  may  be 
expected  when  the  business  of  the  general  elections  ha.s  been 
disposed  of.  Building  and  real  estate  interests  have  long  been 
waiting  to  hear  the  names  of  the  men  selected  to  constitute 
the  revision  commission.  In  consequence  of  last  year's  great 
agitation  for  the  abrogation  of  the  fireproof  wood  requirement, 
the  city  authorities  determined  to  scrutinize  the  whole  code  of 
building  laws  and  make  such  changes  as  are  required  by  the 
progress  of  the  times. 

It  is  earnestly  hoped  by  real  estate  and  building  interests  that 
the  practical  part  of  this  work  will  be  given  into  competent 
hands.  The  old  code,  perfect  and  admirable  in  its  day,  came 
largely,  we  believe,  from  the  hands  of  Mr.  Fryer,  now  the 
president  of  the  Board  of  Examiners,  who  is  being  strongly 
urged  for  a  position  on  the  new  commission,  as  are  also  Mr. 
Israels,  Mr.  Buek  and  Mr.  Edgar  Logan,  the  lawyer,  in  order 
to  ensure  the  performance  of  a  thoroughly  good  work.  In  all 
there  will  be  tan  experts  on  the  commission  representing  differ- 
ent branches  In  interest. 

It  Is  nine  months  since  (.Tan.  23)  the  Board  of  Aldermen  passed 
a  resolution  authorizing  the  Building  Committee  of  the  Board 
to  prepare  and  report  t-Jie  Sulldlngr  Code  In  an  amended  and 


revised    form,    and    authorizing    said    committee   to   engage    the 
services  of  ten  experts   to  aid   in  the  work  of  such  revision. 

It  is  five  months  since  (May  29)  the  Board  of  Aldermen  re- 
scinded the  original  resolution  on  the  ground  that  an  unscientific 
classification  of  experts — a  doctor,  a  plumber  and  a  sanitary 
engineer  being  included  therein — had  been  provided  for,  and 
adopted  a  substitute  resolution  for  the  appointment  of  the  same 
number  of  experts  but  classified  differently. 

It  is  eleven  months  (Dec.  11,  1905)  since  the  Mayor  vetoed  an 
ordinance  passed  by  the  Board  of  Aldermen  to  eliminate  from 
Section  105  of  the  Building  Code  clauses  relating  to  the  com- 
pulsory use  of  so-called  fireproof  wood  in  high  buildings. 

It  will  be  recollected  that  the  Mayor  in  hi'S  veto  message 
called  the  attention  of  the  Board  of  Aldermen  to  the  fact  that 
there  -are  many  existing  inconsistencies  in  the  Building  Code 
which  should  be  corrected,  and  that  many  of  its  sections  are 
in  sreat  need  of  revision,  and  that  he  deemed  it  desirable  that 
these  matters  should  be  fallen  up  and  considered  at  the  earliest 
passible  moment. 

Practically  a  whole  year  has  gone  by  without  anything  being 
done.  This  is  to  be  regretted,  it  for  no  other  reason  than  that 
fire  lines  (limits  within  which  the  erection  of  frame  buildings 
are  prohibited)  have  not  been  extended.  An  urgent  demand  by 
the  fire  underwriters  and  by  the  chief  of  the  fire  depart- 
ment for  new  fire  lines  has  been  made  for  three  years  past. 

It  has  been  a  matter  of  wonderment  among  those  who  have 
given  close  attention  to  Building  Code  mattere  why  the  Com- 
mittee on  Buildings  of  the  Board  of  Aldermen  has  not  ap- 
pointed the  commission  of  experts  and  proceeded  with  the  work 
of  revising  the  Code.  From  a  source  of  information  that  may 
be  accepted  as  entirely  reliable  it  is  said  that  the  announce- 
ment of  the  experts  selected  will  be  made  at  the  first  meeting 
of  the  Board  of  Aldermen  following  the  forthcoming  election 
in  November;  and  it  is  further  said  that  the  appointments  are 
deemed  Republican  patronage,  and,  therefore,  that  the  selection 
of  the  experts  will  be  made  by  a  Republican  leader  who  is  not  a 
member  of  the  Board  of  Aldermen.  Why  the  announcement 
of  the  appointments  is  kept  until  after  election  is  only  con- 
jectural. Possibly  the  results  of  the  election  will  determine 
just  how  the  division  of  the  patronage  is  to  be  made,  as  the 
Republicans  and  the  Municipal  Ownership  or  Hearst  Aldermen 
combined  control  the  board. 

It  is  but  fair  to  state  that  a  reason  why  there  has  been  such 
a  delay  in  taking  up  the  Building  Code  revision  is  that  a  com- 
mittee of  the  Board  of  Aldermen'  has  long  been  engaged  on  a 
codification  of  all  the  city  ordinances — not  a  revision,  but  a 
gathering  together  of  the  ordinances  so  that  it  may  be  seen 
just  what  they  are  at  the  present  time.  Later  on  it  is  intended 
to  undertake  a  general  revision.  No  doubt  this  is  a  very 
proper  and  commendable  work,  for  the  ordinances  in  general 
are  in  a  more  or  less  muddled  condition,  but  the  exception  to 
the  general  rule  is  the  Building  Code,  which  is  an  ordinance 
specially  authorized  by .  the  charter,  and  while  it  is  true  that 
since  its  adoption  in  1809  several  amendments  have  been  made 
thereto,  yet  it  is  not  that  these  amendments  are  not  known 
or  have  muddled  up  the  Code,  but  it  is  that  the  Code  in  its 
technical  subjects  requires  many  changes,  and  its  proper  revision 
is  a  pressing  need. 


A  Protest  Against  High  Rents. 

At  a  tenants'  mass  meeting  in  Cooper  Union  on  Wednesday 
evening  a  speaker  estimated  that  the  number  of  vacant  city 
lots  on  Manhattan  Island  below  14Gth  st  is  about  seventeen 
thousand.  Resolutions  were  passed  protesting  against  ex- 
tortionate rents,  the  injustice  which  taxes  improved  property 
heavily  and*  vacant  lots  a  trifle,  and  pledging  the  members  of 
the  Tenants'  Union  of  New  York  (under  whose  auspices  the 
meeting  was  held)  to  give  their  suffrages  only  to  those  can- 
didates for  State  officers  and  for  the  Judiciary  who  pledge  their 
best  endeavors  for  the  relief  of  the  oppressed  rent-payers  of 
this  city;  and  that  pending  remedial  legislation  and  an  im- 
provement in  the  conduct  of  our  public  officials,  they  agree  to 
use  their  best  efforts  to  unite  their  neighbors  in  their  own  de- 
fense  against   further   oppression   and   extortion. 

Mr.  Cornelius  Donovan  presided:  He  said:  "Grasping  land- 
lords have  taken  advantage  of  the  scarcity  of  houses  and  have 
raised  the  rents  for  apartments  so  high  that  when  these  are 
paid  too  little  remains  for  food  and  nothing  for  clothing." 
Another  speaker  said:  "New  York  City  ought  to  offer  prizes  to 
those  who  put  up  buildings— this  is  my  original  suggestion. 
The  man  who  keeps  his  property  unimproved  should  bear  the 
taxation,  and  it  should  be  a  sort  of  fine  for  his  failure  to  provide 
buildings  to  shelter  the  people." 


Fully  "2(10  men  have  joined  the  Real  Estate  School  at  the 
West  Side  Y.  M.  C.  A.,  evincing  the  new  and  wonderful  inter- 
est that  Is  being  taken  in  the  various  subjects  related  to  real 
estate  interests  In  this  city;  and  the  term  now  begun  is  assured 
of  more  successful  feature's  than  its  popular  predecessors.  Mr. 
Brltigan,  the  Educational  Director,  may  be  addressed  at  the 
Y,  M.  C.  A.  Building  for  information.  Some  very  prominent 
broker?  a-re  attending  tJi?  school  thlg  jr.jar. 
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Lecture  Before  the  Concrete  Association. 

WHEN  fhe  Brunswick  Building  on  Madison  Square  is  fin- 
ished tlie  Concrete  Association  will  occupy  the  top  floor, 
and  will  there  in  connection  with  its  headquarters  fit  up  a  per- 
manent exhibition  illustrative  and  typical  of  the  various  divi- 
sions  of  concrete  construction. 

This  important  announcement  was  made  to  a  larg'e  audience  in 
the  Madison  Square  Garden  Concert  Hall  on  Wednesday  even- 
ing' upon  the  occasion  of  the  lecture  by  Mr.  Richard  L.  Hum- 
phrey, M.  Am.  Soc.  C.  E.,  before  the  membei-s  of  the  associa- 
tion. The  great  hall  was  well  filled  by  men  representing  the 
leading  building  material  and  construction  companies  of  New 
York  and  the  concrete  industry  at  large.  Mr.  Humphrey  is  the 
president  of  the  National  Cement  Users'  Association,  as  well 
as  a  member  of  the  U.  S.  Geographical  Survey.  He  was  sent 
by  the  Government  to  the  Pacific  Coast  to  investigate  the 
cause  and  effect  of  the  earthquake,  and  his  lecture  embodied 
such  observations  as  he  thought  would  interest  the  members 
of  the  Concrete  Association. 

The  lecture  was  preceded  by  a  short  illustrated  introduction, 
by  Mr.  Ross  F.  Tucker,  president  of  the  Concrete  Association 
of  New  York.  Mr.  Tucker  spoke  of  California  being  the  birth- 
place  of    the    concrete    building    and    of    Mr.    Ransome's    early 


(Mr.  Richard  L.  Humphrey  explaining  that  the  steel  beam  in  the 
*airraount  Hotel.  San  Francisco,  would  not  have  buckled  had  it 
been   encased   in   concrete.) 

■methods  of  construction,  and  particularly  about  the  wonder- 
ful hicrease  in  Portland  cement  production  in  the  United 
States.  Mr.  Tucker  announced  that,  as  stated,  the  association 
would  have  permanent  rooms  on  the  top  floor  of  the  New 
Brunswick  Building,  at  20th  and  27th  sts  and  Oth  av,  wlien 
completed,  and  that  every  one  interested  in  cement  products 
was  invited  to  come  and  see  them,  and  that  in  connection,  an 
exhibition  covering  all  classes  of  work  would  be  carried  on 
constantly.  He  then  introduced  Mr.  Humphrey,  the  lecturer 
of    the   evening. 

Mr.  Humphrey  said  it  was  impossible  to  describe  the  earth- 
quake itself,  but  he  thought  that  with  the  help  of  the  slides 
he  could  show  something  in  regard  to  the  effects  on  building 
construction.  He  began  with  an  illustrative  map  of  the  vicinity 
of  San  Francisco,  showing  the  "faults"  or  slits  which  extend 
in  a  southeasterly  direction  from  San  Francisco.  It  was  at 
one  of  these  "faults"  that  the  earfh  "slipped"  in  a  horizontal 
movement  and  caused  the  earthquake.  The  next  slide  showed 
a  photograph  of  one  of  the  slits  along  which  the  Spring  Valley 
Water  Works  had  pipes  running  to  San  Francisco,  and  which 
suffered  destruction,  and  a  later  slide  showed  one  of  the  heavy 
80-inch    wrought-iron   pipes   pulled   completely  apart. 

The  next  few  slides  shovi-ed  the  ruins  of  the  city  of  San  Jose, 
to  illustrate  the  faulty  forms  of  construction.  The  following 
is    a    general    description    of    the    remaining   slides: 

Leland  Stanford  University,  ruins  of  the  gate,  stone  con- 
etructlon;    library,    tower   remained;    it   was  steel   constructed; 


hall,  tower  fell,  stone;  dormitory,  very  little  damaged,  concrete, 
reinforced;  railroad  bridge,  concrete  moved,  but  not  cracked; 
finally  pictures  of  the  ruins  of  steel  buildings  in  San  Fran- 
cisco, to  illustrate  the  proposition  that  concrete  is  the  material 
to  construct  buildings  with,  if  you  wi.-i'li  them  to  be  fireproof  as 
well   as  earthquake-proof. 

It  was  the  first  lecture  of  the  kind  ever  given  in  the  city, 
and  inasmuch  as  the  pictures  were  accompanied  by  interesting 
and  intelligent  explanations  and  comment,  it  was  an*  occasion 
which   interested   and   pleased   all   who   heard    it. 


Speculative  Buying  in  the  Vicinity  of   Penn- 
sylvania Station. 


A  NEW  RECORD  FOR  AUCTION  SALES— EFFECT  OF  THE 
MORRISON  DEAL  ON  VALUES. 

Despite  the  uncertainty  of  the  effect  that  the  Pennsylvania 
terminal  is  exerting  on  the  value  of  real  estate  between  7th 
av  and  Broadway  and  from  31st  to  38tli  sts,  the  interest  in  the 
region  seems  to  be  increasing,  if  the  present  buying  move- 
ment can  be  accepted  as  a  criterion;  and  taking  as  a  concrete 
example  the  large  returns  which  have  already  accrued  to  the 
advance  purchaser,  this  increased  buying  in  a  measure  is 
justified. 

Tiie  purchase  and  re-sale  of  one  of  the  prominent  corners 
in  the  Pennsylvania  district  serves  to  illustrate  the  prob.-ibility 
of  handsome  returns  in  this  locality,  and  mention  may  particu- 
larly be  made  of  the  sale  at  auction  some  three  years  ago  of 
the  northeast  corner  of  7th  av  and  33d  st,  which  brought  the 
sum  of  ?180,000.  The  plot  in  question  contains  about  3,900 
squai-e  feet  and  is  in  close  proximity  to  the  great  depot  now 
being  constructed.  This  same  parcel  figured  in  a  recent  deal 
involving  the  sun'_  of  about  ^435,000,  representing  an  approxi- 
mate profit   of  .*2.j5,000  in  a  very  short  space  of  time. 

That  the  figure  obtained  breaks  all  previous  records  for  the 
sale  of  real  estate  in  the  immediate  neighborhood,  cannot  be 
denied,  but  a  general  impression  prevails  that  the  price  estab- 
lished by  this  transaction  is  too  high,  notwithstanding  the 
decided  opinions  held  by  brokers  operating  in  that  part  of  the 
borough,  and  will  not  be  used  as  a  basis  of  determining  the 
value  of  other  parcels  in  the  locality,  until  the  improvements 
under  way  take  more  definite  shape  and  the  situation  is  re- 
lieved by  other  purcliases  that  are  now  pending. 

But  one  man's  opinion  is  as  good  as  another,  and  as  a  well 
known  operator  is  quoted  as  saying,  "More  speculators  err  on 
the  side  of  conservatism  these  times  than  ever  before."  How- 
ever, the  confirmation  of  the  news  this  week  that  Edward  A. 
Morrison  has  disposed  of  his  holdings  constituting  the  property 
for  which  the  McAdoo  Tunnel  Company  has  been  negotiating 
for  some  time,  and  which  takes  in  all  of  his  interests  on  the 
block  between  .32d  and  3.3d  sts,  for  which  .$2,000,000  is  supposed 
to  have  been  paid,  will,  beyond  doubt,  it  is  thought,  "stimulate 
a  fresli  desire  on  the  part  of  the  speculative  element  toward 
more  frequent  trading."  The  effect  of  the  price  obtained  on  the 
value  of  other  piH:>perty  nearby,  will,  it  is  believed,  result  in 
the  establishment  of  a  more  reliable  system  upon  which  future 
appraisals  will  be  made.  A  rough  computation  makes  the  total 
area  of  the  Morrison  properties  in  this  block  foot  up  about 
11,.~)00  square  feet. 

In  the  judgment  of  those  w-ho  are  closely  following  changes 
in  the  Pennsylvania  terminal  district,  the  price  established  by 
the  private  sale  reterred  to  in  the  first  instance  appears  to  have 
been  justified,  and  taken  together  with  the  McAdoo  purchase 
and  many  other  transactions  of  lesser  importance,,  seems  to 
be  exerting  a  wholesome  influence  on  the  auction  market. 
Two  of  the  scheduled  offerings  on  Oct.  24  by  Auctioneer  Jos  P. 
Day  \Aere  quickly  sold  .after  spirited  bidding.  One  parcel,  450 
Vth  av,  a  4-sty  building  with  one  store,  ]S.x75.  brought  .?.'S2,500, 
and  the  southwe.st  corner  of  7th  av  and  3.5th  st,  a  building  of 
the  same  height  with  two  stores,  24.8x50,  containing  1,233 
square  feet,  was  knocked  down  to  a  purchaser  for  ?S8.000,  or 
$71  per  square  foot;  thus  establishing  a  new  record  for  corner 
auction  .sales  in  the  terminal  section. 


Mortgage  Investments. 

Mr.  Arneberg,  of  E.  H.  Ludlow  &  Co.,  speaking  on  the  mort- 
gage  money  question   this   week,   said: 

"With  money  earning  a  much  greater  rate  of  interest  in  Wall 
st  and  other  channels,  is  it  to  be  wondered  that  loaning  insti- 
tutions complain  of  a  stringency  in  the  mortgage  loan  market?" 

"This  firm  is  in  frequent  receipt  of  many  excellent  loan  appli- 
cations," said  Mr.  Arneberg,  "but  some  of  the  mortgage-lending 
bodies  are  beginning  to  establish  such  conservative  rules,  due 
partly  to  this  cause,  and  are  beginning  to  show  such  a  decided 
preference  for  transacting  business  through  members  of  the 
bar,  that  it  is  becoming  difficult  to  interest  them  in  any  mort- 
gage investment,  unless  the  security  offered  happens  to  be  just 
in   the  territory  which  suits   them  best," 


— The   Board    of   Estimate  has   closed    and   discontinued   East 
181st,  between  Andrews  and  Aqueduct  avs. 
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The  Procuring  and  Selling  of  Real  Estate 

AN  IMPORTANT  PART 
OF  A  BROKER'S  WORK 

By  JOHN   R.  FOLEY 

The  second  lecture  of  the  term  before  the  Real  Estate  School 
of  the  West  Side  Y.  M.  C.  A.  was  delivered  on  Tuesday  evening, 
October  2ii,  by  John  R.  Foley,  Esq.,  on  a  subject  of  great  impor- 
tance to  the  broker — the  best  method  of  procuring  real  estate  for 
sale  and  then  of  disposing  of  it  at  a  price  satisfactory  to  both 
buyer   and   seller. 

The  procuring  of  salable  real  estate  in  the  Borough  of  Man- 
hattan is  to  my  mind  the  mast  difRcult  problem  that  the  young 
real  estate  man  just  starting  in  business  has  to  face.  When  I 
say  salable,  I  mean  the  class  of  property  that  the  speculator 
or  investor  will  purchase  in  a  conservative  market,  such  as 
confronts  us  today.  Of  course,  in  boom  times  such  as  we  had 
in  the  fall  and  winter  of  1004  and  10O.j,  the  broker  who  was 
fortunate  enough  to  have  a  list  of  property  in  the  boom  section 
on  his  books  or  cards,  had  no  difficulty  in  selling  and  wa;s  the 
one  who  made  the  commissions,  but  this  I  will  take  up  later. 
For  the  purpose  of  thoroughly  explaining  the  different  methods 
to  be  employed  in  procuring  property  for  sale,  I  have  divided 
them  into  five  different  classes: 

First — Through    ordinary    channels. 

Second — Through   personal  friends  and  acquaintances. 

Third — Through  advertising. 

Fourth — Following    ip  transfers,   auction   sales  and   wills   fded. 

Fifth — Through  canvassing  property  owners  in  sections  of  the 
city  where  property  seems   to  be  in  demand. 

I  will  take  up  the  first  class:  'ORDINARY  CHANNELS"; 
I  mean  when  you  have  your  sign  put  on  your  office  door  and  you 
feel  yourself  a  full-fledged  re.Tl  estate  broker;  the  .firsl  thing 
you  do  is  to  join  the  Real  Instate  Board  of  Brokers  of  the  City  of 
New  York;  then  have  an  announcement  card  lithographed  (if 
you  have  the  money)  or  printed  (if  you  are  worrying  about  how 
the  next  month's  expenses  ai-e  to  be  met),  and  distributed 
broadcast  among  your  relatives,  people  you  know  and  people 
you  never  cared  to  know  until  now,  announcing  you  are  in 
the  real  estate  business  and  soliciting  their  patronage.  You 
immediately  subscribe  to  the  official  leading  trade  paper,  the 
REAL,  ESTATE  RECORD  A.ND  GUIDE,  and  'send  out  to  every 
firm  or  man  who  has  an  advertisement  therein;  then  await  the 
result. 

Every  relative  and  speculator  who  received  the  announcement 
card  will  send  particulars  of  any  property  he  or  she  may  want 
to  dispose  of;  the  relatives  will  feel  it  their  duty  to  help 
along  a  relation,  and  if  it  is  only  a  plot  in  Greenwood  Cemetery 
or  a  lot  in  Kalamazoo,  Mr.  Broker- will  be  sent  particulars. 
Now  comes  the  professional  operator.  He  will  read  the  an- 
nouncement and  say  to  himself:  "Anolher  new  broker  in 
the  business;  guess  I  shall  give  him  a  chance."  So  out 
goes  a  printed  list  a  yard  long,  with  prohibitive  prices;  possibly 
the  operator  thinks  a  new  man  can  procure  better  prices  than 
an  experienced  broker,  so  just  to  help  things  along  'he  scratches 
out  some  of  the  list  prices  and  writes  in  higher  ones.  Then 
he  will  have  the  owner  come  in  who  will  assure  him  that  he  is 
giving  this  property  to  the  broker  as  a  special  favor,  to  help 
him  along,  and  that  no  other  broker  in  New  York  has  ever 
had  it  before,  etc.,  etc.,  where,  as  a  matter  of  fact,  every 
broker  in  New  York  now  has  it,  as  well  as  the  operators' 
printed  lists.  I  do  not  want  to  be  misunderstood  as  depreciat- 
ing the  operators'  properties,  for  these  gentlemen  are  a  class 
whose  acquaintance  the  young  broker  should  cultivate,  for.  if 
you  once  gain  their  confidence,  they  will  give  you  confidential 
prices  on  their  property  which  will  enable  you  to  find  a  pur- 
chaser; they  are  good  judges  of  values  and  as  a  rule  are  willing 
to  accept  a  fair  profit,  although,  at  some  of  the  prices  asked 
in  the  printed  lists,  no  sane  investor  would  buy  them.  AN- 
OTHER POINT  IS,  NEVER  LET  A  BUYER  SEE  ONE  OF 
THOSE  PRINTED  LISTS,  FOR  IT  IS  HUMAN  NATURE  NOT 
TO  WANT  TO  PAY  A  MAN  PROFIT  ON  HIS  PURCHASE. 
This  is  very  unjust  in  the  majority  of  case-;,  for  I  kni-w 
froai  pers-onal  experience  that,  in  many  cajcs.  property 
can  be  bought  at  a  lower  figure  from  an  operator  than  from 
an  estate.  The  reason  for  this  is  that  there  are  professional 
speculators  in  New  York  City  who  are  such  good  judges  of 
values  that  they  can  afford  to  sell  their  holdings  at  a  lower 
figure  than  the  people  who  have  owned  for  years.  Another 
thing  is,  an  operator  follows  a  good  business  maxim,  "Quick 
sales    and    small    profits." 

The  second  class,  "PERSONAL  FRIENDS  AND  ACQUAINT- 
ANCES," are  the  pepole  you  are  thrown  in  -with  every  day; 
you  meet  them  at  luncheon,  on  the  cai-s,  in  your  club,  and  in 
fact  every  place  you  happen  to  be.  Do  not  be  backward  in 
telling   them  your  business   and   asking   them   if   they   have   any 


property  for  sale;  no  one  will  refuse  to  give  you  particulars, 
and  as  a  man  is  always  in  a  more  liberal  mood  when  he  is 
away  from  his  office,  he  may  tell  you  about  some  special  piece 
of  property  that  belongs  to  his  family,  which  he  probably 
never  though  of  offering  before.  One  of  the  largest  sales  I 
ever  made  was  through  meeting  a  lawyer  friend  in  the  elevated 
railroad  one  evening  on  my  way  home.  I  had  just  closed  a  con- 
tract in  his  office  a  few  hours  previously.  In  the  course  of  con- 
versation I  asked  him  if  he  represented  any  pix)i>erty  owners 
^vho  would  sell.-  He  did,  and  through  this  little  incident  ray 
office  made  a  commission  running  into  four  figures.  Never 
lose  the  opportunity  to  form  the  acquaintance  of  the  right  sort 
of  people,  for  they  are  a  most  important  part  of  your  stock 
in    trade. 

Advertising  for  property,  in  years  gone  by,  was  a  very  success- 
ful method,  but  to-day  I  consider  it  the  least  beneficial.  It  is 
all  right  for  selling,  but  not  for  procuring.  The  only  advan- 
tage it  has  is  to  keep  your  name  before  the  public,  and  an 
o'vnei  may  pick  you  out  from  the  other  brokers  to  have  you 
offer  his  property  for  sale.  I  believe  in  going  over  the  dally 
papers  carefully  and  answering  advertisements  of  properties 
advertised,  for  among  this  large  number  of  "ads."  inserted 
by  owners  and  reputable  brokers,  you  may  find  just  what  you 
a:v  looking  for.  Beware  of  the  "ad."  that  reads  as  follows: 
"Have  a  client  with  $100,000  to  invest  in  cold-water  flats, 
business  property  or  vacant  lots;  no  notice  taken  unless  full 
particulars  given;  address  of  Z.  Z.,  'Herald,'  'Journal,'  "  or 
some  other  newspaper  office.  You  can  rest  assured  he  is  an 
irresponsible  broker  and  you  will  never  hear  from  .vour  property 
again. 

FOLLOWING  UP  TRANSFERS.  AUCTION  SALES,  WILLS 
PILED. — This  system  requires  a  large  amount  of  time,  labor 
and  expense.  In  the  first  place,  1  should  advise  the  broker  to 
subscribe  to  one  or  the  other  information  bui-eaus  now  in  ex- 
istence, the  REAL  ESTATE  RECORD  AND  GUIDE'S  or  the 
concern  so  ably  managed  by  Mr.  Lee,  the  "New  York  Real  Es- 
tate Directory" — I  understand  that  they  have  recently  joined 
interests  and  are  operated  as  one  corporation.  These  people 
issue  cards  weekly,  giving  the  transfers  and  names  of  buyers. 
A  letter  should  be  sent  to  each  purchaser,  followed  up  by  a 
personal  interview,  in  case  no  reply  is  received,  asking  per- 
mission to  offer  the  property  for  sale.  Also  follow  up  the  daily 
auction  sales  in  the  real  estate  auction  room  in  the  same 
manner.  The  daily  papers  publish  the  buyers  and  exact  price 
paid,  and  as  many  auction  sales  are  bought  in  by  the  plaintiff 
in  foreclosure,  the  chances  are  they  will  be  very  glad  to  sell, 
only  desiring  the  original  amount  of  mortgage  loaned,  with 
the  expenses  and  probable  excess  over  mortgage  they  were 
forced  to  pay  in  order  to  protect  themselves.  Many  cheap 
pieces    of    property    are    acquired    in    this    way. 

As  to  following  up  wills  filed,  I  consider  this  the  most  im- 
portant form  of  acquiring  the  class  of  real  estate  which  can 
be  readily  sold.  As  soon  as  a  person  dies,  his  or  her  will  is 
filed  with  the  surrogate,  showing  the  property  owned  by  the  de- 
ceased, name  of  executor  or  executors  and  the  attoi-ney's  name 
and  address.  This  information  is  also  furnished  by  the  informa- 
tion bureau  referred  to  by  me  this  evening.  You  should  call  on 
or  send  an  intelligent  representative  to  the  executor  or  execu- 
trix in,  say,  a  month  or  so  after  the  will  is  filed.  If  the  estate 
is  to  be  sold  for  division  among  the  heirs  you  will  either  be 
given  the  particulars  or  told  when  the  property  is  to  be  offered. 
Great  diplomacy  and  judgment  must  be  used  by  a  broker  ap- 
proaching a  stranger  to  ask  for  the  privilege  of  trying  to  sell 
his  real  estate.  In  the  first  place,  gentlemanly  conduct  and  a 
large  amount  of  self-assurance  is  necessary.  Now,  by  assur- 
ance, I  don't  mean  nerve;  you  must  be  able  to  impress  your 
executor  that  you  are  a  man  able  to  do  what  you  say,  and 
where  one  broker  succeeds  in  his  mission,  five  will  fall  tlirough 
undue  modesty.  I  remember  an  occasion  of  a  young  man  in 
my  office  calling  on  an  executor  the  day  after  the  will  was 
filed.  On  calling  at  the  house,  he  met  the  funeral  party  com- 
ing down  the  steps.  This  did  not  phase  my  young  friend  in 
the  least,  as  he  went  right  up  to  the  executor,  who  happened  to 
be  a  brother  of  the  deceased,  and  asked  him  if  the  property  was 
for  sale.  You  can  imagine  that  we  never  had  a  chance  to 
.sell  that  property.  Here  was  an  illustration  of  assurance, 
but   no  diplomacy. 

It  is  very  necessary  for  a  broker  to  keep  some  sort  of  a 
system  of  property  sold  throughout  the  city.  This  may  be 
done  by  card  index  or  by  placing  the  transfers  each   week  on 
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an  atlas.     For  my  part  I  prefer  the  latter,  as  you  can  see  in 
a  glance  who  has  bought  in  any  section  of  the  city. 

I  believe  in  every  real  estate  office  preparing  thoroughly  for 
a  boom  which  may  strike  any  section  of  the  city.  For  in- 
stance, Washington  Heights  and  the  Bronx  each  had  one  in 
1901  and  1905.  The  brokers  who  had  canvassed  these  districts 
and  were  prepared  for  customers,  reaped  the  reward  of  fhelr 
labors  in  large  and  numerous  commissions.  Keep  yourself  or 
office  staff  plugging  all  the  year  canvassing  property  owners  for 
permission  to  sell  their  properties.  Tou  may  not  succeed  in 
selling  a  piece  in  years,  but  the  minute  any  activity  is  shown 
in  a  section,  you  are  ready  with  the  goods.  Divide  your  city 
up;  take  first,  downtown  south  of  Liberty  st,  then  Liberty  st 
to  14th  st;  then  14th  to  40th  st.  East  and  North  River,  and 
so  on  throughout  the  city.  This  is  hard  and  tedious  work,  but 
it  will  pay  you  in  the  long  run.  One  important  thing  I  wish 
to  impress  on  you  this  evening  is  the  necessity  of  keeping  your 
property  filed  in  such  a  manner  that  you  can  lay  your  hand 
on  the  full  particulars  at  any  moment.  Such  a  sj-stem  I  have 
in  my  office,  and  I  have  brought  witli  me  some  of  my  filing 
cabinets  to-night,  which  is  the  result  of  many  years'  thought 
and  labor.  (Explains  system.)  It  cannot  be  expected  of  a 
young  man  just  starting  in  business  to  be  able  to  judge  the 
fair  market  value  of  a  property  that  i.?  offered  him  for  sale; 
and  the-  problem  of  his  not  being  able  to  pick  the  wheat  from 
the  chaff  will  be  one  of  the  hardest  things  he  has  to  contend 
with.  The  majority  of  buyers  are  well  informed  as  to  values 
and  everybody  is  looking  for  a  bargain,  and  I  can  assure  you 


buyers  may  be  divided  into  three  classes:  ihe  man  who  wants 
a  propi.rty,  the  man  who  tliinks  he  wants  it,  and  the  man  who 
buys  it  because  somebody  else  tells  him  to  do  so.  In  the  first 
instance,  the  broker  has  an  easy  sale;  this  man  is  willing  to 
pay  a  fair  market  value  because  he  needs  the  property  for 
some  specific  purpose  The  man  who  thinks  he  wants  it  is  a 
hard  nut  to  crack;  he  will  make  the  broker  all  sorts  of  ridicu- 
lous offers.  If  tha  broker  is  new  at  the  business,  he  will  submit 
the  offer  and  probably  be  kicked  out.  Not  so  with  the  old 
timer;  lie  will  say  "All  right,  sir;  I  will  submit  it";  but  instead 
of  doing  so,  he  will  walk  around  the  block  and  come  back  to 
the  gentleman  and  say:  "Nothing  doing."  He  will  then  get  a 
better  one;  the  broker  will  take  another  walk,  then  when  he 
has  succeeded  in  getting  the  party  up  to  some  reasonable  figure 
in  the  neighborhood  of  the  seller's  price,  he  will  see  the  seller 
and  try  to  get  him  down  in  Ills  price.  So  he  goes  back  and 
forth,  getting  one  up  and  the  other  down,  and  when  he  finds 
lie  has  gone  the  limit,  then  is  the  time  to  bring  the  principals 
together  and  try  and  split  the  difference.  This  plan  generally 
succeeds.  If  you  are  successful  in  bringing  their  minds  to- 
gether, have  the  contract  drawn  up  at  once;  do  not  let  the 
deal  go  over  until  morning,  or  the  chances  are  the  buyer  will 
lose  confidence  in  his  own  judgment  and  allow  himself  to  be 
talked  out  of  the  deal  by  some  relative  or  friend  who  is 
anxious  to  impress  him  with  his  or  her  wisdom  and  judgment  in 
property  affairs.  A  broker  must  be  very  careful  not  to  show 
any  partiality  while  in«the  presence  of  buyer  and  seller  whom 
he    represents.      Remember    you    cannot    serve    two    masters    to- 
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you  consider  good  income  producing  properties,  if  for  an  in- 
vestor; and  if  for  a  speculator,  you  must  consistently  hammer 
the  owner  down  until  he  is  ready  to  take  a  price  for  his  prop- 
erty that  is  within  reason.  I  will  assume  now  that  my  young 
broker  has  a  large  stock  of  property  in  hand,  well  filed  and 
covering  the  entire  city  of  New  York.  If  he  is  a  specialist, 
like  a  friend  of  mine  who  only  sells  corners,  you  have  every 
corner  property.  It  a  dealer  in  private  dwellings  in  the  'oth  and 
Madison  av  sections,  you  are  well  supplied.  You  say  to  your- 
self: "Mr.  Foley  told  me  how  to  get  property  and  I  have  it  in 
bunches,  but  I  have  office  rent,  a  stenographer,  salesmen,  etc., 
to  pay;  I  have  already  expended  large  sums;  how  am  I  going 
to  get  my  money  back?"  "Why,  find  buyers."  "But  here  I 
have  been  working  for  a  year  procuring  property  and  I  have 
not  made  a  cent,  and  today  I  am  long  on  property  and  short 
on  customers."  The  answer  to  this  is  that  you  should  also 
have  a  large  list  of  customers  by  this  time  and  have  made  a 
number  of  sales.  When  you  received  the  long  printed  lists 
from  the  speculators,  you  should  have  made  a  memorandum 
of  each  firm  or  individual's  name  in  a  card  cabinet.  (Shows 
card  cabinet.)  Whenever  you  received  a  property  from  any 
source  outside  of  a  speculator,  you  should  have  sent  one  of 
these  operators  particulars,  or,  better  still,  communicated  with 
him  personally.  ONE  INTERVIEW  IS  WORTH  A  DOZEN 
LETTERS  IN  ANY  TRANSACTION  INVOLVING  THE  SALE 
OF  PROPERTY.  When  you  were  talking  to  your  personal 
friends  and  acquaintances  at  the  club,  luncheon  or  some  other 
place,  you  should  have  asked  them  if  they  were  in  the  market. 
If  you  were  fortuYiate  enough  to  sell  a  piece,  the  chances  are 
the  party  will  want  to  buy  again.  When  you  are  following 
the  transfers,  the  grantor  has  to  re-invest  his  money.  Where 
is  the  safest  place?  Right  back  in  New  York  real  estate.  So 
I  can  keep  on  enumerating  methods  to  procure  buyers  similar 
to  those  employed  in  getting  property  for  sale.  Buyers  spring 
up  like  mushrooms  once  you  are  well  launched  in  your  profes- 
sion, but  the  Important  thing  is  to  be  able  to  sell  them  some- 
thing. As  the  RECORD  AND  GUIDE  in  its  able  article  of 
October  13,  1900,  entitled  "Whims  of  Buyers,"  saj^,  real  estate 


gether.  The  seller  is  the  man  who  paj-s  you  the  commission 
and  he  is  the  one  who  thinks  you  should  work  for  his  interests; 
but  the  buyer  also  feels  you  should  serve  him,  and  so  you 
should,  and  you  can  satisfy  both  if  you  have  worked  honestly 
to  bring  the  deals  about.  You  have  procured  the  best  price 
possible  from  the  buyer;  the  seller  has  accepted,  so  your  duty 
is  done  and  commission  earned.  Before  closing  my  remarks, 
I  wish  to  impress  upon  you  the  importance  of  avoiding  sharp 
practice  in  making  deals,  the  importance  of  dealing  straight 
with  your  brother  brokers;  where  you  are  dealing  together 
there  are  hundreds  of  ways  to  cheat  a  brother  broker  out  ot 
a  commission,  but  you  will  be  found  out  sooner  or  later  and 
be  surprised  what  a  small  town  New  York  is  after  all  to  have 
news  of  this  kind  fly  around. 


Informal  Discussion  on  the  Subject  of  "Mortgage  Loans" 
by  the  Acmy   Real   Estate   Club. 

The  Acmy  Real  Estate  Club,  which  consists  of  the  graduate 
inembfiri,  of  the  real  estate  class  of  the  West  Side  Young  Men's 
Christian  Association,  held  its  first  monthly  dinner  at  Reisen- 
weber's,  SSth  st  and  8th  av,  on  Monday  night.  The  attendance 
was  as  large  as  expected,  there  being  SO  persons  on  hand  who 
enjoyed  the  occasion. 

"It  is  the  purpose  of  the  club,"  remarked  Mr.  William  H. 
Britigan,  Educational  Director,  "to  continue  this  method  of 
bringing  the  mepibers  of  our  real  estate  classes  in  closer  touch 
with  one  another,  dispensing  with  formality,  and  encouraging 
the  open  discussion  of  many  problems  affecting  the  business  of 
the  real  estate  broker." 

Mr.  Chas.  C.  Edwards  spoke  on  the  subject  of  "Mortgage 
Lo.ans,"  first  touching  on  the  matter  of  the  incompleteness  of 
the  average  application  handed  in  by  the  real  estate  loan  bro- 
ker when  applying  to  financial  institutions.  He  said  that 
"the  application  blank  should  be  carefully  filled  out  and  nothing 
but  the  true  facts  stated,"  but  cautioned  -the  broker  to  first 
secure  a  signature  of  authorization  from  the  real  owner  In 
order  to  avoid  complications  which  frequently  arise;  and  further 
advised  a  close  personal  inspection  of   the  property  offered   as 
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security    before     finally    submitting    the    application    for    con- 
sideration. 

"In  a  large  number  of  cases  nearly  all  the  information  which 
has  any  direct  bearing  on  the  value  of  the  property  upon 
which  a  loan  is  desired  has  been  purposely  or  inadvertejitly 
arranged  so  as  to  convey  the  impression  that  the  broker  either 
desired  to  mislead  the  money  lender,  or  that  he  did  not  fully 
understand  his  profession,"  added  the  speaker.  "It  Is  a  mis- 
take," he  continued,  "to  attempt  to  conceal  true  conditions,  for 
it  is  fair  to  assume  that  lenders  on  mortgage,  especially  the 
large  title  companies,  maintain  accurate  and  expensive  systems 
to  properly  guide  them  in  arriving  at  average  and  just  valua- 


tions, and  the  broker,  if  he  persists  in  repetitions  of  this  char- 
acter, will  sooner  or  later  find  himself  classed  with  the  un- 
reliable." 

Following  this  address  President  Harsen  spoke  of  the  good 
work  done  in  the  past  by  the  real  estate  classes,  and  referred 
to  the  great  volume  of  business  transacted  in  the  mortgage  loan 
branch  of  the  brokerage  business,  making  interesting  compari- 
sons.   ' 

.  Remarks  by  Mr.  E.  A.  Treadwell  were  in  relation  to  the 
stringency  of  the  money  market,  as  applied  to  mortgages,  and 
his  allusion  to  various  foreign  systems  of  periodical  reduction 
of  principal   were  alike  interesting  and  instructive. 
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Windows  in  All  Tenement   Rooms. 


RULING  OF  THE  TENEMENT  HOUSE  DEPARTMENT 
UPHELD.— COMMISSIONER  BUTLER  ANSWERS  CER- 
TAIN CRITICISMS. 

THROUGH  a  decision  just  handed  down  by  Supreme  Court 
Justice  Bischoff  the  Tenement  House  Commission  is  up- 
held in  enforcing  the  provision  of  the  law  which  calls  for  the 
placing  of  a  window  in  every  room  of  a  tenement  house.  It 
will  have  a  widespread  effect  upon  building  operations  in  tlie 
greater  city. 

The  decision  is  in  effect  that  the  court  will  not  interfere  with 
the  judicial  discretion  of  the  commission.  John  O'Leary,  a 
builder,  who  is  erecting  a  row  of  tenements  on  Cambreling 
av,  the  Bronx,  applied  for  a  mandamus  to  prevent  Commissioner 
Butler  from  compelling  him  to  place  windows  in  alcoves  which, 
according  to  his  plans,  were  formed. by  the  peculiar  construc- 
tion of  the  buildings. 

The  Tenement  Commission  objects  to  these  alcoves  for  the 
reason  that  tenants  are  in  the  habit  of  stretching  curtains  in 
front  of  them,  and  thus  creating  a  bedroom  without  light  or  air. 
It  is  contended  that  if  alcoves  are  thus  turned  into  bedrooms 
they  must  be  provided  with  windows.  In  objecting  to  builders' 
plans  which  did  not  provide  such  windows  the  commission  has 
been  in  conflict  with  many  architects  throughout  the  city.  The 
test  case  brought  by  O'Leary  was  therefore  watched  with  much 
interest. 


AN  INTERVIEW  WITH  COMMISSIONER  BUTLER. 
In  issue  of  the  Record  and  Guide  of  September  8th  last,  there 
appeared  a  communication  from  Mr.  Louis  Berger,  president  of 
the  Brooklyn  Society  of  Architects,  condemning  and  protesting 
against  the  action  of  the  Tenement  House  Department  in  hold- 
ing up  some  one  hundred  and  fifty  sets  of  plans,  on  tlie  alleged 
ground  that  the  plans  are  drawn  in  violation  of  the  law  in 
showing  interior  bedrooms  without  the  required  amount  of 
light  and  ventilation.  Mr.  Berger  also  protested  against  the 
interpretation  of  the  law  by  the  Tenement  House  Department 
in  refusing  permits  for  buildings  on  the  ground  that  the  plans 
contain  "alcove"  or  "L-shaped"  rooms,  etc.  These  and  further 
statements  by  Mr.  Berger  were  answered  by  Commissioner 
Butler  this  week  in  an  interview  with  a  representative  of 
the  Record  and  Guide.     Mr.  Butler  said: 

"With  regard  to  the  charge  that  the  administration  of  the 
Brooklyn  office  is  in  the  hands  of  people  who  are  not  practical 
men  in  matters  pertaining  to  construction  of  tenements,  and 
that  Mr.  Sweeney  did  not  pass  a  Civil  Service  examination  for 
the  position  he  now  holds,  it  may  be  said,  that  while  it  is  true 
that  Mr.  Sweeney  did  not  pass  such  an  examination,  his  career 
as  a  builder  and  manufacturer  of  building  materials,  and  his 
experience  in  the  several  building  departments,  furnish  suffi- 
cient evidence  as  to  his  ability  to  fill  the  position  he  now  holds. 
The  following  facts  may  be  cited:  Mr.  Sweeney  has  held  his 
present  position  in  the  Tenement  House  Department  since 
March  3d,  1902,  and  has  certainly  had  ample  opportunity  in  that 
time  to  become  conversant  with  the  requirements  of  the 
Tenement  House  Law.  Prior  to  this  he  was  in  the  Building 
Bureau  of  the  Board  of  Education  for  a  period  of  three  years, 
and  prior  thereto  liad  been  in  the  Building  Bureau  of  Brooklyn 
for  a  period  of  four  years.  As  the  heads  of  other  departments 
are  not  directly  concerned  in  the  treatment  of  plans  no  further 
reference  to  this  matter  is  needed. 

"Whether  a  plan  examiner  is  termed  an  official  plan  examiner 
or  just  an  ordinary  plan  examiner  is  immaterial,  if  the  results 
accomplished  are  all  that  may  be  called  for  by  the  law.  The 
men  occupying  the  positions  of  plan  examiners  have  had  ex- 
perience and  training  in  the  Department,  and  the  business  has 
been  fairly  well  looked  after  up  to  date.  There  have  been  de- 
lays, It  is  true,  but  they  were  due  chiefly  to  two  causes.  The 
unusual  amount  of  work  that  came  into  the  bureau  from  early 
in  the  season  until  some  time  in  June,  and  the  fact  that  we  had 
lost  two  examiners  who  had  been  in  the  Department  for  several 
years    and    who    were   competent    and    experienced    men.      New 
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men  had  to  be  selected  to  fill  these  vacancies,  and  it  took  time 
to  meet  this  need.  Another  reason  for  delay  was  the  in- 
efHcient  condition  in  which  work  came  into  the  Department  from 
the  architects.  Many  of  the  architects  were  more  anxious  to 
get  their  work  into  the  Department  than  to  properly  prepare  it, 
or  to  make  the  necessary  corrections  after  such  enterings  were 
made.  There  were  on  October  1st  about  33  new  building  plans 
on  file  which  had  not  been  examined,  and  none  of  them  dated 
back  of  September  24th. 

"Tiiat  there  has  been  a  lack  of  sufficient  force  of  inspectors 
in  the  field  is  true,  but  this  deficiency  cannot  be  looked  upon  as 
any  hardship  to  builders,  unless  they  expect  the  inspectors  to 
supervise  the  conduct  of  their  work  and  act  as  foremen  for 
them  in  forcing  compliance  of  contracts  with  sub-contractors, 
and  to  make  up  for  the  deficiency  of  knowledge  concerning  • 
construction  work  characteristic  of  many  of  the  builders.  If 
the  builder  did  his  work  properly  he  had  nothing  to  hope  for 
or  fear  from  the  inspector. 

"On  the  question  of  concrete  there  is  considerable  friction 
between  the  Department  and  some  of  the  builders.  It  is  un- 
necessary to  make  an  extended  explanation  to  anyone  familiar 
with  the  business  of  building  on  this  score.  The  term  concrete 
is  rather  indefinite,  but  the  Tenement  House  Department  will 
never  permit  a  mixture  of  sand  and  gravel  to  be  foisted  upon  it 
as  concrete. 

"No  changes  involving  any  alteration  of  the  law  have  been 
made  in  the  Tenement  House  Department.  It  has  been  found 
necessary  at  times  to  deal  with  problems  arising  from  novel 
conditions  of  a  minor  character,  and  others  not  provided  for  by 
law,  but  all  such  cases  have  been  treated  individually  and 
with  a  view  to  carrying  out  the  spirit  of  the  law  and  doing  no 
injustice  to  the  individual.  All  such  decisions  are  made  by 
the  Commissioner  or  with  his  approval. 

"The  case  w'hich  Mr.  Berger  cited  is  one  that  comes  directly 
within  the  scope  of  the  Commissioner's  order  that  all  such  re- 
quests should  come  from  the  owner  and  the  information  be 
given  out  in  the  Bureau  of  Records.  There  is  no  instance 
where  such  information  was  refused  when  so  requested'.  Among 
other  reasons  for  the  issuance  of  this  order  is  that  of  protec- 
tion of  owners  and  builders  from  the  schemes  of  unsuccessful 
and  competitive  sub-contractors. 

"As  to  the  criticism  of  the  treatment  of  cases  not  coming 
within  the  requirements  of  section  93.  The  treatment  has  been 
and  will  continue  to  be,  that  where  there  is  no  sewer  in  a 
street  the  Department  will  insist  that  a  cesspool  be  provided. 
Looking  at  it  from  a  sanitary  point,  it  does  not  seem  that  this 
is  any  hardship.  It  may  be  'arrogant,"  but  it  is  not  so  'offen- 
sive' as  if  there  were  no  means  provided  for  taking  care  of  sew- 
erage. 

"With  regard  to  the  question  which  was  agitated  by  the 
Brooklyn  Architects'  Association  and  referred  to  in  the  Record 
and  Guide,  concerning  the  character  of  plans  objected  to  by 
the  Department,  it  is  only  necessary  to  state  that  last  month — 
September — Mr.  Justice  Van  Kirk,  of  the  Supreme  Court  of  the 
2d  District,  denied  the  motion  of  the  builder  who  attempted  to 
force  these  plans  upon  the  department,  and  during  the  present 
month  a  similar  attempt  upon  the  part  of  a  builder  in  the 
Bronx  met  with  a  like  fate."  The  following  is  a  copy  of  the  de- 
cision in  the  latter  case,  as  copied  from  the  Law  Journal  of 
October  20th: 

SUPREME  COURT,  SPECIAL  TERM,  PART  1. 

(N.  Y.  Law  Journal,  Oct.  20th,  1906.) 
By  Mr.  Justice  Bischoff. 
People  ex  rel.  O'Leary  v.  Tenement  House  Dept. — Whatever 
my  individual  opinion  might  be  as  to  the  question  decided  by 
the  respondent  when  determining  that  the  spaces  delineated  upon 
these  plans  are  "alcoves"  within  the  Tenement  House  Act 
(Laws  1901,  chaps.  331  and  335;  Laws  of  1903,  chap.  179),  there 
was  undoubtedly  room  for  the  conclusion  which  has  been 
reached,  and  the  court  cannot,  by  mandamus,  control  the  Judi- 
cial discretion  conferred  upon  a  subordinate  tribunal  (People 
ex  rel.  Francis  v.  Common  Council,  78  N.  Y.,  33).  It  is  quite 
apparent  that  the  respondent  possesses  judicial  powers  In 
the    determination    of    the    question    whether    plans    submitted 
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comply  with  all  the  requirements  of  law  (Tenement  House  Act, 
sec.  121),  and  the  point  has  been  so  ruled  (Kiesel  v.  Grain,  Law 
Journal.  June  27,  lilO"),  Special  Term,  Part  I.,  Greenbaum,  J.). 
Motion  denied,  with  $10  costs. 


Milliken  Bros.  Staten  Island  Plant  in  Operation. 

MiUikeu  Eros.,  Incorporated,  of  No.  11  Broadway,  who  are 
erecting  adjacent  to  their  present  plant  on  Staten  Island  seven 
or  eight  structures,  including  furnaces,  blooming  and  finishing 
mills,  1-sty  in  height,  estimating  in  cost  several  millions  of 
dollars,  began  operations  with  the  open  hearth  furnaces  on 
Wedne.=day  of  this  week,  turning  out  steel  castings.  This 
marks  the  starting  up  of  the  new  plant  which  will  turn  out 
the  first  structural  steel  ever  made  in  the  boundaries  of  Greater 
New  York.  This  plant  will  make  a  complete  line  of  all  kinds 
of  structural  steel,  also  steel  billets.  The  blooming  mill,  it  is 
expected,  will  begin  to  operate  within  a  few  days,  and  soon 
after  that  the  structural  department  will  open.  TTie  Pennsyl- 
vania Steel  Co.  supplied  the  eight  hundred  tons  of  rails  for 
the  tracks,  including  switches.  The  order  for  the  yard  loco- 
motives, of  which  there  are  five,  has  been  placed  with  the  H.  K. 
Porter  Co.  For  full  building  particulars  and  descriptions,  see 
issues  Dec.  2,  lOO.j.  and  Dec.  23,  1905. 


Plans  for  Harlem's  Tallest  Apartment  House. 

7TII  AV. — Plans  are  under  way  in  the  office  of  Maximilian 
Zipkes,  1-17  4th  av,  for  the  erection  of  an  elevator  apartment 
house,  to  occupy  one  of  the  choicest  corners  left  on  upper  7th 
av.  The  structure  is  to  be  9  stories  in  height,  making  it  the 
tallest  apartment  house  in  this  section.  The  Astor  Court,  at 
7th  av,  llGth  and  117th  sts,  S-sty,  and  another  S-sty  apartment 
at  Lenox  av,  near  140th  st,  are  the  two  highest  living  apart- 
ments of  this  type  in  the  vicinity.  The  building  will  have 
three  fronts,  in  light  brick,  terra  eotta.  and  limestone.  The 
equipment  in  the  interior  will  be  of  the  latest  and  most  ap- 
proved methods,  including  two  electric  elevators,  electric  dumb 
waitei-s,  refrigerating  plant,  steam  heat,  etc.  The  location  and 
name  of  the  owner  for  the  present  is  withheld.  Actual  opera- 
tions will,  however,  be  commenced  on  or  about  January,  1907. 
The  estimated  cost  is  about  $2>"i0,0J0.  No  building  contracts 
have   yet   been   awarded. 


Contract  for  Broadway-Cortlandt   Structural   Steel   Work. 

CORTLANDT  ST. — The  Record  and  Guide  was  informed  on 
Wednesday  that  the  contract  for  erecting  the  structurar  steel 
work  on  the  new  Broadway-Cortlandt  skyscraper  office  build- 
ing, fronting  209.1%  ft.  on  Cortlandt  st,  105.0%  ft.  on  Church 
St  and  37.0y2  ft.  in  Broadway,  had  just  been  awarded  to  Messrs. 
Post  &  McCord,  of  44  East  2.3d  St.  The  American  Bridge  Co., 
42  Broadway,  has  the  contract  to  furnish  the  14,000  tons  of 
steel  needed  for  this  project.  This  company  has  shipped  33,000 
tons  of  work  from  the  shops  up  to  Oct.  19.  Its  bridge  work 
includes  SOO  tons  for  the  Virginia  &  Southwestern,  'oOO  tons  for 
the  Delaware  &  Hudson  and  200  tons  for  the  Philadelphia  & 
Readinfe". 

Buckley  Realty  &  Construction  Co.  to  Build  Brooklyn 
Warehouse. 

FULTON  ST. — Th?  general  contract  has  just  been  awarded 
to  the  Buck'.ey  Realty  &  Construction  Co..  Times  Building,  for 
a  G-sty  storage  warehouse,  (J0xl20  ft.,  for  A.  I.  Namm,  to  be 
situated  on  Fulton  st,  near  Hoyt  st,  Brooklyn,  from  plans  by 
Benjamin  E.  Lowe,  102  Hart  st.  No  sub-contracts  have  been 
let   yet. 


Apartments,  Flats  and  Tenements. 

114TH  ST.— The  Midland  Realty  Co.,  103  East  12.'')th  st,  will 
build  at  210-18  East  114th  st,  a  G-sty  flat,  3GxS7.11  ft.,  to  cost 
.$3r),000.  Bernstein  &  Bernstein,  24  East  23d  st,  are  making 
plans. 

(!TH  ST. — Henrj-  Kalchheini,  194  Duane  st,  will  build  HL  Nos. 
S0(J-,S12  East  6th  st  two  C-sty,  3(>-family  tenements,  42x84  ft., 
to  cost  $70,000.  Messrs.  Hedman  &  Schotn,  302  Broadway,  are 
the  ar?hit'ects. 

32D   ST. — Chas.   M.    Straub,   122   Bowery,   is   making   plans   for 
a   C-sty   flat,   3GxSr>.9   ft.,   for   Harrj'    S.    Le\"ett,    l.'')84   St.    Marks  . 
pi.   to  be  erected  on   the  south  side  of  32d  st,  444  ft.   east  of  2d 
av,    to    cost   .1!3G,000. 

PARK  AV. — Isaac  Fox,  Washington  and  Vesey  sts,  will  erect 
on  the  northwest  corner  of  Park  av  and  97th  st,  three  G-sty 
tlal  buildings,  37x87.11  ft.,  to  cost  $120,000.  Chas.  M.  Straub. 
122  Bowery,   is  architect. 

114TH  ST. — J.  C.  Cocker,  103  East  125th  st,  is  preparing  plans 
for  a  G-sty,  IG-family  flat,  25x87  ft.,  for  Angelo  di  Benedetto, 
790  East  182d  st,  to  be  erected  on  the  north  side  of  114th  st, 
100  ft.  west  of  1st  av,  to  cost  $42,000. 

nSTH  ST.— Felt  &  Malokoff,  271  West  141st  st,  will  build 
on  the  north  side  of  118th  st,  100  ft.  east  of  Amsterdam  av,  a 
G-sty,  24-family  flat.  50x87.11  ft.,  to  cost  .$GO.O0O.  Geo.  Fred 
Pelham,  503  5th  av,  is  preparing  plans. 


IhSTH  ST. — Geo.  Fred.  Pelham,  .503  5th  av,  is  preparing  plans 
for  a  G-sty,  30-famiIy  flat,  74.10x87  ft.,  for  Felt  &  Malakoff, 
271  West  1-1  Ist  'St,  to  be  erected  on  the  northeast  corner  of 
llSth  st  and  Amsterdam  av,  to  cost  $90,000. 

CRt)SBY  ST.— On  the  south  side  of  Crosby  st,  53.3  ft.  south 
of  Prince  st,  H.  &  T.  Bachrach,  3  Nassau  st,  will  build  a 
G-sty.  20-family  tenement,  40.2x.".0.G  ft.,  to  cost  $45,000.  B.  W. 
Levitan,   20  West  31st  st,   will   be   the  architect. 

ST.  NICHOLAS  TERRACE.— No  architect  has  yet  been  com- 
missioned to  prepare  plans  for  the  10-sty  elevator  apartment 
house,  which  the  Manhattan  Leasing  Co.,  587  Lexington  av, 
will  soon  erect  on  a  plot,  200x125  ft.,  at  St.  Nicholas  Terrace, 
Convent  av,  129th  and  130th  sts. 


Dwellings. 

R.  L.  Daus.  130  Fulton  st,  Manhattan,  is  now  ready  for  figures 
on  a  large  country  residence  for  a  Mr.  Hernsheimer,  to  be 
erected  at  Far  Rockaway. 


Mercantile. 

BROADWAY. — At  Broadway  and  Warren  st,  northwest  cor- 
ner, the  ironwork  on  the  12-sty  store  and  office  building  which_ 
E.  T.  Garry,  2G1  Broadway,  is  erecting  for  Smith,  Gray  &  Co. 
(clothiers),  is  up  to  its  full  height,  the  stonework  rapidly  fol- 
lowing. James  B.  Baker,  150  5th  av,  is  architect,  and  Chas.  T. 
Will;?,   1.5(;  5th  av,  .general  contractor. 

MORTON  ST. — No  sub-contracts  have  yet  been  issued  for  the 
11-sty  loft  building,  .50x90  ft.,  which  P.  J.  Coleman.  219  West 
22d  st,  is  to  erect  at  Nos.  10-12  Morton  st,  at  a  cost  of  $250,000. 
Mr.  Coleman  is  the  general  contractor,  and  will  award  all  sub- 
contracts. Two  old  buildings  will  be  demolished.  Plans  specify 
an  exterior  of  lim,;stone.  light  brick  and  terra  cotta,  terra  cotta 
coping,  ti'.e  roof,  etc.  B.  W.  Levitan,  20  West  31st  st,  is 
architect. 

GTH  AV. — Rapid  progress  is  being  made  on  the  new  IG-sty 
"Marbridge"  building  foundations,  at  Gth  av  and  34th  st,  the 
northeast  corner.  On  the  35th  st  side  the  concrete  work  is  up 
above  the  first  story,  and  along  34th  st  a  large  force  of  work- 
men is  putting  in  the  foundations.  Chas.  T.  Wills,  15G  5th  av, 
is  general  contractor,  and  Post  &  McCord,  44  West  23d  st,  have 
the  structural  steel  work.  The  enlarged  plans  for  this  work 
will  bring  the  total  steel  up  to  about  4,500  tons.  Townsend, 
Steinel  &  Haskell.  29-33  East  19th  st,  are  the  architects. 


Stables. 

The  Borden's  Condensed  Milk  Co.,  108  Hudson  st,  through 
their  Mr.  Cochran,  superintendent  of  construction,  is  taking 
figures  on  a  stable  building  to  be  erected  at  Montclair,  N.  J. 
G.  H.  Chamberlin,  1181  Broadway,  is  architect. 


Alterations. 

2D  AY. — Herman  Epstein,  33G  East  5th  st,  will  make  ex- 
tensive alterations  to  No.  240.3  2d  av.  Edward  A.  Meyers,  1 
Union  sq,  is  preparing  plans. 

35TH  ST. — The  Waterproofing  Co..  151  West  2Sth  st,  will 
make  p.lterations  to  147  East  35th  st,  installing  new  partitions, 
etc.      They    will   occupy    the   building. 

1ST  AV. — Thorn  &  Wilson,  1123  Broadway,  are  preparing 
plans  for  extensive  alterations  to  No.  62  1st  av  for  Frederick  W. 
Seyd,   en  premises.     No  contracts  let. 


Miscellaneous. 

W.  L.  Stoddard.  31  Union  sq,  Manhattan,  is  now  taking 
figures  on  the  general  contract  for  a  manufacturing  plant  at 
Rosebank.  Staten  Island,  for  the  G.  Siegel  Co.,  79  Duane  St. 
The  buildings  are  to  be  of  reinforced  concrete,  fireproof. 

Hoggson  Bros.,  7  East  44th  st.  Manhattan,  contracting  de- 
signers for  the  new  $150,000  bank  building  for  the  Springfield 
Institution  of  Savings,  Springfield,  Mass.,  has  awarded  the 
metal  work  to  E.  H.  Freidrich  and  the  iron  work  and  leaded 
glass  ontracts  to  Casper  Ranger,  of  Holyoke,  Mass.  The  cut 
stone  is  being  furnished  by  J.  P.  Fait,  of  Springfield. 


Estimates  Receivable. 

110TH  ST.— Maximilian  Zipkes,  147  4th  av,  is  taking  figures 
for  the  construction  of  a  2-sty  brick  garage,  to  be  erected  at 
110th   st   and  71'h   av   for   E.   Triblehorn. 

Nathan  Myers,  Metropolitan  Building,  Newark,  N.  J.,  is 
taking  figures  on  a  factory  for  Henry  Frank,  to  be  erected  at 
170  Murray  st,  Newark.     No  contracts  let. 

F.  A.  Collins.  71  Broadway,  Flushing.  L.  I.,  is  taking  figures 
on  the  general  contract  for  a  5-sty  fireproof  storage  building, 
50x85  ft.,  for  the  Flushing  Storage  Co.,  to  be  erected  at  Flush- 
ing.     No   contracts   let. 

H.  J.  Kolb,  architect  for  the  Brooklyn  Rapid  Transit  Co.,  168 
Montague  st.  Brooklyn,  is  taking  figures  on  the  general  contract 
for  a  1-sty  car  shed,  80x3.50  ft., 'to  be  erected  at  Metropolitan, 
L.  I.,  about  two  miles  north  of  Evergreen. 

.53D  ST. — Plans  are  ready  for  extensive  alterations  and  im- 
provements  to   the  4-sty  residence  of  John  R.   Dunlap,   55  East 
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53d  St,  to  cost  ^10,000.  P.  J.  Jossier.  I.j2  East  53(1  st,  is  archi- 
tect.     No   contracts   liave   yet   been   awarded. 

7TH  ST. — Samuel  Salvinslcy  is  open  for  estimates  on  plumb- 
ing, trim,  tiling,  metal  work,  etc.,  required  in  the  5-sty  and 
basement  flat  being  erected  by  him  at  53  7th  st.  Plans  can 
be  seen  at  the  oflRce  of  Frank  Straub,  10  East  14th  st. 

ATLANTIC  AV  (Brooklyn). — Figures  are  now  being  received 
by  the  Department  of  Water  Supply,  Gas  and  Electrictiy  for 
the  new  Ridgewood  pumping  station,  to  be  erected  on  Atlantic 
av,  Brooklyn.     W.  E.  Parfltt,  20  Court  st,  Brooklyn,  is  architect. 

BROADWAY. — Oscar  bowinson,  18  East  42d  st,  is  still  taking 
figures  on  the  general  contract  for  the  4-sty  garage,  25x80  ft., 
for  the  Jones  Speedometer  Co.,  127  West  32d  'St,  to  be  etiected 
at  the  northwest  corner  of  Broadway  and  TOth  ."st.  The  esti- 
mated cot^t  is  $33,000. 

BUSHWICK  AV  (Brooklyn).— J.  F.  Trommer,  proprietor  of 
the  Evergreen  Brewery,  at  Bushwick  and  Conway  avs,  Brook- 
lyn, is  now  taking  figures  on  a  brick  and  steel  fireproof  ice 
house  and  an  alteration  and  addition  to  a  stock  house.  The 
plans  are  by  Architects  Keolle,  Speth  &  Co.,  008  Chestnut  st, 
Philadelphia,  Pa. 

The  Police  Commissioner  will  soon  advertise  for  figures  for 
the  completion  of  the  77th  Precinct  police  station,  Broolslyn, 
for  which  Washington  Hull,  of  10  East  23d  st,  is  architect. 
He  will  also  receive  bids  shortly  for  the  new  West  30th  st 
Precinct  station,  Manhattan,  for  which  Messrs.  Harde  &  Short, 
3  West  29th  st,  are  the  architects. 

Contracts   Awarded. 

The  Evans-Almirall  Co.,  281  Water  .st.  Manhattan,  has  se- 
cured the  contract  for  the  ventilating  and  heating  system  at 
$13,800,  to  be  installed  in  the  new  'high  school  at  Haverhill, 
Mass. 

09TH  ST. — H.  H.  Vought  cfe  Co.,  112  West  42d  st,  has  received 
the  contract  for  improvements  to  the'2-sty  stable,  242  West 
09th  st,  for  A.  H.  Heinsheimer,  40  East  19lh  st.  P.  J.  Murray, 
112  West  42d  st,  is  architect. 

HENRY  DUMARY,  215  Montague  st,  Brooklyn,  has  received 
the  general  contract  to  build  a  2-sty  brick,  stone  and  steel  fire- 
proof transformer  station,  100x40  ft.,  for  the  New  York  Edison 
Co.,  55  Duane  st,  at  Yonkers.  N.  Y.  No  sub-contracts  have 
been  issued. 

BROADWAY. — Andrew  B.  Foans,  140  West  10th  st,  has  re- 
ceived the  contract  for  mason  work  for  improvements  to  the 
2-sty  garage  and  club  building  No.  1C20  Broadway  for  Cyrus- 
Clark,  327  West  7Gth  st.  Carpenter.  Blair  &  Gould.  475  5th  av, 
are  the  architects. 

14TH  ST. — Rheinhold  Baur,  2.58  Palmetto  st,  Bi'onx,  has  re- 
ceived the  contract  for  the  erection  of  one  additional  story  to 
the  4-sty  loft  building  Nos.  702-708  East  14th  st  for  the  Eagle 
Pencil  Co..  710  East  14th  st,  to  cost  about  $10,000.  B.  W.  Berger 
&  Son,  121  Bible  House,  are  the  architects. 


Bids  Opened. 

Bids  were  opened  by  the  Board  of  Education  Monday,  Oct. 
22,  for  installing  electric  equipment  in  public  school  N-o.  42, 
Brooklyn.  Stevens-Hewitt  Engineering  Co.,  .$12,302,  low  bid- 
der. Other  bidders  were:  Commercial  Construction  Co.,  Fred- 
erick Pearce  Co.,  GrifBn  &  Co.,  Ideal  Electric  Contracting  Co., 
Peet,  McAnerney  &  Powers.  For  the  general  construction  of 
new  public  school  13,  Richmond.  Charles  H.  Peckworth,  at 
$200,430,  was  the  low  bidder.  Other  bidders  were:  Thomas 
Cockerill  &  Son,  James  MacArthur  and  Geo.  Hildebrand.  For 
'the  erection  of  outside  iron  stairs  at  public  school  7,  Manhattan. 
Eagle  Iron  Works,  $1,.300,  low  bidder.  Other  bidde'rs  were: 
Binney-Godfrey  Co.,  H.  A.  Jacobsen.  J.  M.  Knapp.  Neptune  B. 
Smyth,  William  Home  Co.,  James  I.  Newman.  Wlady  Konop, 
Joseph  Balaban.  For  Installing  electric  equipment  in  public 
school  121,  Manhattan,  Commercial  Construction  Co.,  $4,302,  low 
bidder.  The  only  other  bid  submitted  was  from  Griffin  &  Co. 
For  gymnasium  apparatus  for  public  school  03,  Manhattan. 
Narragansett  Machine  Co.,  $1,430,  low  bidder. 


Itoofers  are  now  rapidly  completing  the  roof  of  the  New  York 
Public  Library  at  oth  av.  40th  and  42d  sts. 

Foster  Crowell.  M.  Am.  Soc.  E.  E.,  consultiiig  engineer,  IS 
Broadway,  has  been  appointed  chief  consulting  engineer  to  the 
New  Jersey  Terminal,  Dock  &  Improvement  Co. 

Mr.  M.  R.  Strong,  consulting  engineer,  has  resigned  the  posi- 
tion of  engineer  of  bridges  and  buildings  of  the  Erie  R.  R..  and 
opened  an  office  at  7  Wall  st  for  private  practice  in  structural 
engineering. 

J.  B.  Newhall  and  P.  G.  Watmough,  Jr..  electric  and  hydraulic 
engineers.  No.  1  Broadway,  have  been  engaged  by  the  Colabaugh 
Water  Co.  to  supervise  the  Installation  of  a  waterworks  at 
Croton-on-pudson. 


Percy  Rockefeller's   Fireproof   Residence. 

Plans  for  a  novel  fireproof  residence,  to  be  erected  at  Green- 
wich, Conn.,  for  Percy  Rockefeller,  a  nephew  of  John  D.  Rocke- 
feller, have  been  completed  by  Hiss  &  Weeks,  111 
5th  av,  Manhattan.  The  house  will  be  213  ft.  long  and  70  ft. 
wide  at  its  greatest  mdth;  the  frame  and  floors  will  be  con- 
structed of  reinforced  concrete,  using  round  steel  bars  for 
the  same,  by  the  Reinforced  Cement  Construction  Company, 
1   Madison   av,   Manhattan. 
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QROSS      SECTIOPM 

OF 

CROSS-SECTIO.X  OF  OUTSIDE  WALL,  SHOWING  CONSTRUCTION 
OF  FIREPROOF  TERRA  GOTTA  IN  PROPOSED  RESIDENCE 
FOR    PERCY    ROCKEFELLER    AT    GREENWICH,    CONN. 

The  novel  feature  in  the  construction  of  the  building  will  be 
that  of  the  walls  and  partitions,  which  will  be  built  of  fire- 
proof terra  cotta  blocks  of  a  special  design,  made  by  the  New 
Jersey  Company,  11  Broadway,  Manhattan,  who  have  the  con- 
tract to  furnish  them.  The  interior  wills  will  be  built  up 
with  these  fireproof-  terra  cotta  blocks,  as  also  will  the  outside 
walls,  but  the  latter  will  be  considerably  thicker  and  finished 
on  the  outside  by  a  stucco  applied  directly  to  the  specially  de- 
signed terra  cotta  blocks,  that  are  corrugated,  thus  doing  away 
with  the  use  of  wire  lath  or  any  other  device  to  hold  the 
plastic  cement. 

The  outside  walls  will  consist  of  two  tiers  of  terra  cotta 
blocks.  The  outside  tier  of  the  walls  will  be  formed  with  8-inch 
blocks,  while  4-inch  blocks  will  make  up  the  inside  between 
which  will  be  a  4-inch  air  space  running  the  entire  height 
and  width,  as  shown  in  the  accompanying  illustration.  This 
special  feature  in  the  oddity  of  construction  and  material  to 
be  used,  it  is  claimed,  will  make  the  house  warm  in  winter  and 
cool  in  summer,'  besides  being  thoroughly  fireproof,  waterproof 
and    earthquake-proof. 

In  this  mode  of  fireproof  construction  a  wide  field  in  fire- 
proof terra  cotta  can  be  covered,  and  many  manufacturers  of 
these  lines  of  building  material  will  watch  the  result  with  great 
interest.  It  is  understood  that  8.50  tons  of  fireproof  terra 
cotta  will  be  used  in  the  construction.  The  total  cost  will  be 
between   two  and   three  hundred  thousand  dollars. 


Thirty -Fourth  Street  Section   Not  Overrated. 

Regarding  the  34th  st  section.  Messrs.  Pocher  cfe  Co.,  of  40 
West  34th  st,  expressed  the  opinion  this  week  that  this  sec- 
tion is  not  at  all  overrated,  and  that  there  are  many  merchants 
who  are  desirous  of  locating  in  this  immediate  vicinity,  but  that 
there  are  not  enough  stores  to  supply  the  demand.  In  some 
few  instances  the  rentals  asked  are  more  than  the  merchants 
are  willing  to  pay  at  present,  but  it  will  not  be  very  long  be- 
fore all  store  vacancies  will  be  rented,  even  at  present  prices 
which  are  asked  for  vacant  stores. 

Mr.  Pocher  added:  "We  do  not  believe  that  the  actual  value 
of  this  section  is  fully  understood  by  all,  and  the  few  who  do 
foresee  value  in  paying  present  prices,  in  reality  are  securing 
very  low  rentals. 

"Three  or  four  years  ago  it  was  an  easy  matter  to  pass  along 
34th  st,  and  the  crossings  on  5th  av  and  Broadway,  but  now. 
on  account  of  the  increasing  traffic,  it  is  necessary  to  have  a 
number  of  policemen  at  all  crossings,  to  prevent  loss  of  life, 
on  account  of  the  immense  traffic.  There  are  ten  times  as 
many  people  passing  at  the  present  time  as  there  were  three 
years  ago,  and  when  the  various  proposed  improvements  are 
completed  in  this  vicinity,  such  as  the  Pennsylvania  Railroad 
depot,  and  the  other  large  buildings  now  in  the  course  of  erec- 
tion, there  will  be  more  people  passing  in  this  vicinity,  we 
believe,  than  in  any  other  part  of  the  city. 

"Lofts  in  this  vicinity  do  not  rent  as  readily  as  they  should, 
as  we  believe  prices  asked  are  a  little  bit  too  high.  We  believe 
the  prices  asked  now  for  lofts  will  readily  rent  them  in  a  few 
years  from  now,  and  if  the  rentals  asked  for  various  lofts  are 
slightly  decreased  they  can  be  rented  at  the  pi-esent  time. 


A  system  of  "records"  Is  ajs  indispensable  in  a  real  estate 
office  as  a  ticker  in  a  broker's.  It  is  a  time  saver  and  money 
maker.  The  Record  and  Guide  offers  a  real  estate  service, 
consisting  of  a  System  of  Units,  covering  the  requirements  of 
everybody — from  the  small  system  of  little  cost  to  the  elaborate 
service  intended  for  banks  and  the  offices  of  the  larger  brokers. 
.Scope  of  each  Unit  different;  efficiency  similar.  See  us  about 
your  case.     Will  advise  you.     Drop  postal  to  Record  and  Guide. 
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The  Air-Lock. 


AS  IT  IS  NOW  USED  IN  FOUNDATION  WORK— WORKING 
PRINCIPLES    EXPLAINED. 

IN  under-water  work  by  the  pneumatic  or  caisson  method, 
the  workmen  excavate  the  material,  deposit  the  concrete 
and  do  other  necessary  operations  in  a  large  room  or  working 
chamber  below  the  water  level.  This  working  chamber  is 
practically  a  diving  bell.  Tlie  water  is  kept  from  entering  the 
working  chamber  or  caisson  by  compressed  air.  The  compressed 
air  being  so  regulated  that  the  pressure  of  the  air  balances  the 
pressure    of    the    water.     It    will    he    seen    from    this    that    the 


MOHAN'S    IMPROVED   AIR-LOCK. 

greater   the   depth   of   water   the   greater   the   required   pressure 
of  air. 

The  compressed  air  is  introduced  througli  an  ordinary  pipe 
which  fills  into  the  working  chamber.  It  is  also  necessary  to 
provide  means  for  the  men  to  enter  the  working  chamber  as 
well  as  to  come  out  of  the  working  chamber  without  the  escape 
of  any  quantity  of  this  compressed  air.  To  accomplish  this 
some  form  of  an  air-lock  has  always  been  employed. 

The  air-lock  is  a  boiler-like  structure  connected  with  the 
working  chamber  by  a  steel  pipe.  This  steel  pipe  is  suffi- 
ciently large  to  allow  a  man  to  go  through,  and  to  allow  a 
bucket  to  be  hoisted  through  it  for  the  handling  of  dirt  or  con- 
crete. At  the  bottom  of  the  air-lock  or  the  portion  attached 
to  the  top  of  the  pipe  or  shaft,  there  is  another  opening  afford- 
ing connection  between  the  interior  of  the  air-lock  and  the 
pipe  or  shaft.  At  the  top  of  the  air-lock  there  is  a  corresponding 
opening  affording  communication  between  the  interior  of  the 
air-lock  and  the  open  air.  Both  of  these  openings  are  pro- 
vided with  doors  ctosing  the  openings  so  that  when  the  door 
is  closed  no  air  can  pass  through  the  opening.  It  is  evident 
that  if  both  the  doors  are  open  at  the  same  time  the  compressed 
air  in  the  working  chamber  and  in  the  pipe,  or  shaft  connect- 
ing the  working  chamber  with  the  air-lock,  could  escape  by 
passing  through  the  opening  in  the  bottom  of  the  air-lock  into 
the  air-lock  and  then  fi'om  the  air-lock  to  the  opening  in 
the  top  of  the  air-lock  to  the  outer  air;  so  that  in  practice  one 
of  the  doors  i'S  always  kept  closed  to  prevent  the  escape  of  air 
through  the  air-lock. 

To  understand  the  working  of  one  of  these  air-locks,  let  us 
suppose  that  the  lower  door  is  closed  and  the  upper  door  is 
open.  In  this  case,  the  interior  of  the  air-lock  will  be  In  direct 
communication  with  the  outer  air  and  any  person  can  enter 
the  air-lock  by  simply  climbing  down  through  the  open  door. 
It  he  wishes  to  continue  his  trip  into  the  trying  atmosphere  of 
the  compressed  air  in  the  working  chamber,  it  will  be  necessary 
for  the  open  door  to  be  closed  and  pressed  firmly  against  its 
seat  in  the  upper  head  of  the  air-lock.  Through  the  small  pipe 
compressed  air  is  allowed  to  flow  into  the  interior  of  the  air- 
lock, which  being  a  confined  receptacle,  gradually  fills  up 
with  compressed  air  and  the  pressure  in  the  air-lock  gradually 
changes  from  zero,  or  atmospheric  pressure,  to  the  pressure  of 
the  air  in  the  working  chamber.  When  the  pressure  in  the 
air-lock  is  equal  to  the  pressure  in  the  working  chamber  the 
lower  door  of  the  air-lock  can  be  opened,  or  in  practice  it 
drops  open  of  its  own  weight.  The  person  in  the  air-lock  is 
then  free  to  pass  into  the  shaft  or  pipe  connecting  the  air-lock 


with     the    working    chamber,    and    by    climbing    down    would 
eventually  find  his  way  into  the  working  chamber. 

The  reverse  process  of  coming  out  of  the  air-lock  is  equally 
simple,  as  a  man  wishing  to  conre  out,  enters  the  air-lock 
through  the  open  lower  door,  then  closes  the  lower  door  and 
opens  a  small  valve  which  allows  the  compressed  air  con- 
tained in  the  air-lock  between  the  two  doors  to  escape,  and 
when  it  has  all  escaped  the  upper  door  drops  by  its  own  weight 
and  the  air-lock  is  again  open  to  the  exterior  air. 

The  above  is  a  description  of  a  simple  air-lock  and  explains 
the  theory  and  use  of  an  air-lock.  But  the  mountain  air-lock 
is  a  much  more  complicated  affair.  Because  of  the  increased 
use  of  this  method  of  constructing  the  foundations  it  is  be- 
coming necessary  to  use  an  air-lock  which  will  allow  a  bucket 
or  tub  to  be  used  for  the  hoisting  of  rock,  boulder.3  and  dirt 
from  the  working  chamber  to  the  outfer  air,  and  also  to  allow 
a  similar  bucket  fir..?d  with  concrete  to  be  taken  from  the 
outer  air  into  the  working  chamber.  For  m.any  years  this 
was  done  in  a  primitive  manner  by  placing  the  materials  that 
had  to  be  passed  througli  the  air-lock  in  canvas  sacks.  These 
canvas  sacks  were  lifted  in  by  men  and  laboriously  carried 
down   the  ladder  or  lowered  by  men  with  ropes. 

The  improved  air-lock  is  the  invention  of  Daniel  E.  Moran, 
Civil  Engineer,  who  has  been  for  the  past  twenty  years  in 
charge  of  important  operations  of  this  kind.  He  conceived 
the  idea  of  passing  a  bucket  through  an  air-lock.  wiWiout  in 
any  way  detaching  the  bucket  from  the  supporting  rope.  This 
was  accomplished  by  an  ingenious  arrangement  of  the  upper 
door.  In  the  first  air-locks  of  this  kind  the  upper  door  was 
divided  into  two  equal  halves;  each  half  was  separately  con- 
trollec!  by  a  lever  in  the  outside  of  the  lock.  When  the  two 
halves  of  the  upper  door  .were  closed  they  made  a  practically 
tight  combination,  closing  the  opening  in  the  upper  head  of 
the  air-lock,  except  that  in  the  exact  centre  in  the  opening 
in  the  air-lock  there  Was  a  similar  circular  opening  between 
the  two  doors  formed  by  each  door  having  a  semi-circular  open- 
ing cut  in  the  door;  through  this  opening  the  air  could  escape 
freely.  When  not  used  for  the  passage  of  a  bucket  through  the 
lock  the  opening  was  closed  by  a  brass  stuffing  box  through 
which  a  hoisting  rope  passed.  In  other  words,  the 
bucket  was  suspended  on  the  original  hoisting  rope  connected 
with  the  derrick  as  it  would  be  for  ordinary  use  in  any  loca- 
tion. But  immediately  above  the  hook  in  the  end  of  the  hoist- 
ing rope  was  a  brass  pipe-like  stuffing  box,  the  outside  of 
which  actually  fitted  the  opening  in  the  doors.  To 
pass  the  bucket  through  the  air-lock  it  was  lowered  into 
the  air-lock,  the  two  halves  of  the  upper  door  being  open. 
The  upper  doors  were  then  closed  around  the  brass  stuffing  box, 
forming  a  tight  joint  W'ith  it  and  also  with  each  other  and 
with  the  opening  in  the  air-lock.  The  pressure  was  then  in- 
troduced into  the  air-lock  until  it  equalled  the  air  pressure  in 
the  caisson  or  working  chamber,  when  the  lower  door  fell 
open.  Then  the  bucket  was  lowered  through  the  pipe  or  shaft 
into  the  working  chamber,  the  rope  slipping  through  the  stuff- 
ing box,  and  the  stuffing  box,  of  course,  remaining  securely 
held   between   the   two   doors. 

This  was  a  great  improvement  in  air-locks  which  has  greatly 
revolutionized    the   pneumatic    caisson    methods   and    has   facili- 
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vftRTICAL    SECTION    OF    AIR    LOCK. 
taled  the  use  of  the  caisson  for  the  foundation  piers  and  large 
buildings   in   the   city. 

Subsequent  to  the  introduction  of  this  improved  airrlock, 
Mr.  Moran  has  simpUfied  and  improved  the  original  design, 
and  ui  all  of  the  larger  enterprisefj  with  which  he  is  con- 
nected the  Improved  Moran  Air-Lock  is  used.  In  this  im- 
proved air-lock  the  double  doors  and  the  stuffing  box  are  dis- 
pensed v,-ith,  and  yet,  nevertheless,  the  air-lock  will  pass  a 
bucket  or  any  object  suspended  from  the  derrick. 
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IN  THE  REAL  ESTATE  FIELD 


'1 


^^^ 


-jQl^^ 


1906. 
Oct.  19  to  25.  Inc. 

Total  No.  tor  Manhattan 195 

No.  with  consideration 9 

Amount  inTolved 

Number  nominal 


Total  No.  Manhattan,  Jan.  1  to  date 

No.  with  consideration,  Manhattan,  Jan. 

1  to  date 

Total  Amt.  Manhattan,  Jan.  1  to  date 

1906. 
Oct.  19  to  25,  inc. 


1906. 
17,869 


1.079 
$58,077,637 


Total  No.  for  the  Bronx. 
NOh  with  conatderatlon. 

Afliount  Involved 

Number  nominal 


173 

1-S 

150,095 

158 


Total  No.,  The  Bronx,  Jan.  1  -to  date 

Total  Amt.,  The  Bronx,  Jan.  1  to  date... 
Tota:  IVo.  .'>Iaiil>atiaii  and  The 

Bronx.  Jan.  I  lo  tialv 

Total  Amt.  .Uaiihattaii  andXbe 

Bronx, 'Jail.  1  to  date 


1906. 
1O.301 
»6,950.841 

28,iro 

•  ti3,0-JS,478 


Assessed  Value.  Jnanbattaii* 


Total  No.,  with  Consideration 

Amount  I  nvolved 

Assessed  Value 

Total  No. .  Nominal 

Assessed  Value 

Total  No.  with  Consld.,  from  fan.  1st  to  date 

AJtnount  Involved "  " 

Assessed  value "  " 

Total  No.  Nominal " 

Assessed  Value "  " 


1906. 

0  to  25.  Inc. 

9 

1301,150 

$229,000 

188 

»6,032,500 

1,079 

$58,077,637 

$40,550,275 

16.790 

350,444,200 


HOBxaAaES. 

1908. 
,-.— Oct.  19  to  25.  ln».- 


Manhattan. 

'lotel  number 284 

Ajoiount  Involved $6,065,242 

Number  at  71^ 

Aiiiount  Involved 

No.ate'V 106 

Amount  Involved $1,494,524 

NO.  at  5Y?i 

Alllount  involved 

Ko.   at  5\iti 3 

Amount  Involved $106,500 

No.  at  5i4>< 

Amount  Involved 

No.  at  5  ^  85 

Amount  Involved $1,939,000 

No.  at  4?^% 

Acnount  involved 

No.at4i-|;>i 23 

Amount  Involved $484,800 

No.  at  4 '4  *< 

Acaount  fnvolved 

No.  at4'.j; 3 

Amount  Involved     $300,000 

NTrmuerat  3H\ 

Amount  involved 

NO.  wltliout  interest 64 

Amount  Involved $1  740,418 

No.   above  to   Bank,    Trust 

and  Insurance  Companl^^s  53 

Amount  Involved $907,000 

Total  No. ,  Manhattan ,  Jan.  1  t«  date 

Total  Amt.,Maulaattau.  Jan.  1  to  date 

Total  No.,  The  Bronx,  Jan.  1  to  date 

Total  Amt.,  The  Bronx,  .Tan.  1  to  date 

Total  IVo.,  nauhattan  and  Tbe 

Bronx.  Jan.  1  lo  date  

Fatal  Atnt.  nanliatlan  i>  nd  The 

Bronx,  Jan.  1  to  date       


Bronx. 

121 
$544,199 


Manhattan. 

201 

$2,621,377 


59 
$206,889 


109 

$975,088 


13 

$26,160 


31 

$521,7(10 


39 
t24«,050 


31 

$595,000 


4 

$68,0C0 


2 
$19,500 


1 
$3,000 


10                     26 
$09,100       $461,589 

22 

$146,500 

7                   38 

$87,000       $863,000 

18 

$105,900 

1906. 

15.155 

$295,777,431 

7,607 

155,410,695 

1905. 

17.502 

$434,538,884 

8  749 

175,350,227 

2'2,»6'J 


26,351 


S35I,1SS,126    •509,889,111 


PROJECTED   BUILDINGS. 


Sotal  No.  New  Buildings : 

Manhattan 

The?ronx 


1908.  1905. 

Oct.  20  to  26,  Inc.  Oct.  21  to  27, Inc. 

8  58 

34  28 


Grend  total 

T  inal  Amt.  Ns  -  Buildings : 

Manhattan - 

The  Bronx 


Grand  To'al 

Tatal  Amt.  Alterations : 

Manhattan 

The  Bronx 


Grand  total 

Total  No.  of  New  Buildings : 
Manhattan,  Jan.  1  to  date. 
The  Bronx,  Jan  1  to  date. . 


ITInhtn-Bronx,  Jan.  1  to  date 

Total  Amt.  New  BulldinRs: 

Manhattan,  Jan.  1  to  date 

The  Bronx,  Jan.  1  to  date 

mnbtn-Bronx.  Jan.  I  to  date 

Total  Ami  Alterations : 

mnbtu-BroDx    Jan.  1  to  data 


42 

86 

$303,150 
257,975 

11,345,050 
270,400 

$561,125 

$1,615,450 

$119,375 
97,650 

$188,145 
21,570 

$217,025 

$209,715 

1.488 
1.879 

2.185 
1.906 

3,36r 

4,091 

$102,624,090 
23,810,080 

$106,016,810 
32,566,260 

«136,434,ir0 

»13S,5.S3,070 

•ir,3ir,579 

•13,306,743 

Real  Estate  and  Building  Statistics. 

Tlie  following  ai-e  the  comparative  tables  of  Manhattan,  The 
Bronx  and  Brooklyn  of  the  Conveyances,  Mortgages  and  Pro- 
jected Buildings  for  the  corresponding  weeks  in  1905  and  190C: 

MANHATTAN    AND    THE    BRONX. 

CONTETANOEB. 


1905. 
Oct.  20  to  26,  Inc. 
Total  No.  for  Manhattan  251 

No.  with  consideration. .  11 

$301,150    Amount  involved $322,582 

186    Numbernomlnal 240 


1905. 

18.189 


1.397 
$87,268,024 


1905. 
Oct.  20  to  26,  Inc. 
Total'No.  for  The  Bronx  222 

No.  with  consideration..  25 

Amount  involved $477,117 

Numbernomlnal 197 


1905. 
10,917 
$11,371,743 

29,106 

•  78,629,767 


1905. 

Oct.  20  to  26.  Inc 

11 

$322,582 

$296,000 

240 

$6,444,100 

1,397 

$87,258,024 

$47,782,707 

16,793 

$562,358,134 


1905 
. Oct.  20  to  26.  Inc. 


Bronx. 

I  55 
$694,241 


40 
$176,082 


43 
$231,859 


47 
$117,300 


BROOKLYN. 


Total  number 

No.  with  consideration  

Unount  Involved 

Sumber  nominal 

TotMl  number  of  Conversances, 

Jan.  1  to  date 

Total  anion  nt  of  Conveyances, 

Jan.  1  to  date 

MORTGAGES. 

Total  number 

\mount  Involved 

No.  at  6!i 

Amount  involved 

No.  at  5 '4% .' 

Amount  involved . 

No.  at  5  HJi 

Amount  involved 

S  o .  a  t  5  S  % .■;■.■.■.! 

ytiount  involved 

No.  at  SiJ  

\mount  involved 

No.at4<<»S' 

Amount  involved  

So.  at  4!i 

Amount  involved 

NO.  at  3  H 

Amount  Involved 

No.  without  Interest 

Amount  Involved 

Total     number    ot    IHortgai^es. 

Jan.  1  to  date 

Total    amount    ot    Mortgag;es, 

Jan.l  to  date 

PBOJECTED  BUILDINGS, 

No.  ot  New  Buildings     

Estimated  cost 

Total    IVo.    of    ISew  Builtling:s, 

Jan.  1  to  date 

Total  Amt.  of  IVew  Bnildin^s, 

Jan.  1  to  date 

Total   amount   of    Alterations. 

Jan.  1  to  date 


CONVEYANCES. 

1906.  1906. 
Oct.  18  to  24,  inc.    Oct.  19  to  25  liK. 

649  669 

31  57 

$203,150  $337,609 

618  612 


40,423 

34,963 

•  24,097,565 

•24,822,768 

768 

$2,857,394 

323 

$767,556 

443 
$1,522,021 

206 
$559,010 

131 
«760,301 


110 
$438,315 


257 

$1,051,089 

3 

$40,000 

1 

$2,500 

89 
$157,192 

i 

$880 

'si 

$236,948 

87 

$366,624 

32,222 

31,539 

133,817,824 

$170,130,692 

279 
$1,970,630 

197 

$1,064,200 

7,170 

7,042 

•  53,923,712 

•64,884,729 

•4,388,268 

84,245,103 

PRIVATE    SALES    MARKET 


South  of  59th  Street. 

CHRI.STOPHER.  ST.— Zunino,  Giilen  &  Co.,  in  conjunction 
with  Frank  Poly,  sold  for  the  Powell  Steindler  Realty  Co.  to  a 
client  113  Christopher  st,  a  5-sty  tenement,  with  stores,  25.5V,x 
91. 

Waterman  Interests  Making  Purchases. 
CORTLANDT  ST.— No.  10  Cortlandt  st  is  the  latest  parc-el 
acquired  by  the  Waterman  Building  Co.  The  building,  an  old  one, 
i's  .">  stories  in  height,  having  a  frontage  on  Cortlandt  st  of  21 
ft.  It  will  be  remembered  that  tlve  northwesterly  corner  of 
Bi-oadway  is  leased  by  the  purchaser  from  the  Cooley  estate, 
and  it  is  rumored  that  negotiations  are  under  way  for  the  pur- 
chase of  the  latter  parcel  by  the  tenant.  Should  this  prove  true, 
the  Waterman  interests  will  own  a  mo.st  desirable  site,  which 
if  added  to  the  property  just  secured  will  give  them  one  of  the 
mo'st  valuable  and  important  holdings  downtown.  The  seller 
is  the  U.  S.  Realty  &  Imp.  Co.  and  the  Century  Realty  Co. 

Jelferson  M.  Levy  Buys  in  Fulton   St.  , 

FULTON  ST.— Joseph  Shardlow  sold  to  Jefferson  M.  Levy, 
114  and  IKi  Fulton  st,  two  (!-sty  buildings,  on  a  plot  ri0.6x83xr>x 
irregulai-,   between   Nassau   and   Dutch   sts. 

HORATIO  ST.— W.  H.  Matthews  sold  to  a  client,  70  Horatio 
st,  adjoining  the  corner  of  Greenwich  st,  a  2-sty  building,  22x50. 

HESTER  ST. — Loui'S  Werbel.  in  conjunction  with  O.  Grad 
&  Co..  sold  tor  a  Mr.  Posner  the  C-sty  tenement  northwest  cor- 
ner of  Hester  and  Forsyth  sts,  50x60. 

HUDSON  ST. — Morris  Dlugasch  sold  to  Lipman  &  Gold  the 
northeast  corner  of  Hudson  and  Leroy  sts.  4-sty  buildings,  tak- 
ing in  part  payment  the  southwest  corner  of  1st  av  and  10th 
st,  a  0-sty  tenement  not  yet  completed,  on  a  plot  4Gx72.  Louis 
Stockel  &  Co.   were  the  brokers. 

LEWIS  ST.— I.  Nagel  purcha.sed  from  Goldman,  Stadler  & 
Goldstein,  59  Lewis  st,  a  5-sty  double  tenement,  25x100.  The 
brokers  in  the  sale  were  Glaser  &  Metzler. 

MADISON  ST. — Hyman  I.  Barnett,  as  attorney  for  Mosko- 
vitz  &  Fishman,  sold  239  Madison  st,  a  5-sty  brick  building, 
with   stores,   2'5xl00.    to   .Sarah   Krieger. 

Near  New  Custom  House. 
PEARL  ST. — The  Century  Realty  Co.  sold  to  a  client  of 
Herinan  Le  Roy  Edgar  25  Pearl  st,  a  5-sty  building,  27.10x 
81.11x23.4x79.5.  northeast  corner  of  Whitehall  st,  diagonally 
opposite  the  new  Custom  House.  Dealei-s  in  investment  prop- 
erty in  the  immediate  location  of  this  parcel  are  of  the  opinion 
that    when   the    new   Custom   House    is   fully   cornpleted   a   new 


686 


RECORD    AND    GUIDE 


October  27,  1906  j 


demand  T\ill  be  created  for  property  in  this  neighborliood.     The 
building  was  held  at  about  $200,000. 

ST.  MARKS  PL. — Fleck  &  Brown  sold  tor  Harry  Maurer  ")!> 
St.  Marks  pi,  5-sty  single  flat,  25x97. 

Sale  in  William  Street. 

WILLIAM  ST. — Daniel. B.  Freedman  sold  to  a  client  of  Strong 
&  Cadwalader  1S4,  186  and  190  William  st  and  27  Spruce,  con- 
necting with  31  Frankfort  st,  4  and  5-sty  buildings,  south  of 
Brooklyn  Bridge,  covering  a  plot  of  more  than  13,000  square 
feet.  The  seller  took  in  part  payment  861  and  803  Lexington 
av,  southeast  corner  of  65th  st,  two  3-sty  houses,  34x80. 

6TH  ST. — Bernard  Earth  has  purchased  (i09  East  Gth  st,  a 
C-sty  tenement,  with  stores,  25x70. 

IITH  ST. — Louis  Werbel  sold  for  I.  E.  Eberly  to  an  investor 
233  and  235  East  11th  st,  two  6-sty  tenements. 

13TH  ST.— L.  Stockel  &  Co.  sold  for  Nathan  Lubow  224  to 
228  East  13th  st,  three  7-sty  tenements,  85.3x103.3,  to  Berko- 
witz  &  Landsman,  taking  in  part  payment  528  East  16th  st,  a 
5-sty  tenement,  25x103.3. 

13TH  ST.— Polizzi  &  Co.  sold  for  Dr.  D.  Candela  and  R. 
Guarini,  509-511  East  13th  st,  a  6-sty  new  law  tenement, 
37%xl03. 

13TH  ST. — John  J.  Hoeckh  sold  for  Gustave  Schellhammer 
232  West  13th  st,  a  5-sty  flat,  on  a  lot  2.5x100. 

14TH  ST. — It  is  rumored  that  the  southeast  corner  of  14th  st 
and  7th  av  has  been  sold.  The  property  takes  in  1.54,  156,  1.58, 
160  and  162  West  14th  st.  and  53  7th  av.  The  buildings  are 
all  dwellings,  the  three  nearest  the  corner  being  4-sty  struc- 
tures, each  on  a  lot  15.6x100.  The  two  easterly  houses  are 
4-sty  and  basement  buildings,  on  lot  2.5x103.3  a:nd  28.0x103.3, 
making  a  total  area  of  10,000  square  feet. 

Sale  Opposite  New  York  Hospital. 

15TH  ST. — Douglas  Robinson,  Charles  S.  Brown  &  Co.  sold 
for  Ole  H.  Olsen  to  Austen  G.  Fox  Nos.  22  to  20  West  15th  st. 
G-sty  mercantile  building,  on  a  plot  7.5x9'5x  irregular.  This 
building  is  a  new  structure  of  Indiana  limestone  and  brick. 
The  ground  floor  is  occupied  by  the  American  Express  Co. 

13TH  ST. — Charles  E.  Duross  sold  for  the  estate  of  Rosamond 
H.  llsey  No.  228  West  15th  st,  a  3-sty  and  basement  dwelling, 
on  a  lot  24.9x80.6.  Tliis  is  the  first  time  this  property  has 
changed  hands  for  half  a  century. 

East  16th  Street  Improvement. 
16TH  ST.— H.  J.  Kantrowitz  has  sold  for  Lippman  &  Eisman. 
518  to  .524  East  16th  st,  four  4-sty  buildings,  on  plot  75x10.3.3, 
to    J.    J.    &    L.    Liebenthal.      A    6-sty    apartment   house    will    be 
erected  on  the  site. 

East  18th  St.  Property  Sold. 

18TH  ST. — Miss  T.  Solomon  sold  for  Fanny  Perare,  as  ex- 
ecutrix, 336  East  18th  st.  a  0-sty  apartment  house,  52x92. 
Charles  Berlin  &  Co.  are  the  buyers. 

23D  ST.— Joseph  Corbit  &  Co.  sold  423  West  23d  st,  a  3-sty 
building,  22x117.6,  for  Geo.  D.  Pond  to  Mrs.  Emma  Downing. 

A  Sale  of  Moment  in  West  33d  Street. 

33d  ST. — The  McAdoo  tunnel  interests  have  purchased,  after 
considerable  delay,  all  the  property  vested  in  the  name  of 
Edward  A.  Morrison,  including  the  Trainor  Hotel  site  at  the 
southwest  corner  of  6th  av  and  33d  st;  also  the  three  parcels 
south  of  the  Manhattan  Theatre.  The  total  figure  obtained  is 
said  to  be  about  $2.(HX),O0O.  Further  particulars  in  another 
column. 

Dwellings  in  Great  Demand  in  West  34th  St. 

34TH   ST.— 50  East  34th  st   has  been   sold   by  the  owner  and 

occupant,    Dr.    J.    C.    Edgar.      The    building   is    a   4-sty    English 

basement    brownstone,    18.8x98.9.      Several    sales    have    recently 

'been  made  in  this  block,  August  Belmont,  who  occupies  No.  44, 

buying  46  and  48.     The  Dyers  also  sold  No.  52  a  few  days  ago. 

34TH  ST. — Edith  Le  B.  Dyer  has  sold  .52  East  .34th  st,  a  5-sty 
English  basement  dwelling.  18.9x08.9. 

34TH  ST.— E.  Henry  Eckhardt  sold  for  S.  Taber  Bayles  to 
Peter  Hauck.  407  West  54th  st.  4-sty  double  brick  tenement, 
25x60x100. 

35TH  ST.— Max  Pullman  has  purchased  from  M.  D.  Levine 
247  and  249  East  35th  st,  two  4-sty  brick  dwellings,  30x.50. 

37TH  ST. — Jacob  J.  Talbot  has  sold  to  a  client  for  the  Wright 
estate  442  West  37th  st,  4-sty  tenement,  20x98.9.  This  is  the 
first  sale  of  this  property  in  35  years. 

Business  Invading  West  37th  St. 

37TH  ST.— Thos.  R.  Ball,  of  Be.^^t  &  Co..  will  build  a  10-sty 
and  basement  store  at  36  and  38  West  37th  st,  the  property 
being  a  recent   purchase. 

38TH  ST.— Pease  &  Elliman  sold  for  Mrs.  Mabel  A.  Downing, 
110  East  38th  St.  4-sty  high  stoop  brownstone  dwelling,  20x60x 
98.9.     The  purchaser  will  occupy  same. 

40TH  ST.— John  J.  Hoeckh  sold  for  H.  Harre.  of  West  Hobo- 
ken,  N.  J.,  to  Jette  Bloom,  of  Brooklyn,  437  West  40th  st,  a 
4-sty  tenement  with  store,  25x100. 

43D  ST.— Moe  Sturtz  sold  for  Emanuel  E.  Fox  to  Charles 
Duggin,  423  West  43d  st,  a  3-sty  and  basement  brownstone 
front  dwelling,  21x100.5. 

43D  ST. — Louis  Lese  has  sold  to  Marks  Moses  the  three  5-sty 
flats  320  to  330  West  43d  st,  75x100. 


54TH  ST. — Rubinger,  Klinger  &  Co.  sold  for  Weil  &  Mayer 
to  Osias  Karp,  402-404-40(J  East  54th  st,  three  5-sty  double 
cold-water  tenements,  with  four  3-room  apartments  to  a  floor; 
tubs  and  closets  in  house,  being  25x100,  which  is  claimed  to  be 
one   of   the   best   renting   districts   in   the  city. 

54TH  ST.— Kip's  Bay  Realty  Company  sold  to  Mrs.  Stoddard, 
231  West  54th  st,  adjoining  the  northwest  corner  of  Broadway, 
.a  4-sty  garage,  25xlfK>. 

56TH  ST,— Pease  &  Elliman  sold  for  Albert  V.  de  Goicouria 
to  a  client  for  occupancy,  28  West  50th  st,  a  4-sty  dwelling, 
20x100.5. 

Winlield  S.  Gilmour  Buys  177  Broadway. 

BROADWAY. — Through  the  efforts  uf  Warren  &  Skillin,  the 
Century  and  United  States  Realty  companies  as  joint  o«Tiers, 
sold  to  Winfield  S.  Gilmour  No.  177  Broadway.  The  building 
has  bscn  occupied  for  so.iie  time  past  by  Crouch  &  Fitzgerald, 
of  which  corporation  Mr.  Gilmour  is  president.  While  the  price 
paid  is  not  definitely  known,  it  is  believed  by  those  in  a  position 
to  judge,  to  compare  favorably  with  the  sale  of  181  Broadway. 
which  was  recently  acquired  by  John  G.  Wendel  for  approxi- 
mately $42ri,00(.).  Brokers  are  of  the  opinion  that  other  sur- 
prises on  this  block  will  be  sprung  before  the  holidays.  It  i.s 
stated  that  Mr.  Gilmour  reasoned  that  in  order  to  enjoy  the 
continued  prosperity  which  his  corporation  has  done  in  tin- 
past  by  reason  of  its  occupancy  of  a  building  so  centrally 
situated,  it  seemed  the  part  of  wisdom  to  make  this  purchase. 
The  building  is  a  5-sty  affair,  25..3xl(X).  The  sale  is  an  im- 
portant one,  and  indicates  implicit  faith  on  the  part  of  the 
downtown  merchant  in  the  future  value  of  lower  Broadway  real 
estate. 

Tenant  Buys   179  Broadway. 

BROADWAY. — Broker  B.  Davis  has  sold  for  the  Century 
Realty  Co.  and  the  United  States  Realty  &  Improvement  Co.  179 
Broadway,  adjoining  the  Crouch  &  Fitzgerald  purchase,  alluded 
to  elsewhere.  The  buyer  in  this  instance  is  Geo.  S.  Keith,  of 
the  Walkover  Shoe  Co.  As  in  the  case  of  177  Broadway,  the 
purchaser  in  this  transaction  is  the  present  occupant.  There  is 
no  question  as  to  the  desirability  of  the  property,  and  operators 
who  are  known  to  be  conservative  say  that  in  its  present  shape 
this  building  will  bring  not  le.ss  than  .f25,000  per  front  foot  in  a 
short  time.  Conditions  are  changing  so  rapidly  below  Fultoa  st 
that  news  of  this  nature  is  no  longer  surprising. 
Another  Important  Fifth  Avenue  Sale. 

5TH  -W. — By  virtue  of  an  option  of  purchase  the  Raimon  Co. 
have  bought  from  Horace  A.  Hutchins  the  Knabe  Building, 
wouthoast  corner  of  5th  av  and  .39th  st,  at  a  price  said  to  ex- 
ceed .'?  1,2.50,000.  The  building  is  eleven  stories  in  height,  front- 
ing 49.5  on  '5111  av  and  125  ft.  on  .'!9th  st.  The  Union  League 
Club  i.s  opposite.  In  commenting  on  the  price  said  to  have  been 
paid  for  the  above,  real  estate  men  regard  same  as  representing 
a  fair  value  for  this  location.  The  predictions  of  many  old 
time  operators  that  3th  av  would  eventually  be  the  leading 
business  thoroughfare  now  seem  to  be  rapidly  materializing. 

9TH  AV. — J.  W.  Cushman  &  Co.  sold  for  a  Mr.  Schreyer  to 
John   Palmer  204  9th  av.  a  l)-sty  flat. 

Sale  of  the  Lotos  Club. 
.5TH  AV.— Mr.  Veiller,  of  the  firm  of  Chambers  &  Veiller,  of 
353  5th  av,  who  sold  the  Lotos  Club  holdings  at  .556  and  .558  5th 
av,  covering  a  plot  50x100,  said  that  Mr.  Jacob  Neadle,  of  59 
William  st.  bought  this  property  for  himself  only,  and  not  on 
behalf  of  other  interests,  as  rumored  through  other  sources. 
This  is  the  only  50-ft.  plot  on  5th  av  above  34th  st,  and 
this  side  of  Central  Park,  available  for  business  purpo'ses. 
The  Lotos  Club  members  have  decided  to  locate  their  new 
liome  in  the  forties  on  a  side  street,  and  are  willing  to  pay  not 
exceeding  .$200,000  for  the  ground,  the  building  to  cost  approx- 
imately .$200,000. 


North  ol  59th  Street. 

67TH  ST.— Williams  &  McAnerney  sold  212  West  67th  st,  a 
5-sty  fiat,  2.5x100.5. 

Transformation  of  a  Block. 

70TH  ST. — Pease  &  Elliman  sold  for  Henry  G.  Trevor  to 
Howard  Conklin  157  East  70th  st,  a  4-sty  and  basement  brown- 
stone front  dwelling,  36x100.5.  Mr.  D.  L.  Elliman  stated  that 
this  sale  was  a  continuance  of  the  purchases  which  have  already 
been  made  on  this  block.  It  was  related  that  an  owner  whose 
family  sulTered  from  mental  derangement  undertook  to  erect 
a  private  sanitarium  at  1.54  and  1.56  East  70th  st,  being  on 
the  south  side,  but  when  only  partly  completed  was  stricken 
down,  the  construction  ceasing  where  it  was.  This  was  bought 
up  and  has  since  been  :esold  to  Mr.  Stephen  H  Brown  of  the 
New  York  .Stock  Exchange,  who  has  about  completed  a  40-ft. 
front  American-basement  dwelling  at  an  approximate  cost  of 
.$l(X),CHiO.  Nos.  1-58,  160  and  162  were  also  bought  up  and  re- 
modeled from  flats  into  private  dwellings.  It  is  said  that  the 
whole  block  was  purchased  by  clients  of  the  same  real  estate 
firm,  who  placed  restrictions  upon  them,  and  ha\'e  since  sold 
five  which  were  altered  and  improved. 

74TH    ST. — L.    Tanenbaum    sold    for    Frederick    Schlesinger    to 
Parson.s  &  Holzman  315  East  74th  st,  a  5-sty  tenement,  25x100. 
78TH    ST, — The   Henry    Movgenthau     Company     has     bought. 
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through  A.  N.  Gitterman,  from  Albert  Lilienthal  126  West  78fh 
St.   a  ■l-sty  dwelling,   with  extension,   19x98. 

81ST  ST. — Slawson  &  Hobbs  sold  for  the  estate  of  Lydla  M. 
"White  the  4-sty  high-stoop  dwelliru  125  West  81st  st,  19.1x102.2. 

S2D  ST. — F.  R.  Wood  &  Co.  sold  for  Helen  Wilson  No.  317 
West  S2d  St.  a  4-sty  dwelling,  20x102.2. 

83D  ST.— Edward  L.  King  &  Co.,  of  10  Wall  st,  sold  for  Ed- 
mund J.  Curry,  the  livery  stable  man,  to  an  investor  112^4  and 
115  East  83d  st,  two  5-sty  brownstone  flats,  50x102.2.  . 

85TH  ST. — The  McViclsar-Gaillard  Realty  Company  has  sold 
for  Heilner  &  Wolf  to  a  client,  for  occupancy,  28  West  Soth 
st,  a  4-sty  brownstone  dwelling,  20x100. 

85TH  ST. — McVickar,  Gaillard  Realty  Co.  sold  for  Heilner  & 
Wolf  to  a  client  for  occupancy  28  West  85th  st,  a  4-sty  and 
basement   brownstone   front  dwelling,   20x100. 

85TH  ST.— D.  &  W.  Mullins  sold  for  Eliza  C.  Pike,  executrix, 
to  an  investor  333  West  Soith  st,  a  3-sty  and  basement  dwell- 
ing, 20x102.2. 

SOTH  ST. — Mrs.  E.  Coventry  sold  to  Mrs.  M.  Terhune  No.  322 
West  SCth  st,  a  4-sty  and  basement  brownstone  front  dwelling, 
21x102.2. 

89TH  ST. — Eugene  Vallens  sold  304  West  80th  st,  a  4-sty  and 
basement  dwelling,  20x100.8. 

91ST  ST. — Schindler  &  Lieber  sold  for  Leon  J.  Neumann  to 
S.  Baer  300  East  91st  st,  a  5-sty  triple  flat. 

91ST  ST. — Leon  S.  Altmayer  has  sold  for  John  Lowden  to 
Max  Greene  the  3-sty  and  basement  brownstone  dwelling  55 
East  91st  st,  15x100.  By  this  sale  Mr.  Altmayer  has  brought 
under  the  control  of  Mr.  Greene,  the  adjoining  owner,  the  two 
houses  53  and  'm  East  91st  st,  size  33x100.  Mr.  Lowden,  the 
seller,  has  owned  this  property  for  21  years,  having  bought  it 
OEiginally  from  the  builder,  Mr.  Jolinson. 

92D  ST.— Irving  Bachracti  bought  74  East  92d  st,  a  4-sty  and 
basement  dwelling,  who  will  occupy  the  same  after  extensive 
alterations  are  completed. 

93D  ST. — Miss  M.  Monahan  sold  for  Michael  A.  Hoffman  to 
J.  B.  Shale,  4-1!  West  93d  st,  the  Rosemary,  a  7-sty  apartment 
house,  50xl0t).8. 

93D  ST. — H.  L.  Moxley  &  Co.  sold  for  Dr.  F.  A.  Jewett  119 
West  93d  st,  a  4-sty  and  basement  dwelling. 

04TH  ST. — The  McVickar-Gaillard  Realty  Company  sold  for 
Eugene  Ballent  for  a  client  for  occupancy,  .39  West  94th  st,  a 
3-sty  18-ft.  dwelling. 

99TH  ST. — Sophie  Bishop  sold  to  a  Mr.  Wittenberg  169-171 
West  99th  st,  two  5-sty  flats,  50x100.11,  adjoining  the  northeast 
corner  of  Amsterdam  av. 

102D  ST. — Moe  Sturtz  sold  for  William  Dann  to  Emanuel  E. 
Fox  122-124  West  102d  st,  two  5-Bty  store  front  flats,  52x100.11. 
Mr.  Fox  recently  bought  Nos.  09  and  116  West  102d  st,  and 
the   "Iowa"   apartment  at  135  West  104th  st. 

102D  ST. — Thomas  C.  Shannon  sold  for  M.  L.  &  C.  Ernst  102 
West  102d  st,  a  5-sty  double  flat  with  stores. 

113TH  ST. — Benjamin  Fishman  and  Charles  A.  Blum  have 
sold  to  Amelia  Rubinsky  77  Bast  113th  st,  a  5-sty  flat,  20.4x 
100.11,  taking  in  part  payment  92  to  98  Market  slip,  southeast 
cor.  of  Water  st,  a  5-sty  tenement,  80x20. 

114TH  ST.— Simon  &  Atlas  sold  for  J.  Klein  (;  West  114th 
st,  a  5-sty  double  flat,  27.6x100.11. 

114TH  ST.— Charles  H.  C.  Beakes  sold  the  lot,  25x100.11, 
south  side  of  114th  st.  225  ft.  west  of  Broadway,  to  Paterno 
Bros.,  who  resold  to  a  Mr.  Falahee.  Miss  M.  Monahan  was  the 
broker. 

117TH  ST. — Bloch  Bros,  bought  through  M.  Lowenthal  from 
the  Rosentlial  estate  360  to  366  West  117th  st,  four  5i/.-sty 
flats,  100x100.  It  is  said  to  be  the  first  time  the  property  has 
changed   hands   in   fifteen   years. 

121ST  ST. — Rachel  Cohen  et  al  sold  to  Abram  Piskovitz  243 
East  121st  st,  a  5-sty  brick  tenement  with  store,  25x100. 

12STH  ST. — G.  Brettell  &  Sor»  sold  to  Louis  Lese  the  south- 
west comer  of  128th  st  and  Lexington  av,  3  stone  dwellings, 
40x100.  This  is  the  first  time  the  property  has  changed  hands 
in  fifty  years. 

1.34TH  ST. — John  J.  Hoeckh  sold  for  Gustave  Schellhammer 
232  West  134th  st,  a  5-sty  flat,  25x100. 

13.5TH  ST. — I.  Brodsky  sold  to  Samuel  Rouse,  176  West  135th 
Bt.  a  5-sty  and  basement  double  flat,  2.'>x99.11. 

1.35TH  ST. — Max  Marx  sold  to  Alfred  Lewin  183  West  135th  Bt, 
a  3-sty  and  basement  dwelling,  25x99.11,  and  to  same  purchaser 
184  West   1.35th  st,  a  4-sty  two-family  dwelling,  25x99.11. 

138TH  ST. — M.  Landman  sold  for  C.  A.  Strauss  105  West 
138th  st,  a  5-sty  brownstone  apartment  hou.se,  26x09.11,  to 
B.  Oppenheim,  who  resold  to  Mr.  Hess. 

138TH  ST.— George  Ranger,  of  241  West  125th  st,  sold  for 
the  estate  of  James  Brady  the  3-sty  high-stoop  dwelling  241 
West  1.38th  st,  one  of  the  King  model  houses,  17x100,  to  John 
Monks.     The  present  buyer  will  occupy  the  house. 

145TH  ST.^D.  W.  Rohde  sold  to  Gehles  Pankow  518  to  522 
West  145th  st,  three  5-sty  flats,  100x100. 

147TH  ST. — Kupperstein  &  Lowenfeld  sold  for  Dr.  T.  George 
Barry,  Jr.,  to  Schmeidler  &  Bachrach,  286  and  288  West  147th 
st,  a  0-sty  new  law  flat,  50x100. 


147TH  ST. — Morris  Buch'sbaum  sold  to  Fred  J.  Fuerbach  the 
southeast  corner  of  147th  st  and  8th  av,  a  5-sty  triple  flat, 
25x84x100.  E.  M.  Michaelis  and  Lewis  B.  Crane  were  the 
brokers. 

AMSTERDAM  AV.— Greene  &  Taylor  Company  sold  for  Alice 
Palmer  to  Dr.  Wood  683  Amsterdam  av,  a  5-sty  flat  and  store, 
16.8x68. 

AUDUBON  AV. — Kupperstein  &  Lowenfeld  have  sold  for 
Schmeidler  &  Bachrach  to  E.  Lowenstein  the  southeast  cor.  of 
Audubon  av  and  174th  st,  100x95.  The  buyer  will  erect  a  6-sty 
apartment   house. 

The  Blenheim  on  Broadway  Sold, 

BROADWAY. — Hillenbrand  &  Nassoit  sold  for  George  Cantrell 
the  Blenheim,  2491-2493,  Broadway,  adjoining  the  southwest 
corner  of  93d  st,  a  7-sty  apartment  "house,  45.4x100  irregular. 
The  same  brokers  recently  sold  to  Mrs.  Mary  Donovan,  the 
widow  of  Timothy  Donovan,  the  adjoining  comer,  also  a  7-sty 
apartment  house  known  as  the  "Granville."  It  is  believed  that 
she  is  the  purchaser  of  the  Cantrell  parcel.  The  W.  B.  Astor 
estate  has  large  'holdings  in  the  neighborhood. 

BROADWAY.— L.  J.  Phillip.s  &  Co.  sold  for  the  Northwestern 
Realty  Co.  to  T.  J.  McLaughlin's  Sons  the  northwest  corner  of 
Broadway  and  113d  st,  99.11x100.  The  plot  will  probably  be  im- 
proved. 

LENOX  AV. — Goodwin  &  Goodwin  sold  to  Sigmund  Heine  the 
northwest  cor  of  Lenox  av  and  128th  st,  a  5-sty  double  flat  with 
one  store,  25x75. 

MORNINGSIDE  AV.— The  Schwab  Realty  Company  sold  59 
and  61  Morningside  av,  southeast  cor  of  120th  st,  a  5-sty  flat, 
100x101,   facing  Morningside  Park. 

MADISON  AV. — Morris  Kahn  sold  for  Moritz  Gerbcr  to 
Francis  Hillenbrand  1699  Madison  av,  a  5-sty  double  flat  with 
stores,  25x75. 

MANHATTAN  AV. — Weisberger  &  Kaufman  sold  to  a  client 
for  .Sigmund  Levy  southwest  corner  of  Manliattan  av  and 
101st  .<,t,  a  6-sty  triple  flat,  27.10x100. 

MADISON  AV. — C.  A.  Stein  sold  for  Nathan  Meyer  to  Martin 
L.  Strau'ss  1537  Madison  av,  a  3-sty  and  basement  brick  and 
terra  cotta  dwelling,  10.8x70. 

MADISON  AV.— Julian  Benedict  sold  to  a  Mr.  Robinson,  1772 
and  1774  Madison  av,  two  5-sty  flats  undergoing  alterations, 
40.7x110. 

PARK  AV. — H.  J.  Kantrowitz  sold  for  Lippmann  &  Ei'sman 
the  southeast  cor  of  Park  av  and  121st  st,  old  building,  75x90. 
The  buyers,  J.  J.  &  L.  Liebenthal,   will  improve  the  property. 

RIVERSIDE  DR. — V.  F.  Pelletreau  &  Co.  sold  to  a  client 
for  the  Bergen  Realty  Company  the  Bordeaux,  a  6-sty  elevator 
apartment   house,   cor   Riverside   Drive   and   127th  st,   87x110. 

RIVERSIDE  DR.— Mre.  Adele  G.  Shanley  sold  107  Riverside 
dr.  a  4-sty  and  basement  dwelling,  26.4x88.8x  irregular,  be- 
tween 82d  and  83d  st* 

WEST  END  AV.— Slawson  &  Hobbs  sold  for  Marietta  C. 
Stewart,  832  West  End  av,  the  southeast  corner  of  West  End 
av  and  l(M)th  st,  17.0x65.6,  3-sty  high  stoop  dwelling. 

WEST  END  AV. — Frederick  Zittel  and  the  Leroy  Coventry 
Realty  Company  sold  593  West  End  av,  a  4-sty  dwelling,  19x80. 
Margaret  D.  Griswold  is  the  owner  of  record. 

1ST  AV. — Sol.  Friedman  sold  for  the  estate  of  Nathan  Feist 
to  Liebhoff  &  Hirschfeld  1539  1st  av,  a  4-sty  single  flat,  16.6x80. 

2D  AV. — Augustus  Appel,  of  1248  Lexington  av,  sold  for  Sam- 
uel and  Benjamin  Aufses  to  Moses  :p;inzler  1335  to  1343  2d  av, 
two  5-sty  double  flats,  which  were  built  about  20  years  ago. 
These  apartments  consist  of  flve  rooms  (no  bath)  each,  with 
two  stores.     Rents  are  about  .$4  per  room  a  month. 

3D  AV. — Snowber  &  Co.  sold  for  Ambrose  Stolzenberger  to 
William  Mocre  1339  3d  av,  a  4-sty  tenement,  with  store,  19.4x 
7.5,  who  has  resold  the  parcel  to  Thomas  Callahan. 

3D  AV.— E.  E.  Tisch  &  Co.  sold  for  the  estate  of  Matilda 
Epstein  962  3d  av,  a  5-sty  double  tenement,  with  stores,  25.5x95. 
This  is  the  flrst  time  in  more  than  25  years  that  this  property 
has  changed  hands. 

8TH  AV. — Morris  Buchsbaum  bought  from  the  builder,  John 
Katsmann,  a  new  law  6-sty  modern  flat,  2903  8th  av,  25x87x100, 
with  one  large  store  occupied  as  a  saloon.  Cohen  &  Hesse  were 
the  brokers. 

8TH  AV. — Morris  Buchsbaum  bought  from  Weber  &  Recke 
the  three  5-sty  double  flats  with  stores,  2843-2845-2847  8th  av, 
75x70x81.     Frank   &  Kreielsheimer  were  the  brokers. 


The  Bronx. 

HOME  ST. — Richard  Dickson  sold  for  Mary  Bracht  93  Home 
st,  a  3-family  house,  20x100. 

134TH  ST. — Kirkpatrick  &  Urquhart  sold  for  Mrs.  Kate 
Powers  850  East  1.34th  st,  2-sty  and  basement  dwelling,  16.8x95. 

138TH  ST.— A.  D.  Saunders  sold  for  E.  Sharum  to  M.  E.  Ed- 
wards. 893  East  138th  st.  a  6-sty  and  basement  apartment  house 
w  th  stores,  37.6x100.  Mr.  Sharum  took  in  part  payment  477 
Graham  av.  Paterson,  N.  J.,  a  4-family  house  and  121-123 
East  23d  st.   Paterson,   N.  J.,  a  similar  house. 

145TH  ST. — Jennie  Neudorfer  sold  to  Johh  Schroeder  739-741 
East  145th  st,  5-sty  double  flat,  50x100. 
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llUTH  ST.— Albert  W.  Huck  has  sold  to  R.  Bunke,  GS9  East 
l(;4th  St,  a  2-sty  frame  building,  20x100. 

1G7TH  ST.— Ernst-Cahn  Realty  Co.  sold  to  the  Louis  Meyer 
Realty  Co.,  701  East  107th  st,  a  4-sty  triple  flat  with  stores, 
20x122. 

1T3D  ST. — Chas.   A.   Weber  sold   the  southeast   corner   of  173d 
St  and   Eastburn  av,  47.0x05,   to  a   client   for  improvement. 
■  BARNES  AV. — Witte  &  Schweibert  sold   for  Jacob  Cohen   the 
2-family   dwelling   in   the  east   side   of   Barnes   av,   74Ti  ft.   north 
of  Morris  Park  av.   Van  Nest,  25x100. 

BATHGATE  AV.— J.  Wilbur  Vaughn  sold  for  S.  Wormiser 
the  two  3-family  dwellings,  lOiMj  and  1908  Bathgate  av;  also, 
for  D.  Davis,  in  conjunction  with  Kurz  &  Uren.  a  plot  109x105, 
at  2d  av  and  219th  st;  also,  for  S.  Murgathroit,  2  lots  on  Teller 
av.   near  109th   st. 

COURTLANDT  AV. — J.  Clarence  Davies  sold  for  Frank  B. 
Walker  578  Courtlandt  av,  a'5-sty  double  flat  with  stores,  17x 
85x100. 

CROTONA  PARK  EAST. — Jac.  Kronenberger  sold  in  con- 
junction with  Philipps  Kronenberger,  10-18  Crotona  Park  East, 
a  5-sty  new  law  apartment  for  Mr.  Henry  Villaume. 

JACKSON  AV. — Chas.  A  Weber  sold  for  Mrs.  Mantz  700 
Jackson  av,  2-family  house,  25xS7,  to  a  Mr.  Eckert. 

JACKSON  AV. — The  Reiss-Loewy  Realty  Co.  sold  for  Meyer  I. 
and  Sadie  Newman  to  John  C.  Cook,  983  Jackson  av,  4-sty 
double  flat,  28.0x0.5x75. 

LA  FONTAINE  AV.— Ernst-Cahn  Realty  Co.  sold  for  Adolph 
Weisberger  to  a  client.  2050-20.58  La  Fontaine  av.  two  1-family 
houses,   10x100  each. 

OLINVILLE  AV.— Hugo  Wabst  sold  to  Peter  Hafner,  a  4-sty 
family  dwelling  on  the  west  side  of  Olinville  av,  north  of 
210th   St. 

PROSPECT  AV.— Clias.  A.  Weber  sold  for  Mrs.  Bullwinkel  a 
plot,  .50x95,  east  side  Prospect  av,  north  of  Fort  Schuyler  road 
(lots  Nos.  10-11)  to  a  speculator  and  resold  the  same  to  a  Mrs. 
Davis. 

RAILROAD  AV.— Max  C.  Baum  bought  a  corner  of  Railroad 
ahd  St.  Agnes  avs,  25x100,  Baychester,  directly  oppoBit«  the 
railroad  station,  which  he  will  improve  with  a  hotel. 

TELLER  AV.— J.  Wilbur  Vaughn  sold  for  S.  Margathroit,  2 
lots  on  Teller  av,  near  109th  st. 

TRINITY  AV. — Chas.  A.  Weber  sold  for  Mr.  Fetzer  080 
Trinity  av,  a  4-sty  and  basement  single  flat  on  a  lot  about  25x 
80  to  a   client   for  Investment. 

WASHINGTON  AV. — Ernst-Cahn  Realty  Co.  sold  for  Louis 
A.  Sable  to  a  client,  2134  Washington  av,  a  2-sty  and  basement 
frame  dwelling,  10.8x75. 

WASHINGTON  AV.— Ernst-Cahn  Realty  Co.  resold  21.34 
Washington  av,  a  2-sty  frame  dwelling.  10.8x75;  also  2050-8 
La  Fontaine  av,  2  dwellings,  32x101),   to  Pffilip  Wattenberg. 

WENDOVER  AV.— Ernst-Cahn  Realty  Co.  sold  for  the  Louis 
Meyer  Realty  Co.,  7.54  Wendover  av,  a  41^-sty  triple  flat  with 
stores,  25x125. 

2D   AV. — J.    Wilbur   Vaughn    sold    in    conjunction    with    Kurz 
&  Uren,  for  D.  Davis,  109x105,  at  2d  av  and  210th  st. 

3D  AV.^J.  Clarence  Davies  sold  for  Emma  M.  Irwin  the 
southwest  corner  of  3d  av  and  179tli  st,  a  vacant  plot,  90x90. 


same  building;  for  J.  C.  WoodhuU  t-u  McKee  Company  the  first 
loft  in  the  Standard  Building,  35  and  37  West  31st  st;  for 
Edward  McVickar  to  W.  L.  McKenna  41  East  .S3d  st;  for  Ed- 
ward S.  Rapallo  in  the  loft  building  .57  and  59  East  11th  st  the 
following:  to  Rosenshine  Brothers.  18.000  square  feet;  to  Gor- 
doi)  Brothers,  15,000  square  feet;  to  Kahn,  Weiss  &  Feig,  5,000 
square  feet;  to  Reiff  Brothers.  5,000  square  feet,  and  for  L.  G. 
Parrott  to  John  Hartjen  05  West  .38th  st. 


A  Broadway-Mercer  Street  Property  Sold  at  Auction. 

No.  449  Broadway,  running  through  to  20  Mercer  st,  25x200, 
was  sold  at  auction  by  James  L.  Wells  at  the  Vesey  st  auction 
room  during  the  week  for  $134,000,  being  exactly  $20.80  per  sq. 
foot.  The  successful  bidders  were  S.  H.  Stone  and  D.  &  H. 
Lippman.  The  property  was  owned  by  the  Boos  Estate,  and 
was  sold  in  partition  by  order  of  the  Supreme  Court. 

As  a  rule,  the  announcement  of  a  Broadway  auction  sale  at- 
tracts considerable  attention,  and  in  the  past  has  been  a  mag- 
net which  draws  a  substantial  class  of  investors,  but,  contrary 
to  the  general  supposition,  there  were  perhaps  fewer  buyers  In 
attendance  at  this  sale  than  expected.  The  building  which 
covers  this  plot  is  an  old  one,  and  its  condition  not  so  good  as  it 
might  be,  standing  greatly  in  need  of  repairs.  Real  estate 
agents  who  make  a  specialty  of  the  management  and  rental  of 
stores  and  lofts  in  this  location,  and  who  are  familiar  with  the 
exactions  of  the  average  tenant,  say  that  the  building  Is  in 
need  of  a  general  overhauling,  and  that  in  order  to  secure 
permanent  tenants  it  will  be  necessary  to  spend  considerable 
to  put  the  structure  in  proper  shape.  Notwithstanding  this, 
having  purchased  the  property  at  a  very  low  figure,  the  buyers, 
after  making  alterations,  will,  it  is  said,  be  able  to  show  a 
handsome  profit  on  the  investment  upon  disposing  of  same  at 
private  sale. 

It  is  interesting  to  note  that  the  l&,nd  with  improvements 
thereon  stands  on  the  assessment  books  at  a  valuation  of 
$145,010.  being  an  amount  which  exceeds  the  sale  price  by 
$11,000. 


Leases. 

John  Peters  &  Co.  leased  for  Wm.  Halladay  309  East  14th  st, 
a  4-Bty  and  basement  dwelling  for  a  term  of  years. 

Henry  Brady  leased  for  Frank  O'Rourke  to  the  Wm.  J.  Lemp 
Browing  Co.  for  a  term  of  ten  years •555-.557  West  22d  st,  a  plot 
50x100. 

Chas.  E.  Duross  leased  the  3d  and  4th  lofts  of  02-04  9th  av, 
for  Julius  Wile  Sons  &  Co.,  to  the  Austrian  Bent  Wood  Furn  - 
ture  Co.,  for  a  term  of  5  years. 

E.  V.  Pescia  &  Co.  leased  for  Mary  Abrams  to  Frank  Torre- 
grossa  &  Bros.,  a  0-sty  double  tenement,  30-32  Oak  st,  for  a 
term  of  5  years,  at  an  aggregate  of  $31,500. 

John  Peters  &  Co.  leased  147  East  35th  st  for  Mrs.  E.  L. 
Reaney  to  the  W,3.terproofing  Co.,  who  will  occupy  the  build- 
ing after  extensive   alterations   are   completed. 

E.  V.  C.  Pescia  &  Co.,  203  Broadway,  leased  for  Luigi  Pepe 
to  Gaetano  Riccio  21.32  2d  av,  a  4-sty  double  tenement,  with 
stores,  at  an  aggregate  rental  of  about  .$10,000. 

M.  &  L.  Hess  leased  for  Carrie  M.  Butler  to  Pelgram  &  Meyer, 
importers  of  laces,  the  store  and  basement  in  the  building  at  the 
northeast  corner  of  5th  av  and  10th  st,  including  5-7  East  lOtTi 
st,  .50x192,  for  a  long  term  at  an  aggregate  rental  of  $2.50,000. 

Frank  E.  Malone  leased  for  Hallihan  &  Ahearn  to  Harry  R. 
Rand  and  John  H.  Trageser  .the  Cambridge  Court  Hotel,  in 
49th  st,  near  Broadway,  for  a  term  of  years  at  an  aggregate 
rental  of  $000,000.  The  new  tenants  will  change  the  name  to 
the  Hotel  Rand.  Mr.  Rand  is  a  well-known  hotel  man  of 
California,  two  hotels  owned  by  him,  the  Langham  and  the 
Renaissance,  being  destroyed  in  the  recent  disaster. 

Tucker,  Speyers  &  Co.  leased  to  Clarence  M.  Phipps  tor  a 
term  of  years  the  west  store,  basement  and  first  loft  in  the 
new  Castles  Building,  39  and  41  West  38th  st,  and  to  P.  &  F. 
Corbin  for  a  term  of  years  the  east  store  and  basement  in  the 


Forty  New  Houses  for  Montclair. 

Parish,  Fisher  &  Co.  sold  for  F.  D.  Lambie  to  Aaron  W.  God- 
frey a  tract  off  5  acres  on  the  south  side  of  Anderson  Park,  near 
North  Mountain  av,  upper  Montclair,  N.  J.  Mr.  Godfrey,  by 
former  purchase  of  13  acres,  how  controls  about  IS  acres,  which 
he  will  improve  at  once.  The  erection  of  40  houses,  as  a  start, 
will  be  begun  at  the  earliest  possible  date  in  the  spring,  for 
which  cement  and  concrete  will  be  largely  employed. 


Ready  for  Delivery. 

The  Record  and  Guide  Quarterly,  covering  the  period  be- 
tween July  1  to  Sept.  30,  1900,  will  be  ready  for  delivery  on 
Tuesday,  Oct.  .30,  1900.  In  addition  to  the  record  matter  which 
this  publication  has  always  contained,  there  has  been  added  to 
the  conveyances  the  grantee's  address,  and  under  each  mortgage 
will  be  found  the  name  and  address  of  the  attorney  loaning 
the  money,  making  this  publication  an  invaluable  real  estate 
directory,  which  should  be  in  every  broker's  office. 


REAL     ESTATE     NOTES 


Brokers  in  general  report  an  increased  demand  for  medium 
size  lofts  in  the  central  part  of  Manhattan,  but  say  that  space 
lOOxlUO  is   hard   to  get. 

Mr.  .S.  Carman  Harriot  has  become  a  member  of  the  firm  of 
John  M.  Thompson  &  Co.,  real  estate  brokers,  with  offices  in 
the    United    Building,    212    Broadway,    Manhattan. 

M.  &  L.  Hess,  043  Broadway,  Manhattan,  report  that  lofts 
75  to  100x100  are  very  scarce  at  the  present  time,  and  that 
small  space  .50x100  between  14th  and  23d  sts  is  bringing  .$3..500. 

The  130t'h  Street  Corporation  (real  estate)  has  incor- 
porated with  a  capital  of  $100.0<X).  Directors  are:  L.  L.  Seid- 
man.  Brooklyn,  and  A.  Schlesinger  and  H.  Fenichel,  of  Man- 
hattan. 

Tlie  office  of  F.  &  G.  Pflomm  has  enjoyed  a  brisk  business  this 
fall,  but  they  say  that  while  the  volume  transacted  is  not  quite 
so  large  as  that  of  1905,  still  it  compares  well  with  the  business 
closed   in   1004  during   the  same  period. 

The  manager  of  the  loan  department  of  one  of  the  large  title 
companies  complains  of  the  extreme  dullness  in  their  business 
at  the  present  time.  "It  is  so  dull,"  he  said,  "that  many  of 
us   are   sitting   around    practically   doing   nothing." 

The  firm  of  L.  Tannenbaum,  Strauss  &  Co.,  040  Broadway, 
Manhattan  have  been  enjoying  a  good  business  in  the  rental 
line  this  fall,  and  they  speak  favorably  as  to  the  outlook  for 
continued  prosperity.  They  note  that  lofts  containing  10,000 
square  feet   are   becoming  scarce. 

Pocher  &  Co..  real  estate  brokers  and  agents,  of  40  West 
34th  St.  will  remove  the  offices  on  Nov.  1  to  larger  quarters  at 
120  West  34th  st,  just  west  of  the  Herald  Square  Hotel.  This 
firm  iias  for  yeai-s  successfully  managed  many  parcels  of  leal 
estate,    mostly    in    tlie   West    Side   section. 
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WANTS    ^^D      OFFERS 


k%1o  MONEY 

to  lend  in  large  or  medium-size  amounts  on 
choice  Manhattan  business  or  residence  pro- 
perty only.  Exceptionally  desirable  applica- 
ti.is     will   receive   favorable   consideration    ta 

A.W.McLaughMn&Co. 

128  Broadway,  cor.  Cedar. 

FOR  SALE,  to  close  au  estate,  no  ft.,  near 
TOtli  aud  Lexington  Ave.  Price.  $7.j.WJ0.  Ad- 
dress "J.  W.  407."  c!o  Record  and  Guide. 

I    CAN    MARKET 

any  goods  in  wliich  I  have  faith.  Organize, 
direct  sales  force.  Long  experience  educating 
people  kind  roofing  material  they  should  use. 
Bids  invited.  Age  30;  married.  "X.,"  clo  Record 
and    Guide. 

AN  EXPERIENCED  Real  Estate  Broker,  with 
good  line  of  Insurance,  desires  to  connect  with 
first-class  Realty  firm.  Address  BOX  84,  c|o 
Record  and  Guide.  

WANTED— A  Bromley  Atlas  for  Manhattan  and 
Bronx.      BOX    508.    c|o    Record    and    Guide. 

DOWNTOWN  LOFTS,  aggregating  10,000  feet 
or  more,  light  and  in  good  location.  West  of 
Broadway,  wanted  on  a  long  lease.  Possession 
March  1,  or  before.  BOX  18,  c|o  Record  and 
Guide. 

An  established  real  estate  business  for  sale 
at  a  sacrifice,  on  account  of  other  business. 
Ground  fioor  office,  handsomely  furnished,  Madi- 
son Square  section;  complete  records  of  prop- 
erty and  every  requisite  for  large  profitable 
business.  Fullest  particulars  to  responsible  pur- 
chasers. "BARGAIN,"  Box  200,  Record  and 
Guide. 


Record  and  Guide  Quarterly 


The  annual  number  of  the  Record  and  Guide 
Quarterly  contains  all  the  legal  records  for  the 
past  year  concerning  real  estate  and  projected 
buildings,  arranged  alphabetically  and  numerically, 
with  invaluable  annotations.  These  are  supple- 
mented by  tables  of  important  transactionsrwith 
typical  prices,  covering  the  past  quarter  of  a  cen- 
tury or  more,  accompanied  by  expert  comments; 
also  by  a  list  of  realty  corporations  created  during 
the  past  two  years,  with  officers  and  the  enterprises 
in  which  they  are  engaged.  The  whole  makes  a 
volume  of  reference  which  no  real  estate  man  can 
afford  to  be  without.  It  should  be  on  every  desk 
and  in  every  library.  Its  cost  is  as  nothing  com- 
pared to  its  value  as  a  time-saver.  This  important 
work  can  be  obtained,  with  three  quarterly  num- 
bers, for  the  comparatively  small  sum*  of  $20.  It 
is  published  by  the  Record  and  Guide,  at  Nos.  14 
and  16  Vesey  St.,  where  interested  parties  may  see 
it  and  have  its  uses  explained  to  them.  If  you  can- 
not call,  drop  a  postal  card  to  the  Publisher,  or  call 
him  up  on  telephone,  3157  Cortlandt. 


Lawyers  Title  Insu.  c^nce  &  Trust  Company 

CAPITAL  AND  SURPLUS  -  $9,500,00C 


I 


TRUST  AND   B.4NKING  DEPARTMENT,   59   LIBERTY   ST.      ,      „.-r„,__ 
TITLE    DEPARTMENT 37    LIBERTY    ST.       I       MANHATT.* 

Brooklyn  Branch,  Titl*  Department  and  Trust  and  Banking  Department,  188  Montague  Stnai 

RECEIVES   DEPOSITS   subject  to   checK  or  on  certificate. 

allo-wing  interest  thereon. 
LENDS   ON   APPROVED   STOCKS   and   Corporation  Bonos 

as  Collateral.  p 

ACTS   AS   TRUSTEE,    Guardian.    Executor.  Administrator. 

Assignee    or    Receiver,    Transfer   Agent   or    Registrar   o> 

Stocks    of     Corporations.       Takes     Charge    of     Personal 

Securities. 

OFFICERS  t 
EDWIN  W.  COGGESHALL,  Prasidant  and  General  Manager.  ' 

DAVID  B.  OGDEN,  ,  WALTER  N.  VAIL,  Secretary. 

JOHN  T.  LOCKMAX.  (  ^.^  tj-.=;  i„„f  =  LEWIS  H.  LOSEE,  Asst.  Genl.  Manag(» 

LOULS  V.  BRKiHT.  5  Vice-Presidents.  ARCHIBALD  PORfeES," 

HENRY  MdRCiENTHAt'.    '  "'    " 

THORWALD  STALLKNEOHT,  Treasure!. 
HERBERT  E.  JACKSON,  Comptroller. 


ARCHIBALD  PORfeES.i  ..., 
V.  CONDIT  VARIOK.  J  ■»•'"• 
GEORGE  A.  FLEURY,  \,,., 
FREDERICK  D.  REED, /■*'"• 


Treasurer 

Secretarial 


GEO.  F.  BTTTERWORTH. 
DUMONT  CLARKE. 
EDWIN  W.  C(.iG(iESHALL, 


EXECUTIVE  COMMITTEE: 

WILLIAM  A.  D.\Y. 
WILLIA.M  P.  DIXON, 
JULIAN  D.  FAIRCHILD, 


JOHN  T.  LOCKMAN, 

HENRY  M0R6ENTHAC 
JAMES  N.  WALLAOB    ^ 


Industrial  Sites 

To  Real  Estate  Agents 


The  Industrial  Department  of  the 


MANY  BROKERS  ARE  SPENDING 

Large  sums  of  money  in  maintaining  an 
office  record  of  real  estate  transactions. 
Such  a  record  is  indispensable  and  can 
now  be  obtained  for  %'li)  a  year,  by  sub- 
scribing to  the  Record  and  Guide  Quar- 
terly. All  records,  alphabetically  and  nu- 
mericallj  arranged,  with  illustrations  and 
annotations.  Subscribe  now  and  be  equip- 
ped   for    your    business. 

RT^CORD     AVn     OUTDE 
Nos.  14  &  16  Vesey  St.,  New  York  City. 


Erie  Railroad  Company    q 


advises  Real  Estate  Agents  submit- 
ting: for  the  consideration  of  manu- 
facturers sites  adjacent  to  railroad 
that  it  will  gladly  furnish  them  with 
full  technical  information  in  regard 
to  the  reaching  of  such  sites  by  side 
tracks.  No  interference  with  clients. 
No  leakage.  Confer  with  absolute 
confidence.  Every  assistance  freely 
rendered  agents  in  securing  business. 
Call  or  address, 

LUIS  JACKSON 

Industrial  OonuniBsioner.  Brl«  R&llroad  Oomyaay 
11   BROADWAY. 


The  Record  and  Guide 

costs  $20 

per  year. 


u  a 


r  t  e  r  1  y 


If  you  are  keeping  a  system  of 
real  estate  records  it  is  costing 
you  a  good  deal  of  money  for 
cards,  cabinets  and  labor. 

We  can  do  all  this  work  for 
you  at  a  net  cost  of  only  $20. 


Write    for    particulars, 
THE     RECORD     AND     GUIDE 

14-16    TESEY    STEEET,    ;:     ::    NEW    TORK 


An  oi-aer  confirming  tlie  report  in  tire  matter  of  two  rapid- 
transit  routes  was  lianded  down  by  the  Appellate  Division  of 
the  Supreme  Court  on  Wednesday.  One  ot  these  is  the  Jerome 
av  4-track  subway,  from  KJOth  st  to  Woodlawn  Cemetery,  and 
the  other  is  the  route  from  Bronx  Park  to  the  White  Plains 
road. 

Mr.  Veiller,-of  the  firm  of  Chambers  &  Veiller,  of  3.j3  5th  av, 
says  that  renting  is  very  active  in  business  circles  throughout 
that  section  of  the  city.  Although  mortgage  loans  are  still  hard 
to  procure,  he  reports  the  real  estate  market  as  being  in  fine 
shape,  with  but  one  other  difficulty,  and  that  is  a  lack  of  avail- 
able business  property  at  moderate  rentals. 

Many  real  estate  brokers  are  under  the  impression  that  the 
terminal  of  the  Pennsylvania  Raih'oad  is  to  be  on  ;34lh  st  west 
of  7th  ^v.  "This  is  a  mistake,"  observed  a  well  known  broker- 
age firm,  "and  the  impression  should  be  corrected  at  once. 
The  general  station  will  be  at  7th  av  and  .S.Sd  st,  the  small 
arcade  provided  for  on  3-tth  st  belongiiig  to  an  allied  company." 

The  majority  of  brokers  occupying  offices  in  42d  st  seem  to 
be  giving  their  main  attention  to  the  sale  of  acreage  in  West- 
chester County.  They  advance  convincing  arguments  as  to 
the  certainty  of  rapid  changes  in  values  in  the  territory  men- 
tioned. "Very  little  real  desirable  vacant  property  can  be  pur- 
chased now  at  prices  which  prevailed  last  spring."  said  a  well- 
known  firm.  A  careful  inquiry  proved  the  truth  of  this  state- 
ment. 


— Parish.  Fisher  &  Co.,  149  Broadway,  Manhattan,  who  are 
watcliing  very  closely  the  transition  which  the  Pennsylvania 
district  is  undergoing,  predict  many  surprises  in  the  future. 
It  will  be  remembered  that  this  firm  was  identified  with  the 
recent  sale  of  the  northeast  corner  of  IVa  av  and  33d  st,  and 
it  can  be  stated  that  they  are  in  a  good  position  to  know  pretty 
much  what  is  going  on.  The  cost  of  tire  M'cAdoo  Tunnel  Co. 
purchases  in  .""2d  and  33d  sts,  as  well  as  on  Gth  av,  will  probably 
reach  the  enormous  total  of  .$7,000,000. 


— On  Nov.  2  the  Board  of  Estimate  will  give  a  hearing  in 
the  matter  of  the  proposed  addition  to  Claremont  Park.  The 
park  no\v  has  an  area  of  some  38  acres,  and  in  it  is  the  Zbrow- 
ski  Mansion,  containing  the  administrative  offices  of  the  Park 
Department  of  the  Borough  of  the  Bronx.  The  proposed  addi- 
tion would  be  bisected  in  one  direction  by  College  av,  to  which 
the  city  has  already  taken  title,  and  in  the  other  direction  by 
East  171'St  st  and  East  172d  st,  both  of  which  have  been  legally 
opened.  None  of  these  streets  has  been  improved,  and  there  is 
but  one  house  on  the  land  which  it  is  proposed  to  take.  About 
one-fourth  of  the  area  is  covered  with  large  trees.  The  present 
assessed  value  of  the  land  is  .$103,050,  but  in  view  of  the  recent 
large  increase  in  real  estate  values  in  this  part  of  the  city, 
it  is  difficult  to  estimate  what  would  be  the  cost  of  its  acqui- 
sition. 
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\/\/     P.    MArJGAM 

Real  Estate  and  Loans 

108  and  110  EASl'  125TU  STKEET 

Talephone,  222  Harlem  Now  Vork  City 

KOTARY  PUBLIC 


J. 


LYONo    BU  LDING   d: 
OPERATING   COMPANY 

4  AND  6  EAST  42d  STREET 
relephona,  tS«8  3Sth  St.  NEW  VORK 


utMtmLLAMMmwa. 


QHARLES  H.    EASTON   &  CO. 

Real  Estate  Agents  and  Brokers 

Tel.,  6420  38th  St.         Estates  Manaeed 

116  West  42a  Street,  NEW  YORK 

Cable  Address,  "Cheaston,  N.  Y." 

Chablis  H.  Easton Robert  T.  McGusnt 

HUKO'S  rKIMOIPL.M  OF   OITT  UAMB  TATABW 

PrlM,  I1.M. 

A    k«ek    Jtitt    yukllik*4    tk«t    •kews    k»v    eltr 

TaluM  ar«  mad*  u4  U*  kaili  upm  wkUk  ml 

sitaU  appralMinantt   •hoiiI4  k«  mad*. 


9ttll»'9t^S^AAS«*t*^m 


"THOMAS   DIMOND 

Iron  Work  for  Building 

128  WEST  33D  .ST.,  NEW  YORK 
Works  ■fJS^S;<'*'^3d  St.  Estahlishe.l  1852 

"°'^*-^\137West32aSt. Tel..  1780  Mad.  Sq. 

[\|     BRIGHAM    HALL  &  SON 
''■         Real  Estate  Brokers  and  Agents 

Tel.  603  Spring  681  Broadway 


I  AMES    A.     DO  WD  Tel..93PIaia 

Real  Estate  and  Insurance 

874  SIXTH  AVENUE,  al.ove  49tli  Street 


THE  TITLE  INSURANCE  COMPANY,  OF  new 
135  Broadway,  Manhattan  -     CAPATAL  AND  SURPLUS 

and  203  Mongtague  St.,  Brooklyn  $3,000,000 

Sxamintl  and  Insures  Titles  to  Real  Estate  on  Sales  and  Loans,  and  deals  in  Morteages. 


YHB^   EDGAR  J.  LEVEY,  President 
lUnK  JOHN  P.  CKI.MMINS,     1„.     .„      .,     , 
CHARLES  T.  BARNEY  /  v  icePresidenti 
CYKIL  H.  BIKDETT  >i,.,.rPtarT 
CHAUNCEV  H.HUMPHKEYS,!  Asst. 
EDWIN  A.  BAYLES.  /Sec'ys 

WILLIAM  N.  HARTE,  Treasurer 
Hon.  ABRAHAM   R.  LAWRENCE,  Counsel 


l-jARRY    W.     HOPTON 
REAL    ESTATE 


lel.,  gpll  Cortlandt 


No,    160    BBOADWAT 
Cor.  Liberty  St. 


NOTICE  TO   PROPERTY  O^VNERS, 

HEARINGS   FOR   THE   COMING   WEEK. 

At  aO-02  West  Broadway. 

Monday,    Oct.    20. 

Public  Park,   at  Queens,  at  2  p.   m. 

Main  st.   City  Island,   at  3  p.   m. 

Seaman    av.    Academy    st,    to    Isham    st,    at    10 

a.  m. 
Public    Park,    at    Rae.    German    place    and    St. 

Ann's  av,  at  12  m. 
W.    191st  st,    Exterior   st.    to   the   bulkhead   line, 

Bronx,    at    12    m. 
W.    1.11st    St.    closing.    Riverside    Extension    to 

U.    S.    Bulkhead   Line   of   Hudson    River,    at   2 

p.  m. 
Westchester  av,  Bronx  River  to  Main  st,  Bronx, 

at   10.30   a.    m. 
Cypress  av,  closing,   northerly  line.    H.   R.   &  P. 

R.  R.,  to  bulkhead  line,   at  11  a.   m, 
Seabury    place,   Charlotte   st  to   Boston   road,    at 

1  p.  m. 
Beck  st,  Longwood  av  to  Intervale  av,  at  4  p.  m. 
W.   163d   st,   Broadway,   to  Fort  Washington  av, 

at  2.30  p.   m. 
Hatfield  pi,   Richmond,   at  3  p.   m. 
Bridge    at   Highbridge,    at  4    p.    m. 

Tuesday,    Oct.    30. 
Public    Park,    bounded    by    Southern    Boulevard, 

Pelham   av  and   Crotona  av,    at  2  p.   m. 
Union   av    Richmond  terrace,   to  pier  and   bulk- 
head line,   at  10  a.  m. 
Morris    av,    N.    Y.    &    H.    R.    R.    R.,    to    Grand 

Boulevard  and   Concourse,    at  11  a.    m. 
Northern    av,    between    W    ISlst    st    and    Fort 

Washington  av,   at  3  p.   m. 
Two  Public  Parks,   east  ot  Boulevard  Lafayette, 

at  4  p.   m. 
Exterior  st,   Fordham   road  to  West  192d  st,   at 

1  p.  m. 
White    Plains    road,    Morris    Park    av    to    West 

Farms  road,   at  11   a.   m. 
W.    13!Hh    St.    point   42.5    ft.    west   Broadway    to 

Riverside   Drive,    at   3  p.    m. 
Riverside     Drive,     widening.     W.     loSth    to    W. 

165th  sts,    at  3  p.  m. 
Steuben  av.  Mosbolu  Parkway  to  Gun  Hill  road, 

at  1  p.  m. 

Wednesday,   Oct.   31. 

Cameron  place,  Jerome  av  to  Morris  av,  at  2 
p.   m. 

Waterloo  place.  East  ITGth  st  to  East  175th  st, 
at  11   a.   m. 

La  Fayette  av.  Richmond.  Hatfield  to  Black- 
ford avs,  at  4  p.  m. 

E.  177th  st,  Boston  road  to  Bronx  River,  at 
4  p.   m. 

W.  177th  St.  southerly  side  of  Bulkhead  Line  of 
Harlem  River,   150  ft.   east,  at  1.30  p.   m. 

Thursday,    Nov.    1. 

E.  172d  st,  Jerome  av  to  Morris  av,  at  4  p.  m. 

W.  229th  st,  Bailey  av  to  Heath  av,  at  4  p.  m. 

Weiher  Court,  between  Washington  av  and  3d 
av,   Bronx,  at  3.30  p.  m. 

W.  229tli  st,  Bailey  av  to  Heath  av,  at  1  p.  m. 

White  Plains  road,  northerly  boundary  of  city 
to  Morris  Park  av,  at  4  p.  m. 

Tremont  av.  Eastern  Boulevard  to  Fort  Schuy- 
ler road,    at  12..30   p. "  m. 

3d  av,   widening,   at   149th  st.   at  12  m. 

Morris  av,  closing,  at  11  a.  m. 
Friday,    Nov.    2. 

Bronx  st.  East  177th  st,  to  East  LSOth  st.  at 
12  m. 

At   258   Broadway. 

Monday,    Oct.    29. 

129th    st    and    Amsterdam    av,    school    site,    at 

12.30  p.   m. 
Piers  2  and  3,   East  River,   at   2  p.   m. 
East  79th   st,   school  site,   at  2  p.   m. 
loth-lSth  sts.  North  River,  docks,  at  2  p.  m. 
Cherry  and  Oliver  sts,   bath  site,   at  2  p.   m. 
Bridge  4,   Section  No.  3.  at  3  p.  m 
Hyatt  st,   library  site,   at  3.30  p.  m. 

Tuesday,    Oct.    30. 
E.  138th  St.  school  site,  at  10  a.  m. 
Pier  36,    East   River,    at   10.30  a.    m. 
Wednesday,    Oct.    31. 

22d   and   23d   sts.   North   River   docks,    at   10.30 

a.  m. 
129th  st  and  Amsterdam  av,  school  site,  at  12.30 

p.  m. 
East   Houston   and   East   2d   st,    library   site,    at 

1.30  p.  m. 


JOSEPH   P.  DAY 

Real  Estate 

AtJCTTONEER  AND  APPRAISER 

»»    >    OmCF-  AQINCT  DXPT 

11  MASSAli  ST.  932  EIGHTH  AVENUE 

Pier  1."..  East  River,  at  2  p.  ni. 

Bridge   4.    Queens   Section   No.   2,   at  3  p.    m. 

Thursday.    Nov.    1. 
Piers  16  and  17,   East  River,  at  10.30  a.  m. 
Briggs    and    Bainbridge    avs,    school    site,    at    11 

a.   m. 
15th    and    ISth    sts.    North    River    docks,    at    2 

p.   m. 
Bridge   4,    Section   No.   3,    at  3   p.    ra. 
113th  st,  school  site,  at  3  p.  m. 
Friday,    Nov.    2. 

42d    and    4.3d    sts.    North    River   docks,    at    10.30 

a.   m. 
Piers  9  and  10,  East  River,   at  11  a.  m. 
129th    st    and    Amsterdam    av,    school    site,    at 

12..30  p.    m. 


AUCTION   SALES   OF  THE  'WEEK. 

The  following  is  the  complete  list  of  the  prop- 
erty sold,  withdrawn  or  adjourned  during  week 
ending  Oct.  26.  190(1,  at  the  New  York  Real 
Estate  Salesroom.  14  and  16  Vesey  St.  Except 
where  otherwise  stated,  the  properties  offered 
were  in  foreclosure.  Adjournment  of  legal  sales 
to  next  week  are  noted  under  Advertised  Legal 
Sales. 

•Indicates  that  the  property  described  was  bid 
in  for  the  plaintiff's  account. 

The  total  amount  at  the  end  of  the  list  com- 
prises the  consideration  in  actual  sales  only. 

JOSEPH    P.    DAY. 

Front  st.  No  3.  s  s,  34  w  Monroe  st,  33.3x80x 
36x80:  part  unfinished  building.  (Amt  due, 
.$13,336.48;  taxes,  &c,  .fl,014.64.)  George 
Hahn     14.750 

♦Morton  st.  No  .50.  s  s,  273.2  e  Hudson  st,  IS. 2 
xKK).  4-sty  brk  dwelling.  (Amt  due.  $11.- 
989.53:  taxes,  &c.  ?1,300.)  Mort  recorded 
Jan  3,   ISiJS.     Annie  T  McDonnell 12,900 

71  h  av.  No  4(!t).  s  w  cor  :i5th  St.  24.9x50.  4-sty 
brk  building  with  stores  (voluntary).  Louis 
J    Fry     88.000 

7th  av.  No  4.56.  w  s,  about  49.6  s  35th  st,  18x75, 
4-sty  bry  building  with  store  (voluntary). 
Louis   J    Fry    52,500 

St  Nicholas  av.  n  w  cor  117th  st,  '29.7x92.5x25.2 
X107.1],  5-sty  brk  tenement  with  stores  (vol- 
untary).     W    C    Schmidt    55,000 

179th  St.  s  e  cor  Belmont  av.  runs  e  130.11  x  s 
1(11  X  w  22.8  X  n  —  X  w  94.8  x  n  102.2,  vacant 

'    (voluntary!.      John    T    Higgins    16.000 

Belmont   av.    e   s.    102.2   s   179th   st,    l(X>xl05..8x 

liKt.'c94.6.  vacant  (voluntary).  John  Fagan. 
lO.(HX) 

Columbus  av,  n  s,  about  130  w  Bronxdale  av. 
.50x100.  vacant  (voluntary).  John  T  Higgins 
2.800 

1st  St.  No  13.  s  s.  about  150  w  2d  av,  19.8x 
74.4xl9.10.x77.  5-sty  brk  tenement  with  store 
(voluntary).     J  L  Kornicker    24.000 

IS7lh  St.  n  w  cor  Cambreling  av,  100x70,  va- 
cant   (voluntary).      Bid    in    at    $13,300 

lS7th  st,  s  e  cor  Belmont  av,  100x70,  vacant 
(voluntary).      Bid    in    at    $12,450 

Clinton  av,  s  e  cor  Oakland  av,  .50x100,  vacant 
(voluntary).      Bid    in    at   .$9.2(X)    

Beaumont  av.  w  s,  about  220  s  lS7th  st,  50x 
IiH),  vacant  (voluntary).     Bid  in  at  $5,450.. 

Sedgwick  av.  w  s.  819.6  n  Cedar  av  (late 
River  View  Terrace),  103.2x1.53. 7x165. 2x 
1.S7.11.  2-sty  frame  dwelling  and  vacant. 
(Amt  due,  $21,545.60;  taxes.  &c.  $.362  10  ) 
Mort  recorded  Feb  20,   1905,     Wm  C  Hanna 

J""    22,100 

PETER    F.    MEYER. 

Guion  pi.  No  271,  s  s,  lOO  e  St  Lawrence  av, 
2.1x80.     2-sty    frame     dwelling.       (Amt     due 

.'«2.488..58:    taxes.    &c.    $ .)      Mort   recorded 

Dec     19.     1899.       Withdrawn     

Stebbins  av,  n  e  cor  Home  st,  112.7x49  3  to 
Home  st,  x  49.3x112.7,  vacant.  (Amt  due, 
$7,151.60;  sub  to  two  morts  aggregating  $10- 
000.)  Mort  recorded  April  12,  19O0.  With- 
drawn      

Westchester  av,  n  w  cor  Glebe  av. '99x164.9x99 
xl(!5.  2-sty  frame  dwelling  and  vacant.  (Par- 
tition; Amt.  taxes,  &c,  $109.43).  Wm  C 
Smith    14  000 

uales  av,  n  w  cor  Beck  st,  or  1.51st  st,  125x 
105.  vacant.  (Amt  due,  $6,575.08;  taxes,  &c 
.$292.81;  subject  to  mort  of  $14,000.)  Mort 
recorded  Nov  28.   1904.     Withdrawn 

»St  Nicholas  av,  n  e  cor  179th  st,  100x100,  va- 
cant.    (Amt  due,  $29,496.27;   taxes,   &c,  $—  ) 


Mort  recorded  Dec  20,  1905.     Realty  Mortgage 
Co 75,100 

LEWIS   PHILLIPS. 
12th  St.   No  210,  s  s.  about  175.0  e  3d  av,  20x 
1(«;.(>,  6-stv  brk  loft  and  store  building  (vol- 
untary).    Morris- Weiss    31,500 

BRYAN    L.    KENNELLY. 

K\<i  SI.  No  37.  n  s.  408.9  e  Columbus  av  runs 
e  2i>  X  n  .so  X  w  3.9  X  n  22.9  x  w  16.3  x 
s  1112.2  to  beginning.  3-sty  and  basement  brk 
dwelling  (exrs  sale).  Wra  Wolf's  Sons,  for  a 
client    ,. 21225 

Watts  st.  No  51  (old  No  11),  ss,  2()7.8  e  Varick" 
st,  21.2x60  to  alley,  x  —  x  70,  3-sty  and 
basement  brk  and  frame  dwelling  and  brk 
stable  on  rear  (exrs  sale).       August  W  Rabe 

10,350 

JAMES   L.   WELLS. 

Broadway.  No  449|w  s,    175   n    Howard  st,   25x 

Mercer  st.  No  26  |  200  to  Mercer  St.  4  and  5- 
sty  brk  loft  and  store  building.  (Partition.) 
Samuel  H  Stone,  David  and  Harry  Lippman. 
134  000 

•Broadway,  s  w  cor  137th  st".  '99.11x125.'  vacaiit. 
(Partition.)     Louisa   Booss    111500 

P.ark  av.  Nos  loll  and  1013.  e  s.  25.6  s  S5th  st, 
.■1.1x82.2.  two  5-sty  stone  front  tenements 
(Partition.)  The  Combined  Real  Estate  In- 
terests     71.250 

Speedway,  e  s,  and  being  triangular  lot,  being 
lot  m'>.  block  2106.  section  8,  175x420x3''8 
(Partition.)     Peter  Duffy 17  500 

•Broadway,  s  w  cor  144th  st,  99.11x150.  va- 
cant.       (Partition.)       Louisa     Booss i04,700 

144th  St.  s  s,  1.50  w  Broadway,  5O.x09  11  va- 
cant.      (Partition.)      Ottinger    Bros 10  200 

144th  st,  s  s.  200  w  Broadway,  75x99.11,  v'a- 
cant.      (Partition.)      Wm    Graves 24,0(X) 

Total     so-^  375 

Corresponding    week,    1905...!.!..  4'93l'843 

Jan.    1st.    1908.    to   date    26.724'779 

Corresponding   period,    1905    32.281470 


propose '■» 


Police  Department  of  the  City  of  New  Y'ork 
.N'o.   :iO0  Mulberry   Street. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Police  Commissioner  of  the  Police 
Deiiarlment  of  the  City  of  New  York  at  the 
above   office    until    10   o'clock    a.    m.    on 

THURSDAY,    NOVEMBER    S.    1906. 

For  furnishing  all  the  labor  and  materials 
required  in  making  and  completing  general  re- 
pairs, alteration,  painting,  etc.,  at  the  Seventh 
Twelfth,  Sixteenth.  Fiftieth,  Fifty-seventh  and 
Sixty-third  Precinct  Police  Stations,  as  per 
specifications,  for  the  Police  Department  ot  the 
City  of  New  York. 

For  full   particulars  see  City  Record 

THEODORE   A.    BINGHAM, 

Police    Commissioner. 

Dated   October   2.5,    1906.  (29733) 

Police  Department  of  the  City  of  New  York" 
No.   :nm  Mulberry   Street. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Police  Commissioner  of  the  Police 
Department  of  the  City  of  New  York  at  the 
above  office   until    111   o'clock   a.    m     on 

THURSDAY.    NOVEMBER    8.    1906 

For  furnishing  all  the  labor  and  materials 
necessary  in  making  and  completing  general  re- 
pairs and  improvements  to  heating  systems  at 
several  Precinct  Police  Stations  and  other  De- 
partment Buildings,  as  per  specifications  for 
the  Police  Department  of  the  City  of  New  York. 

For  full  particulars  see  City   Record. 

THEODORE   A.    BINGHAM. 

Police    Commissioner. 

Dated   October   25.    1906.  (29733) 

Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixtv-fourth  Street 
Borough  of  Manhattan.  The  Citv  of  New  York 

SEALED    BIDS    OR    ESTIM.\TES    will.be    re- 
ceived by  the  Park  Board  at  the  above  office  ot 
the  Deijartment  of  Parks  until  3  o'clock  p    m    on 
THURSDAY.    NOVEMBER    S,    1906. 
Borough  ot  Manhattan. 
No.    1.    For  furnishing  all    the   labor   and   ma- 
terials required  tor  the  erection   and  completion 
of  green-houses,   to  be  situated  in  Central  Park, 
opposite    One    Hundred    and    Fourth    Street    and 
Fifth   Avenue.. 
For   full    particulars   see   Citv   Record. 
MOSES    HERRMAN, 

President. 
JOSEPH  I.  BERRY, 
MICHAEL    J,    KENNEDY, 

Commissioners    of    Parks, 
Dated  October  25,   1906. 


October  27,  1906 


RECORD     AND     GUIDE  Manhattan 
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©fficial  Xegal  moticeg. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  Octo- 
ber 10  to  2:!,  I'Mii,  of  the  confirmation  by  the 
Board  of  Assessors  and  the  entering  in  the 
Bureau  tor  the  Collection  of  Assessments  and 
Arrears  of  assessment  for  LOCAL  IMPROVE- 
MENTS  in    the    BOROUGH   OF   THE    BRONX: 

"3D  WARD,  SECTION  9.  BROWN  PLACE- 
SEWER,    between    East   135th   Street   and    137th 

^*-'^^'-  HERMAN    A.    METZ, 

Comptroller. 
City  of  New  York,  October  9.  1906.  (•2H340) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
-ISEMEIST  IN  THE  CITY  RECORD  OF  October 
17  to  SO  1906.  of  the  confirmation  by  the  Board 
of  Assessors  and  the  entering  in  the  Bureau  tor 
the  Collection  of  Assessments  and  Arrears,  of 
assessment  for  LOCAL  IMPROVEMENTS  in  the 
BOROUGH  OF  THE   BRONX.         .„„,„„    „,„ 

MTH   WARD,    SECTION   11.      MARMION   AVE- 
NUE-REGULATING,      GRADING,       CURBING, 
FLAGGING   AND   LAYING   CROSSWALKS,   from 
Crotona  Park  North  to  the  Southern  Boulevard. 
HERMAN  A.   METZ, 

Comptroller. 

City  of  New  York,  October  16,  1906.        (29511) 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OP  October 
19  to  November  1,  1906,  of  the  confirmation  by 
the  Board  of  Revision  of  Assessments  and  the 
entering  in  the  Bureau  for  the  Collection  of 
Assessments  and  Arrears,  of  assessment  tor 
LOCAL  IMPROVEMENTS  in  the  BOROUGH  OF 
QUEENS:  „ 

1ST  WARD.      NEWTOWN  AVENUE— SEWER, 
from  Van  Alst  Avenue  to  Rapalje  Avenue. 
HERMAN   A.   METZ, 

Comptroller. 

City  of  New  Y'ork.  October  18.  1906. 


®!Pctal  Xegal  TRotlces. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  October 
19  to  November  1.  1SK)8,  of  the  confirmation  by 
the  Board  of  Revision  of  Assessments  and  the 
entering  in  the  Bureau  for  the  Collection  of 
Assessments  and  Arrears,  of  assessment  tor 
LOCAL  IMPROVEMENTS  in  the  BOROUGH  OF 
THE    BRONX: 

i;3D      WARD,      SECTION      9.  EAST      1C3D 

STREET— SEWER,  between  Sherman  and  Sheri- 
dan Avenues.  EAST  146TH  STREET— REGU- 
LATING. GRADIN6,  CURBING  AND  FLAG- 
GING from  Mott  Avenue  to  Walton  Avenue. 
23n  WARD,  SECTION  10.  RECEIVING  BA- 
SINS on  the  northwest  corner  of  LONGWOOD 
AVE-NUE  and  SPOFFORD  AVENUE  and  on  the 
northe:ist  and  southeast  corners  of  LOCUST 
AVENUE  and  EAST  1.36TH  STREET.  EAST 
160TH  STREET— SEWER,  between  Union  Ave- 
nue and  Prospect  Avenue.  24TH  WARD,  SEC- 
TION 11.  OAKLAND  PL.-^CE— REGULATING, 
GRADING.  CURBING  AND  FLAGGING,  from 
Belmont  Avenue  to  Prospect  Avenue.  ELS- 
MERE  PLACE— REGULATING.  GRADING. 
CURBING  AND  FLAGGING,  from  Prospect  Ave- 
nue to  Southern  Boulevard.  24TH  WARD.  SEC- 
TION 12.  LISBON  PLACE— SEWER,  between 
Mosholu  Parkway  South  and  East  20."ith  Street, 
and  E.\ST  20.jTH  STREET— SEWER,  between 
Lisbon  Place  and  the  Grand  Boulevard  and  Con- 
course. FORT  INDEPENDENCE  STREET- 
SEWER  between  Bailev  Avenue  and  Heath  Ave- 
nue. MOSHOLU  PARKWAY  SOUTH— REGU- 
LATING, GRADING,  CURBING.  FLAGGING 
.\ND  LAYING  CROSSWALKS,  from  Webster 
Avenue  to  Van  Courtlandt  Avenue,  thence  to 
Jerome  Avenue. 

HERMAN   A.    METZ. 

Comptroller. 

City   of  New   York.   October  18,    1906. 

proposals. 


proposals. 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  Octo- 
ber 20  to  November  12,  1006,  of  the  confirmation 
by  the  Board  of  Assessors  and  the  entering  in 
the  Bureau  for  the  Collection  of  Assessments 
and  Arrears,  of  assessments  tor  LOCAL  IM- 
PROVEMENTS IN  THE  BOROUGH  OP  THE 
BRONX: 

24TH  WARD.  SECTION  11.  CLAY  AVENUE 
—SEWER,  between  East  173d  Street  and  East 
176th   Street. 

HERMAN   A.    METZ, 

Comptroller. 

City  of  New  York,  October  23,   1906.       (29672-1 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  Octo- 
ber 26  to  November  12,  1906,  of  the  confirmation 
by  the  Board  of  Assessors  and  the  entering  in 
the  Bureau  for  the  Collection  of  Assessments 
and  Arrears,  of  assessments  for  LOCAL  IM- 
PROVEMENTS IN  THE  BOROUGH  OF  MAN- 
HATTAN: 

21ST  WARD,  SECTION  3.  38TH  STREET  AND 
1ST  AVENUE— RECEIVING  BASINS  at  the 
northeast  corner.  22D  WARD,  SECTION  4. 
74TH  STREET— EXTENSIO.V  OF  SEWER,  be- 
tween Columbus  Avenue  and  Central  Park  West. 
19TH  WARD.  SECTION  5.  EAST  .S3D  STREET 
—PAVING.  CURBING  AND  RECURBING.  from 
East  End  Avenue  to  East  River.  12TH  WARD. 
SECTION  6.  PARK  AVENUE— PAVING,  from 
20  feet  north  of  i:!2d  Street  to  13oth  Street. 
12TH  WARD,  SECTION  7.  WEST  150TH 
STREET— SEWER.  between  McComb's  Dam 
Road  and  7th  Avenue.  BROADWAY'— REPAIR- 
ING SIDEWALKS  AND  LAYING  FLAGGING, 
both  sides,  from  119th  Street  to  143d  Street. 
WEST  147TH  STREET— REPAIRING  SIDE- 
WALKS opposite  numbers  514  and  516.  ST. 
NICHOLAS  AVENUE  AND  146TH  STREET- 
REPAIRING  SIDEWALKS  at  the  southwest  cor- 
ner. 12TH  WARD,  SECTION  S.  160TH  STREET 
AND  JUMEL  TERRACE— REPAIRING  SIDE- 
WALKS  at   the   northwest   corner. 

HERMAN   A.    METZ. 

Comptroller. 

City  of  New  York.  October  23,  1006.       (29672-2) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  October 
23,  1906,  to  November  5,  1906,  of  the  confirma- 
tion by  the  Board  of  Assessors  and  the  enter- 
ing in  the  Bureau  for  the  Collection  of  Assess- 
ments and  Arrears,  of  assessments  tor  LOCAL 
IMPROVEMENTS  IN  THE  BOROUGH  OF 
BROOKLYN. 

FIRST,  THIRD,  FOURTH.  NINTH. 

ELEVENTH  AND  TWENTIETH  WARDS.  SEC- 
TIONS 1.  4  and  7.  LIVINGSTON  STREET- 
OPENING,  from  50  feet  to  80  feet,  between 
Court  Street  and  Flatbush  Avenue.  Confirmed 
May   12,   1906:    entered   October  20,    1906. 

HERMAN  A.    METZ, 

Comptroller. 

City  of  New  York — Department  of  Finance, 
Comptroller's    Office.    October   20.    1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  October 
19.  1906,  to  November  1,  1906.  of  the  confirma- 
tion by  the  Board  of  Assessors  and  the  entering 
in  the  Bureau  for  the  Collection  of  Assessments 
and  Arrears,  of  assessments  for  LOCAL  IM- 
PROVEMENTS IN  THE  BOROUGH  OF  BROOK- 
LYN. 

TWENTY-SECOND  AND  TWENTY-NINTH 
WARDS.  PROSPECT  AVENUE— REGULATING 
AND  GRADING,  from  Fort  Hamilton  Avenue  to 
a  point  near  Eleventh  Avenue,  where  it  winds 
and  turns,  and  PAVING,  between  Vanderbllt 
Street  and  a  point  near  Eleventh  Avenue:  also 
SETTING  OR  RESETTING  CURB  AND  LAY- 
ING   SIDEWALKS   where    not   already    done. 

TWENTY-NINTH       WARD.       SECTION       16. 
SHERMAN  STREET— REGULATING  AND  PAV- 
ING,  between   Ocean   Parkway  and   Reeve  Place. 
HERMAN  A.  METZ, 

Comptroller. 

City    of    New    York— Department    of    Finance, 

CpmptroJJer's  Offlcf,  Qttg^gr  4^,  1909-       (?059O) 


DEPARTMENT   OF   DOCKS   AND   FERRIES. 

SiiALED  BIDS  tor  foundations  of  bulkhead 
shed  and  concrete  pavement  between  West  19th 
ai.J  West  22d  Streets,  North  River  (1028),  will 
be  received  by  the  C^ommissioner  of  Docks  at 
Pier  "A."  Batterv  Place,  until  12  o'clock  noon. 
October  29.  1906.  (For  particulars,  see  City 
Record.)  (29531) 

Department    of    Public    Charities,    toot    of   East 
Twenty-sixth  Street,    New   Y'ork. 
BOROUGHS  OP  BROOKLYN  AND  QUEENS. 


TO  CONTRACTORS. 
PROPOSALS    FOR    BIDS    OR    ESTIMATES. 
SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived   by    the    Department    of    Public    Charities 
at    the   above   office    until    12   o'clock    M.    on 
MONDAY,    OCTOBER   29,    1906. 
For  providing  all  labor  and  materials  required 
for   the   complete   alteration    and   repairing,    with 
the    complete    plumbing    work,    complete    electric 
wiring   and   fi.xtures   and   complete   heating   work 
of   the  Department   of  Public  Charities   Building, 
situated    at    No.    .327    Schermerhorn    Street,    Bor- 
ough of  Brooklyn,  the  City  of  New  Y'ork. 
For   full   particulars   see   City   Record. 

ROBERT  W.    HEBBERD, 

Commissioner. 
Dated    October    15,    1906.  (29484) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity. Room  1536,  Nos.  13  to  21  Park  Row,  Bor- 
ough of  Manhattan,  the  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  (Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until  2 
o'clock  P.   M.,   on 

WEDNESDAY',    OCTOBER   31,    1906. 
Borough  of  Brooklyn. 
For  furnishing  and  delivering  lumber. 
The  time  allowed  for  doing  and  completing  the 
work  will   be  twenty   (20)    calendar  days. 

For    furnishing,    delivering,    erecting    and    con- 
necting  two    boilers   and    one   economizer   at   the 
new  Gravesend  Pumping  Station. 
For  full  particulars  see  City  Record. 

JOHN   H.   O'BRIEN, 
Commissioner  of  Water   Supply,   Gas 
and    Electricity. 
The  City   of  New   Y'ork,   October   15,    1906. 

(29477) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  1.5:36.  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan,  the  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until 
2   o'clock    P.    M..    on 

WEDNESDAY,    NOVEMBER    7.    1906, 
Borough   of   Brooklyn. 
For    furnishing,    constructing    and    remodeling 
the    Ridgewood    Pumping   Station,    north    side   of 
Atlantic    Avenue,    between    Logan    and    Chestnut 
Streets,   Borough  of  Brooklyn. 
For    full    particulars    see    City    Record. 

JOHN  H.   O'BRIEN, 

Commissioner. 
Dated    October    15.    1906.  (■2:M91) 

Office  of  the  President  of  the  Borough  of 
Manhattan.   City   Hall.   The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Borough  of  Man- 
hattan, at  the  City  Hall.  Room  16,  until  3 
o'clock   P.   M.   on 

WEDNESDAY.     OCTOBER    31.     1906. 

No.  1.  For  furnishing  all  the  labor  and  ma- 
terial required  for  the  reconstruction  of  outlet 
sewer  and  appurtenances  at  Twenty-third  Street, 
North    River. 

No.  2.  For  furnishing  all  the  labor  and  ma- 
terial required  tor  building  sewer  and  appur- 
tenances in  West  One  Hundred  and  Thirty-ninth 
Street,    between    Riverside    Drive   and   Broadway. 

For  full   particulars  see  City  Record. 

JOHN    P.    AHEARN. 

Borough  President, 

TJ!9  City  Of  New  York,  October  19,  190«. 


Office  of  the  Department  of  Correction,  No. 
148  East  Twentieth  Street,  Borough  of  Man- 
hattan, the  City  of  New  York. 

SE.\LED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above  office  until  11  o'clock  A.  M.  on 

lUBSDAY,     OCTOBER    30,     1900, 
Borough   of  Manhattan. 
No.  1.    For   furnishing   all   the   labor  and   ma- 
terials   required    to    make    the    necessary    repairs 
and  alterations  to  steamer  "Thomas  F.   Gilroy." 
For  full   particulars  see  City  Record. 

JOHN  V.   COGGET, 

Commissioner. 
Dated   October  16,    1900.  (29541) 

Bellevue  and  Allied  Hospitals,  Department  of 
New  Y'ork  City,  Twenty-sixth  Street  and  First 
Avenue.  Borough  of  Manhattan,  The  City  of 
New    Y'ork. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived  by   the   President   of   the   Board   of  Trus- 
tees at  the  above  office  until  3  o'clock  P.  M.  on 
TUESDAY,   OCTOBER  30,   1906. 

r  or  labor  and  materials  required  tor  the  erec- 
tion of  new  balconies  on  Pavilions  A  and  B  of 
the  new  Bellevue  Hospital,  situated  on  First 
Avenue  and  bounded  by  Twenty-sixth  to  Twenty- 
ninth  Street,   The  City  of  New  York. 

For  full   particulars  see  City  Record. 

JOHN  W.   BRANNAN, 
President  Board  of  Trustees. 

Dated  October  17,   1906.  (29569) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  1536.  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan,  the  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply,  Gas 
and  Electricity  at  the  above  office  until  2  o'clcok 
p.    m.    on 

WEDNESDAY'.  NOVEMBER  7,  1906, 
Borough  of  Richmond. 
For  furnishing,  delivering  and  laying  water 
mains  and  appurtenances  in  Hillside.  Huguenot, 
Riverside  and  Prospect  Avenues:  in  Androvette, 
Bayway.  Beach.  Kreischer  and  Wynant  Streets; 
in  Amboy.  Annadale.  Freshkill,  Mill  and  Villa 
Roads  and  in  Academy   Place. 

JOHN  H.  O'BRIEN, 

Commissioner. 
Dated    October   23.    1006.  (29662) 

Departihent  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  1.536.  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan,  the  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply.  Gas 
and  Electricity  at  the  above  office  until  2  o'clcok 
p.    m.    on 

WEDNESDAY.  NOVEMBER  7.  1906. 
Boroughs  of  Manhattan  and  The  Bronx. 
No.  1.  For  furnishing,  delivering  and  laying 
water  mains  in  Edgecombe,  Fulton,  Mohawk  and 
Seneca  Avenues:  in  Longfellow.  Faile,  Sixty-sixth 
and  One  Hundred  and  Sixty-third  Streets;  in 
Broadway   and  in   Kingsbridge   Road. 

No.  2.  For  furnishing  and  delivering  double- 
nozzle    New    York    case    hydrants. 

JOHN  H.   O'BRIEN, 

Commissioner. 
Dated    October   23,    1906.  (29662) 

Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street 
Borough  of  Manhattan.  The  City  ot  New  York' 
SEALED  BIDS  OR  ESTIM.A.TES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
P.    M.    on 

THURSDAY',    NOVEMBER   8,    1906, 
Borough   of   Brooklyn. 
For    furnishing    and    delivering    Hudson    River 
road    gravel    for    parks    and    parkways    in    the 
Borough   of   Brooklyn. 
For   full   particulars   see    City    Record. 
MOSES    HERRMAN, 

President; 
JOSEPH   1.    BERRY, 
MICHAEL    J.    KENNEDY, 

Commissioners   of  Parks. 
Dated    October    26,    1908.  (29648) 

Office  ot  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan.  The  Cltv  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  ot  Parks  until  3  o'clock 
P.    M.    on 

THURSD.\Y.    NOVEMBER   1.    1906, 
Borough    ot    Manhattan. 
For  furnishing,  delivering  and  laying  cast-iron 
water    pipe    and    appurtenances    in    the    Harlem 
River     Driveway,     between     One     Hundred     and 
Seventy-fifth    Street    and    Dyckman    Street. 
For   full   particulars   see   City    Record. 
MOSES    HERRMAN. 

President; 
JOSEPH  I.    BERRY. 
MICHAEL    J.     KENNEDY. 

Commissioners  of  Parks. 
Dated  October  20.   1906.  (29639) 

Department  of  Health  of  The  City  ot  .New 
Y'ork,  Southwest  Corner  ot  Fifty-fifth  Street  and 
Sixth  Avenue.  Borough  of  Manhattan,  The  City 
ot   New    York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived  by    the   Board    of   Health    ot   the    Depart- 
ment of  Health  until  10  o'clock  A.  M.  on 
TUESDAY'.    OCTOBER   30.    1906. 
For    furnishing    and    delivering    Twenty     (20) 
Horses    tor    the    ambulance,    disinfection    wagon 
and     carriage     service     of     the     Department     of 
Health. 
For   full    particulars   see   City   Record. 

THOMAS  DARLINGTON.  M.  D.. 

President; 
ALVAH  H.    DOTY.    M.   D.. 
THEODORE  A,   BINGHAM. 

Board  of  Health. 
Oated  October  19,  1906.  (29617} 
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IproposalB. 


public  "Wottcee. 


public  •Kcttccs. 


DEPARTMENT  OF  DOCKS  AND  FERRIES. 

Sealed  bids  for  repairing  and  painting  Munici- 
pal Ferryboats,  etc.,  and  tor  Miscellaneous  Sup- 
plies therefor  (1009),  will  be  received  by  the 
Commissioner  of  Docks,  at  Pier  "A,"  Battery 
Place  until  12  o'clock  noon  on  November  Jd, 
1906.     (For  particulars  see  City  Record.)   (29608) 

DEPARTMENT  OF  DOCKS  AND  FERRIES. 

Sealed  bids  for  Coal  (1034)  will  be  received 
by  the  Commissioner  of  Docks,  at  Pier  "A,"  Bat- 
tery Place,  until  12  o'clock  noon,  November  5th, 
1908.     (For  particulars  see  "City  Record.") 

(29656) 

Office  of  the  Department  of  Parks,  Arsenal 
Building.  Fifth  avenue  and  Sixty-fourth  street, 
Borough   of  Manhattan,   The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office  of 
the  Department  of  Parks  until  3  o'clock  P.   M., 

THURSDAY,   OCTOBER  25,   1906. 
Borough  of  The  Bronx. 
For  furnishing  all  the  labor  and  materials  for 
the    erection    and    completion    of    a    shelter    and 
toilet  houses  in  Van  Cortlandt  Park  in  the  City 
of  New  York. 
For  full  particulars  see  City  Record. 
MOSES  HERRMAN, 

President; 
JOSEPH    I.    BERRY, 
MICHAEL  J.   KENNEDY, 

Commissioners  of  Parks. 
Dated  October  13,  1906. (29470) 

Bellevue  and  Allied  Hospitals,  Department  of 
New  York  City,  Twenty-sixth  Street  and  First 
Avenue,  Borough  of  Manhattan,  The  City  of 
New    York. 

SE.\LED    BIDS    OR    ESTIMATES    will    be   re- 
ceived  by    the   President   of   the   Board   of   Trus- 
tees at  the  above  office  until  3  o'clock  P.  M.  on 
TUESDAY,   OCTOBER  30,   1906. 

For  all  labor  and  materials  rcQuired  for  the 
excavation  and  masonry,  steel  and  iron,  grading 
roads  and  walks,  sodding  and  seeding,  subsoil 
and  drainage,  and  all  other  work  for  the  com- 
pleting of  the  property  surrounding  the  new 
Fordham  Hospital  Buildings,  in  the  Borough  of 
The  Bronx,  situated  on  the  west  side  of  Crotona 
Avenue  and  Southern  Boulevard,  and  opposite 
tne  north  end  of  Cambreling  Avenue,  The  City  of 
New  York. 

For  full   particulars  see  City  Record. 

JOHN  W.   BRANNAN, 
President  Board  of  Trustees. 

Dated  October  17,   1906.  (29569) 


public  •B^otlces. 


NOTISE  TO  TliiPMEBS. 


Department    of    riDance. 
Bureau   for   the    Collection   of    Taxea. 
No.    67  Chambers  Street. 
Borough    of   Manhattan, 
New  York.    September  24th     1906. 

NOTICE  IS  HEREBY  GIVEN  that  the  Assta^- 
ment  rolla  of  Raal  Estate  and  Personal  Properly 
In  The  City  of  New  York  for  the  year  1906,  and  the 
warrants  for  the  collection  of  taxes,  have  twen 
delivered  to  the  undersigned,  and  that  all  the  taxes 
on  Bald  assessment  rolls  are  due  and  payable  ou 
Monday.  October  1.  1906.  at  the  office  of  the  Re- 
ceiver »f  Taxes  In  the  borough  In  which  the  prop- 
erty Is  located,    as   follows: 

Borough  of  Manhattan.  No.  67  Chambers  street, 
Manhattan.    N.    Y. ; 

Borough  of  The  Broni.  comer  Third  and  Tremont 
avenuea.    The    Bronx,    N.    T.  : 

Borough  of  Brooklyn  Rooms  2.  4,  6  and  1  Munle- 
Jpaa  BuHdlng.    Brooklyn.   N.    Y. ; 

Borough  of  Queens  comer  Jiickson  avenue  and 
Fifth   street.    Long   Island    City.    N.    Y. ; 

Borough  of  Richmond,  Borough  Hall.  St,  George, 
Btaten   Island.    N.    Y. 

In  case  of  payment  during  October  the  person 
to  paying  shall  bo  entitled  to  the  benefits  men- 
tioned in  section  B15  of  the  Greater  New  York 
Charter  (chapter  378.  Laws  o»  iSS7),  vli. :  A  deduc- 
tion of  Interest  at  the  rate  of  €  per  cent,  per 
annum  between  the  day  of  such  payment  and  the 
iBt   day  of  December  next 

ALL  .  BILLS  JfcAID  DURING  OCTOBEIR  MUST 
BE  REBATED  BEFORE  CfiECKS  ARE  DRAWN 
FOR    PAYMENT. 

"When  checks  are  mailed  to  the  Receiver  of  Taxei 
thev  MUST  BE  ACCOMPANIED  BY  ADDRESSED 
ENVELOPES  WITH  POSTAGE  PREPAID  In  order 
to   Insure  return  of   receipted   bills   by  mall. 

Checks  dated  October  Ist  should  be  mailed  to  tha 
Receiver  as  soon  as  possible  after  bills  have  been 
received  by  the  taxpayer. 

Draw  checks  only  to  the  order 
of  the  Receiver  of  Taxes. 

•r,  DAVID    K.    AUSTEN. 

Becclvcr  of  Tazea. 


CORPORATION     SALE     OP     BUILDINGS    AND 
APPURTENANCES      THERETO      ON      CITY 
REAL    ESTATE. 
Public   notice    is    hereby   given    that   the   Com- 
missioners of  the  Sinking  Fund,  by  virtue  of  the 
powers    vested    in    them    by    law.    will    offer    for 
sale    at    public    auction    the    buildings,    parts    of 
buildings,    etc.,    standing    upon    property    owned 
by  The  City  of  New  York,   acquired  for  the  use 
of  the  Board  of  Education,  said  buildings  being 
situated    in    the 

BOROUGH  OF  MANHATTAN 
and    erected    upon    property    bounded    and    de- 
scribed  as   follows: 

BEGINNING  at  a  point  formed  by  the  inter- 
section of  the  easterly  line  of  Greenwich  Ave- 
nue with  the  aoutherly  line  of  the  lands  of 
Public  School  41,  which  point  is  distant  193  feet 
5  inches  northerly  from  the  northerly  line  of 
West  Tenth  Street,  and  running  thence  easterly 
along  the  southerly  line  of  the  said  lands  of  Pub- 
Uo  Schflol  41  sixty  (60)  feet  to  the  weeterly  line 
of  the  landa  of  said  school;  thence  southerly 
aloDfl[  the  westerly  line  of  the  Unda  o{  tM 


scuool  -o  feet;  ihence  easterly  and  again  along 
the  southerly  line  of  the  lands  of  said  school  94 
feet  S  inches;  thence  southerly  along  the  east- 
erly line  of  the  premises  No.  32  Greenwich  Ave- 
nue 31  feet:  thence  westerly  along  the  southerly 
line  of  the  lands  of  said  premises  No.  32  Green- 
wich Avenue  173  feet  to  the  easterly  line  of 
Greenwich  Avenue;  thence  northerly  along  the 
easterly  line  of  Greenwich  Avenue  50  feet  to  the 
southerly  line  of  the  lauds  of  Public  School  41, 
the  point  or  place  of  beginning. 

By  direction  of  the  Comptroller,  the  sale  of  the 
above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.      The    sale   will    take    place   on 

THURSDAY,   NOVEMBER  15,   1906, 
at   11   a.   m.,   on   the  premises,   and  will  be  sold 
for   the   highest   marketable   price. 

For  furtner  particulars  see  "City  Record." 
H.  A.  METZ. 

Comptroller. 

City  of  New  York— Department  of  Finance. 
Comptroller's  Office.  October  11.  1900.  (29571) 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

William    H.    Smith.    Auctioneer. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  THAT 
the  Commissioners  of  the  Sinking  Fund  of  the 
City  of  New  York,  by  virtue  of  the  powers  vested 
in  them  by  law,  will  offer  for  sale  at  public 
auction  the  buildings,  parts  of  buildings,  etc., 
standing  upon  property  owned  by  the  City  of 
New  York,  acquired  for  the  Board  of  Education, 
said    buildings    being    situated    in    the 

BOROUGH    OF    BROOKLYN, 
and    erected    upon    property    bounded    and    de- 
scribed   as    follows: 

BEGINNING  at  a  point  formed  by  the  inter- 
section of  the  northerly  line  of  St.  Mark's  Ave- 
nue with  the  westerly  line  of  the  lands  of  Pub- 
lic School  42.  which  point  is  distant  2(X)  feet 
westerly  from  the  westerly  line  of  Classon  Ave- 
nue; running  thence  northerly  along  the  west- 
erly line  of  the  lands  of  Public  School  42, 
l."»7  feet ;  thence  westerly  and  parallel  with  St. 
Mark's  Avenue  25  feet;  thence  southerly  and 
parallel  with  Classon  Avenue  157  feet  to  the 
northerly  line  of  St.  Mark's  Avenue;  thence  east- 
erly along  the  northerly  line  of  St.  Mark's  Ave- 
nue 25  feet  to  the  westerly  line  of  the  lands  of 
Public  School  42,  the  point  or  place  of  begin- 
ning. 

By  direction  of  the  Comptroller,  the  sale  of  the 
above-described  buildings  will  be  made  under 
the  supervision  of  the  Collector  of  City  Revenue, 
Department  of  Finance.  The  sale  will  take 
place    on 

MONDAY,    NOVEMBER    12,    1906. 
at   1    P.    M.,    on   the   premises,    and   will    be   sold 
for  the  highest  marketable  price  on  the  follow- 


ing 


*  «  *  * 


(For  further  particulars  see   "City  Record.") 
H.   A.   METZ, 

Comptroller. 
City    of    New    York— Department    of    Finance, 
Comptroller's   Office.    October   15.    1906.       (29632) 


proposals. 


DEPARTMENT  OF  DOCKS  AND  FERRIES. 

Sealed  bids  for  pine  and  oak  piles  (1033)  will 
be  received  by  the  Commissioner  of  Docks  at 
Pier  "A."  Battery  Place,  until  12  o'clock,  noon. 
November  9th,  1906.  (For  particulars  see  City 
Record.) 


CORPORATION    SALE    OF    REAL    ESTATE, 
William    H.    Smith.    Auctioneer. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  THAT 
the  Commissioners  of  the  Sinking  Fund  of  the 
City  of  New  York,  by  virtue  of  the  powers  vested 
in  them  by  law,  will  offer  for  sale  at  public 
auction  on 

FRIDAY,    NOVEMBER   9,    1906, 

at  12  o'clock  M..  at  the  Brooklyn  Real  Estate 
E.xchange,  No.  189  Montague  Street,  the  follow- 
ing dest-riked  real  estate  belonging  to  the  Cor- 
poration of  The  City  of  New  York,  and  located  In 
the  Borough  of  Brooklyn,   viz.: 

BEGINNING  at  a  point  on  the  westerly  side 
of  East  13th  Street,  distant  53  feet  northerly 
from  the  corner  formed  by  the  intersection  ot 
the  northerly  side  of  Avenue  V  with  the  westerly 
side  of  East  13th  Street;  thence  northerly  along 
the  westerly  side  of  East  13th  Street  G1.S4  feet; 
thence  southwesterly  26.63  feet;  thence  south- 
easterly 63.54  feet  to  the  westerly  side  of  East 
i;:lth  Street,  the  point  or  place  of  beginning,  be 
the  said  several  dimensions  more  or  less,  and 
being  the  premises  known  as  Lot  3  in  Block  567, 
Ward  31.  Borough  of  Brooklyn.  City  of  New 
York. 

The  minimum  or  upset  price  at  which  said 
property  shall  be  sold  is  fixed  at  $120,  and  the 
Comptroller  is  authorised  to  take  the  necessary 
steps  to  make  such  sale  upon  the  following 

TERMS   AND    CONDITIONS. 

The  highest  bidder  will  be  required  to  pay 
10  per  cent,  of  the  amount  of  his  bid,  together 
with  the  auctioneer's  fee  at  the  time  of  sale, 
and  the  balance,  90  per  cent.,  upon  the  deliv- 
ery of  the  deed,  the  quit-claim  for  the  premises 
to  he  delivered  within  thirty  days  from  the  date 
of  sale. 

The  Comptroller  may,  at  his  option,  resell 
the  property  if  the  successful  bidder  shall  fail 
to  comply  with  the  terms  of  sale,  and  the  per- 
son failing  to  comply  therewith  will  he  held 
liable  for  any  deficiency  which  may '  result 
from    any     such    resale. 

The   right   to    reject   any    bid   is    reserved. 

By    order   of   the   Commissioners    of   the    Sink- 
ing  Fund    under   resolution    adopted    at   a   meet- 
ing  of   the   Board   held   October    10,    1906. 
H.   A.   METZ, 

Comptroller. 

City  of  New  York— Department  of  Finance, 
Comptroller's  Office,   October  19,    1906.       (29629) 

Official  Icoal  HAottas, 

ATTENTION  IS  C.\LLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  Octo- 
ber 25.  1906,  to  November.  S,  irH>6.  of  the  con- 
firmation by  the  Board  of  Assessors  and  the 
entering  in  the  Bureau  for  the  Collection  of  As- 
sessments and  Arrears,  of  assessments  for  LO- 
CAL IMPROVEMENTS  IN  THE  BOROUGH  OF 
BROOKLYN. 

TWENTY-SECOND  WARD.  SECTION  4. 
PARK  PLACE— GRADING  LOTS  on  south  side, 
between  Underhill  Avenue  and  Vanderbilt  Ave- 
nue. UNDERHILL  AVENUE— GRADING  LOTS, 
west  side,  between  Park  Place  and  Sterling 
Place. 

HERMAN  A.  METZ, 

Comptroller. 

City  of  New  York — Department  of  Finance, 
Comptroller's    Office.    October    23.    1901).      (29746) 


$4,500,000 

NEW    YORK    CITY 

FouF  (4%)  Per  Cent. 

GOLD  TAX  EXEMPT  CORPORATE    STOCK 

Payable  November  1,  1956, 

To  be  sold  Friday,  November  2, 1906. 

ISSUED  IN  REGISTERED  FORM. 

This  stock  is  a  legal  investment  for  trust  funds. 

Chapter  274  of  the  laws  of  1904,  which  applies  to  the 
sale  of  Bonds  or  Stock  of  The  City  of  New  York,  provides 
that  "all  or  none"  bids  cannot  be  considered  by  the  Comp- 
troller unless  the  bidder  offering  to  purchase  "all  or  none" 
of  the  Bones  or  Stock  offered  for  sale  shall  also  offer  to  pur- 
chase "all  or  any  part"  thereof. 

Send  bids  in  a  sealed  envelope,  enclosed  in  the  addressed  envelope.  A  deposit  of  TWO  PER 
CENT.  OF  PAR  VALUE  MUST  ACCOMPANY  BID.  Such  deposit  must  be  In  money  or  certlj 
fled  check  upon  a  solvent  Banking  Corporatioon.  For  fuller  information  aea  '•City  Record," 
published   at   2   City    Hall.    New    York. 

Consult  any  Hank  or  Trust   Company,  or  nddress 

HERMAN  A.  METZ,  Comptroller  City  of  New  York, 
280  Broadway,  New  York. 


October  27,  1906 
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ipui3ltc  IMorlces. 


CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of  the 
powers  vested  iu  them  by  law,  will  offer  for 
sale  at  public  auction  the  buildings,  parts  of 
buildings,  etc.,  standing  upon  property  owned 
by  The  City  of  New  York,  acquired  for  park 
purposes,    said    buildings    being    situated    in    the 

BOROUGH  OF  MANHATTAN 
and  erected  upon  property  within  the  lines  of  the 
block  bounded  by  the  westerly  side  of  9th  Ave- 
nue, the  northerly  side  of  West  ^7th  Street,  the 
easterly  side  of  10th  Avenue  and  the  southerly 
side  of  West  28th  Street,  in  the  Borough  of 
Manhattan,  City  of  New  York,  with  the  excep- 
tion of  Public  School  No.  3^,  situated  on  West 
28th    Street. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision^  of 
the  Collector  of  City  Revenue,  Department'  of 
Finance.      The    sale    will    take   place   on 

FRIDAY,     NOVEMBER     9.  ■  190G;i 
at   11   A.    M.,    on    the    premises   and   will   be    sold 
for     the    highest     marketable     price     at     public 
auction. 

It  is  to  be  strictly  understood  that  the  pur- 
chasers at  the  sale,  after  complying  with  all 
the  terms  and  conditions  hereinafter  mentioned, 
shall  erect  without  cost  to  The  City  of  New  York 
a  tight  board  fence  six  feet  high,  in  accord- 
ance with  the  rules  and  regulations  of  the 
municipal   departments. 

For    further    particulars    see    "City    Record." 
H.    A.    METZ, 

Comptroller. 

City    of    New    York— Department    of    Finance, 
(29259)       Comptroller's  Office,  October  1.   190G. 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES      THERETO      ON     CITY 

•    REAL    ESTATE. 

Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of  the 
powers  vested  in  them  by  law,  will  offer  for  sale 
at  public  auction  the  buildings,  parts  of  build- 
ings, etc.,  standing  upon  property  owned  by  The 
City  of  New  York,  acquired  for  the  use  of  the 
Board  of  Education,  said  buildings  being  situ- 
ated in  the 

BOROUGH  OF  MANHATTAN 
and  erected  upon  property  bounded  and  described 
as    follows: 

BEGINNING  at  a  point  on  the  easterly  side 
■of  Hudson  Street  distant  71  feet  northerly  from 
the  northerly  line  of  Grove  Street,  and  running 
thence  easterly  along  the  northerly  line  of  the 
site  of  Public  School  3  one  hundred  and  nine 
(109)  feet  to  an  angle  in  said  line,  thence  north- 
easterly and  still  along  the  northerly  line  of  the 
site  of  Public  School  3  sixty-six  (tjij)  feet  three 
(3)  inches  to  the  westerly  line  of  Bedford  Street, 
thence  northerly  along  the  westerly  line  of  Bed- 
ford Street  51  feet  ij  inches,  thence  southwesterly 
along  the  northerly  line  of  the  premises  No. 
105  Bedford  Street  02  feet  7  inches,  thence 
westerly  along  the  northerly  line  of  the  premises 
No.  492  Hudson  Street  87  feet  10  inches  to  the 
easterly  line  of  Hudson  Street,  thence  southerly 
along  the  easterly  line  of  Hudson  Street  43  feet 
to  the  northerly  line  of  the  site  of  Public  School 
3,  the  point  or  place  of  beginning,  be  the  said 
several  dimensions,  more  or  less. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above-described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of  the 


HiRBERT  A.  SHERMAN 

REAL  ESTATE 

AUCTIONEER,     BROKER 

APPRAISER,  AGENT 

GnOUND    FLOOE    A8T0B    BUILDING 

i>  Pine  and  10  Wall  St., 

Uptown  Office.  530  and  532   FIFTH   AVENUE 

(Jorner44th  St..  under  5th  Ave.  Bank 
Tel.  Connections.     Private  Wire  Between  Offices 


Collector    of    City    Revenue,    Department    of    Fi- 
nance.    The  sale  will  take  place  on 

MONDAY,   DECEMBER  3.   190G, 
at   11   a.   m.,   on   the   premises,    and  will  be  sold 
tor  the  highest  marketable  price. 
For    further    particulars    see    "City    Record." 
H.    A.    METZ, 

Comptroller. 
City    of    New    York— Department    of    Finance 
Comptroller's  Office.   October  22,   190G.       (20664) 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

WBliam    H.    Smith.    Auctioneer. 

At  the  request  of  the  President  of  the  Borough 
of  Brooklyn,  public  notice  is  hereby  given  that 
the  Commissioners  of  the  Sinking  Fund  of  The 
City  of  New  York,  by  virtue  of  the  powers 
vested  in  them  by  law,  will  offer  for  sale  at  pub- 
lic auction  the  buildings,  parts  of  buildings,  etc., 
standing  within  the  lines  of  property  owned  by 
The  City  of  New  York,  acquired  tor  street  pur- 
poses, in  the 

BOROUGH    OF    BROOKLYN. 

All  the  buildings,  parts  of  buildings,  etc., 
standing  within  the  lines  of  East  10th  Street, 
between  Avenue  L  and  Avenue  M,  in  the  32d 
Ward  of  the  Borough  of  Brooklyn,  City  of  New 
York,  more  particularly  described  on  a  map  on 
file  in  the  office  of  the  Collector  of  City  Revenue. 
Department  of  Finance,  Room  141,  No.  280 
Broadway,  Borough  of  Manhattan.  The  sale 
will    take    place    on 

FRID.\Y,    NOVEMBER   16,    1006, 

at   11  A.    M.,   on  the  premises,   and  will  be  sold 

at  the  highest  marketable  price  on  the  following 

TERMS     AND     CONDITIONS. 

Cash  payment  in  bankable  funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of  the 
buildings,  parts  of  buildings,  etc.,  standing  with- 
in the  lines  of  said  streets,  from  the  streets,  by 
the  purchaser  or  purchasers  immediately  after 
the  sale.  If  the  purchaser  or  purchasers  fail 
to  effect  a  removal  within  thirty  days,  he  or 
they  shall  forfeit  his  or  their  purchase  money 
and  the  ownership  of  the  buildings,  parts  of 
buildings,  etc.,  and  The  City  of  New  York  will 
cause  the  same  to  be  removed  without  notice  to 
the  purchaser. 

Purchasers  to  be  liable  for  any  and  all  dam- 
ages of  any  kind  whatsoever  by  reason  of  the 
occupation  or  removal  of  said  buildings,  parts 
of    buildings,    etc. 

The  bidder's  assent  and  agreement  to  the  above 
terms  and  conditions  are  understood  to  be  im- 
plied by  the  act  of  bidding. 

By  direction  of  the  Comptroller,  sales  of  the 
above-described  property  will  be  made  under 
the  supervision  of  the  Collector  of  City  Revenue 
at  the  time  stated  herein. 

Full  particulars  of  sale  can  be  obtained  at  the 
office  of  the  Collector  of  City  Revenue,  Room 
141.  Stewart  Building,  No.  280  Broadway,  Bor- 
ough of  Manhattan. 

H.  A.   METZ, 

Comptroller. 

Ci'y  of  New  York— Department  of  Finance, 
Comptroller's  Office,   October   10,   1006.       (29632) 


public  laoitces. 


Public  Notice  is  hereby  given  to  the  owner 
or  owners  of  all  houses  and  lots,  improved  or 
unimproved  lands  affected  thereby,  that  the  fol- 
lowing proposed  assessments  have  been  com- 
pleted and  are  lodged  in  the  office  of  the  Board 
of  Assessors  for  examination  by  all  persons 
interested,   viz.: 

BOROUGH    OF    BROOKLYN. 

List    8005,    No.    1.       Regulating    and    grading 

Sixty-second  Street,  from  Third  to  Fifth  Avenue. 

List    8013,    No.    2.      Regulating,    grading    and 

curbing  East  Thirty-fourth  Street,  from  Avenue 

F    to    Glenwood    Road. 

List  8027,  No.  3.  Regulating,  grading  and 
curbing  Westminster  Road,  from  Beverly  to 
Cortelyou    Road. 

List  8072,  No.  4.  Regulating,  grading  and 
curbing  Weirfield  Street,  from  Knickerbocker 
.^.venue  to  the  boundary  line  of  the  Boroughs  of 
Brooklyn    and    Queens. 

List  S02O,    .N'o.    5.      Regulating,   grading,    curb- 
ing  and    laying    sidewalks    on    Narrows   Avenue, 
from   Seventy-first   to   Seventh-ninth   Street. 
For  full  particulars  see  City   Record. 
ANTONIO    ZUCCA, 
PAUL  WEIMANN, 
JAMES    H.    KENNEDY, 

Board  of  Assessors. 
WILLIAM     H.     JASPER, 

Secretary, 
No.    320  Broadway. 
City    of    New    York,    Borough    of    Manhattan, 
October   23,    1008.  (29743) 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of  the 
powers  vested  in  them  by  law,  will  offer  for 
sale  at  public  auction  the  buildings,  parts  of 
buildings,  etc.,  standing  upon  property  owned 
by  The  City  of  New  York,  acquired  for  Carnegie 
Library  purposes,  said  buildings  being  situated 
in  the 

BOROUGH   OF  MANHATTAN 
and    erected    upon    property    bounded    and    de- 
scribed   as   follows: 

BEGINNING  at  a  point  on  the  easterly  side 
of  10th  Avenue,  distant  50  feet  5  inches,  more  or 
less,  southerly  from  the  point  of  intersection  of 
the  easterly  side  of  10th  Avenue  with  the 
southerly  side  of  West  51st  Street;  running 
thence  easterly  and  parallel  with  West  51st 
Street  100  feet;  running  thence  southerly  and 
parallel  with  10th  Avenue  40  feet  6  inches;  run- 
ning thence  westerly  and  parallel  with  West 
51st  Street  100  feet  to  the  easterly  side  of  10th 
Avenue;  running  thence  northerly  along  the 
easterly  side  of  10th  Avenue  40  feet  6  inches  to 
the  point  or  place  of  beginning,  said  property 
being  known  as  Nos.  742  and  744  Tenth  Ave- 
nue, and  being  known  on  the  tax  map  as  section 
4,  block  lOGO,  lots  Nos.  63  and  64. 

By  direction  of  the  Comptroller,  the  sale  of  the 
above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.      The   sale   will   take   place   on 

MuNDAY,     NOVEMBER     19,     1906, 
at  11   a.   m.,   on   the  premises,   and  will  be  sold 
for     the     highest     marketable     price     at    public 
auction. 

For  further  particulars  see  "City  Record." 
H.  A.  METZ, 
Comptroller. 
City   of    New   York^Department   of   Finance, 

Comptroller's   Office,    October  9,    1906.    (29571) 


ADVERTISED    LEGAL    SALES. 

Sales  to  be  held  at  the  Real  Estate  Exchange, 
l4  and  16  Vesey  St.,  except  as  elsewhere  stated. 

Oct.    27. 
No  Legal  Sales  advertised  for  this  day. 
Oct.    29. 
221st  St.  s  s,  2.^5  e  2d  av,  50x114.  Wakefield,  two 
3-sty  frame  dwellings.    Juliana  Sponheimer  agt 
Theodore  Sponheimer  et  al :  Stilwell  &  Decker, 
att'ys,  787  Tremont  av,   Bronx:   James  O  Far- 
rell.     ref.       (Amt    due.     $2,700.03:     taxes,     &c, 
$022.37:    sub    to   a   mort   of   $2,000.)      Mort   re- 
corded Sept  2,   1.800.     By  Joseph  P  Day. 

Oct.    30. 

Jackson  av,  w  s,  2.1  n  15Gth  st.  25x77.1,  5-sty 
brk  tenement.  Lawyers'  Title  Ins  &  Trust  Co 
agt  Eastern  Union  Realty  Co  et  al;  Philip  S 
Dean,  att'y,  37  Liberty  st;  Abraham  Benedict, 
ref.  (Amt  due.  $51,652.15:  taxes,  &c,  $1,200) 
Mort  recorded  April  25,  1904.  By  Joseph  P 
Day. 


Thompson  st.  No  66,  e  s,  192  n  Broom§  st, 
runs  e  04  X  n  13.9  x  w  4  x  n  20.3  x  w  90  x 
s  33.0  to  beginning,  5-sty  brk  tenement  and 
store.  Solomon  Jacobs  agt  Charles  Edelson 
et  al:  Parker  &  Aaron,  att'ys,  52  Broadway; 
Chas  E  F  McCann,  ref.  (Amt  due,  $16,771.23; 
taxes,  &c,  $4(X).)  Mort  recorded  Nov  1,  1895. 
By  Barry  Lounsberry. 

Oct.  31. 
23d  St.  No  206.  s  s.  75  w  7th  av,.  25x98.9.  5-sty 
building.  Marie  A  C  Hawkhurst  agt  Kate  A 
Berard  et  al:  Wells  &  Snedeker,  att'ys,  34 
Nassau  st:  Morris  J  Hirsch,  ref.  (Partition.) 
By   Joseph   P  Day. 

Nov.    1. 

81st  st,  No  43.  on  map  No  37,  n  s.  250  e  Co- 
lumbus av,  2.5x104.4,  vacant.  Daniel  A  Loring 
agt  Geo  F  Miller  et  al;  J  M  Fiero,  att'y,  100 
William  st;  Edwin  A  "Watson,  ref.  (Amt  due, 
$31,404.08;  taxes,  &c,  $1,039.28.)  Mort  re- 
corded Jan  23,   1005.     By  Luis  W  Mooney. 

Warren  st.  No  57,  s  s,  50  e  West  Broadway.  25x 
87.6,  8-sty  brk  loft  and  store  building.  Chas 
M  Preston,  receiver  agt  Caroline  Brinley  et  al; 


Chas  W  Dayton,  att'y,  27  William  st;  Arthur 
D  Truax,  ref.  (Amt  due,  $26,360.54;  taxes, 
&c,  $1,000;  sub  to  a  prior  mort  of  $83,000.) 
Mort  recorded  Apr  1,  1889.  By  Joseph  P 
Day. 
120th  st,  No  416,  s  s,  200  e  1st  av,  25x100.10, 
5-sty  brk  tenement.  Hermine  Hinze  agt 
Pauline  Winter,  Individ  and  admrx  et  al;  Ed- 
ward Miehling,  att'y,  258  Broadway;  Isham 
Henderson,  ref.  (Amt  due,  $15,781.90;  taxes, 
&c.  $325.35.)  Mort  recorded  May  23,  1894. 
By  Joseph  P  Day. 

Nov.     2. 
Boston  rd  or  Morse  av,  w  s|393.4    s    w    166th    st, 
Franklin  av  |  runs  s  w  71.8  x  h  w 

316.0  to  Franklin  av,  x  n  e  108.10  x  s  e  200  x 
s  w  41  X  s  e  07.8  to  beginning,  6-sty  brk  tene- 
ment and  vacant  on  Franklin  av.  Joseph  Kap- 
lan et  al  agt  Harry  Himberg  et  al;  Max  Mon- 
fried,  att'y,  147  Nassau  st;  Henry  C  Neuwirth, 
ref.  (Amt  due,  $5,525.84;  taxes,  &c,  $546.24.) 
Mort  recorded  June  2,  1905.     By  Joseph  P  Day. 

Nov.   3  and  5. 
No    Legal    Sales   advertised   for   these   days. 


CONVEYANCES 


Whenever  the  letters  Q.  C,  C.  a  G.  and  B.  &  S.  occur,  preceded  by 
the  name  of  the  grantee,  they  mean  as  follows: 

1st. — Q.  C.  is  an  abbreviation  for  Quit  Claim  deed,  i.  e.,  a  deed 
wherein  all  the  right,  title  and  interest  of  the  grantor  is  conveyed, 
omitting  all  covenants  and  warranty. 

2d. — C.  a.  G.  means  a  deed  containing  Covenant  against  Grantor 
only,  in  which  he  covenants  that  he  hath  not  done  any  act  whereby 
the  estate  conveyed  may  be  impeached,  charged  or  encumbered. 

3d. — B.  &  S.  is  an  abbreviation  tor  Bargain  and  Sale  deed,  wherein, 
although  the  seller  makes  no  expressed  consideration,  and  thus  im- 
pliedly claims  to  be  the  owner  of  it.  The  street  or  avenue  numbers 
given  in  these  lists  are,  in  all  cases,  taken  from  the  insurance 
maps  when  they  are  not  mentioned  in  the  deeds.  The  numbers,  it 
will  occasionally  be  found,  do  not  correspond  with  the  existing  ones, 
owing  to  there  having  been  no  official  designation  made  of  them  by 
the  Department  of  Public  Works. 

4th. — The  first  date  is  the  date  the  deed  was  drawn.  The  second 
date  is  the  date  of  filing  same.  When  both  dates  are  the  same,  only 
one  is  given. 


5th. — The  figures  in  each  conveyance,  thus,  2;4S2 — 10,  denote  that 
the  property  mentioned   is  in  Section  2,  Block  482,  Lot  10. 

Oth. — It  should  also  be  noted  in  section  and  block  numbers  that 
the   instrument   as   filed   is   strictly  followed. 

7th.— A  $20,000— $30,0<X)  indicates  the  assessed  value  of  the 
property,  the  first  figures  being  for  the  lot  only,  and  the  second 
figures  representing  both  lot  and  building.  Letter  P  before  second 
figure  indicates  that  the  property  is  assessed  as  in  course  of 
construction.  • 

October  19,  20,  22,  23,  24,  25. 
BOROUOH   OF  MANHATTAN. 

Bayard  st,   No  45,   s  s,   abt  75  w  Bowery,  25x50x25.1x50,  3-sty 
frame   building  and  store. 

Bayard  st.  No  47,  s  s,  100  w  Bowery,  25x80.4,  4-sty  brk  loft  and 
store  building. 

Decree  and  notice  of  entry  changing  deed  recorded  June  29, 
1!)01  to  a  mortgage  and  is  paid  and  dischareed.  Lvdie  Garrard 
et  al  plaintiffs  agt  Fredk  J  Hund  et  al  defendants  (to  be  re- 
corded in  deed  and  mortgage  and  filed).  Oct  22.  Oct  23,  1906. 
1:103—31    and   32.      A    $22,800— $28,000.  order   of   court 


The  text  of  these  pages  is  copyrighted.     AH  rights  are  reserved.        Notice  li  herebr  jlven  that  InfrlnBement  will  Isad  to  prosecution. 


694 


Conveyances  RECORD     AJVD     GUIDE 


Xaaluttam 


October  27,  1906 


Beekraan  st,  No  9G,  n  e  s,  100  n  w  Pearl  st,  25. 4x90.1x2"). 7x99.9, 
H-sty  brk  loft  and  store  building.  Chas  F  Hoffman  to  J  Arch- 
ibald Miirrav.  Mort  .f80,()00.  Oct  17.  Oct  19,  ISJOU.  1:98— 52. 
A   $24,lUO-.$40,0a).  nom 

Beekman  st,  No  9(i,  n  e  s,  100  n  w  Pearl  st,  25.4x99.1x25.7x99.9, 
5-sty  brk  loft  and  store  building.  Clarence  H  Eagle  et  al  EXRS, 
&c,  Enoch  Ketcham  to  Chas  F  Hoffman.  Mort  .$30,000.  Oct 
li.     Oct  19.   190U.     1:98—52.     A  $24,100—^0,000. 

other  consid  and  52,500 
Broome  st,  Nos  G5  to  09.   on  man  Nos  G5  and  G7I  s     w     cor    Can- 
Cannon  St.   No  19  I     non      st,     50.4x 
50,   two   4-sty   brk   tenements  and  stores.     John  L   Rubinsky   to 
Samuel   Gordon,   of   Brooklyn.      Mort   .$39,000.      Oct   8.      Oct    19, 
1900.      2:331—43.      A   !f 22,000— ?30,000.  nom 
Same   property.      Samuel   Gordon,   Brooklyn,   to   Michael  N   Delagi. 

Mort  ,$39,000.     Oct  1.5.     Oct  19.  1900.  2:331.  other  consid  and  100 
Broome  st,  Nos  05  to  09,   on  map  Nos  05  and  U7|     s    w     cor    Can- 
Cannon  st.  No  19  I      non      st,      50.4 
x.~i(!.  two  4-sly  brk  tenements  and  stores.     Michael  N  Delagi  to 
Floris  T  Whittaker.     Mort  .$41,000.     Oct  17.     Oct  19.   1006. 
2:331—43.      A  $22,000— .$30,000.                         other   consid   and   100 
Centre  Market  pi.  No  2,  e  s.  80.8  n  Grand  st,  runs  e  30.2  x  n  4.1 
X  0  22.8  X  n   13.3  x  w  58.2  to  pi,   x  s   17.4   to  beginning.  3-sty 
brk   tenement   and   store.      Wm   B   Brownell   to   Leo   Schlesinger. 
Mort   .$(1,000.     Oct  18.     Oct  20,   lOOG.     2:471—2.       A  $3  500— 
.$4,000.                                                                          other   consid   and   100 
Centre  Market  pi.  No  2,  e  s.  89.8  n  Grand  st.  runs  e  30.2  x  n  4.1 
x  e  22.8  X  n   13.3  x  w  58.2  to  pi,   x   s   17.4  to   beginning,  3-sty 
brk  tenement  and  store.     Geo   W  Johnston   to  Wm  B   Brownell. 
Mort  $2,500.     Oct  IS.     Oct  19,  190G.     2:471—2.     A  $3,.500— $4,- 
000.                                                                                other   consid  and   100 
Cherry  st.  No  230                 |   n    e    cor    Pelham    st,    25.0x108. 7x25. Ix 
Pelham  St.   Nos  10  and  1S|     109.7,    G-sty    brk    tenement   and   store. 
Morris  Gellis   to   Abraham   Rothkrug.     %   part.      All  title.      B  & 
S  and   C  a  G.     Oct  24.     Oct  25,   1900.     1:255—12.     A  $18,000— 
$45,000.                                                                          other  consid  and  100 
Clinton  st.  No  93,  w  s,  175  s  Rivington  st,  25x100,  5-sty  brk  ten- 
ement and  store.     Lena  Koransky   to  Aaron  S  Koransky.     Mort 
$28,000.     Oct  18.     Oct  19,  1906.     2:348—25.     A  $17,000— $28,- 
000.  nom 
Duane  st,  Nos  71  and  73,  n  s,  abt  125  w  Elm  st,  50x75,  5-sty  brk 
loft   and   store   building.     Louis   Dejonge   et   al   to   Chas   F  Zent- 
graf  and  Louis  Dejonge.  Jr.  partners  of  Louis  Dejonge  &  Co.     Q 
C.     Jan  1,  1892.     Oct  25,  190G.     l:loG— 20  and  27.     A  $67,800— 
$07,000.                                                                                                   nom 
Forsyth  st.  No  23,  w  s,  abt  75  s  Canal  st.  25x125,  5-sty  brk  ten- 
ement and  store  and  5-sty  brk  tenement  in  rear.     Isidore  Cuba 
•   to  Jaruohim   H  Simpson.     %  part.      Mort  $43,500.     Oct  23.     Oct 

24,  190<;.     1:291—21.     A  $20,000— $35,000. 

other  consid  and  100 

Hamilton  st.  No  7.  n  s,  abt  90  e  Catharine  st.  14,2x.50.8xl4.2x50 
e  s,  2-sty  brk  tenement  and  store.  Leopold  Hutter  to  Benjamin 
Bernstein.  Mort  $2,500.  Oct  24,  190G.  1:253—67.  A  $1,500 
—$2,000.  nom 

Houston  St.  No  27  I  s    w   cor   Lafayette   st,    late    Elm    st, 

Lafayette  st.  Nos  302  to  308|  10.10x119.9x3.5x121.3.  1-sty  frame 
store.  Emanuel  Alexander  to  Samson  Lachman  and  Abraham 
Goldsmith.      14    part.      Mort    V-    of   $12. .500.      Feb    28.      Oct    19. 

$18,000— $18,000.  other   consid    and   100 

abt  175  e  Washington  st,  24.1x87.5,   also 
5-sty   brk   tenement.      Wolf   Wolt   to   Na- 
part.      Mort    $13  500.      Oct    9.      Oct    20.. 
$9.500— $11,500.  100 

1(X)  n  Cherry  st,  25x100,  5-sty  brk  tene- 
ment and  store  and  4-sty  brk  tenement  in  rear.  Jennie  Bogorod 
to  Solomon  Silverman  and  Louis  Lipschitz.  Mort  $20,000.  Oct 
15.     Oct  22,   1900.     1:2G3— 50.     A  $8.000— $16,000. 

other  consid  and   100 

Laight  st,  No  4G,  n  s,  38  e  Hudson  st,  25x100,  5-sty  brk  tenement 
and  store.  Emma  Googins  to  Martin  Garone.  Mort  $20,000. 
Aug  29.     Oct  22,   1006.  .  1:220—35.     A  $13.600— $17..-)00.       27.000 

LeRoy  st.  No  121,  n  s,  222  w  Hudson  st,  22x82.  ,3-sty  brk  dwell- 
ing, furnished.  Wm  H  Matthews  to  Rose  M  Matthews.  Oct 
10.    1906.     2:602—88.      A   $8,500— $10,500.  nom 

Madison  st,  No  239,  n  s,  abt  145  e  Jefferson  st,  25x100,  5-sty  brk 
tenement  and  store.  Hyman  Moskovitz  et  al  to  Sarah  Krieger. 
of  Brooklyn.  Mort  $26,000.  Oct  22.  Oct  23,  1900.  1:270—38. 
A   $15.000— $27,000.  other  consid   and   100 

Market  st   or  slip.  No  93  I   n    w    cor    Water   st.    20x51,    5-sty      brk 

Water  st.  No  432  |     tenement  and  stores.     Henry  Punchard 

to  Jacob  Goldstein.  Mort  $8,000.  Oct  1.  Oct  23.  1906.  1:2.50 
—61.      A  $6  000— $10  000.  other  consid  and   100 

Market  slip.   No  04,  on  map  Nos  02  to  98  I   s   e   cor  Water   st.   SO 

Water  st,   No  4.33  |     x26.   5-sty   brk   ten- 

ement and  store.  Amelia  Rubinsky  to  Benjamin  Fishman  and 
Chas  A  Blum.  Mort  $35,000.  Oct  18.  Oct  23.  1006.  1:249— 
44.     A  $11,000— $25,000.  other  consid  and  100 

Market  st.  No  91,  w  s.  20.3  n  Water  st,  20.x51xl0.10x51.2.  4-sty 
brk  tenement  and  store.  Alfred  M  Ran  to  Hcyman  Cohen.  Mort 
$7,000.     Oct  22,  1906.     1:250—62.     A  $4,000— $6,000. 

other   consid   and   100 

Mott  st.  No  .304,  e  s,  212.5  s  Bleecker  st.  30.6x83.1x30.9x83.2  s  s, 
2-sty  brk  tenement  and  store.  Fannie  C  Willis  to  The  Martin 
Hoffman  Estate,  a  corpn.  Q  C.  Apr  2.  Oct  22,  1906.  2:521— 
27.     A  $16.000-$17.000.  nom 

Pike  st.  No  68,  w  s,  04.5  s  Monroe  st,  runs  s  25.3  x  w  62.3  x  n 
25.5  X  e  61.5  to  beginning.  G-sty  brk  tenement  and  store.  Ja- 
cob  Israelson   to   Henrietta   Lewis.     Mort  $25,800.      Oct  1.     Oct 

25,  1906.     1:254—27.     A  $10,00(>-$24,000. 

other  consid  and  100 
Pitt   st,   No   25,   w   s,   100   n   Broome   st,   25x100,   5-sty   brk   tene- 
ment  and  store.     Lena   Koransky  to   Aaron   S  Koransky.      Mort 
$38  000.     Oct  18.     Oct  19,   1906.     2:342—58.     A  $16,00O-$30.- 
000.  ^     100 

St  Marks  pi,  No  20,  s  s.  SCO  e  3d  av,  26x120.  6-sty  brk  tenement 
and  store.  Jacob  Hyman  to  Julius  Levy  and  Samuel  Cropper. 
Mort  .$35,000.  Oct  19.  Oct  20,  1006.  2:463—22.  A  $21,000 
—$33,000.  •  other  consid   and   100 

St  Marks  pi.  No  5G1  s   s,   275  e  2d  av,   25x97.6,  4-sty  stone   front 
8th  st  I     tenement.     Harry  Maurer  to  Morris  and  Ja- 

cob Janos,  of  Brooklyn.  Mort  $20,000.  Oct  15.  Oct  19,  1906. 
2:449—17.      A   $18,000— $40  000.  other   consid   and    100 

Stanton  st,  No  253,  s  s,  50  w  Sheriff  st,  runs  e  25  x  s  60  x  w  22 
X  s  15  X  w  3  x  n  75  to  beginning.  5-sty  brk  tenement  and  store. 
Charles  Gorodsky  to  Bella  Gorodsky.  All  title  to  %  part.  All 
liens.     Oct  20,    lOOG.     2:339—58.     A   $14,000— $22,000. 

other  consid  and  100 
Stanton  st.  No  320|n   w   cor   Goerck   st,   25x75.   5-sty   brk   tenement 
Goerck  St.  No  123   |     and   store.     Abner  T   Bowen   to   Henry  Syrop. 
Mort  $20,000.     Oct  10.     Oct  25,  1906.     2:330—70.     A  $20,000— 
$35,000.  other  consid  and  100 


190G.  2:510-^42.  A 
Horatio  st.  No  80,   s  s, 

strip   on   e   s,   0.6x50, 

than    Fostenberg.      y<. 

1906.  2:642—49.  A 
Jackson  st.  No  34.  e  s. 


Same  property.  Henry  Syrop  to  Morris  Newman  and  Harris  May- 
er.    Mort  .$30,000.     Oct  17.     Oct  25,  1906.     2:330  100 

Sullivan  st,  No  51,  e  s.  42  s  Broome  st,  21x70,  3-sty  brk  tene- 
ment and  store.  Maurus  Wingenfeld  to  Rosehill  Realty  Corpn. 
Oct   24,    1906.      2:476—17.      A  $8.000- $9,500. 

other   consid  and   100 

Water  st,  Nos  053  and  ().j5,  s  s,  3.50  w  Jackson  st,  50x70,  two 
5-sty  brk  tenements.  Edward  Mandel  to  William  Frieder.  >4 
of  y,  part.  Mort  $20,000.  Oct  20,  1906.  1:243-103  and  104. 
A  $10,000— $18,000.  other  consid  and  100 

Willett  st.  No  30,  e  s,  137.6  n  Broome  st,  31.3x100,  4-sty  brk  ten- 
ement and  store  and  2-sty  brk  building  in  rear.  Marv  E  Weber 
et  al  to  Max  Sporn.  Oct  23,  1906.  2:337—38.  A  $20,00U— $24,- 
000.  other   consid    and    100 

Willett  St.  No  30,  e  s,  137.6  n  Broome  st.  31.3x100,  4-sty  brk  ten- 
ement and  store  and  2-stv  brk  building  in  rear.  Max  Sporn  to 
Julius  Myer.     Mort  $23,500.     Oct  23,  1006.     2:337. 

other   consid   and   100 

3d  st.  No  248.  s  w  s,  147.8  w  Av  C.  runs  s  w  70  x  s  e  10.6  x  s  w 
35.11  X  n  w  37.2  x  n  e  105.11  x  s  e  26.8  to  beginning.  6-sty  brk 
tenement  and  store.  Samuel  Klar  et  al  to  Goldman  Realty  Co. 
Mort  $49,.500.  Oct  15.  Oct  24,  1906.  2:3.S.5— 29.  A  $14,000 
-$38,000.  '  other  consid   and   100 

4th  st.  No  107.  n  e  s,  abt  275  e  2d  av.  25x96.2.  4-sty  brk  tene- 
ment and  store  and  4-sty  brk  tenement  in  rear.  Joseph  Slote 
to  Henrv  Knebel.  B  &  S.  Mort  $3, (KM).  July  1,  1861.  Oct  24, 
190G.      2:446^7.      A    $15.000— $20,000.  5,300 

7lh  st.  No  12(j,  s  s,  125.1  w  Av  A,  24.7.x00.10,  5-sty  brk  tenement 
and  store.  Josephine  Ruess  to  Herman  Goldberger.  Mort  $22,- 
000.     Oct  22,   1006.     2:434—26.     A  $15,000— $22,000. 

other  consid   and  7.500 

11th  St.  No  617.  s  s,  243  e  Av  B.  25x103.3.  5-sty  brk  tenement 
and  store.  Henrietta  Hahn  to  William  Hahn.  All  liens.  Oct 
24.      Oct   25,    1906.      2:394—60.      A   $12.000— $15,000.  nom 

13th  St.  No  643,  n  s,  142.6  w  Av  C,  27x103.3,  5-sty  brk  tenement. 
Henry  Brandt  to  Meyer  Hurwitz  and  Henry  Schwartz.  Mort  $23,- 
000.     Oct  25,  1906.    2:396—41.     A  $11,000— $25,000. 

other  consid  and  100 

18th  st,  Nos  336  and  338,  s  s.  ISO  w  1st  av.  40.x92.  6-sty  brk  tene- 
ment. Fannie  Pereira  EXTRX  and  TRUSTEE  Isaac  R  Pereira 
to  Charles  Berlin.  26-30  parts.  Morts  $55,750.  Oct  22,  1906. 
3:923—44.      A   $23,000— $58,000.  nom 

10th  st.  No  21.  n  s,  abt  340  w  5th  a,v.  — x — ,  4-sty  brk  dwelling. 
Copy  of  last  will  of  Dr  John  F  May.  late  of  Washington.  D  C. 
Feb  4,   ISOO.     Oct  10,  1006.     3:820—27.     A  $44,000— $40,000.  

10th  st,  No  21,  n  s,  345  w  5th  av.  2.5x02,  4-sty  brk  dwelling. 
Sarah  M  May  widow  to  Randolph  Guggenheimer.  July  30.  Oct 
19,    lOOG.      3:821-27.     A   $44,000— $40,000.  100 

Same  property.  Sarah  M  May  et  al  EXRS,  &c,  John  F  May  to 
same.      Aug  20.      Oct   19.   1906.     3:821.  42,000 

20th  St.  No  24  West.  Resolution  of  Realty  Holding  Co  to  sell  above 
to  Alois  Habisreitinger  and  Maria  M  Bohling  as  per  contract 
dated  Sept  22.  1006.  Sub  to  mort  $44,000.  Oct  18.  Oct  25, 
1:100.     3:821-58.    A  $44,(XI0— $50,000.  

20th  St.  No  24.  s  s.  420  w  5th  av.  25x92,  4-sty  stone  front  dwell- 
ing. Realty  Holding  Co  to  Alois  Habistreitinger  and  Maria  M 
Bohling.  Mort  .$44,000.  Oct  22.  Oct  23,  1006.  3:821-58.  A" 
.$44.000- $.50,00t>.  other    consid    and    100 

21st  st.  No  143.  n  s.  150  w  3d  av,  2O.G.x08.9,  ,5-sty  stone  front 
dwelling.  Ella  M  Pelletreau  to  Julia  B  Reeve,  Brooklyn.  Q  C. 
Oct  6.     Oct  24,  1006.     3:877-34.     A  .$20  (H)(>-,$2G.OOO.  nom 

21st  St.  No  143,  n  s.  150  w  3d  av,  20.6x98.9,  5-sty  stone  front 
dwelling.  Julia  B  Reeve  to  Ella  M  Pelletreau,  of  Brooklyn.  Cor- 
rection deed.  B  &  S.  Sept  10,  1905.  Oct  24,  1906.  3:877—34. 
A  $20,000— $26,000.  •  nom 

21st  St.  No  143.  n  s.  150  w  3d  av,  20.0x98.9,  5-sty  stone  front 
dv.elling.  Sadie  W  Langbein  et  al  to  Julia  B  Reeve,  of  Brook- 
lyn. B  &  S.  Oct  5.  Oct  24,  1006.  3:877—34.  A  $20,000— 
$26,000.  100 

23d  St.  Nos  328  and  330.  s  s,  275  w  8th  av,  50.\98.0,  two  5-sty 
stone  front  dwellings.  Daniel  C  Connell  to  Leo  House  for  Ger- 
man Catholic  Emigrants.  All  liens.  Oct  15.  Oct  23,  1900. 
:'.:746— 58  and  50.     A   $36.000— $46,000.  75,(X)0 

2;id  st.  No  3.32,  s  s,  325  w  8th  av.  25x08,8.  5-sty  stone  front 
dwelling.  Joseph  C  Baldwin  to  Leo  House  for  German  Cath- 
olic Emigrants.  Oct  10.  Oct  23,  190G.  3:746—60.  A  $18,000 
—$23,000.  nom 

24th  St.  No  140.  s  s.  281.3  e  7th  av.  18.9x08.9.  3-sty  brk  tenement. 
Irving  S  Oharig  to  Leopold  Weil.  All  liens.  Oct  23.  Oct  25. 
lOOC).     3:709—63.     A  $14.500— $16,.5(M1.  100 

2Gth  st.  No  461,  n  s,  100  e  10th  av,  25x98,9,  3-sty  frame  brk  front 
tenement.  Robt  L  Allgood  et  al  to  Harris  Mandelbaum  and 
Fisher  Lewine.  May  31.  Oct  19.  1906.  3:724—6.  A  .$9,000 
—$10,000.  other  consid  and  100 

28th  St.  No  47,  n  s,  143.2  e  6th  av,  21,4x98.9.  5-sty  stone  front 
building  and  store.  James  W  Baird  to  Frank  Queen  Publishing 
Company.  Mort  $38,000.  Oct  18.  Oct  20,  1906.  3:830—11. 
A    $40,000— $61,000.  73,000 

29th  st.  No  405,  n  s,  100  e  1st  av,  25x98.9,  5-sty  brk  tenement 
and  1-sty  brk  stable  in  rear.  Ida  Machiz  to  Pietro  Onorato. 
Mort  $20  000.  Oct  12.  Oct  24,  lOOii.  3:0()1— 6  and  G%.  A 
$7.(M10— $13,000.  other  consid  and  100 

32d  st,  Nos  302  and  304,  s  s,  72  e  2d  av,  28x98.0,  4-sty  brk  ten- 
ement and  store  and  2-sty  brk  tenement  in  rear,     Mort  $9,060, 

124th  st.  No  247,  n  s,  80,6  w  2d  av,  2Sxl00.ll,  5-sty  stone 
front    tenement.      Mort    $19,000. 

Anna  L  Gunst  EXTRX  Elizabeth  Gunst  to  Chas  J  and  Fredk 
W  Kroehle.  Oct  19,  ItlOG.  3:937 — 65.  A  $10,500— $13,000: 
0:1789- 21i,i.      A   $8,500— $24,000.  43.000 

34th  st,  Nos  304  and  306,  s  s,  101.3  e  2d  av,  42,6.\0S,0,  two  4-sty 
brk  tenements  and  stores.  J  Romaine  Brown  to  The  Flatiron 
Realty  Co.  Oct  IG.  Oct  23,  1906.  3:939—56  and  57.  A  $18.- 
000— $24  000.  100 

34th  st.  No  308,  s  s,  143.9  e  2d  av,  21.3.x9S.9.  4-sty  brk  tenement 
and  store.   Alex   P  W  Kinnan  to  Flatiron   Realty  Co.     Oct  16. 
Oct  23,  1006.     3:039-55.     A  $9.000— $12,000.  100 

35th  st.  No  265,  n  s,  113  e  8th  av,  10x08.9,  4-sty  brk  tenement 
and  store  Elizabeth  or  Lizzie  Kroeger  widow  to  Theresa  Bau- 
mann.  Mort  $10,000.  Oct  22,  1906.  3:785-8.  A  $10,000— 
$12,000.  other   consid   and   1(X» 

35th  st,  Nos  56  and  58.  s  s.  204  e  6th  av.  41x98.9,  3  and  4-sty 
brk  and  stone  buildings  and  stores.  Daniel  W  Richman  to 
Wm  C  Popper  and  Joseph  Proskauer.  Vt  part.  C  a  G.  Mort 
$195,000.  Oct  IS.  Oct  10,  1906.  3:836—73  and  74.  A  $169,- 
000— $186,000,  nom 

36th  st,  Nos  .542  to  54C,  s  s,  275  e  11th  av,  7.5x98.9,  two  2-sty 
frame  tenements  and  stores.  1-sty  frame  building  and  1  and 
2-sty  brk  rear  buildings.  Albert  Wanner  Jr  to  Thonet  Bros,  a 
corpn,  of  Vienna,  Austria,  and  N  Y,  and  elsewhere.  Oct  10. 
Oct  22,  1906.     3:707—56  to  58.     A  $15,000— $10,500.  nom 
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30th  St.  No  147,  n  s,  180  e  Lexington  av,  20xUS.9,  4-817  stone 
front  dwelling.  Sallie  T  Postlethwaite  et  al  HEIRS,  &c,  Helen 
E  Cole  to  Franklin  W  M  Cutcheon,  of  Oyster  Bay,  L  I.  Oct 
•SS,    lUOti.      ;:!:8ttL'— .•id.       A    .f  ](J,()(M>-.$:iT,U(IO. 

other    consld    and    1(10 

."iTth  St,  Nos  222  and  224,  s  s,  275  w  7th  av,  37.0x08.0.  two  4-sty 
brk  tenements.  Bernard  Crystal  to  Nathan  Weiss.  Mort  .f32.- 
(100.  Oct  10.  Oct  20,  1000.  3:780—02  and  03.  A  !|!20,000— 
.$20,000.  nom 

37th  St,  No  442,  s  s.  235  e  10th  av,  20x08.9,  4-sty  brk  tenement. 
Jane  L  Taylor  et  al  HEIRS.  &c,  James  Wright  to  Eugene  J 
Flood.      Oct   15.     Oct    10,    lOOG.     3:734—58.      A   $7,50U— $0,000. 

other  consld  and  100 

39th  st.  No  520,  s  s.  300  w  10th  av,  25x98.9,  5-sty  brk  tenement. 
Edward  Schoenberg  to  Joseph  Fuehs.  Mort  $13,000.  Oct  10. 
Oct  20,   1900.     3:710—40.     A  $7,000— $11,000. 

other    consid   and   100 

40th  St,  Nos  105  to  111,  n  s.  109.11  w  0th  av.  00.1x98.9,  four  5-sty 
brk  tenements.  Samuel  T  Hurst  Jr  to  Strange  &  Slawson  Co,  a 
eorpn.  Mort  .$140,000.  Oct  22,  1900..  4:993—25  to  28.  A 
.$129  000— $1,"3. 000.  other  consid  and   100 

4(kh  St.  Nos  1(15  to  111.  n  s,  109.11  w  0th  av,  9(».lxO,S,0.  tour 
5-sty  brk  tenements.  Ralph  A  Kellogg  to  Samuel  T  Hurst  Jr. 
Oct  18.     Oct  22,  1900.     4:903—25  to  28.     A  $129,000-$153.0(». 

other  consid  and  100 

40th  St.  No  4.32.  s  s.  375  e  10th  av,  25x08.9,  5-sty  brk  tenement 
and  store.  Jacob  Newman  HEIR  Rosa  Newman  to  Henry  New- 
man and  Caroline  Jacobs.  Right,  title  and  interest.  Mort  .$12,- 
000.      Oct    23.      Oct    24.    190(;.      3:737—55.      A    .$9,0(.)0-$13,00l). 

5.50t) 

4.3d  St.  No  417,  n  s.  200  w  9th  av.  25x100.4.  3-sty  frame  dwelling. 
Abraham  M  Bachrach  et  al  to  Julius  Weinstein.  Mort  .$11,000. 
Sept   14.      Oct- 19,    1900.     4:1053—24.     A   nO,000-$ll,500. 

other    consid    and    100 

43d  St.  No  339,  n  s,  275  e  9th  av,  25x100.5,  5-sty  stone  front 
tenement.  Paul  Kaskel  et  al  to  Gottfried  Oethinger.  Mort 
$24,000.     Oct  19,  1900.     4:1034—12.     A  $12,<X)0-$23.0UO. 

other  consid  and  ICXJ 

4Sth  St,  Nos  257  find  259|  n    w    cor    2d    av,    40x70.5,,    4-sty    stone 

2d  av,  Nos  007  and  0(.l9|  front  tenement  and  store.  Harris  Co- 
hen to  Lena  Cohen  his  wife  and  David  A  Cohen.  %  part.  Mort 
.$38,250.  Oct  18.  Oct  23,  1906.  5:1322—23  and  24.  A  $20.- 
.500— $31,500.  other   consid   and    100 

4Sth  st.  No  402,  s  s,  75  e  1st  av,  25x75.4,  C-sty  brk  tenement  and 
store.  Augustus  L  Hayes  to  Emanuel  Kapelsohn.  Mort  $13.2.50. 
Oct  1.     Oct  23,  1900.     5:13.59—471/2.     A  $0,000— 3;14.(XM>. 

other   consid    and    1(.K1 

49th  St.  No  112,  s  s,  185.8  w  Gth  av,  21.4x100,  4-sty  stone  front 
dwelling.  Edmund  C  Richards  and  ano  IiNDIVID  and  EXRS,  &c, 
Emma  Toner  to  Charles  E  Blaney  Amusement  Co.     Aug  8.     Oct 

23.  190(!.      4:1001—41.      A    .$24.000— $27,000.  3.9(10 
53d  st,   Nos  240  and  248,  s  s.   100  w  2d  av.  33.4x100.5,  two  3-sty 

brk    dwellings.       Frank    Hillman    et    al    to    Isaac    M    Golomb    of 
Bronx,  and  Charles  Magid,  Brooklyn.     Mort  $23,000.     Oct  1.     Oct 

24.  1900.     5:1326—29  and  29^4.     A  $13,000— $15,.50O. 

other  consid  and  100 
53d  St.  No  407,  n  s,  125  w  9th  av,  25x1.34.4x25.11x127.1,  5-sty  brk 
tenement  and  store.     David  Gordon  to  Louis  Gordon  and  Barnett 
Lew.      Mort   $20.2.50.      Oct  23.      Oct   24,    1900.      4:1003—27.      A 
$11,000— $24  0(X).  other  consid  and  100 

53d  st,  Nos  432  and  4.34,  s  s,  450  w  9th  av,  .50x100.5,  two  5-sty 
brk  tenements.  Mollie  SoliDmou  to  Peter  C  Eckhardt,  Jr,  and 
Frederick  Eckhardt.  Oct  5.  Oct  24,  1900.  4:l(Hj2— 51  and  52. 
A  $18.000— $38,000.  other  consid  and  100 

.55th  st.  No  534,  s  s.  300  e  11th  av,  25xl(X).5.  5-sty  brk  tenement. 
Henrietta  Lewis  to  Jacob  Israelson.      Mort  $10,000.      Oct  1.      Oct 

25.  1000.     4:1(J83— .52.     A  $0.000— $12,000.     other  consid  and  100 
55th  st.  No  120,  s  s,  183.9  w  Lexinton  av,  18.9x100.5,  ,4-sty  stone 

front  dwelling.     Chas  F  Camerer  to  Warren  E  Dennis.     All  liens. 
May  4.     Oct  24.   1900.     5:1309-04.     A  .$25,000— $20,000.  nom 

00th  st.  No  .300.  n  s,  150  e  2d  av,  25x100.5,  4-sly  brk  tenement. 
Tenement  Impt  Co  to  Max  Stern.  Mort  $10,000.  Oct  23.  Oct 
24,   1900.     5:143.5—7.     A   $9,000— $14.(100.       other  consid  and  100 

GOth  st.  No  311,  n  s,  175  e  2d  av,  25x98,  5-sty  brk  tenement  and 
store.  Abraham  Dan  et  al  to  D  Vella  Realty  Co.  Mort  $17,000. 
Oct  17.     Oct  19,  1900.     5:143.5—8.     A  $9,0(X»— $10,000. 

other  consid  and  100 

G6th  st,  Nos  1.53  to  157.  n  s,  182.2  e  Amsterdam  av,  92.9x100.4. 
three  5-sty  brk  tenements.  Barney  Greenstone  to  Jonas  V 
Spero.  All  title.  All  liens.  Oct  10.  Oct  22,  lOOG.  4:1138—9 
to  11.     A  $57.00(^$102.000.  nom 

G7th  st,  s  s,  KJO  w  West  End  av,  200x100.5.  vacant.  Louis  Jaffe 
to  Abraham  B  Jaffe.  All  title.  Sub  to  all  liens.  Oct  15.  Oct 
.23.    190(!.      4:1178.  other   consid   and   100 

07th  St.  No  202.  s  s.  100  w  Amsterdam  av.  25x100. .5.  5-sty  stone 
front  tenement  Augustus  L  Hayes  to  Emanuel  Kapelsohn.  ^ 
part.  All  title.  Sub  to  V-  of  all  morts.  Oct  1.  Oct  23,  1900. 
4:11.5,8—37.     A   $5,000— $14,000.  other   consid   and   lOlT 

70th  St.  Nos  413  and  415.  n  s.  203  e  1st  av.  37.0x1011.4,  0-sty  brk 
tenement  and  store.  Abraham  D  Weinstein  to  Charles  Hecht. 
Mort  $34,000,  Oct  23,  1900.  5:1465—11.  A  $13.000— P  $15.- 
000.  other   consid   and    100 

70th  st.  No  417.  n  s.  .300.0  e  1st  av,  37.0x100.4,  0-sty  brk  tene- 
ment and  store.  Abraham  D  Weinstein  to  Charles  Hecht.  Mt 
$.34,000.      Oct    2:'..    1900.      5:1405—13.      A    $13,000-1'    $15,000. 

other  consid  and   100 

70th  st,  Nos  413  and  415,  n  s,  263  e  1st  av.  37.0x100.4,  0-sty  brk 
tenement  and  store.  Release  mort.  Isidore  Jackson  and  ano 
to  Abraham  D  Weinstein.  Oct  19.  Oct  22,  190G.  5:1405—11. 
A  $13.(.:00— P  $]5.0(X).  33,135 

70th  St.  No  115.  n  s.  1.37.0  w  Columbus  av.  19x100.5,  4-sty  stone 
front  dwelling.  Geo  A  Weber  and  Edw  Y  Weber  INDIVID. 
EXRS  and  TRUSTEES  Caroline  C  Weber  to  Mildred  H  Gottheil. 
Mort  $10,000.  Oct  22,  1900.  4:1142— 2(>y2.  A  $13..50O— .$24,- 
000.  other  consid   and  100 

Same  property.  Edw  Y  Weber  to  same.  %  part.  C  a  G.  Mort 
$111,0(10.     Oct   18.     Oct  22,   1900.     4:1142.       other  consid  and   100 

70th  st.  No  147,  n  s.  445  w  Columbus  av,  19x100.5,  4-sty  brk 
dwelling.  Sophia  M  Pondir  to  Mary  S  and  Anna  M  Pondlr,  joint 
tenants.  B  &  S.  April  29,  1905.  Oct  24,  190G.  4:1142—14. 
A  $13  ,5O0-$22,.5OII.  nom 

70th  st,  Nos  4].'!  to  117,  n  s,  203  e  1st  av,  75x100.4,  two  G-sty  brk 
tenements  and  stores.  Charles  Hecht  to  Jacob  Israelson.  Mts 
$90,000.  Oct  23.  Oct  24.  lOOG.  5:1465—11  and  13.  A  $20,000 
— P   $30,000.  other  consid  and   100 

71st  st.  No  227.  n  s.  483.4  e  West  End  av.  15.9x102.2,  3-sty  stone 
front  dwelling.  Ellen  McK  Gunning  to  Jane  S  wife  of  Fredk  W 
Whitehouse.      Oct    10,    1900.     4:11(j3— 20.      A   $11.0(X)— $17,000. 

other   consid  and   100 

73d  St.  No  251,  n  s.  .305  e  West  End  av,  — xlO2.2x20xlO2.2.  4-sty 


and  basement  brk  dwelling.  Frederick  W  Fieder,  Jr,  to  Lester  S 
Peine.  Mort  $17,000.  Oct  3.  Oct  24,  190G.  4:1105—13.  A 
.$10.(100— .$25.0(J0.  nom 

7.".d  si.  n  s.  2.S3  e  Park  av,  24x102.2,,  vacant.  Amos  R  E  Pinchot 
to  Mabel  C  wife  James  A  McCrea.  Oct  9.  Oct  22,  1900.  5:1408 
—12      A   .$28,500— $28,500.  other  consid   and   lOO 

7.3d  st.'No  220.  s  s.  183.4  w  2d  av,  29.2x102.2,  5-sty  stonejront 
tenement.  Isidor  Gottlieb  to  George  Loesch.  Mort  $2i,0t)O. 
Oct   18.     Oct   19,   100(i.     5:1427—33.     A  $13,O0O-$2O,O0O.  100 

74th  st.  No  235,  n  s,  290  e  West  End  av,  20x102.2,  3-sty  and 
basement  brk  dwelling.  Agnes  H  Poirier  to  Otis  A  Mygatt.  Mt 
$15,000.  Oct  22.  Oct  23,  1900.  4:1100—12.  A  $15.000-$20,- 
000.  100 

70th  st.  No  209,  n  s,  130  e  3d  av,  25x102.2,  4-sty  brk  tenement 
and  store.  Samuel  Harris  to  Rosa  Neadles.  Mort  $19,000.  Oct 
22.      Oct   25,    1900.      5:1431—0.      A   $11,000— $19,0OU. 

other   consid   and   100 

77th  St.  No  2.38.  s  s,  233  w  2d  av,  22x102.2,  3-sty  frame  dwell- 
ing. Emlie  T  Priest  to  Antoinette  T  Tackaberry.  1-5  part. 
Oct   l,s.     Oct  19,  1900.     5:1431-34.     A  $S,.50O— $9,000. 

other  consid  and  KJO 

80th  st.  No  130.  s  s,  110.10  w  Lexington  av,  1.8.4x102.2,  3-sty 
stone  front  dwelling.  Amelia  Wolff  to  Ethel  R  Merrill.  Oct 
18       Oct    19.    ]90(!.      5:1508—01.      A   $10.000— $10..50O.  nom 

SOth  st,  Nos  529  to  533,  n  s,  148  w  Av  B,  or  East  End  av,  75x102.2, 
vacant.      Release    restrictive    covenants.      Henry    B    Jones    with 
Harry  Abrams.     Oct   8.      Oct  24,   190G.     5:1577—18  to  20.     A 
$10..5OO— $10  .500.  no™ 

Stlth  st,  No  3(15,  n  s,  100  e  2d  av,  25x100,  3-sty  brk  building  and 

StOTG 

80th  st.  No  307,  n  s,  125  e  2d  av,  25x100,  1-sty  frame  building 
of   coal    yard. 

80th  St.  No  3(10.  n  s,  1.50  e  2d  av,  25x102.2,  part  1-sty  frame 
building   of   coal   yard.  . 

Plot  begins  at  point  100  e  2d  av  at  c  1  blk  bet  SOth  and  81st  sts. 
runs  e  50  x  n  23.9  x  n  w  —  x  s  29.3  to  beginning.      ' 

Interior  lot,  1.50  e  2d  av  and  100  n  Sdth  st,  runs  e  —  x  n  19.3 
x   w  —  X  s  2.3.9,   vacant. 

Henry  Lissner  to  Julius  B  Fox.  Q  C.  Nov  28,  190d.  Oct  10. 
1900      5-1.54.3-5,  0  and  7.     A  $25  500-.$31,000.  nom 

Slst  st.  No  210.  s  s,  2«J3.4  e  3d  av,  25.5x102.2.  5-sty  brk  tenement. 
John  Muth  and  Meta  his  wife  to  Wm  Koehler.  Mort  $35,c)00. 
Oct  20.      Oct  22,   1906.     5:1520-40.     A  .$9..5O0-$21,.5O0. 

other  consid  and  100 

Same  property.  Wm  Koehler  and  Dora  his  wife  to  Meta  Muth. 
Mort    $35,.500.      Oct    20.      Oct    22,    190G.      5:1.52G. 

other  consid  and  100 

81st  St.  No  212,  s  s,  152.6  e  3d  av,  24.11x102.2.  5-sty  brk  tene- 
ment.' David  Franklin  and  Carrie  his  wife  to  Felix  Lorch.  All 
title  Mort  $8,500.  Oct  20.  Oct  23,  1900.  5:lf>20— 42.  A 
$'.»,500— $20  000.  ,  °°™. 

Same  property.  Felix  Lorch  to  Carrie  Franklin.  All  title.  Mort 
$8..5(IO.      Oct    20.      Oct   23.   1900.      5:1.520.  nom 

S"d  st  Nos  .542  to  552,  on  map  Nos  540  to  540,  s  s,  111.4  w  East 
End  av.  80x102.2,  two  0-sty  brk  tenements  and  stores.  Meyer 
Gold    to    Alexander   Rosenbaum.      Vi    Pa''t-      Mort   .$98,000.      Oct 

15.     Oct  25.  1900.     5:1578—32  and  33.     A  $5.000—.$ . 

other   consid   and   100 

83d  St.  No  142.  s  s,  25.10  e  Lexington  av.  30.5x102.2  5-sty  brk 
tenement  Alfred  C  Chapin  to  Louis  Hahn.  Oct  24.  Oct  -.), 
1900.     5:1511—51.     A  $18,500-.$42.0(]0.  nom 

SOth  st  No  322,  s  s.  304  w  West  End  av,  20.11x102.2,  4-sty  and 
basement  stone  front  dwelling.  Leah  Richard  to  Nicholas  Ter- 
hune.  Mort  $29,000.  Oct  13.  Oct  10,  1900.  4:124(— 45.  A 
$15  000-$2S.OOO.  nom 

91st  st,  No  51.  n  s.  88.1  e  Madison  av,  18x100.8.  3-sty  stone  front 
dwelling.  Thomas  Berkeley  to  Susie  S  Hall.  Mort  $18.0(Jli 
Nov    18    1904.      Rerecorded   from   Nov   28,    1904.      Oct    22.    190b. 


A   $14,500— $23,500. 


other   consid   and   1{X) 


.i:1.503 — 24.      .'^   .pi^r, .>..... — .p_.,,i,-j..-.  — 

91st  St.  No  309,  n  s,  150  e  2d  av,  25x100.8.  5-sty  brk  tenement 
Leon  J  Neumann  to  Simon  Baer.  Mort  $20,410.  Oct  11.  Oct 
1!)  1900  5:15.54—7.  A  $7.000— $22,000.  other  consid  and  100 
92d  'st.  No  319,  n  s,  230  w  West  End  av,  runs  n  50.5  x  w  —  to 
point  2.50  w  West  End  av,  x  s  —  to  st.  x  e  20  to  beginnmg,  4- 
sty   brk   dwelling.     Jacob   Axelrod  to   Robt   M   Silverman.      Mort 

1000.      4:12.52.  100 

s,  325  e  2d  av,  25x100.8,   5-sty  brk  tenement. 
Barbara   Gross,    of   Borough    of   Queen.      Mort 


23. 


$20.()ll(».      Oct 
04th  St.   No  322,  s 
Rosie    Rodgers    to    _.-    . 

$13,.500.     Oct  22.   1000.     i 
97th  St.   Nos  00  to  0(!,  s  s. 

brk  tenements  and  stores 

D   W   Soaring.      All   liens. 

A   .S;44.0(lO— P-  .$54,000. 
99th  St.   Nos  205  to  2119,  n 

brk  tenements  and  stores 


,  1550—39.     A  .$0..500— $10,500.  500 

ioo  w  Park  av.  1011x100.11.  two  6-sty 
Abraham  Sehlesinger  et  al  to  Fredk 
Oct  20.      Oct   22.   19O0.     0:1(502—42. 

nom 
s,   105  e  3d  av,  75x100.11,,   two  0-sty 
Louis  Sorkin  et  al  to  Antonio  Orlan- 


do.     Mort   $!)0.000.      OcY' 23.  '  Oct "  24,  "'1906.      0:1049— 5   and   7. 
A  .$■'■' 50J) .$ other  consid  and  100 

lODthTt'  No  l(i2.  s  s,  200  w  3d  av,  25x100.11.  5-sty  brk  tenement. 
Biagio  Liggio  lo  Bessie  Gottlieb.  Mort  $10,2.50.  Oct  19.  Oct 
20    loot;,     (i:  1027— 45.     A  .$0,500-$! 0,000. 

other    consid    and    100 

KlOth  st,  No  117.  n  s,   170.0  w  Lexington  av.  25.0xl(X>.ll,  5-sly  brk 
tenement.     Milan   Schrelber   to   Max   Pincus.    V2   P^rt.   Mort   $L8  - 
935      Oct   24.      Oct   25,   1906.     6:1628-9.      A   $8,000-$20,000. 

nom 

103d  St.  No  150.  s  s.  101.6  e  Lexington  av.  27x100.11.  5-sty  stone 
front  tenement.  Mendel  Hirsch  et  al  to  Solomon  Altshuler.  Mt 
$20,000.      Oct   25,    1900.     0:1030—48.      A   $8.500— $20,000. 

other  consid.^nd  10(9 

105th  st.  No  1.30,  s  s.  283.4  e  Park  av.  10.8x100.11.  3-sty  stone 
front  dwelling.  Estella  Hirschbein  to  Max  Smith.  Mort  $i,00t). 
Oct   20       Oct    22     1900.      0:1032—01.      A   $4..5(IO— $0.(XK1.  nom 

l(l7th'  St.  No  58.  s  s.  1.50  e  Madison  av,  25x100.11,  5-sty  brk  ten- 
ement. Lazarus  Hannes  to  Isaac  Siegel  and  Joseph  Steinberg. 
Oct   18.     Oct  19,   1906.     0:1012-46.     A  $9,000-$23.000. 

other   consid   and   100 

107th  st,  Nos  58  and  GO,  s  s,  150  e  Madison  av,  .50x100.11,  two 
5-sty  brk  tenements.  Daniel  Levy  to  Lazarus  Hannes.  QC. 
Oct  12.  Oct  19,  1906.  0:1612-45  and  46.  A  $18,000-40,- 
(KIO  °°™ 

107th  st.  No  208,  s  s.  135  e  3d  av,  21.10x100.11.  4-sty  brk  ten- 
ement   and    store.      Fanny    Kline    to    Joseph    Scher       Mort    $(,0(_)0 

and  to  a  2d,  3d  and  4th  mort  $ .     Oct  19.  1906.     0:1000—43. 

A  $7.0(10— $10  (XIO.  ..P'!?^,'"-.  i'?"®i'^  ^""l  ^°0 

108th  St.  No  70.  s  s,  125  e  Columbus  av.  2uxl00.11.  fi-sty  brk 
tenement.  Cath  M  Divers  to  Patrick  W  Divers.  Mort  $28,000. 
Feb  20.     Oct  19,  1900.     7:1843-59.     A  $10.000-$24.0llO. 

other   consid   and   1(X) 

110th  St.  Nos  231  to  241,  n  s,  154.2  w  2d  av.  112.6x100.11,  three 
0-sty  brk  tenements  and  stores.     Harris  Beckelman  et  al  to  Si- 
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mon  Letkowitz.  Morts  .$1.«.0€0.  Oct  IS.  Oct  19.  V.»X>.  0:lljti0 
—13.   14   and   l(j.      A   .$3-l,oaU— P   $S."p.(XM>.  other  consid   and   lUO 

111th  St,  No  78,  s  s,  lli3.4  w  Park  av.  17.2xl(H).ll,  3-sty  stone 
front  dwelling.  Gustave  Topper  to  Barnet  Goldfein  and  Jacob 
Lazerowitz.  Mort  $10,500.  Oct  22,  ISXKi.  «:llil<;— 44.  A  ifT>.- 
200 — .fS,500.  other   consid   and   100 

111th  St,  No  24.5,  n  s,  2.S7.6  e  Sth  av,  37.0xl0O.ll,  0-sty  brk  ten- 
ement.    Ida   K  Bronner  to   Pauline   Peyser.      Mort  $44,000.     Oct 

18.  Oct  1!).   Ism;.     7:1827—11.     A  $10  500— $48,000.  100 
112th  St.  Xos   101   and  103,  on   map   No  101  |n  e  cor  Park  av,  38.8 
Park  av,   Nos   l.")l!l  and   l,">(i3                            |     x7o.8,    1      and    2-sty 

frame  building  and  vacant.  Release  claims,  &c,  as  to  Park  av 
Viaduct.  Ezekiel  W  Vance  to  N  Y  &  Harlem  R  R  Co  and  the 
N  Y  C  &  H  R  R  R  Co.  Oct  20.  Oct  2.5,  lllOl).  0:1040—1.  A 
$0,(10(1— ,$n. 5110.  other   consid  and   100 

Same  property.  Consent  to  release  of  easement.  James  Vance, 
Jr,   to  same.     Oct  20.     Oct  25,   1900.     0:1040.  nom 

112th  St.  Nos  2(>i  to  20S,  s  s,  95  e  3d  av,  00x100.10,  G-sty  brk 
tenement  and  store.  Moses  A  Abramowitsch  to  Chas  J  Britz 
and  Chas  J  Britz,  Jr.  Mort  $71,500.  Oct  24.  Oct  25,  1900. 
0:10(il— 44.     A  $17,000— $05,000.  other  consid  and  100 

113th  St,  Nos  70  and  72,  s  s,  180  w  Park  av,  .50x100.11,  two  5- 
sty  brk  tenements.  Floris  T  Whittaker  to  Michael  N  Delagi. 
Mort  .$37.7.50.  Oct  10.  Oct  19,  1900.  6:1018—45  and  40.  A 
$18,000— $38,000.  other  consid   and  100 

Same  property,  Michael  N  Delagi  to  Samuel  Gordon,  of  Brooklyn. 
Mort   $37,750.     Oct   17.     Oct   19,   1900.     0:1018. 

other   consid   and   100 

113th  St,  Nos  70  and  72,  s  s,  180  w  Park  av,  50x100.11,  two  5- 
sty  brk  tenements.  Samuel  Gordon  to  Amelia  Rubinsky.  Mort 
$37,750.  Oct  18.  Oct  19,  1906.  6:1618--15  and  40.  A  $18.- 
000— .$38,000.  other  consid  and  100 

113th  St,  No  77,  n  s,  124.0  w  Park  av,  20.4x100.11,  5-sty  brk  ten- 
ement.    Chas  A  Blum  et  al  to  Isadora  M  Levy.      Mort  $19,000. 
Oct  22.      Oct  23.   1900.     0:1019—30.      A  $9..500— $18,500.  100 

113th  St,   Nos  339  and  341,   n  s.  209  w  1st  av,  33.4xlO<ni,  0-sty 
brk  tenement  and  store.     Raphael   Kurzrok  to  Jacob  Siegel  and 
Abraham*  Norwalk.      Mort    $30,000,      Oct    22.      Oct    23.    1900. 
0:108.5—20.     A  $8.500— P  $25,000.  other  consid  and  100 

113th  St,  n  s,  175  w  Broadway,  7.5x100.11,  2-sty  brk  stable  and  va- 
cant.    Paterno  Bros  to  Edw  J  Moloughney.     Mort   $52,000.     Oct 

22,   1900.     7:18.9.5—49   to  51.     A   $39.000— .$40. >. 

other  consid  and  100 

114th  st.  No  19,  n  s,  295  w  5th  av,  25x100.11.  5-stv  brk  tenement 
and  store.  Ida  E  Chinski  to  Saiah  and  Isaac  Chinski  and  Mor- 
ris Male.  Prior  mort  .$25,975.  Oct  23.  Oct  25,  1900.  0:1598— 
25.      A    $12,(100— .$20,000.  nom 

Same  property,  Saiah  Chinski  et  al  to  Ida  E  Chinski.  Mort  $25.- 
975.     Oct  23.     Oct  25,  1900.     0:1598.  nom 

117th  St.  No  120,  s  s,  175  e  Park  av,  20x100.11,  4-sty  stone  front 
tenement.      Louis   Levy    to    Kate    Gretzer.      Mort    $11,000.      Oct 

19,  1900.      0:1044—641/2.      A   $5,50O-$10,500. 

other   consid   and   100 
117th   St,   No   329,   n   s,   350  e  2d  av,  25x100,   2-sty   frame  tene- 
ment and  store. 
117th  St,  No  328,  s  s,  3.50  e  2d  av, 
ing.      Mort   .$4,tX)0. 
Thomas   Booth   to   David  Cohen. 
6:1689—15.      A    $6,000— $7,000; 


25x100.10,  2-sty  frame  dwell- 


June  27,   1996.      Oct  19,   1900. 
1688—39.       A    $0  (KM)- $7..500. 

other    consid    and    100 

118th  st,  Nos  313  and  315,  n  s,  20O  e  2d  av,  SOxKXi.ll,  0-sty  brk 
tenement  and  store.  Release  dower.  Beatrice  Fine  widow  to 
Abraham  Fine.  Oct  15.  Oct  25,  1900.  0:179.5 — 9.  A  $14,000 
— P  $45,000.  other  consid  and  100 

118th  St.  No  422,  s  s,  244  e  1st  av,  2.5x100.10,  3-sty  brk  dwelling, 
and  1-sty  brk  building  in  rear.  Nellie  A  Welling  to  Wilhelmine 
Schwarz.  Mort  $9,200.  Oct  22.  Oct  23,  1900.  0:1711—39.  A 
.$5  n(«J— $10,000.  other  consid  and  100 

119th  st.  No  75.  n  s.  123.9  w  Park  av.  33.9x100.11,  5-sty  brk 
tenement.  Banner  Realty  Co  to  Sender  H  Alexander.  Mort 
.$28,000.  Oct  18.  Oct  20,  IJHX!.  0:1740—31.  A  $13,.5O0— 
$33,500.  other   consid  and   100 

119th  St.  Nos  306  to  314,  s  s,  100  e  2d  av,  100x100.11,  Ave  5-sty 
brk  tenements.  Abram  Modne  to  Jacob  Siris.  Pincus  Malzman 
and  Harris  Goldman.  Mort  .$96,000.  Oct  10.  Oct  19,  1906. 
6:179.5—47    to   .50.      A    $24  000— $82,500.  100 

120th  St.  Nos  341  to  345,  n  s,  1.50  w  1st  av.  75x100.11.  two  6- 
sty  brk  tenements.  Louis  Block  to  Anna  Block.  Mort  $.S5.000. 
Sept  24.  Oct  19,  1906.  6:1797—18  and  20.  A  $18,000^$S2,- 
000.  other   consid   and  100 

122d  st,  No  230.  s  s,  287  e  Sth  av,  .34x100.11,  5-sty  brk  tenement. 
Adele  Kurrus  to  Hattie  L  Meirowitz.  Mort  $39. .500.  Oct  1.  Oct 
22,   190(;.     7:1927—52.      A   $15,000— $37,000.  100 

123d  St.  No  415,  n  s,  181.3  e  1st  av,  18.3x100.10. 

123d  St.  No  413    n  s,  102.0  e  1st  av,  18.0x100.10. 

]2.Sd  st,  Nos  419  and  421,  n  s,  218.0  e  1st  av,  .37.9x100.11. 

12.3d  St.  Nos  409  and  411.  n  s,   125  e  1st  av.  37.6x100.10. 
five  3-sty   brk   and   one  3-sty   frame   dwellings. 
Jacob   Siegel   et   al    to   Raphael   Kurzrok.      1-3   right,   title   and 
interest.     Mort  1-3  of  .$42..50O.     Oct  20.     Oct  23.   lOOli.     0:1811 
—7   to   10.      A    $22,800— $32,000.  other   consid   and   100 

120th  st,  Nos  241  to  247,  n  s,  105  w  2d  av,  80x99.11,  four  3-sty 
stone  front  dwellings.  Jacob  Siegel  et  al  to  Raphael  Kurzrok. 
Mort  .$34  500.  Oct  20.  Oct  23,  1900.  0:1791—18  to  20.  A 
■«1. S.Ofld— $27,000.  -  other    consid   and    100 

120th  st,  Nos  113  and  115,  n  s,  190  e  Park  av,  50x99.11,  0-sty  brk 
tenement  and  store.  Max  Epstein  et  al  to  Philip  and  Max  Wein- 
stein.  Mort  $40,000.  Oct  24.  Oct  25,  1900.  0:1775—9.  A 
$16.000-P  $30,000.  other   consid   and  100 

130th  st.  No  248,  s  s,  481.3  w  7th  av,  18x99.11,  ,3-sty  brk  dwell- 

'  ing.  Charles  Crawford  to  Agnes  J  Crawford.  Oct  24,  1900. 
7:1935— .53.     A  $7,500— $12,000.  100 

130th  St.  No  200.  s  s,  125  w  7th  av.  15x99.11,  3-sty  and  base- 
ment stone  front  dwelling.  Richard  D  Williams  to  Richard  M 
Bruno.  Mort  .$8,000.  Oct  17.  Oct  22,  1900.  7:19.3.5—39!  A 
$0,(M)0— $S,.500.  other  consid   and   100 

132d  st.  No  145,  n  s,  293.9  e  7th  av,  lS.9x99.ll,  3-sty  stone  front 
dwelling.  Pauline  Peyser  to  Ida  K  Bronner.  Mort  $10,500. 
Oct    IS.      Oct    19,    1900.      7:1017—14.      A    $7,.500— $12.0tlO. 

other  consid  and  100 

132d  st.  No  .5.50,  s  s,  350  w  Amsterdam  av,  25x99.11,  5-sty  brk 
tenement.  Hannah  Theobald  to  Timble  Realty  Co.  Mort  .$24,.500. 
Oct    10.      Oct    24    ,1900.      7:1980—47.     A    $6,.500— $21 ,000. 

other    consid    and    100 
n  s.  22.5  w  Amsterdam  av.  runs  n  99.11 
X   w   60.7   to   s   e   s   Hamilton  pi,    x  s  w 
109   to   beginning,    two   0-sty  brk   tene- 
ments.     The   Miller   Realty   and    Construction   Co    to    Robert   M 
Silverman    Realty    and    Construction    Co.      Mort    $107,000.      Oct 
1.     Oct  19,   1906.     7:2072—21  and  22.     A  $24,fHJ0— $80,000. 

other   consid  and   100 


140th  st 
Hamilton  pi.  Xos  71   to  771 
108.0   to   140th   st. 


14(lth   st  I  n    s,    225    w    Amsterdam    av,    runs    n 

Hamilton  pi,  Nos  71  to  771  99.11  x  w  00.7  to  s  e  s  Hamilton 
pi.  X  s  w  108.0  to  140th  st,  xe  109  to  beginning,  two  0-sty  brk 
tenements.  Robert  M  Silverman  Realty  and  Construction  Co 
to  Stuart  Realty  Co.  Mort  $107,000.  Oct  1.  Oct  19,  1900. 
7:2072—21  and  22.     A  $24.0<.M>— $80,000.         other  consid  and   100 

140th  st,   s  s,   175  w  Amsterdam  av,  25x100,   vacant;   also  | 

Property    at    Washington,    D    C.  I 

Bethnel  Keith  to  Daniel  G  Rollin.     B  &  S  and  release.     May  11. 
18.59.      Oct   20,    lOt.lO.     7:2071—40.     A   .$0.000— $6,000.  nom 

141st  st,  Nos  142  and  144,  s  s,  4(i2  e  7th  av,  45x99.11.  0-sty  brk 
tenement.  Charles  Stich  to  Robt  M  Silverman.  V^  part.  Morts 
$75,000.  Oct  17.  Oct  22,  1906.  7:2009-44.  A  $14,500— $00,- 
000.  nom 

143d  st,  Xos  107  to  113,  n  s,  141. S  w  Lenox  av,  83.4x99.11,  two 
0-sty  brk  tenements.  Joseph  E  Goldberg  et  al  to  William  Ro- 
senzweig  Realty  Operating  Co.  Morts  $9l),0IXI.  Oct  18.  Oct 
20,    1".K)0.     7:2012—23   and  25.     A   $25,000— $100,000. 

other  consid  and  100 

105th  St.  No  5.54,  s  s,  116.6  e  Broadway,  10xl06..5xlOxl07.11.  3- 
sty  stone  front  dwelling.  Jane  W  Middleton  to  W  B  Middleton. 
Mort  $9,000.  Mar  21.  1902.  Oct  24,  1906.  8:2122-80.  A  $0,- 
.5(10— $13,.500.  nom 

17(Uh   st,   n  s,   100  e  Audubon  av,   170x99.11.  1 

177th  st,  s  s,  100  e  Audubon  av,  170x99.11.  I 

vacant. 

Cancellation   of   CONTRACT.      David  Perlman   et   al   with   Meyer 
A   Bernheimer.   Oct   18.      Oct   19,   190(3.     8:2132.  nom 

170th  St.  Nos  .535  and  537,  n  s,  1.50  w  Audubon  av.  50x100.  two 
2-sty  frame  dwellings.  Godspeed  Realty  Impt  Co  to  J  Oscar 
Marshall.  Mort  .$24,000.  Oct  19.  Oct  20.  1900.  8:21.53-53. 
A  $12,000— $10,000.  other  consid  and  100 

..\rasterdam  av.  No  0.*^3,  e  s,  25  n  93d  st.  10..Sx(i8,  5-sty  brk  tene- 
ment and  store.  Geo  W  Roberts  to  Alice  H  Palmer.  Mort  $14,- 
((00.      Oct   24.      Oct   25,   1000.      4:1224—2.      A    $W,000— $17,000. 

nom 

Same  property.  Alice  H  Palmer  to  Mary  F  P  wife  of  and  Brooks 
H   Wells.   Mort  $14,000      Oct  24.     Oct  25,   100(>.     4:1224. 

other  consid  and  100 

Amsterdam  av,   No  13151   s    e    cor    125th    st.    25.2xl0t).    1-sty    brk 

125th   st.    No  450  |     store.     Abraham  Jacobs  to  Annie  Nash- 

lev.      1-3  part   right,   title   and   interest.      Mort   part   of   $07,000. 
Oct   22.      Oct   23.    1906.      7:196.5—01.      A   $19.000— P   $35,000. 

other  consid   and   100 

Amsterdam  av      I   s   w   cor   174th   st,   50x100,    1    and   2-sty   frame 

i74th  st,  Xo  .500]  building  and  store.  Abraham  Silverson  to  Sam- 
uel J  Silberman.  Vi  part.  Sub  to  V2  of  all  liens,  Feb  19.  Oct 
23,    1900.      8:2130—44.      A   $27,000— $31,000. 

other   consid  and   1(X) 

Av  A,  Nos  1.395  to  1399,  w  s,  102.2  s  75th  st,  S5.8x]01.3x09.11xl(X), 
3  and  .5-sty  brk  tenements  and  stores  and  2-sty  brk  building  in 
rear.  Stevenson  Towie  to  Henrv  B  Towle.  of  Rye.  N  Y,  Alice 
T  Smith,  of  New  Rochelle,  X  Y,  Jane  A  Stout,  of  Short  Hills, 
N  J,  and  Anne.  Mary  S.  Chas  S  and  Stevenson  Towle  Jr.  of 
Mamaroneck,  N  Y,  and  Marjorie  A  Beales,  of  Harrison  Station, 
N  Y.  Q  C.  Dec  20,  1905.  Oct  22,  1906.  5:1409—22  and  24.  A 
$27.(K10— .$42,500.  other  consid  and  100 

Av  A.  Nos  1395  to  1399.  w  s.  102.2  s  75th  st,  ^5.5x101  3x(39.11x 
10(1  (two  south  courses),  probable  error.  3  and  5-sty  brk  tene- 
ments and  stores  and  2-sty  brk  building  in  rear.  Anne  Towle  et 
al  to  Chas  V  Crofts,  of  Brooklyn.  B  &  S.  Sept  8.  Oct  22,  1906. 
5:14(!0— 22   and   24.      A   $27,(;m)0— $42,.500.  100 

Av  A.  Nos  1395  to  1399,  w  s,  102.2  s  75th  st,  85.Sxl01.3.x69.11x 
100,  3  and  5-sty  brk  tenements  and  stores  and  2-sty  brk  build- 
ing in  rear.  Chas  V  Crofts  to  Jacob  Herb,  1-3  part,  and  Rosa 
Docter,  2-3  parts.  Mort  .$25,(1(:k).  Oct  20.  Oct  22,  1900.  5:14(i9 
—22  and  24.     A  $27.0(K>— $42,-500.  other  consid  and  100 

Av  B,  No  02,  w  s.  72.1  n  4th  st,  24x100,  6-sty  brk  tenement  and 
store.  Samuel  Klar  et  al  to  Louis  Rosenberg.  Mort  $49,.500. 
Oct  15.     Oct  20,  1900.     2:400—37.     A  $18.(^KH>— S38.000. 

other   consid   and   100 

Av  B,  No  283,  e  s,  82  s  17th  st,  20x6S,  5-sty  brk  tenement  and 
store.  David  Gordon  to  Louis  Gordon.  Mort  $9,000.  Oct  23. 
Oct    24.    1900.      3:984—00.      A    $5,000— $9,000. 

other    consid    and   100 

Broadway,  e  s.  lots  5,  6  and  7  map  (223)  of  14  lots  sold  at  auction 
for  HEIRS  Gottlieb  Rosenblatt  Mar  30,  1899,  75.5x109. 10x7.5x 
110.2  s  s.  Ursula  C  Burns  to  Owen  Burns,  of  Chicago.  111.  14 
part.     Mort  $17,.500.     Oct  18.     Oct  23,  1900.     8:2170.  nom 

Broadway,  s  e  cor  147th  st.  99.11x100,  vacant.  Hermann  Paley 
et  al  to  Mary  Ehrmann.  Mort  $75,000.  Oct  1.  Oct  19,  1906. 
7:-207,s_oo  to  64.     A  $.53 .(XIO— $53,000.  other  consid  and  100 

Jansen  av  In  w  s,  231.11  n  e  from   s  e  s  Terrace  View  av. 

Terrace  View  av)     runs  n  w   1(X)  x  s  w  25  x  n  w  70.11   to   s  e 
Terrace  View  av,   x  n  e  51.10  x  s  e  193.5  to  Jansen  av,  x  s  ' 
25   to    beginning,   2-sty   frame   building   and   vacant. 

Marble  Hill  av.  late  Kingsbridge  av,  e  s.  427.1  n  225th  st,  late 
Terrace  View  av,  2.>xl(M).  1-sty  frame  buildine  and  vacant. 
Release  judgment.  The  Fifth  National  Bank  of  City  N  Y  to  An- 
ton Halm,  Conrad  Milliken  and  John  and  Louis  Brandt.  Oct 
11.     Oct   19,  19(10.     13:3402.  146.45 

Same  property.  Release  judgment.  Hamilton  Bank  of  N  Y  City 
to    same.      Oct    10.      Oct    10,    1900.      13:3402.  1,057.93 

Jansen   av  |  n   w  s,   231.11   n  e   from   s  e   s  Terrace  View  av. 

Terrace  View  av|     runs  n   w   100  x  s  w  2.5   x   n   w   79.11   to  s   e  s 
Terrace     View     av.     x     n     e     .51.10     x     s     e     103. .5     to     Jan-  ' 
sen  av,  x  s  w  2.5  to  beginning,  2-sty  frame  building  and  vacant. 
James    F   McNaboe    as    TRUSTEE    in    bankruptcy   of   Louis    and 
John   Brandt   to   Anton   Halm.      Oct   9.      Oct  10,   190(3.      13:3402. 

8,000 
Louis   and  John   Brandt   to   same.   Q   C.     Oct   17. 
13:3402.  nom 

n  w  s,  231.11  n  e  from  s  e  s  Terrace  View  av, 
runs  n  w  100  x  s  w  2.5  x  n  w  79.11  to  s  e  s 
Terrace  View  av,  x  n  e  51.10  .x  s  e  193.5  to  Jansen  av,,  x  n  w 
2.>   to    beginning.   2-sty   frame   building  and   vacant. 

Marble   Hill   av,   late   Kingsbridge   av,   e  s,   427.1   n  225th  st.   late 
Terrace   View   av,    25xl(X*,    1-sty    frame   building   and    vacant. 
Release  judgment.     N  Y  Telephone  Co  to  Anton  Halm,.   Conrad 
Milliken   and   John   and   Louis   Brandt.      Oct    10.      Oct   20,    1906, 
13:3402.  other    consid    and    2.86 

Same  property.  Release  judgment.  N  Y  Edison  Co  to  same. 
Oct    10.      Oct   20,    1906.      13:.3402.  nom 

Lenox  av  J  s    e    cor    115th    st,    27.11x100,    5-sty    brk    tene- 

115th  st.  No  84  I  ment.  Joseph  Keller  to  Albert  E  Lowe.  2-3 
parts.  All  title.  Mort  $61,000.  Oct  2.  Oct  20.  1906.  6:1598 
—09.      A   $29.000— $57,000.  other  consid   and   100 

Lenox  av.   No    84|  n   e   cor   114th   st,   runs  e   lOO  x   n   100.11   x   w 

114th  st.  No  (il  I  25  X  s  2..)  x  w  75  to  av,  s  75.11  to  beginaing, 
two  .5-sty  brk  tenements,  stores  on  cor.  Release  mort,  Chas 
M  Preston  as  RECVR  of  N  Y  Building  Loan  Banking  Co  to  Sale 


Same    property. 
Oct    10,    1906, 
Jansen  av 
Terrace  View  avl 
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Cohn.  Q  C.  and  correction  release.  Oct  15.  Oct  19,  1006. 
G:irii)8— 1    and    3.      A    $1J9,(J(X)— $130,000.  order    of    court 

Lenox  av.  No  452,  e  s,  7.")  s  l.'JSd  st,  1!4. 11x84,  5-sty  brk  tene- 
ment and  store  Lillian  W  Moers  to  Max  Strasser.  Mort  $25,- 
i;00.     Oct   IS.     Oct   111,   1900.     0:1730—72.     A  $13.000— $25,000. 

other   consid   and   100 

Lexington  av.  No  7831  n  e  cor  61st  st,  20.5.\S0.  4-sty  stone  front 

61st  st  I     dwelling.      Peter  F   Meyer  to   Josephine   J 

S  Wendel,  of  Irvington,  NY.  C  a  G.  Dec  2,  1896.  Oct  20, 
1906.      5:1396— 22M!.      A    $;'.0,000— .$37,000.  nom 

Lexington  av.  No  785,  e  s,  20.5  n  (ilst  st,  20x80,  4-sty  stone 
front  dwelling.  Peter  F  Meyer  to  Rel-)e"ca  A  D  Wendel.  B  & 
S  and  C  a  G.  Nov  8,  1889.  Oct  20,  1906.  5:1390—22.  A  $18,- 
000— $22,000.  18,000 

Lexington  av.   No   1947      |   n    e    cor    120th    st,    100.11x49.11,    three 

120th  st,  .Nos  143  to  1471  3-sty  brk  tenements  and  stores  and 
2-sty  brk  store  on  av.  Emerence  K  Ager  to  Anthony  F  Koel- 
ble.  Mort  .f47,000.  Oct  19.  Oct  20,  1906,  6:1769—21  and 
22.     A  .$27.500— $38,500.  other  consid  and  100 

Lexington  av.No  2116         1  s    w    cor    12Sth    st,    99.11x40,    three    :!- 

12.Sth  st,  Nos  130  and  132|  sty  brk  dwellings.  Geo  A  Gardner  to 
Louis  Lese.  Mort  ,$5,000.  Oct  23.  Oct  24,  19U6.  0:1776— 5(iy2 
and  .57.     A  .$21.000 — $28..5O0.  other  consid  and  KX) 

Lexington  av,  Nos  1874  to  ].S78|s   w   cor   117th   st,   100.11x23.11,   5- 

117th   St.    No  142  I     sty  brk   tenement  and  store.   Mor- 

ris Weinstein  to  Michael  H  Eisman,  of  Susquehanna  Depot.  Pa. 
Mi  part.  B  &  S  and  C  a  G.  All  liens.  Oct  15.  Oct  22,  11M)6. 
(i;l(;-14_,-,0y2.      A    $15.000— .$43,000.  other   consid   and    100 

Lexington  av.  No  784,  n  w  cor  01st  st,  20.5x65,  3-sty  stone  front 
dwelling.  Peter  F  Meyer  to  Mary  E  A  Wendel,  of  Irvington, 
NY.  B  &  S  and  C  a  G.  Dec  20,  1889.  Oct  20,  1906.  5:139(;— 
15.     A   $25,000— $30,000.  19.(X)0 

Madison  av.  No  518.  w  s,  C0.5  n  53d  st,  20x95,  4-sty  stone  front 
dwelling.  James  A  Farley  to  Stephen  B  Quirk.  Oct  25,  ]90li. 
5:12,89-16.     A  $.50,000— $55,000.  other  consid  and  100 

Same  property.  Stephen  B  Quirk  to  Mary  F  Haynes.  Mort  $.50,- 
000.     Oct  25,   1906.     5:12.89.  other  consid  and   100 

Marble  Hill  av.  late  Kingsbridge  av,  e  s.  427.1  n  225th  st.  late 
Terrace  View  av.  25x100.  James  F  McNaboe  TRUSTEE  in 
bankruptcy  of  Louis  and  John  Brandt  to  Conrad  Milliken.  Oct 
9.      Oct    19,    1906.      13:3402.  _  2.9(.X) 

.   Same   property.     Louis   Brandt  to   same.      Q  C.     Oct   17.      Oct   19, 
190(i.      13:3402.  nom 

Park  av,  Nos  1480  and  1482|   n  w  cor  108th  st.  80.11x17,  4-sty  stone 

lOSth  st.   No  87  I     front     tenement.       Release     claims    as 

to   Park  av  Viaduct,   &c.     Eva   B  Gebhard  to   N  Y  &   Harlem   R 
R  Co   and  the  N  Y  C  &   H  R  R  R  Co.      Oct  20.      Oct  25.   1906. 
6:1614—35.     A  $6.500— $11,000.  5,000 

Park  av,  Nos  443  to  449|s    e    cor   57th    st,    150.5x90,    three   5-sty 

57th  St.  Nos  100  and  102  |  stone  front  dwellings  and  vacant.  Re- 
lease annuity,  &c.  Jane  R  Chesebro  to  Henry  C  Tinker.  Q  C. 
Oct  15.  Oct  22,  1906.  5:1311—3,  3%,  4  and  71.  A  $105,(KXI— 
$172,000.  nom 

Same  property.  Release  annuity,  dower,  &c.  Edith  E  Tinker  to 
same.     Q  C.     Oct  16.     Oct  22.  1906.     5:1311.  nom 

Park  av.  No  1024,  w  s,  24.2  n  8.jth  st,  20x70,  4-sty  stone  front 
dwelling.  Charter  Realty  Co  to  Amos  R  E  Pinchot.  Oct  13. 
Oct    22,    1906.      5:1497—35.      A    $11,500— $10,(XIO. 

other   consid   and    100 

Park  av.   Nos  1921   to  1925  In    e    cor    130th    st.    99.11x245,    1    and 

130th  St.  Nos  101  to  11.3  I     2-sty   brk    and   frame   buildings   and 

vacant.  Abraham  Schlesinger  et  al  to  Frederick  D  W  Searing. 
All  liens.  Oct  20.  Oct  22,  1900.  6:1779—1,  2  and  3.  A  $19,- 
500— $21  OOO.  nom 

Park  av,  Nos  1484  and  148G,  w  s,  80.11  n  lOSth  st,  40.lx.85,  two 
.5-sty  ijrk  tenements.  Release  claims  as  to  Park  av  Viaduct,  &c, 
Leopold  Neugass  to  N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H 
R  R  R  Co.  Oct  10.  Oct  24,  1906.  6:1614— 3(;  and  37.  A  $11,- 
001^— $20,000.  other  consid  and   100 

St   Nicholas   av,   n   e  cor   179th   st,   lOOxlOO,   vacant.     FORECLOS. 
Isaac    Fromme    (ref)    to    Realty    Mortgage    Co,    Emanuel    Heilner 
and    Moses    J    Wolf.      Mort    $45,000.      Oct    23.      Oct    24.    1906. 
8:21.53—29.      A    $45.000— $45.(UH.>.  29,000 

St  Nicholas  av.  e  s,  18;i.9  s  145th  st,  125x100,  vacant.  Release 
judgment.  Harry  B  Davis  to  William  Rosenzweig  Operating  Co. 
Oct   16.     Oct   19,   1906.     7:2051 — 13  to  47.     A  $25,000— $25,0tH;». 

nom 

St  Nicholas  av,  e  s,  183.9  s  145th  st.  125x100.  vacant.  William 
Rosenzweig  Realty  Operating  Co  to  Joseph  E  Goldberg,  of  Yon- 
kers,  N  Y.  and  Louis  Kramer,  N  Y.  Mort  $50  000.  Oct  15. 
Oct   19,    ]90<5.      7:2tl51— 43   to  47.      A   $25.(HX)— .$25,000.  100 

St  Nicholas  av,  s  w  cor  177th  st.  99.11xlt)0.  vacant.  Gabriel 
Marks  to  Best  Realty  Co.  Mort  .$47,500.  Oct  19.  Oct  20,  1906. 
8:2144 — 19.      A    $41.000— $41,000.  nom 

West   End  av.   No   ]9.i  |   s  w  cor  69th  st,  25.5x100,  .5-sty  brk  ten- 

69th   st.   No  300  I     ement    and   store.      Augustus   L   Hayes   to 

Emanuel  Kapelsohn.  %  part.  All  title.  Sub  to  1/2  of  all  morts. 
Oct   1.     Oct  23,   190(i,     4:1180—36.     A  $16,0IX)— $31 000. 

other  consid  and   100 

West  Broadway,  Nos  566  to  576[  n   w  cor  3d   st,   runs   n   209.6   to 

3d  St.   Nos  65  and  67  I     s    s    4th    st,    or    Washington    sq 

4th  st,  Nos  K\'.\  and  64  I     S.   x   w  25  x  s  .56.9  x  w  2.5  x  s 

Washington  sq.  S.  Nos  72  and  74  I  1.5.3  to  n  s  3d  st.  x  e  50  to  be- 
ginning, three  3.  one  4  and  10-sty  brk  loft  and  store  buildings. 
John  de  Courcy  Ireland  to  James  D  Ireland.  All  liens.  Sept 
17.  Oct  25,  1906.  2:538—23  and  24  and  37  to  39.  A  $114,0;iO 
—$19.5.000.  nom 

West  Broadway.  No  425,  e  s.  250  n  Spring  st,  25x100,  G-sty  brk 
tenement  and  store.  Josef  Hamburger  et  al  to  Morris  and  Da- 
vid Haber  and  Samuel  Dworkowitz.  Mort  $40,000.  Oct  16 
Oct   20,    1906.      2:501—7.     A   ,$21,000— $45  000. 

other    consid    and    100 

West  End  av.  No  253,  w  s,  87.4  s  72d  st,  17x1(10.  4  and  5-sty  stone 
front  dwelling.  Annie  C  Parker  widow  to  Viola  P  wife  of  Chas 
S  Eytinge  and  daughter  of  party  1st  part.  Trust  deed.  Sept 
21.      Oct    20,    1906.      4:118.3— .33.      A    $12.0110— $27  000.  gift 

1st  av.  No  2369.  w  s,  .50  n  121st  st,  runs  n  43  x  n  w  76.2  x  s  98.5 
X  e  .50.  map  12th  Ward,  2-sty  stone  front  stable.  Chas  B  Austin 
et  al  HEIRS  Emily  Smith  (Austin)  to  Helen  L  Morris.  Q  C 
Oct    15.      Oct    111,    1906.      6:179,8—26.      A   $4, .500 — .$5(1(1(1,  nom 

1st  av,  Nos  2026  and  2028.  e  s.  76.1  n  104th  st,  50x1011.  two  5- 
sty  stone  front  tenements  and  stores.  Nathan  Kirsh  to  Ida 
Sindeband.  '/o  of  V-  part.  Mort  .$.)!. (XIO.  Aug  3.  Oct  22  l.OOli 
6:1698—4    and   4,8.      A    $14  (MX)— $36,000.  other   consid    and    100 

1st  av.   No  2.398  |s  e   cor  123d   st.  24x.S3.  4-sty  brk  tenement   and 

12:'d  St.  No  KX)  I  store  and  l.sty  brk  store  on  st.  Michael  H 
Eisman  to  Morris  Weinstein.  M-  part.  B  &  S  and  C  a  G.  All 
liens.     Oct  12.     Oct  22.  1901).     6:1810--4.5.     A  ?!10.000-$18.000. 

other   consid   and    100 

3d  av,  N«  J339,  e  g,  WiM  §  "Tth  ?t,  19.2x75,  4-ity  t?rk  tene- 


ment  and  store.  Ambrose  F  Stolzenberger  to  Thomas  Callahan. 
Mort   $12,500.      Oct  19,   1906.     5:1431—18.     A  $12,0(X)— $14,0(X). 

other    consid    and    100 

3d  av.  No  942,  w  s,  100.5  n  56th  st,  25x9.5,  5-sty  brk  tenement 
and  store.  Bertha  Fox  et  al  to  Isabella  C  Hoffman.  4-5  parts. 
Oct  17.     Oct  24,  190(;.     5:1311—37.     A  $20.0(JO— $27,000.  nom 

Same  property.  Joseph  W  Fox  by  Wm  I  Fox  GUARDIAN  to 
Isabella  C  Hoffman.  1-5  part.  All  title.  Oct  22.  Oct  24,  1906. 
5:1311.  7,.540 

3d  av.  No  .54,  w  s,  63.2  u  10th  st,  15.10x100.  3-sty  brk  building 
and  store.  Wm  Himmelmann  to  Luder  Reinken.  Mort  $9,O(J0. 
Oct    22,    lUOG.      2:5.50—25.      A    $11, .500— $14,500. 

other    consid    and    100 

,".d  av,  Nos  889  and  891,  e  s,  50.5  s  .54th  st,  50x110,  two  4-sty  brk 
buildings  and  stores.  The  Hermitage  Co  to  Bethune  Realty  Co. 
Mort  $45.()00.  Oct  23.  Oct  25,  1906.  5:1327^17  and  48.  A 
.$40(.M)0— .$47.0CO.  nom 

5th  av,  e  s,  extends  from  103th  to  107th  st,  200x100,  vacant. 
Agreement  as  to  holding  premises  as  tenants  in  common  and 
not  as  Joint  tenants.  Geo  H  Earle  with  James  F  Sullivan.  Sept 
29.  Oct  19,  1906.  6:1612—1  to  4  and  69  to  72.  A  $221,000— 
$221,000.  

5th  av.  No  2197,  e  s,  25  s  134th  st,  25x75,,  5-sty  brk  tenement 
and  store.  Eugene  Kahn  to  Louis  Frankenthaler.  Q  C.  Oct  1. 
Oct  24,   1906.     6:1758—71).     A  $11,0(J0— ,$20,(.KI0. 

other  consid  and  100 

5th  av.  No  21(J8,  w  s,  105.11  n  132d  st.  19x100.  5-sty  brk  tene- 
ment. Julia  B  Liggan  to  James  C  Thomas.  Mort  .$22..5(j{).  June 
9.     June  13,  1906.     6:1730-37.     A  $10,000— $18,000. 

other  consid  and   ](X) 

6th  av,   Nos  699  to  705   In   w  cor  40th   st,  98.9xl(_)9.11,   five   5-sty 

40th  st,  Nos  101  and  103  |  brk  tenements,  stores  on  av.  Ralph  A 
Kellogg  to  Union  Dime  Savings  Instn.  Oct  18.  Oct  22,  1906. 
4:993—29  to  32.      A   ,$25(),000— .$308,004).         other  consid  and  lOJ) 

7th  av    I  n  w  cor  1.50th  st,   199.10  to  151st  st,  xlOO.  vacant.  Max- 

15()th  st  I     imiUian    Davidoff    to   Frances    Driemer.      1-3    part.      All 

151st  st|  title.  Mort  $117. .'UXl.  Oct  20.  Oct  24,  1906.  7:2036 
-28    to    3(!.      A    $6,S,(l(M)— $68,()(W.  omitted 

7lh  av,  Nos  475  to  479  (415  to  419)ls      e      cor     36th      st,      54.5x(,JO, 

3(>th   st.   No  KiO  and   168  |     three      4-sty      brk      tenements, 

and  stores.  E  Francoise  Fouquet  to  Theophile  Kick.  Mort  .$80,- 
(jdO,  Oct  23,  Oct  24,  1906.  3:811—68  to  70.  A  $85,.50O— .$94,- 
500.  other  consid  and   100 

7th  av.  Nos  421  and  423|   n   e   cor  33d   st,   runs  n  39  x  e   (J0.(>  x   n 

33d  st,  Nos  1.59  and  1611  39  x  e  19.9  x  s  78.1  to  n  s  ,33d  st,  x  w 
80.3  to  beginning,  three  4-sty  brk  tenements  and  stores.  Ralph 
L  Spotts  to  Ranald  H  Macdonald  and  Joseph  F  Egan.  Mort 
$290,01.0.  Oct  24.  Oct  25,  1906.  3:809—1.  2  and  6.  A  $136,- 
000— $148.0lX).  other  consid  and  100 

8th  av.  No  831,  n  w  cor  50th  st,  — x — ,  4-sty  brk  tenement  and 
store. 

51st  st.  No  60,  s  s,  abt  130  e  6th  av,  — x — ,  4-sty  stone  front 
dwelling. 

Broadway,  Nos  1571  to  1589,  w  s,  47th  to  48th  st,  5-sty  brk 
factory. 

Julicn  T  Davies  to  Louis  S  Tainter,  of  Pelham  Manor,  N  Y, 
being  all  title  in  estate  of  Henry  B  Davies  dec'd.  B  &  S.  Oct 
19.     Oct  20    1906.      i:10]9,   1020  and   1041.  nom 

8th  av.  No  6(J3,  w  s,  24.10  n  39th  st.  24.lx.SO,  5-sty  brk  tenement 
and  store.  Benjamin  Keller  to  Herman  and  Martin  King.  All 
liens.     Oct  22.      Oct  23,   1900.     3:763—35.     A  $35.01)0— ,$41,0<J0. 

other  consid  and   100 

10th  av.  No  132,  e  s,  25  n  18th  st,  22.4x75,  3-sty  brk  building. 
FORECLOS.  Edw  J  McGean  (ref)  to  Otto  Hentschel.  Oct  22 
Oct  23,   190(!.     3:716—2.      A   $8,000— $9,500.  11.6.50 

loth  av.   No  8.54,  e   s,   21  n   ,56th  st,   19.6x61,   4-sty  brk  tenement     . 
and    store.      Geo    M    Rutherford    to    Chas    G    F    Schweizer.      Mort 
.$9,.500.     Oct   11.     Oct  25,   1906.     4:10(;6— 2.     A  .$8.(X)0— $12,0(XI. 

other   consid   and   100 

10th  av.   Nos  278  to  282|  n     e    cor    26th    st,    runs    n    74     x    e     100 

2(ith  St.  Nos  4(il  to  469  |  x  n  24.8  x  e  25  x  s  98.9  to  st.  and 
w  125  to  beginning,  two  3-sty  brk  and  two  3-sty  frame  tene- 
ments and  stores  and  1  and  2-sty  frame  stores.  Harris  Man- 
delbaum  et  al  to  Sigfried  Wittner.  Mort  .$38,000.  Oct  18 
Oct    20.    1906.      3:724—1    to    6.      A    .$45,0110— $.50,000. 

other  consid  and   1(W 

10th  av,   Nos  278  to  2S2|   n  e   cor  20th  st,  74x100,   two  3-sty  brk 

2(>th  st,  Nos  4(-3  to  4(i9|and  one3-sty  frame  tenement  and  stores 
and  1  and  2-sty  frame  stores.  Robt  L  Allgood  et  al  to  Harris 
Mandelbaum  and  Fisher  Lewine.  May  :!1.  Oct  19,  1906  3-724 
—1   to  5.     A  .$36,.5(:M)— .$40,(1011.  other  consid  and  100 

MISCELLANEOUS. 

Deed  of  appointment  and  acceptance.  J  Herbert  Carpenter  .as 
TRUSTEE  Cath  G  Robin  appoints  Frederic  de  P  Foster,  of 
Tuxedo  Park,  N  Y,  as  CO-TRUSTEE  of  Cath  G  Robin.  Oct  19, 
Oct  22,  1-iOii.     Miscl.  

Release  claims  as,  &c,  in  matter  of  accounting  of  exrs  of  last  will, 
&c.  of  James  Stone  deed.  Emma  S  Robertson  et  al  to  Edw  G 
Robertson  and  Robt  T  B  Easton.     Oct  23.     Oct  24.  1906.   (Miscl  ) 

6.390.01 

BOROUGH   OF    THE   BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 
new  Annexed  District   (Act  o£  1895). 

*Birch  st,  w  s,  100  n  Kingston  av,  SOxKK).  Leo  Levinson  to  Chas 
C  Watkins,  Jr.     Mort  $700.     Oct  23.     Oct  24,  1906. 

other  consid  and  100 

*Beech  st.  w  s,  100  s  152d  st,  25x100.  Hudson  P  Rose  Co  to 
Cornelius  Scanlon.      Oct   22.      Oct  23.    11106.  nom 

Burnet  st,  late  146th  st,  n  s.  125  e  Garrison  av.  late  Whitlock  av, 
2.'',xlOO.  2-sty  frame  dwelling.  Michael  McAndrew  to  John  J 
Mc.^ndrew  and  Ellen  M  Marshall,  son  and  daughter  of  Michael 
McAndrew  and  who  reserves  life  estate.  Q  C.  Oct  25.  Oct  23, 
19i]6.      10:2737.  nom 

Dock   st     No   19,   w  s,   175  s   1.56th   st,   25xl(XI.2-sty  brk  dwelling. 

Henrietta    Hahn    to    Wm    Hahn.      Morts    $ .      Oct    25,    1906. 

10:276,8.  nom 

*Catharine  st,  w  s,  25  n  DeMilt  av,  .50x100,  South  Mt  Vernon.  Hal- 
sey  Trenchard  to  Sophie  E  Yunge.  Oct  8.     Oct  24.   1906. 

other  consid  and  1(X) 

♦Carlisle  pi,  e  s,  75  s  213th  st,  25x100.  h  Shatzkin  &  Sons  to  An- 
toineiia  La  Barba  and  Carlo  Pozzi.  Mort  $(iOO.  Sept  22.  Oct 
24,   liKKi.  other  consid  and  100 

'Carlisle  pi,  e  s,  50  s  213th  st.  .50x100.  Feny  or  Fannie  Welss- 
mau  to  A  Shatzkin  &  Sons.     Q  C.     Oct  10.     Oct  24.  1906.  100 

♦Cruger   st.    w   s,    100   n    Morris   st,    25x100.,      Mabel    Bernhart   to 

Edwar(3  Brennan.    Mort  $tiOO.  Oct  24,  1906,  otlier  conpij  an(3  100 
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100 

Louisa 
nom 


♦Carlisle  pi,  e  s.  50  s  213tli  st,  25x100.  A  Shatzkin  &  Sons  to 
Salvatore  Morgioni  and  Rattaele  Mignola.  Mort  *WK,>.  Oct 
15       Oct   ''S    1900  other   consid  and  iUU 

Echo  pi  No  550,  late  Buclchout  st.  s  s,  300  w  Anthony  av  old 
line  50.8x100,  2-sty  frame  dwelling.  Emily  T  Henning  to  The- 
kem'er  Realty  Co.     Mort  $9,00U  and  all  liens.      Oct  24.     Oct  2o. 

lUOli.      11:2.S09.  ^     —  1    11A1A  QoS""" 

Fox    (Simpson)    st,    n    w   cor   Home    (Lyon)    st,    i  i.lxllU.lOx&j^-x 

101  3     vacant.      Abraham    J    Goldstein    to    Gingold    Realty    Co 

Mort '$21,000.      Oct   19,    1900.      11:297-1., 
*Fulton  St.  w  s.   150  n  241st  st,  50x100,  Washingtonville 

Ganser  to  Chas  S  DiUer.     Q  C,     June  1.     Oct  22.  190b 
Failo   st     No    KI32.   e   s.   309.4   s    Bancroft   st.   20xlOt>,   3-sty   brk 

dwelling.      American    Real    Estate    Co    to   Julius   Schwartz.      Oct 

l'»    Oct  •'•'    lOOti      10:2748.  other  consid  and  100 

*Fulton   st     e   s.   271.8   n   Kossuth   av,   33x151.5,   Washingtonville 

Edw  G  Hill  to  Charles  Dammeyer.     Mort  $900.     Oct  9.     Oct  __. 

ii|li,;  other  consid  and  lUU 

Fox    (Barretto)    st,   e   s,   200  n   Home   st,   80x100.   vacant.      Irving 

Realty  Co  to  Bankers  Construction  Co.     Mort  on  this  and  other 

oropcrty  Sll.WO.     Oct  19.  19(ll).     11:2974.        other  consid  and  100 
Fox   st     e    s,    200   n    Home   st,    100x100,   vacant.      Release      mort. 

Francis   Scallion   to   Irving   Realty   Co.      Oct   19.      Oct   14,    l->00. 

11  "'974  -,<J(JU 

G-irden    st     n    e    s,    het    Crotona    av    and    Southern    Boulevard,    and 

being  lot  8(!  map  South  Belmont.  511x100.     Grace  C  Roach  widow 

to   Franklyn   J   Studley.      Mort   $•'  "' 


JOO. 


Oct   25,   1900.      11:3100. 
other  consid  and  100 

*Green  lane,  w  s,  150  s  Lyon  av,  50x100,  Westchester.  East- 
Borough  Impt  Co  to  Amelia  Steinmetz.  Mort  *1,000.  Oct  -S 
Oct   25     1900.  ^"J" 

*Hancock  st.  w  s,  250  s  Columbus  av,  25x100.  Morris  Lebas 
EXR  Robert  Mead  to  Louis  and  Carrie  Bosi,  tenants  by  en- 
tirety.    Aug  18.     Oct  19.  1900.  .    o-  -lAQ    a'^° 

*Latayette  st,  w  s,  lot  1  on  plot  4.»  map  Unionport,  2.oxl08.  An- 
thony Buonicore  to  Angelamaria  Buonicore.  Oc  9.  Oct  IJ, 
19011.  °°™ 

*Marion  st  I  w   s,   117   n  241st   st,   50x100   to   1st   st,   Washington- 

1st   st  I    ville.     Eliz  A  Riedinger  to   Mary   and  Ellen   Crotty. 

Mort  1800.     Oct  IS.     Oct  19,   1900.  nom 

*Maple  st  e  s  50  n  Av  A,  25x100,  new  Village  of  Jerome.  A 
Oldin  Salter  to  Benj  H  Irving.  Q  C.  All  liens.  Sept  24.  Oct 
19     19110.  °°™ 

Minford   pi    e  s    225  n   172d  st.   1.50x100.   vacant.      Edw   A  Barry 
to   James    T    Barry.      Mort   $1G.3S0.      Oct   17.      Oct    19,    1906. 
11  "977.  °°™ 

*MaiiT  st  s  e  cor  Franklyn  av,  50x100,  City  Island.  James  F 
Horton  to  Stephen  D  Horton,  Jr.  Mort  $1,000.  Dec  28,  190o. 
Oct   19    1900.  other  consid   and  500 

*Maple"s't,  w  s,  50  s  1st  av,   25x100,  new  Village  of  Jerome.   A 
Oldrin  Salter  to  Benj  H  Irving.     Q  C.     All  liens.     Sept  24.     Oct 
25    1900.  "°™ 

*Osgood  st  (Pell  pi),  n  w  s,  at  s  w  s  243d  st,  OG.lOxlOO,  South 
Mt  Veruou  Isaiah  Buchanan  to  Charles  Heissenbuttel.  Mort 
$3,7.50.      Oct   17.     Oct   22.   1901!.  other   consid   and   100 

Reservoir  pi.  s  s,  45.G  e  Reservoir  Oval,  44x100.  vacant.  Edw 
A  Schill  to  Jacob  Cohen.  Mort  .$1,250.  Oct  18.  Oct  19,  1900. 
l''-3343  other  consid  and  100 

Spencer  pi,  w  s,  150  n  144th  st,  2.5x.58.5x25x00.0.  vacant,  Peter 
Walpole  et  al  to  Mary  wife  of  Patrick  Walpole.  Mort  $400. 
taxes,   &c.     Oct  22.     Oct  24.  1900.     9:2343.  nom 

Tiffany  st.  w  s.  105.10  s  Intervale  av.  runs  s  100  x  w  114.7  x  n 


10.4 


X  n  2;i  X  e 


18.1  X  n   17.3 


e  10.11  X  e  12.5  x 


e  25  X  e  48.2  to  beginning,  vacant.  The  Realty  Business 
Corporation   to  John   O'Leary.      Mort  $7,090.      Oct  25.  1900. 
10:2700.  other  consid  and  100 

Wilkins  pi.  s  e  cor  Jennings  st,  50x90,  6-sty  brk  tenement.  CON- 
TRACT Arthur  J  Barry  with  Charles  Danewitz.  Mort  $.52,000. 
Sept  21.     Oct  24.  1900.     11:2970.  64,000 

*Wilcox  st,   w  s,   100  n   Barkley  av,   50x100.     Bertha  Baresel   to 
Bella  Petersen.     Mort  $600.     Oct  22.     Oct  23.  lOOli. 

other  consid  and  100 
*4th  St.  n  s,  255  e  Av  C,   2.5x108,  Unionport.     Loretta  Bowmann 

to   W'm   E   Zeun.     Oct   10.      Oct  22,    1900.       other  consid   and   100 
*5th   St.    n    s.    323.11    e   Green    lane   or    av.    25x103.    Westchester. 
Fanny  Levine   widow  to   Abram  J   Kaplan.      Mort   $2,500.     June 
21,    1904.     Oct   19,   1006.  nom 

*Sth  st,  s  s,  100  e  Av  D.  100x100,  Unionport.  CONTRACT.  So- 
phie Goebel  with  Antonio  Florio.  Mort  $2,500.  July  2.  Oct  24, 
1006.  -1.500 

*12th  st,  s  s,  130  e  Av  B,  75x108,  Unionport.  Cath  A  and  Anna 
E  Cox  to  Morgan  Washburn.     Oct  22.     Oct  23.  1900. 

other  consid  and  100 

*12th  st,   s  e  cor  Av   B,  205x108,  Unionport,  except   lot   on   Av  B 

adj   n  line   of  lot  278,   25xl<IO.   Wm  J   Cox   and  ano   HEIRS,   &c. 

James  Cox  to  Cath  A  and  Anna  E  Cox.     Q  C.     Oct  22.     Oct  23, 

1900.  nom 

*Same  property.  Mary  T  Cox  heir  James  Cox  to  same.     Q  C.     Oct 

0,     Oct   23.   1900.  1.620 

*19th  St.  s  s.  lot  15  map  82  lots  on  ISth  and  19th  sts.  Wakefield, 
2.5x114.  Martin  J  Keogh  to  Mary  E  Hamill.  Sept  29.  Oct 
19.    1900.  425 

136th  st,  s  s,  384  e  St  Anns  av,  341x100,  vacant.  Robert  M  Sil- 
verman to  Miller  Realty  and  Construction  Co.  Mort  $53,250. 
Oct  1.     Oct  19,  1906.     10:2548.  other  consid  and  100 

13Sth  st.  No  S93,  n  s,  402.6  e  St  Anns  av,  37.6x100,  6-sty  brk 
tenement.  Eugene  Sharum  to  Samuel  Greenwood,  of  Paterson, 
N  J.     Mort  .$52,000.     Oct  19.     Oct  25.  1906.     10:2552. 

other  consid  and  100 
138th  st,  No  1020,  s  s,  100  e  Southern  Boulevard.  15x100,  2-sty  brk 
dwelling.  Wm  P  Murphy  to  Joseph  Daly.     Oct  23.     Oct  24,  1900. 
10:2560.  nom 

140th  St.  Nos  877  and  879.  n  s,  420  e  St  .\nns  av,  80x95,  two  5- 
sty  brk  tenements.  Fleischmann  Realty  and  Construction  Co 
to    Robert    Rosenthal.      Mort   $56,000.      Oct    22.      Oct    23,    190l' 


10:25.52. 


other   consid   and   100 


140th  st,  Nos  871  to  870,  n  s.  300  e  St  Anns  av,  200x95,  5-sty  brk 
tenem"t.  Northwestern  Realty  Co  to  Fleischmann  Realty  &  Con- 


Same   property. 
Mort    $34,250. 


struction  Co.     Correction  deed.     B  &  S  and  C  a  G.     Mort  $140,- 
Ono.      Oct   22.     Oct   23.   1906.      10:25.52.  nom 

147th  st.  No  085,  n  s,  340  w  Brook  av.  47.9x100x42.10x99.11,  5-sty 
brk  tenement.  Joseph  Hahn  and  ano  to  Adolph  Hyman.  Michael 
Meirowitz  and  Samuel  Gross,  all  of  N  Y,  and  Phili.p  Simon,  of 
Danbury,   Conn.     Mort  $39,.500.     Oct  20.     Oct  22.  11)06.     9:2292. 

other  consid   and   100 
148th   st,    s   s,   214.11   w   Brook   av,    strip   0.1x100.   Christopher   E 
Hertlein    to   Christian,   Jr,   Charles   and   Edward   Rieger,   firm   of 
C  Rieger's  Sons.     B  &  S.     Oct  16.     Oct  25,  1906.     0:2292. 

other  consid  and  20 
151st   st,   Nos  512   and  516,   s  s,   170.3  e   Morris   av.   50x118.5,  2- 
sty    frame    dwelling    and    1-sty    frame    building.      Vincenzo    Gil- 
iberti  to  Giliberti  Construction  Co.     B  &  S.     Mort  $12,750.     Oct 
IS.     Oct  23,  1906.     9:2410.  other  consid  and  100 

151st  St.  s  s,  1.5t).3  e  Morris  av.  old  line.  50x118.5,  2-sty  frame 
dwelling  and  1-sty  frame  building.  Filomena  Salvatore  and  ano 
to  Giliberti  Construction  Co.  B  &  S.  Mort  $11. .500.  Oct  18. 
Oct   23.    1906.      9:2410.  other  consid  and  100 

157th  st.   No  068,   s  s,  2.50  w  Elton  av,  50x174.7x50x172.2,  except 

part  for  st.  2-sty  frame  dwelling  and  vacant. 
1.50th   St.    No  469.   n   s,    175   w   Morris   av,   25x118.5,   2-sty   frame 

dwelling  and   2-sty  frame   bldg   in   rear. 
134th  st,   s  s,   104  w  Willow   av,   1(X)x10j.9,   1-sty  frame  building! 
and  vacant.  I 

Addie   A   Sullivan   to  Joseph  McBride.   B  &  S.     All   liens.     Oct  2, 
9:2440  and  2378;    10:2562.      Oct  24,   1906.  nom 

157th  st.  No  (iOS.  s  s,  250  w  Elton  av,  50x174. 7x.50xl72. 2.  except 

part    tor  st,   2-sty  frame  dwelling  and  vacant. 
1.50th   St.   No   409,    n   s,    175   w   Morris   av.   25x118.5,   2-sty  frame 

dwelling  and    1-sty   frame    building  in   rear. 
134th   St.   s   s.   104  w  Willow  av.    100x106.9,   vacant. 
Joseph   McBride    to   Addie    A    Sullivan.      B    &    S.      Ail    liens.      Oct 
2.     Oct   23.   1900.     9:2440,  2378  and  10:2562.  nom 

160th  St.  n  s.  142  e  Courtlandt  av.  strip  511x1.6  to  n  s  old  line 
Findlay  st.  Kunigunda  Haberman  et  al  HEIRS.  &c.  George 
Schmidt  to  Margaretha  Koenig.  Q  C.  Aug  29.  Oct  22,  1906. 
9:2407.  nom 

162d  st.  No  675.  n  s.  190.3  e  Melrose  av,  37.6x100.  6-sty  brk  ten- 
ment.  John  Muth  and  Meta  his  wife  to  William  Koehler. 
Mort   $34,250.      Oct   20.      Oct    22,    1906.      9:2384. 

other   consid   and   100 
■JVm   Koehler   and   Dora   his   wife   to   Meta   Muth. 
Oct    20.      Oct    22,    1900.      9:2384. 

other  consid  and  100 
165th  st.  No  716,  s  s.  146. S  w  Washington  av..  runs  s  102  x  e 
50  X  s  98.0  X  w  118.2  x  n  100.3  x  e  43.5  x  n  100.3  to  st,  x  e 
24.9  to  beginning,  1-sty  frame  rear  building  and  vacant.  N  Y 
Exchange  Realty  Co  to  Charles  Zimmermann,  Jr.  Mort  $7,500. 
Aug  29.      Oct   19.   1906.     9:2386.  other  consid  and   100 

Same   property.      Charles   Zimmermann,  Jr,  to  Wm  A   Nelson.   Oct 

IS.     Oct  19.   190(i.     9:2380.  100 

165th  st.  No  703,  n  s,  330  e  Park  av  ,28x213.9,  2-sty  frame 
dwelling.  Wm  Ehrlich  to  Annie  Guidera  and  Sebastiano  Di  Pal- 
ermo.    Mort   .$4,000.     Oct   1.     Oct   10,   1000.     0:2387. 

other   consid    and    100 
106th  St.  No  1009,  n  s,  100  w  Prospect  av,  40x100.  5-sty  brk  ten- 
ement.     Release  dower.     Josephine   Eisenhauer   to   .Adolph   Mer- 
lin.     Sept    15.      Oct   24.    1906.      10:2680.  nom 
16.Sth  St.   No  924.  s  s.  67.7  e  Boston  road.   10.6x82.4.  2-sty  frame 
dwelling.      Ida    Taylor    to    Joseph    Roberts.      Sept    17.      Oct    22. 
1906.      10:2<i.52.                                                              other  consid   and   100 
173d  St.   No  719.  n   s.  100  e  Park  av,  50x100,  1-sty  frame  dwell- 
ing   and    3-sty    frame    rear    building.      Morris    Offner    to    David 
Rothstein    and    Louis    Rodchinsky.      Mort   .$5,400.      Sept   22.    Oct 
22,    1900.      11:2906.  nom 
l,S2d  st,   No  058,   s  s.  65.0  w  Park  av.  West,   16.Sx,S2.5xl6.Sx80.8, 
2-sty  frame  dwelling.     Julia  E  Sullivan  to  Julia  E  Spitz  daugh- 
ter Julia  E  Sullivan.     Oct  5.     Oct  24.  1906.     11:30.30.  nom 
l,S2d  st.   No  ti5S.  s  s.  05.9  w  Park  av.  W,   16. 8.k—x10. 8x80.8.  2-sty 
frame  dwelling.     Charles  Spitz  to  Julia  E  Sullivan.     Mort  $3,200. 
June  27.     Oct  23,   1906.     11:3030.  100 
l.Slth   st            I  s   s.   110.2   w   Grand   av,   runs   s  50.10  x   w  20.8  to 
Aqueduct  av  e|     e   s  Aqueduct   av  East,  x  n  60.7  to  st.  x  e  20  to 
beginning,   vacant.      Release   mort.     Henry  Sillcocks   to  Herbert 
Aldhous.      Oct   24     1906.      11:3209.                                                     nom 
Same   property.     Release  mort.     Same  to  same.     Oct  23.     Oct  24, 

1906.      11:3209.  nom 

*215th   St.    n   s,    175   e  5th   av,   25x100.      Release   mort.     Sarah   E 

Butler  to   Antonio   Basile.     Oct  11.     Oct  23.   1906.  450 

*210th  St.  s  s.  KW  w  5th  av,  50x114,  Wakefield.  Michael  Petriko 
et  al  to  Antonio  Messina  and  Marigno  Cordovano.  Mort  $8(X). 
Oct  20.     Oct  23.  1900.  other  consid  and  100 

*216th   St.   s  s.   175  w  6th   av.   25x100.   CONTRACT.   Jos   Schneider 

with  Mariano  Comiso.     Mort  $ .     Sept  13.     Oct  25,  1906.   1,050 

*229th   st,   s   s.   205  w  4th  st.   100x114.   Wakefield. 
Old   Boston   Post   road,  —  s.   200  s   1st   st.   runs   w  114.3  x  s   100 
X  e  8S  to   road,   x  n   103  to  beginning,   Olinville. 
Anna  M  Shiel  INDIVID  and  as  EXTRX  Dennis  R  Shell  to  Mar- 
cella  M   Shell.     July  31,   1903.     Oct  25.   1006.  nom 

*220th  st,  s  s,  105  w  4th  av,  50x114.  Wakefield.     William  Taylor 

et  al  to  Claus  Hellwege.     Oct  23.  1906.  other  consid  and  100 

*221st  St.  n  e  cor  Carpenter  av.  50x105,  Wakefield.  John  F  Buck- 
ley to  Wm  Kelly.  '/<.  right,  title  and  interest.  B  &  S.  Mort 
$1..500.     Sept  11.     Oct  24.  1906.  other  consid  and  100 

*22.3d  st,  n  s,  606.10  e  White  Plains  road,  125x100,  Wakefield. 
Elizabeth  Smithson  to  Bernard  Bleiden.  Mort  110,750.  Sept 
27.     Oct  19,  19(Mi.  other  consid  and  100 

*225th  St.   s  s.  397.6  e  Paulding  av.  50x109.6. 
Paulding  av.  w  s,  59.6  s  225th  st,  100x103x100x108.2. 
vacant. 
Wm  Rosin  to  Annie  Davis.  Oct  10.     Oct  23,   1003. 

other  consid  and  100 
*226th  St.  n  s.  3.30  e  White  Plains  road.  25x114.  Wakefield.  Frank 

Cavallo  to  Felice  Rubano.     Sept  0.     Oct  23,  1900.  nom 

*220th  St.  s  s.  516  e  White  Plains  road,  33.6x114.  Williamebridge. 
Marcella  M  wife  of  Cbas  W  Oakes  to  John  Lewis.  Oct  20.  Oct 
25.    1006.  nom 
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Is  made  in  Germany.    The 
superior  quality  amply  compensates 
the  consumer  for  its  higher  price. 
It  is  perfect. 
E.  THIELE,  Sole  Agent, 

99  John  St.,  Now  York. 


28()th  St.  s  s.  150  w  Oneida  av,  50x101,  two  2-sty  frame  dwell- 
ings. Release  mort..  A  Walker  Otis  to  Geo  W  Lockwood,  of 
Yonkers,    N   Y.      Oct   1!),    HHM!.      12;.'i:5()t>.  1,401) 

237th  St,  s  s,  125  e  Oneida  av,  25x100,  vacant.     John  B  Hibbard  to 
Martha   K  Monaghan.      Mort  .fiOSO.      Sept  15.      Oct  24,   l!MMi. 
12:3871.  other  consid  and   101) 

238th  St,  s  s,  100  w  Martha  av,  250x100,  vacant.  Edw  M  Scud- 
der  to   Ginsburg  Realty   Co.      Oct  23,    ISXJIi.      ]2:33S!1. 

other  consid  and  lOt) 

Alexander  av.  No  3171  s  w  cor  141st  st,  25x75,  5-siy  brk  tenement 

141st   St.    No  5114  I     and    store.      Henry    P    Lucaa    to    Cornelius 

Van   Cleef.      Mort   $20,000.      Oct   24.      Oct   25.    1!M)(!.      0:2315. 

other   consid    and    100 

Same  property,  Cornelius  Van  Cleef  to  John  J  Brodbeck.  Mort 
$20,000.     Oct  24.     Oct  25,  190(5.     9:2315.         other  consid  and  100 

*Amethyst  av       |25xS3.i)    to    Unionport    road    x2(i.  1 1x9.3.10.      Abro- 

Unionport  road  |  gating  and  termination  of  agreement  recorded 
Aug  30,  1905.  Louis  Berger  with  Betty  Peterson.  Oct  22. 
Oct  24,   19()(i,  nom 

*Amethyst  av,  w  s,  begins  440  w  White  Plains  road,  and  225  n 
Morris  Park  av,  runs  w  S5  x  n  25  x  e  .S5  to  av,  x  s  25  to  begin- 
ning with  right  of  way  to  Morris  Park  av.  Martin  Pletscher  to 
Anthony  A  Krohe.  Mort  $3,000.  July  3,  1905.  Oct  25,  ]90(!. 
(Re-recorded  from  July  7,  1905.)  other  consid  and  100 

Arthur  av,  w  s,  114  s  l!S7th  st,  50x119.7x50x119,5.  vacant,  except 
part  for  Arthur  av  and  part  conveyed  to  Henry  Sheehan  by  John 
Berrian  et  al  recorded  in  Westchester  Aug  7,   l.SOS.  Henry  Shee- 
han  to   Wm   Stonebridge.     Mort  $1,500.     Oct   22.     Oct   23,   1900.  . 
11:3(T<J0  other  consid  and  100 

*Av  A.  n  s,  225  e  Maple  st,  50x125,  new  Village  of  Jerome.  A 
Oldrin  Salter  to  Benj  H  Irving.  Q  C.  All  liens.  Sept  24.  Oct 
25,    1900.  nom 

*Av  A.  n  w  cor  11th  st,  108x105,  Unionport.  FORECLOS.  Jo- 
seph Beihilt  (ref)  to  Charlotte  D  Allison.  July  30.  Oct  19. 
1900.  3,000 

*Av  A,  s  w  cor  15th  st,  108x205,  Unionport.  George  Herold  to 
Louisa  Stuckardt  and  Elizabeth  Pratt.  Mort  $2,500.  Sept  17. 
Oct  20,  190<1.  other  consid  and  100 

^Broadway,  e  s,  100  s  Tremont  road.  50xlO<l.  CONTRACT.  Bank- 
ers Realty  and  Security  Co  with  Wm  B  and  Isabelle  P  Clarke, 
tenants  by  entirety.     June  9.     Oct  24,  1900.  2-00^ 

Briggs  av,  No  2808.  s  e  s.  98  s  w  198th  st,  23..")xO7.8x23.7x0S.l, 
2-sty  frame  dwelling.  Helene  W  Eilenberg  to  Emma  Loebel. 
Mort   $5,500.      Oct   22.      Oct  24,   1906.     12:3295. 


other  consid  and  100 
vacant.   Morris  Garfinkel 
Oct    30.      Oct    23,    19(Xi. 
other   consid   and    100 


Belmont  av,  n  w  cor  18Cth  st,  50x87.0 
to  Ignatz  Rosenzweig.  Mort  $1,20(». 
11:3074. 

*Broadway,   e   s,   103  n   Middletown   road.   20x114.5x25x121.9 

Tremont   road,  n  s,  50  w  Robin  av,  25x100.  j 

Release   mort.      A  Morton   Ferris   to   Bankers   Realty  and   Secur- 
ity Co.     Oct  20.     Oct  23.  1900.  500 

*Boston  road,  s  s,  midway  bet  Cedar  and  Oak  st,  part  lot  492  map 
Arden  property,  Eastchester,  &c,  runs  s  —  x  e  50  x  n  —  to  road, 
x  w  54. (i  to  beginning;  lots  132  and  133  revised  map  Seneca 
ParX  Release  mort.  Charles  Cudlipp  and  ano  EXRS  Lavinia 
Cudlipp  to  Patrick  H  Brady.     Aug  8.     Oct  23,   190li.  nom 

Bailey  av,  e  s,  bet  Albany  road  and  233d  st,  and  being  lot  82 
map  Wm  O  Giles  at  Kingsbridge,  50x113.0x57.9x130.10  n  s. 
Geo  J  Taylor  to  Cath  A  C  Taylor.  Q  C.  May  21.  Oct  22,  190(!. 
12:3201.  nom 

Same  property.  Margt  F  Condon  to  same.  Q  C.  Anr  9.  Oct 
22,    1900.      12:3201.  loO 

Bathgate  av,  No  2109.  w  s.  old  line.  175  n  ISlst  st,  2.5x147.11x25 
xl40.9.  also  all  title  to  strip  0  feet  wide  on  av  taken  for  av, 
2-sty  frame  dwelling.  Annie  V  wife  Patrick  J  Daly  to  Patrick 
J   Daly.      Mort  $5,000.      Sept   14.      Oct  22,   lOtMl.      11:3049. 

other    consid    and    100 

Bathgate  av.  No  17S(!.  e  s,  l(i2  s  175th  st,  40x112x40x110.10, 
2-sty  frame  dwelling.  John  J .  Decker  to  John  H  Oberle.  Oct 
20.     Oct   22,   1900.      11:2022.  other  consid  and  100 

"Briggs  av,  n  s,  lots  218  and  219  map  Williamsbridge,  33.4x93. 
Fredk  D  King  to  Fannie  Sacqui.  Mort  $2,500.  Oct  20.  Oct 
22,   190{j.  nom 

Brook  av.  No  1514,  e  s.  100  n  171st  st,  25x100.10.  4-sty  brk  ten- 
ement. Ignatz  Pick  to  Ignatz  Braun  and  Abraham  Kramer,  of 
Brooklyn.      Mort   $15,000.      Oct    18.      Oct    19,    19(10.      11:2895. 

other  consid  and  1(K) 

*Barker  av.  w  s,  200  s  Elizabeth  st,  100x125,  Olinville.  Mary 
A  G  Dancer  HEIR  Alexander  Mulholland  to  Joseph  Havender. 
Oct  18.      Oct   19.   1900.  other   consid  and   100 

"Barker  av.  w  s,  2(K)  s  Elizabeth  st.  100x125,  Olinville.  Hannah 
Green  et  al  HEIRS  Mary  A  G  Dancer  to  Mary  A  G  Dancer. 
All    title.      Q   C.      May   4,    1899.      Oct   20,   1900.  gift 

Broadway,  w  s,  72  s  Mosholu  av,  50x100,  vacant.  Mary  V  Sheri- 
dan to  Daniel  V  Mahoney.  Mort  $7<X).  Oct  1.  Oct  20,  1906. 
13:.3421.  100 

Bathgate  av.  late  Elizabeth  st,  s  e  s.  bet  3d  av  and  187th  st, 
and  being  n  e  %  lot  140  map  Union  Hill,  Powell  estate,  25x100, 
except  part  for  Bathgate  av.  Mary  Cavanagh  to  Patrick  J  Daly. 
Mort    $1,350.       Oct    18.       Oct    19,    l'.MJ<;.       11:3055. 

other    consid    and    1(X) 

"Columbus  av.  s  s,  240  w  Bronxdale  av.  50x()0. 8x50.0  to  land 
NY,  NH&HRRCo  x73.10.  Jacob  Cohen  to  Edw  A  Schill. 
Mort   $4,(XM>.      Oct   IS.     Oct   10,    1900.  other   consid   and   100 

Clay  av.  No  1300,  n  e  cor  l(j9th  st,  18.11x80,  2-sty  frame  dwelling. 
Thornton  Brothers  Co  to  Maxim  S  Globe.  Mort  $.5,100.  Oct 
22.     Oct  24,  1900.     11:2887.  other  consid  and  100 

*Classon  av,  w  s,  250  n  Mansion  st.  25x100.2x25x100.5.  Adeline 
Grossman  to  Henfy  Fuellert.  Mort  $4,000.  Oct  23.  Oct  24, 
1906.  other  consid  and  100 

*Classon  av,  w  s,  275  n  Mansion  st  25x100x25x100  2.  Phoebe  E 
Peterson  to  Henry  Fuellert.     Oct  23.     Oct  24,  1906. 

other  consid  and  100 

College   av,   w  s,   140.5   n   109th  st,   10.8x92.0,   2-3ty  frame   dwell- 
ing.    August   Diener  to  George   Meyer.     Mort  $3,500.     Oct  22. 
Oct  23.  1900.     11:2785.  other  consid  and  1(X) 

Clinton  av.  No  1345,  w  s,  220.7  s  Jefferson  st  or  pi,  24.10xl37.7x 
24.10x137.0,    2-sty    frame    dwelling.       Margaretha    wife    of    and 


128  s  156th  st,  18x99.2,  2-sty  brk  dwell- 
182  s  150th  st,   18x99.3,  2-sty  brk  dwell- 

-sty 


August    Helmccke    to    William    Ulzheimer    and   Rosalie    his    wife, 
tenants   by   entirety.      Mort   $5,(X)0.      Oct   18.      Oct    19,    1906. 
11:2933.  other  consid  and  100 

Clay  av.  No  1697,  on  map  No  1699.  w  s.  129.2  s  174th  st,  18.8x 
9.),  2-sty  brk  dwelling.  Fredk  W  Brooker  to  August  Oesting. 
Mort   $0  000.      Oct   24.      Oct   25,   1900.      11:2790. 

other  consid  and   100 

Daly  av.  No  1982,  e  s,  250.9  n  Tremont  av,  22. 10x47. 4.x22x46.9, 
2-stv  frame  d. veiling.  FORECLOS.  Edw  P  Orrell.  Jr.  (ref)  to 
John    B    Johnson.      Oct    IS.      Oct    23.    1900.       11:3120.  3,750 

Daly  av.  No  19i8,  e  s,  200.9  n  Tremont  av.  25x4(5.1x25x45.5.  2-sty 
frame  dwelling.  FORECLOS.  Edw  P  Orrell.  Jr.  (ret)  to  Char- 
lotte   H    Heck.      Oct    18.      Oct    23,    1900.      11:312(3.  3,750 

Daly  av.  No  1976.  e  s,  175.9  n  Tremont  av.  25x45.5x25x44.9,,  2- 
sly  frame  dwelling.  FORECLOS.  Edw  P  Orrell.  Jr.  (ref)  to 
Charlotte    H    Heck.      Oct    18.      Oct    23.    19(X5.      11:3120.  3.3(D0 

Decatur  av.  w  s,  bet  209th  st  and  Gun  Hill  road  and  being  lots 
l(i7  and  l(iS  map  Norwood,  50. 3x100x41. 4xl(X1.ll.  James  Downs 
to  Chas  V  Ryer.  Jr,  and  Sophia  H  his  wife,  tenants  by  entirety. 
All    liens.      Oct    22.      Oct    23,    1906.       12:33.52.  _  nom 

'^Eastchester  road,   s  e  cor  Seminole  st,  27.3x110x24.0x105. 

Seminole  st.  s  s.  110  e  Eastchester  road.  30.9x1(10x7.10x102.6. 

Eastchester   road,   n    e  cor   Rhinelander   av,   25.9x100x2.5.9x100. 
Release  mort.  Lawyers  Title  Ins  and  Trust  Co  to  Hudson  P  Rose 
Co.     Oct   19.     Oct  23,   1900.  1,550 

Eagle  av.  No   729  |  s  w   cor   156th   st,  20x99.2,   4-sty  brk 

150th  St.   Nos  788  and  790  I     tenement    and    store. 

Eagle  av.  Nos  721  and  723,  w  s,  56  s  156th  st,  36x99.2,  two  2-3ty 
brk    dwellings. 

Eagle  av.   No  715 
ing. 

Eagle  st.   No  709, 
ing. 

Eagle   av,  e   s,   lOO  s   1.56th   st.   75x115.   vacant. 

Eagle  av,  Nos  686  and  688,  e  s,  .'>45  s  lotUh  st,  40x115,  two 
brk   dwellings. 

Joseph   Fettretch   et   al   to   Fannie   E  Hicks.      .Ml    liens.      Oct  23„ 
1906.      10:2624   and    2617.  other    consid    and   100 

*Edison  av.  e  s.  130.9  n  Middletown  road,  50x100.  CONTRACT. 
Bankers  Realty  and  Security  Co  with  Bessie  and  Ray  Wilson. 
Dec  7,   1904.     Oct  23,  1906.  1.215 

Elton  av.  n  w  cor  161st  st,  17. 10.x98. 5x10x83.1.  vacant.  John 
Malzacher  to  Honora  Corbett.  All  liens.  Mar  20.  Oct  22, 
1906.      9:2383.  100 

*Eastern  BoulevardI  w  s,  225  s  Tremont  road.  50x200  to  e  s  Gains- 

Gainsborg  av  |     borg  av.     Bankers  Realty  and  Security  Co  to 

Benjamin  Gainsborg.     Oct  24.     Oct  25.  190(5     other  consid  and  100 

Elton  av,  e  s,  bet  156lh  st  and  1.57th  st,  and  being  part  lot  728 
map  Melrose  South,  begins  where  line  dividing  lands  of  Mel- 
rose and  Melrose  South  intersects  same,  runs  e  1(K)  x  s  25  x 
w  !()(_)  to  av  X  n  25  to  beginning.  The  Exempt  Firemens  Benevo- 
lent Fund  Assoc  of  the  23d  Ward  of  City  N  Y  to  Timothy  F 
Sullivan.      Mort   $2,2(X).      Oct    1(5.      Oct   20,   lf)06.     9:2378.       4,(X)0 

•■'Eastern  Boulevardjw    s,    175    s    Tremont    road.,    50x2(X>    to    e    s 

Gainsborg  av  |     Gainsborg    av.      Release    mort.      Washington 

Savings    Bank    to    Bankers    Realty    &    Security    Co.      OctlS.   Oct 
20.    IIXIO.  8(X1 

Same  property.  Bankers  Realty  &  Security  Co  to  Wm  W  Klein 
and  Frances  his  wife  tenants  by  entirety.  Oct  19.  Oct  20. 
1906.  _      other   consid   and   100 

'■Eastchester  road,   s  e  cor  Seminole   st.  27.3x105x24.7x110.  | 

Eastchester   road,   n   e   cor   Rhinelander   av.   25.9x100.  | 

Release    mort.      John    J    Brady    to    Hudson    P    Rose    Co.      Oct    18. 
Oct  20.   1900.  3(X) 

Forest  av.   No  ,S71:s   w   cor   161st   st,   25.4x100,  3-sty  frame   tene- 

101st  st.  No  904  i  ment  and  store  and  2-sty  frame  building  in 
rear.  Anthony  Cuneo  to  John  Cuneo.  Mort  $11,500.  Oct  19 
1906.      10:2647.  other   consid   and   100 

Fulton  av.  No  1569.  w  s.  2(X5.9  n  Wendover  av,  50x163.1x50.3x168, 
.5-sfy  brk  tenement.  Marietta  Veruaglia  to  Antonio  Vernaglia. 
Mort  .f45,(XM).     Oct   22.     Oct  24,  1900.     11:2929. 

other   consid  and   100 

*Forest  av,  e  s,  187.0  n  West  Farms  road,  37. OxKJl. 11x37. 7x 
104.5.  Westchester.  Adolph  Diamond  to  Thos  J  Ford  and 
Margt   L   Callaghan.      Mort   $2.(XX).      Oct   20.      Oct   22.   11X)0.     nom 

■'Green   av.   n   s,    100  w   Mapes   av,   75x100,   Westchester.      Konrad 

Kromer   or   Kramer    to    Franklin   C   Albee.    %   part.     Oct   18. 
19,   1906. 

'■'Same   property.      Theresa   Kromer  or  Kramer  to   same 
Q   C.      All    liens.      Oct   5.      Oct    19,    1906.  . 

Grand   av.   e  s.  99.4  n   Arcularius  pi,  0.8x132.11.      Mar 


pie  to  Martin  Geiszler.     Q  C.     Oct  22.     Oct  23,  1906. 


Oct 
nom 

%   part, 
nom 
E   Gilles- 


11:2839. 
nom 

Grand  av,  w  s.  100  s  192d  st,  25x106  to  Old  Croton  Aqueduct,  va- 
cant. Elmer  A  Allen  to  Rose  M  wife  of  Edw  K  Butler.  Oct  23. 
Oct   24.   1!KJ6.      11:3214.  other  consid  and   100 

Grand  av.  w  s.  125  s  192d  st.  25x1(Xj  to  Old  Croton  Aqueduct,  va- 
cant. Elmer  A  Allen  to  Walter  E  Brown.  Oct  23.  Oct  24. 
1900.      11:3214.  other   consid   and    100 

'•'Grace  av,   w  s,  278.1   n   Westchester  av.   75xl(Xt.  j 

Grace  av,   w  a,  KKJ  s  Lyon  av,  50x100,  Westchester.  | 

FORECLOS.      Joseph    F    Perdue    (ref)    to    Felix   Hack,    of   Brook- 
lyn.    Oct  23.     Oct  24,   1906.  5.450 

Hughes  av  I   s  e  cor  ISlst   st,  runs  e  —  to  w  s   Belmont  av,  x  s 

Belmont  avl     85.8   x    w   —   to    e    s    Hughes    av.   at   point    127.9   s 

181st  st  I  181st  st,  x  n  —  to  beginning,  vacant.  Mort  $17,- 
500. 

Valentine  av,  e  s,  1(K)  s  former  Clark  st,  — x  135x100. 2x135,  va- 
cant.     Mort   $12,500. 

Tiebout  av,  s  w  cor  Clark  st,  at  point  73.3  s  184th  st.  runs  w 
125  X  s  100  x  e  25  x  n  50  x  e  100  to  av.  x  n  5(3  to  beginning, 
with    all    title    to    Clark    st,    vacant. 

Tiebout  av,  w  s,  75  s  Clark  st,  and  148.3  s  184th  st.  25x100,  va- 
cant. 

Tiebout  av,  w 
cant. 

Tiebout  av,  w  s.  175  s  Clark  st,  and  248.3  s  184th  st,  25x100. 
Morts  on  last  4  parcels  $11,750.     Vacant. 

Dominicus  S  Voorhees  to  John  J  Brown.     Oct  20.     Oct  23,  1906! 
11:3146  and  3051.  '       nom 


s,  125  s  Clark  st,  and  198.3  s  lS4th  st,  25x100,  va- 
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Hull  av.  w  s,  2r)0  s  20Uth  st,  25x100,  2-sty  frame  dwi'lling.  Thos 
F  Rilev  et  al   to  Joseph  F  Meade.     Mort  $4,50U.     Oct   20.      Oct 

22,  lOOti.      12:3347.  other  consid   and   100 
Hoe'  av,    e    s,   200    n   Jennings    si,    2.")xl00.    vacant.      Nettie    Dwyer 

TRUSTEE   Angelina   C    Billi   to   Angelina  C   Billi,   of   Union   Hill. 
N  J.     Oct  20.      Oct  22,   I'JOI).     11:2!IS8.  nom 

Jackson  av,  No  1114.  c  s,  1TS.3  n  lUOth  st,  20x87.0,  3-sty  brk  ten- 
ement Hugh  Breslin  to  Charlotte  Wolff.  Mort  $10,000.  Oct 
•M.     Oct  25,  1000.     10:2051.  nom 

Jackson  av,  n  e  cor  150th  st,  100x45.10,  6-sty  brk  tenement  and 
store.  Release  two  morts.  N  Y  Trust  Co  to  Katz-Polacek  Real- 
ty and  Construction  Co.     Oct  25,  1900.     10:2040. 

other  consid  and  100 

Lind  av,  n  w  cor  105th  st,  runs  n  23  x  37.2  to  n  s  105th  st.  x  e 
20.2  to  beginning,  gore,  vacant.  Ambrose  S  Murray,  Jr,  EXR 
Maria  J  Kemp  Cooke  to  Joseph  H  Jones.  All  liens.  April  17. 
Oct  25,   I'JOO.     0:2527.  ::iOO 

♦Maple  av,  e  s,  50  n  Av  A,  25x100,  New  Village  of  Jerome. 
Benj  H  Irving  to  Emily  T  Henning.  All  liens.  Sept  24.  Oct 
10,    1000.  nom 

♦Mayflower  av.  w  s,  4,34.11  n  Middletown  road,  runs  w  137  x  n  e 
224.8  to  av,  x  s  178  to  beginning,  gore.  Bankers  Realty  and  Se- 
curity Co  to  Frank  M  Abbott.     Oct  24.     Oct  25.  iOOO. 

other    consid    and    100 

♦Same  property.  Release  mort.  A  Morton  Ferris  to  Bankers 
Realty  and  Security  Co.     Oct  24.     Oct  25,  1000.  1,500 

♦Mayflower  av,  w  s  ,and  being  lots  50  to  50  map  473  lots  Haight 
estate,  Westchester.  Joseph  Persky  to  Fannie  Lazarowitz.  Mt 
1/2    of   $1,3.50.      Oct   20.      Oct24    .    1000.  •    nom 

♦Middletown  road,  n  e  cor  Edison  av,  51.3xll9.4x.50xl30.9.  CON- 
TRACT. Bankers  Realty  and  Security  Co  with  Geo  I  and  Louis 
G  Wilson.     Dec  7.1004.     Oct  24,  1000.  1.980 

♦North  Chestnut  Drive,  n  s,  and  being  lot  03  amended  map  (No 
1038)  of  Bronxwood  Park,  2V2-sty  frame  dwelling.  Joseph  R 
Stilwell  to  Orvetta  C  Stilwell.  Mort  $2,000.  Jan  22.  Oct  24. 
1900.  nom 

♦Newell  av,  e  s,  100  n  Elizabeth  now  Post  st,  75x125,  Olinville. 
Thomas   Coen    to   Sophia   Zetsche.     Mort   $1,.500.      Aug   21.      Oct 

23,  1000.  other  consid  and  100 
♦Nelson  av,  n  w  cor  Amundson  av,  .50x100,  Edenwald.     John  A  01- 

sen   to  Harry  D  Whittle,   of  Mt  Vernon,   N  Y.     Oct  24.     Oct  25, 
1900.  nom 

Nelson   av.   w   s,   170.5  n   105th   st.  25x88.8x25x80. 10,   3-sty  frame 
tenement.      Elizabeth    Marks    to    The    Flatiron    Realty   Co.      B    & 
C  and   correction   deed.     June   20.      Oct   20,    IDOO.      0:2514.       nom 
Same   property.      The   Flatiron   Realty  Co   to   Wm   M    Bodey.      Mort 

$4,250.  Oct  15.  Oct  20.  lOOii.  9:2514.  other  consid  and  100 
Old  Albany  Post  '•oad,  w  s.  288.2  n  Delafleld  lane,  contains  1  6-100 
acres,  except  plot  .50x100  fronting  on  road  which  is  the  west 
boundary  of  above  and  forming  the  s  w  cor  of  said  tract.  PAR- 
TITION. Isaac  S  Isaacs  (ref)  to  Edw  J  Galligher  and  Thos  F 
Finnegan.     Oct  23.     Oct  24.  1000.     13:3415.  10,200 

♦Pelham  road,  w  s,  and  being  lots  00  to  103  map  lands  Dutchess 
Land  Co  on  Benson  estate,  Throggs  Neck.  W  Stanley  Easter  to 
City  Real  Estate  Co.     Mort  $4. .500.     Aug  31.     Oct  24,  100(!. 

other  consid  and  100 

♦Pugsley    av.    w    s,    50    s    Benedict    av,    50x94. Ox50x0li.(i,    vacant. 

Edw  A   Schill   to  Jacob   Cohen.     Mort  .$1,505.     Oct   18.      Oct   10, 

1900.  other  consid  and   100 

Plimpton  av,  s  e  cor  170th  st,  75x85,  vacant.  Release  mort.     Title 

Ins   Co   of   N   Y   to   Chelsea   Realty   Co.      Oct   24.      Oct   25,   1901!. 

3.500 
Chelsea  Realty  Co  to  Chas  F  Petry.     Oct  25.  1000. 

other  consid  and  100 
w   cor    170th   st,    75x100,    vacant.      Release   mort. 
N   Y   to   Chelsea   Realty   Co.      Oct   24.      Oct   25. 

4,000 


9:2.521. 

Same  property. 

0:2.521. 
Plimpton   av.    s 

Title    Ins    Co    of 

1000.      0: 


Same  property.   Chelsea  Realty  Co  to   Chas  F  and  John  J   Petry. 

Oct  25,   lilOii.     9:2522.  other  consid  and  100 

Perry  av,  s  s,  110.0  s  w  205th  st,  1.50x100,  vacant.    Julius  Janowitz 

to  Emerence   K  Ager.  of  Brooklyn.     B  &  S.     Mort  .$0,500.      Oct 

15.     Oct  25,  10(Mi.     12:3345.  _  other  consid  and  100 

♦Parker  av,  e  s,~  100  s  Lyon  av,  2.5x100.  I 

Parker  av,  s  e  cor  Lyon  av,  10t)x50.  Westchester.  | 

Maggie   Kuhn    to    Domina    Plante. .   Mort   $3,0U0.      Oct   23.      Oct 

25,  1900.  .  nom 

♦Pelham  road,  s  e  s,  at  w  s"  Robin  av,  runs  s  along  av,  154.5  x  w 

100  X  n  25  X  e  2.5  X  n  84.11  to  road,  x  n  e  87.2  to  beginning. 

Bankers   Realty   and  Security   Co   to  Bessie   Gainsborg.      Ogt   24. 

Oct  25,   1000.  .  other  consid  and  100 

Perry  av,   w  s,  200  n  Holt   st,  25x111.4  to  the  Drive  x25. 3x115.1, 

2-sty    frame    dwelling.      Solomon    B    Livingston    TRUSTEE    Her- 
bert J   Livingston   will  Jacob   Livingston   to   Henry   V   Marshall. 

Oct  20.     Oct  22,   1900.     12:3.343.  5,250 

Perry  av,   w  s,   .50  n   Holt   pi,   25x100,  vacant.      Anna   E   Green   to 

Louis   Hartung.      V2    part.      All   title.      Oct   20.      Oct   23,    lOOG. 

12:3343.  nom 

Prospect   av,   w  s,  2.50  n  1,83d  st,  .50x9.5,  vacant.   Morris  Garfinkel 

to    Samuel    Joseph    2-3    parts,    and    Louis    Schmeman    1-3    part. 

Mort  $1„S00.     Oct  16.     Oct  23,  1900.     11:3102. 

other    consid    and    100 
Prospect   av,   w  s,   250  n   18.3d  st,   .50x95,   vacant.    Mort   $1  .800.     | 
Belmont   av.   n   w   cor   ISOth  st,   50.x87.6,  vacant.      Mort   .$1,200. 
Belmont  av    'n   w  cor  187th  St.  runs  n  31.5  to  s  s  1.88th  st,  x  w 
lS7th  st  87.0  X  s  24.5  x  e  12. (i  x  s  70  to  n  s  l.S7th  st,  x  e  7.5 

l,8.Sth  st  to   beginning,   vacant.     Mort  $15,000. 

Samuel  Joseph  to  Morris  Garfinkel.     %  part.     AH  title.     Oct  15. 

Oct   23,    1900.     11:3074,   3070,   3102.  other   consid   and   100 

Prospect  av  |   n   w   cor   lS.3d   st,   75x2.3,    three   2-sty 

lS3d  st,   Nos   1019   to   102,31     frame    dwellings.      Jennie    Ginsburger 

to   Aaron   Guttmann.     Mort   .$4,500.      Oct  20.     Oct   23.   1000. 
11:3102.  100 

♦Pier  av,  e  s,  1.50  s  Emily  st.  runs  e  138  x  s  w  117.7  x  w  70  to 
e  s  Pier  av,  x  n  100  to  beginning,  Throggs  Neck.  George  Schaefer 
to  Annie  B  Hooper.      Mort  .$888.      Oct   10.      Oct  23,   I'.MIO. 

other  consid   and   100 
South  Broadway   (Albany  Post  road),  e  s,  at  n  1  land  of  Matthew 
English,  runs  e  200  x  s  114  x  e  129  x  n  150  x  w  339  to  st,  x  s 


Summit  av 

Ogden  av   | 

Brooklyn 


.50  to  beginning,  being  part  lots  11  and  13  map  farm  Mary  C 
P  Macomb  at  Kingsbridge.  Mary  D  Lent  to  Clarence  C  Fer- 
ris.    Oct  23      Oct  25,   1000.     1:3209  and  3270. 

other  consid  and  100 

♦St  Lawrence  av,  w  s,  25  s  Merrill  st,  2.5x100.  Samuel  Geller  to 
John  Sottel.     Mort  $4,500.     Oct  15.     Oct  23,  lOOO. 

other   consid   and    100 
e  s,   112.G  s  166th  st,  43.9x190  to  w  s  Ogden  av.  va- 
cant.     Mayer   S   Auerbach    to    Emerence    K   Ager,    of 
C  a  G.     Mort  $5,100:     Oct  10.     Oct  23,  1900.  0:2.526. 

nom 

Shakespeare  av.  No  1.300,  e  s,  130.9  s  170th  st,  20x114,  2-sty  brk 
dwelling.  Pauline  B  Frankel  to  Alice  L  Lennon.  Mort  .$6,000. 
Oct   10.      Oct   22,   1900.      10:2.5O(i.  other   consid   and   100 

Southern   Boulevard  |s  w  cor  Av  St  John,  runs  s  200  to  n  s  Timp- 

Av  St  John  I     son    pi    x    w   20(.).4   x    n   200.5    to    Southern 

Timpson   pi  (     Boulevard    x    e    :'iO3.0    to    beginning,    vacant. 

Mutual  Construction  Co  to  Thomas  Mulligan  and  Michael  Tier- 
nan.     All  liens,     Oct   10.     Oct  22,  1000.     10:2603.  nom 

Summit  av,  e  s,  75  n  101st  st,  45x75,  5-sty  brk  tenement.  Egan 
&  Hallecy  Construction  Co  to  Philip  W  Higman.  Mort  $30.- 
500.     Oct   18.     Oct  20.   1900.     9:2524.  nom 

Summit  av.  w  s,  1.36.7  s  l(i5th  st.  25x87.6,  vacant.  Release 
mort.  Adolph  Hirsch  to  Emily  D  C  Culver.  Oct  10,  1900. 
9:2523.  2,000 

Steuben  av,  w  s,  360  s  Gunhill  road,  25x100,  vacant.  Anna  M 
Con\vay  to  Eliz  T  O'Connor.  Q  C.  Mort  $001.25.  Oct  IS.  Oct 
•10,    10U0.      12:3327.  nom 

Steuben  av,  w  s,  335  s  Gunhill  road,  25x100,  vacant.  Eliz  T 
O'Connor  to  Anna  M  Conway.  Q  C.  Mort  $601.25.  Oct  18. 
Oct  10,  1000.     12:.3327.  nom 

Steuben  av,  w  s,  310  s  Gunhill  road,  25x100,  vacant.  Anna  Mc- 
Loughlin  et  al  to  Jane  McLoughlin.  Q  C.  Mort  $001.25.  Oct 
18.     Oct  19,   1900.     12:3327.  nom 

Steuben  av,  w  s.  200  s  Gunhill  road,  25x100,  vacant.  Anna  Mc- 
Loughlin et  al  to  Rosetta  M  McLoughlin.  Q  C.  Mort  $601.25. 
Oct  18.     Oct  10,  1".)00.     12:3327.  nom 

Steuben  av,  w  s,  235  s  Gunhill  road,  25x100,  vacant.  Anna  Mc- 
Loughlin et  al  to  Frances  Devine.  Q  C.  Mort  $602.25.  Oct 
18.      Oct    10,    lilCH).      12:3327.  nom 

Steuben  av,  w  s,  285  s  Gunhill  road,  25x100,  vacant.  Jane  Mc- 
Loughlin et  al  to  Anna  McLoughlin.  Q  C.  Mort  $001.25.  Oct 
18.     Oct   19,   1906.     ]2::5327.  nom 

♦Theriot  av,  s  w  cor  Cornell  av,  25x100,  2-sty  frame  dwelling. 
Carolina  ISuellesbach  to  Elizabeth  Mahon.  Mort  $2, .500.  Oct 
10.     Oct  23,  1006.  other  consid  and  lOO 

♦Tremont  av,  n  e  cor  Robin  av,  .50xl(X).  Bankers  Realty  &  Se- 
curity  Co   to   Alexander  Ressner.      Sept  24.      Oct  22,   1906. 

other   consid  and  100 

♦Tremont  av,  n  s,  62  e  St  Lawrence  av,  40. .5x — x — ,  gore,  except 
part  tor  Tremont  av.  Louis  Reiter  to  Simon  Lesser  and  Gio- 
vanni   Turco.      %   parts.      Oct    17.      Oct   22.    1906. 

other    consid    and    100 

Teller  av.  n  w  s.  40S.10  n  e  160th  st,  25x100,  vacant.  Joseph 
Mangold  to  Alois  G  Morgenthaler.  Oct  19,  1000.  11:2782  and 
2783.  other    consid   and    100 

♦Union  av,  s  w  s,  lot  .5  map  land  Jacob  V  Hutchler  at  Westches- 
ter, 50x100.  Helen  LeRoy  Pearsall  to  Tomaso  Rizzo  and  Salva- 
tore   Pristera.      Mort   $3,000.      Sept  29.     Oct   25,    lOOti. 

other  consid  and  100 

♦Uiiionport  road  and  being  plot  begins  440  w  White  Plains  road 
at  point  12.5  n  Morris  Park  av.  runs  w  103. .3  to  e  s  Unionport 
road.  X  n  w  28.10  x  e  117. .S  x  s  25  to  beginning,  with  right  of  way 
to  Morris  Park  av,  Lizzie  wife  of  Thomas  Scott  to  Carmela  Le- 
voli.      Mort  $3,000.     Aug  0.     Oct  24,   lilOO.         other  consid  and  100 

Union  av  |   s  w  cor  158th  st,  runs  w  113.11  x  s  50  x  e  101.5 

Westchester  avl  to  Westchester  av,  x  n  e  18.6  to  w  s  Union  av, 
X  n  36.3  to  beginning,  0-sty  brk  tenement  and  store.  Simon 
Lesser  et  al  to   Patrick  J  Moffatt.     Mort  $30,500.     Oct  19.     Oct 

22,  loot;.     10:26.55.  '  other  consid  and  100 
Valentine  av,  e  s,   100  s  Clark  st,  100.2x135,  vacant.     Amandus  R 

Bresler  to  Dominicus  S  Voorhees.     Mort  $12, .500.     July  2.8.     Oct 

23,  1000.      11:3146. 
Vyse    av.    No    1446,    s    e    s,    50   s    w   Jenning 

Benj    Nathan   to   August   F   Trube. 

24,  1000.     11:2094. 
♦Van    Nest    (CoUmibus)    av.    n   e   cor   Van   Buren   st. 

Nest   Park.      Mark  P  Ansorge   to  John   B   Marion. 
Sept  12.     Oct   19.   1906. 

Westchester  av.  No  750,  s  s,  56  e  Brook  av,  27x129.8x28.1x121.9.1 

Westchester  av.  No  752,  s  s,  83  e  Brook  av,  27x137.7x28.1x120.8. 
two  .5-sty   brlc   tenements   and   stores.  | 

John  Wynne  to  Catharine  L  wife  John  Wynne.  Mort  $45,(XK). 
Oct  17.     Oct  19,  1906.     9:2276.  nom 

Webster  av,  late  River  st,  e  s,  bet  175th  st  and  Tremont  av  and 
being  40  s  line  between  lots  72  and  71,  runs  e  212  x  s  41  x  w 
.50  x  s  0..8  x  w  150  to  st,  x  n  40  to  beginning,  being  part  lot 
72  map  Upper  Morrisania,  except  part  for  Webster  av.  Release 
mort  of  lands  lying  east  of  line  142  w  Park  av.  John  J  Brady  to 
Michael    Gleason.      June    30.      Oct    23,    100(5.      11:2000.  nom 

West  Farms  road,  s  e  s,  147.8  n  e  Hoe  st.  100x00. Ox — x70.9.  vacant. 
FORECLOS.  Edw  W  Fox  (ref)  to  Lawyers  Title  Ins  and  Trust 
Co.      Mort    $0,500.      Oct   22.      Oct    25,    100(5.      10:2751.  2,300 

Washington  av.  No  1139,  w  s,  148  s  107th  st,  runs  w  —  x  n  0.7 
X  w  —  X  s  1.'5.10  X  e  90.7  x  n  13.8  to  beginning,  2-sty  frame 
dwelling.  Henry  Schappert  to  Adolph  Konemann.  Q  C.  Oct 
13.      Oct   22,    lOOli.      9:2388.  100 

Washington  av.  No  1137,  w  s,  1(51.8  s  167th  st.  13..3x91.8xl3.7x 
90.7,  2-sty  frame  dwelling.  Adolph  Konemann  to  Henry  Schap- 
pert.     Q   C.      Oct   13.      Oct   22,    1006.      9:2388.  100 

Westchester  av,  n  w  s,  101.11  n  e  Hoe  st,  runs  n  e  100  x  n  w 
00.9  X  s  w  —  X  s  w  70.11  to  beginning,  vacant.  FORECLO^. 
Isaac  Phillips  (ref)  to  Lawyers  Title  Ins  and  Trust  Co.  Mort 
$13,500.     Oct  20.     Oct  23.  1006.     1(1:2751.  3.800 

Willis  av.   No  327  |   s  w  cor  141st   st,   10.8x,80.  2-sty  frame 

141st  st,  Nos  (!40  to  G4S|  dwelling  and  store.  Release  assign- 
ment of  rents  recorded  Sept  1,  1006.  London  Realty  Co  to 
Emma   F   Tierney.      Oct   17.      Oct  22,    1906.     9:2303.  300 


other  consid  and  100 
St.   '2.5x100,    vacant. 
Mort   $l,20t).      Oct   23.      Oct 
nom 
50x100.  Van 
Mort  $3,000. 
nom 


The  text  of  these  pages  is  copyrighted.     All   rights  are  reserved. 


Notice   is  hereby  given   that   infringement   will   lead   to   prosecution. 
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701 


Adaptable  for 

Offices  and  Residences 

Systems  of  Less  Than  Five  Stations 


Interior  Telephones 

Fifty  Cents  a  Month 


No  Installation  Charge 
No  Maintenance  Charge 

THE  AHENTION  OF  ARCHITECTS  AND  BUILDERS  IS  PARTICULARLY  CALLED  TO  THE  ADVANTAGES  Of  OUR  SYSTEMS. 
RATES  FOR  SYSTEMS  OF  OVER  FIVE  STATIONS  AND  ALL  OTHER  INFORMATION  MAY  BE  OBTAINED  UPON  APPLICATION. 

NEW     YORK     TELEPHONE     COMPANY 


I  15  WEST  38th  STREET 


15  DEY  STREET 


S20  WEST  124th  STREET 


*2d   av,   w   s,    oOO  ii    l&t   st, 
Carlo    to    Eenj    H   Irving. 


KIOxlOO.    Williamsbridge.      James    De 
Julv    11'.       Oct    1'2.    I'.IOC. 

other    consid    and    100 

*2d  av,  w  s,  3(10  n  1st  st,  100x100.  Williamsbridge.  John  G  Free- 
man to  Tillie   D  Freeman.     Q  C.     Dec  31,   1901.     Oct   22,   lilOtJ. 

•    nom 

*2d  av,  w  s,  SIX)  n  1st  st,  100x100,  Williamsbridge.  Tillie  D  Free- 
man   to    James    De    Carlo.    Apr    2.").    Oct    22.    litOG. 

other    consid    and    100 

*4th    av,    s   e    cor   Shell   st,    20.5x129.4x25x13s.  1.    Laconia    Park. 
Basilio   Spitalieri   to   Rosa  Spitalieri.      Mort  .$350.     Sept   19.   Oct 
2.5,   1900.  nom 

All  those  parts  of  Lind  av,  Sedgwick  av,  Devoe  st  and  st  or  lane 
which  was  a  continuation  of  Devoe  st  on  map  No  147  of  High- 
bridgeville,  which  lies  in  block  2527  s  of  n  s  Devoe  st.  n  of  c  1 
of  the  present  st  or  lane  which  is  a  continuation  of  East  10.5th 
st,  e  of  c  1  Sedgwick  av  and  w  of  c  1  Lind  av. 

All  those  parts  of  Lind  av  and  Devoe  st  on  same  man  which  He 
in  block  252<)  s  of  n  line  land  late  of  James  Leitch  and  an  ex- 
tension w  thereof,  n  of  s  s  105th  st,  e  of  c  1  Lind  av.  and  w  from 
s  e  cor  of  said  Leitchs  land,  across  said  105th  st,  at  r  a  to  the 
sides   thereof. 

All  that  part  of  Elm  pi  same  map  which  lies  in  block  2527  east 
of  c  I  Sedgwick  av  and  s  of  an  extension  w  of  s  line  of  lot  2  on 
map  land  Maximilian  Morgenthau  attached  to  a  deed  in  L  31 
page    343. 

Wm  F  Scott  assignee  in  bankruptcy  of  David  Austen,  Jr,  bank- 
rupt, to  Joseph  H  Jones.  All  title.  Sept  10.  Oct  25,  1900. 
9:2527.  order  of  court  and  185 

All  right,  title  and  interest  in  1100  lots  at  Highbridge  which 
Chas  C  Ogden  dec'd  and  Alta  M  Ogden  had  on  Mar  20,  1883,  in 
and  to  all  real  and  personal  estate  of  every  kind  and  nature 
wherever  situated  of  which  Mahlon  D  Ogden  died  seized,  &c. 
Mahlon  D  Ogden  son  and  HEIR  Chas  C  Ogden,  late  of  Little 
Rock,  Ark.  and  Alta  M  Ogden,  widow  of  said  Chas  C  Ogden  to 
Clarence  A  Burley  and  Bryan  Lathrop,  both  of  Chicago,  111,  as 
TRUSTEES  Frances  E  Ogden  dec'd.  Q  C,  correction  and  con- 
firmation deed.  Oct  5.  Oct  22,  1900.  9:2.500,  2.520,  2521,  2.522, 
2528  to  2538,  2.540,  2.541,  2.542,  11:2873,  2874,  2875,  2880,  2882 
and  2884.  nom 

*Lot  187  on  map  No  420  building  lots  in  24th  Ward  near  Will- 
iamsbridge Station.  A  Shatzkin  &  Sons  to  Salvatore  Gentile. 
Oct  10.     Oct   19,   1900,  other  consid   and   100 

*Same  property.  Release  mort.  Ralph  Hickox  to  A  Shatzkin 
&    Sons.      Oct    18.      Oct    19.    1900.  540 

*Plot  begins  740  e  White  Plains  road,  at  point  850  n  along  same 
from  Morris  Park  av,  runs  e  100  x  n  150  x  w  ICM)  x  s  150  to 
beginning,  with  right  of  way  to  Morris  Park  av.  Peter  Zam- 
betti    to   Samuel   Geller.      Mort   $3,4.50.      Oct  20.      Oct   22,   1900. 

oth^r  consid   and  100 

*Plot  begins  090  e  White  Plains  road,  at  point  925  n  along  same 
from  Morris  Park  av.  runs  w  100  x  n  2.5  x  e  100  x  s  25  to  be- 
ginning, with  right  of  way  to  Morris  Park  av.  East  Borough 
Impt   Co    to   Wm   Stalp.      Mort   $3,.500.      Oct  2.3.      Oct   24,    1900. 

10(3 


LEASES. 


Under  this  head  all  Leases  recorded.  Assignment  of  Leases  and 
Leasehold  Conveyances  will  be  found.  The  expressed  consideration 
following  the  terms  of  years  for  which  a  lease  is  given  means  so 
much  per  year.) 


October  19.  20, 


M. 


Chrystie   st.    No   220. 

Fillipo   Genovese. 
Chrystie  st.  No  220. 

Marshall.      Oct   12. 


BOBOUGH    OF   MANHATTAN. 

Cherry    st.     No     142.       Assign    lease.       Angelo    R    Campagna     to 

Joseph   Martorano.     Oct  19.     Oct  22,   19(X;.      1:253 nom 

Same    property.      Assign    lease.      Joseph    Martorano   to    Consumers 

Brewing   Co.      Oct    19.      Oct   22.    1900.      1:2.53 nom 

Assign   lease,     the   Eastern   Brewing  Co   to 
Oct    10.     Oct   23.   I'.WO.      2:422,  nom 

Assign  lease.     Filippo  Genovesa  to  Davies  J 

Oct  24,    1900.     2:422 nom 

Same   property.      Re-assign   lease.      Davies   J   Marshall   to   Filippo 

Genovesa.      Oct    23.     Oct   24,    1900.      2:422 nom 

Clinton   st.   No  32      |n    e   cor   Stanton   st.   store   and   store  adj,   cor. 
Stanton  st.  No  172    |     Samuel    Rosenthal    et    al    to    Abraham    Holz- 

man;    5   4-12   years,    from   Jan    1.    19(17.      Oct   22,    1900.     2:3.50. 

900    to    2,400 

Columbia   st.    No  93,   store,   &c.      Hyman   Dickstein   to   Louis   Sin- 
ger; 3  years,  from  May  1,  19O0.     Oct  25,  1900.     2:334 540 

Crosby    st.    No    3.5,    store.      Alessandro    Delli    Paoli    to    Demetrio 

Ricciardone;    3   7-12    years,    from    Nov    1,    1900.      Oct   22,    1900. 

2:473 510 

Same    property.      Assign    lease.      Michele    Ricciardone    to    George 

Kienzle.      Oct   20.      Oct   22,   1900.      2:473 nom 

Same    property.       Reassign     lease.       George    Kienzle     to    Michele 

Ricciardone.      Oct    22,    1900.      2:473 nom 

Delancey  st.   No  182,  n  e  cor  Attorney  st,  store.      Abraham  Wech- 

sler    to   Morris    Glasser;    3   years,    from   Sept   1,    1900.      Oct   23. 

1900.     2:.343 e(jO 

Division   st.   No  72,  east  store  and  both  basements.     Samuel  Katz 


to   Jacob    Feinberg;    3   years,    from    May   1,    1907.      Oct   25,    1900. 

1:292 1,320 

Division    st,    Nos  205   and   207.      Surrender   lease.      David   L  Schott 

to   Louis   Wolpow.      Oct   20.     Oct   25.   1900.      1:285 n(iai 

Division   st,  J\'o  207,   corner  store.      Harris   Shidlinskv   to   David   L 

Schott:  01/2  years,  from  Nov  1.  190i;.  Oct  25,  190().  1:285. .1,800 
Franklin    st,    No    49,    all.      Morris    Weinstein    to    George   Schuster; 

10  years,  from  Nov  1,  190C).     Oct  19,  19CH).     1:171 1,.500 

Gouverneur  st.   No  (jO,  all.      Abrom  Gelfano  to  William   Picker  and 

ano;   3  years,   from  Nov  1,  1900.     Oct  24,   1900.      1:201 2.200 

Grand  st.   No  542,  n  e  cor  Cannon  st.  No  2,  store.     Jacob  Rosen- 

bitim  to  Edw  J  Sandy;  5  5-12  years,  from  Dec  1,  1900.     Oct  20, 

1900.      2:320 1,800 

Same    property.      Assign    lease.       Edw    J    Sandy    to    Charles    Katz. 

Oct    — ,    1900.      Oct   20,    1900.   2:320 nom 

Grand   st.   No  279,    store.   &c.      Nicholas   Pappas   to  Isaac   Davis;   3 

years,   from   May   1,    1905.      Oct  23,    1900.      1:300 2,300 

Grand  st.   No  335,  top  floor.     Max  Fertio  to  Jacob  Levine;   3  yrs, 

from  May  1,  UHHl     Oct  25,  19(J0.     1:309.  500 

Greenwich  st.    No   17.8,   store   and  basement.      Harriet   E  Ostrander 

to  John  Buell;   5  years,   from  Oct  1,  1900.     Oct  19,   19(X).     1:59. 

2.500 

Greenwich  st,  No  178.  Assign  lease.  John  Buell  to  The  Ex- 
celsior   Brewing    Co.      Oct    15.      Oct    19.    190(!.      1:59 2,500 

Greenwich  st.  No  49.5.  Assign  lease.  Joseph  Pasquerella  to  Hen- 
ry and  Arthur  H   Kelly.      Oct  20.      Oct  23,   1900.      2:.594 nom 

Henry  st.   No  320.     Surrender  lease.    David  Sader  to  Mayer  Dince 

and    ano.      Oct    19.      Oct   25.    1900.      1:207 nom 

Hudson  St.  No  551.     Assign  lease.     Bryan  Reilly  to  John  D  Haase. 

Oct    18.      Oct    19.    1900.      2:033 nom 

Same   property.     Reassign   lease.     John  D  Haase   to  Bryan'  Reilly. 

Oct    18.     Oct    19,    lilOO.      2:033 nom 

Lafayette   st.   .Nos  3(12  to  308,   s  w  cor  Houston  st.   No  27.   121.3 

.\3. 0x119.9x10.11.      Emanuel    Alexander   to   Harry   Hochberg;    21 

years,    from    May   1.   1908.      Oct   19,   1900.      2:510 

taxes,    &c,   and   1,400 

Marion   st.    No    19,    store.      Michael    Briganti    to    Antonio    Rendino 

and  ano;  3  years,  from  Aug  15,  19O0.  Oct  19,  1900.  2:481.. 7.S0 
Same     property.       Assign     lease.       Antonio     Rendino    and    ano     to 

Davies   J   Marshall.      Oct   11.      Oct   19,    19(J<!.      2:481 nom 

Same    property.      Reassign    lease.      Davies   J    Marshall   to   Antonio 

Rendino   and   ano.      Oct    15.      Oct   19,    1900.     2:481 nom 

Monroe   st.   No  89,   basement.      Israel  Solomon   to   Sam   Constantin 

and   ano,   firm  of  Jefferson   Ice  Cream   Co;   5  years,   from   Oct   1, 

1900.     Oct   25,   1900.     1:272 360 

Oak  St.  Nos  30  and  32,  all.     Harry  Abrams  to  Frank  Torregrossa 

et  al;  5  years,  from  Nov  1,  1900.  Oct  25.  1900.  1:110. ..  .0,300 
Pitt    st.    No   01,   all.      Abraham   Leipzig   to   Asher    Haber;    2   years, 

from   Nov  11,   1900,  with  2  years   renewal.   Oct   19.   1900.   2:343 

4.516 

Roosevelt  st,  Nos  3  and  3%,  stores  and  basements.     Wm  D  Foulke 

to    Angelo   Casolla;    3  years,    from-  Oct   1,   1900.      Oct   25,    1900 

1:118 


924 

St  Marks  pi.  No  20.  Surrender  lease.  Berll  Rosenblatt  to  Jacob 
Hyman.      Oct    19.      Oct   '20,    1900.     2:403 nom 

Vesey  st,  No  94.  all.  Morris  Weinstein  to  John  Pichulas;  from 
Nov  15,   1900,  to  Nov  1,  1910.     Oct  '24,   1900.     1:84....  '. .    ..1,700 

Walker  st,  Nos  9  to  13.  0  lofts  above  store.  Anton  L  Olsen  to 
Illustrated  Postal  Card  and  Novelty  Co;  3  years,  from  Feb  1 
1907    (2   years   renewal).     Oct   23,   19(X5.      1:191 12,000 

4th  st,  Nos  11  to  19  East,  entire  4  lofts.  Jennie  Simon  to  Benja- 
min   Klee;    5   years,   from   Feb   1,    1907.      Oct  25.   1900      2  545 

_  .; 19,500 

5th  st.  No  417  East,  basement  store,  8  rooms  on  stoop  floor  and 
2  rear  rooms  on  2d  floor  w  s.  Joseph  Eisen  to  Gottlieb  Fuclis- 
locher;   1   year,   from  Sept   1..190li.     Oct  22.   1990.     2:433 1,200' 

9th  st.  No  238  East,  4-sty  bldg.  Louise  W  Knecht  to  .Annie  Ack- 
erler;    2   years,   from  Oct   1,   1900.     Oct  24,   1900.      2:404 1.080 

12th  st.  No  08  East.  Assign  2  leases.  Jeremiah  Sullivan  to  James 
Everards    Breweries,    a    corpn.      Oct    2(i,    11.H.15.      Oct    25,    1900. 


•3-557. 


.nom 


17th  st.  No  215  East,  part  of.  Lydia  B  Froment  to  Felix 
Rueckart;  1  0-12  years,  from  Nov  1.  1900.  Oct  10  190(> 
3:808 1,200 

24th  st,  .\'o  404  East.  Assign  lease.  Julius  Goldberg  to  Fran- 
cesco Castrogiovanni  and  ano.-  Oct  23.  Oct  24,  1900.  3:955 
380  84 

.34th  st,  No  40,  s  s,  2.50  e  0th  av,  25x9.8.9.  Robt's"  Smith  to  Sam- 
uel Frank  et  al;  from  Nov  1,  190li,  to  Oct  ,'^0.  1927.  Oct  23 
1900.      3:835 taxes,    &c,    and    15.,5'00  , 

.34th  st.  No  4<)  West.  Cancellation  of  lease  recorded  Feb  1,  1900 
Same   with   same.      Oct   23.   1900.      3:835 nom 

42d  st.  No  033  West,  all.  Arthur  B  Appleby  to  Herman  Haenisch; 
3  1-12  years,   from   Apr  1,   1900.     Oct   22.   1900.     4:1090 000 

43d  st.  No  08  West,  5-sty  building.  Aaron  Kosofsky  to  Louis 
Glaser;  4  4-12  years,  from  Nov  1,  190G.  .Oct  23,  1900.  5:12.58 
4,000  and  ,4,300 

44th  st.  No  24(i  East,  s  s.  Assign  lease.  Gustave  S  Jacobson  et  al 
to  Frank  N  Doroling.     Oct  22.     Oct  23,  1000.     5:1317 nom 

.54th  St.  Nos  2.'«i  to  234  1    s  s,  375  e  8th  av,  runs  s  100.5  x  e 

Broadway.  Nos  1701  to  1707|  .50  x  n  25  x  e  59.4  to  w  s  Broadway, 
X  n  75.10  to  s  w  cor  Broadway  and  54th  st,  x  w  101.3  to  begin- 
ning. Assign  lease.  Harry  P  Stimson  to  Hotel  Cumberland. 
Oct   19.     Oct  24,   1900.     4:1025.  nom 


The   text  of  these  pages  is  copyrighted.     All   rights  are  reserved.     Notice   is  hereby  given  that   infringement   will   lead   to   prosecution. 
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RECORD     AND     GUIDE         Manhattan 


October  2-],  1906 


CAS  COOKERS    ^    GAS  HEATERS 

I    SOLVE  THE  FUEL  PROBLEM        ::        CLEANLY,  EFFICIENT,  ECONOMICAL 


We    Kent  a 
(jaa    Range 

$3 

Per    Year 

\  handsome  up-to-date  line  ot 
appliances  may  be  seen  at  our  otfflcea 


We  Rent  a 
Gas     Rang» 

$3 

Per  Yea* 

CONSOLIDATE.D  GAS  COMPANY  OF  NEW  YORK 


r.4th  St   Nos  i'iO  to  2o4  1     s  s,  375  e  Sth  av,   runs  s   10(l..i  x   u 

Broadwav.  Nos  1701  to  1707|  50  x  n  25  x  e  59.4  to  ws  Broadway, 
X  n  75  10  to  s  w  cor  Broadway  and  54th  st,  x  w  lOl.o  to  begin- 
ning      Construction    Realty    Co    to    Harry    P    Stimson;    21   years, 

from   Oct    1,    llKHi.      Oct   24,    I'JOd.      4:1025 ■■  ^,\^\  •■-nViv^ 

taxes.   &c,  and  3U,000  to  oO.OOO 

Same  property.  Consent  to  assign  lease.  Same  to  same.  Oct 
1.     Oct  24.   lf)Oi;.     4:1025 

Same  property.  Subordination  ot  mort  of  .f.il.OOO  to  above  lease. 
Construction  Realty  Co  and  Harry  P  Stimson  with  Sarah  T 
Adams.     Oct   1.     Oct   24,   lOon.     4:1025 nom 

«i*>d   st     Nos   152  to   15,S  West,   all.     Moss   Realty  Co     to.    Isidore 
"Flanell;  3  years,  from  Nov  1.  ISKKi.       Oct  24.  IWIO.       4:1133    .. 

lo,Ui/U 

IV^d  st"  Nos' 424  aiid  42(i,  s  s.  331.5  e  1st  av.  50x100.5.  Chas  C 
~Hofmann  EXR  Amalia  K  Hofmann  to  Chas  Lehing;  'IV^  years, 
from   Nov   1,    1!K)I1.      Oct   22,   lltOll.      5:14.5(1 l.O.iO 

Uod    st     No    321)    East.      Subordination    of    lease    to    mort.      Louis 
•Levin  et  al  with  Paula  Wright.     Oct  15.     Oct  10.  IIMU!.     5:143.. 
nom 

03d"  St.'  No  "328  East."  Subordination  of  lease  to  mort.  Louis 
Levin  et  al  with  Louisa  Mauder.     Oct  15.     Oct  19,  1900.  5:143i. 

nom 

7l'st"st"No  42(i"Eas't,  all.  Pincus  Burger  to  William  Rauch;  3 
years'    from    Nov   1.    100(1.      Oct  24,    liKKl.      5:14(15 2,880 

73d  st  No  431  East.  Assign  lease.  August  Rambousek  to  An- 
tonia   Rambousek.      Oct    10.    100(1.      5:14(18 nom 

Same  property.  Reassign  lease.  Antonia  Rambousek  to  August 
Rambousek.'    Oct    10.    10(111.      5:14(18..... ; nom 


74th  st  Nos  15(1  and  15,'*'  West.  Cancellation  ot  lease.  Caroline 
Brand  to  Wm  W  Scrugham.  of  Yonkers,  N  Y.  Oct  IS.  Oct  10, 
l!)0(i.      4:1145 ■•■■•■     ■  •  • -non 

101st  st  No  327  East,  store.  Jacob  Israelson  to  Carmelo  Pe- 
cora-   5  years,  from   Oct   1,   190(1.     Oct   22,    1!MM1.     (1:1(173 24( 

102d  St.  No  ;!(I3  East,  double  basement  store.  Daniel  Spitzer  et 
jTi    to   Esther   Spadowsky;    .3   years,   from   Nov   1,   100(1.      Oct   24. 


al    to 

100(1.      (1:1(174 


. .    420 


l(l4th    st     No   244    East,    all.      Herman    Weissberger    and    ano    to 
Elias  Silfer;   3  years,   from  Oct  1,   llHXi.     Oct  20,   1900.  0:10o3. 


2,000 


loVih  st  No  251  East.  all.  Jacob  Gildenberg  and  ano  to  Isaac 
Furman;   3   years,    from   Nov   1,    190(1.      Oct   23,    190(!,      0:1(55.5. 

lohth  sV'nos  34(1  and  348  East,  ail.  Shaye  Ruderfer  to  Antonio 
Mei-    3  years,   from   Oct   1,   1906.      Oct   23,   1900.     (!:1(J7(i. ..  .4,800 

105th  st  No  403  East,  all.  Jane  Auld  to  Michelina  Marchesi;  3 
years,  'from   Dec    1.   100(1.      Oct  25,   100(1.     (1:1(«10 540 

111th  st  No  245  West.  Surrender  lease.  Solomon  Marculesou 
to    Ida' K    Bronner.      All    title.      Oct    10,    1900.      7:1827 no 

l"1st  st  Nos  234  and  23(1  East.  all.  Max  Garfuukel  to  Morris  A 
"Rudnick'and  ano;  3  years,  from  Nov  1.  100(1.     Oct  25.  19(J0.     0:- 


178 


,000 


'Ist  st  "no  219  East.  all.     Max  Garfunkel   to  Morris  .\  Rudnick 
'and  alio;  3  years,  from  Nov  1,  100(1.     Oct  25,    190(1.     0:178(j._... 


000 


l''lst  st    No  243  East,  all.     Rachel  Cohen  et  al  to  Israel   Berger 
"and   ano;    2   years,    from   Nov   1,    1900.      Oct  22,   1!X)(!.     0:1780. 

12.5th'  st'.   No   147  West,  basement  store | 

125th   St.   No   145  West,   part   cellar [ 

•\ssign   lease       Robt   S    B   Walsh   to   Jose   Cabesza   and   ano.      AH 
title.      Oct  24.   190(1.      7:1010 nom 

i:'>3d  st  Nos  49  to  53  West.  Assign  lease.  Wm  Hamilton  to 
John   b  Haase.     Oct  19.   1900.     0:1731 nom 

Same  property  Reassign  lease.  John  D  Haase  to  William  Ham- 
ilton.      Oct     19,     100(1.       (1:1731 nom 

135th  st  Nos  40  to  44  West,  .3  buildings.  Hannah  Schnitzer  to 
Edw'A  Johnson,  of  Raleigh.  N  C;  3  years,  from  Nov  1,  l'-10(j. 
Oct  24.   190(1.     0:1732 S.-lOO 

135th  st  Nos  4()  to  44  West.  Surrender  lease.  Wm  DriscoU  and 
ano   to   Hannah   Schnitzer.      July  31.      Oct  24,    190(1.      ():1732.  .3.50 

]4lith  st    No  201  West.     Surrender  lease.     John  J  Browne  to  War- 
ren &  'skillin  agents.     All  title.     Oct  23.     Oct  24,  190(1.     7:2032. 
nom 

Amsteril'am  av.  No  2098,  s  w  cor  104th  st,  store.  ^  Zimmern  & 
Levi  to  Neil  A  Flannery;  10  years,  from  Aug  1.  1900.  Oct 
10     UMld       8-2121 1,800   to   2,500 

Av  A,   w  s.   102/2  ~s  75th  st.   ,85.8x101.3x09.11x100.      Assign   lease. 
Wm   H    Flitner   to   Lewis   Morris,   of   Paris,    France.      All    title. 
June  2,S,  10(1(1.     Oct  24,  190(1.     5:1400 500 

Broadway,  Nos  2148  and  21.50.  Assign  lease.  John  L  Miller  to 
Herman  Raub  and  ano.     Oct  0.     Oct  22,   1906.     4:1107 nom 

Broadway,  Nos  .825   and  825i/2|  n    w    cor    12th    st.    Hotel    St    George. 

12th  St.  Nos  47  and  49  East  I  Richard  Mortimer  EXR,  &c.  Rich- 
"ard  Mortimer  to  Edw  G  Smith;  10  years,  from  May  1,  1905.  Oct 
25,   1906.      2:504 taxes,   &c,   and   15,30O 

Sa'ine  property.  Assign  lease.  Edw  G  Smith  to  Edward  G  Smith 
Hotel  Co.     All  title.     Sept  28.  1905.     Oct  25.  10(16.     2:.504. . .  .nom 

Same  property.  Assign  lease.  Edward  G  Smith  Hotel  Co  to  P  W 
Engs   &   Sons.      Oct    10.      Oct   25,   19011.      2:. 504 nom 

Broadwav    No  ;!357.  store,  &c.     Wm  J  Brown  to  John  Viebrock; 
5  years,  from  Oct   1,  100(1.     Oct  23,  190(1.      7:2002. .  1,400  to  1,600 

Central  Park  West.  No  101,  n  w  cor  70th  st,  Nos  1  to  i  middle 
apartment  on  .3d  floor  of  the  Lorington  Blessington  Company  to 
Peter  Zucker;  5  years,  from  Oct  1,  190(1.  Oct  23.  IIXKI.  4:1123 
2.7.50  to  3.2.50 

Colurnbiis  av.  No  092,  s  w  cor  94th  st,  store.  The  estate  ot  Mrs 
\nna  R  English  by  C  E  Dannenfelser  AGENT  to  Joseph  Hahn; 
5  years,  from  Jan  1,  1907.     Oct  19.   1906.     4:1224 1,400 

Lexington  av.  No  985,  n  e  cor  71st  st,  store,  &c.  Renee  Hughes 
c-analizo  to  Joseph  T  Roediger;  3  8-12  years,  from  Sept  1,  190(1. 

Oct   22,    19011.      5:140(1 1.100  and   1.200 

Madison    av.    No    1768,   n    e    cor   116th   St.      Assign   lease.      John    E 

Collins   to  John   P   Perrault.     Oct   23,   1906.      6:1622 nom 

Old  Broadway,  No  73,  3  rooms  in  rear  part  of  basement.  Michael 
Doyle   to  John  F  Morris;   5  4-12  years,  from  Nov  1,   1906.     Oct 

24,1906.     7:1985 30 

Park  row,  Nos  31   and  32.     Assign  lease.     Geo  H  Gay  and  ano  to 

Charles  Furthmann.     Oct  24,   1906.     1:90 30,000 

Park  av.  No  1009,  store,  cellar  and  two  floors.     Joseph  Murray  to 


John    Eckhoff;    2    7-12    years    and   8  days,    from  Sept   22.    1906. 
Oct  24.   19(«1.     5:1513 1.380 

1st  av.  No  2392.  Subordination  of  lease  to  mort.  Wm  Johnston 
and  ano  with  Charles  H  Phelps.  Oct  19.  Oct  20,  1906.  0:1810. 
nom 

1st  av.  No  049.  store.  &c.  Michael  Byrnes  to  A  D-Conroy;  5  yrs. 
from   July  23,    I'.MKl.      Oct   24.    I'.HKl.      3:943 480 

1st  av,  .No  20.52.  Assign  lease.  Amodee  Peloso  to  Davies  J  Mar- 
shall.     Oct    2(1.      Oct    22.    1906.      (1:1700 nom 

Same  property.  Reassign  lease.  Davies  J  Marshall  to  Amodee 
Peloso.      Oct    22,    1006.      (1:17(M1 nom 

1st  av,  Nos  1.50  and  101   |s   w   cor   10th   st,    store.      Samuel   Lipman 

loth  St.  No  242  I     and    ano    to    Samuel    Fieldman;    Sept   2,5, 

.5  years,  from  completion  of  premises.     Oct  22,  lliOfl.     2:4.51 .  .2,100 

1st   av.   Nos   1124  to   1128   is  "e     cor     62d    st,    71.7x132x93x131.5. 

(12d  St.  Nos  400  to  4(>4  |  Cath  A  De  Peyster  to  Lippmann 
Schnurmacher;  9V4  years  and  1.5  days,  from  Oct  17.  1906.  Oct 
22.  1006.     5:14.56 taxes.  &c.  and  1.300  and  1.600 

2d  av.  No  8(j0.  Assign  lease.  Isabella  Dore  to  Daniel  Striebel. 
Oct  22.     Oct  23,   100(1.     5:1320 nom 

.3d  av.  No  .54.  Assign  lease.  Anton  Birkle  to  Frank  Mutterer. 
Oct   24.      Oct   25,   1000.      2:5.56 nom 

,3d  av.  n  e  cor  59th  st.  20.1x80.  Assign  lease.  Jeremiah  Sulli- 
van to  James  Everards  Breweries.  Given  as  additional  security 
for  ciiattel  morts  in  premises  at  n  e  cor  .59th  st,  and  .3d  av; 
(J8  Ea^t  12th  st,  and  116  and  118  4th  av.  Oct  24,  Oct  25,  1906. 
5:1417 nom 

5th  av,  .\'o  ,S5.  n  e  cor  Kith  st,  stores,  basements,  &c.  Carrie  M 
Butler  to  Herman  and  .'\lfred  Schiffcr;  5  years,  from  Feb  1, 
1007.      Oct    22,    100(1.      ;!:844 22.000 

5th  av.  No  2274,  ,s  w  cor  138th  st.  No  2.  store,  &c.  Assign  lease. 
.\ug_ust  Schonhard  to  Helen  Schonhard.  Oct  20.  Oct  22,  1900. 
(1:1735 nom 

5th    av,    -No    22.36 1 

1.3(lth   St.   No    1   West | 

Assign  lease.  Cornelius  F  Conway  to  James  J  Doyle.  Oct'  23. 
Oct   24.   100(1.      6:17.34 nom 

(1th  av.  No  411 1 

25th  St.   No  101    West | 

Assign  lease.  Charles  Furthmann  to  Geo  H  Gay  and  ano.  Oct 
24.    1906.      3:801 21.000 

(Kb  av.  No  I.S.  Assign  lease.  Henry  R  Jaeger  to  Davies  J  Mar- 
shall.     Oct   22.      Oct   24.   1006.      2:543 nom 

Same  property.  Re-assign  lease.  Davies  J  Marshall  to  Henry  R 
Jaeger.     Oct  23.     Oct  24.   1006.     2;.543 nom 

(1th  av.  No  18,  n  e  cor  3d  st.  all.  John  J  Siefke  and  ano  EXRS, 
&c,  Henry  Siefke  to  Henry  R  Jaeger;  5  years,  from  Oct  1,  1906. 
Oct   23,   1006.      2:.543 1,S(X) 

8th  av.  No  91(1.  all.  Nicholas  Condack  to  Theodore  Hanzakos,  ot 
Paterson,  N  J;  8  years,  from  Oct  1,  1906.  Oct  23,  IVXMi.  4:1026. 
3.000  to  3.6(X) 

8th  av.  No  2900,  s  w  cor  154th  st.  No  300,  cor  store.  Middle- 
Town  Realty  Co  to  Chas  C  Glatt;  7  years,  from  Nov  1,  1906. 
Oct   22,    1906.      7:2047 1,620 

Same  property.  Assign  lease.  Chas  C  Glatt  to  James  Ever- 
ards  Breweries.      Oct    15.      Oct   22,   IfMIO.      7:204V nom 

8th  av.  No  2329,  n  w  cor  125th  st,  hotel,  &c.  Michael  J  Adrian 
to  Michael  W  Murphy;  (li/>  years,  from  Nov  1.  1906.  Oct  25, 
1906.     7:10.52 6.000  to  8.000 

Same  property.  Assign  lease.  John  J  Mooney  to  same.  V^.  part. 
All  title.      Oct  18.     Oct  25.  100(1.     7:1952 other  consid  and  ItX) 

8th  av.  No  2329.  Assign  lease  dated  Aug,  liK)2.  Michael  W  Mur- 
phy to  James  Everards  Breweries.  Oct  18.  Oct  2.1  1906.  7:1952. 
nom 

Same  property.  Assign  lease  dated  Oct  17,  1906.  Same  to  same. 
Oct    18.      Oct   25.    1006.      7:19.52 nom 

7th  av.   No  2522  [   corner    store.      Patrick    F      Dickinson      to 

146th  St.  No  201  West'  Michael  J  Beirne  and  ano;  .5  years,  from 
Nov  1.   1906.     Oct  24.  190(1.     7:20.32 1.300  to  1.700 

8th  av.  No  401.  Assign  lease.  Saratoga  Hotel  Co  to  Frederick 
Liegibel   and  Joseph  Denk.     Oct  23.     Oct  24,  lOCMl.     3:7.53.  .8,.500 

8th  av.  No  2420.  s  e  cor  130th  st.  No  270,  — x — .  Assign  lease. 
Leander  G  Eiseman  to  Diedrich  H  Kulze  and  ano.  Oct  16.  Oct 
19,1906.     7:1035 nom 

12th  av.  e  s,  100  n  1.30th  st.  25x100,  all.  Rebecca  Greacen  to 
Cornelius  Lynch;  3  years,  from  May  1,  UKMl.  Oct  19.  1906. 
7:1997 720  and   900 

BOROUGH    OF   THE   BRONX. 

1.36th    St..    No    778.   s   e   cor   Brook  av,   store | 

Brook    av.     No    182,     store [ 

Samuel  Kandell  and  ano  to  Fred  Gruber;  from  July  1.  1906, 
to   July   .31.    101(1.      Oct    19.    1906.      0:2263 1.2(M)   to   1.800 

1,'>!3d  St.  No  676  East,  all.  Herman  N  Mever  to  Bernard  Stelter; 
3   years,   from_  Oct  31.   100(1.     Oct  23,   1906.      11:3038 720 

Brook  av.  No  .>(*(1,  store.  John  W  McLoughlin  to  .\cme  Grocery 
Co;  4  8-12  years,  from  Sept  1,  1006.  Oct  20.  lOtRl.  9:2274. 
(jOO   to    72(^ 

Prospect  av.  No  1400.  cellar,  store  and  1st  floor.  Ferdinand  W 
Frev  to  John  Vlahakis;  4  S-12  years,  from  Sept  1.  1906.  Oct 
19.    1906.      11:2063 ■. 1.200  and    1.320 

Park  av.  No  4445.  all.  Guiseppe  Baldo  to  Daniel  Leker;  5  yrs. 
from  Oct   1.   19(X'..      Oct   10.    llXtO.      11:30.30 360 

Park  av.  e  s.  25  n  170th  st,  runs  n  79  x  e  100  x  s  14  x  w  30  x  s  (15 
X  w  70  to  beginning.  Assign  lease.  Birth  Levy  and  ano  to 
Chas   0   Shepherd.      Oct   10.   1906.      11:2902 nom 

St  Anns  av.  No  334.  John  Miller  to  Henry  Schmidt;  5  years,  from 
Oct   1.    1007.      Oct   23,    1!K)6.     9:25.56 900  to   1.040 

Webster  av.  Nos  27. i9  and  2761,  1st  floor  and  cellar  of  No  27.59 
and  whole  of  2d  floor  of  Nos  27.59  and  2761,  bowling  alley,  &c. 
Henry   Tiedemann   and   ano   to   Henry   Roesler   and  ano;    10  yrs, 

from    Oct    1,    1906.      Oct    19,    19tXl.      12:3278 

$225  to  ,?300  per  month,  or  total  rental  .$32,700 

Same  property.  Assign  lease.  Henry  Roesler  and  ano  to  Con- 
sumers  Brewing   Co.      Oct   16.      Oct   19,    1906.      12:3278 2,tj25 

Webster  av,  w  s,  25  n  183d  st,  — x — .  Assign  lease.  Jacob  D 
W   Goldstone   to   John   D   Haase.     Oct   19,    1906.      11:3143 nom 

Same  property.  Reassign  lease.  John  D  Haase  to  Jacob  D  W 
Goldstone.      Oct    19,    liMld,      11:3143 nom 


fhe  text  ot  these  pages  is  copyrighted.     All   rights  are  reserved.     Notice   is  hereby  given   that   infringement   will  lead   to   prosecution. 
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KING'S  WINDSOR  CEMENT 

Nr  Plastering  Walls  and  Ceilings        J.  b.  king  &  co..  No.  i  Broadway,  New  ir«^rb 


Elastic  in  Its  nature,  can  tof.  appiiea  with  25  pet 
cent,  less  labor  and  has  12'^  percent,  mure  c«>v. 
erine    capacity  than    any  other   similur    inatrrMtll 


Webster   av,    w   s,   l!.j   n   ISod   st,   store.'    Wm   C   Katzeuberger   to 

Jacob   D   W   Goldstone;    4%   years,   from  Nov   1,    lOOU.      Oct   VJ. 

l!X)(i.      31:3143 240   to   4!S<i 

Washington   av.   No   US',   all.     Casper   Schulz   to   Andrew   Dorn;    3 

years,   from   May   1,    ]!)U7.      Oct   i;4.    lilUt!.     !):23S) 1,200 

3d    av.    No    2(!20.      Assign    lease.       Henry    Herkimer    to    Tessie    A 

Herkimer.     Oct  Hi.     Oct  IS,   l!MI(i.     ".1:231").   Reprinted  from  last 

issue,    when    this   appeared   under   Manhattan    Leases nom 

3d   av.    No   2(J20.      Assign    lease.      Tessie   A    Herkommer   to   George 

Kienzle.     Oct  23.     Oct  24,   l!)0(j.     !l;2315 nom 

Same    property.      Re-assign    lease.      George    Kienzle    to    Tessie    A 

Herkommer.      Oct   23.      Oct  24,    lOOU.      0:2315 nom 


MORTGAGES 


NOTE. — The  arrangement  of  this  list  is  as  follows;  The  first  name 
Is  that  of  the  mortgagor,  the  next  that  of  the  mortgagee.  The  de- 
scription of  the  property  then  follows,  then  the  date  o'  the  mort- 
gage, the  time  for  which  it  was  given  and  the  amount.  The  general 
dates  used  as  headlines  are  the  dates  when  the  mortgage  was  handed 
Into  the   Register's  office  to  be   recorded. 

Whenever  the  letters  "P.  M."  occur,  preceded  by  the  name  of  a 
Btreet,  in  these  lists  of  mortgages,  they  mean  that  it  is  a  Purchase 
Money  Mortgage,  and  for  fuller  particulars  see  the  list  of  transfers 
auder  the  corresponding  date. 

The  first  date  iS:  the  date  the  mortgage  was  drawn,  the  second  the 
date  of  filing;  when  both  dates  are  the  same,  only  one  is  given. 

Subscribers  will  find  mortgages  in  this  list  with  the  wrong  block 
number  attached.  The  block  number  we  give  is  taken  from  the  In- 
strument as  filed. 

Mortgages  against  Bronx  property  will  be  found  altogether  at  the 
foot  of  this  list. 

October  10,  20,  22.  23,  24,  25. 
BOROUGH    OF   MANHATTAN. 

Abel,  Lillian  M  to  Clifl'ord  T  Graham.  4."ith  st,  Xo  150,  s  s,  510.8 
w  Oth  av.  10.8x100.4.  Prior  mort  .$20,000.  Demand,  0%.  Oct 
23,   lOOli.     4:007.  4,500 

Abel,  Lillian  M  to  Jefferson  Clark.  45th  st,  No  150,  s  s,  510. ,S 
w  0th  av,  lO.SxlOO.4.  Oct  18.  3  years,  57c.  Oct  23,  10(M.i. 
4:907.  2(i.(Mlo 

Alexander,  Sadie  0  to  Sadie  G  Spero.  00th  st,  Nos  153  to  157,  n 
s,  182.2  e  Amsterdam  av,  02.0x100.4.  Oct  12.  1  year.  G%.  Oct 
22,  1006.     4:1138.  400 

Anderson,  Clarence  E  to  MUTUAL  LIFE  INS  CO  of  N  Y.     GOth  st. 

No  22.  s  s,  287.0  e  Columbus  av.  ,37.(ixl0O..5.     Prior  mort  $ . 

Oct  23,  due,  &c,  as  per  bond.     Oct  25,  1000.     4:1112.  10,000 

Altmark,  Susie  to  American  Mortgage  Co.  Jackson  st.  Xo  10.  e  s, 
25  s  Madison  st,  24.0x100x24.8x100.  Oct  25.  lOlMJ.  3  years, 
5%.      1:205.  22,500 

Austin,  Emma  L  to  TITLE  GUARANTEE  AND  TRUST  CO.  12Gth 
st.  No  201.  n  s,  185  e  Sth  av,  20x00.11.  Oct  23,  due,  &c.  as  per 
bond.      Oct   24.    lOOti.      7:1032.  5.000 

Auld,  Jane  to  George  Killing.  105th  st.  No  403,  n  s,  91  e  1st  av, 
22x75.7.     Oct   18.   3  years.  —%.     Oct    19,   1900.     0:1009.         3,000 

Adler,  Samuel  and  Josef  Lax  and  Sophie  Bang  with  Jacob  A 
Geissenhainer  and  ano  trustees  Henry  Elsworth.  10th  st.  No 
600'/^,  s  e  cor  Av  B,  Nos  271  and  273.  45.0x88.  Subordination 
agreement.      Oct    18.      Oct    10.    1000.      3:083.  nom 

A-lexander,  .Sender  H  to  Banner  Realty  Co.  110th  St.  ,No  75,  n  s. 
123.0  w  Park  av,  33.9x]0(Kll.     P  M.     Prior  mort  $28.0(X).     Oct 

19,  4  years,  — %.  Oct  20,  lOOG.  0:1740.  0,000 
Brownell,    Wm    B    to   Geo    W   Johnston.      Centre    Market   pi.    No   2, 

e  s.  89.8  n  Grand  st,  runs  e  30.2  x  n  4.1  x  e  22.8  x  n  13.3  x  w 
58.2  to  Centre  Market  pi  x  s  17.4  to' beginning.  P  M.  Oct  18, 
3  years,   5%.      Oct    10,   1900.      2:471.  3.500 

Burrows,  Annie  B  to  GERMAN  SAVINGS  BANK  in  City  N  Y. 
10th  st.  No  350,  s  s,  180  e  9th  av,  20x92.  Oct  19,  190G.  1 
year,   5%.     3:742.  l,.50O 

Bachrach,  Abram  to  Biagio  Liggio.  lOOth  st.  No  162  East. 
Receipt  for  payment  of  .1;428  on  account  of  mort.     June  4.     Oct 

20,  1006.     0:1027.  

Bernheimer.  Meyer  A  and  Portland  Realty  Co  with  North  Ameri- 
can Mortgage  Co.  170th  st,  n  s,  100  e  Audubon  av.  170x190.10 
to  177th  St.  Subordination  agreement.  Oct  17.  Oct  10,  1900. 
8:2132.  nom 

Baertlein,  Julius  to  Rosalie  de  G  Cameron.  1st  av.  No  '2392,  e  s, 
G2  s  123d  st,  19.x83.     Oct  19,  3  years,  5%.     Oct  20,  lOOG.  0:1810. 

8.000 

Same  to  Chas  H  Phelps.  Same  property.  Prior  mort  $8,000. 
Oct   10.  3   years.   G%.      Oct  20.   1006.     ():1810.  2,000 

Bachrach,  Irving  to  Jas  L  Murphy  et  al  exrs  Jas  D  Murphy. 
.53d  St.  No  217.  n  s,  185  e  :id  av,  18.(ixlO0.5.  Oct  17,  due 
Feb   24.   1910,   5%.     Oct    10,    1001!.     5:1327.  S.OOO 

Bernstein,  Benj  \o  Leopold  Hutter.  Hamilton  st.  No  7,  n  s.  abt 
00  e  Catharine  st,  14.2x.50.8xl4.3x.5O.  P  M.  Oct  24.  1906. 
2  years,   5%.      1:253.  1.000 

Bonnie,  Annie  to  LAWYERS  TITLE  IXS  &  TRUST  CO.  37th 
st.  No  329,  n  s,  263  w  1st  av,  runs  n  98.0  x  w  13.0  x  n  5.7  to 
s  s,  Susan  st,  x  s  e  —  x  s  10.'!. (i  to  st,  x  w  20  to  beginning.  Oct 
17,   3   years,   5%.     Oct  24,   1000.     3:943.  7,(HXI 

Bachrach,  Abram  with  Alfred  Marshall.  131st  st.  No  36,  s  s, 
470.8  w  5th  av,  .33.4x90.11.  Subordination  agreement.  Oct  2.3. 
Oct  24.  1900.     0:1728.  nom 

Bence,  Margt  A  with  Isabella  Hay.  Mt  Morris  av.  No  28.  w  s, 
40  s  123d  St.  20x80.     Extension  mort.     Oct  24.  1906.     6:1721. 

nom 

Britz.  Chas  J  and  Chas  J  Jr  to  Moses  A  Abramowitsch.  112th  ^t, 
Nos  204  to  208,  s  s,  95  e  3d  av.  (iOxlOO.lO.  P  M.  Prior  morts 
$71,.50a.     Oct  24,  due  Apr  24,  1009,  (i%.     Oct  25,  1900.     0:1661. 

5..5t)0 

Brigando  or  Brigante,  Michele  to  Margt  W  Keck  et  al  exrs,  &c, 
Thomas  Keck.  Sullivan  st.  Nos  107  and  100.  e  s.  200.4  n  Spring 
St.  40.8x100.     Oct  19,  3  years.  5%.     Oct  25.  1906.     2:.503.      .56.000 

Brandt,  Henry  to  Josephine  A  Ulrich  guardian  Chas  J  Heuser  and 
ano.  13th  st.  No  643.  n  s.  142.0  w  Av  -C,  27x103.3.  Oct  •25. 
1906,  5  years,  5%.     2:306.  23.000 

Berliner,   Julius  and   Max  Greenberg  to  Business  Mens  Realty  Co. 


112th  st,  Nos  138  to   142,  s  s.  520  w  3d  av.  53.7x100.11.     Prior 

mort   .$ .      Building  loan.     Oct  22.  1  year,  ^%.     Oct  25,  1006. 

6:1630.  22,000 

Bauraann.  Theresa  to  GREENWICH  SAVINGS  BANK.  35th  st. 
No  205.  n  s.  113  e  8th  av,  10x98.9.  P  M.  Oct  22,  1906,  2  yrs, 
41/2%.      3:785.  10,000 

Boyle,  Henrietta  lo  American  Mortgage  Co.  35th  st.  No  440, 
s  s,  475  w  0th  av,  2.5.\08.0.     Oct  22,   1006,  3  years,  5%.     3:732. 

18,000 

Beyerle.  Jacob  with  Harriet  Bennett.  2d  av.  No  23(i7,  w  s,  100.11 
s  r22d  st,  35x82.7.     Extension  mort.     Oct  20,  1906.    0:1780,      nom 

Bingham.  Amelia  to  Harry  Sophian.  31st  st.  No  40,  s  s,  235  e 
Madison  av.  20x98.0.  Oct  15,  1  year,  O'/t.  Oct  23,  1006.  3:- 
800.  5,000 

Blaney  (Charles  E)  Amusement  Co  to  Wm  E  Rounds.  40th  st. 
Nos  108  to  112,  s  s,  143  w  6th  av.  64x100.5.  Prior  mort  $8t>.- 
000.      Oct   10.   due   Dec  22,   1006.     — %.     Oct  23,   1006.     4:1(X>1. 

10,000 

Same  to  same.  Same  property.  Certificate  as  to  oonseni  of  stock- 
holders to  above   mort.      Oct  10.      Oct  23.   10(16.      4:1(101.  

Blaney  (Charles  E)  Amusement  Co  to  TITLE  GUARANTEE  AND 
TRUST  CO.  49th  st.  No  108,  s  s.  143  w  6th  av.  21.4x100.5;  40th 
St.  No  no.  s  s.  104.4  w  6th  av.  21.4x100.4;  40th  st.  No  112, 
s  s,  185.8  w  (ith  av,  21.4x100.  Oct  22,  due,  &c,  as  per  bond. 
Oct    23,    1906.      4:](MH.  80,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to  above  mort.     Oct   10.      Oct  2.'!,    1000.     4:1001.  

Blaney  (Charles  E)  Amusement  Co  to  Paul  E  Tiemann  and  ano. 
0th  av.  No  865,  w  s,  25  s  40th  st,  25x100.  Oct  22,  5  years,  — %. 
Oct    23,    1006.      4:1001.  37,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders    to   above   mort.      Oct   10.      Oct   23.    1906.      4:1001. 

Bohemian.  Moravian  Real  Estate  Assoc  to  Herman  A  Prum.  60th 
st,  Nos  413,  n  s,  213  e  1st  av,  25x100.4.  P  M.  Prior  mort  $15,- 
000.     April  3,  3  years,  0%.     Oct  23,  19O0.     5:1464.  6.000 

Beck,  Frederick  and  Christian  to  John  J  Meune.  2d  av.  No  .502. 
Lease  bakery  fixtures,  chattels,  &c.  Oct  20,  due,  &c,  as  per  notes. 
Oct  2.'!,   190<>.      3:934;  1,200 

Black.  James  B.  Minnie  A  and  Jessie  K  to  Adele  E  Black.  S2d  st. 
No  135.  n  s.  4.32.(i  w  Columbus  av,  17.6x102.2.  Sept  14,  3  yrs, 
41/2',;.      Oct   23.    10O(i.      4:1213.  4,300 

Cutcheon.  Franklin  W  M  to  Fredk  A  Schermerhorn  trustee  Ade- 
line E  Schermerhorn.  30th  st.  No  147.  n  s.  180  e  Lexington  av, 
20x08.0.      P   M.      Oct  2;!.    100(!.   3  years.  41/2'A.      3:802.  20,000 

Cohen.  Harris  and  Lena  his  wife  and  David  A  to  Israel  Lippmann 
and  ano.  49lh  st.  Nos  345  and  347,  n  s,  1.50  w  1st  av,  37. Ox 
100.5.  Prior  mort  $45,<I(I0.  Building  loan.  Given  as  collateral 
security  for  building  loan  of  $25,000  and  mort  of  $15,000.  Oct 
18.   demand.   0  ,,.      Oct   23,    1000.      5:1.'U2.  20.0(J0 

Cohen,  Harris  and  David  A  to  Israel  Lippmann  and  ano.  *2d  av, 
Xos  ;i07  and  900,  n  w  cor  4S(h  st.  Nos  257  and  2.50,  70.5x4(t. 
Prior  mort  .$38,2.50.     Oct  18,  demand,  6%.     Oct  23,  1006.  5:1322. 

25,000 
Curtis,   Fredk  K  to  Harrts  D  Colt.  02d  St.  No  126,  s  s,   154  w  Lex- 
ington av.  21x100.5.     Oct   10,  due  April  1,   1909,  4'/.%.     Oct  23,. 
190(i.      5:1390.  27  ()0O 

Cole.  Robert  A  to  Mitchell  B  Marks  and  ano.  13Gth  st.  No  1<)2. 
s  s.  75  w  Lenox  av,  l(;.8.x09.11.  2  years,  6%.  Oct  23,  1900. 
7:1920.  l.OtMl 

Cathedral  Parkway  Realty  Co  to  Simon  Uhlfelder  and  ano.  137th 
st,  s  s,  2.55  w  Broadway,  2  lots,  each  85x90.11.     2  morts,   each 

$15.0(10;    prior    morts    $ .      Sept    18,    demand.    W/r-      Oct    22, 

1001;.      7: '-'(.•02.  .30,000 

Cohen,  Heyman  to  Alfred  M  Rau.  Market  st.  No  91,  w  s,  20.3 
n  Water  st,  20x51x10.10x51.2.  P  M.  Oct  22,  1906,  2  years, 
6%.     1:250.  2.6,50 

Cohen,  Ike  with  TRUST  CO  OF  AMERICA.  109th  st.  Nos  133 
and-  1."!.5.  n  s.  323.9  e  Park  av.  37.GxlOO.ll.  Subordination 
agreement.     Oct  22,   1900.     <>:1037.  nom 

Crofts,  Chas  V  to  Anne  Towle  et  al.  Av  A,  Nos  1.305  to  1309. 
w  s,  102.2  s  75th  st,  runs  w  100  x  s  69.11  x  s  101.3  (?)  to  w  s 
Av  A  X  n  ,S.5.8  to  beginning(  ?),  probable  error.  P  M.  Oct  15, 
due   Sept   15,    1900,  5>/r.      Oct  22,   1000.     5:1409.  25.000 

Cirigliano,   Francesco  and   Salvatore   and  Roccor   Verre  with   Rosa 
Strauss.     45th   st.   No  311.   n  s,   175  e  2d  av,  2.5x100.5.     Exten- 
sion mort.     Oct   15.     Oct   19,  1006.     5:1338.  nom 
Cooper,    Robert    W    with   Congregation   Ansche   Chesed.      13(Ith   st, 
No   12(i,   s  s,   270  w  Lenox  av,   1.5.x99.11.     Extension  mort.     Oct 
24.      Oct   25,   1006.      7:1020.                                                                   nom 
Chertoff,   Noah   to   Alfred   Marshall.   131st  st.   No  .36,   s  s.  47(i.8  w 
5th   av.   :!3.4x00.11.      Prior  mort  $20,000.     Oct  23,   5  years,   5%. 
Oct  24,   1000.     0:1728.                                                                            4,000 
Cohn-Baer.    Myers    &    Aronson    Co    to    TITLE    GUARANTEE    AND 
TRUST  CO.     30th  st.  Nos  145  to  147,  n  s.  175  e  7th  av.  50x08.9. 
Oct    23.    due,    &c.   as    per   bond.      Oct    24.    lOtlO.      3:806.           .50.000 
Same    to    Geo    J    Humphrvs.      Same    property.      P    M.      Prior   mort 

.$50,000.     Oct   2.'!.   1   year.  —'/r.     Oct  24,    1006.     3:,80G.  15,000 

Construction  Realty  Co  and  Harry  P  Stimson  with  SamI  F  &  W 
C  Adams.  Broadway,  s  w  cor  .54th  st.  — x — .  Subordination  of 
mortgage  to  lease.      Oct   1.     Oct  24.  1906.     4:102.5.  nom 

Cohen.  Louis  to  Thomas  C  Curran  and  ano.  Audubon  av,  s  w 
cor  171st  St.  95x125.  Oct  18.  1  year.  07t .  Oct  19.  1006. 
8:2127.  7,750 

Cohen.  Isaac  to  Albert  Shapiro.     13.3d  st.  No  5.  n  s.  110  w  5lh  av, 
25x00.11.       Prior    mort    $10,700.       Oct     10,     1000,     due    Apr    1.     , 
1007,   6%.      (i:1731.  3,000 

Corey,  Edw  B,  Far  Rockaway.  N  Y,  to  John  C  R  Eckerson  et  al, 
exrs,  &c.  Jos  H  Snyder.  (iOth  St.  No  05,  n  s.  70.,S  e  Columbus  av. 
18.2x100.5.  July  2.  5  years.  5f,;.  Oct  19,  lOOIi.  4:1122.  20.0<I0 
Caponigri.  Maria  F  to  American  Mortgage  Co.  ]07th  st,  Nos 
320  and  322,  s  s,  300  w  1st  av,  2  lots,  each  25x100,11.  2 
morts.  each  $16,000.  Oct  19.  1906,  5  years,  .5%.  6:1(!78.  32,000 
Same    to   same.      Same    property.     2   morts,   each   $1,000;    2   prior 

morts    each   $10(KI0.      Oct   10.   1906.   1   year.   6/'-'.     (!:1G78.       2.000 
Cohen,    David    to   Thomas    Booth.      117th   St.    No   320,    n   s.   3.50   0 
2d   av,    25x100.      P    M.      Sept    10,    2   years,    'Y'/c.      Oct   10.    1!H)6. 
6:1689.  0,000 

Cohen,  David  to  .\merican  Mortgage  Co.  117th  st,  No  328.  s  3, 
3.50  e  2d  av,  25x11X1.10.  P  M.  Oct  17,  1  year,  5%.  Oct  10. 
100(i.      6:1088.  8,000 


The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved.     Notice   is  hereby  given  that   infringement   will   lead  to  prosecution. 
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Cahill,  MichI  and  John  M  Barry  to  Aaron  Guedalia.  134th  st. 
Nos  -'-M  to  2-2\  s  s,  ;WK)  w  7th  av,  75x99.11.  Oct  18,  1  year, 
0%.      Oct    19,    190U.      7: 1939.  .    p'o 

Delagi.  Michl  N  to  George  Er£f.  Broome  st.  Nos  05  G<  and  bJ. 
on  nap  Nos  05  and  07.  s  w  cor  Cannon  st  No  19  50AxoU.  Oct 
11,   due   Jan   17,   1908,   O'/o     Oct    19,   19O0.      2:331.  2,<X10 

DnllP  I  izzie  to  FRANKLIN  SAVINGS  BANK  in  City  N  Y.  44th 
st    NO  455.  n  s    r.'5  e  10th  av,  25x100.4.     Oct  24.^1900,  1  year 

Davts,  (B  G)  &  Co  to  Barnett  G  Davis.  Av  A.  No  1327,  s  w  cor 
71st  _s_t,  No  430,  23.4x87.     Oct  22,  3  years,  -%.     Oct  24,   1900^.^ 

Eisemaii:  Saml  to  SchoUe  Bros.  Grand  st  No  73  ss  18  e 
Wooster  st,  22x75.     Oct  19,  due  Jan  1,  1910,  4%.     Oct  22.  ^^^^^^^ 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Walter  S  Mack, 
list  st.  No  312  West.     Extension  mort.     Sept  1.     Oct  2-,  IJUb. 

EQUITABLE   LIFE  ASSUR  SOC   ot  the   U  S   with  Ernest  Werner. 

73d   St.    No   30   Bast.      Extension   mort.  Sept   1.      Oct  22,   IJOIi. 

r" .  1  'jy"  norii 

EQUITABLE   LIFE   ASSUR   SOC   of  the   U  S   with   He^ne   Metzger. 

74th   st    No   13   East.      Extension  mort.  Sept  1.      Oct  22,   l.iui.. 

Ehret  "  George  with  Herman  Goldbergor.  7th  st.  No  120.  Ex- 
tension mort.     Oct  22,  1900.     2:434.  ^  ^y,    """^ 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Oscar  D  Thees. 
7th  av  No  2288.  Extension  mort.  Sept  1.  Oct  __,  ].".">. 
1940 '  '^°^ 

EQUITAIBLE  LIFE  ASSUR  SOC  of  the  U  S  with  Henry  A  Knauer. 
ith    av,    No    22.50.      Extension    mort.      Sept    1.      Oct    22.    1900. 

^'Ifi'^W  DO  LU 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Eliz  J  Moore 
lllth  av,  Nos  274  and  270.  Extension  mort.  Sept  1.  Oct 
•>•>    i«ior      'i'T'**^  '  noiu 

Eve'i^son,  DuaneTwith  Mary  Power  et  al.  99th  st.  No  200  s  s, 
100  e  West  End  av,  25xlO0.ll.  Extension  mort.  Oct  26.  l,IOt). 
Oct   25,   1900.      7:1,S70.  i-,,"""" 

Erickson.  Helen  J  to  Selmar  Hess.  93d  st  No  2;i9.  n  s,  loO  w 
Broadway,    19x100.8.      Oct    22,    4    years,   4^%.       Oct    2.,.    lOOt,.^ 

Epstlm^Max  and  Harris  Cohen  to  LAWYERS  TITLE  INS  AND 
TRUST  CO.  120th  st.  Nos  113  and  11. >.  n  s.  190  e  Park  av,  .it  x 
99  11.     Oct  24,   1900,  5  years.  5/;.     0:1775.  'i-\u 

Equitable  Life  Assurance  Soc  of  the  U  S  with  Wm  S  Coe.  4oth 
st  Nos  158  s  s,  174.8  e  Broadway,  20xl00.o.  Extension  of 
mort.     Oct  9.     Oct  24.  1900.     4:997.  .       nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Katherme  M 
Rook.  70th  St.  No  213  West.  Extension  mort.  Oct  1(.  Oct 
i<i     1  'MM '       -4-'  1 1  ( '(**  nom 

Eusiier,"  Genovefa,  "Borough  ot  Richmond,  N  Y,  to  STATEN  ISL- 
AND SAVINGS  BANK.  133d  st.  No  35y2.  n  s,  4.^.>  e  Lenox  av, 
40.8x99.11.  Oct  17.  1900,  1  year,  5%.  'i:1731  Corrects  eiror 
in   last   issue,   when  amount   of  mortgage  was  !t-10,000.  otniu 

Feigensohn  David  to  Louis  Druskin  and  ano.  lOth  st.  Nos  ol-^l 
and  521,  n  s,  298  e  Av  A,  50xl(»2.2.  Prior  mort  $42,000.  Oct 
10    due  Feb   15,   1907,  0%.     Oct  19.   1900.     5:1488.  0,000 

Frank,  Meyer  to  Kassel  Edelson  and  ano.  Lenox  av,  n  e  cor 
141st  st,  99.11x1.50.  Prior  mort  .$78,000.  Oct  18,  due  Feb  1 
1907.  6%.     Oct   19,   1900.     0:1739.  ^_  „,,o-"'""" 

Freedman.  Joseph  to  David  Werdenschlag.  94th  st.  Nos  JO.j  _a_n_d 
•XI5  n  s  1<H>  w  Amsterdam  av,  runs  w  52  x  n  w  100.8  x  e  U(.2 
X  s'l00  8  to  beginning.  Prior  mort  .$75,000.  Oct  19,  1900,  due 
Jan   19,   1907,   0%.     4:1242.  0,000 

Freedman  Joseph,  Brooklyn,  N  Y.  to  John  E  Marsh  and  ano  exrs 
&c  Rolph  Marsh.  94th  st,  Nos  203  and  205,  n  s  100  w  Am- 
sterdam av„  52x100.8x57.2x100.8.  Oct  19,  1900,  5  years,  5/,. 
^.l.)^.!  7a,000 

Flood'  Eugene  J  to  TITLE  INS  CO  ot  N  Y.  37th  st.  No  442,  s  s. 
235  e  10th  av,  2O.x98.0.  P  M.  Oct  10,  3  years,  5%.  Oct  19. 
1900.     3:734.  .  ^,      .'i-.'v'W 

Frankenthal,    Jacob    With   Lillian    W    Moers.      Lenox    av,    No   4o_. 

Extension   mort.     June   5.      Oct   19,   1900.     0:1730.  nom 

Fournier,  Joseph  to  N  Y  SAVINGS  BANK.  58th  st.  No  t>0,  s  s, 
•^5  w  Park  av,  18.9x100.5.  Oct  19,  1900,  due,  &c,  as  per  bond. 
5-1293  2.j,0(X) 

Falk  Seiig  and  Joseph  Fine  to  Max  Tannenbaum.  Manhattan  av. 
No's  409  and  1.S7,  n  w  cor  107th  st.  No  51,  2(11.10  to  s  s  lt>Sth 
st  No  .50,  xltll).  Prior  mort  .$292,000.  Oct  10,  due  May  2,  190i. 
0%.     Oct  19,  ]90i;.     7:1.S43.  2o,tl00 

Fluri   Construction   Co   to   METROPOLITAN   LIFE  INS  CO.   Broad- 
way   Nos   3820  to   3820,   n  e   cor   1.59th   st,   99.11x100.      Oct  23, 
•    due  Nov   1,   1909,  HViX-     Oct  24,  190(1     8:2118.  170.000 

Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to   above  mort.     Oct  23.     Oct  24.   1900.     8:2118.  nom 
Forman.  Aaron  and  George  .^ronson  to  Florence  Nathan  and  Hilda 
Abrahams.     <iSlh   st,   Nos   431   and   433,   n   s,   1.50  w  Av   A,  50x 
1110  5      Prior  mort  .$44,000.     Oct  20,  due  Apr  1,  1907,  — %.     Oct 
2.5,  190i;.     5:1403.                                                                                    •'">  000 
Fishel,   Rebecca  and  William  to  Sanders  Gutman  and  ano.      101st 
st.  No  510,  s  s,  175  w  Amsterdam  av.  2.5x99.11;  Kilst  st,  No  .508. 
s  s    150  w  Amsterdam  av,  25x100.     Oct  22,  due,  &c.  as  per  bond. 
Oct  25,    loot!.     8:2119.                                                                               12.000 
Forman.  Aaron  and  George  Aronson  to  Morris  A  Wolinsky.    92d  st. 
Nos  336  and  338,  s  s.  200  w  1st  av,  50x100,8.     Prior  mort  .$50,- 
400.      Aug   27,    due   Jan    1,    1907,   — %.     Oct   25,    1900.     5:1554. 

O.OOO 
Flat  iron   Realty  Co   to  J   Romaine   Brown.     34th  st.   No  30G,   s  s, 
122  0  e  2d  av,  21.3x98.9.     P  M.     Oct  16,  4  years,  —%.     Oct  23 
1901).     3:939.  .  ,   12.500 

Flatiron  Realty  Co  to  J  Romaine  Brown.  34th  st.  No  304,  s  s. 
101.3  e  2d  av,  21.3x98.9.  P  M.  Oct  16,  4  years,  — %.  Oct  23. 
1900.     3:9.39.  13.000 

Flatiron  Realty  Co  to  Alex  P  W  Kinnan.  34th  st.  No  308,  s  s. 
143.9  e  2d  av,  21.3x98.9.  Oct  16,  4  years,  — %.  Oct  23,  190(!. 
3:939.  12,.500 

Paggelle,  Joseph  to  LAWYERS  TITLE  INS  &  TRUST  CO.  2d  av, 
Nos  2180  and  2188,  e  s,  84.2  s  113th  st,  41.8x100,  except  from 


above  plot  begins  1(10.10  s  113th  st  and  100  e  2d  av,  runs  s  (1.3 
X  s  w  —  X  n  e  — to  beginning,  gore,  Oct  22,  due  June  30.  1911. 
5%7o.     Oct   23,   ItlllO.     0:1084.  43,(.M.I0 

Same  and  Sigmund  Ashner  with  same.  Same  property.  Subordi- 
nation  agreement.      Oct   22.     Oct   23.   19.06.   (i:l(5,S4.  nom 

Fortgang.,  Israel  to  Geo  S  Hamlin.  110th  st.  No  04.  s  s,  120  e 
Madison  av,  25x100.11.     Oct  23,  1906,  5  years, .57,.  0:1615.    22,000 

Goldstein,  Jacob  to  Henry  Punchard.     Water  st.  No  432,  n  w  cor     * 
Market   st.   No  93.   51x20.     P  M.     Prior  mort  $8,000.      Oct  1.  5 
years,  :,'/,.     Oct  23,   1906.     1:2.50.  7,000 

Glanckopt,  Frances  and  Isaac  Lichtenstein  with  TRUST  CO  OF 
AMERICA,  lllth  st,  Nos  83  and  85  East.  Subordination  agree- 
ment.     Oct   10.      Oct   23,    1900.      6:1617.  nom 

Godspeed  Realty  &  Impt  Co  to  Bertha  Cohn.»  Audubon  av,  n  w 
cor  171st  st,  95x10(1.  Certificate  as  to  consent  of  stockholders 
to  mort  for  $4. (KM).     Oct  18.     Oct  22.  19tKi.     8:2128.  

Greentree.   Theo  to  American   Mortgage  Co,      35th  st.   No  44(1.   s  s. 


475  w  9th   av,   25x98.9.     Subordination  agreement.     Oct   1. 


Oct 
nom 


1906.     3:732. 

Goldberger,  Herman  to  Josephine  Ruess.  7th  st.  No  120.  s  s, 
125.1  w  Av  A.  24.7x90.10.  P  M.  Prior  mort  $22,000.  Oct  22, 
]',)06,   due   Nov   17,    1!IU,   6%.      2:4.",4.  7,.5O0 

Glaubinger.  Wm  and  David,  and  Israel  Flam  to  Sally  Loewen- 
thal.  121st  st.  No  320,  s  s,  200  e  2d  av,  2.5x100.11.  Prior 
mort    $22,000.      Oct    10,    3   years,   67c.      Oct   22,    1900.      6:1797. 

8,(X)0 
Geiger,    Charles    and    Solomon    Braverman    to   Mark    L    .-Abrahams. 
120th  St.   No  204  West.      Partial   satisfaction  of  mort   to   extent 

of  .$2fK)0.     Oct    19.     Oct   22.   1906.     7:1925.  

Goldstein,  Joseph  and  Bernhard  and  Fred  to  TRUST  CO  OF 
Nos  133  and  1.35,  n  s,  323.0  e  Park  av, 
due    Oct    19,    1910,   57o.      Oct   22,    1906. 

40.000 
M   Zimmermann   Co,   a   corpn.      3d   st.   No 
w  Av  C,  runs  s  w  70  x  s  e  10.(5  x  s  w  3.5.11 
105.11   to   st  X  s  e  26.8  to  beginning.      Prior 


109th   st, 
Oct    12, 


AMERICA 

37.0x100.11 

0:1637. 

Goldman   Realty   Co    to 
248,  s  w  s,  147.8 
n   w  .3"  " 


mort    .$.50,410.      Oct   22,   4   months,    6%,      Oct 


1906. 


2:38.5. 
1.8O0 

Goldman,  Laurette  to  Joshua  Silverstein.  1.53d  st.  No  .5,30,  s  s, 
425  w  Amsterdam  av,  37.6x99.11.  Mar  1,  due  Jan  13,  1908,  i\%. 
Oct  23,    1900.      7:20.S4.  5,000 

Goldman  Realty  Co  to  Saml  Klar  and  ano.  3d  st.  No  248,  s  w  s, 
147. ,S  w  Av  C,  runs  s  w  70  x  s  e  10.0  x  s  w  3.5.11  x  n  w  37.2  x 
n  e  105.11  to  st,  x  s  e  20.8  to  beginning.  P  M.  Prior  mort 
.f32  0(JO.      Oct    15.    4   years,    G%.      Oct    24,    1900.      2:.3.S5.         0,910 

Golomb.   Isaac  M  and  Chas  Magid  to  Frank  Hillman  and  ano.     .53d 


st,    Nos   246 

and    ; 

248,   s   s. 

1((0 

w 

2d 

av, 

3: 

!.4xl(.10.5. 

Building 

loan. 

Prior 

mort 

.$23,000. 

Oct 

23 

.  1 

year. 

6%.     Oct 

24,   190(i. 

5:1326 

18,000 

Same   to 

same. 

Same  property 

.  P 

M. 

Oct  1, 

1 

year,  67c. 

Oct  24, 

1900. 

5:132 

6. 

11,000 

Goldfein.   Barnet   and  Jacob   Lazerowitz   to   Gustave  Tonner.   lllth 

St.  No  78,  s  s.  163.4  w  Park  av.  17.2x100.11.     P  M.     Prior  mort 

$8..5(:)0.      Due   April   22,   1907,   6?/.      Oct  22.    1906.     0:1616.    2,000 
Godspeed   Realty   &   Impt   Co   to   Bertha   Cohn.     Audubon   av,   n   w 

cor    171st    st,    95x100.      Oct    18,    1    year,    C7c.      Oct    19.    1900. 

8:2128.  4,0(J0 

Same  to  same.     Same  property.     Consent  of  stockholders  to  above 

mort.     Oct   18.     Oct  19,  1900.     8:2128.  ■  

Guggenheimer,   Randolph   to   Sarah   M   May.     19th   st,   No   21,   n   s, 

345    w    5th    av,    25x92.      P    M.      Oct    18,    due    Nov    1,    1911.    5%. 

Oct  19,  1906.     3:821.  34,000 

Granieri,   Felice   to   Joseph   McEvoy.      107th   st.   No   230,   s   s,   175 

w    2d    av,    25x100.11.       July    14.    3   years,    6%.       Oct   20,    1906. 

3,000 
Y,    to   Michl    N   Delagi.      113th    st. 
Park   av,   50xl(X).ll.     P   M,      Prior 


0:1()56. 

Gordon,    Samuel,    Brooklyn.    N 
Nos   70   and   72,   s   s,   180  w 


mort  $18,875.  Oct  17,  due  Apr  17,  1900,  67..  Oct  19,  1906. 
6:1018.  5,000 

Gretzer,  Kate  to  Louis  Levy  and  ano,     117th  st.  No  120,  s  s,  17.5 

e  Park  ^v,  20x100.11.     P  M.     Prior  mort  $ .     Oct  19,  1906,  1 

year,  67f,     0:l(j44.  2,500 

Goldbacher  Ernest  to  TITLE  GUARANTEE  &  TRUST  CO.  131st 
st.  No  109,  n  s,  131.3  w  Lenox  av,  l.S.9.x99.11.  Oct  10,  due. 
&c,   as  per  bond.     Oct   20,   1906.     7:1916.  10,000 

GoldsoU,  Joseph  F  to  GERMAN  SAVINGS  BANK  in  City  N  Y. 
8th  av,  No  2374,  n  e  cor  127th  st,  Nos  281  to  287,  25x100. 
Oct   li).   1   year,   Ws'/c     Oct   20.   1906.     7:193.3.  15,000 

Hallecy,  Mary  to  Wm  P  Cashman.  182d  st.  No  516,  s  s,  170  e 
Audubon  av,  50x70.     Oct  18,  1  year,  — %.    Oct  19,  1906.     8:21.55. 

8,000 

Hahn.  Max  to  Philip  Bolender.  98th  st.  No  54,  s  s.  1.30  w  Park 
av.  25x100.11.  Oct  19,  due  Jan  1,  1912,  —%.  Oct  20.  1906. 
6:1603.  ■  17.000 

Heyner.  Auguste  and  Bernhard  and  Herman  A  Heydt  with  Her- 
mann Bruns.  6th  st.  No  52.3  East.  Subordination  agreement. 
Oct    18.      Oct    20,    1906.      2:402.  nom 

Henderson,  Simon  to  Sydney  Katz.  Jefferson  st.  No  48,  w  s,  70  s 
Madison  st,  30x26.1.  Prior  mort  $13,000.  Oct  18,  1  year,  G%. 
Oct   19,   1906.     1:271.  2,000 

Hazelton,  Mary  H  to  FARMERS  LOAN  &  TRUST  CO.  University 
pi,  Nos  06  and  08.  w  s,  76.9  n  10th  st,  runs  n  43.3  x  w  100  x  s 
25  X  w  6.11  X  s  18.2  x  e  105.7  to  beginning.  Oct  18,  3  years, 
~^/r.      Oct   19,   1906.      2:568.  20.000 

Hoffman,  Israel  to  John  M  Cahill  and  ano.  Amsterdam  av.  Nos 
2176  to  2178,  s  w  cor  lOSth  st.  No  500,  50x100.  Oct  15.  3 
^ars,  ,57r.     Oct  19,   1006.     8:2123.  25,000 

Haines,  Saml  B  to  Wm  A  Martin.  34th  st,  Nos  215  to  221.  n  s, 
175  w  7th  av,  100x98.9.  Oct  19,  1906.  due  Sept  20,  1908,  6%. 
3:784.  90,000 

Hall.  Susie  S  to  TITLE  GUARANTEE  &  TRUST  CO.  91st  st. 
No  51,  n  s,  88.1  e  Madison  av,  18x100.8.  Oct  18,.  due,  &c,  as 
per    bond.      Oct    20,    1900.      5:1.503.    .  18.000 

Haber,  Morris  and  David,  and  Saml  Dworkowitz  to  Josef  Ham- 
burger and  ano.  West  Broadway.  No  425,  e  s,  250  n  Spring 
st,  25x100.  P  M.  Prior  mort  $35,(XI0.  Oct  16,  due  Jan  1. 
1<W8,   07r.      Oct  20,-  10O6.     2:.501.  1.000 

Held,   Charles   and  Louis  Fraukel   to  Arvilla  Einstein   ct  al   exrs 


October  27,  1906         Mortgages 


RECORD      AND      GUIDE  Manhattan 


70s 


•LARGEST    DISTRIBUTORS    OF    FRONT    BRICK    IN    THE    WORLD" 

ENAMELED 


FRONT 

BRICKS 


GENUINE 


"HARVARD" 


NAZARETH 
CEMENT 


Portland 


FRE,DE.NBURG    6    LOUNSBUKY 

Rooms.  63=.69,  289  FOURTH  AVENUE,,  Corner  22d  Street, 


NEW  YORK 


Moses    Einstein.      lUh    st.    No   lice,    s   s,    10")   e   .'^nl    av   or    Rowery. 
2.jx!J7.      Oct    IS.    due    Feb   IM,    i;)ly,   5%.      Oct    li),    I'JOIi.      2;-Ki"l. 

25,000 

Heyner,  Auguste  B  wife  ot  and  Bernhard  to  Hermann  Bruns. 
(ith  st.  No  523,  n  s,  325  e  Av  A,  25x90.10.     Leasehold.     Oct  IS, 

■    3  years.  (%•      Oct  20,   lOOG.     2:402.  3(I0U 

Hirsh,  Harry  to  City  Real  Estate  Co.  Ludlow  st.  No  112,  e  s, 
]25  n  Dcfancey  st,  25x87.6.  Oct  20,  due  Auk  2,  1009,  — %.  Oct 
24,  lllOli.     2:410.  20,000 

Hoffman.  Isabella  C  to  Frances  S  Vogel  guardian  Dorothy  B 
Shepard.  3d  av.  No  942,  w  s,  100.5  n  5(ith  st,  25x95.  P  M.  Oct 
22,  3  years,   '>'/,.     Oct  24,   1900.     5:1311.  25,(XKJ 

Hahn,   Jacob  with   LAWYERS  TITLE  INS  AND  TRUST  CO.      Riv-      .• 
ington  st.   No  1.54.     Subordination   agreement.     Oct  17.     Oct  24. 
1900.      2:349.  nom 

Harris.  Wilhelmina,  Greenwich,  Conn,  to  TITLE  GUARANTEE 
AND  TRUST  CO.  South  st,  Nos  296  to  303.  n  w  cor  Mont- 
gomery St.  184.10x143  to  s  s  Water  st.  Nos  5S5  to  595.  xl85.10 
xl40.     Oct  24,   190(i,  due,  &c,  as  per  bond.      1:245.    .  100,<lll0 

Heutschel,  Otto  to  TITLE  GUARANTEE  &  TRUST  CO.  10th  av. 
No  132,  e  s,  2-)  n  LSth  st,  22.4x75.  Oct  22,  due,  &c,  as  per 
bond.     Oct  23,  lOOO.    3:716.  9,000 

Hahn,  Lou»s  to  Alfred  C  Chapin.  83d  st.  No  142,  s  s,  25.10  e 
Lexington  av,  36.5x1(12.2.  P  M.  Oct  24,  5  years,  .5%  tor  1st 
year  and  4V4'/f   for   remainder  of   term.      Oct  25,   1906.      5:1511. 

.33,500 

Hurwitz,  Meyer  and  Henry  Schwartz  to  Henry  Brandt.  13th  st. 
No  643,  n  s,  142.6  w  Av  C.  27x103.3.  P  M.  Prior  mort  !)!23,O0O 
Oct  25,   1!M_)6,  due  Oct   1,  1911,  6%.     2:.396.  IIODO 

Haynes,  Mary  F  to  James  A  Farley.  Madison  av,  No  518,  w  s. 
60.5  n  .53d  st,  20.x95.     P  M.     Prior  mort  $50,000.     Oct  25.  1906. 

2  years,   {.;%.      5:1289.  12.0011 
Hoeger,   Fredericka   with   Nathan  Shapiro.      100th   st.   No  69.   n   s, 

80    w    Park    av.    20x100,11.      Extension    mort.       Oct    19.    1906. 

6:1^)06.  nom 

Henschel.   Nelly  to  TITLE  INS  CO  ot  N  Y.     102d  St.  No  211,  n-  s, 

1.S0  e  3d  av,  25xlo0.ll.     Subordination  agreement.     Oct  12,     Oct 

22,   1906.     6:1652.  nom 

Hanlein,  Caroline  and  Henry  individ  and  as  exrs,  &c,  Henry  Han- 

lein,    and   Minnie   and  Theo   J   Hanlein   to  Fredk   Sheldon.      103d 

st,  n  s,  300  e  1st  av,  13x100.11;   103d  st,  n  s,  100  e  1st  av,  2t.KJ 

xlOO.      Oct   18,    due    Nov   1,    1911.   5%.      Oct   22.    1906.      0:1697. 

25.f«0 
Hurst.    Saml   T  Jr   to   FARMERS   LOAN   &   TRUST   CO.      40th   st. 

Nos  105  to  111.  n  s,  109.11  w  6th  av,  90.1x98.9.     P  M.     Oct  IS. 

1    year.   —%.      Oct    22,    1900.      4:993.  140,000 

Harris,    Harry   to    Martin   Scherb.      45th    st.    No   533,    n    s,   325   e 

11th  av,  25x100.5,     Oct  20,  5  years,  5%,'   Oct  22,  1906.     4:1074. 

12.000 
Hirschbein.    Estella    wife    of    and    Nathan .  to    Wilson    M    Powell. 

105th   St.   No   130.   s   s,   283.4   e   Park   av,   16.8x100.11.     Oct   19. 

3  years,  .5%.     Oct  22,   1906.     6:1632.  •        7,<:m)0 
Hoffman.  Chas  F  to  Harold  D  Watson.     Beekman  st.  No  96,  n  e  s, 

100  n  w   Pearl   st,  25.4x99.1x25.7-\99.9.     P  M.     Oct  17,  3  years, 
— %.     Oct  19,  1906.     1:98.  30,000 

Hecht,  Charles  to  Abraham  D  Weinstein.  70th  st,  Nos  41.3  to 
417.  n  s,  263  e  1st  av,  2  lots,  each  37.6x100.4.  2  P  M  morts,  each 
.$14,000;  2  prior  morts  $34,000  each.  Oct  23,  1900,  0  years. 
6%.     5:1465.  28.000 

Heidenheimer,  Annie  to  John  A  Fiske  and  ano.  Amsterdam  av. 
No  566,  w  s,  109  s  SSth  st,  20x100.  Extension  mort.  Oct  3. 
Oct  23.  1906.     4:12.35.  nom 

Isham.  Charles  to  TITLE  GUARANTEE  &  TRUST  CO.  6Gth  st, 
No  15,  n  s,  281  e  5th  av,  19x100.5.  Oct  19,  due,  &c,  as  per 
bond.     Oct  23,   1906.     5:1381.  .35.000 

Jacobs,  Simon  and  Saml  Hutkoff  to  Murtha  &  Schmohl  Co.  124th 
st,  Nos  2.33  to  2.39.  n  s,  167  w  2d  av,  80x100.11.  Oct  22,  1906, 
demand,  6%.     6:1789.  10,100 

Jacobs,  Simon  and  Saml  Hutkoff  to  Rachel  Geiger.  107th  st,  Nos 
214  to  220,  s  s,  200.8  e  3d  av,  87.-5x100.11.  Prior  mort  $117,- 
.500.      Oct   18,   demand,   0%,      Oct   19,    1906.      6:16156.  5,000 

Jacobs,  Solomon  to  Philip  Bolender.  98th  st.  No  54,  s  s,  1.30 
w  Park  av.  25x100.11.  Subordination  agreement.  Oct  19.  Oct 
20,    1906.      6:1603.  nom 

Janos.  Morris  and  Jacob,  Brooklyn,  N  Y,  to  Adeline  Widmayer. 
St  Marks  pi.  No  50,  8th  st,  s  s,  275  e  2d  av,  25x97.6.  Prior 
mort  $20,000.     Oct   19,   1906.  3  years,   iVe.     2:449.  7,000 

Jacobs,  Joel  and  Meyer  C,  and  Wra  Marienhoff  to  Sarah  W  Gil- 
bert. 112th  st,  No  123,  n  s,  12.5.10  w  Lexington  av,  24.10x 
100.11.     Oct  17,  due  Mar  23,  1911,  5%.     Oct  20.  1906.     6:1640. 

22.000 

Same  and  Rose  Jacobs  with  same.  Same  property.  Subordination 
agreement.      Oct    10.      Oct   20.    1906.     0:1640.  nom 

Jacobs,  Joel  and  Meyer  C,  and  Wm  Marienhoff  to  Martha  B  Dunn. 
112th  st.  No  125,  n  s,  101  w  Lexington  av,  24.10x100.11.  Oct 
17,   due    Mar   23,    1911,   .5%.      Oct   20,    1906.      0:1640.  22,000 

Same  and  Casper  Levy  with  same.  Same  property.  Subordi- 
nation  agreement.      Oct   19.     Oct   20,    190(;.      (i:1640.  nom 

Jacobs,  Simon  and  Saml  Hutkoff  to  Leopold  Berger.  124th  st 
Nos  233  to  239,  n  s,  167  w  2d  av,  80x100.11.  Prior  mort  $97  - 
000.     Oct  18.   demand,   — %.     Oct   19,   1906.     6:1718.  5,000 

Same  to  Theo  Simon.  Same  property.  Prior  mort  ,1594,000.  Oct 
19,    1906,    demand,    6%.      6:1718.  3  000 

Kauffer,  Theo  D  to  TRUST  CO  OF  AMERICA.  111th  st,  Nos  87 
and  89.  n  s,  63.6  w  Park  av,  38.3x100.11.  Oct  19,  1906,  5  yrs 
5T..     6:1617.  40,000 

Kurzrok.  Raphael  to  Isidor  Jackson  and  ano.  108th  st,  Nos  323 
to  345.  n  s.  100  w  1st  av,  300x100.11.  Oct  19,  1906,  demand 
6%.     0:1680.  20,000 

Kramer,  MichI  to  Clarence  Tucker  et  al  trustees  Geo  W  Tucker 
6th  st.  No  746,  s  s,  1.55  w  Av  D,  22x97.  Oct  19,  3  years  5°/ 
Oct  20,   1906.     2:375,  14  000 

Kleinfeld,   Isaac  et   al   with   TRUST  CO  OF  AMERICA.     111th  st 


Nos  .85  and  ,S7  East.  Subordination  agreement,  Oct  17.  Oct 
19,    1906.      6:1617.  nom 

Ketterer,  Percival  C  and  S  Percival  Kobler  to  Wm  Laue.  19th 
st,   Nos  211  and  213,  n  s,  150  w  7th  av,  .50xl02x.50xl01.6.     Oct 

15,  2  years,   6%.     Oct    1!),   1900.     3:769.  10,000 
Kulze,   Diedrich  H   and  Wm   to  Lion   Brewery.     8th  av.   No  2426,, 

s  e  cor  13(lth  st.  No  270.  Saloon  lease.  Oct  16,  demand,  6%. 
Oct    19,    1906.      7:1935.  4..500 

Karpas.  Gottlieb  M  to  August  Ruff.  121st  st.  No  158,  s  s,  124  e 
7th  av,  18x100.11.  Prior  mort  $13,-500.  Oct  19,  190<J,  due 
Sept   1,   1908.   (Y/r.     7:1905.  3,fK10  . 

Karpas,  Gottlieb  M  to  FARMERS  LOAN  &  TRUST  CO.  121st  st. 
No  158,  s  s,  124  e  7th  av,  1.8x100.11.  Oct  19,  1906,  3  years, 
— %.      7:1905.  13,.500 

Keogh  (Wra  T)  Amusement  Co  to  METROPOLITAN  TRUST  CO  ot 
City  N  Y.  Lexington  av.  No  172S,  w  s,  L'0.11  s  108th  st,  20x75 
Oct   22,   5  years,  57r.     Oct  24,   l!t06.     6:1635.  7,000 

Same  to  same.  Same  property.  Consent  of  stockholders  to  above 
mort.      Oct   20.      Oct  24.   1906.      6:l(j35.  . 

Katz.  Saml  to  DeWitt  C  Flanagan  and  ano  as  trustees.  &c.  Hous- 
ton St.  No  169  E,  and  Allen  st,  Nos  206  and  208.  Saloon  lease. 
Oct  24,   19(X;,  demand,  6%.     2:417.  2,000 

Kapelsohn,  Emanuel  to  Augustus  L  Hayes.  4Sth  st.  No  402.  s  s. 
75  e  1st  av,  25x75.4.  P  M.  Oct  1,  installs.  —°i.  Oct  23,  1900 
5:1359.  4,000 

Kapelsohn,  Emanuel  to  Augustus  L  Hayes.  67th  st.  No  202,  s  s, 
KJO  w  Amsterdam  av,  25x100.5.  P  M.  Oct  1,  installs,  — %. 
Oct   23,   1006.     4:11.58.  4,000 

Kleinfeld.  Isaac  and  Isaac  Rothfeld  with  TRUST  CO  OF  AMERICA. 
111th   St.    Nos   83   and  85    East.    Subordination   agreement.      Oct 

16.  Oct   23.   1906.     6:1617.  nom 
Kahlen.   Cornelius  to  Susanna  Schwarzmann  et  al   trustees  Adolph 

Schwarzmann.  Plot  begins  on  boundrv  line  between  plot  10 
ami  land  of  Isaac  Dyckman  distant  124  n  c  1  211th  st.  runs  w 
435  to  c  1  of  road  or  av  leading  through  said  plot  from  Kings-  - 
bridge  road  to  Mansion  of  Saml  Thomson,  x  n  —  x  e  — 'to  c  1 
212th  st,  X  e  —  X  s  140  to  beginning.  Oct  22,  3  years,  iV^M,. 
Oct   24.    1006.      8:2255.  13  500 

Kommel.  Robert  and  Jacob  Rubin  to  UNION  TRUST  CO  of  N  Y 
trustee  Obed  Wheeler.  Rivington  st.  No  -52.  n  w  cor  Eldridge 
St.  Nos  191  and  193,  20x75.  Oct  24,  1906,  due  June  5,  1911,  5%. 
-■•■l-l-  28,000 

Same  and  Jacob  Rauth  with  same.  Same  property.  Subordination 
agreement.      Oct   22.      Oct  24,   1906.     2:421.  nom 

Kapelsohn,  Emanuel  to  Augustus  L  Hayes.  West  End  av.  No  195, 
s  w  cor  69th  st,  25.-5x100.  P  M.  Oct  1.  installs.  — %.  Oct  23 
19(.)6.      4:1180.  4.00O 

Korn.  Henry  H.  Mt  Vernon.  N  Y.  to  Eugen  Sohulz.  121st  st.  No 
315,  n  s,  95  e  Manhattan  av,  25x100.11.  Oct  23,  due  June  10 
1908.  6%.     Oct  24.  190().     7:1948.  4(:mJ0 

Kinsella.  Clinton  W  to  Lambert  Suydam.  116th  st.  s  s.  225  e 
Amsterdam   av.   50x100.11.      Oct  11,   due  July  1,   1907,  — %       Oct 

24,  1900.     7:1867.  25,000 
Krieger,    Sarah    to  _Hvman    Moskovitz    and    ano.      Madison    st.    No 

230,  n  s,  abt  14;)  e  Jefferson  st.  2.5xl(M).  P  M.  Prior  mort 
$26,000.      Oct   22,    5   years,   6%.      Oct   23,   1906.      1:270.  13,0(X) 

King,  Herman  and  Martin  to  LAWYERS  TITLE  INS  &  TRUST  CO 
Sth  av.  No  ()(.)3.  w  s.  24.10  n  30th  st,  24.lx.S0.  P  M  Oct  22 
3  years,  41/,%.     Oct  23,  1906.     3:7(!3.  35,000 

Same  to  Benjamin  Keller.  Same  property.  P  M.  Prior  mort 
!F35,000.     Oct  22,   1  year.   .5%.     Oct  23.   1906.     3:7(;-3'  20,000 

Karp,  Davis  and  Morris  Heller  to  Isaac  M  Berinstein.  147th  st, 
s  s,  3.50  w  Amsterdam  av.  200x9!».11.  Building  loan.  Oct  1'' 
demand,    C'/r.      Oct    22,    1906.      7:2078.  20,000 

King,  Joseph  to  Abraham  King.  ,S7th  st,  Nos  56  to  60,  s  s,  164.5 
e   Madison  av,   76.8x100,8.     Oct  24,  due  Nov  12,  1908    6°/       Oct 

25,  1906.     5:1498.  25,OO0 
Kahn,   Samuel  and  Jacob,   of  Trenton,   N  J,  and  Samuel  Rosenthal 

with  American  Mortgage  Co.  2d  av,  Nos  2108  and  2110,  e  s,  68  s 
109th  st,  32.11x1(10.  Subordination  mort.  Sept  7.  Oct  25 
1911(;.     6:1680.  nom 

Leo  House  tor  German  Catholic  Emigrants,  a  corporation,  to  EM- 
IGRANT INDUSTRIAL  SAVINGS  BANK.  State  St.  No  6.  n  s, 
abt  138  w  Whitehall  st,  runs  w  26.!)  x  n  w  106.10  x  e  26.4  x  — 
104.8  to  beginning:  Pearl  st.  No  IS.  20.9x105.11x20.9x105.9  w  s 
Oct  22,   1  year.  41/2%.     Oct  23.  1906.      1:0.  46.500 

Leo  House  for  German  Catholic  Emigrants  to  EMIGRANT  IN- 
DUSTRIAL SAVINGS  BANK.  23d  St.  Nos  .328  to  332.  s  s  275 
w  Sth  av.  75x80.9.  P  M.  Oct  22,  1  year,  41/2%.  Oct  23, 
1906.      3:746.  60,000 

Lomochinskv,  Max  and  Gussie  Wasserman  to  J  Norman  White- 
house  TRUSTEE.  77th  st.  No  2,39,  n  s,  2.30  w  2d  av  25x102  2 
Oct  24.  1:100.  5  years,  — %,     5:1432.  15.500 

Lyons.  Susie  T  wife  of  Jeremiah  C  to  Casimir  De  R  Moore.  79th 
St.  No  51.  n  s,  77  e  Madison  av,  22.10x102.2.  Oct  23,  due  Oct 
1.   1909,   41/2%.     Oct  24,   1906.     5:1391.  65,000 

Lese,  Louis  to  Geo  A  Gardner.  128th  st,  Nos  130  and  132,  s  w 
cor  Lexington  av.  No  211().  40x00.11.  P  M.  Prior  mort  .'i;5  OOO. 
Oct  23.  3  years.  .5%.     Oct  24,  1006.     6:177().  25,000 

Lawyers  Mortgage  Co  with  John  Heller.  Waverly  pi.  No  209,  e 
s,  84.5  s  Perry  st,  29.9x22.  Extension  mort.  Oct  8.  '  Oct  23 
1906.      2:(!12.  „om 

Lowe,  Charles,  Max  Jorrisch  to  North  American  Mortgage  Co 
5th  av,  e  s.  37.6  s  136th  st,  37.5x100,  Oct  19,  demand,  G% 
Oct   20,   190(i.     (i:1700.  1,800 

Same  to  The  Church  Mission  to  Deaf  Mutes,  a  corporation.  Sth  av 
s  e  cor  1.36th  st.  No  2.  37.6x100.  Oct  19,  3  years,  5%.  Oct 
20,  1906,    6:1700.  50,000 

Lchmaier.  James  M  and  Geo  G  Benjamin  to  Felix  Adler.  58th 
st.  No  .331,  n  s,  396.5  w  ,Sth  av,  21,-5xlOft..5.  Oct  IS.  due  Feb  1 
1910,    iM,%.      Oct    19,    190().      4:1049.  23.000 

Levin,  Louis  and  Nathan  Schwenk  and  Henry  Strauss  with  Louisa 
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■     Mander.     Uod   st.   No  328  East.      Subordination  agreement.     Oct 

10.      Oct    lil.    1900.      5:1437.  nom 

Levin.  Louis  and  Nathan  Sctiwenlt  and  Henry  Strauss  with  Paula 
Wright  (i3d  st.  No  32(j  East.  Subordination  agreement.  Oct 
n;.     Oct  10,  ItMJO.     5;  1437.  nom 

Levine.  Jacob  B,  Max  Posner  and  Portland  Realty  Co  with  North 
American  Mortgage  Co.  17i;th  St.  n  s,  MX)  w  Amsterdam  av, 
17(lx —  to  s  s  177th  St.  Subordination  of  mechanics  lien  to 
mort.      Oct    17.      Oct    UK    I'.MHl.      8:2132.  nom 

Lynch,  Cornelius  to  Lion  Brewery.  12th  av.  e  s.  abt  100  n  c  1 
1.30th  st,  2.\\100.  Saloon  lease.  Oct  8.  demand,  li'/c-  Oct 
l!l,    liXHi.      7:11(97.  WKK) 

Lewinthan,  Louis  to  Peter  Otten.  Lewis  st,  Nos  22 <  and  229, 
w  s  58  s  Sth  st,  40.3x85.10x39.9x80.7.  Oct  19,  1006,  due  Apr 
19,   1007,   (i%.     2:303.  3,000 

Levi,  August  to  John  T  Willets  as  guardian  estate  Josiah  M 
Willets.  Lewis  st.  No  05.  w  s,  79.4  s  Rivington  st,  20.8x75. 
Release  of  priority  of  mort.  Oct  10.  Oct  23,  1900.  2:.32S.  nom 
Levy  Isadore  M  to  Chas  A  Blum  and  ano.  113th  st.  No  77,  n  s, 
124  0  w  Parli  av,  20.4xllMKll.  P  M.  Prior  mort  $19,000.  Oct 
22,  5  years,  (!  :.     Oct  23,  1000.     0:1019.  6,600 

Levy  Annie  to  Genevieve  M  Roche.  Chrystie  st.  No  111,  w  s.  abt 
72  n  Grand  st,  25x100.  Prior  mort  $32,100.  Oct  23,  1906.  2 
years.  07r.     2:423.  ,-,-5lX) 

Landauer,  Julius  to  Townsend  Wandell.  72d  st.  No  342,  s  s,  266.0 
w  1st  av,  10.8x102.     Oct  19.  3  years,  5%.     Oct  23,  1906.  5:1440. 

8,000 
Ludins  &  Romm  Realty  Co  to  Wm  J  Peck  et  al  trustees  for  credi- 
tors of   Ludins   &   Romm   Realty  Co.     95th  st,   Nos  303   to  319. 
n   s,    IttO  e  2d  av.  225x100.8.-   Prior  mort  .$111,000.      Oct   10,   1 
year,  — %.     Oct  23,  1906.     5:15.58.                                              65,518.66 
Loewenstein,  Levy  to  Henry  M  Kingman  and  ano  trustees  Martin 
E   Kingman.      151st  st.   No  454,   s   s,   228  e   Amsterdam   av,   26x 
09.11.     Oct   1,  5  years,  5^r.      Oct  22,   lilOt!.      7:20(i5.                   15.<XHI 
Laird  Realty  Co  to  LAWYERS  TITLE  INS  &  TRUST  CO.     82d  st. 
No  424,  s  s.  2(H). 0  w  Av  A,  25x102.2.     Oct  18,  due  Mar  1,  1911, 
5%.     Oct  22.   I'JOO.     5:1561.                                                              20,000 
Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Oct  18.     Oct  22,  1906.     5:1.501.  

Same    and    Annie    T    Howard    with   same.      Same    property.      Sub- 
ordination agreement.     Oct  18.     Oct  22,  1000.     5:1.501.  nom 
Lampert.    Louis    and    Isidore    W    Horn    to    Eliseo    Saggese.       123d 
St.  Nos  3.54  to  304,  s  s,  ,S2.2  w  1st  av,  runs  s  .80  x  e  2.2  x  s  14.10 
\  w  05  X  n  moil  to  st  X  e  02.10  to  beginning.     Prior  mort  $44.- 
-      000.      Oct    24,   due   Jan   24,    1907,   O'/,.      Oct   2.5,   1000.      6:1790. 

12,000 
Same  to  David  Gordon.  Same  property.     Prior  mort  $44,000.     Oct 

24,    demand,   G%.      Oct    25.    1!M)0.      (>:1709.  5,000 

Mahonv,  John  J  with  METROPOLITAN  LIFE  INS  CO.  Broadway. 
Nos  3820  to  3826,  n  e  cor  1,59th  st,  90.11x100.  Subordination 
agreement.     Oct  23.     Oct  24.   lOIIO.     8:2118.  nom 

Myer.  Julius  to  Max  Sporn.  Willet  st,  Nos  28  and  30,  e  s,  137.0 
n  Broome  st,  31.3x100.  P  M.  Prior  mort  $23,500.  Oct  23,  1 
year,  ()9i-.     Oct  24.  1906.     2:337.  2,500 

Mannarino,  America  E  to  N  Y  &  Suburban  Co-operative  Bldg  & 
Loan  Assoc.  111th  st.  No  100.  n  s,  79.8  e  Park  av,  15.11x100.11. 
Oct  23,   installs,  69c-     Oct  25.   1900.     0:1630.  7.000 

McCrea,  Mabel  C  wife  of  and  James  A.  of  Lawrence.  L  I,  to  U  S 
TRUST  CO  of  N  Y.  73d  st,  n  s.  283  e  Park  av,  24x102.2.  P  M. 
Oct  3,  due,  &c,  as  per  bond.     Oct  22.  lOW.     5:1408.  21,000 

Meyers.  Barney  to  TITLE  INS  CO  of  N  Y.  102d  St.  No  211,  n  s, 
180   e   3d   av,   2.5x100.11.      Oct   22.    1906,  3  years,   57f.      6:1652. 

12.000 
Moshkowitz,   Abram   to  John  T  Willets   guardian   estate  of  Josiah 
M  Willets.     Lewis  st.   No  65,  w  s,  70.4  s  Rivington  st,   runs  w 
47.2  X  s  0.8  X  w  27.0  x  s  20  x  e  75  to  Lewis  st  x  n  20.8  to  be- 
ginning.    Oct  10,  5  years,  4%%-     Oct  23,  1900.  2:328.          16,000 
Mvgatt,   Otis  A  to  Agnes   H   Poirier.     74th  St.   No  235.  n  s.  290  e 
West  End  av,  20x102.2.     P  M.      Prior  mort  $15,000.     Oct  22,  1 
year,   — %.      Oct    23.    190(i.     4:ll(i0.                                                       9,000 
Master    Builders    Realty    &    Construction    Co    to    METROPOLITAN 
LIFE  INS  CO  of  N  Y.     12th  st,  Nos  10  to  14.  s  s.  225  e  5th  av, 
01x103.3.     Oct  23.   1900.   due  Nov   1.   I'.IOO,  6%,  until  building  is 
completed,  and  :>%7c   thereafter.     2:.509.                                     225.000 
Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders  to   above  mort.      Oct  23,    1000.      2:509.  

Same    to    Ravitch    Bros.      Same    property.      Prior    mort    $225,000. 

Oct  23.  1900.  due  Aug  1,  1!)10,  O^^.     2:.500.  85,725 

Miller,  David  C  to  NORTH  RIVER  SAVINGS  BANK.  43d  st.  No 
450,  n  s,  125  e  10th  av.  25x100.4.  Prior  mort  $0,000.  Oct  23. 
1000,  3  years.  — %.     4:1053.  5,000 

Margulies,  Lazarus  and  Bernard  to  TRUST  CO  OF  AMERICA. 
111th  st,  Nos  81  and  83,  n  s.  101.0  w  Park  av.  38x100.11.  Oct 
17,  due  June  30,  1011,  5%.     Oct  23,  1900.     0:1617.  40.01X1 

Miller  Realty  &  Construction  Co  to  N  Y  SAVINGS  BANK.  140th 
St.  n  s.  22.5  w  Amsterdam  av,  runs  n  43.11  x  w  00.7  to  s  e  s 
Hamilton  pi.  Nos  71  and  73,  x  s  w  47.7  to  140th  st  x  e  109  to 
beginning.     Sept  17.  due,  &c,  as  per  bond.     Oct  19.  1000.  7:2072. 

(iO.lMXI 
Same    to    same.      Same    property.      Certificate    as    to    consent    of 
stockholders   to    above   mort.      Oct    18,      Oct    10.   1006.      7:2072. 

Miller  Realty  &  Construction  Co  to  Helen  M  Kelly.  Hamilton 
pi.  Nos  7.5  and  77.  e  s,  47.7  n  140th  st.  60. 11x00. 7x,50x00.7, 
s  s.  Certificate  as  to  consent  of  stockholders  to  mort  for  .$47,- 
000.     Oct  18.     Oct  10,  19(Ki.     7:2072.  nom 

Miller  Realty  &  Construction  Co  to  Helen  M  Kelly.  Hamilton 
pi,  Nos  75  and  77,  e  s,  lOS.i!  n  e  140th. st,  runs  e  06.7  x  s 
.56  X  w  90.7  to  pi  X  n  e  60.11  to  beginning.  Oct  11.  5  years. 
5%.     Oct   10.   1S.XI0.     7:21172.  47,000 

Miller,  Barnet  and  Harris  Mofsensou  to  Wm  T  Hookey.  Am- 
sterdam av.  No  2218,  s  w  cor  170th  st.  No  .5(K.).  runs  s  7.5  x  w 
100  X  s  20  X  w  150  X  n  95  to  st  x  e  250  to  beginning.  Oct  16. 
due    Jan   11,    1907,   6%.      Oct   20,    1906.      S:2120.  3,<XX) 

Miller.  Barnet  and  Harris  Mofsenson  to  Wm  T  Hookey.  1.50th 
St.  n  s.  250  w  7th  av,  280.4x09.11.  Oct  16.  due  Jan  10.  1907. 
r>Vr.     Oct   20.   19<10.      7:2030.  3.400 

Matthews.  Rose  M  heir  Rose  Matthews  to  MUTUAL  LIFE  INS  CO 
of  N  Y^.  Leroy  st.  No  121.  n  s.  222  w  Hudson  st,  22x82,  except 
part  which  lies  east  of  fence  bet  above  and  premises  on  east. 
Oct   19.    1906.   due,   &c,   as   per   bond.     2:602.  5,000 

Moore.  Sophia  with  Wm  H  Palmer.  (>th  st.  No  206  East.  Agree- 
ment modifying  mort.     Jan  2,  19<^Hi.     Oct  19.  1906.     2:461.      nom 


Morrison.  Morris  to  Henry  Passman  and  ano.  02d  st,  Nos  323 
to  327,  n  s,  235  e  2d  av,  51x100.5.  P  M.  Prior  mort  $45,000. 
Oct   15.  due  Nov  ].   IIXJO,  '>'/(■     Oct  10,  lOIMl.     5:1437.  3,000 

Makav,  Frank  and  John  Heps  to  V  Loewers  Gambrinus  Brewery 
Co.  12.Sth  SI.  No  .">04.  s  s,  109.0  w  8th  av.  runs  s  75  x  w  0.6 
X  s  24.11  X  w  25  X  n  90.11  to  128th  st  x  e  25.0  to  beginning. 
Prior  mort  $ll.tMX>.     Oct  12,  3  years,  5%.     Oct  20,  1906.  7:19.54. 

2,300 

Mandel.  .\dolf  with  Marcus  Rosenthal.  107th  st.  No  60  East. 
Extension   mort.     Mar  21.     Oct   19,   1000.     0:1612.  nom 

Mandel.  Adolf  with  Marcus  Rosenthal.  107th  st.  No  58  East. 
Extension   mort.      Mar   21.      Oct   10.   100(i.     0:1012.  nom 

Miller.  Oscar  and  Baila  Wolfinger  to  Mechanics  &  Traders  Realty 
Co.  125th  st.  No  434,  s  s,  350  e  Amsterdam  av,  2.5x100.11. 
Building  loan.  Oct  15,  due  Dec  15,  1906,  — %.  Oct  19.  1906. 
7:l!Mj5.  4,200 

Milliken.  Conrad  to  Park  Mortgage  Co.  Marble  Hill  av.  late 
Kingsbridge  av.  e  s.  427.1  n  225th  st.  late  Terrace  View  av, 
2.5x100.     P   M.      Oct   16,  3   years,  5%.     Oct   19,   1900.      13:3402. 

3,000 

Mandelbaum,  Harris  and  Fisher  Lewine  to  TITLE  GUARANTEE 
&  TRUST  CO.  10th  av,  Nos  278  to  282,  n  e  cor  26th  st,  Nos 
401  to  400.  runs  n  74  x  e  100  x  n  24.8  x  e  25  x  s  98.9  to  st  x  w 
125   to    beginning.      P   M.      Oct    18,    due,   &c,   as   per   bond.     Oct 

10,  19(K>.     3:724.  38  000 
Nemirowsky,    Rachel    with    Jacob    Block    and   ano.      3d    st.    No   59 

East.      Subordination   agreement.     Oct  15.     Oct  20,  1906.  2:445. 

nom 

Newman.  Henry  and  Caroline  Jacobs  exrs  Rosa  Newman  to  Jacob 
Newman  as  devisee.  &c,  will  Rosa  Newman.  40th  st.  No  432, 
s  s,  375  e  10th  av,  25.\98.9,  P  M.  Oct  23,  5  years,  6%.  Oct 
24.   ItMXi.     3:737.  2,500 

Nettel,  Sigmund  to  Morris  Freundlich.  100th  st.  No  23".  n  s,  275.3 
w  Central  Park  West,  runs  n  25.11  x  w  98.8  to  e  s  Manhattan 
av.  No  2.  X  s  2.5.11  to  st  x  e  04.8.  Certificate  as  to  priority 
of  mort.     Oct  22.     Oct  23,   lOW.     7:1836.  nom 

Onorato,  Pietro  to  Louis  Gordon  et  al.  29th  st.  No  4(6,  n  s,  100 
e  1st  av.  25x08.0.     P  M.     Prior  mort  $ .     Oct  22.  installs,  6<7r. 

■    Oct  24,   1000.     .•!:001.  7.900 

Orlando,  .\ntonio  to  Louis  Sorkin  et  al.  iXtth  st.  Nos  205  to  209, 
n  s.  105  c  3d  av.  2  lots,  each  37.l)xl00  11.  2PM  morts,  each 
$12,.5(MI;  2  prior  morts  $30,000  each.  Oct  23,  5  years,  6%.  Oct 
24,   1!I06.     0:104!l.  _   25,000 

Same  to  same.  Same  property.  2PM  morts.  each  $2,500;  2 
prior  morts.  each  $30,000.  Oct  23,  demand,  G°/..  Oct  24,  1906. 
0:1049.  _  5.000 

Ogden  Cara  F  to  Herman  Rosenberg  and  ano.  35th  st,  Nos  418 
and  420,  s  s.  200  w  0th  av.  5O.x08.0.  Oct  17,  3  years,  5%  for 
1st  year  and  5>AT   for  remainder  of  term.     Oct  23,  1906.  3:732. 

40,000 

Osserman,   Edwd   to   TITLE   INS   CO  of  N  Y.     Wadsworth   av.  No 

11.  e   s,   .50  s  174th  st,   .50x100.     Oct  22,  3  years,  5%.     Oct  23, 
1000.     8:2143.  40,000 

Osserman,  Edw  to  .'Vbraham  M  Baumann.  Wadsworth  av.  No  11, 
e  s,  50  s  174th  st.  .50x100.  Prior  mort  $40,000,  Oct  22,  3  yrs, 
0%.      Oct   2.'!.   1900.     8:2143.  8,000 

Obermeier.  Leonard  J  to  Countv  Holding  Co.  Lexington  av.  No 
728,  w  s.  005  n  58th  st,  20x70.  Oct  23.  1000,  due  Apr  11,  1908, 
57f.     5:1313.  28.000 

Osserman,  Edw  to  Abraham  M  Baumann.  Wadsworth  av.  No  15, 
s  e  cor  174th  st,  50x100.  Prior  mort  $48,000.  Oct  22,  3  years, 
69r.     Oct   23.   10(m;.     8:2143.  12.000 

Same  to  TITLE  INS  CO  of  N  Y.  Same  property.  Oct  22,  3  years, 
57c.     Oct   23.   1000.     8:2143.  48,000 

O'Shea,  John  to  Lion  Brewery.  Lenox  av,  s  w  cor  143d  st.  — x — , 
Saloon  lease.     Oct   15.  demand.  67r.     Oct  19.  1906.     7:2011.  3.000 

Paskusz.  Jacob  to  Charles  H  Phelps  exr  John  G  Butler.     Mott  st, 
Nos  314  and  310.   e  s.  90  s  Bleecker  st,  34x62.     Oct  19,  3  yrs,     " 
y/,.     Oct   24,  1000.     2:521.  27.000 

Portonoy.  Sarah  and  Esther  Cohen  to  Sarah  W  Gilbert.  101st  st. 
No  00,  s  s.  105  w  Park  av.  2.5x100.11.  Oct  23.  due  June  28,  1910, 
.5%.     Oct  24,   1006.     0:1000.  20,000 

Same  and  David  Soramer  with  same.  Same  property.  Subordina- 
tion agreement.     Oct  23.     Oct  24,  1000.     6:1606.  nom 

Paskusz,  Jacob  to  Chas  H  Phelps  exr  John  G  Butler.  Mott  st, 
Nos  308  to  312.  e  s.  124  s  Bleecker  st.  .57.5x63.3x57.3x02.  P  M. 
Oct   10.  3  years,  5%.     Oct  24.  1906.     2:521.  45.000 

Portland  Realty  Co  and  Harry  A  Gordon  to  whom  it  may  concern. 
17(ith  St.  n  s,  1011  e  Audubon  av,  170x09.11:  177th  st,  s  s,  100  e 
Audubon  av,  170x00.11.  Declaration  as  to  purposes  of  trust 
as  to  two  morts  recorded  Aug  25,  1906.  Oct  17.  Oct  19,  1906. 
8:2132.  

Pilaski.  Rosa  to  Charles  Stahl.  Lexington  av,  No  1604,  w  s,  67.9 
s  102d  st,  16.7x75.     Oct  22,  3  years,  5%.     Oct  23.  1»06.     6:1629. 

6,000 

Portland  Realty  Co  to  North  American  Mortgage  Co.  177th  st, 
s  s,  100  w  .Amsterdam  av.  4  lots,  each  42.0x99.11.  4  morts, 
each  $35.(100.  Oct  17.  due,  &c,  as  per  bond.  Oct  19,  1906. 
8:2132.  140.000 

Portland  Realty  Co  to  North  American  Mortgage  Co.  176th  st, 
n  s,  100  e  Audubon  av,  170x199.10  to  177th  st.  Certificate  as 
to  consent  of  stockholders  to  8  morts,  each  for  $3.5,000.  Oct 
18.      Oct    10,    1006.      8:2132.  

Portland  Realty  Co  and  Harry  A  Gordon  trustee  with  North 
.American  Mortgage  Co.  177th  st,  s  s,  100  w  Amsterdam  av, 
17(»xi,i.  blk  Subordination  agreement.  Oct  17.  Oct  19,  1906, 
8:2132.  nom 

Portland  Realty  Co  and  Harry  A  Gordon  trustee  with  North 
American  Mortgage  Co.  170th  st,  n  s,  100  w  Amsterdam  av, 
170xi/&  blk.  Subordination  agreement.  Oct  17.  Oct  19,  1906. 
8:2132.  nom 

Portland  Realty  Co  to  North  American  Mortgage  Co.  176th  st, 
n  s,  KMI  w  .\msterdam  av,  4  lots,  each  42.6x99.11.  4  morts.  each 
.$35,000.     Oct  17,  due,  &c,   as  per  bond.     Oct  19,  1906.     8:2132. 

140,000 
Pigueron.    Geo    H    to    Atlantic    Dock    Co.      16th    st,    Nos    104    and 
KHi,  s  s.  125  e  Union  sq,  runs  e  46  x  s  103.3  xweOxn  —  xw 
12.5   to   Union   sq.   No  32,   x   n  26  X  e   125  x  n  26  to   st.      Prior 
mort   $305.(11X1.      Oct   20,    1900,   demand,   6%.     3:871.  15,000 

Peyser,  Pauline  to  Ida  K  Bronner.  111th  st.  No  245,  n  s.  237.6  e 
Sth  av.  37.()xltXl.ll.  P  M.  Oct  18,  3  years,  G7c.  Oct  10,  1906. 
7:1827.  .5,000 
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Riverside  Drive, 
Oct  12,  3  years, 


No  93,  e  s, 
4%%.     Oct 
16,000 

J  Francis   Pease  trustee  Geo 
250  w  7tli  av.   10.8x100.11. 


PigueroD,  Geo  H  and  John  Kennedy  and  ano  with  Atlantic  Dock 
Co.  Union  sq,  No  32,  and  lUth  st,  Nos  104  and  106  Bast. 
Subordination    agreement.      Oct    20,    1006.      3:871.  nom 

Quirlt,  Steohen  B  to  Marie  T  Farley  and  ano  exrs  John  T  Farley. 
Madison  av.  No  TiLS,  w  s,  6U.5  n  53d  st,  20x95.  Oct  25,  190(.i, 
3  years,  5<;;..     5:1289.  50,000 

Reissmann,  Hermine  to  Augustus  H  Dieck.  Av  C,  No  204,  e  s, 
77.0  n  e   12th  st.  25x02.3.      Oct  25,   1900.  5  years.  5%.     2:382. 

12,000 

Rosenthal,  Samuel  to  American  Mortgage  Co.  2d  av,  Nos  2108  and 
2110,  e  s,  68  s  109th  st,  32.11x100.  Oct  25,  1906,  5  years,  5%. 
6:1680.  25.000 

Russell,  Wm  H  to  TITLE  GUARANTEE  &  TRUST  CO.  Laight 
St.  Nos  38  to  44,  n  s,  (i3  e  Hudson  st.  runs  n  100  x  e  91.0  x  s 
100  to  Laight  st  x  w  91.6  to  beginning.  Oct  IS,  due,  &c,  as  per 
bond.      Oct  24,   1900.      1:220.  80,000 

Rosehill  Realty  Corpn  to  American  Mortgage  Co.  Sullivan  st.  No 
5],  e  s,  42  s  Broome  st,  21x70.  F  M.  Oct  24,  1900,  1  year,  5%. 
2:476.  8,500 

Reilly,  Daniel  E  and  John  M  and  Joseph  Bruckner  and  ano  as 
admr  Albert  Bruckner  with  Israel  Hoffman.  Amsterdam  av, 
Nos  2176  and  217S,  s  w  cor  lOSth  st,  No  500,  50x100.  Subordi- 
nation agreement.     Oct  15.     Oct  19,  1900.     8:2123.  nom 

Rose,  Amelia  to  Wm  S  Hull.  S7th  st.  No  169.  n  s.  215  e  Am- 
sterdam  av,   17x100.8.     Oct  22,   1900,   5   years.   4%%.     4:1218. 

2.000 

Richards,  James  to  N  Y  TRUST  CO. 
63.4  s  82d  st,  19.(!x78.9xl8.Sx84.7. 

22,  1900.     4:1244. 
Roos,   Cornelia   W   wife  Hyppolite  to 

L   Pease.      113th   st.    No   233, 

Oct  18,  3  years,  5%.     Oct  22,  1906.     7:1829.  11,000 

Rodbell,  David  to  LAWYERS  TITLE  INS  &  TRUST  CO.  Monroe 
st,  Nos  294  and  29(i,  s  s,  204.2  w  Corlears  st,  37. 2.x97. 10x37. Ix 
97.10.      Oct  23,   1906,   due  June  19,   1910,  5%.     1:263.  39,000 

Rosenberg.  Louis,  N  Y,  and  Lazarus  Perelson.  Bavonne.  N  J,  to 
Frank  Hillraan  and  ano.  12th  st,  Nos  640  to  644.  s  s,  183  w 
Av  C,  50x103.3.     Prior  raort  ?4S,000.     Oct  22,  demand,  0%.     Oct 

23,  1900.     2:394.  20,200 
Roos,  Cornelia  W  and  Max  Marx  with  J  Francis  Pease  trustee  Geo 

L  Pease.     113th  st.   No  233,  n  s,  250  w  7th  av,   10.8x100.     Sub- 
ordination  a,greement.      Oct    18.      Oct   23.   IIKXI.      7:1829.  nom 

Rosenberg,  Louis  and  Lazarus  Perelson  to  Helen  M  Kelly.  12th 
st,  Nos  640  to  044,  s  s,  183  w  Av  C.  50x103.3.  Oct  22.  3  years, 
5%.     Oct  23,   lOOli.     2:.394.  48,000 

Romm,  Hyman  to  Saml  Levy  trustee.  110th  st,  Nos  223  to  229. 
n  s,  200.8  w  2d  av,  83.4x100.11;  98th  st,  Nos  142  to  148,  s  s, 
95  e  Lexingtou  av,  KKlxlOO.ll.  Oct  19,  demand.  0%.  Oct  20, 
1!K)6.     6:1025  and   1060.  35.000 

Rosenberg.  Leopold  B  with  Church  Mission  to  Deaf  Mutes,  a 
corpn.  5th  av,  s  e  cor  136th  st.  No  2,  99.11x100.  Subordi- 
nation   agreement.      Oct    19.      Oct   20,    1906.     0:1700.  nom 

Romer,  Caroline  to  Gustav  Romer  Jr.  118th  st.  No  32,  s  s,  410 
e  Lenox  av,  25x100.11.  Oct  10,  5  years,  6%.  Oct  19.  190<i. 
6:1601.  5,400 

Roossin.  Abraham  B  to  Jacob  Dondes.  Columbia  st.  No  66.  e  s, 
abt  130  s  Rivington  St.  22.3x99.11;  also  strip  3  ft  wide  ad] 
above.'   Oct   17,   3  years.  6%.     Oct   19.   1906.     2:333.  6.000 

Rosenthal.  Michl  and  Albert  Price  to  Frank  Hillman  and  ano. 
4!Hh  st,  Nos  329  and  331,  n  s,  305  e  2d  av,  2  lots,  each  40.4x 
100.5.  2  building  loan  morts.  each  $21,000.  Oct  19.  1906  1 
year,    6%.     5:1342.  42  000 

Ryan,  Jennie  C  to  Martha  H  Day.  129th  st.  No  017,  n  s,  275  w 
Broadway,  25x199.10  to  1.30th  st.  No  622,  Oct  16.  due  Nov  1 
1909,  5%.     Oct   19,   1900.     7:1996.  15  000 

Stern.  Max  to  Tenement  Impt  Co.  tWth  st.  No  309,  n  s  1.50  e 
2d  av,  25x100.5.  P  M.  Prior  mort  .$10,000.  Oct  23.  4  years 
—%.      Oct   24,   1900.      5:1435.  5,000 

Syrop,   Henry   to   Abner  T   Bowen.      Stanton   st.   No   .320,  n   w  cor 

Goerck  st.   No   123,   25x75.     P  M.     Prior  mort  ? .     Oct  19    3 

years,   6%.      Oct   25,    1900.     2:330.  10,000 

Samuels,  Isaac  with  Charles  and  Henry  Friedman.  100th  st  Nos 
318  to  330,  s  s,  100  w  1st  av,  240.8x100.11.  Subordination  agree- 
ment.    Oct  19.     Oct  25.  1900.     0:1671.  nom 

Sorkin,  Louis  and  Antonio  Riccardi,  Tommaso  Lagnidara  and 
Catello  Cavaliere  to  LAWYERS  TITLE  INS  &  TRUST  CO  99th 
st,  Nos  207  and  209,  n  s,  142.6  e  3d  av,  37.6x100.11.  Oct  '>3 
5  years.  5%.     Oct  24,   1906.     6:1649.  30  000 

Spans.  John  N  to  WASHINGTON  TRUST  CO.  Greenwich  st.  No 
05,  e  s,  50.9  n  Edgar  st,  24.9x71  to  w  s  Trinity  nl  x24  8x07  4 
Oct  24,   1906,  3  years,   5%.     1:19.  '  15;o'oO 

Scharlin,  Sarah  to  MUTUAL  LIFE  INS  CO  of  N  Y.  Henry  st  No 
158,  s  s,  130.7  e  Rutgers  st,  26.1x100.  Oct  24.  1900,  due,'  &c, 
as  per  bond.     1:271.  18  000 

Sorkin,  Louis,  Antonio  Riccardi,  Tommaso  Laeuidara  and  Catello 
Cavaliere  to  Alonzo  G  Van  Nostrand.  99th  st.  No  205  n  s  105 
e  3d  av,  37.0x100.11.  Oct  23,  4  years.  5'/^.  Oit  24.  1900 
'^^If'-iO-  '    30,(m 

Seikevitz.   Isaac  E   to   Nathan  L   Fischer  et  al.      102d  st.   No   ''''4 

s  s.  3li0  e  3d  av.  25xlOll.ll.     P  M.     Prior  mort  S '    Oct~To' 

due    Dec    12,    1908,    69;.      Oct   24.    1906.      6:1651.  3.500 

Silbcrfeld.  Katie  to  Hugo  Cohn.  Pitt  st.  No  94.  e  s.  200  s  Stanton 
st,  25x100.     Oct  15.  installs,  6%.     Oct  24.  1906.     2:339.  1,400 

Sheahan,  Cornelius  F  to  Seymour  Realty  Co.  71st  st  No  1''0 
s  s.  194  w  Columbus  av,  21x100.5.  Oct  24.  1900.  due  Nov  1  191l' 
41^%.     4:1142.  ■    i5^QQ, 


i.OOO 

Same  and  Katharina  Schmuck  with  same.  Same  nronerty  Sub- 
ordination agreement.     Oct  23.     Oct  24.   1906.     4:1142.  nom 

Stavenhagen,  Mary  wife  Edw.  Rockville  Centre.  N  Y,  to  J  Frances 
Pease  trustee  Geo  L  Pease.  Manhattan  av.  No  450  e  s  73  11 
s   120th   St.  20.11x94.10.     Oct   24,  1900,   3  years.  5%.     7- 1940 

25,000 

Same  and  Jacob  Sehmitt  with  same.     Same  property.     Subordina 
tion  agreement.     Oct  18.     Oct  24,  1900.     7:1946.  nom 

Sullivan,  Denis  to  Lion  Brewery.  Varick  st.  No  24  Saloon 
lease.      Oct    4,    demand,    0%.      Oct    19,    1900.      1:190.  '  3,380 


Silverman.  Harnett  and  Louis  Lipschitz  to  Saml  Rosenberg.  Jack- 
son st.  No  34,  e  s,  100  n"  Cherry  st,  25x100.  P  M.  Oct  19,  1 
year,  0%.     Oct  22,  1900.     1:263.  1,,500 

Siragusa,  Francesco  to  Kips  Bay  Brewing  &  Malting  Co.  Eliza- 
beth st.  No  244.  Saloon  lease.  Oct  10,  demand,  6%.  Oct  22, 
1906.      2:. 507.  905 

Strange  &  Slawson  Co  to  Saml  T  Hurst  Jr.  40th  st.  Nos  105  to 
111.  n  s.  109.11  w  6th  av,  90.1x98.9.  P  M.  Prior  mort  $140- 
000.     Oct  22,   1906,   1  year,  -%.     4:903.  85,000 

Surety  Realty  Co  with  Annie  Garfunkle.  143d  st.  No  225,  n  s, 
125  w  7th  av.  25x99.11.  Extension  mort.  Oct  18.  Oct  19 
1906.     7:2029.  nom 

Solinger,  Isaac  to  Joseph  Golding.  72d  st.  Nos  4.30  to  436,  s  s. 
100  w  Av  A,   100x102.2.     Aug  15.   due   May  15.   1907,   6%.     Oct 

22,  1906.     5:1406.  30,000 
Schlosser,   Jacob   to   Ambrose   F   Stolzenberger.      3d  av,.   No   1339 

(1.341),  e  s,  lUO  n  76th  st,  runs  e  75  x  n  19.7  x  w  75  to  av  x  s 
19.5  to  beginning.  Certificate  as  to  partial  satisfaction  of 
mort.      Sept    17.      Oct    19.    1906.      5:1431.  

Schlamp,  Jacob  to  John  T  Willets  guardian  Josiah  M  Willets. 
Lewis  st.  No  65,  w  s,  79.4  s  Rivington  st,  20.8x75.  Release  of 
priority   of   mort.      Oct   19.       Oct   23,   1906.     2:.328.  nom 

Sporn,  Max  to  Mary  E  Weber.  Willet  st.  No  30.  e  s.  137.6  n 
Broome  st,  31.3x100.  P  M.  Oct  21.  5  years,  5^4%.  Oct  23. 
1906.     2:337.  "^ '  23,500 

Shelton,  Geo  G  to  Riehd  M  Hoe  and  ano  as  trustees.  Madison  av. 
No  521,   e   s,  80.5  n  53d  st,  20x85,     Oct  17,  3  years,  — %.     Oct 

23.  1906.     5:1289.  22,500 
Salvatore.    Ferdinanto    to    Deutscher    Frauen     Verein     zur     Unter 

Stutzung  hilfsbedurftiger  Wittwen  Waisen  and  Kranken,  a  corpn. 
1st  av.  No  2241,  w  s,  161.10  s  116th  st,  20x73.  Oct  22.  5  yrs. 
57e.     Oct  23,   1900.     6:1087.  9,000 

Same  to  Geo  E  Lapp.  Same  property.  P  M.  Prior  mort  $9,000. 
Oct  22,  2  years    (;%.     Oct  23,  1900.     0:1687.  1,000 

Silber.  Morris  and  Samuel  to  Abraham  Scheinberg  and  ano.  Ludlow 
St.  No  (>7,  n  w  s,  87. 0  n  e  Grand  st,  2.5x87.0.  P  M.  Prior  mort 
.$27,000.  Aug  30,  due  Sept  1,  1910.  6%.  Rerecorded  from  Sept 
5,   1906.     Oct  23,   1900.     2:408.  14,000 

Seplow,  Herman  and  Morris  to  Hyman  Rosenblum.  112th  st,  Nos 
530  and  .538,  s  s,  375  w  Amsterdam  av,  .50x100.11.  Oct  10,  de- 
mand,  09;.      Oct  23,   19i:)0.     7:1883.  8  000 

Shapiro.  Samuel  to  LAWYERS  TITLE  INS  &  TRUST  CO.  114'th 
st,  Nos  102  and  104,  s  s,  74.10  e  Park  av,  40x100.11.  Oct  18 
5  years,  5%.     Oct  19,  1900.     6:1041.  38  000 

Shapiro.  Samuel  to  LAWYERS  TITLE  INS  &  TRUST  CO  114th 
St.  Nos  98  and  100,  s  s,  34.10  e  Park  av,  40x100.11.  Oct  IS  5 
years,  5%.     Oct  19,  lOOli.     6:1641.  38  000 

Stuart  Realty  Co  to  Miller  Realty  &  Construction  Co.  140th  st 
n  s,  225  w  Amsterdam  av,  runs  n  43.11  x  w  90.7  to  s  e  s  Ham- 
ilton pi,  Nos  71  and  73,  x  s  w  47.7  to  140th  st  x  e  109  to  be- 
ginning.    P   M.     Prior  mort  $60,000.     Oct  1.  5  years.  0%      Oct 

19,  1900.      7:2072.  20  (XtO 
Stuart  Realty  Co  to  Robt  M  Silverman.     Hamilton  pi,  Nos  75  and 

77,  e  s,  108.6  n  e  140th  st,  runs  e  00.7  x  s  56  x  w  90.7  to  pi  x 
n  e  00  to  beginning.  P  M.  Prior  mort  .$47,000.  Oct  1.  5  years 
0%.   Oct   19,    1900.     7:2072.  21000 

Shongood,  Delia  to  Martha  V  WoodhuU.  100th  st.  No  241  n  s 
2.50  e  Broadway,  25x100.11.     Oct  15.  due  Nov  1.  1911,  5%.'     Oct 

20,  1906.     7:1881.  20  000 
Steel,    Lydia   P   wife   of   Geo   E   to   Sarah  A   Purdy.      119th   st~No 

124.  s  s,  307  w  Lenox  av.  18x100.11.  Oct  18,  3  years  '  0% 
Oct  19.   1906.     7:1903.  '  14,000 

Saxe,  Albert  to  Lord  &  Taylor,  a  corpn.  Broadway,  s  w  cor 
(ith  st,  105..5xl46xl02.2xll9.10.  Prior  mort  $600,000.  Oct 
19,   100(5.  3  years,  0%.     4:1108.  56,000 

Shapiro,  Samuel  to  LAWYERS  TITLE  INS  &  TRUST  CO  114th 
st,  Nos  100  and  108,  s  s,  114.10  e  Park  av,  40.1x10011  Oct 
18,  5  years,  59;.     Oct  19,   1906.     6:l(j41.  40,000 

Siegel,  Isaac  and  Joseph  Steinberg  to  Lazarus  Hanues  107th 
st.  No  58,  s  s,  150  e  Madison  av,  25x100.11.  Prior  mort  $''9 - 
000.      Oct    IS.    3   years.   6%.      Oct    19,    1900.      6:1012.  3,050 

Shapiro.  Samuel  to  Harris  Mandelbaum  and  ano.  114th  st  Nos 
98  and  100.  s  s.  34.10  e  Park  av.  120.1x100.11.  Prior  'mort 
niO.OOO.      Oct   17,   demand,   G%.     Oct   19.   1906.     6:1641.       49,000 

Somerstein,  Wolf  and  Morris  Kesstenbaum  to  LAWYERS  TITLE 
INS  &  TRUST  CO.  3d  av.  No  1697,  e  s.  25.8  n  95th  st,  25x100 
Oct  17.  ;•.  years,  4Vo<y, .     Oct  19,  1906.     5:1.541.  •  20,000 

Same  and  Leopold  Hellinger  with  same.  Same  property  Sub- 
ordination   agreement.      Oct    17.      Oct    19,    1000.      5:1541.        nom 

Setaro,  Frank  A  to  Douglas  Merritt  and  ano  trustees  Julia  D 
Dawson.  29th  st.  No  214.  s  s,  235  e  3d  av.  25x98.9.  Oct  1 
5  years,  4%%.     Oct  19,  1900.     3:909.  17,500 

Stichweh,  Frederick  to  KNICKERBOCKER  TRUST  CO  trustee 
Mary  E  Van  Derburgh.  .59th  st,  No  545,  n  s,  225  e  West  End 
av,    2.5x100.      Oct    19,    1000,   5    years,    .5%.     4:1151.  12,500 

Schwenk.  Nathan  and  Louis  Levin  to  Paula  Wright  63d  st 
No  32(!,  s  s,  325  e  2d  av,  25x100.5,  Oct  18,  flue  Sept  1  191l' 
5%.     Oct  19,   1900.     5:1437.  is.oOO 

Schwenk,  Nathan  and  Louis  Levin  to  Louis  Mander  63d  st  No 
328.  s  s.  .3.50  e  2d  av.  25x100.11.  Oct  18.  due  Sept  11  1911 
5%.     Oct  19.  1006.     5:1437.  18,000 

Tompkins,  Harry  to  Auguste  Gahren.  n3th  st,  ,No  523  n  s  300 
w  Amsterdam  av,  20xl(X>.l].  P  M.  Prior  mort  .$21000  '  Oct 
10,  2  years,  — %.     Oct  22,   1906.     7:1885.  '  3,000 

Tinker,  Henry  C  to  Robert  S  Clark.  Park  av,  Nos  443  to  449 
s  e  cor  57th  st,  Nos  100  and  102,  150.5x00.  Oct  19,  5  years' 
4%.     Oct  22,  1900.     5:1311.  250,0'00 

Tuchman,  Leon  with  LAWYERS  TITLE  INS  &  TRUST  CO  Mon- 
roe st,  Nos  204  and  296,  s  s,  264.2  w  Corlears  st.  — x— .  Sub- 
ordination agreement.     Oct  15.     Oct  23,   1900.     1:203.  nom 

Tenement  Impt  Co  to  Robert  N  Kenyon.  (jOth  st,  No  309  n  s 
1.50  e   2d    av.   25xl(X)..5.      Oct   23.    1900.    5   years.    5%.      5-1435' 

16,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Oct  23.  19CK!.     5:14.35.  


The  text  of  these  pages  is  copyrighted.     All   rights  are  reserved.      Notice   is  hereby  given   that   infringement   will   lead   to   prosecution. 
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Bronx      October  27,  1906 


Cooper  Iron  Works 

^  JOHN  COOPER,  PROPRIETOR 

Works:  Emmett  Street  &  Avenue  D,  Newark,  N.  J. 
New  York  Office :  1  Madison  Avenue 


IRON  and  STEEL  WORK 

FOR 

BUILDINGS,  BRIDGES,  &c. 


Tinker,  Henry  C  to  Fredk  Sheldon.     Murray  st    No  -11,  n  s    abt  1(X) 
w    Church    St.    25x100.      Oct    20,    3   years.    4%.      Oct    23.    1900 


i:i:w. 


Ho.OOO 
Teichman.   Abraham   to   Feni  Mandel.     Riyington  si.  Nos  172  and 
174.   n   s.   -,0  w  Attorney,  St. ^0x100.  ^^Pnormon  *^9.000^^^Oct^_^ 


18,  due  May  1.  1907.  0%.  Oct  19.  190b.  2:.^49. 
Thorn  James  to  James  Thorn  Jr.  10th  av.  s  e  s.  at  n  cor  plot 
1.-.  runs  s  e  228.3  to  Speedway  Park  x  n  e  102.9  x  n  w  2oo.t)  to 
av'  x  s  100  to  beginning,  being  part  of  plot  10  map  128  acres 
of  land  being  part  of  estate  of  Isaac  Dyckman;  Amsterdam  av, 
c  s  9.840  n  15.-.th  st.  100x22S.7x-.x207.3.  Oct  19,  1900.  due 
July  l.j.   1907.   G'-c.     8:2149.  ,4^'°°° 

lUlmann.  Max  and  Harry  to  N  Y  TRUST  CO.  124th  st  No  lo9,  n 
s  100  e  Lexington  av,  19.6x100.11.  Oct  23.  1900,  3  years, 
4%%      61773.  o,0UU 

Ubriaco,  Camillo  to  Katharina  Elias.  114tli  st.  No  427.  n  s,  345 
e  1st  av.  2.^x100.  Prior  mort  $12,000.  Oct  23.  demand,  —%■ 
Oct  24,   1906.     6:1708.  ,   __.  ^   2  <K)0 

Vanderpoll  Eliz  B  with  Harris  Celnik  and  ano.  Madison  st.  No 
84  s  s  abt  138  e  Catharine  st.  25x100.  Extension  mort.  Oct 
9, 'l906.     Oct  17,   190l>.     1:276.  nom 

Vermont  Trading  Co  to  Edmund  Bittiner  exr  Louis  Meisel.  9c!d 
st  No  314  s  D,  225  w  West  End  av,  50x143. 2x.50xl44.8.  Prior 
man  PM.XO.     Oct  23,  lOOG,  due  Sept  15,   1907,  4%%.     4:1252 

13. .500 
Wolff    Maurice  W  with  Board  of  Foreign  Missions  of  the  Reformed 
Church   in   America.      13(ith   st.   No   205  West.     Extension  mort. 
Oct  6.      Oct  23.    1906.     7:1942.  nom 

Wallenstein.  Saul  to  Mary  C  Housman  and  ano.  4th  st,  No  i2. 
s  s.  abt  170  w  2d  av.  25xy2  blk.  Oct  23,  1906.  5  years.  t>/. 
2:459.  3J,0U0 

Wallenstein.  Saul  to  Geo  G  DeWitt  and  ano  trustees  Cornelia 
A  Atwell.  3d  st.  No  21,  n  s,  abt  170  w  2d  av,  25x1/2  blk.  Oct 
23,  190(5,  5  years,  5%.     2:459.  32,000 

Weinstein,  Abraham  D  to  Adolph  Rusch  and  ano.  70th  st.  Nos 
413  and  415.  n  s,  263  e  1st  av,  runs  n  —  x  e  0.1  x  n  —  x  w  0.1 
X  n  —  X  e  37.6  x  s  100.4  to  70th  st  x  w  37.6  to  beginning.  Oct 
22,    1906,   5  years.   5'r<.     5:1465.  gold.   34,000 

Weinstein  Philip  and  Max  to  Max  Epstein  and  ano.  126th  st.  Nos 
113  and  115,  n  s.  190  e  Park  av.  50x99.11.  P  M.  Prior  mort 
.$4(t.lK;0.     Oct  24.  5  years.  {i%.     Oct  25.   1901!.     6:1775.  23.000 

Wolf.  .-Xbraham  and  Albert  with  American  Mortgage  Co.  Jackson 
St.  No  16.  Subordination  agreement.  Oct  24.  Oct  25,  1906. 
1:2(;5,  °o^ 

Wetherbee.  Gardner  to  Jacob  A  Geissenhainer  and  ano  trustees 
Henry  Elsworth.  West  End  av.  Nos  375  and  377.  w  s.  22.2  s 
7,Sth  st  2  lots,  each  2(1x75.  2  morts,  each  $14,000.  Oct  23.  1906. 
5  years.  4%';?.     4:1186.  28,000 

Weintraub.  Fischel  to  whom  it  may  concern.  112th  st,  Nos  204 
to   20S   East,      Certificate   of   reduction   of   mortgage   from  $19,- 

000  to  $17,.500.     Oct  24,     Oct  25,   1906.     6:1061.  

Wolf,  .\braham  to  Arthur  Lehman.  2d  av.  Nos  151  and  153.  w  s. 
72.10  n  9th  st.  runs  w  125  x  n  32,6  x  e  25  x  n  15.1  x  e  100  to  av 
X  s  47.7  to  beginning.  Oct  24.  1906,  due  April  1,  1909,  6%. 
2:465.  20,000 

Weil,  Samuel  with  LAWYERS  TITLE  INS  &  TRUST  CO.  Riving- 
ton  st.  No  1.54.  Subordination  agreement.  Oct  15.  Oct  24,  1906. 
2:. 349.  nom 

Weil,  Jonas  and  Bernhard  Mayer  with  Chas  H  Phelps  exr  John  G 
Butler.  Mott  st,  Nos  308  to  312,  e  s.  124  s  Bleecker  st,  57,3x 
63.3x57.3x62,  Subordination  agreement.  O.c  16.  Oct  24, 
1906.     2:. 521.  nom 

Weil.  Jonas  and  Bernhard  Mayer  with  Chas  H  Phelns  exr  John  G 
Butler.  Mott  st,  Nos  314  and  316,  e  s,  90  s  Bleecker  st,  34x62. 
Subordination  agreement.     Oct  10.     Oct  24.  1906.     2:.521.  nom 

Wein,  Rosie  to  LAWYERS  TITLE  INS  &  TRUST  CO.  Rivington 
st.  No  1.54.  n  s,  77  e  Suffolk  st.  27x100.  Oct  24,  1906,  due 
June  30,  1911,  5%.     2:340,  30,000 

Weil,  Jonas  with  J  Norman  Whitehouse  trustee,  77th  st.  No 
239    East.      Subordination    agreement.      Oct    24,    1906.      5:1432. 

nom 
Wylie,   Christina   S   to   FARMERS   LOAN   &   TRUST   CO.      Broome 
st,   Nos  344  and  346,  n  w  cor  Bowery,  Nos   150  to  154,   runs  w 
101,1  X  n  38.3  X  e  99.3  to  Bowery  x  s  00  to  beginning.     Oct  16, 
3  years,  — %.     Oct  19,  1906.     2:478.  45.000 

Wclwood.  John  C  to  TITLE  GUARANTEE  &  TRUST  CO.  25th 
st.  No  .330,  s  s,  425  e  9th  av,  25x98.9.  Oct  17,  due,  &c,  as  per 
bond,     Oct  20,   1906.     3:748.  11,000 

Weber,  Caroline  M  S  with  Douglas  Merrit  and  ano  trustees 
Julia  D  Dawson,  29th  st.  No  214  East,  Subordination  agree- 
ment. Oct  1.  Oct  19,  1906.  3:909.  nom 
Weiss,  Nathan  to  Bernard  Crystal.  37th  st,  Nos  222  and  224, 
s  s,  275  w  7th  av.  37.6x98.9.  P  M.  Prior  mort  $32,000.  Oct 
19,  due  Nov  1,  10O9,  6%.  Oct  20,  190(!.  3:786.  15,000 
Weinstein.  Julius  to  New  Amsterdam  Realty  Co.  43d  st.  No  417, 
n  s,  200  w  9th  av.  25x100.4.     P  M.     Prior  mort  $11,000.     Sept 

17,  1  year,  69!;.     Oct  19,  1906.     4:1053.  4,000 
Whitehouse.   Jane   S  wife  Fredk  W   to  Ellen   McK   Gunning.     71st 

St.  No  227,  n  s,  4S3.4  e  West  End  av,  15.9x102,2.  P  M.  Oct 
19,  1906,  3  years,  — %.    4:1163.  10,000 

Wittner.  Sigfried  to  Harris  Mandelbaum  and  ano.  10th  av,  Nos 
278  to  282,  n  e  cor  26th  st,  Nos  461  to  469,  runs  n  74  x  e  100 
X  n  24.8  X  e  25  X  s  98.9  to  26th  st  x  w  125  to  beginning.  Prior 
mort  $75,000.     Oct  18,  1  year,  6%.     Oct  20.  1906.     3:724.     72.000 

Same  to  same.     Same  property.     P  M.     Prior  mort  $38,000.     Oct 

18.  1  year.  6%.     Oct  20.  1006.     3:724.  37,500 
Wilson.   Julia  W  widow  and  Allen   P.  Yonkers.   N  Y,  and  Charles 

H  Wilson,  Boonton,  N  J,  to  Mary  I  W  Simpson.  Charles  st. 
No  106,  s  s,  76  e  Hudson  st,  24.9x92.3.  Oct  IS,  5  years, 
i^r'c     Oct  19,   1006.     2:620.  6,000 

Wear,  Morris  F  to  John  Hyslop.  29th  st.  No  206.  s  s,  136.8  e 
3d  av,  23.4x^4  blk;  29th  st.  No  208,  s  s,  160  e  3d  av,  25x98,3, 
P   M.     Oct   18,   due  Apr  18,   1907,   5%.     Oct   19,  1906.     3:909. 

32,000 


BOROUGH    OF    THE    BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 

new  Annexed  District   (Act  of  1895). 

Aldhous,  Herbert  to  John  L  B  Mott  and  ano  exrs  Jane  B  Mott. 
184th  st,  s  s,  110.2  w  Grand  av,  20x60.7x29.8x59.10.  Oct  23, 
5  vears,  Ti'^.     Oct  24.   1906.     11:3209.  6,000 

Ager,  Emerence  K  to  Mayer  S  Auerbach.  Summit  av,  e  s,  112.(i 
s  166th  st,  43.9x190.  P  M.  Oct  16,  due  Apr  16,  1907,  6%,  Oct 
24,    1906       9:2.526,  l.-lOO 

Allen,  Elmer  to  Fannie  H  Youngs  trustee  tor  Gertrude  W  Cheever. 
Grand  av,  w  s,  250  s  w  192d  st,  50x106.  Oct  22,  2  years,  5%. 
Oct   23,    1906.     11:3214.  1.500 

Alzheimer,  William  to  Margaretha  Helmecke.  Clinton  av.  No 
1345,  w  s,  220.7  s  Jefferson  st  or  pi,  24.10x137.7x24.10x137.6. 
P  M.     Oct  18,  1  year,  5%.     Oct  19,  1906.     11:2933.  1,000 

*Abbott,  Frank  M  to  WASHINGTON  SAVINGS  BANK.  Mayflower 
av,  w  s,  434.11  n  Middletowu  road,  runs  w  137  x  n  e  224,8  to  w 
s  Mayflower  av  x  s  178  to  beginning,  Tremont  Terrace.  P  M. 
Oct  24,  2  years,  5%.     Oct  25,   1906.  2,000 

Aldhous,  Herbert  to  Henry  Sillcocks.  1.84th  st,  s  s,  110.2  w 
Grand  av,  20x60.7x29.8x59.10.  Prior  mort  $6,000.  Oct  23,  1 
year,  — '/r.     Oct  25,  1906.     11:.3209  and  3212.  1  ,200 

Ager,  Emerence  K  to  Julius  Janowitz.  Perry  av,  s  s,  119.6  s  w 
2(»oth  st,  1.50x1110.  P  M.  Oct  15,  due  Jan  1,  1908,  67o.  Oct 
2.5.   1966.     12:3345.  1-500 

Adams.  Harry  C  to  N  Y  Co-operative  Building  &  Loan  Assoc. 
l'.J7th  st,  s  s,  140  e  Bainbridge  av,  25x116.  Oct  19,  installs, 
69;.      Oct   22.   1906.      12:3288.  2.000 

*Belmont.  Minnie  R  to  Isaac  Butler.  Jefferson  st,  e  s.  205  s  Rail- 
road av.  runs  s  48.10  to  n  s  West  Farms  road  x  s  e  1.5  x  e  107.2 
x   n   50  X   w   108  to  beginning.      Oct   10,   5  years,  0%.     Oct 


1906. 
*Same  to   Magdalena  Lohbauer, 

6%.     Oct  22,  1906. 
Berger.    Benjamin    to    John   J    Kelly.      Jennings    st,    n 

Wilkins    pi,    75x100.1x70.1x100.      Oct    2,    due    Jan   2 

Oct  22.  1906.     11:2965.      . 
*Bleiden,  Bernard  to  Eliz  Smithson. 

Plains  road.  3  lots,   each  25x100. 

prior   morts,  .f3,250  each.      Oct  1 


2,500 
Same  property.     Oct  10,   1  year, 

1,000 
,   106.3   w 
1907,   ii%. 

2,000 
223d  st,  n  s,  600.10  e  White 
3PM  morts.  each  $2.200;^3 
3  years,   6%.      Oct   19.   1906. 

6,600 

*Same  to  same.  223d  st,  n  s,  681.10  e  White  Plains  road,  2  lots, 
each  25x100.  2PM  morts,  each  $2,175;  2  prior  morts  ?3,o00 
each.     Oct  1,  3  years,  6%.     Oct  19,  1906.  4,350 

*Same  to  same.  223d  st,  n  s.  606.10  e  White  Plains  road.  125x 
100.  P  M.  Prior  mort  $27,700.  Oct  1.  due  Mar  1,  1907,  6%. 
Oct  19.   1906.  800 

Braun.  Ignatz  and  Abraham  Kramer.  Brooklyn,  N  Y,  to  Ignatz 
Pick.  Brook  av.  No  1514,  e  s,  100  n  171st  st,  25xl00,10x25x 
100,10,     P  M.     Oct  IS,  3  years,  6%.     Oct  19,  1906.     11:2895. 

4,000 
*Bergsten,   John    to   Birkbeck   Investment,   Savings   &   Loan   Co   of 
America,     Edwards    av,    e    s,    lot    11.5    map    Seton    Homestead, 
Westchester,    25.7x100x27.6x100.      Building    loan.      Oct    19,    in- 
stalls,  G%.     Oct  20,   1906.  1.000 
*Boyle.   Mary  W  to  Van  Nest  Woodworking  Co.     Unionport   road, 
e  s.  513.7  w  White  Plains  road,  at  point  475  n  along  same  from 
n  s   Morris  Park  av.   runs  e  73.7  x  n  50  x  w  55.9  to  Unionport 
road  X  s  .53.1  to  beginning,  with  right  of  way  to  Morris  Park  av. 
Oct    17.    due    Apr    17.    1907.    67c.      Oct    19.    1906.  1,025 
Buffington.    Harry   B   and   William   Thompson   to   Therina   T   Bar- 
nard.    Union   av,   w  s,    170.9  n   158th   st,   late  Cedar  st,   runs   w 
KiO.l  X  n  29  X  e  48  X  s  4.9  x  e  123.3  to  av  x  s  24.6  to  begin- 
ning.    Oct  19,  3  years,  5%.     Oct  20,  1906.                              10,000 
Bartel,    Lina    to    Mary    Keckeissen.      150th    st,    s    w    s,    155    from 
s  cor  Robbins  av,  runs  s  e  4ij  x  s  w  125  x  n  w  46  x  n  e  125  to 
beginning,     Oct  24,   1906,   5  years,   5%.     10:2641.                    17,500 
Butler,   Rose   M  wife  Edw  K  to   Elmer  A  Allen.      Grand   av,   w  s, 
100  s  ]92d  st,  25x106  to   old  Croton  Aqueduct.     P  M.     Oct  23, 
3  years,  5%.     Oct  24,   1906.     11:.3214.  2,000 
Brown,    Walter   E    to    Elmer  A   Allen.      Grand   av.    w   s.   125   s   w 
192d    st,    25x106    to    old    Croton    Aqueduct,      P    M,      Oct    23,    3 
years,   5%.     Oct  24,   1906.  2,000 
Cohen,  Max  and  Emanuel  Glauber  with  Fredk  A  Budde,     Kelly  st, 
e   s,    149.1    n    167th    st,    100x116.11x100.7x106.2.      Subordination 
agreement.      Oct   18.      Oct  20,   1906.      10:2706.  nom 
*Collins,  Thomas  to  SamI  G  Dayton.     Prospect  St.  n  s,  at  s  w  cor 
land   Ben]   Hegeman,   runs  n  110  to  land  Robt  Vail  x  e  125  x  s 
110  to   st   X  w   125   to  beginning.      Oct   1,   1   year,   6%,      Oct  22, 
1906.                                                                                                              1,500 
Culver,   Emily   D   C   to  Adolph   Hirsch.      Summit   av.   w  s.   186.7  s 
165th  st,  late   Devoe  st,  25x87.6.     Oct  19,  1906.  2  years,  5%%. 
9:2525.    ■                                                                                               2.000 
Cavanagh.   Chas  W  to  TITLE  GUARANTEE  &  TRUST  CO.      Simp- 
son St.  No  1165,  w  s,  2111.5  n  Home  st,  16.8x100.     Oct  8,  due,  &c, 
as   per  bond,      Oct  24.   1906.      11:2974.                                            3  200 
Dudensing.    Frank    to    Carl    Fischer.      Trinity   av.    late    Grove    av. 
e  s.  470.6  s  165th  st.   late  Wall  st.  50x100;  Trinity  av.  e  s,  84 
n  163d  st,  66x100,     Oct  15,  6  years,  5%,     Oct  25,  1906,     10:26.39. 

20,000 

Donlon,  Mary  A  wife  Francis  L  to  Thomas  J  Donlon.     13Sth  st.  No 

726,    s    s,    633.4   e    Willis   av,    16.8x100.      Oct   22.   3   years,    5%. 

Oct  23,  1906.     9:2282.  6,500 

Dauere.     Marius    to    Fundy    Co.       Union    av.    Nos    691    and    693. 

Declaration   that   premises   be   subject   to   lien   in   favor   of  party 

'700.     Oct  12.     Oct  23,  1906.     10:2.577 


2d  part  to  the  amount  of 

and  2665, 
*Dammeyer,  Charles  to  Edw  G  Hill.     Fulton  st, 

suth    av,    33x151.5,    Washingtonville.      P    M. 

51^%.     Oct  22,   1906. 
*Diehl,    Jacob   to    Caroline    Behling,  4th    st, 

2    lots,   each   25x1112.6,    Wakefield,      2  morts, 

20,  3  years,  5%.     Oct  22,  1906. 
*East  Borough  Impt  Co  to  Annie  T  McCarthy. 

White   Plains   road   at   point  along  same  92.5  n   Morris  Park  av, 

runs  w  100  x  n  25  x  e   100  x  s  25  to  beginning,   with  right  of 

way   to    Morris   Park   av.    Oct   23,   3   years,    5%.      Oct   24,    1906. 

3,500 


e  s,  271.8  n  Kos- 
Oct    15,    3    years, 
900 

w  s,   30  s   218th  st, 
each   $4,000.      Oct 

8,000 
Plot  begins  690  e 
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*Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders    to    above    mort.      Oct   23.      Oct    24,    1900.  

Eureka  Co-operative  Savings  &  Loan  Assoc  to  Fredk  Schill. 
Natlialie  av,  e  s,  bet  Kingsbridge  road  and  22Uth  st,  and  being 
lots  23  and  n  1/2  lot  22  map  portion  Anthony  estate  at  Kings- 
bridge  Heights,  37.0x125.  Certificate  as  to  payment  of  $3,400 
on  account  of  mort.     Sept  29.     Oct  11),  1000.     12:3253.  

Flagg,  Minnie  E  to  Ellen  Anderson.  Marion  av,  w  s,  19.3  s  193d 
St,  30.9x77.8x30.9x78.  Oct  17,  1  year,  0%.  Oct  19,  1906. 
12:3280.  1,750 

Same  to  same.  Marion  av,  w  s,  50  s  193d  st,  30.9x77.3x30.9x 
77.8.     Oct   17,   1   year,  6%.     Oct  19,  1900.     12:3286.  1.750 

Same  to  same.  Bainbridge  av,  e  s,  61.6  s  193d  st,  30.9x77.9x30.9 
x78.3.     Oct  17,   1  year,  6%.     Oct  19,  1900.     12:3286.  1,750 

Same  to  same.  Bainbridge  av,  e  s,  92.3  s  193d  st,  30.9x77.3x30.9 
x77.9.      Oct    17,    1    year,    6%.      Oct    19,    1906.      12:3286.       1,750 

Feuerbach,  Mary  and  Louise  Falk  to  Martin  Lahm  exr  Philip 
Lahm.  Home  st,  n  s,  120.11  w  Tinton  av,  20. 2x137. 5x20. 2x 
136.5.   Oct  22,  3  years,  5%.     Oct  24.   1900.     10:2662.  5,000 

*Ford,  Thos  J  and  Margt  L  Callaghan  to  Adolph  Diamond.  For- 
est av,  e  s,  187.6  n  West  Farms  road,  37.6x101.11x37.7x104.5, 
Westchester.  P  M.  Prior  mort  $2,000.  Oct  20,  3  years,  5%. 
Oct   22,    IfMX;.  1,000 

*Geller,  Samuel  to  Peter  Zambetti.  Plot  beeins  740  e  White 
Plains  road  at  point  along  same  850  n  Morris  Park  av,  runs  e 
100  X  n  l.")t>  X  w  100  X  s  150  to  beginning,  with  right  of  way  over 
strip  to  Morris  Park  av.  P  M.  Prior  mort  $3,450.  Oct  20. 
due  Apr  20,   1907,  57o.     Oct  22,   1906.  3,350 

Ganz,  Meyer  M  with  LAWYERS  TITLE  INS  &  TRUST  CO.  140th 
St.  n  s,  300  e  St  Anns  av,  40x95.  Declaration  as  to  subordination 
of  mort.     Oct   12.     Oct  22,   1906.     10:2552.  nom 

Goeb,  Mary  wife  Edw  T  to  Amelia  H  Welke.  Faile  st,  e  s,  148. 8  s 
Bancroft  st,  20.8xl(X).  Prior  mort  $10,000.  Oct  22.  1906,  1 
year.    5y2%.      10:2748.  350 

Gallagher,  John  to  Simeon  C  Bradley.  Grand  Boulevard  and  Con- 
course, e  s,  bet  Burnside  av  and  ISOth  st,  and  at  line  bet  lots 
419  and  420,  runs  e  04.11  x  n  25  x  w  62.11  to  Grand  Boulevard 
and  Concourse  x  s  25  to  beginning,  being  lot  419  map  building 
lots  at  Fordham.  part  of  farm  of  Chas  Berrian.  Oct  1,  3  yrs. 
5%%.      Oct   22.    1906.      11:3100.  2.000 


Guadaeno.  Joseph  to  Wm  E  Thorn.  Albany  av.  e  s,  546  n  231st 
St.  20x90.7x26.5x99.3.  Oct  12,  due  Nov  1,  1909,  6%.  Oct  20, 
190(J.      12:3267.  3,800 


Gareiss.  Augustus  Jr  to  Augustus  Gareiss.  Mosholu  Parkway 
South,  s  s,  70.2  e  Bainbridge  av,  runs  s  86.11  x  w  37.6  x  n  104.5 
to  Mosholu  Parkway  South  x  e  42  to  beginning.  Oct  18,  3  yrs, 
— %.     Oct  20,   1906.     12:3299.  9,000 

Gundlach,  Ella  to  Fundy  Co.  Topping  av,  e  s,  200  n  174th  st, 
75x05.     Prior  mort  $9,200.     Oct  19,  1906,  demand,  6%.  11:2799. 

2,750 

Globe,  Maxim  S  to  Thornton  Bros  Co.  Clay  av.  No  1300,  n  e  cor 
169th  st,  18.11x80.  P  M.  Oct  23,  installs,  6%.  Oct  24,  1906. 
11:2887.  1,400 

Gallagher.  Edw  J  and  Thos  F  Finnegan  to  John  Parsons.  Old 
Albany  Post  roacf^v  s,  288,2  n  Delafleld  lane,  contains  1  1-6 
acres,  except  plot  on  west,  50x100.  P  M.  Oct  23,  3  years,  0%. 
Oct  24,  1900.     13:3415.  3,000 

Ginsburg  Realty  Co  to  Edw  M  Scudder.  238th  st,  s  s,  100  w 
Martha  av,  250x100.  P  M.'  Oct  23,  1906,  due  Dec  3,  1908,  5%. 
12:3380.  7.500 

Gilber,  Oliva  to  Knickerbocker  Savings  &  Loan  Co.  237th  st,  n 
s,  300  w  Martha  av,  25x100.  Oct  25,  1906,  installs,  6%.  12:3386. 

1,500 

*Henning,  Mary  M  Jr  to  Augusta  H  Arnold.  14th  st,  n  w  cor 
Av  C,  21x— X— xS2,  Unionport.     Oct  25.   1900.  2  years,  6%.     3,000 

♦Havender,  Joseph  to  Mary  A  G  Dancer.  Barker  av,  w  s,  200  s 
Elizabeth  st,  runs  w  125  x  s  100  x  e  125  to  av  x  n  100  to  be- 
ginning,  Olinville.     P  M.     Oct   18,   3  years,   5%.     Oct   19,   1906. 

2.750 

Hank.  Charles,  and  Geo  H  and  Pauline  E  Leopold  to  Wm  C  Mundt. 
Fulton  av.  No  1393,  w  s,  84,8  s  170th  st,  42.10x90.6x42.10x 
96,4,      Oct  24,   1900,   1   year,   6%.      11:2925,  S.OOO 

Habersack,  Chas  A  to  Eliz  Armstrong,  Trinity  av,  e  s,  1.50  s 
101st  st,  25x99.8.  Oct  19,  due  Jan  1,  1912,  5%.  Oct  24,  1901".. 
10:2637.  3.500 

*Hellwege,  Claus  to  Herman  Kahrs.  220th  st,  s  s,  1.55  w  4th  av. 
50x114.  Wakefield.     P  M.     Oct  23,  1906.   1  year,  G%.  1.000 

Hlawatsch,  Chas  to  Eliz  Armstrong.  Tinton  av,  w  s,  423,10  n 
KiOth  st,  27x135.  Oct  22,  due  Jan  1,  1912,  5%.  Oct  24,  1906. 
10: 2(158.  11,000 

Irving  Realty  Co  to  Bankers  Construction  Corpn.  Fox  st,  e  s, 
280  n  Home  st,  20x100  Prior  mort  $14,000  on  this  and  other 
property.     Oct  19,  1906,  due  June  29,   1908,  5%.     11:2974.     2,800 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  altove  mort.     Oct  19.   1906.     11:2974.  

Johnson,  John  B  to  Edmond  T  Heck.  Daly  av.  No  1082,  e  s,  250  9 
n  Tremont  av.  22.10x47.4x22x40.9.  P  M.  Oct  18.  due  Nov  1 
1909.  51,4%.     Oct  23,  1906.     11:3126.  2.300 

Katz,  Polacek  Realty  &  Construction  Co  to  City  Mortgage  Co. 
Jackson  av.  n  e  cor  150th  st.  100x45.10.  Building  loan.  Prior 
mort   .$40.0(X>.      Oct   25,    190(!,   demand,    C/r.      10:264(i.  3,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders   to   above    mort.      Oct   25.    1906.      10:2646.  

Same  to  N  Y  SAVINGS  BANK  of  City  N  Y.  Same  property.  Cer- 
tificate as  to  consent  of  stockholders  to  mort  for  $40  000 
Oct   25,   1900.      10:2046.  _ 

Katz-Polacek  Realty  &  Construction  Co  to  N  Y  SAVINGS  BANK 
of  City  N  Y.  Jackson  av,  n  e  cor  1.56th  st,  100x45.10.  Oct  25, 
1906.  due.  &c,  as  per  bond,     10:2646.  40,000 

Kalsch,  Andrew  to  Louise  Hammer  and  ano.  Union  av,  w  s  8.3  4 
n  1.52d  st,  16.8x100.  Oct  23,  3  years,  5%.  Oct  24,  1906 
10:2605.  4.000 

*Klein,  Wm  W  to  WASHINGTON  SAVINGS  BANK,  Eastern 
Boulevard,  w  s,  175  s  Tremont  road,  50x2(JO  to  e  s  Gainsborg 
av.     P  M.     Oct  19,  3  years,  5%.     Oct  20,  1906,  2,400 

Lakritz,  Herman  with  Fredk  A  Budde.  Kelly  st,  e  s  149  In 
107th  st,  100x116.11x100.7x100.2.  Subordination  agreement 
Oct   18.      Oct  20,   1906.      10:2706.  nom 

Lockwood,  Geo  W  to  Central  Mortgage  Co,  230th  st,  s  s,  1.50  w 
Oneida  av,  2  lots,  each  25x100.  2  morts,  each  $4,000  May 
1,  3  years,  5%.     Oct   19,   1906.     12:3366.  8,000 


Larkin,  Thomas  to  John  J  Brady.  Park  av,  e  s.  135.10  s  180th 
st,  1.50x141.     Oct  20.   1  year,  6%.     Oct  22.  1900.     11:3036.       300 

Lavelle.  Lewis  V  to  Emma  Doig  extrx  Wm  S  Doig.  Bryant  av, 
w  s,  150  n  172d  st,  25x100.     Oct  25,  1906,  3  years,  5%.   11:2990. 

6.000 

Liesmann,  Hermann  and  Frank  to  Geo  Ehret.  Brown  pi.  e  s,  50  n 
134th  st,  50x101.1.  Prior  mort  $15,000.  Oct  25,  1906,  due  Oct 
4,   1907.  5%.     9:2202.  S.OOO 

*Lewis,  John  to  Citizens  Savings  and  Loan  Assoc  of  N  Y  City. 
229th  st,  s  s,  510  e  White  Plains  road.  33.6x114,  Bronx.  P  M 
Oct   22,   installs,   (i',:;,.      Oct   25,   1006.  1,750 

Loebel,  Emma  to  Helene  W  Eilenberg.  Briggs  av.  No  2808,  s  e 
s,  98  s  w  198th  st,  23.5x97.8x23.7x98,1.  P  M.  Oct  22,  due,  &c. 
as    per   bond.      Oct   24,   1906.      12:. 5295.  2,500 

*Levoli,  Carmela  to  Lizzie  Scott.  Unionport  road,  e  s,  being  plot 
begins  440  w  White  Plains  road  at  point  along  same  175  n 
Morris  Park  av,  runs  w  103.3  to  e  s  Unionport  road  x  n  w 
28,10  X  e  117,8  x  s  25  to  beginning,  with  right  of  way  over  strip 
to  Morris  Park  av.  P  M.  Prior  mort  $3,000.  Aug  9.  4  years. 
5%.     Oct  24,   1900.  1,900 

Lesley.  Maud  E  to  General  Theological  Seminary  of  the  Protest- 
ant Episcopal  Church  in  U  S.  Troy  st,  w  s,  240  s  227th  st, 
late  Sidney  st.  runs  w  70.5  x  s  157.4  to  n  s  Kappock  st  x  s  e 
4.11  to  Troy  st  xn  e  on  curve  —  to  beginning.  Oct  22,  5  years, 
5%.     Oct   23,   1906.     13:3407.  7,500 

Morrison,  Ferdinand  V  to  John  H  Ines  and  ano  trustees  Marie  Del 
P  Egan,  143d  st.  No  084,  s  s,  275  e  Willis  av,  25x100.  Oct  1, 
3   years,   5%.      Oct  25,    1900.     9:2287.  7,000 

Moffatt.  Patk  J  to  Richard  S  Collins.  Union  av.  s  w  cor  Cedar 
pi,  or  1.58th  st,  runs  w  113.11  x  s  50  x  e  101.5  to  Westchester 
av  X  n  e  18. (i  to  w  s  Union  av  x  n  .30.3  to  beginning.  Oct  19. 
due   Aug   1,    1907,   6%.      Oct   22,   190(5.      10:2(i55.  23,.500 

Same  to  same.  Same  property.  P  M,  Prior  mort  $23,500.  Oct 
10,    demand.    6%.      Oct    22,    lOCMj.      10:2655.  6,(X)0 

Marshall.  Henry  V  to  Solomon  B  Livingston  trustee  for  Herbert 
J  Livingston  will  Jacob  Livingston.  Perry  av,  w  s.  2(X)  n  Holt 
st,  25x111,4x25,3x115,1.  P  M.  Oct  20.  3  years.  51/2%  for  1st 
year  and  5',;    for     remainder  of  term.     Oct  22.   1006.      12:3343. 

4,000 

Meade,  Joseph  F  to  Thomas  F  Riley  and  ano.  Hull  av,  w  s,  2.50  s 
200th  st,  25x100.  P  M.  Oct  20,  installs,  0%.  Oct  22,  1906. 
12:3347.  3,300 

McQuade,  Besse  M  to  Agnes  K  Mulligan.  Worth  av,  w  s,  108.7  s 
170th  st,  50.X94.3,  except  part  tor  Carter  av.  Oct  20.  due  Nov 
1,  1906,  69;,     Oct  23,  1900.     11:2892.  5,000 

*Mahon,  Elizabeth  to  Magdalena  Lohbauer.  Theriot  av,  s  w  cor 
Cornell  av,  25x100.     P  M.     Oct  16,  3  years,  6%.     Oct  23,  190(!. 

1,000 

Meyer.  George  to  August  Diener.  College  av.  w  s,  140.5  n  169th 
st,  l(j..Sx92,6,  P  M.  Prior  mort  $3,500.  Oct  22,  3  years,  6%. 
Oct  23,   190(i,      11:2785.  1,000 

Mollenhauer,  Virginia  T  to  N  Y  Co-operative  Bldg  &  Loan  Assoc 
of  City  N  Y.  Grand  av,  e  s,  25  n  Clinton  pi,  75x100.  Oct  22,  in- 
stalls, 6%.     Oct  23,   loot).     11:3195.  1,000 

*Munkenbeck.  Jacob  to  August  J  Freutel.  St  Lawrence  av,  No 
220.  e  s.  100  s  Mansion  st,  25x100.  Oct  22,  3  years,  51/2%.  Oct 
23,  1906.  1,100 

McQuade,  Besse  M  to  Henry  H  Barnard.  Worth  av,  w  s,  108,7 
s  176th  st,  .5(X\94,3.x50x94,3.  except  part  for  Carter  av.  (Dct 
23.  due  Jan  23,   1907,  ,5%.     Oct  24,   1000.     11:2892,  2,100 

Moffatt,  Patk  J  to  Simon  Lesser  and  ano.  Union  av,  s  w  cor 
1.58th  St.  runs  w  113.11  x  s  50  x  e  101,5  to  Westchester  av 
X  n  e  18.6  to  LTnion  av  x  n  36.3  to  beginning.  P  M.  Prior  mort 
$23,.5(J0.     Oct  19,  due  Aug  1,  1907,  6%.     Oct  22,   1906.   10:20.55. 

14,500 

Monaghan,  Martha  K  to  John  B  Hibbard.  237th  st,  s  s,  125  e 
Oneida  av,  25x](XI.  Sept  15.  due  Jan  1,  1908,  G%.  Oct  24. 
190(j.      12:3371.  214 

Mayerson.  Joseph  to  Fredk  A  Budde.  Kelly  st,  e  s,  149.1  n  107th 
St.  100x116.11x100.7x106.2.  Oct  IS,  3  years,  6%.  Oct  20. 
19CHj.      10:270ti.  ,      7,000 

Merritt.   Edwin   D   and  Annetta  to   Edw  J  Fisher  and  ano.      165th 

st.   No  972.  s  s,  127,9  e  Tinton  av,  20,6x100.     Prior  mort  $ 

Oct   18.   due   Nov   1,   1908.  57c.     Oct  20,   1906.     10:2669.  1,000 

Martin,  Julia  T  wife  Wm  H,  Hoboken,  N  J,  to  Grant  Squires  exr 
Catherine  Donovan.  Belmont  av,  w  s,  270.5  n  Pelham  av,  25x 
87.6.     Oct  10,   due  Oct  1,  1908,  — %.     Oct  20,  1906.     12:3273. 

6,000 

*Marion,  John  B  to  Mark  P  Ansorge.  Van  Nest  av,  n  e  cor  Van 
Buren  st,  .5(.lxlOO.     Sept  12,  due  Feb  27,  1908,  — %.  Oct  19,  1900 

2.200 

Newman,  Wm  F  to  TITLE  GUARANTEE  &  TRUST  CO.  Perry 
av,  e  s,  225  s  209th  st,  25x100.  Oct  IS,  due,  &c,  as  per  bond. 
Oct    19,    1906.      12:3347.  1,000 

Northwestern  Realty  Co,  Nathan  Mayer.  Fleischmann  Realty  & 
Construction  Co.  LAWYERS  TITLE  INS  &  TRUST  CO.  Henry 
R  Wood.  ROCHESTER  TRUST  &  SAFE  DEPOSIT  CO.  Meyer  M 
Ganz,  Cornelius  Daniels,  Isidor  Teitelbaum,  Sadie  Mayer  and 
Lawyers  Mortgage  Co,  each  with  the  other,  140th  st.  n  s,  ,300 
e  St  Anns  av,  209x95.  Agreement  as  to  correction  of  descrip- 
tion of  property  in  5  morts  dated  June  26,  1005,  and  subordina- 
tion agreement,  &c.  July  31.  Rerecorded  from  Aug  22,  100(5. 
Oct  22-,  1900.     10:2552.  nom 

O'Leary.  John  to  Realty-Business  Corporation.  Tiffany  st.  w  s, 
165,10  s  Intervale  av.  runs  s  100  x  w  114,7  x  n  25  x  e  1(3,4  x  n 
25  X  e  18,1  X  n  17,2  x  n  e  10.11  x  e  12.5  x  n  7.4  x  n  e  2.5  x  e 
48.2   to   beginning.     P   M.     Oct  25,   1006,    1   year,   G%.      10:2706. 

2,000 

Oesting,  August  to  Frederick  W  Brooker.  Clay  av.  No  1007.  on 
map  No  1690,  w  s,  129.2  s  174th  st,  18.8.x95.  P  M.  Oct  24,  1 
year,   :;%.     Oct   25,  190(i.      11:2790.  2.000 

Oberle,  John  H  to  John  J  Decker.  Bathgate  av.  No  1786,  e  s,  162 
s  175th  st,  40x112x40x110,10,  Oct  20,  1  year,  6%.  Oct  22. 
ISJOO.     11:2922.  1,250 

Petry,  Chas  F  and  John  J  to  Chelsea  Realty  Co.  Plimpton  av,  s  w 
cor  170th  st,  75x100.     P  M.     Oct  25,  1906,  3  years,  5%.  9:2.522, 

5,2.50 

*Plante.  Domina  to  Maggie  Kuhn.  Parker  av.  e  s,  100  s  Lyon  av, 
25x100;  Lyon  av,  s  e  cor  Parker  av,  50x100.  P  M.  Oct  23,  2 
years,    5%,      Oct   25.    1906.  1,500 
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Rockiand-Rockport  Lime  Company 


Manufacturers 


ot    tne   .'oiiowing 
iuc'kl.iud    Lime 


Brands    o^ 


EXTRA  FINISHING  LUMP  ^tJn.:. 

Also  Sole  ilanufacturors  of 
Look  for  these  words  on  the  head  of  every  barrel.  Greenpoint  Ave  &  Newtown  Creek         ELREKA  BRAND  of  PREPARED  PURE  WHITE  LIME 

•Manufactured  by  Rockiand-Rockport  Lime  Company"      Borough  of  Brooklyn,  N-  Y.  City       which  is  enperior  to  any  other  lime^or^waii^yUster  now 

DO  KOT  BE  DECEIVED  BY  ANY  SUBSTITUTE  Telephone.  207  Greenpoint  on  the  market.  OUARA 
NEW    YORK    OFFICE,    FULLER    BUILDING,    BROADWAY    AND   23d    STREET 


GUARANTEED  NOT  TO  PIT, 


*Pietras  Stanislaus  to  Martha  Gamble.  lil'Jth  st.  s  s.  ln.j  e  :ith 
av  C.d.KllS.S,  Wakefield.  Oct  1,  3  years,  Olia.  Rerecorded 
from  Oct   11,   1006.     Oct  24,  1006.  •  3,000 

Prince  Co  (E  S)  with  Central  Mortgage  Co.  230th  st,  s  w  cor 
Oneida  av,  runs  w  250  x  s  100  x  e  150  x  n  50  x  e  100  to  av, 
X  n  50  to  beginning.     Subordination  mort.     Oct  10,   lUOG.     12:- 

;!;{(;(;.  „°°ni 

Rohdcnburg.  Meta  Individ  and  as  extrx  Louis  Rohdenburg  and  Geo 
L  and  Martha  B  Rohdenburg  children  of  Louis  Rohdenburg  to 
EMIGRANT  INDUSTRIAL  SAVINGS  BANK.  Brook  av.  s  w  cor 
i;5.Sth   st,   100x05.      Oct   19.   1000,    1   year,   5%.     0:22Go.        3o.000 

*Rake,  Adolpbus  L  to  Maria  H  Bodly.  Edwards  av.  w  s,  lot  IbO 
map  Seton  homestead  at  Westchester,  20.6x07.8x25x70.7.  July 
1,  due  Jan  1,   1909,  6%.     Oct  19,   1900.  2.500 

Relnecke,  Charles  and  Wm  Fajen  to  Thos  J  Balfe  ct  al  exrs  Jos 
M  Wentz.  Hughes  av,  n  w  cor  189th  st,  40x87.0.  Building 
loan.     Oct  23,  due  May  1,  1907,  G%.     Oct  24,  1900.     Il:30j8. 

*Reid  Henry  C  to  Chas  P  Hallock.  Morris  Park  av.  s  s.  75  e 
Garfield  st,  50x100.  Oct  20,  due  Apr  20,  1907,  ii'/c-  Oct  2o 
1900.  .„  300 

Robben,  Henry  to  Joseph  Frering.  100th  st,  s  s,  loO  e  Court- 
landt  av,  25x100,  except  part  for  100th  st.  Prior  mort  $a,500. 
Oct  20.  2  years,  0%.     Oct  23,  1900.     9:2400.  500 

*Rizzo,  Tomaso  and  Salvatore  Pristera  to  Helen  Le  R  Pearsall. 
Union  av,  s  w  s,  lot  5  map  land  ot  Jacob  V  Hutchler  at  West- 
chester,  50x100.      P   M.     Sept  29,  3  years,   6%.  Oct  25,   lOOO. 

Rosenthal,  Robert  to  Fleischmann  Realty  &  Construction  Co. 
140th  st,  Nos  877  and  879,  n  s,  420  e  St  Anns  av.  2  lots,  each 
40x95  2PM  morts,  each  $9,2.50;  2  prior  morts  $28,000  each. 
Oct  22,  5  years,  (j%.     Oct  23.  1900.     10:2552.  18,500 

Roberts,  Joseph  to  Ida  Taylor.  lOSth  st.  No  924,  s  s,  67.7  e  Bos- 
ton road,  10.0x82.4.  P  M.  Sept  17,  5  years,  5%.  Oct  23,  1900. 
10:2052.  5,250 

*Softel,  John  to  Saml  Geller.  St  Lawrence  av,  w  s,  25  s  Merrill 
st,  25x100.  P  M.  Prior  mort  $4,500.  Oct  15,  3  years,  6%.  Oct 
23,  1900.  1.500 

*Storey,  Thomas  F  to  Hudson  P  Rose  Co.  Eastchester  road,  s  e  cor 
Seminole  st,  27.3x110x24. (ixl05:  Seminole  st.  s  s.  110  e  East- 
chester road,  30.9x100x7.10x102.0.  P  M.  Oct  15.  due  Nov  1,  1909. 
5%%.     Oct  23,   1900.  700 

*Scanlon,  Cornelius  to  Hudson  P  Rose  Co.  Beech  st,  w  s,  lOO  s 
152d  St.  25x100.  P  M.  Oct  22,  due  Nov  1,  1900,  5V4%.  Oct 
23,  1900.  310 

Schwartz,  Julius  to  American  Real  Estate  Co.  Faile  st,  e  s,  309.4 
s  Bancroft  St.  20x100.  P  M.  Oct  19,  5  years,  5%.  Oct  22, 
1900.     10:2748.  8.000 

Silverstein,  Mitehel  with  Kate  A  Doolittle.  Barretto  st  (Fox 
St),   No  1071,   w  s.     Extension  mort.     Oct   19,   1900.     10:2717. 

nom 

*Stuckardt,   Louisa  and  Eliz  Pratt  to  George  Herold.     Av  A,,  s  w 

cor   15th  St.   108x105,   Unionport.     P  M.     Sept   17,  3  years,  0%. 

Oct  20,   1900.  1.500 

*Same   to  same.      15th  st,   s   s,  205  w  Av   A.   100x108,  Unionport. 

P  M.     Sept   17,  3  years,  67o.     Oct  20,   190G.  1,000 

*Steinmetz.   Amelia  to  Isaac  Butler.  Green  lane,  w  s..  175  s  Lyon 

av,   25x100,   Westchester.     Oct   24,   3  years,   6%.     Oct  25,   1906. 

3,500 

Sullivan,  Timothy  F  to  Trustees  of  The  Exempt  Firemens  Ben- 
evolent Fund  Assoc  of  23d  Ward,  a  corpn.  Elton  av.  e  s,  bet 
1.50th  st  and  157th  st,  at  line  bet  lands  of  Melrose  and  Melrose 
South,  runs  e  100  x  s  25  x  w  100  to  av  x  n  25  to  beginning. 
P  M.     Oct  10,  3  years,  5%.     Oct  20,  1900.     9:2378.  3.000 

Stonebridge,  William  to  Henry  Koch.  Arthur  av,  w  s,  114  s  lS7th 
st,  50.'c119.7x50xll9.5.  except  part  for  Arthur  av.  P  M.  Prior 
mort  $2,500.  Oct  22,  due,  &c,  as  per  bond.  Oct  23,  1900. 
11:3000.  1,00(T 

Same  to  Wm  H  Bormann.  Same  property.  P  M.  Oct  22,  due  July 
1,   1909,  5%%.     Oct  23,  1900.     11:3000.  2,500 

*Steinmetz,  Amelia  to  BRONX  SAVINGS  BANK.  Poplar  st,  s  s. 
97.11  e  Bear  Swamp  road,  runs  s  79.10  to  n  s  Bear  Swamp 
road  X  s  e  29.9  x  n  100.0  to  st  x  w  25.5  to  beginning.  Oct  24. 
3  years,  5%%.     Oct  25.  1900. 

Schwartz.  Fannie  to  Hyams  Realty  Co.  138th  st.  No  707, 
e  Willis  av.  37.0x100.  May  10,  due,  &c,  as  per  bond. 
1900.     9:22,S3. 

*Stalp,  Wm  to  East  Borough  Impt  Co.  '  Plot  begins  090  e  White 
Plains  road,  at  point  925  n  Morris  Park  av.  runs  w  100  x  n  25 
x  e  100  X  s  25  to  beginning,  with  right  of  way  to  Morris  Park 
av.     Oct  23,   1  year,   0%.     Oct   24,   190(>.  800 

♦Trainor,  Francis  to  Elzina  Sloper.  Edwards  av,  w  s.  lot  181 
map  Seton  homestead.  20.6x70.6x25x85.5  s  s.  July  1,  due  Jan 
1,  1909,  O'x.     Oct  19,  1906.  2,500 

Verngalia.  Antonio  to  Jerry  Altieri.  Fulton  av,  w  s,  200.9  n 
Wendover  av,  50x163.1x50.3x108.  Prior  mort  $45,000.  Oct 
23,  3  years.  O'Jr.     Oct  25.  1900.     11:2929.  6,000 

Van  Cleef,  Cornelius  to  Algernon  S  Frissell.  l.SSth  st.  No  751, 
n  s,  900  e  Willis  av.  2.5x100.     Oct  25,  1900.  5  years,  5%.  9:2283. 

17.000 

♦Washburn.  Morgan  to  Katharina  Gass.  12th  st,  s  s,  1.30  e  Av 
B.  75x108,  Unionport.  P  M.  Oct  22,  3  years,  G%.  Oct  23, 
liMO.  1,200 

Witkind.  Isidore  to  Abraham  Greenberg.  Jackson  av,  Nos  859 
and  861.  w  s,  100  s  161st  st,  72.7x75.  Prior  .aiort  .$35,750. 
Oct  15.  due  Apr  15,   1911,  6%.       Oct  19,  1900.     10:2037.       14,250 

Wholey,  John  to  Joseph  E  Ismay  and  ano  exrs  Jos  F  Ismay.  Park 
av,  e  s,  .50  n  182d  st,  50x89.8x50x90.6.  Oct  17.  1  year,  6%. 
Oct   19,   1900.     11:. 3038.  2,500 

Wieland,  Paul  A  with  TITLE  GUARANTEE  &  TRUST  CO.  Simp- 
son st.  No  1105.  Subordination  agreement.  Oct  8.  Oct  24. 
19015.      11:2974.  nom 

*Yunge,  Sophie  E  to  Halsey  Trenchard.  Catharina  st,  w  s,  25  n 
De  Milt  av,  50x100.  P  M.  Oct  23,  3  years,  5^%.  Oct  24, 
1906.  3,000 


PROJECTED  BUILDINGS. 


4,000 
n  s.  525 
Oct  25. 

3,000 


BOROUGH    OF    MANHATTAN. 

SOUTH  OF   14TH  STREET. 
No  28,  1-sty  brk  and  stone  outhouse,  10x0;  cost,  $900; 


30   Hamilton    st;    ar't,    Chas   E    Reid,    105   E 


Hamilton  st, 
Francesco    Guarino, 
14th   St.— 1017. 
Madison  st,  s  s,  312.4  w  Market  St.  0-sty  brk  and  stone   tenement, 
25.2x86;     cost,     ?25,000;     Louis    Frank,     155(i    Eastern     Parkway, 
Brooklyn;    ar'ts,   Bernstein   &  Bernstein,   24   E  23d  st.— 1021. 
Madison  "st,  s  s.  362.7  w  Market  st.  6-sty  brk  and  stone  tenement, 
25x86.2;     cost,    $25,000;     Louis    Frank,    1.550    Eastern    Parkway, 
Brooklyn;    ar'ts.    Bernstein    &   Bernstein.    24    E   23d  St.— 1022. 
Morton    st.    Nos    10-12.    11-sly   brk    and    stone    loft    building,    50x90, 
tile    roof;    cost,    $2.50,000;    P   J    Coleman,   219   W   22d   st;    ar't,    B 
W   Levitan.   20  W   31st   St.— 1018. 
Av   A.    Nos   00-68,    1-sty   brk   and   stone   outhouse,    12.4x18.4;    cost. 
$1,200:     Adolph    Flegenheimer,    267    Sth    av;    ar't,    Henry    Klein, 
191    E   3d    St.— 1024. 

BETWEEN  14TH  AND  59TH  STREETS. 
34th   st.   No  .341   East,   1-sty  brk  and  stone   outhouse,   11x7.4;    cost. 
$.500;    Mrs    Annie    E    Burrows,    350   W    19th    st;    ar't,    Thomas    W 
Lamb,  224  5th   av.— 1020. 
BETWEEN  59TH  AND   12.5TH   STREETS,   EAST  OF  5TH  AVENUE. 
64th   st,    No  213   East,   2-sty   brk  office   building,    16x35.   slag  roof; 
cost,    $300;    Misses    Jane    and   Catherine    Sanders,    til    Liberty   st; 
ar't   and   b'r.   John  F   Disken,   114  E  23d  st.— 1019. 
l'22d   st.    No   319   East,    1-sty   stone   and   concrete   storage   building, 
21x,50.9;    cost,    $'_'.5ll:    Henrietta    L    Heine,    422    E    122d    st;    ar't, 
Geo   M   MoCabc.   2   W   14th  St.— 1023. 

BOROUGH    OF    THE   BRONX. 
Wilcox   St.    w   s.    287.6   s   Town    Dock    road,   2-sty   and   attic    frame 
dwelling,  20.x3S;   cost,  $3,000;   Bella  Peterson,  55  W  lS3d  st;  ar't, 
Thos   C   Peterson,  .55  W   183d  st.— 1154. 
i:!7th    st,    n   s,    105    w   Willow   av,   4-sty   brk   factory,   50x95;    cost, 
$22,000;    Columbia    WaxWorks.    H   J   Grupe,    85    Crosby   st,   Pres; 
ar't.   Arthur   .\rctander   Co.    523   Bergen   av. — 1157. 
162d  St.  s  s,  50  e  Sherman  av,  1-sty  frame  shed.  otixlO;  cost,  $100; 
John  Dressel,  331  E  102d  st;  ar't,  M  J  Garvin,  3307  3d  av.— 1148. 
179th   St.   s   s,  2.50  w  Bronx   Park   av,   I'/i-sty  frame   stable,   12x10; 
cost,    $2<X);    Jacob    Cohn,    Columbus    av;    ar't,    B    Ebeling,    West 
Farms    road. — 1101. 
l.SOth  St.  n  s.  bet  Elm  pi  and  Marion  av.  six  2-sty  and  attic  frame 
dwellings.  21x.55  each;   total  cost,  $30,000;   Sarah  A  Lisk,  Marion 
av;    ar't,   F   E   Albrecht,   Fordham. — 1152.  « 

215th  st,  n  s,   100  w  6th  av,   1-sty  brk  storage,  18x17!   cost,  $200; 

Cantoni    Melchiore,   37  Jerolame   st,   ow'r   and   ar't. — 1160. 

220th  St.  s  s,  105  e  Carpenter  av.  three  2-sty  Shame  dwellings,  16.8 

x(!l   each;    total   cost.   $9,000;    Maria  Schweickert,   23   E  220th  st; 

ar't,  J  Melville  Lawrence.  230th  st  and  White  Plains  road. — 1103. 

240th    St.    n    s.    from    Arlington    to    Independence    avs,    ;5-sty    frame 

dwelling,  39x35.2;    cost.   $8,000;   F  W.Longfellow,  Riverdale;   ar't, 

Bonn   Barber,   24   E  23d   St.— 1107. 

Av  E,  n  e  cor  10th  st,  1-sty  frame  stable.  25xl2;eost,  $500;  Martha 

Kurz,  on   premises-   ar't,   Rudolph  Werner,  4192  Park  av. — 1153. 
Carpenter  av,   e  s,  175  n  237th  st,   three  2-sty  frame  dwellings,  21 
x54   each;    total    cost,    $15.tJ0O;    Richard   Kelley,    8   Elm   pi;    ar't. 
F   E   Albrecht,   Fordham.— 1151. 
Harrington   av,   s   s,   720..54   e  Fort   Schuyler   road,   1-sty   and   base- 
ment brk  dwelling.  21x50;   cost.  .$2,500;   Martin  Norton,  on  prem- 
ises;   ar't,    Chas   R    Baxter,    Middletown   road. — 1155. 
Marion  av,  e  s,  0().30  and  101  s  199th  st,  two  2-sty  and  attic  frame 
dwellings,    peak   slate   roof.   21.2x48.2   and   51.2;    total   cost,    $10,- 
000;    Ernst    Hammer,   28(>0   Marion   av;    ar'ts,   Ernest    Hammer   & 
Son,   2800   Marion   av. — 1104. 
Matthews    av,    w   s,    IIJO.31   n    Bronxdale    av,    2-sty   frame   dwelling, 
21x50;     cost.    $5,000;     Bernard    Malone,    208    Jefferson    st;     ar't, 
Henry    Nordheim,    170   Van    Buren    St. — 1150. 
Rider  av,  e  s,   100  s  140th  st,   1-sty  frame  shed,  35x22;  cost,  $175; 
Low   &   Gentile,    on   premises;    ar't,    H   S   Baker,   494   E   138th   St. 
—1150. 
Robin  av,  e  s,  200  s  Tremont  av,  2-sty  brk  dwelling,  19x53.4;   cost 
$3,500;   Julius  Bally,  575  W  41st  st;  ar't,  Wm  J  Dilthy,   1   Union 
sq.— 1149. 
Robbins   av,   w   s,   275  s   147th   st,   two  0-sty  brk  tenements,   50x87 
each;    total    cost,    $90,000;    Mrs    E    M    Kadien,    330    W    145th    st. 
—1102. 
Rver  av.  w  s,  114  s  lS2d  st,  two  2-sty  frame  dwellings,  21x00  each; 
"total    cost.    $l(t,0(UI;     Jos    Balaban,    2040    Ryer    av;     ar't,    Louis 
Kounig,    ms   E    150th   St.— 1100. 
Tremont    av.    n    s.    46.11    e    Crotona   av.    two   2-sty   brk   stores   and 
dwellings,  25x60  each;  total  cost,  .$9,000;  Gilbert  Van  der  Guisser, 
2081   Bathgate   av;   ar't,   F   Nusbaum,  335  St  Anns   av. — 1158. 
Van   Courtlandt  Park,   abt  (lOO  n   Broadway   and   Mansion.   1-sty  brk 
toilet   and  shelter.  92.4x30;   cost,  $12,<X)0;   N  Y  City;   ar't,  Martin 
Schenck.    Claremont    Park. — 1108. 
Villa  av,   w   s,   l.SC  s  Van   Cortlandt  av.   1-sty  frame  meeting  room, 
2.5X.30;   cost.   $,^'00;   Leo  Hutter,  227  Villa  av;   ar't,   F  E  Albrecht, 
Fordham.— 1159. 
Webster  av,  n  w  cor  198th  st,  2-sty  brk  stores  and  offices,  48.2^4 
x87.9%    and    8.5.11;    cost.    .$15,000;     Harrington    &    Stafford,    227 
Willis   av;    ar't,    M   J   Garvin,   3307   3d   av.— 1105. 


ALTERATIONS. 

BOROUGH    OF   MANHATTAN. 

Broad   st.   No   OS,   erect   deck  house   to   10-sty   brk   and   stone   office 
buiidin.g;    cost.    $300;    Mrs    John    A    Morris.    Fort    Schuyler    road, 
Westchester,   N  Y;   ar't.   Thornton   Chard,   287  4th   av— 2.S21. 
Cherry   St.    No    151.    toilets,    tank,    windows,    to   5-sty   brk   and   stone 
tenement;    cost.    $2,500;    Leah    Levy,    7    E    119th   st;    ar't,    Henry 
J  Feiser,   1.50  Nassau  st. — 2791. 
Cherry  st,   Nos  383  to  389jpartitions.   stairs,   to   ten    5-sty   brk   and 
Sca»umel  st,  Nos  .54-.56  I     stone    store    and    loft    buildings;     cost. 

Water  St.  Nos  OmO  to  036  |  $10,000;  The  Newland  Realty  &  Con- 
struction Co,  5  Beekman  st;  ar't,  F  S  Schlesinger,  102;^  Madison 
av.-27S3. 
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The   Palmer   Lime  and  Cement  Company 

*'PAI<MER'S  1\<».  1,"  tho  strniiKest  and  Iwst  brick  lime  manutactured,  will  lay  more  brick  to  the  barrel  than  any  other  llmr.  < 

Farnaiu  C'lDIOsmilEU  f'inisluiuur,  whii-li  has  no  oqual. 

Paluier's  t-'illiKliin;;,  liiKli  t;nLd.',  l"r  all  finishing  and  plastering  work. 

ConiK-rticiil  \Vlii«e  l^iiiK',  rsp.cialiy  adapted  to  brown  and  scratch  work. 

PalnnT's  t:ii«-nii»r:il  I-iiim,  iibsoiuioly  high  grade.  «.^«»^„    ..     ^^..^.-r^rsi,      .. 

Alsen's  I'orllaiul  triucnt,  lor  Long  Island.  FOSTER    F.    COMSTOCK,    Manager 

Brooklyn  St.ition.  Telojiliono  14.-.n  Groonpoint  Sales  Department :    |  49    BROADWAY,    NEW    YORK 

Jersey  City  Station,  Tnlophono  13U2  Jersey  Telephones,  601<i  r.r.i  i  ,;r,i2  C.rtiandt 


Clinton  st.  No  WCi.  toilets,  partitions,  to  5-sty  brk  and  stone  tene- 
ment;   cost,   .liStJO;   A  J  Dworsliy.   239   E  UOth  st;    ar'ts,   Bernstein 

&   Bernstein,   L'-l   E   23a   St.— 2787. 
Essex    st.    No    V.).    toilets,    windows,    tubs,    sinks,    to   5-sty   brk    and 

stone    store    and    tenement;    cost,    $3,500;    Ma.x    Lubetkin,    143    E 

111th   st;    ar't,    Alfred   L   Kehoe,    206   Broadway.— 2785. 
Greenwich   st.   No   70.   partitions,   windows,   to  4-sty   brk   and   stone 

tenement;   cost.   $1,000;   Abraham  Sahodi,  03  Washington  st;   ar't, 

O    Reissmann.    30   1st    St.— 27.S0. 
Greenwich  st,  Nos  OSG-liOO,  install  girders,  posts,  to  5-sty  brk  and 

stone   store   and   lott   building;    cost,   $1,000;    Thomas   Farrell,   (!2G 

10th  av;   ar't,  Jas  W  Cole,  403  W  51st  st.— 2800. 
Hamilton   st,   No   28,   stairs,   chimneys,   skylights,   to   H-sty   bi-k   and 

stone  tenement;   cost,  .f3.000;   Francisco  Guarino,  30  Hamilton  st; 

ar't,    Chas   E   Reid,    105    K   14th    St.— 2777. 
Hester    st.    No    1(10,    tank,    skylights,    partitions,    windows,    to    two 

4    and    5-sly    brk    and    stone    stores    and    tenements;    cost.    .$l,.''iO0; 

Ellen  T  McKinloy.   108  E  91st  st;   ar't,  C  Stegmayor,   108  E  91st 

St.— 2819. 
Lewis    st.    No    111.    toilets,    partitions,    piers,    shaft,    to    two   3   and 

5-sty   bik   and    stone   tenements;    cost,   .f5,000;    S   Schulman,   01-05 

Park    row;    ar't,    O    Reissmann.   'JO    1st   st. — 2811. 
Ridge  st,  No  3.">.  skylights,   toilets,  windows,  to  4-sty  brk  and  stone 

tenement;    cost,    .$900;    George   Vassar,   433   \V   22d   st;    ar't,   J    B 

Franklin,    335    Broadway. — 2823. 
4th    St.    No    I(l5    East,    partitions,    toilets,    to    5-sty   brk    and   stone 

store   and   tenement;    cost,   .fl,000;    IMtrs  Mary  Gunther,   105  E  4th 

st;    ar't,    Henry    Regelmann. — 27.S4. 
14th   st,   Nos   702-708   East,   add   1   sty   to  4-sty  brk   and  stone   loft 

building;    cost.    $10,000;    Eagle   Pencil    Co,    710   E    14th   st;    ar'ts, 

B  W  Berger  &  Son,  121  Bible  House.— 28'J4. 
15th    st.    No    431!    East,    partitions,    toilets,    plumbing,    windows,    to 

5-sty    brk    and    stone    store    and    tenement;     cost,    $1,200;     Miss 

Elizabeth   Eich,   430   E   15lh   st;    ar't,   Henry   Regelmann,   133   7th 

St.— 2778. 
10th  st,  Nos  419-421  East,  store  fronts,  partitions,  to  two  4-sty  brk 

and  stone  stores  and  tenement;  cost,  $1,200;  Gustav  Wilkens,  241 

1st    av;    ar't,    Richard    Rohl,    128   Bible   House.— 2829. 
'17th  st,  Ncs  401-403  East,  1-sty  brk  and  stone  side  extension,  15.9 

x23.0,  skylights,   windows,   to  two  .5-sty  brli  and  stone   tenements; 

cost,    $5,250;    Samuel    Glazer,    280    1st    av;    ar'ts,    Sommerteld    & 

Steckler,   19  Union  sq.— 2781. 
17th    st.    No    142   West,    fireproof   ceilings,    to   5-sty   brk    and   stone 

store    and    tenement;    cost,    $500;    Joseph    Demmer,    1(!    Elm.  st, 

Bronx;    ar't.   John  J   Kennedy.   Mosholu  av.   Riverdale,    N  Y. — 2822. 
18th   St.   Nos   130-132   West,   stairs,   stalls,   partitions,   to   two   2-sty 

brk    and    stone    stable;    cost,    .$2,800;    Metropolitan    Securities    Co, 

275  Broadway;   ar't,   Chas  H  Richter,  C8  Broad  st. — 2780. 
20th  St.  No  24  West,  2-sty  brk  and  stone  front  and  rear  extension, 

2.5x.32x.5,    stairs,    partitions,    piers,    to   4-sty   brk   and   stone    store 

and  loft   building;   cost,  $4,000;    Alois  Habisreitiuger,  1090  Weeks 

av,   Bronx,  and  Maria  M  Bohling,  5  E  20th  st;  ar'ts,  M  L  &  H  G 

Emery,    OS    Bi;ble    House.— 2792. 
20th   st,   No   24.>   East,   partitions,   posts,   girders,   to  3-sty   brk   and 

stone   storage   and   tenement;    cost,   $475;    Maria   Sharkey,  351   2d 

av;    ar't,   John    Sharkey,   351   2d   av.— 2831. 
23d  st.  No  118  West,  partitions,  to  5-sty  bi'k  and  stone  office,  hall 

and  dwelling;   cost.  $1,500;   Childs  Unique  Dairy  Co,  42  E  14th  st; 

ar'ts,    Bernstein    &    Bernstein.    24   E   23d    St.— 2.S27. 
28th  st.  No  135  West,  toilets,  windows,  to  5-sty  brk  and  stone  tene- 
ment;  cost,  $2,000;   Joseph  Manheimer,  212  E  COth  st;   ar't,  John 

H    Knubel,    318   W   4'2d   st.— '2798. 
2Sth    st.    No   327    W.    skylight,    partitions,    to   4-sty   brk    and    stone 

tenement;    cost,    $400;    Wm   C   Devery.   310   W  28th   st;    ar't,   Geo 

Hang,    7(!0    E    103d    st.— 2780. 
30th  st.  No  420  West,  toilets,  skylight,  partitions,  to  two  4-sty  brk 

and  stone   tenement;   cost,  $2,500;   Sand  Rock  Realty  Co,   100-104 

Broadway;    ar't.    C    IBaxter  Jr.   .300   Alexander   av. — 2793. 
40th  st,   No  432  West,   toilets,   store  fronts,   to  4-sty  brk  and  stone 

tenement;    cost.   $2,000;    Henry   Newman,   923   Park  av;    ar't,   A  J 

H  Lenchtag,  279  E  3d  st.— 2810. 
48th   st,   Nos  200-202   East,   toilets,   partitions,   to  2  and   4-sty   brk 

and  stone  store  and  tenement;   cost,  $1,.500;   Ggden  Goelet  estate, 

9  W   17th  st;   ar't.   A  Barmeyer,  211  Wooster  St.— 2830. 
49th   St.   No  013  West,   roof,   beams,   brk  walls,   to  2  and  3-sty  brk 

and    stone    loft    building;    cost.    .$2,000;    Peter    C    Eck-hardt,    093 

9th  av;   ar't,  Jas  W  Cole,  403  W  51st  St.— 2810. 
51st  st.  No  .39  West,  erect  iron  fence,  to  4-sty  brk  and  stone  resi- 
dence;   cost,   $100;    ow'r  and   ar't,   Geo   G   De   Wit,   39  W  51st   st; 

b'rs.   Marc   Eidlitz  &   Son,   489  5th   av.— 2807. 
53d   St.    No   5.5    East,    1-sty    brk    and    stone   front   extension,    7x5.0, 

partitions,    new    fronts,    to   4-sty   brk   and    stone   residence;    cost. 

$10,000;    John   R   Dunlap,   on   premises;    ar't,    P  J   Jossier,    152   E 

.53d  St.— 2818. 

53d  St,  Nos  118-122  West,  brk  partitions,  to  2-sty  brk  and  stone 
power  house;  cost.  .f350;  ow'r,  ar't  and  b'r,  The  New  York  Edi- 
son Co,  55  Duane  st. — 2799. 

57th  st.  No  3-58  East,  add  1  sty  to  rear  extension,  to  3-sty  brk  and 
stone  tenement  and  factory;  cost,  .$1,000;  Abraham  Axelrod. 
358  E  57th  st;   ar't,  Harry  ZIot,  2.30  Grand  St.— 2796. 

01st  st.  No  241  West,  toilets,  partitions,  to  5-sty  brk  and  stone 
tenement;  cost,  $1,200;  Israel  H  Goldberg,  236  Grove  st,  Jersey 
City,  N  J;  ar't,  Wm  Kurtzer,  Spring  st  and  Bowery. — 2828. 

69th  st.  No  20  East,  elevator  shaft,  to  4-sty  brk  and  stone  dwell- 
ing; cost,  $3,000;  Susan  M  Swenson,  20  E  GOth  st;  ar'ts,  Rob- 
ertson &  Potter,   100  5th  av.— 2782. 

09th  st.  No  242  West.  1-sty  brk  and  stone  rear  extension,  2.5x0. 
to   2-sty   brk   and   stone   stable;    cost,   $1,000;    A   H   Heinsheimer, 

^  40  E  19th  st;   ar't,   Patrk  J  Murray,   112  W  42d  St.— 2795. 

73d  st.  No  .338  East,  partitions,  to  5-sty  brk  and  stone  tenement; 
cost.  $400;  Ignatz  Ottner,  344  E  72d  st;  ar't,  Harry  Zlot,  230 
Grand   St.— 2808. 

86th  st.  No  111  West,  partitions,  toilets,  skylights,  to  4-sty  brk 
and  stone  dwelling;  cost,  .$2,500;  Albert  Hirsch,  42  Broadway; 
ar't,   Edwd   I   Shire.   110  E  23d  St.— 2812. 


l(J3d  st.  No  75  East,  walls,  chimneys,  toilets,  windows,  to  5-sty 
brk  and  stone  store  and  tenement;  cost,  $5,000;  Morris  Heller, 
Simon  Clug  and  Jacob  Chizik,  84  W  115th  st;  ar't,  Chas  E  Reid, 
11.15   E    14th   St.— 2817. 

110th  st.  No  123  East,  brk  wall,  ceiling  to  5-sty  brk  and  stone 
store  and  tenement;  cost,  $400;  Wm  Skelly.  Verio  av  and  ■238th 
st;    ar't,    Wm    Kcnnv,   082   E   195th   St.— 2788. 

114th  st.  No  221  East,  partitions,  new  floors,  to  5-sty  brk  and 
stone  tenement;  cost.  $2.fMJ0;  Joseph  Gertner,  5  W  112th  st;  ar't, 
Henry   J    Feiser,    1.50    Nassau   st. — 2814. 

125th  st.  No  514  West,  store  fronts,  partitions,  plumbing,  to  5-sty 
brk  and  stone  tenement;  cost.  .$3,000;  Weil  &  Mayer,  5  Beek- 
man  st;   ar't.  Samuel  Gross,  5  Beekman  St.— 2794. 

Av  A.  Nos  1511-1513,  remove  shafts,  to  two  5-sty  brk  and  stone 
tenements  and  stores;  cost,  $.500;  Nathan  Marcus,  121  Canal  st; 
ar'ts.   Moore   &  Landsiedel,   148th  st  and  3d  av— 2802. 

Broadway.  Nos  1.S45  and  1847,  erect  sign,  to  4-sty  brk  and  stone 
dwelling;  cost,  .$:JOO;  Lewis  A  Mitchell,  114  Liberty  st;  ar't,  C  F 
Mellville,   452   5th   av,— 2790. 

Broadway,  No  1020,  rebuild  walls,  to  2-sty  brk  and  stone  garage 
and  club  building;  cost,  $800;  Cyrus  Clark,  327  W  76th  st;  ar'ts. 
Carpenter,    Blair    &    Gould.    475   5th   av.— 2804. 

Broadway,  Nos  1788-1790.  show  windows,  to  2-sty  brk  and  stone 
warehouse;  cost,  .$'200;  Mary  T  Fitzgerald,  care  Douglass  Robin- 
son.   100  Broadway;    ar't,   Chas   E   Reid,    105   E   14th  st.— 28'2o. 

Columbus  av.  s  e  cor  92d  st,  1-sty  brk  and  stone  rear  and  front 
extension.  0.\32.8,  windows,  to  5-sty  brk  and  stone  tenement; 
cost,  .$5,000;  Witt  &  Silverster,  198  Broadway;  ar't,  M  Zipkes, 
147   4th    av.— 2.S0O. 

Manhattan  av.  No  440.  erect  fence,  to  5-sty  brk  and  stone  tene- 
ment; cost,  $300;  Harry  Goodstein,  245  W  113th  st;  ar't,  Walter 
H   C   Hornum.   .''.OO  W   125th   St.— 2806. 

Madison  st.  No  188,  partitions,  shaft,  to  5-sty  brk  and  stone  tene- 
ment and  store;  cost,  $4,000;  Weil_&  Mayer,  5  Beekman  st;  ar't, 
Samuel    Gross.   5   Beekman   st. — 2805. 

1st  av.  No  l.'iOli.  fireproof  ceiling,  partitions,  toilets,  to  4-sty  brk 
and  stone  store  and  tenement;  cost,  $1,"200;  Herman  Mandelbaum, 
1429  Madison   av;   ar't,   Chas   Stegmayer,   108  E  91st   St.— 28'20. 

1st  av.  No  1214,  flreproot  partitions  and  ceiling  to  5-sty  brk  and 
stone  tenement;  cost.  $.500;  Geo  B  Crumble,  Nyack,  N  Y;  ar't, 
F»anklin    M    Small.    2fi5    Broadway. — 280,'!. 

1st  av.  No  2.'50<!.  partitions,  fire  escapes,  to  4-sty  brk  and  stone 
tenement;  cost,  $.500;  Samuel  Cohen,  503  5th  av;  ar't,  Harry  Zlot, 
230   Grand   St.— 2797. 

1st  av.  No  831,  fireproof  ceilings,  partitions,  to  5-sty  brk  and  stone 
tenement;  cost,  .$1,000;  D  Schneider,  on  premises;  ar'ts,  Sommer- 
feld   &   Steckler.  'l9  Union   sq.— 28'20. 

2d  av,  n  e  cor  94th  st.  5-sty  bi'k  and  stone  rear  extension,  25.8x 
10,  windows,  partitions,  toilets,  chimneys,  to  5-sty  brk  and  stone 
store  and  tenement;  cost,  .$5,000;  Annie  Messer,  on  premises; 
ar't,  F  E  Glasser.  70  Manhattan  st.— 2801. 

2d  av.  No  2010,  partitions,  brk  wall,  to  5-sty  brk  and  stone  tene- 
ment; cost.  $1,000;  Gustav  Glutei,  2016  2d  av;  ar't,  Henry  J 
Feiser.    1.50    Nassau    st. — 281.3. 

7th  av.  No  295,  new  plumbing,  partitions,  to  4-sty  brk  and  stone 
store  and  tenement;  cost,  $1,000;  Falk  estate,  2117  Sth  av;  ar't, 
John    H   Kuiibel,   318   W  42d  st. — 281.5. 

7th  av.  No  .590,  1-sty  brk  and  stone  rear  extension,  20x21,  to  4-sty 
brk  and  stoni'  store  and  dwelling;  cost.  $800;  Napoleon  and  Jef- 
ferson  Levy.  29   Pino  st :    ar't,   Carl   P  Johnson.  8  E  42d  St.— 2779. 

BOROUGH   OF   THE   BRONX. 

Belmont  pi,  n  s.  SO  e  Hoffman  st.  two  2-sty  frame  extensions,  22.6 

x9.8    and    24.0x20.4.    and    new    store    fronts,    to    two    2-sty    frame 

stores   and   dwellings;    cost.   $5,000;   L   N  Levy,   27   Pine  st;   ar'ts, 

Hedmau    &   Schoen,   302    Broadway.— 592. 
Echo  pi.   No  547,  new  bay  window,  to  2V4-sty  frame  dwelling;   cost. 

$2.50;     Philip    Schierer,    on    premises;    ar't,    J    J    Vreeland,    2019 

Jerome    av. — .575. 
Evelyn  pi,   s  e  cor  Davidson  av,  move  2i4-sty  frame  dwelling;   cost, 

$1,200;    ow'r   and   ar't,   Otto   Nicolai.   on   premises,   ow'r   and   ar't. 

-558. 
Hancock  st,   w  s.   325  s  Van  Nest   av.  2-sty  frame  extension.   18x8, 

to  2-sty  frame  dwelling;   cost.  $2.50;  M  Silvania,  Hancock  st;  ar't, 

Timothy   J    Kelly.    Morris   Park   av.— .584. 
Louise  St.  w  s.  .SO  n  Barnett  pi,  move  1-sty  frame  shed;  cost,  $1.50; 

Frank  Flood.  20l!  Louise  st;  ar't.  Thos  Flood,  "200  Louise  st. — 585. 
Levere  pi,  e  s,  '200  s  West  Farms  road,  2-sty  and  attic  frame  exten- 
sion,   7x13,    to   2-sty   and   attic   frame   dwelling;    cost.   .$250;    Chas 

Boyle,    on    premises;    ar'ts,    Moore    &    Landsiedel,    148th    st    and 

3d  av.— 5,89. 
Madison  st,  w  s,  2.50  n  Morris  Park  av,  2-sty  frame  extension,  18x 

12,   to  2-sty  frame   dwelling;   cost,   $5.50;   M  Karp,  504  Willis  av; 

ar't,    Timothy   J    Kelly.   Morris   Park   av. — ,583. 
Tiffany   st,   e   s.   275   n   Spoffard   av,   1-sty   frame   extension    ,25x15, 

to   1-sty   frame  dwelling;    cost,   $250;    Thos   Reilley,   on   premises; 

ar't,    Chas   S  Clark,   709   Tremont   av.— 570. 
144th  st,   Nos  429  to  437.  5-sty  brk  extension,  .59.59x95,   and  build 

2   additional   stories   of   brk,  64x95,   upon  3-sty  brk  factory;   cost, 

.$80,000;    M   F   Westergren,    on   premises;    ar't,   John    Snyder,    123 

E  23d  St.— 579. 
149th  st,  n   s.   bet  River  and  Girard  avs,   1-sty  frame  extension,  65 

xl5,   to   1-sty  frame  factory;   cost,  .$50;   Wm  L  Dale,   151st  st  and 

3d  av;   ar'ts,   Moore  &  Landsiedel,   148th  st  and  3d  av. — 588. 
1,50th   st,   n   w  cor   Brook  av.   new  columns,  girders,   new  partitions, 

&c.  to  5-sty  brk  stores  and  tenement;  cost,  $1,400;  Saxe  &  Silver, 

2,80   Broadway;    ar'ts.   Hedman   &   Schoen,   .302   Broadway.— 591. 
168th   st,    s   s,   75   e   Washington   av,   1-sty   frame   extension,   1.5x12. 

to  1-sty  frame  office  and  storage;   cost.  $150;   Richard  H  Mitchell. 

1216    Washington    av;    ar't,    L   Howard,    176th   st    and   Carter   av. 

—578. 
176th  st,  s  s,  35.05  e  Marmion  av,  new  water  closet,  to  2-sty  and 

attic    frame    dwelling;    cost,    $150;    J   Petruzzi,    1108   E   170th   at; 

ar'ts,    Ebbinghaus    &    Co,    Olin    av. — 580. 
184th   st,   n   e   cor   Marlon   av,   2-Bty  frame   extension,   22.6x17.6,   to 

2H-sty  frame  store  and  dwelling;   cost,   $500;   John  M  Purcell,  on 

premises,   ow'r   and   ar't. — 557. 
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Boston  av,  n  s.  109.8  e  Heath  av.  1-sty  Irame  extension,  14x20, 
to  2-sty  frame  dwelling;  cost,  ^250;  John  Burns,  on  premises; 
ar't,  Chas  S  Clark.  70U  Tremont  av.— 5G9. 

Blondell  av.s  w  cor  Arnow  pi.  new  beams,  floors,  partitions,  &c,  to 
2-sty  frame  saloon  and  dwelling;  cost,  $500;  E_  Busching.  on 
premises;    ar't,    B    Ebeling,    West    Farms    road. — .".ST. 

Decatur  av,  s  s,  102  e  200th  st,  1-sty  frame  extension,  bay  window, 
to  2-sty  frame  dwelling;  cost,  |5O0;  Herman  E  Eilisy.  on  prem- 
ises; ar't,  J  Melville  Lawrence,  239th  st  and  White  Plains  road. 
-521. 

Eden  av,  w  s,  08.8  n  Belmont  av,  move  2-sty  frame  dwelling;  cost, 
$800;    Harold   Swain,   .">.")   Liberty  st,   ow'r  and   ar't. — 501. 

Fulton  av.  Xo  loO."!.  ]-sty  frame  extension.  10x15.  to  1-sty  frame 
store  and  office  building;  cost.  $300;  D  J  Deady,  on  premises, 
ow'r    and    ar't. — 't'M. 

Forest  av,  Xo  1031,  new  show  windows,  new  partitions,  to  3  and 
1-sty  frame  store  and  tenement;  cost.  .$1.50;  Minnie  Flower,  on 
premises;    ar't.    Rudolph    Moeller.    1007   Tinton   av. — 581. 

Lafontaine  av.  Xo  2114.  new  partitions,  to  3-sty  frame  tenement; 
cost.  .$.'?50;  Harris  Levine,  on  premises;  ar't,  Louis  A  Steinart. 
944  ftebbins   av.— .'lOO. 

Morris  Park  av.  n  s.  20  e  Victor  st,  move  and  new  partitions.  &e,  to 
2-sty  frame  store  and  dwelling;  cost,  $500;  John  Kenmore,  on 
premises;    ar't,   Timothy  J   Kelly,   Morris   Park   av. — 500. 

Morris  Park  av,  S3'/4  w  Amethyst  st,  move  2-sty  frame  store  and 
dwelling;  cost,  $1..500;  Basilus  Burch,  West  Farms;  ar't,  David 
B   Levy,   25   W   42d   St.— 577. 

Morris  Park  av,  n  s,  50  e  Amethyst  st,  move  2-sty  frame  stores 
and  dwelling:  cost.  .fS.OlKl;  Regent  Realty  Co,  25  W  42d  st;  ar't, 
David    B   Levy,    25   W   42d   St.— 570. 


Morris  av,  w  s,  330  s  149th  st.  new  water  closets,  new  partitions, 
cS:c.  to  3-sty  brk  store  and  tenement;  cost.  $000;  Genaro  Carozza, 
041    Morris   av;    ar't.   Robert_  Glenn.   ()19   E   149th  St.— .594. 

Xorwood  av,  w  s,  227.'25  s  20ith  st.  two  2-sty  frame  extensions,  20 
x7  each,  to  two  2-sty  frame  dwellings;  total  cost,  .$400;  Richd 
Reeves.  205th  st  and  Mosholu  Parkway;  ar't,  T  F  Coslello,  205th 
st   and    Mosholu    Faikway. — .5t)3. 

Rosedale  av,  Xo  477.  1-sty  frame  extension,  12xl4.fi,  to  2^4-sty 
frame  store  and  dwelling;  cost,  $"2(X);  Hannah  Ahlstrom,  on  prem- 
ises;  ar'ts,  Moore  &  Landsiedel.  148th  st  and  3d  av.— 508. 

Shakespeare  av.  e  s.  105  n  l(18th  st.  move  1%-sty  frame  dwelling; 
cost.    $:{00;    William   Daly,   on   premises,   ow'r   and   ar't.— 504. 

Washington  av,  e  s,  108  n  17Gth  st,  new  store  front,  to  2-sty  frame 
store  and  dwelling;  cost,  $250;  Catherine  G  W^alsh.  2088  Arthur 
av;    ar't,    Theo    E   'Thomson,    707   Tremont    av. — 505. 

Westchester  av.  s  s.  192.9  w  Av  C,  add  1  sty  to  1-sty  frame  store 
and  dwelling;  cost.  $l.(l(X);  Margaret  McXulty,  Westchester  av; 
ar't,    B    Ebeling,    West    Farms    road. — .580. 

2.30th  St.  s  s.  105  w  Barnes  av.  2-sty  frame  extension.  11x11.  to 
2-sty  frame  dwelling;  cost.  .$.500;  O  F  Hopfer.  on  premises;  ar't, 
J    Melville    Lawrence.   239th   st    and    White    Plains   road.— 595. 

Bailey  av,  Xos  3114-3110-3118,  new  plumbing,  new  partitions.  &c,  to 
three  2-sty  attic  and  basement  frame  dwellings;  total  cost,  $500; 
Ahneman   &  Younkheere,   Kingsbridge,   ow'rs   and   ar'ts. — 502. 

Belmont  av.  w  s.  2(111  n  181st  st.  new  partitions,  to  2-sty  frame 
dwelling;  cost.  $1511;  E  Pianisani,  2147  Belmont  av;  ar't,  C  S 
Clark,    709   Tremont    av.— 582. 

Boston  road,  s  s.  OWlw  5th  av,  1-sty  frame  extension,  30x10,  to 
1-sty  frame  stable  and  carriage  house;  cost,  $1.0lKJ;  Margaret 
Holler,  on  premises;  art,  J  Melville  Lawrence,  239th  st  and 
White   Plains   av. — 574. 


For  other  Lis  Pendens,  Foreclosure  Suits, 
Judgments,  Satisfied  Judgments,  Mechanics' 
Liens.  Building  Loan  Contracts,  Satisfied  Me- 
chanics' Liens,  etc.,  .see  pages  714,  71.5  and  716. 


FILINGS    OF   OCT.    26TH. 

LIS    PENDENS. 

31.")    TENEMEXT    HOUSE    LIS    PENDEXS. 
lOi    BUILDIXG    DEFT.    LIS    PENDENS. 

Mulberiy  st.  w  s.  17."i.4  n  Grand  st.  25x100. 
Michael  Marx  et  al  agt  Antonio  Cagliostro:  ac- 
tion to  foreclose  mechanics  lien:  att'y,  M  Marx. 

FORECLOSURE    SUITS. 

Av  C.  e  s.  be'wcen  lid  and  .'!d  sts.  25x92.10, 
leasetold.  Anna  M  W  Witt  et  al  agt  Marks 
Hirris   et   al:   att'ys.    Katz   &   Sommerich. 

Cannon  st.  No  l;^l.  Gussie  Seligman  agt  Annie 
Gu'-tenberg  et  al:   att'y.    E   Klein. 

VKh  av.  s  e  s,  IS  s  w  2.Sth  st,  f)Ox70.3.  Sarah 
J  Brooks  agt  David  Shapiro  et  al;  att'y,  G 
W  McAdam. 

JUDGMENTS. 

20  Adler,    Rosa— Jacob    Appel    177.50 

2(>  Ackerly.    s    Leroy— Frank    Enrich 421.98 

2(;  Buehler.    Emil— James   T    Finn 94.17 

2i!  Cohen.     Louis     O— Phillips     Magoon 300.8] 

2(i*Cohen.     Louis— Max     Rothman 60.68 

2l:i;-Dodge.    Alfred— John    F    Erdmann 121.89 

2ii  De     "Varona.     Joseph     C — Samuel     Sherman. 

244.01 

26  Dumont,    Chas    W— Elizabeth    L    Ely   et   al. 

costs,    112.62 

26  Duke,    Brodie    L — Hermann    Norden    et    al. 

5.771.88 

26  Ellis,    Mrs    F   or   Cora    B    Morrill— Eastman 

Bros    &    Bancroft    136.42 

26.Esoa.    Frank— Chas    E    Paxton 214.72 

26  Eaton.  Chas  G— Seward  Prosser  et  al.  .411.32 
26tFinestein,    Abraham— Louis  Bayarsky   et  al. 

41.70 

26t       the    same the    same    41.50 

26  Fenichel,    Herman— Hencken    H   Wellenbeck 

Co 173.45 

26  Gluck,    Adolf— Bernard    Marcus    et    al.. 955.40 
26  Goldring,    Max— American    Plumbing    Mfg. 

^„     Co 267.97 

26  Guilfoyle,   John   admr — Margaret    Moran.... 

,„      4,940.01 

26  Goldberger,    Chas   S— Phillip    Magoon.  .  .330.81 
26  Gordon,    Powhattan    G— Sophie    R    Gordon. 

•  ••-••■    ••>..     ••,,•  costs     ^  ^n  ^^ 

26  Hunter,  Geo  H— H  6  Clayton  Green. .!  .403.91 
20  Huetwohl,  Frank- Richard  R  La  Bau  et  al. 

„.      515.00 

Jh  Hamilton,    Samuel the    same    293  21 


26  Herman,  David— G  H  Gerard  Son  &  Co 

4,2.59.19 

26  Horner.   Ella— Frank   Enrich    421.98 

26  Jones.    Samuel- Max    Rothman 60.68 

26  Jantzen,   Joseph— Alfred   Peats   Co 99.21 

26  Levy,    Frank— Samuel    Eisner 190.40 

26  Lieberman,    Jacob — Gomprecht    Sausage    Co. 

81.85 

26  Kronengold    ,Ignatz— Morris    Barret    et    al. 

359.74 

26  Kraushaar.    David— Frederick    Tynan. .  .390.24 

26  Lerner.    Israel    M — Barney   Scher    212.95 

26  Luxenberg,  Jacob — City  of  N  Y 44.25 

26  Leffelmann.    F^ank— General    Incandescent 

Arc    Light    Co costs,    108.18 

26  Levy,    Solomon— Frederick    Tynan 390.24 

26  Mangan,    Annie    admrx — Man    Ry    Co 

costs,    119.30 

26  Morrill,  Cora  B  or  Mrs  F  J  Ellis— Eastman 

Bros    &    Bancroft    136.42 

26  Meagher.  James — Richard  R  La  Baer  et  al. 

293.21 

26  Phillips.  Ellis  L— Thomas  H  McKee.  .  .126.26 
26  Porter.  Wm  F— N  Y  City  Ry  Co.. costs,  112.78 
26  Kosenquest.    Bert    W— Frank    Radice.  ..  .66.00 

26  Rieger.     Frank— City    of    N    Y 81.16 

26  Rosenberg,    Charles — Katherina    Kopan    kie- 

wicz    et    al     47.52 

26  Rothstein.   Max— James  E   Nichols  et  al. 96.03 

26  Resler.    Samuel — Mendel    Yarmark 27.16 

26*Schlesinger.    Abraham — Hencken    H    Wellen- 
beck   Co 173.45 

2i)  Shapiro,    Isidor — Louis    Bayarsky    et   al.  .41.50 

26         the    same the    same    41.50 

26tSiminoff,   Benjamin the  same    41.50 

-6t       the   same the   same    41.50 

26  Side,    Samuel— Henry    Bennet   &    Co.. 1.569.16 

26  Sage.    Noah    E— Arthur    H    Baldy 541.33 

26  Thorman.  Joseph— Edmund  Kohn  et  al.191.81 

26  Trench,    Stewart   A— City   of   N    Y    44.25 

26  Turney.  Joseph  A— Natl  Surety  Co.  .10.185.97 
16  Weinbrut.     Joseph    &     Benjamin — Michael 

Belinsky     et     al     101.75 

26  Weinbrut.   Benjamin the  same   39.16 

26  Wing.    Waho    C— City   of    N    Y 44.25 

•J6  Woods.   Thomas the  same    531.72 

26  Webster.    Elizabeth the   same    189.63 

26  Winslow.   Dull  P the  same   51.56 

26  Wuernsten.     Frederick the    same. ..  .109.15 

26  Wilson.   Gilbert  H the  same 117.48 

26  Wolf.    Louis the    same 44.25 

2)*Willner,     Samuel — Katherine     Kopankiewicz 

et    al    47.52 

26  Wing.    L   S'uart   &   John   M,   trustee— Lido 

Ste'le   et  al    1,15.8.80 

26  Zatulove,    Martin— Louis   M  Koster 60.66 

CORPORATIONS. 
26  The   City  of  N  Y— John   J  Hart   Co.  .5.894.11 
26  Leavitt  Read  Amusement  &  Construction  Co 

— P  M  Fletcher  Co 615.84 

26  York   Contracting  &   Supply   Co— Daniel   P 

Gallagher    704.44 


SATISFIED  JUDGMENTS. 

Dolkin,    Joseph— S   Jaffe.    lliiKi 117.91 

Frankel,  Jacob — M  Loewenstein  et  al.  1905.413.68 
'Malsel,   Jacob   &   Max   L    Rohman— G   F   Xew- 

land.  1906   946.70 

Myer.     Mary    H— L    Abbott.    1905 94.06 

Myer,  Mary  H  &  Mary  H  Sharpstein— L  Ab- 
bott.  19(J6 119.02 

Same F   H   Man.    1906    236.59 

McCoy.    Geo    B— Pollock    Fertilizer    Co.     1906. 

42.66 

Ponemone,  Jacob  &  Nathan— A  Weiserba.  1906. 

419.41 

Rice.    Nora— H    H   Oppenheimer.    190(i    108.29 

Sweetman.    Jacob,    David   Reich   &  Louis   Reich 

— G  F  Pelham.   190<i   556.46 

Slater.  Isaac,  Frank  &  Joseph— Wotherspoon 
Plaster    Mills.    1900    139.81 

MECHANICS'  LIENS. 

44.S— Broadway,  e  s.  113.0  n  4,Sth  st,  42x128.6 
to  7th  av.  x22.. 8x121  to  beginning.  Joseph  S 
Moore  agt  Grannis  Estate  and  American 
Anti-picture    Tire    &    Automobi'e    Co.. 255. 00 

ll'.l- lS2d  St.  No  51  West.  Ross  Lumber  Co 
agt     Commercial     Building     Co 298.67 

4.".i>— 31st  St.  No  lis  West.  E  H  Ogden  Lum- 
ber Co  agt  Francis  E  Johnson,  Cornelius  "V 
Driscoll    &    William    Morin 375.75 

451- Lenox  av.  n  e  cor  143d  st.  7,5x100.  Peer- 
less   Brick    Co    agt    Morris    Feldberg.  ..  .264.00 

452— St  Nicholas  av  or  Boulevard,  s  w  cor 
164th  St.  200x100.  Abraham  Sax  agt  Bur- 
stein   &   Feinberg  and   Antonio   Altieri.  ..  .44.50 

4.53- Eldridge  st.  Nos  236  to  244.  ^ew  York 
Metal  Ceiling  Co  agt  Louis  Minsky,  Minsky 
Realty  &  Construction  Co.  Esther  Minsky 
and  Siegel  Rosenberg  &   Co 1.700.00 

4.")4— 12:id  st,  s  s,  82.2  w  1st  av.  92.10x  irreg. 
Joseph  Sagovitz  agt  Louis  Lampert  and 
Isidor    Horn    1.600.00 

4,'..5— 98th  St.  No  202  East.  Abraham  Rosen- 
berg   agt    Morris    Goldfarb    665.00 

4.11)— Grant  av,  e  s.  .32.9  n  165th  st.  350x100. 
Vermont  Marble  Co  agt  Whitney  Construc- 
tion   Co 497.00 

457— 123d  St.  Xos  354  to  364  East.  Abra- 
ham  Weinstock  agt   Louis  Lampert   &   Isidor 

Horn     214.50 

BUILDING  LOAN  CONTRACTS. 

Avenue  A.  n  w  cor  72d  st,  25.8x100.  Sender 
Jarmulowsky  loans  Fannie  Fritz  to  erect  a 
0-sty    tenement:    5    payments     7,000 

SATISFIED  MECHANICS'  LIENS. 

'St  Nicholas  pi.  e  s,  425  n  1.50th  st.  Univer- 
sal Steel  Corner  Bead  Co  agt  Leopold  Kantor 
et  al.      (Oct  15.    19061 83.32 

litb  St.  Xos  515  to  521  East.  Constructive 
Sheet  Metal  Works  agt  X  Y  Contracting  & 
Trucking   Co.      (Feb   16,    1906) 35.00 
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DENNIS  G.  BRUSSEL 

*•  ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT- HEAT-POWER 


The  Brussel  Method  and  organization  is 
devoted  exclusively  to  the  electrical  prob- 
lem of  the  building.  Independent  plants 
Installed,  or  wiring  for  street  service.  Writ« 
for  particulars, 

15  West   29th    Street,    N.  Y. 


17th  St.   No  521  East.     The  Babcock  &  Wilcox 

Co  agt  same.  '   (Feb  S.   lUOU) 770.50 

17th  st,   Nos  517  to  5L'l   East.     John  Simmons 

Co  agt  same.      (Feb  8,    lOOG)    133.72 

Same  propeity.     Chas  J  Weiuz  agt  same.   (Feb 

.S.    llKMi)    275.00 

127th  St,    No  1.32   East.      Gaetano   Zibelli  et  al 

agt  Louis  Lewenhot.  (April  4,  1000) ..  .900.00 
^Taylor    st,    e    s,    250    s    Van    Nest    av,    50x — . 

Louis  Maconsey  agt  Charlotte  Rehbock  et  al. 

(Oct    15.    IfiOO)    224.94 

i72d    st.    No    144    West.      Theodore    E    Hergert 

agt     Frederick    W    Gunther    et    al.       (Oct    2, 

lilOO)   210.00 

^Same    property.       Commonwealth    Roofing    Co 

agt  same.     (Oct  12.   1900)    110.00 

47th    St.    No    253    West.      Henry    W    Lein    agt 

Electric  Rubber  Mfg  Co.      (June  30,   1900.).. 

!f  150.00 

297th  st.    No   175  West.     M  &  P  Dickman  agt 

James  D  Buchanan.  (Sept  14.  1900.).  .$484.50 
^Same    property.      Same    agt    same.      (Sept    27, 

1900.)     533.50 

-1st  av.    w   s,    whole   front   bet  99th   and   l<X>th 

sts.      Union    Granite    Co    agt    Isaac    Kleinfeld 

et  al.     (Oct  23,   1900.)    948.75 

120th  st.  No  235  East.     Maurice  Newmark  agt 

Raphael    Kurzrok    et    al.      (Oct    23,    1900.).. 

820.00 

108th  St.   n  s,   150  w  1st  av.     Same  agt  same. 

(Oct    23,    1900. )     810.00 

152d  st,  s  s,  120  e  Morris  av.  Same  agt  Nathan 

Goldstein    et    al.      (Oct    23.    1900.)     950.00 

-Delancey  st.  n  s,  v/hole  front  between  Tomp- 
kins   and    Mangin    sts.      The    Sterling    Blower 

&    Pipe    Mfs    Co    agt    Jacob    Jacobson    et    al. 

(Oct    11.    ICOO.)    1,182.00 

^Discharged   by  order  of  Court. 
^Discharged    by   deposit. 
^Discharged   by   bond. 


JUDGMENTS     IN     FORECLOSURE 
SUITS. 

Oct.    19. 
n3d  st',  s  w  s,  419  e  1st  av,   runs  s  w  148.3  x  s  e 

101.0  X  n  e  119.2  x  s  e  194  x  n  e  44.9  x  n  w 

294  to  beginning.      Nineteenth  Ward  Realty  Co 

agt    Blomo    Mfg    Co;     Charles    Strauss,     att'y; 

Michael  J  Egan,   ref.      (Amt  due,  $44,400.07.) 
Oct.   20,   22  and  23. 

No  Judgments  in  Foreclosure  filed  these  days. 
Oct.    24. 
ISnth    st,    s    s,    100   w    Amsterdam    av.    50x99.11. 

Emanuel    Arnstein    agt    Abraham     Schlesinger 

et  al:  Alexander  Pfeiffer.  att'y;  Samuel  Marsh, 

ref.      (Amt  due,   $20,192.,SG.) 
lS.5th  st,  n  s.   1(10  e  Vanderbilt  av  East,  50x100. 

Catherine   J    Paine   agt    Jacob    Schwach    et    al; 

Reuben     Mapelsden,     aft'y;     Sylvester     L,    H 

Ward,  ret.     (Amt  due,  $4,0.58.12.) 


LIS    PENDENS. 

Oct.    20. 

82d  st,  s  s,  100  e  Columbus  av,  10x102.2.  Jen- 
nie Crawford  agt  Isabelle  Vernon;  action  to 
set   aside   conveyance;    att'y.    C   Goldzier. 

2d  av,  s  e  cor  100th  st.  40.11x100.  Morris  Mor- 
genstern  agt  Hauben  Realty  Co;   action  to  de- 

,    Clare  lien;  att'y,  S  N  Tuckman. 
Oct.    22. 

Sheriff  st.  No  .58.  Isaac  Steinberg  et  al  agt 
Samuel  Greenwald  et  al;  specific  performance: 
att'y,  S  H  Rugel. 

3d  av.  No  2031.  Max  M  Pullman  agt  Rachel 
Lichtenstein;  action  to  impress  lien,  &c. ; 
att'ys.    Arnstein   &   Lew. 

Taylor  st.  e  s,  2.50  s  Van  Nest  av,  50x100. 
Louis  Maconsey  agt  August  Rehbock  et  al; 
action  to  foreclose  mechanics  lien;  att'y,  D  W 
Rockmore. 

North  Moore  st,  No  26.  Amanda  Outcalt  agt 
Farmers  Loan  &  Trust  Co  et  al;  partition; 
att'ys,    Wollman   &   Wollman. 

04th  st.  No  53  East.  John  Barkley  agt  Eliza- 
beth R  Delafield;  notice  of  attachment:  att'y, 
W  McConihe. 

Oct.    23. 

127th  St.  Nos  170  and  172  East.  Alfred  A  Lls- 
comb  et  al  agt  Sarah  E  Liscomb  et  al:  action 
to  debar  claim;  att'ys,  Blandy.  Moouey  & 
Shipman. 

Front  st.   No  .3.59.   and  | 

South    St.    No  .3.82.  I 

Marton  Ehrenfeld  agt  Michael  Schiavone  et  al; 
action  to  reform  mortgage;  att'y,  M  Silver- 
stein. 

72d  St.  n  s,  82  0  e  Lexington  av.  18.9x102.2.  C 
Volney  King  agt  Katharine  M  LeRoy  et  al; 
action  to  foreclose  mechanic's  lien;  att'ys, 
Phillips  &  Avery. 

,50th  St.  n  s,  125  w  1st  av,  20x100.5.  John  J  De- 
vitt  et  al  agt  Emma  Brand;  notice  of  attach- 
ment; att'y,   D  J  Gladstone. 

Oct.     24. 

Davidson  av.  w  s,  whole  front  between  Evelyn 
pi  and  North  st,  2iK)x25.  Bldis  P  Earle  agt 
Geo  M  Turner  et  al :  action  to  debar  claim,  &c; 
att'y,   R  T   Greene. 

Bronx  Park  av.  s  e  cor  177th  st,  2.5x100.  Her- 
man Apfelbaum  trustee  agt  Abraham  Zucker- 
kandel  et  al;  action  to  declare  mortgage  void: 
att'ys.    H   &   J   J   Lesser. 

824  St.  No  424  East.  William  Zuckerman  agt 
Tgnatz  Lefkowitz  et  al ;  action  to  reform 
mortg.lge;    att'y.    C   W    Schwick. 

41st    st,    Nos    415    Rua    417    West.      Michnel    J 


O'Brien  agt  Katharina  Balheimer  et  al;  action 
to  declare  lien;  att'ys,  Shiland,  Shoemaker  & 
Hedges. 

Willis  av,  s  e  cor  14.8th  st,  runs  e  5(;.l  to  Ber- 
gen av  X  s  w  128.7  to  Willis  av  x  n  107.5  to 
beginning.  Isaac  Gordon  et  al  agt  Harry 
Rubin  et  al;  action  to  foreclose  mechanics 
lien;    att'y,    H    M    Flateau. 

I'.'Oth  st,  s  s.  135  e  3d  av.  30x99.11.  Jacob 
Weintraub  agt  Moses  I  Siegel  et  al;  action 
to    impress    vendee's   lien;    att'y.    C    Dushkind. 

1st  av.  s  e  cor  24th  st,  24.9x81.0.  Frederick 
Dornberger  agt  Henry  Heckmann  et  al;  action 
to  impress  vendee's  lien;  att'ys,  Arnstein  & 
Levy. 

Oct.    25. 

Marion  av,  n  w  s,  51  s  w  201st  st,  45x110.  Susie 
M  Tate  agt  Robert  A  Parker  et  al  admrs;  par- 
tition;  att'ys,   Thornton  &   Earle. 

143d  St.  No  201  West.  Charles  Stich  agt  Sam- 
uel Blumenstock  et  al;  action  to  declare  lien; 
att'ys.  Weed,  Henry  &  Meyers. 


JUDGMENTS. 


FORECLOSURE    SUITS. 

Oct.    20. 

Hoe  av,  w  s,  100  n  Jennings  st,  25x100.  Emily 
Edmonston  agt  Abraham  Kaufman  et  al; 
att'ys,   Carrington  &    Pierce. 

1.50th  st,  s  s,  llX>xi!9.11;  two  actions.  J  Her- 
bert Carpenier  et  al  agt  Mary  Reiser  et  al; 
att'y.    G   F  Chamberlin. 

Willow  av,  e  s,  whole  front  between  134th  and 
l:!5th  sts.  2(K.lxl50.  Chas  E  Appleby  et  al  agt 
Wm  F  Mohr  et  al;  att'ys.  Cannon  &  Cannon. 

Amsterdam    av,     n    w    cor    174th    st,    89.8x100. 

Standard    Operating    Co    agt    Samuel    Hoffman 

et  al;   att'ys,    Stern,   Christiancy  &   Riegelman. 

Oct.    22. 

Trinity  av,  w  s,  27  s  ie4th  st,  36.6x100.  Sarah 
A  Dusenbury  agt  Herman  Straus  et  al;  att'ys, 
Reed   &   Palli.ster. 

07th  St.  n  s.  425  w  Amsterdam  av,  100x100.5. 
David  Gordon  agt  Morris  Nierenberg  et  al; 
att'ys,    Engel,    Engel   &   Oppenheimer. 

Morningside  Avenue  West,  n  w  cor  118th  st, 
100.11x150.  Alfred  G  Compton  exr  agt  Mon- 
terey Realty  &  Construction  Co;  att'y,  H  S 
Mack. 

9th  av.  No  517.  Ida  A  Gardiner  agt  Elizabeth  L 
Healy    et   al;    att'y,    A   L   Gardiner. 

Lot  .89,  map  of  portion  of  Hunt  Estate,  Van 
Nest.  Westchester.  Russell  Realty  &  Im- 
provement Co  agt  John  Harper  et  al;  att'y, 
O    E    Davis. 

35th  st.  No  435  West.  Irving  National  Bank 
agt  Joseph  J  Fay  et  al;  att'ys,  Stern  &  Rush- 
more. 

119th    st,    n    s,    145   e   Manhattan    av,    25x100.11. 
Amelia   A  Fassitt  agt   Antoinette    Petry  et   al; 
att'y,   L  S  Quackenbush. 
Oct.    23. 

184th  st,   n  s,   100  w  Amsterdam  av,   100x99.11.1 

184th  st,  s  s,  100  w  Amsterdam  av,  200x81. 8x| 
200.1X.SS.6.  I 

Two  actions.     Bronx   Investment  Co  agt  Isaac 
'     Schmeidler  et  al;   att'y,   Merrill   &   Rogers, 

Park  av.  n  w  cor  107th  st,  100.11x81.  Golde 
&  Cohen  agt  Abram  Schlesinger  et  al;  att'ys, 
Manheim  &  Manheim. 

Oct.    24. 

Bronx  Terrace,  —  s,  n  ^4  gore  lot  105,  map  of 
Wakefield,  Bronx.  Peter  R  Egan  agt  Pit 
Rabem   et   al;    att'y.    M   J    Egan. 

Sheriff  st,  Nos  7  and  9.  Two  actions.  Julius 
Tisbman  agt  Samuel  L  Bruck  et  al;  att'y, 
Manheim  &   Manheim. 

13th  st,  n  s,  125  w  Av  A,  runs  n  57.9  x  e  15.6  x 
n  12.8  X  e  4.4  X  n  e  28  X  n  40.0  x  w  72.7  x  s 
08.3  X  s  w  42,3  X  e  25  to  beginning.  Isaac 
Avnet  agt  Louis  Morrison  et  al;  att'y,  B  Bern- 
baum. 

82d  st,  s  s,  186  e  3d  av.  17x102.2.  Leonard 
Weill  agt  Hauben  Realty  Co  et  al;  att'ys, 
Arnstein  &   Levy. 

Clinton  St.  n  s.  2.50  s  Houston  st,  50x100.2. 
Leon  Pizer  agt  George  Schupper  et  al;  att'y, 
M    Schleimer. 

Forsylh  st.  No  36.  August  Ruff  agt  Harris 
Smulowitz   et  al;    att'y,   J   C   Ruff. 

133d  st,  n  s,  360  w  .5th  av.  50x99.11.  David 
Shaft  et  al  agt  Louis  Levinson  et  al;  att'ys, 
Arnstein  &   Levy. 

Lexington  av,  n  e  cor  128th  st.  99.11x30.  Henry 
H  Jackson  et  al  agt  John  Hickey  et  al;  att'y, 
J  A  Kent. 

noth  st,   n  s,  .•i90  w  1st  av,   145x100.11.  | 

2d  av,  e  s,  whole  front  between  99th  and  inoth 
sts.    201.10x100.  I 

Two    actions.      Harry    Finkelstein    agt    Hauben 
Rcal'y  Co  et  al:   att'ys.   Arnstein   &   Levy. 

82d  st,  Nos  202  to  214  Bast.  Leonard  Weill 
et  al  agt  Haubeu  Realty  Co  et  al;  att'ys,  Arn- 
stein &  Levy. 

Oct.    25. 

Tilden  av,  n  e  cor  Arthur  st.  50x100.  Bronx. 
Malinda  G  Mace  et  al  agt  Charles  Fischer  et 
al:    att'ys.   Noble  &   Camp. 

Southern  Boulevard,  n  e  cor  Barretto  st,  lOOx 
100  Mnx  Hirsch  agt  Northwestern  Realty  Co 
et   al;    att'ys,    Lachman   &   Goldsmith. 

Hoffman   st.   w  s.    n   M-   lot   105  and   s   i^   lot    100 
map   of    property    of    heirs   of   William    Powell, 
deceased.    Bronx.      Michele    Damclio   agt   Jacob 
Abraham  et  al;  att'y.  J  H  Corn. 
Oct.    20. 

Broome  st.  Nos  19  and  21.  George  Sprlcker- 
Jioff  et  al  agt  Pincus  Ronglnsky  et  Bl;  att'ys, 
MeuKen  Bros, 


Oct. 

22  Adams,    Jiimes    H— Morris    Goldzier 32.93 

22  Agolia,    William — Frank    D    Creamer    et    al. 

183.88 

23  .■\riios,  Aron  J— Wm  H  Bartlett  et  al..lti5.5a 
2.>  Aienson,    Samuel— A    Halliday    &    Co.... 50.19 

24  .\braham,  Arthur  &  Rebecca — Oscar  Taussig 

104.31 

25  Armstrong,    Chas   G — Anita   Howell 1,143.33 

25  Ammermau,  Wm  F — James  McCreery  &  Co. 

70.65 

25  Aitken,     Frederick     F — Margaret     Dwyer... 

1,467.10 

25  Avery,  Daniel — Jacob  Castelberg  et  al...44.71 
25  Ashe.    Eugene,   Chief  Ranger   or  Pst — Harry 

L  Bender    65.91 

20  Acritelli,    Peter   P— City    of   N   Y 204.91 

20  Anderson,  Frederick  F — Maline  Novelty  Mfg 

Co    235.00 

20  Brokman.   Morris  A— N  Y  Telephone  Co. 45.91 

2((  Brady,   Edmund  S the  same 82.20 

20  Bach,     Alex the  .same     28.64 

20  Boughan,    Ben    A the    same 03.65 

20  Blau.j    Berthold the    same 22.21 

20  Byrne,    Christopher— Swift    &    Co 187.51 

20  Barrett,        Bernard— Atlantic       Distributing 

Co    34.75 

20  Buxbaum,      Samuel — Gansevoort      Beef      & 

Provision   Co    39.04 

20  Beck,    Benedict    N— Richard    Brussel 445.59 

20  Babcock,    Frank    A — Wm    C    Lester   et    al.. 

1,089.14 

22  Boughan,  Ben  A— N  Y  Board  of  Fire  Under- 
writers          146.98 

22         the    same the    same    148.87 

22  Blakeley,    Harry— Raoul    A    Frechette.  ..26.22 

22  Bryan,   Marie   C— Paul   Braus   199.12 

22  Bernstein,  Moses — Joseph  Gittelman. ..  .02.31 
22  Bachrach,    Jacob— Title    Guarantee    &   Trust 

Co    183.91 

22  Bloch.    Charles— Joseph    Hyman    296.95 

22  Beck.    Benedict   M— Harry   Miller 496.83 

23  Brownell,   Atherton— Gilbert  C   Hebberd,   Jr. 

249.07 

23  Beck.    Benedict    M— Kinnear    &    Gager    Co. 

97.41 

23tBaillaid,  Edw  V— Patrick  J  Gallagher.  .9.50 
23  Bowler.  Geo  P— Angelina  G  Stevens. 5,500.34 
23  Brawner.   Everett   M— Wm   E  Hanna 708.56 

23  Be.ird.    Ira    P — John    McDonough 47.57 

24  Bennett,    Geo   L— Wm  A   Duff 260.60 

24  Bums,    Kate   A— Harry    Held    120.60 

24  Balser,    Charles— Interurban    St    Ry    Co 

costs,   07.38 

24  Blaisdeil,    Walter    F— Dorothy    Harris,  .775.50 

24  Boutlier,    Marie— James    Talcott 800.01 

24   Beckmann.    Carl— Cross,    .\ustin    &    Ireland 

Lumber    Co 150.09 

24  Bogorod,    Jennie — Daniel    H    Jackson. .  .126.82 

24  Bernard.    Harry — Leo    Silver   et    al 50.08 

24  Baer.    Louis— Rudolph    Reich    et    al 017.98 

24  Bell,    John    J— Carl    Muser    04.76 

25  Bellucci.    Cosmo — Max    Tischler 38.41 

25  Bissell.   Wm   H— Bachrach   Co    171.68 

25  Boedicker,    Rudolph — John   G   W   Honeck  et 

al   costs,  68.50 

25  Blaisdell,    Walter    F — Cornelius    Callaghan. 

344.88 

20  Brandmarker.    J   Leon — Barnet   Chrein..l24.65 

20  Bryant.    Chas    C — Thomas    A   Lynch 95.37 

20  Bernstein,    Morris — Goo    G    Tennant    et    al. 

317.51 

20  Caan,    James   H— Samuel   Hecht  et  al.... 22.26 

■JO'Casev,    David   T— N    Y   Telephone    Co 03  65 

20  Calkin,    Freeman    B the    same 27.60 

20  Claike,    Patrick   J— Meyer    Markoff 165.00 

20  Cadieux.  Victor  C— Guy  Van  Amringe.  .360.50 
20  Cannon,    Mary — Carlo    Montague   et   al..446.37 

20  the   same Paul    Krawitz 189.21 

22  Cozine,    Chas   H— Chas  L   Eddy  et  al... 322.98 

22  Cernovsky,     Louis— Julius     Stein 280.23 

22  Clark,  James  F— William  Coakley  et  al..71.85 
22  Casey.   David  F — N  Y  Board  of  Fire  Under- 
writers      140.98 

22         the    same the    same    148.87 

22  Carroll,    James— J   C   McCarty   &   Co.... 158.49 

22  Cram,    Geo   W— Walter   Satterlee.  .costs,   70.70 

23  Cohen.    Rachael— Max   Cohen 182.80 

23  Cackalacrles.    Peter — Asel    F    Merrell    et    al. 

47.61 

23  Crawford,  Wm  F— Gansevoort  Beef  &  Pro- 
vision Co 71.44 

23  Carmody,   Michael  F— Chas  A  McMann.  .86.14 

24  Cur'is.  Grover  D — Dorothy  Harris  ,...775.50 
24  Co-hrane,    Wilber    A— Otto    Schlicht 117.90 

24  Clenc'enin.    Claude   F— Herman    Lobel  .1,591.00 

2 1  Chard,    Walter    W— William    Pa'ton.  ..  .171.54 

21  C  owe,     Margaruerite,    admrx — Herrmance 

S'o  age    &    Refrigerating    Co 67.70 

2.5*Cangro,    Antonio— Zeltner    Brewing    Co. 232.01 

25  Cangro,    Antonio the    same    244.32 

25-: Cooper.    Charles— Richard    P   Wardwell.20.5.42 

25  the  s^me the   same    212.9.3 

25  Curtis.  Grove  D— Cornelius  Callaghan. 344. 88 
'.'5  Cirler.    J    Edward— Chas    G    Mumford.  .879,25 

22  Dunn,    Ralph    H— Chas    L    Scale 421.93 

22  Donahue.    Clara — Henry    Ellis   et   al .34.41 

22  Detlelbach,     Chas     B— Frank    Frank. ..  .343.80 

23  D^ivcniiort.  Mautice — Chas  G  Riehl.  ..  .30.91 
2'1  Dunsford,    Alice    M — J    Ralph    Jacoby 

costs,    23.08 

24  Uu  Four,  Louis  S — Armenia  Ins  Co  of  Pitts- 

burg.   Pa 1,079.41 

24  Oraughn,   Marion — Southern  Amusement  Co. 

costs,    70.00 

24  Dorf.    Max— Max    Rothman   et   al .590.04 

24  Daube,     Oscar — Irving     Bunnell      113.41 

25  Doran.    John — Jacob    Nussbickel    19.72 

20  Dro.^sncr,    Lelia    B— City    of   N    Y 204.91 

2()  the    same the    same    ...204  91 

20  Enders.  Harry  H— N  Y  Telephone  Co.,.. 60. 42 
£2  Ergens,   Henry-=8witt  &  Co 150.15 
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HECLA  IRON  WORKS 

North    1 0th,   Mth  and   12th  STREETS 
BROOKLYN,  ...  neW  YORK 


Architectural  Bronze 

AND 

IRON  WORK 


23  English,    Arthur — Clarence    M    Smith   et    al. 

113.86 

26  Enright,    John    P— Ella    W    Baird    211.08 

26  Edmonds,  Shepard  N— Louis  Silverman. 117.00 
2.)  Farley,  Richard— Washington  Hettler. 381.28 
20  Flannery,    Joseph— N   Y   Telephone   Co... 53.89 

20  Frizzell,    Edson    C the    same 21.79 

20'Fick,     Gustav— Swift    &     Co 1S7.51 

22  Fusco,    Vincenzo — Michael    Bowler 241.48 

22  Fitzpatrick,   Chas  J— Sophie  Schmitt...  .442.02 

23  Flack,    Marcus    P— A.\tel    S    Swanson 

costs.  146.70 

23  Froosh,   Elizabeth— United  Electric  Light  & 

Power  Co 14.86 

23  Fitzmaurice,  John— N  Y   Edison  Co 121.31 

23  Filer,    Daniel— Abraham    Cowea   et    al..l31.17 

23  Faile.   Malcolm  A— Geo  H  Passey 113.77 

24  Falkenmeyer,     Anthony— North    American 

Distilling  Co 289.41 

24  Fargo,  James  C,  i)rst— Theodore  W  Siemon. 


24 
24 
24 


20 

26 

20 

20 
■20 
20 
20 


.64.72 


23 


23 
24' 
24 


26 

26 
23 

2.3 
24 
24 


20 


Fan  ell,  Edw  A— Thomas  F  Duffy  et  al.  247.67 
Fullerlon,  Clarence  B— Laura  A  Skinner. 01.00 
Flannery,   Simon  &  M^ary  E— Sigmuud  Wer- 
ner     costs,    41.00 

Figarita,     Raphaele— Luigi     Casali.  »..  .226.41 

Flanagan.    Wm    J— Aaron    C    Horn 778.08 

Frank.    Abraham— N     Y     Butchers    Dressed 

Meal    Co    86.77 

Friend,     Bonued— Tenement    House    Dept... 

264.91 

the   same the   same    264.91 

Pi.\B,    Samuel    or    Sam    Fix— Harry    Kemp- 

uer     59.41 

Goldberg.    Jacob— Edward    Koscherak 82.97 

Gehring.    Chas    E— Bessie    Freed 35.67 

Graham,     Martin- Carlo     Montagna 446  37 

the    same Paul    Krawitz    180.21 

Goodwin,    Harry    B— Wm    C    Lester    et    al. 

1.0S0.14 

Gravier.     Henry— Celestin     Bergeron 1.50.41 

Gemeral.    Shamai— Ferdinand    Hecht.  .1,. 559.43 
Gang,    Joseph— Phoenix   Mills   Distillery   Co. 

77.07 

Gordon,    Herman— Colonial    Distributing   Co. 

159.86 

Garflnkel,    Hyman— Fanny    Horowitz 119.65 

Goetzc,   August— N  Y  Telephone  Co 37.33 

GcoJstein.    Hyman- .Alfred    C    Dodge 29.40 

Greendorfer.    William the    same    44.40 

Galvin,   Helen  M— Regina  Golla 49.01 

Grossman,    Adolph— Electrical   Audit  &    Re- 
bate   Co 44.72 

Goldstein.    John— United    Electric    Light    & 

Power    Co 165.41 

Groneweg,    Michael— Bert    K    Bloch 265.50 

Glass,   Henry— Max   Lewis    80.12 

Goodman,    Abraham— Jacob   Manheim  et  al. 

431.03 

Garflnkel,   Harry— Glazer  &  Weins   Fur  Co. 


.85.65 

Goldfinger,    Lina— Louis    Wisansky    137.61 

Goss,    Edward— Ruth    Mackey 347.34 

Goldberg,    Max— Tenement    House   Dept.. 59.91 

Goldstein,     Dore— Hotel     Spitzer 250.01 

Haber.    Ignatz— N    Y    Telephone    Co 22.21 

Herbert,  Henry  L— James  Thedford.  .15,080..S9 
Hearn.  Frank  D— Wm  C  Lester  et  al. 1,089.41 
Hackett,   Walter— Jefferson  D   Thompson 

144.15 

Hund,  Frederick  J.  Carrie,  Otto  and  Helene 

— Lydie   Carrard   et  al costs,    1.39.06 

Hafr.  Theodore  A— Twenty-third  Ward  Bank 

of   the    City   of   N    Y 260.34 

Hopper,   Martin  A— Adelbert  Huber 

costs,  68.98 

Hallheimer.  Max— City  of  N  Y 140.01 

Harring.  Wm  F— Henry  B  Twombley  et  al. 

171.62 

Hillings,  Chas  J— John  Eichler  Brewing  Co. 

1. 710.79 

Hennigan,   Joseph— North   American    Distill- 
ing   Co 2S9.41 

Hlrring'on,   Matthew  .7— John  Bell  Co.l, 0.56.12 

Hoag,  Wm  H.  Jr— A  &  P  Brown  Co 285.00 

Hallahan,    William— R   B   Henry   Sadler   Co. 

,, 244.75 

Horowitz.    Abe— Harry    Cohen 113.60 

Horn,    Isadore  W— Harris   Levine 1,163.92' 

Hutkoft.    Nathan— Tenement    House    Dept.. 

264.91 

Harris,  Wm  J— Ernest  Thalman  et  al. 3.103  ,51 

Isaacs.    David— City    of    N    Y 159.38 

Jammer.    Ethel    admrx— Max    Wellin 103.40 

Jennings.  James— Elmer  G  Hazard  et  al. 102.36 

Jentzen.    Henry— Andrew   D   Poulos 08.65 

Jackson.    James   M    &   Catherine-Sigmund 

Werner    costs,    41.00 

Jenkins.    Chas    C— Peter    Neary    &    Son    Co. 

, 256.70 

Jeremias.    Julius— People,    &c    2.52  75 

Kovar,    Frank— Morris   D   Kopple 499.67 

Klenen.    Martin— Hegeman    &    Co 78.69 

Kornfeld.    Ignatz— W'm    W    Howe,    Jr.... 27.61 

Kooperstein,    Harry— Meyer    Stein 1,052.45 

Kelly.    J    Frank— Consolidated    Gas    Co    of 

NY    51.69 

Kirk,    Leonard    G — Bernard    Crystal 

•■■ costs,    108.34 

Kelly.    James— N    Y    Edison    Co 84.49 

Kirchgraber.  Chas  C— Thomas  A  Nevin. 519.41 
Klemp,   Theodore— Cross,   Austin   &   Ireland 

Lumber  Co 150.09 

Kirby.   Hayward  S— Ntl  Sportsman   75.30 

Krebs,  William— Andrew   D  Poulos 68.65 

Kouril.    Joseph   M— Joseph    Patrik    330.41 

Kelly.   John— Jacob   Abrahams' 50.11 

Levy,    Samuel— Edward    Benneche    ct    al... 

, 2,866.97 

Lucey,    James   A— Chas   A   McMann 31.72 

Lamar.     David- Rector's     291.49 

Larro.  David— Joseph  C  Seeman  et  al.. 79.33 
Lindner.  Adolph— Wolf.  Sayer  &  Hiller. 299.50 
Le    Claire,     Joseph     W— Bellings,     King    & 

Co       3178 

Levi,  Sigmund  H— Gilbert,  Packer  &  Co. 80.97 


23 
23 
23 
24 

24 
24 


Landesberg,  Seunuel  H — Benjamin  Sel  et  al. 

399.74 

Leary,   Andrew  J— Maynard   N   Clement.... 

1,821.32 

Liebenstein,  Alfred  H — Fannie  Beckman. 60.31 
Levy,    Jack— Marcus    Witmark    et    al..404.41 

Lustig,  Arnold— Wm  F  O'Reilly 354.61 

Loeweuthal,  Gustav — Frank  V  Strauss  &  Co. 


.1.30.92 


26 
26 
26 
26 
26 
■26 
26 
26 
26 
oo 

23 
24 


23 


Lee,   John    F— Samuel    Black costs,    12.41 

Littauer,  Jacob*  &  Abraham— Charles  Retz- 

ky    28.6o 

Lambert.  Paul  F— Richardson  &  Boynton  Co 

102.28 

Lampert.    Louis— Harris  Levine 1,163.92 

La    Mura.    Frederick— Daniel    Sand 112.15 

Levien,    Arnold— Richard    P    Wardwell.  .205.42 

Levien,    Arnold the    same    212.93 

Landesberg.  Samuel  H— Wheeling  Corru- 
gating   Co    306.32 

Lounsbury,    Herbert    D— Title    Guarantee    & 

Trust   Co    109.35 

Logan,    James— City    of    N    Y 198.83 

Lai)ort.     George the    same     198.83 

Lanning.    Jepha   A the   same    198.83 

Littlefield.   James  W the   same    198.83 

Langlaas.   John the   same    198.83 

Lang.    Emanuel — Rosa   Lang    529.34 

Lawrence,    John    J,    Jr— Wm    Carroll    et    al. 

costs,    152..38 

Luders.     Grace — Elisabeth     Kennedy 115.72 

Landesman,    William— Bella    Hauser 6.5.5.65 

Kuschancky.    Louis — Louis    Braverman. 138.10 

Levenson.      Morris — Sam     Silver 87.72 

Lewis,    Ladd   J    Jr— Ernst   Thalman    et    al.. 

3. 103. .51 

Mullen.    James— Dimock   &    Fink   Co 202. .32 

McCah"crv.    James— Wm    J    Cullen .588.96 

Marier,    Gustave — Levi    B    Cochran 204.72 

Maguire.    Frank — Mutual    Reserve    Life    Ins 

Co    194.04 

May.  Chas  A— Michael  E  Foody,  .costs,  60.35 
Marion,    John    B— Carlo    Montagna    et    al.. 

446.37 

the    same Paul    Krawitz    189.21 

Murphy,    Annie— N   Y  Telephone   Co 21.49 

Metcalfe.    Wm    K— Carter   &   Holmes 2.34.07 

Mills.    Sissie   B— Geo  W   Roberts 294.67 

Meyer.     Albert    A— Flourie    Day 113.88 

Mordecai,    Robert   E    L — Carrie   W    Lichter- 

stein    1.077.10 

McFeorran.  James  W — Lukens  Iron  &  Steel 

Co    1.. 5.82.02 

Micfarlan.  Katherine — United  Electric  Light 

&•    Power   Co 15.66 

Mltterson.    David— N   Y   Edison   Co 69.03 

Miller.    Albert— Francis    Gibbert 284.72 

Ibe  same the  same    345.00 

Mitche'l.   Wm  R— Smoot  &  Weaver  Co.  174.95 

Mahnken.    Frederick — George    Zeller 54.19 

Michette.  Edwin  V — Marcus  L  Freeman. 79. 81 
McC-overn,    John— William    Oppenheim 

costs,    110.57 

McCabe.  Edwin  V — Marcus  L  Freeman.  .79.81 
Minor,  Frederick  J— David  W  Trilling.  .66.26 
Mueller   Henry   J,    Oscar'    &   Frank— Israel 

Caroline  et  al    262.87 

Morrison.  Chas  D— Henrv  D  Bristol  .  .  .966.95 
McDonald.  Edw  P— Hyman  Sonn  et  al. 942.47 
Maycock,    Charles— James    Rowland    &    Co. 

116_.89 

Meldrum,    Garnett    H — Electric    Fireprooflng 

Co    6.2.30.94 

Marks,   Harry— City  of  N  Y   702.81 

Meyer,    Daniel the    same    198.83 

Mackey.    Frank   F the   same    446.22 

Macdonald,    John    K the    same 36()  .58 

Moser.    Henry — Joseph   Seeman   et   al 2.36.37 

Metcalfe.    Wm    K— Bacbrach    Co     171.68 

Martin.    Frank    A — Wm    E   Spencer 172.01 

Ma.sajtis,     Anton— Bert    K    Bloch    128.51 

McElroy.    Thomas- City   of  N   Y    702  81 

McKeever,    Jessie    C the    same    702.81 

McAdam,    John   J the   same    702.81 

McWbinney.    Wm    J the    same 108.83 

McCammon,     Sophie     C — Carrie     Hunter.... 

costs,    156.84 

Morrissey,    Michael— City    of    N    Y' 264.01 

Marotzki.     Caroline the    same     264.01 

Morse.    Jamin   S — Kate   Bovee    235  03 

Martin,    Patrick— City   of   N    Y l'J4.27 

Marino,     Alphonse the     same 49.88 

Meeker.    Franklin   M the  same    160.21 

McMillan.    John the    s.ime    264.91 

McMullen,    James   D the   same 3.36.10 

McDonald.    Patrick the   same    .536.18 

McNulty.    Wm    J the    same    48.1G 

McManus,    Chas    B— Richard    'Vallender. 317.01 

Newman,    Marcus— Frank    Fink .343.80 

Newton,   Eva  W— N  Y  Cab  Co,   Ltd 115.41 

Nissen.   John— Joseph   M   Fishel   et   al.  .320.24 

Nevins,    Francis  J— City  of  N  Y 117.48 

Newell,    William the    same    198.83 

Naughton.    Frank— Julia    Edgar    555.54 

Nayfor.    John— City   of   N    Y    124.27 

Neff.    Edwin the    same    53.82 

O'Connell,   John   H— Tice  Mork 195.79 

Osborne.   Arthur  W— The  Auto  Mart 1.34.80 

O'Brien,    James— John    W    Miller 2.475.55 

O'Sullivan,    John   J— Wm    H   S   Wood   et  al. 


.67.20 

23  O'Rourke,    William— Harry    Held 475.31 

23  Osk.    Abraham    B— Joseph    Bornstein    et    al. 

337.31 

25  O'Connor,    Bernard    F— Samuel    J    Williams 

et  al  costs,   115.05 

25  Oakes,    Frances  J — Wm   L  GalTken 320.21 

26  O'Hara,    James    —White    Clover    Dairy 

costs,   118.06 

26  O'Connell,  Eugene  J— J  W  Cushman  &  Co. 

65.24 

26  Olmsted.    Herbert  B— City  of  N   Y 57.76 

22  Paine.  Cassius  M— Union  Trust  Co  of  Roch- 
ester      2.813.83 


22  Pope.    Virginia— Frank  'V  Strauss   &   Co. 49.60 

23  Perry,    Kobert— Theiesa    Caruso 19,108.95 

23tPoluzak.  Morris— N  Y  Edison  Co 92.21 

23  Piske.    Henry    &    Katharine — Barney    Hess. 

335.21 

24  Pfeiffer.     Immanuel— .\nna    E    Lyon.  ..  .402.45 
24  Pinking,   Chas  N— Armenia  Ins  Co  of   Pitts- 
burgh,    Pa 1,079.41 

24  Preber,    John   J— Samuel    Black. .  .costs,    12.41 

25  Passiggiato,    Frank — Joseph    Seeman    et    al. 

388.63 

25         the  same Edwin  H  Sayre  et  al 82.81 

25  Pallasco.    Charles— John    F    C    Riese 125.67 

25  Pike,    Chas?   E— Nathan    Marcus    836.96 

25  Palotai,    Morris— Bert    K    Block 29.41 

25  Pollak,  Joseph— Richard  P  Wardwell. ..  .212.93 

25  the    same the    same    205.42 

26  Poess.    Wm   F— City   of  N   Y 45.96 

26  Proclor.    Geo   H the  same    1.729.0o 

26  Pinkerton,    Robert    A the    same 251. '79 

23  Quattrucci.     Eugenio — Frank     Murphy .  .463.89 

21!  Quinlan,    Maurice   P— City   of  N   Y 203.39 

211  Roth,    Frank    E— Joseph    Stewart 1.36.97 

20  Rothbarth,    Louis— Oscar    Schlegel    Mfg    Co. 

191.69 

20  Roth.    Abraham— N    Y    Telephone    Co 45.01 

20  Reid.    James   H— Chas   J    Dorrance 3.210.65 

20  Robertson,  Geo  H— W  B  Pruden  Hard- 
ware  Co    .- 101.13 

20  Ryan,    Edw    H— Wilbur   S    Peck S42AQ 

20         the    same the   same    2.065.09 

'20  Ronginsky,    Pincu.s — George    Sprickerhoff    et 

al   321.28 

22  Robinson.    Benjamin— Swift   &    Co 24.66 

22  Rosenfeld,   Morris — Vermont  Central  Ry  Co. 

525.86 

22*Ryan,  Nicholas  W — Lukens  Iron  &  Steel 
Co    1,, 582.02 

23  Reynolds,  Patrick  F*  &  Michael— N  Y  Edi- 

son Co 132.40 

23  Ryan,    Marjorie— Rodman    B    Ellison    et    al. 

151.99 

23  Ronzone.    Philip— Alonzo   C   Heckler 519.41 

23  Rosenzweig.  Ignatz— Simon  Frindel ..  1,444. 4'7 
23tRoberts,  Julia  V  N— Auto  Supply  Co 76.26 

23  Rosenberg,     Sam— Rose     Goldberg 170.91 

23.  Rubin,    Samuel — Abraham   N    Bernstein.  .70.26 

24  Rciman,    David   F— Nathaniel   Niles 148.16 

24  Rawson.    Louis    L— Smith    &    Kerrissey    Co. 

46.47 

25  Rand.    Herbert  L  or  John— People.   &c. 266.45 

25  Raque,    Philip   E— A  &   F   Brown  Co 285.00 

25  Rafalovitz,     Joseph— August     Bartal 18.41 

25  Richardson.    Jeremiah    A — Julius    Johnson's 

Sons    1,034.40 

25  Roebuck.    Thomas    G— City    of   N    Y 55.36 

25  Rubin.    Jacob — Leopold   Miller   et   al 45..41 

25  Rafaysky.    Rosalie   L  and  Mark — Gustave  E 

Walter    costs,    106.80 

26  Rennie,    Adam— Phipps    Bros    Co 112.47 

20  Strauss.    Edw  H— C   Perceval    137.72 

20  Stevens.    John — W   E   Pruden  Hardware  Co. 

101.13 

20  Smith,    J    Wesley— Samuel    D    Cogdendull.. 

420.00 

22  Seiffert,  Herman— Harry  Levey.,  .costs,  58.31 
22  Schnepp.  Nicholas — Samuel  Floersheim.  .33.26 
22  Scheper,    Frederick  J— N   Y   Telephone   Co. 

26.62 

22  Swan.    Chas   A the  same    506.98 

22  Sanford,    Grace    M the    same 43.74 

22  Sprinkle.  Almira  (not  summoned) — Twenty- 
third    Ward    Bank   of   the   City   of    N   Y... 

260.34 

22  Smith.    James    J— Associated    Merchants    of 

N    Y    203.91 

22  Scbweitz,     Frume     R — Ferdinand     Hecht... 

1,5.59.43 

22  Stein,    Helen— Curtis,    Blaisdell    Co 441.10 

22  Singer.    Mendel— Morris    Zimmerman.  ..185.00 

23  Sharp.  James  B— Edward  Baer  et  al.... 667.71 
23t*Stern.     John— United     Electric     Light     & 

Power   Co    165.41 

23  Staab.  William-Beadleston  &  Woerz. 1.021.76 
23  Swart,  Haverly  B— Abraham  L  Starin.  .100.96 
23  Sarti.  Eugene— California  Wine  Assn.  .2.58.11 
23  Schwartz.    Samuel    M— Meyer    Stein.  .1,052.45 

23  Spittler,  Charles — John  Eichler  Brewing  Co. 

778.09 

24  Schachner.  Morris — Federal  Sign  System  Co. 

90.17 

24  Seibert,  Frank  C— James  Weston  et  al.. 100.94 
24  Sehring.  Robert  R— Thomas  C  Watkins.872.54 
24  Solinsky.    Moe— Oscar    Taussig    104.31 

24  Stutchbury,    Wm    H— Realty    Mort    Co 

(D)    1,432.04 

25  Sheldon,    Elmer   O— James    Rowland  &   Co.. 

69.36 

25  Sacco,    Frank— Zeltner    Brewing    Co 232.01 

25  Seilter.    Ferdinand— City    of    N    Y    198.83 

25  Shady.   John— James   Beggs   &   Co    89.87 

25  Schorr.    Harry — Michael    Schneiderman.  .30.91 

25  Speck,    Samuel    H— Edwin    Griffin    519.98 

25  Schillinger.  Theodore— C  Volney  King. 610.82 
25  Scott,    Wm    D— Chicago    Portrait    Co 394.83 

25  Smith,    R  Wilson— Electric   Fireprooflng   Co. 

6,238.94 

26  Strong,    George— Frank    W    Wilshire 172.72 

26  Simis.   William,   Jr— Wm  C  Solomon  et  al.. 

; 233.81 

26  Schildt.    Claus— City   of   N   Y 84.52 

26  Schnell,    Henry the    same    160.21 

26  Steiner.    Louis the    same    80.05 

26  Smith.  Wm  E — Newcomerstown  Produce  Co. 

41.77 

26  Smith.   Morell- City  of  N  Y   71.46 

20  Twombley,  Irving  W— Jessie  M  Cooke.  .67.72 
20  Tomlinson,     Theodore    E — Robert    Lovney.. 

319.55 

20  Thompson.  Bertha  D— Equitable  Life  As- 
surance Society  of  the  U  S costs,  110.33 

20  Thompson.   Aoruch   S— Charles   Shaft 161.74 

22  Todaro.    Dobinick— N    Y    Telephone    Co.. 42.46 

22*TommaselIo.    Stanley the    same    42.14 

22  Thompson.  R  Percy- Frederick  C  Scofleld. 
97.59 
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MAPLEDORAM  &  CO. 

®  REAL  ESTATE  BROKERS 


Bay  Ridge  Property 
Our  Specialty 


Fifth  Ave.  and  79th  St.,  Brooklyn,  N.  Y. 

Telephone,  724  Bay  Bidgo 
Branch  Offlce :  Bay  Eldge  ATe..cor,  Fort  Hamilton  At*. 


21'  Tiaccy,     John— Harry     Miller 49G.83 

■SA  Twcmoly.   W   Irving— Wm  H  Dartt 03.10 

'1\  Tarangiol,  Vi:u-ent — Abraham  Beller.  ..  .34.41 
L'4  Taylor.  Louise  D— Geo  M  Stevens,  Jr.  .310.00 
L'4  Tangemanu,    Isabella    E — Thomas    Seckel    et 

ai    1,814. 7G 

1'4  Tucker,    Chas   F*   &   Charles— Edw    L   Page. 

1.>J.T2 

'a  Ten  Broeck,  Charles— Met  Realty  Co.l,0lis..j0 
24  Updike,    David    S— Title    Guarantee    &   Trust 

Co 410.03 

20  Vogel,  Annie— Eagle  Roller  Mill  Co.. ..133. 41 
23  Vlachos,  George— .M  Y  Edison  Co 00.41 

23  Vasta,    Guiseppe — Salvatore    Denofrio. .  .170.01 

24  Von    Raitz,    Feodor — Marian    Harris.  ..  .237.34 

25  Van  Sehaick,   Chas   D— Edgar  C  Beecrott... 

048.85 

26  Venterola,    Francisco — North  American   Dis- 

tilling   Co    i)9.41 

20tWelb.     Isidor— Samuel     Goldberg 136.91 

20  Wiederkehr,     Adolf — Michael     Goldman     et 

al    2,019.02 

22  Walthall,    Edw   I^Jeftersou   D   Thompson.. 

02.65 

22  Williams,  Achie  B— Carl  F  Sturhahn.  .191.91 
22  Wheeler,   Samuel  W— N  Y  Telephone  Co. 28. 13 

22  Wernig.   Francis  C— Monroe   R   Wilkins. 104.78 

23  Wexler.    Jacob — Lorenzo    Vitalone 1.39.72 

23  Weisman.  Lout.s — Mollie  Weisman. costs,  23.53 
23  Warren.    Geo    I— Frederick    Opolinsky.  .  .08.46 

23  Wilson.    Bernard— N    Y    Edison    Co 126.77 

23  Winteniute,    Wm   T— Chas   G    Riehl 31.03 

23  Wheeler,   Herbert  L— Richaid   M  Clark.  .,36.22 

23  Wilner,   Sam— Rose  Goldberg 170.91 

24  Wan  en,    Edmundson— Otto    Schlicht 117.90 

24  Wolff,  Anthony- P  M  Ohmeis  &  Co.. 330.70 
24*Watt,    Eu,.eae    B— National    Sportsman.  .75.30 

24  Wiswall.    Alvah — Josephine    H    Torrey.  .690.27 

25  Ward,     Marshall      E — Frederick    J     Burnett 

et    al    46.30 

25  Whitney.   Hertert  C— Leroy  M  Lyon.  .4,744,81 

23  Winchell.    Frank- City   of   N   Y 189.63 

25  Woltert.     Mosts the    same     189.63 

25  Wells,     Irene— Elizabeth     Kennedy 1.38. ,30 

25  Wendell.    Lorenz— Bert    K    Block 02.80 

26  Whiteconib.    James    A— Otto    Wagner.  .2,080.13 

26  Welch.    Nella    B — Elise    Vannereau 64.72 

26  Whealen.    James — Carl    Rathemacher. . .  .58<>.16 

23  Young,    John    W— Gilbert    E    Roe 4,680.52 

23  Yard,    Edmund    W— Geo    B    Lester 222.10 

26  Youngentob,  Solomon  L — Benedetto  Scaccia- 

perro    176.45 

22  Zirinsky,    Isaac — Jacob    Miller   et   al 60.72 

22  Zampelli.    Tiberius— N    Y    Telephone    Co. 42.14 

25  Yardum,    Armen— City    of    N    Y    702.81 

25  Zubiller,    Paul    P— Natl    Iron   Bank. ..  .1,508.06 

CORPORATIONS. 

20  Bronx  Theatre  Co— N  Y  Telephone  Co.. 81. 96 
20  New    Y'ork   City    Co— Mary   Des    Moineaux.. 

4,133.45 

20  Murheid  Corporation — John  W  Cooney.  .115.69 
22  Tallman  Motor  Car  Co— N  X  Telephone  Co. 

268.49 

22  Ideal    Window    Screen    Co — Gustav    Sittman 

et    al    167.54 

23  National   Damp   Proofing  Co— John   B   Carss 

et    al    167.72 

23  New  Y'ork  City  Ry  Co— Minnie  Mollineoux. 
1.641.76 

23  New  Yoik  Central  &  Hudson  River  R  R  Co 

—Emma    Tochterman    4,006.36 

24  Bremer  Du  Four.   Ring  &  Pinking  Co— Ar- 

menia Ins  Co  of  Pittsburg,  Pa 1,679.41 

24  George  A   Varney  &  Co— Ransome  Concrete 

Machinery    Co 530..34 

24  Har'em    400— Jacob    Max costs,    .36,06 

24  Dryden  Fish  Co— Benjamin  E  Willis.  ..  .194.16 
24  United    States    Regulation    Fire   Arms   Co. — 

Chas   N    Swift    8.135.10 

24  Empire    Bung    Lock    Co— Nat    Iron    Bank... 

l.OiCi.oS 

24  The  Miurhead  Corp— Joseph  Fadenhecht..302..33 
24  The   New    England   Construction    Co— Henry 

W    Toch    et    al    232.57 

24  Union    Ry    Co    of    N    Y    City— Emil    Wabst. 

1.601.43 

24  The    Knepper    Realty    Co— Jacob    Schmertz. 

costs,    7.41 

25  Union  Ry  Co  of  N  Y  City— Robert  Wolver- 

soQ    401.63 

25  New  York  City  Ry  Co— Alice  Carroll.  .174.88 
23  intercollegiate    Mercantile    Assn— Leopold    L 

Langrock    et    al    476.17 

23  Met  Lite  Ins  Co— James  G  Tafe  663.08 

23  United   States   Foundry  &  Scales  Co— Julius 

Johnson's    Sons    1,034.49 

23  Hawthorne  Building  Co— Max  Jackson  et  al. 

...; 228.52 

25  Interurban    St    Ry    Co— John    Welsh. ..  .884.20 

25  Met   St  Ry  Co— Pauline   Bierer   306,40 

25         the  same Sophie   Bierer   343.80 

25  Imperial    Construction   Co— Gustave  B   Wal- 

ter        costs.    100.80 

26  McGlincey    Transfer    Co— City    of   N    Y..42..55 

26  Reporting    &    Printing    Co the    same.  ..39.98 

26  Rapp   &    Speidel    Iron   Worts the    same.. 

702.12 

20  Standard  Casket  Co the  same   203.39 

26  Standard   Hotel    Co the   same    49.19 

26  Tucker    &    Cordage   Co the    same. .  .1,783  96 

26  MacKnight  Flintic  Stone  Co the  same.49.,88 

26  Excelsior  Ring  Packing  Co— Zahn   &  Bowly 

Co    328.28 

— * 

SATISFIED  JITDGMENTS. 


Sept. 


and  26. 


Brandt,    Louis  &   John— L   Barth   et   al.      1905 

„ $160.01 

Same J    Liebman.      1003    163  08 

Same— F  B   Hawkins   Co.      1003    493  47 

Baker.    Charles— B   Strauss  et   al.      1906   ....23.39 
Brooks.  Max  and  Morris  Gordon— J  H  Werblor- 

sky.      19l)li    226.00 

Bi;'eliam,  Lloyd  and  Amelia— Met  Prlnting'co. 

lOOG   «74.50 


Barry,    Thomas    J— J    B    Lippincott    Co.      1903. 

, 27.0S 

Braman,    Dwight— L    Reich.      1804    208.93 

Brand,   Max  &   Emma— J  J    Devitt  et  al.   1894. 

83.11 

Christiansen,  Thomas  C  &  Alfred  T— H  O'Neil. 

1004    125.81 

Clendenin,    Claude   F— G   T   Croft   et  al.      1903. 

147.70 

Clark,    Helen— N   Tompkins.      1906    70.23 

Deverman,  George— M  Rosenthal.     1804  . ,  178.40 

Same J    Friedmann.      1804    195.68 

Same M    Rosenthal.      1894    123  84 

Davis,    Wolf— City   of   N    Y.      1002    44.64 

Same same.       1901     46  13 

"Fischel,  Harry— L  Schlessinger.  1906.  .2,500.00 
"Goldberg,    Yetta— L    Steinhardt    et    al,      1897. 

630.68 

Heim,    Sidonie    or    Sofle    S— J    Dietrich.      1906. 

887.58 

Same same.     Ii06   911.02 

Hirschbine,     Nathan      and      Estella — S     Cohen. 

1905   72..30 

Same J    O'Leary.      1905 116..52 

Heim,    Selma   S— Lang   &   Co.      1006 606.10 

Hanby,    John    H— C    Ritterbusch.     1906 626.59 

Israelson,   Jacob   S^A  Mandel.    1900 730.57 

"Illingsworth,     Annie    G— J     K    Crooks    et    al. 

1808    1,-391. 00 

"Jacobs,     Reinhart— D    Coulter    et    al,      1904.. 

174.78 

Kirston,  Robert  J— M  Rohrs  et  al.  1003.. 415  .39 
Kidney,   George— Acker,    Merrall   &  Condit  Co. 

1000    556.50 

Kaneman,    Lena— H    J    Cohen.      1906    29.65 

Kliemick,     Alfred     and     Amelie— L    Eisemann. 

1804    126.22 

Loewenstein,     Louis— B     Loewenstein.         1900. 

51.03 

Lerner,  Israel  M— Title  Guarantee  &  Trust  Co. 

1903    51.00 

Lee,   Albert— S   C  Jones.    1005    585.84 

Loewenstein.    Louis— B    Loewenstein.    1906.162  33 

Moeis.    Chas   Z— E    B   H   Myers.    1906 864.03 

'•Mullin,  Andrew— City  of  N  Y.  1006....  173.61 
Melville.  Richard— A  Robbins  et  al.  1808.73.74 
Norrisk,   Geo   C  &   Wm  F   Ellis— W   B   Perkins 

1-06    20.96 

Same same.       1006     112.22 

Neumann,  Wilhelmina— S  Phillips.  1005...06.90 
Orr.    John    C    &      Henry    S,    also     Richard    S 

White— The     State     Bank.       1905     31.37 

Olcott,    Euphemia   H— Sheppard,    Knapp   &    Co. 

1W>6    1..    118..35 

Same same.      1004-  I4.s  31 

Same same.      1903    144  84 

Read.  Ira  B— R  T  Griffiths  et  al.  1804. .  .1.37.15 
Sadock.    Morris.    Richard   Manthorp  and   Henrv 

Potter— J   C   Mead.      1902    197'.,32 

Smith.    Selma— S    K    Jacobs.      1906 44  41 

Stern,    Joseph   W   and   Edw   B   Marks— E   Mar- 
burg.     1906    99  60 

Same same.      1005    1141.37 

Summerwell,    Edw    K— Rochester    Herald  '  Co. 

li''<)5   140  02 

Scharf.    Max    H— J    D    Hicks.      1890 212  79 

Syarita,     Rachel,     Frank     and     Charles— C     A 

Hauck.       10(U     78  46 

Same John    Curtin.       1005     1.5.8  56 

Schuman,  Ma.'i— N  Y'  Butchers  Dressed  Meat  Co. 

inoii    6.5.53 

Sheehan.   Mary— Met  St   Ry  Co.    1003 118  "0 

Swift.  Fred  J— C  W  Loomis.  1901 853.36 

Tietjen.  Henry— Isaac  Goldman  Co.  1906.. .53  12 
Welville.  Richard— H  B  Claflin  Co.  1809. .390  41 
Wolff.    Isaac— A   Leavitt.      1002    327.75 

CORPORATIONS. 
The    Capron    Knitting    Co— E    Thalman    et    al. 

190;i    111.38 

Wayne     Au'omobile     Co— Morgan     &     Wright. 

190:!    215  57 

Eureka  Lock  &  Metal  Co— J  Do'ernbeVg  "et  "al 

l''"'    60.16 

'Vacated  by  order  of  Court.  =Satisfled  on  ap- 
peal. ■'Released.  'Reversed.  ^^Satisfled  by  exe- 
cution.    "Annulled   and   void 


MECHANICS'  LIENS. 


Oct.    20. 
326— Broome    st,    Nos    19    and    21.      Ratner    & 

Silverman     agt     Pincus     Roginsky $1,000  (X) 

.32i— 111th  St.  s  s.  .300  e  Sth  av,  125x100.  Same 

agt    Pincus    Roginsky,    Pincus     Roginsky     & 

Harris    2.300  00 

.328— 114th  St.  Nos  437  and  430  East.     Lippman 

Bros    agt   Barnet   Osk,    L    &   M    Osk   &   John 

..on'*''!''"''"     400.00 

..-!— Amsterdam   av,    n   w   cor   ]22d   st     100x175 

Baldinger  &  Kupferman  agt  Horwitz  &  Lef- 

■^owitz     570,00 

3.30— Bathgate   av.   No   1840.     John   Kips  &   Co 

agt  Mayer  Friedman  et  al,  Butler  . .    5  00 

331— llO^h  St.  Nos  223  to  231  East.     Valente  & 

Sorrentma   agt   Hyman   &    Isaac   Romm.. 700.00 

V,^     '"    ^'-    ^    ^'    If"*    ^    Lexington    av.    lOOx 

•n->    fio,?^T  ^^'  ^^^^    1.675  00 

.l,W--6Sth  st,   n  s,  2i;j  w  Av  A,   7.3x100.     Sam- 

•,->Y' r.^i'^^'®"'   ^B'    ■''a^'^    Klapper    .3,200,00 

.3.3-^-62d  st,  n  s.  2.30  e  2d  av.  50x100.  Joseph 
Kruhsh    agt    Passman    &    Seplow    ...  '^33  00 

.3.-i.>— Broome  st,  Nos  10  and  21.  Teddy  Con- 
nelly agt  Pincus   Roginsky    .S-'5  00 

33(!— 107th  St.  Nos  214  to  220  East.  Herman 
Mate  Co  agt  Simon  Jacobs  &  Samuel  Huf- 
koff    50O  00 

.337— 124th  st,  Nos  233  to  239 'Bast."  '  Same  agt 
same    40O  00 

•''•''■^•I'h  av,  No  43.  J  L  &  M  J  Engei  agt  W 
.E    Finn    ....    24900 

RIIP— 123d  St.  n  s,  35  e  Lexington  av.  35xioO.il. 
Einpire  City  Wood  Working  Co  agt  Samuel 
Fritz    J  or^o  00 

.3+0-nOth    St.    Nos    223    to    231    East'.' '  Morris 

.,.,     r  r    agt    Hyman    &    Isaac    Romm 4.30  00 

.J41— .8(,th  St.  s  s.  2.87  w  .Sth  av.  25x100.  Her- 
ringbone   Metal    Lath    Co    agt    Fleischmann 


Realty  &  Construction  Co  and  Thomas  J  Fao- 

.,,h'°S    762.03 

34-— Broome  st,   Nos  10  and  21.     A  Gordon  & 

Bro  agt   Pincus   Roginsky    5.000,00 

31.'!— 6>h  av,  n  w  cor  45th  st,  25x50.  John  A 
Murray  agt  John  Doe  and  Matthew  F  Dono- 

hue    1,119.91 

Oct.    22. . 
344— 136th    st,    n    s,    235    w    5th    av,    187x100. 

Prank    Steyskal    agt    Pincus    Roginsky. 1,251.00 
■j4.)— 23ith  st,  2.30th  st,  Byron,  Nereid    Barnes 
Boyd,    Gunther,    Wyckbam    and    Bruner   avs' 
Bathgate     Estate.     Bronx.       Charles    Schmidt 
agt  Whitehall   Realty  Co  and  Frank  P  Dur- 

.,3"  J^,.^°  ^ 10-00 

340- Satisfied. 

347— 111th  st,  s  s,  300  e  Sth  av,  125x100. 
Architectural  Terra  Cotta  Co  agt  Pincus  Ro- 
ginsky   and    Abraham    T    Harris 1  40U  00 

348— Amsterdam  av,  s  e  cor  186th  st.  lf)8  6x 
100.  Casmento  Roofing  Co  agt  Julius  Lon- 
don  &   Moe   Press    22100 

349— 144th  st,  s  s,  325  w  7th  av,  5(').xi'66.'  "au- 
gelo  Gagliano   agt  Harris  Maskin    600.22 

•'^''0— 182d  St.  n  s.  200  w  Amsterdam  av,  50x 
lO.ll.  Max  Zimmerman  agt  Commercial 
Building    Co     1.500.00 

.!.il— Riverside   Drive,    e   s,    224  s  127th   st     108x 
86.     Kalt  &  Ziberling  agt  Bergen  Realty  Co 

.,.;■•■■ 450.00 

■i.)2--Riverside  Drive,  e  s,  116  s  127th  st,  108x 
86.      Kalt   &   Zwerling   agt   Lispenard   Realty 

„  Co    •.: 1  ,.300.00 

.3.1.!— Oith  st,  Nos  231  to  237  West.  Crane  & 
Mahoney  agt  Morris  Nierenberg,  Louis  Jaffe 
&    Morris    Rubinsky    3  415  45 

351— .80th  st,  No  29  East.  Joseph  Buelles- 
bach  agt  Chas  E  Milmine.  Frank  N  Goble 
and   G  H  Hawkins    75  00 

3.35— 78th  st,  Nos  308  to  318  East.  New  Jer- 
sey Terra  Cotta  Co  agt  Lippman  &  Gross- 
man and   Lipman   &   Gold    400  00 

.3.36— tth  av.  n  e  cor  26th  st,  .50x75.  John  A 
Murray  agt  John  Doe  and  Matthew  F  B 
Donohue    345.64 

...)i— 6ith  St.  Nos  231  to  237  West.  Louis 
Wernik   agt   Nierenberg,    Jaffe   &   Rabinsky.. 

,•■■•,; T500 

3.).S— aame  property.  Rappaport  &  Besner  agt 
same    475  oq 

3.30— .S6th  st,  Nos  206  and  208"EasV."'Harris 
Bartelstone  &  Son  agt  Dennis  Keary  and 
James   Murname 249  90 

360— 7th  st.  No  108  East.  William  keiler  et 
al   agt   Aaron    Brode    18  43 

.361— Spring  st.  No  22.  William  Keller  et  al 
agt  Aaron   Bode   236  00 

3112— Broadway,  No  131.3.  John  A  Murray~ag't 
John_L  Murray  and  Matthew  F  Donohue.188.76 

363— liOth  st.  No  621  West.  Frances  M 
Faulkner  agt  Walton  Construction  Co  and 
Ernest    Bagg    Iron    Works    350  00 

361— Belmont  av.  No  2539.  Owen  Toher  agt 
Julia    T    Martin    5  104  71 

36.3— 67th  St.  Nos  231  to  2.37  West,  o'gden 
Lumber  Co  agt  Morris  Nierenberg,  Louis 
Jaffe  &  Moe  Rubinsky   1,144.59 

Oct.    23. 

36()— 146th  st,  s  s,  100  w  Amsterdam  av  200x 
100.  Builders  Heating  Co  agt  Weinberg  & 
Sudzen   and   Adijah   M    Dederer    2  ■'■^5  00 

367— llO-.h  St.  Nos  223  to  231  East.  Benjamin 
Bornstein  agt  Hyman   Romm    425  00 

"158— Minerva  pi,  n  s,  100  w  Concourse,  50x 
1(X>.  Josiah  B  Tisdal  agt  Dorothea  Easig 
and    M    A    Squires    2  116  06 

.3(i!,'— Bank  st.  No  59.  Charles  M  Gray  Marble 
_&  Slate  Co  agt  Cornelia  S   Robinson 98.00 

.3i0— Same    property.      Same    agt    same 57  00 

3rl— Oith  st,  Nos  231  to  237  West.  Abraham 
B  Jaffe  agt  Morris  Nierenberg,  Louis  Jatfe 
&    Moses    Rubinsky    1.300  00 

■i"2— loth  St.  No  622  East.  Jacob  Moskowitz 
agt  John   Siegel  and   Isaac  Lustgarten 30  00 

.3 1 :;— Hoffman  st.  No  2410  to  2414.  Owen  Toher 
agt    John    Marks    102  OO 

.374— 118th  St.  s  s,  248  e  Pleasant  av,'  125x 
100.11.  Samuel  I  Roekmore  agt  Max  Rubin 
&  David  Perlman   76.50 

•iT5— 17ith  st,  n  s,  100  w  Amsterdam  av 
liOxlOO.      Same    agt    Portland    Realty    Co... 

376— Sth  av.  No  43.    J  ij  &  M  j  Bngel  agt  W  E 

...F'nn    ■■ 249.00 

..11— liiOh  St.  s  s.  Ii5  e  Broadway.  130.x99  11 
Sarah  L  Siegel  et  al  agt  Roosevelt  Recilty  & 
Construction    Co 167  40 

37."— Mt  Morris  Park  West,  No  35.  Chas  B 
Pearse   agt   Albert    Franke    164  18 

370— 08lh  St.  n  s,  275  w  Av  A,  75x100.  Union 
Granite  Co  agt  Isaac  Klapper  and  Samuel 
Kessler     ;^02  00 

3.80— 1st  av,  w  s,  whole  front  bet'we'e'ti'oot'h'and 
lOOth  sts,  201  lOxKX).  Same  agt  Kleinfeld 
&    Rothfeld    and    Samuel    Kessler    .  048  73 

381— ]  2.3d  st,  Nos  .354  to  364  East.  Isidor 
Lichtenstein  et  al  agt  Louis  Lampert  & 
Isidor    Horn     : 1  ,550  go 

382— 92d  st,  Nos  156  and  1.38  East.  Greater 
N  Y  Iron  Works  agt  Lena  Levy  and  Louis 
Peristeiu    75  (X) 

383— Orchard  st.  No  1.54.  Harris  Schenker  et 
al    agt    Isidor   Colli    5a5  00 

3.84— 108th  St.  n  s.  1.30  w  1st  av,  1.30x100.11. 
Maurice  Newmark  agt  Raphael  Kurzrok  and 
Samuel    Kessler    810  00 

.3,8.3— 1.32d  St.  s  s.  120  e  Morris  av,  40x100  11 
Same  agt  Nathan  Goldstein  and  Samuel 
Kessler    950  00 

■'8(i— 120th  St.  No  235  East.     Same 'agt' Rkp'hael 

Kurzrok    and    Samuel    Kessler    .820.00 

Oct.    24. 

38.8- 40th  St.  Nos  142  to  142  West.     Emergency 
Engineering  Co  agt  Mary  A  C  Hallahan  and 
Martha    Ahearn    and    Rowland    W    McCurdy 
411. .36 

3S!'— Cathedral  Parkway,  s  w  cor  Manhattan 
av,  inoxi3.  James  J  Sewall  agt  Eden  Con- 
struction   Co    1273.00 


Tht,   text  of  these  pages  Is  copyrighted.     All  rights  are  reserved. 


Notice  la  hereby  glyen  that  Infringement  will  lead  k>  proiecutlo*. 


kfiCOllt)     AND      GUIDE  Maniattan        October  27    1906 


Your  basement  can  be  lighted  thoroughly  without  the  expense  of  electric  light  or  gas  by 
using   The  Luxfer  System  of  Sidewalk  Lights.     The  most  scientific  and  satisfactory  yet 
devised.     Let  us  demonstrate  the  comparative  cost  of  using  daylight  or  artificial   light 
down  there.     'Phone  3276  Gramercy. 
„  AMERICAN  LUXFER  PRISM  CO.,  160  Fifth  Avenue,  NEW  YORK. 


3C0— Amsterdam  av,  n  w  cor  174th  st.  OOxlW. 
Alper  &  Hyams  agt  Samuel  &  Joseph  Hoff- 
,„an  4co.OO 

•.31_S)oi' sV "  s  s,  :;00  w  1st  av,  50x100.8.  Rob- 
ert Perlman  agt  Aaron  Forman  &  George 
Aronson    ooO.ou 

31)-i_i;^4tu  st^  s  s.  100  w  Amsterdam  av.  2U3x 
100  Robinson  Stone  Ware  Co  agt  Josepli 
Rosenthal.  Rosenthal  &  Levy  and  Samuel 
Kessler    •■•, '''*^^' 

3():i-Jackson  st.  No  51.  Max  L  Rohman  agt 
William    Abrahams    and    Aaron    Mendelson^.^ 

394-Ui.iis't""st,  Xos  451  and  453  East.  John 
Gilmour    agt   John    Doe    and    Nicholas    Con-__ 

3'i;>ll^'Sd  st  Xos' 151  and  153  East.  Joseph 
Daniel  et  al  agt  Samuel  Fritz  ..........   4,000 

396— Harlem  River,  e  s.  bet  ISSth  and  194th 
sts  and  w  N  Y  C  R  R  tracks  and  Bailey  av. 
Terry  &  Tench  Co  agt  Kingsbridge  Real  Es- 
tate Co  and  Alvin  R  Morrison !•**:;?■>'" 

3f)7_HGth  St.  s  s,  100  w  Amsterdam  av,  2.2ox 
100.  John  Callan  agt  Max  Weinberg.  Her- 
man  Sudzen  and  Adipah  M  Dederer   ....boO.OO 

SilS— Harlem  River,  e  s,  125  n  Jerome  av,  obx 
84  Willson,  Adams  &  Co  agt  First  Bo- 
hemian Boat  Club  and  Taylor  &  Jenkin|._^.^  .^^ 

30o_i(54th  '  st,  V  ■  sV  ■  'ioo'  ■  e'  Broadway.  '205x 
100.      Central   Union   Gas   Co    agt   M   J   Bur-^ 


stein    and    Antonio    Alter] 


2,-)2.35 


400-.-,,-.th  St.   Nos  33  to  345  East.     Louis  Mar- 
cus agt  Haubcn  Realty  Co  and  Samuel  Hau- 

ben   &   Jacob   Baum    ■  ■■  ■  ■■  p-" Vo-;;';V    lOSv 

401-Riverside  Drive,  e  s.  110  s  12,th  st    108x 

80.      Kalb  &    Zwerling   agt  Lispenard  Realty 


Co 


.    2,400.00 


4n"-fiVth    St.'  n'os '231    to   237   West       Johii    J 
Falihee   agt    Nierenberg.    Jaffe    &    Rubinsk>.__^ 

40'3-^2d"'av;    'n"w"co'r'    ib'ct'h' 'st.''99'.llxl00. 
Joseph    Watnik    agt    Abraham    Small    ^^^^^ 

4oY^nSth    st."'s"s'."24's  'e' Pleasant '^a'v,""l25x 
10011.     Thomas  Curron  &  James  Reilly_agt^ 


Mad    Rubino 


505.00 


40.-.-7.';th  st,  No  239  East.  Jacob  Levy  agt 
Magdaline    Perlitz    •    inni 

400— ISSth  St.  s  s.  402  w  Cypress  av,  lOOx 
100.      Geo    F    Moore    agt    Robert    Arnstejn.^ 

4o'7'-li2thst."No's"56"to"54  East.     Same   agt 

Adolph    Danziger •■ •,,'i-n.r 

40S-ir>4th  st,  s  s,  105  w  Edgecoinbe  road,  1..0x 

112.4.     Same  agt  Max  S  A  Wilson   ._.^... 11400 
409-13r,th   St.    n   s.    235   w   .5th    av,    l....x99.11. 

Same   agt   Pincus   Ronginsky    .....    -.)U.oo 

410-Brook    av,    w    s,    uO   s    Anna    pi.    1-3x100. 

Samuel  Greenwald  agt  Max  Miller   ■  ■  •  •  ■  ■•^OOOO 
411— Cortland    av.    s    w    cor    lo9th    st,    48xJS. 

Vincent    Valentine    &    Co    agt    Kesseler    & 

Bookstaver        loo.U'-' 

412— Lenox  av.  n"e  cor  143d  st,  60x55.     Same^ 


agt   Morris  Feldberg 


339.00 


41.3— Convent  av.  Wales  av,  141st  and  14.d 
6ts,  whole  block.  Clifford  L  Miller  agt  Lin- 
coln Hospital  and  H   W  Mullin   ........   123.00 

414 ir.ih   st     Nos  9  to   East   East.      Same   agt 

The  Home  Club  Co,  A  R  Whitney,  Jr.  Co 
and   H   W   Miller •  •  ■  ■ y-n'.% 

415— 137th  St.  s  s,  85  w  5th  av,  loOxlOO. 
George  Colon  agt  Josn  Doe  and  Vincen_t_^  C 
Corrler    ■ V-X'nn^', 

410— 137th  st  s  s  2.55  w  Broadway,  liOx'.)9.11. 
Sam'e     agt  '  Cathedral     Parkway     Realty     Co 

and    Samuel    Wood    ........^..  .4-SOaOO 

3.S7— 34th  st,  Nos  .305  East.  Patrick  R 
Hughes  agt  Joseph  Herzig.  Hugh  Kiernan 
and    George    Sanderson    &    Bro 1 lO 

Oct.    25. 

417— GOth  st,  n  s,  225  w  West  End  av,  100x125. 
Aeolian  Plastic  Slate  Roofing  Co  agt  Wm  T 
Hookey  &  Andrea  Avitable  &  J  Saron  Sheet 
Metal  Works   .;„••••••  •  v  — ^■"^ 

41.t^T,cnox  av.  n  e  cor  H3d  st.  G0x60.  Church 
E  Gates  &  Co  agt  Morris  Feldberg 2,122  19 

419_Broadway,  Audubon  av,  ISlst  and  18-'a 
sts,  whole  block.  Frank  Ferris  agt  A  HoJ- 
lander    &   Mike    Fortunato    : ...-o.OO 

420— Same  property.  Walter  Kelly  agt  same. 
o3.00 

421— Hoffman  st.'  Nos  2410  to  2414.  Neuman  & 
Co  agt  John  Marks ■_ •™-0<' 

422— Riverside  Drive,  e  s.  224  s  12ith  st.  108.2 
x95x  irreg.  W  S  Sheldon  &  Co  agt  Ber- 
gen Realty  Co  &  A  B  Madden    1,325.50 

4''3_Lcnox  av,  n  e  cor  143d  St.  74.11x9o.4. 
Excelsior   Terra    Cotta    Co   agt   Morris    Feld- 


berg 


750.00 


432— 114th  st,  Nos  437  and  439  E^ast.  Lippman 
Bros  agt  Barnet  Osk   400.00 

433— OSth    st,    u    s,    275    w    Avenue   A,    75x100. 
Sam    S   Glauber   agt    Isaac    Klapper   &    Samuel 
Kessler    45i.(l 

434 — 1st  av  w  s.  whole  front  between  99th  and 
lOOth  sts,'  201.10xim.  Same  agt  John  Kleln- 
feld.  John  Rothfeld  &  Samuel  Kessler. .  .174.46 

4:J,-j losth    St.    n    s.    1.50   w    1st    av.    150xl0t).ll. 

Same  agt   Raphael   Kurzrok  &  Samuel  Kess- 
ler   ...... 270.90 

4315— Grand  st.  No  568.  Union  Stove  Works 
agt    Morris    Fisher    195.50 

437— Lexington  av,  w  s,  70  s  123d  st.  40x100. 
Haruden  &  Belmont  agt  Joseph  Daniel  & 
Morris    Levin 50.00 

438— Amsterdam  av.  s  e  cor  185th  st,  79.11x100. 
Maurice  Goodman  agt  Albert  London  &  Louis 
Meryash   &   Myer   Bach    3,378.00 

4;jt)_105th  st.  No  253  East.  Samuel  Solomon 
agt  Isaac  A  Benequit  &  George  Blumenthal. 
.    - 190.00 

44(Vl\ionroe  st,  Nos  326  and  328.  Union  Stove 
Works  agt  Morris  Fisher 300.00 

Oct.     20. 

441- 92d  st,  s  s,  200  w  1st  av.  ,50x100.8. 
Murtha  &  Schmohl  Co  agt  Aaron  Forman  & 
George    Aronson     3.063.59 

442— Same  property.  Union  Woodworking  Co 
agt    same    2.665.00 

44:f_109th  st,  n  s,  100  w  Manhattan  av,  150x 
72  11.  Jacobs  &  Brooks  agt  Samuel  Michael- 
son    350,00 

444_Broadway,  Nos  819  and  821.  Raymond 
Concrete  Pile  Co  agt  Richman  Realty  & 
Construction  Co  and  Thomas  B  Bryson. 2.0.30.00 

445— .5th  av.  No  1493.  Nathan  Goldfarb  agt 
John  Doe  and  Richard  Roe  and  Jacob  J 
Ehrensal    65 '\0 

446_Prospect  av,  e  s.   125  n  167th  st,  200x220.1 
Home  st,  s  s,  100  w  Prospect  av,   154x100.] 
Indelli    &     Contorti    agt    Pincus    Lowenfeld, 
William    Prager    and    Steimann    Realty    Co... 

17,900.00 

447— 179th  st,  s  s,  100  w  Amsterdam  av,  50x 
100.  Schonfeld  &  Freudenheim  agt  Louis 
Meyer   135.00 


424— Broadway,  n  w  cor  45th  st,  79.6x148.11. 
Cosgrove  Bros  agt  Long  Acre  Square  Theatre 
Co   &   Myer   R   Bimberg 1,500.00 

425— ISfith  st,  n  s,  235  w  5th  av,  40x100.  Sy- 
racuse Co  of  N  Y  agt  Pincus  Ronginsky  & 
Louis    Jaffe    240.50 

426— 67th  st,  Nos  231  to  237  West.  Same  agt 
Morris  Nierenberg.  Louis  Jaffe  &  Moe  Ra- 
binsky     196.76 

427— Washington  av.  No  1.583.  John  De  Luna 
agt  Louise  Ambos  &  Geo  W  Fairlee 45.00 

428— East  Houston  st,  Nos  .304  and  306  East. 
Kleindlest  &  Greif  agt  Adolph  Leichter.  1.091.60 

429— 2d  av.  No  1.399.  Louis  Gscheldlen  agt  H 
Herrmann    &    John    Goerlitz 136.38 

43«_Cruger  st.  e  s.  145  n  205th  st.  25x100. 
Nicholas  Lisanti  agt  Urbano  Cavaluccl  & 
Frank  Tudls 30.00 

431— 137th  St.  s  0.  100  e  Riverside  Drive,  170x 
100.  Herman  Dellnsky  agt  Cathedral  Park- 
way Realty  Co 973.00 


BUILDING  LOAN  CONTRACTS. 

Oct.    20. 

2r,th    st      No    461    West,    and    1 

10th   av.    Nos  278  to  282 1 

Harris   Mandelbaum   &   Fisher   Lewine   loans 
Sigfried   Wittner   to   erect    three   6-sty   t^ilf" 

ments;    13    payments    $7_.000 

4.Sth  St.  Nos  287  and  289  East.  Israel  Lipp- 
man &  Milton  M  Eisman  loans  Harris,  Lena 
and  David  A  Cohen  to  erect  a  6-sty  '^5^- 
nient;    5    payments    25,000 

Oct.    22. 

Edwards  av.  n  s,  230.6  w  Marion  st,  27.6x100. 
Birkbeck  Investment  Savings  &  Loan  Co 
loans  John  Bergsten  to  erect  a  — sty  'dwell- 
ing;   2    pasments    $1,000 

147th  st,  s  s.  .350  n  Amsterdam  av,  200x99  11. 
Isaac  M  Berinstein  loans  Davis  Karp  &  Mor- 
ris Heller  to  erect  tour  5-sty  tenements;  5 
payments    -A' ^^,'9^ 

176th  st,  n  s.  100  w  Amsterdam  av.  liOxflyll. 
North  American  Mortgage  Co  loans  Port- 
land Realty  Co  to  erect  four  6-sty  tenements; 
7   payments    •_■•    l,^-"*^ 

177th  st,  s  s.  100  w  Amsterdam  av,  Ii0x99.11. 
Same  loans  same,  to  erect  four  6-sty  tene- 
ments;   5   payments    140,000 

Union  av,  w  s,  whole  front  between  West- 
chester av  and  15Sth  st,  36.3xll3.11x  irreg. 
Richard  S  Collins  loans  Patrick  J  Moffatt  to 
erect   a  6-sty  tenement;  7  payments    — 23.500 

Albany  road,  e  s.  546  n  Macomb  st  or  231st  st. 
25x99. 3x  irreg.  Wm  E  Thorn  loans  Joseph 
and  Maria  A  Guadagna  to  erect  a  ■ — sty 
building;     4    payments    3.800 

Oct.    23. 

224th    St.    5    s.    455   e    4th    av.    50x114.      East- 

chester  Savings  Bank  loans  Geo  W  Eccles  to 

erect  a  — sty   building;   2   payments 3,000 

Oct.    24. 
12th   st,   s   s,   223  e  5th   av,   61x103.3.    Metro- 
"politan    Life    Ins   Co    loans   Masters    Builders 
Realty  &   Construction  Co  to   erect  a  12-sty 

loft    building;    6   payments    225.000 

,5.3d  St.  Nos  246  and  248  East.  Frank  Hillman 
&  Joseph  Golding  loan  Isaac  M  Golomb  & 
Charles    Magid    to    erect    a    6-sty    tenement; 

11    payments    18,000 

Oct,    25. 

112th     St.     Nos    138    to    142    East.      Business 

Men's    Realty    Co    loans    Julius    Berliner    & 

Max    Greenberg    to    erect    a    6-sty    tenement; 

9    payments     22,000 

• 

SATISFIED  MECHANICS'  LIENS. 

Oct.    20. 

12Sth  St.  Nos  62  and  64  East.  Griffin  Root- 
ing Co  agt  Joseph  Bornstein  et  al.  (Aug  15, 
1906.)     $128.00 

40th  St.  Nos  457  and  459  West.     Isaac  B  Muller 
agt  M  Naftal  et  al.      (June  12,    1906). .  .842.27 
Oct.    22. 

144th  St.  Nos  517  to  523  West.  Samuel  Rosen- 
berg agt  Hyman  Manheim  et  al.  (Oct  19, 
1906.)    45.90 


-4<Jth  st,  Nos  107  to  111  West.  Stephen  A 
Whisten  agt  Ralph  A  Kellogg  et  al.  (Oct  3, 
190.5.)    1.003.39 

118th  st,  s  s,  248  e  Pleasant  av.  Christian 
Jacobs  agt  Max  Reuben  et  al.  (Oct  6, 
1<„06.)    843.00 

=lllth  st,  s  s,  110  w  8th  av,  200xl06.2x  irreg. 
Barnett    Shapiro     agt    Harry    Schiff    et     al. 

(Sept  27,    1906.)    340.00 

Oct.    23. 

Monroe  st,  Nos  2.56  and  258.  Sam  Schein- 
wald  agt  Herman  Goldberg  et  al.  (July  31. 
ItiOU.)    105.00 

95th  St.  s  s,  100  e  2d  av.  G  Zibelli  &  Son 
agt  Ludins  &  Romm  Realty  Co.  (Sept 
19,    1906.)    5,950.00 

95th  st,  n  s,  10  Oe  2d  av.  Maurice  Strominger 
agt   same.      (Sept  17.   1906.)    1,235.00 

Same  property.  Meisel,  Danowitz  &  Co  agt 
same.      (Sept    6,    190ij.)    11.251.30 

Same  property.  Horenburger  &  Strtiub  agt 
same.      (Sept  S.    19(.nj.)    285.00 

Jumel  terrace.  No  14.  Rose  Kuntzman  agt 
Henrietta  Born  et  al.      (July  10,   1906.)..  109.03 

Union  av,  s  w  cor  160th  st.  Ryan  &  Finkel- 
stein  agt  Jackson  Bros.     (Aug  4,  1906.).  .233.73 

St  Nicholas  pi,  e  s,  249.1  s  center  line  153  st, 
if  extended.  Candee,  Smith  &  Howland  Co 
agt  Leopold  Kautor  et  al.  (Oct  10,  1906.) 
531.07 

=04th  st.  No  406  East.  Jacob  Babick  agt 
Nathan    Goldstein    et    al.       (July    27,    1906.) 

500.00 

Oct.    24. 

Ludlow  st,  No  24.  Israel  Boock  et  al  agt 
Ike    Shapiro   et   al.      (Sept    13.    1906.).. 3,371.00 

^Sullivan  st,  Nos  107  and  109.  S  P  Pearson 
&  Co  agt  Michele  Briganti.  (Mar  17,  1906.) 
1,000.00 

Rivington  st,  Nos  313  and  315.  Max  Sobowitz 
agt  Abraham  I   Spiro.      (Sept  6,   1906. )..  122.00 

OSth  St.  No  310  West.  Samuel  Desowitz  agt 
Israel  J  Roe.     (Oct  17,   1906.)    274.25 

157th  st,  Nos  511  and  513  West.  B  Seig- 
meister  &  Son  agt  David  Miller.  (Sept  18, 
1906.)    100.00 

123d  st,  Nos  151  and  153  West.  Andrew  Dil- 
lion  et  al   agt  Samuel  Williams  et  al.     (Mar 

5.    1906.)     1.653.00 

Oct.    23. 

127th  st.  No  132  East.  Ratzkin  &  Berman 
agt  Louis  Lewenhoff  et  al.  (Aug  9,  1906). 
1,850.00 

127th  st,  s  s,  64  w  Lexington  av,  36x — .  Mares- 
ca  Walsh  Tile  &  Marble  Works  agt  same. 
(April    2,    1906)    285.00 

150th  st.  No  579  East.  Aitken  Construction 
Co  agt  George  Sterneckert.  (June  4.  1906) 
144.95 

100th  st.  No  193  East.  Adolf  Hopp  agt  Her- 
man L  Keller.     (Oct  22.   19116)    154.75 

Rivington  st.  Nos  313  and  315.  John  F  Cronin 
agt  Abraham  Spiro  et  al.     (Aug  4,  19061.18.50 

'Amsterdam  av,  Nos  434  to  444.  Joseph  Nass 
agt  Morris  S  A  Wilson  et  al.  (Aug  16, 
l!tO:J)     50.00 

'Belmont  av.  No  2539.  George  Spaeth  agt 
Julia  Tuber  et  al.      (July  6.   1906) 100.00 


ORDERS. 

Oct.    22. 
86th   st,    s   s,   287   w   Sth   av,    25x100.    Fleisch- 
manu  Realty  &  Construction  Co  by  T  J  Fan- 
ning  to   Herringbone  Metal   Lath  Co $762.95 


ATTACHMENTS. 

Oct.    19. 
Dunn.   Ralph  H;  L  Tannenbaum   &  Co;  ,$741.89; 
F  Bien. 

Oct.    20. 

Ginnocchio.     Louis,     Peter    Costa    &    Anton    M 
Meyer;   Western   Candv  &   Bakers'   Supply  Co; 
$1,361.04;    Hitchings    &    Palliser. 
Oct.    23. 
Repior.    Otto;    J    Edw^ard    Ogden    Co;    $938.53;    J 
F  Foley. 

Oct.    24. 
Henning.   James   W;    Mills   Bros  &   Co;   $90,000; 
V  S  Lindsley. 

Oct.    25. 
Unique  Folding  Box  Co;  N  Y  County  Natl  Bank; 

$2,001.25;    F   B   Colton. 
Cardena,    Anastasio;    Isaac    Kubie    Co;    $981.88; 
Einstein,    Townsend   &   Guiterman. 


CHATTEL  MORTGAGES. 

AFFECTING    REAL    ESTATE. 
Oct.  19,  20,  22,  23,  24  and  25. 

Kartor,    Cooper  &   Co.     W   s  Convent  av,    bet 
129th    and    130th   sts.  .Consol    Chandelier    Co.  _ 
Gas  Fixtures.  525 

Kleinfeld     &     Rothteld.       1941-1949     1st    av.. 
Baldinger  &   Kupferman.      Gas  Fixtures.  1 

Mali.     R.      020-826    W    13Gth.  .U    S    Gas    Fix 
Co.     Gas  Fixtures.  800 

Ronginsky.    P.      N    s    13Gth    st,    bet    5th    and 
Lenox  av.. Eureka  Chandelier  Co.     Gas  Fix-___ 
tures.  1.173 

For  other  Judgments  in  Foreclosure  Suits,  Lis 
Pendens,  Foreclosure  Suits,  Judgments.  Satisfied 
Judgments,  Mechanic  Liens.  Building  Loan  Con- 
tracts. Satisfied  Mechanics'  Liens  and  Orders  see 
page   713. 
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THIS  week's  extreme  dullness  in  the  Stock  Market  afford- 
ed too  good  an  opportunity  to  get  up  an  election  scare 
to  be  neglected  by  the  bears.  In  their  efforts  the  bears  were 
aided  by  the  demand  for  higher  wages  by  nearly  all  classes 
of  railway  employees.  The  officers  of  the  New  York  Central 
lines  denied,  however,  that  their  employees  were  asking  for 
higher  pay  and  shorter  hours,  though  New  York  Central  sold 
on  Wednesday  at  126%,  making  a  new  low  record  for  the 
year.  Other  roads  said  to  be  involved  are  the  Delaware, 
Lackawanna  &  Western,  the  Central  Railroad  of  New  Jersey, 
Reading,  Pennsylvania  and  Erie.  The  failure  to  increase 
the  dividend  on  Steel  Common  was  also  a  contributing  cause 
of  weakness  in  the  Stock  Market,  yet  many  think  that  the 
Steel  Corporation  directors  deserve  credit  for  having  moved 
cautiously  in  the  matter  of  the  Common  stock  dividends. 
This,  with  the  great  earnings  as  per  the  quarterly  statement 
issued  this  week,  could  easily  have  been  done,  but,  on  the 
other  hand,  it  is  considered  better  to  wait  until  the  money 
situation  is  more  settled.  It  is  undoubtedly  true  that  the 
New  York  election  is  being  watched  both  here  and 
abroad,  and  the  effect  on  financial  sentiment  is  not  to 
be  wondered  at.  There,  is,  of  course,  always  the  fear  of  tight 
money  in  November  and  December,  and  it  will  be  strange 
indeed  if  real  estate  and  building  Tjperations  will  not  be  made 
to  realize  the  money  situation  before  the  end  of  the  year. 
Our  securities  are  heavy  abroad,  based  on  apprehensions  that 
the  Bank  of  England  may  again  raise  its  discount  rate. 
Call  money  has  again  been  performing  its  gyrations  touching 
the  nine  per  cent.  rate.  What  has  been  lacking  in  excitement 
on  the  New  York  Stock  Exchange  has  been  made  up  by  the 
curb  market  in  mining  activity,  which  has  been  unprece- 
dented, and  there  is  every  reason  to  believe  will  continue  for 
some  time.  Notwithstanding  the  prevailing  great  prosperity 
in  business  generally  throughout  the  country  that  the  divi- 
dends being  paid  are  very  conservative,  so  that  in  spite  of 
the  disquieting  features  referred  to,  the  prospect  in  the  near 
future  cannot  be  looked  upon  as  otherwise  than  favorable. 


THE  lease  of  the  southwest  corner  of  Madison  Avenue 
and  31st  Street,  which  was  announced  over  a  week 
ago,  has  not  received  the  attention  which  it  deserves.  It  is 
stated  that  the  lessee  will  erect  on  the  plot  a  ten-story  busi- 
ness building,  and  if  such  is  the  case  it  will  be  the  first  im- 
portant business  building  to  be  situated  on  Madison  Avenue 
between  2  7th  and  3  4st  Street.  But  it  will  not  be  the  last. 
The  Record  and  Guide  has  frequently  pointed  out  that  this 
particular  part  of  Madison  Avenue  was  inevitably  destined 
to  be  improved  with  loft  buildings.  So  far,  no  such  im- 
provements have  taken  place.  The  new  b\uldings  erected 
on  Madison  Avenue  between  27th  and  34th  Streets  during 
the  past  few  years  have  been,  with  one  exception,  apartment 
hotels,  and  that  exception  consists  of  a  woman's  athletic  club. 
Moreover,  the  improvements  in  the  side  streets  adjoiniiig 
Madison  Avenue  have  also  been,  for  the  most  part,  apart- 
ment hotels,  although  some  few  business  buildings  have  been 
erected  near  Fifth  Avenue.     It  is  evident,  however,    that  this 


whole  section  is  becoming  much  more  valuable  for  business 
than  it  is  for  hotel  purposes.  The  new  wholesale  district  be- 
tween 14th  and  2  3d  streets,  and  from  Broadway  to  Sixth 
Avenue,  is  now  tolerably  well  occupied.  The  overflow  from 
this  district  must  find  the  needed  room  north  of  2  3d  Street, 
and  loft  buildings  are  already  being  erected  between  Broad- 
way and  Sixth  Avenue.  But  the  available  area  west  of 
Broadway  is  not  large,  and  the  streets  on  the  East  Side  will 
necessarily  be  engulfed  in  this  irresistible  stream  of  business 
expansion.  Fifth  Avenue  is,  for  the  most  part,  given  over  to 
the  retail  trade,  and  prices  thereon  are  so  high  that  very  few 
wholesale  merchants  could  afford  to  pay  the  necessary  rent- 
als. But  Madison  Avenue  is  admirably  adapted  to  their  pur- 
poses. It  is  a  convenient  neighborhood,  situated  near  to  the 
most  important  retail  shops  in  the  city,  and  space  can  be 
secured  on  this  part  of  Madison  Avenue  at  comparatively 
reasonable  prices.  Neither  is  it  to  be  supposed  that  the 
property  owners  will  offer  any  resistance  to  its  improvement 
with  loft  buildings.  A  large  proportion  of  the  old  brown- 
stone  buildings  have  of  late  years  been  occupied  as  boarding 
houses,  and  there  has  been  no  attempt  to  erect  modern  resi- 
dences on  Madison  Avenue  south  of  34th  Street.  North  of 
34th  Street  the  property  owners  are  determined  that  business 
shall  be  kept  out;  but  the  building  of  tall  business  edifices 
is  precisely  the  best  thing  that  could  happen  to  the  prop- 
erty owners  on  lower  Madison  Avenue. 


IN  SPITE  of  an  increase  of  $13,000,000  in  the  municipal 
budget  for  the  coming  year,  the  tax  rate  will  remain  at 
about  the  same  percentage  as  that  of  the  present  and  the 
past  two  years;  and  this  is  a  matter  for  congratulation. 
There  has  been  a  disposition  to  criticise  the  administration 
because  it  has,  as  it  were,  claimed  credit  for  keeping  the  tax 
rate  down,  on  the  ground  that  the  tax  rate  is  a  deceptive 
indication  of  the  actual  size  of  the  tax  bills.  It  is  true  that 
the  tax  rate  is  a  deceptive  indication  of  the  size  of  the  tax 
bills,  which  depend,  of  course,  on  the  scale  of  assessed  valu- 
ations as  well;  but  in  the  present  instance  the  average  assess- 
ment of  real  property  in  New  York  City  has  not  been  unduly 
increased.  On  the  contrary.  It  still  remains  at  about  sixty- 
eight  per  cent,  of  the  market  value  of  the  real  estate.  So 
far  during  the  current  year  the  market  value  of  the  real 
estate  sold  at  the  price  of  which  was  expressed  in  the  deed 
was  $58,077,637,  and  the  aggregate  assessed  valuations  of 
these  same  properties  was  $40,550,275.  The  consequence 
is  that  if  the  tax  rate  remains  the  same  the  average  property 
owner  will  not  have  his  taxes  increased,  except  in  so  far  as 
such  an  increase  may  be  justified  by  the  increased  value  of 
his  property.  The  financial  administration  of  the  city  is 
justified  in  congratulating  the  city  that,  in  spite  of  its  con- 
stantly expanding  responsibilities,  the  tax  rate  remains  the 
same,  and  it  should  be  the  aim  of  the  administration  to  keep 
the  increase  of  the  budget  down  to  the  amount  of  money 
which  can  be  raised  by  the  application  of  the  existing  rate  to 
the  increase  in  the  aggregate  valuation  of  real  and  personal 
property.  That  is  a  safe  rule,  no  matter  what  criticism  the 
application  of  it  may  incur  from  those  who  fail  to  under- 
stand its  validity. 


THE  PRO.JECT  for  an  elevated  road  connecting  the  Wil- 
liamsburgh  and  the  Brooklyn  bridges  has  been  finally 
killed  so  many  times  by  the  Rapid  Transit  Commission  that 
we  are  inclined  to  be  skeptical  about  the  decisiveness  of  its 
recent  slaughter.  But  If  a  sufficient  number  of  the  members 
of  the  Rapid  Transit  Commission  are  unalterably  opposed 
to  it,  the  least  that  body  can  do  under  the  circumstances  is 
to  take  prompt  action  on  the  next  most  effective  remedial 
measures.  The.  decision  not  to  authorize  the  elevated  road 
must  mean  that  the  additional  means  of  communication  be- 
tween Brooklyn  and  Manhattan  is  to  be  supplied  by  subways. 
Consequently,  the  tunnel  already  laid  out,  practically  parallel- 
ing the  Brooklyn  Bridge,  should  be  authorized  as  soon  as 
possible,  and  it  should  be  connected  in  some  effectual  manner 
with  the  subway  system  of  Brooklyn  and  that  of  Manhattan, 
and  with  the  termini  of  the  Williamsburgh,  the  Manhattan 
and  the  Blackwell's  Island  bridges.  It  is  doubtless  an  un- 
fortunate thing  that  Brooklyn  must  wait  for  effective  relief 
until  such  a  tunnel  can  be  completed  and  properly  connected, 
but  if  tlie  connections  are  adequately  made  Brooklyn  will  be 
the  gainer  in  the  long  run.  The  elevated  connection  was,  we 
believe,  a  means  of  temporary  relief,  justified  by  the  acute 
character  of  the  existing  congestion,  but  it  would  only  have 
been  a  "make-shift,"  which,  compared  to  some  more  effective 
means  of  connection,  would  soon  have  been  a  hindrance 
rather   than   a   help   to   the   development  of  Brooklyn.     The 
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abandonment  of  the  make-shift  will  mean  that  every  tunnel 
and  bridge  connecting  Manhattan  and  Brooklyn,  the  old 
Brooklyn  Bridge  alone  excepted,  will  be  treated  merely  as 
links  in  a  general  system  of  rapid  transit  connecting  every 
part  of  the  three  most  populous  boroughs  one  with  another. 
Such  a  system  is  undoubtedly  the  complete  and  satisfactory 
solution  of  the  problem,  and  immediately  steps  should  be 
taken  looking  towards  its  consummation.  In  the  meantime 
a  good  deal  can  be  done  to  increase  the  efficiency  of  the 
Brooklyn  Bridge,  and  no  time  should  be  lost  also  in  adopting 
the  necessary  measures  looking  in  that  direction.  By  the 
use  of  a  scientific  switching  system  at  the  Manhattan  termi- 
nus the  existing  congestion  could  be  much  relieved,  and  this 
relief  will  be  still  further  increased  by  the  completion  of  the 
municipal  tunnel  and  those  which  are  being  built  by  Mr. 
Belmont  and  the  Pennsylvania  Railroad  Company.  In  this 
way  the  delay  which  must  necessarily  elapse  before  complete 
relief  can  be  obtained  will,  we  trust,  be  safely  crossed. 


THE  TERMS  which  the  street  railways  of  Chicago  have 
offered  to  the  Common  Council  of  that  city  are,  from 
our  New  York  point  of  view,  truly  astonishing.  The  com- 
panies practically  promise  to  make  all  the  improvements 
necessary  to  an  efficient  transit  service  in  Chicago  without 
asking  for  any  regular  extension  of  franchise.  They  are  per- 
fectly willing,  that  is,  to  spend  the  money  on  the  necessary 
improvements  and  to  accept  the  lease  of  the  franchises  merely 
on  good  behavior.  Of  course,  if  they  are  to  be  dispossessed 
they  must  be  remunerated  for  their  expenditures,  but  in  the 
meantime  they  are  ready  to  pay  a  sufficient  rental  for  the 
franchises  and  to  trust  to  the  efficiency  of  the  service  for  the 
continuation  of  their  leases.  Of  -course,  the  reason  for  this 
humble  frame  of  mind  is  that  the  street  railway  franchises 
have  largely  expired,  and  that  the  city  ot  Chicago  conse- 
quently holds  the  winning  cards  in  the  game.  Furthermore, 
the  enmity  excited  by  the  street  railway  companies  in  that 
city,  which  gave  such  a  boom  to  the  movement  in  favor  of 
municipal  ownership,  has  taught  the  companies  that  they 
must  make  heavy  sacrifices  in  order  to  placate  public  opinion. 
Evidently,  the  only  way  to  bring  street  railway  companies  to 
reason  is  to  use  violence.  The  officials  of  the  Interborough 
and  Metropolitan  companies  in  this  city  behave  as  if  a  condi- 
tion of  public  opinion  well  disposed  towards  them  was  not 
worth  any  sacrifice  at  all.  They  run  just  as  few  cars  as  they 
possibly  can,  and  they  assume  an  uncompromising  attitude 
in  all  their  negotiations  with  the  municipal  authorities.  If 
they  persist  in  this  state  of  mind,  there  will  be  only  one 
effective  way  to  "treat  them — and  that  will  be  to  follow 
Chicago's  example.  It  is  true  that  New  York  will  not  have 
such  good  cards  to  play  as  had  Chicago,  because  the  Inter- 
borough-Metropolltan  company  is  secure  in  the  possession  of 
its  present  franchises,  many  of  which  are  perpetual;  but  the 
city  has  one  weapon  which  It  can  successfully  use,  and  that 
is  the  weapon  of  the  new  subway  extensions.  The  building 
of  a  belt  line  running  down  the  West  Side  and  up  the  East 
Side  of  Manhattan  and  connected  by  crosstown  tunnels  at  the 
important  streets  would  constitute  the  most  serious  kind  of 
competition  for  the  subway  and  the  elevated  roads,  and  this 
weapon  should  not  be  surrendered  until  the  local  railway 
combination  begins  to  show  some  appreciation  of  its  position 
as  a  public  servant,  instead  of  a  public  master. 


Felix  Isman's  Latest  Purchase. 

The  recent  purchase  by  Mr.  Felix  Isman,  of  Philadelphia,  of 
the  southeast  corner  of  5th  av  and  42d  st,  is  regarded  as  con- 
vincing evidence  of  the  growing  preference  real  estate  operators 
are  showing  for  high-class  investment  property  on  that  avenue. 
That  Mr.  Isman  in  the  selection  of  his  latest  acquisition  has 
displayed  a  good  knowledge  of  values  and  conditions  is  un- 
questioned. On  good  authority  it  is  stated  that  the  purchaser 
has  been  offered  .$300  per  square  foot  for  the  corner  building 
now   occupied  by   the  Columbia  bank. 

"There  Is  no  question,"  said  a  well  known  operator,  in  analyz- 
ing the  situation,  "but  that  this  is  the  best  corner  on  5th  av 
between  23d  and  50th  sts,  not  excepting  the  famous  site  occu- 
pied by  Benjamin  Altman.  Geographically,  5th  av  at  the  42d 
St  crossing  is  nearer  the  new  business  centre,  now  so  rapidly 
forming,   than  is  any  section  to   the  southward. 

"Then  too,  within  the  last  year  or  so,  the  improvement  of 
42d  st  from  Broadway  to  the  Grand  Central  depot  has  been 
nearly  equal  to  that  of  5th  av,  and  as  a  thoroughfare  it  is  better 
situated  than  34th  st,  being  the  great  i-eceiving  and  distributing 
highway  for  one  of  the  large  continental  railroads.  In  addi- 
tion it  has  the  advantage  over  other  cross  streets  in  its  pos- 
session of  ferry  terminals  and  subway  stations,  all  of  which 
materially  affect  the  value  of  the  property  in  question." 


The  total  area  of  the  southeast  corner  of  5th  av  and  42d  st 
is  7,325  sq.  ft.,  for  which  Mr.  Isman  paid  $1,550,000,  or  $211 
per  square  foot.  Allowing  for  plottage  and  superior  corner 
location,  the  price  secured  compares  favorably  with  the  figure 
obtained  for  the  Lotos  Club  sold  last  week,  50x100,  which 
brought  .$7."j0,0fl0  (or  ^l-'iO  per  sq.  ft.),  and  572  oth  av,  25x100, 
which  was  sold  to  H.  A.  Budd  for  .$.3.">0.000  (or  .$140  per  sq.  ft.). 

Mr.  Isman  is  considered  to  have  used  these  sales  as  well  as 
others  in  the  locality  as  a  basis  of  appraisement,  and  although 
it  has  been  inferred  that  he  acted  in  accordance  with  his  now 
famous  doctrine,  that  "you  can  be  75  per  cent,  wrong  and  still 
make  money  in  Manhattan  real  estate,"  there  are  those  who 
believe  that  in  this  instance,  at  least,  a  modification  is  neces- 
sary, and  that  when  you  are  99  per  cent,  right  you  cannot  help 
making  money  in  investments  of  this  character. 
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In  addressing  the  Real  Estate  Class  at  the  Young  Men's 
Christian  Association  this  week,  Mr.  Purdy  said  that 
their  interest  in  the  history  of  land  tenures  was  twofold. 
As  men  who  expect  to  buy  and  sell  land  for  themselves 
and  as  brokers  for  others  they  would  need  to  know  some- 
thing of  the  law  of  real  estate,  and  in  order  to  have  an 
intelligent  idea  of  the  law  as  it  is  to-day  in  New  York  it 
was  necessary  to  know  something  of  the  history  of  its  de- 
velopment, especially  under  the  feudal  system  of  our  En- 
glish ancestors.  Secondly,  that  they  were  most  deeply 
concerned  with  the  economic  and  social  regulations  which 
affect  the  prosperous  conduct  of  their  chosen  business.  In 
tracing  the  growth  of  real  estate  law  Mr.  Purdy  spoke  in 
part  as   follows: 


"In  the  earliest  times  in  England  it  is  probable  that  there 
was  no  ownei-ship  other  than  a  tribal  ownership,  and  even 
that  was  not  permanent.  "With  a  knowledge  of  agriculture  tribal 
wandering  ceased,  village  communities  were  developed,  and 
gradually  by  custom  there  came  security  and  permanence  of 
possession.  Immediately  before  the  Norman  Conquest,  a  great 
part  of  the  land  was  still  owned  in  common,  but  there  was 
security  of  individual  possession  and  freedom  of  transfer  by 
deed  or  will.  The  Norman  Conquest  brought  a  great  change, 
but  the  change  was  not  fully  effected  until  twenty  years  after 
the  battle  of  Hastings.  There  are  various  theories  as  to  why 
and  how  this  change  was  brought  about,  but  we  know  that  in 
fact  the  country  was  organized  on  a  military  basis.  Great 
lords  held  directly  of  the  King  and  parcelled  out  the  territory 
of  which  they  were  the  chief  tenants  among  their  sub-tenants. 
The  great  lords  agreed  to  fight  the  King's  battles,  and  on  his 
part  the  King  agreed  to  protect  them  in  their  holdings.  Similar 
reciprocal  obligations  bound  together  the  lords  and  their  tenants. 

"In  the  old  oath  of  homage  we  have  the  origin  of  the  words 
in  our  warranty  deed,  that  the  grantor  will  'warrant  and  forever 
defend'  the  title.  The  ancient  lords  made  this  same  promise, 
and  if  the  tenants  were  dispossessed  they  were  bound  to  find 
for  him  land  equally  as  good. 

"To  these  feudal  tenures  also  we  owe  the  words  in  our  mod- 
ern deed,  to  him  'and  his  heirs'  forever.  It  is  obvious  that  when 
military  defense  was  the  main  purpose  of  a  grant  of  land,  the 
grantor  selected  one  to  hold  the  land  who  was  a  fighter  and  in 
whom  he  could  place  reliance.  The  grant  was  for  life  only, 
for  the  lord  would  not  surrender  his  power  to  name  the  person 
who  was  to  fight  for  him  in  case  of  need.  In  course  of  time  it 
became  common  as  a  matter  of  custom  for  the  eldest  son  to 
succeed  his  father,  and  by  reason  of  this  custom  it  became 
common  to  provide  in  the  grant  itself  that  the  grant  should  be 
to  the  tenant  and  his  heirs.  Indeed,  these  words  'and  his  heirs' 
were  necessary  in  the  State  of  New  York  until  the  year  1830. 
If  the  word  'heirs'  was  omitted  the  grant  was  for  life  only. 

"It  was  not  long  after  feudal  tenures  were  established  before 
the  lords  endeavored  to  hold  the  land  as  absolute  owners  in- 
stead of  mere  tenants  at  %vill  of  the  King,  and  in  the  same  way 
those  who  held  of  the  lords  endeavored  to  render  their  titles 
more  secure  and  to  avoid  the  service  which  was  the  original 
occasion  for  the  grant.  -Part  of  the  struggle  was  to  secure  the 
right  of  alienation  and  the  right  to  dispose  of  the  property  by 
will.  For  nearly  two  hundred  years  there  was  no  power  to 
alienate  an  entailed  estate,  and  it  was  not  till  the  reign  of 
Henry  the  Eighth  that  the  old  Saxon  power  to  devise  was 
restored  by  statute. 

"During  all  the  feudal  period  the  chief  contest  was  between 
the  King  and  the  lords,  and  as  is  usually  the  case,  the  rights 
of  the  common  people  suffered  in  the  fray.  When  feudal  ten- 
ures were  finally  abolished  in  1655  the  whole  burden  of  support- 
ing the  state  was  practically  thrown  upon  the  landless,  and 
then  began  the  struggle  of  modern   times  to  secure  equality  of 
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rights  and  equality  of  opportunities  tor  all  the  people  regardless 
of  their  birth. 

"Because  of  their  legacy  from  the  feudal  system,  the  people  of 
England  today  are  cursed  with  a  condition  of  land  monopoly 
which  checks  development,  overcrowds  the  cities,  and  produces 
the  fearful  conditions  of  the  submerged  classes  described  by 
General   Booth   in   'Darkest   England.' 

"Those  interested  in  the  development  of  the  real  estate  busi- 
ness as  a  business  may  learn  from  the  history  of  England  the 
conditions  wliich  are  necessary  for  their  business.  There  must 
be  as  perfect  freedom  of  transfer  as  law  and  private  enterprise 
can  produce.  The  power  of  alienation  must  not  be  suspended 
for  any  considerable  time,  and  we  have  learned  that  lesson  in 
the  State  of  New  York  to  such  good  purpose  that  the  power  of 
alienation  cannot  be  suspended  beyond  two  lives  in  being  and 
twenty-one  years  thereafter;  a  lease  of  agricultural  land  for 
more  than  twelve  years  is  void  and  a  lease  of  city  land  for 
moi'e  than  twenty-one  years  is  taxable  as  personal  property. 
Freedom  of  transfer  is  not  an  end  in  itself,  but  is  necessary  to 
diffuse  the  ownership  of  property,  and  it  is  obvious  that  the 
more  concentrated   the  ownerehip   tire   less   real   estate   business 


ces'sful,    besides    earning    for    yourselves    a    satisfaction    in    life 
which  mere  narrow  self-seeking  can  never  give  you." 


[An  interesting  discus.?ion  followed  the  lecture,  of  which  the 
foregoing  is  but  a  summary.  A  week  ago  Mr.  Foley,  after  giving 
his  lecture,  entered  into  a  discussion  with  the  class  that  lasted 
more  ,than  one  hour,  and  this  week  Mr.  Purdy  answered  ques- 
tions for  over  half  an  hour.  It  is  but  fair,  then,  to  state  for 
tlie  educational  department  of  the  Y.  M.  C.  A.  that  the  Record 
and  Guide  cannot  reproduce  all  Hiat  goes  on  at  these  meetings 
in  Course  I.,  and  that  the  reports  of  the  main  portion  of  the 
lectures,  or  some  of  them,  as  they  appear  in  this  paper,  should 
not  be  accepted  as  a  substitute  for  actual  attendance.  We 
urge  everybody  desiring  to  perfect  himself  in  the  deep  knowl- 
edge of  real  estate,  which  is  probably  the  foremost  calling  in 
metropolitan  life  today,  to  attend  one  or  more  of  the  several 
courses  now  being  given  at  the  West  Side  Y.  M.  C.  A.  Tlie 
man  that  gets  on  is  the  one  who  is  always  studying  something 
new.  He  takes  up  new  studies  every  year  of  his  life.  He 
starts  in  on  a  new  language  or  a  new  fad  at  seventy  as  eagerly 
as   when   he   was   seventeen.     A   fellow   that    does   not   keep    on 
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there  will  be,  and  the  greater  the  number  of  owners  the  more 
real  estate  business  there  will  be.  Freedom  of  transfar  and 
diffusion  of  ownership,  however,  are  not  enough.  These  are 
essential,  but  there  must  also  be  the  greatest  possible  prosperity 
of  occupiers.  To  secure  the  prosperity  of  occupiers  you  must 
be  vigilant  to  p>'otect  them  from  taxes  imposed  on  processes  of 
trade  or  on  capital  engaged  in  production.  Even  before  the 
time  of  railroads  and  telegraphs  the  taxation  of  capital  was 
sufficient  to  drive  it  away  and  decrease  population  in  other  coun- 
tries. Now  that  we  have  such  easy  means  of  transportation  and 
communication  men  and  money  easily  find  places  where  the 
greatest  profits  are  to  be  made,  and  the  greatest  success  of  the 
real  estate  business  will  be  brought  about  by  making  this  city 
the  place  where  it  will  be  best  and  most  profitable  for  men  to 
work   and   for   them   to   enjoy   their  capital. 

"Accustom  yourselves  to  take  a  broad  and  not  a  narrow  view 
of  the  real  estate  business,  and  in  order  that  you  may  take 
the  broadest  view  consider  what  it  would  be  for  your  interest 
to  do  if  you  owned  the  whole  of  Manhattan  Island.  If  you  did 
own  the  island,  you  would  make  it  just  as  attractive  as  pos- 
sible, and  you  would  get  back  from  those  you  allowed  to  live 
and  do  business  here  every  dollar  that  the  privilege  was  worth. 
You  would  not  harass  your  tenants  with  arbitrary,  unequal  and 
oppressive  exactions.  You  would  not  hamper  tliem  in  their 
business  any  more  than  the  owner  of  an  office  building  would 
in  these  modern  days  make  separate  charges  for  cleaning  ofiices 
and  windows,  for  heating  and  lighting  and  riding  on  the  ele- 
vator. 

"You  may  be  sure  that  by  seeking  the  highest  welfare  of  all 
the  people  and  seeking  to  secure  the  equal  rights  of  all  of  them, 
you  wil)  thus  be  doing  fhe  rnpst  to  inaise  your  owri  business  sue- 


going  to  school  in  some  manner  after  he  graduates  from  the 
academy,  the  scientific  school  or  from  college,  misses  uncount- 
able good  things.  Cultivate  a  receptive  mind,  and  you  will  keep 
young  and  be  prosperous — and  happy.] 


The   Bronx  Improving. 

There  is  undoubtedly  a  better  feeling  about  the  condition  of 
the  market  in  the  Borough  of  the  Bronx,  although  it  is  not  ex- 
pected that  conditions  will  materially  improve  until  after  elec- 
tion day.  The  tenancy  in  houses  west  of  3d  av  and  north  of 
140th   St,   is  now   said   to   be  exceptionally   good. 

Rents  for  cold-water  tenements  in  this  vicinity  average  about 
.$.3..jO  per  room  a  month,  wliile  non-eievator  apartments  with 
all  other  modern  improvements  are  said  to  average  about  $4..50 
per  room  a  month.  Store  rentals  have  advanced  about  50  per 
cent,   during  the  past  year. 

In  the  Tremont  section  rents  are  a,  little  higher  in  the  line  of 
steam-heated  apartments,  it  being  reported  that  they  range 
from  ^^)X0  to  .$('..00  a  room  per  month,  while  in  more  remote 
locations  inducements  are  offered  of  five  rooms  and  bath,  ranges 
and  boilers,  in  •2-family  houses  for  about  $19  a  month.  There 
are  few  cases  where  as  much  as  a  month's  rent  free  is  offered  to 
attract   new  tenants. 


— The  I=tealty  Finance  Co.,  of  which  Geo.  R.  Read  is  president, 
has  declared  a  dividend  of  10  per  cent.  The  company  was  in- 
corporated in  1002  witli  a  capital  of  $2,500,000.  George  R.  Read, 
WiUiam  G.  Park,  Perry  Belmont,  W.  K.  Mathews,  F.  K.  Pen- 
dleton. J.  R,  Drexel,  Jefferson  M.  Levj-,  W.  J.  Van  Pelt  aijd  B- 
Thaimann  are  th?  directors, 
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Effect   of   McAdoo  Tunnels   and  Approaches 


Running  Under  the  Hudson  River  tlie  McAdoo  Tun- 
nels Will  Connect  Metropolitan  Business  and  Shopping 
Centres  with  the  New  Jersey  Suburbs  and  Railroad 
Terminals — Fourteen  Miles  of  Tunnels,  Two  Sets  of 
Parallel  Tubes  Under  the  River,  Connecting  Subways  to 
Broadway  at  Ninth  Street  and  Greeley  Square,  and  Com- 
modious Terminals — By  Connection  with  the  New  York 
Subway  the  Time  Between  Given  Points  Will  be  Cut 
Down  One-Half,  and  the  Jersey,s  Will  be  Brought  as 
Close  to  New  York  as  is  Brooklyn  and  as  Queens  Will 
Be — A  Great  Territory  Will  be  Opened  Up  to  Residen- 
tial Settlement,  and  It  Is  Well  to  Follow  Comptroller 
Metz's  Advice  and  Keep  a  Watch  on  New  Jersey — Work 
Is  Progressing  Rapidly  and  it  Is  Expected  the  Entire 
SjTStem  Will  be  in  Operation  by  1908. 


AT  this  writing  a  number  of  shafts  are  being  driven  in 
Sixth  avenue,  between  Eighteenth  and  Nineteenth  streets, 
in  front  of  the  Big  Store  and  in  the  heart  of  the  shopping  dis- 
trict. It  Is  the  start  of  the  construction  work  for  a  new  Sub- 
way; this  one  not  to  wait  the  financial  convenience  of  the 
Municipalit5',  but  to  be  worked  out  and  paid  for  by  a  great 
public  service  corporatiQ'n,  the  Hudson  Tunnels  Companies, 
which  seem  to  have  digging  qualities  equal  to  the  Belmont 
syndicate  and  the  Pennsylvania  Road.  The  particulars  of  the 
plans  being  a  matter-of-fact  story  some  years  old,  and  the 
dream  of  a  generation,  it  remains  only  to  say  that  the  clock 
has  struck  and  that  the  dream  has  come  true.  The  Degnon 
Construction  Company,  which  made  a  record  in  the  Manhattan 
Subway,  and  is  now  showing  the  English  tunnel  builders  how 
to  bore  under  the  East  River,  will  do  this  job  also,  and  it  is 
safe  to  predict  they  w'ill  deliver  the  goods  and  no  excuses  when 
the  time  is  up. 

Degnon's  section  is  from  the  Thirty-third  street  terminal  to 
Thirteenth  street;  and  all  the  rest  of  the  Subway  in  Sixth 
avenue  to  Ninth  street,  and  thence  through  Christopher  to  the 
river,  the  Hudson  Tunnel  Companies  are  doing  for  themselves, 
the  work  being  under  the  direction  of  Chief  Engineer  Jacobs, 
who  has  also  been  supervising  in  the  same  capacity  the  build- 
ing of  the  Pennsylvania  tunnel  under  the  East  River.  There 
may  or  may  not  be  a  significance  in  this,  for  those  who  have 
fancied  that  the  Pennsylvania  had  an  interest  in  the  McAdoo 
tunnels  but  could  not  prove  it. 

The  Record  and  Guide  is  interested  in  the  work  because  of 
the  tremendous  effect  it  is  going  to  have  on  real  estate  of  this 
region.  The  opening  of  the  road  in  1908  will  not  make  such  a 
furore  as  if  it  had  been  opened  before  the  recent  great  boom,  but 
still  the  real  estate  world  will  soon  begin  to  see  things  doing  on  the 
Jersey  shore.  The  new  road  will  bring  to  Broadway  the  pass- 
engers of  the  AVest  Sliore,  the  Susquehanna,  the  New  York  and 
Northern,  the  Erie,  the  Lackawanna  and  the  Jersey  Central, 
not  counting  the  Pennsylvania,  and  will  serve  all  the  territory 
that  they  serve,  and  will  eventually  build  up  the  country  for 
fifty  miles  around.  All  the  Subways  and  bridges  heretofore 
have'  tended  to  build  up  Brooklyn,  Queens  and  Ihe  Bronx.  The 
McAdoo  tunnels  will  populate  the  banks  of  the  Hackensack, 
the  Passaic  and  the  western  slopes  of  the  Palisades.  The 
movement  will  operate  to  some  extent  against  Brooklj-n  and 
Queens,  but  can  only  tend  to  make  Manhattan  a  more  im- 
portant business  and  high-class  residential  centre  than  ever. 
The  theory  that  any  suburban  movement  can  hurt  New  York 
can  be  no  longer  entertained.  The  local  disturbance  in  Sixth 
avenue  will  not  be  very  serious,  it  is  promised,  no  worse  than 
it  was  in  lower  Broadway,  which  the  public  did  not  mind. 

Briefly,  this  system,  as  planned  to  date,  consists  of  four 
tunnels  in  pairs  under  the  Hudson  River,  connecting  the  New 
Jersey  shore  with  the  island  of  Manhatan  at  two  points;  two 
parallel  tubes  running  from  two  of  the  river  tubes  under  the 
Island  through  fl\^  metropolitan  shopping  districts;  two  tubes 
along  the  New  Jersey  water  frontconnecting  the  four  river  tubes 
and  all  the  trunk  line  terminals,  except  one,  on  the  Jersey 
shore,  and  a  spur  running  from  one  pair  of  the  river  tunnels 
back  from  the  Jersey  water  front  to  a  point  where  connection 
can  be  conveniently  made  with  the  intricate  network  of  trolley 
lines  spread  over  the  streets  of  and  interlocking  Jersey  City, 
Hoboken,  Newark,  the  Oranges,  and  other  teeming  suburban 
centres,  within  a  twenty-five  mile  radius  of  New  York's  City 
Hall.  These  cities  and  towns  combined  have  a  population  of 
2,100,€00,  which  is  greater  by  100.000  than  the  population  in 
1875  of  New  York  City,  and  all  the  towns  and  cities,  Brooklyn 
Included,  within  its  sphere  of  influence. 

The  north  tunnel  under  the  Hudson  was  completed  to  the 
New  York  bulkhead  line  March  11.  1901.  At  that  time  Mr. 
McAdoo  conducted  a  party  through  the  bore  and  was  himself 
the  first  man  in  the  world's  history  to  cross  under  the  river 
and  into  New  York.     The  south  tunnel  is  rapidly  nearing  com- 


Degnon  Construction  Company, 
in  Building  Subway  to  McAdoo 
Tubes,  Will  Not  Disturb  Busi- 
ness  Traffic    in    Sixth    Avenue. 


pletion.  At  the  present  rate  of  progress  it  is  conservatively 
estimated  that  all  the  tunnels  will  be  completed  and  in  operation 
in  ISOS. 

One  distinct  and  unrivaled  feature  of  the  upper  McAdoo 
tunnel  will  give  it  a  peculiar  advantage  over  all  other  lateral 
traffic  lines,  and  here  lies  the  exceptional  importance  of  this 
project.  .  .  .  The  BrookljTi  Bridge  comes  to  Park  row  and 
stops  there;  and  the  other  bridges  from  Brooklyn  and  Queens, 
built  and  building,  end  definitely  at  certain  city  meridians,  leav- 
ing traffic  to  pursue  its  further  course  by  other  means.  The 
Belmont  tunnel  route  will  discharge  its  passengers  at  Park 
avenue,  where  they  must  change  to  another  vehicle  in  order 
to  reach  their  ultimate  destination,  unless  this  happens  to  be 
within  easy  walking  distance  of  the  tunnel  entrance,  a  circum- 
stance which  will  only  favor  a  few.  The  Pennsylvania  tunnel 
line  also  will  operate  only  on  one  line  of  latitude,  and  com- 
muters will  liave  to  pay  tribute  to  another  public  service  cor- 
poration in  order  to  complete  their  journey. 

Entirely  different  will  be  the  case  of  the  McAdoo  tunnel.  It 
will  have  wings  of  approach  reaching  from  Ninth  street  on  the 
south  to  Thirty-third  street  on  the  north,  with  entrances  at 
intermediate  points  also — at  Fourteenth,  Eighteenth,  Twenty- 
third  and  Twenty-eighth.  From  any  of  these  it  is  but  a  few 
minutes'  walk  to  any  particular  place  of  business  within  the 
great  central  zone  of  Manhattan,  which  means  but  one  fare 
to  pay  as  well  as  great  convenience  and  quick  transit  for 
New  Jersey  commuters.  Comptroller  Metz,  when  he  warned 
Long  Island  real  estate  interests  to  keep  a  watch  on  New 
Jersey,  as  he  did  on  the  occasion  of  the  Long  Island  Real  Es- 
tate Convention,  had  a  real  prophetic  vision. 

The  tvent  of  the  week  in  the  real  estate  market  was  a  trans- 
action which  signalized  another  step  in  the  carrying  out  of  the 
plans  of  the  Hudson  Tunnel  Companies.  Through  the  firm  of 
Douglass  Robinson,  Charles  S.  Brown  &  Co.  they  purchased 
from  Edward  A.  Morison  for  the  sum  of  two  million  dollars  all 
of  his  holdings  on  the  Sixth  avenue  block  front  between  Thirty- 
second  and  Thirty-third  streets,  including  the  Trainer  Hotel 
property  and  the  thr.»e  parcels  separated  from  it  by  the  Man- 
hattan Theatre,  an  aroa  of  about  11,500  square  feet,  which  is 
said  to  complete  the  tract  required  for  the  great  structure 
which  will  be  erected  at  this  terminal. 

The  tunnel  terminal  proper  will  be  in  the  block  bounded  by 
Christopher,  Tenth  and  Greene  streets,  and  the  further  subways 
up  Sixth  avenue  to  Thirty-third  street,  and  along  Ninth  street 
to  Broadway  and  Astor  place  will  be  in  the  nature  of  ap- 
proaches, which  will  tend  to  distribute  the  enhancements  in 
value  which  real  estate  will  naturally  derive  from  the  im- 
provement over  a  larger  territory  than  if  the  tunnel  ended 
absolutely  at  one  particular  point.  Among  real  estate  ap- 
praisers it  is  therefore  the  opinion  that  while  Sixth  avenue  in- 
terests will  be  strengthened  as  a  whole,  there  will  be  a  tendency 
to  extend  the  shopping  district  both  northward  and  southward 
of  its  present  limits,  and  that  these  extremities  are  the  sections 
which  will  see  the  greatest  advance.  It  is  pointed  out  that  termi- 
nals of  any  kind  never  help  property  close  to  them,  except  directly 
opposite,  but  rather  scatter  their  favors  some  distance  away. 
On  the  whole,  it  is  considered  that  the  position  of  the  West 
Side  shopping  district  will  be  additionally  fortified,  and  were 
it  not  for  the  fact  that  the  McAdoo  interests  have  another 
trans-Hudson  tunnel  under  construction,  to  terminate  at  Dey 
and  Church  streets,  there  might  be  observable  a  considerable 
migration  from  the  lower  West  Side  to  the  region  served  by 
the  northern  tubes.  One  other  effect  prophesied  is  a  new 
movement  to  the  west,  counteracting  in  a  large  part  the  rapidly 
strengthening  tide  of  travel  eastward;  and  the  beneficial  effect 
to  property  on  the  west  of  the  Hudson  Is  not  problematical. 
•  «*  *  ♦**» 

November  3,  1908.— The  first  train  to  go  over  the  entire 
McAdoo  tunnel  system  is  about  ready  to  start.  Its  four  hand- 
somely finished  cars  are  comfortably  filled  with  the  oSacers, 
directors  and  head  builders  of  the  tunnels  and  a  few  invited 
guests.  The  guards  give  the  signal  to  start.  The  motorman 
throws  the  lever  around,  the  train  gathers  its  speed  even  before 
the  platform  of  the  terminal  in  Hoboken  is  left  behind,  and  in 
fancy,  we  hear  Mr.  McAdoo  say  to  his  companions,  "Now, 
gentlemen,  we  shall  behold  what  dream  man  has  made  real 
after  thirty-five  years  at  a  cost  of  untold  energy,  numerous 
bitter  disappointments  and  millions  of  dollars." 
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Assessable   Improvements. 

The  contract  liability  against  the  city's  street  improvement 
fund,  as  appears  by  the  boolcs  of  the  Finance  Department,  is 
$0,222,390.90.  On  Sept.  1,  190G,  in  addition  to  $5,251,000  of  un- 
issued assessment  bonds,  there  was  in  the  fund  $494,005.47  In 
cash,  maliing  the  total  amount  presently  available  $5,745,005.47. 
While  the  contract  liability  exceeds  the  available  assets  by 
$470,731.43,  the  fund  is  being  continually  replenished  by  the 
payment   into  it  of  assessments   and   the  interest   thereupon. 

The  following  table  shows  by  borouglis  the  amounts  received 
for  assessments  and  interest  from  property  owners,  upon  assess- 
ments levied  during  the  years  1903,  1904,  1905  and  up  to  Sept.  1, 
1900,  viz.: 

Collected 
from  Levied 
1903.  Assessments.  Interest.  Totals. 

Manhattan     $5ie,.S0C.44  $73,991.48  .f;000,297.92 

Brooklyn    311,230.53  17,075.02  328,900.15 

The   Bronx    1,109,388.72  120,418.30  1,295,807.02 

Queens     3,555.55  321.55  3,877.10 

Richmond     0,280.82  384.15  0,070.47 


Development  of  the  23(1  Ward,  Bronx. 


$2,000,707.50 


$218,791.10 


Refunds 


1904. 

Manhattan    $590,924.09 

Brooklyn    370,878.87 

The  Bronx   1,763,124.50 

Queens    1,514.30 

Richmond    12,.540.99 


$2,744,989.35 


$85,033.18 

21,748.94 

175,093.99 

2.59.22 

090.97 

$284,032.30 


Refunds 


1905. 

Man-hattan    $71.5,331.92 

Brooklyn    910,944.88 

The  Bronx    2,023,577.40 

Queens     30,044.37 

Richmond    5.479.99 


$3,091,978.02 


$78,254.95 

40,345.42 

229,810.20 

813.08 

G52.01 

$349,881.00 


Refunds 


1900. 

Manhattan 
Brooklyn  . 
The  Bronx 
Queens  . . . 
Richmond    . 


$32,302.46 

79,670.26 

87,700.47 

17,.508.81 

286.62 

$217,468.62 


$0,770.00 

3,134.00 

7,898.56 

423.50 

18.84 

$18,245.56 


Refunds 


$2,133,558.00 
50,919.37 

$2,190,478.03 

$082,557.87 

392,627.81 

1,938,818.49 

1,773.52 

13,243.97 

$3,029,021.66 
5,868.18 

$3,034,889.84 

$793,586.87 

951,290.30 

2,253,393.06 

37,457.45 

6,123.00 

$4,041,851.28 
7,717.00 

$4,049,508.34 

$37,073.0(5 

82,804.32 

95,299.03 

17.9.S2.31 

305.46 

$235,414.18 
7,070.01 


Since  January 
were  authorized 
payments  for  im 
account  made 


Assessments 
Authorized. 

Manhattan     $2,870,309.00 

Brooklyn     5,2.56,479.00 

The   Bronx    8,236,600.00 

Queens    2,801,610.00 

Richmond    1,203,305.00 


$242,490.19 
1,    1903,    assessments    for    local    improvements 
for  the  se\'eral  boroughs,  bonds  authorized  and 
provements   to   contractors   and  on  construction 
that  behalf  to  August  31.  1006,  as  follows: 

Bonds 
Authorized  since 
Jan.  1,  1903. 
*$2,500,000.00 
t8,333,129.49 
$3,250,000.00 


Warrants 

Issued. 

$2,395,973.47 

7,980,517.26 

7,604.863.93 

2,095,.559.10 

253,035.84 


$20,374,303.00       $20,329,949.60         $14,083,129.49 

*  1903.    11904.    ti905. 

Of  the  amount  of  $20,374,303  of  assessments  authorized  since 
1903,  assessment  bonds  have  been  authorized  therefor,  aggre- 
gating $14,083,129.49,  no  bonds  having  been  authorized  for  the 
balance  aggregating  $0,291,233.51. 

Adding  this  $0,291,233.51,  excess  of  authorized  assessments 
over  authorized  bonds,  since  January  1,  1903,  to  the  abov-e 
recited  amount  of  $5,745,005.47  already  in  the  fund,  there  was 
available  on  September  1,  1906,  for  assessment  local  improve- 
ments, $12,030,898.98. 


— A  system  of  "records"  is  as  indispensable  in  a  real  estate 
office  as  a  ticker  in  a  broker's.  It  is  a  time  saver  and  money 
maker.  Tlie  Record  and  Guide  offers  a  real  estate  service, 
consi'sting  of  a  System  of  Units,  covering  the  requirements  of 
everybody — from  the  small  system  of  little  cost  to  the  elaborate 
s-irvice  intended  for  banks  and  the  offices  of  the  larger  brokers. 
Scope  of  each  Unit  different;  efficiency  similar.  See  us  about 
your  case.    Will  advise  you.     Drop  postal  to  Record  and  Guide. 


CONCERTED    ACTION    TENDING    TO    HIGH-CDASS 
ATTRACTIONS. 

The  sale  at  the  junction  of  Bryant  av,  107th  st  and  West 
Farms  road  last  week  by  Henry  Morgenthau  Company  to  an  in- 
vestor, through  A.  L.  Gitterman,  directs  attention  to  a  portion 
of  the  Bronx  of  which  very  little  has  been  heard  of  late  by  the 
public,  but  which  has  been  one  of  the  most  active  in  the  23d 
Ward. 

A  little  over  a  year  ago  when  builders,  such  as  Daly  &  Carl- 
son, George  C.  Edger's  Sons,  James  A.  Frame  &  Sons,  etc., 
recognized  the  desirability  of  Longwood  av  section,  they  bought 
up  most  of  the  available  lots  and  erected  on  them  the  best  of 
5-sty  apartment  houses.  Up  to  this  time  this  section  had  been 
gradually  improved  by  George  F.  Johnson's  Sons  Company  with 
high-class  two-family  houses,  but  the  advent  of  the  fiat  builders 
drove  the  prices  of  lots  beyond  utilization  for  small  houses. 
George  F.  Johnson's  Sons  Company,  therefore,  moved  the  cen- 
tre of  their  activity  a  few  blocks  northeast  and  purchased  about 
300  lots  in  a  tract  bounded  by  Whitlock,  Hunt's  Point  and  La- 
fayette  avs,    with    Garrison   av   and    other    streets    intersecting. 

On  the  Whitlock  end  of  this  property  they  began  by  laying 
foundations  for  twenty-two  two-family  houses  and  are  building 
fourteen  of  them.  On  the  westerly  side  of  Whitlock  av,  Michael 
Meehan  is  completing  nine  houses  on  lots  purchased  out  of  the 
Johnson  tract.  These  houses  are  between  Hunt's  Point  av  and 
Barretto  st,  and  between  Tiffany  st  and  Lafayette  av.  Arthur 
Rothermel  is  erecting  twenty-four  two  and  three-family  houses. 
Of  the  fourteen  Johnson  houses,  five  have  already  been  sold, 
and  Mr.  Meehan  has  disposed  of  three  of  his.  Two  blocks  over 
on  Faile  st  McCarthy  &  Macy  have  just  started  twenty-fi\'«  two- 
family  houses  and  have  sold  one  from  the  plans.  On  Faile  st, 
near  Aldus,  tlie  American  Real  Estate  Company  have  completed 
twenty  two-family  houses,  all  but  a  few  of  which  have  been  sold. 

Crossing  Westchester  av,  on  Vyse  and  Longfellow  sts,  twenty- 
eight  two-family  houses  have  been  or  are  being  completed,  and 
those  finished  ha\-e  found  a  ready  market.  During  the  spring 
and  summer  the  American,  Elmore  and  Hunt's  Point  Realty 
companies,  and  the  George  F.  Johnson's  Sons  Company,  who 
together  own  over  2,800  lots  in  the  section  above  mentioned, 
have  been  regulating  and  grading  the  streets,  curbing  and  flag- 
ging them,  putting  sewers  and  all  other  improvements  in  at  their 
own  cost.  Besides  which,  at  the  Bronx  River  waterfront,  docks 
ha\'e  been  built  and  the  river  dredged,  making  them  accessible 
tor  canal  boats  of  all  kinds. 

There  is  probably  nowhere  in  the  whole  of  the  23d  and  24th 
wards  a  section  where  the  concerted  action  of  a  few  owners 
covering  so  large  an  area  is  tending  to  high-class  and  permanent 
development.  The  Southern  boulevard  trolley  and  the  subway 
stations  on  Westchester  av  at  Prospect  av  and  Simpson  st  make 
this  section  accessible.  The  six-tracking  and  electrifying  of  the 
New  York.  New  Haven  and  Hartford  Railroad,  and  the  pro- 
posed extension  of  the  subway  through  the  Southern  Boulevard, 
the  contract  for  which  will  probably  be  let  this  coming  spring, 
the  widening  of  the  Hunt's  Point  road  to  100  ft.  from  Southern 
boulevard  to  the  Sound,  which  is  under  way,  and  the  building 
of  a  trolley  on  its  tracks  for  part  of  whic'h  have  already 
been  laid,  all  point  to  the  sure  and  extensive  growth  in  this 
section. 


New  Codification  of  City  Ordinances. 

The  Committee  on  Codification  of  Ordinances  of  the  Board 
of  Aldermen  has  made  a  report  embodying  a  compilation  of  all 
ordinances,  including  the  building  laws,  of  the  city  of  New 
York,  including  all  such  ordinances  as  are  mentioned  in  sections 
41  and  57  of  the  Greater  New  York  Cliarter,  together  with  all 
new  ordinances  and  amendments  which  have  been  adopted,  and 
have  become  exi'sting  ordinances  up  to  Jan.  1,  1906. 

The  report,  with  the  accompanying  code,  was  adopted,  and 
the   way  is  now  clear  for  the  revision  of  the  building  laws. 

The  committee  has  not  reported  anything  as  an  existing 
ordinance  which  has  in  it  any  new  matter  or  has  been  revised 
in  any  manner  whatsoever.  Nor  has  the  committee  eliminated 
from  its  report  any  formerly  existing  ordinance,  or  part  of  an 
ordinance,  which  has  not  clearly  been  repealed  by  subsequent 
legislation  or  ordinance,  or  which  has  not  been  decided  by  the 
highest  courts  of  this  State  to  be  of  no  force  and  effect. 

In  order  to  preserve  certain  well  known  ordinances,  whic'h 
have  been  repealed  by  the  changes  made  necessary  by  the  pro- 
visions of  the  Greater  New  York  Charter,  the  committee  has 
reported  them,  not  as  existing  ordinances,  but  as  ordinances 
whose  immediate  re-enactment,  with  the  substitution  of  such 
words  as  are  suggested  in  the  committee's  report,  is  recom- 
mended. Instances  of  such  ordinances  are  to  be  found  where 
tile  ordinance  relates  solely  to  some  locality,  such  as  the  Bor- 
ough of  Manhattan,  or  the  Borough  of  Brooklyn,  and  where  the 
words  formerly  contained  in  such  ordinance  were  "the  City  of 
New  York,"  or  "the  City  of  Brooklyn,"  and  where  the  duties 
of  a  designated  office  have  devolved  upon  an  official  with  a 
different  title.  In  other  words,  the  changes  recommended  are 
in  cases  where  the  name  of  some  locality,  or  of  some  office,  or 
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the  sense  of  the  words,  has  been  changed  by  the  languag-e  of 
the  Greater  New  York  Charter,  or  some  State  law. 

The  committee,  in  its  treatment  and  report  of  the  existing  or- 
dinances, have  considered  only  such  acts  as  constitute  the  Ijcal 
laws  of  the  city  enacted  by  the  Board  of  Aldermen,  or  similar 
body,  and  duly  approved  by  the  Mayor,  or  returned  without  his 
approval  in  such  a  manner  that  they  have  become  ordinances 
by  force  of  statute,  and  which  are  continuing  in  their  nature, 
force  and  effect,  and  are  either  rules  under  which  the  govern- 
ment of  the  city  of  New  York  is  administered,  or  rules  for  the 
guidance   or    regulation    of    the   conduct    of    the   citizens    of  said 


city.  This  report  contains  only  such  acts  of  the  legislative  body 
of  this  city  as  fall  within  the  foregoing  definition  of  an  or- 
dinance. 

For  the  purpose  of  clearing  up  a  very  confused  state  of 
affairs,  the  committee  recommended  that  with  the  adoption 
of  this  report,  the  board  should  also  adopt  a  general  repealing 
clause,  wiping  out  all  ordinances  that  were  in  effect  Jan.  1,  190ti, 
and  adopting  anew  the  ordinances  as  presented  in  the  report 
as  the  existing  ordinances  of  the  city  of  New  York,  up  to  the 
date  of  Jan.  1,  1000,  together  with  such  ordinances  in  their 
corrected   form   as   were   recommended   for   re-enactment. 
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New  Edison  Power  Plants. 

The  New  York  Edison  Co.,  55  Duane  st,  is  now  preparing 
plans  through  its  engineering  department,  Thomas  E.  Mur- 
ray, engineer;  Charles  F.  Hoppe,  architect,  for  a  large  power 
house,  to  be  erected  in  East  201st  st,  in  the  Bronx.  This  build- 
ing is  to  be  fireproof,  of  brick,  stone  and  steel,  and  estimates 
will  be  taken  on  the  general  contract  in  the  near  future.  The 
Edison  Co.  is  also  contemplating  the  erection  of  a  large  power 
plant,  to  be  situated  in  the  vicinity  of  75th  st  and  the  North 
River.  This  structure  it  is  proposed  will  be  about  the  same  size 
as  the  3-sty  power'hou'se  on  the  east  side  of  1st  av,  from  30th 
to  40tii  sts,  ]',l7.Cx347.2x3.3G.l  ft.,  which  cost  in  the  neighborhood 
of  .$1, '.",00,001).  The  officers  of  the  Edison  Co.  are:  A.  W.  Brady, 
President;  N.  F.  Brady,  Vice-President  and  Treasurer,  and 
Thomas  E.  Murray,  general  manager  and  contracting  engineer. 
No   sub-contracts   have   been    awarded. 


American  Bridge  Co.  Get  Steel  Contract   for   Brooklyn 
Academy  of  Music. 

LAFAYETTE  AV.— The  American  Bridge  Co.,  42  Broadway, 
this  week  received  the  contract  to  furnish  2,300  tons  of  steel 
for  the  new  Academy  of  Music  to  be  erected  on  a  plot,  183x125 
ft.,  on  Lafayette  av,  between  Ashland  pi  and  Felix  st,  Brooklyn. 
John  Thatcher  &  Son,  .54  Park  av,  BrooTilyn,  have  submitted  an 
estimate  of  .$899,430  to  erect  the  structure.  The  amount  of 
$703,000  has  already  been  subscribed.  The  capital  that  was 
authorized  by  the  special  charter  is  $1,000,C00.  With  the  re- 
mainder of  the  capital  subscrib(3d,  the  indebtedness  would 
amount  to  only  about  $.300,000.  Messrs.  Herts  &  Tallant,  of 
32  East  28th  st,  are  the  architects.  It  is  expected  to  have  the 
building  completed  before  the  close  of  1907. 


Contract  for  Robert  Goelet's  Broadway  Garage. 

BROADWAY. — The  general  contract  has  been  awarded  to  the 
General  Supply  and  Construction  Co.,  24  State  st,  for  the  erec- 
tion of  the  0-sty  fireproof  reinforced  concrete  garage  building, 
which  Robert  Goelet,  9  West  17th  st.  will  build  on  the  east 
side  of  Broadway  between  C4tl-i  and  G5th  sts.  Frank  M.  An- 
drews, of  the  Waldorf-Astoria  Hotel,  is  architect.  The 
same  buildei-s  have  also  taken  the  contract  to  erect  a  5-sty 
garage  for  James  R.  Hay,  of  71  Broadway,  at  1018-20  Broadway 
and  748-750  7th   av,   to  cost  .$105,000.      (See  issue  Oct.  20,  190G.) 


Contract  for  Brooklyn's  $1,000,000    15-sty   Factory. 

KENT  AV. — The  H.  Bridgeman  Smith  Co.  (manufacturers  of 
paper  boxes),  491  Kent  av,  Brooklyn,  has  awarded  the  general 
contract  for  the  new  reinforced  concrete  fireproof  factory  build- 
ing, to  be  erected  on  Kent  av,  from  Division  av  to  South  11th 
st,  Brooklyn,  on  a  plot  200x150  ft.,  to  the  General  Supply  and 
Construction  Co.,  of  24  State  st.  The  structure  is  to  contain  a 
height  of  fifteen  stories,  and  is  estimated  to  cost  about  $1,000,- 
000.  Frank  M.  Andrews,  of  tlve  Waldorf-Astoria  Hotel,  is 
architect. 
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The  Taintor  Mfg.  Co.  to  Build  at  Bayonne. 

The  H.  F.  Taintnr  Mfg.  Co..  of  No.  200  Water  st,  Manhattan, 
manufacturers  of  whiting,  have  purchased  two  blocks  of  land 
on  the  west  side  of  Lexington  av,  extending  to  2d  st.  Bayonne, 
N.  J.,  on  which  they  will  build  four  new  manufacturing  build- 
ings, consisting  of  a  factory  127x3.50  ft.,  power  house  4(!x78  ft., 
and  two  storehouses  COxKO  ft.  and  80x.3.5fl  ft.  Plans  are  now 
being  prepared  by  Architect  F.  S.  Hinds,  of  19  Milk  st,  Boston, 
Mass.     No  building  contracts  have  yet  been  awarded. 


New  Factory  for  Williamsbridge. 

5TH  AV. — The  Taylor  Textile  Manufacturing  Co.,  of  Wil- 
liamsbridge, has  purchased  the  southwest  corner  of  5lh  av  and 
218th  St.  The  site  is  for  the  erection  of  a  brick  factory,  3-stys, 
100  ft.  on  218th  st,  with  40  ft.  in  width  on  5th  av.  Work  of 
building  is  to  begin  iaimediately.  The  present  location  of  this 
firm  is  at   Bartholdi  st  and  Barnes  av. 


Oakland  Contract  for  the  Thompson-Starrett  Co. 

The  Thompson-Starrett  Co.,  49  Wall  st,  has  received  the  con- 
tract to  build  an  8-sty  building  at  Kearney  st  and  Union  Square, 
Oakland,  Cal.,  to  cost  $200,01)0.  O.  T.  Dunning,  Oakland,  Cal., 
is   owner. 


Apartments,  Flats  and  Tenements. 

CLINTON  .ST. — Oppenheim,  Kantrowitz  &  Aranowitz  have 
purchased  the  southeast  corner  of  Clinton  st  and  East  Broad- 
way, 47.0x90  ft.,  on  which  they  will  erect  a  G-sty  flat. 

MADISON  AV. — Gordon,  Tracy  &  Swartwout,  244  5th  av,  are 
preparing  plans  for  a  10-family  C-sty  high-class  flat  building, 
40x03,0  ft.,  for  J.  T.  Williams,  27  William  st,  to  be  erected  at 
778-780  Madison  av. 

OLD  BROADWAY.— Max  Kessler,  49  West  112th  st,  will 
build  on  the  northeast  corner  of  Old  Broad%vay  and  1.31st  st,  a 
(i-sty  30-family  flat,  49.Gx8G  ft.,  to  cost  $00,000.  Edward  A. 
Meyers,   1  Union   .Sq.,   is  making  plans. 


Dwellings. 

BAILEY  AV.— The  Lochinvar  Realty  Co.,  Grand  av,  near 
Tremont  av,  Bronx,  ha\'e  purchased  a  plot  of  20  lots  on  Bailey 
and  Heath  avs,  in  the  Bronx,  on  which  they  will  build  private 
frame   dwellings. 

81ST  ST.— The  4-sty  dwelling.  18  East  81st  st,  is 
modeled  into  an  American  basement.  Possession  to 
erty  will  not  be  taken  until  May  1,  1907.  Mr.  Hyman 
35  Nassau  st,  can  give  information. 
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MULBERRY  ST. — Leonard  D.  Hosford,  08  Beekman  st,  is 
preparing  plans  for  general  interior  improvements  to  239  Mul- 
berry  st,   for   Michael   Gafrief,    129   Broad   st.      No   contracts   let. 

SUFFOLK  ST. — Bernstein  &  Bernstein,  24  East  23d  st,  are 
preparing  plans  for  alterations  to  71  Suffolk  st,  changing  a 
synagogue  to  a  tenement.  Cost,  about  $5,0iX>.  Baron  &  La- 
zarnick.   1(12   East  7th   st,    owners. 


Miscellaneous. 

The  Hartshorn  Stewart  Co.,  Grant  av  and  President  st,  East 
Newark,  N.  J.,  want  estimates  on  some  additions  to  their  manu- 
facturing plant.      Plans  are  by  the  company's  engineer. 

Geo.  E.  Poole,  Trenton,  N.  J.,  is  taking  figures  on  a  4-Bty 
addition,  40x70  ft.,  to  be  erected  to  the  Soldiers'  and  Sailors' 
Home  at  Vineland,   N.  J.     No  contracts  have  been  let  yet. 

M.  L.  &  H.  G.  Emory,  Bible  House.  Manhattan,  have  awarded 
to  John  J.  Kelly.  1.8G  Sheridan  av,  Albany,  N.  Y.,  the  general 
contract  to  build  a  .3-sty  fireproof  school  building  at  2d  and 
Sw-an   sts,   Albany.    N.   Y. 

Williams,  Proctor  &  Potts,  engineers,  17  Battery  pi,  Manhat- 
tan, have  been  commissioned  by  Mayor  Higgins,  of  Easton,  Pa., 
to  furnish  working  plans  for  a  municipal  water  plant  and 
sewerage  system;  also  a  plan  and  estimate  for  an  electric  light 
plant,  at  Easton,  Pa. 

C.  D.  Wilson,  Long  Branch,  N.  J.,  has  been  commissioned  to 
prepare  plans  for  a  4-sty  hotel,  125x125  ft.,  for  the  Brighton 
Realty  Co.,  108  Broadway,  Long  Branch,  to  be  erected  on  the 
Ocean  Drive,  Long  Branch.  No  building  contracts  have  yet  been 
awarded,  or  figures  taken. 

Messrs.  Dodge  &  Morrison,  82  Wall  st,  Manhattan,  are  busy 
making  working  drawings  for  a  $300,000  theatre,  118x175  ft., 
with  two  balconies,  to  be  erected  at  Madison  and  Green  sts, 
Chicago,  111.,  for  the  Hyde  &  Behman  Syndicate.  No  building 
contracts    have    been    awarded. 

The  Town  of  Cliffside  Park.  N.  J.,  has  awarded  the  general 
contract  for  a  brick,  stone,  frame  and  steel  semi-fireproof  public 
school  building,  at  an  approximate  cost  of  $G0,(X)O,  to  Messrs. 
O'Donnell  &  McManman,  of  Newton,  N.  J.  Ernest  Sibley, 
Oak-Dean  and  Palisade  avs,  Grantwood,  N.   J.,  is  the  architect. 
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Estimates  Receivable. 

The  Brooklyn  Rapid  Transit  Co.,  108  Montague  st,  Brooklyn 
(H.  G.  Kolbe,  architect),  is  taking  estimates  on  the  general 
contract  for  a  sub-station,  1-sty,  50x75.  ft.,  brick  and  steel,  to 
be  erected  at  Corona,  L.  I. 

WEST  END  AV. — Plans  are  now  ready  for  the  12-sty  elevator 
apartment  liouse,  100x00  ft.,  which  the  70th  Street  Co.,  7  East 
42d  st,  will  build  at  the  southeast  corner  of  West  End  av  and 
70th  st,  to  cost  $550,000.  MuUiken  &  Moeller,  7  West  38th  st, 
are  architects.      (See  also  issue  Oct.   1.3,   1900.) 

04TH  ST. — No  contracts  have  been  let  yet  for  the  C-sty  fire- 
proof sanitarium,  .50x30.1  ft.,  which  Dr.  Herman  E.  Meeker, 
153  West  G4th  st,  will  erect  at  153  to  157  West  04th  st,  at  a 
cost  of  $30,000.  The  exterior  will  be  of  brick,  wifh  bluestone 
coping,  tin  roof,  steam  heat,  etc.  William  B.  Tuthill,  287  4th 
av,  is  architect. 

The  old  Sixty-ninth  Regiment  Armory,  Gth  and  7th  sts.  Hall 
pi  and  3d  av,  is  to  be  equipped  as  a  gymnasium  for  the  scholars 
of  the  public  schools.  The  Sinking  Fund  Commission  by  vote 
gave  to  the  Board  of  Education  this  privilege  on  Thursday. 
C.  B.  J.  Snyder,  500  Park  av,  is  architect  for  the  school  board. 
Gymnasium  supplies  will  be  needed.  No  awards  have  been 
made. 

EDGECOMBE  AV.— Plans  are  about  ready  for  the  Auxiliary 
Hospital,  which  St.  Vincent's  Hospital,  147  West  11th  st,  will 
build  on  the  block  front  west  side  of  Edgecombe  av,  between 
103d  and  lG4th  sts,  Washington  Heights,  to  be  operated  in 
connection  with  the  7th  av  branch,  to  cost  in  the  neighborhood 
of  $150,000.  John  D.  Crimmins,  020  Madison  av,  is  chairman 
of  the  building  committee.  No  figures  have  yet  been  taken. 
Messrs.  Schickel  &  Ditmars,  111  5th  av,  are  the  architects. 
(See  also  issue  of  June  30,  1906.) 


Contracts  Awarded. 

The  Standard  Bitulithic  Co.,  2.53  Broadway,  Manhattan,  has 
received  contracts  for  paving  Central  av,  Newark,  N.  J.;  also 
Delaware  st,  Woodbury,  N.  J. 

Henry  Steers,  17  Battery  pi,  Manhattan,  at  24%  cts.  per 
cu.  yd.,  has  received  the  contract  for  dredging  at  the  League 
Island    Navy   Yard,    Philadelphia,    Pa. 

The  Eldenbel  Construction  Co.,  42  Broadway,  Manhattan,  has 
obtained  the  contract  to  build  the  Johnstown,  Ebensburg  & 
Northern    Electric    Railway,    at   Johnstown,    Pa. 

D.  E.  Baxter  &  Co.,  27  William  st,  have  completed  specifica- 
tions for  a  pow«r  and  line  equipment  of  the  Charleston  &  Sum- 
merville  Electric  Railway,  at  Charleston,  S.  C,  for  which  they 
have  contracted  for  the  construction  and  equipment  work,  which 
is  to  begin  at  once. 

84TH  ST. — Gillies  Campbell  Co.,  1  Madison  av,  has  received 
the  general  contract  for  .$35,000  worth  of  improvements  to  the 
4-sty  residence  of  Mrs.  A.  S.  Jarvis,  No.  7  East  84th  st,  from 
plans  by  A.  N.  Allen,  571  5th  av.  Extension,  4-Btys,  electric 
wiring,  stairs,   chimneys,   etc. 

LEXINGTON  AV.,  BROOKLYN. — The  Cooper  Iron  Works, 
1  Madison  av,  have  received  the  contract  for  steel  and  iron  work 
on  the  new  sub-station  for  the  Brooklyn  Rapid  Transit  Co.,  at 
Lexington  and  Grand  avs,  Brooklyn.  T.  G.  Carlin,  215  Mon- 
tague   st,    Brooklyn,    is    general    contractor. 

HICKS  ST.,  BROOKLYN. — Francis  A.  Regan,  245  President 
st,  Brooklyn,  has  awarded  to  W.  L.  &  G.  H.  O'Shea,  45  Broad- 
way, the  general  contract  to  build  a  3-sty  fireproof  parochial 
school,  100x100  ft.,  to  be  situated  at  Hicks  and  Carroll  sts, 
Brooklyn,  for  St.  Stephen's  Roman  Catholic  CThurch. 

BROADWAY. — Andrew  J.  Robinson  Co.,  123  East  23d  st,  has 
received  the  contract  for  extensive  store  front  alterations  to 
the  7-sty  garage  for  Edward  B.  Van  Winkle,  115  East  70th  st, 
at  2148-2150  Broadway.  The  Empire  State  Garage  Co.,  2148 
Broadway,  Herman  Raub,  president,  is  lessee.  Israels  &  Harder, 
31  West  31st  st,  are  the  architects. 

The  Otis  Elevator  Co.,  17  Battery  pi,  has  received  the  con- 
tract for  the  installation  of  an  electric  elevator  in  the  new  post- 
office  building,  Fargo,  N.  Dak.,  at  their  bid  of  $4,975.  Also 
for  a  hydraulic  mail  lift  in  the  postofflce  building,  Kansas  City. 
Mo.,  at  $5,110.  Also  for  a  passenger  elevator  in  the  postofflce 
building,  Philadelphia,  Pa.,  at  $11,890. 

Postmaster-General  Cortelyou  has  completed  the  consideration 
of  pneumatic  tube  proposal  awards  for  New  York,  including  the 
borough  of  Brooklyn,  as  follows:  New  York  Pneumatic  Service 
Co.,  at  $480,080  per  annum,  the  service  to  connect  the  New 
York  General  Post  Office,  Wall  st  station.  Station  P,  Brooklyn 
post  office,  Station  L,  Brooklyn;  Station  S,  Station  D,  Madison 
Square  station.  Station  F.  Station  H.  Station  V,  Station  A, 
Station  O.  Station  B,  Times  Square  station.  Station  C,  foreign 
branch;  Station  Y,  Station  K,  Station  U.  Station  L,  Station  J, 
Station  G,  Station  N,  Station  W  and  Station  I. 


Bids  Opened. 

Bids  were  opened  by  the  Park  Board  for  constructing  a  rubble 
stone  foot  bridge  in  the  Botanical  Garden  in  Bronx  Park;  D.  D. 
Leahy,   1440  Prospect   av,   $ll,OfM),   lowest  bidder. 

The  following  was  the  lowest  bid  received  for  the  construction 
of  a  public  school  at  Hempstead,  L.  I.:  Ansel  &  Kerwin,  Hemp- 
stead, $48,979.     J.  Warner  Allen  is  architect. 


Chas.  H.  Peckworth,  415  Hudson  st,  was  the  lowest  bidder 
for  a  building  for  the  hook  and  ladder  company,  to  be  located 
on  Ralph  av,  near  Bergen  st,  Brooklyn.     His  bid   was  $45,445. 

Bids  were  opened  Oct.  29  by  J.  A.  Bensel,  Commissioner  of 
Docks,  for  building  foundations  for  the  columns  in  the  bulkhead 
shed  in  the  rear  of  the  bulkhead  wall  between  West  19th  and 
22d  stSi  and  the  shed  column  foundations  on  Pier  No.  02,  near 
the  foot  of  West  22d  st.  North  River;  also  for  laying  a  con- 
crete pavement  over  the  above  described  bulkhead  shed  area 
and  the  deck  of  Pier  No.  02,  North  River.  Bernard  Rolf,  39 
Cortlandt  st,  ,$37,733,  was  lowest  bidder.  Other  bidders  were: 
Snare  cfe  Triest,  143  Liberty  st;  Phoenix  Construction  and  Sup- 
ply Co.,  40  Park  Row;  J.  P.  Carlin,  1  Madison  av,  and  R. 
Roherer,  299  Broadway. 


— The  members  of  the  New  York  Electrical  Society  held  their 
monthly  meeting,  Oct.  31,  at  the  Edison  Auditorium,  44  West 
27th  St.  Prof.  V.  KarapetofC,  of  Cornell  Univereity,  lectured  on 
"The  Human  Side  of  the  Engineering  Profession."  About  250 
members  were  present. 


718-720    BROADWAY— A    NEW    MERCANTILE    BUILDING. 
Ranald   H.   Macdonald  &  Co.,   Builders. 

Charles   E.   Birge,    Architect. 

Work  is  about  completed  and  the  new  mercantile  building 
shown  above,  being  erected  by  Ranald  H.  Macdonald  &  Co., 
of  29  West  34th  st,  at  Nos.  718  and  720  Broadway,  is  to  be 
ready  for  occupancy  by  February,  1907.  The  building  fronts 
on  Broadway  50  ft.  by  137.0  ft.  in  depth,  is  11  stories  in  height, 
with  basement  and  sub-basement;  strictly  fireproof,  and  thor- 
oughly first  class  in  every  detail  of  construction.  The  first 
floor  is  arranged  for  one  large  store  and  the  ten  floors  above 
for  lofts.  The  facade  is  of  classic  design,  in  buff  Indiana  lime- 
stone' and  light  brick,  with  terra  cotta  trimmings.  The  ele- 
vator service  consists  of  three  extra  large  Otis  elevators,  of 
the  latest  pattern.  A  most  appro\'ed  fire  service  is  provided, 
with  stand-pipes  having  outlets  on  each  floor,  the  store,  base- 
ment and  each  loft  being  provided  with  an  automatic  sprinkler 
system,  supplied  from  a  25,000  gallon  tank  under  pressure.  The 
architect  is  Charles  E.  Birge,  and  Ranald  H.  Macdonald  &  Co. 
are  the  builders.     The  estimated  cost  is  $350,000. 
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BUILDING      NOTES 


Louis  WeeliBler,  flie  builder,  returned  on  the  S.S.  La  Provence 
after  a  three  months'  tour  of  Europe. 

Corporation  Counsel  Ellison  and  his  staff  moved  into  the  new- 
offices   in   the  Hall  of  Records  on   Monday. 

The  Butler  Bros.  Construction  Co.,  1170  Broadway,  Manhattan, 
is  general  contractor  for  the  tunnel  under  the  Detroit  River,  to 
be  built  by  the  Michigan  Central  Railroad. 

Edward  S.  Murphy,  Superintendent  of  Buildings  of  the  Bor- 
ough of  Manhattan,  who  has  been  ill  for  six  week's,  resumed  his 
duties  at  the  department  on  Tuesday  last. 

L.  E.  Seas,  formerly  superintendent  and  estimator  for  the 
Thompson-Starrett  Co.,  49  Wall  st,  has  accepted  a  position  as 
estimator  with  the  James  Stewart  Co.,  contractors,  of  St. 
Louis,    Mo. 

Francis  L.  Pruyn  and  Joseph  Caccavajo  have  opened  offices  at 
55  West  33d  st,  as  Pruyn  &  Caccavajo.  They  will  make  a  spe- 
cialty of  engineering  buildings,  foundations,  excavations,  etc. 
Mr.  PrujTi  was  formerly  connected  with  the  United  Engineering 
&    Contracting    Co. 

Papers  were  served  on  William  R.  Hearst  this  week  in  a  suit 
brought  by  Edward  Von  Leistner,  a  Buffalo  architect,  for  archi- 
tectural services  for  designs  of  a  proposed  office  building  which 
Mr.  Hearst  contemplated  to  erect  at  'oSth  st  and  Broadway  in 
the  early  part  of  1903. 

Norman  P.  Gerhard,  Kingston;  Eric  T.  King,  New  Hamburg; 
James  J.  Lippincott,  Harry  H.  Goodwin,  Arthur  L.  Sherman, 
Robert  W.  Pommerer  and  Edward  A.  May,  White  Plains;  Charles 
R.  Wyckoff.  Jr.,  Brooklyn;  Charles  R.  Breuchaud,  Tonkers,  have 
been  appointed  assistant  engineers  by  the  Board  of  Water  Sup- 
ply,  Manhattan. 


American  Builders  Break  Records. 


REMARKABLE    RAPIDITY    WITH    WHICH    SKYSCRAPERS 
ARE     NOW    BUILT — TWELVE-STORY     BUILDING     FOR 
NEW     YORK     EVENING     POST     PUT     UP     IN     THREE 
MONTHS. 
Three     months     ago     there     was     nothing     but     a     big     hole 
in     the     ground     where     the     new     building     for     the   Evening 
Post  was   to   stand.      To-day   on   that   spot   stands   an   enclosed 
building,   in   which   the  plastering  and   other  parts   are   well  ad- 
vanced.    Although  only  started  on  Aug.  1,  it  is  already  possible 
to  get  a  definite  impression  of  what  the  new  building  will   be 
like  when  completely  finished. 

It  is  a  striking  example  of  the  rapidity  with  which  skyscrapers 
are  now  put  up  by  American  builders.  The  constant  growth  of 
business,  requiring  larger  office  accommodation,  and  the  in- 
creasing value  of  the  land  upon  which  big  buildings  must  be 
erected  have  led  to  a  demand  for  the  utmost  speed  in  building 
construction,  so  that  time  has  become  more  important  than 
cost  in  new  buildings,  every  month's  delay  meaning  a  loss  of 
thousands  of  dollars  in  rentals  or  interest. 

Architects  and  builders  have  met  this  demand  for  speed  by 
adopting  the  steel  type  of  construction  which  enables  them  to 
run  up  buildings  of  great  height  with  amazing  rapidity.  But 
the  steel  has  to  be  protected  from  rust  and  corrosion.  Likewise 
the  walls,  floors  and  partitions  and  other  parts  of  the  building 
have  to  be  absolutely  fireproof. 

Although  buildings  like  the  new  home  for  the  Evening  Post— 
the  U.  S.  Realty  Building,  the  McCreery  Building,  the  U.  S. 
Express  Building  and  others — are  run  up  in  a  few  months,  they 
are  not  in  any  way  jerry-built.  They  are  put  up  to  last. 
The  Baltimore  conflagration  showed  they  could  withstand  fire; 
the  San  Francisco  disaster  showed  they  could  withstand  both 
earthquake  and  fire.  In  fact  the  big  steel  and  tile  structures  of 
New  York  are  not  only  examples  of  rapid  construction,  but  they 
represent  the  highe5»;  defjree  of  perfection  which  American 
architects  and  builders  have  attained  in  the  art  of  skyscraper 
building. 

Work  is  well  advanced  also  on  the  foundations  of  the  Trust 
Company  of  America  building  at  41  Wall  st,  adjacent  to  the 
U.  S.  Trust  Co.  and  the  Mills  building,  which  is  to  have  two 
stories  below  street  level  and  25  above,  or  a  total  heigTit  of  330 
ft.  above  the  curb.  The  style  of  architecture  is  to  be  Italian 
renaissance,  with  a  Colonial  effect,  and  the  front  is  to  be  fin- 
ished in  white  marble  up  to  the  eighth  floor,  and  above  the 
twenty-second,  the  intervening  space  to  be  of  special  red 
brick. 

The  floors  and  roof  are  to  be  of  hollow-tile  construction,  which 
is  also  used  for  fireproofing  the  columns  and  exposed  girders. 
All  the  floors  are  to  be  finished  with  cement  or  terrazzo  qjid  all 
of  the  trim  is  of  fireproof  wood.  The  side  windows  will  be 
glazed   with   wire   glass;    partitions   are   made   with   hollow   tile. 

The  building  will  have  a  total  rentable  area  of  5,000  sq.  ft.  on 
each  of  the  regular  office  floors,  and  has  an  estimated  cost  of 
.$1,000,000   exclusive   of   the  value  of   the  site. 

Francis  H.  Kimball  is  the  architect;  Purdy  &  Henderson,  con- 
sulting engineers  for  the  structural  steel  work;   Griggs  &  Hol- 


WE  CAN  TELL  YOU- 

WHO  ARE  BUYING 
WHAT  THEY  ARE  BUYING 
WHEN  THEY  ARE  BUYING 

Regarding  any  Building  Material  whatsoever,  and 
thus  aid  you  miterially  in  the 

Sale  of  Your  Products 

rxODGE  REPORTS  are  to-day  the  basis 
and  starting  point  of  the  Sales  Depart- 
ments of  most  of  the  big  material  firms 
that  secure  the  big  contracts;  because  'with 
Dodge  Reports  they  are  first  in  the  field, 
fortified  -with  specific  information,  and  lose 
no  time  through  "lost  motion." 

Let  Us  Show  You  Our  Method 

THE  F.  W.   DODGE  I 
COMPANY,  Inc. 

New  York  City  Philadelphia 

^    Pittsburgh  Boston  Chicago    - 

brook,  consulting  engineei-s  for  steam,  electricity,  heating  and 
ventilation;  W.  C.  Tucker,  consulting  sanitary  engineer;  George 
A.  Fuller  Co.,  general  contractor;  the  Foundation  Co.,  contractor 
for  the  sub-structure,  and  the  Otis  Elevator  Co.,  contractor  for 
the  elevators. 


Washington  Heights  Outlook  Brighter 

Inside  lots  on  Amsterdam  av  from  145th  to  IGOth  sts  are  held 
at  about  )fl,200  a  foot  front,  while  on  the  side  streets  they  are 
locally  considered  as  worth  from  $12,000  to  $14,000  a  lot.  Bro- 
kers continue  to  report  a  dull  market,  although  it  was  stated 
that  there  had  been  more  inquiries  on  the  part  of  clients 
to  purchase  property  during  the  past  week  than  there  had  been 
in  a  long  period.  Money,  while  a  little  easier,  is  still  very 
scarce,  and  a  number  of  builders  are  having  difficulty  in  pro- 
curing permanent  loans;  the  few  that  are  fortunate  enough  to 
obtain  them  are  said  to  be  paying  at  the  rate  of  oH  per  cent, 
interest  on  a  60  per  cent,  valuation  basis  as  approved  by  the 
lenders'   appraisers. 

Mr.  E.  Osborne  Smith,  of  the  firm  of  E.  Osborne  Smith  &  Co., 
whose  Manhattan  office  is  at  181st  st  and  Amsterdam  av,  said 
regarding  the  overproduction  of  new  law  houses  on  Washington 
Heights,  that  outside  the  vicinity  of  from  ITOth  to  ISOth  sts, 
bounded  by  Amsterdam  av  and  Broadway,  there  were  compara- 
tively few  new  houses.  He  said  renting  was  now  very  good, 
he  having  rented  about  forty-one  apartments  within  a  fort- 
night. The  rents  of  non-elevator  apartments  having'  all  other 
modern  improvements  average  about  $G  a  room  per  month.  'Va- 
cant inside  lots  on  Amsterdam  av  he  estimated  to  be  worth 
about  $10,030  each;  St.  Nicholas  av,  $1.5.000  to  $17,000;  Audu- 
bon av,  $12,000,  while  side  streets  bring  from  .$9,000  to  $12,000, 
excepting  ISlst  st,  which  is  held  at  $1<!.000  a  lot. 

Washington  Heights  in  this  upper  part  is  very  attractive,  with 
the  Harlem  Ri\-er  and  its  valley  on  one  hand  and  the  Hudson 
on  the  other,  giving  grand  outlooks.  Furthermore,  one  can 
reach  almost  any  part  of  the  Bronx  by  boarding  an  Interbor- 
ough  trolley  car  via  Washington  bridge.  Mr.  Smith  also  has 
an  office  in  the  Bronx  and  reports  lots  along  Jerome  av  as 
averaging  Jn  price  from  $.5,000  to  $0,000  per  lot;  Ogden  av, 
$4,000  to  $G,000  each,  while  side  streets  bring  about  $2;500 
a  lot. 


— It  is  reported  that  the  Metropolitan  Life  Insurance  Company 
has  made  a  building  loan  of  .$340,000  on  two  6-sty  elevator 
apartment  houses,  100x100,  e.  s.  Broadway,  between  158th  and 
150th  sts. 
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Real  Estate  and  Building  Statistics. 

The  following  ai-e  the  comparative  tables  of  Manhattan,  The 
Bronx  and  Brooklyn  of  the  Conveyances,  Mortgages  and  Pro- 
jected Buildings  for  the  corresponding  weeks  in  1905  and   19CC: 

MANHATTAN    AND   THE    BRONX. 


CONVEYANCES. 


1906. 
Oct.  2G-N0V.  1,  Inc. 

Total  "No.  tor  Manhattan 2G5 

No.  wltli  <-onsi']r'ratlon tl 

Amount  Involved $.383,2.'-)0 

Number  nominal 2.^4 


Total  No.  Manhattan.  .Ian.  1  to  date 

No.  with  consideration,  Manhattan,  Jan. 

1  to  ddto 

Tital  ^njt.  Manhattan,  Jan.  1  to  date 


1905. 
Oct.  27-Nov.  2, 
Total  No.  lor  Manhattan 
No.  with  consideration.. 

Amount  Involved $422 

Number  nominal 


Inc. 

am 

21 

350 
481) 


ia06.  190.5. 

18,134  18,690 


1.090  1,418 

t.-)8,460,887  $67,6tO,374 


Oct. 
Total  No.  tor  the  Broni.. 
No.  with  con.sidoration.. , 

Atliount  involved 

Number  nominal 


10)6. 
2(i.Nov.  1,  Inc. 
197 


854,144 
192 


Oct.  2'; 
l'ot,il  No.  tor  The  Bronx 
N  '.  with  consideration.. 

Amount  involved 

V umber  nominal 


Total  No.,  The  Brou.'t,  Jan.  1  to  date 

Total  Amt.,  The  Bioui,  Jan.-l  to  date... 
Tola;  ^o.  ;f|aiil>:il<an  aud  The 

llroux.  Jail.  I  to  <1ate 

Total  Aint.  .Ttaiiliattaii  aiiilThe 

Broux,  Jaa.  1  to  tlato 


1 906. 
10,498 
«7, 004, 985 

2S,6.3-i 


1905. 

-Nov.  2,  Inc. 

248 

12 

$50,975 

236 

1905. 
11,165 
111, 422. 718 


29,S55 
«79,103,0n'3 


Assessed   Value,  Mauhattan* 


Total  No.,  with  Consideration 

Amount  Involved 

Aqa-ased  value 

Total  No..  Nominal 

Asa-^ssed  Value 

Total  No.  with  Oonsid.,  from  Jan.  lat  to  d 

Amount  involved " 

Assessed  value "  " 

Total  No.  Nominal "  " 

AQflesaed  V^alue "  " 

Total  IVo.  for    mauhattan,  tor 

October 

Total  .\int..  for  ITlanliattan  for 

Octiiber 

Total  !\o.  IVomiiial 

Total  IVo.   for  The    Bronx,    for 

Oct<»l>er 

Total  i\iut.  for  The  Bronx,  for 

October 

Total  IVo.  IVominal 


1906. 

Oct.  28-Nov.  1  inc.  Oct. 

11 

».383,250 

$253,500 

254 

49,087,000 

ate  1.090 

858,460,887 

$40,803,775 

17,044 

$566,131,200 

9,S0 

»l,5fll>,S00 
9\ii 

831 

*31S,7r4 
JS6 


1905. 

27-Nov.  2,  inc 

21 

$422,350 

$297,000 

480 

$14,539.5011 

1,418 

$67,68(1,374 

$48,079,707 

17.273 

$570,897,634 

1,'irs 

SJ,799,134 
1,1»«> 

S43 

SS64,4?9 
T63 


MOKTOAflES. 
190ti. 


-  —Oct  26-No 
Mannattan. 

"1  otal  number  .  - 3  i;i 

\IIlount  involve 1 12. 425, 088 

Number  at  7s; 

Aniount  involved 

No.  at  6"i Its 

Amount  Involved $1,039,288 

No.  at  5'4'< 

Amount  involved 

No.   at  5K«i 33 

Amount  Involved $5,857,700 

No.  at  5'4'»i 

Amount  Involved 

Nn.at5«i 118 

Amount  involved «2, 857, 650 

No.at4'i% 

Amount  iovolvftd 

No.at4'i>i 23 

Amount  involved $808,500 

No.  at  414I4 

Amount  Involved 

No.  at  4^ 4 

Ajnount  i'nvoive'd $210,000 

NBmtisrat  Sij^i 

AmoTini  invfiivod 

No.  without  interoat 40 

Amount  involved $1  851,950 

No.   above  to   Bank,    Trust 

and  Insurance  Companies  62 

Amount  Involved $7,1 10,200 

Total  No.,  Manhattan,  Jan.  1  to  date 

Total  Ami.,  Manhattan,  Jan.  1  to  date 

Total  No.,  The  Bronx,  Jan.  1  to  dat^ 

Total  ^mt.,Thft  Bronx,  .tan.  1  to  date 

rotjil  no.,  iflanhattau  and  The 

Bronx,  Jaai.  1  to  ilate 

Total  Amt.  JIauhattan  n.itd  The 

Bronx,  Jan.  I  to  date        

Total    IVo.    for   Iflanhattan    for 

t>ctober 

Total  Ami.  for  ITIanhattan  for 

tJctober. . 


'.  1  .  In-.  -  - 
BlTU  .. 
187 
.{1,069.248 


Manhattan. 

380 

$4,475,345 


1905 
27-Nov. 4,  inc. 


Bronx. 
173 

S969,480 


69 


227 


$334,143  $1,890,162 


54 
$219,750 


19 

$67,550 


$502,900 


38 

$544,000 

1 

$11,000 

53 

$1,022,500 


35 
$116,250 


63 

$234,530 


1 

$5,000 


24 

$159,595 


9 

$141,500 


$240,000 


$860,183 


20 
$158,950 


25 
$180,345 


29 

$848,500 

1906. 

15.488 

$308,202,519 

7,794 

»50,479,943 


11 

$528,500 

1905. 

17,882 

$439,014,229 

8,i(22 

$70,319,707 


Total  IVo.  for  The  Bronx,  for 
October 

Total  Anit.  for  The  Bronx,  for 
October 


Total  No.  New  B  uUdlngs : 

Manhatt.iU.... 

The  Prom 


23,282  2lS,S04 

*3f.4,6S2,4H2  «.515,333,n3»i 

1,272  9JS 

S30,084,319  814,263,437 

731  .57.') 

»J,010,57S  »3,3(>7,1.'>9 
PROJECTED   BUILDINGS. 

1906.  1905. 


T  )tal  Amt.  Alterations : 

Manhattan 

TboBronx 


Oct.  27->ov.  2,  Inc.  Oct,  28-NDT.3,lne. 


15 

42 


39 
50 


GrxDil  ciilal 

)tBlA.n.,    •)        Ruliaingat 

Maaiiattdc 

Tlie Bronx .'...,., 


SratJ  To  al. 


$907,500 
363,200 

$1,270,700 


89 

11,146,100 
528,400 

11,674,800 


$132,350 
19,735 


$181,300 
25.050 


Grand  total 

Total  No.  of  New  Buildings  : 
Manhattan.  Jan.  1  to  date. 
The  Bronx,  Jan  1  to  date. . 


l*Inhtn-Bronx,  Jan.  I  to  date 

Total  Amt.  New  BulidingB  : 

Manliatten,  Jan.  1  to  date 

The  Bronx,  Jan.  1  to  date 

.llnlitn-Bronx,  Jan.  1  to  date 

Total  Amt.  Alterations : 

^»b«ii*Br«»n«     .Inn.  1  to  date 

Total    IVo.    IVeiv    Bldffs.,    Man- 
hattan, iL**r  tJctober 

Total  Aiut.   IVew  Bldsrs.,  mau- 
hattan, for  October 

Total     IVo.     New     Bldg:M.,     The 
Bronx,  for  October 

Total    Amt.     IVew    Bld^s.,    Tbe 
Bronx,  for  October 


$152,08* 

$206,850 

1,503 
1,917 

2,224 
1,956 

3,420 

4,180 

$103,531,690 
24,007,280 

$107,102,910 
33,094,660 

«127,53S,S70 

*140,2.57,370 

«17,469,664 

»12,363,0!12 

63 

226 

»3,123,7.50 

*7,723,2S0 

171 

172 

»1,259,9S3 

»1,920,300 

BROOKLYN. 

CONVEYANCES. 


Total  number 

No.  with  consideration  

imourt  Involved 

Number  nominal 

Fotcii  niiiuber4>f  Conveyances, 

Jan.  I  tit  date 

Total  ain«>iint  «»f  CIititTeyanceS) 

!»••.  1    t«».l 31 1 e .       .      .  .     

Total  IVo.  of  Conveyances  for 
October 

Total  Anit.  of  Conveyances  for 
Oct<»ber 

Total  ]Vo.  of  Nominal  Convey- 
ances for  October 


1906. 

Oct.  25  to  31.  Inc. 

707 

.48 

$258,760 

659 

41,130 

»24, 336,325 

3,463 

S2,032,S69 

3,234 


1905. 

Oct.  26-Nov.l.l»t. 

916 

83 

$394,063 

833 

33,879 

«23,216,S31 

3,320 

»1, 610,144 

3,020 


M0ETGAGE8. 

Total  number 673 

Amount  Involved $2.78o,099 

No.  at  6°<; 314 

Amount  involved $1,076,474 

No.at5».,H 

Amount  involved 

No.  at  5  H  ?i 137 

Amount  involved J680,362 

No.  al5J%. 

Amount  involved 

No.  atS'i;  203 

\mount  Involved $915,ie3 

No.  at  4iJ29i,- 2 

AmountJnvolved  $21,000 

No.at4?ii 1 

Amount  involved $1,000 

NO.  at  3«J 5 

imount  Involved $21 ,000 

No.  without  interest 11 

.Amount  involved $70,100 

Total     number    of 

.fan.  1  to  date 

Total     amount    of 

Jail.  T  to  date 

Total     No.     of     Mort 

October 

Total    Amt.    of    mortgages   for 

October 


571 

$2,089,059 

292 

$806,378 


151 
$626,958 


27 

$68,820 

3 

$19,950 

1 

$4,000 


mortgages, 
mortgages, 

for 


res 


32,893 

S135, 602,923 

3,581 

$15,077,913 

PROJECTED   BUILDINGS. 


No.  of  Now  Buildings 

Estimated  cost 

Total     No.    of    Nevv  Buildings, 

.Tan.  1  todate 

Total  Amt.   of  New  Buildings, 

Jan.  1  to  date 

Totnl    amount    of    Alteratious. 

iR"-  1  to  dn<.» 
Total     No.    of   New    BIdgs.    for 

October 

Total   .lint,  of  New  BIdgs.  for 

October 


161 

$960,408 

7.331 

«34,.SS4,120 

»4, 472,678 

931 

«6,379,308 


97 
$562,953 

32,110 

$172,219,731 

2,188 
»7,947,S92 

183 

$1,734,400 

7,225 

«66,619,129 

84,332,981 

842 

83,740,470 


PRIVATE    SALES    MARKET 


South  of  59th  Street. 

Operators  Sell  Bleecker  St.  Corner. 

BLEECKEU  ST. — Lowenteld  &  Prager  .sold  to  the  Hermitage 
Co.  the  northeaiit  corner  of  Bleecker  and  West  10th  si,  a  fj-sty 
teneinent,    with  Ktores,   -!0.7>;S(i.3. 

Sale  Near  Mills  House  No.   1. 

BLEECKER  ST. — The  God.speed  Realty  Improvement  Co.  sold 
148  Bleecker  st,  a  (j-sty  tenement.  25xr2.".G.  This  property  is 
convenient  to  the  elevated  road  station  on  West  Broadway. 

CHRISTOPHER  ST. — Samuel  Fine  sold  tor  Joseph  Wieseltier 
107  £ind  100  Christopher  st,  _a  O-'sty  flat,  45x100. 

CLINTON  ST. — H.  D.  Baker  &  Bro.,  in  conjiinclion  with 
Edward  Eisenstadt,  sold  for  Oppenheim,  Kantrowitz  &  Arano- 
witz  the  southeast  corner  of  Clinton  st  and  East  Broadway,  a 
plot  47.(jx90,  upon  which  the  buyer  will  erect  a  0-sty  flat. 

E.AST  HOUSTON  ST. — Aai-on  Goodinan  bought  303  East 
Houston  st,  50  ft.  east  of  Clinton  st,  a  3-sty  building,  18x70. 

EAST  HOUSTON  ST.— Chas,  W.  Bender  has  sold  the  S-sty 
tenement  124  and  126  East  Houston  st,  34x50, 
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FRONT  ST.— Voorhees  &  Floyd  sold  for  George  Hahn  the  4- 

sty  building  28%  and  30  Front  st,  ne.ir  Broad  st,  oT.Sx72. 

Lafayette  Street  Corner  Changes  Hands. 

LAFAYETTE  ST. — Alfred  Seton,  150  Broadway,  Manhattan, 
sold  for  the  American  Brass  &  Copper  Co.  the  southwest  corner 
of  Lafayette  and  Howard  sts,  12x70,  to  Daniel  E.  Seybel.  The 
purchaser  has  also  bought  direct  from  Daniel  B.  Freedman  Nos. 
13,  15  and  17  Howard  st,  making  in  all  a  plot  containing  8,700 
sq.  ft.  It  is  probable  that  Mr.  Seybel  will  erect  a  modem  build- 
ing on  Siis  site  if  a  satisfactory  tenant  can  be  obtained.  The 
subway  station  at  Canal  st  is  but  a  block  distant,  making  the 
location  particularly  desirable. 

SULLIVAN  ST. — William  A.  White  &  Sons  sold  for  Gustav 
Hilborn  to  a  client  231  Sullivan  st,  a  5-sty  tenement  house. 

WHITEHALL  ST.— Fish  Brothers  sold  for  Edward  P.  Floyd- 
Jones  and  others,  as  trustees  of  fhe  Floyd-Jones  estate,  24 
Whitehall  st,  an  old  5-sty  brick  mercantile  building,  22x57. 

3D  ST. — Charles  and  Rose  Mann  sold  to  Mrs.  Jennie  Fried- 
man 25  East  3d  st,  a  6-sty  tenement,  25x95.(5. 

4TH  ST. — Gillen  &  Stryker  sold  for  Parker  K.  Deane  to 
Edward  Burke  308  West  4th  st,  a  3-sty  and  basement  dwelling, 
20x57. 

STH  ST.^-Nachman  &  Abramson  sold  for  A.  Ackerman  the 
southwest  corner  of  8th  st  and  Av  A,  a  6-sty  fireproof  building, 
24.8x70. 

lOTH  ST. — Levy  Brothers  sold  for  Joseph  L.  Buttenwieser  to 
Edward  R.  Cohn  the  two  'o-sty  tenements,  203  and  205  West 
lOfh  st,  37.l)x!ir),  between  Bleecker  and  West  4th   sts. 

13TH  ST. — Folsom  Bros,  sold  for  the  Acton  estate  to  an  in- 
vestor 235  West  loth  st,  a  S-sty  and  basement  private  house, 
20x81.8. 

A  Prominent  Leasehold  Sold. 

r5TH  ST.— M.  &  L.  Hess  sold  for  the  Moss  Realty  Co.  to 
Chas.  Simons  Sons  the  Tiffany  Building,  southwest  comer  of 
15th  st  and  Union  sq,  a  5-sty  and  basement  fireproof  building, 
77x166.  This  firm  leai^ed  the  store  and  basement  recently,  and 
now  purchase  for  investment. 

16TH  ST. — L.  Stockwell  &  Co.  sold  for  M.  Schaefer  to  H. 
Lowenstein  528  East  ICth  st,  a  5-sty  tenement,  25x103.3. 

18TH  ST.— Nichols  &  Lummis  sold  for  Elizabetb  M.  McLellan 
108  East  ISth  st,  a  3-i.sty  dwelling,  25x92.  The  buyer  will  alter 
for  his  own  business  purposes. 

21ST  ST.— The  Godspeed  Realty  Improvement  Co.  sold  208 
East  21st  st,  a  7-sty  apartment  house,  .30x92. 

More  Activity  in  East  34th  Street. 
34TH  ST. — The  Gross  &  Gross  Co.  sold  for  a  client  of  Charles 
Hibson  146  East  34th  st,  a  4-sty  brownstone  dwelling,  20x98.9. 
This  is  another  instance  of  a  dwelling  being  bought  for  business 
purposes. 

Another  Dwelling  Sold  in  West  39th  St. 

39TH  ST. — It  is  reported  that  the  4-3ty  dwelling  17  West  39th 
Bt,  title  to  which  is  held  by  Ezra  P.  Hoyt,  has  been  sold.  No. 
19  West  39th  st  was  sold  by  Dr.  J.  P.  H.  Hodgson,  through 
Douglas  Robinson,  Charles  S.  Brown  &  Co.,  and  about  a  month 
ago  15  West  39th  st  was  bought  and  resold  by  George  Nicholas. 
The  three  parcels  together  occupy  a  plot  62.6x100,  directly  at 
the  rear  of  the  New  York  Club. 

40TH  ST.— C.  Grayson  sold  to  Dr.  J.  N.  Beekman  110  East 
40th  st,  a  4-sty  dwelling,  25x98.0. 

Sale  in  West  42d  Street. 

42D  ST.— 2.59  West  42d  st  was  sold  by  Mitchell  A.  C.  Levy 
to  a  Philadelphia  syndicate.  The  building  is  an  old  4-sty  brick 
dwelling,  25xl0t1.  Mr.  Levy  says  that  the  purchasers  will  erect 
a  12-sty  building  on  the  site.  The  American  and  Hackett 
theatres  are  diagonally  opposite.  Other  changes  it  is  thought 
will  soon  take  place  on  this  block.  The  propertv  is  assessed  at 
5!47,00O. 

49TH  ST.— John  J.  Boylan  sold  for  Jacobs  &  Marienhoff  348 
West  49th  st,  a  4-sty  double  flat,  2.5x100. 

52D  ST.— Gustavus  L.  Lawrence  sold  06  West  52d  st.  a  4-sty 
brownstone  high-stoop  dwelling.  20x100.5,  to  Dr.  Francis  J. 
Quinlan,  president  of  the  Catholic  Club.  Archibald  C.  Gunther 
formerly  owned  the  house,  selling  to  Mr.  Lawrence  one  month 
ago. 

52D  ST.— Harry  N.  Kohn  sold  to  Robert  S.  Streep  449  West 
52d  st,  a  5-sty  apartment,  with  stores.  The  building  has  just 
been  extensively  remodeled. 

53D  ST.— Pease  &  Elliman  sold  for  John  H.  Jacquelin  30  West 
53d  st,  a  4-sty  brownstone  dwel'.ing,  25x100.5.  The  buyer  will 
occupy  the  house. 

56TH  ST.— Parsons  &  Holzman  sold  54  West  56th  st,  a  4-sty 
brownstone  dwelling,  20x100.5,  to  a  client,  who  will  occupy  after 
extensive  alterations  are  completed. 

AV  C. — Morris  Schweger  sold  156  Av  C,  a  4-sty  tenement, 
20.10x83x  irregular. 

West  Broadway  Loft   Building  Sold. 

WEST  BROADWAY.— M.  H.  Beringer  &  Co.  sold  to  a  client 
for  John  J.  Latteman  465-467-469  West  Broadway,  between 
Prince  and  Houston  sts,  a  6-sty  loft  building,  75x100. 

1ST  AV. — F.  Dornberger  bought  from  Arnold  L.  Steinfeld 
55S  1st  av,  southeast  porner  of  32d  st,  a  5-sty  tenement,  19.9x100. 


2D  AV. — Daniel  C.  Whearty  sold  for  Florence  L.  Roome  and 
Louise  S.  Wilson  733  2d  av,  near  39th  st,  a  4-sty  tenement,  with 
store,  20x83. 

2D  AV. — Daniel  C.  Whearty  sold  for  Thomas  and  Agnes 
Kelly  to  Mary  E.  Boschen  741  2d  av.  near  40th  st,  a  4-sty  double 
tenement,  25x105. 

5TH  AV. — Frederick  Roosevelt  sold  No.  583  5th  av  to  Chas. 
A.  Gardiner  through  Herbert  A.  Sherman,  a  4-sty  building,  19x 
100. 

A  Prominent  Fifth  Avenue  DeaL 

5TH  AV. — Dennis  &  Preston  have  sold  the  southeast  corner 
5th  av  and  42d  st.  73  ft.  on  5th  a,v  by  100  ft.  on  42d  st.  The 
corner  is  now  occupied  by  the  Columbia  bank,  and  the  basement 
by  the  American  Safe  Deposit  Co.  The  three  inside  buildings, 
occupying  a  space  50.3x100,  and  known  as  Nob.  495-497-499  5th 
av,  are  held  by  the  Columbia  bank  and  rented  out  as  stores  and 
offices.  The  four  parcels  together  have  an  area  of  7,.325  sq.  ft. 
The  price  the  plot  sold  for,  viz.,  !);i,5.50,0(X),  figures  out  about 
$211  a  square  foot.  This  is  a  slightly  higher  rate  than  was  paid  last 
year  for  the  New  York  Club  property  at  the  southwest  comer 
of  5th  av  and  34th  st.  The  purchaser  of  the  property  is  Felix 
Isman.  of  Philadelphia.  This  sale  in  point  of  magnitude  and 
importance  is  the  most  conspicuous  transaction  that  has  taken 
place  on  5th  av  for  some  time,  and  marks  a  new  f>ra  in  the 
advance  of  values  in  the  upper  part  of  5th  av. 

8TH  AV.— Leo  Hutter  sold  to  Arthur  W^olfe  the  4-sty  building 
7.50  and  752  8th  av,  northeast  corner  of  46th  st,  50x100,  and  247 
West  46th  st,  adjoining,  25x100.0,  leasehold.  A.  F.  Druse  was 
the  broker. 

lOTH  AV.— Isaac  Goldberg  sold  508  10th  av,  a  5-sty  flat,  24.8x 
100. 

North  of  59th  Street. 

61ST  ST. — Ernst-Cahn  Realty  Co.  sold  to  the  Louis  Meyer 
Realty  Co.  413  East  Olst  st,  a  5-sty  triple  flat. 

66TH  ST.— H.  Hornstein  sold  to  Mrs.  Rosie  Silverstein  the 
6-sty  double  tenement  207. West  66th  st,  25x100. 

67TH  ST. — D.  J.  McDonald  sold  to  Daniel  Meenan  the  north- 
west corner  of  67th  st  and  West  End  av,  a  5-sty  apartment, 
25.5x80. 

69TH  ST. — Edw.  C.  H.  Vogler  sold  for  George  H.  Tiemeyer 
to  a  client  the  southeast  corner  of  69th  st  and  West  End  av,  a 
5-sty  flat,  with  stores,  25x100. 

70TH  ST. — S.  Lefkowitz  sold  422  East  70th  st,  a  O-sty  flat, 
vi-ith  stores,  38x100.5. 

71ST  ST. — Post  &  Reese  sold  for  Chas.  W.  Pierson  171  East 
71st  Bt.  a  3-sty  and  basement  brownstone  front  dwelling,  15x 
100.2, 

72D  ST.— The  Wm.  S.  Anderson  Co.  sold  to  a  client  for  Frank 
Setaro  205  East  72d  st,  a  3-sty  and  basement  brownstone  dwell- 
ing. 

74TH  ST. — John  J.  Kavanagh  sold  for  Mrs.  Cora  I.  Cogswell 
to  a  client,  for  occupancy,  59  East  74th  st,  a  5-sty  American 
basement  dwelling,  17x102.2. 

76TH  ST. — Thomas  Capek  &  Co.  sold  for  Frank  Lier  to  Frank 
Bazata  515  East  76th  st,  a  5-3ty  flat,  25x102.2. 

77TH  ST. — J.  Newman  sold  to  N.  Newman  233  East  77th  st, 
a  6-sty  tenement.  25x102.2. 

80TH  ST. — D.  Phoenix  Ingraham  &  Co.  sold  for  Francis  P. 
Furnald  171  West  80th  st,  a  S-sty  flat,  19.6x102.2,  adjoining  the 
northeast  corner  of  Amsterdam  av. 

81ST  ST.— John  J.  Kavanagh  sold  for  the  estate  of  Robert 
McCafCerty  60  East  81st  st,  a  4-sty  brownstone  dwelling,  16x 
102.2. 

81ST  ST. — Frederick  T.  Barry  sold  for  Sarah  Werner  18  East 
81st  st,  a  4-sty  dwelling,  20.5x102.2.  The  buyer,  who  will  occupy, 
will  remodel  the  house  on  the  American  basement  plan. 

83D  ST.— Joseph  Levis  sold  to  J.  M.  Hohloch  .327  East  83d  st, 
a  5-sty  flat,  25x102.2. 

83D  ST.— S.  Cowen  sold  for  M.  L.  Sack  602  East  83d  st,  a 
5-sty  double  flat. 

84TH  ST. — Pease  &  Elliman  sold  for  the  estate  of  Thomas  E. 
Stillman  51  East  S4th  st.  a  3-Bty  stone  stable,  25x100. 

87TH  ST. — L.  J.  Phillips  &  Co.  sold  for  Henry  Douglas,  trustee 
of  the  Edward  Berry  estate,  to  Daniel  B.  Freedman  108  West 
87th  St.  a  4-sty  brownstone  dwelling,  20x100.8. 

lOOTH  ST.— Abram  Bachrach  has  sold  158  East  100th  st,  a 
5-sty  double  flat,  on  lot  25x100.11. 

105TH  ST. — Charles  Wynne  bought  from  Lizzie  F.  Brady  17 
East  105th  st,  a  5-sty  flat,  25x100.11. 

IIITH  ST.— Charles  Lowenfeld  sold  to  a  Mr.  Katz  711  East 
111th  st,  a  3-sty  dwelling,   16.8x100.11. 

IIITH  ST. — Joseph  Toch  bought  from  Moran  &  Son.  builders, 
the  two  6-sty  apartment  houses  202,  204,  20<j  and  208  West 
111th  st,  125  ft.  west  of  7th  av,  101x100.11.  The  Cohen  Realty 
Co.    were   brokers. 

114TH  ST.— Simon  &  Atlas  sold  for  Morris  Klein  to  Samuel 
Adler  and  Joseph  Lax  0  West  114th  st,  a  5-8ty  apartment, 
27x100.11. 

115TH  ST.— The  Cohen  Realty  Co.  sold  (or  L.  &  A.  Pincus  to 
D.  Auterbach  two  5-sty  apartment  houses,  878  and  278  West 
H5tli  st,  50x100. 


November  3,  1906 


RECORD    AND    GUIDE 


727 


IKiTH  ST.— Jacob  Berlin  sold  for  Joseph  Liebling  to  Jacob 
Aaron  205  East  110th  st,  a  5-sty  apartment  house,  with  stores. 
30x100 

121ST  ST. — Mark  Blumenthai  sold  to  Margaret  Grady  the 
4-sty  double  flat  232  East  121st  st.  2.")xl00. 

122D  ST. — Shaw  &  Co.  sold  for  Mrs.  A.  C.  Baisley  to  a  client 
108  West  122d  st,  a  3-sty  and  basement  dwelling.  18x55x100. 

125TH  ST. — Philip  Jeselson  sold  for  Adolph  Riesenberg, 
Erduin  von  der  Horst  Koch  and  Wm.  T.  Koch,  proprietor  of 
H.  C.  P.  Koch  &  Co.,  to  John  H.  Dsgelman  1<!  West  125th  st. 
a  5-sty  apartment  house,  with  stores,  37.0x100.11. 

125TH  ST.— Charles  Wynne  sold  to  Petrucceli  Brothers  251 
East  125th  st,  a  5-sty  flat.  28x100.11. 

127TH  ST. — Max  Marx  sold  to  the  Bernheimer  &  Schwartz 
Pilsner  Brewing  Co.  four  lots  north  side  of  127th  st,  about  301.1 
ft.  east  of  Amsterdam  av,  174.7x71xl.">5  irregular,  abutting  the 
bivwery  to  the  north. 

132D  ST.— Wilcox  &  Shelton  sold  for  a  Mr.  Kelly  74  West 
132d  St.  a  3-sty  and  basement  dwelling,  18.9xn9.ll. 

132D  ST.— Edwin  C.  H.  Vogler  sold  for  Henry  J.  I.:inge  to 
George  H.   Tiemeyer  C  West  1.32d  st,  a  5-sty  apartment.  2.">x]<X). 

133D  ST.— Harris  Frank  and  Louis  Salinck  sold  to  Philip 
Wattenberg  125  West  l.'Bd  st,  a  5-sty  flat,  27x99.11,  taking  in 
part  payment  2131  Washington  av,  a  2-sty  frame  dwelling.  10.84 
75.  and  20.5G  and  2058  Lafontaine  av,  two  2-sty  dwellings,  32x 
100. 

141ST  ST. — George  P.  Plcken  sold  for  Mr.  Barr  to  an  in- 
vestor 272  and  274  West  141st  st,  two  5-sty  double  flats,  50x100. 

173D  ST. — Mrs.  S.  Mo.ses  sold  517  West  173d  st.  a  3-sty  dwell- 
ing, 18x100. 

AV  A. — John  Peters  &  Co.  sold  for  Jacob  Kornblau  to  Wash- 
ington Elkann  and  Mitchell  Levy  l(i29  Av  A,  a  4-sty  double 
flat,  with  stores,  25x77.  adjoining  the  southwest  corner  of  80th  st. 

BROADWAY. — Chas.  M.  Rosenthal  sold  to  Nicholas  Conforti 
the  block  front  east  side  of  Broadway,  between  123d  and  124th 
sts,  a  plot  201.10x175.  Apartment  houses  will  be  erected  on  the 
site. 

BROADWAY.- Chas.  M.  Rosenthal  sold  to  Emanuel  Doctor 
the  northeast  corner  of  Broadway  and  149th  st,  a  plot  99.11x100. 

CENTRAL  PARK  WEST. — Fred  W.  Anderson,  representing 
the  Equitable  Realty  Co.  sold  for  Geo.  W.  Worth  and  J.  Warner 
Bott  385  Central  Park  West,  a  9-sty  apartment  house,  Elberon 
Hall,  on  a  plot  55.0x100. 

CROTON  ST.— Louis  Becker,  of  2003  Amsterdam  av.  sold  for 
Henry  P.  Widdel  to  Francis  McD.  Sinclair,  of  the  well-known 
firm  of  Sincliar  &  Valentine,  a  3-sty  dwelling  north  side  of 
Croton  Bt,  125  ft.  west  of  Amsterdam  av,  25x92. 

LEXINGTON  AV.— Isaac  Goldb'erg  sold  1730  Lexington  av, 
a  5-sty  flat,  25x75. 

LEXINGTON  AV. — Samuel  London  sold  for  M.  Cypress  to 
the  Schwab  Realty  Co.  1498  Lexington  av,  a  '5-sty  building, 
25x100. 

Riverside  Dwelling  Taken. 

RIVERSIDE  DRIVE.— L.  J.  Phillips  &  Co.  sold  for  William 
C.  Savage  the  5-sty  American  basement  dwelling  415  River- 
side Drive,  25x99.8x25.9x93.4.     The  buyer  will  occupy  the  house. 

1ST  AV.— William  Juch  sold  for  a  Mrs.  Ferreri  2021  1st  av, 
a  4-sty  tenement,  25x75. 

1ST  AV.— Cornelias  &  Froman  sold  for  Liebhoff  &  Hirschfield 
to  Capek  Bros.  1539  1st  av,  a  4-sty  flat.  10.0x80. 

2D  AV.— Isaac  S.  Heller  sold  to  Flaehner  &  Horn  1402  2d 
av,  southeast  corner  of  73d  st,  a  5-sty  tenement,  27.2x75. 

2D  AV. — Hiram  Rinaldo  &  Brother  sold  for  Louis  Lese  to 
Louis  Rinaldo  2200  and  2208  2d  av,  two  5-3ty  tenements,  each 
2(5x100. 

8TH  AV. — Jacob  Liebman  sold  to  Mrs.  Frances  Hessberg  the 
two  new  0-sty  flats,  with  stores.  75x100,  northeast  corner  of 
8th  av  and  143d  st. 


The  Bronx. 

1.34TH  ST.— Charles  Wynne  sold  to  Mr.  McMeahan  711  East 
].'i4th  St.  a  5-sty  double  flat,  25x100. 

137TH  ST. — A.  M.  Kirtland  sold  for  Joseph  Kleinschnittger 
the  two  5-sty  double  flats  722  and  724  East  1.37th  st,  50x100. 

104TH  ST. — Max  Freeman  sold  for  Albert  W.  Huck  to  Ritze 
Bunke  087  East  104th  st,  a  2-sty  building,  25x100,  and  leased  it 
for   ten   years.      The  buyer   recently  bought  089,   adjoining. 

107TH  ST. — Ernst-Cahn  Realty  Co.  sold  for  the  Louis  Meyer 
Realty  Co.  701  East  107th  st,  a  4-sty  triple  flat,  with  stores, 
20x122. 

239TH  ST. — Hugo  Wabst  sold  to  a  client  a  plot,  41x100,  near 
239th  st  and  White  Plains  road. 

BAILEY  AV. — Robert  P.  Bliss,  of  Charles  H.  Easlon  &  Co., 
sold  for  the  Kingsbridge  Real  Estate  Co.  to  the  Lochinvar 
Realty  Co.,  who  will  build,  twenty  lots  of  the  Bailey  tract, 
frontage  in  Bailey  and  Heath  avs. 

BURNSIDE  AV. — James  L.  Libby  sold  for  a  client  four  lots 
at  the  northeast  corner  of  Burnside  and  Morris  avs. 

BURNSIDE  AV.— Ernst-Cahn  Realty  Co.  sold  io  Alfred 
Poinerr  the  plot  north  side  of  Burnside  av,  between  Ryer  and 
Anthony  avs,  51x99x  irregular. 

BATHGATE  AV. — R.  I.  Brown's  Sons  sold  for  George  Neuffer 
1885  Bathgate  av,  a  2-sty  frame  house,  32x94. 


BRONXVILLE.— The  Hammen  estate  sold  to  Alfred  Keys  a 
plot  of  10  lots  for  improvement  at  Bronxville,   N.  Y. 

CALDWELL  AV.— L.  J.  Phillips  &  Co.  sold  for  Frederick  S. 
Waite  to  a  client  897  Caldwell  av,  a  3-sty  and  basement  brick 
dwelling,  18x100,  and  for  Alfred  Jaretski,  of  the  firm  of  Sul- 
livan &  Cromwell,  the  southwest  corner  of  Stebbins  av  and 
105th  st,  a  3-sty  frame  flat,  with  stores,  10x95x  irregular. 

GRAND  AV. — James  L.  Libby,  through  B.  H.  Weisker,  Jr., 
sold  three  2-family  houses  in  Grand  av,  between  Tremont  and 
Burnside  avs.  Seven  out  of  ten  houses  recently  completed  at 
this  point  by  the  Lochnivor  Realty  Co.  have  been 'sold. 

JEROME  AV.— C.  M.  R.  &  J.  Charles  Wexler  sold  to  Aaron 
Miller,  with  a  building  loan,  six  lots  in  Jerome  av,  on  which  will 
be  constructed  six  building's. 

LA  FONTAINE  AV.— Ernst-Cahn  Realty  Co.  resold  for  Philip 
Wattenberg  20."'iO  La  Fontaine  av,  bought  by  him  recently. 

MOUNT  HOPE  PL.— Charles  M.  Rosenthal  and  J.  Charles 
Wechsler  sold  six  lots  on  Mount  Hope  pi,  100  ft.  east  of 
Jerome  av,  to  Aaron  Miller,  who  will  erect  3-sty  2-famiIy  houses. 

OAK  TREE  PL.— Charles  F.  Mehltretter  &  Co.  sold  for  Theo- 
dore Baumeister,  executor,  983  Oak  Tree  pi,  a  1-family  house, 
28x102. 

PROSPECT  AV.— S.  Cowen,  in  conjunction  with  S.  Straus, 
sold  the  two  5-sty  triple  flats  neariiig  completion  west  side  of 
Prospect  av,  25  ft.  south  of  150th  st,  for  Marks  &  Greenky; 
also,  a  plot,  40x138,  east  side  of  Crotona  av,  100  ft.  south  of 
174th  st,  to  a  builder;  also,  42  Kelly  st,  a  3-sty  dwelling  to 
Simon  Sarnoff. 

RANDALL  AV.— The  East  Bay  Land  &  Improvement  Co.  sold 
to  Simon  Dressier  four  lots  on  Randall  av  and  13  lots  adjoining 
and  fronting  on  Manida  st.  One  and  2-family  houses  will  be 
erected  on  the  site. 

ROSEDALE  AV. — J.  W.  Kellum  sold  for  Mns.  Purdy  to  Mrs. 
D.  Rentier  445  and  440  Rosedale  av,  a  frame  house,  50  ft. 
front  x  irregular;  for  J.  Van  Durfee  to  John  A.  Conner  a  dwell- 
ing in  WaKefleld,  25x100,  west  side  of  Richardson  av,  between 
239th  and  240th  sts;  and  for  Joseph  Sugarman  to  F.  C.  Taylor 
984  Jackson  av,  a  5-sty  flat,  27x75. 

ST. 'ANN'S  AV.— The  Ernst-Cahn  Realty  Co.  sold  for  Louis 
Lese  107  to  111  St.  Ann's  av,  three  5-sty  flats,  each  25x7.5. 

WALLACE  AV. — Witte  &  Schwiebert  sold  for  Esther  Kauf- 
man, the  2-family  dwelling  east  side  of  Wallace  av,  005  ft.  north 
of  Barnett  pi.  Van  Nest. 

Athletes  at  Wakefield  Park, 

WAKEFIELD. — A  twelve-acre  plot  has  been  purchased  by  the 
Irish  Counties  Athletic  Union  at  Wakefield  Park  from  the 
realty  company  of  that  name.  A  club  house  will  be  erected, 
with  full  equipment  for  indoor  and  outdoor  athletic  sports  pro- 
vided for. 

WESTCHESTER  AV.— A.  N.  Gitterman  sold  for, "the  Henry 
Morgenthau  Co.  to  an  investor  the  site  of  the  club  house,  about 
5'A  lots,  occupied  for  many  years  by  the  Westchester  Golf  Club, 
a  plot  15'5xl00x  irregular,  at  the  corner  of  Westchester  and 
Bryant  av.     (For  further  particulars  see  another  page.) 

3D  AV. — Ernst-Cahn  Realty  Co.  sold,  in  conjunction  with 
Kurz  &  Uren,  for  Jacob  Marx  4004  to  4070  3d  av,  four  4-sty 
triple  flats,  with  stores,  25x100  each. 


Leases. 

Cyrille  Carreau  leased  for  Mrs.  L.  A.  I.  Weil  to  M.  R.  Larkin 
109  West  77th  st,  a  dwelling,  for  a  term  of  years. 

Polizzi  &  Co.  leased  to  Mattea  Martello,  et  al,  the  G-sty  tene- 
ment, 208  Grand  st,  at  an  aggregate  rental  of  $25,250. 

Henry  L.  Simon  leased  for  Jacob  K.  Simon  447  and  449  East 
122d  St.  a  0-sty  apartment  house,  to  Harry  Silverman,  for  a 
term  of  five  years. 

Samuel  A.  Kelsey  leased  for  Hannah  Schnitzer  to  Edward  A. 
Johnson  for  a  long  term  40  to  44  West  135th  st,  three  5-sty 
triple  flats,  25x100  each. 

Pisani  Bros.  &  Co.  leased  for  Kleinfeld  &  Rothfeld  168-170 
Chrystie  st,  two  5-sty  tenements,  for  a  term  of  years,  at  an 
aggregate  rental  of  $31,000. 

Charles  Buermann  &  Co.  leased  for  Jacob  Rosenbloom  the 
store  and  basement  northeast  corner  of  Cannon  and  Grand 
st.^  for  a  term  of  five  years  and  four  months. 

Richtmyer  &  Irving  leased  to  Charles  Giesien  for  a  term  of 
years,  49  Lenox  av,  a  store;  to  Jacob  Shimmeck,  51  Lenox  av, 
a  store;  and  to  Jacob  Friedman,  55  Lenox  av,  a  store. 

Spear  &  Co.  leased  for  Samuel  McCreery  50.000  sq.  ft.  at 
209-211  .Sullivan  st;  also  for  R.  F.  Kilpatrick  store  and  base- 
ment, 15,000  sq.  ft.  at  149-153  Wooster  st;  for  C.  F.  Linde  lofts 
at  23-25  Lispenard  st,  and  lofts  in  570-570  Broadway  for  J.  de 
C.    Ireland. 

The  Gross  &  Gross  Company  leased  to  the  Christie  Motor 
Car  Co.  for  a  term  of  years  the  building  on  plot  100x100,  south- 
east corner  of  12th  av  and  '51st  st;  also  to  the  International 
Ore  Treating  Co.  410  Lafayette  st,  (formerly  23  Lafayette  pi), 
for  a  term   of  years. 

New  Amsterdam  Gas  Co.  leased  to  the  Brooklyn  Ferry  Co. 
the  bulkhead  between  40th  and  41st  sts.  East  River,  for  a  term 
of  three  years  and  one  month,  at  $2,400  a  year;  also,  the  north 
side  of  41st  st,  90  ft.  west  of  the  bulkhead  line.  East  River,  for 
a  term  of  fifteen  years,  at  $9,000  a  year. 
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E.  Tanenbaum  &  Co.  leaised  for  the  Ricliman  Realty  and 
Construction  Co.  to  the  M.  L.  Schwartz  Glove  Co.  for  a  long 
term,  7,500  sq.  ft.  of  loft  space  in  the  "Kensington,"  a  12-sty 
fireproof  building.  73  .Jth  av,  northeast  corner  15th  st. 

Fredk.  Fox  &  Co.  leased  for  H.  C.  Hallenbeck  a  store,  base- 
ment and  five  lofts,  about  35,000  sq.  ft.,  in  (J4-GG  East  11th  st; 
also,  for  Heilner  &  Wolf  and  Mathew  C.  Beers  15,000  sq.  ft. 
in  3-7  East  17th  st  for  five  years;  also,  for  the  estate  of  Max 
Hilson,  store  and  basement  in  222-224  Greene  st. 

Bryan  L.  Kennelly  leased  for  the  111  Broadway  Company  to 
Ilarriman  &  Co.  the  entire  front  half  of  the  first  floor  in  the 
new  building  to  be  added  to  the  present  Trinity  Building  for  a 
term  of  ten  yeare.  These  oBSces  adjoin  their  present  ofBco,  and 
■vvill  be  among  the  finest  of  tlieir  kind  in  the  country. 

Horace  S.  Ely  &  Co.  leased  the  entire  10-sty  building  13  and 
13  West  28th  st  for  Robert  Hoe  to  E.  Deutsch  for  a  long  term 
of  years  at  an  aggregate  rental  of  over  $500,000.  The  building 
has  a  frontage  of  50  ft.  on  the  north  side  of  2Sth  st,  about  100 
ft.  east  of  Broadway,  and  is  now  being  put  into  first-class  con- 
dition. It  was  formerly  occupied  by  Revillon  Freres,  and  will 
now  be  occupied  by  the  new  lessee,  although  some  parts  will 
be  sub-let. 


limits  of  Greater  New  York,  but  reliable  information  is  at 
hand  whicli  warrants  the  statement  that  in  the  near  future  the 
experiment  will  be  tried  by  several  of  the  large  land  holding 
companies,  and  the  results,  it  is  needless  to  say,  will  be  watched 
with    considerable    interest. 


Sale  of  Lease  on  5th  Av.    Corner. 

Collins  &  Collins  sold  their  lease  on  the  store  occupied  by 
them  at  718  5th  av,  corner  of  5Gth  st,  to  Ulman  Bros.,  bankers 
and  stock  brokers,  and  have  leased  corner  offices  on  the  7th 
floor  of  the  Night  and  Day  Banic  building,  corner  5th  av  and 
44th  st,  where  the  business  will  be  continued  by  Richard  Col- 
lins. Minturn  Post  Collins,  having  retired  from  the  firm,  will 
devote  his  time  to  the  Bankers'  Investment  Company,  of  which 
he  is  president,  and  will  have  his  offices  in  the  Century  building. 
1  West  34th  St. 


Retail  Merchants  Becoming   Landlords. 

Recent  sales  of  Broadway  proi^'^rty  are  the  chief  topic  of 
debate  this  week  among  the  brokers  and  operators  whose  in- 
terest.s  are  centred  in  tlie  lower  business  section  of  tlie  Borough 
of  Manhattan,  and  the  former,  stimulated  by  the  desire  to 
emulate  lire  example  of  more  fortunate  members  of  the  fra- 
ternity, are  giving  closer  attention  to  a  new  feature  of  the 
buying  movement,  namely,  the  tendency  on  the  part  of  retail 
merchants  to  acquire  the  ownership  of  buildings  in  which  tliey 
are  conducting  their  lines  cf  trade. 

"It  is  an  indisputable  fact,"  said  a  Liberty  st  real  estate 
broker,  "that  it  is  becoming  more  apparent  each  day  that  the 
permanent  location  of  his  place  of  business  has  as  much  to  do 
with  the  ultimate  success  of  the  retail  merchant  as  the 
quality  of  the  goods  he  sells,  and  his  reputation  for  fair  dealing. 
Besides,"  he  added,  "there  are  other  reasons  which  make  it 
desirable  for  the  merchant  to  become  his  own  landlord;  chief 
among  them  being  the  freedom  from  various  annoyances,  and 
the  undeniable  probability  of  Increased  future  rental,  especially 
in  the  skyscraper  district." 

Referring  to  the  sales  of  177  and  179  Broadway,  it  seems 
probable  in  view  of  the  prices  supposed  to  have  been  paid  for 
these  old  buildings,  that  the  new  owners  will  find  it  necessary 
either  to  remodel  the  structures  or  tear  them  down  entirely, 
erecting  buildings  of  greater  height,  and  of  a  type  better  cal- 
culated to  meet  the  needs  of  the  small  office  renter.  The  block 
between  Cortlandt  and  Dey  sts,  upon  which  these  purchases 
are  situated,  stands  in  great  need  of  improvement,  the  buildings 
being  old  fashioned  and  not  up  to  the  requirements  of  the  times. 

"It  is  practically  conceded,"  said  a  prominent  operator,  "that 
ere  long  many  retail  merchants  doing  business  on  this  leading 
avenue,  as  well  as  in  the  side  streets,  will  follow  the  precedent 
so  recently  established  and  count  among  their  most  valuable 
assets  the  item  of  'building  owned.'  " 


New  Jersey  Auction  Sales  in  the  Near   Future. 

A  well  known  auctioneer  who  has  conducted  many  successful 
auction  sales  of  note  this  year,  and  by  reason  of  his  familiarity 
with  suburban  real  estate  is  regarded  as  an  authority  in  his 
profession,  made  the  statement  recently  that  he  believed  the 
time  ripe  for  the  owners  of  well  situated  New  Jersey  acreage 
to  arrange  for  the  disposal  of  their  property  at  public  auction. 
He  argued  that,  "The  multiple  factors  which  created  the  land 
boom  on  Long  Island  are  in  the  making  of  that  territory  lying 
west  of  the  Hudson  River  as  well,  and  the  general  desire  to 
own  real  property  in  nearby  Jersey  is  becoming  more  apparent 
as  the  character  and  scope  of  the  great  improvements  now  be- 
ing made  are  better  understood." 

New  Jersey  has  always  been  handicapped  by  the  need  of  a 
quick  and  reliable  means  of  communication  with  the  Island  of 
Manhattan,  and  this  fact  alone  has  prevented  a  growth  in 
land  values  naturally  to  be  looked  for  under  more  favorable 
conditions;  but  with  the  completion  of  the  North  River  tunnels 
it  is  believed  that  a  very  unusual  demand  will  bo  created  for 
building  lots  within  fifteen  minutes'  fide  of  the  metropolis,  and 
it  is  at  just  this  stage  of  a  boom  when  lots  put  up  at  auction 
frequently  bring  more  money  than  they  would  at  private  sale. 
The  practice  of  selling  vacant  Jersey  property  in  this  manner 
has   not   been   so   extensively   resorted   to   as   within   the   borough 
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Mrs.  M.  E.  Alexander,  real  estate  agent  and  broker,  formerly 
at  22   We.st  33d  st,  has  removed   her  offices  to  10  West  40th  st. 

H.  C.  Naylor,  for  about  six  years  coimacted  with  the  real 
estate  firm  of  William  R.  Lowe  &  Co.,  is  now  associated  with 
J.   .Scott,  of  219  West   llCth   st. 

Richard  Collins  has  succeeded  to  the  firm  of  Collins  &  Collins, 
real  estate  brokei-s,  and  has  opened  offices  in  the  Day  and  Nig'ht 
Bank  building,  527  5th  av,  suite  702. 

H.  H.  Koenig  wishes  to  announce  that  he  has  established  an 
office  at  875  Brook  av,  Bronx,  near  IGlst  st,  and  will  carry  on 
all  branches  of  the  business  of  real  estate. 

Walter  L.  McLaughlin,  real  estate  broker,  of  3418  3d  av,  is 
distributing  to  his  clients  a  desk  edition  of  Webster's  dictionary 
fully  illustrated  and  containing  many  words. 

Schmeidler  &  Bachrach,  operators,  203  Broadway,  Manhattan, 
complain  of  the  difficulty  which  many  builders  and  operators  are 
experiencing  in  procuring  permanent  loans  at  the  present  time. 
They  are  in  the  market  for  old  tenements. 

The  firm  of  Nichols  &  Lummis,  real  estate  brokers,  of  28  West 
.33d  St.  has  been  dissolved  by  mutual  consent.  Mr.  Romaine  C. 
Nichols  has  retired  from  the  firm  and  has  opened  offices  at  Bil- 
lings Court,  353  5th  av.  Mr.  Benjamin  Rush  Lummis  will  con- 
tinue at  the  present  address. 

L.  H.  Ward  has  been  appointed  by  Justice  Leventritt  to 
act  as  referee  in  the  sale  of  the  property  at  the  southeast  corner 
of  l'23d  st  and  Lenox  av,  40x90.10,  in  proceedings  brought  by 
Joseph  H.  De  Veau  against  the  Harlem  Club,  to  foreclose  a 
second   mortgage   on   which  $52,779   is   due. 

O'Hara  Brotliers,  active  real  estate  brokers  and  agents  in 
the  Bedford  Park  section,  are  now  occupying  the  large  store, 
corner  of  Webster  av  and  200th  st,  for  their  offices.  These  en- 
larged quarters  enable  them  to  give  ample  space  to  all  de- 
partments of  their  large  and  growing   business. 

Tucker,  Speyers  &  Co.,  437  5th  av,  Manhattan,  have  several 
important  deals  under  way  which  are  now  demanding  their 
close  attention.  They  speak  with  much  enthusiasm  in  referring 
to  the  future  of  5th  av  between  34th  and  50th  sts,  and  predict 
a  steady  advance  in  values  along  this  important  thoroughfare. 

David  Stewart,  203  Broadway,  says  tliat  "signs  of  renewed 
activity  on  Washington  Heights  are  beginning  to  appear,"  and 
referred  to  several  loans  which  his  uptown  office  recently  closed 
as  proof  of  the  "easing  up  in  the  money  market."  It  is  Mr. 
Stewart's  opinion  that  the  life  insurance  companies  intend  mak- 
ing more  liberal  loans  in  the  upper  part  of  Manhattan  Borough 
in  the  future. 

Herbert  A.  Sherman,  9  Pine  st,  speaking  of  the  great  activi- 
ties of  the  middle  section  of  Manhattan,  said  he  anticipated  a 
great  buying  movement  on  tlie  part  of  dealers  in  higii-class 
property  as  a  result  of  the  many  large  sales  which  have  recently 
taken  place  above  34th  st.  Mr.  Sherman  regards  the  purchase 
of  the  southeast  corner  of  5th  av  and  42d  st  as  the  most  im- 
IHirtant   sale  of   the  year. 

Operators  David  and  Harry  Lippman,  198  Broadway,  Man- 
hattan, who,  it  will  be  remembered,  purchased  at  auction  449 
Broadway  last  week,  advance  the  belief  that  the  dullness  in  the 
realty  market  can  be  attributed  to  the  uncertainty  as  to  the 
result  in  the  coming  election.  In  reference  to  their  Broadway 
purchise.  Mr.  D.  Lippman  said  that  they  regarded  the  property 
cheap  at  the  price  which  they  paid,  $134,000. 

Many  real  estate  brokers  have  important  sales  and  loans  pend- 
ing, some  of  which  it  is  safe  to  say  will  not  be  concluded  until 
after  election,  as  there  seems  to  be  the  usual  uncertainty  among 
traders  as  to  the  effect  of  politics  on  the  money  market.  The 
extent  to  which  this  exists  can  better  be  understood  by  citing  an 
instance  of  a  money  lender  of  prominence  who  accepted  a  loan 
conditioned  on  the  election  of  his  choice  for  the  gubernatorial 
office. 

Brokers  who  have  spolcen  during  the  weelv  of  the  general 
condition  of  the  realty  market  practically  agreed  that  the  small 
operator  is  beginning  to  evince  a  stronger  degree  of  optimism, 
due  to  the  large  sales  in  the  middle  section  of  Manhattan  which 
have  taken  place  during  the  last  fortnight.  "It  is  to  be  hoped 
that  this  spirit  will  soon  give  a  stronger  impetus  to  the  purchas- 
ing movement,  which  has  been  dull  during  the  past  week," 
said  a  well  known  broker. 

Mr.  Edward  L.  King,  10  Wall  St.  Manhattan,  is  the  possessor 
of  a  valuable  reference  file  containing  maps  and  full  printed  in- 
formation, including  sale  prices,  etc.,  relative  to  all  the  auction 
sales  which  have  taken  place  in  the  city  of  New  York  from 
1871  to  date.  "The  collection  of  this  data  has  been  a  special 
hobby  of  mine  for  years,"  said  Mr.  King,  "and  I  am  now  be- 
ginning to  find  the  information  very  convenient  as  well  as  a 
help  in  forming  opinions  of  values." 
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WANTS      A^D      OFFERS 


4/470  MONEY 

to  lend  in  large  or  medium-s'ze  amounts  on 
choice  Manhattan  business  or  residence  pro- 
perty only.  Exceptionally  desirable  applica- 
tions  will   receive   favorable   consideration   at 

A.W.McLaugh!in&Co. 

128  Broadway,  cor.  Cedar. 

FOR  SALE,  to  close  an  estate,  50  ft.,  near 
70th  and  Lexington  Ave.  Price,  $75,000.  Ad- 
dress "J.  W.  407,"  clo  Record  and  Guide. 


WANTED— Renting  man  of  good  appearance 
and  some  experience  for  section  south  of  Spring 
Street.     Apply,   "W.   B.,"  c|o  Record  and  Guide. 


DRAUGHTSMAN— Young  man,  with  some  ex- 
perience, wishes  position  in  an  Architect's  office, 
where  he  can  work  himself  up.  A.  WYLLER, 
General  Delivery,  New  York. 


POSITION   WANTED 

structural  and  Ornamental  Ironworks  Estima- 
tor, Solicitor  who  can  secure  profitable  contracts; 
economical  designer  and  detailer;  best  shop  prac- 
tices; up  to  date  on  the  use  of  concrete  as  rein- 
forcing material;  graduate  engineer;  18  years' 
experience;  large  acquaintance  with  architects 
and  builders;  wants  position.  BOX  S.  C.  P..  c|o 
Record    and    Guide. 

"OPPORTUNITIES"  shows  better  than  any- 
thing we  can  say  what  we  ran  do  for  a  high 
grade  man.  Current  issue  describes  hundreds 
of  desirable  openings;  salaries,  $l,000-$5.0iiO 
Write  for  free  sample  copy.  HAPGOODS,  30.") 
Broadway,  N.  Y. 

FULLAM   &   PARISH. 
Notice    is    hereby    given    that    the    co-partner- 
ship of  Fullam   &   Parish   has  this  day  been  dis- 
solved by  mutual  consent. 
Dated   New    York,    October  :\0,    1000. 

EDWARD     J.      FULLAM. 
WILLIAM    H.    PARISH. 

1st -MORTGAGES-  2d 

«300,000  TO  I>OAI^  AX  5"„  and 
5S"o'*  manltaltan  a,iid  ISronv*  Xnt 
and  *2d  !VI»rC<^asres  Duus^'Ut  and  Sold 

REISS-LOEWY    REALTY   CO. 

I56th    St.    and    Melro-se    Ave.,    N.    Y. 


Lawyers  Title  Insu.  ^nce  &  Trust  Company 

CAPITAL  AND  SURPLUS  -  $9,500,00C 

TRUST  AND    BANKING   DEPARTMENT,    59    LIBERTY    ST.       | 

TITLE    DEPARTMENT 37    LIBERTY    ST.      (      MANHATT^<« 

Brooklyn  Brauch,  Title  Department  and  Trust  and  Banking  Department.  188  Montaeue  Stwtt 

RECEIVES  DEPOSITS  subject  to  checR  or  on  certifica^^. 
allo^ving  interest  thereon. 

LENDS  ON  APPROVED  STOCKS  and  Corporation  Bonas 
as  Collateral. 

ACTS  AS  TRUSTEE,  Guardian,  Executor.  Administrator. 
Assignee  or  Receiver,  Transfer  Agent  or  Registrar  o* 
Stocks  of  Corporations.  Takes  Charge  of  Personal 
Securities. 

OFFICERS  ! 
EDWIN  W.  COGGESHALL.  President  and  General  Manager. 

?Ayj.r'„B..O(:iDEN,__  ,  WALTER  n;  VAIL,  Secretary. 

Vice-Presidents.  i|S|f  jlijf0|f,|i,f «_'.  «-/•  Manag,. 

U.  CONUIT  VARICK,    J  ^^^'-  Treasurof 
GEORGE  A.  FLBURY,   \  .„„,    h„„  .. 
FREDERICK  D.  REEf)./-*^^^*-  oMretane.. 


JOHN  T.  LOI!KMAN, 
LOUIS  V.  BRIGH'I', 
HENRY  M(>K(;ENTHAU,   - 
S^'rJKKfJ^"  STALLKNErHT,  Treasurei 
HERBERT  E.  JACKSON,  Comptroller. 


V 


GEO.  F.  BUTTERWORTH. 
DUMONT CLARKE, 
EDWIN  W.  COGGESHALL. 


EXECUTIVE  COMMITTEE  I 

WILLIAM  A.  DAY, 
WILLIAM  P.  DIXON. 
JULIAN  D.  FAIRCHILD, 


JOHN  T.  LOCKMAN. 
HENRY  MORGENT±A.C 
JAMES  N.  WALLACE    ^ 


Industrial  Sites 

To  Real  Estate  Agents 


$200,000  Second  Mtgage  Money 

KKASONABLE    TEI15IS 

What  Amount  can  you  use  ? 
E.  Tanenbaum  &  Co.,  656  Broadway 


HURDi  PRINCIPLEi  OF   CITT  LAND  VALUBi 

PHc*.  $1.60. 

A    b<H>k    Just    publlttafld    that    ihowt    how    city 

TaluM  ar«  mad*  and   th«  baslt   upoa   whtch   raal 

•atata  appralaamaata   ihould   h«   nada. 


The  Industrial  Department  of  the 

Erie  Railroad  Company 

advises  Real  Estate  Agents  submit- 
ting: for  the  consideration  of  manu- 
facturers sites  adjacent  to  railroad 
that  it  vi'ill  gladly  furnish  them  with 
full  technical  information  in  regard 
to  the  reaching  of  such  sites  by  side 
tracks.  No  interference  with  clients. 
No  leakage.  Confer  with  absolute 
confidence.  Every  assistance  freely 
rendered  agents  in  securing  business. 
Call  or  address. 

LUIS  JACKSON 

ttulufltrlal  Oommlaatoner,  Brie  Railroad  Oompaoy 

11   BROADWAY. 


LAWYERS 
TRUSTEES 

OF 

ESTATES 

AND 

OWNERS 


Will  Buy  for  Cash 

or  Lease  Flats  or  Tenements  in  any 
part  of  New  York  or  Brooklyn; 
security  and  rental  paid  quarterly, 
half-yearly  or  yearly  in  advance. 

Apply  to 

G.  TUOTI  &  CO. 

206  BROADWAY 

Telephone,  4334  Cortlandt 


The  Trinity  Securities  Company,  240  Broadway.  Manliattan, 
who  purchased  a  tract  of  I'Vz  acres  at  Brighton  Heights,  Rich- 
mond, about  three  months  ago,  is  now  improving  tlie  tract. 
All  told  there  are  2G5  lots  in  the  parcel,  of  which  more  than  one- 
fiffh  have  been  sold.  The  average  price  obtained  for  small  lots 
is  about  $370.  The  property  is  easily  reached  by  the  Castleton 
av  trolley  and  is  within  ten  minutes'  ride  from  St.  George. 

Thos.  S.  Walker,  of  Hall  J.  How  &  Co  ,  171  Broadway,  Man- 
hattan, Tias  just  returned  to  the  city  after  an  absence  of  about 
six  months.  When  asked  about  the  situation  on  Washington 
Heights,  Mr.  Walker  said:  "Just  as  soon  as  the  permanent 
loan  question  is  satisfactorily  adjusted  I  look  for  a  renewal 
of  interest  in  this  section.  It's  got  to  come,"  he  added,  "and 
when  builders  are  satisfied  that  no  trouble  will  be  encountered 
in   this  direction  many  lot  sales  will  be  made." 

There  have  been  several  successful  auction  sales  of  Staten  Isl- 
and property  this  fall  which  seems  to  indicate  that  small  buyers 
are  beginning  to  appreciate  the  fact  that  this  is  a  good  time 
to  get  in  on  the  ground  floor  and  reap  the  harvest  which  surely 
is  coming.  Jos.  P.  Day,  auctioneer,  conducted  tlie  latest  auction 
on  Saturday  last,  of  182  lots  near  Brighton  Heights,  at  wliich ' 
Bale  the  sum  of  $40,000  was  realized.  The  property  sold  is 
within  ten  minutes'  ride  of  the  Municipal  Ferry  Terminal  at 
St,   George. 


Mr.  B.  Mordecai,  of  the  firm  of  A.  L.  Mordecai  &  Son,  135 
Broadway,  Manhattan,  in  speaking  of  the  money  market  as 
applied  to  mortgage  loans,  said:  "Adverse  conditions  seem  to  be 
disappearing  with  great  rapidity  and  the  number  of  loans  wliich 
the  lire  insurance  companies  are  making  is  a  proof  of  atmos- 
pheric clearing.  During  the  past  six  months  about  twenty-five 
million  dollars  have  been  loaned  by  life  insurance  companies  on 
bond  and  mortgage."  The  firm  is  paying  especial  attention  as 
usual   to  this  branch   of  the  brokerage  business. 

The  re.'iult  of  the  sale  at  auction  on  Thursday  of  .57  Warren 
St.  an  8-'sty  brick  loft  and  store  building,  2.jxS7.G,  sustains  the 
contention  of  operators  that  narrow  buildings,  particularly 
those  erected  on  short  lots,  are  undesirable  from  the  stand- 
point of  investment.  The  chief  objection  to  a  loft  building  of 
this  size  is  that  the  floor  space  contained  is  not  sufficiently  ample 
to  accommodate  the  needs  of  the  average  mercantile  house,  and 
is  therefore  attractive  only  to  concerns  doing  business  In  a 
small  way.  The  property  was  sold  to  the  plaintiff  on  a  bid  of 
$17,000  over  and  above  a  first  mortgage  of  $83,000  at  4%  per 
cent,  and  accrued  interest.  The  second  mortgage  with  charges, 
etc.,  amounted  to  $26,360.54.  The  action  to  foreclose  was 
brought  by  Charles  M.  Preston,  as  receiver  for  the  New  York 
Building-Loan  Banking  Co.  Bgth  lot  and  building  Is  assessed 
at  $95,000, 
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miMomLUAMMova. 


\A/    P.    MANGAM 

^  Real  Estate  and  Loans 

108  and  110  EAST  125TH  STREET 

Telephone,  223  Harlem  New  York  City 

NOTARY  PUBLIC 


J     C.    LYONS    BUILDING  & 
•^'  OPERATING   COMPANY 

4  AND  6  EAST  42D  STREET 
Telephone.  6438  38th  St.  NEW  YORK 


Mia»MiJ.AMM9Wa. 


QHARLES  H.   EASTON   &  CO. 

^■^  Real  Estate  Agents  and  Brokers 

Tel.,  6420  38th  St.         Estates  Managed 

118  West  42d  Street,  NEW  YORK 

Cable  Address.  *'Cheaston,  N.  Y." 

Charlis  H.  Eastox  Robert  T.  McOustt 

■nao-i  PKiNoiPi^H  or  ott  t>AifB  taiiVH 

FiiM.  fLBA. 

A    kMk    ]mtt   »iiklUk«4   a«t   (koire   k«w    ttW 

Taluw  ere  made  eat  tke  keate  my*a  wkiek  nal 
eetate  appraliemente  ehoaK  k«  sate. 


mim'aLi.AMWwm 


HOMAS  DIMOND 

Iron  Work  for  Building 

128  WEST  33D  ST.,  NEW  YORK 

EstaWished  1832 
Tel.,  1780  Mad.  Sq. 


"'""^"^X 137  West  32d  St 


M     BRIGHAM    HALL  &  SON 

'   '  ■         Real  Estate  Brokers  and  Agents 

Tel.,  603  Spring  681  Broadway 

■»>- 

JAMES    A.     DDWD  Tel.,il3Pla« 

Real  Estate  and  Insurance 

874  SIXTH  AVENUE,  al.ove  40th  Street 


H  E  TITLE  I NSU  RANGE  COM  PAN Y,  OF  new  york  fmV:^^^^!:'''''''' 


135  Broadway,  Manhattan 
and  203  Mongtague  St.,  Brooklyn 


CAPATAL  AND  SURPLUS 
$3,000,000 

Sxamlnea  and  Insures  Titles  to  Real  Estate  on  Sales  and  Loans,  and  deals  in  Morteages. 


JOHN  D.  CRIMMINS,      W-^,..     . 
CHARLES  T.  BARNEY, /^"^»I^"sid6nU 
CYRIL  H.  BCRDETT.  Secretary 
CHArStEV  H  HUMPHREYS,!  Asst. 
EDWIN  A.  BAYLES.  /Sec'ys 

WILLIAM  N.  HARTE,  Treasurer 
Hon.  ABRAHAM   R.  LAWRENCE,  Coonsel 


UARRY    W.     HOPTON 
REAL    ESTATE 

No.   160    BBOADWAT 
Cor.  Liberty  St. 


Tel. 


6988 
6989 


Cortlandt 


NOTICE  TO  PROPERTY  OWWERS. 

HEARINGS     FOR     THE     COMING     WEEK. 

At    S)0-92    West    Broadway. 

Monday,    Nov.    5. 

Westchester  av,  Bronx  River  to  Main  st,  at  10.30 

am.* 
Public    park   at    Rae,    German    pi   and    St   Ann's 

av.    at    12    m. 
Waterloo  pi,   East  ITGth  st  to  East  175th  st,  at 

11   a  m. 
Seaman    av,    from   Academy   st   to    Isham    st,    at 

11    a    m. 
Ford   st,   from   Tiebout  to  Webster  av,   at   12.30 

p  m. 
Seabury   pi,   from   Charlotte  st  to  Boston  rd.   at 

1   p  m. 
Belmont  av,  from  East  ITuth  st  to  Tremont  av, 

at  2  p  m. 
Summit    pi,    from    Heath    av    to    Boston    rd,    at 

10  am.  '      . 

Si)uyten    Duyvil    rd.    Spuyten    Duyvii    Depot    to 

Riverdale   av,    at    4    p    m. 
Tremont  av,   Bronx  River  to  Eastern  Boulevard, 

at   2   p  m. 
West   176th   st,   from  Broadway   to   Buena  Vista 
av,  at  10  a  m. 

Wednesday,   Nov.   7. 
Cypress  av,  closing,  northerly  line  Harlem  River 

&  P  R  R  Co  to  H  R.  at  11  a  m. 
West    Farms    rd,    Bronx    River    to    Westchester 

Creek,  at  4  p  m. 
Union  av.  Richmond,  at  3  p  m. 
West    186th    St.    Amsterdam    av    to    new    street 

west    Highbridge    Park,    at    4    p    m. 
Public    park,    bounded    by    Southern    Boulevard, 

Pelham  av  and  Crotona  av.  at  3  p  m. 
West   17Sth  st,    sewer   easement,   at  3  p  m. 

Thursday,    Nov.    8. 
West  189th  st.  Exterior  st  to  bulkhead  line  Har- 
lem River,  at  12  m. 
Strip   of   land   at   Boulevard   Lafayette,   at   10.30 

a    m. 

West   lG2d   st,   Broadway  to   Riverside  Drive,   at 

11.30  am.  ,     „  .  , 

West  161st  st,   Broadway  to  Riverside  Drive,   at 

12.30  p  m.  .     „  .  . 

West  IGOth  st,  Broadway  to  Riverside  Drive,  at 

4  pm. 
West  163d  St.  Broadway  to  Fort  Washington  av, 

at  2.30  p  m.  ^  ,^ 

East    161st   st,    between   Jerome   av    and   Walton 

av,  at  3  p  m. 
West  103d  st.   Fort  Washington  av  to  Riverside 

Drive,   at  3  p  m. 
Beck  st,  Longwood  av  to  Intervale  av,  at  1  p  m. 
White   Plains   rd,    northern   boundary   of  city  to 

Morris  Park  av,   at  11  a  m. 
Tremont  av,  East  177th  st,  from  Aqueduct  av  to 

Sedgwick   av,    al   3   p   m. 
Bridge  at  Highbridge,  at  4  p  m. 
Weiher    Court,    between    Washington    av    and   3q 

av,   at  3. .30  p  m. 
Classon  Point  rd,  Westchester  av  to  East  River, 

at  2  p  m.  . 

West   151st    st,    closing.    Riverside    Extension    to 

U  S  bulkhead  line  of  H  R.  at  1  p  m. 
Tremont  av.    Eastern   Boulevard  to   Fort  Schuy- 
ler  rd,    at    12.30  p   m. 
3d  av,  widening,  at  149th  st,   at  2  p  m. 

Friday,    Nov.    9. 
West    Farms    rd,    Bronx    River    to    Westchester 

Creek,  at  4  p  m. 
Kossuth    pi,    Mosholu   Parkway    to   De   Kalb   av, 

at  11  a  m. 
Joseph  Rodman  Drake  Park,  at  1  p  m. 
Flushing   Creek  Bridge,  at  1  p  m. 
West   191st  st,   Exterior  st  to   bulkhead  line,   at 

12    m. 
Johnson    av,    Spuyten   Duyvil   rd   to   West   230th 

st,  at  10.30  a  m. 
West  177th   St.   Harlem  River  to  a  point  150  ft 

easterly,  at  1  p  m. 
Grand  Boulevard,  East  161st  st  to  Mosholu  Park- 
way, at  2  p  m. 
3d  av,  widening,   at  159th  st,   at  1  p  m. 

Saturday,    Nov.    10. 
Nicholas  av,  Richmond,  at  11  a  m. 
At  258  Broadway. 
Monday,    Nov.    5. 
Pier  52.  East  River,  at  11  a  m. 
Piers  2  and  3,  East  River,  at  2  p  m, 


JOSEPH   P.  DAY 

Real  Estate 

AUCTIONEER  AND  APPBAISEB 

«■»:!•   OFFlCKi  AQKNCT  DIPT 

<i  NASSAU  ST.  932  EIQMTH  AVENUB 


East    li:!th    st,    school    site,    at   3   p   m. 

2()th    and   22d   sts,    North    River   docks,    at   10.30 

a   ni. 
151  h  and  ISlh  sts.  North  River  docks,  at    2p  m. 

Wednesday,   Nov.   7. 

East  138th  st,  school  site,   at  11  a  m. 

129th  st  and  Amsterdam  av.  school  site,  at  12  m. 

East  Houston  and  2d  st,  school  site,  at  1  p  m. 

Pier  1?,.   East  River,  at  2  p  m. 

Bridge  4,  Section  No  2,  at  3  p  m. 

Thursday.   Nov.   8. 

Carmine    st,    school    site,    at    11    a   m. 
Piers  9  and  10,   East  River,   at  11  a  m. 
Flushing  Creek  Bridge,   at  1   p  m. 
Pier  3(i,    East  River,   at  2.30  p  m. 

Friday,    Nov.    9. 

llllh    st,    school    site,    at   10  a   m. 

Port  Richmond  Ferry,  at  11  a  m. 

Briggs  and  Bainbridge  sts.  school  site,  at  12  m. 

Cherry   and   Oliver   sts,   bath  site,   at  2  p  m. 

Bridge  4,    Section    No   3.    at  3   p  m. 

l.'ith  and  l.Sth  sts.  North  River  docks,  at  2  p  m. 


AUCTION   SALES   OF  THE  WEEK, 

The  following  is  the  complete  list  of  the  prop- 
erty sold,  withdrawn  or  adjourned  during  week 
ending  Nov.  2.  I'.KXi,  at  the  New  York  Real 
Estate  Salesroom.  14  and  16  Vesey  St.  Except 
where  otherwise  stated,  the  properties  offered 
were  in  foreclosure.  Adjournment  of  legal  sales 
to   next  week  are  noted  under  Advertised  Legal 

•Indicates  that  the  property  described  was  bid 
in  for  the  plaintiff's  account. 

The  total  amount  at  the  end  of  the  list  com- 
prises the  consideration  in  actual  sales  only. 

JOSEPH    P.    DAY. 

•221st  St.  s  s,  255  e  2d  av,  50x114.  Wake- 
field, two  3-sty  frame  dwellings.  (Amt  due. 
$2.79!l.(«:  taxes,  &c,  $622.37;  sub  to  a  mort 
of  $2,(K10.)  Mort  recorded  Sept  2,  1899.  Ju- 
liana  Sponheimer 4,540 

Jackson  av,  w  s,  25  n  156th  st.  25x77.1, 
5-sty  brk  tenement.  (Amt  due,  $51,652.15; 
taxes.  &c.  $1,200.)  Mort  recorded  April  25, 
1901.     \Vithdrawn 

23d  st,  No  206.  s  s,  75  w  7th  av,  25x98.9. 
5-sty  building.  (Partition.)  Wm  Watts 
Montgomery 41,00) 

•Warren  st,  No  57,  s  s.  50  e  West  Broadway. 
2,5x87.6.  8-sty  brk  loft  and  store  building. 
(Amt  due,  $26,360.54;  taxes,  &c,  $1,600;  sub 
to  a  prior  mort  of  $83,000.)  Mort  recorded 
.\nril  1  1S89.  Chas  M.  Preston,  receiver. 
101.267 

120th  st.  No  416.  s  s,  200  e  1st  av,  25x100.10, 
5-sty  brk  tenement.  (Amt  due,  $15,781.90; 
taxes  &c.  .$.325.35.)  Mort  recorded  May  23. 
1,S94.       Edmund   O   Braendle 20,000 

BARRY  LOUNSBERRY. 

Thompson  st.  No  66,  e  s,  192  n  Broome  st. 
runs  e  94  X  n  13  9  x  w  4  x  n  20.3  x  w  90  x 
s  33.0  to  beginning,  5-sty  brk  tenement  and 
store.  (Amt  due.  $16,771.23;  taxes,  &c, 
$400.)  Mort  recorded  Nov  1.  1895.  With- 
drawn  

BRYAN    L.    KENNELLY. 

9th  St.  No  420,  s  s,  275  e  1st  av.  18.8x90.3. 
5-sty  brk  tenement  with  stores.  (Voluntary.) 
August    F   Schneider    22.100 

81st  st.  No  3,  n  s,  125  e  5th  av,  20.8x102.2, 
4-sty  brownstone  dwelling.  (Voluntary.) 
Frederick    T    Barry 82,250 

LUIS   W.    MOONEY. 

•81st  St.  No  43,  on  map  No  37,  n  s,  250  e 
Columbus  av,  25x104.4,  vacant.  (Amt  due, 
.$31,404.68;  taxes,  &c,  $1,039.28)  Mort  re- 
corded Jan  23,  1905.     Daniel  A  Loring.  .20,000 

Total    $291,157 

Corresponding    week.     1905 695,625 

Jan.    1.    1906,    to   date 27,015.936 

Corresponding   perigd,    1905 32,977,093 


ADVERTISED    LEGAL    SALES. 

Sales  to  be  held  at  the  Real  Estate  Exchange, 
14   and  10  Vesey  St.,  except  as  elsewhere  stated. 
Nov.  3  and  5. 
No  Legal  Sales  for  these  days. 
Nov.   7. 
95th    St.    No    118,    s    s,    199.8    w    Columbus    av, 
24.10x100.8,   3-sty  brk  dwelling.     Joseph   Marx 
agt     Solomon    Miller    et    al;     Saul    Bernstein, 
att'y,    149   Broadway;    J   Campbell,    ref.      (Amt 
due,    $1,212.1H!:    taxes,    &e,    $229.27.)      Mort   re- 
corded May  26,   1SS5.     By  Joseph  P.   Day. 
Nov.  8. 
West  End  av.   No  802,  e  s,  19  s  99th  st,   16x80, 
3-sty     and     basement     stone     front     dwelling. 
Henry   F   Schwarz    agt    Nellie   R    Kurtz   et   al; 
Rounds,      Hatch,      Dillingham      &      Debevoise. 
att'ys.  62  Cedar  st;  Chas  S  Guggenheimer,  ref. 
(Amt  due,   $17,470.34;   taxes,   &c,   $281.22;   sold 
sub  to  encroachment.)     Mort  recorded  July  20, 
1901.     By  Samuel   Goldsticker. 
Nov.   9. 
20.5th  St.  s  s.  .184.10  w' Mosholu  Parkway  South, 
.52..5xl27.3x50xlll.4.   vacant.     Sophia  A  O  Betz 
agt   Charles  Ogden.   indiv  and  exr  et  al;   Robt 
H    H    Hutchings.    att'y,    54    William    st;    Gus- 
tavus     A     Rogers,     ref.       (Amt     due,     $967.50; 
taxes,   &c.   $:i92.S2.)     Mort  recorded  March   13, 
I'.iOO.     By  Joseph  P  Day. 
Boston  rd  or  Morse  av,  w  s|393.4    s    w    166th    st, 
Franklin  av  |  runs  s  w  71.8  i   a  w 

316.0  to  Franklin  av,  x  n  e  108.10  x  s  e  200  x 
s  w  41  X  s  e  07.8  to  beginning,  6-sty  brk  tene- 
ment and  vacant  on  Franklin  av,  Joseph  Kap- 
lan et  al  agt  Harry  Himberg  et  al;  Max  Mon- 
frled,  att'y,  147  Nassau  st;  Henry  C  Neuwirth, 
ref.  (Amt  due,  $5,525.84;  taxes,  &c,  $546.24.) 
Mort  recorded  June  2,  1905.     By  Joseph  P  Day. 

Nov.  10. 
No   Legal  Sales  advertised  for  this  day. 
Nov.   12. 
156th   st.   No   1101,   n   e  cor   Dawson   st,    25x100, 
2-sty    frame    dwelling.       Donald    Mackay    agt 
Louise  C  D  Taylor  et  al;  John  E  Miller,  att'y, 
20  Nassau   st;   Abraham   L  Jacobs,   ref.      (Amt 
due,     $8,677.02;     taxes,     &c,     $1,131.79.)       By 
Joseph  P  Day. 
1st  av.  Nos  ,394  to  398  1  n   e  cor  23d  st,  74.1x81.6, 
2:id  St.  No  401  I     4-sty  brk  loft  and  store 

building.  Henrietta  Hirsch  agt  Isaac  Roth  et 
al;  Leonard  Bronner,  att'y.  309  Broadway;  S 
Stanwood  Menkin.  ref.  (Partition.)  Sold  sub 
to  three  morts  aggregating  $.50,500.  By  Joseph 
P    Dav. 


public  'notices. 


CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

William  H.  Smith,  Auctioneer. 
PUBLIC  NOTICE  IS  HEREBY  GIVEN  THAT 
the  Commissioners  of  the  Sinking  Fund  of  the 
City  of  New  York,  by  virtue  of  the  powers  vested 
in  them  by  law.  will  offer  for  sale  at  public 
auction  the  buildings,  parts  of  buildings,  etc., 
standing  upon  property  owned  by  the  City  of 
New  York,  acquired  for  the  Board  of  Education, 
said   buildings    being    situated    in    the 

BOROUGH    OF    BROOKLYN, 
and    erected    upon    property    bounded    and    de- 
scribed   as    follows: 

BEGINNING  at  a  point  formed  by  the  inter- 
section of  the  northerly  line  of  St.  Mark's  Ave- 
nue with  the  westerly  line  of  the  lands  of  Pub- 
lic School  42.  which  point  is  distant  200  feet 
westerly  from  the  westerly  line  of  Classon  Ave- 
nue; running  thence  northerly  along  the  west- 
erly line  of  the  lands  of  Public  School  42, 
157  feet:  thence  westerly  and  parallel  with  St. 
Mark's  Avenue  25  feet;  thence  southerly  and 
parallel  with  Classon  Avenue  157  feet  to  the 
northerly  line  of  St.  Mark's  Avenue;  thence  east- 
erly along  the  northerly  line  of  St.  Mark's  Ave- 
nue 25  feet  to  the  westerly  line  of  the  lands  of 
Public  School  42.  the  point  or  place  of  begin- 
ning. 

By  direction  of  the  Comptroller,  the  sale  of  the 
above-described  buildings  will  be  made  under 
the  supervision  of  the  Collector  of  City  Revenue, 
Department  of  Finance.  The  sale  will  take 
place    on 

MONDAY.    NOVEMBER    12,    1906, 
at   1   P.    M..   on   the   premises,    and   will   be   sold 
for  the  highest  marketable  price  on  the  follow- 
ing ••••  • 
(For  further  particulars  see  "City  Record.'  ) 
H.   A.   METZ, 

Comptroller. 
City    of    New    York— Department    of    Finance, 
Comptroller's  Office,  October  15,  1906,      (29632) 


November  3,  1906 
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Official  Xegal  TRotices. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  October 
17  to  80.  1906,  of  the  conflrmation  by  the  Board 
of  Assessors  and  the  entering  in  the  Bureau  for 
the  Collectiion  of  Assessments  and  Arrears,  of 
assessment  for  LOCAL  IMPROVEMENTS  in  the 
BOROUGH  OF  THE  BRONX. 

24TH  WARD,  SECTION  11.     MARMION  AVE- 
NUE—REGULATING,      GRADING,       CURBING, 
FLAGGING  AND  LAYING  CROSSWALKS,  from 
Crotona  Park  North  to  the  Southern   Boulevard. 
HERMAN  A.   METZ, 

Comptroller. 

City  of  New  York,  October  16,  I'MG.        (20511) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  October 

19  to  November  1,  1906,  of  the  conflrmation  by 
the  Board  of  Revision  of  Assessments  and  the 
entesing  in  the  Bureau  for  the  Collection  of 
Assessments  and  Arrears,  of  assessment  for 
LOCAL  IMPROVEMENTS  in  the  BOROUGH  OF 
QUEENS: 

1ST  WARD.      NEWTOWN  AVENUE— SEWER, 
from  Van  Alst  Avenue  to  Rapalje  Avenue. 
HERMAN  A.    METZ, 

Comptroller, 
City  of  New  York.  October  18.  1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  Octo- 
ber 26  to  November  12,  1906,  of  the  conflrmation 
by  the  Board  of  Assessors  and  the  entering  in 
the  Bureau  tor  the  Collection  of  Assessments 
and  Arrears,  of  assessments  for  LOCAL  IM- 
PROVEMENTS IN  THE  BOROUGH  OF  THE 
BRONX: 

24TH  WARD,  SECTION  11.  CLAY  AVENUE 
—SEWER,  between  East  173d  Street  and  East 
176th   Street. 

HERMAN   A.    METZ, 

Comptroller. 

City  of  New  York,  October  23,  1906.      (29672-1 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  Octo- 
ber 26  to  November  12,  1906.  of  the  conflrmation 
by  the  Board  of  Assessors  and  the  entering  in 
the  Bureau  for  the  Collection  of  Assessments 
and  Arrears,  of  assessments  for  LOCAL  IM- 
PROVEMENTS IN  THE  BOROUGH  OF  MAN- 
HATTAN: 

21ST  WARD,  SECTION  3.  38TH  STREET  AND 
1ST  AVENUE— RECEIVING  BASINS  at  the 
northeast  corner.  22D  WARD,  SECTION  4. 
74TH  STREET— EXTENSION  OF  SEWER,  be- 
tween Columbus  Avenue  and  Central  Park  West. 
19TH  WARD.  SECTION  5.  EAST  83D  STREET 
—PAVING,  CURBING  AND  RECURRING,  from 
East  End  Avenue  to  East  River.  12TH  WARD. 
SECTION    6.      PARK    AVENUE- PAVING,    from 

20  feet  north  of  132d  Street  to  135th  Street. 
12TH  WARD.  SECTION  7.  WEST  150TH 
STREET— SEWER,  between  McComb's  Dam 
Road  and  7th  Avenue.  BROADWAY— REPAIR- 
ING SIDEWALKS  AND  LAYING  FLAGGING, 
both  sides,  from  119th  Street  to  143d  Street. 
WEST  147TH  STREET— REPAIRING  SIDE- 
WALKS opposite  numbers  514  and  516.  ST. 
NICHOLAS  AVENUE  AND  146TH  STREET- 
REPAIRING  SIDEWALKS  at  the  southwest  cor- 
ner. 12TH  WARD,  SECTION  S.  16(iTH  STREET 
AND  JUMEL  TERRACE— REPAIRING  SIDE- 
WALKS  at   the   northwest  corner. 

HERMAN   A,    METZ. 

Comptroller. 
City  of  New  York,  October  23,  1906.      (29672-2) 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  October 
19  to  November  1.  1906.  of  the  conflrmation  by 
the  Board  of  Revision  of  Assessments  and  the 
entering  in  the  Bureau  for  the  Collection  of 
Assessments  and  Arrears,  of  assessment  for 
LOCAL  IMPROVEMENTS  In  the  BOROUGH  OF 
THE    BRONX: 

23D  WARD,  SECTION  9.  EAST  163D 
STREET— SEWER,  between  Sherman  and  Sheri- 
dan Avenues.  EAST  146TH  STREET— REGU- 
LATING. GRADING.  CURBING  AND  FLAG- 
GING, from  Mott  Avenue  to  Walton  Avenue. 
23D  WARD.  SECTION  10.  RECEIVING  BA- 
SINS on  the  northwest  corner  of  LONGWOOD 
AVENUE  and  SPOFFORD  AVENUE  and  on  the 
northeast  and  southeast  corners  of  LOCUST 
AVENUE  and  EAST  1,36TH  STREET.  EAST 
160TH  STREET— SEWER,  between  Union  Ave- 
nue and  Prospect  Avenue.  24TH  WARD,  SEC- 
TION 11.  OAKLAND  PLACE— REGULATING. 
GRADING.  CURBING  AND  FLAGGING,  from 
Belmont  Avenue  to  Prospect  Avenue.  ELS- 
MERE  PLACE— REGULATING.  GRADING, 
CURBING  AND  FLAGGING,  from  Prospect  Ave- 
nue to  Southern  Boulevard.  24TH  WARD,  SEC- 
TION 12.  LISBON  PLACE— SEWER,  between 
Mosholu  Parkway  South  and  East  20nth  Street, 
and  EAST  205TH  STREET— SEWER,  between 
Lisbon  Place  and  the  Grand  Boulevard  and  Con- 
course. FORT  INDEPENDENCE  STREET- 
SEWER,  between  Bailev  Avenue  and  Heath  Ave- 
nue. MOSHOLU  PARKWAY  SOUTH— REGU- 
LATING. GRADING.  CURBING,  FLAGGING 
AND  LAYING  CROSSWALKS,  from  Wsbeter 
Avenue  to  Van  Courtlandt  Avenue,  thence  to 
Jerome  Avenue. 

HERMAN  A.   METZ, 

Comptroller. 

City  of  New  York,  October  18,   1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  No- 
vember 1  to  15,  1906.  of  the  conflrmation  by  the 
Supreme  Court  and  the  entering  in  the  Bureau 
for  the  Collection  of  Assessments  and  Arrears,  of 
assessment  for  OPENING  AND  ACQUIRING 
TITLE  TO  THE  FOLLOWING  NAMED  AVE- 
NUE  IN   THE   BOROUGH   OF   THE   BRONX. 

24TH  WARD.  SECTION  12.  VAN  CORT- 
LAND AVENUE— OPENING,  from  Jerome  Ave- 
nue to  Mosholu  Parkway.  Confirmed  November 
26,    1901;    entered   October  31.    1906. 

HERMAN  A.  METZ. 

Comptroller. 

City  of  New  Yprk,  October  81,  190Q.      (39913) 


©IBctal  Xegal  IRotfces. 

ATTENTION    IS    CALLED    TO    THE    ADVER- 
TISEMENT   IN    THE    CITY    RECORD    OF    No- 
vember 1    to  15,  1906,  of  the  conflrmation  by  the 
Board    of    Assessors    and    the    entering    in    the 
Bureau    for    the    Collection    of    Assessments    and 
Arrears,    of   assessment   for   LOCAL    IMPROVE- 
MENTS  IN  THE  BOROUGH  OF  BROOKLYN. 
FIRST     WARD,     SECTION     1;     SIXTH     WARD, 
SECTION   2;    EIGHTH   WARD,    SECTION   3; 
TENTH     WARD,     SECTION     2;     TWENTY- 
SECOND     WARD,     SECTION    4;     TWENTY- 
FIFTH     WARD,      SECTION     6;      TWENTY- 
SIXTH   WARD,    SECTION  5,   and  TWENTY- 
EIGHTH   WARD,   SECTION  11. 
FENCING   VACANT   LOTS    on   the   south   side 
of  EIGHTH  STREET,  between  Sixth  and  Seventh 
avenues;     on     the     southwest     corner     of    BOND 
STREET  and   PRESIDENT   STREET;    north   side 
of    PACIFIC    STREET,    between    Columbia    and 
Emmett  streets;   northwest  corner  of  MIDDAGH 
STREET  and  WILLOW  STREET;   south  side  of 
DE    S.'iLES    PLACE,    between    Bushwick    avenue 
and  Evergreen  Cemetery;  south  side  of  FORTY- 
Fll-  I'H  STREET,  between  Second  and  Third  ave- 
nues;      north       side       of       THIRTY-SEVENTH 
STREET,    between    Third    and    Fourth    avenues; 
south   side   of   DEAN    STREET,    between   Rocka- 
way  avenue  and  Eastern  parkway;   west  side  of 
EASTERN   PARKWAY,   between  Dean  and   Ber- 
gen    streets;     southeast    corner    of    SARATOGA 
AVENUE    and    SUMPTER    STREET,    and    north 
side  of  ATLANTIC  AVENUE,  between  Rockaway 
avenue   and   Gunther   place. 

TWENTY-SIXTH  WARD,   SECTION  12. 
BELMONT  AVE.VUE- SEWER,   from   Sackman 
street    to    Powell    street,    and    BELMONT    AVE- 
NUE OUTLET   SEWERS,   from  Powell  street  to 
Vesta   avenue. 

TWENTY-NINTH    WARD,    SECTION    15. 
CLARENDON  ROAD  AND  NEW  YORK  AVE- 
NUE—CONSTRUCTING   RECEIVING    BASIN    at 
the  northeast  corner. 

THIRTIETH     WARD,     SECTIONS     17    AND     10. 
FIFTEENTH        AVENUE— LAYING       CROSS- 
WALKS,    from     Sixty-seventh     to    Seventy-fltth 
street. 

THIRTIETH   WARD,    SECTION   19. 
FOURTEENTH     AVENUE— LAYING     CROSS- 
WALKS,   from    Sixty-ninth    street    to    Seventy- 
fifth  street. 

HERMAN  A.  METZ. 

Comptroller. 
City    of    New    York — Department    of    Finance. 
Comptroller's  Office.    October  .30.    1006.       £29041) 


proposals. 


proposals 


Department  of  Water  Supply.  Gas  and  Elec- 
tricity, Room  1030,  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan,  the  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until 
2    o'clock    P.    M.,    on 

WEDNESDAY,    NOVEMBER    7.    1906, 
Borough   of   Brooklyn. 
For    furnishing,    constructing    and    remodelU^g 
the    Ridgewood    Pumping   Station,    north   side   of 
Atlantic    Avenue,    between    Logan    and    Chestnut 
Streets,   Borough  of  Brooklyn. 
For   full    particulars    see   City    Record. 

JOHN  H.   O'BRIEN, 

Commissioner. 
Dated    October    15,    1906,  (29491) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  1536,  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan;  the  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply,  Gas 
and  Electricity  at  the  above  office  until  2  o'clcok 
p.    m.    on  *  • 

WEDNESDAY,  NOVEMBER  7,  1906, 
Borough  of  Richmond. 
For  furnishing,  delivering  and  laying  water 
mains  and  appurtenances  in  Hillside.  Huguenot, 
Riverside  and  Prospect  Avenues;  in  Androvette, 
Bayway,  Beach,  Kreischer  and  Wynant  Streets; 
in  Amboy,  Annadale.  Freshkill,  Mill  and  Villa 
Roads  and  in  Academy  Place. 

JOHN  H.  O'BRIEN, 

Commissioner. 
Dated    October   23,    1006.  (29662) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  1536,  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan,  the  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply,  Gat 
and  Electricity  at  the  above  office  until  2  o'clcok 
p.    m.   on 

WEDNESDAY,  NOVEMBER  7,  1006, 
Boroughs  of  Manhattan  and  The  Bronx. 
No.  1.  For  furnishing,  delivering  and  laying 
water  mains  in  Edgecombe.  Fulton,  Mohawk  and 
Seneca  Avenues:  in  Longfellow,  Faile,  Sixty-sixth 
and  One  Hundred  and  Sixty-third  Streets;  in 
Broadway  and   in   Kingsbridge   Road. 

No.  2.  For  furnishing  and  delivering  double- 
nozzle    New    York    case    hydrants. 

JOHN  H.  O'BRIEN, 

Commissioner. 
Dated    October   23.    1906.  (29662) 

Police  Department  of  the  City  of  New  York, 
No.   300  Mulberry   Street. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
reived  by  the  Police  Commissioner  of  the  Police 
Department  of  the  City  of  New  York  at  the 
above  office   until    10  o'clock   a.    m.    on 

THURSDAY,    NOVEMBER   8,    1906. 

For  furnishing  all  the  labor  and  materials 
required  in  making  and  completing  general  re- 
pairs, alteration,  painting,  etc..  at  the  Seventh, 
Twelfth.  Sixteenth,  Fiftieth.  Fifty-seventh  and 
Sixty-third  Precinct  Police  Stations,  as  per 
specifications,  for  the  Police  Department  of  the 
City  of  New  York. 

For  full  particulars   see  City  Record. 

THEODORE   A.    BINGHAM, 

Polico  CoiQBaissloDer. 

Dated  October  ?6,   190^,  (STBS) 


Police  Department  of  the  City  of  New  York, 
No.  300  Mulberry  Street. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Police  Commissioner  of  the  Pollc* 
Department  of  the  City  of  New  York  at  th» 
above  office   until   10  o'clock   a.    m.    on 

THURSDAY.    NOVEMBER   8.    1906. 

For  furnishing  all  the  labor  and  materials 
necessary  in  making  and  completing  general  re- 
pairs and  improvements  to  heating  systems  at 
several  Precinct  Police  Stations  and  other  De- 
partment Buildings,  as  per  speciflcations.  tor 
the  Police  Department  of  the  City  of  New  York. 

For  full  particulars  see  City  Record. 

THEODORE   A.   BINGHAM, 

Police   Commissioner. 

Dated   October  25.    1900.  (29733) 

Office  of  the  Department  of  Parks.  Arsenal 
Building.  Fifth  Avenue  and  Sixty-fourth  Street 
Borough  of  Manhattan,  The  City  of  New  York 

SEALED    BIDS    OR    ESTIMATES    will    be   re- 
ceived by  the  Park  Board  at  the  above  office  of 
the  Department  of  Parks  until  3  o'clock  p.  m.  on 
THURSDAY.   NOVEMBER   8,    1906 
Borough  of  Manhattan, 
No.    1.    For  furnishing  all   the   labor  and  ma- 
terials required  for  the  erection  and  completion 
of  green-houses,   to  be  situated  in  Central  Park 
opposite    One    Hundred    and    Fourth    Street    and 
Fifth   Avenue. 
For   full   particulars   see   City   Record. 
MOSES    HERRMAN, 

President. 
JOSEPH  I.  BERRY, 
MICHAEL    J.    KENNEDY, 

Commissioners    of    Purki. 
Dated    October   25,    1906.  (2976Q) 

Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street 
Borough  of  Manhattan,  The  City  of  New  York 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
P.   M.   on 

THURSDAY,    NOVEMBER    15,    1906. 
Borough  of  Brooklyn. 
For    furnishing    all    the    labor    and    materials 
necessary     to     construct     and    complete    granite 
entrance  at  Ninth  Avenue  and  Fifteenth  Street 
Prospect    Park,    Borough    of   Brooklyn 
For  full  particulars  see  City  Record. 
MOSES  HERRMAN, 

President: 
JOSEPH   I.   BERRY, 
,ooso->                        MICHAEL    J.    KENNEDY, 
t-.i».io) Commissioners   of   Parks. 

DEPARTMENT  OF  DOCKS  AND  FERRIES 
Sealed  bids  for  pine  and  oak  piles  (1033)  will 
be  received  by  the  Commissioner  of  Docks  at 
Pier  "A,"  Battery  Place,  until  12  o'clock,  noon. 
November  9th,  1906.  (For  particulars  see  City 
^i-mri.) (29757) 

Headquarters  of  the  Fire  Department  of  the 
City  of  New  York,  Nos.  157  and  159  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  The  City 
of  New  Y'ork. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office    until   10..30   o'clock   a.    m.,    on 

WEDNESDAY,   NOVEMBER  14,   1006 
Boroughs  of  Manhattan  and  The  Bronx. 
No.    1.    For  furnishing  all   the  labor  and  ma- 
terials  required  for  the  erection  and  completion 
of  a  new  building  and  new  hose  rack  for  engine 
company  51,   on  bulkhead  at  Ninety-ninth  street 
and  East  River.   Borough  of  Manhattan. 
For  full  particulars  see  City  Record. 

FRANCIS  J.   LANTRY, 
Fire    Commissioner. 
Dated  October  31,   1906.  (29925) 

Office  of  the  Department  of  Correction,  No.  148 
East  Twentieth  Street,  Borough  of  Manhattan. 
The   City   of  New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above  office  until  11  o'clock  a.  m..  on 

THURSDAY.    NOVEMBER   15,    1906. 
Borough   of   Manhattan. 
No.   1.    For  furnishing  and  delivering  poultry, 
salt   pork,    apples,   etc. 

No.   2.    For  furnishing  and  delivering  supplies 
for    manufacturing    purposes,   etc..   for  the  New 
York  City   Reformatory.   Hart's  Island. 
For  full  particulars  see  City  Record. 

JOHN   V.    COGGEY, 
Commissioner. 
Dated    October,    1006.  (29932) 

Office  of  the  Department  of  Correction,  No.  148 
East  Twentieth  Street.  Borough  o£  Manhattan, 
The  City   of  New  Y'ork. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above   office  until   11   o'clock  a.    m..   on 

THURSDAY.    NOVEMBER    15.    1906. 
Borough    of   Manhattan. 
No.    1.    For    furnishing    and    delivering    hard- 
ware,   paints,    iron,    steam   fittings,     lumber    and 
miscellaneous   articles. 
For  full  particulars  see  City  Record. 

JOHN   V.    COGGEY. 
Commissioner. 
Dated   October.    1906.  (29939) 

Bellevue  and  Allied  Hospitals.  Department  of 
New  Y'ork  City.  Twenty-sixth  Street  and  First 
Avenue.  Borough  of  Manhattan.  The  City  of 
New  York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  President  of  the  Board  of  Trustees 
at  the  above  offlce  until  3  o'clock  p.  m..  on 
WEDNESDAY.   NOVEMBER   14.    1906. 
For  labor  and  materials  required  for  the  erec- 
tion  of   new   balconies   on   pavilions  A-^and   B  of 
the   new    Bellevue    Hospital,     situated     on     First 
Avenue  and  bounded  by  26th  to  29th  Streets,  the 
Cily  of  New  York. 
For  full  particulars  see  City  Record. 
JOHN  W.    BRANNAN. 
President,  Board  of  Trustees.  Bellevue  and 
Allied  Hospitals. 
Dated  November  1,  1906. 
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proposals. 


public  -fflotlces. 


public  IRotlces. 


Police   Department  of  tho  City  of  New  York, 

''sEiLED"Bms'  Or'eSTIMATES    will    be    re- 
eefved  by  the  Police  commissioner  of  the  Police 
DepIrtmLt    of    the    City    of    New    York    at    the 
above  office  until  10  o'clock  A.   M.  on 
FRIDAY,    NOVEMBER  9.   1906. 

For  furnishing  all  the  labor  and  materials  re- 
quired in  making  a°<l  completing  general  re- 
pairs, alterations,  painting,  etc  at  the  Sixth, 
Fifteenth,  Twenty-first,  Twenty-ninth,  Fifty- 
eighthT  Sixtieth  and  Sixty-first  Precinct  Po  ice 
Itltions  as  per  specifications,  for  the  Police 
Department  of   The   City   of   New   -iork. 

For  full  particulars  see  City  Record. 

THEODORE    A.    BINGHAM, 
Police    Commissioner. 

Dated  October  27,  1006. (29S0.t' 

Bellevue  and  Allied  Hospitals  Department  o; 
New  York  City.  Twenty-sixth  Street  and  First 
Avenue,  Borough  of  Manhattan,  The  City  of 
Nfiw   Yorli 

SEALED   BIDS    OR    ESTIMATES    will    be   re- 
ceived  by   the   President  of  the  Board   of   Trus- 
tees at  the  above  office  until  3  o'clock  P.  M.  on 
FRIDAY,    NOVEMBER   9,    1006. 

For  all  the  labor  and  material  required  for 
additions  and  alterations  to  the  refrigerating 
plant  and  boxes  in  the  City  Morgue,  for  Bellevue 
and  Allied  Hospitals,  at  the  foot  of  East  Twenty- 
sixth  Street  and  East  River,  in  the  Borough  of 
Manhattan,    City   of   New   York. 

For  full  particulars  see  City  Record 

JOHN  W.    BRANNAN, 
President  Board  of  Trustees,  Bellevue  and  Allied 

Hospitals.  ,rto-rv-x 

Dated    October    26,    1006.  (20i0o)^ 

DEPARTMENT  OF  DOCKS  AND  FERRIES. 

Sealed  bids  tor  Coal  (1034)  will  be  received 
by  the  Commissioner  of  Docks,  at  Pier  "A,"  Bat- 
tery Place,  until  12  o'clock  noon,  November  5th, 
1906.     (For  particulars  see  "City  Record.") 

^— yoou J 


CORPORATION  SALE  OP  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL     ESTATE. 

William  H.  Smith,  Auctioneer. 
Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of  the 
powers  vesled  in  them  by  law,  will  offer  for 
sale  at  public  auction  the  buildings,  parts  of 
buildings,  etc.,  standing  upon  property  owned 
by  The  City  of  New  York,  acquired  tor  the 
purposes  of  an  athletic  field,  under  the  juris- 
diction of  the  Board  of  Education,  said  build- 
ings   being   situated    in    the 

BOROUGH    OF    BROOKLYN 
and  erected  upon  property  described  as  follows: 
Being     the     property     lying    between    Avenues 
K   and   L.    East    10th   and   East   17th    Streets,    in 
the    Borough    of    Brooklyn. 

By  direction  of  the  Comptroller  the  sale  of 
the  above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance. 
The  sale  will  take  place  on 

FRIDAY,    NOVEMBER   30,    1906, 
at   11   a.    m.,   on   the  premises,   and  will   he   sold 
for  the  highest  marketable  price. 
For    further    particulars   see    "City    Record. 
H.  A.   METZ, 

Comptroller. 
City    ot    New    York— Department    of    Finance, 
Comptroller's    Office,    October   22,    1006. 


public  IRoitces. 

Department  of  Finance,  Bureau  for  the  Collec- 
tion of  Taxes,  No.  57  Chambers  Street  (Stewart 
Building),  New  York,  November  1,  1906. 

IMPORTANT  TO  TAXPAYERS. 

NOTICE  is  hereby  given  to  all  persons  whose 
taxes  tor  the  year  1006  have  not  been  paid  be- 
fore the  1st  day  of  November  of  the  said  year, 
that  unless  the  same  shall  be  paid  to  the  Re- 
ceiver of  Taxes  at  his  office,  in  the  Borough  in 
which   the  property  is  located,   as  follows: 

Borough  of  Manhattan,  No.  57  Chambers 
Street,   Manhattan,   N.    Y. 

Borough  ot  The  Bronx,  corner  Third  and  Tre- 
mont   Avenues,   The   Bronx,    N.   Y. 

Borough  of  Brooklyn.  Rooms  2,  4,  6  and  8, 
Municipal   Building,    Brooklyn,    N.   Y. 

Borough  of  Queens,  corner  Jackson  Avenue 
and  Fifth  Street,  Long  Island  City,  N.  Y. 

Borough  of  Richmond,  Borough  Hall,  St. 
George,  Staten  Island,  N.  Y., 
—before  the  1st  day  of  December  ot  said  year, 
he  will  charge,  receive  and  collect  upon  such 
taxes  so  remaining  unpaid  on  that  day,  in  addi- 
tion to  an  amount  of  such  taxes,  one  per  centum 
of  the  amount  thereof,  as  provided  by  Sections 
916  and  918  of  the  Greater  New  York  Charter 
(Chapter  378,  Laws  of  1S97). 

DAVID    E.    AUSTEN, 
(29817)  Receiver    of    Taxes. 

CORPORATION    SALE    OF    REAL    ESTATE. 

William    H.    Smith,    Auctioneer. 

PUBLIC   NOTICE   IS   HEREBY  GIVEN  THAT 

the   Commissioners   ot   the   Sinking  Fund   ot  the 

.  City  of  New  York,  by  virtue  of  the  powers  vested 

in   them    by    law,    will    offer    for    sale    at    public 

auction  on 

FRIDAY,  NOVEMBER  9,  1906, 
at  12  o'clock  M.,  at  the  Brooklyn  Real  Estate 
Exchange,  No.  189  Montague  Street,  the  follow- 
ing described  real  estate  belonging  to  the  Cor- 
poration of  The  City  ot  New  York,  and  located  In 
the  Borough  of  Brooklyn,  viz.: 

BEGINNING  at  a  point  on  the  westerly  side 
ot  East  13th  Street,  distant  53  feet  northerly 
from  the  corner  formed  by  the  intersection  of 
the  northerly  side  of  Avenue  V  with  the  westerly 
side  of  East  13th  Street;  thence  northerly  along 
the  westerly  side  ot  East  13th  Street  81.84  feet; 
thence  southwesterly  26.63  feet;  thence  south- 
easterly 03.54  feet  to  the  westerly  side  ot  East 
13th  Street,  the  point  or  place  of  beginning,  be 
the  said  several  dimensions  .more  or  less,  and 
being  the  premises  known  as  Lot  3  in  Block  567, 
■Ward  31,  Borough  of  Brooklyn,  City  of  New 
York. 

The  minimum  or  upset  price  at  which  said 
property  shall  be  sold  is  fixed  at  $120,  and  the 
Comptroller  is  authorized  to  take  the  necessary 
steps  to  make  such  sale  upon  the  following 
TERMS  AND  CONDITIONS. 
The  highest  bidder  will  be  required  to  pay 
10  per  cent,  of  the  amount  of  his  bid,  together 
with  the  auctioneer's  fee  at  the  time  ot  sale, 
and  the  balance,  90  per  cent.,  upon  the  deliv- 
ery of  the  deed,  the  quit-claim  for  the  premises 
to  be  delivered  within  thirty  days  from  the  date 
of  sale. 

The    Comptroller    may,    at    his    option,    resell 
the  property   if   the   successful   bidder   shall    fail 
to  comply  with  the  terms  of  sale,   and  the  per- 
son   failing    to    comply    therewith    will    be    held 
liable     for    any     deficiency     which     may     result 
from    any    such    resale. 
The   right  to   reject   any   bid   is   reserved. 
By    order   of   the   Commissioners   of   the    Sink- 
ing  Fund   under   resolution    adopted    at   a   meet- 
ing  of   the   Board   held   October   10,    1906. 
H.   A.   METZ. 

Comptroller. 
City  .  of    New    York— Department    ot    Finance, 
Comptroller's  Office,  October  19,  1906.       (29629) 


PUBLIC  NOTICE  IS  HEREBY  GIVEN  -TO 
the  owner  or  owners  of  all  houses  and  lots, 
ininroved  or  unimproved  lands  affected  thereby, 
that  the  following  proposed  assessments  have 
been  completed  and  are  lodged  in  the  office  of 
the  Board  ot  Assessors  for  examination  by  all 
prsons    interested,    viz.: 

BOROUGH  OP  THE  BRONX. 
List  7946    No    1.    Temporary   sewers   and   ap- 
purtenances' within   the   district   included   in   the 
former    villages    of    Williamsbridge    and    South 
Zm^t    -Vernon     with    an    outlet    sewer    through 
BiZx    Paik    aid    Mosholu    Parkway   to   Webster 
avenue  at  Mosholu  Parkway  South.     Constructed 
under    various   contracts:    Outlet    ^^w*^^ J°^^„^P; 
Durtenances  across  Mosholu  Parkway  and  Bronx 
Park    from  the  existing  sewer  in  Webster  avenue 
at  the  westerly  line  of  Mosholu  Parkway  to  the 
centre    line    ot    Newell    avenue    at    the   northerly 
line    ot    Bronx    Park    and    to   the   centre    line   of 
Sheridan    street    at    the    easterly    line    of    Bronx 
Paik.      Sewers   and   appurtenances   m    Section   ^, 
from  the  south  line  ot  Newell  avenue;  in  Newel 
avenue    Juliana  street,  Duncombe  avenue.  Elliott 
avenue      Pleasant     avenue      (Second     place)     to 
Flower    street.      Williamsbridge   sewers:     Sewers 
and    appurtenances   in    Newell    avenue    from   the 
north  line  of  Bronx  Park  to   Elizabeth  street    in 
Elizabeth  street,   between   Newell  and  Duncombe 
avenues-    in    Duncombe    avenue,    between    Eliza- 
beth street  and  Elliott  avenue;  in  Elliott  avenue 
between    Duncombe    and    Olin    avenues:     across 
Olin  avenue  to   Pleasant  avenue   (Second  place); 
in  Pleasant  avenue  (Second  place),  between  Olin 
avenue   and   Flower   street.      Sewers   and   appur- 
fenances  in  West  Fifth  street,   from  the  existing 
sewer    in    Second    avenue    to    Bronx    terrace,    in 
Bronx  terrace,   from  West  Fifth  street  to  Tenth 
street      Sewers  and  appurtenances  in  certain  ave- 
nues and  streets  within   the  district  bounded  by 
Fifteenth    street.    White    Plains    avenue,    Morris 
street    and    the    Bronx    River,    as    'ol'o^,?,'-    „'" 
Flower  street,   between  Pleasant  avenue   (Second 
place)    and   White   Plains   avenue;     Randall,    be- 
tween White  Plains  and  Maple  avenues,   part  of 
section    3;     in    White    Plains    avenue,     between 
Elizabeth  street  and  Olin  avenue,  part  of  section 
n-  between  Olin  avenue  and  First  street,  part  of 
section  9:    between   First  and  Fifth   streets    part 
of  section   10:   between   Fifth  and  Tenth  streets^ 
part  ot  section   U:  between  Tenth  and  Fifteenth 
streets,  part  of  section  12;  in  Elliott  avenue,  be- 
tween   Morris    street    and    Duncombe   avenue;    m 
Barker  avenue,   between  Morris  street  and  Dun- 
combe   avenue;    in    Duncombe    avenue,    between 
Morris  and  Elizabeth  streets;   in  Newell  avenue, 
between  Elizabeth  and  Juliana  streets;  in  Morris 
street,    between    Bronx    and    Duncombe    avenues: 
in    Elizabeth    street,    between    White    Plains    and 
Duncombe    avenues;    in    Juliana    street,    between 
White  Plains  and  Newell  avenues,  part  ot  section 
S-    in    Olin    avenue,    between    White    Plains    and 
s'lliott  avenues;  in  Park  (Third)  avenue,  between 
Olin   avenue   and   Fifth   street;    in   Pleasant  ave- 
nue   (Second    place),    between    Flower    and    Fifth 
streets-   in  Flower  street,  between  Pleasant  ave- 
nue   (Second   place)    and    Second   avenue;    in   Sec- 
ond   avenue     between   Flower   and   Fifth   streets; 
in     Second  'street,     between     Second    and    White 
Plains  avenues;   in  Fifth  street,   between  Second 
and  White  Plains  avenues,  part  of  section  6;  in 
Second  avenue,  between  Fifth  and  Tenth  streets; 
in  Sixth    Seventh,  Eighth  and  Ninth  streets,  be- 
tween    Second    and    White    Plains    avenues:    in 
Tenth   street,    between    Bronx   terrace   and   White 
Plains  avenue,   part  of  section  7;   in   Bronx  ter- 
race   between   Tenth   and   Fourteenth   streets;   in 
Seco'nd    avenue,    between    Tenth    and    Fifteenth 
streets-     in    Prospect    terrace,    between    Twelfth 
and   l-hlrteenth    streets;    in   Eleventh    street,    be- 
tween   Second    and    White    Plains    avenues;    in 
Twelfth  street,  between  Bronx  terrace  and  White 
Plains    avenue;     in    Thirteenth    street,     between 
Second    avenue   and   Prospect    terrace;    in    Four- 
teenth street,   between  Bronx  terrace  and  Second 
avenue-  in  Fifteenth  street,  between  Second  ave- 
nue  and   Prospect   Terrace,   part  of  section   S. 

List  8105  No  2.  Temporary  sewers  and  ap- 
purtenances' in  Fifth  avenue,  between  Fifteenth 
street  and  SO  feet  south  of  Tenth  street;  Fifth 
avenue  between  Seventh  and  Arthur  streets; 
Fourth'  avenue,  between  Fifteenth  and  Randall 
streets-  Maple  avenue,  between  First  and  Rus- 
kin  streets-  Prospect  terrace,  between  Fifteenth 
and  Thirteenth  streets;  Briggs  avenue,  between 
White  Plains  avenue  and  summit  east  of  White 
Plains  avenue;  Logan  street,  between  White 
Plains  avenue  and  Maple  avenue;  Arthur  street, 
between  Fourth  and  Sixth  avenues;  Jerome 
street  between  White  Plains  avenue  and  25o 
(eet  east  of  Maple  avenue;   Shell  street,  between 


Fourth  avenue  and  105  feet  east  of  Fifth  avenue; 
First  street,  between  White  Plains  avenue  and 
lO.j  feet  east  of  Sixth  avenue;  Second  street,  be- 
tween White  Plains  avenue  and  105  feet  east  of 
Sixth  avenue;  Third  street,  between  White 
Plains  avenue  and  474.7  feet  east  of  Fifth  ave- 
nue- Fourth  street,  between  White  Plains  avenue 
and  242.2  feet  east  of  Fifth  avenue;  Fifth  street, 
between  White  Plains  avenue  and  155  feet  east  ot 
Fifth  avenue;  Sixth  street,  between  White  Plains 
avenue  and  350  feet  east  of  Fifth  avenue;  Sev- 
enth street  between  White  Plains  avenue  and 
Fifth  avenue;  Eighth  street,  between  White 
Plains  avenue  and  540  feet  east  of  Fourth  ave- 
nue- Ninth  street,  between  'White  Plains  ave- 
nue and  720  feet  east  of  Fourth  avenue;  Tenth 
street,  between  White  Plains  avenue  and  80  feet 
east  of  Fifth  avenue;  Eleventh  street,  between 
White  Plains  avenue  and  Corsa  lane;  Twelfth 
street  between  White  Plains  avenue  and  265  feet 
east  of  Fifth  avenue;  Thirteenth  street,  between 
White  Plains  avenue  and  600  feet  cast  of  Fifth 
avenue;  Fourteenth  street,  between  White  Plains 
avenue  and  Si^cth  avenue;  Fourteenth  street,  be- 
tween Prospect  terrace  and  Second  avenue;  Fif- 
teenth street,  between  White  Plains  avenue  and 
515  feet  east  of  Fifth  avenue;  Randall  street,  be- 
tween Maple  and  Fourth  avenues;  except  Briggs 
avenue  from  the  existing  sewer  in  White  Plains 
avenue  easterly  a  distance  of  381  linear  feet 
therefrom  according  to  a  modification  ot  con- 
tract dated  March  28,  1004,  and  except  that 
portion  of  Shell  street,  from  a  point  about  201.91 
linear  feet  westerly  from  the  centre  of  Fifth 
avenue  to  a  point  about  129  linear  feet  easterly 
from  the  centre  of  I'ifth  avenue,  according  to  a 
modification  of  contract  dated  May  23,  1901. 

List  8451,  No.  3.  Temporary  sewers  and  ap- 
purtenances in  Sixth  avenue,  between  Arthur 
street  and  Fifth  street;  in  Third  street,  between 
first  summit  west  of  Sixth  avenue  and  Sixth  ave- 
nue; in  Fourth  street,  between  first  summit 
west  of  Sixth  avenue  and  Sixth  avenue,  and  in 
Fifth  street,  between  first  summit  west  of  Sixth 
avenue  and  Sixth  avenue. 

List  8733,  No.  4.  Rebuilding  temporary  sewers 
and  appurtenances  in  Flower  street,  between 
Pleasant  avenue  and  Second  avenue;  in  Second 
avenue  between  Flower  and  Fifteenth  streets;  m 
Fifth  street  between  Second  avenue  (street)  and 
Bronx  terrace;  for  temporary  sewer  and  appur- 
tenances in  White  Plains  road,  from  Fifteenth 
to  Demilt  avenue;  in  Prospect  terrace,  from  Fif- 
teenth to  Sixteenth  street;  in  Second  avenue,  be- 
tween Fifteenth  and  Twenty-second  streets;  in 
Catherine  street,  from  Twenty-second  street  to 
summit  north  of  Kossuth  avenue;  in  Matilda 
street  from  Twenty-second  street  to  summit 
north 'of  Kossuth  avenue;  in  Fulton  street,  from 
Twenty-second  street  to  summit  north  ot  West- 
chester avenue;  in  Sixteenth  street,  from  Second 
avenue  to  White  Plains  road;  in  Seventeenth 
street  from  Second  Avenue  to  summit  east  ot 
White  Plains  road;  in  Eighteenth  street,  from 
Second  avenue  to  summit  east  of  White  Plains 
road-  in  Nineteenth  street,  from  Second  avenue 
to  summit  east  of  White  Plains  road;  in  Twen- 
tieth and  Twenty-first  streets;  from  Second  ave- 
nue to  old  White  Plains  road;  in  Twenty-second 
street  from  Second  avenue  to  White  Plains  road; 
in  Elizabeth  street,  from  Catherine  street  to 
White  Plains  road;  in  Nereid  avenue,  from 
Catherine  street  to  'White  Plains  road;  in  Kos- 
suth avenue,  from  Catherine  street  to  White 
Plains  road;  in  Westchester  avenue,  from  Fulton 
street  to  White  Plains  road,  and  temporary  sew- 
ers and  appurtenances  in  Nereid  avenue,  from 
Catherine  street  to  White  Plains  road. 
For  full  particulars  see  City  Record. 
ANTONIO  ZUCCA, 
PAUL  WEIMANN, 
JAMES   H.    KENNEDY. 

Board  ot  Assessors. 

WILLIAM   H.    JASPER, 
Secretary, 
No.  320  Broadway. 
Citv    of    New    York,    Borough    of    Manhattan 
November    1.    1900.  (29916) 


PUBLIC  NOTICE  IS  HEREBY  GFVEN  TO 
the  owner  or  owners  ot  all  houses  and  lots,  im- 
proved or  unimproved  lands  affected  thereby, 
that  the  following  proposed  assessments  have 
been  completed  and  are  lodged  in  the  office  of  the 
Board  of  Assessors  for  examination  by  all  per- 
sons interested,  viz.:  „„„„,.,  t-m 
BOROUGH    OF    BROOKL-iN 

List  8905  No.  1.  Regulating  and  grading 
Sixty-second  street,   from  Third  to  Fifth  avenue 

List  8913  No.  2.  Regulating,  grading  and 
curbing  East  Thirty-fourth  street,  from  avenue  F 
to    Glenwood    road.  , 

List  80-^7  No.  3.  Regulating,  grading  and 
curbing  -ft'estminster  road,  from  Beverley  to  Cor- 

""iTs?  '8972  No.  4.  Regulating,  grading  and 
curbing  Weirfield  street,  from  Knickerbocker 
avenue  to  the  boundary  line  ot  the  Boroughs  ot 
Brooklvn   and    Queens. 

List  'Sfl'^O     No.    5.    Regulating,    grading,    curb- 
ing   and    laying    sidewalks    on    Narrows    avenue, 
from   Sevenfv-flrst  to   Seventy-ninth  street. 
For  full  particulars  see  City  Record. 
ANTONIO    ZUCCA, 
PAUL    WEIMANN, 
JAMES   H.    KENNEDY, 

Board   ot  Assessors. 
WILLIAM    H.    JASPER, 
Secretary, 
No.  320  Broadway.                            v„„„„ 
Citv    of    New    York.    Borough    ot    Manhattan 
0,-toher    25,    1006. (£22£> 

Municipal    Civil    Service^^Commission,  1 

New  York,  October  26,  1906.     J 

PUBLIC  NOTICE  is  hereby  B"'^A, that  *be  ex- 
amination for  the  position  of  OFFICE  BQ-y. 
aSvei  t  sed  to  take  place  Thursday  November  8, 
1000    will  be  continued  on  November  9  and  12 

Candidates  will  be  duly  notified  ot  date  and 
place    of   examination. 

FRANK  A.    SPENCER. 
(29784)  Secretary. 


November  3,  1906 
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CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

Wiliiam    H.    Smith,    Auctioneer. 

At  the  request  of  the  President  of  the  Borough 
of  Brooklyn,  public  notice  is  hereby  given  that 
the  Commissioners  of  the  Sinking  Fund  of  The 
City  of  New  York,  by  virtue  of  the  powers 
vested  in  them  by  law,  will  offer  for  sale  at  pub- 
lic auction  the  buildings,  parts  of  buildings,  etc., 
standing  within  the  lines  of  property  owned  by 
The  City  of  New  York,  acquired  for  street  pur- 
poses, in  the 

BOROUGH   OF   BROOKLYN. 

All  the  buildings,  parts  of  buildings,  etc., 
standing  within  the  lines  of  East  19th  Street, 
between  Avenue  L  and  Avenue  M,  in  the  31id 
Ward  of  the  Borough  of  Brooklyn,  City  of  New 
York,  more  particularly  described  on  a  map  on 
file  in  the  office  of  the  Collector  of  City  Revenue. 
Department  of  Finance.  Room  141,  No.  280 
Broadway,  Borough  of  Manhattan.  The  sale 
will    take    place   on 

FRIDAY.   NOVEMBER  IG,   lOOG, 

at  11  A.   M.,   on  the  premises,   and  will   be  sold 

at  th©  highest  marketable  price  on  the  following 

TERMS     AND     CONDITIONS. 

Cash  payment  in  bankable  funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of  the 
buildings,  parts  of  buildings,  etc.,  standing  with- 
in the  lines  of  said  streets,  from  the  streets,  by 
the  purchaser  or  purchasers  immediately  after 
the  sale.  If  the  purchaser  or  purchasers  fail 
to  effect  a  removal  within  thirty  days,  he  or 
they  shall  forfeit  his  or  their  purchase  money 
and  the  ownership  of  the  buildings,  parts  of 
buildings,  etc.,  and  The  City  of  New  York  will 
caus«  the  same  to  be  removed  without  notice  to 
the  purchaser. 

Purchasers  to  be  liable  for  any  and  all  dam- 
ages of  any  kind  whatsoever  by  reason  of  the 
occupation  or  removal  of  said  buildings,  parts 
of   buildings,    etc. 

The  bidder's  assent  and  agreement  to  the  above 


HERBERT  A.  SHERMAN 

REAL  ESTATE 
AUCTIONEER,     BROKER 

APPRAISER,  AGENT 

GEOUND    FLOOB    A8T0B    BUILDING 

9  Pine  and  10  Wall  St., 

Uptown  Office,  530  and  532   FIFTH   AVENUE 

Corner  44th  St.,  under  5th  Ave.  Bank 
Tel.  Connections.     Private  Wire  Between  Offices 


terms   and    conditions   are   understood   to   be  im- 
plied by  the  act  of  bidding. 

By  direction  of  the  Comptroller,  sales  of  the 
above-described  property  will  be  made  under 
the  supervision  of  the  Collector  of  City  Revenue 
at  the  time  stated  herein. 

Full  particulars  of  sale  can  be  obtained  at  the 
office  of  the  Collector  of  City  Revenue,  Room 
141,  Stewart  Building,  No.  2S0  Broadway,  Bor- 
ough of  Manhattan. 

H.   A.   METZ, 

Comptroller. 

Ci'y  of  New  York— Department  of  Finance, 
Comptroller's  Office,   October  19,   1906.       (29832) 


CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

At  the  request  of  the  President  of  the 
Borough  of  Richmond,  public  notice  Is  here- 
by given  that  the  Commissioners  of  the 
Sinking  Fund  of  The  City  of  New  York,  by 
virtue  of  the  powers  vested  in  them  by  law 
will  offer  for  sale  at  public  auction  the  build- 
ings, parts  of  buildings,  etc.,  standing  within 
tlie  lines  of  property  owned  by  The  Cltv  of  New 
York,  acquired  for  street  purposes,  in  the 
BOROUGH    OF    RICHMOND. 

All  the  buildings,  parts  of  buildings,  etc., 
.standing  within  the  lines  of  Nicholas  Avenue 
Exlen.sion,  north  of  Richmond  Terrace,  Port 
Richmond.  Borough  of  Richmond,  and  also  the 
three    buildings    on    the    northerly    side   of    Sea- 


public  IRotlces. 


view  Avenue  and  four  buildings  and  a  shed  on 
the  south  side  of  Seaview  Avenue,  In  the 
Borough  of  Richmond,  City  of  New  York,  more 
particularly  described  on  a  map  on  file  In  tha 
office  of  the  Collector  of  City  Revenue,  De- 
partment of  Finance,  Room  141,  No.  280  Broad- 
way, Borough  of  Manhattan.  The  sale  will 
take    place    on 

TUESDAY    NOVEMBER    20,    1906, 
at  11   a.   m.,   on  the  premises,   and   will  be  sold 
at   the   highest   marketable   price   on   the  follow- 
ing 

TERMS    AND    CONDITIONS. 

Cash  payment  in  bankable  funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of  the 
buildings,  parts  of  buildings,  etc.,  standing 
within  the  lines  of  said  streets,  from  the  streets, 
by  the  purchaser  or  purchasers  immediately 
after  the  sale.  If  the  purchaser  or  purchasers 
fail  to  effect  a  removal  within  thirty  days,  he 
or  they  shall  forfeit  his  or  their  purchase  money 
and  the  ownership  of  the  buildings,  parts  of 
buildings,  etc.,  and  the  City  of  New  York  will 
cause  the  same  to  be  removed  without  notice  to 
the   purchaser. 

Purchasers  to  be  liable  for  any  and  all  dam- 
ages of  any  kind  whatsoever  by  reason  of  the 
occupation  or  removal  of  said  buildings,  parts 
of  buildings,   etc. 

The  bidder's  assent  and  agreement  to  the 
above  terms  and  conditions  are  understood  to 
be   implied   by   the   act   of   bidding. 

By  direction  of  the  Comptroller,  sales  of  the 
above  described  property  will  be  made  under 
the  supervision  of  the  Collector  of  City  Reve- 
nue at  the  time  stated  herein. 

Full  particulars  of  sale  can  be  obtained  at 
the  office  of  the  Collector  of  City  Revenue, 
Room  141,  Stewart  Building,  No.  280  Broad- 
way,   Borough  of  Manhattan. 

H.   A.   METZ. 

Comptroller. 

City  of  New  York— Department  of  Finance, 
Comptroller's  Office,    October  27.    lOfX!.       (29904) 


CONVEYANCES 


Whenever  the  letters  Q.  C,  C.  a  G.  and  B.  &  S.  occur,  preceded  by 
the  name  of  the  grantee,  they  mean  as  follows: 

1st. — Q.  C.  is  an  abbreviation  for  Quit  Claim  deed,  1.  e.,  a  deed 
wherein  all  the  right,  title  and  interest  of  the  grantor  is  conveyed, 
omitting  all  covenants  and  warranty. 

2d. — C.  a.  G.  means  a  deed  containing  Covenant  against  Grantor 
only,  in  which  he  covenants  that  he  hath  not  done  any  act  whereby 
the  estate  conveyed  may  be  impeached,  charged  or  encumbered. 

3d. — B.  &  S.  is  an  abbreviation  for  Bargain  and  Sale  deed,  wherein, 
although  the  seller  makes  no  expressed  consideration,  and  thus  im- 
pliedly claims  to  be  the  owner  of  it.  The  street  or  avenue  numbers 
given  in  these  lists  are,  in  all  cases,  taken  from  the  insurance 
maps  when  they  are  not  mentioned  in  the  deeds.  The  numbers,  it 
will  occasionally  be  found,  do  not  correspond  with  the  existing  ones, 
owing  to  there  having  been  no  official  designation  made  of  them  by 
the  Department  of  Public  Works. 

4th. — The  first  date  is  the  date  the  deed  was  drawn.  The  second 
date  is  the  date  of  filing  same.  When  both  dates  are  the  same,  only 
one   is  given. 

5th. — The  figures  in  each  conveyance,  thus.  2:482 — 10,  denote  that 
the   property  mentioned  is  in  Section  2,  Block  4S"2,  Lot  10. 

Gth. — It  should  also  be  noted  in  section  and  block  numbers  that 
the    Instrument    as   filed    is   strictly   followed. 

7th.— A  $20.000— $30,0<X)  indicates  the  assessed  value  of  the 
property,  the  first  figures  being  for  the  lot  only,  and  the  second 
figures  representing  both  lot  and  building.  Letter  P  before  second 
figure  indicates  that  the  property  is  assessed  as  in  course  of 
construction. 

Oct.    20,   27.    20,   30.   31.    Nov.    1. 
BOROUGH   OF   MANHATTAN. 

Beekman  pi,   No  22,   w  s,   20  n  00th  st,   20.';7.5,   5-sty  stone   front 

dwelling.      Daniel    W   Burtis   to   Matilda   Muendel.      Mort   .$3,500. 

Oct  30,  190(.'>.  5:13C'2— 13.  A  .$5.000— 9;7,50<.).  other  consid  and  100 
Beekman  pi.  No  23,  e  s,  20.5  n  ,50th  st,  20x100,  5-sty  stone  front 

dwelling.      Maria   L   Higgins   to   Charles   Schmid.      Oct  30,    1006. 

5:1302—18.      A   $5,000— $8,000.  other   consid   and   100 

Cathedral    Parkway,    s    s.    100    w    Manhattan    av,    75.\72.11,    6-sty 

brk     tenement.       CONTRACT.       Max    Hirshfeld    and    ano    with 

Wm   Fischman  and   Harry   Stoll.     Mort  .$0t>,0<J0.     June  28.     Oct 

.30,    1000.      7:1845—14.     A   $55,00(>-P   $05,000.  10,000 

Same   property.      Agreement  as   to  payment  of  $5,000  on  account. 

June  28.     Oct  30,  190C.     7:1845.  ■ 

Cherry  st.  No  39,  s  s,  61.11  w  Roosevelt  st,  17x74.8x17.2x74.  4-sty 

brk   tenement   and   store.      Union   Construction   &   Realty   Co   to 

Mignon   C   and  Helena   M   Ryan.     Mort  $ .     Oct  24.     Oct  27. 

liHiO.      1:100—15.     A   $5,100— $0,000.  100 

Christopher  st,  No  109  (107),  n  s,  abt  172  w  Bleecker  st,  20.10x 

90.7x19.2x90.3  w  s. 
Christopher  st,  No  107,  n  s,  abt  152  w  Bleecker  st,  24.5x91.7x20.7 

x90.7  w  s. 

(I-sty   brk    tenement    and    store. 

Joseph    Wieselthier    to    Adam    Wiener.     Mort    $.54,000.      Oct    31. 

1900.     2:019—39.     A  $24,000— $00,000.  other  consid  and  100 

Christopher  st.  No  113,  n  s,  244.2  e  Hudson  st,  25.5x91,  5-sty  brk 

tenement  and  store.     Henry  Powell  et  al  to  Joseph  DcLucia.     Mt 

$23,000.     Oct  30.     Nov  1,  1900.    2:619-42.    A  $14,.50O-$20,000. 

other  consid  and  100 


Commerce  st,  Nos  35  and  37|  n   s,   abt   75   w   Bedford   st,  40x75.10 

Barrow  st,  No  71  |     to   Barrow   st,    x3G.6x75,   6-sty     biflt 

tenement.     Bertha  S  Korn  to  Louis  and  Charles  Levy.     Oct  30. 
Nov  1,  190G.     2:584—59.     A  $15,000— $42,000.  100 

Croton  st,  n  s,  125  w  Amsterdam  av,  deed  reads  Old  Croton  st, 
being  Jumel  estate,  s  s,  125  w  Amsterdam  av,  25x92.1  to  Old 
Croton  St.  x24.11x91.8,  with  all  title  to  Old  Croton  st,  3-sty 
frame  tenement.  Henry  P  Widdel  to  Francis  McD  Sinclair.  B 
&  S.     Mort  $7,000.     Oct  30,  1906.     8:2123—18.     $2,00O-$2,80O. 

nom 

Downing  st,  No  42  (40),  s  s,  aljt  122  w  Bedford  st,  29x97.8x30x 
lO.j.l  e  s,  2-sty  brk  tenement  and  2-sty  brk  stable  in  rear.  Mar- 
garet Goldsmith  to  Carrie  Bendheim.  Mort  $11,500.  Jan  8 
1904.     Nov  1.  190(i.     2:528-34.     A  $11,500-$13,000.  nom 

Hester  st,  No  99,  n  s,  abt  40  w  Allen  st,  25x50,  5-sty  brk  loft  and 
store  building.  Charles  Brothers  widower  of  Mary  Brothers  to 
Rachel  wife  of  Louis  L  Richman  1-10  part.  Abram  and  Samuel 
F  Brothers,  each  1-10  part,  Susan  wife  of  Alex  S  Rosenthal  2-l() 
parts  and  Jeannette  wife  of  Adolph  L  Hodes  5-10  parts,  all  chil- 
dren of  Mary  Brothers  party  1st  part.  Reserves  life  interest. 
All  liens.     Oct  22.  .  Oct  30,  1900.     1:307—38.     A  $15,000— $22,- 


000. 


gift 


Hester  st.  No  180,  s  s,  abt  50  w  Mulberry  st,  25x100,  5-sty  brk 
tenement  and  store  and  5-sty  brk  tenement  in  rear.  Michael 
Del  Papa  to  Joseph  Scozzotava.  Oct  22.  Nov  1,  1906.  1-206— 
14.     A  $18.000— .^SS.OOO.  other  consid  and  100 

Henry  st.  No  253.  n  s  ,19.1  e  Montgomery  st,  28x84.4x28x85.8, 
3-sty  brk  tenement.  Edw  N  Leavy  et  al  to  Jonas  Weil  and  Bern- 
hard  Mayer.  Mort  $25,000.  Oct  31.  Nov  1,  1906.  1:287—2. 
A  $  1 9, 0(XV— $.32,000.  other  consid  and  100 

Houston  st.   No  128  |  n  e  cor  Sullivan  st,  25x100,  6-sty  brk 

Sullivan  st,  Nos  107  and  1G9|     tenement    and    store.      CONTRACT. 
Pasquale   Viggiano   and   ano   with   Carmine   Minetti.      Mort   $76,- 
300.     Oct   12.     Oct  31,   1906.     2:525—32.     A  $29,000-$60,000. 

88,500 
James  st.  No  2,  e  s,  4S.3  s  Park  row,  runs  s  17  x  e  53.7  x  n  14  xl 
w  7.4  X  n  3  x  w  45.9  to  st  at  beginning.  | 

James  st.  No  4,  e  s,  abt  65  s  Park  row,  17x53.7x17x54.1  s  s. 
two  4-sty  brk  tenements  and  stores.  | 

Charlotte  H   Gordel   to   Louis   McCarty,   ot  Brooklyn.     Mort  $7  - 
000.     Oct  31,  1906.     1:117-39  and  40.     A  $11.7O0-$16.000. 

other  consid  and  100 
James  st.  No  45,  w  s,  25  s  Madison  st,  25.1x60.2x25.3.x59.8,  3-sty 
brk  tenement  and  store.     George  Brown  to  Julius  A  Lowenstein 
Nov  1,  1900.     1:116—20.    A  $8,300— $9,500.  100 

Same    property.      Julius    A    Lowenstein    to   Martin   Garone.      Mort 

$10,000.     Nov  1,  1906.     1:116.  lOO 

Lafayette  st.  No  52  I  n   w  cor  Leonard  st,  25.x45,  4-sty  brk  build- 
Elm  St.   No  04  I     ing  and   store.      Adolph  M   Bendheim  to  Al- 
Leonard  st,   No  1211     fred   P   Gardiner.      Mort   $20,000.      Oct     15 
Nov  1,  1906.     1:171— 2().     A  $31,800— $40,000. 

other  consid  and   100 
Lewis  St.  No  53,  w  s,   1.50  n  Delancey  st,  25x100,  4-sty  brk  tene- 
ment  and   store   and   3-sty   brk   tenement   in   rear.   Samuel   Graft 
to   Dora   Graft.      Oct  24.     Oct  30,   1900.     2:328—26.     A  $12,000 
—$16,000.  omitted 

Mercer  st,  No  235  (209),  w  s,  abt  125  s  3d  st,  25x100.  6-sty  brk 
loft  and  store  building.  J  Thornton  Wilson  to  Louise  Harris, 
ot  Brooklyn.  Mort  $45,000.  Oct  15.  Oct  26,  1906.  2:533—21 
A  $30,000— $50,000.  nom 
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Norfolk  St,  No  140,  e  s,  150  n  Rivington  st,  25x100,  5-sty  brk 
tenement  Lippi  Lunitz  to  Aaron  Gordon.  Mort  $20,000.  Oct 
31.     Nov  1,  iy06.    2:354-^3.     A  $17,O0O-$2G,00O. 

other  consid  and  100 

Perry  st,  No  137,  n  s,  130.3  e  Washington  st,  2ox98.Gx25x98.10, 
5-sty  brk  tenement.  Release  mort.  Nathan  Glassheim  to  Jacob 
Salmanowitz  and  Rebecca  Levy.  June  5.  Oct  2U,  1900.  2:633_ 
—31      A  $11,000— $27,000.  2o(.a0 

Pitt  st.  No  91.  w  s,  abt  120  n  Rivington  st,  25x100,  7-sty  brk  ten- 
ement and  store.  Abraham  Bachrach  et  al  HEIRS.  &c.  Solomon 
Bachrach  to  Joseph  S  Eile.  Q  C.  Oct  23.  Oct  29,  1900.  2:344 
GO      A  $1G,000— $30,000.  other  consid  and  100 

Prince  st.  No  203  (No  187),  n  e  s,  25.6  s  e  MacDougall  st,  24.0x 
77  3-sty  brk  tenement  and  store.  Jacob  Reich  to  Nicola  Lan- 
za' of  Brooklyn.  All  liens.  Oct  31,  1906.  2:518—49.  A  $13,- 
500— $15,000.  other  consid  and  I.IMXJ 

Ridge  st,  No  154,  e  s,  175  n  Stanton  st,  25x100,  5-sty  brk  tene- 
ment and  store  and  5-sty  brk  tenement  in  rear.  Mary  A  Oeters 
and  ano  to  Solomon  Reiner.  Mort  $36,500.  Nov  1,  1900.  -:34o 
-^1.     A  $16,000— $24,000.  other  consid  and  100 

Roosevelt  st,  Nos  119  to  1251  s    w    cor    Water    st,    78.7x41. fax(9.1x 

Water  st    No  319  I    50.8,   four  4-sty  brk   tenements  and 

stores  '  Charlotte  E  wife  of  John  C  French  to  Solomon  Miller. 
Mort  $17,000.  Oct  20.  Oct  31,  1906.  1:108-31  to  34.  A  $21,- 
950— $128,500.  other  consid  and  100 

Stanton  st.  No  310,  n  s,  75  e  Lewis  st,  22x75,  3-sty  frame  and 
brk  tenem't  and  2-sty  brk  stable  in  rear.  Ben]  J  Weil  and  ano  to 
Lena  Boerick.  Mort  $9,750.  Oct  30.  Oct  31,  1906.  2:3o0--- 
74.     A  $10,000— $12,000.  other  consid  and   100 

Scammel  st.  No  30,  e  s,  60.1  s  Madison  st,  27x95,  4-sty  brk  ten- 
ement and  store  and  4-sty  brk  tenement  in  rear.  Rosa  Saber- 
ski  to  Davis  Skrilow.  Mort  $21,500.  Mar  1,  190G.  (Re-recorded 
from  Mar  7,  1900).  Oct  30.  1006.  1:266—75.  A  $11,000-$15,- 
500  other  consid  and  100 

Scammel  st,  No  30,  e  s,  00.1  s  Madison  st,  27x95,  4-sty  brk  ten- 
ement and  store  and  4-sty  brk  tenement  in  rear.  Davis  Skrilow 
to  Bashe  Sarasohn.  Mort  $18,000.  Oct  30.  Oct  31,  1906.  1:- 
266-75.     A  $11,000— ?15,500.  other  consid  and  100 

Sheriff  st,  Nos  51  and  53,  w  s,  120  n  Delancey  st,  40.2x90,  with 
all  title  to  alley  on  north  and  in  rear,  two  3-sty  frame  (brk 
front)  tenements  and  stores  and  two  2-sty  brk  stables  in  rear. 
Solomon  Feiner  to  Shapiro,  Levy  &  Starr.  Mort  $17,500.  Oct 
26.     Oct  27,  1906.     2:338.  other  consid  and  100 

Same  property.  Shapiro,  Levy  &  Starr  to  Mendel  W  Greenberg. 
Mort  $33,500  and  all  liens.  Oct  26.  Oct  27,  1906.  2:338—08. 
and   69.     A   $16,000— $18,000.  other   consid   and   100 

Sheriff  st,  No  49,  w  s,  100  n  Delancey  st,  20x90,  with  all  title 
to  alley  on  north  and  rear,  0-sty  brk  loft  and  store  building. 
Solomon  Feiner   to  Shapiro,   Levy  &  Starr.     Mort  $15,000.     Oct 

26.  Oct   27,    1006.      2:338-70.      A   $8,00O-$22,00O. 

other   consid   and    100 
South  st.  No  385,  n  s,  50  w  Jackson  st.  runs  w  50  x  n  70  x  e  25 
x  n  26.11  X  e  12.1  x  n  7.5  x  e  12.10  x  s  104.4,  3-sty  brk  shop. 
John  W  Sullivan  to  W  Hertz  Oltarsh  and  David  M  Oltarsh.     Sept 
28.     Nov  1,  1906.     1:243-22.     A  $8,500-$15,000. 

other  consid  and  100 
Sprin  st,  Nos  75  and  77     |   n     e     cor      Crosby      st,      50x109x50x112, 
Crosby  st,  Nos  75  and  77        |     s  e  s,  9-sty  brk  loft  and  store  bldg. 
Chas  J  Day  et  al  EXRS  Francis  A  Palmer  to  Chas  A  Gould.     Oct 
31.     Nov  1,  1906.     2:496-40.     A  $80,000-$225.000. 

other  consid  and  100 
Sullivan  st,  Nos  107  and  109,  n  e  s,  200  n  e  Spring  st,  runs  s  e 
100.5  X  n  e  50  X  n  w  100.5  to  e  s  Sullivan  st  x  s  w  50  to  begin- 
ning, 6-sty  brk  tenement  and  store.  Michele  Brigando  to  Pietro 
and  Stephen  Guardino  and  Peter  Rinelli.  Mort  $56,000.  Oct 
25.     Oct  26,  1906.     2:503-6.     A  $31,000-P  $60,000. 

other  consid  and  100 
Sutton  pi,  No  431  e   s,    17.1   s   59th   st,    16.8x75,   3-sty   stone   front 
Av  A,  No  1094      I     dwelling.      James   Wright   to   Anna   King.      Nov 

1,  1906.     5:1372—72.     A  $7,500— $9,500.  other  consid  and  1(X) 

Thompson  st.  No  60,  e  s,  125  n  Broome  st.  25x94,  6-sty  brk  ten- 
ement and  store.  Max  Bache  to  Ike  Brook.  Mort  $34,500.  Oct 
23.     Oct  31,  1906.     2:488^1.     A  $14,000-$31,000. 

other  consid  and  100 
Thompson  st.  No  60,  e  s,  125  n  Broome  st,  25x94,  6-sty  brk  ten- 
ement and  store.  Edw  R  Poerschke   to  Max  Bache.     Mort  $24,- 
000.      Oct   30.      Oct  31,   1906.     2:488-4.      A   $14,000-$31,000 

other  consid  and  100 
West  Washington  pi.  No  124|s  w  s,  100.4  s  e  Barrow  st,  20x100.2  to 
4th  st,   No  181  I     n    e    s    4th    st    x21.9x91.7,    two   3-sty 

brk  dwellings.  Francesco  Pepe  lo  Eugene  Gebereux,  of  Yon- 
kers,  N  Y.  Mort  $14,000.  Oct  31.  Nov  1,  1906.  2:592—7  and 
37.     A  $11,500— $14,500.  other  consid  and  1(30 

William  st.  No  118,  s  e  s,  89.5  n  e  John  st,  runs  s  e  52  x  s  e  48.5 
x  s  e  24.9  X  n  e  5.9  X  n  e  21.4  x  n  w  —  to  st,  x  s  w  25.2  to  be- 
ginning, 3-sty  brk  loft  and  store  building.  PARTITION.  Jo- 
seph C  Levi  ref  to  Albert  and  Joseph  Plant.  Oct  30,  1906.  1:77 
—11.     A  $50,600— $54,000.  98.000 

2d  st,  No  27,  s  s,  110.5  w  2d  av,  20.5x91.4x20.1x93.1,  3-sty  brk 
tenement  and  store  and  3-sty  brk  tenement  in  rear.  Samuel 
Goldenberg  to   Rosie   Goldenberg.     %   part.     Mort  $10,000.     Oct 

27.  Oct  29,  1906.     2:457—23.     A  $10,000-$12,000. 

other  consid  and  100 

3d  st.  No  21,  n  s,  175  w  2d  av,  25x96,  6-sty  brk  tenement  and 
store.  Saul  Wallenstein  to  Wm  J  Frey.  Mort  $32,000.  Oct 
23.     Oct  26,   1906.     2:459—39.     A   $13,000— $15,000. 

other  consid  and  100 

4th  st,  No  72,  s  s,  175  w  2d  av,  25x96,  6-sty  brk  tenement  and 
store.  Saul  Wallenstein  to  Wm  J  Frey.  Mort  $32,000.  Oct 
23.     Oct  26,   1906.     2:459—22.     A  $15,500— $18,000. 

other  consid  and  100 

Same  property.  Wm  J  Frey  to  Henry  and  Charles  Reese.  Mort 
$32,000.     Oct  26,  190G.     2:459.  100 

6th  st.  No  438,  s  s.  100  w  Av  A,  25.2x97,  5-sty  brk  tenement  and 
store.  Geo  A  Schermann  to  Charles  Guntzer.  Mort  $15,000. 
Nov  1,  1906.     2:433—26.     A  $13,000— $19,000. 

other   consid   and   100 

6th  st,  No  609,  n  s,  168  e  Av  B,  25x70.10,  6-sty  brk  tenement  and 
store.  Benjamin  Praskin  et  al  to  Bernard  Barth.  Mort  $28,000. 
Oct  31.     Nov  1.  1900.     2:389—56.     A  $11.000— $25,000.  nom 

6th  st.  No  650,  on  map  No  642.  s  s.  90  w  Av  C,  20x97,  4-sty  brk 
tenement  and  store  and  2-sty  brk  building  in  rear.  Ignatz  Alex- 
ander et  al  to  Sznaer  Beer.  Mort  $19,500.  Oct  29.  Oct  30. 
1906.     2:388—33.     A   $10,000— $13,000.  100 

7th  st,  No  35,  n  s,  200  w  2d  av.  25x74.10,  3-sty  brk  dwelling.  Sa- 
rah S  Loewenkopf  to  Jennie  Dorf.  Mort  $15,000.  Sept  22.  Oct 
30,  1906.     2:463—40.     A  $12.000— $14,000.        other  consid  and  100 

7th   st.   No  72,   s   s,  225   w   1st   av,   25x90.10,   6-sty   brk  tenement 
and   store.   Samuel   Goldenberg  to   Rosie  Goldenberg.      %   part. 
Mort  $30,000.     Oct  27.     Oct  29,  1906.     2:448—20.     A  $15,000— 
$33,000.  other  consid  and  100 


ment. 
man. 


17th   st. 


Sth  st.  No  57,  n  s,  127.7  e  6th  av,  25x93.11,  5-sty  brk  tenement 
and  store.  Frederick  Ohmeis  to  Fredk  S  Ohle,  Jr,  Borough  of 
Queens.  Mort  $20,000.  Oct  26.  Oct  30,  1906.  2:572—72.  A 
$21,000— $27,500.  100 

Sth  st,  or  I  s  w  s,  300  s  e  2d  av,  25x97.6,  6-sty  brk  tene- 

St  Marks  pi.  No  58|     ment.      Solomon    Wronker    to    Meyer    Berman 
V"   part.   Samuel  Finesilver  and  Isaac   Sandusky,   each   %   part. 
Mort  $38,000.     Oct  15.     Oct  31,  1906.     2:449-18.     A  $18,000— 
$40  000  other  consid  and  100 

9th  st,  No  17.  n  s,  282.8  w  .5th  av.  26.2x.S2.3.  4-sty  and  basement 
stone  front  dwelling.  Julien  T  Davies  INDIVID  and  EXR  Alice 
M  Davies  to  Clendennin  J  Ryan.  Oct  29.  Nov  1,  1906.  2:573—53. 
A   $22,000— $26,000.  other  consid  and   1(X) 

]Oth  St.   Nos  213  and  215     |  n   e   cor   Bleecker   st,   49.10x86.3x49.7 

Bleecker  st.  Nos  351  and  353]  x86.3,  6-sty  brk  tenement  and  store.. 
Pincus  Lowenfeld  et  al  lo  The  Hermitage  Co.  Mort  $75,000. 
Oct  31..     Nov  1,  1906.     2:620-41.     A  $40.000-$90,000. 

other  consid  and  100 

10th  st,  Nos  199  and  201,  n  s,  175  e  Bleecker  st,  50x95.  I 

10th  st,  Nos  203  and  205,  n  s,  137.6  e  Bleecker  st,  37.6x95.  | 

Party  wall  agreement.  August  Ruff  and  Albert  Hochster  with 
Julius  B  Fox.  The  German  Savings  Bank,  N  Y,  and  Joseph  L 
Buttenwieser.  Oct  6.  Oct  30,  1906.  2:620—77  and  78.  A  $30,- 
500— $36,500.  nom 

12th  St.  Nos  640  to  C44,  s  s,  183  w  Av  C,  50x103.3,  6-sty  brk 
tenement  and  store.  Louis  Rosenberg  et  al  to  Isidore  and  Louis 
Freedman.  Morts  $68,000.  Oct  23.  Oct  26,  1906.  2:394—29 
to  31.     A  .$21,000— ■$ .  other  consid  and  lOQ 

12th  St.  No  257.  n  s,  235.7  e  4th  st,  25.1x70,  5-sty  brk  tene- 
ment. Adele  Quackenbush  et  al  to  Mary  E.  Ellen  L  and  Ann  F 
O'Donnell,  joint  tenants.  Mort  $13,500.  Oct  30.  Oct  31.  1906. 
2:61.5-91).     A  $9,00O-.$23,000.  other  consid  and  100 

13th  st,  No  235,  n  s,  430  w  7th  av,  20x81.6,  3-sty  brk  dwelling. 
Wm  F  Acton  and  ano  EXRS,  &c,  Chas  A  Acton  to  Louise  Auer- 
bach.  Nov  1,  1906.     2:618—57.     A  $S..50O— $11,000.  14.000 

13th  st,  No  (545.  n  s,  115.6  w  Av  C,  27x103.3,  5-sty  brk  tenement. 
Henry  Brandt  to  Meyer  Hurwitz  and  Henry  Schwartz.  Mort  .$23,- 
000.      Oct  30,   1906.     2:396 — 10.     A  $11,000— .$25,000. 

other  consid  and  1(X) 

16th   st,   No  536,   s  s,   170.7  w  Av  B.  24.11x103.3,   with   all  rights 
to   strip  0.1.\ —  on  east,   5-sty  brk   tenement.     Joseph   Hammer- 
smith et  al  to  Luigi  Triperi.  Antonino  Muratore  and  Pietro  Man- 
iere.      Mort    $29,000.      Oct    30..      Oct   31,    1906.      3:973—38.      A 
$7,5(X)— $16,000.  other  consid  and  100 

16th  st.  No  4(J9,  n  s.  100  w  0th  av,  25.3x92,  5-sty  brk  tenement. 
Eliza  Malone  to  Jennie  L  Amon,  of  Jersey  City,  N  J.     1-3  part. 
B  &  S  and  C  a  G.     Dec  29.  1898.     Nov  1,  1906.     3:714—29.     A 
.$9.500— $16,500.  nom 

Kith  St.  No  .530,  s  s,  245.0  w  Av  B,  25x103.3,  5-sty  brk  tenement. 
Frederick  Goerl  to  Pinkus  Burger.  Nov  1,  1906.  3:973 — 11.  A 
i(;7„ri00_$16.000.  other  consid  and  100 

17th  st,  No  433,  n  s.  444  e  1st  av.  25x92,  5-sty  brk  tenement  and 
store.     Meyer  V  Turchin  to  Mary  Schapiro.     Mort  $15,500.     Oct 

30.  Oct  31,  1906.     3:949—19.     A  $8,000— $12,500. 

other   consid   and   100 
17th  st.   No   236.   s   s,   345.0  e  Sth  av,   17.6x84,   3-sty  brk  tene- 
Ida  Altenhain   et   al   to   Charles,   Joseph   and  Hugo  Heil- 
Oet   27.      Oct   29,    190(5.      3:766—64.      A   $6,500— $8,000. 

12,000 
Nos  230  and  232,  s  s,  388  e  Sth  av,   50x84,   two  3-sty 
frame   tenements.      Cohn-Baer-Myers  &  Aronson  Co  to   Marks  L 
Frank.      Mort   $24,000.      Oct   23.      Oct  26,   1906.     3:766—61   and 
02.     A  $19.000— $32,000.  other  consid  and  100 

20th  st,  No  23,  n  s.  445  w  5th  av,  25x92,  4-sty  brk  dwelling.  The 
Flatiron  Realty  Co  to  Emanuel  S  Ullmann.     Mort  $45,000.     Oct 

31.  Nov    1.    1906.     3:822-20.      A   $45,000— $58,000. 

other  consid  and  100 

20th  st,  No  25,  n  s.  470  w  Sth  av,  25x92,  4-sty  brk  dwelling.  Mary 
M  Williams  to  Carsten  Stetfens.  Nov  1,  1906.  3:822—19.  A 
.$45  000— $55,000.  other  consid  and  100 

22d  St.  No  261,  n  s,  2(i2.6  e  Sth  av,  18.9x98.9,  vacant.  Manhat- 
tan Transit  Co  to  George  P  Macready.  of  Providence,  R  I.  Oct 
2.5.     Oct  31.  1906.     3:772—14.     A  $10..500— $10,.500.  nom 

27th  st,  No  125.  n  s,  300  w  6th  av,  25x98.9,  4-sty  brk  tenement 
and  3-sty  brk  tenement  in  rear.  Wm  S  Patten  to  Francis  E 
and  Josephine  A  Johnson,  and  Mary  R  Reed  TRUSTEES  Jo- 
seph I  West.  Mort  $25,000  Oct  31,  1900.  3:803—22.  A  $18.- 
000— .$20,000.  other  consid  and  100 

27th  St.  s  s,  500  e  7th  av,  strip,  0.4x98.9.  Harriet  A  May  to  Mary 
A  O'Neil.     All  title.     Q  C.     July  7.     Oct  26.   1906.     3:802.       nom 

29th  st,  No  118.  s  s,  2.30  w  6th  av.  20x98.9,  4-sty  brk  tenement. 
Jane  Thompson  to  William  Nelson.  May  27,  1903.  Oct  27, 
190(i.     3:804—51.     A  $14,000— $16,000.  nom 

30th  st,  Nos  342  and  344,  s  s,  279  e  9th  av,  33.x9S.9,  5-sty  brk 
tenement.     Henry   Denn   to  Joseph  L  Buttenwieser.      Mort  $45,- 

000.  Nov  1,  1906.     3:7.53-65.     A  $17,000— $47,000. 

oxch   and   100 
31st   St.  No  421.  n  s.  300  w  9th  av,  25x98.9,  5-sty  brk  tenement. 
Meta   Salberg   to   Theresa  Weil.   All   title.      Q   C.      Oct  31.      Nov 

1,  1906.     3:729—23.     A  $9,000— $23.aX>.         other  consid  and  100 
32d  st,  No  166.  s  s,  100  w  3d  av.  25x58.7  e  s  to  former  Louisa  st. 

being  s  %  of  said  st.  x25..3x.54.10  w  s,  3-sty  frame  brk  front 
tenement.  George  Durrie  EXR  Rosalie  Peyrotte  to  Alexis  Leon 
Peyrotte  or  Alexis  Leon,  Geraldine  Durrie.  Josephine  Cole  of 
Coale  and  Jeanette  Ponce  de  Leon.  Julv  26.  Oct  30,  1906. 
3:887- ,58.     A  $10,500— $11,000.  11,500 

34th  st,  No  140,  s  s,  275  s  e  7th  av,  25x98.9.  5-sty  stone  front 
tenement  and  store.  Chas  A  Puffer  to  Mary  E  Keister.  C  a  G. 
Sept    17.      Oct   29.    190(>.     3:809—67.      A   $90.000— $97,000.       nom 

35th  st,  No  455,  n  s.  628  w  9th  av.  22x98.0,  4-sty  brk  tenement. 
Thomas  Rudden  to  Bernard  Duffy  and  Margt  his  wife,  tenants 
bv  entirety.  All  liens.  Oct  26.  Oct  27,  1906.  3:733—7.  .  A 
.$8,000— $10,000.  other  consid  and  100 

36th  St.  No  147,  n  s,  ISO  e  Lexington  av,  20.\9S.9,  4-sty  stqne 
front  dwelling.  Ratification  deed.  Sallie  T  Postlethwaite  et  al 
to  Franklin  W  M  Cutcheon.  of  Oyster  Bay,  L  I.  Oct  25.  Oct 
31,   1906.     3:892-30.     A  $16,000— $27,000.  nom 

40th  st,  No  437,  n  s,  425  w  9th  av,  25x98.9.  4-sty  brk  tenement 
and  store  and  2-sty  brk  building  in  rear.  Sophia  J  wife  of  and 
John  C  Harre  to  Yetta  Bloom,  Brooklyn.  N  Y.  Mort  $4,000. 
Oct  31.     Nov  1,  190().     4:1050—14.     A  $9,000— $12,000. 

omitted 

42d  st.  No  308,  s  s,  150  w  Sth  av,  25x98.9,  5-sty  brk  tenement. 
Herbert  H  Childs  and  ano  to  Josephine  F  wife  of  Henry  B 
Brown,  Brooklyn,  y.  part.  All  title.  Mort  $30,000.  Oct  26. 
Oct  29.   190(1.     4:1032—39.     A  $20,000— $35,000.  nom 

42d  st.  No  259,  n  s,  100  e  Sth  av.  — xl00.4x25xl00.4,  4-sty  brk 
dwelling.  Lewis  A  Mitchell  to  J  Walter  Rosenberg,  of  Philadel- 
phia. Pa.  All  liens.  Oct  30.  Oct  31,  1906.  4:1014—5.  A 
$45,00O-$47,000.  nom 
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44th  St,  No  457,  n  s.  100  e  10th  av,  25x100.4,  4-sty  brk  tene- 
ment. Cohn-Baer-Myers  &  Aronson  Co  to  Marks  L  Frank. 
Mort  .$10,500.  Oct  23.  Oct  2(j,  1906.  4:1054—5.  A  $10,000 
— .$11,.''>00.  other   consid  and   100 

45th  St,  No  415,  n  s.  200  w  9th  av,  18x100.4,  4-sty  brk  tene- 
ment. Wm  Stube  et  al  EXRS,  &c,  Henry  Stube  deed  and  et  al  to 
John  McGuinness.  Oct  31,  I'JOO.  4;1055— 23'^.  A  $6,500 — 
$9,000.  other  consid  and  100 

45th  St,  No  532,  s  s,  325. G  e  l],th  av,  24.0x100.5,  5-sty  brk  tene- 
ment. Herman  Gutterman  et  al  to  Bessie  R  and  Peni  Baron.  Mt 
$20,000.    Oct  29.     Oct  30,  1900.    4:1073—51.    A  $0,500— 512.000. 

other  consid  and  100 

47th  St,  No  30,  s  s,  30O  w  5th  av,  20x100.5,  4-sty  stone  front 
dwelling.'  Marcus  C  Burton  et  al  HEIRS,  &c,  Theo  M  Burton 
to  Oscar  A  Burton,  ot  Albert  Lea,  Minn.  Q  C.  Sept  11.  Oct  31, 
1900.       5:1202 53y2.       A    $48,000— $53,000.  nom 

47th  St,  No  30,  s  s,  390  w  5th  av,  20x100.5,  4-sty  stone  trout 
dwelling.  Oscar  A  Burton  EXR  Theo  M  Burton  to  Oscar  A  Bur- 
ton of  Albert  Lea,  Minn.  Sept  11.  Oct  31,  1900.  5:1202—53%. 
A   $48,000— $53,000.  nom 

47th  St,  No  45,  n  s,  G4.5  w  5th  av,  25x100.5,  5-sty  stone  front 
dwelling.  Wm  S  Lawson  to  Sarah  R  Wells.  Mort  $45,000.  Oct 
29.     Nov  1,  1900.     5:1203—11.     A  554.000— $04,000. 

other  consid  and  100 

48th  St,  No  64,  s  s,  737.2  w  5th  av,  20.10x100.5,  4-sty  stone  front 
dwelling.  Arthur  D  Weekes,  Jr.  et  al  to  Edith  B  Weekes.  B  & 
S.     Mar  20.     Nov  1.  1906.     5:1203—07.     A  .$42,000— $46,000.  nom 

4.Sth  St,  Nos  257  and  259|     n   w  cor  2d  av,  40x70.5,   6-sty  brk   ten- 

2d  av,  Nos  907  and  909     |     ement  and  store.   Harris  Cohen   to  David 
A  Cohen.     All  title.     Mort  $03,250.     Oct  31.     Nov  1,  1903.     5:- 
1322—23    and    24.      A    $20,.500— .$ .  other   consid    and    100 

48th  St,  No  310,  s  s,  133.4  w  8th  av.  Hi. 8x100.5,  3-sty  stone  front 
tenement.  Lavinia  A  Norcross  to  C  Blake  Orcutt.  Mort  $10,000. 
Nov  1,  1900.     4:10;SS— 38.     A  $9,000- $10,500.  100 

48th  St,  No  313,  n  s,  175  e  2d  av,  25x100.5,  5-sty  brk  tenement. 
Rosa  Marino  and  ano  to  Paola  Locurto.  2-3  part,  right,  title 
and  interest.  Mort  on  whole  $22,050.  Oct  30,  1900.  5:1341—7. 
A  $9,000— $15,500.  other  consid  and  1(X) 

50th  St,  No  130,  s  s,  450  w  6th  av,  25x100.4,  3-sty  brk  stable. 
E  Matilda  Ziegler  et  al  EXRS.  &c,  Wm  Ziegler  to  Wm  B  Dins- 
more,   of   Tuxedo,   N   Y.     Oct   31,   1900.     4:1002 51.     A  $22,- 

000— $20,000.  40,000 

52d  St.  No  00,  s  s,  140  e  6th  av,  20x100.5,  4-sty  stone  front  dwell- 
ing. Gustavus  L  Lawrence  to  Francis  J  Quinlan.  Mort  $47,- 
500.     Oct  24.     Oct  31,   1900.     5:1207—08.     A  $41,000— $40,000. 

other  consid  and   100 

52d  st.  No  8,  s  s,  158  e  5th  av,  22x100.5,  5-sty  stone  front  dwell- 
ing. Edw  D  Adams  to  Frederick  Roosevelt,  of  Skaneateles,  N  Y. 
Sept  28.     Nov  1,   1000.     5:1287—04.     A  .$85,000— $145,000.       nom 

52d  St,  No  317,  n  s,  224.0  e  2d  av,  .20x100.5,  , 4-sty  stone  front 
tenement.  Benjamin  Rosensteil  to  Patrick  Gavin.  Oct  31.  Nov 
1,   1900.     5:1345—10.     A  $7,000— $10,000.       other  consid  and  100 

53d  St,  No  20,  s  s,  28  w  Madison  av,  runs  s  100  x  w  17  x  s  0.5  x 
w  22.0  x  n  100.5  to  st,  x  e  39.0  to  beginning,  5-sty  brk  dwelling. 
J  Henry  Dick  to  Julia  T  wife  of  and  J  Henry  Dick,  Brooklyn.  B 
&  S.  All  liens.  July  1,  1904.  Nov  1,  lltOO.  5:1288—57.  A 
$138,000— $240,000.  gift 

54th  st.  No  231,  n  s,  350  e  8th  av,  25x100.5,  3-sty  brk  building 
and  store.  Kips  Bay  Realty  Co  to  Mary  Harp  of  Denver.  Colo. 
Mort  $50,000.     Oct  20,   1900.     4:1026—15.     A  $30,0UO— $34,000. 

100 

54th  st.  No  407,  n  s,  125  w  9th  av,  25x100.5,  4-sty  brk  tenement. 
S  Tabcr  Bayles  to  Peter  Hauck.  Mort  $10,000.  Oct  25.  Oct 
20,   1900.     4:1004—27.     A  $8,5(X)— $11,000.  100 

50th  st.  No  43,  n  s,  abt  270  e  0th  av,  — x — .  5-sty  brk  dwelling, 
valued  at  $162,500;  mort  $.81,649.70.  Certificate  as  to  payment 
ot  transfer  tax.  Wm  C  Wilson  deputy  comptroller  of  State 
N  Y  in  matter  estate  of  Chas  S  Guthrie  dec'd.  Oct  25.  Oct  27, 
IfKIO.      5:1272—12.     A   $60,(XI0— $130,000.  • • 

57th  st.  No  223,  n  s,  290  e  3d  av,  20xl(X).5,  4-sty  stone  front 
dwelling.  Fanny  Altschul  to  Mary  I  Fitzpatrick.  Mort  $11,000. 
Oct  25.     Oct  20,   1900.     5:1.331—12.     A  $10,000— $14,000. 

other   consid   and   100 

G2d  st.  No  165,  n  s,  156.6  w  3d  av,  16x98  10x16x99.7,  3-sty  stone 
front  dwelling.  Susan  A  Dennison  to  Milton  Goldsmith.  Mort 
$12,000.      Nov   1,   1906.      5:1397—30.      A   $12,000— $15,000. 

other  consid  and  100 

63d  st,  s  s,  175  w  Amsterdam  av,  137.6x100.5,  vacant.  Moss  Real- 
ty Co  to  City  and  Suburban  Homes  Co.  Mort  .$30,000.  Oct  15. 
Oct  30,  1906.     4:1154—40  to  45.     A  $24,500— $24,500. 

other  consid  and  100 

64th  st,  No  1.54,  s  s,  20O  e  Amsterdam  av,  20x100.5,  5-sty  stone 
front  tenement.  Joseph  L  Buttenwieser  to  Henry  Denn.  Mort 
$18,000.     Nov  1,  1900.     4:1135-56.     A  $10,000— $21,000. 

other  consid  and  100 

66th  st.  No  213,  n  s,  550  e  West  End  av,  25x100.5,  5-sty  brk  ten- 
ement. Christopher  D  Wyatt  to  Hyman  Greenstone.  Mort  $16,- 
400.     Nov  1,  1900.     4:1158—23.     A  $5,000— $13,000. 

other  consid  and  100 

08th  st,  Nos  4.33  and  435,  on  map  Nos  431  and  433,  n  s,  1.50  w  Av 
A,  50x100.5,  0-sty  brk  tenement.  George  Aronsou  et  al  to  Rich- 
ard Cross.  Mort  $49,000.  Oct  25.  Oct  26.  1906.  5:1403—17. 
A  $17,000— P  $30,000.  nom 

70th  st.  No  422,  s  s,  237  w  Av  A,  38x100.5,  6-sty  brk  tenement 
and  store.  Simon  Lefkowitz  to  Joseph  Schonhaut.  Mort  $40,- 
500.  Oct  25.  Oct  29,  1906.  5:1404—35.  A  $12,500— P  $35,- 
000.  other  consid  and  100 

71st  st.  No  105,  n  s,  40  e  Park  av,  20x102.2,  4-sty  stone  front 
dwelling.  City  Real  Estate  Co  to  Wesley  Thorn,  ot  Plainfleld, 
N  J.  B  &  S.  Mort  $35,000.  Nov  1.  1906.  5:1406—3.  A  $31,000 
—$36,000.  nom 

71st  st.  No  103  (403),  n  s,  20  w  Columbus  av,  16x74,  4-sty  stone 
front  dwelling.      Joseph  H  McKane   lo  N   A   Cushraan  Co.      Morts 

$ .     Dec  29,  1905.     Oct  27,   lOOlJ.     4:1143— 30')4.     A  $13,000 

—$14,000.  100 

72d  st.  No  214,  s  s,  181.5  e  3d  av,  17.10x102.2,  3-sty  stone  front 
dwelling.  The  Industrial  Realty  Co  to  Marie  Vitous.  Mort 
$11,000.     Oct  26,  1900.     5:1420—41.     A  .$9,000— $12,000. 

other  consid   and   100 

73d  st.  No  320,  s  s,  325  w  1st  av,  2.5x102.2,  5-sty  brk  tenement. 
Henry  Schultz  to  Bertha  Jacobs.  %  part.  All  title.  Mort  $11.- 
000.     Oct  1.     Oct  26,  1900.     5:1447-^0.     A  $9,000— $19,000.  nom 

74th  st.  No  207,  n  s,  110  e  3d  av,  25x102.2,  4-sty  brk  tenement. 
Samuel  Holober  to  F  August  Schroeder.  Mort  $11,000.  Nov  1, 
1906.     5:1429—5.     A  $ll,00a-$14,000.  other  consid  and  100 

74th  St.  No  220,  s  s,  235  e  3d  av,  25x102.2.  4-sty  brk  tenement  and 
store  and  3-stv  brk  tenement  in  rear.  Samuel  Graff  to  Dora 
Graff,  y,  part.  All  liens.  Oct  24.  Oct  30,  1906.  5:1428—39. 
A  $11.000— $16,000.  omitted 


75th  St.  Nos  157  and  159,  n  s.  287.6  w  3d  av.  ruhs  n  102.2  x  w 
37.6  X  s  32.2  x  w  0.2%  x  s  70  to  st,  x  e  37.8  to  beginning,  two 
4-sty  stone  front  tenements.  Waclark  Realty  Co  to  Cleora  E 
Swift.  B  &  S.  Oct  30.  Oct  31,  1906.  5:1410-24  and  24y2.  A 
$22,OOO-$34,000.  nom 

75th  st.  No  103,  n  s.  250  w  3d  av,  18.9x102.2,  4-sty  stone  front 
tenement.  Joseph  Gitsky  to  Clara  Thorman.  Mort  $10,000.  Oct 
31,   19<Xi.     5:1410-20.     A  $11,000— $17,000.  100 

70th' st.  No  105,  n  s,  43  w  Columbus  av,  20x102.2,  4-sty  and 
basement  stone  front  dwelling.  Sinclair  K  Royle  to  Wm  R  Wil- 
der, of  Stratford,  Conn.  B  &  S.  Mort  $22,500.  Oct  27.  Oct 
29,   1900.     4:114,8—30.-     A   $14,000— $24,000.  nom 

Same  property.  Wm  R  Wilder  to  Sinclair  K  Royle  and  Mary  E 
his   wife,   joint   tenants.      B  &  S.      Mort  $22,500.      Oct  27.     Oct 

29.  1900.     4:1148.  nom 
76th   st.   No  340,   s  s,  300  e  2d  av.  25x102.2,  6-sty  brk  tenement 

and    store.      Louis    Yudkoff   to   Rosie   Goodstein.     Mort   $25,000. 
Oct  29.     Nov  1.   1900.     5:1450—40.     A  $9,0OO-$ ..  nom 

70th  st.  No  516,  s  s,  273  e  Av  A.  25x104.5x25.4x96.3,  5-sty  brk 
tenement.  Frank  Lier  to  Frank  Bazata.  Mort  $17,500.  Nov  1. 
liMJO.     5:1487-41.     A  $5,000— $18,500.  other  consid  and  100 

77th  st.  No  233,  n  s,  305  e  3d  av,  25x102.2,  6-sty  brk  tenement 
and  store.  Eszty  Neumann  to  Louis  Newman.  Mort  $37,,500. 
Nov  1,  1906.     5:1432—13.     A  $11.000— $34,000. 

other  consid   and   100 

7.Sth  st.  No  51,  n  s,  212.6  w  Park  av,  37.6x102.2,  5-sty  brk  tene- 
ment. Henry  Seelig  to  Cecelia  Fitzgerald.  Mort  .$69,000.  Oct 
2(j.      Oct   29,    1906.      5:1393—27.      A.     $62,000— $80,000. 

other   consid   and   100 

Same  property.  Cecelia  Fitzgerald  to  Henry  Seelig.  Mort  $69,- 
000.     Oct  24.     Oct  29,  1900.     5:1393.  other  consid  and  100 

79th  st.  No  .323,  n  s,  316.10  w  1st  av,  27.1x102.2,  4-sty  stone 
front  tenement.  Meyer  Levy  to  Leon  J  Neumann.  Mort  $15,000. 
Oct  31.     Nov  1,  1900.     5:1542—13.     A  $9,500— $20,500. 

other  consid  and  100 

80th  st.  No  no.  s  s.  230.2  w  Lexington  av.  18,4x102.2.  3-sty  stone 
front  dwelling.  David  Kisch  to  Helene  wife  of  David  Kisch.  B 
&  S  and  C  a  G.  All  liens.  Oct  25.  Oct  30.  1906.  5:1508—06. 
A  $10.<:kX)— $l(i,.500.  other  consid  and  100 

82d  St.  No  4,  s  s,  125  e  5th  av.  22x102.2.  4-sty  brk  dwelling.  Har- 
riet  L   Heimerdinger  to   Blanche  Heller.     B  &  S.     Oct  29.     Oct 

30.  1901  >.     5:1493—07.     A  ,$44,000-$60.000.     other  consid  and  100 
82d  st.  No  147,  n  s,  27.9  e  Lexington  av.  30x102.2.  5-sty  brk  ten- 
ement.     Mary    Szilagyi    to    Moritz    Mayer.      Mort    $35,000.      Oct 

31.  1900.     5:1511—21.     A  $15.500— .$35,000. 

other  consid  and  100 

83d  st.  No  327,  n  s.  225  w  1st  av.  25x102.2,  5-sty  stone  front 
tenement.  Joseph  Levis  to  John  Hohloch.  Mort  $20,000.  Oct 
31,  1900.     5:1.546-17.     A  $8,500— $22,000.      other  consid  and  100 

83d  st.  No  .325,  n  s,  .300  w  West  End  av,  41x102,  6-sty  brk  tene- 
ment. Herman  C  Fisher  to  Helen  J  Cromwell.  Mort  $65,000.  Oct 
25.     Nov  1,  1900.     4:1245—58.     A  $30.000— $80,000. 

other  consid  and  100 

88th  st.  No  331,  n  s,  200  w  1st  av.  25x100.8,  5-sty  brk  tenement. 
Adele  K  Herold  to  Charles  Berlin  and  Abraham  Cohn.  Mort 
$12.0(X).      Oct    29.    I'MU.      5:1551—18.      A   $7,500^$10.000. 

other  consid  and  100 

88th  St.  No  319,  n  s,  275  e  2d  av,  25x100.8,  5-sty  brk  tenement. 
Prances  V  Hauck  to  Henry  A  Zang.  Mort  $10,000.  Oct  31, 
nm;.     5:1.551—12.     a  .$7,500-$20,000.  other  consid  and  100 

88th  st,  No  01.  n  s,  105  e  Columbus  av,  20x100.8,  4-sty  and  base- 
ment stone  front  dwelling.  Jennie  B  Gasper  ti,  Louis  Steckler 
and  Hortense  his  wife,  tenants  by  entirety.  Nov  1,  1906.  4:1202 
—8.     A  $13,500— $27,000.  100 

88th  st.  No  55,  n  s,  225  e  Columbus  av,  20x100.8,  4-sty  and  base- 
ment brk  dwelling.  Bertha  wife  of  and  Joseph  Heidelberger  to 
Max  D  Steuer.  Mort  $20,000.  Oct  26.  1900.  4:1202—10.  A 
$13,.500— $27,000.  other  consid  and  100 

89th  St.  No  2.'!0,  s  s,  250  w  2d  av,  25x100.8.  5-sty  brk  tenement. 
Abraham  Jacobs  et  al  to  Wilhelmlna  Loster.  Mort  $19,000.  Oct 
29.     Oct  .30.  1900.     5:1534—36.     A  $9.000— $19,000. 

other  consid  and  100 

.89th  st.  No  318,  s  s,  241  w  West  End  av,  20x100.8,  3  and  4-sty 
and  basement  stone  front  dwelling.  Annie  Davis  to  Bernard 
Traubner.  Mort  $17,000.  Oct  30.  Oct  31.  1906.  4:1250—48. 
A  $13.000— $25,00t».     -  other  consid  and  100 

00th  st.  No  314,  s  s,  199.6  w  West  End  av,  17x100.8,  3  and  4-sty 
and  basement  stone  front  dwelling.  Anna  M  Cone  to  Chaa 
Gueden.      Oct   31,    1906.      4:1250—107.      A   $10.500— $21,000. 

other   consid  and   100 

90th  st.  No  78,  s  s.  99.4  w  Park  av,  17x100.8.  3-sty  brk  dwelling. 
Adolph  B  Rosenfleld  to  Eugenie  M  Gideon.  B  &  S.  Oct  25. 
Oct  20.  1906.     5:1.501—411/2.     A  $12,500— $17,000.  nom 

01st  St.  No  l(i7.  n  s.  1.50  w  3d  av.  20x100.8.  4-sty  stone  front  ten- 
ement. John  M  Buckley  et  al  to  Bernard  Carlin.  Oct  30.  Oct 
31,   1900.     5:1.520—30.     A  $8,50O-$14.5O0.      other  consid  and  100 

92d  st,  Nos  103  and  105,  n  s.  88.6  e  Park  av.  38x100.8,  two  5-sty 
stone  front  tenements.  Wm  Wiese  to  Max  F  Abbe.  Mort  $32,000. 
Nov  1,  190(5.     5:1,521—5  and  6.     A  $17,000— $40,000. 

other  consid  and  100 

92d  st.  No  308,  s  s,  195  w  West  End  av,  20x112.3x20x113.4,  with 
all  title  in  old  lane,  5-sty  brk  dwelling.  John  H  Iselin  to  Jen- 
nie S  Kuhn.  Mort  .$.32,000.  Oct  30.  Nov  1,  1900.  4:1251— 
66%.     A  $12,00O-.$4O,00O.  other  consid  and  100 

92d  st.  No  321,  n  s,  300  e  2d  av,  25x100.8.  5-sty  brk  tenement. 
John  H  Bensen  to  George  Sauer.  Mort  $18,CKX).  Oct  27.  Oct 
29,   loot;.     5:1555—13.     A  $7.000— $18,000. 

other  consid  and  1(X) 

94th  St.  No  328.  s  s.  400  e  2d  av.  25x100.8.  5-sty  brk  tenement. 
Franz  Foerster  to  William  Faas.  Mort  $21,000.  Ovt  30.  Oct 
31.  1900.     5:155(j— .30.     A  $6,.50O— $16,500.     other  consid  and  100 

94th  st.  No  160,  s  s,  615  w  Columbus  av,  17x94.6  to  c  1  Apthorps 
lane,  xl7.2x95,3,  3-sty  and  basement  stone  front  dwelling.  De- 
lia L  Martin  to  Alfred  W  Maynard.  Nov  1,  1906.  4:1224 
—571/2.     A  $8,500— $10,000.  21,500 

94th  st.  No  39,  n  s,  337.9  w  Central  Park  West.  17.9x100.8.  3-sty 
and    basement    brk    dwelling.    Eugene    Vallens    to    Isabelle    Has-    ■ 
brouck.     Oct  26,   1900.     4:1208—18.     A  $9.500— $10,000. 

other  consid  and  100 

94th  st.  No  310  West.  Declaration  as  to  error  in  deed  dated  Feb, 
28.  1902.  Henry  J  Braker  to  whom  it  may  concern.  July  12. 
Oct  26.  190<>.     4:1252—05.     A  $35.000— $115,000.  nom 

94th  St.  No  310  West.  Declaration  by  Rachel  Axelrod  that  words 
as  TRUSTEE  after  grantees  name  in  deed  recorded  Mar  1. 
19(12,  to  Henry  J  Braker  as  TRUSTEE  were  inserted  by 
error.  June  14,  1906.  Oct  26,  1906.  4:1252—65.  A  $35,000 
—$115,000.  nom 

96th  st,  Nos  72  and  74,  s  s,  100  w  Park  av,  50x100.8,  6-sty  brk 
tenement.  Release  mort.  Harris  Mandelbaum  and  ano  to  Saul 
Wallenstein.  Oct  30.  Nov  1.  1906.  5:1507—41.  A  $40,000 
-$60,000.  12,500 
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9Gth  St,  Nos  72  and  74,  s  s,  100  w  Park  av,  50x100.8,  6-sty  brk 
tenement  and  store.  Saul  Wallensteln  to  Michael  Noulett.  Mort 
$00,000.    Oct  31.    Nov  1,1906.    5:1507-41.    A  $4O,O00-$00.UOO 

other  consid  and  100 
97th  St,  No  175,  n  s.  137  e  Amsterdam  av,   17x100.11,  3-sty  and 
basement  brk  dwelling.  Jas  D  Buchanan  to  James  Buchanan.     C 
a  G.     April  30,   19U3.     Nov  1,   1900.     7:1852—0%.     A  ?U,SOO — 
,$1"'  000.  nom 

ofth'st,  No  175,  n  s.  137  e  Amsterdam  av,  17x100.11.  3-sty  and 
basement  brk  dwelling.  James  Buchaiian  to  Winfield  Storms. 
Oct   20.     Nov   1,   1900.      7:1852-6%.      A  $G  SO0-$12,00O. 

other  consid  and  100 
Amsterdam  av,   17x100.11,  3-sty  and 
Winfleld     Storms     to     Tri-Centennial 
Oct  27.     Nov  1,  1900.     7:1852-0%. 

nom 
s,  SO  w  1st  av.  59.9x100.11,  two  5-sty 


97th  St,  No  175,  n  s,  137  e 
basement    brk    dwelling. 
Realty  Co.     Mort  $13,100. 
A  !i;6,80O-$12,OO0. 

97th  st,  Nos  335  and  337,  n 


Jonas  Woil  et  al  to  Hyman  Fechter.     Mort  $40,- 


Oct  31,   1906.     6:1009- 


and  22.     A  $12,000— 

other  consid  and  100 
10x100.11,   4-sty   and 
Bachman  to  Daniel   B 
:1S.52— 23.      A  $0,- 
other  consid  and  100 


000. 
99th  St,   Nos  109  and   171,   n 

two   5-sty   brk    tenements. 

Wittenberg.     Mort  $40,000. 

$18,000— $50,000. 
100th  St,  Nos  111  and  113,  n 

two    5-sty    brk    tenements. 

Levy  &  Starr.     Morts  $01,585.     Oct  19. 
-   and  0.     A  $10,000— $40,000. 


brk  tenements. 
350.     Oct  30. 
140,000. 
97th   st.   No   125,   n  s.   228  w  Columbus  av, 
basement  stone  front  dwelling.     Alfred  C 
Freedman.      Mort  $10,000.     Oct  30,   1906. 
400— $14,000. 
97th  st.  No  125,  n  s.  228  w  Columbus  av.  10x100.11,  4-sty  and  base- 
ment   stone    front    dwelling.      Daniel    B    Freedman    to    Alfred    C 
Bachman.     Mort  $10,000.     Oct  30,  190G.     7:1852-23.     A  $0,400 

«;;^4  (XJO.  other  consid  and  100 

98th  St.  No  40,  s  s,  4.50  w  Central  Park  West,  25x100.11,  vacant. 
Morris  Mendel  to  Julius  B  Ikelheimer.  %  part.  Mort  %  of 
S11930.     Oct  12.     Oct  29.   1906.     7:1833—51.     A  $9,00O-$0,- 

nom 
s,   100  e   Amsterdam   av,  50x100.11. 
Sophie    Bishop    to   Henry   and   Anna 
Nov  1,  1906.     7:1854—5  and  6.     A 

other  consid  and  100 
s,  227.6  w  Lexington  av,  51x100.11, 
Mendel  W  Greenberg  to  Shapiro, 
Oct  27.  1901).  6:1628 
other  consid  and  100 
102d  st  No  124,  s  s,  75  w  Lexington  av,  25x100.11,  5-sty  brk  ten- 
ement. Moses  Ochs  to  Moses  I  Falk.  Mort  $22,000.  Oct  29. 
Nov  1,  190G.     6:1629—00.     A  $6,500-$10,000. 

other  consid  and  100 
102d   St.   No  GO,   s   s,   151   w   Park  av,   30x100.11,  5-sty  brk  tene- 
ment. Harris   Kaplan  to  Banet  Steinberg.     %   part.     Mort  .$2i,- 
000.     Sept  22.     Oct  29,  1906.     0:1007—44.     A  $10,.500— $28,000. 

nom 
102d   st.   No  09,   n   s.   125  w  Manhattan   av.   25x100.11.   5-sty  Jbrk 
tenement.  Wm  Niederreuther  to  Emanuel  E  Fox.     Mort  $19,500. 
Oct  29.  1900.     7:1838—9.     A  $10,000— $21,000. 

other  consid  and  100 
103d  st.  No  231,  n  s,  212.6  w  2d  av,  37.6x100.11.  6-sty  brk  tene- 
ment  and   store.     Barbara  Tischler  to  Joseph  Fuchs.     All   title. 
Q  C.     Aug  IG.     Oct  31.  1906.     G:1653— 15..     A  $11.000— P  $1G,- 
QQO  other   consid   and   100 

104th  st.  No  69,  n  s,  133.8  e  Columbus  av,  27x100.11.  5-sty  brk 
tenement.  Jessie  M  Proctor  to  Seligman  Baum.  Mort  $35,500. 
Oct  30.     Oct  31,  1900.     7:1840-7.     A  $11.000-$31,000. 

other  consid  and  100 
108th  st,   Nos  215  to  221,  n   s,  185  e  3d  av,   lOOxlOO.ll,   four  4- 
sty  stone  front  tenements  and  stores  in   Nos   215  and  219.    Re- 
lease mort.     John  Wynne  to  Oscar  Oestreicher.     Oct  31.     Nov  1, 
1906.      G:lfi.5.S-S   to    11.     A   .$28,000— .$52,000.  5,000 

lOOth  St.  Nos  .59  and  01.  n  s.  100  e  Madison  av,  38.9x100.11,  also 
strip  adj  on  east,  0.10x100.11x0.11x100.11.  G-sty  brk  tenement 
and  store.  CONTRACT.  Naftali  Tolchinsky  with  Falk  Valk  and 
Samuel  Eisner.  Mort  $58,000.  Oct  3.  Nov  1,  1906.  6:101.5— 
24.     A  $14,00O-$35.000.  0G,500 

110th  St.  Nos  05  to  09,  n  s,  1G3.4  w  Park  av,  50x100.11,  6-sty  brk 
tenement  and  store.  Morris  Felenstein  to  Annie  wife  of  Morris 
Felenstein.  Mort  $08,850.  Nov  1,  1906.  6:1616—28.  A  $21,- 
000— $70  000.  other  consid  and  100 

110th  st.  No  05  to  69,  n  s,  163.4  w  Park  av,  50x100.11,  G-sty  brk 
tenement  and  store.  Annie  Felenstein  to  Morris  Felenstein. 
Mort  .$08,100.     Oct  31.     Nov  1,  1906.     6:1016-28.     A  $21,000— 

other  consid  and  100 
n  s,  135  e  3d  av,  100x100.11.  four  4-sty 
Alonzo  Kimball   to   Isaac  Meyer.      Mort 


.$70,000. 
110th  St.  Nos  209  to  215, 
stone   front  tenements. 


$52,000. 
$58,000. 


Oct  22.     Nov  1,  190G.     6:1060- 


-6  to  9.     A  $28,000— 
other  consid  and  100 

110th  s't,  Nos  .305  and  307,  n  s.  100  e  2d  av,  50x100.11.  two  0-sty 
brk  tenements  and  stores.  Paola  Locurto  to  Rosa  Marino  and 
Filomena  Mastrangelo.  1-3  right,  title  and  interest.  Mort  $42,- 
000.     Oct  30,  1900.    0:1682—5  and  6.    A  $12,000— $40,000. 

other  consid  and  100 

Ulth  St.  No  .307.  n  s,  1.5S.4  w  Sth  av.  33.4x100.11,  5-sty  brk  ten- 
ement. Frederick  Levy  to  Miriam  G  Hirsch.  Mort  $37, .500. 
Oct  30.  I'.IOG.     7:1846—39.     A  $15,000— $38,000.  nom 

113th  st,  Nos  70  and  72.  s  s,  ISO  w  Park  av,  50x100.11.  two  5-sty 
brk  tenements.  Amelia  Rubinsky  to  Chas  M  Levy.  Mort  $42.- 
7.50.  Oct  18.  Oct  26.  1906.  6:1618-^5  and  46.  A  $18,000- 
$38,000.  other  consid  and   lOQ 

114th  st.  No  44.  s  s,  431.8  e  Lenox  av,  18.4x100.11,  3-sty  and 
basement  brk  dwelling.  Florence  Freiberger  to  Max  Zatulove. 
Mort  $14,000.  Oct  27.  Oct  29,  1906.  6:1597—54.  A  $7,500 
—$10,000.  100 

114th  St.  No  8.  s  s.  92.4  w  5th  av.  27..5xl00.11x27.0xl00.11,  5-sty 
brk  tenement.  Jacob  Stone  to  Abraham  Stone.  %  part.  All 
title.  Mort  $25,000.  Oct  31,  1900.  6:1597—40.  A  $12,500— 
.$28,000.  other  consid  and  100 

114th  st.  No  .50.  s  s,  378.6  e  Lenox  av,  17.8x100.11,  3-sty  and 
basement  stone  front  dwelling.  Louis  Wolf  to  Bernard  Turkel. 
Mort  $10,000.  Oct  15.  Oct  20,  1906.  0:1597-56.  A  $7,000 
— $10  .5(K)  other   consid   and   100 

lloth  st,  Nos  270  and  278,  s  s,  100  e  8th  av,  50x100.11.  two  4-sty 
and  basement  stone  front  tenements.  Alex  H  Pincus  to  Bessie 
Auerbach.  Mort  $40  873.  Oct  30.  Nov  1,  1906.  7:1830 — .59 
and  00.     A  $20.000— $38,000.  other  consid  and  100 

116th  st.  No  205,  n  s,  85  e  3d  av.  runs  n  100  x  e  15  x  n  0  10  x  e 
15  X  s  100.10  to  St.  X  w  30  to  beginning,  5-sty  brk  tenement. 
Joseph  Liebling  to  Jacob  Aaron.  Mort  $24,000.  Oct  31.  Nov 
1    1906.     6:1006—4.     A  $10.000— $27,000.         other  consid  and  100 

117th  St.  No  ISO.  s  s,  125  w  3d  av.  25x100.11.  5-sty  brk  tenement. 
Sigmund  J  Gottesman  to  Joseph  Gottesman.  %  part.  All  title. 
Mort  $17,000.  Oct  25.  Oct  29,  190G.  6:1644—42.  A  $8  000 
—$18  (X)0.  other   consid   and    100 

119th  St.  No  513,  n  s,  223  e  Pleasant  av.  20x100.10.  4-sty  stone 
front  tenement.  Morris  Mendel  to  Emil  Loewenthal.  Mort  $7,- 
000.     Oct  29,   1900.     6:1810—10.     A  $3,500— $0,500. 

other    consid    and    100 


119th  st.  No  519,  n  s,  283  e  Pleasant  av,  20x100.10,  4-sty  stone 
front  tenement.  Herbert  Realty  Co  to  Julius  B  Ikelheimer  and 
Morris  Mendel.  Mort  $7,000.  Sept  24.  Oct  29,  1906.  6:1816 
—12.     A  $3,.500— $9,000.  other  consid  and  100 

121st  st.  No  108.  s  s,  137  w  Lenox  av.  21x100.11,  3-sty  and  base- 
ment stone  front  dwelling.  Lazar  Jacobsohn  and  ano  to  David 
Harris.  Mort  $18,000.  Oct  31,  190G.  7:1905— ;39.  A  $10,000 
—$21,000.  other  consid  and  100 

121st  st.  No  340,  s  s,  190  w  1st  av,  .30x100.11,  4-sty  brk  tene- 
ment. Theo  J  Ludwig  to  Anna'L  Gunst.  Mort  $10,500.  Oct 
25.     Oct  26,  1908.     6:1797—36.     A  $7,500— $16,000. 

other  consid  and  lOQ 
121st   St.   No  345,   n  s,   130  w   1st   av.   25x100.11,   5-sty  brk  tene- 
ment  and  store.      Fanny  Goldstein  to  Sigmund  Gottesman.      Mort 
$21,(_I00.      Oct   29.      Oct  30,   1906.     0:1798—20.      A  $6,00O-$19.- 
•500.  other  consid  and  100 

]22d  st  Is  s,   100  e  Amsterdam  av,  runs  s  90.10  x  e   100 

Morningside  av  WI  x  n  90.2  to  s  s  Morningside  av  West  x  w  along 
said  av  and  122d  st  lOII.I  to  beginning,  vacant.  Simon  Wein- 
stein  to  Lewis  and  Enaanuel  M  Krulewitch.  Mort  $46,000.  Sept 
IS.     Oct  27,   190G.     7:1903—56  to  59.     A  $44,000— $44,000. 

other  consid  and  100 
123d  st,  Nos  151  and  153,  n  s,  125  e  7th  av.  ,50x100.11,  6-sty  brk 
tenement      Jacob   Hirsch   et   al   to   Samuel   Williams   and  Samuel 
Grodginsky.     All  title.     Q  C.     All  liens.     Oct  29,   1906.     7:1908 
—7.     A  $24.000— P  $.50,aiO.  nom 

123d  st.  No  425.  n  s,  274.0  e  1st  av,  10.8x100.11,  3-sty  stone  front 
dwelling.  Middletown  Realty  Co  to  Annie  Friedman.  %  part. 
Mort  $5,000.  Oct  27.  Oct  29,  1906.  0:1811-12.  A  $3,300— 
.$5  500.  other  consid  and  100 

Same   property.    Harry   Platoff   to    same.      %    part.      Mort   $5,000. 

Oct  2G.     Oct  29,  1006.     6:1811.  other  consid  and  100 

123d  St.  Nos  354  to  364,  s  s,  82.2  w  1st  av,  runs  s  80  x  e  2.2  x  s 
14.10  X  w  93  X  n  100.11  to  st  x  e  92.10  to  beginning,  two  6-sty 
bik  tenements  and  stores.  Louis  Lampert  et  al  to  Chas  E  Mur- 
tha  Jr.  All  liens.  Oct  26,  1906.  6:1799—34  and  36.  A  .$11,- 
OliO— P   $24  000.  other   consid   and   100 

125th  St.  No  3.''>  West.  Agreement  guarantying  payment  of  $2,- 
500  on  account.  CONTRACT.  &c.  Robt  M  Fulton  as  atty  for 
Wra^  J  Kelly  with  Adolf  H  Landeker.  Aug  10.  Nov  1,  1906. 
6:1723.  nom 

126th  st.  No  .320,  s  s,  325  e  2d  av,  25x99.11,  5-sty  brk  tenement. 
Abraham  A  Levin  to  Wolf  Levin.  Mort  $16,000.  Mar  0.  Oct 
2(;,  1906.  6:1802-39.  A  $5,000— $14,000.  other  consid  and  100 
127th  st,  Nos  31  and  33.  n  s,  335  e  5th  av,  50.x90.11,  G-sty  brk 
tenement.  Daled  Realty  and  Construction  Co  to  Josephine 
Guild.  Mort  $56,500.  Oct  29,  1906.  6:1752—14.  A  $22,000— 
$75,0(K).  other   consid   and    100 

12,Sth  St.  No  214.  s  s,  191.8  w  7th  av,  16.8x90.11,  3-sty  and  base- 
ment stone  front  dwelling.  Amelia  wife  of  Augustus  C  Rogers  to 
Geo  S  Mittendorf.  Mort  .$10,000.  Nov  1,  1906.  7:1933^11%. 
A  $6,600— $10..500.  12,250 

129th  st,  Nos  31  and  33,  n  s,  441.8  e  Lenox  av,  41.4x99.11.  6-sty 
brk  tenement.  Release  mort.  Harris  Mandelbaum  and  ano  to 
Jacob  Weinstein  and  Max  Lurie.  Oct  19.  Oct  29,  1906.  6:1727 
—20.      A   $17,0<Xt— P  $35,000.  other  consid  and  100 

132d  st.  No  145,  n  s,  293.9  e  7th  av,  18.9x99.11,  3-sty  stone  front 
dwelling.  Ida  K  Bronner  to  Julius  Levy  and  Isidore  Silver- 
man. Mort  $10,500.  Oct  24.  Oct  29,  1906.  7:1917—14.  A 
$7.500— $12  000.  other  consid  and  100 

133d  St.  No  12,  s  s,  185  w  5th  av,  25x99.11,  5-sty  brk  tenement.. 
Jennie  Goldstein  to  Bernhard  Mainzer.  Mort  $19,250.  Oct  30. 
Oct  31.   liXIO.     6:1730 — 14.     A  $8,000— $21,000.  nom 

133d  st,  No  216.  s  s,  346  w  7th  av.  27x99.11,  5-sty  brk  tene- 
ment. Sally  Klein  et  al  to  Allen  D  M  Defandorf.  Mort  $26,- 
0(X).      Oct   31.    1906.      7:1938—18.      A   $10,800- $25,000.  100 

131th  st,  Nos  25  and  27,  n  s,  231,3  w  5th  av,  35.8x99.11.  two 
3-sty  stone  front  dwellings.  Louis  Levin  to  Herman  Siegel. 
1/2  part.  All  title.  Mort  %  of  $16,000.  Oct  19.  Oct  26,  I'.KW. 
6:1732—27  and  28.  A  $11.200— $15,200  other  consid  and  100 
134th  st.  No  2.32.  s  s,  375  e  Sth  av,  23x99.11,  5-sty  brk  tenement. 
Margaret  Schellhammer  and  ano  to  Jacob  Obergefell.  Mort 
.$20  2.- 0.  Oct  25.  Oct  26,  1906.  7:1939 — 49.  A  $10,000— 
$22,000.  other  consid  and  100 

13(:th  st.  No  215.  n  s,  202  w  7th  av,  17x99.11,  3-sty  stone  front 
dwelling.  Albert  S  Waitzfelder  to  Charles  Schneider.  Mort  $10,- 
OilO.     Oct  29.     Oct  30,  1906.     7:1942—23.     A  $6.800— $12,000. 

other  consid  and  100 
139th  st.  No  203,  n  s.  99.1  w  7th  av,  19.2x99.11,  4-sty  brk  dwell- 
ing.    Rose  Stiffsonn  to  Annie  Levy.     Oct  30.     Oct  31,  1906.     7:- 
202.5—27.      A   $6.000— $11,500.  nom 

1.39th  St.  s  s,  1.50  w  Amsterdam  av,  20O.x99.11,  vacant.  Isidore 
Jackson  et  al  to  Speedway  Realty  Co.  Mort  .$62,000.  Oct  29, 
1906.     7:2070—39  to  46.     A  $40,000— $40,000. 

other  consid  and  100 
140th  St.  No  433.  n  s.  113  w  Convent  av,  18.x99.11.  4-sty  brk 
dwelling.  Joseph  Schoen  to  Annie  K  Schoen.  Mort  $20,000. 
Oct  30.  Oct  31.  1906.  7:2057—38.  A  $4,30O-P  $8,000.  100 
140th  St.  No  4.55.  n  s.  113  w  Convent  av,  18x99.11,  4-sty  brk 
dwelling.  Gustavus  L  Lawrence  to  Joseph  Schoen.  Mort  $15,- 
000.     Oct  24.     Oct  30,  1906.     7:2057—37.     A  $4.300— P  $8,000. 

other  consid  and  100 
142d  st.   No   312.   s   s,   175,3   w  Sth   av.   25x99.11,   5-sty   brk   tene- 
ment.     Abel    Abernathy    to    Expert    Reatly    Co.      Mort    $23,500. 
Oct  23.     Oct  31,  1906.     7:2043—22.     A  $5,000— $18,000. 

other  consid  and  100 
144th  st,  Nos  202  and  204,  s  s.  75  w  7th  av.  7.5.x99.11,  two  6-sty 
brk   tenements.     Robert   Rosenthal   to   Frances   Hessberg.      Mort 
$98,500.     Nov  1,  1906.     7:2029—37  and  39.     A  $21,000— $65,000. 

other  consid   and   100 
143th  St.  Nos  318  to  522.  s  s,  299.S  w  Amsterdam  av,  100.4x99.11, 
three    3-sty   brk    tenements.    Diedrieh    W   Rohde    to    Rudolph    H 
Pankow   and   Henry  W   Gehle.     Mort  $75,000.      Oct  30.     Nov   1, 
1906.     7:2076—45,   46  and  48.     A  $48,000— $105,000. 

other  consid  and  100 
147th  St.  Nos  280  and  2.88,  s  s,  175  e  Sth  av,  50.x99.11,  G-sty  brk 
tenement.    T   Joseph    Barry,    Jr.    to    Irving    Bachrach    and    Isaac 
Sehmeidler.     Mort  $60,000.     Oct  24.     Oct  30,  1906.     7:2032—56. 
A  $14.0(X)— .$32,000.  other  consid  and  100 

132d  St.  No  .526.  s  s.  .385  w  Amsterdam  av.  40x99.11,  6-sty  brk 
tenement.  Herman  Raabe  et  al  to  Abram  Bachrach.  Mort  $45,- 
000.     Oct  29.     Nov  1,  1906.     7:2083 — 18.     A  $16.000- $.50  000. 

other  consid  and  100 
160th  St.  s  s.  175  e  Broadway,  37.6x99.11.  5-sty  brk  tenement.  Re- 
lease two  morts.  N  Y  Trust  Co  to  The  Roosevelt  Realty  and  Con- 
struction  Co.     Oct  30.     Nov  1,   1906.     8:2118—17.     A  $15,000 
— P  $25,000.  other  consid  and  100 

161st  St.  No  .5t;i,  n  s,  264.9  e  Broadway,  18.11x99.11.  4-sty  brk 
dwelling.  Thos  J  McLaughlin  to  Harriet  H  Churchill.  Mort 
.$9,000.  Oct  30.  Oct  31,  1906..  .  8:2120—60.  A  $7,400— $13,- 
000.  other  consid  and  100 
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lC4th  St,  Nos  438  and  440,  s  s,  275  e  Amsterdam  av.  50x112.4, 
G-sty  bik  tenement.  Ma.K  S  A  Wilson  to  Abraham  E  and  Simon 
J  Levy.  Mort  $04,000.  Oct  30,  ISJOti.  S:211U— 7U.  A  $oU,000— 
P   $7U,0U0.  100 

l(i4th  St,  Nos  442  and  444,  s  s,  225  e  Amsterdam  av,  50x112.4,  5- 
sty  brk  tenement.  Max  S  A  Wilson  to  Benjamin  Hertzberg  and 
Hayman  Eckman.  Mort  il;ii4,000.  Oct  29.  Oct  30,  I'JOG.  S;2110 
—74.     A  ^JoU.UOO— P  .$70,000.  other  cousid  and  100 

173d  St,  No  517,  n  s,  1U8  w  Amsterdam  av,  18x100,  4-sty  brk 
dwelling.  Henrietta  Moses  to  Sallie  W  Wachsman.  Oct  30. 
Nov   1,    190t).     8:2130—55.     A   $5,000— !);il,50L). 

other  consid  and  100 

175th  st,  n  s,  95  w  Amsterdam  av,  runs  w  87.0  xn  —  xe  —  xs 
—  X  s  e  5  X  s  72.8  to  beginning,  two  5-sty  brk  tenements.  Louis 
Gordon  et  al  to  Bernhard  Klingeustein,  John  J  Kelly  and  Wm  A 
Landau,  joint  tenants.     Mort  $134,050.     Oct  29.     Nov  1,   190G. 
8:2132.  other  consid  and  100 

179th  St,  No  515,  n  s,  242  w  Amsterdam  av.  lOxlOO,  2-sty  brk 
dwelling.  Sallie  W  Wachsman  to  Fanny  C  Hinds.  Mort  $li,OUO. 
Oct   27.      Oct   29,   1900.      8:2152—591/2.      A   $3,800— $7,0UU.       nom 

Amsterdam  av.   No   1901|  n  e  cor  157th  st,  25x190,  5-sty  brk  ten- 

157th  st.   No  4(19  I     ement   and   store.      Walter  N   Cassel   to 

Thomas  Byrnes.  Mort  $47,000.  Oct  30.  Oct  31,  19U0.  8:2108 
—52.     A  $23,000— $42,(XlO.  other  consid  and  100 

Amsterdam  av,  s  w  cor  17Sth  st,  25x100,  1-sty  frame  building 
and  vacant.  Abram  Bachrach  to  Herman  and  Henry  Raabe.  Mt 
$10,000.  Oct  30.  Oct  31,  1900.  8:2132—37.  A  $10.000— $10,- 
OOO.  other  consid  and  100 

Amsterdam  av|     n  w  cor  170th  st,  100x200,  vacant.     Isaac  L  Shap- 

170th  st  I     iro  to  Aaron  S  and  Philip  D  Shapiro.     Mort  $20,- 

000.  Oct  27.  Oct  29,  1900.  8:2127—48  to  55.  A  $73,000— 
$73,000.  other    consid    and    100 

Amsterdam  av.  No  1420]  n    w    cor    130th    st,    24.11x75,    5-sty    brk 

130th  st.  No  501  I     tenement    and    store.      Nathan   A    Eisler 

and  ano  to  Henrietta  Zoeller.  Mort  $22,300.  Oct  25.  Oct  29, 
1900.     7:1985—29.     A  $12,500— $20,000.  nom 

Audubon  av,  s  e  cor  174th  si,  100x95.  vacant.  Irving  Bachrach  et 
al  to  I  Joseph  Barry,  Jr.  Mort  .$44,000.  Oct  24.  Oct  30,  1900. 
8:2130—33  to  30.     A  $35,000— .$35,000.  other  consid  and  100 

Audubon  av,  e  s.  50  n  171st  st,  90x100,  vacant.  Frederick  Tappe 
to  Max  A  Schimpf.  V2  part.  Mort  ,$30,000.  Oct  5.  Oct  20, 
1900.      8:2128-30   to   33.     A   .$28,.50O— $28,500. 

other  consid  and   100 

Av  C,  Nos  182  to  190,  e  s,  51.9  n  11th  st.  77.3x83,  0-sty  brk  fac- 
tory.     Augusta   J   Butterworth   to  Wm  H   Butterworth.      %   part. 
All   title.     Morts  $0,000.     Feb  14.     Nov  1,   1900.     2:381—3.     A 
$30,000— $05,000.  other   consid   and   100 

Av  C,  Nos  182  to  190,  e  s,  51.9  n  11th  st,  77.3x83,  0-sty  brk  fac- 
tory. John  F  Butterworth  to  George  F  Butterworth.  1-8  part. 
All  title.  Feb  10.  Nov  1,  1900.  2:381—3.  A  $30,000— $05,- 
000.  other  consid  and  100 

Same  property.  Wm  H  Butterworth  and  ano  to  same.  %  part.  All 
title.     April  30.     Nov  1,  1900.     2:381.  other  consid  and  100 

Same  property.  Geo  F  Butterworth  to  Henry  Goldwater.  B  &  S. 
Nov  1,  1900.     2:381.  other  consid  and  100 

Broadway,    w   s,    101.8   s    127th   st,   41.7x100:  I 

Broadway,   w   s.   203.3   s   127th   st,   41.7x100. 

two    0-sty    brk    tenements   and    stores.  I 

Blanche  Langan  to  Chas  I  De  Bevoise,  of  Brooklyn.  Mort  $132,- 
000.  Oct  20.  Oct  27,  1906.  7:1993—83  and  80.  A  $50,000— 
P  $90,000.  nom 

Broadway,  w  s,  101. 8  s  127th  st,  83.2x100.  two  C-sty  brk  tene- 
ments and  stores.  Chas  M  Rosenthal  to  Blanche  Langan.  Mort 
$100,000.  Oct  20.  Oct  27,  1900.  7:1993—80.  A  $50,000—  P 
$90,000.  other  consid  and  100 

Broadway,  n  e  cor  149th  st,  99.11x100,  vacant.  Chas  M  Rosen- 
thal to  Emanuel  Doctor.  Oct  25.  Oct  30,  1900.  7:2081—1  to  5. 
A  $04,000— $04,000.  other  consid  and  100 

Broadway,  No  3000.  n  e  cor  151st  st,  49.11x100,  vacant.  Abra- 
ham Silverson  to  Samuel  J  Silberman.  Feb  19.  Oct  30,  1900. 
7:2083—1.      A    $21, CKK)— $21,000.  other   cousid   and   100 

Broadway,  No  179.  w  s,  71  n  Cortlandt  st,  runs  w  01.0  x  s  1  x  w 
38.10  X  n  25  X  e  100.5  to  Broadway,  x  s  25.3  to  beginning,  5- 
sty  brk  office  and  store  building.  Century  Realty  Co  and  ano 
to  Geo  E  Keith,  of  Brockton,  Mass.  Nov  1,  1900.  1:03—18.  A 
$281,000— $300,000.  other  consid  and  100 

Broadway,   No  1974  |   s    e    cor   67th    st,    70.8x30.5x02. Il.x08.9,    va- 

67th  st.  No  104  I  cant.  Peter  D  Plunkett  to  Thomas  Simpson. 
Mort   $10,000.      Nov   1,   1906.     4:1138^10.      A  $85,000— $85,000. 

other  consid  and  100 

Columbus  av.  No  401,  e  s,  46.2  s  84th  st,  27x100,  5-sty  brk  ten- 
ement and  store.  Casper  D  P  Schnoor  to  Jacob  Lowenstein.  Mt 
.$32,000.     Oct  31,  1900.     4:1107—03.     A  $27.000— $39,000. 

other  consid  and   100 

Columbus  av.  No  2101s   w   cor   70th   st,   100.-5x100,    11-sty   brk   and 

70th  st.  No  100  I  stone  hotel.  Eliz  A  Wilcox  to  Ralph  L 
Spoils.  Mort  $4.50,000.  Oct  24.  Oct  26,  1906.  4:1141—30.  A 
$115,000— $550,000.  other  consid  and   100 

Fort  Washington  Depot  road  or  lane,  n  s,  219. .5  w  Fort  Wash- 
ington av,.  131x310.3x119x310,  2-sty  frame  dwelling  and  1-sty 
frame  stable  in  rear.  Lawyers  Title  Ins  and  Trust  Co  to  Fort 
Washington  Syndicate.  Mort  on  this  and  other  property  .$400,- 
000.  B  &  S.  Deed  given  to  correct  an  error  in  parcel  recorded 
Nov  8,  1905.  Oct  25.  Oct  26,  1906.  8:2177—8.  A  $30,000— 
$35,000.  other  consid  and  100 

Lenox  av.  No  313.  w  s,  60  s  126th  st,  20x75,  4-sty  and  basement 
stone  front  dwelling.  Ida  C  Poillon  and  ano  to  Anna  S,  Oscar  D 
and  John  D  Thees.  Oct  25.  Nov  1,  1900.  7:1910—331/..  A 
$19,0(MI — $27,OOiJ.  other  consid   and   100 

Lexington  av.  No  168,  w  s.  79  n  30th  st,  19.9x,'-'0,  3-sty  brk  dwell- 
ing. George  Durrie  EXR  Rosalie  Peyrotte  to  Alexis  Leon  Pey- 
rotte  or  Alexis  Leon,  Geraldine  Durrie,  Josephine  Cole  or  Coale 
and  Jeanelte   Ponce  de  Leon.     July  20.     Oct  30,   1906.     3:886— 


25.      A   $16,000— $20,000. 


i9;ooo 


Lexington  av,  Nos  15.84  to  1588,  s  w  cor  101st  st,  52.5x75.5,  three 
3-sty  brk  dwellings.  Tessie  Goldberg  widow  to  Samuel  Gold- 
berg. %  of  right,  title  and  interest.  Mort  34.000.  Oct  23, 
190.5.  Oct  .30,  1900.  6:1628-58,  58%  and  59.  A  $22,500— $33,- 
000.  nom 

Lexington  av.  Nos  861  and  863,  s  e  cor  65th  st,  34.5x80,  3-sty 
stone  front  sanitarium.  Mary  P  Betts  to  Daniel  B  Freedman. 
Mort  $.37..5O0.  Oct  21.  Oct  26,  1900.  5:1399—50  and  51.  A 
$33.500— .$39,000.  other  consid  and  100 

Madison  av,  Nos  1410  to  1414,  s  w  cor  98th  st,  75.5.x95.  three 
5-sty  brk  tenements  and  stores.  Jacob  Abraham  to  Samuel 
Grossmann.  Mort  $100  000.  Oct  30.  Oct  31,  1900.  6:1003— 
58.  .581/2  and  .59.     A  $72,0(.M>— $105,000.  other  consid  and  100 

Madison  av.  No  1567,  e  s,  25.11  s  106th  st,  25x70,  5-sty  brk  ten- 
ement and  store.  Jacob  Stone  to  Ida  wife  of  Jacob  Stone.  % 
part.  All  title.  Mort  $15,000.  Oct  31,  1906.  6:1611—53.  A 
$11,500— $18,500.  other  consid  and  100 


Madison  av.  No  1.5871     s  e  cor  107th  st,  25.5x81,  5-sty  stone  front 
107ih  st.   No  50         I     tenement  and  store.     Jacob  Stone  to  Abra- 
ham  Stone.      1^4   part.     All   title.     Mort   $24,000.     Oct  31,   1906. 
6:1012—50.     A  $19,000— .$34,000.  other  consid  and  100 

MajJison  av,   No  1587|  s    e    cor    107th    st,    25.5x81,      5-sty      stone 
lOith  st.   No  50  I     front  tenement  and  store.     Jacob  Stone  to 

.Abraham  Stone.  1/2  part.  Mort  $44.(HJ0.  Dec  15,  1904.  Oct  31, 
1900.     6:1012—50.     A  $19,000— $34,000.  other  consid  and  100 

Madison  av„  No  1603  I  s   e  cor  108th  st,  25.11x83,  5-sty  brk  tene- 
108th  st.   No  50  I     ment  and  store.     Jacob  Stone  to  Abraham 

Stone.  All  title.  1/2  part.  Mort  $34,000.  Oct  31,  1900.  0:1013 
-49.      A    $20,000— .$34,000.  other   consid   and    100 

Madison  av.  No  907,  e  s,  49.8  s  7eth  st,  20x65.6,  4-sty  stone  front 
dwelling.  Maria  J  Van  Anden  widow  to  Charles  Goodman.  C  a 
G.  Mort  $12  000.  Oct  30.  Nov  1,  1906.  5:1390— SlVa.  A 
$30  000— .$35,000.  other  consid  and  100 

Madison  av,  Nos  2116  and  2118,  w  s,  19.11  s  133d  st,  40.x80,  two 
4-sly  stone  front  tenements  and  stores.  Margt  P  Dyett  to  Her- 
man and  Nathan  S  Jerome.  Mort  $17,000.  Oct  20.  Oct  20 
1900.      0:1757—57    and    58.      A    $11,000— $22,000. 

other   consid   and   100 
Madison  av,  Nos  1410  to  1414,  s  w  cor  9Sth  st,  75.5x95,  three  5- 
sty  brk  tenements  and  stores.  Emilie  Mehlich  to  Jacob  Abraham. 
Morts    $100,600.      Oct   30,    1900.      0:1003—58,    58%    and   .59.      A 
$72 .OUO— $105,000.  other  consid  and  100 

Manhattan  av.  No  547,  w  s,  48.5  s  123d  st,  15x74,  3-sty  and  base- 
ment stone  front  dwelling.  Julia  L  Stoothoff  et  al  to  Mary  C 
Allen.  Q  C.  Oct  20.  Oct  29,  1900.  7:1949—50.  A  $0,700— 
$11,500.  nom 

Same   property.     Mary   C   Allen   to   Ellen   Sica.      Oct  29,   1900. 

'i:ld4i).  other   cousid    and   100 

Manhattan  av.  No  W\  s  w  cor  101st  st,  27.10x100,  5-sty  brk  tene- 

101st   st,   No  00         I     ment  and   store.      Sigmund  Lewy  to  George 

Margraf.     Mort  .$48,000.     Nov  1,  1900.     7:1836—54.     A  $20,000 

• — $50,000.  other  consid  and  100 

Park  av,  Nos  1560  to  15081   n    w    cor    112th    st,    100.11x70.10,    two 

112th  st,   Nos   71   to  77      |     6-sty  brk  tenements  and  stores.     Max 

Epstein    to    Louis    Epstein.      All   title.      Mort   $107,000.      Nov   1, 

1900.      6:1618—33%   to   36.      A   $20,500-$ . 

other  consid  and  100 
Riverside  Drive,   No  147  |s  e  cor  S7th  st,  25x100,  4-sty  brk  dwell- 
87th  st.   No  376  |     ing.   Whitney  Lyon   to   Helen   S   White. 

Mort   .$57,500.      Oct   29,    1906.      4:1248—57.      A   $45,000— $100.- 

000.  other  consid  and  10,000 
Riverside  Drive  and  Parkway,  s  e  cor  147th  st,  a  strip,  runs  e  5.6 

X  s  99.11  X  w  5.6  to  Parkway  x  n  99.11.  Jane  E  Turner  to 
Richcird  C  Jackson.  C  a  G.  June  23,  1902.  Oct  26,  1906. 
I  :209,:,.  nom 

St  NichoKis  av.  No  765.  w  s.  81.9  n  148th  st,  20.4x97..5xl9.1 1x101.8, 
4-sty  brk  dwelling.  Henry  Lehman  to  Maximilian  Fraade.  Mort 
$20,000.     Nov  1,  1900.     7:2063—32.     A  $8,000-$20,500. 

other  consid  and   100 

West  End  av,   No  161  |  n   w  cor  67th  st,  25. .5x80,  5-sty  brk  tene- 

07th  st.  No  301  I     ment   and   store.      John   Jordan    to   Daniel 

Meehan.  .Mort  .$27,000.  Oct  29.  Nov  1,  1906.  4:1179—29'.  A 
$12. (««►— $23  000.  other  consid  and  100 

West  End  av.  No  886,  e  s,  00.11  n  103d  st,  20x80,  3-sty  and  base- 
ment  stone   front   dwelling.      Issachar   Cozzens   to   Louise   F  wife 
of   Issachar   Cozzens.      Mort   $12,000.      Oct   24.      Oct   29    1900 
7:187.5—3.      A    $12.000— $20,000.  nom 

West  End  av.  No  793,  w  s,  abt  130  n  98th  st,  — x— .  3-sty  and  base- 
ment stone  front  dwelling.  Mary  A  Hickey  to  Sylvester  M  Hic- 
key  her  husband.  Mort  $10,000.  Dec  31,  1903.  Oct  31,  1906. 
7:1888-22.     A   $10..5tM)— $19,000.  nom 

1st  av.  No  i3.  w  s,  72.1  n  4th  st,  24.2x100.1x24.1x100,  5-sty  brk 
tenement  and  store.  Harry  Hirsh  et  al  to  Louis  Julian.  Adolph 
Klinger   and   Isaac   L   Polozker.      Morts   $36,250.      Oct  31.      Nov 

1.  liKJO.     2:446—33.     A  $17,000— $26,000.  other  consid  and  100 
1st  av.   No  552                |  s   e   cor  32d  st,   19.9x100,   5-sty  brk   tene- 
32d  St.  Nos  400  and  402|     ment  and  store.     Frederick  Dornberger  to 

Henry  Elias  Brewing  Co.  Mort  $30,000.  Nov  1.  1900.  3:963— 
32.     A  $11,<XI0— $23,000.  other  consid  and  100 

1st  av,   No  5.52  |   s  e  cor  32d  st,   19.9x100,   5-sty  brk  ten- 

32d  st,  Nos  400  and  402|  ement  and  store.  Arnold  L  Steinteld  to 
Frederick  Dornberger.  Mort  $23,500.  Oct  31.  Nov  1  1900 
3:903—32.     A  $11.000— $23,000.  other  consid  and  I'OO 

2d  av.   Nos  898  and  900     |   s    e    cor   4Sth    st,    50.3x100,    two   4-sty 

48th   St.   Nos  300  and  302|     brk    tenements    and    stores.      Harris 
Cohen  lo  David  A  Cohen.     All  title.     Mort  $98.2.50.     Nov  1,  1906 
5:1340 — 19   and   50.      A   .$37..500— $ .  other   consid   and   100 

2d  av.   No   1740|   s  e  cor  91st  st,  25.7x80,  5-sty  stone   front  tene- 

91st  st.  No  300|  ment  and  store.  Julius  Stich  et  al  to  Charles 
Faeth.  Mort  $37,000.  Oct  31.  Nov  1,  1906.  5:15.5.3—19.  A 
$17,000— .$33,000.  other  consid  and  100 

2d  av.  No  2005,  w  s,  25.11  n  106th  st,  25x75,  4-sty  brk  tenement 
and  store.  Virginia  C  Siragusa  to  Israel  Sachs.  Mort  $18,000. 
Oct   31,    1900.     6:1656—22.      A   $8,000— $15,500. 

other  consid  and  100 

3d  av.  No  2312.  w  s,  74.11  n  125th  st,  25x90,  3-sty  brk  building 
and  store.  Addie  Auerbach  et  al  EXRS  Julia  Elkus  to  Sigmund 
Honig.  U  part.  Oct  24.  Oct  31,  1906.  6:1774—36.  A  $30,000 
—.$35,000;  and   1790.  56  000 

Same  property.  iVbraham  M  Elkus  et  al  HEIRS.  &c,  Simon  Elkiis 
to  same.  1/2  undivided  right,  title  and  interest.  Oct  26  Oct 
31,  1900.     6:1774  and  1790.  50  000 

.3d  av.  No  21001  s  w  cor  115th  st,  32.1x100,   6-sty  brk  hotel.   Paul 

.115th  st  J     Kaskel    et    al    to    Jerome   C    Jackson.      Mort    $80  - 

000.     Oct  2i.     Oct  29,   1906.     0:1042—39.     A  $40,00O-$72,0OO. 

other   consid   and    100 

3d  av.  No  21001  s  w  cor  115th  st,   32.1x100.   6-sty  brk  hotel.     Je- 

115ih  st  I     rome  C  Jackson   to-  The  Hermitage  Company.     Mt 

.$80  000.     Oct  29,  1900.     0:1042.  other  consid  and  100 

5th  av.  No  583,  e  s,  02.6  n  47th  st,  19x100,  4-sty  stone  front 
dwelling.  Frederick  Roosevelt  to  Chas  A  Gardiner.  Oct  31. 
Nov   1,   1900.     5:1283—3.     A   $12.5,000— $135,000. 

other  consid  and   100 

5th  av.  No  858,  e  s,  45  n  67th  st,  55.5x125,  5-sty  brk  and  stone 
dwelling.  Isaac  Stern  to  Wm  J  Dingee,  of  San  Francisco,  Cal. 
Oct  17.     Oct  31,  1906.     5:1382-3.     A  $440,000— $060,000. 

other  consid  and  100 

Sthav.  No  2095   I   n    w   cor    113th    st,    25.11x100,    5-sty    brk   tene- 

113th  St.  No  3011  men!  and  store.  Henry  Marks  to  James  Shan- 
ny.  Mort  $45,000.  Oct  31.  Nov  1,  1906.  7:1847-53.  A  $24,- 
500— $52,000.  other  consid  and  100 

8th  av.  No  2903,  w  s,  75  s  1.54th  st,  runs  s  24.9  x  w  38.5  x  w 
again  0.1  to  c  1  blk  x  w  61.6  x  n  24.11  x  e  100  to  beginning, 
6-sty  brk  tenement  and  store.  Release  mort.  U  S  Trust  Co  of 
N  Y  to  The  Middle  Town  Realty  Co.  Oct  24.  Oct  20,  1900. 
7:2047—14.      A    $8.000—.$ .  20,000 

Same  property.  Release  mort.  The  Twelfth  Ward  Bank  et  al  to 
same.     Oct  23.     Oct  26,  1906.     7:2047.  4,000 
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Sth  av,  Nos  523  to  529,  w  s,  20  n  3Gth  st.  runs  n  78.9  x  w  104  x 
s  43.9  X  e  22.2  x  s  36.5  x  e  81.10  to  beginning.  G-sty  brk  loft 
and  store  building.  Henry  Geiershofer  to  the  Surprise  Building 
Co  Mort  .fTO.OW.  Oct  31,  Nov  1,  1906.  3:7()0— 39.  A  .$135.- 
000— P  $145,000.  100 

Sth  av,  No  2704,  s  e  cor  147th  st.  25.1x100,  5-sty  brk  tenement 
and  store  Morris  Buchsbaum  to  Peter  Doelger.  Mort  $20,000. 
Oct  31.     Nov  1,  1900.     7:2032—61.     A  $12,000— $25,500. 

other  consid  and  100 

9th  av.   No  102  |  s   e   cor   17th  st,   26.4x100,   4-sty   brk   ten- 

17th  sL  Nos  362  to  30G|  ement  and  store.  Hugh  O'Reilly  and  ano 
TRUSTEES  Patrick  A  Fogarty  to  Mary  A  Strange,  \Vm  P,  Patk 
A  Nannie  H,  Helen.  Madeline,  Annie  and  Mona  Fogarty.  Jan 
16    1904.     Nov  1,   190G.     3:740—62.     A  $17,0OO-$27,0t)O. 

43,000 

9th  av,  n  w  cor  213th  st,  99.11x100,  vacant.  Maximilian  Fraade 
to  Henry  Lehman.  Mort  $15,750.  Oct  31.  Nov  1,  190G.  8:- 
2210—25  to  28.     A  $15.000— $15,000.  100 

10th  av.  No  508,  e  s,  98.9  s  39th  st,  24.8x100,  5-sty  brk  tenement 
and  store.  Rachel  Moses  to  Isaac  Goldberg.  Mort  $25,000.  May 
4.      Oct   26,    1906.      3:736—4.      A  $12,000— $19,000. 

other  consid  and   100 

Same  property.  Isaac  Goldberg  to  Rachel  Moses.  Mort  $25,000. 
Sept  17.     Oct  26,  1006.     3:736.  other  consid  and  100 

Same  property.  Rachel  Moses  to  Isaac  Goldberg.  Mort  $25,000. 
Oct  2.     Oct  26,  1906.     3:736.  other  consid  and  100 

10th  av.  No  510.  e  s,  74.1  s  39th  st,  24.8x100,  5-sty  brk  tenement 
and  store.  Rachel  Moses  to  Isaac  Goldberg.  Mort  $23,000. 
May  2.     Oct  26,  1900.     3:736—67.     A  $12,000— $19.lXX>. 

other  consid  and  lOO 

12th  av      I  c   1,   105  n  from  c  1   l.S3d  st.  runs  e  —  tows   Broad- 

Broadwayl  way.  xs  —  xw  —  tocl  12th  av.  x  n  81  to  beginning, 
2-sty  frame  dwelling.  August  Kuhn  to  Arthur  W  Saunders,  of 
Brooklyn.      Mort   $20.(X)0.      Oct   25.      Oct  26,   1906.     8:2180.     nom 

Interior  gore  at  c  1  blk  bet  83d  and  S4th  sts,  100  w  West  End 
av,  runs  e  25  x  n  w  25  x  s  2.3  to  beginning.  Timothy  Baldwin 
to  The  Realty  Co  of  America.  All  title.  B  &  S  and  C  a  G.  Sept 
18.      Oct  31,   1906.     4:1245.  nom 

Same  property.  Geo  G  Baldwin  to  same.  All  title.  B  &  S  and 
C  a  G.     Oct  29.     Oct  31,  1006.     4:124.5.  75 

Same  property.     Anna  P.   Baldwin  et  al  to  same.   All   title.       B  & 

5  and  C  a  G.  Sept  21.  Oct  31,  1906.  4:1245.  nom 
Same  property.     Clarissa  C  Kennedy  et  al  to  same.     All  title.     B 

6  S  and  C  a  G.  Sept  26.  Oct  31,  1906.  4:1245.  nom 
Same   propertv.      Sarah  W   Baldwin   et  al   to   same.      AH   title.      B 

&  S  and  C  a  G.     Sept  25.     Oct  31,  1906.     4:1245.  nom 

Same  property.     Alice  C  wife  of  Percy  H  Williams  to  same.     All 

title.  B  &  S  and  C  a  G.  Oct  10.  Oct  31,  1906.  4:1245.  nom 
Same  property.      Mary  F  Baldwin  widow  to  same.      All  title.     B  & 

S  and  C  a  G.     Sept  20.     Oct  31.  1906.     4:1245.  nom 

BOROUGH    OF    THE   BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 
new  Annexed  District   (Act  of  1895). 

*Augusta  pi,  e  s.  .335  n  Eastern  Boulevard,  50x100.  August 
Schrempf  to  Frank  Romano.     Mort  $390.     Oct  25.     Oct  26,  1906. 

nom 

*Birch  st,  w  s,  100  s  Cornell  av.  Frank  McElroy  to  Patrick  Bowl- 
ing.    Nov  1.   1906.  other  consid  and  100 

Same  property.  Release  mort.  Geo  A  Meyer  TRUSTEE  John  J 
Palmer   to   Emma   L  Shirmer.     Oct   IS.     Nov  1,   100(!.  nom 

Belmont  St.  n  s,  41.9  e  Townsend  av,  58.3x100x103.3x27.9,  vacant. 
John  H  Koelsch  to  J  Romaine  Brown.  Nov  15,  1905.  Oct  31. 
1906.      11:2847.  other  consid  and  100 

*Catherine  st,  e  s,  400  s  Westchester  av,  76x100,  being  n  26  ft 
of  lot  238  and  all  of  lot  239  map  Washingtonville.  James  G 
Coburn   to   Wm   W   Penfleld.     Oct   26.      Oct  29,   1906.  100 

*Same  property.  Frances  E  Holdredge  to  same.  Q  C.  Oct  25. 
Oct   29.    1906.  nom 

*Catharine  st,  s  s,  and  being  lots  238  and  239  map  Washington- 
ville. Joseph  S  Wood  to  Wm  W  Penfield.  Q  C.  Oct  26.  Oct 
29.   1006.  .  100 

*Sarae  property.  Henry  Herrmann  to  same.  Q  C.  Oct  26.  Oct 
29,  1906.  nom 

*Fulton  st,  e  s,  271.8  n  Kossuth  av.  33x151.5,  Washingtonville. 
Chas  Dammeyer  to  Emil  Stenz.  Mort  $900.  Oct  20.  Oct  26. 
1906.  other  consid  and  100 

Faile  st,  e  s.  100  n  Aldus  st,  20.8x100,  3-sty  brk  dwelling.  Ben- 
jamin Hertzberg  et  al  to  Harry  Lessem.  Mort  $10,000.  Oct  29. 
Oct  30.  1906.     10:2748.  other  consid  and  100 

*Greene  lane,  n  e  s.  275  n  w  5th  st,  36x428,  Westchester.  Mar- 
cus Nathan  to  Martha  Roman.     All  liens.     Oct  29.     Oct  31,  1906. 

other  consid  and  100 

♦Greene  lane,  n  e  s,  100.10  n  w  Sth  st,  100x458,  Westchester.  Mar- 
cus Nathan  to  Phyllis  Posner.     All  liens.     Oct  24.     Oct  31,  1906. 

other  consid  and  100 

Hewitt  pi.  w  s,  13.5  n  Macey  pi.  runs  w  100  x  n  5  x  w  141.11  x  n 
40  X  e  112.6  X  n  5.5  x  e  129.5  to  pi  x  s  50.5  to  beginning,  vacant. 
Breslauer  Realty  Co  to  Jennie  Arkin.  All  liens.  Nov  1,  1906. 
10:2695.  nom 

Jefferson  pi.  No  S89,  n  s,  193  e  Franklin  av.  25x100.  3-sty  frame 
tenement.  John  C  Damm  and  ano  to  Ellen  F  Holland.  Mort 
$6,.500.     Oct  31.      Nov   1.    191)6.      11:29.35.       other  consid   and   100 

Kelly  st,  e  s,  230.3  n  165th  st,  50x100,  vacant.  Morris  Edel- 
stein  to  Herman  Hirsch.  »^  part.  Mort  $4,000.  Oct  17.  Oct 
27,  1906.     10:2716.  other  consid  and  100 

Kelly  st.  No  42.  e  s,  2.50  n  150th  st.  25x100,  3-sty  brk  dwelling. 
Morris  F  Finkelstein  to  Simon  Sarnoff.  Mort  $10,2.50.  Oct 
25.     Oct  26.   1906.     10:2708.  other  consid  and  100 

Kelly  st.  No  40,  e  s,  225  n  156th  st,  25x100. 

Kelly  St.   No  42.   e  s,   adj   above   on  north. 

Agreement   as   to   use   of  strip   bet   above   premises. 

Morris    F    Finkelstein    with    Simon    Sarnoff.      Oct    25.      Oct    26] 
19(111.       10:2708.  nom 

Kelly  st.  No  40,  e  s,  225  n  156th  st,  25x100.  I 

Kelly   st,   e    s,   adj   above   on   south.  | 

Party  wall   agreement.     Morris  F  Finkelstein  witht  Joseph  Corn 
Sept  25.     Oct  26.   1906.     10:2708.  nom 

*Marion  st,  e  s,  125  s  240th  st,  Washingtonville.  25xl(X>.  Re- 
lease mort.  Adaline  Wintjen  to  Friedrich  Eisener.  Oct  31, 
190(1.      Oct   20.  nom 

Mt  Hope  pi,  n  s.  450  w  Morris  av,  150x125,  vacant.  J  Charles 
Weschler  et  al  to  Aaron  Miller  Reaty  Co.  Oct  26.  Oct  30. 
1906.     11:28.52.  other  consid  and  100 

Mary  pi.  No  1026,  s  s,  108.11  e  Prospect  av,  runs  s  w  63.1  x  s 
25  X  e  16  X  n  e  86.5  to  pi,  x  w  2:5  to  beginning,  2-sty  frame 
dwelling.  Richard  Siegman  to  Alice  M  Johnston.  Mort  $4,000. 
Oct  1.     Oct  29.  190G.     10:2688.  nom 

Oak  Tree  pi.  No  807,  n  s,  128.4  w  Hughes  av,  10.8x115,  2-sty  frame 
dwelling.  Wm  L  Hughes  to  Abraham  Kaminstein  and  Sarah 
Harris.     Mort  $3,500.     Oct  30.     Oct  31,   1906.      11:3070..         nom 


Oak  Tree  pi.  No  897,  n  s,  128.4  w  Hughes  av,  16.8x115,  2-sty 
frame  dwelling.  Release  dower.  Jennie  wife  of  Wm  L  Hughes 
to  Wm  L  Hughes.     Aug  23.     Oct  31,   1906.     11:3070.  700 

*Ruskin   st,   s   s,    lots  210  and  211,   map   J   S   Wood   at  Williams- 
bridge,   50x90.4x50x89.2  w   s.     Abraham   Shatzkin   to   Louis   Re- 
gola.  Aberti  Antonio  and  Flaccadorl  Angelo.     Mort  $300.     Oct 
11.     Oct  20.  1906.  other  consid  and  100 

Shrady  pi.  n  s.  bet  Boston  road  and  Bailey  av  and  being  lot  126 
on  map  No  1U57  at  Kingsbridge  made  by  Henry  W  Vogel.  Ir- 
ving Realty  Co  to  Alfonso  Bottone.  All  liens.  Oct  23.  Oct  30. 
1906.      12:3261.  other  consid  and   1(X) 

Shrady  pi.  n  s,  bet  Boston  av  a'nd  Bailey  av.  and  being  lot  125 
map  No  1057,  made  by  Hy  W  Vogel,  at  Kingsbridge.  Irving 
Realty  Co  to  Alfonsino  D  Bove,  of  Yonkers,  N  Y.  All  liens. 
Oct  23.     Oct  29.  19(16.     12:3261.  other  consid  and  100 

*Sheil  st,  n  s,  lots  747  to  749  map  Laconia  Park,  75x100.  Ma- 
linda  G  Mace  to  Samuel  Lehman.  Mort  .$600.  Oct  22.  Oct  26, 
1906.  other  consid  and  1(X) 

St  Georges  Crescent,  s  s,  at  s  s  Grenada  pi,  runs  w  along  s  s 
St  Georges  Crescent,  24.6  x  s  92.6  x  e  25  x  n  1(X)  to  s  s  Gren- 
ada pi.  X  w  1..S  to  beginning,  at  s  e  cor  said  sts,  except  part  for 
2(M;th  st,  1-sty  frame  building.  Maria  G  Del  Gaizo  to  Emilia 
Badolati.      Mort  $2,000.     Oct  27.     Oct  31,   1906..     12:3312. 

other  consid  and  100 

St  Georges  Crescent  as,  bet  Concourse  and  Mosholu  Parkway  S, 
and  being  lot  5.53  map  Geo  F  and  Hy  B  Opdyke  adj  N  Y  City 
Private  Park,  25.6x92.(ix25x87.7  w  s.  except  part  for  20Gth  st. 
Emilia  Badolati  to  Maria  G  Del  Gaizo.  Oct  27.  Oct  31.  1906. 
12:3312.  other  consid  and  100 

Timpson  pi,  e  s,  100  n  144th  st,  16.8x80.1x17.5x75.  3-sty  frame 
tenement.  Release  mort.  Title  Guarantee  &  Trust  Co  to  Ajax 
Construction  Co.     Oct  31.     Nov  1.  1906.     10:26(X).  1,7.50 

*Wilcox  St.  w  s.  100  s  Town  Dock  road,  25xl(M).  Charles  Eseh- 
erich  to  George  Munkenbeck.  Mort  $301.  Oct  24.  Oct  26. 
1906.  other  consid  and  ICND 

*Wilcox  st,  w  s.  125  s  Town  Dock  road,  2.5xl(W.  Walter  Escher- 
Ich   to   Katherine  Welker.     Mort  $301.     Oct  24.     Oct  26.   1906. 

other  consid  and  100 

Wilkins  pi,  s  e  cor  Jennings  st,  .50x96x50.5x100.  vacant.  James 
T  Barry  to  Arthur  J  Barry.  Oct  23.  Oct  31,  1906.  11:2976 
and   2977.  nom 

*2d  st,  n  s,  lot  101  on  map  (No  G(j6)  Wm  Adee  estate,  Westchester. 
Theodore  Adee  et  al  to  Edw  S  Prince.  Q  C  and  confirmation 
deed.     Oct  30.     Nov  1.  1906.  nom 

*5th  st  (5th  av),  e  s,  75  s  Shell  st,  25x100,  Laconia  Park.  James 
H  McGuinness  to  James  McGuinness.     Oct  19.     Oct  30,.  1906. 

other  consid  and  100 

1.34th  St.  No  8.50,  s  s,  130  e  St  Anns  av,  16.8x05.  2-sty  brk  dwell- 
ing. Kate  Powers  to  William  Larsen.  Mort  $5. .500.  Oct  30. 
Oct  31,  1906.     10:2546.  other  consid  and  100 

1.35th  St.  Nos  (j95  and  097,  n  s.  375  e  Willis  av.  50x100,  two 
5-sty  brk  tenements.  Maria  Rieder  to  Johanna  H  Seebeck.  Mt 
$25.(l(Mt.      Oct  29,   1906.     9:2280.  other  consid  and   100 

137th  St.  No  722,  s  s,  170  w  Brown  pi,  25x100,  5-sty  brk  tenement. 
Joseph  Kleinschnittger  to  Emma  M  Biller.  Mort  $13,000.  Nov 
1.    19(16.      9:22S1.  other   consid  and   100 

137th  st.  No  735,  n  s,  704.2  e  Willis  av,  16.8x100,  4-sty  brk  dwell- 
ing.    Ellen  Sica  to  Oreste  C  Castellucci.     Nov  1,  1906.     9:2282. 

nom 

]37th  St.  No  724,  s  s,  14.5  w  Brown  pi.  25x100.  5-sty  brk  tenement. 
Joseph  Kleinschnittger  to  Rebecka  M  Lausen.  Mort  $13,000. 
Nov  1.  1906.     9:2281.  other  consid  and  100 

137th  St.  No  662,  s  s,  SO  e  Willis  av,  18x100.  5-sty  brk  tenement. 
Montgomery  Rosenberg  to  Breslauer  Realty  Co.  All  liens.  Mar 
15.     Oct  30,  190G.     9:2281.  nom 

138th  st,  s  s,  37.4  e  Brook  av,  77.7x100,  two  6-sty  brk  tene- 
ments and  stores.  Elkan  Kahn  to  John  and  Nicholas  Schlemmer. 
Mort  $93  000.     Oct  .30.     Oct  31,  1906.     0:2265.  nom 

139th  St.  No  .541.  n  s,  166.5  w  St  Anns  av,  41.8x100,  5-sty  brk 
tenement.  Henrv  Bosch  to  John  Wilkens.  Mort  .$34,000.  Oct 
31.      Nov   1.    1906.     9:2267.  other  consid  and  100 

145th  St.  No  734,  s  s,  190  w  Brook  av,  25x99,  3-sty  frame  tene- 
ment and  2-sty  brk  bldg  in  rear.  Jennie  Reichman  to  Sadie 
Felson.     Mort  $10,000.     Oct  26,     Oct  27,  1906.     9:2289. 

other  consid  and  100 

147th  St.  No  685,  n  s,  340  w  Brook  av,  47.9x100x42.10x99.11,  5- 
sty  brk  tenement.  Philip  Simon  to  Davis  Eisler.  14  part.  Mt 
$39,.500.     Oct  27.     Oct  29,  1906.     9:2292. 

other  consid  and  100 

151st  st,  No  537,  n  s.  350.3  e  Morris  av.  runs  n  116.10  x  e  50  x  s 
24  X  w  6.6  X  s  92.8  to  st  x  w  43.6  to  beginning.  2-sty  frame 
dwelling.  Charles  Gerlich  to  Carmela  Luciano.  Mort  $6,500. 
Oct    24.      Oct   30,    1906.      9:2411.  other   consid   and   100 

156th  St.  No  977.  n  s.  156.3  w  Union  av.  lS.9x(j4xl8.8x71.S,  3-sty 
frame  tenement.  Adam  Boecher  to  Major  R  Westervelt.  of 
Westwood,  N  J.     Mort  $5,0(X>.     Oct  31.     Nov  1.  1906.       10:2676. 

other  consid  and  100 

1.56th  St.  No  977.  n  s.  156.3  w  Union  av,  18.9x64x18.8x71.8,  3-sty 
frame  tenement.  Major  R  Westervelt  to  Elizabeth  Rennert. 
Mort  $G.S100.     Oct  31.     Nov  1.   1906.      10:2(576.  100 

l(i3d  St. No  9871  n   s,   246.4    e   Tinton   av,    18  to   Union   av,   x52,   3- 

Union  av  |     sty   frame   tenement   and   store.      Jacques   Gremli 

to  Otto  M  and  M  L  Ida  Bierling,  joint  tenants.     Oct  29.     Oct  30. 
1906.     10:2669.  other  consid  and  100 

IGlth  St.  n  s.  .3.S'5.7  w  Washington  av,  old  line.,  20x100.  with  use 
of  10  ft  alley  adj  on  west.  2-sty  frame  dwelling.  Albert  W  Huck 
to   Ratje   Bunke.      Mort   $2,000.     Oct  31,   190(!.      9:2386. 

other  consid  and  100 

lG4th  st,   n  s.   100  e  Woody  Crest  av,  50x87,  vacant.   Wm   G  Ver 
Planck  to  John  F  Dunn.     C  a  G.     All  liens.     Oct  22.     Oct  26. 
1006.      9:2.508.  other   consid   and   100 

168th  St.  No  677.  n  s,  70  e  Brook  av,  runs  n  0G.7  x  e  25  x  s  95.8 
X  w  3.7  X  s  0.11  to  st,  X  w  21.4  to  beginning.  4-sty  brk  tene- 
ment and  store.  Katie  O  Kahn  to  Julius  Besthoff.  Mort  $20.- 
000.     Oct  27.     Oct  29,  1906.     9:2395.  other  consid  and  100 

l(j9th  st.  No  1139,  n  e  s,  152.4  n  w  Fox  st,  runs  n  e  65.7  x  n  25 
X  n  w  6.4  X  s  w  83.6  to  st  x  s  e  20.7  to  beginning.  3-sty  frame 
tenement  and  store.  Samuel  Shapero  to  Amelia  Harris.  Mort 
.$4,700.     Nov   1,   1906.      10:2719.  other  consid  and  100 

174th  St.  s  s,  67  e  Townsend  av.  runs  e  —  xsl7xnw  —  to  begin- 
ning, gore,  vacant.  Walter  S  Sheafer  et  al  EXRS.  &c.  PeterW 
Sheafer  to  John  H  Koelsch.  of  Jersey  City,  N  J.  All  title.  Mar 
5.      Oct   31,    1906.      11:2847.  omitted 

Same  property.  Walter  S  Sheafer  to  same.  Q  C.  All  title.  Mar 
12.     Oct  31.   1906.      11:2847.  nom 

Same  property.  John  H  Koelsch  to  Andrew  J  Connick.  Jr.  All 
title.      Q  C.     Mar  13.     Oct  31,  1900.     11:2847. 

other  consid  and  100 

175th  St.  No  1006,  s  s.  165.2  e  Clinton  av,  25x139,  3-sty  frame 
dwelling.    Fannie    E    Hoyt  "to    Pietro   and   Anthony   Tafuri,    each 
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Marie  T  Dunn. 

*Av    B,    s    w    cor 

Anna  B   Doorr. 


Mi    part,    joint    tenants.      Mort    $5,500.      Oct   25.      Oct   20,    1000. 
11:2948.  nom 

1711th  St.  No  97(!,  s  s,  11(!.8  w  Clinton  av,  10.8x95,  2-sty  frame 
dwelling.  Josephine  T  Jaeckcl  to  Eliz  D,  Geo  J  H  and  Emil  C 
Jaeckel.  Mort  $4,450.  Oct  25.  Oct  31,  1900.  11:3092.  nom 
207th  St,  n  s,  102  e  Woodlawn  road,  runs  e  30.11  x  s  —  to  n  s 
207th  St  X  w  —  to  beginning,  vacant.  Isabel  W  Nlles  to  Therese 
Lenehan.     Oct  0.     Nov   1,   190(1.     12:3343.  100 

207th  st,  n  s,  102  e  Woodlawn  road,  runs  n  e  —  x  s  36.0  to  st  x  w 
—  to  beginning,  vacant.  Release  mort.  Bowery  Savings  Bank 
to   Isabel    W   Niles.      Sept   27.      Nov   1,    190(;.      12:3343.  nom 

*213th  st,   n  s,  and  being  lots  930  to  939  map  Laconia  Park.  Geo 
H   Lawrence   et   al   INDIVID  and  EXRS   Eliz   H   Sias   to   Margt  A 
Heath  and  Mary  H  Dunphy.     Q  C.     Sept  21.      Oct  29,   1900.       nom 
♦Same   property.      Charlotte   Plock   to   same.      Q   C.     Sept   21.      Oct 

29,   190(1.  uom 

*213lh  St.  n  s,  and  being  lots  936  to  939  map  Laconia  Park. 
Margt  A  Heath  and  ano  to  Liborio  Battaglia  and  Lorenzo  Bil- 
lera.     Oct  25.     Oct  29,  19(J(J.  2,800 

*213th  St.  s  s,  81. (j  w  4th  av,  25x145,  and  being  lot  152  map  W  S 
Duncan  at  Williamsbridge.  CONTRACT.  Francesco  P  Lore  with 
A  Shatzkin  &  Sons.     Oct  30.     Oct  31,   1900.  1,070 

*21(ith  st,  n  s,  lots  382  and  3.S3  map  Laconia  Park,  50x109.  Chas 
E  Watson  to  Nicola  Galante.  Mort  !f825.50.  Oct  24.  Oct  3(.t, 
190(j.  other  consid  and  100 

*223d  st.   No   152,  n   s,  280  e  4th  av,   25x114,  Wakefield.     Louisa 

Larson  to  Mary  Breid.     Mort  .f3,.5O0.     Nov  1,  1900.  nom 

♦Same  property.     Axel  F  Larson  to  same.     Q  C.     Nov  1,  1906.     nom 
*224th  st,  s  s,  255  o  4th  av,  50x114,  Wakefield.     Lewis  E  Black- 
man  to  Josephine  J   Schnurmacher.      Oct  27.     Oct  29,   190li. 

other  consid  and  100 

*225th  St.  n  s,  225  w  Paulding  av,  25x109.  A  Shatzkin  &  Sons  to 
Beniamino   D'Orazio.      Mort   .$540.      Oct  23.      Oct  20,   1900.  100 

*227th  st  (13th  av).  s  s,  280  e  White  Plains  road,  25x114,  Wake- 
field. Carmine  Squillante  et  al  to  Joseph  Reitano.  Q  C.  All 
title.     Oct  25.     Oct  31,  190(1.  other  consid  and  1(X) 

♦Same  property.  Joseph  Reitano  to  Edw  C  Barnett.  Mort  ,f4.0(X>. 
Oct  25.     Oct  31,  190L).  other  consid  and  1(X) 

♦228th  st,  n  s,  255  e  4th  av,  .50x114,  Wakefield.  Josephine  wife 
of  Joseph  T  Watson  to  David  R  McKee.  Mort  ifl.OUO.  Oct  30. 
Oct  31,   1900.  other  consid  and   100 

♦228th  st,  n  s,  2.55  e  4th  av,  50x114,  Wakefield.  City  Real  Estate 
Co  to  Josephine  Watson.  B  &  S  and  C  a  G.  All  liens.  Oct  29. 
Oct  31,  1900.  other  consid  and  100 

♦232d  st,  B  s,  280  e  White  Plains  road,  100x114,  Wakefield.  Harry 
D  Whittle  to  Geo  C  Weiss.  B  &  S  and  C  a  G.  All  liens.  Oct 
19.      Oct   30.    190(i.  nom 

*239th  st,   n  s,  50  e  Marian  st,  50x100,   South  Washingtonville. 
Charles    Dammcyer   to   Charles   Cogswell.      Mort   ff-yOO.      Oct   29, 
Oct  31,   ]90(;.  other  consid  and  100 

♦Av  B,  w  s,  33  s  5th  st.  25x105,  Westchester.  John  Damm  to 
Henry  Rehling.     Mort  .$500.     Oct  31.     Nov  1.  1900.  nom 

♦Av  C,  e  s,  33  n  12th  st,  25x105,  Unionport.     Thos  L  Newman  to 
^Mort  !f 5.000.     Oct  31.     Nov  1,  1906.  nom 

3d    st,    108x205,    Unionport.    Edward    Fredrich    to 
Mort  $4,500.     Oct  23.     Oct  30,  1906. 

other  consid  and  100 

♦Av  O,  s  s,  lot  32  map  new  Village  of  Jerome,  2.5x100.  Francis 
O  Smith  to   Frank  McGarry.     All  liens.     Oct  26.     Oct  29,   190<j. 

nom 

Anthony  av.  No  1857,  s  w  cor  Mt  Hope  pi,  50x108.4x50x108.1,  ex- 
cept part  for  av,  2  and  3-sty  stone  front  dwelling.  Eliz  M 
Shuttleworth  to  Wm  R  Montgomery.  Mort  $10,000.  Oct  25. 
Oct  20,  rjOtJ.     11:2802.  other  consid  and  100 

♦Albany   av,    n    e   cor   Palm   av,    100x100,    Eastchester,    Walter   W 
Taylor  to  Gertrude  N  McClellan  and  Mary  A  Nally.     Q  C.     Sept 
22.      Oct   26.    1906.  nom 

♦Baychester  av,  plot  309  map  Arden  property,  Eastchester,  except 
part  tor  av.  Walter  W  Taylor  to  Gertrude  McClellan.  Sept  22. 
Nov  1,   1900.  nom 

♦Bronx  Park  av,  s  e  cor  Lebanon  st,  25xl(X).  Annie  Mann  to 
Rosie  Cohen.     All  title.     Mort  $6,425.     Oct  30.     Nov  1,   1900. 

other  consid  and  400 

Belmont  av.  late  Cambrelling  av,  e  s,  05  n  ISSth  st,  75x100,  ex- 
cept all  land  lying  n  of  n  s  188th  st  and  distant  Hj7  n  there- 
from, said  land  excepted  being  3x100.  Geo  H  Rosenthal  to 
Annie   Guidera.     Mort  $3,000.     Oct  31.     Nov  1,   1006.      11:3075. 

other  consid  and  1.000 

Boston  av.  No  970,  s  e  s,  53.8  s  w  164th  st,  26.10x105.10x25x96, 
5-sty  brk  tenement  and  store.  Wm  Haab  to  Henry  Strauss. 
Mort    $10.(X)(J.      Oct    31.      Nov    1.    1906.      10:2(j21. 

other  consid   and   100 

Bathgate  av,  e  s,  94.10  n  lS7th  st,  120,x89.11.  vacant.  Hermann 
Liebmann  to  Robert  Rosenthal.  Mort  $11,000.  Oct  29.  Nov  1, 
1006.     11:3050.  nom 

Beekman  av.  Nos  15  and  17,  w  s,  25  n  Oak  Terrace,  50x100,  5-sty 
brk  tenement.  Jacob  Dohrmann  et  al  to  Coleman  Ebb.  Mort 
$.30,000.      Oct   31.      Nov   1,    19(J(!.      10:25.55.   other  consid   and   100 

Brook  av.  No  14.58      |n    e    cor    St    Pauls    pi,    34.2xl00.(Jx28.4xl(X».9, 

St  Pauls  pi.  No  071j  4-sty  brk  tenement  and  store.  Samuel  L 
Cohen  to  Jacob  Eill  and  Molly  Strassler.  Mort  $29.(X)0.  Oct 
20.     Oct  30,   1900.      11:2895.  other  consid  and   100 

Briggs  av,  w  s,  656.10  n  e  194th  st,  runs  n  w  5.9  to  old  w  s  1st 
av  X  s  w  50  X  s  e  10  to  w  s  Briggs  av  x  n  e  .50  to  beginning,  va- 
cant. A  Oldrin  Salter  DEVISEE  Henry  M  Berrian  to  Minnie 
Fox.     Q  C.     Oct  IS.     Nov  1.  190(3.     12:3300.  nom 

Bryant  av.  No  1218,  e  s,  99.10  s  Freeman  st,  20x100.  2-sty  frame 
dwelling.   Gibson  Putzel  to  Carl  E  Ludovici.     Oct  26.     Oct  29 
1906.      11:2993.  nom 

Bathgate  av.  No  1.5.57,  s  w  cor  I76th  st,  ]10..5xll4. 5x110x114. 5, 
vacant.  Michael  Redmond  to  Michael  Redmond  Construction  Co. 
Mort    $80,000.      Oct    10.      Oct    26,    iO(X>.      11:2917.  nom 

Bathgate  av,  No  178(),  late  Madison  av,  e  s,  162  s  175th  st,  late 
Fitch  st,  40x112x40x110.10,  2-sty  frame  dwelling.  John  H  Oberle 
to  Elsie  E  Oberle.     Oct  24.     Oct  26,   1906.     11:2922. 

other  consid   and   100 

Bailey  av,  e  s,  bet  Boston  av  and  Bailey  av,  and  being  lot  80 
map  Wm  O  Giles,  at  Kingsbridge,  50x98. Ilx.55.4x87.  Henry 
Hettrick  to  Catherine  A  G  wife  of  Henry  Hettrick.  Oct  25 
Oct    26,    1906.      12:3261.  nom 

Bailey  av.  e  s,  409.5  s  tangent  point  in  curve  at  s  e  cor  Bailey 
av  and  Kingsbridge  road.  50x100.  vacant.  Jennie  M  Poole  to 
Alma  E  Poole.     Oct  26,   1906.     11:3239.  nom 

Boston  road,  w  s,  abt  230  s  w  Jefferson  st,  20.9x142.6x20.9x149, 
deed   reads 

Morse  av,  n  w  s,  adj  lot  3,  runs  n  w  140  x  s  w  20.9  x  s  e  79.6  x  s  e 
again  63  to  av,  x  n  e  20.9  to  beginning,  being  part  lot  91  map. 
Morrisania.  also  known  as  part  lot  2  on  diagram  of  referees  re- 
port  of  sale  in  suit  Wilson  vs   Kelly  et  al  except  part  tor  Bos- 
ton  road,  2-sty  brk  dwelling  and  store. 


Oct  18. 
0,3.50 

Patrick  J  Clark  to 


FORECLOS.      Mitchell  A  C  Levy  ret  to  Augusta  Dorn. 
Oct   26,   1906.      11:2934. 

♦Bronxdale  av.  w  s.  152  s  187th  st.  25xl00x- 
Edw    J    Cahill.      Oct   25.     Oct   26.    1906.  nom 

Bathgate  av,  Nos  1064  to  ]9(!8,  e  s,  55.(i  n  178th  st.  .53.5x80, 
three  ."{-sty  frame  tenements.  Samuel  Marcus  to  Morris  and 
Harris  Marcus.  1/2  part  of  V2  part.  Mort  Vi  of  $15,(X»0.  Sept 
2i.  -  Oct  30,  1906.     11:3044.  other  consid  and  100 

'Bronxdale  av,  n  s,  .53.0  s  e  Barnes  av,  25.10x142x25x1.32.7.  Fi- 
delity Development  Co  to  Albert  Oberg.      Oct  27.     Oct  29.   190(!. 

„       ,  (  nom 

Brook  av       __Js  e  cor  138th  st,   l(X)xll5.  three  6-sty  brk   teue- 

1.58th  St.  No  I  i8|  ments  and  stores.  Release  mort.  Lawyers  Ti- 
tle Ins  and  Trust  Co  to  Northwestern  Realty  Co.  Oct  23.  Oct 
31,    1906.      9:226.5.  ,X(;  077 

Same  property.  Northwestern  Realty  Co  to  Isaac  Heifer.  Mori 
.1'n.i,(XKX     Oct  30.     Oct  31,  1906.     9:2265.        other  consid  and  100 

Same  property.  Isaac  Heifer  to  Elkan  Kahn.  Mort  $138,000.  Oct 
30.     Oct  31.   1906.     9:2265.  nom 

Boone  av,  n  e  s,  at  n  w  s  West  Farms  road,  new  line,  runs  n  e  83.8 
t_o^  n  w  s  West  Farms  road,  old  line,  x  s  w  80.2  to  Boone  av,  x  s 
7.3  to  beginning,  being  land  in  bod  of  said  old  road,  vacant.  '  Ja- 
cob A  Appley  to  John  E  Poillon.  Q  C.  Oct  25.  Oct  31,  1906 
11:3(107.  non, 

Concord  av,  e  s,  bet  144th  st  and  147th  st,  and  being  s  1/2  lot  132 
map  Wilton,  &c,  2.5x100.  Patk  F  O'Shaughnessy  to  Margaret 
O'Shaughnessy.      Oct   15.      Oct   29.   1906.     10:2577.  nom 

Corlear  av,  Ackorman  st  or  Two  Rod  road,  e  s,  bet  2.30th  st  and 
232d  st,  13(i.6  s  232d  st,  25x127.  Zilpha  wife  Saml  L  Berrian 
to   Orville   R   Todd.     Oct  31.      Nov   1,   1906.      13::i403.  nom 

Crotona  Park  North,  n  s,  303.6  e  Arthur  av.  25x96.11.  vacant 
Columban  J  Kelly  to  Patk  J  Reville.     Nov  1.  1006.     11:2944     nom 

Crotona  av,  No  1420,  e  s,  166.10  n  170th  st,  2:!xl00.  2-sty  frame 
dwelling.  John  H  Quinlan  to  Diedrich  Wendelken.  Mort  .$5  500 
Oct   31.     Nov   1.   1906.     11:2937.  other  consid  and   100 

Cambrelling  av.  No  2.537,  n  w  s,  173.7  n  e  Pelham  av,  23x100, 
2-sly  brk  dwelling.  Antonio  Salerno  to  Miehele  Pascucci.  V, 
part.     Mort  $3,200.     Oct  24.     Oct  26,   1906.     12:,3273. 

„     ,,      ,  „^_  other  consid  and  100 

Cauldwell   av.    No   03 1,   w   s,   307   n   161st   st,   18x100,   3-sty   brk 
dwelling.     Margt   F  Walsh   to  Patrick  Walsh.     Mort  $4,009.  Oct 
20,  liKHJ.     12:2627.  other  consid  and  100 

Clay  av,  No  1316,  e  s.  151.11  n  169th  st,  10x80,  2-sty  frame 
dwelling.  Thornton  Brothers  Co  to  Simon  Strauch.  Mort  .$4  - 
.500.     Oct   17.     Oct  20,   1900.      11:2887.  other  consid  and  100 

Cauldwell  av.  No  .S,S<»[  n   e    cor   lOlst   st,   99.11x2.''>,   4-sty   brk   ten- 

101st   St.   No  843  I     ement  and  store.     Herman  H  Rippe  to  Ot- 

to M  and  M  L  Ida  Bierling,  joint  tenants.     Mort  $7,fK10.     Oct  29 
Oct  .30,   1006      10:2(i31.  other  consid  and  100 

College  av.  No  374,  s  e  s,  75  n  e  142d  st,  2.5x100,  2-sty  frame 
dwelling.  Geo  J  Kaiser  to  Joseph  S  Jackson.  Mort  .$4,000.  Oct 
30,   11106.     9:2.323.  other  consid  and   100 

♦Cornell  av.  n  s.  105  e  Old  road,  30x100,  Westchester.  Seward  Ba- 
ker to  Wm  Yacknitzky.     Q  C  and  C  a  G.     Sept  15.     Oct  30,  1906. 

*„  hOhl 

•Same  property.  Fannie  E  Sutherland  to  same.  Mort  $1,700. 
Sept   1...     Oct  30,  IJMJO.  other  consid  and  100 

♦Commonwealth  av,  s  w  cor  Beacon  st,  25x100.  Betty  Peterson 
to   Frederick  Deligdish.      Mort  $2,500.      Oct  25.      Oct  29,   1906. 

.„.  other  consid  and  100 

♦Classen  Point  road,  n  e  cor  1.52d  st,  56.8x74.6x51.x86.2.  Charles 
Hicks   to   Fridolin   Weber.      Oct   20.      Oct  29.   1906. 

,„  „  other   consid   and   1(K) 

Clay  av.  No  lOdO.  e  s.  303  n  l()5th  st,  27x80.  3-sty  brk  dwelling 
Louis  Levin  to  Ethel  Frankel.  Mort  $10,500.  Oct  1.  Nov  1, 
1900.     9:2425.  other  consid   and   100 

♦Columbus  av,  s  s,  90  w  Bronxdale  av,  25x91.10x25.3x95.5.  Kate 
A  Stephenson   to   Marcus  Nathan.     Mort  $2,200.     Nov  1.  19(J(!. 

other   consid  and   100 

-Commonwealth  av.  e  s,  87.6  n  Tremont  av,  25x100.  Anton  Berk- 
owitz   to   Annie   Roberts.      Oct   27.      Oct  30,   1906.  nom 

Carabreling  av.  Nos  2391  and  2393,  e  s,  61.8  s  18Sth  st,  33.4x80, 
two  2-sty  frame  dwellings.  Release  mort.  Thomas  Simpson  to 
Cath  C  Le  Roy  Schart.     Oct  31,  190(3.     11:.3090.  0  000 

Courtlandt   av.    No   794,   e   s,   24  s   1,58th  st,   24.0x91.11,   4-sty  brk    • 
tenement   and   store.     Charles  Cogswell  to  Charles  Dammeyer 
Mort  $9,500.     Oct  29.     Oct  31,  1906.     9:2404. 

other  consid  and  1(X) 

Decatur  av,  s  e  cor  199th  st,  100x100,  vacant.  Release  mort 
John  Halloran  et  al  to  Amalia  Pirk.  Oct  27.  Nov  1.  lOfMi. 
12:3270. 

♦DeMilt  av.  n  s,  175  w  2d  av,  175x100,  Eastchester. 
mort.  Bridget  Marshall  to  Wm  W  Penfield.  July  30 
1006. 

♦Same    property.    Robert    Marshall    to    Wm   W    Penfleld 
Oct  29,   1906. 

Davidson  av,   n  e  cor  Clinton  st  or  pi,   100x65,  vacant. 


10  000 
Release 
Oct  29, 
nom 
July   30. 

nom 
Arthur  O 


Zwalina   to    Robert   Zetsche.      Mort   $4,000.     Oct   24.      Oct   30, 
1901).      11:3195.  other   consid    and    100 

"Drive,"  e  s.  75  s  Holt  pi,  .50x110.9x60x89.8,  2-sty  frame  dwelling 
Bridget  Sullivan  to  Emma  Smith.  Oct  30.  Oct  31,  1906.  12:- 
3343.  nom 

♦Edison  av,  e  s,  100  n  Tremont  road,  50x125.  Bankers  Realty  and 
Security  Co  to  Fredk  W  Lorch.     Oct  30.     Oct  31,  1006. 

other  consid  and  100 

♦Edison  av,  e  s,  101^)  n  Tremont  road,  50x125. 

Madison  av  |  n   s.   100  e   Amsterdam   av,  25x197   to   s   e  s  Pelham 

Pelham  road|     road,   x.33.1xl75.4. 
Release  mort.      A   Morton   Ferris   to   Bankers  Realty  and   Secur- 
ity Go.     Oct  .30.     Oct  31,  1006.  1  050 

Eagle  av.   No  720  Is    w    cor    1.56th    st,    20x99.1,    4-sty    brk 

1.5(Uh  St.  Nos  7.S8  and  790  I     tenement   and   store. 

Eagle  av,  Nos  721  and  723,  w  s,  56  s  156th  st,  36x00.2,  two  2-sty 
brk  dwellings. 

Eagle  av,  No  715,  w  s,  128  s  156th  st,  18x99.2,  2-sty  brk  dwell- 
ing. 

Eagle  av.  No  700.  w  s,  1,S2  s  156th  st,  18x09.3,  2-sty  brk  dwelling. 

Eagle  av.  e  s.  100  s  I56th  st,  75x115,  vacant. 

Eagle  av,  Nos  686  and  088,  e  s,  345  s  156th  st,  40x115,  two  2-sty 
brk  dwellings. 

Fannie    E   Hicks    to   Joseph   Fettretch   and   Danl   E   Seybel.      All 
liens.     Oct  27,   1906.     10:2617  and  2624.  nom 

Eagle  av.  No  664,  e  s,  429.4  n  Westchester  av.  16.8x115,  3-sty 
frame  tenement.  Sophia  E  Dale  to  Augusta  Wenner.  Oct  30 
1906.      10:2024.  other  consid   and   100 

♦Eastchester  road,  s  e  cor  Seminole  st,  54.6x100x40x1 1(X  Hud- 
son P  Rose  Co  to  Thos  F  Storey.     Oct  15.     Oct  29.  1906.  nom 

♦Edwards  av,  w  s,  lot  l.S(^  map  Seton  Homestead  Westchester, 
20.6x76.7x25x67.8.  Adolphus  L  Rake  to  Margaret  O'Brien.  Mt 
$2,500.      Oct   24.      Oct   20,    1900.  nom 
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♦Eastchester  road,  s  e  cor  Saratoga  av.  50x100.  Hudson  P  Rose  Co 
to   Mary  Cahaney.     Oct  25.     Oct  30.   1900.  nom 

*Eastchester  road,  e  s,  at  w  s  SUllwell  ay^  9. xG,, 9x123.4,  gore. 
Hudson  P  Rose  Co  to  John  J  Cahaney.     Oct  29.     Oct  30,   1900. 

•Eastern  Boulevardl  at  Ferris  road  or  av  runs  w  along  s  s  Fer- 
Ferris  road  or  av  |  ris  road  or  av,  5(2.5  x  s  e  201.1  xs  w  1,- 
133  5  to  high  water  mark  Westchester  creek,  x  s  283  x  n  e 
000  10  and  132.1  and  037  to  w  s  Ferris  road  or  av,  x  —  along 
w  and  n  s  said  road  —  to  beginning.  Westchester.  Margaret 
Gillespie  and  ano  EXRS  Benjamin  Gillespie  to  Sarah  Craig.  Q 
C      Jan  23.     Oct  29.  1900 


100 


*Edison  av  w  s,  94.4  n  Middletown  road,  50x95.  CONTRACT. 
Bankers  Realty  and  Security  Co  with  Phillip  Zeller.  April  10. 
VM7>.     Oct  29,  lfK)6.  „_  ^^^ 


Forest  av.  No  731,  w  s,  150.3  s  15Gth  st,  old  line,  runs  w  Si.6  x 
s  189  X  n  along  av,  18.9  to  beginning,  probable  omission,  _- 
sty  frame  dwelling.  Hugo  Kunz  et  al  to  Augusta  B  Fromm.  % 
nart       May   3.      Oct   20,   1900.      10:2045.         other  consid   and   10< 

*Fort  Schuyler  road,  e  s.  00.2  n  Haskins  st,  33.10x100,  Throggs 
Whitestone    Co-operative    Savings    and 


*Fort 
Neck 


Release    mort 


Loan'  Assoc   to   Frances   A  Leddy,   of  Whitestone,   L   I.      Oct  -o. 

Oct  "'7    1900  I.UUti 

*Same"property.  Frances  A  Leddy  to  Frank  Hewitt.     Oct  26.     Oct 

''7     1900  °°™ 

•Fox    av     w    s     175   s    Jefferson   av,   50x100,    Edenwald.    Louis   M 

Kaufman    to   Louis   Marfia   and   Gaetano   Caiazzo.      Oct   L4.      Oct 

•"I     1900  other   consid   and   100 

•Fowler  av    w  s,  162.6  s  Neil  av,  25x65.3.     Fidelity  Development__ 

Co  to  Wm  Collins.     B  &  S.     Oct  27.     Oct  29,  1900.  o.o 


Findlay  avln  "w' cor'  109th   st,   80x200  to   e   s   College   av,   vacant 
--  —     ..  ^      ._     4  1 /-I    ^T^^f.,^       Mort 


College  av  I     Thornton    Brothers    Co    to    Abram    C    Neefus       Mort 
109th  st       I     .1122,500.       Oct    30.       Oct    31,    1900,       11:2787     and 


2785. 


100 


Forest  av.  No  731  (Concord  av).  w  s,  150.3  s  ISOth  st,  18.9x8(0, 
2-sty  frame  dwelling.  Hugo  Kunz  to  Augusta  B  Fromm.  All  ti- 
tle.    Correction  deed.      Oct  27.     Oct  31,   1900.      10:2C4o. 

other  consid  and  100 
Same   property.      Marcus   Nathan   to   same.      All   title.      Correction 

deed      Oct  27.     Oct  31.  1900.     10:2045.  other  consid  and  100 

•Grant  av,  n  s,  150  e  Garfield  st,  25x100,  2-sty  frame  dwelling. 
Louis  Safir  to  Wm  P  Petty.     Mort  $1,500.    Oct  25.     Oct  31,  1900. 

other  consid  and  KH> 
•Glebe   av.    s   s.    62.0   e   Parker   av,   37.0x101.5x102,    Westchester. 
Wm  F  Rutherford  to  Annie  F  Lent.     Mort  $2,000.     Oct  25.     Oct 
''0    19O0  other  consid  and  100 

•Grant "av    s  w  s,  50  s  e  John  st,  50x100,  Westchester.     Minerva  T 

Newman  to  Francis  E  Lavelle.     Sept  24.     Oct  29.  1900.  nom 

Hughes  av.  No  21.53,  w  s,  02.11  s  Oak  Tree  pi,  lO.S.xOo,  2-sty  frame 
dwelling.  Rose  Maaskoff  to  Samuel  Dworkowitz,  Morris  Haber 
and  David  Haber.     Oct  20.     Oct  30.  1900.     11:3070.  100 

Hoe   av.    e   s.   129.0   n   Freeman   st,   25x100.   vacant.       Estelle  ^  M 
Browne    to   John    Browne,    Brooklyn.      Oct   26.      Oct   27.    1900. 
11"2987  other  consid  and  100 

Hoe  av,  e's,  109.3  n  Home  st,  25x100.  vacant.  Christian  C  Regel- 
mann  to  John  W  Betz.  Mort  $10,750.  Oct  31.  Nov  1,  190O. 
11:2980.  "o™ 

•Harrison  av,  e  s,  47  n  Westchester  av,  150x100^ 
Westchester  av.  n  e  cor  Harrison  av,  50x — x50x47.  I 

Herman  H  Fledderman   to  Eliz  T  Devine  and  Edith  Hahn.      Mort 
$'i  400.     Oct  29.     Oct  30,  1900.  other  consid  and  100 

Hughes  av.  No  2127,  s  w  cor  181st  st,  17.10x95x41.11  to  st,  x 
98  2-sty  frame  dwelling.  Gerald  C  Connor  to  Esther  Weiss.  Mt 
$3,500.     Oct  27.  11X10.     11:3070.  other  consid  and  100 

Hull  av.  s  s,  413.7  e  Woodlawn  road,  50x100,  vacant.  Lewis  J 
Conlan  to  Wm  R  Moore.       Oct  20.     Oct  27,  1!X>0.     12:.3349. 

other  consid  and  100 
•Highway  leading  across  from  Old  Boston  road  to  road  leading 
from  Westchester  Village  to  Bronxdale  n  e  s,  108  from  eas_t- 
erly  cor  of  said  Old  Boston  road  and  said  highway,  runs  n  e  70 
X  s  e  105  X  s  w  70  to  said  highway,  x  n  w  105  to  beginning, 
Bronxdale.  Benj  D  Jenkins  to  James  K  Walter.  Mort  $8,500. 
June   11.     Oct  20.   1900.  other  consid  and  100 

•Jefferson   av,   n   s,   50  w   Murdock   av,   100x100.   Land   Co   A   of 
Edenwald  to  Lena  wife  of     Barnert  Miller  and  Julia  wife  of  Har- 
ris   Mofsenson.      Oct    19.      Oct   20,    1900.  nom 
Jackson   av.    No   887.    w   s,    134.3   n   101st    st,    19.9x75,   2-sty   brk 
dwelling.   Nina   L  Rieger  to   Charlotte   Wolff.     Mort  $4,000.   Oct 
20,     Oct  27.  1900.     10:2038.                                  other  consid  and  100 
Jackson  av.  No  1048,  e  s.  203.9  s  100th  st,  17.3x87.0.  3-sty  frame 
tenement.      Katharine    Morgan    to    Gustav    Frey.      Mort    $0,200. 
Oct  29.     Oct  30.  1900.     10:2050.                          other  consid  and  100 
Jackson   av.    No   700,   e    s,    ISO   n   1.56th   st,   25x87.0,   2-sty   frame 
dwelling.      Margaret   Mautz   to   Mary   Eckes.      Mort   $4,(X)0.      Oct 
31.      Nov   1,   1900.      10:2040.                                other  consid  and   100 
■  Lincoln   av,  n   e  cor   137th  st,  25x100,  vacant.     Alois  Soeller   am 
Mary   his   wife   to   Hattie   Johnston,   of  Brooklyn.      B   &   S.      Oct 
30.     Oct  31.  1900.     9:2313.  nom 
Same   property.      Hattie   Johnston    to   Alois   Soeller   and   Mary  his 
wife,  of  Fairground,   Suffolk  Co,   N  Y,  tenants  in  common.     B  & 
S.      Oct  30.     Oct  31,   1900.     9:2313.  nom 
•Lamport   av,   s   s,   2.50   w   Fort   Schuyler   road.    25x100,    Tremont 
Heights.     The  Lamport  Realty  Co  to  Jamec  Knox.     Oct  29.     Oct 
30,  1900.                                                                        other  consid  and  100 
•Lamport   av,   s  s.   and  being   lots  05,  00  and  71     map     Tremont 
Heights.     Release  mort.     Eugene  R  Dennis  INDIVID  and  et  al  to 
The  Lamport  Realty  Co.     Oct  19.    Oct  27,  1906.  000 
Morris   av,   e   s,   227.11    s   Burnside   av,   75x100,   vacant.      John   W 
Cornish   to  Adolph  Balschun.     Oct  29,   1900.     11:2807. 

other  consid  and  100 
Morris  av.  No  830,  e  s,  .50  s  160th  st,  20x100,  2-sty  brk  dwelling.. 
John   Yule   to   Mary  A   Davis.      Mort   $5,000.      Oct   25.      Oct   20. 
IfMtO.     9:2420.  other  consid  and  100 

•Morris  Park  av.  s  s,  50  e  Barnes  av,  50x100,  Van  Nest.  Eliza- 
beth Newell  to  Michael  Driscoll.     Oct  24.     Oct  20,  1900. 

other  consid  and   100 
•Middletown    road,    n    s.    152.4    w    Broadway,    50xl00.4x.50x98.8. 
CONTRACT.      Bankers    Realty    and    Security    Co      with      Meyer 
Schwartz.      Aug  24.      Oct   20,    1900.  2,.300 

•Middletown  road,  n  s,  50  2  e  Williams  av.  25.^x103.9x25x101.4. 
Bankers  Realty  and  Security  Co  to  Edw  C  Galnsborg.  Oct  27, 
Oct  29,   lOtMi.  other  consid  and  100 

•Middletown  road,  n  s,  .50.2  e  Williams  av,  25.1x103.9x25x101.4. 
Release  mort.  Washington  Savings  Bank  to  Bankers  Realty  and 
Security  Co.     Oct  27.     Oct  29,  1906.  200 

•Mayflower  av,  w  s,  and  being  lots  22  to  27  blk  1  map  Tremont 
Terrace.  Frank  M  Abbott  to  Annie  B  Hooper.  Mort  2.000. 
Oct  24.     Oct  30.  1900.  other  consid  and  100 

•Mayflower  av.  w  s,  304.6  s  Neil  av,  25xl05.x25xl05.10.  Fidelity 
Development  Co  to  John  L  Dickson.     Oct  27.     Oct  30,  1900.    nom 


Morris  av,  n  w  cor  lG5th  st,    50.10x102.8x50.10x103.4,     vacant. 

Morris  av,  w  s,  at  c  1  100th  st,  runs  s  62  x  w  100.6  x  n  62  to  c  I 
100th   St.   X   e   100.4   to   beginning,   vacant. 

Release   mort.     Juliet   M   Livingston  to   Bronx  Home   Realty  Co. 
Oct  23.     Oct  29,  1900.     9:2448.  6.000 

•Morris  Park  av,  s  s,  100  e  Adams  st,  25x100.  2-sty  frame  dwell'g. 
Elizabeth  Thornton  to  Emil  Hermann!  and  Ernest  A  Bezouska. 
Mort   $2, ,500.      Oct   27.      Nov   1.    1900.  other   consid   and   100 

Marion  av,  No  2797,  w  s,  50  s  198th  st,  25x100.2x25x100.5.  3-sty 
frame  tenement.  Geo  D  Kingston  to  John  M  McSherry.  Mort 
$6,500.      Oct  30,   1906.      12:3289.  other  consid   and  100 

Netherland  av,  c  1,  80  s  c  I  235th  st,  as  proposed,  runs  e  130  x  s 
100  X  w  130  X  n  100  to  beginning,  vacant.  Edw  J  Gallagher  et 
al   to   Mrs   Patrick  Harte.     Oct  27.     Oct  30,   1900.      13:3409.     100 

Nelson  av.  No  1124,  n  e  cor  100th  st,  75.2x101.1x75.4x99.2,  2-sty 
frame  dwelling.  Louisa  L  Riley  widow  to  Emerence  K  Ager,  of 
Brooklyn.      B   &   S.      Oct   15.      Oct  30.   1906.     9:2513.  nom 

Same  propertv.  Louisa  L  Riley  and  ano  EXRS.  &c,  Wm  H  Ri- 
ley to  same.     Oct   15.     Oct  30,  1906.     9:2513. 

other   consid   and   100 

•Nelson  av.  n  s,  .50  e  Amund*on  av.  50x100.  Edenwald.  Lucy  T 
Willcox  to  James  Green.     Oct  20.     Nov  1.  19O0.  nom 

Perry  av.  w  s.  910.1  s  old  road,  25x100,  2-sty  frame  dwelling. 
Anna  E  Green  et  al  to  Josephine  Green.  Mort  $5,5fX).  Oct  31. 
Nov   1.    1900.      12:3343.  other   consid   and   100 

•Pilgrim  av  e  s.  175  n  Tremont  road,  runs  e  190  to  w  s  Edison  av 

Edison  av  |  x  s  .50  x  w  95  x  s  25  x  w  95  to  av  x  n  75  to  begin- 
ning. Bankers  Realty  &  Security  Co  to  Louis  B  GanzenmuUer. 
Oct  29.     Nov  1,   ItlOO.  other  consid  and  100 

Park  av.  s  e  s,  103.1  n  e  156th  st.  runs  e  49.4  x  s  53.9  x  w 
7S..5  to  av.  X  n  e  62.5  to  beginning,  vacant.  Release  two  morta. 
N  Y  Trust  Co  to  Thos  D  Malcolm.  Oct  26.  Oct  27,  1900.  9:- 
2410.  other  consid  and  100 

•Pilgrim  avl  e  s,   175  n  Tremont  road,  runs  e   190  to  w  s   Edison 

Edison   av     |     av,  x  s  50  x  w  95  x  s  25  x  w  95  to  Pilgrim  av,  x  n 

•  75  to  beginning.  Release  mort.  A  Morton  Ferris  to  Bankers 
Realty  and  Security  Co.     Oct  20.   1900.  1,250 

•Parker  av,  e  s,  225  s  Lyon  av,  75x100,  Westchester.  John  H 
Rohleder  to  Herman  Tuchman.  Mort  $2,400.  Oct  30.  Oct  31. 
1900.  nom 

Ryer  av,  e  s.  278.3  s  103d  st,  2.5x100,  vacant.  Release  mort.  Em- 
pire City  Savings  Bank  to  Mary  A  wife  of  Thomas  Donnelly.  Oct 
24.      Oct  .30,   loot;.      11:3150.  nom 

•Rosedale  av,  e  s,  1.50  s  Mansion  st,,  50x100.  Tommaso  Giordano 
to  Joseph   Schallhart.      Oct   12.     Oct  30,   1906. 

other  consid  and  100 

•Randall  av.  s  s,  55  e  Wright  av,  .50x100.  Land  Co  C  of  Edenwald 
to  Ellen  Loughran.     July  11.     Oct  31,  1900.  nom 

Stebbins  av  |      n    e    cor    Jennings      st,      44.3x103. 10x44.4x 

Jennings  st.  No  1109|  101.8,  6-sty  brk  tenement.  Louisa  E  Cook 
to   George   Cook.      Oct  20.     Oct  27,   1900.     11:2971.  100 

Stebbins  av.  No  1032,  e  s,  113.4  n  lOSth  st,  2.5x104.2x25.4x100, 
2-sty  frame  dwelling.  Geo  J  Staab  to  Michael  Vuolo.  Mort  $5,- 
500.     Oct  29.     Oct  30.  1900.     10:2091.  9,200 

Summit  av,  w  s,  007.. 10  s  105th  st,  31.3x92.2,  4-sty  brk  tenement. 
Mort  $17,000. 

Lind  av.  No  .50,  e  s,  289  s  165th  st,  25x83,  3-sty  frame  tenement. 
Mort  .$6,000. 
Joseph  H  Jones  to  Daniel  W  Burtis.     Oct  31,  1900.     9:2523. 

other  consid  and  100 


Topping   av,   e   s.   275   s   175th   st,   20x95,   vacant.      Release   mort. 

Harry  Katz  and  ano  to  Pasha  Arnold.     Oct  26.       Oct  30,  1906. 

11:2799.  400 

Topping  av.   e  s.  2.55  s  17.5th  st,  20x95.     Release  mort.     Same  to 

same.     Oct  20.     Oct  30.1900.     11:2799.  400 

Topping   av.   e   s.   255   s   175th   st,   40.x95,   vacant.      Release   mort. 

Henry  Sillcocks  to  Rasha  Arnold.     Oct  29.     Oct  30,  1900.     11:- 

2799.  nom 

Topping  av.   e   s,   215  s   175th   st,   20x95,  vacant.     Release  mort. 

Harrv   Katz   and   ano   to   Rasha  Arnold.     Oct  26.     Oct  31,   1906. 

11:2799.  400 

Same  property.     Release  mort.     Henry  Sillcocks  to  same.     Oct  30. 

Oct  31.  1900.     11:2799.  nom 

Topping   av,    e   s,    195   s   175th   st,   20-x95,   vacant.      Release   mort. 

Harrv   Katz  and   ano   to   Rasha  Arnold.     Oct  20.     Oct  31,   1906. 

11:2799.  400 

Same  property.     Release  mort.     Henry  Sillcocks  to  same.  Oct  29. 

Oct  31.  1900.     11:2799.  nom 

Trinity   av.    e   s.    275   n    101st   st,   2.5x100,   vacant.      Frederick   R 

Wood   et   al   to   Frcdk  R  Wood.   Wm  F  McClelland,   of  firm  F  R 

Wood    &    Co    and    Catharine    Higgins.      Mort    $4,000.      Mar    20. 

Oct   29.    1900.      10:20,38.  other   consid   and   100 

Topping  av.  No  1600,  e  s,  205  s  174th  st,  25x95.  2-sty  frame  dwell- 
ing.     Fredk  M   Mellert  to  Margaretha  Helmecke.      Nov   1,   1900. 

11:2790.  other  consid  and  100 

•Unionport  road,  e  s,  533.10  w  White  Plains  road,  at  point  425  n 

along  same  from  Morris  Park  av.  runs  e  93.10  x  n  25  x  w  83.9  to 

road  X  s  20.11   to  beginning,  with  right  of  way  to  Morris  Park 

av.     Louis  Berger  to  Max  and  Samuel  Weber.     Mort  $3,000.     Oct 

29.     Oct  30,   1S06.  other  consid  and  100 

Vyse   av,   e   s,   1.50  s  172d  st,   25x100,   vacant.     John   M   Mayer  to 

Gertrude  Hotto.     Mort  $1,000.     Oct  30.     Oct  31,  1906.     11:2995. 

other  consid  and  100 
Valentine  av.  No  2490|e    s.    110.5   s    Fordham    road,    late    Macombs 
Tiebout  av  |     Dam   road.    100x250   to   Tiebout   av,   except 

part    for   Valentine   av,    3-sty    frame    dwelling   and    2-sty   frame 

stable  in  rear.     John  A  Nathans  to  Lorenzo  E  Tripler.     Oct  22. 

Oct  29.  1900.     11:3148.  nom 

Valentine   av,   e   s.   198.1   n   182d  st,   25x75.5x25.1x73.7.   2-sty  brk 

dwelling.    Martin   L  Henry  to   Mary  A  wife  of  Thos  J  Donnelly. 

Mort  !i;0,.500.     Oct  20.     Oct  30,  1906.     11:3145. 

other  consid   and   100 
Willis  av.  No  .302.  e  s.  .50  n  142d  St.  20x100.  4-sty  brk  dwelling. 

Emil   Hermanni   to   German   Real   Estate  Co.     %   right,   title  and 

interest.      All    liens.      Aug   20.      Nov   1.   1906.      9:2287. 

other  consid  and  100 
Same  property.  Richard  Munch  to  same.  V->  right,  title  and  interest. 

All  liens.     Aug  20.     Nov  1.  1900.     9:2287.     other  consid  and  100 
Westchester  av  I  ti  s.  at  s  e  s  3d  av.  runs  n  e  along  3d  av, 

3d  av,  Nos  2,S82  to  2896|     140  x  s  e  93  x  n  e  15  x  s  e  90  to  n  w  s 
Bergen  av  |     Bergen  av,  x  s  w  32.5  to  n  s  Westchester 

av.  X   w  229  to   beginning,   2  and  3-sty  frame  stores.        Samson 

Lachman  et  al  to  Samson   Lachman  and  Abraham  Goldsmith  as 

TRUSTEES.      B   &   S.      Mort   $200,000.      Oct   29.      Oct   30,    1900. 

9:2362.  other  consid  and  100 

Westchester  av,   Nos  938  and  9401  s  w  cor  Wales  av,  runs  w  5.5.11 
Wales  av.   No  693  |    x  s  22.7  x  e  4.1  x  s  40  x  e  30.1 

.  to    Wales    av,    x    n    79.10   to    beginning.   5-sty    brk    tenement   and 

store,     .■\lfred  E  Hanson  to  Samuel  E  Jacobs.     Mort  $28,000  and 

all  liens.     Oct  26.     Oct  30,   1900.     10:2644. 

other   consid  and   100 
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Walton  av,  w  s,  100.3  n  Belmont  st,  95.Gx— x84,2,  vacant.  John  H 
Koelsch  to  Andrew  J  Gonnick,  Jr.  Nov  15,  1905.  Oct  27.  1900. 
11:2847.  other  consid  and  100 

Walton  av  |s  e  cor  174th  st,  runs  e  79.10  x  s 

Grand  Boulevard  and  Concourse  |  e  32.0  x  n  e  24.3  to  174th  st  x 
e  18.10  to  w  s  Grand  Boulevard  and  Concourse  x  s  38. 2  x  s  w 
across  4th  av  —  to  e  s  Walton  av  x  n  72.3  to  beginning,  vacant. 
John  H  Koelsch  to  Andrew  J  Connick.  Mort  ));i,000.  Jan  13. 
Oct   27,   loot).     11:2838.  other   consid   and   100 

Westchester  av,  Nos  938  and  940|s   w   cor   Wales   av,   runs   w   55.11 

Wales  av.   No  093  I    x  s  22.7  x  e  4.1  x  s  40  x  e  30.1 

to  w  s  Wales  av  x  n  79.10  to  beginning,  5-sty  brk  tenement  and 
store.  Sarah  E  Jacobs  to  Alfred  E  Hanson,  ot  Brooklyn.  Mort 
!(;31,000.     Oct  24.     Oct  27,   1900.     10:2044.     other  consid  and  100 

*Williamsbridge  road,  w  s,  lot  73  map  action  for  partition 
Thwaites  vs  Thwaites,  runs  n  23.3  x  n  w  104.9  x  s  w  S7.5  x  s  e 
50.10  x  n  e  05.10  x  s  e  70.10  to  beginning,  except  part  tor 
White  Plains  road.  Frank  J  McArdle  to  James  K  Walter.  Mar 
7.     Oct  20,   1906.  other  consid  and   100 

Washington  av.  No  948,  e  s,  92.10  n  103d  st,  25x100,  4-sty  brk 
tenement,  except  part  for  av.  Romauus  Eusner  to  Gottlieb 
VoUmer.      Mort   $4,200.      Oct   31,    1900.      9:2308. 

other  consid   and  100 

Washington  av,  e  s,  bet  lG9th  st  and  170lh  st,  and  being  part  l.o_t 
00  map  Morrisania,  &c,  begins  at  s  w  cor  lot  00,  runs  e  l3o 
X  n  50  X  w  130  to  av  x  s  50  to  beginning,  except  part  for  av. 

Josephine  wife  John  C  Cook  to  Mary  B  Washburn.     Mort  .J . 

May   31,   1904.      Oct   30,    1900.      11:2910.  nom 

Same  property.     Mary  B  Washburn  to  John  C  Cook  and  Josephine 

his  wife   tenants  by  entirely.     Q  C.     Mort  $ .     May  31,  1900. 

Oct  30,   1900.     11:2910.  nom 

*lst  av.  n  s,  439.8  e  White  Plains  road,  28.4x8C.G.x28.4x92,  Village 
ot  Jerome.  Cesare  Conti  to  Gaspare  Candido.  Oct  29.  Oct  30, 
1900.  nom 

*2d  av,  n  c  cor  229th  st,  51.0x105,  Wakefield.  Wilmer  E  Shoema- 
ker to   Wm   H  Mclntyre.     Mort  .$1,300.     Oct  27.     Oct  311,   190i.i. 

other  consid  and  100 

3d  av.  No  3019,  n  w  s,  abt  250  n  IGOth  st,  25x99.1x25x100.9,  2-sty 
brk  tenement  and  store.  De  Witt  Stetten  to  Jacob  M  Tobias. 
Mort  .$S.2.'0.     Sept  22.     Oct  20.  190(i.     11:2910.  nom 

3d  av.  No  3880,  e  s,  140  s  172d  st,  27x125,  4-sty  brk  tenement 
and  store.  Sadie  Felson  to  Moreland  Realty  &  Construction 
Co.      Mort   $21,500.     Oct   20,      Oct   27.   1900.      11:2929. 

other  consid  and  100 

3d  av,  No  3880.  e  s,  140  s  172d  st,  27x125.  4-sty  brk  tenement 
and  store.  Ephraim  Knepper  to  The  Belmont  Realty  &  Con- 
struction Co.  All  title.  B  &  S  and  G  a  G.  Oct  20.  Oct  27. 
1900.     11:2929.  other  consid  and  700 

3d  av.  No  3SS(i,  e  s,  146  s  172d  st,  27x125,  4-sty  brk  tenement 
and  store.  The  Bela»ont  Realty  &  Construction  Co  to  Sadie 
Felson.  All  title.  B  &  S  and  C  a  G.  Oct  2(i.  Oct  27.  1900. 
11:2929.  other  consid  and  100 

*Lots  19a.  19b,  ISa  and  18b  map  sub  division  portion  Penfleld 
property  lying  east  ot  White  Plains  road  at  Wakefield.  Wm 
W  PenHeld  to  Wm  M  Carr.     Oct  20.     Oct  29,   1900.  100 

*Lots  17b   and  10a  same  map.     Same  to  Domineck  Leggiere,   of 
Mt  Vernon,  N  Y.     Oct  20.     Oct  29,  1900.  100 

♦Lot  8  map  J  J  Gleason  property  dated  May  15,  1894.  Joseph  J 
Gleason   to   Henrietta  F  Ziegler.     Oct  20.     Oct  27,   1900.  _       nom 

*Lots  577  and  578  map  Gleason  property  dated  June  24.  1897.     Jo- 

.    seph  J  Gleason  to  Vicent  Ferris.     Oct  20.     Oct  27.  1900.  nom 

*Lots  320  to  325  map  (No  94)  of  W  A  &  H  C  Mapes  near  West- 
chester. Henry  C  Mapes  to  M  Hart  Brown  and  Martin  L  Col- 
lins.     Oct  24.      Oct  20,   1900.  nom 

*Lots  73  and  73A  map  subdivision  portion  Penfleld  property, 
Wakefield.  Wm  W  Penfleld  to  Julius  Wolf.  July  30.  Oct  26. 
1900.  100 

*Lots  74b  and  75A  same  map.  Same  to  Bernhard  Raymond. 
July  28.     Oct  26,  1906.  100 

*Part  lot  280  map  Unionport.  begins  at  n  line  lot  278  where  divi- 
sion line  bet  lots  279  and  280.  intersects  lot  278  at  point  105  e 
Av  B,  runs  n  25  x  w  5  x  s  2,5  x  e  5  to  beginning.  Cath  A  and 
Anna  E  Cox  to  Francis  R  Cox.  Q  C  and  C  a  G.  Oct  22.  Oct 
30,  19O0.  nom 

*Plot  begins  990  e  White  Plains  road  at  point  745  n  along  same 
from  Morris  Park  av,  runs  e  98.3  x  n  e  7.11  x  n  17.11  x  w  1(X)  x  s 
25   to   beginning,   with  right   of  way  to   Morris   Park  av.     Jacob 
Cohen  to  Frank  Kocl.     Mort  |3,000.     Oct  29.     Oct  31,  1900.. 

other  consid  and  100 

*Plot  begins  375  n  Morris  Park  av  and  1,309.6  e  Unionport  road, 
runs  e  100  x  n  25  x  w  100  x  s  25  to  beginning,  with  right  ot 
way  to  Morris  Park  av.  Philip  Denker  to  Joseph  and  Yetta  Den- 
ker.     1-3  part.     All  liens.     Oct  31,  1906.        other  consid  and  100 

*Plot  at  West  Farms,  begins  at  east  line  land  party  2d  part  at 
line  hereby  conveyed  and  land  of  Wm  W  Astor.  runs  n  e  .50.2  x  s 
e  67.5  X  s  e  39.5  x  s  140.10  x  s  and  s  w  190  x  n  w  07  x  n  e 
137.10  to  beginning,  contains  32.219  sq  ft.  Robt  C  Watson  et 
al,  EXRS,  &c.  Wm  Watson  to  the  Harlem  River  &  Portchester  R 
R  Co.     Sept  29.     Oct  26,  1906.  32,219 

*Plot  begins  840  e  White  Plains  road  at  point  1,1.50  n  along  same 
from  Morris  Park  av,  runs  e  100  x  n  25  x  w  100  x  s  25  to  be- 
ginning, with  right  of  way  to  Morris  Park  av.  Joseph  C  Luke 
to  Ada  M  Ramos.     Mort  .$4,050.     Oct  22.     Oct  20,  1900. 

other   consid   and   100 

*Plot  begins  840  e  White  Plains  road  at  point  1.125  n  along  same 
from  Morris  Park  av,  runs  e  100  x  n  2.5  x  w  100  x  s  25  to  be- 
ginning, with  right  of  way  to  Morris  Park  av.  Same  to  same. 
Mort   .$4,050.      Oct   22.      Oct   20,    1906.  other   consid   and   100 

LEASES. 

Under  this  head  all  Leases  recorded.  Assignment  of  Leases  and 
Leasehold  Conveyances  will  be  found.  The  expressed  consideration 
following  the  terms  of  years  for  which  a  lease  is  given  means  so 
much  per  year.) 

Oct.   26,   27,   29,   30,   31,   Nov.   1. 
BOROUGH   OF   MANKATTAIT. 

Bleecker  st.  No  347,  s  e  cor  10th  st,  all.     Henry  A  Feste  to  Louis 

Eibsen;  31/2  years,  from  Nov  1,  1906.  Oct  27.  190li.  2:019.. 3, 000 
East   Broadway,   No   175,   3d   and  4th   floors.     The   Forward   Assoc 

to   Joseph   B   Eron;   2  years,   from   May   1,   1007.     Oct   27,   1906. 

1:284 for   term,    2.040 

Eldridge  st.  No  116,  all.     Esther  Kanzer  to  Lena  Schwartz;  3  1-12 

years,   from   April   1,   1906.     Oct  30.   1906.     2:413 3,850 

Elizabeth   st.    No   234,   store,   &c.      Maria   Livoti   and   ano   to   Car- 

malo  Zappardino;   5  years,  from  Oct  19.     Oct  26,   1906.     2:507. 

1,200 


Same  property.  General  release.  Giuseppe  Livoti  to  Maria  Li- 
voti.     Oct   22.      Oct   26,    1906 nom 

Same  property.  General  release.  Same  to  Rosalie  Di  Lorenzo. 
Oct   22.      Oct   26,    1900 nom 

Essex  st.  No  78.  store.  Isaac  Lewenthal  et  al  to  Joseph  Hym- 
son;  5  years,  from  May  1,  1907.     Oct  20,  1906.     2:3.52 1800 

Grand  st,  Nos  68  and  70.  Assign  lease.  Saranac  Realty  Co  to 
Edw   J   Coakley.      Oct   25.      Oct   27,   1900.      2:475 nom 

Grand  'st,  1/2  pier  on  n  s  of  Grand  st  and  s  s  Broome  st,  and  all 
bulkhead  on  east  street  in  front  of  block  between  Grand  and 
Broome  sts,  wilh  water  rights,  wharfage,  dockage,  &c.  Rosalie 
M  Steele  et  al  EXRS.  &c,  Thomas  McCarty  to  Brooklyn  Ferry 
Co  of  N  Y;  10  years,  from  May  1,  1899..  Oct  30,  19U6.  2:317 
taxes,   &c,  and  5,.500 

Goerck  st.  No  106,  all.  Frank  I  Miller  to  Bernard  Waldinger;  3 
years  and  15  days,  from  Sept  15,  1900.  Oct  30,  1906.  2:324.. 
3,508 

Houston  st.  No  287  East,  store,  basement  and  1st  floor  above  and 
scenery,  &c.  Anszel  Henig  to  David  Bernstein;  1  year,  from 
Oct  25,   1906.     Nov  1,  1900.     2:3.50 4,200 

Jackson  st,  Nos  10  and  12      |     all.      Chas    McManus    Sons    to    Rose 

Madison  st,  Nos  393  and  395|  Epstein;  3  years,  from  July  1,  1908 
Oct   29,    1906.      1:265 4,,500 

James  st.  Nos  2  and  4.  Assign  lease.  Rocco  Camevale  to  N  Y  & 
Brooklyn  Brewing  Co.     July  26.     Oct  20,  1906.     1:117 nom 

John   St.   Nos  45  to  49   |begins  John  st.   s  w  cor  Dutch  st,  runs  n 

Dutch  s(,  Nos  3  and  5  |  113.11  x  w  74.9  x  s  104.10  to  st  x  e 
75.2  to  beginning.  The  Minister,  &c,  of  the  Reformed  Protestant 
Dutch  Church  to  North  Ward  Realty  Co;  21  years,  from  May  1, 
1907,  with  renewals.     Oct  20,  19U(!.     1:78 taxes.  &c,  and  7.500 

North  William  st.  No  .30,  all.  Henry  I  Barbey  et  al  TRUSTEES 
Mary  L  Barbey  to  George  Duke  and  ano;  4  7-12  years,  frotn  Oct 
1.    190.5.      Oct   26,    1906.      1:121 5,000 

New  st.   No  64     |all.      Josephine    I    Bayaud    to    Samuel    H    Barron; 

Beaver  st.  No  19|  from  May  15,  1906,  to  May  1.  191().  Oct  26, 
190li.      1:24 taxes.   &c,    and  7,500 

Ridge  st.  No  111,  all.  Isaac  Schlanger  to  Solomon  Pokard;  from 
Oct  1,   1900,   to  Apr  30,   1909.     Oct  26,   190(5.     2:344 5,142 

Rivington  st,  Nos  81  and  S3,  basement,  bake  ovens  , store  and 
1st  tloor  above.  Aaron  Litrownik  to  Louis  Gewirtz  and  ano;  4V4 
years,    from    Nov    1,    ISMXi.      Oct    29,    1906.      2:415 2,750 

Sullivan  st,  Nos  .30  and  .32,  store  and  basement I 

Sullivan   st,   Nos  34  to  40,   store   floors | 

Elie  J  Moneuse  to  Atlantic  Glass  Co;  3  5-12  years,  from  Nov 
1,  1901!.     Nov  1,  190<!.     2:477 : 1,.500 

Same  property.  Charles  Burkelman  to  same;  2  years  and  20  days, 
from  Apr  10,  1910.     Nov  1,  19<J6.     2:477 1500 

University  pi.  No  80.  Assign  lease.  Charles  Reusse  to  John 
Speckman.      Oct   27.     Oct  30,   190(i.     2:569 nom 

Union  sq  W.  Nos  11   to  15,  s  w  cor  15th  st.  No  22,  77. .5x1(30  10. 
Assign    lease.      Moss   Realty   Co   to  Jacob   C   Simon.      Mort  $145,- 
000.     Oct  30.  1900.     3:842 other  consid  and  100 

4th  st.  No  142  East.  Surrender  lease.  Isaac  Grossman  to  Edward 
Rubin.      Aug  30.     Oct   .30,    1906.     2:431..    ..other   consid   and  225 

10th  st,  No  79  East,  all.  Margaret  Jaeger  to  Minnie  Lohrey;  3 
years,  from  Feb  1,  1905.     Oct  27,  1906.     2:556 1,500 

10th  si,  n  s,  520.8  s  e  Av  D.  77.6x37 

10th  St.  n  s,  at  south  corner  thereof,  runs  s  e  —  to  e  s  Tompkins 
St.  X  n   104.8  X  n  w  85.8  x  w  98.9  x  s  w  37  to  beginning;   also 

All  title  to  north  Vi  of  pier  at  foot  10th  st.  East  River,  land  un- 
der water.  &c 

James  Affleck  EXR,  &c.  George  Law  to  the  Tenth  and  Twenty- 
third  Street  Ferry  Co;  10  years,  from  Feb  1,  1898.  Oct  30,  1900. 
2:3(i7 taxes.  &c.  and  7,(X)0 

12th  st,  Nos  10  to  14.  s  s,  225  e  5th  av,  61x103.3,  Subordination  ot 
lease  to  mort  for  .$225,000.  Becker  Bros  &  Co  with  Metropolitan 
Lite  Ins  Co.     Oct  24.     Oct  27,  190G.     2:569 nom 

12th  St.  No  2  East.  Assign  lease.  John  J  Galligher  to  James 
Connolly.      Oct    30.      Nov    1,    1906.      2:453 nom 

14th  St.  Nos  316  and  318  East,  all.  Gustav  Kaliski  et  al  to  Frank 
Nelson  and  ano;  3  years,  from  Nov  1,  1906.  Oct  26,  190(i. 
2:4.55 8.400 

10th  St.  No  18  East,  (ith  floor.  Union  Square  Realty  Co  to  Louis 
Kagel  et  al;  3  years,  from  Feb  1,  1907.  Oct  29,  1906.  3:843. 
4,250 

Kith  st.  No  .536  East.  Surrender  lease.  Isaac  Watkin  to  Joseph 
Hammersmith   and   ano.      Oct   27.      Oct   31.    1906.      3:973 450 

17th  St.  No  22  East,  the  stoop,  front  parlor  and  rear  above  saloon. 
Paul  H  Fischer  to  Aron  Ranch;  3  years,  from  May  1,  1900.  Ocf 
26,    1906.      3:844 780 

18th  St.  No  229.  n  e  s,  234  n  w  2d  av.  23x92.  Consent  to  assign 
lease.  Rutherfurd  Stuyvesant  by  Henry  L  Morris  ATTY  to 
Clara    Bischof.      Oct   31     190(5.      3:899 

Same  property.  Assign  lease.  Clara  Bischof  to  Emilie  Hotmann. 
Oct  31,   190(5.     3:899 nom 

19th  st.  No  146.  s  w  s.  60  n  w  3d  av,  20x92.  Assign  lease.  Lillie 
Sussman   to   Peter   C   M   Christensen.      Nov   1,   1906.     3:874.  .3,2.50 

Same  property.  Consent  to  assign  lease  and  covenants.  Lucuis  H 
Beers  and  ano  EXRS,  &c,  Robt  R  Stuyvesant  to  same.  Oct 
26.      Nov   1,    1906.     3:874 nom 

22d  st,  Nos  305  to  311,  n  e  s,  1(X)  n  w  8th  av,  75x98.8.  Mary  M 
wife  Gardiner  Sherman  et  al  to  Wm  A  Bragg;  21  years,  from 
Nov    1,    liXlO.      Oct   31,    190(5.     3:746 taxes,    &c.    and   2.400 

22d  St.  No  2.';8  West,  all.  Jere  J  Campion  TRUSTEE  John  Laden 
to  Emma  Goodman;  3V^  years,  from  Nov  1,  1906.  Oct  27,  190<>. 
3:771 1.400  and  l.,5ii0 

22d  St.  No  311  West.  Leasehold.  Nettie  E  Garton  to  Wm  A 
Bragg.     Oct  31.   1906.     3:746 nom 

22d  st,  No  .307  West.  Leasehold.  Susan  Conner  to  Wm  A  Bragg. 
Oct   31.   1906.     3:746 nom 

27th  St.  No  4.58  West,  east  store.  Gottfried  K  Schweitzer  to  Kas- 
par  Tremer;  5  years,  from  Nov  1,  19015.  Oct  30,  1906.  3:724. 
420 

29th  st.  No  220  East,  store.  &c.  Angelo  Legniti  to  Maria  Roveto; 
4  11-12  years,  from  June  1,  1906.     Nov  1,  1906.     3:909 1,140 

29th  st.  No  49  West.  Assign  lease.  Denison  P  Chesebro  to 
Harry  O  Parsons.     June  20.     Oct  26,   1906.     3:831 nom 

Same  propertv.  Assign  lease.  Harry  O  Parsons  to  Edward  de 
F  Smith.     July  .30.     Oct  26,  1906.     3:831 nom 

.30th  st.  No  200  West,  store,  part  basement  and  top  floor.  Eliz- 
abeth Klein  to  Joseph  Senger;  3  years,  from  June  1,  1906;  3 
years'   renewal.      Oct   29,   1906.     3:779 600 

31st  st,  Nos  317  and  319  East,  all.  Paul  M  Solomon  et  al  to  Vin- 
cenzina  Congialosi  and  ano;  3  years,  from  Nov  1,  1906.  Nov  1, 
1900.      3:937 6.500 

34th  St.  No  23(>  East.  all.  Patrick  Farnan  to  Alois  Braunstein; 
4  years,  from  Sept  1.  litOO.     Oct  29,  1906.    3:914.. 1,032  and  1.100 

35th  st.  No  2.53  West,  all.  Martin  Beckmann  to  Barron  D  Wil- 
kens;   10  years,  from  Nov  1,  1906.     Oct  30,  190(5.     3:785 2,400 

38th  st.  No  348  West,  store.  Margaretha  Lutz  to  Frank  Schropp; 
3  years,  from  Apr  1,  1906.     Oct  29,  1906.     3:761 360 
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39th  St,  No  15  West,  all.     Rebecca  FRggs  to  Elizabeth  Kennedy 
4  years,  from  Feb  1.  1905.     Oct  20,   1900.     3:841 ...3,oOO 

30th  St  No  56,  s  s,  ISO  e  6th  av,  21x00.  Subordination  of  lease 
to  mort  Alice  B  Scott  and  ano  with  Paul  De  B  Laighton. 
Oct    25       Oct    27.    1006.      3;840 ,.nom 

40th  stl  bulkhead  line  bet  40th  and  41st  sts.  East  River,  and  a  line 

41st  st|  50  west  therefrom.  New  Amsterdam  Gas  Co  to  Brook- 
lyn  Ferry   Co;   3   1-12  years,   from   Dec   1,   190.}.      Oct  30,   VMh. 

-  _  I  oro  _.,4(_Mj 

41s't  stt'n's.' 90 'w  bulkhead' line.  East  River.  lOOx-  t<>  s  s  42d  st. 

42dst  I  Same  to  same;  15  years,  from  July  1,  1800.  ^,_Oct  -iO  1;  06- 
5- 1353  taxes,  &c,  and  .>t)  000  to  U,(AW 

4-'d  St'  Nos  6o7  to  (545  West,  about  32  ft  each  of  rear  parts  of 
"above.  Hyman  Levin  to  The  Harvey  Auto  Shop;  4V|  years,  from 
Nov   1     r.HKi    with  renewal.     Oct  30.   lOOO.     4;1000 400 

46th  St  '  No  310,  s  s,  125  w  8th  av,  18.0x100.5.  Assign_  lease. 
Florel'la  P  Robinson  to  Chas  F  Myers  and  ano.  Oct  2o.  Oct 
•'6     1006       4- 1036 other  consid   and   100 

47"h' St  No  316  East.  "  Assign  lease.  Walter  Bertenberg  to  Aug- 
ust Selke.     Oct  30.     Nov  1,  1006.     5: 1339. ...    nom 

50th  St,   No  442,   s  s.  235.6  e  10th  av,   2oxl00.5 

50th  St.   No  444.  s  s,  220  e   10th  av,  1.5.6x100.5 ■••••;' 

Assigns  2  leases.       Elizabeth  Geib  to  Michael  G  Byrne.     Nov  1, 
10011.     4:10.59 ■ 16.000 

56th  St  Nos  231  to  237  East.  Assign  lease.  Elias  Kosower  to 
Jacob' Kasten.     Nov  1,  1906.     5:13.30 ,•••,•  -""^ 

03d  St,  Nos  200  to  213  West,  all.  Moss  Realty  Co  to  Aniiie  We^iss 
and  ano;  3  years,  from  Nov  1,  1906.     Nov  1,  1906.     4:ll;w..  1.800 

7:!d  St,  No  322  East,  store  and  4  rooms  on  2d  floor.     '^        .      «   „ 
to   Frank  Souhrada  and  ano;   5  yrs,   from  Fe" 
1900.     5:1447 „         t    „       ■         a 

102d  St,  No  100  East,  s  e  cor  Park  av,  store,  &c.  L  Harris  and 
ano  to  Dennis  Keating;  4  S-12  years,  from  Sept  1,  1906.  Oct 
31,   ItMHj.      6:1629 ■•    •■••    ••■•,""■,■■■    = 

100th  St,  No  336  East,  store,  &c.  Francesco  Sacco  to  Malcolm  S 
Keyes-  5  years,  from  April  1,  1906.     Oct  30,  190G.     0:1680. ..  .384 

110th  st,  Nos  245  to  249  East,  two  east  stores  and  2  rooms  in 
rear  of  the  westerly  of  said  stores  and  basement.  Bertha 
Zucker  to  Ackille  Avollo  and  ano;  5  years,  from  Oct  1,  UOO. 
Oct  26,   1906.     6:1660 WO 

111th  St    Nos  100  and  102  East]    corner    store    and  two     adj     store 

Parlj  av  I  on  Park  av,  basements.  &c.  Abram 
Brothers  to  Henrv  Abeles;  5  years,  from  Nov  1,  1006;  5  yea.rs' 
renewal   at   ,^1,320.      Oct   29,    1006.      6:1638 1.116 

115th  St,  No  330  East,  all.  Giuseppe  Goduti  to  Vincenzo  Pen- 
dozzi  and  ano;   4  10-12  years,  from  July  1,  1906.     Oct  29,  19()6. 

6:1687 , 1'*'"" 

116th  St,  Nos  4.55  and  457  East,  store,  &c.  IsaacEdelson  and 
ano   to  Abraham   Friedlander;   3  years,  from  Oct  15,   1906.     Oct 

27,    1006.      6:1710 •^^'^ 

117th  St,  Nos  428  to  432  East,  store.  Joseph  La  Rocca  to  Dom- 
enico  Scalzo;  5  years,  from  Nov  1,  1906.     Oct  29,  1906.     0:lil0. 

12'lst' St!   No  243  East.      Surrender  lease.     Israel   Berger  and  ano_ 

to    Rachel    Cohen    et   al.      Oct   31.    1906.      6:17.86 150 

123d  St,  Nos  129  and  131  East,  all.  Cornelia  McKay  and  ano  to 
James  Scallion;  3  years,  from  Aug  1,  1906.     Nov  1,  1S)06.  0:lj71. 

5,700 

Amsterdam  av.  No  2192,  s  w  cor  169th  si,  — x— .  Subordination 
of  lease  to  mortgage.     Martin  Reimer  with  William  MoUer.  Nov 

1,   1906.      8:2125 °om 

Amsterdam  av.  No  1648,  north  store.  Abraham  R  Katz  to  Henry 
Van    der   Lith    and    ano;    5   years,    from    Nov    1,    1906.      Oct   26. 

1006.     7:2073 1.500 

Amsterdam  av.  No  1340.  Assign  lease.  Elizabeth  Burke  INDIV 
and  as  EXTRX  Thomas  Burke  to  Bernard  Reilly.     Oct  2o.     Oct 

26,  1906.     7:1082 1800 

Av  A,  No  1514,  n  e  cor  80th  st.  Assign  lease.  Patrick  Coughhn 
to  James   Everards  Breweries.     Oct  20.     Oct  30,   1906.     5:1577. 

nom 

Av  A  No  43!  nw  cor  "3d  St.' 24x72.10.  Wm  W  Astor  to  Wilhel- 
mina  Arend  et  al;   20  years,  from  May  1,  1008.      Oct  20.   1906. 

^<;4;il taxes,   &c,  and  l,2o0 

Av  B,  Nos  105  to  1001  two    buildings.      Isaac      Mendoza      to      Israel 
7th  st.   No   184%       I     and    Joseph   Levine;    5    years,    from   Nov    1. 

1006.     Oct  20.  1006.     2:380 12,600  and  12.700 

Broadway,  Nos  1187  and  1180.  the  entrance  to  Proctor's  Fifth 
Avenue  Theatre,  25x60,  with  basement.  International  Amuse- 
ment  and   Realty  Co   to   Milton  Weber  and  Louis   Heilbroner;   4 

years,    from    May    1,    1907.      Oct   30,    1906.      3:830 13,500 

Broadway.  No  1141.  n  w  cor  26th  st,  all.     Hopeton  D  Dyer  and  ano 

to   Geo   G   Benjamin;    10%   years,   from   Nov   1.   1906.     3:828 

taxes,  &c,  and  12.750  and  13.033.33 

Broadway,  No  1143,  w  s,  all.  Hopeton  D  Dyer  to  Geo  G  BecVa- 
min;   10%  years,   from  Nov   1,   1906.     Nov  1,   1906.     3:82.£„.. 

...... taxes,  &c,  and  9,750  to  9.966.67 

Columbus  av.  No  814.  store.  John  H  Dierson  to  Charles  Im- 
moor;    7   years,   from   May   1,    1904.      Oct  31,    1006.      7:18.54.... 

;.........    ■; .840  and   000 

Manhattan  av.  No  1.52,  n  e  cor  107th  st,  store,  &c.  John  Kafka  to 
Joseph   Weissberg;    5   years,    from   Oct    1.    lOOti.      Oct   27,    1906. 

7:1843 480  and  540 

Park    row,    No    113 

New   Chambers  st.   No  .5 1 

Assign   lease.     Benj  J  Bush   to   Edw  V  Burton.     All   title.     May 

16.     Oct  29.  1906.     1:119 nom 

St  Nicholas  av.  s  e  cor  145th  st.  dining  room,  cafe,  barber  shop, 
pool,  billiard,  card  and  stock  rooms.  George  Daiker  to  John  C 
HoUermann;  5  years,  from  Nov  1,  1906.     Oct  31,  1000.     7:2051. 

1,500    to    2,400 

West  End  av.  No  54.  Assign  lease.  Max  Cohen  to  Edward  Brans- 
grove.     June  20.     Nov   1,   1906.     4:1153 nom 

1st  av.  No  222,  north  store.     Julius  Salzstein  to  Paolo  Castrovinci 

and  ano;   5  years,  from  Dec  1,  1906.     Oct  30,  liXKi.     2:441.... 960 
2d  av.   No   1343.  store,   &c.     Benjamin  Aufses  and  ano   to   Samuel 

Reich;  3  years,  from  May  1,  10O6.     Oct  26,  1906.     5:1425 

780  and  840 

2d  av.  No  1.339.  s  w  cor  65th  st,  store,  &c.  Charles  Schoenstein 
to  Martin  Ade;   5  yrs,  from  Nov  1.   1006.     Nov  1,  1906.  5:1419. 

.1,560 

3d  av.  No  1691,  south  store.     Wm  Shretski  to  Herman  Stein;  3% 

years,  from  Nov  1.  1906.     Oct  30,  1006.     5:1.540 600 

3d  av,  Nos  705  and  707,  all.     J  Edgar  Leaycraft  to  Edw  V  Kraus; 

10  years,  from  Nov  1.  1006.     Oct  27,  1006.     5:1318 3,000 

4th  av.   No  87.      Assign   lease.     Simon  Abrahams  to   Isidor  Freid. 

Oct    25.      Oct   26.  1006.      2:556 other  consid   and   100 

4th  av.  No  87,  e  s.  39  s  11th  st.  16.9x48.3x16.4x49.  Consent  to 
assign  lease.      Lucius  H   Beers  and  ano  EXRS,  &r.   Robt   R  Stuy- 

vesant    to   Isidor   Freid.      Oct  3.     Oct  26,   llXRi.     2:556 nom 

4th  av,  No  420  all.  Sarah  T  Adams  to  Louise  Gempp;  3  years, 
from  Oct.l,. 1900.     Oct  29,  1906.    3:858 2,520 


5th  av.  No  452,  3d  floor.  Edw  M  Knox  to  Milton  P  Bagg  et  al; 
5  3-12  years,  from  Feb  1,  1907;  option  5  years  renewal  at  $6,- 
000.      Oct  29,    1906.     3:841 5,000 

7th  av.  No  2,S2.  Bill  of  sale,  lease,  &c.  Mark  Trautfleld  auc- 
tioneer to   Michael  J  Lally.     Aug  7.     Oct  31.   1006.     3:776 lOQ 

7th  av.  No  204.  cor  store,  &c.  Louis  P  Rupp  to  Louis  G  Gels 
and  ano;  3  11-12  years,  from  Nov  1,  1906.  Nov  1.  190(j. 
3:771    1,80  Oto   1,050 

7th  av.  No  282,  n  w  cor  26th  st,  all,  exclusive  of  two  stores  on 
26th  St.  Louise  Emory  Croly  by  Henry  Rafalsky  ATTY  to  Harry 
E  Roberts;  4  3-12  yrs,  from  Nov  1,  1006.  Nov  1,  1006.  3:776. 
3,500 

Same  property.  Bill  of  sale.  &c.  Michael  J  Lally  to  same.  All 
title.      Oct    10.      Nov   1,   1906.     3:776 nom 

8th  av.  No  2307.  Surrender  lease.  Richard  Schulder  ADMR 
Rudolph  Schulder  to  Daniel  Houlihan  Oct  31.  Nov  1,  1006. 
7:10.50 nom 

8th  av,  No  2307,  hotel,  &c.     Daniel  Houlihan  to  John  P  Flannery; 

9   %   years,   from   Nov   1,   1906.     Nov  1.   1906.     7:19.50 

4,800  to  5,400 

8th   av,   Nos  7.50  and  7.52ln   e   cor  46th  st,   runs  n  50.5  x  e   100  x 

46th  st,  Nos  247  and  249  |  n  50  x  e  25  x  s  100.5  to  46th  st  x  w 
125  to  beginning.     Assigns  4  leases.     Leopold  Hutter  to  Arthur 

Wolfe.      Mort    $12,000.      Oct    31,    1906.      4:1018 

other    consid    and    100 


BOROTJOM   OF   Tl 


BKONX. 


*Main  st,  s   w  cor   Poplar  st,   store  and  rooms  on  2d  floor,  West- 
chester.     Mary    Kramer    to    Charles    Zacharias;    5    years,    from 

Nov  1,  ]0(m;.     Oct  30,  1006 480 

165th  st,  Nos  751  and  7.53  East,  1-sty  frame  bldg  with  vacant  lot. 
Anna  M  Neft  to  Louis  Nagy  et  al;  1%  years,  from  Nov  1,  1006. 

Oct  30,  10m>.     0:2370 900 

169th  st,   No    1162   East,   store.     Antonie   Eichelberg  to   Frederick 
Miller;  2  7-12  years,  from  Sept  30,  1906.     Oct  26,  1900.  10:2718. 

480  to  600 

190th  st,  r  s,  120  w  of  right  of  way  of  N  Y  C  &  H  R  R  R  Co,  runs 

n  18  X  w  1,117  to  n  s  pier  and  bulkhead  line  x  s  25  x  e  237  to 

said  railroad  x  n  7  to  n  s  190th  st  x  w  120  to  beginning. 

100th  st,   n  s.  at  east  side  of  said  right  of  way  of  said  railroad. 

runs  s  7  X  e  .50  to  w  s  Harlem  River  Terrace  or  Heath  av  x  n 

7  X  w  along  l!«)th  st  52.0  to  beginning 

Assign   lease   and   covenant.      Union  Railway  Co  of  N  Y  City   to 
Westchester  Electric  R  R  Co.    All  title.     Oct  31,  1906.    11:3238 

and   3244 nom 

*204th  st.  No  323  East,  Bronx,  all.     Hermap   C  Kudlich  to  Will- 
iam  Elvers;    5  years,   from   Oct   1,   1906.      Oct  31.   1906 

600   to   720 

*Barnes   av,   n   w   cor  223d   st.     Assign   lease.     Stefan   Sopniewskl 

to  The  Ebling  Brewing  Co.     Oct  17.     Oct  31,  1006 nom 

Bergen    av.    No    5U4.    s    e    cor   148th    st,    store    and    rooms    above. 
.■Vngelicka   Gilfrich   to   Michael   Schroeder;   5  years,   from  Nov   1, 

10t)6.      Nov   1,   1006.      0:2292 1,320 

Cypress  av,  n  w  cor   141st  st,  cor  store.     Marie  Mangels  to  John 
Haffey;   31/2  years,  from  Nov  1,  1006.     Oct  31,  1006.     10:2554.. 

960  to  1,080 

Same  property.     Assign  lease.     John  Haffey  to  The  Ebling  Brew- 
ing Co.     Oct   17.     Oct  31,   1906.      10:2.554 nom 

Elton  av.  No  777,  n  w  cor  157th  st,  store.     George  Fuchs  to  Wm 

Cervenka;  5  years,  from  Nov  1.  1906.     Oct  20,  1000.     0:2,370.. GOO 
Elton    av.    n    e    cor    157th   st.    store,   &c.      John    Paul    to    Diedrich 
Gercken;    5   years,    from   Nov   1,    1006.      Oct   31,   1906.      9:2379. 

480  to  600 

*Glebe   av,    n   w   cor   Parker   av,    lot   58   map    St   Raymond   Park, 
Westchester,    all.       Caroline    W    Kuehnel    to    George    Hablutzel; 

3   years,   from   May   1,    100.5.      Oct   31,   1006 420   to   480 

Morris  av,  s  w  cor  154th  st,  store.  &c.     Michael  Santangelo  to  Sol 

Beringer;  5  years,  from  Jan  1.  1907.     Oct  31,  1000.    9:2442.. 1,050 
Melrose  av.  No  731.  s  w  cor  156th  st,  store.     Herman  Wiebke  to 
Geo   K   Munch;   4  years,   9%   mos,   from  July  15,   1906.      Oct  30. 

11M16.      0:2377 600  to   720 

Tremont   av.   No   749.   all.     John   Reyelt   to  John  D  Albers;   8  yrs, 

from    Oct    24.    1006.      Nov    1,    1906.      11:3043 1,800   to    2,100 

Westchester  av,  n  e  cor  155th  st,   cor  store,  &c.     Nathan  Marcus 

to   William   and   Adolph   Fritzel;    July   27,   1906.   10  years,   from 

completion    of   premises.      Nov   1,    1906.      10:2654.  .1.800  to   2,400 

Washington    av.    No    022.      Assign    lease. 

Lindsey   J    Underwood.      Oct    18.      Oct   31, 
West    Farms    road,    Nos    1923    and    1925. 
Wucherpfenning  to   Beadleston  &  Woerz. 

11:3016 2,000 

Same   property.      Assign    lease.      Beadleston    &   Woerz    to    Amelia 
Herdfelder.     Oct   31.      Nov   1,    1906.      11:3016 2,150 

MORTGAGES 

NOTE.— The  arrangement  of  this  list  is  as  follows:  The  first  name 
is  that  of  the  mortgagor,  the  next  that  of  the  mortgagee.  The  de- 
scription of  the  property  tthen  follows,  hen  the  date  of  the  mort- 
gage, the  time  for  which  it  was  given  and  the  amount.  The  general 
dates  used  as  head  lines  are  the  dates  when  the  mortgage  was 
handed  .into  the   Register's   office   to   be   recorded. 

Whenever  the  letters  "P.  M."  occur,  preceded  by  the  name  of  a 
street,  in  these  lists  of  mortgages,  they  mean  that  it  is  a  Purchase 
Money  Mortgage,  and  for  fuller  particulars  see  the  list  of  transfers 
under  the   corresponding  date. 

The  first  date  is  the  date  the  mortgage  was  drawn,  the  second  the 
date  of  filing;  when  both  dates  are  the  same,  only  one  is  given. 

Subscribers  will  find  mortgages  in  this  list  with  the  wrong  block 
number  attached.  The  block  number  we  give  is  taken  from  the  in- 
strument  as   filed. 

Mortgages  against  Bronx  property  will  be  found  altogether  at  the 
foot   of  this  list. 


Daniel  E  Donovan  to 
1906.      9:2367 nom 

Assign  lease.  Ernest 
Mar  3.     Nov  1,  1906. 


Oct.    26,    27.    29.   30.   31,    Nov.    1. 
SOROVTGH   OF  MANHATTAN. 

Auerbach,  Louise  to  Wm  P  Acton  and  ano  exrs  Chas  A  Acton. 
13th  St.  No  235.  n  s.  430  w  7th  av.  20x81.6.  P  M.  Nov  1,  1906. 
5   years,   5%%   for  2  years   and  5%  thereafter.     2:618.  11.000 

Auerbach,  Bessie  to  Alex  H  Pincus.  115th  st,  Nos  276  and  278, 
s  s,  100  e  8th  av,  50il00.ll.  P  M,  Prior  mort  $40,875.  Oct 
30,   1  year.  6%.     Nov  1.  .1906.     7:1830.  9,125 

Aaron.    Jacob    to   Joseph   Ll^bling.      116th   st.   No   205,   n   s,   85   e 
od  av,  runs  n  100  x  e  15  \  r  0.10  s  e  15  x  s  100.10  to  st  x  w  30  ■ 
to    beginning.      P    M.      Prioi-   mort  f24,000.      Oct   31,   5   years, 
6%.     Nov   L   1906.     6:1666.  12,000 


The  text  of  these  pages  Is  copyrighted.    All  rights  are  reserved.      Notice  is  hereby  given  that  infringement  will  leai  te  (tosecution, 
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RECORD     AND      GUIDE  Manhattan 


743 


Adaptable  for 

Offices  and  Residences 

Systems  of  Less  Than  Five  Stations 


Interior  Telephones 

Fifty  Cents  a  Month 


No  Installation  Charge 
No  Maintenance  Charge 

THE  AnENTION  OF  ARCHITECTS  AND  BUILDERS  IS  PARTICULARLY  CALLED  TO  THE  ADVANTAGES  Of  OUR  SYSTEMS. 
RATES  FOR  SYSTEMS  OF  OVER  FIVE  STATIONS  AND  ALL  OTHER  INFORMATION  MAY  BE  OBTAINED  UPON  APPLICATION 

NEW     YORK     TELEPHONE     COMPANY 


I  16  WEST  38th  STREET 


15  DEY  STREET 


220  WEST  124th  STREET 


Qom 
M  Schaeter  Brewing 
Leasehold.      Oct  23,   de- 
700 


Abbe,   Ma.x   F   to   William  Wiese.     02a  st,   Nos   10:5  and   lO.'i,   n  s, 

S8.G  e   Park  av,   38x100.8.     P  M.     Prior  mort  .f32,(X)0.     Nov  1, 

lOOO,  3  years,  5%%.     .5:l.j21.  10,000 

Ade.    Martin    to   Lion    Brewery.      2d    av,    s   w   cor   G5th   st,   — x — . 

Saloon   lease.      Oct  29,   demand,  0%.     Nov  1,   lOOC.     5:1-119.  2.130 
Abraham,  Jacob  to  Emilie  Mehlich.  Madison  av,  Nos  1410  and  1412, 

w  s,  2."i.,")  s  98th  st,  2  lots,  each  2.5x95.    2PM  morts,  each  $11,- 

000.     2  prior  morts  $12,000  each.     10  years,  (!'/.     Oct  30,  1900. 

0:1003.  22.000 

Abraham,   Jacob    to   Emilie   Mehlich.      Madison   av.   No   1414,   s   w 

cor  9Sth  st,  25.5x95.   P  M.     Prior  mort  $22,000.     10  years,  0%. 

Oct  30,  1900,     0:100,3.  32,000 

Abeles,   Emil   to  Joseph  M  Ohmeis.     124th  st.   No  148,  s  s,  225  e 

7th    av,    25x100.11.      Extension    mort.      Oct    20.      Oct    31,    1900, 

7:1908. 
Avolio,    Achilla   and   Nicholas   Franco   to   F  & 

Co.      llOlh   st,   Nos   245   to   249   East. 

mand.  —%.     Oct  20,  1900.     0:10(iO. 
Arnstein,    Robert  to  Abraham   Rulh.      Amsterdam   av,   Nos  2<!KJ0  to 

2000,  n   w  cor  159th  st,   Nos  .501   to  .505,  99.11x120;   Amsterdam 

av,   s  w  cor   1.59th  st,   00.7x1.50.     Prior  mort  $522,0<J0.     Oct  20, 

1900,  demand,   0%.      8:2117  and  2118.  01,500 

Andres,   George   to   Apolonia   Andres.      Manhattan   st,   Nos    121   and 

123,   n   w   cor   Old   Broadway.    No   2319.   .5O.x99.1Ox50xl00.1.     Oct 

19,  4  years,   —'/r.     Oct  20,   1900.     7:1982.  8  0<X) 
Bernstein,   Mitchell,   Wm   W   Levy  and  Jacob  Friedman   to  Samuel 

Brand.  13(;th  st,  Nos  10  and  18,  s  s,  235.0>4  w  5th  av, 
49.11%x99.11;  13(ith  st,  Nos  20  and  22,  s  s,  285  w  5lh  av, 
50x99.11.      Oct    31,    1    year,    0%.      Nov    1,    1900.      (;:17.3;'..  4.2.50 

Barrows,  Samuel  H,  Rutherford,  N  J,  to  Sarah  A  Purdy.  12(lth 
st.  No  243,  n  s,  57  e  St  Nicholas  av,  10,8x100.11.  Oct  30,  3 
years,  ,5'/;.     Nov  1,   1900.     7:]92(i.  9,0tl0 

Book,  Benny  to  Moses  S  Nathanson.  149th  st,  Nos  304  and  300, 
s  s,  125  w  8th  av,  50.x9».ll.  Receipt  of  .f5,000  on  account  of 
mortgage.      Aug   20.      Oct   20,    1900.      7:2045.  

Birdsall,  Avis  S,  N  Y,  and  Lawrence  E  and  Edith  P  Embree,  and 
Nina  E  de  Raismes,  Flushing,  N  Y,  to  Geo  W  Wickersham  and 
ano  trustees  Saml  McLean,  Spring  st.  No  308,  s  w  cor  Ren- 
wick  st.  No  47,  25x75,  Oct  1,  3  years,  4'^%.  Oct  20,  1900. 
2:594.  23,000 

Bousa,  Vincent  and  Vincent  Faltin  to  LAWYERS  TITLE  INS  & 
TRUST  CO.  7Ist  st,  Nos  415  and  417,  n  s,  188  e  1st  av,  50x 
102,2.     Oct  25,   due  June  28,   1910,  5%.     Oct  20,   1900.     5:1400. 

45.000 

Same  and  Isaac  Marx  with  same.  Same  properly.  2  subordination 
agreements.      Oct   20,    1900.      5:1400.  nom 

Bousa,  Vincent  and  Vincent  Faltin  and  Vaclav  Nemecek  with 
same.     Same  property.     Subordination  agreement.     Oct  25. 

20,  1900.     5:1400. 
Burger,   Joseph    to   Sigmund   Kraus.     Av   C,   No   22,   e   s,   80 

st,   20x80.      Oct  24,  3  years,  0%.     Oct  20,   1900.     2:372. 
Bache     Max   to   Edw   R   Poerschke.      Thompson   st.   No  00,   e 

n    Broome    st,   25x94.      P   M.      Prior   mort    $24,000.      Oct    30,    due 

Sept  15,  1911,  0%.     Oct  31,  1900.     2:488.  10,.500 

Burton,  Oscar  A,  of  Albert  Lea,  Minnesota,  to  Louise  F  G  Grimke. 

47th  st,  No  30,  s  s,  390  w  5th  av,  20x100.5.     Sept  27,  3  years, 

41/0%.     Oct  31.  1900.     5:1202.  25,000 

Boerick,   Lena   to  Benj  J  Weil  and  ano.     Stanton  st,  No  310,   n  s, 

75   e   Lewis    st,    22x75.      P   M.      Oct   30,    5   years,   6%.      Oct  31, 

1900.      2:330 3,400 

Berlin,  Chas  and  Abraham  Cohn  to  Adele  Herold.     88th  st.  No  331, 

n   s,   200  w   1st  av,  25x100.8.      P  M.      Prior  mort  $12,000.     Due 

June  30,  1911,  0%.     Oct  29,  1900.     5:1551.  9,000 

Beirne,  Michael  J  and  Frank  Dougherty  to  A  Hupfels  Sons.     140th 

st.  No  201  West.     Saloon  leace.     Oct  24,  demand,  0%.     Oct  31, 

1900.     7:2032. 
Beetson.    Catherine    M     Portchester, 

7th   av.    No    177,   e    s,    09   n    20th 

0%.     Oct  31.  1900.     3:700. 
Burns,   Edward   to  Mary  L   Fraser. 

1st  av,  20x102.2.     Oct  30,  5  years. 


Av   B,   25x103.3.      P   M 


Nov  1,  1900,   5  years,  5%. 
Same  property. 


Oct 
nom 
n   2d 
3,000 
125 


N 
st. 


78th 


3,203.49 
Beetson. 
demand, 
7,222.10 
st.   No  348,   s   s,   170  w 
Oct  31,  1900.     5:1452. 


Y,    to    Margt    A 
23x80.      Oct   30, 


14,000 

Berman,  Meyer,  Samuel  Finesilver  and  Isaac  Sandusky  to  Solo- 
mon Wronker.  St  Marks  pi.  No  58  (Sth  st),  s  w  s,  300  s  e 
2d  av,  25S97.0.  P  M.  Prior  mort  .$38,000.  Oct  15,  due  Jan  31, 
]!I08,  0%.     Nov  1.   1900.     2:449.  5,000 

Hrindze,  Bernard  with  John  McL  Nash  trustee  F'rances  E  Berger. 
5th  av.  No  2147,  e  s,  2.5  n  131st  st.  25x99.  Subordination  agree- 
ment.    Oct  30.      Nov   1,   1900.     0:17.50.  nom 

Bachrach.  Irving  and  Isaac  Schmeidler  to  T  Jos  Barry,  Jr.  147th 
st,  Nos  28(i  to  2S8,  s  s,  175  e  8th  av,  .50x99.11.  p  M.  Prior 
mort  $13,000.     Oct  24,  2  years,  G%.     Oct  30,  1900.     7:2032. 

4,000 

Bonomo,  Vito  with  Wm  Dutcher  and  ano.  108th  st.  No  202  East. 
Subordination   agreement.      Sept   0.      Oct   30,    1900.      0:1(;57.     nom 

Bachman,  Alfred  C  to  TITLE  INS  CO  of  N  Y.  97th  st.  No  125.  n 
s,  22s  w  Columbus  av,  10x100.11,  Due  Sept  .30,  1908,  h%.  Oct 
.30,    19O0.      7:18.52.  10,000 

Beer,  Szuaer  to  Ignatz  Alexander  and  ano.  0(h  st.  No  050,  s  s 
(on  map  No  042),  90  w  Av  C,  20x97.  P  M.  Oct  29,  due  April 
1,  l'.t07.  0%.     Oct  .30,  1900.     2:388.  300 

Bloom,  Yette,  Brooklyn,  N  Y,  to  Sophia  J  wife  John  C  Harre. 
40th  st.  No  439,  n  s,  450  w  9th  av,  25x98.9.  P  M.  Prior  mort 
.$4,000.      Oct  31,  3  years,  5%.     Nov  1,   1900.     4:1050.  11,000 

Burger,   Pinkus  to  Kunigunda  Goerl,     lOth  st.   No  530,  s  s,  245.0 


3:973. 
18,000 

Same  to  Fredk  Goerl.  Same  property.  P  M.  Prior  mort  $18,000. 
Nov  1,  190(!,  5  years,  5'/f.     3:973.  5,500 

Buckley,  Daniel  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
Columbus  av,  Nos  887  and  8,S9,  e  s,  100.11  n  103d  st,  2  lots, 
each  30x100.  2  morts.  each  $25,000.  Nov  1,  1900,  5  years,  5%, 
until    Jan    1,    1!I(».S,    and    4V2%    tliereafter.      7:1839.  .50.000 

Brill,  Max  D  to  LAWYERS  TITLE  INST  &  TRUST  CO.  Sth  av. 
No  2378,  e  s,  50  n  127th  st,  25x100.  Oct  30,  5  years,  5%.  Nov 
1,  1900.     7:1933.  30,000 

Buchanan,  Albert  to  MUTUAL  LIFE  INS  CO  of  N  Y.  Boulevard 
Lafayette,  n  e  cor  181st  st,  runs  —  203.11  x  s  e  87.0  x  s  e  48.4 
X  s  e  37.3  x  —  19(i  to  w  s  Northern  av  x  s  e  178.3  x  w  202.2 
x  n  w  3S.G  x  n  w  32.11  to  st  x  w  135.8  to  beginning.  Nov  1, 
19O0,   due,  &c,   as  per  bond.     8:2179.  100.000 

Buckley,  Daniel  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
Columius  av.  No  883,  e  s,  40.11  n  103d  st,  30x100.  Nov  1, 
1900,  5  years,  5%  until  Jan  1,  1008,  and  4%  thereafter.    7:1839. 

25,000 

Brand,  Jacob  and  Morris  Feder  exrs,  &c,  Amelia  Harris  to  Han- 
nah Harris.  37lh  st.  No  .350,  s  s,  125  e  9th  av,  25x98.9.  Prior 
mort   $14,5(KI.     Oct   7,  3  years,  0%.     Nov  1,   1900.     3:7i;o.       l.tlOO 

Bazata.  Frank  to  Chas  Motak.  ()<>th  st.  No  329,  n  s.  200  w  1st 
av,  runs  w  1(K>.5  x  w  24.11  x  s  ltX).5  to  st  x  e  24.11  to  begin- 
ning, probable  error.     Nov   1,  lOOti,  3  years,  0%.     5:1441.       2..500 

Bransgrove,  Edward  to  Lion  Brewery.  West  End  av.  No  .54. 
Saloon   lease.      Oct  29.      Nov  1,   19O0.     4:11.53.  3,.500 

Cohen.  Naihan  and  Nathan  Schancupp  to  LAWYERS  TITLE  INS 
&  TRUST  CO.  1st  av.  No  2017,  s  w  cor  104th  st.  No  318,  25x 
100.      Oct   30.   5   years,  5%.      Nov   1,    1900.      0:1(!70.  35,000 

Cunneen.  Carroll  to  Hulbert  Peck.  9th  av.  No  551,  w  s,  08.9  n 
40th   st,   24.8x1(Kt.     Oct   29,   1900.   2  years,   0%.     4:10.50.  5(X) 

Casey,  Wm  J  to  John  D  Van  Buren  exr,  &c,  Saml  Aymar.  91st 
st.  No  110,  s  s,  221  w  Columbus  av,  18x100.8.  Oct  20,  due,  &c, 
as   per   bond.      Oct   27,    liMMi,      4:1221.  15.000 

Carlin,  Bernard  to  Franklin  B  Lord.  91st  st.  No  107,  n  s,  1.50 
w  3d  av.  20xl(H(.8.  P  M.  Oct  30,  3  years,  5%.  Oct  31,  1900. 
5:1520.  -11.000 

Consolidated  Stock  &  Petroleum  Exchange  Bldg  Co  to  TRUST  CO 
OF  AMERICA  trustee.  Broad  st,  Nos  01  to  09,  s  e  cor  Beaver 
st,  Nos  32  to  30.  runs  e  112.2  x  s  95.10  x  w  1.10  x  s  0.11  x  w 
20.0  X  n  0.0  X  w  100  to  Broad  st  x  n  99.8  to  beginning.  Mort  or 
deed  of  trust.  Prior  mort  .$570,000.  Oct  1,  due  Oct  1,  191S 
5%.      Oct    27.    1901!.      1:29.  gold    bonds.    300,000 

Same  to  same.  Certificate  as  to  consent  of  stockholders  to  above 
mort.      Sept   28.      Oct   27,   190<!.      1:29.  

Churchill,  Harriet  H  to  Thos  J  McLaughlin.  IGlst  st,  No  .561,  n  s, 
2(14.9  e  Broadway.  18.11.x99.11.  P  M.  Prior  mort  .$9,000.  Oct 
30    1   year.  5%.     Oct  31,   19(.t0.     8:2120.  4,000 

Carlin,  Bernard  to  Mary  Connolly.  91st  st.  No  107,  n  s,  150  w  3d 
av,  20x100.8.  P  M.  Prior  mort  $11,000.  Oct  30,  3  years,  0%. 
Oct   31,    1900.      5:1.520.  4,000 

Cohen,  Isaac  and  Louis  Sheinberg  to  Sydney  A  Smith.  Broome 
st.  No  237,  s  s,  .50  e  Ludlow  st,  25x.50.  Oct  31,  3  years,  5%. 
Nov  1,   1900.     2:408.  12,000 

Cohen,  Isaac  and  Louis  Sheinberg  and  Woolf  J  Blumberg  with 
Sydney  A  Smith.  Broome  st.  No  237.  Subordination  agree- 
ment.    Oct  31.      Nov  1.  1900.     2:408.  nom 

Carroll,  James  to  Lucy  D  Booth  trustee  for  J  Arthur  Booth  will 
Ralph  W  Booth.  5(ith  st.  No  449,  n  s,  125  e  10th  av,  25x100.5. 
Nov  1,   19(10.  3  years,  57„.     4:]0<;0.  7,000 

Century  Realty  Co  and  Island  Realty  Co  to  Noel  B  Sanborn  et 
al  trustees  Isaac  G  Pearson.  Broadway,  No  179,  w  s,  71  n 
Cortlandt  st,  runs  w  01.0  x  s  1  x  w  38.10  x  s  24.5  x  e  99.9  lo 
Broadway  x  n  25.2  to  beginning.  Nov  1,  1900.  due,  c6c,  as  per 
bond.      I:(i3.  230,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders   to  above   mort.      Oct  .30.     Nov  1,   1900.     1:(;3.       

Christensen,  Peter  C  M  to  Lillie  Sussman.  19th  st.  No  140,  s  w 
s,  00  n  w  3d  av,  20x92.  Leasehold.  P  M.  Nov  1,  1900,  in- 
stalls, 57r.     3:874.  2,250 

Cromwell,  Helen  J  to  Herman  C  Fisher.  83d  St.  No  325,  n  s,  .300 
w  West  End  av,  41x102.  P  M.  Oct  25,  3  years,  6%.  Nov  1. 
1900.      4:1245.  12,000 

ChapkowEky,  Meyer  to  Janet  L  McVickar  et  al  trustees  Janet  S 
Lansing.  Goerck  st.No  3,  w  s.  100  n  Grand  st,  25x100.  Oct 
31,  due  Jan   1,   1912,  5'7r..    Nov  1,  1900.     2:.320.  25,000 

Same  and  Hyman  Levy  and  ano  with  same.  Same  property.  Sub- 
ordination  agreement.     Oct   20.      Nov   1,   1900.     2:326.  nom 

Dickson.  George  to  TITLE  GUARANTEE  &  TRUST  CO.  ,54th  st, 
Nos  48  and  .50.  s  s.  117.0  e  0th  av.  45.(jxl00.5.  Oct  31.  due, 
&c,  as  per  bond.     Nov  1,   1900.     5:12(39.  00,000 

Doctor,  Emanuel  to  Chas  M  Rosenthal.  Broadway,  n  e  cor  149th 
st,  99.11x100.  P  M.  Oct  25,  due  April  15,  1908,  0%.  Oct  30, 
1900.     7:2081.  92,.5O0 

Same  to  same.  Same  property.  Building  loan.  Oct  20,  due  Apr 
15,   1908.  0%.     Oct  .30,   1900.     7:2081.  90,000 

Duffy,  Bernard  and  Margaret  his  wife  to  Thomas  Rudden.  35th 
st.  No  4.55,  n  s.  028  w  0th  av,  22.x98.9.  Oct  20,  3  years,  5%. 
Oct  27,   100(>.     3:733.  9,000 

Denn,  Henry  to  Jos  L  Buttcnwieser.  04th  st,  Nos  .342  and  344, 
s  s,  200  e  Amsterdam  av,  20x100.5.  P  M.  Nov  1,  1906,  3 
years,  6%.     4:1135.  6,000 


The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved.     Notice  is  hereby  given  that  Intringemeiit  will  lead  to  prosecution. 
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GAS  COOKERS    ^ ' GAS  HEATERS 


We  Rent  a 
Qa»    Range 

$3 

Per    Year 

K  handsome  up-to-date  line  of 
ippllances  may  be  seen  at  our  offices 


SOLVE  THE  FUEL  PROBLEM 


W«  Retit  ■ 
Qas    Ranc« 

$3 

Per    Year 
CONSOLIDATE.D  GAS  COMPANY  OF  NEW  YORK 


CLEANLY,  EFFICIENT,  ECONOMICAL    | 


Defandort,  Allen  D  M  with  Lena  Kohn.  133cl  st,  No  21G,  s  s,  346 
w  7th  av,  27x99.11.     Extension  morl.         Oct  31,  19U6.     7:1938. 

nom 
De    Lucia,    Joseph    to    Henry    Powell    and    ano.      Christopher    st. 
No   113.   n   s,   '244.2   e   Hudson   st.   25.5x91.      P   M.      Prior   mort 
$23,U00.     Oct  30,   3   years.   G%.     Nov  1,   190G.     2:619.  4,500 

Dornberger.  Fredk  to  Arnold  L  Steinteld.  1st  av.  No  5o2,  s  e  cor 
32d  st,  Nos  400  and  402,  19.0x100.  P  M.  Prior  mort  $24,000. 
Nov   1,   1906,  3  years,  6%.     3:963.  6,500 

Dinsmore.  Wm  B,  Tuxedo,  Orange  Co,  N  Y,  to  E  Matilda  Ziegler 
et  al  exrs  Wm  Ziegler.  50th  st  No  136,  s  s,  450  w  Glh  av, 
25x100.4.      Oct  31,    190C,   1   year,   5%.     4:1002.  30,000 

Dingee,  Wm  J.  San  Francisco,  Cal,  to  Isaac  Stern.  •  5th  av.  No 
858  e  s,  45  n  67th  st,  .55.5x125.  P  M.  Prior  mort  $200,000. 
Oct  23,  3  years.  — %.     Oct  31    1906.     5:1382.  400,000 

Same   to    same.      Same    property.      P    M.      Oct    23,    3   J'^^ars,   — %. 

Oct   31,    l'.X)6.      5:1382.  200,000 

Donneean,  Maria  A  to  Lillian  B  Friedlander.  St  Nicholas  av, 
n  w  cor  l,S7th  st.  No  599,  15.10x80.  Oct  22,  due  Jan  22,  190i. 
— %.     Oct  26.  1906.     8:2168.  note.   1.000 

Dietz  Anna,  and  Alice  I  Hellmund  widow  to  GERMAN  SAVINGS 
BANK  in  City  of  N  Y.  43d  st,  No  450.  s  s,  293  e  10th  av,  19x 
100  5      Oct  25,  3  years.  iVz^:'^.     Oct  27.   1906.     4:1052.  4.000 

D'Onofrio  Rocco  to  LAWYERS  TITLE  INS  &  TRUST  CO.  116th 
st  No  413,  n  s.  1.59  e  1st  av,  ISxlUO.lO.  Nov  1,  1906,  :j  years. 
5%.     6:1710.  0.«U0 

Dueringer,  Bertha  to  J  Frederic  Kernochan  trustee  Almy  T  Hicks 
for  benefit  Harriet  R  McKim.  56th  st.  No  340,  s  s,  178  w  1st 
av  18x100.5.  P  M.  Prior  mort  $4,000.  Nov  1,  1906,  5  years, 
41,4%.     5:1348.  4.O00 

Ettinger,  Sarah  wife  Abraham  to  John  McL  Nash  trustee  Francis 
E  Berger.  5th  av.  No  2147.  e  s.  25  n  131st  st,  25x99.  Oct  30, 
3  years.  4%'/r.     Nov  1.   1906.     6:1756.  20,000 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Harris  Mandel- 
baum  and  ano.  6th  av,  Nos  407  and  460.  Extension  mort. 
Sept    1.      Oct   29,   1006.     3:804.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Jacob  Bloch  and 
ano.  9th  av.  No  575.  Extension  mort.  Sept  1.  Oct  29,  1900. 
4:10.51.  DO™ 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Esther  Isaac. 
Ludlow  St.  No  178.  Extension  mort.  Oct  1.  Oct  29,  1906. 
2-412.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Esther  Isaac. 
Ludlow  st,  No  176.  Extension  mort.  Oct  1.  Oct  29,  1006. 
2-412.  nom 

EQUIT~ABLB  LIFE  ASSUR  SOC  of  the  U  S  with  Thomas  McGold- 
rick.  Horatio  st,  'No  36.  Extension  mort.  Sept  1.  Oct  29. 
1906.      2:620.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Harriet  C  Jones 
and  ano.  74th  st.  No  3  West.  Extension  mort.  Sept  1.  Oct 
29.   1906.     4:1127.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Henriette  Ett- 
linger  73d  st.  No  40  East.  Extension  mort.  Sept  1.  Oct  29. 
191)6.     5:1387.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Cortlandt  S  Van 
Rensselaer.  61st  st.  No  42  East.  Extension  mort.  Sept  1. 
Oct  29.   1906.     5:1375.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Jessie  S  Robert- 
son. 56th  St.  No  21  East.  Extension  mort.  Sept  1.  Oct  29, 
1906.     5:1292.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  John  S  Bassett. 
31st  st.  No  11  West.  Extension  mort.  Sept  1.  Oct  29,  1906. 
3:83.3.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Chas  L  Payne 
et  al  exrs  Wm  H  Payne.  77th  st.  No  262  West.  Extension  mort. 
Sept  1.     Oct  29,   1906.     4:1168.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Robert  I  Brown. 
7(ith  st.  No  162  West.  Extension  mort.  Sept  1.  Oct  29,  1906. 
4:1147.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Henry  Eggers. 
S7th  st.  No  326  West.  Extension  mort.  Sept  1.  Oct  29,  1906. 
4:1248.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  John  H  Kimble. 
87th  st,  No  317  West.  Extension  mort.  Sept  1.  Oct  29,  1906. 
4:1249.  nom 

EQUIT.\BLE    LIFE   ASSUR   SOC   of   the    U   S    with   Peter    Karsten. 

106th   St.   No   76  East.   Sept   1.      Oct  29.   1906.     6:1611.  nom 

EQUIT.-\BLE  LIFE  ASSUR  SOC  of  the  U  S  with  Mary  F  Schwartz. 
147th  St,  No  428  West.  Extension  mort.  Sept  1.  Oct  29.  1906. 
7:2061.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  James  F  Carroll. 
Charles  st,  No  129.  Extension  mort.  Sept  1.  Oct  29,  1906. 
2:632.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Jennie  P  Forbes. 
Park  av.  No  90.     Extension  mort.     Sept  1.     Oct  29,  1906.     3:869. 

nom 
Erff,  George  to  Katharina  Erff.  33d  st.  No  313.  n  s.  204. S  w  8th 

av.  22.8x98.9.     Oct  10,  3  years,  57c.     Oct  27,  190!j.     3:757.      3,000 
Equitable    Life    Assurance    Society    of    the    U    S    with    Mary    C    S 
Jacobus.      Bethune    st.    No    26.      Extension    mort.      Sept    1.     Oct 
31.   19(l(;.     2:640.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Paul  F  O'Neill. 
Horatio  st,  No  34.  Extension  mort.  Sept  1.  Oct  31.  1906. 
2:626.  nom 

Equitable  Life  Assurance  Society  of  the  \j  S  with  John  J  Reyn- 
olds. 12th  st.  No  142  West.  Extension  mort.  Oct  1.  Oct  31, 
1906.     2:607.  nom 

Equitable  Life  Assurance  Society  of  the  U  S  with  Ira  A  Place. 
77th  st.  No  208  West.  Extension  mort.  Oct  1.  Oct  31,  1906. 
4:1108.  nom 

Equitable  Life  Assurance  Society  of  the  U  S  with  Nathan  Er- 
langer.  96lh  st  No  38  West.  Extension  mort.  Sept  1.  Oct 
31.  1906.     4:1209.  nom 

Equitable  Lite  Assurance  Society  of  the  U  S  with  John  G  Taylor. 
136th  st.  No  213  West.  Extension  mort.  Sept  1.  Oct  31,  1906. 
7:1942.  nom 

Fquitabe  Lite  Assurance  Society  of  the  U  S  with  Katharina 
Engel.  Av  A, '  No  201.  Extension  mort.  Oct  27.  Oct  31. 
1906.      2:440.  nom 

Equitable  Life   Assurance  Society   of  the  U  S  with  Augusta  Buh- 


nom 
G   Park. 
Sept    1. 

nom 


n'ne.      Madison   av.   No   72.      Extension   mort.      Sept   1.      Oct   31, 
1900.     3:857.  '  nom 

Equitable  Life  Assurance  Society  of  the  U  S  with  Augusta  Van 
Den  Henden.  9th  av,  No  755.  Extension  mort.  Sept  1.  Oct 
31.   1906.     4:1060.  nom 

Equitable  Life  Assurance  Society  of  the  U  S  with  Durland  Co. 
6(!th  St.  n  s.  100  w  Central  Park  West,  runs  n  100.5  x  w  50 
X  n  100.5  to  s  s  67th  st  x  w  100  x  s  100.5  x  w  50  x  s  100.5  to  n  s 
(iOth  st  X  e  200  to  beginning.  Extension  mort.  Oct  1.  Oct  30, 
1900).  4:1119. 
Equitable  Life  Assurance  Society  of  the  U  S  with  Wm 
5th  av.  s  e  cor  97th  st  7.5x100.  Extension  mort. 
Oct  .30.  1906.  6:1602. 
EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Theresa  Michael. 
2d  av.  No  1969.     Extension  mort.     Sept  1.     Oct  30.  1906.     6:1651. 

nom 
EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Joan  B  Shaw.  West 
End  av.  No  344.  Extension  mort.     Sept  1.     Oct  30,  1906.     4:1168. 

nom 
EQUITABLE   LIFE   ASSUR   SOC  of  the  U  S  with  Margt  Stewart. 
Amsterdam    av,    No    126.S.      Extension   mort.      Sept    1.      Oct   30, 
1906.      7:1977.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Elias  Surut.  121st 
st.  No  138  West.  Extension  mort.  Sept  1.  Oct  30,  190G.  7:- 
1!X)5.  nom 

EQUITABLE   LIFE   ASSUR  SOC  of  the  U  S  with  Sidney  L  Teven. 
911th  st.   No  167  East.     Extension  mort.     Sept  1.     Oct  30,  1906.  | 
5:1519.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Jacob  Rossbach. 
SOth  st.  No  1  West.  Extension  mort.  Sept  1.  Oct  30,  1906. 
4:1200.  nom 

EQUITABLE  LIFE  .ASSUR  SOC  of  the  U  S  with  Frances  A  Cohen. 
52d  St.  No  244  West.  Extension  mort.  Sept  1.  Oct  30.  190<>. 
4:1023.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Alcinous  B  Ja- 
mi.son.  45th  st.  No  47  West.  Extension  mort.  Sept  1.  Oct  30. 
I'.KIIi.      5:1261.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Joseph  Jahraus. 
40th  St.  No  '248  East.  Extension  mort.  Sept  1.  Oct  30,  1906. 
3:920.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Isabella  Unger. 
.30th  st,  No  239  East.  Extension  mort.  Sept  1.  Oct  30,  1006. 
3:920.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  A  Mintz.  6th  st, 
No   2.30  East.      Extension   mort.      Oct   1.     Oct  30,   190G.     2:461. 

nom 
EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Frank  J  Dupignac. 
White  st.  No  12.   Extension  mort.     Oct  1.     Oct  3t),  190G.     1:191. 

nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Vincenzo  De  Luca. 

Grand  st.  No  186.   Extension  mort.     Sept  1.     Oct  30,  1906.     2:- 

471.  nom 

Erdman.    Albert    to    Therese  Wolff.      22d  st.   No   3'2e,   s   s,    270  n 

w  1st  av,  25.\97.G.     Oct  31,  5  years,  5%.     Nov  1,  1906.     3:927. 

11000 
EQUITABLE   LIFE   ASSUR   SOC   of   the  U   S   with  Wm   F   Bridge. 
14th  St.  No  42,  s  w  s    79.7  s  e  University  pi,  runs  s  106.4  x  s  e 
04  X  s  52.1  X  n  w  91  to  s  e  s  University  pi.  No  123,  x  n  e  26 
X  s  e  62. .3  X  n  e  130.4  to  14th  st   x  s  e  26.6  to  beginning.     Ex- 
tension  mort.     Sept   1.      Oct  30.   1906.     2:56.5.  nom 
Felenstein,    Annie   wife   Morris  to   TRUST  CO   of  AMERICA.   110th 
St.    Nos  t)5   to  69.   n   s.   163.4  w  Park  av,   50x100.11.     Oct  25,  5 
years,  5%-      Nov   1,   1900.     6:1618.                                                   54,000 
Same   to   Samuel  Barnett   or  Sam  Barnard.      Same  pri^perty.   Prior 
mort   154  000.      Oct   31,   4   years,   6%.      Nov   1,    1906.      6:1616. 

14.100 
Freund.    Delia    wife    of   and    Albert   to   Minna   G   wife   Frederic    N 
Goddard.  Madison  av.  No  1694,  w  s,  25  n  112th  st,  25x100.     Nov 
1.   1906.  5  years,  5%.     G:161S.  20,000 

Falk.  Moses  I  to  Moses  Ochs.  102d  st.  No  124,  s  s,  75  w  Lex- 
ington av.  2.5x100.11.  P  M.  Prior  mort  $16,000.  Nov  1,  190G, 
due  May  1,  1009,  6%.     6:1620.  3,000 

Frank.   Louis   to   Pincus   Lowenfeld  and  ano.     Broome  st.   No  113, 
s   s.   125   e   Pitt   St.   '2.5x100.      Prior   mort   .$32,000.      Oct   31,   de- 
mand.  6%.     Nov   1,   1906.     2:336.  4..  (! 
Same   to   John   Cropper.      Same   property.     Aug   15,   5  years,   — %. 

Nov   1.    1906.      2:336.  32,000 

Fulton.  Robt  M  as  atty  tor  Wm  J  Kelly  with  Adolf  H  Landeker. 
l"25th  St.  No  33  West.  Agreement  guarantying  payment  of  $2.- 
."00  on  account  of  contract.  Aug  10.  Nov  1,  1906.  6:1723. 
contracts  and  morts.  nom 

Fish.  Jacob  to  LAWYERS  TITLE  INS  AND  TRUST  CO.  118th  st. 
Nos  .306  to  310.  s  s.  1(X)  e  2d  av.  2  lots.  40.0x100.10.  2  morts, 
each   $3G,0(XI.      Oct   29,   5   years,   5%.      Oct   30,   1906.     6:1689. 

72,000 
Fov.  John  J   to   Stephen  Duncan.     44th  st.   No  .306.  s  s.  125  e  2d 

av.  2.5x100.5.     5  years.  5%.     Oct  30.  1906.     5:1336.  7,000 

Fitzpatrick,   Mary  I   to   Fanny  Altschul.      57th   st.   No  223,   n   s, 
290  e   3d   av.   •20x100.5.-     P   M.      Oct   25,   2  years,   5%.     Oct   26. 
1906.      5:1331.  3.000 

Faulkner.  Nannie  J  to  Albert  R  Shattuck.     37th  st.  No  162,  s  s,  80 

w  3d  av,  20x09.3.     1  year,  — %.     Oct  31,  1906.     3:892.  2.000 

Faas.  Wm  to  Franz  Foerster.  94th  st.  No  328,  s  s,  400  e  2d 
av  25x100.8.  P  M.  Prior  mort  $12,000.  Oct  30,  5  years, 
6%.     Oct  31,  1006.     5:1.5.56.  9.000 

Fechter.  Hyman  to  Jonas  Weil  and  ano.  97th  st.  Nos  335  and 
337.  n  s.  SO  w  1st  av.  2  lots,  together  in  size  59.9x100.11.  2 
P  M  morts,  each  $3,750.  Oct  30,  5  years,  6%.  Oct  31.  1006. 
6:1660.  7,500 

Freedman.  Isidore  and  Louis  to  Louis  Rosenberg  and  ano.  12th 
St.   Nos  640   to   644,   s   s,    183   w  Av  C,   50x103.3.      P   M.      Prior 

Oct   26,    1906.     2:394. 

19,000 
No  21,   n  s,   175  w  2d 
Oct  23,  3  years,  6%. 
12.500 


mort    .$48,000.      Oct    23,    5    years,    6% 


yc 


Frcv.   Wm   J   to   Saul  Wallenstein.     3d  st, 

av,   25x06.      P   M.      Prior   mort   $32,000. 

Oct  26,  1906.     2:459. 
Forster,   Fredk  P  to  Mary  L  Eraser.     121st  St.   No  164.  s  s.  75  e 

7th  av,  15x100.11.     Oct  30,  3  years,  5%.     Nov  1,  190G.     7:1905. 

11,000 
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KING'S  WINDSOR  CEMENT 

.tor  Plastering  Walls  and  Ceilings        j  b  kin^j  &  co..  No.  i  Broadway,  New  Hm* 


Elastic  in   Its  nature,  can  be  appiiea  wiin   is  pet 
cent,  less  labor  and  has   12 'j   percent,  more  cov 
ering    i^pacity  than    any  other   similur    materlMv 


Fritz,  Fannie,  Brooklyn,  N  Y,  to  Sender  Jarmulowsky.  Av  A, 
No  i:','<:',,  n  w  cor  71'd  st,  Nos  437  and  439,  25.8x100.  Prior  mort 
.PO.UOO.-    Oct  2U,   lUOO,   1  year.  (j%.     fi;14(J7.  7,000 

Grossman,  Isaac  and  Barnet  Sundelevich  to  N  Y  TRUST  CO.  fSUth 
St,  Nos  436  to  442,  s  s,  07.7  w  Av  A,  3  lots,  each  41.S.':102.2. 
3    morts,    each   $42,500.      Nov    1,    1906,    5   years,    5%.      5:1565. 

127,500 

Gertner,  Josef  to  H  Louisa  Multord.  Jones  st.  No  19,  old  33. 
n  s,  abt  220  w  4th  st,  25x100.  Oct  26,  3  years,  5%.  Oct  27, 
1906.     2:590.  23,000 

Goffe,  Robt  H  Jr  to  FULTON  TRUST  CO  of  N  Y.  90th  st.  No  325, 
n  s,  257  w  West  End  av.  17.11x100.8.  Oct  29,  1906,  3  years, 
4V47i.     4:1251.  gold,    13,000 

Golde,  Samuel  with  The  Trustees  of  the  Princeton  University. 
2d  av.  No  1840,  n  e  cor  95th  st.  25.8x100.  Subordination  mort. 
Oct   23.      Oct   26,    1906.     5:1558.  nom 

Green,  Joseph  I  to  EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S. 
Lexington  av.  No  1131,  e  s,  85.1  s  79th  st.  17.1x70.  Oct  25, 
due  Jan  1,  1912,  5%.     Oct  27,  1906.     5:1413.  10.000 

Goldberg,  Saml  to  LAWYERS  TITLE  INS  &  TRUST  CO.  120th  st, 
No  .340,  s  s,  190  w  1st  av,  20x100.11.  Oct  26,  1906,  4  years, 
5%.     6:1796.  7,500 

Gussaroff,  Elias  to  GERMAN  SAVINGS  BANK  in  City  N  Y. 
144th  st,  Nos  561  and  5(i3,  u  s,  100  e  Broadway,  50x99.11. 
Oct.  2(;,  1906,  5  years,  5%.     7:2076.  50,000 

Gertner,  Josef  and  Robt  L  Luckey  with  H  Louisa  Mulford.  Jones 
st,  No  19.     Subordination  mort.     Oct  26.     Oct  27,  1906.     2:590. 

nom 

Gunst,  Anna  L  to  Theo  J  Ludwig.  121st  st.  No  340,  s  s.  190  w 
1st  av.  30x100.11.  P  M.  Prior  mort  $10,500.  Oct  25,  3  years, 
6%.     Oct  26,   1906.     6:1707.  5,500 

Grabenheimer.  Nathan  and  Max  J  Sulzberger  to  Annie  L  Horn. 
Amsterdam  av.  No  784,  w  s,  50.0  n  98th  st,  25x84.2.  Oct  26, 
1906,  5  years,  41/2%.     7:1870.  gold,  17,500 

Same  to  same.  Same  property.  Prior  mort  $17,500.  Oct  26, 
1906,    5   years,   ii%.     7:1870.  gold,   6,000 

Guardino,  Pietro  and  Stephan,  and  Peter  Rinelli  to  Michele  Bri- 
gando.  Sullivan  st,  Nos  107  and  109,  n  e  s,  200  n  e  Spring  st, 
runs  s  e  100.5  x  n  e  .50  x  u  w  100.5  to  Sullivan  st  x  s  w  50  to 
beginning.  P  M.  Prior  mort  $56,000.  Oct  25,  installs,  5%, 
until   Oct   25,   1909,   and   6%    thereafter.      Oct  26,   1906.     2:503. 

23,000 

Garone  Martin  to  Cornelia  R  Nash.  James  st,  No  72,  s  w  cor  Oak 
st.  No  36%.  21  on  James  st  x  59  on  Oak  st  x  51  in  rear  x9x30 
x50  to  James  st.     Oct  30,  3  years,   5%.     Got  31,  1906.     1:278. 

30.000 

Guedalia.  Aaron  to  TITLE  INS  CO  ot  N  Y.  112th  st.  No  13.  n  s, 
220  w  5th  av,  25x100.11.  Oct  23.  3  years,  5%.  Oct  31,  1906. 
6:1.596.  20.000 

Gatfield,  Eliz  P  to  Chas  Honnung  exr  Anna  M  Honnung.  127th  st. 
No  234,  s  s,  474.10  e  8th  av,  12.4x99.11xl2.(>x99.11.  Due  Jan 
1,   1912,  5%.     Oct  31,   1906.     7:1932.  6,000 

Goerlitz,  Martha  J  to  LAWYERS  TITLE  INS  &  TRUST  CO.  09th 
st,   No   251,   n   s,   150  w  Broadway,   14x100.11.      Oct  31,  1906.  3 


years.  U/i 


.f-.y         7- 


1871. 


14,000 


Greenbaum,   Wm  to  GREENWICH  SAVINGS  BANK.      Madison  av, 

No    ]54t),   w   s.   67.2   n   104th   st,   16.8x70.     5   years,   41/2%.      Oct 

31,   1906.      6:1610.  8,500 

Guggenheim,   Simon   with   Society  for   the   Relief   of   the   Destitute 

Blind  ot  City  N  Y.     3d  av.  No  1928.     Extension  mort.     Oct  29. 

Oct  31    loot).     6:1634.  nom 

Greenberg.   Minnie   and   Rebecca  Wolfe    to   LAWYERS  TITLE   INS 

&    TRUST    CO.     118th    St.    Nos   305    to   311.    n   s.    100   e    2d    av. 

2   lots,    each   50x100.11.      2   morts,    each   $48,(100.     Oct   30.    due 

June   30.    1911,    5%.      Oct   31,   1906.      6:1795.  96.0<:iO 

Gavin.   Patrick   to  Benj   Rosenstiel.     52d  st.   No  .317,  n  s.  224.6  e 

2d   av,    20x100.5.      P   M.      Oct   31,   3   years,   5%.      Nov   1,    1906. 

5:1.34.5.  9,000 

Same    to    Matilda   Hamburger.    Same  property.      P   M.    Prior   mort 

.$9,000.   Oct  31,   2  years,   6%.      Nov   1,   1906.     5:1.345.  1.500 

Gordon,    Louis    and    Max    Dushman    to    Standard    Operating    Co. 

17.5th  st,  n  s.  05  w  Amsterdam  av,  runs  w  87.6  x  n  —  x  e  —  x  s 

—  X   s   e   5  X  s   72.8  to   beginning.      P  M.      Prior   mort   .$47. .500. 

Oct  29,   demand,   6%.     Nov  1,   1006.     8:2132.  3.000 

Goodstein,    Rosie   to   Lizzie   Flig.      76th  st.   No  346,   s  s.  300  e  2d 

av.   25x102.2.     P   M.      Prior  mort   .$9,000.     Oct  29,  2  years,   6%. 

Nov  1.   1906.     5:14.50.  2  000 

Gottesman,   Sigmund   to   Ralph   M   Holzman.    12]st  st,   No  34.5.   n  s, 

1.50  w  1st  av,  2.5x100.11.     Prior  mort  $17,000.     Oct  29.  2  years. 

(>%.     Oct  30,  1006.     6:1708.  5.125 

Goldsmith,   Geo   H   to   Wm   Butcher  and  ano.      108th  st.   No  202. 

s   s.   75  e  3d  av.   24x88.4.     Sept  6,   due  Oct  29.   1900.  5%.     Oct 

30.  1006.     6:1657.  11.000 

Goodstein,   Rosie  to   Louis   Yudkoff.     76th   st.   No  346,   s   s,  300  e 

2d   av,   25x102.2.      P  M.      Prior  mort  $25,000.     Oct  20.  5  years, 

6%.     Nov  1.   1906.     5:14.50.  O.CKX) 

Gardiner.   Alfred   P  to  Adolph  M   Bendheim.     Leonard  St.   No   121. 

n   w   cor  Lafayette   st,   No  52,   or  Elm  st.   No  64.   2,5x45.     P  M. 

Prior    mort    .^20,000.      Oct    15,    due    Nov    1,    1909,    6%.      Nov    1. 

1906.     1:171.  10,000 

Goldwater,    Henry   to    BANK   FOR   SAVINGS   in   City   N  Y.      Av  C, 

Nos   1.S2    to   190,   e   s,   57.9   n   11th   st,   77.3x83.      P   M.      Nov   1, 

11I06,  3  years,  41/270.  2:381.  .  .39,000 

Same  lo  Mary  F  Betts.     Same  property.     P  M.     Prior  mort  .$39,- 

000.      Nov  1.   lOai,  3  years.   6%.     2:381.  9  000 

Gould,    Chas    A    to    EQUITABLE    LIFE    ASSUR    SOC    of    the    U    S. 

Spring  St.  Nos  75  and  77,  n  e  cor  Crosby  st,  Nos  75  and  77,  50x 

112x50x109    s    e    s.      Nov    1,    1006,    due    June    30,    1000,    41/2% 

2:496.  160,000 

Gordon,   Aaron   to   Lippe   Lunitz.      Norfolk   st.   No   140,   e   s,   150  n 

Rivington   st,  25x100.   P  M.     Prior  mort  $20,000.     Nov  1,   1006 

5  years,   6%.     2:3.54.  11,000 

Gardiner.   Chas  A  to  GREENWICH  SAVINGS  BANK.     5th  av,  Nos 

581   and  583    e  s,  42.5  n  47th  st.  30.1x100.     Nov   1.   1006,  due. 

&c,  as  per  bond.     5:12.83.  180,000 

Goldsmith.    Milton    to    Susan    A    Dennison.      62d   st.    No    165    n   s 

1.5ti.(;    »    3d   av,    16x00.10x16x09.7.      P   M.      Prior   mort   $12,000.' 

Nov  1.  191Hi.   1  year.  6%.     5:1307.  3,.500 

Gulden,.  Charles    to   Andrew   Cone.      00th   st.   No  314.   s   s.    190  6  w 

West   End   av.   17x100.8.      P  M.      Oct  31,    1906,   due,   &c,   as   per 

bond.     4:12.50.  15,000 


Hotmann,  Emilie  to  Louis  F  Bischot.  18th  st.  No  220.  n  e  s, 
2;i4  n  w  2d  av,  23.x92.  Leasehold.  Oct  31,  1906.  3  years.  6%. 
3:809.  3,500 

Hirschfield,  Mollie  and  Max  Radt  to  FARMERS  LOAN  &  TRUST 
CO.  55th  St.  Nos  140  and  151,  n  s,  155  w  3d  av,  40x100.5.  Nov 
1,  1906,  5  years,  — %.    ,5:1310.  40,000 

Hull,  Jonathan  W  and  Mary  Weston  with  Mercy  M  Plum  and  ano 
exrs  Mary  G  Willard.  127th  st,  Nos  220  and  222  East.  Subor- 
dination  agreement.     Oct  20.     Oct  30,  1906.     6:1791.  nom 

Hull,  Jonathan  W  and  Wm  S  with  same.  Same  property.  Subor- 
dination agreement.     Oct  26.     Oct  30,  1906.     6:1791.  nom 

Hull,  Jonathan  W  to  James  R  Plum  exr  Mary  G  Willard.  127th  st. 
No  220,  s  s,  220  e  3d  av,  30.x99.11.  Oct  26,  3  years,  5%.  Oct 
30,   1906.     6:1791.  16,000 

Hurwitz,    Meyer   and   Henry  Schwartz  to  Henry   Brandt.      13th   st. 

No  645,  n  s,   115.6  w  Av  C,  27x103.3.     P  M.     Prior  mort  $ . 

7  years,  67o.     Oct  30,  1900.     2:396.  11,000 

Hayes,  Geo,  Mt  Vernon.  N  Y,  to  J  Frances  Pease  trustee  Geo  L 
Pease.  Wooster  st.  No  174.  e  s,  09.10  n  Houston  st.  23xl00x 
22,11x100.     3  years,  5%.     Oct  30,  1006.     2:524.  52.500 

Home  for  Scandinavian  Emigrants,  a  corporation,  to  Andrew  Wil- 
son trustee  Chas  E  Fleming.  Greenwich  st,  Nos  22  and  24,  w  s, 
2.57.6  n  Battery  pi,  36.7x85.  Oct  30,  1906,  due  Feb  1,  1910. 
5'v;,.     1:14.  gold,  35,000 

Horwitz.  Meyer  and  Joseph  to  Louis  J  Oilman.  118th  st.  No  35, 
n  s,  360  e  Lenox  av,  25x100.11.  Due  Jan  8,  1910,  5%.  Oct  30, 
1906,     6:1717.  21,000 

Hull,  Jonathan  W  to  Mercy  M  Plum.  127th  st,  No  222,  s  s,  250 
e  3d  av,  30.'i90.11.     Oct  26,  3  years.  5%.     Oct  30,  1906.     6:1791. 

16,000 

Holterman,  John  C  to  Peter  Doelger.  St  Nicholas  av,  s  e  cor 
145th  St.  —X—.  Saloon  lease.  Oct  29.  demand,  6%.  Oct  31. 
1906.     7:2051.  600 

Healy.  Kath  A  wife  ot  Mark  to  METROPOLITAN  SAVINGS 
BANK.  14th  St.  No  612,  s  s,  188  e  Av  B,  25x103.3.  Nov  1, 
1906,  5  years,  5%.     2:306.  5,000 

Honig,  Sigmund  and  (Samuel  Bogen  in  bond  only)  to  Robt  McGill. 
3d  av.  No  2312.  w  s  74.11  n  125th  st,  25x00.  P  M.  Prior  mort 
$35,000.     Oct  30,   installs,  6%.     Oct  31,  1006.     6:1774.  15,000 

Same  to  Wm  L  Condit.  Same  property.  Oct  30,  5  years,  5%. 
Oct    31,    1006.      6:1774.  35.000 

Haims,  Louis  to  N  Y  TRUST  CO.  Clinton  st.  No  120.  w  s,  100.3  n 
Broome  st,  24.0x100.  Oct  20  due  Jan  15,  1008.  5%.  Oct  30. 
VJm.     2:347.  '  25.000 

Same  and  Pincus  Lowenfeld  &  Wm  Prager  with  same.  Same 
property.  Subordination  agreement.  Oct  25.  Oct  30,  1906. 
2:347.  nom 

Hankinson,  Frank  to  Robert  McGill.  Washington  st,  Nos  541  and 
543,  e  s,  97  n  Charlton  st,  40.8x60x50x62.3;  Greenwich  st.  No 
566,  w  s,  121.8  n  Charlton  st.  25.1.x87.5x25x86.8;  Washington 
St.  Nos  4.52  and  454.  s  w  cor  Watts  st.  Nos  145  and  147,  46.8x 
(!8.2;  Caroline  st.  No  8,  e  s,  abt  60  n  Duane  st,  20.7x80;  Sulli- 
van St.  No  64%,  w  s,  abt  130  n  Broome  St.  15x47. 6x — x55.0  n  s. 
Vi  part.  All  title.  Oct  31,  1906,  3  years,  6%.  1:142  and  224; 
,      2:490  and  598.  gold,  4,.500 

Hasbrouck,  Isabelle  to  Eugene'Vallens.  94th  st.  No  39,  n  s,  337.9 
w  Central  Park  West,  17.9x100.8.  P  M.  Oct  26,  1906,  3  years, 
41/2'/'.      4:12tl8.  12,000 

Harp,  Mary,  of  Denver,  Colo,  to  Kips  Bay  Realty  Co.  .54th  st. 
No  231.  n  s.  3.50  c  8th  av.  25x100.5.  P  M.  Prior  mort  $50,000. 
Oct  26,  1906,  due  May  5,  1907,  67o.     4:1026.  11,000 

Herman.  Louis  to  Laurence  Farfaro.  White  st.  No  70,  Store 
lease.  Oct  25,  2  years,  — %,  secures  notes.  Oct  26,  1906. 
1:172.  notes,   2,2.50 

Harris.  Louise  to  Wm  F  Donnelly.  Mercer  st.  No  235,  w  s.  abt 
125  s  3d  St.  25x100.  P  M.  Prior  mort  $45,000.  Oct  26.  1900. 
1    year,   67.     2:.5:>3.  7. .500 

Huchting.  John  W,  of  Brooklyn,  to  John  Stemme.  St  Marks  pi. 
No  8.  or  8th  st,  s  s,  126  e  3d  av.  26x120.  Oct  15.  due  May  29. 
1911.   .5%.      Oct   26.    1906.     2:463.  •  15,000 

Hoffman,  Emanuel,  Saml  and  Bertha  exrs  Simon  Hoffman  and 
Bertha  Hoffman  and  Jos  Fox  to  Albert  G  Morganstern.  Madi- 
son av,  Nos  1574  and  1576,  w  s.  24.11  s  106th  st,  2  lots,  each 
19x100.  2  raorls,  each  $16,000.  Oct  25,  5  years,  5%,  Oct  29, 
1906.      i;:1611.  32,000 

Heilman.  Chas.  Jos  and  Hugo  to  Ida  Altenhain  et  al.  17th  st.  No 
236.  s  s.  345.tl  e  8th  av.  17.6x84.  P  M.  Oct  27.  3  years,  5%. 
Oct   20,    1006.     3:76(i.  10,000 

Isaac,  Emanuel  to  Joseph  Heiman.  Clinton  st.  No  99,  w  s,  250.8 
s  Rivington  st,  25.4x100.  Prior  mort  $10,000.  Oct  20,  due  May 
1,    1909.  6%.      Oct  30,   IOO1;.     2:348.  5,000 

Isaacs,  Jacjjb  L  and  Isidor  R  to  Henry  Heide.  121st  St.  No  410, 
s  s,  175  e  1st  av,  25x100.  Oct  31,  5  years,  .5%.  Nov  1,  1906. 
6:1808.  23.000 

Island  Realty  Co  to  Noel  B  Sanborn  and  ano  trustees  Isaac  G 
Pearson.  Broadway,  No  179.  Certificate  as  to  consent  ot 
stockholders  to  mort  for  .$230,000.  Oct  30.  Nov  1,  190(j. 
l:(i.3.  • 

Jerome,  Herman  and  Nathan  S  to  Margt  P  Dyett.  Madison  av, 
Nos  2116  and  2118,  w  s,  19.11  s  133d  st,  40x80.  P  M.  Prior 
mort    .$17,000.      Oct    20.    3   years.    6%.      Oct    26,    1906.      (i:1757. 

8  000 

Jacobs.  Max  to  Saml  Schnitzer.  Rivington  st,  Nos  148  and  1.50. 
n  e  cor  Suffolk  st,  Nos  124  to  128.  50x100.  Oct  26,  1906.  due 
Apr    26,    1907,    6%.   2:349.  2.000 

Jacobs.  Simon  and  Saml  Hutkoff  to  S  P  Pearson  &  Co.  107th  st, 
Nos  214  to  220.  s  s.  200.8  e  3d  av.  87.5x100.11.  Prior  mort 
.$122. .500.     Oct  25,  6  months.  —%.     Oct  27,  1906.     6:165(i.      5.000 

Kane.  Andrew  with  Frederic  de  P  Foster.  8th  av.  No  2243.  Ex- 
tension mort.     Oct  29.     Oct  30,   1006.     7:1947.  nom 

Kuntz.  Henry.  Iselin.  N  J,  to  Louis  Meyer.  140th  st,  Nos  .305 
and  307,  n  s,  100  w  8th  av,  50x00.11.  Prior  mort  $10,0(X).  In- 
stalls,  (■>'•/,.     Oct  .30,   lOOti.     7:2045.  6,000 

Keys,  Wm  E,  Jr,  and  Fredk  E,  Eleanor  E  and  Bertine  exrs  Wm  E 
Keys  to  Daniel  A  Davis  trustee  for  Arvilla  R  Eldredge  will  Or- 
ris K  Eldredge.  19th  st,  Nos  511  and  513.  n  s.  1.50  w  10th  av, 
56,3x91.11.      5   years.   — %.     Oct   30.    1906.      3:691.  18,000 

Kimball.  Carl  W  to  Austin  Kimball  trustee  Timothy  C  Kimball. 
148th  St.  No  612,  s  s.  125  w  Broadway.  1.5x99.11,  Oct  2(i,  3 
years,  41/2%.     Oct  30.  1006.     7:2094.  6.000 


The  text  ot  these  pages  is  copyrighted.     AH  rights  are  reserved. 
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"LARGEST    DISTRIBUTOFcS    OF    FRONT    BKICK    IN    THE    WORLD" 

ENAMELED 


AND 


FRONT 

GENUINE       n^D     T/^X^    CL 

"HARVARD"  X3XVXV^XVO 

fri:de,nburg  6  lounsbuky 

Rooms,  63=69,  289  FOURTH  AVENUE,,  Corner  22d  Street,         


NAZARETH 
CEMENT 


Portland 


NEW  YORK 


Kalinan.  David  S  to  Ji-aimeUe  Mayer.  r)th  av,  Xo  141)1.  u  e  eor 
ll.Sih  St,  No  1.  2.'>.rix,S3.  Prior  mort  $3«,00U.  Oct  31,  3  years, 
(i'/f.      Nov   1,   VXK.     0:1745.  ".200 

Knopt.  Henry  with  GERMAN  SAVINGS  BANK.  00th  st,  No  30'J 
East.  Agreement  changing  interest  days,  &c.  Oct  31,  I'JOO. 
.->. 1.-1.-3.  nom 

Kahn.  Henrietta  and  Minnie  Bachenheimer  to  Harris  D  Colt.  Co- 
lumbus av.  No  y>SV>  w  s,  73  n  88th  st.  27.8x95.  Aug  15,  due 
Aug  1,  llllKI.  4.:-,.     Oct  31.   I'.llHi.     4:121!l.  20,000 

Same  and  Samuel  and  Julius  Siegler  with  same.  Same  property. 
Subordination  agreement.     Aug  22.     Oct  31.  190<j.     4:121'.).       nom 

Kunstler,  Fcli.\  to  Seymour  Realty  Co.  Rivington  st.  No  150,  n  s. 
104  e  Suffolk  St.  2:;.\100.  Oct  20,  due  June  1,  1911,  5%.  Oct 
27.   l!t(IO.     2:349.  20,000 

Same  and  Lena  Laue  with  same.  Same  property.  Subordination 
agreement.     Oct  25.     Oct  27,  1900.     2:349.  nom 

Kantor  Leopold.  Jos  B  Cooper  and  Louis  Wittcoft  to  BOND  & 
MORTGAGE  GUARANTEE  CO.  St  Nicholas  pi.  Nos  34  and  36. 
249.1   s  c   1   153d  st.   if  extended,   2  lots,  each  37.0x101).     2 


e   s. 


Oct   25,    due.   &c. 


as   per 

bond 

Oc 

20. 
70,000 

2d  av 

No 

2024. 

n   e 

5   years 

5% 

Oct 

20, 
18,000 

Ridge 

st,  No  73, 

w  s. 

25,    demand. 

0%. 

Oct 

G,.500 

:ovner,    Harry    to    Sophie    Poggenburg   extrx   Henry  F  W    Poggen- 
burg      Cannon  st.  No  15,  w  s,  75.7  s  Broome  st,  24.5x71.  Oct  20, 

16,000 


morts,    each   .$35,000. 

1901).      7:2054. 
Kassel.   Abraham   to   Katharine   E  Morgan. 

cor    104th    st.    No   301,    25x75.      Oct   24, 

1900.     0:107(i. 
Kranz,  Jacob   to  Welz  &  Zerweck.  a  corpn. 

51.1(1    n    Delancey    st.    24.6x00.10.      Oct 
;9.    1906.      2:343. 
Kov 

5  yearsr5''t.      Oct   29.    1900.      2:331. 
Same    and    Joseph    Isaac    and    Max   Wachsman   with   same.      Same 

property.  Subordination  agreement.  Oct  26.  Oct  29,  1900. 
2  331  nom 

Kov'n'er.  Harry  to  Henry  F  W  Poggenburg  and  ano  exr^  Geo  H 
Fahrbach.  Cannon  St.  No  17.  w  s.  56  s  Broome  st,  19. ixil.  Oct 
20.  5  years.  5%.     Oct  29.  1906.     2:331.  12,000 

Same  and  Jos  Isaac  and  Max  Wachsman  with  same.  Same  prop- 
erty.    Subordination  agreement.     Oct  26.     Oct  29,  1906.     2:331. 

nom 

Klingenstein.  B  from  A  Hirsch.  83d  st.  No  108  West.  Receipt 
for   payment    of   $575   on    account    of   mort.      Sept   14.      Oct   29, 

Kalabza,  John  with  Sarah  Weissman.  89th  st,  No  215,  n  s.  260 
e  3d  av.  25x100.8.  Extension  mort.  Jan  10,  1904.  Oct  26, 
1906.     5:1. 535.  oom 

Kissam.    Jonas    B.     Fairfield.     Conn,    with    BOND    &    MORTGAGE      . 
GUARANTEE  CO.  St  Nicholas  pi.  f^os  34  and  36,  e  s,  249.1  s  c  1 
153d  st    if  extended.   75x100.     2  subordination  agreements.     Oct 
25.     Oct  20.  1906.     7:20.54.  r  .o"" 

Kane,  Peter  F  to  Mary  T  Feeney.  SOth  st.  Nos  502  to  .508, 
s  s  98  e  Av  A.  125x102.2.  Prior  mort  $28,125.  Nov  1,  1906, 
1    vear,    (i'/,.      5:157.5.  14.000 

Kamlet,    Samuel    and    Max    Goldwasser   to    LAWYERS    TITLE    INS 

6  TRUST  CO.  Eldridge  st.  No  197,  w  s.  100  n  Rivington  st, 
runs  w  100  x  n  25  x  e  46  x  s  0.6  x  e  .54  to  st  x  s  24.0  to  begin- 
ning.    Oct  20.  5  years.  5%.     Nov  1,  1!)06.     2:421.  26,000 

Kiersted,   Guilietta   R   to   Charles   Mayne.      123d   st.    No  20..).   n   s, 

.  11H).4  w  7th  av.  15.7x100.11.  Oct  31,  2  years,  5%.  Nov  1. 
1906.     7:1929.  9.500 

Keith,  Geo  E.  Brockton.  Mass.  to  Century  Realty  Co.  Broadway. 
No  179.  w  s.  71  n  Cortlandt  st.  runs  w  01.0  x  s  1  x  w  38.10  x  n 
25  x  e  1005  to  Broadway  x  s  25.3  to  beginning.  P  M.  Prior 
mort    $2;'.0.000.      Nov    1.    1900.   4   years,    5%-      1:03.  100.000 

King,  Anna  to  James  Wright.  Sutton  pi,  No  43,  or  Av  A,  No 
1094  e  s,  17.1  s  59th  st,  10.8x75.  P  M.  Nov  1,  1906,  3  years, 
5';.;.      5:]:!72.  6.000 

Krulewitch  Realty  Co  to  Mary  J  Kingsland  and  ano.  122d  st.  Nos 
515  to  .521.  n  s.  2.50  w  Amsterdam  av,  125x90.11.  Certificate 
as  to  consent  of  siockholders  to  2  morts  for  $1.50,000.  Oct  30. 
Oct   31.   1906.     7:1977.  '  -:r~ 

Krulewitch  Realty  Co  to  Mary  J  Kingsland.  122d  St.  Nos  515 
and  517.  n  s.  2.50  w  Amsterdam  av.  02.0x80.11.  Oct  30,  5  yrs. 
.5'/r.     Oct  31,   19U(i.     7:1977.  75.(X)0 

Krulewitch  Realty  Co  to  Hamilton  W  Cary  admr  Nellie  B  Carey. 
122d  St.  Nos  519  and  521,  n  s,  312.6  w  Amsterdam  av.  62. 6x 
90.11.      Oct   30.   5  years,   5%.     Oct  31.   1906.      7:1077.  75.000 

Keith.  Geo  E  to  Noel  B  Sanborn  et  al  trustees  Isaac  G  Pearson. 
Broadway.  No  179.  w  s.  71  n  Cortlandt  st.  runs  w  (il.O  x  s  1  x  w 
3S.10  X  n  25  x  e  1011.5  to  Broadway  x  s  25  to  beginning.  P  M. 
Nov  1.   1900.  3  years.  — %.      1:03.  230  000 

Lichtenstein.  Howard  to  LAWYERS  TITLE  INS  &  TRUST  CO. 
118th  St.  No  37.  n  s,  335  e  Lenox  av,  24.11x100.8x24.9x100.8. 
Nov    1.   1900.   5   years.   'V/r.     6:1717.  20.000 

Lockwood.  Mary  E  to  John  H  Ives  and  ano  trustees  Emilio  Del 
P  Pino  for  benefit  Marie  Del  P  Egan.  151st  st,  No  452,  s  s.  254 
e  Amsterdam  av,  21x99.11.  Oct  11,  3  years,  5%.  Oct  26,  1906. 
7:2065.  15.000 

Lyness.  Mary  to  Eugene  Underbill  and  ano  exrs.  &c,  Emily  Un- 
derbill. 11th  av.  No  788.  e  s.  75.5  s  55th  st,  25x100.  Oct  20.  3 
years,    7//,.    Oct    27.    1906.      4:1083.  2,.500 

Lane.  Mary  T.  of  Troy.  N  Y.  with  Chas  T  Russell.  88th  st.  n  s, 
205.8  e  5th  av.  75..5xl0(>.8.  Subordination  agreement.  Oct 
24.     Oct  27.   1906.     5:1.500.  •  nom 

Lane.  Derick  to  Chas  T  Russell.  88th  st,  n  s.  205.8  e  5th  av.  75x 
1(H».S.      Oct   26.   2  years.  6%.     Oct  27.   19O0.     5:1.500.  25.000 

Laitin.  Isaac  to  Fannie  Laitin.  Goerck  st.  No  105,  w  s,  75  n  Stan- 
ton St.  21x100.  Prior  mort  $12.0tMl.  Oct  18.  3  years,  6%.  Oct 
20.  1906.     2:330.  5,5t)0 

Lipschitz.  Isaac  to  Hirsch  Epstein.  Eldridge  st.  No  113,  n  w  s. 
abt  190  n  Grand  st,  25x119.10.  Oct  20.  2  years.  6%.  Oct  27. 
V.lOC).     2;418.  4.000 

Langan,   Blanche   to   Chas   M   Rosenthal.      Broadway,   w  s.    161.8   s 


127th    St.    2    lots,    each    41.7x100.      2PM    morts.    each    $l(i.<_KJO. 

2  prior  morts  $.50.0(10  each.  Oct  26,  due  July  12.  1908.  6%. 
Oct   27.    190().      7:1993.  32.000 

Lockwood.  Mary  E  to  Charles  M  Gassin.  151st  st.  No  4.52.  s  s, 
254  e  Amsterdam  av,  21.x99.11.  Oct  12,  due  Nov  10,  1907,  0%. 
Oct   26.    1906.      7:2005.  2.500 

Le  Vino.  Rose  wife  Alex  with  BOWERY  SAVINGS  BANK.  92d  st, 
No  47,  n  s,  79.4  e  Madison  av,  17x100.8.  Extension  mort. 
Oct   11.     Oct  29,   1900.     5:1504.  nom 

Lanza.  Nicola.  Brooklyn  N  Y,  to  Jacob  Reich.  Prince  st,  No 
203.  n  e  s.  25.1)  s  e  MacDougall  st.  24.0x77.  P  M.  Prior  mort 
.$11.0(M).     2  years.  0%.     Oct  31,  190(i.     2:518.  3,000 

Lanza.  Nicola  Brooklyn.  N  Y,  to  Inglis  Stuart.  Prince  st.  No 
203  n  e  s.  25. (i  s  e  Macdougal  st.  24.0x77.  P  M.  5  years, 
5%.     Oct  31.  19(Mi.     2:518.  11,000 

Levy,  Annie  to  Rose  Stiffsonn.  139th  st,  No  205,  n  s,  99.1  w  7th 
av.  19.2x99.11.  P  M.  Oct  30,  5  years,  5%.  Oct  31,  1906. 
7:2025.  10.000 

Lippman.  Morris  W  to  TITLE  GUARANTEE  &  TRUST  CO.  3d 
av.  No  4()2.  w  s^  49.5  s  32d  st,  runs  w  lOO  x  s  9.2  x  e  and  along 
strip  which  was  n  '/■>  of  Louisa.  101.2  to  av  x  n  24.5  to  be- 
ginning.    Due.   &c.  as  per   bond.     Oct  31.   1900.     3:887.  12,000 

Lowenstein,  Jacob  to  Casper  D  P  Schnoor.  Columbus  av,  No 
491,  e  s,  46.2  s  84th  st,  27x100.  P  M.  2  years,  6%.  Oct  31, 
190().     4:1197.  10.000 

Lowenstein.  Jacob  to  Sydney  Harris.  Columbus  av.  No  491,  e  s, 
4(!.2  s  84th  St.  27x100.  P  M.  Prior  mort  .$42,000.  2  years,  6%. 
Oct  31.    1900.     4:1197.  3,750 

Lowe.  Chas  and  Max  Jorrisch  to  Robert  A  Stewart.  5th  av, 
No  2127,  e  s,  74.11  s  136th  st,  25x100.  Oct  30  5  years,  6%. 
Oct  31.   1900.     ():]760.  '  7,613.64 

Lindeman.  Augusta  to  Alex  J  Bruen.  Lexington  av.  No  1080, 
n  w  cor  70th  st,  Nos  133  and  135,  17.2x72.10.  5  years,  41/4%. 
Oct  31.   1906.     5:1411.  30,000 

Levin,  Minnie  to  Sarah  Groczky.  109th  st  No  102,  s  s,  19  e 
Park  av.  19x74.  Prior  mort  $8,000.  Due  July  13,  1908,  6%. 
Oct  31.    19U(i.      6:1636.  2,000 

Levin.  Minnie  wife  of  Max  to  John  H  Ives  and  ano  trustees 
Emilio  Del  Pino  for  benefit  Rose  Del  P  Hedden.  109th  st.  No  102, 
s  s,  19  e  Park  av.  19x74.     3  years,  5%.     Oct  31,  190(j.     6:1636. 

8.000 

Laderer.  Samuel  L  to  Emily  H  Moir  trus  for  Johannah  S  Moir 
under  deed  of  trust.  25th  st.  No  219.  n  s.  228  w  7th  av.  21x 
98.9.     3   years.  41/2%.     Oct  31.  191N).     3:775.  9,000 

Levy.  Louis  and  Charles  to  Bertha  S  Korn.  Commerce  st,  Nos 
35  and  37,  n  s.  abt  75  w  Bedford  st,  40x75.10  to  Barrow  st.  No 
71.  x30.6x75.     P  M.     Oct  30,  5  years,  5%.     Nov  1,   1906.  2:587. 

40.000 

Liebling.  Joseph  to  Linus  Keating.  llGth  st.  No  205.  n  s,  85  e 
3d  av.  runs  n  100  x  e  15  x  n  0.10  x  e  15  x  s  100.10  to  116th  st 
X  w  30  to  beginning.  Oct  31.  5  years,  5%.     Nov  1.  1906.  6:1666. 

24,000 

Levy.  Hattie  wife  of  and  Saml  with  Frederic  de  P  Foster  and  ano 
TRUSTEES.  119th  st.  No  5  East.  Extension  mort.  Oct  29. 
Oct  30.   1906.     0:1746.  _         nom 

Lowenstein.  Julius  A  to  George  Brown.  James  st.  No  4.5,  w  s, 
25  s  Madison  st,  25.1x00.2x25.3.x59.8.  P  M.  Nov  1,  190(5,  5 
years.   .5';.      1:110.  10.000 

Laubeniracht.  George  and  Morris  Singer  to  Abram  Bachrach. 
KlOth  St.  No  158.  s  s.  250  w  3d  av.  25x100.11.  P  M.  Nov  1, 
19(10.    5    vears.   U'/r-      0:](!27.  4,000 

Levin.  Wolf  to  Alexander  Hadden.  126th  st.  No  320,  s  s,  825  e 
2d   av,   25x99.11.      Nov   1.   1906.   3  years.  5%.     6:1802.  15,000 

Levy,  Annie  with  Genevieve  M  Roche.  Chrystie  St.  No  111,  w  s, 
abt  75  n  Grand  st.  25x100.  Agreement  modifying  mort.  Oct 
.30.     Oct  31.  1906.     2:423.  nom 

Moller,  William  to  Chas  H  Smith.  Amsterdam  av.  Nos  2192  and 
2194.  s  w  cor  169th  st,  Nos  500  and  502,  40x100.     Nov  1.  1900. 

3  years,  57c.     8:2125.  gold.  45,000 
Marrus,    Moses    L   to   Franklin   B   Lord   and   ano   trustees   Alex   M 

Ross  for  Caroline  R  Pearson.  Market  st.  No  .3(>.  e  s.  abt  4.5  n 
Madison  st,  — x80.10x— x,S6.9.     Nov  1.  190().  5  years.  5%.   1:275. 

23,500 

Middle-Town  Realty  Co  to  John  Unger.  8th  av,  No  2903,  w  s, 
75  s  154th  St.  runs  s  24.9  x  w  38.5  x  w  0.1  x  w  01.0  x  n  24.11 
x  e  101)  to  beginning.  Oct  25,  3  years.  5%.  Oct  26,  1900. 
7:2047.  23.000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders    to    above    mort.   Oct    25.      Oct    26,    1906.      7:2047. 

Macbeth.  Ellen  Individ  and  as  admr.x  Robert  Macbeth,  and  Ann 
G.  Robert  G  and  Joseph  B  Macbeth  children  and  heirs  Robert 
Macbeth  to  Katherine  Bissell.  148th  st.  No  521.  n  s.  276.6  w 
Amsterdam  av.   15.6x99.11.     Oct  29,  1900,  5  years,  5%.     7:208(1. 

10.000 

Matthews.  Moses  to  TITLE  INS  CO  of  N  Y.  Mott  st.  No  68. 
e  s.  175.2  s  Canal  st,  25.1x94.  Oct  17,  due  June  30,  1910,  5%. 
Oct  20,   19(3(!.     1:201.  25.000 

Miner.  Eliza  A  to  TITLE  GUARANTEE  &  TRUST  CO.  127th  St. 
\o  138.  R  s.  300  e  7th  av.  16x00.11.  Oct  20.  1906.  due,  &c.  as 
per  bond.     7:1911.  7. .500 

Matthews.  Rosie  and  Hyman  Levy  exrs.  &c,  Sarah  Waters  with 
TITLE  INS  CO  of  N  Y.  Mott  St.  No  68.  Subordination  mort. 
Oct    17.      Oct  26.   1906.     1:201.  nom 

Meehan.  Thos  J  to  Lucretia  A  Martine.  161st  st.  No  567,  n  s, 
209.10  e  Broadway.  18x99.11.  Oct  30,  3  years  5%.  Oct  31. 
1906.     8:2120.  12,500 

McCarty,  Louis  to  U  S  TRUST  CO  of  N  Y.  James  st.  No  2.  e  s, 
48.3  s  Park  row,  runs  s  17  x  e  53.7  x  n  14  x  w  7.4  x  n  .3  x  w 
45.9  to  st;  James  st.  No  4,  e  s,  abt  65  s  Park  row,  17x53.7xl7x 
54.1.     P  M.     Due,  &c,  as  per  bond.     Oct  31.  1906.     1:117.     12,000 
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ATLAS 


PORTLAND 
CUME^NT 


IS  the  Standard  American  "Brand 


30  Broad  Street 


(Send  for  Pamphlet) 


New   YorK 


2,000 

St,    No    160,    s   s, 
Nov   1,   lOOC,   5 
15.000 
200  to  215,   n  s. 


Mandel.    Adolf   to    B   Aymar   Sands   and   ano    Irusloes   Wra   H   Purdy 

will  Calh  Purdy.  llSth  si,  Nos  ol2  and  ;!14.  s  s.  200  e  2d  av,  50.V 

100.11.      Due   Apr  1,    1900,   5%.      Oct   31,    lllOli.     (kIOOO.  0,000 

McGuiuness,   John    to   Annie   Saler   and   Adelaide   Schminke.      45th 

St,   No  410.  n  s    20(>  w  Oth  av,  lSxlOO.4.     P  M.     3  years,  5%. 

Oct  ;!1,   11100.     4;  1055.  6,500 

McDonald,  Mary  J  to  Benj  F  Felner.     110th  st.  No  108,   s  s,  80  e 

Park    av,    25x75.11.      Prior    mort    $ .      Oct    23,    due    May    1, 

r.JOS,  5%.     Oct  31,  lUOli.     0:1637. 
Maynard.    Alfred    W    to    Delia    L    Martin.      94th 

(>15   w   Columbus   av,   17x94.6x17.2x95.3.     P  M. 

years,   .5%.      4:1224. 
Meyer,    Isaac   to   Alonzo   Kimball.      110th   st.  Nos 

135  e  3d  av,  4  lots,   each  25x](H).ll.     4PM  morts,   each  ^13.- 

OIJO.     Nov  1.   1900,  3  years,  59;.     0:li;OI».  52,000 

Miller,    Abe    and    Max    Canno    and    Adolph    Fox    to    Solomon    Plant. 

1st  av.  No  220,  e  s,   180.0  s  14th  st,  25.0x00.     Oct  29,  3  years. 

5%.      Nov   1.   1900.     2:441.  22.000 

Meyrowitz,    Emil    B    to    Alice    I    Connolly    Individ    and    ano    exrs 

Sarah  L  Holly.     5th  av.  No  235,  e  s,  28  n  27th  st,  15.4x100.     P 

M.     Nov  1.  1900,  3  years,  — %.     3:857.  110,000 

Marder,    Malka    and    TWELFTH    WARD    BANK    with    LAWYERS 

TITLE    INS    &    TRUST    CO.      113th    st,    Nos    3().S    and    ."'.lO    East. 

Subordination   agreement.      Sept   27.      Nov    1,    I'.MIO.      (>:l(i.S4.      nom 
Marder,    Malka    to    LAWYERS    TITLE    INS    &    TRUST    CO.       113th 

st,  Nos  308  to  312,  s  s,  125  e  2d  av,  50x100.11.     Oct  31,  5  yrs. 

51/2%.     Nov  1,  1900.     0:1084.  49,000 

Martens,    Henry    to    TITLE    GUARANTEE   AND    TRUST    CO.      Am- 
sterdam av.  No  1731,  e  s.  M  s  140th  st.  24.11xlt)l).     Oct  29.  due. 

&c,  as  per  bond.     Oct  30.  1900.     7:2000.  25.000 

Moss  Realty  Co  to  Jacob   C  Simon.     West  End  av,   Nos  42  to  48, 


e  s. 


:5.10  n  01st  st,  99.8x100;  West  End  av.  Nos  50  and  52,  e  s 


■j::>.i)  s  02d  st,  50x100.  Prior  mort  $8(),333.33.  Oct  30,  1906, 
given  as  collateral  security  for  performance  of  contract.  — %. 
4:11.53.  25,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Oct  30.   1900.     4:11.53.  

McQuade,  Wra  to  Asahel  F  Wood.  Canal  st,  No  526,  s  w  cor  Wash- 
ington St.  No  472,  20xG0.  Oct  1,  3  years,  5%.  Oct  30,  1900. 
2:. 5!  15.  15,000 

Maslon.  Esther  to  LAWYERS  TITLE  INS  AND  TRUST  CO.  2d 
St.  No  71.  s  s.  275  w  1st  av.  10. .SxOl. 9x10. 0x04.2.  Oct  29,  due 
June  .30.  1910,  .57(.     Oct  30,  10(10.     2:443.  11,000 

Moss  Realty  Co  to  Tiffany  &  Co.  Union  sq  W.  Nos  11  to  15,  s 
w  cor  ]5th  St.  No  22,  77.5x100.10.  Leasehold.  Installs.  47c.  Oct 
30,  1900.     3:842.  115,000 

Same  to  Rebecca  Moss.  Same  property.  Leasehold.  Prior  mort 
.'i!115.000.     3  years.  0%-     Oct  30.  1900.     3:,842.  30.000 

Maas,  Karl  and  Max  Kreielsheiraer  to  Harrison  D  Meyer.  3d  av. 
No  1497.  e  s.  70.10  n  84th  st,  25.4x100.  Oct  19,  due  Jan  1,  1910. 
5<7r.     Oct  30,  1900.     5:1530.  25.000 

Noulett,  Michl  to  Saul  Wallenstein.  90th  st,  Nos  72  and  74,  s  s, 
100  w  Park  av,  .50x100.8.  P  M.  Prior  mort  .fOO.OOO.  Oct  31. 
5   years,   0%.      Nov    1,    1900.      5:1.507.  12,000 

Neumann,  Leon  J  to  Meyer  Levy.  79th  st.  No  32.3.  n  s.  310.10 
w  1st  av.  27.1x102.2.  P  M.  Prior  mort  .$15,000.  Oct  31.  3 
years,   0%.      Nov   1.   1900.      5:1542.  5,.500 

Newman,  Louis  to  Eszty  Neumann.  77th  st.  No  233,  n  s,  .305 
e  3d   av,   25x102.2.      P  M.     Nov   1.   19(10.   3  years,   0%.     5:1432. 

1500 

Nieberg.  Louis  and  Benj  with  STATE  BANK.  123d  st,  Nos  151  to 
153  E.  Subordination  agreement.  Oct  25.  Oct  29,  1906. 
6:1772.  nom 

Oppenheim.  Herman  to  Sam!  Opnenheim.  7th  st.  No  198,  s  s. 
243  o  Av  B.  25.x90.10.  Prior  mort  .$27,000.  Oct  11,  due  Mav 
11,   1908,  (!,:,;.     Oct  27.  1900.     2::;70.  8  000 

Oestreicher.  Oscar  to  Mary  McMahon  et  al  trustees  Wm  Mc- 
Mahon.  I(l8th  st,  No  221.  n  s,  200  e  3d  av,  2.5x100.11.  Nov 
1,   1000,  3  years,  5%.     ():10.58.  14,000 

Oestreicher,  Oscar  to  Mary  McMahon  et  al  trustees  Wm  Mc- 
Mahon. 108th  St.  No  219.  n  s,  235  e  3d  av,  2.5x100.11.  Nov 
1.   1900,  3  years.  r>'/r.     (i:l(j.58.  14,.5O0 

Oestreicher,  Oscar  to  Mary  McMahon  et  al  trustees  Wm  McMahon. 
lO.Sih  st,  Nos  215  and  217,  n  s,  185  e  3d  av,  2  lots,  each  25x 
1(1(1.11.  2  morts,  each  $14,000.  Nov  1,  19O0,  3 
0:10.5,S. 

Oltarsh,   W  Hertz  and  David  M  to  John  W  Sullivan 


383,   n   s,  .50  w  Jackson  st,   runs  w  .50  x  n  7(1  x  e  Hi)  x  1 

x  e  12.1  K  n  7.5  x  e  12.10  x  s  104.4  to  beginning.     P  M 

28.   due   Oct   31,    1911,   5%.      Nov   1,    1900.      1:213. 
Same   to   same.      Same   property.     P   M.      Prior  mort   .$ , 

28.  due  Oct  31.   1907,  6%.     Nov  1,   1900,     1:243. 
Ohle,    Fredk   S,   Jr,   (Jueens,    N   Y,    to   Fredk   Ohmeis 

57,   n   s.   127.7   e  Oth  av.   25x93.11.      P   M 

Oct  20,  3  years,  6%.     Oct  30,  1906.     2:57: 
Orcutt,    C    Blake    to    Lavinia   A   Norcross.      4Sth   st 

133.4  w  8th  av,   10.8x100,5,     Prior  mort  $9,000. 

3  years,  5%.     4:1038. 


years,    5%. 

28  0(  10  ■ 
South  St.  No 


20.11 
Sept 
20,000 

.      Sept 

2.500 
8th   st,    No 
Prior   mort   $2().(MM). 

10.000 
No  310,   s   s, 
Nov  1,  1906, 
3,000 


Pearl  Realty  &  Construction  Co  with  Abraham  Perlman.  1.37th 
St.  Nos  0  to  12,  s  s.  85  w  5th  av.  1.50x99.11.  Extension  mort. 
Oct  20.     Oct  27,   1900.     (;:1734.  nom 

Same    with    May    Perlman.      Same    property.      Extension    raort.   Oct 


26.     Oct  27,   1906.     6:1734. 

Pearl    Realty    &    Construction    Co    and 

Sender  Jarmulowsky.   137th  st,   Nos  0 

150x99.11.      Subordination    agreement. 


nom 
Abraham    Perlman    with 
to   12,,  s  s.  85   w  5th  av, 
Oct    20.    I'.IO:;.      0:1734. 
nom 

Pearl  Realty  &  Construction  Co  and  May  Perlman  vviUi  same. 
Same  property.     Subordination  agreement.  Oct  20,  1006.  6:1734. 

nom 

Pearl  Realty  &  Construction  Co  and  Abraham  Perlman  with  May 
Perlman.  137th  s(.  Nos  6  to  12,  s  s,  85  w  5th  av,  1.5(1x911. 11. 
Subordination  agreement.      Oct  20,     Oct  27,   1900.     6:1734.         nom 

Same  with  Fred  S  Schumann.  Same  property.  Subordination 
agreement.      Oct   20.      Oct   27,   1900.      0:1734.  nom 

Plant.  Albert  and  Jos  to  TITLE  INS  CO  of  N  Y.  William  st.  No 
ll.S,  s  e  Sj  iS'.l.d  n  John  st.  runs  s  e  51.7  x  s  e  4.S.7  x  s  e  24.10 
X  n  e  27  X  n  w  27.1  x  n  w  48.11  x  n  w  50.6  to  William  st  x  s  w 
25.3   to   beginning.      P   M.      1   year,   5%.      Oct   30,   1900.      1:77. 

00,000 

Prellwitz.  Henry  to  Theodore  Baumeister.  71st  st.  No  247,  n  s, 
3(18.4  e  West  End  av,  10.8x102.2.  Oct  30  2  years,  5%.  Oct  31, 
lOOO.     4:1103.  ■  12,500 

Prellwitz,  Margaretha  extrx  and  Henry  and  Wm  Prellwitz  exrs 
Rudolph  Prellwitz  with  Theodore  Baumeister,  71st  st,  No 
247,  n  s,  308.4  e  West  End  av.  16.8x102.2.  Subordination  mort. 
Oct   18.     Oct  31,   r.lOli.      4:1103.  nom 

Parraga.  Paulita  wife  Rafael  E  to  Luke  H  Cutter.  94th  st.  No 
30,  s  s,  322.3  w  8th  av,  17.0x100.8.  Prior  mort  $18,500.  Oct 
2(),   1906.  due  Aug  25,   1907.   5%.     4:1207.  500 

Pennefather,  Delia  M  to  London  Realty  Co.  Domlnick  st.  No  40. 
Assignment  of  rents  to  extent  of  $400.  Oct  25.  Oct  30,  1900. 
2 :  57.8.  nom 

Potter.  Josephine  A  to  Augustus  Hemenway  et  al  trustees  Aug- 
ustus Hemenway.  37th  st,  No  10.  s  s.  200  w  5th  av.  19.5x08.9. 
Oct  31.   due,   &c,   as  per  bond.      Nov   1,   1906.     3:838.  72,000 

Passavant,  Margt  wife  of  and  Oscar  to  Chas  F  Schmidt.  09th  st, 
No  24,  s  s,  271  w  Central  Park  West,  21x100.5.  Oct  29,  3 
years.  4y2%.     Nov  1,  1900.     4:1121.  20,000 

Pankow,  Rudolf  and  Henry  W  Gehle  to  Diedrich  W  Rohde.  145th. 
St.  Nos  518  to  522,  s  s,  299.8  w  Amsterdam  av,  3  lots,  together 
in  size  1011.3x99.11.  3  P  M  morts,  each  $10,000;  3  prior  morts 
each    $25.11(10.      Oct    31.    3    years,    C,%.      Nov    1,    1900.      7:207(). 

30  000 

Perlman.  Abraham  with  Fred  S  Schumann.  137th  st,  Nos  0  to  12, 
s  s.  .85  w  5th  av.  4  buildings.  Agreement  to  reassign  mort  for 
$10,000  upon  payment  of  .$4,3.50,  given  as  collateral.  &c,  Oct 
20.      Oct   27.   1000.     0:1734.  nom 

Preiser.  Josef  to  LAWYERS  TITLE  INS  &  TRUST  CO.  Henry  st. 
No  .31.  n  s,  2(10  e  Catharine  st,  runs  n  74.11  x  e  24.11  x  s  —  x 
w  24.11  to  beginning.  Oct  24,  5  years,  5%.  Oct  27,  1900. 
1:280.  21.000 

Plaza  Operating  Co  to  METROPOLITAN  LIFE  INS  CO.  5th  av. 
No  708.  or  Plaza,  n  w  cor  58th  st.  Nos  1  and  3.  runs  n  200.10 
to  s  s  59th  st,  Nos  2  to  20.  x  w  2.50  x  s  10O.5  x  e  25  x  s  100.5 
to  n  s  58th  st  x  e  20  x  n  100.5  x  e  40  x  s  100.5  to  n  s  5,Sth  st 
X  e  20  X  n  1(10.5  x  e  2(1  x  s  100.5  to  n  s  58th  st  x  e  125  to  be- 
ginning.     Oct    10,   due   Nov   1.    1910-  51/2%    during  construction   of 

•   building  and  .5%   thereafter.     Oct  27,  1906.     5:1274.  5.000,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders    to   above   mort.      Oct   19.      Oct   27,    1900.      5:1274. 

Pechter,  Moses  to  TRUST  CO  OF  AMERICA.  13th  st.  No  (j37,  n 
s,  229.6  w  Av  C,  27x103,3.  Oct  16,  4  years,  0%.  Oct  29.  1906. 
2:396.  20,700 

Same  and  STATE  B.'VNK  with  same.  Same  property.  Subordi- 
nation  agreement.      Oct   26.      Oct   29.    1906.      2:396.      .  nom 

Perlman.  Louis  H  to  Wesley  A  Tvson.  Madison  av,  No  19.88,  w  s, 
39.11    s    127th   st,    20X.S.5.      Oct   20,   1906,   5  years,   5%.     6:1751. 

16,000 

Quintan,  Francis  J  to  GREENWICH  SAVINGS  BANK.  3Sfi  St. 
No  33,  n  s,  48,S.O  w  5th  av.  21.0x08.9.  Due  April  18,  1907,  4%Z. 
Oct  .30,  1900.     3:.S4(I.  10.000 

Rogers,  Ella  wife  John  L  to  J  Frances  Pease  trustee  Geo  L 
Pease.  89th  st,  Nos  174  and  170,  s  s,  KXl  e  Amsterdam  av, 
:50xl00.8.  Nov  1.  19(10.  3  years,  57o.     4:1210.  .50,0O(J 

Same  and  Franklin  B  Lord  with  same.  Same  property.  Sub- 
ordination  agreement,      Oct   29.      Nov   1,    11100.      4:1210.  nom 

Rowland,    David   H   to   DRY   DOCK  SAVINGS   INSTITUTION.      4!lth 


st.  No  48,   s  s. 


.1   w  4th  av.  24.11x1(10.5.     Oct  30,  due.  &c,  as 


per   bond.      Oct   31,    11100.      5:12.S4.  30,000 

Rusciano.  Joseph  and   Antonio   to   Eusepia   wife   Silvestro  Fidanza. 

111th  st.  No  307,  n  s,  129.2  e  2d  av.   27.1x100.11.     Oct  22,   due 

Nov  1,  1909   5%.     Oct  31.  1900.     0:11)83.  2.300 

Rogers.  Robert  to  Geo  H  Watson.     Lexington  av.  No  833,  e  s.  80.5 

s   64th   st,   20x70.      Oct   24,   due   Nov   1.   1909.   4Vi%.     Oct   26. 

lOOG.     5:1398.  gold,  13,000 


The  text  ol  tbese  pages  is  copyrighted.    All  rights  are  reserved.      Notkc  Is  hereby  given  thM  Intrlngenieni  wUl  leacl  to  proiecuHQn. 
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I  #^  pj  "VT       f^         f^  Tt    Tit        C^  1^  '°^**'  •'^^^  *"''  Huron  Sis,  and  Cast  Hive 

U^  LXi>       Kym       V-rrVrX.      K^KJmf      City   of    New  York,   Borough    oi    Broofcfv? 

LUMBER  OF  ALL  KINDS  FOR  BUILDERS 


ii^Stl.  DOOR&.  BLINDS 
AND      HOUSE.     TKIM 


Richman,  Harris  and  Louis  Greenfield  and  City  National  Realty 
Co  with  Edw  H  Raynolds.  lOSth  st.  Nos  110  and  118  East. 
Subordination  agreement.     Oct  24,     Oct  20.  lUOO.     0:1035.       nom 

Richman,  Harris  and  Louis  Greenfield  and  City  National  Realty 
Co  with  Harry  W  Perelman  et  al.  lOSth  st,  Nos  110  and  US 
East.     Subordination  agreement.     Oct  24.     Oct  26,  1000.  6:1035. 

nom 

Reese,  Henry  and  Charles  to  Wm  J  Frey.  4th  st,  No  72,  s  s.  175 
w  2d  av.  25.\'J0.  P  M.  Prior  mort  .$32,000.  Oct  26,  1900,  3 
years,  0%.     2:459.  0,220 

Ryan,  Mignon  C  and  Helen  M  to  Union  Construction  &  Realty 
Co.  Cherry  st.  No  3!l.  s  s.  01.11  w  Roosevelt  st,  17x74.Sxl7.2.x 
74.     P  M.     Oct  24,  a  years,  0%.     Oct  27,  1900.      1:109.  5,000 

Ryshpan.  Ma.\  to  Randolph  Hurry.  3d  st.  No  307.  n  s,  257  w  Av 
D,  24.4.\!)0.     Oct  10,  due  Oct  1,  1009,  5%.     Oct  30,  1906.     2:373. 

25,000 

Same  and  Millie  Hellinger  with  same.  Same  property.  Subordina- 
tion agreement.     Oct  10.     Oct  30,  1000.     2:373.  nom 

Same  and  Saral  and  Jacob  Kahn  with  same.  Same  property.  Sub- 
ordination agreement.     Oct  18.     Oct  30,   19116.     2:373.  nom 

Rubin.  Edw  to  Cath  A  De  La  Vergne  and  ano  trustees  John  C  De 
La  Vergne  for  benefit  Chester  R  De  La  Vergne.  11th  St.  Nos 
032  and  (;34.  s  s,  233  w  Av  C,  50x94.9.  Oct  1,  due  Feb  13,  1909, 
57r.     Oct  20.  1900.     2:393.  55,000 

Rubin,    Edward   and   Joseph   L   Buttenwieser   with   Cath   A   De   La 
Vergne   and   ano    trustees   John   C   De   La   Vergne   for   benefit   of 
Chester  R  De  La  Vergne.      11th  st,  Nos  632  and  034,  s  s,  233  w 
Av    C,    ."0x94.9.      Subordination   agreement.      Oct  24.      Oct   26, 
19(10.     2:393.  nom 

Rubin.  Edw  and  Louis  Rosenblatt  and  Solomon  Sternberg  with 
same.  Same  property.  Subordination  agreement.  Oct  23.  Oct 
20.    1900.     2:;J93.  nom 

Roosevelt  Realty  &  Construction  Co  to  Frances  M  Hoyt.  100th 
st,  s  s,  175  e  Broadway,  37.0x99.11.  Oct  30,  3  years,  5%.  Nov 
1,    1906.     8:2118.  32,.5(X) 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders    to    above   mort.      Oct   30._     Nov    1,    1900.      8:2118. 

nom 

Ryan.  Clendennin  J  to  LAWYERS  TITLE  INS  &  TRUST  CO.  9th 
St.  No  17,  n  s,  2.S2.8  w  5th  av,  2(5.2x82.3.  P  M.  Oct  30,  3 
years,  5'-;.     Nov  1,  1900.     2:573.  30,000 

Reiner.  Solomon  to  Mary  A  Deters  and  ano.  Ridge  St.  No  1.54,  e 
s,  175  n  Stanton  st.  2;jxlOO.  P  M.  Nov  1,  1900,  10  years.  5%. 
2:345.  36.500 

Ryan.  Peter  J  to  Eliza  Klingelhoffer.  44th  st,  Nos  310  to  314, 
s  s,  150  w  8th  av,  50x100.4.  Prior  mort  $25,000.  Oct  24,  due 
Dec  31.    1907,   67,.      Oct   20.   190<!.     4:1034.  lO.CMJO 

Rosenberg.  Jacob  and  Emanuel  Blum  to  Bernhard  Greenebaum. 
138th  St.  No  127,  n  s.  308  e  7th  av,  26x99.11.  Prior  mort  .$18,- 
Ona.     Oct  10.  3  years,  — %.     Oct  20.  1000.     7:2(X)7.  3.000 

Ravitch,  David  to  Lea  Lucuer  et  al  trustees  Wm  P  Woodcock, 
115th  St.  No  34,  s  s,  451  e  Lenox  av,  18x100.11.  Oct  26,  1906, 
3  years,  5%-     6:1598.  10,000 

Richman,  Harris  and  Louis  Greenfield  to  Jacob  Weinstein  et  al. 
108th  St.  Nos  110  and  118.  s  s,  178.(i  e  Park  av,  51x100.11.  Oct 
24.  demand,  09'c.     Oct  20.  1900.     0:1035.  17,000 

Rosalsky.  Otto  A  and  Bessie  Subin  to  LAWYERS  TITLE  INS  & 
TRUST  CO.  2d  av.  Nos  2102  and  2194.  e  s.  42.6  s  113th  st,  41.8 
xlOO.     Oct  24,  5  years,  57< .     Oct  26,  1900.     0:1684.  43,000 

Same  and  Sigmund  Ashner  with  LAWYERS  TITLE  INS  &  TRUST 
CO.  Same  property.  Subordination  agreement.  Oct  24.  Oct 
2i;.    1900.      0:1084.  nom 

Richman,  Harris  and  Louis  Greenfield  to  Edw  H  Raynolds.  lOSth 
st,  Nos  110  and  118,  s  s.  178.6  e  Park  av.  51x100.11.  Oct  24. 
5  years.  5%.     Oct  26,  1906.     6:1635.  47,000 

Rusch,  Mabel  with  Meyer  A  Goldstein  et  al.  10th  st.  No  389,  n  s 
108  w  Av  C,  25x94.9.  Extension  mort.  Mar  25.  Oct  29,  1906. 
-■■'"'■J-  nom 

Royle.  Sinclair  K  to  Eddy  Palmer.  70th  st,  No  105,  n  s.  43  w 
Columbus  av,  20x102.2.  Oct  27,  5  years,  4%%.  Oct  29,  1906. 
■1:1148.  22,500 

Roberts,  Lydia  J  with  Gussie  Buechler.  Amsterdam  av,  No  1459. 
Extension  mort.     Oct  20.     Oct  31,  1900.     7:1070.  nom 

Roberts,  Harry  E  to  A  Hupfels  Sons,  a  corpn.  7th  av.  No  282 
Saloon    lease.      Oct    19,    demand,    6%.      Oct    31,    1906.      3:776. 

3,400 

Sarasohn,  Bashe  to  Davis  Skilrow  or  Skrilow.  Scammel  st.  No 
30.  e  s  00.1  s  Madison  st.  2^x95.  P  M.  Prior  mort  .$18,000. 
Oct  30.  3  years,  0%.     Oct  31.  1900.     1:266.  9,000 

Skrilow,  Davis  to  Mary  A  Lockman.  Scammel  st,  No  30.  e  s, 
00.1  s  Madison  st.  27x95.  Equal  lien  with  mort  fDr  .$4  000 
5  years.  5;;;.      Oct   30.   1900.     1:200.  14.000 

Same  to  Geo  G  De  Witt.  Same  propertv.  Equal  lien  with  mort 
for  .$14.00(».     5  years,  5%.     Oct  30,  lOOG.     1:200.  4.000 

Sachs.  Israel  to  Virginia  C  Siragusa.  2d  av.  No  2005,  w  s  25  11 
n  lOtith  st,  25x75.  P  M.  Prior  mort  $18,000.  Due  Apr  1,  1908 
6%.     Oct  31,  1906.     6:1050.  1,000 

Smalls.  Jacob.  Adolf.  Meyers  and  Julius  Livingston  and  Florence 
L  Roome  with  LAWY'ERS  TITLE  INS  &  TRUST  CO.  13(!th 
St.  No  14  West.  Subordination  agreement.  Oct  30.  Oct  31 
1000.     0:1733.  nom 

Smalls.  Jacob.  Adolf  Meyers  and  Julius  Livingston  with  LAWYERS 
TITLE  INS  &  TRUST  CO.  1.36th  st.  No  12  West.  Subordi- 
nation agreements.     Oct   30.     Oct  31.   1000.     6:1733.  nom 

Snitow.  Aaron  and  Wm  Hyman  to  Tillie  Oppenheim.  35th  st 
No  429,  n  s,  3.50  w  0th  av.  25x08.9.  5  years.  5%.  Oct  31.  1906! 
3:733.  21.000 

Schonhaut,  Joseph  to  Simon  Lefkowitz.  70th  st.  No  422  s  s  •'•37 
w   Av  A,  38x100.5.     P  M.     Oct  25,  3  years,  6%.     Oct  30    1900 

Simons.  Berry  B  and  Jacob  Moerstelder  with  Business  Mens  Real- 
ty Co.  112th  st,  Nos  138  to  142.  s  s.  520  w  3d  av,  53.7x100.11 
Subordination  agreement.     Oct  27.     Oct  30,  1906.     6:1030.         nom 

Stern.  Minnie  and  Hyman  Cohen  with  TRUST  CO  OF  AMERICA 
33d  St.  Nos  308  and  310,  s  s  100  e  2d  av.  40x98.9.  Suborlina- 
tion  agreement.     Oct  30.  1006.     3:038.  nom 

Shapiro.  Ike  and  Karl  M  T,',-\!lach  with  LINCOLN  TRUST  CO.  Lud- 
low ^t,  .No  24.  Subordination  agreement.  Oct  29.  Oct  30.  1900. 
l:-9i.  nom 

Shapiro.  Ike  to  LINCOLN  TRUST  CO.  Ludlow  St.  No  24,  e  B,  abt 
100  s  Hester  st,  25x86.  Oct  5,  dtie  Oct  29,  1911,  — %.  Oct  30 
1906.     1:297,  25,000 


50,000 
212.0  w  Park 
Oct  29.   1906. 

.  09.000 


Saunders,   Arthur  W  to  American  Mortgage  Co.     12th  av,  c  1  105 
n  c  1  183d  st,  runs  e  —  to  w  s  Broadway,  xs  —  xw  —  tocl  12th 
av.  X  n  81   to  beginning.     Oct  26,  3  years,  5%.     Oct  30,  lOOO, 
8:2180.  20,000 

Stewart,    Thomas    H    to    LAWYERS   TITLE   INS    AND   TRUST   CO. 
8.3d  St.  Nos  240  and  248,  s  s,  0,8.4  w  2d  av,  2  lots,  each  10.8x51.1. 
2  morts,   each  $7,0<:iO.     Oct  27,  3  years,   5%.     Oct  30.   1900. 
.5:1.52.8.  14,000 

Smith,    Andrew   A    to   EQUITABLE   LIFE  ASSUR   SOC   of   the   U   S. 
01st   st.   No  00.  n  s,   •i47.8  e  Madison  av,   10xllX).8.   Prior  mort 
$ .      Due   Jan   1,    1010,  4>^%.      Oct  3(t.   1000.     5:1503.         4.000 

Shapiro.  Levy  &  Starr,  a  corporation,  to  Solomon  Feiner.  Sheriff 
St.  No  40.  w  s.  ItHt  n  Dclancey  st,  20.\0l).  P  M.  Prior  mort 
$ .     Oct   20.  4  years.  09;.     Oct  27.  1000.     2:.338.  6.000 

Stern,  Minnie  to  TRUST  CO  OF  AMERICA.  33d  st,  Nos  308  and 
310,  s  s,  100  e  2d  av,  40x98.9.  4  years,  57(;.  Oct  30,  1900.  3:- 
938.  4jO,000 

Scalzo.  Domenico  to  DeWitt  C  Flanagan  and  ano  TRUSTEES. 
117th  St.  Nos  428  to  432  East.  Saloon  lease.  Oct  27,  demand. 
0%,.     Oct  20.  10(10.     (i:1710.  1,200 

Schermerhoru.  Katie  T  to  Jameson  Gotting.  79th  st.  No  25,  n  s, 
95  w  Madison  av,  25x102.2.  Oct  1,  1  year,  4%.  Oct  29,  1900. 
5:1491. 

Seelig,  Henry  to  Louis  Lahm.     78th  st.  No  51,  n  s, 
av,   37.(Jxl(J2.2.      Oct  26,   due   May  15,   1909,   5%. 
5:1393. 

Sica.  Ellen  to  Mary  C  Allen.  Manhattan  av.  No  547,  w  s,  48.5  s 
123d  st,  15x74.  P  M.  Oct  29,  1906,  due,  &c,  as  Der  bond. 
7:1049.  8,000 

Solovinsky,  Solomon  and  Saml  Levine  to  Jacob  A  Geissenhainer 
ard  ano  trustees  Henrv  Elsworth.  Sth  st,  Nos  400  and  402, 
s   s,   50  w   Av   D,   50x60.      Oct  29,    1906.      5  years,   57(;.      2:377. 

33,000 

Same  and  Lena  Michelson  with  same.  Same  property.  Subordi- 
nation   agreement.   Oct   26.      Oct   29,    1906.      2:377.  nom 

Silverman.  Arthur  E  and  Theresa  H  to  Gustave  Mayer.  Madison 
av.  No  1381.  n  e  cor  96th  st,  Nos  51  to  50.  101.10x200.  Oct 
26.  due,  &c,  as  per  bond.     Oct  27,  1000.     6:l(i02.  10  000 

Silverson,  Abraham  to  ST.A.TE  BANK.  108th  st.  Nos  4  to  10, 
s  s,  100  w  Central  Park  West,  2  lots,  each  .50x100.  2  morts, 
each  $15  000;  2  prior  morts  .$58,000  each.  Oct  2(!,-1906.  4 
years.  0%.     7:1843.  30.000 

Shapiro.  Levy  &  Starr,  a  corpn.  to  Solomon  Feiner.  Sheriff  st. 
Nos  51  and  53,  w  s,  120  n  Delancey  st,  40.2.x90.  P  M.  Prior 
mort  .$ .     Oct  26,  3  years,  6%.     Oct  27.  1906.     2:338.      16,000 

Speckmann,  John  to  Beadleston  &  Woerz.  University  pi.  No  SO. 
Saloon    lease.      Oct    27,    demand,    07c.      Oct   30,    1900.      2:.569. 

10.000 

Schmid,  Chas  to  Rudolph  J  Schaefer  and  ano  exrs  Maximilian 
Schaefer.  Beekman  pi.  Xo  23,  e  s.  20.5  n  .50th  st,  20x100.  P  M. 
Prior  mort  $0,000.     3  years.  5i^%.     Oct  30.  1906.     5:1362.     3,000 

Schmid.  Chas  to  Chas  W  Bohmfalk.  Beekman  pi.  No  23,  e  s,  20.5 
n  .50th  St.  20x1(10.     r  M.     5  years.  514%.     Oct  30.  1906.     5:1362. 

9.000 

Smalls.    Jacob.    N    Y.    and    Adolf    Meyers    and    Julius      Livingston,    . 
Brooklyn.  N  Y.  to  LAWYERS  TITLE  INS  AND  TRUST  CO.  lo6th 
St.  Nos  12  and  14.  s  s.  185  w  .5th  av,  2  lots,  each  25x99.11.     2 
mnrts.  each  $10,000.     Oct  27,  3  years,  5V27c-     Oct  30,  1906.     6:- 
17.^3.  32,000 

Schoen,  Jos  to  Gustavus  L  Lawrence.  140th  st.  No  455,  n  s.  113  w 
Convjent  av.  18.x99.11.  P  M.  Prior  mort  $15,000.  Oct  24,  5 
years,  r,%.     Oct  30.  1900.     7:2057.  5.000 

Solomon.  Moses  with  T  Jos  Barry,  Jr.  147th  st,  Nos  286  and  288 
West.     Subordination  agreement.     Oct  24.     Oct  30,  1906.     7:2032. 

nom 

Sheinberg.  Louis  and  Isaac  Cohen  with  Sydney  A  Smith.  Broome 
St.  No  237.  Subordination  agreement.  Oct  31.  Nov  1,  1906. 
2:408.  nom 

Silverson.  .iVbraham  to  Otto  Gerdau.  108th  st.  No  8,  s  s,  1.50  w 
Central  Park  West,  50x100.11.  Oct  25,  5  years,  5%,  Oct  26. 
1000.     7:1843.  gold.  58.000 

Silverson.  Abraham  to  John  R  Waters.  108th  st.  No  4,  s  s,  100 
w  Central  Park  West,  50x100.11.  Oct  25,  5  years,  5%.  Oct 
20.  1000.     7:1843.  58,000 

Scott,  Alice  B  to  Paul  De  B  Laighton.  39th  st,  No  50,  s  s,  189  e 
0th  av.  21x90.  Prior  mort  $50,000.  Oct  25,  2  years,  67c.  Oct 
20.  liVlO.     3:,S40.  14.000 

Steuer.  Max  D  to  Bertha  Heidelberger.  8Sth  st.  No  55,  n  s,  225 
e  Columbus  av,  20x100.8.  P  M.  Prior  mort  $20,000.  Oct  26. 
1900,   1  year.  (5%.     4:1202.  10.000 

Simpson.  Maria  S  to  Robert  Morrison.  35th  st,  Nos  314  to  320, 
s  s.  125  w  8th  av.  ,50x98.9.  P  M.  Nov  1.  1900,  due  Apr  10. 
1900.   .5%.     3:7.58.  37,000 

Scozzafava.  Joseph,  Witherbee,  N  Y.  to  Michl  Del  Papa.  Hester 
st.  No  186,  s  s,  abt  50  w  Mulberry  st,  25x100.  P  M.  Oct  22. 
5  years,  57c.     Nov  1,  1900.     1:200.  40.000 

Same  to  same.  Same  property.  P  M.  Oct  22,  2  years.  O^iJ.  Nov 
1.    1006.      1:206.  1,250 

Shriver.  Harry  T.  Larchmont.  N  Y,  with  Bella  Hillman  and  Dore 
Golding.  .56th  st.  Nos  .321  to  349.  n  s,  1(X)  w  1st  av,  runs  w  230 
ani  44  11  to  point  275  e  2d  av  x  n  140.5  x  irreg  to  point  100  w 
1st  av  X  s  121.6  to  beginning.  Agreement  as  to  sale  and  assign- 
ment  of  mort.   &c.      Nov  1,   1906.      5:1349.  nom 

Steffens.  Carsten  to  Mary  M  Williams.  20th  st.  No  25,  n  s,  470 
w   5th   av,    25x92.      P   M.      Nov    1,    1906.   3   years,   5%.      3:822. 

45.500 
137  e 
Nov  1, 

13,100 
333  w 
Nov 
18.000 
8Sth  st. 


Storms,  Winfield  to  James  Buchanan.  97th  st.  No  175.  n  s 

Amsterdam  av,   17x100.11.     P  M.     Oct  20,  5  years,  5%. 

1906.     7:1852. 
Schmidt.  Ella  F  to  Chas  F  Schmidt.     69th  st.   No  30,  s  s. 

Central    Park    West,    21x100.5.      Oct    29,    1    year,    4%% 

1,  190().     4:1121 
Stockier.   Louis  to  LAWYERS  TITLE  INS  &  TRUST  CO. 


No  61,  n  s    165  e  Columbus  av,  20x100.8. 

5  years.  5%.     4:1202. 
E-imuels,    Rachel    to    LAWYERS   TITLE    INS 

St.   No  432.   s  s.   140  w  Av  A.  40x100.5. 

1911.  5°/.     Nov  1.  1906.     5:1461. 
Same  and   Sundol   Hyman   with  same. 

nation  agreement.     Oct  29.     Nov  1, 


P  M.     Nov  1,  1900. 
25,000 
&    TRUST    CO.      67th 
Oct  31,  due  Mar  26. 
35,000 
Subordl- 
nom 


Same   property 
1906.     5:1461, 
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Schlesiuger,  Morris  H  and  BenJ  Temis  to  Katharine  Denner. 
103d  St,  Nos  312  to  318,  s  s,  112.U  e  2d  av,  75x100.11.  Oct  31. 
2  years,  6%.     Nov  1,  1906.     G;1G74.  2,800 

Steinman,  Philip  to  Edward  Mitchell  and  ano  trustees  Benj  D 
Stillman.  Madison  st,  No  27(j,  s  s,  250.2  e  Clinton  st,  31. 2x 
100.     Nov  1.  1906,  3  years,  5%.     1;26<J.  40,000 

Selke,  August  to  De  Witt  C  Flanagan  and  ano.  47th  st.  No  310 
East.  Saloon  lease.  Oct  30,  demand,  G%.  Nov  1,  1906. 
5:1330.  800 

Salzstein,  Julius  to  Bernard  J  Kadison.  1st  av,  No  222,  e  s,  51.9 
n  13th  st,  25.X66.     Nov  1,  1906,  secures  notes,  — %.  2:441.      2,500 

Twenty-flrst  Street  Building  and  Construction  Co  to  METROPOL- 
ITAN LIFE  INS  CO.  21st  st,  Nos  18  and  20,  s  s,  320  w  5th 
av,  50.'(92.  3  years.  6%,  until  bldg  is  completed  and  t)%%.  there- 
after.    Oct  30,  1906.     3:822.  210,000 

Turkel.  Bernard  to  Louis  Wolf.  114th  st.  No  50,  s  s,  378.6  e  Lenox 
av,  17.8x100.11.  P  M.  Prior  mort  $10,000.  Oct  15,  3  years,  6%. 
Oct  26,   19U6.     G:l."i97.  1,400 

Traubner,  Bernard  to  Eugene  Vallens.  S9th  st  No  318,  s  s, 
241  w  West  End  av.  20x100.8.  P  M.  Prior  mort  $17,000.  Oct 
30,  due  Apr  30,   1909,  5%.     Oct  31,  1906.     4:1250.  11,000 

Tow,  Harris  to  LAWYERS  TITLE  INS  &  TRUST  CO.  110th  st, 
Nos  21  to  25,  n  s.  143.9  w  Madison  av,  56.3x100.10.  Oct  29,  5 
years    5%.     Oct  31,   1906.     6:1616.  60,000 

Taylor,  Alfred  S  G  and  Amelia  E  S  his  wife  and  Henrietta  T 
wife  Rowland  G  Freeman  and  Grace  T  wife  John  S  Ely  to 
BANK  FOR  SAVINGS  in  City  N  Y.  7th  av,  Nos  902  to  912, 
n  w  cor  57th  st,  Nos  201  to  209.  100.5x175.  Oct  31.  1906.  3 
years,  4i^%.     4:1029.  100,000 

Thompson,  Matilda  widow  and  devisee  Wm  Thompson,  Long 
Branch,  N  J,  to  Matilda  Appelget.  Vandam  st,  Nos  47  and  49, 
n  w  cor  Varick  st,  Nos  159  to  161,  50x100.  Nov  8,  1905,  1  year, 
— %.     Oct  26,  1906.     2:580.  3,500 

Tanzer,  Jacob  and  Albert  to  C  Olivia  Sabine.  104th  st,  Nos  111 
and  113,  n  s,  100  e  Park  av,  35x100.11.     Oct  29,  1906.  due  Apr 

29,  1907,  6%.     6:1632.  1.350 
Tanzer.  Jacob  and  Albert  to  C  Olivia  Sabine.     104th  st,   Nos  109 

and  ill  East.  Assignment  of  rents.  Oct  29,  due  June  1,  1907, 
6%.      Oct   29.   1806.      6:1632.  1,350 

Twenty-First  Street  Building  &  Construction  Co  to  METROPOL- 
ITAN LIFE  INS  CO.  21st  st,  Nos  18  and  20,  s  s.  320  w  5th 
av,  iiiHY"  blk.  Certificate  as  to  consent  of  stockholders  to 
mort  tor  $210,000.     Oct  30.     Nov  1,   1906.     3:822.  

Thorn,  Wesley,  Plainfield,  N  J.  to  Henry  A  C  Taylor.  71st  st. 
No  105.  n  s.  40  e  Park  av.  20x102.2.  Nov  1,  1906,  due  June  30, 
1907,  5%.      5:1406.  10,000 

Tannenbaum,  Max  with  Selig  Falk  and  ano.  Manhattan  av,  Nos 
169  to  187,  w  s,  extends  from  107th  st.  No  51,  to  108th  st.  No 
50,  — xlOO.  Subordination  agreement.  Oct  26.  Nov  1,  1906. 
7:1843.  nom 

Tompkins.  Mathilde,  Glen  Cove,  N  Y,  to  Florence  T  Coles.  51st 
st.  No  50,  s  s,  005  w  5th  av,  22x100.5.  Leasehold.  Oct  1,  1 
year,  6%.     Oct  26,  1006.     5:1200.  1.000 

Thees,  Anna  S,  Oscar  D  and  John  D  to  Ida  C  Poillon  and  ano. 
Lenox  av.  No  313,  w  s.  60  s  126th  st,  20x75.  P  M.  Oct  25, 
5  years,  5%.     Nov  1,   1906.     7:1910.  30.000 

Thorman,  Clara  to  Joseph  Gitsky.  75th  st.  No  103,  n  s.  250  w 
3d  av,  18.9x102.2.  Prior  mort  $10,000.  Oct  31,  3  years,  6%. 
Nov   1,   1906.      5:1410.  2,500 

Trustees  for  the  Corporation  of  the  African  Methodist  Episcopal 
Church  in  City  N  Y  commonly  known  as  Zion  Church  to  TITLE 
GUARANTEE  &  TRUST  CO.  S9th  st,  Nos  127  to  131,  n  s, 
325  e  Amsterdam  av.  75x100.8.  Oct  26,  due,  &c,  as  per  bond. 
Oct  27,   1906.     4:1220.  10,000 

Verderosa,  Caterina  A  to  Julius  A  Lowenstein.     103d  st,  Nos  311 

and  313,  n  s,  200  e  2d  av,  50x100.11.  Prior  mort  $22,000.  Oct 
24,  due  Mar  24,   1908,  6%.     Oct  27,  1006.     0:1675.  500 

Vogel,  Fredk  to  Cresenzia  Cavagnaro.  33d  st.  No  322,  s  s,  250  e 
2d  av,  25x98.9.     Oct  20,  3  years,  — %.     Oct  30,  1906.     3:938. 

7,000 

Vreeland,  John,  Leonia.  N  J,  to  Raymond  P  Wortendyke.  12th  st. 
No  287.  n  s,  40  w  4th  st,  16x05.  P  M.  Oct  1,  1  year,  0%.  Oct 
27,   1906.     2:625.  4,000 

Vitous,  Marie  to  Industrial  Realty  Co.  72d  st.  No  214,  s  s,  181.5 
e  3d  av,  17.10x102.2.  P  M.  Prior  mort  $11,000.  Oct  20,  1906. 
2  years,   tj'/,.     5:1426.  5.000 

Wittenberg.  Henry  to  Sophie  Bishop.  99th  st,  Nos  169  and  171. 
n  s,  100  e  Amsterdam  av.  50x100.  P  M.  Nov  1,  1906,  2  years. 
G7c-    7:1854.  5,000 

Wieland,  Henry  and  Anna  wife  Eduard  Dressier  to  Wendel  Bieser. 
54th  st.  No  556.  s  s.  125  e  11th  av,  25x131.7x25.2x128.2.  P  M. 
Oct  20,  due  Dec  31.  1910,  — %.     Nov  1,  1906.     4:1082.  20.000 

Same  to  same.  Same  property.  P  M.  Prior  mort  $20,000.  Oct 
20,  due  Dec  31,  1008,  6%.     Nov  1,  1900.     4:1082.  5,000 

Wachsman,  Sallie  to  Henrlette  Moses.  173d  st.  No  517,  n  s.  163 
w  Amsterdam  av,  18x100.  Nov  1,  1906,  due,  &c,  as  per  bond. 
8:2130.  11,000 

Walton  Realty  Co  to  Joseph  Hesdorter  exr  Franz  Schneider.  72d 
st,  Nos  303  and  305,  n  s,  25  e  2d  av.  2  lots,  each  30x76.2.  2 
morts.  each  $17,500.     Nov  1,  1006,  5  years.  5%.     5:1447.      35,000 

Same  to  same.  Same  property.  2  certificates  as  to  consent  of 
stockholders    to    above    morts.      Nov    1,    1906.      5:1447.        

Wiener,  Adam  to  Joseph  Wieselthier.  Christopher  st.  No  109, 
n  s.  abt  100  w  Bleecker  st,  20. 10x!X).7xl9. 2x90.3  w  s;  Christo- 
pher st.  No  107,  n  s,  abt  1.52  w  Bleecker  st,  24.5x91.7x20.7x 
90.7  w  s.  P  M.  Prior  mort  $44,000.  Oct  31.  1906,  3  years, 
6%.     2:619.  5,250 

Weinstein,  Jacob  with  Alice  H  Sturges.  127th  st.  No  70.  s  s.  105 
w  Park  av,  25.x99.ll.  Subordination  agreement.  Oct  20.  1906. 
6:1751.  nom 

Weinstein,  Jacob  and  Max  Lurie  to  BROADWAY  SAVINGS  INST, 
of  City  N  Y.  129th  st,  Nos  31  and  33,  n  s,  441.8  e  Lenox  av. 
41.4x99.11.     Oct  29,   190(5,  3  years,  5%.     6:1727.  47,500 

White.  Helen  S  wife  Wm  J  to  Whitney  Lyon.  Riverside  Drive. 
No  147,  s  e  cor  87th  st.  No  376,  25x100.  Oct  29,  1906,  3  years, 
5%.     4:1248.  42,500 

Welwood.  John  C  to  Gilbert  H  Montague.  25th  st,  No  330,  s  s, 
425  e  9th  av,  25x98  9.  Prior  mort  $11,000.  Oct  29,  1  year. 
0%.     Oct  30.   1900.     3:748.  2,500 

Weinstein,  Louis,  Brooklyn,  N  Y,  to  Marie  W  Hancox.  .  Montgom- 
ery St.  No  23,  e  s,  61.0  s  Henry  st,  19.7x75.     3  years.  5%.     Oct 

30.  1906.     1:268.  9,000 


Same  and  Isidor  Saberski  with  same.  Same  property.  Subordi- 
nate agreement.     Oct  9.     Oct  30,   1906.     1:268.  nom 

Wallace,  Isabella  wife  of  and  Geo  to  Wm  L  Buchanan.  126th  st, 
Nos  80  and  82,  s  s,  85  e  Lenox  av,  50x99.11.  Oct  30  3  years, 
5%.     Oct  31,   1906.     0:1723.  '         15,000 

Wolfe,  Arthur  to  Leopold  Hutter.  8th  av.  Nos  750  and  752. 
n  e  cor  46th  st,  Nos  247  and  249,  runs  n  50.5  x  e  100  x  n  50 
X  e  25  X  s  1U0.5  to  st  x  w  125  to  beginning.  Leasehold.  P  M. 
Prior  mort  $12,000.     Oct  31,  1906,  3   years,  6%.     4:1018.       4  500 

Weinstein,  Julius  to  LAWYERS  TITLE  INS  &  TRUST  CO. 
44th  St.  Nos  328  and  330,  s  s,  422  e  9th  av,  44x100.4.  Oct  31, 
1!:Kj6,   5   years,   5%.     4:1034.  46,000 

Weinstein.  Julius  to  Isidore  Jackson.  44th  st  Nos  328  and  330, 
s  s,  422  e  9th  av,  44x100.4.  Prior  mort  $46,000.  Due,  &c,  as 
per  bond.     Oct  31,   1906.     4:1034.  14,000 

Weil,  Jonas  and  Bernhard  Mayer  with  N  Y  TRUST  CO.  Clinton 
st,  No  120,  w  s,  100  n  Broome  st,  25x100.  Subordination 
agreement.     Oct  29.     Oct  30,   1906.     2:347.  nom 

Wallach,  Hayman  and  Nathan  Reisler  to  SamI  Hoffman.  180th 
st,  s  s,  137.6  w  Amsterdam  av.  37.6x100.  Oct  23.  2  years.  6%. 
Oct  26,  1900.     8:2152.  6,000 

Wolf.  George  to  Abel  and  Annie  Abernathy.     142d  st.  No  312,  s  s, 
175.3  w  8th  av,  25x99.11.     Extension  mort.     June  29.     Oct  31,    ' 
1906.     7:2043.  nom 

Younker,  Bernard  with  Frances  M  Hoyt.  100th  st,  s  s.  175  e 
Broadway,  37.0x99.11.  Subordination  agreement.  Oct  31.  Nov 
1,   1906.     8:2118.  nom 

Zombo.  Francesco  to  Michl  Caravatta.  124th  st.  No  523,  n  s, 
414.6  e  Broadway.  27x100.11.  Nov  1,  1900,  3  years,  6%. 
7:1979.  2,000 

Zang  Henry  A  to  Prances  V  Hauck.  88th  st.  No  319,  n  s, 
275  e  2d  av.  25x100.8.  P  M.  Prior  mort  $10,000.  Oct  31,  1906, 
5  years,  6%.     5:1551.  8,000 

BOROUGH   OF    THE   BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 
new  Annexed  District   (Act   of  1895). 

Ansorge,  Henry  P  to  Matilda  S  Clark.  lG3d  st,  n  w  cor  Woody- 
crest   av,   50x103x50x109.      Oct   19,   1900,   3  years,   5%.     9:2511. 

5.000 

Aaron,  Miller  Realty  Co  to  J  Charles  Weschler  and  ano.  Mt  Hope 
pi,  n  s,  4.50  w  Morris  av.  150x125.  P  M.  Prior  mort  $24,000. 
Oct   20.   due  July   20,   1907,   0%.     Oct  30,   19O0.      11:2852.     21,000 

Ager,  Emerence  K,  Brooklyn,  N  Y,  to  Louisa  K  Riley  and  ano 
exrs  Wm  H  Riley.  Nelson  av,  n  e  cor  106th  st.  runs  e  99.2  x  n 
75.4  X  w  101.1  to  av.  x  s  75.2  to  beginning.  P  M.  Oct  15.  3 
years,  .5%.     Oct  30,  1906.     9:2513.  6,000 

Arnold,  Rasha  wife  of  Aaron  Arnold  to  Cath  E  Sinclair.  Topping 
av,  e  s,  255  s  175th  st,  2  lots,  each  20x95.  2  morts.  each  $7.- 
500.     Oct  29.  3  years,  5%.     Oct  30,  1900.     11:2799.  15,000 

Altieri.  Carmine  to  Henry  H  Jackson.  Washington  av,  n  e  cor 
167th  st,  05x127x65x120.8.  Oct  25,  demand,  6%.  Oct  31. 
lOOli.      9:2372.  60,000 

Arnold,  Rasha  wife  Aaron  to  Mary  E  Melvin.  Topping  av,  e  s, 
215  s  175th  st,  20x95.  Oct  30,  3  years,  5%.  Oct  31,  1906. 
11:2799.  7,500 

Arnold.  Rasha  to  Louisa  Hammer  and  ano.  Topping  av,  e  s.  195 
s  175th  st,  20x95.     Oct  30,  5  years,  57c.     Oct  31,  1906.   11:2799. 

8.000 

Adelberg,  Abraham  with  MUTUAL  LIFE  INS  CO  of  N  Y.  South- 
ern Boulevard,  s  w  cor  Av  St  John,  runs  s  200  to  n  s  Timpson 
pi  x  w  290.4  X  n  245  to  Southern  Boulevard  x  e  303.9  to  begin- 
ning.    Subordination  agreement.     Oct  31,  1900.     10:2003.  nom 

Ajax  Construction  Co  to  Eliz  Gifford.  Timpson  pi,  e  s,  100  n 
144th  St.  10.8x80.1x17.5x75.  Oct  31,  5  years,  5%.  Nov  1, 
1906.     10:2000.  4,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders   to   above   mort.      Oct  31.      Nov   1,   1900.      10:2000. 

Bowen.  Lizzie  to  BRONX  TITLE  &  MORTGAGE  GUARANTEE 
CO.  151st  st,  n  s,  275  e  Courtlandt  av,  25x115x25x115.1.  Oct  31, 
due  Jan   1,  1910,  57f.     Nov  1,  1900.     9:2398.  7,000 

Bronx  Home  Realty  Co  to  Juliet  M  Livingston.  Morris  av,  n  w 
cor  105th  St.  50.10x102.8x40.0x103.4;  Morris  av,  w  s,  at  c  1 
166th  st,  runs  s  62  x  w  100.6  x  n  62  to  c  1  166th  st  x  e  100.4  to 
beginning.     Oct  26.  1  year.  6%.     Oct  29,   1906.     9:2448.  6,000 

Besthoff,  Julius  to  Katie  O  Kahn.  108th  st.  No  077,  n  s.  70  e 
Brook  av,  runs  n  90.7  x  e  25  x  s  95.8  x  w  3.7  x  s  0.11  to  n  s 
168th  st  X  w  21.4  to  beginning.  P  M.  Prior  mort  $13,000.  Oct 
27,  3  years.  0%.     Oct  29.  1900.     9:2395.  7,000 

Biller,  Emma  M  to  Joseph  Kleinschnittger.  137th  st.  No  722, 
s  s,>  170  w  Brown  pi,  25x100.  P  M.  Nov  1,  1900,  5  years,  0%. 
9:2281.  5,000 

Barry,  Arthur  to  THE  GERMAN  SAVINGS  BANK,  N  Y.  Wilkins 
pi.  B  e  cor  Jennings  st,  50.x96.x50. 5x100.  Nov  1,  1906,  1  year, 
5%.     11:2976  and  2977.  35,000 

Balschun,  Adolph  to  John  W  Cornish.  Morris  av,  e  s,  227.11  s 
Burnside  av,  75x100.    P  M.     Oct  29,  1906,  1  year,  —%.     11:2807. 

3,350 

Bierling,  Otto  M  and  M  L  Ida  to  Wilhelmina  Flemming.  163d  st. 
No  9.S7,  n  s,  246.4  e  Tinton  av,  18  to  Union  av,  x52.  P  M.  Oct 
29,  3  years,  5%.     Oct  30,  190<j.     10:2069.  7,500 

Bierling,  Otto  M  and  M  L  Ida.  joint  tenants,  to  Harman  H  Rippe. 
C.iuldwell  av,  No  .8,S0,  n  e  cor  161st  st.  No  843.  99.11x23.  P  M. 
Prior  mort  $7,000.  Oct  29,  3  years,  5%%.  Oct  30,  1906. 
10:2631.  10.000 

Bottone,  Alfonso  to  Irving  Realty  Co.  Shrady  pi,  n  s,  bet  Boston 
road  a.nd  Bailey  av  and  being  lot  120  on  map  No  1057.  P  M. 
Oct  23,   due   April   1,   1908,   6%.      Oct  30,   1900.     12:3261.  200 

*Battaglia.  Libono  and  Lorenzo  Billera  to  Margt  A  Heath  and 
ano.  213th  st,  n  s,  and  being  lots  936  to  939  map  Laconia  Park. 
P  M.     Oct  25,  5  years,  0%.     Oct  29,  1906.  2,000 

Basel.  Thomas  to  Mary  Benneman.  Woodlawn  road,  e  s.  150.11  n 
Webster  av,  2.5.1x121.3x2.5x128.11.  Oct  25.  due  Jan  1,  1910. 
5%.     Oct  20,  1906.     12:33,53.  12,000 

Same  to  Wilhelm  Seissenschmidt.  Same  property.  Prior  mort 
$12,000.     Oct  25.  due  Jan  1,  1910.  5%.     Oct  26,  1906.     12:3353. 

3.000 

*Brown,  M  Hart  and  Martin  L  Collins  to  Wm  A  Mapes.  Lots  320 
to  325  map  building  lots  of  W  A  &  H  C  Mapes  near  Westchester 
Village.     P  M.     Oct  24.  3  years.  5%%.     Oct  26.  1906.  2.85CI 


The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved.     Notice   is  hereby  given  that  infringement   will   lead   to  prosecution. 
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Mortgages 


RECORD    AND    GtHDE 


Bronx        November  3,  1906 


Rockland-Rockport  Lime  Company 


Look  for  these  words  on  the  head  of  erery  barrel; 

**MaDufactured  by  Rockland-Rockport  Lime  Company*' 

DO  NOT  BE  DECEIVED  BY  ANY  SUBSTITUTK 


Manafacturers    ot    the  Jollowinfr  Brands    9& 

Rockland  Lime 

EXTRA  FINISHING  LUMP  ^In^lntl 

AI30  Sole  Manniftcturers  of 

EUREKA  BRAND  of  PREPARED  PURE  WHITE  LIME 

which  is  superior  to  any  other  lime  or    wall    piaster   now 
Telephone.  207  Greenpoint  on  the  market.  GUARAOT'EED  NOT  TO  PIT> 


Greenpoint  Ave.  &  Newtown  Creek 

Borough  of  Brooklyn,  N.  Y.  City 


NEW    YORK    OFFICE,    FULLER    BUILDINC,    BROADWAY    AND    23cl    STREET 


*Carr.  Wm  M  to  \Vm  W  Penfleld.  Lots  lOA,  19B,  ISA  and  ISB  map 
subdivision  ot  portion  of  Penfleld  property.  P  M.  Oct  2(j.  3 
years,   :'>%.     Oct   2!).   lOOt).  2,430 

♦Same    to    Wm    A    Boyd.      Same   property.      Oct   25,   2   years.   (!7n. 

Oct  2! I.  liKW.  l.(KX) 

*Coyne,  Mary  to  Emma  F  Fettretch.  Barnes  av,  w  s,  2.j  n  217th 
St,  runs  n  203  to  21Kth  st  x  w  20.j  x  s  228  to  217th  st  -x  e  lOO 
X  n  2."i  X  e  10.")  to  beginning,  Wakefield.  Oct  25,  due,  &c,  as  per 
bond.     Oct  27.  IHOC.  8,500 

*roscia,  Antonio  to  Emma  E  DeVinne  and  ano.  5th  st,  s  s,  120  w 
Washington    av.   25x100.      Oct   27,   3   years,   C,%.      Oct   30,   190G. 

3.000 
Costello.   Mary  A   to  Lawrence  E  Brown  as  committee  estate  Au- 
gusta Hyatt.     202d  st.  n  s,   110  e  Webster  av,  25x100.     Oct  20, 
liKM),    3   years,    r>'/>.      12:3330.  S.tKX) 

♦Collins,  Wm  to  WASHINGTON  SAVINGS  BANK  of  N  Y.  Fowler 
av,  w  s,  1(>2.(>  s  Neil  av,  25x05.1.  P  M.  Oct  27,  3  years,  — %. 
Oct   20.    I'JOU.  345 

Cook.  John  C  to  Otto  Bittner.  Washington  av,  e  s,  bet  109th 
st  and  170th  st  and  at  s  w  cor  lot  00,  runs  e  13.5  x  n  50  x  w 
13li  to  av.  X  s  50  to  beginning,  except  part  for  av,  being  part 
of  lot  Oli  map  Morrisania.  Oct  29,  due  Jan  2,  1909,  0%.  Oct 
.30.   lOIH!.      11:2910.  i:200 

•Cahill    Edward   J    to    Charles   P   Hallock.      Kinsella   av,   s   s,   IW 

e  Rose  st,  25xl(X).  Oct  29,  3  years,  5%%.  Oct  30,  1900.  3.0O0 
♦Cadieux,  John  B  to  Isabella  Sprunt.  Tremont  av,  s  s,  at  n  s 
Beacon  st.  7.5x — x81.9x — ,  also  described  as  Beacon  st,  n  s,  being 
part  of  lots  395  to  397  block  L  amended  map  Mapes  estate,  75x 
37.0  to  s  s  Tremont  av,  x81.5x0  e  s.  Oct  24,  3  years,  0%.  Oct 
2(!,  1900.  2,500 

Campbell,  John  to  Edw  J  Gallagher  et  al.  Netherland  av,  c  I,  as 
proposed,  180  s  c  1  235th  st.  proposed,  runs  e  130  x  s  50  x  w 
130  X  n  .50  to  beginning.  P  M.  Sept  29,  3  years,  G%.  Oct  30. 
1900.      13:3409.  600 

Callahan,   Richd  J   to   MUTUAL  LIFE  INS  CO  of  N  Y.      165th   st, 

n   s,    50.2   w   Jackson    av,   25.1x71.      Prior   mort   $ .      Oct   .31. 

1900,   due,  &c.   as  per  bond.      10:2640.  1,000 

Colleran,  Mary  A  wife  of  and  John  to  Evelyn  C  Manley.  Summit 
av,  n  e  cor  104th  st,  25x100.  Prior  mort  $4,750.  Oct  30,  due 
Dec   1,    190(>,   0%.     Oct  31,   1906.     9:2525.  3.2.50 

Carter,  Wm  H  to  Fredk  T  Hoffman.  183d  st,  s  s.  200  w  Webster 
av,  25x100.  Prior  mort  $4,000.  Oct  22,  due,  &c,  as  per  bond. 
Nov  1,   1906.     11:3143.  2,.500 

Carter,  Eliz  V.  Borough  ot  Queens,  to  James  Dowds.  Bathgate 
av.  w  s.  104.2  n  175th  st,  26x103.7.  Oct  31,  1  year,  0%.  Nov 
1,   1900.     11:2917.  800 

Castellucci,  Oreste  C  to  Ellen  Sica.  137th  st.  No  735,  n  s,  704.2 
e  Willis  av,  10.8x100.     P  M.     Nov  1,  1906,  3  years,  5%.  9:2282. 

8,000 
Collins,  Dennis  to  Ginsburg  Realty  Co.  ISlst  st,  s  s,  22.5.8  e  Vyse 
av,   runs  s  86.7  x  w  2.4  x  s  18.3  x  w  23.1  x  n  105.4  to  st  x  e 
25  to  beginning.     Oct  31,  1900,  2  years,  '>%.     11:3133.  1,500 

♦Duelfer.  John  G  to  Novy  Tabor  Real  Estate  Assoc.  Barkley  av, 
s  s.  25  e  Vincent  av,  50x100.  Oct  30,  3  years,  G%.  Oct  31, 
1906.  1,500 

♦Dannhauser,  Paul  to  Cath  Mezgar  and  ano.  Willetts  av,  w  s. 
201  n  210th  st,  49x100,  Olinville.  Oct  31,  3  years,  57c.  Nov 
1.  190(!.  5,000 

Doll,  Charles  to  SamI  B  Goodale  and  ano  exrs,  &c,  Nathan  A 
Chedsey.  173d  st.  s  s,  100  e  Park  av,  50x100.  Oct  31,  1906.  3 
years.  '>%.     11:2!K)5.  5.000 

*Dosso.  John  B  and  Angelo  Rezzano  to  Mabelle  S  Wood.  Cruger 
st,  w  s,  275  s  187th  st.  50x100.  2  morts,  each  $2,800.  Oct  27. 
5  years,  5V27f.     Oct  30,  1!K(6.  5,000 

De  Muylder,  Maria  A  to  Duane  S  Everson.  Webster  av.  w  s.  bet 
169th  st  and  Clay  av.  and  being  131.1  n  land  late  of  Wm  H  Mor- 
ris, runs  w  90  X  n  20  X  e  90  to  av,  x  s  20  to  beginning,  being 
s  10  ft  of  lot  62  and  n  10  ft  of  lot  03  map  property  ot  W  E 
Zborowski  on  Webster  and  Crestline  avs.  Oct  26,  3"  years,  5%. 
Oct  .30.   190;;.     11:2887.  4,500 

*Devine,  Eliz  T  and  Edith  Hahn  to  Herman  H  Fledderman..  Har- 
rison av,  e  s,  97  n  Westchester  av,  ItMitxlOO.  2  morts,  each  $1.- 
80(.).     Oct  29,     3  years,  't'/r-     Oct  30,  1900.  3,600 

Same  to  same.  Harrison  av.  e  s,  47  n  Westchester  av,  50x100. 
Westchester  av,  n  e  cor  Harrison  av,  .50x — x.50.x47.  Oct  29,  3 
years,  5%.     Oct  30,  1900.  1.8(X) 

Dorn,  Augusta  to  Mary  E  Stamler.  Boston  road,  n  w  s,  bet  169th 
st  and  Jefferson  st  and  adj  lot  .3,  runs  n  w  149  x  s  w  20.9  x  s  e 
79.6  X  s  e  63  to  road,  x  n  e  20.0  to  beginning,  being  part  of 
plot  No  2  map  Morrisania.  except  part  for  road.  P  M.  Oct  2o, 
3  years.  5%.     Oct  20.  190(i.     11:2934.  5,000 

Dworkowitz,  Saml  and  Morris  and  David  Haber  to  Rose  Maaskott. 
Hughes  av.  No  21.53,  w  s,  62.11  s  Oak  Tree  pi,  16.8x95.  P  M. 
Oct  26.  3  years,  .5%.     Oct  30.   1900.     11:3070.  4,000 

♦Deligdish,  Fredk  to  Bettv  Peterson.  Commonwealth  av,  w  s, 
25  s  Beacon  st,  25x100.  P  M.  Prior  mort  $2,500.  Oct  25.  4 
years,   5%%.      Oct   29.   190(i.  1.4(M1 

Donnelly,  Mary  A  wife  Thomas  to  EMPIRE  CITY  SAVINGS  BANK. 
Valentine   av,    w  s,   2.54.8   s   183d   st,   2.5x100.      Oct   26,   1906,    1 
year,    .5%.      11:31.50.  1,000 

Davis,  Mary  A  to  John  Yule.  Morris  av,  No  8.36,  e  s,  50  s  100th 
st,  20x100.  P  M.  Prior  mort  .$5,000.  Oct  25,  3  years,  5%7o. 
Oct   26,    loot;.      9:2420.  3  000 

♦Diamond.  Joseph  to  Mary  Smith.     Bronx  Park  av.  n  w  cor  177th 

st,   25x100.      Oct   10,  3  years,   .5'/^.      Oct   26,   1906.  5.500 

♦Driscoll.  Michl  to  Eliz  Newell.     Morris  Park  av.  s  s,  .50  e  Barnes 

av,  50x100.     P  M.     Oct  24.  3  years,  '>7c-     Oct  26.  1906.  2.000 

Eill.  Jacob  and  Molly  Strassler  to  Saml  L  Cohen.  Brook  av.  No 
19.58,  n  e  cor  St  Pauls  pi.  No  (i71,  34.2xl00.6.x28.4xl00.9.  P  M. 
Prior  mort  $29,000.     Oct  29,  4  yrs,  6%.     Oct  30,  1906.  11:2895. 

1.000 
Ebb.  Coleman  to  Jacob  Dohrmann  and  ano.     Beekman  av.   Nos  15 
and  17.  w  s.  25  n  Oak  Terrace.  .50x100.     P  M.     Prior  mort  $.30.- 
000.     Oct  31.  5  years,  6%.     Nov  1,   100(5.     10:2555.  13,000 

♦Fergerson  Cornelia  to  Mary  C  Hamilton.  Mayflower  av,  n  e 
cor  Zulett  av,  100x100,  Westchester.  Oct  31.  due  May  1.  1907. 
iJ7r.      Nov   1,   19(X;.  2,000 

Frankel,  Ethel  to  Louis  Levin.  Clay  av,  No  1000,  e  s,  303  n  165th 


St.  27x80.  P  .M.  Prior  mort  $10,5UO.  Oct  1,  2  years,  6%.  Nov 
1,    1900.      9:2425.  2.3.50 

Ferber,  Jacob  M  and  Wm  to  TITLE  GUARANTEE  AND  TRUST 
CO.  101st  st.  No  877,  n  s.  25  e  Trinity  av,  25x88.7.  Oct  27,  due, 
&c  ,as  per  bond.      Oct  30.  190().      10:2638.  9.000 

Same  to  same.  161st  st.  No  881.  n  s.  75  e  Trinity  av,  25x89.  Oct 
27,  due.  &c.  as  per  bond.     Oct  30,  19(Ri.     10:2638.  9.000 

Felson.  Sadie  to  Belmont  Realty  &  Construction  Co.  3d  av.  No 
3880,  e  s,  146  s  172d  st.  27x125.  P  M.  Prior  mort  .$21,000. 
Oct   26.   1  year,  — %.     Oct  27,   1906.     9:2929.  500 

Fellenstein,  Jos  T  and  Chas  Maurer  to  Aloysius  Fellenstein. 
Bergen  av.  e  s,  76.4  s  152d  st.  runs  e  54.9  x  s  38  x  w  76.8  to  av 
X  n  38  to  beginning.  Oct  26,  due  Apr  26,  1910,  5%.  Oct  29. 
190i;.      9:236)1.  3,000 

Goldblum,  Harris  and  Asher  Gordon  to  Margt  W  Keck  et  al 
exrs,  &c,  Washington  av.  w  s.  1.50  n  171st  st.  50x1.50.  Oct  29. 
190(!.  3   years,   ',%.      11:2903.  42.000 

Guidera.  Annie  to  Geo  H  Rosenthal  and  ano.  Belmont  av,  late 
Cambreleng  av.  e  s,  95  n  188th  st,  7.5x100.  except  strip  3xl0t> 
lying  n  of  line  167  n  18Sth  st.  Prior  mort  .$3,0(X>.  Oct  31,  1 
year,   iV/r.      Nov   1,   1906.      11:.3075.  725 

♦Gordon,  Joseph  to  Emma  B  Cheney.  Bronx  Park  av,  e  s,  25  s 
]7.'-'th   St.   2.5x100.      Nov   1.   1906,  3  years.  5%.  3,.5(.X) 

Goldstein,  Nathan  to  Geo  B  Tobias.  1.52d  st,  s  s,  70.3  e  Morris 
av.  .50x117.4.  Prior  mort  .$49,750.  Oct  19,  due  as  per  bond, 
0'/,.     Oct  27.  1906.     9:2411.  4,500 

Goellcr.  Chas  L  to  TITLE  GUARANTEE  AND  TRUST  CO.  145th 
st.  No  823,  n  s,  150  w  St  Anns  av,  25x100.  Oct  29,  due,  &c,  as 
per  bond,     Oct   30,   1906.     9:2272.  2.000 

♦Green.  James  to  Thomas  P  Hickie.  Nelson  av,  n  s,  50  e  Amund- 
sen av,  50x100  Edenwald.  P  M.  Oct  20,  installs,  5%.  Nov  1, 
1906.  450 

Green.  Josephine  to  Anna  E  Green  and  ano.  Perry  av,  w  s, 
910.1  s  old  road,  25xl(X).  P  M.  Prior  mort  $5,500.  Oct  31, 
4  years,  6%.     Nov  1,   1906.     12:3343.  1,.500 

Henry  Ahr  Iron  Works,  a  corpn.  with  Evelyn  C  Mauley.  Summit 
av.    n   e    cor   l(i4th   st,   25x100.      Subordination   agreement.      Oct 

30.  Oct  31,   190(!.     9:2525.  nom 
Heifer.   Isaac   to   Northwestern   Realty   Co.     138th   st,   s  s,   37.4  e 

Brook  av,  2  lots,  together  in  size  77.7x100.  2PM  morts,  each 
$11..500.     Oct  .30.  3  years,  (i',/r.     Oct  31,   1900.     9:2265.  23.000 

Haskin,  John  B  to  Susan  S  Tappen.  Webster  av,  s  w  cor  187th  st, 
runs  s  373  x  w  1.32.2  x  n  101  x  w  105  to  e  s  Marion  av  x  n 
290.11    to   st  X  e  213.1   to   beginning.     Oct  15,   1  year,  5%.    Oct 

31.  1906.      11:3024.  10.000 
Hardtfelder,   Amelia   to   Beadleston   &   Woerz.     West   Farms  road. 

Nos  1923  and  1925.  Saloon  lease.  Oct  31,  demand,  6%.  Nov 
1,   1906.      11:3016.  2.150 

Harris,  Amelia  to  Saml  Shapiro.  169th  st.  n  e  s,  152.4  n  w  Fox 
St.  runs  n  e  6.5.7  x  n  25  x  n  w  6.4  x  s  e  20.7  to  beginning.  P  M. 
Prior  mort  $4,700.     Nov   1.   1900.  3  years.  (JTc-     10:2719.         2,400 

Helmecke,  Margaretha  to  Gustav  Kahrs.  Topping  av,  e  s,  20.5  s 
174th  st,  25x95.  P  M.  Nov  1,  I'MG,  due  June  13,  1909,  6%. 
11:2790.  6,000 

Halton,  Thomas  and  Mary  with  H  A  Parmentier.  Park  av.  No 
4461.  Receipt  of  $1I(H)  on  account  of  note  and  agreement  not 
to  sell  above  until  note  has  been  paid.  Oct  24.  Oct  26,  1906. 
11:3030.  

♦Horton.  Florence  C  to  Eliz  Kilsheimer.  Main  st,  w  s,  at  s  e  cor 
Old  Methodist  Church  lot,  runs  w  121  x  n  61.0  x  e  51  x  s  6.6 
X  e  70  to  st  X  s  .55  to  beginning,  except  part  tor  Tier  st;  plot 
begins  at  s  e  cor  ad]  lot  .5.  3(t  n  from  n  e  cor  land  John  O  Ford- 
ham,  runs  w  98.6  x  n  7.5  x  e  98.6  x  s  75  to  beginning,  being  part 
ot  lot  4  map  property  of  estate  Orrin  F  Fordham.  City  Island; 
also  strip  on  e  s  ot  above  lot,  16.6x75.  Oct  24,  1  year,  6%.  Oct 
20,  1900.  350 

Hanson.  Alfred  E,  Brooklyn,  N  Y,  to  TITLE  GUARANTEE  & 
TRUST  CO.  Westchester  av,  Nos  938  and  940.  s  w  cor  Wales 
av.  runs  w  55.11  x  s  22.7  x  e  4.1  x  s  40  x  e  30.1  to  Wales  av  x 
n  79.10  to  beginning.  Oct  23,  due,  &c,  as  per  bond.  Oct  27, 
P.KIO.   10:2644.  28,000 

♦Hewitt.  Frank  to  Frances  A  Leddy.  Fort  Schuyler  road,  e  s, 
(i(i.2  n  Haskins  st,  .33.10x100,  Throggs  Neck.  P  M.  Oct  26.  3 
years,  (i^/r       Oct  27,   1900.  2,200 

Hyams  Realty  Co  to  Emil  Robitzek.  Chisholm  st.  n  w  cor  Free- 
man st,  9,5x2.5.  Resolution  as  to  consent  of  stockholders  to 
mort  for  $12,000.     Oct  20.     Oct  30,  1900.     11:2971.  

Hyams  Realty  Co  to  Emil  Robitzek.  Freeman  st,  n  w  cor  Chis- 
holm st,  25.\95.     Oct  29,  3  years,  5%%.     Oct  30,  1906.     11:2971. 

12,000 

Same  and  Rudolph  Simon  with  same.  Same  property.  Subordina- 
tion agreement.     Oct  29.     Oct  30,  190(!.     11:2971.  nom 

Hann.  Antoine  to  Eliz  C  Specht.  Washington  av,  e  s,  bet  ICOth 
st  and  170th  st  and  4.8  n  from  s  w  cor  lot  58.  runs  s  e  112  x  n 
e  48  x  n  w  112  to  av,  x  s  w  48  to  beginning,  being  part  ot  lot 
5.8  map  Morrisania,  except  part  for  av.  P  M.  Prior  mort  $0,- 
.501).      Oct   4,   5   years,   .5%.      Oct   27.   1900.      11:2910.  4. .500 

Jaeckel,  Eliz  D,  Geo  J  H  and  Emil  C  to  Joseph  Jaeckel.  179th 
st.   No  976,  s  s,   110.8  w  Clinton  av,   10.8x95.     P  M.     Oct  25,   1 


year.  5%.     Oct  31,  1900.     11:3092. 


450 


Jacobsen,    Abelone   to   Pauline   Hodgson.      Cedar   av,   w   s,   246.6  s 

17,Sth    St.   25x110  3x2.5.1x112.      Oct   25,   due   Sept   30,    1909,   5%. 

Oct  26.  19(16.     11:2883.  4000 

Jeffries.    Ferdinand    M    to    Alex    McL   Jeffrey.     9th    av,    w   s,    112.1 

n  172d  St.  runs  w  80  x  n  25  x  e  —  x  n  25  x  e  70  to  av  x  s  50  to 

beginning.   Bronx.     Nov  1,   1906.  3  years,  6%.     11:28.59.  1.000 

♦Kretsch.    Augusta    to    Ernest    E    Haussmann.       Lots    101    to    104 

map  building  lots  of  W  A  &  H  C  Mapes.     Oct  27,  3  years,  5%. 

Oct  29,   1906.  5,000 

Kaemmerer.    Pauline    to   GERMAN   SAVINGS    BANK   in   City   N   Y. 

Barretto   st.   No   1130,   e   s,   121.11   n   109th  st,  20x100.     Oct   19. 

1  year,  'r/r.     Oct  29,  lOOCi.     10:2719.  3,000 

Kuenneth.  Henrietta  to  Christian  Kuenneth.     Washington  av,  n  w 

s.    242,3   n    169th   st.   24.1x1.50.      Certiflcate   ot   part   payment   of 

mortgage.      Oct   25.      Oct  27.   1900.      11:2901.  

♦Knaut.    Bertha   wife   ot   Chas   to   Mary  J   Shephard.    Mansion   st.   n 

s.  36.8  w  Hammond  av,  10.10x75x16.11x75.     Oct  29,  3  years,  5%.. 

Oct  30,  1900.  2,400 
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The   Palmer   Lime  and  Cement  Company 

"  PAI/IWER'S  NO.  1,  "  the  strongest  and  best  brick  lime  manufactured,  will  lay  more  brick  to  tho  barrel  than  any  other  lime.  (f 

Farnain  ClffESHlRE  Finishlu^^  which  has  no  equal. 

Palmer's  Flnishingr,  high  gradn.  for  all  finishing  and  plastering  work. 

Coiinfclic'uf  AVIiite  I-^inie,  cspoclally  adapted  to  brown  and  scratch  work.' 

Palmer's  Clieiiiical  f^ime,  nbsolutely  high  grade.  , 

Alsen's  Portland  Cemeut,  for  Long  Island.  FOSTER    F.    COMSTOCK,    Manager 

Brooklyn  Station.  Telephone  14,-).'?  Greenpolnt  Sale»  Department :     |  49    BROADWAY,    NEW    YORK 

Jersey  City  Station,  Telephone  1302  Jersey  Telephones,  (JUloiJill  1-6612  Cortlandt 


*Same  to  same.  Hammond  av.  n  w  cor  Mansion  st,  75xl!J.2x7."')X 
l-'O.l.      Oct    liil,   :j    years,   ij'/r.      Oct  80.    l!l(l(l.  3.O0O 

*Samc  to  same.  Mansion  st.  n  s,  20.1  w  Hammond  av,  lO.TxT.ox 
l(;.5x75.     Oct  20,  3  years,  5%.     Oct  JiO.  l!IO(i..  2,400 

*Same  to  Elizabeth  K  Dooling.  Mansion  st.  n  s.  70.4  w  Ham- 
mond av,   10.7x75x10.4x75.     Oct  29,  '6  years,  5%.     Oct  30,  1000. 

2,400 

*Same  to  same.  Mansion  st.  n  s,  86.11  w  Hammond  av,  10.5x75x 
lti.!tx75.  Oct  2!).  3  years,  57,;.     Oct  30,  1900.  2,400 

*Same  to  Eliza  S  Taber.  Mansion  st.  n  s.  .^.'?.0  w  Hammond  av, 
10.10x75.      Oct   29,  3  years,  5%.     Oct  .30.   190(!.  2,400 

*Knox,  James  to  Lamport  Realty  Co.  Lamport  av,  s  s.  2.50  w  Fort 
Schuyler  av.  25x100.  P  M.  Prior  mort  .f;!.OIK».  Oct, 29.  5  yrs, 
0'/,.     Oct  30,   1900.  1,100 

*Knox,  James  to  August  Funck.  Lamport  av,  s  s,  2.50  w  Fort 
Schuyler  road.  25x100,  Tremont  Heights.  P  M.  Oct  29.  3 
years.  51/2'%.     Oct  .30.   1900.  3.0(XI 

Kaminstein,  Abraham  and  Sarah  Harris  to  Wm  L  Hughes.  Oak 
Tree  pi.  No  .S97,  n  s.  12.8.4  w  Hughes  av.  1(1.8x115.  Prior  mort 
%'i.'M).     Oct  ;'>l),  4  years.  074.     Oct  31,   190(;.     11:3117(1.  1.500 

*Hermanni.  Emil  and  Ernest  A  Bezouska  to  Eliz  Thornton.  Mor- 
ris Park  av,  s  s,  KJO  e  Adams  st,  25x100.  Oct  27,  2  years,  0%. 
Nov   1.  lOOCi.  1,500 

Kedenburg.  H  Friedrich  W  to  Emma  Mahnken.  134th  st.  No  857, 
n  e  s,  1,S2  e  St  Anns  av,  17x100.  Oct  31,  19O0,  due  Jan  1,  1912, 
5%,.      10:2.547.  3.000 

Kremer.  John  to  Josephine  Nacke.  Crotona  av,  n  e  cor  170th  st, 
52.2x100x84.11x108.7.      Nov    1,    1000,    2    years,    — %.      11:2937. 

7,000 

La  Sala,  Stefano  to  HAMILTON  BANK  of  N  Y  City.  Lafon- 
taine  av,  n  w  cor  178th  st,  225x100.  Oct  25,  due  Apr  25,  1907, 
0%.     Nov  1.   lOlRi.      11:3001.  _  (m.OJD 

Lausen,  Rebecka  M  to  Joseph  Kleinschnittger.  137th  st.  No  724, 
s  s,  145  w  Brown  pi,  2.jxl(X).  P  M.  Nov  1,  1900,  5  years,  0%. 
9:2281.  4.000 

Louther,  Joseph  L  and  Wm  A  A  to  Abbie  H  Wightman.  138th 
st,  s  s,  202.0  e  Southern  Boulevard.  17.7x100.  Oct  31,  5  years, 
— %.      Nov    1.    1900.      10:2.5(JO.  3,500 

*Lorch,  Frederick  W  to  WASHINGTON  SAVINGS  BANK.  Edi- 
son av.  e  s.  100  n  Tremont  road,  .50x125,  Tremont  Terrace. 
P  M.     Oct  30.  2  years.  5%.     Oct  31,   190(!.  COO 

LaVelle.  Lewis  V  to  Franz  and  Marie  M  Mantel.  Bryant  av,  w  s, 
1(H)  n  ]72d  St.  2  lots,  each  25x100.  2  morts,  each  $0,000.  Oct 
31,   due   Jan   1,   1910.  5%.      Nov   1.   1900.      11:2990.  12.000 

*Levkowitz.  Nathan  to  Workmens  Sick  &  Death  Benefit  Fund  of 
the  U  S  of  America,  a  corpn.  2d  av,  n  e  cor  229th  st.  20.0x105; 
2d  av,  e  s,  20.0  n  220th  st,  25x105,  Wakefield.  Extension  2 
morts.     July  5.     Oct  30,   190(1  nom 

Larsen,  William  to  Kate  Powers.     1.34th  st.  No  850,  s  s,  130  e  St 

Anns   av,    10.8x95.      P    M.      Prior   mort   !f .      Oct   30,    1   year, 

6%.     Oct  31,   1900.     10:2540.  800 

Luciano.  Carmela  to  Charles  Gerlich.  151st  st.  No  .537,  n  s,  350.3 
e  Morris  av.  runs  n  110.10  x  e  50  x  s  24  x  w  (j.(J  x  s  92.8  to  st 

X    w   43.(1   to    beginning.     P   M.     Prior   mort   !f .     Oct   24,    due 

Dec  1,   1007,  0%.     Oct  30,  1000.     0:2411.  3.000 

La  Sala.  Stefano  with  HAMILTON  BANK  of  N  Y  City.  Lafon- 
taine  av.  n  w  cor  17Sth  st.  22.5x100.  Agreement  as  to  building 
loan,   &c.     Oct  25.     Nov  1,  lOOtJ.     11:3001.  nom 

Lessem.  Harry  to  Max  S  A  Wilson.  Faile  st,  e  s,  100  n  Aldus  st. 
20.8x100.  Prior  mort  $10,0(X».  Oct  29,  3  years,  0%.  Oct  30. 
190().      10:2748.  1..500 

*Lehman.  Saml  to  Abraham  H  Vogel.  Shell  st,  n  s,  lots  747  and 
748  map  Laconia  Park.  .50x100.  P  M.  Prior  mort  $400.  Oct 
22,  installs,  0%.     Oct  20,  1000.  000 

*Same  to  same.  Sheil  st,  n  s,  lot  749  same  map,  2.5x100.  P  M. 
Prior  mort  .f200.     Oct  22,  due  Jan  22,  1907,  0%.     Oct  20.  190(i. 

300 

*Lehman.  Saml  to  Malinda  G  Mace.  Sheil  st,  n  s,  lots  747  and  748 
map  Laconia  Park,  50x100.  P  M.  Oct  22,  3  years,  C7c.  Oct 
2(!.   1900.  400 

*Same  to  same.  Sheil  st,  n  s,  lot  749  same  map,  25xl(X).  P  M. 
Oct  22.  3  years,  0%.     Oct  26,  1900.  200 

*Levy,  Eliz  wife  of  and  Henry,  Yonkers.  N  Y,  to  Teachers  Bldg 
&  Loan  Assoc.  5th  av.  s  w  cor  3d  st,  100x.50xlOO.x — ,  Wakefield. 
Oct   23,   3   years,   0%.     Oct   20,    100(i.  3.000 

*Lent,  Annie  F  to  Wm  F  Rutherford.  Glebe  av.  s  s.  02  e  Parker 
av.  37.0x101.5x37.0x102.  P  M.  Prior  mort  $2,000.  Oct  25,  1 
year,   X,'/,.     Oct   20.   1900.  1,000 

Lochinvar  Realty  Co  to  Manhattan  Mortgage  Co.  Grand  av,  w  s, 
530.11  s  Burnside  av.  runs  n  112.1  x  s  w  25  x  s  w  25  x  s  e  123.8 
to  Grand  av  x  n  .50,11  to  beginning;  Grand  av,  e  s.  432,8  s 
Burnside  av.  25x90,  Oct  20  due  Dec  1,  1900,  0%.  Oct  27. 
19011.      11:2.809  and  2.S70.  3,200 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.  Oct  20.  Oct  27,  1900.  11:2809  and 
2S70.  

Lochinvar  Realty  Co  to  David  Banks  et  al  trustees  Kane  Lodge 
No  454  F  &  A   M      Grand  av.   e  s,  357.8  s   Burnside  av,  25x90. 


Oct   20.   3   years,   .5%.      Oct 


:(. 


1900.     11:2870. 


(l.(M)0 


Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders   to   above   mort.      Oct    20.      Oct   27.    1900.      11:2870.       

*Leggiere.  Domineck  to  Wm  W  Penfield.  Lots  17B  and  lOA  map 
subdivision  of  portion  of  Penfield  property.  P  M.  Oct  20,  3 
years.   5%.      Oct   29,    1900,  990 

Ludovici.  Carl  E  to  Gibson  Pulzel.  Bryant  av,  No  1218,  e  s, 
99.11  s  Freeman  st,  20x100.  P  M.  Oct  20,  3  years,  5%.  Oct 
29,    190(5.      11:2093.  3,500 

♦Lavelle.  Francis  E  to  Minerva  T  Newman.  Grant  av,  s  w  s,  50 
s   e   John    st,  50x100.      P   M.      Oct  29.    1900,   3  years,  (i%.  COO 

Lochinvar  Realty  Co  to  Manhattan  Mortgage  Co.  Grand  av.  w  s, 
4.55,9  s  Burnside  av.  runs  n  w  100,11  x  s  w  2.5  x  s  e  107.5  to 
Grand  av  x  n  25  to  beginning:  Grand  av,  e  s.  357.8  s  Burnside 
av,  25x90;  Grand  av,  e  s,  407.8  s  Burnside  av,  2.5x90.  Oct  26. 
due  Feb  10,  1007,  C%.     Oct  29,  1900.     11:2870  and  2809.        3  000 

Same    to    same.      Same    property.      Certificate    as    to    consent    of 


370  w  Web- 
Oct  29,   1906. 

2.000 

Louis   M    Kaufman.      Fox 
P   M.      Oct  24,   4   years, 

1.100 
lS3d  St.  s  s,  .350  w  Web- 


stockliolders    to   above   mort.      Oct   20.      Oct   29,   1900.      11:2809 

and  2870.  

Lehmau.  Albert  and  Mitchel  to  Randolph  Guggenheimer.  Wash- 
ington av,  s  e  s,  328.6  n  183d  st,  75x90.     Oct  29,  1900,  3  years, 

51/2%.     11:3053.  4,500 

Mosholu  Realty  Co  to  James  B  Kilsheimer  trustee.     138th  st,  s  s, 

350  w   Webster  av.  38,8xlOOx30xl(X);    Ford  st,  n 

ster  av,   10,4xltl0xl0xl(.)0.     Oct   1,   1  year,  51/2%. 

11:3143-3145  and  3140. 
*Marfia,    Louis   and   Gaetano   Caiazzo    to 

av,    w    s.    17.5    s   Jefferson    av,    .50x100. 

0%.     Oct  29.    1900. 
Mosholu  Really  Co  to  Jas  B  Kilsheimer. 

ster  av,  39. .S  to  proposed  Tiebout  av.  xl00x.39xl0O;   Ford  St.  n  s. 

.370   w    Webster   av.    19.4    to    proposed    Tiebout   av.    xKKlxlOxlOO. 

Consent    of   stockholders    to    mort    for   $2  OUO.      Oct    10.      Oct    20. 

1090.      11:3143;   3145.  ■ 

Morgan.    Katharine   to  Jules  F  Valois.      Jackson  av.   No   1048,   e  s, 

203.0   s    KKlth    st,    17.3x87.0.      Prior   mort   $5,250.      Oct   20,   due 

Oct  3.   1007.  —"/,..     10:20.50.  0.50 

McCormack.    Mary   A   to   Eliza   M   Zerega   et   al   trustees   Augustus 

Zerega.      170th   st.    No   1(102.   s   s.   330  s   e   Prospect  av,   70x200. 

Aug   18    3  years.  .5%.     Oct  30,   19<X!.     11:29.53.  0,000 

Morgan,   Katharine  to  Valentine  Knorr  and  ano.     Jackson  av.   No 

1(148.  e  s.  203,9  s  lOOth  st,  17,3x87,0.     Oct  29,  5  years,  5%.     Oct 

30.  19(10.      1(1:2(1.50.  5.2.50 
Montgomery,    Wm   R    to    Eliz   M   Shuttleworth.      Anthony   av,    s   w 

cor   Mt   Hope   pi.   .50x10.8.4x50x108.1,   except  part   for   av.      P   M. 

Prior   mort   $10,000.      Oct   25,   due   Apr  25,    1907,   i%.      Oct   20. 

1900.     11:2.802.  5,000 

*Miller.    Lena   wife   Barnert   and   Julia   wife   Harris   Mofsenson   to 

Land  Co  A   of   Edenwald.     Jefferson  av,   n  s.  50  w  Murdock  av, 

100x100.      P   M.      Oct    10.   3  years,   51/2%. 
McCarlhy,    David    E    to    Pauline   Ferguson. 

205th    st,    25x100.      Prior    mort    $5,000. 

Oct    20,    10(10.      12:.3.340. 
Moore.  Wm  R  to  Lewis  J  Conlan.     Hull  av, 

road.  .5(1x100.     P  M.      Oct  20,    1000,   1  year,  5%.      12:3340.       2,400 
Malcolm,  Thos  D  to  Sheldon  Hopkins  et  al  trustees  Woolsey  Hop- 
kins.    Park  av,  s  e  s,   103.1  n  e  1.56th  st,  runs  e  49.4  x  s  53.9 

X  w  81. .8  to  av  X  n  e  02.11   to  beginning.     Oct  20,  3  years,  5%. 

Oct   27.    190(1.     9:2410.  35,000 

Manassa,  Martha  W  wife  Meyer  Manassa  to  N  Y  SAVINGS  BANK. 

Fulton   av.   s   w  cor   173d   st.  05.1x28.7x02.3x28.5.      Nov  1,   1900, 

due,   &c.   as  per  bond.      11:2920. 
McSherry.    John    M    to    Geo    D    Kingston.      Marlon    av.    No 

w    s.    50   s    108th   st,    25x100.2x25x100.5.      P   M.      Oct   30, 

installs.   0%.      12:3280. 
*McKee.    David    D    and    Luella    to    Josephine    Watson.      228th    st, 

n   s.   2.55  e  4th  av,   .50x114,   Wakefield.     P  M.     Oct  30,  due  May 

1.    10(18,   (1%.      Oct   31,    lOtW.  3O0 

Mulligan.   Thomas.   N   Y.   and   Michael  Tiernan,   of  Harrison,   N  Y. 

to    MUTUAL    LIFE    INS    CO    of   N    Y.      Southern    Boulevard,    s   w 

cor  Av   St   John,   runs   s  200  to  n   s  Timpson   pi   x   w  200.4  x  n 

2(X),5   to   s   s   Southern   Boulevard   x   e  3(33.9   to   beginning.     Oct 

31.  lOOO.  due,  &c.   as  per  bond.     10:2(103.  35.000 
*McClellan.    Gertrude    to    Walter   W   Taylor,      Baychester   av.   and 

being  plot  300  map  Arden  property.  Eastchester  and  Westches- 
ter.    P  M.     Sept  20.  installs,  0%.     Nov  1.  1000.  723.36 

Meyer,  Christian  and  Frederick  to  Ginsburg  Realty  Co.  Vyse  av, 
w  s,  50  s  181st  st,  50x100.     Oct  31,  1900.  2  years,  5%.     11:3128. 

4,200 

Northwestern  Realty  Co  to  LAWYERS  TITLE  INS  &  TRUST  CO. 
138th  St.  s  s.  37.4  e  Brook  av.  2* lots,  together  in  size  77.7xl(X>. 

2  morts,  each  J35.0()0,  Oct  30,  3  years,  5%.  Oct  31,  190(1. 
9:2205.  ■  70,000 

Same    to   same.      Brook   av,   s   e   cor   13Sth   st,   lOOx.37.4.      Oct  .30, 

3  years,  5%.     Oct  31,  lOOO.     0:2205.  45,0(X) 
Same  to  same.  138th  st,  s  s.  .37.4  e  Brook  av,  77.7x100,  and  Brook 

av,  s  e  cor  138th  st,  100x37.4.  Certificate  as  to  consent  of 
stockholders   to    above   morts.      Oct   30.      Oct   31,    1906.   9:2205. 
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Purser.   Geo   H   with   Frank   M   Patterson.      178th   st.   No   703   East. 

Extension  mort.     Oct  29,  19(X.l.     11:3035.  nom 

*PenfiekI.    Wm   W   to   Robert   Marshall.      Catharine  st,   e   s,  400  s 

Westchester  av,   76x100,   Washingtonville.     Oct  26,  2  years,  6%. 

Oct  29.   1900.  5.000 

Perry,  Ida  L  and  Robert,  Freeport,   N  Y,  to  FREEPORT  BANK,  of 

Freeport.  N  Y.     Grand  av.  e  s.  10(>  n  North  st.  2.5x101).     Given  as 

collateral    security   foi    note   of  $1,000.      Oct   1,   due   Feb   1,    1007. 

0%.     Oct  30.   1000.     11:310.8.  1  (XX) 

Powell.   Max   to  Harriet  Hebert.      Eagle  av   (Av  A),   n  w  cor  1.59th 

st,   late  John  st,  .50x100.     Oct  30,   1906,  3  years,  5%.      10:2017. 

5.000 
*Presutty.   Ratfaela   wife   of  and   Nicholas   to  Richard   T  Griffiths. 

224th  st,  s  s,  205  e  4lh  av,  50x114,  Wakefield.     0(.t  27,  1  year, 

5»^%.     Oct  29,   19011.  500 

*Petty.  Wm  P  to  Louis  Saflr.  Grant  av,  n  s,  150  e  Garfield  st,  2.5x 

101).      Prior   mort   $l,.50O.      Oct  25,    1   year,  6%.      Oct  31,   10(Xi. 

1.2.50 
Pirk.   Amalia  lo  Annie  C  Schriefer.  Decatur  av,  e  s,  74.10  s  199th 

st,    25.1x100.      Oct   25,    3   years,    5%.      Nov    1,    1900.      12:3279. 

8,000 
Pirk.   Amalia  to  Mary  and  George  Kerner.  Decatur  av,  e  s,  40.(1  s 

l!)9th  st,  25,4x100.  Oct  25,  due  Sept  1,  1909,  5%.     Nov  1,  1900. 

12:3279.  9,000 

Pioneer,   Alfred   to   Morris   L   Ernst   and  ano.      14Cth   st,   n   s,    115 

w  Brook  av.  25x100.     P  M.     Prior  mort  $10,000.     Nov  1,  1900, 

2    years,    0%,      9:2291.  5,000 

*Robillard.  Norbert  to  Egbert  Winkler  Sr.     Gree::   lane,   w  s,   100 

s    Lyon   av,   25x100,   Westchester.      Oct  25,  3  years,   5V^%.      Oct 

20.    10t)0.  3„500 

*Ramos,  Ada  M  to  Joseph  C  Luke.  Plot  begins  840  e  White  Plains 

road,   at  point   1.12.5  and   1,1.50  n  along  same  from  Morris  Park 

av,  2  lots,  each  runs  e  1(X)  x  n  25  x  w  100  x  s  2.5  to  beginning. 


The   text   of  these   pages  is  copyrighted.     .Ml   rights  are  reserved. 


Notice   is   hereby   given   that   infringement   will   lead   to   prosecution. 
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Cooper  Iron  Works 

>)  JOHN  COOPER,  Proprietor 

Works :  Emraett  Street  &  Avenue  D,  Newark,  N.  J. 
New  York  Office :  I  Madison  Avenue 


IRON  and  STEEL  WORK 

FOR 

BUILDINGS,  BRIDGES,  &c. 


with  right  of  way  to  Morris  Park  av.     li  P  M  morts.  each  !nI.- 

050.     Oct  22,  installs,  G%.     Oct  20,  1900.  2,100 

Reville    Patk  J   to  Columban  J  Kelly.     Crotona  Park  North,  n  s, 

303.0'  e  Arthur  av,  25x90.11.     P  M.     Nov  1,  1900,  3  years,  5%. 

ll'*^944.  2,b00 

*Rehring,   Henry   to   John   Dammr     Av   B.   w   s.   33  s   5th   st,   25x 

105,  Westchester.     Oct  31,  2  years.  5%7c.     Nov  1,  1900.  500 

♦Roberts     Annie    to    Anton    Berkowitz.      Commonwealth    av,    e    s, 

225   s   Merrill   st,   25x100.      P  M.      Oct  27,   3  years,   i)V2.%-     Oct 

29    1900  ""^^ 

Seld'er     Jacob    and    Morris    Stolar    to    Henry   W   Post.      Cauldwell 

av,  e  s,  100  s  156th  st.  200x— x200xl00.9.    Prior  mort  $ .    Oct 

25,   1  year,   0%.     Oct  30,   1900.     10:2028.  3.000 

*Schneider,  Nanette  L  to  Henry  Chamberlaine.     22Sth  st,  late  14th 

av,  s  s,  30  w  from  e  line  lot  271,  runs  s  114  x  w  30  x  n  114  x  e  30 

to' beginning,    being   part    of    lot   271    map   Wakeflled.      Oct   29, 

1900    o   years.   5Vi7c   tor   1st  year   and   5%    thereafter.  5,000 

Scanlon,  Thomas  and  Patrick  and  Mary  A  S  Kenney  to  Clarence  C 

Ferris.     Road  leading  from  Spuyten  Duyvil  Station  on  N  Y  C  & 

H   R  R  R  to  Kingsbridge,   e  s,   at  n   cor  land  conveyed   to  Kil- 

cuUen    runs  —  CO  x  n  25  x  —  50  to  road  x  —  25  to  beginning. 

Oct  20.  3  years.  O^i.     Oct  29,  1900.     12:3402.  __470 

*Schirentino,  Alberto  to  Blanche  S  Durell.     Columbus  av,  n  s.   lo  e 

Hancock  st.  25x100.     Oct  20,   1900,  3  years.  5%%-  3,250 

♦Same  to  Joseph  Gamache  and  ano.     Same  property.     Prior  mort 

$3,250.     Oct  20.  190<j,  installs,  0%.  1.600 

*Schurmacher,  Josephine  J  to  Adeline  B  Garrigues.     224th  St.  s  s, 

255  e  4th  av,  50x114,  Wakefield.     Oct  27,  3  years,  6%.     Oct  29. 

1900.  I'OOO 

*Schneider,   Nanette  L   to  Michl  J  Sullivan.     22Sth  st,   s  s.  405  e 

4th  av,  75x114.  Wakefleld.  Oct  29,  1900.  1  year,  — 9'r.  l.-oOO 
Stephens.    Anna   C   with   Wm    L   Hughes.      Oak   Tree    pi.   No    897, 

n   s     12S.4   w   Hughes   av,   16.8x115.      Extension    mort.      Oct    12. 

Oct  31,  1900.     11:3070.  nom 

Smith,  Annie  A  wife  of  and  Martin  A  to  Beatrice  C  Macbride  and 

ano.      170th   st,    or   Highbridge   st,   s   w   s,   at   s   e    s   Nelson   av, 

75x133x102.6x122.     Oct  29,  3  years.  0%.     Oct  31,  1900.    9:2519. 

Same    to    Nathaniel    A    McBride.       Same     property.       Oct    29,    3 

years,  6%.     Oct  31,  190G.     9:2519.  500 

Scharf,  Catherine  C  Le  R  to   Florence  M  Parker  and  ano.     Cam- 


breleng  av,  e  s,  61.8  s  ISSth  st,  10.8x80.  3  years,  5%.  Oct 
31,  1906.     11:3090.  3,000 

Scharf  Catherine  C  Le  R  to  Maria  Thompson.  Cabreleng  av, 
e  s.  78.4  s  18Sth  st,  16.8x80.  Oct  31  1906,  3  years,  5%. 
11:3090.  "  3.000 

*Schneider,  Nanetta  L  to  Henry  Chamberlaine.  14th  av,  s  s, 
25  w  from  e  s  lot  271,  runs  s  114  x  w  30  x  s  114  to  av  x  e  30 
to  beginning,  being  part  of  lot  271  map  Wakefleld.  Oct  29, 
3  years,  5%.     Oct  31,   1906.      (Re-recorded  from  Oct  29,   1906.) 

Smith.  Emma  to  Bridget  Sullivan.  Drive,  e  s,  70  s  Holt  pi  50x 
110.9x60x89.8.  P  M.  Oct  30,  3  years,  5%.  Oct  31,  1906. 
12:3343.  1.600 

Strauss,  Henry  to  Wm  Haab.  Boston  av,  No  970,  s  e  s,  .53.8 
s  w  lG4th  st,  26.10x105.10x25x90.  P  M.  Prior  mort  ?1G,000. 
Oct  31,  3  years,   0%.     Nov  1,   1906.      10:2621.  5.000 

Schwarz,  Joseph  to  HARLEM  SAVINGS  BANK.  133d  st.  n  s, 
483.4  e  Trinity  av,   10.8x103.0.     Nov  1,  1  year,  — %.     10:2562. 

4,000 
Sleeves,  John  F  with   HAMILTON  BANK  of  N  T  City.     La   Fon- 
taine   av.    n    w    cor    178th    st,    225x100.      Subordination    agree- 
ment.    Oct  25.     Nov  1,  1900.     11:3061.  nom 
Strauch,   Simon  to  Kate  XJttley.     Clay  av.  No  1310.   e  s.  151.11  n 
169th   St.    19x80.      P   M.      Prior   mort   $4,500.      Oct   29,   1900.   3 
years,  &/,.     11:2887.                                                                           2.000 
Seebeck.  Johanna  H  to  Maria  Ri«der.     135th  st,  Nos  695  and  697, 
n  s.  375  e  Willis  av.  50x100.     P  M.     Prior  mort  $25,000.     Oct 
29,  1906.  3  years.  0%.     9:2280.                                                      7,000 
Simpson,    Maria   S   to   Mary   Healy.      Morris   av,   w   s.   at   lS3d   st, 
runs  s  w  along  av  50  x  n  w  108  x  n  e  50  to  183d  st  x  s  e  —  to 
beginning,    except   part   for   st.     Oct   15,    6   years,   57c.      Oct   29, 
1906.     11:3182.                                                                                   3.500 
*Sullivan.   Michl  J  with  Henry  Chamberlaine.     228th  st,  s  s,  330 
w  5th  av,  30x114,  Wakefield.     Subordination  agreement.     Nov  1, 
1900.  nom 
Schmitt.   Wm  F  to  TITLE  GUARANTEE  &  TRUST  CO.      Vyse   av, 
w  s,   145  s  Freeman  st,  25x100.     Oct  23,  due,  &c,  as  per  bond. 
Oct  26.   1900.     11:2986.                                                                    3.900 
Same   to   Leonora   Voelker.      Same   property.      Prior   mort   $3,900. 

Oct  23.  due.  &c,  as  per  bond.     Oct  26.  1906.     11:2986.  750 

Silberberg  &  Saul.  Inc.  to  Geo  B  Tobias.  Vyse  av,  Nos  1107  and 
1109,  w  s.  400  n  167th  st,  2  lots,  each  20x100.  2PM  morts. 
each    S1.500.      Oct    24,    installs.    6%.     Oct   27,    1906.      10:2752. 

3,000 
Tripler,    Lorenzo    E    to   MT   MORRIS   BANK,      Valentine   av,    e   s, 
110.5  s  Macombs  dam  road.  100x2.50  lo  Tiebout  av.  except  part 
for  Valentine   av.     P  M.     Oct  29,   1900.  due  Jan  27,   1907.  —%. 
11:.314S.  16.000- 

Taturi,  Pietro  and  Anthony  to  Fannie  E  Hoyt.  175th  st.  s  s.  105.2 
e  Clinton  av.  25x139.  P  M.  Oct  25,  1  year,  6%.  Oct  20,  1906. 
11:2948.  500 

Todd,  Orville  R  to  Zilpha  Berrian.  Corlear  av  e  s,  136.6  s  232d 
St.  25x127.     P  M.     Oct  31,  3  years,  5^,%.  Nov  1,  1906.  13:3403. 

2,800 
*Tuchman.   Herman   to  John  H   Rohlcder.     Parker  av.   e  s.  225   s 
Lyon    av.    7.5x100,   Westchester.      P    M.      Oct   30,   3   years,    5%. 
Oct  31,   1906.  2,400 

Vuolo  Michael  and  Angelina  to  Geo  J  Staab.  Stebbins  av.  No 
1032.  e  s.  113.4  n  165th  st,  25x104.2x25.4x100.  P  M.  Prior 
mort   $5,500.      Oct  29,  4  years,   0%.      Oct  30,   1900.      10:2691. 

2.500 
Vollmer.  Gottlieb  to  Romanus  Eusner.     Washington  av,   e  s,  92.9 
n  lG3d  st,  25x100,  except  part  for  av.     P  M.     1  year,  6%.    Oct 
31,  1906.     9:2368.  5  300 

♦Weber.  Max  and  Samuel  to  Louis  Berger.  Unionport  road, 
e  s.  533.10  w  White  Plains  road  at  point  425  n  along  same  from 
Morris  Park  av.  runs  e  93.10  x  n  25  x  w  83.9  to  road  x  s  26.11 


to  beginning,  with  right  of  wav  to  Morris  Park  av.     P  M.     Prior 
mort  .'>;3.000.     Oct  29,  duo  Apr  25,   1907,  5%.     Oct  30,  1900.     1,050 
Wendelken,  Diedrich  to  John  H  Quinlan.     Crotona  av,  e  s,  166.10 
n  170th  st    23x100.     P  M.     Oct  31,  5  years,  5%.     Nov  1,   190<j. 
11:2937.     ■  5,000 

Westervelt,  Major  R.  Westwood,  N  J,  to  Adam  Boecher.  156th 
st.  No  977.  n  s.  156.3  w  Union  av,  18.9x04x18.8x71.8.  Prior 
mort  $5,000.      Oct   31,   2   years,   6%.      Nov   1,    1900.      10:2670. 

1,900 
*Watson,  Josephine  to  John   T  Linnen.     22Sth  st,  n  s    255  e  4th 
av.   50x114,    Wakefleld.      P   M.      Oct   30,   due,    &c,    as   per   bond. 
Oct  31,  1906.  1,000 

Wenner,  Augusta  to  Sophia  E  Dale.  Eagle  av,  e  s,  429.4  n  West- 
chester av,  16.8x115.  Oct  30,  5  years.  5%.  Oct  31,  1906. 
10:2024.  .  4.000 

Villaume.  Henry  to  State  Realty  &  Mortgage  Co.  Crotona  Park 
East,  s  s,  -120.1  w  Wilkens  av,  runs  s  e  125.10  x  w  204.5  x  s  e 
137.1  X  n  w  204.3  x  n  e  34.11  x  e  207.8  to  beginning.  Prior 
mort  $138,000.  Oct  25,  demand,  0%.  Oct  20,  1900.  11:2937 
and  2938.  1.5,000 

Weiss,  Esther  to  Gerald  C  Connor.  Hughes  av,  w  s.  17.10  s 
ISlst  St.  runs  w  95  x  n  41.11  to  s  s  ISlst  st  x  s  e  98  to  av  x  s 
17.10  to  beginning.  P  M  Prior  mort  $3,500.  Oct  27.  1906, 
due.    &c,    as   per   bond.      11:3070.  2,100 

Wolff,  Charlotte  to  Nina  L  Rieger.  Jackson  av.  No  887.  w  s. 
134.3  n  101st  st,  19.9x75.  P  M.  Oct  26,  1  year,  Q%.  Oct  29. 
1900.     10:2638.  5.000 

*Whealen.   Charles  to  Josephine  H  Hayward.     Lots  64  to  71  map 

Benson  estate.  Throggs  Neck.     Oct  27.  1900.  3  years.  5'^7o-      1,000 
*Weber,   Fridolin   to  Charles  Hicks.     Classon  Point  road,  n  e  cor 
l."i2d  st,   50.8x74.0x51x86.2.     P  M.     Oct  22,  3  years,  57o-     Oct 
30,  1906.  700 

*Yacknitzkv.  William  to  Seward  Baker.  Cornell  av,  n  s,  105  e 
old  road.  30x100.     P  M.     Sept  15,  3  years,  5%%-     Oct  30,  1906. 

800 
*Yachnitzky.  William  to  Joseph  Polchinski.     Prospect  av,  s  s,  200 
e   Fort   Schuyler  road,   25x92.7x25x93.4.     Sept   15,   3  years,   6%. 
Oct  29,  1900.  500 

*Ziegler.  Henrietta  F  to  Jos  J  Gleason.  Lot  8  map  property  J  J 
Gleason,  dated  May  15.  1894.  Oct  26,  3  years,  5%.  Oct  27, 
1900.  540 


PROJECTED  BUILDINGS. 


The  flrst  name  is  that  of  the  ow'r.  ar't  stands  for  architect,  m'n 
for  mason,   c'r  for  carpenter,  and  b'r  for  builder. 

When  character  of  roof  is  not  mentioned,  it  Is  be  understood 
that  the  roof  is  to  be  of  tin. 

BOROUGH    OF    MANHATTAN. 
SOUTH    OF    14TH    STREET. 
6th   st.    No    524    E.    1-sty    stone    and    brk    outhouse,    6.3x18.3;    cost, 
$700;    M   Reidenbach,    524   E    6th   st;    ar't,    O   Reissmann,   30   1st 
St.— 1031. 
10th  St.  s  s.  160  w  3d  av.  4-sty  and  basement  brk  and  stone  manu- 
facturing 'building.    20x53.4,    gravel    roof;    cost,   $7,000;    ow'r   and 
ar't,  Isidore  Fried,  90  E  10th  st. — 1039. 

BETWEEN    14TH  AND   59TH   STREETS. 

19th  St.   No  425  E     1-sty   brk  and   stone   outhouse,   7.11x26.2;   cost, 

$1,000;   Wm  H   Brown,   319   E   123d   st;   ar't,   J   G  H  Harlach,   42 

E  23d  St.— 1037. 
19th   st,  Nos  423  E,  1-stv  brk  and  stone  outhouse,  7.11x26.2;   cost, 

$1,000;  Wm  H  Brown,  319  E  123d  st;   ar't,  J  G  H  Harlach,  42  E 

23d  St.— 1030. 
34th  St.  n  s.  175  e  1st  av,  1-sty  frame  store.  11x23;  cost,  !?500;  Long 

Island  News  Co,  Long  Island  City;   ar't.  Fay  Kellogg,  104  E  16th 

St.— 1028. 
53d  st,  s   s,  100  w  2d  av,  6-sty  brk  and  stone  tenement.  33.4.\87.5; 

cost.   $35,000;    Hillman   &   Golding,    124   Bowery;    ar'ts,   Bernstein 

&   Bernstein,  24  E  23d  st. — 103.5. 
.".Sth-59th    sts        i  1-sty    brk    power    building,    over    ash    tracks,    to 
11th  and  12th  avs  I     power  house,  124.8x21. 10»4;   cost,  $3,000;   Inter- 
borough  Rapid  Transit  Co,   13-21  Park  row;   ar't,  Geo  H  Pegram, 

13-21  Park  row.— 103S. 
Av  A,  No  1701.  1-sty  brk  and  stone  outhouse,  14.4x5.4;  cost,  $500; 

Owen    Reynolds,    17C1   Av   A;    ar't,   L   A   Sweeny,    Kingsbridge,    N 

Y.-1029. 

BETWEEN  59TH  AND   125TH  STREETS.   EAST  OF  5TH  AVENUE. 

8Sth  st,  n  s.  170  e  1st  av.  5-sty  brk  and  stone  school  building.  180x 
100,  slag  and  tile  root:  cost.  $220,000;  City  of  New  York.  City 
Hall;   art.   C  B  J  Snyder.  500  Park  av.— 1025. 

BETWEEN  59TH  AND  125TH  STREETS.  WEST  OF  5TH  AVENUE. 

04th  st  Nos  153-157  W,  6-stv  and  basement  brk  and  stone  sani- 
tarium. 54x.30.10;  cost.  $30,000:  Dr  Herman  E  Meeker.  153  W 
04th  st;   ar't.  Wm  B  Tuthill.  287  4th  av.— 1032. 

80th  St.  s  s,  102  e  Broadway,  6-sty  brk  and  stone  garage.  48x9:).  tile 
roof;  cost.  $45,000;  Palace  Garage  Co,  Times  Bldg;  ar't.  C  B  Brun, 
1   Madison   av. — 1027 

St  Nicholas  av,  Nos  6.53-655,  1-sty  concrete  and  pine  wagon  shed, 
37.6x100;  cost.  $800;  John  F  Cockrell,  147  Columbus  av;  ar't, 
Geo   Fred   Pelham,   503  5th   av.— 1033. 

West  End  av.  s  e  cor  7lHh  st  12-sty  brk  and  stone  apartment  house. 
100x69;  cost,  $5.50,000;  The  Seventy-sixth  Street  Co,  7  East  42d 
st;   ar'ts,  Mulliken   &   Moeller,  7  W  3Sth  St.— 1034. 

NORTH  OF   125TH   STREET. 

Amsterdam  av.  w  s.  831  n  190ih  st,  toboggan  slide  structure.  15x 
S2.2.x3.5S.6,  concrete  and  frame;  cost.  $2,500;  Thomas  Patton,  1 
Broadway;    ar't,   Robert  E  Moss.   12  Elm  St.— 1030. 

Jansen  av.  w  s.  231.11  n  Terrace  View  av.  2-sty  stone  and  frame 
residence,  20x.52;  cost.  $4,500;  Anton  Halm,  228  E  115th  st;  ar'ts, 
Brandt   &   Mooney,    1511   3d   av.— 1026. 
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BOROUGH   OF    THE   BRONX. 

Bronx  Park,  s  s  Pelham  av,  w  Bronx  River,  two  1-sty  brk  pavilions 

and  offices,  18x1-1  each;    total   cost,  $10,OOU;    ;City  ot   New  York; 

ar'ts,  Heins  &  La  Farge,  30  E  21st  st. — 11S4. 
Dorotliy   pi,    s   e   cor   JMurion   av,    1-sty    frame   garage.   12x20;    cost, 

$400;   Jas  &  Hamilton  Young,  2558  Marion  av;   ar't,  H  O  Young, 

2558  Marion  av. — 1172. 
Harlem   River  terrace,   e  s,  520  s  Bailey  av,  2-sty  frame   dwelling, 

20.!lx40;   cost,  $1,800;   Douglas  Brown,  9  River  st,   ow'r  and  ar't. 

— ll'JO. 
Louise  st,  e  s,  570  n  Morris  Park  av,  two  2-sty  frame  dwellings    21x 

50  each;   total  cost,  $10,000;   Lebas  &  Gordon,  89  Bronx  Park  av; 

ar't,  B  Ebeling.  West  Farms  road. — 1170. 
Lincoln  st,  w  s,   155  n  Barnett  pi,  ten  2-sty  frame  dwellings,  21x48 

each;    total  cost,  $50,000;   Paul  Ruling.   Lincoln  st;   ar't,    B  Ebel- 
ing   West   Farms   road. — 1177. 
1st  st,  s  s,  100  e  Havemeyer  av,  2-sty  frame  dwelling,  34x22;  cost, 

$2,800;    Bernhard    Boosmann,    on    premises;    ar't,    Henry    Conrad, 

Hermany   and   Olmstead  av. — 1191. 
150th   st,  n   s,   171  e   Park   av,    two   6-sty  brk   tenements,    50x105.5 

each;    total    cost,   $120,000;    Marrazzi   &   La   Spina,    2123    1st   av; 

ar't.  C  A  Millner,  3025  3d  av. — 1192. 
172d  st,  w  s,   100   n  Gleason  av,  2-sty  frame  dwelling,  21x50;   cost, 

$5,000;  Edw  Leibeg,  17od  st  and  Gleason  av;  ar't,  B  Ebeling,  West 

Farms   road. — 1180. 
179th    st,    n    s,    102    e    Vyse    av,    3-sty    frame    tenement,    25x01. 11; 

cost,  $8,000;  John  W  Dimler,  554  E  153d  st;  ar't    Gustav  Schwarz, 

554  E   IjSth  St.— 1185. 
18Uth   st,   n    w    cor  Washington   av,   6-sty   brk   tenement,   50x81.10; 

i:ost,  $00,000;  Arch  Realty  Co,  Philip  Liatta,  258  Broadway,  pres; 

ar't,  Moore  &  Landsiedel,  148th  st  and  3d  av. — 1171. 
2"J0th  st,   n  s,  255   e   Barnes   av,   two  2-sty  frame   dwellings    21x57 

each;    total   cost,  $10,000;   Jos  Reitano   &  Co,  20S7  2d  av;'ar't,  J 

Melville  Lawrence,  239th  st  and  White  Plains  road. — 1189. 
230th  st,   n  s,  80.0   w  White  Plains   av,  4-sty  brk  stores  and  tene- 
ment,   25x71.8;    cost,    $13,000;    Angelo   Pandolfo,   306   E    123d    st; 

ar't,  U  S  Baudesson.  110  W  39th  st.— 1183. 
Cruger  av,  w    s,   30  n"  Barnett  pi,   2-sty  frame   stable,   24x20;   cost, 

$200;  Henry  Hillinbeck,  on  premises;   ar't,  Chas  Angel,  27  Adams 

,jt.— 1187. 
Dudley  av.  n  s,  75  w  Cornell  av,   1-sty  frame  dwelling,  19x47;  cost, 

$2,000;   E  N  Rousseau,  Hunts  Point  road;   ar't_  Jas  Anderson,  29 

West  Farms   road. — 1174. 
Decatur   av,   w    s,    194.96  n   207th   st,    three   2-sty   frame   dwellings, 

21x55  each;    total   cost,   $15,000;    Thos   Riley.   208th   st  and  Perry 

av;   ar't,  John   C  W  Ruhl,  40O  E  203d  St.— 1170. 
Glebe  av,  e  s,  148.075  s  Grace  av,  2-sty  frame  dwelling.  24x35;  cost, 

$5  000;    Martin    Pletcher,   944   E  161st   st;    ar't,    B   Ebeling,   West 

Farms   road. — 1178. 
Gleason  av,  n   s,   205  w  Castle  Hill   av,   two  2-sty  frame  dwellings, 

21x50  each;   total   cost,  $10,000;      Edw  Schell,   Columbus   av;    ar't, 

B  Ebeling,   West   Farms  road. — 1179. 
Grace  av,  s  s,  05.34  e  St  Raymonds  av,  2-sty  frame  dwelling,  20x48; 

cost,   $5,000;    Philip   Kaufman,   397   Wallace   av;    ar't.   B   Ebeling, 

West   Farms    road. — 1182. 
Harrington  av,    s  s,  25  w  Cornell  av,   1-sty  frame  dwelling,   19x47; 

cost,  $2,000;    E  N  Rousseau,   Hunts  Point  road;   ar't,   Jas   Ander- 
son, 29  West  Farms  road. — 1173. 
Hoe  av,  w  s,  .58  n  Freeman  st,  2-sty  frame  store  and  dwelling,  2ox 

41;   cost    $2,000;   Chas  Rosenthal,  353  E  73d  st;   ar't,   Chas  Steg- 

mayer,  108  E  91st  st. — 1109. 
Morris  Park  av,  n  e  cor  Victor  st,  3-sty  frame  stores  and  dwelling, 

20x70;    cost,    $8,000;      Geo    Lahrmann,    Morris    Park   av;    ar't,    B 

Ebeling,   West   Farms   road. — 1175. 
Parker  av.  e  s,  208  n  Westchester  av,  three  2-sty  frame  dwellings, 

21.x4S   each;    total    cost,   $15,000;    Herman   Tuchman,   248   E   55th 

st;   ar't    B  Ebeling,  West  Farms  road. — 1181. 
Walnut   av,   w   s,   88   s    139th   st,    1-sty   brk   photometer   house   and 

laboratory,    19x15;      cost,    not     given;      Central     Union     Gas    Co, 

13Sth  st   and  Locust  av;   ar't,   E  L  Spencer,   138th   st  and  Locust 

av.— 1180. 
Eastchester   road,   s  w   cor  Blondell   av,  3-sty  brk  store   and  dwell- 
ing;   cost.    ij;8,000;    Salvatore    Di    Caprio,    302    E    144th    st;    ar't 

Niels  Toelberg,  Boston  road  and  Prospect  av. — 1188. 


ALTERATIONS. 

BOROUGH    OF   MANHATTAN. 

Canal  st,  Nos  2.57-259,  install  electric  elevator,  shaft,  to  5-sty  brk 
and  stone  store  and  loft  building;  cost.  $5,000;  Matthew  Clarkson, 
500   Madison    av:    ar't,   Louis   Giller,   416   Broadway. — 2839. 

Cherry  st.  No  4.52,  show  windows,  to  0-sty  brk  and  stone  tene- 
ment; cost.  $200;  Morris  Goldstein,  on  premises;  ar'ts,  Bernstein 
&  Bernstein,   24  E  23d  St.— 2868. 

Front  St.  No  3,  new  front,  stairs,  floors,  toilets,  to  2-sty  brk  and 
stone  lott  building;  cost,  $5,000;  George  Hahn,  15  William  st; 
ar'ts,   B  W   Berger  &   Son,   121   Bible  House.— 2853. 

Gramercy  Park,  No  18,  partitions,  skylights,  stairs,  to  2-sty  brk 
and  stone  squash  courts:  cost,  $l,.50O;  Columbia  University  Club, 
18  Gramercy  st ;   ar't,  Henry  C  Pelton,  11.33  Broadway.— 2844. 

Ludlow  st.  No  114,  stairs,  steel  beams,  brk  piers,  to  4-sty  brk  and 
stone  store  and  tenement;  cost,  $5,000;  Morris  Kantrowitz,  on 
premises;    ar'ts,   Herman   Horenburger,   122   Bowery. — 2833. 

Ridge  st.  No  110,  toilets,  windows,  to  two  4-sty  brk  and  stone 
stores  and  tenements;  cost,  $1.50;  Pauline  Ryshpan,  G3  W  115th 
st;    ar't,    H   Horenburger,    122   Bowery.— 2855. 

Roosevelt  st.  No  6,  skylight,  partitions,  walls,  to  4-sty  brk  and  stone 
tenement;  cost,  .$2,.500:  Antonio  Orlando,  64  Mulberry  st-  ar't 
Fredk    Mustv.    177   Chcrrv   St. — 2832. 

Sheriff  st,  s  e  cor  Houston  st.  toilets,  windows,  to  two  4-sty  brk 
and  stone  tenements;  cost,  .$2,000;  Gaffriey  &  Butler,  151  W  8''d 
st;   ar'ts,   Neville   &  Bagge,   217  W  125th  st.— 2849. 

Washington  st,  Nos  501-503,  stairs,  walls,  windows,  to  4-sty  brk 
and  stone  warehouse;  cost,  .$.350;  Baker  &  Williams,  512  Wash- 
ington  st;    ar't,   R   E   Dusinberre,   123   E   23d   st.— 2850. 

Water  st.  No  525,  stairs,  partitions,  show  windows,  to  4-sty  brk 
and  stone  store  and  tenement;  cost,  $2,500;  Spector  &  Wolfson, 
322    Grand    st;    ar't,    H    Horenburger,    122    Bowery.- 2854. 

3d  St.  No  86  West,  toilets,  partitions,  to  4-sty  brk  and  stone  loft 
building;  cost,  $1,500;  Gio  Batta  Grattarola,  86  W  3d  st;  ar't, 
Anthony    ■Vendrasco.    568    West    Broadway. — 2834. 


luth  st,  .\o  128  East,  1-sty  brk  and  stone  side  extension,  11x35,  to 

o-sty    brk   and   stone   gas   house;    cost,   $500;    ow'r.   ar't   and  b'r, 

Conscrtidatod   Grs   Co,  4   Irving  pi.— 2836. 
18th  st.  No  142  West,  windows,  toilets,  glass  front,  to  3-sty  brk  and 

stone  store  and  factory;   cost,  $850;  Emile  Forquignon,  13  E  10th 
_st;   ar't,   Carl  P  Johnson,  8  E  42d  st.— 2838. 
47th  st.  No  344  East,  toilets,  partitions,  windows,  to  5-sty  brk  and 

stone    tenement;    cost,    $1,500;    M   Dlugasch,    10th   st   and   Av   B; 
_ar't,    0   Reissmann,   30  1st   St.— 28G0. 
47th   st,    No  355   West,   windows,   to  5-sty  brk  and  stone   tenement 

and  store;    cost,   $150;   S   Schumacher,  381   E  Sth  st;   ar't,   Henry 

Regelmann,   133  7th  St.— 2870. 
56th  st.  No  20  East,   1  and  4-sty  brk  and  stone  rear  extension,  lO.G 

x36,   walls,    iron   beams,   shaft,    to  4-sty   brk   and   stone   dwelling; 

cost,   ,$30,000;    Ernest   Iselin,   36  Wall   st;    ar'ts,   Hoppin.   Koen   & 
^  Huntington,   244  5th   av.— 2837. 
02d   st,    No   337   East,   partitions,   windows,   to  3-sty   brk  and   stone 

store  and  dwelling:   cost,  $1,0U0;  John  Bozzuffi,  1140  1st  av;   ar't 
_  John   Ph   Voelker,   979  3d  av.— 2840. 
64th    st,    Nos   153-1.57  West,   partitions,   piers,   stairs,   to  4-sty   brk 

and     stone    sanitarium     building;     cost,     $3,600;     Dr    Herman     E 
_  Meeker,    1,53   W  04th   st;    ar't,   W   B   Tuthill,   287  4th   av,— 2851. 
(9th   st,    No  314   East,   partitions,   stairs,   beams,   windows,   to  4-sty 

brk  and  stone  rectory;   cost,  $1,200;   St  Monicas  R  C  Church,  314 

e   79th   st;    ar't   and   b'r,   Philip   Herrmans   Sons,   407   W   14th   st. 

— 284(j. 
S4th  st,^  No  7  East,  4-sty  brk  and  stone  front  and  rear  extension, 

2.j.x5.0.x8,    add    1    sty,    partitions,    electric    wiring,    chimneys,    to 

4-sty   brk   and   stone   residence;    cost,  $.35,000;    Mrs  A  S  Jarvis,   7 

E   84th    st;    ar't,    Augustus    N    Allen,   571   Sth    av.— 2867. 
8Sth  st.   No  325  East,   partitions,  toilets,  steel  beams,   to  5-sty  brk 

and    stone    store    and    tenement;    cost,    $1,500;    Weil    &   Mayer,    5 

Beekman   st;    ar't,    Samuel   Gross,   325   E   S4th    St.— 2866. 
lOlJth    st.    No   53   East,   steel   beams,   tank,    to   5-sty   brk   and   stone 

store  and   tenement;   cost,   $300;   S  Etlinger,  332  E  13th  st;   ar't, 

H   Regelmann,   133  7th   St.— 2869. 
103d   st.    No   77   East,    1-sty   brk  and   stone   rear   extension,   11x15, 

stairs,    toilets,    windows,    show    windows,    to   5-sty   brk   and   stone 

tenement  and  store;   cost,  $4,000;   Morris  Heller,  Simon  Clug  and 

Jacob    Chizik,    care    S   Clug,   84   W    115th   st;    ar't,    Chas   E   Reid 

105   E   14th   St.— 2803. 
107th   st.    No    72    West,    1-sty   brk   and   stone    rear   extension,   4.Gx 

24.6,    to    5-sty    brk    and    stone    store    and    tenement;    cost,    $200' 

Louis    Uthoft,    473   Central   Park   West;    ar't,   A   E   Davis,   494   E 

138th  St.— 2845. 
113ih^  st,    s   s,   3.50   e   3d   av,   1-sty   brk   and   stone   front   extension, 

-14.0x5,    brk   walls,    to   1-sty   brk   and   stone   church;    cost,   $3,000; 

Church  of  Our  Lady  of  Angels,  226  E  113th  st;  ar't,  Anthony  F  A 

Schmitt,   604   Courtlandt   av.— 2857. 
113th   st,   Nos  22G-230  East,   add   1   sty,   partitions,   stairs,  to  3-sty 

and  basement  brk  and  stone  rectory;   cost,  $5,000;   Church  of  Our 

Lady  of  Angels,  226  E  113th  st;   ar't,  Anthony  F  A  Schmitt,  604 

Courtlandt   av. — 2856. 
129lh  st,  Nos  264-268  West,  store  fronts,  partitions,  to  three  4-sty 

brk    and    stone    tenements;    cost,    $4,000;    Nathan    Schreibersdorf 

1790  Madison  av:   ar't,  Nathan  Langer,  81  E  125th  st.— 2862. 
129th   st,    No   559   West,   fireproof   ceilings,   to   5-sty   brk   and   stone 

tenement;    cost,   .1i250;    Geo    F   Gantz,    Hotel    Cumberland;    ar't.    S 

D  Cohen,   81   E  125th  St.— 2852. 
Av  B.   No  271,   fireproof  ceilings,   to  4-sty  brk  and  stone  store  and 

tenement;   cost,  $300;   Joseph  Lax,  107  E  104th  st;   ar'ts,  Lieber- 

son   &   Weitzer,   161   Clinton   st. — 2858. 
Amsterdam   av,   s   e   cor   155th  st,   plumbing,   vault,   steel  beams,  to 

3-sty   bik   and   stone   drug   store;    cost,   .f2,000;    City   Real   Estate 

Co,   131   E  64th  st;   ar't,  Henri  Fouchaux,   Broadway  and  162d  st. 

— 28G4. 
Amsterdam    av,    Nos   1733-1735,   oven,   brk   work   to   two   5-sty   brk 

and   stone,  stores   and    tenements;    cost,   $300;    Henry   C   Torburg 

589  W  145th  st;   ar't,  Julius  A  Tassi.  215  W  29th  St.— 2850. 
Broadway,  Nos  2148-2150,  new  chimney  flue,  to  7-sty  brk  and  stone 

garage  and  storage  building;   cost,  $400;   B  B  &  E  S  Van  Wiakle, 

11^'  _E    70th    st;    ar't,    T    Engelhardt,    905    Broadway,    Brooklyn. 

Broadway,  Nos  2148-21.50,  store  fronts,  to  7-stv  brk  and  stone 
garage;  cost.  $6,0U0;  Edward  B  Van  Winkle,  115  E  70th  st;  ar't, 
Esraels  &  Harder,  31  W  31st  St.— 2847. 

Lexington  av.  No  1434,  store  fronts,  to  4-sty  brk  and  stone  store 
and  tenement;  cost,  $250;  Hirsch  Wilkensfleld,  1434  Lexington 
av;    ar'ts.    Moore    &    Landsiedel.    14Sth    st    and    3d    av.— 2865. 

St  Nicholas  av,  s  e  cor  168th  st,  staircase,  partitions,  to  2-sty  brk 
and  stone  store  and  office  building;  cost,  $900;  L  J  &  S  J  Recken- 
dorfer,  20  E  62d  st;   ar't.  Max  Preuss,  1928  Amsterdam  av.— 2872. 

1st  av.  No  1277,  fireproof  ceiling,  to  5-Ety  brk  and  stone  store  and 
tenement;  cost,  $150;  Louis  Parisette,  533  3d  st,  Brooklyn-  ar't 
Chas   Stegmayer,   108   E  91st   st. — 2848. 

1st  av.  No  970,  partitions,  ceilings,  to  5-sty  brk  and  stone  store 
and  tenement:  cost,  $2.50;  W  J  Wenning,  966  1st  av;  ar't  Otto 
L   Spannhake,   200  E   79th  St.— 2843. 

2d  av,  No  834,  1-sty  brk  and  stone  rear  extension,  18.7x9,  stairs, 
parUtions,  piers,  to  4-sty  brk  and  stone  store  and  tenement;  cost, 
$1,500;  Mary  Meeuan.  on  premises;  ar't,  R  Werner  4192  Park 
av.— 2841. 

3d  av.  No  1055,  fireproof  ceiling,  to  5-sty  brk  and  stone  tenement; 
cost,  $400;  John  Merz,  10-55  3d  av;  ar't,  John  H  Friend,  148  Alex- 
ander   av. — 2871. 

7th  av.  No  152,  iron  columns,  partitions,  stairs,  to  4-sty  brk  and 
stone  tenement  and  store;  cost,  .$500;  W  L  Albro,  210  W  57th  st- 
ar't.   Otto  L  Spannhake,  200  E  70th  St.— 2842. 

Sth  av.  No  2099,  partitions,  coluhins,  girders,  new  fronts,  to  5-sty 
brk  and  stone  tenement;  cost,  $1,000;  Isaac  Rothschild,  171 
Broadway;     ar't,     Nathan    Langer,    81     E    125th    St.— 2861. 

10th  av.  No  "286,  1-sty  brk  and  stone  rear  extension,  24.8x27,  toil- 
els,  partitions,  windows,  to  3-sty  brk  and  stone  store  and  dwell- 
ings; cost,  $1,200;  J  Friedman,  306  10th  av;  ar't,  B  Rossbach 
1947   Broadway.— 2873. 

10th  av.  No  470,  fireproof  ceiling,-  to  4-sty  brk  and  stone  tenement; 
cost,  $250;  R  Fedeiroll.  38  Maple  av,  Staten  Island;  ar't,  A  E 
Nast,   SIO  Tinton   av.— 2835. 

BOROUGH   OF   THE   BRONX. 

Graham  st.  w  s,  70  13  n  Morris  Park  av,  move  2-sty  frame  stable; 
cost,  $300;  Wm  Wetzel,  on  premises;  ar't,  B  Ebeling,  West  Farms 
road. — 606. 
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2d  St.  s  s,  150  e  Av  C.  2-sty  frame  extension,  riOx'J4.  ami  move  liiree 
2-sty  and  attic  frame  dweilings:  total  cost,  $.S,(Mm;I;  Chris  Schel- 
lenberg,  Av  C  and  !)th  st;  ar't.  Cliris  F  Lohse,  <i27  Eagle  av.— (iOS. 

135th  St.  n  s,  50  w  Locust  av,  new  stalls,  &c,  to  1-sty  frame  stable, 
cost,  $300;  Port  Morris  Market  Co,  Thos  J  Jenkins.  11U9  E  1.34th 
St.  Sec;   ar't,   Thos  J  Jenkins.   IKilt  E  134th  St.— COT. 

13lith  St.  s  s,  from  Locust  to  Walnut  avs,  1-sty  frame  extension, 
101.5xl(K).  to  1-sty  frame  stone  yard;  cost.  .^5.000;  Jas  H  Young. 
Stone  Co.  on  premises;  ar't,  Michl  J  Garvin,  3307  3d  av.— (>04. 

l(!3d  St,  n  s.  34.3  e  Sheridan  av.  1-sty  frame  extension.  18x(j.  and 
move  2-sty  frame  dwelling;  cost,  .$500;  John  Massimino.  (iTth  st 
and  3d  av.  Brooklyn;  ar'ts,  Moore  &  Landsiedel,  14Sth  st  and 
3d  av.— GDI. 

177th  st,  s  s.  25  e  Monroe  av.  move  2i^-sty  frame  dwelling;  cost. 
.$,S00;  Sarah  M  Moore,  1.500  Clinton  av;  ar't,  E  J  L  Raldirns,  654 
E    lOSth    St.— 5!)S. 

lS3d  st,  s  s,  82.4  w  Bathgate  av,  1  sty  added  to  1-sty  frame  store 
and  dwelling;  cost,  $4(Xt;  Florence  M  Constantian,  2285  Bathgate 
av;    ar't,    Emil    Ginsburger,    720   (ith    av.— .590. 

l!)lst  St.  s  s.  225  e  Bathgate  av,  new  water  closet,  new  partitions, 
&c,  to  3-sty  frame  tenement;  cost,  .$2.50;  C  Renzulle,  on  prem- 
ises;   ar't,    Clement    B    Brun,    1    Madison    av. — UOO. 

Carpenter  av,   w  s,   345  n  219th  st,   2-sty  frame  extension,  4.10%x 


20.  to  2-sty  frame  dwelling;  cost.  $1.5<K1;  Marcus  Nathan.  1.50 
W    120th  st;    ar't.  Wm  T   La  Velle,    1145   Freeman   St.— .599. 

Hughes  av.  No  2390.  new  front  wall  of  brk  to  2-sty  frame  dwell- 
ing; cost.  .$200;  Arcongolo  Mezzacappa,  on  premises;  ar't,  Chas 
S   Clark.    70!)   Tremont   av.— Oil. 

Marion  av.  w  s,  10.5.70  s  193d  st,  move  2-sty  frame  dwelling;  cost, 
.$.5(_K);  George  Alt,  2781  Pond  pi;  ar't,  Charles  Stegmayer,  108 
E  91st   St.— ;)97. 

Morris  Park  av.  n  w  cor  Lincoln  st.  move  1-sty  frame  office  and 
tool  house;  cost.  .$10;  Regent  Realty  Co,  25  W  42d  st;  ar't,  C 
Damon.   20   Pleasant   av. — (i02. 

Morris  Park  av,  n  w  cor  Graham  st,  move  3-sty  frame  store  and 
dwelling;  cost,  .$l,fMXl;  Wm  Wetzel,  on  premises;  ar't,  B  Ebellng, 
West    Farms   road. — (»05. 

Morris  Park  av.  n  s.  100  e  Holland  st.  move  2-sty  frame  dwelling; 
cost.  .$300;  L  Eugene  Field,  North  9th  av.  Mt  Vernon;  ar't,  Jos 
H    Perry.    30   South    7th    av,    Mt    Vernon.— <_;08. 

Valentine  av,  w  s,  175  n  Fordham  road,  move  lV4-sty  frame  stable; 
cost,  .$175;  Salter  &  Briggs,  192d  st  and  Creston  av;  ar't,  L 
Howard,   ]7lith   st  and   Carter  av. — 010. 

Williamsbridge  road,  s  s.  .5o0  e  White  Plains  road.  1-sty  frame  ex- 
tension. 10x10.  to  3-sty  frame  dwelling;  cost.  $.500;  M  G  Mace, 
on   premises;    art,   Robt   F   Shell,   Williamsbridge. — 009. 


For  other  Lis  Pendens,  Foreclosure  Suits, 
Judgments,  Satisfied  Judgments,  Mechanics' 
Liens.  Building  Loan  Contracts.  Satisfied  Me- 
chanics' Liens,  etc.,  see  pages  7oG.  757.  and  7.3.S. 

FILINGS    OF    NOV.    21). 


I.IS    PENDENS. 

Nov.    -. 

8th  av.  No  916.  James  T  Finn  agt  Bernard 
Stavrahn  or  Wilson  et  al;  actiiu  to  set  aside 
deed;   att'y.   I    H   Harris. 

1st  st,  e  s,  lots  11273  and  1274,  map  of  Wakefield, 
Bronx.  Catherine  Kelly  agt  Catherine  E  Stew- 
art: action  to  obtain  conveyance;  att'y.  0  C 
Ferris. 

Park  av:  e  s.  74  n  100th  st.  2(i.lxS0.  Harry  B 
Davis  et  al  agt  Michael  Duggan  et  al;  specific 
performance;    atfys,    Bushby    &    Berkeley. 

Lot  71'  levised  map  of  yeneca  Park.  Bronx. 
Amalia  Chalxel  agt  Emma  L  Shirmer;  action 
to    compel     conveyance;     att'y.     R     Dorfman. 

Htlth  St.  s  s.  4C.0  e  8th  av.  40.\9ail.  Fleisch- 
manu  Realty  &  Construction  Co  agt  Mayer 
Hoftman  c  al:  fiction  to  esablish  lieu;  atfys. 
Hays   &   Hershfleld. 

Rivington    st,    .N'o    28.  1 

Lexington  av.   w  s,    111.0  s  3l5t  st,   10.0x64.  | 

East  Broadway,  n  s.  264.2  w  Market  st,  24.11x| 
6S.10x2.5x(;s.lO:  I 

And  other  property  in  Queens  County.  [ 

Leon  Kauffman  agt  William  Simis,  Jr,  et  al; 
partition:   att'ys,  A  L  Schlesinger. 

Anthony  av.  e  s.  60.4  n  17Sth  st,  24.2x00. 
Martha  G  McManus  agt  William  Rumble;  spec- 
ific performance;  att'ys,  Sternberg  &  Jacob- 
son. 

♦ 

FORECLOSURE   SUITS. 

Nov.    2. 

Cypress  av.  s  e  cor  141st  st.  12tX\01.6.  Lex- 
ington Avenue  Co  agt  Simon  Uhlfelder  et  al; 
att'y.   J    Frank. 

7th  av.  Nos  201  and  20.'?.  Seymour  S  Guggen- 
heimer  agt  Hessel  Building  Co  et  al;  att'y, 
M    S'ern. 

Lenox  av.  s  w  cor  144th  st.  lOO.llxKK).  Harild 
P  Dworsky  agt  Roosevelt  Realty  &  Construc- 
tion Co  et  al;  att'ys.  Feltenstein  &  Rosenstein. 

Amsterdam  av,  n  w  cor  167th  st,  76.1x100. 
Lambert  Suydam  agt  Max  Rollnick  et  al; 
att'ys.    Quackenbush   &   Adams. 

Avenue  D.  Nos  SO  to  34.  Philip  Jacobs  agt 
Philip  Hyams  et  al :  att'y,  W  B  Marx. 

Brown  pi.  e  s.  whole  front  between  i:i6th  and 
137th  sts.  2(>0xno.  Charles  Garflel  agt  Jacob 
Maisel  et  al;  att'y,  H  R  Elias. 

Madi.son  av,  w  s,  50.11  s  114th  st,  50x100. 
Leon  Pizer  agt  Geo  W  Herzig  et  al;  att'y,  M 
Schleimer. 

Grand  Boulevard  and  Concourse,  w  s,  ISO. 11  s 
l.SOth  St.  2."ixSl.l.  Johanna  McCloskey  agt 
Annie  T  Hollahan  et  al:   atty.  E  F  Moran. 

* 

JUDGMENTS. 

Nov. 

2*Barth,  Leopold  &  Harry— Edward  Shaw. $63.44 

2  Buzzini.  John  S the  same    63.44 

2  Bidwell.  Charles  R— John  D  McBarron .  .311.00 

2  Bell.   Chas  W— Samuel  Tillis 47.01 

2  Cohen,   Morris — Sigmond   Schoen   et  al 

costs,    70,04 

2  Chartier.  Elie  S— Ernst  Struck  et  al... 62.13 
2  Cunningham.     Edith    admrx— Hecker-Jones- 

Jewell   Milling  Co   costs.  92,01 

2t  Dodge.    .\l— Samuel    Magnin     02.59 

2  Doull,  Reginald  S— Chas  F  Larzelere.  .403.20 
2*Daniel.    Joseph— E    H    Ogden    Lumber    Co. 

WO  54 

2  Friendlich.  Marcus— Meyer  Karon  el  al.lSG.TO 
2  Garner.  James  E— Wilford  H  Smith.  .  .1.^4.31 
2tGoldberg.  Samue'.— Moss  Rayvid  Co.... 102.05 
2  Gurgel.  Lena— E  H  Ogden  Lumber  Co. "■23.48 
2  Hallenslebeu,      Florence — Orenston       Scenic 

Construction    Co     172.31 


Henck:e.   Bertha— John  T  Pirie  et  al 17.07 

Hays,   John   H — Emanuel   Van   Dernot  et  al. 

100.41 

Horstmann,    Richard— Wm   A   Spencer   et   al 

119.20 

Hastings,    John   W — Maynard   N   Clement... 

1,821.32 

Hughes,    Thomas    P— Chas    F   Wetzel    et    al. 

517.02 

Kibbe.  Flora  D  A  J— Israel   Rand 144.30 

Luyties,    Herman    C    G — Chas    E    Clarke.... 

2.066.S2 

Levin,  Maurice — E  H  Ogden  Lumber  Co.i;59.54 
Levy.    Leonce — Emanuel    Van   Dernoot   et   al 

169.41 

Mishkind.    Isidor— City    of    N    Y 74.04 

Mej'er.   Frederick   G the  same    531.72 

Maher,    Patrick the    same    68.64 

Mulvany.  Mary  C— Charles  Dejardino. 237.26 
Mogilewsky.   Harry— Henry   M  Sussweiu. 289.05 

Meyer,    Henry.   Jr— John    F   Rouser 86.15 

McMahon.  Charles — John  F  Makley ...  .66.013 
McDonald.    Patrick— Slingerland    &    Co.  188.56 

Meyerson.    Morris — Isidore   Vogel 372.65 

!tMcKenna.     Mary — Benjamin     Greenwald     et 

al    74.96 

Mounoyle.      Michael — Fanny      Hirschkowitz. 

27.41 

Normogle,    John    F— Philip    Karcher.  ..  .349.99 

Noble.    Daniel   R— City  of   N  Y 38..35 

Naginsky.  Isaac — Geo  W  Martin  et  al.. 100.78 
Pulling.  Henry  S— Gerardo  Lordi  ....114.01 
Reass.  Benjamin— Royal  Bank  of  N  Y.. 225.74 

Rubinowitz.    Louis    S— City    of    N    Y 35.70 

Racier.    Solomon the   same    51.05 

Roux,    Walter— United   Wine  &  Trading  Co. 

118.20 

:  Rau.  Margaret  M— Joseph  Beck  et  al.  .303.81 
:  Shields,    Geo   O — Charles    Francis    Press.... 

13,760.52 

:  Simmons.    Charles— City    of    N    Y 105.90 

:  Schwab.    Charles the    same    87.00 

:  Sauer.    Anthony the   same    240.96 

;  Slee.    Henry   C the   same    36.62 

I  Slutzky.    James the    same    51.05 

!  Smack.    John    H the    same    45.63 

1  Schwencke.   Julius the  same   35.70 

;  Solomon.   Abraham the  same    35.70 

;  Shinberg.    Jacob the    same    35.70 

!  Smith.   Samuel  S the  same   40.22 

'.  Smith.    Morrell the    same    82.24 

'.  Solomon.    Theresa — David    Weiss    43.70 

:  Steinmetz.  Christian— Thompson  Park.. 90. 41 
!  Sroka.  Louis— E  H  Ogden  Lumber  Co.. 723. 48 
I  Schaeffer.    George—Margaret   A    Keating. 80.23 

;  Taylor.    Edwin— City    of    N    Y 341.05 

;  Tagg,     Charles the    same     179.82 

;  Thompson.    John    M — John    D   McBarron  .65.60 

!  Uffner.    Hyman— City    of    N    Y 51.93 

!  Vidaver,    Nathan— Sidney    A    Keller    et    al. 

333.31 

;  Walsh.  Wm  J — Emigrant  Industrial  Savings 

B<>nk     297.73 

;  Whalen.    James   A— City   of   N  Y .36.62 

;  Wagner.   John    R the   same    82.24 

1  Wardenhauer.     Andrew the    same.  ..  .126.74 

',  Wood,    Walter   W— Joseph   Laemmle 

costs,  113.54 

;  Wolf,    Coleman— Joseph    Schanz    133.16 

CORPORATIONS. 

2  Buzzini  &  Co— Edward  Shaw ,63.44 

2  Peerless    Brick    Co— Vandyck-Churchill    Co. 

357.00 

2  Underground  R  R— City  of  N  Y 61..36 

2  Moffat.   Hewitt   &  Norris the  same.  ..  ..52. .80 

.'  Met   Sign   Co  of  N   Y the  same 177.70 

2  Motherlode   Copper   Mining  Co the   same. 

61.36 

2  Manhattan    Valet    System the    same.. 60.08 

2  West  Point  Pub  Co the  same  35.60 

2  Melical    Examiner    &    Practioner    Co the 

same   39.85 

2  United    States  Trading   Co the   same.  .87.00 

2  New    York    Agricultural    Co the   same. 50. 64 

2  Regent    Cordial    Co the    same     .56.70 

2  Madison    Mfg    Co the    same    G1.36 

2  Turner    Land    &    Improvement    Co the 

same 59.64 

2  Tubular    Dispatch    Co— Central   Trust    Co   of 

N    Y    <D)    374.230.8J 

2  Richmond  Brick  Co— Frank  Perrotta.  10.214.92 
2  Pioneer    Commercial    Corporation— American 

Exchange   Natl   Bank    21.97 


SATISFIED  JUDGMENTS. 

Brite.     Andrew     T     and     Leon     Cholet — Empire 

E'.ectric  Sign  Co.     1905     393.73 

Corn.    Henry— S    Heller  et   al.      1006    1.731.92 

Curtis.     Grove     D    &     Walter    F     Blaisdell— C 

Callaghan.      ItlOl!    .344.88 

Collins.    Methot  M  and   Minnie   D — M   G   Lucas. 

VMl    230.57 

"Gottlieb.    Ephraim— S   Metz.     10O6   614.10 

"Lewis,    Rose — I    Wasserstrom.      1005    270.30 

Murray.   Wm  V  &  Manhattan  Improvement  Co 

— T   W  Timpson.      1.S99    424.63 

Murray.   Wm  V— J  Blackhurst.     1900 225.01 

Same same.      I.SOO    183.48 

STme J  F  Sleeves  et  al.     lOlH) 3.52.88 

Same W    T    Blackhurst.      1800    182.58 

Same W    T    Cosgrove    et    al.      1901    207.87 

Murray.  William— Newark  Blue  Stone  Co.  1898. 

130.27 

Nadohl,   Abraham— T   D   Browning.      1898.. 141.98 

Obry.  Marie— M  Furst.     1!)()6 1,32.70 

Boeder.   Albert  B— A  Jacobs.     1004  661.50 

"Hoseuzweig.  Ignatz— S  Frindel.  lOOIi.  .1444.47 
"Waterman,    Arthur     A — Eraser     &     Geyer    Co. 

li'O.i    62,890.20 

"Same Estate  of  Wm  E  Chapman,  Inc.     1906. 

■    11.454.19 

"Wood.    St    John.    Rawson    L   &    Harry   S— J   C 

Proudman.      1006    114.60 

^'James    Everards    Breweries — J    M    Laas.      19O0. 

20.742.80 

-Same same.      1901     228.86 

« 

MECHANICS'  LIENS. 

Nov.     2. 

16— 16Gth   st,   n   s,   05.1  w    Edgecombe   av.    lOOx 
lt;6.9x    irreg.      Ariando    Marine    agt    Joseph 
Jacobson.   Isador  W  Horn  &   Louis   Lampert.    ■ 
.|7i;2.75 

17— Van  Nest  av,  e  s,  25  s  Van  Buren  st,  25x 
100.  Philip  Baumann  et  al  agt  John  B 
Marion    200.00 

l.S — 3d  av.  No  0;?4.  John  J  Ryan  agt  James 
Cassidy    &    John   Vogel    200.00 

19— 136h  st,  Nos  21  to  29  West.  G  Pelli  & 
Co  agt  Pincus   Ronginsky    515.00 

20— 27th  St.  n  s,  216.S  e  2d  av,  58.4x100. 
Robinson  Stone  Works  Co  agt  Zaliels  & 
Oransky   and   Samuel   Kessler    208.00 

21 — 6th  St.  No  4'25  East.  Louis  Yuster  agt 
Charles    Friedenberg    62.50 

22— ,S6th  St.  s  s.  287  w  8th  av,  25x100.  Her- 
ringbone Metal  Lath  Co  agt  Lillie  R.  Jennie 
R.  G  J  and  Leon  Fleischmann.  Fleischmann 
Realty  &  Construction  Co  and  Thomas  J  Fan- 
nig    762.95 

23— 71h  av.  No  2193.  Thomas  Dimod  agt  A_nn 
Weaver    375.00 

24— Prospect  av,  w  s,  93  s  166th  st,  75x144. 
Jacob  Maisel  agt  Isaac  L  Shapiro   510.00 

25— Amsterdam  av.  w  s,  24.11  n  130th  st,  loOx 
10l>.  Ravitch  Bros  agt  Jacob  Goldberg  & 
Max    Smith    6.000.00 

26— Grant  av.  e  s.  .32.0  n  165th  st.  3,50x100. 
Braunsfels.  Browning  &  Co  agt  Whitney  Con- 
struction   Co    40.70 

;;-_181st  St.  s  s.  ion  w  Audubon  av.  25x100. 
Dennis  Maher  agt  Wm  H  Bingham  and  James 
J    Ryan    59.00 

« 

BUILDING  LOAN  CONTRACTS. 

Nov.    2. 

.'id  av.  n  e  cor  87th  st.  50x90.  Aaron  Good- 
man loans  Meyer  Frank  to  erect  a  6-sty  tene- 
ment  and   store;    11    payments    30.000 

Manhattan  av,  e  s,  whole  front  between  108th 
and  100th  sts,  201.10x100.11.  Max  Weil  loans 
Sobel  &  Kean  to  erect  four  6-sty  tenemente: 
7    payments    105.000 

Lafontaine  av.  n  w  cor  178th  st.  223x100. 
Hamilton  Bank  of  New  York  City  loans  Ste- 
fano  La  Sala  to  erect  three  5-sty  t€nemen_ts; 
—    payment    65,000 


The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved.  Notice  is  hereby  given  that  intringement  will  lead  to  prosecution. 


November  3,   1906 


RECORD     AND     GUIDE  Manhattan 


755 


DENNIS  G.  BRUSSEL 

*•  ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT-HE  AT -POWER 


The  Brussel  Method  and  organization  Is 
devoted  exclusively  to  the  electrical  prob- 
lem of  the  building.  Independent  plants 
installed,  or  w^iring  for  street  service.  Writ* 
for  particulars, 

15  West   29th    Street,    N.  Y. 


SATISFIED  MECHANICS'  I.IENS. 

Nov.   '2. 
-Amsterdam  av,   n  e  cor  72d  st.     Henry  Sobel 

et    al    Ripley    Realty    Co.       (Oct    12,    lOOB)... 

45.78 

-Same    property.      Braunfels,    Browning    &    Co 

agt  same.     (Oct  18.   inoii) 110..8.J 

^Summit   av,    n   e  cor   lti4th   st.      D   Pelosa  agt 

Mary   A  Colleran   et   al.    (Aug   3,    1906).  .608.70 
Oct.   31. 
St   Louis   County   Bank;    Joseph   Strauss;  $2,000; 

A    Bloch. 
Gotham   Despatch  &  Express   Co;   Fanny  Baron- 

desi;    5:5,OIX>;    S    N   Tuekman. 
Nov.   1. 
Morrison.  Alvin  R;  Terry  &  Tinck  Co;  $l,4-t9.oO; 

Douglass    &    Minton. 
Traynor.    John;    Samuel    Kriegel    et   al;    $705.50; 

D   W   Rockmore. 
"Lewis    st,    Nos    227    and    220.      David    Levin- 

sohn   agt   Louis   Lewinthari.      (May  5,    1906) . 

526.50 

163d  St.   Nos  444  to  448  West.     John  Sommer. 

Jr,  agt  S  Wittner  et  al.     (Aug  16,  1905). 312. 73 
141st   st,    142d    St.    Concord   av    and    Wales    av, 

whole    block,      Clifford    L   Miller   agt   Lincoln 

Hospital.      (Oct   24.    19(16) 123.48 

Grand    st.    No    568.      Union    Stove    Works    agt 

Morris  Fisher  et  al.     (Oct  25.  19061 195.50 

160th    St.     s    s,     175    e    Broadway,     37.6x99.11. 

Sarah  L  Siegel  et  al  agt  Roosevelt  Realty  & 

Con   Co.      (Oct   23.    1906) .^.167.40 

35th    St.     Nos    454    and    4.56    West.       Germano 

Salagona    agt    Jane    C    Marshall.       (Aug    25. 

190i;)    383.00 

Bleecker  st,    Nos  1.32  and   134.     Hyman   Cohen 

agt  Elise  Zannath  et  al.      (Oct  16.  1006). 221. 19 
-Amsterdam    av,    n    e    cor    72d    st.      N    Y    Steel 

Corner     Plate     Co    agt     Ripley     Realty     Co. 

(Oct  12,   1906)    196.50 


JUDGMENTS     IN     FORECLOSURB 
SUITS. 

Oct.    26. 

175th  st,  s  s,  150  w  Amsterdam  av,  75x99.8. 
Henry  Arnstein  agt  Charles  Laudin  et  al; 
Feltensteiu  &  Rosenstein,  att'ys;  Chas  A  Ka- 
lish,   ref.      (Amt   due,   $9,.546.) 

Oct.    27. 

Lenox  av,  s  e  cor  123d  st.  90.10x40.  Joseph 
W  De  Veau  agt  The  Harlem  Club  o£  N  Y 
City;  De  Grove  &  Riker,  att'ys;  S  L  H  Ward, 
ref.      (Amt    due,    .f.52,779.25.) 

Oct.    29   and  30. 

No  Judgments  in  Foreclosure  filed  these  days. 

Oct.    31. 

Broadway,  No  648.  Broadway  Trust  Co  agt 
Peter  Banner  et  al:  Ira  L  Bamberger,  att'y; 
Geo  H  Engel,  ret.     (Amt  due,  $70,264.14.) 


I.IS   PENDENS. 


Oct.    27. 

Ittner  pi,  s  s,  167.10  w  Park  av,  74xl03.6x 
irreg.  E  Louis  Jacobs  agt  Joseph  E  Butter- 
worth  et  al;  specific  performance;  att'ys,  GoI;l- 
smith    &    Rosenthal. 

Avenue  D,  No  53.  Henry  Spiegel  agt  Di'vid  L 
Ranch;  specific  performance;  att'y,  C  Schwick, 

Park  av,  n  w  cor  111th  st,  runs  n  100.11  x  w 
33  X  s  18  X  e  15.3  x  s  82.11  x  n  17.9  to  be- 
ginning. Mary  E  Maurer  agt  Samuel  F'ried- 
man  et  al;  specific  performance,  &c;  att'ys, 
Bushby  &  Berkeley. 

East  Houston  st,  Nos  304  and  306.  Henry 
Kleindienst  et  al  agt  Adolph  Leichter;  action 
to  foreclose  mechanics  lien;  att'y,  M.  Silver- 
stein. 

Oct.    29. 

18th  st,  n  s,  248  e  1st  av,  23x92.  Martin  Garone 
et  al  agt  Annie  Belinsky;  action  to  impress 
vendee's  lien;  att'y,  P  J  Knobloch. 

St  Ann's  av,  n  w  cor  157th  st.  John  M  Heidel- 
berger  agt  Morris  A  Liebert  et  al;  specific  per- 
formance;   att'ys.     Decker,    Allen    &    Chatfield. 

82d   st.    No   .341    East.  I 

65th  St.   No  342  East.  1 

Edw  H  Belts  et  al  agt  Chas  E  Parker  et  al; 
amended    partition:    att'y,    D    W    H   Lyon. 

Oct.    30. 

Amsterdam    av.    w   s,    74.11    n    1.58th    st,    23x100. 

Adolph    W    Simendinger    indiv    and    admr    ii.qt 

Mary  E  Kuhn  indiv  and  extrx  et  al;  partition; 

att'y,   W  J   McCormick. 
Broad   st.    No   49.      George   P   Runey  agt  Josron 

Priore  et  al;  action  to  foreclose  mechanic.^  li^n; 

att'ys.    Reeves,    Todd   &   Swain. 

Oct.    31. 

Anthony  av.  e  s,  09.4  s  178th  st,  24.2  x  90. 
Martha  G  McManus  agt  William  Rumble;  spe- 
cific performance:  att'ys.  Sternberg  &  Jacob- 
son. 

Stanton  st.   n  w  cor  Norfolk  st,  47.ox(!8.8,     Sol- 


omon Marcenleseu  agt  Max  Goldberg  et  al; 
action  to  foreclose  lien  on  deposit  of  lease; 
att'y,    L    Diamont. 

Nov.    1. 

Broadway,  s  w  cor  00th  st.  runs  w  10.8.2  x  s 
100,5  X  e  25  x  n  25  x  e  127  x  n  87.3  to  be- 
ginning, James  J  Spearing  agt  Chas  B  Apple- 
by et  al:  action  to  foreclose  mechanics  lien; 
att'y,   B  L  O  Van   Doren. 

3d  st.  No  131,  Adelaide  A  Halsey  agt  Estelle 
B  Harwood  et  al;  partition;  att'y,  C  W  Ben- 
nett. 

Courtlandt  av.  No  578.  Kate  Montague  agt 
Anna  C  R  Schreiber  et  al;  action  to  set  aside 
conveyance:   att'ys,   Parker  &  Ernst. 

7th  av.  No  244.  Louis  Massucci  agt  Ida  Lohr- 
man  et  al;  action  to  impress  lien;  att'y,  A 
Freyer. 

176th   st.   No  082  East.  I 

Jumel  Terrace,  w  s,  106.3  n  167th  st,  75x100.     I 

Broome   st.    No  576.  ^ 

Pleasant  av.  w  s.  80.11  n  122d  st,  15x100.  I 

Peter  Kennedy  agt  Joseph  Kennedy  et  al; 
amended   partition;   att'y.   T  Murray. 

103d  st.  No  2:i5  East.  Herman  Leventhal  agt 
Morris  Tischler  et  al:  specific  performance: 
att'y,    M    Meyers. 

69th  st,  n  s,  225  w  West  End  av,  100.5x124.8. 
Jacob  Levy  agt  Andrea  Avitable;  specific  per- 
formance:  att'y,   M   Meyers. 


FORECLOSURE   SUITS. 

Oct.    27. 

lS3d  St.  Nos  694  and  696  East.  Beakes  Dairy 
Co  agt  Geo  L  Collins  et  al;  att'y.  R  L  Sweezey. 

Amsterdam  av.  n  w  cor  107th  st.  76.  IxlCK).  Louis 
Schlechter  agt  Samson  Friedlander  et  al;  att'y, 
W   M   Golden,   Jr. 

l:«!th  st,  n  s,  2.'i5  w  5th  av,  175x99.11.  Ben- 
jamin Nieberg  et  al  agt  Pincus  Ronginsky  et 
al;   att'ys,   Krakower  &  Peters. 

Oct.    20. 

No  Foreclosure  Suits  filed  this  day. 

Oct.    30. 

l.'13th  St.  s  s,  186.6  w  Willis  av,  20x100.  Emma 
L  Ring  agt  Wm  H  Hart  indiv  and  admr  et  al; 
att'y,   W  S  Smith. 

Oct.    31. 

149th  st,  n  s,  170.3  e  Morris  av,  24.9x80.  James 
H  Brewster,  trustee,  et  al  agt  Albert  T 
Strauch.  trustee,  et  al;  att'y,  E     H  Miller. 

Greenwich  st,  e  s.  lot  402  map  of  Church  Farm. 
26.6x90.10x23x88.      Mary   A  Ferris  agt  Howard 
C    Furman    et   al;    att'y.    C    C    Clark. 
Geo  H  Byrd  agt  Joshua  T  Butler;  att'ys,  Har- 
rison   &    Byrd. 

Jerome  av,   n  e  cor   177th  st,    117, 4x1.35. 5x   irreg. 


JUDGMENTS. 


In  these  lists  of  Judgments  the  names  alpha- 
betically arranged  and  which  are  first  on  each 
line,  as  those  of  the  judgment  debtor.  The  let- 
ter (D)  means  judgment  for  deficiency.  (*) 
means  not  summoned,  (t)  signifies  that  the  first 
name  is  fictitious,  real  name  being  unknown. 
Judgments  entered  during  the  week  and  satisfied 
before  day  of  publication,  do  not  appear  in  this 
column,    but   in    list  of  Satisfied   Judgments, 

The  Judgments  filed  against  corporations,  etc,, 
will   be  found   at  the   end  of  the   list. 


Oct.    and    Nov. 

27  AUivaras,      Henry— J     Steigerwald     Packing 

Co $655.77 

29  Altieri,    Peter— James   Gordon   et   al 39.41 

29  Askam.   Wm  F— Clarence  M  Bushnell.l,745..34 

30  Aiello,    Andrea — Domenico    Bonomolo. .  .109.41; 
30  Abramowitz.    Rachmiel— Leo   Friedricb. .  .69.41 

30  Axelrod,    Charles— John  A   Philbrick  &  Bro. 

2,045.99 

31  Abkowitz,    Max— City   of   N    Y    482.02 

31  Ahr,    Henry— Fred    Schnaufer    1,007.83 

31  Arbeely,    Marie   N— Hall  &   Locke  Co 44,41 

.'II  Alpert,    Samuel    H — Manasseh   Brandt  et   al. 

195.76 

31  Arbeiter.    Israel— Solomon   Raisin   et  al.  .71.21 
1  Adler,  Frederick— Herman  Hurowitz.  ..  .202.22 

27  Belin.    Edw  L— Walter  L  Bunnell 394.90 

27tBoothe,    John   W— Oscar   D   Thees  et  al.  137.81 
27  Bookstaver,    Peyser — Emanuel    Liquori..270.97 

27  Bryan,     Alfred— Willis    Woodward 109.18 

27  Brown.    Harry — Utopia    Land    Co. costs,    (JO.OO 
29  Brauner,   Everett   M— Rufus  C  Gardner,144,OS 

29  the    same Harry    D    Ford 181.72 

29  Bulman,    Henry    T— Clara    A    Icker 229.22 

29  Brandt,    Lena— Rees    &    Rees 25,51 

29  Brltsch,    Otto    C— Fairbanks    Co 302.47 

29  Bennett.    James    S — Louis    Kessel 324.12 

29  Brettholz.  Joseph— Charles  Cooper  et  al.149.63 
29  Bleistift,     Jeannette — Joseph     Spooner, . .  ,27,4 

29  Bultman,    Emil— Katherine    E    Lappin.  ..366  91 

30  Baumgras,    Ray — Harry    B    Davis   et   al.267.94 

.30  Buddy.    Lewis,    Jr— Wm    M    Wilkin 175.72 

30  Beecher,   Herbert  W— Geo  G  Powning. 4, 846,92 

30  the    same the    same    6,812,13 

30  Behrens,    Frederick— Alfred   C   Dodge.  ..  .34,40 
30tBaron.    Samuel   L — Morris   Krtinenberg  et   al 

323,15 

.30  Bell.     Alonzo     C— Sol     Dresser 34,41 

30  Bovers,     William— Herbert    Aldhaus 121.41 


31  Baker,    Benjamin    I*    &    Chas    R— Sigmund 

Messner    31.34 

31  Bingham,     Caroline— Jeannette    E     SteJfens. 

1.302.32 

31  Baker.    Edmund  S— Official  Hotel   Red  Book 

&   Directory  Co 79.83 

31   Blatt,    Felix— A    Gunnison    &    Co 93.29 

31  Budd,    Wm    W— City    of    N    Y 54.64 

31   Boccayo,     Salvatore— Dept    Health     200,00 

31  Binoit,     Adolph     H     &     Marietta— Alfred    T 

Kirkland    273,31 

31  Brugger,    Fred— Edw    B    Tiechman 52.72 

31  Brayton,     H    Reeve— James    Panyin.  ..  .343.05 

31  Bueb,    John    J— Madison    G    Hawke 

costs,     77.12 

31         the    same the    same    costs,    71.54 

1   Barker,    Chas    V— John    R    Post 413.57 

1   Bourne.   Robert   W— John  A  Eckert 29.68 

1   Brill.    Henry— Finn    L    Fossume 125.91 

1   Bohan,    Patrick— Marks   Starlight   et   al.. 32.73 

1  Bolik,    John— Breer   Bros   Co 74.31 

27  Crowley,  Edward— John  Wanamaker.  ..  .510.00 
27  Conrad,    Felix— Max    Weingarten    et    al.124.91 

27  Citrin.    Charles — Jacob    Fleischer 74,65 

27  Castellanos,    Augustln— Florence   I   Crandall. 

519.41 

29  Chizek,    Solomon— Hyman    Block 160.72 

29  Clark.     Lillian— Rae     Lewis 99.41 

29*Cohen.    Abraham    B— John  Lang  et   al.,.215  93 

"29  Cohen.     Louis    O— Max     Greenberg 480.,35 

29  Carman,    Chas   M— Lowell   M    Palmer 73.40 

29  Curtiss,   Frederick  A— Henry  M   Bristol. 7.55.67 

29  Call,    Ray— Pauline    D    Kober 1.808,27 

30  Cromie.     Robert    J Samuel     Strasbourger. 

365.61 

30  Cohen,     Charles— Abe     Cohen 21,50 

30  Conville,    Wm   T— Worthington    Whitehouse. 

313.31 

30         the    same the    same    307.71 

30  Chase.    Helen    H— Paul    Shalet 46,41 

m  Cornwell.    Richard    F— United    Lead    Co, 402,85 
.'iO  Cohen,    Isidore   &    Lupu— Chas   F    Drosti   et 

al    227.72 

31  Cox,     Arthur    S— Madison    G     Hawke 

costs,    71.54 

31         the  same the  same   costs.  77.12 

31  Clark,    Elizabeth    J— Daniel    J    Loewenthal. 

446.91 

1  Coffin,    Frank   T— Paul    P   Karutz .5.32,.34 

1  Crocicchia.    Emma — Julia    Murphy 12<>,oi 

I'Campbell.    Bertram    F— Alcolm    Co 44.41 

1  Crahan,    Thomas    T— Theodore    A    Bingham. 

72.73 

1  Cady,    James    C,    Jr,   and   James   C— Charles 

,      Pegg 171.54 

27  Diamond,    Samuel— Nathan    Raflalow    et    al. 

43,J  QQ 

27  Dewey.  Blanche  or  Mrs  Arthur— Mas' Schling 

99.87 

2i    Dermody.  William— Leopold  Rasch  et  al. 19.41 

27  Doe.    John— Reverre    Rubber    Co 2,415,50 

27  Dix,    Bertha— Louis    Klein    et    al 223.01 

29  Drew,  Sydney— Samuel  S  Field  et  al 116.17 

29  Danziger,    Simon— Philip    Lehrer   et   al.  .405,40 

29  Dimond,     Sophia— John    Stahl 5.S4.72 

29  Dawson,    James— Samuel    K    Jacobs 113.41 

29  Davy,   Martha   V  and  Humphrey  D— Charles 

Guerin 112.61 

30  Dobbs.     Hugh     B»    &    Mary    R— Robert    W 

Hebberd     158.00 

.'!0  Douglass.  John  L— Carl  J.  Schramme. 2,267.13 

:10  Dauson.     Jacob— Wm    J    Leeds 47.01 

30  De  Sayles,  Robert— John  H  Monsees. .  .33.65 
.'iO  Dowd,    Mrs    Sarah    or    Mrs    Sarah    Farrel— 

Nicholas    Langler    et    al 193. (JO 

1   Dalberg.    Melvin    H— Arthur   H    Merritt.  .47.71 

l*Dunn.    James    B— Alcolm    Co 89.41 

1  Donohue.   Matthew  F— Colwell  Lead  Co. 307.01 
1  Durenberg,  Wm  H  &  Margaret— John  Ducey 

,       220.20 

1   Dehm,    Clemens— City  of  N  Y.... costs.   106,85 
27  Ellenberg,  Arthur— Oliver  Typewriter  Co,57.88 

27  Elliott.    Charlotte— Baird    Daniels    Co 64,41 

27  Euell.    Paul— Geo    P    Moore 61,19 

30  Edelman.   Abram— John  A  Philbrick  &   Bro 

2.043.99 

1  Edmund,    Lou    C— Henry    E    Hieland    et    al. 

1  Eschwei.    (ihas   S— Alcolm   Co !.!89!41 

29  Ferra.     Ella    M— Navarre    Hotel    &    Importa- 
tion   Co 03  41 

29*Fluri.    Chas   A— Nellie    C    Fluri ....6H.V2 

29         the     same Francis     Fluri 012  1'^ 

29  Fenichel,  Herman— Union  Stove  Works.2e3..37 
.'!0  Friedman,     Abraham— Peter     Raben 64.72 

30  Finkelstein,     Israel— Ludwlg    Rosenzweig. . . 

282.23 

.30  FIrber.    Nathan— City    of   N   Y 221.69 

30  ^elnstein,    Jennie,    admix— Abraham     Korn. 

30  Farrel,    Mrs    Sarah    or    Mrs    Sarah    Dowd— 

Nicholas    Langler    et    al 193.60 

31  Fineberg,    Max   &   Libbie— Manasseh   Brandt 

ct    al     195.70 

31  Feinchel.    Herman    or    Feinschel— Nicholas 

M    Wimpie   et   al    221  12 

31   Fitzgerald.    Michael    J— Wm    G    Leeson..2S3!o6 

1   Fennelly,   James— Sonn   Bros  Co 519  41 

1   Feldman,   David   H— .lllerton  Clarke  Co.  .84,40 

1   Fennelly.     James— Sonn     Bros    Co 335,91 

1   Ficke.    Wm    R— Wm   R   Collins .89  9" 

I'Finley.    William— Robert    W    Hibberd 18„5iJ 

1  Foley.  George— Maynard  N  Clement ...  .500,00 
1  Finnegan,    Peter— Morris    Rosenfleld    et    al. 

82,64 

2r  Goldberg,  Jacob— Arthur  J  Mace  et  al,.347.03 
27  Gray,  J  Wesley— Oliver  Typewriter  Co, 15,41 
27  Got'schalk.    Emil — William    Gartner,  ,.  .227.25 

27  Green.    John    O— Wm    H    Burden    4.35!61 

27*Gerich,     Emil — J    S'eigerwald    Packing    Co 

65.5.'77 

29  Ginsberg,   Julius— Max   Blum   et   al 31.15 

29  Galligan.     Mathew— Fice    Mork 224.22 

29  Goldberger.    Chas    S— Max    Greenberg.  .480.33 

29  Golden.   Max— John   Lang  et  al 215.93 

30  Gallauner,    Edmund— Emma    Westing   et    al 

349.40 


The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved.         Notice  is  hereby  given  that  iofringement  will  lead  to  prosecution. 
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STRUCTURAL    AND    ORNAMENTAL 

IRON  WORK 


FOR 
BUILDINGS 


HARRIS  H.  URIS 

OFF'CE      AND      WORKS 

525-535    W.    26th    £T. 

TELEPHONE.     lt-3S-S    CHElSEA 


30  Grodsky,     Charles-N     Y     Kosher     Poultry 

Dealers    &    Consumers   Assn -™-iV 

30  Ge  Lesle,  Chas  O— Morris  H  Petigor. .  .b4..Jl 
30  Gardner,    James    H-Parker    Norton. ..  ..3o.21 

30  Granieri,     Felice— Anna     Tiiona.  ......  .313.40 

31  Graziadio,  Giaeinto— Abraham  Sonken. 300.00 
31  Greenberg.    Jacob    B— Beaker    Dairy  ^°--^^ 

31  Gaibreth.  Alfred  CH— William  Edinger.573.77 
31»Gelbin,    Max— Vincent    Valentine    et   al.43o.^ 

31  Golden,    John— James    J    Archbold •e°-V3 

31  Gerlie,     Clarie— John    Finck     ^oi.lt 

31  Gazzam,   Edwin   D-Gabriel  Van  Cott  et  al. 

costs,    130.93 

31  Graham,  "Xcosta— City    of    N    Y. -^fj^ 

I'Gelbin,    Max-City    Fireprooflng    Co 2J1.4fa 

1  Glass,     John.     Jr— Ede     Levenson. . . . .  .Ao.^- 

1  Grady,    Wm    P,    Beatrice    &    Sibena*— Edw 

H    Rogers V;  ••,•■"  i'?C 

1  Glass,  John,  Jr-Tweltth  Ward  Bank  of  the 

City   of   N    Y    30. lb 

1  Gallagher,  Cornelius  J-Joe  Resetor. .  .118.62 
27  Himberg,  Harry— Emanuel  LiQUon. .  ..2^6.97 
27  Holzderber,  Chas  P-City  of  N  Y. . . .  .l,2o6.51 
27  Hilliard,  George-Philip  C  Wolfarth.  .  .1.39.38 
•'0  Haseerty.  Patrick— George  Dain. costs.  113  34 
29  Hoppe,     Frank,     Jr-Federal     Sign     System 

Electric ; iini'in 

29  Horowitz.    Alex— Jacob    Shapiro ,lic 

29  Hall,    John    T-Bdw    A    Kohlberger 3i.0S. 

29  Hyman,     Louis— George    Miller -i-ooi 

29«Horn,     Isador— Annie    Deane^. A    ikik 

30  Himmelstein,  Harnett- Met  Finance  Co.90.bO 
30  Hogan,  James  F-John  A  Murray. ...  .120.5- 
30  Hunter,    Wm   J-Louis   Gilliams   et   al.  .312.4^ 

30  Hoffman,    Henry— Morris    Kronenberg.  .323.1o 

31  Humphrey.   Paul   C— Wm  W  Astor lOl-?^ 

31  Hall.   James   S— City  of   N  Y .160.o7 

31  Hopper.    Margaret    B— Geo   W   K   Taylor   et 

j^l    2,06o.5a 

31  Hirschtein,'  Nathan   &   Estella— Elias   Gross 

31  Halpei-ni    Emil-Sam   Leibfln    A^Vl} 

31  Hunter.    Paul    C— Lewis    H    Gentles ■^2*il 

1  Herzog,  George— Elbridge  T  Gerry. .  .I.oo3.37 
1  Hartshorne,  Frank  M— Danby  Darke.  .13o.51 
1  Haney,   Addie— Merchants  National  Bank  of 

Plattsburgh    ;?oo? 

1  Haney.  James the  same  14b.2J 

1  Hughes,  C  V  Oden— Cornelia  McG  Cunning- 
ham        49^-61 

1  Holden,  Lawrence  E— Rainier  Co ?o,V 

1   Herring,    Geo    D— John    Hartjen '*'i'' 

1   Holand      David— William    Grosback 71.86 

1  Hyman.   Samuel— Maynard  N  Clement.  .500.03 

29  Irtel,   Isidor  C— Nat  Tobacco  Co 4101 

.31  Ingold.  John— Morris  Rosenfield  et  al.12i.99 
31  Ihle,    Clara    or    Wolfe— N    Y    Breweries    Co. 

519.41 

1  Igel,  George— East  River  Feed  Co 126.67 

"7  James  Emile— Theodore  Commeau.  ..  .181.60 
■'7  Jardin'e      William— I    Bernard    Westheimer. 

205.34 

27        "the  saiii'e Solomon  E  Blogg  et  al. 296.74 

30  Jackson,    Frederick— Herbert    E    Van    Horn. 

2.J.  n 

.'il  Jacobs,    Harry— Richard    Quinn 89.41 

31  Johns.  Joseph— Daniel  T  Merritt  et  al.  .88.20 
31  Jacobs,    Max— Michael    Levenson.  .costs,    13.42 

1  Jones,     Andrew— Metropolis    Securities    Co.^^ 

1  Johns.     Henry    H— Alcolm    Co 44.41 

27  Kessler,     Max— Jacob     Hurowitz ^„;l2 

27         the    same Emanuel    Liquori     ....276.9i 

29  Kaufman.  Samuel— Patrick  F  Kenney.1,064.8.3 
"0  Kempf     Louis— Jacob    Meurer 154.31 

30  Kinsler.    .\nnie— F    &    M    Schaefer    Brewing 

Co     H\H 

SOtKapIan,   John— Glazer  &  Weiss  Fur  C0..84.  |7 

31  Kaufman,    Samuel— Vincent   Valentine  et   al 

31  Kaiiffman.  Louis  B— Philip  Weinberg.  .67.41 
31  Kalinskv.  Abraham— Harry  J  Warren.  .124.40 
31  Kaufman,    Richard    S    &    Sophie    L— Inter- 

boro    Bank    of    N    Y    173  96 

1  Kaufam,   Samuel— City  Fireprooflng  Co. 221. 46 

1  Kirk,   Hugh— Robert  W  Hebberd 18.50 

1  Kroeger,  Henry— Sprague  Elevator  Co 

costs.    6.1.16 

1  Keily,    George— People,    &c    1,000.00 

1  Kern,  Leo  &   Hirsch— Swift  &  Co 108,88 

27  Lipsitch,    J    Irving*— Oliver    Typewriter    Co. 

.. .    57.SS 

27  Lippner.    Morris— John    Slattery    144.37 

27         the   same Mary    C    Conroy 75.."i3 

27  Lauria.     James—People,     &c 1,500.00 

27  Lisanti.    Michele the   same    1.500.00 

29  Lippner,  Morris— Rudolph  Federman.  .9.35.40 
29  Lesowitz,    Joseph— Patrick    L    Kenny. 1,064.83 

29  Lavitees,    Rubin- Paul    Goldstein    et    al 

costs,    12.41 

29  Lumsford,    Robert    E— City    of    N    Y..... 360  68 

29  Lallv,    Michael the    same 275.18 

29  Lavin.    Malachi the    same 198.83 

29  Lustsartin,    Isaac— Louis    Fink 158.09 

29  Le   Blanc,    Alexis— F  A   La  Roche   Co.. 367. 76 

29  Lampert.     Louis — Aime     Deane 159.91 

30  Lamb,     Arthur    J— Abraham    Peyser    et    al 

1,327.00 

31  Loewenkopf,     Isaac — Artemas    Ward    et    al. 

.514.41 

.31  Lewis.    Irwin    A— Finn    L    Fossume 125.91 

31*Levine,    Sam— Alter    Kestin 118.00 

1  Lilley,  Venitia  A— Louis  Mathot 224.34 

27  Mullalv.    Edw    J— Barnett    Luff 423.68 

27  Marshall,    Ellen— City    of    N    Y 1.89.63 

27  Mandel,     Jacob the     same     104.21 

27  MacRae.   Mary  J the  same    1S9.63 

27  Meisel,  Abraham — Emanuel  Liquori  ...270.97 
27  Ma'hews,    Christopher   A— Jacob    Carlinger 

et    al    62.91 

27  Miller.    John    D— Reverre    Rubber    Co.2,415.50 

27  McCIurg.    Henry    E— City    of    N    Y' 1S9.R3 

27  McMuUon.    Charles the    same    1,89.63 

27  McFerran.     James— Annie     Deane 264.41 

29  Marshall.   Joseph— City  of  N  Y .360  68 

29  Marks,   Mordecai the   same 360.68 


20  Meyer,    Ernest    H the    same ,360.68 

29  Moran,    Paul    N the    same 300. 6.s 

29  Marshall,    Dora   A the    same 300.68 

29  Morse,   Chas  E the  same 360.68 

29  Malcolm,    Geo    I the    same 198.83 

29  Martin,  Wm  H  R— Mary  A  Conway.  .1,184.13 
29  Marahrens,    Heimbert — Henry    Adler    et    al. 

75.76 

29  McDonald,    George— City    of    N    Y 52.80 

29  McFarlane,    William the    same 360.68 

29  McCloskey,    Mary    E the    same 45.96 

29  McCartney,     Alexander the     same 360.68 

29  Marahrens,    Heimbert — Henry    Adler    et    al. 

75.76 

29  Meyer,   Freiderich  W — Albion  L  Page 

costs,   795.11 

30  McGinley,    John — Hannah    Broderick 51.97 

30  McSweeney,    Ellen— Henry    W    Heldt 379.41 

30  Moross,    Samuel — Joseph    Rapeport 76.15 

30  Moravetz,    Emil— Jno    Heil 45.07 

30  Michael,    Oscar    A — Benjamin    F    Bernstein. 

70.01 

30  Moore,   Edgar  A— City  of  N  Y 621.10 

30  Mazello,     Joseph the    same 309.60 

30  MacDonald,    Helen    D the    sam,e 35.70 

30  MacDonald,    Helen    D the    same 531.72 

30  Mendelsohn,     Herman    T the    same... 35. 70 

30  Miles,     Henry    J the    same 1,729.50 

30  Markowitz,     Morris the     same 702.81 

30  Mandel.     Morris the     same 531.72 

30  Markowitz.      Isaac the     same 702.81 

30  Marks,    Abraham    T the    same 1,387.03 

30  MacAlister,    Richard   K the   same 531.72 

.30  Makransky,  Abram— Beaker  Dairy  Co. 549. 16 
30  McDonald,    Thomas    H    A— E    R    Squibb    & 

Sons     

30  McCarty,   Thomas— Geo   G  Powning.  .13.701.12 

30         the    same the     same 4.846.92 

30         the     same the    same     13,346.73 

30  McMahon,  J  Gratton,  exr— City  of  N  Y  141.46 
30  Mulligan,    .\gnes    K    M    &    Wm    G — Chas    H 

Barsen    et    al 5,320.14 

30  Mueller,  Harry  L  &  Frank*— General  Struc- 
tural Material  Co  of  N   Y 191.45 

30*Muratto,    Frank— Wm    S    Fowler 48.90 

30  Moore.     Albert the    same 48.90 

31  Maibrum,    Morris    I — City    of    N    Y 50.25 

31  Mitchell.- Thomas    C— Lester   L    Roos 91.60 

31  Mitchell,     Archibald     P— Equity     Press.. 2512 

31  Mayer.     Leon— Hillendale     Co 142.09 

31  McEntee,    Hugh— Met    St    Ry    Co 362.13 

31  McCarthy,     Michael- Thomas    Kane 257.10 

■  31  Millhauser.    David— City    of    N    Y 104.21 

31  Mansbach,    Albert    F the    same    45.72 

31  McGarry,     Daniel the    same     57.86 

1  Marks,    Sam— Adam    Stroeber     387.90 

1   Mainetty,    Leon    P— Alonzo   Hall   et   al,. 118.22 

1  the   same Alonzo    Hall    72.72 

1  Moses.    Harry    M— Alcolm    Co 44.41 

1   McCulIough.    John    F— Alcolm    Co 39.41 

1  Murphy,    Thomas— People,    &c 1,000.00 

1  Morgan.    George— City    of    N    Y.  .costs.    100.63 
1   Muldoon,     Margaret — Patrick    B    McDonnell. 

320.10 

1  McFerran.  James— East  Jersey  Pipe  Co. 211. 57 
1  McGrath.    John— John    H   Scully    22.74 

29  Newman.    Edgar    B— Annie    Gallagher. 6  060..30 

30  Man,    Charles— Claus   Bade   et   al 2,961.21 

,30  Nicholas,    Elmer    G— City    of    N    Y 72.15 

30  Naginsky,     Isaac— Harris    Olinsky 90.65 

31  Norris,   Wm  H— John  J  Sweeney 9o.!)0 

31  Nunenkamp.     Henry— City     of     N     Y 42.03 

1  Noone,  T   Collins— City  of   N  Y' .300.68 

1  Nolden.   Chas  A the  same   300.68 

27  O'Shaunnessey,    Michael    J,    Jr — Pierre    M 

Brown    82.02 

27  Orvis,   Francis  W— Met  Realty  Co 1.008.49 

27  Quaranta,    Giuseppe — People,    &c 1,500.00 

27  Quarcanta,     Luigi the     same     1,500.00 

27  Quigley,     Daniel— Hattie     Herriman 

costs,    109.43 

29  O'Brien,    John— City    of    N    Y 198.83 

29  Oretone.     John the    same 69.91 

30  OMeara,    Michael— Eureka    Fire    Hose    Co. 

115.15 

30  Odenheimer,    Marion    L — Harrison    D    Meyer 

185.22 

31  Orr,    Fi^derick  A— City   of   N   Y 104.21 

1  O'Neill.     Harry    S— Samuel     Hoffman 70.41 

29  Phillips,    Frank    H— City   of    N    Y ,52.80 

■29  Pryor,    Wm   W— U   S   Mineral   Wool   Co.121.97 

30  Passeggiato,    Frank    &    Antonio — Joseph    H 

Krenrich     91.01 

30  Platzner,  Joseph — Leon  Pearl,  costs. ..  .72.88 
30  Perraud.    Louis    R— Geo    S    Powning. lo. 346.73 

.30         the    same the    same 4,846.92 

.30  Pratt,    H    Rathburn— City    of    N    Y 531.72 

30  Perry.    Henry    M the    same 2.755.47 

31  Passafiume,    Joseph— Bennett,    Sloan    &    Co. 

127.24 

31  Persch.    John    P— Theodore    Schmalholz. 257.80 

31         the   same the    same    411.67 

31  Peres.    Sam— Alter    Kestin    118.00 

1   Post.    Carroll    J— City   of   N    Y 360.68 

1  Pulsifer.    Geo   A— Alcolm   Co 61.41 

31  Quigley,  Hugh  J— Thomas  Molloy  et  al. 85.75 
27  Rosenblum.    Mendel — Bank   of   M   &   L   Jar- 

mulowskv    costs,    28.03 

27  Rice,    Hyland    P-Harry    S    O'Neil 36.90 

27*Roe.  Richard— Reverre  Rubber  Co.  .2.415.50 
29  Ruddock.    Mary    E— Louis    Newmann    et    al. 

103..31 

29  Risley,    Robert    H— City    of   N   Y 198.83 

29  Rafferty.    Owen    F the    same .360.68 

29  Reinlck,    Michael— People.    &c 200.00 

29  Raber.    Thomas— Lawrence    G    Stetzle.  .092.96 

30  Reohr,  Chas  D  &  John  H— Edward  Harding 

72.31 

30  Reiss.    Edw    S— Dennis    Fletcher 190.76 

.30  Rcsenberg,    Frank— City   of  N   Y 104.21 

30  Robbine,    Herman    N the   same 1.S9.63 

.30  Reilly.     Jane the     same 189.63 

.30  Reddy,     Thomas    F the    same 35.70 

31  Ro'hschild.   .Solomon— John    H    Van    Hoven. 

76  91 

31  Richter.   Julius— City  of  N  Y 99.69 

31  Rosen,    Morris  &  Louis— David  Meyer.  .148.41 


31  Rosenheim,    Adolph    M— N    K    Fairbank   Co. 

103.47 

31  Rabe,    August   W— City   of   N   Y   et  al;    pos- 
session of  property  or  $300  and  costs..  10.00 

1  Rhule,   John   W— City  of  N  Y 198.83 

1  Righter,    John    H the    same 198.83 

1  Renter,    John    K the    same    198.83 

1  Rider.    John the    same    198.83 

1  Rathegan.    Thomas the    same    198.83 

1  Rigg.n,    Abram the    same     198.83 

1  Reilly,    John the    same    198.83 

1  Rodgers,    Arthur    H the    same    189.63 

1   Rosenblum,  George the  same   104,21 

1  Radcliffe,   Robert    D the   same    360.68 

1  Reynolds,    Michael the    same    198.83 

1  Ryan,  Nicholas  W— East  Jersey  Pipe  Co.211.57 
1  Richrhan,     Abraham— Meyer     Schwartz.  169. 65 
27  Schanz.    Chas    F— John    Zaburg    et    al...77.76 
27  Steinhauser,     Rachel — Zindel     Pearl     et     al. 

costs,     17.05 

27  Silverman,    Henry — Nathan    Eaffalow   ct    al. 

434.90 

27  Scherz.  John  L— Le  Roy  S  Gove 1,124.20 

27  Solomon,     Samuel — Jacob    Hurowitz. ..  .589.45 

27  Starkman.  Pinkus — Jacob  Fleischer 74.03 

27  Simon,    Isidore— Howard    H    Deutsch. ..  .85.75 

27  Shapiro,    Henry— Mary    H    Deutsch 85.75 

27  Shapiro,     Henry— Mary     Haitparu 106.32 

27  Silvestro,     Gaetano — Arrigo    Arrigoni.  ..  .95.49 

27  Stein,  Asek— N  Y  City  Ry  Co costs,  121.88 

27  Simpson,    Thomas— Michael    Rosenthal:    pos- 
session   of    property    and    .1^121.28   or.  .'794.41 

29  Smith.    Arthur    E— Press    Co 148.62 

29         the    same the    same 82.14 

29  Stevens,    Geo    C— James    C    Coleman.  .3,22.3.50 
29  Schoonmaker,    Geo   B— John    M   Whiton  .441.01 

20  Spitzer,    Anna— Rees    &    Rees 25.51 

29  Sanborn,    Robert    C— Julius    M    Reis 159.24 

29  Storrs,     Frank- Nellie    C    Fluri 614.12 

29  the     same Frances     Fluri 612.12 

29  Sutcliff,    Walter— City   of    N    Y 52.80 

29  Stephens.    Chas    A the    same 702.81 

20  Stork,   Otto— Mutual   Milk  &  Cream  Co.289.03 
29  Silverman.    Morris — Paul    Goldstein    et    al.. 

costs,    12.41 

29  Schenck,     Clarence— Louis     Kessel 324.12 

29  Sherman,     Preston    C the    same 324.12 

29  Schlesinger,   Abraham — Union   Stove  Works. 

263.57 

29  Siebert,    August    C— John    F    Nelson 37.25 

29  Schmack.     Peter— People.     &c 200.0!i 

29  Smith,   Bernard- Maynard  N  Clement. 1,821.32 
29  Smith,    William— New    Amsterdam    Co.. 116  00 

29  Speis.    William— Charles   Cooper    et   al.. 149.05 
.30  Schostak.    Alma— Emma    D    Hutchison.  .199.73 

30  Siegel,    Fred— John    B    Eberle 118.00 

30  Smith,    W    R— Geo    W    Warren 50.67 

30  Sterry,  John  De  W,  exr — Geo  E  Sterry,  costs 

110.06 

20         the  same — Wm  DeW  Sterry  et  al,   costs 

3.35.40 

30  Schlessinger,     Frances— Ralph    M    Holzman 

98.83 

30  Schulmann,   Charles — James  E  Nichols  et  al 

103.04 

30  Shipman,    Julius    W— N    T    Hollowware    Co 

110.39 

30  Siff,    Harris — Julius  Freidlander  et  al,   costs 

24.74 

30  Starr.   Michael— City  of  N  Y 189.03 

30  Stern.     Max the     same 189.03 

.30  Strauss.    Charles the    same 331.72 

.30  Sampson,    Oswald the    same 198.8;^ 

30  Somers,    Wm   H the  same 360.08 

30  Stone,     Engene the     same 300.08 

30  Stoeber.    Charles the    same .35.70 

30  Steinmetz.    Christian the    same 33.70 

30  Stillwell,     Warren    W the    same 35.70 

30  St  rebel.     Louis the     same 273.18 

30  Sinnott,   Thomas  F the  same 54.30 

.30  Skelly,     Patrick— Daniel     Kelly 300.00 

30  Smith,    Wm    H— John    Dunston    et   al,    costs 

108.18 

30  Smith,    Turner    S— City   of   N   Y 169.21 

31  Schaffer,    Edward— Maxwell   Sommerville. 2.5.66 

31  Sweet.   James — Brown-Forman   Co 267.89 

31  Sommer,  Julius  G — Fredericke  Schaefer. 172.55 
31  Seymour,    James    W— City    of    N   Y... 1,044.92 

31  Stevens,    Benjamin the   same    198.83 

31  Sneidner.    Robert the    same    34.64 

31  Soper,    Geo   W the   same    108.71 

31  Spear,  Wm  J the  same   198.83 

31   Schwartz,     Harry the    same     198.83 

31  Steenwirth,   Thomas  C the  same 198,S3 

31  Sherwood,    Geo    M the    same    198.83 

31  Slesuger.   Abraham  or  Schlesinger— Nicholas 

M    Wimpie    221.12 

31  Sidulsky,    Andrew   P— William   Grosback.. 46.53 

31  Sinnott.    Pierce— City    of    N    Y 198.83 

31  Sloane.    Wm    H the    same    19S..83 

31  Sharp.    Lewis    B the    same     177.70 

31  Stout,    Wm    H the   same    114.06 

31  Sanford,    Arnold the    same    179.82 

31  Sariol,    Arthur— James    P   McDonald    Co.... 

costs.    167.77 

31  Shapiro.    Isidore— Kleiner    &    Snapek 78.20 

1  Sake,    Anna— Hencken    Willenbeck    ....136.43 
1  Schwoerer.     Albert— Schwarzschild    &    Sulz- 
berger Co 136.36 

1  Scott.   Joseph   W— City   of   N  Y 1QJ1..83 

1  Snowden.    Helen the    same    379.07 

1  Sampler.  Malin  H the  same  189.63 

1  Spring.    Susan   B the  same    1.89.63 

1  Stedman,     Mark the     same     1.89.03 

1  Sigel.  Robert  J the  same  104.21 

1  Samuels,    Manas the    same    1,89.03 

1   Schneider,    Geo    H the    same    .300.68 

1   Stafford     Beniamin    F the    same    .  . .  .360.08 

1   Silverstein.  Elias  T— William  Jardine 25.58 

1  Sirzel     Edw    C the    same    25. .38 

ItShields    Mary— John  E  Smith  et  al 22.74 

1   Sellew.    Edward— John    H   O'Brien  .costs.   29.40 
1  Silverman,     Samuel— Abraham    Blumenstein 

costs,  22.41 

1  Some,    Rafiale— Joseph   Russhon    261.24 

1   Smith.     Raffale the    same     261.24 

29  Tompkins,   Cyrus  S— Bernard  W  Kelley. 62.92 
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•  REAL  ESTATE  BROKERS 


Bay  Ridge  Property 
Our  Specialty 


Fifth  Ave.  and  roth  St.,  Brooklyn,  N.  Y. 

Telephone,  724  Bay  Ridge 
Branch  OfBce  :  Bay  Eldge  Ave. ,  cor,  Fort  Hamilton  At*. 


i    30  Tenthory,    Bmile— Rose   Benthory,    costs.  12.41 
;    30  Tulp,    Charlotte    &    Herman    Jr— Isaac    Zu- 

binsky     227.03 

I    30  Thomas,    Frederick— City    of    N    Y 35.70 

■    31  Tilloosin,  Wm  K— Aurora  Sala  Regan.  .310.08 

31         the    same the    same 31G.08 

31         the  same the  same    310.43 

31         the  same the  same    307.53 

31         the  same the  same    308.98 

31         the  same the  same    317.53 

31         the   same the  same    311.88 

31         the  same the  same    208.98 

31         the  same the  same   costs,  27.41 

31         the  same the  same    costs,  27.41 

31  Turtletaub,    David    A— Stewart    D    Holihan. 

63.44 

31  Tillotson,  Wm  K— Aurora  Sala  Regan.  .31(i.0S 

31,         the    same the    same    316.08 

31  Troutman,    Sigmund— City  of   N   Y 87.00 

31  Todd,     Stanley— Pierson    R    Egan 232.03 

1  Thoman,     William— Patrick    Dermody.  .519.40 

1  Tietgen,     George^City    of    N    Y 198.83 

1  Taylor,    John    E the    same    198.83 

1  Topter,  John the  same    198.83 

1  Tour,     Samuel    B— Alcolm     Co 44.41 

31  unman,    Cole— Leon    Kronfeld 28.05 

29  Vopelak,    Frank — Consumers  Brewing   Co   of 

Brooklyn,    L    1 990.2." 

Vinguit,    Benjamin    V    H — George    Whitaker 


30 

31  Von     Keller, 


.72.84 


A     Reginald— HUlendale     Co. 

142.00 

1  Van   Sooten,    Anne  M— Delia   Barbour.  .259.72 

1         the    same Therese    V    Hynds    .,,.430.67 

1         the  same Wm  H  Innet  et  al 284.97 

1  Vosburgh,  Myndert  A— Geo  H  Kitching. 550.81 

27  Wurth,   Herman— City  of  N   Y 189.63 

27  Windsch,     Charles the    same 189.63 

27  Wlnkel.     Simon the    same     189.63 

29  Whalen,    Thomas   A— City   of   N    Y 189.63 

29  White,     Patrick the    same 87.00 

29  Woog,     Joseph the     same 360.68 

29  Wolf,     Charles the    same 531.72 

29  Wygant,    Martha    M the   same 360.68 

29  Wolff,     Max the     same 360.68 

29  Wolfe,     William the    same 360.68 

29  Wyllie,     Alexander the    same 360.68 

29  Whitfall,    Ambrose   S the   same 360.68 

29  Wigand,    Otto the    same 360.68 

29  Williams,     Charles— Chas    M     Biddle    et    al. 

411.49 

29  Weithorn,    Max— Samuel    Resoff 112.15 

29  Weidmeyer,  Elizabeth  G — Stanley  D  Pearce. 

778.53 

29  Weinbruit,    Benjamin— Samuel    &   Aron    La- 

koff   125.81 

29  Wagner.    Joseph— John    F    Ghee 182.97 

30  Wornow,   Max  W— Jacob   Marks  et  al,.. 47.21 

30  Wexler,    Jacob — Lorenz    Vitalone 159.72 

30  Wilburn,   Wm   H— City  of   N   Y 109.15 

30  Wright,    Elizabeth   J the   same 1,044.92 

.30  Worth,    Dudley the  same 290.26 

30  Williams,     William*     &     Wm     A— Theodore 

Keller     58.41 

31  Wolfe,    Clara    or    Ihle— N    Y    Breweries    Co. 

519.41 

31  Wright,    Richard    H— Geo   P    Butler 602.69 

31  Wells,    Henry   S— Chas    W   Lovell 274.40 

31  Wadsworth,    Chas   W— City  of  N  Y 179.82 

31  Worth,    Percy the    same    380.81 

1  Wien.    August— City    of    N    Y 198.83 

1  Wilson,  Wm  S the  same 189.63 

1  Walleston,  Louis  N— Alcolm  Co 61.41 

1  Wimple,  Maria— Jacob  B  Levine  et  al. 1,049.00 

1  Waddel.  James  A— W  &  J  Sloane 101.76 

27  Yatkowsky,    Israel— City  of   N   Y 189.63 

30  Yaeger,    Edw  A— Cobin  &   Co 40.72 

27  Zusmitz,    Bertha— City   of    N    Y 189.03 

29  Zimmerman,   Herman— City  of  N  Y 300.68 

30  Zirinsky,    Isaac — Morris    Kronenberg    et    al. 

323.15 

30  Zirinsky,    Isaac — Morris    Kronenberg    et    al. 

323.15 

1  Ziegel,    Benno— City    of    N    Y 189.63 

CORPORATIONS.  _^ 

27  N  Y   Contracting  &   Supply   Co— Daniel   P"" 

Gallagher    704.44 

27  Cornell    University— Oscar  G   Mason 381.38 

27  Interborough   Rapid  Transit  Co — Annie  Ru- 
pee  5,8.32.17 

27  The  Laurel  Club— Pincus  Aiervaiss 69.41 

27  The   United    States   Trust  Co   of   N   Y   trus- 
tee—Chas    J    Phalen     504.00 

27  B  Gottschalk  &  Co— William  Gartner.  .255.19 
27  New    York    Cold    Storage    Co— Ferdinand    N 

Monio    1.851.78 

29  The  Frost  Veneer  Seating  Co— Geo  O  Mead 

et    al 115837 

29  New  York  &  Queens  County  Ry  Co— Bertha 

Loewenthal     3.294.02 

29  Plunkett  Plumbing  &  Heating  Co— Bassford 

Realty    Co.,    costs 22.72 

29  Peru   Cin   Com   Co— City  of  N  Y 48.52 

29  New  Century  Music  Box  Co — Zenas  E  New- 
ell    et     al 119.85 

29  The  City  of  N  Y.— John  J  Kierce 3,142.00 

29  Vici   Machinery   Co. — Benjamin   Hurd   et   al. 
1,439.16 

29  Met   St  Ry  Co— Geo  A  Austin 674  95 

30  Lock  Switch  Mfg  Co— Edw  P  Ingersoll. 230.31 
30  Middleton  Hall  Co— Fred  J  Chipman. .  .63.08 
30  United    States   Foundry    &   Sales    Co— Julius 

Jensens    Sons     425.41 

.30  Yatiside   Co— City   of   N   Y 35.70 

30  New    Amsterdam    Land    Improvement    Co — 

Morris    Kronenberg    et    al 323.15 

30  Long    Island    Machine    &    Marine    Construc- 
tion   Co— City    of   N    Y 174.79 

.30  United     States    Fidelity    &    Guaranty    Co- 
Canadian    Bank    of    Commerce 620.04 

30  Manhattan    Square   Hotel    Co— Ludwig   Bau- 

maiin    &    Co 1,7.55.66 

30  Medicura   Soap   Co— Joseph   A  Sullivan. 408.69 

30  Robert    H    Reid    Co— Ambrose    B    Stannard 

4.414.67 

31  N.   Y.    Hydraulic   Motor   Co— F   W   Geiswein 

Co 1.15.30 

31  Kinsey,     Rainer    &    Thomson — Mutual    Life 
Ins   Co   of   N   Y 1,769.63 


31  Eagle    Trucking    Co the    same 1,769.03 

31  The  -E    F    Burrowes    Co— Gustavo    Krippen- 

dorf    costs,    13.72 

31  Manhattan  Sash  &  Door  Co— Haban  &  Cur- 
tis   Lumber    Co 422.99 

31  Illicians,    Auxiliary— Leavens    &    Lefevre. 

348.72 

31  Engineering    Co    of    America — India   Rubber 

di   Gutta  Percha   Insulating   Co 902.43 

31  The      United      States      Engineering      Co- 
Schwartz    Belting   Co 42.03 

31  Auseliu    Realty    Co— Adolf    Miller. costs.    17.41 

31  Sagamore   Realty  Co— John  Kendall 

costs.    87.47 

31  Ithaca-Cortland  Traction  Co— Oriental  Bank 

2,784.43 

31  Whiteclover    Dairy— John    J    Fox 142.22 

31  Continental    Casualty    Co— Michael    E    Bren-  _ 

nan    212.25 

31   Maltby  Automobile  Co— City  of  N  Y 341.05 

31  straub    Envelope    Co the    same 52.80 

31  Reporting  &  Printing  Co the  same..  104.40 

31  Met  Store  &  Saloon  fixture  Co the  same. 

104.86 

31  Rossman  &   Bracken  Co the  same. .  .229.58 

31  Southern    Construction   Co the   same. 104.21 

31  National   Extract  Works the  same. . .  .05.51 

31  Richmond   Borough   Pub   &   Printing   Co 

the   same    113.20 

31  Lock  Switch  Mfg  Co — Louis  Neumann  et  al 

110.85 

31  Alfred    E   Owens,    Inc— City   of   N   Y 002.27 

31  Gaifleld    Ntl    Bank— Rachel    Timbel. .  .4,905.64 

1  Olyphaut    Sewage    Drainage    Co Motley 

Green  &   Co 1,491.54 

1  The  Steimann   Realty  Co — Central  Fireproof 

Door    &    Sash    Co 628.01 

1  Riggs  Restaurant  Co— City  of   N   Y 138.33 

1  N  Y  Button  &  Novelty  Co the  same..  104.21 

1  Physicians'    Assn    of    America the    same. 

104.21 

1  United  States  Bread  Co the  same.  .1,729.05 

1  Francis  E  Mason  Pub  Co the  same.. 104. 21 

1  New  York  Stone,  Brick  &  Terra  Cotta  Ren- 
ovating  Co the   same    360.68 

1  United  States  Fidelity  &  Guaranty  Co— Max 

Schiff    et    al    28.25 

1  Manhattan     Detective    Agency — Alcolm     Co. 

104.41 

1  Adams  Dry  Goods  Co — N  Y  Market  Gardners 

Assn    114.32 

1         the  same the   same    2,514.44 

1  Manhattan  Transport  Co  of  N  J— Thos  W 

Willets    1,659.07 

1  Riccadoona  Hotel  Co— Henry  I  Cain  &  Son. 

41.57 

1         the  same Chas  H  Keys  et  al 67.07 

1         the  same Harris  Coffee  Co 153.72 


SATISFIED  JUDGMENTS. 

Oct.  27,  29,  30,  31,  Nov.  1  and  2.   , 

Amabile,    Felix— J    Campbell.    1903 20.73 

Same— S    A    Hyman.    1903 30.01 

Amabile,    Charlesetta   S— F  X   Kelly.   1906.. 63.29 

"Amabile,    Felix— P   Frasse.   1S99 510.96 

"Same— same.    1899 97.47 

Buellesbach,  Casper  and  Hubert— C  A  Lefferts 

et    al.    1904 546.67 

Bromund,    Ernest— W   L   Strauss.    1904 95.66 

Birdseye,  Chas  E— I  Stern  et  al.   1900 204.72 

Bruder,    George — Landis    Machine   Co.    1900.51.41 
Diamond,   Samuel  &  Henry  Silverman— N  Raf- 

■    falou   et   al.    1900    434.90 

Dumont,   Chas   W— E  L   Ely   et  al.    1905... 79.37 

Same same.      1905    716.09 

Same same.    1900    112.62 

iDix,  Bertha— L  Klein  et  al.     1906 225.01 

"Engert,    George,    John    J    Connor    &    Barnett 

Weinberg— N  Whitman  et  al.  1S97 395.85 

"Same A  Alexander  et  al.   1896   402.32 

"Same G  Simon  et  al.  1890   554.81 

"Same C  J   Horstman  et  al.  1897   175.00 

"Same T  Dolan  et  al.  1890  1,170.62 

"Same J   Hirsch   et  al.    1896 294.14 

"Same F  B  Wendt  et  al.   1897 214.00 

"Same Electric    Cutter   Co.    1896    207.04 

"Same M  L  Eiseman  et  al.  1896 1.601.02 

"Same The  Allen  Lane  Co.  1896 1,645.81 

"Same A   Blumenthal   et  al.    1897    506.85 

«Eidlitz,    Otto    M    and    Robert    J— K    Kiernan. 

1900 7,458.41 

Fauth,  Alfred— H  S  Kramer.  1902 150.86 

Friedland,    K— 1    Castle.    1897    128.70 

Fleisch,   Hannah— Weber-Bunke-Lange  Coal  Co 

1900    88.06 

Friendel,    Simon — L    Marks.    1905 36.59 

■Hutkoff,   Nathan— Tenement  House  Dept.   1900 

204.41 

James,    Emile— T   Commean.    1906    181.66 

Lyon,  Elizabeth.  Charles  Remsen  and  Will- 
iam  Mauice— City  of  N   Y.      1906 300.75 

Meyer,    Frederick    W— A   L    Page.    1900 795.11 

Nathan,    Benjamin— F   Lewis.    1900 336.17 

"Nugent,   Thomas  A— City  of  N  Y.   1905 167.29 

Padian,    John— W    McAdoo.     1906 71.75 

"Palmer.    Francis   A— I    H   Leiter.    1897 12.58 

Reich,    Bernard— I  Schneider  et  al.    1906.3,165.48 
Rafalsky,    Rosalie    L,    Mark    and    the    Imperial 
Construction    Co— G   E   Walter.    1906..  106.80 

Rose,    Hattie— Catoir    Silk    Co.    1906 137.48 

Rappaport,    Rosa— J    Tuchfeld    et    al.    1900.82.15 
Rappaport,    Rosa— Tenement  House  Dept.  1904. 

Same^^'same.' '  1904' '. .'.'.'.'.'. .'.'.  ".'.'.'.'.'.'.'.'.  !59!91 

Rodsteln,  Myer— S  L  Pellman  et  al.  1900.... 
5,563.60 

Siegel,  Abraham — Mount  Vernon  Consumers' 
Brewing    Co.    1809 653.,39 

^Simpson,  Thomas — M  Rosenthal.  1906;  posses- 
sion of  property  or  .$794.41  and  costs.  ..  .121.28 

>Sugarman,  William  &  Isaac— M  Meyers.  1906. 
255.11 

Scott,  John  R.  Mary  E  Garretson  &  Abram  W 
Applegate— City   of   N   Y.    1903 427.54 

Schuraan.  Max— N  Y  Butchers  Dressed  Meat 
Co.    1900    65.53 


Singer,    Mendel— M    Zimmermann.    1906. .  .185.00 

Skelly,     Patrick— D    Kelly.    19O0 300.00 

Slater,   Jacob— F  T   Duffy  et  al.    1906 242.09 

"Tow,     Harris     and     Nathan     Chaimowitsch— S 

Begin.    1900 464.31 

TalcDtt,    James— E    Wright.    1906 1,349.97 

Van    Riper,    Mamie— A' Tavenuer.    1898 222.87 

Wintermute,  Wm  T— C  G  Riebl.  1906 31.03 

CORPORATIONS. 

James    O'Conuell    Lime    Co,    James    O'Connell, 
John    J    Nugent    &    Benjamin    F    Hilley— G 
Isaacs.   1904   1,123.93 

Real   Estate  Owners  Fire  Ins  Co— H  A  C  An- 
derson.   1900    358.1! 

Bruce   Plaiting   Co— M   M   Craig.    1906 224.41 

Cooperative    Advertising    Co— 1    Hirsch    et    al. 
1906    54.61 

Eureka   Lock  &   Metal   Co— T   Hofacker.    1900. 
152.52 

The  W  S  Tyler  Co— J  Bazanger.  190G 822.37 

'Vacated  by  order  of  Court.  =Satisfled  on  ap- 
peal. "Released.  'Reversed.  ^Satisfied  by  exe- 
cution.    "Annulled   and  -void. 


MECHANICS'  LIENS. 


Oct.   27. 

458— Satisfied. 

459— 7Sth  St,  Nos  2,36  and  238  East.  Levine 
&    Posner    agt    Morris    and    Herman    Seplow. 

2.400.00 

40o'— ii2th  St,  Nos  522  and  524  West.  Same 
agt   same 2,300.00 

401— Same  property.  Raisler  Heating  Co  agt 
same 1,950.00 

402— Satisfied. 

463— 123d  St,  Nos  354  to  364  East.  L  Levin- 
than  &  Son  agt  Louis  Lamport  and  Isidor 
Horn 1,6.50.60 

464— 92d  St,  s  s,  200  w  1st  av,  50x100.  Wil- 
liam Buess  agt  Foman  &  Aronson 497.50 

40.J— 121st  St,  Nos  232  and  234  West.  Sam  Le 
Boyer  agt  Julius  Swartz  and  Annie  Aaron. 
....    ....   34.00 

406— Lyon  av,  n  s,  50  e  Parker  av,  50x100, 
Bronx.  John  F  Ghee  agt  Samuel  Burger  and 
Henry  Nerenberg   190.24 

407— 92d  St,  s  s,  2(X)  w  1st  av,  50x100.8. 
Boggs  &  Stevens  agt  Aaron  Forman  and 
George  Aronson 90.91 

468— 172d  St,  n  s,  100  w  Amsterdam  av,  160x 
86.  Frank  Krakora  agt  Moses  Press  and 
Julius   London 1,786.01) 

409— 78th  St,  s  s,  280  w  2d  av,  25x100.  Wash- 
ington Hydraulic  Press  Brick  Co  agt  Morris 
and  Herman  Seplow  and  M  Seplow  &  Son. 
177.67 

470— 109th  St,  Nos  67  and  69  East.  Samuel  A 
Kremer  agt  Congregation  Nachlath  Z'Vee 
and    Siegel    &    Cohen 90.00 

471— Broadway,  No  1604.  Griffin  Roofing  Co 
agt  Grannis  Estate  and  American  Anti- 
Puncture  Tire  &  Automobile  Co 30.00 

472— Duane  st.  No  5.5.  Bernard  H  Eidel  agt 
Edison  Electric  Illuminating  Co,  Central 
Trust  Co  and  Wm   B   Nisbet  Co 960.55 

473_78th  st,  Nos  2,36  and  238  East.  Theodore 
C  Wood  agt  Morris  and  Herman  Seplow. 
2,342.72 

474— Same  property.     Same  agt  same 663.90 

47,5- 112th  st,  Nos  522  and  524  West.  Same 
agt    same 521.95 

476— Madison  av.  No  706.  Toscani  Bros  agt 
John    Doe    and    Frank   Diamentes 37.85 

477— 67th  st,  Nos  231  to  2.37  West.  Louis 
Bandes  agt  Nierenberg,  Jaffe  &  Rubinsky.05.00 

478— Courtlaudt  av,  s  w  cor  159th  st,  9Sx.50. 
National  Mantel  Looking  Glass  Co  agt  Max 
Kessler  and   Pyser   Bookstaver 259.05 

479— 122d  st,  s  s,  180  e  3d  av,  25x100.  Same 
agt   same 157.00 

480— 2d  av,  n  w  cor  126th  st,  100x100.  Mur- 
ray &  Hill  Co  agt  Small  &  Maryash  and 
Abraham    Small    2,313.50 

481— Brook  av,  s  e  cor  139th  st,  100x100. 
Lillian  B  Friedlander  agt  Steinman  Realty 
Co 420.00 

4S2— 112th  st,  s  s,  3.50  e  Broadway.  50x100. 
Kertscher  &  Co  agt  Herman  and  Morris 
Seplow 2,.560.00 

4.83— 92d  st,  s  s,  200  w  1st  av,  50x100.8.  M 
Eberhart  &  Son  Co  agt  Aaron  Forman  and 
George   Aronson 314.20 

484— 112th  st,  Nos  12  and  14  West.  Weiss  & 
Co  agt  Callman  Rouse  and  Abraham  Sonken. 
715.00 

Oct.  29. 
48.5— 78th    st,    Nos    230    and    238    East.      Bell 

Bros  agt  Morris  and  Herman  Seplow.  .1,071.23 
4.S0— 112th   st,    Nos  522   and   524   West.      Same 

agt  same 1,086.61 

487 — Same  property.     Guarantee  Electric  Co  agt 

same 350.00 

488— Prospect    av,     n    e     cor    Fox    st,     90x60. 

Greenberg  &  Garfein  agt  Hercules  Realty  Co. 

162.50 

489— St  Nicholas  av,   s  e  cor  17Sth  st,   75x350. 

Meyer  Cerebrinsky  agt  Hermann   Straus  and 

Jacob    Mosovitz 421.00 

490— 1,36th    st,    n    s,    235    w    5th    av,    17.5x100. 

Abraham   B  Jaffe  agt  Pincus  Ronginsky  and 

L  Jaffe 1,000.00 

491— Satisfied. 

492 — Broome    st,    s    w    cor    Mangln    st,    50x75. 

Abraham  B  Jaffe  agt  Pincus  Ronginsky. 750.00 
49.3— 12,3d    st,    s    s,    82.2    w    1st    av,    92.10x100. 

Rutzkin   &   Berman   agt  Chas  E  Murtha,   Jr, 

Louis    Lamport    and    Isidor    Horn 700.00 

494— Broadway,  Wadsworth  av.   181st  and  182d 

sts,     whole    block.       Braunfels-Browning    Co 

agt  Adolph  Hollander  and  M  Fortunate. 617. 08 


The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved. 


Notice   is  hereby  given  that   infringement   will   lead   to   prosecution. 
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The  most  desirable  class  of  tenants  are  those  who  can  afford  to  pay  a  good  rent.  They 
usually  wont  unless  the  store  has  all  the  modern  improvements.  If  it  hasn't  Luxfer  Prisms 
it  is  not  up-to-date.  Make  your  property  more  valuable  by  increasing  the  amount  of  real 
daylight  into  it.     Let  us  explain  matters  to  you  either  by  mail  or  personally. 


'Phone  327B  Gramercy 

H 


AMERICAN  LUXFER  PRISM  CO.,  160  Fifth  Ave.,  NEW  YORK. 


■i'l.'.— Itive  side  Drive,  e  s.  liLM  s  IL'Tth  st. 
10>:;x".*>.  J.icob  Waiiderman  el  al  agL  Ber- 
gen   RtaUy   Co   and    Kalt   &    Zwerling. .. ,  (."td.lMt 

-l"*i— Riverside  Drive,  e  s,  llfi  s  127th  st,  10.Sx 
■SfJ  S.inie  agt  Lispeuard  ReaUy  Co  and  Kalt 
&    Zweiling Tdll.dti 

-i:  7— llicid  st,  Nos  l.'.l  and  15:!  West.  Globe 
Pnepioof  Door  &  Sash  Co  agt  Samuel  Fiilz. 
VS.i.lnt 

4W. — n:i:h  St.  s  s.  H."»0  e  Broadway.  .">().xS7.n. 
A  E  Klotz  Firepioofing  Co  agt  M  Seplow  & 
Son JOII.IPII 

49!)— 7.'<th  st,  s  s,  i>SO  w  2d  av,  2uxS!l.2.  Same 
agt    same ;^t;."».n() 

r,00— Bathgate  av.  e  s.  .'ilG  10  n  174th  st,  41x 
!S.     Same  agt   Sugarman   &  Gliek 200  0:) 

501 — 4th  or  Barnes  av.  e  s,  12.5  n  220th  st,  25x 
105.  John  A  Miller  agt  Frank  W  Pirner, 
150.00 

502— lo:!d  St.  Nos  155  to  157  East.  Gustav 
Ernst  agt  Sundel  Meyman  and  the  Friedman 
Building    &    Operating    Co 71lli,INI 

ijO.i- 74th  St.  No  :!21  East.  Same  agt  Theo- 
dore   Rosenbluth    and   Joseph   Friedman.  .4:^5,0(1 

501 — 'Ad  av.  Nos  l.S7.'i.  Edward  Palmer  agt 
Bernard    Cohen    and    Morris    Seplow .SOJ  00 

505— 112th  st,  Xos  .")22  and  .524  West.  Same 
agt     Morris    and    Herman    Seplow 450  IH) 

.5IW— 7th  av,  No  2152.  Randy  M  Becker  agt 
Isak  or  Isaac  Salinger,  Isaac  Gordon  and 
Abraham    Stein 130.00 

Oct.   30. 

.507— 4:id  st.  No  018  West.  Central  Fireproof 
Door  &  Sash  Co  agt  John  Doe  and  James  L 
McDermott 118.00 

508— >i5th  St.  Nos  430  to  440  East.  Chesebro 
Whiting  Co  agt   Kaufman  &  Gelbin 40  00 

500— 170th  St.  n  s.  100  w  Amsterdam  av,  170x 
100 1 

177th  St.  s  s,  100  w  Amsterdam  av,  170x166.. | 
John  Kingston  &  Son  agt  Perlman  &  Berni- 
kow  and  C   Lomonti 625.00 

510— 112th  st,  s  s.  HM  e  Broadway,  50x100. 
Rider  Ericsson  Engine  Co  agt  Seplow  & 
Son 20000 

511— 3d   av.    No   1.S69.      Same   agt   same 200  00 

512— 2d  av,  n  w  cor  12Gth  st,  100x100.  Martin 
Kellow  agt  Abraham  Small  and  John  Mery- 
ash 650.011 

51.3— list  st,  No  212  West.  Bronx  Metal  & 
Tile  Co  agt  Louise  J  Merriam  and  John 
Fulton 218.15 

314— 123d  St.  No  1,51  East.  Joe  Ginsberg  agt 
Samuel    Fritz 160. IMi 

515— Union  Square  West,  No  11.  James  Dick 
agt    Moss    Realty    Co 1  363  oil 

510-n2d  St.  Nos  338  and  340  East.  Thos  F 
McCaul  Contracting  Co  agt  Forman  &  Aron- 

.son 2,74,5.11:1 

4)1(— 13!lth  St.  s  s,  37,10  e  Brook  av,  337.6x100. 
David  Nathanson  agt  The  Stiemann  Realty 
Co 3.300  00 

518— 120th  st,  Nos  543  to  54SI  West.  James 
Dowd  agt  William   Gunn  and  Andrew  Grant. 

519— 126th  St.  Nos  113  and  115  East.  Union 
Stove   Works  agt   Epstein   &   Cohen 342.00 

Oct.    31.  •  "■ 

520— 112th  St.   Nos  522  and  524  West.     Andrew 

Vella    agt    Morris    &    Herman    Seplow.  .1,100  00 
o21— 110th   St.    No  52   West.     Zysman   Wladys- 
law    agt    Max    Hirshfeld    &    Arthur    Zeeman. 

gn  00 

522— 12.3d  St.  Nos  3.54  to  364  East.'  LLewen- 
than   &   Son    agt    Chas    E   Murtha,    Jr,    Louis 

Lamport    &    Isidore    W   Horn 1,650  60 

.)22iA— Duane  st.  No  .55.  Wernhard  Keck  agt 
Edisou    Electric    Illuminating    Co    of   N    Y   & 

-o^™,  ,-^    Nisbet    Co 3.000.00 

"-3— l-5ith  st,  s  s.  225  w  Broadway,  170x09. 
C  S  Goss  &  Co  agt  Cathedra!  Parkway  Realty 

Co    &    David    D    Daddy    4  404  73 

524— 139th    st,    Nos    778   to   784   East.      Mendel 

Stern   agt   Steiman   Realty  Co 120  53 

.>2;i— Prospect   av.    w   s.    93   s    166th    st,    75x144 

si:*°,,o.'i'^'°'*    ^St    Isaac    L    Shapiro 3,775.00 

526— 112th  St.  Nos  ..22  and  524  West.  Charles 
Greenbaum    agt    Morris    &    Herman    Seplow. 

9  950  00 

•"'27— 78th    St.    Nos    236    and    238  '  Ba'sV. '"'sam 
-.Vo^';\'''f';  "S'   Morris  &   Hyman   Seplow. 1,250.00 
i>2.s— 112th   St.    Nos   .522  and   524   West.      Same 

agt    same 150  00 

320— Union  av.  e  s,  96  n  161st  st,' 75x100 
Joseph  Terrano  et  al  agt  Syndicate  Construc- 
tion   Co    1400  00 

530— James  st,  Nos  2  and  4.     Rocco  Cai-nevale 

-^'■,S^^''^°\\^    H    Tordell    5.000.00 

i..31— (>th   St.    Nos  42,1   Bast.      Morris   Perool   agt 

Chas   A   Friedenberg   &    Isaac   Schwartz.  ''75  00 
n32— Kelly   st.    No   40.      Charles   Schneider   agt 
Morns    F    Finkelstein 451. ,50 

Nov.    1. 

1— 112th  St.   Nos  522  and  524  West.     Abraham. 

I    Levin    agt    Morris    &   Herman    Seplow   and 

Navias    &    Rosen     518  24 

2— Same  property.     Navias  &  Rosen  agt  Morris" 

&    Herman    Seplow     1.700  00 

3— l-51st  St.  n  s.   145  e  Morris  av.  75x117.     New 

Yo  k  Marble  Co  agt  Evans  &  Cohen ...  ..300  Oil 
4— Columbus    av.    No    424.      F    A    Hyde    Tiling 

Co  agt   Amanda   L   Eitzen,  John   Feldscher  & 

Frederick     Robinson     430.10 

,5— OSth  St.  Nos  413  and  415  East.     J  L  Keating 

&  Co  agt  Isaac  Klapper   200  00 

0— Bank  st.    No  59.     John  N  Dyer  &  Son  agt 

Cornelia    S    Robinson    31.3  00 

7— Minerva   pi.   n   s.    100  w  Concourse.   50x100. 

John  J  Kouhn  agt  Mrs  Dorothea  Essig.  .200.00 


.V— ."2d  st.  No  ;i.s  East.  Nathan  Coleman  agt 
huii.p  Al  l..ydig,  John  McKeetrey,  John  Suy- 
\vara   Ac    Aiv.n    L.   Fuwier    35t'.43 

!) — cJdgecomoe  av,  w  s,  '^00  n  150th  st,  l,50x 
lOJ.  Max  Hillman  et  al  ag^  Murray  &  Hill 
and   J    Roderick    500.00 

1(1 — bcammei  st.  No  30.  Aaion  Mershkow  et  al 
agt   David    SeridJow   &    David    Silberman .  .81.25 

11— 14-{th  st,  .NO  240  West.  U  Pelli  &  Co  agt 
i.oiace  .viaskin 520.t)0 

1:;— 3itu  st,  Ao  03  West.  E  Miller  &  Sons 
agt  r'rancis  Carlson  &  James  L  McDermott. 
07.00 

l.i— OO.h  st,  Nos  243  to  247  West.  Barnet  Gold- 
stein agt  John  Parrish,  Harry  Abrams  and 
Louis  &   Michael   Wallins   405.00 

14- lorth  st,  Nos  04  and  60  East.  Same  agt 
John  WeisDerg  and  Louis  &  Michael  Wallins 
581.00 

1.5 — 2d  av.  No  2305.  Same  agt  John  Doe  and 
Louis    &    Michael    Wallins 150.00 


BUILDING  LOAN   CONTRACTS. 

Oct.  27. 

White  Plains  road,  e  s,  275  s  Van  Nest  av, 
2.5x100.  Blanche  S  Durell  and  Elvire  C 
Dureil    loan    Wm    H    Lougtou;    to   erect   a   3- 

siy    dwelling;    2    payments 5.1H)0 

Oct.  30. 

Broadway,   n   e  cor  14yth   st,  OO.llxKX).     Chas 
M  Rosenthal  loans  Emanuel  Doctor;  to  erect 
a  0-siy  apaitment   house;   17  payments.. OO.iMt.) 
Oct.    31. 

Washington  av,  n  e  cor  107th  st,  65x127. 
.Ticury  H  Jackson  loans  Carmine  Altieri  to 
eiect  two  0-sty  apartments;  15  payments. 
60.000 

Green  av,  s  s.  100  e  Lyon  av,  25x100,  Bronx. 
iNoroert    RoDiUon    loans    Wm    T    Matthies    to 

erect  a  2-sty  dwelling;  2  payments   3,500 

Nov.    1. 

175th  st,  n  s,  95  w  Amsterdam  av,  runs  w 
87. o  xn  —  xe  —  xs  —  xse5xs  72.8  to 
oeginuing.  tPtandard  Operating  Co  loans 
Louis  Gordon  &.  Max  Dushman  to  erect  26 
tenements;    —    payments    3,000 


SATISFIED  MECHANICS'  LIENS. 

Oct.  27. 
Kappock    st,    n    w    cor   Troy    st,    Bronx.      Am- 

sieidam    auilding    Co    agt    Maud    E    Lesley. 

tAug     20.     1900.) 2,053.0- 

Same    property.      Same    agt    same.      tJuue    11, 

liiOO.j 2,005.55 

150th  st.   No  541  East.     Charles  C   Koenig  agt 

Rattaeil    Sauza.      (April    24.    1906.) 70.47 

9»th  st.   No  202  East.      Herman  Greenberg  agt 

Josepn    Rubin   et   al.      (Aug   9,    1900.). ..  .106.80 
listen   st,    s   w    cor   Mount    Morris   Park    West. 

Chas  B   Pearse  agt  Albert  Franke.      (Oct  23, 

l'.,Oo.) 104.18 

95Lh  st,   n  s,  250  e  2d  av.     Union   Granite  Co 

agt    Ludins    &    Rom    Realty    Co.      (Sept    13,  ■ 

1900) 816  50 

Broome   st.    No  113.      Harry   McNally   Building 

Co   agt  Louis   Frank  et  al.      (Aug  28.   1900.) 

5,420.64 

Oct.   29. 
60th  st,  s  s,  150  w  Av  A.     M  Eberhart  &  Son 

Co    agt    Gustave    Wacht    et    al.       (Sept    21, 

1906.) 494.33 

Broome  st,   s  s,  650  w  Willett  St.     The  Harry 

McNalty  Building  Co  agt  Louis  Frank.     (Aug 

11,     1906.) 5,426.01 

-'179th    st,    n    .s,    100   w    Audubon   av.      Edward 

Palmer     agt     Nathan     Reisler     et    al.       (Oct 

18,  1906.) 002.00 

-174th  st,    s  s,   100  w  Audubon  av.     Same  agt 

same.       (Oct    18,    1900.) 225.00 

lOOth  st,  Nos  223  and  225  West.  Willson 
Adams    &    Co    agt   Lester   Kohn   et   al.      (Oct 

27,   1900) 1,317.94 

Moth  st,  Nos  9  to  13  East.  Clifford  L  Miller 
&    Co    agt    the    Home    Club   et   al.      (Oct   24, 

19O0.) 707.01 

123d  st,  Nos  51  and  53  West.  Benjamin  Sil- 
verman   agt    Samuel    Williams    et    al.      (July 

19,  1900.) 265.00 

Pleasant  av,   w  s.   138  s  2d  st,  37x100.   Bronx. 

Giovanni   Cantomesa   agt   Peter   Regan   et   al. 
(Oct    27,    1900.) 57.00 

Gartield  av.  s  e  cor  Becker  st,  25x65.  Bronx. 
Van  Nest  Wood  Working  Co  agt  Lucy  E 
Boyle   et    al.      (Oct   3.    1906.) 1.047.26 

Hamilton  pi.  Nos  79  to  8.3.  Rose  M  Robert- 
son agt  Miller  Realty  &  Construction  Co 
(Oct     18.     1900.) 150.00 

Willett     st,     No    72 1 

Riviiiglon    St.    Nos    217    and    219 | 

Wm    A    Thomas    Co    agt    Henry    Kalchheim 

et    al.       (Oct    9,    1900.) 161.87 

Oct.  30. 

2d  av.  Nos  1191  to  1197.  Thomas  R  Crim- 
mins  agt  John  J  Houlahan  et  al.  (May  9 
IWO.l 1,23.3.7(1 

Aqueduct  av  East,  s  e  cor  184th  st.  Samuel 
Weiss    agt    Herbert    Aldhous    et    al.       (Auk 

.13.    WlKi.) 14055 

lO.h  St.  n  s.  423  e  Av  A.  Mortenson  &  Co  agt 
Emma    Lowe.      (Oct    15.    1906.) 2.168.10 

Ludlow  St.  No  24.  Keshin.  Blitsten  &  Co  agt 
Ike  Shapiro  et   al.     July   27.   1906.) 160  00 

113th  St.  No  022  East.  Jacob  Moskowitz  agt 
John   Siegel  et  al.      (Oct  23.   1906.) 30.00 

140th  st,  n  s.  whole  front  between  Rider  av 
and  Canal  pi.  Frank  J  Cranwell  agt  N  Y 
Edison    Co.      (June  5.    1906.) 372.28 


Pleasant  av,  w  s,  340  s  210th  st,  Bronx. 
Frank  Pettivati  et  al  agt  Benjamin  H  Irv- 
ing   et    al.      (Oct    18,    1900.) 137.00 

Summit  av,  n  e  cor  104th  st.  Fredenburg  & 
Louisberg  agt  John  Colleran  et  al.  (Sept 
29.   lixio.) 198.00 

'Same     property.       John     Schaefer    agt    same. 

(Sept     18.     1900.) :iOOO 

Same  property.  Henry  Juster  agt  Mary  Col- 
leran   et   al.      (Aug   :M>.    1!)(J0.  ) 2,200  OJ 

Same    pioperty.      Church    E    Gates    &    Co    agt 

.same.      (Aug   31.    1900.1 735.01 

Kilth  St.  s  s.  1(15.0  w  Edgecombe  av.  Geo  P 
Mooie  (Inc)  agt  Max  S  A  Wilson.  (Oct  24. 
liiOO.) 114.00 

13.5th  st,  n  s,  10  w  Lenox  av.  The  J  H  Mead 
Co  agt  David  SchraH  et  al.  (Oct  19.  19o6. ) 
360.00 

"Summit  av,  n  e  cor  lt>4th  st.  Joseph  Waters 
agi  John  Colleran  et  al.     (Aug  2.  1906. ).  .172.2." 

-'114th  St.  Nos  437  and  439  East.  Samuel  Lipp- 
man  et  al  agt  Barnet  Osk  et  al.  (Oct  20. 
1900.) 400.0:) 

-Bathgate  av.  e  s,  310  2  n  174th  st.  Samuel 
Kessler    agt    Baum    Realty    Co.       (Sept    28, 

1!H)0  ) 1,709.50 

Oct.    31. 

'Prospect  av.  n  e  cor  Fox  st.  Tony  Altieri  agt 
Hercules    Realty    Co.       (Feb    9,    19061 ..  .323.73 

1st  av.  w  s,  whole  front  between  99th  and 
l(K)th  sts.  Sam  S  Glauber.  Inc,  agt  Raphael 
Kurzrok  et   al.      (Oct   2.5.    1906) 270.90 

-l.'H5th  St.  n  s.  150  w  Lenox  av.  Joseph  L 
Mayer  agt  David  Shaff  et  al.  (Aug  14,  1906) 
2,104.00 

Allen  St.  No  173.  Joseph  Tuchteld  et  al  agt 
Rosa   Rappaport.      (Oct  3.    1905)    118.50 

Summit  av.  n  e  cor  164th  st.  Joseph  La  Spina 
agt   Mary  A  Colleran  et  al.      (Aug  31.   1906) 

1,350.00 

Nov.    1. 

Willett  St.  No  (>J.  Barron  &  Mayer  agt  Barney 
Hoffman   et   al.      (Oct  5,    1906) 75.00 

15ith  St.  No  775  East.  Solomon  Sobol  agt 
Max   Green.      (Oct    15.    19061 80.15 

175th  St.  n  s.  95  w  Amsterdam  av.  Empire 
City  Wood  Working  Co  agt  Gordon  &  Dush- 
man.      (Sept    15.    I'.lOOl     4,500.00 

Same  property.  Peter  Meister  agt  same.  (Sept 
14.    liHiO)    225.00 

Same  property.     Ravitch  Bros  agt  same.     (Sept 

17.  1906)    2,300.00 

lOSth  St.   Nos  302  to  322  East.     Barney  Mann 

et   al   agt   Israel   Lippmann   et  al.      (Sept  25. 
1906)    949.00 

Whitlock  av,  n  e  cor  Leggett  av.  Robert  J 
Smith   agt   J   Froelich  et  al.      (Oct  16.    1906) 

3.010.00 

170th  St.  n  s.  120  e  Audubon  av.  Gustav 
Ernst  agt  George  Vogt.     (Feb  5.  1906). .  .731.28 

79th  St.  Nos  440  and  442  East.  Hirsch  Mar- 
ket agt  Samuel  Hyman  et  al.  (June  20,  1906) 
80.00 

46fh  St.  Nos  238  to  242  East.  Max  Juster  agt 
Joseph  Newmark  et  al.      (Oct  8.  1906). 2,200.00 

'i7th  St.  No  322  West.  John  Blady  agt  Thomas 
J   McLaughlin.      (Oct  29.   19IJ<3|    145.99 

Columbia  st.  No  94.  Morris  Rubenstein  agt 
Geoige  Schor  et  al.     (June  19,  lf)06)   178.00 

147th  St.  n  s.  2.50  w  Amsterdam  av.  Max 
Litowich    agt    Abraham    C    Weingarten.    (June 

18.  1906)    411.44 

'Discharged   by  order  of  Court. 
^Discharged   by   deposit. 
^Discharged   by   bond. 

» 

ATTACHMENTS. 

Oct.     20. 

Echo  Farms  Corporation:   Empire  Bottle  &  Sup- 
ply  Co;    $767.35;    Douglass   &   Minton. 

Oct.    27. 
Dahne,    Eugenio;    Henry    A    Boyd;    $400;    O    B 

Thomas. 
A    B    Kelley   Sales   Co;    Island    Realty   Co;    $945; 

M  K  Flagg. 

* 

CHATTEL  MORTGAGES. 

Oct.  26.  27,  2>),   30,  31  and  Nov.   1. 
AFFECTING   REAL   ESTATE. 

Eden  Construction  Co.  Southwest  cor  Man- 
hattan av  and  110th  st.  .Challenge  Refriger- 
ator  Co.      Refrigerator.  $341 

Furman  &  Aronson.  60th  st,  250  w  Av  A. . 
United   States   Gas   Fix   Co.      Gas   Fixtures.   220 

Friedman  &  London.  123d  st.  near  Broad- 
way. .U    S   Gas    Fix    Co.      Gas  Fixtures.         430 

Goodman.  A.  l:>5Ih  st.  n  s,  285  w  of  5th  av.  . 
Roys  System  Co.     Heating  Fixtures.  Each.  1,100 

Garibaldi.  R  &  Cons  Co.  .522-524  E  1.52d..New 
England   Mantel   &  Tile  Co.      Mantels.  360 

Lowe    &    Jorrisch.      210   to    222    Cherry.  .J   J 
Murphy.      Ranges.  (>40 

Same.  . .  .  Abendroth    Bros.      Ranges.  224 

Small  &  Mervash.  northwest  cor  126th  st  and 
2d  av..N   Y   Gas   Fix   Co.     Gas  Fixtures.       297 

Seplow.  M  &  Son.  South  side  112th  St.  be- 
tween Amsterdam  av  and  Broadway.  .New 
England  Mantel  &  Tile  Co.  24  Mantels,  at 
.fJO    each.  

For  other  Judgments  in  Foreclosure  Suits.  Lis 
Pendens.  Foreclosure  Suits,  Judgments,  Satlefled 
Judgments,  Mechanic  Liens,  Building  Loan  Con- 
tracts. Sati^fle'l  Mechanics'  Liens  and  Orders  see 
(lages   7.'>4,   755. 
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BULLS  and  bears  alike  are  still  aggravated  and  tantalized 
by  the  action  of  the  Stock  Market.  The  election,  with 
its  indecisive  result,  has  practically  had  little  or  no  effect  on 
either  small  or  large  operators.  The  market  has  its  hours 
of  strength  when  it  seems  that  the  long  deferred  activity  and 
advance  may  be  at  hand,  whereupon  the  professional  bears 
run  to  cover  and  the  bulls  get  aboard.  When  this  descrip- 
tion of  stock-buying  ceases,  the  market  halts  and  the  sagging 
tendency  is  again  in  evidence  to  the  great  disgust  of  the 
bears  who  have  covered  and  the  bulls  that  have  gone  long — • 
only  those  who  have  the  courage  to  sell  on  strong  spots 
without  reference  to  the  accompanying  news  and  to  buy 
when  stocks  are  weak  and  deterred  by  the  scare  of  the 
moment  which  makes  the  low  prices,  only  these  two  classes 
of  operators  we  repeat  are  making  any  money  in  this  extra- 
ordinary and  peculiarly  strange  market.  Meanwhile  the 
patient  ones  who  are  holding  stocks  in  the  hope  that  the 
great  prosperity  everywhere  must  find  expression  in  higher 
figures  are  being  slowly  "chewed  up"  by  interest  charges. 
Money  is  still  a  cause  of  anxiety,  and  some  bankers  say  that 
the  outlook  is  discouraging.  Otherwise  it  is  impossible  to 
regard  the  immediate  future  with  anxiety  in  view  of  the 
continued  prosperity  prevailing.  The  election  of  Mr.  J.  T. 
Harahan  as  vice-president  of  the  Illinois  Central  Railroad 
to  succeed  Mr.  Stuyvesant  Fish  is  regarded  as  a  great  vic- 
tory for  Mr.  E.  H.  Harriman.  It  is  claimed  that  it  will  make 
the  Union  Pacific  system  of  much  greater  importance,  and 
puts  it  on  a  firmer  basis  from  a  dividend  point  of  view.  The 
management  of  the  Illinois  Central  and  the  Union  Pacific 
will  now  be  under  the  control  of  the  Harriman  interests,  to 
the  great  advantage  of  the  latter  system. 


THOUGH  this  has  been  a  short  and  broken  week  in  the 
real  estate  market,  it  has  not  been  without  features  of 
some  prominence  and  a  very  good  list  of  private  sales.  And, 
speaking  generally  for  Manhattan  and  the  Bronx,  there  is 
observable  this  week  a  very  decided  improvement  in  the 
tone  of  business  affairs.  Brokers  speak  of  the  outlook  as 
being  brighter  than  it  was  some  weeks  ago,  of  actual  trade 
as  being  much  more  considerable,  and  of  the  money  situa- 
tion as  gradually  growing  more  favorable.  All  this  not- 
withstanding that  Monday  and  Tuesday  were  almost  incon- 
sequential days  for  real  estate  intei'ests  on  account  of  the 
general  elections.  The  sales  included  almost  all  kinds  of 
property — several  office  buildings,  a  notable  Fifth  avenue 
transaction,  and  a  number  of  dwellings,  particularly  on  the 
West  Side,  to  which  quarter  a  certain  tide  of  business  seems 
to  be  drifting  over  from  the  choice  population  of  the  East 
Side.  It  has  become  very  noticeable  this  year  that  the 
northern  limit  of  East  Side  residence  growth  seems  to  have 
been  fixed  with  some  finality  at  about  9  6th  street,  beyond 
which  there  seems  to  be  a  determination  not  to  go,  not  alone 
because  of  the  uncongenial  surroundings,  but  also  because 
of  the  poor  transit  facilities.  No  part  of  the  city  is  more 
meanly  served  by  the  rapid  transit  companies  than  the  upper 
Fifth  and  Madison  avenue  sections.     Regarding  the  money 


situation,  remarks  by  some  of  the  most  influential  men  of 
finance,  as  quoted  elsewhere  in  this  number,  indicate  that 
more  consideration,  if  any  has  been  lacking,  is  hereafter 
to  be  shown  for  real  estate  interests.  Certainly  one  effect 
of  the  publication  will  be  to  call  the  attention  of  certain 
large  .lending  institutions  to  the  high  importance  of  this 
matter  from  the  point  of  public  welfare.  With  the  approach 
of  winter,  building  operations,  especially  new  undertakings, 
are  tapering  off  and,  in  consequence,  trade  in  certain  lines 
of  building  materials  is  less  pressing,  which  is  noticeable  in 
such  leading  commodities  as  cement,  brick  and  lumber. 
Cement  quotations  have  recently  declined,  and  in  a  marked 
degree,  while  brick  values  continue  at  a  low  level,  to  indi- 
cate the  general  tendency  of  things  in  the  building  world 
upon  the  approach  of  the  winter  season,  and  after  several 
years  of  the  most  unprecedented  activity. 
• 

THE  people  of  New  York  have  to  thank  Mr.  William 
Randolph  Hearst  for  one  thing,  and  that  is  for  the 
opportunity  to  vote  for  Mr.  Hughes  and  to  elect  him.  The 
Republican  machine  would  never  have  nominated  an  inde- 
pendent resident  of  New  York  City  had  the  nomination  of 
Mr.  Hearst  not  made  necessary  the  selection  of  an  excep- 
tionally strong  candidate.  For  the  first  time  in  many  years 
we  shall  have  a  Governor  who  is  not  identified  with  the 
State  machine,  and  who  will  pay  some  attention  to  the  needs 
and  requests  of  New  York  City.  Just  what  the  opinions 
of  Mr.  Hughes  are  in  relation  to  taxation  and  the  similar 
problems  of  State  government,  have  not  been  divulged,  be- 
cause the  canvass  did  not  turn  upon  State  issues.  But 
Mr.  Hughes'  speeches  have  confirmed  a  very  favorable  im- 
pression of  his  abilities,  his  disinterestedness  and  his  inde- 
pendence. He  will  bring  a  fair  mind  to  the  questions  of 
State  government,  and  with  his  help  there  will  be  a  better 
ctjance  than  there  has  been  for  years  to  propose  some  more 
radical  and  effective  legislation.  How  much  and  what  can 
be  done  in  this  respect  remains  to  be  seen.  It  will  not  be 
possible  to  tell  the  trend  of  Mr.  Hughes'  opinions  until 
after  the  publication  of  his  first  message  to  the  Legislature. 
He  has  an  admirable  opportunity  to  propose  a  really 
effective  reform  in  the  system  of  taxation,  and  in  the  general 
franchise  laws;  and  he  will  have  every  inducement  to  pursue 
a  vigorous  policy,  because  his  canvass  against  Mr.  Hearst 
demanded  on  his  part  definite  promises  of  a  house-cleaning 
at  Albany.  How  far  his  party  will  support  him  in  sucE  a 
house-cleaning  is  doubtful,  but  he  is  committed  so  far  that 
he  cannot  ignore  his  promises,  and  in  any  steps  he  may 
undertake,  he  will,  of  course,  have  at  least  the  moral  sup- 
port of  President  Roosevelt.  The  great  result  of  the  elections 
this  fall  has  been  the  vindication  of  Mr.  Roosevelt's  policy, 
and  the  apparent  increase  of  his  influence.  After  his  over- 
whelming victory  two  years  ago  an  emphatic  reaction  might 
have  been  expected,  but  as  a  matter  of  fact,  it  has  been 
scarcely  perceptible.  Mr.  Roosevelt  has  triumphed  once  more. 
His  influence,  wherever  he  chooses  to  exert  it,  must  be 
stronger  than  ever  and  it  is  comforting  to  remember  that  it 
will  be  exerted  in  favor  of  a  better  political  condition  in 
New  York  State. 


SHAKESPEARE,  when  he  wrote  "The  Tempest,"  must 
have  had  in  mind  the  Singer  Building,  now  in  course 
of  construction  at  the  northwest  corner  of  Broadway  and 
Liberty  street,  when  he  spoke  of  the  "cloud-capped  towers." 
The  structure  is  literally  a  tower  such  as  was  projected  by 
the  builders  of  the  Tower  of  Babel,  which,  according  to  the 
Bible,  was  "to  reach  the  Heaven."  At  any  rate,  the  Singer 
edifice  will  be  the  loftiest  on  the  earth.  The  tower  will  rise 
to  a  height  of  613  feet  above  the  curb  level.  The  gigantic 
mass  of  steel  and  stone,  with  its  forty-two  stories,  will  stand 
out  above  every  structure  in  this  city.  Every  other  tower 
or  monument  will  be  dwarfed  by  it.  Time  was  when  the 
Tribune's  "tall  tower"  was  gazed  at  with  wonder,  and  more 
recently  the  New  York  Times's  new  establishment  in  Times 
Square,  but  the  Singer  Building  is  higher  than  any  other 
on  Manhattan  Island.  Let  us  compare  it  with  other  tall 
monuments.  The  Eiffel  Tower  in  Paris  was  erected  in  1889, 
and  is  984  feet  in  height,  but  it  is  simply  a  skeleton  iron 
tower,  isolated  and  not  forming  part  of  any  building.  The 
Washington  Monument  in  Washington,  D.  C,  Is  555  feet 
high.  Among  other  lofty  structures  are  the  Pyramid  of 
Cheops  in  Egypt,  4  86  feet,  Antwerp  Cathedral,  476  feet  and 
Strasburg  Cathedral,  474  feet.  The  question  now  presents 
itself  as  to  whether  higher  buildings  are  to  be  constructed 
in  New  York  City,  or  will  the  Singer  Building  represent 
the  limit? 
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Residences  on  the  West  Side. 

DURING  the  early  part  of  the  fall,  residences  situated 
on  the  West  Side  were  in  somewhat  better  demand 
than  they  have  been  for  several  years,  and  this  fact  was 
the  subject  of  much  comment  in  the  real  estate  columns  of 
the  daily  newspapers.  It  was  pointed  out  that  although 
the  price  of  old  dwellings  on  the  side  streets  on  the  Bast 
Side  had  almost,  if  not  fully,  doubled  since  1901,  the  value 
of  more  modern  houses  on  the  West  Side  had  remained 
practically  stationary,  but  it  was  predicted  that  the  better 
demand  for  residences  on  the  West  Side  was  the  forerunner 
of  a  permanent  transfer  of  the  attention  of  the  buyers  of 
residences  to  the  other  side  of  the  Park.  The  subsequent 
course  of  the  market  has  not,  however,  justified  this  predic- 
tion. During  the  last  month  there  have  been  more  dwellings 
sold  on  the  East  Side  than  on  the  West  Side.  It  is  evident 
that  at  least  for  the  present  the  unusual  demand  for  resi- 
dences on  that  side  of  th'e  Park  is  over,  and  the  Record 
&  Guide  does  not  believe  that  the  movement  ever  had  the 
significance  which  was  generally  placed  upon  it.  As  time 
goes  on,  residences  on  the  West  Side  may  and  probably 
will  increase  slowly  in  value,  but  if  so,  that  will  not  be 
because  the  West  Side  becomes  very  much  more  desirable 
than  it  is  as  a  location  for  private  dwellings.  The  East  Side 
is  and  will  remain  the  part  of  the  city  devoted  to  private 
residences,  and  the  West  Side  will  gradually  decrease  in 
importance  in  that  respect.  Such  is  the  lesson  of  the  trans- 
formations of  the  last  few  years;  and  such  is  the  interpreta- 
tion put  upon  it  by  the  speculators,  for  there  has  been 
little  or  no  speculative  buying  of  residences  on  the  West 
Side  in  anticipation  of  an  increase  in  value. 

In  case  the  West  Side  were  destined  to  retain  its  past 
importance  as  a  private  residential  section  there  would 
already  have  been  unmistakable  evidence  to  that  effect. 
During  the  past  seven  years  the  whole  situation  in  respect 
to  the  standing  of  private  residences  as  a  firm  real  prop- 
erty in  New  York  City  has  completely  altered,  and  this 
alteration  has  from  the  start  been  diminishing  the  com- 
parative importance  of  the  West  Side.  Only  about  ten  years 
ago,  an  average  of  about  1,000  new  private  residences  were 
erected  each  year  in  Manhattan,  and  the  greater  part  of 
these  were  situated  west  of  Central  Park.  About  1898,  how- 
ever, the  demand  suddenly  diminished,  and  since  1900  there 
have  been  on  the  average  only  about  75  new  private  resi- 
dences erected  each  year  in  Manhattan.  These  75  new 
residences  per  annum  do  not  begin  to  replace  the  number  of 
old  ones  destroyed  during  the  same  years.  Since  1900 
hundreds  of  old  brownstone  houses  have  been  torn  down, 
on  the  sites  of  the  new  railroad  stations,  and  in  the 
new  wholesale  and  retail  districts  between  5th  and  6th 
avs.  There  has  been  an  actual  decrease  of  the  number  of 
private  dwellings  in  Manhattan,  and  what  has  been  the 
result  of  this  decrease?  Here  is  a  city  which  not  so  long 
ago  would  have  appropriated  and  used  7,000  new  residences 
in  these  years,  but  which  now  is  obliged  to  satisfy  its  de- 
mand with  a  supply  which  is  absolutely  smaller  than  it 
used  to  be.  Obviously  in  that  event  one  would  expect  an  in- 
creased price  for  all  the  existing  residences  in  the  city,  but 
such  has  not  been  the  case.  We  find  on  the  contrary  that 
almost  the  whole  of  the  effective  demand  for  residences 
has  been  confined  to  the  East  Side  and  that  almost  the 
whole  of  the  increase  in  value  has  been  concentrated  in  that 
quarter.  Comparatively  small  increases  have  taken  place 
elsewhere  in  Manhattan;  but  the  lion's  share  has  gone  to 
the  East  Side.  The  significance  of  such  a  distribution  of  the 
demand  cannot  be  overlooked.  It  means  that,  unless  some 
totally  new  influence  comes  into  play,  the  East  Side  is  to 
be  the  principal,  and  probably  in  the  end,  the  only  private 
residential  district  in  Manhattan. 

The  reason,  of  course,  is  that  in  the  course  of  time  none 
but  rich  people  will  be  able  to  afford  private  houses  in  the 
central  borough  of  New  York  City;  and  it  so  happens  that 
it  is  the  rich  who  are  or  want  to  be  fashionable.  Fashion 
has  stamped  its  approval  on  the  East  Side,  and  has  passed 
the  West  Side  by,  so  that  it  looks  as  if  people  would  never 
pay  much  higher  prices  for  houses  on  the  West  Side  than 
they  do  at  present.  The  many  thousands  of  moderately 
well-to-do  New  Yorkers  who  formerly  occupied  small  pri- 
vate houses  in  Manhattan  will  either  move  into  apartments 
or  else  will  occupy  residences  in  the  outlying  boroughs.  Of 
course,  thousands  of  such  families  will  hang  on  to  the 
residences  on  the  West  Side  for  many  years  to  come;  but 
little  by  little  they  will  be  displaced,  and  little  by  little  the 
space  on  the  West  Side  now  occupied  by  private  dwellings 


will  be  filled  up  with  apartment  houses.  The  whole  history 
of  the  West  Side  proves  that  in  that  part  of  the  city  the 
private  residence  cannot  compete  with  the  apartment  house. 
The  increase  in  the  value  of  land  to  the  west  of  Central 
Park  has  meant  that  land  in  that  section  was  more  valuable 
for  apartment  houses,  while  the  increase  in  the  value  of 
the  land  on  the  East  Side  has  meant  that  to  the  east  of 
Central  Park  it  was  more  valualjle  for  residences.  The  rise 
in  the  cost  of  vacant  property  stopped  the  building  of 
new  private  dwellings  on  the  West  Side,  because  people 
would  not  pay  the  increased  price  for  that  class  of  building 
in  that  section,  but  a  greater  rise  in  the  value  of  vacant 
land  on  the  East  Side  actually  augmented  the  demand  in 
that  section  for  private  dwellings.  There  is  no  reason  to 
suppose  that  these  conditions  will  change  hereafter.  A  very 
small  increase  in  the  value  of  houses  on  the  West  Side  will 
merely  increase  the  emigration  to  the  outlying  boroughs, 
and  to  the  apartment  houses.  The  people  who  occupy  these 
dwellings  are  not  the  kind  who  are  willing  or  can  afford 
to  pay  a  much  larger  rental  than  the  one  which  they  pay  at 
present,  and  every  enlargement  in  prices  means  inevitably 
a  corresponding  diminution  of  demand. 

The  only  change  in  the  conditions  which  might  consid- 
erably increase  the  value  of  West  Side  houses  would  be  a 
transfer  of  the  demand  on  the  part  of  rich  and  fashionable 
people  to  that  part  of  the  city,  but  there  is  no  reason  to 
anticipate  such  a  transfer.  There  is  not  much  room  on  the 
East  Side  but  there  appears  to  be  room  enough.  There  is 
a  gradual  tendency  to  increase  prices  and  improve  the 
houses  even  on  the  less  desirable  blocks;  and  in  the  course 
of  time,  we  have  no  doubt  that  many  of  the  existing  flats 
will  be  pulled  down  for  the  purpose  of  building  handsome 
residences  in  their  place.  Furthermore  the  demand  on  the 
part  of  fashionable  people  will  not  increase  so  rapidly  as 
might  be  anticipated.  Many  of  these  people  will,  indeed, 
always  wish  to  have  large  houses  in  New  York,  where  they 
can  entertain  on  a  large  scale,  but  it  is  becoming  increas- 
ingly customary  with  such  people  to  have  a  large  country 
place  near  the  city,  and  to  live  there  winter  and  summer. 
Then  they  are  satisfied  with  an  apartment  in  New  York,  in 
which  they  can  spend  a  few  days  or  weeks  when  business 
or  pleasure  keeps  them  in  the  city.  It  looks  consequently 
as  if  the  East  Side  would  continue  to  satisfy  the  needs  of 
people  who  want  houses  in  Manhattan,  and  that  the  West 
Side  would  in  this  respect  merely  hold  its  own  until  the 
time  came  when  their  space  would  be  required  for  large 
apartment  houses. 


Mr.  Lawson  Purdy  3Iade  President  of  the  Tax  Commission. 

Remarks  of  an  exceedingly  pleasant  nature  are  being  made  on 
account  of  the  elevation  of  Mr.  Lawson  Purdy  to  the  presidency 
of  the  Tax  Commission,  to  succeed  the  late  Frank  A.  O'Donnell, 
by  Mayor  McCIellan's  appointment.  No  one  is  able  to  conceive 
of  an  appointment  deserving  of  more  commendation,  not  alone 
on  accoimt  of  Mr.  Purdy's  distinguished  fitness,  but  because  also 
of  the  unrewarded  service  he  has  given  to  the  public  during 
many  years. 

Lawson  Purdy  is  one  of  the  best  known  authorities  on  taxation 
in  this  country.  Though  a  practicing  lawyer  he  has  given  a 
large  part  of  his  time  for  the  past  ten  years  to  the  work  of  the 
New  York  Tax  Reform  Association,  of  which  he  is  secretary. 
Mr.  Purdy  drew  the  bill  providing  for  the  publication  of  the 
annual  real  estate  assessment  roll,  and  was  also  the  foremost 
advocate  of  the  abolition  of  the  mortgage  tax,  for  which  he  la- 
bored at  Albany  for  many  years. 

Mr.  Purdy  is  a  member  of  the  city  Finance  Commission,  has 
been  consulted  by  Governor  Higgins  in  public  matters,  and,  gen- 
erally speaking,  has  rendered  many  public  services.  His  salary 
as  president  of  the  Tax  Board  will  be  $8,000  a  year,  and  real 
estate   interests   will   be   well   served. 


— Tlie  recent  acquisition  of  the  39th  st  ferry  by  the  City  of 
New  York  has  raised  the  question  whether  the  improved  service 
is  likely  to  ha\'e  any  eftect  on  the  value  of  realty  in  the  vicinity 
of  its  South  Brooklyn  terminal.  While  the  maintenance  of  a 
schedule  requiring  the  operation  of  three  boats  is  no  doubt  a 
benefit  to  those  who  have  occasion  to  use  this  route,  it  is  not 
believed  that  the  increased  service  will  'materially  effect  any 
but  manufacturing  property  in  the  section  in  question.  For 
some  time  past  it  has  been  the  custom  of  manufacturers  and 
merchants  to  transport  their  wagons  and  trucks  over  this  short 
cut.  and  as  the  old  service  has  been  anything  but  satisfactory, 
the  addition  of  another  boat  and  the  extra  room  which  the 
boats  now  being  constructed  will  afford  is  a  matter  of  great  im- 
portance to  the  many  large  industries  in  this  section  of  Brook- 
lyn. A  study  of  the  transit  system  affecting  this  district  indi- 
cates that  the  bulk  of  commuters  will  continue  to  utilize  the 
elevated  and  surface  roads  until  the  Subway  extensions  are 
finished,  in  preference  to  the  ferry. 
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Life    Insurance   Companies 

and   Real   Estate   Mortgages 

Is  Justice  Being  Done  to  Real  Estate  Interests  in  the  Present  Tight  Money 
Market  ?— Assets  of  About  $1,500,000,000  in  the  Four  Leading  Companies  and 
Only  $260,000,000  in  Real  Estate  Mortgages— Interviews  With  Presidents  Morton, 
Peabody,    Hegeman    and    Other    High    Officers— Remarks   of    Mr.  Charles    T.    Barney 


A  NUMBER  of  letters  have  reached  the  RBCOKD  AND 
GUIDE  from  its  subscribers,  and  from  a  number  of  bor- 
rowers on  bond  and  mortgage  in  different  parts  of  the  city, 
stating  that  the  life  insurance  companies  have  been  practically 
"shutting  down"  upon  loans  on  real  estate  for  two  or  three 
years,  excepting  in  Individual  instances.  A  canvass  among 
real  estate  brolcers  shows  that  there  is  a  very  strong 
feeling,  almost  akin  to  indignation,  at  the  ruthless  manner  in 
which  the  smaller  owners  of  real  estate  are  being  crowded  out 
by  the  insurance  companies,  and  particularly  by  one  or  two. 

In  the  early  days  of  life  insurance  and  up  to  within  six  or 
seven  years  ago  it  was  the  policy  of  those  who  controlled  these 
Institutions  to  favor  mortgages  on  New  York  city  real  estate 
In  preference  to  stoclcs  and  bonds.  The  reason  is  obvious. 
While  real  estate  mortgages  were  made  on  a  basis  of  6  per  cent, 
and  later  5  per  cent.,  and  in  more  recent  years  at  4%  to  4  per 
cent.,  high  class  bonds  and  stocks,  including  government  and 
municipal  bonds,  netted  the  companies  from  3  to  4% 
per  cent.,  the  average  being  generally  1  per  cent,  net  lower  in 
personalty  than  in  realty.  In  the  early  days  of  life  insurance, 
•when  the  railroads  were  not  developed  as  they  are  to-day,  the 
assets  of  the  life  insurance  companies  and  savings  banks  were 
largely  secured  by  investments  in  real  estate  mortgages. 

Hence,  the  three  mammoth  institutions,  the  Mutual  Life  In- 
surance Company,  the  New  York  Life  Insurance  Company  and 
the  Equitable  Life  Assurance  Company,  largely  built  up  their 
gigantic  assets,  amounting  on  December  31,  1905,  to  $1,327,- 
655,281,  by  means  of  the  profits  secured  from  their  Investments 
in  real  estate  mortgages.  These  very  real  estate  interests  that 
have  helped  to  make  them  the  rich  and  powerful  institutions 
that  they  are  to-day,  are  the  very  ones  which,  brokers  and 
others  claim,  are  not  receiving  fair  consideration  in  the  present 
tight  money  market. 

And  that  consideration  is  mucli  needed,  real  estate  men 
say,  not  so  much  by  large  corporations  and  large  owners 
of  realty,  as  by  hundreds  of  builders  and  others  who  are  now 
struggling  to  ward  off  foreclosure  proceedings  because  they 
cannot  get  loans  ranging  from  $30,000  to  $100,000  in  the  usual 
avenues,  owing  to  the  fact  that  there  is  so  little  money  to  be 
had  in  the  lawyers'  ofBoes,  in  trust  companies  and  in  savings 
banks  on  real  estate  to-day. 

1  Curiously  enough  the  smaller  companies  seem  to  have  loaned 
a  larger  proportion  of  their  assets  than  the  wealthier  institu- 
tions. For  instance,  the  annual  statement  of  the  Manhattan 
Life  Insurance  Company,  issued  December  31,  1905,  shows  that 
its  loans  on  real  estate  amounted  to  .$7,112,510.  This  was  117 
per  cent,  larger  than  the  amount  invested  by  the  company  in 
stocks  and  bonds,  which  was  $3,269,341. 

The  Metropolitan  Life  Insurance  Company  on  the  same  day 
had  $38,002,610  in  bonds  and  mortgages  on  real  estate,  a  pro- 
portion of  only  49  per  cent  of  the  amount  invested  by  It  in 
stocks  and  bonds,  which  was  $79,029,477. 

The  Equitable  Life  had  $86,.530,982  invested  In  real  estate 
mortgages,  being  only  35  per  cent,  of  the  amount  invested  in 
stocks  and  bonds,  which  was  $243,706,85'5. 

The  Mutual  Life  Insurance  Company  had  $109,771,163  In- 
vested in  real  estate  mortgages,  or  41  per  cent,  of  the  amount 
Invested  in  stocks  and  bonds,  which  was  $265,301,867. 

The  New  York  Life  Insurance  Company  had  but  $25,586,644 
Invested  in  real  estate  mortgages,  showing  the  remarkably  low 
figure  of  only  about  8  per  cent,  of  the  amount  Invested  in  stocks 
and  bonds,  which  was  $317,996,895. 

Taking  the  proportion  of  the  real  estate  mortgages  owned  by 
these  five  companies  on  December  31,  1905,  as  compared  with 
Iheir  assets,  the  contrast  is  even  more  glaring. 

The  Manhattan  Life  Insurance  Company  had  37  per  cent,  of 
Its  assets  (which  were  $18,751,868)  in  real  estate  mortgages. 

The  Metropolitan  Life  had  25  per  cent,  of  its  assets  (which 
were  $151,063,477)  in  real  estate  mortgages. 

The  Mutual  Life  had  23  per  cent,  of  its  assets  (which  were 
':$470,801.165)  in  real  estate  mortgages. 

The  Equitable  Life  had  25  per  cent,  of  its  assets  (which  were 
,$420,973,750)   in  real  estate  mortgages. 

The  New  York  Life  had  the  extraordinarily  low  figure  of  less 
than  0  per  cent,  of  its  assets  (which  were  $435,820,359)  in  real 
estate  mortgages. 

Hence,  the  smallest  lender,  proportionate,  on  real  estate  ap- 
pears to  be  the  New  York  Life  Insurance  Company,  whicli 
suffered  so  severely  from   the  Armstrong  investigation. 

"It  would  seem,"  said  a  broker  who  has  been  loaning  money  on 
jmortgages  tor  over  twenty  years,  "as  though  all  the  insurance 


companies,  instead  of  using  their  money  so  considerably  in  Wall 
Street  securities  would,  after  the  exposures  of  the  insurance  in- 
vestigation, have  placed  larger  sums  of  money  than  formerly 
in  real  estate,  which  in  the  end  means  larger  profits  for  their 
policy  holders  than  can  be  secured  in  railroad  bands  and 
municipal  and  government  securities,  but  this  does  not  seem 
to  be  the  case  with  all  the  above  named  companies." 

PRESIDENT    PAUL    MORTON    SPEAKS    FOR    THE 
EQUITABLE  LIFE. 

Mr.  Paul  Morton,  President  of  the  Equitable  Life  Assurance 
Society,  when  seen,  said:  "We  ha\'e  increased  our  loans  on  real 
estate  In  the  last  year  and  a  half  by  over  $10,000,000." 

"But  these  are  said  to  have  been  mostly  large  loans,"  suggested 
the  reporter. 

"Well,"  said  Mr.  Morton,  "we  cannot  help  that.  We  are  ready 
to  entertain  all  loans  on  approved  real  estate  that  may  be 
presented  to  us,  and  we  will  loan  60  per  cent,  on  our  appraised 
valuations." 

A  director  of  the  society  when  seen,  said:  "We  are  putting 
more  money  in  real  estate  mortgages  now  than  we  have  done 
for  a  number  of  years.  I  think  the  company  would  be  perfectly 
safe  in  loaning  up  to  66  per  cent.,  that  is,  about  two-thirds  of 
the  value  of  property.  I  look  upon  real  estate  as  being  the  best 
security  that  we  can  get  and  it  gives  our  policy  holders  probably 
an  average  of  one  per  cent,  more  profit  on  our  Investments  than 
we  secure  through  money  placed  in  railroad  and  other  personal 
property." 

An  official  of  the  Equitable,  who  declined  to  have  his  name 
mentioned,  said:  "We  are  ready  and  anxious  to  make  loans  on 
real  estate.  Since  the  new  management  we  have  put  out  lots 
of  money  on  real  estate.  We  have  applications  from  builders 
from  time  to  time,  but  they  want  loans  as  high  as  90  per  cent, 
on  what  the  land  and  buildings  has  cost  them.  Of  cour.se,  we 
cannot  be  expected  to  make  loans  of  that  kind.  We  will  make 
loans  amounting  to  about  two-thirds  of  the  valuation,  as  valued 
by  our  appraisers,  and  we  think  that  Is  fair." 

PRESIDENT  PEABODY  SAYS  THE  MUTUAL  HAS  NOT 
REFUSED  WORTHY   LOANS. 

Mr.  Charles  A.  Peabody,  the  new  and  able  President  of  the 
Mutual  Life  Insurance  Company,  represents  one  of  the  great 
Astor  estates,  and  is  inherently  a  friend  of  the  realty  interests. 
Wliatever  policy  the  Mutual  Life  pursued  before  his  selection 
for  the  presidency,  has  not  affected  his  favorable  disposition 
towards  real  estate  mortgages  since  his  advent. 

"We  have  taken  almost  $10,000,000  of  real  e.?tate  mortgages 
this  year,"  he  said,  "and  our  policy  is  to  increase  this  amount 
from  time  to  time.  We  are  loaning  at  4%  and  5  per  cent.  We 
shall  be  only  too  glad  to  receive  applications,  whether  they  be 
for  hundreds  of  thousands  or  tens  of  thousands — office  buildings, 
residences,  flats  or  tenements.  We  have  not  refused  any  loans 
that  have  been  offered  us  that  are  worthy  of  acceptance,  from 
either  large  or  small  borrowers.  Of  course,  there  are  people 
who  want  as  high  as  80  per  cent,  on  the  fairly  appraised  value 
of  their  property,  and  they  must  not  be  disappointed  If  their 
applications  are  refused,  or  if  we  offer  them  two-thirds  of 
the  value.  We  are  not  allowed  by  law  to  loan  over  two-thirds 
the  value.  We  have  loaned  some  $2,000,000  within  the  past 
few  weeks.  Of  course  it  is  our  duty  to  our  policy  holders  to  get 
the  best  rates  for  our  money,  and  when  we  can  buy  first-clasg 
railroad  bonds,  as  has  been  the  case  for  many  months  past, 
on  a  basis  of  4'/4  per  cent,  and  more,  we  would  be  false  to  our 
duty  not  to  take  advantage  of  such  purchases.  But  borrowers 
on  real  estate  can  come  to  us  with  perfect  confidence  that  they 
will  receive  fair  and  courteous  consideration." 

VICE-PRESIDENT  KINGSLEY  SEES  NO  DISPOSITION  TO 
"SHUT  DOWN.   " 

Mr.  Alexander  E.  Orr,  President  of  the  New  York  Life  In- 
surance Company,  being  engaged,  Mr.  D.  P.  KIngsley,  the  Vice- 
President,  said: 

"We  have  increased  our  loans  on  real  estate  this  year  by 
over  $9,000,000.  We  are  loaning  at  4%  and  5  per  cent.  We  are 
glad  to  get  good  real  estate  loans." 

He  denied  that  there  was  any  disposition  to  "shut  down" 
on  real  estate  to  the  advantage  of  railroad  securities. 

Mr.  KIngsley  has  been  Vice-President  for  a  number  of  years. 
During  the  year  1905  the  New  York  Life  increased  Its  invest- 
ments in  real  estate  mortgages  from  $23,.595.105  to  $25,586,644. 
that  is  $1,991,539,  while  it  increased  Its  investments  In  railroad 
and  other  bonds  from  $287,062,384  to  $317,996,895,  namely, 
$30,934,491,  a  difference  against  real  estate  of  1,553  per  cent. 
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The  Mutual  Benefit  Ufe  Insurance  Company,  of  Newark,  a 
New  Jersey  corporation,  stands  in  strong  contrast  to  ttie  New 
York  Life  Insurance  Company.  It  is  a  fact  well  known  among 
insurance  men  that  the  Mutual  Benefit,  besides  being  one  of 
the  oldest,  is  one  of  the  strongest  and  most  conservative  of  tlae 
life  Insurance  companies,  and  that  its  policy  holders  receive 
greater  benefits,  pro  rata,  than,  so  it  is  said,  any  of  the  New 
York  City  companies.  The  Mutual  Benefit  has  been  able  to 
do  this  because  it  has  always  given  preference  to  real  estate 
mortgages,  on  which  its  losses  have  been  practically  nil,  and 
on  which  its  interest  has  averaged  higher  than  on  personalty; 
whereas  the  New  York  Life  Insurance  Company  has  given 
its  preference  to  railroad  securities,  which  are  subject  in  times 
like  the  Baring  panic  and  in  periods  of  business  depression 
to  considerable  loss.  The  Mutual  Benefit  has  nearly  $50,000,000  . 
In  real  estate  mortgages,  as  against  less  than  $30,000,000  in  rail- 
road and  government  bonds,  being  a  proportion  of  166  per 
cent.  In  favor  of  real  estate  as  against  but  8  per  cent,  in  the 
case  of  the  New  York  Life.  The  Mutual  Benefit  has  45  per 
cent,  of  its  assets  in  real  estate  mortgages,  whereas  the  New 
York  Life  has  less  than  6  per  cent.  To  equalize  its  real  estate 
mortgages,  as  compared  with  the  Mutual  Benefit,  it  should 
put  out  some  $138,000,000  more  than  it  had  in  real  estate 
mortgages  on  October  31,  1906. 

PRESIDENT  STOKES'S  STATEMENT. 
"Our  annual  report,"  said  Mr.  Henry  B.  Stokes,  President 
of  the  Manhattan  Life  Insurance  Company,"  speaks  for  Itself. 
We  are  a  small  company  compared  with  some  of  our  com- 
petitors, but  we  carry  over  $7,000,000  on  real  estate  mortgages, 
as  against  some  $3,000,000  on  stocks  and  bonds,  which  shows  a 
preponderating  selection  in  favor  of  the  former.  "We  rarely 
call  our  loans,  and  we  have  etacmtamofwiwynpnwofamttarow 
preponderating  selection  in  favor  of  the  former.  We  never 
call  our  loans,  and  we  have  never  raised  tlie  rate  of  interest 
on  our  mortgages  above  five  per  cent.  It  has  been  our  practice 
always  to  mark  our  mortgages  down  or  up  in  accordance  with 
the  market.  The  investment  on  bond  and  mortgage  is  a  pre- 
ferred asset  of  this  company's." 

PRESIDENT  HEGEMAN  SAYS  THE  METROPOLITAN  LIFE 
HAS  BEEN  LIBERAL. 
Mr.  John  R.  Hegeman,  President  of  the  Metropolitan  Life  In- 
surance Company,  said:  "We  have  been  more  liberal  In  the 
matter  of  mortgage  loanfe  on  New  York  City  real  estate  than 
probably  any  other  company.  We  consider  real  estate  in  this 
city  the  safest  security  in  the  world  on  which  to  place  our 
mortgages.  We  prefer  real  estate  mortgages  to  bonds,  and  the 
records  show  that  we  are  doing  everything  we  can  to  encourage 
real  estate.  We  loan  from  60  to  66  per  cent,  on  the  appraised 
value  of  the  properties  presented  to  us." 

Mr.  Fred.  H.'  Ecker,  Treasurer  of  the  Metropolitan  Life, 
said:  "Real  estate  mortgages  are  our  favorite  investment. 
We  are  constantly  adding  to  them.  We  loan  about  two-thirds 
of  the  value  of  property.  We  appraise  conscientiously  with  a 
view  to  our  own  safety  as  well  as  in  a  sense  of  fairness  to  the 
borrower.  We  are  now  pretty  well  loaned  up  and  have  probably 
placed  on  bond  and  mortgage  during  the  year  of  1906  something 
like  the  sum  of  twenty-four  million  dollars.  We  rarely  If  ever 
call  in  our  loans,  and  when  we  do  so  it  is  for  cause  only.  It  is 
our  custom  to  extend  loans  on  maturity  so  that  once  placed 
with  us  our  loans  are  generally  continued.  Our  company  has 
an  established  policy,  which  is,  that  our  investments  shall  be 
divided  nearly  equally  between  real  estate  and  railroad  and 
other  bonds.  At  present  we  are  favoring  real  estate,  because 
we  can  secure  a  better  rate  of  interest  than  for  bonds.  If  the 
conditions  were  reversed  we  would  probably  put  more  in  personal 
than  in  real  estate.  We  have  contracted  for  between  twenty- 
five  and  thirty  millions  of  dollars  in  real  estate  loans  at  rates 
of  interest  varying  from  5  to  6  per  cent." 

"Do  I  understand  that  you  are  getting  6  per  cent,  on  some 
real  estate  mortgages?" 

"Yes,  on  straight  mortgages,  and  on  building  loans.  We 
have  made  a  point  of  aiding  building  operations  and  have 
found  this  profitable,  and  on  these  operations  we  get 
6  per  cent,  interest,  which  has  been  the  market  interest  on 
such  loans  for  many  years  past  among  private  individuals  as 
well  as  institutions.  The  borrowers  are  glad  to  pay  6  per  cent, 
temporarily  until  their  buildings  are  completed.  Then,  if  they 
wish  to  retain  the  loans  with  us,  we  have  reduced  the  rate  to  5 
per  cent.,  but  in  many  instances  they  secure  their  permanent 
loans  elsewhere,  pay  them  off  and  frequently  get  their  money  at 
4%  per  cent.,  and  in  previous  years  as  low  as  4  per  cent.  We 
are  thus  performing  an  important  function  in  building  up  the 
city,  with  profit  to  ourselves  and  advantage  to  the  builders, 
and  we  think  that  this  class  of  loan  should  be  popular  with 
the  insurance  companies  and  others.  We  believe  our  action  has 
been  helpful  in  many  cases,  but  we  do  not  seek  any  credit  for 
it.  One  of  our  loans  was  of  $5,000,000  on  the  New  Plaza  Hotel 
and  anofher  of  $5,000,000  on  the  Broadway-Cortlandt  otRce 
building.  On  expiring  mortgages  we  have  not  raised  our  rates 
of  interest  excepting  in  some  cases  from  4i/4  to  5  per  cent.,  as 
we  are  ordinaril.v  a  5  per  cent,  institution.  It  is  of  the  greatest 
importance  at  this  time  to  help  real  estate  along,  and  we  are  as 
much  interested  to-day  in  sustaining  values  by  legitimate  loans 
as  we  are  in  making  profitable  investments  for  our  institutions." 


PRESIDENT    CHARLES    T.    BARNEY'S   VIEWS. 
Mr.  Charles  T.  Barney,  President  of  the  Knickerbocker  Trust 
Company,   whose  large  interests  In  real  estate  are  well  known, 
said: 

"With  the  savings  banks  all  drawn  down  to  their  loaning 
limit,  and  most  of  the  insurance  companies  practically  stopping 
loans,  the  situation,  from  my  point  of  view.  Is  very  serious.  It 
has  come  to  the  point  where  a  very  large  group  of  men  In  the 
community  have  no  credit,  although  they  have  i>erfectly  good 
security  to  offer.  Builders  cannot  procure  permanent  loans,  and 
a  great  many  enterprises,  to  my  knowledge,  have  been  stopped 
on  account  of  the  inability  of  those  who  desire  to  build,  both 
capitalists  and  builders,  to  secure  promises  of  building  loans. 
The  result  is,  indirectly,  to  the  detriment  of  the  people  at  large, 
for  it  cuts  down  the  number  of  apartments  and  other  buildings 
that  might  otherwise  be  erected,  and  thus,  by  diminishing  the 
supply,  increases  rents.  The  unpopularity  of  the  Insurance  com- 
panies with  a  large  class  of  men  in  real  estate,  both  rich  and 
poor,  is  due  to  the  practical  shutting  down  of  loans  by  most  of 
the  institutions  during  the  last  three  or  four  years.  A  large 
class  of  men  who  are  not  gamblers,  but  who  are  dealing  In  or 
erecting  a  necessary  commodity,  are  practically  without  credit 
in  consequence. 

"I  think  it  is  time  for  the  savings  banks,  where  permitted, 
to  let  as  much  of  their  funds  go  into  real  estate  loans  as  pos- 
sible, even  if  they  have  to  sell  some  of  their  less  profitable 
stocks  and  bonds.  The  loans  offered  to-day  in  real  estate  form 
unusually  good  security.  Many  can  be  put  out  at  from  4% 
to  5  per  cent,  for  the  period  of  three  years  or  more,  thus  se- 
curing to  these  institutions  a  high  rate  of  interest  for  that 
length  of  time.  A  year  or  two  hence  they  will  only  be  too 
glad  to  loan  money  at  4  per  cent.,  as  was  the  case  a  year  or 
two  ago.  It  would  be  a  far-sighted  policy  to  do  this  and  prove 
very  profitable  in  the  end. 

"The  dry  goods  merchant,  the  store  keeper,  the  contractor  or 
the  business  man  goes  to  his  bank  when  he  requires  credit,  but 
the  real  estate  man  is  placed  in  a  different  position.  He  has  to 
rely  upon  the  loans  made  to  him  by  savings  banks,  trust  com- 
panies and  insurance  companies.  I  am  a  director  in  a  savings 
institution,  and  I  some  time  ago  recommended  to  our  people  that 
the  surplus  of  $10,000,000  or  more  we  had  on  hand  be  put  In 
real  estate  mortgages.  This  has  been  done  and  is  still  being 
done  witli  great  profit  to  our  bank." 

EX-COMPTROLLER  RICHARDS  OF  THE  MUTUAL 
LIFE    ON    THE    SITUATION. 
Mr.    W.    W.    Richards,    for   many   years    well    known    aa    the 
Comptroller   of   the   Mutual   Life,    and   now   head   of   the   Real 
Estate  Department  of  that  institution,  said: 

"We  have  loaned  more  money  on  real  estate  during  the  last 
year  than  usual,  and  this  year  we  have  increased  our  mort- 
gage loans  by  about  $10,000,000.  This  is  the  largest  Increase 
in  the  same  period  that  we  have  made  for  years.  Our  charter 
permits  us  to  loan  to  the  extent  of  66  per  cent,  of  the  valu- 
ation. Our  Real  Estate  Committee  scrutinizes  all  loans,  and  usu- 
ally cuts  down  the  loan  to  a  lower  limit.  We  make  it  a  point 
to  make  our  loans  where  a  large  part  of  the  security  is  in  land 
somewhat  more  liberal  than  when  it  is  in  the  building,  because 
the  land  generally  appreciates,  whereas  the  building  depreciates. 
We  give  the  preference  to  business  property  first,  residences  next. 
In  tlie  old  times  mortgages  were  made  for  one  year,  and  were 
continued  thereafter  as  long  as  taxes  and  interest  were  promptly 
paid  and  security  remained  intact.  Of  late  years  we  are  making 
three-year  and  five-year  loans." 

"There  seems  to  be  considerable  complaint,"  ventured  the 
enquirer,  "among  brokers  and  builders  that  the  appraisals  of 
the  insurance  companies  are  based  on  about  50  to  55  per  cent, 
of  what  may  be  termed  fair  valuations.  Why,  if  In  Wall  Street, 
a  margin  of  10  to  20  per  cent,  is  required,  should  loans  on  real 
estate  not  be  made  to  the  full  limit  of  66  per  cent,  of  a  liberal 
valuation,  a  margin  of  34  per  cent?" 

"Speaking  for  myself,  and  not  as  an  official  of  this  company," 
said  Mr.  Richards,  "I  would  say  that  if  a  right  selection  of 
real  estate  is  made,  a  loan  of  70  per  cent,  would  be  perfectly 
safe,  and  I  would  go  so  far  as  to  say  that  with  very  choice 
property,  in  sections  wliere  land  is  bound  to  appreciate  in  value, 
a  loan  of  80  per  cent,  would  be  safe.  I  can  see  no  reason  why 
stocks,  that  have  a  violently  fluctuating  value  at  times,  should 
secure  larger  loans  than  New  York  real  estate,  which  rarely 
fluctuates,  but  as  a  general  rule  increases  in  value,  thus  making 
a  more  certain  and  more  solid  security  than  stocks." 

THE    EXPERIENCE    OF    AN    IMPORTANT    MORTGAGE 
BROKER. 
A  member  of  a  prominent  real  estate  mortgage  firm,  who  de- 
clined to  have  his  name  mentioned,  said: 

"The  market  has  been  a  trifle  easier  lately,  but  money  Is  still 
hard  to  secure.  All  the  title  insurance  companies  have  loaned 
to  their  limit,  as  they  are  unable  to  readily  dispose  of  their 
mortgages,  owing  to  the  present  high  rates  for  money  ruling 
in  Wall  Street.  Some  of  the  savings  banks  are  raising  their 
rate  to  5  per  cent.,  yet  we  have  alwa>-s  been  led  to  believe 
that  a  60  per  cent  loan,  which  is  their  limit  by  law,  would  be 
well  repaid  by  receiving  4  to  414  Per  cent.  Many  of  the  savings 
banks  have  not  changed  their  old  rate  of  4  to  4%  per  cent,  on 
some  loans,  as  their  securities  have  increased  in  value,  so  that 
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these  loans  range  from  30  to  45  per  cent,  of  the  value.  The 
trouble  is  that  there  is  not  enough  money  to  go  around.  With- 
drawals from  the  east  side  savings  banks  have  been  unusually 
large,  and  enquiry  as  to  the  reason  for  this  shows  that  a  good 
deal  of  the  money  Is  going  into  lots  on  Long  Island  and  in  the 
Bronx.  Thousands  of  applications  come  in  to  us,  and  we  have 
applied  in  a  great  many  instances  to  the  Insurance  companies, 
but  do  not  seem  to  be  successful  in  placing  loans  with  them." 

"How  many  loans  have  you  placed  in  the  last  year  with  the 
life  Insurance  companies  out  of  all  the  applications  you  Tiave 
made?"  asked  the  reporter. 

The  reply  came  after  an  investigation  of  the  books  as  follows: 
"We  have  placed  one  loan  with  one  of  the  insurance  companies, 
and  that  was  about  a  year  ago — an  amount  involving  about 
$500,000." 

A  large  capitalist  was  seen,  who  said:  "I  had  intended 
building  an  apartment  house  to  cost  about  $1,000,000,  and  it 
had  been  my  intention  to  secure  a  temporary  loan  of  $500,000 
for  the  purpose  of  erecting  this  structure.  I  find  that  the  rate 
of  interest  required,  and  the  expenses  involved  in  securing  tliis 
loan  are  so  large  that  for  the  present  I  have  shut  down  on  fhe 
enterprise,  and  shall  continue  to  do  so  until  money  rates  are 
easier.  I  have  heard  of  others  who  are  taking  the  same 
position." 

VIEWS    OF    OTHER    PROMINENT   BROKERS. 

Mr.  Charles  S.  Brown,  of  Messrs.  Douglas  Robinson,  Chas.  S. 
Brown  &  Co.,  who  is  a  trustee  of  the  Mutual  Life  Insurance 
Company,  and  on  its  Bond  and  Mortgage  Committee,  said:  "1 
can  speak  for  the  Mutual  Life  when  I  say  that  I  know  they 
are  making  more  loans  on  real  estate  now  than  they  have  in 
the  past,  and  I  believe  there  is  a  similar  disposition  in  the  New 
York  Life.  I  think  that  in  the  last  six  to  nine  months  the 
three  big  insurance  companies  have  changed  their  policy  in  the 
matter  of  making  loans  on  real  estate.  Certainly,  as  far  as  X 
am  concerned,  I  shall  try  to  get  the  Mutual  Life  to  increase 
their  mortgage  loans  on  realty.  Now  that  the  law  compels  the 
sale  of  stocks  held  by  insurance  companies  during  the  next 
five  years,  I  look  forward  with  great  confidence  to  a  large 
part  of  the  proceeds  of  the  sale  of  tlieir  stocks  going  into  real 
esate  mortgages.  These  mortgages  certainly  form  a  stable  se- 
curity, one  that  does  not  fluctuate  with  financial  conditions,  and 
they  will  undoubtedly  in  the  future,  as  they  have  in  the  past, 
be  a  more  profitable  investment  for  banks,  trust  and  insur- 
ance companies  in  the  long  run,  than  government,  railroad  and 
municipal  bonds.  I  need  not  say  that  I  am  heartily  in  favor 
of  all  insurance  companies  considerably  increasing  their  loans 
on  real  estate." 

Mr.  George  R.  Read,  of  the  well  known  firm  of  George  R. 
Read  &  Co.,  said:  "I  have  found  that  the  life  insurance  com- 
panies are  very  willing  to  make  loans  on  real  estate.  We  have 
placed  more  loans  during  the  last  twelve  months  on  real  estate 
than  we  have  placed  in  any  year  in  the  whole  history  of  our 
firm,  most  of  them  being  with  the  life  insurance  companies. 
The  rates  of  interest  are,  of  course,  somewhat  higher  than  in 
previous  years — 4%  and  5  per  cent." 

"Do  you  not,  as  a  policyholder,  think  tliat  it  would  be  to  the 
interest  of  policyholders  in  the  life  insurance  companies  If  they 
increased  their  mortgage  loans,  owing  to  the  higher  average 
rates  of  interest  prevailing  on  real  estate?"  asked  the  inter- 
viewer. 

"I  undoubtedly  do,"  was  Mr.  Read's  reply.  "I  will  go  further 
and  say  that  I  think  it  would  be  wise  and  profitable,  not  only 
for  life  insurance  companies,  but  also  for  other  institutions,  as 
well  as  trustees  and  executors,  to  place  a  large  portion  of  their 
funds  in  real  estate  mortgages,  first,  because  they  are  a  non- 
fluctuating  and  certain  security,  provided  a  proper  selection  of 
property  is  made  and  a  safe  amount  loaned;  and,  second,  be- 
cause they  provide  a  hig-her  rate  of  interest  for  the  mortgagee." 

Richard  M.  Montgomery  said:  "The  question  of  where  the  real 
estate  dealer  and  the  builder  are  to  procure  mortgage  money 
to  carry  on  business  operations  is  becoming  very  serious.  The 
title  companies  have  taken  mortgages  and  have  been  disap- 
pointed in  not  being  able  to  dispose  of  them,  and,  therefore, 
are  out  of  the  market  as  buyers  until  such  time  as  they  can 
find  an  outlet  for  the  mortgages  they  have  on  hand.  The  large 
Insurance  companies,  who  until  some  four  years  ago  loaned 
large  sums  on  bond  and  mortgage  and  made  it  possible  for 
real  estate  dealers  to  carry  on  their  operations  successsfully, 
have,  during  this  period,  put  out  but  a  very  limited  amount 
of  their  surplus  funds  on  mortgages.  About  1902  It  became 
the  fashion  of  insurance  companies  to  employ  their  funds  in 
syndicate  operations  and  the  purchase  of  personal  property,  that 
is,  stocks  and  bonds.  The  decline  which  followed  in  the  value  of 
such  assets  was  viewed  with  considerable  concern  by  the  mem- 
bers of  the  various  finance  committees  and  the  trustees  of 
these  institutions.  While  the  mortgages  they  held  subsequent 
to  1902  were  worth  almost  their  face  value,  many  of  their 
underwriting  securities,  and  nearly  all  of  their  stock  and  bonds, 
had  declined  In  value.  The  experience  of  that  period  should 
prove  a  warning  to  them,  but  it  would  seem,  from  the  reluctance 
with  which  they  are  evidently  now  willing  to  Invest  their 
surplus  funds  in  mortgages,  that  the  effect  of  the  depression 
of  1902  upon  their  securities  known  as  'personal  property'  has 


been  quite  forgotten.  The  Insurance  companies  stand  to  the 
real  estate  dealer  very  much  the  same  as  the  banks  stand  to 
the  merchant.  Tlie  merchant  must  have  facilities  for  discount- 
ing his  paper  or  he  will  come  to  grief;  the  real  estate  dealer 
must  have  facilities  for  borrowing  upon  real  estate  or  he  will 
come  to  grief.  Inasmuch  as  a  large  percentage  of  the  policy 
holders  are  directly  or  indirectly  interested  in  real  estate,  any 
Mberal  policy  on  the  part  of  the  companies  in  putting  out 
money  on  mortgages  would  meet  with  their  approval.  I  thln]c 
the  future  maintenance  of  values  and  the  prosperity  of  real 
estate  in  this  city  depends  upon  whether  the  Insurance  com- 
panies are  going  to  make  it  possible  for  real  estate  men  to  get 
reasonable  loans  upon  real  estate,  or  whether  they  are  going 
to  withhold  their  funds  from  the  mortgage  market  and  uaiB 
them  in  other  channels." 


The  Record  and  Guide  would  be  pleased  to  hear  from  any  of 
its  readers  on  the  above  subject,  in  the  hope  of  some  good 
coming  from  a  free  and  open  discussion. 


Savings  Banks  Increasing  Interest. 

The  following  letter  appeared  in  the  New  York  Times  a  few 
days  ago: 
To  the  Editor  of  the  New  York  Times: 

The  Seamen's  Savings  Bank,  the  West  Side  Savings  Bank 
and  others  have  raised  the  rate  of  interest  on  their  loans  on 
real  estate  to  5  per  cent.,  whereas  only  a  year  or  two  ago  and 
for  many  years  previous  the  ruling  rate  with  savings  banks 
was  4  per  cent,  and  at  times  4%. 

To  make  matters  worse,  these  banks  Lssue  notices  to  their 
mortgagees  within  a  few  weeks  of  the  maturity  of  mortgages, 
thus  causing  considerable  hardship  in  most  cases,  for  there  is 
a  tight  money  market  temporarily,  and  mortgagees  are  com- 
pelled to  pay  the  higher  rate  of  interest,  being  unable  to  replace 
their  loans,  and  where  able  to  do  so,  being  compelled  to  pay 
legal  charges  and  commissions  so  steep  as  to  make  a  change 
equivalent  to  a  rise  of  the  half  of  1  per  cent,  demanded. 

Is  it  fair  or  honorable  for  savings  banks  to  squeeze  their 
customers  in  hard  money  times?  Will  they  not  eventually  de- 
feat their  own  objects,  and  be  hoist  with  their  own  petard? 
Borrowers  will  harbor  the  injustice,  beyond  a  doubt,  and  when 
money  gets  cheaper  will  inevitably  pay  off  their  mortgages 
and  get  them  renewed  elsewhere  where  money  is  oifered  at  a 
lower  figure.  a  SUFFERER. 


A  Drawback  to  the  Bronx. 

Many  rumors  have  been  advanced  as  to  why  the  Interborough 
Rapid  Transit  Company  fails  to  operate  its  road  intersecting 
the  2d  and  3d  av  lines,   near  150th  st. 

The  incjnvenience  experienced  by  weary  travelers  when  re- 
turning from  their  day's  vocation  at  rush  hours,  with  the  con- 
gestion of  traffic  not  only  in  tlie  cars  themselves,  but  also 
in  the  station  is  very  great.  They  are  compelled  to  file 
in  line  and  wait  their  turn  to  receive  transfers,  and  descend 
to  the  street,  sometimes  through  rain  and  slush,  then  down  two 
more  flights  of  stairs  to  the  subway,  only  to  be  carried  to  the 
elevated  structure  again  to  repeat  the  descent  on  reaching  their 
destination,  or  vice  versa. 

Mr.  Julius  H.  Haas,  the  real  estate  broker  of  149th  st  and 
3d  av,  stated  very  emphatically  this  week  to  a  representative 
•of  the  Record  and  Guide  that  the  Board  of  Rapid  Transit 
Railroad  Commissioners  had  the  power  to  direct  and  order  cars 
run  at  reasonable  intervals  throughout  the  day  and  night  over 
this  unused  structure,  whicli  would  greatly  help  to  relieve  the 
congestion  at  149th  st,  but  that  the  Rapid  Transit  Board  were 
too  considerate  of  the  local  raih-oad  ofilcials. 

He  further  stated  tiiat  it  was  the  Intention  of  his  associa- 
tion to  introduce  a  bill  to  legislate  the  present  Board  of  Rapid 
Transit  Railroad  Commissioners  out  of  ofBce,  and  substitute 
a  new  committee  which  would  contain  a  representative  from 
each  and  every  borough  in  Greater  New  York.  The  Joint  Rapid 
Transit  Committee  of  the  Bronx  Civic  Associations,  of  which 
Mr.  Haas  is  secretary,  has  issued  the  following  statement: 

"The  Joint  Rapid  Transit  Committee  as  a  central  repre- 
sentative body,  working  to  obtain  better  transit  facilities  on 
the  elevated,  subway  and  trolley  lines  in  this  borough,  have 
held  public  meetings,  prepared  and  submitted  plans,  and  con- 
ferred with  railroad  officials,  the  commissioners  of  rapid  tran- 
sit and  State  Railroad  Commissioners  to  that  end. 

"This  work  is  great,  and  of  vital  Importance  to  the  Bronx; 
it  will  take  many  months,  if  not  years,  for  the  committee  to 
complete  its  work.  By  agitation  and  education  some  things 
have  already  been  secured,  notably  through  express  service 
via  subway  to  West  Farms,  and  further  needed  relief  by  third 
tracking  2d  av  and  3d  av  is  in  sight. 

"There  is  necessarily  some  expense  attached  to  all  this.  We 
would  therefore  be  pleased  to  have  business  men  of  the  Bronx 
who  are  and  will  be  directly  benefited  by  our  labors,  contribute 
small,  sums  toward  paying  these  expenses.  Contributions  of 
from  one  to  five  dollars  are  respectfully  solicited.  Due  ac- 
knowledgment will  be  made  therefor." 
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Progress  of  the  U.  S.  Realty  Building. 

(See  Illustrations.) 

The  illustration  (Figure  1)  embraces  the  foundations  of  the 
addition  to  the  Trinity  Building  and  of  the  adjoining  United 
States  Realty  Building.  This  view  is  taken  from  Trinity  place 
looking  east  to  Broadway.  The  broad  platform  shows  the  newly 
located  Thames  street,  which  was  moved  north  from  its  original 
lines  about  2G  ft.  Along  the  left  side  is  Cedar  street,  which 
was  supported  by  the  shoring  braces  shown  from  Broadway  to 
Trinity  place  in  the  foundation  work.  These  braces  remain  in 
their  present  position  until  the  steel  construction  and  walls  of 
the  building  are  sufficiently  advanced  to  permit  of  their  re- 
moval. It  will  be  understood  upon  examining  the  illustration 
that  Temple  street,  wliich  is  seen  on  the  left,  at  Cedar  street, 
has  been  cut  short  to  make  room  for  the  new  building. 

The  work  of  the  Foundation  Company,  which  included  the 
supports   for  the  pillars  of   the  Elevated  Railroad,   as  shown  in 


to  build  on  Travers'  Island.  Work  on  the  structure  will  be 
started  immediately,  and  it  is  expected  to  be  ready  for  occu- 
pancy in  the  spring.  It  will  be  fireproof,  3-stys  in  height,  of 
reinforced  concrete  construction.  The  building  will  occupy  the 
site  of  the  former  structure  which  was  destroyed  by  fire  about 
a  year  ago.  Figures  will  be  received  on  the  general  contract 
in  about  ten  days.  No  contracts  have  been  placed  yet.  The 
estimated  cost  is  about  $12.^,000.  (See  also  issue  of  July  28, 
190G.) 


Ijatest  Iniprovcnients  For  West  42d  St. 

42D  ST.— The  old  4-sty  brick  dwelling,  25x100  ft.  No.  259  West 
42d  St,  will  shortly  be  torn  down  and  a  modern  structure  will 
be  erected  on  the  site.  The  property  was  recently  sold  by  M. 
A.  C.  Levy  to  a  Philadelphia  syndicate.  While  no  plans  have 
>-et  been  drawn,  it  is  stated   that  the  new  owners  intend   to  im- 


FIGURE   1.      READY   FOR 
(Foundation   of    the   U. 

Figure  2,  was  practically  completed  about  the  first  of  October. 
The  masonry  work  of  the  George  A.  Fuller  Company  was  com- 
menced about  the  same  time,  and  the  preparation  for  raising 
the  gigantic  steel  columns  and  girders  for  the  Carnegie  Steel 
Company  may  also  be  seen  on  the  right  of  Figure  1,  where  huge 
derricks  have  been  erected. 


THE    SUPERSTRUCTURE. 
S.    Realty    Building.) 

prove  the  plot,  with  a  loft  and  store,  to  accommodate  the  re- 
quirements of  the  location.  The  property  is  opposite  the  Hack- 
ett   and   American   theaters. 


Proposed  Plans  for  a  Railroad  Terminal  and  Another  Hotel 
Behiiont  Combined. 

The  Record  and  Guide  was  informed  this  week  that  the  prob- 
ability has  become  almost  a  certainty  of  the  New  York,  New 
Haven  &  Hartford  Railroad  Co.  establishing  a  terminal  on  the 
block  site  of  the  old  car  stables,  bounded  by  4th  and  Lexington 
av3,  32d  and  33d  sts.  It  is  stated  on  apparently  very  good 
authority  that  there  is  also  to  be  another  Belmont  hotel  erected, 
either  upon  or  in  the  proximity  of  these  holdings.  The  site 
faces  the  Park  Avenue  Hotel  on  the  west  and  is  on  the  line 
of  the  Pennsylvania  road,  with  which  the  New  Haven  Com- 
pany is  understood  to  have  made  an  arrangement  for  enter- 
ing the  city.  Property  values  in  the  immediate  vicinity  of  these 
contemplated  improvements,  it  is  noticed,  have  advanced  re- 
cently. For  a  parcel,  24.8  ft.  fronting  on  Lexington  av,  between 
32d  and  33d  sts,   it   is   said   $100,000  is  asked. 


A  New  Manufactiu-lng  Plant  for  Brooklyn. 

40TH  ST. — George  Alexander,  general  manager  of  the  Phoenix 
Cork  Co.,  198  Chambers  st,  Manhattan,  has  purchased  for  a 
company  a  plot  of  31  lots  on  40th  st,  between  2d  and  3d  avs, 
Brooklyn,  on  which  a  new  manufacturing  plant  is  to  be  erected. 
The  name  of  the  company  which  is  to  build  and  the  product  to 
be  manufactured  have  not  been  made  public,  but  it  is  learned 
that  plans  for  the  building  will  be  prepared  in  about  three 
months.     Particulars  will  be  given  in  later  issues. 


Abraham   &    Straus's   New   Brooklj-n    Building. 

SCHERMERHORN  ST.— Abraham  &  Straus,  of  420  Fulton  st, 
Brooklyn,  will  begin  at  once  the  erection  of  a  new  fireproof 
mercantile  building,  6-sty,  150x170  ft.  in  size,  to  be  situated  at 
Schermerhorn  and  Livingston  sts,  Brooklyn.  George  L.  Morse, 
303  Washington  st,  Brooklyn,  is  architect,  and  is  now  ready  for 
figures  on  the  general  contract.  No  contracts  have  yet  been 
i&sued. 


Travers'  Island  Clubhouse  Plans. 

W^orking  drawings  are  now  being  prepared  by  Architect  Geo. 
Kramer  Thompson,  GG  Broadway,  for  the  new  athletic  club- 
house, which  the  New  York  Athletic  Club,  58  West  59th  st,  is 


Another  Tlieatro  for  Jersey  City  Heights. 

William  H.  McElfatrick,  1402  Broadway,  New  York,  has  been 
commissioned  to  design  plans  and  specifications  for  a  3-sty 
fireproof  theatre  building,  100x125  ft.,  for  the  Jersey  City 
Amusement  Company,  to  be  erected  at  Jersey  City,  N.  J.  No 
figures   have   J'et   been    taken  or   contracts   awarded. 
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100  ft.   east  of  10th  av, 
302     Broadway,     is     the 


has  on 


Apartments,  Flats  and  Tenements. 

lOTH  AV.— On  the  northeast  corner  of  10th  av  and  26th  st, 
Siegfried  Wittner,  '302  Broadway,  will  erect  two  C-sty,  30- 
family  flats,  37x91  ft.,  to  cost  $00,000.  Moore  &  Landsledel, 
14Sth  St  and  3d  av,   are   making  plans. 

2GTH  ST. — Moore  &  Landsiedel,  148th  st  and  3d  av,  are  pre- 
paring plans  for  a  C-sty,  17-faraily  flat,  25x85.9  ft.,  to  be 
erected  on  the  north  side  of  20th  st, 
to  cost  $25,000.  Siegfried  Wittner, 
owner. 

PULTON  AV.— Harry  T.  Howell,  3d  av  and  149th  st, 
the  boards  plans  for  three  5-sty  apartments  for  Rosa  Altieri,  to 
be  erected  on  the  west  side  of  Fulton  av,  82  ft.  north  of  Wend- 
over  av.  Steam  heat  and  all  improvements;  cost,  $120,000. 
Address  of  owner,  1573  Fulton  av. 

RIVERSIDE  DRIVE. — Plans  are  now  nearing  completion  in 
the  office  of  Schwartz  &  Gros'S,  35  West  21st  st,  for  the  6-sty 
apartment  house,  108.6%xlG3.5i4  ft.,  which  the  Geo.  W.  Levy 
Building  Co.,  2784  Broadway,  will  build  on  the  northeast  cor- 
ner of  Riverside  Drive  and  95th  st,  at  a  cost  of  $300,000.  The 
structure  will  accommodate  40  families,  with  eight  apartments 
on  a  floor.  No  sub-contracts  have  been  awarded.  (See  also 
issue   of  Sept.    1,    1906.) 


Dwellings. 

John  O'Leary,  builder,  of  39  Cortlandt  av,  Bronx,  is  prepar- 
ing plans  for  the  erection  of  several  2-family  dwellings  in  the 
Belmont  section  of  the  Bronx. 

Messrs.  Robins  &  Oakman,  27  East  22d  st,  Manhattan,  are 
architects  for  a  $.50,000  residence,  for  Frank  Wesson,  of  Smith 
&  Wesson,  of  Springfield,  Mass.,  to  be  erected  on  Long  Hill, 
that  city. 


Alterations. 

DOWNING  ST.— Isaac  Rubenstein,  80  West  113th  st,  will 
make  alterations  to  17  Downing  st.  A.  L.  Kehoe,  20G  Broad- 
way,  is   architect. 

8TH  AV. — Louis  Falk,  2785  3d  av,  is  making  plans  for  altera- 
tions to  00O-C02  8th  av,  for  John  D,  AUavan,  501  West  149th 
st.      No   contracts   let. 

54TH  ST. — Marcus  Weil,  321  East  Houston  st,  will  make 
.$4,000  worth  of  alterations  to  327  East  54th  st.  O.  Reissmann, 
30    1st    st,    i'S    planning. 

32D  ST.— Tlve  Stuyvesant  Realty  Co.,  85  Cedar  st.  will  make 
extensive  alterations  to  307  East  32d  st.  Frank  Hausle,  81 
East   125th    st,   is   arcliitect. 

BROOME  ST.— Henry  J.  Feiser,  1.50  Nassau  st,  is  planning 
for  $(!.000  worth  of  alterations  to  G5-07  Broome  st,  for  Floris 
T.   Whittaker,    1087  7th  av.      No   contracts   let. 

2D  AV.— Mrs.  C.  Block,  123  East  54th  st,  will  make  $15,(XI0 
worth  of  alterations  to  690  2d  av.  Geo.  Fred  Pelham,  503  5th 
av,  is  architect.  New  plumbing,  steel  beams,  partitions,  etc. 
No  contracts  let. 

TRINITY  PL. — William  Squire,  729  Green  av,  Brooklyn,  has 
plans  ready  for  $10,000  worth  of  alterations  to  the  G-sty  office 
building,  78  to  SG  Trinity  pi,  for  the  American  Bank  Note  Co., 
on  premises;  1-sty  roof  house,  partitions,  interior  clianges,  etc. 
No  contracts  have  been   awarded   for   the   work. 


Miscellaneous. 

Charles  Volz,  ICO  5th  av,  Manliattan,  is  preparing  plans  for 
a  3-sty  brick  factory,  50x80  ft.,  to  be  erected  at  Perth  Amboy, 
N.    J. 

The  Yonkers  Brewing  Co.,  Yonkers,  N.  Y.,  is  contemplating 
the  erection  of  a  new  storage  building  at  Yonkers,  for  which 
no   architect   has   yet   been   selected. 

Messrs.  Ross  &  McNeil,  39  East  42d  st,  Manhattan,  have  pre- 
pared plans  and  will  receive  bids  for  a  2-sty  and  attic  mause, 
42x46  ft.,  for  the  Dayspring  Presbyterian  Church,  at  Yonkers, 
N.  Y. 

William  Dewsnap,  150  Nassau  st,  Manhattan,  has  prepared 
tentative  plans  for  a  3-sty  brick  Y.  M.  C.  A.  building,  to  be 
erected  at  Stamford,  Conn.,  at  an  estimated  cost  of  $100,000. 
Work  will  not  begin  until  spring. 


Estimates  Receivable. 

WASHINGTON  AV.— Henry  Schug,  972  Washington  av,  will 
erect  on  the  east  side  of  Washington  av,  100  ft.  south  of  lG4th 
st,  a  2-sty  brick  factory,  50x00  ft.,  to  cost  $10,000.  Frank 
Wennemer,  3d  av  and  13Sth  st,   Bronx,   is  architect. 

WILSON  ST.,  BROOKLYN. — R.  Napier  Anderson,  63  5th  av, 
Manhattan,  is  taking  figures  on  alterationB  and  the  erection  of  a 
7-sty,  reinforced  concrete  addition,  40xC0  ft.,  to  the  cold  stor- 
age building  on  Wilson  st,  near  Wythe  av,  Brooklyn,  for  the 
Brooklyn  Cold  Storage  Co. 

54TH  ST. — No  contracts  have  yet  been  awarded  for  the  new 
public  bath,  which  the  city  will  build  In  the  south  side  of  54th 
st,   between  1st  and  2d  avs,   on  a  plot  7.5x99.11   ft.     Fireproof, 


3-stys;  estimated  cost,  $125,000.  Messrs.  Werner  &  Windolph, 
27  West  33d  st,  are   the  architects. 

WATER  ST. — Messrs  Schickel  &  Ditmars,  111  5th  av,  are  still 
taking  bids  on  the  general  contract  for  the  5-sty  fireproof 
school,  50x100  ft.,  which  the  Free  School  for  Crippled  Children, 
26  West  7Gth  st,  will  erect  at  G43-645  Water  st,  at  a  cost  of 
$75,Q00.     Mrs.  Henry  Goldman,  26  West  76th  st,  is  president. 

8TH  AV. — No  sub-contracts  have  been  awarded  for  the  3-sty 
store  and  bowling  alleys,  40x100  ft.,  which  the  Fleischman 
Realty  &  Construction  Co.,  170  Broadway,  owner  and  general 
contractor,  is  to  erect  on  the  southeast  corner  of  8th  av  and 
145th  st,  at  a  cost  of  $30,000.  Brick  and  terra  cotta  exterior, 
plastic  slate  roof,  terra  cotta  coping,  metal  ceilings,  steam  heat, 
etc.     Thomas  W.  Lamb,  224  5th  av,  is  architect. 

BROAD  ST. — Plans  are  ready  for  sub-contractoi-s  for  the  new 
Consolidated  Stock  and  Petroleum  Exchange  Building,  to  be 
erected  on  the  southeast  corner  of  Broad  and  Beaver  sts,  99  2-3x 
12Gy2  ft.,  at  a  cost  of  $250,0000.  Plans  specify  a  structure  4-stya, 
granite  limestone  and  brick  exterior,  stone  cornices,  bluestone 
coping,  tile  and  copper  roof,  steam  heat,  Roebling  system  con- 
crete floors,  etc.  Five  old  buildings  will  be  demolished.  The 
George  A.  Fuller  Co.  is  general  contractor,  but  no  sub-contracts 
have  yet  been  issued.  The  directors  of  the  exchange  are  Ogden 
D.  Budd,  Charles  H.  Van  Buren,  60  Broadway,  and  William  P. 
Eager,  57  Broadway.  Clinton  &  Russell,  32  Nassau  st,  are  the 
architects. 


Contracts  Awarded. 

The  Snow  Steam  Pump  Co.,  114  Liberty  st,  has  received  the 
contract  to  install  two  compound  Corliss  pumps  for  the  city  of 
Orange,  N.  J. 


FIG.  2.  CORNER  UF  THE  FOUNDATION,  SHOWING  THE 
MASONRY  WORK  NECESSARY  TO  SUPPORT  THE  ELEVATED 
RAILROAD  AT  THAT  POINT. 

GTH  AV.— R.  J.  Algie,  7-9  West  e7th  st,  has  received  the  ma- 
son contract  for  improvements  to  794  6th  av,  for  the  Andrews 
estate,  19  West  42d  st,  from  plans  by  E.  Rossbach,  1947  Broad- 
way. 

E.  C.  &  V.  E,  Horn,  1400  Broadway,  Manhattan,  has  received 
the  general  contract  to  erect  a  theater  for  M.  Reis,  of  New  York, 
and  N.  Appel,  of  Reading,  Pa.,  at  Harrisburg,  Pa.,  at  a  cost  of 
$100,000. 

AV  C. — Thomas  D.  Connors,  1123  Broadway,  has  received  the 
contract  for  extensive  alterations  to  the  manufacturing  building. 
No.  190  Av  C,  for  Henry  Goldwater,  811  East  9th  st,  from  plans 
by  George  Keister,  11  W  29th  st. 

STH  ST.— L  Lustgarten,  172  Ludlow  st,  has  received  the  con- 
tract for  $10,000  worth  of  alterations  to  the  4-sty  store  and  loft 
building,  54  East  8th  st,  for  the  Sailors'  Snug  Harbor  Corpora- 
tion, 31  Nassau  st.     C.  Dunne,  210  East  14th  st,  is  architect. 

WEST  ST.— John  C.  Gabler,  64  Cortlandt  st,  has  received 
the  general  contract  to  build  the  1-sty  brick,  stone  stable  build- 
ing, 44x25  ft.,  tar  and  gravel  roof,  for  C.  V.  King,  of  20  5th  av, 
to  be  erected  at  Nos.  508-509  West  st.  Charles  H.  Richter,  68 
Broad  st,  is  architect. 

Bids  Opened. 

Leslie  McHarg  &  Co.,  299  Broadway,  were  low  bidders  for  the 
new  balconies  on  pavilions  A  and  B  of  the  new  Bellevue  Hospital, 
1st  av  and  2Cth  st.     Their  bid  was  $24,300. 


— A  system  of  "records"  is  as  indispensable  in  a  real  estate 
office  as  a  ticker  in  a  broker's.  It  is  a  time  saver  and  money 
maker.  Tlie  Record  and  Guide  offers  a  real  estate  service, 
consisting  of  a  System  of  Units,  covering  the  requirements  of 
everybody — from  the  small  system  of  little  cost  to  the  elaborate 
service  .'ntended  for  banks  and  the  offices  of  the  larger  brokers. 
Scope  of  each  Unit  different;  efllciency  similar.  See  us  about 
your  case.    Will  advise  you.    Drop  postal  to  Record  and  Guide. 
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BUILDING      NOTES 


Cement  Prices  Weakening 


John  D.  Rockefeller  has  made  to  the  American  Baptist  Home 
Mission  Society  a  gift  of  $75,000  toward  the  rebuilding  of  de- 
stroyed Baptist  churches   in   San  Francisco. 

Mayor  McClellan  has  approved  of  an  issue  of  $225,000  cor- 
porate stock,  for  the  Board  of  Health  to  erect  buildings  for  a 
tuberculosis   sanitarium   at   Mount  Hope,   Orange  County,   N.   Y. 

Bridge  Commissioner  Stevenson,  at  a  hearing  before  the  Board 
of  Estimate  and  Apportionment  this  week,  announced  that  the 
new  Blackwell'B  Island  bridge  would  be  ready  for  use  by 
1908. 

The  National  Sculpture  Society  announces  a  memorial  exhibi- 
tion of  the  works  of  the  late  Charles  Albert  Lopez,  from  Tues- 
day, Nov.  13,  until  Saturday,  Nov.  17,  in  the  rooms  of  the  so- 
ciety, 215  West  57th  st. 

Henry  R.  Asserson,  chief  engineer  in  the  sewer  department 
Brooklyn,  has  resigned  after  twenty  years  in  the  city's  service. 

James  H.  Fuerters,  M.  Am.  Soc.  C.  E.,  a  hydraulic  and  sanitary 
engineer,  with  offices  at  No.  1-10  Nassau  street,  has  been  ap- 
pointed a  member  of  the  Metropolitan  Sewerage  Commission 
by  Mayor  McClellan. 

Frank  Orr,  sales  manager  of  the  Reliance  Bali-Bearing  Door 
Hanger  Co.,  has  just  obtained  the  largest  single  order  for  door- 
hangers  ever  given  out.  The  order  amounts  to  more  than 
$7,000,  and  is  for  96  double-speed  and  124  double-gear  elevator 
door-hangers  for  the  Plaza  Hotel,  besides  several  smaller  hang- 
ers for  interior  sliding  doors,  etc.,  for  the  same  building,  of 
which  H.  J.  Hardenbergh  is  architect.  The  order  also  embraces 
several  new  Reliance  barlocks  which  are  being  specified  daily 
for  neat  and  careful  work. 

Mr.  W.  H.  Gill,  formerly  of  the  firm  of  Robinson  Gill  &  Sons, 
who  for  many  years  was  one  of  the  most  prominent  cut  stone 
contractors  of  this  city,  but  who  retired  from  the  business  in 
1902,  has  recently  connected  himself  with  the  H.  P.  Binswanger 
Co.,  of  3  West  29th  st.  This  Arm  has  been  identified  with  the 
stone  trade  during  the  past  22  years  as  well  as  of  Indiana  lime 
stone,  besides  being  importers  and  dealers  in  various  other  kinds 
of  building  stones.  Mr.  H.  P.  Binswanger,  president  of  the  com- 
pany, has  lately  returned  from  a  Western  trip,  having  gone  to 
Indiana  to  arrange  for  the  southern  agency  of  a  prominent 
quarry  that  promises  to  become  quite  a  factor  in  the  trade  next 
season. 


Condemnation  Proceedings  for  Bridge  Approach. 

Blackwell's  Island  Bridge  is  expected  to  be  completed  and 
In  operation  in  1908.  It  is  now  estimated  ttjt  the  total  cost 
for  the  structure,  including  leal  estate,  -wUl  not  exceed  $15,- 
000,000.  The  present  plans  are  to  have  the  Manhattan  ap- 
proach begin  at  2d  av,  between  59th  and  60th  sts.  It  was 
learned  from  Mr.  Jos.  M.  Schenck,  who  is  acting  as  secretary 
to  the  commissioners  who  were  appointed  to  obtain  proof  of 
the  values  of  properties  which  have  been  duly  selected  for 
bridge  purposes  accoi-ding  to  law,  that  this  body  is  holding 
meetings  every  Monday  and  Thursday,  and  cases  are  being 
tried  as  fast  as  they  can  be  taken  up.  Individual  parcels  rep- 
resented by  attorneys  are  acted  upon  first.  Walter  B.  Hopping, 
attorney  for  the  Realty  Protective  Co.,  represents  a  number 
of  holdings.  The  properties  involved  at  the  present  time  are 
between  1st  and  2d  avs,  from  59th  to  GOth  sts,  taking  in  the 
entire  square  block;  also  the  block  front  on  the  east  side  of 
1st  av,  running  200  ft.  in  depth.  The  city  has  already  acquired 
title  from  this  line  to  the  river. 

At  the  eastern  end  of  the  bridge  direct  access  to  the  easterly 
portion  of  the  Borough  of  Queens  is  cut  off  by  marsh  land,  a 
big  tract  of  which  is  now  being  improved  by  the  Long  Island 
and  Pennsylvania  railroad  companies,  which  are  sinking  tracks, 
also  constructing  large  car  yards  for  their  rolling  stock.  A 
viaduct  Is  planned  to  span  these  premises  in  order  to  maintain 
a  straight  road  leading  to  and  from  the  bridge.  As  regards 
this  approach,  it  is  feared  that  considerable  time  will  be  taken 
up  in  litigation  between  representatives  of  the  people  and  rail- 
roads, as' the  latter  object  to  paying  any  part  of  the  cost  for 
the  construction  and  opening  of  this  thoroughfare. 


THE  TRADE  PEELS  THE  EFFECT  OF  TIGHT  MONET. 

When  asked  for  his  views  on  the  present  market,  Mr.  W.  P. 
Corbett,  the  general  manager  of  the  American  Alsen  Portland 
Cement  Works,   45  Broadway,  said: 

"We  can  only  say  that  we  are  at  a  loss  to  find  any  legitimate 
reason  for  the  unfortunate  weakening  in  prices  during  this 
season,  which  is  a  very  busy  time  in  the  cement  Industry.  Rec- 
ords show  that  there  is  hardly  enough  cement  in  the  Lehigh 
Valley  district  to  warrant  a  properly  cured  article,  and  in  New 
York  State  stocks  are  exceedingly  low.  One  of  the  cement 
companies,  with  an  output  of  one  and  a  half  million  barrels, 
apparently  thought  they  had  more  than  their  proportion  of 
stock  in  the  bins  and  started  a  cut  in  the  market,  which  was 
of  course  immediately  met  by  some  of  the  larger  companies, 
and  prices  at  present  are  about  25c.  per  bbl.  lower  than  the 
maximum  reached  in  September. 

"It  is  to  be  hoped  that  prices  on  cement  will  be  maintained 
on  a  more  even  basis  In  the  future  than  in  the  past,  as  It 
benefits  alike  the  manufacturer,  the  yard  and  the  consumer. 
The  present  price  at  the  works  is  certainly  none  too  high  for  a 
moderate  profit  for  the  average  mill  in  this  section,  and  while 
prices  have  been  lower,  it  must  not  be  forgotten  that  they 
were  also  at  one  time  about  50%  higher  than  at  present.  Either 
extreme   is   very   bad. 

"It  is  evident  that  the  cement  market  has  proven  in  the 
past  more  of  a  speculation  than  the  stock  market.  Tight  money 
in  New  York  has  seriously  hurt  building  here  temporarily.  Nev- 
ertheless, all  indications  for  next  season  point  to  a  tremendous 
demand,  not  only  in  this  country  but  in  nearly  all  sections 
where  Portland  cement  is  used.  For  a  month  we  have  declined 
all  new  orders  on  German  Alsen  for  any  section,  for  shipment 
prior  to  Jan.  1.  The  inquiries  received  have  shown  that  the 
use  of  cement  in  all  sections  is  increasing  wonderfully,  and 
while  no  other  country  is  increasing  in  the  production  of  cement 
like  the  United  States,  there  seems  no  orospect  at  this  time 
that  it  will  not  all  be  needed  next  year  and  that  mills  can  well 
afford  to  store  a  reasonable  amount  during  the  winter  to  take 
care  of  the  spring  demand." 


For  a  Subway  to  Van  Cortlandt. 

Among  matters  affecting  the  interests  of  residents  of  the  Bronx 
which  came  up  for  consideration  by  the  Board  of  Estimate  and 
Apportionment  at  its  meeting  yesterday  was  a  request  from  the 
Board'  of  Rapid  Transit  Commissioners  for  an  appropriation  of 
$675,000  for  the  purpose  of  providing  means  for  constructing 
an  extension  of  the  rapid  transit  railway  system  from  Broadway 
and  East  230th  street  to  Van  Cortlandt  Park.  The  communica- 
tion was  referred  to  the  Comptroller.  Another  matter  referred 
to  the  Comptroller  was  a  communication  from  the  Property 
Owners'  Association  of  the  Bronx  requesting  a  hearing  on  a  prop- 
osition to  construct  a  bridge  at  East  167th  st  over  the  New  York 
and  Harlem  tracks.  The  Borough  President  called  the  attention 
of  the  board  to  the  necessity  existing  for  the  construction  of  a 
temporary  bridge  over  the  tracks  of  the  New  York  Central  at 
Mott  av. 


How  the  New  Singer  Building  Is  to  be  Anchored  to  the  Earth. 

The  new  Singer  Building,  Broadway,  near  Liberty  st,  Man- 
hattan, is  to  have  an  unusual  interlocking  contrivance  that 
will  brace  the  structure  to  withstand  the  most  severe  storms 
and  hurricanes.  The  new  devices  which  are  being  employed 
for  the  first  time  in  any  structure  were  being  put  in  position 
Thursday  In  the  caisson  piers  which  form  the  foundations. 
Skyscrapers  of  the  ordinary  type  are  not  intended  to  withstand 
any  uplifting  strain.  Their  own  weight  prevents  them  from 
being  disturbed.  The  new  Singer  building  is  to  rise  to  a  height 
exceeding  600  ft.,  and  it  is  to  have  forty-one  or  forty-two  sto- 
ries. The  wind  pressure,  on  account  of  the  structure's  great 
altitude,  will  be  tremendous,  and  for  that  reason  the  building 
is  to  be  literally  tied  to  its  foundations  by  an  ingenious  ar- 
rangement of  steel  rods. 

These  rods  will  be  3%  Inches  in  diameter  and  descend  for 
nearly  50  ft.  into  the  concrete  which  forms  the  caissons  resting 
on  solid  rock  S5  ft.  below  the  curb.  The  rods,  which  are  bolted 
together,  are  in  lengths  of  from  6  to  10  ft.  each,  and  the  devices 
are  put  in  before  the  cement  is  placed  in  the  caisson.  The 
lowest  rod  has  on  the  end  of  it  a  great  anchor  plate,  to  which 
it  Is  secured,  and  on  the  other  end  are  bolted  the  two  rods  of 
the    second    section. 

The  third  section  has  four  steel  rods  bolted  alternately  to 
those  of  the  section  below  and  connected  with  four  rods  above. 
The  four  rods  are  made  to  converge  so  that  they  may  be  car- 
ried through  the  grillage  beams  at  the  top  of  the  caisson  and 
the  iron  base  of  the  column.  They  are  then  run  into  the  hol- 
low column,  which  is  thus  tied  and  built  up  to  the  very  top 
of  the  structure.  The  strength  of  these  rods  is  ample  to  coun- 
teract  the   effect   of   the   most   severe   storms. 

Edward  F.  Kellogg,  of  the  Foundation  Company,  which  is  doing 
the  work,  said  Thursday  that  the  foundations  of  the  Singer 
building  would  cost  twice  as  much  as  those  of  the  largest  sky- 
scrapers which  are  on  an  average  half  its  height,  or  twenty-one 
stories. 


Transformation  of  Another  Private  House  Block. 

The  sale  of  6  West  48th  st,  by  Douglas  Robinson,  Charles  S. 
Brown  &  Co.,  for  Miss  Spence,  to  Edward  L.  Burrill,  who  also 
owns  No.  8,  comprises  a  50-ft.  front.  Columbia  College  originally 
sold  Nos.  4,  6  and  8  unrestricted.  Nos.  1  to  11  West  47th  st  are 
leased  till  1919  and  1921.  From  No.  13  to  69  West  47th  st  (ex- 
cepting Nos.  35  and  41),  also  10  to  70  West  48th  st  have  been 
sold  by  the  same  brokers  with  15  years'  restrictions  thereon 
against  business  occupations.  Speaking  of  the  money  market,  It 
was  said  that  more  loans  were  being  made,  some  at  the  rate  of 
4V4%  Interest.  It  Is  firmly  believed  that  there  will  be  plenty  of 
money  to  loan  by  the  first  of  the  coming  year  at  reasonable  rates, 
furthermore  there  will  be  a  great  deal  of  buying  for  Investm*it. 
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Long  Island  Real  Estate  Exchange. 


BOARD  OF  GOVERNORS  PLANS  BIG  HOME  BUILDERS' 
EXHIBITION  AT  MADISON  SQUARE  GARDEN- 
REALTY  CONVENTION  TO  RE-CONVENE  DECEMBER 
11,   190G. 

A  well  attended  meeting  of  the  Board  of  Governors  of  the 
Long  Island  Real  Estate  Exchange  took  place  on  Nov.  5  at 
the  office  of  Paris  &  MacDougall,  1123  Broadway,  Manhattan. 
On  the  report  of  the  membership  committee  about  100  members 
were  elected,  among  them  being  some  of  the  most  representa- 
tive and  influential  real  estate  dealers  of  Long  Island.  It  was 
decided  to  re-convene  the  realty  convention  on  Dec.  11,  1006, 
which  was  first  held  on  Sept.  18  and  19.  At  this  convention 
the  Board  of  Governors  will  report  the  constitution  and  by-laws 
that  was  adopted.  The  main  idea  of  the  re-convening  of  the 
convention,  however,  will  be  the  discussion  of  the  various  papers 
which  were  read  at  the  original  convention,  and  for  which  there 
was  no  suitable  opportunity  for  debate. 

That  the  new  excliange  means  to  be  an  important  factor  in 
the  real  estate  field  of  Long  Island  was  evidenced  at  the  last 
meeting  of  the  Board  of  Governors,  when  they  took  up  for 
discussion  the  proposition  made  by  President  Kempner  to  hold 
a  "home  builders'  exhibition"  at  Madison  Square  Garden  in 
the  spring  of  next  year.  This  exhibition  is  intended  for  the 
display  of  everything  i-elating  to  modern  house  appliances, 
landscape  architecture,  road  and  street  building,  heating  and 
lighting  inventions,  sewer  construction,  laying  out  sites  for 
suburban  developments,  and  all  other  things  bearing  on  and 
essential  to  the  real  estate  industry.  Tlie  general  opinion 
prevailed  that  by  an  exhibition  of  the  character  proposed  and 
intense  interest  would  be  awakened  in  all  matters  pertaining 
to  the  construction  of  homes,  which  would  naturally  result  in 
an  increased  interest  in  the  buying  and  building  of  houses  and 
investing  in  suburban  property.  After  a  full  discussion  a  com- 
mittee was  appointed  consisting  of  the  following:  H.  Allen 
Tenney,  John  W.  Paris,  John  Thompson,  H.  Stewart  McKnight, 
W.  A.  Ryan,  L.  H.  Pounds  and  Otto  Kempner. 

Action  was  taken  at  the  meeting  in  reference  to  the  ap- 
parently concerted  effort  being  made  by  savings  banks'  institu- 
tions and  other  moneyed  interests  to  discourage  investment  in 
suburban  property.  A  committee  consisting  of  Messrs.  John 
W.  Paris,  W.  A.  Ryan,  John  Thompson,  Wm.  Richensteen  and 
H.  Stewart  McKniglit  was  appointed  to  prepare  a  plan  by  which 
the  exchange  will  undertake  to  appraise  property  offered  by 
land  development  companies,  and  determine  whether  the  values 
fixed  by  the  promoters  are  reasonable,  and  whether  the  repre- 
sentations made  by  the  owners  of  such  properties  are  correct 
or  misleading.  The  object  of  the  exchange  will  be  to  guide 
and  guard  the  general  public  against  the  so-called  wildcat  land 
schemes.  It  will  also  be  the  purpose  of  this  committee  to 
counteract  the  effort  that  is  being  made  to  prejudice  the  public 
mind  against  investments  in  Long  Island  real  estate. 

The  Long  Island  Real  Estate  Exchange  has  not  yet  selected 
a  permanent  headquarters.  There  is  a  considerable  difference 
of  opinion  as  to  the  location.  Brooklyn,  Long  Island  City  and 
Jamaica  all  have  their  advocates  in  the  Board  of  Governors, 
but  the  opinion  prevails  that  it  will  be  necessary  to  compromise 
by  locating  the  exchange  in  Manhattan  Island,  preferably  in 
the  vicinity  of  the  Pennsylvania  Railroad  terminal.  For  the 
present  the  temporary  headquarters  remains  at  the  office  ot 
the  Kings  and  Queens  County  Real  Estate  Exchange,  corner 
Myrtle  and  Hamburg  avs,  Brooklyn,  where  all  communications 
are  to  be  addressed. 


Will  Bronx  Rapid  Transit  be  Delayed? 

Mr.  Ephraim  B.  Levy,  of  2.")  West  42d  st,  a  representative 
citizen  of  the  Van  Nest  section  of  the  Bronx,  sent  a  letter  to 
the  Board  of  Rapid  Transit  Railroad  Commissioners  on  Oct.  20, 
1906,  in  behalf  of  the  property  owners  and  residents  of  Van 
Nest,  24th  ward,  Borough  of  the  Bronx,  which  includes  Bronx 
View  Park,  Hunt  estate  and  Van  Nest  Park,  a  very  thickly 
settled  locality,  saying  that  he  desired  to  know  if  the  commis- 
sioners intended  to  advertise  for  bids  for  the  White  Plains  road 
extension  of  the  Subway  from  177th  st  and  Boston  road  to  the 
city  limits,  at  the  same  time  that  bids  are  advertised  for  on 
the  Jerome  av  and  the  Westchester  av  extensions. 

A  reply  was  received  from  them  on  Oct.  22,  stating  that  no 
decision  had  yet  been  reached  by  the  board  concerning  the 
White  Plains  road  extension,  but  also  stating  that  an  application 
had  been  presented  by  the  New  York,  New  Haven  and  Hartford 
Railroad  Co.  for  a  franchise  to  construct  a  line  running  from 
Woodlawn,  practically  paralleling  the  proposed  White  Plains 
road  line  for  most  of  its  distance  and  crossing  o^'«r  to  West 
Farms  to  join  the  proposed  new  electric  system  of  that  com- 
pany  at    that    place. 

Just  what  effect  this  road,  if  authorized,  would  have  upon 
the  possible  construction  of  the  White  Plains  road  line,  it  is 
impossible  to  say  at  this  time.  Mr.  Levy  replied  stating  that  as 
the  New  York,  New  Haven  arid  H^irtfor^  Rgilrgad  Cg,  Tias  made 


application  for  a  franchise  from  West  Farms  to  Woodlawn, 
and  as  such  application,  if  authorized,  might  affect  the  con- 
struction of  the  Wliite  Plains  road  extension  of  the  rapid  transit 
system,  iie  emphatically  protested  against  fhe  authorization  of 
any  route  to  the  New  York,  New  Haven  and  Hartford  Railroad 
Co.,  or  to  any  other  company  which  might  interfere  with  the 
exfension  of  the  rapid  transit  system  as  approved  by  the  Board 
of  Rapid  Transit  Commissioners,  the  .Supreme  Court  and  the 
people  most  interested;  and  he  requested  that  the  commissioners 
advertise  for  bids  for  the  White  Plains  road  extension  at 
the  same  time  that  they  advertise  for  bids  for  the  con- 
struction of  the  Westchester  av  and  Jerome  av  exten- 
sions, disregarding  whether  it  affected  the  construction 
of  the  New  York,  New  Haven  and  Hartford  Railroad 
Company's  proposed  extension  or  not,  as  the  last  mentioned 
extension  would  be  of  little  benefit  to  the  locality,  on  account 
of  the  high  rate  of  fares,  and  because  it  would  mostly  be  used 
as  a  freight  line;  also  because  a  5-cent  fare  would  not  be  given. 
Before  any  authorization  shall  be  given  to  the  New  York,  New 
Haven  and  Hartford  Railroad  Co.  for  any  such  extension.  It  is 
hoped  that  a  public  hearing  will  be  had  so  all  interests  affected 
can   be  heard. 


The  Commodore  Watt  Estate  to  be  Settled  Up. 

The  property  of  the  late  Commodore  Watt,  consisting  of  the 
block  between  141st  and  112d  sts,  also  the  unimproved  portion 
of  the  blocks  between  142d  and  143d  sts.  both  bounded  by  Lenox 
and  7th  avs,  the  latter  consisting  of  18  full  city  lots,  are  not 
for  sale,  altliough  it  is  said  that  if  a  proper  offer  should  be 
made,  the  estate,  which  is  about  to  be  settled  up,  would  sell. 
Tliere  are  nine  men  who  were  in  the  employ  of  the  late  Commo- 
dore who  will  receive  a  legacy  of  .$1,000  each,  and  one  relative 
$2,500,  the  remainder,  both  real  and  personal,  being  bequeathed 
to   his   sister,    Miss   Grace  Watt. 


Many  Tiuilding  Loans   Extended. 

Mr.  Silverman,  of  the  firm  of  C.  'M.  Silverman  &  Son,  who 
have  an  office  at  1448  Madison  av,  reports  the  real  estate  market 
quiet.  He  said  tliat  a  number  of  builders,  to  whom  his  firm 
made  building  loans,  had  been  unable  to  procure  permanent 
mortgages,  in  which  cases  he  permitted  them  to  lapse  until 
such  tiine  as  they  would  be  able  to  pay  off  their  indebtedness, 
some  of  which  had  been  overdue  for  some  time  more  than  a 
year. 


Brooklyn's  Realty  Class. 

A  course  of  twenty-four  lectures  on  real  estate  topics  has 
been  arranged  by  the  Bedford  Branch  of  the  Brooklyn  Young 
Men's  Christian  Association,  beginning  on  Monday,  Nov.  12. 
The  first  lecture  will  be  delivered  by  Thomas  P.  Peters,  editor 
of  the  Brooklyn  Times,  on  "Principles  of  City  Growth;  Evolu- 
tions  vs.   Transformation." 

The  course  has  been  arranged  in  two  parts.  The  first  twelve 
lectures  will  have  to  do  with  practical  real  estate  methods  and 
the  last  twelve  with  the  general  aspect  of  the  subject.  Three 
special  excursions  will  also  be  provided  for  members  of  the 
class — one  by  the  Brooklyn  Rapid  Transit  Company  In  con- 
nection with  Vice-President  Calderwood's  lecture  upon  local 
electric  transportation,  another  on  the  Long  Island  Railroad 
in  connection  with  Secretary  Huff's  talk  on  transportation  de- 
velopment, and  the  third  to  the  Bush  Terminal  in  South 
Brooklyn. 

General  supervision  of  the  course  will  be  in  the  hands  of 
Prank  Bailey,  Vice-President  of  the  Title  Guarantee  and  Trust 
Company;  James  L.  Brumley  and  Edward  Lyons.  A  preliminary 
meeting  was  held  last  Tuesday  evening  at  420  Gates  av,  at 
which  William  E.  Harmon,  of  Wood,  Harmon  &  Co.,  and  other 
real   estate   men   s;ioke. 


Work  to  Commence  on  Queens  Court  House. 

Plans  for  the  rebuilding  of  the  County  Court  House  in  Long 
Island  City,  which  was  totally  destroj-ed  by  fire  about  two  years 
ago,  have  been  at  last  approved. 

It  is  said  that  funds  for  the  rebuilding  of  the  structure  are 
immediately  available  and  no  time  will  be  lost  in  pushing 
through  the  preliminary  work  and  getting  the  structure  under 
way.  The  plans  submitted  by  Architect  Peter  Coco  several 
months  ago,  having  been  modified,  have  been  formally  approved 
by  the  Art  Commission. 

At  present  Supreme  Court  is  being  held  in  Flushing,  while 
the  County  Court  holds  forth  in  one  of  the  dormitories  of  the 
police  station  in  4th  st.  Long  Island  City.  The  Police  and 
Municipal  Courts  both  occupy  quarters  in  St.  Mary's  Lyceum 
in  oth  St.  With  the  completion  of  the  new  court  house  all  these 
different  courts  can  find  room  under  one  roof.  It  is  also  pro- 
posed to  place  many  other  county  offices  in  the  new  building. 
This  will  tend  to  centralize  the  affairs  of  the  borough. 


— In  South  Brooklyn  there  is  now  a  disposition  to  bargain 
with  tho  homeseeker,  vi'hile  at  the  same  time  preparations  are 
V!B(ler  wfiy  for  large  extensions  to  present  operations. 
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The     Suburban     Real 
Estate    Man 


By   O.    L.    McFARLAND* 


IT  is  a  wonderful  thing,  tliis  home-yearning  which  nature  has 
planted  in  the  breast  of  every  man  and  woman,  and  it  is  the 
more  wonderful  because  so  few  out  of  all  the  millions  born  into 
the  world  really  have  homes.  That  is  why  fhe  work  of  the 
real  estate  man  is  so  largely  educational;  not  because  the 
people  don't  want  their  own  homes,  but  because  they  have 
become  accustomed  to  regarding  real  estate  investment  as  al- 
together out  of  their  reach. 

Cities  are  getting  so  big  and  so  crowded  that  sociologists  are 
inclined  to  regard  tliem  as  a  sort  of  excrescence  on  the  land. 
It  is  right  to  fear  the  masses  when  the  masses  are  downtrodden 
and  crushed  in  the  maelstrom  of  industrial  life  so  that  all  nat- 
ural human  in.stincts  are  beaten  out  of  them.  But  should  the 
day  of  reckoning  arrive,  the  men  with  homes  of  their  own 
will  be  sane  and  safe  and  strong  enough  to  guide  the  ship 
of  state.  The  streets  of  Paris  in  the  days  of  tbe  Terror  were 
not  made  to  run  red  by  men  who  had  homes.  Unbeknown  to 
themselves  the  real  estate  men  are  building  a  wall  of  safety 
for  the  Republic.  Peter  the  Hermit  with  his  visionary  preach- 
ing of  the  Crusades  kept  all  Europe  in  a  turmoil  for  three  cen- 
turies, but  the  outcome  was  light  upon  the  Dark  Ages  and  a 
renaissance   of   civilization   and    learning. 

■  It  is  a  far-reacliing  enterprise,  this  investment  in  suburban 
lots.  It  'means,  fli-st,  a  home.  People  don't  have  homes  in  the 
crowded  tenements  around  Catharine  Slip,  Cherry  Hill,  Hell's 
Kitchen,  where  the  cat  has  to  stand  on  a  chair  when  the 
baby  rolls  over.  Neither  have  they  homes  in  the  crowded 
flats  and  sunbaked  streets  of  Harlem,  ■wtiere  some  of  the 
apartments  have  to  be  watched  for  fear  they  will  fall  down 
on  the  family  in  the  middle  of  the  night.  The  common  people 
are  no  longer  willing  to  live,  year  in  and  year  out,  with  only 
a  bundle  of  landlord's  receipts  to  show  for  their  days  of  toil. 
Some  of  them  came  of  ancestors  who  lived  in  pioneer  cabins, 
some  of  them  crossed  the  Atlantic  to  get  homes  of  their  own, 
and  THEY  ARE  GOING  TO  GET  THEM.  The  great  Emerson 
has  said.  "Poverty  is  a  condition  of  soul,  not  the  result  of  en- 
vironment or  circumstances."  He  meant  that  it  comes  from 
lack  of  knowledge,  foresight,  ambition  and  aspiration.  Some 
people  say  that  poverty  is  a  disease.  The  real  estate  man,  by 
means  of  the  press,  literature  and  by  word  of  mouth,  has 
done  more  to  overcome  this  disease  of  poverty  than  all  the 
charitable  institutions  of  the  country.  The  charity  organiza- 
tion takes  the  man  who  has  given  up  and  takes  care  of  him. 
The  real  estate  man  keeps  him  on  his  feet.  The  editorials  and 
real  estate  columns  In  some  of  the  great  dailies  have  done 
more  for  the  happiness  and  temporal  welfare  of  the  people  ol" 
New  York  than  all  the  churches.  Temporal  welfare  isn't  a 
matter  of  thinking,  but  of  doing;   not  of  creed,  but  of  business. 

Not  a  city  in  the  land  but  has  felt  the  throb  of  life  in  its 
suburban  districts.  It  is  true,  electricity  'has  made  it  possible. 
But  it  is  the  wide-awake  real  estate  man  who  is  securing  this 
new  force  and  making  it  serve  his  own  interests  as  well  as  the 
interests  of  society.  He  is  teaching  the  masses  the  value  of  real 
estate  as  an  investment. 

The  late  Russell  Sage  said:  "Young  man,  invest  in  New 
York  suburban  real  estate;  compel  yourself  to  pay  for  it.  In 
your  old  age  it  will  take  care  of  you."  How  foolish  to  give  up 
good,  hard-earned  money  for  small  sheets  of  lithographed  paper, 
when  the  same  amount  can  be  invested  in  a  portion  of  this 
planet  that  will  extend  clear  down  to  China.  The  insurance 
companies,  notwithstanding  all  their  shortcomings,  have  done 
a  great  and  mighty  work  in  building  up  the  unprecedented  pros- 
perity of  our  country.  United  States  Senator  John  F.  Dryden, 
when  questioned  as  to  the  rates  charged  the  poor  for  their 
industrial  policies,  in  great  earnestness,  exclaimed:  "Is  it 
nothing  that  we  take  infinite  pains  to  teach  these  people  to 
save,  thrift,  self-respect  and  independence?"  And  'he  was 
right.  If  a  United  States  Senator  could  congratulate  himselt 
and  appeal  to  the  country  for  a  sanction  of  his  benevolent 
work  in  educating  the  poor,  much  more  can  the  suburban  real 
estate  man  and  his  agents  claim  the  right  that  they  are  mis- 
sionaries of  the  highest  order  in  making  home  sites  available 
and  accessible  to  even  the  humblest  laborers  and  in  devising 
ways  and  means  by  which  he  can  purchase,  save  and  pay  for 
the  same. 

Suppose  he  is  charged  a  good  price  for  all  this  labor  and 
thought.  It  is  worth  it.  One  of  the  most  inestimable  boons  to 
humanity  was  the  maligned  endowment  policy.  Of  course,  it 
cost  money.  Recognizing  the  innate  spendfhriftiness  of  man, 
the  insurance  companies  devised  a  way  to  help  him  overcome 
this  disposition.  Its  beneficent  results  have  been  incalculable. 
If  the  insurance  companies  were  good— and  their  highest  priced 

♦Of  the  McCormack  Real  Estate  Co.  Abstracted  from  an  address 
before  the  Long  Island  Real  Estate  Exchange. 


WE  CAN  TELL  YOU- 

WHO  ARE  BUYING 
WHAT  THEY  ARE  BUYING 
WHEN  THEY  ARE  BUYING 

Regarding  any  Building  Material  ■whatsoever,  and 
thus  aid  ■you  materially  in  the 

Sale  of  Your  Products 

rjODGE  REPORTS  are  to-day  the  basis 
and  starting  point  of  the  Sales  Depart- 
ments of  most  of  the  big  material  firms 
that  secure  the  big  contracts;  because  with 
Dodge  Reports  they  are  first  in  the  field, 
fortified  ■with  specific  information,  and  lose 
no  time  through  "lost  motion." 

Let  Us  Show  You  Our  Method 

THE  F.  W.   DODGE  I 
COMPANY,  Inc. 


New  York  City 


Philadelphia 


^    Pittsburgh  Boston 


Chicago    ^ 


policy,  the  endowment,  was  good — 100%  better  is  a  pair  of 
suburban  lots.  I  ventui'e  to  say  that  the  same  amount  of 
money  invested  in  two  lots  anywhere  within  20  miles  of  New 
York  City  will,  within  20  years,  make  from  one  to  three  hun- 
dred per  cent,  better  return  than  the  best  endowment  policy 
of  the  best  insurance  company  in  our  land. 

What  if  some  developments  are  too  far  from  transportation 
facilities?  Suppose  the  Rising  Sun  or  Early  Dawn  Land  De- 
velopment Company  is  selling  lots  two  miles  off-shore  from 
Montauk  Point,  on  the  ground  that  their  property  will  be  the 
American  terminus  of  the  Rothschild-Rockefeller  Trans-Atlantic 
tunnel.  Wait!  One  of  tlie  greatest  land  booms  the  world  ever 
saw  was  worked  up  in  Egypt  by  a  man  named  Moses.  By  his 
glowing  description  of  the  land  of  Canaan,  he  started  at  one 
time  for  the  Promised  Land  with  over  2,000,000  souls.  It  was 
forty  years  before  they  got  their  lots  selected — and  those  who 
starved  never  saw  tliem — but  their  children  did,  and  they  fouri.l 
it  a  goodly  land,  flowing  with  milk  and  honey. 

For  these  reasons  and  others,  the  modern,  up-to-date  subur- 
ban real  estate  business  should  be  looked  upon  as  a  profession. 
As  you  all  know,  we  are  living  in  a  period  of  great  c'hanges — 
changes  in  politics,  society,  business  and  religion.  People 
do  not  think  or  act  as  they  once  did.  The  professions  are 
changing.  The  successful  pastor  is  now  the  manager  of  a  reli- 
gious institution  with  infinite  ramifications  of  machinery.  The 
lawyer  to  be  successful  must  either  go  into  real  estate,  or  be 
president  of  a  corporation,  or  run  the  risk  of  going  to  jail; 
and  the  poor  doctor  is  so  pushed  by  Mrs.  Eddy  that  his  patients 
will  not  believe  there  is  any  matter  on  which  to  apply  his 
healing  salve.  While  the  three  great  profe'ssions  have  gone 
down  in  public  estimation,  other  callings  have  been  elevated 
to  that  of  a  profession.  Among  the  vocations  thus  elevated  Is 
that  of  real  estate.  What  is  a  profession?  It  is  a  business  that 
requires  learning  for  its  proper  conduct.  I  ask  you,  does  not  the 
business  of  real  estate  properly  conducted  in  a  nineteenth  cen- 
tury, up-to-date  manner  require  learning,  experience,  knowl- 
edge? 

According  to  the  science  of  political  economy,  all  values  are 
based  on  land  and  its  production.  Tlve  real  estate  man  is 
dealing  with  the  \Tery  foundation  of  economics.  Without  the 
real  estate  man  the  three  learned  professions  are  handicapped 
in  their  work.  To  make  a  man  goodly,  you  must  first  make  him 
sane  and  right-minded  in  his  daily  life;  and  he  cannot  be  unless 
he  'has  a  proper  home.  To  make  men  healthy,  you  'must  give 
them  fresh  air  and  water  to  drink;  the  doctor  can  cope  with 
the  diseases  natural  to  man,  but  not  with  the  terrible  epi- 
demics caused  by  an  unnatural  way  of  living. 
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Real  Estate  and  Building  Statistics. 

The  following  are  the  comparative  tables  of  Manhattan,  The 
Bronx  and  Brooklyn  of  the  Conveyances,  Mortgages  and  Pro- 
jected Buildings  for  the  corresponding  weeks  in  1905  and  1906: 

MANHATTAN    AND    THE    BRONX. 

CONVEY  AN  OES. 


Total  No.  tor  Manhattan. 
NO.  with  consideration . . . 

Amount  involved 

N  umber  nominal 


1906.  1905. 

Nov.  2  to  a.  Inc.  Nov.  3  to  9.  inc. 

263  Total  No.  tor  Manhattan                 330 

11  No.  with  consideration. .                   10 

tU22.950    Amount  Involved $293,806 

252    Number  nominal 320 


Total  No.  Manhattan,  Jan.  1  to  date 

No.  with  consideration,  Manhattan,  Jan. 

1  to  date 

Total  Amt.  Manhattan,  Jan.  1  to  date 


1906. 
18,397 


1,101 
».59,083,837 


Total  No.  for  the  Bronx 
No.  with  consideration. 

Amount  Involved 

Number  nominal 


1906. 
Nov.  2  to  8,  inc. 
235 
42 

$86,870 

193 


Total  No.,  The  Bronx,  Jan.  1  to  date 

Total  Amt.,  The  Bronx,  Jan.  1  U^  date... 
Total  No.  .^lanlialtaii  and  Xli« 

Bronx.  Jan.  1  to  date 

Total  Auit.  fflanliattan  and  The 

Bronx, 'Jan.  1  to  date 


1905. 

19,020 

1,428 
$67,974,180 


1905. 
Nov.  3  to  9,  Inc. 
Total  No.  for  The  Bronx  163 

N  ).  with  consideration. .  16 

Amount  involved $li7,42.'> 

Number  nominal 147 

1906.  1905. 

10,733  11.328 

17,091,65*  tll,490,143 


29,130 


Assessed  Value.  ITIanliattau. 


Total  No.,  with  Consideration 

Axnount  Involved 

Assessed  Value 

Total  No.,  Nominal 

Assessed  Value 

Total  No.  with  Consld.,  from  Jan.  Ist  to  date 

Amount  Involved "  " 

A^aessed  value "  " 

Total  No.  Nominal "  " 

Assessed  Value "  ** 


1906. 

Nov.  2  to  8,  Inc. 

11 

1622.950 

$542,000 

252 

$10,137,300 

1.101 

$59,083,837 

$41,345,775 

17,296 

$576,208,500 


30,348 
»?9,4C4,323 


1905. 

Nov.  3  to  9,  Inc 

10 

$293,806 

$221,500 

320 

$S,051,3OO 

1,428 

$67,974,180 

$48,301,207 

17,503 

$584,948,934 


M0KTGAQE8. 


1  otal  nuni  ber 

4£aount  Involved 

Number  atl% 

Amount  Involved 

No.  at  6'< 

Amount  Involved 

No.  at  ry<:'4 

Amount  involved 

No.   at  5>i«i 

Amount  involved 

No.  at  5'4>i 

Amount  Involved — 

No.  at  5!i 

Amount  involved 

No.  at4U^ 

Amount  involved 

No.  at4'iH 

Amount  Involved 

No.  at  4'jiK 

Amount  Involved 

No.  at  4S^ 

Amount  involved.   

No.  at3H 

Am<?unt  Involved 

NO.  without  interest 

Amount  Involved 

No.   ^bove  to   Bank,    Trust 

and  Insurance  Companies 

Amount  Involved 


1903.  1905 

. Nov.  2  to  8,  Inc. .   , Nov.  3  to  9,  Inc. 

Manhattan.         Bronx.       Manhattan.         Bronx. 
334  192  245  109 

$6,826,668        $69!1.n96    $3,218,999        $920,342 


131 
$1,236,688 


32  147  42 

$184,232    $1,184,499        $495,135 


4 
$46,500 


14         30         30 
$96,025    $575,850   $132,770 


113 

«3, 081, 450 


57  30  11) 

1,285,123        $829,050  $92,405 


24 
$793,000 


1  2  1 

$8,000   $140,000     $1,500 


$41,500 


.51  6  27,5  jO 


61 
$2,171,150 


1  1 

$3,500  $4,000 

87  35' 

$123,114  $185,600 


17 

$198,472 


Total  No.,  Manhattan,  Jan.  1  to  date 

Total  Amt..Maahattan,  Jan.  1  to  date 

Total  No.,  The  Bronx.  Jan.  1  to  date 

Total  Amt.,  The  Bronx,  Jaja.  1  to  date 

Total  iVo.,  nauhattau  and  The 

Bronx,  Jan.  1  to  date  

Total  Ami.  .tianbattan  » iid  The 

Bronx,  Jan.  1  to  date       


36  31 

$62,001    $1,041,000 

1906. 

15.822 

$315,020,187 

7,986 

$57,179,939 


14 

$243,000 

1905. 

18.127 

»442,23,'3.228 

0,031 

$77,240,049 


33,S0S  2r,158 

»373,20»,136     «519,4r3,2rr 


PROJECTED   BUILDINGS. 


Sotal  No.  New  Buildings : 

Manhattan 

The  Bronx 


1906. 
Nov.  3  to  9,  Inc. 
17 
41 


1905. 
Nov.  4  to  10,  Inc. 
33 
27 


Qreud  total. 


Total  Amt.  N-,  V  BuUdlngs : 

Manhattan 

Tne  Bronx 


Grand  Total. . 


Total  Amt.  Alterations : 

Manhattan 

The  Bronx 


Grand  total 

Total  No.  of  New  Buildings : 
Manhattan,  Jan.  1  to  date. 
The  Bronx,  Jan  1  to  date. . 


muhtu-Bronx,  Jan.  1  to  date 

Total  Amt.  New  Buildings  : 

Manhattan,  Jan.  1  t<i  date 

Tlie  Bronx,  Jan.  1  to  date 

IHuhtu-Bronx,  Jan.  1  to  date 

To(^  AiaV,  Alterations : 

IBJU>tu-Br*mx    Jan.  1  to  data 


53 

$598,300 
207,250 

$805,550 

(109,410 
12,950 

$122,360 

1,520 
1,958 

3,478 

$104,120,890 
24,214,530 


S12S, 344,420 
«17,.'>92,024 


60 

$1,980,350 
313,550 

$^,293,900 

$179.fil5 
2,650 

$182,565 

2,257 
1.083 

4,240 

$109,143,260 
33,408,210 

S142,.'i.jl,470 

*12,r4.5,657 


BROOKLYN. 

CONVEYANCES. 

1908. 
Nov.  1  to  7,  Inc. 

Total  number 837 

No.  with  consideration  67 

imount  Involved $401,597 

Miimbor  nominal 770 

Totnl  number  of  Conreyauces, 

Jan.  I  to  date 41,967 

Total  amount  of  Conveyances, 

Jan.l  to  date »24,7.57,«22 

MORTGAGES. 

Total  number 384 

Amount  involved $3,437,578 

No.  at  6%' .390 

Amount  Involved ".  $i  032  387 

No.at5?i«s 

Amount  Involved 

No.  at  5  'jO-i ■  ■  ■  ■  162 

Amount  involved «820  050 

No.  at  5  ^4'% 1 

Amount  Involved $1  OOO 

No.  at5!t  305 

Amount  Involved $1,489,766 

No.at4ti,H' 1 

imount  involved  $150 

Slo.al4?i 1 

Amount  Involved $4,500 

No.  at  3».i 

Amount  Involved ..'.*.*.*.".'.' 

No.  without  interest 24 

Amount  involved $89,725 

Total     number    of    mortg:age8. 

Jan.  1  to  date 33,779 

Total    amount    of    Mortg:ag:es, 

Jan .  1  to  date «139,040,.;01 

PROJECTED   BUILDINGS. 

No.  of  New  Buildings 119 

Estimated  cost $877,455 

Total    ISO.    of    Neiv  Buildings, 

Jan.  1  to  date 7,450 

Total  Amt.  of  Newr  Building's, 

Jan.  1  to  date «.'i.^,761,.'575 

TotAl   amount  of    Alterations. 

Jan.l  todate $4,.'330,t(i,S 


1905. 

Nov.  2  to  8,  Inq. 

774 

64 

$389,210 

710 

36,653 

S25,606,041 


652 

$2,390,482 

279 

$1,148,816 


152 
1640,215 


34 

$277,078 

1 

$6,000 


86 
$318,373 

32,662 

$174,610,233 

144 
$912,800 

7,369 

«67,531,429 

S4, 360,024 


SOUTH  OP  59TH  STREET. 

BLEECKER  ST.— Porrino  &  Ragaglia  sold  for  the  Godspeed 
Really  Company  the  G-sty  tenement,  14S  Bleecker  st 
2.5x112x12.5. 

CHRYSTIE  .ST.— Frank  Lasner  &  Co.  sold  for  a  client  lo  Max 
Borck,  8G  Chrystie  st,  U-sty  front  and  rear   teaements,  25x100. 

CHERRY  ST. — Julius  H.  Reiter,  as  attorney,  sold  for  Gerson 
Krimsky  and  another  230  Cherry  st,  corner  of  Pel'ham  st,  a  0- 
sty   tenement,   2.5.0x109.8. 

ELDRIDGE  ST. — Julius  H.  Reiter,  as  attorney,  bought  for 
Gerson  Krimsky  and  another  227  Eldrldge  st,  a  -l-sty  single 
flat.  lS.6x.54. 

ELIZABETH  ST.— Pasquale  Pali  &  Son  are  tlie  purchasers  of 
90  Elizabeth  st,  a  G-sty  new  law,  fireproof  building,  wit'h  stores, 
2.5x100. 

FRONT  ST.— William  Wolffs  Son  has  sold  for  George  Hahn 
3  Front  st,  an  unfinished  building,  33.3x80.  The  parcel  was  re- 
cently purchased  at  auction. 

GOERCK  ST.— Dr.  Joseph  Grelss  sold  the  northwest  corner 
of  Goerck  and  Rivington  st,  a  5-sty  tenement,  to  Samuel  Rosen- 
thal, who  gives  in  part  payment  11.5  Av  C,  a  o-sty  tenement, 
24x82.     Gerstenfeld  &  Bernstein  were  the  brokers. 

EAST  HOUSTON  ST.— Charles  and  Rose  Mann  sold  to  Mrs. 
Jennie  Prledmann  25  East  Houston  st,  a  G-sty  tenement  house, 
25x95.G. 

E.  HOUSTON  ST.— The  Cruikshank  Company  has  sold  for  the 
estate   of   Frederick   H.   Cossitt   the    bulkhead    and    land     under 
water  in  the  East  River  between  East  Houston  and  Third  sts. 
Lower  East  Side  Sale. 

JACKSON  ST.— Wolf  Adler  bought  for  Martin  Engel  the 
southeast  corner  of  Jackson  and  Henry  sts,  a  6-sty  tenement. 
S.   Steingut   was  the  broker. 

LEWIS  ST. — Jacob  Weinstein  bouglit  from  John  M.  White  171 
to  175  Lewis  st  and  389  and  591  East  4th  st,  northwest  corner, 
4-sty  stables  and  shops,  on  plot  fronting  72  ft.  on  Lewis  st  and 
90  ft.  on  Fourth  st.     Stephen  McCormick  was  the  broker. 

PRINCE  ST.— Porrino  &  Ragaglia  sold  for  Adam  Priester,  194 
Prince  st,  a  3-sty  dwelling,  20x77. 

SUTTON  PL.— The  estate  of  Louis  Eifler  sold  39  Sutton  pi. 
(Av  A),  a  3-sty  dwelling,  10.8x75. 

THOMPSON  ST.— Polizzi  &  Co.  sold   for  Gruenstein  &   Mayer 
the  G-sty  tenement,  231  Thompson  st,  25x75. 
Sale  on  Lower  Wall  Street. 

WALL  ST. — The  Orient  Building,  southe.n.st  corner  of  Wall 
and  Pearl  sts,  was  sold  by  Douglas  Robinson,  Charles  S.  Brown 
&  Co.,  to  a  client  for  investment.  The  building  is  a  12-sty 
structure,    being    comparatively    new,    covering    a    plot    72x61.7x 
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Irregular.  Title  to  the  property  is  in  the  name  of  the  Orient 
Company,   and  has  been  held  at  about  $900,000. 

WILLETT  ST.— The  Vincent  Realty  and  Construction  Co. 
sold  89  and  91  WiUett  st,  two  5-sty  tenements,  61x100. 

3D  ST.— Porrino  &  Ragaglia  sold  for  Stern  &  Lien,  86  West  3d 
st,  a  4-sty  loft  building  and  stable,  25x75. 

IITH  ST. A  Mandel  bought  from  a  Mr.  Posner  233  and  235 

Kast  11th  st,  two  7-Bty  tenements,  50x100. 

IITH  ST.— Crist  &  Herrick  sold  for  the  Nicholson  estate  lo  a 
client  the  4-sty  flat  275  West  11th  st,  25x102. 

12TH  ST.— William  H.  Matthews  sold  for  Thomas  Hall,  20b 
West  12th  st,  a  3-sty  hous-e,  16.8x87. 

15TH  ST. David  Lion  bought  from  Nathan  Goldstein  the  5- 

sty  tenement,  on  lot  25x103.3,  at  615  East  15th  st,  near  Av  B. 
This  property  is  diagonally  opposite  the   tanks  of  Consolidated 

Gas  Co. 

17TH   ST. Margaret  T.   Orr  sold   IS  West   17th  st,    a    4-sty 

dwelling.  25x92.     The  buyer  is  said  to  be  an  abutting  owner. 

24TH  ST. Louis  Schrag  sold  for  Daniel  C.  Connell  to  George 

C.'Guion  the  4-sty  dwelling,  .39  West  24th  st,  20.10x98.9. 

29TH  ST.— E.  Tannebaum  &  Co.  sold  for  Ricka  Ketch,  328 
West  29th  st,  a  3-sty  dwelling,  20x98.9.  This  property  has  not 
changed  hands  since  1873. 

Wm.  Havemeyer  Still  Buying. 
31ST  ST.— Geo.  R.  Read  &  Co.  sold  for  Henry  S.  O'Brien  to 
Wm.  F.  Haveme>-«r,  15  Bast  31st  st,  a  4-sty  brownstone  dwelling, 
21.10x98.9.  The  property  abuts  upon  Mr.  Havemeyer's  present 
holdings,  14  to  18  East  32d  st,  66x98.9,  and  gives  him  a  plot  of 
8,800  sq.  ft.  Mr.  Havemeyer  also  owns  5,  7  and  9  East  31st  st, 
arid  6,  8  and  10  East  32d  st.  It  is  said  that  a  large  mercantile 
building  will  be  erected  on  the  site. 

Sale  on  34th  Street  Near  7th  Avenue. 
34TH   ST. — Ames   &   Co.   sold   for  King   C.   Gillette,   of  Boston, 
Mass.,   158  and   160  West  34th   st,    two   4-sty   tenements.      The 
plot  has  a  frontage  of  47.6  x  irregular  and  contains  about  2,500 
sq.  ft.     Mr.  Gillette  acquired  the  property  in  February,  1906, 'at 
a  cost  of  $125,000.     W.  Clarence  Martin  is  the  buyer. 
More  Activity  in  39th  Street. 
39TH  ST. — George  Nicholas  purchased  from  Potter  Bros,   the 
5-sty  business  building,  7  West  39th  st,  15x98.9;   also  the  4-sty 
brownstone  building,  9  West  39th  st,  20.10x98.9,  from  Maud  R. 
Mc'Vickar,  widow  of  Harry  McVickar.     This  gives  Mr.   Nicholas 
a  plot  36x98.9  ft.     The  buyer  intends  putting   the   property  in 
the  market  for  sale. 

46TH  ST. — N.  A.  Berwin  &  Co.  sold  for  the  estate  of  Anne  E. 
Gawtry,  34  West  46th  st,  a  4-sty  and  basement  dwelling, 
20x100. 

47TH  ST. — Edward  L.  King  &  Co.  sold  for  the  American  Malt- 
ing Co.  the  6-sty  building,  south  side  of  47th  st,  60  ft.  east  of 
1st  av,  140x125.6. 

48TH  ST.— Douglas  Robinson,  Charles  S.  Brown  &  Co.  sold 
for  Clara  B.  Spence  and  Charlotte  S.  Baker,  6  West  48th  st,  a 
4-sty  dwelling,  25x100,  to  Edward  L.  Burrell,  who  owns  8,  ad- 
joining.     Further   particulars   to  be   found   in   another   column. 

52D  ST. — Pease  &  Elliman  sold  for  Mrs.  Robert  H.  McCurdy 
to  a  client  for  occupancy  40  East  52d  st,  a  '5-sty  American  base- 
ment dwelling,  25x100. 

54TH  ST. — Childe  H.  Childs  sold  8  East  54th  st,  a  4-sty  and 
basement  brown  stone  dwelling,  20x100.5.  The  buyer  will  occupy 
the  house. 

55TH  ST. — Richard  Collins,  successor  to  Collins  &  Collins,  sold 
for  Mrs.  Elena  De  R.  Aldcroft  to  James  Anderson  Hawes,  60 
East  55th  st,  a  4-3ty  brown  stone  dwelling,  with  extension, 
16x100.5. 

Broadway  Corner  Brings  $750,000. 
BROADWAY. — The  Williamsburg  City  Fire  Insurance  Co.   has 
found  a  buyer  for  its  7-sty  building  at  the  northeast  corner  of 
Broadway  and  Liberty  st.     The  property  covers  a  plot  25.3x110.2 
and  irregular,  containing  a  total  of  about  3,200  sq.  ft. 

The  price  in  the  present  deal  figures  about  $230.00  per  sq.  ft. 
It  will  be  remembered  that  the  Guernsey  Building,  No.  160 
Broadway,  which  is  in  the  same  block,  sold  at  the  rate  of  about 
$146.00  per  sq.  ft.  a  few  months  ago.  This  makes  the  fourth 
large  deal  which  has  taken  place  on  lower  Broadway  within  a 
month.  The  price  exceeds  the  sum  obtained  for  the  southeast 
corner  of  Broadway  and  Maiden  Lane  by  $50.00  per  sq.  ft.  The 
Maiden  Lane  corner  brought  about  $180.00  per  sq.  ft.  six  years 
ago. 

The  sale  is  regarded  by  real  estate  men  as  one  of  the  most 
Important  deals  closed  in  the  lower  part  of  the  city  this  year. 

Another  Large  Sale  on  Fifth  Av. 

FIFTH  AV.— Edgar  P.  Holdridge  sold  126  and  128  Fifth  av, 
southwest  corner  of  Eighteenth  st,  60x115,  a  15-sty  and  base- 
ment, strictly  fireproof  building,  erected  by  Henry  Corn.  The 
American  Woolen  Company  occupy  9  floors.  It  is  purchased  by 
a  millionaire,  who  will  hold  it  for  an  Investment.  The  price  paid 
is  about  $1.'500,000. 
.  6TH  AV. — The  Clinton  Realty  Co.  sold  to  an  investor  the  north- 
east corner  of  6th  av  and  .54th  st,  100.5x95.  with  stores  and  flats 
on  Sixth  av,  and  new  bachelor  apartments  on  54th  st.  Herman 
L.  R.  Edgar  and  R.  C.  Nichols  &  Co.  were  the  brokers. 


Important  Sale  on  7th  Avenue. 

7TH  AV. — Edwd.  L.  King  &  Co.  and  Fredk.  Southack  and 
Alwyn  Ball,  Jr.,  sold  433,  435  and  437  7th  av,  49.4x100,  and 
102  West  34th  st,  29x24,  the  two  forming  an  "L"  surrounding 
the  southeast  corner  of  7th  av  and  34th  st.  The  purchasers 
are  the  Atlantic  Realty  Co.  and  Strange  &  Slawson.  It  is 
believed  the  price  was  about  $338,000.  Further  particulars  in 
anofher  column. 

9TH  AV. — Arnold  &  Byrne  sold  in  conjunction  with  A.  "W. 
Miller  &  Co.  for  the  Russell  estate,  98  and  100  9th  av,  two  5-sty 
double    flats,    54x100. 


NORTH  OF  59TH  STREET. 

65TH  ST. — Kittenplau  &  Rubinger  have  sold  to  Samuel  Katz 
the  5-sty  tenement,  348  East  65th  st,  on  lot  27x100.5. 

77TH  ST. — F.  R.  Wood  &  Co.,  of  80th  st  and  Broadway,  sold 
for  Mrs.  Elizabeth  Kennelly  309  West  77th  st,  a  4-3ty  dwelling, 
19x102.2.  The  same  firm  have  branches  at  141  Broadway,  also 
at   148th  st  and  Broadway. 

77TH  ST. — Arbesfeld  &  Geld  sold  for  Karl  Wallach  to  Gross 
&  Rolk  the  7-sty  tenement,  245  East  77th  st,  25x102.2. 

77TH  ST.— Frederick  Zittel  sold  for  Harry  G.  Simon  330  West 
77th  st,  a  5-sty  American  basement  dwelling,  23x84.2,  54  ft. 
east  of  Riverside  Drive. 

S5TH  ST.— Nathan  H.  Weil  sold  for  Albert  Kaufman  407  East 
85th  st,  a  4-sty  double  tenement  house,  25x100. 

85TH  ST. — Slawson  &  Hobbs  sold  for  Henry  A.  James  to  a 
client  for  occupancy,  the  3%-sty  dwelling,  121  West  85th  st, 
18x97.6. 

88TH  ST. — John  J.  Corke  sold  to  a  client  of  Henry  C.  Quen- 
tin  40-0  East  88th  st,  a  5-sty  flat,  20x125.10. 

S8TH  ST.— Fredk.  Zittel  sold  for  Mrs.  Sadie  Miller,  154  West 
88th  st,  a  3-sty,  18-ft.  front  dwelling,  18x100.8. 

S8TH   ST.— Frederick   Zittel   sold   for   the   estate  of  Isaac  Blu- 
menthal,  54  West  88th  st,  a  4-sty  high  stoop  dwelling,  20x100.8. 
89TH  ST. — H.  Weisstock  sold  for  Harry  Schweitzer,  109  East 
89th  st,  a  5-sty  flat,  25.6x100. 

90TH  ST. — Steindler  &  Houston,  as  attorneys,  bought  for  a 
client  the  5-sty  double  tenement,  240  East  90th  st,  25x100.8. 

93D  ST.— Walter  T.  Rosen  has  sold  270  West  93d  st,  a  5-sty 
dTN'elling,  32x41. 4x  irregular. 

95TH  ST.— Felt  &  Malakoff  sold  to  Julius  Kalna  the  6-sty 
apartment  house  nearing  completion,  108  and  110  West  95th  st, 
lot  50x100. 

97TH  ST.— Alonzo  B.  Kight  sold  316  West  97th  st,  a  6-sty 
apartment  house,  75x100.11.  just  completed,  adjoining  the  south- 
east corner  of  Riverside  Drive. 

9STH  ST.— Charles  Hitsch  sold  to  Jacob  J.  Plonsky  6,  8,  10 
and  12  West  98th  st,  two  6-sty  apartment  houses,  100x100. 

lOlST  ST. — Frank  A.  Peavey  sold  for  Rosa  Hammerschlag, 
106  West  101st,  a  .5-sty  double  flat,  25.6x100.11. 

103D  ST.— Samuels  &  Krakauer  sold  for  Greenstein  &  Mayer 
the  three  6-sty  tenements,  122  to  120  East  103d  st,  140x100. 

109TH   ST. — Valk   &   Eisner   bought   from   Naftali   Tolschinsky 

59  and  61  East  109th  st,  a  6-sty  tenement,  with  store,  40x100.11. 

112TH   ST.— Richtmyer  &  Irving  sold   for  Susan   C.   Hamilton, 

executrix  of  the  estate  of  Richard  Hamilton,   deceased,  68  East 

112th  st,   a   5-sty   fiat,   26.3x100. 

112TH  ST. — M.  Marx,  as  broker,  sold  to  Moses  Kinzler  the 
3-sty  building,  237  East  112th  st,   18.9x100.11. 

113TH  ST. — The  Enterprise  Realty  Company  sold  for  Mr. 
Bullowa  to  Mrs.  Hammel,  64  East  113th  st,  a  5-sty  tenement 
house,  25x100. 

11.5TH  ST. — Huston  and  Asinari,  of  23  Liberty  st,  sold  for 
Paterno  Bros,  the  "La  Touraine,"  a  6-sty,  24-family  apartment 
house  on  the  northwest  corner  of  115th  st  and  Morningside  Drive 
West,  100.11x85,  for  $250,000.  This  is  the  third  large  house  sold 
by  the  same  brokers  within   the   past   two   months. 

117TH  ST.— Mr.  Gerstenfeld  bought  434  and  436  East  117th 
St.  a  6-sty  flat,  with  stores,  38x100. 

128TH  ST. — The  Louis  Me>-er  Realty  Co.  sold  to  Frank 
Frankel  102  East  128th  st,  a  6-Bty  flat,  30x99.11. 

128TH  ST. — Julius  H.  Reiter,  as  attorney  for  L.  B.  Wasser- 
strom,  bought  from  the  New  York  Life  Insurance  and  Trust 
Co.  257,  2i)9  and  201  West  128th  st,  three  5-sty  tenements, 
108x99.11. 

132D  ST. — Edw.  C.  H.  Vogler  sold  for  George  H.  Tiemeyer  to 
Margt.  M.  McCauley,  the  5-sty  apartment  house,  6  West  132d 
st,   2.5x100. 

132D  ST.— Charles  Zacks  sold  for  Alfred  Stuve,  46  West  132d 
st,  a  5-sty  flat,  25x99.11. 

136TH  ST.— H.  Lasch  sold  for  Mrs.  E.  Blumenthal,  216  West 
1.36th  st,  a  3-sty  and  basement  dwelling,  16.8x99.11.  The  buyer 
will  occupy. 

14.3D  ST.— The  William  Rosenzweig  Realty  Operating  Co. 
has  sold  to  Abram  Bachrach  107  to  113  West  143d  st,  two  6-sty 
modern  flats,  each  41.8x99.11,  between  Lenox  and  7th  avs.  H. 
Sokolskl  &  Son  were  the  brokers. 

144TH  ST.— J.  Romaine  Brown  sold  254  and  2.56  West  144th  st, 
two  4-sty  single  flats,  40x99.11.  Mr.  Brown  owns  258  and  266 
in  the  same  block;  has  bought  from  Bertha  K.  Boswald,  268  West 
144th  st,  a  3-sty  building,  25x99.11. 
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150TH  ST.— Du  Bois  &  Taylor  sold  for  Mrs.  Amanda  Von 
Graburg  to  a  client,  for  occupancy,  536  We'st  150th  st,  a  3-sty 
and  basement  dfl-«lling,  1.5x99.11. 

l.o4TH  ST. — Kirkpatrick  &  Urquhart.  in  conjunction  with  F. 
E.  Barnes,  sold  for  the  Middle  Town  Realty  Co.  to  Sigmund  B. 
Heine  the  southwest  corner  of  l'54th  st  and  8th  av,  a  G-sty 
building,   37.0x100. 

15UTH   ST. — Frey  &   Pereira  sold  for  Wm.   Lauer   to   a   client. 
557   W.   I.j9th  st,   a  3-'Sty   and  basement   private   dwelling,    1.5x 
99.11,  and  resold  same  to  Charles  W.  Dyer  for  occupancy. 
Buyer  for  the  "New  Amsterdam." 

AMSTERDAM  AV.— Voorhees  &  Floyd  sold  for  tire  Whitehall 
Realty  Company  to  an  investor  the  northeast  corner  of  Amster- 
dam av  and  75th  st,  a  C-sty  apartment  house,  "The  New  Amster- 
dam," 100x127.2.  This  property  was  formerly  part  of  the 
Aldrich  estate,  and  was  held  at  .$300,000. 

COLUMBUS  AV.— Arbesfeld  &  Gelb  sold  for  B.  Beekman  to 
A.   Kapanka,  'ol   Columbus   av,   a   5-sty    triple   flat,   25x100. 

LEXINGTON  AV. — Arthur  G.  Muhlker  sold  for  a  client  the 
two  4-sty  double  flats,  1G35  and  1637  Lexington  av,  50x95. 

ST.  NICHOLAS  AV. — Samuel  H.  Martin  sold  for  Julius  Jacob 
and  H.  "Willard  Johnson,  respectively,  to  G.  J.  Kaskel,  331  and 
33G  St.  Nicholas  av,  southeast  corner  of  127th  st,  two  4-sty  flats, 
37xl0x79x  irregular. 

1ST  AV.— Ernest  N.  Adler  sold  1267  Ist  av,  a  5-sty  double  flat, 
on  lot  25x75,  for  S.   Schurmacher  to  Marie  Etrich. 

1ST  AV. — Ernest  N.  Adler  sold  for  a  client  to  Louis  Poborsky, 
1315  1st  av,  a  4-sty  double  flat,  25x75. 

1ST  AV. — Ernest  N.  Adler  sold  1265  First  av,  northwest  cor- 
ner of  68th  st,  a  5-sty  triple  flat,  with  stores,  25x75,  for  S. 
Schnurmacher  to  Dr.  Isidor  N.  Alexander. 

3D  AV.^Fhilip  Jelesan  sold  for  the  Hermitage  Company  to 
John  H.  Degelman,  2100  3d  av,  southwest  corner  of  115th  st,  a 
G-sty  hotel  with  stores,  known  as  the  "Harlem  House,"  32.2x9.'')X 
100. 

A.  S.  Brown  Buys  on  5th  Avenue. 

5TH  AV. — Leopold  Weil  sold  for  John  Henry  Hammond  to 
A.  S.  Brown  the  southeast  corner  of  5th  av  and  104th  st,  a  plot 
iU0xl50.  Mr.  Hammond  was  asking  $200,000  for  the  property, 
but  the  price  was  considerably  shaded. 

8TH  AV.— W.  C.  &  A.  E.  Lester  sold  for  Martin  Engrich  2453 
8th  av,  a  5-sty  flat,  25x100. 

8TH  AV.— Arnold  &  Byrne  sold  for  Magnus  Weiman  to  Her- 
man Katz  &  Bros.,  2017  Sth  av,   a  5-sty  triple  flat,  27x100. 


BRONX. 

140TH  ST. — The  Lenox  Real  Estate  Exchange  sold  for  the 
McKinley  Realty  and  Construction  Co.  727  and  729  East  140th 
st,  two  5-sty  apartment  bouses,  37.6x100  e.xch. 

156TH  ST. — J.  Wilbur  Hughes  rsold  for  A.  Boecher  977  East 
156th   st,   a  3-family  house,    lS.9x67x   irregular. 

161ST  ST. — Joseph  Weill  sold  to  a  client  the  northeast  corner 
of  161st  st  and  Trinity  av. 

209TH  ST. — A  S'hatzkin  &  Sons  sold  to  William  Ferra  a  lot 
30x100.  in  the  south  side  of  209th  st,  100  ft.  east  of  Pine  av;  to 
Mr.  Paonessa  plot,  43x100,  east  side  of  Cedar  av,  175  ft.  south 
of  Bartholdi  st,  to  a  Mr.  Williamson  a  lot,  25x95,  north  side  of 
Magenta  st,  175  ft.  north  of  Pine  av;  to  a  Mr.  Stibella  lot 
50x121,  south  Bide  of  Corsa  av,  50  ft.  west  of  Beech  av;  to  the 
same  buyer  a  lot,  25x50,  west  side  of  Beech  av,  100  ft.  south  of 
Corsa  av;  to  a  Mr.  Fedder  a  lot,  25x100,  north  side  of  223d  st, 
250  ft.   west  of  Laconia  av. 

213TH  ST. — Henry  Lehman,  secretary  of  the  Metropolitan 
Tobacco  Co.,  bought  the  northwest  corner  of  213th  st  and  9th 
av,  99.11x100.  He  will  Improve  the  property  next  spring  with 
three  5-sty  apartment  houses.     H.  F.  Clinton  was  the  broker. 

214TH  ST. — Ernst-Cahn  Realty  Co.  sold  to  Tri-Centennial 
Realty  Co.,  a  plot  75x100,  north  side  of  214th  st,  between  Pauld- 
ing and  Laconia  avs. 

221ST  ST. — Ernst-Cahn  Realty  Co.  sold  to  Charles  Dannmeyer 
the  southeast  corner  221st  st  and  2d  av,  a  lot,  50x105. 

223D  ST. — Ernst-Cahn  Realty  Co.  sold  to  a  client  a  plot  on 
the  soutb  side  of  223d  st,  73  ft.  west  of  Laconia  av,  75x177. 

224TH  ST. — Ernst-Cahn  Realty  Co.  sold  to  a  client  a  plot 
south  side  of  224th  st,  100  ft.  east  of  Paulding  av,  41.6x109.5. 

BERRIAN  AV. — John  A.  Steinmetz  sold  for  a  client,  a  dwell- 
ing on  Berrian  av,  75  ft.  north  of  178t'h  st,  2.5x100,  known  as 
lot  No.  171,  Neill  estate. 

BRYANT  AV. — Jac.  Kronenberger  sold  in  conjunction  with 
Ph.  Kronenberger.  1517  Bryant  av,  a  new  2-family  house  for 
Mr.  L.  La  Wella. 

BOSTON  POST  ROAD. — Leo  Hutter  sold  the  plot  28x130,  west 
side  of  Boston  Post  road,  running  through  to  White  Plains  road, 
about  50  ft.  south  of  Eastchester  landing  road.  The  plot  was 
formerly  the  ro.idbed  of  the  Old  Eastchester  Landing  Road,  and 
was  bought  at  auction  by  Mr.  Hutter  a  few  years  ago.  The 
buyers  are  Blum  Bros.,  of  Bellaire,  O.,  who  recently  bought  an 
adjoining  plot  from  Mr.  Hutter  and  now  control  a  frontage  of 
110  ft.  on  Boston  Post  Road. 


EAILET  AV.— Daniel  F.  McEl.  Kenney  sold  for  H.  T.  Camp- 
bell and  Mrs.  Anna  Campbell  a  10-room  house  and  lots  in  the 
west  side  of  Bailey  av,  at  238th  st. 

COURTLANDT  AV. — Ernst-Cahn  Realty  Co.  sold  in  con- 
junction with  Kurz  &  Uren,  794  Courtlandt  av,  a  4-sty  double 
flat,    24.0x92. 

COURTLANDT  AV. — Eugene  J.  Busher,  of  G27  East  149th  st, 
in  conjunction  with  F.  Kralimer,  sold  for  August  Kuhn  599  and 
GOl  Courtlandt  av,  a  3-sty  flat,  with  stores,  29.7x100.  Mr. 
Busher  said  that  out  of  about  35  houses,  he  had  but  9  vacant 
apartments. 

EAGLE  AV. — .Shaw  &  Co.  have  sold  to  a  speculator  two  lots 
east  side   of  Eagle  av,  225  ft.   south   of   171st   st,   50x125. 

FRANKLIN  AV. — L.  Kronenberger,  representing  the  Bronx 
Realty  Exchange,  sold  to  A.  Hollander  a  plot  54x200,  east  side 
of  Franklin   av,    between   165th  and   166th   sts. 

JEROME  AV. — John  A.  Steinmetz  sold  for  John  Berls  to  John 
Miller,  2439-2441  Jerome  av,  two  4-sty  double  brick  flats,  with 
stores,    27x90    each. 

KATONAH  AV. — J.  Romaine  Brown  &  Co.  bought  from  John 
McNulty  the  plot,  10(l.x20.5,  northwest  corner  of  Katonah  av  and 
239th   St. 

LA  FONTAINE  AV.— John  O'Leary  sold  to  Anton  Kotzen  the 
last  2  of  his  row  of  4-family  apartment  houses  on  La  Fontaine 
av.  Mr.  O'Leary  is  now  completing  a  row  of  houses  on  Cam- 
breling  av,  and  is  having  plans  prepared  for  several  2-family 
dwellings  to  be  erected  in  the  Belmont  section  of  the  Bronx. 

LONGWOOD  AV.— Ai-nold  &  Byrne  sold  for  James  Meehan  to 
.Samuel  Winters  1024,  102(!,  1028  and  1030  Longwood  av,  adjoin- 
ing the  corner  of  Prospect  av,  a  plot,  76x1.50,  with  4  1-sty 
buildinss. 

TRINITY  AV.— Ernst-Cahn  Realty  Co.  sold  for  A.  H.  San- 
dei-s  7G1   Trinity  av,  a  new   law   5-sty   flat,   39x100. 

VICTOR  ST. — William  Peters  &  Co.  sold  for  Messrs.  Gamache 
&  Guillotte  to  Otto  Pahle,  a  2-family  brick  dwelling,  west  side 
of  Victor  st,  south  of  Morris  Park  av;  also,  for  Jacob  Cohen  to 
a  client,  the  3-6ty  building,  northeast  corner  Van  Nest  and 
Holland  avs;  also,  for  Otto  Pahle  to  a  client,  the  plot,  50x100, 
east  side  of  Bryant  st,  150  ft.  north  of  172d  st;  also,  to  Andrew 
G.  Anderson,  for  improvement,  a  plot,  25x100,  east  side  of  Gar- 
field  st,    near   Morris   Park   av. 

WALTON  AV. — The  Ernst-Cahn  Realty  Co.  sold  for  William 
B.  Potter  to  David  Mintz  2432  Walton  av,  a  brick  and  frame 
2-family  house,   25x80. 

WHITLOCK  AV. — Michael  Meehan  sold  three  2-family  houses, 
each  20x100,  west  side  of  Whitlock  av,  between  Hunt's  Point 
road    and    Barretto    st. 

WEBSTER  AV. — E.  Nelson  Ehrhart  sold  for  Luke  Van  Zandt 
the  plot,  63.6x50,  on  Webster  av,  63  ft.  south  of  Kingsbridge 
road,  adjoining  the  site  of  the  new  postofflce  building.  The  pur- 
chasers are  contemplating  erecting  a  business  building  upon 
this  site  at  the  expiration  of  tlie  present  leases. 

WHITLOCK  AV. — George  F.  Johnson  &  Sons  sold  5  of  14 
2-family  brick  houses  in  course  of  construction,  east  side  of 
Whitlock  av,  between  Hunt's  Point  road  and  Barretto  st.  The 
buyers  are  August  Anderson,  Mary  Parker,  Hannah  Meyer, 
Mary  F.  Carson  and  Lawrence  J.   Rice. 

3D  AV.— George  J.  Strieker,  of  30.56  3d  av,  near  156th  st,  sold 
for  August  Kuhn  the  3-sty  frame  dwelling,  with  stores,  3061 
3d  av,  "2.5x100;  also,  for  Sophia  Dale,  the  3-family  frame  single 
flat,  10.8x115,  664  Eagle  av;  also,  two  vacant  lots,  50x100, 
northwest  corner  of  Willow  av  and  135th  st,  for  the  Good  Man- 
ufacturing Co.  to  a  client  for  improvement.  Mr.  Strieker  says 
he  has  had  his  ofiftce  on  this  block  for  about  14  years,  in  which 
time  he  has  sold  every  house  on  tlie  block.  He  reports  every- 
thing  fully   rented,    with    store   rents   greatly   increased. 


Ijeases. 


Goldberg  &  Arnstein  leased  121  and  r23  West  101st  st  to  a 
client  for  'a  term  of  5  years. 

Jackson  &  Moore  leased  for  the  Moss  Realty  Co.  203  to  223 
West  63d  st,  eleven  5.-sty,  4-famiIy  tenements,  at  an  aggregate 
rental  of  $143,000. 

Pisani  Bros.  &  Co.  leased  for  Kleinfeld  &  Rothfeld  the  5-sty 
tenement  157  East  Houston  st  for  a  term  of  years  at  an  aggre- 
gate rental  of  .?17,500. 

Jo'hn  L.  Murray  leased  to  Frank  A.  Archambault  2674  to  2678 
Broadway,  for  a  term  of  18  years  and  5  months,  at  a  graduated 
rental  of  from  $4,300  to  $7,000  a  year. 

Edward  de  F.  Smith,  of  the  office  of  Edward  N.  Crosby,  leased 
for  Wolf  Bros,  to  Clarence  Dominy  the  automobile  garage  at 
135lh  st  and  Sth  av  for  a  term  of  years. 

J.  N.  Kalley  &  Son  leased  for  Samuel  Green  to  the  Butterick 
Publishing  Co.  the  store  and  basement  at  45  West  34th  st,  for  a 
term  of  j^ars  at  an  aggregate  rental  of  $150,000. 

The  Imported  Cigar  Company  leased  the  store,  800  sq.  ft.,  in 
the  building  now  being  erected  at  the  northeast  corner  of  42d 
st  and  Gth  av  for  a  term  of  10  years  at  $10,000  a  year. 

Eliz:ibeth  Chapman  leased  to  James  M.  Power  the  store  in 
436  Gth  av  for  i-estaurant  purposes  for  a  term  of  3  years  and  6 
months  at  a  graduated  rental  of  from  $3,600  to  $4,500  a  year. 
,  E.  V.  C.  Pescia  &  Co..  206  Broadway,  leased  323  East  107th  st, 
a  G-::ty  double  tenement,   with   stores,   for  Vigdor  Bogolowitz   to 


November  lo,  1906 


RECORD    AND    GUIDE 


773 


WANTS      AND      OFFERS 


4'A'/o  MONEY 

to  lend  in  large  or  medium-size  amounts  on 
choice  Manhattan  bjsiness  or  residence  pro- 
perty only.  Exceptionally  desirable  applica- 
tions  will   receive   favorable   consideration    at 

A.W.  McLaughlin  &  Co. 

123  Broadway,  cor.  Cedar. 

FOR  SALE,  to  close  an  estate,  50  ft.,  near 
7Uth  and  Lexington  Ave.  Price,  $75,000.  Ad- 
dress "J.  W.  4G7,"  cIo  Record  and  Guide. 

POSITION   WANTED 

Structural  and  OrnameuLal  Ironworks  Estima- 
tor, Solicitor  who  can  secure  profitable  contracts: 
economical  designer  and  detailer;  best  shop  prac- 
tices; up  to  date  on  the  use  of  concrete  as  rein- 
forcing material;  graduate  engineer;  18  years' 
experience;  large  acquaintance  with  architects 
and  builders;  wants  position.  BOX  S.  C.  P.,  cIo 
Record    and    Guide. 

COLLEGE  GRADUATE,  B.  S..  desiring  lo 
learn  the  building  business,  would  like  position 
with  builder  or  contractor  presenting  such  an 
opportunity;  willing  to  start  low.  "GRADU- 
ATE," cIo  Record  and  Guide. 

REALTY  OFFICE  wants  capable,  energetic, 
pushing  man,  coulrolling  some  collections  and 
other  business.  Address,  stating  age  and  ex- 
pectation, "GOOD  OPPORTUNITY,"  Box  150. 
Record  and   Guide. 


Lawyers  Title  Insu.  ^nce  &  Trust  Company 

CAPITAL  AND  SURPLUS  -  $9,500,00C 

TRUST   ANI>    BANKING   DEPARTMENT,    69    LIBERTY   ST.       > 

TITLE    DEPARTMENT 37    LIBERTT   ST.      \      MANHATTv»i« 

Brooklyn  Brauoh,  Title  Dep.-irtmout  and  Trust  and  Banking  Department.  188  Montague  Sti«w. 

RECEIVES  DEPOSITS  subject  to  checK  or  on  certificate, 
allowing  interest  thereon. 

LENDS  ON  APPROVED  STOCKS  and  Corporation  Bona, 
as  Collateral. 

ACTS  AS  TRUSTEE,  Guardian,  Executor,  Administrator. 
Assignee  or  Receiver,  Transfer  Agent  or  Registrar  o« 
Stocks  of  Corporations.  Takes  Charge  of  Personal 
Securities. 

OFFICERS  : 
EDWIN  W.  COGGESHALL,  President  and  General  Manager. 

V(fHMVl  n'.'.wu'tv  )  WALTER  N.  VAIL,  Secratary. 

JOHN  T,  l;i.H  KMAN,  (  v!„„.p„.m.„..  LEWIS  H.  LOSEB,  Asst.  Genl.  Manage" 

ARCHIBALD  FOKBES.I  ,     .    m 
V.  CONDIT  VARICK,    JA'«'-  Treasurer- 
GEOROE  A.  FLEURY,   i  ,„„,    h<.„,^,.„_ 
FREDERICK  D.  REEf),)^^^'-  SeeretanB*. 


"^ 


LDUIS  V    BRlciiTf    '  1  Vice-Presidents. 

HENRY  MOR(iENT'HAU, 
THORWALD  .STALLKNEOHT,  Treasure!. 
HLRBERT  E.  JACKSON,  Comptroller. 


GEO.  F.  BUTTERWORTH. 
DUJIONT  CLARKE, 
EDWIN  W.  C(.)««BtiHALL, 


EXECUTIVE  COMMITTEE: 

WILLIAM  A.  DAY. 
WILLIAM  P.  DIXON. 
JULIAN  D.  FAIRCHILD, 


JOHN  T.  LOCKMAN, 
HENRY  MORGENTHAt' 
JAMES  N.  WALLACE 


REAL  ESTATE  MAN  will  purchase  au  estab- 
lished business  on  the  west  side,  23d  to  50th 
St.,  or  will  take  '/i  interest  in  good  otfice.  Ad- 
dress?, with  full  particulars,  "FINANCIAL," 
Box   225,    Record   and   Guide. 

FOR  SALE— Brick  building,  damaged  by  fire; 
demolish    immediately.      LEVINSON.    ISt    B'way. 


RECORD  10  GUIOE  QUARTERLY 

The  annual  number  of  the  Record  and 
Guide  Quarterly  contains  all  the  legal  rec- 
ords for  the  past  year  concerniug  real  estate 
and  projected  buildings,  arranged  alphabeti- 
cally and  numerically,  with  invaluable  anno- 
tations. These  are  supplemented  by  tables 
of  important  transactions,  with  typical 
prices,  covering  (he  past  quarter  of  a  cen- 
tury or  more,  accompanied  by  expert  com- 
ments; also  by  a  list  of  realty  corporations 
created  during  the  past  two  years,  with  of- 
ficers and  the  enterprises  in  which  they  are 
engaged.  The  whole  makes  a  volume  of  ref- 
erence which  no  real  estate  man  can  afford 
to  be  without.  It  should  be  on  every  desk 
and  in  every  library.  Its  cost  is  as  nothing 
compared  to  its  value  as  a  time-saver.  Thiii 
important  work  can  be  obtained,  with  three 
quarterly  numbers,  for  the  comparatively 
small  sum  of  !f2().  It  is  published  by  the 
Keoord  and  Guide,  at  Nos.  14  and  IG  Vesey 
St.,  where  interested  parties  may  see  it  and 
have  its  uses  explained  to  them.  If  you 
cannot  call,  drop  a  postal  card  to  the  Pub- 
lisher, or  call  him  Mp  on  telephone  3157 
CortJandt. 


Industrial  Sites 

To  Real  Estate  Agents 


The  Industrial  Department  of  the 

Erie  Railroad  Company 

advises  Real  Estate  Agents  submit- 
ting: for  the  consideration  of  manu- 
facturers sites  adjacent  to  railroad 
that  it  will  gladly  furnish  them  with 
full  technical  information  in  regard 
to  the  reaching  of  such  sites  by  side 
tracks.  No  interference  with  clients. 
No  leakage.  Confer  with  absolute 
confidence.  Every  assistance  freely 
rendered  agents  in  securing  business. 
Call  or  address, 

LUIS  JACKSON 

yndnBtrlal  Commlsaloner,  Brio  Ballrosd  OomyanV 
11   BROADWAY. 


If  you  wish  to  use 
SWEET'S  INDEX 
for  1907,  commu- 
nicate Avith  us  at 
once. 

FORMS  CLOSE  SOON 

The  Architectural  Record  Co. 

14  and   16  Vesey  St. 


MANY  BROKERS  ARE  SPENDING 

Large  sums  of  money  in  maintaining  an 
office  record  of  real  estate  transactions. 
Such  a  record  is  indispensable  and  can 
now  be  obtained  for  $20  a  year,  by  sub- 
scribing to  the  Record  and  Guide  Quar- 
terly. All  records,  alphabetically  and  nu- 
merically arranged,  with  illustrations  and 
aHnotations.  Subscribe  now  and  be  equip- 
ped   for    your    business. 

RECORD     AND     GUIDE. 
Nos.  14  &  IG  Vesey  St.,  New  York  City. 


G.  Zingales  for  a  term  of  yejrs,  at  an  aggregate  rental  of 
$15,000. 

Leonard  Jacob  and  others,  sus  trustees,  leased  to  the  A.  A. 
Weekes  Manufacturing  Co.  space  in  the  building,  3.5-1  Broad- 
way, for  a  term  of  21  years,  at  a  graduated  rental  of  from 
$11,000  to  *11,.500  a  j"ear. 

Mr.  Lewis  G.  Tewl<sbury  has  bought  for  a  client  from  Henry 
Duncan,  his  lease  of  the  Gil'sey  House,  a  7-sty  hotel  building 
on  Broadway  at  the  northeast  corner  of  29th  st.  The  hotel 
will   be   run   on   the  same   lines   as   formerly. 

Benjamin  Wei'ss  leased  for  the  Astor  estate  to  the  C.  H.  Eden 
Co.  the  first  loft  in  b~>0  Broadway  for  a  long  term  of  years  at 
an  annual  rental  of  $2,500;  also,  for  the  Chesebro  Davidson 
Realty  Co.  to  Rosenbaum  &  Lipner,  the  third  loft  in  779  Broad- 
way for  a  long  term  of  years  at  an  annual  rental  of  $l,.'J0O. 

Gillen  &  Stryker  leased  for  Conrad  Hubert  to  the  New  York 
Contracting  Co.  for  a  term  of  years,  410  to  422  West  38th  st,  a 
4-sty  and  basement  fireproof  stable  and  an  adjoining  building 
with  large  yard,  100x100.  Tliis  is  part  of  a  large  parcel  recently 
purchased  by  Mr.  Hubert  from  the  C.  Poyet  Candy  Manufac- 
turing Co. 

H.  Taylor  Sherman  Co.  leased  for  a  client  to  Eleanore  D.  Just 
IIG  West  48th  st;  for  Mary  Lewis  to  William  Weiler,  552  West 
114th  st,  an  American  basement  dwelling;  for  Dr.  W.  Seward 
Webb   to   the   Davidge   School   for   Girls,   part   of  51   East   44th 


st,  and  for  H.  Freud  to  Edward  C.  Balch,  3,300  sq.  ft.  in  the  loft 
building  152  and  1.54  West  34th  st. 

Frederick  Fox  &  Co.  leased  for  the  Master  Builders'  Realty 
and  Construction  Company  20,000  sq.  ft.  of  space  in  the  new 
12-sty  mercantile  building  in  coui-se  of  construction  at  10  to  14 
East  12tli  st;  also  for  the  Farmers'  Loan  and  Trust  Company 
four  lots  at  19  Bond,  corner  of  Lafayette  st;  also  for  Dressar, 
Ehrhart  &  Wicks,   10,000  sq.  ft.  In  115  and  117  Spring  st. 

M.  Morgenthau,  Jr.,  &  Co.  leased  for  the  Hamilton  Heights 
Syndicate  eleven  stores  in  block  front  east  side  of  3d  av,  be- 
tween COth  and  G7th  sts.  This  completes  the  renting  of  the 
stores  on  this  block  with  the  exception  of  the  GCth  st  corner 
and  one  small  inside  store.  Of  the  apartments  over  the  stores 
all  but  ten  out  of  116  have  been  rented.  This  property  was 
formerly  owned  by  the  elevated  railroad  company. 

H.  L.  Moxley  &  Co.  leased  for  the  Wallace  estate  the  entire 
upper  part  of  the  building,  21  Murray  st,  to  the  Underwood 
Typewriter  Company;  also,  for  the  Farmers'  Loan  and  Trust 
Company  15,000  sq.  ft.,  47  and  49  Mercer  st,  to  the  Souvenir 
Postal  Card  Company;  also  the  second  loft,  337  Broadway,  for 
the  Moffatt  estate;  also  the  first  loft,  45  Greene  st,  for  E.  N. 
Taller;  also  the  top  loft,  250  and  257  West  st,  for  the  H.  J. 
Heinz  Company. 

Herman  Frankfort  reports  the  following  leases:  For  E.  Mans- 
bach  to  John  and  James  Dobson.  lofts  at  72  Greene  st;  also,  for 
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C.  Cohen  to  E.  &  H.  Levy,  the  store  and  basement,  78  Greene 
St;  also,  for  the  Jacob  New  Realty  Company  to  Crouch  &  Fitz- 
gerald, the  store  and  basements  at  GS8  Broadway;  also,  to  the 
Norwalk  Hat  Company,  lotts  at  21  to  27  New  Chambers  st; 
also,  33,000  sq.  ft.  at  525  to  533  West  54th  st,  to  the  Atlas  Silk 
Company;  also,  for  Jacob  Racich  to  F.  Desther,  the  buildings 
and  stable  at  541  to  547  West  54th  st. 

Renewal  of  City  Ferry  Leases. 
City  of  New  York  recorded  a  renewal  of  leases  to  the  Brooklyn 
and  New  York  Ferry  Co.  of  the  sites  of  the  following  ferries: 
Foot  of  RooseTOlt  st,  East  River,  for  a  term  of  10  years  at 
$20,000  a  year;  also  the  foot  of  42d  st,  East  River,  for  a  term  of 
10  years  at  $10,000  a  year;  also,  the  foot  of  Grand  st.  East 
Ri\-er,  for  a  term  of  10  years  at  $5,000  a  year;  also,  to  the 
10th  and  23d  St  Ferry  Co..  the  foot  of  23d  st.  East  River,  for 
a  term  of  10  years  at  $21,000  a  year;  also,  to  the  same  company, 
the  foot  of  10th  st.  East  River,  for  a  term  of  9  years  and  i) 
months  at  .$5,.500  a  year.  The  10th  and  23d  St  Ferry  Co.  record- 
ed a  lease  to  the  New  York  and  Brooklyn  Ferry  Co.  of  the  foot 
of  both  10th  and  23d  sts.  East  River,  for  a  term  of  09  years 
at   a  nominal   rental. 


SITBXIRBAN. 

Cornelius  G.  Kolff  sold  for  Chas.  F.  Zentgraf  to  Nathan  Kep- 
pler  the  Seminary  property  on  Tompkins  av,  near  Hyatt  st, 
St.  George,  S.  I.,  a  plot  148x217. 

Large  Tract  on  Staten  Island  Sold. 

Wood,  Harmon  &  Co.  bought  from  A.  Duer  Irving,  through 
Cornelius  G.  Kolff,  the  Irving  property  on  Castleton  and  Cebra 
avs,   Staten  Island,   comprising  4.50   lots. 

B.  Nelson  Ehrhart  sold  for  D.  C.  Hayes  his  residence  at  Pros- 
poet  av  and  Howard  st,  White  Plains,  on  plot  70x150.  The 
tame  broker  leased  for  D.  C.  Hayes  his  stable  on  Howard  st 
on  plot  50x140. 


The  Harlem  Property  Owners'  Association  held  a  meeting 
Friday  evening,  November  9,  190G,  at  147  East  125th  st. 

A  quarterly  dividend  of  3  per  cent,  has  been  declared  by  the 
board  of  directors  of  the  Bond  &  Mortgage  Guarantee  Co.,  pay- 
able  Nov.    15. 

A.  Halprin  has  severed  his  connection  with  the  firm  of  Hal- 
prin,  Diamondston  &  Levin.  •  He  will  continue  in  the  real  estate 
business  at  18  West  114th  st. 

On  good  authority  It  is  stated  that  an  offer  of  $310,000  was 
refused  recently  for  a  frontage  of  50  ft.  on  the  south  side  of 
34th  st,  between  7th  av  and  Broadway. 

Dennis  &  Preston,  258  Broadway,  Manhattan,  who,  it  will 
be  remembered,  were  the  brokers  in  the  sale  of  the  southeast 
corner  of  5th  av  and  42d  st,  expect  to  close  some  important 
sales  shortly. 

Mr.  W.  B.  Harding,  secretary-treasurer  of  the  Cruikshank 
Company,  141  Broadway,  Manhattan,  says  that  his  company  has 
been  unusually  busy  since  early  last  spring.  The  management 
of   estates    is    their    specialty. 

The  many  friends  of  Robert  T.  McGusty,  of  the  firm  of  Charles 
H.  Easton  &  Co.,  real  estate  brokers,  110  West  42d  st,  will  regret 
to  learn  that  he  has  been  taken  ill  with  typhoid  fever.  He  is 
In  St.  Luke's  Hospital  and  is  reported  as  getting  on  comfort- 
ably. 

W.  W.  and  E.  E.  Slocum  have  resigned  as  selling  agents  of 
the  Hudson  River  Realty  Company,  owners  of  "Palisade."  They 
have  been  connected  with  the  company  since  this  well  known 
property  was  flirown  open  and  have  done  much  to  add  tone  and 
quality  to  the  development. 

Mr.  Edward  C.  H.  Vogler,  of  441  Amsterdam  av,  says  he 
could  fill  forty  or  fifty  houses  having  four,  five  or  six-room 
apartments  at  from  thirty-five  to  eighty  dollars  per  month,  in 
a  week,  if  he  had  them.  He  had  already  turned  away  fourteen 
applicants  before  ten  o'clock  on  the  morning  of  this  conversa- 
tion with  a  Record  and  Guide  representative. 

The  Jere  Johnson,  Jr.,  Co.,  187  Broadway,  Manhattan,  has 
purchased  the  well-known  De  Kay  estate  situated  on  the  west- 
erly side  of  Bard  av,  Livingston,  Staten  Island.  The  property 
will  be  cut  up  into  about  two  hundred  25x100  lots  and  will  be 
put  in  the  market  for  sale.  The  De  Kay  estate  is  immediately 
opposite  the  Hoyt  property,  whic'h  latter  was  sold  at  auction 
by  the  Johnson  Co.  early  this  fall. 

It  may  be  interesting  to  know  that  No.  449  Broadway,  running 
through  to  2C  Mercer  st,  5-sty  loft  building,  25x200,  was  sold  in 
partition  during  the  year  ISCfi  for  $1.50.000,  being  a  sum  which 
exceeds  the  price  recently  paid  for  it  at  auction  by  $16,000. 
Brokers  familiar  with  the  early  sales  of  Broadway  property  do 
not  regard  this  information  as  by  any  means  evidence  of  general 
depreciation  in  land  values  since  the  early  date  mentioned,  but 
argue  that  the  building  had  been  allowed  to  remain  in  a 
neglected  state  for  so  long  a  period  as  to  render  it  less  attractive 
as  an  investment. 


More  Activity  on  Seventh  Avenue. 

That  7th  av  near  the  Pennsylvania  terminal  is  beginning  to 
attract  the  attention  of  speculators  there  can  be  no  further 
doubt,  for  ever  since  the  unfolding  of  the  plans  of  this  gigantic 
undertaking  it  has  been  known  that  certain  interests  were 
cjuietly  at  work  in  an  attempt  to  secure  control  of  the  major 
part   of  available  plots  along  this   thoroughfare. 

At  the  present  time  interest  is  principally  focused  on  the  east- 
erly side  of  the  avenue  between  33d  and  34th  sts,  which  block 
recently  furnished  another  illustration  of  the  marked  Influence 
the  great  passenger  station  is  exerting  on  property  values  in 
the  neighborhood.  The  deal  referred  to  was  the  purchase  by  the 
Atlantic  Realty  Company  and  the  Strange  &  Slawson  Company 
of  433  to  437  7tli  av,  49.4x100,  and  102  West  34th  st,  29x24,  the 
properties  forming  an  "L"  surrounding  the  southeast  corner  of 
7th  av  and  34th  st.  The  three  parcels  contain  an  approximate 
total  of  5,029  sq.  ft.,  for  which  it  is  believed  the  buyers  paid 
$338,000,  or  about  $00  per  square  foot.  This  figure  compares  well 
with  the  prices  asked  for  other  property  nearby,  which  range 
from  .$44  to  $00  per  square  foot.  The  highest  figure  paid  so 
far  for  realty  at  this  end  of  the  block  is  about  $111  per  square 
foot  for  a  plot  of  3,900  sq.  ft.,  or  about  $435,000;  the  property 
mentioned  being  the  northeast  corner  of  7th  av  and  33d  st, 
which  changed  hands  recently. 

There  are  those  who  believe  that  the  prices  now  being  secured 
for  real  estate  in  this  section  are  too  high,  and  out  of  pro- 
portion; many  operators  emphatically  contending  that  it  is 
only  a  question  of  time  when  the  new  owners  will  realize  their 
error,  and  will  either  be  forced  to  dispose  of  their  holdings  at 
a  loss,  or  carry  them  for  an  indefinite  period.  On  the  other 
hand,  appraisers  and  speculators  who  have  given  special  atten- 
tion to  the  study  of  the  various  phases  of  the  situation,  main- 
tain that  land  values  in  the  terminal  district  will  soon  equal, 
and  in  many  instances  exceed,  the  prices  which  are  now  being 
obtained  for  property  in  the  5th  av  section  between  34th  and 
42d  sts. 

On  one  point,  though,  both  sides  alike  agree,  and  that  is  the 
certainty  of  the  effect  the  opening  of  the  Pennsylvania  station 
will  produce  on  real  estate  values  along  the  highway  through 
which  the  crowd  will  most  likely  pass.  Therefore,  the  vital 
question  for  the  speculator  to  decide  is  the  location  of  this  chief 
avenue  of  ingress.  If  the  great  mass  of  people  upon  leaving 
the  trains  follow  a  northward  direction,  then  7th  av  and  34th 
st  will  be  greatly  benefited  by  the  vast  infiux.  Should  the 
majority  seek  an  outlet  to  6th  av  and  Broadway  through  32d 
and  33d  sts,  then  it  is  reasonable  to  assume  that  the  effect  on 
the  former  will   be  correspondingly  less. 

There  are  rumors  that  another  sale  of  importance  will  soon 
be  closed,  and  as  the  property  affected  is  said  to  be  on  the 
easterly  side  of  7th  av,  and  in  close  proximity  to  the  large 
parcel  sold  a  few  days  ago,  it  is  evident  that  some  buyers  are 
either  acting  upon  receipt  of  inside  information  relative  to 
further  contemplated  improvements,  or  have  sufficiently  satis- 
fied themselves  in  respect  to  the  direction  the  crowd  is  likely  to 
take  upon  leaving  the  Pennsylvania  depot. 


Unsatisfied  Demand  for  Private  Houses  on  West  Side. 

It  was  learned  at  the  office  of  F.  Zittel,  266  Columbus  av, 
that  there  continues  to  be  an  unsatisfied  demand  for  private 
houses  west  of  Central  Park,  both  on  the  part  of  investors  as 
well  as  those  w^ho  wish  to  lease,  together  with  numerous  flat- 
house  seekers  who  are  looking  for  apartments  at  rentals  of 
from  $1,.500  to  $2,.500  a  year;  there  being  none  to  be  had,  as 
all  such  are  fully  rented.  East  of  the  park,  however,  we  find 
conditions  almost  the  reverse.  During  a  talk  with  Mr.  Conger, 
of  the  firm  of  Duff  &  Conger,  who  has  an  office  at  the  southeast 
corner  of  Madison  av  and  86th  st,  he  said  that  there  was  little 
activity  in  any  branch  of  the  real  estate  market  at  the  present 
time. 

Numerous  owners  in  this  neighborhood  are  holding  their  prop- 
erties as  an  investment,  wliile  those  who  have  placed  theirs 
upon  the  market  are  asking  such  exorbitant  prices  that  no 
one  is  induced  to  buy.  As  a  matter  of  fact,  a  large  number  of 
parcels  have  been  sold  many  times  within  a  short  period,  each 
seller  realizing  some  profit,  leaving  the  present  landlord  with 
a  high-priced  piece  of  property  on  his  hands,  and  in  the  major- 
ity  of  cases  with  rents  as  high  as  possible.  Dwelling  houses  in 
this  vicinity  are  marketable  anywhere  from  $25,000  to  $45,000. 
There  are  a  number  for  sale  and  to  let. 

Mr.  Max  Marx,  of  128  Broadway,  when  asked  why  there  was 
such  a  distinction  in  conditions  east  and  west  of  the  park, 
said  that  the  private  dwellings  on  the  westerly  side  of  the  park 
were  mostly  new  and  modern  in  construction,  also  cheap  at 
the  prices  asked,  while  on  the  easterly  side  of  the  park,  except- 
ing the  proximity  of  5th  av,  the  buildings  are  old  and  Tiigh- 
priced;  besides,  the  West  Side  has  far  better  transportation 
facilities,  which  are  patronized  by  those  in  higher  walks  of 
life,   contrary   conditions   prevailing   on   the   East   Side   lines. 

It  was  learned  through  a  prominent  downtown  real  estate 
operator  tliat  a  certain  wealthy  resident  of  the  5th  av  section 
preferred  traveling  via  the  Subway  to  and  from  his  place  of 
business  and  walking  across  the  park  each  way,  to  East  Side 
travel.     Besides,  he  claims  to  make  better  time  by  doing  so. 
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\/\/^  P.    MANGAM 

Real  Estate  and  Loans 

108  and  110  EAST  125TH  STREET 

Telephone,  222  Harlem  Kew  York  City 

NOTARY  PUBLIC 

J     C.    LYONS    BUILDING  & 
'^'  OPERATING   COMPANY 

i  AND  6  EAST  42D  STREET 
Telephone,  6438  38th  St.  NEW  YOKE 


MIMOMUiAMMOUa. 


QHARLES  H.   EASTON  &  CO. 
Real  Estate  Agents  and  Brokers 

Tel.,  6420  38th  St.         Estates  Managed 

116  West  42d  Street,  NEW  YORK 

Cable  Address,  "Cheaston,  N.  Y." 

Charus  H.  Eastok Robert  T.  McGuaTT 

HURD'S  PRINCIPLES  OF   CITY  LAND  VALUES 
Price,    $1.50. 
A    book   Just   published   that   shows   how   city 
values  are  made  and  the  basis  upon  which  real 
estate   appraisements   should   be  made. 


mincmf.uiiiBmBit 


T 


rv„rl,„  /l'-8We5t33dSt. 


HOMAS   DIMOND 

Iron  Work  for  Building 

128  TVEST  33D  ST.,  NEW  YORK 

Established  1852 
Tel.,  1780  Mad.  Sq. 


|\l     BRIGHAM   HALL  &  SON 

•  ^  ■         Real  Estate  Brokers  and  Ageata 

Tel.,  603  Spring  681  Broadway 

~^ — '-^^— ^^^^^^^™^-^— ^.^^^ 

JAMES    A,     D3WD  Tel.,93Pla« 

Real  Estate  end  Insurance 

874  SIXTH  AVENUE,  above  49th  Street 


THE  TITLE  INSURANCE  COMPANY,0FNEW 
135  Broadway,  Manhattan  CAPATAL  AND  SURPLUS 

and  203  Mongtague  St.,  Brooklyn  $3,000,000 

fcrBTn?nea  and  Insures  Titles  to  Real  Estate  on  Sales  and  Loans,  and  deals  in  Mortgages. 


YORK  ^?,'?A'?,'^v,^.?.Y?.T;,]?™^i''^°' 


,IOHN  I).  CRIMMINS,      1  „.      „      u     » 
CHARLES  T.  BAKNEY,/^"=«-P"8iaeot« 
CYRIL  H.  BURDETT,  Secretary 
CHAUNCEY  H.  HUMPHREYS,!  Asst. 
EDWIN  A.  BAYLES.  /Seo'ys 

WILLIAM  N.  HARTE,  Treasurer 
Hon.  ABRAHAM   R.  XiAWRENCE,  Comuel 


HARRY    W.     HOPTON 
REAL    ESTATE 


No.    160    BBOADWAI 

Cor.  Liberty  St. 


NOTICE  TO  PROPERTY  OWITERS. 

HEARINGS    FOR    THE    COMING    WEEK. 
At  90-92  West  Broadway. 
Monday.    Nov.    12. 
Public  Park,   Queens,  at  2  p  m. 
Main  st.  City  Island,   at  3  p  m. 
Lafayette  av,   Richmond,   at  3  p  m. 
Cameron  pi,  Jerome  av  to  Morris  av,  Bronx,  at 

2   pm, 
Westchester  av,  Bronx  River  to  Main  st,  Bronx, 

at   10.30   a   m. 
Waterloo    pi,    between    176th    and    175th    sts,    at 

11   a   m. 
Seaman  av.   Academy  st  to  Isham  st,  at  4  p  m. 
Public   park   at   Rae.    at   12  m. 
Spuyten    Duyvil    rd.    Spuyten    Duyvil    Depot    to 

Riverdale    av,    at    4    p    m. 
The    Parkway.    Grand    Boulevard    to    Claremont 

Park,    at    12.30   p   m. 
West  214th  st,  Kingsbridge  rd  to  Harlem  River, 

at  1  p  m. 
West    21Sth    st.    Seaman    av   to    Ninth    av,    at   3 

p  m. 
Public    park,    bounded    by    Southern    Boulevard, 

Pelham  av  and  Crotona  av,   at  1   p  m. 
West  15Sth  st,  St  Nicholas  av  to  Edgecombe  rd, 

at   4   p   m. 
Seabury  pi,   Charlotte  st  to  Boston  rd,   at  12.30 

p    m. 
Ford  st,  Tiebout  av  to  Webster  av,  at  12  m. 
East   161st   st,    between    Jerome   av   and   Walton 

av,  at  12..30  p  m. 
Tremont  av.   Bronx  River  to  Eastern  Boulevard, 

at  2   p  m. 

Tuesday.    Nov.    13. 
Northern  av,   north   of  ISlst  st,   at  3  p  m. 
Two  public   parks,    east  ot  Boulevard   Lafayette, 

at    4    p    m. 
Bronx  st,  Tremont  av,  or  East  177th  st,  to  East 

ISOth    st,    at    12    m. 
Beaview    av,    Richmond    rd    to    Southfield   Boule- 
vard,   at   2  p  m. 
Belmont    av.    East    175th    st   to    Tremont    av,    at 

2  pm. 

West  17Sth  st,  sewer  easement,  at  3  p  m. 
West  160th  st,   Broadway  to  Riverside  Drive,  at 

4  pm. 
West  163d  st,  Broadway  to  Fort  Washington  av, 

at  2.30  p  m. 
Belmont   st,    Inwood   av  to  Featherbed  Lane,   at 

3  pm. 

West    151st    st,    closing.    Riverside    Extension   to 

U   S   bulkhead   line,    at  1  p  m. 
Wednesday,  Nov.  14. 
East  20Sth  st.  Reservoir  Oval  West  to  Jerome  av, 

at   11  a  m. 
Cypress  av,  closing,   Harlem  River  &  P  R  R  to 

bulkhead    line,    at    11    a   m. 
Storm     Relief    Sewer,     Webster    av    to    Harlem 

River,    at    2    p   m. 
Union  av,  Richmond,  at  10  a  m. 
West    186th    st,    Amsterdam    av    to    new    street 

west   of   Highbridge   Park,    at   4   p   m. 
White    Plains    rd,     northern    boundary    ot    city 

to  Morris  Park  av,  at  4  p  m. 
City  Island  Bridge,  at  .3  p  m. 
Tremont    av.    East    177th    st    from    Aqueduct    to 

Sedgwick   av,    at   3    p   m. 

Thursday,    Nov.    13. 
East   197th   st,   Bainbridge  av  to   Creston  av,   at 

1pm. 
Weiher    Court,    between   Washington    av   and   3d 

av,    at    3.30  p   m. 
West   163d   st.   Fort  Washington  av  to  Riverside 

Drive,   at   3  p  m. 
Exterior    st,    Fordham    rd    to    West    192d    st,    at 

1pm. 
Tremont  av,    Eastern  Boulevard  to  Fort  Schuy- 
ler  rd,    at    12..30   p    m. 
Bridge    at   Highbridge,    at  4   p   m. 

Friday,    Nov.    16. 
Baker  av.  Baychester  av  to  city  line,  at  2  p  m. 
Beck  st,  Longwood  av  to  Intervale  av,  at  1  p  m. 

BOND  &  MOKTC^AGE  GUARANTEE  CO. 

17.")  Remsen  St.,  Brooklyn,  N.  Y.,  Nov.  5.  1906. 
A  QUARTERLY  DIVIDEND  OF  THREE  PER 
CENT,  has  been  declared  by  the  Board  of  Direct- 
ors, payable  November  15th,  1906,  to  the  stock- 
holders of  record  at  the  close  of  business  on 
November   10th,    1906. 

CLINTON  D.   BURDICK,  Treasurer. 


JOSEPH   P.  DAY 

Real  Estate 
AUOTIOJTEEB  AND  APPRAISER 

MA'S*  OFFICB^  AQKNCT   »BPT 

31  NASSAU  ST.  932   EIGHTH  AVENUE 


At     25S     Broadway. 

Monday.    Nov,    12. 
111th  st,  school  site,  at  10  a  m. 
Pier   52,    East    River,    at   11    a   m. 
Port    Richmond    Ferry,    at   11    a   m. 
Piers   2  and   3,    East    River,    at   2  p   m. 
East   Houston    st,    library   site,    at   1   p   m. 
East    113th    st,    school    site,    at  3   p   m. 
Bridge  4,    Section    No   3,    at  3   p   m. 
Hyatt    st,    library    site,    at   3.30   p    m. 

Tuesday.    Nov.    13. 
Madison  av  Bridge,  at  4  p  m. 

Wednesday,  Nov.  14. 
22d   and   23d   sts,    North   River  docks,    at   10.30 

a  m. 
East  ISSth  St.   F.ctocl  site,  at  11  a  m. 
Pier   -3,    East  River,   at  2  p  m. 
Cherry  and  uiiver  sts,   bath  site,  at  2  p  m. 

Thursday,    Nov.    15. 
Piers  16  and  17,  East  River,  at  10.30  a  m. 
Briggs   av,    school   site,    at  12   m. 
loth  and  18th  sts,  North  River  docks,  at  2  p  m. 

Friday,    Nov.    16. 
42d    and    43d    sts.    North    River    docks,    at    10.30 
a    m. 


AUCTION   SALES   OF  THE  WEEK. 

The  following  is  the  complete  list  of  the  prop- 
erty sold,  withdrawn  or  adjourned  during  week 
ending  Nov.  9,  19<^)6,  at  the  New  York  Real 
Estate  Salesroom,  14  and  16  Vesey  St.  Except 
where  otherwise  stated,  the  properties  offered 
were  in  foreclosure.  Adjournment  of  legal  sales 
to  next  week  are  noted  under  Advertised  Legal 
Sales. 

•Indicates  that  the  property  described  was  bid 
In  for  the  plaintiff's  account. 

The  total  amount  at  the  end  of  the  list  com- 
prises the  consideration  in  actual  sales  only. 

JOSEPH  P.  DAY. 

95th  St.  No  118,  s  s,  199.8  w  Columbus  av, 
24.10x100.8,  3-sty  brk  dwelling.  (Amt  due, 
$1,212.06;  taxes,  &c,  $229.27.)  Mort  re- 
corded May  26,  1885.  Irving  I  Kempner. 
$17,000 

Jackson  av.  w  s,  25  n  156th  st,  25x77.1,  5-sty 
brk    tenement.      Adj    sine    die 

205th  st,  s  s,  .384.10  w  Mosholu  Parkway  South, 
52.5x127.3x50x111.4,  vacant.  (Amt  due, 
$967.50;  taxes,  &c,  $392.82.)  Mort  recorded 
March   13.   1900.      David  G  Baird ...2,725 

Boston  rd,  or  Morse  av,  w  s|o93.4   s   w    166th   st, 

Franklin  av  |  runs  s  w  71.8  x  n 
w  316.6  to  Franklin  av,  x  n  e  108.10  x  s  e 
20(J  X  s  w  41  X  s  e  67.8  to  beginning.  6-sty 
brk  tenement  and  vacant  on  Franklin  av. 
(Amt  due,  .$5,525.84;  taxes,  &c,  $546.24.) 
Mort  recorded  June  2,  1905.  G  C  Creagh. 
52,000 

SAMUEL    GOLDSTICKER. 

West  End  av.  No  802,  e  s,  19  s  99th  st.  16x 
SO,  3-sty  and  basement  stone  front  dwelling. 
(Amt  due,  $17,470.34;  taxes,  &c,  $281.22;  sold 
sub  to  encroachment.)  Mort  recorded  July 
20,    1901.      Chas   Gahren    18,900 

Total     ,$90,625 

Corresponding     week,     1905 367,775 

Jan.    1,    1906,    to    date 27.106.561 

Corresponding   period,    1905 34,344,870 

* 

ADVERTISED    LEGAL    SALES. 

Sales  lo  be  held  at  the  Real  Estate  Exchange, 
14  and  16  Vesey  St.,  except  as  elsewhere  stated. 

Nov,   10. 
No  Legal  Sales  advertised  for  this  day. 

Nov,  12. 
156th  st,  No  1101,  n  e  cor  Dawson  st,  25x100, 
2-stv  frame  dwelling.  Donald  Mackay  agt 
Louise  C  D  Taylor  et  al;  John  E  Miller,  atfy. 
20  Nassau  st;  Abraham  L  Jacobs,  ret,  (Amt 
due.  $8,677.02;  taxes,  &c.  $1,131.79.)  By 
Joseph  P  Day. 


1st  av,  Nos  394  to  398  |  n   e  cor  23d  st,   74.1x81.6, 
23d  St.  No  401  I     4-sty  brk  loft  and  store 

building.  Henrietta  Hirsch  agt  Isaac  Roth  et 
al;  Leonard  Bronner,  att'y,  300  Broadway;  S 
Stanwood  Menkin,  ret.  (Partition.)  Sold  sub 
to  three  morts  aggregating  $50,500.  By  Joseph 
P    Day. 

Nov.    13. 
No   Legal   Sales  advertised  tor  this  day. 
Nov.    14. 

Oak  st,  e  s,  200  s  Kingston  av,  100x125.  East- 
chester.  Sarah  A  Neal  agt  Thomas  Gilleran 
et  al;  De  La  Mare  &  Morrison,  att'ys;  Crom- 
well   G    Macy,    Jr,    ret.       (Amt    due,    $663,65; 

taxes,    &c,    ,$ .)      By   Cromwell    G   Macy,    Jr, 

at  Municipal  BIdg,  Bronx,  at  10..30  a  m. 

Boston  rd,  s  s,  between  (I^bestnut  and  Walnut 
sts,  — X — ,  w  %  lot  4.S7,  map  ot  Arden  property, 
Eastchester.  Walter  W  Taylor  agt  Sarah  A 
Vaden  et  al;  Action  No  2;  De  La  Mare  & 
Morrison,    att'ys;    Cromwell    G    Macy,    Jr,    ret. 

(.Amt    due,    .$2,450.77;    taxes,    &c,    $ .)      By 

Cromwell  G  Macy,  Jr,  at  Municipal  Bldg, 
Bronx,  at  10  a  m. 

Nov.    15. 
No   Legal   Sales   advertised  for  this  day. 
Nov.    16. 

139th  St.  Nos  502  and  504,  s  s,  100  w  Amsterdam 
av.  50x99.11,  6-sty  brk  tenement.  Emanuel 
Arnstein  et  al  agt  Abraham  or  .Abram  Schles- 
inger  et  al:  Alexander  Pfeiffer,  att'y,  128 
Broadway:  Samuel  Marsh,  ret.  (Amt  due. 
.$26. 478. .52;  taxes,  &c,  $296.93;  sub  to  four 
morts  aggregating  $22,750.)  Mort  recorded 
Sept   26,    1905.      By   Joseph    P   Day. 

53d  st,  Nos  441  to  451.  s  w  s,  419  e  Is  tav,  runs 
s  w  148.3  X  s  e  101.6  x  n  e  119.2  x  s  e  194 
to  a  pointlOO  s  e  ot  n  w  s  Av  A,  x  n  e  44.9  x 
n   w  294  to   beginning. 

Also  land  under  water  adj  is  front  on  Av  A.  3- 
sty  brk   factory. 

Nineteenth    Ward    Realty    Co    agt    Blomo    Mtg 
Co  et  al;  Charles  Strauss,  att'y,  141  Broadway; 
Michael    J    Egan,    ret.      (Amt    due.    .$44,747.69; 
taxes,    &c,    $408.41.)      Mort    recorded    Dec    26. 
1903.      By   Joseph    P    Day. 
Nov.    17. 
No   Legal   Sales   advertised  for  this  day. 
Nov.    19. 

175th  st,  s  s,  150  w  Amsterdam  av.  75x99.8.  va- 
cant. Henry  Arnstein  agt  Charles  Laudin  et 
al;  Feltenstein  &  Rosenstein,  att'ys,  309  Broad- 
way: Chas  A  Kalish,  ref.  (Amt  due,  $9,910.34; 
taxes,  &c,  .$696.54.)  Mort  recorded  Nov  14, 
1903.      By   Joseph    P   Day. 

0th  av.  No  399,  w  s,  74  n  24th  st,  20x100,  4-sty| 
bldg  and  store.  I 

6th  av,  Nos  826  to  S30ls    e    cor    47th    st,    70x22,1 

47th  st,  No  80  I  4-sty    brk    tenement    andl 

store.  I 

37th  s(,  Nos  2.56  and  258,  s  s,  130  e  8th  av,| 
.WxOS.n,    two    4-sty    brk    bldgs.  I 

Crotona  av.  e  s.  67.4  n  181st  st,  67.4x103x1 
66x116.  vacant.  i 

Gth  av.  No  750,  e  s,  40.5  s  43d  st,  20x75,  4-sty| 
stone   front   tenement   and   store.  I 

Frances  H  Hanford,  indiv.  &c.  agt  Mary 
E  Hays  indiv,  &c:  Thomas  W  Butts,  att'y,  51 
Chambers  st;  Morris  J  Hirsch,  ret,  (Partition.) 
By    Joseph    P    Day. 


public  Tlottccs. 


PUBLIC  NOTICE  IS  HEREBY  GIVEN  to  the 
owner  or  owners  of  all  houses  and  lots,  im- 
proved or  unimproved  lands  affected  thereby, 
that  the  following  proposed  assessments  have 
been  completed  and  are  lodged  in  the  office  ot  the 
Board  of  Assessors  for  examination  by  all  per- 
sons   interested,    viz. ; 

BOROUGH  OF  THE  BRONX. 
List  8.740,  No.  1.  Regulating,  grading,  curb- 
ing, flagging  and  laying  crosswalks  in  Clay 
avenue,  from  Webster  avenue  to  East  One  Hun- 
dred and  Seventy-sixth  street,  together  with  a 
list  of  awards  for  damages  caused  by  a  change  of 
grade. 

List  8,964,  No.  2.    Sewer  and  appurtenances  In 
Avenue  St.  John,  between  Dawson  street  and  the 
Southern    Boulevard. 
For    full    partirulars   see   City   Record. 
ANTONIO    ZUCCA, 
PAUL   WEIMANN. 
JAMES    H.    KENNEDY, 

Board  of  Assessors. 
WILLIAM    H.    JASPER. 

Secretary. 
No.    320  Broadway. 
City  ot  New  York,  Borough  of  Manhattan,  N(}- 
vember  8,  1909. 
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proposals. 


public  •Motfces. 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  Octo- 
ber 26  to  November  12,  1906,  of  the  conflrmatlon 
by  the  Board  of  Assessors  and  the  entering  In 
the  Bureau  for  the  Collection  of  Assessments 
and  Arrears,  of  assessments  for  LOCAL  IM- 
PROVEMENTS   IN    THE    BOROUGH    OF    THE 

^"•mfwARD,  SECTION  11.  CLAY  AVENUE 
—SEWER  between  East  173d  Street  and  East 
176th   Street.  HERMAN  A.   METZ, 

Comptroller. 
City  of  New  York,  October  23,  190G.       (29672-1 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  Octo- 
ber 26  to  November  12,  1906,  of  the  confirmation 
by  the  Board  of  Assessors  and  the  entering  In 
the  Bureau  for  the  Collection  of  Assessments 
and  Arrears,  of  assessments  for  LOCAL  IM- 
PROVEMENTS IN  THE  BOROUGH  OF  MAN- 
HATTAN* 

21ST  WARD,  SECTION  3.  38TH  STREET  AND 
1ST  AVENUE— RECEIVING  BASINS  at  the 
northeast  corner.  22D  WARD,  SECTION  4. 
74TH  STREET— EXTENSION  OF  SEWER,  be- 
tween Columbus  Avenue  and  Central  Park  West. 
19TH  WARD,  SECTION  5.  EAST  83D  STREET 
—PAVING,  CURBING  AND  RECURRING,  from 
East  End  Avenue  to  East  River.  12TH  WARD, 
SECTION  6.  PARK  AVENUE— PAVING,  from 
20  feet  north  of  132d  Street  to  135th  Street. 
12TH  WARD,  SECTION  7.  WEST  150TH 
STREET— SEWER,  between  McComb's  Dam 
Road  and  7th  Avenue.  BROADWAY— REPAIR- 
ING SIDEWALKS  AND  LAYING  FLAGGING, 
both  sides,  from  119th  Street  to  143d  Street. 
WEST  147TH  STREET— REPAIRING  SIDE- 
WALKS opposite  numbers  514  and  516.  ST. 
NICHOLAS  AVENUE  AND  146TH  STREET- 
REPAIRING  SIDEWALKS  at  the  southwest  cor- 
ner. 12TH  WARD,  SECTION  8.  lOOTH  STREET 
AND  JUMEL  TERRACE— REPAIRING  SIDE- 
WALKS at  the  northwest  corner. 

HERMAN  A.    METZ, 

Comptroller. 

City  of  New  York,  October  23,  1906.      (29672-2) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  No- 
vember 1  to  15,  1906,  of  the  confirmation  by  the 
Supreme  Court  and  the  entering  in  the  Bureau 
for  the  Collection  of  Assessments  and  Arrears,  of 
assessment  for  OPENING  AND  ACQUIRING 
TITLE  TO  THE  FOLLOWING  NAMED  AVE- 
NUE IN  THE  BOROUGH  OF  THE  BRONX. 

24TH  WARD,  SECTION  12.  VAN  CORT- 
LAND AVENUE— OPENING,  from  Jerome  Ave- 
nue to  Mosholu  Parkway.  Confirmed  November 
26,    1901;    entered   October  31,    1906. 

HERMAN  A.  METZ, 

Comptroller. 

City  of  New  York,   October  31,  1906.       (29913) 


iproposa's. 


tion  of  new   balconies  on   pavilions  A  and  B  of 
the   new    Bellevue    Hospital,     situated     on     First 
Avenue  and  bounded  by  26th  to  29th  Streets,  the 
City  of  New  York. 
For  full  particulars  see  City  Record. 
JOHN   W.    BRANNAN, 
President,  Board  of  Trustees,  Bellevue  and 
Allied  Hospitals. 
Dated  November  1,  1906. 

Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
P.    M.    on 

THURSDAY,   NOVEMBER  22,  1906, 

Borough  of  Brooklyn. 

For  furnishing   all  the  labor  and  material   for 

constructing    and     cmplacing     fountain     in    new 

boat  house,  Prospect  Park,  Borough  of  Brooklyn. 

For  full   particulars   see  City   Record. 

MOSES   HERRMAN, 

President; 
JOSEPH   I.    BERRY, 
MICHAEL     J.     KENNEDY. 
(30025)  Commissioners    of    Parks. 


public  mortces. 


Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock 
P.  M.   on 

THURSDAY,    NOVEMBER   15,    1906. 
Borough  of  Brooklyn. 
For    furnishing    all    the    labor    and    materials 
necessary     to     construct     and     complete     granite 
entrance  at  Ninth  Avenue  and  Fifteenth  Street, 
Prospect   Park,    Borough   of   Brooklyn. 
For  full  particulars  see  City  Record. 
MOSES  HERRMAN, 

President; 
JOSEPH  I.    BERRY, 
MICHAEL    J.    KENNEDY, 
(29895)  Commissioners   of   Parks. 

Headquarters  of  the  Fire  Department  of  the 
City  of  New  York,  Nos.  157  and  159  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  The  City 
of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office   until   10.30  o'clock   a.    m.,    on 

WEDNESDAY,   NOVEMBER  14.   1908, 
Boroughs  of  Manhattan  and  The  Bronx. 
No.    1.    For  furnishing   all   the   labor  and  ma- 
terials required  for  the  erection  and  completion 
of  a  new  building  and  new  hose  rack  for  engine 
company  51,  on  bulkhead  at  Ninety-ninth  street 
and  East  River,  Borough  of  Manhattan. 
For  full  particulars  see  City  Record. 

FRANCIS  J.  LANTRY, 
Fire    Commissioner. 
Dated  October  31,   1906.  (29925) 

Office  of  the  Department  of  Correction,  No.  148 
East  Twentieth  Street,  Borough  of  Manhattan, 
The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above  office  until  11  o'clock  a.  m.,  on 

THURSDAY,   NOVEMBER   15,    1906. 
Borough   of   Manhattan, 
No.   1.    For  furnishing  and  delivering  poultry, 
salt  pork,   apples,   etc. 

No.  2.    For  furnishing  and  delivering  supplies 
for    manufacturing    purposes,   etc..   for  the  New 
York  City   Reformatory,   Hart's  Island. 
For  full  particulars  see  City  Record. 

JOHN   V.    COGGEY. 
Commissioner. 
Dated    October,    1906.  (29932) 

Bellevue  and  Allied  Hospitals.  Department  of 
New  York  City,  Twenty-sixth  Street  and  First 
Avenue,  Borough  of  Manhattan,  The  City  of 
New  York. 

SEALED    BIDS    OR   ESTIMATES    will   be    re- 
ceived by  the  President  of  the  Board  of  Trustees 
at  the  above  office  until  3  o'clock  p.  m.,  on 
WEDNESDAY.   NOVEMBER  14.   1906, 

For  labor  and  materials  required  fpr  tba  erec- 


Department  of  Finance,  Bureau  for  the  Collec- 
tion of  Taxes,  No.  57  Chambers  Street  (Stewart 
Building).  New  York.  November  1,  1906. 

IMPORTANT  TO  TAXPAYERS. 

NOTICE  is  hereby  given  to  all  persons  whose 
taxes  for  the  year  1906  have  not  been  paid  be- 
fore the  1st  day  of  November  of  the  said  year, 
that  unless  the  same  shall  be  paid  to  the  Re- 
ceiver of  Taxes  at  his  office,  in  the  Borough  in 
Vhich  the  property  is  located,   as  follows: 

Borough  of  Manhattan,  No.  57  Chambers 
Street,   Manhattan.   N.   Y. 

Borough  of  The  Bronx,  corner  Third  and  Tre- 
mont  Avenues,   The   Bronx,   N.    Y. 

Borough  of  Brooklyn,  Rooms  2,  4,  6  and  8. 
Municipal    Building,    Brooklyn,    N.    Y. 

Borough  of  Queens,  corner  Jackson  Avenue 
and  Fifth  Street,  Long  Island  City,  N.   Y. 

Borough  of  Richmond,  Borough  Hall,  St. 
George,  Staten  Island,  N.  Y., 
—before  the  1st  day  of  December  of  said  year, 
he  will  charge,  receive  and  collect  upon  such 
taxes  so  remaining  unpaid  on  that  day,  in  addi- 
tion to  an  amount  of  such  taxes,  one  per  centum 
of  the  amount  thereof,  as  provided  by  Sections 
916  and  918  of  the  Greater  New  York  Charter 
(Chapter  378,  Laws  of  1897). 

DAVID    E.    AUSTEN, 
(29817)  Receiver    of    Taxes. 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

William  H.  Smith,  Auctioneer. 
Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of  the 
powers  vested  in  them  by  law,  will  offer  for 
sale  at  public  auction  the  buildings,  parts  of 
buildings,  etc.,  standing  upon  property  owned 
by  The  City  of  New  York,  acquired  for  the 
purposes  of  an  athletic  field,  under  the  juris- 
diction of  the  Board  of  Education,  said  build- 
ings   being   situated    in   the 

BOROUGH    OF    BROOKLYN 
and  erected  upon   property  described  as  follows; 
Being    the     property    lying    between    Avenues 
K   and   L.    East   16th   and   East   17th   Streets,   in 
the    Borough    of    Brooklyn. 

By  direction  of  the  Comptroller  the  sale  of 
the  above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance. 
The  sale  will  take  place  on 

FRIDAY.    NOVEMBER   30,    1906, 
at  11   a.   m.,   on   the  premises,   and  will   be  sold 
for  the  highest  marketable  price. 
For    further    particulars    see   "City    Record." 
H.   A.   METZ. 

Comptroller. 
City    of    New    York— Department    of    Finance, 
Comptroller's    Office.    October  22.    1906. 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

William  H.  Smith.  Auctioneer. 
PUBLIC  NOTICE  IS  HEREBY  GIVEN  THAT 
the  Commissioners  of  the  Sinking  Fund  of  the 
City  of  New  York,  by  virtue  of  the  powers  vested 
in  them  by  law.  will  offer  for  sale  at  public 
auction  the  buildings,  parts  of  buildings,  etc., 
standing  upon  property  owned  by  the  City  of 
New  York,  acquired  for  the  Board  of  Education, 
said   buildings    being    situated    in   the 

BOROUGH    OF   BROOKLYN, 
and    erected    upon    property    bounded    and    de- 
scribed   as    follows: 

BEGINNING  at  a  point  formed  by  the  inter- 
section of  the  northerly  line  of  St.  Mark's  Ave- 
nue with  the  westerly  line  of  the  lands  of  Pub- 
lic School  42,  which  point  is  distant  200  feet 
westerly  from  the  westerly  line  of  Classen  Ave- 
nue; running  thence  northerly  along  the  west- 
erly line  of  the  lands  of  Public  School  42, 
LIT  feet:  thence  westerly  and  parallel  with  St. 
Mark's  Avenue  25  feet:  thence  southerly  and 
parallel  with  Classen  Avenue  157  feet  to  the 
northerly  line  of  St.  Mark's  Avenue;  thence  east- 
erly along  the  northerly  line  of  St.  Mark's  Ave- 
nue 25  feet  to  the  westerly  line  of  the  lands  of 
Public  School  42,  the  point  or  place  of  begin- 
ning. 

By  direction  of  the  Comptroller,  the  sale  of  the 
above-described  buildings  will  be  made  under 
the  supervision  of  the  Collector  of  City  Revenue, 


Department    of    Finance.       The    sale    will    take 
place    on 

MONDAY,    NOVEMBER    12.    1906, 
at   1   P.    M.,    on   the  premises,    and   will   be  sold 
for  the  highest  marketable  price  on   the  follow- 
ing ••••  • 
(For  further  particulars  see  "City  Record.") 
H.  A.   METZ, 

Comptroller. 
City    of    New    York — Department    of    Finance, 
Comptroller's  Office,   October  15.    1906.       (29632) 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

William  H.  Smilh.  Auctioneer. 
At  the  request  of  the  President  of  the  Borough 
of  Brooklyn,  public  notice  is  hereby  given  that 
the  Commissioners  of  the  Sinking  Fund  of  The 
City  of  New  York,  by  virtue  of  the  powers 
vested  in  them  by  law,  will  offer  for  sale  at  pub- 
lic auction  the  buildings,  parts  of  buildings,  etc., 
standing  within  the  lines  of  property  owned  by 
The  City  of  New  York,  acquired  for  street  pur- 
poses, in  the 

BOROUGH  OF  BROOKLYN. 
All  the  buildings,  parts  of  buildings,  etc., 
standing  within  the  lines  of  East  19th  Street, 
between  Avenue  L  and  Avenue  M,  in  the  32d 
Ward  of  the  Borough  of  Brooklyn,  City  of  New 
York,  more  particularly  described  on  a  map  on 
file  in  the  office  of  the  Collector  of  City  Revenue, 
Department  of  Finance,  Room  141.  No.  280 
Broadway.  Borough  of  Manhattan.  The  sale 
will   take    place    on 

FRIDAY.  NOVEMBER  16,  1906, 
at  11  A.  M.,  on  the  premises,  and  will  be  sold 
at  the  highest  marketable  price  on  the  following 
TERMS  AND  CONDITIONS. 
Cash  payment  in  bankable  funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of  the 
buildings,  parts  of  buildings,  etc.,  standing  with- 
in the  lines  of  said  streets,  from  the  streets,  by 
the  purchaser  or  purchasers  immediately  after 
the  sale.  If  the  purchaser  or  purchasers  fall 
to  effect  a  removal  within  thirty  days,  he  or 
they  shall  forfeit  his  or  their  purchase  money 
and  the  ownership  of  the  buildings,  parts  of 
buildings,  etc.,  and  The  City  of  New  York  will 
cause  the  same  to  be  removed  without  notice  to 
the  purchaser. 

Purchasers  to  be  liable  for  any  and  all  dam- 
ages of  any  kind  whatsoever  by  reason  of  the 
occupation  or  removal  of  said  buildings,  parts 
of    buildings,    etc. 

The  bidder's  assent  and  agreement  to  the  above 
terms  and  conditions  are  understood  to  be  Im- 
plied by  the  act  of  bidding. 

By  direction  of  the  Comptroller,  sales  of  the 
above-described  property  will  be  made  under 
the  supervision  of  the  Collector  of  City  Revenue 
at  the  time  stated  herein. 

Full  particulars  of  sale  can  be  obtained  at  the 
office  of  the  Collector  of  City  Revenue,  Room 
141,  Stewart  Building,  No.  280  Broadway,  Bor- 
ough of  Manhattan. 

H.   A.   METZ, 

Comptroller. 
Ci'y    of    New    York— Department    of    Finance, 
Comptroller's  Office,   October  19,   1906.       (29632) 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL  ESTATE. 
At  the  request  of  the  President  of  the 
Borough  of  Richmond,  public  notice  is  here- 
by given  that  the  Commissioners  of  the 
Sinking  Fund  of  The  City  of  New  York,  by 
virtue  of  the  powers  vested  in  them  by  law, 
will  offer  for  sale  at  public  auction  the  build- 
ings, parts  of  buildings,  etc.,  standing  within 
the  lines  of  property  owned  by  The  City  of  New 
York,  acquired  for  street  purposes,  in  the 
BOROUGH  OF  RICHMOND. 
All  the  buildings,  parts  of  buildings,  etc., 
standing  within  the  lines  of  Nicholas  Avenue 
Extension,  north  of  Richmond  Terrace,  Port 
Richmond,  Borough  of  Richmond,  and  also  the 
three  buildings  on  the  northerly  side  of  Sea- 
view  Avenue  and  four  buildings  and  a  shed  on 
the  south  side  of  Seaview  Avenue,  in  the 
Borough  of  Richmond,  City  of  New  York,  more 
particularly  described  on  a  map  on  file  In  the 
office  of  the  Collector  of  City  Revenue.  De- 
partment of  Finance,  Room  141,  No.  280  Broad- 
way, Borough  of  Manhattan.  The  sale  will 
take    place    on 

TUESDAY    NOVEMBER    20,    1906, 
at   11   a.   m.,   on  the  premises,   and  will  be  sold 
at    the   highest   marketable   price   on   the  foUow- 

'°°  TERMS   AND    CONDITIONS. 

Cash  payment  in  bankable  funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of  the 
buildings,  parts  of  buildings,  etc.,  standing 
within  the  lines  of  said  streets,  from  the  streets, 
by  the  purchaser  or  purchasers  immediately 
after  the  sale.  If  the  purchaser  or  purchasers 
fail  to  effect  a  removal  within  thirty  days,  he 
or  they  shall  forfeit  his  or  their  purchase  money 
and  the  ownership  of  the  buildings,  parts  of 
buildings,  etc.,  and  the  City  of  New  York  will 
cause  the  same  to  be  removed  without  notice  to 
the   purchaser.  ,     ,,    , 

Purchasers  to  he  liable  for  any  and  all  dam- 
ages of  any  kind  whatsoever  by  reason  of  the 
occupation  or  removal  of  said  buildings,  parts 
of  buildings,   etc. 

The  bidder's  assent  and  agreement  to  the 
above  terms  and  conditions  are  understood  to 
be   implied   by  the   act  of   bidding. 

By  direction  of  the  Comptroller,  sales  of  the 
above  described  property  will  be  made  under 
the  supervision  of  the  Collector  of  City  Reve- 
nue at  the  time  stated  herein. 

Full  particulars  of  sale  can  be  obtained  at 
the  office  of  the  Collector  of  City  Revenue, 
Room  141,  Stewart  Building,  No.  280  Broad- 
way,   Borough  of  Manhattan. 

.  H.  A.   METZ, 

Comptroller. 

City  of  New  York— Department  of  Finance, 
Comptroller's  Office,   October  27,   1906.       (29904) 
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CORPORATION    SALE    OP    REAL    ESTATE. 
William    H.    Smith.    Auctioneer. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  THAT 
the  Commissioners  of  the  Sinking  Fund  of  the 
City  of  New  York,  by  virtue  of  the  powers  vested 
in  them  by  law,  will  offer  for  sale  at  public 
auction  on 

FRIDAY.  NOVEMBER  9,  1006, 
at  12  o'clock  M.,  at  the  Brooklyn  Real  Estate 
Exchange,  No.  ISO  Montague  Street,  the  follow- 
ing described  real  estate  belonging  to  the  Cor- 
poration of  The  City  of  New  York,  and  located  in 
the  Borough  of  Brooklyn,  viz.: 

BEGINNING  at  a  point  on  the  westerly  side 
of  East  13th  Street,  distant  53  feet  northerly 
from  the  corner  formed  by  the  intersection  of 
the  northerly  side  of  Avenue  V  with  the  westerly 
side  of  East  13th  Street:  thence  northerly  along 
the  westerly  side  of  East  13th  Street  Gl.S-l  feet; 
thence  southwesterly  26.63  feet;  thence  south- 
easterly 63.54  feet  to  the  westerly  side  of  East 
13th  Street,  the  point  or  place  of  beginning,  be 
the  said  several  dimensions  more  or  less,  and 
being  the  premises  known  as  Lot  3  in  Block  567, 
Ward  31,  Borough  of  Brooklyn,  City  of  New 
York. 

The  minimum  or  upset  price  at  which  said 
property  shall  be  sold  is  fixed  at  $120,  and  the 
Comptroller  is  authorized  to  take  the  necessary 
steps  to  make  such  sale  upon  the  following 

TERMS   AND    CONDITIONS. 

The  highest  bidder  will  be  required  to  pay 
10  per  cent,  of  the  amount  of  his  bid,  together 
with  the  auctioneer's  fee  at  the  time  of  sale, 
and  the  balance,  90  per  cent.,  upon  the  deliv- 
ery of  the  deed,  the  quit-claim  for  the  premises 
to  be  delivered  within  thirty  days  from  the  date 
of  sale. 

The  Comptroller  may,  at  his  option,  resell 
the  property  if  the  successful  bidder  shall  fail 
to  comply  with  the  terms  of  sale,  and  the  per- 
son failing  to  comply  therewith  will  be  held 
liable  for  any  deficiency  which  may  result 
from    any    such    resale. 

The   right   to   reject   any   bid   is   reserved. 

By    order   of   the   Commissioners    of   the   Sink- 
ing  Fund   under   resolution    adopted    at   a   meet- 
ing  of   the    Board   held   October    10,    1906. 
H.  A.   METZ, 

Comptroller. 

City  of  New  York— Department  of  Finance, 
Comptroller's   Office,   October  19,    1006.       (29629) 


CORPORATION     SALE     OF     BUILDINGS     AND 
APPURTENANCES      THERETO     ON      CITY 
REAL   ESTATE. 
AT    THE     REQUEST    OF    THE    PRESIDENT 
OF    THE    BOROUGH    OF    THE    BRONX,    public 
notice    is   hereby   given    that   the    Commissioners 
of   the   Sinking   Fund   of   the   City   of   New  Y'ork, 
by  virtue  of  the  powers  vested  in  them  by  law, 
will   offer   for   sale  at   public   auction    the   build- 
ings,   parts    of    buildings,    etc..    standing    within 
the  lines  of  property  owned  by  the  City  of  New 
York,    acquired    for    street    purposes,    in    the 

BOROUGH  OF  THE  BRONX. 
All  the  buildings,  parts  of  buildings,  etc., 
standing  within  the  lines  of  Summit  Place,  from 
Heath  Aveiiue  to  Boston  Avenue,  in  the  24th 
Ward  of  the  Borough  of  the  Bronx,  City  of 
New  York,  more  particularly  described  on  a 
map  on  file  in  the  office  of  the  Collector  of  City 
Revenue.  Department  of  Finance,  Room  141, 
2S0  Broadway,  Borough  of  Manhattan.  The  sale 
will   take   place   on 

WEDNESDAY.    NOVEMBER   21,    10O8, 
at   11   a.   m.,   on  the   premises,   and  will  be  sold 
at    the    highest    marketable    price    on    the    fol- 
lowing 

TERMS    AND    CONDITIONS. 

Cash  payment  in  bankable  funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of  the 
buildings,  parts  of  buildings,  etc.,  standing  with- 
in the  lines  of  said  streets,  from  the  streets,  by 
the  purchaser  or  purchasers  immediately  after 
the  sale.  If  the  purchaser  or  purchasers  fail  to 
eftect  a  removal  within  thirty  days,  he  or  they 
shall  forfeit  his  or  their  purchase  money  and 
the  ownership  of  the  buildings,  parts  of  build- 
ings, etc.,  and  the  City  of  New  York  will  cause 
the  same  to  be  removed  without  notice  to  the 
purchaser. 

Purchasers  to  be  liable  for  any  and  all  dam- 
ages of  any  kind  whatsoever  by  reason  of  the 
occupation  or  removal  of  said  buildings,  parts  of 
buildings,    etc. 

The  bidder's  assent  and  agreement  to  the 
above  terms  and  conditions  are  understood  to  be 
implied    by    the    act    of    bidding. 

By  direction  of  the  Comptroller,  sales  of  the 
above  described  property  will  be  made  under 
the  supervision  of  the  Collector  of  City  Revenue 
at   the   time   stated   herein. 

Full  particulars  of  sale  can  be  obtained  at  the 
office  of  the  Collector  of  City  Revenue,  Room 
141.  Stewart  Building,  280  Broadway,  Borough 
of    Manhattan. 

H.   A.   METZ, 

Comptroller. 

City  of  New  York— Department  of  Finance, 
Comptroller's   office,    November   1,    1006.    (30017) 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL   ESTATE. 

William  H.  Smith,  Auctioneer. 
Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of 
the  powers  vested  in  them  by  law,  will  offer  for 
sale  at  public  auction  the  buildings,  parts  of 
buildings,  etc.,  standing  upon  property  owned 
by  The  City  of  New  York,  acquired  for  the  use 
of  the  Park  Department,  said  buildings  being 
situated   in   the 

BOROUGH    OF    BROOKLYN 
and    erected    upon    property    bounded    and    de- 
scribed   as     follows:  ..      ,      ,.    „ 
BEGINNING  at  a  point  on  the  northerly  line 


of  Sunnyside  Avenue,  distant  42.54  feet  wester- 
ly from  the  westerly  line  of  Warwick  Street; 
thence  easterly  along  the  northerly  line  of 
Sunnyside  Avenue  2,031.54  feet,  more  or  less, 
to  the  westerly  boundary  line  of  the  National 
Cemetery:  thence  southerly  ajoug  the  westerly 
boundary  line  of  the  National  Cemetery  2S5  feet, 
more  or  less,  to  the  northerly  line  of  Jamaica 
Avenue:  thence  westerly  along  the  northerly  line 
of  Jamaica  Avenue  2,067  feet,  more  or  less  to  a 
point  400  feet  easterly  from  the  easterly  line 
of  Barbey  Street:  thence  northerly  at  right  an- 
gles to  Jamaica  Avenue  115  feet,  more  or  less; 
thence  easterly  parallel  with  Jamaica  Avenue 
7.21  feet,  more  or  less,  to  a  point  in  the  south- 
erly side  of  Sunnyside  Avenue,  distant  57.69 
feet  westerly  from  the  westerly  line  of  War- 
wick Street:  thence  northerly  62  feet,  more  or 
less,  to  the  point  of  beginning. 

By  direction  of  the  Comptroller  the  sale  of 
the  above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.       The    sale    will    take    place    on 

WEDNESDAY,    NOVEMBER    28,    1906, 
at   11    a.   m.,   on   the  premises,   and  will  be  sold 
for    the    highest    marketable    price. 
For   further   particulars   see   "City  Record." 
H.   A.   METZ, 

ComDtroIler. 
City    of    New    Y'ork — Department    of    Finance, 
Comptroller's  Office,  November  1,  1006.      (30O14) 

MUNICIPAL    CIVIL    SERVICE    COMMISSION. 
209  Broadway. 

New  Y'ork,  November  5,  190G. 
PUBLIC   NOTICE   IS  HEREBY  GIVEN  THAT 
applications    will     bo    received    until    4    P.     M., 
Monday.    December   3,    1006,    for   the   position  of 
TOPOGRAPHICAL    DRAUGHTSMAN. 

The  examination  will  be  held  on  Wednesday, 
December   12,    at   10  A.    M. 

For  scope  of  examination  and  further  informa- 
tion,   apply    to    the    Secretary. 

FRANK  A.   SPENCER. 
(29975)  Secretary. 

MUNICIPAL    CIVIL    SERVICE    COMMISSION. 
299  Broadway. 

New  York,  November  5,  1906. 
PUBLIC    NOTICE    IS    HEREBY    GIVEN    that 
applications  will  be  received  until  4  P.  M.,  Mon- 
day,    December    3,     1906,     for    the     position    of 
CHEMIST. 

The  examination  will  be  held  on  Thursday,  De- 
cember 13,   1906,  at  10  A.  M. 

For  scope  of  examination  and  further  informa- 
tion apply  to  the  Secretary. 

FRANK  A.  SPENCER, 
(30003)  .  Secretary. 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL     ESTATE. 

Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of  the 
powers  vested  in  them  by  law,  will  offer  for 
sale  at  public  auction  the  buildings,  parts  of 
buildings,  etc.,  standing  upon  property  owned 
by  The  (iity  of  New  Y'ork,  acquired  for  the  use 
of  the  Board  of  Education,  said  buildings  being 
situated   in   the 

BOROUGH    OP    MANHATTAN 
and    erected    upon     property    bounded    and    de- 
scribed  as   follows: 

BEGINNING  at  a  point  formed  by  the  inter- 
section of  the  easterly  line  of  Greenwich  Ave- 
nue with  the  southerly  line  of  the  lands  of 
Public  School  41.  which  point  is  distant  193  feet 
5  inches  northerly  from  the  northerly  line  of 
West  Tenth  Street,  and  running  thence  easterly 
along  the  southerly  line  of  the  said  lands  of  Pub- 
lic School  41  sixty  (60)  feet  to  the  westerly  line 
of  the  lands  of  said  school;  thence  southerly 
along  the  westerly  line  of  the  lands  of  said 
school  25  feet:  thence  easterly  and  again  along 
the  southerly  line  of  the  lands  of  said  school  94 
feet  8  inches;  thence  southerly  along  the  east- 
erly line  of  the  premises  No.  32  Greenwich  Ave- 
nue 31  feet:  thence  westerly  along  the  southerly 
line  of  the  lands  of  said  premises  No.  32  Green- 
wich Avenue  173  feet  to  the  easterly  line  of 
Greenwich  Avenue:  thence  northerly  along  the 
easterly  line  of  Greenwich  Avenue  50  feet  to  the 
southerly  line  of  the  lands  of  Public  School  41, 
the    point    or    place   of    beginning. 

By  direction  of  the  Comptroller,  the  sale  of  the 
above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue.  Department  of 
Finance.     The  sale  will  take  place  on 

THURSDAY.    NOVEMBER   15,   1906, 
at   11   a.   m.,   on  the   premises,   and  will  be  sold 
for    the    highest    marketable    price. 

For  further  particulars  see  "City  Record." 
H.  A.  METZ. 

Comptroller. 

City  of  New  York— Department  of  Finance, 
Comptroller's  Office,   October  11,   1006.       (20571) 

CORPORATION     SALE     OP     BUILDINGS     AND 
APPURTENANCES      THERETO      ON      CITY 
REAL    ESTATE. 
Public    notice   is    hereby    given   that   the   Com- 
missioners of  the  Sinking  Fund,  by  virtue  of  the 
powers    vested    in    them    by    law,    will    offer    for 
sale    at    public    auction    the    buildings,    parts    of 
buildings,    etc.,    standing    upon    property    owned 
by  The  City  of  New  York,  acquired  for  Carnegie 
Library   purposes,    said   buildings   being   situated 
in    the 

BOROUGH    OF    MANHATTAN 
and    erected    upon     property    bounded    and    de- 
scribed  as   follows; 

BEGINNING  at  a  point  on  the  easterly  side 
of  10th  Avenue,  distant  50  feet  5  inches,  more  or 
less,  southerly  from  the  point  of  intersection  ol 
the  easterly  side  of  10th  Avenue  with  the 
southerly  side  of  West  51st  Street;  running 
thence  easterly  and  parallel  with  West  51st 
Street    100    feet;    running    thence    southerly    and 


parallel  with  10th  Avenue  40  feet  6  Inches;  run- 
ning thence  westerly  and  parallel  with  West 
51st  Street  100  feet  to  the  easterly  side  of  10th 
Avenue;  running  thence  northerly  along  the 
easterly  side  of  10th  Avenue  49  feet  6  inches  to 
the  point  or  place  of  beginning,  said  property 
being  known  as  Nos.  742  and  744  Tenth  Ave- 
nue, and  being  known  on  the  tax  map  as  section 
4,  block  1060,  lots  Nos.  63  and  04. 

By  direction  of  the  Comptroller,  the  sale  of  the 
above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.     The  sale  will  take  place  on 

MONDAY,    NOVEMBER    19,    1906, 
at   11   a.   m.,   on  the  premises,   and  will  be  sold 
for     the     highest     marketable     price    at    public 
auction. 

For  further  particulars  see  "City  Record." 
H.  A.  METZ, 

Comptroller. 

City  of  New  York— Department  of  Finance, 
been  completed  and  are  lodged  in  th  office  of  the 
Comptroller's   Office,   October  9,   1000.         (29571) 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL   ESTATE. 

William  H.  Smith,  Auctioneer. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  THAT 
the  Commissioners  of  the  Sinking  Fund  of  the 
City  of  New  York,  by  virtue  of  the  powers  vested 
in  them  by  law,  will  offer  for  sale  at  public  auc- 
tion, the  buildings,  parts  of  buildings,  etc., 
standing  upon  property  owned  by  the  City  o£ 
New  Y'ork,  acquired  for  street  opening  pur- 
poses, under  the  jurisdiction  of  the  Commis- 
sioner of  the  Department  of  Parks,  said  bui.d- 
ings  being  situated  in  the  Borough  of  Brooklyn 
and  erected  upon  property  described  as  follows: 

Being  the  two  buildings  located  on  Bay  Ridge 
Parkway  at  5th  Avenue,  between  GOth  and  b7th 
Streets,    in   the   Borough   of  Brooltlyn. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance. 

The   sale   will    take   place   on 

FRIDAY,    NOVEMBER    30,     1906, 
at   1    p.    m.,    on   the   premises,    and   will   be   sold 
for    the    highest    marketable    price. 

(For   further  particulars   see   City   Record.) 
H.  A.  METZ, 

Comptroller. 

City  of  New  Y'ork— Department  of  Finance, 
Comptroller's    Office,    Nov.    7,    1906. 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
RE-iL    ESTATE. 

William  H.  Smith,  Auctioneer. 

Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of  the 
powers  vested- in  them  by  law,  will  offer  for  sale 
at  public  auction,  the  buildings,  parts  of  build- 
ings, etc.,  standing  upon  property  owned  by  the 
City  of  New  Y'ork,  acquired  for  street  opening 
purposes,  under  the  jurisdiction  of  the  Presi- 
dent of  the  Borough  of  Brooklyn,  said  buildings 
being  situated  in  the  Borough  of  Brooklyn  and 
erected    upon    property    described    as    follows: 

All  the  right,  title  and  interest  of  the  City 
of  New  Y'ork  in  and  to  the  buildings  remaining 
within  the  area  of  the  property  acquired  for  the 
proposed  opening  and  extending  of  Grand  Street, 
from  Hooper  Street  to  Havemeyer  and  South  4th 
Streets,  which  are  more  particularly  described 
on  a  map  on  file  in  the  office  of  the  Collector 
of  City  Revenue,  Department  of  Finance,  Room 
141,  280  Broadway,  Borough  of  Manhattan.  The 
sale   will   take   place   on 

WEDNESDAY,    NOVEMBER    28,    1906, 
at   1    p.    m.,    on   the   premises,    and  will   be   sold 
for    the    highest    marketable    price. 

(For   further   particulars   see  City   Record.) 
H.  A.  METZ, 

Comptroller. 

City  of  New  Y'ork— Department  of  Finance, 
Comptroller's    Office,    Nov.    7,    1006. 


proposals. 


Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock  p.  m. 
on 

THURSDAY,    NOVEMBER   22,    1906, 
Borough    of    Manhattan. 
For   constructing   a   portion   of   Colonial    Park, 
north  of  One  Hundred  and  Forty-ninth  Street,  in 
the    Borough    of    Manhattan,    The    City    of    New 
York. 
For   full    particulars   see   City   Record. 
MOSES    HERRMAN, 

President; 
JOSEPH    I.    BERRY, 
MICHAEL   J.    KENNEDY, 

Commissioners  of  Parks. 

Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan.  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Departmeut  of  Parks  until  3  o'clock  p.  m. 
on 

THURSDAY,    NOVEMBER   22,    1006, 
Borough  of  Brooklyn. 
For    furnishing    and    delivering    horse    manure 
in    parks    of    the    Borough    of    Brooklyn. 
For   full    particulars   see   City    Record. 
MOSES    HERRMAN, 

President: 
JOSEPH    I.    BERRY, 
MICHAEL   J.    KENNEDY, 

Commissioners  of  Parks. 
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proposals. 


Department  of  Public  Charities,  Foot  ot  East 
Twenty-sixth  Street,   New  York. 

TO    CONTRACTORS. 
PROPOSALS    FOR    BIDS    OR    ESTIMATES. 
SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  Department  of  Public  Charities  at 
the  above  office  until  2.30  o'clock  P.    M.   on 
MONDAY,   NOVEMBER   10,   1906. 
For    furnishing    all    the    work,    labor,    services 
and  materials  required   for  the  extermination  of 
rats    and    mice,    and    for    the    extermination    of 
roaches  and  water  bugs. 
For   full   particulars   see   City   Record. 

ROBERT   W.    HBBBERD, 

Commissioner. 
The  City  of  New  York.   November  7,   1006. 

Office  of  the  Department  of  Correction,  No  14S 
East  Twentieth  Street,  Borough  of  Manhattan, 
The   City   ot   New    York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above  office  until  11  o'clock  A.   M.  on 

TUESDAY,   NOVEMBER  20,  1006, 
Borough  of  Manhattan. 
No.    1.    For  furnishing   all   the    labor  and  ma- 
terials    required     for     making     and     completing 
the  repairs  and  alterations  to  steamer  "Bronx." 
For   full    particulars   see   City   Record. 

JOHN  V.  COGGEY, 

Commissioner. 
Dated   November  7,   1006. 

©racial  Xegal  IHotices. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OP  No- 
vember 8  to  21.  lOOO,  for  the  confirmation  by 
the  Supreme  Court  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessments  for  OPENING  AND 
ACQUIRING  TITLE  to  the  following-named 
streets  in  the  BOROUGH  OF  MANHATTAN: 

12TH  WARD,  SECTION  8.  WEST  191ST 
STREET— OPENING,  from  Audubon  Avenue  to 
Wadsworth  Avenue.  Confirmed  April  12.  100(5: 
entered  November  7.  1906.  WEST  192D  STREET 
—OPENING,  from  Audubon  Avenue  to  Wads- 
worth  Avenue.  Confirmed  April  12,  1906;  en- 
tered November  7,   1906. 

HERMAN    A.    METZ, 

Comptroller. 

City  ot   New  York,   November  7,   1906. 


HERBERT  A.  SHERMAN 

REAL  ESTATE 

AUCTIONEER,     BROKER 
APPRAISER,  AGENT 

GROUND    FLOOR    A8T0B    BUILDING 

9  Pine  and  10  Wall  St.. 

Uptown  Office.  530  and  532   FIFTH   AVENUE 

Corner  44th  St.,  under  5th  Ave.  Bank 
Tel.  Connections.     Private  Wire  Between  Offices 


ATTE.VTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  No- 
vember 0,  1906,  to  November  21,  1906.  of  the 
confirmation  by  the  Board  of  Assessors  and  the 
entering  in  the  Bureau  for  the  Collection  ot 
Assessments  and  Arrears,  of  assessment  for 
LOCAL  IMPROVEMENTS  in  the  BOROUGH  OF 
BROOKLYN. 

TWENTY-SIXTH    WARD,    SECTION    13. 

PINE  STREET— SEWER,  from  Glenmore  ave- 
nue to  Pitkin  avenue,  and  PINE  STREET- 
OUTLET  SEWER,  from  Pitkin  avenue  to  Sutter 
avenue. 

HERMAN  A.   METZ, 

Comptroller. 

City  of  New  York,  Department  of  Finance, 
November  8,   1900. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT I.N  THE  CITY  RECORD  OF  No- 
vember S  to  21.  1006,  for  the  confirmation  by 
the  Supreme  Court  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  ot  assessments  for  OPENING  AND 
ACQUIRING  TITLE  to  the  following  streets  and 
avenues  in  the  BOROUGH  OF  QUEENS: 

1ST  WARD.  CABINET  STREET— OPENING, 
from  Jackson  Avenue  to  Broadway.  Confirmed 
December  10,  190.5:  entered  November  7,  1906. 
WOLCOTT  AVENUE— OPENING.  from  the 
Boulevard  to  Purdy  Street.  Confirmed  April  2o. 
lOOii:  entered  November  7,  1906.  BORDEN 
AVENUE— OPENING,  from  Greenpoint  Avenue 
to  Bradley  Avenue.  Confirmed  March  20.  1906: 
entered  November  7.  10(K3.  OAKLEY  STREET 
-OPENING,  from  Wilson  Avenue  to  Flushing 
Avenue.  Confirmed  May  10,  1006;  entered  No- 
vember   7,    1006. 

HERMAN    A.    METZ. 

Comptroller. 

City   ot   New   York.   November  7,    1006. 


©fficlal  legal  IHottces. 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  No- 
vember 8  to  21,  1906,  tor  the  confirmation  by 
the  Supreme  Court  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  ot  assiessments  for  OPENING  AND 
ACQUIRING  TITLE  to  the  following-named 
places   in    the   BOROUGH   OF  THE   BRONX: 

2.'!D  WARD,  SECTION  10.  A  PUBLIC  PLACE 
—OPENING,  at  the  intersection  of  Austin  Place 
and  East  l-19th  Street.  Confirmed  June  8,  1906; 
entered  November  7,  1006.  2-ITH  'WARD,  SEC- 
TION 11.  BUCHANAN  PLACE— OPENING, 
from  .\queduct  Avenue  to  Jerome  Avenue.  Con- 
firmed November  24,  1905;   entered  November  7, 

HHjtj. 

HERMAN    A.    METZ, 

Comptroller. 
City   ot   New   York.    November  7,   1900. 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OP  No- 
vember 8  to  21,  1006,  for  the  confirmation  by 
the  Board  of  Assessors  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessments  for  LOCAL  IMPROVE- 
MENTS  in   the   BOROUGH   OF   MANHATTAN: 

12TH  WARD.  SECTION  7.  COLUMBUS 
AVENUE— SEWERS,  east  and  west  sides,  from 
H>6ih  to  107th  Street.  WEST  151ST  STREET- 
SEWER,  between  7th  Avenue  and  McCombs 
Dam    Road. 

HERMAN    A.    METZ. 

Comptroller. 

City   of   New   York,    November  7,    1906. 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  No- 
vember 8  to  21,  1906,  for  the  confirmation  by 
the  Board  ot  Assessors  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  ot  assessment  for  LOCAL  IMPROVE- 
MENTS     in    the   BOROUGH   OF  THE   BRONX: 

2.^D  WARD,  SECTION  10.  FOX  STREET- 
SEWER,  between  Longwood  Avenue  and  Inter- 
vale   Avenue. 

HERMAN    A.    METZ. 

Comptroller. 

City  ot  New  York,   November  7,   1906. 


CONVEYANCES 


Whenever  the  letters  Q.  C,  C.  a  G.  and  B.  &  S.  occur,  preceded  by 
the  name  ot  the  grantee,  they  mean  as  follows: 

1st.— Q.  C.  is  an  abbreviation  tor  Quit  Claim  deed,  i.  e.,  a  deed 
wherein  all  the  right,  title  and  interest  of  the  grantor  is  conveyed, 
omitting  all  covenants  and  warranty. 

2d. — C.  a.  G.  means  a  deed  containing  Covenant  against  Grantor 
only,  in  which  he  covenants  that  he  hath  not  done  any  act  whereby 
the  estate  conveyed  may  be  impeached,  charged  or  encumbered. 

3d. — B.  &  S.  is  an  abbreviation  for  Bargain  and  Sale  deed,  wherein, 
although  the  seller  makes  no  expressed  consideration,  and  thus  im- 
pliedly claims  to  be  the  owner  ot  it.  The  street  or  avenue  numbers 
given  in  these  lists  are,  in  all  cases,  taken  from  the  insurance 
maps  when  they  are  not  mentioned  in  the  deeds.  The  numbers,  it 
will  occasionally  be  found,  do  not  correspond  with  the  existing  ones, 
owing  to  there  having  been  no  official  designation  made  ot  them  by 
the  Department  ot  Public  Works. 

4th. — The  first  date  is  the  date  the  deed  was  drawn.  The  second 
date  is  the  date  ot  tiling  same.  When  both  dates  are  the  same,  only 
one  is  given. 

5th. — The  figures  in  each  conveyance,  thus,  2:482 — 10,  denote  that 
the  property  mentioned  is  in  Section  2,  Block  482,  Lot  10. 

6th. — It  should  also  be  noted  in  section  and  block  numbers  that 
the   instrument   as   filed   is   strictly  followed. 

7th.— A  $20,000—^30,000  indicates  the  assessed  value  ot  the 
property,  the  first  figures  being  for  the  lot  only,  and  the  second 
figures  representing  both  lot  and  building.  Letter  P  before  second 
figure  Indicates  that  the  property  is  assessed  as  in  course  ot 
construction. 

Nov.  2,  3,  5,   7  and  8. 
BOROUGH   OF  ICANHATTAIf. 

Broome  st.  No  20,  u  s,  2.o  w  Mangin  st,  25x79.2,  5-sty  brk  loft 
and  store  building.  Sophia  Mayer  to  Rebecca  Tannonbaum.  Mt 
$31,000.     Nov  2.     Nov  3,  1900.     2:322—27.     A  $9,000— $25,000. 

other  consid  and  100 

Burling  slip.  No  20,  w  s,  80.6  s  'V\^ater  st,  25x25.  5-sty  brk  loft 
and  store  building.  Mary  H  wife  of  James  W  McCulloch  to  Dan- 
iel Winant,  ot  Brooklyn.  Mort  $10,000.  Oct  20.  Nov  5.  1906. 
1:71—27.     A  $8.800— $11,000.  '  other  consid  and  100 

Burling  slip.  No  20,  w  s,  89.6  s  Water  st,  25x25,  5-sty  brk  loft 
and  store  building.     Mort  $10,000. 

Burling  slip.  No  18,  s  w  s,  63.2  s  e  Water  st,  25.3x24.9x25x24.7x 
99.  Mort  .?0,000. 
5-sty  brk  loft  and  store  building. 
N  Phelps  Stokes  to  Mary  H  wife  ot  James  W  McCulloch.  ot 
Orange.  N  J.  Oct  3.  Nov  5,  1006.  1:7126—27.  A  $17,800 
—$23,000.  other  consid   and   100 

Canal  st.  Nos  207  and  209,  n  e  s,  53  w  Mulberry  st,  52.4x47.4x 
50.4x64,  two  4-sty  brk  loft  and  store  buildings. 

Canal  st.  No  211,  n  e  s,  105.4  w  Mulberry  st,  26.4xl3.Cx25.1x 
21.2.  4-sty  brk   loft  and  store  building. 

John  Geery  to  Florence  Geery.  All  title.  B  &  S.  All  liens. 
Oct  27.  Nov  5,  1006.  1:200—28  and  29  and  30.  A  $31,600— 
$43,000.  nom 

Same  property.  Release  and  indemnity.  Florence  Geery  assignee 
of  bond  and  mortgage  to  John  Geery.  Release  from  all  obliga- 
tions on  bond  and  mort  tor  $6,800,  &c.  Oct  31.  Nov  5,  lOOO. 
1:206.  nom 

Chambers  st.  No  110,  s  s.  76  w  Church  st,  24x75,  5-sty  brk  loft 
and  store  building.  New  Amsterdam  Realty  Co  et  al  to  Rosa 
Wolff.  Mort  ,$52,500.  Nov  1.  Nov  2,  1906.  1:136—27.  A 
$42,000— $54,000.   ,  other   consid   and   100 

Cherry  st,  Nos  111  to  115    I   s   w   cor   Catherine   slip,    runs    w   80.2 

Catherine  slip,  Nos  2  and  4|  x  s  60.4  x  e  40.7  x  n  20  x  e  40  to 
slip.  X  n  40  to  beginning,  6-sty  brk  tenement  and  store.  Isidor 
Leipzig  to  Solomon  M  Landsmann  and  Joseph  Berkowitz.  Mt 
$83,000.  Oct  30.  Nov  7,  1906.  1:251—62.  A  $30,000— $75.- 
000.  other  consid  and  100 


Young  to   same. 
Brown   to  same. 


nom 

same.     Q  C. 

May  21. 

nom 

Q   C.      Sept 

13.     Nov 

nom 

Q   C.      Sept 

14.     Nov 

nom 

25x126.8  to 

w  s  Elm 

Chrystie  st.  No  86,  e  s,  abt  150  n  Hester  st,  25x100,  6-sty  brk 
tenement  and  store  and  5-sty  brk  tenement  in  rear.  "Victor 
Wellisch  et  al  to  Charles  Schoenstein,  N  Y,  and  Arpad  Wellish, 
of  Newark.  N  J.  Q  C  and  correction  deed.  Oct  31.  Nov  7, 
1906.     1:305 — 7.      A   $19,000— $30,000.  nom 

Christopher  st.  No  12Sj  s  w  cor  Bedford  st.   runs  w  42.10  x  s  32.4 

Bedford  st.  No  117  |  x  e  5.3  x  s  4.6  x  s  e  5.9  x  n  4.6  x  e  3 
X  n  12.9  x  e  33.5  to  w  s  Bedford  st,  x  n  17.1  to  beginning,  3-sty 
brk  tenement  and  store.  Albert  Harrison  by  Wm  H  Seibert 
COMMITTEE  to  David  Laemmle..  All  title.  Oct  31.  Nov  2, 
1906.      2:585—50.     A   $8,000— $9,500.  380.80 

Chrystie  st,  No  86,  e  s,  abt  150  n  Hester  st,  25x100.  6-sty  brk 
tenement  and  store  and  5-sty  brk  tenement  in  rear.  Arpad 
Wellish  et  al  lo  Max  Borck.  Mort  $32,400.  Oct  31.  Nov  7, 
190(!.     1:305—7.     A  $10.000— $30,000.  other  consid  and  100 

Church  St.  No  64,  old  No  8,  n  w  s,  75  n  e  Fulton  st,  25x50.  part 
5-sty  brk  loft  and  store  building.  Wm  A  Thayer  et  al  to  De- 
lancey  Kane,  Samuel  N,  John  I,  Sybil  K  and  Louisa  L  Kane. 
Emily  A  K  Jay  and  Mary  R  H  Glyn  HEIRS  Delancey  Kane.  Q 
C.      June  23.  Nov  2,   1900.  1:85.  nom 

Same  property.  Sarah  L  Marshall  widow  to  same.  Q  C.  Oct 
24.      Nov  2,   1906.      1:85. 

Same  property.     James  R  Marshall  et  al  to  same. 
Nov  2.  1906.     1:85. 

Same  property.   Jessie  De 
2,    1906.      1:85. 

Same   property.     Harold  J 
2,   1906.     1:85. 

Crosby  st.  No  91        |  e   s.   190  s   Prince   st, 

Marion  st.   No  91        1     st,    x26xll9.6,    6-sty    brk    loft    and    store 

Lafayette  st.  No  2.52  |  building.  David  Wilson  to  Joseph  Gatti. 
1-3  part.  All  liens..  Feb  27.  Re-recorded  from  Feb  27.  1906. 
Nov  3,  1906.     2:496—7.     A  $30,000— $65,000.  nom 

Croton  st,  n  s,  1.50  s  e  Audubon  av,  25x92,  2-sty  frame  tenement. 
Sheriffs  sale  (Oct  11,  1906).  Nicholas  J  Hayes  (as  sheriff)  to 
Moritz  L  and  Carl  Ernst.  All  title  of  Jane  McGrane  deft. 
Mort  $4,000  and  all  liens.  Oct  31.  Nov  3,  1906.  8:2123 
—19.     A  $2,000— $2,500.  825 

Duane  st.  No  141,  n  s,  abt  103  e  West  Broadway,  — x — ,  5-sty 
brk  loft  and  store  building.  All  right,  title  and  interest  ot  Ca- 
leb P  Bates  HEIR  Chas  G  Bates  deed  of  Boston,  Mass,  or  ot 
his  father  Martin  Bates  or  Martin  Bates  or  Martin  Bates  &  Sons 
wherever  situate.  Nicholas  Sheldon  to  HEIRS  of  Chas  S  Bates 
late  of  Suffolk  Co,  Mass,  deed  other  than  Caleb  F  Bates  and  the 
HEIRS.  &c,  interest  of  such  HEIRS  of  said  Chas  S  Bates  deed 
as  may  have  died  since  death  ot  said  Chas  S  Bates.  C  a  G.  All 
liens.     Oct   H.     Nov  2,   1900.     1:147—7.     A   $28,100— $37,000. 

nom 

Eldridge  st,  No  218,  e  s,  49  6  s  Stanton  st,  24.6x87.6,  5-sty  brk 
tenement  and  store.  | 

Eldridge  st,  No  220,  e  s,  25  s  Stanton  st,  24.6x88.7,  5-sty  brki 
tenement  and  store.  | 

.Abraham  Halprin  et  al  to  Harris  Schwartz  3-6  part  and  Mendel 
Diamondston  1-6  part.  All  title.  Mort  $61,000.  Nov  5.  Nov 
7,   1006.     2:416—12  and  13.     A  $32,000— $52,000. 

other  consid  and  100 

Essex  st,  No  136,  e  s,  100  n  Rivington  st,  25x100,  6-sty  brk  ten- 
ement and  store  and  6-sty  brk  tenement  in  rear.  Abraham 
Halprin  et  al  to  Harris  Schwartz  3-6  part  and  Mendel  Dia- 
mondston 1-0  part.  All  title.  Mort  $33,850.  Nov  5.  Nov  7. 
1!)06.      2:354-3.      A    $18,000— $30,000.  other   consid    and    100 

Forsyth  st,  No  157,  w  s,  75  s  Rivington  st,  25x100,  5-sty  brk  ten- 
ement and  store  and  4-sty  brk  tenement  in  rear.  Leopold  Grun- 
berg  to  Philip  Lien  and  Hyman  Levy.  Mort  $31,000.  Oct  31. 
Nov  3,  1906.     2:420—21.     A  $18,000— $28,000. 

other  consid  and  100 

Fulton  St.  No  6,  s  w  s,  92  w  South  st,  20x67.5x20.7x65.9.  4-sty  brk 
hotel.     Charles  Lane  or  Laue,  Brooklyn,  to  Kath  C  Mead,  Chas 
W  Mead  and  Mary  L  Abney,  all  ot  London.  Eng.     Mort  $22,000. 
Nov  5,   1906.     1:74—21.     A  $19,500— $22,000.  30,750 
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25x100,  2-sty  brk  loft 
et  al  to  Isidor  Kahn. 
2:513—1.  A  $27,000 
other  consid   and  100 


Grand  st.  No  508,  n  s,  100  e  Lewis  st,  25x100,  G-sty  brk  tene- 
ment  and   store.      Morris   Fisher   to   Harry   Brener.     Mort   $28,- 

000.       Nov    1.       Nov    2.    1900.       2:320—57.       A    $14,000—$ . 

other    consid    and    100 

Grand  st.  No  208,  n  s,  23.-1  e  Mott  st,  23.11x100x23.7x100,  O-sty 
brk  tenement  and  store.  Chas  I  Weinstein  to  Domenico  Candela. 
Mort  $32,000.  Oct  31.  Nov  3,  lOUO.  2:470—31.  .  A  $18,000 
—$20,000.  other  consid  and   100 

Greene  st.  No  122,  e  s,  100  n  Prince  st, 
and  store  building.  Pincus  Lowenfeld 
Mort  $20,000.  Oct  31.  Nov  2,  1900. 
— $32,000.  . 

Henry  St.  No  287]  n   e   cor   Scammel   st,   24x78.11x24x79.4 

Scammel  st   No  S| 

Henry   st.   No   289,   n   s.   24  e   Scammel   st,   24x78.7.x24x78.11. 
0-sty   brk  tenement  and  store. 

Isidor  Leipzig  to  Solomon  M  Landsmann  and  Joseph  Berkowitz 
Mort  ,$92,250.  Oct  30.  Nov  7,  1900.  1:288 — 15.  A  $30,000— 
$80,000.  other  consid  and  100 

Howard  st,  Nos  11  to  17        |  s  w  cor  Lafayette  st,  late  Elm  st,  as 

Lafayette  st,  Nos  132  to  130  I  widened,  87.3x99.10x84.3x100.5,  3- 
sty  brk  loft  and  store  building  and  1  and  2-sty  brk  buildings  and 
stores.  .Alfred  C  Bachman  to  Daniel  E  Seybel.  Mort  $100,000. 
Nov  7.     Nov  8.  1900.     1:209-10  to  19.     A  $85,900— P  $90,000. 

100 

Howard  st,  No  11.  s  w  cor  Lafayette  st  (Elm  st),  Nos  134  and  130, 
12.4x70x10.2x70.  2-sty  brk  store.  The  American  Brass  &  Cop- 
per Co  to  Alfred  C  Bachman.  C  a  G.  Oct  13.  Nov  8,  1906. 
1:209—19.     A  $18,000— P  $20,000.  other  consid  and  100 

Lafayette  st.  No   132  I  w  s,   100.5  s   Howard  st,  runs  w  84.3 

Howar_d  st.  Nos  13  to  17  ll  x  n  99.10  to  s  s  Howard  st  x  e  74.11 
x  s  70.2  X  e  10.2  x  s  30.1  to  beginning.  3-sty  brk  loft  and  store 
building  and  1-sty  brk  store.  Daniel  B  Freedman  to  Alfred  C 
Bachman.  Mort  $.SO,0(X).  Nov  7.  Nov  8,  1906.  1:209—16  to 
18.      A    $67,900— $70,000.  100 

Lewis  st.  No  104,  e  s.  9ti  n  Stanton  st,  25x100.  5-sty  brk  tene- 
ment and  store.  Wolf  Rosenberg  et  al  to  Tillie  Weltz.  Mort 
$33,,"i(M).  Nov  1.  Nov  2,  1906.  2:330—41.  A  $13,000— $33.- 
000.  other  consid  and   100 

Ludlow  st,  No  07,  n  w  s,  87.6  n  e  Grand  st,  25.5x87.6,  0-sty  brk 
tenement  and  store.  Morris  Silber  et  al  to  Enrico  V  Pescia  % 
part.  The  Stone  Aronson  Realty  Co  ^4  part  and  the  Gurian 
Realty  Co  Vi  part.  Mort  $41,000.  Nov  5.  Nov  7,  1906.  2:408 
—20.     A  $15,00O-$28,000.  other  consid  and  100 

Ludlow  St.  No  14,  e  s.  abt  122  n  Canal  st,  — x — ,  5-sty  brk  ten- 
ement  and   store   and  5-sty  brk   tenement   in   rear. 

Attorney  st.  No  171,  w  s,  abt  72.1  s  Houston  st,  — x — ,  4-sty  brk 
tenement  and  store  and  4-sty  brk  tenement  in  rear. 
Release  dower  in  two  contracts,  &c.  Mollie  F  Steinhardt  widow 
to  Harris  Strasbourger.  All  title.  May  17.  Nov  7,  1900. 
2:297—1.     A  $25,000— $30,000;  2:350—64.     A  $13,000— $16,000. 

1,000 

Same  property.  Assign  all  title  to  two  contracts.  '  Lillian  Stein- 
hardt by  Morris  Franklin  GUARDIAN  of  Lillian  Steinhardt  to 
same.     May  211.     Nov  7,  1000.     2:3.'i0.  1.250 

Ludlow  st.  No  172,  e  s,  100.7  n  Stanton  st,  24.9x90,  5-sty  brk 
tenement  and  store.  Morris  Jones  to  Isidor  Puss  and  Coppel 
Stugensky.  Mort  $35,250.  Nov  1.  Nov  3,  1906.  2:412—44.  A 
$17,000— $20,000.  other   consid   and   100 

Macdougal  st.  No  44,  e  s.  140  n  Prince  st,  20x7.5,  3-sty  brk  ten- 
ement. Jane  E  wife  of  Ellis  Aldrich  to  James  F  Navoni.  Mort 
$7,750.     Nov  5,   1006.     2:518-^.     A  $8,000- $9,000.  nom 

Madison  st,  No  86,  s  s,  172.8  e  Catherine  st,  25x100.8,  5-sty  brk 
tenement  and  store.  Isidor  Wexler  et  al  to  Charles  Gilinsky. 
Mort  .$40,000.  Nov  1.  Nov  2,  1906.  1:276—46.  A  $17,000— 
$32,000.  100 

Manhattan   st.   No   77.  | 

Manhattan   st.   No  75.  | 

Boundary  line  agreement.  Lawyers  Title  Ins  &  Trust  Co  with 
George  A   Fisher  Co.     Oct   19.      Nov  3,  1906.     7:1982.  nom 

Monroe   st.    No   142,   s   s,   47   w   Jefferson   st,   23.6x100.   4-sty  brk 
'tenement    and    store.       Jacob    Levin    et    al    to    Chevra    Meneak- 
schie    Sholem    Anschl    Molodecna.      Correction    deed.      All    liens. 
Oct  31.      Nov   5,   1906.      1:256—18.      A   $15,000— $18,000. 

other  consid  and  100 

Same  property.  Declaration  correcting  name  of  grantee  by  Jacob 
Levin  as  president  of  said  Chevra  Meneakschie  Sholem  Anschl 
Molodecna  to   same.     Nov  5,   1900.      1:256.  

Mulberry  st.  No  46,  e  s,  177.7  n  Park  st,  25x85,  5-sty  brk  tene- 
ment and  store.  Goffredo  Benetto  et  al  to  Chas  W  Sloane.  Mt 
$25,000.     Nov  1.     Nov  3,  1906.     1:104—9.     A  $14,700— $27,000. 

nom 

New  Chambers  st.  No  82,  on  map  Nos  82  and  84,  s  s,  125.3  w 
from  n  s  Cherry  st.  runs  w  40.10  x  s  75.2  x  e  20.11  x  n  43.S 
X  e  10  X  n  —  to  beginning,  4-sty  brk  building  and  store.  Geo 
R  Simpscn  and  Ray  his  wife  to  Ray  Simpson.  Nov  1.  Nov 
2,   1906.      1:111—31.     A  $4,40O-$C,100. 

other   consid    and    100 

Pearl  st.  No  550.  n  e  s,  abt  175  e  Broadway,  25x100,  4-sty  brk 
loft  and  store  building.  John  L  Oberly  to  Aaron  S  Oberly,  of 
Easton.  Pa.  Mort  $30,000.  Nov  2.  Nov  5,  1906.  1:157—29. 
A  $40.100— $43..500.  nom 

Peck  slip.  Nos  25  and  27,  n  e  s.  62  n  w  Front  st,  41.4xi50.11x42.2 
x51.6,  5-sty  brk  loft  and  store  building.  Phoebe  A  Ijams  et  al 
to  Anton  C  Langsdorf.  Mort  $15,000.  Oct  31.  Nov  5,  1900. 
1:107—40  and  41.     A  $17,000— $25,000.  other  consid  and  100 

Prospect  pi.  No  54,  w  s,  67.1  n  42d  st,  16.8.x54,  4-sty  stone  front 
dwelling.  Franklin  D  Seward  to  Thomas  Logan.  Nov  5.  Nov  7, 
1900.     5:1.33.5—201/2.     A  $3,.500— $5,000.  _  nom 

Ridge  St.  No  1.54,  e  s  .175  n  Stanton  st,  25x100.  Solomon  Reiner 
to  Joseph  Burger  and  Solomon  Fried.  Mort  $30,000.  Nov  1. 
Nov  2,   1006.     2:. 345— 41.     A  $16,000— $24,000. 

other  consid   and  100 

Sheriff  st.  No  118,  e  s.  1.50  s  Houston  st,  2.5x100,  also  all  title 
to  strip  on  south  O.lxlOOxO.l'yixlOO,  0-sty  brk  tenement  and 
store.  Samuel  Ganz  to  Sam  Jacobs.  Mort  .$38,.50O.  Nov  1. 
Nov  2,   1006.      2:33.5—0.     A  $18,000— $38,000. 

other   consid   and   100 

Spring  st,  Nos  118  to  126  |  s  e  cor  Greene  st,   100x50,  two  6  and 

Greene  st,  Nos  84  and  86  |  7-sty  brk  loft  and  store  buildings. 
Henry  L  Herbert  to  Florence  V  Ryder,  N  Y,  and  Wm  M  Garden, 
of  Philadelphia,  Pa.  Mort  $75,000.  Jan  20.  1899.  Nov  3, 
1906.     2:48.5-14,  16  and  17.     A  $85.000— $1.30.000.  nom 

Spring  St.   No   149,   n  s,   75  w  Wooster  st,  25x100,   S-sty  brk  loft 
and   store   building.    Alfred   C   Bachman   to  Wm   A  Garrigues.   of 
Plainfield,   N  J.      B  &  S.     Mort  $45,000.     Nov  2.     Nov  3,  1906.     . 
2:501—35.      A   $28,000— $70,000.  nom 

Spring  st.  No  149.  n  s,  75  w  Wooster  st,  25x100,  8-sty  brk  loft 
and  store  building.  Arthur  T  Gallup  to  Alfred  C  Bachman.  Mt 
$72,.50O.  Aug  7,  1906.  Nov  3,  1906.  2:501—35.  A  $28,000— 
$70,000.  nom 


1-8  part.     All 
500— $105,000. 

Same  property, 
title.      C  a  G. 

Same  property. 


Sullivan  st.  No  142,  w  s,  175  n  Prince  st,  25x125,  7-sty  brk  ten- 
ement and  store.  Shapiro,  Levy  &  Starr  to  Isaac  Shapiro,  Abra- 
ham H  Levy  and  Louis  Starr  each  1-6  part.  All  title.  Mort 
$53,000.  Oct  31.  Nov  2  ,1906.  2:518—37.  A  $18,000— $47,- 
OOO.  other  consid  and  100 

Union  square  W,   No  29  1  s  w  cor  10th  st,  32.6x141.10,  5-sty  brk 

10th  st  I     office    and     store     building.      Fredk    A 

Bucrall  and  ano  EXRS,  &c,  Margaret  Smith  deceased  and  et  al 
to  Twenty-nine  Union  Square  Co.  Nov  7.  Nov  8,  1906.  3:843 
—29.     A   $2811.000- $375,000.  405,000 

Vesey  st,  Nos  35  and  37,  s  s,  50  w  Church  st,  42.9x88. 

Church  st,  No  64,  old  No  8,  n  w  s,  75  n  e  Fulton  st,  25x50. 
5-sty   brk   loft   and   store   building.. 

Release  mort.     De  Lancey  Kane  as  TRUSTEE  to  Louisa  L  Kanel 
title.     Aug  9.     Nov  2,  1906.     1:85—17.     A  $76,- 

15,000 
Delancey  Kane  to  Ida  0  Bracher,     1-8  part.     All 
July  21.     Nov  2.  1906.     1:85.  other  consid  and  100 
John  I  Kane  et  al  to  same.     7-8  parts.     All  title. 
C  a  G.     July  26,  1906.     Nov  2,  190<5.     1:85.  other  consid  and  100 

Washington  st.  No  197,  e  s,  49.5  n  Fulton  st,  24.9x83x23.8x78.8, 
5-sty  brk  restaurant. 

Fulton  st.  No  233,  n  s,  67.5  e  Washington  st,  23x71x23.3x71,  4- 
sty    loft   and    store    building. 

Alex  P  W  Kinnan  et  al  to  Thos  R  McNeil.  Nov  1.  Nov  2, 
1906.     1:83—7  and  22.     A  $45.00O-$59,500.  100 

Washington  st.  No  798,  w  s,  19.10  s  Horatio  st,  19.6x69.11x19.11 
.\69.10,  3-sty  brk  tenement.  Charles  E  Duross  to  John  Ro- 
mano. Mort  .$6,500.  Oct  31.  Nov  2,  1906.  2:042-20.  A 
$t;,00O-$7,000.  nom 

3d  st.  No  21,  n  s,  175  w  2d  av,  25x90,  6-sty  brk  tenement  and 
store.  Wm  J  Frey  to  Carl  Miltenberger.  Morts  $44,500.  Oct 
20.       Nov    2.    1900.       2:4.59-39.      A    $13,000-$ .  100 

od  st.  No  197,  n  e  s,  SO  n  w  Av  B,  23x96.2,  5-sty  brk  tenement 
and  store.  Bernhard  Klingenstein  et  al  to  Mary  Goldberg.  Mt 
$22,000.     Oct  31.     Nov  2,   1906.     2:399—39.     A  $12,00O-$21,- 

000.  other  consid  and  100 
Same  property.  Marv  Goldberg  to  Isaac  Zarch.  Mort  $37,750.     Nov 

1.  Nov  2.   1906.      2:399.  other   consid   and   100 
3d  st.   No  86,  s  s,   100  w  Thompson   st,  2.5x76.3,  4-sty   brk  tene- 
ment   and   2-sty    brk    stable    in    rear.      Martha   M    Davles   et   al 
HEIRS,   &c,   Ellen   D  Brookes   to  Horace  J  Brookes.     Q   C.     Oct 
24.     Nov  5.   1906.     2:539—17.     A  $12,000— $13,500.  nom 

3d  St.  No  86,  s  s.  100  w  Thompson  st,  25x76.3,  4-sty  brk  tene- 
ment and  2-sty  brk  stable  in  rear.  Horace  J  Brookes  to  John  B 
Grattarola.      Nov    5,    1906.      2:539—17.      A    $12,000— $13,500. 

nom 

4th  st.  No  308,  w  s,  88  s  12th  st,  20x56.9,  3-sty  brk  dwelling. 
Parker  K  Deane  TRUSTEE  to  Edward   Burke.     B  &  S.     Nov  7. 

_  Nov  8,  1900.     2:024—51.     A  $5.500— $6,000.      other  consid  and  100 

oth  st,  Nos  819  to  823         |n   w   cor   Lewis   st,    runs   w   114  x   u  97 

Lewis  st,  Nos  185  and  187|  x  e  22  x  s  48.6  x  e  85  to  w  s  Lewis 
st,  X  s  48.10  to  beginning,  two  5,  one  3,  one  4-sty  brk  tene- 
ments and  store  and  4-sty  brk  rear  tenement.  Abraham  Hal- 
prin  et  al  to  Harris  Schwartz  3-6  part  and  Mendel  Diamond- 
ston  1-6  part.  All  title.  Mort  .$47,000.  Nov  5.  Nov  7,  1006. 
2:300-61  to  63.     A  $32.000— $39,000.  other  consid  and   100 

uth  st.^Nos  719  and  721,  n  s,  233  e  Av  C,  runs  e  50  x  n  97  x  e  5 
X  n  7  X  w  43.8  x  s  7  x  w  11.4  x  s  97  to  beginning,  two  5-sty 
Ijrk  tenements.  Samuel  Grossmann  et  al  to  Julius  Schattman. 
Mort  $7(;,000.  Oct  25.  Nov  2,  1006.  2:375—59  and  00.  A 
$30,000— .$(14,000.  other  consid  and  100 

9th  st.  No  (>19,  n  s,  abt  205  e  Av  B,  25x92.3,  4-sty  brk  tenement 
and  store  and  4-sty  brk  tenement  in  rear.  David  J  Simon  to 
Harris  Brown.  Mort  $16,800.  Nov  1.  Nov  3,  190(!.  2:392— 
53.   A   $13,000— $15,000.  other   consid  and   100 

10th   st,   No   191.   n   s,   SS  w  4th  st,   21.4x95,   3-sty  brk   tenement. 
Anna    Sillcocks    et    al    HEIRS,    &c.    Valentine    Sillcocks,    Jr,    to 
Oct   22.      Nov   2,    1906.      2:()20— 72..      A 
other  consid  and   100 

10th  st,  Nos  203  and  205,  n  s,  137.6  e  Bleecker  st.  37.6x95,  5- 
sty  brk  tenement  and  store.  Julius  B  Fox  to  Edward  R  Cohn. 
Mort  $27,000.  Nov  1.  Nov  2,  1900.  '  2:020-78.  A  $19,000— 
$3.j.000.  other  consid  and  100 

11th  st.  No  422.  s  w  s.  269  n  w  Av  A,  25x94.8,  5-stv  brk  tene- 
ment.    Isaac  Kleinteld  et  al  to  Salvatore  Genovese.  Morts  $36  - 

500.     Nov  1.     Nov  2,  1906.     2:438—19.     A  ,$12  000—.$ . 

other  consid   and   100 

nth  st,  Nos  627  to  631,  n  s,  233  w  Av  C,  75x103.3,  two  6-sty 
brk  tenements  and  stores.  Apollo  Realty  Co  to  Abraham  Gold- 
schlag.  Mort  $120,500.  Oct  17.  Nov  5,  1906.  2:394—53,  54 
and  .5;).     A  $30,000—$ .  other  consid  and  100 

11th  St.  No  213,  n  s,  20  e  Waverly  pi,  20x60,  3-sty  brk  dwelling. 
Chas  R  Leland  to  Le  Grand  L  Clark.  Mort  $8,000.  Dec  22, 
1905.     Nov  5,   1900.     2:614—67.     A  $7,000— $8,500.  nom 

12th  st,  Nos  639  to  643,  n  s,  108  w  Av  C,  75x103.3,  two  6-sty  brk 
tenements  and  stores.  Apollo  Realty  Co  to  Sigmund  Morgen- 
stern.  Morts  $118,500.  Nov  2.  Nov  3,  1906.  2:395^0  to 
42.      A   $30  000—.$ .  other   consid   and   100 

13th  st,  No  509,  n  s.  121  e  Av  A,  37.6x103.3,  6-sty  brk  tenement 
and  store.  Raymond  Guarini  et  al  to  Cristoforo  Zuccaro.  Mort 
$54,0.50.      Nov   1.     Nov  2,   1906.     2:407—56.     A   $18.000— $.50.- 

000.  other  consid  and  100 
15th  St.  Nos  22  to  26,  s  s,  325  w  5th  av,  75x93.4x— x75.9.  0-sty  brk 

loft  and  store  building.  Ole  H  Olsen  to  Austen  G  Fox.  Mort 
.$215,000.     Nov  7.     Nov  8,  1906.    3:816—55.    A  $28,000— $30,000. 

other  consid  and  100 
e   10th  av,   25x92,   5-sty  brk   tenement. 
S  Glaser.     Mort  $16,000.     Oct  31.     Nov 
$9,500-$14,000. 

other  consid  and  100 
I  n  s,  105.8  w  Irving  pi,  59.3x184  to 
I  s  s  20th  st,  7  and  13-sty  brk  and 
stone  office  and  store  building  on  19th  st  and  4  and  5-sty  stone 
front  club  on  20th  st.  Cecil  Barret  to  the  National  Arts  Club. 
B  &  S.  Mort  .$350,000.  July  5.  Nov  3,  1906.  3:875—70.  A 
$125,000— $190,000.  nom 

19th  st.  No  441.  n  s,  325  e  10th  av,  25x72,  3-sty  brk  dwelling. 
John  H  Crockett  to  Prudential  Real  Estate  Corpn.  Mort 
$9,500.     Nov  5.     Nov  7,   1906.     3:717—15.      A    $8,00a-$9..5O0. 

other  consid  and   100 

19th  st.  No  441,   n  s,  325  e  10th  av,  25x72,  3-sty  brk  dwelling. 

Owen    McAniney    to   John    H    Crockett.      Nov   5.      Nov   7,    1906 

3:717-15.     A   $8.000— $9,500.  other  consid  and   100 

20th   St.    No   25,    n   s,   470   w   5th   av,   25x92,   4-sty   brk   dwelling. 

Carsten   Steffens   to   Emanuel   S   Ullmann.      Mort   $45,500.      Nov 

1.  Nov  7,   1906.     3:822-19.     A  $45,000— $54,000. 

other  consid  and  100 
28th  st.  No  433,  n  s,  425  w  9th  av,  25x68.9,  5-sty  brk  tenement. 
PARTITION.      Algernon   S   Norton    (ref)   to   James   A   Hennessy. 
Oct  26.     Nov  8.  1906.     3:726—17.     A  $7,500— $14,000.  19,000 


Heinrieh    J    Steeneck. 
$9  500— $10,500. 


17th  st.  No  437,  n  s,  325 
Rachel  Lederer  to  Jacob 
2.   1906.     3:715—14.     A 

19th  st,   Nos  119  and  121 
20th  st,  Nos  116  and  118 
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2SLh  St.  No  37,  n  s,  162.0  w  4th  av,  20.10x98.9.  3-sty  brk  dwell- 
ing. Arthur  W  Saunders  to  Van  Norden  Trust  Co.  Mort  $49,- 
000.      Oct   'J.      Nov   2,    1900.      3:858—30.      A   $31,000— $35,000. 

other  consid  and  100 

Same   property.   Van   Norden   Trust   Co   to   Arthur   W   Saunders   of 

Brooklyn.      Mort  $ .      Nov   1.      Nov   2,   1900.      3:858. 

other  consid  and  100 

Same  property.  Arthur  W  Saunders  to  Brokers  Investing  Co.  Mt 
$ .      Nov   1.     Nov  2,   1900.  other  consid   and   100 

28th  St.  No  39,  n  s,  141.8  w  4th  av,  20.10x98.9.  3-sty  brk  dwell- 
ing. Arthur  W  Saunders  to  Van  Norden  Trust  Co.  Mort  .f37.- 
000.      Oct   9.      Nov   2,    1900.     3:858—31.      A    $31,000— $35,000. 

other  consid  and  100 

Same   property.    Van    Norden   Trust   Co    to   .\rthur     W      Saunders, 

Brooklyn.      Mort   $ .     Nov    1.      Nov    2,    1900.      3:858. 

other  consid   and   100 

Same    property.      Arthur    W    Saunders    to    Brokers    Investing    Co. 

Mort  $ .   Nov  1.     Nov  2,  1900.     3:858. 

other  consid  and  100 

28th  St,  No  217,  n  s,  222.3  w  7th  av,  24.10.\98.9,  5-sty  brk  tene- 
ment and  Store  and  3-sty  brk  tenement  in  rear.  Alice  E  H 
Thornton  to  Isaac  Oestreicher.  Mort  $22,000.  Oct  30.  Nov  8, 
1900.     3:778—30.     A  $11,000— $17,000.  100 

31st  St.  No  23.  n  s,  350  w  5th  av,  25x98.9,  4-sty  stone  front 
dwelling.  Josephine  M  Wood  to  Lucretia  M  wife  of  Geo  C  Fos- 
ter. i/>  part.  Nov  3.  Nov  5,  1900.  3:833—27.  A  $75,000— 
$82,000.  other  consid  and  100 

SOth  St,  No  522,  s  s.  475  e  11th  av,  25x98.9,  1  and  2-sty  brk 
store.  Edw  F  de  Beixedon  to  Liidin  Realty  Co.  Oct  22.  Nov 
2,  1906.     3:707—50.     A$7,000— $7,000. 

other  consid  and   100 

39th  St,  No  311,  n  s.  175  e  2d  av.  25.x98.9,  5-sty  brk  tenement  and 
store.  Isaac  S  Heller  to  Jacob  Aberbach  and  Joseph  Streieter. 
Mort  $15,000.  Nov  1.  Nov  2,  1906.  3:945—10.  A  $9,000— $15,- 
000.  other  consid  and  100 

No  235,  n  s,  155  w  2d  av,  25.x9S.9,  G-sty  brk  tenement. 
Linehan  to  Polatschek-Spencer  Realty  Co.  Mort  .$30,- 
Nov  1.     Nov  3,   1906.     5:1314—18.     A  $10,000— .$30,000. 

other  consid  and  100 

41st  St.  No  258,  s  s,  150  e  8th  av,  25x98.9.  5-sty  brk  tenement  and 
store.  Cohn-Baer-Myers  &  Aronson  Co  to  James  P  Mack.  Mort 
$27,000.  Nov  1.  Nov  2,  1906.  4:1012—58.  A  $17,0UO— $21,- 
000.  other  consid  and  100 

42d  st,  Nos  119  and  121  |  n  e  cor  Depew  pi,  75.x200.10  to  s  s  43d 

Depew  pi  I     St,  2  and  4-sty  brk  loft  buildings. 

43d  St,  Nos  108  to  112  | 

Bond  St,  No  25,  s  w  s,  abt  95  e  Lafayette  st,  25x114.4  to  15  ft 
alley,  with  rights  to  said  alley,  3-sty  brk  loft  and  store  building 
and   2-sty   brk   stable   on   alley. 

Henry  Rogers  Winthrop  et  al  EXRS,  &c,  Thomas  B  Winthrop  to 
•  Henry  Rogers  Winthrop,  J  Frederic  Kernochan  and  William 
Jay  as  TRUSTEES  Thos  B  Winthrop  for  benefit  Marie  A  Win- 
throp in  trust,  i/.'>  part,  and  Henry  Rogers  Winthrop  Individ,  i4 
part.  Nov  2.  Nov  5,  1906.  2:529—22.  A  $30,000— $33,000; 
5:1297.  nom 

43d  st,  No  423,  n  s,  275  w  9th  av,  20x100.4.  4-sty  stone  front  ten- 
ement.    Emanuel  E  Fox  to  Charles  Duggin.     Mort  $11,000.     Nov 
5,   1906.     4:1053—21.      A   $8,000- $12,(X>0.  nom 

49th  st.  No  145,  n  s,  528  w  6th  av,  22x100.4,  4-sty  brk  tenement 
and  2-sty  brk  tenement  in  rear.  Wra  N  Heard  to  William  Rau. 
Mort  $25,000.  Nov  7.  Nov  8,  1900.  4:1002—11.  A  $26,000— 
$27,000.  other  consid  and  100 

49th  st.  No  145,  n  s,  528  w  Gth  av,  22x100.4,  4-sty  brk  tenement 
and  2-sty  brk  tenement  in  rear.  Wm  Rau  to  Wm  N  Heard. 
Mort  $20,000.  Nov  7.  Nov  8,  1906.  4:1002—11.  A  $26,000— 
$27,000.  other  consid  and  100 

49th  st.  No  548,  s  s,  125  e  11th  av,  2.5x100.  4-sty  brk  tenement. 
Joel  Jacobs  et  al  to  David  H  Henderson  and  Bridget  McAn- 
drews.  Mort  $11,000.  Nov  1.  Nov  5,  1906.  4:1077—59.  A 
$6,500-$10.000.  other  consid  and  100 

52d  st.  No  .503.  n  s.  00  w  10th  av,  15x75,  5-sty  brk  tenement  and 
store.  Hyman  Rosenfeld  to  Giuseppina  Benza.  Mort  $12,400. 
Nov  1.     Nov  2.  1906.     4:1081—281/^.     A  $4,000— $10,000. 

other    consid    and    100 

52d  st,  No  531,  n  s,  375  e  11th  av,  25x100.5,  5-sty  brk  tenement. 
Jacob  H  Benaim  to  Rose  K  Benaim.  Mort  $18,250.  Oct  27. 
Nov  8,  1906.     4:1081—16.     A  $6,500— $18,000.  100 

55th  St.  No  52  E  (?).  Certified  copy  of  ante  nuptial  agreement. 
Wm  S  Wyckotf  of  U  S  with  Sophie  Manasse.  of  Germany.  Mar 
21,  1906.     Oct  25,  1906.     5:1290— 48Vi.     A  $40.000— $.50,000.  

56th  st,  No  367.  n  s,  50  e  9th  av.  16.8x100.5,  4-sty  stone  front 
dwelling.  Herman  H  Becker  to  Wm  Brandt.  Mort  $8,.500.  Nov 
8,  1906.     4:1047-3%.     A  $10,000— $14,000.      other  consid  and  100 

59th  St.  No  242,  s  s,  85  w  2d  av,  20x100.5.  3-sty  stone  front 
tenement.  Anna  Cape  widow  to  Dudley  D  Sicher.  Mort  $15,000. 
Nov  1.     Nov  8,  1906.     5:1332— 28yo.     A  $12,000— $16,000. 

other  consid  and  100 

60th  st.  No  121,  n  s,  200  e  Park  av,  20x%  block..  I 

60th  st,   No  110  East,  ad;   above  on  west..  | 

Party    wall    agreement.       Chandler    P    Anderson    with    Sterling 
Realty   Co.      Nov   1.      Nov  2    1906.      5:1395.  nom 

62d  st.  No  314,  s  s,  149.6  e  2d  av,  2.5x100.5,  5-sty  brk  tenement. 
Louis  Rosenberg  et  o!  to  Joseph  Zimmermann.  Mort  $26,500. 
Nov    1.      Nov   2,    1906.     5:1436—16.      A   $9,000— $24,000. 

other  consid  and   100 

G5th  st,  No  348,  s  s,  117  w  1st  av,  27x100.5,  5-sty  stone  front 
tenement.  Morris  Kittenplan  et  al  to  Sam  Katz.  Mort  $19,000. 
Nov  1.     Nov  8,   1906.     5:1439—32.     A  $10,000— $21,000. 

other  consid  and  100 

66th  st.  No  213,  n  s,  190  e  3d  av,  40x100.5,  6-sty  brk  tenement. 
Solomon  Lewine  et  al  to  Solomon  Frankel  and  Samuel  Werner. 
Mort  .$40,000.  Nov  1.  Nov  2,  1906.  5:1421—8.  A  $18,000 
— P   $25,000.  other   consid   and   100 

66th  St.  No  215,  n  s,  230  e  3d  av,  40x100.5,  6-sty  brk  tenement. 
Solomon  Lewine  et  al  to  Solomon  Frankel  and  Samuel  Werner. 
Mort  $40,000.  Oct  8.  Nov  2,  1906.  5:1421—10.  A  $18,000— 
P  $25,0(10.  other  consid  and  100 

66th  St.  No  217,  n  s,  270  e  3d  av,  40x100.5.  6-sty  brk  tenement. 
Solomon  Lewine  et  al  to  Solomon  Frankel  and  Samuel  Werner. 
All    liens.      Nov   2,    1906.      5:1421 — 11.      A   $18.000— P   $25,000. 

other   consid    and    100 

66th  st.  No  233,  n  s,  300  e  West  End  av,  25x100.5,  5-sty  stone 
ironi  tenement.  Joseph  Levine  to  Christopher  B  Wyatt.  Mort 
$12,500.     Nov  1.     Nov  3,  1906.     4:1158—13.     A  $5.000— $13,000. 

other  consid  and  100 

66th  st,  Nos  425  to  429,  n  s,  180  w  Av  A,  120x100.5,  three  6-sty 
brk  tenements,  stores  in  Nos  425  and  427.  Isaac  Sakolski  to 
Samuel  Raisler.  Mort  $139,500.  Nov  2.  Nov  3.  1906.  5:1401 
—13.   15,   16.     A   $42.000— P  $105,000.  other  consid   and   100 

70th  St.  No  344,  s  s,  484.6  w  West  End  av,  28.6  to  land  NYC 


&  H  R  R  R  Co.  xlOl. 8x12.9x100.5,  3-sty  brk  stable.  Albert  E 
Scott  to  Geo  H  Sargent.  Q  C.  Oct  31.  Nov  7,  1906.  4:1181 — 
52.     A  $9,000— $13,000.  nom 

7l)th  st.  No  344,  s  s,  484.6  w  West  End  av,  28.6  to  land  N  Y  C  & 
H  R  R  R  Co,  xlOl. 8x12.9x100.5,  3-sty  brk  stable.  Geo  H  Sar- 
gent to  Charles  Thorley.  Nov  5.  Nov  7,  1906.  4:1181—52.  A 
$9,000 $13(.K30.  other  consid  and  100 

70th  st,  Nos  220  to  234,  s  s,  abt  325  e  3d  av,  — x— .  eight  4-sty 
stone  front  tenements.  Lena  Kalman  to  Harris  Mandelbaum  and 
Fisher  Lewine.  All  title.  Q  C.  Nov  1.  Nov  3,  1906.  5:1424 
-281^  to  36.     A  $91.000— $156,000.  nom 

71st  st.  No  105.  n  s.  40  e  Park  av,  20x102.2,  4-sty  stone  front 
dwelling.  Wesley  Thorn  to  City  Real  Estate  Co.  B  &  S  and  C 
a  G.  Mort  .$45,000.  Nov  1.  Nov  2,  1906.  5:1406—3.  A  $31,- 
000— $36,000.  nom 

71st  St.  No  37.  n  s,  413  w  Central  Park  West.  19x102.2.  4-sty  stone 
front  dwelling.  Benjamin  Natkins  to  Marie  C  Downes.  Mort 
$32,000.  Nov  1.  Nov  3,  1906.  4:1124—15%.  A  $17,0OO-$30,- 
000.  nom 

72d  st.  No  240,  s  s,  304.11  w  Broadway.  20x102.2.  4-sty  stone 
front  dwelling.  Walter  R  Gillette  et  al  to  Jere  W  Dimick,  of 
Ritton,  NY.  C  a  G.  Nov  1.  Nov  5,  1906.  4:1163— .52.  A 
$25.000— .$40,000.  other  consid  and  100 

75th  St.  No  1.33,  n  s,  400  w  Columbus  av,  20x102.2,  4-sty  and 
basement  stone  front  dwelling.  Richard  Rodriguez  to  Kath- 
arine wife  Richard  Rodriguez.  Oct  17.  Nov  8,  1906.  4:1147 — 
16.     A   $14,0(10— $28,000.  nom 

7Gth   St.    No    137,   n   s.   363   w   Columbus   av.    17x102.2.   3-sty   and 
basement   stone   front    dwelling.      Henry  J    Swift   TRUSTEE    Sol- 
omon  B   Wilson   to   Helen   S   Sillcocks.     Nov   1.      Nov   2,   1906. 
4:1148—18.      A   $12,0(X)— $19,000.  25,000 

76th  st.  No  63,  n  s,  80  w  Park  av,  25x102.2,  2-sty  brk  stable. 
Frances  E  Francis  HEIR  Nellie  B  Caty  to  Albert  C  Bostwick, 
of  Mamaroneck.  N  Y.  %  part.  All  title.  Sub  to  life  estate 
of  Helen  C  Bostwick.  Mort  $27,000.  Nov  1.  Nov  5.  1906. 
5:1391—33.      A   $35.000— $40,000.  nom 

Same  property.  Helen  C  Bostwick  widow  to  same.  Q  C.  Mort 
$27,000.     Nov   1.     Nov  5,  1906.     5:1.391.  gift 

79th  st,  Nos  531  and  533,  n  s,  148  w  Av  B,  or  East  End  av,  50x 
102.2,  1-sty  brk  store.  Joseph  E  Greenberg  to  Rozi  Newman. 
Mort  $16  (XW).  Nov  1.  Nov  2,  1906.  5:1576—19.  A  $14,000 
—$15,000.  other  consid  and  100 

79th  St.   Nos  531  and  .533,  n  s,  148  w  Av  B,  or  East  End  av.  50x 
102.2,   1-sty  brk  store.     Louis  J   Newman   and  Rozi   his  wife  to 
Joseph    E    Greenberg.      Mort    $16,000.      Nov    1.      Nov   2,    1906. 
5:1576—19.     A  $14,000— $15,000.  other  consid  and  100 

79th  st.  No  309,  n  s,  145  e  2d  av,  20x102.2,  4-sty  stone  front 
dwelling.  Biri  Weiss  to  Moritz  Weiss  husband  of  Biri  Weiss. 
Mort  $15,000.     Nov  8.  1906.     5:1.542—7.     A  $7.000— $14,000.      nom 

81st  St.  No  124,  s  s,  505  e  Amsterdam  av,  20x102.2,  4-sty  and 
basement  stone  front  dwelling.  Sarah  E  Renter  to  John  Dom- 
ing.     Nov   1.      Nov   2,    1906.      4:1211—44.      A   $11,500— $24,000. 

other  consid  and  100 

81st  st.  No  125,  n  s,  205.11  w  Columbus  av.  19.1x102.2.  4-sty  and 
basement  stone  front  dwelling.  James  W  White  et  al  EXRS 
Lydia  M  White  to  Ella  A  Brown.  Greenwich,  Conn.     Nov  2.     Nov 

7.  1906.     4:1212—24.      A   $10,500— $22,000.  29,000 
S2d   st,    No    147,    n   s,   27.9   e   Lexington    av,   30x102.2,   5-sty   brk 

tenement.  Moritz  Mayer  to  Isaac  Rosenbaum.  Mort  $.3.5,000. 
Nov   3.      Nov   5,    1906.      5:1511—21.      A    $15,500— $35  000. 

other  consid  and  100 

S2d  st.  No  147,  n  s.  27.9  e  Lexington  av,  30x102.2,  5-sty  brk  ten- 
ement. Isaac  Rosenbaum  to  Clara  Mayer.  Mort  $35,000.  Nov 
3.     Nov  5,   1906.     5:1511.  other  consid  and  100 

S3d  st.  No  64,  s  s,  138  e  Columbus  av,  18x102,2.  4-sty  and  base- 
ment brk  dwelling.  Jane  Pratt  to  Louise  A  Koenig.  Nov  3. 
Nov  5,  1906.     4:1196— 58y2.     A  $12,0OO-$19.0OO. 

other    consid   and   100 

S3d  St.  No  41.  n  s,  85  e  Madison  av.  15x102.2.  4-sty  stone  front 
dwelling.      Joseph   H   White   to    Edith   S   McVickar.      Mort   $18.- 

000.  Nov  1.     Nov  2,  1906.     5:1495—24.     A  $15,000— $27,000. 

nom 

S4th  st,  Nos  149  and  151,  n  s,  58  e  Lexington  av,  42.6x102.2,  5-sty 
brk  tenement.  Sarah  Bernard  to  Emma  Oppenheimer  and  Hannah 
Kossmann.  Mort  $40,000.  Nov  8,  1906.  5:1513—24.  A  $21,000 
$45,000.  other  consid  and  100 

84th  st,  No  424,  s  s.  235.10  e  1st  av,  14.2x102.2,  3-sty  brk  dwell- 
ing. Jennie  A  Parker  et  al  widow  and  HEIRS  De  Witt  H  Parker 
to  Isaac  Lesser.  All  title.  Oct  22.  Nov  3,  1906.  5:1563—41. 
A  $3,000— $4, .500.  nom 

Same  property.  Hattie  S  Parker  by  Forrest  H  Parker  GUARD- 
IAN to  same.    1-3  part.    All  title.    Nov  3.  1906.     5:1563.  1,633.33 

84th  st,  No  329  (325)  n  s,  201  w  West  End  av,  18x102.2,  3-sty 
and  basement  stone  front  dwelling.  Emma  Reilly  to  Chas  E 
Fleming.  Mort  $18,000.  Nov  1.  Nov  2,  1906.  4:1246—21. 
A   $ll,0OO-$20,00O.  29,000 

S6th  st.  No  453,  n  s,  22  w  Av  A,  26x80.  4-sty  stone  front  tene- 
ment. Geo  A  Myers  to  Christian  and  Rudolph  Hoffmann.  B 
&  S.     Cct  31.     Nov  5,   1906.     5:1566—23.     A  $8,500— $17,000. 

nom 

Same  property.  Geo  A  Myers  EXR  Geo  H  A  Meyer  to  same. 
Oct  31.      Nov  5,   1900.     5:1566.  20  000 

S7th  St.  No  239,  n  s,  150  w  2d  av,  2.5x100.8.  5-sty  stone  front 
tenement.      David   Horn    to   Joseph    Koch.      Mort   $25,000.      Nov 

1.  Nov  3,   1906.     5:1533—19.     A  $10,000— $24,000. 

other  consid   and   100 
88th  St.  Nos  209  and  211,  n  s,   160  e  3d  av,  50x100.8,   two  5-sty 
stone  front  tenements.     Gustav  Kaliski  to  John  T  Stanley.     Mort 
$45,.5(B.56.     Nov  2.    Nov  8,  1906.    5:1534— 8  and  9.    A  $18,000— 
$44,000.  nom 

S9th  St.  No  70,  s  s,  100  e  Columbus  av,  20x100.8,  4-sty  and  base- 
ment  brk   dwelling.      Isaac   T  Meyer  to   Louis   H   Abenheinrer. 
Mort   .$2,S,000.     Oct  30.      Nov  5,  1906.     4:1202—00.      A   $13,500 
—$26,000.  other  consid  and   100 

89th  st.  No  220,  s  s,  210  e  3d  av,  25x100.8,  5-sty  brk  tenement. 
Benj  M  Gruenstein  to  Ida  Machiz.     Mort  $26,250.     Nov  1.     Nov 

8.  1906.     5:1534—41.     A  $9,000— $19,000.  other  consid  and  100 
89th   st,   Nos  9  and   11,   n  s,   178.11   e  5th  av,  51.1x100.8.   two  5- 

sty  stone   front   dwellings.      Mort   $210,000. 

5th  av,  e  s,  25  s  87th  st,  50.2x110.2,  vacant.     Mort  $250  000. 

Riverside  Drive,  No  331,  e  s,  30  n  105th  st,  25x100,  5-sty  brk 
dwelling. 

Albert  Brod  to  Moritz  Palkenau.  Oct  12.  Nov  2,  1906.  7:1891 
—III.  A  $25,000— $65,000;  5:1498—70  and  71.  A  $220,000— 
$220,000;    5:1501-8   and   9,      A   $112,00— $2(55.000.  nom 

S9th  St.  No  522,  s  s,  208.9  e  Av  A,  runs  s  100.8  x  e  6.3  x  n  e 
21.8  X  n  88.9  to  st,  x  w  18.9  to  beginning,  2-sty  stone  front 
dwelling,  Theresa  Schappert  to  Aloysius  F  Schappert.  Oct 
24.     Nov  2,  1906,     5:1585 — 41.     A  $4,500— $6,500.  nom 
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90th  St,  No  2-10,  s  3,  175  w  2d  av,  25x100.8,  O-sty  brk  tenement. 
Berthold  Weil  and  ano  to  Emanuel  M  Stelndler.  Mort  $20,500. 
Nov  5.     Nov  7,  1906.     5:1535—32.     A  $tl,UUO— $2 1 ,000. 

other  consld  and  100 

90th  St,  No  52.  s  s,  175.4  e  Columbus  av,  2U.\1U0.S,  5-sty  sione 
front  dwelling.  Celia  .\  Tyrrell  to  Sarah  Spingarn.  Morts 
$22.<J0t).  Nov  1.  -N'ov  2.  IDOIJ.  4:1203—57.  A  .f  13..">(X)— .f32,- 
OUO.  nom 

91st  St,  No  102.  s  s,  191.8  w  3d  av,  33.4.\100.8,  5-sty  brk  tene- 
ment. Badt-Mayer  Co  to  Clara  W  Zucker.  Mort  $34,000.  Nov 
1.     Nov  5,  1900.     5:1519—45.     A  $17,000- $40,000. 

other  consid  and  100 

92d  St,  No  100,  s  s.  55  e  Park  av,  17x80,  3-sty  stone  front  dwell- 
ing. Fifth  Avenue  Trust  Co  to  Lawrence  B  EUiman.  Mort  $13,- 
OUO.      Oct   15.      Nov   7,    1906.     5:1520—70.     A   $7,000— $12,000. 

nom 

92d  St,  No  100,  s  s,  55  e  Park  av,  17x80,  3-sty  stone  front  dwell- 
ing. Lawrence  B  Elliman  to  Fifth  Avenue  Trust  Co.  Mort 
$13,000.  Oct  15.  Nov  7,  1906.  5:1520—70.  A  $7,000— $12.- 
000.  nom 

94th  St,  No  221,  n  s.  299.9  e  3d  av,  24.9x100.8,  5-sty  brk  tene- 
ment. Moses  Kinzler  to  Eva  Marks.  Mort  $20,250.  Oct  31. 
Nov   2,   1906.      5:1540— 111^.      A   $7,000— $23,000. 

other   consid   and    100 

94th  St,  No  43,  n  s,  373.3  w  Central  Park  W,  17.9x100.8,  3-sty  and 
basement  brk  dwelling.  Geo  W  Quintard  to  Mary  J  Gledhill. 
Nov  3.     Nov  8,  1906.     4:1208—17.     A  $9,500— $16,000. 

other  consid  and  100 

96th  St,  No  109,  n  s,  75  e  Park  av.  25x101.10,  5-sty  stone  front 
tenement.  Anna  M  Bersch  to  Katrina  Schumann,  of  Fair  Haven, 
N  J,  John  A  Schumann,  N  Y,  and  Robert  Schumann,  of  Fair 
Haven.  N  J.  J4  part.  Nov  8,  1906.  6:1624—4.  A  $15,000— 
$26,000.  6,250 

99th  St,  No  262,  s  s,  80  e  West  End  av,  20x100.11,  3-sty  stone 
front  club.  John  J  White  to  St  Nicholas  Home  Co.  Mort 
$1.S,000.  May  1.  Nov  7,  1906.  7:1870—601^.  A  $ll,00O-.$24,- 
000.  other  consid  and   100 

100th  st,  No  193,  n  s.  270  e  Lexington  av,  25x100.11,  5-sty  brk 
tenement.    Herman   L   Keller   to   Abraham   Amster.      Mort   $15,- 

000.  Nov   1.      Nov   2,    1906.      0:1628—31.      A   $6.500— .$2O,.50O. 

other    consid    and    100 

lOOth  St,   No  23  I  n  s,  275.3  w  Central  Park  West,  runs  n  25.11 

Manhattan  av.  No  2  |  x  w  94.8  to  e  s  Manhattan  av  x  s  25.11  to 
lOOth  st  X  e  94.8  to  beginning,  O-sty  brk  tenement  and  store. 
Rosa  Stern  to  Abraham  M  Baumann.  Mort  $57,000.  Nov  7. 
Nov  8,   1906.     7:1836—21.     A   $20,000— $48,000. 

other  consid   and   100 

101st   st,   Nos  414  to  422,   3  s,   200  e   1st  av.   122.6x100.11,   three 
O-sty  brk  tenements  and  stores.  CONTRACT.     Henry  Wilchinsky 
with   Emil   Reibstein.      Mort   $132,000.      Nov   16.     Nov   2.   1906. 
6:1694—38,  39  and  41.     A  $25,.50O— P  $43,000.  155,000 

101st  St.  No  104.  s  s,  100  w  Columbus  av,  25x100.11.  5-sty  brk 
tenement.  Louis  Meyer  Realty  Co  to  George  Laubentracht  and 
Morris  Singer.  Mort  $26,000.  Oct  21.  Nov  3,  1900.  7:1855 
—37.      A   $9.000— $23  000.  other  consid   and   100 

103d  st,  Nos  122  to  126,  on  map  Nos  122  to  130,  s  s,  158.6  e 
Park  av,  140.6x100,  three  6-sty  brk  tenements.  Benj  M  Gru- 
enstein  and  ano  to  Albert  R  Klein.  Mort  $184,000.  Nov  1. 
Nov   2,    1906.      6:1030—61,    63   and   65.      A   .f!47.000— $191,000. 

other  consid  and  100 

103d  st.  No  235,  n  s,  175  w  2d  av,  37.0xl(X).ll,  6-sty  brk  tene- 
ment and  store.  Joseph  Fuehs  to  Barbara  Tischler.  All  title. 
Q  C.     Aug  17.     Nov  3,  1906.  6:1653—17.     A  $11,000— P  $16,000. 

other   consid   and   100 

104th  St.  No  145.  n  s.  225  e  Amsterdam  av,  25x100.11,  5-sty  stone 
front  tenement.  Lina  Weil  to  Ray  Ansbacher.  Mort  $23,000. 
Sept   27.      Nov   5,   1906.      7:1859—10.      A   $11,000— $20,000. 

other  consid  and  100 

104th  St.  No  71,  n  s,  117.10  e  Columbus  av,  17.10x100.11,  5-sty 
brk  tenement.  Wm  J  Rodenbach  to  Betty  Behrendt.  Mort 
$17,000.     Nov  5,    litOO.     7:1840—6.     A  $7,000— $20,000. 

other  consid   and   100 

106th  st,  No  101  I  n  e  cor  Park  av,  30x201.10  to  s  s  107th  st, 

]07th  st.  No  100  1     two  4-3ty  stone   frone   tenements  and  stores. 

Park  av  II     Release   claims,   &c.   as    to    Park   av   viaduct. 

Salamon  Weisbecker  to  N  Y  &  Harlem  R  R  Co  and  the  N  Y  C 
&  H  R  R  R  Co.  Oct  26.  Nov  8,  1906.  6:1634—1  and  71.  A 
$28.000— $38,000.  other  consid  and  100 

106th  st.  No  101,  n  e  cor  Park  av,  30x100.11,  4-sty  stone  front 
tenement  and  store.  Release  mort  lien  as  to  easements,  &o. 
Henry  Fulling  to  N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  & 
H  R  R  R  Co.  Oct  26.  Nov  8,  1906.  6:1634—1.  A  $16,000— 
$21.00:>.  nom 

107th  st.  No  00,  s  s.  175  e  Madison  av,  2.5x100.11,  5-sty  brk  tene- 
ment.  Lazarus  Hannes   to  Israel  Jacobson.     Mort  $26,750.     Nov 

1.  Nov  2.   1900.     6:1612—45.     A  $9.00O-$23,000.  nom 
107th   st.   No   100,   s  e  cor  Park   av.  .30x100.11,  4-sty  stone   front 

tenement  and  store.  Release  mort  lien  as  to  easements,  &c. 
Anna  Fulling  to  N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H  R 
R  R  Co.  Oct  26.  Nov  8,  1906.  6:1634—71.  A  $12,000— 
$17,000.  nom 

107th  st.  No  233.  n  s,  104  w  2d  av,  31x100.11,  5-sty  brk  tenement 
and  store.  Arthur  J  Steffani  to  Joel  Saramet.  Mort  $20,000. 
Nov  7.     Nov  8,  1906.     6:1057—20.     A  $.S,500— $20..500. 

other  consid  and  100 

109th  St.  No  226,  s  s,  310  e  3d  av,  25x100.10,  O-sty  brk  tenement 
and  store.  Frank  Stock  to  Frank  Gens.  Mort  .$32,000.  Oct  31. 
Nov   3,    1906.      6:1658—36.      A   $7,000— $28,000. 

other    consid    and    100 

109th  st,  Nos  !j9  and  61,  n  s,  100  e  Madison  av,  38.9x100.11,  6-sty 
brk  tenement  and  store.  Naftali  Tolchinsky  to  Falk  Walk  and 
Samuel  Eisner.  Mort  $40,000.  Nov  1.  Nov  8,  1900.  6:1615- 
24.     A  $14,!100— $.35,000.  other  consid  and  100 

100th  st,  n  s.  138.0  e  Madison  av,  a  strip,  runs  e  0.10  x  n  21.10  and 
—  and  70.11  to  c  1  blk  x  w  0.11  x  s  100.11  to  beginning.  Naf- 
tali Tochinsky  to  Falk  Walk  and  Samuel  Eisner.  B  &  S.  Nov  1. 
Nov  8,  1906.     6:1615.  other  consid  and  100 

111th  st.  No  .303,  n  s,  75  e  2d  av,  27.1x100.11,  4-sty  brk  tene- 
ment. Peter  Anzoione  to  Cono  Lamardo.  Q  C.  Jan  28,  1902. 
Nov  2,   1006.     6:1683—4%.     A  $6.500— $12,500.  nom 

111th  st,  Nos  308  to  318.  s  s,  110  e  Manhattan  av,  112.6x106.2, 
three  6-sty  brk  tenements.  Release  mort.  North  American 
Mortgage  Co  to  Harry  Schiff.  Nov  2.  Nov  3,  1906.  7:1846— 
21.  22  and  24.     A  $51,000— P  .$75,000.  85,500 

112ih   st,    No  232.   s  s    325  w  7th   av.   17x100.11,  3-sty  and  base- 
ment stone  front  dwelling.  Morris  VoUman  to  Marjorie  M  Flynn. 
Q  C  and  correction  deed.     Nov   1.     Nov  5,   1906.     7:1827 — 46V4. 
A    $6  500— $13,500.  noijli 

112th  st.  No  232,  s  s,  325  w  7th  av,  17x100.11,  3-sty  and  base- 
ment  stone   front   dwelling.      Marjorie   M   Flynn   to   Sarah   Bern- 


Nov  3.     Nov  5,  1906.     7:1827^16%.     A 

nom 
Madison   av,   25x100.10,   5-sty   stone 
Real    Estate    Co    to    Rosella    HamiU 
1906. 


stein.     Mort  $12,000, 
$6,.500— $13,.5fKI. 

113th    St.    No    64.    s    s.    95    e 
front    tenement.      .\ssured 

widow.     Mort  $18,750.     Oct  26.     Nov  5,  1906.     6:1618 — 19.     A 
.$  y,(  IU( )— $18000.  24,750 

113th  st,  .Nos  502  and  504.  s  s,  85  w  Amsterdam  av,  .54.1x100.11, 
6-sty  brk  tenement.  Lillian  E  Selby  to  Norman  Selby.  Mort 
.$95,000.  Nov  1.  Nov  7,  1906.  7:1884—39.  A  $26,000— P 
$70,000.  nom 

113th  st.  No  78,  s  s,  92.9  w  Park  av,  37.3x100.11,  omission,  6-sty 
brk  tenement.  Barnet  Haber  to  Morris  Haber,  Samuel  Dwor- 
kowitz  and  David  Haber.  Mort  $47,500.  Sept  28.  Nov  3, 
1906.     6:1618—41.      A   $13,500— $42,000.         other  consid   and   100 

114th  st.  No  24,  s  s,  244.7  w  5th  av,  18.4x100.11,  3-sty  and  base- 
ment brk  dwelling.  Solomon  Alter  to  Congregation  Knesesth 
of  Israel  of  Harlem.  Mort  $11,500.  Nov  1.  Nov  2,  1906. 
6:1597—46.      A   $7,500— $11,000.  other   consid   and   100 

114th  st.   No  26,  a  s,  263  w  5th  av,   17.6x100.11,  3-sty  and  base- 
ment   brk   dwelling.      Solomon    Alter   to    Congregation   Knesesth 
of   Israel   of   Harlem.      Mort   $11,500.      Nov   1.      Nov   2,   1906. 
6:1597— 461^.     A  $7,000— $10,500.  other  consid  and  100 

114th  st,  No  28,  s  s,  280.0  w  5th  av,  17.6x100.11,  3-sty  and  base- 
ment brk  dwelling.  Henry  Pasinsky  to  Congregation  Knesesth 
of  Israel  of  Harlem.  Mort  $12,000.  Nov  1.  Nov  2,  1906. 
6:1597—47.      A    $7,000— $10,500.   .  other    consid    and    100 

115th  st,  Nos  102  and  104.  s  s,  100  w  Lenox  av,  62.6x100.11,  two 
5-sty  brk  tenements.  Ritter  Realty  Co  to  Julia  M  Jacobs.  Mt 
.•f46,000— .  Nov  1.  Nov  2,  1906.  7:1824—38  and  41.  A  $28.- 
000~$66,000.  other  consid  and   100 

116th  St.  No  100,  s  s,  295  w  3d  av,  25x100.11,  2  and  4-sty  brk 
tenement  and  store.  Abram  E  Hunt  to  James  H  Johnston.  Nov 
2.     Nov  3,   1906.     6:1643—48.     A  $12,0OO-$16.000. 

other  consid   and   100 

Same  property.  James  H  Johnston  to  Abram  E  Hunt  and  Ida  M 
his  wife  tenants  by  entirety.     Nov  2.     Nov  3,  1906.     6:1643. 

other  consid   and  100 

116th  st.  No  8,  s  s,  260  w  Madison  av,  25x100.11,  5-sty  brk  tene- 
ment and  store.  David  Fine  to  Samuel  Feingold  and  Samuel 
Levine.  Mort  $28,000.  Nov  1.  Nov  7,  1906.  6:1621—67.  A 
$13,000— $24,000.  other  consid   and   100 

116th  st.  No  10,  s  s,  235  w  Madison  av,  25x100.11.  5-siy  brk  ten- 
ement. Isaac  Miller  to  Abraham  Gussow.  Mort  $29,500.  Nov 
5.    1906.      6:1621—66.      A    $13.000— $24,000.  nom 

117th  st,  No  320,  s  s,  273.9  w  8th  av,  26.3x100.11,  5-sty  stone 
front  tenement.  Siegmund  I  Herschmann  to  Mathias  Antony. 
Mort  $17,500.     Nov  8,   1906.     7:1943—14.     A  $11,500— $20,000. 

other  consid  and   100 

118th  st.  No  4,  s  s,  100  w  5th  av,  25x100.11,  5-sty  brk  tenement. 
Gertrude  Stodel  to  Moses  Rosenthal.     All  title,  &c,  to  annuity. 
Q  C.     Nov  3.     Nov  5,  1906.     6:1601-^1.     A  $12.000— $26,000. 

nom 

118th  st.  No  56,  s  s,  100  e  Madison  av,  20x100.11,  5-sty  brk 
tenement.  Giuseppe  Botta  to  Lazar  Taneser.  Mort  $14,000. 
Nov   1.      Nov  3,   1906.     6:1623—48.     A   $6,000— $16,000.  nom 

121st  st.  No  3iO,  s  s,  190  w  1st  av,  30x100.11,  4-sty  brk  tenement. 
Nathan  B  Katz  et  al  to  Theo  J  Ludwig.  Q  C.  Oct  25.  Nov  7. 
1906.     6:1797—36.     A  $7,500— $16,000.  other  consid  and   100 

121st  st.  No  340,  s  s,  190  w  1st  av.  30x100.11,  4-sty  stone  front 
tenement.  Leopold  A  Katz  to  Theo  J  Ludwig.  Q  C.  Oct  25. 
Nov    7,    1906.      6:1797—36.  A   $7,50a-$16,000. 

other   consid    and    100 

121st  st.  No  355,  n  s,  202  w  Manhattan  av,  16x100.11,  3-sty  and 
basement  stone  front  dwelling.  Ben  or  Benjamin  Cohen  to 
Fredericka  Cohen  his  wile.  Q  C.  Oct  23.  Nov  7,  1906.  7:1948 
—6%.     A  $7,00Cf^$12.00O.  nom 

121st  st.   No  76.   s  s,  60  w  Park  av,  20x100.11,  4-sty  stone  front 
tenement.       Edward    Guntermann    to    Rosanna    Scanlon.      Mort 
$10,000.     Nov  1.     Nov  2,  1906.    6:1747—28.     A  $6,500— $11,000. 

other  consid  and  100 

122d  st.  No  236.  s  s,  287  e  8th  av,  34x100.11,  5-sty  brk  tene- 
ment. Hattie  L  Meirowltz  to  Max  Lowenstein.  Mort  .$39,500. 
Nov   1.     Nov  2,   1906.     7:1927—52.     A  $15,000— $37,000. 

other  consid  and  100 

123d  st,  Nos  221  and  223,  n  s.  218  e  3d  av,  33.8x100.11.  two  5-sty 
stone  front  tenements.  Morris  Cohen  et  al  to  Hannah  Ellinger. 
Mort  $29,000.  Nov  1.  Nov  7,  1906.  6:1788—9  and  10.  A  $9.- 
000— $29,000.  other  consid  and   100 

123d  st,  Nos  151  and  153,  n  s.  125  e  7th  av,  .50x100.11  6-sty  brk 
tenement.  Samuel  Williams  et  al  to  Adolph  Scheibel.  Mort 
$52,000.  Nov  1.  Nov  7,  1906.  7:1908—7.  A  $24,000— P  $.50.- 
000.  other  consid   and   100 

123d  st.  No  239.  n  s,  380  e  3d  av,  25x100.11,  3-sty  frame  dwell- 
ing. Abraham  Halprin  et  al  to  Harris  Schwartz.  3-6  parts,  and 
Mendel  Diamondston,  1-6  part.  All  title.  Mort  $6,500.  Nov  5. 
Nov    7,    1006.     6:1788-16.      A    $7,000— $9,000. 

other    consid    and    100 

123d  st,  Nos  151  and  153,  n  s,  35  e  Lexington  av.  runs  n  100.11  x  e 
30.8  X  s  e  4  X  s  100  to  st  x  w  3.5  to  beginning,  6-sty  brk  tene- 
ment  and   store.      Samuel   Fritz   to   Louis   Schwartz.      All    liens. 

Oct  19.     Nov  8,  1906.     6:1772—22  and  22%.     A  $11,000—$ . 

nom 

125th  st,  No  10,  s  s,  185  w  5th  av,  37.6x100.11.  5-sty  brk  tene- 
ment and  store.  Adolph  Riesenberg  et  al  to  John  H  Degelman. 
Oct  29.     Nov  2,  1906.     6:1722—44.     A  $60,000— .$85  000. 

other  consid  and  100 

126th  st.  No  320,  s  s,  325  e  2d  av,  25x99.11,  5-sty  brk  tenement. 
Wolf  Levin  to  Stuart  Realty  Co.  Mort  $15,000.  Nov  1.  Nov 
2,  1906.     6:1802—39.     A  $5.000— $14,000. 

other   consid   and   100 

127th  st.  No  51,  n  s.  00  e  Madison  av.  16.8x99.11,  3-sty  stone 
front  dwelling.  Susan  A  Van  Dolsen  widow  to  Joseph  H  Prisk. 
Mort  $11,000.  Oct  31.  Nov  5,  1906.  6:1752—23.  A  $6,500— 
$12,000.  14.250 

128th  St.  No  18,  s  s,  200  w  5th  av,  17.6x99.11,  3-sty  and  basement 
stone  front  dwelling.  FORECLOS.  Isaac  B  Brennan  (ret)  to 
Catharine  Demarest.  Nov  8,  1906.  6:1725-44.  A  $7,000— 
$12,000.  13,200 

129th  st.  No  112,  s  s,  1801  e  Park  av,  20.1x99.11x20.2x99.11, 
3-sty  brk  tenement.  Moses  I  Siegel  to  John  T  Mulhall.  Mort 
.ft;  000.  Nov  1.  Nov  2,  1900.  6:1777—04%.  A  $5,000— $7.- 
,500  other  consid  and  100 

129th  St.  No  114,  s  s,  200.2  e  Park  av,  19.11.x99.11x20x99.11, 
,3-sty  brk  tenement.  Moses  I  Siegel  et  al  to  John  T  Mulhall. 
Mort  $5,000.  Nov  1.  Nov  2,  1906.  6:1777—64.  A  $5,000— 
$7,000.  other   consid   and    100 

IMOtii  st.  No  502,  s  3,  100  w  Amsterdam  av,  25x74.11.  5-sty  brk 
tenement.  Abram  E  Starr  to  John  Schreyer.  Mort  $15,000. 
Nov  1.     Nov  3,  1906.     7:1984—38.     A  $5,500-$! 7.tX)0. 

other  consid  and  100 
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130th  St,  No  513,  n  s,  223  w  Amsterdam  av,  runs  n  e  37.8  x  n  w  5 

X  n  e  133  x  n  w  25  x  s  w  133  x  s  e  5  x  s  w  51.3  to  n  s  130th  st 
'   X  e  28.2  to  beginning. 
130th  st,  No  515,  n  s,  251.2  w  Amsterdam  av,  runs  n  e  51.3  x  n  w 

5  X  n  e  121  x  n  w  25  x  s  w  121  x  s  e  5  x  s  w  64.10  to  st  x  e  28.2 
,    to   beginning. 

2-sty  frame  tenement  and  store  and  2-sty  frame  rear  tenement. 

Abraham    Halprin    et   al    to    Harris    Schwartz    and    Mendel    Dia- 

mondston.     1-3  part.     All  title.     Mort  $15,000.     Nov  5.     Nov  7, 

190G.     7:1985—20,  21  and  22.     A  $33,000— ?33,000. 

other    consid    and    100 
130th  st,  Nos  510  to  520)s  s,   200  w  Amsterdam  av,   runs   s   09.11 
129th  st,  Nos  519  to  527|    x  w  53.5  x  s  99.11  to  n  s  129th  st  x  w 

82.1  X  n  99.11  x  w  3.10  x  n  73.4  x  n  e  —  to  130th  st  x  e  130.5  to 

beginning,  ten  2-sty  brk  dwellings. 
130th  st,  s  s,  and  being  plot  begins  26  s  130th  st  and  100.4  e  Old 

Broadway,  runs  n  e  29.2  to  s  s  130th  st  x  w  14.6  x  s  —  to  be- 
:    ginning,  vacant.  I 

Abraham    Halprin    et    al    to    Harris    Schwartz,    3-6    parts,    and 

Mendel  Diamondston,   1-6  part.     Mort  $77,000.     Nov  5.     Nov  7, 

1906.     7:1984—17  to  17%  and  40  to  45.     A  $53,200— $82,500. 

other  consid  and  100 
130th  st,  No  504,  s  s,  125  w  Amsterdam  av,  25x74.11,  5-sty  brk 

tenement.    Abram    E    Starr    to    John    Schreyer.      Mort    $15,000. 

Nov  1.     Nov  3,  1906.     7:1984—38%.     A  $5,500— $17,000. 
,.  other  consid  and   100 

133d  st,  Nos  109  to  117,  n  s,  116.8  w  Lenox  av.  83.4x90.11,  five  3- 

sty   stone    front    dwellings.      Abraham   Halprin   ct   al   to   Harris 

Schwartz,  3-6  parts,   and   Mendel  Diamondston,   1-6  part.     Mort 
,.$36,000.     Nov  5.     Nov  7,  1906.     7:1918-24  to  26%.     A  $33,000 

—$45,000.  other  consid  and  100 

134tb  st,   Nos  217  and  219  West.  Agreement  as  to  party  wall,  &c, 

in    rear.      David   Sears,   of   Boston,    Mass,   with   Mary   Patterson. 

July  6.     Nov  7,  1906.     7:1940.  

i34th  St.  Nos  25  and  27,  n  s,  231.5  w  5th  av,  35.8x99.11,  two  3-sty 

stone  front  dwellings.     Morris  H  Feder  et  al  to  Morris  Haber, 
I   Samuel   Dworkowitz   and   David   Haber.      Mort   $16,00(>.      Nov   5. 

■  Nov  7,   190G.     6:1732—27  and  28.     A  $11,200— $15,200. 

other  consid  and  100 
134th  st,  No  126,  s  s,  295  e  7th  av,  30x99.11,  5-stv  brk  tenement. 
,    Henry  M  Miller  to  Sarah  Miller.     Mort  $21,800.     June  20.     Nov 

7,  1906.     7:1918—51.     A  $12,000— $26,000.  100 

135th  st,  n  s,  150  w  Lenox  av,  400x99.11,  ten  6-sty  brk  tene- 
ments and  stores.  Abraham  Silverson  et  al  to  Chase  Realty 
Co.  Feb  26.  1906.  Nov  2,  1906.  7:1920—10  to  24.  A  $192,- 
000— P  $3.50  000.  other  consid  and  100 

136th  st.  No  202,  s  s,  100  w  7th  av,  17.6x99.11,  3-sty  brk  dwell- 
,    ing.     Anna  Neugass   to  Jacob  Froelich.     Mort  $10,000.     Oct  25. 
Nov  2,   1906.     7:1941-38.     A  $7,000— $11,500. 

other   consid   and   100 
137th  st,  Nos  13  to  21.  n  s,  245  w  5th  av,  200x99.11,  five  6-sty 
brk  tenements.     Harry  Falk  et  al  to  Louis  Reis.     Mori  $230,000. 
'  Oct  10.     Nov  5,  1906.     0:1735—20,  22,  24,  25  and  27.     A  $60.- 

000— P   $175,000.  other   consid   and   100 

138th  st.   No   105,   n  s.  509  e  7th  av,  26x99.11.  5-sty  stone  front 
tenement.      Charles   A   Strauss   et   al   to   Bernhard   Oppenheimer. 
Mort  $25,500.     Nov  1.     Nov  2.  1906.     7:2007—20.     A  $10,000— 
,,$25,000.  other   consid    and    100 

138th  st.   No   10."),   n   s.  .")99  e  7th  av.  26x99.11,  5-sty  stone   front 
tenement.     Bernhard  Oppenheimer  to  Moses   Hess.   Mort  $25,500. 
Nov  1.  >Nov  2,  1906.     7:2007—26.     A  $10,000— $25,000. 
,  other  consid   and   100 

13,8th  st.  No  241,  n  s,  431.0  w  7th  av,  17x99.11.  3-sty  brk  dwell- 
ing. Julia  E  Brady  EXTRX  James  W  Brady  to  John  Monks,  or 
East  Hampton,  L  I.  Nov  2.  Nov  3,  1906.  7:2024—14.  A  .$5,- 
000— $10,000.  14,000 

139th   st,   Nos  624  and  026,   s   s,   300  w   Broadway,   .50x99.11. 
139th  st,  Nos  628  and  630,  s  s,  3.50  w  Broadway,  60.x09.11. 
two  5-sty  brk  tenements. 

The  Four  Realty  Co  to  Herman  Cohen.     Mort  $96,000.     Oct  20'. 
Nov  3,  1906.     7:2087 — 46  and  48.     A  .$24,000— P  $60,000. 

other  consid   and   100 
140th  st,  Nos  206  and  208,  s  s,  176.8  w  7th  av,  76.8x99.11,  two 
„  6-sty  brk  tenements.     Release  mort.     Henrietta  Kahn  to  Harris 
'  and    Abraham    Cohen.      Nov   7,   1906.      7:2025—41   and  43.      A 

$23,000-P  $28,000.  1,925 

140th  st.  No  303.  n  s,  90  %v  Sth  av.  15x99.11,  2-sty  frame  dwell- 
,,,  ing.  George  Leerburger  to  Anna  O'Farrell.  C  a  G.  Nov  2. 
^  Nov   7,   1906.      7:2042—43.      A  $3,000— .$4,500.  nom 

142d  st.  No  314,  s  s,  200.3  w  Sth  av,  24.8x99.11,  5-sty  brk  tene- 
ment. Adolph  Schinkel  to  John  F  Doherty.     Mort  $10,500.     Nov 
,,  1.     Nov  2,   1900.     7:2043—23.     A  $5,00O-$16,OOO. 

other  consid  and   100 
14?d  st.  No  291,  n  s,  125  e  Sth  av,  25x99.11,  5-sty  brk  tenement 
and   store.      Jonas  Weil   et  al   to   Abraham  Kassel.     Mort  $21,- 
000.     Nov  5,  1006.     7:2028—6.     A  $8,500— $21,000. 

other  consid  and  100 
143d  St.  No  619  West,  n  s,  275  w  Broadway,  50.':—.  I 

143d  st,  n  s,  adj  above  on  west,  — x — .  j 

Party    wall    agreement.      Merrile    Realty    &   Construction    Co    to 

Zachariah   Zacharias.     Nov  5.     Nov  7,   1906.      7:2090.  

145th   st,   No   412,    s   s,    165.6   e   Convent   av,    16x99.11.   4-sty   brk 

■  dwelling.  Glenn  K  Carver  to  Samuel  Rauch.  Mort  $10,000. 
Aug  31.      Nov   2,    1906.      7:20."i0— 19.      A   $4.800— $13,500.         nom 

150th  St.  Nos  304  to  310,  s  s,  100  w  8th  av,  100x99.11,  two  6-sty 
,  brk  tenements.     Wm  Soltz  to  The  S  &  R  Construction  Co.     Mort 

■  $71,000.     Nov  5.     Nov  8,  1906.     7:2045—98  to  101.     A  $20,000— 


151st  st,'Nos  520  and  522 
., 5-sty  brk   tenements. 


other  consid  and  100 

s   s,  320  e   Broadway,   80x99.11.   two 

Albert  _V  Donellan   to   Louis   Sterling  and 

May    J5_    1905.       (Re-recorded 

1906.      7:2082-47   and   49.      A 

other  consid   and   100 


Morris  Lurie.  Mort  $92,000. 
from  May  19.  1905.)  Nov  5, 
$32,000— $84,000. 

158th  st,  s  s,  plot  begins  125  e  Broadway,  150x—  to  c  1  of  blk, 
vacant.  Release  mort.  John  D  and  Chas  R  Buckley  to  Speed- 
way Realty  Co.  Nov  1.  Nov  3,  1901!.  8:2116—11.  A  $90,- 
00O-$9O,00O.  30,000 

163d  St.  Nos  448  and  450,  s  s,  45  e  Amsterdam  av,  runs  s  100  x  e 

■^  55  X  s  12.6  X  e  25  X  n  112.6  to  st,  x  w  SO  to  beginning,  two  5- 
sty  brk  tenements.  David  Peltyn  to  Morris  Bernstein.  Mort 
$84,500.  Oct  1.  Nov  5,  1006.  8:2110—9  and  10.  A  $30,000 
— P   $40,000.  other  consid   and   100 

173d  St.  n  s.  100  e  St  Nicholas  av.  37.6x100,  5-sty  brk  tenement. 
Abraham  Ruth  to  Herman  Cohen.  %  part.  All  title.  Mort 
$32,000.  Oct  29.  Nov  3,  1906.  8:2130—28.  A  $10,500-P 
$20,000.  other  consid  and   100 

Av  A,  No  305,  w  s,  22  s  19th  st,  24x90,  5-sty  brk  tenement  and 
store.  Anna  M  Rehermann  INDIVID  and  EXTRX  Charles  Re- 
hermann  to  Lob  Reiss.  Nov  1.  Nov  2,  1906.  3:950—34.  A 
$8,400-$15,00O.  18,000 


Av   B.   No  29]     !  s  e   cor   17th  st,  22xC8.  5-sty  brk  tenement  and 

17th  St.  No  600  ]  store  and  1-sty  brk  store  on  st.  Abraham  Levy 
pt  al  to  Louis  Gordon  and  Barnett  Levy.  Mort  $14,500.  Nov  3. 
Nov  8.  1906.     3:984- .56.     A  $8.000— $13,000.    other  consid  and  100 

Av  B.  No  247.  e  s,  39.1  s  15th  st,  19.2x63,  5-sty  brk  tenement 
and  store.  Richard  D  Divine  to  Reinhard  Jacob.  1-9  part, 
all  title.  B  &  S.  All  liens.  Oct  23.  Nov  5,  1906.  3:982—59. 
A  $4.6(K>-$8,500.  nom 

Av  B,  No  289,  e  s.  22  s  17th  st,  20x68,  5-sty  brk  tenement  and 
store.  Nathan  Glantz  et  al  to  Louis  Pollack  and  Louis  Cohen. 
Correction  deed.  Mort  $8,900.  Aug  28.  Nov  7,  1900.  3:984 
—57:     A   $5,000— $8,000.  other   consid   and   100 

.\msterdam  av.  No  1634,  w  s,  49.11  s  141st  St.  25x100,  5-sty  brk 
tenement  and  store.  Eliza  Kronsberg  to  Maximilian  Weinstein. 
Mort  $23,000.     Nov  2,   1906.     7:2072—34.     A  $12,000— $20,000. 

nom 

Amsterdam  av.  No  1634,  w  s,  49.11  s  141st  st,  25x100,  5-sty  brk 
tenement  and  store.  Maximilian  Weinstein  to  Eliza  Kronberg. 
Mort    $21,000.      Nov    2,    1906.      7:2072—34.      $12.000— $20,000. 

nom 

Amsterdam  av,  No  16.36,  w  s,  24.11  s  141st  st,  25x100.  5-sty  brk 
tenement  and  store.  Mayer  J  Weinstein  to  Eliza  Kronsberg. 
Mort  .$21,000.  Nov  1.  Nov  2,  1906.  7:2072—35.  A  $12,000 
—$20,000.  nom 

Same  property.  Eliza  Kronsberg  to  Mayer  J  Weinstein.  Mort 
$23,000.     Nov  2,  1906.     7:2072.  nom 

Amsterdam  av.  No  702,  w  s,  40  s  99th  st.  21.8.x81.7  to  e  s  old 
Bloomingdale  road  and  18.4x80.2.  2-sty  brk  store.  David  Clark 
exr  Geo  J  Clark  and  et  al  HEIRS,  &c,  Geo  R  Clark  to  Mary  wife 
Isaac  Carmel.  Mort  $5,000.  Oct  26.  Nov  5,  1906.  7:1870 — 
3m.     A  $9,000— $10,000.  other  consid  and  12,000 

Audubon  av  In  w  cor  100th  st,  — x220.4x97.4  to  n  s  100th  st  x220, 

190th  st  I  2-Bty  frame  dwelling  and  1-sty  frame  stable  and 
vacant. 

St   Nicholas  av.   s  w  cor  188th  st,  94.10x100,  vacant. 

184th  St.  n  s.  200  e  St  Nicholas  av,  90x90.11,  vacant. 
Herman  Hirsch  to  Arthur  Berel  and  Harry  Kitzinger.  2-3  parts. 
All  title.  B  &  S.  All  liens.  Nov  1.  Nov  3,  1006.  8:2161—75. 
A  .«5O,O0O-$.56,000;  2168—15.  A  $42,000— $42,000;  2157—25 
to  28.     A  $23.500— $23,500.  other  consid  and  100 

Bowery,  No  10.5,  e  s,  abt  1.50  n  Delancey  st,  25x157.6x2.5x1.5.5.7 
s  s,  5-sty  brk  loft  and  store  building.  Thomas  Simpson  to  Thos 
Healy.  Mort  .1:40,000.  Oct  25.  Nov  2,  1006.  2:425—7.  A 
$30  000— $45,000.  nom 

Bradhurst  av.  No  43.  w  s,  173.2  s  145th  st,  18.2x80.3x18x80.3, 
.3-sty  brk  dwelling.  Michael  J  Leonard  to  Jennie  McCabe.  Mort 
.^(^OOO.     Nov  7.     Nov  8,  1906.     7:2051—139.     A  $3,000— $8,000. 

other  consid  and  100 

Broadway  |n   w   cor   151st    st,   99.11x1.50,   2-sty   frame   stable 

l.jlst  st,  No  601]  and  vacant.  Francis  Colety  et  al  to  John  H 
Bodinc.  Mort  .$55,000.  Sept  10.  Nov  7,  190G.  7:2098—26  to 
32.     A  $60,000— $60,000.  other  consid  and  100 

Broadway  |n    w   cor   151st    st,   99.11x1.50,   2-sty   frame   stable 

151st  St.  Xo  601]  and  vacant.  John  H  Bodine  to  Pincus  Lowenfeld 
and  William  Prager.  Mort  $65,000.  Nov  5.  Nov  7,  1906. 
7:2098—26   to   32.      A   $60.000— $60,000.  other   consid   and   100 

Broadway,   w   s,   161.8   s   127th   st,   41.7x100. 

Broadway,  w  s,  203.3  s  127th  st.  41.7x100. 
two  6-sty  brk  tenements  and  stores. 
Chas  I  DeBevoise  of  Brooklyn,  to  Caroline  A,  Chas  I  and  Corne- 
lius S  DeBevoise  EXRS,  &c,  Isaac  C  DeBevoise.  Mort  $132,- 
000.     Nov  7,   1906.    7:1003—86  and  88.    A  $50,000— P  $90,000. 

nom 

Broadway,  No   1180,  e  s,  26.6  n  2Sth  st,  26.5x94.7x24.8x85.1,  5- 
sty   brk.   stone   and   iron   front   loft   and   store   building.      Hiram 
Ricker    &    Sons,    a    corporation,    to    Poland    Spring    Co.      Mort 
.$150,000.      Oct    22.      Nov    5,    1906.      3:830—27.      A    $125,000— 
$135,000.  nom 

Broadway,  No  OSSIe  s,   72.5  s  4th  st,  27.3x130  to  w  s  of  Jones 

Jones  lane  |     lane,    which    is    20    ft    wide,    6-sty    brk    loft 

and   store   building. 

.55th  st,  Nos  518-526's  s,  275  w  10th  av.  125x200.10  to  n  s  54th 


.54th  St.   Nos  52.)-533|     st 


and   5-sty   brk   loft  and   store  bldgs. 


S5th  st,  Xos  8  to  12,  s  s,  164.6  e  5th  av,  60.6x102.2,  three  4-sty 
stone   front   tenements. 

New  Chambers  st,  Nos  21  to  27,  n  s,  97.11  e  from  s  e  cor  William 
and  New  Chambers  sts,  runs  n  8.8  x  e  72.8  x  s  .54.6  to  n  s  New 
Chambers  st  x  n  w  84  to  beginning,  5-sty  brk  loft  and  store 
building. 

Rose  st,  Nos  50  to  58  |n  s,  74.3  e  Duane  st,  runs  n  78.5 

New  Chambers  st,  Nos  24  to  34|  to  s  s  New  Chambers  st  x  s  e 
118  X  s  18.1  to  Rose  st  x  w  102.7  to  beginning,  6-sty  brk  loft 
and  store  building.     Mort  $65,000. 

58th  St.  Nos  358  and  360.  s  s.  100  e  9th  av,  75x100.5,  two  7-sty 
brk   tenements.      Mort   .$65,000. 

Esther  and  Edw  A  New  EXRS.  &c.  Jacob  New  to  Edw  A.  Flor- 
.    ence   H   and   Mabel   E   New  and  Charlotte   R   Freeman.      Oct  22. 
Nov  3,  1900.     2:531,  4:1083-1048,  5:1496,  1:110.  nom 

Same  property.  Release  dower.  Q  C,  &c.  Esther  New  widow  to 
same.  All  title.  Oct  22.  Nov  3.  1006.  2:.531— 3.  A  $185,000 
—$205,000;  4:10.83—17.  A  $65,000— $130,000;  5:1406—66,  67 
and  67M-.  A  $60.000— $1]4.000:  1:110—2  and  22.  A  $60,400— 
$117,.50O;  4:104.8-57  and  58.     A  .$30.000— $94,000.  nom 

Same  property.  Edward  A  New  et  al  to  Jacob  New  Realty  Co. 
Oct  22.     Nov  3.  1906.     2:531,  4:1083-1048,  5:1406,  1:119. 

other  consid   and  100 

Broadway,  late  Kingsbridge  road,  s  e  s,  and  bounded  n  e  and  e  by 
U  S  Harlem  River  Ship  Canal,  s  e  by  Harlem  River  and  s  w  by 
218th  St.  contains  12  2-3  acres,  with  all  title  to  land  under  water 
ad]  above,  docks,  &c,  vacant.  CONTRACT.  Franklin  W  Gilley 
et  al  EXRS  Marv  Van  Nest  with  American  Real  Estate  Co.  Mort 
$210,000.     May  6,  1001.     Nov  8,  1906.     8:2197—2214  and  2215. 

279,500 

Claremont  av,  w  s,  400.2  s  127th  st,  50x100,  6-sty  brk  tenement. 
Charles  Hensle  et  al  to  D  Sherwood  Green.  Mort  $65,000.  Nov 
7.     Nov  S,  1906.     7:1904—60.     A  $22,000— P  $.55,000. 

other   consid  and   100 

Columbus  av.  Nos  828  toSSS:  s  w  cor  101st  st.   runs  s  100.10  x  w 

101st  st,  Nos  100  and  102  |  68.2  x  s  O.Vz  an  inch  to  c  1  blk  x  w 
31.10  X  n  100.11  to  st,  X  e  100  to  beginning,  6-sty  brk  loft  and 
store  building.  Central  Building.  Improvement  and  Investment 
Co  to  Herman  Markowitz.  Mort  $1.50,000.  Nov  1.  Nov  2, 
1006.     7:1855-33.     A  $80,000— $180,000. 

other  consid  and  100 

Lenox  av.  Nos  641  to  OSOlw  s,  extends  from  142d  to  143d  st,  199.10 

142d  st,   No  101  I     xlOO,     five     6-sty     brk     tenements     and 

143d  St.  No  100  I  stores.  CONTRACT.  George  Dellon 
and  ano  with  John  Woytisek.  Anton  Oppermann  and  Edw  J 
Schevcik.  Oct  28.  Nov  7.  1906.  Mort  $  ;  also  recorded  in 
morts.     7:2011—29   to   37.      A   $92.500—$ .  405,000 


The   text  of  these  rages  Is  copyrighted.     All  rights  are  reserved.  Notice   Is   hereby  given   that   infringement  will   lead  to  prosecution. 
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Lexington  av,  No  1835,  e  s,  60.11  s  114th  st,  19.9x78,  4-sty  stone 
front  tenement  and  store.  Floris  T  Whittaker  to  Michael  Neu- 
man  and  Harry  Weiner.  Mort  ,$1(1,500.  Nov  3.  Nov  7,  190G. 
(1;1U41— 51J/i.      A    .$7,000— $12,000.  other   consid   and    100 

Lexington  av.  No  1835,  e  s,  00.11  s  114th  st,  19.9x78,  4-sty  stone 
front  tenement  and  store.  Jeanne  L  Bueb  to  Michael  Neuman 
and  Harry  Weiner.  Q  C.  Nov  1.  Nov  7,  lOOG.  0:1041—51%. 
A  $7.000— $12,000.  nom 

Lexington  av,  Nos  1035  and  1037,  e  s,  50.11  u  103d  st,  50.x95,  two 
4-sty  stone   front   tenements.   Samuel  Goldstein   to  Philip   Wein- 
■  berg.      Mort    $30,0(J0.      Nov   3.      Nov   5,    1900.     6:1631 — 20   and 
21.     A  $18,000— $30,000.  other  consid  and  100 

Lexington  av.  No  1498,  w  s.  50.11  s  97th  st,  25x80,  5-sty  brk  ten- 
ement and  store,  Mendell  Cypress  to  Lucy  Schwab  and  Flor- 
ence Cahen.  Mort  $23,297.  Nov  1.  Nov  2,  1900.  6:1624—57. 
A  $9,!jOO— $17,500.  nom 

Lexington  av,  Nos  10.30  to  1630,  n  w  cor  103d  st,  100.11x30,  4-sty 
brk  tenement  and  store.  Herman  Lubetkin  to  Israel  Wolchok. 
Mort  $27,000.  Nov  1.  Nov  2,  1906.  0:1031—16.  A  $1S,0(X> 
—.$35,000.  other  consid  and  100 

Lexington  av,  Nos  1035  and  1037,  e  s,  50.11  n  103d  st,  50x95, 
two  4-sty  stone  front  tenements.  Berent  C  Gerken  to  Samuel 
Goldstein.  Mort  .$30,000.  Nov  2.  Nov  3,  1906.  6:1031—20 
and  21.     A  $18,000 — $30,000.  other  consid  and  100 

Madison  av,  Nos  1644  and  1046,  w  s,  43.11  s  110th  st,  .38x100,  two 
5-sty  stone  front  tenements  and  stores.  Max  Borck  to  Charles 
Schoenstein,  N  Y,  and  Arpad  Wellish,  of  Newark,  N  J.  Mort 
.$30,000.  Nov  5.  Nov  7,  1900.  6:1015—56  and  57.  A  $19,- 
000-$37,000.  100 

Madison  av,  No  1642,  w  s,  SI. 11  s  110th  st,  19x100,  5-sty  stone 
front  tenement.  Mark  Aaron  to  Annie  Aaron.  lA  part.  Mort 
$20,000.  Nov  5.  Nov  7,  1906.  6:1615—55.  A  $9,500— $18,- 
000.  other  consid  and  100 

Madison  av,  No  1.537,  e  s,  50.11  n  104th  st,  16.8x70,  3-sty  brk 
dwelling.  Johanna  C  Dieffenbach  widow  to  Chas  A  Stein.  Mort 
$7,750.     Nov  7.     Nov  8,  1906.     6:1610—22.     A  $6,000— $9,000. 

other  consid  and  100 

Manhattan  av.  No  105,  w  s,  37.11  n  104th  st,  18x50,  3-sty  and 
basement  brk  dwelling.  Jessie  M  Proctor  to  Kate  M  Hehre. 
Mort  $8,0UO.  Nov  1.  Nov  2,  1906.  7:1840— 14»/2.  A  $5,0(W 
—.$9,000.  other  consid  and  100 

Morningside  av  East   I   n  e  cor  120th  st,  40x100. 

120th  st.  No  371         I 

Morningside  av  E,  No  59,  e  s,  40  n  120th  st,  37.11x100. 

Morningside  av  E,  No  61,  e  s,  77.11  n  120th  st,  23x100. 
Three  5-sty  brk  tenements. 
Henry  Harburger  to  George  Schreiner.     Mort  $110,000.     Nov  7. 
Nov  8,  1906.     7:1947—1,  3  and  4.     A  $71,000— $148,000. 

other  consid  and  100 

Park  av,  Nos  1721  and  1723]  n    e    cor    120th    st,      50.5.\90,       1-sty 

120th  st,  Nos  101  to  105  |  frame  buildings.  Release  claims, 
&c,  as  to  Park  av  viaduct.  Ruth  Livingston  of  Hyde  Park, 
N  Y,  to  N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  .&  H  R  R  R  Co. 
Oct  17.     Nov  5,  1906.     6:1769—1.     A  $10,00O-$10,500. 

other  consid  and  100 

St  Nicholas  av.  No  334,  e  s,  18.11  s  127th  st,  18.llx79.9xlS.Sx77, 
4-sty  brk  tenement.  Julius  Jacobs  to  Geo  J  Kaskel.  Nov  5. 
Nov   7,    1906.      7:1953-421/2.      A   $5,.500— $11,000. 

other  consid  and  100 

St  Nicholas  av,  No  336,  s  e  cor  127th  st,  18.11x77x18.8x74.2. 
4-sty  brk  tenement.  H  Willard  Johnson  to  Geo  J  Kaskel.  Mort 
$15,000.  Nov  1.  Nov  3,  1906.  7:1953-42.  A  $8,000-$15,- 
000.  other  consid  and  IflO 

St  Nicholas  av.  No  420,  e  s.  2.56.7  n  130th  st,  26.10x105,  5-sty 
brk  tenement.  Bertha  Lindenberger  to  Jennie  T  Wells.  Mort 
$27,900.     Oct  31.     Nov  8,  1906.     7:1958—60.  A  $12,000— $25,000. 

nom 

Seaman  av,  w  s,  bet  Bolton  road  and  Emerson  st  and  being  lots 
398  and  399  map  SO  acres  part  3d  Dyckman  Homestead  prop- 
erty. Ida  Samuels  et  al  to  Nina  V  Goldbacher.  Oct  22.  Nov  2. 
1900.     8:2248.  100 

Same  property.  S  Livingston  Samuels  to  same.  Oct  22.  Nov  2, 
1906.     8:2248.  100 

Same  property.  Nina  V  Goldbacher  EXTRX  and  TRUSTEE 
Bertha  Goldbacher  to  S  Livingston  Samuels,  of  Brooklyn.  Oct 
19.      Nov   2,   1900.     S:224S.  100 

2d  av.  No  8,  e  s  ,70  n  Houston  st,  25x65.  5-sty  brk  tenement  and 
store.  Rose  Jackson  to  F  William  Sommer.  %  part.  Mort 
$7,500.  June  30,  1902.  Nov  2,  1900.  2:442—4.  A  $15,000— 
$18,000.  nom 

Same  property.  F  William  Sommer  to  Otto  J  Kuster.  %  part. 
Mort  $9,000.     Nov  1.  1906.     Nov  2,  1900.     2:442.  nom 

2d  av.  No  733,  w  s,  40  n  39th  st,  20x83,  4-sty  brk  tenement  and 
store.  Augustin  A  Wolfe  to  Margaret  Wolfe.  Mort  $11,000. 
Nov   1.      Nov  3,    1906.     3:920—30.     A   $11,000-$13.500.         nom 

2d  av.  No  1752,  e  s,  51.2  n  91st  st,  25xS0,  5-sty  brk  tenement 
and  store.  Michael  Erlanger  et  al  to  Ida  Elbe.  Mort  $23,- 
575.     Oct  31.      Nov  3,   1906.     5:1554-8.     A  $10,500— $20,000. 

other  consid  and   100 

2d  av.  No  733,  w  s,  40  n  30th  st,  20x83,  4-sty  brk  tenement  and 
store.  Louise  S  Wilson  and  ano  to  Augustin  A  Wolfe.  Mort 
$8,000.     Nov  1.     Nov  2,  1906.    3:920—30.     A  $11,000— $13,500. 

nom 

2d  av,  No  740,  e  s,  49.4  s  40th  st,  24.8x100,  5-sty  brk  tenement 
and  store  and  3-sty  brk  tenement  in  rear.  Samuel  Strauss  to 
Sigmund  Levin  and  Betsie  Wolt.  Mort  $20,750.  Nov  1.  Nov 
7,  1906.     3:94.5—55.     A  $12,500— $22,000.      other  consid  and  100 

3d  av.  No  19S1  |  s  e  cor  100th  st,  25.11x82,  4-sty  brk 

109th  st,  Nos  200  and  200i/4  |  tenement  and  store  and  1-sty  brk 
store  on  st.  Thos  F  Maguire  et  al  to  Joseph  Louis,  of  Brook- 
lyn.    Nov  1.     Nov  S,  1900.     6:1658—45.     A  $18,000- $28,000. 

other  consid   and   100 

5th  av  |n  e  cor  103d  st,   100.11x1.50,  vacant.     Leopold  Newborg  to 

103d  st|  James  G  Hurty.  Mort  $130,000.  Oct  31.  Nov  7,  1900. 
6:1600—1    to    6.      A    $131,000— $131,000.        other    consid   and    100 

5th  av.  No  SOI,  e  s.  29.9  n  Gist  st,  22.10x98,  5-sty  stone  front 
dwelling.  Frances  E  Francis  to  Hilcn  C  Bostwick.  C  a  G. 
Nov  1.     Nov  5,   1900.      5:1370—2.     A   $100,000— $185,000.         nom 

Same  property.  Helen  C  Bostwick  widow  to  Albert  C  Bostwick, 
of   Mamaroneck,   N   Y.      Vz   part.      Q   C.     Nov  5,    1906.      5:1376. 

gift 

0th  av.  No  630,  e  s,  24.8  s  37th  st,  24.8x00.  4-sty  brk  tenement 
and  store.  Henry  Oppenheimer  et  al  HEIRS,  &c,  Herman 
Oppenheimer  to  Elias  H  Bird,  of  Plaiufleld,  N  J.  Oct  27.  Nov 
3,    1906.      3:838—88.      A    $48,000- $55,000. 

other   consid   and   1,000 

8th  av.  No  2617,  w  s,  86.5  n  139th  st,  27x100.  5-sty  brk  tenement 
and  store.  Magnus  Weiman  to  Herman  and  Ephraim  Katz.  Mt 
$34,000.     Nov  2,   1900.     7:2042—15.     A  $9,800-$26,000. 

other  consid  and  100 


Sth  av  I  n  e  cor  150th  st,  at  n  w  s  MoCombs 

McCombs  Dam  road  or  lane  |  Dam  road  or  lane,  runs  n  e  along 
road  203.5  to  s  s  151st  st  x  w  96.7  to  e  s  Sth  av  x  s  179  to  be- 
ginning, vacant.  Wm  Soltz  and  Max  Raymond  to  the  S  &  R 
Construction    Co.      Mort    $62,593.73.      Nov    5.       Nov     8,     1906. 

7:2036—00  to  62.     A  $27,.500— $ .  other  consid  and  100 

9th  av.  Nos  440  to  448     |s  e  cor  35th  st,  98.9x79.9,  six  4-sty  brk 

35th  St.  Nos  378  and  380|     tenements   and   stores.      Daniel   S   McEl- 

roy   to   Herman   Aaron.      Mort  $75,000.     July  20.      Nov   7,   1906. 

3:758-81   to   86.     A  $05,500— $83,500.  other  consid  and   100 

Same  property.     Herman  Aaron  to  Rebecca  Cohn.     14  part.     Mort 

$105,000.      Nov  5.     Nov  7,   1906.     3:758.         other  consid  and  100 

9th  av,  Nos  4-10  to  448     |  s  e  cor  35th  st,  98.9x79.9,  six  4-sty  brk 

35th  st,  Nos  37.S  and  380  I     tenements  and  stores.     Herman  Aaron 

to   Marks  L  Frank,  3-4  part.     Mort  $105,000.     Nov  5.     Nov  7. 

1906.     3:758.  other  consid  and  100 

10th  av,  Nos  543  and  545,  w  s,  74.1  n  40th  st,  49.4x100,  two  5-sty 

brk  tenements  and  stores.     Josephine  E  wife  Henry  E  Brown  to 

Herbert  H  Childs  andGwladys  C  Barber,    %  part.     Mort  $35,(X)0. 

Oct  20.     Nov  8,  1906.     4:1069—32  and  33.     A  $28,000- $42,000. 

other  consid  and  100 

11th  av.  No  595.  on  map  No  589  I  n  w  cor  44th  st,  25xl(X),  4-sty 

44th  st,   Nos  601   and  003  |     brk      tenement      and      store. 

Catharine  Cusack  to  Jacob  Bier.     Jan  3.     Jan  4,  1906.     4:1092— 

29.     A   $10,500— $10,090.     Reprinted  from   issue  of  Jan  0,   1906, 

when  this  deed  appeared  under  Manhattan  Leases.     . 

other  consid  and  100 
12th  av     jc  I,  105  n  c  1  183d  st,  runs  e  —  to  w  s  Broadway  x  s 
Broadway]     —  x  w  • —  to  c  1   12th  av  x  n  81   to   beginning,  2-sty 
frame    dwelling.      Arthur   W    Saunders    to   August    Kuhn.      Mort 
$20,000.     Oct  26.     Nov  3,  1906.     8:2180.  nom 

Plot  begins  at  c  1  blk  bet  44th  and  45th  sts,  at  point  150  w  10th 
av,  runs  n  20.5  x  w  75  x  s  20.5  x  e  75  to  beginning,  part  3-sty 
brk  stable.  Abraham  C  Fiske  and  ano  to  Thomas  Connors. 
B  &  S.     Oct  22.     Nov  7,  1906.     4:1073.  100 

MISCELLANEOUS. 

Certified  copy  of  Interlocutory  judgment  and  final  judgment.  Clar- 
ence D  Goodwin  (plaintiff)  vs  Eben  Goodwin  et  al  (defendants) 
admrs,  &c,  Addraetta  Goodwin.  Nov  11,  1905.  Oct  27,  1906. 
4:1122.  order  of  court 

Same  property.  Copy  of  will  and  decree  in  matter  of  estate  Ad- 
draetta Goodwin,  late  of  Yonkers,  N  Y.  Oct  5,  1903.  Oct  27, 
1906.     4:1122.  

General  release.  John  Geery  to  Edw  C,  Alfred,  Florence,  Henry 
C   and   Eliz   F   Geery.      Oct  27.      Nov  5,   1906.  nom 

BOROUGH    OF   THE   BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 
new  Annexed  District   (Act  of  1895). 

*Birch  st,  e  s,  7.5  s  Chester  av,  2.5x100.  I 

Birch  st,  e  s,  100  n  Chester  av,  29x100.  | 

Release  mort.     Geo  A  Meyer  TRUSTEE  John  J  Palmer  to  Emma 

L  Shirmer.     July  16.     Nov  8,   1906.  180 

*Birch  st,  e  s,  75  s  Chester  av,  25x100.     Emma  L  Shirmer  to  Anna 


Haas.     Oct 


Nov  8,   1906. 


Bryant  St.  No  1419,  w  s,  175  n  Freeman  st,  25x100,  2-sty  frame 
dwelling.  Sam  Horowitz  to  David  Horowitz.  %  right,  title  and 
interest.     Mort  $5,000.     Nov  7.     Nov  S,  1906.     11:2994.  nom 

Elsmere  pi,  n  s,  50  w  Marmion  av,  25x100,  vacant.  Jerome  S 
Goldsmith   to   John   R   Peterson.      Nov  2.   1906.      11:2956.  nom 

Elsmere  pi,  n  s,  50  w  Marmion  av,  25x100,  vacant.  Release  mort. 
Columban  J  Kelly  to  Jerome  S  Goldsmith.  Nov  2,  1906.  11:- 
2956.  nom 

Elsmere  pi,  n  s,  50  w  Marmion  av,  25x100,  vacant.  Charlessetta 
S  Amabile  to  John  R  Peterson.  B  &  S  and  C  a  G.  Nov  2, 
1906.      ll:29.5(i.  nom 

Ford  st.  No  602,  s  s,  125  w  Webster  av,  25x109.5x25x110.5,  2-sty 
frame  dwelling.  Helen  Wendelken  to  Karl  Krapp.  1/1  part. 
All  title.     Nov  1.     Nov  3,  1906.     11:3143.        other  consid  and  100 

Faile   st,   e   s,   14S.8  s   Bancroft   st.   20.8x100,   3-sty  brk  dwelling. 

Mary  wife   Edw  T  Goeb   to  Eliz  F  Ferris.      Mort  $ .     Nov  5. 

Nov  7,   1906.      10:274S.  other  consid  and   100 

*Mary  st,  n  s,  125  w  Blondell  av,  50x125.  Wm  M  Fleischman  to 
Wm  R  Sprague  and  Louisa  his  wife  joint  tenants.  Sept  13. 
Nov  7.  1900.  nom 

Macy  pi.  No  1020,  s  s,  lOS.ll  e  Prospect  av,  runs  s  w  '63.1  x  s 
25  X  e  16  X  n  e  86.5  to  pi  x  w  25  to  beginning,  2-sty  frame 
dwelling.  Richard  Siegman  to  Alice  M  Johnston.  Mort  $4,000. 
Oct  1.  Oct  29,  1906.  10:2688.  Corrects  error  in  last  issue, 
when  location  was  Mary  pi.  nom 

Minford  pi,  e  s,  375  n  172d  st,  104.9x102.3x126x100,  vacant. 
Rosa  Stern  to  Abraham  M  Baumann.  Mort  $10,920.  Nov  7. 
Nov  8,  1900.     11:2977.  other  consid  and  100 

*Sheil  st,  n  s,  lots  747  to  749,  on  map  (No  1041)  of  Laconia  Park, 
75x100.  Samuel  Lehman  to  Jacob  Marx.  Mort  $1,500.  Nov  5. 
Nov  8,  1906.  other  consid  and  100 

'"Victor  st,  w  s,  300  s  Morris  Park  av,  68x80x43,  gore.  John 
Snyder   to    Raphael   Ceritto.      Nov   5.      Nov   7,    1900. 

other  consid  and   100 

*2d  st,  n  s,  75  e  Washington  av,  25x100.1,  Westchester.  Edw  J 
Deegan  to  Edw  S  Prince,  y.  part.  All  title.  B  &  S  and  C  a  G. 
Nov  3.     Nov  8,  1906.  "  nom 

*4th  st,  n  e  cor  220th  st,  50x10.5,  Wakefield.  Jacob  Wexler  to  Lena 
Wexler.      Mort   $9,500.      Oct  31.      Nov  2,    19(X>.  nom 

1.35th  st  ]   n  s,  95  e  Cypress  av,  runs  n  130.6  x 

Southern  Boulevard,  No  9(53  |  e  9(5  to  w  s  Southern  Boulevard  x 
s  w  160.1  to  135th  st  x  w  .3.11  to  beginning,  two  5-sty  brk 
tenements  and  stores.  Abraham  M  Morgenroth  to  Henry  J 
Flohr.     Mort  $.50,000.     Nov  7.     Nov  8,   1906.     10:2564. 

other  consid  and  100 

Same  property.  Release  mort.  N  Y  Trust  Co  to  Abraham  M  Mor- 
genroth.    Nov  7.     Nov  8,   1900.     10:2564.  50,000 

:35th  st.  No  961,  n  s.  120.8  e  Southern  Boulevard,  16.8x75,  2- 
sty  brk  dwelling.  Annie  Ormiston  and  ano  to  James  Farrahy. 
C   a  G.      Mort   .$3,000.      Nov  2.    1906.      10:2.564.  nom 

1.36th  st,  Nos  877  and  879,  n  s.  abt  392  e  St  Anns  av,  also  750  w 
Home  av,  .50x100,  two  4-sty  brk  tenements.  Harry  Abramowitz 
to  Morris  Haber.  Samuel  Dworkowitz  and  David  Haber.  Mort 
.$34,000.     Mar  22.     Nov  7,  1906.     10:2549.       other  consid  and  100' 

Same  property.  Morris  Haber  et  al  to  Morris  H  Feder  and  Her- 
man   Siegel.      Mort   $34,000.      Nov    1.      Nov    7.    1006.      10:2549. 

other   consid   and   100 

].39th  st,  Nos  847  and  849,  n  s,  125  e  St  Anns  av,  50x100,  two 
(5-sty  brk  tenements  and  stores.  Julia  Dorfman  et  al  to 
Joseph  and  Louis  Jacobs.  AH  title.  All  liens.  Oct  12.  Nov  8, 
1900.     10:2551.  100 


The  text  of  these  pages  is  copyrlshted.     All  rights  are  reserved.        Notice  Is  hereby  given  that  infringement  will  lead  to  prosecution. 
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139th  St,  No  533,  n  s,  249.8  w  St  Anns  av,  41.8x100,  5-sty  brk 
tenement.  Claus  Bosch  to  August  H  Sievers.  Mort  $34,000. 
Nov  5,   190t).     9:22U7.  other   consid  and   100 

140th  St,  Nos  727  and  729,  n  s,  762.6  e  Willis  av,  75x100,  two  5-sty 
brk  tenements.  McKinley  Realty  &  Construction  Co  to  Abe 
Schwalbe.     Mort  |50,000.     Nov  1.     Nov  3.  1900.     9;22S5. 

other  consid  and  100 

14Cth  St,  No  733,  n  s,  115  w  Brook  av,  25x100,  4-sty  brk  tene- 
ment and  store.  Moritz  L  and  Carl  Ernst  to  Alfred  Pionier. 
Mort  $10,(X)0.      Oct  25.      Nov  3,   1900.      9:2291. 

other  consid  and  100 

Same  property.  Alfred  Pionier  to  Moritz  L  and  Carl  Ernst. 
Mort   $10,000.      Nov  2.      Nov  3,    1906.     9:2291. 

other  consid  and  100 

14Gth  St,  n  s,  bet  Morris  av  and  Courtlandt  av,  and  being  east 
part  lot  191  map  Mott  Haven,  21x110.  Catharine  Schweitzer 
INDIVID,  EXTRX,  &c,  William  Schweitzer  dec'd  and  et  al  to 
Romualdo  Esposito  or  Espoeito.  Mort  $2,000  and  all  liens. 
Nov  5.     Nov  7,  1900.     9:2329.  nom 

14tjth  St,  No  732,  s  s,  115  w  Brook  av,  25x99.11,  5-sty  brk  ten- 
ement. Valentin  Klein  to  Johanna  Tonjes.  Mort  $14,000.  Nov 
1.     Nov  2,  190(j.     9:2290.  other  consid  and  100 

14tith  St,  No  790,  s  s,  150  e  Brook  av,  25x100.  4-sty  brk  tene- 
ment. James  C  Corbett  and  ano  to  Paul  Haber.  Mort  $12.- 
S50.      Nov  3.      Nov   7,   1900.      9:2272.  other   consid   and    100 

140th  St,  Nos  700  to  700,  s  s  ,350  w  Clifton  av  and  340  w  Brook 
av,  runs  s  100  x  w  GO  to  w  s  Mill  Brook  x  n  0.5  x  w  30  x  n  100 
to  St  X  e  S5  to  beginning,  two  0-sty  brk  tenements. 

14Gth  St,  new  s  s,  450  e  Willis  av,  runs  e  —  x  w  along  s  s  old 
line  14Gth  st  x  n  —  to  beginning,  being  a  gore  in  front  of  1st 
parcel. 

Joseph   Simerman  to   Robert  Altman.   1-3  part.     All   liens.     Oct 
2G.     Nov  7,  1906.     9:2290.  nom 

14Gth  St,  No  790,  s  s,  150  e  Brook  av.  I 

14Gth  St,  s  s,  adj  above  on  east.  I 

Agreement    as    to    encroachment.      Mary    Tone    et    al    INDIVID, 
EXRS,  &c,  Henry  Tone  with  James  C  and  Honora  Corbett.     Nov 

1.  Nov  7,  190G.     9:2272.  nom 
146th  St,  No  472,  s  s,  200.1  w  Morris  av,  25.10x100,  2-sty  frame 

dwelling.      Maria   Hammond  to   Henry  P  Wright.     Nov  7.     Nov 
8,   1906.     9:2335.  other  consid  and  100 

148th  St,  No  797,  n  s,  187  w  St  Anns  av,  37.0x84.9,  5-sty  brk  ten- 
ement. Louis  Grimm  to  Anna  M  and  Lena  T  Bogler.  Mort 
$31,0110.     Oct  31.     Nov  2,  190G.     9:2275.  other  consid  and  100 

148th  St,  No  797.  n  s,  187  w  St  Anns  av,  37.6x84.9,  5-sty  brk 
tenement.  Release  mort.  Adolf  Mandel  to  Louis  Grimm.  July 
30.     Nov  2,  1906.     9:2275.  3,060 

154th  St,  No  677,  n  s,  170  w  Elton  av,  25x100,  2-sty  frame  dwell- 
ing. Louis  Lese  et  al  to  Timothy  F  Sullivan.  Mort  $3,000. 
Nov  5.     Nov  7,   190G.     9:2376.  other  consid  and  100 

156th  St,  s  s,  45  w  Southern  Boulevard,  40x100,  5-sty  brk  tene- 
ment. CONTRACT.  Carl  J  R  Krug  with  Hugo  Lange.  All  title 
in    trust.      Nov   3.      Nov   5,   190G.  nom 

158th  St,  No  856,  s  s,  131.3  e  Cauldwell  av,  18.10.x85,  3-sty  frame 
tenement. 

158th  St,   s  s,   131.3  e  Cauldwell  av,   runs  e  18.10  x  s  3.8  to  s  s 
Cedar  pi.  x  w  18.10  x  n  3.7  to  beginning. 
Elizabeth   Otto   to   George   Lubbe.      Mort   $4,500.      Nov   1.      Nov 

2.  1900.     10:2629.  other  consid  and  100 
165th  st,   Nos   1032  and  1034,   s  s,  18.11  w  Stebbins  av,  36.6x91, 

two  3-sty  frame  tenements.     Edward  Miller  to  Solomon  Kramer. 
Mort    $11,400.      Nov    1.      Nov   3,    1906.      10:2690. 

other  consid  and  100 

165th  st.  No  1036    |s    w    cor    Stebbins    av,    18.11x40.5x31.4x39.4, 

Stebbins  av.  No  102.S|  3-sty  frame  tenement  and  store.  Alfred 
Jaretzki  to  Mary  Concannon.  B  &  S.  Nov  5.  Nov  7,  1906. 
10:2690.  other  consid  and  100 

170th  st.  No  716,  s  s.  134  e  Park  av,  16x90,  2-sty  frame  dwelling. 
Augusta  E  Reeber  to  Bertha  L  Freitag.  Q  C.  Nov  1.  Nov  3, 
1906.     11:2901.  nom 

Same  property.  Bertha  L  Freitag  to  Sophie  Hartman.  Mort 
$3,000.      Nov  2.     Nov  3,   1906.      11:2901. 

other  consid  and  100 

175th  st.  No  083,  n  s,  132.1  e  Webster  av,  25x101,  1  and  2- 
sty  frame  building.  Henry  Young  to  Emil  Ascher.  i^  part. 
Mort  $100.      Oct   26.     Nov   2,   1900.     11:2900. 

other  consid  and  100 

176th  st.  No  1263,  n  e  s,  abt  105  e  Bryant  av,  25x131x25x130.6, 
except  part  for  st,  3-sty  frame  dwelling  and  2-sty  frame  dwell- 
ing  in   rear.   Jennie   Wormser  to   Felix   Levy.   Mort   $5,000.   Nov 

1.  Nov  2,  1906.     11:3004.  other  consid  and  100 
181st  st       II  s   s,   100  e   Jerome   av,   100  to   w   s   Walton  av  xl50, 
Walton  av  |     vacant.      Park    Construction    Co    to    William    Kuhn. 

Mort   $8,000.     Nov  2.     Nov  3,   1906.     11:3185. 

other  consid  and  100 
182d  st.  No   7.56,   s  s,   102.3  e  Washington  av,   18x65.4x18.3x69.3, 

3-sty  brk   tenement.     Release  mort.     Charles  Anderson  et  al  to 

Hillside    Realty    &    Construction    Co.      Oct    30.      Nov    7,    1906. 

11:.3049.  100 

182d  st,  s  s,  102.3  e  Washington  av,  18x65.4xl8.2.x69.3,  3-sty  brk 

tenement.     Hillside  Realty  &  Construction  Co  to  Philip  Hersch- 

owsky.      Mort   $9,100.      Nov    5.      Nov   7,    1906.      11:3049. 

other   consid   and    100 
lS4th   st,   s   s,  90  w   Grand   av.   20.2x.59.10.   2-sty  frame   dwelling. 

Release  two  morts.      Henry  Sillcocks  to  Herbert  Aldhous.     Nov 

2.  Nov  5,   1906.      11:3209  and  3212.  nom 
187th  St.  n  s.  50  e  Hughes  av.  25x100,  except  part  tor  st,  vacant. 

Lucia   Di   Menna   to  Daniel   Burke.     Mort  $1,000.      Nov   1.     Nov 
2.   1906.     11:3076.  nom 

lS7th  st,  n  s,  75  e  Hughes  av,  2.5x100,  except  part  for  st,  va- 
cant. Release  mort.  Pauline  A  Reynolds  to  Lucia  Di  Menna. 
Nov  1.     Nov  2,  liim.     11:,3076.  nom 

Same  property.  Lucia  Di  Menna  to  Daniel  Burke.  Nov  1..  Nov 
2,    190G.    11:3076.  nom 

206th  st,  s  s,  bet  Concourse  and  Mosholu  Parkway  S  and  being 
lot  .5.52  map  Geo  F  &  Hy  B  Opdyke,  adj  N  Y  City  Private  Park, 
except  part  for  20lith  st.  Release  mort.  Louise  Acker  to  Emilia 
Badolati.     Oct  30.     Nov  2,  1906.      12:.3312.  nom 

20S(h  St.  e  s.  abt  285  n  Steuben  av,  51.6x103.4x50x91.4,  vacant. 
Mary  E  Jackson  et  al  to  Mabel  C  Gaskill,  of  Brooklyn.  Nov  5. 
Nov  7.   1906.     12:3226.  4,0.50 

*215th  st,  s  s.  150  e  Tilden  av,  50x100.  A  Shatzkin  &  Sons  to 
Giuseppe   Casburi.     Mort   $900.      Oct   24.     Nov  8,    1906.  1,650 

*224th  st,  s  s.  100  e  Paulding  av,  41.6x109.6.  I 

223d  St.  s  s.  249.3  e  Corsa  lane,  25x177.11x30.2x161.2,  vacant.  | 
Isak  Tepper  to  Jacob  Marx.  Mort  $2,200.  Oct  31.  Nov  S, 
1906.  other  consid  and  100 

*22(;th  st,   s  s,  205  e  4th  av,  50x114,  Wakefield.     Frank  Gass  to 

Joseph  Courtenay.     Oct  30.     Nov  3,  1906.  other  consid  and  100 

*226th  st,  n  s,  280  e  4th  av,  25x114,  Wakefield.     John  Georgen  to 


Joseph    Reitano    and    Alfonso    Bottino.      Nov    5.      Nov    7,    1906. 

other  consid  and   100 
*22Gth  st,  n  s,  lot  No  345  map  Wakefield,  Towns  of  East  and  West- 
chester, 2.5x114,  adjoins  lot  344.   Frederick  Knapp  et  al  to  Joseph 
Reitano  and  Alfonso  Bottino.     Nov  5.     Nov  7,   1900. 

other  consid  and  100 
*230th   st,    s   s.   405   e   5th   av,   50x114,   Wakefield.   Release   mort. 
Workmens   Sick   and   Death    Benefit  Fund   of   the  U   S   of  A   to  A 
Shatzkin  &  Sons.     Nov   1.     Nov  2,   1906.  600 

*i:30th   st,   s   s,   405  e  5th   av,   50x114,   Wakefield.      A   Shatzkin   & 
Sons  to  Richard  A  Bray.     Nov  1.     Nov  5,  1906. 

other   consid    and    100 
234th  st,  late  Clinton  av,  s  s,  82.7  e  Verio  av,  late  1st  st,  27.6x 
120.4x25x108.9,   vacant.     Thos  J  Malloy   to  John  Schrader.     All 
liens.     Oct  31.     Nov  3,  190(j.     12:3395.  nord 

*.^v  B.  w  s,  58  s  5th  st,  25x105,  Westchester.     Arthur  H  Murphy 

to  Henry  Rehling.     Oct  25.     Nov  2,  1906.         other  consid  and  100 
Anthony  av.   No  2069,   w  s,   125  s   180th  st,   25x100,   2-sty  frame 
dwelling.      James   P  Dunn  to   Amelia   Lichtenberg.      Mort  $3,000. 
Nov  8,  1906.     11:3156  and  3161.  other  consid  and  100 

Albany  road,  e  s,  387  n  231st  st,  runs  n  along  Albany  road,  56  x 
s   ItIO  X   s   w   37.11   x   n   w  100  to   beginning,  vacant.   Aaron   O 
Whaley  to  Michael  McCarthy.     All  liens.     Oct  16.     Nov  5,  1906. 
12.3267.  nom 

♦Brady  av,  n  e  cor  Bogart  av,  50x100,  vacant.     Fidelity  Develop- 
ment Co  to  Mary  E  Guinee.     Oct  27.     Nov  7,  1906.  2,175 
*Brady  av,  n  s,  25  w  Muliner  av,  25x100,  vacant.     Fidelity  Devel- 
opment Co  to  Charlotte  Duerholz.     Oct  27.     Nov  7,  1906.  nom 
*Bronxdale  av,  n  s,  63.10  e  Matthews  av,  runs  s  e  127.8  x  n  122.7 
X  w  .50  X  n  75  X  w  50  X  s  118.2  to  beginning,  vacant.     Jacob  Men- 
delson  to  Isaac  Mendelson.     B  &  S.     Mort  $4,440.     Oct  29.     Nov 
7.  lOtlO.  nom 
»Bronxdale    av,    n    s,    28.6    e    Muliner    av,    28.6x129.9x25x116.1, 
vacant.     Fidelity  Development  Co  to  E  Frances  Koellmer.     Oct 
27.     Nov  7,  1906.                                                                                1,900 
Bronxdale   av,   n   e    cor   Muliner   av,   21.3x138.6x25x143.4,    vacant. 
Fidelity   Development   Co   to   Thos   F   Owens.      Oct   27.      Nov   7, 
1906.                                                                                                       2,350 
♦Bronxdale    av,    n    s,    85.5    n    w    Rhinelander    av,    28.6xl43.4x25x 
129.9,  vacant.     Fidelity  Development  Co  to  Thos  F  Owens.     Nov 
7,  1906.                                                                                                  2,.300 
♦Bronxdale   av,   n   s,   53.11   w   Muliner   av,   31.11xl22.9.x25xl42.7, 
vacant.     Fidelity  Development  Co  to  Elizabeth  Moore,  of  Tuxedo 
Park,  N  Y.     Oct  27.     Nov  7,  1906.                                                    2,100 
♦Bronxdale   av,   n   w   cor   Muliner   av,   53.11x142.7x36.6x176.3,  va- 
cant.     Fidelity  Development   Co   to   Jacob   J   Goldman.      Oct  27. 
Nov  7,  1906.  nom 
♦Bronxdale  av,  n  s,  253.6  w  Matthews  av,  26.10xl22.7.x25xl32.4, 
vacant.     Fidelity  Development  Co  to  Geo  N  Fischer  and  Gustav 
L  Wagner.     Oct  27.     Nov  7,  1906.  nom 
♦Bronxdale  av,  n  e  cor  Matthews  av,  31.11x78.4x25x98.3,  vacant. 
Fidelity   Development    Co    to    Ma.x   C    Gareis.      Oct   27.      Nov   7, 
1906.                                                                                                       2,325 
♦Bronxdale  av,  n  s,  279.10  w  Matthews  av,  26.10x112.10x25x122.7, 
vacant.      Fidelity   Development   Co   to   Geo   N   Fischer.      Oct  27. 
Nov  7,  1906.  nom 
♦Bogart  av,  e  s,  100  s  Neil  av,  2.5x100,  vacant.  II 
Neil   av,  s  s,  2.5  e  Bogart  av,  25x100,  vacant.  | 
Fidelity    Development    Co    to    Edward    P    Dahlinger.       Oct    27. 
Nov  7,   1906.                                                                                                 nom 
♦Bronxdale  av,   n  s,   199.5  w  Matthews  av,  26.10x142x25x151.10, 
vacant.     Fidelity  Development  Co  to  Anna  and  Madeline  Klika. 
Oct  27.     Nov  7,   190<!.                                                                               nom 
♦Bogart  av,  w  s,  12.5  s  Brady  av,  2.5x100.  vacant.     Fidelity  Develop- 
ment Co  to  Margaret  Dascher.     Oct  27.     Nov  7,  1906.                nom 
♦Bogart   av,   e   s,   100  n   Brady   av,   25x100,   vacant.      Fidelity  De- 
velopment Co  to  John  M  Dahl.     Oct  27.     Nov  7,  1906.                 975 
♦Bogart   av,   e  s,    1.50   n   Brady  av,   25x100,   vacant.      Fidelity  De- 
velopment Co  to  Alfred   Comyns.     Oct  27.     Nov  7,   1906.           950 
♦Bogart  av,   e  s,  225  n  Rhinelander  av,  25x100,  vacant.     Fidelity 

Development  Co  to  Nicholas  Kalin.     Oct  27.     Nov  7,  1906.        800 
♦Barnes  av.   n   w  s,   .50   n   e  239th   st,   125x100.7    125x99.   vacant. 
Whitehall   Realty  Co  to  Joseph  Keller.     Nov   1.     Nov  8,   1900. 

other  consid  and  100 
♦Bruner   av,  w  s,   100  n  Nereid  av,   100.x97.6,  vacant.     Whitehall 
Realty   Co   to   Edw  J   Cahill.     Nov   1.      Nov  8,   1906. 

other  consid  and  100 
♦Barnes   av,   n  w  s,   50  n  e  239th  st,   125x106.7x125x99,  vacant. 
Whitehall   Realty  Co  to  Nicholas  Vogel.     Nov  1.     Nov  S,   1906. 

other  consid  and  100 
♦Barnes   a'v,   n   w   s.   325  n   e   237th   st,   25x100,   vacant.      White- 
hall Realty  Co  to  Sarah  Huttner.     Nov  1.     Nov  8,  1906. 

other  consid  and  100 
♦Boston   Post   road   and   Eastchester   Creek   or   Hutchinson   River, 
n  s,  runs  w  along  n  s  of  road  —  to  Fishers  landing  road,  thence 
along  n  s  of  Fishers  landing  road  — ■  to  land  Stewart  W  Cowen  x  n 

—  to  Canal  or  Creek  x  e  —  to  Eastchester  Creek  or  Hutchinson 
River  x  s  —  to  beginning.  Bridget  Molloy  to  John  Molloy.  Oct  4. 
Nov  8,  1906.  100 

♦Same  property.  John  Molloy  to  Frank  E  Field.  Oct  4.  Nov  8, 
1906.  100 

♦Same  property.  Frank  E  Field  to  Wm  H  Field,  of  Portchester, 
N  Y.     Mort  $5,000.     Oct  4.     Nov  8,  1906.  100 

Belmont  av,  e  s,  SO.S  u  181st  st,  70.7x159.9x70.1x151.1,  vacant. 
Rowland  W  Thomas  to  Angelo  De  Gaudenzi  and  Cesare  Piani- 
sani.     Mort  $18,500.     Nov  8,  1906.     11:3083.  nom 

Beaumont,  av    |w  s,   170  s  187 th  st.  50x200  to  e  s  Cambreling  av, 

Cambreling  av|  vacant.  Peter  Tighe  to  Frank  De  Caro.  Nov  5. 
Nov   7,   1906.      11:.30S9.  other   consid   and   100 

Belmont  av,  w  s,  78.7  n  181st  st,  runs  n  125  x  w  86.2  x  s  125  x  e 

—  to  beginning,  vacant. 

All   that   lot  of  land   if  any  owned  by  parties   1st  part  lying  and 
being  on  n  s  of  premises  conveyed  by  party  2d  part  to  Herman 
Aaron,  recorded  Feb  2,   1906,   in  L  83  ep  .380. 
Herman  Aaron  to  The  Belmont  Realty  &  Construction  Co.    Q  C. 
Sept    7.      Nov    2,    19tX5.      11:3082.  other    consid   and    100 

Brook  av,  Nos  898  to  902|    s     e    cor    162d    st.    124.11x8.3.11xl04.1x 

162d  st  I        141.5,  two  2-sty  frame  dwellings,  1-sty 

frame  store  and  vacant.  Adolph  Scheibel  to  Samuel  Williams. 
Vi  part.     All  title.     Mort  $34,800.     Nov  5.     Nov  7,  1906.  9:23(!6. 

other  consid  and   1(X) 

S£me  property.  Samuel  Williams  et  al  to  Adolph  Scheibel.  1-8 
part.     Mort  $.34,800.     Nov  1.     Nov  7,  1906.     9:2.366. 

other   consid   and   100 

*Boston  road,  lot  1.35  revised  map  Seneca  Park,  27x116x25x106 
e  s.  Emma  L  Shirmer  to  Jeremiah  Heffernan.  Mar  21.'  Nov  7, 
lOOG.  nom 

Burnside  av,  n  s,  108.5  e  Anthony  av,  50.10x99.9x42.1x72.9,  va- 
cant. Louis  Meyer  Realty  Co  to  Alfred  Pionier.  Mort  $10,500. 
Oct  31.     Nov  2,  1906.     11:3156.  other  consid  and  100 
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Burnside  av,  Nos  575  and  577,  n  s,  69.4  e  Ryer  av.runs  n  125.2- 
X  e  37  X  s  80  X  s  68.4  to  av,  x  w  44.8  to  beginning,  two  3-sty 
frame   tenements.      Jakob   Mayer   to   Wm   Stube.      Mort   $10,000. 
Nov  1.     Nov  2,  1906.     11:3144.  other  consid  and  100 

*Boston  road,  s  s,  plot  begins  at  a  point  26.6  n  e  from  s  e  cor 
Boslon  road  and  Walnut  st,  runs  s  105  x  e  25  x  n  110  to  Bos- 
ton road,  X  s  w  —  to  beginning,  Westchester.  Diego  Schepis 
to  Anthony  Schepis.     All  liens.     Oct  29.     Nov  2,   1906.         z  z200 

Bathgate  av,  Nos  1754  and  1756,  e  s,  232.2  n  174th  st,  42x110. 
5-sty  brk  tenement.  Baum  Realty  Co  to  Herman  Jarecky.  Mt 
$32,500.     Nov  1.     Nov  2,   1906.     11:2922. 

other  consid  and  100 

Bathgate  av,  Nos  1754  and  1756,  e  s,  232.2  n  174th  st,  42x110, 
5-sty  brk  tenement.  Herman  Jarecky  to  Rose  Baum.  %  right, 
title  and  interest.  Mort  $42,500.  Nov  1.  Nov  2,  1906.  11: - 
2922.  100 

Bathgate  av,  Nos  1754  and  1756,  e  s,  232.2  n  174th  st,  42x110, 
5-sty  brk  tenement.  Release  mort.  N  Y  Trust  Co  to  Baum 
Realty  Oo.     Nov  1.     Nov  2.  1906.     11:2922.  other  consid  and  1,000 

Bathgate  av,  Nos  1754  and  1756,  e  s,  232.2  n  174th  st,  42x110, 
5-sty  brk  tenement.  Herman  Jarecky  to  Esther  Wohlteld.  1/4 
right,  title  and  interest.  Mort  $32,500.  Nov  1.  Nov  2,  1906. 
11:2922.  100 

Brook  av,  No  1372,  e  s,  73.4  s  170th  st,  24.4x100,  4-sty  brk  ten- 
ement. Ferdinand  Hecht  to  Alfred  Siesel.  Mort  $11,250..  Nov 
1.     Nov  2,  1906.     11:2894.  other  consid  and  100 

Belmont  av.  No  2423,  late  Cambreling  av,  25  n  188th 
st,  25x87.6,  2-sty  frame  dwelling.  Francis  Trainor  to  Giuseppe 
Curozza.     Mort  $3,000.      Nov   1.     Nov  2,   1906.      11:3076. 

other  consid  and  100 

Belmont  av.  n  w  cor  187th  st,  runs  w  75  x  n  70  x  w  12.0  x  n 
87.6  x  e  87.6  to  av,  x  s  157.6  to  beginning,  vacant.  Morris  Gar- 
finkel  to  Daniel  Burke.     Nov  1.  .  Nov  2,  1906.     11:3076. 

other  consid  and  100 

Bathgate  av.  No  2043.  w  s,  185.5  n  179lh  st,  25x99.5,  2-sty  frame 
dwelling.  Juliet  F  Stephenson  to  Lawyers  Realty  Co.  Mort 
$4,600.     Nov  2.     Nov  3,  1900.     11:3040.  other  consid  and  100 

Bathgate  av,  n  w  s,  208  s  w  .3d  av,  late  Kingsbridge  road,  55x 
184..5.x55.1xl84.7,  four  2-sty  frame  dwellings.  Partition.  Sept 
26.  Algernon  S  Norton  (ref)  to  Catherine  Nimer.  Oct  20.  Nov 
3,  1906.     11:30.53.  15,600 

Burnside  av,  n  s,  108.5  e  Anthony  av,  50. 10x99.9.x42. 1x72.9.  vacant. 
Alfred  Pionier  to  Louis  Meyer  Realty  Co.     Mort  $]0..500.     Nov 

1.  Nov  3,  1900.     11:31.56.  other  consid  and  100 
Clay  av,  No  1769,  w  s,  195  s  175th  st,  25x95,  2-sty  frame  dwell- 
ing..   C   August   Hogrete   to   Juliet   P   Stephenson.      Mort   $6,000. 
Oct  15.     Nov  5,  1906.     11:2799.                           other  consid  and  100 

Courtlandt  av,  No  582,  e  s,  92.5  n  150th  st.  20x100,  5-sty  brk  ten- 
ement and  store.  Otto  Hille  to  Schmerl  Hahn.  Mort  $17,000. 
Nov  5,  1906.     0:2397.  other  consid  and  100 

Cedar  av  (Riverview  Terrace),  No  9,  w  s,  271.2  n  177th  st,  17.10x 
108.1x17.11x106.11,  2-sty  frame  dwelling.  Josephine  Wandell 
to  Townsend  Wandell.  B  &  S.  Jan  15,  1904.  Nov  8,  1906. 
11:2883.  nom 

Clinton  av.  No  1945.  w  s  ,174.7  s  Tremont  av,  25x100,  2-sty 
frame  dwelling.  Frank  Ramsteck  to  Peter  Carroll.  Mort 
$4,000.     Nov  8,  1906.     11:29.50.  other  consid  and  100 

♦Cornell  av,  s  w  cor  Cedar  st,  50x100.  Annie  V  Taylor  to  Emma 
L  Shirmer.     Nov  2.     Nov  7.   1906.  277.49 

♦Columbus  av,  s  w  cor  Van  Buren  st,  26,x — x25xl00,  except  so  much 
as  lies  w  of  line  24.9  w  from  w  s  Van  Buren  st.  John  B 
Marion  to  Henry  Bursing.  Mort  $2,500.  Nov  7.  Nov  8, 
1906.  nom 

Clay  av,  Nos  1304  and  1306,  e  s,  37.10  n  169th  st,  38.2x80,  2-sty 
frame  dwelling.  Thornton  Brothers  Co  to  Antonietta,  Cecilia, 
Charles  and  Joseph  Maggiolo.  Mort  $4,800.  Nov  1.  Nov  2. 
1906.      11:2887.  other   consid   and   100 

Cauldwell  av     |s    e    cor    IGlst    st,    100x2.8,    4-sty    brk    tenement 

161st  st.  No  844|     and  store.      Merle  Frerck  to  Gustav  J  Fox.     Mt 
$18,000.     Nov  1.     Nov  2,  1900.     10:2630.     other  consid  and  100 

Clinton  av.  n  w  cor  Fairmount  pi,  100x100.  vacant.  Adolph 
Scheibel  to  Samuel  Williams.  '  1-5  part.  Mort  $6,250.  Nov  5. 
Nov   7,    1900.      11:2950.  other   consid  and   100 

Cauldwell  av,  No  885,  w  s,  109  n  161st  st,  18x100,  3-sty  brk 
dwelling.  Charlotte  D  wife  of  and  Detleff  Struve  to  Anna  C 
Mueller.     Mort  $5,000.     Nov  5.     Nov  7,   1900.     10:2627. 

other  consid   and   100 

♦Cornell  av,  s  w  cor  Oak  st,  being  east  %  plot  40  map  Arden 
property,  Eastchester,  50x100.  Emma  L  Shirmer  to  John  J 
O'Connor.     July  2.     Nov  7,  1906.  nom 

*Same  property.  Release  mort.  Geo  A  Meyer  to  Emma  L  Shir- 
mer.     Sept   17.      Nov  7,   190C.  291.16 

*Doon  av,  e  s,  100  n  Jefferson  av,  2.50x100.  Land  Co  "B"  of 
Edenwald  to  Sara  Karainstein.     Oct  24.     Nov  3,  1906.  nom 

Edgewater  road,  w  s,  697.7  n  Westchester  av,  25x100,  2-sty  brk 
dwelling.  Joseph  C  Cocker  to  Sarah  McManus  and  Nora  Whit- 
ney.    Mort  .$4,800.     Nov  3.     Nov  5,  1906.     11:3012. 

other  consid  and   100 

Eastchester  road,  s  e  cor  Rhinelander  av,  108.1x131.6x100x100, 
vacant.      Hudson   P   Rose   to  Walter  J   Plimmer.     Oct  22.     Nov 

2.  1906.  nom 
Eastchester  road,  s  e  cor  Saratoga  av,  .50x100. 
Bassett  av.  w  s.  75  n  Saratoga  av,  25x100. 
Eastchester   road,   n   w   cor   Stillwoll   av,   runs   n   123.4   x  67.8  to 

Eastchester  road  x  97  to  beginning,  gore. 
Eastchester  road,  s  e  cor  Rhinelander  av,  108.1x131.6x100x100. 
Rhinelander  av,  n  s,  100  e  Eastchester  road,  lG.7x93.10.x40.3x38, 

vacant. 

Release  mort.     Lawyers  Title  Ins  &  Trust  Co  to  Hudson  P  Rose 

Co.     Nov  7,  1906.  5,250 

•Eastchester  road,  s  e  cor  Saratoga  av,  50x100. 
Bassett  av,  w  s,  75  n  Saratoga  av,  25x100. 
Eastchester  road,   n  w   cor   Stillwell   av,   runs   n   123.4   x  07.8   to 

Eastchester  road  x  97  to  beginning,  gore. 
Eastchester  road,  s  e  cor  Rhinelander  av,  103.1x131.6x100x100. 
Rhinelander    av,    n    s,    100    e    Eastchester   road,    16.7x93.10x40.3x 

38.  I 

Release  mort.     John  J  Brady  to  Hudson  P  Rose  Co.     Nov  1. 

Nov  7,  1906.  1,000 


*Ellison   av,    w  s,   250  n   Marrin   st,   50x100,   Westchester.   George 

Joseph   et   al   to   Joseph   Zeller   and  Franziska  his   wife,   tenants 

•by  entirety.     Nov  1.     Nov  5,  1906.  other  consid  and  100 

Eastburn  av,  s  e  cor  173d  st.  46.9x95,  vacant.     Caroline  A  Weber 

to  Wm  F  Fetzer.     Morts  $3,000.     Nov  1.     Nov  2,  1906.     11:2793. 

other  consid  and  100 
Forest   av,    No   771,   w   s,   260   n   1.56th   st,   20.9x87.6,  3-sty   frame 
tenement.       Elizabeth    Deisterberg    and    ano    to    Jacob    Meyer. 
Mort  $5,750.     Nov  1.     Nov  2,   1900.     10:2646. 

other  consid  and   100 
Forest   av,   No  731,   w  s,   156.3  s  156th  st,   18.9x87.6,   2-sty  frame 
dwelling.      Hugo   Kunz   et   al   to   Augusta   B  Fromm.     Correction 
deed.     Nov  3.     Nov  7,  1906.     10:2645.  other  consid  and  100 

•Fishers  landing  road,  n  e  cor  Boston  Turnpike  road,  runs  n  w 
195.9  X  n  e  209  to  Eastchester  Creek  x  s  w  338  to  turnpike  x 
s  w  30.6  to  beginning,  Eastchester.  Sarah  E  Godfrey  and  ano 
to   John   Molloy.      Oct  4.      Nov   8,    19O0!.  100 

•Fowler  av,  w  s,  187.0  s  Neil  av,  25x65.1,  vacant.  Fidelity  De- 
velopment   Co    to    Bernard    P    Malone.      Oct    27.      Nov    7,    1906. 

1,075 
•Fowler  av,  w  s,  350  n  Rhinelander  av,  25x98.10,  vacant.     Fidelity 

Development  Co  to  Anton  Weissfeld.     Oct  27.     Nov  7,  1906.      900 
•Fowler    av,     w    s,    300    n     Rhinelander     av,     50.vll3.4,     vacant. 
Fidelity    Development    Co    to    Wanda    Weitz.      Oct    27.      Nov    7, 
1906.  100 

•Fowler  av,   w  s,  312.6  s  Neil  av,  25x84.6,  vacant.     Fidelity  De- 
velopment Co  to  John  Vanck.     Oct  27.     Nov  7,  1906.  700 
•Fowler  av,  w  s,  337.6  s  Neil  av.  25x98.10.  vacant.     Fidelity  De- 
velopment Co  to  Henry  Nordheim.     Oct  27.     Nov  7,  1906.          nom 
•Fowler  av.  w  s,  212.6  s  Neil   av,  50x74.9,  vacant.     Fidelity  De- 
velopment Co  to  Mary  J  King.     Oct  27.     Nov  7,  1900.                nom 
•Fowler  av,   w  s,  287.6  s  Neil  av.  25x84.5.   vacant.     Fidelity  De- 
velopment Co  to  Jacob  Lang.     Oct  27.     Nov  7,  1906.                    700 
•Fowler  av,  w  s,   150  n  Bronxdale  av,  50x142.3,  vacant.     Fidelity 
Development  Co   to  Elise   E  A  Liebler.     Oct  27.     Nov  7,   1906. 

nom 
•Fowler  av,  w  s,  225  n  Rhinelander  av,  50x127.9,  vacant.     Fidelity 
Development   Co   to   Carolina   Visconti.      Oct  27.     Nov   7,   1906. 

2,020 
•Fowler  av,  w  s,  275  n  Rhinelander  av,  25x113.7,  vacant.     Fidelity 

Development  Co  to  Rob  H  Mehl.     Oct  27.     Nov  7,  1906.  nom 

Fowler  av.  w  s,  02.6  s  Neil  av,  25x91.9x26x101.4,  vacant.     Same 

to  John  J  McGrath.     Oct  27.     Nov  7.   19116.  1,300 

•Fowler  av.  w  s.  225  n  Rhinelander  av,  25x127.10,  vacant.     Fidelity 

Development  Co  to  Charles  Fell.     Oct  27.     Nov  7,  1006.  nom 

•Fowler  av,  w  s,  125  n  Rhinelander  av,  25x142. .3,  vacant.  I 

Muliner  av,  w  s,  251.3  n  Bronxdale  av,  50x107. 6x.50xl08.3.  | 

Fidelity  Development  Co  to  Olga  Bariffl.     Oct  2T.     Nov  7,  1906. 

nom 

Fulton   av,   Nos   1571   and   1.573.   on   map   No   1571,   w   s,   256.9   n 

Wendover   av,   50xl.58.2x.50.3xlG3.1,   5-sty   brk   tenement.      Rosa 

Altieri  to  Jerry  Altieri  Company.     Mort  $4.5,000.     Nov  1.     Nov 

3,1906.     11:2929.  other  consid  and  100 

Same  property.  Jerry  Altieri  Co  to  Giuseppe  Stella.   Morts  $58,000. 

Nov  1.     Nov  3.   1906.     11:2929.  other  consid  and  100 

Fulton  av.  No  1.571,  w  s,  2.56.9  n  Wendover  av,  50xl58.2x.5O.3x 
163.1,  5-sty  brk  tenement.  Giuseppe  Stella  to  Antonio  Vernaglia. 
%  part.     Mort  $.58,000.     Nov  2.     Nov  3.  1906.     11:2920.  100 

*Gifford  av,  n  s,  605.8  e  Balcom  av,  50xl00.8.x50xl0a.5. 
Giftord  av,n  s,  555.8  e  Balcom  av,  50x100.5x50x100.2. 
Gifford  av.  n  s,  430.8  e  Balcom  av,  75x100,  Westchester. 
John  R  Peterson  to  Emma  N  Polak.     Nov  3.     Nov  5,  1906 

other  consid  and  100 
•Gunther  av,  w  s.  250.9  s  Barnes  av,  50x97.6,  vacant.     Whitehall 
Realty  Co  to  Fridolin  Weber.     Nov  1.     Nov  8,  1906. 

other  consid  and  100 
•Gunther  av,   e  s,   164  s  Barnes  av,   100x97.6,  vacant.     Whitehall 
Realty   Co   to   Edw   J   Cahill.      Nov   1.     Nov  8,   1906. 

other  consid  and  100 
*Gunther  av.   w   s,   331   s   Barnes   av,   50x97.6.      Whitehall   Realty 

Co  to  Fridolin  Weber.     Nov  1.     Nov  7,  1906.  other  consid  and  100 
*Gunther   av,   w   s,   206.10  s   Barnes   av,   50.x97.6.      Same   to   Louis 

Schwoerer.      Nov   1.      Nov   7.    1906.  other   consid   and   100 

•Gunther  av,  e  s,  514  s  Barnes  av,  25x97.6.  I 

Wickham  av,  e  s,  225  s  Nereid  av,  25x97.6,  vacant.  | 

Whitehall  Realty  Co  to  Delia  McDonald.     Nov  1.     Nov  8,   1906. 

other  consid  and  100 
Grand  Boulevard  and  Concourse,  e  s,  207.7  s  199th  st,  50x73.7,  va- 
cant.    Delaware  &  Hudson  Realty  &  Impt  Co  to  Rosalia  A  Will- 
liams.      Mort   $1,200.     Oct   15.      Nov  2,   1906.     12:3305. 

other   consid   and   lOO 
Grand  av,   w  s,  4.55.8  s  Burnside  av,  2.5x107.5x25x106.11. 
Grand  av,  e  s,  357.8  s  Burnside  av,  25x90. 
Grand  av.  e  s,  407.8  s  Burnside  av,  25x90. 
three  2-sty  frame  dwellings. 

The   Lochinvar   Realty    Co    to    Harry   B    Cutner.      Mort   $21,000. 
Nov  5.     Nov  7,   1906.      11:2869  and  2870.       other  consid  and  100 
*Gifford   av,   n   s,   605.8   e    Balcom   av.   50x100.8x50x100.5. 
Gifford  av,  n  s,  555.8  e   Balcom  av.  50xl00.5x.50xl00.2. 

430.7  e   Balcom  av,   75x100,   Westchester. 
Robert  Miller  to  John  R  Peterson.     Oct  31. 


Gifford  av.   n   s. 

Release  mort. 

2,   1900. 
Hughes  av  |e    s,    36    n    ISlst    st. 


Nov 
nom 
'>0x —   to    w   s    Belmont   av,    va- 
Belmont  av|     cant.     Sadie  Felson   to  the  Belmont  Realty  and  Con- 
struction  Co.     Q   C.     Oct  26.      Nov  2,   1906.      11:.30S2.  nom 
Hughes    av.    n    e    cor    179th    st,    66.5x95x80.9x96,    vacant.       Sadie 
Felson    to    Belmont    Realty    and    Construction    Co.      Q    C.      Oct 
26.      Nov   2,    1906.      11:.30S0.  nom 
Hughes    av.    w    s.    bet    Tremont    av    and    179th    st,    and    being    lots 
28  to  .33  map   Samuel  Ryer  homestead,  150x184.     Waller  Lewi- 
sohn   et   al   EXRS,   &c,   Leonard   Lewisohn   to   Adolph   Lewisohn. 
%  part.     Sept  26.     Nov  7,  190(!.     11:3068.  100 
Hughes  av,  w  s.  bet  Pclham  av  and  St  Johns  college  grounds,  and 
being  lots  567  and  .568  map  S  Cambreling  et  al  at  Fordham.  50x 
125.     Patrick  Kelly  et  al  HEIRS.  &c.  Patrick  Kelly  to  Bernard 
Kelly  undivided  interest.     Mar  30,  1905.     Nov  7,  1906.  12:3273. 

nom 
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Hoe  av.  e  s,  200  s  172d  st,  2oxl00,  vacant.  Twenty-Third  Ward 
Land  Impt  Co  to  Clara  Ugolin.  All  liens.  Nov  1.  Nov  2,  1906. 
11:29SS.  other  consid  and  lOO 

Intervale  av,  s  e  cor  Home  st,  — x — ,  vacant.  Ferdinand  Hecht 
to  Wm  Loeb  and  Abraham  Kaufman.  2-3  parts.  Mort  $3,7S0. 
Oct  9.     Nov  S,  190(5.     10:2719.  nom 

Inwood   av.l    w   s,    174.4   n   from   an   angle   in   Inwood  av,   opposite 

170th  st  I  Clarke  pi  (Girard  av),  runs  w  21G.6  to  c  1  _Crom- 
wells  or  Doughty's  Brook,  x  n  e  —  to  s  s  170th  st  x  e  17.10  to 
w  s  Inwood  av.  x  s  545  to  beginning,  except  part  for  Crom- 
well av.  2-sty  frame  dwelling  and  vacant.  Kath  B  wife  of  and 
Wm  B  Wetmore  to  Erie  Basin  Impt  Co.  All  liens.  Oct  25. 
Nov  2,   19n(>.      11:28(14.  nom 

•Jefferson  av,  s  s,  250  w  Fox  av,  25x101.1  to  n  e  s  19th  av  x31.2x 
121.5,  Edenwald.  Dorothea  L  Filby  to  Alex  M  Evalenko.  June 
11.     Nov  8,  190G.  nom 

Jackson  av.  No  715,  w  s,  90  s  156th  st,  18.4x75.1x18.4x75.3,  3-sty 
frame  tenement.  Annie  Pollock  to  August  Itschner,  of  Rich- 
mond Co,  N  Y.     Mort  $ .     Nov  1.     Nov  8,  190G.     10:2635.     1.000 

Kepler  av,  e  s,  40  n  237th  st,  48x100,  vacant.  Release  mort. 
Mary  E  Murphy  to  Augustus  L  Hayes.  Oct  29.  Nov  3,  1906. 
12:3378.  1,500 

Same  property.  Augustus  L  Hayes  to  Sidney  R  Lash.  All  liens. 
Nov  2.     Nov  3.   1906.      12:3378.  100 

La  Fontaine  av,  Nos  2134  and  2136,  on  map  Nos  2122  and  2124, 
e  s,  50  n  ISlst  st.  50x95,  two  4-sty  brk  tenements.  John 
O'Leary  to  Anton  Kotsum.  Morts  $21,000.  .  Oct  30.  Nov  5, 
1906.      11:3063.  other  consid  and   100 

*Monaghan  av,  w  s,  150  s  Jefferson  av,  50x100.  Land  Co  A  of 
Edenwald   to   Samuel   Weiman.      Sept  27.      Nov  5,   1906.  nom 

*Monaghan  av,  w  s,  20O  s  Jefferson  av,  50x100..  I 

*Monaghan  av,  w  s,   100  s  Jefferson  av,  50x100.  | 

Land   Co   A   of  Edenwald   to   Louis   Weiman.     Sept  27.      Nov   5, 
1906.  nom 

Muliner  av.  e  s,  126.11  n  Bronxdale  av,  26.9x137.6x25x147.1, 
vacant.  Fidelity  Development  Co  to  Patrick  S  Treacy.  Oct  27. 
Nov  7,  1006.  nom 

•Muliner  av,  e  s,  258.9  n  Bronxdale  av,  53.0x108.6x50x127.9, 
vacant.  Fidelity  Development  Co  to  Josephine  Campbell.  Oct 
27.     Nov  7,  1000.  nom 

•Muliner  av.  e  s,  153.9  n  Bronxdale  (iv,  26.9x127.8x25x137.6, 
vacant.  Fidelity  Development  Co  to  Annie  Heaney.  Oct  27. 
Nov  7,   1906.  1,3.50 

•Muliner  av,  e  s,  154.6  s  Neil  av,  runs  n  26.9  x  e  120.8  to  w  s 
Fowler  av  x  s  25  x  w  130.3  to  beginning,  vacant. 

Matthews  av,  e  a,  253.4  n  Bronxdale  av,  25x100,  vacant. 
Fidelity  Development  Co  to  Edwin  R  Lockwood.     Oct  27.     Nov 
7.  190li.  omittiia 

•Muliner  av,  e  s,  207.3  s  Neil  av,  26x74.9x25x84.5,  vacant.  Fidelity 
Development  Co  to  Thos  G  Sinclair.     Oct  27.     Nov  7,  1906.     675 

•Muliner  av,  w  s,  301.4  u  Bronxdale  av,  25x106.8,  vacant.  Fidelity 
Development  Co  to  Bernard  P  Malone.     Oct  27.     Nov  7,   lOOR. 

1,075 

•Muliner  av,  w  s,  301.4  n  Bronxdale  av,  2.5x106.8,  vacant.  | 

Bronxdale  av,  n  s,  85  w  Muliner  av,  63.11x82.11x.50xl22.9,  vacant. | 
Fidelity  Development  Co  to  Jacob  Mendelson.  Oct  27.  Nov  7. 
1906.  7,400 

Muliner  av.  w  s.  226.3  n  Bronxdale  av,  25x109.1x2.5x109.11,  vacant. 
Fidelity  Development  Co  to  Fred  Heller.     Oct  27.     Nov  7,  1906. 

1,100 

•Muliner  av,  e  s,  210.9  s  Neil  av,  26x84. 5.x25x94,  vacant.  Fidelity 
Development  Co  to  Joseph  Colonna.     Oct  27.     Nov  7.  1906.        nom 

•Muliner  av,  w  s,  108.3  n  Neil  av,  75x100,  vacant.  Fidelity  De- 
velopment Co  to  Frances  I  Morgan.     Oct  27.     Nov  7,  1906.        nom 

•Muliner  av,  n  w  cor  Brady  av,  25x100,  vacant.  Fidelity  De- 
velopment Co  to  Berisch  and  Herman  Mandel.  Oct  27.  Nov  7, 
1906.  1,300 

•Muliner  av,  e  s,  101  s  Neil  av,  25x101.3x26x111.  Fidelity  De- 
velopment Co  to  Patrick  Murphy.     Oct  27.     Nov  7.  1906.  1,300 

•Matthews  av,  e  s,  178.5  s  Neil  av,  25x100.  Fidelity  Develop- 
ment Co  to  Maggie  Carey.     Oct  27.     Nov  7,  1906.  nom 

•Matthews  av,  w  s,  143.5  n  Bronxdale  av,  25.4x76.8x25x80.8,  va- 
cant. Fidelity  Development  Co  to  Wm  G  Fisher.  Oct  27. 
Nov  7,  1906.  925 

•Matthews  av,  w  s,  194  n  Bronxdale  av,  25x118.7x2.5x122.7,  vacant. 
Fidelity  Development  Co  to  Frederica  Dahl.  Oct  27.  Nov  7, 
1906.  nom 

•Matthews  av,  e  s,  78.5  n  Bronxdale  av,  25x100,  vacant.  Fidelity 
Development  Co  to  Timothy  F  Noonan.     Oct  27.     Nov  7,  1906. 

1,500 

•Matthews  av,  e  s,  128.5  n  Bronxdale  av,  25x100,  vacant.  Fidelity 
Development  Co  to  Rudolf  Proll.     Oct  27.     Nov  7,  1906.  1,300 

•Matthews  av,  e  s,  178.5  n  Bronxdale  av,  50x100,  vacant.  Fidelity 
Development  Co  to  Nicholas  Voos.     Oct  27.     Nov  7.  1906.  nom 

•Matthews  av.  w  s,  1()8.9  n  Bronxdale  av,  25x97.7x25x101.7, 
vacant.  Fidelity  Development  Co  to  Bernard  P  Malone.  Oct  27. 
Nov  7,   1906.  1,000 

•Matthews  av,  w  s,  156.5  s  Neil  av,  25.3x118.7x25x114.7,  vacant. 
Fidelity  Development  Co  to  Elizabeth  Moore,  of  Tuxedo  Park, 
N  Y.     Oct  27.     Nov  7,   1906.  1,000 

•Matthews  av.  e  s,  225  s  Brady  av,  25x100,  vacant.  Fidelity  De- 
velopment Co  to  Ellen  James.     Oct  27.     Nov  7,  1906.  1,000 

•Matthews  av,  e  s,  118.3  u  Neil  av,  25x100,  vacant.  Fidelity  De- 
velopment Co  to  Philip  A  Roland.     Oct  27.     Nov  7,  1906.  1,050 

•Matthews  av,  s  e  cor  Neil  av,  runs  e  197.0  x  s  104.6  x  w  99.5| 
X  s  25  X  w  100  X  n  103.5  to  beginning. 

•Neil  av,  s  s,  197.6  w  Matthews  av,  20x90x25x97.0,  vacant. 

Pelham  Parkway,  s  s,  25  w  Muliner  av,  50x152. Ilx.50xl55.10,| 
vacant. 

Bogart  av.  s  e  cor  Neil  av,  25x100,  vacant. 
Fidelity   Development    Co    to    Anthony   Stumpf.      Oct    27.      Nov 
7.  1906.  nom 

Mapes  av  (Johnson  av).  n  w  s,  bet  180th  st  and  182d  st,  and 
being  part  lot  122  map  East  Tremont,  bounded  n  e  by  lot  123, 
33x1.50.  Wm  Von  Der  Leith  to  Jeanette  H  Von  Der  Leith.  Q  C. 
Mort  $3,500.     Nov  2.     Nov  3,  1906.     11:3110.  nom 


Morris  av,  n  e  cor  Burnside  av,  113.9x100x100x100.11,  vacant. 
Rosie  Bornschein  to  The  Lochinvar  Realty  Co.  Mort  $15,750. 
Nov  5.      Nov  7,   1906.      11:3178.  other  consid  and   100 

•Matilda  av,  n  w  s,  lot  227  map  Washingtonville,  50x100.  Chas  W 
Perry  to  Wm   W  Penfleld.     Mort  $4,(X)0.     July  5.     Nov  7,  1906. 

100 

Morris  av.  No  1041,  w  s,  50.10  n  165th  st,  25x102.6x25x102.81  2- 
sty  brk  dwelling.  The  Bronx  Home  Realty  Co  to  Clara  Bern- 
stein.    Mort  $8,000.     Sept  1,  1905.     Nov  7,  IfMXi.     9:2448. 

other  consid  and   100 

Same  property.  Clara  Bernstein  to  Abraham  Sapolsky.  Mort 
.$8,000.      Nov  5.     Nov  7,   1906.     9:2448.         other  consid  and   100 

*Middlctow-n  road,  n  e  cor  Robin  av,  25x107.7x25x107.10.  CON- 
TRACT. Bankers  Realty  &  Security  Co  to  Samuel  Solomon. 
Nov  28,  1904.     Nov  7,  1906.  850 

*McGraw  av,  s  s,  75  w  175th  st,  25x100.  Frank  A  Bogen  to  John 
J  and  Kath  V  Cleary.     Oct  29.     Nov  7,  1906.    other  consid  and  100 

•Muliner  av,  e  s,  99.3  n  Bronxdale  av,  26.9x147.1x25x156.9, 
vacant.  Fidelity  Development  Co  to  Vincenzo  Miserendino.  Oct 
27.     Nov  7,  1906.  1,550 

•Muliner  av,  e  s,  73.6  n  Bronxdale  av,  26.1x142.3x25x151.11. 
vacant.     Fidelity  Development  Co  to  same.     Nov  7,  1900.  1,550 

•Neil  av,  n  s,  78  e  Matthews  av,  2Gx88.3.x25x95.10,  vacant. 
Fidelity  Development  Co  to  Michael  Gershel.  Oct  27.  Nov  7, 
1906.  nom 

•Neil  av,  s  s,  142  w  Matthews  av,  52x97.6x50x112.6,  vacant. 
Fidelity  Development  Co  to  John  Struckman.  Oct  27.  Nov  7, 
1906.  2.750 

•Neil  av,  s  s,  90.6  w  Matthews  av,  26x120x25x127.6,  vacant. 
Fidelity  Development  Co  to  John  F  Kaim.     Oct  27.     Nov  7,  VMS. 

1,475 

•Neil  av,  n  s,  26  e  Matthews  av,  56.2x106.6x50x132.10,  vacant. 
Fidelity  Development  Co  to  Agnes  K  Murphy.  Oct  27.  Nov 
7,  190(J.  nom 

•Neil  av,  s  s,  119.6  w  Matthews  av,  26x112.6x25x120,  vacant. 
Fidelity  Development  Co  to  Imogene  Ashe.  Oct  27.  Nov  7, 
1900.  1,425 

•Neil  av,  n  w  cor  Matthews  av,  15.6x99.11x31.6x105.9.  Fidelity 
Development   Co   to   Michael   Dowling.      Oct  27.      Nov   7,   1906. 

1,775 

•Neil  av,  s"  s,  15.6  w  Matthews  av,  26x92.6.x25x99.11,  vacant. 
Fidelity  Development  Co  to  Michael  Dowling.  Oct  27.  Nov  7. 
1906.  1,300 

•Neil  av,  s  s,  25  e  Fowler  av,  25x100,  vacant.  Fidelity  Develop- 
ment Co  to  Lewis  W  Moss.     Oct  27.     Nov  7,  1906.  nom 

•Neil  av,  n  w  cor  Matthews  av,  104x108.3x100x138.3,  vacant.  II 

Neil  av.  n  e  cor  Matthews  av,  .52x103.3x50x118.3,  vacant.  | 

Fidelity  Development  Co  to  Jacob  Cohen.  Oct  27.  Nov  7, 
1906.  nom 

Nelson  av.  No  1124.  n  e  cor  166th  st,  75.2x101.1x75.3x99.2,  2-sty 
frame  dwelling  and  vacant.  Howard  W  Riley  to  Emerence  K 
Ager.  of  Brooklyn.     B  &  S.     Oct  15.     Nov  7.   1906.     0:2513.     nom 

•Nereid  av,  n  s,  48.9  e  Wickham  av,  97.0x100,  vacant.  White- 
hall Realty  Co  to   Fridolin  Weber.     Nov  1.     Nov  8,   1906. 

other  consid  and  100 

•Nereid  av,  n  w  cor  Barnes  av,  runs  n  e  along  Barnes  av  49.10 
X  n  w  12(i.8  X  s  126.7  to  Ne/eid  av  x  e  50  to  beginning,  vacant. 
Whitehall  Realty  Co  to  Charles  Kauscn.     Nov  1.     Nov  8,  1900. 

other  consid  and   100 

Napier    av.    w   s,    50   n   235th   st,    late    Ewen   pi,    50x100,   vacant. 
Mary  wife  of  and  Charles  Schoder  et  al  HEIRS,  &c,  Patrick  Dug- 
gan   to   M   James  Gibney,   of  Phillipsburg,   N  J.     All  title.     Mar 
29.      Nov   5.    1906.      12:33(34.  1,000 

*01d  Boston  road,  w  s,  220.11  s  Elizabeth  St.  25.4x101.6x25x103.4, 
Olinville.  Caterina  Viola  to  Filomena  Cipolla.  Mort  $1,200. 
Oct  9.     Nov  7,  1906.  other  consid  and  1(X) 

Perry  av,  s  s.  45.5  e  205th  st,  50x100,  vacant.  Chas  W  Kraushaar 
to   Emil   Doelzer.      Nov  2.     Nov  3,   1906.      12:3346. 

other  consid  and  100 

Perry  av,  w  s,  103.2  n  207th  st,  25x100,  2-sty  frame  dwelling.  Alice 
wife  Oliver  Robinson  to  John  H  Mischo.  Mort  $4,0(X).  Oct  2.5. 
Nov  3.  1906.     12:3313.  other  consid  and  100 

Prospect  av,  n  w  cor  167th  st.  125x100,  vacant.  Herman  Brugge- 
mann  to  John  Wynne.  All  liens.  Jan  4.  Nov  3,  1906. 
10:2680.  other  consid  and  100 

Park  av.  No  44.50,  e  s,  300  s  Fletcher  st,  old  line,  now  182d  st, 
20.6x100,  with  right  of  way  over  9  ft  alley  along  s  s,  3-sty  frame 
tenement.  John  L  Mead  to  Mary  Carolan.  Mort  $5,0()0.  Oct 
31.     Nov  7.   1906.     11:3037.  nom 

Park  av.  No  4448.  e  s,  329.6  s  182d  st,  late  Fletcher  st,  old  line, 
20.6x100,  with  right  of  way  over  9  ft  alley  along  n  s,  3-sty  frame 
tenement.  John  L  Mead  to  Martha  Carter.  Mort  $5,500.  Oct 
31.     Nov  7,  1906.     11:. 3037.  nom 

•Prospect  av.  s  s,  2.50  e  Ft  Schuyler  road,  50.\94.5x50x96.7.  Minnie 
W  Bullwinkel  to  Lydia  A  Davis.     Nov  5.     Nov  7,  1906.  nom 

*Road  from  Causeway  to  Fort  Schuyler  at  southernmost  cor  land 
Nathan  Hart,  runs  s  e  along  road  92.6  x  e  15  x  n  104  x  s  w  54 
to  beginning.  Westchester.  Annie  S  Edmiston  to  Charles  Wetzel. 
Nov  5,  190(>.  other  consid  and  100 

Robbius  av.  No  .328.  e  s,  SO  n  141st  st,  20x80,  2-sty  brk  dwell- 
ing. Henry  Riemann  to  Wm  J  Powell.  Mort  $2,500.  Nov  1. 
Nov  2,  1906.     10:2573.  other  consid  and  100 

Ryer  av,  e  s,  278.3  s  183d  st,  25x100,  vacant.  Release  mort. 
Empire  City  Savings -Bank  to  Mary  A  wife  of  Thomas  Donnelly. 
Oct  24.  Oct  30,  1906.  11:3150.  Corrects  error  in  last  issue, 
when  deed  read  Ryer  av,  e  s,  278.3  s  103d  st.  nom 

•Syracuse  av.  s  s.  69.4  w  Cedar  st,  runs  s  w  36.11  x  n  w  20.7  to 
av  X  n  e  30.6  to  beginning,  gore,  Eastchester.  H  Carroll  Win- 
chester to  N  Y.  Westchester  &  Boston  Rwy  Co.  Oct  31.  Nov  7, 
1906.  nom 

Stebbins  av.  No  1151,  on  map  No  1173|  w    s,    54    s    Home    st,    runs 

Home  st  |     n    w    45    x    n    8.11    to    s    s 

Home  st,  x  w  31.9  x  s  3.9  x  e  73.8  to  av.  x  n  18.5  to  beginning, 
2-sty  frame  dwelling.  Anton  Pieper  to  Louis  M  Ebling.  Mort 
$2,250.     Nov  5,  1906.     10:2693.  other  consid  and  100 
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is  made  in  Germany.  The 
superior  quality  amply  compensates 
the  consumer  for  its  higher  price. 
It  is  perfect. 

E.  THIELE,  Sole  Agent, 
99  John  St.,  New  York. 


Southern  Boulevard,  s  w  cor  Tiffany  st,  370.3x2^1.7x259.10x210. 
vacant.  Herman  Markowitz  to  Central  Building  Impt  and  Invest 
Co.     Mort  $90,000.     Nov  1.     Nov  2,  1906.     10:2722. 

other   consid   and   100 

Southern  Boulevard,  w  s,  48.1  n  St  Josephs  st,  50x101.8x50x101.5, 
vacant.  Agnes  Shott  to  Wm  H  Behler.  Mort  $1,000.  Nov  1. 
Nov  2,   190(!.     11:2-570.  nom 

Trinity  av.  No  GSG,  e  s,  500  s  15Cth  st.  25x73.5x25x74.5,  4-sly 
brk  tenement.  Wm  F  Fetzer  to  Caroline  A  Weber  widow.  Mt 
I13..50O.     Nov  1.     Nov  2,  1900.     10:2035. 

other  consid  and  100 

Trinity  av.  No  521,  w  s.  188  s  149th  st,  runs  w  40  x  s  OS  x  n 
along  av,  57  to  beginning,  gore,  2-sty  frame  dwelling.  Her- 
mine  Berg  to  John  Lenzinger.     Nov  2,  1900.     10:2557.  7,000 

Tremont  av,  s  s  I   being   lots   81,    83,   97   to    101   map   24    lots      of 

17eth  st,  n  s         I     Fairmount.    Upper    Morrisania    in      said      block. 

Crotona  av,  w  sj     .\nson   A   Drew  et   al   to   Max  Borck.      All   title. 

Arthur  av,  e  s   |     Q  C.   Oct  20.     Nov  5,   1900.     11:2940  and  2947. 

nom 

Trinity  av.  No  7(il,  w  s,  248.10  n  ISGth  st,  runs  n  39.10  x  w  100 
X  s  2.3  X  w  1  X  s  37.5  X  e  101  to  beginning,  5-sty  brk  tenement 
and  store.  Hattie  Kallman  to  Arthur  H  Sanders.  Mort  $30,500. 
Nov  1.     Nov  3.  1906.     10:2020.  100 

Union  av,  No  915,  w  s,  181.4  s  lG3d  st,  2G.7xl31,  2-sty  frame 
dwelling.  Julius  Hoffmann  to  August  Stoffels.  Mort  $6,000.  Nov 
1.      Nov  2,   190G.     10:2GGS.  other  consid  and  100 

Union  av,  Nos  832  and  834  |  s  e  cor  IGOth  st,  39.2x172.8,  5-sty 

IGOth  st.  No  900  I     brk  tenement   and   store.     William 

Pacher  to  Monika  Geiger.     Morts  $18,000.     Nov  8,  1906.   10:2GG6. 

nom 

Villa  av,  Nos  214  to  218,  e  s,  375  n  Potter  pi  and  115  n  205th  st, 
50x1(10.  3-sty  frame  tenement  and  store  and  two  2-sty  frame 
dwellings.  George  Thorn  et  al  HEIRS,  &c,  George  Thorn  Sr  to 
Jessie  F  wife  Frank  Thorn.  All  liens.  Oct  19.  Nov  2,  1906. 
12:3311.  other  consid  and   100 

Vyse  av,  e  s,  200  s  172d  st.  25x100,  vacant.  Henry  E  Blankmeyer 
to   Joseph   J   Quintan.      Mort  $2,300.      Aug   14.      Nov   5,    1900. 
11:2995.  nom 

Worth  av,  w  s,  bet  173d  st  and  174th  st,  and  being  that  portion  of 
av  bounded  on  n  by  174th  st,  late  Spring  st,  e  by  lots  130  to  142 
on  map  Mt  Hope,  s  by  173d  st,  late  Warren  st,  and  w  by  lots 
121  to  124.  Release  easements.  Kate  Barnecott  to  Constance 
M  Andrews  and  Lizzie  L  Eastman.  Q  C.  Mar  25,  1905.  Nov  3, 
lOOG.     11:2889.  nom 

Same  property.     Release  easements.     Catherine  Callahan  to  same. 
1905.     Nov  3,  1906.     11:2889.  nom 

Release  easements.     John  O'Connell  to  same.  Q  C. 
Nov  3,  190G.     11:2889.  nom 

Release  easements.     Henry  Allen  to  same.     Q  C. 
Nov  3,  190G.     11:2889.  nom 

Release   easements.      Henrietta  Walter  to   same. 


Q  C.  Mar  22, 
Same  property. 

May  18,  1905. 
Same  property. 

Mar  22,  1905. 
Same    property. 

Q  C.  Feb  23, 
Westchester  av. 


1905.     Nov  3,  1900.     11:2889.  nom 

Nos  924  and  926,  s  s,  190.2  w  Wales  av,  runs  s 
124.11  X  s  w  ,30.2  X  n  w  22.3  x  n  131.11  to  av  x  e  45  l^o  beginning, 
5-sty  brk  tenement  and  store.  Herman  Hirsch  to  Max  Men- 
fried.  1/.  part.  All  title.  B  &  S.  All  liens.  Nov  1.  Nov  3. 
1906.     10:2044.  other  consid  and  100 

*Wickham  av,  e  s,  250  s  Nereid  av,  100x97.6,  vacant.  Whitehall 
Realty  Co  to  Edw  J  Cahill.     Nov  1.     Nov  8,  1906. 

other  consid  and  100 

♦Wickham  av,  w  s,  225  s  Nereid  av,  100.x97.6,  vacant.  Whitehall 
Realty  Co   to  Edw  J  Cahill.     Nov  1.     Nov  8,   1906. 

other  consid  and   100 

*Wickham  av,  e  s,  575  s  Nereid  av,  200.x98.2x210.6x97.6,  vacant. 
Whitehall  Realty  Co  to  Edward  Brady.     Nov  1.     Nov  8,  lOOG. 

other  consid  and  100 

•White  Plains  road,  e  s,  50.5  n  Kossuth  av,  28.3x103.1x2.5x107, 
except  part  for  road.  South  Mt  Vernon.  Wm  H  Field  to  Minnie 
Penfleld.     Oct  31.     Nov  8,   190G.  100 

*Wickham  av.  w  s,  100  s  Nereid  av,  50x97.6,  vacant.  White- 
hall   Realty   Co    to   Patrick   H   McCabe.      Nov   1.      Nov   8,   1906. 

other   consid   and   100 

Washington  av.  No  1728,  e  s,  25  s  174th  st,  25x89.8,  3-sty  frame 
tenement.  Dora  wife  John  C  Fayen  to  Joseph  C  Zauderer.  Mort 
$G,000.      Oct  31.      Nov  7,   1906.      11:2915.       other  consid  and  100 

*Westchester  av,  n  s,  50  e  Harrison  av,  39x — x50x — .  Florence 
J  Sheehan  to  Elizabeth  T  Devine  and  Edith  Hahn.  Nov  1.  Nov 
2,   190G.  other  consid  and  100 

*Wickham  av,  e  s,  1.50  s  Nereid  av,  25x97.6.  Whitehall  Realty 
Co  to  Fridolin  Weber.     Nov  1.     Nov  7.  1900.  other  consid  and  100 

Webster  av,  s  e  cor  Woodlawn  road.  50xl00x80.9x  w  104.8,  va- 
cant. Martin  J  O'Melia  to  Annie  0  Melia.  Mort  $4,000.  Oct 
31.      Nov   2,   1906.      12:33.57.  other  consid   and   100 

Westchester  av.  No  815,  n  s,  51  w  Eagle  av,  runs  n  82.10  x  w  36 
x  s  21.11  X  again  s  —  to  av,  x  e  27.7  to  beginning,  4-sty  brk 
tenement  and  store..  Release  all  claims  as  to  easements  for 
R  R.  &c.    J  Ard  Houghwout  to  The  City  of  N  Y.     June  11.    Nov 

nom 


2,    lOtiG.      10:2617. 
Same  property.     Release  as  above.     Annie  Hauck  to  same. 


12.      Nov  2,   1900.     10:2617. 
Same   property.      Release    as    above.      Sarah   Hart   et   al    to 

July   17.    1905.      Nov   2.   1906.      10:2617. 
Same   property.      Consent   of   mortgagee   to   release   of   claims.   &c. 

Annie  Hauck  to  City  of  New  York.     July  27,  1906.     Nov  2,  1906. 


Sept 
nom 
same. 
275,20 


10:2G17. 

Same  property.       Similar  Release. 
~     loot).   10:2617. 


Same  to  same.     Oct  22. 


nom 
Nov 
nom 


Washington   av.   No   1018,   e   s,  275  n  lG4th  st,  25x105,  5-sty  brk 


Margaretha    Schwenk.       Mort 
other  consid  and  100 


tenement.       Thomas    Graham    to 
$28,000.     Oct  :!1.     Nov  2.  1906. 

Washington  av.  w  s.  125  n  lS2d  st  late  Fletcher  st.  50x1.50.  except 
part  or  strip  50x5  for  av.  vacant.  Becker  Realty  Co  to  Saml  Des- 
owitz.     V4  part.     Mort  $8,000.     Oct  31.     Nov  2,  1006.     11:3037. 

nom 

3d  av.  No  3061,  n  w  s,  abt  75  s  157th  st,  2.5x100,  except  part  for 
av,  3-sty  frame  tenement  and  store.  August  Kuhn  to  Angelo 
Boggiano.     Mort  $10,000.     Nov  5.     Nov  7,  1906.     9:2378.      nom 


3d  av.  No  3.J0I,  w  s,  282  n  IGSth  st,  20x100,  5-sty  brk  tenement 
and  store.  Jirene  G  wife  Elwood  Banfield  to  Henry  and  Caro- 
line Mauss.     Q  C.     Oct  31.     Nov  3,  1906.     9:2373.  nom 

9th  av,  w  s,  112.1  n  172d  st,  runs  w  80  x  n  25  x  e  —  x  n  25  x  e  70 
to  av  X  s  50  to  beginning,  vacant.  Ferdinand  M  Jeffries  to 
Annie  J  Rossell.     Mort  $1,000.     Nov  7.     Nov  8.  1906.     11:2859. 

nom 

Interior  lot,  300  s  Fletcher  st,  and  91  e  Park  av,  runs  s  50  x  e  9  x 
n  50  X  w  9  to  beeinning.  Release  mort.  George  Hewlett  to  John 
L  Mead.     Oct  317    Nov  7,   1906.     11:3037.  omitted 

'Lots  5  and  0  map  (No  109.5)  103  lots  Estate  Mary  J  Radway. 
Matthew  Logan  to  Ina  E  Wilzin.  Mort  $2,240.  Oct  24.  Nov 
3.  1906.  other  consid  and  100 

*Lot  44  map  1G3  lots  Estate  Mary  J  Radway.  Bronx.  Release 
mort.  Adele  R  Gardiner  and  ano  to  Matthew  Logan.  Nov  1. 
Nov  3,  1906.  859.25 

Lot  553  map  Geo  F  &  Hy  B  Opdyke  adj  N  Y  City  Private  Park, 
except  part  for  20Gth  st.  Release  mort.  Christopher  Weight 
to  Maria  G  Del  Gaizo.     Oct   18.     Nov  3,   1906.     12:3312.         1,000 

*Lot  99  map  426  near  Williamsbridge  Station,  25x12.5.  Bernhard 
Lipset  to  John  J  Boomkamp.     Mort  .$040.     Oct  29.     Nov  7,  1906. 

other   consid   and   100 

*Lots  2.  3,  4,  41,  42,  all  in  bik  29  map  Pelham  Bay  Park,  Bay- 
chester.  Nathan  Kaufman  to  The  New  York  Central  Realty  Co. 
Mort  $1.2.50.     Oct   18.     Nov  7,   1906.  nom 

Lots  05,  06  and  97,  101,  102,  103.  136  to  1.39,  141  and  gores 
B  and  C  map  South  Washingtonville.  CONTRACT.  Fredk  E  and 
Geo  H  Herrmann  with  Wm  W  Penfleld.  All  title.  All  liens. 
Oct  19.     Nov  2,   1900.  2,666 

*Lots  142a  and  142b.  map  sub  division  part  Penfleld  property 
lying  east  of  White  Plains  av  at  Wakefleld.  Wm  W  Penfleld  to 
Julius  Wolf.     Aug  31.     Nov  2,   190G.  100 

*Part  lot  233  partition  map  Lott  G  Hunt  estate,  near  Van  Nest 
Station,  begins  at  n  s  lot  232,  95  e  Unionport  road,  runs  n  e  50 
X  s  25.9  X  w  42.9  to  beginning,  gore.  Philip  E  Habenicht  to 
N  Y,  Westchester  &  Boston  Rwy  Co.     Nov  5.     Nov  7.  1906.      nom 

*Part  lot  238  partition  map  Lott  G  Hunt,  near  Van  Nest  Station, 
begins  at  w  s  lot  230  at  point  68  s  Birchall  st,  runs  s  26  x  s  w 
54.11  X  n  w  27  X  n  e  27  X  n  e  .56  to  beginning,  contains  2.150  sq 
ft.  Philipp  E  Habenicht  to  N  Y,  Westchester  &  Boston  Rwy  Co. 
Nov  5.     Nov  7,   1900.  nom 

LEASES. 

Under  this  head  all  Leases  recorded.  Assignment  of  Leases  and 
Leasehold  Conveyances  will  be  found.  The  expressed  consideration 
following  the  terms  of  years  for  which  a  lease  is  given  means  so 
much  per  year.) 

Nov.   2,   .3,   .5,   7   and  8. 
BOROUGH    OF   MAIiHATTAIT. 

Bank   st.    Nos   73   and   75.      Surrender   lease.      Abraham   Storch   to 

David    Davidovitz.      Oct   31.      Nov   7,    1906.      2:024 1,336.30 

Same    property.      Leasehold.      Cancellation    of    agreement.      Myer 

J  Franklin   with  same.     Oct  20.      Nov  7,   1006.     2:024 nom 

Broome    st.    No    103.      Cancellation   of    lease.      Salamau   Fuchs   to 

Harris  Feiner.     June  6.     Nov  8,   1006.     2:336   550 

Cannon  st.   No  71.  all.     Jonas  Weishaus  to  Boruch  Bloom;   3  yrs. 

from  Oct  1.  1906.     Nov  5,   1900.     2:333 5,708 

Cannon   st.    No   133,   all.     Marcus   Rbsenthal   to   Louis   Shulsky;   3 

years,   from   Nov  1,   1906.     Nov  5,   1006.     2:335 2,425 

Chrystie   st,   Nos   IGS   and   170,   all.      Isaac   Kleinfeld   and   ano   to 

Rosario  Cuccia  et  al;   3  years,  from  Dec  1,  1000.     Nov  2,  1906. 

2:420 6,200 

Division  st,   No  72,   all.     Samuel   Katz   and  ano   to  Gustav  Becker 

and  ano;   3^^  years,  from  Nov  1,  1006.     Nov  7,  1006.     1:292.. 

1.814 

Fulton   st,   No   144,   all     John   A  Wrede   as   recvr,   &c.   to   Robt   B 

Sherwood,   of  Brooklyn;   11  months,   from  Nov  1,   1906.     Nov  5, 

1906.     1:79 per  month  300 

Hester  st,   Nos  127  to  131,  basement  bakery  and  small  basement 

adj.      Louis  Crieger  and  ano   to  Jacob   Benjamin;   3  years,   from 

Nov  15,   10O6.     Nov  3,  1906.     1:305 660 

Hester  st.  No  ISO,  s  e  cor  Mulberry  st,  all.     Margaret  L  King  to 

Francesco   Pittelli;    5   years,   from   May   1,   1907.      Nov   7,    1906. 

1:205 2,880 

Houston  st,  Nos  170  and  172  West,  all.  Samuel  Barnett  to  An- 
tonio Appolito;  5  years,  from  June  1,  190G.     Nov  2,  1900.     2:526 

8.658 

Lewis   St.   No   104.      Surrender  lease.     Jacob   Newman   and  ano   to 

Yetta  Kraner.     Nov  1.     Nov  2,   1906.     2:330 100 

Ludlow   St.   Nos   141   and   14.3.      Assign   lease.      Mary   Greenfeld  to 

Daniel  Zuckerman.     Nov  1.     Nov  5,   1900.     2:411 

other  consid  and  100 

Ludlow  st,  Nos  141  and  143,  all.  Isaac  Berkowitz  and  ano  to  Mor- 
ris Alterowitz  and  ano;  3  years,  from  June  1,  1906.  Nov  5,  1906. 

2:411 6,750 

Madison  st.   No  347,  east  store.     Victor  Rosenzweig  to  Jacob  Ru- 

binsky;  3  years,  from  May  1.  1906.     Nov  2.  1!X)6.     1:267 660 

Madison   st.    No  317.      Certificate   as   to   surrender  of  lease.      Kal- 

man  Shapiro  to  Samuel  Kleban.     All  title.     Nov  5.     Nov  7,  1906. 

1:208 

Monroe  st,   No  142.     Assign   lease.     Wolf  Baratz  to  Isaac  Levin. 

Nov  2.     Nov  7,   lOOG.     1:2.50 nom 

Same   property.      Assign  lease.     Elias   Soskin  or  Elias  Suskind  to 

same.     Aug  10.     Nov  7,  1906.     1:2.56  nom 

Mulberry    st.    No    112,    store,    &c.      Giovanni    Tommaselli    to    Elia 

Napolitano;   5  years,   from   May  1,   1000.      Nov   7,   1906.     1:205. 

1,680 

Norfolk   st,    No   22.      Assign   lease.      Benjamin   Margulis   to   Sarah 

Margulis.      Oct   24.     Nov  3,   1906.     1:312 nom 

Pearl   st.   No  .508.   store  and   basement.      Bernard  Golden  and   ano 

to  Andrew   Posasco  and  ano;   5  1-12  years,   from  April   1,   1006. 

Nov    2,    190G.      1:1GG 1.500 


The  text  ot  these  pages  Is  copyrighted.     All  rights  are  reserved.    Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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Adaptable  for 

Offices  and  Residences 

Systems  of  Less  Than  Five  Stations 


No  Installation  Charge 
No  Maintenance  Charge 


Fifty  Cents  a  Month 


THE  AHENTION  OF  ARCHITECTS  AND  BUILDERS  IS  PARTICULARLY  CALlED  TO  THE  ADVANTAGES  (if  OUR  SYSTEMS. 
RATES  FOR  SYSTEMS  OF  OVER  FIVE  STATIONS  AND  ALL  OTHER  INFORMATION  MAY  BE  OBTAINED  UPON  APPLICATION 

NEW     YORK     TELEPHONE     COMPANY 


I  15  WEST  38th  STREET 


15  DEY  STREET 


220  WEST  124th  STREET 


Pearl  st,  No  508.  Assign  lease.  Andrew  Rosasco  and  ano  to  P 
Ballantine   &   Sons.     Oct  31.     Nov  2,   1900.      1:100 nom 

Pitt  St.  No  9,  all.  Nathan  Goldstein  to  Moses  S  Lipshitz;  .'{  years, 
from  Oct  1,   1900.     Nov  S,  1900.     2;341   4.600 

Rivington  st,  No  252        |  n  e  cor  Sheriff  st,  6-sty  building.     Isaac 

Sheriff   st,  Nos  74  and  70|     Bokschizky   and   ano   to   Baruch   Bloom: 

2  7-12  years,  from  Oct  1,   19O0.     Nov  5,  1900.     2:334 COCO 

Thompson    st.    No    00,    all.      Ike    Brook    to    Giuseppe    Sabbatino; 

3  years,  from  Nov  1,  1900.     Nov  8,  1900.     2;4SS  3.4lt0 

2d  st,  Nos  159  and  101.  Consent  to  assign  lease.  Winthrop  Ruth- 
erford INDIVID  and  EXR  Lewis  Rutherford  to  Gottfried 
Furck  and  Meyer  Rappaport.  Aug  31.  Nov  7,  1900.  2:397. 
nom 

3d  St.  No  197  East,  upper  part.  Isaac  Zarch  to  Sigmtmd  Rabin- 
owitz;    3   years,    from   Nov   1,    1900.      Nov   7,    1900.      2:.399.  .2..3O0 

3d  st.  No  KX>,  s  s,  90.11  e  1st  av,  22x90.  Assign  lease.  Also  all 
title  to  building  No  100  .3d  st.  Oscar  Eistrup  to  John  Bodnar. 
Oct  31.     Nov  S.  190G.     2:4.30  6,000 

4th  st.  No  2.56  East,  all.  Louis  Bender  TRUSTEE  Fredericka  Ben- 
der to  Moses  J  Weber;  4  years,  from  May  1,  1904.  Nov  7.  1906. 
2:386 per  month  $125  or  for  terln  6,000 

Same  property.  Surrender  lease.  Moses  J  Weber  to  Louis  Ben- 
der  as    agent.      Sept   29.      Nov   7,    1906.      2:386 nom 

5th  st,  Nos  629  and  631,  all.  Louis  Bender  TRUSTEE  Fredericka 
Bender  to  Phil  J  Kuntz;  4  years,  from  May  1,  1904.  Nov  7, 
1900 per  month  $165   or   tor   term   7,920 

Same  property.  Surrender  lease.  V  Loewers  Gambrinus  Brewing 
Co  to  Louis  Bender  as  agent  of  the  DEVISEES  Fredericka  Ben- 
der.    Sept  27,   1900.      Nov  7,   1900.     2:388 nom 

0th  st,  No  518  East.  Assign  lease.  Susanna  Hoeckele  to  Fred- 
erick Wagner.     Nov  1.     Nov  7,  1906.     2:401   

other  consid  and  100 

10th  st.  No  79  East,  all.  Margaret  Jaeger  to  Minnie  Lohrey;  3 
years,   from  Feb   1,   1905.     Nov  3,  1900.     2:5.56 1,500 

10th  st,  s  w  s.  120  n  w  3d  av,  20x92.6.  Hamilton  Fish  Corpora- 
tion to  Isidor  Freid;  21  years,  from  Nov  1,  1906.  Nov  8. 
1906.     2:555  taxes,  &c,  and  1,000 

10th  st,  s  w  s,  140  n  w  3d  av,  20x92.6.  Same  to  same;  21  years, 
from  Nov  1,  1906.     Nov  8,  1906.     2:555  ....  taxes,  &c,  and  1,000 

10th  st,  s  w  s,  100  n  w  3d  av,  20x92.6.  Same  to  same;  21  years, 
from  Nov  1,  1906.     Nov  8,  1906.     2:555  ....  taxes,  &c,  and  1,000 

11th  st.  No  422  East.  Surrender  lease.  Carmelo  Albanese  and 
ano  to  Isaac  Kleinfeld  and  ano.  Oct  30.  Nov  5,  1906.  2:438 
866.66 

12th  st.  No  508  East,  all.  Beni  Faden  to  Peretz  and  Hyman  Nad- 
ler;    3   years,   from   June   1,    1906.      Nov   5,    1906.      2:405. ..  .6,250 

12th  st,  Nos  ,504  and  506  East,  all.  Hyman  Katz  and  ano  to 
Peretz  and  Hyman  Nadlcr;  3  years,  from  June  1,  1906.  Nov  8, 
1906.       2:405     6,250 

14th  st.  No  18  West  |  all.     Timothy  J  Kieley  to  Geo  A  Hearn; 

13th  st,  Nos  13  to  17  West!  9  3-12  years,  from  Sept  1,  1904.  Nov 
7,   1906.     2:577 25,000 

14th  st.  No  526  East,  west  store.  Jacob  Hamburger  to  Vito 
Salvo;  2  years,  from  May  1,  1907.     Nov  2,  1906.     2:407 480 

Same  property.  Assign  lease.  Vito  Salvo  to  Consumers  Brewing 
Co.     Oct  25.     Nov  2,  1906.     2:407 nom 

21st  st,  No  335  East,  store,  basement  and  2-sty  rear  bldg.  Emil 
Steffens  to  John  Behrmann;  3  years,  from  Sept  1,  1906.  Nov 
2,  190t;.     3:927 720 

22d  st.  No  2.35  East,  all.  Isaac  Schwasdron  and  ano  to  Mendel 
Silver;   3  years,   from  Nov  1,   1906.     Nov  2   1906.     3:903.. 3.200 

24th  st,  s  s,  100  e  9th  av,  21x55.  Assign  lease.  Mayme  Katz  to 
Annie  D  Maddox.     Feb  17,  1905.     Nov  5,  1906.     3:747  nom 

24th  st,  s  s,  125  e  9th  av,  21x.55.  Assign  lease.  Mayme  Katz 
to  Annie  D  Maddox.     Feb  17,  1905.     Nov  5,  1906.     3:747 nom 

30th  st,  Nos  630  and  632  West,  shop  in  rear,  .3.3x45.  John  Vogel  to 
William  Arkin;  2  5-12  years,  from  Dec  1,  1906.  Nov  8,  1906. 
3:675   2,200 

34th  st,  Nos  43  and  45.  n  s,  150  e  6th  av,  50x98.9 1 

35th  st.  No  62,  s  s,  153  e  6th  av,  30x98.9,  all I 

Robert  S  Minturn  to  Saml  Green;  42  years,  from  May  17,  1905. 
with    option    to    purchase    within   one   year   from   completion   of 

building  for  $450,000.     3:836 taxes,   &c,   and  $31,000  for 

1st  21  years,  and  thereafter  $31,000  and  an  additional  sum  per 
annum   of    11,750 

63d  st,  Nos  203  and  205  West,  all.  Moss  Realty  Co  to  Israel 
Friedman  and  ano;  3  years,  from  Nov  1,  1906.  Nov  3,  1906. 
4:1155 5,200 

63d   St.   No  207  West.   all.     Moss  Realty  Co   to  Simon  Freedman; 

3  years,  from  Nov  1.  1906.     Nov  3.  1906.     4:11.55 2,600 

63d  st.  No  215  West,  all.     Moss  Realty  Co  to  Jacob  Kopcukar;  3 

years,  from  Nov  1,  1906.     Nov  3,  1906.     4:1155 2,600 

70th   st,   Nos  220  to  234  East.     Assigns  lease.      Lena   Kalman   to 

Harris  Mandelbaum  and  Fisher  Lewine.     All  title.     Nov  2,  1906. 

5:1424 other   consid   and   100 

102d    st.    No    216    East.      Surrender    lease.      Ike    Beroth    to    Emil 

and   Dora   Seldis.      Sept   6.     Nov  5.   1906.     6:1051 nom 

107th  St.   No  323  East,  all.     Vigdor   Bogolowitz   to   Gaetano   Zin- 

|ales;  3  years,  from  Nov  1,  1906.  Nov  5,  1906.  0:1679. .  .2,500 
115th    St.    No    415    East.      Assign    lease.      Vincenzo    Manzelba    to 

John  D  Haase.     Nov  3.     Nov  5,  1906.     6:1709 nom 

Same  property.  Re-assign  lease.  John  D  Haase  to  Vincenzo  Man- 
zelba.    Nov  3.     Nov  5,  1906.     6:1709 nom 


125th  St.  Nos  I  I  to  .Si       I   n   e   cor   Lenox   av,   runs   e  S5  x  n  99.11 

Lenox  av.  Nos  3(-0  to  306|  x  w  25  x  s  25.1  x  w  60  to  Lenox  av, 
X  s  74.10  to  beginning.  Harry  Levey  to  John  J  Mooney  and  ano; 
20  10-12  years,  from  July  1,  1906.  Nov  7.  1906.  6:1723.... 
taxes,  &c,  and  $20,000  and  24,000 

1.33d  st.  No  161  West,  all.  Isaac  Mannheimer  to  Elias  W  Log- 
v.ood  and  ano;  3  years,  from  Dec  1,  1906.  Nov  8,  1900.  7:1918. 
2,200 

15i;tli  St.  Nos  506  to  510  West,  all.  Joseph  L  Weil  to  Emil  Fraad; 
10  years,   from  Nov  1,  1900.     Nov  2,  1906.     8:2114 900 

\v  A,  No  14S5.  Assign  lease.  Wm  Reider  to  Davies  J  Marshall. 
Nov  2.     Is'ov  5,  19<I6.     5:1473.  nom 

Same  property.  Re-assign  lease.  Davies  J  Marshall  to  William 
Reider.    Nov   2.      Nov   5,   1906.      5:1473 nom 

Av  .•\,  No  1361.  Assign  lease.  Josef  Retus  to  Hugon  F  Klauber. 
Nov  2.     Nov  8,  1906.     5:1407  nom 

Same  property.  Assign  lease.  Hugon  F  Klauber  to  James  Ever- 
ard's  Breweries.     Nov  2.     Nov  8,  1900.     5:1467   nom 

Av  C,  No  212.  Assign  lease.  Harry  Cytryn  to  V  Loewers  Gam- 
brinus  Brewery   Co.     Nov   1.      Nov  2,   1906.     2:382 2,000 

Amsterdam  av,  No  487,  store,  bakery,  &c.  Ehler  Osterholt  to 
George  Wilhelm;  3  years,  from  May  1,  1907.  Nov  8,  1906. 
4:1214  1,.500  and  1,600 

Amsterdam  av.  No  1.''00,  n  w  cor  124th  st,.  No  501,  5th  store  n  of 
the  corner.  Herman  Pekelner  and  ano  to  Henry  Kuver;  5  years, 
from  Jan  1,  1907.     Nov  5,  1906.     7:1979 1,900 

Broadway,  Nos  1431  and  1433,  store  and  basement..  Broadway 
Renting  Co  to  Charles  Josephson  et  al  from  Nov  1,  1906.  to 
June    1,    1921.      Nov   2,    1906.      4:993    12,000 

Broadway.  No  040,  s  e  cor  Bleecker  St.  Assign  lease.  Ashton 
M  Boney  to  Hegeman  &  Co.     Nov  5.     Nov  7,  1906.     2:.522 nom 

Broadway  |  begins  45th  st,  n  s,  43.8  w  Broadway, 

45th  st,  Nos  203  to  207  II  runs  w  105.3  x  n  100.5  x  e  32.6  x  s  7.9 
-x  e  —  x  s  21.3  X  e  0.5.3  x  s  76.10  to  beginning,  also  entrance  to 
the  theatre  building  on  w  s  of  Broadway  adj  above,  29  ft  front 
x23x34x31.  Leasehold.  Agreement  to  sell  1-3  interest  in 
agreement  and  lease  executed  Sept  .5.  190.5.  Lincoln  A  Wagenhals 
and  Collin  Kemper  with  Meyer  R  Bimberg.  Sept  8,  1905.  Nov  8, 
1906.     4:1017    

Broadway,  Nos  2674  to  2078,  s  e  cor  102d  st.  No  210.  store  and 
part   basement.      John   L   Murray   to   Frank   A   Archambault;    18 

5-12  years,,  from  Nov  1,  1906.     Nov  5,  1906.     7:1873 

4,300  to  7,000 

Broadway,  No  3.54,  e  s.  60.11  n  Leonard  st,  26x175  to  Benson  al- 
ley. Leonard  Jacob  et  al  TRUSTEES,  &c,  John  R  Lawrence  et 
al  to  A  A  Weeks  Mfg  Co;  21  years,  from  Jan  1,  1907.  Nov  5, 
1906.     1:171 taxes,  &c,  and  $11,000  and  11,500 

Columbus  av,  No  7l><l.  Assign  lease.  Bryan  Nevins  to  Matthew 
Winkle.      Sept  6.     Nov  3,   1906.     7:18.52 nom 

Lexington    av.    No    1518  |  s    w    cor,    store,    &c.      Frieda    Hart    to 

9Sth  St.  No  128  East  II  Dennis  P  Cahill;  10  years,  from  May 
1,1907.     Nov  8.  1906.     6:1625  2,000  and  2,150 

Lexington  av,  No  1932'  n  w  cor  119th  st,  all,  except  yard  in  rear. 

119th  St.  No  141  i  Annie  L  Phelan  to  Geo  W  Randel;  5  yrs. 
from  Nov  1.  1906.     Nov  5,  1906.     6:1768 1,500 

Madison  av.  No  1456.  s  w  cor  100th  st,  store,  &c,  next  to  corner 
store.  Nathan  Gordon  et  al  to  Samuel  Bedman;  3  years,  from 
Oct  1,   1906.     Nov  .5,   1906.     6:1605 480  to  720 

Madison  av.  No  1563,  store.     John  H  Bredehoft  to  Henry  Schroe- 

der;   5  years,  from  Mar  10,  1904.     Nov  7,  1906.     6:1611 

900  and  900 

Madison  av,  No  1408.  Assign  lease.  Herman  Graf  to  J  C  Bogert 
&  Co.     Oct  27.     Nov  2,  1906.     6:1003 nom 

Park  row.  No  113 | 

New  Chambers  st.  No  .5.  assign  lease | 

Fredk  H   Renner  and  ano  to  Davies  J  Marshall.     Oct  29.     Nov 
5,   1906.      1:119 nom 

Same  Property.  Re-assign  lease.  Davies  J  Marshall  to  Fredk  H 
Renner  and  ano.     Oct  31.     Nov  5,  1906.     1:119 noin 

1st  av,  No  124.  Assign  lease.  Regina  Honig  to  John  D  Haase. 
Nov  3.     Nov  7,  1906.     2:435 nom 

Same  property.  Re-assign  lease.  John  D  Haase  to  Regina  Ho- 
nig.    Nov  3.     Nov  7,  1906.     2:435 nom 

1st  av.  No  404.  store.  Micheal  Maier  and  ano  EXRS  Louis  Maier 
dec'd  to  Rudolph  Newman;  5  years,  from  Nov  1,  1906.  Nov  3, 
1906.     3:9.55 1,000 

1st  av.  No  124,  south  store.  Adolph  Finkelstein  to  Rfgina  Honig: 
•3  8-12  years,  from  Sept  15,   1906.     Nov  5.   1906.     2:435.. 7.S0,  840 

2d  av.  No  1486.  Assign  lease.  Rudolf  C  Meyer  to  Rosa  Meyer. 
Oct  19.     Nov  5,   1906.     5:1452 nom 

Same  property.  Re-assign  lease.  Rosa  Meyer  to  Rudolf  C 
Meyer.     Oct  25.      Nov  5,  1906.     5:1452 nom 

2d  av.  No  434,  south  store.  Harris  Sokolski  to  Max  Strauss:  3 
years,  from  May  1,  1906.     Nov  8,  1906.     3:930  780 

3d  av.  No  1866.  s  w  cor  103d  st.  Assign  lease.  Thos  P  Comer- 
ford  to  Wm  King  and  ano.     Nov  3.     Nov  5.  1906.     6:16.30  ....  nom 

3d  av.  No  535,  north  store.  Samuel  Rosenberg  AGENT  for 
Emanuel  A  Gardner  to  Antonio  Ferme;  2%  years,  from  Nov  1, 
1906.     Nov  8,  1906.     3:986   540 

3d  av.  No  493,  3  upper  floors.  Thomas  Haekett  to  Charles  Kall- 
meyer;  3  9-12  years,  from  Aug  1,  1906.  (Re-recorded  from 
Aug  4,  1906.     Nov  5,  1906.     3:914 1,080 

Same  property.  Assign  lease.  Chas  Kallmeyer  to  Wilhelm  Wil- 
helm.     All    title.      Nov    1.      Nov   5,    1906.      3:914 nom 
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GAS  COOKERS    ^ " GAS  HEATERS 


We   Rent  n 
Qa>    Range 

$3 

Per    Year! 


A  handsome  up°to=(late  line  ot 
jippljances  may  be  seen  at  our  offices 


SOLVE  THE  FUEL  PROBLEM 


We  Rent  a 
Oas     Range 

$3 

Per    Year 

CONSOLIDATE,D  GAS  COMPANY  OF  NEW  YORK 


CLEANLY,  EFFICIENT,  ECONOMICAL 


Sd  av.  Nos  ITllo  aud  17G5,  all.  Jacob  Paletz  to  Louis  Freohoff;  3 
8-12  years,   from   Sept  1,   1005.      Nov  5,   190G.     0:1047 5,150 

3d  av.  No  21S9,  all.  Wm  T  Purdy  and  ano  to  Herman  Gordon; 
2Vi   years,   from   Nov   1,    I'JOO.      Nov   7,   1906.      6:178-1 2,500 

5th  av.  No  92.  w  s,  77.5  s  15th  st,  25.9x100.  Assign  lease. 
Pleischmann  Realty  &  Construction  Co  to  Gustav  J  and  Leon  J 
Fleischmann.      Nov   7.      Nov   8,    1906.     3:810    nom 

6th  av,  No.  612.  Assign  lease.  Michael  Hotz  to  Michael  J.  Kenny. 
Nov  1.      Nov  5,   l',)00.     3:837 nom 

Same  property,  Consent  to  assign  lease.  Frederica  Wieners  IN- 
DIVID and  EXTRX  to  Michael  Hotz.  Oct  3.  Nov  5,  1900. 
3:837 nom 

Cth  av,  No  612  I  s  e  cor  36th  st,  24.7x62.6.     Frederica  Wie- 

36th  St.  Nos  78  and  80|  ners  INDIVID  and  EXTRX  Jacob  F  Wie- 
ners to  Michael  Hotz;  5  years,  from  May  1,  1905.  Nov  5,  1900. 
3:837 8,000  to  10,000 

Gth  av.  No  436,  all.  Eliz  W  Chapman  to  James  M  Power;  314  yrs, 
from  Nov  1.  1906.     Nov  5,  190G.     3:828 3,600  and  4,500 

Gth  av,  Nos  736  to  744,  north  store.  Improved  Property  Holding 
Co  to  Benjamin  and  Esther  Doktor;  10  years,  from  May  1,  1907; 
5  years'  renewal  at  ?5,000.     Nov  8,  1906.     5:1258  4,000 

6th  av,  No  612.  Assign  lease.  Michael  J  Kenny  to  George  Kienzle. 
Nov  1.     Nov  7,  190G.     3:837 nom 

Same  property.  Re-assign  lease.  George  Kienzle  to  Michael  J 
Kenny.      Nov   — ,   1906.      Nov  7,   1906.     3:837 nom 

7th  av.  No  76,  store.  Herman  Ruschmeyer  to  John  Maguire;  5 
years,  from  Sept  1.  1906.     Nov  3,  1906.     3:764..  ..1,350  and  1,500 

Sth  av.  No  2684,  store,  &c.  Anna  Hinck  and  ano  exrs  Henry 
Hinck  to  Herrman  W  Oeter;  3  years,  from  May  1,  1907.  Nov  8, 
1900.     7:2028   1,200 

9th  av.  No  238,  north  store.  Vincent  Koppel  to  Benjamin 
Schupak;  3  years,  from  May  1,  1906.     Nov  2.  1906.     3:748. ...720 

Ferry  from  foot  10th  st  East  River  to  foot  Greenpoint  av,  Brook- 
lyn. The  City  ot  N  Y  to  The  Tenth  and  Twenty- third  Street 
Ferry  Co;  9  9-12  years  from  Aug  1,  1898.  Nov  5,  1906.  2:336 
and  367 5,500 

Ferry  from  foot  Grand  st.  East  River,  to  foot  Grand  st.  Brook- 
lyn. The  City  of  N  Y  to  the  Brooklyn  &  New  York  Ferry  Co; 
10  years,   from  May  1,   1898.      Nov  5.   1006.     2:317 5,000 

Ferry  from  foot  East  42d  st,  East  River,  to  foot  of  Broadway, 
Brooklyn,  bulkhead,  &c..  The  City  of  N  Y  to  Brooklyn  Ferry 
Co,  of  N  Y;  10  years,  from  Dec  1,  1901.  Nov  5,  1906.  5:1352, 
1353,   1354  and  1373 10.000 

Ferry  from  foot  Roosevelt  st,  East  River.  N  Y,  to  foot  South  Sth 
St.  Brooklyn,  bulkheads,  &c.  The  City  of  N  Y  to  Brooklyn  & 
New  York  Ferry  Co;  10  years,  from  May  1.  1898.  Nov  5,  1906. 
1:73,   108  and   110 20,000 

Ferry  from  foot  of  23d  st.  East  River,  to  Greenpoint  av,  Brooklyn. 
The  City  ot  N  Y  to  the  Tenth  and  Twenty-third  Street  Ferry  Co; 
10  years,  from  May  1,  1898.  Nov  5,  1906.  3:980  and  981.... 
., 21,000 

Ferry  from  foot  of  10th  st  and  23d  st,  N  Y,  East  River,  to  foot 
Greenpoint  av,  Brooklyn,  bulkheads,  franchises,  boats,  &c.  The 
Tenth  and  Twenty-third  Street  Ferry  Co  to  Brooklyn  Ferry  Co 
of  N  Y;  09  years,  from  Oct  1,  1898.  Nov  5,  1906.  2:366  and 
367  and  3:980  and  981   ..taxes,   int  on  $1,550,000,  &c,  and  nom 

BOROUGH    OF   THE   BRONX. 

149th  st.  No  515  East,  all.  Angelo  Mannello  to  Francesco  Gior- 
dano;  3  years,   from   May  1,   1904.     Nov  2,   1906.     9:2331 

1,080  and  1,200 

1.51st  st,  No  557  East,  2-sty  frame  dwelling.  Christina  Ludwig 
to  Geo  A  Seufert;  5  years,  from  Jan  1,  1907.  Nov  8,  1906. 
9:2411    GOO 

1.56th  st.  No  1039  East,  store,  fie,  and  4  rooms  1st  floor  above. 
Abraham  I  Tramor  and  ano  to  Jacob  Fey;  5  years,  from  Jan  1, 
1906.     Nov  3,  1906.     10:2695 1,140  and  1,200 

Same  property.  Assign  lease.  Jacob  Fey  to  Peter  Mergenthaler. 
Nov  2.     Nov  3.  1906.     10:2695 1,900 

164th  st,  n  s,  385.7  w  Washington  av,  old  line,  20x100.  Ratje 
Bunke  to  Max  Freeman;  9%  years,  from  Nov  1,  1906.  Nov  5, 
1906.     9:23S6 taxes,   &c,   and  360 

189th  st.  No  652  East,  store,  &c.  Helene  Mundt  to  Hermann 
Kramer;  5  years,  from  Nov  1,  1906.  Nov  5,  1906.  11:3165.. 
360  and  420 

Bassford  av,  s  w  cor  183d  st,  store.  John  Emberger  to  Wm  En- 
gelking;  5  3-12  years,  from  Feb  1,  1906.  Nov  7,  1906.  11:- 
3050 000  and  720 

.Morris  av,  Nos  857  and  859.  Assign  lease.  Luke  Smith  to  Davies 
J   Marshall.      Nov  3,   1906.      Nov  5,   1906.     9:2443 nom 

Same  property.  Re-assign  lease.  Davies  J  Marshall  to  Luke 
Smith.     Nov  3.     Nov  5,  1906.     9:2443 nom 

*Unionport  road,  n  e  cor  Van  Nest  av,  Assignment  ot  all  title 
to  $G90  being  money  that  will  become  payable  on  surrender 
of  lease.  John  English  to  Bernheimer  &  Schwartz.  Nov  5, 
1906 

*Unionport  road,  n  e  cor  Van  Nest  av.  Assign  lease.  John  En- 
glish  to   George   Kienzle.      Nov  5.      Nov  7,   1906 nom 

*Same  property.  Re-assign  lease.  George  Kienzle  to  John  En- 
glish.    Oct  31.     Nov  7,   1906 nom 

Wendover  av,  n  w  cor  Washington  av,  store,  &e.  Abraham  Siegel 
to  Carl  Hoffbauer.  Jan  — .  1900,  from  completion  of  premises 
to  April  31,  1909.     Nov  2,  1006.     11:2904 1.320  and  1,440 

*West  Farms  road]   the    hotel,    &c,     Westchester,    except    cottage. 

Green  av  .  Kath    G    Farrell    EXTRX    Hannah    McGown    to 

Lyvere  pi  |  Catherine  Cannon;  3  years,  from  Nov  1,  1906. 
Nov  5.   190G 900  and  1,100 

Willis  av.  No  228.  store  and  floor  above.  Christian  W  Weinbocher 
to  Max  Blum;  5  years,  from  June  1,  1905.  Nov  3,  19O0.  9:2282. 
1,800   and   1,860 

*White  Plains  road,  s  w  cor  216th  st,  store,  &c.  James  B  Kils- 
heimer  Jr  to  Peter  Guarino;  4^4  years,  from  Nov  1,  1906.  Nov 
3,   1906 480  to  660 


MORTGAGES 


NOTE.— The  arrangement  of  this  list  is  as  follows:  The  first  name 
is  that  of  the  mortgagor,  the  next  that  of  the  mortgagee.  The  de- 
scription of  the  property  then  follows,  then  the  date  of  the  mort- 
gage, the  time  for  which  it  was  given  and  the  amount.  The  general 
dates  used  as  head  lines  are  the  dates  when  the  mortgage  was 
handed   into   the   Register's  office   to   be   recorded. 

Whenever  the  letters  "P.  M."  occur,  preceded  by  the  name  ot  a 
street,  in  these  lists  of  mortgages,  they  mean  that  it  is  a  Purchase 
Money  Mortgage,  and  for  fuller  particulars  see  the  list  ot  transfers 
under   the    corresponding   date. 

The  first  date  is  the  date  the  mortgage  was  drawn,  the  second  the 
date  of  filing;  when  both  dates  are  the  same,  only  one  is  given. 

Subscribers  will  find  mortgages  in  this  list  with  the  wrong  block 
number  attached.  The  block  number  we  give  is  taken  from  the  in- 
strument  as  filed. 

Mortgages  against  Bronx  property  will  be  found  altogether  at  the 
foot  of  this  list. 

Nov.   2,   3,   5,    7  and   8. 
BOROVCH   OF   IKAIfHATTAN. 

Aaron  Herman  to  Daniel  S  McElroy.  9th  av,  Nos  440  to  448. 
s  e  cor  35th  st.  Nos  378  and  380,  98.9x79.9.  P  M.  July  20,  3 
years,  6%.     Nov  7,  1906.     3:758.  30,000 

Adams,  Ida  R  to  Olga  A  Kranich.  7th  av,  No  281,  s  e  cor  26th  st. 
No  162,  20.9x70.  Prior  mort  $15,000.  Nov  7,  1  year,  6%.  Nov 
7.  1906.     3:801.  25,000 

Amolsky,  David  to  Francis  C  W  Hartley.  118th  st,  Nos  170  and 
172,  s  s,  100  w  3d  av,  50.10x100.11.  5  years,  4%.  Nov  5,  1006. 
6:1645.  51,000 

American  Mortgage  Co  with  Kath  R  Jackson  et  al,  exrs,  &c,  Wm 
H  Jackson.  Sullivan  st.  No  208.  Subordination  agreement.  Oct 
30.     Nov  8,  190(!.     2:540.  nom 

Allen,  Joseph  to  Henry  Kohlman."  35th  st.  No  241,  n  s,  150  w  2d 
av,  1(i.Sx98.0.  Oct  23,  due  June  1,  1009,  5%.  Nov  3,  1906. 
3:916.  7,000 

Ahern,  Michael  J  to  LAWYERS  TITLE  INS  &  TRUST  CO.  South 
st.  No  20,  s  s,  abt  130  e  Broad  st,  28.6x125.5x28x123. 11,  e  s. 
Due  Dec  26,  1907,  41/2%.     Nov  2,  1906.     1:.5.  35,000 

Arnstein.  Robert  and  Aliraham  Ruth  with  Herman  Cohen.  Am- 
sterdam av,  Nos  1990  to  1994,  s  w  cor  1.59th  st,  Nos  500  to  .506, 
66.7x1.50.  Subordination  agreement.  Oct  29.  Nov  3,  1906. 
8:2117.  nom 

Arnstein,  Robert  and  Abraham  Ruth  with  Herman  Cohen  and  ano. 
Amsterdam  av,  Nos  2000  to  2006,  n  w  cor  159th  st,  Nos  501  to 
.505,  99.11x120.  Subordination  agreement.  Oct  29.  Nov  3,  1906. 
8:211,8.  nom 

Ahern,  Michael  J  and  Wm  P  Dixon  with  LAWYERS  TITLE  INS 
&  TRUST  CO.  South  st,  No  20.  Subordination  mort.  Nov  2, 
1906.     1:5.  nom 

Aberbach,  Jacob  and  Joseph  Streifer  to  Isaac  S  Heller.  39th  st, 
No  311,  n-s,  175  e  2d  av,  25x98.9.  P  M.  Prior  mort  .$15,000. 
Nov   1.      5  years,   6%.     Nov  2,   1906.     3:945.  8,500 

Amster,  Abraham  to  Herman  L  Keller.  100th  st,  No  193,  n  s, 
270  e  Lexington  av,  2.5x100.11.  P  M.  Prior  mort  $15,000. 
Nov  1,  5  years,  6%.     Nov  2,   1906.     6:1628.  9,000 

American  Mortgage  Co  with  Edw  R  Poerschke.  Thompson  st,  No 
00.     Extension   mort.     June   19,   1905.      Nov  5,   1906.     2:488.   nom 

Bernstein,  Sarah  to  Wm  S  Waterhouse  trustee  John  H  Water- 
house.  112th  st,  No  232,  s  s,  325  w  7th  av,  17x100.11.  5  yrs. 
5%.     Nov   5,   1906.     7:1827.  ll.OOO 

Behrendt,  Betty  wife  ot  and  Oscar  W  Behrendt  to  Kath  Kessler. 
104th  st.  No  71,  n  s,  117.10  e  Columbus  av,  17x100.11.  P  M. 
2  years,  6%.     Nov  5,   1906.     7:1840.  2,000 

Bimberg.  Louis  K  and  John  K  to  Beadleston  &  Woerz.  59th  st, 
Nos  110  and  112  East.  Nov  2,  demand,  0%.  Nov  5,  1900. 
5:1313.  l,.5O(0 

Boardman,  Amelia  W,  Annette  B  and  Clemence  L  and  Margt  W 
Hammill  to  Daniel  A  Davis  and  ano  trustees  tor  Orris  S  El- 
dridge  will  Orris  K  Eldridge.  Franklin  st.  No  85,  s  s,  143.6  e 
Church  st,  24.0x100.     5  years,  5%.     Nov  5,  1900.     1:174. 

37,.500 

Brener,  Harry  to  Morris  Fisher.  Grand  st.  No  568,  n  s,  100  e 
Lewis  st,  25x100.  P  M.  Prior  mort  $28,000.  Nov  1,  5  years. 
6%.     Nov  2,  1906.     2:326.  12.000 

Bernovsky,  Philip,  Emanuel  Lang  and  Morris  Wall,  firm  of  Ber- 
novsky.  Lang  &  Wallach  to  Herman  Stark.  Cannon  st.  No  90. 
Leasehold.     Nov   I,   installs,  6%.     Nov  2,   1906.     2:329.  1,100 

Burger,  Joseph  and  Solomon  Fried  to  Solomon  Reiner.  Ridge  st. 
No  154,  e  s,  175  n  Stanton  st,  25x100.  P  M.  Nov  1,  3  years, 
6%.     Nov  2,   1906.     2:345.  5,500 

Byrnes,  Henry  L  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
36th  st.  No  150,  s  s,  200  e  7th  av,  25x98.9.  Nov  1,  3  years, 
5%.     Nov  -2,   1906.     3:811.  36,000 

Bousa,  Vincent  and  Vincent  Faltin  to  LAWYERS  TITLE  INS  & 
TRUST  CO.  71st  st,  Nos  415  and  417.  n  s,  188  e  1st  av,  50x 
102.2.  Oct  25.  due  June  28,  1010,  57o.  Oct  26,  1906.  5:1466. 
Corrects  error  in  last  issue  when  amount  of  mortgage  was 
$45,000.  44,000 

Same  and  Isaac  Marx  with  same..  Same  property.  2  subordination 
agreements.    Oct   26,    1906.      5:1466.  nom 

Benza,  Giuseppina  to  Hyman  Rosenfeld.  52d  st,  No  503,  n  s, 
60  w  10th  av.  15x75.  P  M.  Prior  mort  $9,500.  Nov  1,  3  yrs, 
G%.     Nov  2,   1006.     4:1081.  2,900 

Bachman,  Alfred  C  to  Ella  V  Eldredge.  Spring  st.  No  149,  n  s, 
75  w  Wooster  st,  25x100.  Nov  2,  due,  &c,  as  per  bond.  Nov  3, 
1900.     2:.501.  45,500 

Barnett,  Abram  to  Louisa  Gerlach  and  ano  exrs  Phillipp  Gerlach. 
107th  st.  No  227.  n  s,  185  w  2d  av,  25x100.11.     Nov  1,  5  years,  • 
5%.     Nov  3,  lOOG.     6:1657.  12,000 

Becker,  Jacob  to  Geo  Karsch.  36th  st,  No  235,  n  s,  415.6  e 
8th  av,  18.6>x9S.9.  Oct  1,  due,  &c,  as  per  bond.  Nov  2,  1906. 
3:786.  12,000 

Berger,  Isidor,  Leopold  Ranzenhoter  and  Aaron  Goldenberg  to  A 
Gertrude  Cutter.  Sth  st.  No  108,  s  w  s,  255  s  e  1st  av,  25.9x 
97.6x25.8x97.6.     Oct  29,  5  years,  5%.     Nov  2,  1906.     2:435. 

24,000 
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"LARGEST    DISTF.IBUTOF.S     OF     FRONT     BRICK     IN    THE    WORLD" 

ENAMELED 


FRONT 

BRICKS 


GE.NUINE 


"HARVARD' 


Nazareth  and  Saylor's 
CE.ME,NT 


Portland 


ROSENDALE     CEMENT 

FREDE,NBURG    6    LOUNSBURY 

Rooms.    63=69.    289    FOURTH    AVENUE,    Corner    22d    Street,  


NEW    YORK 


Berger,  Isidor  and  Leopold  Ranzenhofer  and  Aaron  Goldenberg  to 
Davis  Krauss.  8th  St.  No  108,  s  w  s,  255  s  e  1st  av,  25.10x 
97.C.  Prior  mort  $24,000.  Nov  2,  190C,  due  May  1,  I'Jll,  0%. 
2:435.  „„     2,000 

Borger,  Herman  C  to  Mary  L  Fraser.  Amsterdam  av.  No  183o,  s  e 
cor  151st  St.  No  406,  25.7x100.  5  years,  5%.  Nov  2,  190G. 
7:2005.  „^,  35,000 

Burdett,  Katherine  to  Albert  H  Bernstein.  74th  st.  No  304,  s  s, 
80  e  2d  av,  20x51.2.    Oct  31.  5  years,  5%.    Nov  3,  1906.    5:1448. 

4,000 
Bird    Elias  H,  Plainfleld,  N  J,  to  LAWYERS  TITLE  INS  &  TRUST 
CO      Gth  av.   No  G30,  e  s.  24.8  s  37th  st,  24.8x60.     P  M.     Nov 
1,  5  years,  5%.     Nov  3,  1906.     3:838.  50,000 

Brauneek,  Christian  and  John  W  to  American  Mortgage  Co.  50th 
st  No  233  n  s  245  w  2d  av,  20x100.5.  Nov  7,  3  years,  5%. 
Nov  8,   190(1.     5:1.324.  7,000 

Baker,  Hyman  D  with  THE  STATE  BANK.  Edgecombe  av,  Nos 
145  to  159.  Eight  subordination  agreements.  Nov  8,  1906. 
7*2051.  nom 

B  G  F  Realty  Co  to  Phineas  H  Toledano.  21st  st,  No  37,  n  s,  349.5 
e  6th  av.  24.7x98.9x24.6x98.9.  Nov  1,  due  May  1,  1908,  6%. 
Nov  8,   1906.     3:823.  5,000 

Burke,  Edward  to  TITLE  GUARANTEE  &  TRUST  CO.  4th  st, 
No  3.58.  w  s,  88  s  12th  st.  20x56.9.  P  M.  Nov  7,  due,  &c,  as 
per  bond.     Nov  8,  1906.     2:624.  2,500 

Bachman,  Alfred  C  to  TITLE  GUARANTEE  &  TRUST  CO. 
Howard  st.  Nos  11  to  17,  s  w  cor  Lafayette  st.  Nos  132  to  136, 
87. 3x99.10.\S4. 3x100.5.  P  M.  Prior  mort  .fSO.OOO.  Nov  7.  due, 
&c,   as  per  bond.     Nov  8,  1906.     1:209.  20,000 

Brandt,  Wm  to  Herman  H  Becker.  56th  st.  No  367,  n  s,  50  e  9th 
av,  16.8x100.5.  P  M.  Prior  mort  $8,500.  Nov  8.  1900,  due, 
&c,  as  per  bond.     4:1047.  4,500 

Bodine,  John  H  to  Francis  Colety  &  ano.  Broadway,  n  w  cor 
151st  st,  No  601.  99.11x150.  P  M.  Sept  10,  2  years,  51/2%. 
Nov  8,  1906.     7:2008.  10,000 

Bonwit,  John  to  LAWYERS  TITLE  INS  &  TRUST  CO.  144th  st, 
Nos  144  and  146,  s  s,  294.11  e  7th  av,  40.\99.11.  Oct  23,  due 
Sept  30,   19(18.   5?i.     Nov  8.   190<i.     7:2012.  38,000 

Same    and    Rebecca    Schwarzschild    with    same.       Same    property. 

Subordination  agreement.     Oct  23.     Nov  8.  1906.     7:2012.         nom 
Bracher.  Ida  C  to  Henry  A   C  Taylor.     Vesey  st,  Nos  35  and  37. 
s  s,  50  w  Church  st.  42.9x88;   Church  st  No  64   (No  8),   n  w  s, 
75   n   e   Fulton   st,   25x50.     P   M.     Nov   1,   1   year,   5%.      Nov  2, 
1906.    1:85.  140,000 

Brown  &  Root  Co  to  Maria  A  Kanenbley  et  al  trustees  August 
Kanenbley,  Houston  st.  No  212,  n  e  s,  201.6  n  w  Av  A,  25. 2x 
01.6.x25xt;i.4.  Nov  5,  3  years,  57c.  Nov  7,  1906.  2:428.  15.000 
Bobrow,  Jacob  to  Solomon  Bobrott.  118th  st,  Nos  316  and  318. 
s  s,  225  e  2d  av.  50x100.11.  Prior  mort  $45,000.  Nov  1,  5  years. 
6%.     6:1689.  15.000 

Berliner,  Maier  to  Anna  M  Grossman,  et  al  trustees  Martin 
Grossman.  Av  A.  No  79.  w  s,  20.8  n  5th  st,  27.4x74.3.  Nov  5, 
3  years,  4%%.     Nov  7,  1906.     2:433.  16,500 

Byrne,  Mary  J  to  Lucy  D  Booth  et  al  trustees  tor  Lucy  Booth;  will 
Ralph  W  Booth.  Lexington  av.  No  623,  e  s,  CjO.5  n  53d  st,  20x 
(!4.     Nov  1,  3  years.  4%.     Nov  5,  ItKMJ.     5:1308.  5.000 

Buch.  Eliza  A  L  Individ  and  as  admrx  of  Emilio  Buch  and  Emily 
Buch  to  Robert  E  J  Corcoran.  44th  st.  No  246,  s  s,  175  e  Sth 
av,  25x100.5.  Leasehold.  Nov  5,  3  years,  6%.  Nov  7,  1906. 
4:1015.  5,000 

Cagliostro.  Antonio  to  Sarah  E  Furnald.  Thompson  st.  No  73, 
w  s.  122.1  s  Spring  St.  runs  s  28.2  x  w  100  x  n  24.10  x  e  59.10 
X  n  3.1  x  e  40.1  to  beginning.   5  years.  57o.     Nov  7,  1906.    2:489. 

30,000 
Cohen,   Harris   and   Abraham    to   TITLE   GUARANTEE   &   TRUST 
CO.     140th  st,  Nos  206  and  208,  s  s,  176.8  w  7th  av,  2  lots  each 
38.4x99.11.      2   morts    each.    $38,000.      Nov   5,    due,    &c,    as    per 
bond.     Nov  7.  1900.     7:2025.  76,000 

Clark,  Louis  Jr  to  TITLE  GUARANTEE  &  TRUST  CO.  Warren 
St.  No  22,  n  s,  abt  95  e  Church  st,  25x100.  Nov  5,  due,  &c,  as 
per  bond.     Nov  7.   lf»06.      1:135:  60.000 

Same   to   James   T   Nelson.      Same   property.     Prior  mort  $60,000. 

Nov  5.  2  years.  5%.     Nov  7,  1906.     1:135.  10.000 

Chopak,  Paul  and  Jacob  Froelich  to  Hugh  R  Hill  trustees.  Broome 
st,  Nos  253  to  257.  s  e  cor  Orchard  st,  No  88,  60x22.9.  Nov 
1,  5  years,  5%.     Nov  7,  1906.     2:408.  Gold  35.000 

Cohen.  Heyman  to  John  Stemme.  Hester  st.  No  51.  n  s.  abt  20 
w  Essex  St.  21.10.x46.S.\21.10.x46.6.  w  s.  5  years,  5%.  Nov  5, 
1906.      1:310.  18,000 

Crockett.  John  H  to  Owen  McAuiney,  19th  st.  No  441,  n  s,  abt 
320  e  10th  av,  25x72.  Prior  mort  $6,.500.  Nov  5,  1  year,  5%. 
Nov  7,   1906.     3:717.  3,000 

Same    to    TITLE    GUARANTEE    &    TRUST    CO.      Same    property. 

P  M.     Nov  5.  due,  &c,  as  per  bond.     Nov  7,  1906.     3:717.        6,500 
Cohen.    Rosie   to    LAWYERS   TITLE   INS   &   TRUST   CO.      67th   st. 
No  430.  s  s.  ISO  w  Av  A,  40x100.5.     Oct  31,  due  March  26,  1911, 
5%.     Nov  5,  1906.     5:1461.  35.000 

Cohen,    Rosie    and    Sundel    Hyman    with    LAWYERS   TITLE   INS    & 
Trust  Co.     67th  st.   No  430.   s  s,   ISO  w  Av   A,  40x100.5.      Sub- 
ordination  agreement.      Oct   22.      Nov  5.    1906.      5:i461.  nom 
Campbell,  Annie  A  to  John  Harper.     10.3d  st.  No  122,  s  s.  300  w 
Columbus  av,  25xir,   blk.     Apr  19,   1904,  due  Apr  19,   1905,  6%. 
Nov  .5.  190i;.    7:18.57.                                                                         5,000 
Chase  Realty  Co  to  Ella  V  Eldredge.     135th  st.  n  s.  270  w  Lenox 
av.    40x99.11.      Declaration    as    to    Consent    of    stockholders    to 
mort.     Nov  2.     Nov  7.  1906.     7:1920.  nom 
Chertoff,  Noah  with  Alfred  Marshall.     131st  St.  No  36,  s  s,  476.8  w 
Sth   av,    33.4x99.11.      Extension   mort.      Oct.    19.      Nov   2,    1906. 
6:1728.  nom 
Chase   Realty   Co    and    (David   Shaft   and   Samuel   J   Silberman    in 
bond  only)  to  Ella  V  Eldredge.     135th  st,  n  s,  270  w  Lenox  av, 
40x99.11.    Nov  2,  5  years,  5%.    Nov  5,  1906.    7:1920.            40,000 


Carmel.  Mary  wife  Isaac  to  U  S  TRUST  CO  of  N.  Y.  Amsterdam 
av.  No  792.  w  s,  40  s  99th  st,  21.8x81.7,  to  e  s  Bloomingdale 
road  xl8.4xS0.2.  P  M.  Nov  5,  19(X;,  due.  &c.  as  per  bond. 
7:1870.  12.000 

Candee,  Fernando  Jr  to  Hyman  D  Baker  &  ano.  Edgecomb  av. 
Nos  145  and  147.  w  s.  715  s  145th  st,  45x105.7x28.4x97.2. 
Prior  mort  $35,000.  Oct  30,  due  June  29,  1911,  6%.  Nov  8. 
19(J(i.     7:2051.  11,000 

Candee,  Fernando  C  Jr  to  Hyman  D  Baker  and  ano.  Edgcomb  av, 
Nos  149  and  151,  w  s.  675  s  145th  st,  40x97.2x41. 2.\87. 2.  Prior 
mort  .$35.0(10.  Oct  30,  due  June  29,  1911,  6%.  Nov  8,  19(X>. 
7:2051.  11,000 

Candee.  Fernando  C  Jr  to  Hyman  D  Baker  and  ano.  Edgcomb  av, 
Nos  153  and  1.55,  w  s,  (535  s  145th  st,  runs  w  100  x  s  1.9  x  s  e 
21.9  X  s  w  .3.5.8  X  n  40  to  beginning.  Prior  mort  $34, (XM).  Oct  30, 
due  June  29,  1911,  6%.     Nov  8,  19(.Mi.     7:2051.  11,000 

Candee,  Fernando  C  Jr  to  Hyman  D  Baker  and  ano.  Edgcomb  av, 
Nos  157  and  159,  w  s.  595  s  145th  st.  40xl(X>.  Prior  mort 
$37,(;m)(».     Oct  30.  due  June  29.  1911.  6%.     7:2051.  11,000 

Coles,  Wm  F  and  Gertrude-  to  E  Noble  Hand.  South  st.  No  1, 
n  e  cor  Whitehall  st,  Nos  59  to  64,  43.4x108.4x40x107.3.  Nov 
8,  190ti.     1  year,  5%.     1:4.  1.000 

Cohen.  Cassel  to  Catherine  A  De  La  Vergne  and  Jacob  Ruppert, 
as  trustees  will  John  C  De  La  Vergne  for  benefit  Mary  F  De 
La  Vergne.  137th  st,  Nos  22  and  24,  s  s,  235  w  5th  av,  50x 
99.11.     Oct   1.   due   Oct   20,   1910,   5%.      Nov  8,   1906.     6:1734. 

43,000 

Candela.  Domenico  to  Chas  I  Weinstein.  Grand  st,  No  208,  n  s, 
23.4  e  Mott  st,  23.11x100x23.7x100.  Oct  31,  6  years,  6%.  Nov  3, 
1900.     2:470.  14,500 

Chase  Realty  Co  to  GREENWICH  SAVINGS  BANK.  135th  st,  n  s. 
150  w  Lenox  av.  3  lots,  each  40.x99.11.  3PM  morts.  each 
$40,000.     Feb  26.  5  years.  5%.     Nov  2.  1906.     7:1920.        120,000 

Cypress,  Mendel  to  Amelia  Wolff.  Lexington  av.  No  1498,  w  s, 
50.11  s  97th  st,  25x80.  Nov  1,  5  years,  5Vi  and  6%.  Nov  2, 
190(J.     6:1624.  17,500 

Claman,  Hyman  to  James  H  Aldrich  and  ano  trus  for  Mary  G  E 
Aldrich.  100th  st.  No  225.  n  s.  375  e  3d  av,  25x100.8.  Nov  1. 
5  years,  — %.     Nov  3,  1906.     6:1650.  14,000 

Chase  Realty  Co  to  Juliana  A  Furguson.  135th  st,  n  s,  310  w 
Lenox  av,  40x99.11.  P  M.  Nov  1,  3  years,  5%.  Nov  3,  1906. 
7:1920.  40.000 

Coffin.  Edmund  to  U  S  TRUST  CO  of  N  Y.  Perry  St.  Nos  166 
to  172.  s  s.  2(X>  w  Washington  st.  runs  s  82.4  to  n  s  Charles 
alley,  x  w  101.7  x  n  35.9  x  e  21.7  x  n  50  to  Perry  st,  x  e  80 
to  beginning.  Oct  23,  due,  &c,  as  per  bond.  Nov  2,  1906. 
2:637.  75,000 

Cohn,  Edward  R  to  Joseph  L  Buttenwieser.  10th  st,  Nos  203  and 
205,  n  s,  137.6  e  Bleecker  st.  37.6x95.  P  M.  Prior  mort  $27,- 
0(W.      Nov   1,   installs,  6%.      Nov  2,   1906.  2:620.  20,000 

City  Real  Estate  Co  with  TITLE  INS  CO  of  N  Y.  2Sth  st.  No  39 
East.      Subordination   mort.      Nov   1.      Nov  2.    190(}.      3:858.    nom 

Consolidated  Milk  Exchange  to  TITLE  INS  CO  of  N  Y.  30th  st. 
Nos  216  and  21S.  s  s.  213  w  7th  av.  46.10x98.9.  Nov  1,  3  yrs. 
5%.     Nov  2,   1906.     3:779.  37,000 

Consolidated  Milk  Exchange  to  TITLE  INS  CO  of  N  Y.  30th  st, 
Nos  216  and  218,  s  s,  213  w  7th  av,  46.10x98.9.  Certificate  as 
to  consent  of  stockholders  to  mort  dated  Nov  1,  1906.  Nov  2, 
190(3.    3:779.  

Congregation  Knesesth  of  Israel  of  Harlem,  a  corporation,  to 
Leon  Kamaika.  114th  st.  No  24,  s  s,  244.7  w  5th  av.  lS.4xl00.ll. 
P  M.     Nov  1.  1  year,  6%.     Nov  2,  1906.     6:1597.  600 

Congregation  Knesesth  of  Israel  of  Harlem  to  Solomon  Alter. 
114th  st.  No  26,  s  s,  2(33  w  5th  av,  17.6x100.11.     P  M.     Nov  1', 

1  year,   G%.     Nov  2.   1906.     6:1597.  600 
Congregation   Knesesth   of   Israel    of   Harlem    to   Henry   Pasinsky. 

114th  st.  No  28,  s  s.  280.6  w  Sth  av,   17.6x100.11.     P  M.     Nov 
1,  1  year,  6%.     Nov  2,  1906.     6:1597.  650 

Cytryn,  Harry  to  V  Loewers  Gambrinus  Brewery  Co.  Av  C.  No 
212.     Saloon  lease.     Nov  1,  demand,  6%.     Nov  2,  1906.     2:382. 

2.000 

Durant,  Agnes  L  to  Hannah  Jane  Hull.  West  End  av.  No  (503.  w  s, 
24  n  89th  st.  20x90.     5  years,  5%.     Nov  5.  1906.     4:1250. 

21.000 

Dimick,  Jeremiah  W  of  Rifton,  Ulster  Co,  N  Y,  to  Daniel  G  Gil- 
lette. 72d  st.  No  240,  s  s,  364.11  w  Broadway,  20x102.2.  P  M. 
Nov  1.  3  years,  4V4%.     Nov  5,  1906.     4:1163.  33,500 

Decker,  Philip  A  Individ  and  exr  Mary  Decker  to  Henry  Weidler. 
Sth  st.  No  432,  s  s,  150  w  Av  A,  25x96.2.  Prior  mort  $15,000. 
Due  Jan  1,  1910,  — %.     Nov  2.  1906.     2:432.  5.000 

Doming,  John  to  Sarah  E  Reuter.  81st  St.  No  124.  s  s.  505  e 
Amsterdam   av,   20x102.2.      P   M.      Prior   mort   $25,000.      Nov   1. 

2  years,   5%.      Nov  2,   1900.     4:1211.  2,000 
Degelman,    John    H    to    Adolph    Riesenberg    et    al.      125th    st.    No 

16,    s   s,   185   w   Sth   av,   37.6x100.11.     P  M.     Due,   &c,   as  per 
bond.      Nov   2.   190(5.      6:1722.  nO,0(.X) 

Dellon,  Geo  with  John  Woytisek  et  al.  Lenox  av,  Nos  641  to 
6.59.  w  s,  extends  from  142d  st.  No  101,  to  143d  st.  No  1(X). 
199.10xl(X).  Agreement  as  to  purchase  of  above  for  $405,0(X),- 
and  as  to  mortgages,  &e.  Oct  28.  Also  recorded  in  contracts. 
Nov  7,  1906.     7:2011.  nom 

de  Fina,  Maurizio  and  Gaetano  de  Luca  to  Sarah  E  Furnald. 
Thompson  st,  Nos  75  and  77,  w  s.  93.9  s  Spring  st.  runs  s  28.4 
X  w  40  X  s  3.1  X  w  .59.10  x  n  24.11  x  e  49.9  x  n  1.2  x  e  5.4  x  e 
45.6  to  beginning.     Nov  5,  5  years,  5%.     Nov  7,  1906.     2:489. 

30.000 

Dalley,  Evelyn  M  to  METROPOLITAN  TRUST  CO  of  City  N  Y. 
69th  St.  No  9,  n  s,  265  e  Sth  av,  28x100.5.  Nov  5,  3  years, 
41/0%.     Nov  7,  190(5.     5:1384.  50,000 

Downes,  Marie  C  to  Ben]  Natkins.  71st  st.  No  37,  n  s.  413  w  Cen- 
tral Park  West,  19x102.2.  P  M.  Prior  mort  $32,000.  Nov  1. 
2  years,  6%.     Nov  3.  1906.     4:1124.  4,000 
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Doyle,  Bartholomew  to  Townsend  Wandell.  90th  st,  No  147, 
n  s,  20  e  Lexington  av,  25x100.8.  Sept  IG,  5  years,  5%.  Nov 
2,  1906.    5:1519.  18,000 

Dudgeon,  Franklin  F  to  Theo  Greentree.  Broome  st,  No  82,  n  e 
cor  Columbia  st.  25x37;  Broome  st.  No  70,  u  s,  83.2  e  Co- 
lumbia st,  19.7x.50,-  Broome  st.  No  SO,  n  s,  25  e  Columbia  st, 
27.8x37x27.10x37;  Broome  st.  No  78,  n  s,  52  e  Columbia  st, 
30.0x50x31x50;  Columbia  st.  No  21,  e  s,  37  n  Broome  st,  runs 
e  50  X  n  13  X  e  50  X  n  25  X  w  100  to  Columbia  st  x  s  38  to  be- 
ginning; plot  begins  50  n  Broome  st  and  100  e  Columbia  st,  runs 
n25xe3xs25xw3;  Columbia  st.  No  26,  e  s,  75  n  Broome 
st,  2.'ixl00;  Columbia  st,  e  s,  a  strip  at  front  37  n  Broome  st 
and  50  e  Columbia  st,  runs  e  2.6  x  n  13  x  w  2.6  x  s  13  to  be- 
ginning. %  part.  Oct  20.  Given  to  secure  note  of  ^2,500: 
1   year,  —%.     Nov  2.   1906.    2:332.  2,500 

Doming,  John  to  Sarah  E  Reuter.  81st  st.  No  124,  s  s,  505  e  Am- 
sterdam av,  20x102.2.  P  M.  Nov  1,  5  years,  4Vi%.  Nov  2, 
1906.     4:1211.  2.5,000 

Dorman,  Nathan  to  LAWYERS  TITLE  INS  &  TRUST  CO.  102d 
st.  No  218.  s  s,  285  e  3d  av,  25x100.11.  Oct  31,  5  years,  5%. 
Nov  5,  1906.     6:1651.  12,000 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Matilda 
Henry.     143d  st,  No  259,   n  s,   137.6  e  8th  av,  37.6x99.11.     Ex- 
tension mort.     Oct  19.     Nov  2,  1906.     7:2029.  nom 
Elliman,    Lawrence    B    to    LAWYERS    TITLE    INS   &   TRUST   CO. 
92d  st.   No   106,  s  s,  55  e  Park  av,  17x80.     P  M.     Oct   15,  due 
June  30,  1911,  .5%.     Nov  7,  190(3.    5:1520.                                   13,000 
Ellinger,    Hannah   to   Morris   Cohen   and   ano.      123d   st,    Nos   221 
and   223,    n    s,   218   e   3d    av,   33.8x100.11.      P    M.      Prior   mort 
$12,000.     Nov  1,  2  years,  6%.     Nov  7,  1906.     G:1788.                5,000 
EQUITABLE   LIFE   ASSURANCE    SOCIETY   of   the   U   S   with   An- 
drew   A    Smith.      91st    St.    No    69,    n    s,    247.8    e    Madison    av, 
19x100.8.      Extension   mort.      Oct   30.      Nov   2,    1906.      5:1503. 

nom 
EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Edw  Elsworth  and 
ano   trustees   Edw   Elsworth.     Dey   st.   No  86.      Extension   mort. 
Sept    1.      Nov  2,    190<5.      1:82.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Henry  R  Levi. 
4Cth  st.  No  314  East.  Extension  mort.  Sept  1.  Nov  2,  1906. 
5:1338.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Benj  Sire.  59th 
st.  No  22  West..  Extension  mort.  Sept  1.  Nov  2,  1906.  5:- 
1274.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Augusta  Conried. 
71st  st.  No  65  West.  Extension  mort.  Oct  1.  Nov  2,  1906. 
4:1124.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Rosa  Oppenheim. 
71st  st.  No  160  East.  Extension  mort.  Sept  1.  Nov  2,  1906. 
5:1405.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Paula  Woltsohn. 
S4th  st.  No  42  West.  Extension  mort.  Sept  1.  Nov  2,  1906. 
4:1201.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Henry  E  Coe. 
Broadway.  Nos  636  and  638.  Extension  mort.  Sept  1.  Nov  2, 
1906.     2:. 522.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  With  Arthur  Newman. 
Lexington  av.  No  802.  Extension  mort.  Oct  1.  Nov  2,  1906. 
5 : 1.396.  nom 

Fisher.  Morris  to  Eversley  Childs  and  ano  exrs.  &c.  Wm  H  H 
Childs.  Grand  st.  No  568.  n  s.  100  e  Lewis  st,  25x100.  Oct  19. 
5  years.  5%.    Nov  2,   1906.     2:326.  28.000 

Fowler.  Joseph  D  to  Geo  Lowther.  Jr,  and  ano  trustees  Christo- 
pher Meyer.  Houston  st.  No  76,  n  s.  65.6  e  West  Broadway. 
21.8x75.     1  year,  5%.     Nov  2.  1906.     2:524.  21,000 

Foster,  Fredk  J  with  Joseph  D  Fowler.     Houston  st.  No  76  West. 

Subordination  agreement.     Oct  29.     Nov  2,  1906.     2:524.  nom 

Fischer,  Nathan  L  and  Simon  and  Louis  Gluckstern  to  Amelia 
Hames  et  al.  Water  st.  No  630,  n  w  cor  Scammel  st.  No  59, 
24.1x68x24.8x68.  Oct  1,  due,  &c,  as  per  bond.  Nov  2,  1906. 
1:260.  22,000 

Feigenblatt,  Louis  to  Geo  P  Bliss.  79th  st.  No  356,  s  s,  42  w  1st 
av,  17x100.  Nov  2,  due  Feb  3,  1910,  4%%.  Nov  3,  1906. 
5:1453.  6,000 

Frankel,  Solomon  and  Samuel  Werner  to  U  S  TRUST  CO  of  N  Y. 
1st  av,  s  e  cor  101st  st.  No  400,  50x100.11.  Due,  &c,  as  per 
bond.     Nov  3,  1906.     6:1694.  60,000 

Fath,  John  to  GERMAN  SAVINGS  BANK  in  City  N  Y.  5th  st. 
No  337,  n  e  s,  175  n  w  1st  av,  25x97.  Oct  30,  3  years,  5%. 
Nov  2,  1906.     2:447.  6,000 

Frank,  Meyer  to  Aaron  Goodman.  3d  av,  Nos  1551  and  1553,  n  e 
cor  87th  St.  Nos  201  to  205,  50x90.  Nov  1,  due  July  31,  1907, 
6%.     Nov  2,  1906.     5:1533.  30,000 

Fuss.  Isidor  and  Coppel  Stugensky  to  Morris  Jones.  Ludlow  st. 
No  172,  e  s,  100.7  n  Stanton,  24.9x90.  P  M.  Prior  mort, 
.$17.0(K).      Nov   1.   5  years.    6%.      Nov   3.    1906.     2:412.  18.250 

Friedman,  Samuel  and  Nathan  Brody  to  Bernard  S  Brody.  Riv- 
ington  St.  No  147.  s  e  cor  Suffolk  st.  No  122,  19x52x18.10x52. 
Prior  mort  .$27,000.     Nov  7,  3  years,  6%.     Nov  8,  1906.     2:348. 

5.000 
Fisher,  Hattie  G  to  Albert  Haseloft.     54th  st.  No  5,50,  s  s,  200  e 
11th    av,    25x142.1x25.3x138.7.      P    M.      Nov    1,    3    years,    5%. 
Nov  S.  lUOC,.     4:1082.  10.000 

Feingold.  Samuel  and  Samuel  Lovino  to  David  Fine.  116th  st.  No 
8.  s  s.  260  w  Madison  av,  2.5x100.11.  P  M.  Prior  mort  ?28,000. 
Nov  1,  due  May  1,  1907,  6%.     Nov  7,  1906.     6:1621.  4,900 

Frank,    Harry   and   Isidor    Berman    with    Wm   V    Martin   and    ano 
trus    for    John    S    Martin,    Jr,    will    John    S    Martin.      120th    st. 
No   348,   s   s.    100   w   1st   av,    25x100.11.      Subordination   agree-    , 
ment.     Oct  31.     Nov  7,  1906.     6:1796.  nom 

Froelich.  Jacob  to  Anna  Neugass.  136th  st.  No  202,  s  s,  100  w  7th 
av.  17.0x99.11.  P  M.  Prior  mort  $10,000.  Nov  1,  2  years, 
0%.     Nov  2,  1906.     7:1941.  2,000 

Frankel,  Solomon  and  Sami  Werner  to  Solomon  Lewine  et  al. 
66th  St.  No  213.  n  s.  190  e  .3d  av,  40x100.5.  P  M.  Prior  mort 
$40,000.     Nov  2,  1906,  5  years,  6%.     5:1421.  11.000 

Frankel,  Solomon  and  Saml  Werner  to  U  S  TRUST  CO  of  N  Y. 
66th  st.  No  217,  n  s,  270  e  3d  av,  40x100.5.  P  M.  Due,  &c,  as 
per  bond.    Nov  2,  1906.    5:1421.  40,000 


Frankel,    Solomon    and    Saml    Werner   to    Solomon    Lewine    et   al    . 
66th  st,  Nos  215  and  217,  n  s,  230  e  3d  av,  2  lots,  each  40x100  5 
7f>£.  'I.  ™<"'ts,   each   $11.0tJ0.      2   prior   morts   $40,000.      Nov   2. 
1906.  5  years,  6%.     5:1421.  22  000 

Goldenkranz,  Amelia  wife  of  and  Joel  to  John  T  Willets  guardian 
Josiah  M  Willets.  20th  st.  No  424,  s  s,  341.8  w  9th  av,  33.4x109 
3  years,  41/2%.     Nov  7,  1906.     3:717.  35  000 

Groge,  Anna  M  to  Mary  B  Shater.  55th  st.  No  157,  n  s,  95  'w 
•^^r.f"'  20x100.5.  Prior  mort  $13,000.  1  year,  67c.  Nov  7. 
1906.     5:1310.  1  100 

Same  to  Sarah  F  Turner.     .55th  st.  No  157.  n  s,  95  w  3d  av,  26x 

100.0.     3  years,  — %.     Nov  7,   1906.     5:1310.  13  0110 

Goldzier,   Morris  to  Wm  F  Decker.     100th  st.  No  325,  n  s    305  w 
West    End  av,   20x100.11.      Nov  2,   3   years,   5%.      Nov   5     1906 
„''':1889.  gold  26,(>ll0 

Gewirz,  Louis  to  UNION  TRUST  CO  of  N  Y.  trustees  Obed 
Wheeler.  76th  st.  No  332,  s  s.  125  e  2d  av,  25x102.2.  Nov  3 
due  Oct  15.  1911,  5%.     Nov  5,   1906.     1:4.50.  10  O'OO 

Grote,  Geo  W  to  Ambrosek  Ely.  102d  st,  Nos  4.30  to  4.38,  s  s,  445 
e  1st  av,  125x100.11.  Nov  6,  due  June  6,  1907,  5%%.  Nov  7. 
1906,     6:1695.  5,(i(X) 

GledhiU,  Mary  J  to  James  E  Gledhill,  trustee  Henry  Gledhill 
94th  st.  No  43,  n  s,  373.3  w  Central  Park  West,  17.9x100.8. 
P  M.     Nov  7.  3  years.  41/2%.     Nov  8.  IOCMk     4:12(18.  14,(XI0 

Green.  D  Sherwood  to  Chas  Hensle  and  ano.  Claremont  av.  w  s 
4(H».2  s  127th  st,  50x1(M:i.  P  M.  Nov  7,  3  years,  6%.  Nov  8, 
1906.      7:1994.  is.obo 

Goldsmith.  Sarah  with  Elsie  E  Ommen.  107th  st.  No  245.  n  s 
5.52.6  w  Amsterdam  av,  22.6x100.11.  Subrogation  agreement.' 
Nov  1.     Nov  8.  190().     7:1879.  nom 

GREENWICH  SAVINGS  BANK  with  Lillie  McGovern.  Oflth  st 
No  24.>.  n  s.  95  w  2d  av,  2(.»xl00.5.  Extension  mort.  Nov  5' 
Nov  7.  1906.     5:141:5.  nom 

Gold,  Julius  and  Rosa  to  Augustus  F  Holly  trus  Nathaniel  Thurs- 
ton. 2d  av.  No  2324.  e  s,  25.6  n  119th  st,  25x75.  Oct  8,  due 
Oct  31,   ion.  5%.     Nov  3,  1906.     6:1796.  11000 

Gens,  Frank  to  Frank  Stock.  109th  st.  No  226,  s  s,  310  e  3d  av 
2.5x100.10.  P  M.  Prior  mort  $20,000.  Oct  31,  8  years,  6%! 
Nov  3,   1906.     6:1(j5S.  12,000 

Click,  Jacob  and  Louis  Levenson  with  Annie  Berger.  105th  st. 
No  (jS  East.  Subordination  agreement.  Oct  9.  Nov  3  1906' 
(5:1610.  nom 

Click,  Jacob  and  Louis  Levinsohn  and  Michael  and  Leo  Lessler 
with  LAWYERS  TITLE  INS  &  TRUST  CO.  105th  st.  No  68, 
s  s.  155  w  Park  av.  2.5x100.11.  Subordination  agreement.  Oct 
10.     Nov  3,  1906.     6:1010.  nom 

Same  and  Pauline  Blaustein  and  Pauline  Cohen  with  same.  Same 
property.      Subordination   mort.      Oct  9.     Nov  3,   1906.     6:1010. 

nom 
Click,   Jacob    and    Louis   Levinsohn    to   LAWYERS   TITLE    INS    & 
TRUST   CO.      105th  St.   No   68,   s   s,   155  w  Park  av,   25x100.11. 
Oct  9,   due   Nov  2,   1011,  5%.     Nov  3,   1906.     6:1610.  20.000 

Same  and  Marie  Lotze  with  same.     Same  property.     Subordination 

agreement.     Oct  9.     Nov  3.  1906.     6:1610.  nom 

Click.  Jacob  and  Louis  Levinsohn  with  Leo  and  Michael  Lessler. 
Same  property.  Agreement  as  to  changing  terms  of  mort. 
&c.     Nov  2.     Nov  3.  1906.     6:1610.  nom 

Godspeed  Realty  Improvement  Co  to  U  S  TRUST  CO.  lOSth  st, 
Nos  103  to  107,  n  s,  100  w  Columbus  av,  75x100.11.  Nov  2,  due, 
&c,  as  per  bond.     Nov  3,   1906.     7:1803.  24.000 

Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Nov  2.     Nov  3.  1906.     7:1S()3.  nom 
Gustav,    Carl    and    Adolf    Hohle    to    WASHINGTON    TRUST    CO    of 
City  N  Y.     125th  st,  Nos  377  and  379.  n  s,  40  e  Columbus  av  or 
Morningside   av   E,   40x74.11.      Nov    1,   3   years,   4V2%.      Nov   2, 
1906.     7:1952.                                                                                    15,000 
Goldberg,  Jacob  and  Max  Smith  to  Alex  Pfeiffer.     Amsterdam  av, 
Nos   1422  to  14.32.  w  s.  24.11  n  130th  st,  150x100.     Prior  mort 
$10,000.     Nov  1,  demand.  0%.     Nov  2,  1906.     7:1085.           40.000 
Same  to  Louis  A  Solomon.     Same  property.     Nov  1,  demand,  6%. 

Nov  2,  1906.     7:1985.  10,000 

Gruenberg.  Abraham  and  August  Knatz  with  Jacob  Goodman  et  al. 
9Gth  St.  No  117,  n  s,  180  w  Lexington  av.  37.6.xl00.11.     Subordi- 
nation mort.     Oct  23.     Nov  2.  1906.     6:l(i24.  nom 
Goldberg,    Mary    to    Bernhard   Klingenstein.   .3d   st.   No   197,   n   e    s, 
80   n   w    Av   B,   23x96.2.     P   M.      Oct  31,   5   years,   6%.      Nov  2, 
1906.     2:399.                                                                                     15.750 
Genovese.   Salvatore   to  Isaac  Kleinfeld  and  ano.   11th  st.  No  422, 
s  w  s,  269  n  w  Av  A.  25x94.8.     P  M.     Prior  mort  $23,000.     Nov 
1,   6  years,   6%.      Nov  2.   I'.XIG..     2:438.                                         13,.500 
Glaser.   Jacob   S  to  Jacob   Bloch  and  ano.     17th   st,   No  4,37.   n   s. 
325  e  10th  av.  25x92.     P  M.     Prior  mort  $1G,(X)0.     Nov  1,  3  yrs. 
6%.     Nov  2.  1906.     3:71.5.                                                                4,000 
Grosso,   Vincenza   wife   of   and   Alfonso   to   METROPOLIT.\N   SAV- 
INGS BANK.   115th  St.  No  424.  s  s,  245  e  1st  av,  2.5x100.10.     1 
year,   6%.      Nov  2,   1906.      6:1708.                                                     3,000 
Goldschlag,   Abraham   to   Apollo   Realty   Co.     11th   st,   Nos   (527  to 
631,   n   s,   233  w  Av  C,   2   lots,   each  37.6x103.3.     2  P  M  morts, 
each   .$25,000.     Oct   17,   5  years,   0%.      Nov  5,   1906.     2:.394. 

50,000 
Goldschlag.    Abraham    to    Frank    Hillman    and    ano.    11th    st.    Nos 
627  to  C^Sl,  n  s,  2.33  w  Av  C,  75x103.3.     P  M.     Oct  17,  due  Feb 
17,   1907,  6%.     Nov  5,   1900.     2:394.  3,.500 

Grattarola.  John  B  to  Horace  J  Brookes.  3d  st.  No  80,  s  s, 
100  w  Thompson  st,  25x71)  3.  P  M.  Due,  &c,  as  per  bond.  Nov 
5,    1906.      2:.5.39.  13,500 

Grossman,  Isaac  and  Barnet  Sundelevich  to  N  Y  TRUST  CO.  80th 
st,  No  442,  s  s,  97.7  w  Av  A,  40.6x102.6.  Nov  1,  190(i,  5  yrs, 
5%.      Corrects   error   in   last   issue   when   amount   was   $127,.50O. 

42,500 
Grossman,  Isaac  to  American  Mortgage  Co.     86th  st,  Nos  430  to 
440,   s  s,   13,S.l  w  Av  A,   2  lots,  each  40.4x102.2.  2  morts,   each 
$42,500.      Nov    1,    1906,   5   years,   5%.      5:1.565.      Corrects   error 
in  last  issue.  85,000 

Hehre,  Kate  M  to  Jessie  M  Proctor.  Manhattan  av.  No  105,  w  s, 
37.11  n  104th  st.  18x50.  P  M.  Prior  mort  $8,000.  Nov  1,  due, 
&c,  as  per  bond.  —%.     Nov  2.  1906.     7:1840.  2,000 
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KING'S  WINDSOR  CEMENT 

lor  Plastering  Walls  and  Ceilings        J.  b.  king  &  co,.  No.  i  Broadway,  Nevr  Y©rk 


Elastic  in  Its  nature,  can  be  applied  with  25  pet 
cent,  less  labor  and  has  12'.-  percent,  more  co\- 
erinji    capaaty  than    any  other   similur    matf<««II 


Holly,  Mary  K  to  James  McHenry.  Amsterdam  av,  No  931,  e  s, 
47.10  s  10(!th  St,  20.0x100.     5  years,  4%.     Nov  5,  1906.     7:1800. 

22.000 

Hamill,  Rosella  to  Alfred  L  M  Bullowa.  113th  st.  No  64,  s  s.  95 
e  Madison  av,  25x100.10.  Oct  26,  1  year,  6%.  Nov  5,  1906. 
0:1018.  „,         '50 

Hoffmann,  Christian  and  Rudolph  to  Emma  M  Kropf.  8l)th  st. 
No  453,  n  s,  22  w  Av  A,  26x80.  P  M.  Nov  1,  5  years,  —%. 
Nov  5,  1906.     5:1566.  JJJ^^ 

Same  to  Jessie  A  May.     Same  property.     P  M.     Prior  mort  fl ',.-_„ 
000.     Nov  1,  2  years.  -%.     Nov  5,  1906.     5:1566.  I,<o0 

Hurty  James  G  to  Leopold  Newborg.  5th  av.  n  e  cor  103d  st, 
100  11x150.  Prior  mort  .f  120,000.  Nov  1,  3  years,  5%.  Nov  7. 
1006.     0:1009.  „„„   16,000 

Holderer,  Otto  to  J  Herman  Rohrs.  Greenwich  st,  No  322.  n  w 
cor  Duane  st,   No   187%.     Installs,   6%.     Nov  5.   1906.     1:^2.^^ 

Notes  12,000 

Holzman  Realty  Co  to  Daniel  A  Davis  and  ano  trustees  for  Flor- 
ence V  Eldredge,  will  Orris  K  Eldredge.  Clinton  st.  No  87, 
w  s,  100  s  Rivington  st,  25x100.  Nov  5,  due,  &c,  as  per  bond. 
Nov  7,  1906.     2:348.  28,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Nov  5.     Nov  7,  1906.     2:348.  — 

Hill.  Robert  to  Oliver  W  Reals.  52d  st.  No  511,  n  s.  150  w  10th 
av,    25x1005.      Nov   3,   3   years.   — %.      Nov   7,   1906.     4:1()S1. 

Huppert,  Isaac  and  Hannah  and  Edw  Bernstein  to  Arthur  Freund. 

Columbus   av.    No   461.   n   e    cor   S2d    st.    No    73   n    s,    26.8x100. 

Prior  mort  $62,000.     1  year,  67c.     Nov  5,  1906.     4:1196.       10.000 
Herschman,    Siegmund    I,    AmitjTille,    L    I    to    CENERAL    TRUST 

CO  of  N  Y.     117th  st.  No  320,  s  s,  273.9  w  Sth  av,  26.3x100.11. 

5  years,  5<7c.     Nov  5,  1906.    7:1943.  17,500 

Haubner.    Frank   O   to    METROPOLITAN    TRUST   CO.   46th   st.   No 

l."3    n  s    200  e  7th  av,  27x100.4.     Nov  5.  due,  &c,  as  per  bond. 

Nov  8,  1906.     4:999.  25,000 

Hoppensack,   Anna   widow   to   Chas   Griffin   et   al   trustees   Samuel 

Willets   for   benefit   Caroline   W    Frame.      104th   st.   No   50,   s   s, 

05  e  Madison  av,  25x100.11.     Nov  8,  1900,  3  years,  5%.     6:1609. 

14,000 
Hasenbeck.  Fredk  to  Wm  Lubbert.     University  pi.  No  116.     Lease- 
hold  all  title.     Oct  5,  due,  &c,  as  per  bond.     Nov  8,  1906.     2:570. 

3,000 
Hennessy,  James  A  to  Martha  H  Gilchrist  Individ  and  as  guardian 

Huntington  Gilchrist  et  al.     28th  st.  No  433.  n  s,  425  w  9th  av. 


25x08.9.      Nov  S.   1900,   3  years.   5';.     3:720. 


14,000 


Heard,  Wm  N  to  Carleton  Curtis  and  ano  committee  of  estate 
Jeremiah  W  Curtis.  49th  st.  No  145.  n  s,  528  w  6th  av,  22x 
100.4.     Nov  7.  3  years,  5%.     Nov  8,  1906.     4:1002.  25.000 

Hall.  Bolton  with  Katherine  Bissell.  St  Nicholas  Terrace.  No  8. 
Subordination   agreement.      Oct   29.      Nov   2.    1906.     7:1954.     nom 

Hughes,  Walter  C  to  Andrew  Wilson.  21st  st.  No  316,  s  w  s, 
250  n  w  Sth  av,  25x91.11:  21st  st.  No  318,  s  w  s.  275  n  w 
8th  av.  2.5x91.11.  Leasehold.  Nov  1.  installs.  0%.  Nov  2. 
inOO.     3:744.  2,.5O0 

Jonson,  Rosetta  with  TITLE  GUARANTEE  AND  TRUST  CO.  30th 
St.  No  258  West.  Subordination  agreement.  Nov  2.  Nov  5, 
1906.     7:1.889.  nom 

Jacobs.  Sam  to  Saml  Ganz  Sheriff  st.  No  118,  e  s,  150  s  Hous- 
ton st,  25x100;  all  title  to  strip  begins  Sheriff  st.  e  s,  175 
s  Houston  st,  runs  e  100  x  s  0.1"4  x  w  lOO  to  st,  x  n  0.4  to  be- 
ginning. P  M.  Prior  mort  .^oO.OCX).  Nov  1,  2  years,  6%. 
Nov  2,   1906.     2:335.  3,250 

Jacobs,  Julia  M  to  Ritter  Realty  Co.  115th  st.  No  102,  s  s, 
100  w  Lenox  av,  31.0x100.11.  P  M.  Prior  mort  .1:23,000.  Oct 
18.    due    Mar    1,    1909.   iV/r.      Nov   2.    1906.      7:1824.  8,400 

Jacobs,  Julia  M  to  Ritter  Realty  Co.  115th  st.  No  104.  s  s, 
131.0  w  Lenox  av.  31x100.11.  P  M.  Prior  mort  i?23,000.  Oct 
IS,  due   Mar  3,   1909,  0%.     Nov  2,   1900.     7:1824.  8.400 

Jacobs.  Barbara  S  to  Francis  H  Ross.  144th  st,  No  311,  n  s, 
175  w  Sth  av.  24.0x99.11.  Prior  mort  !i;l6,000.  1  year,  6%. 
Nov  2,  1906.     7:2044.  2,500 

Jacobs.  Barbara  S  to  James  M  Crafts  and  ano  trustees  Ogden 
Haggerty  for  benefit  Anna  K  Shaw.  144th  st.  No  311.  n  s.  175  w 
Sth   av.   24.6x99.11.      Nov  2.   1900,  3  years,  5%.     7:2044.       16.000 

Jacobson,  Israel  to  Aaron  Block.  17th  st.  No  452,  s  s,  125 
e  10th  av,  25x92.  Nov  1,  3  years,  6%.  Nov  7,  1906. 
3:714.  __3,000 

Jacobson.  Israel  to  Lazarus  Haines.  107th  st.  No  60,  s  s.  175  e 
Madison  av.  25x100.11.  Nov  1.  2  years.  67c.  Nov  2,  1906. 
6:1612.  2,000 

Jacobson,  Israel  to  Aaron  Block.  107th  st.  No  60.  s  s.  175  e 
Madison  av,  25x100.11.  Nov  1,  3  years,  6%.  Nov  7,  1906. 
6:1612.  4.000 

Jacobs,  Simon  and  Saml  Hutkoff  to  Saml  Ratzkin  and  ano.  124th 
st,  Nos  233  to  239.  167  w  2d  av,  80x100.11.  Prior  mort  ,$112,100 
Oct  31.  due  April  30.  1907.  C,%.     Nov  5.  1906.     6:1789.  2,.500 

Jacobs  Simon  and  Saml  Hutkoff  to  Saml  Ratzkin  and  ano.  107th 
st,  Nos  214  to  220,  s  s,  200.8  e  3d  av,  87.5x100.11.  Prior  mort 
$127,500.    Oct  31,  due  April  30,  1907,  6%.     Nov  5,  1906.  6:1656. 

2,500 

Kronberg,  Eliza  to  John  A  Aspinwall  and  John  W  Minturn.  Amster- 
dam av,  No  16.36,  w  s,  24.11  s  141st  st,  25x100.  Nov  2.  1906. 
5  years,  5%.     7:2072.  23.000 

Kronsberg,  Eliza  to  Walter  F  Kingsland.  Amsterdam  av.  No 
1634,  w  s,  49.11  s  141st  st,  25x100.     Nov  2,  5  years,  5%.  7:2072. 

23.000 

Kaskel,  Geo  J  to  Julius  Jacobs.  St  Nicholas  av.  No  334,  e  s, 
18.11  s  127th  St.  18.11x79.9x18.8x77.  P  M.  Nov  5,  5  years. 
5%.     Nov  7.  1906.     7:1953.  14,000 

Kramer,  Max  J  and  Henrv  Rockmore  to  Geo  Ricard.  66th  st,  n  s. 
145  e  3d  av,  4.5x100.5.     1  year.  C,%.     Nov  5.  1906.     3:1421.    25.000 

Kaplan,  Elias  to  Saml  Snow.  Av  A.  No  1317,  w  s.  120.4  s  71st  st. 
25x100.     Nov  3.  demand,  C^c.     Nov  7,   1906,     5:1465.  3,500 

Kassel.  Abraham  to  Jonas  Weil  and  ano.  142d  st.  No  291,  n  s, 
125  e  Sth  av.  2.5x99.11.  P  M.  Prior  mort  §21,000.  7  years, 
0%.     Nov  5.  1900.     7:2028.  8,000 

Koenig,  Louise  A  wife  of  Herman  to  TITLE  GUARANTEE  AND 
TRUST  CO.  8.3d  st,  No  64,  s  s,  138  e  Columbus  av,  18x102.2. 
P  M.      Nov  3,   due,  &c,   as  per  bond.     Nov  5,   1900.     4:1196. 

10,000 

Kaufman,  Max  to  STATE  BANK.  Jackson  st,  Nos  18  and  20,  e  s. 


49.9  s  Madison  st,  39.3x100x41x10(1.  Prior  mort  §25,000.  Nov 
2,   demand,    07c.      Nov   5,    1906.      1:265.  4,000 

Keller,  Matilda  to  Philip  Teets  et  al  exrs  Louisa  S  Teets.  122d 
st.  No  342,  s  s,  90  w  Manhattan  av,  10x100.11.  Nov  3,  3  yrs. 
— %.     Nov  5,   1906.     7:1948.  9,500 

King,  Wm  and  Warwick  G  Pearse  to  Peter  Doelger.  3d  av.  No 
ISliO,  s  w  cor  lHod  St.  Saloon  lease.  Nov  3,  demand  0%.  Nov 
5,   1900.     0:1030.  5,318.31 

Katz,  Sam  of  Brooklvn  to  Morris  Kittenplan  and  ano.  65th  st. 
No  348,  s  s,  117  w  1st  av,  27x100.5.  P  M.  Prior  mort  §19,000. 
Nov  1,   10  years,  6%.      Nov  8.   1900.     5:1439.  15,000 

Klingensteiu,  Bernhard  with  Wm  P  Clare  et  al  executors  &c  Neal 
G'Donnell.  Broome  st,  No  103,  s  s,  50  e  Willett  st.  2.5x75.  Sub- 
ordination agreement.     Oct  31.     Nov  8,  1900.     2:330.  nom 

Kurzrok.  Raphael  to  Isidore  Jackson  and  ano.  2d  av.  No  2100, 
n  e  cor  lOSth  st.  .511x100.  Building  loan.  Oct  30,  demand,  6%. 
Nov  8,  1906.     0:1680.  5,000 

Klein.  Albert  R  to  Benj  M  Gruenstein  and  ano.  103d  st,  Nos  124 
and   120.   s   s.   203   e   Park  av.  2   lots,   each  51x100.11.      2PM 

morts.  each  $10,000.     2  prior  morts.  $ each.     Nov  1,  6  years. 

07f.     Nov  2.  1900.     0:1030.  32.000 

Kaufman.  Mary  A  with  U  S  TRUST  CO  of  N  Y.  108th  st,  Nos  103 
to  107,  n  s,  100  w  Columbus  av,  75x100.11.  Agreement  subro- 
gating mort.     Oct  20.      Nov  3,   1900.     7:1803.  nom 

Kassel,  Abraham  and  Isaac  Goldberg  to  Jed  Frye.  2d  av.  No  2124, 
e  s,  25.10' n  109th  st.  25x75.  Nov  1.  5  years,  5%.  Nov  2, 
1906.     6:1681.  12,000 

Kaufman,  Max  to  GERMAN  SAVINGS  BANK.  Jackson  st,  Nos 
IS  and  20,  e  s,  49.9  s  Madison  st,  39.3xl00.x41xl00.  Oct  29. 
3  years,   5%.     Nov  2.   1900.      1:205.  25,000 

Kotzen  Realty  Co  to  LAWYERS  TITLE  INS  AND  TRUST  CO. 
0th  st,  Nos  713  to  717.  n  s,  195.3  e  Av  C,  38.3x90.10.  Certificate 
as  to  consent  of  stockholders  to  mort  for  $58,000.  Nov  2, 
1906.     2:376.  • • 

Kotzen  Realty  Co  to  LAWYERS  TITLE  INS  AND  TRUST  CO. 
0th  st,  Nos  713  to  717,  n  s.  195.3  e  Av  C,  58.3x90.10.  Nov 
2,   190li,  5  years,   5%.     2:376.  58,000 

Kotzen  Realty  Co  to  Sender  Ja'rmulowskj'.  6th  St.  Nos  713  and 
715.  n  s.  195.3  e  Av  C.  40.9x90.10;  0th  st.  n  s.  235.11  e  Av  C. 
18.2x90.10.  Prior  mort  $58,000.  Nov  2,  1906.  due  May  2,  1907. 
6%.      2:370.  10,000 

Kleinteld.  Isaac  and  Isaac  Rothfeld  to  Gertrude  Palmer.  11th 
St.  No  422,  s  w  s,  :-:09  n  w  Av  A,  25.x94.8.  Oct  18,  5  years.  5%. 
Nov   2,    1906.     2:4iS.  23,000 

Klein.  Albert  R  to  B:nj  M  Gruenstein  and  ano.  103d  st,  No  122. 
s  s,  158.6  e  Park  av,  44.0x100.11.  P  M.  Prior  mort  §— — .  Nov 
1.   6  years,  67-     Nov  2,   1906.     6:1630.  13,000 

Logan.  Thomas  to  Franklin  D  Seward.  Prospect  pi,  No  54,  w  s, 
07.1  n  42d  st,  10  8x.54.  Nov  5,  5  years,  5%.  Nov  7,  1906. 
5:1.33.5.  6,000 

Landsmann,  Solomon  M  and  Jos  Berkowitz  to  Isidor  Leipzig. 
Cherry  st.  Nos  111  to  115,  s  w  cor  Catharine  Slip,  Nos  2  and  4, 
runs  w  80.2  x  s  0(1.4  x  e  40.7  x  n  20  x  e  40  to  Slip  x  n  40  to 
beginning.     P  M.     Prior  mort  $.52, .500.     Nov  3,  5  years,  6%.     Nov 

7,  1900.     1:251.  15,000 
London,  Lewis  A  with  Jane  L  Armour.     125th  st.  No  450,  s  s,  150 

e    .Amsterdam   av.      Subordination   agreement.      Oct  29.      Nov  7, 

1900.     7:19lJ5.  nom 

Levin.   Sigmund  and   Betsie   Wolt   to   Samuel  Strauss.     2d  av.   No 

740,  e  s,  49.4  s  4(  th  st,  24.8x100.     P  M.     Prior  mort  $20,7.50. 

Nov  1,  4  years,  G'/r.     Nov  7.  1900.     3:945.  5,000 

Lowy,  Leopold  to  B  Aymar  Sands  et  al  trus  for  Wm  H  Purdy  will 

Cath  Purdv.     125tli   st.  No  505,  n  s,   125  w  Amsterdam  av,  2.5x 

99.11.      2    years,    5  i^.      Nov   5,    1900.      7:1980.  17,000 

Lederman,   Helena   to   Chas   Gulden.      Madison   av.   No   1318.   w  s. 

(iS.S  n  93d  St.   16x.S7.9.    -Nov  1.  3  years.  4%%.     Nov  5,   1906. 

5:1.50.5.  15.000 

Loventhal.   David   to   Eveline  H   Brainerd.      Madison   av.   No  1730, 

w  s,  25  s  114th  st,  25.11x79.     5  years,  4%%.     Nov  5,  1906. 

6:1619.  21,000 

Law,  Harry  D  to   Fh:lip  Teets  et  al   exrs  Louisa  Teets.     122d  st. 

No  342  West.     Subordination  agreement.     Nov  3.     Nov  5,  1906. 

7:1048.  nom 

Lotze,    Marie    to   Jacob   Glick   and   Louis   Levinsohn.    105th   st.   No 

08,  s  s,  1.55  w  Park  av,  25x100.11.  Agreement  as  to  reduction 
of  mort.     Oct  9.     Nov  5,  1900.     6:1010.         other  consid  and  5,0tX) 

Ludin  Realty  Co  to  Edward  P  de  Beixedon.  30th  st.  No  522,  s  s, 
475  e  11th  av,  25x93.9.  P  M.  Nov  1,  3  years.  5%.  Nov  2,  1906. 
3:707.  7,000 

Lewlne.  Solomon  and  Louis  Davis  and  Harry  Wittenberg  to  Rich- 
ard Lathers,  Jr.,  anl  ano  exrs  Richd  Lathers.  00th  st.  No  213.  n 
s.   190  e  3d  av,  40x100.5.     Nov  2,  1906,  5  years,  5%.     5:1421. 

40.000 

Lowitt,  Minnie  with  Josephine  A  Epstein.  111th  st.  No  145  West. 
Extension   mort.      Nov   2,    1906.      7:1821.  nom 

Lowenstein,  Max  L  to  Ernest  H  Herb.  129th  st.  No  103,  n  s.  123 
e  7th  av,  27.x99.ll.     Nov  1,  5  years,  5%.     Nov  2,  1906.     7:1914.. 

25.000 

Lowenstein.  Max  L.  Harry  Wolt  and  George  with  Ernest  H 
Herb.  129th  st.  No  103  West.  Subordination  mort.  Nov  1. 
Nov    2.    1906.      7:1914.  nom 

Lang.  Morris  and  Hyman  Markotsky  to  David  Reggel.  2d  av,  No 
2057,  w  s,  50.6  s  100th  st,  2.5x73.  P  M.  Prior  mort  $12,500. 
May  31,  3  years.  — %.  June  1,  1900.  6:1655.  Corrects  error  in 
issue  of  June  9,   when  last   line  was  omitted.  2.500 

Lesser.  Isaac  to  Mabel  S  Parker.  S4th  st.  No  424,  s  s,  235.10  e 
st  av,  14.2x102.2.     P  M.     Nov  3,  1006,  3  years,  5%.     5:1563. 

5,000 

Lesser,  Isaac  to  Vaclev  Paleak.  84th  st.  No  424,  s  s,  235.10  e  1st 
av.  14.2x102.2.  Prior  mort  $5,000.  Nov  2,  due  Oct  1,  1908,  6%. 
Nov  3,  1906.     5:1503.  1.800 

Laubentracht.  Geo  and  Morris  Singer  to  Louis  Meyer  Realty  Co. 
101st  st.  No  104,  s  s,  100  w  Columbus  av,  25x100.11..  Oct  31, 
3  years.   6%-     Nov  3,   1906.     7:1S55.  1,000 

Liebenthal,  Joseph.  Jacob  and  Louis  to  Corporate  Realty  As- 
sociation 112th  St.  Nos  .39  to  43.  n  s  250  e  Lenox  av.  lOOx 
100.11.  Prior  mort  §110,000.  Nov  7,  demand,  6%.  Nov  8,  1906. 
0:1,596.  12,000 

Liebman,  Henry  L  with  AMERICAN  MORTGAGE  CO.  Essex  st. 
No  33.     Subordination  agreement.     Nov  7.     Nov  8.  1906.     1:310. 

nom 
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SALESMAN  desires  to  make  connection  with  a  first  class  firm  for  New 
York  City  and  vicinity.  Can  show  good  results  by  past  records.  Ready  for 
engagement  January  ist,  1907.  Will  be  pleased  to  entertain  offers  from 
any  of  the  allied  branches  in  the  Buildirg  Trades. 

Address  F.   B.,  care  of  Record  &  Guide. 


Lewis,  Wm  H  to  Therese  Callender.  10th  av.  s  e  s,  74.11  s  w 
2()>Sth  St,  2.-i.';100.     Nov  8,  1900,  4  years  — %.     8:2204.  2,500 

Liebenthal,  Joseph,  Jacob  and  Louis  to  LAWYERS  TITLE  INS 
&  TRUST  CO.  112th  st,  Nos  30  and  4.S,  n  s,  2.50  e  Lenox  av, 
2  lota  each  .50.\100.11.  Two  morts  each  $55,000.  Nov  7.  5 
years,  5%.     Nov  8,  1906.     6:1590.  110,000 

Louis,  Joseph  to  Annie  Maguire.  3d  av.  No  1981,  s  e  cor  109th 
St,  Nos  200  and  200y,,  25.11x82.  P  M.  Nov  1,  4  years,  5%. 
Nov  8,  1906.     6:1658.  35,000 

Levy.  David  and  Robert  Friedman  to  MUTUAL  LIFE  INS  CO 
of  N  Y.  1.3Sth  St,  s  s,  325  e  Lenox  av,  225x99.11.  Nov  8,  1906. 
due.  &c,  as  per  bond.     6:1735.  50,000 

Levy,  Wm  W  and  Mitchell  Bernstein  and  Jacob  Friedman  to  Max 
Herbst.  136th  st,  Nos  10  and  18,  s  s,  235  w  5th  av,  49.11x99.11; 
136th  St.  Nos  20  and  22,  285  w  5th  av,  .50x99.11.  Nov  2,  1  year, 
6%.     Nov  8,  1006.     6:1733.  7,500 

McCabe,  Jennie  to  Michl  J  Leonard.  Bradhurst  av.  No  43, 
w  s,  173.2  s  145th  st,  18.2x80.3xl8.x80.3.  P  M.  Nov  7,  2  years, 
5%.     Nov  8.  1900.     7:2051.  2,000 

Machiz.  Ida  to  L.\WYERS  TITLE  INS  &  TRUST  CO.  89th  st. 
No  220.  s  s,  210  e  3d  av,  25x100.8.  P  M.  Nov  7,  5  years,  5%. 
Nov  8,  1006.     5:1534.  18,000 

Same  and  Mernhard  Mayer.  With  same.  Same  property.  Sub- 
ordination agreement.     Nov  2.     Nov  8,  1906.     5:1534.  nom 

Meller,  Abraham  and  David  Podolsky  to  Wm  F  Clare  et  al  ex- 
ecutors,   &c,    Neal    O'Donnell.      Broome    st.    No 


103, 


Willett  st,   25x75.     Nov  7,  3  years,  5%.     Nov  8,  1906. 


Maguire, 
7th  av, 
1906, 


50 
2:3.36. 
20,000 

Meyer,  Francis  J  to  James  A  Shepard.  Mitchell  pi.  No  2,  or  49th 
st,  n  s,  18  e  1st  av,  18x80.10.  Oct  29,  1  year,  6%.  Nov  8,  1906. 
5:1361.  800 

Marshall.  Abby  S  to  FARMERS  LOAN  &  TRUST  CO.  Park  av. 
No  561,  n  e  cor  62d  st,  Nos  101  and  103,  60x40.1x02.2x40. 
Nov  8,   ]9(J6,   5  years,   — %.     5:1307.  50,000 

Meli,  Rosali  and  Edwin  M  Friedlander  with  EQUITABLE  TRUST 
CO  of  N  Y.  l.SOth  st.  No  622,  s  s,  331.3  w  Broadway,  43.9x 
99.11.     Subordination  agreement.     Nov  1.     Nov  8,  ly06.    7:2002. 

nom 
John    to    DeWitt    C    Flanagan    and   ano   TRUSTEES,    &c. 
No   76.      Saloon   lease.      Sept   12,   demand,   0%.      Nov  3, 
3:764.  4,000 

Morgenstern.  Sigmund  to  Apollo  Realty  Co.  12th  st,  Nos  639  to 
643,  n  s,  108.6  w  Av  C,  2  lots,  each  37.6x103.3.  2  P  M  morts, 
each  $23,250.  2  prior  morts,  each  $36,000.  Nov  2,  5  years. 
6%.     Nov  3,  1906.     2:395  46,500 

Monks,  John  to  Julie  E  Brady  extrx  James  W  Brady.  138th  St. 
No  241,  n  s.  431.6  w  7th  av,  17x99.11.  P  M.  Nov  2,  3  years, 
5%.     Nov  3,  1906.     7:2024.  8,000 

Macready.  Geo  P  to  John  D  Van  Buren  exr  Saml  Aymar..  22d 
St.  No  261,  n  s,  262.6  e  8th  av,  18.9x98.9.  Oct  29,  due,  &c,  as 
per  bond.     Nov  3,  1906.     3:772.  10,000 

McGrath,  John  J  to  EMPIRE  CITY  SAVINGS  BANK.  132d  st, 
No  67,  n  s,  2.35  e  Lenox  av,  20.x99.11.  Oct  26,  1  year,  5%.  Nov 
3,   1900.     6:1730.  700 

Marx,  Edward,  Nathan.  Simon,  Ferdinand  and  Julia  Raudnitz  to 
TITLE  GUARANTEE  AND  TRUST  CO.  Houston  st.  No  26,  n 
s,  50  w  Mercer  st,  25x105.  Nov  3,  due,  &c,  as  per  bond.  Nov 
5,  1906.     2:523.  30,000 

Martello,  Clemente  with  Sarah  E  Furnald.  Thompson  st.  No  73, 
w  s.  122.1  s  Spring  st,  runs  s  28.2  x  w  100  x  n  24.10  x  e  59.10 
X  n  3.1  X  0  40.1  to  beginning.  Subordination  agreement.  Nov 
1.     Nov  7,  1906.     2:489.  nom 

Marks,  Martin  with  LAWYERS  TITLE  INS  &  TRUST  CO.  5th  st, 
Nos  606  and  608  E.  Subordination  agreement.  Oct  24.  Nov 
7,  lOlKi.     2:387.  nom 

Mayer,  Paul  with  TITLE  GUARANTEE  &  TRUST  CO.  SSth  st. 
No  217  W.     Subordination  agreement.     Nov  7,   1906.     4:1236. 

nom 
C  to  Leo  Kahn.     3d  av.  No  1341,  e  s,  63.9  s  77th 
Prior  mort  $13. .500.     Nov  5,  due  Jan  5,  1911,  6%. 
5:1431.  1,000 

Lillie  to  GREENWICH  SAVINGS  BANK.      60th   st.  No 
75  w  2d  av,  20x100.5.     2  years,  41/3%.     Nov  5,  1906. 

12,000 
Lillie    to    GREENWICH    SAVINGS    BANK.       60th    st. 
No  245,  n  s,  95  w  2d  av,  20x100.5.     Prior  mort  $7,000.     2  years. 
4^^%.     Nov  5,  1906.     5:141.5.  5,000 

Miltenberger,  Carl  to  Wm  J  Frey.     3d  st.  No  21,  n  s,  175  w  2d  av. 

25x06.     p  M.     Oct  26.  demand.  6%.     Nov  2,  1906.     2:450.    2,000 
McNeil.  Thomas  R  to  Alex  P  W  Kinnan  and  ano.     Washington  st. 
No    107,    e    s,    49.5    n    Fulton    st,    24.9x83x2.3.8x78.8;    Fulton    st. 
No  233,   n  s.  67.5  e  Washington  st.  23x71x23.3x71.     P  M.     Nov 

1,  5  years,  5%.     Nov  2.  1906.     1:83. 
McVickar,   Edith   S   to   Joseph   H  White.     83d  st.   No  41,   n 

e  Madison  av,  15x102.2.     P  M.     Prior  mort  .?18,000.     Nov  1 
&c.   as   per  bond.      Nov  2,   1906.     5:1495. 
Marks.   Eva   to  Moses   Kinzler.     94th  st.   No  221,   n  s.   299.9 
av,   24.0x100.8.     P   M.     Prior  mort  $20,2.50.     Oct  31 

2,  1909,    6%,     Nov   2,    1906.      5:1540. 
Mulhall.    John   T   to   Moses   I   Siegel   and   ano. 

s  s.  l.SOl  e  Park  av,  20.1x99.11x20.2x99.11 
s  s.  200.2  e  Park  av,  19.11x99.11x20x99.11. 
May  1,  1907,  6%.     Nov  2,  1906.     6:1777. 

Markowitz,  Herman  to  Central  Building  Impt  and  Invest  Co. 
Columbus  av,  Nos  828  to  838,  s  w  cor  101st  st,  runs  s  100.10 
x  w  08.2  X  s  0.1/2  X  w  31.10  X  n  100.11  to  st,  x  e  100  to  begin- 
ning. P  M.  Prior  mort  $150,000.  Nov  1,  6  years,  6%.  Nov 
2,    lOOtr     7:1855.  60.000 

Nicoll,  Louis  C  and  Solomon  Merksamer  to  STATE  BANK.  156th 
st,  s  s,  400  w  Amsterdam  av,  .50x90.11.  Prior  mort  $61,500.  6 
months.  0%.     Nov  .5.   1906.     8:2114.  4,250 

Navoni.   James  F  to  Jane   E  wife  of  Ellis   L  Alflrich.     Macdougal 

st,  No  44.  e  s.  140  n  Prince  st.  20x75.     P  M.     Prior  mort  $ . 

5  years,   5%.      Nov  5,   1906.     2:518.  7,750 

National  Arts  Club  to  Spencer  Trask  et  al  TRUSTEES.  Gram- 
ercv  Park,  Nos  14  and  15.  begins  19th  st,  Nos  119  and  121.  n  s, 
105.8  w  Irving  pi,  .50.3x184  to  s  s  20th  st,  Nos  116  and  118. 
Nov  1,  due  Nov  1,   1926,  5%.     Nov  3,  1906.     3:875. 

gold.   2.50.000 

Number  Six-Fifty-Two  Broadway,  a  corporation  to  METROPOL- 
ITAN LIFE  INS  CO.  Broadway.  No  652,  s  e  s,  abt  115  n  Bleeck- 
er  st,  29x1.30.  Nov  2.  1906,  6%,  due  construction  of  building  and 
5%  thereafter.     2:529.  225,000 


Mayne.   Henry 
st,   19.2x75, 
Nov  7,  lOOfi. 

McGovern, 
247.  n  s, 
5:1415. 

McGovern, 


80,000 
s.  85 
,  due, 

9.500 
e  3d 
due   Mav 
1.750 
129th  st,  No  112, 
129th  st.  No  114, 
P  M.     Nov  1,  due 
5,350 


Same  to-same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.  Nov  2,  1900.     2:529.  "  

Nathan,  Kean  &  Co  to  Grenville  B  Winthrop  exr  under  trust  deed 
?^'"r  •'".'7  ^^'  W''-^^-  '^<^*  st'  No  502,  s  s,  100  e  Av  A,  37.6x 
100.0.     Nov  2,  3  years,  5%.     Nov  3,  1906.     5:1481.  24  000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders   to  above   mort.     Nov  2.     Nov  3,   1906.     5:1481    

Nathan,  Kean  &  Co  to  Grenville  B  Winthrop  exr  under  trust 
deed  dated  July  10,  1891.  Av  A,  No  1294,  n  e  cor  69th  st,  No 
oOl,   2(xl00.      Nov  2,  3  years,  5%.     Nov  3,   1906.     5:1481. 

26  000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to  above   mort.     Nov  2.     Nov  3,   1906.     5:1481  

Naegele,  George  J  to  Gottfried  Naegele,  184th  st,  s  s  100  e 
Amsterdam  av,  .50x]0O.5.v:.5Ox9.S.8.  June  20,  due  July  1  1909 
5%.     Nov  8,  1906.     8:2140.  §000 

NicolI,  Louis  C  and  Solomon  Merksamer  to  National  Assn  of 
Audubon  Societies  tor  the  Protection  of  Wild  Birds  and  Animals 
a  corpn.  1.5(ith  st,  s  s,  400  w  Amsterdam  av,  50x99.11.  Nov  7' 
3  years,  —  %.     Nov  8,  1900.     8:2114.  46,500 

Same  to  Pincus  Lowenfeld  and  ano.  Same  property.  Prior  mort 
$40,500.     Nov  7,  demand  6°^     Nov  8,   19U6.     8:2114.  14,500 

Same  to  -Alex  Pfeiffer.  Same  propertv.  Prior  raort  $61 000 
Nov  7,  demand,  6%.     Nov  8,   1906.     8:2114.  3  000 

Same  with  STATE  BANK.  Same  property.  Subordination  agree- 
ment.    Nov  5.     Nov  8,    I'.tOi;.     8:2114.  nom 

Naegele.  Edward  to  Gottfried  Naegele.  8th  av.  No  2637  w  s 
Pi^.f  I'^^s'  ^''   25x100.     Sept  20.  3  years,  6%.     Nov  8,'  1906.' 

r.V--lf--  ".OOO 

Osk,  Marcus  and  Isidore  Edelstein  to  Kath  R  Jackson  et  al  ex- 
ecutors, &c,  Wm  H  Jackson.  Sullivan  st,  No  208  w  s,  100  n 
Bleecker    st,    2.5x100.      Oct    30,    1    year,    5%%.      Nov    8,    1900. 

^"•'^l'-.       ^  i-i.ooo 

Oppenheim,  Emma  and  Hannah  Kossmann  to  Sarah  Bernard, 
84th  st,  Nos  149  and  151,  n  s,  58  e  Lexington  av,  42  6x102  2 
P  M.     Prior  mort  $40,000.     Nov  8,  1906,  5  years,  6%.     5:1513. 

10,000 
Ottmger,    Marx   and    Moses    to    Sigmund   Rothteld.      Greenwich    st 
Nos  444  and  44t;.   w  s.   62.10  n  Vestry  st,  42x80.      Oct  31,   due 
March  1,  1911,  41/2%.     Nov  8,  1906.     1:223.  22  000 

Oestreicher,  Isaac  to  Alice  B  H  Thornton.  28th  st.  No  217,  n  's 
222.3  w  7th  av,  24.10x08.0.  P  M.  Oct  30,  5  years,  5%.  Nov 
8,  1006.     3:778.  22  000 

Ommen,  Elsie  E  wife  Alfred  E  to  Victorine  C  Morton,  107th~st 
No  243,  n  s,  552.6  w  Amsterdam  av,  22.6x100.11.  Oct  31,  due 
Nov  2,  1011,  5%.     Nov  8,   lOWj.     7:1870.  21,000 

Oehlhoff,  Elizabeth  with  Cath  A  De  La  Vergne  and  Jacob  Ruppe'rt 
as   trusteets  John   C   De   La  Vergne   for   Mary   F   De  La  Vergne 
137th   st,    Nos   22   and   24,   s   s,   235   w   5th   av,   50x09.11.      Sub- 
ordination agreement.     Oct  17.     Nov  8,   1906.     6:1734.  nom 
Osk,  Bessie  to  Phoebe  A  D  Boyle  and  ano  exrs  John  Boyle.   114th 
st,  Nos  437  and  430,  n  s,  03  w  Pleasant  av,   runs  n  44.S-X  n  w 
1  X  n  56.1  X  w  40  X  s  100.11  to  st,  x  e  50  to  beginning.     Nov 
2,  3  years,  .5%.     Nov  3,  1006,     6:1708.                                        45,000 
Oppenheim,   Mary  to  Virginia  G  Mackay-Smith.     87th  st,  s  s,  No 
18,  230  w  Central  Park  West,  20x100.8.     Oct  31.     Nov  7,  1906 
5  years,  4>4'/r.     4:1200.                                                                       18,000 
Osk,  Bessie  and  Marcus  L  and  Isidore  Edelstein  with  Phoebe  A  D 
Doyle   and   ano   exrs,    &c,   John   Boyle.      114th   st,    Nos   437   and 
4.30   East.      Subordination   agreement.      Nov   2.      Nov   5,    1906. 
6:1708.                                                                                                            nom 
Oestreicher,    Oscar  and   Arthur   Wolfe   to   TITLE   GUARANTEE   & 
TRUST  CO.     30th  st.   No  258,  s  s.  60  e  8th  av,  20.x63.4.     Due. 
&c,   as   per  bond.      .\ov  .5,   1006.     3:779.                                       12,000 
Oppenheimer,   Bernhard  to  Chas  A  and  Saml  M  Strauss.  138th  st. 
No  105,  n  s.  .500  e  7th  av,  26x99.11.     P  M.     Nov  1,  3  years,  6%. 
Nov   2,    1906.     7:2007.                                                                           2,500 
Perlstein,  Louis  and  Jacob  Rosenthal  to  Clarence  E  Gate.     Riving- 
ton  St.  Nos  19  and  21,  s  e  cor  Chrystie  st.  No  178,  50x81.     Prior 
mort  $84.II(H).     Oct  10,  3  years,  —%.     Nov  5,  1906.    2:420.      25,000 
Frisk,   Joseph   H   to   Susan  A   Van  Dolsen.      127th  st.   No  51,   n  s. 
60  e  Madison  av,   16.8x99.11.     P  M.     Nov  1,  5  years,  5%.     Nov 
.5,  1906.     6:1752.                                                                               li,00O 
Phillips,  James.  Jr,   Brace  Hayden  and  Sevilla  B  Doudge  as  trus- 
tees  James    R   Doudge    with   Isidor   Friedlander   and    ano.    113th 
st,  Nos  141  and  143  West.    2  extensions  of  morts.     Nov  1.     Nov 
5,   1906.     7:1823.                                                                                  nom 
Perrilla,    Ally    to    DeWitt    C    Flanagan    and   ano    TRUSTEES,    &c. 
Canal   st,   No  207.   Saloon  lease.     Oct  31,   demand,   6%.     Nov  5. 
1906.     1:200.                                                                                        2,700 
Reiss,    Lob    to    Anna    M    Rehermann    extrx   Chas   Rehermann.      Av 
A,  No  305.  w  s.  22  s  19th  st,  24x90.     P  M.     Nov  1,  3  years.  5%. 
Nov  2,   1906.     3:950.                                   ■                                     10  000 
Ray,    Louis    to    LAWYERS    TITLE    INS    &    TRUST    CO.      5th    st, 
Nos  006  and  608,   s   s,   117.11   e  Av  B,   35.10x96.2.     Nov  5,  5 
years,  57r.     Nov  7,  1906.     2:. 387. 
Same  and  Margt  Jaeger  with  same, 
tion  agreement.      Nov  2.      Nov  7, 
Robertson,  Morton  E.  Englewood,  N  J,  to  Society  for  the  Relief  of 
the    Destitute    Blind    of   City   of   N   Y   and    Its   Vicinity,    a   corpn. 
125th  St.   No  307,   n  s,   130  w  8th  av,  20x100.     Nov  7,   1906    5 
years,  rryc     7:1952.                                                                           19,000 
Reed,  Wm  B  to  Mary  L  Eraser.      121st  st.  No  162,  s  s,  90  e  7th 

av,  17x100.11.    Nov  1,  5  years,  59i.    Nov  7,  1906.     7:1905.      13,000 
Reilly,  Emma  with  John   M  Robinson.     84th  st.  No  329,  n  s,  291 
w  West  End  av,  18x102. 2.     Extension  mort.   Nov  1.   Nov  2,  1906. 
4:1246.  nom 

Randel,  Geo  W  to  Central  Brewing  Co  of  N  Y.  Lexington  av, 
No  1932,  n  w  cor  ll!)th  st.  No  141,  — x— .  Saloon  lease.  Nov 
1,  demand,  6%.     Nov  5,  1906.     6:1768.  2,500 

Risbey,  Chas  A  to  Henry  W  Genuerich.  131st  st.  No  258,  s  s, 
220,  e  Sth  av,  15x99.11.  Oct  11,  1  year,  6%,  Nov  5,  1906. 
7:1936.  12,000 

Rosenthal,  Moses  to  Abraham  Jacobson.  118th  st.  No  4,  s  s, 
100  w  5th  av.  25x100.11.  Nov  3,  due,  &c,  as  per  bond.  Nov 
5,   1906.     6:1601.  3,000 

Rieser,  Willy  to  Anna  H  Lehmann.  70th  st.  No  326,  s  s,  244  w 
1st  av,  25x100.4.     Nov  1,  2  years,  6%.     Nov  2,  1906.     5:1444. 

2,800 
Rendsburg,   Helene   Ardsley   with   U   S   TRUST   CO   of  N   Y.   108th 
st,  Nos  103  to  107,  n  s,  100  w  Columbus  av,  75x100.11.   Agree- 
ment subordinating  mort.     Oct  19.     Nov  3,  1906.     7:1863.         nom 


38,000 

Same  property. 

Subordina- 

1006.     2:387. 

nom 

Notice  is  hereby  glTea  that  infringement  will  lead  to  prosecution.       The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved. 
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JOHN  C.  ORR  CO., 


India,  Java  and  Huron  Sts.  and  East  River 
City   ot   New  York,   Borough    of    Brcokiyi 


BASH.  DOORS.  BLINDS 


LUMBER  OF  ALL  KINDS  FOR  BUILDERS 


70  SsMBVoizi 


4%.     4:1104. 

Seldis,  Dora  and  Louis 
TRUST  CO.  102d  st, 
Oct  30.     Nov  5,  190G. 

Shapiro.    Levy    &   Starr. 


Ripley  Realty  Co  (and  David  R  and  Jas  M  Todd  in  bond  only)  to 
City  Investing  Co.  Amsterdam  av,  Nos  2(59  to  275,  s  e  cor 
73d  St,  Nos  170  and  172,  102.2x119.2.  Nov  2,  due  Jan  14,  1907, 
6%.     Nov  3,   1900.     4:1144.  25,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  ot  stock- 
holders to  above  mort.     Nov  2.     Nov  3,  19O0.     4:1144.  ^- — 

Ryan,  Michael  D  to  George  T  McGovern.  Lexington  av,  No  77, 
s  e  cor  26th  st.  No  132,  24.8x62.  3  years,  57c.  Nov  2,  190(5. 
3:881.  5,000 

Rives,  Sara  to  LAWYERS  TITLE  INS  &  TRUST  CO.  38th  st, 
Nos  8  to  14,  s  s,  145  vv  5th  av.  75x98.9;  plot  begins  145  w  5th 
av  and  38  s  3Sth  st,  runs  s  2S.3  x  e  12  to  e  s  alleyway  x  n 
28.3  x  w  12  to  beginning.  Oct  31,  due  Nov  8,  1909,  4%%-  Nov 
8,  1900.     3:839.  200,000 

Read,  Eliz  M  wife  of  and  Daniel  P  to  Fredk  A  Clark.  73d  st.  No 
208,    s   s,   130   e    West   End  av,   18x100.      Nov  8,   1906,   3  years, 

14,000 
J    Jacob    with    LAWYERS    TITLE    INS    & 
No   216   East.      Subordination   agreement. 
6:1051.  nom 

a  corporation,  to  Carrie  Frankenthaler. 
34th  St.  No's  161  to  107,  n  s,  51.2  w  3d  av,  runs  w  63.4  x  n  82 
.\  s  e  9.3  X  n  e  17.5  x  e  39  x  s  50.2  x  e  4  x  s  23.9  x  e  8  x  s  23.8 
to  beginning.     Nov  3,   1  year.  6%.      Nov  5,   1906.     3:890.     10,000 

Strasbourger,  Harry  to  Patrick  Keenan  as  chamberlain  ot  City 
of  N  Y.  Attorney  st,  No  171,  w  s,  72.1  s  Houston  st,  27.11x60 
x27.7x60.     Nov  5,  due,   &c,   as  per  bond.     Nov  7,   1906.     2:3.50. 

15,000 

Shapiro,  Levy  &  Starr,  a  eorpn  to  Carrie  Frankenthaler.  34th 
st,  Nos  161  to  167,  n  s,  51.2  w  3d  av,  03.4x— .  Certificate  as  to 
consent  of  stockholders  to  mort  for  $10,000.  Nov  3.  Nov  7, 
1900.     3:890.  — 

Sanger,  Virginia  O  to  George  T  Child,  Boston,  Mass.  G9th  st.  No 
131.  n  s,  328.4  w  od  av,  lO.SxlOO.5.  Prior  mort  $13,000.  Nov 
5,   1  year,  0%.     Nov  7,  1900.     5:1404.  3.000 

Scheibel,   Adolph    to   Saml   Williams   and   ano.      123d   st,    Nos   151 
and  l."i3,  n  s,  125  e  7th  av.  50x100.11.     P  M.     Prior  mort  $52.- 
OUO.       Nov  1,  5  years.  5%.     Nov  7,  1906.     7:1908.  8,000 

Saint  Nicholas  Home  Co  to  John  J  White.  99th  st.  No  262,  s  s, 
SO  e  West  End  av.  20x100.11.  P  M.  Prior  mort  $3,000.  May 
1.  due  Nov  1,  1907,  67c.     Nov  7,  1906.     7:1870.  2,.500 

Scheinberg,  Lina  to  Wm  V  Martin  and  ano  trustees  John  S  Mar- 
tin tor  John  S  Martin  Jr.  120th  st,  No  348,  s  s,  100  w  1st  av, 
25x100.11.     Nov  5,  3  years,  57c-      Nov  7,   1906.     0:1796.       17.000 

Smith,  Milton  M  to  Jane  L  Armour.  125th  st.  No  450,  s  s,  1.50  e 
Amsterdam  av,  25x100.11  to  beginning.  Nov  1,  3  years,  5%. 
Nov   7,    1906.     7:196.5.  21,000 

Sobel  &  Kean,  a  corpn.  to  John  T  Sackett.  109th  st,  s  s,  100  e 
Manhattan  av,  41.8x100.11.  Nov  5,  due  May  5,  1908,  6%.  Nov 
7,   ItMIO.     7:1844.  15,000 

Seldis.  Dora  to  L.\WYERS  TITLE  INS  &  TRUST  CO.  102d  st. 
No  210,  s  s,  200  e  3d  av,  25x100.11.  Nov  3,  5  years,  5%.  Nov 
5,    190<;.     0:1651.  12.000 

Schuck.  Frederick  to  Michael  Erlanger  and  ano.  2d  av.  No  17.52, 
e  s,  51.2  n  91st  st,  2.5.xS0.  Extension  mort.  Oct  10.  Nov  3. 
1900.     5:1554.  nom 

Simmons  Realty  and  Construction  Co  to  Sarah  Billings  et  al  exrs 
Chester  Billings.  Leonard  st,  Nos  102  to  106,  s  s,  197.4  e 
Centre  st,  runs  s  59.4  and  10.10  xnel3xsSxe30xs9xe 
3.0  X  n  e  52.9  to  st,  x  w  59.3  to  beginning.  Nov  1,  3  years,  57c. 
Nov  2,  1900.     1:166.  55,000 

Same  to  same.  Certificate  as  to  consent  ot  stockholders  to  above 
mort.      Oct    30.      Nov   2,    1900.      1:106.  

Steeneck,  Heinrich  J  to  WEST  SIDE  SAVINGS  BANK.  10th  st. 
No  191,  n  s,  88  w  4th  st,  21.4x95.  P  M.  Oct  20,  due,  &c,  as 
per   bond.      Nov   2,    1906.     2:020.  0,000 

Sillcocks.  Helen  S  to  Henry  J  Swift  trustee  Solomon  B  Wilson. 
70th  st.  No  137,  n  s.  303  w  Columbus  av,  17x102.2.  P  M.  Nov 
1,  3  years,   .5%.     Nov  2.   liXlO.     4:1148.  10.000 

Sobel  &  Kean,  a  corporation,  to  LAWYERS  TITLE  INS  &  TRUST 
CO.  109th  st.  No  10,  s  s,  228.4  w  Central  Park  West,  41. 8x 
100.11.     3  years,  5%.     Nov  2,  1906.     7:1844.  43,000 

Same  to  same.  Certificate  as  to  consent  ot  stockholders  to  above 
mort.     Oct  30.     Nov  2.  1900.     7:1844.  

Sobel  &  Kean,  a  corporation,  to  LAWYERS  TITLE  INS  AND 
TRUST  CO.  109th  st.  Nos  4  and  0.  s  s,  100  w  Central  Park 
West,  45x100.11.     3  years,  5%.     Nov  2,  1900.     7:1844.         40,000 

Same  to  same.  Certificate  as  to  consent  ot  stockholders  to  above 
mort.     Oct  30.     Nov  2.   19<X).     7:1844.  _  

Scanlon,  Rosanna  to  Edward  Guntermann.  121st  st.  No  76,  s  s, 
60  w  Park  av,  20x100.11.  P  M.  Prior  mort  $10,000.  Nov  1, 
3  years.  57c.     Nov  2,  1900.     0:1747.  4,000 

Stuart  Realty  Co  to  Wolf  Levin.  12Cth"  st.  No  320,  s  s„  325  e 
2d  av.  25x99.11.  P  M.  Prior  mort  $15,000.  Nov  1.  installs, 
OTf.      Nov   2.    1900.      0:1,802.  ^  0.250 

Schattman,  Julius  to  Saml  Grossmann.  5th  st.  No  719,  n  s, 
233  e  Av  C,   runs  n  97  x  e   11.4  x  n  7  x  e  13.8  x  s  104  to  st, 

X  w  25  to  beginning.     P  M.     Prior  mort  $ .     Oct  25,  1  year, 

&/(■     Nov  2.   1900.     2:375.  2,750 

Stange,  Mary  A  and  Wm  P;  Nannie  H,  Helen,  Madeline,  Annie  and 
Mona  Fogartv  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
9th  av.  No  108.  on  map  No  102,  s  e  cor  17th  st,  Nos  362  to  306, 
26.4x100.     Nov  1,  3  years,  5%.     Nov  2,   1900.     3:740.  21,000 

Sammet.  Joel  to  Arthur  J  Stefani.  107th  st.  No  233,  n  s,  104  w 
2d  av.  31x100.11.  P  M.  Prior  mort  $20,000.  Nov  7,  3  years. 
0%.     Nov  8,  1906.     0:1057.  3.000 

Sicher,  Dudley  D  to  Anna  Cape.  59th  st.  No  242,  s  s,  85  w  2d  av, 
20x100.5.     P  M.     Nov  1,  3  years,  57c.     Nov  8,   1900.     5:1.332. 

15.000 

Schriemer.  George  to  Henry  Harburger.  Morningside  av  East. 
n  e  cor  120th  st.  Xo  371,  40x100;  Morningside  av  East.  No  .59. 
e  s.  40  n  120th  st.  37.11x100;  Morningside  av  East,  Xo  61,  e  s, 
77.11  n  120th  st,  23x10(1.  P  M.  Prior  mort  $110, (WO.  Nov  7. 
2  years.  0%.     Nov  8.  ItKlO.     7:1947.  15.000 

Schumann,  Katrina.  Joseph  A  and  Robert  to  DRY  DOCK  S.WINGS 
INST.  96th  st.  No  109,  n  s,  75  e  Park  av,  25x101.10.  Due,  &c. 
as  per  bond.     Nov  8,  19O0.     0:1024.  17,000 

Siegel.  Chas  M  to  Helen  C  wife  Addison  Brown.  Park  av,  No  1986, 
w  E.  75.2  n  133d  st.  24.7x86.  Prior  mort  $9,000.  Nov  7,  due 
Nov  .30.   1907,   57c.      Nov  8,   1900.      6:1758.  9.000 

Same  and  Julius  Levy  with  same.  Same  property.  Subordination 
agreement.     Oct  31.     Nov  8,  1906.    6:17.58.  nom 


Strongin,  Louis  to  Isaac  Goldberg.  Madison  av,  No  1519,  e  s, 
84.3  3  104th  st,  16.8x70.  P  M.  Oct  24,  2%  years,  6%.  Nov 
3,   1900.     0:1009.  2.500 

Schreyer,  John  to  Abram  E  Starr.  130th  st,  Nos  502  and  504, 
s  s,  100  w  Amsterdam  av,  2  lots,  each  25x74.11.  2  P  M  morts, 
each  $5,000.     Nov  1,  2  years,  67c.     Nov  3,   1906.     7:1984. 

10,000 

Shaw.  Asenath  A,  Jersey  City,  N  J,  to  Emma  C  Bohde.  Hubert 
st.  No  19.  s  e  cor  Greenwich  st.  No  413,  53x25.  Nov  1,  due, 
&c,  as  per  bond.     Nov  2,  1906.     1:214.  5.000 

Singer,  Morris  to  Chas  Griffen  et  al  trustees  Samuel  Willett. 
Clinton  st,  Nos  225  and  227,  n  w  cor  Rutgers  pi.  No  27.  or 
Monroe  st,  131.10x20.6.     5  years,  4%7c.     Nov  2,  1906.     1:270. 

60,000 

Schultz,  Eliza  wife  of  and  Geo  to  FULTON  TRUST  CO  of  N  Y. 
23d  st.  No  242,  s  w  s,  120.10  n  w  2d  av.  20.10.x98.9.  Nov  2, 
due.   &c,  as  per  bond.     Nov  3.  1900.       3:903.  9,000 

Schattman,  Julius  to  Samuel  Grossmann.  5th  st,  No  721.  n  s,  258  e 
Av  C,  runs  n  104  x  e  30  x  s  7  x  s  97  to  st,  x  w  25  to  beginning. 
P  M.  Prior  mort  $19,000.  Oct  25,  1  year,  6%.  Nov  2,  1900. 
2:375.  2,750 

Shapiro,  Ike  to  Isaac  Leader  and  ano.  Ludlow  st.  No  24,  e  s,  abt 
100  s  Hester  st,  25x86.  Sept  19,  due  Nov  19,  1900,  —%.  Nov  3, 
1900.     1:297.  2,000 

State  Bank  with  Amelia  Haines,  Florence  H  Gauthier  and  Edw 
J  Haines.  Water  st.  No  030,  n  w  cor  Scammel  st.  No  59,  24.1x 
G8x24.8.x6S.     Subordination  mort.     Oct  1.     Nov  2,   1900.     1:260. 

nom 

Saunders.  Arthur  W  to  TITLE  INS  CO  of  N  Y.  28th  st.  No  39. 
n  s.  141.8  w  4th  av,  20.10x98.9.  Nov  1,  3  years,  5%.  Nov  2. 
190(5.     3:858.  20,000 

Saunders,  Arthur,  Brooklyn,  N  Y,  to  Chas  A  Fisher.  28th  st,  Nos 
37  and  39,  n  s,  141.8  w  4th  av,  2  lots,  each  20.10x98.9.     2  morts, 

each  $2,<X)0.     Nov  1.     2  prior  morts,  $ .     1  year,  67c-     Nov 

2,   1906.     3:8.58.  4,000 

Samuels.  Saml  to  Wm  N  Cromwell  and  ano  trustees  Saml  B  Sex- 
ton. 1st  av.  No  1113.  n  w  cor  61st  st.  No  355,  20x60.  Nov  1. 
3  years.  57c.     Nov  2,  1906.     5:1430.  15,000 

Schurer.  John  A  to  Maurice  Laubheim  guardian  David  Gross.  11th 
av.  No  783,  w  s,  50.5  s  55th  st,  25x75.  Nov  1,  3  years,  5%. 
Nov  2.   1900.     4:1102.  7,000 

Schiff,  Harry  to  Wm  H  Macy,  Jr.  111th  st,  Nos  312  and  314, 
s  s.  147.0  e  Manhattan  av,  37.6x106.2.  Nov  2,  5  years,  57c. 
Nov   3,    1900.     7:1840.  42,000 

Schiff,  Harry  to  Mary  J  Kingsland:  111th  st,  s  s,  185  e  Man- 
hattan av,  Nos  30S  and  310,  37.6x106.2.  Nov  2,  5  years,  5%. 
Nov  3.  190(5.     7:1846.  42,000 

Sartirana.  Angelino  to  Conrad  Oderwald  admr  Catherine  Oder- 
wald.  10th  av.  No  581,  w  s,  100.5  s  43d  st,  25x100.  Nov  1,  due 
May  1,  1908,  .57c.     Nov  3.  1906.     4:1071.  10.000 

Speedway   Realty    Co    to    Thos   S    OUive    as   committee   Edwin   O 
Brinckerhoff.     l.oSth  st,  s  s,   125  e  Broadway,  75x99.11.     3  yrs. 
—'/(■     Nov  2,  1900.     8:2116.  15,000 

Same  to  same.  Certificate  as  to  consent  of  stockholders  as  to 
above  mort.     Nov  9.     Nov  2,  1906.     8:2116.  

Speedway  Realty  Co  to  Blanche  E  Plant  and  ano.  158th  st,  s  s, 
200  e  Broadway,  75x99.11.     Nov  2,  1900,  3  years,  — 7o.     8:2110. 

15,000 

Same  to  same.  Certificate  as  to  consent  of  stockholders  to  above 
mort.  Nov  2.  1906.  . 

Schiff.  Harry  to  Hamilton  W  Cary  admr  Nellie  B  Gary.  111th  st, 
Nos  316  and  318,  s  s.  110  e  Manhattan  av,  37.6x106.2.  Nov  2. 
5  years.  57.    Nov  3.  1906.     7:1846.  42,000 

Schwerd.  Marie  to  Katherine  Bissell.  St  Nicholas  terrace.  No 
8,  e  s.  117.4  n  127th  st,  38.7x80.  Oct  31,  5  years,  4y2%.  Nov 
2,  1900.     7:1954.  25,000 

Sobel  &  Kean.  a  corporation,  to  James  H  Aldrich.  109th  st,  s  s, 
145  w  Central  Park  West.  2  lots,  each  41.8x100.11.  2  morls. 
each  $43,000.     Nov  2,   1906,  3  years,  —%.     7:1844.  80.000 

Same  to  same.  Same  property.  2  certificates  as  to  consent  of 
stockholders    to   above  morts.      Oct  30.      Nov   2,   1900.      7:1844. 

Sobel  &  Kean,  a  corporation,  to  Max  Weil.  Manhattan  av,  s  e  cor 
109th  st,'runs  s  201.5  to  n  s  lOSth  st,  x  e  95  x  n  100.11  x  e 
5  X  n  lt)0.11  to  s  s  109th  st.  x  w  100  to  beginning.  Building 
loan.      Oct   29.    due   Oct   1,    1907,   G7c-      Nov   2,    1906.      7:1844. 

105,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  building  loan  for  $105,000.  Oct  29.  Nov  2,  1906. 
7:1844.  

Samuels,  Lewis  to  Francis  C  W  Hartley.  119th  st,  Nos  166  to 
170,  s  s,  260  w  3d  av,  50x100.10.  Nov  1,  5  years,  'iV27o.  Nov 
2,  1900.     ():1767.  50.000 

Steinraann  Realty  Co   to  Ernestine  Lamura.     76th  st.   Nos  506  to 


510.  s  s.  148  e  Av  A, 
mort  $28,003.  Nov  1, 
5:1487. 


75x102.2.   given   to   secure   notes.     Prior 
due  Mar  1,  1907,  07c.     Nov  2,  1906. 

32,000 

Tannenbaum,   Rebecca  to  Sophia  Mayer.     Broome   st.  No  20,  n  s, 
25    w    Mangin    st,    25x79.2.      P    M.      Prior   mort   $ .      Nov   2. 

5  years,   6%.      Nov   3.    1900.      2:322.  11,000 
Taneser,   Lazar   to   Giuseppe   Botta.      118th  st.   No   56,   s   s,   100  e 

Madison  av,   20x100.11.      P   M.      Prior  mort   $14,000.      Nov   1,   3 

years.   07.      Nov  3.    1906.     6:1623.  2,500 

Theobald.  Hannah  to  LAWYERS  TITLE  INS  &  TRUST  CO.      131st 

st.  No  127,  n  s,  291  w  Lenox  av,  17x99.11.     Nov  5,  5  years,  5%. 

Nov   8.    1906.      7:1916.  11,000 

Twenty-nine  Union  Square  Co  to  BOND  &  MORTGAGE  GUAR.\N- 

TEE  CO.     Union  sq.  No  29,  s  w  cor  16th  st,  32.(5x141.10.     P  M. 

Nov  7,   due,   &c    as  per  bond.      Nov  8,   1900.     3:843.  170.(X)0 

Tuchfeld,   Peppi   and  Florence  Heing  and  STATE  BANK  with  Wm 

F   Clare   et   al,   executors   Neal   O'Donnell.      Broome   st.   No   103, 

s  s,  .50  e  Willett  st,  25x75.     Subordination  agreement.     Oct  23. 

Nov  8.   1900.     2:.33().  nom 

Thompson.   Arthur   G   to  Alonzo  Kimball.     West   End  av.   No  .587. 

w  s,   66.8  u  88th  st.   18x100.     Oct  20,  due  April  4,   1910,  5%. 

Nov   2,    1900.      4:12.50.  18,000 

Thorley,   Chas   to   Geo   H   Sargent.     70th  st.   No  344.   s  s,  484.6  w 

West  End  av,  28.(5x101.8x12.9x100.5.     P  M.     Nov  5  3  years,  47c. 

Nov  7,  1906.     4:11,S1.  14,500 

Taylor.   Washington  H,  Brooklyn.  N  Y,  with  TITLE  GUARANTEE 

6  TRUST   CO.     8Sth   St.   No   217   West.      Subordination   agree- 
ment.    Oct  31.     Nov  7,  1906.     4:1236.  nom 


Tk«  text  ot  these  pages  Is  copyrighted.     All  rights  are  reserved.         Notice  Is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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Tittis,  Arlliur  W  to  John  G  Hilliard.  Ft  Charles  pi,  w  late  Van 
Corlear  pi.  e  s,  5(53.1  s  w  227th  st.  late  Wicker  pi,  41.11xV>5.0x 
40.XST.9.      Aug  5,   1905,   Installs,   — %.      Nov   8,   1900.      13:3402. 

000 

Times  Realty  &  Construction  Co  to  State  Realty  &  Mortgage  Co. 
Broadway,  No  .'iSdl,  n  w  cor  13lith  st,  99.11x100.  Prior  mort 
$135,000.     Oct  25,  due  July  9,  19U7,  U%.     Nov  5,  1900.     7:2002. 

15,0<X» 

Same  to  same.  Same  property.  Consent  of  stockholders  to  above 
mort.     Oct   25.     Nov  5,   1900.     7:2002.  — 

Same  lo  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to  above  mort.     Oct  25.     Nov  5,   1906.     7:2002.  — 

Thomas,  John  to  Chas  Griffen  et  al  trustees  Saml  Willets.  115th 
st.  No  235.  n  s,  230  w  2d  av,  20x100.11.  3  years,  5%.  Nov 
5,  1900.     0:1005.  10,000 

Townsend,  Priscilla  H  to  Townsend  Wandell.  Bank  st.  No  92,  s  s, 
51.3  e  Greenwich  st,  runs  e  19  x  s  e  GO  x  w  0  x  n  or  n  w  01  to 
beginning.      Nov   3,    3   years,    5%.      Nov   5,    1900.     2:034.       1..500 

Urban.  Adolph  H  to  TITLE  GUARANTEE  &  TRUST  CO.  88th 
st.  No  217,  n  s,  2<X)  w  Amsterdam  av,  25x100.8.  Due,  &c.  as 
per   bond.   Nov   7,   1900.     4:1230.  19,000 

Von  Dehsen,  Charles  H  to  GERMAN  SAVINGS  BANK  in  City  N  Y. 
8th  av,  Nos  2149  and  2151,  s  w  cor  llCth  st,  Nos  300  and 
3001/2,  40.11x100.     1  year,  4^4%.     Nov  5,   1906.     7:1848.     35,000 

Weinstein,  Maurice  and  Philip  Weinberg  with  Janet  L  McVickar 
et  al  trustees  Janet  S  Lansing.  52d  st.  No  403,  n  s.  99.0  e  1st 
av,  19. Ox — .  Subordination  agreement.  Nov  2.  Nov  5,  19tJ0, 
5:1304.  nom 

Wolff,  Rosa  to  New  Amsterdam  Realty  Co  et  al.  Chambers  st. 
No  110,  s  s,  70  w  Church  st,  24x75.  P  M.  Nov  1,  3  years,  G%. 
Nov  2.   1900.     1:130.  5,000 

Weltz,  Tillie  to  Wolf  Rosenberg  and  ano.  Lewis  st,  No  104,  e  s. 
96  n  Stanton  st,  25x100.  Nov  1,  4  years,  6%.  Nov  2,  1900. 
2:330.  5,500 

Weltz,    Tillie    to   John    H    Rogan.      Lewis    st.    No    104,    e   s,    96   n 
Stanton  st,  25x100.     Prior  mort  $39,000.     Nov  1,  1  year,  0%.  Nov 
2,   1900.     2:330.  1,250 

Wheeler,  Dunham  and  Candace  Wheeler  widow  to  LAWYERS 
TITLE  INS  &  TRUST  CO.  27th  st.  No  124,  s  w  s,  125  w  Lexing- 
ton av,  25x98.9.     Nov  1,  5  years,  4y;%.     Nov  2,  1900.     3:882. 

10,000 

White,  Joseph  H,  Westchester  Co,  N  Y,  to  TITLE  GUARANTEE 
AND  TRUST  CO.  83d  st.  No  41,  n  s,  85  e  Madison  av.  15x102.2. 
Nov  1,   due,   &c,   as  per  bond.      Nov  2,   1000.     5:1495.  18,(X10 

Wilchinsky,  Henry  to  Nathan  Glassheim  and  ano.  101st  st,  Nos 
412  to  410,  s  s,  200  e  1st  av,  122.6x100.11.  Prior  mort  $106,- 
600.     Nov  2,   1900,  due  May  2,   1907,   G%.     6:1094.  5,000 

Weil,  Jonas  and  Bernhard  Mayer  with  Amelia  Wolff.  Lexington 
av.  No  1498.  Subordination  agreement.  Nov  1.  Nov  2,  1906. 
C:1624.  nom 

Wallenstein,  Sydney  to  Max  Weinstein.  71st  st.  No  411,  n  s,  138 
e  1st  av,  runs  e  25  x  n  102.2  x  e  ( ?)  25  x  s  102.2  to  beginning. 
Probable  error.  Prior  mort  $25,500.  Demand,  6%.  Nov  8, 
1906.     5:1466.  3.000 

Wallenstein,  Sydney  to  Max  Weinstein.  Av  A,  No  1413,  w  s,  51.1 
n  75th  st,  25.6x100x25.4x100.  Prior  mort  $20,000.  Demand. 
6%.     Nov  8,   1906.     5:1470.  4,000 

Wolf,  Fannie  to  AMERICAN  MORTGAGE  CO.  Essex  st.  No  33, 
w  s.  abt  125  n  Hester  st,  25.x87.6.  Due  Nov  30,  1909,  5%.  Nov 
8.   1900.     1:310.  18,000 

Walk,  Falk  and  Saml  Eisner  to  Naftali  Tolchinsky.  109th  st, 
Nos  59  and  01  n  s,  100  e  Madison  av,  39.7xl00.llx39.Sxl00.ll. 
P  M.  Prior  mort  $40,000.  Nov  1,  6  years,  6%.  Nov  8,  1906. 
6:1615.  18,000 

Whittaker,  Floris  T  with  Maria  H  Rider.  Lexington  av.  No  1835, 
e  s,  60.11  s  114th  st,  19.6x78.  Extension  mort.  Nov  1.  Nov  8, 
190<i.     6:1041.  nom 

Wellish,  Arpad  and  Charles  Schoenstein  to  Max  Borck.  Madison 
av,  Nos  1644  and  1646,  w  s,  43.11  s  110th  st,  2  lots  each  19x 
100.  2PM  morts,  each  $5,500;  prior  mort  on  each  $15,000. 
Nov  5.  3  years,  0%.     Nov  7,  1906.     6:1015.  11,000 

Wolfe,  Augustina  A  to  Louise  S  Wilson  and  ano.  2d  av.  No  733. 
w  s,  40  n  39th  st,  20x83.  P  M.  Prior  mort  $8,000.  Nov  1,  2 
years,  6%.     Nov  2,  1906.     3:920.  3,000 

Wagner,  Frederick  to  Charles  Urz.  6th  st,  No  518,  s  s,  275  e 
Av  A,  25x97.  Leasehold.  P  M.  Nov  1.  3  years,  6%.  Nov  7. 
1900.     2:401.  2.000 

Same  to  Susanna  Hoeckele.  Same  property.  Leasehold.  P  M. 
Prior  mort  $2,000.      Nov  1,   installs,  6%.      Nov  7,   1906.     2:401. 

2.000 

Wittner,  Jaffer  Realty  Co  to  TITLE  GUARANTEE  &  TRUST 
CO.  Amsterdam  av.  No  1040.  w  s,  extends  from  111  st.  No  501, 
to  112th  st,  Nos  oCiO  and  502,  — x — .  Certificate  as  to  consent 
of  stockholders  to  mort  for  $77,000.  June  29.  Nov  5,  1906. 
7:1883.  — 

Same  to  Jacob  Mendelsohn  and  ano.  Same  property.  Certificate 
as  to  consent  of  stockholders  to  mort  for  $25,000.  Nov  5,  1906. 
7:1883.  — 

Wyatt,    Christopher   B   to   Joseph   Levine.      6Cth   st.   No   233,   n   s, 

300  e  West   End  av,  25x100.5.      P  M.      Prior  mort  $ .      Nov 

1,   due   April   1,   1906,   G%.     Nov  3.   1906.     4:1158.  2.000 

Weinstein,  Maurice  to  Janet  L  McVickar  et  al  trustees  Janet 
S  Lansing.  52d  st.  No  403,  n  s.  99.6  e  lat  av,  19.11x106. 8x 
19.11x110.4.    July  1,  due  Nov  1,  1911,  57o-     Nov  3,  190<3.  5:1364. 

8,000 

Wolchok,  Israel  to  Jacob  Rieger.  103d  st,  n  w  cor  Lexington 
av,  Nos  16.30  to  1636,  30x100.11.  Nov  1,  due  July  1,  1907,  6%. 
Nov  2,   190(j.     0:1631.  1.600 

Wolchok.  Israel  to  Herman  Lubetkin.  Lexington  av,  Nos  16.30 
to  1636.  n  w  cor  103d  st.  100.11x30.  P  M.  Prior  mort  $27.- 
000.      Nov   1,   2   years,   6%.      Nov  2,   19«j.     0:1031.  10.000 

Weinstein,  Abraham  D  to  The  TRUST  CO  OP  AMERICA.  70th 
st,  Nos  409  and  411.  n  s,  213  e  1st  av,  50x100.4.  3  years,  5%. 
Nov  2.  1900.     5:14(;5.  48.000 

Wilmerding.  Caroline  M  wife  of  and  D  Lucius  to  WASHINGTON 
TRUST  CO.  77th  st.  No  18,  s  s,  295  e  5th  av,  25x102.2.  Oct 
30,  3  years,  41/2%.     Nov  2,   1906.     5:1391.  25,000 

Williams.  Saml  and  Saml  Grodginsky  to  Ella  V  Eldredge.  123d  st, 
Nos  151  and  1.53.  n  s.  125  e  7th  av,  50x100.11.  Nov  2,  5  years, 
5%,     Nov  3,  1006.     7:1908.  52,000 

Wlttner-Jafter    Realty    Co    to    Jacob    Mendelsohn    and   ano.      Am- 


sterdam av.  No  1040,  n  w  cor  111th  st.  No  501,  201.10  to  s  s 
112th  st,  Nos  500  and  502,  xl23.4x209.5  to  111th  st,  x67.6. 
Prior  mort  $310,000.  Nov  2.  due,  &c,  as  per  bond.  Nov  3, 
1900.      7:1883.  25,000 

Zuccaro,  Cristofaro  to  Raymond  Guarino  and  ano.  13th  st.  No  509, 
n  s,  121  e  Av  A,  37.(!xl03.3.  P  M.  Prior  mort  $.54,050.  Nov 
1,    due.   &c.   as   per   bond.      Nov   2,    1906.      2:407.  2,950 

Zucker,   Clara   W   to   Badt-Mayer  Co.   01st  st.   No   162,   s   s,   191.8 

w  3d  av,  33.4x100.8.     P  M.     Prior  mort  $ .     Nov  1,  due  May 

1,  1909,  6%.     Nov  5,  1906,     5:1519.  8,750 

BOBOUGH   OF   THE  BRONX. 

Under  this  head  the  *  denotes  that  the  property  Is  located  In  the 
new  Annexed  District   (Act  of  1805). 


Aldhous.   Herbert   to  Henry  Sillcocks. 

av,  20.2x59.10.     Prior  mort   $5,000. 

7.  llKtO.      11:3209  and  32]:i. 
Aldhous,   Herbert   to  Rose   M   Butler. 


av,  20.2.x59.10.     3  years,  S'/c     Nov 


184th  st,  s  s,  90  w  Grand 

Nov  5,   1  year,  — %.     Nov 

1,000 
184th  st,   s  s.  90  w  Grand 
i,  1906.     11:3209  and  3212. 
5,000 

*Ashe.  Imogone  to  WASHINGTON  SAVINGS  BANK.  Neil  av,  s 
s,  119.6  w  Matthews  av,  26x112.6x25x120.  P  M.  Oct  27,  3 
years.  — %.     Nov  7,  IfKlO.  855 

Bauer.  John  A  to  Jacob  Geib.  Bryant  av,  e  s,  275  s  Jennings  st, 
25x100.      Nov  5,  3  years,  — %.     Nov  7,   1006.     11:2009.  4,500 

*Brady.  Edward  to  Whitehall  Realty  Co.  Wickham  av,  e  s,  575  s 
Nereid  av,  2(KJx98.2x2]O.0x97.6.  4PM  morts,  each  $700.  Nov 
1,  due  Nov  8,  1908,  5%.     Nov  8,  lOOtj.  2,800 

Battista.  Salvatore  and  Cristotoro  Cozzolino  and  Vincenzo  Proca- 
rio  to  Francis  E  Doughty  as  trustee  Betsey  A  Hart.  151st  (Gou- 
verneur)  st.  No  ItJO,  n  s.  200  w  Morris  av,  27.9x118.3.  Nov  3  3 
years.  5%.     Nov  8,   190<i.     9:2441.  4,000 

Same  and  Nicola  M  D'Amico  with  same.  Same  property.  Subor- 
dination agreement.     Aug  29.     Nov  8,  1906.     9:2441.  nom 

Battista,  Salvatore,  Cristoforo  Cozzolino  and  Vincenzo  Procario 
and  Giuseppe  Fusco  with  same.  Same  property.  Subordination 
agreement.     Nov  3.     Nov  8,  1906.     9:2441.  nom 

Badolati.  Emilia  to  Christopher  Weight.  St  George's  Crescent, 
s  s,  at  s  s  Grenada  pi.  runs  w  along  St  George's  Crescent,  24.6 
x  s  92.0  X  e  25  X  n  100  to  pi,  x  w  1.7  to  beginning,  except  part 
for  20(Jth  St.  Nov  2,  due  Jan  1,  1910,  5%.  Nov  8,  1900.  12:- 
3312.  4.500 

*Bariffi,  Olga  to  WASHINGTON  SAVINGS  BANK  of  N  Y.  Fow- 
ler av,  w  s,  125  n  Rhinelander  av,  25x142.3.  P  M.  Oct  27,  3 
years,  — %.     Nov  7,   lOCHi.  630 

*Bursing.  Henry  to  Mary  J  Woolf.  Columbus  av,  s  w  cor  Van  Bu- 
ren  st.  26x — x25xlOO.  except  part  lying  west  of  line  24.9  w  Van 
Buren  st.     P  M.     Nov  7.  3  years,  5%.     Nov  8.  19ai.  9,500 

Brinckerhoff,  Maria  to  TITLE  GUARANTEE  AND  TRUST  CO.  An- 
thony av,  e  s,  119.11  n  178th  st.  50x166.11x44.4x153.1.  Due, 
&c,   as  per  bond.     Nov  5,   1906.     11:2814.  7,000 

Bradley.  Annie  to  Ronald  K  Brown  and  Samuel  B  Kenyon.  West- 
chester av,  n  w  s,  437  n  e  Prospect  av,  runs  n  w  1"23.3  x  n  29.5 
X  s  e  44.2  X  n  e  19.1  x  s  e  08.1  to  av  x  s  w  50.8.  Oct  31.  3 
years,  5%.     Nov  2,  1006.     10:'2600.  8.000 

Brill.   Max,   Brooklyn,  N  Y,  to  Ginsburg  Realty  Co.     181st  st,  s  s, 
100.8  e  Vyse  av.  runs  e  100  x  s  105.4  x  w  75  x  n  6.8  x  w  25  x  n 
90.11  to  beginning.     Nov  1,  due  Jan  12,  1909,  5%%.     Nov  2,  1906. 
11:3133.  8,000 

Burke.  Daniel  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
Belmont  av.  n  w  cor  187th  st,  runs  n  187.6  x  w  87.6  x  s  87.6  x  e 
12. (i  X  s  1(X)  to  st  X  e  75  to  beginning,  except  part  for  st; 
lS7th  st,  n  e  s,  75  w  Belmont  av,  25x100.  P  M.  Nov  1,  3 
years,  4i^7o.     Nov  2,  1906.     11:3070.  8,000 

Baum  Realty  Co  to  Lionello  Perera.  Bathgate  av,  Nos  1754  and 
1750,  e  s,  232.2  n  174th  st,  42x110.  Nov  1,  3  years,  57c.  Nov  2, 
1900.     11:2922.  32,500 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders  to  above  mort.     Oct  29.     Nov  2,  1906.     11:2922.    

Brown-Busch  Realty  &  Construction  Co  to  Cath  A  Concklin. 
Clay  av.  No  1379,  n  w  s,  880.9  n  e  169th  st,  16.8.x9S.6xl6.9x 
97.     3  years,  5%.     Nov  2,  190(5.     11:2782.  5,500 

Brown-Busch  Realty  &  Construction  Co  to  Mary  M  Stagg.  Clay 
av.  No  1381,  n  w  s,  897.5  n  e  169th  st,  16.8xl00xl6.S.\98.6.  3 
years.   .5%.      Nov   2,    1906.      11:2782.  5,500 

Brown-Busch  Realty  &  Construction  Co  to  whom  it  may  concern. 
Clay  av.  No  1377.  n  w  s,  864.1  n  e  169t"h  st,  16.8x97xl6.9.x95.7; 
Clay  av.  No  1381,  n  w  s,  897.5  n  e  169th  st,  16.8xl00xl6.9x 
98.6;  Clay  av.  No  1370,  n  w  s,  880.9  n  e  169th  st,  16.8x98.6x 
16.9x07.  Certificate  as  to  consent  of  stockholders  to  mort  for 
$16..500.     Nov  2.   100(5.     11:2782.  

Baker.  Seward  and  Edw  Myers  to  Hazel  M  Burr.  Boston  road, 
e  s.  bet  176th  and  Tremont  av,  and  being  lot  5  map  property  of 
St  John  &  Archer,  except  part  for  Bryant  st.  Oct  13,  3  years. 
5^/r.     Oct  26,  1000.     11:3005.  5,000 

Bachman,  Charles  with  Emma  Kropf.  Prospect  av.  No  1326. 
Agreement  as  to  payment  of  mort.  Oct  31.  Nov  3,  1906. 
10:2694.  nom 

Boggiano,  Angelo  to  Antonio  Bacigalupo.  3d  av  (Morse  av).  No 
3061,  n  w  s,  abt  75  s  157th  st,  25x100,  except  part  for  3d  av. 
P  M.  Prior  mort  $10,000.  Nov  5,  due,  &c,  as  per  bond.  Nov 
7,  1000.     9:2378.  5,000 

Carolan.  Mary  to  John  L  Mead.  Park  av.  No  44.50,  e  s,  300  s  old 
line  Fletcher  st,  now  lS2d  st,  20.0x100,  with  right  to  0  ft  alley 
on  s  s.     P  M.    Oct  31,  3  years,  6%.    Nov  7,  1906.     11:3037.      2,300 

Carter,  Martha  to  John  L  Mead.  Park  av,  No  4448,  e  s,  329.6  s 
182d  st,  late  Fletcher  st,  old  line,  20.6x100,  with  right  to  9  ft 
alley  on  n  s.     P  M.     Oct  31,  3  years,  6%.     Nov  7,  1005.     11:3037. 

2,500 

•Courtnay.  Joseph  to  Mina  E  Weygandt.  12th  st,  s  s,  205  e  4th 
av.  .50x114,  Wakefield.  P  M.  Oct  30,  3  years,  6%.  Nov  3, 
1906.  1,200 

Curozza.  Guiseppe  to  Francis  and  Mary  E  Trainor.  Belmont  av, 
late  Cambreleng  av,  w  s,  225  n  188th  st,  2.5x87.6.  P  M.  Nov 
1,  3  years,  5^4%.  'Nov  2,  1906.     11:3070.  3.000 

Concannon.  Mary  to  Alfred  Jaretzki.  l(55th  st.  s  w  cor  Stebblns 
av,  lS.llx46.5.\31.4x30.4.  Prior  mort  $5,500.  2  years,  6%. 
Nov  5,  1906.     10:2690.  1,500 
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Rockland-Rockport  Lime  Company 


Look  for  these  worda  on  the  head  of  ©very  barrel. 

•'JViaoufactured  by  Rocklaad-Rockport  Lime  Company" 

DO  NOT  BE  DECEIVED  BY  ANY  SUBSTITUTB 


Greeni>oint  Ave.  &  ^^ewtowTl  Creek 

Borough  of  Brooklyn,  N.  Y.  City 

Telephone,  207  Greenpoint 


Manafactiirer&    ot    tne  Joliowinff    BranOB    •£ 
Rofkland  Lime 

EXTRA  FINISHING  LUMP  ^!Jn,:i 

Also  Sole  Manufacturers  of 

EUREKA  BRAND  of  PREPARED  PURE  WHITE  LIMB 

wWch  Is  superior  to  any  other  lime  or   wall    blaster  now 
on  the  market.  GUARANTEED  NOT  TO  PIT. 


NEW    YORK    OFFICE.    FULLER    BUILDINC,    BROADWAY    AND    23d    STREET 


lii8.4,  same   map.      P  M.      Oct 


3  years,  • — %.      Nov 


*Same    to 
130.10. 


same.      Neil    av,    n   s.    57   ' 
Same  map.     P  M.     Oct  27, 


Concannon,   Mary   to   Emily  H   Moir  trustee   for  Johanuah   S   Sey- 
mour under  deed  of  trust  dated  Oct  3,  1888;   105th  st,  s  w  cor 
Stebbins    av,    18.11x-16.5.\31.4x39.4.      P   M.      5   years,   5%.      Nov    ', 
5,  190U.     10;2C90.  5,500 

Culver,   Emily   D   C   to  Gustav   Schlette.   Summit  av,  w  s,   13G.7  s 

10.0th   St,   25x87.0.     3   years,   5%.     Nov  5,   1900.     9:2523.    3,500 
•Comyns,    Alfred    to   Fidelity    Development    Co.      Bogart    av,    e    s, 
150  n  Brady  av,  25x100.     P  M.     Oct  27,  2  years,  — %.     Nov  7, 
1900.  570 

*Colonna,  Joseph  to  WASHINGTON  SAVINGS  BANK  of  N  Y.  Mul- 
iner  av,  e  s,  210.9  s  Neil  av,  20x84.5x25x94.  P  M.  Oct  27,  3 
years,  — %.     Nov  7,  1900.  420 

*Cahaucy.  Mary  to  Hudson  P  Rose.  Eastchester  road,  s  e  cor  Sar- 
atoga av,  50x100.     P  M.     Oct  25,  5  years,  51/2%.     Nov  7,   1906. 

1,000 
'■Cahill,   Edw  J  to  Whitehall   Realty  Co.     Gunther  av,  e   s,   164   s 
Barnes  av,  100.\97.6.     P  M.     Nov  1,  due  Nov  8,  1908,  5%.     Nov 
8,  1900.  1,010 

*Same  to  same.     Wichham  av.  e  s,  250  s  Nereid  av,  100x97.6.     P 

M.     Nov  1,   due  Nov  8,  1908,  5%.     Nov  8,   1900.  1,080 

*Same  to  same.      Bruner   av.   w  s,   100  n  Nereid  av,   100x97.6.      P 

M.     Nov  1.  due  Nov  8,  1908,  5%.     Nov  8,  1906.  1,680 

*Same  to  same.     Wickham  av,  e  s,  250  s  Nereid  av,  100x97.6.     P 

M.     Nov   1.  due  Nov  8,  1908,  5%.     Nov  8,   1900.  1,610 

*Cahanev,  John  J  to  Hudson  P  Rose  Co.  Eastchester  road,  e  s, 
at  w  s  Skillwell  av,  130x07.9x123.11.  P  M.  Oct  29,  3  years, 
51/2%.     Nov  7,  1900.  500 

*Carey,  Maggie  to  Wilhelmina  E  Hoffman.  Matthews  av,  e  s,  178.5 
s  Neil  av,  25x100.     P  M.     Oct  27,  3  years,  — %.     Nov  7,   1906. 

500 
*Cohen,  Jacob  to  Wilhelmina  E  Hoffman.     Bronxdale  av,  n  s,  28.0 
n  w  Rhinelander  av,  28.0x116.1x25x88.11.     P  M.     Oct  27,  3  yrs, 
— %.     Nov  7,  1900.  1,095 

*Same  to  same.     Neil  av,  n  w  cor  Muliner  av,  26x108.4x25x115.9. 

same  map.     P  M.     Oct  27,  3  years,  — %.     Nov  7,   1906.  .  1.200 

*Same  to  same.  Neil  av,  a  s.  20  w  Muliner  av,  20x115. 10x2.5x 
123.4,  same  map.     P  M.     Oct  27,   3  years,  — %.     Nov  7,  1906. 

1,005 
*Same  to  same.     Bronxdale  av,  n  w  cor  Rhinelander  av,  28.0x102.0 

x25x88.11.     Nov  7,  1900,  3  years,  — %.  1,515 

*Same    to   same.      Neil   av.    n  s.   78   w   Muliner   av,   20x1.30. 10x2.")x 

190(j. 
1.005 
f   Muliner  av,   2exl23.4x25x 
3  years,  — %.     Nov  7,  1906. 
1,005 

Corcoran,  Annie,  indivd  and  as  extrx  Margt  Corcoran,  and  Jere- 
miah, Margt,  Wm  E.  Jeremiah  Jr.  heirs  Margt  Corcoran  to 
Cath  Turley.  Intervale  av,  n  w  s,  258.5  n  e  169th  st,  25x184.10. 
Nov  7.  3  years.  5%.     Nov  8,   190(3.     11:2973.  1,500 

*Dowling,  Michl  to  WASHINGTON  SAVINGS  BANK  of  N  Y.  Neil 
av,  n  w  cor  Matthews  av.  15.0x99.11x31.0x105.9.  P  M.  Oct  27, 
3  years.  —%.     Nov  7,  190t;.  1,065 

*Dascher,  Margt  lo  WASHINGTON  SAVINGS  BANK  of  N  Y. 
Lot  23,  Bogar  av.  w  s,  125  s  Brady  av,  25x100.  P  M.  Oct  27. 
3  years,   —%.     Nov   7,   1906.  585 

*Duerholz,  Charlotte  to  WASHINGTON  SAVINGS  BANK  of  N  Y. 
Brady  av,  n  s,  25  w  Muliner  av,  25x100.  P  M.  Oct  27,  3  years, 
— 9r.     Nov  7,  1906.  475 

*Dahlinger,  Edw  P  to  Fidelity  Develpoment  Co.  Bogart  av,  e  s, 
100  s  Neil  av,  25x100.  P  M.  Oct  27,  3  years,  —%.  Nov  7, 
1906.  645 

Same  to  same.     Same  map.     P  M.     Oct  27,  3  years,  — %.     Nov  7. 

IJMJO.  576 

Drahovzal,  Wm  to  Emma  H  S  Merrill.  Robbins  av.  No  512,  e  s, 
204  n  147th  st,  25x100.    3  years,  5%.     Nov  8,  1906.     10:2579. 

ao.ooo 

*Deady,  Wm  H  with  Mary  J  Woolf.  Columbus  av,  s  w  cor  Van 
Buren  st.  20x — x2.5xl00,  except  part  lying  w  of  line  distant 
24.9  w  Van  Buren  st.  2  subordination  agreements.  Nov  7. 
Nov  S,  1906.  nom 

*Dosso,  John  B  and  Angelo  Rezzano  to  Johanna  Mulligan.  Cruger 
st,  e  s,  330  s  187th  st,  25x105.  Nov  3,  3  years,  5%.  Nov  5. 
1906.  3,000 

*Dahl,  John  M  to  Wilhelmina  E  Hoffman.     Bogart  av,  e  s,  100  n 

Brady  av.  25x100.     Oct  27,  3  years,  —%.     Nov  7,  1906.  500 

De  Gaudenzi,  Angelo  and  Cesare  Pianisami  to  Rowland  W  Thomas. 
Belmont  av,  e  s.  80.8  n  181st  st,  23.6x1.53.11x23.4x151.1.     P  M. 
Prior  mort  $6,500.     Nov  8,  1906,  installs,  5%%.     11:.3083.     2,200 
Same   to   same.      Belmont   av,   e   s,   127.10  n   181st  st,   23. 6x159. 9x 
23.4x1.56.10.     P  M.     Prior  mort  $6,000.     Nov  8,  installs,  5%% 
11:3083. 
Same   to   same.      Belmont  av,   e   s,   104.3  1 
23.4x153.11.     P  M.     Prior  mort  $6,000. 
5%%.     11:308.3. 

Demarest.  Chas  R  to  Myron  J  Brown.  Kappock  st,  late  Washington 
av,  n  w  cor  Independence  av,  runs  n  e  072.0  to  s  s  of  a  public 
road  X  n  w  245.5  x  s  w  490.0  to  Washington  av  x  —  to  begin- 
ning, except  part  for  sts  and  avs.  Prior  mort  $50,000.  Aug  1, 
demand,   5%.     Nov  5,   1906.     13:3411.  10,000 

Dunn,  Marie  T  to  TITLE  GUARANTEE  &  TRUST  CO.  Lafayette 
av,  n  e  cor  Hunts  Point  road,  139.9x100x156.4x101.4.  Nov  5, 
due,  &c,  as  per  bond.     Nov  7,  1906.     10:2764.  7,000 

Dunn.  Martin  M  to  Isabella  Johnston.  Nelson  av.  No  26,  e  s, 
300.10  n  Kemp  pi,  25x80.5x25.2x79.10.  Certificate  as  to  pay- 
ment   of    $2,500    on    account    of    mort.      Oct    8.      Nov    2,    1906. 

9:2512.  

Diamond  Construction  Co  to  James  H  Aldrich  et  al  exrs  Eliz  W 
Aldrich.  Park  av,  e  s,  90  s  171st  st,  50x150.  Nov  7,  1906, 
3  years.  5%.    11:2902.  34,000 

*Dursie,  Teresina  to  Frank  P  Dursie.  229th  st,  s  e  cor  White 
Plains  road,  27.0x114,  Wakefield.  Oct  17,  due  Apr  17,  1907,  6%. 
Nov   7,   1900.  3,500 

Decaro,  Frank  to  Peter  Tighe.  Beaumont  av,  w  s,  170  s  187th 
st,  50x200  to  e  s  Cambreling  av.  P  M.  Nov  5,  3  years,  5%. 
Nov  7,  1906.     11:3089.  7,000 

•D'Andrea,  Victoria  to  Geo  Hauser.  Madison  st,  w  s,  125  s 
Columbus  av,  75x100,  Hunt  Estate.  Prior  mort  $9,000.  Nov  1. 
1  year,  6%.     Nov  7,  1900.  1,500 


2,200 

181st  st,  23.6xl50.10x 
Nov  8,  1906,  installs, 

2,100 


Dunn.  Thomas  J  to  TITLE  GUARANTEE  &  TRUST  CO.  Dawson 
st.  No  1111,  n  w  s,  300  s  w  Longwood  av,  25x100.  Prior  mort 
$5,000.     Nov  7,  due,  &c,  as  per  bond.     Nov  7,  1906.     10:2905. 

1,500 
Esposito,  Romualdo  to  Catharine  Schweitzer  et  al.     140th  st,  n  s, 
bet  Morris  av  and  Courtlandt  av,  being  east  21  ft  of  lot  191  map 
Mott  Haven,  21x110.     P  M.    3  years,  5%%.  Nov  5,  1906.  9:2329. 

2,500 
Feder,  Morris  H  and  Herman  Siegel  to  Morris  Haber  et  al.     136th 
st,   n   s,   750   w   Home   av,   25x100.      P   M.      Prior   mort   $17,000. 
Nov  1,  due  May  1,  1908,  6%.     Nov  7,  1906.     10:2549.  1,500 

Feder,  Morris  H  and  Herman  Siegel  to  Morris  Haber  et  al.  136th 
st,  n  s,  775  w  Home  av,  25x100.  P  M.  Prior  mort  $17,000. 
Nov  1,  due  May  1,  1908,  6%.     Nov  7,  1900.     10:2549.  1,500 

Fox,  Gustav  J  to  Merie  Frerck.  Cauldwell  av,  s  e  cor  161st  st.  No 
S44,  100x28.  P  M.  Prior  mort  $18,000.  Nov  1,  5  years,  6%. 
Nov  2,  1900.     10:2030.  14,000 

Fetzer,  Wm  F  to  Caroline  A  Weber.     Eastburn  av,  s  e  cor  173d  st, 

40.9x95.     P  M.     Nov  1,  1  year,  6%.     Nov  2,  1900.     11:2793.       500 
Farrahy,   James   to   Isabella  McCormack.      135th  st.   No   901,   n   s, 
120.8  e  Southern  Boulevard,  10.8x75.     P  M.     Nov  2,  due  July  1, 
1909,   6%.     10:2504.  500 

Federman,  Morris  to  Emil  Robitzek.  Brook  av.  No  1210,  e  s,  236 
s  lOSth  st,  25x102.1x25x100.6.  Nov  1,  3  years,  57c.-  Nov  2, 
1906.     9:2393.  10,000 

Freeman,  Max  to  Ratje  Bunke.  104th  st,  n  s,  385.7  w  Washing- 
ton av,  50x200.  Leasehold.  Nov  11,  3  years,  6%.  Nov  5, 
1900.     9:2380.  1,000 

Finley,  Wilhelmine  R  to  Mary  S  Todd.  182d  st,  s  s,  100  vf  3d 
(Fordham)    av,   20x80.     3   years,   5%.     Nov  5,   1906.     11:3048. 

5.000 
*Fischer,   Geo   N   and   Gustav   L  Wagner   to   WASHINGTON   SAV- 
INGS BANK  of  N  Y.     Bronxdale  av,  n  s,  253.6  w  Matthews  av, 
20.10x122.7x25x132.4.      P    M.      Oct   27,    3   years,    — %.      Nov    7, 
1900.  1,125 

*Fisher,  Wra  G  to  Fidelity  Development  Co.  Matthews  av,  w  s, 
143.5  n  Bronxdale  av,  25.4x70.8x25x80.8.  P  M.  Oct  27,  3 
years,  — %.     Nov  7,   1900.  555 

*Fischer,  Geo  P  to  WASHINGTON  SAVINGS  BANK  of  N  Y. 
Bronxdale  av,  n  s,  279.10  w  Matthews  av,  26.10x112.10x25x122.7. 
P  M.     Oct  27,  3  years,  — %.     Nov  7,  1906.  1,200 

Flohr,  Henry  J  to  Abraham  M  Morgenroth.  Southern  Boule- 
vard, n  w  cor  135th  st,  112.4x70.0.\90.0x3.11.  P  M.  Prior  mort 
.$28,000.     Nov  7,  3  years,  5%.     Nov  8,   1906.     10:2504.  6,000 

Same  to  same.  Southern  Boulevard,  w  s,  112.4  n  135th  st,  47.8x 
90.6x40x70.6.  P  M.  Prior  mort  $22,000.  Nov  7,  3  years,  5%. 
Nov  8,  1906.     10:2504.  2,000 

Fromm.  -Augusta  B  to  Walter  S  Gurnee  et  al  trus  for  E  Norman 
Scott  will  Walter  S  Gurnee.  Forest  av.  No  731,  w  s,  156.3  s 
156th  st,  1S.9.XS7.6.  Nov  8,  1900,  3  years,  —%.  10:2045.  4,500 
♦Field.  Frank  E  to  John  Molloy.  Boston  Post  road,  n  s,  at  East- 
chester Creek  or  Hutchinson  River,  runs  w  along  road  —  .x  n  —  x 
n  —  X  e  —  to  Creek  or  River  x  s  —  to  beginning,  Westchester. 
Oct  4.  5  years,  57c.     Nov  8.  1900.  5.000 

*Gershel,  Michael  to  WASHINGTON  SAVINGS  BANK  of  N  Y. 
Neil  av,  n  s,  78  e  Matthews  av,  20x88.3x25x95.10.  P  M.  Oct 
27.  3  years,  — %.     Nov  7,   1900.  840 

*Gareis,  Max  C  to  WASHINGTON  SAVINGS  BANK  of  N  Y.  Bronx- 
dale  av,  n  e  cor  Matthews  av,  31.11x78.4.x25x98.3.  P  M.  Oct 
27,  3  years,  —%.     Nov  7,  1900.  1,395 

*Guinee,  Mary  E  to  WASHINGTON  SAVINGS  BANK  of  N  Y. 
Brady  av,  n  e  cor  Bogart  av,  25x100.  P  M.  Oct  27,  3  years. 
—7-     Nov  7,  1900.  765 

*Same   to   same.      Brady  av,   n   s.  25  s  Bogart  av,   25x100.     P  M. 

Oct  27,  3  years,  —%.     Nov  7,  1900.  540 

*Goldman,  Jacob  J  to  Wilhelmina  E  Hoffman.  Bronxdale  av,  n  w 
cor  Muliner  av,  53.11x142.7x30.6x170.3.  P  M.  Oct  27,  3  years, 
— 9'r.     Nov  7,  19m.  2,265 

Gundlach,  Ella  to  Fundy  Co.  Topping  av,  e  s,  200  n  174th  st, 
50.x95.  P  M.  Prior  mort  on  this  and  other  property  $9,200. 
Nov  7,  due  May  1,  1907,  6%.     Nov  8,  1906.    11:2799.  10,000 

Glenn.  Emily  J  to  Henry  Bindewald.  153d  st.  No  624,  s  s,  225  e 
Courtland  av,  25x100.     3  years,   5%.     Nov  8,   1906.     9:2399. 

14,000 
Gaskill,  Mabel  C  and  James  W  to  Mary  E  Jackson  and  ano.     208th 
st,  e  s,  282.3  n  Steuben  av,  51.6x103.4x50x91.4,  24th  Ward.     P 
M.    Nov  5,  2  years,  51/2%.    Nov  8,  1906.     12:3326.  1,550 

Greenwald,  Gustave  to  Anna  Kurzman.  Hall  pi.  No  1051,  w  s, 
374.11  s  107th  st,  25x109.10x20.3x111.5.  Due  Dec  1,  1911,  5%. 
Nov  2,  1906.     10:2691.  2,000 

Giese,  John  C,  New  Rochelle,  N  Y,  to  Eva  J  Giese.  Brook  av,  s  w 
cor  149th  St.  35x90.x43.4.x90.5.  Oct  20,  4  years,  5%%.  Nov  2, 
1906.     9:2293.  20,000 

Haber,  Paul  to  James  C  Corbett.  140th  st.  No  790,  s  s,  150  e 
Brook  av,  25x100.  P  M.  Aug  3,  3  years,  6%.  Nov  7,  1906. 
9:2272.  1,850 

Hillside  Realty  &  Construction  Co  to  Jacob  W  Smith.  Creston 
av.  e  s,  93  s  183d  st.  100x89.0.  Prior  mort  $29,000.  Nov  2,  1 
year,  G7c.     Nov  2,  1906.     11:3103.  6,000 

Hartman,  Sophie  to  Bertha  L  Freitag.  170th  st.  No  716,  s  s, 
134  e  Park  av,  16x90.  P  M.  Nov  2,  3  years,  5%.  Nov  3,  1906. 
11:2901.  3,000 

*Hickox,  Ralph  to  Malinda  G  Mace.  WTiite  Plains  av.  e  s, 
75  n  220th  st,  39x80,  Wakefield.  Oct  16,  3  years,  6%.  Nov  2, 
1906.  18,000 

Hattenbach.  Isaac  and  Joseph  Marx  to  Anna  M  Jones.  135th  st. 
No  ,">37,  n  s,  100  e  Lincoln  av,  25x100.  Prior  mort  $12,000.  Oct 
29.  due,   &c,  as  per  bond.     Nov  5.  1906.     9:2311.  6,000 

*Heller.  Fredk  to  WASHINGTON  SAVINGS  BANK.  Muliner  av, 
w  s,  220.3  n  Bronxdale  av,  25x109.1x25x109.11.  P  M.  Oct  27, 
3  years.   —%.      Nov  7,    1900.  060 

Hewlett,  George  with  John  L  Mead.  Park  av,  e  s,  325  s  182d  st, 
2.5x150;  Park  av,  e  s.  300  s  182d  st,  25x150.  Extension  two 
morts.     Oct  31.     Nov  7,  1906.     11:3037.  nom 

♦Huttner,  Sarah  to  Whitehall  Realty  Co.  Barnes  av,  n  w  s,  325  n  e 
237th  st,  25x100.  P  M.  Nov  1,  due  Nov  S,  1908,  5%.  Nov  8. 
1900.  350 

♦Haas.  Anna  to  Emma  L  Shirmer.  Birch  st,  e  s,  75  s  Chester  av, 
25x100.     P  M.     Oct  30,  3  years,  —%.    Nov  8,  1906.  180 
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The   Palmer   Lime  and  Cement  Company 

**  PAf^MER'S  NO.  1,^'  tlin  filroneest  and  bo8t  brick  limo  manufactured,  will  lay  more  Illicit  to  the  barrel  than  any  other  lime.  ( 

Fariiain  CIUKSISIICE  Finishlui;,  which  has  no  equal. 

Palmer's  Fiiii^fliiiiu-,  hit,'li  tirade,  fur  all  finishing  and  plastering  work. 

Connect ic-ut  A^'liite  I^iiuo,  especially  adapted  to  brown  and  scratch, work. 

Palmer's  Chemical  I^iime,  absolutely  high  grade, 

Alsen's  Portland  Cement,  for  Long  Island,  FOSTER    F.    COMSTOCK,    Manager 

Brooklyn  Station.  Telephone  14r,3  Oreenpnint  Sales  Department ;    149    BROADWAY      NEW    YORK 

Jersey  City  Station,  Telephone  13iJ2  Jersey  Telephones,  UiJlo-6Gll-iji;i;;  Cortl'iudt 


■JKI 


Halmol,  Mary  with  Frank  Ramsteck.  Clinton  av,  w  s,  174.7  s 
Tremont  av,  i:5xl00.  Extension  mort.  Sept  17.  Nov  5,  1900. 
11:21)50.  nom 

Jarecky,  Herman  to  Baum  Realty  Co.  Bathgate  av,  Nos  1754 
and  1750,  e  s,  232.2  n  174th  st,  42x110.  P  M.  Nov  1,  5  years, 
0%.     Nov  2,  1906.     11:2922.  10,000 

*Kaminstein,  Sam  to  Land  Co  B  of  Edenwald.  Doon  av,  e  s,  150  n 
Jefferson  av,  4  lots,  each  50x100,  Edenwald.  4PM  morts, 
each  $450.     Oct  24,  3  years,  5y2%.     Nov  3,  1900.  1,800 

*Same  to  same.     Doon  av,  e  s,  lOO  n  Jefferson  av,  50x100,  Eden- 
wald.    P  M.     Oct  24,  3  years,  5%.     Nov  3,  1900.  435 
Kramer,    Solomon    to    Edward    Miller.      165th    st,    Nos    1032    and 
1034,   s   s.    IS.ll   w   Stebbins   av,   2   lots,   each   18.3x91.      2PM 
morts,  each  $1,000;  2  prior  morts,  each  $5,700.     Nov  1,  due  Jan 
2,  1911,  0%.     Nov  3,  1900.     10:2000.                                                2,000 
Krug,   Susan   M   to   TITLE  GUARANTEE  &  TRUST  CO.      236th  st, 
n  s,  200  w  Oneida  av,  25x150.4x2.5x151.0.     Nov  1,  due,  &c,  as  per 
bond.     Nov  2,  1900.     12:3307.                                                         2,500 
Kotzum,    Anton    lo   John   O'Leary.      Lafontaine   av,   Nos   2134  and 
2430   on   map   Nos   2122   and   2124.   e   s,   50  n   181  st   st,   2   lots, 
each   2.5x95.      2PM   morts,   each   $1,250.      2   prior   morts,   each 
$9,250.     Oct  30.  installs,   0%.     Nov  5,  1900.     11:3063.              2,.500 
Kramer.   Lizzie   to   Emil   Robitzek.     Trinity  av,   No   910,   e   s,   300 
n    101st    st,    10.8x100.      Nov    1,   5   years,   5%.      Nov  5,    1006. 
10:2638.                                                                                                 2,800 
Kraus,   Emil   J   to   Benj   Robitzek.    Union  av.  No  027,   w  s,   184  s 

152d   St.   17xl(XI.      3  years,   5%.      Nov  5,   1906.      10:2004.        2,500 
Krug.   Carl  J  R  to  Hugo  Lange.     Seabury  pi,  e  s,   125  s  172d  st, 
7,5x100.      Nov   3,   4   months,   — %.      Nov   5,    1900.      11:2977   and 
2906.      Note.  1,0(X) 

♦King,  Mary  J  to  WASHINGTON  SAVINGS  BANK.  Fowler  av,  w  s, 
227.0  s  Neil  av,  25x74.9.  P  M.  Oct  27,  3  years,  — %.  Nov  7, 
1906.  300 

*Same  to  same.     Fowler  av,  w  s,  212.0  s  Neil  av,  25x74.9.     P  M. 

Oct  27,  3  years,  —%.     Nov  7,  1000.  300 

♦Keller,  Joseph  to  Whitehall  Realty  Co.  Barnes  av,  n  w  s, 
50  n  e  239th  st,  125xl06.7xl25.x99.  P  M.  Nov  1,  due  Nov  8,  1008, 
5%.     Nov  8,  1906.  2,100 

*Koellmer,  E  Francis  to  WASHINGTON  SAVINGS  BANK  of  N  Y. 
Bronxdalo  av,  n  s,  28. (!  e  Muliner  av,  28.0x129.9x25x116.1. 
P  M.     Oct  27,  3  years,  —%.     Nov  7,  1900.  1,140 

•Kausen,   Charles   to   Whitehall   Realty   Co.      Nereid   av,   n   w   cor 
Barnes  av,  runs  e  50  x  n  e  49.10  x  n  w  126.8  x  s  126.7  to  be- 
ginning.    P  M.     Nov  7,  2  years,  5%.     Nov  8,  1906.  1,085 
Lochinvar  Realty  Co  to  Harry  B  Cutner.     Morris  av,  n  e  cor  Burn- 
side    av,    113.9x100x100x100.1 1.      P    M.      Nov    5.    1    year,    — %. 
Nov  7,  1900.     11:3169.  1,750 
Levy,   Felix   to   Jenny   Wormser.      170th  st.   No    1203,   n   e   s,   abt 
101.0  e   Bryant  av,  2.5x130.0x25x131,  s  w  s,  except  part  for  st. 
P  M.     Nov  1,  2  years,  5%.     Nov  2,  1906.     11:3004.                  2,000 
Lash,  Sidney  R  to  Augustus    L.Hayes.     Kepler  av,  e  s,  40  u  237th 
st,    4(1x100.      P    M.      Prior    mort    .$8,000.      Nov    2,    due    Dec    15. 
1900,  0%.     Nov  3,  1900.     12:3378.  700 
Lash,    Sidney   R   to   Central   Mortgage   Co.     Kepler   av,   e   s,   40  n 
237th  st,  2  lots,  each  24x100.     2  morts,  each  $4,000.     Sept  1,  3 
years,  0%.     Nov  3,  1906.     12:.3378.                                             8.000 
Lisk,  Sara  A  to  Wm  R  Broughton  as  exr  Ambrose  L  Ranney.     Elm 
pi,   w  s,   l.'U.ll   n  189th  st,   25.4x97.0x25.x93.6.     Nov  1,  3  years. 
5%.      Nov  2,   1906.      11:3023.                                                              6,000 
Same    to   same.      Elm   pi.   w   s,    160.3. n   ISOth   st,   25.3x101. 0x25x 

97.6.     Nov  1,   3  years,  5%.     Nov  2,   1906.     11:3023.  6,000 

Same  to  Robert  M  Lyman  and  ano  trus  for  Frederic  G  Cunningham 
et  al.  Elm  pi,  w  s,  84.4  n  189th  st,  25.3x89.0x25.x8.5.7.  Nov  1. 
3   years,   5%..      11:3023.  0.000 

Same   to   Laura   C   Lyman.     Elm   pi,   w  s,   109.7  s   189th  st,   25. 3x 

93.0x25x89.0.     Nov  1,  3  years,  5%.     Nov  2,  1900.     11:3023.    6,000 
Lippert,   Henry  with  James  W   B   Rockwell  exr  Wm  B   Rockwell. 
140th  st.  No  681,  n  s,  225  e  Willis  av,  25x100.     Extension  mort. 
Nov  1.      Nov  2,   1906.     9:2291.  nom 

Lese,  Louis  to  Louisa  M  Knoeppel.  Courtlandt  av,  Nos  709  to 
713,  w  s,  49.6  s  155th  st,  50x100.  Nov  1,  2  years,  5%.  Nov  8, 
1906.     9:2414.  15,000 

Levy,  Bernard  to  TRUST  CO  OF  AMERICA.  Wendover  av,  s  s, 
101  e  Washington  av,  25.3x126.10x25x130.5.  Nov  3.  3  years, 
5»/.%.     Nov  8,  1906.     11:2932.  17,000 

♦Liebler,  Elise  E  A  to  WASHINGTON  SAVINGS  BANK  of  N  Y. 
Fowler  av,  w  s,  150  n  Bronxdale  av,  25x142.3.  P  M.  Oct  27,  3 
years,  — %.     Nov  7,  19(X!.  630 

*Liebler,  Elise  E  A  to  WASHINGTON  SAVINGS  BANK  of  N  Y. 
Fowler  av,  w  s,  175  n  Bronxdale  av,  25x142.3.  P  M.  Oct  27, 
3  years,  — %.     Nov  7,   1900.  630' 

*Lockwood,  Edwin  to  WASHINGTON  SAVINGS  BANK  of  N  Y. 
Matthews  av,  e  s,  228.5  n  Bronxdale  av.  P  M.  Oct  27,  3  yrs, 
-%.     Nov  7,  190(5.  500 

♦Lockwood.  Edwin  R  to  WASHINGTON  SAVING  SBANK  of  N  Y. 
Fowler  av,  w  s.  137.0  s  Neil  av,  25x60.4.  P  M.  Oct  27,  3  yrs. 
— %.     Nov  7,  1900.  300 

*Same   to  same.     Muliner   av,  e   s,   154.0  s  Neil  av.  26.9xC0.4x25x 

09.11.     P  M.     Oct  27,  3  years,  — %.     Nov  7,  1906.  400 

Lichtenberg,  Amelia  to  James  P  Dunn.  Anthony  av,  w  s.  125  s 
180th  st,  25x100.  P  M.  Prior  mort  $3,000,  2  years,  6%.  Nov 
8,  1900.     11:31.50  and  3101.  2,000 

*Murphy,  Agnes  K  to  WASHINGTON  SAVINGS  BANK  of  N  Y. 
Neil  av,  n  s,  26  e  Matthews  av,  56.2x106.6x50x132.10.  P  M.  Oct 
27,  3  years,  — %.     Nov  7,  1906.  2.1.50 

Mendelsohn,  Jacob  to  WASHINGTON  SAVINGS  BANK  of  N  Y. 
Bronxdale  av,  n  s,  85  w  Muliner  av,  31.11x122.9x25x102.10.  P 
M.     Oct  27,  3  years,  — %.     Nov  7,  1906.  1,035 

Same  to  same.     Lot  3  block  47,  sec  1  Morris  Park  property.     P  M. 

Oct  27,  3  years,  — %.     Nov  7,  1906.   _  1,140 

Same  to  same.     Bronxdale  av.   n  s,   1,85.9  w  Matthews   av,   31.11x 

118.2x25x138.     P  M.     Oct  27.  3  years,  — %.     Nov  7,  1906.       1,305 
*Malone,   Bernard    P   to   WASHINGTON   SAVINGS    BANK   of    N   Y. 
Matthews  av,   w  s,   168.9  n   Bronxdale   av,  25x97.7x25x101.7.      P 
M.    Oct  27.  3  years.  — %.     Nov  7,  1906.  600 


*Same  to  same.  Fowler  av,  w  s,  187.6  s  Noil  av,  2.''p.\(i5.1.  P  M, 
Oct  27,   3   years,   — %.      Nov   7,   1906.  045 

*Morgan,  Frances  I  to  WASHINGTON  SAVINGS  BANK  of  N  Y. 
Muliner  av,  w  s,  108.3  n  Neil  av,  75x100.  P  M.  Oct  27,  3  yrs 
— %.     Nov  7,  1900.  2  475 

*Moss,  Lewis  W  to  WASHINGTON  SAVINGS  BANK  of  N  Y.  Neil 
av,  s  s,  25  e  Fowler  av,  25xl(X).  P  M.  Oct  27,  3  years,  — %. 
Nov  7.  1906.  850 

*McGrath,  John  J  to  WASHINGTON  SAVINGS  BANK,  of  N  Y.  Fow- 
ler av,  w  s,  62.0  s  Neil  av,  25x91.9x26x101.4.  P  M.  Oct  27,  3 
years,  — %.     Nov  7,  1900.  780 

♦Meserendino  or  Miserendino,  Vincenzo  to  WASHINGTON  SAVINGS 
BANK  of  N  Y.  Muliner  av,  e  s,  99.3  n  Bronxdale  av,  20.9x147.1 
x25xl.56.9.     P  M.     Oct  27,  3  years,  — %.     Nov   7,   1906.  930 

*Same  to  same.  Muliner  av,  e  s,  73.6  n  Bronxdale  av,  20.1x142.3 
x25xl51.11.     P  M.     Oct  27,  3  years,  — %.     Nov   7,  1906.  930 

*Mandel,  Berisch  and  Herman  to  WASHINGTON  SAVINGS  BANK. 
Muliner  av,  n  w  cor  Brady  av,  25x100.  P  M.  Oct  27,  3  years, 
— %.     Nov  7,   1906.  7S0 

*Mehl,  Rob  H  to  WASHINGTON  SAVINGS  BANK  of  N  Y.  Fow- 
ler av,  w  s,  275  n  Rhinelander  av,  25x113.7.  P  M.  Oct  27,  2 
years,    — %.      Nov    7,    llKMi.  (JQO 

Mischo,  John  H  to  Alice  Robinson.  Perry  av,  w  s,  103.2  n  207th 
st,  2.5x100.  P  M.  Prior  mort  .$4,000.  Nov  1,  due  July  1,  1908, 
0%.      Nov  3,   1900.      12:3343.  1,300 

Same  to  Hugo  J  Mischo.  Same  property.  P  M.  Prior  mort  $5,- 
300.      Nov    1,    2   years,   0%.      Nov   3,    1906.      12:3343.    ,    vdXOOO 

Miller  (Aaron)  Realty  Co  to  William  Jackson.  Mt  Hope  pi.  (Mor- 
ris st),  n  s,  450  w  Morris  av,  late  Fleetwood  av,  150x125. 
Building  loan.  Oct  27,  due  July  26,  1907,  6%.  Nov  3,  1906. 
11:2852.  24,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders  to  above  mort.     Oct  26.     Nov  3,   1906,     11:2852. 


Mauss,  Henry  to  Benson  H  Goodman  and  ano.  3d  av,  No  3551  w 
s,  282  n  108th  st,  20x100.  Oct  30,  3  years,  0%.  Nov  3,  1906. 
9:2373.  4_500 

Morgenroth.  Abraham  M  to  N  Y  TRUST  CO.  Southern  Boulevard 
n  w  cor  1.35th  st,  112.4x70.6x90.(jx3.11.  3  years,  5%.  Nov  7 
1006.      10:2.5(J4.  •  28,000 

Same  to  same.     Southern  Boulevard,  w  s,   112.4  n  135th  st    47  8x 

90.0x40x70.(!.     3  years,  5%.     Nov  7,  1900.     10:2.504.  22,000 

Mosholu  Realty  Co  to  James  B  Kilsheimer  trustee.  183d  st  s  s 
350  w  Webster  av,  3S.8x]00x.39xl00;  Ford  st,  n  s,  370  w  Webster 
av,  19.4x100x19x100.  Oct  1,  1  year,  51/0%.  Oct  29,  1900. 
]1:.3143 — 314.5  and  3140.  Corrects  error  in  last  issue,  when 
mort  read  1.38th  st,  s  s,  350  w  Webster  av.  2,000 

McLaughlin,  Lucerna  M  to  TITLE  GUARANTEE  &  TRUST  CO. 
Underclift  av,  w  s,  471.10  s  Sedgwick  av,  50x100.  Due,  &c  as 
per  bond.     Nov  2,   1900.      11:2880  1500 

McCarthy.  Patrick  to  N  Y  SAVINGS  BANK.  1,59th '  st,  n  's, 
275  w  Elton  av,  2.5x100.  Nov  21,  1900,  due,  &c,  as  per  bond 
9:2381.  10,000 

McMauus,  Sarah  and  Nora  Whitney  to  Annie  McGovern.  Edge- 
water  road,  w  s,  097.7  n  Westchester  av,  25x100..  P  M.  Prior 
mort  .$4,800.     Nov  3,  3  years,  6%.     Nov  5,   1906.     11:3012.   1,000 

*MendeIson,  Jacob  to  WASHINGTON  S.WINGS  BANK  of  N  Y. 
Bronxdale  av,  n  s,  85  w  Muliner  av,  .31.11x82.11x25x102.10.  P 
M.     Oct  27,  3  years,  — %.      Nov  7,  1900.  900 

'"Monetta,  John  to  Alfred  Morris.  Mapes  av,  w  s  150  n  Dudley 
av,  30.11x100.11x50.9x100.  Nov  3,  due  Jan  1,  1909,  3%.  Nov 
7,  190(j.  3,500 

"Nordheim,  Henry  to  WASHINGTON  SAVINGS  BANK  of  N  Y. 
Fowler  av,  w  s,  337. (!  s  Neil  av,  25x98.10.  P  M.  Oct  27,  3 
years,  — %.     Nov  7,  1906.  5.-|5 

*Noonan,  Timothy  F  to  WASHINGTON  SAVINGS  BANK  of  N  Y. 
Matthews  av,  e  s,  78.5  n  Bronxdale  av,  25x100,  vacant.  P  M. 
Oct  27,  3  years,  — %.     Nov  7.  1906.  900 

Noble  &  Gauss  Construction  Co  to  Manhattan  Mortgage  Co.  Col- 
lege av,  e  s,  117.3  s  164th  st,  44x110.  Nov  5,  due  Jan  1,  1907, 
0%.     Nov  7,  1906.     9:2423.  2,500 

Same  to  same.  Certificate  as  to  consent  of  stockholders  to  above 
mort.     Nov  5.     Nov  7,  1906.     9:2423.  

•Owens,  Thomas  F  to  WASHINGTON  SAVINGS  BANK  of  N  Y. 
Bronxdale  av,  n  e  cor  Muliner  av,  21.3x138.6x25x143.4.  P  M. 
Oct  27,  3  years,  — %.     Nov   7,  1906.  1,410 

*Same  to  same.  Bronxdale  av,  n  s,  85.5  n  w  Rhinelander  av,  28.6 
xl43.4x25xl29.9.      P   M.      Oct   27,   3   years,   — %.      Nov   7,    1900. 

1,380 

O'Sullivan,  Daniel  to  Josephine  Schwarz.  Daly  av,  s  e  s,  bet 
179th  and  180th  st  and  being  lot  205  map  East  Tremont,  ,55x109. 
Oct  20,  3  years,  5%.     Nov  8,   190(3.     11:3127.  4,000 

Oppenheim,  Wm  to  Hudson  Mortgage  Co.  Tinlon  av.  n  e  cor 
Westchester  av,  runs  n  e  204.11  x  w  137.10  to  e  s  Tinton  av, 
X  s  151.7  to  beginning.  Prior  mort  $100,000.  1  year  6%. 
Nov  5,   1000.     10:2055.  15,000 

*Polak,  Emma  N  to  Robert  Miller.  Gifford  av,  n  s,  430.8  e  Bal- 
com  av,  75x100,  Westchester.  P  M.  Nov  3,  3  years,  5%.  Nov 
5,  1900.  630 

*Same  to  Peter  J  Kelly.  Gifford  av,  n  s,  605.8  e  Balcom  av,  50x 
100.8x50x100.5,  Westchester.  P  M.  Nov  3,  3  years,  5%.  Nov 
5,  1906.  300 

*Samo  to  Josiah  A  Briggs.  Gifford  av,  n  s,  555.8  e  Balcom  av, 
5Ox10O.5x.50xl00.2,  Westchester.  P  M.  Nov  3,  3  years,  5%. 
Nov  5,  1900.  390 

Powell,  Wm  J  to  Henry  Riemann.  Robbins  av.  No  328,  e  s,  80  n 
141st  st,  2O.xS0.  P  M.  Prior  mort  $2,500.  Nov  1,  3  years, 
5%.     Nov  2,  1906.     10:2573.  9.000 

•Penfleld,  Wm  W  to  Chas  W  Perry.  Maylda  av,  n  w  s,  lot  227  map 
Washingtonville,  50x100.  P  M.  Aug  1,  due  July  1,  1907,  0%. 
Nov  7,  1900.  1,000 

Pionior.  Alfred  to  Louis  Meyer  Realty  Co.  Burnside  av,  n  s,  108.5 
e  Anthony  av,  .50.]0x99.9.x42.1x72.9.  P  M.  Oct  31,  1  year, 
0%.     Nov  2,  1906.     11:3156.  3,.500 


The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved.        Notice  is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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SPECIALISTS  ON  DEVELOPMENTS  g.a.™liierakdr.j._bethel 

ASSOCIATED    CIVIL    ENGINEERS    AND    CITY    SURVEYORS 


Haw  Vark   Offie*,    2ll-2r7   Wast   l2Sth    St.,   Tal.    7195    Morningside 


Long  Island    Office,     20  Mair    St.,    Flushing,   Tel.   39    Flushing 


*Proll,  Rudolf  to  WASHINGTON  SAVINGS  BANK  of  N  Y.  Mat- 
thews av,  e  s.  128.5  n  Bronxdale  av,  25x100.  P  M.  Oct  27,  3 
years,  — %.     Nov  7,  1900.  780 

•Penfleld.  Minnie  to  Wm  H  Field.  White  Plains  road,  e  s,  50.G  n 
Kossuth  av.  25.3x103.1x25x107,  except  part  for  White  Plains 
road.     Nov  1,  3  years,  5%.     Nov  8.  liXKi.  4.000 

♦Same  to  same.  Same  property.  Prior  mort  $4,000.  Nov  1,  3 
years,  5%,.     Nov  8,  IdOCt.  2,000 

Pirk,  Amalia  to  Mary  Kerner  and  ano.  Decatur  av,  s  e  cor  199th 
St,  49.0x100.     Oct  31,    1  year,   0%.      Nov  8,    I'Mii.     12:3279. 

0,000 

•Pllmmer,  Walter  J  to  James  A  Blake.  Eastehester  av,  s  e  cor 
Rhinelander  av,  103x106.9x100x131.0.  P  M.  Nov  1,  2  years,  — %. 
Nov   2,   1900.  2,5(X) 

♦Rowland,  Alex  S,  Brooklyn,  N  Y,  to  First  Presbyterian  Society  of 
Durham.  Greene  Co.  N  Y.  231st  st,  s  s,  80.0  e  White  Plains 
road,  50.3x114.0,  Wakefield.     Oct  1,  3  years,  — %.     Nov  5,  1900. 

1,000 

Roman,  Martha  and  Albert  Mamlock  to  Chas  V  Culyer.  Bailey  av. 
e  s,  at  c  1  230th  st,  runs  e  100.7  x  s  255.2  x  s  25  x  s  25  x  w  101.3 
to  av,  X  n  305.2  to  beginning.  Prior  mort  $20,00.  Oct  30,  due 
April  30,  1907,  0%.     Nov  8.  liHIO.     12:3200.  30,000 

Robinson,  Alice  to  Lillian  M  Loboda.  Perry  av,  w  s,  103.2  n  207th 
st,  25x100.     Nov  1.  3  years,  5%.     Nov  3,  1900.    12:3343.         4,000 

•Reitano,  Joseph  and  Alfonso  Bottino  to  John  Goergen.  22Cth  st, 
n  s,  280  e  4th  av,  50x114,  Wakefield.  P  M.  Nov  5,  due,  &c,  as 
per  bond.     Nov  7,   1900.  1,000 

Stoffels,  August  to  Julius  Hoffmann.  Union  av.  No  915,  w  s, 
181.4  s  ItSd  st,  20.7x131.  P  M.  Prior  mort  $0,000.  Nov  1,  due, 
&c.  as  per  bond.     Nov  2,  190<j.     10:2008.  2,000 

Sullivan,  Timothy  F  to  Louis  Lese  et  al.  154th  st,  No  077,  n  s, 
170  w  Elton  av,  25x100.  P  M.  Prior  mort  $2,000.  Nov  5,  1 
year,  0%.     Nov  7,   1900.     9:2370.  ^1,000 

•Swenson,  Christian  to  Herbert  S  Ogden.  Arnold  av,  e  s,  175  s 
Libby  st.  28x105,  Throggs  Neck.  Nov  1,  due  Dec  1,  1911, 
-<%.'    Mov  7,   19(M!.  2,000 

Schwklbe,  Abe  to  McKinley  Realty  &  Construction  Co.  140th  st, 
Nos  727  and  729.  n  s  702.0  e  Willis  av,  2  lots  each  37.0x100. 
2PM  morts,  each  f 0.000.     Nov   1.  2  years,  0%.     Nov  3,   1900. 

12.000 

Stube,  William  to  Jakob  Mayer.  Burnside  av,  Nos  575  and  577, 
n  s,  09.4  e  Ryer  av,  runs  n  125.2  x  e  37  x  s  80  x  s  08.4  to  Burn- 
side  av  X  w  44.8.  P  M.  Prior  mort  $5,000.  Nov  1,  due,  &c. 
as  per  bond.     Nov  3,   1900.     11:3144.  4,000 

Stella,  Giuseppe  to  Jerry  Altieri  Co.  Fulton  av.  Nos  1571  and 
1.573,  w  s,  on  map  No  1571,  250.9  n  Wendover  av,  50xl58.2x 
50.3x103.1.  P  M.  Prior  mort  $45,000.  Nov  1,  5  years,  0%. 
Nov  3,  1906.     11:2929.  13.000 

*Sarfaty.  David  H  to  Abbie  E  Wille.  231st  st,  n  s,  305  w 
White  Plains  road,  25x114,  Wakefield.  Nov  1,  3  years,  5V4%. 
Nov  2,  1900.  3,200 

*Sarfatv,  David  H  to  Sarah  Glose.  231st  st,  n  s,  280  w  White 
Plains  road,  25x114.     Nov  1,  3  years,  5%7o.     Nov  2,  1900.     3,300 

Siesel,  Augusta  to  Ferdinand  Hecht.  179th  st.  No  027.  n  s,  94  w 
Webster  av,  runs  n  122.6  x  w  17.5  x  w  9.3  x  s  125  to  st  x  e 
20.0  to  beginning.  Prior  mort  $10,5tK).  Nov  1,  due,  &c,  as  per 
bond.     Nov  2,   1906.     11:3142.  1.250 

Seal,   Harry   E,   Brooklyn,   N  Y,   to  Frances  L  Blackford.      Clinton 


av,  n  w  s,  at  n  e  s  175th  st,  runs  n  e  194  x  n  w  149.10  x  s  w 

194  lo   17.">th   st   X   s   e   149.10  to   beginning,   except   part  for  av 
and   St.      Nov    1.   4  years.   5^:;.      Nov  2.   1900.      11:2949.         30.000 

♦Schwoerer,  Louis  to  Whitehall  Realty  Co.  Gunther  av,  w  s,  200.6 
s  Barnes  av,  50.\97.0.  P  M.  Nov  1,  2  years,  5%.  Nov  7, 
1900.  770 

Stephenson.  Juliet  F  to  Henry  C  Martin.     Clay  av.  No  1769,  w  s, 

195  s    ]75ih    st,    25x9.5.      P   M.      Oct   1.5,   5   years,   5%.      Nov   5, 
moo.      11:279!)..  6,000 

*Schrader,  Fredk  to  Margt  Nilson.     233d  st,  n  w  cor  1st  st,  — x — , 

Wakefield.     Sept   19,   1995,   due   Oct   1,   1908,   5%.     Nov  8,  1906. 

3.000 
*Sinclair.   Thomas  G   to   WASHINGTON  SAVINGS    BANK  of  N   Y. 

Muliner  av,    e   s.   207.3   s   Neil   av,   20x74.9x25x84.5.     P   M.      Oct 

27,  3  years.  — "  .     Nov  7,  1900.  405 

*Stump,   .\nthony   to   Wilhelmina  E  Hoffman.      Matthews  av,   e   s, 

78..5  s  Neil  av.  25x109:;    ;Neil  av.  s   s,  2.5  w  Matthews  av,  75.0 

x81.9x75x9].]0.      4PM   morts,    each   $780,.      Oct   27,   3   years, 

— %.     Nov  7,  1906.  3.120 

*Same  to  same.     Neil  av,  s  s,  40.9  w  Muliner  av,  2.5.3x9.5x2,5x98.3. 

Oct  27,  3  years.  — %.     Nov  7.  1900.  825 

*Same   to  same.     Bogart   av,  s  e   cor  Neil  av,   25x100,   same   map. 

P  M.     Oct  27,  3  years,  — %.     Nov  7,  IttOO.  825 

*Same   to  same.      Neil   av,   s   s,   21. ,3  w  Muliner   av,   25.,3x98.4x2.5x 

101.7,  same  map.     P  M.     Oct  27,  3  years.  — %.  900 

*Same  to  same.     Neil  av,  lot  23  block  47  map  sec  1  Morris  Park. 

P  M.     Oct  27,  3  years,  —%.     Nov  7,   1900.  960 

*Same   to   same.      Neil   av,   s   s,   197.0  w  Matthews   av,   20x90x2.5x 

97.0.      Same   map.     P  M.      Oct  27,   3  years,  — %.      Nov   7,   1906. 

1,020 
*Same  to  same.     Pelham  Pkway,  s  s,  50  w  Muliner  av,  25xl52.11x 

25x1.54.5.     Same  map.     P   M.     Oct  27,  3  years,  —%.     Nov  7, 

1900.  2,400 

*Same  to  same.     Matthews  av,  s  e  cor  Neil  av,  25.2x78.4x25x81.9. 

Same  map.     P  M.     Oct  27,  3  years,  —%.     Nov  7,  1900.     __  930 

''Same    to   same.      Muliner   av,    s   w   cor   Neil   av,   21. 3x101. 7x24. 4x 

104. 0.     Same  map.     P  M.     Oct  27,  3  years,  — %.     Nov  7,  1900. 

1,185 
*Same  to  same.     Pelham  Pkway,  s  s,  25  w  Muliner  av,  25xl54.3x 

25x155.10.     P  M.     Oct  27,  3  years.  —%.     Nov  7,  1900.  2,430 

*Same   to   same.      Neil   av,   s  s,   71.9  w  Muliner  av,  25.2x91. 7x25x 

98.4.     P  M.     Oct  27.  3  years,  — %.     Nov  7,  1900.  750 

*Treacy,    Patrick    S    to    Fidelity    Development    Co.      Muliner    av, 

e  s,  126.11  n  Bronxdale  av.  20.9x137.0x25x147.1.     P  M.     Oct  27, 

2  years.  — %.     Nov  7,   1906.  870 

*Tepper,   Isak   to  Libbie  Abelman.     224th  st,   s  s,  100  e  Paulding 

av,   41.0x109.6.      Prior   Aort   $822.50.     Oct   31,      installs,      6%. 

Nov  8,   1900.  277.50 

*Same   to   same.      223   st,   s   s,   249.3   e    Corsa  lane,    25x177.11   to 

Corsa   lane   x  30.2x161.2.     Prior  mort   $770.     Oct  31,   installs. 


6%.      Nov   8,    1900. 
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Tatham,  Viola,  of  North  Hatley.  Canada,  to  Lucy  R  Comfort.  In- 
wood  av.  e  s,  oilO  s  Wolf  pi,  50x1.30.  Nov  1,  3  years,  6%.  Nov 
2,  190(j.     11:28.59.  1,500 

Tonyes,  Johanna  to  Valentin  Klein.  146th  st.  No  732,  s  s,  115 
w  Brook  av,  widened.  25:499.11.  P  M.  Nov  1,  3  years,  6%. 
Nov  .2   IWO.     9:2290.  3,000 
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Cooper  Iron  Works 

3  JOHN    COOPER,   PROPRIETOR 

Works :  Emmett  Street  &  Avenue  D,  Newark,  N.  J. 
New  York  Office :  I  Madison  Avenue 


IRON  and  STEEL  WORK 

FOR 

BUILDINGS,  BRIDGES,  &c. 


Thornton.  Chas  H  and  Edward  A   to  John  J  Brcjwn.      Clay  av,  e  s, 

88.7    n    170th   st,   25x80.      Nov   r.,    :j   years,    5%.      Nov   7,    lOOl!. 

11:2887.  4,000 

Thornton   Bros   Co    to   John   J    Brown.      Clay   av,    n   w   cor    l(!9th 

st,    .50x88x48x88.10.      Nov    5,    3    years,    5^%.      Nov    7,    lOOG. 

11:2887.  4,000 

*Valente.   Angela  to  Hudson  P  Rose  Co.     Leland  av,   e  s,  at  w  s 

Meadow    av.    113x90.6x145.10.      P    M.      Oct    22,    3    years,    5'^%. 

Nov  7,  1000.  475 

*Vogel.    Nicholas    to    Whitehall    Realty    Co.      Barnes    av,    n    w    s, 

125  n  e  230th  st.  150x115. lOxlSO.xlOO.S.     P  M.     Nov  1,  due  Nov 

8,  1908.  57r.     Nov  8,  1900.  2.520 

*Visconti,    Carolina    to    WASHINGTON    SAVINGS    BANK.      Fowler 

av,   w  s.   175   n   Rhinelander   av,  2.5x142.3.     P  M,  3  years,   — %. 

Nov  7,   lOOi.  606 

*Same  to  same.     Fowler  av,  w  s,  225  n  Rhinelander  av,  50x127.9. 

P  M.     Oct  27,  3  years,  — %.     Nov  7.  1906.  606 

*Voos.  Nicholas  to  WASHINGTON  SAVINGS  BANK  of  N  Y.     Mat- 
thews  av,   e   s,    178.5   n    Bronxdale   av,   25x100.      P   M.      Oct   27, 

3   years,  —%.     Nov  7,   1906.  615 

*Same  to  same.     Matthews  av,  e  s,  203.5  n  Bronxdale  av,  25x100. 

P  M.     Oct  27,  3  years.  — %.     Nov  7,  1906.  615 

Voelcker.    Katharina   and    Eliz   Katharina    V    Spring   to    Evelyn   C 

Manley.      Cypress   av.   e   s.   40.7   u   1.33d   st,   21x80.      Prior   mort 

.¥4,(KM1.     Nov  5,  1  year,  0%.     Nov  8,  1906.     10:25ti2.  900 

Walls,  Sarah  W  wife  Thos  P  Walls  to  Lucy  D  Booth  et  al  trustees 

for  Olive  L  Booth  will  Ralph  W  Booth.     136th  st.   No  682,  s  s. 

255   e   Willis   av,    15x100.      Nov   1,   3   years,   5%.      Nov   8,   1906. 

9:2780.  5,000 

Wright,    Henry    P    to    Maria    Hammond.      146th   st,    s    s,    200.1    w 

Morris  av,  25.10x100.     P  M.     Nov  7,  3  years,  5%.     Nov  8,  1906. 

9:2335.  4,000 

*Weber,    Fridoli.i    to    Whitehall    Realty    Co.      Gunther    av,    w    s, 

2.56.9  s  Barnes  av,  .50x07.6.     P  M.     Nov  7,  2  years,  h%.     Nov  8, 

1906.  770 

*Same   to   same.      Nereid   av,   n   s,   48.9   e  Wickham   av.   97.0x100. 

P  M.      Nov  1.  2  years.  5%.     Nov  8.   1900.  1,820 

*Wiegert,   John    H    to    Christopher   Pesenecker.      Jackson   av,   n    e 

cor  Garfield  st,  2.5x100.     Prior  mort  $5,000.     Due  Nov  20,  1908. 

— %.     Nov  5,  1906.  1,000 

*Weitz.    Manda   to   WASHINGTON   SAVINGS   BANK.      Fowler   av. 

w  s,  30(>  n  Rhinelander  av,  .50x113.4.     2PM  morts,  each  $.540. 

Oct  27,   3  years,  — %.     Nov  7,   1906.  1,080 

*Weiman,   Louis   to  Land  Co  A  of  Edenwald.     Monaghan  av.  w  s. 

100    s    Jefferson    av.    3    lots,    each    .50x100,    Edenwald.      3    P    M 

morts,  each  .'j;495.     Sept  27.  3  years.  5%.     Nov  5.  1906  1,485 

*Weichsel.   Elias   D  to   David  Burstein.      Plot  begins  340  e  White 

Plains   road,  at   point  along  same  275  n  Morris  Park  av,   runs  e 

100  X  n  25  x  w  100  x  s  2.5  to  beginning;   Morris  Park  av,  n  s, 

being  plot  begins  440  e  White  Plains  road,  at  point  along  same 

300  n   Morris   Park   av,   runs  s  300  to  n   s   Morris   Park  av  x  e 

50  X  n  300  X  w  50  to  beginning.     P  M.     Prior  mort  $4,200.     Oct 

24,   installs.   — %.      Nov   2.   1906.  400 

♦Weber,  Fridolin  to  Whitehall  Realty  Co.     Wickham  av,  e  s,  150  s 

Nereid  av,  25.x97.6.     P  M.     Nov  5,  2  years,  5%.     Nov  7,   1906. 

420 
Wormser.   Jennie   to   Emll   Robitzek.      170th   st.   No   1203,   n   e   s, 

lOl.t;  e  Bryant  st,  25x119.11x24.11x119.3.     Nov  1,  5  years,  5V>%. 

Nov  2,  1900.     11:.3004.  5,(X)0 

Zauderer,  Joseph  C  to  Dora  Fayeu.     Washington  av.  No  1728,  e  s, 

25   s   174th   st,   25x89.8.      P  M.      Oct  31,   due  May   1,   1910,   6%. 

Nov  7,  1906.     11:2915.  2,750 

PROJECTED  BUILDINGS. 

The  first  name  is  that  of  the  ow'r.  ar't  stands  for  architect,  m'n 
for  mason,  c'r  tor  carpenter,  and  b'r  for  builder. 

When  character  of  roof  is  not  mentioned,  it  is  be  understood 
that  the  roof  is  to  be  of  tin. 

BOROUGH    OF   MANHATTAN. 

SOUTH  OF  14TH  STREET. 

Broad  st,  s  e  cor  Beaver  st,  4-sty  brk  and  stone  stock  exchange, 
99  2-3x1261^,  tile  and  copper  roof;  cost,  $2.50,000;  Consolidated 
Stock  &  Petroleum  Exchange  Bldg  Co,  60  Broadway;  ar'ts,  Clinton 
&  Russell,  .32  Nassau  St.— 1053. 

Madison  st,  s  s,  122  e  Catherine  st,  6-sty  brk  and  stone  tenement, 
25.6x87;  cost,  $25,000;  James  Shea,  72  Market  st;  ar'ts,  Bern- 
stein &  Bernstein.  24  E  23d  st. — 1045. 

West  st,  Nos  508  and  .509.  1-sty  brk  and  stone  stable,  44x25,  tar 
and  gravel  roof;  cost,  $3,000;  C  V  King,  20  5th  av;  ar't,  Chas  H 
Richter,  68  Broad  St.— 1040. 

Av  D,  No  78,  erect  12  in.  brk  walls;  cost.  $l,.50O;  Wendel  Estate, 
175  Broadway;  ar't,  J  B  Snooks  Sons,  73  Nassau  st. — 1049. 

BETWEBN   14TH   AND   59TH   STREBTB. 

17th  st,  s  s,  140  w  10th  av,   1-sty  cement  and  frame  shed.  40x2.5; 

cost,  $800;  ow'r  and  ar't.  Consolidated  Gas  Co.  4  Irving  pi. — 10.51. 
29th    St.    No    509    W.    1-sty    brk    and    stone    outhouse.    8x4;    cost, 

$900;   Michael  Feeney,  3.36  E   125th  st;   ar't,  B  W  Berger  &  Son, 

Bible  House.— 1048. 
Park  av,  n  e  cor  51st  st,  1-sty  concrete  and  frame  coal  shed,  46.9x 

75,    slag    roof;    cost,    $6,000;    F    &    M    Schaefer    Brewing    Co,    on 

premises;    ar't.   J    Kastner.   11.33   Broadway. — 1041. 
10th  av.  s  w  cor  17th  st,  1-sty  frame  shed,  90x18;  cost,  $1,500;  ow'r 

and  ar't.  Consolidated  Gas  Co,  4  Irving  pi. — 10.52. 

BETWEEN  59TH  AND   125TH   STREETS,   EAST  OF  5TH  AVENUE. 

Sylvan  pi,  w  s,  46  n  120th  st,  two  6-sty  brk  and  stone  tenement, 
40.5x82.1;  total  cost,  $100,(X)0;  ow'rs  and  ar'ts,  Euell  Van  Wart 
&  Co,  129  W  125th  St.— 10.50. 

BETWEEN  59TH  AND  125TH  STREETS,  WEST  OF  8TH  AVENUE. 

61st   St.   n   s,   29.11  e   Broadway,   concrete   on   rock   retaining   walls. 

25x105;    cost,    $5,000;    Wendel    Estate,    175    Broadway;    ar't,    J    B 

Snooks    Sons,    73    Nassau    st. — 1042. 
The  text  ol  these  pages  is  copyrighted.     All  rights  are  reserved. 


llSth  st,  n  s.  100  e  Amsterdam  av,  6-sty  brk  and  stone  tenement, 
.5(1x87.11;  cost,  $(iO.OW;  Felt  &  Malakoff,  271  W  141st  st;  ar't,  Geo 
Fred  Pelham.  .503  5th   av.— 10.55. 

Amsterdam  av.  n  e  cor  llSth  st,  6-sty  brk  and  stone  tenement  and 
store,  74.10x87;  cost,  $90,1k:i0;  Felt  &  Malakoff,  271  W  141st  st; 
ar't.  Geo  Fred  Pelham,  .503  5th  av.— 10.54. 

Hudson  River  and  West  70th  st,  on  bulkhead.  1-sty  frame  tool 
house,  12xl(i;  cost,  $100;  N  Y  C  &  H  R  R  Co,  Grand  Central  Sta- 
tion;  art,   M  M  O'Brien,   Grand  Central  Station.— 1040. 

NORTH  OF  125TH   STREET. 

Lenox  av.  n  e  cor  142d  st.  1-sty  concrete  and  frame  church,  38x 
66;  cost.  .$5..50O;  Wm  Allen  Butler,  Jr,  54  Wall  st;  ar'ts,  Ducker 
Co.    277    Broadway.— 1043. 

St  Nicholas  av.  s  e  cor  181st  st,  2-sty  brk  and  stone  store  and  ten- 
ement, 25x100;  cost,  $20,000;  Edward  Rafter,  030  Hudson  st;  ar't, 
J  P  Boyland,  396  Broadway.— 1047. 

8th  av,  s  e  cor  145th  st,  .3-sty  brk  and  stone  store  and  bowling 
alleys,  40x100,  plastic  slate  roof;  cost,  $30,000;  Fleischman 
Realty  &  Const  Co,  170  Broadway;  ar't,  Thomas  W  Lamb,  224 
5th   av.— 1044. 

BOROUGH   OF  THE  BROITX. 

Freeman  st,  s  s,  KM1  e  Hoe  av,  1-sty  frame  store  and  dwelling,  25x 

75;  cost,  $3,0011;   Hawthorne  Bldg  Co,  198  Broadway;  ar'ts,  Moore 

&  Landsiedel,   148th  st  and  3d  av.— 1202. 
Mt   Hope  pi.   n  s.   125  e  Jerome  av,  six  2-sty  brk  dwellings,  20x.55 

each;    total   cost,   $42,000;   Aaron  Miller   Realty  Co,   Aaron  Miller, 

1.59  W  143d  st,  Pres;  ar't,  Chas  S  Clark,  709  Tremont  av.— 1194. 
Poplar  st,  n  s,  3(X)  w  West  Farms  road,  2-sty  frame  dwelling,  21x 

51;   cost.  $4..500;   W  Cammerer,  1970  Daly  av;  ar't,  Louis  Koenig, 

608  E  1.50th  St.— 1201. 
162d  st.  No  .509,  move  2-sty  frame  dwelling;   cost,  $500;   Church  of 

the  Comforter,  on  premises;  ar't.  Bannister  &  Schell,  69  Wall  st. — 

614. 
204th  St.  s  s.  2'28.4  w  Mosholu  Parkway.  .3-sty  frame  dwelling.  23.8x 

37.4;  cost,  $5,000;  Mr  Weymann,  2974  Briggs  av;  ar't,  Louis  Koe- 
nig, 608  E  150th  St.— 1200. 
223d  st,  s  s,  237  e  White  Plains  road.  2-sty  frame  dwelling,  21x57; 

cost.  $4.,S00;  Emily  Scott.  20  E  221st  st;  ar't,  J  Melville  Lawrence, 

239th  st  and  White  Plains  road.— 1206. 
233d  St.  s  s,  230  e  .5th  av,  1-sty  frame  storage  building.  9x10;  cost, 

$50;    Frank    P    Dinoia.    on    premises;    ar't,    J    Melville    Lawrence, 

239th  st  and  White  Plains  road.— 1205. 
235th  St.  n  s.  400  e  Keppler  av.  three  2-sty  frame  dwellings,  21x33 

each;   total  cost,  $9.00ti;   Fairmount  Realty  Co.  Louis  E  Eickwort, 

1S49  Anthony  av,  Pres;  ar't.  H  S  Schrenkeisen,  1869  Monroe  av. — 

1209. 
2.'55th  St.  s  s,  4(K>  e  Keppler  av,   two  2-sty  frame  dwellings,  21x3.3 

each;   total  cost,  $6,000;  Fairmount  Realty  Co,  Louis  E  Eickwort, 

1849  Anthony  av,  Pres;  ar't,  H  S  Schrenkeisen,  1869  Monroe  av. — 

1210. 
Arlington  av,  w  s,  149.2  s  239th  st,  1%-sty  frame  stable  and  barn, 

47x2.5;  cost,  $.3, .500;  The  New  York  Edison  Co,  .5.5  Duane  st,  ow'rs 

and  ar'ts. — 119.S. 
Clay  av,  e  s,  210  n  169th  st,  six  .3-sty  frame  dwellings,  18x4.5  each; 

total   cost,   $36.(KK(;   Thornton   Bros   Co,   1320  Clay  av;   ar't,   H  H 

Avolin,  961  Stebbins  av.— 1199. 
Inwood  av.  s  e  cor  170th  st,  1-sty  brk  boiler  house,  10x8;  cost,  $100; 

Jos  F  Vion,  1431  Prospect  av,  ow'r  and  ar't. — 1197. 
Martha   av,   w  s,   05   n  2:?.Sth   st,   two  2-sty   frame  dwellings,   18x,50 

each;   total  cost,  $10,000;   German  Real  Estate  Co,  Emil  Herman, 

362  Willis  av,  Pres;   ar't,  Louis  Falk.  2785  3d  av.— 1195. 
Martha  av,   w  s.   25  n  238th  st,   two  2-sty  frame  dwellings,   18x.50 

each;   total  cost.  $10, (XK);  German  Real  Estate  Co,  Emil  Hermann, 

3(!2  Willis  av,  Pres;   ar't.  Louis  Falk,  2785  3d  av.— 1196. 
Matilda  av.   e   s.   375   n  239th   st.   2-sty  brk   dwelling.   21x.56;   cost, 

$.5.(100;    Kate   Nordman,    on    premises;    ar't,    J    Melville   Laurence, 

239th  st  and  White  Plains  road.— 1204. 
Perry  av,  e  s,  375  s  Gun  Hill  road,  two  2-sty  frame  dwellings,  21x 

.5.3  each;    total  cost,   $8,000;    Fairmount  Realty  Co.  Louis  S  Eick- 
wort.  1.849  Anthony  av,   pres;   ar't,   H  S  Schrenkeisen,   1869  Mon- 
roe av. — 1208. 
Rider  av.  w  s,  355  n  1.38th  st,  1-sty  frame  shed,  17x80;  cost,  .$300; 

Chas  F  Peet,  Washington,  D  C;   Arthur  C  Chesley,  1342  Teller  av. 

lessee;  ar't,  Albert  E  Davis,  494  E  138th  St.— 1207. 
Tiebout  av,  e  s,  176.22  n  1.84th  st,  three  2-sty  frame  dwellings,  25,02 

x82   each;    total   cost.   $15,000;    Arthur  J   Ridley,   118  E   04th   st; 

ar'ts,  Kafka  &  Lindenmeyer.  .34  W  26th  St.— 1193. 
Tremont   av,   s   s,   189. (i.5  e   Anthony  av,   5-sty   brk   tenement,  33. 6x 

101.2x115.2;  cost,  $20,<K)0;  Wm  H  Birkmire,  396  Broadway,  ow'r 

and  ar't.— 1203. 


ALTERATIONS. 

BOROUGH   OF  BIANHATTAIT. 

Attorney  st,  Nos  147  and  149,  toilets,  to  5-sty  brk  and  stone  shops 
and  hall;  cost.  $.500;  Herman  Wasser,  154  Attorney  st;  ar't,  O 
Reissman,   30    1st   st. — 2875. 

Allen  st.  No  52,  show  windows,  toilets,  tank  to  4  and  5-sty  brk  and 
stone  tenement;  cost,  .$3,000;  H  Goldman.  132  Nassau  st;  ar'ts. 
Bernstein  &  Bernstein.  '24  E  23d  St.— 2891. 

Division  st.  No  223.  plumbing,  chimneys,  store  front,  to  3-sty  brk 
and  stone  tenement;  cost.  .$2..500;  Louis  Levin.  198  Broadway, 
ar'ts.    Hedman   &   Schoen.   302   Broadway.— 2.89.5. 

Forsyth  st,  No  .59.  plumbing,  windows,  partitions,  to  .5-sty  brk  and 
stone  tenement;  cost.  $1.0(10;  Hertzberg  &  Vessel.  45  Division  st; 
ar'ts,    Bernstein   &   Bernstein.   24   B   23d   st. — 2,892. 

Lawrence  st.  No  90.  1-sty  brk  front  extension.  2.5x11.  to  2-sty  brk 
and  stone  store  and  dwelling  ;cost.  $1,0(X);  Mrs  Ada  A  Vogdes, 
San  Francisco.  California;  ar'ts,  Brandt  &  Mooney,  85th  st  and 
3d  av.— 2903. 

Norfolk  St.  No  178.  beams,  partitions  to  .5-sty  brk  and  stone  tene- 
ment; cost.  $2,0(X);  Ohab  Zedek  Synagogue,  190  Bowery;  ar'ts, 
Hedman   &   Schoen.   302   Broadway;— 2894. 

Orchard  st.  No  29,  toilets,  tank  to  two  5-sty  brk  and  stone  tene- 
ment and  factory;  cost,  $2,000:  Cecil  Cohen,  411  W  24th  st;  ar'ts, 
Bernstein   &   Bernstein,   24   E  23d   St.— 2885. 

Notice  is  hereby  given  that  infringemeDt  wiU  lead  to  prosecution. 
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DENNIS  G.  BRUSSEL 

r  ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT-HEAT-PO^VER 


The  Brussel  Method  and  organization  is 
devoted  exclusively  to  the  electrical  prob» 
lem  of  the  building.  Independent  plants 
installed,  or  wiring  for  street  service.  Writ* 
for  particulars, 

15  West   29th    Street,    N.  Y. 


Scammel  st,  Xo  32,  partiiions,  skylight,  windows,  to  two  3  and  5- 
sty  brk  and  stone  tenement;  cost.  .$1,200;  Rebecca  Stone,  10  W 
113th  St;    ar'ts,   Bernstein  &  Bernstein,  24  B  23d  St.— 2910. 

Trinity  pi,  Nos  78  to  SO,  add  1-sty  roof  house  to  6-sty  brk  and 
stone  office  building;  cost,  $8,300;  American  Bank  Note  Co.  on 
premises;    ar't,   \Vm   R   Squire.   729   Green   av,   Brooklyn. — 2S96. 

Vesey  st.  No  94,  store  front  to  3-sty  and  attic  brk  and  stone  store 
and  dwelling;  cost,  $800;  Morris  Weinstein,  61  Park  row;  ar't, 
Ma.x    MuUer,   3   Chambers    st. — 28S6. 

4th  st,  No  14.")  E,  5-sty  brk  and  stone  rear  extension,  25x33.2, 
stairs,  partitions,  skylight,  front  wall  to  5-sty  brk  and  stone  ten- 
ement; cost,  $10,000;  Morris  Silverman,  2  W  120th  st;  ar'ts, 
Bernstein  &  Bernstein,  24  E  23d  St.— 2884. 

r>th  st.  No  438  E,  toilets,  partitions,  windows,  to  4-sty  brk  and 
stone  tenement  and  store;  cost,  $300;  Estate  of  Geo  Fennell,  107 
Av  A;   ar't.  Henry  Regelmann,  133  7th  St.— 2890. 

Sth  st.  No  3.84  E,  partitionse,  toilets,  skylights,  to  4-sty  brk  and 
stone  tenement;  cost,  $2,000;  Falk  Rhonheimer,  306  E  3d  st;  ar't, 
Richard  Rohl,  128  Bible  House.— 2899. 

8th  St.  No  .">4  E,  add  2  stories,  fireproof  elevator  shaft,  to  4-sty 
brk  and  stone  store  and  loft  building;  cost,  $10,000;  Sailors  Snug 
Harbor  Corporation,  31  Nassau  st;  ar't,  C  Dunne,  210  E  14th  st.^ 
2920. 

1.3th  st,  Nos  414-424  W  |  erect  pent  house  on  roof,  to  3-sty  brk  and 

Little  W  12th  st,  Nos  17-37|  stone  printing  house;  cost,  $2,000; 
Trustees  of  John  Jacob  Astor,  23  W  20th  st;  ar't  and  b'r.  The 
Tidewater  Bldg  Co,  25  W  2r)th  St.— 2912. 

19th  st.  No  2(35  W.  partitions  .show  windows  to  5-sty  brk  and  stone 
store  and  tenement;  cost,  $5,500;  Peter  Doelger,  407  E  55th  st; 
ar't,  Chas  Stegmayer.  108  E  91st  St.— 2882. 

22d  st,  No  230  E,  partitions,  skylight,  tank,  to  4-sty  hrk  and  stone 
tenement;  cost,  $1,500;  D  J  MacMahan,  239  E  21st  st;  ar't.  Max 
Muller.   3  Chambers   st.— 2913. 

23d  st.  No  402  E,  fireproof  ceilings,  walls,  to  5-sty  brk  and  stone 
store  and  tenement;  cost,  $.800;  Estate  of  Maria  A  Robinson,  204 
W  8.3d  st;   ar't.   H  Regelmann,   133  7th  st.— 2919. 

23d  St.  Nos  312  to  31C  E.  fireproof  gallery  to  10-stv  brk  and  stone 
loft  building;  cost,  $3,000;  E  W  Bliss  Buildings,  Inc.,  110  Worth 
st;   ar't.   W'm  H  Knowles.  1133  Broadway. — 2S7(i. 

20th  st.  No  441  W,  vent  shaft,  partitions,  tank,  toilets,  to  5-sty  brk 
and  stone  tenement;  cost,  $3,000;  Frank  Licato,  182  Park  row; 
ar't,   Henry  Zlot.  230  Grand  St.— 2902. 

GOth  St.  No  235  W,  partitions,  toilets,  to  4-sty  brk  and  stone  tene- 
ment and  store;  cost,  $000;  Maria  Gray,  Anderson  av  and  lOSth 
st;   ar't,  W  A  O'Hea,  Woody  Crest  av  and  102d  st.— 2883. 

GOth  st.  No  IS  E,  iron  columns,  brk  walls,  to  8-sty  brk  and  stone 
office  and  apartments  building;  cost.  $2.50;  Albert  I  Sire,  22  W 
59th  st;    ar't,   R  H   Borchers,  2  E   .58th  St.— 2915. 

71st  st.  No  32(i  E.  fireproof  ceilings,  walls,  to  5-sty  brk  and  stone 
tenement:  cost,  $900;  Louis  Ranch,  9  W  103d  st;  ar't,  B  W  Berger 
&  Son,   Bible  House.— 2914. 

93d  st,  s  s,  135  w  2d  av,  iron  columns  to  3-sty  brk  and  stone  cold 
storage  bldg;  cost,  .$485;  Geo  Ehret,  235  E  92d  st;  ar't,  Julius 
Kastner,    1133   Broadway. — 2877. 

107th  st,  Nos  G2  and  64  E,  toilets,  partitions,  plumbing  to  three 
5-sty  brk  and  stone  tenements;  cost.  $6,000;  Weisberg  &  Gold- 
ring,  60  E   113th  st;   ar't.  A  T  Johnson,  469  Lenox  av.— 2897. 

11.5th  st.  No  79  E,  store  fronts,  partitions,  piers  to  5-sty  brk  and 
stone  tenement;  cost,  $1,700;  Henry  Krengel,  1742  Madison  av; 
ar't,   Nathan   Langer,   81   E   125th   st.— 2909. 

117th  st,  No  1  E,  1-sty  brk  and  stone  rear  extension,  5x1.5,  parti- 
tions to  G-sty  brk  and  stone  store  and  tenement  cost,  $350;  Aus- 
tin Bier.  74  W  I'JOth  st;  ar'ts,  Goldner  &  Goldberg,  Westchester 
and  Jackson   avs. — 2901. 

125th  st.  No  .319  W,  partitions,  stairways,  to  3-sty  brk  and  stone 
hotel;  cost,  $1,000;  C  Weisbecker,  268-270  W  125th  st;  ar't,  Henry 
Gilvarry,   1  Union  sq. — 2017. 

131st  st,  n  s,  375  e  12th  av,  brk  walls  to  1-sty  brk  and  stone  store 


cost.   $100;    The   Standard   Gas   Light   Co,   Gl-63   E   59th   st;    ar't. 

Company's   Engineer,   (;i-63   E   50th   st.— 2887. 
Av  A,  No  209         I   fireproof    ceiling    to    4-sty    brk    and    stone    store 
13th  st.  No  448  E|     and    tenement;    cost,    $400;    M    B    Ochs,    120   W 

120th  st;   ar't.  James  R  Dardis,  5.55  W  140th  St.— 2889. 
Av  A,   No  202.  fireproof,  ceilings  to  4-sty  brk  and  stone  store  and 

tenement;    cost,    $1.50;    Mrs    Margaret    Klinger,    262    Av    A;    ar't, 

Henry   Regelmann,    133  7th   st. — 2907. 
Av  A,  No  252.  partitions,  plumbing,  to  4-sty  brk  and  stone  store  and 

tenement;    cost,   $1,200;    Landsmen   &   Berkowitz,   232  Broome   st; 

ar't,  H  Horenburger,   122  Bowery. — 2916. 
Av    C,    No    190,    columns,    girders,    shaft,    to    G-sty    brk   and    stone 

manufacturing  building;  cost.  $5,000;  Henry  Goldwater,  811  E  9th 

st  ;ar't,  Geo  Keister,  11  W  29th  St.— 2911. 
Broadway,  No  5r2.  show  windows,  to  G-sty  brk  and  stone  store  and 

loft    building;    cost,    $1,000;    Robert    P    Perkins,    512    Broadway; 

ar't,  Geo  Fred  Pelham.  .503  Sth  av.— 2893. 
Park   av.   No   351.   partitions,   fixtures,   iron   columns,   store   front  to 

4-sty   brk   and   stone   tenement;    cost,   $3,500;    F   &     M     Schaefer 

Brewing  Co,  51st  st  and  Park  av;  ar't,  Julius  Kastner,  1133  Broad 

way.— 2S80. 
Park    av.    No   349,    partitions,    store   fronts,    iron   columns    to   4-sty 

brk   and   stone   tenement;    cost,   $8,000;    F  &   M   Schaefer  Brewing 

Co,   51st  st  and  Park  av;   ar't.  J  Kastner,   1133  Broadway. — 2878. 
Park   av.   No  347,   partitions,   stairs,   fixtures,   iron   columns,   beams, 

to  3-sty  brk   and  stone  store  and  dwelling;   cost,  $2,500;   F  &  M 

Schaefer  Brewing  Co,  51st  st   and  Park  av;   ar't,  Julius  Kastner, 

1133  Broadway.— 2879. 
1st  av,  No  1483,  3-sty  brk  and  stone  rear  extension,  15x16.11,  win- 
dows,  doors   to  4-sty  brk  and  stone   tenement;   cost,  $5,500;   Chas 

Rosenberg,    442    Broadway;    ar'ts,    Sommerfeld    &      Steckler,      19 

Union  sq.— 2900. 
2d   av.    No   690,    plumbing,    toilets,   steel   beams,   partitions,    to   two 

3  and  4-sty  brk  and  stone  tenements;  cost,  $15,000;  Mrs  C  Block, 

123  E  .54th  st;   ar't,  Geo  Fred  Pelham,  503  5th  av.— 2908. 
2d  av.   No  2152,   fireproof  ceiling,   brk  wall  to  5-sty  brk  and  stone 

store   and   tenement;    cost,   $500;    Margaret   Guth,   253   E  71st   st; 

ar't,  James  R  Dardis.  555  W  140th  St.— 2888. 
3d  av.  No  170 r,  partitions,  toilets,  to  3-sty  brk  and  stone  store  and 

club;  cost,  $.800;   Frank  K  Eddy,  1707  3d  av;  ar't,  James  F  Egan, 

64  Ann  St.— 2S98. 
5th  av.  No  1322,  fireproof  partitions,  stairs,  to  5-sty  brk  and  stone 

store  and  tenement;   cost,   $100;   Mrs  Ludwig  Traube,  44  E  104111 

st;  ar't,  Henry  Regelmann,  13.3  7th  st. — 2906. 
6th  av.  No  794,  1-sty  brk  and  stone  rear  extension,  12x21,  to  5-sty 

brk   and   stone   tenement   and  store;    cost,   $.800;    Andrews   Estate, 

19  W  42d  st;  ar't,  E  Rossbach,  1947  Broadway.— 2905. 
7th  av.  n  w  cor  58th  st,  erect  sign  to  2-sty  brk  and  stone  store  and 

dwelling;   cost,  $175;   Bernard  O'Toole,  922  7th  av;  ar't  and  b'r,  J 

Schroth,    113  W   Broadway.— 2904. 
Sth   av,    Nos  2040   and   2051,   show  windows,   to   two   5-sty  brk   and 

stone  store  and  tenements;  cost,  $500;   Peter  Doelger,  407  E  55th 

ar't.    Chas    Stegmayer.    I(j8    E    91st    st. — 2881. 
Sth   av.    No   832.    partitions   to   4-sty   brk   and   stone   tenement   and 

store;   cost,   $.500;   Chas  Binder,  832  Sth  av;   ar't,  E  A  Meyers,   1 

Union  sq.— 2918. 

BOROUGH   OF   TMX  BRONX. 

204th  st,  s  s,  21  w  Mosholu  Parkway,  new  front  and  new  bath,  &c, 
to  2-sty  frame  dwelling;  cost,  $2,000;  Wm  Weymann,  2974  Briggs 
av;   ar't,   Louis   Koenig,  60S  E  150th  st. — 616. 

221st  St.  n  s,  225  w  White  Plains  av,  2-sty  and  attic  frame  exten- 
sion, 18.6x14.  to  2-sty  and  attic  frame  dwelling;  cost,  $600; 
Frank  Giffin,  on  premises;   ar't,  Louis  Falk,  2785  3d  av. — 618. 

Matthews  av,  w  s.  169  n  Bronxdale  av,  move  and  new  partitions  to 
2-sty  frame  dwelling;  cost,  $1,000;  Dominic  Fusal,  Morris  Park 
av  and  Louise  st;  ar't,  Henry  Nordheim,  Boston  road  and  Tre- 
mont  av. — G13. 
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It  costs  a  dollar  a  mile  to  go  to  Chicago  in  a  Special  Train,   but  only  a  lew  cents  a  mile  on  the  Empire  State  Express. 

The  same  is  true  of  the  Record  and  Guide  Quarterly.     Each   subscriber   receives  for  Twenty  Dollars  a  year  a 

service  that  would  cost  him  thousands  of  dollars. 

A  system  of  records  is  as  necessary  to  a  real  estate   broker  as  the  "ticker"  to  a  stock  broker.     Conceivably  a  man 

might  get  along  without  either,  but  he  would  suffer  immensely  both  in  person  and  estate. 

By  means  of  the  Record  and  Guide  Quarterly,   which  occupies  only  a  few  square  inches  on  a  shelf  or  a  desk,  the 

real  estate  man  is  put  in  possession  of  a  system  of  records  in   which   he  could  find  any  particular  transaction,  be  it 

conveyance,  mortgage,  auction  sale  or  lease,  as  easily  as  he  can  find  the  name  of  one  of  his  clients  in  the  telephone  book. 

It  is  permanent   in   form,  ever  ready  and  available.      It  does  not  go  "out"  like  the  office  boy,  or  make  mistakes  like 

the  stenographer. 

The  annual  number  of  the  Record  and  Guide  Quarterly  contains  ALL  the  legal  records  for  the  past  year  concern- 
ing real  estate  and  projected  buildings,  arranged  alphabetically  and  numerically,  with  invaluable  annotations. 
These  are  supplemented  by  tables  of  important  transactions,  with  typical  prices,  coverinj  the  past  quarter  of  a  century 
or  more,  accompanied  by  expert  comments. 
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Westchester  av,   n  w  cor  St  Anns   av,   new  roof  tank   to  C-sty    brk 
tenement;   cost,   §5250;   Henry  Hachemeister.   Richmond  Valley,   S  I; 

ar't.  Bruno  W  Berger  &  Son,  121  Bible  House.— 610. 
Washington   av,    n   w   cor  Wendover   av,    1-sty   brk   extension,   10,6x 

1(5.7    to   G-sty   brk    tenement;    cost,    .$.'"iOO;    Abraham   Sigel,    144   E 

noth   St;    ar't,   Maximilian   Zipkes,   147  4th  av.— 612. 
Walton  av,  n  w  cor  13Sth  st,  2-sty  brk  extension,  23.1x49.11   to  5- 

sty  brk  factory;  cost,  $8,000;  The  Francis  Bacon  Piano  Co,  Bronx- 

ville;  ar't,  Fred  G  C  Smith,  20  E  42d  st.— 615. 
3d   av.   No  27S.5.   new  partitions   to  4-sty  brk  stores  and  tenement; 

cost.  $100;  John  Hatten,  152d  st  and  Melrose  av;  ar't,  Louis  Falk, 

on  premises. — (517. 
Glebe  av,  and  Grave  av,  junction,  2-sty  frame  dwelling,  22x49;  cost, 


$5,000;    Martin    Plitcher,   904    E    161st    st;    ar't,    B    Ebling,    West 

Farms   road. — 1211. 
Vyse   av,    w   s,   68.09  n    Freeman   st,   2-sty   frame   dwelling,   21x52; 

cost.    $6,000;    Katie   Plitcher,    1021   E   165th   st;    ar't,   B   Ebeling, 

West  Farms   road.— 1212. 
Mapes   av,   e  s.   100  s   Green   av,  2-sty  frame  dwelling,  21x49;   cost, 

$5,000;    Miss    Cornelia    Ferguson,    Mayflower   av    and   ZuUette   av; 

ar't,   B   Ebeling.   West  Farms   road. — 1212. 
173d  St.  w  s,   100  n  Gleason  av,  2-sty  frame  dwelling,  21x50;  cost. 

.$5.0110;    Gustav    Kellenberg,    Taylor    av;    ar't,    B    Ebeling,    West 

Farms   road. — 1214. 
Parker  av,   w   s,   50  n   St   Raymonds   av,   2-sty  frame  dwelling,   18x 

30;    cost,  $4,000;   Dominico  Sepedo,  on  premises;   ar't,   B  Ebeling, 

West   Farms   road. — 1215. 


For  other  Lis  Pendens,  Foreclosure  Suits, 
Judgments,  Satisfied  Judgments,  Mechanics' 
Liens,  Building  Loan  Contracts,  Satisfied  Me- 
chanics' Liens,  etc.,  see  pages  S02,  SOS,  S04. 

FILING.S  OF  NOV.  9TH. 

LIS   PENDENS. 

Nov.    0. 

01st  St.  s  s,  94  e  1st  av,  125x100.8.  Isaac  Sha- 
piro agt  Samuel  Klossk  et  al;  partition;  att'y, 
Engel,   Engel   &  Oppeuheimer. 

East  Broadway,  No  272.  three  actions.  Robert 
Marsh  agt  Esther  Zwisohu;  actions  to  fore- 
close three  mechanics'  liens:  att'y.  L.  Kronfeld. 

nth    av,    n    e    cor    S2d    st,    27.2x110. 

82d  st,    n   s,    110  e  5th   av,   50x102.2. 

5th  av,  e  s.  50.8  s  88th  st.  runs  e  102.2  x  n 
50.8  to  SSth  st,  X  e  97.9  x  s  100.8  x  w  200 
X   n   50  to   beginning. 

5th   av,    s  6   cor   102d   st,    100.11x350. 

Parcel  of  land  beginning  at  a  point  on  n  e 
bank  of  Bronx  River  at  intersection  of  e  s 
Barretto  Creek. 

Salt  Meadow,  begiimiug  at  s  s  Southern  West 
Chester  Turnpike  adj  A  W  Classen's  land,  con 
taining   2   acres  and   .345. 

Southern  Westchester  rd,  n  s.  adj  land  of  Will- 
iam   Watson,    containing    8.16    acres. 

Salt  Meadow,  belonging  to  estate  of  J  J  Neili 
adj  Ludlow  Farm  and  Barretto  Creek,  con- 
taining 20  and  ,00  acres. 

Parcel  of  land  in  24th  Ward  on  Hunts  Point 
adj  land  of  Chas  D  Dickie.  Frances  Barretto 
and  John  H  Leggett  and  old  creek  and  lands 
of   Daniel    Ludlow. 

Parcel  of  land  bounded  n  by  land  of  Benjamin 
I  H  Trask  x  e  x  land  of  Richard  Ficken,  s 
and  w  X  Turtle  Creek,  containing  10  and  .29 
acres. 

Land  s  w  of  Village  of  West  Farms,  between 
Boston  rd  and  road  from  said  village  to 
Hunt's  Point,  containing  19  acres  and  118 
square  rods. 

Boston  rd,  s  e  cor  Southern  Boulevard,  — x — . 

Spuyten  Boulevard,  e  s,  adj  lands  of  Benjamin 
Trask,  Bronx  River,  containing  about  10  acres. 

Southern  Boulevard,  e  s,  adj  lands  of  Eliza 
Hunt  and  Old  Boston  Post  rd,  containing  1 
acre. 

Parcel  of  salt  meadow  adjoining  meadow  of 
Wm  H  Salter  and  Turtle  Creek,  containing 
.075  acre,  excepting  %  of  an  acre  from  s  w 
cor  of  said   land,   Bronx. 

Sarah   S  S  Sturges  et  al  agt  Sadie  T  Sturges; 
partition;    att'y,    H    Swain. 

Stanton  st.  No  263.  George  Holober  et  al  agt 
Elias  Senfit;  specific  performance;  att'ys. 
Amend   &   Amend. 

FORECI.OSTJRB   SUITS. 

Greenwich  st.  No  200,  Edward  C  Perkins  et  al 
agt  Geo  B  Glover  et  al;  att'ys,  Jay  &  Caudler. 

72d  st,  s  s.  450  e  West  End  av,  20x102,2.  Joseph 
H  Ladew  et  al  agt  Annie  Ormiston  et  al; 
att'ys.   Parsons.   Closson  &   Mcllvane. 


JUDGMENTS. 


Nov, 

8  Allen,  Frances,  or  Mrs  George— Steinway  & 

Sons    costs,    .$43.58 

9  Ahearn,     James — Benjamin     Lesser.  .18,047.22 

9  Barry,    John   D— Rufus  L  Robinson 100.45 

9  Baltes,     Frederick— Bernard    Ruff 49.41 

8  Bigon,    Joseph— Joseph    Gold    90.10 

8  Brown,   Gustav— Albert  Seligman   et  al. 367.09 
8  Brasch,   Bertha — Simon  D  Heinemann  et  al. 

204.88 

8  Balmer,    Then— Ferdinand    Munch    Brewery. 

985.03 

S  Brown,    Max— Charles    Kenned   y 76.03 

8  Backer,    August — N    Y    Butchers'    Dressed 

Meat    Co 209.66 

8  Baruch,    Morris    J— Annie    Greenthal. ..  .19.17 

«  Battle.    Daniel    P— Beelenlach    Co 112.91 

SfBenoit.    Albert    H— Berlenbach    Co 59.41 

8  Calderone.     Michael     A— Elizabeth     E     W 

Adams    208.27 

8  De  Gruchy.  Wm  R— State  Life  Ins  Co.. 391. 07 

8  Dubroff.    Abraham — Schwarzschild    &    Sulz- 

berger   Co 19H.31 

9  Davis,    Jacob — Simon   Shapiro    22,41 

9  Eisen,    Davis— Aaron    Elting    619,22 

9  Erhardt,    Fritz— Holtz    &    Freystedt    Co. 82.62 
8  Fulling,  Henry— Flora  W  Hayes,  .costs.  106.20 

8  Falkenstein,     Ludwig     &     Lluzabeth- Ma.c 

Stark    S').4.". 

9  Fox.   Henry— P  &  F  Corbin  of  N  Y 619.70 

9  Freedman.     Isaac — Richard     Zilberman.  ,35.66 
9  Fetlretch.    Alfred    D— Rudolph    Hell    et    al. 

3.55.57 

9  Feingold,    Elias— Royal   Bank    costs,   99,17 

S  Gieenfield,    Wm    J the    same 244.21 


S  Greenfield,   Wm  J— Vincent  Valentine  et  al. 

, 477.61 

9  Gibson.    Heden    J— Strelitz    Bros    146.46 

3  Ilirschbein.     Nathan*    &    Estella— Morris    I 

Fieiman   103.97 

SvHerzberg,   Michael  M — Isaac  Gerringer  et  al 

51.31 

8  Hyman,    Jo,seph— Ferdinand    Steiger. ..  .468.07 

8  Heidenheimer,     Louis — Charles     Miller,     Jr. 

168.17 

9  Hallahan,     John— Benjamin    Lesser.  .18,047.22 

9  Herman.     Joseph— Berlenbach    Co 167.91 

9*Heims.    Richard the  same    167.91 

9  Heidelberg,    Edwin   H — C   Eugene  MacChes- 

ney     369.67 

9  Hellnian.    Myer— Corn    Exchange    Bank.... 

(D)   6,715.36 

9  Holde,    Rudolph-Geo  E  Kermochan 136.36 

9  Higdon,  Geo  W— Francis  A  Lozenby.  .106.23 
9  Johnson,    Henry — Joseph    Beck    et   al. .  .151.4.'i 

9  Jackson,   Guert  G— Hull  Camp  Co 547.73 

9  Kuhn,    August — Alexander   McMurray  et   al, 

169.61 

8  Lciudin,    Charles— Wm    C   Reeber   et   al,  199,93 

8  Lipps.     George— Conron     Bros    Co 108,67 

9  Loder,    Halber   B— Daniel   J   Ambrose 61.52 

9  Levison.  Philip— Harold  L  Rockmore.  .367,15 
'.I  Light,  Morris — Geo  W  Mellar.  ..  .costs.  47.97 
8  Mncheinski.     Barbera — Albert     Seligman     et 

al    191.86 

8  Moss,  Herman  H — Abraham  Heyman.  .158.39 
8  Mosson.   Isidore  &  Herman — Jacob  Goldman 

et    al     32.65 

8         the    same the    same     17.65 

8         the  same the  same    27.65 

8  Macheinski.     Barbara — Albert     Seligman     et 

al    191.86 

9  Muir,  John— Frank  Worisek   419.91 

9'*Maskin.    Morris — Vincent     Valentine    et    al. 

47761 

9  Meyer.    Anton    H— People.    &c 262.20 

9  Miller.    Samuel— Thomas   J    Mooney 263.38 

8  Neufeld.   Morris.   Simon  &  Joseph — Henry  L 

Franklin     1,152.10 

8  Oberle,    John    H— City    of    N    Y    32,72 

8  Pohl,    Anton— Leon   Lemle    84,31 

9  Pearlman.     Raflel— Samuel    Solomon.  ..  .164.16 

9  Podolskv.    Jacob — Roser   Greenberg 77.41 

9  Peck.    Edw    M— H    W    Johns    Manville    Co.. 

175.85 

9  Pratt,    Gilbert— Cobin    &    Co 49.12 

8  Rohlfs.   Herman   .\— Adam  Ulrich  et  al. 138.21 

8  Rosen.    Bessie— Henry  L   Franklin.  ..  .1.152.10 

9  Rosenthal,    Annie— Rapid    Safety    Felter    Co 

of   N    Y    .36.91 

S  Stamni.  Nathan— Wm  C  Reeber  et  al... 199.93 
8  Sutton.  Woodruff— J  W  Cushman  &  Co.4S4.41 
8  Simon,     Morris— Ferdinand     Steiger. ..  .468.07 

8  Solomon,     Harris— Jacob    Rubin     276.91 

S  Slater,     Jacob the    same     276.91 

8  Shapiro,  Sarah— Henry  L  Franklin.  .1.152.10 
8  Spearing,    James    J    &    Joseph — Alexander 

McMurray  et   al    169.61 

8  Strauss,    Mr.x— Henry    D    Sears    37.74 

9  Stein,    Johanna — Margaretha   Werner    et    al. 

costs,    22.72 

9  Studley,   Mary   C   &   Geo  B— Geo   R   Suther- 
land      3.192.79 

9  Spink,  Winford  H— John  Ries  et  al.. 42.99 
9  Schuessler.    Ferdinand — Henr*^    W   Erichs. . . 

,     235.65 

9  Smith.    Wra    H— Louis   Rosenberg    90.14 

8  Temple,   Richard- Harriet  P  Moss 439,31 

9  Tebhs,    Richard— Chas    G    Hopton 341.02 

9  Tangredi.  Ludwig— Geo  E  Kernochan.l36..36 
9  Valentine.  Chas  A— Morris  Levin  . . .  .1.53..'!R 
8  Wessen.    Michael— Mendel    Weiger    ....191.75 

8  Walters,   Edw  J— Chesebrough  BIdg  Co,  124, 72 

9  Williams.     Stephen    G — Giuseppe    Gaetano 

Zizelli    348.90 

9*Zipkin,    Paul— Harold    L    Rockmore 367,15 

CORPORATIONS. 

8  Brooklyn    Heights   R   R   Co— Adolph    Green- 
berg     470.62 

8  Episcopal    Church    History    Co— Ella   M   A 

Stevens   6,709,48 

9  Eldredge,    Meakin    &    Co— Louis    Augevine. 

53.23 

9  Static    Carbonating    Co— Crandall    &    Godley 
Co    681.35 

SATISFIED  JUDGMENTS. 

Alwood,   Carrie   L— P  C   Bingham.    1906.  ..$443.20 
Agresta,    Paul   A  &   Angels   P— G   H   Campbell. 

1902     7.50.93 

Gren.    Lena,    Philip   Greenwald,    Aaron    Linden- 
over   and    Max    Puchs— H    Gottlieb.    1900.  .7,8.71 

McTurck,    Robert— A    H    Wadick.    1906 14,72 

iNelson,   Per— N  Y  City  Ry  Co,   19(r, 933.60 

Ohihaver,    Chas   J— W    Sharrett.    1906 44.37 

Smock,    Clarence  McK — Lucerne   Hotel   Co, 1906. 

50.25 

Same same.      1906    150.80 

Willis,   Henry  M— Riverside  Glass  Co.   1906.20.81 


CORPORATIONS. 

^The    American    Fire    Ins    Co — T    F    Murphv. 
19U6    1,619.59 

MECHANICS'  LIENS. 

125— 112th  St.  s  s,  350  e  Broadway,  50x100. 
Rider  Ericsson  Engine  Co  agt  B  Cohen  and 
Seplow    &    Son     200.00 

126— ;5d   av.    No   1869.     Same  agt  same 200.00 

127— 141st  St.  s  s.  406,9  e  St  Anns  av,  lOOx 
95.  Ole  G  Bertelson  agt  Jacob  Friedman. 
545.00 

128— 120th   st,    Nos  4.38  to  444  East I 

119th    St.    Nos   441    to   447   Bast | 

Herman   Hurwitz  agt  Epstein  &  Cohen ..  800,00 

129— 177th  St.  n  s.  100  w  Amsterdam  av,  170x 
\m.  A  C  Bader  &  Co  agt  Perlman  &  Bern 
ikow    and    Portland    Realty    Co 540,00 

1:10— 176th  st,  n  s.  and  177th  st,  s  s,  100  w 
Amsterdam  av,  170x200,  Same  agt  same. 
1.2,85.00 

131— 141st  St.  Nos  866  to  .872  East.  James 
Colletti    agt    Jacob    Friedman 3,450.00 

132— 1st  av,  Nos  327  and  .329.  Sussman  &  Po- 
holsky  agt  Julius  Weinberg  and  Morris  Agu- 
roft    126.75 

133— 16th  St.  No  514  East.  Barnett  Miller 
agt  Aaron  Klepper.  John  H  Tietjen  and  Eagle 
Construction    Concrete    Co 36.00 

134— 78th  St.  Nos  236  and  238  East.  Jacob 
Schwartz  agt  Morris  &  Herman  Seplow... 
1.950.00 

1.3.5— 112th  St.  Nos  522  and  524  West.  Giuseppe 
Loniante   agt   same    650.00 

l.'Ui— 7,8th  St.  Nos  236  and  238  East.  Same  agt 
same    1,600.00 

137— 131st  St.  s  s.  90  e  Old  Broadway.  S3.2x 
— .  Greenkv  &  Garfein  agt  J  Goldman 
Realty    &    Construction    Co 300.00 

138 — Anthony  av.  e  s.  125  s  Prospect  pi.  75x97. 
Antonio    Cerussi    agt   Guy   W   Culgin. ..  .870.00 

139 — 1st  av.  w  s.  whole  front  between  99th  and 
lOOfh  sts.  200x99.11.  Fred  Getler  agt  Isaac 
Kleinfeld    &    Isaac    Rottteld 414.00 

140— 0,8th  St.  No  413  Bast.  Barnett  Masor  agt 
Isaac   Klapper    1,413.26 

141— Timpson  pi.  e  s.  lOO  n  144th  st,  runs  e 
75  X  n  e  90.4  x  n  w  49.11  x  w  55  x  s  101  to 
beginning.  William  Garber  agt  Ajax  Con- 
struction   Co    .855,00 

142 — Broadway,  Nos  821  and  823.  Ravitch 
Bros  agt  Hopeton  D  Atterbury,  Mary  H  S 
Register,  Robert  .S  Smith  and  Richman 
Realty  &   Construction   Co    31,000.00 

14;j— Broadway.    Nos   ,821   and   823 1 

12th   f'.    No   51    Bast | 

Daniel  W  Richman  agt  Mary  H  S  Regis- 
ter, Hopeton  D  Atterbury.  Mary  H  Smith 
and    Robert    S    Smith    45,000.00 

144— Prospect  av,  w  s.  93  s  106th  st.  75x144. 
Jacob   Warm   agt   Isaac    L   Shapiro 734,40 

14.5— 141st  St.  s  s,  406  e  St  Ann's  av.  100x10(1. 
John    Cullo   agt   Jacob   Friedman 275.00 

146-65lh  St.  Nos  i:;3  to  143  West.  Franklin 
Machine  &  Steam  Boiler  Works  agt  Empire 
Square  Realty  Co  and  Phoenix  Fire  Extin- 
guisher   Co 1,850.00 

147— 4.3d  st,  Nosa  311  West.  Same  agt  Charles 
Scribner  &  Arthur  H  Scribner  and  Phoenix 
Fire   Extinguisher   Co l.lOO.tK) 

BUILDING  LOAN  CONTRACTS. 

Manhattan  st,  n  s.  164.8  e  Amsterdam  av. 
162,9x100.7x172.10x100.  Harris  Maprtelb.iura 
and  Fisher  Lewine  loan  Harris  and  Ely 
Maron  to  erect  four  6-sty  tenements;  8  pay- 
ments     $65,000 

Courtlandt  av.  s  e  cor  163d  st.  56x90x  irreg. 
Hamilton  Bank  of  New  York  City  loans  An- 
nie Linder  and  Frank  Rotter  to  erect  a  6- 
sty    tenement:     10    payments     41,000 

SATISFIED  MECHANICS'  LIENS. 

179th  St.  n  s,  100  w  Amsterdam  av.     Roderick 

McDermott    agt    Hyman    M    Ellender    et    al. 

(June   30.    1906)    254.65 

Same    property.      Thomas    Mulligan    et    al    agt 

same.      (June  26,    1906)    500.00 

Same    property.      John    A    Murray   agt   same. 

(June    ,30.    1906)     3,700.00 

Same    property.       Simons    &    Moersfelder    agt 

same.       (June    .30,    1900)     1,950,00 

Same   property.      John   A   Philbrick  &   Bro  agt 

same.      (June  .30,    1906)    0.175,10 

Same  property.      Oscar   Fichtenbaum   et  al   agt 

same,      (July  2,    1900)    678.00 

Same    property.      Louis    Bernstein    agt    same. 

(July  6,   190H)    683,16 

iQuimby   St.   s  s.    148  e  Olmstead   av.     John   F 

Ghee  agt  Otto  Koenig  et  al.     (Sept  20,  1906) 

60.75 

Front   st.    No  312.      Jacob   Peplman   agt   James 

M  Jacobson  et  al.     (Oct  13,  1906) 371,00 


Notice  is  hereby  given  that  Infringement  will  lead  to  prosecution.  The  text  of  these  pages  Is  copyrighted.     All  rights  are  reserved. 
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STRUCTURAL    AND    ORNAMENTAL 


IRON  WORK 


FOR 
BUILDINGS 


HARRIS  H.  URIS 

OFFICE     AND     WORKS 

525-535    W.    26th    ST. 

TELEPHONE,    1t;3S-6    CHELSEA 


*2d  av,  n  e  cor  118th  st.  Thomas  Galligan  et 
al  agt  Jacob  Sganga  et  al.  (June  14,  1905) 
95.00 

^Central  Park  West,  No  50.  Michael  O'Dwyer 
agt  Samuel  B  Harris  et  al.  )Aug  16,  l'J06) 
12,000.00 

7.3d  St,  No  142  West.  Arthur  R  Atkins  aet 
Elizabeth  Kennedy  et  al.  (June  28,  1906). 
2.333.85 

^Clinton  st.  No  181.  Morris  Goldstein  agt 
Rudolph    Federman.      (July    28,    1906) ... 650.00 

27th  St.  n  s,  216.8  e  2d  av,  58.4x100.  Rider 
Ericsson  Engine  Co  agt  Zaliels  &  Oransky. 
(Nov  8,   intXj)    200.00 

JUDGSIENTS    IN    FORECLOSURB 
SUITS. 

Nov.    2. 

Wadsworth  av,  n  w  cor  183d  st,  74.11x50. 
Mayer  S  Auerbach  agt  Agnes  E  Bell;  Max 
Stern,  att'y;  Milton  S  Guiterman,  ref.  (Amt 
due,    $15,!I9S.5S.) 

17.8th  st,  n  s,  100  w  Amsterdam  av,  100x100. 
Abraham  Ruth  agt  Charles  Axelroad  et  al; 
Feltinstein  &  Rosenstein,  att'ys:  Alfred  Lau- 
terbach,    ref.      (Amt    due,    if27, 178.67.) 

LIS  PENDENS. 

Nov.    3. 
101st  st,   s  s.   200  e   1st  av,    100.11x122.6.     Emil 

Reibstein    agt     Henry    Wilchinsky;    action    to 

establish     vendee's    lien;     att'ys,     Manheim    & 

Manheim. 
Amsterdam   av,    w   s,   24.11   n    1.30th   st,    150x100. 

Joseph  Ravitch  agt  Jacob  Goldberg  et  al:  action 

to  enforce  vendee's  lien;  att'y,  N  Alsinikoff. 
Monroe   st,    Nos   326  and  328.      Morris   Stahl   agt 

Morris    Fisher;    action    to    declare    lien;    att'y, 

H    B    Davis. 

Nov.    5. 
Lots  762,  770,   748,  7.50,   757,  758,  amended  map] 
of  Sec  C,  Vyse  Estate,  Bronx.  | 

66th  st,   Nos  335  to  341   East.  I 

67th  st     Nos  :U2  to  348  East.  | 

112th  st,  s  s,  .50  w  Madison  av,  83x100.11.  I 

Sullivan  st,   Nos  54  and  56.  | 

Broome   st.    No  5.33.  | 

Henry    White    agt  Louis   J   Jacoves;    action   to 

impress  trust,  &c:  att'y,  L  Karasik. 
Lenox   av,    w   s.    whole    front    between    142d   and 

143d  sts,  199.10x100.     John  Woytisek  et  al  agt 

George     Dellon     et     al:     specific     performance; 

att'ys.   Hymes,   Woytisek  &  Schaap. 
128th  St.  Nos  257  to  261  West.     Jane  Vause  agt 

New   York  Life   Ins  &  Trust  Co  et  al;   specific 

performance;  att'y,  C  A  Arnstein.    ^ 
Nov.    7. 
34th    St.    s    s.    275    e    7th    av,    25x98.1.      George 

Keister   agt    Mary    E    Keister   et   al:    action    to 

set  aside  conveyance;   att'ys.  Putney,  Twombly 

&    Putney. 
135th   st,    n   s,   209  e  7th   av,   80x99.11.     Hyman 

Cohn  agt  David  Shaff  et  al;   action  to  Impress 

lien:   att'y.  J  M  Guedalia. 
Riverside     Drive,     No    8(i9.       Bessie    Freed    agt 

Rose  H   Woods:   action   to   foreclose  mechanics 

lien:    att'y,    J    J    Quencer. 
Lot  54,   block  3261,   section  12,   land  map  of  the 

City    of    New    York;    Mary    F    Doolan    by    gdn 

agt     Ellen     Smith:      action     to     debar     claim; 

att'ys,    Ferguson   &  Ferguson. 
Nov.    8. 
135th   st,   n   s,   200  e   7th  av,   80x99.11.     Hyman 

Cohn  agt  David   Shaff  et  al:  action  to  impress 

lien:    att'y,    M    Guedalia. 
3d   av,    Nos  363  and  365.     Sol   Haas  agt  George 

Parr,     trustee,     et     al:     specific     performance; 

att'ys,    W    S    &    A    S    Katzenstein. 
Columbus  av.  s  w  cor  8(>th  st,  106.9x25.     Joseph 

Finger  et  al  agt  Abram  H  Levy  et  al;  action 

to   foreclose  mechanics   lien;   att'y,    C  Frankel. 
127th  st,  n  s,  175  e  2d  av,  75x99.6.     Louis  Hur- 

wotz    et   al    agt    Louis    Cohen    et   al;    action   to 

foreclose    mechanics    lien;    att'y,    L   Scheuer. 

FORECLOSURE   SUITS. 

Jerome  av,  n  e  cor  177th  st,  117. 4x135. 5x  irreg. 
Geo  H  Byrd  agt  Joshua  T  Butler;  att'ys,  Har- 
rison   &    Byrd. 

Nov.    3. 

1st  av,  w  s,  52  s  St  Marks  pi,  24.6x50.  The 
German  Savings  Bank  in  the  City  of  New 
York  agt  Phillip  Wagner  et  al;  att'y,  M  Auer- 
bach. 

Lexington  av.  n  w  cor  60th  st,  100.5x22.  J  Fred- 
eric Kernochan  et  al  agt  Meyer  L  Sire  et  al; 
att'y,    H   F   Miller. 

Southern  Boulevard,  e  s,  100  n  Barretto  st,  75x 
100.  David  L  Phillips  et  al  agt  Abraham 
Greenberg  et  al;   att'y,    H   Swain. 

Wadsworth  av,  s  e  cor  185th  st,  79.11x50.  Lizzie 
B  Howell  agt  Max  RoUnick  et  al;  att'y,  R  W 
Crowley. 

Henry    st.    No    289.      Rachel    Geiger    agt    Isidor 
Leipzig;    att'y,    H   M    Flateau. 
Nov.    5. 

8th  av,  s  w  cor  14.Sth  st,  25x75.  Edward  Brack- 
en Corey  agt  Samuel  E  Dribben  et  al:  att'ys, 
Arnstein    &    Levy. 

Amsterdam  av,  w  s.  24.11  n  1.30th  st.  150x100. 
Simon  Shapiro  et  al  agt  Jacob  Goldberg  et  al; 
att'y,   N  Aleinikoff. 

144th  St.  s  s,  425  e  Sth  av.  25x99.11.  Morris  R 
S  Mackenzie  agt  Agnes  Reyher  et  al;  att'y,  R 
J  H  Powell. 

107lh  St.  n  s,  3.50  e  3d  av.  2.5x100.11.  Magda- 
llna  Engel  extrx  agt  William  Methner  et  al; 
a't'y,    H    B    Salisbury. 

llSth  St.  No  1.57  East.  Karl  M  Wallach  agt 
Louis  Daum  et  al;  att'y,  S  N  Tuckman. 


Nov.    7. 
123d    st,    n    s,    35    e    Lexington    av,    SSxlOO.llx 

irreg.     James  Comforti  agt  Samuel  Fritz  et  al; 

att'y,    M    J    Katz. 
Ludlow    st.    No   24.      Karl    M    Wallach    agt    Ike 

Shapiro   et   al;    att'y,    S   N   Tuckman. 
102d    st.    No    113    East.      Solomon    Glickman   agt 

Annie  Rosenthal  et  al;  att'y,  S  H  Weinhandler. 

Nov.    8. 

79th    st,    s   s,    110  w   1st   av,    17x80.      Michael   J 

Egan  agt  Chas  A  Brodil:  att'y,  M  J  Egan. 
Stanton    st.    Nos    196   and    198.      Isaac   Beck   agt 

Henry    Klein    et    ai:    att'y,    A    Beck. 
Front    st.    No    28.      Mary    B    Swensy    agt    Nellie 

Cotter  et  al;  att'y,  A  F  Cushman. 
2d    av.    No    1577.       Guiseppe    Stella    agt    Jacob 

Holzman  et  al:  att'ys.  Goldfogle.  Cohn  &  Lind. 
111th   st,    s   s,    .3.50   w   7th    av,    25x71.10.      Irving 

I  Lewine  et  al  agt  Abe  T  Harris  et  al;  att'ys, 

Eisman  &  Levy. 
Eagle  av,  e  s,  435  s  156th  st,  75x118.     Costanzo 

Perrella    agt     Angelo    Mannello    et    al;     att'y, 

L   O   Van    Doren. 


JUDGMENTS. 


Nov. 
3  Allen,  John— United  Electric  Light  &  Power 

Co $.'W.26 

3  Aiello.  Andrew— N  Y  Edison  Co 166.33 

5  Altmayer.    Lawrence — McDougall    Hawker. 

.53.92 

5  Arnstein.    Samuel   A — Michael    Bonn 60.01 

7  Auge,    Albert    H— J    Wolf    et    al 1.58.31 

8  Acritelli.    Peter    P— City    of    N    Y 264.91 

8  Allen.     Pinchos— People,    &c     ll'K).(H) 

8  Alvino,  Pietro— Maynard  N  Clement.  ..  ..5(K3.09 
8  Adams,     John     (3— Marie     Walbertson.  .294.05 

8         the     same the    same     294.05 

3  Beaser,    Herman — Sheffield    Farm,    Slawson, 

Decker   Co .39.95 

3  Bruns,  Wm  H  A— Wm  F  Collins  et  al..n5.60 
5  Brayton,  H  Reeve— Jacob  Wendell,  Jr.  .725.09 
5  Bayer,   Abraham — Leopold  Ascher  Co... 121. 46 

5  Browne,     James — Henry     Ditler     36.93 

5  Becker,    John    H — Ferdinand   Westheimer  et 

al   97.71 

5  Bidwell,    Geo    R— Wm    H    Theobald 335.41 

7  Bang.    Richard    C— F    V    Bang costs,    .35.73 

7  Beck,  Benedict  M— Stanley  &  Patterson. 284. 28 
7  Benedict,   Lewis  R — D  C  Moriarta 244.95 

7  Barry,    Arthur   J — Jefferson    Bank 116.93 

8  Bard,    Ma.x— Tenement    House    Dept 2(>4.91 

8  Berry,  Isabella — Bonvalot  Ladjing. ..  .242.65 
8  Bergono,    Tony— Maynard    N    Clement.  ..500.00 

8  Becker,     Carl— People,     &c     509.00 

8         the    same the    same    500.00 

8  Begg,  Wm  G  D— CJerman  Grob  &  Son.. 217.00 

8  Begin,     Hyman— Herman     Goodfried 138.22 

5  Cohn,    Alexander— McDougall   Hawker.  .240..32 

5  Cohen,    Harry    J the    same    67. .84 

5  Cohn,     Louis— J    Jay    Allen 184. .59 

5  Clifford.    Oscar    F— Ernest    Poppelau 72.78 

5  Cook.    Jacob   H— Howard    Friend   et  al. 3.82.26 
5  Campbell,     Maurice — Ormstou     Scenic     Con- 
struction Co 209.17 

7  Cohen.  Max— J  W  Matthews  &  Co... 131. 84 
7  Carman.  Chas  M— C  F  Kimpton  et  al.. 62.11 
7  Cornwell,    Richard   F — General   Chemical   Co  . 

36.5.24 

7  Clare.    James   J— Geo   L    Storm    &   C0..1.32..56 
7  Cunningham,     Atkins    B— F    N    Wilson. 22.11 
7  Cohn,    Louis    A — Borough    Bank    of    Brook- 
lyn     1,. 552.84 

7  Cohn,     Rachel the     same      1.5.54.08 

8  Cohen,  Bernhard— Tenement  House  Dept. .59. 91 

8  Clifford.   Wm  I^P  W  Engs  &  Sons 611.14 

8  Callahan.    Ellen— Henry   W   Heldt 379,41 

8  Chase.     Marget the    same     379.41 

8  Cooper.  Sam — Samuel  Saperstein  et  al.  2(>6.43 
StDichman.    Burton   G— N   Y   Edison   Co... 25.76 

3  Dineen.    Hannah the   same    160.85 

3  Donovan,   Wm  F— Wyllys  Co 2,472.82 

5  Douglas,    James   S— Ernest    Schultze 90.01 

5  Dondero,    Charles— Dept   of   Health 262.00 

7  Dicker.son.    Helen   W— H  Haight.  .costs.   13.43 

7  Doernberg.    Julius — M    Mosheim 978.41 

7         the    same the    same    2,057.99 

7  Dean,    Wm   M— F   D    Creamer  et  al 519.65 

8  Dugnn.    Peter— Nathaniel    A    Elsberg 34.05 

8  Dorfman.  David — Level  Furniture  Co.  ..24.51 
8  Davidowitz,    Herman — Herman    Goodfried. 

1.38.22 

8  Dillon.  Nora— Maynard  N  Clement. ..  .500.00 
5  i!;ckert,   Joseph — Hyman  Friedman  et  al.... 

costs.   68.32 

5  Eisemau.  Charles— Apollonia  Warth  .1,592.(55 
7  Elkan,     Siegfried — Browning,     King     &     Co. 

O'J  'JO 

7  Eibel.    Henry— S    Somberg    214.41 

8  Ebling.  Nelson  W — Isaac  Sommers.  ..  .754.73 
3  Fortunate,     Michael— Thomas     Crump.  .403.65 

5  Feigenberg,    Joseph— City   of   N   Y 191.12 

5  Frelloehr.  Julius — Thomas  Coleman.  ..  .52.72 
5*Flaher,  Morris — Morris  Kaden  et  al..l19.41 
5  Frenkel.   Benjamin— J  Fred  Pierson,   Jr. 462.62 

7  Frankel.     Harris— A    Rusch    et    al 1,033.36 

7  Fischer.    Adolph— M    I    Ritter    et    al 49.51 

7  Fischer,    A    J— A    Davis costs,    ,36.87 

7  Forman.     Aaron — R    Perlman    Painting    & 

Decorating  Co 317.15 

7  Fanning.    James— W   Arrowsmith   et  al,  .67.75 

8  Eickelberg.     Elliott— Sol     Stein 49.67 

8  Fulton.  Robert— Tenement  House  Dept. 264.91 
S'Feith.    Henry- P    W    Engs    &    Sons.  ..  .611.14 

S  Feingold.     Max— Louis     Cohn 101.27 

8  Feltenstein,    Sidonia— Moritz   L    Ernst   et   al 

costs,    204. ,50 

3  Greenblatt,    Nathan— State   Bank    353.81 

5tGrodetsky.   Michael— Gudebrod  Bros  Co. 289.59 

5  Glover,    Edward— City    of    N    Y 600.59 

5  Giusta,   Eimo  W— Hattie  Laudman 48.41 


5  Green,  Samuel  R— Henry  Baron 204.40 

5  Graeve,    Victor— John   P   Kane   Co 166.00 

5  Genung,  Frederick  L— J  W  Matthews  &  Co. 

96.62 

1   Gottlieb,     Cecilia— J     Rubnitz 147.79 

8  Gross.    Henry— Herman   Goodfried 138.22 

8  Goldstein,     Morris— Tenement    House    Dept. 

264.91 

8  Gardiner,    Wm    H— Robert    N    Disbrow.  .84.65 

8  Goodwill,    Clifton— J    Justus    Harmer 74.42 

8  Gott,    Margaret— Cromwell    G    Maey 63.08 

8  Glaser,    Charles— People,    &c 1.000.00 

8  Gibbs,    Frank the    same    1,000.00 

8  Glaser,    Charles th?    same     1,000.00 

8  Ghee,   John  F— Geo  B   Edwards 158.58 

3  Hay,   Samuel— Elias  Surut   61.07 

3  Hicks,  Geo  W— Artemus  Ward  et  al.. 927.65 
3  Hazen.    Hannah    T    &    Wm    P— Daniel    P 

Bergheimer    99.76 

3  Hunnewell,  Frederick  W— Nathan  J  Packard 

et    al    85.51 

3  Hutton,   Walter  A— Edw  P  Hatch 132.32 

3  Holland.    James— Samuel    W    Williams.  .38. (>5 

5  Hirsch,    Louis— Michael    Bann 72.21 

5         the    same the    same    235.01 

5  Hungerford,    Harry    H— Mary    Mack 369.00 

7  Hemple.    A    (5— J    Bretlauer    313.70 

7  Harvey,    Annie   L— P  F   Lehman 4(5.90 

7         the    same A    Dechesera    .53. ,86 

7  Herd,    Andrew    T— People,    &c 1,500,00 

7  Hein.sohn,    William— John    Eichler    Brewing 

Co 645.68 

I   Hoist,    Christopher— T    J    Mooney 1,1.34.96 

7  Haase.     Fritz— Chapman    &    Co 270.97 

7  the  same the  same    270  97 

S  Hard.  Melvin  T— Keith  Paper  Co.  .2,468.01 
S  Herman.    Jacob— People,    &c 100.00 

8  Hyde,    Lionel   R— Chesebrough  Bldg  Co.  124.72 

5  Isenberg,    Martin— George    Alexander 34.71 

7  Ippolito,  G— Third  av  R  R  Co.. costs,  107.78 
3  James,    John    H— Clyde   Steamship   Co 

costs.    21.62 

5  James,    John— Clyde    Steamship    Co 

costs     22.97 

I   Jacobs,     Christian— H    Romm costs,'    32.41 

7  Jaffe.     Benjamin— Jefferson     Bank     .  . .  .522.04 

8  Jarvis,    Robert  M— Agnes   Murray  et  al.  167.06 

8  Jacoby.     Hyman— Molly     Schneid 5,094.12 

8  Jurmark,  Samuel— Abraham  Pishkoch.  .70.18 
3*Katz,    Morris    K— United    Electric    Light    & 

Power    Co 30.26 

3  Kennedy,    John    G — Samuel    W    Williamson. 

38.65 

5  Kravitz,     Nathan — Meyer     Solomon 52.22 

.5*Kastnner,  Jacob— Apollonia  Warth.  .1,592.65 
5  Kohler,     Carl— Henry     Glassman. costs,     99.53 

7  Keyser.    Henry    F— L    Becker   et   al 126.89 

7  Klein,    Hyman— Geo    P    Himlcks    Co 98.79 

7  Katz.     Max— S    Rosenblatt 41.55 

8  Keeler,    Geo    T— Geo    F   Tremain 50.53 

8  Kremer,  Geza— James  L  Fling   154.67 

8  Kellerman.    Joseph— Louis    Leavitt ()5.78 

8  Kastuer,    Max   F— Charles   Bender  et  al.... 

2,176.05 

3  Lang,  Frances  J— Margaret  Ferguson.  .106.21 
3  Lohr.     Elizabeth— Edgar     W     &     Fred     C 

Bassick 44.41 

5  La    Row.    Samuel— Henry   Baron    264.40 

5  Lipkowitz,    Louis— Michael    Bonn 47.71 

5  Lynch.   Garrett  P— City  of  N  Y 702.81 

5  Livingston,    James   H — the  same    "702.81 

5  Lansferger,    Albert    R the    same    ...198.83 

5  Lebowich.    Morris — Hyman    Freedman 

costs,    68.32 

5  Levy.    Morris — Max    Chaikin 30.65 

5  Levy,    Jacob — Joseph    Lubitz 336.40 

7  Larthams.    Wm    C— City    of    N    Y 189.63 

7  Levin,    .Tacob the    same    35.70 

7  Loefelholz,  Jacob the  same   189.63 

7  Loeb.    Morris the    same    360.68 

7  Levy,    Isaac— V    F    Pelletreau 1,535.85 

7  Lochman.    Frederick— W    C    Urban 31.81 

7  Loewenthal.    Gustav  C— Press  Pub  Co.. 149.91 

8  London,  Albert — Maurice  Goodman. .  ,559.77 
8  Lawset.    Max— Tenement    House    Dept.  .2(54.91 

Sti^evin.     David— Richard    Zilberman 47.66 

8  Levy.    Abraham    S— Alfred    Lewin 78.31 

S  Leonard,    Rhena— Lillian    Pickhardt 385.76 

5tMandlowitz,     Samuel — Hans    Horgenstein    et 

al     346.86 

5  Morse,     Jamin     S— Dora    E     Merrill    et    al. 

311.34 

5  Masterson,    James— City    of    N    Y 702.81 

5  Marshall.     Wm    A the    same 317.67 

5  Martin.    Crowell   H the   same 631.70 

5  Mollenhauser,     Frederick the    same.. 702.81 

5  Mason,     George the    same 702.81 

5  Monroe.    Vermon the   same    873.86 

5  Morse.   Chas  A the  same 360.68 

5  McCarthy.   John  J— H  Newburg  &  Co.. 249.11 

5  McArdle.    Henry— City    of    N    Y 702.81 

5  McNamara.   John   P the  same    702.81 

5  McGuire,    John the    same    360.68 

5  Micolino,    Michael— Dept    of    Health 262,00 

5  Marshall,  John  S— Simpson,  Crawford  &  Co. 

190.91 

5  Mallowitz,     Wolff— Max     Chaikin 32.65 

5  Murphy,  John— Central  Union  Gas  Co 

costs,  90.71 

5  Manheimer,   Sol— Milton  Berlinger   30.45 

7  McElynne,     John— J     Kind 64.21 

7  Monahan.    John— City    of    N    Y 169.21 

7  Murray,    John   W the   same    169.21 

7  Moretsky,   Hyman the  same    189.63 

7  Missildone,    Arthur    H the    same 189.63 

7  McCarthy.    .Tames the   same    169.21 

7  McGrath.   Thomas the  same    360.68 

7  McDonald,    Patrick the    same    .531.72 

7  McClintock.    James the    same    531.72 

7  Marchant,    Nellie— J    P    Davin a8.28 

7  McSorley,    James— M    T    Corsa 20.71 

7  Mathews,   Christopher  A— V  Maucebo  et  al. 

221.62 

7  Mordecai,    Robert    E    L— A   Abraham   et   al. 

144.27 
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MAPLEDORAM  &  CO. 

REAL  ESTATE  BROKERS 


Bay  Ridge  Property 
Our  Specialty 


Fifth  Ave.  and  79th  St.,  Brookryn,  N.  Y. 

Telephone,  724  Bay  Ridge 
Branch  Office  :  Bay  Ridge  Ave. ,  cor,  Fort  Hamilton  At*. 


8  Mekalsky,    Philip— City    of    N    Y 35.70 

8  IMarquis,  Jacob the  same   35.70 

8  IWataki,    George the   same    360.68 

8  Meyerson.    Morris the   same    189.63 

StMutner,     Samuel — Solomon     Rosenblatt.  .88.97 

8  Mayer,    Leon— Wm    D    Martin 109.53 

8  MacArdell,    Cornelius— Frederic   P   Olcolt  et 

al    costs,    175.00 

8  McAdam,    Geo    W— Tenement    House    Dept. 

264.91 

8  Mcintosh,  Sherwood  D— City  ot  N  Y.. 360.68 
8  McLeod,    Ethel — Mary   A  Maguire   et  al.... 

costs.    32.40 

8  Murray,  Joseph— Maynard  N  Clement .  .500.00 
8  Mitchell,   Archib.iia   P— Joseph   Stewart.  114.96 

S  Marshall.    Morgan— Louis    Sherry 39.03 

8  Mayer,    Ijcou— Belden   J    Rogers   et   al... 86.82 
8  McSweeuey,     Ellen,     Katherine    &    Daniel- 
Henry    W    Heldt    379.41 

8  McAulifte.    James— Battle   &    Renwick.  .131.95 

5  Noonan,    Walter— City   of   N   Y 84.52 

5  Nellis,     Endora     H the     same 702.81 

5  Namus,    Theodore the   same    702.81 

5  Nelson,  Per— N  Y  City  Ry  Co costs,  107. 8S 

5  Neufeld,   Morris  &  Charles— Weissberg  Mark 
Co 933.60 

7  Niedergrass,    Paul    F— E    J    Willis    Co..  125. 50 

8  Nordberg,    Kaarlo   H— Robert   Raukin   et  al. 

costs,   32.41 

8  Niedlaardt,    Chas  A— Clark  J   Brown.  .1,590.43 

8  Nichols,    John    T— People,    &c 1,000.00 

3*0wen,  A  G— Artemus  Ward  et  al 927.63 

3  O'Neill,    James— United    Electric    Light    & 

Power  Co 16.03 

5  O'Rourke,     William— Bauk    M    Moore.  .470.16 

5  O'Keefe,    Albert— Dept    Health    262.00 

7  Opasiusky,  Sigmund— Chapman  &  Co. 270.97 
7  Oshinsky,    Abraham— A    Fischl    et    al..321.01 

7  Oscher,     Max— I    Weisbader     222.71 

8  Oolhout,    Mary— City   ot   N   Y .■160.68 

8  O'Neil.    John the    same     169.21 

8  Ornstein,    Samuel   A— Michael   Bonn    ....60.01 

3  Perlman,    Raphael— State    Bank    353.81 

5  Press,  Harry— Mutual  Milk  &  Cream  Co. 60.57 

5  Pendleton,    Edw    S— City    ot    N    Y 873.86 

5  Pegram,     William the     same 873.86 

5  Perlmutter,     Samuel— Weissberg    Mark    Co. 

933.60 

7  Prince,   John  J— City  of  N  Y 189.63 

7  Parke,     Wm    H the    same    531.72 

7  Pitney,    Frederick the   same    360.68 

7  Portsch,     Bmile the    same     189.63 

7  Paul,  Wm  C— E  Neumann   199.91 

8  Preville,    Desire   C— City    of    N    Y 275.18 

8  Philbin,    Peter   F the   same    360.68 

8  Pettier,    Laura the  same    360.68 

8*Pullster,   Geo  C— Strauss  &  Co 45.09 

8tPowers,    Fischer— Sol   Stein    112.17 

5  Quigley,    James— City    of    N    Y 198.83 

8  Quinn,   Peter  J— People,   &c 500.00 

3  Roessner,  Wm  E— Henry  R  Clark 115.91 

5  Richardson,    Chas    H— City    of    N    Y 198.83 

5  Roseustein,    Louis the    same 198.83 

5  Reilly,     Patrick the     same 198.83 

5  Riley,  John  F the  same 198.83 

5  Reilly,    John    J the    same    198.83 

5  Rosenberg,    Hyman the    same 81.16 

5  Roys,   Herman   E— Elijah   L  Bruen 29.67 

5  Rishpan,    Bertha— Dept    Health    262.00 

7  Rathjen,   Jacob— City   ot   N   Y 198.83 

7  Robson,    John the    same    198.83 

7  Roth,    Francis the    same     189.63 

7  Robb.    Wm    A— W    T    Gibb    143.12 

7  Romm.    Hyman,    Louis    Lampert    &    Isidore 

M    Horn- M    Levy    184.89 

7  Rechlin,    Gustav  A— S   R   Lipponcott,   Jr.44.42 

8  Riordan,     John    J— Tenement    House    Dept. 

264.91 

8  Rosenberger,    Ike the    same    264.91 

8  Reiber,    Wm    M— City    of    N   Y 189.63 

8  Rosenson,    Hyman    &    Ray — Max    Hurwitz. 

232.40 

3  Smith,    Alfred    W— Edmund    J    Kelly 94.41 

3  Swain,    George— Lord    &    Taylor 40.14 

3  Samuels,    Joseph    &    Jacque — Mistor    Dyeing 

Works    costs,    27.41 

5  Stackhouse,    Chas    R— City    of    N    Y 169.21 

5  Stubenball,    William the    same    169.21 

5  Simon.    Aloysius the    same     179.82 

5  Schluchtner.    Joseph the    same    179.82 

5  Springstein,   Harry  C the  same   160.21 

5  Stiles,    James    E the    same    169.21 

5  Simmons,    H  Vaughn the  same    198.83 

5  Schallar,    David the    same    198.83 

5  Schaller,    David the    same    198.83 

5  Schwartz.     Max— Henry    Abrahams 25.32 

5  Setaro,  Francesco — Cleonice  Policastro. 549.80 
5  Smith,    Solomon — Harris    Handman    et    al. 

15.40 

5  Strumpf,   Louis — Morris   Kaden  et  al    .  .119.41 

5  Skow,    Simon    W — James    Hansen 78.65 

7  Sykes,    W   F— City   of   N   Y 198.83 

7  Schwartz,    Josepha the    same     189.63 

7  Schweiser,    Adolph the    same     198.83 

7  Stout,    John    H the    same    198.83 

7  Sullivan,    Patrick the   same    198.83 

7  Schaer,    H    F the    same    198.83 

7  Schattman.     H the     same     189.63 

7  Shapiro,     Morris the    same     198.83 

7  gilverstein.   Max— M   D   Bressler  et  al.... 65.22 

7  Sweeney.    R    J— Geo    F    Moore 12,8.57 

7  Schwarizbrim,    Samuel— S    Hammerman. 1.^0.09 

7  Scordato,    Barbadan— J    Willnsky    SS.ll 

7  Segall,     Aaron— J     Geass     190.93 

7  Schmidt,   Frederick,   Henry  Bischoft.  George 

Runge,  Hartman  Neuschaeter  &  Otto  Suer- 
sen— A  A  Kremer   64.31 

8  Sweeney,    Austin   M— Tenement  House   Dept 

59.91 

8  Sellg,    Jacob the    same     264.91 

8  Svitzer,    Axel    E— Thomas  P   Spencer 41.12 

8  Shultz,   Fred  T— Harry  B  Ford 622.50 

8  Silver,    Benjamin   R— Max   Stirn   et  al.. 119.41 

8  Sieler,    Max— City    ot    N    Y 360.68 

8  Sofranski,     Henry-^the    same     35.70 

8  Slattery,   Henry  T— E  H  Ogden  Lumber  Co. 

12.65 

8  Sterman,    Samuel— Louis   Leavltt 75.86 

8  Solomon.    Abraham — People,    &c 50.00 

8  Stuart,    Edmund    A— Geo    R    Wood 770.65 


8  Sullivan,   James   F — Eugene  Hemmendinger. 

330.67 

8  Stanley,  Lillian  W— Frederick  Heck.. 625.46 
8  Steiudier.    Carrie — Margaret    Murtha.  ..  .247.30 

3  Tilton,   Ralph— Lord   &  Taylor    516.61 

5  Thomas,     William— John    J    Freshi 29.41 

5  Trisehett,    Albert    W— Louis    Cohen 91.62 

7  Taylor,  James  &  Thos  G  Patterson— People, 

&c 1,50J.00 

7  Tripler,  Thos  E..  John  H,  Thos  E,  Jr.,  and 

Chas    W-A    Rogers    593.61 

7  Tennor,     V— City    ot    N    Y 35.20 

7  Thompson,   Wm   H the  same    189.63 

8  Tammany.   Chas  H— City  ot  N   Y 360.08 

8  Thompson,    Lewis    H the   same    360.68 

8  Tillotson,    Joseph    H — Mutual    Reserve    Life 

Ins    Co     costs,    45.35 

8  Tobin,    Timothy   J— People,   &c 50.00 

8  Tibbits,    Wilbur— Chas    H    Washburne.  .111.90 

8  Timble,  Jacob— Henry  L  Franklin 1,195.30 

8  Von    Kelier,    Reginald    A — Wm    D    Martin. 

109.53 

8  Von    Keller,    A    Reginald — Belden    J    Rogers 

et  al    86.82 

8  Vorms,  Luciess— Theresa  L  Von  Volkenberg 

337.92 

3  Wendell,  Fred  C— Lily  W  Beresford 706.82 

3  Waldrou.    Afred— Wm    H    Owen 191.22 

5  Whitney,     Peter— City    of    N     Y 35.70 

5  White,  Theodore  L the  same   169.21 

5  Wasus,    Theodore— Dept    of    Health 262.00 

5  Warren,    Wm    J— Benjamin    Batwick    et    al. 

32.96 

7  Weyrauch,    Geo    W— City    ot    N    Y 169.21 

7  Walsh,    Wm    S the    same     189.63 

7  Workman,    Isidor the   same    189.63 

8  Witter,  Jansen  P— City  of  N  Y 169.21 

8  Wright,    Robert    S the    same    169.21 

S  Wallerstou,    Louis   M— Strauss   &   Co 45.09 

S  Warendorff,    Ben— Henry    Fishman 94.41 

8  Walters,  Edw  J— Chesebrough  Bldg  Co. 124.72 
S  Yokai,  Tokola— Simpson-Crawford  Co.  .290.47 
8  Yarusso,     Mauro— Michael    Bowler 61.23 

CORPORATIONS. 

3     Mrs  Miltenberger  Co— Premier  Silk  Co.246.19 

3  New  York  Laundry  Machinery  Co — Lily  W 
Beresford 706.82 

3  Wadamore  Construction  Co— David  Geffner. 
88.65 

3  The  Auburn  Stone  Co— Robinson  Clay  Pro- 
duct   Co    of    N    Y 129.59 

3  New  Amsterdam  Land  Improvement  Co — 
Empire  Brick  &   Supply  Co 172.12 

5  Amazon  Rubber  Co — Ferdinand  R  MuUer. 
3.295.13 

5  D  Brown  Co— Henry  D  Greenwald  et  al.  193.34 

5  Miller   Realty  Co— City  of  N  Y 19.31 

5         the  same the  same   114.31 

5  Osborne  Ltd— Suffolk  Engraving  &  Electro- 
typing  Co 144.14 

5  United  Dealers'  News  Co — Wm  R  Wilder. 
544.46 

5  John  H  Wiemers,   Inc— Dept  of  Health. 262.00 

7  Universal  Standard  Supply  Co— City  of  N  Y 
189.63 

7  Thomas  B  Leahy  Bldg  Co— W  O  Fredenburg 
et   al    366.11 

7  The  Hebrew  Ntl  Kosher  Sausage  Factory — 
J    Oppenheimer   et   al    474.28 

7  Eastern  Union  Realty  Co— West  End  Mfg 
Co 129.28 

7  N  Y  &  Suburban  Development  Co — City  ot 
N   Y    189.63 

7  N  Y  City   Ry  Co— E  W  Brander   ...25,156.60 

8  City  of  N  Y— Morris  Kaschmarsky  et  al. 50.00 

8  Met  Life   Ins   Co— City  of  N   Y 264.91 

8  The  M  Wilier  Dyer  Co— Max  Goodman  et  al 

173.18 

8  The  City  of  N  Y— Jane  C  Lee 534.41 

8  Unique    Folding    Box    Co— Louis   Dejonge   & 

Co 520.50 

8  Elwiu   S    Piper   Co— City   of   N   Y 169.21 

8  Standard     Registry     Co the    same 35.70 

8  Riverside     Inn     &.     Development     Co the 

same 360.68 

8  Seaside   Catering   Co the   same    35.70 

8  National  Woodworking  &  Lumber  Co the 

same 189.63 

8  Railway   &    Electric    Co the   same    ..275.18 

8  N    Y   Rustic   Mfg   &   Construction   Co the 

same 275.18 

8  Royal     Furnace    Improvement     Co the 

same 360.68 

8  N    Y    City    Ry    Co— Salo    Boronow 140.13 

8  S  J  Baumann  &  Co— Bonnatord  Leslie.  .36.91 

8  N  Y  Copper  Paint  Co— Paul  Uhlrich 337.63 

8  Borough    Park    Co— Morris   Mestel 2,703.47 

8  James    M    Fitz    Gerald    Corp— Ormond    O 

Smith    et    al    3,225.62 


SATISFIED  JUDGilWENTS. 

Nov.    3,   5.   7,   8,   and  9. 

Armstrong,    Chas  G— A  Howell.    1908 1,143.33 

Anzolone.    Pietro— F   Passerelli.    1901    70.15 

'Bradshaw.  E  D— Jacques  Mfg  Co.  1904.  .1.926.98 
Cannon,   Mary.   John   B  Marion  &  Martin  Gra- 
ham—C  Montagna  et  al.    1906 $446.37 

Same P   Krawitz.   1906   .' 189.21 

Cowen,    Charles   A    &    William    N    Croxton— B 

Schmeidler.  1905   1,781.27 

Criss.   Nathan   &  George  A  Gortikov— T  Rogin. 

1905    82.65 

Del    Van,    Charles — Acker.    Merrall    &    Condit. 

1906 19.79 

Donovan,    John   &   Louise— The   Oriental   Bank. 

1905    1,381.24 

Duncan,    Fred    A— E    M    Duncan.    1906 108.89 

Degan,  Thomas  S— J  Burke  et  al.   1903.  .1.077.83 
"Erschowsky,    Bernard — Eastman    Co    of   N    Y. 

1898 021.38 

"Same G  F  Swift  et  al.   1898   539.43 

"Flrsichbaum.  Isidore  J— T  Allison.   1906.  .  .110.00 

Faile,    Malcolm   B— P   Forgarty.    1906 482.75 

Farley,    Joseph— P    Farley.    1897 895.90 

'Fitzgerald,  Michael  J— W  G  Lecson.  1906.283.06 


Gluck,    Adolf— B   Marcus.    1906 955.40 

Greite,   Charles— H   Held.   1905    698.29 

"Goodman,   Abraham— J   Manheim  e  tal.   1906.. 

431.03 

Hehre,  Kate  M  &  Rose  Blinglass- G  C  Andrea 

et   al.    1898    219  82 

Herrman,   Cecilia— J  H  Morse.   1906 68.72 

Levine,    Abraham   &   Jacob   Shapiro— P   Green. 

lyol    5L15 

Levine,   Isaac— Mizel  &  Brownell.  1903 112.16 

Max,    Leo— H    Balnick.      1904    27  38 

Murray,  Wm  V— J  N  Williamson.  1902.  .78  30 
Martin.  Harry  S— W  T  Alexander.  1903..  169.91 
Marine,    Luciano   G— V   K   McElheny,   Jr    assn. 

,,,1S9'^     6.853.38 

Nusbaum.  Simon— R  W  Hall  exr.     1901..3  63144 

Nevins,   John   F— G   W   Ellis.    1905 1500  00 

Neundorff,     Louis— J    Graham.     1906 40  43 

Normoyle,    Michael— J    W    Fiske    Iron    Works. 

„1W>    139.57 

Peni.ston.  Thomas  H— G  F  Hohner.  1905.. 459.28 
Payton,  Corse— J  F  Milliken  et  al.  1906.. 59.67 
Rice,    Nora    H— Adams    Dry    Goods    Co.    1906. 

„ 736.03 

Ramsay,    William    H— N   Wise.    1894 1,122.00 

Schor,    George   &   William   Frankel— M    Ruben- 
stein.    V.HMj    189.41 

Swift,    John— Riverside   Bank.    1902 1,022.42 

Scheubner,   Joseph   &  August  Fencht— A  Muel- 

^'er-    }90:i    768.85 

Sargent,  Charles  H— Beacon  Falls  Rubber  Shoe 

„Co       1906    1,964.17 

Sweetser,    Wm   A— W  J   Arkell.    1891 1,582.82 

Smith.   Margaret  M— A  B  Morgan.   1900 86  82 

"Stiefel,    Moses— M    Scheuer   et   al.    1900        79  53 

Uhlmann,    Simon- H    Nathan.    1906    1629  69 

Wodlstetler.  Philip— Mosler  Safe  Co.  1900.46  22 
Williams.    William    &    William    A— T    Keller 

1906    58  41 

Wadick.    Arthur    H— M    o'  Mace.'iooe' !  " '98'6" 
Zahu,  Henry  or  Henry,  Jr.  &  Bernhard— East- 
man  Company   of   New   York.    1900 2,412.77 

CORPORATIONS. 
Hillside  Realty  &  Con  Co.  Henry  P  Niebuhr  & 

Stephen  F  Hill— C  H  Baxter  et  al.  1906.329  36 
Hillside   Realty   &   Construction   Co— L  Sess  et 

al.    1906    219.73 

'Vacated  by  order  ot  Court.  ^Satisfied  on  ap- 
peal. "Released.  'Reversed.  ^Satisfied  by  exe- 
cution.    "Annulled  and   void. 


MECHANICS'  LIENS. 


Nov.    3. 
2.8— Satisfied. 

"^,"::H  ^^'  ^  '^'  whole  front  between  99th  and 
100th  sts,  200xl00x  irreg.  Jackson's  Mantel 
&    Grate    Works  agt   Hauben    Realty   Co  and 

Binder    &     Baum 1,600  00 

30-Park  av,  n  e  cor  83d  st,  100.4x76.11.'  Same 

o/^i,  "^"''«';    Realty    Co 3,365.00 

'*-';r"i^'  **''  ^°  ^  ^^5'-     J  J  Wallace  &  Co  agt 

S   B    Duckers   and   Fullam    &   Parish 245  00 

32— Jackson  av,  w  s,  32  s  160th  st,  75x100 
Manhattan    Window    Shade    Co    agt    Olenick 

Realty    Co "  ■jqqq 

33— 58th  st,  No  7  East.  Keasby  &  Mattison  Co 
agt  New  York  Riding  Club  &  Franklin  Lum- 

„,''*";    Co... 1.180.00 

34— Amsterdam  av.  Nos  1422  to  1432  Theo- 
dore   C    Wood    agt    Jacob    Goldberg    &    Max 

Sniith 2  463  64 

^'^•;;;^-'d"^    ^''    "^"^    "^    and    us    East.      Louis 

Waxberg   agt   Epstein   &   Cohen    134  '>6 

36— 118th  st,   Nos  238  and  240  East.     Lotiis  d" 
„_W??''e'-g  agt  Epstein,  Stone  &  Epstein.  .311.28 
3 r— 119th  st,   Nos  441   to   449  East.     Same  agt 

Epstein    &    Cohen     .=500  ro 

3S-120th  st,  Nos  438  to  46  East,  'sime  agt 
same    488  44 

^^1':^^™^','^''''^'^  ^'''  w  '^^  24.11  n  130th  St.  'l50x 
100.  Leo  Ludin  agt  Goldberg  &  Smith. 
51*^7  08 

40— Same  property.  Union  Stove  '  Works'  agt 
^ame    758  00 

Nov.    5. 

41— 111th    St.    No    162    East.      Abraham    Weitz 

et  al   agt   Max   Kessler    2.50  00 

42— Prospect   av,    w    s,    93   s    166th    st     75x144 

Abraham   Gordon  et  al  agt  Isaac  L  Shapiro 

.••;•••;    •• 1,4.35.60 

43— Amsterdam  av.   w  s.  24.11  n  1.30th  st.  150 

xloO.     Isaac  A  Adier  agt  Goldberg  &  Smith 

210.00 

44— 1,37th  st,   s  s,   100  e  Riverside  Drive    170x 

99.11.     Roys  System  Co  agt  Cathedral  Park- 
way   Realty    Co 3,175.00 

45— Prospect    av,    Nos    1061    to    1067.      Joseph 

Krulish  agt  Isaac  L  Shapiro    1,357.00 

46— 115th  st,  Nos  315  and  317  East.     Benjamin 

Silverman  agt  A  D  Benedetto  &  L  Rothbart. 

200.02 

47— Satisfied. 

4.8— East    Broadway.    Nos    137    and    139.      Alex 

Horowitz  agt  Harris  &  Samuel  Sakolski. 700.00 
49-Satisfled. 
50— 101st    St.    No    02    West.      Jos    La    Spina    & 

Son   agt   George   Harris    150.00 

51— 119th    st,    Nos    441    to    447    East.      Thos    P 

McCaul  Con  Co  agt  Epstein  &  Cohen.  .4.285.00 
52— 120th  st,  s  s,  105  w  Pleasant  av.  87.8x87.11. 

Same  agt  same   4,200.00 

5.3— 137th   st,    s  s,   205.6  e  St  Anns  av.   50x87. 

Same  agt  same 4.860.00 

54— Brook    av.    w   s,    230   n   139th    st.    100x100. 

J    Miceli    &    Co    agt    Joseph    Wolkenberg    & 

Luigi     Cerbino     1,400.00 

55— 67th  st,   s  s,    190  e  3d  av,   120x100.    Same 

agt     Irving    Simon    &    Joseph     Wolkenberg. 

1.890.00 

.'iO— 6th   St.    Nos   712  asd   714   East.      Same  agt 

Joseph  Wolkenberg   450.00 
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ONE  PER  CENT.  GAINED  —  A  three  or  four-story  building  may  be  built  which  will  net  you 
about  seven  per  cent,  on  your  investment.  If  you  put  in  the  Luxfer  System  of  Sidewalk 
Lights  you  can  make  the  basement  as  well  lit  with  daylight  as  are  the  upper  floors,  and  can 
in  consequence  get  one  per  cent,  more,  perhaps,  out  of  the  investment.  Anyway  it  will 
pay  you  to  send  for  our  man  who  will  explain  it  to  you.    'Phone  3276  Gramercy. 

AMERICAN  LUXFER  PRISM  CO.,  160  Fifth  Avenue,  NEW  YORK. 


57— Cth   St,    Nos  705  and  707  East.     Same  agt 

same    350.00 

58— Broadway,  s  w  cor  60th  st.  87.3xl08.2x 
irreg.  Samuel  Greenwald  agt  Chas  E  Ap- 
pleby, Timothy  D  Sullivau  &  George  J  Kraus 

.....    421.00 

50— !)8th  st,  Nos  227  to  233  East.  Morris  Bil- 
owitz  agt  John  Bodenheimer,  James  Keller  & 

Louis    Jaffe    64.90 

(K>-Oneida  av,  n  w  cor  23eth  st,  225x100.  Pas- 
Quale  Mauciuelli  agt  Geo  W  Lockwood ..  100.00 
Nov.    7. 
01— linth  st,   n  s,   105  w  Pleasant  av,   100x200 
to  s   s   of   120th   St.      Maresea  Walsh  Tile  & 

Marble   Works  agt  Epstein   &   Cohen 8k).00 

G2— 178th  st,  s  s,  100  w  St  Nicholas  av,  lOOx 
aSl.lO.     Ernest  Craske  agt  Harry  H  Adelson. 

850.00 

63— West    End  av.    No    194.      Richard   G   Haeh 

agt  John  Doe  &  John  Facklamm 330.00 

64— 64th  st,  Nos  304  to  310  East.  Finger  & 
Left  agt   Israel   O  Blake  and   Levin  &  Levin 

Contracting  Co 1,131.50 

05— 119th  st,  n  s.  113  w  Pleasant  av,  100x100. 
Union    Stove    Works    agt    Epsfein    &    Cohen. 

084.00 

Cfi— iisth  st,  s  s,  100  w  of  St  Nicholas  av,  100 
.\99.10.     John  La  Spina  agt  Harry  M  Adelson 

750.00 

C7— jaikson  av,  e  s,  54  s  160th  st,  62.7x75.5. 
Minntillo  &  Aquilino   agt  Arthur  Realty  Co. 

100.00 

G8— Jackson    av,    w   s,    32.10   s    IGOth   st,   83. 8x 

63.6.     Same  agt  Olenick  Realty  Co 215.00 

69- 137th   st,   s   s,   205,6  e   St  Anns  av,   50x87. 

George  M  Flogaus  agt  Epstein  &  Cohen. .  .30.00 
70— Duane    st,    Nos   55   to   59.      Traitel    Marble 
Co  agt  New  York  Edison  Co  and  William  B 

Nisbet    Co 2.610.00 

71— Same  property.     Same  agt  same 200.00 

72— Av  C.  Nos  84  and  86,  and  6th  st.  No  702 
East.     Raphael  Kiel  agt  Hamburger,   Skillov 

&    Silverman    400.00 

73— 178th  st,  s  s,  100  w  St  Nicholas  av,  lOOx 
100.     Kertscher  &  Co  agt  Harry  M  Adelson 

, 4.0SS.0O 

74— llSlh  st,  n  s,  195  w  2d  av,  36x100.11. 
Murtha  &  Schmohl  Co  agt  Epstein,   Stone  & 

Epstein    and    A    Meo 377.00 

75— 112th    st,    Nos   71    to    77    East.      Same    agt 

same 1.239.55 

76— Same   property.      Same   agt   Epstein,    Stone 

&    Epstein     2,797.20 

77— nsth  st,  s  s,  110  w  2d  av,  50x100.11,  and 
llSth  st,  n  s,  105  w  2d  av,  36x100.11.     Same 

agt    same    3,152.30 

78— 119th  st,  Nos  441  to  447  East,  and  120(h 
st,    s    s,    105    w    Pleasant    av,    86.8x100.11. 

Same   agt   same    8,567.32 

79— 137th  st,  Nos  616  to  622  West.  Cassidy 
&  Son  Mfg  Co  agt  Cathedral  Parkway  Realty 

Co 2.446.03 

80— 163d  st,  s  s,  100  e  Broadway,  255x99.11. 
Leonard    G   Kirk   agt   New   England    Con   Co 

5.400.00 

81— 100th  st,  n  s,  100  e  Broadway,  265x99.11. 
Estate   of    David    Brown    agt   Isaac   Kleinfeld 

and    Kleinfeld    &    Rothfeld    1,950.00 

82— 2d    av.     Nos    1040    and    1642.      Same    agt 

Samuel    D   Davis    150.00 

Nov.    8. 
S3— 111th  st,  s  s,  300  e  8th  av,  125x100.     Ver- 
mont Marble  Co  agt  Ronglnsky  &  Harris.  130.00 
S4— 124th   St.   Nos  233   to   239   East.     Boggs   & 
Stevens   agt  Simon  Jacobs   and   Samuel  Hut- 

koff 260.60 

S5— Amsterdam  av,  w  s,  24.11  n  1.30th  st,  150x 
100.  Rider  Ericsson  Engine  Co  agt  Gold- 
berg   &    Smith     GSO.OO 

86— Lexington  av,  No  574.  Matthew  J  Good- 
man agt  Caroline  A  Brundage    80.50 

87— 68th  St.  No  413  East.  Rider  Ericsson  En- 
gine Co  agt  Isaac  Klapper   400.00 

SS— 27th  st,  n  s,  216.8  e  2d  av,  58.4x100.  Same 

agt    Zallels    &    Oransky    200.00 

89— 17Sth    st,    Nos   606   to    612   West.      Patrick 

E  Whalen  agt  Harry  M  Adelson 3,000.00 

90— 17Sth  St.  s  s,  100  w  St  Nicholas  av,  lOOx 
100.      Thomas    C    Edmonds    &   Co    agt   same. 

525.00 

91— Same   property.      Sigmund  Adler  agt   same 

1.500.00 

92— Same   property.     B   Siegmeister  &   Son   agt 

Harry  M   Adelson    555.05 

93— 137th  st,  Nos  13  to  21  West.  Charles 
Greenbaum   agt   Harry   Falk   and   Herman   L 

Flam     6.000.00 

94— Jackson  av,  w  s,  32  s  160th  st,  84x100. 
Union  Stove  Works  agt  Annie  C  Leavitt.  Min- 
nie  Miller   and   Olenitk   Realty   Co 483.00 

95— Intervale  av,  e  s,  75  n  Kelly  st,  75x100. 
John  W  Dunnigan  agt  Arch  Realty  &  Con- 
struction   Co    and    Houghtaling    &    Wiltpenn 

46.05 

96— Bathgate    av,    n    e    cor    184th    st,    25x100. 

Same   agt  same    113.52 

97— 137th  st,  s  s.  205.6  e  St  Anns  av,  50x 
87.      Sprickerhoff   &    Scharnberger    agt    Isaac 

Epstein  and  .Jacob  Cohen   500.00 

98— 112th   St.   Nos  71   to  77  East I 

118th  st,   s  s,   lOO  w  2d  av,  50x100.11 

118th  St.  n  s.   195  w  2d  av.  36x100.11 I 

Same  agt  Max  and  Louis  Epstein:  also  Jacob 

Stone 650.00 

99— 111th  St.  s  s,  300  e  8th  av,  125x671.10. 
Roof  Maintenance  Co  agt  Ronginsky  &  Har- 
ris     300.00 

100— 92d  St.  Nos  155  to  167  East.     John  Cabot 

agt    Harnett    Hamburger    2.421.30 

101— 76th  st,  s  s,  300  e  2d  av,  25x100.  Same 
agt    same    504.75 


102— 2d  av,  n  w  cor  126th  st,  100x100.  M 
Eberhart  &  Son  Co  agt  Abraham  Small  .and 

Harris    Meyerash    652.84 

103— 137th   St.   s  s,   1(K)  e   Riverside  Drive^  85x 
86.11.      Joseph    Wlodar   agt    Cathedral    Park- 
way   Realty    Co   and   Samuel    Wood. ..  .1,269.50 
104— Park    av,    Nos    981    and    983.      Marcus 
Moare    agt    Hauben    Realty    Co    and    Finkel- 

stein  &  Kugel   175.00 

105— 141st  st,  s  s.  200  w  Cypress  av,  100x95. 
Vincent     C     Corrier     agt    Jacob     Fruedman. 

2,000.00 

lOli— 178th  St.  s  s,  100  w  St  Nicholas  av,  lOOx 
99.10.  Martin  Erlandsen  agt  Harry  M  Adel- 
son     245.00 

107— Same    property.      International    Cement    & 

Plaster   Works  agt  Harry   M   Adelson. .  .175.00 
lOS— Wadsworth  av,   n  e  cor  1.80th  st,  90x100. 
Orman    W   Ketcham   agt   Ella   V   Dempsey  & 

William    Dempsey    480.00 

109— Audubon  av,  s  e  cor  166th  st,  100x100. 
Guarantee     El     Co     agt     Luis     M     Cahn     & 

George  Levy    150.00 

110— 123d  st,  s  s,  82  w  1st  av,  92.10x100.  Met- 
ropolitan Paint  Co  agt  Chas  E  Murtha,  Na- 
tional  Cornice   &   Skylight   Works 48.55 

111— 131st  st,  s  s,  90  e  Old  Broadway,  83.2x 
— .     Joseph  Tino  &  Co  agt  J  Goldman  Realty 

Co 456.00 

112— llUh    st,    s   s,    300  e    Sth    av,    58.10x62.6. 

Harry  W   Bell  agt  Roginsky  &  Harris.  .700.00 
113— 178th    st,    s    s,    100    w    St    Nicholas    av. 
100    X    90.10.       Municipal     Iron    Works    agt 

Harry   M   Adelson    2.0OO.O0 

114— Jackson  av,  Nos  828  and  830.     I  Mautner 

&  Son  agt  Arthan  Realty  Co 140.04 

11.5— 119th  st,   Nos  441  to  447  East.     James  E 

Brady    agt    Epstein    &    Cohen 44.63 

110— 118th    St.    n    s,    195    w    2d    av,    36x100.11. 

Same   agt   Epstein.    Stone   &   Epstein 141.75 

117— 112th   st,   Nos   71   to   77   East.      Same  agt 

same    120.75 

118— 2d  av,  Nos  1920  to  1928.  Samuel  Horn- 
stein    et    al    agt    Hauben    Realty    Co,    Jacob 

Bender   and   Jacob   Baum 700.00 

119— 55th  st,   Nos  335  to  345  East.     Same  agt 

same 275.00 

12t1— Park    av,    n    e    cor    83d    st,    76.11x100.4. 

Same    agt    same    634.00 

121— 99th  st,  n  s,  106  e  2d  av.  120x100.    Same 

agt   same    600.00 

122— 17.8th  st,  s  s,  100  w  St  Nicholas  av,  lOOx 
99.10.  Abraham  Rosen  agt  Harry  M  Adel- 
son  510.20 

12.3— Bainbridge  av,   Nos  279  and  281.     Geo  W 

Campbell   agt  A   C  T  Lum,   atty 151.00 

124— Whitlock  av,  w  s,  20  n  144th  st,  100.9x 
138. 6x    irreg.      Michael    A    Cerussi    agt    New 

York   Chartered   Co 4,633.25 

« 

BUILDING  LOAN  CONTRACTS. 
Nov.    3. 
Mt    Hope   pi.    n    s.    4.50   w    Fleetwood    av,    150x 
125.      William    Jackson    loans    Aaron    Miller 
Realty  Co  to  erect  six  3-sty  dwellings;  8  pay- 
ments      $24,000 

Kepler  av.  e  s,  40  n  237th  st,  48x100.  Central 
Mortgage   Co   loans   Sidney    R   Lash    to   erect 

two  —  sty  buildings;   3  payments 8,000 

Nov.    5. 
Broadway,   n  w  cor  130th  st,   99.11x100.    State 
Realty    &    Mortgage    Co    loans    Times    Realty 
&  Construction  Co  to  erect  a  —  sty  building: 

10  payments    15.000 

06th  St.  n  s,  145  e  3d  av,  45x100.5.  George 
Ricard  loans  Max  J  Kramer  &  Henry  Rock- 
more  to  erect  a  —  sty  building;  6  payments. 

25,000 

Nov.    8. 

Topping  av,  e  s,  200  n  174th  st,  50x95.     Fundy 

Co   loans    Ella    Gundlach    to    erect   two   3-sty 

tenements:    4    payments     10.000 

2d  av,  n  e  cor  108th  st,  50x100.  Isidore  Jack- 
son and  Abraham  Stern   loan  Raphael  Kurz- 

rok  to  finish  building;  —  payments 5,000 

» 

SATISFIED  MECHANICS'  LIENS. 

Not.    3. 

William   st.    No   100.      Dalrymple.   Hastings  Co 

agt  John  Doe  et  al.     (Jan  17,  1906). .  .$1,200.00 

Nov.    5. 

Creston  av,  e  s.  93  s  183d  si.     Frederick  Wohn 

agt    Hillside    Realty    &    Con    Co.       (July    5. 

1906)     525.00 

Same    property.      Willson,    Adams    &    Co    agt 

same.      (June  25,   1906)    513.21 

Same  property.     Leo  Sess  et  al  agt  same.  (June 

28.    19061    254.15 

Same  property.     Almes  Deane  agt  same.     (Aug 

3,   1900)    : 675.00 

Same   property.      The   Standard   Damp   Proofing 

&  Roofing  Co  agt  same.     (Sept  28,   1906)100.00 
Same  property.      Lamb  &   Symmers   agt  same. 

(July  3.   1906) 975.00 

S6th  St.  s  s.  2,S7'  w  Sth  av.  Herringbone 
Metal    Lath    Co    agt   G    J    Fleischman    et    al. 

(Oct   20,    1906)    762.95 

Brown  pi.  e  s.  whole  front  between  1.36th  and 
137th  sts.     Ravitch  Bros  agt  Jacob  Meisel  et 

al.      (Nov  3,    1906)    2,575.45 

12Tth    St.    No    132    East.      Theodore    Cohn    agt 

Louis    Lewenhot.      (April    6,    1906)    340.00 

Same    property.      Joseph    Klausner    agt    same. 

(April   2.    1906 1,700.00 

117th  st,  Nos  127  to  135  East.  Benjamin  X 
Silverman  agt  R  Kurzrock  et  al.  (Oct  12. 
1900)     182.00 


Broadway,  s  e  cor  141st  st.  George  A  Vree- 
land  agt  Louis  L  Todd.  (May  16,  1905)  .1,241.43 

lOSth  st,  s  s,  100  w  Central  Park  West.  M 
Eberhart  &  Son  Co  agt  Abraham  Silverson 
et   al.      (Aug    15,    190U) 509.30 

134th  st.  No  314  West.  Conrad  Bauer  agt 
Ellen   Cowman   et  al.      (Feb  27  .1906) ..  .100.00 

=Grant  av.  No  885.  Pasquale  Streppone  agt 
Waverly  Construction  Co.  (July  3,  1900) 
756.93 

>110th  st.  No  52  West.  Zysman  Wladyslow  agt 
Max    Hirshfeld    et    al.      (Oct    31,    1906... 50.00 

'35th  st,  Nos  4.54  and  4.56  West.  George  Saun- 
derson  agt  Estate  of  Jacob  P  Marshall.     (Sept 

12,1906)    300.00 

Nov.    7. 

137th  st,  s  s,  85  w  of  5th  av.  Samuel  Ratz- 
kin  agt  Pearl  Realty  &  Con  Co.  (Oct  18, 
ItWO)    5,700.00 

27th  st,  n  s,  100  e  2d  av,  75x98.9.  Pierce, 
Butler  &  Pierce  Mfg  Co  agt  Samuel  ArnhofC 
et  al.      (Oct  2.   1906) 631.70 

7th  av.  No  2193.  Thomas  Dimond  agt  Ann 
Weaver.      (Nov  2,   1906)    375.00 

2:59th  st,  s  s,  345  w  Katonah  av.  Fred  W  J 
Susebach  agt  Emma  Stuber  et  al.  (Oct  19, 
1906)     42.83 

131st  st,  s  s,  90  e  Old  Broadway.  A  C  Klotz 
Fireprooflng     Co    agt     Goldman     Realty    Co. 

(Nov  5,  1906)    150.00 

Nov.    8. 

132d  st.  No  40  East.  Sam  Stern  agt  John 
Harris   et   al.      (Oct   4,    1900)    20.00 

42d  st.  No  503  West.  Timothy  R  O'Rourke  agt 
John   A   Leighton.      (June  29,    190C) 953.18 

Broome  st.  No  35.  Ike  Bloom  agt  Sarah  Gold- 
stein   et    al.      (Aug   24,    1906) 150.00 

Topping  av,  e  s,  175  s  175th  St.  Peter  Sin- 
nott  et  al  agt  R  Arnold.  (Nov  5,  1906) 
400.00 

132d  St.  No  40  East.  Benjamin  Weissbord  agt 
John  Harris  et  al.     (Oct  4,   1906) 22.00 

Lexington  av,  Nos  1833  to  1841.  Samuel 
Rosenberg  agt  Jacob  Sagna  et  al.     (May  26, 

1905)     346.64 

-172d    st,    n    s,    100   w   Amsterdam    av.      Frank 

Krohoca    agt    Moses    Press    et    al.      (Oct    27, 

1906)     1,786.00 

^^Amsterdam  av,  s  e  cor  186th  st.     A  E  Klotz 

Fire  Proofing  Co  agt  Moe  Press  et  al.     (Oct 

10,    1006)    95.86 

=Same    property.       Casmento    Roofing    Co    agt 

same.      (Oct   22,    1906)    221.00 

=Central    Park   West,    s    w   cor   86th    st.      U    S 

Mortor    Supply    Co    agt    Gotham    Building    & 

Con    Co  et  al.      (Oct   ll,    1906) 2,431.50 

Columbus    av,    s    w    cor    Van    Buren    st.      Van 

Nest  Wood  Working  Co  agt  John   B   Marion 

et   al.      (Aug   14,    1906) 222.19 

Same    property.       Same    agt    same.       (Aug    9, 

1900)    222.19 

Lenox  av.  No  452.     Louis  Goldstein  agt  Lillian 

W  Moers.      (Oct  15.   1906)    32.00 

West    End   av.    No  2.32.      Wm   C   W   Child  agt 

Abraham  L  Erianger.  (Dec  17.  1903). .  .158.89 
=Rlverside   Drive,   e  s,   224  s  127th   st.     Wm  S 

Sheldon    &   Co   agt   Bergen   Realty   Co   et   al. 

(Oct    25.    1906) 1,325.50 

•Discharged  by  order  of  Court. 
'Discharged   by   deposit. 
'Discharged   by  bond. 

« 

ATTACHMENTS. 

Nov.    5. 

Mandle,  Samuel;  Edward  Shearson  et  al;  $9,550; 
Stetson,   Jennings  &  Russell. 

Van  Riper,   Louis  C;  Louis  G  Duquest;  $344.23; 
De  Fere.   Crocker  &  Wicker. 

Kunkelman,    Ferdinand    K    &    Catherine    P    D; 
Augustus  J  Kitz;   .$32,443.00:   C   O  Maas. 
Nov.    7. 

Alexander,  H  T:   Samuel  H  Vandergriff;  $4,000; 

Osborne.   Hess  &   Churchill. 

Aetna  Banking  &  Trust  Co;  Bankers'  Money  Or- 
der Assn:  $495.92;   Lexow.  Mackellar  &  Wells. 

J    L    Nelson    &    Bro    Co;    Felix    B    Ruthenburg; 
$5,398.49;   ri  S  Dottenheim. 

* 

CHATTEL  MORTGAGES. 

Nov.  2,  3,   5,   7  and  8. 
AFFECTING  REAL  ESTATE. 

Cohen  &  Goldstein.  North  side  E  8Sth  st,  107 
ft  w  Av  A.  .Colonial  Gas  Fixture  Co.  Gas 
Fixtures.  $100 

Cohen.  L  &  Son.  345-347  E  49th.  .New  Eng- 
land   Mantel    &    Tile   Co.      Mantels.  360 

Same.     337-3:i9  E  49th.  ..  .Same.     Mantels.     368 

Epstein.  M  &  Son.  112th  st,  n  w  cor  Park 
av  and  235-237  E  llSth.  and  238-40  E  llSth 
..A  Weinstock.     Mantels.  946 

Falk  &  Flaun.  137th  st,  s  s,  between  Lenox 
and  Sth  avs.  .Baldinger  &  K.     Gas  Fixtures. 

Goldberg  &  Smith.  West  side  Amsterdam  av 
..Kleinfeld    G    &    Co.      Mantels,    &c.  400 

Press  &  London.  North  side  172d  st,  100  w  of 
Amsterdam  av. ..Bronx  Mantel  Co.     Mantels. 

968 

For  other  Judgments  In  Foreclosure  Suits.  Lis 
Pendens,  Foreclosure  Suits.  Judgments.  Satisfied 
Judgments,  Mechanic  Liens,  Building  Loan  Con- 
tracts   Satisfied  Mechanics'  Liens  and  Orders  see 

pages   801    and   802. 
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COMMISSION  houses  in  Wall  Street  this  week  were  com- 
pletely taken  by  surprise  by  the  strength  of  the  mar- 
ket. They  had  adjusted  themselves  unanimously  to  the  be- 
lief that  Wall  Street  was  in  for  a  protracted  decline  extend- 
ing to  the  close  of  the  year.  The  customers  of  such  houses 
largely  acted  upon  this  belief  and  liquidated  their  long 
stocks,  reducing  the  bull  position  to  the  smallest  propor- 
tion of  the  year.  Big  interests  are  never  slow  to  act  when 
such  a  commission  house  state  of  mind  presents  itself  and 
quietly  took  up  the  stocks  that  were  being  thrown  overboard. 
If  the  advance  should  continue  with  the  large  short  interest, 
we  may  see  even  higher  prices  before  Christmas.  In  this 
column  we  have  persistently  and  frequently  pointed  out  the 
exceptional  position  of  St.  Paul  stock.  It  has  again  sprung 
into  leadership,  having  between  Monday  and  Wednesday  of 
this  week  recorded  an  advance  of  nine  points,  and  it  is 
always  possible  because  of  its  light  capitalization  that  it 
may  sell  very  much  higher  than  even  Northern  Pacific.  To 
put  it  tersely,  the  capitalization  of  St.  Paul  is  only  about 
one-third  of  that  per  mile  of  Northern  Pacific,  yet  Northern 
Pacific  stock  sells  higher  than  St.  Paul,  though  the  latter 
is  quoted  with  the  rights  and  dividends  added.  Since  St. 
Paul  was  selling  at  150,  rights  at  say  10  per  cent,  and 
dividends  of  3%  per  cent,  have  come  off  the  price,  and  the 
stock  sells  at  a  comparatively  low  figure.  Another  feature 
of  the  market  this  week  which  is  somewhat  puzzling  has 
been  its  strength  in  the  face  of  high  money  rates.  As  a 
financial  writer  and  authority  says,  "The  men  who  are  mak- 
ing the  market  and  on  whom  the  burden  rests  most  heavily, 
have  made  provision  for  carrying  their  stocks  that  Insure 
them  a  6  per  cent,  money  rate  at  the  very  highest.  They 
have  considerable  time  money,  and  in  addition  have  organ- 
ized pools  into  which  they  have  admitted  high  banking  offi- 
cials as  members."  What  follows  is,  of  course,  obvious 
money  becomes  scarce.  The  banks  then  act  in  the  interest 
of  stockholders  and  not  of  the  officials,  and  call  loans  in  the 
general  market  to  lend  to  the  pools  at  6  per  cent.  Thus 
the  more  the  pools  absorb  the  less  money  there  is  for  the 
broker,  and  trader  to  use  at  20  per  cent.,  which  explains 
the  apparent  illogical  action  of  the  stock  market  that  it 
should  rise  with  high  call  money. 


THE  residents  of  Washington  Heights  certainly  have  had  a 
grievance  against  the  Interborough  Company  for  its  fail- 
ure to  establish  an  express  service  between  Ninety-sixth  and 
One  Hundred  and  Forty-fifth  Streets.  Here  is  a  stretch  of  over 
two  miles  in  which  all  trains  run  as  locals,  yet  which  Is  equipped 
for  expresses,  and  if  a  passenger  bound  to  the  lower  part  of  Man- 
hattan could  board  an  express  at  One  Hundred  and  Forty-fifth 
street  he  would  save  at  least  four  minutes  on  his  journey.  Such 
a  saving  is  an  extremely  important  matter  for  all  residents  of 
Washington  Heights  living  north  of  One  Hundred  and  Forty- 
fifth  street.  That  section  of  the  city  is  a  new  one,  and  is 
rapidly  increasing  in  the  number  of  its  inhabitants.  Every  im- 
provement In  transit  accommodation  which  it  can  obtain  places 
it  in  a  better  position  to  attract  residents  in  competition  with 
other  new  districts  of  New  York.    The  service  which  It  receives 


should  be  the  best  that  can  be  afforded,  and  should  be  arranged 
for  the  purpose  of  building  up  that  section  of  the  city.  Such  a 
service  ought  to  do  more  than  merely  meet  existing  needs.  It 
should  anticipate  future  needs,  and  in  this  way  accelerate  the 
process  of  building  and  the  access  of  population.  Moreover,  the 
Interborough  Company  has  as  much  interest  in  accelerating  the 
improvement  of  Washington  Heights  as  have  the  property 
owners.  People  who  live  as  far  away  from  the  heart  of  the  city 
as  is  the  upper  part  of  Washington  Heights  necessarily  use  the 
rapid  transit  system  more  frequently  than  do  people  who  are 
more  centrally  situated,  and  the  closer  habitation  of  that 
part  of  the  city  will  mean  a  profitable  traffic  over  a  part  of 
the  Subway  system,  which  can  scarcely  pay  at  present.  That 
company  has  consequently  as  usual  pursued  a  very  short- 
sighted policy  in  failing  to  use  the  third  track  for  the  pur- 
pose of  running  express  trains,  and  the  Rapid  Transit  Com- 
mission under  the  leadership  of  the  Mayor  was  fully  justi- 
fied in  "ordering"  the  early  installation  of  an  express  ser- 
vice. It  is  curious  that  a  company  to  whose  interest  it  is  to 
keep  public  opinion  favorable  should  persist  in  provoking 
public  resentment  on  every  possible  occasion.  In  the  present 
instance  its  officials  have  waited  until  an  improvement  in 
the  service  was  forced  upon  them,  instead  of  yielding  imme- 
diately to  a  just  demand;  and  the  consequence  is  that  they 
will  obtain  no  credit  for  an  improvement  which  they  opposed 
until  the  end. 


WB  PRINT  in  another  column  a  number  of  photographs 
exhibiting  the  condition  of  the  city  streets  within  a 
restricted  area.  These  pictures,  however,  as  will  be  seen  in 
subsequent  issues  of  The  Record  and  Guide  are  really  typical, 
and  exhibit  the  utterly  disgraceful  condition  to  which  our 
thoroughfares  have  been  brought  by  municipal  mismanage- 
ment and  the  callous  disregard  of  public  convenience  on  the 
part  of  corporations  permitted  by  the  grace  of  the  city  to 
use  the  streets  for  the  purpose  of  money-making.  It  may 
be  particularly  pointed  out  that  these  pictures  are  not  taken 
in  remote  and  unfrequented  streets,  but  on  the  contrary, 
were  taken  in  the  main,  central  thoroughfares  of  Manhattan. 
Literally  hundreds  of  photographs  might  be  printed  without 
by  any  means  covering  the  actual  conditions.  Our  readers 
must  therefore  regard  what  we  present  this  week  as  merely 
a  few  examples  of  an  enormous  collection.  It  is  perhaps 
hopeless  to  speak  of  what  conditions  like  those  we  illustrate 
mean  to  the  City  Beautiful.  In  spite  of  art  societies  and 
the  efforts  of  enthusiasts  good  and  bad,  New  York  City 
seems  at  this  moment  to  be  following  a  haphazard  career 
without  any  determinate  guidance  to  secure  a  fine  appear- 
ance. New  Yorkers  will  probably  be  more  sensitive  when 
we  suggest  how  great  is  the  inconvenience  occasioned  by 
the  up-torn,  lumbered  and  obstructed  condition  of  our 
streets,  and  the  readers  of  The  Record  and  Guide  are  no 
doubt  already  experiencing  In  a  great  many  cases  how  great 
is  the  loss  entailed  upon  property  owners.  We  shall  print 
from  week  to  week  a  series  of  these  pictures  and  invite 
selections  for  the  camera. 


THE  recommendation  of  the  State  Railroad  Commission  that 
the  car  mileage  of  the  surface  railways  in  Manhattan  be 
Increased  10  per  cent,  this  winter  has  been  received  in  the  way 
such  recommendations  are  usually  received.  Of  course  the  oper- 
ating department  of  the  railroad  will  do  Its  best  to  carry  out  the 
recommendation;  but  its  officials  have  the  utmost  doubt  whether 
their  efforts  will  prove  to  be  successful.  More  cars  would  not 
mean  better  service,  because  the  additional  cars  would  clog  the 
operation  of  the  system.  It  must  be  frankly  admitted,  of 
course,  that  there  may  be  some  truth  In  this  contention,  and 
that  nobody  but  an  expert  who  is  perfectly  acquainted  with  the 
actual  conditions  can  tell  how  much  trath  the  contention  holds. 
The  congestion  of  the  street  traffic  in  Manhattan  undoubtedly 
makes  the  problem  of  operating  the  system  of  the  New  York 
City  Railway  Co.  one  of  enormous  difficulty.  Unfortunately, 
however,  the  record  of  the  railway  company  is  such  that  no  con- 
fidence can  be  placed  In  Its  protestations.  The  known  facts  are, 
that  the  system  does  not  earn  at  the  present  time  the  dividend 
guaranteed  on  Its  stock,  that  since  the  merger  strenuous  efforts 
have  been  made  to  reduce  expenses,  that  In  consequence  of  these 
efforts  the  car  mileage  has  been  actually  reduced  in  spite  of 
the  increase  in  traffic,  and  that,  finally,  enough  cars  are  not  run 
during  other  than  rush  hours  to  prevent  over-crowding.  It  Is 
also  known  that  the  officials  of  the  company  protested  vigor- 
ously against  granting  transfers  at  23d  street  and  Sixth  avenue 
and  Broadway,  because,  as  they  claimed.  It  would  cause  an  im- 
passable congestion  at  these  points,  and  that,  when  such  trans- 
fers were  forced  upon  the  company,  none  of  their  dreadful  anti- 
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cipations  were  realized.  It  is  facts  and  memories  such  as 
these  which  makes  the  public  distrust  the  candor  of  the  officials 
of  the  street  railway  companies.  They  also  go  far  towards  justi- 
fying the  suspicion  that  the  chief  difficulty  connected  with  the 
operation  of  the  system  is  the  earning  of  the  guaranteed  divi- 
dend on  an  enormously  inflated  capitalization.  But  what  can  be 
done?  The  State  Railway  Commission  has  no  power  and  prob- 
ably no  disposition  to  compel  obedience  to  its  recommendations, 
and  the  New  York  City  Railway  Company  will  continue  to  sub- 
ordinate the  convenience  of  its  passengers  to  the  earning  of  the 

necessary  dividend. 

* 

IT  was  to  be  expected  that  the  property  owners  on  Fifth  avenue 
would  protest  most  vigorously  against  the  revocation  of  the 
permits  which  have  permitted  them  to  occupy  city  property 
beyond  the  building  line;  but  the  corporation  counsel  should  not 
and  will  not  be  diverted  by  such  protests.  The  action  of  the 
city  authorities  in  seeking  to  do  away  with  these  encroach- 
ments is  dictated  and  is  justified  by  the  general  public  Interest. 
It  is  absolutely  essential  that  some  means  should  be  found  of 
widening  the  roadway  of  Fifth  avenue.  That  avenue  is  the  only 
important  longitudinal  thoroughfare  without  trolley  cars,  and 
consequently  peculiarly  adapted  to  carriage  traffic;  and  the 
existing  roadway  is  entirely  too  narrow  for  the  stream  of  ve- 
hicles which  are  compelled  to  use  it.  The  revocation  of  the 
"stoop"  permits  will  enable  the  authorities  to  increase  the  road- 
way without  excessively  diminishing  the  sidewalks,  and,  inas- 
much as  the  retail  trade  of  Fifth  avenue  depends  so  largely  upon 
customers  who  use  carriages,  the  widening  of  the  carriage  way 
will  in  the  end  increase  the  value  of  Fifth  avenue  property  in 
the  business  district.  The  case  is  perfectly  clear,  the  rights  of 
the  city  are  unquestionable,  and  the  sooner  the  property  owners 
submit  the  better  for  them  and  for  the  city.  Of  course  they  must 
be  given  plenty  of  time  to  make  the  necessary  changes  in  their 
entrances  to  their  houses;  but  as  soon  as  the  litigation  is  over 
a  definite  date  must  be  set,  beyond  which  encroachments  beyond 
the  building  line  must  cease.  The  only  really  difficult  cases  are 
those  in  which  the  ornamental  parts  of  really  beautiful  build- 
ings, such  as  that  of  •  the  Knickerbocker  Trust  Co.,  project 
slightly  beyond  the  line;  but  we  believe  that  special  arrange- 
ments can  be  made  to  meet  such  cases.  There  is  a  big  differ- 
ence between  the  projection  of  the  ornamental  members  of  hand- 
some buildings  a  few  feet  beyond  the  line  and  the  occupation  of 
three  or  four  times  as  much  space  by  "stoops."  Handsome  orna- 
ment  on  a  building  is  desirable  for  public  reasons,  and  the  space 
occupied  by  it  is  comparatively  small.  In  order  to  meet  such 
cases  an  ordinance  should  be  passed  by  the  Board  of  Alder- 
men permitting  reasonable  encroachments  of  this  class.  Such 
moderate  encroachments  would  not  prevent  the  city  from  widen- 
ing the  roadway,  and  they  would  contribute  to  the  effectiveness 
of  the  architecture  on  Fifth  avenue.  That  avenue  is  evidently 
destined  to  be  one  of  the  most  beautiful  and  interesting  business 
streets  in  the  world,  and  it  is  good  public  policy  for  the  city  to 
encourage  the  property  owners  to  erect  buildings  like  that  of 
the  Knickerbocker  Trust  Co.,  Tiffany  &  Co.  and  Altman  &  Co. 


MR.  LAWSON  PURDY'S  appointment  as  head  of  the  Tax 
Department  is  one  of  the  best  which  Mayor  McClellan 
has  yet  made.  Taxation  is  a  recondite  and  difficult  subject. 
The  number  of  people  who  possess  any  accurate  and  scientific 
knowledge  or  any  definite  and  luminous  ideas  respecting  it  is 
very  small;  but  it  so  happens  that  Mr.  Purdy  is  one  of  them. 
He  has  been  the  Secretary  of  the  New  York  Tax  Reform 
Association  for  years,  and  has  devoted  his  time  and  his  high 
abilities  to  the  service  of  that  cause.  He  is  thoroughly  ac- 
quainted with  every  branch  of  the  subject,  and  whatever 
can  be  done  for  the  cause  of  tax  reform  under  the  existing 
laws  he  will  do.  Of  course  his  powers  under  the  law  are  re- 
stricted, and  his  chief  effort  will  doubtless  be  to  improve  the 
methods  whereby  the  assessments  of  real  estate  for  taxable 
purposes  are  now  reached.  His  influence  will,  on  the  whole,  be 
used  probably  to  raise  the  level  of  assessments,  for  he  believes 
in  executing  the  provisions  of  the  law  with  some  rigor.  But, 
in  addition,  he  will  doubtless  be  able  to  use  his  position  for  the 
purpose  of  disseminating  sound  ideas  and  useful  information  on 
the  subject  of  taxation.  As  President  of  the  Tax  Department  he 
will  be  listened  to  with  more  attention  than  he  was  when  he 
was  Secretary  of  the  Tax  Reform  Association.  Mr.  Purdy  has 
the  advantage  of  being  both  an  effective  public  speaker  and  a 
vigorous  and  clear-headed  writer.  His  appointment,  together 
with  the  election  of  a  man  like  Mr.  Hughes  for  Governor,  may 
well  mean  that  the  tax  laws  of  this  city  will  not  only  be 
enforced,  but  that  they  will  be  modified  and  improved  in  the 
public  interest. 


Difficulties  of  Street   Making. 

WITH  the  opening  of  the  new  subways,  river  tunnels 
and  other  lines  of  traffic,  outlying  sections  are  be- 
coming more  and  more  accessible,  and  thereby  available  for 
building  purposes.  In  order  to  prepare  the  acreage,  or  un- 
developed sections  for  building  purposes,  it  is  necessary  to 
make  streets  and  finish  them.  The  regular  course  followed, 
as  provided  for  in  the  Charter,  is  to  make  application  to 
the  city  authorities.  This  is  a  long  and  tedious  proceed- 
ing. First  the  matter  comes  up  before  the  Local  Board,  and 
if  its  report  is  favorable,  the  Board  of  Estimate  and  Ap- 
portionment, after  having  received  a  report  from  its  En- 
gineer that  it  is  proper,  takes  it  under  advisement.  After 
having  passed  this  Board,  it  is  again  returned  to  the  En- 
gineer to  lay  out  the  area  of  assessment.  Application  is 
then  made  to  a  judge  of  the  Supreme  Court,  who  appoints 
three  citizens  as  commissioners  to  receive  testimony  and 
place  a  value  on  the  land  taken  and  damage  done  to  abut- 
ting property.  The  taking  of  this  testimony  is  long  drawn 
out  and  many  months  are  spent  in  the  necessary  advertis- 
ing, until  title  vests  in  the  City.  It  then  becomes  neces- 
sary to  have  the  street  physically  opened,  and  if  a  building 
happens  to  be  in  the  bed  of  the  street,  six  months  more 
must  elapse — after  which  time  the  application  is  considered 
by  the  Local  Board  and  then  by  the  Engineer,  and  then 
by  the  Board  of  Estimate  and  Apportionment.  The  con- 
tract is  let  by  competitive  bidding,  and  this  has  to  be  ad- 
vertised. Not  until  the  work  is  finished  will  the  laying  of  a 
sewer  be  favorably  acted  on,  and  that  again  has  to  pass 
through  the  same  routine  of  Local  Board,  Chief  Engineer 
and  Board  of  Estimate  and  Apportionment.  If  the  neces- 
sary funds  are  available,  in  turn  this  sewer  contract  is 
advertised  for  bids  and  a  contract  is  let. 

Usually  the  contractor  is  allowed  twice  or  three  times 
as  long  as  is  necessary  to  build  the  sewer.  And  when  this 
work  is  completed,  the  same  forms  must  be  complied  with 
for  paving.  It  can  readily  be  seen  that  these  proceedings 
may  take  from  two  to  five  years,  or  longer.  Meanwhile, 
interest  charges  are  running  up  the  cost  of  the  land.  If, 
however,  the  ownership  of  a  large  tract  is  in  one  holding, 
or  all  the  owners  are  willing  to  combine  and  do  the  work 
at  their  own  cost,  it  is  possible  to.  do  all  but  the  vesting 
of  title  in  the  City  in  a  few  months.  And  this  has  been  the 
course  adopted  by  all  the  large  development  companies,  and 
so  we  see  the  Fort  Washington  Syndicate  regulating,  grad- 
ing, sewering,  curbing  and  flagging  the  streets  from  177th 
to  IS  1st  streets  from  Broadway  to  Haven  avenue;  the  Buena 
Vista  Syndicate  the  streets  from  17  7th  to  181st  streets  from 
Buena  Vista  avenue  to  Riverside  Drive;  the  Geo.  F.  John- 
son's Sons  Company  preparing  the  streets  on  which  nearly 
300  lots  front;  the  Hunts  Point  Realty  Company  opening 
up  405  lots,  etc.,  etc.,  the  property  of  the  two  last-named  com- 
panies being  in  the  Borough  of  the  Bronx.  These  improve- 
ments are  made  at  the  expense  of  the  owner,  including  all 
engineering  fees  and  cost  of  City  inspectors,  without  oue 
cent  being  assessed  on  adjoining  owners.  When  completed, 
these  streets  become  public  highways.  r>{  use  and  a  neces- 
sity to  the  general  public,  beside  greatly  increasing  the 
assessable  value  of  the  real  estate. 

One  great  difficulty  confronts  those  willing  to  do  this 
work  quickly  and  at  their  own  expense,  and  that  is,  if  an 
adjoining  owner  is  not  willing  to  join  in,  or  even  permit 
the  work  being  done  by  others,  then  the  situation  becomes 
as  follows:  The  City  having  laid  out  a  street  on  its  official 
map,  the  land  at  some  time  will  be  used  for  this  purpose, 
the  grades  are  established  and  it  is  merely  a  matter  of  time. 
The  owner,  therefore,  cannot  prevent  the  street  being 
eventually  made.  Yet  he,  as  a  small  owner,  can  hold  up  a 
vast  public  improvement,  which  the  taxpayers  will  gain  with- 
out assessment  or  drain  on  the  City  Treasury. 

When  a  railroad  wished  to  build,  it  had  the  right  to  con; 
demn,  but  it  also  found  that  individuals  could  hold  up  their 
work.  The  public  listened  to  their  arguments  and  the  Legis- 
lature passed  a  bill  to  the  effect  that,  immediately  upon 
giving  notice  of  its  intention  to  condemn  a  property,  the 
railroad  could  begin  the  physical  work  and  leave  it  to  some 
future  date  to  pay  for  the  land  condemned,  after  the  law 
had  taken  its  slow  but  regular  course.  Why,  then,  should 
not  those  who  wish  to  benefit  the  community  by  creating  a 
finished  public  thoroughfare,  on  lines  laid  out,  and  thereby 
condemned  by  the  City,  be  allowed  to  go  in  and  do  the 
physical  work,  after  having  given  ample  notice?  The  assess- 
ment will  be  levied  on  their  property  in  due  time  for  any 
buildings  or  improvements  and  for  the   value  of  the  land. 
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The  owner  will  be  paid  with  interest  just  the  same  as  though 
he  had  held  up  the  work  for  years,  and  the  city  and  the 
neighborhood  will  be  benefited  without  loss  to  any  one  but 
to  those  doing  the  work. 

This  is  a  matter  of  grave  importance  to  all  development 
companies  and  large  property  owners,  and  I  strongly  advo- 
cate the  preparing  and  passing  of  a  bill  along  the  same 
lines  as  that  affecting  the  railroads,  with,  of  course,  the 
necessary  changes  applicable  to  streets  and  the  rights  of 
owners.  This  bill,  of  course,  should  apply  only  where  the 
street  is  on  the  official  map  and  where  the  grades  of  the 
street  to  be  opened,  as  well  as  those  intersecting  it,  have 
been  established  by  the  City  authorities.  This  plea  is  the 
result  of  a  number  of  instances  where  just  such  improve- 
ments were  held  up  or  interfered  with,  entailing  loss  to  many 
and  benefit  to  none. 

R.  E.  SIMON. 


Street  Opening  by  Private   Proceedings. 

MANY  tracts  of  land  are  now  undergoing  development  in 
outlying  districts  of  the  city,  districts  where  the  streets 
laid  out  upon  the  city  map  have  not  yet  been  opened.  Under  the 
law  and  practice  governing  such  matters,  an  owner,  within  the 
limits  of  his  own  property,  can  readily  open  and  construct  the 
proposed  streets  and  secure  their  acceptance  by  the  city.  He  can 
cede  title  to  the  land  within  the  street  lines,  procure  from  the 
city  permits  to  construct  the  streets  and  the  appointment  of 
supervisors  of  construction,  and  do  the  grading  and  other  work 
required,  and  upon  the  completion  of  the  streets  the  city  may 
be  expected  to  accept  them. 

An  owner,  however,  to  carry  out  his  plans,  often  wishes  to 
build  streets  in  accordance  with  the  city  map  not  only  through 
his  own  land  but  through  the  land  of  his  neighbors.  He  may 
wish,  for  instance,  to  construct  a  street  the  north  line  of  which 
coincides  with  the  south  boundary  of  his  premises,  or  he  may 
desire  to  extend  a  side  street  to  an  avenue,  his  own  land  stop- 
ping a  few  feet  short  of  the  avenue.  Many  operators  have 
found  themselves  seriously  hampered  by  conditions  of  this 
sort.  The  owner  of  the  wished-for  section  of  street  will  not 
cede  it  to  the  city  or  sell  it,  and  the  public  officials  who  have 
authority  to  open  streets,  for  one  reason  or  another,  delay 
action  or  cannot  be  made  to  act  at  all. 

It  has  been  suggested  that  by  way  of  relief  some  private  right 
of  condemnation  under  such  circumstances  should  be  given  by 
legislation — that  an  owner  should  have  some  right  to  compel  his 
neighbor,  in  a  proceeding  instituted  by  himself,  to  submit  to 
street  opening,  in  accordance  with  the  city  map.  This  idea  is 
one  which  will  hardly  bear  examination.  It  would  be  difficult 
to  enlist  public  feeling  in  favor  of  such  legislation.  The  city 
map  is  not  final.  Street  lines  may  be  changed,  and  the  proba- 
bility of  change  is  by  no  means  remote.  Many  unopened  streets 
were  mapped  long  ago  when  the  needs  and  wishes  of  the  future 
could  not  be  foreseen,  and,  as  a  matter  of  fact,  there  have  been 
from  time  to  time  extensive  alterations  in  the  city  map — in  the 
Bronx  region,  for  instance,  not  long  after  the  adoption  of  a 
Land  Map  for  the  Register's  Office  showing  the  old  street  lines. 
Except  in  the  opinion  of  the  land  owner  desiring  condemnation 
there  may  be  no  present  need  for  it.  The  proceeding,  it  is 
true,  need  not  involve  any  expense  to  the  city,  but  neither  does 
a  public  proceeding  to  open  a  street.  Costs  and  charges  are 
assessed  on  the  land  deemed  benefited. 

Rights  of  expropriation  are  not  favorably  regarded.  Land  of 
A  or  land  and  buildings  of  A  may  stand  in  the  way  of  B's 
exploitation  of  his  property  by  opening  public  streets,  but  it 
seems  remarkably  certain  that  public  opinion  would  award  to 
A  possession  and  ownership  of  his  land  subject  only  to  right 
of  acquisition  by  a  public  proceeding  manifesting  a  public  de- 
mand. 

Moreover,  the  legislation  contemplated  would  probably  be  un- 
constitutional. The  constitution  permits  the  taking  of  private 
property  for  public  use,  but  by  taking  is  meant  acquisition  of 
ownership  or  of  a  right  of  way  or  some  other  easement  by  the 
person  demanding  condemnation.  A  railroad,  for  instance,  does 
not  institute  condemnation  proceedings  to  vest  title  to  land  or 
to  a  right  of  way  in  some  one  else,  but  in  itself.  But  the  pro- 
ceeding under  consideration,  if  undertaken  to  deprive  another 
of  ownership,  would  be  a  proceeding  to  vest  title  in  the  city, 
and  if  instituted  to  establish  a  right  of  way  through  another's 
land,  a  proceeding  to  give  the  city  or  the  public  a  right  of  way, 
not  to  get  the  petitioner  a  right  of  way  appurtenant  to  his  land. 
The  constitution  permits  A  under  certain  conditions  to  acquire 
the  land  of  B  or  a  right  of  way  through  it;  but  it  seems  reason- 
ably certain  that  a  proceeding  by  A  to  give  C  the  land  of  B  or 
a  right  of  way  through  it,  without  regard  to  the  will  of  either 
B  or  C,  would  be  held  unconstitutional. 


Public  streets  through  the  lands  of  unwilling  owners  must  be 
opened  by  the  city.  That  is  doctrine,  which,  it  is  believed, 
owners  of  real  estate  must  accept. 

ALBERT  S.  THAYER. 


The  Equitable  and  Real  Estate. 


The  Equitable  Life  Assurance  Society  of  the  United  States, 
120  Broadway. 

New  York,   November  10,   1906. 
To  the  Editor  of  The  Record  and  Guide: 

The  position  of  this  Society  in  regard  to  real  estate  mortgage 
loans  ought  to  be  well  understood.  It  is  this:  We  consider  good 
real  estate  mortgage  loans  as  equal  to  any  investments  made  by 
the  Society,  and  it  will  be  our  policy  to  continue  making  loans 
of  this  character. 

From  August  1,  1905,  to  November  1,  1906,  we  made  real  es- 
tate mortgage  loans  amounting  to  .$15,729,500,  of  which  $13,301,- 
500  was  on  New  York  City  property.  We  have  commitments 
under  title  examination  now,  including  building  loans,  amount- 
ing to  $5,925,500,  of  which  $1,080,000  is  outside  of  New  York. 
Such  a  large  proportion  of  the  real  estate  mortgages  held  by 
this  Society  is  upon  New  York  City  property,  that  the  question 
has  already  arisen  as  to  whether  we  should  not  scatter  our 
loans  and  place  more  of  them  in  other  parts  of  the  country. 
Many  of  qur  Directors  think  we  should  loan  less  money  hereafter 
in  New  York,  and  more  in  other  cities  throughout  the  country. 
Very  truly  yours, 

PAUL  MORTON,  President. 


All  Experience  With  the  Kquitable. 

Editor  Record  and  Guide: 

Referring  to  your  article  on  the  Insurance  Companies  and 
Mortgages,  I  wish  to  give  you  an  experience  I  had  with  the 
Equitable  Life  Assurance  Society  last  year. 

I  applied  for  a  building  loan  of  $750,000  on  a  high-class  build- 
ing and  plot,  the  estimated  cost  of  the  building  (as  per  bids), 
plus  the  actual  cost  of  ground,  being  $1,125,000.  The  projectors 
of  the  enterprise  were  strong  men,  rank  outsiders,  not  speculat- 
ors or  regulation  builders,  and  we  were  going  to  put  in  the  differ- 
ence in  cash,  namely,  $375,000.  I  was  informed  that  a  loan  of  $600,- 

000  might  be  made.  After  much  difficulty  I  got  my  people  to 
agree  to  put  up  another  $100,000  and  accept  $050,000,  and  I  se- 
cured their  written  authorization  to  apply  for  that  sum.     When 

1  sent  in  the  application  for  $050,000,  I  was  told  that  if  I 
WOULD  APPLY  FOR  $550,000  the  loan  MIGHT  be  entertained. 
Of  course,  my  parties  went  elsewhere  for  their  money. 

Now,  this  was  a  most  unreasonable  way  of  doing  business,  as 
every  real  estate  man  can  see  with  half  an  eye.  Here  was  a 
bonafide  project  to  cost  $1,125,000,  the  value  of  the  property, 
plus  a  regulation  conservative  profit,  being  $1,250,000,  and  the 
Equitable  said  they  MIGHT  loan  $5.50,000,  or  -iA  per  cent,  of  the 
value  at  which  it  would  have  been  appraised.  I  offered  to  show 
the  bids  of  the  competing  firms  and  proof  of  the  actual  cost  of 
the  ground,  so  that  there  could  be  no  question  of  the  bonafide 
cost.  But  the  officer  of  the  Equitable  did  not  want  to  see  them. 
He  had  his  orders,  evidently,  from  high  sources,  that  he  was  to 
make  mortgage  loans  temporarily  impossible,  and  so  said  he 
MIGHT  loan  .fl00,000  less  than  my  people  were  willing  to  take. 
Note  that  he  did  not  say  WOULD  loan,  for  he  feared  my  parties 
would  accept.  I  was  entitled  to  a  building  loan  of  60  per  cent, 
of  the  cost,  namely,  $075,000,  and  two-thirds  of  the  estimated 
appraised  value  (as  of  completion),  namely,  $750,000,  on  a  first 
mortgage   loan. 

Real  estate  men  know  full  well  that  the  big  insurance  com- 
panies have  turned  down  hundreds  of  good  loans  because 
they  were  putting  their  money  into  Wall  st,  and  they  resent  it 
accordingly.  AN  OLD  READER. 


What  the  Broker  Said  to  the  Money  Man. 

Editor  Record  and  Guide: 

Here  is  an  experience  I  had  with  one  of  the  three  big  insur- 
ance companies  named  in  your  article  last  Saturday: 

I  applied  in  September,  1906,  for  a  first  mortgage  loan  of 
$33,000  on  a  new  0-sty  tenement,  which  had  sold  for  $55,000,  and 
for  which  $56,000  had  been  offered  and  refused.  I  was  offered 
by  the  company  $27,500.  I  was  told  the  property  was  only  worth 
$45,000,  but  I  offered  to  show  the  contract  of  sale,  drawn  up  by 
one  of  the  most  reputable  members  of  the  Bar  Association, 
showing  that  the  property  had  actually  sold  for  $55,000  and  giv- 
ing all  data  as  to  cash  to  be  paid,  second  mortgage  to  remain 
behind  tlie  first,  etc.  THEY  DID  NOT  WANT  TO  SEE  THE 
CONTRACT.  On  their  own  valuation  of  .$45,000,  I  was  entitled, 
aecording  to  their  rule  of  60  2-3  per  cent,  loaning  value  (two- 
thirds),  to  a  loan  of  .$30,000,  but  on  the  actual  bonafide  value 
(the  property  rents  for  over  $6,300  per  annum,  and  there  was 
only  one  vacancy  at  the  time,  though  but  just  completed)  of 
$.55,000  I  was  entitled  to  a  loan  of  $36,500. 

After  every  effort  to  get  an  acceptance  at  $32,500,  I  said  this 
to  the  officer  with  whom  I  was  dealing: 

"What's  the  use  of  buying  loans  here?  Y'ou  are  using  your 
money  in  Wall  st  just  the  same  as  you  did  before  the  Insurance 
Investigation."  AN   INDIGNANT   BROKER. 
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Insurance   Companies  and 

Real   Estate   Mortgages 

Brokers  Still  Contend  that  the  Money  Lenders  Should  be  More 
Liberal  in   their  Dealings  with   New   York    Property  Interests. 


In  further  consideration  of  the  attitude  of  life  insurance  com- 
panies toward  real  estate  interests,  the  views  and  experiences 
of  a  number  of  brokers  are  quoted  this  week,  in  contrast  it  may 
be  to  statements  made  in  these  columns  last  week  by  the  heads 
of  those  companies.  On  the  whole,  real  estate  Interests,  as  rep- 
resented by  these  gentlemen,  are  disposed  to  be  reasonable  in 
their  judgment  of  the  situation. 


KXPENSE  OP  OBTAINING  A  LOAN  A  SERIOUS  MATTER. 
—FRANK  L.   FISHER  CO. 

Mr.  C.  W.  Mix  of  the  Frank  L.  Fisher  Co.,  of  440  Columbus 
av,  when  Interrogated  concerning  his  views  on  the  mortgage 
market,  said: 

"In  our  twenty  j'ears'  experience  of  active  work  in  New  York 
City  real  estate,  It  has  always  been  very  clea.-  to  us,  that  no 
better  security  could  be  obtained  for  investment  in  funds,  than 
good  first  mortgages  in  New  York  City  real  estate. 

"Certainly,  the  part  life  insurance  companies  have  taken  In 
the  matter  of  loans  has  been  very  important,  not  only  to  them- 
selves, but  to  real  estate  in  general.  I  hardly  think  it  becomes 
us  to  tell  the  insurance  companies  how  to  run  their  business,  but 
we  think  they  could  safely  follow  the  examples  of  savings  banks, 
as  to  the  great  profit  and  safety  In  good  first  mortgages  In  New 
York  City  real  estate.  If  some  law,  similar  to  the  savings  bank 
law,  was  enacted  regarding  the  investment  of  their  moneys,  it 
would  in  our  opinion  be  not  only  a  good  thing  for  real  estate, 
but  would  strengthen  the  security  and  standing  of  all  life  in- 
surance companies. 

"We  note  recently  one  of  the  prominent  insurance  companies 
state  that  during  the  past  six  months  investments  in  bonds  have 
been  very  attractive;  we  hardly  think  this  a  true  situation,  as 
this  class  of  investment  is  taken,  because  the  controlling  interest 
in  the  different  companies  is  the  same  controlling  Interest  in 
the  securities  invested  in,  and  quite  naturally  they  choose  to 
use  their  funds  in  this  channel,  rather  than  invest  them  in  first 
mortgages;  but  one  must  not  be  governed  by  such  a  short  period 
as  six  months,  even  though  investments  in  bonds  have  been  at- 
tractive, as  during  the  six  months  following  they  may  deterio- 
rate in  value,  while  good  mortgages  keep  the  same  safe  security 
at  all  times,  and  certainly  income  mortgages  outclass  all  other 
securities.  Of  course,  one  cannot  condemn  insurance  companies, 
because  they  do  not  take  every  loan  that  comes  before  them, 
as  there  are  unsafe  loans,  and  perhaps  the  character  of  the 
loan  is  not  good;  but  if  they  would  take  in  all  applications  and 
act  on  them,  and  give  encouragement  to  good  borrowers,  it 
would  stimulate  a  good  healthy  condition  in  the  better  class  of 
real  estate  in  New  York  City.  When  the  insurance  companies 
say  they  will  loan  on  first  mortgages  on  New  York  City  property, 
4  to  5%  interest,  at  least  607(,  of  their  entire  resources  are  re- 
ceiving applications  for  such  loans  direct,  and  act  on  them,  In- 
dependent of  any  proposition  or  propositions,  disregarding  any 
outside  influence  whatever,  and  act  on  each'appUcatlon  directly 
on  its  merits  and  according  to  value,  and  make  no  excessive 
charges,  such  as  they  have  been  In  the  habit  of  making,  then 
real  estate  Interests  In  New  York  will  show  a  very  great  im- 
provement. 

"The  expense  attached  to  obtaining  a  loan  under  the  present 
method  Is  a  very  serious  matter,  and  will  continue  to  be  so, 
until  some  plan  Is  devised  to  relieve  It.  When  an  insurance 
company  buys  $100,000  worth  of  bonds  they  pay  for  the  privi- 
lege of  Investing  their  money,  $125;  why  should  they  not 
be  willing  to  pay  some  proportion  of  the  expenses  for  the  same 
privilege  to  Invest  in  first  mortgages? 

"A  good  deal  can  be  said  along  these  lines,  as  regards  savings 
banks — all  the  trouble  Is  not  with  the  life  insurance  companies, 
making  the  cost  of  securing  a  loan  attractive  and  reasonable — 
and  you  WILL  get  good  loans;  the  important  factor  In  making 
loans  depends  on  whether  builders  are  not  going  ahead  too  fast, 
and  the  supply  greatly  exceeding  the  demand,  and  the  com- 
pany who  Is  asked  to  make  a  loan  should  have  a  right  to  express 
their  opinion  on  this  particular  point.  Perhaps  the  owner  or 
builder  Is  asking  too  much,  according  to  the  value.  There  is 
always  apt  to  be  considerable  difference  between  the  borrower 
and  lender  on  this  question,  but  they  should  both  try  to  be  fair 
with  each  other. 

"As  to  the  stock  and  bond  Investments  by  life  insurance  com- 
panies, little  need  be  said,  except  that  they  see  each  day  ex- 
actly what  their  Investments  are  worth,  and  their  changes  from 
day  to  day;  sometimes,  however,  the  changes  are  very  serious. 
Mortgage  Investments  do  not  attempt  to  compete  with  such 
class  of  Investments,  but  assures  one  of  a  permanent  and  safe 
income.  The  losses  from  real  estate  mortgages  show  the  smallest 
percentage  of  any  form  of  Investment  In  the  country  today. 

"Take  some  of  the  important  insurance  companies'  own  state- 
ments;  they  admit   their  mortgage   lavestments  have   brought 


them  up  to  their  great  importance  in  the  financial  world,  and 
built  up  their  great  gigantic  assets;  four  of  our  principal  com- 
panies have  only  invested  ?2G0,0OO,000  out  of  $1,325,000,000  in 
what  everj-body  concedes  to  be  the  "king  of  all  security,  first 
mortgages."  So  far  as  real  estate  is  concerned,  this  is  not  right. 
As  regards  the  occasional  statements  from  these  powerful  in- 
stitutions of  a  tight  monej-  market,  it  always  has  and  always 
will  occur,  but  it  is  only  at  its  most,  temporary,  and  cannot  be 
regarded  as  a  legitimate  excuse  for  the  refusal  to  loan  on  good 
first  mortgages  on  New  York  City  property." 

VIEWS    OF    DAVID    L.    CLARKSON. 

David  L.  Clarkson,  of  Ogden  &  Clarkson,  GO  Liberty  st,  said: 

"That  there  has  been  an  insufficiency  of  money  to  loan  on 
bond  and  mortgage  this  autumn,  and  that  it  has  consequently 
diminished  the  activity  of  the  real  estate  market  is  undeniable. 
The  great  demand  for  money  in  the  stock  market  and  in  general 
mercantile  business,  and  the  fact  that  higher  rates  have  been 
paid  than  owners  of  real  property  can  give,  is  largely  the  cause 
of  the  scarcity.  Money  ^yill  always  go  to  w-hoever  will  pay  the 
most  for  it,  providing  the  security  is  good.  Those  who  are  in 
charge  of  large  financial  institutions,  insurance  companies,  etc., 
should,  however,  consider  that  real  estate  loans  are  made  for 
longer  terms  and  that  the  average  interest  will  therefore  be 
higher  for  a  number  of  years,  than  If  the  loans  were  made  in 
collateral  in  Wall  st.  The  present  is  a  very  favorable  moment  to 
put  out  money  for  several  years  at  good  rates  of  interest  on 
bond  and  mortgage.  After  the  beginning  of  the  year  it  is  prob- 
able that  much  larger  amounts  will  be  offered  to  loan  on  real 
estate  and  rates  fall  from  their  present  high  level." 

PERMANENT  MORTGAGE  MONEY  EASIER,   SAYS 
MR.    DAVIES. 

Mr.  J.  Clarence  Davles,  of  140th  st  and  3d  av,  Bronx,  said, 
regarding  the  money  market,  that  while  there  continues  to  be 
a  stringency,  permanent  mortgage  money  is  getting  easier.  He 
said  he  was  able  to  place  nearly  all  "absolutely  good"  improved 
property  loans  on  a  OOTi  valuation  basis,  as  appraised  by  the 
lenders'  appraisers  at  the  rate  of  5%  and  5%%  interest,  espe- 
cially on  small  amounts. 

As  to  the  insurance  companies,  Mr.  Davies  called  attention 
to  a  poll  taken  at  a  meeting  of  real  estate  brokers  where  it  was 
ascertained  that  twenty-one  out  of  twenty-three  held  policies 
in  either  the  Equitable,  Mutual  or  New  York  Life  Insurance 
companies.  Besides,  the  average  policy-holder  owns  his  house 
or  some  sort  of  property,  and  was  not  benefited  by  loans  on 
stocks  and  bonds  in  Wall  St. 

Mr.  Davles  added  that  the  Bronx  had  held  up  well.  He  had 
negotiated  three  large  sales  within  a  few  weeks.  Renting  was 
fair,  although  the  demand  for  business  properties  far  exceeds 
the  supply. 

MAJOR  GULICK  HAS  SEEN  NO  TROUBLE. 

Major  Ernestus  Gulick,  of  the  Garden  City  Estates  and  other 
interests,    remarked: 

"My  experience  with  the  present  money  market  has  been 
that  all  the  title  companies  and  other  loaners  of  money  on  bond 
and  mortgage  were  for  a  time  over-conservative  on  account 
of  various  uncertainties,  such  as  the  likelihood  of  the  election 
of  Hearst,  and  the  so-called  over-investment  In  certain  classes 
of  real  estate.  Conservatism,  however,  extended  mostly  to  build- 
ings such  as  tenement  and  apartment  houses  which  were  notably 
over-produced.  I  have  seen  no  trouble  whatsoever  in  financing 
any  solid  investment. 

"This  conservatism  has  also  been  due  to  the  fact  that  large 
numbers  of  would-be  speculators  with  small  backing  have  un- 
dertaken the  purchase  of  large  tracts  of  land  on  Long  Island 
without  counting  on  the  payment  of  mortgages  when  they  be- 
came due.  This  has  loaded  the  market  with  applications  for 
loans  which  are  not,  and  never  have  been,  negotiable.  I  believe 
this  will  all  be  cured  so  far  as  Long  Island  is  concerned  within 
the  next  two  years,  as  even  at  the  highest  prices  the  figures  are 
very  much  lower  than  similar  property  adjacent  to  any  large 
city  in  the  world  is  being  sold  for,  with  equal  advantages." 

THE  MARKET  WILL   ADJUST  ITSELF   NATURALLY. 

Mr.  Emanuel  Tanenbaum,  of  the  firm  of  E.  Tanenbaum  &  Co., 
said: 

"The  present  stringency  in  the  mortgage  money  market  has 
apparently  been  created  mainly  by  the  high  rate  of  call  money, 
due  largely  to  the  unprecedented  demand  from  California  in  the 
Immense  operations  consequent  on  the  recovery  from  earthquake 
conditions,  and  the  $50,000,000  in  cash  which  has  been  with- 
drawn from  the  New  York  banks  by  the  trust  companies  to 
meet  the  recent  legislation  In  respect  to  their  reserve. 

"It  is  somewhat  hard  to  obtain  money  from  the  savings  banks; 
but  we  have  little  difliculty  with  life  insurance  companies  or 
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with  estates.  We  have  effected  numerous  good  loans  during  the 
past  year,  and  find  that  intelligent  investors  look  on  mortgages 
as  furnishing  the  best  possible  class  of  securities.  The  outlook, 
as  we  see  it,  is  excellent  for  a  speedy  return  to  normal  condi- 
tions. 

"Our  experience  indicates  that  the  insurance  companies  are 
coming  more  and  more  to  realize  the  value  of  mortgages  on  real 
estate,  and  that  the  future  will  see  a  much  larger  proportion  of 
their  funds  so  invested  than  in  the  past.  The  market  will  adjust 
itself  in  the  natural  course  of  events;  but  there  seems  to  be 
no  special  remedy  for  a  temporary  tightness,  other  than  a  careful 
and  conservative  management  of  the  real  estate  business,  which 
will  inspire  a  fuller  confidence  in  this  class  of  investments." 
NEW  LAWS  NEEDED. 

Mr.  Sheldon  B.  Shaw,  Secretary-Treasurer  of  Richard  V.  Har- 
nett &  Co.,  remarked: 

"It  seems  to  be  dlfHcult  to  place  medium-size  loans  with  the 
insurance  companies  unless  the  borrower  is  willing  to  pay  a 
larger  rate  of  interest  than  formerly,  and  it  is  my  belief  that 
this  is  due  to  the  shortage  of  ready  cash,  which  the  large  insur- 
ance companies  usually  have  on  hand.  Much  of  the  money  which 
could  be  loaned  by  them  on  bond  and  mortgage  is  evidently 
seeing  a  more  profitable  channel  of  investment,  and  as  call 
money  is  worth  today  about  20%,  it  is  natural  to  reason  that 
a  large  portion  of  their  funds  is  being  loaned  upon  other  se- 
curities." 

Continuing,  Mr.  Shaw  said:  "I  believe  that  radical  changes 
will  be  made  in  the  laws  governing  the  investment  of  insurance 
funds,  and  the  sooner  their  powers  are  limited  in  this  direction 
the  better  It  will  be  for  the  real  estate  broker  and  operator." 

A  CASE  IN  POINT. 

Mr.  Thos.  S.  Walker,  of  Hall  J.  How  &  Co.,  171  Broadway, 
Manhattan,  in  commenting  on  the  mortgage  loan  situation,  said: 

"I  find  that  builders  and  others  are  still  experiencing  great 
difficulty  in  securing  loans,  and  while  there  is  no  doubt  that  the 
tight  money  market  is  largely  responsible  for  this  state  of 
affairs,  I  believe  that  the  situation  has  been  made  still  worse 
by  the  attitude  of  the  insurance  and  other  lending  companies, 
in  adhering  to  an  ultra  conservative  policy  with  respect  to 
valuations.  I  can  cite  an  instance  in  which  a  splendid  corner 
on  Washington  Heights  was  actually  sold  for  $10.5,000,  and  the 
buyer,  being  unable  to  secure  a  larger  first  mortgage  than 
$58,000,  was  compelled  to  give  back  a  second  to  complete  the 
transaction.  This  is  hurting  the  market  extremely,  and  I  at- 
tribute the  falling  off  in  lot  sales  and  projected  buildings  directly 
to  this  practice." 

Mr.  W.  S.  Baker,  of  H.  L.  Baker  &  Bro.,  operators,  when 
asked  for  his  opinion  in  regard  to  the  stringency  in  the  mortgage 
market,  said:  "The  situation  just  at  present  is  far  from  satis- 
factory, and  we  do  not  look  for  any  change  for  the  better  until 
the  rate  of  interest  on  call  money  drops.  We  believe  that  many 
insurance  and  financial  institutions  are  now  lending  money  in 
large  amounts  on  Wall  st  securities,  and  since  the  rate  of  Inter- 
est offered  by  borrowers  exceeds  in  most  instances  the  legal  rate, 
it  is  not  difficult  to  undei'stand  why  the  lending  companies 
prefer  this  class  of  security  to  real  estate  mortgages.  The 
insurance  companies  have  the  power  to  assist  operators  and 
builders  and  they  should  do  so  without  delay." 

Mr.  William  Prager,  of  Lowenfield  &  Prager,  said;  "The  mort- 
gage market  Is  beginning  to  show  signs  of  improvement,  but 
we  believe  that  conditions  would  be  greatly  benefited  all  around 
if  the  large  life  insurance  companies  were  to  adopt  a  more  gen- 
eral and  liberal  policy  of  loaning  money  on  real  estate  mortgage." 

Bryan  L.  Kennelly  said  he  believed  that  life  insurance  com- 
panies have  been  discriminating,  and  he  coincided  with  a  pre- 
vailing opinion  that  too  much  of  their  money  is  finding  its  way 
to  other  and  more  profitable  investments,  which  he  said  had  a 
depressing  infiuence  on  the  real  estate  market. 

Mr.  Louis  Kempner,  President  of  the  Beelrman  Realty  Co.: 
"I  do  not  believe  that  the  insurance  companies  were  in  the 
least  to  blame  for  their  conservatisin  In  making  loans  in  sec- 
tions like  Washington  Heights  during  the  recent  boom.  The 
reasons  for  this  are  obvious.  In  the  first  place,  there  was  every 
probability  of  an  over-production  of  buildings  during  the  period 
mentioned,  and  secondly,  the  cost  of  material  was  so  high  as 
to  make  a  building  operation  very  expensive;  then,  too,  there 
remained  the  uncertainty  of  a  quick  sale  of  the  finished  prod- 
uct, all  of  which  justified  the  stand  taken  by  many  of  the  com- 
panies. 

"But  now  that  these  conditions  are  dissipated  and  a  more 
stable  security  is  offered,  there  can  be  no  further  objections  on 
these  grounds.  What  is  required  now  is  a  more  liberal  support 
from  moneyed  institutions  to  insure  a  continuance  of  such  trading 
as  has  characterized  the  market  during  the  past  four  weeks." 

Critically  of  the  affirmations  of  gentlemen  recorded  in  last 
week's  issue,  a  prominent  real  estate  dealer  said: 

"The  interests  of  real  estate  do  suffer  from  the  withdrawal  of 
mortgage  loans  already  made,  and  the  difficulty  of  obtaining 
renewals  and  new  loans.  The  building  enterprises,  so  profitable 
to  the  city,  are  certainly  checked.  If  it  were  not  for  the  solid- 
ity of  the  real  estate  trade  we  should  be  realizing  a  terrible 
panic    to-day.     The    insurance    companies    and    savings    banks 


accept  applications  for  large  loans,  yes,  but  less  and  less  for 
small  loans,  although  the  savings  banks  are  depleted  by  with- 
drawals of  depositors  who  have  hopes  In  real  estate,  and  so 
do  the  work  of  a  mild  revenge.  Insurance  companies,  trust 
companies  and  savings  banks  may  find  channels  of  investment 
where  the  bother  and  care  are  temporarily  less,  the  profits 
equRl,  or  a  trifle  better;  yet,  in  the  long  run,  they  must  revert 
to  real  estate  as  a  class  of  investments  on  the  whole  the  most 
reliable,   hence  the  most  profitable  in  the  end." 


Rates  of  Interest  High. 


LENDERS'  CONTENDING  THAT  LOANS  ARE  ASKED  ON 
INFLATED  VALUATIONS,  PEASE  &  ELLIMAN  HOLD 
THAT  BORROWERS  ARE  REASONABLE. 

To  the  Editor  of  The  Record  and  Guide: 

The  mortgage  market,  as  we  find  It,  is  in  a  very  peculiar  con- 
dition, and  it  is  hard  to  attribute  the  cause  to  any  one  specific 
thing.  It  was  generally  believed  that  the  passing  of  the  recent 
Mortgage  Tax  Bill  would  improve  the  money  market,  and  it  has 
slightly  reduced  the  rates  of  interest,  but  the  increase  of  avail- 
able funds  for  which  we  were  looking  has  not  come  as  yet. 

The  rate  of  interest  asked  is  very  high,  considering  the  per- 
centage of  value  that  is  offered.  The  prevailing  loan  made  to- 
day being  about  65  per  cent,  of  a  conservative  valuation  at  5 
per  cent.  On  a  60  per  cent,  basis  of  the  same  valuation,  a  4% 
per  cent,  loan  can  sometimes  be  secured,  but  only  on  property 
located  in  the  best  parts  of  the  city,  where  values  are  well  es- 
tablished and  increasing  rapidly,  and  even  under  these  condi- 
tions, the  majority  of  lenders  on  this  high-class  property  are 
holding  out  for  5  per  cent. 

While  in  the  past  the  Title  companies  were  in  a  position  to  con- 
sider propositions  in  nearly  every  section  of  the  city,  to-day  they 
seem  to  find  as  much  difficulty  as  the  brokers  In  disposing  of 
their  loans,  and  for  that  reason  will  not  consider  a  loan  of  any 
lai-ge  amount  without  knowing  where  they  can  readily  dispose 
of  it.  This  fact  causes  delay  and  greatly  hinders  the  transaction 
of  ordinary  business. 

The  large  Insurance  companies.  It  is  generaly  understood, 
have  unlimited  funds  for  mortgage  investment,  yet  when  ap- 
proached with  propositions  of  merit,  their  attitude  is  extremely 
conservative,  and  the  rate  of  interest,  generally  speaking.  Is  5 
per  cent.,  and  in  some  cases  even  higher. 

Many  of  the  savings  banks  and  trust  companies  are  not  In 
the  market  at  all,  while  others  are  offering  their  funds  at  such 
conservative  figures  that  it  is  almost  Impossible  for  a  borrower 
to  accept  their  proposition,  and  notwithstanding  the  small  per- 
centage offered,  their  rate  is  almost  universally  5  per  cent. 

The  estates  which  are  recognized  as  being  liberal  lenders  on 
this  class  of  security  seem  to  have  taken  their  cue  from  the  In- 
stitutions, and  are  not  inclined  to  make  liberal  loans  as  In  the 
past. 

The  borrower  in  the  market  to-day  very  quickly  finds  these 
facts  to  be  the  case,  and  in  addition  to  their  inability  to  secure 
a  reasonable  loan  upon  their  property,  they  find  the  charges  for 
such  loans  are  very  high,  and,  in  the  majority  of  cases,  such 
charges  are  not  the  fault  of  the  broker.  The  mortgage  tax 
which  is  invariably  paid  by  the  borrower  is  necessarily  added 
to  the  cost  of  raising  the  loan,  making  such  expense  appear 
out  of  all  proportion  to  the  benefit  received. 

The  stand  taken  to-day  by  the  majority  of  lenders  Is,  that  the 
borrower  Is  endeavoring  to  procure  a  loan  on  an  inflated  valua- 
tion of  his  property,  and  in  some  instances  we  admit  that  this 
is  a  fact.  Some  of  the  builders  have  paid  more  than  the  land 
Is  actually  worth,  and  in  addition  to  this  have  Improved  the 
property  when  building  material  and  labor  were  at  extremely 
high  prices;  but  the  average  borrower  to-day,  regardless  of  his 
ideas  some  months  ago,  is  ready  and  willing  to  take  a  reason- 
able loan  on  a  fair  valuation,  and  the  majority  of  brokers  in  the 
city  have  numerous  applications  before  them,  and  yet  are  un- 
able to  secure  a  reasonable  proposition. 

Borrowers  in  the  newly  developed  parts  of  the  city  find  it  even 
more  difficult  than  those  whose  property  is  located  In  the  more 
central  sections.  In  the  extreme  upper  East  Side,  upper  Har- 
lem and  Washington  Heights,  builders  are  experiencing  con- 
siderable difficulty  in  securing  their  loans,  and  it  Is  almost  Im- 
possible to  get  more  than  a  50  per  cent,  loan  in  these  sections. 

What  the  outcome  of  these  conditions  will  be.  If  they  do  not 
materially  improve  in  the  near  future  is  hard  to  say,  but  If  such 
conditions  exist  through  the  winter,  it  is  generally  conceded  that 
real  estate  operations  of  all  classes  will  suffer  very  materially 
and   unjustly. 

Real  estate  values  in  the  city  are  increasing,  due  to  a  healthy 
and  steady  growth,  and  it  is  very  discouraging  to  those  Inter- 
ested in  building  up  and  improving  the  city  to  be  hampered 
by  an  over  conservative  and  tight  money  market. 

We  wish  to  join  with  others  in  hoping  that  there  will  be  a 
considerable  increase  of  available  funds  for  mortgage  loans,  and 
believe  that  if  lenders  will  come  forward  at  this  time  they  will 
be  able  to  benefit  by  the  high  rates  at  present  obtainable  which 
we  feel  sure  must  be  reduced  before  long,  as  there  Is  no  such 
security  In  the  world  as  a  good  New  York  City  mortgage. 

PEASE  &   ELLIMAN. 
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Knickerbocker     Fa  b  1  e  s 

No.   1. 

Father    Knickerbocker    and    Socrates    View    the 

Obstructions    in   City    Streets. 


(Seated   in   Washington   Square.) 

F.  K. — Well,  Socrates,  have  j-ou  seen  much  of  my  great  city? 

Soc. — No,  Father  Knickerbocker,  not  as  yet.  But  the  gov- 
ernment of  your  city — it  must  be  wonderful! 

F.  K. — Yes,  you  are  right, — it  is  indeed  wonderful. 

Soc. — What  is  its  government? 

F.   K. — I  really  don't  know  what  you   mean. 

Soc. — Is  the  government  of  your  cltj'  two-sided,  or  no? 

F.  K. — -Perhaps,  but  how  can  it  be  two-sided? 

Soc. — -There  is  the  theory,  in  a  constitution  stating  its  laws, 
.  and  the  ofBcers,  servants  of  the  laws.     Or  is  this  not  so? 

F.  K. — Certainly,  Socrates,  you  are  right. 

Soc. — Then  there  is  the  actual  service,  the  execution  of  laws 
by  the  servants. 

F.  K. — Yes,  that,  too,  is  so. 

Soc. — Well,  then,  tell  me,  Father  Knickerbocker,  what  is  the 
character  of  the  constitution  of  your  city?  Is  it  despotic,  or 
oligarchic  or  democratic? 

F.  K. — Oh,  it  is  democratic.  It  is  essentially  of  the  people,  by 
the  people,  for  the  people. 

Soc. — Humph!     A  republic   within  a  republic,   as  it   were? 

F.   K. — -Yes,   Socrates,   quite  so. 

Soc. — Then  all  the  citizens  are  interested  and  active?  They 
possess   civic   virtue   and   exercise   it? 

F.  K. — Indeed,  yes,  all  the  people  possess  virtue,  I  believe, 
but  its  exercise  they  call  by  a  popular  name. 

Soc. — What  is  the  name? 

F.   K. — Business — you   know   what    that   means? 

Soc. — Perhaps  so;  while  a  citizen  of  Athens,  I  knew  it  as 
politks. 

F.  K. — Oh!  You  speak  of  politics.  Yes,  certainly,  all  the 
people  have  that  civic  virtue,  but  its  exercise  is  pretty  gener- 
ally delegated  to  the  ofBcers  who  execute  the  laws  of  our  con- 
stitution. 

Soc. — I  should  like  to  know  much  about  the  constitution — its 
laws  and  officers. 

F.  K. — You  shall,  so  please  you.  Come  with  me  to  my  house 
near  by.  You  will  find  all  you  wish  to  know  in  a  book,  "The 
Greater  New  York  Charter."  I  shall  be  proud  to  entertain  you. 
I  knew  you  at  once  by  your  face,  Socrates,  but  you  are  not 
clad  in  tunic  and  cloak,  and  barefooted,  as  I  expected  to  see  you. 

Soc. — No,  I  desired  to  honor  the  fashions  of  this  reputed  center 
of  modern  civilization  and  activity,  so,  in  Paris  and  London, 
I  acted  under  advice  and  provided  myself  with  an  outfit,  as 
you   see. 

F.  K. — And  you  are  well  groomed,  Socrates,  none  better  of  all 
my  grandchildren. 

Soc. — And  you.  Father  Knickerbocker,  are  exactly  like  your 
photos.  But,  if  it  is  not  displeasing  to  you,  tell  me  why  your 
dress  is  so  different  from  others? 

F.  K. — I  house  and  dress  myself  in  the  fashion  of  my  boy- 
hood. Habit,  as  well  as  personal  taste  and  sentiment,  control 
me.  Yet,  in  spirit  I  am  young,  modern,  in  sympathy  with  my 
grandchildren,   and   this   greatest   of   modern   cities. 

Soc. — A  great  city  it  surely  must  be!  Its  fame  is  abroad 
through  all  the  world.  I  am  told  there  is  no  sea,  nor  land, 
whereon  your  grandchildren  fail  to  carry  tidings  of  its  won- 
ders. You,  too,  perhaps,  have  compared  it  with  all  the  great 
modern  cities  of  the   world. 

P.  K. — Just  so,  Socrates.  Until  six  years  ago  I  had  never 
been  oft  this  irland  of  Manhattan,  and  now  never  farther  than 
the  limits  of  Greater  New  York.  It  is  so  great!  So  beautiful! 
So  satisfying!  I  never  care  to  go  further.  But  here  we  are 
at  my  door. 

(They  enter  the  house  and,  after  an  interval  of  two  hours, 
emerge  and  stand  under  the  arch.) 

Soc. — By  Themis,  Father  Knickerbocker,  I  am  amazed  at  the 
number  of  your  laws  and  ofHcers!  Yours  must  be  a  thor- 
oughly  governed   city. 

F.  K. — None  better  in  all  the  world,  Socrates,  I  do  believe. 
Soc. — A   well-governed   city   requires   also   good   character   in 
her  laws.     Do  you  not  think  so? 

F-  K. — Yes,  certainly.     I  believe  it  is  so. 

Soc. — Then,  if  the  character  of  the  laws  be  good,  those  laws 
must  be  efHciently  and  faithfully  executed,  to  the  end  that  the 
city  be  well  governed? 

P-  K. — Truly,  Socrates,  a  city  cannot  be  well  governed  un- 
less its  laws  are  executed  as  you  say. 

Soc— Very  well,  then,  shall  we  begin  an  investigation  with 
a  choice  from  your  city's  laws,  and  with  seeing  how  well  those 
chosen  are  executed? 

P.  K.— A  very  good  way,  indeed;  and  what  laws  do  you 
choose? 

Soc— Some  of  those  relating  to  the  control  and  care  of 
streets,  e.  g..  Sections  391,  545,  1456,  etc.,  in  the  Greater  New 
York   Charter. 


F.  K. — Good,  Socrates,  at  once  let  us  follow  from  here  our 
finest  street — Fifth  avenue.  Is  this  not  a  beautiful  park?  and 
this  arch,  and  that  avenue  stretching  away  as  far  as  the  eye 
can  reach — did  you  ever  see  anything  so  fine? 

Soc. — Perhaps  not.  I  once  saw  the  Place  de  la  Concord,  the 
Champs  Elysee,  and  the  Arc  de  Triomph,  in  Paris. 

F.  K. — I  have  heard  that  they  are  fine.  But  see  how  smooth 
the  pavement  is!  Asphalted,  you  perceive.  How  broad  the 
sidew Gott  in  Himmel  !  ! 

Soc. — Why,  bless  me.  Father  Knickerbocker,  did  you  hurt 
yourself?  You  took  that  hurdle  rather  awkwardly,  but  luckily 
landed   in   the   sand   heap.     Can   I   brush  you? 

F.  K. — No,  no! — ugh,  ugh! — 'hem,  'hem! — I'll  be  all  right  in  a 
minute.  Careless,  very  careless,  to  have  such  obstructions  in  the 
street!     I  was  looking  up  at  that  building.     Let  us  walk  on. 

Soc. — Just  a  moment,  I  beg. 

F.   K. — Why,   Socrates,  what  are  you  doing  with  that  kodak? 

Soc. — Making  a  picture-note  of  this  corner;  numbered  Eighth 
street,  I  sec. 


1— OBSTRUCTIONS    AT    FIFTH    AV    AXD    EIGHTH    ST. 

F.  K. — Tut,  tut!  I  can  remember  it  without  notes.  By  the 
by,  Socrates,  let  me  change  the  plan,  and  lead  you  out  to 
Broadway,  our  great  business  street. 

Soc. — As  you  will.  Father  Knickerbocker,  lead  and  I  follow. 
"What  avenue  is  this? 

F.  K. — Not  an  avenue  at  all;   a  place.  University  place. 

Soc. — A  place  for  holes  and  rubbish? 

F.  K. — Really,  I  don't  understand.  This  is  bad,  very  bad. 
It   shouldn't  be  so. 

Soc. — I'll    make    a    note,    and    we'll    find    out    later.      Let    us 


2— SCENERY     IN     UNIVERSITY     PLACE. 

walk  up  this  place.  These  holes  seem  really  to  be  trenches, 
wide  and  deep,  with  the  dirt  heaped  high.  There  is  little  of  the 
street  left.  Bear  with  me.  Father  Knickerbocker,  while  I  make 
a  note  here  at  Tenth  street,  and  further  on,  at  Eleventh. 

F-  K. — There,  there!  This  is  all  very  strange,  and  unusual, 
surely.  But,  now,  let  us  go  out  to  Broadway — the  finest  busi- 
ness street  you  ever  saw! 

Soc. — Just  one  moment,  please  you,  while  I  ask  a  question 
of  this  workman. 

Good  fellow,  this  opening  and  blocking  of  the  street — there 
is  a  good  reason  for  it? 

Workman.— Shure,  sir.  I  be  knowing  very  little  about  it, 
indade.     But  I  belave  the  city  manes  to  shoot  litters  thru  it. 

F.  K. — Ah,  yes!  I  have  long  heard,  that  pneumatic  tubes 
were  being  laid,  for  rapid  transit  of  mail  matter.  Now,  do  let 
us   see   Broadway. 
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3— AXOTHER     CORNER     IN     UNIVERSITY     PLACE. 

Soc. — But,  by  Hermes!  this  is  a  case  of  more  "slioot,"  or 
what   is   it? 

F-  K. — Really,  I  don't  know,  Socrates,  but,  surely,  now  you 
will  see  how  fme  a  street  it  is.  The  "backbone  of  Manhattan," 
It   is   sometimes   called. 

Soc. — Ah!  a  little  uneven,  I  see.  Another  note  at  this  corner 
of  Twelfth  street,  and  a  question  or  two.  Father  Knickerbocker, 
with   your  kind   permission. 


4— NORTHEAST   CORNER   ELEVENTH   ST.   AND   UNIVERSITY   PL. 

boss.     Tell  me,  if  you  please, 


to  be  a 
made? 


Here,   sir!      You  seem 
why  these  openings  are 

Boss. — Electricity. 

Soc. — Electricity? 

Boss. — Telegraph   and   telephone   wires. 

Soc. — By  Zeus,  but  there  is  a  net  work  of  pipes  in  that  hole. 
Surely  these  are  not  all  for  electricity? 

Boss. — Water,  gas,  steam — a  little  of  everything. 

Soc. — And  all  need  repairing  occasionally? 

Boss. — Yes. 

Soc. — Then  the  hole  is  kept  open  all  the  time? 


■phi;     ' 
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Boss. — No,   closed   every   time. 

Soc. — And  opened  again  every  time? 

Boss. — Every  time,  here  or  further  along.  Open  somewhere, 
pretty  much  of  the  time. 

F.   K. — Socrates,   Socrates,  let  us  go  back  to  Fiftfi  avenue. 

Soc. — Be  it  as  you  will.  A  snap  shot  as  we  go.  I  see  again 
why  Broadway  is  the  backbone;  the  middle  of  this  Twelfth 
street  is  much  like  a  rib. 

F.  K. — We  really  ought  to  have  driven,  Socrates;  then  we 
would  have  avoided  these  disagreeable  sights.  But  now  we  are 
coming  back  to  Fifth  avenue,  all  will  be  well. 

Soc. — One  moment,  please.  Another  note  here,  on  the  corner 
of  Twelfth  street  and  Fifth  avenue. 

Laborer. — What   are   you   doing,    dude? 

F.   K. — Shame,  man!    This  is  Socrates. 

Lab. — No  shame,  father,  begging  your  pardon.  But,  Soc, 
what  are  you   doing? 


G— "A  LITTLE  UNEVEN." 

Soc. — Making  a  note,  fellow. 

Lab. — A   note! — note   of  what? 

Soc. — Why,  of  this  opening,  to  be  sure,  as  I  have  of  other 
openings. 

Lab. — Well,  I  guess  you  must  have  your  sheet  pretty  full,  if 
you  have  made  notes  of  them  all. 

Soc. — I  smile,  good  fellow.  But  those  stone-block  ridges  along 
the  street,   east  and  west  from   Fifth  avenue? 

Lab. — Salt   water  pipes  for  fires,   sure. 

Soc. — Why,  when  were  they  laid? 


ques- 


5— BROADWAY    AND    ELEVENTH    ST. 


I— A    TWELFTH    ST.    S.NAPSHOT. 

l.,ab. — Two   months   ago,   perhaps 

Soc. — Will  the  streets  be  left   in  this   way? 

Lab. — .Suppose  not. 

Soc. — When  will  they  be  repaired? 

Lab. — Who   knows? 

Soc. — Well,   thank  you,   nevertheless,  and  I  must   ask 
tion  of  this  man,  who  looks  like  a  boss. 

Kindly  tell  me,  sir,  why  this  opening? 

Boss — Conduits  are  being  put  in  for  telegraph  and  telephone 
wires. 

Soc. — Were   there   none   in   before? 

Boss. — Oh,  yes!  but  we  are  putting  in  another  company's, 
two  feet  below  the  other  company's. 

Soc. — Ah,   by  Zeus,  indeed! 

F.  K. — I  beseech  you,  Socrates,  let  us  walk  on.  You  are  so 
in  earnest  investigating  the  streets,  you  do  not,see  the  greatness 
and  beauty  of  this  fine  avenue. 
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Soc— Really,  Father  Knickerbocker,  I  have  those  street  laws 
so  in  mind,  I  cannot  fail  to  keep  my  eyes  on  the  ground.  An- 
other time  I  will  look  up.  One  more  note  here  on  the  corner  of 
Twentieth  street. 

F.  K. — There  now!  that  will  be  the  last,  for  we  are  almost  at 
Madison   Square. 

Soc. — A  fine  fellow  that  in  uniform! 

Heigh!  my  fine  fellow,  tell  me  what  you  do  here.  You  seem 
to  be  an  officer. 

Porter. — I  am  a  carriage  porter,  sir,  and  in  the  service  of  this 
great  firm,  sir. 

Soc. — Have  you  been  on  duty  here  a  long  time? 

Porter — Several  years,  sir. 


8— "LUMPY." 

Soc. — Then,  tell  me,  about  that  wide  strip  of  mud  that  runs 
through  the  asphalt  pavement,  all  the  way  down  Fifth  avenue 
to  Fourteenth  street. 

Porter — Salt  water  pipes,  sir. 

Soc. — And  how  long  has  this  condition  existed? 

Porter — Condition? — Oh!  they  opened  the  ditch  before  Labor 
Day,  sir,  but  it  has  been  filled  up  in  this  way  six  weeks  or 
more. 

Soc— And  they  will  asphalt  it  again  before  winter? 

Porter — I  don't  know,  sir,  perhaps  so,  if  my  boss  comes  out 
and  puts  something  in  the  hand  of  the  contractor. 

Soc. — Why!   what  do  you  mean? 

Porter — Graft,  sir,  don't  you  know?  You  see,  when  they  dug 
the  ditch,  they  piled  up  the  dirt  on  this  side,  and  carriages  with 
lady  shoppers  couldn't  get  near  our  curb.  Then  boss,  or  some- 
body, came  out  and  put  something  in  their  hands,  and  the  dirt 
was  taken  right  away,  so  the  carriages  could  come  up  to  the 


9— FIFTH  AV.  AND  TWENTIETH  ST. 
curb.  Why,  in  winter,  I've  known  the  foreman  of  the  snow- 
shoveling  gang  to  have  the  snow  piled  right  up  here  in  front. 
Then  boss,  or  somebody,  came  out  and  put  something  in  the 
foreman's  hand,  and  the  pile  of  snow  was  changed  to  the  other 
side.  Then  something  happened  on  the  other  side,  and  the  snow 
was  carted,  and  dumped  in  the  river. 

Soc. — Humph!   thank  you. 

F.  K. — Ahem!  ahem! 

Soc. — I  wonder  if  I  could  interview  your  boss? 

Porter. — I  think  so,  sir,  walk  In. 

Soc. — Shall  we  go  in.  Father  Knickerbocker? 

P.  K. — I  will  follow,  Socrates. 

(They   enter   the   store.) 

Soc. — Boy,  can  we  see  the  proprietor? 

Boy. — Your  cards,  gentlemen,  and  I  will  see. 


(Boy  takes  cards  and  disappears;  and  after  a  few  moment's 
absence  returns.) 

Boy. — Mr.   S. is  full  of  business  this  afternoon,  but  says 

he  will  see  you  for  five  minutes. 

Soc. — Full  of  "business!"  ah!  Father  Knickerbocker,  here  we 
will  find  civic  virtue,  active. 

Boy. — Right  in  there,  gentlemen,  you  will  find  Mr.  S. . 

Mr.  S. — teood  day,  Mr.  Socrates,  and  you  Father  Knicker- 
bocker. Please  be  seated,  gentlemen.  And  now  your  business, 
Mr.   Socrates. 

Soc. — My  business?     Yours,  if  you  will,  Mr.  S. .     I  came 

in  to  ask  you,  why  you,  as  a  citizen  of  Manhattan,  allowed  this 
finest  possible  avenue,  which  passes  in  front  of  your  store,  to 
be,  and  continue,  in  the  condition  it  is. 

Mr.  S. — Why  I  allowed  it,  Mr.  Socrates?  Bless  me!  (turning 
very  red  in  the  face)  1  can't  help  It.  None  of  us  on  the  ave- 
nue can   help  it.     All  together  can't  help  it.     D n  it,  sir, — I 

beg  your  pardon — you  will  excuse  this  show  of  feeling.  The 
state  of  things  on  the  avenue,  and  on  all  the  side  streets,  from 
Madison  Square  to  Washington  Square,  is  shameful,  sir!  Why, 
the  ditches  and  the  holes,  the  piled  up  dirt  and  rubbish,  the 
pavement  broken,  and  worn  in  ruts  and  dangerous  holes,  in 
every  block  almost  the  temporary  (?)  repairs,  so  bad  that  they 
excite  ridicule,  and  curses,  the — well,  you  can  see  for  yourself. 
But  this  condition  of  things  is  more  than  exasperating  to  the 
feelings.  It  hurts  real  estate  values,  lowers  rentals,  turns 
away  trade,  and  hurts  business  generally,  and 

Soc. — Business?  Ah!  is  not  that  what  Father  Knickerbocker 
said  was  the  popular  name  for  the  exercise  of  civic  virtue? 

Mr.  S. — I  don't  know,  Mr.  Socrates,  I'm  sure.  I  do  know  that 
business  is  business. 

Soc. — But  you,  who  delegate  such  exercise  of  civic  virtue,  make 
it  a  part  of  your  business  to  control,  and  compel.  Its  proper 
execution  on  the  part  of  those  to  whom  you  delegate  It.  Is  that 
not  so? 


10— "TURNS  AWAY  TRADE." 

Sir.  S. — Father  Knickerbocker,  Mr.  Socrates  is  a  stranger  In 
the  city,  is  he  not? 

F.  K. — Yes,  Mr.  S  — — ,  he  is  a  stranger  to  Greater  New  York, 
and  has  come  a  long  way,  drawn  by  the  repute  of  our  great  city. 

Mr.  S. — He  is  likely  to  be  wiser  in  some  things,  after  he  has 
learned  a  little  more  about  it.  Father  Knickerbocker. 

F.  K. — I  hope  so.  That  is,  also,  Socrates  is  a  very  wise  man, 
but  certainly  he  will  learn  a  great  deal  in  this  wonderful  city 
of  ours. 

Soc. — Surely,  Mr.  S ,  you  do  make  the  care  of  your  ave- 
nues and  streets  a  part  of  your  business;  is  it  not  so? 

Mr.   S. — Indeed,   I  do. 

Soc. — And  you  are  willing  to  rebuke  your  delegates,  who  are 
the  servants  of  your  laws,  and  compel  them  to  efficiently  and 
faithfully  execute  those  laws? 

Mr.  S. — Indeed,  I'm  not. 

Soc. — Perhaps  not  alone,  I  understand.  But  your  fellow  busi- 
ness men  would  join  with  you? 

Mr.   S. — Indeed,  they  wouldn't. 

Soc. — There  must  be  good  reason,  if  it  pleases 

(The   telephone   rings.) 

Mr.  S. — Hello!  who  is  it? — Yes,  just  a  minute.  Gentlemen,  I 
must  bid  you  good  day.  I  am  asked  for  a  business  talk  over 
the  telephone. 

(Father  Knickerbocker  and   Socrates   go  out.) 

Soc. — A  fortunate  thing.  Father  Knickerbocker,  that  the  tele- 
phone was  not  invented,  and  used  in  Athens  in  my  time.  Don't 
you  think  it  would  have  interfered  in  my  business? 

F.  K. — Ah!  but  here  we  are  at  Madison  Square. 

Soc. — Yes,  and  it  is  growing  late.  The  sun  Is  going  down  and 
all  the  ways  are  dark.     Shall  we  part  to  meet  another  day? 

F.  K. — Where  are  you  staying,  Socrates? 

Soc. — At  the  Knickerbocker  Hotel,  in  compliment  to  you. 

F.  K. — Thank  you,  good  night. 

Soc. — Good  night. 
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SECTION  391  OP  THE  GREATER  NEW  YORK  CHARTER. 
No  removal  of  the  pavement  or  disturbance  of  the  surface  of 
any  street  for  the  purpose  of  constructing  vaults  or  lateral  ways, 
digging  cellars,  laying  foundations  of  buildings  or  other  struc- 
tures, making  sewer  connections,  or  repairing  sewers  or  pipes, 
of  laying  down  gas  and  water  pipes,  steam  pipes  and  electric 
wires,  or  introducing  the  same  into  buildings,  or  for  any  pur- 
pose whatever,  shall  be  made  until  a  permit  is  first  had  from 
the  president  of  the  borough  where  the  work  is  to  be  done;  and 
whenever  any  portion  of  the  pavement  in  any  street  or  avenue 
in  said  city  shall  have  been  removed  for  any  of  these  purposes, 
and  such  pavements  shall  not  be  relaid  in  a  manner  satisfactory 
to  the  president  of  said  borough,  the  said  president  may  cause 
a  notice,  in  writing,  to  be  served  on  the  person  or  corporation 
by  whom  the  same  was  removed;  or  if  such  removal  was  for  the 
purpose  of  making  connections  between  any  house  or  lot,  or 
any  sewer  or  pipes  in  the  street,  or  for  constructing  vaults,  or 
otherwise  improving  any  house  or  lot,  upon  the  owner  or  occu- 
pants of  such  house  or  lot,  requiring  such  person  or  corporation, 
or  the  owner  or  occupant  of  such  house  or  lot,  to  have  such 
pavements  properly  relaid  within  five  days  after  service  of 
such  notice,  etc.,  etc. 


How  to  Sei-ve  Interests  of  Policyholders. 

Mr.  Charles  E.  Schuyler,  of  Charles  E.  Schuyler  &  Co.,  100 
Broadway,  referring  to  the  attitude  of  insurance  companies 
toward  real  estate  mortgages,  remarked  that  he  had  had  occa- 
sion to  call  upon  several  life  insurance  companies  recently  in 
regard  to  loaning  money  on  bond  and  mortgage,  even  at  the 
highest  rates,  and  he  believed  the  position  they  take  in  regard 
to  real  estate  loans  in  New  York  was  very  detrimental  to  such 
interests.     Mr.  Schuyler  added: 

"While  every  company  has  a  right  to  invest  its  money  to  the 
best  advantage,  in  accordance  with  its  own  judgment  and  get 
more  than  the  legitimate  6  per  cent,  interest,  it  seems  to  me 
that  the  interests  of  the  Policyholders  would  be  much  better 
served  if  a  greater  proportion  of  the  assets  of  insurance  com- 
panies were  loaned  on  bond  and  mortgage,  because  the  real  es- 
tate interests  are  the  largest  of  any  single  interest  in  the  city 
of  New  York,  and  money  loaned  to  advance  conservative  build- 
ing operations  and  investments  helps  all  around  to  the  prosper- 


ity of  all  the  allied  building  trades,  and  the  largest  portion  goes 
into  the  pockets  of  the  workingmen,  and  does  greater  good  all 
around  than  the  investments  in  Wall  st,  which  support  all  kinds 
of  unhealthy  speculations,  and  where  money  rates  are  put  up 
and  down  at  will  and  caprice  of  the  great  banking  houses  and 
does  not  benefit  in  any  way,  the  general  business  of  the  city 
at  large. 

"An  interview,  which  was  quoted  in  the  newspapers  recently, 
in  which  Mr.  Peabody,  President  of  the  Mutual  Life  Insurance 
Company  makes  the  statement  that  the  sum  of  $10,000,000  had 
been  put  out  on  bond  and  mortgage  during  the  year  1906,  and 
quotes  it  as  something  remarkable,  was  to  my  mind,  about  the 
position  the  insurance  companies  have  taken  in  regard  to  real 
estate  loans  and  is  a  great  detriment  to  the  business,  and  in- 
stead of  $10,000,000,  the  Mutual  Life  Insurance  Company  could 
have  loaned  $50,000,000  of  its  enormous  assets  on  real  estate, 
and  in  doing  so,  would  benefit  the  general  business  of  the  whole 
city  infinitely  more  than  its  investments  in  Wall  St.  Even  if  the 
insurance  companies  should  charge  6  per  cent.,  and  make  loans 
on  two-thirds  of  the  value  of  the  property,  it  seems  to  me  that 
it  would  be  of  benefit  to  real  estate  interests  to  pay  this  rate, 
provided  there  was  a  certainty  that  the  insurance  companies 
would  take  all  of  the  good  loans  offered  on  two-thirds  valua- 
tion at  this  rate,  and  that  money  could  be  had  when  needed 
for  good  conservative  loans,  and  this  they  could  do  safely." 


Validity  of   City   Tenement  House   Act. 

A  decision  was  handed  down  on  the  12th  inst.  Ijy  the  United 
States  Supreme  Court  in  a  case  under  the  New  York  Tenement 
House  Act  of  1901,  which  bore  the  title  of  "Katie  Moeschen  vs. 
the  Tenement  House  Department."  The  decision  is  favorable 
to  the  city  and  upholds  the  Tenement  House  act.  The  case  was 
the  result  of  an  effort  on  the  part  of  the  city  authorities  to  force 
Katie  Moeschen  to  dispense  with  a  sink  connected  with  332  E. 
.39th  st,  which  property  she  owned.  In  her  resistance  she  argued 
that  the  building  was  perfectly  sanitary,  and  attacked  the  valid- 
ity of  the  law  because  of  its  specific  application  to  the  City  of 
New  York  and  not  to  a  class  of  cities;  further  contending  that 
its  enforcement  would  i-esult  in  the  acquirement  of  property 
without  proper  recourse  to  law.  The  constitutionality  of  the 
law  was  sustained. 


DINNER  TO  THE  PUBLISHER  OF 
A  dinner  at  which  Clinton  W.  Sweet,  Esq.,  was  the  guest  of 
honor,  was  given  at  the  Cafe  Martin  on  the  evening  of  November 
7th,  190G,  and  was  attended  by  about  fifty  of  the  leading  men 
In  the  following  allied  Interests:  "The  Record  and  Guide,"  "The 
Arcl)ltectural  Record,"  "Sweet's  Index,"  the  Record  and  Guide 
Information  Bureau,  the  F,  Wi  Podge  Company,  and  the  Arm  of 


THE  "RECORD  AND  GUIDE." 
Sweet,  Orr  &  Co.  Mr.  Montgomery  Schuyler  and  Professor  Wm. 
H.  Hallock,  of  Columbia  University,  were  special  guests. 
Speeches  abounding  In  reminlsoence  and  congratulations  testified 
alike  to  the  scope  and  importance  of  Mr.  Sweet's  Interests  and 
to  the  esteem  In  which  hv  Is  l^gld  by  p,!!  wfto  are  associated  with 
hJm  In  his  several  entepprlseg, 
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More  High-Class   Apartments  for   Washington   Heights. 

BROADWAY. — The  Hudson  Realty  Co.,  135  Broadway,  will 
erect  on  Broadway  the  whole  block  front  between  158th  and 
159th  sts,  on  a  plot  200x100  ft.,  two  high-class  elevator  apart- 
ment houses,  to  cost  in  the  neighborhood  of  $350,000.  There  will 
be  six  apartments  on  a  floor  of  five,  six  and  seven  rooms.  The 
exterior  will  be  in  terra  cotta  and  limestone,  with  a  granite 
base,  slag  roof,  etc.  The  interior  will  contain  steam  heat,  elec- 
tric lights,  marble,  tile,  mosaic,  hardwood  finish,  and  every  up- 
to-date  equipment.  The  location  is  but  one  block  north  of  the 
subway  station.  Messrs.  Schwartz  &  Gross,  and  B.  N.  Marcus,  as- 
sociated, 35  "West  21st  st,  are  now  preparing  the  plans.  Bids 
on  all  contracts  will  be  received  by  the  architects,  and  awards 
will  be  made  through  them.  Excavating  is  to  be  started  at 
once. 


Advancing  Market  in  Klectrical   Apparatus  and   Supplies. 

Prices  In  the  electrical  trade  continue  to  show  a  distinct  up- 
ward tendency  in  sympathy  with  the  well  maintained- advance 
which  has  taken  place  in  the  prices  of  all  raw  materials.  Orders 
for  future  delivery  can  only  be  placed  in  many  Instances  at  a 
considerable  advance  over  present  market  quotations.  The  Gen- 
eral Electric  Company,  in  common  with  many  other  large  man- 
ufacturing concerns,  is  announcing  a  general  advance  in  prices 
of  electrical  apparatus  and  supplies.  This  will  not  unlikely 
be  followed  by  further  advances  if  present  market  conditions 
continue. 


Plans  for  Another  Downtown  Skyscraper. 

MAIDEN  LANE. — The  German-American  Insurance  Co.,  No. 
35  Nassau  st,  has  purchased  the  plot  containing  about  900  square 
feet  at  the  junction  of  Maiden  Lane  and  Liberty  st,  and  will 
erect  on  the  entire  block  bounded  by  Liberty  st.  Maiden  Lane 
and  "William  st,  excepting  the  "Wolfe  building,  facing  "William  st, 
a  16-sty  office  building,  for  the  occupancy  of  the  company.  At 
the  office  of  the  insurance  company,  on  Friday,  the  Record  and 
Guide  was  informed  that  no  plans  have  yet  been  drawn  or  archi- 
tect selected.    Details  will  be  given  in  later  issues. 


Contract  for  Jones  Speedometer  Garage 

BROAD"WAT.— The  general  contract  for  the  erection  of  the 
new  automobile  garage  and  salesroom  for  the  Jones  Speedo- 
meter Co.,  127  "West  42d  st,  has  just  been  awarded  to  the  "W.  L. 
Crow  Company,  287  4th  av.  It  will  occupy  a  plot  26x80  ft.  at 
the  northeast  corner  of  Broadway  and  7Gth  st,  and  cost  in  the 
neighborhood  of  $40,000,  4-stys  brick,  stone  and  steel,  fireproof. 
Oscar  Lowinson,  18-20  East  42d  st,  is  architect.  (See  issue  Sept. 
15,  1906.) 


Elevator  Apartment  House  for  Kiverside  Drive. 

RIVERSIDE  DRIVE.— Louis  C.  Maurer,  22  East  21st  st,  is 
preparing  plans  for  another  12-sty  elevator  apartment  house  to 
occupy  a  plot  50x99.11  ft.,  at  the  southeast  corner  of  Riverside 
Drive  and  138th  St.  There  will  be  apartments  for  31  families, 
with  3  families  on  a  floor.  Light  brick,  terra  cotta,  limestone  ex- 
terior, steam  heat,  electric  light  and  elevators;  marble,  tile, 
mosaic  and  hardwood  finish,  etc.  The  estimated  cost  is  placed  at 
about  $300,000.  Samuel  Trood,  of  616  "West  137th  st,  is  the 
owner.      No    building   contracts    have    been    made. 


Business  Structure  for  Lotos  Club  Site. 

5TH  AV.— On  the  site  of  the  old  Lotos  Club  holdings,  556- 
558  5th  av,  a  plot  50x100  ft.  recently  purchased  by  Jacob  Neadle, 
of  59  "William  st,  will  be  erected  a  10-sty  store  and  office  build- 
ing. This  is  the  only  50-ft.  plot  on  5th  av  above  34th  st,  and 
this  side  of  Central  Park,  available  for  business  purposes.  Plans 
are  now  being  prepared  by  Oscar  Lowinson,  18  East  42d  st. 
No  figures  have  yet  been  taken,  or  contracts  let. 


217  "West  125th  st,  are  preparing  plans.  They  are  also  making 
plans  for  the  same  builders  for  a  similar  building  for  39  fam- 
ilies, to  be  erected  on  the  southeast  corner  of  Broadway  and 
143d  st,  to  cost  $175,000. 


Hew  Faint  Factory  for  Greenpoint. 

GREENE  ST. — The  Banzai  Manufacturing  Co.,  24  East  23a 
st,  Manhattan,  paint  manufacturers,  will  erect  a  new  fireproof 
reinforced  concrete  factory  building,  at  122  Greene  st,  Green- 
point,  Brooklyn.  Plans  are  now  being  prepared  by  the  company's 
own  forces  and  building  operations  will  not  be  started  until 
next  spring.  No  contracts  have  yet  been  awarded.  Mr.  Eichler, 
24  East  23d  st.  Is  manager. 


Apartments,  Flats  and  Tenements. 

BROADWAY.— Francis  A.  Clark,  129th  st,  near  7th  av,  will 
build  on  the  southeast  corner  of  Broadway  and  135th  sf,  a  6-sty 
high-class  elevator  apartment  house  covering  a  plot  150x100  ft. 

BROADWAY.— S.  M.  Silverman  &  Son,  1448  Madison  av,  will 
build  on  the  northeast  corner  of  Broadway  and  142d  st,  a  6-sty 
35-family  fiat,  99.11x87  ft.„  to  cost  $175,000.     Neville  &  Bagge, 


Dwellings. 

VYSE  AV. — Estimates  are  invited  from  contractors  for  the  erec- 
tion of  a  2-sty  frame  dwelling,  21x52  ft.,  for  Katie  Ribeth,  1021 
East  165th  'st,  to  be  built  on  the  west  side  of  Vyse  av,  68.9  ft 
north  of  Freeman  st,  Bronx.  B.  Ebeling.  West  Farms  Road,  is 
architect. 

73D  ST. — Geo.  B.  Post  &  Sons,  33  East  17th  st,  have  plans 
ready  for  figures  for  the  new  residence,  25x82.8  ft.,  which  former 
Assistant  District-Attorney  A.  C.  Train,  28  West  47th  st,  will 
build  at  113  East  73d  st,  at  a  cost  of  $42,000.  Plans  specify 
0-stys,  brick,  stone  and  Indiana  limestone,  flat  roof,  bluestone 
coping,  metal  lath  ceilings,  hot  water,  heat,  etc.  No  contracts 
have  been  awarded. 

Messrs.  Schwartz  &  Gross  and  B.  N.  Marcus,  associated,  35 
West  21st  st,  Manhattan,  have  just  been  commissioned  to  pre- 
pare plans  for  a  fine  colonial  residence,  52x62  ft.,  to  be  erected 
at  Whitney  av  and  Conner  st.  New  Haven,  Conn.,  for  Martin 
Simons,  of  Bruce  av,  Yonkers,  N.  Y.  The  cost  is  placed  at 
$35,000.  Figures  will  be  received  from  the  architects'  New 
York  office,  and  also  at  New  Haven.  No  building  contracts  have 
yet  been  issued. 


Churches. 

STUYVESANT  AV,  BROOKLYN.— Woodruff  Leeming,  20 
Broad  st,  Manhattan,  is  ready  for  figures  on  the  general  con- 
tract for  an  addition  to  the  Grace  Presbyterian  Church,  Stuy- 
vesant  and  Jefferson  avs,  Brooklyn,  to  cost  about  $50,000. 

BUSHWICK  AV.,  BROOKLYN.— Rufus  H.  Brown,  1357  Rog- 
ers av,  Brooklyn,  has  received  the  general  contract  from  plans 
by  Messrs.  Dodge  &  Morrison,  82  Wall  st,  to  build  for  the  Grace 
English  Evangelical  Lutheran  Church,  a  new  church  edifice  at 
Bushwick  av  and  Wierfield  st,  Brooklyn,  to  cost  about  $30,000. 
Kev.   C.    V.    Tnterman   is  paslor. 


Mercantile 

42D  ST.— John  W.  Ingle,  109  West  42d  st,  is  archftect  for 
changing  over  the  4-sty  dwelling,  259  West  42d  st,  into  an 
oflSce  building,  referred  to  in  issue  of  Nov.  10,  1906. 

BROAD  ST.— Kirby,  Petit  &  Green,  35  West  31st  st,  are  now 
taking  figures  on  the  fireproof,  4-sty  and  basement  office  build- 
ing, for  the  American  Bank  Note  Co.,  78  Trinity  pi,  to  be  erected 
at  70-72  Broad  st. 

63D  ST. — Figures  are  now  being  received  by  Edwin  Rossbach, 
1047  Broadway,  for  the  10-sty  office  and  store  building  which 
Butler  Davenport,  66  West  38th  st,  will  build  on  the  south 
side  of  03d  st,  148.4  ft.  east  of  Broadway,  to  cost  $100,000.  (See 
issue  Sept.  22,  1006.) 


Alterations. 

47TH  ST.— M.  Zipkes,  147  4th  av,  is  planning  for  $5,000  worth 
of  alterations  to  256  West  47tli  st,  for  Henry  H.  Korn,  Fulton 
and  Primrose  avs,  Mt.  Vernon,  N.  Y. 

79TH  ST.— Samuel  Sass,  23  Park  Row,  Is  architect  for  ex- 
tensive alterations  to  178  East  79th  st,  for  Joseph  I.  Green, 
1131   Lexington   av.     No   contracts   let. 

GREENWICH  ST.— Fred  S.  Schleslnger,  1623  Madison  av,  is 
making  plans  for  alterations  to  189  Greenwich  st,  for  the  estate 
of  John  Hutter,  331  West  50th  st.     No  contracts  let. 

MARKET  SLIP. — Chas.  A.  Blum  and  Benj.  Fishman,  480 
Grand  st,  will  make  extensive  alterations  to  94  Market  Slip,  to 
cost  about  $6,(X)0.     O.  Reissmann,  30  1st  st,  is  making  plans. 

AMSTERDAM  AV.— S.  B.  Eisendrath,  41  West  24th  st,  is  pre- 
paring plans  for  alterations  to  the  northeast  corner  of  Amster- 
dam av  and  1.59th  st,  for  the  Hudson  Realty  Co.,  135  Broadway. 

BROADWAY.— Webster  &  Videte,  160  5th  av,  are  preparing 
plans  for  $12,000  worth  of  improvements  to  the  southeast  corner 
of  Broadway  and  46th  st,  for  Mrs.  J.  P.  Outcalt,  114  West  71st 
St.  J.  Simpson  &  Co.,  220  Park  Row,  are  the  lessees.  No  con- 
tracts let. 


Miscellaneous. 

W.  B.  Young,  of  Nyack,  N.  Y.,  is  contemplating  the  erection  of 
a  $150,000  hotel  at  Hackensack,  N.  J. 

Palmer  &  Hornbostel,  63  William  st,  Manhattan,  have  plans 
ready  for  a  $35,000  building  for  the  directors  of  the  Carnegrfe 
Technical  Schools,  Pittsburgh,  Pa. 

The  Williams  Manufacturing  Co.,  Trenton,  N.  J.,  want  figures 
for  a  3-sty  fireproof  manufacturing  building,  45x73  ft.,  which 
they  will  build  at  Trenton.  W.  W.  Slack.  40  East  State  st. 
Trenton,  is  architect. 
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Messrs.  Clinton  &  Russell,  32  Nassau  st,  are  completing  plans 
for  a  power-house  and  sterilizing-  plant,  to  be  erected  on  the 
grounds  of  the  City  Hospital,  Jersey  City,  N.  J.  Reinforced 
concrete  construction,  to  cost  about  $iO,000.  An  ambulance  room 
and  dormitory  for  nurses  is  also  to  be  erected  of  reinforced 
concrete,  to  cost  $2C,000. 


Estimates  Receivable. 

Messrs.  Foster,  Gade  &  Graham,  281  4th  av,  Manhattan,  are 
now  taking  figures  on  an  8-sty  fireproof  hotol  building  to  be 
erected  at  Arverne,  Long  Island. 

GREENWICH  .ST. — Robins  &  Oakman,  27  East  22d  st,  are 
now  ready  for  figures  on  the  general  contract  for  a  sub-station 
and  entrance  to  the  New  York  &  New  Jersey  Railway  Com- 
pany's terminal  at  Greenwich  and  Christopher  sts.  Bids  close  on 
Nov.   2G. 

SOTH  ST. — Figures  are  now  being  received  on  the  general 
contract  for  the  reinforced  concrete  fireproof,  6-sty  garage, 
48x95  ft.,  which  the  Palace  Garage  Co.,  Times  Building,  will 
erect  at  Nos.  214-21G  West  80th  st.  Clement  B.  Brun,  1  Madi- 
son av,  is  architect. 

5TH  AV. — The  Garfield  Building  Co.,  1,56  5th  av,  is  now  taking 
figures  on  $50,000  worth  of  alterations  and  additions,  new  elec- 
tric elevators,  roof,  plumbing,  fioors,  etc.,  to  the  bank  and  of- 
fice building,  northeast  corner  of  5th  av  and  14th  st,  for  the 
Fourteenth   St  Bank  on  premises. 

Wm.  H.  McElfatrick,  1402  Broadway,  is  about  ready  for  esti- 
mates on  the  general  contract  for  the  brick,  stone,  3-sty  theatre, 
100x125  ft.,  which  the  Jersey  City  Amusement  Co.  will  erect 
at  the  northwest  corner  of  Montgomery  and  Grove  sts,  Jersey 
City.     (See  issue  of  Nov.  10,  lOOO.) 


Contracts  Awarded. 

A.  Pasquini,  1123  Broadway,  has  obtained  the  contract  to 
erect  a  1-sty  sub-station,  30x75  ft.,  for  the  Brooklyn  Rapid 
Transit  Co.,  at  Corona,  Long  Island. 

P.  J.  Carlin  Construction  Co.,  1  Madison  av,  has  obtained  the 
general  contract  to  build  the  1-sty  car  barns,  125x400  ft.,  at 
Maspeth,  L.  I.,  for  the  Brooklyn  Rapid  Transit  Co.,  168  Mon- 
tague st,  Brooklyn.     No  sub-contracts  have  been  let. 

ALLEN  ST. — Goldman  &  Shur,  8  Delancey  st,  have  obtained 
the  contract  for  new  plumbing  fixtures,  chimneys,  light  shaft, 
etc.,  to  the  4-sty  tenement,  190  Allen  st,  for  Joseph  Shupper,  90 
Columbia  st,  from  plans  by  Hedman   &  Schoen,  302  Broadway. 

F.  D.  Hyde,  5-7  East  42d  st,  Manhattan,  has  received  the 
general  contract  to  erect  a  1-sty  brick  and  steel  fireproof  pas- 
senger station,  100x28  ft.  for  the  Delaware,  Lackawanna  and 
Western  Railroad  Co.,  at  Short  Hills,  N.  J.  Lincoln  Bush,  Ho- 
boken,  N.  J.,  is  chief  engineer. 

15TH  ST. — The  Turner  Construction  Co.,  11  Broadway,  has 
received  the  general  contract  to  build  the  5-sty  reinforced  con- 
crete factory,  50x100  ft.,  for  G.  B.  Seely's  Sons,  33G  West  23d 
st,  on  the  north  side  of  15th  st,  425  ft.  east  of  9th  av,  to  cost 
$60,000.      Howard   Chapman,   11   Broadway,   is  architect. 

20TH  ST.— Wright  &  Roe,  40  East  20th  st,  have  obtained  the 
general  contract  for  alterations  and  additions  to  the  residence 
24  West  20th  st,  for  Mr.  A.  Habisreitinger,  1696  Weeks  av, 
Bronx.  The  building  will  be  renovated  into  stores  and  lofts. 
N.  L.  &  H.  G.  Emery,  69  Bible  House,  are  the  architects. 

28TH  ST. — Jacob  Fradus,  39  West  135th  st,  has  received  the 
contract  for  $11,000  worth  of  improvements  to  the  4-sty  dwelling 
and  baths,  16  East  28th  st,  for  Louis  Keller,  Calamat  Club,  5th 
av  and  125th  st,  and  Louis  Seaman,  of  the  Knickerbocker  apart- 
ment house,  from  plans  by  Chas.  M.  Straub,  122  Bowery.  L.  A. 
Nelden,  13  East  29th  st,  is  lessee. 

WEST  END  AV. — The  Hay  Foundry  &  Iron  Works,  114  East 
28th  st,  have  received  the  structural  steel  and  iron  work  on  the 
new  12-sty  elevator  apartment  house,  100x69  ft.,  which  the 
Seventy-sixth  St  Co.,  7  West  42d  .st,  will  erect  on  the  north- 
east  corner  of  West  End  av  and  76th  st,  to  cost  .¥550,000.  Mulll- 
ken  &  Moeller,  7  West  38th  st,  are  the  architects.  (See  issue 
Oct.  13,  1906.) 


BUILDING      NOTES 


E.  R.  Knowles,  63  Park  Row,  is  consulting  engineer  for  the 
firm  of  T.  E.  Hergert,  metal  ornament  maker,  384  2d  av,  who 
is    building    a   plant    on    East   53d    st. 

Assistant  Supt.  of  Buildings  for  the  Borough  of  Brooklyn, 
Samuel  Greenblatt,  has  resigned  his  position,  and  will  be  suc- 
ceeded by  J.  A.  Anderson,  the  building  superintendent's  secre- 
tary. 

A.  K.  Anderson,  formerly  with  the  Turner  Construction  Co., 
11  Broadway,  has  accepted  a  position  with  the  South  American 
Construction  Co.  He  has  been  sent  to  La  Paz,  Bolivia,  as  su- 
perintendent of  railroad  construction. 

Albert  S.  GroU,  painter;  Isador  Konti,  sculptor;  Walter  Cook, 
Cass  Gilbert,  Thomas  Hastings,  and  George  B.  Post,  architects; 
Timothy  Cole  and  C.  F.  W.  Mlelatz,  engravers,  have  been  elected 
associate  members  of  the  American  Academy  of  Design. 


Mr.  Pease,  of  the  firm  of  Pease  and  EUiman,  speaking  at  their 
5th  av  office  regarding  market  conditions,  expressed  the  opinion 
that  the  outlook  was  better  than  it  ever  had  been,  and  he  called 
attention  to  the  four  houses  sold  in  the  5th  av  section  since 
election  day,  amounting  approximately  in  price  to  $100,000  each, 
which  sales  were  probably  contingent  upon  the  trend  of  events 
resulting   in   the  choice   of   a   Governor. 

The  Perfect  Safety  Window  Guard  Co.,  room  607  Platiron 
Bldg.,  Manhattan,  has  received  contracts  to  equip  the  following 
buildings  with  its  safety  guard  devices:  The  United  States 
Realty,  the  Trinity  Annex,  the  Trust  Co.  of  America,  and  the 
Plaza  Hotel.  Other  buildings  recently  equipped  by  this  com- 
pany are  the  Travelers'  Insurance  Co.  Building,  Hartford,  Conn.; 
Clafiln  Building,  Baltimore  Custom  House,  Siegel  Stores,  New 
York  and  Boston;  Sibley,  Lindsay  &  Carr  Building,  Rochester, 
N.  Y. ;  Granite  Building,  Rochester;  Detroit  City  Buildings,  and 
Wells-Fargo  Building,  Portland,  Oregon. 

Edward  Fullerton  Milliken,  vice-president  and  director  of  Mil- 
liken  Brothers,  iron  and  steel  manufacturers  and  contractors, 
11  Broadway,  who  died  on  Saturday,  Nov.  10,  was  recognized  as  a 
leader  in  the  iron  and  steel  trade.  With  his  brother,  Foster 
Milliken,  he  had  continued  his  father's  business  until  January 
last,  when  the  firm  was  incorporated.  He  was  deeply  inter- 
ested in  the  establishment  of  the  firm's  new  plant  now  under 
course  of  erection  on  Staten  Island,  which  will  turn  out  the 
first  structural  steel  ever  made  in  the  boundaries  of  Greater 
New  York. 

A  dinner  was  given  on  Thursday  evening  at  the  Hotel  Knicker- 
bocker to  Mr.  Nicholas  Biddle,  by  the  contractors  who  were 
associated  with  Mr.  Biddle  in  the  erection  of  the  hotel.  Mr. 
Biddle  had  charge  of  the  building  of  the  hotel  in  the  interest  of 
Col.  John  Jacob  Astor,  and  the  dinner  is  a  testimonial  to  him  on 
the  part  of  the  contractors.  Among  those  present  particular  men- 
tion should  be  made  of  Mr.  James  Wall  Finn,  who  had  special 
charge  of  the  interior  decoration  of  the  hotel,  and  who  painted 
the  gay  and  amusing  decoration  representing  a  pleasure  garden 
in  the  Flower  Room. 

A  new  yard  for  the  sale  of  masons'  building  materials  has 
recently  been  opened  at  Park  av,  corner  of  135th  st,  by  the 
Robt.  H.  Mathews  Co.,  incorporated.  Mr.  Mathews,  of  the  com- 
pany, was  for  many  years  with  the  well-known  brick  dealer, 
Wm.  T.  Hookey,  as  outside  salesman,  and  is  favorably  known 
to  many  builders.  Mr.  I.  W.  Young,  the  treasurer  of  the  com- 
pany, was  formerly  associated  with  Murtha  &  McCarty,  foot 
of  Rivington  st.  In  addition  to  the  popular  brands  of  brick, 
cement,  lime  and  lath,  the  company  will  carry  a  full  line  of 
fire  brick,  fire  clay,  fiues,  oven  tiles,  wall  coping,  etc.,  with  ex- 
cellent dock  facilities  and  a  large  equipment.  The  company  is 
prepared  to  deliver  promptly  all  orders  they  may  be  favored 
with,  and  at  current  market  prices.  Their  telephone  is  1048 
Harlem. 


Jacobson  &  Co.'s  JNew  Home. 

Jacobson  &  Co.,  the  firm  of  architectural  plasterers,  have 
moved  into  their  newly  completed  office  and  studio  building  at 
241  East  44th  st,  where  the  trade  can  be  handled  with  less  in- 
convenience. The  high-class  work  accomplished  by  this  com- 
pany is  well  known  throughout  Greater  New  York,  and  now 
that  the  new  house  is  ready,  it  affords  additional  capacity  and 
efficien'cy  to  turn  out  high  grade  work  in  quantity  as  well  as 
quality.  The  new  building  now  occupied  Is  peculiarly  con- 
structed to  accommodate  the  necessities  of  the  trade  in  a  mod- 
ern way.  The  first  floor  Is  occupied  by  the  bookkeeping  and 
general  offices,  with  a  rear  extension  comprising  a  special  de- 
sign studio.  The  second  floor  is  taken  up  with  the  composition 
and  ornamental  furniture  departments.  The  third  floor  is  the 
small  modeling  studios,  while  the  fourth  and  flfth  stories  con- 
stitute the  heavy  architectural  modeling  shop,  in  the  rear  of 
which  the  ceiling  is  cut  away  for  about  30  ft.,  affording  a  fine 
studio,  20  ft.  high,  for  extra  size  work.  The  building  la 
equipped  with  electric  lights  and  elevator,  and  extra  sized  win- 
dow panes,  to  give  ample  light.  The  building  appliances 
throughout  are  the  latest,  giving  every  convenience. 
Jacobson  &  Co.  were  situated  a  number  of  years  at 
51st  st  and  Broadway,  then  at  239  East  41st  st,  when  they 
moved  six  years  ago  to  their  late  headquarters,  at  246  West 
44th  St.  In  the  company  with  Mr.  Jacobson  is  associated  Louis 
Gelb  and  A.  P.  Windolph,  who  are  well  known  to  the  trade. 
The  following  Is  a  list  of  contracts  recently  completed  by  Ja- 
cobson &  Co.:  DeWitt  Clinton  High  School,  59th  st  and  10th  av, 
city,  T.  Cockerlll  &  Son,  builders;  Public  School  No.  62,  Norfolk 
Essex  and  Hester  sts,  city,  T.  Cockerlll  &  Son,  builders;  North 
River  Savings  Bank,  31  West  34th  st,  city,  R.  H.  MacDonald  & 
Co.,  builders,  Chas.  E.  Blrge,  architect;  Lincoln  Trust  Co.,  72d 
st  and  Broadway,  city  (alteration),  John  H.  Duncan,  archi- 
tect; Easton  Trust  Co.,  Easton,  Pa.,  Herts  &  Tallant,  architects; 
New  Lyceum  Theatre,  45th  st,  between  6th  av  and  Broadway, 
city,  T.  H.  Poole  &  Co.,  architects;  Church  of  St.  Thomas  the 
Apostle,  117th  Bt  and  St.  Nicholas  av,  city;  the  "Fairmont"  Ho- 
tel, San  Francisco,  Cal.;  Wm.  Baumgarten  &  Co.,  architects  and 
contractors;  the  "Prasada"  Apartments,  all  imitation  caen  stone 
work  throughout,  65th  st  and  C.  P.  W.,  city  Duryea  &  Pot- 
ter, contractors;  residence  of  Ellhu  Root,  71st  st  and  Park  av. 
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Real  Estate  and  Building  Statistics. 

The  following  are  the  comparative  tables  of  Manhattan,  The 
Bronx  and  Brooklyn  of  the  Conveyances,  Mortgages  and  Pro- 
jected Buildings  for  the  corresponding  weeks  in  1905  and  1906: 

MANHATTAN    AND    THE    BRONX. 

CONVETANCBS. 


Total  No.  tor  Manhattan. 
No.  with  consideration. 

Amount  Involved 

Number  nominal 


X0O6. 

Nov.  9  to  15, 


nc. 

224 

14 

1522.675 
210 


1905. 
Nov.  10  to  le.lno. 
Total  No.  tor  Manhattan  399 

No.  with  consideration..  23 

Amount  involved If 699,775 

Number  nominal 376 


Total  No.  Manhattan,  Jan.  1  to  date 

No.  with  consideration,  Manhattan,  Jan. 

1  to  date 

Total  Amt.  Manhattan,  Jan.  1  to  date 

1908. 
Nov.  9  to  15.  Inc. 


1906. 
18,621 


1,115 
t59,60«,512 


1905. 
19,419 


1,451 

$68,673,955 


Total  No.  for  the  Bronx. 
N(^  with  consideration. 

Afiiount  Involved 

Number  nominal 


237 

9 

$132,250 

228 


1905. 
Nov.  10  to  16,  inc. 
Total  No.  tor  The  Bronx  201 

No.  with  consideration..  15 

Amount  involved $175,519 

Number  nominal l86 


Total  No. ,  The  Bronx,  Jan.  1  to  date 

T»tal  Anjt.,  The  Bronx,  Jan.  1  to  date... 
Totai  No.  Manhattan  and  Tbe 

Rronx.  Jan.  1  to  dat« 

Total  Aiut.  ITlanltattau  andXIie 

Bronx, ' Jan.  1  to  date 


1906. 
10.970 
$7,223,905 

29,591 

866,830,417 


1905. 
11,529 
»11,865,«62 

30,948 

«S0,339,61» 


Assessed  Value,  manbattau. 

1908. 
Nov.  9  to  15,  (no. 
14 


Total  No.,  with  Oonslderatlon 

AfQOimt  Involved 

Assessed  Value  

Total  No..  Nominal 

Assessed  Value 

Total  No.  with  Consid.,  from  Jan.  Ist  to  date 

Amount  Involved "  " 

Assessed  value "  " 

Total  No.  Nominal "  •• 

Assessed  Value ■'  " 

MORTaAGES. 

1906. 
. NOT.  9  to  15,  ino.- 


$522,67S 

$343,500 

210 

$7,036,100 

1,115 

J59.0O6,512 

$41,689,275 

17,506 

$583,304,600 


1905. 

Nov.  10  to  16,  inc 

23 

S699.775 

$514,300 

376 

$10,129,700 

1,451 

$88,873,955 

$48,815,507 

17,969 

$595,078,634 


Manhattan. 

i  otal  number 314 

4lpount  involved $8,098,625 

Number  at  7>< 

Amount  involved 

No.at6« 114 

Amount  involved $1,401,841 

No,  at  &».JJ 

AtBount  involved 

No.   at  5>4f4 4 

AjBlount  involved $235,500 

No.  at  5Vi>< 

Amount  Involved '. 

No.at5« 119 

Amount  Involved $3,604,244 

No.  at4'iK 

Amount  invoivea 

No.  at4,'sH 28 

Amount  involved $1,191,300 

No.  at  4'iK 

Aiiieiuit  Involved 

No.  at  4K 

Amount  involved .  ... 

No.  at3H 

Amount  involved 

No.  witbout  interest. 

Amount  involved $1,664,340 

No.   above  to   Bank,    Trust 

ana  Insurance  Oompanles  64 

Amount  involved $2,825,000 

Total  No.,  Manhattan,  Jan.  1  to  date 

Total  Amt.,  Manhattan,  Jan.  1  to  date 

Total  NO.,  The  firocx.  Jan.  l  to  date 

Total  Ami.,  The  Bronx,  Jajj.  l  to  date.... 
TotaJ  iVo.,  Manhattan  and  Tbe 

Bron X,  Jan.  1  to  date  

Total  Ami.  Iqtanhattan  nudThe 

Bronx,  Jan.  1  to  date       


Bronx. 

217 
$815,657 


1905 

— .  , Nov.  10  to  16,  Inc. 


Manhattan. 

868 

$5,454,888 


Bronx. 
138 
SI, 371, 176 


54 
$231,752 


183 
$1,747,288 


52 
$465,125 


11 
$57,165 


44 
$808,500 


41 
$189,750 


115 
$263,806 


$1,905,050 


23 

$286,760 


2 

$18,000 


7 
$80,100 


1 

$775 


1 

$1,400 


48 


35 

$245,134 


55 
$913,950 


$21 


29 

1,867 


43 
$1,361,100 
1906. 
16,136 
$323,127,812 
8,203 
$57,995,598 


21 

$438,766 

12 

$187,800 

1906. 

18,493 

688,116 

9.169 

$78,611,225 


$44 


■^4,339 
$381,123,408 


27,662 
•526,299,341 


PBOJEOTED   BUILDINGS. 


total  No.  New  Buildings : 

Manhattan 

The  Bronx 


1906. 
Nov.  10  to  16,  Inc. 
13 
47 


1905. 
Nov.  11  to  17,  inc. 
43 
48 


Grand  total. 


TotaJ  Amt.  N'i.v  Buildings  : 

Manhattan 

The  Bronx 


Grand  Total 

Total  Amt.  Alterations : 

Mauuattaii 

The  Bronx 


Grand  total 

Total  No.  of  New  Buildings : 
Manhattan,  Jan.  1  to  date. 
The  Bronx,  Jan  1  to  date. . 


ninbtn-Bronx,  Jan.  1  to  date 

Total  Amt.  New  Buildings  : 

Manhatun,  Jan.  1  to  date 

The  Bronx,  Jan.  1  to  date 

mnbtn-Bronx,  Jan.  1  to  date 

Total  AjuL  Alterations : 

MoJitli-Bronx    Jan.  1  ta  date 


60 

$558,260 
351,125 

$909,375 

$109,400 
19,350 

$128,750 

1,533 

2,005 

3,.338 

$104,688,140 
24,565,655 

«129,253V»95 

•  17,720,774 


91 

$2,194,950 
887,750 

$2,882,700 

$299,145 
11,250 

$310,395 

2,300 
2,031 

4,331 

$111,388,210 
34,095.960 

8143,434,170 

•13,036,032 


BROOKLYN. 

C0NTETAN0E8. 


Total  number 

No.  with  consideration, 

Amount  involved 

Number  nominal 

Total  nniuber  of  Conveyances, 

Jan.  1  to  date 

Total  aniotiut  of  Conveyances, 

Jan.  1  to  date 


1908. 

Nov.  8  to  14,  ino. 

712 

43 

$290,765 

809 

42,679 

823,048,687 


MORTGAGES. 


Total  number 

Amount  involved 

No.  ateji 

Amount  involved 

No.  at  5\'>i .' 

Amount  Involved 

No.  at  5'^i>; ■." 

Aniount  involved 

No.  at  B>4% .".'".■.■. 

Amount  involved 

No.  at  5?i  

Amount  involved 

No.  at  4 V-,- 

4mount  involved  

No.  at  4"j, 

Amount  involved 

No.  at  3KX 

Amount  involved 

No.  at  3Ji 

Amount  Involved 

No.  Without  interest 

Amount  Involved 

Total     number    of    fflortgrages. 

Jan.  1  to  date 

Total    amount    of    mortgagees, 

Jan.l  to  date 


852 
$3,719,478 

350 
$1,024,408 


1905. 

Nov.  G  to  15,  bM. 

756 

71 

$329,715 

685 

37,409 

825,933,736 


611 
$3,182,828 

821 
$1,161,921 


168 
$981,360 


133 
$518,913 


292 

$1,419,006 

4 

$76,000 

1 

$3,000 


40 

$569,614 

8 

$178,000 


37 
$215,719 

34,631 

8142,759,979 


PROJECTED  BUILDINGS. 


No.  of  New  Buildings 

Estimated  cost 

Total    No.    of    New  Buildings, 

Jan.  1  to  date 

Total  Amt.  of  ficw  Buildings, 

Jan.  1  to  date 

Total   amount  of    Alterations. 

Jan.l  to  date 


195 
$1,812,607 

7,643 

857,374,182 

83,003,438 


1 

$2,500 

1 

$350 

112 

$751,030 

33,273 

$177,792,561 

173 
$1,420,025 

7,542 

868,931,434 

84,434,684 


SOUTH  OF  59TH  STKIilJjJT. 

BLEECKER  ST.— Wm.  A.  White  &  Sons  and  D.  Phoenix  In- 
graham  &  Co.  have  sold  for  Frederick  Haldy  312  Bleecker  st,  a 
4-sty  building  on   lot  20x83,   adjoining  the  corner  of  Grove  st, 
Cortlandt  Street  ComerSold. 
CORTLANDT    ST.— Israel    Lebowitz    and    Samuel    Roseff   sold 
the  6-sty  store  and  loft  building  at  the  northeast  corner  of  Cort- 
landt and  Washington  streets,   61.3x66.11x66.4x67.1. 
Gramercy    Park   Dwelling   Taken. 
GRAMERCT  PARK.— Jacob  L.  Lissner  &  Sons  sold  31  Gram- 
ercy Park,  a  5-sty  brownstone  dwelling  on  lot  30x100. 
Corner   in   Grand   Street   Changes    Hands. 
GRAND  ST.— H.  D.  Baker  &  Bro.  and  Edward  Isenstadt  sold 
for  Julius  Miller  the  new  6-sty  tenement,  40x90,  at  tire  northeast 
corner  of  Grand  and  Attorney  sts. 

JEFFERSON  ST.— Wolf  Nadler  bought  from  Martin  Engel  the 
6-sty  tenement  house  at  the  southeast  corner  of  Jelferson  and 
Henry  sts,  75x22.10. 

LEWIS  ST.— Haber,  Dworkowitz  &  Haber  bought  from  Max 
Keve,  102  Lewis  st,  a  3-sty  front  and  rear  building,  21x100. 

MONROE    ST. — The    Louis    Meyer     Realty    Company     sold     to 
Haber,  Dworkowitz  &  Haber,  85  Mooroe  st,  a  6-sty  loft  bidg 
20x100. 

Insurance  Company  Buys  on  Maiden  Liane. 
MAIDEN  LANE. — Samuel  WilliamB  sold  for  the  Northern 
Insurance  Company  of  New  York  the  easterly  end  of  the  tri- 
angular block  at  the  junction  of  Maiden  Lane  and  Liberty  st, 
about  990  sq.  ft.  to  the  German-American  Insurance  Company. 
Mr.  Williams  was  associated  with  the  Cruikshank  company  in 
the  sale  of  the  adjoining  property  last  spring  to  the  German- 
American  company,  which  now  owns  the  block,  excepting  the 
Wolfe  Building,  facing  in  William  st.  The  purchaser  will  raze 
the  old  buildings  and  erect  a  16-sty  office  building,  to  be  ready 
in  May,  1908. 

MACDOUGAL  ST.— Pasquale  Rati  &  Son  sold  the  6-sty  tene- 
ment, 40  and  42  Macdougal  st,  on  lot  40x75. 

Dwellings  Sell  on  St.  Marks  Place. 
ST.  MARKS  PL. — Sam'l  Grossman  sold  98  St.  Marks  pi,  a  5- 
sty  tenement,  on  lot  26.x97.6,  to  a  Mr.  Kivovitz. 

ST.  MARKS  PL.— M.  Kahn  &  Co.  have  resold  to  Frank  Gantz, 
75  St.  Mark's  pi,  a  5-sty  tenement,  on  lot  25x93.10. 
Activity  in  Wall  Street  Property. 
WALL  ST. — William  A.  White  &  Sons  sold  for  Seth  Sprague 
Terry  and  Charles  Nadal,  72  Wall  st,  adjoining  the  Seamen's 
Savings  Bank  at  Wall  and  Pearl  sts,  a  4-sty  building,  28x43. 
The  property  was  sold  last  April  to  the  present  sellers,  through 
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the  same,  brokers,  by  the  New  York  Fire  Insurance  Co.  The 
buyer  in  the  present  deal  is  an  investor.  This  makes  the  third 
sale  in  Wall  st  within  ten  days.  The  first  was  that  of  the  south- 
west corner  of  Wall  and  Pearl,  which  was  held  at  about  $900,000, 
and  the  second  transaction  was  the  purchase  by  Henry  Corn  of 
64  and  GG,  the  latter  parcel  being  acquired  by  this  well  known 
operator  as  part  payment  in  a  recent  5th  av  sale. 
The  Lower  West  Street  Boom. 

WEST  ST. — The  Germania  Life  Insurance  Co.  has  sold  the 
Liberty  building,  a  5-sty  structure,  47.Gx55.4,  at  the  northeast 
corner  of  West  and  Cedar  sts.     Warren  L.  Sawyer  is  the  buyer. 

WEST  ST. — Robert  R.  Rainey  sold  for  the  Edward  Elsworth 
estate,  124  and  125  West  st,  northeast  corner  of  Dey  st,  old  3-sty 
buildings,  40.\67xirregular.  The  property  is  within  700  feet  of 
the  tunnel  entrance. 

WARREN  ST. — The  Ruland  &  Whiting  Company  and  J.  N. 
Kalley  &  Son  sold  for  Robert  B.  Woodward,  53  Warren  st,  a  5- 
sty  building,  25x75,  near  West  Broadway. 

WOOSTER  ST. — Abram  Bachrach  bought  from  Jeremiah  W. 
Dimick,  .S3  Wooster  st,  a  4-sty  business  building,  20x50. 

2D  ST. — M.  M.  Henning  sold  for  Charles  A.  Weber  to  Oscar 
Sohimer  the  plot,  100x155,  on  the  south  side  of  2d  st,  309  ft.  east 
of  Av   D. 

5TH  ST. — Simon  &  Atlas  sold  for  Julius  Schattman  to  Adolph 
Schneibel,  719  and  721  East  5th  st,  2  5-sty  flats,   each  25x104. 

8TH  ST. — H.  Pishbein  and  N.  Kraus  sold  for  a  Mr.  Kranich 
to  a  Mr.  Goldberg  the  6-sty  tenement,  397,  399  and  401  East  8th 
st,  67.1x93.3. 

lOTH  ST. — Samuel  Goldsticker  sold  for  the  estate  of  William 
Man  to  William  P.  O'Connor,  19  West  10th  st,  a  4-sty  dwelling, 
25x94.10. 

lOTH  ST. — H.  Kleinschmidt  purchased  from  I.  Rosenkrantz, 
337  East  10th  st,  6%-sty  building,  25x94.  N.  Weisberg  was  the 
broker. 

llTH  ST. — Huberth  &  Gabel  have  sold  for  Mathilda  O.  Mes- 
ser  to  Benjamin  Menschel  the  5-sty  tenement  328  East  11th  st, 
25x92. 

13TH  ST. — George  Brettell  &  Son  sold  for  Peter  L.  Bernhardt, 
512  East  13th  st,  a  5-sty  tenement,  25x103. 

17TH  ST. — Joseph  Levy  &  Son,  as  brokers,  sold  410  and  412 
West  17th  st,  two  5-sty,  4-family  tenements,  to  William  D. 
Dubois. 

20TH  ST. — Charles  Berlin  &  Co.,  in  conjunctiofi  with  John 
Peters  &  Co.,  sold  for  Mrs.  Clara  Esman  the  7-sty  apartment 
house  322,  324  and  326  East  20th  st,  4Gx92,  to  Hyman  Cohn. 

20TH  ST. — Jennie  B.  Casper  has  sold  9  West  29th  st,  a  4-sty 
and  basement  stone  front  dwelling  on  plot  28.6x92. 

20TH  ST. — Edgar  T.  Kingsley  sold  for  F.  MacDonald  Sinclair 
207  West  20th  st,  3-sty  front  and  rear  tenements  and  shop, 
25x81.5. 

20TH  ST. — Mi-s.  Clara  Esman  sold  through  John  Peters  &  Co. 
and  Charles  Berlin  &  Co.  to  Hyman  Cohn,  329  to  333  East  20th 
st,  a  €-sty  flat,  46x92.  - 

24TH  ST. — Dessauer  &  Co.  sold  for  Catherine  Vetter  238  East 
24th  st,   a  5-sty  tenement,   25.x9S.9. 

25TH  ST.— H.  M.  Weil  sold  for  Adolph  Altman,  244  West  25th 
st,  4-sty  tenement. 

Dwellings  Sold  on  26th  Street. 

26TH  ST. — Henry  M.  Weill  sold  for  Reckling  &  Vallander  137 
and  139  West  2Gth  st,  two  5-sty  dwellings,  each  on  lots  12.6x98.9. 
Significant  Buying  on  33d  Street. 

32D  ST. — Folsom  Bros,  and  Pocher  &  Co.  sold  for  George 
G.  Guion  the  4-sty  dwelling  140  West  32d  st,  20x49. 

32D  ST. — J.  Romaine  Brown  has  sold  144  West  32d  st,  a 
3-sty  building,  20x44x  irregular. 

32D  ST. — F.  Dornberger  sold  for  a  client  and  resold  for  the 
latter  to  John  Volz,  Nos.  302  and  304  East  Thirty-second  st,  4-sty 
front  and  rear  buildings,  28x98.9. 

32D  ST.— Pocher  &  Co.  sold  138  West  32d  st,  3-sty  brick  build- 
ing, 20x50. 

32D  ST.— 154  and  156  West  32d  st,  4-sty  buildings,  37.10x72, 
have  been  sold  to  Andrew  P.  Gilsey,  through  A.  M.  Johnson 
&  Co. 

36TH  ST.— S.  Osgood  Pell  &  Co.  sold  for  Edward  J.  Peck  to  a 
client  10  West  36th  st,  a  4-sty  dwelling,  16.10x98.9. 

37TH  ST. — Douglas  Robinson,  Charles  S.  Brown  &  Co.,  sold 
for  Anson  W.  Hard  to  Mrs.  S.  T.  Peters  119  East  37th  st,  a  pri- 
vate stable,  25x98.9. 

48TH  ST.— W.  L.  Sutphin  and  Frederick  C.  Gilsey  bought 
from  S.  Taber  Bayles  240  and  242  West  48th  st,  two  3-sty 
buildings,  42x93.9x  irregular. 

49TH  ST. — Wiener  c&  Wagner,  as  brokers,  sold  for  Bowley  & 
Alkier  to  Mr.  Schapiro  the  6-sty  tenement  326  to  330  East  49th 
st,   55x100.5. 

49TH  ST. — A.  A.  Schopp  sold  for  the  estate  of  Eliza  Smith,  150 
East  49th  st,  a  5-sty  double  flat,  25x100.5. 

Buyer  for  50th  Street  Dwelling. 

50TH  ST. — Pease  &  Elliman  sold  for  Mrs.  W.  Tiffany  May  46 
East  50th  st,  a  5-sty  American  basement  dwelling,  20x100,  for 
occupancy. 

50TH  ST.— Douglas  Robinson,  Charles  S.  Brown  &  Co.,  sold 
for  Mrs.  C.  G.  Weir  to  William  G.  Read  22  West  50th  st,  a  4-sty 


brownstone    dwelling   on   lot  24x100.5,   Columbia   College   lease- 
hold. 

53D  ST. — Mrs.  Eupheniia  A.  Hawes  has  sold  60  East  53d  st,  a 
4-sty  dwelling,  16x100.5,  to  Dr.  John  A.  Hartwell,  the  present 
tenant. 

54TH  ST. — Edgar  P.  Holdridge  sold  for  Charles  A.  Gould  41 
West  54th  st,  a  2-sty  stable,  25x100. 

Studio  Building  Sold. 

56th  ST. — Horace  S.  Ely  &  Co.  sold,  in  conjunction  with 
Herman  Le  Roy  Edgar,  for  W.  C.  &  A.  E.  Lester,  the  southwest 
corner  of  Sth  av  and  56th  st,  a  4-sty  business  building  and  1-sty 
structure,  on  a  lot  25.5x100,  also  a  6-sty  structure,  known  as  the 
Van  Dyke  Studio  building,  75x100,  adjoining.  The  property  was 
held  at  $375,000. 

Broadway  Comer  Bought  by  a  Banlr. 

BROADWAY. — The  American  Exchange  National  Bank 
bought  from  the  Rhinelander  Real  Estate  Co.  the  5-sty  building 
130  Broadway,  25x102,  adjoining  the  bank's  16-sty  building  at 
the  northeast  corner  of  Broadway  and  Cedar  st.  The  property 
is  assessed  for  taxation  at  $425,000.  It  is  understood  that  it  will 
be  held  by  the  bank  to  insure  light  and  air  along  the  northerly 
side  of  its  tall  structure. 

Dwellings   Selling  on   Madison   Avenue. 

MADISON  AV. — AVilliam  L.  Sutphin  and  Frederick  C.  and 
Andrew  F.  Gilsey  sold  154  Madison  av,  a  5-sty  dwelling,  on  lot 
16.1x95,  to  the  Holworthy-Chambers  Company,  which  owns  the 
6-sty  apartment  house  on  the  adjoining  northwest  corner  of 
32d  St.     J.  N.  Kalley  &  Son  were  the  brokers. 

MADISON  AV. — The  estate  of  S.  L.  Bullard  sold  302  Madison 
av,  a  4-sty  dwelling,  22.2x74,  adjoining  the  northwest  corner  of 
41st  st,   to  O'Keefe  &  Cunningham. 

AV  C. — A.  Kosower  sold  for  Robert  Rosenthal  to  a  Mr.  Wexler 
193  Av  C,  a  5-sty  brick  tenement,  20x70. 

AV.   C. — H.   Fishbein   and  N.   Kraus  sold   for  Mr.   Goldberg  to 
Levy  &  Co.,  the  7-sty  tenement  117  and  119  Av  C,  38.8x88. 
Comers   Sell   on   First    Avenue. 

1ST  AV. — Joseph  L.  Buttenwieser  has  bought  the  vacant  lot  at 
the  southeast  corner  of  1st  av  and  33d  st.  25x75. 

1ST  AV. — E.  A.  Turner  sold  for  the  estate  of  Thomas  H.  Riley 
to  Joseph  L.  Buttenwieser  the  southeast  corner  of  1st  av  and 
31st  St.     A  5-sty  tenement  house  will  be  built  on  the  site. 

1ST  AV. — F.  Dornberger  sold  for  A.  Steinfeld  to  the  Henry 
Ellas  Brewing  Company  the  southeast  corner  of  1st  av  and  32d 
st,  a  5-sty  triple  flat,  19.9x100.11. 

Lowenleld    &    Prager    Buy    Comer. 

2D  AV. — Lowenfeld  &  Prager  bought  from  the  Henry  Buse 
estate,  560  and  562  Second  av,  southeast  corner  of  Thirty-first 
st,  two  4-sty  tenements,  with  stores,  37x82.  Peter  Hofsess  repre- 
sented the  estate. 

3D  AV. — Arnold  &  Byrne  sold  to  Abram  A.  Weigert,  737  Third 
av,  a  5-sty  double  fiat  with  stores,  25xS0,  adjoining  the  southeast 
corner  of  Forty-sixth  st. 

3D  AV. — E.  E.  Tisch  &  Co.  sold,  for  a  client,  942  3d  av,  a  5-sty 
tenement  with  store  on  plot  25x95. 

3D  AV. — Shapiro,  Levy  &  Starr  have  bought  from  the  estate 
of  Dederick  H.  Bultman  514  3d  av,  a  5-sty  tenement,  with  store, 
25x63.  This  parcel  forms  an  L  with  161  to  167  East  34th  st,  also 
owned  by  Shapiro,  Levy  &  Starr,  and  gives  them  a  plot  of  about 
7,700  square  feet  around  the  northwest  corner  of  3d  av  and  34th 
st,  with  a  frontage  of  63.4  ft.  on  the  latter  thoroughfare. 
$500,000  I'aid  for  461  Fifth  Avenue. 

5TH  AV. — The  purchase  of  461  Sth  av,  northeast  corner  40th 
st,  a  4-sty  and  basement  building,  26.7x95,  by  M.  Knoedler  & 
Co.,  adds  still  another  link  to  the  interesting  chain  of  sales  in 
the  42d  st  section.  This  is  an  instance  where  a  lessee  has  taken 
opportunity  by  the  forelock.  The  plot  contains  about  2517  sq. 
ft.,  and  the  price  said  to  have  been  paid  was  $500,000,  or  $198 
per  sq.  ft.  The  southeast  corner  of  5th  av  and  41st  st,  owned 
by  Duryea  &  Potter,  containing  about  1,911  sq.  ft.,  brought 
about  .$209  per  sq.  ft.,  or  $11  per  ft.  more  than  461.  The  price 
is  believed  to  be  just  about  right.  Diagonally  opposite  is  sit- 
uated the  new  public  library. 

Operators  Buy  on  Ninth  Avenue. 

9TH  AV. — The  Beekman  Realty  Co.  bought  from  Tillie  Marcus, 
508,  510  9th  av,  between  38th  and  39th  sts,  2  6-sty  fireproof  flats 
with  stores,  49.4x100.     Arnold  &  Byrne  were  the  brokers. 

lOTH  AV. — SuBsman  &  Co.  sold  for  the  Godspeed  Realty  Im- 
pro\'ement  Company,  50S  10th  av,  a  5-sty  flat,  25x100. 


JNOKTH  OF  59TH  STKKKT. 

60TH  ST.— M.  Kahn  &  Co.  sold  for  Edward  Boylston  303  East 
60th  st,  a  5-sty  flat,  on  lot  25x100.5,  to  Louis  Levin,  and  has  re- 
sold it  for  Mr.  Leven  to  H.  Siegel  and  again  resold  it  to  a 
client. 

Sale  on  60th  St. 

GOTH  ST. — Douglas  Robinson,  Charles  S.  Brown  &  Co.,  sold 
for  the  Sterling  Realty  Co.  119  East  60th  st,  a  4-sty  and  base- 
ment dwelling,  20x100.5,  for  Anson  W.  Hard  to  Mrs.  S.  T.  Peters, 
who  also  owns  the  adjoining  house. 
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70TH  ST.— Cuche  &  Morstatt  sold  for  S.  Lefkowitz  424  and  426 
East  70th  St,  a  6-sty  tenement,  38x100. 

72D  ST. — Lawrence  &  Wolff  sold  to  Abraham  Schwab,  pres. 
of  the  Thomas  E.  Crimmins  Real  Estate  and  Construction  Co., 
136  East  72d  st,  a  4-sty  brownstone  house,  20x84.2.  Joseph 
Offenbach  is  the  owner  of  record. 

75TH  ST. — Dessauer  &  Co.  sold  for  a  client  to  Antonio  Gior- 
dano 515  East  75th  st,  a  5-sty  tenement  on  lot  25x  irregular. 

7STH  ST. — The  Vincent  Realty  and  Construction  Co.  sold  to 
the  Prescott  Realty  Co.  319  to  325  East  78th  st,  four  4-sty  build- 
ings, 100x102.2.  In  payment  the  buyer  gives  two  new  apart- 
ment houses  on  the  south  side  of  140th  st,  203  ft.  east  of  St. 
Ann's  av,  Bronx. 

79TH  ST. — Jenks  &  Hathaway  bought  from  Mary  McDowell, 
of  Boston,  225  West  79th  st,  a  5-sty  American  basement  dwell- 
ing, 10x102.2. 

02D  ST. — E.  E.  Tisch  &  Co.  sold  in  conjunction  with  Schindler 
&  Lieber,  304  East  92d  st,  a  5-sty  ti-iple,   with   stores,  25x100. 

A  Deal  on  the  l>rive. 

95TH  ST. — Slawson  &  Hobbs  have  sold  for  Uhlfelder  and 
Weinberg  to  an  investor  the  7-sty  fireproof  elevator  apartment 
house  known  as  "The  Hudson,"  situated  at  the  southeast  corner 
of  95th  st  and  Riverside  Drive,  size  70.2x98.5x75.6x89.9.  This 
property    was    recently    bought    from    Randolph    Guggenheimer. 

97TH  ST. — Arbesfeld  &  Gelb  have  sold  to  a  Mr.  Loomer  the 
5-sty  tenement  223  East  97th  st,  24.6x100.11. 

104TH  ST. — Samuel  Levin  has  sold  to  Haber,  Dworkowitz  & 
Haber,  75  East  104th  st,  a  4-sty  brownstone  flat,  17x75. 

112TH  ST.— I.  Bernstein  resold  for  Moses  Kinzler  to  A.  Meyer 
237  East  112th  st,  a  3-sty  brick  dwelling,  lot  18.9x100. 

114TH  ST. — Haber,  Dworkowitz  &  Haber  sold  to  Louis  Meyer 
Realty  Co.  135  and  137  East  114th  st,  a  OH-sty  new-law  tene- 
ment, 45x100.11. 

115TH  ST. — The  Louis  Meyer  Realty  Co.  sold  to  Haber, 
Dworkowitz  &  Haber  14  West  115th  st,  a  5-sty  flat,   25x100.11. 

116TH  ST. — Arnold  &  Byrne  sold  for  Samuel  Winters  209 
East  116th  st,  a  5-sty  apartment  house,  plot  30x100. 

117TH  ST. — Edward  J.  Welling  has  bought  through  M.  Cohn 
&  Co.  and  C.  A.  Heifer  363  to  367  West  117th  st,  three  3-sty 
and  basement  dwellings,  50x100.11. 

118TH  ST. — Max  M.  Pullman  bought  537-9  East  118th  st,  a 
5-sty  tenement  with  stores,  41x100. 

120TH  ST. — Porter  &  Co.  have  sold  for  Mrs.  Theresa  Wolff  the 
3-sty  brownstone  dwelling  307  West  120th  st,  17x90.11. 

121ST  ST. — P.  Dornberger  sold  for  Theodore  Ludwig  to  A. 
Gunst  340  East  121st  st,  a  4-sty  double  flat,  19.9x100.11;  also 
for  the  Gunst  estate  to  Charles  J.  and  Frederick  W.  Kroehle 
147  East  124th  st,  a  5-sty  tenement  house,  28x100. 

123D  ST. — Simon  &  Atlas  sold  for'Adolph  Scheibel  151  and 
153  West  123d  st,  a  6-sty  flat,  50x100.11. 

125TH  ST. — A.  E.  Thompson  sold  for  a  client  to  Sigmund 
Hirschberg  33  West  125th  st,  a  4-sty  and  basement  building,  with 
store,  lot  20x100. 

129TH  ST. — Siegel  Bros,  sold  to  James  Mahoney,  through  P.  D. 
Benson,  112  and  114  East  129th  st,  2  3-'sty  dwellings,  40x100. 

130TH  ST. — James  R.  Thomas  and  George  F.  Woods  sold  for 
William  E.  Jackson  to  Daniel  F.  Mahoney  128  West  130th  st,  a 
3-sty  and  basement  dwelling,  15x99.11. 

COLUMBUS  AV. — Pehlemann  &  Schwegler  sold  for  Mrs.  N.  F. 
Kaelble  566  Columbus  av,  a  5-sty  flat,  25x100. 

LENOX  AV. — Parnass  &  Dellon  sold  to  John  Woytisek,  Anton 
Oppenmann  and  Edward  J.  Schev'cik  641  to  659  Lenox  av,  com- 
prising  the   block  front   in  the   west  side  of  the  av. 

LENOX  AV. — Philip  A.  Payton,  Jr.,  sold  to  the  Northwestern 
Realty  Co.  the  plot,  100x110,  at  the  northeast  corner  of  Lenox 
av  and  135th  st. 

LEXINGTON  AV.— The  Louis  Meyer  Realty  Co.  has  bought 
from  Prankel  Bros.  1035  and  1637  Lexington  av,  2  4-sty  double 
flats,  50x95. 

MADISON  AV. — Philip  Steinman  &  Co.  sold  for  Mrs.  D.  Wolf 
1074  and  1676  Madison  av,  two  5-sty  tenements,  with  stores. 

MADISON  AV. — Eugene  Southack  sold  tor  Maria  J.  Van  An- 
den  to  Dr.  Charles  Goodwin  967  Madison  av,  a  4-sty  and  base- 
ment   brownstone    front    dwelling. 

MADISON  AV. — Lenkowsky  &  Chonanus  have  sold  for  Jos. 
P.  Slater  to  A.  Luce  1485  Madison  av,  southeast  corner  of  102d 
st,  a  5-sty  tenement,  with  stores,  25.5x100. 

RIVERSIDE  DRIVE. — V.  F.  Pelletreau  &  Co.  sold  for  the 
Bergen  Realty  Co.,  to  a  client,  the  6-3ty  elevator  apartment 
house  facing  Claremont  on  Riverside  Drive.  The  building  is 
just  nearing  completion  and  is  108  feet  on  Riverside  Drive,  100 
ft.  deep. 

Trausiiclioii  in  the  Oyckiiian  Tract. 

VERMILTEA  AV. — McCoy,  Connolly  &  Dollin  sold  for  Carrie 
Covert,  50x150,  on  the  west  side  of  Vermilyea  av,  225  ft  soutli  of 
Hawthorne  st.  The  seller  bought  a  larger  plot,  100x150,  last 
month. 

1ST  AV. — Max  Keve  has  sold  to  Haber,  Dworkowitz  &  Haber 
1733  and  1735  1st  av,  two  5-sty  tenements,  50x100. 


1ST  AV. — Max  Keve  sold  to  Haber,  Dworkowitz  &  Haber,  1733 
and  1735  1st  av,  2  5-sty  tenement  houses,  50x100. 

2D  AV. — Haber,  Dworkowitz  &  Haber  sold  to  Samuel  Levin, 
2322  2d  av,  a  5-sty  flat,  25.2x75,  northeast  corner  of  119th  st. 

2D  AV. — GuBtav  Kaliski  sold  to  Mr.  Feder  the  5-sty  tenement, 
with  store,  1905  2d  av,  26x75. 

3D'AV. — Philip  Jeselson  sold  for  Mandelbaum  &  Lewine,  to  a 
client  for  investment,  2062  3d  av,  being  the  southwest  corner  of 
113th  st,  a  4-sty  brick  building  with  stores,  on  lot  25.3x100. 

3D  AV.— Jacob  L.  Lissner  &  Sons  bought  1801  3d  av,  a  6-sty 
tenement  house,  with  stores,  26x100. 

5TH  AV. — Philip  A  Payton,  Jr.,  sold  for  the  Northwestern 
Realty  Co.,  to  a  client,  the  3  6-sty  tenements  with  stores,  on  plot 
100x100,  at  the  southeast  corner  of  5th  av  and  136th  st. 

8TH  AV. — Widmayer  &  Co.  sold  for  I.  Sclineittacher,  2674  8th 
av,  a  5-sty  apartment  house  and  store,  25x100. 

8TH  AV. — Shapiro,  Levy  &  Starr  sold  to  William  O.  Egner 
2859  8th  av,  a  5-sty  new  law  house,  with  store,  40x100.  L.  H. 
Crane  was  the  broker. 


WASHINGTON   HEIGHTS. 

165TH  ST.— Duff  &  Brown  sold  for  the  estate  of  Hannah  Hig- 
gins  and  for  a  Mrs.  Middleton  554  and  556  West  165th  st,  two 
3-sty  dwellings,  16x60x107  each. 

178TH  ST. — A.  E.  Thompson  sold  for  a  client  to  W.  J.  Kelly 
the  plot,  75x100,  in  the  north  side  of  178th  st,  100  ft.  east  of 
Wadsworth  av. 

185TH    ST. — The    William    Rosenzweig    Realty    Operating   Co. 
bought  and  resold  to  Ezekiel  Hoyt  the  plot,  50x62.6,  on  the  north  -• 
side  of  185th  st,   127  ft.  east  of  Broadway. 

AMSTERDAM  AV. — Samuel  Goldsticker  sold  for  Max  Wein- 
stein,  builder,  to  L.  W.  Vogel,  for  Investment,  the  southeast 
corner  of  Amsterdam  av  and  136th  st,  two  5-sty  stores  and 
apartment  houses,  100x100.  The  property  is  opposite  the  New 
York  City  College  and  St.  Nicholas  Park. 

BROADWAY. — Lowenstein  Papae  &  Co.  sold  for  A.  I.  Spiro 
to  Francis  A.  Clark,  builder,  the  plot  at  the  southwesterly  cor- 
ner of  Broadway  and  135th  st,  150x100,  the  larger  dimensions 
being  in  Broadway.  Mr.  Clark  will  erect  a  6-sty  high-class  ele- 
vator apartment  house  covering  the  entire  plot.  Samuel  Schick- 
ler  represented  the  buyer. 

BRADHURST  AV.— John  Palmer  has  bought  from  Harry 
Matz  the  new  5-sty  4-family  apartment  house,  with  stores, 
100.6x27.9x99.11x38.8,  situated  at  the  southeast  corner  of  Brad- 
hurst  av  and  145th  st.     M.  A.  Gottlieb  was  the  broker. 

EDGECOMBE  AV. — Arnold  &  Byrne  sold  to  Abraham  A.  Wel- 
gert  the  northwest  corner  of  Edgecombe  av  and  141st  st,  a  5-sty 
and  basement  apartment  house,  44x100,  the  latter  dimension 
being  on  the  av. 

KINGSBRIDGE  RD. — Notable  as  the  first  large  real  estate, 
transaction  in  the  Dyckman  tract  for  several  rrionths,  John  T. 
Williams  sold  to  H.  Monday  42  lots  in  that  section  of  the  city; 
32  of  them  form  the  east  side  of  Kingsbridge  rd,  from  220th  to 
222d  st;  eight  are  in  the  west  side  of  Dyckman  st,  near  Broad- 
way, and  two  are  in  the  north  side  of  Spuyten  Duyvll  rd,  near 
222d  St.  The  Dyckman  st  lots  will  be  improved  with  apartment 
houses. 

OLD  B'WAY.— Philip  A.  Payton,  Jr.,  sold  to  a  client  for  Her- 
man Goldman  2376  and  2378  Old  Broadway,  a  6-sty  flat,  with 
stores,   size   52.6x112. 

RIVERSIDE  DR. — Max  Marx  sold  through  Samuel  W.  Weiss 
50x  about  210,  running  from  Buena  Vista  av  to  Riverside  dr, 
opposite  179th  st,  adjoining  the  residence  of  the  broker.  The 
buyer  will  erect  a  private  residence. 


BKOJNA. 

HOFFMAN  ST. — William  Stonebridge  sold  for  Frank  Mc- 
Garry  to  William  J.  Breen  2410  Hoffman  st,  a  3-sty,  3-famlly 
house,   16.8x70x100. 

2D  ST. — M.  M.  Henning  sold  for  Charles  A.  Weber  to  Oscar 
Sommer  the  plot,  100x155,  in  the  south  side  of  2d  st,  309  ft  east 
of  Av  D,  Unionport;  also,  for  Mathilda  A.  Bengston  to  Mary  and 
Annie  Brown  the  dwelling  in  the  south  side  of  13th  st,  105  ft 
east  of  Av  C. 

136TH  ST. — Haber,  Dworkowitz  &  Haber  sold  to  Louis  Levin 
883  and  885  East  136th  st,  a  4-sty  flat,  25x100. 

137TH  ST. — Jacob  F.  Zinser  sold  for  a  client  to  J.  D.  Hake, 
635  East  137th  st,  a  5-sty  double  flat. 

153D  ST. — Reiss  Loewy  Realty  Co.  sold  the  2  and  3-family 
houses  at  069  East  153d  st  for  Mr.  Seitz  to  B.  Fleisch,  also 
resold  same  to  a  Mrs.  Lessingleiter. 

COLLEGE  AV. — Shaw  &  Co.  make  report  of  sale  of  2  lots 
on  the  east  side  of  Eagle  av,  225  ft.  south  of  171st  st,  the  prop- 
erty being  located  on  the  east  side  of  College  av,  225  ft.  south  of 
171st  st,  and  not  Eagle  av. 
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EDGEWATER  ROAD. — Joseph  C.  Cocker  Bold  to  Mrs.  Nora 
Whitney,  1505  Edgewater  rd,  a  building-,  25x100. 

FOREST  AV. — Jac.  Kronenberger  sold  in  conjunction  with 
Philip  Kronenberger  the  4-sty  house  at  1097  Forest  av,  for 
L.  Sansone. 

GRAND  AV. — J.  Clarence  Davies  sold  for  the  Jerome  Av. 
Realty  Co.  to  Harnber  and  Belmont  62  lots  on  Grand  av,  cov- 
ering 4  blocks  from  Burnside  av  to  ISlst  st,  upon  which  the 
purchasers  will  erect  62  2-family  brick  houses. 

HOLLAND  AV. — Van  Winkle  &  Scott  sold  for  Louis  Fein- 
berg  the  2-family  dwelling  on  the  east  side  of  Holland  av,  225 
ft.  north  of  Morris  Park  av.  Van  Nest. 

HUNT'S  POINT. — The  Hunt's  Point  Realty  Co.  sold  to  John 
Randall  9  lots  in  the  east  side  of  a  new  st,  one  block  east  of 
Hunt's  Point  av,  Faile  estate,  consisting  of  all  the  street  lots  be- 
tween Seneca  and  Garrison  avs.  The  purchaser  will  begin  to 
build  2-family  houses  forthwith. 

MORRIS  AV. — S.  Edmund  McRichard  &  Co.  sold  for  Dennis 
L.  Delaney  2255  Morris  av,  a  2-family  house,  19x103;  also  for 
E.  B.  Tiechman,  4  Buchanan  pi,  a  dwelling,  25x100. 

New   Developnients   Near    Washington   Bridge. 

McCOMB  DAM  ROAD. — Jesse  C.  Bennett  &  Co.  sold  for  the 
Upland  Realty  Company  the  following  lots,  a  part  of  property 
recently  subdivided  near  the  east  end  of  Washington  Bridge: 
To  George  W.  Schroeder,  10  lots  in  the  McComb  Dam  road,  near 
Belmont  av;  to  C.  Du  Valle,  5  lots  at  the  northeast  corner  of 
Jesup  av  and  jesup  place,  also  to  Edward  J.  Snow,  5  lots  adjoin- 
ing the  above  in  Jesup  av. 

OLINVILtE  AV. — Victor  Gerhard  has  sold  one  of  his  two- 
family  houses  in  course  of  construction  in  the  west  side  of  Olin- 
ville  av,  north  of  216th  st,  Williamsbridge. 

RICHARDSON  AV. — George  Hall  has  sold  the  property  on  the 
west  side  of  Richardson  av,  100  ft.  north  of  240th  st,  to  John  B. 
Mulholland. 

WICKHAM  AV.— Hugo  Wabst,  of  147  OllnvlUe  av,  Williams- 
bridge,  has  sold  plot  lOQxlOO  rm^^in^^/im  av,  near  237th  st,  to 
Friedolin  Weber.  ,-.-i_.     ...    „r-i-      ''»'!;■  j-;',*'."    ■•-  ^  -  ■ 

WEST  FARMS  RD.^Geo.  J.  McCafEey  &  Son  sold  for  the 
estate  of  Geo.  Pierce  plot  50x210  on  the  west  side  of  West  Farms 
rd,  84  ft.  south  of  174th  st.  This  property  has  been  owned  by 
the  Pierce  family  for  more  than  one  hundred  years. 

WESTCHESTER  AV.— H.  J.  Sachs  &  Co.  sold  for  Frank  L. 
Slazenger  a  plot  50x130  on  Westchester  av,  running  through  to 
Treraont  av,  near  Public  pi. 

3d  av. — Lawrence  Kronenberger,  representing  the  Bronx 
Realty  Exchange,  has  sold  3750  and  3752  3d  av,  a  6-sty  apart- 
ment house,  with  stores,  for  A.  Hollander  to  S.  Robinson. 


liiiASES. 

Jesse  C.  Bennett  &  Co.  leased  for  Dr.  Simon  R.  Schultz  226, 
230  and  232  West  64th  st,  for  a  term  of  years. 

F.  Vazzana  &  Co.  leased  for  a  client  320  and  322  Pleasant  av, 
two  6-sty  tenements,  with  stores,  for  a  number  of  years. 

The  McVlckar-Gaillard  Realty  Co.  has  leased  for  Elizabeth 
Shaw  and  William  F.  Newkirk  for  a  term  of  years  the  5-sty 
bldg.  309  West  43d  st. 

S.  Osgood  Pell  &  Co.  leased  for  the  Beekman  estate  to  Neu- 
man  &  Co.  417  to  421  Madison  av,  for  a  term  of  21  years,  at  an 
aggregate  rental  of  $300,000. 

N.  A.  Berwin  &  Co.  leased  for  the  Richman  Realty  &  Con- 
struction Co.  to  the  John  Mehl  Co.  the  1st  loft  in  the  Kensington 
building  northeast  corner  of  15th  st  and  5th  av. 

The  A.  J.  Crawford  Co.  leased  from  Henry  S.  Glover  the  store 
and  basement  containing  about  12,000  sq.  ft.,  in  the  Glover 
Bldg,  251  5th  av,  northeast  corner  2Sth  st,  for  a  term  of  years. 

Frederick  Fox  &  Co.  leased  for  Henry  Dazian  to  the  New 
York  Tube  and  Corrugated  Paper  Co.,  for  a  term  of  10  years,  the 
5-sty  mercantile  building,   100x100,   at  59  to  67  West  10th  st. 

Hell  &  Stern  have  leased  for  the  Felt  Construction  Co.  110-112 
West  27th  st,  7-sty  and  basement  building,  at  a  total  net  rental 
of  $100,000.  The  lessees  are  the  Austrian  Bent  Wood  Furni- 
ture Co. 

Pisani  Bros.  &  Co.  leased  for  Kleinfeld  &  Rothfeld  the  four 
6-sty  tenements  1927  to  1935  1st  av,  including  the  southwest 
corner  of  100th  st,  for  a  term  of  years  at  an  aggregate  rental 
of  $105,000. 

E.  Tanenbaum  &  Co.  leased  for  the  Thomas  Suffern  estate 
5,000  sq.  ft.  in  building  459-61  Broadway,  southwest  corner  of 
Grand  st,  to  Columbia  Knitting  Co.,  and  for  Chas.  Fleischman 
the  store  and  basement  in  171-173  Greene  st,  containing  8,000 
sq.  ft.,  to  Mosbacher,  Cooperman  &  Kaufman. 

Horace  S.  Ely  &  Co.  and  Frederick  Fox  &  Co.  leased  24  West 
17th  st,  for  a  long  term,  at  an  aggregate  rental  of  about  $50,000. 
The  4-sty  brownstone  dwelling  now  on  the  lot  will  be  converted 
into  a  business  building,  part  of  which  will  be  occupied  by  the 
lessee.     The  rest  of  the  structure  will  be  sublet  to  other  tenants. 

Charles  F.  Noyes  Co.  leased  the  fifth  floor  of  the  Rhinelander 
building,  at  WilUam  and  Rose  sts,  for  the  Rhinelander  Real  Es- 
tate Co.  to  Joseph  P.  Felt  for  10  years  from  May  1  next  at  an 


aggregate  rental  of  about  $50,000.  The  Noyes  Co.  has  leased 
about  $200,000  worth  of  space  in  this  building  from  May  1  next. 

Charles  F.  Noyes  Co.  leased  for  the  Mallinckrodt  Chemical 
Works  the  ground  floor  and  second  floor  of  the  office  building 
90  William  st,  for  10  years  from  May  1  next,  to  Duer  &  Gil- 
lespie, at  an  aggregate  rental  of  about  $125,000,  and  for  the 
estate  of  John  L.  Martin  to  the  New  York  and  New  Jersey 
Lubricant  Co.  the  store  and  basement,  187  Pearl  st. 

S.  Osgood  Pell  &  Co.  leased  for  Samuel  Green  to  the  Apollo 
Piano  Co.  the  store,  basement  and  one  loft  at  68  West  35th  st, 
in  the  new  building  now  being  erected  by  Mr.  Green,  running 
through  from  34th  to  35th  sts.  The  lease  is  for  a  term  of  years 
at  an  aggregate  rental  of  about  $100,000.  The  stores  on  the 
34th  st  end  of  the  building  have  been  taken  by  Huyler's  and  the 
Butterick   Publishing  Co. 


REAL     ESTATE     NOTES 


Max  M.  Pullman  has  moved  his  office  from  128  Broadway  to 
It  East  116th  St. 

Patrick  Kiernan  has  moved  his  real  estate  office  from  265 
West  43d  st  to  140  West  42d  st,  which  adjoins  the  Knickerbocker 
Hotel. 

Reiss-Loewy  Realty  Co.  desire  to  announce  that  they  will  re- 
move their  offices  on  or  about  November  15th  to  3164  3d  ar, 
near  16Ist  st. 

At  a  meeting  of  the  Board  of  Governors  held  Nov.  13,  1906, 
Mr.  Robert  A.  White  and  Mr.  Philip  H.  Judd  were  elected  mem- 
bers of  the  Real  Estate  Board  of  Brokers  of  New  York  City. 

Mandelbaum  &  Lewine  express  the  belief  that  the  condition 
of  the  real  estate  market  is  improving,  and  are  of  the  opinion 
that  this  is  due  in  no  small  measure  to  the  promised  relief  in 
the  financial  situation. 

The  Grant  Station  Association  have  called  a  meeting  for  next 
Monday  evening  at  the  southeast  corner  of  122d  st  and  Broad- 
way. To  have  a  subway  station  at  or  near  that  corner  is  the 
object  of  the  association. 

Charles  P.  Noyes  Co.  will  have  sole  charge  of  the  renting  of 
the  12-sty  Jewelers'  Building,  to  be  erected  May  1,  1907,  at 
45-7-9  John  and  1-5  Dutch  sts,  northwest  corner.  This  building 
will  cover  8,200  sq.  ft.     Plot  about  75x113. 

The  Record  and  Guide  has  heard  reports  to  the  effect  that 
Stern  Bros.,  of  West  23d  st,  contemplated  the  sale  of  their  prop- 
erty and  business,  and  has  known  that  there  was  no  truth  what- 
soever in  them.  Furthermore,  no  negotiations  have  been  carried 
on,  either  directly  or  indirectly,  with  any  firm  or  individual  for 
that  purpose. 

H.  BierliofE  &  Co.,  real  estate  and  mortgage  loan  brokers, 
have  removed  their  offices  from  48  West  125th  st  to  their  new 
building  at  343  Lenox  av.  The  new  extension  to  the  building 
which  they  occupy  affords  excellent  light  and  ventilation  and  is 
thoroughly  equipped  with  every  requisite  for  an  up-to-date  real 
estate  office. 

It  is  said  that  $80,000  will  shortly  be  spent  in  the  much  need- 
ed improvement  of  the  lighting  and  power  plants  on  Staten  Is- 
land. This  is  good  news  for  the  residents  of  the  Borough  of 
Richmond,  as  the  present  system  is  entirely  inadequate  to  the 
increasing  necessities  of  the  island.  $50,000  will  probably  be  ex- 
pended at  once  for  new  trolley  cars. 

Mr.  J.  Clarence  Davies  said  regarding  the  lands  which  have 
been  bought  up  in  the  vicinity  of  Portchester  on  the  line  of  the 
new  proposed  electric  railway  by  a  syndicate  in  the  employ  of 
the  New  York,  New  Haven  &  Hartford  Railroad  Company,  that 
the  buying  was  not  for  the  purpose  of  opposing  the  granting 
of  a  franchise,  but  in  order  to  procure  the  necessary  consent  of 
the  property  owners  throughout  the  districts  affected. 

C.  F.  Bedell,  for  several  years  Vice-President  and  Treasurer 
of  the  Prank  L.  Fisher  Company,  has  severed  his  connection  with 
that  company  and  opened  a  real  estate  office  at  2051  Broadway, 
corner  71st  St.  This  is  a  particularly  advantageous  location  for 
a  real  estate  office,  being  at  the  junction  of  Broadway  and  Am- 
sterdam av,  and  near  the  72d  st  subway  station.  The  title  of 
the  concern  is  the  "C.  F.  Bedell  Company."  The  company  will 
transact  a  general  real  estate  business,  acting  as  brokers  ex- 
clusively. Especial  attention  will  be  given  to  West  Side  prop- 
erty and  the  management  of  apartment  houses. 


Large   Improved   Tracts   Near    Williamsbridge. 

Some  brokers  in  the  vicinity  of  Gun  Hill  road  and  Williams- 
bridge report  the  money  market  as  being  very  tight,  although  it 
was  stated  by  one  that  he  had  little  difficulty  in  obtaining  pri- 
vate loans.  The  general  report  was  that  almost  everything 
was  fully  rented,  the  builders  in  most  cases  acting  as  their 
own  agents,  so  far  as  renting  was  concerned.  Some  of  the 
neighboring  disti*icts  are  well  populated,  the  houses  being  most- 
ly built  for  one  or  two  families.  But  the  improved  settlements 
are  very  small  in  comparison  with  the  many  large  tracts  of  va- 
cant land,  most  of  which,  being  on  grade  with  the  street,  are 
very  desirable  for  building  purposes. 


November  17,  1906 


RECORD    AIND    GUIDE 


821 


Effect   of   Party   Politics  on 
Real  Estate 


By    JOHN    M.    THOMPSON 


THE  patriot  should  be  a  good  citizen  and  by  the  same  token 
a  good  citizen  sliould  be  a  patriot.  A  man  may  be  either 
or  both  in  any  form  of  government  existent  under  God's  Heaven 
today,  for  he  may  lo\'^  his  native  or  adopted  country  and  may 
live  a  life  wholly  righteous  in  the  eyes  of  the  laws  of  that 
land  where  he  claims  citizenship. 

But  the  greater  the  privileges  of  citizenship  the  more  binding 
become  the  duties  of  the  Individual  toward  'his  state.  Under 
a  monarchial  or  imperial  form  of  government  the  individual  Is 
relieved  of  responsibility  in  just  proportion  to  the  voice  denied 
him  in  its  workings.  If  he  is  not  consulted  he  is  not  required 
by  any  moral  law  to  give  his  opinion.  If  he  has  no  right  of  ini- 
tiative he   is   blameless   for   being   a   dotard. 

Under  a  constitutional  form  of  government,  especially  one 
which  gives  concurrent  privileges  of  suffrage  to  every  citizen, 
the  individual  is  called  upon  to  act,  as  it  were,  in  self-defense 
under  the  law.  His  inaction  becomes  a  crime  against  the 
society    which    gives    to    him    protection. 

The  privilege  of  voting  should  carry  with  it  an  inviolable 
obligation  to  vote;  and  the  man  who  fails  without  good  cause 
to  exercise  fhis  right  should  lose  it  forever.  More  than  half 
the  evils  of  politics,  cried  against  today,  would  be  wiped  out 
from  before  our  eyes  if  competent  men,  whose  affairs  are  at 
stake,  would  but  take  part  in  politics,  even  to  the  extent  of 
casting  that  vote  with  which  a  liberal  government  has  en- 
dowed them.  They  should  exercise  this  right  all  the  way 
from    party   primaries    to    the   general    election. 

In  viewing  the  subject  chosen  for  this  paper,  "Tlie  Effect  of 
Party  Politics  on  Real  Estate,"*  I  forget  that  I  am  a  partisan. 
It  is  not  the  effect  of  the  political  views  of  one  party  or  the 
other  with  which  we  are  concerned,  but  rather  the  effect  in  its 
working  upon  that  form  of  property  whose  integrity,  stability 
and  firmness  we  represent.  It  is  my  honest  conviction  that 
not  only  do  brokere  and  operatore  but  also  proprietors  (who 
constitute  the  investor  class)  as  a  body  commonly  neglect  their 
own  interests,  in  their  indifference  to  political  principles  which 
may   affect   real   property   in   its   various   forms. 

Whether  this  is  induced  by  a  false  feeling  of  security,  or  by 
the  fact  that  any  legislation  affecting  realty  is  slow  in  its 
operation  for  or  against  values,  or  from  lack  of  a  federation  of 
interests,  I  am  not  prepared  to  discuss.  It  is  more  probably 
a  combination  of  these  reasons  that  "conspire  to  blind  man's 
erring  judgment  and  misguide  the  mind."  Whatever  the  cause 
tbe  fact  is  as  indisputable  as  it  is  indefensible. 

The  conception  of  this  movement  was  a  brilliant  one  and  the 
measure  of  good  of  this  convention  so  auspiciously  begun  is 
incalculable. 

We  represent  the  branch  of  industry  in  which  the  greatest 
amount  of  capital  is  invested.  In  New  York  State  alone  in 
190'5,  the  assessed  value  of  real  property  was  .fl7,3]2,021,4.52. 
while  the  assessed  value  of  personal  property  was  but  $816,- 
399,935;  the  ratio  is  rapidly  increasing  year  by  year.  In  190] 
the  real  estate  assessment  was  seven  times  greater  than  that 
of  the  personal  assessment,  w'hile  that  of  1905  is  more  than 
nine    times   as    great. 

Representing  as  we  do  a  large  part  of  thftse  'millions — a  major 
portion  of  the  money  drawn  from  the  savings  banks  and  trust 
companies  in  the  past  few  years  having  been  invested  in  the 
Boroughs  of  Kings  and  Queens— it  is  but  fitting  both  for  our 
clients  and  ourselves  that  we  band  together  for  our  common 
good. 

One  of  our  first  duties  is  to  watch  carefully  the  political  sit- 
uations and  to  instill  in  our  clients  and  patrons  the  necessity  of 
doing  likewise.  Too  often  in  the  heat  and  ardor  of  a  campaign 
are  we  prone  to  forget  the  duties  to  ourselves  and  advocate  the 
advancement  of  some  political  idol  who,  if  not  inimical,  is  av 
least   not   friendly   to  our   interests. 

Not  alone  State  and  municipal  politics  affect  our  interests,  but 
national  politics  as  well,  for  much  national  legislation  affects 
real   estate  both    directly   and   indirectly. 

It  is  not  my  intention  to  provoke  any  political  discussion;  far 
be  it  from  my  purpose.  I  wish  merely  to  set  forth  some  of  the 
evils    that    may    arise    from    supineness    on    our   part. 

Immigration  vitally  affects  real  estate;  should  it  be  restricted 
or  unrestricted?  Does  not  the  quality  as  well  as  the  number 
of  immigrants  who  land  on  these  shores  materially  affect  values 
of   real    property? 

Recently  the  whole  country  has  been  In  the  fliroes  of  a  heated 
discussion  on  the  question  of  governmental  ownersbip  of  rail- 
roads. It  is  not  for  us  to  consider  whether  the  Republicans 
or  Democrats  do  or  do  not  wish  it,  or  that  the  Socialists  do 
wish  it,  but  it  is  for  us  to  seriously  consider  what  effect  it  will 
have  on  the  real  estate  values  of  the  oountry. 

'From  ft3  a^dregg  before  the  Long  Island  Real  Estate  Exchange, 


Another  question  w'hich  bids  fair  to  be  one  of  the  hour.  Is 
that  of  an  income  tax.  Will  such  a  tax  relieve  e\'en  in  part 
the  already  unjust,  disproportionate  tax  on  real  property,  and 
should  it  effect  such  a  relief,  what  will  be  the  ultimate  result 
on  real  estate  values?     Will  it  appreciate  or  depreciate  values? 

These  are  but  a  few  of  the  national  issues  that  affect  our 
interests  directly;  the  issues  at  home.  State,  municipal  and 
borough,  are  too  innumerable  to  even  attempt  to  mention  them. 

It  is  questions  such  as  these  that  you  gentlemen  must  con- 
sider in  political  campaigns  and  as  far  as  possible  within  your 
party  lines  find  candidates  who  will  carry  out  your  wishes.  I 
do  not  advocate  the  breaking  away  of  party  lines,  but  God 
forbid  that  you  should  elect  a  man  whom  you  believe  unfriendly 
to   the   interests   of   the   millions   that  you   represent. 

The  almost  killing  effect  of  adverse  legislation  toward  real 
estate  and  the  quick  remedy  obtained  by  a  community  of  in- 
terests is  illustrated  by  tlie  passage  two  years  ago  under  the 
party  lash  of  the  iniquitous  mortgage  tax,  and  its  subsequent 
repeal. 

Had  there  been  organization  such  as  this  promises  to  be,  the 
iniquity  would  have  been  undoubtedly  throttled  in  its  incep- 
tion. Realizing  after  it  had  become  a  law  that  only  concentra- 
tion of  effort  could  gain  relief,  the  real  estate  interests  of  the 
Boroughs  of  Manhattan,  Kings  and  Queens  arose  in  their  might 
and  demanded  of  each- candidate  for  the  Legislature  before  the 
last  election  a  statement  of  his  views  on  the  tax.  Tliis  organ- 
ized force  succeeded  in  electing  a  large  number  of  Assembly- 
men favorable  to  the  repeal  of  the  tax,  but  not  content  with 
this,  the  war  was  carried  into  the  enemy's  camp  at  Albany; 
so  powerful  was  the  attack  that  the  stubborn  resistance  was 
forced  tp  give  way  and   the  obnoxious  law  was  repealed. 

Thus  it  is,  gentlemen,  that  I  have  taken  such  an  active  in- 
terest in  this  convention,  for  I  belie\'e  that  a  congress  of  men 
suc'h  as  you  can  do  much  in  your  own  political  parties  to  see, 
at  least,  that  measures  unfriendly  to  real  estate  do  not  become 
laws.  Whatever  legislation  affects  real  estate  should  as  far  as 
possible  be  controlled  by  those  who  own  or  deal  in  real  estate. 
We  do  not  mean  that  it  would  be  a  good  principle  of  govern- 
ment that  in  each  line  of  industry  the  laws  affecting  that  branch 
of  trade  should  be  made  solely  by  those  engaged  in  it.  This 
would  uncover  a  vei-itable  Pandora's  box  of  inexorable  exigen- 
cies. But  we  do  mean  that  no  set  of  freebooting  politicians 
should  be  allowed  to  make  laws  affecting  property  in  real  estate 
without  having  first  heard  the  testimony  and  weighed  the 
evidence  of  those  who  ai-e  most  competent  and  concerned.  All 
effort    begins    with    the    individual,    but    the    major    problem    of 
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civilization  Is  to  secure  concerted  action  among  men  on  a 
great  scale  without  the  sacrifice  of  individual  interests. 

That  chronic  anarchy  which  existed  in  Greece  because  of  the 
sovereign  independence  of  each  single  city  was  the  underlying 
if  not  the  final  cause  of  her  weakness  before  the  onslaughts  of 
Macedonia  and  of  Rome.  The  want  of  federation  was  the  folly 
and  the  feebleness  of  her  government;  so  must  it  be  with  any 
body  of  men  whose  interests  are  common.  They  should  noc 
attempt  to  build  on  individual  effort — simply  and  apart  from 
one  another — segregated  as  to  those  main  elements  of  their 
undertaking  which  make  for  general  weal  or  woe,  but  rather 
should  federate  their  efforts  and  incorporate  their  ideals  and 
unify  their  energies.  To  this  end  we  believe  that  the  working 
of  this  body,  the  Inception  of  which  is  founded  on  this  con- 
gress of  brokers  and  operators  and  the  conception  of  which  has 
doubtless  been  in  an  unconscious  recognition  of  some  of  those 
principles  of  self-protection  which  I  have  already  suggested, 
can  be  made  a  glorious  forward  step  in  the  progress  of  that 
profession    which    we   represent. 

If  we  work  as  individuals  for  the  organization  and  as  an 
organization  for  the  rights  of  real  property,  we  will  be  serving 
justly  those  higher  principles  of  patriotism  and  good  citizen- 
ship which  are  the  surest  guarantee  to  our  home,  our  city  and 
the  State,  of  "peace  on  earth  and  good  will  toward  men." 


Opening  of  the  New  Hall  of  Kecords. 

Gradually  the  books  and  records  of  the  Register's  office  are 
being  transferred  to  the  new  Hall  of  Records  on  the  northwest 
corner  of  Chambers  and  Centre  sts.  The  second  and  third  floors 
and  about  one-half  of  the  fourth  floor  of  the  new  building  will 
be  for  this  department.  Ever  since  election  day  a  force  of  men 
has  been  employed  in  cleaning  and  packing  the  libers,  and  about 
thirty  cases  are  shipped  to  the  new  quarters  daily.  Register 
Frank  Gass  expects  to  complete  the  operation  by  the  5th  of 
December,  or  as  near  that  date  as  possible.  "Every  volume  is 
subjected  to  a  vacuum  cleaning  process,  for  I  do  not  purpose 
transporting  dusty  books  to  the  new  building,"  said  the  Reg- 
ister. 

The  racks  to  hold  the  libers  in  the  Hall  of  Records  are  made 
of  sheet  iron,  and  so  arranged  that  each  book  rests  horizontally 
on  five  independent  rollers,  which  greatly  facilitates  the  removal 
of  a  volume  without  disturbing  the  others.  Owing  to  this  and 
other  improvements  in  the  receptacles,  the  heavy  iron  book 
guards  will  no  longer  be  found  necessary  for  the  preservation 
of  the  binding. 

The  business  office,  as  well  as  the  private  office  of  the  Register, 
is  located  on  the  second  floor  at  the  easterly  side  of  the  new 
building.  On  this  floor  will  also  be  found  an  Index  Room,  and 
a  large  section  which  will  be  used  by  the  Chattel  Mortgage  Di- 
vision. All  of  the  rooms  are  light  and  airy,  and  each  depart- 
ment is  provided  with  a  sufficient  number  of  long  desks  to  pre- 
vent crowding.  The  arrangement  of  the  rooms  is  all  that  could 
be  expected,  and  the  furnishings  are  in  harmony  with  the  sur- 
roundings. 

The  Department  of  Taxes  and  Assessments  is  already  installed 
in  its  new  offices  on  the  main  floor,  north.  Chief  Deputy  Bell, 
in  commenting  on  the  conveniences  of  the  new  quarters,  said  that 
in  addition  to  the  customary  book  racks  used  by  his  division,  there 
were  commodious  vaults  in  the  basement  in  which  records  could 
be  stored. 


Changing  Conditions  Kapidly  Affecting  39th  Street. 

There  can  be  no  doubt  that  39th  st  is  beginning  to  feel  the  in- 
fluence of  changing  conditions,  and  the  time  is  not  far  distant 
when  the  once  fashionable  blocks  between  5th  and  Gth  avs  will 
entirely  give  way  to  the  new  impulse  of  life  which  is  so  rapidly 
obliterating  private  dwellings  from  this  part  of  Manhattan. 

New  evidences  of  the  attraction  which  this  class  of  property 
presents  to  the  speculator  is  shown  by  the  large  number  of  sales 
which  have  recently  taken  place  in  the  locality.especially  on  the 
north  side  of  39th  st  just  west  of  5th  av,  no  less  than  five  par- 
cels having  been  sold  within  the  past  four  or  five  weeks.  This 
noticeable  demand  is  chiefly  attributed  to  the  heavy  purchasing 
movement  now  taking  place  on  5th  av,  the  consequent  result  of 
which  is  a  shortage  of  available  sites  along  this  new  business 
thoroughfare.  This  is  causing  operators  and  speculators  to  turn 
their  attention  to  property  in  the  side  streets,  for  it  is  firmly  be- 
lieved by  them  that  the  congestion  which  is  bound  to  exist  on 
5th  av,  especially  between  34th  and  42d  sts,  will  find  an  outlet 
through  the  streets  adjacent  thereto,  which  naturally  must  be 
looked  to  as  a  means  of  relieving  the  situation.  This  diversion 
of  traffic,  it  is  believed,  will  result  in  stimulated  buying  and  the 
final  transformation  of  all  the  blocks  within  the  limits  of  the 
streets   mentioned. 

The  character  of  the  business  already  established  in  the  5th 
av  district,  and  the  success  with  which  two  of  the  leading  de- 
partment stores  have  met  since  their  invasion  of  this  territory, 
not  to  mention  other  lines  of  trade,  have  done  more  toward  the 
creation  of  a  demand  for  side-street  property  than  the  prospect 
of  greater  transit  facilities.  A  well  known  speculator  when 
asked  for  his  opinion  as  to  the  sudden  cause  of  the  activity  in 
39th  st,  said: 

"This  is  just  the  beginning  of  the  effect  of  the  overflow,  and 
you  may  bank  upon  what  I  have  to  say,  every  block  between 
Broadway  and  5th  av  and  from  34th  to  45th  sts,  will  yield 
sooner  or  later  to  the  growing  d(Mnands  of  business,  which  will 
result  in  the  making  of  many  fortunes  for  owners  of  realty 
within  this  zone." 


A    NEWCOMER    IN    THIRTY-EIGHTH    STREET. 
7  West  38th  St.  Israels  &  Harder,  Architects. 

[A  10-sty  steel  frame  building  for  lofts  and  offices,  on  a  single 
lot,  25x100,  and  is  generally  spoken  of  as  a  more  successful  treat- 
ment of  the  narrow  front  than  is  usual.  The  view  in  the  photo- 
graph is  necessarily  oblique,  but  from  the  front  a  very  handsome 
design  is  more  apparent.] 


Tlic  Widening  of  Fifth  Avenue. 

One  of  the  chief  topics  of  debate  this  week  among  brokers  who 
make  the  handling  of  Fifth  av  property  their  specialty,  is  the 
proposed  widening  from  23d  to  59th  sts.  Many  are  of  the 
opinion  that  while  the  carrying  out  of  the  proposition  which  the 
Corporation  Counsel  has  formulated  will  undoubtedly  be  a  hard- 
ship to  a  few  owners  of  property  along  5th  av,  the  ultimate  ef- 
fect of  such  an  improvement,  it  is  believed,  will  tend  to  gen- 
erally increase  values  along  this  important  highway.  At  the 
present  time  the  roadway  is  congested,  and  the  free  passage  of 
pedestrians  is  also  greatly  interfered  with  by  existing  sidewalk 
obstructions;  and  since  these  encroachments  extend  in  many 
instances  beyond  a  reasonable  line  they  should  be  modified,  or 
removed  entirely.  Many  years  ago  permission  was  given  prop- 
erty owners  along  Fifth  av  to  inclose  a  portion  of  their  side- 
walks, but  it  was  understood  by  them  that  this  privilege  was 
not  to  extend  beyond  the  pleasure  of  the  authorities. 

"A  great  deal  may  be  said  on  both  sides  in  the  matter,"  ob- 
served a  broker,  "but  some  relief  is  sure  to  follow  the  agitation 
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WANTS    AND    OFFERS 


"?!?  MONEY 

to  lend  in  large  or  medium-size  amounts  on 
choice  Manhattan  business  or  residence  pro- 
party  only.  Exceptionally  desirable  applica- 
tions  will   receive   favorable   consideration   at 

A.W.  McLaughlin  &  Co. 

128  Broadway,  cor.  Cedar. 

FOR  SALE,  to  close  an  estate,  50  ft.,  near 
70th  and  Lexington  Ave.  Price,  $75,000.  Ad- 
dress "J.  W.  467,"  clo  Record  and  Guide. 

WASHINGTON  HEIGHTS  CORNER  PLOT 
and  adjoining  lots  for  sale.  Small  amount  cash. 
C.  B.  MEYER.  Atty..,  00  Qedar  St. 

EXCELLENT  OPPORTUNITY  for  experienced 
mortgage  broker  with  $r>,0<X>  to  become  associ- 
ated with  well  established  Real  Estate  Brokerage 
Firm  which  is  to  be  incorporated  to  meet  in- 
creasing demands  of  present  business.  This 
amount  of  stock  is  otTered  at  par  with  good  sal- 
ary to  right  man.     ROOM  40,   156  Broadway. 

CIVIL  ENGINEER  (25),  now  architect's  en- 
gineer, desires  position  with  builder  to  assist 
estimating,  superintendence,  etc. :  former  me- 
chanic; excellent  references.  "UNIVERSITY," 
c|o  Record  and  Guide.   (Down  Town  Otfice.) 


A  WELL  KNOWN,  long  established  real  estate 
agent,  wide  experience  in  construction  work, 
has  an  opportunity  to  secure  from  an  estate  for 
improvement,  a  plot  located  in  the  best  resi- 
dential section  of  the  city.  With  about  $30.0tH) 
cash  a  building  can  be  erected  at  a  total  cost 
for  land  and  building  of  $185,000.  which  will 
return  a  rental  in  excess  of  $30,000,  insuring 
an  immediate  sale  at  large  profit.  "IMPROVE- 
MENT," c!o  Record  and  Guide.   (Up  Town.) 


POSITION   WANTED 

Structural  and  Ornamental  Ironworks  Estima- 
tor, Solicitor  who  can  secure  profitable  contracts; 
economical  designer  and  detailer;  best  shop  prac- 
tices; up  to  date  on  the  use  of  concrete  as  rein- 
forcing material ;  graduate  engineer;  IS  years' 
experience;  large  acquaintance  witli  architects 
and  builders;  wants  position.  BOX  S.  C.  P.,  c|o 
Record    and    Guide. 


^  "ASK    US" 

ft  $500,000  Loanable  Money 

tTit^.^  on  First  and   Second  Alortgages  in 

Y'>*r'  amounts  to  suit.  Reasonable  Terms 

A^  E.  TANENBAUM  &  CO..  656  BVay 


HURD'I  PRINCIPLES  OF   CITT  LAND  VALUIS 
Prict,  «1.B0. 
A   book    ]uit   publlitaad    thftt   •bowi    hew   city 
raluu  art  mad*  and  th«  basli  upea  wblck  rtal 
Mtat*  appralBamtBta   abould  ba  mafia. 


Lawyers  Title  Insu.  ^nce  &  Trust  Company 

CAPITAL  AND  SURPLUS  -  $9,500,00C 

TRUST  AND   BANKING  DEPARTMENT,   59   LIBERTY  ST.      1 

TITLE    DEPARTMENT 37    LIBERTY    ST.      (       JHANHATTa* 

Brooklyn  Branch,  Title  Department  and  Trust  and  Banking  Department,  188  Uontagne  Sth«ii. 

RECEIVES  DEPOSITS  subject  to  checK  or  on  certifica\«r. 
allo'wing  interest  thereon. 

LENDS  ON  APPROVED  STOCKS  and  Corporation  Bona» 
as  Collateral.  ^ 

ACTS  AS  TRUSTEE,  Guardian.  Executor,  Administrator. 
Assignee  or  Receiver,  Transfer  Agent  or  Registrar  o« 
Stocks  of  Corporations.  Takes  Charge  of  Personal 
Securities. 

OFFICERS :  t 

EDWIN  W.  COGGESHALL,  President  and  General  Manager. 

?AyjT°n,^V^,'?,P.?,^'„  1  WALTER  N.  VAIL.  Secrntary. 

I'n  s\-  '- ,     iV?,^.^'  Vice-Presidents.  ^ISSfBALo'loRfeis  *i  '""'^  "'""'^'' 

HKNRV  .m/;k/;kn-THAIT.   >  U   CONDIT^AR^CK    'JA^^t.  Treasurer. 

THllRWALD  STALLKNEC:HT,  Tre.asurel.  GEORGE  A    FLEDrV.   1  ,     .    o 

HERBERT  E.  JACKSON.  Comptruller.  FREDERICK  D.  REEf),/-*-^^'-  Secretanw. 


GEO    F    BHTTRRWORTH. 
DUMIlNT  Cl.AKKH, 
EDWIN  W.  Ci.iGUESHALL, 


EXECrTIVE  COMMITTEE: 

WILLIAM  A.  DAY. 
WILLIAM  P.  DIXON. 
JULIAN  D.  FAIRCHILD. 


JOHN  T.  LOCKMAN. 
HENRY  MORGENTHAC 
JAMES  N.  WALLACE    . 


Industrial  Sites 

To  Real  Estate  Agents 


The  Industrial  Department  of   the 

Erie  Railroad  Company 

advises  Real  Estate  Agents  submit- 
ting: for  the  consideration  of  manu- 
facturers sites  adjacent  to  railroad 
that  it  will  gladly  furnish  them  with 
full  technical  information  in  regard 
to  the  reaching  of  such  sites  by  side 
tracks.  No  interference  with  clients. 
No  leakage.  Confer  with  absolute 
confidence.  Every  assistance  freely 
rendered  agents  in  securing  business. 
Call  or  address, 

LUIS  JACKSON 

jmdustrlal  Cotzunlaeloner,  Brie  Rallrosd  OomyAay 
11   BROADWAY. 


LAWYERS 
TRUSTEES 

OF 

ESTATES 

AND 

OWNERS 
Will  Buy  for  Cash 

or  Lease  Flats  or  Tenements  in  any 
part  of  New  York  or  Brooklyn; 
security  and  rental  paid  quarterly^ 
half-yearly  or  yearly  in  advance. 

Apply  to 

G.  TUOTI  &.  CO. 

206  BROADWAY 

Telephone,  4334  Cortlandt 


of  the  question,  and  I  believe  that  should  the  city  win  out  in 
this  dispute,  which  will  result  in  the  widening,  values  would  en- 
hance from  $10,000  to  $20,000  per  lot." 

In  a  recent  communication  to  Corporation  Counsel  Ellison, 
Mr.  John  D.  Crimmins  said:  "In  the  movement  you  are  making, 
I  would  suggest  that  you  first  determine  the  width  of  the  side- 
walks. Having  established  the  width  of  the  sidewalks  and  road- 
way, an  example  should  be  made  by  the  city  by  setting  back  the 
curb  in  front  of  the  Consolidated  Library,  the  city's  property, 
from  40th  to  42d  sts.  The  relief  at  this  congested  point  would 
be  so  great  that  I  believe  the  opposition  would  fall  away." 


Kverytliing  Reported  Rented  on   tlie  West   Side. 

Mr.  William  R.  Ware,  who  has  an  office  at  451  Columbus  av, 
said  that  a  number  of  tenants  had  changed  their  places  of  abode 
during  the  renting  season,  the  new  comers  in  most  cases  paying 
higher  rents,  with  no  free  time  allowance.  One  case  was  men- 
tioned where  an  applicant  offered  .?100  more  a  year  than  the 
scheduled  rent,  which  had  already  been  advanced,  and  failing  in 
this  he  raised  his  bid  to  .$150.  The  application  had  to  be  declined 
as  the  apartment  had  already  been  rented.  Riverside  Drive, 
which  was  formerly  regarded  by  many  people  as  being  very  cold 
in  winter  also  too  far  west,  has  survived  that  theory,  being 
well  patronized  and  the  present  occupants  fully  satisfied  to  re- 
main. 


The  Architectural  Record  for  December. 

Tlie  Architectural  Record  for  December  will  contain  two  ar- 
ticles of  special  interest  to  magazine  readers:  a  critical  study 
of  Rembrandt,  the  painter  and  etcher,  the  master  of  light  and 
shade,  with  allusions  to  some  of  his  best  works,  and  a  short 
sketch  of  his  life,  all  profusely  illustrated,  Mr.  Kenyon  Cox: 
and  the  Story  of  the  Synagogue,  by  Prof.  Abram  S.  Isaacs,  of 
New  York  University,  who  opens  by  saying  that  "the  story  of  the 
synagogue  is  practically  the  story  of  the  Jewish  people  from  the 
Babylonian  Captivity  through  successive  eras  in  their  history  in 
the  East  and  West,  witli  the  alternate  light  and  shade,  to  th 
nineteenth  century  of  civil  and  religious  liberty  in  nearly  every 
land."  Many  of  the  most  important  synagogues  of  Europe,  in- 
cluding the  splendid  one  at  Rome,  only  recently  completed,  are 
illustrated. 

Other  illustrated  articles  in  this  issue  are  a  description  of 
Converse  Manor,  the  estate  of  Mr.  E.  C.  Converse,  the  New  York 
banker,  at  Greenwich,  Conn.;  a  consideration  of  Mr.  Livingston 
Jenks'B  hou.se  on  Russian  Hill,  San  Francisco.  This  house  was 
saved  from  the  conflagration  following  the  earthquake  largely 
through  the  owner's  foresight,  as  explained  in  the  article;  and 
lastly  a  brief  study  of  a  picturesque  and  successful  country 
house  alteration,  the  house  of  Mr.  Grafton  St.  L.  Abbott,  at 
Concord.  Under  "Notes  and  Comments"  will  be  found  the  usual 
quota  of  current  civic  improvement  topics. 
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UISCELLANEO  VS. 


\A/    P.    MANGAM 

'  Real  Estate  and  Loans 

108  and  110  EAST  125TH  STREET 

T»lephon6, 222  Harlem  New  York  City 

KOTARY  PUBLIC 

I     C.    LYONS    BUILDING   & 
"'•  OPERATING   COMPANY 

4  AND  6  EAST  42D  STREET 
T«I»phon«,  W38  SSth  St.  NBW  YORK 


M/flMJbUUWM. 


CHARLES  H.    EASTON   &  CO. 


Real  Estate  Agents  and  Brokers 


Tel.,  6420  38th  St.         Estates  Managed 

116  West  42d  Street,  NEW  YORK 

Cable  Address,  "Cheaston,  N.  Y." 

Chabl«s  H.  Easto^ Robert  T.  McGhbtt 

KURD'S  PRINCIPLES  OF   CITY  LAND  VALUES 
Price,   $1.50. 
A   book   Just   published   that   shows   how   city 
values  are  made  and  the  basis  upon  which  real 
estate  appraisements  should  be  made. 


mim>mLtug»»9» 


■HOMAS  DiMOND 

Iron  Work  for  Building 

128  WEST  33D  ST.,  NEW  VORK 


Vcr„rk,  / 128  West  33d  St. 
"  "'^''^1137  West  32d  St. 


Established  1832 
Tel.,  1780  Mad.  Sq. 


j\|     BRIGHAM   HALL  &  SON 

"  ^  ■         Real  Estate  Brokers  and  Agents 

Tel.,  603  Spring  681  Broadway 


J 


AMES    A,    DOWD  TeV.DSriaza 

Real  Estate  and  Insurance 

874  eiXXn  AV::yUE,  .-ilmvo  4Stli  ftroct 


HE  TITLE  INSURANCE  COMPANYjFNEWYORKfo^MVcRfMmNl"^^^^^^     „ 

CHARLES  T.  B.\RNEY  )  V  icePresldenti 
CYRIL  H.  BUKDETT,  Seorptarr 
CHAUNCEV  H,  Hr.MPHREYS,X  Asst. 
EDWIN  A.  BAYLES.  /Sec'ys 

WILLIAM  N.  H ARTE,  Treasurer 
Hon.  ABRAHAM  R.  LAWRENCE,  Counsel 


135  Broadway,  Manhattan  CAPATAL  AND  SURPLUS 

and  203  Mongtague  St.,  Brooklyn  $3,000,000 

and  Insures  Titles  to  Real  Estate  on  Sales  and  Loans,  and  deals  In  Mortgages. 


JOSEPH  P.  DAY 

Real  Estate 

AUCTIONEER  AND  APPRAISER 

MAIN  OFFICE: 

31  NASSAU  ST.      • 


AGENCY  DEPT.; 

932  EIGHTH  AVENUE 


NOTICE  TO  PROPEIITT  OWITZOIS. 

HEARINGS   FOR   THE   COMING   WEIEK. 

At  90-92  West  Broadway. 

Monday,    Nov.    19. 

West   162d  St,  Broadway  to  Riverside  Drive,   at 

11.30  a  m. 
West  161st  st,   Broadway  to  Riverside  Drive,   at 

12.30  a  m. 
Greene   av.    Queens,   at  2  p  m. 
High   st.    Queens,    at  3   p  m. 
Riverside    Drive,    from    15Sth    to    165th    st,    at 

3  pm. 
The  Parkway,  between  Boulevard  and  Concourse 

and  Claremont  Park  at  Weeks  av,  at  4  p  m. 
West  ITSth  st,   sewer  easement,  at  3  p  m. 
Cypress  av.  closing,  at  11  a  m. 
Public    park    bounded    by    Southern    Boulevard, 

Pelham  av  and  Crotona  av,   at  1  p  m. 
Tremont  av,  Bronx  River  to  Eastern  Boulevard, 

at  2  p  m. 
Morris  av,  N  Y  &  H  R  R  R  to  Grand  Boulevard 

and  Concourse,  at  2  p  m. 
White  Plains  rd,  Morris  Park  av  to  West  Farms 

rd.    at   11   a   m. 
West    160th    st,    Broadway    to    Riverside    Drive, 

at   4   p   m. 
Bridge  at  Highbridge,   at  4  p  m. 
Bronx    Boulevard,    Old   Boston   Post   rd   to    East 

242d    St.    at 
East  197th  st,   Bainbridge  av  to  Creston  av,   at 

3   p   m. 
Tremont  av,   Eastern   Boulevard   to  Fort  Schuy- 
ler rd,   at  12.30  p  m. 

Tuesday,    Nov.    20. 
Montgomery   av,    West    lieth   st   to   West   177th 

st,    at   3    p   m. 
West    189th    st.    Exterior    st    to    bulkhead    line 

Harlem  River,  at  12  m. 
West    Farms    rd,    Bronx    River    to    Westchester 

Creek,  at  4  p  m. 
Bronx    st.    East    177th    st   to    East    ISOth    st,    at 

1pm. 
West    151st   St.    closing.    Riverside    Extension    to 

U  S  bulkhead  line,  at  1  p  m. 
Belmont   av.    East    175th    st   to   Tremont   av,    at 

2  pm. 

Northern   av,    north   of   ISlst   st,    at   3   p   m. 
West  167th  st,  Amsterdam  av  to  St  Nicholas  av, 

at    3.30    p    m.  

Tremont   av.    Aqueduct   av    to    Sedgwick    av,    at 

3  p  m. 

West    139lh    st,    point    425    feet   west    Broadway 

to  Riverside   Drive,   at  3  p  m. 
Cameron  pi,  Jerome  av  to  Morris  av,  at  11  a  m. 
West  163d  st.   Fort  Washington  av  to  Riverside 

Drive,  at  11  a  m. 
White  Plains   rd,   northern   boundary   of  city  to 

Morris  Park  av,   at  11  a  m. 

Wednesday,  Nov.  21. 
Westchester    av,    Bronx    River    to    Main    st,    at 

10.30  a  m. 
Union   av,    Richmond,   at  10  a  m. 
City   Island   Bridge,   at  3  p  m. 
West    229th    st,    Bailey    av    to    Heath    av,    at    4 

p   m. 
West    176th    st,    Broadway    to    Buena    Vista    av, 

at  3  p  m. 

Thursday,   Nov.    22. 
Fox    st,    Longwood    av    to    Intervale    av,    at    2 

p   m. 
Vermilyea    av,    Dyckman    st    to    West   211th    st, 

at  3  p  m. 
East    166th    st,    Walton    av    to    Morris    av,    at    3 

p   m. 
White   Plains   rd,    northern   boundary   of   city   to 

Morris  Park  av,   at  4  p  m. 
Weiher    Court,    between    Washington   av   and   3d 

av.  at  2  p  m. 
East    20Sth    st,    from    Reservoir    Oval    West    to 

Jerome    av,    at    11    a    m. 
Strip   of    land   at   Boulevard   Lafayette,    at   10.30 

a   m. 
Seaman  av,  Academy  st  to  Isham  st,  at  10  a  m. 

Friday,    Nov.    23. 
Taylor    st,    Morris   av   to   West  Farms   rd,    at   2 

p    m. 

At    25S    Broadway, 

Monday,    Nov.    19. 
Madison   av   Bridge   at   4   p   m. 
Richmond    and    Ferry    sts,    dock,  ' 

70th  Bt,  Bcbool  Blt§,  at  U  ani,       ,"  ,:  '-^_^ 


HARRY    W.     HOPTON 
REAL    ESTATE 


Tel.,  lagl  Cortlandt 


No.    IBO    BBC  AD  WAT 
Cor.  Liberty  St. 


Port  Richmond  Ferry,   at  11  a  m. 
Pier  52,  East  River,  at  11  a  m. 
113th  st     school   site,   at  3  -p  m. 
Bridge  4,   Section  No.   3.   at  3   p  m. 
Piers  2  and  3,  East  River,  at  4  p  m. 

Tuesday,    Nov.    20. 
East  Houston  and  East  2d  sts,   library,  at  12.30 

p   m. 
Rapid  Transit,  Westchester  av,  at  11  a  m. 

Wednesday,  Nov.  21. 
Pier   13,    East   River,    at   2  p  m. 
Bridge  4,    Section   No  2,    at  3   p   m. 
Bellevue  Hospital,  at  4  p  m. 
13Sth   St.   school  site  at  11   a  m. 

Thursday,   Nov.    22. 
Briggs  and  Bainbridge  sts,  school  site,  at  12  m. 
27th  and  2Sth  sts,  park,  at  4  p  m. 

Friday,    Nov.    23. 
42d    and   43d    sts,    North    River    docks,    at    10,30 

a  mv 

Pier  36,  East  River,  at  2.30  p  m. 


AUCTION   SALES   OF  THE  WEEK. 

The  following  is  the  complete  list  of  the  prop- 
erty sold,  withdrawn  or  adjourned  during  week 
ending  Nov.  16,  1906.  at  the  New  York  Real 
Estate  Salesroom,  14  and  16  Vesey  St.  Except 
where  otherwise  stated,  the  properties  offered 
were  in  foreclosure.  Adjournment  of  legal  sales 
to   next  week  are  noted  under  Advertised  Legal 

•Indicates  that  the  property  described  was  bid 
in  for  the  plaintiff's  account. 

The  total  amount  at  the  end  of  the  list  com- 
prises the  consideration  in  actual  sales  only. 

JOSEPH   P.    DAY. 

156th  st;  No  1101,  n  e  cor  Dawson  st,  25x100, 
2-9ty  frame  dwelling.  (Amt  due,  .$8,677.2 ; 
taxes,  &e,  .$1,131,79.)     William  A  Eaton.  .15,500 

•1st  av,    Nos  .394  to  39S|n  e  cor  23d  st,   74. Ix 

23d  st.  No  401  I  81.6,  4-sty  brk  loft 
and  store  building.  (Partition.)  Sold  sub  to 
three  morts  aggregating  $56,500.  Henrietta 
Hirsch     :..: 93,000 

*53d  st,  Nos  441  to  451,  s  w  s,  419  e  1st  av, 
runs  s  w  148.3  x  s  e  101.6  x  n  e  119.2  x  s  e 
194  to  a  point  100  s  e  of  n  w  s  Av  A,  x  n  e 
44.0  X  n  w  294  to  beginning 

Also   land  under  water  adj  in  front  on  Av  A, 

.'l-sty     brk     factory 

(Amt  due,  .$44,747.69;  taxes.  &c,  ,$408.41.) 
Mort  recorded  Dec  26,  1903.  Nineteenth  Ward 
Realty  Co 10,000 

BRYAN     L.     KENNBLLY. 
118th  st.  No  12a,  s  s.  219  w  5th  av.  22x100.11, 

5-sty   tenement,    with   stores    (voluntary).     A 

Herz    27,800 

128th   st.   No  214,    s   s,    191.8  w   7th  av,    16.8x 

99.11,  3-stv  brownstone  dwelling  (voluntary). 

Bid  in  at  .$13,200 

linth  st.   No  628,   s  s,    157.2  w  Willis  av,  25x 

100,    3-sty    brk    tenement    (voluntary).      J    F 

Briggs    13,250 

Nagle  av,  s  e  cor  Hillside  av,   174.8x24S.7x27x 

200,   vacant   (voluntary).     C  Barbee   44.2.50 

Ellwood  St.  c  1  at  c  I  of  Hillside  av  (n  w  cor), 

12S.9xl36.3xl80.10.x230,     vacant     (voluntary). 

W   Arrowsmith    25,000 

NaRlc  av.   s  e  cor  Hillside  av,   174. 8x248. 7x—x 

25x100  (voluntary).     Bid   in  at  $30,750 

9th    av,    s   e   cor  2inth    st,    tour  lots,   each  25x 

ion  (voluntary).     Bid  in  at  $22,000  

214th  st,  n  s.  200  e  10th  av.  six  lots,  each  25x 

09.11   (voluntary).     Bid  in  at  $30,600 

CROMWELL   G.    MACY,   JR. 

Oak  st,  e  s,  200  s  Kingston  av,  100x123,  East- 

chester.   (Amt  due,  .$663.65;  taxes,  &c,  $ .) 

E   W  Minor    l.'OO 

•Boston  rd,  a  s,  bet  Chestnut  and  Walnut 
sts,  —X—,  w  Ml  lot  487,  map  of  Arden  prop- 
erty   Eastchester.     Action  No.  2.     (Amt  due. 

.$2,450.77;      taxes,      &c,    $ .)      Walter     W 

Taylor    2,850 

JAMES   L.   WELLS. 

Fort  Schuyler  road,  e  s,  94.2  s  Pelham  road, 
.57.7x67.6  to  Old  road  x64.8xl02.8  to  begin- 
ning, 2-stv  frame  dwelling  and  store  and 
stable;    (ex'r'e  sale).     Withdrawn  at  $3,930. 


Fort  Schuyler  road,  s  e  cor  Pelham  road,  runs 
s  94.2  X  e  102.8  x  n  e  35.6  x  n  w  107.3  x  s  w 
24.0  X  n  w  11.6  x  n  2.5  x  n  w  10.3,  2-9ty 
frame  dwelling;  (ex'r's  sale).  Withdrawn  at 
$4,400    


BRONX     REAL     ESTATE     EXCHANGE. 
EUGENE   J,    BUSHER. 
Morris  av,  s  e  cor  164th  st,  25x100x17  in  rear, 
vacant.     Charles  Forbach   6,750 

JULIUS   H.    HAAS. 

Willis    av.    No   128.   5-sty   brk   flat.      B   F   Mc- 
Quay,  for  a  client   23,000 


Total    $263,100 

Corresponding   week,    1903 824,450 

Jan.    1,    1906,    to    date 27,369i661 

Corresponding   period,    1905 $.15,169,320 


ADVERTISED    LEGAL    SALES. 

Sales  to  be  held  at  the  Real  Estate  Exchange, 
14  and  16  Vesey  St.,  except  as  elsewhere  stated. 

Nov.    17. 
No   Legal   Sales  advertised  for  this   day. 
Nov.    19. 

175th  st,  s  s.  150  w  Amsterdam  av,  75x99,8.  va- 
cant. Henry  Arnstein  agt  Charles  Laudin  et 
al;  Feltenstein  &  Rosenstein,  att'ys.  309  Broad- 
way: Chas  A  Kalish,  ref.  (Amt  due,  $9,910.34; 
taxes,  &c,  $696.54.)  Mort  recorded  Nov  14, 
1905.      By   Joseph   P   Day. 

6th  av.  No  399,  w  s,  74  n  24th  st,  20x100,  4-styi 
brk   bidg  and  store. 

6th  av,  Nos  826  to  830|s    e    cor    47th    st,    70x22. 

47th  st.  No  SO  I  4-sty    brk    tenement    and 

store. 

37th  st,  Nos  256  and  258,  s  s,  150  e  8th  av, 
50x98.9,    two    4-sty    brk    bldgs. 

Crotona  av,  e  s,  67.4  n  181st  st,  67.4xl03x 
66x116,  vacant. 

6th  av.  No  750.  e  s.  40.5  s  43d  st,  20x75,  4-sty 
stone  front  tenement  and  store. 
Frances  H  Hanford,  indiv,  &c,  agt  Mary 
E  Hays  indiv,  &c:  Thomas  W  Butts,  att'y,  51 
Chambers  st:  Morris  J  Hirsch,  ref.  (Partition.) 
By    Joseph    P    Day. 

Nov.  20. 

67th  St.  Nos  149  and  151,  n  s,  59  e  Lexington  av, 
.56xliH).10,  6-sty  brk  institute.  League  Real- 
ty Co  agt  George  Buckle  et  al;  Baldwin  & 
Blackmar.  att'ys,  31  Nassau  st;  Sampson  11 
Weinhandler,  ref.  (Amt  due,  $46,386,07; 
taxes,  &c,  $1,331.01.)  Mort  recorded  July  6, 
I'Mo.  By  Joseph  P  Day. 
Nov.    21. 

Oak  st,  c  1,  300  s  intersection  of  Syracuse  av, 
runs  s  100  x  e  125  x  n  100  x  w  123  to  begin- 
ning. Eastchester.  Walter  W  Taylor  agt  Edw 
V  Burton  et  al;  De  La  Mare  &  Morrison,  att'ys; 
Cromwell  G  Macy,  Jr.  ref.  (Amt  due,  $668,34; 
taxes,  &c.  $1.50.)  By  Cromwell  G  Macy,  Jr, 
at    11    a    m    at    Municipal    BIdg,    Bronx. 

Ash  st,  c  1,  200  s  intersection  Syracuse  av, 
runs  s  100  x  e  125  x  n  100  x  w  125  to  begin- 
ning, Eastchester.  Annie  V  Taylor  agt  Em- 
ma L  Shirmer  et  al;  action  No  1;  De  La  Mare 
&  Morrison,  att'ys:  Cromwell  G  Macy.  Jr,  ref. 
(Amt  due,  $6138.38;  taxes,  &c,  $150.)  By 
Cromwell  G  Macy,  Jr,  at  10  a  m,  at  Municipal 
Bldg.    Bronx. 

Ash  st,  c  1,  400  s  intersection  Syracuse  av,  runs 
s  100  X  w  125  X  n  100  x  e  125  to  beginning, 
Eastchester.  Same  agt  same;  action  No  2; 
same  att'y:  same  ref.  (Amt  due,  $668.34; 
taxes,  &c,  $130.)  By  Cromwell  G  Macy,  Jr, 
at    10  .30   a    m,    at    Municipal    Bldg,    Bronx. 

Hughes  av,  w  s,  75  n  l.SSth  st,  7.5x87.0,  vacant. 
Jcsephine  V  Whitney  et  al  agt  Richard  H  Lee 
et  al-  Mork  &  Kringel.  att'ys.  220  Broadway: 
Edw  R  Finch,  ref.  (Partition.)  (Taxes,  &c, 
$2,9<X).)     By    Joseph    P    Day, 

Ol^t  st  Nos  23  and  27,  n  s,  36.8  w  Madison  av, 
511x100  8.  vacant.  Andrew  Carnegie  agt 
naiiiel  Gaftnev:  DeForest  Bros,  att'ys,  30 
Broad  st:  Alfred  Katzenstein.  ref.  (Amt  due, 
$107  8,37.66:  taxes,  &c,  $4,389.55.)  Mort  re- 
corded May  13.  1903.     By  Herbert  A  Sherman. 

Thompson  st.  No  66,  e  s,  192  n  Broome  st,  runs 
e  94  X  n  13  9  X  w  4  X  n  '20.3  x  w  90  x  s  33.9 
to 'beginning.  5-sty  brk  tenement  &  store.  Sol- 
omon Jacobs  agt  Charles  Edelson  et  al;  Par- 
ker &  Aaron,  att'ys,  52  Broadway;  Chas  E  F 
McCann  ret.  (.\mt  due.  $10,771.23:  taxes  &c, 
$400-  sub  to  prier  mort  of  $'20,000.  (  Mort  re- 
corded Nov  1,  1893.  By  J  Barry  Lounsberry, 
•  ■    (Continued  on  pag«  889.) 
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Official  Xegal  lilottce 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  No- 
vember 1  to  15,  1906,  of  the  conflrmation  by  the 
Supreme  Court  and  the  entering  In  the  Bureau 
for  the  Collection  of  Assessments  and  Arrears,  of 
assessment  for  OPENING  AND  ACQUIRING 
TITLE  TO  THE  FOLLOWING  NAMED  AVE- 
NUE IN  THE  BOROUGH  OF  THE  BRONX. 

24TH  WARD.  SECTION  12.  VAN  CORT- 
LAND AVENUE— OPENING,  from  Jerome  Ave- 
nue to  Mosholu  Parkway.  Confirmed  November 
26,    1901;    entered   October  31,    1906. 

HERMAN  A.  METZ, 

Comptroller. 

City  of  New  York.   October  31,   1906.       (29913) 

ATTENTIO."^  IS  CALLED  TO  THE  ADVER- 
TISEMENT  IN  THE  CITY  RECORD  OP  No- 
vember 8  to  21.  1906,  for  the  confirmation  by 
the  Supreme  Court  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessments  for  OPENING  AND 
ACQUIRING  TITLE  to  the  following-named 
streets  in   the  BOROUGH  OF  MANHATTAN: 

12TH  WARD,  SECTION  8.  WEST  191ST 
STREET— OPENING,  from  Audubon  Avenue  to 
Wadsworth  Avenue.  Confirmed  April  12,  1906: 
entered  November  7,  1906.  WEST  192D  STREET 
— OPENING,  from  Audubon  Avenue  to  Wads- 
worth  Avenue.  Confirmed  April  12,  1900;  en- 
tered November  7,  1906. 

HERMAN    A,    METZ. 

Comptroller. 

City  of   New   York.   November  7,    1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT  IN  THE  CITY  RECORD  OF  No- 
vember 8  to  21,  1906,  for  the  confirmation  by 
the  Supreme  Court  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessments  for  OPENING  AND 
ACQUIRING  TITLE  to  the  following  streets  and 
avenues  in  the  BOROUGH  OP  QUEENS: 

1ST  WARD.  CABINET  STREET— OPENING, 
from  Jackson  Avenue  to  Broadway.  Confirmed 
December  19,  1905;  entered  November  7,  1906. 
WOLCOTT  AVENUE— OPENING.  from  the 
Boulevard  to  Purdy  Street.  Confirmed  April  25. 
1906;  entered  November  7,  1906.  BORDEN 
AVENUE— OPENING,  from  Greenpoint  Avenue 
to  Bradley  Avenue.  Confirmed  March  20.  1906: 
entered  November  7.  1906.  OAKLEY  STREET 
—OPENING,  from  Wilson  Avenue  to  Flushing 
Avenue.  Confirmed  May  19,  1906;  entered  No- 
vember   7,    190G. 

HERMAN    A.    METZ, 

Comptroller. 

City   of   New   York,    November  7,    1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT  IN  THE  CITY  RECORD  OF  No- 
vember 8  to  21.  1906,  for  the  conflrmation  by 
the  Supreme  Court  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessments  for  OPENING  AND 
ACQUIRING  TITLE  to  the  following-named 
places  in  the  BOROUGH  OF  THE   BRONX: 

23D  WARD,  SECTION  10.  A  PUBLIC  PLACE 
—OPENING,  at  the  intersection  of  Austin  Place 
and  East  149th  Street.  Confirmed  June  8,  1906; 
entered  November  7.  1906.  24TH  WARD.  SEC- 
TION 11.  BUCHANAN  PLACE— OPENING, 
from  Aqueduct  Avenue  to  Jerome  Avenue.  Con- 
firmed November  24,  1905;  entered  November  7, 
1906.  • 

HERMAN    A.    METZ, 

Comptroller. 

City  of   New  York,    November  7,    1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OP  No- 
vember 8  to  21,  1906,  for  the  conflrmation  by 
the  Board  of  Assessors  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessments  tor  LOCAL  IMPROVE- 
MENTS in   the   BOROUGH  OF  MANHATTAN: 

12TH  WARD.  SECTION  7.  COLUMBUS 
AVENUE— SEWERS,  east  .and  west  sides,  from 
106th  to  107th  Street.  WEST  151ST  STREET- 
SEWER,  between  7th  Avenue  and  McCombs 
Dam    Road. 

HERMAN    A.    METZ. 

Comptroller. 

City  of   New   York.   November  7.    1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  No- 
vember 8  to  21.  1906,  for  the  confirmation  by 
the  Board  of  Assessors  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  LOCAL  IMPROVE- 
MENTS     in   the   BOROUGH   OF   THE   BRONX: 

2:iD  WARD.  SECTION  10.  FOX  STREET- 
SEWER,  between  Longwood  Avenue  and  Inter- 
vale   Avenue. 

HERMAN    A.    METZ. 

Comptroller. 

City  of   New   York.   November  7,    1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT  IN  THE  CITY  RECORD  OF  Novem- 
ber 15  to  28.  1906.  of  the  confirmation  by  the 
Board  of  Assessors  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  LOCAL  IMPROVE- 
MENTS  in  the  BOROUGH  OF  THE  BRONX: 

24TH  WARD.  SECTION  11.  EAST  175TH 
STREET— REGULATING,  GRADING.  PAVING. 
CURBING.  FLAGGING.  LAYING  CROSSWALKS 
AND  PLANTING  TREES,  from  3d  Avenue  to  the 
Southern    Boulevard. 

HERMAN  A,  METZ.  Comptroller. 

City  of  New  York.  November  13.  190<j.   (.30167) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT  IN  THE  CITY  RECORD  OF  No- 
vember 10  to  23.  1906.  of  the  confirmation  by 
the  Supreme  Court  and  the  entering  in  the  Bu- 
reau for  the  Collection  of  Assessments  and  Ar- 
rears, of  assessment  for  OPENING  AND  AC- 
QUIRING TITLE  to  the  following-named  Avenue 
in    the    BOROUGH    OP    MANHATTAN: 

12TH  WARD.  SECTION  8.  AUDUBON  AVE- 
NUE—OPENING, from  170th  Street  to  Port 
George  Avenue.  Confirmed  October  22,  1906; 
entered  November  9,  1906. 

HERMAN  A.   METZ, 
Comptroller. 

City  of  New  York,  November  9,  1906.   (30122) 


proposals. 


proposals. 


Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock  p.  m. 
on 

THURSDAY,    NOVEMBER   22,    1906, 
Borough    of    Manhattan. 
For   constructing   a   portion   of    Colonial    Park, 
north  of  One  Hundred  and  Forty-ninth  Street,  in 
the    Borough    of    Manhattan,    The    City    of    New 
York. 
For   full    particulars   see   City   Record. 
MOSES    HERRMAN, 

President; 
JOSEPH    I.    BERRY, 
MICHAEL   J.    KENNEDY, 

Commissioners  of  Parks. 

Office  of  the  Department  of  Parks.  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office  of 
the   Department  of   Parks  until  3  o'clock  P.    M. 

THURSDAY,    DECEMBER  6,    1900, 
Borough  of  Brooklyn. 
For    furnishing    all    the    labor    and    materials 
necessary    to    construct,    complete    and    emplace 
storm      doors     and      winter     screens     on      boat 
house  building,   Prospect  Park. 
For   full    particulars   see   City   Record. 
MOSES    HERRMAN, 

President. 
JOSEPH   I.    BERRY, 
MICHAEL    J.    KENNEDY, 
(.30180)  Commissioners  of  Parks. 

Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office  of 
the  Department  of  Parks  until  3  o'clock  P.  M. 
on 

THURSDAY,    DECEMBER   0,    1906, 
Borough  of  Brooklyn. 
No.   1.     For   furnishing   all    the    labor   and   ma- 
terials necessary  for  the  erection  and  completion 
of  a   shelter  house   in   Pulton   Park,   Borough  of 
Brooklyn. 

No.  2.  For  furnishing  all,  the  labor  and  ma- 
terials necessary  for  the  erection  and  completion 
of  a  shelter  house,  Winthrop  Park,  Borough  of 
Brooklyn. 

No.  3.     For   furnishing  all   the   labor   and   ma- 
terials necessary  for  the  erection  and  completion 
of  a  shelter  house  in  New   Lots  Park,   Borough 
of  Brooklyn. 
For   full    particulars   see   City   Record. 
MOSES    HERRMAN, 

President. 
JOSEPH    I.    BERRY, 
MICHAEL   J.    KENNEDY, 
(30188)  Commissioners  of  Parks. 

Office  of  the  Department  of  Correction,  No.  148 
East  Twentieth  Street,  Borough  of  Manhattan, 
The   City   of   New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above  office   until   11   o'clock   A.    M.    on 

TUESDAY.    NOVEMBER    27,    1900, 
Borough  of  Brooklyn. 
For    furnishing    and     delivering    supplies    tor 
manufacturing  purposes,  etc. 
For   full    particulars   see   City   Record. 

JOHN  V.  COGGEY, 

Commissioner. 
Dated    November    13,    1906.  (30194) 

Department  of  Health  of  The  City  of  New 
York,  Southwest  Corner  of  Fifty-fifth  Street  and 
Sixth  Avenue,  Borough  of  Manhattan,  The  City 
of  New  York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived   by   the   Board   of    Health   of   the    Depart- 
ment of  Health  until  10  o'clock  A.  M.  on 
TUESDAY,    NOVEMBER    27,    1906, 
For  furnishing  all  the  labor  and  furnishing  and 
erecting  all   the   materials  necessary  or  required 
to  erect  and  complete  an  extension  to  the  nurses' 
Home  at  the  Kingston  Avenue  Hospital,  Albany 
Avenue  and  Fenlmore  Street,  Borough  of  Brook- 
lyn.  City  of  New  York. 
For   full    particulars   see   City   Record 

THOMAS    DARLINGTON.    M.    D., 
President; 
ALVAH  H.   DOTY.   M.   D.. 
THEODORE   A.    BINGHAM, 
r,  ,  _,    ^,  Board  of  Health. 

Dated    November    14.    1906.  (30202) 


DEPARTMENT  OP  DOCKS  AND  FERRIES. 

Sealed  bids  for  repairing  and  painting  Munic- 
ipal Ferryboats,  etc.,  and  miscellaneous  sup- 
plies therefor  (No.  1009)  will  be  received  by 
the  Commissioner  of  Docks  at  Pier  "A,"  Bat- 
tery Pi.,  Borough  of  Manhattan,  until  12 
o'clock,  noon,  November  23,  190G.  (For  par- 
ticulars   see    "City    Record.")    .  (30151) 

Bellevue  and  Allied  Hospitals  Department  of 
New  York  City.  Twenty-sixth  Street  and  First 
Avenue,  Borough  of  Manhattan,  The  City  of  New 
York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived   by   the   President   of  the   Board   of  Trus- 
tees at  the  above  office  until  3  o'clock  P    M    on 
FRIDAY,     NOVEMBER    23,     1906. 

For  all  labor  and  materials  required  for  the 
complete  fitting  up  of  the  compounding  apoth- 
ecary's room  and  the  dispensing  apothecary's 
room,  and  the  installation  of  a  prescription 
table  in  the  new  Pordham  Hospital,  situated  on 
the  west  side  of  Crotona  Avenue  and  the  South- 
ern Boulevard  and  opposite  the  north  end  of 
Cambrellng  Avenue,  Borough  of  the  Bronx  the 
City   of   New   York. 

For   full    particulars   see   City  Record. 

JOHN     W.     BRANNAN, 
President,     Board    of    Trustees,     Bellevue 
and   Allied   Hospitals. 

Dated    November   9,    1906.  (30144) 


Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will 
be  received  by  the  Park  Board  at  the  above 
office  of  the  Department  of  Parks  until  3 
o'clock   p.    m.,    on 

THURSDAY,    NOVEMBER  22,   1906. 

Borough   of   Manhattan. 

No.    1.      For   preparing  plots   for   tree  planting 

in    De    Witt    Clinton    Park,    in    the    Borough    of 

Manhattan,    the    City    of    New    York. 

No.  2.  For  preparing  plots  for  tree  planting 
in  Thomas  Jefferson  Park,  in  the  Borough  of 
Manhattan,   the  City  of  New  York. 

No.  3.    For   preparing    plots    for   tree  planting 
in  Manhattan  Square  and  in  St.   Gabriel's  Park, 
both    in    the    Borough    of    Manhattan,    The    City 
of   New    Y^ork. 
For   full   particulars   see   City   Record. 
MOSES    HERRMAN, 

Presiden; 
JOSEPH    I.    BERRY, 
MICHAEL    J.    KENNEDY, 
Commissioners   of   Parks. 
Dated    November    8,    1906. (30130) 

Office  of  the  President  of  the  Borough  of 
Manhattan,  City  Hall,  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Borough  of 
Manhattan,  at  the  City  Hall,  Room  No.  16,  un- 
til  3  o'clock   p.   m.,    on 

THURSDAY',    NOVEMBER  22,   1906. 
No.    1.     For  furnishing  all   the  labor  and  ma- 
terials   requii'ed    for    building    sewer   and   appur- 
tenances   in    Two    Hundred    and    Fourth    Street, 
between    Harlem   River  and   Ninth  Avenue. 
For  full  particulars  see  City  Record. 

JOHN  P.   AHEARN, 
Borough  President. 
The   City  of  New  York,   November  10,    1906. 

i30137) 
UNDER    OFF    LEGALS 

PROPOSALS  FOR   BIDS  OR  ESTIMATES. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
recived  at  the  office  of  the  Supervisor  of  the 
City  Record,  No.  21  Park  Row,  in  The  City  of 
New  York,  until  11  o'clock  a.  m., 

TUESDAY,    NOVEMBER    27,    1906. 

For  furnishing  all  the  materials  and  plant  and 

doing    all    the    work    necessary    and    proper    to 

print,     furnish,     fold,     bind    and    distribute    the 

"City    Record,"    for    and    during    the   year   1907. 

For  full   particulars  see  City  Record. 

GEORGE    B.    McCLELLAN, 

Mayor; 
WILLIAM   B.    ELLISON, 

Corporation    Counsel: 
HERMAN  A.   METZ. 

Comptroller; 
„,  Board    of    City    Record. 

The   City  of  New  Y'ork,   November  15,   1906. 


public  IHorlces. 


PUBLIC  NOTICE  is  hereby  given  to  the  owner 
or  owners  of  all  houses  and  lots,  improved  or 
unimproved  lands  affected  thereby,  that  the  fol- 
lowing proposed  assessments  have  been  com- 
pleted and  are  lodged  in  the  ofJi(je  of  the  Board 
of  Assessors  for  examination  by  all  persons  in- 
terested,   viz. : 

BOROUGH  OP  MANHATTAN. 

List  8932.  No.  1.  Paving  Fort  Washington 
avenue  with  telford  macadam  pavement,  curbing 
flagging  and  guttering,  from  Kingsbridge  road  to 
Its  first  intersection  with  an  unnamed  street 
about  1,248  feet  northerly,  and  also  the  said  un- 
named street  joining  the  easterly  and  westerly 
arms  of  the  loop  in  Fort  Washington  avenue 

List  8999,  No,  2.  Sewer  and  appurtenances  in 
West  One  Hundred  and  Seventieth  street,  be- 
tween Fort  Washington  avenue  and  Broadway 

List  9000,  No.  3.  Receiving  basin  and  appur- 
tenances on  the  northwest  corner  of  Thirty-third 
street  and  Eleventh  avenue. 

List  9002,  No.  4.  Sewer  and  appurtenances  in 
West  One  Hundred  and  Seventy-seventh  street, 
between    St.    Nicholas    avenue  and   Broadway. 

List  9003,  No.  5.  Repairing  sidewalks  in  front 
of  Nos.  713,  715,  717,  719,  721,  727,  729  and  731 
Greenwich    street. 

List  0004.  No.  6.  Repairing  sidewalk  on  the 
northwest  corner  of  Macdougal  street  and  Mi- 
netta   lane. 

List  9005,  No,  7.  Repairing  sidewalk  on  the 
north  side  of  One  Hundred  and  Thirty-fourth 
street,   beginning  335  feet  west  of  Fifth  avenue. 

List  9006,  No,  8.  Repairing  sidewalk  on  the 
south  side  of  West  Seventy-ninth  street,  begin- 
ning 170  feet  west  of  West  End  avenue;  run- 
ning to  Riverside  drive  and  including  92  feet  on 
Riverside  drive. 

List  9007,  No  9.  Repairing  sidewalk  in  front 
of  Nos.  140  to  152  West  Sixty-third  street. 

List  9008.  No.  10.  Repairing  sidewalk  on  the 
west  side  of  Lenox  avenue,  between  One  Hun- 
dred and  Thirty-ninth  and  One  Hundred  and  For- 
tieth   streets. 

List  9009,  No.  11.  Repairing  sidewalk  on  the 
west  side  of  Lenox  avenue,  between  One  Hun- 
dred and  Forty-first  and  One  Hundred  and  Forty- 
second    streets. 

List  9010,  No.  12.  Repairing  sidewalk  opposite 
No.    243   West   Sixtieth   street. 

List  9014,  No.  13.  Repairing  sidewalk  on  the 
south  side  of  One  Hundred  and  Thirty-fourth 
street,  beginning  110  feet  west  of  Madison  ave- 
nue. 

List  9015,  No.  14.  Repairing  sidewalk  on  the 
north  side  of  One  Hundred  and  Thirty-fourth 
street,  beginning  10  feet  west  of  Madison  avenue. 

List  9017,  No.  15.  Paving  West  One  Hundred 
and  Forty-fourth  street,  between  Lenox  and 
Seventh  avenues,  with  sheet  asphalt,  curbing 
and    resetting   curb. 

For   full   particulars   see  City   Record. 
ANTONIO   ZUCCA, 
PAUL  WEIMANN, 
JAMES   H.    KENNEDY, 

Board  of  Assessors. 

WILIAM  H.  JASPER. 

Secretary, 
No.     320     Broadway. 

City  of  New  York,  Borough  of  Manhattan,  No- 
vember  15,    1906.  (30223) 
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public  tlotlccs. 


CORPORATION  SALE  OF  BUrLDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL  ESTATE. 

AT  THE  REQUEST  OF  THE  PRESIDENT 
OF  THE  BOROUGH  OF  THE  BRONX,  public 
notice  is  hereby  given  that  the  Commissioners 
of  the  Sinking  Fund  of  the  City  of  New  York, 
by  virtue  of  the  powers  vested  in  them  by  law, 
will  offer  for  sale  at  public  auction  the  build- 
ings, parts  of  buildings,  •  etc.,  standing  within 
the  lines  of  property  owned  by  the  City  of  New 
York,    acquired    for    street   purposes.    In    the 

BOROUGH  OF  THE  BRONX. 
All  the  buildings,  parts  of  buildings,  etc., 
standing  within  the  lines  of  Summit  Place,  from 
Heath  Avenue  to  Boston  Avenue,  in  the  24th 
Ward  of  the  Borough  of  the  Bronx,  City  of 
New  York,  more  particularly  described  on  a 
map  on  file  in  the  office  of  the  Collector  of  City 
Revenue.  Department  of  Finance,  Room  141, 
280  Broadway,  Borough  of  Manhattan.  The  sale 
will    take   place   on, 

WEDNESDAY,    NOVEMBER   21,    1906, 
at  11  a.   m.,  on   the  premises,   and  will  be  sold 
at    the    highest    marketable    price    on    the    fol- 
lowing 

TERMS   AND    CONDITIONS. 

Cash  payment  in  bankable  funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of  the 
buildings,  parts  of  buildings,  etc.,  standing  with- 
in the  lines  of  said  streets,  from  the  streets,  by 
the  purchaser  or  purchasers  immediately  after 
the  sale.  If  the  purchaser  or  purchasers  fail  to 
effect  a  removal  within  thirty  days,  he  or  they 
shall  forfeit  his  or  their  purchase  money  and 
the  ownership  of  the  buildings,  parts  of  build- 
ings, etc.,  and  the  City  of  New  York  will  cause 
the  same  to  be  removed  without  notice  to  the 
purchaser. 

Purchasers  to  be  liable  for  any  and  all  danri- 
ages  of  any  kind  whatsoever  by  reason  of  the 
occupation  or  removal  of  said  buildings,  parts  of 
buildings,    etc. 

The  bidder's  assent  and  agreement  to  the 
above  terms  and  conditions  are  understood  to  be 
implied    by    the    act    of    bidding. 

By  direction  of  the  Comptroller,  sales  of  the 
above  described  property  will  be  made  under 
the  supervision  of  the  Collector  of  City  Revenue 
at   the  time   stated   herein. 

Full  particulars  of  sale  can  be  obtained  at  the 
office  of  the  Collector  of  City  Revenue.  Room 
141.  Stewart  Building,  280  Broadway,  Borough 
of    Manhattan. 

H.   A.   METZ. 

Comptroller. 

City  of  New  York— Department  of  Finance, 
Comptroller's   office,    November    1,    1906.    (30017) 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL  ESTATE. 

William  H.  Smith,  Auctioneer. 

Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of 
the  powers  vested  in  them  by  law,  will  offer  for 
sale  at  public  auction  the  buildings,  parts  of 
buildings,  etc.,'  standing  upon  property  owned 
by  The  City  of  New  York,  acquired  for  the  use 
of  the  Park  Department,  said  buildings  being 
situated   in   the 

BOROUGH    OF    BROOKLYN 
and    erected    upon    property    bounded    and    de- 
scribed   as    follows: 

BEGINNING  at  a  point  on  the  northerly  line 
of  Sunnyside  Avenue,  distant  42.54  feet  wester- 
ly from  the  westerly  line  of  Warwick  Street; 
thence  easterly  along  the  northerly  line  of 
Sunnyside  Avenue  2,031.54  feet,  more  or  less. 
to  the  westerly  boundary  line  of  the  National 
Cemetery;  thence  southerly  along  the  westerly 
boundary  line  of  the  National  Cemetery  2S5  feet, 
more  or  less,  to  the  northerly  line  of  Jamaica 
Avenue;  thence  westerly  along  the  northerly  line 
of  Jamaica  Avenue  2,067  feet,  more  or  less  to  a 
point  400  feet  easterly  from  the  easterly  line 
of  Barbey  Street;  thence  northerly  at  right  an- 
gles to  Jamaica  Avenue  115  feet,  more  or  less; 
thence    easterly    parallel    with    Jamaica    Avenue 


HERBERT  A.  SHERMAN 

REAL  ESTATE 

AUCTIONEER,     BROKER 

APPRAISER,  AGENT 
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0  Pine  and  10  Wall  St.. 
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Tel.  Connections.     Private  Wire  Between  Offices 

publtc  Notices. 

7.21  feet,  more  or  less,  to  a  point  In  the  south- 
erly side  of  Sunnyside  Avenue,  distant  57. GO 
feet  westerly  from  the  westerly  line  of  War- 
wick Street;  thence  northerly  62  feet,  more  or 
less,   to  the  point  of  beginning. 

By  direction  of  the  Comptroller  the  sale  of 
the  above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue.  Department  of 
Finance.  The  sale  will  take  place  on 
WEDNESDAY,  NOVEMBER  28,  1006, 
at  11  a.  m.,  on  the  premises,  and  will  be  sold 
for    the    highest    marketable    price. 

For  further  particulars  see   "City  Record." 
H.   A.   METZ, 

Comptroller. 

City  of  New  York — Department  of  Finance, 
Comptroller's  Office,  November  1,  1006.      (30014) 

MUNICIPAL    CIVIL    SERVICE    COMMISSION. 
290  Broadway. 

New  York,  November  5,  1906. 
PUBLIC   NOTICE   IS   HEREBY  GIVEN   THAT 
applications    will    be    received    until    4    P.     M., 
Monday,    December   3,    1006,    for   the   position  of 
TOPOGRAPHICAL    DRAUGHTSMAN. 

The  examination  will  be  held  on  Wednesday, 
December   12,   at   10  A.    M. 

For  scope  of  examination  and  further  informa- 
tion,   apply    to    the    Secretary. 

FRANK  A.   SPENCER,        » 
(29975) Secretary. 

MUNICIPAL    CIVIL    SERVICE    COMMISSION. 
299  Broadway. 

New  York.  November  5.  1906. 
PUBLIC    NOTICE    IS    HEREBY    GIVEN    that 
applications  will  be  received  until  4  P.  M.,  Mon- 
day.    December    3,     1906,     for    the    position    of 
CHEMIST. 

The  examination  will  be  held  on  Thursday,  De- 
cember 13.   1906.  at  10  A.  M. 

For  scope  of  examination  and  further  informa- 
tion apply  to  the  Secretary. 

FRANK  A.  SPENCER, 
(.30003) Secretary. 

CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

William  H.  Smith,  Auctioneer. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  THAT 
the  Commissioners  of  the  Sinking  Fund  of  the 
City  of  New  York,  by  virtue  of  the  powers  vested 
in  them  by  law.  will  offer  for  sale  at  public  puc- 
tion,  the  buildings,  parts  of  buildings,  etc., 
standing  upon  property  owned  by  the  City  of 
New  York,  acquired  for  street  opening  pur- 
poses, under  the  jurisdiction  of  the  Commis- 
sioner of  the  Department  of  Parks,  said  bui. cl- 
ings being  situated  in  the  Borough  of  Brooklyn 
and  erected  upon  property  described  as  follows: 

Being  the  two  buildings  located  on  Bay  Ridge 
Parkway  at  5th  Avenue,  between  06th  and  b7th 
Streets,    in   the   Borough   of   BrooWyn. 

By  direction  of  the  Comptroller,  ^he  sale  of 
the  above  described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance. 

The   sale   will   take   place   on 

FRIDAY,    NOVEMBER    30,     1906, 
at   1    p.    m.,    on   the   premises,    and   will   be   sold 
for    the    highest    marketable    price. 

(For   further   particulars   see  City   Record.) 
H.  A.  METZ, 

Comptroller. 

City  of  New  York— Department  of  Finance, 
Comptroller's   Office,    Nov.    7,    1906. 


public  IHottces. 


CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTE.N'ANCES  THERETO  ON  CITY 
HEAL    ESTATE. 

William  H.  Smith,  Auctioneer. 

Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund,  by  virtue  of  the 
powers  vested  in  them  by  law,  will  otter  for  sale 
at  public  auction,  the  buildings,  parts  of  build- 
ings, etc.,  standing  upon  property  owned  by  the 
City  of  New  York,  acquired  for  street  opening 
purposes,  under  the  jurisdiction  of  the  Presi- 
dent of  the  Borough  of  Brooklyn,  said  buildings 
being  situated  in  the  Borough  of  Brooklyn  and 
erected    upon    property    described    as    follows; 

All  the  right,  title  and  interest  of  the  City 
of  New  York  in  and  to  the  buildings  remaining 
within  the  area  of  the  property  acquired  for  the 
proposed  opening  and  extending  of  Grand  Street, 
from  Hooper  Street  to  Havemeyer  and  South  4th 
Streets,  which  are  more  particularly  described 
on  a  map  on  file  in  the  office  of  the  Collector 
of  City  Revenue.  Department  of  Finance,  Room 
141,  2.S0  Broadway,  Borough  of  Manhattan.  The 
sale   will   take   place   on 

WEDNESDAY.    NOVEMBER   28.    1906, 
at   1    p.    m..    on   the   premises,    and   will   be   sold 
for    the    highest    marketable    price. 

(For   further   particulars   see   City   Record.) 
H.   A.   METZ, 

Comptroller. 

City  of  New  York— Department  of  Finance, 
Comptroller's    Office,    Nov.    7,    1006. 

©fficial  OLegal  IRottces. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT L\'  THE  "CITY  RECORD"  OP  No- 
vember 1.5.  I'.IOO,  to  November  28.  1906,  of  the 
confirmation  by  the  Board  of  Assessors  and  the 
entering  in  the  Bureau  for  the  Collection  of 
Assessments  and  Arrears,  of  assessment  for 
LOCAL  IMPROVEMENTS  in  the  BOROUGH  OP 
BROOKLYN. 

EIGHTH    WARD,    SECTION   3. 

LAVING  CEMENT  SIDEWALKS  on  both  sides 
of  FIFTY-SECOND  STREET,  between  Sixth  and 
Seventh  avenues;  on  FIFTY-EIGHTH  STREET, 
north  side,  between  Sixth  and  Seventh  avenues, 
and  on  THIRTIETH  STREET,  north  side,  be- 
tween Third  and  Fourth  avenues:  also  on  the 
northeast  corner  of  FIFTY-EIGHTH  STREET 
AND    THIRD   AVENUE. 

EIGHTH     WARD,     SECTION     3,     AND     THIR- 
TIETH  WARD.    SECTION    18. 

SIXTIETH  STREET— SEWER,  between  Fifth 
and  Sixth  avenues. 

TWELFTH   WARD,    SEICTION  2. 

WEST  NINTH  STREET— PAVING,  with  as- 
phalt pavement,  between  Clinton  and  Henry 
streets. 

WEST  NINTH  STREET— SEWER,  from  Clin- 
ton  street   to   Henry  street. 

TWENTY-SEVENTH    WARD.    SECTION    11. 

TROUTMAN  STREET— SEWER,  from  Irving 
avenue  to  Wyckoff  avenue. 

STARR  STREEiT- SEWER,  from  Irving  ave- 
nue   to    Wvckoff    avenue. 

TWENTY-EIGHTH     WARD.     SECTION     11. 

BUSHWICK        AVENUE— SEWER.        westerly 

side,  from  Jefferson  avenue  to  the  existing  sewer 

south  of  Hancock  street,  • 

TWENTY-NINTH     -WARD,     SECTION    5.     AND 

TWENTYJ-NINTH     AND     THIRTY-SECOND 

WARDS. 

NOSTRAND  AVENUE,— REGULATING,  GRAD- 
ING AND  PAVING,  between  Malbone  street  and 
Flatbush   avenue. 

TWENTY-NINTH    WARD,    SECTION    16. 

EAST  ELEVENTH  STREET— REGULATING, 
GRADING.  CURBING  AND  LAYING  CEMENT 
SIDEWALKS,  between  Beverley  road  and  Cor- 
telyou   road. 

THIRTY-SECOND    WARD,     SECTION   15. 

EAST  THIRTY-FOURTH  STREET- PAVINQ, 
from  Avenue  F  to  Glenwood  road. 

HERMAN   A.    METZ, 

Comptroller. 

City  of  New  York — Department  of  Finance, 
Comptroller's   Office,    November  13,    1906. 


ADVERTISED   LEGAL   SALES. 

(Continued  from  page  284.) 
Nov.  22. 
West  Broadway,  No  498,  w  s,  123  n  Houston  st, 
-25x75,  5-sty  brk  tenement  and  store  and  3-sty 
frame  tenement  in  rear.  Sale  for  payment  of 
debts  of  William  Campbell  deed:  Goodale  & 
Hanson,  att'ys,  42  Broadway;  John  McG  Good- 
ale,  admr.  (Amt  due,  $15,652.56.)  By  Geo  R 
Read. 

Nov.  23. 
Broadway.  No  648,  e  s,  53.3  n  Bleecker  st,  30.3x 
150x40.1x150,    10-sty    brk    and    stone    loft   and 


store  building.  Broadway  Trust  Co  agt  Peter 
Banner  et  al;  Ira  L  Bamberger,  att'y,  309 
Broadway:  Geo  H  Engel,  ref.  (Amt  due, 
$(*!.518.20:  taxes,  &c,  $4,066.97:  sub  to  a 
first  mort  of  $300,000  and  interest  amount  to 
.$6,375.00.)  Mort  recorded  April  4,  1905.  By 
Joseph   P   Day. 

139th  st,  Nos  502  and  504,  s  s.  100  w  Amsterdam 
av,  50.x99.ll,  6-sty  brk  tenement.  Emanuel 
Arnstein  et  al  agt  Abraham  or  Ahram  Schles- 
inger  et  al;  Alexander  Pfeitfer,  att'y,  12S 
Broadway;  Samuel  Marsh,  ref.  (Amt  due 
$26,478.52;    taxes,    &c,    $296.93;    sub    to    four 


morts    aggregating    $22,750.)       Mort    recorded 
Sept   26,    1905.      By   Joseph    P   Day. 
Nov.  24. 
No   Legal    Sales   advertised   for   this   day. 

Nov.  26. 
Wadsworth  av  No  200[n    w    cor    lS3d    st,    74.11X 
lS3d  st,  No  651  I  .")0,     6-sty     brk     tenement 

and  store,  Mayer  S  Auerbach  agt  Agnes  E 
Bell  et  al:  Max  Stern,  att'y,  44  Broadway; 
■  Milton  S  Guiterman,  ref.  (Amt  due,  $16,- 
328.16;  taxes,  &C,  $7.88.23;  sub  to  a  first  mort 
of  $10,000,)  Mort  recorded  April  17,  1905. 
By  Joseph   P   Day. 


CONVEYANCES 


Whenever  the  letters  Q.  C,  C.  a  G.  and  B.  &  S.  occur,  preceded  by 
the  name  of  the  grantee,  they  mean  as  follows: 

1st. — Q.  0.  is  an  abbreviation  tor  Quit  Claim  deed,  1.  e.,  a  deed 
wherein  all  the  right,  title  and  interest  of  the  grantor  is  conveyed, 
omitting  all  covenants  and  warranty. 

2d. — C.  a.  G.  means  a  deed  containing  Covenant  against  Grantor 
only,  in  which  he  covenants  that  he  hath  not  done  any  act  whereby 
the  estate  conveyed  may  be  impeached,  charged  or  encumbered. 

3d. — B.  &  S.  is  an  abbreviation  for  Bargain  and  Sale  deed,  wherein, 
although  the  seller  makes  no  expressed  consideration,  and  thus  im- 
pliedly claims  to  be  the  owner  of  it.  The  street  or  avenue  numbers 
given  in  these  lists  are,  in  all  cases,  taken  from  the  Insurance 
maps  when  they  are  not  mentioned  in  the  deeds.  The  numbers,  it 
will  occasionally  be  found,  do  not  correspond  with  the  existing  ones, 
owing  to  there  having  been  no  official  designation  made  of  them  by 
the  Department  of  Public  Works. 

4th. — The  first  date  is  the  date  the  deed  was  drawn.  The  second 
date  is  the  date  of  filing  same.  When  both  dates  are  the  same,  only 
one  is  given. 


November  9,  10,  12,  13.  14  and  15. 
BOROUaH    OF   KAKHATTAK. 

Broome  st,  No  70,  n  s,  25  w  Cannon  st,  2rix7.5,  5-sty  brk  tenement 
and  store.  Joseph  Rothman  to  Annie  Berger.  Mort  $40,400, 
Nov  14.     Nov  15,  1006.     2:332—70.    A  §13.000- $22,000.  100 

Broad  st.  Nos  54  and  56,  w  s,  abt  1G5  n  Beaver  st,  45.4xllG.Gx 
35.0x113.7  s  w  s.  5-sty  brk  loft  and  store  building.  Gibson  Put- 
zel  to  the  Realty  Co  of  America.  Mort  $270,000.  Nov  13,  1900. 
1:24—10  and  41.     A  $270,000— $.300,000,  nom 

Broome  st.   No  270,   n  s,  30,8  e  Allen  st.  24x75.0x24x75.3. 

Broome  st.  No  272,  n  s,  22.4  e  Allen  st,  17.4x75.3x17.6x75.1, 
two  5-sty  brk  tenements  and  stores. 

Abraham   Lubetkin   et   al   to   Simon   Lazerowitz.      Mort   $57,000.' 
Nov  15,  1900.     2:414—64  and  05.     A  $30,000— $40,000. 

other  consid  and  100 

Chembers  st.  No  155.  n  s,  201  w  Hudson  st,  25x77.5x25x77.4,  5-sty 
brk  loft  and  store  building.  Albert  W  Venina  to  John  C  Dehls, 
of  Morristown,  N  J.  ^i.  part.  Mort  $4'2,500.  July  5.  Nov  14. 
190(i.      1:140—9.      A  $24,700— $36,000.  nom 

Same  property.  Same  to  William  Bruening.  %  part.  Mort  $42,- 
500.     July  5.     Nov  14,  190C.     1:140.  nom 
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Eldridge  st,  No  230,  e  s,  100  n  Stanton  st,  25x87.6,  5-sty  brk  tene- 
ment and  store.  Aaron  J  Bloomberg  to  Joseph  Jacobs.  %  part. 
All  title.  B  &  S  and  C  a  G.  Mort  $18,500.  Nov  1.  Nov  9, 
190G.     2:417—2.    A  $14,500— $19,000.  nom 

Eldridge  st,  No  43,  w  s,  100  n  Canal  st,  25.10.xl00,  5-sty  brk 
tenement  and  store.  Lemuel  Baiim  et  al  EXRS,  &c,  Mayer 
Baum  to  Dora  Pressman.  Mort  $22,000.  Aug  30.  Nov  9,  1906. 
1:301-29.      A    $10,500— $34,000.  54,500 

Same  property.  Yetta  Friedman  et  al  to  same.  B  &  S.  All  liens. 
Nov   1.      Nov  9,   1900.      1:301.  other  consid   and   100 

Same  property.  Irving  Baum  to  same.  Mort  $22,000.  Aug  30. 
Nov  9,  1900.     1:301.  other  consid  and  100 

Same  property.  Dora  Pressman  to  Simon  Lefkowitz.  Morts  .^45,- 
(JUO.     Nov  S.     Nov  9,  1900.     1:301.  nom 

Eldridge  st,  No  20<),  e  s,  128.2  n  Rivington  st,  24x88.4,  6-sty  brk 
tenement  and  store.  Therese  wife  of  and  Leopold  Schmeidler  to 
Henry,  Adolf  and  Benjamin  Schmeidler.  Mort  $26,000.  June 
21.      Nov   14,   1900.      2:416—3.     A   $16,000— .$.33,000.  gift 

Same  property.  Henry  Schmeidler  et  al  to  Therese  wife  of  Leo- 
pold Schmeidler.     Mort  $26,000.     Nov  13.     Nov  14,  1900.     2:416. 

100 

Elizabeth  st.  No  90  (SG),  e  s,  abt  131  s  Grand  st,  25x100,  G-sty 
brk  tenement  and  store.  Antonio  Viniello  to  Pasquale  and  Sal- 
vatore  Pati.  Mort  $41,500.  Oct  31.  Nov  9,  1906.  1:239—11. 
A    $14,200— $35,000.  other   consid    and    100 

Essex  st.  No  11,  w  s,  abt  175  s  Hester  st,  25x87.6,  5-sty  brk  ten- 
ement and  store.  Abraham  Halprin  et  al  to  Max  Psaty  and  Is- 
rael Goldsmith  and  Domenico  Bravin.  Mort  $39,000.  Nov  14. 
1006.     1:297—24.     A  $22,500— $32,000.  other  consid  and  100 

Essex  st,  No  11,  w  s,  abt  175  s  Hester  st,  25x87.0,  5-sty  brk  tene- 
ment and  store.  Daniel  Cunningham  to  Abraham  Halprin,  Men- 
del Diamondston  and  Jacob  Levin.  Nov  14,  1906.  1:297 — 24.  A 
$22,.50O— $32,000.  other  consid  and   100 

Forsyth  st.  No  36,  s  e  s,  abt  50  n  Canal  st,  25x100,  5-sty  brk  ten- 
ement and  store.  Harris  Smulowitz  to  Karl  M  Wallach.  Mort 
$30,375.  Nov  12.  Nov  13,  1906.  1:301—3.  A  $18,000— $34,- 
OOO.  other  consid  and  100 

Front  st.  No  3,  s  s,  abt  35  w  Moore  st,  33.3xS0.x30xS0.,  brk  bldg 
abandoned  at  2d  sty.  FORECLOS  (Oct  24).  Oscar  P  Willmann 
ret  to  George  Hahn.     Nov  10.     Nov  12,   1900.     1:4.  14,750 

Same  property.  George  Hahn  to  John  Bitlner.  B  &  S.  Mort 
$25,000.     Nov  10.     Nov  12,  1906.     1:4.  other  consid  and  100 

Lewis  st.  No  ]05»^,  w  s,  120  n  Stanton  st,  20x100,  5-sty  brk  tene- 
ment and  store  and  o-sty  brk  tenement  in  rear.  Rachel  Tannen- 
baum  to  Rebecca  Tannenbaum.  All  liens.  Nov  5.  Nov  9,  1900. 
2:330—30.     A  $10,00O-$15,000.  omitted 

Madison  st.  Nos  291  and  293,  n  s,  46  w  Montgomery  st,  runs  w 
46  X  n  88  X  e  23  X  s  20  X  e  23  X  s  08  to  beginning,  2  and  3-sty 
brk  tenements.  David  Levine  to  Rosie  Steinberg.  Mort  $31,- 
0(.)0.  Nov  10.  Nov  13,  1906.  1:269—58  and  59.  A  $25,000— 
$28,000.  other  consid  and  100 

Monroe  st.  No  9,  n  s,  151.7  e  Catherine  st,  25x100,  5-sty  brk  t^- 
ment  and  store.  FORECLOS  (July  13).  Sylvester  L  H  Ward 
ret  to  Joseph  and  Louis  Jacobs.  Mort  $23,000.  Nov  14.  Nov 
15,   190G.      1:276—4.     A   $18,000— $32,000.       above   morts   19,100 

Pearl  st.  No  101,  n  s,  abt  88  w  Pine  st.  runs  n  49.6  x  w  4  x  n 
38.6  X  e  30.3  x  s  along  No  1(53  Pearl  st.  90.1  to  st,  x  —  22  to  be- 
ginning, 5-sty  brk  loft  and  store  building. 

Wall  st.  No  70  (58),  n  s,  abt  90  w  Pearl  st,  26.1x101.9x25.7x100.11 
w  s,  5-sty  brk  loft  and  store  building. 

John  Turnbull  to  Index  Realty  Co.     Mort  $ .     Nov  12.     Nov 

14.  1906.     1:40 3  and  33.     A  $187,200- $208,000.  nom 

Pitt  st.  No  9,  w  s,  125  n  Grand  st,  25x100,  6-sty  brk  tenement  and 
store.  Nathan  Goldstein  to  Abraham  D  Prager.  Mort  $45,500. 
Nov  1.     Nov  15,  1906.     2:341—56.    A  $15,000— $30,000. 

other  consid  and  100 

Rivington  st.  No  26,  n  s,  75  e  Chrystie  st,  25x100,  5-sty  brk  tene- 
ment and  store.  Sam  P.iedler  to  Woolf  J  Blumborg.  Mort  $32,- 
000.     Nov  15,  1906.     2:421—39.     A  $19,000— $26,000.  100 

St  Marks,  pi.  No  91|  n  s,  60  e  1st  av,  20x93.11,  4-sty  brk  tenement. 

8th  st  I     Morris    P   Joachim    et    al    to    Agnes   Thomas. 

Mort  $14,500.     Nov  13.     Nov  14,   1906.     2:436—57.     A  $13,000 
—$18,000.  other  consid  and  100 

Spring  st.  No  206,  s  s,  abt  75  w  Varick  st,  75x100,  5-sty  brk  ten- 
ement and  store.  Josephine  Peirano  to  Isidore  Cohen.  Mort 
$25,000.  Oct  5.  Nov  14,  1906.  2:579—20.  A  $10,000— $30.- 
000.  100 

Vandewater  st,  Nos  24  and  26,  se  s,  abt  218  s  w  Pearl  st,  50x95, 
8-sty  brk  loft  and  store  building.  Norma  L  Munro  to  Henrietta 
E  Muro.  1-3  part.  All  title.  Q  C.  July  24.  Nov  12,  1906. 
1:113—8.      A    $22,800— $95,000.  nom 

Water  st,  No  28,  n  w  s,  40.S  n  e  Broad  st,  27.11x35.9x31.1x35.10, 
5-sty  brk  loft  and  store  building.  Frances  Kirby,  Sr,  et  al  to 
James  O'Dounell.  All  title.  Q  C.  Oct  30.  Nov  10.  1906.  1:7 
—30.     A  $13,500— $18,000.  nom 

Waverly  pi.  No  30  and  part  No  28,  s  s,  62.9  w  Greene  st,  37.10x 
80.6x37. 10.x80.9,  8-sty  brk  loft  and  store  building.  Henry  Corn 
to  Franklin  Haines,  of  Yonkers,  N  Y.  Mort  $115,000.  Sept  28. 
Nov  9,  1900.    2:547—4.     A  $.55,000— $110,000.  nom 

West  Washington  pi,  Nos  66  to  70.  Assignment  ot  rents  for 
board,  &c,  up  to  Oct  1,  1906.  Wm  R  Mitchell  to  E  R  Alton,  ot 
New  Miltord,  Pa.  Oct  2.  Nov  9,  1906.  2:552—18  to  20.  A 
$31,500— $42,000.  nom 

3d  st.  No  186,  s  s,  200.7  w  Av  B,  24x100.  6-sty  brk  tenement  and 
store.  Henry  C  Finck  to  Gouverneur  Realty  Co.  Mort  $27,000. 
Nov  1.     Nov  12,  1906.     2:398—23.     A.     $12,500— $25,000. 

other  consid  and  100 

6th  st.  No  528,  s  s,  399.6  e  Av  A,  25x97,  6-sty  brk  tenement. 
Margaretha  Kronester  to  John  and  George  Kronester.  Trust 
deed.  Secures  annuity.  Nov  13.  Nov  14,  1906.  2:401—24.  A 
$13,000— $20,000.  nom 

8th  st.  No  .337,  n  s,  114.6  w  Av  C,  25x94x2.5.2x94.1,  3-sty  brk  tene- 
ment and  store  with  1-sty  brk  extension.  Rosa  and  August  Levy 
EXRS  Moritz  Levy  to  Nannie  Stein  and  Rosa  Stockier.  Nov  3. 
Nov   15,   1906.     2:391^1.     A  $14,000— $16,000.  4,500 

Same  property.  Rosa  Levy  widow  et  al  to  same.  B  &  S.  Nov 
3.     Nov  15,  lOOO.     2:.391.  nom 

9th  st,  No  747,  n  s,  93  w  Av  D,  25x92.3,  7-sty  brk  tenement. 
Bernard   Fink   to   Joachin   Spiro   and   Adolph   Hirsch.     All   title. 

Moris  $ .     Nov  13.     Nov  15,  190G.     2:379 — 41.     A  $13,000— 

.$36,000.  nom 

10th  st,  Nos  13  to  19,  n  s,  100  w  University  pi,  runs  n  94.9  x  w 
73.3  X  s  27.7  x  s  w  25.5  x  s  00  to  st,  x  e  97.0  to  beginning,  1  and 
2-sty  brk  and  frame  stable.  Henry  Iden  and  ano  EXRS,  &c,  Hen- 
ry Iden  the  elder  deed  and  ano  to  Walter  J  Dean.  Q  C.  Nov 
13.     Nov  14,  1906.     2:568—26  to  29.     A  .$87..50O— $90,.500.      nom 

11th  st.  No  328,  s  s,  225  w  1st  av,  25x94.10.  5-sty  brk  tenement 
and  store.  Matilda  I  Messer  to  Domenico  Bonomolo.  Nov  15, 
1906.     2:4.52—22.     A  $13,000— $21,000.  other  consid  and   100 


32d  st.  No  106,  s  s, 
building  and  store. 
25.     Nov  12.  1906. 


12th  st.  No  17,  n  s,  abt  198  w  5th  av,  25x123x25x116  w  s,  4-sty 
brk  dwelling.     Marian  G  MacDowell  et  al  to  Chas  F  Stone.     Oct 

23.  Nov  15,  1906.     2:576—51.     A  $23,500— $29,000. 

other  consid  and  100 

12th  St.  Nos  82  and  84,  s  s,  05.6  e  6th  av,  runs  e  43.4  x  s  103.3 
x  w  39.9  x  n  10.4  x  n  w  3.7  x  n  84.8  to  beginning,  except  strip 
on  w  0.4x — ,  6-sty  brk  tenement.  Bertha  Seculer  to  Abraham 
Fra,nkel,  of  Brooklyn.  Mort  $115,400.  Nov  8.  Nov  9,  1900. 
2:575—13.     A  $50,000— $115,000.  100 

13th  st.  No  512,  s  s,  abt  105  e  Av  A,  25x103.3,  5-sty  brk  tenement. 
Peter  L  Bernhardt  to  Nathan  Kohn.  Mort  $0,000.  Nov  15,  1006. 
2:40(j— 12.     A  $11,000— $14,000.  other  consid  and  100 

15th  st.  No  228,  s  s,  372.4  w  7th  av,  24.9x86.6,  3-sty  brk  dwell- 
ing. Silas  A  Ilsley  and  ano  EXRS  Rosamond  H  Ilsley  to  John 
Montgomery.  Nov  5.  Nov  13,  1906.  3:764—54.  A  $10,000— 
— $13,000.  17,500 

17th  st.  No  429,  n  s,  394  e  1st  av,  25x92,  5-sty  brk  tenement  and 
store.  Samuel  Feldman  to  Morris  Feldman.  All  title.  Q  C.  All 
liens.     Nov  8.     Nov  9,  1906.     3:949—17.     A  $8,000— $12,500. 

other  consid  and  100 

17th  st,  No  218.  s  s,  abt  210  w  7th  av,  25x91.11,  3-sty  frame  tene- 
ment and  store  and  3-sty  brk  tenement  in  rear.  Julius  B  Fox  to 
John  T  Stanley.  Mort  $8,500.  Nov  15,  1900.  3:766—55.  A 
$10,.500— $11,(J00.  other  consid  and  100 

21st  st.  No  208,  on  map  Nos  206  and  208,  s  s,  105.1  e  3d  av,  30.1 
x92,  7-sty  brk  tenement  and  store.  Albert  Peiser  et  al  to  Isaac 
Goldberg.  Mort  $45,000.  Novl5  ,1906.  3:901—54.  A  $16,000 
—$50,000.  other  consid  and  100 

23d  st,  Nos  223  and  223i/4,  on  map  No  223,  n  s,  208.4  w  2d  av, 
24.4x98.0,  4-sty  brk  tenement  and  3-sty  brk  building  in  rear. 
Chas  P  Stromeyer  to  the  Alberene  Stone  Co.  Mort  $14,000. 
Nov   1.     Nov   13,    1906.     3:904—14.     A  $16,000— $21,000. 

other  consid  and  100 

24th  st.  No  223,  n  s,  283.4  w  7th  av,  10.8x80,  4-sty  brk  dwelling. 
Ida  Salomon  et  al  to  Abraham  M  and  Samuel  Frank.  All  title. 
Mort  $5,000.  Oct  26.  Nov  14,  1906.  3:774—19.  A  $100,000 
— exempt.  other  consid  and  100 

32d  St.  No  106,  s  s,  100  w  6th  av,  20.10x98.9,  4-sty  stone  front 
building  and  store.  Assignment  of  rents.  Emma  L  Crane  and 
James  L  Semon  HEIRS,  &c,  Chas  H  Semon  to  Geo  A  Talbot. 
All  title.  July  25.  Nov  13,  1900.  3:807^8.  A  $30,000— 
$32,000.  nom 

32d  st.  No  138,  s  s,  abt  380  e  7th  av,  3-sty  brk  tenement.  CON- 
TRACT.  Josephine   Halbach   with   Wm   L   Sutphin.      Mort   $ . 

Nov    12.      Nov    13,    1906.      3:807—62.      A   $16,50O-$lS.00O. 

47,000 
100  w  6th  av,  20.10.\98.9,  4-sty  stone  front 
Geo  W  Crane  et  al  to  Geo  A  Talbot.     July 
3:807—48.    A  $.30,<XX)— $32,000.  80,000 

35th  St.  Nos  50  and  58,  s  s,  204  e  6th  av,  41.x98.9,  3  and  4-sty  brk 
buildings  and  stores.  Robt  S  Smith  to  Frances  A  Harris.  2-8 
parts.  B  &  S.  Morts  $196,000.  Oct  26.  Nov  10,  1906.  3:836 
—73  and  74.     A  $109,000— $186,000.  other  consid  and  100 

38th  St.  No  122,  s  s,  251.0  e  4th  av,  14x98.9,- 4-sty  brk  dwelling. 
Wm  R  H  Martin  to  Charles  Isham.  B  &  S.  Nov  14.  Nov  15. 
1900.    3:893—78.     A  $22,000— $70,000.  other  consid  and  100 

38th  st.  No  102,  s  s.  60  w  6th  av,  20x98.3,  vacant.  Release  mort. 
Louise   Livingston   to  Joseph  W  Stern   and   Edw   B   Marks.     Oct 

24.  Nov  9,  1906.     3:813—40.     A  $55,(X)0— $58,000.  45,000 
40th  st,  Nos  207  and  209,  n  s,  130  e  3d  av,  50x98.9,  two  4-sty  brk 

tenements  and  stores  and  two  3-sty  brk  tenements  in  rear.  Isaac 
Schmeidler  to  Irving  Bachrach.  Mort  $30,000.  Nov  8.  Nov  10. 
1906.     5:1314—6  and  7.     A  $21,000— $32,000. 

other  consid  and  100 

40th  st.  No  204,  s  s,  114.6  w  7th  av,  14.3x98.9,  4-sty  brk  tenement. 
Harry  T  Cunningham  to  Marie  L  Davies,  of  West  Nyack,  N  Y. 
Q  C.    Sept  .30.     Nov  12,  1906.     3:789.     A  $9,000— $12,000.         nom 

40th  st.  No  204,  s  s,  114.6  w  7th  av,  14.3x98.9,  4-sty  brk  tene- 
ment;  also 

All  right,  title  and  interest  in  estate  ot  Agnes  G  Taylor,  known 
also  as  Hattie  Taylor. 

Marie  L  Davies  to  James  A  Dore.  Q  C.  Oct  14,  1905.  Nov  12' 
1906.     3:789—45.     A  $9,000— $12,000.  nom 

40th  st.  No  119,  n  s,  255  e  Park  av.  25x98.9,  4-sty  stone  front 
dwelling.  Helen  Wilson  to  Annie  L  Beekman.  Mort  $50,000. 
Nov  9.     Nov  14.  1906.     5:1295—12.     A  $32,000— $37,000. 

other  consid  and  100 

4oth  st.  No  554,  s  s,  70  e  11th  av,  30x80.11,  4-sty  brk  tenement 
and  store.  Judgment  notice  ot  entry  and  order  of  court  cancel- 
ling four  deeds  and  that  property  be  sold  at  auction,  and  that 
Andrew  J  Finck,  Caroline  Pyne  and  Roscoe  Finck  plaintiffs  are 
each  entitled  to  %  part  and  Jacob  Finck  defendant  is  entitled  to 
%  part.  July  — .  1900.  Nov  14,  1900.  4:1073—61.  A  $7,500— 
$9,(X)0.  order  of  court 

40th  st.  No  539,  n  s.  225  e  11th  av,  2.5x100.4,  2-sty  brk  tenement 
and  store  and  2-sty  brk  tenement  in  rear.  Anna  B  Peters 
EXTRX  Mary  A  Hackcnfort  to  John  H  Kliegl.  1-3  part.  Mort 
$1,000.     Nov  14,  1906.     4:1075—10.    A  $0,500— $7,500.      3,833.34 

40th  st.  No  539,  n  s,  225  e  11th  av,  25x100.4,  2-sty  brk  tenement 
and  store  and  2-sty  brk  tenement  in  rear.  Anna  B  Peters  to 
John  H  Kliegl.  Q  C.  Nov  14.  1906.  4:1075—10.  A  $6,500— 
$7,500.  nom 

Same  property.  Albert  F  Hackenfort  et  al  to  same.  2-3  parts.  Nov 
13.     Nov   14,   1906.     4:1075.  omitted 

46th  st.  No  221,  n  s,  334  w  2d  av,  26x100.5,  5-sty  brk  tenement. 
Joseph  Jacobs  to  Sarah  G  Bloomberg.  All  title.  Mort  $13,000. 
Oct  10.     Nov  9,  1906.     5:1320—12.     A  $10,500— $13,500.  nom 

49th  st,  Nos  329  to  335,  n  s,  305  e  2d  av.  80.8x100.5,  four  4-sty 
brk  dwellings.  Frank  Hillman  et  al  to  Michael  Rosenthal  and 
Albert  Price.  Q  C.  All  liens.  Nov  15,  1900.  5:1342—13  to 
151/2.      A    $28.000-$34,000.  nom 

,52d  st.  No  539,  n  s,  275  e  11th  av,  25x100.5,  2-sty  brk  tenement. 
Geo  W  McAdam  to  Donald  Mitchell.  Mort  $7,000.  Nov  2  Nov 
12,  1006.     4:1081—12.     A  $6,500— $7,000.        other  consid  and  100 

52d  st.  No  548,  s  s,  2.50  e  11th  av,  25x100.5,  4-sty  brk  tenement. 
Nathan  Moss  to  V  Loewers  Gambrinus  Brewery  Co.  Mort  .$12  000 
Nov  9.      Nov   10,   1906.     4:1080—54.      A   $6,500— $12,000.      '    nom 

.52d  st.  No  407,  n  s,  137.9  e  1st  av,  18.9x99.Sx— xl03.2,  4-sty 
stone  front  tenement.  Rosie  Post  to  Joseph  Halpern.  %  part 
Mort  ,$9,500.     Nov  12,  1906.     5:1364—7.     A  $5,000— $9,000. 

other  consid  and  100 

53d  st.  No  205,  n  s,  59.6  e  3d  av,  runs  n  24  x  e  2.1  x  n  14.7  x  e 
20.10  X  n  0.9  X  e  4.8  X  s  3  X  w  5  X  s  12.5  x  w  2.4  x  s  24  to  st, 
X  w  20.3,  3-sty  brk  tenement.  David  Roser  to  Anna  Ricks, 
White  Plains,  N  Y.  Nov  14,  1906.  5:1327—1%.  A  $4,500— 
$5,000.  nom 

54th  st,  No  550,  s  s,  200  e  11th  av,  25x142.1x25.3x138.7,  3-sty  brk 
rear  tenement.  Albert  Haseloft  to  Hattie  G  Fisher.  Nov  1 
Nov  9,  1906.    4:1082—50.     A  $8,500- $9,000.  other  consid  and  100 
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54th  St    No  233,  n  s,  150  w  2d  av,  25x100.5,  4-sty  brk  tenement. 
Joseph  Raskin  to  Ernest  Graf  and  Maria  his  wife    tenants  byen- 
tirety.  Mort  $13,500.     Nov  15,  190C.     5:1328-18.     A  $10-«>0— .,, 
S13  000  other  consid  and  lUU 

54th  'st,  Nos  48  and  50.  s  s,  117.G  e  6th  av.  45.6x100.5,  7-sty  brk 
and  stone  school.  George  Dickson  to  Alizon  E  Trussell  1-^ 
part.      Mort  _$2S5.000.      Nov   14,   1900.     5:1269—68  and   09.      A^ 

54Th's?^  N^l^50;^l  200  e  11th  av,  25x142.1x25.3x138.7,  3-sty  b?k 
rear  'tenement.  Lena  Borges  INDIVID  and  EXTRX  Marie  L 
Pabst  et  al  HEIRS,  &c,  Marie  L  Pabst  to  Albert  Haseloff,  of 
Brooklyn.    Oct  27.     Nov  9.  1900.    4:1082-56.    A  $8,500-$9,(K)0^^ 

56th  St,  Nos  160  and  162,  s  s,  95  w  3d  av^  50x100.5,  two^^sty 

stone  front  tenements  and  stores.  "'      ■.-••-        -    j  i^ 

Henry   Steubing   to   the   Trust   Co 
Steubing.     Nov  5.      Nov  9,   1906. 

000—148.000. 
56th  St,  No  367,  n  s.  50  e  9th  av, 

dwelling.     Wm  Brandt  to  Kate  Maguire.     B  &  S. 

Nov  9,  1906.     4:1047-3^.     A  $10,00O:-|14,0p0. 


Wm  Hoffmann  and  ano  EXRS 
of  America  TRUSTEE  Henry 
5:1310—41   and   42.     A   $30.- 

nom 
16.8x100.5,  4-sty  stone  front 
Mort  $13,000. 
nom 


57th  st  No  224.  s  s.  325  w  2d  av,  25x100.5.  5-sty  brk  tenement 
and  store.  Wm  T  Lawson  to  Wm  H  Mclntyre  and  Wm  T  Lawson. 
Mort  .$18,000.  Aug  30.  Nov  14,  1906.  5:1330-38.  A  $12,- 
500— $16  000.  other  consid  and  100 

59th  st!  No  36  I  s  s.  270  e  6ih  av,  50x100.5,  6  and  7-sty  brk  and 
Central  Park  S|    stone   tenement.      Norma   L   Munro   to   Henrietta 
B  Munro.     1-3  part.     All  title.     Q  C.     July  24.     Nov   12,  1906. 
5;  1274— 62.     A  $160,000-^250,000.  nom 

61st  st,  Nos  242  and  244,  s  s,  abt  172  e  West  End  av,  — x— ,  two 
5-sty  brk  tenements.  General  release.  Jacob  and  Samuel  Lieb- 
ovitz  to  Fannie  Goldstein.  Feb  12.  Nov  13,  1906.  4:11.52—56 
and  57.     A  .$10,000— $26,000.  1.400 

6.3d  st.  No  113,  n  s,  116.8  w  Columbus  av,  18.9x100.5,  4-sty  brk 
dwelling.  Samson  Mayer  to  Geo  J  Humphrys.  Mort  $14,000. 
Nov  9,  1906.     4:1135—27%.     A  ?8,.500-$12,000. 

other  consid   and   100 
G3d  st.  No  113.  n  s,  116.8  w  Columbus  av,  18.9x100.5,  4-sty  brk 
dwelling.     Release   dower.     Rachel   B   Brown   to   Samson   Mayer. 
Nov  5.     Nov  9,  1906.     4:1135—271/2.     A  $8,50O-$12,000.  nonj 

63d  St.   No  113,  n  s,   116.S  w  Columbus  av,   18.9x100.5,  4-sty  brk 
dwelling.     Henry  R  Winthrop  et  al  to  Samson  Mayer.     B  &  S  and 
C  a  G.     Oct  25.     Nov  9,  1906.     4:1135— 27y2.     A  $S,50O-$12,-   ' 
000.  other  consid  and  100 

G4th  st.  No  162.  s  s,  185.8  e  Amsterdam  av,  14.4x100.5,  4-sty 
stone  front  dwelling.  Francis  Brown  to  Charles  Garneau  and 
Francis  Morris  EXRS,  &c.  Joachim  Decomps.  Mort  $9,000. 
Nov  9.     Nov  12,  1906.     4:1135—57.     A  $5,500-$S,000. 

other  consid  and  100 
60th  st.  No  326,  s  s,  300  e  2d  av,  16.8x100,  3-sty  brk  tenement. 
Margaretha   Gies   to  Anna  M   G  Schneider.   Q   C.     July  30.     Nov 
15,  1906.     5:1440—40.     A  $5,500— $6,500.  nom 

65th  st,  Nos  312  and  314,  s  s,  143.9  e  2d  av,  37.6.x— x37. 10x85.9, 
6-sty  brk  tenement  and  store.  Joseph  Isaacs  to  John  A  Clayton, 
Brooklyn.     Mort  $54,000.    Nov  7.     Nov  9,  1906.     5:1439 — 46  and 

46V4.     A  $12.000 .  nom 

65th  st.  No  312,  s  s,  143.9  e  2d  av,  18,9.x8S.6xl8.9x85.9. 
65th  st.  No  314,  s  s,   162.6  e  2d  av,  18.9.xS8.6xl8.9.x85.9. 
6-sty  brk  tenement  and  store. 
John  A  Clayton   to   Emma  L  Schirmer.     Mort  $48,000.     Nov  8. 

Nov  9,   1906.     5:1439^6  and  46%.     A  $12,000 .  nom 

67th  st,  s  s,  60  e  Lexington  av,  60x100.5,  vacant.  League  Realty 
Co  to  East  Sixty-seventh  Street  Apartment  Building,  a  corpora- 
tion.    B  &  S.     Mort  $22,500.     Nov  9,  1906.     5:1401. 

other   consid   and   100 
67th  st,  s  s,  120  e  Lexington  av,  50x100.5,  vacant.    Commonwealth 
Real  Estate  Co   to   East  Sixty-seventh   Street  Apartment  Build- 
ing, a  corporation.     B  &  S.     Mort  $35,000.     Nov  9,  1906.     5:1401 
—48.     A  $35,000— $35,000.  other  consid  and  100 

07th  st.  No  19,  n  s,  326  e  5th  av,  22x100.5,  4-sty  stone  front  dwell- 
ing. Andrew  Wilson  TRUSTEE  Chas  E  Fleming  to  Simon  W  Gla- 
zier. Nov  14,  1906.  5:1382—14.  A  $80,000— $90,000.  111,000 
68th  st.  No  220,  s  s,  300  w  Amsterdam  av,  2.5x100.5,  3-sty  brk 
stable.  Fredk  G  Bowne  to  Stephen  C  Clark,  of  Cooperstown, 
NY.  C  a  G.  Nov  9.  Nov  12,  1006.  4:1159—45.  A  $6,500— 
$17,000.  other  consid  and  100 

09th  st,  s  s,  150  w  Av  A.  125x100.5,  three  6-sty  brk  tenements 
and  stores.  Declaration  correcting  name  of  Davis  Levin,  Samuel 
and   Gustavo   Wacht   and   Davis   Levin.      Oct   26.      Nov   9,   1906. 

5:1403—31,  33  and  35.     A  $45,000-P  $60,000.  

69th  st,  n  s,  175  e  Av  A,  123x100.4,  vacant.  Moses  I  Siegel  to  Max 
Bernstein.      Mort  $37,400.      Nov  8.      Nov   12,    1906.     5:1481. 

other  consid  and  100 
71st  st.  No  105,  n  s,  40  e  Park  av,  20x102.2,  4-sty  stone  front 
dwelling.     Wm  H  Eagleson  to  City  Real  Estate  Co.     Q  C  and  cor- 
rection deed.     Nov  8.     Nov  12,  1906.     5:1406—8.     A  $31,000— 
$36,000.  other  consid  and  100 

71st  st,  No  303,  n  s,  50  w  West  End  av,  50x25,  5-sty  brk  dwelling. 
Margt  P  Barker  et  al  to  Mary  N  Shepard..  Mort  $18,000.  Nov 
9.     Nov  15,  1906.     4:1183-28%.     A  $13,000— $22,000.  nom 

71st  st.  No  171,  n  s,  220  w  3d  av,  15x102.2.  3-sty  stone  front  dwell- 
ing. Chas  W  Pierson  to  Wm  S  Post.  Nov  12.  Nov  15,  1906. 
5:1406-28%.     A  $12.000— $13,000.  nom 

72d  st.  No  315,  n  s,  200  e  2d  av,  20x102.2,  4-sty  stone  front  ten- 
ement. Annie  Halpern  et  al  to  Edward  Printz.  Mort  $14,525. 
Nov  14.     Nov  15,  1906.     5:1447—9.     A  $7,500— $13,500. 

other  consid  and  100 
73d  st,  n  s,  668.3  w  3d  av,  26.9x102.2,  vacant.  Henry  R  Winthrop 
to    Howard   Lilienthal.      B   &   S   and   C   a   G.      Oct  25.     Nov   15, 
1906.     5:1408.  other  consid  and  100 

74th  st,  No  59,  n  s,  44  w  Park  av,  17x102.2,  5-sty  brk  dwelling. 
Cora  L  wife  Wm  B  Cogswell  to  Philip  J  Britt.  Nov  5.  Nov 
9  ,1906.  5:1389—34.  A  $33,00O-$55,O00.  other  consid  and  100 
77th  st.  No  336,  s  s,  397  w  West  End  av,  23x84.2,  5-sty  brk  and 
stone  front  dwelling.  CONTRACT.  Harry  G  Simon  witth  Emelda 
B  Chisholm.  Mort  $20,000.  Nov  12,  1906.  4:1185—93.  A 
$14,00O-$32.000.  50,000 

77th  st.  No  341,  n  s,  200  w  1st  av,  25x102.2,  4-sty  stone  front 
tenement.  Gustav  Goodmann  to  Isidor  Landecker.  Mort  $13,000. 
Nov  15,  1906.     5:1452—18.     A  $9,000-$15,000. 

other  consid  and  100 
78th  st.  No  412,  s  s,  184  e  1st  av,  26.3x102.2,  4-sty  brk  tenement. 
Cordelia  Goldsmith  to  Rachel  De  Vries.  B  &  S  and  C  a  G.     Nov 
9.     Nov  12.  1906.    5:1472^2.     A  $7,500— $12,000. 
.  other  consid  and  100 

80th  st.  No  171,  on  map  No  185,  n  s,  SO  e  Amsterdam  av,  19.6x 
102.2,  5-sty  brk  tenement.  Francis  P  Furnald  to  Michael  J 
Cunniff,  of  Brooklyn.  Nov  2.  Nov  9,  1906.  4:1211—4%.  A 
$11.000-$19,000.  other  consid   and   100 


80th  st.  No  171,  on  map  No  185,  n  s,  80  e  Amsterdam  av,  19.6x 
102  2,  5-stv  brk  tenement.  Michael  J  Cunniff  to  Mary  Jackson. 
Mort  $19,O"0O.  Nov  7.  Nov  9,  1906.  4:1211—4%.  A  $11,000— 
$19,000.  other  consid  and  100 

S5th  st.  No  1.59,  n  s,  157  e  Amsterdam  av.  17.6x97.6,  4-sty  and 
basement  stone  front  dwelling.  Henry  A  James  as  TRUSTEE  and 
ano  to  Thos  J  McManus.  Nov  2.  Nov  15,  1906.  4:1216 — 7. 
A  $0.000— $19,000.  25.000 

85th  st,  Nos  1.59  and  161,  n  s,  139.6  e  Amsterdam  av,  runs  n  102.2 
X  e  10.6  X  s  4.8  X  e  24.6  x  s  97.6  to  st,  x  w  35  to  beginning,  two 
4-sty  and  basement  stone  front  dwellings.  Thos  J  McManus 
to  Henrv  D  Chapin.  B  &  S.  Mort  .$35,000.  Nov  2.  Nov  15, 
1906.  4:1216—6  and  7.  A  $18,000— $38,000.  other  consid  and  100 
85th  St.  No  161,  n  s.  139.6  e  Amsterdam  av,  runs  n  102.2  x  e  10.6 
X  s  4.8  X  e  7  X  s  97.6  to  st,  x  w  17.6  to  beginning.  4-sty  and  base- 
ment stone  front  dwelling.  Henry  A  James  as  TRUSTEE  and  ano 
to  Thos  J  McManus.  Nov  2.  Nov  15,  1906.  4:1216—0.  A 
$9,000— $19,000.  25.000 

86th  st,  Nos  436  to  440,  s  s,  138.1  w  Av  A,  80.8x102.2,  two  6-sty 
brk  tenements  .ind  stores.  Isaac  Grossman  et  al  to  Abraham 
Stein    and    Leon    Spaehner.      Mort    $112,000.      Nov    1.      Nov    13, 

1906.     5:1565—31.  33  and  34.     A  $31,500—$ . 

other  consid  and  100 
87th  st.  No  167,  n  s,  232  e  Amsterdam  av,  18x100.8.  3-sty  and 
basement   stone   front  dwelling.   Sarah   S   Brett   to  Wm   K  Hart- 
pence.     Nov  10.     Nov  12,  1906.     4:1218—10%.     A  $9,500-$19.- 
000.  other  consid  and  100 

Same  property.  Wm  K  Hartpence  to  Martin  W  Brett  and  Sarah 
S  his  wife.     B  &  S  and  C  a  G.     Nov  10.     Nov  12,  1906.     4:1218. 

other  consid  and  100 
88th  st,  Nos  305  and  307,  n  s,  100  e  2d  av,  50x100.8.  two  5-sty  brk 
tenements.    Martin    Lahm    and   ano    EXRS,    &c,    Philip    Lahm    to 
Max  Goetz.     Nov  15,  1906.     5:1551—5  and  6.     A  $15,000— .$36.- 
OtK).  48.500 

S9th  st,  Nos  119  and  121,  n  s,  450  e  Amsterdam  av,  50x100.8, 
two  2-sty  brk  stables.  Francis  J  Walton  to  Marie  Eugenie 
Countess  de  La  Valette.  Mort  $28,000.  Oct  26.  Nov  9.  1906. 
4:1220—19  and  20.  A  .$20.000— $34,000.  other  consid  and  100 
S9th  st.  No  220,  s  s,  210  e  3d  av,  25x100.8.  5-sty  brk  tenement. 
Ida  Machiz  to  Benj  M  Gruenstein.  Mort  $26,250.  Nov  8.  Nov 
9  1906.  5:1534^11.  A  $9,000— $19,000.  other  consid  and  100 
90th  st.  No  315,  n  s.  1.59.10  w  West  End  av,  19.11x100.8x20x100.8. 
3-sty  and  basement  stone  front  dwelling.  Anna  Mahnken  and 
ano  EXRS.  &c.  John  F  Mahnken  to  Isabelle  M  Jordan.  Nov  14. 
1996.     4:1251—13.    A  $12,500— $22,000.  other  consid  and  100 

Same   property.      Release   dower.     .\nna  Mahnken  widow  to  same. 

Nov  14,  1906.     4:1251.  nom 

92d  st.  No  114,  s  s.  125  e  Park  av,  2.5x78.10x28x91.6,  vacant. 
Solomon  Miller  to  Irving  I  and  Ralph  E  Kempner.  Dec  7,  1905. 
Nov    15.    1006.      5:1520— 1)7.      A   $15,000— $15,000.  nom 

92d  st.  No  114,  s  s,  125  e  Park  av,  25.x82.x30.0xl00.  vacant.  Wal- 
ter F  Goodwin  et  al  HEIRS,  &c,  Jacob  Goodwin  to  Geo  F  Drew. 
Q  C.  May  11,  1905.  Nov  15,  190tj.  5:1520—67.  A  $15,000— 
$15,000.  nom 

92d  st.  No  114,  s  s.  125  e  Park  av,  25x82x30.6x100,  vacant.  Al- 
fred J  Goodwin  et  al  HEIRS,  &c.  Oilman  R  Goodwin  to  Irving 
J  and  Ralph  E  Kempner.  Q  C.  June  21,  1905.  Nov  15,  1906. 
5:1520—67.      A   $15.00tt— $15,000.  nom 

92d  st.  No  114,  s  s,  125  e  Park  av,  25.\92.x.30.6xl00,  vacant.  Geo 
F  Drew  to  Solomon  Miller.  Q  C.  June  1,  1905.  Nov  15,  1906. 
5:1520—67.     A   $15.000— $15,000.  nom 

93d  St.  No  119.  n  s,  200.1  w  Columbus  av,  16.6x71  to  s  s  Old  Ap- 
thorps  or  Jauncey  lane,  xl6. 5x70.4,  with  all  title  to  strip  in  rear 
16.5x18.4,  4-sty  and  basement  brk  dwelling.  Frederic  -A.  Jewett 
to   Dorothea   H   Cable.      Mort  $12. (MX).     Nov   12.      Nov  13,   1906. 

4:1-224: 24%.     A  .$8.000— $16,500.  nom 

04th  st,  Nos  311  to  327,  n  s,  175  e  2d  av.  225x100.8.  2  and  3-sty 
brk  loft  and  store  buildings.  John  W  Rapp  to  Julia  F  Karsch. 
Mort  $88,500.  Nov  14.  Nov  15,  1906.  5:1557—8,  11,  14  to 
16.     A  $59,500— $93,000.  other  consid  and  100 

96th  st.  No  168,  s  s,  190  w  3d  av,  30x100.8,  4-sty  stone  front 
tenement.  Moses  Pechter  et  al  to  Demetrius  J  Pappas.  Mort 
$20,000.  Nov  10.  Nov  12,  1906.  5:1524-^4.  A  $15,00O-$2O,- 
000.  100 

97th  st,  s  s,  225  w  West  End  av,  75x100.11,  1-sty  frame  stable  and 
vacant.  Alonzo  B  Kight  to  Nella  Goldenberg.  Mort  $125,- 
01.10.  Nov  14.  Nov  15,  1906.  7:1887—31  to  33.  A  $42,000- 
.$42,000.  other  consid  and  100 

99th  st,  Nos  58  and  60,  on  map  No  58,  s  s,  187.4  e  Madison  av, 
37.7x100.11,  6-sty  brk  tenement  and  store.  Henry  Altman  to 
Louis  Kivovits.  Mort  $47,.500.  Nov  12.  Nov  13,  1906.  6:1604 
^5.     A  $13.500— $48,000.  other  consid  and  100 

100th  St.  No  105,  n  s,  51  e  Park  av,  25x75,  5-sty  brk  tenement, 

Mort  $21,500. 
135th  st,  Nos  556  and  558,  s  s,  175  w  Alexander  av,  50x100,  two 
5-sty  stone  front  tenements  and  stores.  Mort  $47,500. 
Julia  E  Liggan  to  Herman  and  Matthew  Goldman  and  Louis 
Pierce.  Nov  9.  Nov  10,  1906.  0:1628—3.  A  $6.000— $17,000. 
9:2310.  other  consid  and  100 

101st  st.  No  106,  s  s,  125  w  Columbus  av.  25.6x100.11,  5-sty  brk 
tenement.  Rosa  Hammerschlag  to  Friedrich  Gemmer,  of  West 
New  York.  N  J.  Mort  $12,000.  Nov  14.  Nov  15,  1906.  7:1855 
—38.     A  $9,200— $21,000.  other  consid  and  100 

101st  St.  Nos  101  to  107,  n  e  cor  Park  av,  63x75,  four  3-sty  brk 
dwellings.  Geo  H  Rosenthal  to  Joseph  Schindler.  N  Y,  and  Gus- 
sie  Englander,  of  Rockland  Co.  Q  C.  Mort  $28,500  on  this  and 
Nos  109  and  111.  Nov  9.  Nov  10,  1906.  6:1629—1,  1%,  2 
and  2%.     A  $14,000— $27,500.  nom 

Same  property.  Joseph  Schindler  to  Gussie  Englander,  of  Rock- 
land Co,  N  Y.  Q  C.  Morts  as  above.  Nov  9.  Nov  10,  1906. 
6:1629.  nom 

101st  st,  Nos  109  and  111,  n  s,  63  e  Park  av,  31x75,  two  3-sty  brk 
dwellings.  Gussie  Englander  et  al  to  Geo  H  Rosenthal.  Q  C. 
Mort  $18,000  on  this  and  Nos  103  to  107.  Nov  9.  Nov  10,  1906. 
6:1629—3  and  3%.     A  $6,000— $13,000.  nom 

102d  st.  No  169,  n  s,  300  e  Amsterdam  av,  25.0%x96.11l4x25.0?4x 
96.10,  5-sty  brk  tenement.  Jonathan  Friedmann  to  Cecilia  Herr- 
man.  Mort  $19,500.  Nov  8.  Nov  9,  1906.  7:1857—13.  A 
$9,800— $21,500.  other  consid  and  100 

102d  st.  No  169  West,  being  a  strip  on  rear,  begins  96.10  n  102d 
st^  and  300  e  Amsterdam  av,  runs  n  0.7  x  e  25.0%  x  s  0.1%  x  w 
25.094  to  beginning.  Jonathan  Friedmann  to  Cecilia  Herrman. 
Q  C.     Mort  $19..".00.     Nov  8.     Nov  9,  1906.     7:1857.  nom 

103d  St.  Nos  205  to  200.  n  s,  100  w  Amsterdam  av,  80x100.11,  6- 
sty  brk  tenement.  Carolina  T  Paterno  to  Chas  H  C  Beakes. 
Mort  $l(Xl,000.    Nov  15,  1906.     7:1875—26.  A  $36,000— $135,000. 

other  consid  and  100 
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103d  St.  Nos  205  to  209,  n  s,  100  w  Amsterdam  av,  80x100.11,  two 

G-sty  brk  tenements.    Charles  Paterno  to  Chas  H  C  Beakes.  Q  C. 

Nov   15.   HIOCl.     7:1875—20.     A  ^JiO.OOO— $135,000.  nom 

lOlith  St.  No  54,  s  s,  2.S0  w  Park  av.  25x100.11,  5-sty  brk  tenement. 

Norwood  Realty  Co  to  Charles  Flaum.     Morts  .$27,200.     Nov  12. 

Nov  14,   1900.     G:llill— .50.     A  .$11.000— .$24,000.  100 

lOlUh  St,  No  54,  s  s.  280  w  Park  av,  25.\100.11,  5-sty  brk  tenement. 

Charles   Flaum   to   Norwood   Realty   Co.      Mort   $24,500.      Nov  9. 

Nov  12,   1900.     0:1011—50.     A  $11,000— $24,000..  100 

lOtJth  St,  No  111,  n  s,  130  e  Park  av,  25x100.11,  4-sty  stone  front 

tenement.     Leib  Konigsberg  to  Jacob  Miller  and  Morris  Prosky. 

Mort   .$10,400.      Nov   1.     Nov  9,   1000.      0:1034—7.     A  $10,000— 

$i;i,000.  100 

KiTth  St.  No  324,  s  s,  55  e  Riverside  Drive,  25x100.11,  5-sty  stone 

front  dwelling.     Thos  C  Hoge  to  Ella  V  wife  of  ThosC  Hoge.     1-3 

part.     Nov  14.     Nov  15,  1900.     7:1892—30.     A  $17,(X)0— .$39,000. 

15.000 
109th  St.  Nos  223  and  225,  n  s,  300  w  Amsterdam  av,  44.4x100.11, 

0-sty   brk   tenement.      Lester   Cohn   to   Lester  Realty   Co.      Mort 

.$45,000.     Nov  7.     Nov  10,   1900.     7:1881—19  and  20.     A  $19,- 

.500 — $ .  other  consid  and  100 

liiMth  St,  n  s,  100  w  Manhattan  av,  50x72.11,  0-sty  brk  tenement. 

Samuel   Michelson   to   Joseph   H   Clafty,   of  Brooklyn.     All   liens. 

Nov  9.     Nov  12,  1900.     7:1845.  nom 

110th  St,  No  220,  s  s,  285  e  3d  av,  2.5x100.11,  4-sty  brk  tenement. 

Rocco    Lotito    to    Agnes    Lotito.      %    part.      Mort    $13,900.      Nov 

15.   IIIOO.     0:l(i59— 37.     A  $7,000— $13.(MX).  nom 

110th  St,  Nos  240  and  242,  s  s,  158.4  w  2d  av.  41.8x100.10^  G-sty  ] 

brk  tenement  and  store,  valued  at  $04,35().     Mort  $50,750.     0:- 

10.59—32.     A   $12.000— .$48,000.      CONTRACT   to   exchange  tor 
2d  av.  No  2073.  w  s.  .5(1.11  s  107th  st,  25x75,  4-sty  brk  tenement 

and  store,  valued  at  $24,000.  Mort  $20,000.     6:1656—26.     A  $8,- 

000— $15,500. 

Leon  Cohen  with  Max  Grossman.     Nov  10.    Nov  12,  1906.  exch 

110th  St,  Nos  107  and  109.  on  map  Nos  105  and  109,  n  s,  35  e  Park 

av,  42.0x100.11,   0-sty   brk  tenement   and  store.   Sarah   Cohen  to 

Susie   W   Rosenberg.      Moris   .$.55,750.      Nov   8.      Nov   12,    190G. 

(;:1G38— 4.      A   $15,.50( I— $.55,000.  other   consid   and   100 

111th  St,  No  303,  n  s,  75  e  2d  av,  27.1x100.11.  4-sty  brk  tenement. 

Michael   Palladino   to   Michael  Pernetti.      Mort   $10,000.     Nov  1. 

Nov  0,  190G.     0:108.3—4%.     A  $G,.500— $12,500.  100 

n2th  St.  No  210,  s  s,  195.0  e  3d  av,  19.0x100.10,  3-sty  stone  front 

dwelling.     Jacob  Friedman  to  Max  Jorrisch.     Mort  $13,000.  Nov 

14.   1906.     0:1661-41%—.     A  $5,500—$ . 

other  consid  and  100 
112th    St.    No    216.   s    s.    195  6   e   3d    av,    19.6x100.10,   3-sty   stone 

front    dwelling.    Jennie    Bookstaver    to    Jacob    Friedman.      Mort 

$8,000.     Nov  .12.     Nov  14,  1900.     6:1661— 4ly2.     A  .$5,000 . 

other  consid  and  10<!) 
112th  st,  n  s.  200  e  Broadway,  25x100.11,  vacant.     George  Colon 

to  The  University  Construction  Co.     Mort  $8,000.     Oct  25.     Nov 

9,  1906.     7:1884^10.     A  $12,000— $12,(X)0.  nom 

112th  St.  No  304,  s  s,  125  w  8th  av,  25x100.11,  5-sty  brk  tenement. 

Jakobina    Ramsperger    to   Chas   Rabe.      Mort   $14,000.      Nov   14. 

Nov   15.   190G.     7:1840—51.     A  $11.000— $27,000. 

other  consid  and  100 
113th   st,   Nos  8  and  10,  s  s,   1.50  e  5th  av,   50x100.11,   two  5-sty 

brk  tenements  and  stores.     Abraham  Nadohl  et  al  to  Harry  Her- 

zog  and  Samuel  Klatzko.     Mort  $55.tX)0.     Oct  2.     Nov  10,   1906. 

0:161,8-65  and  06.     A  $20,000— .$40,000.  other  consid  and  100 

114th  st,  Nos  108  and  110,  on  map  Nos  106  and  108,  s  s,  114.10  e 

Park  av,  40.2x100.11,  G-sty  brk  tenement  and  store.  Saml  Shap- 
iro to  Pauline  Epstein      Mort  $40,000.     Nov  13.     Nov  15,  1906. 

6;  1641.  other  consid  and  1(X) 

114th  st,   Nos  lOG  and  108,  s  s,  250  w  Lexington  av,  40.2x100.11, 

li-sty  brk  tenement  and  store.     Release  mort.     Harris   Mandel- 

baum  et  al  to  Samuel  Shapiro.     Nov  18.    Nov  15.  1906.     6:1641.. 

other  consid  and  100 
114th  St.  No  207,  n  s,  135  e  3d  av,  25x100.11,  5-sty  stone  front 

tenement.     Simon   Klein   to   Henrietta   Klein   his  wife.     %   part. 

Mort   $2O..500.      Nov   12.      Nov   13,   1906.     6:1064—7.      A   $7,000 

other   consid   and   100 
270  w  5th  av,  25x100.11,  part  5-sty  brk 


25.2  s   117th  st,  25x90,  part  6-sty  brk 
s,  225  e  7th  av,  100x100.11.  two  3- 


-$19,500. 
110th   st.   No   21.   n   s 

tenement  and  store. 
Park   av,   No   16o2,   w   s, 

tenement  and  store. 
118th  st,   Nos  135  to  141 

sty  and  basement  stone  front  dwellings  and  3-sty  brk  academy. 

7:1003-11.   13  and  14.     A  $38.200— $44,000  and  exempt. 

■  Amsterdam  av,  Nos  1280  to  12981  n  w  cor  123d  st,  201.10  to  124th 
123d  st.  No  501  I  st  xlOO,  five  G-sty  brk  tene-| 
124th  st,  No  .500                               i      ments    and    stores.      7:1978—291 

to  36.     A  $129,000— $330,000.  I 

German  pi,  n  e  cor  1.58th  st,   114x9.5.3x113.11x89.10,  vacant.  | 

109th  st,  Nos  lOli  to  112,  s  s.  1.50  w  Columbus  av,  100x100.11, 
■  tour  5-sty  brk  tenements.  7:1863—39,  42.  A  $40,000— $100,000. 
122d   St.    No    144,    s    s,   448   w   Lenox   av.   17.4x100.11,   3-sty   and 

basement    stone    front    dwelling.      7:1900—52.      A   $8.300— $17,- 

000. 
Columbus  av,  Nos  140  to  1441  n   w   cor  60th   st,   runs   n  75.3   x   w 
Broadway,  Nos  1960  to  1064 1      100    x    s    25.1    x    w    16.5    to    e    s 
06th  st.  No  401  I      Broadway  x  s  57.8  to  st  x  e  88.3  to 

beginning.  2-sty  brk  buildmg  and  store.     4:1138—29.     A  $175,- 

000— $185,000. 
All  right,  title  and  interest  to  all  real  and  personal  estate  whereofl 

Francis    Crawford   di^d   seized.  | 

Louise  H  Elliott  to  Francis  G  Crawford.     Nov  8.     Nov  9,  1906. 

6:16000  and  1622;   7:1903,   1978,   1S<J3  and  1906;   9:2360.  nom 

118th  st.  No  12,  s  s.  201  w  5th  av,  18x100.11,  5-sty  brk  tenement. 

Louis   Weber   et   al   to  Selig  Seligman,   of   Brooklyn.      Mort  .$16,- 

16i;.6G.     Nov  1.     Nov  10,   1906.     0:1601—441/2.     A  $8,000— $18,- 

000.  other  consid  and  100 

118th  st,  Nos  153  and  1.55,  n  s,  285  w  3d  av,  50x100.11,  6-sty  brk 
■  tenement    and    store.      Harry    Williams    to    Isaac    Male.      Mort 

$56,750.     Nov  15,  1906.     6:1767-24.     A  $16,000— .$60,000.        nom 

■  121st  st.  No  .302,  s  s.  100  w  8th  av,  33.0x100.11,  5-sty  stone  front 

tenement.     Isaac  Krulewitch  to  Mary  R  McCloskey.     Mort  $30,- 
000.     Nov  1.     Nov  9,   19tlG.     7:1947—37.     A  $13,500 — .$30,(100. 

other  consid  and  100 
"  121st  St.  No  2.32.  s  s.  200  w  2d  av,  25x1/2  block,  4-sty  brk  tenement 
and  store  and  2-sty  frame  tenement  in  rear.     Louis  Lese  et  al  to 
Mary   Crottv.      Mort   $15,000.      Nov   10.     Nov   12,   1906.     6:1785 
—36.     A  $7,000— $13,000.  other  consid  and  100 

]22d  st.  No  343,  n  s,  2.39  e  Morningside  av,   15x100.11,  3-sty  and 
.  basement   stone   front   dwelling.    Sophie   H    Rothschild   to   Simon 
Nusbaum.     B  &  S.     Mort  $8,500.     Sept  17.     Nov  14,  1900.  7:1949 
— lOVa.      A   .$6,600— $12,000.  omitted 


124th  st,  Nos  233  to  239,  n  s,  167  w  2d  av,  80x100.11,  two  6-sty 
brk  tenements  and  stores.  Simon  Jacobs  et  al  to  Chas  E  Murtha, 
Jr.  Mort  $40,000.  Nov  12.  Nov  13,  1906.  6:1789—16  to  18. 
A   $24.000—$ .  nom 

125th  St.  No  434,  s  s,  350  e  Amsterdam  av,  25x100.11,  vacant. 
Baila  Wolfinger  to  Annie  Zimmet.  %  part.  Mort  .$30.(X)0.  July 
5.     Nov  14,  1906.     7:190.5—50.     A  $9,00(J— $9,(KI0.  nom 

125th  st.  No  33,  n  s,  390  w  5th  av.  20,\99.11,  4-3ty  and  basement 
stone  front  building  and  store.  Wm  J  Kelly  to  Sigmund  Hirsch- 
berg.  Mort  .$.35,000.  Nov  10.  Nov  12,  1906.  6:1723—21.  A 
$28,000— $33,(X)0.  nom 

127th  st,  Nos  4.35  to  443,  n  s,  106.4  e  from  n  e  s  Lawrence  st.  runs 
n  71.5_x^e  155  to  c  1  Edward  st  (closed),  x  s  12.3  to  127th  st, 
X  w  174.7  to  beginning,  except  the  buildings,  2-sty  frame  build- 
ing and  1-sty  frame  stables.  Max  Marx  to  Bernheimer  and 
Schwartz  Pilsner  Brewing  Co.  Nov  9.  Nov  10,  1906.  7:1967 — • 
.53   to  58.      A   .$8,200— $8,200.  other   consid  and   100 

128th  st.  No  102,  s  s,  70  e  Park  av,  30.x99.11,  6-sty  brk  tenement. 
Frank  Frankel  to  Samuel  Goldstein.  Morts  $40,000.  Nov  8. 
Nov  10,  190<!.     6:1776—68.     A  $9,000— $32,000. 

other  consid  and  100 

128th  st.  No  102,  s  s,  70  e  Park  av,  30.x99.11,  6-sty  brk  tenement. 
Louis  Meyer  Realty  Co  to  Frank  Frankel.  Mort  $40,000.  Nov 
8.     Nov  10,  1!MI6.     6:1776—68.     A  $9,000— $32,000. 

other  consid  and  100 

128th  St.  Nos  151  to  155,  n  s.  285  w  .3d  av,  75x99.11.  3  and  4-sty 
brk  mill  and  factory.  Mary  A  W  Hawes  HEIR.  &c,  David  Wake- 
man  to  Atalanta  Realty  Co.  Nov  14.  Nov  15,  1906.  6:1777— 
23  and  25.     A  $23,(.HJ(j— $33,000.  40,000 

131st  st  |n   w  cor  Bloomingdale  road  or  Broadway   (?)   prob- 

Old  Broadway!  able  error,  should  be  Old  Broadway,  runs  n  1(X).4 
x  w  K!4  X  s  99.11  to  st  x  e  143  to  beginning,  except  church  edi- 
fice, fixtures.  &c.  CONTRACT.  The  Church  of  the  Annuncia- 
tion at  Manhattanville  with  Julius  Brosen.  Mort  .$27,000.  Nov 
10,   1905.      Nov  14,   1900.     7:1980.     .$45.000— exempt.  60,000 

1.32d  st.  No  74,  s  s,  106  e  Lenox  av,  19x99.11,  3-sty  brk  dwelling. 
James  Carter  to  Agnes  Kelly.  Nov  1..  Nov  15,  .1906.  6:1729— 
(k5.     a  $6,.5(J0— $10,.500.  other  consid  and  100 

132d  St.  No  6,  s  s,  110  w  5th  av,  2.5x99.11,  5-sty  brk  tenement. 
Henry  J  Lange  to  Geo  H  Tiemeyer.  Mort  $24,000.  Nov  15, 
1906.     6:1729 — 11.     A  .$9.000— $27.(100.  nom 

132d  St.  No  07.  n  s.  235  e  Lenox  av,  20.x99.11,  2-sty  frame  dwell- 
ing. John  J  McGrath  to  David  Vogel.  Mort  $2,.50O.  Nov  14. 
Nov   15,  1906.     6:1730—11.     A  $7,000— $7,500. 

other  consid  and  100 

132d  St.  No  82,  s  s,  85  e  Lenox  av,  25x99.11,  3-sty  stone  front 
dwelling.  Julia  M  Cohn  to  David  Silberstein.  %  part.  B  &  S 
Mort  $10,0(X).  Mar  18,  1905.  Nov  13,  190(5.  6:1729—68.  A 
$10,000— $14,000.  100 

134th  St.  No  19,  n  s,  300  e  5th  av,  25x99.11,  5-sty  brk  tenement. 
Simon  Klein  to  Henrietta  Klein  his  wife.  %  part.  Mort  $19..50O. 
Nov  12,  due,  &c,  as  per  bond.  Nov  13,  1906.  6:1759 — 13.  A 
.$6,000— $22,000.  other  consid  and  100 

13.1th  st,  Nos  09  and  71,  n  s  .110  e  Lenox  av.  37.6x99.11,  6-sty  brk 
tenement  and  store.  Berry  B  Simons  et  al  to  Iron  Realty  Co. 
Mort  $35,000.  Oct  31.  Nov  14,  1906.  6:1733—9.  A  $15,000 
— P  $.3.j,0(IO.  other  consid  and  100 

13(ith  St.  No  216,  s  s,  218.4  w  7th  av,  16.8x99.11.  3-sty  brk  dwell- 
ing. Esther  Blumenthal  to  Mary  C  wife  of  John  Binns.  Mort 
$9,000.      Nov   15,   1900.     7:1041^121/2.     A  $6,600— $11,000 

other  consid  and  100 

1.39th  St.  Nos  502  and  504,  s  s.  100  w  Amsterdam  av.  .50x99.11,  6- 
sty  brk  tenement.  Abraham  Schlesinger  et  al  to  Frederick  D  W 
Searing,  of  Newark.  N  J.  B  &  S.  and  C  a  G.  Nov  13.  Nov  14 
190(1     7:2070.  nom 

139th  St.  No  219,  n  s,  496.1  e  8th  av,  32.4x99.11,  4-sty  brk  dwell- 
ing. Lexington  Avenue  Company  to  Jules  A  Coelos.  B  &  S 
Mo_rt_  $13,000.  Oct  22.  Nov  9,  1906.  7:2025—21.  A  $0,400— 
$15.5(XK  •  other  consid  and  100 

140th  St.  Nos  41  to  55,  n  s,  325  e  Lenox  av,  200x98.9,  two  3-sty 
brk  dwellings.  3-sty  frame  and  2-sty  frame  dwellings  and  3-sty 
brk   stable  and   vacant.   Moses   I   Siegel   et  al   to   Max  Bernstein. 


Nov   12,   ltt(X5.     0:1738-15   to   22.      A 


Mort   $73.0(X).   .    Nov 

.$30,(X)0-$48.5(J0.  other  consid  and  lOO 

140th  St.  No  39,  n  s.  195  w  5th  av,  175x99.11.  1-sty  frame  build- 
ings and  vacant.  Northwestern  Realty  C  to  Robt  A  Stewart.  Mt 
.$(i6.0(XI.     Nov   12.     Nov  14,  1906.     6:1738.     other  consid  and  1(X) 

140th  St.  s  s.  225  w  7th  av.  28.4x99.11,  part  6-sty  brk  tenement. 
Release  mort.  Equitable  Life  Assurance  Society  of  the  U  S 
with  Harris  and  Abraham  Cohen.     Nov  3.     Nov  7.  1900.    7:2025 

9.700 

141st  St.  No  541.  n  s,  2(j2.6  e  Broadway.  19.x99.11,  3-sty  brk  dwell- 
ing. Margt  J  Barlow  to  Marie  W  Hahn.  Mort  $10,000.  Nov 
9.     Nov  14,  1906.     7:2073—12.     A  $5,500— $12,000. 

other  consid  and   100 

144th  st.  No  474.  s  s,  .30  e  Amsterdam  av,  17.(ix99.11,  4-sty  brk 
dwelling.     John  C  Barr  to  Noah  C  Rogers.     Mort  $12  5(X).     Nov 

9.  Nov   13,    190G.     7:2059—30.     A   .$4,. 500— $13,000.  nom 
147th  St.   Nos  510  and  512,   s  s,   200  w  Amsterdam  av,   ,50x99.11, 

5-sty  brk  tenement.  Geo  R  Cannon  to  Reginald  P  Bolton.  Mort 
$49..500.  Nov  1.  Nov  9,  1906.  7:2078—41.  A  $20,000— 
$.53,000.  other  consid  and  100 

149th  st,  s  s.  340  e  Sth  av,  80x99.11,  two  G-sty  brk  tenements. 
Mayer  Hoffman  et  al  to  Mary  F  Kelly.  Mort  $72  000.  Nov  8 
Nov  9,   IfMXi.     7:2034—48  and  50.     A  $21,000— P  $27,(XX\ 

other  consid  and  100 

149th  st,  s  s,  340  e  8th  av,  80x99.11,  two  6-sty  brk  tenements. 
Release  mort.  Wm  T  Hookey  to  Mayer  and  Isaac  Hoffman. 
Nov  8.  Nov  9,  1906.  7:2034 — 48  and  50.  A  $21,000— P  $27  - 
000.  3.000 

Same  property.  Release  mort.  Same  to  same.  Nov  8.  Nov  9 
1906.     7:2034.  8,000 

149th  St.  No  535,  n  s.  383  w  Amsterdam  av.  17x99.11,  3-sty  stone 
front  dwelling.  Mabel  K  Wheeler  to  Alma  Werner.  Mort  .$8  - 
500.      Nov  15,   1906.     7:2081—17.     A  $6,.5O0— $12,.5(30.  16.2.50 

1.52d  st,  No621|  n   s,    2.50   w   Broadway.   50.10x199.10   to   s   s    1.53d 

1.53d  st  I      st,   2-sty  frame   dwelling  and  2-sty  frame   stable 

in  rear.  The  Junction  Realty  Co  to  Herman  Aaron.  Mort 
$25.(X)0.     Nov  9,  1906.     7:2099—20  and  45.     A  .$9.000— $12,200. 

other  consid  and  100 

159th  St.  No  557.  n  s.  265  e  Broadway,  15x99.11,  3-sty  brk  dwell- 
ing.     Wm   Lauer  to  Chas  W   Dyer.      Mort   .$(>.. 500.      Oct  31.      Nov 

10,  190G.     8:211.8-63.     A  $5,8(X)— $10,000.     other  consid  and   100 
161st   st.    No   5.58.   s   s,   284.6   e    Broadway.    16x99.11.   3-sty   stone 

front  dwelling.  Joseph  A  Duress  to  Bertha  H  Heintz.  Mort  .$9,- 
.500.       Nov  10,  1906.     8:2119— 19y2.     A  .$6.40(J— $11,500. 

other  consid  and  100 
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ITGth  St    n  s    100  e  Wadsworth  av,  75x99.11,  vacant.     Sig  Hirsh- 
berg  to  Wm  J   Kelly.     Mort  $15,500.     Nov  9.     Nov  12,   1906. 
S:  2144— 10.     A  .$15.000— i?lo.OOO.  other  consid  and  100 

ITOlh  St,  s  s,  100  e  Wadswortli  av,  runs  e  50  .\  s  43.1  x  w  50.2 
X  n  38  G  to  beginning,  vacant.  Mary  H  Lester  to  John  J  Hart 
Co.  Mort  $4,000.  Nov  13.  1900.  S:  2144-09.  A  .'fS.OOO-.^o,- 
QQQ  ^  Other  consid  and  100 

ITSth  St,  s  s,  100  e  Audubon  av,  45x91. 2x45.1.\S8.3.  5-sty  brk 
tenement  Fredk  C  Heinle  to  Paterno  Bros,  a  corporation.  B  & 
S.     All   liens.     Sept  28.     Nov  14,   1900.     S:2i:W-30.     A  .flO.OOO 

$20,000.  other  consid  and  KX) 

179th~st,  n  s,  100  w  Amsterdam  av,  125x100,  three  5-sty  brk 
tenements.  Hyman  M  Ellender  to  Thomas  Mulligan.  Mort  $125,- 
000.  Oct  30.  Nov  9,  1900.  8:2152-54,  50.  58.  A  $30,000— 
p  $75,000.  .^°'^ 

]S2d  st        Ins,  345  w  Amsterdam  av,  25  to  Audubon   av,  xi9.9, 
AuTlubon  av]     part  5-sty  brk   tenement   and   store.      Release   mort. 
North  American  Mortgage  Co  to  De  Waltotf  Marcuson  Realty  & 
Construction  Co.     Nov  8,  1900.     8:2155.  12,000 

Amsterdam  av,  Nos  1200  and  1202  |   n  w  cor  122d  st,  50.11x100,  0- 
122d  st,  No  501  I    sty    brk    tenement    and    store. 

"Jacob   H   Horwitz  et  al   to  Wm  R  Bell,  Jr.     AH  liens.      Nov  8. 
Nov  15,  1906.     7:1977-29.     A  $35.000-$40,000. 

other  consid  and  100 
Amsterdam  av,  Nos  1204  and  1266,  w  s,  50.11  n  122d  st.  40x100.11, 
0-sty   brk   tenement   and  store.     Jacob   H   Horwitz  et  al   to  Wm 
R  Bell.  Jr.     All  liens.     Nov  8.     Nov  15,  1900.     7:1977 — 31.     A 

$23.000 $28,000.  other  consid  and  100 

Av~A,  No  1387,  w  s,  51.2  s  74th  st,  25.6x100.  5-sty  stone  front 
tenement  and  store.  Louis  Lewinthan  to  Joseph  Zdenek  and  Emil 
Kubik  and  Joseph  Novak.  Mort  $23,000.  Nov  15,  1900.  5:1468 
—20.     A  $8,000— $10,500.  other  consid  and  100 

Bennett  av  or  New  st,  w  s,  208.8  n  e  line  bet  land  Chittenden  & 
Potter,  50x100,  being  lots  45  and  40  map  (710)  Lucius  Chitten- 
den at  Washington  Heights.  Annie  D  Wallace  to  Louis  Schoener. 
Mort  $1,200.     Nov  9.     Nov  14,  1900.     8:2180. 

other  consid  and  100 
Bennett  av  (New  st),  w  s.  208.8  n  e  line  between  lands  Chittenden 
&  Potter.  50x100,  being  plots  45  and  40  map  (710)  Lucius  Chit- 
tenden  at   Washington   Heights.      City  Real   Estate  Co   to   Annie 
D  Wallace.     B  &  S  and  C  a  G.     Nov  9.     Nov  10,  1900.     8:2180. 

other  consid  and  100 
Bowery.  No  102,  w  s.  abt  liJO  n  Hester  st,  12.0.x90,  4-sty  brk  tene- 
ment and  store.   Max  Jorriseh  to  Jennie  Bookstaver.     Mort  $13,- 
500.     Nov  1.     Nov  14,   1900.     1:239—32.     A  $10.000— $12,000. 

other  consid  and  100 
Same    property.     Jennie    Bookstaver    to    Jennie    Reichman.      Mort 

$13,500.     Nov  1.     Nov  14.  1900.     1:239.  other  consid  and  100 

Bowery,   No  S3,   e   s,   abt   120  s   Hester  st,   25x112.10. 
Bowery,  Nos  85  and  85%  on  map  No  85.  e  s,  abt  100  s  Hester  st, 
25x112. 

two  5-sty  brk  lodging  houses. 
Howard  Thornton  EXR  Mary  E  Burr  to  Chas  H  Burr,  of  Will- 
iamstown,  Mass.  Helen  B  Morrison,  of  Stagbury,  Banstead,  En- 
gland. Julia  B  Thornton.  Newburgh,  N  Y.  -Margt  B  Burr  and 
Kath  B  Blodgett,  N  Y  City,  and  Mary  B  Mallery,  of  Rhinebeck, 
N  Y.  All  title.  July  10.  Nov  14,  1900.  1:.303— 10.  A  .$30,- 
000— $45,000.  23..500 

Same  property.   Helen  B  Morrison  to  Margaret  B   Burr.   .\11   title. 

July  12.     Nov  14.  1906.     1:.303.  4,000 

Broadway,  s  w  cor  218th  st.  103.8x103.8x100x130.11,  vacant.  Re- 
lease claims,  &c.  as  to  R  R.  Charles  Weisbecker  to  the  City  of 
N  Y.     Oct  20.    Nov  15,  1906.    8:2243—273.    A  $22,000— $22,000. 

1,036.40 
Same   property.      Consent  of  mortgagee  to   above.      Matilda   Weis- 
becker to  same.     Oct  20.     Nov  15,  1906.     8:2243.  nom 
Edgecombe  av,  Nos  .323  and  325.  w  s,  749.6  n  145th  st,  and  at  c  1 
14Sth   st,    if   prolonged.    64.11x75,   5-sty   brk   tenement.      Esther 
Cohen  et  al   to   Myer  Cohen.     Mort  $70,000.     Nov  13.     Nov  15. 
1906.     7:20.53—85.     A  $12.000 — P  $25,000.       other  consid  and  100 
Lenox  av.  No  500,  n  e  cor  135th  st,  99.11x110,  vacant.  Julia  E  Lig- 
gan  to  Northwestern  Realty  Co.     Mort  $120,800.     Nov  10.     Nov 
13.  1906.     0:1733—1  to  4.     A  $70,000— $70,000.  nom 
Lexington  av,   No  331,  s  e  cor  39th  st,  24x80.  7-sty  brk  tenement 
and  store.     Wm  T  Blodgett  to  Marmaduke  Tilden.     %  part.     C  a 
G.     All  liens.     Nov  13.     Nov  15,  1906.     3:894—03.     A  $40,000 
— ;$S5,000.                                                                     other  consid  and  100 
Lexington   av.   No   1736,   w   s,   51   n   lOSth   st,   25x75,   5-sty  stone 
front  tenement  and  store.     Isaac  Goldberg  to  Isaac  J  Danziger. 
Mort  $21,100.     Nov  14.     Nov  15,   1900.     6:1630—17.     A  $9,000 
—$17,500.                                                                     other  consid  and  100 
Lexington  av,  s  e  cor  67th  st,  100.5x60,  Vacant.     Harris  Mandel- 
baum   et   al    to    East    Sixty-seventh    Street   Apartment    Building. 
Mort  $67,500.     Nov  9,  1006.     5:1401.                other  consid  and  100 
'  Madison  av,  No  928|  s    w    cor    74th    st.    80x18,    4-sty    stone    front 
74th  st                       I     dwelling.      Therese    wife      of      and      Leopold 
Schmeidler    to    Henry,    Adolf    and    Benjamin    Schmeidler.      Mort 
$10,000.     June  21,  1904.     Nov  14,  1906.     5:1388-56.     A  $60,- 
000— $70,000.  gift 
Madison  av.  No  928|  s  w  cor  74th  st,  80x18,   4-sly     stone     front 
74th  st                        I     dwelling.  Henry  Schmeidler  el  al  to  Therese 
wife   of  Leopold  Schmeidler.     Mort  $10,000.     Nov  13.     Nov  14. 
1906.     5:1388-56.     A  $60,000— $70,000.  100 
Madison  av,  No  1699,  e  s,  50.5  n  112th  st.  25x75.  5-sty  brk  tene- 
ment and  store.     Moritz  Gerber  to  Francis   Hillenbrand.     Mort 
$16,000.     Nov  15,   1906.     6:1618—21.     A  $11,500— .$20,000. 

other  consid  and  100 
Madison  av.  No  1537,  e  s,  50.11  n  104th  st,  16.8x70,  3-sty  brk 
dwelling.  Chas  A  Stein  to  Martin  L  Strauss.  Mort  $7,7.50.  Nov 
12,  1906.  6:1(510—22.  A  $6,000— $9,000.  other  consid  and  100 
Old  Broadway.  Nos  2376  and  2378.  e  s.  52.5  s  132d  st,  runs  e 
112.3  X  s  49.S  X  w  100  to  st,  x  n  51.6  to  beginning,  with  all  title 
to  strip  adj  on  north,  — x — ,  6-sty  brk  tenement  and  store.  Her- 
man Goldman  et  al  to  Julia  E  Liggan.  Morts  $.59,705.  Nov  9. 
Nov   12,   1906.     7:1986-50.     A  $15,.500— P  $.50,000. 

other  consid  and  100 
Park  av.  No  12.53  |  s  e  cor  97th  st,  2.^x100,  5-sty  brk 

97th  st.  No  102,  on  map  No  1001  tenement  and  store.  Francis  J 
Schnugg  et  al  EXRS,  &c,  John  Schnugg  to  John  H  Bodine.  Sept 
27.     Nov  13,   1906.     0:1624—69.       A  $14,00(>-.$31.000.  47,175 

Same  property.  John  H  Bodine  to  Pincus  Lowenteld  and  William 
Pr?ger.     Mort  $32,000.     Nov  9.     Nov  13,   1900.     6:1024. 

other  consid  and  100 
Park  av.  No  1G81|  n   e    cor   llSth   st,   25.5x90,   5-sty   stone   front 
llSth  st.  No  109   I     tenement  and  store.     Release  claims,  &c.  as  to 
Park  av  viaduct.     Gustav  S  Boehm  to  N  Y  &  Hudson  R   R  Co 
and  the  N  Y  C  &  H  R  R  R  Co.     Nov  7.     Nov  14.  1906.     6:1767 
—1.     A  $9,000— $25,000.  other  consid  and  100 

Same  property.  Release  mort  as  to  easements.  N  Y  Produce 
Exchange  to  same.     Nov  7.     Nov  14,  1906.     0:1767.  nom 


Park  row.  No  80.  n  s,  100  e  Tryon  row,  25x95.6,  4-sty  brk  hotel. 
Chambers  st,  Nos  5  and  7,  n  s.  abt  130  e  City  Hall  pi,  53.5x65.3x 
7.8.X.35.5  w  s,  two  .3-sty  brk  loft  and  store  buildings. 
Maynard  T  Corkhill  to  J  Mulhall.  .\11  liens.  Aug  29.  Nov  li', 
1900.  1:121—19.  A  $108,00O-$116,5O0;  1:159—5  and  6.  A  $71,- 
600— $75..500.  nom 

Riverside  Drivej  n   e   cor   111th   st,   runs  e   125  x  n  201.10  to   s   s 
111th  st  I     112th  st,  X  w  150.10  to  Drive,  x  s  204  to  begin- 

]12th  st  I     ning,  2-sty  frame  hotel  and  vacant.     The  Hunt- 

ington Land  and  Impt  Co  to  H  E  Huntington,  of  Oneonta.  N  Y. 
V-  part.  B  &  S.  July  10.  Nov  15,  1906.  7:1894—31  to  35  and 
03.     A   $2.54.000— $254,000.  nom 

West  End  av.   No  822)  e  s,   17.5  s   100th  st,  runs  e  65.0  x  n  7.7  x 
100th  st,  No  2.58        (    w  8  x  n  9.10  to  s  s  100th  st.  x  w  57.6  to 
av,    X    s    17.5    to    beginning.   3-sty   and    basement   brk   dwelling. 
Marietta  C  Stewart  to  Lunda  V  Mallinson.     Mort  $15,000.     Nov 
12,  1906.     7:1871-61.     A  $13.000-$20,000.  100 

West  Broadway,  Nos  2(X)  to  204  |  s   w   cor  Franklin   st,   runs  w  48 
Franklin  st,  Nos  127  and  129|   x  s  84  x  e  23  x  s  0.2  x  e  25  to  West 
Broadway,  x  n  S4.2  to  beginning,  8-sty  brk  loft  and  store  bidg. 
Wm  H  Barron  et  al  to  Barron  Realty  Co.     B  &  S.     Mort  $125,- 
0(J0.     Nov  12.  1906.     1:179—71.     A  $87.000— $135,000.  100 

West  End  av.  No  060,  e  s,  02  n  92d  st,  19x80.  4-sty  and  basement 
stone  front  dwelling.  Katie  A  Hilbert  to  Helen  M  Haas.  Mort 
$15,000.     Nov  12,  1906.     4:1240-3.     A  $11,000— $19,000. 

other  consid  and  100 
West  End  av,  No  194,   s  e  cor  69th  st,  25.5x100,  5-sty  brk  tene- 
ment and  store.     Geo  H  Tiemeyer  to  Henry  J  Lange.     Mort  $42,- 
500.     Nov  15,  1906.     4:1160—61.     A  $16,000— $37,000. 

other  consid  and  100 
1st  av,  Nos  2401  and  24031  s  w  cor  123d  st,  49.10.xS2.2,   two  4-sty 
12.3d  St.  Nos  36(3  and  368  |      brk    tenements    and    stores.      Theresia 
Boettiger  to  Jacob  Boettiger,  of  Brooklyn.     Mort  $26,000.     Nov 
8.     Nov  9,  1906.    6:1799—33  and  33^..     A  $9,700— $15,200. 

other  consid  and  100 

1st  av.  No  1067,  w  s,  25.1  n  58th  st,  25x75,  4-sty  brk   tenement 

and   store.     John   Volz   to   John   H   Bensen,    of   Brooklyn.      Mort 

.$9,000.     Nov  14.     Nov  15,  1906.     5:1351—24.     A  $12,000— $15,- 

000.  other  consid  and  100 

1st  av.  No  52S|  s  e  cor  31st  st,   25x75,   vacant.   Catharine   A   Ber- 

.jlst  st,  No  400|     tine  et  al  to  Joseph  L  Buttenwieser.     Nov  9.  Nov 

10,   1906.     3:902—39.     A  $11.000— $11,000.   other  consid  and  100 
1st  av.  No  528'  s   e   cor  31st   st,   2.5x75.   vacant.      Cath   A   Bertine 
31st  st.  No  4001     and  ano  EXRS  and  TRUSTEES  Thos  H  Riley  to 
Joseph  L  Buttenwieser.     Nov  9.      Nov  10,  1906.     3:962—39.     A 
$11.000— $11,000.  12.000 

2d  av.  No  2266.  e  s,  48.11  n  116th  st,  26x100,  5-sty  brk  tenement 
and    store.    Louis    Lese    to    Maurice 
Nov  12.     Nov  13,  1906.     6:1688-3. 


2d  av.   No  2268,  e 
ment   and   store. 
Nov  12.     Nov  13, 


M    Strauss.      Mort   $21,875. 
A  $9,300— $16,500. 

other  consid  and  100 
s,  74.11  n  116th  st,  26x100,  5-sty  brk  tene- 
Louis  Lese   to   Louis  Rinaldo.      Mort  $21,875. 
1906.     6:1688-^.     A  $9,300— $16,500. 

other  consid  and  1(X) 

2d  av,  Nos  1448  and  1450,  e  s.  52  s  76th  st.  50.2x100,  two  5-sty 
brk  tenements  and  stores..  Henry  Schmeidler  et  al  to  Therese 
with  Leopold  Schmeidler.  Mort  $7..500.  Nov  13.  Nov  14,  1906. 
5:1450—51   and   52.      A   $28,000— $40,000.  100 

2d  av.   Nos  1448  and  1450,  e  s,  52  s  76th  st,  50.2x100,  two  5-sty 
brk  tenements  and  stores.     Therese  wife  of  and  Leopold  Schmeid-"" 
ler  to  Henry  Adolf  and  Benjamin  Schmeidler.    Mort  $7,500.    June 
21.    1904.      Nov    14,    1906.      5:1450—51    and   52.      A   $28,000— 
$40,000.  nom 

2d  av,  Nos  1848  and  1850,  e  s,  50.8  s  96th  st,  50x100,  two  5-sty 
brk  tenements  and  stores.  Benj  M  Gruenstein  and  ano  to  Kesil 
Leibowitz  and  Abram  Jankelewitz.  Mort  $54,500.  Nov  14,  1906. 
5:1558—51  and  52.     A  $23,000— $40,000.  other  consid  and  100 

2d  av.  No  2154,  e  s,  75.11  s  111th  st,  25x100.  5-sty  brk  tenement 
and  store.     David  Frankel  et  al  to  Mary  Cohen  and  Bessie  Ob- 
shtein.      Correction   deed.      All   liens.      Nov  9.      Nov   14,    1906. 
6:1682- .52.     A  .$9,000— $21,500.  other  consid  and  100 

3d  av.  No  942,  w  s,  100.5  n  56th  st,  25x95,  5-sty  brk  tenement 
and  store.  Isabella  C  Hoffman  to  Paul  Scheel  and  Bernard  Juen- 
emann.  Mort  $25,000.  Nov  14.  Nov  15,  1906.  5:1311—37.  A 
$20,000— $27,000.  other  consid  and  100 

3d  av.  No  509,  e  s,  25  n  34th  st,  24.8x100,  5-sty  stone  front  tene- 
ment and  store.  Benj  H  Irving  EXR  Mary  Irving  to  Jennie  R 
wife  of  Benj  H  Irving.  Nov  1.  Nov  10,  1906.  3:915—2.  A 
$25,000-$35,000.  100 

5th  av.  No  816,  e  s,  27.11  s  63d  st,  22x100,  4  and  5-sty  stone  front 
dwelling.  Elbridge  T  Gerry  and  Louisa  M  his  wife  to  Angelica 
L  Gerry,  of  Newport,  R  I.  Nov  1.  Nov  9,  1906.  5:1377—70. 
A  $155,000— $225,000.  gift 

3d  av,  Nos  1517  and  1519,  e  s,  70.7  n  85th  st,  51x100,  two  G-sty 
brk  tenements  and  stores.  Reuben  E  Fiehthorn  to  Morris  Freund- 
lich,  Abraham  M  Baumann  and  Lewis  S  Marx,  each  1-3  part. 
Morts  .$86,000.  Nov  15,  1906.  5:1531—4  and  48.  A  $45,000— 
.$84,000.  other  consid  and  100 

3d  av,  Nos  1517  and  1519,  e  s,  76.7  n  85th  st.  51x100,  two  6-sty 
brk  tenements  and  stores.  George  Mundorff  to  Reuben  E  Fieh- 
thorn. Mort  $66,000.  Nov  15.  1906.  5:1531 — i  and  48.  A 
$45,000— $,S4, COO.  other  consid  and  100 

.5th  av.  Nos  2127  to  21.33|  s   e   cor   1.36th   st,  99.11x100.   three  0-sty 

13(ith  st.   No  2  I     brk  tenements  and  stores.  Charles  Lowe 

et  al  to  Julia  E  Liggan.     Mort  $143, .500.     Nov  10.     Nov  14,  1906. 
0:1760—73  to  76.    A  $36,000— P  $85,000.  100 

0th  av.  No  52,  e  s,  38.G  s  West  Washington  pi.  19.x55.4xl9x56.7, 
2-sty  brk  tenement  and  store.  Blakeslee  Barnes  et  al  to  Jef- 
ferson M  Levy.  Mort  $11,000.  Nov  15,  1906.  2:552—8.  A 
$9.500— $11,000.  nom 

7th  av.  Nos  24.S0  to  24981  n  w  cor  144th  st,  199.10  to  s  s  145th  st 

3-Hth  St.  No  201  I      xlOO.    five    6-sty    brk     tenements     and 

145th  st.  No  200  I    stores.     City  Real  Estate  Co  to  Fleisch- 

mann  Realty  &  Construction  Co.     B  &  S  and  C  a  G.     All  liens. 
Oct  18.     Nov  9,  1906.    7:2030.  other  consid  and  100 

7lh  av.  No  2193,  e  s,  43.8  s  130th  st,  18.9x75.  5-sty  brk  tenement 
and  store.  Ann  Weaver  to  Peter  T  Oussani.  Mort  $15,000.  Nov 
1.     Nov  12,  1906.    7:1914—63.     A  $11,000— $17,000. 

other  consid  and  100 

Sth  av,  s  e  cor  145th  st,  40x100,  vacant.  City  Real  Estate  Co  to 
Fleischmann  Realty  &  Construction  Co.  B  &  S  and  G  a  G. 
All  liens.     Oct  18.     Nov  9,  1906.     7:2030.      other  consid  and  100 

8th  av.  No  2859,  w  s.  40  s  1.53d  st.  40x100,  5-sty  brk  tenement 
and  store.  Shapiro,  Levy  &  Starr  to  Wm  O  and  Otto  C  Egner. 
Mort  .$47,250.  Nov  7.  Nov  10,  1906.  7:204'>-63.  A  $15,000 
— .$.34,000.  other  consid  and  100 

Sth  av.  No  24.53.  w  s.  334.6  n  1.30th  st,  25.3x100,  5-sty  brk  tene- 
ment and  store.  Martin  Ungrich  to  Catherine  Manix  2-3  part 
and  Anna  L  Manix  1-3  part.  Nov  14.  Nov  15,  1906.  7:1958—19. 
A  $14,000— $25,000.  other  consid  and  100 
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other  consid  and  100 


8th  ar,  Nos  28D9  to  2863,  w  s,  24.11  s  152d  st,  75x81,  three  5-sty 
brk  tenements  and  stores.  Heinrich  Weber  et  al  to  Morris  Buchs- 
baum.  Mort  $45,000.  Nov  15,  190G.  7:2040—32  to  34.  A 
$1S.(.KX)— $51,000.  other  consid  and  100 

9th  av,  s  w  cor  202d  st,  99.11x100,  vacant.  Reginald  P  Bolton 
to  Cabot  Real  Estate  Co.  Mort  $10,000..  Oct  31.  Nov  9,  1900. 
8:2198 18.     A  $15,500— $15,500.  other  consid  and  100 

10th  av.  No  488,  e  s,  49.5  n  3Tth  st,  24.8x100,  5-sty  brk  tenement 
and  store.  Nathan  Moss  to  V  Loewers  Gambrlnus  Brewery  Co. 
Mort  $27,250.  Nov  9.  Nov  10,  1900.  3;735— 3.  A  $12,000— 
$25,000.  nom 

10th  av.  No  490,  e  s,  74.1  n  37th  st,  24.8x100,  5-sty  brk  tenement 
and  store.  Ida  Moss  to  V  Loewers  Gambrlnus  Brewery  Co.  Mt 
$27,250.     Nov  9.     Nov  10,  1906.    3:735—4.     A  $12,000— $25,000. 

nom 

10th  av.  No  508,  e  s,  98.9  s  39th  st,  24.8x100,  5-sty  brk  tenement 
and  store.  Isaac  Goldberg  to  Albert  Peiser.  Mort  $25,000.  Nov 
14.     Nov  15,  1906.     3:736^t.     A  $12,000-$19,000. 

other  consid  and  100 

Plot  begins  100  e  Lexington  av,  and  98.9  s  34th  st,  runs  s  29.6  x  w 
10  X  n  29.6  X  e  10  to  beginning,  vacant.  Helen  M  Andrews  et 
av,  HEIRS,  &c,  Wm  W  Tompkins  to  Mary  C  Brown.  Q  C.  Aug 
27.     Re-recorded  from  Oct  17,  1906.     Nov  12,  1906.     3:889.    nom 

Strip  begins  250  e  2d  av  and  85.11  n  8th  st  or  St  Marks  pi,  runs  n 
8  X  e  i:5  X  s  8  X  \v  25  to  beginning.  John  M  Bowers  et  al  EXRS, 
&c,  William  H  Gebhard  to  Tena  Penner  and  Sadie  Friedberg. 
Oct  24.     Nov  14,  1906.     2:450.  other  consid  and  100 

BOROUGH   OF   THE   BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 
new  Annexed  District   (Act  of  1895). 

*Adams  st,  e  s,  195  s  Columbus  av,  25x100.  Duncan  McQueen  to 
Antonio  and  Vittorlo  Garbarini.  Mort  $1,500.  Nov  8.  Nov  9, 
1906. 

*Birch  st,  s  w  cor  Chester  av,  50x100. 

Cedar  st,  w  s,  250  s  Chester  av,  75x100. 

Cedar  st,  w  s,  350  s  Chester  av,  25x100. 
Release  mort.     Geo  A  Meyer  TRUSTEE  John  J  Palmer  to  Emma 
L   Shirmer.     Oct  30.     Nov  9,   1906.  401.14 

*Birch  st,  s  w  cor  Chester  av,  50x100.  Emma  L  Shirmer  to  Car- 
rie Levi.     Oct  30.     Nov  12,  1906.  nom 

Brown  pi  |  s   w   cor   13Sth   st,   85x32.9,    two  5-sty   brk   tene- 

138th  st,  No  742|  ments  and  stores.  John  Einberger  to  Glaus 
Bosch.     Mort  $32,000.      Nov  15,   1900.     9:2282. 

other  consid  and  100 

Chisholm  st.  No  1291,  w  s,  abt  87  n  Stebbins  av,  25x120.  2-sty 
frame  dwelling.  Belindia  T  wife  of  Samuel  Lyttle  to  Adolf  Lang. 
Mort  $5,000.     Nov  14.     Nov  15,   1906.     11:2970.  nom 

*Cruger  st,  w  s,  275  s  lS7th  st,  25x100.  John  B  Dosso  et  al  to 
Frederick  Blum  and  Pauline  his  wife,  tenants  by  entirety.  Mt 
$2,800.     Nov  10.     Nov  12,  1906.  other  consid  and  100 

*Emily  st,  n  s,  175  e  Pier  av,  50x99x— xll2,  also  lot  98  lands  of 
Dutchess  Land  Co  map  Benson  estate,  Throggs  Neck.  Freder- 
ick Eisen   to  D   Ray  Shafer.     Nov  10.     Nov  12,  1906. 

other  consid  and  100 

*Emily  st,  n  s,  225  e  Pier  av,  25.x92.11x25.10.\99.5,  Throggs  Neck. 
Catharine   Mack   to   D   Roy  Shafer.      Nov   10.      Nov  12,   1906. 

other   consid  and   100 

*Emily  st,  n  s,  175  e  Pier  av,  69x91x — xll2.  D  Roy  Shafer  to 
Steven  B  Ayres.  1-3  part.  Mort  $2,000.  Nov  10.  Nov  14, 
1906.  other  consid  and  100 

Same  property.  Same  to  John  Vicario,  Borough  of  Queens.  2-3  parts. 
Mort  $2,000.     Nov  10.     Nov  14,  1906.  other  consid  and  100 

'Elizabeth  st,   n  e  cor  Fulton  st,  40x120. 

Elizabeth  st,  n  s,  50  w  Fulton  st,  50x100. 

White  Plains   road,  w  s,  40  n  Elizabeth  st,  40x88x40x91,   East- 
Chester. 

Frederic  E  Gunnison  to  Almon  Gunnison,  of  Canton,  N  Y.     Mort 
$700.  Nov  13.     Nov  14,  1906.  nom 

♦Fillmore  st,  w  s,  2S55  n  Columbus  av,  50x100,  2-sty  frame  dwell- 
ing and  vacant.  Harry  Herzog  to  Isaac  Meister  and  Moses  Selig. 
Mort  $4,900.     Oct  3.     Nov  10,  1906.  other  consid  and  100 

*Ferris  pi,  s  w  s,  150  s  Westchester  av,  25x141.3x25.3x137.3.  Geo 
P  Baisley  et  al  to  Katie  Foss.  Mort  $2,000.  Nov  1.  Nov  13, 
1906.  other  consid  and  100 

Freeman  st,  s  s,  75  w  Vyse  av,  25x95,  vacant.  Paul  Weber  to 
Hawthorn  Building  Co,     Nov  9.     Nov   13,   1906.     11:2986. 

other  consid  and  100 

♦Garfield  st,  e  s,  200  s  Morris  Park  av,  25x100.  Katie  Horgan  to 
Andrew   G   Anderson.      Nov   12.     Nov   13,   1906. 

other  consid  and  100 

♦Lebanon  st,  s  s,  200  w  Bronx  Park  av,  125x100.  | 

Plot  begins  840  e  White  Plains  road  at  point  400  n  along  same| 
from  Morris  Park  av,  runs  e  100  x  n  100  x  w  100  x  s  100  tol 
beginning,  with  right  of  way  to  Morris  Park  av.  | 

Edward  Harding   to   N   Y  Railroad  &   Development   Co.     B  &  S. 
Nov  2.      Nov   13,   1906.  nom 

♦Leland  st,  s  e  cor  Meadow  Drive,  runs  s  113.10x90.7  to  drive  x 
w  145.9  to  beginning,  gore.  Hudson  P  Rose  to  Angela  Valente. 
Oct  22.     Nov  15,  1901k  nom 

♦Magenta  st,  s  s,  lots  148  and  149  on  map  (420)  near  Williams- 
bridge,  50x125.  a  Shatzkin  &  Sons  to  Vincenzina  and  Rosina 
Cangialosi.     Mort  $1,280.     Oct  31.     Nov  9,  1900.  100 

♦Maple  st,  w  s.  50  s  1st  av,  25x100,  New  Village  of  Jerome.  BenJ 
H  Irving  to  Mertie  Krug.     Q  C.     Nov  12,  1900.  ICK) 

♦Pine  st,  n  w  cor  Bartholdi  st  and  being  lots  100  to  ICKj  map 
(462),  near  Williamsbridge,  7  lots,  each  25x100.  Dora  Lipset  to 
Sarah  Sonkin.  Correction  deed.  Mort  $3,900.  Nov  7.  Nov 
14,  1906.  other  consid  and  100 

♦Stevens  pi,  n  w  cor  Greene  av,  lots  4  and  5  map  Villa  Sites  of 
Greene,  Owens  &  Gelston  at  Throggs  Neck.  Geo  A  Adee  et  al 
to  Annie  F  Leverich.     4-5  part.     All  title.     Oct  9.     Nov  9,  1900. 

other  consid  and  100 

♦Same  property.  Geraldine  F  Adee,  Jr,  and  ano  by  Geraldine  F 
Adee  GUARDIAN  to  same.  1-5  part.  All  title.  Sept  18.  Nov 
9,  1906.  800 

♦Stevens  pi,  n  w  cor  Greene  av,  lots  4  and  5  map  Villa  Sites  of 
Greene,  Owens  &  Gelston  at  Throggs  Neck.  Release  dower. 
Geraldine  F  Adee  widow  to  Annie  F  Leverich.  Sept  18.  Nov 
9,  1906.  "^  nom 

Station  pl,  late  Washington  av,  e  s[  375   s   Gun   Hill   road,   50x—  to 

Lowmede  st,  w  s  |      Lowmede  st,  except  strip  14  ft 

wide   along   w    s    on   Station    pl,    vacant.     F   G   Crawford   Co    to 
Margaret  Crawford.     Nov  8.     Nov  9,  1906.     12:3359.  4,50Q 

♦Schuyler  st,  s  s,  l.'O  w  Crosby  av,  20.2x83.9x24x81.4. 
♦Hobart  av,  w  s,  150  s  Waterbury  av,  25xl(X). 

Hollywood  av,  w  s.  and  being  lot  102  map  108  lots  Coster  estate, 
16.9x76.6x40.3x70.6. 


Release   mort.      Heni-y   A   (joster   to   Hudson   P   Rose.      Nov   12. 
Nov  13,  1906.  1,050 

♦Schuyler  st.  s  s,  150  w  Crosby  av,  20.2xS3.9.x24xS1.4.  Hudson  P 
Rose  Co  to  Michele  Moramarco.     Nov  10.     Nov  13,  1906.  nom 

Tiffany  sti  e  s,  at  s  w  s  169th  st,  runs  s  160  x  e  45.10  x  n  e  79.7 

169th  st  I  to  s  w  s  lOOth  st,  x  n  w  146.2  to  beginning,  vacant. 
FORECLOS.  Thos  F  Gilroy.  Jr,  ref,  to  Adam  Happel.  Mort  $11.- 
000.     Nov  8.      Nov  12,   lOCHj.      10:2718.  12,250 

♦Van  Buren  st,  w  s.  127  n  Columbus  av,  2.3.0x100.  Henry  Burs- 
ing  to  Emil  N  Sorgentrei.     Mort  $2,700.     Nov  8.     Nov  13,  1900. 

other  consid  and  100 

*2d  st,  n  w  s,  145  s  w  Washington  av,  25x122,  Westchester.  Jo- 
seph Robillard  to  Marie  A  Robillard.  Mort  $3,000.  Oct  25. 
Nov   15,   1906.  other  consid  and  100 

♦2d    st,    s   s,    75   e   Washington   av,   25x100.1,    Westchester.      Edw 

5  Prince  to  Mary  E  Purdy.     Nov  13.     Nov  15,  1906.  nom 
♦14th   st,   s   s.   205   w   Av   A,    100x108,   Unionport.      Geo  W  White 

INDIVID  and  ADMR  Mary  E  White  to  Ellen  L  Hanrahan.     Nov 

10.     Nov  12,  1906.  other  consid  and  100 

*14th  st,  s  s,  205  w  Av  A,  100x108,  Unionport.     Jeannette  C  wife 

of  Calvin  R  Tinsley  et  al  to  Geo  W  White,  of  Brooklyn.     B  &  S. 

and  confirmation  deed.     Oct  13.     Nov  12,   1906.  gift 

134th   St.   No  958,   s  s,   120  e  Cypress  or  Trinity  av,  20.'cl03.9,  3- 

sty  frame  tenement.     Augustus  Gareiss   to  Chas  W  Gareiss.     B 

6  S.     Nov  14.     Nov  15,  1906.     10:2562.  100 
1.35th  st,  Nos  714  and  716,  s  s,  220  w  Brown  pl.  50x100.  two  5- 

sty  brk  tenements.     Joseph  Kleinschnittger  to  Max  F  Abbe.     Mt 
$30,000.      Nov   15,    1906.      9:2279.  other   consid   and    100 

138th  st.  No  893,  n  s,  462.6  e  St  Anns  av,  37.6x100,  0-sty  brk 
tenement  and  store.  Samuel  Greenwood  to  Clarence  Bogert,  of 
Paterson,  N  J.     Mort  $52,000.     Oct  25.     Nov  9,  1900.     9:2552.  nom 

13Sth  st.   No  738,  s  s,  748.2  e  Willis  av,  19.6x85,  4-sty  brk  tene- 
ment.     John    Lynn   to   John   Hoops.      Nov   14.      Nov   15,    1900. 
9:2282.  other  consid  and  100 

144th  st.  No  675.  on  map  No  679,  n  s,  223.9  e  Willis  av,  25x100, 
5-sty  brk  tenement.  George  Beller  to  John  Murray.  Mort  $19,- 
000.     Nov  14,  1906.     9:2289.  other  consid  and  100 

151st  st,  n  s,  195.3  e  Morris  av,  37.0x117,  6-sty  brk  tenement. 
Joseph  Cohen  et  al  to  Myer  and  Louis  Cohen,  N  Y,  and  Morris 
B  Evens,  of  Brooklyn.  Mort  $25,000.  Nov  1.  Nov  15,  1906. 
9:2411.  other  consid  and  100 

Same  property.  Myer  Cohen  et  al  to  Mary  wife  of  Myer  Cohen. 
Mort  $25,000.      Nov  13.      Nov   15,   1906.     9:2411. 

other  consid  and  100 

153d  st.  No  624,  s  s,  225  e  Courtlandt  av,  25x100,  4-sty  brk  tene- 
ment. Emily  J  Glenn  to  William  Engel.  Mort  $14.00<).  Nov 
8.     Nov  15,  1906.     9:2399.  other  consid  and  100 

153d  St.  Nos  039  and  645,  n  s,  350  e  Courtlandt  av,  7.5x100,  two 
6-sty  brk  tenements.  Charles  Zimmermann,  Jr,  to  David  Green- 
feld.     Mort  $73,259.90.     Nov  7.     Nov  9,  1900.     9:2400. 

other  consid  and  100 

150th  st.  No  922.  s  s,  33.6  w  Forest  av,  27x90,  5-sty  brk  tenement. 
George  Hollerith  to  Emilia  Walther.     All  title.     Mort  $18,000. 
Nov  12,  1900.     10:2645.  nom 

♦177th  st,  s  s,  25  e  Bronx  Park  av,  25x100.     Henrietta  Waxman 

to  Celia  Cohen.     Morts  $ .     Nov  5.     Nov  9,  1906. 

other  consid  and  100 

♦172d  st,  e  s,  231  s  Gleason  av,  75x100.  Joseph  J  Gleason  to 
James   Hanrahan.      Nov   12.      Nov   13,   1906.  nom 

180th  st.  No  668,  s  s,  45.1  w  Park  av,  16.8x95,  2-sty  frame  dwell- 
ing. Chas  M  Preston  as  recvr  of  the  N  Y  Bldg  Loan  Banking 
Co  to  Samuel  F  Foster,  Mollie  S  Foster  his  wife,  tenants  by 
entirety.  B  &  S.  Morts  $2,500.  Oct  4.  Nov  12,  1900.  11-- 
3029.  3,900 

♦213th  st,  late  1st  av,  e  s,  50  s  2d  av,  50x100,  Olinville,  No  1. 
Ellen   McKeon   to   Clemence   S  Penfield.   Oct   10.      Nov  14,   1906. 

nom 

♦216th  st,  s  s.  397  w  4th  av,  3x110,  Willianisbridge.  Michael  Bren- 
nan  to  William  Marsz.     Oct  8.     Nov  12,  1900.  nom 

*217th  st,  n  s,  225  w  6th  av,  25x114,  Laconia  Park.  Samuel  Tay- 
lor to  Arthur  A  Austin.     Nov  14.     Nov  15,  1906.  850 

♦220th  st,  n  s,  280  w  White  Plains  av,  25x114,  Wakefield.  Samuel 
Mclntyre  to  Charles  A  Yost.  Mort  $1,500.  Nov  8.  Nov  12, 
1900.  nom 

♦220th  st,  n  3,  305  w  White  Plains  road,  25x114,  Wakefield.  Mar- 
garet wife  of  Nehemiah  Jones  to  Chas  A  Yost.  Oct  16.  Nov  12, 
1006.  nom 

♦226th  st,  n  s,  280  e  White  Plains  road,  25x114,  Wakefield.  Irv- 
ing Realty  Co  to  Angelo  Bizzarro.  All  liens.  Nov  12.  Nov 
13,   1906.  other  consid  and  100 

♦227th  st,  s  s,  330  e  White  Plains  road,  25x114.  Irving  Realty  Co 
to  Pasquale  Girardo.     All  liens.     Nov  12.     Nov  13,  1906. 

other  consid  and  100 

♦229th  st,  s  s,  205  e  4th  av,  100x114,  W^akefield.  Edw  L  Phipps 
and  ano  to  Chs  J  Shell.     Q  C.     Aug  31.     Nov  12,   1906.  nom 

*230th  st  (16th  av),  s  e  cor  6th  st,  105.6x114.6,  Wakefield.  The 
Monatiquot  Real  Estate  Co  of  N  Y,  to  Annie  L  MacGregor.  Oct 
16.     Nov  10,  1906.  100 

235th  st,  n  s,  190.1  w  Webster  av,  25x100,  2-sty  frame  dwelling. 
Elsa  wife  of  Otto  P  Schroeder  to  Sarah  M  Hoffman.  Mort  $4.- 
500.     Nov  14.  1906.     12:3397.  100 

230th  st,  n  s,  126.10  e  Webster  av,  runs  n  84.7  x  e  25  x  n  50  x  e 
105.6  to  w  s  Bronx  River  x  s  —  to  236th  st  x  w  148  to  begin- 
ning, vacant.  Benj  H  Irving  to  the  Veritas  Realty  Co  of  Yon- 
kers,  N  Y.     Nov  1.     Nov  9,  1906.     12:3401.     other  consid  and  100 

237th  st,  n  s,  240  e  Kepler  av,  late  3d  st,  20x100.  Benj  H  Irving 
to  Jennie  R  wife  of  Ben]  H  Irving.  Mort  $500.  Nov  1.  Nov  10. 
1906.  .  12:3378.  other  consid  and  100 

237th  St.  s  s,  140  e  Keppler  av,  35x100,  2-sty  frame  stable  and 
vacant.  Benj  H  Irving  to  the  Veritas  Realty  Co,  of  Yonkers,  N 
Y.    Nov  1.     Nov  15,  1906.     12:3377.  other  consid  and  100 

♦237th  st,  n  w  cor  Barnes  av,  25x100,  vacant.  Whitehall  Realty 
Co  to  Rosina  Dietzel.     Nov  1.     Nov  9,  1906. 

other  consid  and  100 

Arthur  av.  Nos  2137  and  2141,  w  s,  62.6  n  181st  st,  37.6.x94.6x 
.37.6x94.8,  5-sty  brk  tenement  and  store.  Release  mort.  Jessie 
Mark   to   Benjamin   Benensoa.     Oct  30.     Nov  9,   1900.     11:30(53. 

3,000 

Arthur  av.  No  2189,  s  w  cor  182d  st,  10.8x80.  3-sty  brk  tenement 
and  store.  Release  mort.  American  Mortgage  Co  to  Herman 
Kahn.     Nov  9,  1906.     11:3003.  8,666.67 

♦Av  A.  n  s,  225  e  Maple  st,  50x125,  New  Village  of  Jerome.  Benj 
H   Irving  to  Mertie  Krug.     Nov  12,   1906. 

other  consid  and  100 

♦Av  D,  s  e  cor  13th  st,  108x105,  Unionport.  Matilda  Murrell  to 
Jacob  Cohen.     All  liens.     Nov  12,  1900.  other  consid  and  100 
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♦Amsterdam  av,  e  s,  250  s  Madison  av,  50x100.  Bankers  Realty  & 
Security  Co  to  Henry  Marcks  and  Meta  his  wife,  tenants  by  en- 
tirety.    Nov  12,  190(i.  other  consid  and  1(X) 

Anthony  av,  w  s.  519.(3  n  Southern  Boulevard,  50.3x91.2x50x93.9. 
vacant.     Robt  J  Rooney  to  Delaware  and  Hudson  Realty  and  Impt 
Co.     Mort  .$1,400.    April  7.    Nov  10,  190C.     12:3310. 

other  consid  and  100 

*Av  D,  s  e  cor  10th  st.  108x105,  Unionport.  Thomas  Roberts  to 
Eliza  J  Many,   of  Brooklyn.     1-3  part.     All  title.     B  &  S.     Nov 

7.  Nov  13,  1900.  1.000 
♦Amsterdam   av,   e   s,   250  s   Madison   av,   50x100.     Release   mort. 

A    Morton   Ferris   to   Bankers    Realty   &   Security   Co.      Nov   12. 

Nov  13,   190G.  f'OO 

*Amundson  av,  w  s,  275  s  Nelson  av.  25x100.  Land  Co  C  of  Eden- 

wald  to  Anton  Paulson.     April   12.     Nov  14,  1900.  nom 

Anthony  av.   No   19.58,   e  s.  r,!).4   n   I'Sth  st,  24.2x90,  3-sty  frame 

tenement.     William  Rumble  to  .\Iartha  G  McManus.     Mort  $5,300. 

Oct  30.     Nov  15,  1906.     11:2814.  100 

♦Broadway,    s   w   cor   Tremont    road,   59x113.3x50x81.11.      Release 

mort.     A  Morton  Ferris  to  Bankers  Realty  &  Security  Co.     Nov 

8.  Nov  9,   190C.  500 
♦Barnes  av,   w  s,   100  n  223d  st,   28.7x205.   Wakefield.     Elizabeth 

Smithson   to   Mamie   Cattarelli.      Mort   $4,000.     Oct   25.      Nov  9. 
lilOG.  other  consid  and  100 

Basstord  av.  No  2242,  e  s,  133.4  n  182d  st.  17.6x75.5x17.0x74.11, 
2-sty  frame  dwelling.  Lucy  A  Cameron  to  Samuel  and  Hannah 
Rothschild.     Mort  .f2.500.     Nov  8.     Nov  0,  1906.     11:3050. 

other  consid  and  100 

Bassford  av.  No  2242,  e  s,  133.4  n  182d  st,  17.0x75.5x17.6x74.11,1 

2-sty  frame  dwelling.  I 

Bassford  av.  No  2240,  e  s,  115.10  n  182d  st,  17.0x74.11x17.6x74.4.1 

2-sty  frame  dwelling.  I 

Party   wall   agreement.      Lucy   A   Cameron   with   August   W   and 

Henry  L  Hoyler.     Nov  5.     Nov  9,  1906.     11:3050.  nom 

♦Barnes  av,  n  e  cor  Nereid  av,  runs  e  08.9  x  n  64  to  Barnes  av. 

X  s  93.11  to  beginning,  gore. 
2.39th  St.  s  s,  100  w  Barnes  av,  10.6x100.9x43.9x100.2. 
♦Gunther  av,  w  s,  181.10  s  Barnes  av,  50x77.3x52.10.^97.0. 
Whitehall   Realty   Co   to  James   A   Hennessy.     Nov   1.      Nov   14, 
1906.  other  consid  and  100 

*Barnes  av,  w  s,  50  s  239th  st,  2.5x100.     Whitehall  Realty  Co  to 

John  A  Schmitt.     Nov  1.     Nov  14.  1906.  other  consid  and  100 

♦Boyd  av,  w  s,  545.2  s  Barnes  av.  50x69.7x04.3x110.1.  Whitehall 
Realty  Co   to   Auguste   Blum.     Nov   1.      Nov  14,   1906. 

other  consid  and  100 
♦Bronxdale  av,  n  s,  63.10  e  Matthews  av,  63.10x157.11x50x117.2,1 
vacant.  | 

Bronxdale  av,  n  s,  85.11  w  Muliner  av,  03.11x82.11x50x122.9,  va-1 
cant.  I 

Fidelity  Development  Co  to  Jacob  Mendelson.     Oct  27.     Nov  7, 
190<'i.     Corrects  error  in  last  issue  as  to  location.  7,400 

♦Brady   av.   s   s,   25   w  Muliner   av,   25x100,   vacant.      Fidelity   De- 
velopment   Co    to    Charlotte    Duerholz.      Oct    27.      Nov    7,    1906. 
Corrects  error  in  last  issue,  when  side  of  st  was  given  as  n  s.  nom 
♦Barnes  av.  w  s.  .325  n  239th  st,  28.5x118.9x4.5x115.11.     Whitehall 
Realty  Co  to   Sound   Realty  Co.     Nov  1.     Nov  9,   1906. 

other  consid  and  100 
♦Barnes  av.  w  s.  225.2  s  Nereid  av,  25x96.3x39.9x127.2.  vacant. 
Whitehall  Realty  Co  to  John  J  Schwaab.     Nov  1.     Nov  9,  1900. 

other  consid  and  100 
''Bronxdale  av,  w  s,  50  n  Columbus  av,  50.6x90.  Ilx50.x98.2.     Jos 
Diamond  to  Edw  A  Schill.     Nov  10.     Nov  13,  1906. 

other  consid  and  100 
♦Barnes  av.  e  s,  217.8  s  Gunther  av,  64.3x97.0x53.11x77.3,  vacant. 
Whitehall  Realty  Co  to  Walter  J  Torpey.  of  West  Winfleld,  N  Y. 
Nov   1.      Nov   13.   1900.  other  consid  and   100 

♦Boyd  av,  s  e  cor  Barnes  av,  25x97.6.  vacant.  Whitehall  Realty 
Co  to  Fredk  R  G  McLennan.     Nov  1.     Nov  13,   1906. 

other  consid  and  100 
♦Boyd  av,  e  s,  25  s  Barnes  av,  75x97.6,  vacant.     Whitehall  Realty 
Co   to   Fredk  C   Peters.     Nov  1.      Nov   13,   190tj. 

other  consid  and  100 
♦Boyd   av,   e   s,   325   s   Barnes   av,    114.11x98.1x125.6x97.6,   vacant. 
Whitehall  Realty  Co  to  Walter  J  Torpey,  of  West  Winfield,  N  Y. 
Nov  1.     Nov  13.  1906  other  consid  and  100 

♦Bronxdale  av,  n  s,  280.4  w  Matthews  av,  26.10x112.10x25x122.7, 
vacant.  Fidelity  Development  Co  to  Geo  N  Fischer.  Oct  27. 
Nov  7,  1906.  Corrects  error  in  last  issue,  when  distance  from 
corner  read  279.10.  nom 

♦Brady  av,  s  s,  50  w  Muliner  av,  25x100.  vacant.  Fidelity  De- 
velopment Co  to  Margaret  Dascher.  Oct  27.  Nov  7,  1900.  Cor- 
rects error  in  last  issue,  when  location  was  given  as  Bogart 
av.  nom 

♦Boyd  av.  e  s,  100  s  Barnes  av,  25.\97.(!.     Whitehall  Realty  Co  to 

Henry   Geeks.      Nov   1.      Nov   12,   1906.  other  consid  and  100 

♦Barnes  av.  n  w  cor  237th  st,  150x100,  vacant. 
♦Wickham  av,  e  s,  350  s  Nereid  av,  10O.\97.6.  vacant. 
♦Wickham  av,  e  s,  375  s  Nereid  av,  100x97.6,  vacant. 
♦Gunther  av,  e  s,  .38.9  s  Barnes  av.  75x97.6,  vacant. 
♦Barnes  av,  e  s,  at  w  s  Gunther  av.  runs  s  217.7  x  e  154.0  to  w 
s  Gunther  av,  x  n  156.10  to  beginning,  gore,  vacant. 
Whitehall  Realty  Co  to  Charles  Nassoth.     Nov  1.     Nov  12.  1906! 

other  consid  and  100 
♦Briggs  av,  n  s,  77  e  6th  av,  25.8x92.1x25x86  e  s.  Becky  Licht  to 
Annie  Silver.     %   part.     Mort  $1,500.     Nov  8.     Nov  12,   1906. 

nom 
♦Barnes  av,  w  s,  100  s  237th  st.  25x82x28.6x08.3.  vacant.  White- 
hall Realty  Co  to  Michael  S  Gleason.     Nov  1.     Nov  12,   1906. 

other  consid  and  100 
Briggs   av.   w   s,   15   s   197th   st,   109x— ,   vacant,   except   part   tor 
Briggs  av.     Regina  wife  of  Edw  M  Piatt  to  Geo  E  Buckbee.     All 
liens.     Nov  8.     Nov  9,  1900.      12:3295  and  3301. 

other  consid  and   100 
♦Broadway,    e    s,    325    s    Tremont    road,    52xll4.5.\50xlOO.      Alois 
Kramer  to  Lillian  wife  of  Alois  Kramer.     Mort  $5,000.     Nov  12. 
1906.  nom 

♦Barnes  av,  w  s,  125  s  237th  st,  78x68.3x103.6x24.4.  Whitehall 
Realty  Co  to  Elizabeth  Farrell.     Nov  1.     Nov  15,   1906. 

other  consid  and  100 
♦Boyd  av.  w  s,  295.2  s  Barnes  av,  62.10x110.1x58.8x147.11.    White- 
hall Realty  Co  to  Wm  F  Kaysser.     Nov  1.     Nov  15.   1906. 

other  consid  and  100 
♦Barnes  av.  w  s,  146.9  s  Nereid  av,  58.4x92.1x65.4.  gore.     White- 
hall Realty  Co  to  Joseph  K  Blum.     Nov  1.     Nov  15,  1906. 

other  consid  and  100 
Briggs  av,   e  s,  315.9  s  194th  st,  39.8x94.3x38.11x91.2,   two  2-sty 
brk  dwellings.     Release  mort.     Charles  Keary  et  al  to  Marv  E 
Morgan.     Nov  12.     Nov  15,  1906.     12:3293.  "  nom 

♦Barnes  av,  w  s,   125  s  237th  st,  7Sx68.3xl03.G.x24.4.     Elizabeth 


Farrell  to  Eugene  V  Daly.     Mort  $560.     Nov  1.     Nov  15,   1906. 

other  consid  and  100 
♦2.39th  st,  n  w  cor  Barnes  av,  50x99x25.4x96,  vacant.     Whitehall 
Realty  Co  to  John  Goergen  and  Fred  O  Knapp.     Nov  1.     Nov  9, 
1906.  other  consid  and  100 

♦Barnes  av,  e  s,  113  s  Boyd  av,  1.50x100.  Whitehall  Realty  Co  to 
Conrad   and   John   R  Witt.      Nov   1.      Nov   10,   190(j. 

other  consid   and   100 
Bathgate   (Madison)   av,  w  s,  .32.5  s  Tremont  av,  32.(jxlt)0,   except 
part   for   av.      George   Neutfer   to   Isaac   Wartell.      Mort   $4,0(X). 
Nov  1.5.  19(16.     11:2918.  7,925 

♦Byron  av,  e  s,  69.4  s  Nereid  av,  101x125.3x100x111,  vacant. 
Whitehall  Realty  Co  to  John  R  Witt.   Nov  1.     Nov  10,  1900. 

other  consid  and  100 
"^Barnes  av,  e  s,  at  w  s  Boyd  av,  runs  e  113  along  Barnes  av,  x  e 
91.4  to  Boyd  av,  x  n  145.8  to  beginning,  gore,  vacant.     White- 
hall Realty  Co  to  Maria  Urbansky.     Nov  1.     Nov  9,  1906. 

other  consid  and  100 
♦Boyd  av,  w  s,  170.2  s  Barnes  av,  75x09.7x96.6x9,  vacant.  White- 
hall   Realty   Co    to   Patrick   J   Gillespie.      Nov   1.      Nov  9,    1006. 

other  consid  and  100 
♦Barnes  av,  e  s,  203  s  Boyd  av,  l{K)xl00,  vacant.     Whitehall  Real- 
Co  to  Rosina  Dietzel.     Nov  1.     Nov  9,  1906.      other  consid  and  100 
♦Boyd  av,  e  s,  125  s  Barnes  av,  .50x97.6,  vacant.     Whitehall  Real- 
ty Co  to  Anton   Christensen.     Nov  1.     Nov  9,   1906. 

other  consid  and  100 
♦Boyd  av,  e  s,  200  s  Barnes  ay,  25x97,6,  vacant.  'ttTiitehall  Realty 

Co  to  Bengt  Nelson.     Nov  1.     Nov  9,  1906.        other  consid  and  100 
♦Boyd  av,  e  s,  175  s  Barnes  av,  25x97.(5,  vacant.     Whitehall  Realty 

Co  to  David  D  Feins.     Nov  1.     Nov  9,  190(5.     other  consid  and  100 
♦Barnes   av,    e    s,   363   s   Boyd    av,    57.0x107.9x91.2,    gore,    vacant. 
Whitehall  Realty  Co  to  Margaret  Foerst.     Nov  1.     Nov  9,  1900. 

other  consid  and  100 
♦Barnes    av,    w   s,    150   s    239th    st,    50x1.59x50.10x10.8.3,    vacant. 
Whitehall  Realty  Co  to  Anton  Fenuinger.     Nov  1.     Nov  9,  1906. 

other  consid  and  10(S 
♦Barnes  av,   w  s,  49.10  n  Nereid  av.  50x108. 3x.50.9xl 77.6.  vacant. 
Whitehall  Realty  Co  to  John  Goergen  and  Fred  O  Knapp.     Nov 
1.     Nov  9,  1906.  other  consid  and  100 

♦Barnes  av,  w  s,  1.50  n  237th  st,  150x100,  vacant.  Whitehall 
Realty  Co  to  John  Goergen  and  Fred  O  Knapp.  Nov  1.  Nov  9, 
1900.  other  consid  and  100 

♦Barnes  av,  s  w  cor  237th  st,  75x134.2x82.2x95.11,  vacant.  White- 
hall Realty  Co  to  Rosina  Dietzel.     Nov  1.     Nov  9,  1906. 

other  consid  and  100 
♦Barnes  av,  s  w  cor  239th  st,  50x100,  vacant.     Whitehall  Realty 
Co   to  John  J   Gilligan.      Nov   1.     Nov  9,   1906. 

other  consid  and  100 
♦Boyd  av,  e  s.  225  s  Barnes  av,  100x97.6,  vacant.     Whitehall  Real- 
ty Co   to  Josephine   Feldis,     Nov  1.     Nov  10,   1906. 

other  consid  and  100 
♦Bruner  av,  w  s,  200  n  Nereid  av,  75x78.6x110x159,  vacant.  White- 
hall Realty  Co  to  Gus  T  Smith.     Nov  1.     Nov  9,  1906. 

other  consid  and  100 
♦Barnes    av,    s    w    cor    Nereid    av,    82.5x76.9x112.0,    gore,    vacant. 
Whitehall  Realty  Co   to  Henry  F  Muller.   Nov  1.     Nov  9,   1906. 

other   consid   and   100 
♦Barnes  av,  w  s.  75  s  239th  st,  25x100,  vacant.     Whitehall  Real- 
ty  Co   to   Paul   Noe.      Nov   1.      Nov  9,   1906. 

other  consid  and  100 
•Barnes   av,   e   s,   2.50  s   Lydig  av.   25x100,   vacant.   Fidelity  Devel 

Co   to   Gunder  Gunderson.      B  &  S.     Nov  3.     Nov  10,   1906.   2,000 
♦Barnes    av,_e    s,    at    w    s    Bruner    av,    runs    s    along    Barnes    av, 
107.3  X  e  78.0  to  Bruner  av,  x  n  73  to  beginning,  gore,  vacant! 
Whitehall   Realty   Co   to   Walter   Grant.      Nov   1.      Nov  9,    1906. 

other  consid  and  100 
♦Barnes  av,  w  s,  75  s  237th  st,  25x82.1x28.6x82,  vacant.     White- 
hall Realty  Co  to  Mathilde  Klingenstein.     Nov  1.     Nov  9.  190(3. 

other  consid  and  100 
-Bogart  av,   e  s.  300  n  Rhinelander  av,  50x100,  vacant.     Fidelity 
Development   Co   to  Jennie   Hunter.     B   &  S.      Oct  30.      Nov   10 
1906.  nom 

♦Barnes  av,  w  s,  300  n  237th  st,  2.5x100.  vacant.  Whitehall  Realty 
Co   to  Fred  W  Herrington.     Nov  1.     Nov  10,   1906. 

other   consid   and   100 
•Barnes  av.  w  s,  100  s  239th  st,  50x143.51.8x159,  vacant.     White- 
hall Realty  Co  to  Geo  N  Fischer.     Nov  1.     Nov  10,  1906. 

other  consid  and  100 
♦Brown   av.   e   s.    (..i   n   Sagamore   st,   25x100.     Fanny  La   Due      to 
George  Lahrmann  and  Lizzie  his  wife,  tenants  by  entirety.     Nov 

9.  Nov  10,  1906.  other  consid  and  100 
Bathgate  av.  No  2339  |  w  s.  25  s  185th  st,  25x186.8  to  e  s  Bass- 
Bassford  av.  No  23.34  |     ford  av,   x25xl87.5,  2-sty  frame  dwelling 

and  store  and  2-sty  frame  dwelling  on  Bassford  av.     Gussie  En- 
glander  to  Geo  H  Rosenthal.     Q  C.     Mort  $4,000.     Nov  0.     Nov 

10,  1906.     11:80.53.  °om 
Brook  av,  Nos  1008  to  1012,  e  s,  36.7  s  165th  st,  runs  e  93,8  x  s 

54  X  e  »0  X  s  2i.6  X  w  114  to  av,  x  n  87  to  beginning,  three  4- 
sty  brk  tenements,  store  in  No  1012.     Katharina  Winkelmann  to 
Geo    A    Steinmuller.      Q    C.      July   28.      Nov    10.    1906.      9:2380. 
,.„        ,  other  consid  and  100 

♦Broadway,  s  w  cor  Tremont  road,  59xll3.3.x50x81.11.  Bankers 
Realty   and   Security   Co   to   Edward   Reiffin.      Nov  8.      Nov   10, 


1906. 


other  consid  and  100 


College  av,  e  s,  209.10  s  170th  st,  250x100,  vacant.     Wm  O  Gantz 

to    Bertha    Knauf.      Mort    $12,500.      Sept    29.      Nov    13,    1906. 

ll'-'*''"-  other   consid   and   100 

Clinton  av.  No  2000,  e  s,  6(5  n  Oakland  pi,  46.3x100x43x100,  2-sty 

frame    dwelling.      Simon   Klein    to   Henrietta   wife   Simon   Klein. 

Mort  $(5,000.     Nov  12.     Nov  13,   1906.     11:3094. 

other   consid   and   100 
♦Chestnut   av,   e   s,   200   n    Cornell   av,   200x— x— x— ,   Eastchester. 

John  J  Storms,  Jr,   to  Frank  M  Abbott.     Oct  26.     Nov  9,   190(5. 

other  consid  and  100 
♦Corsa  av,  s  s,  52.2  w  Beech  av,  52.2xl06.4.x52.2xl21.S. 
Beech  av,  w  s,  387.2  s  Corsa  av,  25x100. 
Beech  av,  w  s,  437.2  s  Corsa  av,  25x100. 
Beech  av,  e  s,  375  s  Elm  st,  25x189.5x2.5x193.9. 
Cedar  av,  e  s,  810  s  Corsa  av,  337x— x— x73.3. 
Cedar  av,  e  s.  (384  s  Corsa  av,  50x88x— x99.8. 
Cedar  av.  e  s.  584  s  Corsa  av,  50xl09.9x— xl20.5.. 
Beech  av,  w  s,   112.2  s  Corsa  av,  25x50. 
Lots  311   and  312  map  Laconia  Park. 

Sound  Realty  Co  to  A  Shatzkin  &  Sons.  Sept  12.     Nov  13.  1906 
_,     ^  -„„        .,  other  consid  and  100 

Crotona  av,  e  s,  300  n   183d  st,  50x100,  vacant.     Geo   L  Hurd  to 

Vmcent  and  Kath  C  Kasser.     All  liens.     Nov  14.     Nov  15,  1906. 


11:3102. 


other  consid  and  100 
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*Castle    Hill    av,    w    s,    145    s    Green    lane,    25x103.7x25.2x100.7. 

Donato  Pernio  to  Eduardo  Merenta.     Nov  13.     Nov  1.5.  19(Ki.  nora 
Crotona  av,  e  s,  75  n  179th  .st,  .50x100.  vacant.     Nelson  Smith,  Jr. 

to  Rowland  W  Thomas.     Nov  15,  1900.     11:3095.  100 

Clinton  av,  No  1419,  w  s,  100  s  Crotona  Park  South,  runs  w  50  and 

50..S  x  s  10.1)  X  e  100  x  n  24  to  beginning,  2-sty  frame  dwelling. 

Victor  Gerhards   to  Alexander  Lion.   Correction  deed.     Mort  $4,- 

000.      Nov   10.      Nov   12,   1900.      11:2930.  nom 

*Cornell  av,  s  s,  100  w  Mapes  av,  37.0x100,  Westchester.     Ella  M 

Mapes  to  Catharine  Mack.     Aug  1.     Nov  12,  1906.  nom 

Creston   av.   No   2388,   e   s,   199.5   n   184th  st,   25x95,   2-sty   frame 

dwelling.      Benj  H   Irving  to  the  Veritas   Realty  Co  of  Yonkers, 

N  y.     Mort  $0,000.     Nov  1.     Nov  9,   1906.     11:3105. 

other  consid  and  100 
Elton  av,  Nos  830  and  832,  e  s,  51  n  1.59th  st,  .50x100.  5-sty  brk 

tenement.     John  Haffen  et  al  to  Thos  D  Malcolm.     Mort  .$34,000. 

Oct  31.      Nov  15.   l!M»i;.     9:2:;81.  other  consid  and  100 

*Eastchcster  avl  e  s.   181.5  u  Stillwell  av.  54.6x138  to  Stillwell  av 
Stillwell  av         |      x52xl02.2.     Hudson  P  Rose  Co  to  Mary  A  King. 

Nov   12.     Nov  13.  1906.  nom 

*Edison   av,   e   s.   1S0.9   n   Middletown  road,  50x100.     CONTRACT. 

Bankers   Realty   &   Security   Co   with  Marcus   Gerber.      April   21. 

1905.  Nov  13,  1906.  1,600 
Eden   av,   w   s,   43  n  173d  st,   .50xl(K).   except  part   for  av,   vacant. 

Anna  M   S  wife  of  and  John   D  Schnebbe  to  John  M  Waite.     Mt 

.$750.     Oct  2.     Nov  14,  1906.     11:2823.  nom 

*Eastchester  road,   n  e   cor  Seminole   st,  .54.6x101.6x50x80.     Hud- 
son P  Rose  Co  to  Patrick  James.     Nov  12.     Nov  15,  1906.  nom 
*Franklin  av,  n  e  cor  Grant  st,  55x100  to  w  s  Cooper  av,  being 

lots  24  and  25  map  Wm  Cooper  at  Westchester. 
Washington  av,  e  s.  lot  122  partition  map  Wm  Adee,  Westchester, 

25x13.5x35.10x109.3. 
Part  lot  123  adj  said  lot  122  above,  begins  at  n  e  cor  lot  123,  runs 

w  20.6  x  e  14.4x14.8  to  beginning,  gore. 
Washington   av,   at    Westchester   av   late      Southern      Westchester 

Turnpike,  runs  n  e  along  w  s  turnpike.  103.3  x  n  along  turnpike 

28.2  X  w  8(i.l0  X  s  w  .58.6  to  av,  x  s  100.9  to  beginning. 
Road   from   Fort  Schuyler  to  Westchester,  w  s,   at   line  bet  lands 
.  herein  described  and   Huntington,   runs  s  w  974  x  s  e  6  x  s  w 

818. .8  to  c  1  of  a  ditch,  x  irrcg  to  said  road,  x  360  to  beginning, 

contains   12   97-100  acres,   Throggs   Neck. 
Whitestone  Ferry  road,  w  s,  at  n  s  of  lane  leading  into  said  road 

at  s  line  Rhinelander  lot  and  runs  to  land  James  Overing  and  to 

boundary  creek,   contains  55  and  1-10  acres,  Throggs  Neck. 
Plot  at  Throggs  Neck  and  bounded  by  waters  of  Overings,  Baxter 

and  Boundary  creek  and  another  small  creek,  contains  8  5-100 

acres  with  riparian  rignts.  &c. 
■  Huntington   Land   and   Impt   Co   to   H  E  Huntington   of  Oneonta, 

N  Y.     1/2  part.     B  &  S.     July  10.     Nov  15,  1906.  nom 

*Fowler  av.  w  s,  262.6  s  Neil  av,  25x84.5.     Fidelity  Development 

Co  to  James  M  and  Mary  Cotter.     Oct  27.     Nov  14,  1906.  nom 

*Fowler   av,   w   s,   200  n   Rhinelander  av,   25x127.10,   vacant.      Fi- 
delity Development   Co   to  Charles  Feil.     Oct  27.     Nov  7.   1006. 

Corrects  error  in  last  issue,  when  distance  from  cor  was  225.  nom 
*Fowler  av.  w  s.  150  n  Rhinelander  av,  .50x142. .3.  vacant.     Fidelity 

Development   Co   to   Elise   E   A   Liebler.     Oct   27.      Nov   7,   1900. 

Corrects  error  in  last  issue,  which  read  n  of  Bronxdale  av.      nom 
Franklin  av.  No  12.56.  e  s,  278.6  n  168th  st,  34x1,85.5,  3-sty  frame 

dwelling.      George    Sehwegler    to    Christian    D    Rehm.      Nov    12. 

Nov  13,  19t)6.     10:2615.  nom 

Gerard  av.  e  s.  99.4  n  Arcularius  pi.  0.8x132.11.     Mary  E  Gillespie 

to    Martin    Geiszler.      Q    C.      Oct    22.      Oct    23,    lOOti.      11:2839. 

Corrects  error  in  issue  of  Oct  27,  when  location  was  Grand  av.nom 
*Gunther  av,   e   s.  .539  s  Barnes  av,   125x97.6,   vacant.      Whitehall 

Realty  Co  to  David  Freiberger.     Nov  1.     Nov  12,  1906.. 

other  consid  and  100 
Grant  av.   s  e   cor   166th  st,  32x100.6x32x100.4,  vacant.  1 

Grant  av.  n  e  cor  165th  st,  32.8x102.8x41.9x103.4,  vacant.  j 

Robt   F   Place   to  John  Yule.     July  27.     Nov  12,   1906.     9:244.S. 

other  consid  and  100 
*Gleason  av,  s   s.  75  w  172d  st,  .50x106.  I 

172d  st,  w  s.  156  s  Gleason  av.  25x100.  | 

Joseph    J    Gleason    to    Amelia    Schlesinger.      Aug   31.      Nov    10, 

1906.  nom 
*Gunther   av.   e   s,    114   s   Barnes   av,   50x97.6.   vacant.      Whitehall 

Realty   Co   to   Louis   Cuccia.      Nov  1,     Nov  9.    1906. 

other  consid  and   100 
*Gunther   av,   e   s.   464   s   Barnes   av.   50x97.6.   vacant.      Whitehall 
Realty   Co   to  Wm   Kenny.      Nov   1.      Nov  9,    1906. 

other  consid   and   100 
*Gunther    av.    w    s,    631    s    Barnes    av,    38x97.6x25.6x100.    vacant. 
Whitehall  Realty  Co  to  Angeline  L  Lenz.     Nov  1.     Nov  9.  1906. 

other  consid  and  100 
*Gunther   av.    w   s.   20li   s   Barnes   av.   25x97.6,   vacant.    Whitehall 
Realty  Go   to  James  J   Mathews.     Nov  1.     Nov  9,   lOOti. 

other   consid   and   100 
*Gunther   av,   w   s,   331.10  s   Barnes  av, ^50x97.6.   vacant.   Fridolin 
Weber  to   Hngo   Scheeren.     Nov  8.     Nov  9,  1906. 

other  consid  and  100 
tGunther  av,  w  s,  531!10  s  Barnes  av,   100x97.6,  vacant.     White- 
hall Realty  Co  to  Gus  T  Smith.     Nov   1.     Nov  9,   1906. 

other   consid   and   100 
*Gunther  av,   w  s,  431.10  s  Barnes  av,   100x97.6,  vacant.     White- 
hall Really   Co   to  Juliana  Reynolds.     Nov  1.      Nov  9,   1906. 

other  consid  and   100 
*Gunther   av,   w  s,  381   s   Barnes   av,   50x97.6,   vacant.     Whitehall 
Realty   Co   to   Sophie  S   Moron.      Nov   1.     Nov  9,   1906. 

other  consid  and   100 
Grand  Boulevard  and  Concourse,  w  s,  150  n  192d  st,  100x110.2x100 
xl09.2.    vacant.    Robert   J   Roonoy   to   Delaware   &  Hudson   Realty 
and   Impt  Co.     Mort  .$7,000.     April  7.     Nov  10,   1906.     11:3168. 

other  consid  and   100 
*Gunther  av,  e  s.  89  s  Nereid  av,  25x97.6,  vacant.     Whitehall  Real- 
'  ty  Co  to  Richard  J  Tobin.     Nov  1.     Nov  12,  1906. 

other  consid  and  100 
Hughes  av.  w  s,  328  s  Pelhain  av,  50x87.6.  I 

Hughes  av.  w  s.  20.3  s  Pelham  av,  50.x87.6,  vacant.  | 

Annie    P   Hurlburt   to   Harry   P   Clary.      Q   C.     Nov   1.      Nov   14. 
19W1.      11:. 3078.  nom 

Hughes   av,   n   e   cor   183d   st,    lOOx.50,   vacant.      Edw  J   Wright   to 
John  H  Hamann.     All  liens.     Feb  28.     Nov  14.  1906.     11:3087. 

other  consid  and  100 
*Hobart  av,  w  s,  150  s  Waterbury  av,  25x100.     Hudson  P  Rose  Co 

to  Karl  M  Ehrlich.    Nov  8.     Nov  9.  1906.  nom 

Katonah  av,  w  s,  25  n  235th  st,  25x85,  vacant.  I 

235th  St.  n  s.  ^85  v/  Katonah  av.  25x100,  vacant.  | 

BenJ   H   Irving   to   Veritas   Realty   Co   of   Yonkers,    N   Y.      Mort 

$1,500.     Nov  1.     Nov  9,  1906.     12:3376.  other  consid  and  100 

Kepler  av,  e  s,  40  n  237th  st,  24x100,  vacant,    Sidney  R  Lash  to 


Mary  E  Geer.     Morts  $5,700.     Nov  5.     Nov  9,  1900.    12:3378. 

other  consid  and  100 

Monroe  av.  No  1871  |s  w  cor  Mt   Hope   pi,   25x103.8   to 

Grand  Boulevard  and  Concourse|  s  e  s  Grand  Boulevard  and  Con- 
course x26.10  to  pi  )t93.10,  3-sty  frame  dwelling.  Geo  A  Stein- 
nuiller  and  ano  EXR3  Louis  Lochmann  to  Louis  Schrag.  All 
liens.     Nov  8.     Nov  9,  1906.     11:2801.  11,700 

*Mayflower  av,  w  s,  and  being  lot  35  map  473  lots  Haight  estate, 
Westchester.  Bernhard  Ebeling  et  al  to  Frank  Gass.  Sept  1. 
Nov  12.  1906.  other  consid  and  100 

Monroe  av.  Nos  1SC>a  and  1867     |  w    s,    50    s    Mt    Hope    pi,    runs    w 

Grand  Boulevard  and  Concoursel  113.6  to  s  e  s  Grand  Boulevard  & 
Concourse,  x  s  w  3.10  x  s  46.4  x  e  115  to  av.  x  n  .50  to  beginning, 
two  3-sty  frame  dwellings.  Geo  A  Steinmuller  and  ano  EXRS 
Louis    Lochmann    to    William    Buess.      Nov    15,    1906.      11:2801. 

16.100 

*Morris  Park  av,  s  s,  75  e  Garfield  st.  25x100.  Henry  C  Reid 
to   Anton   Landgrebe.     Mort  $1,900.     Nov  14.     Nov  15,   1906. 

other  consid  and   100 

*Muliner  av.   w  s.  200  s  Brady  av.   100x100.  vacant.  I 

Muliner  av.  e  s.  225  s  Brady  av,  100x100,  vacant.  | 

Fidelity   Development   Co   to   Pelham   Parkway   Realty  Co.      B   & 
S.      Oct   27.     Nov   10.   1906.  nom 

*Muliner  av,  e  s,  180.9  s  Neil  av,  26.1x65.2x25x69.11,  vacant. 
Fidelity  Development  Co  to  Mary  A  Fay.  B  &  S.  Oct  27.  Nov 
10.  KMJIj.  other  consid  and  100 

"Muliner  av,  e  s.  305.2  s  Neil  av.  26.1x98.10x25x108.6.  vacant.  Fi- 
delity Development  Co  to  James  Ivory.  B  &  S.  Oct  27.  Nov 
10,    190(1.  1,050 

*Muliner  av.  e  s,  205.11  n  Bronxdale  av,  52.10x113. 4x.50xl32.8, 
vacant.  Fidelity  Development  Co  to  Marguerite  D  Morgan.  Oct 
27.     Nov  10.  1906.      .  nom 

Morris  av.  No  700,  e  s,  32.9  s  155th  st,  27x68.3,  4-sty  brk  tenement 

and  store.     Gussie  Englander  to  Geo  H  Rosenthal.     Q  C.     Mort 

$11,000  on  this  and  No  698.     Nov  9.     Nov  10,  1906.     9:2414. 

nom 

Morris  av.  No  698,  e  s,  59.9  s  1.55th  st.  26.9x68.3.  4-sty  brk  tene- 
ment and  store.  Geo  H  Rosenthal  to  Gussie  Englander,  County  of 
Rockland,   NY.     Q  C.     Mort  $11,000  on  this  and  No  700.     Nov 

9.  Nov   10,    1906.      9:2414.  nom 
Same  property.     Gussie  Englander  to  Louise  Schindler.     Mort  $11  - 

000  on  this  and  No  700.     Nov  7.     Nov  10,   1906.     9:2414.        nom 
*Monticello    av,    e    s.    425    s    Jefferson    av,    115.6x102x113.7x100, 
Edenwald.     Isidor   Rosenthal   to  Anna  Rosenthal.      Nov  8.      Nov 

10,  1906.  nom 
*Muliner   av.   w  s,  326.4  n   Bronxdale  av,  25x105.10.   vacant     Fi- 
delity  Development   Co   to   Bernard   P  Malone.     Oct  27.      Nov  7. 
1906. ,    Corrects  error  in  last  issue  as  to  location.                      1,075 

•"Muliner  av.  e  s.  28(!.3  s  Neil  av.  26x84.5x2.5x94.  vacant.  Fidelity 
Development  Co  to  Joseph  Colonna.  Oct  27.  .Nov  7.  1{M.)6. 
Corrects  error  in  last  issue,  when  distance  from  corner  read 
lilO.9.  nom 

*Morris  Park  av,  s  w  cor  Jefferson  st,  50x100.  Henry  Storck  to 
Bertha  Knauf.     Mort  $1,000.     Nov  9.     Nov  13.  1906. 

other  consid  and   100 

*Muliner  av,  e  s.  101.6  s  Neil  av.  26.1x101.3x25x111.  Fidelity  De- 
velopment Co  to  Patrick  Murphy.  Oct  27.  Nov  7,  1906.  Cor- 
rects error,  in  last  issue,  when  location  and  size  of  lot  were  in- 
correct. 1..300 

*McGraw  av,  n  s,  50  e  Saxe  av.  25x100.  Isidore  Simon  to  Eliz  T 
Devine.     Nov  13.     Nov  14,  1906.  other  consid  and  100 

*Middletown  road,  n  e  cor  Pilgrim  av.  50.4x115. (ix50xl21. 8.  CON- 
TRACT. Bankers  Realty  and  Security  Co  with  Hyman  Ginsberg. 
Jan  19,  1905.     Nov  14.  190li.  1,800 

*Matthews  st.  w  s.  and  being  lots  164  and  165  amended  Inap 
Adee  Park.  Release  mort.  Empire  City  Savings  Bank  to  Annie 
Locatell.      Nov   13.      Nov   15,   1906.  400 

*Matthews  st,  w  s,  and  being  lots  164  and  165  map  Adee  Park, 
Annie   Locatell   to  Matilda  L  Nail,  of  Brooklyn.     Nov  13,   1906. 

nom 

*Muliner  av.  e  s,  260.1  s  Neil  av,  26.1x84.5x25x94.  Fidelity  De- 
velopment Co  to  Joseph  Hartle.     Oct  27.     Nov  14,  1906.  nom 

*Nereld  av.  n  s.  .50  w  Barnes  av,  runs  e  .50  x  n  126.9  x  n  w  .50.10 
X  s  w  18.3  X  s  1.54  to  beginning.  Whitehall  Realty  ^0  to  Philip 
Hauser.      Nov   1.      Nov    14.    1906.  other   consid   and   100 

*Nereid  av,  n  s.  25  w  Wickham  av,  runs  e  25  x  n  87.4  to  Barnes 
av.  X  s  w  34.2  x  s  04  to  beginning.  Whitehall  Realty  Co  to 
Hngo  Wabst.     Nov  1.     Nov  14.  1906.  other  consid  and  100 

*Nereid  av.  s  s,  48.7  e  Wickham  av.  48.9x100.  Fridolin  Weber  to 
Nicholas  Vogel.     Nov  13.      Nov  14.  190li.  other  consid  and  100 

*Nereid  av,  s  e  cor  Gunther  av.  runs  e  12. .5  x  s  100  x  w  24. .3  x  n 
.89  x  n  e  16.11.  Whitehall  Realty  Co  to  James  Bain.  Nov  1. 
Nov  12.  1906.  other  consid  and  1(X) 

Nelson  av.  No  1069,  w  s,  100.3  n  166th  st,  25x103.9  x  25  x  101.10, 
.".-sty  frame  tenement.  Joseph  H  Jones  to  Rudolf  C  Dornbusch. 
Mort   $7,000.        Nov   10.      Nov   15,   1906.     9:2514. 

other  consid  and  1O0 

*Nereid  av,  n  w  cor  Wickham  av,  2.5x110.7x34.2x87.4.  Whitehall 
Realty  Co   to   Isaac   Smith.      Nov   1.     Nov   15,   1906. 

other  consid  and  100 

Nelson  av.  No  1067,  w  s,  75.2  n  166th  st,  25x101.10x25x100.  3- 
sty  frame  tenement.  Joseph  H  Jones  to  Dwight  O  Palmer.  Mort 
.$7,000.      Nov   10.      Nov  15.   llXH',.     9:2514.       other  consid  and  100 

*Nereid  av,  n  w  cor  Bruner  av,  48.9x100,  vacant.  Whitehall  Real- 
ty Co  to  Rosina  Dietzel.     Nov  1.     Nov  9,  1906. 

other   consid   and    100 

*Nereid  av,  n  e  cor  Wickham  av,  4.8.6x100,  vacant.  Whitehall 
Realty  Co  to  Michael  J  Madden.     Nov   1.     Nov  9.   1!X)6. 

other   consid  and   100 

*Nereid  av,   s  e  cor  Wickham  av,  24.2x1(10,  vacant.  I 

Wickham  av,  e  s,  100  s  Nereid  av,  2.5x07.6.  vacant.  | 

Whitehall   Realty  Co  to  Gus  T  Smith.     Nov  1.     Nov  9,   1906. 

other  consid  and  100 

*Nereid  av.  n  s.  150  w  Barnes  av.  .50x122. 3x — x85.4.  vacant.  White- 
hall   Realty   Co   to   Gus   T   Smith.    Nov   1.      Nov  9.    19(K). 

other  consid   and   100 

*Nereid  av.  s  w  cor  Wickham  av,  48.9x100.  vacant.  Whitehall 
Realty   Co    to   Josephine    Feldis.    Nov   1.    Nov    10.    1906. 

other   consid   and    1(10 

*Nereid  av.  s  s.  1S2.4  w  Barnes  av,  runs  w  111.9  to  Byron  av,  x  s 
along  Byron  av.  69.4  x  s  e  83.9  x  e  96.6  x  n  1(X)  to  beginning. 
Whitehall  Realty  Co  to  Shepard  Kersey.     Nov  1.     Nov  9.  1906. 

other  consid  and  1(X) 

*Nereid  av.  n  s.  100  w  Barnes  av.  .50x154x5,8.2x122.3.  vacant. 
Whitehall  Realty  Co  to  Paul  Noe.  Nov  1.     Nov  9,     1900. 

other  consid  and  100 

*Nereid    av,    s    w    cor    Bruner    av,    146.5x100,    vacant.      Whitehall 

Realty  Co  to  Fridolin  Weber.    Nov  I,    Nov  13.  1906. 

other  consid  and  100 
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*Xereid  av.  s  s,  132.4  w  Barnes  av.  50x100   vacant. 
Nereid  av.  s  s.  48.10  w  Wickham  av,  24.0x100,  vacant. 
Whitehall  Realty  Co  to  Hans  Hermansen.     Nov  1.     Nov  9,  1906. 

other  consid  and  100 
Nelson  av    No  18,  e  s,  200.6  n  164th  st,  25x7010x25.2x69.6,  3-sty 

100 


'Z'TlOOr"'^'   ^"  ^"  "" ""    ott^- consid  and  100 

*OIinvilie   (2d)av,     n  e  cor  216th  st,  60x100,   Olinville.     Albert  H 

Crumn  to  John  O'Brien.     Nov  14.     Nov  lo.  lOOtj.  nom 

Prosp^c't  av,  e  s,  35  n  Macy  pi,  runs  e  10O2  x  s  67.3  to  n  s  Macy 
pi  X  w  81.5  to  av  x  n  35  to  beginning,  vacant  Geo  J  Lippmann 
to  Haase  Lippman  Construction  Co.  July  16.  Nov  IJ,  UOb. 
l/\.Of:QO  ^^^ 

•Pelham  road,  s  s,  52  e  Broadway.  51.1x100x50x107.9  Lillian 
Kramer  to  Alois  Kramer  husband  of  Lillian  Kramer.  Mort  ^\)io. 
V  V  19    IQOfi  nom 

Prospect 'av,  No  1883,  n  w  s,  61  n  e  ITCth  st  57.xll7,  2-sty  frame 
dwelling.  Annie  M  Schildwachter  to  Frederick  Schildwachter. 
B  &  S      Nov  15,  1906.     11:2951.  nom 

•Pleasant  av.  e  s,  200  s  2d  st.  100x100  Olinville  John  H  Diehl 
to  Clara  Kuhn.     Mort  .$2,500.     Nov  13.     Nov  14.   190b 

other  consid  and  100 
Park  av,  No  3034,  n  e  cor  156th  st.  runs  n  403  x  e  7S.5  x  s  50  to 
st    X  w  71  1  to  an  angle,  x  n  w  30  to  beginning,  b-sty  brk  tene- 
ment and  store.     Thos  D  Malcolm  to  John  and  Mathias  Hatfen, 
firm  J  &  M  Haften.     Nov  1.     Nov  15,  liWO.     9:2416. 

other  consid  and  lOU 
♦Robin   av    w   s,    175   s   Madison   av,   50x100.      Release   mort.      A 
Morton    Ferris    to    Bankers    Realty    and    Security    Co.      Nov    13. 
Nov  15.  1906.  ,.        ^  ^    ,      ^    „,°"" 

*Road  from  Westchester  to  Eastchester  at  line  bet^  land  Wm 
Burke  and  Matson  S  Arnow,  runs  s  w  along  road  64.6  x  n  w 
115  X  n  e  42.6  x  s  e  111  to  beginning,  Westchester.  Frank  Bach- 
mann  to  Francis  J  wife  of  Frank  Bachmann.  Nov  9.  Nov  12, 
•^nyj^;  other  consid  and  lOU 

Robbins  av  1  s    e    cor    149th    st,    105x75,    two    3-sty 

149th  st,  Nos  048  and  950|  frame  tenements  and  stores.  John 
Brown  ct  al  to  Chas  M  Warner,  of  Syracuse,  N  Y.  Mort  $20,000. 
Nov   12      Nov   13,   1906.      10:2.579.  other  consid   and   100 

Ryer  av  No  2052.  e  s,  373.11  n  Burnside  av,  16.8x99.2x16.8x99.1, 
•'-stv  brk  dwelling.  Kath  P  Hooks  to  Joseph  Lgpini.  Mort 
S-i  100.     Nov  12.     Nov  15,  1006.     11:3144  and  3149. 

other  consid  and  Iw 
Steuben  av,  e  s,  275  n  208th  st,  25x100.     Augustus  D  Riley  to  Otto 
Kraft.     B  &  S.     Nov  9.     Nov  12.  1906.     12:3337. 

other  consid  and  100 
*St  Raymond  av,  w  s.  150  s  Lafayette  st,  25x100.  Eugene  J  Moriar- 
ty  to"  James  Conway.     Oct  25.     Nov  12,  1906. 

other  consid  and   100 
*St  Lawrence  av.  e  s,  100  n  Merrill  st,  25x100.     Felix  Aronson  to 
Carrie  E  Horton.     Mort  $5,500.     Nov  9.     Nov  10,  1906. 

other   consid   and   100 
*Seton  av,  e  s,  250  s  Jefferson  av,  50x100,  Edenwald.  Adolph  C  H 
Johansmeyer  to  Marguerite  E  Schaefer.     Nov  9.     Nov  10,  1906. 

nom 
*Seton  av,  e  s.  250  s  Jefferson  av,  50x100,  Edenwald.  Marguerite 
E   Schaefer  to   Martha  M  Johansmeyer.      B   &  S.     Nov  9.     Nov 
10,  1900.  „  Dom 

*Saxe  av,  n  w  cor  Cornell  av,  08xl02x— xlOO,  2-sty  frame  dwell- 
ing. Joseph  Hlavac,  Jr,  to  Frank  Wysata  and  Filomena  his 
wife*    Nov  13,  1906.  nom 

*Same   property.      Filomena   Wysata   to   Joseph   Hlavac,   Jr.      Nov 

13,   19tXi.  °om 

*Tremont  av,  n  s.  1G2.6  e  St  Lawrence  av  and  being  so  much  of 
lot  3S5  blk  L  amended  map  Mapes  estate  as  has  not  been  taken 
for  Tremont  av.  Release  mort.  Jacob  Cooper  and  ano  TRUS- 
TEES Marum  Cooper  to  John  G  Rohling.  Sept  12.  Nov  14, 
1900.  nom 

*Tremont  road,  n  e  cor  Robin  av,  50x100,  Tremont  terrace.  Alex- 
ander Rossiier  to  Frederick  Ehrenberg.  B  &  S  and  C  a  G.  Nov 
9.     Nov  14,   lOOlj.  100 

Tremont  av,  Nos  43  and  45,  n  s.  or  n  w  s  abt  366  n  e  Harrison 
av.  runs  n  w  151.4  x  s  w  13  x  s  w  again  7.6  and  5.10  x  s  w  6.7 
X  s  e  —  to  av,  X  n  e  62.6  to  beginning,  two  2-sty  frame  dwellings. 
Geo  W  Eggers  to  Spencer  T  Horton.  Mort  $14,000.  Oct  30. 
Nov  10,  1906.     11:2869.  other  consid  and  100 

*Tremont  road,  s  e  cor  Williams  av,  50x100.  Bankers  Realty  and 
Security  Co  to  John  L  M  Allen.     Nov  9.     Nov  10,  190<5. 

other  consid  and  100 
Topping  av,  n  e  cor  173d  st.  runs  e  79.5  x  s  25  to  c  1  Warren  st 
(173d)  st,  X  w  —  to  e  s  of  av,  X  n  25  to  beginning,  except  part 
for  17.3d  st,  being  intended  to  convey  land  between  n  s_of  173d 
st,  and  n  s  Warren  st  or  land  lying  in  front  of  Nos  545  to  551 
East  17:;d  St.  James  A  Woolf  to  Robt  W  Todd.  B  &  S  and  C  a  G. 
June  29.     Nov  15,   1906.     11:2790.  nom 

*Tremont  av,  s  e  cor  Williams  av,  runs  e  50  x  s  100  x  e  —  x  .«  — 
X  n  w  —  to  Williams  av,  x  n  —  to  beginning.  Release  mort. 
\  Morton  Ferris  to  Bankers  Realty  and  Security  Co.  Nov  9. 
Nov  12,  1906.  625 

Tinton  av  Nos  1163  to  1167,  w  s,  80.6  n  Home  st,  42.5x66.6x 
4(;.5x06.6,  three  2-sty  frame  dwellings.  Jenny  Braun  and  ano 
to  Jonas  Weil.     Mort  $6,000.     Nov  9,  1906.     10:2662. 

other  consid  and  100 
V"yse  avi  s  w  cor   172d  st,   75x200   to   e   s  Hoe   av,  vacant.     Abra- 
Hoe  av  |      ham   Greenberg   to   Moe   Hyman.      Mort   $12,000.      April 

27.      Nov  13,   1906.     11:2988.  other  consid  and  1(X) 

*Wickham  av.  e  s,  150  n  Nereid  av,  runs  n  ^  to  Barnes  av  x  n  e 

48.11  X  e  61.6  X  s  .50  x  w  97.6  to  beginning. 
*Nereid  av,  s  s.  82.5  w  Barnes  av.  runs  e  50  x  s  76.9  x  s  w  34.2 

X  w  25  X  n  100  to  beginning,  vacant. 
Norcid  av.  s  s.  24.5  e  Wickham  av,  24:5x100,  vacant. 
*Wiokham  av,  e  s,  125  s  Nereid  av,  2.5x97.6,  vacant. 
Whitehall   Realty   Co    to   Vincenzo   Manzione   and   Vincenzo   Pal- 
mier!.    Nov  1.     Nov  12,  1906.  other  consid  and  100 
Wendover  av.   No  678,   s  s,  51.11  w  Brook  av,  49x81.7x18.3x75.3; 
also  strip  adj  above  on  West  5.8  to  w  s  Mill  Brook  x — x — x8L7, 
4-sly  brk  tenement.     Lina  Simon  to  James  O'Grady.     Mort  $17,- 
500.     Oct  31.      Nov  13,   1906.      11:2896.         other  consid   and   100 
♦West  Scofleld   av,  s  s,   at  its  n  w  cor  adj   land  Mathilda  Miller, 
runs  s  108.3  x  e  50  to  land  Wm  Bush  x  n  108.3  to  av  x  —  50 
to  beginning.  Citv  Island.     Jerome  Bell  to  Willietta  Bell.     Q  C. 
Feb  6.     Nov  13,  1906.  nom 
Walton    av.    No    2434,    e    s.    239.1    s    Fordham    road,    25x79.8x25x 
79.4.   2-sty  frame   dwelling.     Wm   B   Potter   to   John  P   Schiller. 
Mort  $6,500.     Nov  12.     Nov  13,   1906.      11:3184.  nom 
♦Wickham  av,  w  s,  450  s  Nereid  av,  100.\97.6.     Whitehall  Realty 
Co    to    Fridolin   Weber.  Nov  1.      Nov   14,    1906. 

other  consid  and  100 


♦Wickham  av,  w  s,  325  s  Nereid  av,  50x97.6.  Whitehall  Realty 
Co   to  Fridolin  Weber.      Nov  1.     Nov  14,   1906. 

other  consid  and  100 
Wales  av.  No  681,  w  s.  212.7  s  Westchester  av,  25x130.5x28x144, 
4-sty  brk  tenement.  Wm  B  Winslow  to  Jacob  W  Sproule.     Mort 
$11,500.     July  6.     Nov  15,  1906.     10:2644.  nom 

Same  property.  John  H  Kennard  and  ano  recvrs  of  and  the  Co- 
lumbia Mutual  B  &  L  Assoc  of  N  Y  to  same.  B  &  S.  Mort 
$ll,.50O.     May  24.     Nov  15,  1906.     10:2644.  16,750 

♦Wickham   av,   w  s,  425  s   Nereid  av.   25x97.6.     Whitehall   Realty 

Co  to  Fred  W  Blum.     Nov  1.     Nov  15.  1906.     other  consid  and  100 
Willow  av,  s  e  cor  132d  st,  runs  s  200  to  land  N  Y,  N  H  ■&;  H  R  R| 
Co,  X  n  e  on  curve  —  to  s  s  132d  st,  x  w  155  to  beginning.  | 

132d  st,  s  s,  adj  east  line  land  conveyed  by  Port  Morris  Land  and 
Impt  Co  to  Stuyvesant  Real  Estate  Co,  runs  e  —  to  high  water 
mark  East  River,  x  s  w  and  w  along  East  River  and  Bronx 
Kills  to  e  s  Willow  av,  x  n  e  100  x  n  210  x  e  25  x  n  130  x  e 
79.5  X  n  30  X  again  n  230.7  x  e  50  x  n  130  x  e  25  x  n  lOO  to  s  s 
132d  st,  at  beginning. 
Also  all  title  to  lands  under  water  of  East  River  and  Bronx  Kills, 
riparian   rights,   terry  rights,  &c,  vacant. 

The   Port    Morris   Land   &   Impt    Co    to   The    Harlem   River   and 
Port  Chester  R  R  Co.     Nov  14.     Nov  15,  1906.     10:2583. 

other  consid  and  100 
Washington  av,   Nos   1695  and  1697.     Certified  copy  of  judgment. 
Frederick    C    Schwarz    plaintiff    vs    Urry    Goodman    defendant. 
June   10.      July  3,    1906.      11:290<5.      Corrects   error   in   issue   of 
July  14,  when  av  Nos  read  695  and  697.  Supreme  Court  order 

Westchester  av,  Nos  1107  to  1115,  n  w  s,  162  n  e  Prospect  av, 
100x92x106.2x56.3.  five  3-sty  frame  tenements.  David  Green- 
feld  to  Charles  Zimmermann,  Jr.  Mort  $34,000.  Nov  7.  Nov 
9,  1906.     10:2690.  nom 

Woodycrest  av,  e  s,  25  n  165th  st,  75x100.9.  vacant.  Annie  J 
Roth  widow  to  Joseph  Cohen.  Mort  $5,500.  Nov  9,  1906. 
9:2509.  nom 

♦White  Plains  roadi  n   e   cor  Walkley  pi,  95.9x63.1   to  w  s  Garden 
Garden  st  |      st    x95x75.    South    Mt    Vernon.      Louis    Bar- 

nett  to  Samuel  Marcus.     »,^  part.     B  &  S.     Mort  $5,000.     Feb  19. 
Nov  9,  1906.  nom 

♦White  Plains  road,  late  Old  Boston  road,  w  s,  412  n  e  2d  st,  runs 
w  183.3  X  n  50  X  e  —  to  c  1  said  road,  x  s  — ,  being  s  %  lot  147 
map  Olinville.  Charles  Sieber  to  Wm  B  Hogan.  Nov  10.  Nov 
12,  1906.  other  consid  and  100 

♦Willow  lane  road,  n  s.  at  southerly  corner  land  conveyed  by  Wm 
H  Bowne  to  Samuel  Nelson,  runs  n  w  334  x  —  54.6  x  s  e  along 
land  Thomas  Bible.  337.6  to  lane,  x  —  54.6  to  beginning.  Geo 
B  Ehrgott  to  Fred  Schroeder.  Mort  $2,000.  Oct  25.  Nov  12, 
ItMX).  other  consid  and  100 

♦WTilliams  av,  e  s.  125  s  Tremont  road,  runs  e  —  ^  1.'^'^  —  to  av, 
X  s  —  to  beginning,  being  part  lots  464,  709  and  472  map  1087 
of  Tremont  Terrace.  Release  mort.  Washington  Savings  Bank 
to  Bankers  Realty  and  Security  Co.     Nov  9.     Nov  12,  1900. 

other  consid  and  100 
♦wickham  av,  w  s,  550  s  Nereid  av,  25x97.6,  vacant.  | 

♦Wickham  av.  w  s,  375  s  Nereid  av,  50.x97.6,  vacant.  | 

Whitehall  Realty  Co  to  Samuel  Tarr.     Nov  1.     Nov  12,  1906. 

other  consid  and  100 
Washington  av,  Nos  1302  and  1304,  e  s,  48  n  169th  st,  runs  s  e  112 
X  n  e  48  X  n  w  112  to  av,  x  s  w  48  to  beginning,  being  part  lot 
58  map  Morrisania,  except  part  for  av,  two  3-sty  frame  dwell- 
ings and  2-sty  frame  tenement  in  rear.  Eliz  C  Specht  to  An- 
toine   Hann.     Mort  $6,500.     Oct   4.     Oct  27.   1900,     11:2910. 

other  consid  and  100 
Wilkins   av.    No   2362.   late  Wilkins   pi,   s   e   cor  Jennings   st,   .50x 
96x50.5x100,  5-sty  brk   tenement  and  store.     Arthur  J  Barry  to 
Charles    Danewitz.       Mort    $.35,000.       Oct    31.       Nov    13,    1906. 
11:2976  and  2977.  64,000 

♦Wickham  av,  w  s,  725  s  Nereid  av,  41.8x97.6x29.8x97.9,  vacant. 
Whitehall  Realty  Co  to  Albert  Pfodenhauer.  Nov  1.  Nov  9. 
1906.  other  consid  and  100 

♦Wickham  av.  e  s,  1.50  s  Nereid  av,  25x97.6,  vacant.  Fridolin 
Weber   to   Mary   Muro.      Mort  $420.      Nov   8.      Nov   9,   1906. 

other  consid  and  100 
♦Wickham   av,  e  s,   100  n  Nereid  av,  50x97.6,  vacant.     Whitehall 
Realty  Co  to  Charles  Miller.     Nov  1.     Nov  9,  1906. 

other  consid  and  100 
♦Wickham  av,  w  s,  1.50  s  Nereid  av,  75x97.6,  vacant.     Whitehall 
Realty  Co  to  Charles  Miller.     Nov  1.     Nov  9,  1906. 

other  consid  and  100 
Walton   av,   n    e    cor   146th    st,    102.8x— xl02x98.6,    2   and   3-sty 

frame   dwelling,   and   vacant. 
Walton  avI  s  e  cor  149th  st,  runs  e  131  x  s  75.6  x  e  89.11  to  w  s 
Mott  av     I     Mott   av.  x  s  112.9  x  w  201  to  Walton  av,  x  n  187.1 
149th  st       I     to   beginning,   vacant. 
Edith  C  wife  of  Lloyd  S  Bryce  et  al  HEIRS,  EXRS,  &c,  Edward 
Cooper  to  Hexagon  Realty  Co.     B  &  S.     May  17,  1905.     Nov  14, 
1906.     9:2346.  nom 

♦2d  av,  w  s,  300  n  1st  st,  100x100,  Olinville.  Benj  H  Irving  to 
Dennis  OL  Cohalan.     Q  C.     Nov  1.     Nov  10,   1906. 

other  consid  and  100 
♦5th   av.    n   e   cor   215th   st,   50x100.     Malinda   G   Mace   widow   to 
Rosina  La  Gattuta  and  Caterina  Spetaleri.     Q  C.     Sept  14.     Nov 
10.  1906.  _  nom 

♦Plot  begins  195  w  White  Plains  road  at  point  95  n  along  same 
from  Morris  Park  av.  runs  n  25  x  w  100  x  s  25  x  e  100  to  be- 
ginning, with  right  of  way  to  Morris  Park  av.  Marie  A  East- 
burn  to  Rocco  Monterosso.     Mort  $1,700.     Nov  8.     Nov  9,  1906. 

other  consid  and  100 
♦Plot  begins  240  e  White  Plains  road  at  point  700  n  along  same 
from  Morris  Park  av,  runs  e  100  x  n  75  x  w  100  x  s  75  to  be- 
ginning, with  rights  of  way  to  Morris  Park  av.     T  Frank  Flood 
to  Rosa  Flood.     Mort  $7,000.     Nov  13.     Nov  14,  1906. 

other  consid  and  100 
♦Plot  begins  740  e  White  Plains  road  at  point  425  n  along  same 
from  Morris  Park  av,  runs  e  100  x  n  75  x  w  100  x  s  75  to  be- 
ginning. 

Plot  begins  090  e  White  Plains  road  at  point  425  n  along  same 
from  Morris  Park  av.  runs  w  100  x  n  50  x  e  100  x  s  50  to  be- 
ginning, with  right  of  way  to  Morris  Park  av. 
L  Van  Etten  Hommer  to  N  Y'  Railroad  &  Development  Co.     B  & 
S.     Nov  2.     Nov  13,  1906.  nom 

♦Plot  begins  740  e  from  e  s  White  Plains  av  at  point  1,145  n  along 
same  frame  Morris  Park  av,  runs  e  100  x  n  25  x  w  100  x  s  25 
to  beginning,  with  right  of  way  to  Morris  Park  av.  Herman 
Tuchman  to  Esther  Tuchman.  Mort  $3,250.  Nov  14.  Nov  15, 
1906.  other  consid  and  100 

♦Plot  begins  740  e  White  Plains  road,  at  point  1,170  n  along  same 
from  Morris  Park  av,  runs  e  100  x  n  25  x  w  100  x  s  25  to  be- 
ginning, with  right  of  way  to  Morris  Park  av.  Esther  Kaufman 
to  Patrick  Brennan.     Mort  $3,250.     Nov  14.     Nov  15,  1906. 

other  consid  and  100 


The  text  of  these  paEss  U  coDyrighted.     All  rights  are  reserved.         Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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LEASES. 


Under  this  head  all  Leases  recorded,  Assignment  of  Leases  and 
Leasehold  Conveyances  will  be  found.  The  expressed  consideration 
following  the  terms  of  years  for  which  a  lease  is  given  means  so 
much  per  yearO 

November  9,  10,  12,  13,   14  and  15. 

BOROUGH    OF   MANHATTAN. 

Baxter  st.  No  46,  store,  &c.     Alessandro  Simonetti  to  Antonio  Gros- 
si  and  ano;  5  years,  from  Nov  1,  190G.     Nov  12,  1906.     1:166.. 

840 

Bleeeker  st,  Nos  233  to  237,  n  e  cor  Carmine  st.  Assign  lease. 
Henry  F  McNally  to  Bernard  A  Curran.     Nov  S.     Nov  12,  1906. 

2 :  589 nom 

Barclay  st,  Nos  4.5  and  47     I  Assign    lease.      Herman    Minderman    to 
Church  St.  Nos  100  and  102|      S  Liebmanns  Sons  Brewing  Co.     Nov 

14,   1906.     1:125 nom 

Bleeeker  st,  No  347.     Assign  lease.     Louis  Eibsen  to  Fred  Postel. 

Nov    15,    1906.     2:619 nom 

Bleeeker  st.  No  347.     Assign  lease.     Fred  Postel  to  the  Excelsior 

Brewing  Co.      Nov   15,   1906.     2:619 nom 

Cherry  st.   No  294,  all.     Jacob  Zucker  to  Sam  Solowitz;   3  years, 

from   Nov   1,    1906.      Nov   9,    1006.      1:257 2,700 

Church  st,  No  132,  1st  floor,  rear  part  basement  and  all  of  sub- 
basement.      Henry  Brash   to  Isaac  Ravin;   3  years,  from  Feb   1. 

1907.      Nov  12,   1006.     1:133 1,600 

Carmine  st.   No  15  |   n  e  cor  Bleeeker  st,  all.     Henry  G  K 

Bleeeker  st,  Nos  233  to  237  |     Heath  to  John  McKeever  and  ano;  10 

years,   from  May  1.   1900.     Nov   12,  1906.     2:589 4,750 

Same  property.     Assign  lease.    Henry  P  McNally  and  ano  to  James 

Ev^rards  Breweries.     Nov  8.     Nov  12,  1006.     2:589 nom 

Cherry  st.  No  38.3,  s  w  cor  Scammel  st,  store,  &c.  Isaac  Levine 
or  Lewine  to  Morris  L  Lipschitz;  S'/i      years,  from  Nov  1,  1906. 

Nov  12,  1006.     1:260 S40 

Cannon  st.  No  25,  stores  and  bal^ery  north  of  the  corner  store. 
Harris  Weisberg  to  Sam  Kuperman  and  ano;  2  5-12  years,  from 

Dec  1,  1906.     Nov  13.  1906.     2:332 480  and  540 

Eldridge  st,  Nos  230  to  240,  loft  above  store  of  No  236  and  two 
front  1/2  lofts  first  floor  of  Nos  238  and  240.  Esther  Minsky  by 
attorney  to  Max  Rosenbaum  and  ano;  5  years,  from  Aug  1,  1906. 

Nov  9,   1906.     2:417 1,430 

Eldridge  st,  Nos  .54  and  50,  north  stores,  two  basements  and  first 
loft  above  store,  and  five  rooms,  being  apartment  No  4.  Minnie 
Horowitz   to  Heney  and  Samuel  Witty;   4  5-12  years,   from  Dec 

].   1906.     Nov  15,   1906.     1:300 2.580 

Franklin  st.  No  49.     Assign  lease.     George  Schuster  to  Bernheimer 

&   Schwartz.     Nov   15,   ILlOtJ.      1:171 nom 

Greenwich   st.   No  81.     Surrender  lease.     Wm   Brown     to     Lassen 

Realty  Co.     Nov  8.     Nov  14,   1906.      1:19 nom 

Grand  st,  Nos  444  and  446,  store.  Davis  Berkman  and  ano  to 
Moses   Goodside;   .'J   vears.   from   Nov   1,   1906;    2  years   renewal. 

Nov   14.   19(l().      2::!41 1,020  and   1,080 

Grand    st.    No    306.      Assign    lease.       Edward    Hirsch    to    George 

Kienzle.     Nov  3.     Nov  9,  1906.     2:413 nom 

Same    property.      Reassign     lease.      George     Kienzle     to     Edward 

Hirsch.     Nov  3.     Nov  9,  1906.     2:413 nom 

Gouverneur  st.   No  28.      Surrender  lease..     .Abraham  Kahu  to  Lena 

Apfelbaum.      Nov  5.      Nov   15,   1906.      1:267 400 

Houston  St.  Nos  137  and  139  West,  all.  Domenick  Abbate  and 
ano  to  Francesco  Maciocia  and  ano;  4  10-12  years,  from  1360  1. 

100(>.     Nov  15,  1906.     2:518 9,130 

Hamilton  st,  No  30,  store,  &c.  Francesco  Guarino  to  Francesco 
Sigismondi;   5  years,   from   Oct  1,   1906.     Nov  9,   1906.     1:253.. 

360  to  420 

Jefferson  st.  No  12.  cor  East  Broadway,  basement  store.  Samuel 
Golde    to   Amuel   Gruber;   2   years,   from   May   1,   1906.      Nov   13. 

1906.     1:284 1,080 

Lafayette  st.  No  353.  s  e  cor  Bond  st.  No  19,  a  part  for  restau- 
rant.    Mary  Ryan  to  Barnet  Ratner;   2  years,  from  Aug  1,  1907. 

Nov    10,    1906.      2:529 360 

Lafayette  st.  Nos  392  to  4001  n    w    cor    4th    st,    runs    n    122.8    x    w 
4th  st,  Nos  9  to  19  I      137.6  x   s  25  x  e  22.6  x  s  97.9  to 

4th  st  X  e  115  to  beginning,  two  5  and  one  6-sty  brk  loft  and 
store  buildings.  The  Minister,  &c,  of  the  Reformed  Protestant 
Dutch  Church  to  Jennie  Simon,  of  Arverne,  L  I;  20  9-12  years, 
from  Aug  1,   1900.     Nov  9.   1906.     2:545...  .taxes,  &c,  and  12.000 

Mercer  st.   No   191.   old   No  163.     Leasehold I 

Wooster   st.    No   47.      Leasehold    | 

Agreement  to  convey  life  estate  and  consent  to  appointment  of 
guardian.  &c.  Alexander  Reiman  INDIVID  and  EXR,  &c,  Morris 
Reiman  with  Samuel  T  AIcus,  of  Now  Orleans,  La.     Oct  8.     Nov 

13,1906.     2:523  and  475 

Madison  st.  No  3.57,  all.     Moritz  Heuberg  to  Selig  Willig;  3  years, 

from  Aug  15,  1906.     Nov  15,  1006.     1 :267 2,784 

Mott  St.  No  40.  store.     Lee  Hong  to  Dora  Goldberg;  4  5-12  years, 

from  Dec  1.  1906.     Nov  14,  1906.     1:163 330 

Monroe   st,    No   84.      Surrender    lease.      Sam   Perlman   and   ano   to 


Sam   Schechncr.      Aug 


Nov   14,   1906. 


-Oi> nom 

Monroe   st.    No   82.      Surrender   lease.      Sam   Perlman   and   ano   to 

Sam   Schechner.     .Vug  29.     Nov   14.   1906.     1:255 nom 

Norfolk  st.   No   142.     Agreement  as   to  renewal  of  lease  until  Nov 

1.   1909.     Abraham  Schwartz  with  Louis  Joseph,     Sept  27    1005 

Nov  9,  1906.     2:354 

Same   property.      Agreement   as   to   renewal   of  lease.      Same  with 

same.     May  7.   1906.     Nov  9,   1906.     2:354 nom 

Orchard  st.  No  56.     Assign  lease.     Isaac  Fine  to  Max  Tanenbaum, 

Nov  9.     Nov  12,  1006.     1:309 nom 

Same  property.  Assign  lease.  Max  Tanenbaum  to  Congress  Brew- 
ing Co.     Nov  9.     Nov  12,  1906.     1:309 nom 

Rivington    st.    No   323.      Assign    lease.      H    B    Scharmann    &    Sons 

Corporation  to  Samuel  Kuku.  Nov  9.  Nov  12,  1906.  2:323.. nom 
Rutgers  pi.  No  13,  all...     Nathan  Bober  and  ano  to  Morris  Cohen- 

3   years,   from  Dec   1,   1900.     Nov   14,   1906.     1:270 5.250 

Rivington    st.    No   323,    corner   store.      Abr  J   Dworsky   to   Samuel 

Kuku;  5  years,  from  Oct  1,  1006.  Nov  9,  1906.  2:323.840  and  900 
Rivington    st.    No    323.      Assign    lease.      Samuel    Kuku    to    George 

Kienzle.     Nov  2.     Nov  9,   1906.     2:323 nom 

Same  property.     Reassign  lease.     George  Kienzle  to  Samuel  Kuku 

Nov  3.     Nov  9,  1906.     2:323 nom 

Suffolk  St.  No  141.  all.     Rubin  Resler  to  Saml  Resler;  S  1-12  yrs 

from  Dec  1,  1907.     Nov  14.   1900.     2:.3.54 3,(I(XI 

Suffolk  st.   No   141.     Surrender   lease.     Samuel  Roessler   to   Rubin 

Roessler.     Nov  13.     Nov  14,   1906.     2:3.54 nom 

Suffolk   st.   No   172,   all.     Max  Morrison   to  Louis   Sachs;   3  years 

and  1^   month,   from   Nov  15,   1906.     Nov  12,   1908.     2:350 

per  month  260.17 


South  st,  No  203,  n  e  cor  Catherine  slip.     Subordination  of  lease  to 
mort.     Henry  Nothel  with  Anna  Schutt.     July  1.     Nov  12.  1906. 

1—^0 nom 

Walker  st,  No  47.     Assign  lease.     James  Pollock  to  Tarrant  Put- 
nam, of  East^  Marion,  L  I.     Oct  9.     Nov  9,  1906.     Nov  10,  1906. 

^1:103 nom 

3d  st.  No  222  East,  all.     Samuel  Koshetz  and  ano  to  Louis  Joseph; 

3  years,  from  Sept  1,  1906.     Nov  9,  1906.     2:385 4,150 

4th  st,  n  s,  250  w  Av  A,  25x96.2.  Assign  lease.  Robert  Vetter  to 
Joseph  Gans.     June  14.     June  21,   1900.     2:4.32.     Corrects  error 

in   issue   of  June  23,   when  location  was  w  of  Av  E 

other  consid   and   100 

4th  st,  Nos  15  to  19  East,  corner  Lafayette  st,  store  and  base- 
ment, 70x120.     Jennie  Simon  to  Coy,  Hunt  &  Co;  20  2-12  years, 

from   Dec   1,   1006.     Nov  9,   1906.     2:545 8,500 

4th  st,   Nos  11   to  19  East,  four  lofts,     Jennie  Simon  to  Benjamin 

Klee;  5  years,  from  Feb  1,  1907.     Nov  9,  1906.     2:545 19,500 

4th  st.  No  305  East,  all.     Chone  Jaffe  to  Joseph  Schultz;  3  years, 

from  Nov  1,  1906.     Nov  9,  1906.     2:374 1,790 

5th   st.    No   412   East.     Assign   lease.     Joseph  Jacobs   to   Aaron   J 

Bloomberg.     Oct  16.     Nov  9,   1906.     2:432 100 

6th  st.  No  513  East.     Assign  lease.     Leon  Cohen  to  Michael  Ro- 

senkranz.     Nov  10.     Nov.  12,  1906.     2:402 nom 

6th  st.  No  513  East.     Assign  lease.     Eva  Kleimer  to  Leon  Cohen. 

Nov  9.     Nov  10,  1906.     2:402 other  consid  and  100 

6th  St.  No  702,  parlor  floor  and  basement.  Moses  Hamburger  and 
ano   to   Adolph   Unger;   2%   years,   from   Nov   1,   1906.      Nov  10, 

1906.     2:375 660 

7th   st,   No   11,   store.     Susan  Semler  widow  to  Frank  Greimel;   3 

years,  from  Sept  15,  1906.     Nov  9,  1906.     2:463 900 

7th  st.  No  24.3  East,  parlor  floor  and  basement.     B  Harder  to  Dr 

I  Zevin;  1  year,  from  June  15,  1906.     Nov  15,  190G.     2:390.... 720 
11th  st.  No  124  East,  or|  store,  &c.     Arthur  Blue  to  Peter  Neckles; 
3d  av.  No  64  14  3-12   years,   from   Nov   1,   1906.      Nov 

15,   1006.     2:.5fi6 2.500 

13th  St.  No  443  East,  east  store,  Michael  Boupiglia  to  Antonio 
Abrams  and  ano;  2  3-12  years,  from  Nov  1,  1906.     Nov  15,  1906. 

2:441 600 

17th  st.  No  24,  s  s.  381  w  5th  av,  22x92.  Emily  P  Delafleld  widow 
of  Lewis  L  Delafleld  to  Hiram  J  Hays;  20  3-12  years,  from  Nov 

1,1906,     Nov  15,  1906.     3:81S taxes,  &c,  and  2,000  and  2,400 

23d  st,   No  149  West,   all.     Walter  R  Gillette  to  Giro  F  Astarita; 

21/2   years,   from  Nov  1,  1906.     Nov  12,   1906.     3:709 1.400 

25th  st,  No  325  East.     Saloon,  &c.     Bridget  A  Gaffney  to  Michael 

Browne;   5  years,   from  Nov   1,   1906.      Nov   12,   1906.     3:931,. 600 
Same    property.      Assign    lease.      Michael    Browne    to    The    Ebling 

Brewing  Co.     Nov  12,  1906.     3:931 nom 

26th   St.    No   219   East,    east   store.      Henry   Gucker   to   Magdeline 
.    Hess;  2  S-12  years,  from  Sept  1,  1906.     Nov  13,  1906.     3:907. ..540 
26th   st.    No   219   East.      Assign   lease.      Magdalena   Hess   to   John 

Rawley.      Sept  5.     Nov  13,   1908.     3:907 nom 

31st   st.   No  404   East,   all.     Josephine  J  Schnurmacher   to   Oliver 

Wilson;   5  years,  from  Jan  1,  1007.     Nov  13.  1906.     3:962 

^ 1,7(X>  to  1,900 

34th  st,  Nos  43  and  45  West,  west  portion  ground  floor  and  base- 
ment.    Samuel  Green  to  Butterick  Publishing  Co;  10  years,  from 

^  May  1,  1907;  9  years  renewal.     Nov  14,  1906.     3:836 1.5,000 

30;h  st.  No  11   West.     Assign  lease.     Florence  H  Wurts  to  Louise 

C  Gimiph.     Nov  7.     Nov  10,   1906.     3:841 nom 

39th  St.  Nos  270  and  272  West.  Leasehold.  General  release,  espe- 
cially as  to  agreement  recorded  May  31,  1901.  J  Arthur  Fischer 
to_Minnie  G  O  Mew,  of  Yonkers,  N  Y.     Sept  27.     Nov  13,  1906. 

3:^88 nom 

,-lOth  st,   No  147  West.     Assign  three  leases.     Louis  Buchler  to  L 

Buchler   &   Co.      Nov   12.      Nov   13,   1908.     4:993 

other  consid   and  100 

45th   st.   No  60  West,   all.     Sigmund  Kneitel   to   Annie   Bradley:   3 

years,   from  Sept  1,   1906.     Nov  15,  1906.     5:1260 3,000 

54th  st,  Nos  005  to  611,  n  s,  100  w  11th  av,  lOOxlOO.5.     Consent 
to  sublet  and  assignment  of  lease.     Richard  M  Handley  to  Frank 
B  Whitney  and  ano.     Sept  28,  1900.     Nov  14,  1906,     4:1102.. nom 
Same    property.      Assign    lease.      Frank    B    Whitney    and    ano    to 

Abner  P  Bigelow.     Oct  2.     Nov  14,  1906.     4:1102 

other  consid   and   lt>,000 

73d   st.   No  213  East.     Assign  lease.     Patrick  C  Levins  to  James 

Everards   Breweries.     Oct  31.      Nov  12,   1906.      5:1428 nom 

86th  st.  No  445  East,  east  store.     Anna  Dietz' to  Samuel  Schmidt 

and  ano;  2  years,  from  May  1,  1906.     Nov  10.  1906.     5 : 1.566 . . . 360 
S6th  st.  No  445  East,  west  store.     Anna  Dietz  to  Lewis  B  Lefko- 

witz;   2  years,  from  May  1,  1906.     Nov  10,  1908.     5:1.506 360 

06th  St.  Nos  107  and  109  West,  50x100.  all.  Henrietta  E  O'Connor 
to    De    Volney   Everett,    of   New   Rochelle,    N    Y;    10  years     from 

Nov  1,  1906.     Nov  14,   1006.     7:1851 6.600 

07th  st,  Nos  210  and  212  East.  Assign  lease.  Elvira  Pellegrino 
ADMRX  .Mtonso  Pellegrino  to  Nicholas  Massito.     All  title.     Nov 

9.     Nov  12,  1906.     6:1646,    , 75O 

102d    st.    No    330    East,    east    store.     Herman    Kahn    to    Dominick 

Fantozzi;  3  years,  from  Aug  1,  1900.     Nov  14.  1:106.     6:1673.. .360 
107th  st.  No  229  East,  all.     Isaac  Lewis  to  Antonio  Cocchiara  and 

ano;  5  years,  from  Dec  1.  1906.     Nov  15.  1906.     ti:1657 1,740 

108th  St.  No  322  East,  store,  &c.     Israel  Lippmann  to  Andrea  Ac- 

concia;  3  years,  from  Oct  1,  1906.     Nov  13,  1906.     6:1679 

,,•• •,    420   and   480 

ll.>th  st  store  and  basement  at  corner.     William  Hyams  to 

St  Nicholas  av|      Leo  Degeustcin;  3  years,  from  Dec  1,  1906.     Nov 

7th  av  I      9.    1906.      7:1,824 1,.500 

1 18th   st,   Nos   166   and   1(;8   East,     Assign   lease.      August   Floeck 

to  John  D  Haase.     Nov  9.  1906.     6:1645 nom 

Same  property.     Reassign  lease.    John  D  Haase  to  August  Floeck. 

Nov    9,    1906.      6:1645 nom 

124th  St.  No  ."105  East.  3-sty  brk  and  stone  dwelling.  Sarah  A 
Floy  EXTRX  James  Floy  to  Walter  H  Hartman;   IV2  vears,  from 

Nov  1,  1006.     Nov  10,  1906.     6:1801 per  mouth.  .$65  and  66.66 

12;ith  St.  No  47  West,  store.  Homer  R  Gillies  to  Monitor  Realty 
Co;  3  3-12  years,  from  Dec  1,  1006.     Nov  10,  1906.     6:1723.,.. 

2.100  to  2,500 

125th  st,  Nos  148  and  150,  s  s,  125  e  7th  av,  50x100.11.  James 
M  Horton  to  Harry  Levey;  21  years,  from  May  1,  1908.     Nov  13, 

19(lt).      7:1909 taxes,   &c,   and   17,000 

13;!d  St.  No  i:'.l.  u  s.  .366.6  w  Lenox  av,  33.3x99.11,  all.  Harry  N 
Baruch  to  Elias  W  Logwood  and  ano;  3  years,  from  Dec  1,  1906 

Nov  9,   190(5.     7:1918 2,900 

1.50th  st.   No  415  West.     Assign  lease.     Patrick  McDonald  to  Geo 

H   Mitchell.     Oct  22.     Nov  9.   1906,     7:2064 nom 

-Amsterdam  av.  No  2262,  center  store,  bake  shop,  &c.  Isaac  and 
Henry    Mayer    to    George    Pfeiffer;    3   years,    from   Jan    1     1907 

Nov  9,   1906.     8:2129 1,200  and  1,260 

Amsterdam  av.  No  2098.  Assign  lease.  Neil  A  Flannery  to 
Daniel  H   Reilly.     Nov  9,   1906.     8:2121 nom 
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,     J     '   „,.    T^Tn   Tino    n   w   cor   12-tth   St,   No  501,   sixth   store 
tede  and  ano;  5  years,  from  Jan  1,  190..     Nov  10,  1900.     '   IJ^'^^q 
AvA;No22dlFVreWcape'a^eemekl'"Henry'A^^      with   Herman 
Ava;No222|     Baum;  5  years,  from  Oct  15,  1900.     Nov  9,  IJOO.^^^ 

\v  r'^'no-'S4'    ■surrendeV'lease."  Otto'keckmann  to  Philip  Held. 

Oct  31      Nov  14.  1900.     3;974 ■ .......nom 

uci  o±.      -  u  Aaron    Shulman    and    ano    to    Louis 

''Son;^°  5^12  yelrs,  from  Dec  1,   I90t!.     Nov  9,  1906.     1:290, 


580 


.2,500 


Rroadwav  'n  'e 'cor"39th  st,  — x-.  Agreement  modifying  lease. 
''Broadwiy    and   Thirty-ninth   Street    Co   with    Electric    Mus:c   Co 

nt  a\       Tnnp  •'(!      Nov  l.>.  19110.     3:)S1.> .uu 

Broadway    5o  Hi.  1st  loft.     Sarah  Gardner  and  ano  EXRS  Moses 

Gardner; to  Henry  Scheuer  et  al;  3  years,  from  Feb  1,  I'JO..    Nov 

C^lumiiurav^^No^iur  Vw  Vor 's;!!;' st, 'no  "lOo!  "  Assign  ■le;^e. 
Bernhard  Zeimer  and  ano  to  Charles  Heim.  Nov  10.  Nov  1-, 
I'Mlf      4't^14  other  consid  and  ItJO 

Same  properTy.  '  Assign"  l^ase! '  Charles  Heim  to  Charles  Hfim  Co. 
a   corporation.      Confirmatory   assign.      Nov   10      Nov   12     1!W6. 

2  i.>i4  other  consld  ana  100 

laremonravyne'  cor  i25th'st,'  north   Aat.   No  4,  and   southeast 


Cla 


„at    No  0,  on  first  floor.     John  V  Signell  Co  to  McBride  &  Co; 
1  year,  from  Oct  1.  190G.     Nov  l.j,  1900.      '■^^^:^---^,:^--VV,f. 
^  respectively,   ihO  and  oil! 


llHIli.      Nov   10.   1901!.     7 


Le.NinKton  av.  No  074.  s  w  cor  56th  st,  store.     Sophia  Dunkak  t<) 
Leon  E  Block  et  al;   5  years,  from  Oct  1,  1900.     fov^m  1906.^ 

Lexington 'av",    Nos   201 'and   203    all.     Geo   H   Shaffer    to   Gustav 
Hagenah;  8  years,  from  Dec  1,  190<i.     Nov  l.i.  19O0.     .3.NS^..0,UW 


vears,  from  May  1,  191.-.     —     -   -  ,.„ 

Old  Broadway.  No  233.5,  n  w  cor  129th  st.  No  543,  -x-.     Assign 

lease.     Cornelius  Lynch  to  Peter  Bigley.     Nov  2.     Nov  9,  ISWa 

-.^,j^i  O.IKJO 

St'Nic'holasav.'s  "e"cor'i81st's't;'l60x25.  all.     Edward  Rafter  to 

Timothv  J  Shine;   from  15  days  after  completion  of  building_to 

May  1  "  1917.     Nov  13.  1906.     8;2153 5,000  to   .  ,200 

1st    av     No    1442.   stores.   &c.     Adolph  J   Kohn   and   ano   to   Frank 

Benes  and  ano;  4  5-12  years,  from  Dec  1,  1900.     Nov  14,  1900. 

-.itiMi  J ,.'cflJ  and   — .— — u 

1st '  av, '  No  "iu37,"  corner  store.     Bernhard   Klingenstein   toSimon 

W  Wexler;  3  years,  from  May  1.  1906.     Nov  14,  1900.     o:lo4b. 

1st  av   No  1741   n    w' cor    Oftth    st,    store.      Morris    Freundlich    to 
•JOthst   No  341  i     Charles  Fessner;  5  years,  from  Dec  1,  1900.     Nov 

14,    1901!.      5:1.5.53 l'»[J" 

1st  av.  No  1741  

90th  st.  No  341  East ■•    ■  ■  ■  ,  • ' -nAA ' 

Assign  lease.     Charles  Fessner  to  John  D  Haase.     Nov  14,  lyoo. 

51.5ri3  °otn 

Same'  property.  Re-assign  lease.  John  D  Haase  to  Charles  Fess- 
ner.     Nov   14,    190<3.     5:1.553 nom 

1st  av    No  871.  north  store.     Samuel  Posner  to  Rudolph  Propper;  c 

years,  from  Mav  1,  lf>06.      Nov  15,   1906.     5:1341 420 

1st    av     No    871.      Assign    lease.      Rudolph    Propper   to   Ferdinand 

Beck.     Nov   10.     Nov   15,   1906.     5:1341 nom 

1st  av    No  871.     Assign  lease.     Ferdinand  Beck  to  Wm  Zoll.     Nov 

10.      Nov   1.5.   1906.      5:1341 nom 

1st  av,  Nos  1937  and  1939,  s  w  cor  100th  st.  all  of  one  house. 
Kleinfeld  &  Rothfeld  to  Victor  Pisani  et  al;  3  years,  from  com_- 

pletion  of  building.     Nov  10,   1906.     6:1671 6,i.j0 

1st  av,  Nos  1933  and  1935,  w  s,  40  s  100th  st,  one  house.  Klein- 
feld  &   Rothfeld   to   Victor   Pisani;    3   years   from   completion   of 

building.      Nov    10.    1906.      6:1671 4.7.50 

1st  av.  Nos  1029  and  1931.  w  s,  80  s  100th  st,  one  house.  Klein- 
feld  &   Rothfeld   to   Victor   Pisani;   3   years   from   completion   of 

building.     Nov  10.  1906.     6:1671 4,750 

1st  av.  Nos  1925  and  1927,  w  s.  120  s  100th  st.  one  house.  Klein- 
feld &  Rothfeld  to  Victor  Pisani  et  al;  3  years  from  completion 

of   building.      Nov   10.    1906.     (!:1671 4.7.50 

1st  av.  No  421.  store  and  five  rooms  second  floor.^south  side;  also 
1-sty  building  in  rear.  Dorothea  Funk  EXTRX  John  Funk  to 
Benjamin  Yancovitz;  5  years,  from  June  1,   19<J5.     Nov  9,  1906. 

3:9.30 S™ 

1st  av    No  2070.     Assign  lease.     Donato  Scocozza  to  Pasquale  Pez- 

za.     Nov  13.   1906.     6:1701 nom 

1st  av.  No  1637.  Surrender  lease.  Simon  W  Wexler  to  Bern- 
hard  Klingenstein.     Sept  18.     Nov  13.   1906.     5:1.548 

other  consld  and  100 

2d  av.  No  15i2.     Assign  lease.     Christian  Butt  to  Frederick  Schat- 

haus.     Nov  2.     Nov  14.  190(!.     5:1453 nom 

Same    property.      Re-assign    lease.      Fred   Schathaus    to    Christian 

Butt.     Nov  2.     Nov  14.  1906.     5:1453 nom 

2d   av.   No   1642 1 

2d  av.  No  1644 i 

Chimney  agreement.     Samuel  D   Davis  with  Katie  Lauber.     Oct 

29.      Nov   14,   1906.     5:1.548 nom 

2d   av.   No   12.S.   all.     Fredk  J  Seelig  to  Louis  Levine  and  ano;   3 

years,   from   Dec   1,   190li.     Nov   14.   1906.     2:449 6,100 

2d  av.  No  1402,  s  e  cor  73d  st.  store,  &c.  Isaac  S  Heller  to  Phil- 
lip Rosenberg;  5  years,  from  Nov  1,  1900.     Nov  14,  1906.     (5  yrs, 

renewal  at  .$1.80tl.)     5:1447 1.650  and  1,800 

Same   property.      .'Assign   lease.      Philip   Rosenberg  to  James   Ever- 

ards   Breweries.     Nov   13,   1906.      Nov  14,   1906.     5:1447 nom 

2d   av.   No   2039.     Assign   lease.      Frank  Porco   to  John   D   Haase. 

Nov  15,  1906.     6:16.54 nom 

Same  property.     Re-assign  lease.     John  D  Haase  to  Frank  Porco. 

Nov    15.    1906.      6:16.54 nom 

2d  av.  No  724.     Assign  lease.     Patrick  Cavanagh  to  Patrick  Quinn. 

July   20,    1904.      Nov   13.   1906.      3:044 nom 

3d  av.   No   1886.   store.     Henry   L  Wolff   to   Aaron   Kisselstein;   3 

years,  from  May  1.  1906.     Nov  12,  1906.     6:1632 810 

3d   av.   No   1889,   store.  &c.     George   Haering  to  Charles  Glum;   3 

years,   from   Nov  1.  1906.     Nov  13.   190(j.     6:1(554 1.500 

5th  av,  Nos  1489  to  1493.    Cancellation  lease.     Jacob  J  Ehrensaal 

to  Paul  Chopak  and  ano.     Oct  30.     Nov  13,  1906,    6;1746 1,695 

7th  av,  No  922,  n  w  cor  58th  at,  25x55,  2-8ty  brk  building.    Ann 


Duffy   to   Bernard  J   OToole;   5  years,   from  Sept  1,   1906.     Nov 
9,  1906.     4:1030 3,000 

Same  property.  Assign  lease.  Bernard  J  O'Toole  to  H  Koehler  & 
Co.     Nov  8.     Nov  9,  1906.     4:1030 nom 

Sih  av  No  2640.  north  store.  Leo  Bishop  to  Julius  Jacobs;  3 
years',  from  May  1,   1906.     Nov  9.  1906.     7:2026 800  and  900 

Sth  av    .N'o  973.  n  w  cor  57th  st.  No  301.  store,  &c.    Henry  C  Cope-  ,. 
land'to  Robert  Ulmer;  10  years,  from  Nov  1,  1905.     Nov  13,  1906. 
4*1048 ' .^.000  to  4,800 

8th  av.  No  2802.  Assign  lease.  Dominick  Scalzo  and  ano  to 
George  Kienzle.     Nov  12.     Nov  13.   1906.     7:2034 nom 

Same  property.  Re-assign  lease.  George  Kienzle  to  Dominick 
Scalzo   and  ano.     Nov   12.     Nov   13.   1906.     7:2034 nom 

Sth  av.  No  2!MI3.  w  s,  75  s  154th  st,  25x— ,  double  store,  &c,  Mid- 
dle-Town Realty  Co  to  Beatrice  Cheevers;  5  years,  from  Aug 
1.  1906.     Nov  12.  1906.     7:2(>47 1.020  to  1.200 

Sth'  av  No  2903.  Surrender  lease.  Beatrice  Cheevers  to  Louis 
Zagon.     Oct  2.5.     Nov  12,  lOOf!.     7:2047 nom 

11th  av  No  557.  all.  Margaretha  G  MuUer  to  Benj  G  Rosenheim; 
7  5-12  vears.  from  Dec  1,  1906.     Nov  9,  1'.h:i6.     4:1090 1,440 

11th  av  No  .557  Assign  lease.  John  J  McGowan  and  ano  to  Cath- 
erine  McGowan.      Feb   21.      Nov   14.   1906.     4:1090 nom 

11th  av  No  557.  .'\ssign  lease.  Catherine  McGowan  to  Benj  G 
Rosenheim.     Oct  13.     Nov  14.  1906.     4:1090 nom 

11th  av  No  55V.  .\ssign  lease.  Benj  G  Rosenheim  to  John  D 
Haase.     Nov   14,   1906.     4:1090 nom 

Same  property.  Re-assign  lease.  John  D  Haase  to  Benj  G  Ro- 
senheim.    Nov  14.  1906.     4:1090 nom 

BOKOTTOS    OF    TEE   BKONX. 

*Main  st.  cor  Railroad  av,  hotel,  &c,  opposite  railroad  station  at 
Baychester.  Dennis  Mahoney  to  Sarah  E  Elliott;  5  years,  from 
Nov  1,  1906.     Nov  9,  1906 600 

134th  st,  No  9<j7  East.  Assign  lease.  Chas  C  Glatt_to  James 
Everards  Breweries.     Oct  31.     Nov  15,  1906.     10:2.547 nom 

135th  St.  n  s.  tiO  e  Willow  av.  50x —  to  s  s  136th  st,  first  and 
second  lofts  of  east  building.  Frederick  Schneer  to  Herman 
Oppenheimer  and  ano;  from  Oct  15.  1906,  to  Jan  1.  1914.  Nov 
15,   1906.      10:2.587 3.100 

150th  st.  No  444  East,  4-sty  house.  Domenico  A  Bottina  and  ano 
to  Giovanni  Garofalo;  3  years,  from  Dec  1,  1906.  Nov  12.  1906. 
9:2338 960 

151st  St.  No  469  East.  Assign  lease.  Giovanni  BoUella  to  Geo  J 
Sirico.      Nov  5.      Nov  9,   1906.     9:2441 nom 

*Av  D,  s  e  cor  13th  st,  108x105,  Unionport.  N  Holmes  Odell, 
County  Treasurer  of  Westchester  County,  to  E  Haight.  Oct  20. 
1874.    .$1,000   year.      Tax    certificate 5 

*Same  property.  Edward  and  Louis  Haight  EXRS  Edward  Haight 
to   Wm  J   Gray.     May  3.   18S8.      Nov   1.5,   1906 13.43 

.\lexander  av.  No  139.  store.  &c.  Frank  Antes  to  Theodore  Kaim; 
5  years,  from  Nov  1.  1906.     Nov  9.  1906.     9:2309. ..  .840  and  900 

Alexander  av.  No  272.  store,  bakeshop  and  flat  above  store  on  n  s. 
Wm  Walter  to  Herman  Schroeder;  3  years,  from  Oct  1,  1906,  at 
.$101  per  month  and  2  years  more  at  $106  per  month.     Nov  12, 
1906.     9:2301 

Courtlandt  av.  No  .580,  south  store,  &c.  Herman  Wiebke  to  Pas- 
quale Beirlacqua;  4i^  years,  from  Nov  1,  1906.  Nov  15.  1906. 
9:2397 .300   and   360 

Courtlandt  av.  No  862,  3-sty  frame  building.       Ignatz  Freund  to 
Frederick  Schoenberg    6  years,  from  Dec  1,  1906.     Nov  12.  1906. 
9:2407 $1,140  and  1,200 

Jerome  av.  No  2441.  store.  &c.  Charles  Berls  to  Alfred  Moos; 
3  3-12  years,  from  Feb  1.  1906.     Nov  9.  1906  12:3246.. 660  to  840 

Park  av.  No  2978,  e  s.  bet  1.53d  and  1.54th  sts,  all.  James  J  Nal- 
loy  to  Fioravanti  Lombardi;  3  years,  from  July  1,  1906.  Nov  12, 
1906.     9:2442 960 

Vyse  av.  No  1466.  2-familv  house,  Wm  J  Kerr  to  Henry  J  Moore; 
3  years,   from  Aug  1.   1906.     Nov  12.   1906.      11:2995 540 

*White  Plains  av.  No  .38.  hotel  and  casino,  msu-  Williamsbridge 
Station.  Marie  Woessner  to  Casper  Buellesbach;  3  5-12  years, 
from  Dec  1,  1906.  (5  years  renewal  at  $1,800.)  Nov  14,  1906. 
1.200  and  1,500 

*White  Plains  av.  No  .38.  Surrender  lease.  Sophia  M  Woessner 
to   Joseph  .\  Ackerman.     Nov  10.     Nov  14.   1906 nom 

Westchester  av.  No  1022,  V>  store.     Anton  Birkle  to  Regina  Jacoby 

3  years,  from  May  1,  1907.     Nov  14,  1906.     10:2676.. 

480  and  540 

Westchester  av,  n  w  s,  at  w  s  Kelly  st,  runs  n  e  36.11  x  w  100 
x  s  10.9  X  s  e  7.S.9  to  Westchester  av,  x  n  e  6.8  to  beginning. 
Subordination  of  lease  and  mortgage  on  lease  to  mort.  Jennie 
K  Teichraan  et  al  with  Ira  H  Brainerd  and  ano  TRUSTEES  Jas 

White.     Nov  10.     Nov  14,  1906.     10:2704 nom 

Washington  av,  No  1490.     Assign  lease.     Leon  Leskes  to  Edward 

Gorodetzky.      Nov   7.      Nov   12,   1006.      11:2911 nom 

Webster  av.  No  2513.  store  floor.  L  S  Van  Zandt  to  William 
Milite    and    ano;    .5    vears,    from    May    1,    1904,      Nov    15,    1906. 

11:3026 360 

3d  av.  No  2629,  all.  Matilda  Levy  to  Simon  Edelstein,  of  Long 
Island  City;  5  years,  from  Dec  1,  1906.  Nov  13.  1906.  9:2321. 
1.500  to  1.900 


MORTGAGES 


NOTE. — The  arrangement  of  this  list  is  as  follows:  The  first  name 
is  that  of  the  mortgagor,  the  next  that  of  the  mortgagee.  The  de- 
scription of  the  property  then  follows,  then  the  date  of  the  mort- 
gage, the  time  for  which  it  was  given  and  the  amount.  The  general 
dates  used  as  head  lines  are  the  dates  when  the  mortgage  was 
handed  into   the   Register's  office  to  be  recorded. 

Whenever  the  letters  "P.  M."  occur,  preceded  by  the  name  of  a 
street,  in  these  lists  of  mortgages,  they  mean  that  it  is  a  Purchase 
Money  Mortgage,  and  for  fuller  particulars  see  the  list  of  transfers 
under  the   corresponding  date. 

The  first  date  is  the  date  the  mortgage  was  drawn,  the  second  the 
date  of  filing;  when  both  dates  are  the  same,  only  one  is  given. 

Subscribers  will  find  mortgages  in  this  list  with  the  wrong  block 
number  attached.  The  block  number  we  give  is  taken  from  the  in- 
strument  as  filed. 

November  0,  10,  12,  13,  14  and  15. 
BOROUGH   OF   ICANHATTAN. 

Armstrong,  Robert  J  to  Caroline  W  Mitchell.      llSth  st.  No  114,  s 

s,  175  w  Lenox  av,  20x100.11.     Nov  8.  4  years,  4%%.     Nov  9. 

1906.     7:1902.  10.000 

Atalanta  Realty  Co  to  Mary  A  W  Hawes.     128th  st.  Nos  151  to 

155.  n  s.  285  w  3d  av,  75x99.11.     P  M.     Nov  14,  1906,  3  years. 

5%.    6;  1777.  25,000 


Tb«  t«st  pt  t)i«M  pi|ei  It  ooprrtfbU4.    All  rl(hti  u*  rtiertalKotice  is  hereby  tlven  that  Infrtneement  will  lead  to  prosecution. 
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TrLCPHONC.    in35-G   CHELSEA 


Adelstein,  Hyman  and  Abvam  Avrutine  with  Cath  A  De  La  Vergue 
and  ano  trustees  John  C  De  La  Vergne  for  benefit  Katli  C  De 
La  Vergne.  llOtli  st,  Nos  117  and  119  East.  Subordination 
agreement.      Nov   12,   190G.      U;163S.  nom 

Abel,  Saml  V  to  Marion  E  Van  Dylte.  Cliambers  st,  No  1,  n  s, 
32.2  w  Parle  Row  (Chatham  st),  runs  n  w  71  x  n  25  to  Duane 
st.  No  20,_x  n  e  95  to  Park  Row  (Chatham  st)  x  s  w  abt  3  to 
Chambers  'st  x  w  0-1.2  to  beginning.  ^  part.  Prior  mort 
$ .     Nov  (.i,  1  year,  G%.     Nov  12,  I'JOO.     1;159.  4,500 

American  Mortgage  Co  with  Kath  R  Jackson  et  al  exrs  Wm  H 
Jackson.  117th  st.  No  41S,  s  s,  219  e  1st  av,  25x  %  block. 
Subordination  agreement.     Nov  14.     Nov  15,  VMS.     0:1710.      nom 

Alhambra  Realty  Co  with  Abraham  Seitz.  74th  st,  Nos  421  to 
435  East.  Agreement  as  to  cancellation  of  lien,  &c,  on  Nos 
27  and  29  Allen  st.  May  3.  May  4,  1906.  5:1469.  Corrects 
error  in  issue  of  May  12,  when  Allen  st  Nos  were  27  and  27.  nom 

Beekman,  Gerard  to  Caroline  W  Mitchell.  Lexington  av,  Nos  850 
and  852,  w  s,  50.5  n  64th  st,  2  lots,  each  lO.SxSO.  2  morts, 
each  $8,000.     Nov  13,  3  years,  5%.     Nov  14,  190G.     5:1399.  16,000 

Bachrach,  Abram  to  LAWYERS  TITLE  INSURANCE  &  TRUST 
CO.  100th  st,  No  1.54,  s  s,  3<X)  w  3d  av,  25x100.11.  Nov  14. 
1906,   5   years,   5%.     6:1627.  16,000 

Baron,  Louis  I  to  Francis  K  Pendleton  and  ano  trustees  Thomas  E 
Davis.  74th  st,  No  488,  s  s,  175  w  Av  A,  25x102.2.  Subordina- 
tion agreement.     Oct  22.     Nov  14,   190(j.     5:1468.  nom 

Bloch,  Henry  to  Frederick  Vonderlehr.  Lexington  av.  No  1639, 
e  s,  100.11  n  103d  st,  25x95.  Nov  13,  due  Jan  1,  1910,  5%. 
Nov   14,   1906.     6:1631.  14,000 

Brody.  Nathan  and  Samuel  Friedman  to  TRUST  CO  OF  AMERICA. 
Park  av,  Nos  1540  to  1544,  n  w  cor  111th  st,  Nos  95  and  97, 
100.11x33.     Nov  12,  5  years,  5%.     Nov  14,  liKXi.     6:1617.     50,000 

Beisler,  Annie  to  Rudolphine  Rust.  125th  st,  n  s,  22.5  w  1st  av, 
25x100.     Nov  12,  1906,  3  years,  5%.  Nov  15,  1906.     6:1802.  17,000 

Borowsky,  Saml  to  Louis  Berow.  113th  st,  Nos  210  to  214,  s  s, 
140  e  3d  av,  45x100.11.  Prior  mort  i(!45,000.  Nov  14,  due  Dec 
1,  1911,  6%.     Nov  15,  1906.     6:1662.  12,000, 

Barnes,  Henry  B  to  TITLE  GUARANTEE  &  TRUST  CO.  55th 
st.  No  125,  n  s.  127.6  w  Lexington  av,  18.9x100.5.  Nov  13,  due, 
&c,  as  per  bond.     Nov  15,   1906.     5:1310.  22,000 

Bonomolo,  Domenico  to  Matilda  I  Messer.  11th  st,  No  328,  s  s, 
225  w  1st  av,  25x94.10.  P  M.  Nov  15,  1906,  5  years,  5%. 
2t4.52.  34,000 

Buckley,  Julian  G,  Geneseo,  Livingston  County,  N  Y,  to  Ruth  A 
Bruce-Brown  as  guardian  Wm  Bruce-Brown  and  ano.  8th  st. 
No  390,  s  s,  1S2.9  w  Av  D,  25.9.x97.6.  Nov  12,  5  years,  5%. 
Nov  15,   1906.     2:377.  25,000 

Bensen,  John  H  to  John  Volz.  1st  av.  No  1067,  w  s,  25.1  n 
58th  st,  25.1x75.  P  M.  Prior  mort  $9,000.  Nov  14,  3  years, 
6%.     Nov   15,   190(5.     5:1351.  8,000 

Buchsbaum.  Morris  to  Heinrich  Weber  and  ano.  8th  av,  Nos 
2859  to  2863,  w  s.  24.11  s  152d  st,  3  lots,  each  25x81.  3PM 
morts,  each  $7,000.     Nov  15,  1906,  3  years,  57c..     7:2046.     21,000 

Blumborg,  Woolt  J  to  Sam  Riedler.  Rivington  st.  No  26,  n  s, 
75  e  Chrystie  st,  25x100.  P  M.  Nov  15,  1906,  5  years,  6%. 
2:421.  6.000 

Bieber,  Gerson  and  William,  Brooklyn,  N  Y,  to  David  J  King  et 
al  exrs  Edw  J  King.  Stanton  st.  No  37,  s  s,  25  w  Forsyth  st, 
25x75.      Nov  15,   1906,  3  years,  41/2%.     2:421.  18,000 

Beakes,  Chas  H  C  to  Carolina  T  Paterno.  103d  st,  Nos  205  to 
209,  n  s,  100  w  Amsterdam  av,  80x100.11.  P  M.  Nov  15,  1906, 
4  years,  6%.     7:1875.  25,000 

Bloch,  Laura  to  Emma  Aaron.  9th  av.  No  517,  w  5,  49.4  s  39th 
st,  24.8x100.     Nov  10.  3  years,  5%.     Nov  12,  1906.     3:736.  11.000 

Same  and  Joseph  L  Buttenwieser  with  same.  Same  property. 
Subordination  agreement.     Nov  10.     Nov  12.  1906.     3:736.        nom 

Blum,  Albert  to  New  Amsterdam  Realty  Co.  102d  st.  No  73,  n  s, 
140  e  Columbus  av,  27x100.11.  Prior  mort  $25,000.  Nov  12, 
1906,  due  March  1,  1909,  6%.     7:1838.  4.O0O 

Bittner,  John  to  Geo  Hahn.  Front  st,  No  3.  s  s,  abt  35  w  Moore 
st,  33.3x80x36x80.  P  M.  Nov  10,  due,  &c,  as  per  bond.  Nov 
12,   1906.     1:4.  25,000 

Briganti,  Michl  to  Empire  Mortgage  Co.  Elizabeth  st.  No  15(), 
e  s,  139  n  Broome  st.  25x99.1x25x99.2.  Building  loan.  Nov  10, 
due   March   10.  1907,  6%.     Nov  12,   1906.     2:478.  12,0(X» 

Baker,  Hyman  D  with  Hudson  Mortgage  Co.  Edgecombe  av,  Nos 
161  to  171.  Three  subordination  agreements,  Nov  8.  Nov  9, 
1906.     7:2051.  nom 

Same  with  same.  Same  property.  Three  subordination  agree- 
ments.    Nov  8.     Nov  9,  190(j.     7:2051.  nom 

Bolton,  Reginald  P  to  Geo  R  Cannon.  147th  st,  Nos  510  and  512, 
s  s,  200  w  Amsterdam  av,  50x99.11.  P  M.  Prior  mort  $49,500. 
Nov  1,  2  years,  6%.     Nov  9,  1906.     7:2078.  11,500 

Britt,  Philip  J  to  Cora  L  wife  Wm  B  Cogswell.  74th  st.  No  59, 
n  s.  44  w  Park  av,  17x102.2.  P  M.  Nov  5,  5  years,  4%%.  Nov 
9,  1906.     5:1389.  30,000 

Barclay,  Reginald  G  to  League  Realty  Co.  78th  st.  No  5,  n  s,  185 
e  5th  av,  25x102.2.  Prior  mort  $125,000.  Nov  9,  1906,  2  years. 
6%.      5:1393.  2.5.000 

Bloomberg,  Sarah  G  wife  of  and  Aaron  J  Bloomberg  to  Ella  W 
Mills  and  ano  extrx.  &c,  Abraham  Mills.  4<jth"st,  No  221,  n  s 
334  w  2d  av,  2(jxl00.5.     Nov  ».  1906,  5  years,  5%.     5:1320.  13,000 

Brown.  Mary  A  E  to  Wm  Feldhausen  trustee  Wm  Grupe  for 
Amelia  Saumenicht  and  ano.  57th  st.  No  413,  n  s  132  0  w 
9th  av,  21.3x100.5.     Nov  8,  3  years,  5%.     Nov  9,  1906.     41067 

20,000 

Blew,  Ada  A  to  Isabella  W  Hayes.  129th  st.  No  230,  s  s  457  e 
8th  av,  18x99.11.     Oct  25,  3  years,  5%.     Nov  9,  1906.     7  1934. 

2,000 

Brod,   Albert   to   Hannah   Colgate.      89th   st.   Nos  21   and  23    n   s     ' 
306.8  e  5th  av,  51.1x100.8.     Nov  9,  1906,  3  years,  414%.    5'l50l' 

60,000 

Bry,  Bella  wife  Jean  to  UNITED  STATES  TRUST  CO.  137th  st 
No  309,  n  s,  145  w  8th  av,  15x99.11.  Nov  9,  1900,  due,  &c,  as 
per   bond.      7:2041.  7,.500 

Berliner,  Julius  and  Max  Greenberg  to  Jacob  R  Schift.  112th  st 
Nos  56  to  62,  s  s,  137.6  w  Park  av,  (i4xl00.11.  Prior  mort 
$94,100.     Nov  9,  1  year,  (5%.     Nov  13,  1901).     6:](!17.  5  000 


Bodlne,  John  H  to  Francis  J  Schnugg  et  al  exrs,  &c,  John 
Schnugg.  Park  av.  No  1253,  s  e  cor  97th  st.  No  102  (on  map 
No  100),  25x100.  P  M.  Sept  27,  5  years,  5%.  Nov  13,  1906. 
6:1(j24.  32,000 

Block  (D  L)  Co  to  Jacob  Grotta.  135th  st.  No  610,  s  s,  254.6  w 
Broadway,  38.7.x99.11.  Prior  mort  $38,000.  Nov  12,  due  Sept 
19,  1909,  0%.     Nov  13,  190<j.     7:2001.  8,500 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders  to  above  mort.     Nov  12.     Nov  13,  1906.     7:2001.  

Brogan,  Charles  to  GERMANIA  LIFE  INSURANCE  CO  of  City 
N  Y.  20th  st,  Nos  36  and  38,  s  s,  300  e  6th  av,  50x92.  April 
23,  1906.  due,  &c,  as  per  bond.  3:831.  Corrects  error  in  issue 
of  April  28,  when  side  of  st  was  u  s.  210,000 

City  &  Suburban  Homes  Co  to  FIFTH  AVENUE  TRUST  CO.  65th 
st,  Nos  410  to  424,  s  s,  213  e  1st  av.  300xl(X).5.  Nov  14,  due, 
&c,  as  per  bond.     Nov  15,  1900.     5:1459.  215,000 

Costigan,  Mary  to  TITLE  INSURANCE  CO  of  N  Y.  7th  av.  Nos 
2153  and  2155.  e  s,  49.11  s  128th  st,  2  lots,  each  25x75.  2 
morts,  each  .$20,000.     Nov  13,  1906,  3  years,  5%.     7:1912.     40,000 

Christensen,  Emil  to  Henry  H  Jackson  et  al  exrs  Peter  A  H  Jack- 
son. Madison  av.  No  2102.  n  w  cor  1.32d  st,  Nos  31  and  33, 
19.11x80.     Nov  8,  3  years,  5%.     Nov  13,  1906.     6:1757.        20,000 

Colle,  Isidore  to  Jacob  A  Geissenhainer  and  ano  trustees  Henry 
Elsworth.  Orchard  st.  No  154,  e  s,  175.5  n  Rivington  st,  25x 
87.10.     Nov  13,  1S»06,  3  years,  4%%.     2:411.  24,000 

Corson,  Geo  W,  Tuckahoe,  N  Y,  to  Agnes  M  Strebeigh  and  ano 
exrs,  &c.  Robert  M  Strebeigh.  84th  st,  Nos  159  and  161,  n  s, 
222  w  3d  av,  33.6x102.2.  Nov  13,  1906,  due  Oct  1,  1913,  5%. 
5:1513.  16,000 

Clayton,  John  A  to  Joseph  Isaacs.     65th  st,  Nos  312  and  314,  s  s, 

143.9    e   2d    av.    37.(j.x— x37.10x85.9.      P    M.      Prior    mort   $ . 

Equal  lien  with  mort  for  $5,000.     Nov  7,  5  years,  6%.     Nov  9, 
l{t06.     5:1439.  10,000 

Same    to    same.      Same   property.      Prior   mort   $ .      Equal   lien 

with  mort  of  $10,000.     Nov  7,  5  years,  6%.  Nov  9,  1906.    5:1439. 

5,000 

Candee,  Fernando  C,  Jr,  Brooklyn,  N  Y,  to  Hyman  D  Baker  and 
ano.  Edgecombe  av.  Nos  169  and  171,  w  s,  475  s  145th  st.  runs 
w  —  X  again  w  lOO  x  s  40  x  e  100  to  av  x  n  40  to  beginning. 
Prior  mort  $37,000.  Oct  30,  due  June  29,  1911,  6%.  Nov  9, 
1906.     7:2051.  11,000 

Candee,  Fernando  C,  Jr,  Brooklyn,  N  Y,  to  Hyman  D  Baker. 
Edgecombe  av.  Nos  161  to  167.  w  s,  515  s  145th  st,  2  lots,  each 
40x100.  2  morts.  each  $11,000.  2  prior  morts.  $37,(X)0  each. 
Oct  30,  due  June  30,  1911,  6%.     Nov  9,  1906.     7:2051.  22,000 

Coelos,  Jules  A  to  Lexington  Avenue  Co.  139th  st,  No  219  n  s, 
496.1  e  Sth  av,  32.4x99.11.  P  M.  Prior  mort  $13,000.  Oct 
22.  due  Jan  31,  1908,  — %.     Nov  9.  19(X!.     7:2025.  2.000 

Caesar,  Henry  A  et  al  with  UNITED  STATES  TRUST  CO  of  N  Y. 
137th  st.  No  309  West.  Subordination  agreement.  Nov  2. 
Nov  0,   1906.     7:2041.  nom 

Crawford.  Francis  G  with  Margaret  Crawford,  James  C  Crawford 
and  Wm  E  Diller.  Columbus  av.  140  to  144.  and  Broadway,  Nos 
litOO  to  1964.  and  66th  st.  No  401,  n  w  cor  66th  st,  75.3xlO0x 
irreg  x88.3:  116th  st,  n  s,  270  w  5th  av,  25x100.11;  Park  av. 
No  16(52.  w  s,  25.2  s  117th  st,  2,5x90;  118th  st,  Nos  135  to  141, 
n  s.  225  e  7th  av,  100xl(X).ll;  Amsterdam  av.  Nos  1280  to  1298, 
n  w  cor  123d  st.  No  .501.  201.10  to  124th  st.  No  500.  xlOO;  Ger- 
man pi.  n  e  cor  1.58th  st,  114x95. .".xllM. 11x89.10;  109th  st.  Nos 
106  to  112,  s  s,  1.50  w  Columbus  av,  100x100.11;  122d  st.  No  144, 
s  s,  448  w  Lenox  av,  17.4x105.11.  Agreement  conveying  all 
right,  title  and  interest  to  all  real  and  personal  estate  which 
Margaret  Crawford  conveyed  by  deed  of  trust  Jan  7,  1903,  to 
James  C  Crawford  et  al.  &e,  to  secure  loan  of  $]7.<KI0  at  3%. 
Nov  8.  Nov  12,  HHMj.  4:1138;  6:1(300  and  1622;  7:1£KI3,  1978, 
1863  and  1906.     9:2360.  17,000 

Chester  Mortgage  Co.  Consent  that  mort  by  John  V  Signell  Co 
to  James  D  Gagau  to  secure  $210,000  be  subordinated  to  mort 
by  John  V  Signell  Co  to  Chelsea  Realty  Co.  Riverside  Drive  n 
e  cor  135th  st,  102.5x282.2x99.11.'i305.  Nov  14.  Nov  15,  1906 
7:2002.  

Chester  Mortgage  Co  to  LINCOLN  TRUST  CO.  Riverside  Drive 
n  e  cor  135th  st.  102.5x282.2x99.11x305.  Consent  to  subordina- 
tion  agreement,   &c.     Nov   14.     Nov  15.   1906.     7:2002.  

Chuck,  Sophia  to  Alonzo  Kimball.  113th  st.  No  154,  s  s  295  6 
w  3d  av,  24.6x100.11.     Nov  8,  3  years,  5%.    Nov  9,  1906.    0:1640. 

18.000 

Cunniff,  Michl  J,  Brooklyn.  N  Y,  to  Francis  P  Furnald.  SOth  st, 
No  171.  on  map  No  185.  n  s,  80  e  Amsterdam  av  19  6x102  2 
P  M.     Nov  2.  5  years.  595-.     Nov  9.  1906.     4:1211.  19000 

Candler,  James  R  to  BOWERY  SAVINGS  BANK.  15th  st  No 
517,  n  e  s,  245.6  s  e  Av  A,  25x103.3.  Nov  9,  1906,  3  years,  41/2% 
3:973.  1500 

Conlon,  James  to  Lion  Brewery.  Washington  st,  Nos  702  and  704, 
n  w  cor  Perry  st.  Saloon  lease.  Nov  5,  demand,  6%.  Nov  9 
1906.     2:637.  3,030.20 

Cohen.  Lena  and  David  A  and  Kalman  Shapiro  to  John  F  Steeves. 
2d  av,  Nos  898  and  900,  s  e  cor  48th  st,  Nos  .300  and  .302,  .50 .3x 
1(K);  49th  St.  Nos  .337  and  330.  n  s,  225  w  1st  av,  39.2x100.5. 
Prior  mort  $64,000.  Nov  8,  demand,  G'/c.  Nov  9.  1906.  5:1340 
and  1342.  ^  4,800 

Cohen.  Leon  to  Eva  Kleimer.     6th  st.  No  513,  n  s,  198.7  e  Av  A, 

23.3x90.10.      P    M.      Leasehold.      Prior    mort    $ .      Nov   9     6 

years,  6%.      Nov  10,   1906.     2:402.  1,000 

Crohn,  Julia  M  and  Martha  Rodenberg  to  Wm  H  Lane.  8th  av. 
No  2202,  e  s,  25.11  s  119th  st,  25x80.  Nov  14,  1906,  5  years, 
5%.     7:1924.  24.000 

Cromwell.  Agnes  to  Thos  F  Balfe.  ,53d  st.  No  8,  s  s,  175  e  5th 
av,  25x100.5.  Prior  mort  $80,000.  Nov  7,  due,  &c,  as  per 
bond.      Nov   14,    1006.     5:1288.  20,000 

Caro,  Sadie  to  TITLE  GUARANTEE  &  TRUST  CO.  40th  st.  No 
431.  n  s,  .3.50  w  9th  av,  25x98.9.  Nov  1."!,  due,  &c,  as  per  bond. 
Nov    14,    li)Ot).      4:1050.  9,000 

Cowan,  Mabel  S  to  John  Haffen  and  ano.  147th  st.  No  439,  n  s, 
325  w  St  Nicholas  av,  22.6x79.11.  All  title  to  plot  on  north, 
22.6x20.  Prior  mort  $18,000.  Nov  12,  1  year,  6%.  Nov  15, 
190C.     7:2062.  3.,500 


Notice   Is  herebj  given  that  Infrlneement  will  lead  to  prosecution.       The   text  of  these  rages  ts  copyrighted.     All  rights  are  reserved. 
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MAPLEDORAM  &  CO. 

REAL  ESTATE  BROKERS 


Bay  Ridge  Property 
Our  Specialty 


Fifth  Ave.  and  79th  St.,  Brooklyn,  N.  Y. 

Telephone,  724  Bay  Kidge 
Branch  OfQce  :  Bay  Ridgo  Ave.,  cor.  Fort  Hamilton  AT*. 


Cohen,  Morris  and  John  Morrissey  with  LAWYERS  TITLE  INSUR- 
ANCE &  TRUST  CO.     St  Maries  pi,  No  27.     Subordination  agree- 
ment.     Nov   1.3.      Nov   14,   1906.     2:4G4.  nom 
Cohen    Fredericka  to  Julia  Nusbaum.     121st  st.  No  355,  n  s,  202 
w  Manhattan  av,  lO.xlOO.ll.    Nov  15,  1906,  3  years,  5%.   7:1948. 

t  ,000 
Cervini,  Andrea  and  Giacomo  Garbarino  to  Peter  Condon.     106th 
St,   No  318.  s  s,  275  e  2d  av,  25x100.11.     Nov  14,  due  Aug  28, 
1907,  C%.     Nov  15.  1906.     6:1677.  6,000 

Cable,  Dorothea  H  to  Frederic  A  Jewett.  93d  st,  No  119,  n  s, 
20(1.1  w  Columbus  av.  16.6x71  to  Apthorps  lane  xl6.5x70.4. 
All  title  to  plot  in  rear,  16.5x18.4.  P  M.  Prior  mort  $12,000. 
Nov  12,  due  Nov  1,  1308,  5%.     Nov  13,  1906.     4:1224.  1,500 

Colombo,  Giuseppe  to  Nicola  Colombo.  Mott  st.  No  66,  e  s,  abt 
175  n  Bayard  st,  25.6x94.  Nov  1,  2  years,  4%.  Nov  15,  1906. 
1:201.  1,400 

Cohen,  Isidor  to  Josephine  Peirano.  Spring  st,  No  266,  s  s,  abt 
78  w  Varick  st,  25xl'30.  P  M.  Prior  mort  $25,000.  Oct  1,  5 
years.   6%.     Nov   15,   1906.     2:579.  6,000 

Cushman,  Mary  E,  Ridgefield,  Conn,  to  MUTUAL  LIFE  INSUR- 
ANCE CO  of  N  Y.  22d  st.  No  325,  n  s,  322.6  w  8th  av,  22.6x 
98.8.  Nov  12,  due,  &c,  as  per  bond.  Nov  15,  1906.  3:746.  10,000 
Carlew,  Emma  to  TITLE  GUARANTEE  &  TRUST  CO.  S5th  st, 
n  s,  150  w  Central  Park  West,  5  lots,  each  20x102.2.  5  morts, 
each  $35,000.  Nov  13,  due,  &c,  as  per  bond.  Nov  14,  1906. 
4:1199.  175,000 

City  &  Suburban  Homes  Co  to  FIFTH  AVENUE  TRUST  CO.  65th 
st,  Nos  410  to  424,  s  s,  213  e  1st  av,  300x100.5.  Certificate  as 
to  consent  of  stockholders  to  mort  for  $215,000.     Nov  14.     Nov 

15,   1906.     5:1459.  

Davis,  Joseph  H  to  Realty  Mortgage  Co.  93d  st,  n  s,  300  w  West 
End  av,  75x100.8.     Nov  14,  3  years,  — %.     Nov  15,  1906.    4:1252. 

120,000 
De   Noyelles,   Edw   to   TITLE   GUARANTEE   &   TRUST   CO.      103d 
st.  No  304,   s  s,  99.3  w  West  End  av,   20x100.11.     Nov  9,   due, 
&c,  as  per  bond.     Nov  12,  1006.    7:1890.  12,500 

Dyer,  Chas  W  to  Wm  Lauer.  159th  st.  No  557,  n  s,  265  e  Broad- 
way, 15x99.11.  P  M.  Prior  mort  $6,500.  Nov  8,  1  year,  6%. 
Nov  10,  1906.     8:2118.  1,750 

Duross,  Charles  E  to  TITLE  GUARANTEE  &  TRUST  CO.  14th 
st,  No  238,  s  w  s,  abt  248  e  8th  av,  25x100.3.  Oct  31,  due, 
&e,  as  per  bond.     Nov  15,  1906.     2:618.  18,000 

Dickson,  George  and  Mary  F  to  City  Real  Estate  Co.  54th  st, 
Nos  48  and  50,  s  s,  117.6  e  6th  av,  45.6x100.5.  Prior  mort 
$165,000.     Nov  13.  due,  &c.  as  per  bond.     Nov  15,  1906.     5:1269. 

120,000 
East   Sixty-seventh  Street  Apartment  Building  to  League   Realty 
Co.     67th  st,  s  s,   60  e  Lexington   av,   00x100.5.     P  M.     Nov  9, 
1906,  due  March  15,  1907,  6%.     5:1401.  27,500 

East  Sixty-seventh  Street  Apartment  Building  to  Commonwealth 
Real  Estate  Co.  67th  st,  s  s,  120  e  Lexington  av,  50x100.5.  P 
M.     Nov  9,   1906,  due  March  15,  1907,  6%.     5:1401.  12,000 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Wm  H 
Hurst.  Central  Park  West,  No  238.  Extension  mort.  Sept  1. 
Nov  12.  1906.    4:1197.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Henry 
J  Garner.  133d  st.  No  26  West.  Extension  mort.  Sept  1.  Nov 
12,  1906.     6:1730.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Geo  E 
Debevoise  trustee  Kitty  P  Debevoise.  124th  st.  No  23  West. 
Extension  mort.     Sept   1.     Nov  12,  1906.     6:1722.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Daniel 
Birdsall.  125th  st.  No  31  (27)  East.  Extension  mort.  Sept  1. 
Nov   12,   1906.     0:1750.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Grace 
W  Savage.  119th  st.  No  151  West.  Extension  mort.  Sept  1. 
Nov  12,  1900.     7:1904.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Abram 
Roseman.  120th  st.  No  145  West.  Extension  mort.  Sept  1. 
Nov  12,  1906.     7:1905.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Martha 
C  Holly.  103d  St.  No  306  West.  Extension  mort.  Sept  1. 
Nov  12,   1906.     7:1S!:'0.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Josie 
Kohner.  95th  st.  No  171  East.  Extension  mort.  Sept  1.  Nov 
12,  1906.     5:1524.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Louis  J 
Reckendorfer  et  al.  05th  st.  No  181  East.  Extension  mort. 
Sept  1.     Nov  12,  1906.     5:1524.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Louis  J 
Reckendorfer  et  al.  95th  st.  No  179  East.  Extension  mort. 
Sept  1.     Nov  12,  1006.     5:1524.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Mary 
King.  SOth  st,  No  42  East.  Extension  mort.  Sept  1.  Nov  12, 
1006.     5:1491.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  E  P 
Floyd-Jones.  87th  st,  No  324  West.  Extension  mort.  Sept  1. 
Nov  12,   1906.     4:1248.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Charles 
Mayer.  62d  st.  No  140  West.  Extension  mort.  Sept  1.  Nov 
12,  1906.     4:11.33.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  R 
Elizabeth  Putney  et  al.  73d  st.  No  110  West.  Extension  mort. 
Sept  1.     Nov  12,  1906.     4:1144.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Meyer 
L  Rhein.  61st  st.  No  38  East.  Extension  mort.  Sept  1.  Nov 
12.   1006.     5:1375.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Meyer 
L  Rhein  Individ  and  as  exr,  &c.  Marx  L  Rhein.  61st  st.  No  38 
East.     Extension  mort.     Sept  1.     Nov  12,  1906.     5:1375.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Eugene 
J  BeauSls  and  ano.  48th  st,  No  1,20  West.  Extension  mort. 
Oct  1.     Nov  12,   1900.     4:1000.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Estate 
of  Charles  F  Hoffman.  18th  st,  Nos  19  to  23  West,  and  19th 
St.  Nos  22  to  28  West.  Extension  mort.  Sept  1.  Nov  12,  1906. 
3:820.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Abra- 
ham A  Levy.  3d  st,  No  69  East.  Extension  mort.  Sept  1. 
Nov  12,  1906.     2:445.  nom 

Emerson.  Edward  R.  Washingtonville,  Orange  County,  N  Y,  to 
BROOKLYN   TRUST   CO   trustee   Edw   Harvey.      Washington   st. 


Nos  465  to  469,  e  s,  124.3  n  Watts  st,  runs  e  60.11  x  n  30.3  x 
n  e  8.10  X  n  w  16  x  n  0.4  x  w  51.11  x  s  45.6  to  beginning. 
Nov  12,  1006,  1  year,  4%%.     2:595.  20,000 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Brian 
G  Hughes.  Lafayette  st,  late  Elm  st,  Nos  138  and  140.  Ex- 
tension mort.     Oct  1.     Nov  12,  1906.    1:233.  nom 

Etagloc  Holding  Co  to  Wm  W  Sharpe.  Dey  st,  No  78,  n  e  s, 
abt  131  e  West  st,  26x68.  Nov  13,  5  years,  5%.  Nov  14,  1906. 
1:82.  32,500 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders  to  above  mort.     Nov  8.     Nov  14,  1900.     1:82.        ■ — — 

Epstein,  Morris  with  Albert  H  Atterbury.  41st  st.  No  348,  s  s, 
175  e  9th  av,  25x98.9.  Extension  mort.  Nov  1.  Nov  12,  1906. 
4:1031.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Fredk 
Potter  and  ano  trustees  under  deed  of  trust  dated  Jan  29,  1894. 
Broadway,  Nos  312  to  316;  Broadway,  Nos  553  and  555.  Exten- 
sion mort.     Sept  1.     Nov  15,  1906.     1:156.  nom 

Epstein,  Pauline  wife  of  and  Bernard  to  Samuel  Felenstein.  114th 
st,  Nos  108  and  110,  s  s,  114.10  e  Park  av,  40x100.11.  P  M. 
Nov  13,  demand.  6%.     Nov  15,  1906.     6:1641.  7,000 

Epstein,  Pauline  to  Samuel  Shapiro.  114th  st,  Nos  108  and  110, 
s  s,  114.10  e  Park  av,  40.1x100.11.  P  M.  Prior  mort  ?40,000. 
Nov  13,  due  Jan  1,  1912,  6%.     Nov  15,  1006.     6:1641.  14.500 

EMPIRE  TRUST  CO  with  Joseph  Oussani.  Cathedral  Parkway, 
n  s,  450  w  7th  av,  2.5x100.  Agreement  modifying  mort.  May 
22.     Nov  15,  1906.     7:1826.  nom 

Friedman,  Ameli  i  to  METROPOLITAN  LIFE  INSURANCE  CO. 
122d  st,  No  230,  s  s,  352  w  7th  av,  34x100.11.  Extension  mort. 
Sept   19.      Nov   15,   1906.      7:1927.  2,000 

Friedman,  Jacob  to  Jennie  Bookstaver.  112th  st.  No  216,  s  s, 
195.6  e  3d  av.  19.6xl(X>.10.  P  M.  Prior  mort  $8,000.  Nov 
12,  5  years,  6%.     Nov  14,  1906.     6:1001.  5.000 

Fantozzi,  Dominick  to  Kips  Bay  Brewing  &  Malting  Co.  102d 
st.  No  330  East.  Saloon  lease.  Nov  14,  1906.  demand,  6%. 
6:1673.  400 

Foote,  Elizur  V  to  American  Mortgage  Co.  53d  st.  No  104,  s  s, 
100  w  6th  av,  25x100.5.     Nov  14,  1906.   1  year.  5%.     4:1005. 

18,000 

Franklin.   Mary   C   with   Max   Mandelbaum   and  ano.      102d   st.   No 
318.  s  s,  245  w  West  End  av,  20x100.11.     Extension  mort.     Oct 
•29.     Nov  12,   1906.     7:1889.  nom 

Freedman,  Charles  N  and  Abraham  London  to  General  Synod  of 
Reformed  Church  in  America.  123d  st,  Nos  543  and  545,  n  s, 
175  e  Broadway,  50x100.10.  Nov  13,  5  years,  5%.  Nov  14, 
ltX»6.     7:1978.  48,000 

Fine  (M)  Realty  Co  and  Lawyers  Realty  Co  with  LAWYERS 
TITLE  INSURANCE  &  TRUST  CO.  116th  st.  No  434  East. 
Subordination  agreement.     Nov  13.     Nov  15,  1906.     6:1709.     nom 

Furmann.  Jacob  and  Abraham  S  Weltflsch  and  Josef  Gertner  to 
Kath  R  Jackson  et  al  exrs  Wm  H  Jackson.  117th  st,  No  418. 
s  s,  210  e  1st  av,  25x100.11.  Nov  13,  1  year,  5%%.  Nov  15, 
1906.     6:1710.  8,000 

Fisher,  Morris  to  MUTUAL  ALLIANCE  TRUST  CO  of  N  Y.  Lewis 
st,  Nos  49  and  51,  w  s,  100  n  Delancey  st,  50x100.  Building 
loan.  Prior  mort  $39,000.  Nov  14.  due  July  12.  1907,  6%. 
Nov  15,  1906.     2:328.  25,000 

Flinn.  Wm,  Pittsburgh,  Pa,  to  LAWYERS  TITLE  INSURANCE  & 
TRUST  CO.  5th  av.  No  259,  e  s,  98.9  n  28th  st,  49.4x100.  Oct 
22,  3  years,  5%.     Nov  15,  1906.     3:858.  325,000 

Fiehthorn,  Reubfin  E  to  American  Mortgage  Co.  3d  av,  Nos  1517 
and  1510,  e  s,  76.7  n  S5th  st,  2  lots,  each  25.6x100.  2PM 
morts.  each  $33,000.     Nov  15,  1906.  3  years.  5%.     5:1531.  66,000 

Same  to  Geo  Mundorft.  Same  property.  2PM  morts,  each  $10,- 
000.  2  prior  morts,  $33,000  each.  Nov  15,  1906,  5  years,  6%. 
5:1531.  20,000 

Finkelstein,  Louis  to  August  Knatz.  1st  av.  No  52,  e  s,  143.9  s 
4th  st,  24.6x94.11.  Prior  mort  $27,000.  Nov  9,  3  years,  6%. 
Nov  12,  1906.     2:431.  7,000 

Flaum,  Chas  to  Maggie  Williamson.  106th  st.  No  52,  s  s,  305  w 
Park  av,  25x100.11.  Prior  mort  $24,500.  Nov  12,  1906,  2  years, 
0%.     6:1611.  1,500 

Flaum,  Chas  and  Rebecca  L  to  Rachel  H  Pfeiffer.  106th  st,  Nos 
52  and  54,  s  s,  280  w  Park  av,  2  lots,  each  25x100.11.  2  morts, 
each   $24,500.      Nov   7,   5   years,   5%.      Nov   12,   1906.      6:1611. 

49,000 

Feist,  Leopold,  Pelham  Heights,  N  T,  to  TITLE  GUARANTEE  & 
TRUST  CO.  37th  st.  No  134,  s  s,  194.8  w  Broadway,  21x98.9. 
Nov  9,  due.  &c,  as  per  bond.     Nov  12,  1006.     3:812.  25,000 

Fischer,  Barbara.  Richmond  Hill,  N  Y,  to  Joseph  L  Dougherty. 
Thompson  st.  No  15,  w  s,  abt  82  s  Grand  st,  20x100.  Nov  12, 
1906,  due  Sept  10,  1007,  6%.     1:227.  1,225 

Friedman,  Cilly  and  Henry  Friedman  to  Chas  Griffen  et  al  trus- 
tees Saml  Willets  for  Walter  R  Willets.  5th  st.  No  739,  n  s, 
220  w  Av  D,  23x97.     Nov  12,  1906,  3  years,  5%.     2:375.        23,000 

Friedman,  Saml  and  Nathan  Brody  with  Bernard  S  Brodv.  Riv- 
ington  st.  No  147,  s  e  cor  Suffolk  st.  No  122,  19x52x18.10x52. 
Agreement  as  to  modification  of  mort.  Nov  10.  Nov  12,  1906. 
2:348.  nom 

Freid,  Isidor  to  Cath  T  White.  10th  st.  No  90,  s  w  s,  120  n  w 
3d  av,  20x92.6;  10th  st.  No  88,  s  w  s,  140  n  w  3d  av.  20x92.6. 
Leasehold.     All  title.     Nov  12,  1906,  2  years,  6%.     2:555.      4,000 

Foerster,  Catharine  to  Mary  M  Kent  et  al.  85th  st,  No  332,  s  s, 
375  e  2d  av,  25x102.2.  Nov  10.  3  years.  5%.  Nov  12,  1906. 
5:1547.  14,000 

Four  Realty  Co   to  Herman  Cohen  and  ano.     Edgecombe  av.   w  s, 
229.10  n   145th  st,  2.50.10x100.     Prior  mort  $110,000.      Nov   10, 
demand,  6%.     Nov  12.  1900.     7:2053.                                           35,000 
Same    to    same.      Same    property.      Certificate    as    to    consent    of 
stockholders  to  above  mort.     Nov  10.     Nov  12,  1906.     7:2053.  

Fleischmann  Realty  &  Construction  Co  to  City  Mortgage  Co.  7th 
av,  s  w  cor  145th  st.  190.10  to  144th  st  xlOO.  Building  loan. 
Nov  2,  demand,  67r.     Nov  9,  1906.     7:2030.  235,000 

Same    to    same.      Same    property.      Certificate    as    to    consent    of 

stockholders  to  above  mort.     Nov  2.     Nov  9,  1906.     7:2030.     

Frank.  Meyer  to  Maurice  Cohen.  Lenox  av.  No  620,  n  e  cor  141st 
st,  Nos  75  to  79,  99.11x150.  Nov  9,  1906,  6  months,  6%.    6:1739. 

note.   25,000 

Fox,  Joseph  and  Emanuel.  Bertha  and  Samuel  Hoffman  exrs  Simon 
Hoffman  and  Edwin  J  Fishel  with  Ury  Danenberg  et  al  trustees 
Isaac  Danenberg.  Madison  av.  No  1.572.  Subordination  agree- 
ment.    Nov  2.     Nov  10,  1906.     6:1611.  nom 
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Adaptable  for 

Offices  and  Residences 

Systems  of  Less  Than  Five  Stations 


Interior  Telephones 

Fifty  Cents  a  Month 


No  Installation  Charge 
No  Maintenance  Charge 


THE  AnENTIOH  OF  ARCHITECTS  AND  BUILDERS  IS  PARTICUURLY  CALLED  TO  THE  ADVANTAGES  (tt  OUR  SYSTEMS. 
RATES  FOR  SYSTEMS  OF  OVER  FIVE  STATIONS  AND  ALL  OTHER  INFORMATION  MAf  BE  OBTAINED  UPON  APPLICATION 

NEW     YORK     TELEPHONE     COMPANY 


I  15  WEST  38th  STREET 


f5  DEY  STREET 


220  WEST  124th  STREET 


Frankcl,  Frauk  to  Louis  Meyer  Realty  Co.  128th  st.  No  102,  s  s, 
70  e  Park  av,  30x99.11.  Nov  8,  3  years,  6%.  Nov  10,  190(i. 
6:1770.  3,500 

Fox,  Joseph  and  Emanuel,  Bertha  and  Samuel  Hoffman  exrs 
Simon  Hoffman  and  Edwin  D  Fishel  with  Daniel  Loonie.  Madi- 
son av.  No  1570.  Subordination  agreement.  Nov  2.  Nov  10. 
190(1.      G:1C11.  nom 

Freeman,  Meyer  to  Isaac  S  Isaacs  exr,  &c,  Rosalie  Solomon.  50th 
st.  No  305,  n  s,  70  e  2d  av,  runs  n  100.5  x  e  18  x  s  100.5  x  s 
18  (?)  to  beginning,  probable  error.  Nov  15,  1906,  5  years, 
5%.     5:1843.  8.000 

Feder,  Morris  H  to  Henry  M  Flateau.  97th  st,  No  117,  n  a,  175 
e  Park  av,  25x100.11.  June  1,  2  years,  6%.  Nov  13,  1906. 
6:1025.  2,500 

Fine  (M)  Realty  Co  to  LAWYERS  TITLE  INSURANCE  &  TRUST 
CO.  110th  st.  No  434,  s  s,  262.9  w  Pleasant  av,  18.9x100.11. 
Nov   13,   1906,   due  June  30,   1907,   5%.     6:1709.  8,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders  to  above  mort.     Nov  1.     Nov  13,  1906.     6:1709.  

Same  and  Harris  Mandelbaum  and  Fisher  Lewine  with  same. 
Same  property.  Subordination  agreement.  Oct  31.  Nov  13, 
1900.     6:1709.  

Fox,  Joseph  and  Bertha  Hoffman  individ  and  as  extrx  Simon 
Hoffman  and  Emanuel  and  Siimuel  Hoffman  exrs  same  to  Ury 
Danenberg  et  al  trustees  Isaac  Danenberg.  Madison  av,  Nos 
1570  and  1572,  w  s,  62.11  s  106th  st,  2  lots,  each  19x100.  2 
morts,  each  $16,000.     Nov  9,  5  years,  5%.     Nov  10,  1906.  6:1611. 

32,000 

Fischel  Realty  Co  to  Cath  E  Weber  and  Geo  H  Kinn  as  trustees 
Chas  C  Weber  (Adam  Weber  trustee).  llSth  st,  Nos  209  and 
211,  n  s,  137.6  e  3d  av,  37.6x100.10.  Nov  12,  5  years,  5%.  Nov 
13,  1906.     6:1783.  34,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders  to  above  mort.     Nov  12.     Nov  13,  1906.     6:1783.  

Fischel  Realty  Co  to  Republic  of  Panama.  118th  st,  Nos  205  and 
207,  n  s,  100  e  3d  av,  37.6x100.10.  Nov  12,  5  years,  5%.  Nov 
13,  1906.     6:1783.  34,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders  to  above  mort.     Nov  12.    Nov  13.  1906.    6:1783.  ■ 

Fischel,  Jacob  with  B  Aymar  Sands  and  ano  trustees  Cath  Purdy. 
Henry  st.  No  197.  Subordination  agreement.  Nov  12.  Nov  13, 
1906..    1:285.  nom 

Fox,  Chas  R  to  Pauline  Fox.  Park  Row,  Nos  181  to  187,  s  w  cor 
Roosevelt  st,  — X — .  1-5  part.  Aug  16,  1905,  1  year,  6%.  Nov 
10,  1906.     1:118.  4,633.33 

Flam,  Isak  to  Chas  H  Freeman.  Broome  st,  Nos  171  to  177,  s  e 
cor  Clinton  st.  No  142,  runs  e  80  x  s  75  x  w  40  x  n  28  x  w  40 
X  n  47  to  beginning.  Prior  mort  $94,000.  Nov  12,  1  year,  6%. 
Nov  13,  1906.    2:346.  20,000 

Friend,  Manned  to  Fredk  Sheldon.  Allen  st.  No  53,  w  s,  abt  17.5  n 
Hester  st,  25x87.6.  Nov  12,  due  Nov  1,  1911,  4%%.  Nov  13, 
1906.     1:307.  18,000 

Friend,  Banned  to  Fredk  Sheldon.  Allen  st.  No  53,  w  s,  abt  175  n 
av,  21.10.X98.9.     Nov  9,  1  year,  6%.     Nov  10,  1906.     3:774.  1,200 

Goetz,  Max  to  Martin  Lahm  and  ano  exrs  Philip  Lahm.  88th  st, 
Nos  305  and  307,  n  s,  100  e  2d  av,  2  lots,  each  25x100.8.  2  P 
M  morts,   each  $17,000.     Nov  15,   1906,  5  years,  5%.     5:1551. 

34,000 

Goldschlag,  Abraham,  Frank  Hillman  and  Joseph  Golding  with 
Joseph  L  Buttenwieser.  11th  st,  Nos  627  and  631  East.  Subor- 
dination of  2  morts.     Nov  12.     Nov  13,  1906.     2:394.  nom 

Goldstein,  Fannie  to  EQUITABLE  LIFE  ASSURANCE  SOCIETY 
of  the  U  S.  (ilst  st,  No  244,  s  s,  175  e  West  End  av,  25x100.5. 
Nov  13,  1906,  due  Jan  1,  1912,  5%.     4:1152.  10,500 

Goldberger,  Rosa  wife  and  Martin  and  Sarah  wife  and  Joseph 
Weiss  with  David  Amolsky.  118th  st,  Nos  166  and  168,  s  s, 
150.10  w  3d  av.  50.10x100.11.  Subordination  mort.  Nov  10. 
Nov  13,  1906.     6:1645.  nom 

Goldberger,  Rosa  wife  of  and  Martin  and  Sarah  wife  of  and  Jos 
Weiss  to  Frances  C  W  Hartley.  llSth  st,  Nos  166  and  168,  s  s^ 
150.10  w  3d  av,  50.10x100.11.  Nov  12,  5  years,  4V2%-  Nov  13, 
1900.     6:1645.  51,000 

Gabay.  Gertrude  A  wife  Henry  G  to  Townsend  Wandell.  Lexing- 
ton av.  No  1890,  w  s,  50.11  s  118th  st,  16.8.x55.  Nov  12,  5  years, 
5%.     Nov  13,  1906.     6:1645.  6,000 

Same  to  same.  Same  property.  Prior  mort  $6,000.  Nov  12,  3 
years,  6%.     Nov  13,  1906.     6:164.5.  1,500 

Goldstein,  Fannie  to  John  W  Angell.  61st  st.  No  242,  s  s,  200  e 
West  End  av,   25x100.5.     Nov  13,   1906,  5  years,  5%.     4:11.52. 

10,500 

Gatti,  Joseph  to  METROPOLITAN  TRUST  CO  of  City  N  Y  trus- 
tees Isaac  E  Holbrook  for  Cornelia  F  Baker.  Crosby  st.  No 
91,  e  s,  190  s  Prince  st,  25x126.8  to  Lafayette  st.  No  252  x26x 
119.6.     Nov  9,  1906,  5  years,  5%.     2:496.  42,000 

Gutter,  Frederick  to  David  J  King  et  al  exrs  Edw  J  King.  115th 
st.  No  16,  s  s,  245  e  5th  av,  25x100.11.  Nov  9,  due  Nov  1, 
1911,  5%.     Nov  10,  1906.     6:1620.  21,000 

Goldstein,  Nathan  to  Chas  W  Bennett  and  ano  trustees  for  Cor- 
delia C  Whitney.  64th  st.  No  406,  s  s,  131  e  1st  av,  25x100  5 
Nov  10,  1906,  5  years,  5%.     5:1458.  17,000 

Gingold,  Isaac  to  American  Mortgage  Co.  117th  st.  No  5  n  s 
110  e  5th  av,  25x100.11.  Oct  30,  5  years,  4%%.  Nov  12,  1906. 
6:1623.  18,500 


Gouverncur  Realty  Co  to  Henry  C  Finck.  3d  st.  No  ISO,  s  s, 
200.7  w  Av  B,  24x106.  P  M.  Prior  mort  $27,000.  Nov  1,  1 
year,  6%.     Nov  12,  1906.     2:398.  7,500 

Goldman,  Harris  to  Joseph  Hesdorfer.  Madison  st,  No  319.  n  w 
cor  Gouverneur  st.  No  33,  20.8x98.4x26.8x98.1.  Nov  12,  1906, 
5  years,  5%.     1:268.  44,000 

Glokner,  Edw  O  A  to  Edw  Glokner.  1st  av,  No  403,  w  s,  118.1  n 
23d  st,  19.4x100.  Prior  mort  $10,000.  Nov  12,  1  year,  6%. 
Nov   14,   1906.     3:929.  3,500 

Goldin,  Sarah  with  TRUST  CO  OF  AMERICA.  Park  av,  Nos  1540 
to  1544,  n  w  cor  111th  st,  Nos  95  and  97,  100.llx.33.  Subordi- 
nation  agreement.      Oct   5.     Nov  14,   1906.     6:1617.  nom 

Goodman,  Moses  with  American  Mortgage  Co.  86th  st.  No  436, 
s  s,  178.5  w  Av  A,  41.8x102.2.  Agreement  as  to  ownership,  &c. 
Nov  1.     Nov  13,  1906.     5:15(j5.  nom 

Greenblatt,  Pincus  H  to  Rodney  Realty  Co.  Av  A,  No  1409,  n  w 
cor  75th  st.  No  443,  2.5.6x75.  Prior  mort  $27,000.  Nov  13,  2 
years,  6%.     Nov  14,   1906.     5:1470.  4.000 

Gauzza,  Giambatista  to  NEW  YORK  TRUST  CO.  Baxter  st,  No 
22,  w  s,  32.1  s  Worth  st,  24.11x117x25x117.  Nov  12,  1906, 
3  years,  5%.     1:160.  30,000 

Gauzza.  Giambatista  and  Henry  De  F  Weekes  with  NEW  YORK 
TRUST  CO.  Baxter  st.  No  22,  w  s,  32.1  s  Worth  st,  24.11xll7x 
25x117.     2  subordination  agreements.     Nov  12,  1906.     1:160.  nom 

Graf,  Ernest  to  Joseph  Raskin.  54th  st,  No  233,  n  s,  150  w  2d 
av,  25x100.5.     P  M.     Nov  15,  1906,  due  Aug  1,  1908,  6%.  5:1328. 

1,000 

Goldberg,  Meyer  and  Abraham  Greenberg  to  American  Mortgage 
Co.  1st  av,  s  e  cor  50th  st.  No  400,  90.x20.  Nov  14,  3  years, 
5%.      Nov   15,   1906.     5:1361.  11,000 

Heinle,  Frederick  C  to  Jessie  C  McBride.  178th  st,  s  s,  100  e 
Audubon  av,  45x91.2x45.1x88.3.  Nov  12,  3  years,  5%.  Nov 
13,  1906.     8:2132.  35,000 

Same  and  Paterno  Bros  with  same.  Same  property.  Subordina- 
tion agreement.     Nov  12.     Nov  13,  1906.     8:2132.  nom 

Haas,  Helen  M  to  Berthold  Hochschild.  West  End  av.  No  666, 
e  s,  62  n  92d  st,  19x80.  Nov  12,  3  years,  5%.  Nov  13,  1906. 
4:1240.  7,000 

Heydt,  Helene  and  Fannie  Goldstein  with  EQUITABLE  LIFE  AS- 
SURANCE SOCIETY  of  the  U  S  and  John  W  Angell.  61st  st, 
Nos  242  and  244  West.  Subordination  mort.  Nov  5.  Nov  13, 
1906.     4:1152.  nom 

Houpt  &  Finney  Co  to  LAWYERS  TITLE  INSURANCE  &  TRUST 
CO.  Columbus  av.  No  521,  n  e  cor  85th  st.  No  77,  102.2x100; 
Columbus  av,  s  e  cor  86th  st,  102.2x100.  Certificate  as  to 
consent  of  stockholders  to  2  morts  aggregating  $435,000.  Nov 
12.     Nov  13,  1906.     4:1199.  

Houpt  &  Finney  Co  to  City  Investing  Co.  Columbus  av,  s  e  cor 
86th  st,  102.2x100;  Columbus  av.  No  521,  n  e  cor  S5th  st. 
No  77,  102.2x100.  Prior  mort  $435,000.  Nov  13,  1906,  5  years, 
— %.     4:1199.  215,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders   to  above  mort.     Nov  1.3,   1900.     4:1199.  

Houpt  &  Finney  Co  to  LAWYERS  TITLE  INSURANCE  &  TRUST 
CO.  Columbus  av,  s  e  cor  86th  st,  102.2x100.  Nov  13,  1906.  5 
years,   5%.     4:1199.  220,000 

Houpt  &  Finney  Co  to  LAWYERS  TITLE  INSURANCE  &  TRUST 
CO.  Columbus  av.  No  521,  n  e  cor  85th  st.  No  77,  102.2x100. 
Nov  13,  1906,  5  years,  5%.    4:1199.  215,000 

Harris,  Fanny  to  Hannah  Friedman.  Lenox  av.  No  150.  e  s, 
75.10  n  117th  st,  25x100.     Nov  13,  1906,  2  years,  6%.     6:1601. 

4.000 

Halstead,  James  W  to  John  M  Mossman.  3d  av,  Nos  1260  to  1268, 
s  w  cor  73d  st,  Nos  184  to  188,  102.2x100.  July  1,  due  May  1, 
1907,5%.     Nov  10,  1906.    5:1407.  100,000 

Hilborn,  Gustav  to  LINCOLN  TRUST  CO.  Sullivan  st,  No  231, 
e  s,  400  n  Bleecker  st,  15x100.  Nov  15,  1906,  due  Dec  22,  1909. 
5%.     2:539.  10,000 

Hidden,  Thomas  B  as  trustee  Henrietta  .\  Webb  with  Abraham 
Jacobs.  118th  st,  Nos  153  and  1.55,  n  s.  285  w  3d  av,  50x100.11. 
Extension  mort.     Dec   12,   1905.     Nov  15,   1906.     6:1767.  nom 

Highland  Construction  Co  to  Abraham  Ruth.  Amsterdam  av,  Nos 
1.525  and  1527.  n  e  cor  135th  st,  Nos  493  to  499.  99.11x100. 
Prior  mort  $143,000.     Nov  14,  1906,  demand,  6%.     7:1972.  40,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders  to  above  mort.     Nov  14,  1906.     7:1972.  

Hahn,  Marie  W  to  Margt  J  Barlow.  141st  st.  No  541,  n  s,  262.6 
e  Broadway.  19x99.11.  P  M.  Nov  13,  3  years,  5%.  Nov  14 
1906.      7:2073.  10,000 

Hebald,  Julius  to  Francis  K  Pendleton  and  ano  trustees  Thomas  E 
Davis.  74th  st.  No  488,  s  s,  175  w  Av  A.  25x102.2.  Nov  12,  3 
years,  5%.     Nov  14,   1906.     5:1468.  22.000 

Helmstetter,  Gustav  to  TITLE  GUARANTEE  &  TRUST  CO.  West 
st.  No  172,  e  s,  53  n  Murray  st,  26.6x87.8x26.0x87.5.  Nov  10, 
due,  &c,  as  per  bond.     Nov  14,  1906.     1:131.  14,000 

Hamill,  Sarah.  Sarah  A  Hamraill  and  Thomas  McEwen,  Jr,  exrs 
Geo  W  Hamill  to  Anthony  Masset.  10th  st.  No  111,  n  e  s,  408 
n  w  2d  av,  21x94.6.  Certificate  as  to  payment  of  $250  on  account 
of  mort.     Nov  S.     Nov  9,   19(K).     2:406.  

Huppert,  Isaac  and  Hannah  and  Edw  Bernstein  to  Elinor  W 
Squier  as  guardian  C  Burnham  Squier.  Mangin  st.  No  25,  w  s, 
175  s  Delancey  st  old  line,  25x100.  Nov  9,  4  years,  — %.  Nov 
10,  1906.     2:322.  15,000 


The  text  of  these  pages  Is  copyrighted.     All  rights  are  reserved.        Notice  Is  herebjr  given  that  Intrlngement  will  lead  ta  proBacutlon. 


840 


itortgftgM  VIECORD     AM)     GUIDE         Manhattam        November  17,  1906 


PORTLAND 
CEM  ENT 

30    BROAD    STREET,    NEW    YORK 


ATLA 


3 
3,000 


1906. 
25,000 


Houpt  &  Finney  Co  to  Lawyers  Realty  Co.  Columbus  av,  No 
.-.21  n  e  cor  SSth  st.  No  77,  102.2x100;  Columbus  av,  s  e  cor 
SGth  St  102.2x100.  Prior  mort  .^650,000.  Nov  13,  due  Feb  13, 
1907,   5%.      Nov   U,    190f..      4:1199.  2,200 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders  to  above  mort.     Nov  13.     Nov  14,  1900.     4:119J. 

Herb,  Agnes  E  to  TITLE  INSURANCE  CO  of  N  Y.  (2d  St.  No 
2:!3   n  s,  227.0  w  2d  av,  17.6x102.2.     Nov  15,  1906,  5  years,  a/,. 

rii427.  lo.ixjo 

Hagen"  Ferdinand  J   to   Louis   Loos.      52d  st.   No  419,   n   s,   256.6 
e   Is't  av    20.10x77.6x21. 4.\S1.3.     Prior  mort  $6,000.     Nov  2, 
years,  5%.     Nov  12,  1906.     5:1364. 
Ilalpern,   Joseph   to   Ernestine   Gold.     02d   st,   No  407,   n  s,   13(.J 
,.    1st    av,    lS.9.x99.8x-xl03.2.      Nov    12,    1900,    3    years,    b%. 
."rl,'^64  2,200 

Heim  (Chas)  Co  to  Bernhard  Ziemer.  Columbus  av.  No  496,  s  w 
cor  S4th  st.  No  100.  Leasehold.  Prior  mort  $7,500.  Nov  10, 
due  April  1,  1908.  -%■     Nov  12,  1906.     4:1214.  11.390 

Haines  Franklin,  Yonkers,  N  Y,  to  Henry  Corn.  Waverly  pi. 
No  30  s  s,  62.9  w  Greene  st,  37.10x80.0x37.10.x80.9.  P  M. 
Prior  mort  $90,000.  Sept  28,  2  years,  — %.  Nov  9, 
2:r.47. 
Heller  Becky  and  Annie  Borodkin  to  LAWYERS  TITLE  INSUR- 
ANCE &  TRUST  CO.  3d  st.  No  24,  s  s,  155  w  2d  av,  2Ox0L 
Nov  9,   l'.XJ6,  4  years,  5%.     2:458.  10,000 

Hi'ller  Becky  and  Annie  Borodkin  to  Wm  F  Patterson  as  exr 
Saral  P  Patterson.  3d  st,  No  24,  s  s,  155  w  2d  av,  20x61.  Prior 
mort  $10,000.  Nov  8.  2  years,  6%.  Nov  9,  1906.  2:458.  2,000 
Horowitz,  Abram  and  Isaac  R  to  Emanuel  Arnstein.  loSth  st, 
Nos  .V2  to  5:^8.  s  s,  350  w  Amsterdam  av,  100x99.11.  Nov  9. 
1906,   1  year,  6%.     8:2116.  15,000 

Heymann  Jos  to  BOND  &  MORTGAGE  GUARANTEE  CO.  Madi- 
son av,'  No  1561,  e  s,  7.->.ll  n  105th  st,  24.6x70.  Nov  9,  due 
&c,  as  per  bond.     Nov  10,  1906.     6:1611.  14,000 

Hall  Thos  R  A  to  Thomas  J  McLaughlin.  147th  st,  Nos  510  and 
512.  s  s.  200  w  Amsterdam  av,  50x99.11.     Receipt  for  payment 

of  $5,000  on  account  of  mort.    June  1.     Nov  9,  1906.     7:2078.  

Haber,  Morris  and  Louis  Stumpf  to  Harry  Kraus  and  ano  exrs 
Henry  Sonaheim.  Lewis  st.  No  S4V4.  e  s,  165  s  Stanton  st,  20x 
IIMI.      Nov  12,   3  years,  5%.     Nov  14,   1906.     2:329.  13,000 

Halprin.  Abraham,  Mendel  Diamondston  and  Jacob  Levin  to 
Daniel  Cunningham.  Essex  st,  No  11,  w  s,  abt  175  s  Hester  st, 
25x87.6.     P  M.     Nov  14,  1906,  0  years,  5%.     1:297.  39,000 

Isaacs,  Joseph  to  Wm  L  Condit.  65th  st.  No  312,  s  s,  143.9  e 
2d  av,  18.9x88.6x18.9x85.9;  65th  st.  No  314.  s  s,  162.6  e^  2d 
av  runs  e  18.9  xs  —  xnw  —  xn— -to  beginning.  Nov  7.  3 
years,  5%.     Nov  9,  1906.     5:1439.  33,000 

Inslee  Wm  F  to  Anthony  W  Miller.  35th  st.  No  409,  n  s,  100  w 
9th  'av,  25x98.9.     Nov  14,  3  years,  5%.     Nov  15,  1906.     3:733. 

15,000 
Isham    Chas  to  Wm  R  H  Martin  and  ano  exrs.     38th  st,  No  122,  s 
s    251.6   e   4th   av,   14x98.9.      P   M.     Nov   14,   1   year.   5%.      Nov 
15,  1906.     3:893.  50,000 

Iron  Realty  Co  to  TITLE  INSURANCE  CO  of  N  Y.  13.oth  st, 
Nos  69  and  71,  n  s,  110  e  Lenox  av,  37.6x99.11.  Nov  9,  due 
June  .30,  1911,  5%-     Nov  14,  1906.     6:1733.  35,000 

Same  to  same.     Same  property.     Consent  of  stockholders  to  above 

mort.      Nov  9.     Nov   14,   1900.     6:1733.  

Jordan  Isabelle  M  to  Anna  Mahnken  and  ano  exrs,  &c,  John 
F  Mahnken.  90th  st,  No  315,  n  s,  159.10  w  West  End  av. 
19.11x100.8x20x100.8.    P  M.     Nov  14.  1906,  5  years,  5%.  4:1251. 

20,000 
Same  to  same.     Same  property.     P  M.     Nov  14,  1906,  1  year,  6%. 

4:1251.  5,000 

Josephthal,  Theresa  to  Herman  Goldstein.  4th  st.  No  266,  s  s. 
288  7  e  Av  B,  24.9x96.3.  Extension  mort.  Oct  23.  Nov  14, 
1906.     2:386.  '  nom 

Jacobs,  Joseph,  Borough  of  Queens,  N  Y,  and  Louis  Jacobs. 
N  Y,  to  Henry  Hanf.  Monroe  st.  No  9,  n  s,  151.7  e  Catharine 
st,  25x100.  P  M.  Prior  mort  $23,000.  Nov  14,  3  years,  6%. 
Nov  15,   190(!.     1:276  10,000 

Jarrisch,  Max  to  Charles  H  Phelps  exr  Wm  Wall.  Bowery,  No 
l»r2,  w  s,  abt  150  n  Hester  st,  12.0x90.  Extension  mort.  Nov  8. 
Nov  10,  1906.     1:239.  nom 

Jungmann,  Julius  to  Louise  L  Williams  et  al  trustees  Rebecca 
Ladew.  3d  av.  No  1020,  w  s,  abt  75  s  61sl  st,  25x95.  Nov  8. 
3  years,  i%%.     Nov  13.  1906.     5:1395.  50,000 

Jarmulowsky,  Meyer  and  Louis  to  Minnie  Fine.  119th  st,  Nos 
433   and  435   East.      Certificate   as   to   ownership   of   mort.      Oct 

22.     Nov  9,   1906.     6:1807.  

Jacobs,  Joseph  to  .\aron  J  Bloomberg.  Eldridge  st.  No  230,  e  s. 
100  u  Stanton  st,  25x87.0.  P  M.  Nov  1,  2  years.  6%.  Nov  9, 
1906.     2:417.  1.000 

Kalz,  Daniel  and  Nathan  Grabenheimer  and  Max  J  Sulzberger  to 
John  T  Willets  guardian  Josiah  M  Willets.  Amsterdam  av, 
Nos  520  to  .528,  n  w  cor  85th  st.  No  201,  102.2x70.  Nov  9, 
19(Ki,  5  years.  4%'7c.     4:1233  120,000 

Kirby,  Emma  P,  East  Moriches,  L  I,  to  TITLE  INSURANCE  CO 
of  N  Y.  44th  St.  No  124,  s  s,  18.4  e  Lexington  av,  16.4x83. 
Nov  8,  1  year,  6%.     Nov  9,  1906.     5:1298.  2,000 

Koplik.  Isidor  and  Hymau  Rosner  to  Julia  L  Butterfield.  2d  av. 
No  1960,  s  e  cor  101st  st.  No  30O,  25.11x100.  Nov  8,  5  years. 
5%.     Nov  9,  1906.     6:1672.  32,500 

Koplik,  Isidor  and  Hyman  Rosner  to  Julia  L  Butterfield.  2d  av. 
No  1946,  n  e  cor  100th  st.  No  301,  25.11x100.  Nov  8.  5  years. 
.5%.     Nov  9,  1906.    6:1672.  gold,  32,500 

Kelly,  Mary  F  to  Mayer  Hoffman  and  ano.  149th  st,  s  s,  340  e 
8th  av,  2  lots,  each  40.x99.11.  2PM  morts,  each  $9,000.  2 
prior  morts,  $38,000  each.  Nov  8,  3  years,  6%.  Nov  9,  1906. 
7:2034.  18.000 

Karsch,  George,  College  Point,  L  I,  to  Hattie  B  Karsch.  Wads- 
worth  av,  w  s,  100  s  181st  st,  44.6x80.  Oct  26,  3  years,  5%. 
Nov  9,  1906.     8:2163.  6,500 

Kk'infeld,  Isaac  and  Isaac  Rothfeld  to  Moses  Kinzler.  Chrystie 
st,  Nos  168  and  170,  e  s,  1,50  s  Rivington  st,  49.9x82x50.\82; 
Houston  st,  No  157.  s  s.  58.4  e  Eldridge  st.  25x75.  Prior  mort 
$92,000.     Nov  9,  1906,  due  Jan  2,  1907,  6%.    2:417  and  420.  5,000 


Kelly,   Agnes  to  James  Carter.     132d  st.  No  74,  s  s,  166 
av,  19.x99.ll.     P  M.     Nov  1,  1  year.  5%.     Nov  15,  1906. 


e  Lenox 
6:1729. 

8,000 

st,    Nos 

demand, 

5,0(X» 

117th  st,  Nos  127 

Nov   12,   demand, 

10,000 


Kurzrok,    Raphael    to    Isidore    Jackson    and    ano.      120th 
235  and  237,   n   s,   185  w  2d  av,  37.6x100.11.     Nov  12, 
6%.      Nov    14,    1906.     6:178.5. 
Kurzrok,  Raphael  to  Isidore  Jackson  and  ano. 
to   135,   n   s,   65   w   Lexington   av.   75x100.11. 
—%.     Nov  14,  1906.     6:1645. 
Kugelman,   Hattie  to  Annie  M  wife  Meyer  Bernstein  et  al.     101st 

st.   No   120  East.     Extension  mort.     Nov  14,  1900.     6:1628.       nom 
Keeley,    Mary    E    to    NORTH    RIVER    SAVINGS    BANK.      34th    st. 
No  267,  n  s,  60  e  8th  av,  21.8x78.     Nov  14.  1906.  3  years.  —%. 
3:784.  2.500 

Kantor.  Hyman  and  Harris  Sussman  to  Jessie  C  McBrlde.  125th 
St.  s  s,  100  w  Broadway,  63  to  c  1  Old  Bloomingdale  road 
(closed)  X— x42.(;xl00.11.  Building  loan.  Prior  mort  .$32,.500. 
Nov  13.  1  year,  6'/f.     Nov  15,  1906.     7:1993.  30,tH)0 

Kohn,  Nathan  to  Samuel  Greenfield.  13th  st.  No  512,  s  s,  abt 
165  e  Av  A,  2.5x103.3.  P  M.  Nov  15,  1906,  due  May  15,  1907, 
6%.      2:406.  11.000 

Kaiser,  Joseph  B  to  Fredk  A  Schermerhorn  trustee  Adeline  E 
Schermerhorn.  56th  st.  No  334,  s  s,  350  e  9th  av.  25xl00..5. 
Nov  15.  1906,  3  years,  4%%.    4:1046.  20,000 

Kurzrok.  Raphael  to  LAWYERS  TITLE  INSURANCE  &  TRUST 
CO.  101st  st,  n  s,  80  e  Lexington  av,  240x100.11.  Nov  14,  3 
years,  5%.     Nov  15,   1906.     6:1629.  100,000 

Kantor,  Leopold,  Joseph  B  Cooper  and  Louis  Wittcotf  to  Au- 
gustus F  Holly.  St  Nicholas  pi,  Nos  34  and  36,  e  s,  249.1  sol 
1.53d  st  if  extended,  75x200  to  Edgecombe  av.  Prior  mort 
$170,000.     Nov  10,  due,  &c,  as  per  bond.     Nov  15,  1906.     7:2054. 

20.000 

Kantor,    Leopold    and    Joseph    B    Cooper    and    Louis    Wittcoff    to 

Jonas   B   Kissam.      Edgecombe   av.   w  s.   249.1   s   c   1   153d   st   it 

extended,   2   lots,   each   37.6x100.     2  morts,   each  $40,000.      Nov 

10,  due  as  per  bond,  5%.     Nov  15,  1906.     7:2054.  80,000 

Kraus,   Morris  to   Beadleston  &  Woerz.     2d  av,   No  2058.     Saloon 

lease.     Nov  12,  demand.  6%.     Nov  13,  1906.    6:1677.  900 

Kohn.  Edmund  with  TITLE  GUARANTEE  &  TRUST  CO.  111th 
St.  No  162  East.  Subordination  agreement.  Sept  26.  Nov  13, 
190t;.     6:1638.  nom 

Kessler.  Max  to  TITLE  GUARANTEE  &  TRUST  CO.  111th  st. 
No  H)2,  s  s,  106.3  e  Lexington  av,  18.9x100.11.  Sept  26,  due, 
&c,  as  per  bond.     Nov  13,  1906.     6:1638.  7,000 

Kissam,  Jonas  B  with  LAWYERS  TITLE  INSURANCE  &  TRUST 
CO.  9th  av,  Nos  129  to  133,  n  w  cor  18th  st,  Nos  401  and  403, 
47.4x85.  Subordination  agreement.  .  Nov  8.  Nov  13,  1906. 
3:716.  nom 

Kissam.   Jonas   B   with   LAWYERS   TITLE  INSURANCE   &  TRUST 
CO.     18th  st,  Nos  4t)5  and  407,  n  s,  85  w  9th  av,  40x— .     Subordi- 
nation  agreement.      Nov  8.     Nov   13,   1906.     3:716.  nom 
Kramer.    Max   J,    New    York,   and   Henry   Rockmore,    Brooklyn,    to 
Corporate   Realty   Assoc.     67th   st,   s   s.   100  e   3d   av.  90x100.5. 
Building  loan.     Prior  mort  $44,500.     Oct  31,   1  year,  6%.     Nov 
13.   1906.     5:1421.                                                                            50,000 
Kight,    Alonzo    B   to    MANHATTAN   LIFE   INSURANCE   CO.      97th 
St.  s  s,  225  w  West  End  av.  75x100.11.     Nov  13,  1906,  due.  &c. 
as  per  bond.     7:1887.                                                                         125.000 
Kelsey,  Otto,  Supt  of  Ins  of  State  of  N  Y,  and  MUTUAL  RESERVE 
FUND    LIFE      INSUR.\NCE      CO      with       Philipu      and      Harry 
Weinberg.      Charles    st,    Nos    SO    and    .82.      Two    extensions    of 
morts.  &c.     Nov  5.     Nov  12,  1906.     2:620.  nom 
Kight,   Alonzo  B  to  LAWYERS  TITLE  INSURANCE  &  TRUST  CO. 
95th  st,  Nos  202  and  204.  s  s.  100  w  Amsterdam  av.  62.4x100.10 
x56xl0O.8.     Nov  12,  190t),  3  years,  5%.     4:1242.                       85,000 
Landecker,    Isidor   to   Gustav    Goodmann.      77th   st.    No   341,    n   s, 
200  w  1st  av,  25x102.2  P  M.    Prior  mort  $13,000.     Nov  15,  1906, 
2  years,  (i%.     5:1452.                                                                              1,000 
Lazerowitz,    Simon    to    Abraham    Lubetkin    and    ano.      Broome    st. 
No    270,    n   s,   39.8   e    Allen   st,    24x75.6x24x75.3.      P   M.      Prior 
mort  $30,000.    Nov  15,  1906,  6  years,  6%.     2:414.                    13,000 
Liggan,   Julia   E   to   Leslie   Coffman.      5th   av,    Nos   2227   to   2231, 
s  e  cor   13(ith  st.   No  2.  99.11x100.     Prior  mort  $153,500.     Nov 
10,  demand,  6%.     Nov  14,  1906.     6:1760.                                     20,000 
Leibowitz,    Kesil    and    Abram   Jankelewitz    to   Benj    M   Gruenstein 
and   ano.     2d   av.   No   1850,   e   s,   50.8  s  96th   st,   25x100.      P  M. 

Prior  mort  Sf •     Nov  14,  1906,  6  years,  6%.     5:1558.  5,500 

Leibowitz.  Kesil  and  Abram  Jankelewitz  to  Benj  M  Gruenstein 
and  ano.     2d  av.  No  1848.  e  s.  75.8  s  96th  st.  25.lx99.10x25.5x 

99.10.      P   M.     Prior   mort   $ .      Nov   14.    1906,   6   years,   6%. 

5:1558.  5,500 

Lehman,  Samuel  to  Francis  C  Huntington  as  trustee  for  Alexa  C 
Bowden.  136th  st.  No  119,  n  s,  509  e  7th  av.  16x99.11.  Oct  31, 
5   years,   5%.      Nov   14,    1900.      7:1921.  11.500 

Same  and  Wm  C  Haskell  with  same.     Same  property.     Subordina- 
tion  agreement.      Oct  31.     Nov   14,   1906.     7:1921.  nom 
Leibold,   John   to   Lewis   S  Goebel.     Prince   st.   No   197,   n  s,   75  w 
Sullivan  st,  25x100.     Nov  10,  3  years,  57c.     Nov  14,  1900.  2:518. 

2,000 

Liggan,  Julia  E  to  Charles  Lowe  and  ano.     5th  av,  Nos  2131  and 

2133,  s  e  cor  136th  st.  No  2,  37.6x100.     P  M.     Nov  10,  5  years. 

G%.     Nov   14,   1906.     6:1700.  15,227.27 

Same   to   Northwestern  Realty  Co.      Same  property.     P  M.      Prior 

mort  $65,227.27.     Nov  10,  installs,  6%.     Nov  14,  1906.     6:1760. 

10,000 
Liggan,   Julia   E   to   Chas   Lowe   and   ano.     5th   av.   No   2129,   e   s. 
37.6   s   1.36th   st,   37.5x100.      P   M.      Nov   10,   5   years,   6%.      Nov 
14,   1906.     6:1760.  10,6.59.00 

Levin,   Isaac   to   Gudol   Lerner.      Monroe  st.   No   142.      Assignment 

of  rents  to  secure  !f332.     Oct  16.     Nov  15,  190(i.     1:256.  nom 

Lilienthal.  Howard  to  County  Holding  Co.  73d  st,  n  s,  ti68.3 
w  3d  av,  26.9x102.2.     P  M.     Nov  15,  1906,  1  year,  5%.     5:1408. 

40,000 
Lowenfeld,  Pincus  and  Wm  Prager  with  Sender  Jarmulowsky.     3d 
av.    Nos  973   and  975.   n   e   cor   58th   st,   Nos   201   to  207.   50.2x 
irreg  xlOO.5  to  n  s  .58th  st  xl55.     Subordination  agreement.     Nov 
8.     Nov  9,  1906.     5:1332.  nom 
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Lowinson,  Emanuel  with  Benjamin  Natkins.  76th  st,  No  167, 
n  s,  140  e  Amsterdam  av.  20x100.2.  Subordination  agreement. 
Nov   10.     Nov   1?,,   1900.     4:1148.  nom 

Loewy,  Nathan  to  Isaac  Klinghofter.  113th  st,  Nos  010  and  012. 
s  s.  252.0  e  Riverside  Drive,  42.'cl0O.ll.  Prior  mort  .$(!.5.000. 
Nov  9,  due  July  1,  1907,  6%.     Nov  10.  1900.     7:1.89.5.  15.000 

Lester  Realty  Co  to  Lester  Cohn.  109th  st,  Nos  223  and  225,  n  s, 
3a)  w  Amsterdam  av,  44.4x100.11.  P  M.  Prior  mort  |45,000. 
Nov  7,  3  years,  (j%.     Nov  10.  1900.     7:1881.  20,000 

Liggan.  Julia  E  to  Leslie  .Cottman.  Old  Broadway,  Nos  2370  and 
2378,  e  s.  .52.5  s  132d  st.  51.6xl00.x49.8xll2.3.  P  M.  Nov  0. 
demand,  0%.     Nov  12,  1900.     7:1980.  10,000 

Miller,  Lena  to  LAWYERS  TITLE  INSURANCE  &  TRUST  CO. 
113th  st.  No  134.  s  s,  229  e  7th  av,  27x100.11.  Nov  12,  1906,  5 
years,  5%.     7:1822.  22,500 

Same  and  Henry  Ettelson  with  same.  Same  property.  Subordina- 
tion  agreement.     Nov  10.     Nov  12,   1906.     7:1822.  nom 

Moran,  Rosalie  de  Normandie  wife  of  and  Chas  A,  of  Bernards. 
N  J.  to  FARMERS  LOAN  &  TRUST  CO.  Madison  av,  Nos  953  to 
957,  n  e  cor  75th  st,  01.0x05.  Nov  12,  1900,  3  years,  4%%. 
5:1390.  100,000 

Marie  Eugenie  Countess  de  La  Valette  to  Francis  J  Welton.  89th 
st,  Nos  119  and  121,  n  s,  450  e  Amsterdam  av,  .50x100.8.  P  M. 
Prior  mort  $28,000.  Nov  8,  due  March  1,  1909,  5%,  Nov  9, 
1900.     4:1220.  7,000 

Mayer.  Samson  to  Henry  R  Winthrop  and  ano.  63d  st,  No  113,  n 
s,  116.8  w  Columbus  av,  18.9x100.5.  P  M.  Oct  25,  2  years,  5%. 
Nov   9,   1906.      4:11.3.5.  14.000 

Moss  Realty  Co  to  Rebecca  Moss.  Union  Square  West,  Nos  11  to 
15,  s  w  cor  15th  st.  No  22.  77.5x100.10.  Certificate  as  to  con- 
sent of  stockholders  to  mort  for  ,f,jO,000,  dated  Oct  30,  1900. 
Nov  9,  1900.     3:842.  

Same  to  Tiffany  &  Co.  Same  property.  Certificate  as  to  consent 
of  stockholders  to  mort  for  ,$115,000.  Oct  30.  Nov  9,  1906. 
3:842.  

Moore,  Anson  to  LAWYERS  TITLE  INSURANCE  &  TRUST  CO. 
55th  st,  No  323,  n  s,  268.9  w  8th  av,  18.9x100.5.  Nov  8,  5  years, 
5%.     Nov  9,  1906.     4:1046.  13,000 

Miller,  Oscar  and  Baila  Wolfinger  to  Wm  Rabinowitz.  12.oth  st, 
No  434,  s  s,  350  e  Amsterdam  av,  25x100.11.  Prior  mort  $35,- 
000.     Nov  8,  demand,  G7r.     Nov  9,   1900.     7:1965.  2,100 

Maran,  Harris  and  Ely  to  Harris  Mandelbaum  and  ano.  Manhat- 
tan st,  Nos  31  to  47,  n  s,  104.8  e  Amsterdam  av,  runs  n  100  x  e 
172.10  x  s  w  100.7  to  st  X  w  162.9  to  beginning.  Building  loan. 
Prior  mort  $110,000.     Nov  7,  1  year,  6%.     Nov  9,  1900.     7:1966. 

65,000 

Metropolis  Construction  Co  to  Mannados  Realty  Co.  Madison  av, 
Nos  1400  to  1400.  n  w  cor  97th  st,  — x — .  Assignment  of  rents. 
Sept   1,  1905.     Nov  9,   1906.     6:1603.  other  consid  and  100 

Mitchell,  Hubbard  W  to  TITLE  GUARANTEE  &  TRUST  CO. 
Madison  av.  No  747,  e  s.  33.9  s  05th  st,  16.8x00.  Nov  12,  due. 
&c,  as  per  bond,     Nov  13,  1906.     5:1379.  22.000 

Marquaud.  Allan,  Henry  G  Ward  and  Harold  Godwin  with  The 
Presentation  Day  Nursery  B  V  M,  a  corporation.  32d  st.  No 
230,  s  s,  266.8  w  2d  av,  16.8x98.9.  Extension  mort.  Oct  24. 
Nov  10,  1900.    3:912.  nom 

Montgomery,  John  to  Jessie  Burkhalter.  15th  st.  No  228,  s  s, 
372.4  w   7th  av,   24.9x86.6.     P   M.      Nov   12,  5  years,  5%.     Nov 

13,  1900.     3:764.  8,000 
Marino  ,  Antonio  to  St  Luke's  Home  for  Aged  Women,  a  corpora- 
tion.    1st  av,  No  2243.  w  s,  40  n  115th  st,  20x73.     Nov  12,  5 
years,  5%.     Nov  14,   1900.     6:1687.                                                 10.000 

McCarthy.   Wm  H   with   Mary   L  Winters.      Madison   av.   No   184.5^ 

e   s,   51.4  n  120th  st,  16x83.     Extension  mort.     Oct  5.     Nov  14. 

1900.      0:1745.  nom 

Maloney,    Julid   to   TITLE    GUARANTEE    &   TRUST   CO.      142d    St. 

No   1!33,   n   s,   lOl   e   7th   av,   27x99.11.      Nov   14,   1906,   due,   &c. 

as  per  bond.     7:2011.  19.0<JO 

Murphy,   Mary,   Brooklyn,   N  Y,   to  John  Hardy  exr  Wm  B  Finley. 

133d   St.   No   120.   s   s,   230  n  w  Lenox  av,  20x99.11.     Oct  22,   3 

years,   5%.     Nov  14,   1900.     7:1917.  7.000 

Same    to    Edw    H    Murphy.      Same    property.      Prior   mort    $7,000. 

Nov   13,   2  years,  5Vz7c.     Nov  14.   1900.     7:1917.  2,.500 

Manley,   Olivia   M   widow   to  John   Dwyer.     49th   st.   No   115,   n   s, 

210.8  w  6th  av,  20.10x100.5.     Nov  8,  due  July  2,  1908,  4%%.  Nov 

14,  1906.     4:1002.  800 
MuUer.    Cath,    John,    Fredk,    Kate   and    Matilda   to    GERMAN   SAV- 
INGS BANK  in  City  N  Y.     4th  St.  No  .32.  s  s.  246.8  e  Lafayette 
pi,  runs  s  94.11  x  w  19.5  x  n  10.3  x  w  5.7  x  n  ,S4.8  to  st  x  e  25  to 
beginning.      Nov  14.   190<j,   3  years,  4»^%.     2:.531.                    16,000 

Meding,  Mary  D  to  Ella  W  Jackson.  121st  st,  No  111,  n  s,  107.6 
w  Lenox  av,  15x100.11.  Nov  5,  5  years.  4%%.  Nov  15,  1906. 
7:1900.  1.3,000 

Meehan,  Katherine  B  to  TITLE  GUARANTEE  &  TRUST  CO 
103d  st.  No  146,  s  s,  177.5  e  Amsterdam  av,  32x105.4x32x105.0. 
Nov  13,  due,  &c,  as  per  bond.     Nov  15,  1900.     7:1857.  18,000 

McManus,  Thomas  J  to  Henry  A  James  trustee  under  deed  of  trust 
dated  Nov  25,  1890.  85th  st.  No  101,  n  s,  139.6  e  Amsterdam 
av.  runs  n  102.2  x  e  10.6  -x  s  4.8  x  e  7  x  s  97. (!  to  st  x  w  17.0 
to    beginning.      P    M.      Nov    2,    due    Nov    15,    1911,    4%%,      Nov 

15,  1900.    4:1210.  17,.500 
McManus,   Thos  J  to  Henry  A  James   trustee  under  deed   of  trust 

dated  Nov  25,  1890,  85th  st.  No  1.59.  n  s,  157  e  Amsterdam  av 
17.0x97.6.     P  M.     Nov  2,  5  years,  4»^%.     Nov  15,  1906.     4:1210 

17..50O 

Manix,  Catherine  and  Anna  L  to  Martin  Ungrich.  8th  av.  No 
2453,  w  s,  334.6  n  130th  st,  25.3x100.  P  M.  Nov  14,  due,  &c, 
as  per  bond.     Nov  15,  1900.     7:1958.  25,000 

Same  to  same.  Same  property.  P  M.  Prior  mort  $25,000.  Nov 
14,  5  years,  6%.     Nov  15.   1900.     7:1958.  7.000 

Natkins,   Benj   to   Frances  F  Thompson.     76tjj  st,   No  167.  n  s, 


140  e  Amsterdam  av,  20x102.2.     Nov  12,  3  years,  5%.     Nov  13 
1000.    4:1148.  25.000 

Newmark.   Joseph   and   Harry  Jacobs   to  Louis   Frankel.     40th   st 

No  240.   s  s,   150  w  2d   av.   25x100.5.     P  M.      Prior  mort  $ 

April    10.    due    Oct    10.    1907,    6%.      April    17,    1906.      Corrects 
error  in  issue  of  April  21,  when  location  was  146th  st.     5:1319. 

4.500 

Nicoll,  Louis  C  and  Solomon  Merksamer  to  Pincus  Lowenfeld  and 
ano.  St  Nicholas  av,  Nos  925  and  927,  w  s,  51.9  n  150th  st,  runs 
w_,S6  X  s  40.11  to  n  s  15(;th  st.  No  411,  x  w  25  x  n  99.11  x  e 
97.3  to  av  X  s  51  to  beginning.  Nov  8,  demand,  6%.  Nov  10. 
1906.      8:2107.  1.5.000 

Nones,  Caroline  L  to  Charles  K  Beekman  and  ano  as  trustees  Wm 
B  Beekman.  120th  st.  No  315,  n  s,  1,89.0  e  2d  av,  13.11x100  10 
Nov  14.   1900.  3  years,  4%%.  6:1797.  3,000 

New  York  City  Church  Extension  and  Missionary  Society  of  the 
M  E  Church  to  The  First  Roumanian  American  Congregation 
Rivington  st,  Nos  89  to  93,  s  s.  50  w  Ludlow  st,  7<)x]00.  Cer- 
tificate of  .payment  of  $2,500  on  account  of  mort.  Nov  2.  Nov 
13.    1900.      2:410.  _ 

Nieberg,  Louis  and  Benj  to  MUTUAL  LIFE  INSURANCE  CO  of 
N  Y.  Lexington  av,  n  w  cor  102d  st,  runs  n  145.10  x  w  ]00  x 
s  44.11  X  e  22.0  x  s  100.11  to  102d  st  x  e  27.6  to  beginning 
Nov   14,   1000,  due,  &c,  as  per  bond.     6:1030.  .50  000 

Norwood  Realty  Co  to  David  L  Weil  and  ano.  100th  st  No  .54 
s  s,  280  w  Park  av,  25x100.11.  P  M.  Nov  9,  due  July  18  190"' 
0%.     Nov  12.  1906.     6:1611.  2.700 

New  York  Daily  News  Co  to  Frank  A  Munsey.  Consent  of  stock- 
holders to  mortgage  for  $500,000  on  furniture,  fixtures,  &c 
situated  in   No  141   East  25th  st.     Nov  12.     Nov  13.   1900.        

Same  to  same.  Certificate  as  to  above  consent  of  stockholders  to 
mort  to  secure  indebtedness  to  Frank  A  Munsey.     Nov.  12.     Nov 

Gates.  Thomas  F  and  Alice  and  James  J  to  TITLE  GUARANTEE  & 
TRUST  CO.  1st  av.  No  42.5,  w  s,  24.9  s  25th  st,  24.8x75  Nov 
2,  due,  &e,  as  per  bond.     Nov  10.  1906.     3:030.  3  000 

O'Donnell.  Catharine  with  Annie  Parker.  84th  st  No  5  n  s 
119  w  Central  Park  West,  18.0x102.2.  Extension  mort.'  Nov 
8.      Nov   14,    1900.      4:1198.  nom 

Oussani,  Peter  T  to  Ann  Weaver.  7th  av,  No  2193  e  s  43  8  s 
1.30th  st,  18.9x75.  P  M.  Nov  1.  1  year,  6%.  Nov  12  1906 
(:1914.  3  000 

Piatoff,  Max,  Saml  Milstein,  Abraham  Cohn  and  Saml  Strauss  to 
Cath  A  De  La  Vergne  and  ano  trustees  John  C  De  La  Vergne 
for  benefit  Kath  De  La  Vergne.  110th  st,  Nos  117  and  119  n 
s.  116.3  e  Park  av.  .38.9x100.11.  Oct  1,  5  years,  5%.  Nov  '12 
190(3.     0:1(!,3,8.  40,000 

Perry,  Alvan  W  to  Sidney  W  Hughes.  57lh  st.  No  128,  s  s.  67  6 
w  Lexington  av,  22.6x25.5.  Certificate  as  to  payment  of  $2  0(10 
on  account  of  mort.     Nov  1.     Nov  15,  1900.     5:1311,  '   nom 

Prudential  Real  Estate  Corporation  to  MUTUAL  LIFE  INSUR- 
ANCE CO  of  N  Y.  27th  st.  No  242,  s  s,  210.5  e  8th  av.  runs  e 
24.10  X  s  9.4  X  w  24.10  x  n  10  to  beginning;  Plot  begins  212  2  e 
8th  av  and  98.9  s  27th  st,  runs  u  88.9  x  e  24.10  x  s  89.5  x  w 
24.10  to  beginning,  both  known  as  242.  Nov  15,  1906,  due  &c 
as  per  bond.     3:770.  13,000 

Pervini,  Andrea  and  Giacomo  to  Charles  Griffen  et  al  trustees 
Saml  Willets  for  benefit  Walter  R  Willets.  106th  st  No  318 
s  s.  275  e  2d  av,  2.5x100.11.     Nov  14,  1906,  5  years,  5%.     6:1077' 

23.0(10 

Penner.  Tena  and  Sadie  Friedberg  to  James  R  Plum  as  exr,  &c.  of 
will  of  .-^nna  L  Plum  and  ano.  St  Marks  pi.  No  .53  (8th  st)  n  s 
250  e  2d  av,  25x,S5.1].     Nov  14.  1900,  3  years,  5%.     2:4.50.     19,000 

Post,  Wm  S  to  Charles  W  Pierson.  71st  st.  No  171.  n  s.  220  w 
3d  av,  15x102.2.  P  M.  Nov  12,  1  year,  07c.  Nov  15  1900 
fi:lJO(i.  15,000 

Reiser,  Albert  to  Isaac  Goldberg.  10th  av,  No  508,  e  s,  98  9  s 
.30th  St.  24.8x100.  P  M.  Prior  mort  $25,000.  Nov  15,  1906, 
3   years,   (3%.      3:736.  5,000 

Post,  Laura  J,  of  Lawrence.  Nassau  County,  N  Y,  to  LAWYERS 
TITLE  INSURANCE  &  TRUST  CO.  72d  st.  No  218,  s  s  217  1  p 
3d  av,  17.11x102.2.  Oct  31,  due  June  30,  1911,  5%  Nov  14 
1900.      5:1420.  '  n.obo 

Potter,  Fredk  and  Clarence  H  Kelsey  trustees  under  deed  of  trust 
dated  Jan  29,  1894,  to  Richard  M  Hoe  and  ano  trustees.  12th 
st,  Nos  43  and  45,  n  s,  1,50.4  w  Broadway,  runs  w  49.4  x  n 
117.0  x.e  25.4  x  e  4.7  x  s  e  27.8  x  e  11.0  x  s  100  to  beginning. 
Oct  31,  due.  &c.  as  per  bond.     Nov  13,  100(5.     2:.5(j4.  KiO.OOO 

Pinto.  Pietro  and  Pietro  Repole  to  Lion  Brewery.  1st  av.  No 
2057.     Saloon  lease.     Nov  2,  demand,  6%.     Nov  9,  1006.    6:107,S. 

4.107.30 

Pernetii,  Michl  to  Michl  Palladino.  111th  st.  No  .303,  n  s  75  e 
2d  av,  27.1x100.11.  P  M.  Prior  mort  $10,000.  Nov  2.  3  'years. 
O^f.      Nov  9,   1900.     0:1683.  (;,500 

Pressman,  Dora  to  Lemuel  Baum  et  al  as  exrs  Meyer  Baum.  Eld- 
ridge  St.  No  43.  w  s,  100  n  Canal  st,  25.10x100.  P  M.  Prior 
mort  $22,000.     Nov  1,  3  years.  ei%.     Nov  9.  lOOC).     1:301.      2.3. OOO 

Prescott  Realty  Co  to  Sarah  Goodman.  182d  st,  Nos  012  and 
(ill.  s  s.  100  w  St  Nicholas  av,  50x70.  Prior  mort  .$35,0(X).  Nov 
8,  3  years,  0%.     Nov  12,  1900.     8:2165.  6,00Q 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders  to  above  mort.     Nov  8.     Nov  12.   1000.     8:2105.  

Quinn.  Patrick  to  Peter  Doelger.  2d  av.  No  724.  Saloon  lease 
Nov   12.   demand.   0%.      Nov   13,   1900.     3:944.  3,0(10 

Riegel,  Bernard  and  John  R  Russell  to  Wilhelmina  Rathkamp. 
8th  av.  No  60.  Mortgage  on  chattels  only.  May  3,  installs, 
5%.     Nov  14,   1900.     2:016.  544.11 

Rapp,  John  W  and  Blanche  B  Neukirch  with  Eugene  and  Ida 
Underbill  exrs,  &c,  Emily  Underhill.  94th  St.  Nos  .323  to  327, 
n  s,  325  e  2d  av,  7.5xl(X).8.  Subordination  agreement.  Oc.  22. 
Nov   15,   1906.     5:1557.  nom 


The  text  jf  these  pagsg  U  copyrighted.    All  rlghta  are  reservea.       NotJc«  li  herebr  given  that  tufrlngeroenl  will  lead  to  progeeutlon. 
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GAS  COOKERS    ^    GAS  HEATERS 


We   Rent  a 
rjaii    Range 

$3 

Per    Year 

4  handsome  up-to-date  line  of 
ippllances  may  be  seen  at  our  offfJcea 


[ 


SOLVE  THE  FUEL  PROBLEM 


We  Rent  s 
Qas    Ranger 

$3 

Per    Year 
>  CONSOLIDATE.D  GAS  COMPANY  OF  NEW  YORK 


CLEANLY,  EFFICIENT,  ECONOMICAL 


Really   Co   of  America   to   Moses  T   Pyne   and   ano   trustees   Moses 
Taylor  for  Kate  W  Winthrop  et  al.     Broad  st,   Nos  54  and  56,     - 
w  s    abt  lf!5  n  Beaver  st.  45.4x110.6x35.6x113.7,  s  w  s.  P  M  Nov 
12.  '3  years,  4%%.     Nov  13,   1906.     1:24.  275,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders   to  above  mort.      Nov  13,   1906.      1:24.  

Relchman.  Jennie  to  Jennie  Bookstaver.  Bowery,  No  102,  w  s, 
abt  150  n  Hester  st,  12.0x00.     P  M.     Prior  mort  $13,500.     Nov 

1  1  year,   interest  as  per  bond.     Nov  14,   1006.      1:239.  1.250 
Realty    Mortgage    Co    with    MANHATTAN    LIFE    INSURANCE    CO. 

93d  st,  n  s,  300  w  West  End  av,  75x100.8.  Subordination 
agreement.     Nov   14.      Nov   15,   1906.      4:1252.  nom 

Rapp  John  W  to  Anna  Somarindyck.  94th  st,  Nos  317  to  321,  n 
s  250  e  2d  av,  75.xl00.8.  Nov  14,  3  years,  5%.  Nov  15,  1906. 
5:1557.  30.000 

Rapp  John  W  to  Eugene  and  Ida  Underbill  exrs,  &c,  Emily  Un- 
derbill 94th  st,  Nos  323  to  327,  n  s,  2.50  w  1st  av,  75x100.8. 
Nov  14,  3  years.  S^c     Nov  15,  1906.     5:1557.  17,500 

Rapp.  John  W  and  Blanche  B  Neukirch  with  Anna  Somarindyck. 
94th  St.  Nos  317  to  321.  n  s,  250  e  2d  av,  75x100.8.  Subordi- 
nation agreement.     Oct  23.     Nov  15,   lOOf).     5:1.557.  nom 

Ranft.  John  to  TITLE  GUARANTEE  &  TRUST  CO.  Audubon 
av,  s  w  cor  ItiStb  st.  No  550,  25x100.  Nov  13,  due.  &c,  as  per 
bond.     Nov  15.   1906.     8:2124.  6.000 

Rabe.  Chas  to  Jakobina  Ramsperger.  112th  st,  No  304,  s  s,  125 
w  Sth  av,  25x100.11.  P  M.  Prior  mort  $14,000.  Nov  14, 
5  years,  67r.     Nov  15.  1906.     7:1846.  14.(XI0 

Rubenstein,  Louis  to  GREENWICH  SAVINGS  BANK.  Canal  st, 
Nos  89  to  105,  n  e  cor  Forsyth  st,  200.4  to  w  s  Eldridge  st, 
No  37,   x50x200.9x50.     Nov   15,   1906,   5  years,  4V27c-     1:301. 

175,000 

Rinaldo.  Louis  to  Louis  Lese.  2d  av,  No  2268,  e  s,  74.11  n  116th 
st,  26x100.     P  M.     Prior  mort  .$11,500.     Nov  12,   due  March  6. 

1908,  6%.     Nov  13,  1906.     6:1688.  10,375 
Rawley,  John  to  New  York  &  Brooklyn  Brewing  Co.     26th  St.  No 

219  East.  Saloon  lease.  Sept  6,  demand,  6%.  Nov  13,  1906. 
8:907.  2,500 

Rubin,  Morris  and  Wm  Weinberg  to  Nathan  Schwenger.  Hamilton 
pi.  Nos  93  and  95,  e  s,  47.3  n  141st  st,  61x81.5x56x103.4.  Given 
to  secure  $2,000  on  account  of  contract.  Nov  9,  due  Dec  1, 
1906,  —7c.     Nov   13,   10O6.      7:2073.  2,000 

Rabbi  Jacob  Joseph  School,  a  corporation,  to  B  Aymar  Sands  and 
ano  trustees  for  Wm  H  Purdy  will  Cath  Purdy.  Henry  st.  No 
197,  n   s.   abt  120  w  Clinton  st,   2.5x87.6.     Nov  12.  due  Feb  26. 

1909.  5%.     Nov  13,  1906.     1:285.  16,000 
Rod.   Barnet  W  to  Max  J  Klein.     122d  st,  Nos  335  and  337,  n  s, 

175  w  1st  av,  .50x100.11.     Prior  mort  $49,500.     Nov  8,  1  year, 

6%.     Nov  9,   1906.     0:1799.  5,500 

Rosenberg,   Susie  W  to  Sarah  Cohen.     llOth  st,  Nos  107  and  109, 

n    s,    35    e    Park    av,    42.6x100.11.      P    M.      Prior   most   $42,000. 

Nov  10,  4  years,  6%.     Nov  12,  1906.     6:1638.  6,000 

Runk,   Geo   S   with  American   Mortgage   Co.      117th   st.   No   5,  n   s, 

110   e   Sth   av,   25x100.11.      Subordination   agreement.      July   25. 

Nov    12,    1906.      6:1623.  nom 

Rosenteld.  Hyman  to  Bertha  Fridenberg  as  admrx  Henry  Friden- 

berg.      114th   st.   No   75,   n   s,   155   w  Park  av,  25x100.11.      Nov 

12,  1906,  5  years,  5%.     6:1620.  .  20,000 

Strauss,   Martin   L  to   Barbara  Stein.     Madison  av.   No   1537,   e   s, 

,50.11   n   104th   St.   16.8x70.     Prior  mort  $7,750.      Nov   12.   1906. 

2  years.  6%.     6:1610.  3,500 
Seele.  Thomas  W  to  METROPOLITAN  TRUST  CO.     185th  st.   No 

557,  n  s,  209.11  e  St  Nicholas  av,  19.10x107.5.  Nov  12,  1906, 
due,  &c,  as  per  bond.     8:2157.  4,000 

Schutt.  Anna  wife  of  and  Peter  to  Townsend  Wandell.  Catharine 
st  slip.  No  27.  n  e  cor  South  st,  No  203,  20.4x41.4x20x39.4.  July 
1.  3  years,  5%.     Nov  12.  1900.     1:250.  15,000 

Solomon.  Saml  to  Abraham  Suib.  Essex  st.  No  149,  w  s,  lOO  s 
Stanton  st,  25x89.4.  Oct  26,  3  years,  6%.  Nov  12,  1906. 
2:411.  3,000 

Snitow,  Aaron  and  Moritz  Kraisler  to  Sarah  A  Joseph.  49th  st. 
No  420,  s  s,  325  w  9th  av,  25x100.5.  Oct  12,  due  Nov  12,  1911, 
5%.     Nov  12,  1906.     4:1058.  20,000 

Schreyer,  John  to  Louise  F  G  Grimke.  llSth  st.  No  33,  n  s, 
385  e  Lenox  av,  25x100.11.     Nov  12,  1906,  5  years,  5%.     6:1717. 

21,000 

Swann,  Edward  to  George  Hotchkiss.  S4th  st.  No  33,  n  s,  310  e 
Columbus  av,  20x102.2.  Prior  mort  $23,000.  Oct  1,  2  years, 
6%.     Nov  12,  1S06.    4:1198.  3,000 

Schift,  Harry  to  John  S  Lyle.  llltb  st,  Nos  304  and  306,  s  s, 
110  w  Sth  av,  37.6x106.2.  Nov  10,  3  years,  5%.  Nov  12,  1906. 
7:1846.  43,000 

Sllverson,  Abraham  to  Lillie  B  Lllienthal.  Sth  av,  No  2796,  e  s, 
99.11  n  148th  st.  24.11x100.  Nov  10,  3  years,  5%.  Nov  12,  1906. 
7:2034.  27,000 

Sllverson,  Abraham  to  Lillie  B  Lilienthal.  Sth  av.  No  2911,  n  w 
cor  1.54th  st.  No  301,  24.11x100.  Nov  10,  3  years,  5%.  Nov 
12,  1906.     7:2047.  43,000 

Sternbach,  Minnie  P  wife  Sidney  M  to  NORTH  RIVER  SAVINGS 
BANK.  78th  st.  No  12,  s  s,  201  e  Sth  av,  20x102.2.  Nov  15, 
1906,  3  years,  —%.     5:1392.  25,000 

Smith,  Andrew  M  with  METROPOLITAN  LIFE  INSURANCE  CO. 
44th  st,  Nos  59  to  63,  n  s,  145  e  6th  av,  71.10x100.5;  44th  st, 
Nos  59  to  65,  n  s,  125.3  e  6th  av,  91.7x100.5.  Two  extension 
morts.     Nov  9.     Nov  15,  1906.     5:1260.  nom 

Signell  (John  V)  Co  to  Chelsea  Realty  Co.  135th  st,  n  s,  505  w 
Broadway,  runs  n  99.11  x  w  102.2  to  e  s  Riverside  Drive  and 
Parkway  x  s  w  102.2  to  135th  st  x  e  125  to  beginning.     Nov  13, 

3  years,  5%%.     Nov  15,  1906.     7:2002.  200,000 
Same    to    same.      Same    property.      Certificate    as    to    consent    of 

stockholders  to  above  mort.     Nov  15,  1906.     7:2002.  . 

Stone,  Chas  F  to  Marian  G  McDowell  et  al.     12th  st.  No  17,  n  s 

abt    198    w    5th    av,    2.5x123x25x116,    w    s.      P    M.      Oct    23.    3 

years.  4%%.     Nov  15.   1906.     2:576.  30  000 

Stein,  Hedwig  with  Ray  N  Heller.     79th  st.  No  226,  s  s,  287  1  w 

2d    av,    17.11x102.2,      Extension   mort.      Nov   8.      Nov    12,    1906. 

5 :  143.3.  nom 

Sattenstein.  Reuben  to  Harris  L  Rosenthal.     Division  st,   No  219, 

s  s,  117.2  e  Clinton  st,  23.10x—  to  n  s  East  Broadway,  No  230; 


East  Broadway,  No  236,  n  s,  abt  190  e  Clinton  st,  23.11x108.8 
to  s  s  Division  st.  No  225.  23.9x108.5,  e  s.  Prior  mort  $80,000. 
Nov  14.  2  vears,   6%.     Nov  15,  1906.     1:286.  5.000 

Soloff,  Julius  and  Morris  Kronovet  to  LAWYERS  TITLE  INSUR- 
ANCE &  TRUST  CO.  St  Marks  pi  (Sth  st).  No  27,  n  s,  198  w 
2d  av,  26x112.10.     Nov  13,  5  years,  5%.     Nov  14,  1900.     2:464. 


Schechner,  Saml  to  Barnett  Freedman.  Monroe  st,  No  82,  s 
e  Pike  st,  27.4x100.9x27.6x101.4.  Prior  mort  $41,250. 
13,  installs,  6%.     Nov  14,  1906.     1:255. 


32.000 
59.7 
Nov 
2,250 


Same  to  John  T  Willets  guardian  Josiah  M  Willets.  Same  prop- 
erty.    Nov  13,  4  years,  5%.     Nov  14.   1900.     1:2.55.  2S.000 

Same  to  Chas  Levy  and  ano.  Same  property.  Prior  mort  $28,000. 
Nov  13,   due  March  1,   1911,  6%.     Nov  14.  1900.      1:255.       13.250 

Schechner,  Saml  to  Saml  Harris.  Monroe  st.  No  84,  s  s,  80.11  e 
Pike  St.  runs  s  100.9  x  e  1.5.2  x  n  6.6  x  e  11.6  x  n  93  to  Monroe 
st,  X  w  27  to  beginning.  Prior  mort  $41,250.  Nov  13,  installs. 
6%.     Nov  14.  1906.     1:255.  2,250 

Same  to  John  T  Willets  guardian  Josiah  M  Willets.  Same  prop- 
erty.    Nov  13.  4  years,   5%.     Nov  14.   1900.     1:2.55.  28.000 

Same  to  Chas  Levy  and  ano.  Same  property.  Prior  mort  .$28.- 
000.     Nov  13.  due  March  1.  1911,  O^r.    Nov  14.  1900.    1:2.55.  13,2.50 

Sackin,  Louis  to  Wm  P  Douglas  exr  John  G  Kane.  Allen  st.  No 
24,  e  s,  198.5  s  Hester  st.  runs  e  73.4  x  s  77,5  x  w  23.1  x  n 
45.5  X  w  .50.4  to  st  X  n  32.6  to  beginning.  Nov  13,  5  years,  5%. 
Nov  14,    1900.     1:299.  25.000 

Spingarn.  Israel  to  Edmund  Hendricks  and  ano  trustees  Fanny 
Hendricks  for  benefit  Madeline  Hendricks.  East  Broadway,  No 
96,  n  s,  abt  2.S5  w  Pike  st,  25x75.4x25x76.  Nov  14,  1900,  5 
years,  4V2%.     1:282.  gold,  25,000 

Shain,  Abraham  and  Nahim  Frucks  to  Frank  Hillman  and  ano. 
2Sth  st,  Nos  211  to  215.  u  s,  118.4  e  3d  av,  75x98.0.  Nov  14, 
1900.   demand,   6%.     3:909.  6,000 

Schaeffler,  Edw  S  to  Edmund  Hendricks  and  ano  trustees  Fanny 
Hendricks  for  benefit  of  Emma  Hendricks.  28th  st.  No  219,  n 
s,  216.8  e  ,3d  av,  25x98.9.     Nov  14,  1906,  3  years,  5%.     3:909. 

gold,  22,500 

Solomon,  Herman  M  to  TITLE  GUARANTEE  &  TRUST  CO. 
Pleasant  av.  Nos  445  to  451,  n  w  cor  123d  st.  100.11x87.11. 
Nov  14,   190(i.   due.  &c.  as  per  bond.     6:1811.  15,000 

Sloane.  Mary  E  wife  Wm  M  Sloane  to  Harry  M  Austin.  69th  st, 
No  103,  n  s,  .88.11  e  Park  av,  16.1x100.5.  Estoppel  certificate. 
Oct  29.     Nov  14.  1900.     5:1404.  

Smith,  Augustine  J,  of  Lawrence,  L  I,  to  Wm  H  Shaw.  147th  st. 
No  4.39  West.  CJertificate  and  declaration  as  to  reduction  of 
mort,   &c.      Nov   13.     Nov  15,   1900.     7:2002.  

Sohst.  Matilda  to  Solamon  Farian.  107th  st,  No  65,  n  s,  174.6  e 
Columbus  av.  38x100.11.  Prior  mort  $32,000.  Nov  15,  1906, 
2   years.   G%.     7:184.3.  12,500 

Sachs,   Etine  B  to  David  Hollander.     Cherry  st.  No  170,  m  s,  37.2 


e  Market  st,  runs  e  23..3  x  n  70.4 


w  22.2  X  s  30.11  x  w  0.7  x 
s  35.3  to  beginning.  Prior  mort  $10,000.  Nov  15,  1906,  3 
years,  (!%.      1:254.  2,400 

Signell  (John  V)  Co  with  Chelsea  Realty  Co.  Riverside  Drive,  n  e 
cor  1.35th  St.  No  63.5.  102.6x125.  Subordination  agreement.  Nov 
12.     NOV  15.   1906.     7:2002.  nom 

Strauss,  Maurice  M  to  Louis  Lese.  2d  av.  No  2266,  e  s,  48.11  n 
116th  St.  26x100.  P  M.  Prior  mort  $11,500.  Nov  12,  due 
March  6.   1908.   (]r/,.     Nov  13,   1906.     6:1688.  10.375 

Stein,  Abraham  and  Leon  Spachner  to  Isaac  Grossman  and  ano. 
80th  st,  Nos  430  to  440.  s  s,  138.1  w  Av  A.  2  lots,  each  40.4x 
102.2.  2PM  morts,  each  $13,500.  Prior  mort  $42,500  on  each. 
Nov  1,  5  years,  6%.     Nov  13,  1906.     5:1505.  27,000 

Stern,  Joseph  W  and  Edw  B  Marks  to  FRANKLIN  SAVINGS 
BANK  in  City  N  Y.  3Sth  st,  Nos  102  and  104,  s  s,  60  w  6th 
av,  40x98.3.     Nov  9.  1906,  5  years,  5%.     3:813.  170,000 

Simpson,  Alice  to  TITLE  INSURANCE  CO  of  N  Y.  47th  St.  No 
76.  s  s,  41  e  6th  av,  19x70.  Nov  7,  3  years,  5%.  Nov  9,  1906. 
5:1262.  32,000 

Smith,  Robert  S  to  Hopeton  D  Atterbury.  14th  st,  No  58,  s  s, 
125  e  6th  av,  25x103.3.  May  10,  demand,  5%%.  Nov  9,  1906. 
2:577.  25,000 

Staffa,  Antonio  to  Joseph  Statfa.  Mott  st.  No  102,  .e  s,  199.6  n 
Canal  St.  25.6x93.11x25.3x93.11,  Nov  1,  3  years,  6%.  Nov  9, 
1906.     1:204.  3.000 

Sigismond.  Francesco  to  Jetter  Brewing  Co.  Hamilton  st.  No 
30.     Saloon  lease.     Nov  5,  demand,  6%.     Nov  9.  1906.     1:2.53.   950 

Smith,  Robert  to  Casimir  DeR  Moore.  14th  st.  No  46,  s  s,  270  e 
0th  av,  25x103.3.     Oct  13,  demand,  6%.     Nov  10,  1906.    2:577. 

20,000 

Talbot.  Geo  A  to  Geo  W  Crane.  32d  st.  No  106,  s  s.  100  w  6th 
av,  20.10x98.9.  P  M.  Equal  lien  with  mort  for  $26,000.  Nov 
9,  due  Nov  1,  1911,  5%.     Nov  12,  1906.     3:807.  39,000 

Same  to  same.  Same  property.  P  M.  Equal  Hen  with  mort 
for  .$39,000.  Nov  9,  due  Nov  1,  1911,  5%.  Nov  12,  1906 
3:807.  26,000 

Thomas,  Agnes  to  Morris  P  Joachim  and  ano.  St  Marks  pi.  No 
91,  or  Sth  st,  n  s.  60  e  1st  av,  20x93.11.  P  M.  Nov  13,  3  years, 
6%.     Nov  14,   1906.     2:436.  3,000 

Tillotson  &  Bernin,  a  corporation,  to  ORIENTAL  BANK.  Certifi- 
cate as  to  consent  of  stockholders  to  chattel  mortage  dated 
Nov   10,   1906.      Nov  9.      Nov   12,   1906.  

Tafurl,  Luigl  to  Wm  Colgate.  103d  st.  No  309,  n  s,  175  e  2d  av, 
25x100.11.     Nov  9,  3  years,  4y29'r.     Nov  12,  1900.     6:1675.     8.000 

Talbot,  Geo  A  to  Arthur  Smith.  32d  st.  No  106.  s  s,  100  w  6th 
av,  20.10x98.9.  P  M.  Prior  mort  $65,000.  Nov  8,  due  Nov  1, 
1911,  — %.     Nov  12,  1906.     3:807.  13.000 

Twenty-nine  Union  Square  Co  to  BOND  &  MORTGAGE  GUARAN- 
TEE CO.  Union  Square  West,  No  29.  s  w  cor  16th  st,  32.6x 
141.10,  Certificate  as  to  consent  of  stockholders  to  a  mort  for 
$170,000.     Nov  7.     Nov  9,  1900.     3:843.  

Towle,  Stevenson,  of  Rye.  N  Y.  to  Mary  F  Eraser.  3d  av.  No  957, 
e  s,  50  n  57th  st,  25.\90.  Nov  1,  due  Nov  1,  1011,  5%.  Nov  9, 
1900.     5:1331.  22,500 

Toch  Realty  Co  to  Charles  Dlttman  trustee  Charlotte  Dlttman.  St 
Nicholas  av.  No  943,  w  s,  45  n  157th  st,  31.1x82.7x30x90.10. 
Certificate  as  to  consent  of  stockholders  to  mort  for  $26,750, 
Oct  10.     Nov  13,  1906.     8:2108.  


The  text  ot  these  pages  Is  copyrighted.     All  rights  are  reaerrea.         Notice  la  hereby  given  that  Infringement  will  lead  to  prosecution. 
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G'S  WINDSOR  CEMENT 

Plastering  Walls  and  Ceilings 


Elastic  in  Its  nature,  can  be  applied  with  25  per 
cent.  less  labor  and  has  12)3  per  cent,  more  cov 
•rins^  capacity  than  any  other  similar  material 

J.  B.  KINO  &  CO..  No.  1  Broadway.  New  York 


Thomson.  Jane  E  to  MUTUAL  LIFE  INSURANCE  CO  ot  N  Y. 
46th  St,  No  29,  n  s,  341.8  w  5th  av,  20.10x100.5.  Prior  mort 
$ .     Nov  15.  100(5.  due,  &c,  as  per  bond.     5:1262.  20,000 

University  Construction  Co  to  Geo  Colon.  112th  st,  n  s,  200  e 
Broadway,  25x100.11.  P  M.  Oct  25,  1  year,  6%.  Nov  9,  1906. 
7:1884.  10,000 

UNION  EXCHANGE  BANK  to  MUTUAL  LIFE  INSURANCE  CO 
of  N  Y.  138th  St,  s  s,  325  e  Lenox  av,  225x99.11.  Subordina- 
tion mort.     Nov  7.     Nov  9,   1906.     6:1735.  nom 

UNION  SQUARE  BANK  with  Jacob  Prank.  2d  av.  No  1335.  Cer- 
tificate as  to  amount  due  on  mortgage.     Nov  12,  1906.     5:1425. 

Villaret,  Gustavo  E  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
a83d  St,  No  554,  s  s,  287.R  e  St  Nicholas  av,  18.9x104.11.  Nov 
15,  1906,  3  years.  5%.     8:2154.  5,000 

Viemeister,  Catharine  wife  Harry  W  to  GERMANIA  BANK  ot 
City  N  Y.  Pearl  St.  No  460,  e  s,  48.4  s  Park  Row,  late  Chatham 
St.  22.6x87x22.6x85.6.  Prior  mort  .flO.OOO.  Nov  12,  due  March 
12,  1907,  6%.     Nov  13.  1900.     1:118.  11,000 

Vagts.  John  to  LAWYERS  TITLE  INSURANCE  &  TRUST  CO. 
Columbus  av.  No  469.  e  s,  102.2  n  S2d  st,  25.2x100.  Nov  5, 
due  March   15,   1908.  4Vz7r.     Nov  10,   1906.     4:1190.  30.000 

Same  and  Auguste  Gahren  with  same.  Same  property.  Subordina- 
tion agreements.     Nov  5.     Nov  10,   1906.      1:1190.  nom 

Weinsteiu,  Julius  ti,  Jsidor  Jackson  and  ano.  103d  st,  Nos  20.5  to 
215,  n  s,  110  e  3d  av,  1.50x100.11.  Nov  9,  1906,  due,  &c,  as  per 
bond.     6:1653.  5.200 

Wacht,  Gustave  to  American  Mortgage  Co.  69th  st,  Nos  432  and 
4.36,  s  s,  1.50  w  Av  A.  2  lots,  each  41.8x100.5.  2  morts,  each 
$33..500.     Oct  30,  3  years,  5^0.     Nov  9.  1906.     5:1463.  67.000 

Wacht,  Gustave  to  NEW  YORK  TRUST  CO.  69th  st.  No  428, 
s  s.  233.4  w  Av  A,  418x100.5.  Oct  30,  3  years,  5%.  Nov  9, 
1906.     5:1403.  34,000 

Wade.  Charles  J  to  TITLE  GUARANTEE  &  TRUST  CO.  Mott  st, 
No  228,  e  s,  abt  200  s  Prince  st,  25x94.  Nov  9,  1906,  due,  &c, 
as   per  bond.     2:493.  11.000 

Wacht.  Gustave  to  Saml  Wacht.  69th  st.  s  s,  150  w  Av  A,  125x 
100.5.  Prior  mort  |101,000.  Oct  30,  1  year,  6%.  Nov  9,  1906. 
5:1463.  20,2.50 

Weil,  Jonas  and  Bernhard  Mayer  with  Jacob  A  Geissenhainer  and 
ano  trustee  Henry  Elsworth.  Orchard  st.  No  154.  Subordina- 
tion agreement.     Nov  13.  1906.     2:411.  nom 

Werstein,  Saml  to  David  Druss.  Division  st,  No  115,  s  s,  abt  85 
e  Pike  st,  2.5x61.  Prior  mort  $11,000.  Nov  7,  1  year,  6%. 
Nov  10,   1906.     1:283.  4,000 

Weill,  Louis  W  to  LAWYERS  TITLE  INSURANCE  &  TRUST  CO. 
Columbus  av.  No  463,  e  s,  26.8  n  82d  st,  25.2x100.  Oct  28,  due 
March  15,  190.8,  41/2%.     Nov  10,  1906.     4:1196.  30,000 

Same  and  Auguste  Gahren  with  same.  Same  property.  Subordina- 
tion agreement.     Oct  28.     Nov  10.  1906.     4:1196.  nom 

Wetzler,  Hannah  to  NEW  YORK  TRUST  CO.  1st  av.  No  2263.  w 
s,  22  n  116th  st,  21x78.     Nov  14,  1906,  3  years,  4%%.     6:1688. 

9.500 

Wronkow.  Serena  with  Wm  H  Hulick  and  ano.  86th  st.  No  323, 
n  s.  286  w  West  End  av,  18.6x100.8.  Extension  mort.  Dec  21, 
190.5.     Nov   12,   1906.     4:1248.  nom 

Wilson.  Max  S  A  (Saml  Williams,  Saml  Grodginsky  and  Isaac 
Haft  in  bond  only)  to  Augustus  P  Hollv.  Sylvan  pi,  Nos 
3,  4  and  5,  w  s,  46  n  120th  st,  runs  w  95.1  x  n  54.11  x  w  0.11 
X  n  25.11  x  e  96  to  pi  X  s  80.10  to  beginning.  Building  loan. 
Nov   12,    1   year.   6%.      Nov   14,   1900.      6:1769.  40.000 

Weil,  ,Ionas  and  Bernhard  Mayer  with  Isidor  Colle.  Orchard  st. 
No  154.  Subordination  agreement.  Nov  13.  Nov  14,  1906. 
2:411.  nom 

Westervelt  (Isaac)  Co  to  Cahn,  Belt  &  Co.  Certificate  as  to 
consent  of  stockholders  to  mort  of  .$4,500  on  saloon  fixtures, 
&c.      Nov   7.      Nov   15,    1906.  

Wallace,  Annie  D  to  City  Real  Estate  Co.  Bennett  av  (New  st), 
w  s,  lots  45  and  46  map  Lucius  Chittenden  at  Washington 
Heights,  runs  n  w  100  x  n  e  50  x  s  e  100  to  st  x  s  w  ,50  to 
besinning.  P  M.  Nov  9,  due,  &c,  as  per  bond.  Nov  10,  1906. 
8:2180.  12  000 

Williams,  Harry  C  to  Wm  A  Martin.  128th  st.  No  46,  s  s,  342 
e  Lenox  av,  18x99.11.  Nov  10,  3  years,  5%.  Nov  12,  1906. 
6:1725.  9,000 

Wittner.  Jos  and  Siegfried  to  LAWYERS  TITLE  INSURANCE  & 
TRUST  CO.  ISth  st,  Nos  405  and  407,  n  s,  85  w  9th  av,  runs  n 
47.4  x  w  15  X  n  44.8  x  w  25  x  s  92  to  st  x  e  40.  Nov  7,  5  years, 
.5%.     Nov  12.   1906.     3:716.  35.000 

Wittner.  Joseph  and  Siegfried  to  LAWYERS  TITLE  INSURANCE 
&  TRUST  CO.  9lh  av,  Nos  129  to  133,  n  w  cor  18th  st,  Nos 
401  and  403,  47.4x85.  Nov  7,  5  years,  5%.  Nov  12,  1906. 
3:716.  65,000 

Zoeller,  Henrietta  to  Franklin  B  Lord  and  ano  trustees  Alex  M 
Ross  for  benefit  Harriet  R  Hill.  Amsterdam  av.  No  1420  n  w 
cor  1.30th  st.  No  .501,  24.11x75.  Nov  12,  1906,  5  years.  ftTr. 
7:1985.  22,.500 

BOROTTOH   OF  THB  BROKX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 
new  Annexed  District   (Act  of  1895). 

♦American  Exchange  Realty  Co  to  Whitehall  Realty  Co.  Nereid 
av,  s  s,  73.3  w  WIckham  av.  97.7x100;  Gunther  av.  e  s.  264  s 
Barnes  av,  125x97.6.     P  M.     Nov  1,  2  years,  5%.     Nov  9,  1906. 

3,745 

Arnold,  Rasha  to  Sam!  A  Potter.  Topping  av,  e  s,  2.55  s  175th 
st,  40x95.     Nov  10.  1906.  due  May  10.  1907,  6%,     11:2790.     3.500 

Arnold.  Rasha  to  Bridget  Bulman.  Topping  av.  e  s.  235  s  175th 
st,  20x95.     Nov  8,  3  years,  5%.     Nov  9.  1906.     11:2799.        7,.50O 

Anderson,  Andrew.  St  Augustine,  Florida,  to  Edw  E  Black.  Og- 
den  av,  e  s,  213.7  s  16Sth  st,  runs  s  e  114.8  x  n  .53.1  x  e  151.4 
to  w  s  Nelson  av  x  n  264  to  168th  st  x  w  284.11  to  Ogden  av 
X  s  213.7  to  beginning.  Nov  13,  1906,  due,  &c,  as  per  bond. 
9:2516.  40,000 

AJax  Construction  Co  to  Bliz  Giftord.  Timpson  pi.  e  s,  166  8  n 
144th  st,  16,8x100.6x17.5x95.5.  Nov  13,  1906,  5  years,  5%. 
10:2600.  4,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Nov  13,  1906.  


*Abbott,  Frank  M  to  John  J  Storms,  Jr,  Chestnut  st,  e  s,  300  n 
Cornell  av,  100x100.  P  M.  Oct  26,  due  Dec  1,  1909,  5%.  Nov 
9,  1906.  1,500 

*Same  to  same.  Chestnut  st,  e  s,  200  n  Cornell  av,  100x100.  P 
M.     Oct  26,  due  Dec  1,  1909,  5%.     Nov  9.  1906.  1,500 

*Amelio,  Rosario  wife  Luigi  to  Bernardo  Scozzafava.  West  Farms 
road,  —  s,  ad]  land  late  of  Michl  Shea,  runs  s  137  x  n  w  95  to 
road  X  n  e  101  to  beginning;  Road  leading  from  Westchester 
to  West  Farms,  —  s,  being  plot  adj  premises  to  be  conveyed 
and  land  above  described,  runs  s  94  x  n  w  151.10  to  said  road 
X  n  e  54.5  x  s  97  to  beginning.  Prior  mort  $4,000.  Nov  15, 
1906,  3  years,  5%.  6,000 

Abbe,  Max  F  to  Joseph  Kleinschnittger.  1.35th  st,  s  s,  220  w 
Brown  pi,  50x100.  P  M.  Prior  mort  $30,000.  Nov  15,  1906.  2 
years.  6%.     9:2279.  14,000 

Ahrend,  Ernst  to  Caroline  Gareiss.  Forest  av,  n  e  cor  Home  st, 
100x22.11.     Nov  15,  1900,  3  years,  — %,     10:2662,  15,000 

Bosch,  Claus  to  John  Einberger.  Brown  pi,  s  w  cor  138th  st.  No 
742,  32.9.X85.  Prior  mort  $24,000,  Nov  15,  1906,  3  years,  6%. 
9:2282.  8.000 

Buess,  Wm  to  BRONX  TITLE  &  MORTGAGE  GUARANTEE  CO, 
Monroe  av,  w  s,  75  s  Mt  Hope  pi,  25x115.  P  M.  Nov  15,  1906, 
due  Jan  1,  1910,  5%.     11:2801.  5.000 

Same  to  same.  Monroe  av,  w  s,  50  s  Mt  Hope  pi,  runs  w  113.6 
to  Grand  Boulevard  and  Concourse  x  s  w  3.10  x  s  21.4  x  e  11.5 
to  av  X  n  2.5  to  beginning.  P  M.  Nov  15,  1900,  due  Jan  1, 
1910,  5%,     11:2801.  5,000 

*Brennan,  Patrick  to  Esther  Kaufman.  Plot  740  e  White  Plains 
road  at  point  along  same  1.170  n  Morris  Park  av,  runs  e  100 
X  n  2.5  X  w  100  x  s  25  to  beginning,  right  of  way  to  Morris  Park 
av.  P  M.  Prior  mort  $3,250.  Nov  14,  3  years,  0%.  Nov  15. 
1906.  1,000 

Barry,  Gerald  J  to  LAWYERS  TITLE  INSURANCE  &  TRUST  CO. 
Tinton  av,  e  s.  234.11  s  165th  st,  2  lots,  each  20x100.  2  morts, 
each  .S3..500.  Nov  13,  due  May  15.  1909,  5%.  Nov  14,  1906. 
10:2069.  7,000 

Burnham,  Mary  M  to  Chas  P  HoUock.  Morris  av,  late  Av  A.  n  e 
cor  Kirk  pi,  late  2d  st,  200  to  184th  st.  late  1st  st,  x250  to 
Croston  av.  except  part  for  Morris  av,  l.S4th  st,  Creston  av  and 
Field  pi.     Nov  10.  demand,  6%.     Nov  14,   1906.     11:3172.       2,000 

*Blum,  Auguste  to  Whitehall  Realty  Co.  Boyd  av,  w  s,  245.2  s 
Barnes  av,  ,50x69.7x64.3x110.1.  P  M.  Nov  1,  due  Nov  8,  1908, 
5%.     Nov  14,  1906.  840 

Buckbee.  Geo  E  to  Regina  wife  Edw  M  Piatt.  Briggs  av,  w  s, 
15  s  197th  st,  109x — ,  except  part  for  Briggs  av.     P  M.     Nov  8. 

2  years,  5%.     Nov  9.  1906.     12:3.301.  3.000 
♦Bizzarre,  Angelo  to  Irving  Realty  Co.     226th  st,  n  s,  280  e  White 

Plains  road,  25x114,  Wakefield,  P  M.  Nov  12,  due  May  12, 
1908,  6%.     Nov  13.  1906.  2,000 

Buck,  Hermine  to  TITLE  GUARANTEE  &  TRUST  CO.  Gouverneur 
pi.  No  12,  s  s,  187.6  e  Park  av,  26x95.  Nov  9,  due,  &c,  as  per 
bond.     Nov  10.  1906.     9:2388.  9,000 

♦Baxter.  Chas  P  to  Chas  P  Hallock.  Main  st,  n  e  s,  at  s  w  cor 
land  Chas  P  Baxter,  runs  s  e  27  x  n  e  185  x  n  26  x  s  w  192.6  to 
beginning,   Westchester.     Nov  9,  3  years,  5%%.     Nov  10,   1906. 

3,500 

*Bain,    James    to    Whitehall    Realty   .Co.       Nereid    av,    s    e    cor   . 
Gunther  av.   runs  e  12.5  x  s  100  x  w  24.3  x  n  89  x  n  e  10.11. 
P  M.     Nov  1.  due  Nov  8,  1908,  5%.     Nov  12,  1906.  560 

*BIum.  Joseph  K  to  Whitehall  Realty  Co.  Nereid  av,  s  s,  132.5 
w  Barnes  av,  25x100.  P  M.-  Nov  1,  due  Nov  8,  1908,  5%.  Nov 
15,   1906,  437.55 

*Blum,  Fred  W  to  Whitehall  Realty  Co.  Wickham  av,  w  s,  425 
s  Nereid  av,  2.5x97.6.  P  M.  Nov  1,  due  Nov  8,  1908,  5%,  Nov 
15,  1906.  385 

♦Conway,  James  to  Frank  Gass.  St  Ravmond  av.  w  s.  150  s 
Lafayette  st,  25x100.  P  M.  Oct  25,  3  years,  6%.  Nov  12, 
1906.  350 

♦Cohen,  Jacob  to  Herbert  S  Ogden.  Av  D,  s  e  cor  13th  st,  108x 
105,  Unionport.     P  M.     Nov  12.  1906,  due  May  12,  1907,  6%.  3.500 

♦Christenson.  Anton  to  Whitehall  Realty  Co.  Boyd  av,  w  s,  150  s 
Barnes  av,  25x97.6,  vacant.  P  M.  Nov  1,  2  years,  6%.  Nov  9. 
1906.  402.50 

♦Cuccia,  Louis  to  Whitehall  Realty  Co.  Gunther  av.  e  s,  114  s 
Barnes  av,  50x97.6,  vacant.  P  M.  Nov  1,  2  years.  5%.  Nov  9. 
1906.  805 

♦Cannon,  Margt  T  to  John  Bussing,  Jr.  North  Oak  Drive,  s  s,  lots 
50  and  51  amended  map  Bronxwood  Park,  100x163x100x92.5. 
Nov  9,  3  years,  6%.     Nov  10.  190(5.  5,500 

♦Clinton,  Owen  J  to  Daniel  S  Doran.  Main  st,  w  s.  at  —  s  Bear 
Swamp  or  West  Farms  road,  runs  n  along  Main  st  197.6  x  w 
89.1  to  road  x  e  211.7  to  beginning.  Westchester.  Prior  mort 
$6.2.50.     Nov  8.  1  year.  6%.     Nov  9.  1906.  500 

♦Caffarelli,  Mamie  to  Elizabeth  Smithson.  Barnes  av.  w  s,  100 
n  223d  st,  28.7x205.  P  M.  Prior  mort  .$4,000.  Oct  25,  3  years, 
6%.     Nov  9,  1906.  3.500 

Cox,  Catharine  to  Wm  Dlttenheimer.  Webster  av.  s  w  cor  184th 
st,  runs  s  97  X  w  100  x  n  24  x  w  37.5  x  n  e  SI. 9  to  st  x  e  112 
to  beginning.  Prior  mort  $8,000.  Nov  9,  1906,  3  years,  6%. 
11:3143.  7,000 

♦Colonna,  Joseph  to  WASHINGTON  SAVINGS  BANK  of  N  Y. 
Mullner  av,  e  s,  286.3  s  Neil  av,  26x84.5x25x94.  P  M.  Oct 
27,  3  years,  — %.  Nov  7,  1906.  Corrects  error  in  last  issue, 
when  location  read  210.9  s  Neil  av.  420 

Callan.  Fannie  to  Alex  McCabe.  Longwood  av.  s  s.  315  e  South- 
ern Boulevard.  25x243x — x222:  Longwood  av.  s  s.  lot  294B  map 
the  Westchester  property  of  Edw  T  Young.  25x211. 5x—x222. 
Nov  12.  due  Dec  6,  1907,  5%.     Nov  13,  1906.     10:27.30.  200 

♦Cotter,  James  M  and  Mary  to  WASHINGTON  SAVINGS  BANK  of 
N  Y.     Fowler  av,  w  s,  262.6  s  Neil  av,  25x84.5,     P  M.     Oct  27, 

3  years,  — %.     Nov  14.   1906.  200 
Croneberger,    Geo    to    GERMAN    SAVINGS    BANK    in    City    N    Y. 

Brook  av.  n  p  cor  164th  st.  29.2x74.5x27.6x64.7.  Nov  12,  due 
Nov  1,  1909,  5%.     Nov  14,  1906,     9:2386.  15,000 

Same  and  Cath  Kelly  with  same.  Same  property.  Subordination 
agreement.      Nov   12.      Nov   14,    1900.      9:2386.  nom 

♦Cash.  Cath  with  John  Davidson  et  al.  224th  st,  a  s,  100  w  White 
Plains  av,  30x114.  Subordination  agreement.  Nov  7.  Nov 
12,  1906.  nom 
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*Ceburre,  James  to  Frederick  T  Hoffman.  223d  st.  n  s,  230  e 
4th  av,  2r>xll-1.4,  Wakefield.  Oct  1,  3  years,  5%.  Nov  10, 
190G.  ,  3.500 

Donahue,  Margt  wife  of  and  MichI  C  to  Albrecht  Kalthoft.  195th 
St,  s  w  s,  100  w  Webster  av,  GOxlOO.  Nov  12,  3  years,  5%. 
Nov   13,   lOOC).     12:3277.  3.000 

Dorubusch.  Rudolf  C  to  Jos  H  Jones.  Nelson  av,  w  s,  100.3  n  166th 
St,  23xl03.1»x2.5xl01.10.  P  M.  Nov  10,  installs,  G%.  Nov  15, 
1906.     9:2514.  3.200 

Dilberger.  Charles  to  Solomon  C  Powell  et  al.  Prospect  av,  w  s, 
2(¥»  n  lS7th  st,  75x95.     prior  mort  .16,675.     Building  loan.     Nov 

13,  demand,   6%.     Nov  14,   ]90li.     11:3104.  14.000 
*Duerholz.    Charlotte    to   WASHINGTON   SAVINGS   BANK  of   N  Y. 

Brady  av,  s  s,  2.5  w  Muliner  av,  25x100.     P  M.     Oct  27,  3  years. 

— %.     Nov  7,  lOOfi.     Corrects  error  in  last  issue,  when  location 

was   Brady  av.   n   s.  475 

*Dascher,  Margt  to  WASHINGTON  SAVINGS  BANK  ot  N  Y.  Brady 

av.  s  s,  1.50  w  Muliner  av,  25x100.     P  M.     Oct  27,  3  years,  —%.  _ 

Nov  7,  1906.     Corrects  error  in  last  issue  as  to  location.  .585 

Danewitz.  Charles  to  James  T  Barry.    Wilkins  av  (late  Wilkins  pi). 

No   2362,   s   e   cor  Jennings   st,   .50x96x.50.5xl00.      P   M.      Nov   1. 

3  years,  51^7^.     Nov  13.  lOtMi.     11:2976  and  29T7.  17.000 

*Dietzel,    Rosina    to    Whitehall    Realty    Co.      Nereid   av,    n    w   cor 

Bruner  av,  48.9x100,  vacant.     P  M.     Nov  1,  2  years,  5%.     Nov 

9,    1906.  1,120 

*Same   to   same.     237th   st,   n   w   cor   Barnes   av,   25x100,   vacant.  .■ 

P  M.     Nov  1,  2  years,  5%.     Nov  9,  1906.  1,015 

*Same    to   same.      Barnes   av,    s   w   cor   237th   st,    75x134. 2x82. 2x 

95.11,  vacant.     P  M.     Nov  1,  2  years.  5%.     Nov  9,  1906.  2,310 

*Same  to  same.     Barnes  av,  e  s,  263  s  Boyd  av,  100x100,  vacant. 

P  M.     Nov  1.  2  years.  .5%.     Nov  9,  190(5.  2,170 

*Ehrenberg.   Fredk  to   Casta   Gainsborg.      Robin   av,  n   e  cor  Tre- 

mont    road,   l(M1x50,   Tremont   Terrace.      P   M.      Nov  9,   2   years. 

rn.     Nov   14,   1906.  1.200 

*Ehrlich,  Karl   M   to   Hudson  P  Rose  Co.     Hobart  av,  w  s,   1.50  s 

Waterbury  av,  25x100.     Nov  8,  due  Dec  1,  1009,  5%%.     Nov  13, 

1906.  500 

*Elliott,  Sarah  E  to  A  Hupfels  Sons.     Railroad  av,  n  e  cor  Main 

st,    — X — ,    Baychesler.      Saloon    lease.     All    title.      Oct   31,    de- 
mand.  67,.      Nov  9.   190*1.  1,000 
Fox.    Noll    B   with   Katherine   P   Hooks.      Ryer   av,    e   s,  '373.11    n 

Burnside    av.    16.8x99.2x16.8x99.1.      Extension    mort.      Nov    12. 

Nov   15.   ]90(i.  ■    11:3144   and  3149.  nom 

Foster.  Saml   F  to  Amelia  Baker.     ISOth  st,  s  s,  45.1  w  Park  av, 

li;..Sx95.     P   M.     Prior  mort   .$2..500.     Nov  2,  2  years,  6%.     Nov 

12.    1906.      11:3(129.  1,000 

*Freiberger,    David    to    Whitehall    Realty    Co.      Gunther   av.    e    s, 

539  s  Barnes  av,  125x97.6.     P  M.     Nov  1,  due  Nov  8,  1908,  5%. 

Nov   12,    1906.  1,400 

*Feins,    David   D   to   Whitehall    Realty   Co.      Boyd   av,   e   s,   175   s 

Barnes  av,  25x97.6,  vacant.     P  M.     Nov  1,  2  years,  5%.     Nov  9. 

1906.  402.50 

*Farrell.    Eliz   to   Whitehall    Realty   Co.      Barnes   av,    w   s,    125   s 

237th    St.    78x68.3x103.6x24.4.      P    M.      Nov   1.    due   Nov   8,    5%. 

Nov   15,   190(i.  560 

*Fenninger,  Anton  to  Whitehall  Realty  Co.     Barnes  av,  w  s,   150 

s  239th  st,  .50x159x50.10x108.3,  vacant.     P  M.     Nov  1,  2  years, 

5%.     Nov  9,  1906.  1,120 

*Foerst,   Margt    to   Whitehall   Realty   Co.      Barnes   av.   e   s.   3(33   s 

Bovd  av.   57  (!xl07.9.x91.2,   gore,  vacant.     P  M.     Nov  1,  2  years. 

5<^r.      Nov  9.   19<)6.  542.50 

*Feldis.   Josephine   to   Whitehall   Realty   Co.      Nereid  av,   s   w  cor 

Wickham  av,   48.9x100,   vacant.     Nov  1,   2  years,   5%.     Nov   10, 

1906.  1,137.50 

*Same  to  same.     Boyd  av,  e  s,  225  s  Barnes  av,  100.x97.6,  vacant. 

P  Rl.     Nov  1,  2  years.  5%.     Nov  10,  1906.  1,610 

*Fischer,  Geo  N  to  Whitehall  Realty  Co.     Barnes  av,  w  s,  100  s 

239th    St.    ,50x143.9x51.8x1.59,    vacant.      P    M.      Nov    1,    2   years. 

.57f.      Nov   10,   1006.  1,020 

*Ferrari.  Giovanni  to  Edward  G  Benedict  as  recvr  Paul  Weidmann 

Brewing  Co.   13th  st.  s  s  and  n  s,  lots  178  and  179  map  lots  at 

Williamsbridge  property  W  F  Duncan,  50x75.  Prior  mort  $8,500. 

Oct  29,  demand.  — %.     Nov  12,  l90t!.  1,147.20 

Fischer,  .Louise  to  TITLE  GUARANTEE  &  TRUST  CO.  Wood- 
lawn   road,   w  s,   319.10  s   Van   Courtlandt   av,   25x100.      Oct   15. 

due,   &c,  as  per  bond.     Nov   1.5,   1906.      12:3335.  4,000 

*Green.  Eliz  M  to  Margt  C  Smith.     223d  st.  No  65   (9th  av),  s  s. 

330   w   4th   St.   25x114.   Wakefield.      Nov   13,   3  years,   67o.      Nov 

14.  1906.  5.000 
Gallagher,   Edw   J.   Michl   J  Hart   and  Sinclair  H   Kirby   to   Annie 

Carroll.  Oxford  av,  c  1  (proposed)  at  c  1  235th  st  (proposed), 
runs  s  330  x  w  270  to  c  1  Johnson  av  (proposed)  x  n  330  to  c  1 
235th  st  X  e  270  to  beginning,  contains  2  045-1,000  acres.  Oct 
20,   5  years.   5^4%.     Nov   14,   1906.     13:3409.  3,475 

*Goebel,  Sophie  L  widow  and  devisee  John  G  Goebel  to  A  Hupfels 
Sons.  8th  St.  s  s,  105  e  Av  D,  100x100,  Unionport.  Nov  S,  de- 
mand,  6%.     Nov   10.   1906.  500 

Gareiss.  Caroline  to  Charlotte  B  Gareiss.  134th  st,  n  s,  6(53  e 
St  Anns  av,  38x100.  Nov  14,  3  years,  — %.  Nov  15,  1906. 
10:2.547.  7,700 

*Fischer.  Geo  P  to  WASHINGTON  SAVINGS  BANK  of  N  Y.  Bronx- 
dale  av,  n  s.  2.80.4  w  Matthews  av.  2(5.10x112.10x25x122.7.  P  M. 
Oct  27.  3  years.  —%_.  Nov  7.  1906.  Corrects  error  in  last  issue, 
when  distance  from  corner  read  279.10.  1,2(X) 

Goodman,  Urry  to  TITLE  GUARANTEE  &  TRUST  CO.  Washing- 
ton av,  w  s,  200  n  173d  st,  2  lots,  each  .50x150.  2  morts,  each 
$32,500.     Nov  12,  due,  &c,  as  per  bond.     Nov  13,  19(X).     11:290(5. 

65.000 

Same  to  Manhattan  Mortgage  Co.  Same  property.  Prior  mort 
$(55,(K)0.     Nov  12.  1  year.  6<7r.     Nov  13,  1906.     11:2996.  7.400 

*Girardo,  Pasquale  to  Irving  Realty  Co.  227th  st,  s  s,  330  e 
White  Plains  road,  2.5x114,  Wakefield.  P  M.  Nov  12,  2  years. 
6%.      Nov   13.    19(16.  200 

*Goergen.  John  and  Fred  O  Knapp  to  Whitehall  Realty  Co. 
Barnes  av,  w  s,  49.10  n  Nereid  av,  50x168.3x50.9x177.6,  vacant. 
P  M.     Nov  1,  2  years,  5%.     Nov  9,  1906.  1,260 

*Same  to  same.  Barnes  av,  w  s,  1.50  n  237th  st,  150x100.  vacant. 
3PM  morts,  each  .$980.     Nov  1,  2  years.  5%.     Nov  9.  190().  2.940 

*Same  to  same.  2.S9th  st,  n  w  cor  Barnes  av,  50x99.x25.4x96, 
vacant.     P  M.     Nov  1,  2  years,  5%      Nov  9,  1906.  1,120 


♦Gunderson,  Gunder  to  WASHINGTON  SAVINGS  BANK  of  N  Y. 
Barnes  av,  e  s,  2.50  s  Lydig  av,  25x100,  vacant.  P  M.  Nov  3. 
due,   &c,   as  per  bond.     Nov  10,   1906.  1,000 

*Gilligan,  John  J  to  Whitehall  Realty  Co.  Barnes  av,  s  w  cor 
2.39th  st,  50x100,  vacant.  P  M.  Nov  1,  2  years,  57c.  Nov  9, 
1906.  1.400 

Gavin,  Patrick  to  LAWYERS  TITLE  INSURANCE  &  TRUST  CO. 
169th  st,  s  s,  61.7  w  Prospect  av.  20.3x113.9x19.2x107.2.  Nov 
8,  2  years,  .5%.     Nov  9,  1906.     10:2682.  2,000 

'Gillespie.  Patk  J  to  Whitehall  Realty  Co.  Boyd  av,  w  s,  170.2 
s  Barnes  av,  75x69. 7x96. (!.\9,  vacant.  P  M.  Nov  1,  2  years. 
5%.     Nov  9,  190<!.  385 

'Geeks.  Henry  to  Whitehall  Realty  Co.  Boyd  av,  e  s,  1(30  s 
Barnes  av,  25x97.6.  P  M.  Nov  1,  due  Nov  8,  1908,  5%.  Nov 
12.    1906.  420 

Hawthorn  Building  Co  to  Bcnj  F  Jackson.  Freeman  st,  s  s,  75  w 
Vyse  av,  25x100.  Building  loan.  Prior  mort  $4,200.  Nov  9, 
1   year,   Cr/r.     Nov   15.   190(5.      11:2986.  2,300 

Hubener.  Louis  and  Martin  Escher  with  Geo  S  Runk.  155th  st, 
n  s,  270.3  e  Park  av,  50x100.  Subordination  agreement.  Oct 
22.     Nov  12,   1906.     9:2415.  nom 

*Hogan,  Wm  B  to  Charles  Sieber.  White  Plains  road,  late  Old 
Boston  road,  w  s,  412.9  n  e  2d  st.  runs  w  183.3  x  n  50  x  e  to 
c  1  of  road  x  s  — .  being  s  %  lot  147  map  Olinville.  P  M.  Nov 
10,  5  years,  iWk-     Nov  12,  1906.  8,000 

*Herrington.  Fred  W  to  Whitehall  Realty  Co.  Barnes  av,  w  s, 
300  n  237th  st,  25x100,  vacant.  P  M.  Nov  1,  2  years,  57o. 
Nov  10,   1906.  490 

'Hunter,  Jennie  to  WASHINGTON  SAVINGS  BANK  ot  N  Y. 
Bogart  av,  e  s.  300  n  Rhinelander  av,  50x100,  vacant.  P  M. 
Oct  30.  3  years,  —7c.     Nov  10.  1906.  1,400 

Hitchcock.  Jennie  C  to  Emma  Jiran.  Nelson  av.  No  IS,  e  s,  2(X).6 
n  164th  st,  25x70.10x25. 2x(j9.(!.  P  M.  Prior  mort  $5,000.  Nov 
12,  3  years.  (!7f.     Nov  13,  1906.     9:2512.  1,500 

Halton,  Thos  to  John  James  Brown.  Park  av  West,  No  4461,  w  s, 
147  s  182d  St.  18x88.6x18x87.10.  Nov  12,  3  years,  6%.  Nov 
15.  1006.     11:.30.30.  4.000 

Same  to  Henry  A  Parmentier.     Same  property.     Prior  mort  $4,000. 

Nov  14,  1  year,  (57.     Nov  15,  1905.     11:3030.  600 

*Hauser,  Philip  to  Whitehall  Realty  Co.  Nereid  av,  n  s,  50  w 
Barnes  av,  runs  e  50  x  n  26.9  x  n  w  ,50.10  x  s  w  18.3  x  s  154 
to  beginning.  Nov  1.  due  Nov  8,  1908,  5%.  Nov  14,  1906.  800 
'Hennessey,  James  A  to  Whitehall  Realty  Co.  239th  st,  s  s,  100 
w  Barnes  av,  10  6x100.9x43.9x106.2;  Gunther  av,  w  s,  181.10  s 
Barnes  av,  50x77.3x.52. 10x97.6.  P  M.  Nov  1,  due  Nov  8,  1908. 
5%.     Nov  14.  lOOii.  980 

'Same  to  same.  Barnes  av,  n  e  cor  Nereid  av.  runs  e  68.9  x  n 
64  to  Barnes  av  x  s  93.11  to  beginning,  gore.  P  M.  Nov  1,  due 
Nov  8.  1908,  Tf/r.     Nov  14,  19(16.  6.30 

'Horton,  Carrie  E  to  Sarah  E  Allison.  St  Lawrence  av,  e  s,  125 
s  Merrill  st.  25x100.  Prior  mort  $2,500.  Nov  9,  1  year,  5%. 
Nov    15.    1906.  1,500 

Hoops,  John  to  LAWYERS  TITLE  INSURANCE  &  TRUST  CO. 
1.38th  st.  No  7.38,  s  s.  748.2  e  Willis  av,  19.6x85.  P  M.  Nov 
14,  3  years,  57.     Nov   15,  1906.     9:2282.  S.OOO 

Same   to  John   Lynn.      Same   property.      P   M.      Prior  mort  $8,000. 

Nov  19.  due,  &c,  as  per  bond.     Nov  15,  1906.     9:2282.  3,(XK) 

'Hanrahan.  James  to  Joseph  J  Gleason.  172d  st,  e  s,  1.31  s 
Gleason  av,  25x100.     P  M.     Nov  12,  3  years,  57t.     Nov  13,  1906. 

1,485 
Hawthorn   Building  Co  to  Ann  Jackson.     Freemont  st,   s  s,   1(X)  e 
Hoe    av,    25x95.      P   M.      Nov   9,    1   year,   — %.      Nov    13,    1906. 
11:2986.  2,200 

Same    to    Jane    E    Hunter.      Same    property.      P    M.      Prior    mort 

$2,200.     Nov  9.  1  year,  —7c.     Nov  13,  1900.     11:2986.  2.000 

'Habicht.  Anna  to  T  Emory  Clocke.  4th  st,  e  s,  62.4  s  215th  st, 
31.2x105.2x30x113.7,  Wakefield.  Nov  3,  3  years,  67c.  Nov  9. 
1906.  2,.500 

'Horton,  Carrie  E  to  Felix  Aronson.  St  Lawrence  av,  e  s,  100  n 
Merrill   st,   2.5x100.      P   M.     Nov  9,   1   year,  6%.      Nov  10,   1906. 

1,.500 
'Ivory,  James  to  WASHINGTON  SAVINGS  BANK  ot  N  Y.     Muli- 
ner av,  e  s,  3(55.2  s  Neil  av,  26.1x9S.10.x25xl08.6,  vacant.     P  M. 
Oct  27,  3  years.  —7c.     Nov  10,  1906.  567 

Johnston.  Alice  M  to  Eleanor  L  Armstrong.  Macy  pi.  No  1026, 
s  s,  10.8.11  e  Prospect  av.  runs  s  w  (i3.1  x  s  2.5  x  e  16  x  n  e 
86.5  to  pi  x  w  25  to  beginning.  Nov  13,  1906,  3  years,  5%. 
10:2688.  5,000 

Kruse,  Henry  to  BOWERY  SAVINGS  BANK.  152d  st,  s  e  cor  Mel- 
rose av.  20x114. 4x20x114.5.  Nov  14,  3  years,  4%%.  Nov  15, 
1906.-  9:2374.  10.000 

'King.  Mary  A  to  Hudson  P  Rose  Co.  Eastchester  av,  e  s.  182  n 
Stilwell  av,  54.6x138  to  Stillwell  av  x52xl02.2.  P  M.  Nov 
12.   due  Dec  1,   1911,  5%7c.     Nov  13,  1906.  900 

Knauf.   Bertha  to  Chas  V  Culyer.     College  av.  e  s,  209.10  s  170th 

St.  2,50x100.     Nov  8,   1  year,  67o.     Nov  13.  1906.     11:27.83.  20  000 
'Knauf,    Bertha    to   Henry   Storck.     Jefferson   st,   s   w   cor   Morris 
.   Park   av,   l(X)x.5(l.   Hunt   estate.     P  M.     Prior  mort  $1,600.     Nov 

9.  2  years.  6%.     Nov  13,  1906.  3,(X)0 

'Klingenstein,  Mathilde  to  Whitehall  Realty  Co.  Barnes  av,  w  s, 
75  s  237th  st,  25x82.lx28.6xS2,  vacant.  P  M.  Nov  1,  2  years. 
.57r.      Nov   9.    IfMXi.  385 

'Kenny,  Wm  to  Whitehall  Realty  Co.  Gunther  av,  e  s,  464  s 
Barnes  av,  50x97.6,  vacant.  P  M.  Nov  1,  2  years,  5%.  Nov 
9.    1906.  770 

Kahn,  Herman  to  Joseph  Hesdorfer  exr  Wranz  Schneider.  Arthur 
av.  No  2189.  s  w  cor  182d  st,  16.8x80.  Nov  9,  1906,  5  years, 
5%.      n:30ti.3.  1(1.000 

'Kaysser,  Wm  F  to  Whitehall  Realty  Co.  Boyd  av,  w  s,  295.2  s 
Barnes  av,  62.10xll0.1x,58.1xll4.  P  M.  Nov  1,  due  Nov  S, 
1908.  57r.     Nov  15.  1906.  980 

Kasser.  Katherine  C  and  Vincent  to  Geo  L  Hurd.  Crotona  av, 
late  Washington  av,  e  s,  300  n  lS3d  st,  50x100.  P  M.  Nov 
15,   19(16.  due.  &c,   as  per  bond.     11:3102.  3,000 

Kruse.  Henry  to  John  Bambey.  152d  st,  late  Elton  st,  s  e  cor 
Melrose  av,  50x114.6.  Nov  14,  demand,  6%.  Nov  15,  1906. 
0:2374.  6,000 

Linder,  Annie  and  Frank  Rotter  to  James  F  Mupleby,  Jr.  163d 
St.  s  s,  at  s  e  s  Courtlandt  av.  90x115x56,  Nov  8,  due  May  8, 
1907,  67c.     Nov  12,  1906.    9:2408.  9,000 


Tb«  t9;t  ot  tbeie  pageo  li  oopyrtcbted.     All  rlittti  tre  reserrsd.     Notice  li  bereb^  glveo  tbat  InfrlnKement  will  I«kd  to  proiaoutlon. 
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EORGE    A.    JUST    COMPANY 

239   Vernon    Ave.,    Boro.  of  Queens.   New  York  City 

IRONWORK    FOR    BUILDINGS 


*Landgrebe,  Anton  to  Henry  C  Reid.  Morris  Park  av,  s  s,  lo  e 
Garfield  st,  25x100.     Nov  14,  3  years,  5%.     Nov  15,  lOOb.  bUO 

*Levi,  Carrie  to  Geo  A  Meyer.  Birch  st,  s  w  cor  Chester  av,  &0x 
100.     P  M.     Oct  30,  due  April  30,  1910,  — %.     Nov  12,  190b.      420 

Lash,  Sidney  R  to  Norwood  Hill  Realty  Co.  Kepler  av,  e  s,  40  n 
237th  st,  24x100.  Prior  mort  $4,000.  Nov  5,  due  May  1,  190(, 
0%.     Nov  9,  1906.     12:3378.  ^^^^     ^     1.000 

Linder,  Annie  and  Frank  Rotter  to  HAMILTON  BANK  of  N  Y 
City  lU3d  st,  s  e  cor  Courtlandt  av,  90x50x115x56.  Building 
loan.     Nov  7,  due  May  6,  1907,  0%.     Nov  9,  1900.    9:2408.  41,000 

*Longton,  Wm  H  to  Blanche  S  Durell  and  ano.  White  Plains 
road,  e  s  lot  93  map  part  of  Hunt  estate,  25x95.  Nov  8,  3 
years,  57c.     Nov  9,  1906.  5.000 

*Liebler,  Elise  E  to  V^'ASHINGTON  SAVINGS  BANK  of  N  Y. 
Fowler  av,  w  s,  150  n  Rhinelander  av,  25x142.3.  P  M.  Oct  27, 
3  years,  — %.     Nov  7,   1900.     Corrects  error  in  last  issue,  when 


location  read  n  of  Bronxdale  av. 


630 


Lang,  Adolf  to  Wm  G  Doig.  Freeman  st,  s  s,  48  w  Chisholm  st, 
24x75.  Prior  mort  .fo.OOO.  Nov  10,  due  July  1,  1908,  6%.  Nov 
13,    1906.     11:2970.  ,^^^     ^.000 

Lemon,  Patrick  H  to  A  Hupfels  Sons.  Ogden  av.  No  1160.  Sa- 
loon lease.     Sept  21,  demand,  6%.     Nov  14,  1906.     9:2516.     3,500 

*Locatell,  Annie  to  Gordon  Ritchie.  Matthews  st,  w  s,  and  being 
lots  162  and  163  map  Adee  Park,  east  of  Botanical  Gardens. 
Prior  mort  $7,500.     Nov  13,  1906,  3  years,  5%.  500 

Leitner,  Jacob  with  TITLE  GUARANTEE  &  TRUST  CO.  Wood- 
lawn  road,  w  s,  319.10  s  Van  Courtlandt  av,  25x100.  Subordi- 
nation agreement.     Oct  10.     Nov  15,  1900.     12:3335.  nom 

*McLennan,  Fredk  R  G  to  Whitehall  Realty  Co.  Barnes  av,  s  e 
cor  Boyd  av,  25,x97.6.     P  M.     Nov  1,  due  Nov  8,  1908,  6%.     Nov 

13,  1906.  507.50 
Myer,   Sadie   to   Michl   Bernstein.      140th   st,   Nos  873   and   875,   n 

s,  340  e  St  Anns  av,  80.x05.  Secures  notes,  —%.  Nov  14.  Nov 
15,   1906.      10:2552.  2,000 

McManus,  Martha  G  to  Wm  Rumble.  Anthony  av,  e  s,  69.4  n  178th 
st,  24.2x90.  P  M.  Prior  mort  $5,300.  Oct  30,  due  Oct  3,  1908, 
57c.     Nov  15,  1906.     11:2814.  1,450 

*Moramarco,  Michele  and  Rosa  Tatuni  to  Hudson  P  Rose  Co. 
Schuyler  st,  s  s,  150  w  Crosby  av,  26.2x83.9x24x81.4.  P  M. 
Nov  10,  due  Dec  1,  1909,  5W/c.     Nov  13,  1906.  300 

*MacGregor,  Annie  L  to  John  H  Bass.  230th  st,  s  e  cor  6th  av, 
105x114,  Wakefield.     P  M.     Nov  9,  2  years,  6%.    Nov  10,  1906. 

1,200 

*Malone,  Bernard  P  to  WASHINGTON  SAVINGS  BANK  of  N  Y. 
Muliner  av,  w  s,  320.4  n  Bronxdale  av,  25x105.10.  P  M.  Oct 
27,  3  years,  — %.  Nov  7,  1906.  Corrects  error  in  last  issue  as 
to    location.  645 

*Manzione,  Vincenzo  and  Vincenzo  Palmier!  to  Whitehall  Realty 
Co.  Nereid  av,  s  s,  24.5  e  Wickham  av,  24.5x100.  P  M.  Nov 
1,  due  Nov  8,  1908,  5%.     Nov  12,  1906.  490 

Same  to  same.  Wickham  av,  e  s,  150  n  Nereid  av,  runs  n  —  to 
Barnes  av  x  n  e  48.11  x  e  61.6  x  s  50  x  w  97.6  to  beginning. 
P  M.     Nov  1,  due  Nov  8,  1908,  57c.     Nov  12,  1906.  935 

*Same  to  same.  Nereid  av,  s  s,  82.5  w  Barnes  av,  runs  e  50  x  s 
76.9  X  s  w  34.2  x  w  25  x  n  100  to  beginning.  P  M.  Nov  1,  due 
Nov  8,  1908,  57c.     Nov  12,  1906.  927.50 

*Same  to  same.  Wickham  av,  e  s,  125  s  Nereid  av,  25x97.6.  P  M. 
Nov  1,  due  Nov  8,  1908,  5%.     Nov  12,  1906.  420 

'Mendelsohn,  Jacob  to  WASHINGTON  SAVINGS  BANK  of  N  Y. 
Bronxdale  av,  n  s,  63.10  e  Matthews  av,  31.10x118.2x25x138.  P 
M.  Oct  27,  — %.  Nov  7,  1906.  Corrects  error  in  last  issue, 
when   lot   and   block   number   was   given.  1,140 

*Mendelsohn,  Jacob  to  WASHINGTON  SAVINGS  BANK  of  N  Y. 
Bronxdale  av,  n  s,  85.11  w  Muliner  av,  31.11x122.9x25x102.10. 
P  M.  Oct  27,  3  years,  — %.  Nov  7,  1906.  Corrects  error  in 
last  issue,  when  location  read  85  w  Muliner  av.  1,035 

McCrystal,  Margt  to  Patk  J  McNultey.  198th  st,  s  w  cor  Anthony 
av,  42.4x9Sx51.9.x9S.ll,  except  part  for  Concourse.  March  27, 
1906,   due,   &c,  as  per   bond.      Nov  13,   1906.      12:3315.  1,000 

*Marion,  John  B  with  Wm  H  Deady.  Columbus  av,  s  w  cor  Van 
Buren   st,   20x — x25xl00.      Two   extension   morts.      Nov   8.      Nov 

14,  1906.  nom 
*Marcks,   Henry  to  Charlotte  A  Woll.     Amsterdam  av,  e  s,  325  n 

Tremont  road,  50x100,  Tremont  Terrace.  Nov  12,  1906,  1  year, 
6%.  1,000 

*Massoth,  Chas  to  Whitehall  Realty  Co.  Barnes  av,  e  s,  at  w  s 
Gunther  av,  runs  s  217.7  x  e  154.6  to  w  s  Gunther  av  x  n  156.10 
to  beginning,  gore.  P  M.  Nov  1,  due  Nov  8,  1908,  5%.  Nov 
12,    1906.  2,327.50 

*Same  to  same.  Barnes  av,  n  w  cor  237th  st,  150x100.  P  M. 
Nov   1,   due  Nov  8,   1908,   57o.     Nov  12,  1906.  2,835 

*Same  to  same.  Gunther  av,  e  s,  389  s  Barnes  av,  75x97.6.  P  M. 
Nov  1,  due  Nov  8,  1908,  5%.     Nov  12,  1906.  1.207.50 

*Same  to  same.  Wickham  av,  e  s,  375  s  Nereid  av,  100x97.6. 
P  M.     Nov  1,  due  Nov  8,  1908,  57o.     Nov  12,  1906.  1,470 

*Same  to  same.  Wickham  av,  e  s,  350  s  Nereid  av,  100x97.6. 
P  M.     Nov  1,  due  Nov  8,  1908,  5%.     Nov  12,  1906.  1,680 

*Mack,  Cath  to  Ella  M  Mapes.  Cornell  av,  s  s,  100  w  Mapes  av, 
37.0x100,  Westchester.  P  M.  Aug  1,  3  years,  5%.  Nov  12, 
1906.  1,650 

*Muller,   Henry   F   to   Whitehall   Realty   Co.      Barnes   av,   s   w  cor   , 
Nereid  av,  82..5x76.9xll2.6,  gore,  vacant.     P  M.     Nov  2,  2  years, 
5%.     Nov  9,  1906.  700 

♦Mathews,  James  J  to  Whitehall  Realty  Co.  Gunther  av,  w  s, 
206  s  Barnes  av,  25x97.6,  vacant.  P  M.  Nov  1,  2  years,  5%. 
Nov  9,  J  006.  402.50 

*Morgan,  Marguerite  D  to  WASHINGTON  SAVINGS  BANK  of 
N  Y.  Muliner  av,  e  s,  205.11  n  Bronxdale  av,  .52.10xll3.4x50x 
132.8,  vacant.  2PM  morts,  each  $600.  Oct  27,  3  years,  — %. 
Nov  10,  1906.  1,200 

*Madden,  Michl  J  to  Whitehall  Realty  Co.  Nereid  av,  n  e  cor 
Wickham  av,  48.6x100,  vacant.  P  M.  Nov  1,  2  years,  57c.  Nov 
9,  1906.  1,015 

Madden.  Michl  to  Chas  V  Culyer.  Beaumont  av,  e  s,  450  n  187th 
st,  25x100.  Prior  mort  $5,000.  Nov  8,  1  year,  67o.  Nov  9, 
1906.     11:3105.  1,300 

Madden,  Michael  to  LAWYERS  TITLE  INSURANCE  &  TRUST  CO. 
Beaumont  av,  e  s,  450  n  187th  st,  25.6x95x25x100.  Nov  8,  due 
June  30,  1908,  5%.     Nov  9,  1906.     11:3105.  5,000 

*Moren,  Sophie  S  to  Whitehall  Realty  Co.     Gunther  av,  w  s,  381 


s  Barnes  av,  50.x97.6,  vacant.    P  M.     Nov  1,  2  years,  57c-     Nov    , 
9,  1906.  ^^0 

*Monterosso,  Rocco  to  Marie  A  Eastburn.  Plot  begins  195  w 
White  Plains  road  at  point  along  same  95  n  Morris  Park  av,  runs 
n  25  X  w  100  X  s  25  X  e  100  to  beginning,  right  of  way  to  Morris 
Park  av.     P  M.     Prior  mort  $1,700.     Nov  8,  3  years,  67c.     Not 

9,  1906.  »a^-^^ 
*Nelson,    Bengt    to    Whitehall   Realty   Co.      Boyd   av,    e    s,    200    s 

Barnes  av,  25x97.6,  vacant.  P  M.  Nov  1,  2  years,  57o.  Nov  9. 
1906.  402.50 

*Noe,  Paul  to  Whitehall  Realty  Co.  Barnes  av,  w  s,  75  s  239th 
st,  25x100,  vacant.     P  M.     Nov  1,  2  years,  57o-     Nov  9,  1906 

50 1. 50 

*Same  to  same.  Nereid  av,  n  s,  100  w  Barnes  av.  50xl54x58.2x 
122.3,  vacant.     P  M.     Nov  1,  2  years,  5%.     Nov  9.  1906.  980 

Nathan,  Rosa  and  Lazarus  Fried  with  HAMILTON  BANK  of  N  Y 
City.  Bailey  av,  e  s,  at  c  1  230th  st,  runs  e  100.7  x  s  2.35.2  x  s 
25  X  s  25  X  w  101.3  to  av  x  n  305.2  to  beginning.  Subordina- 
tion mort.     Oct  30.     Nov  13,   1906.     12:3260.  o-,r^°u°^ 

*0'Brien,  John  to  Albert  H  Crump.  Olinville  av,  n  e  cor  216th 
st,  60x100,  Olinville.     P  M.     Nov  15,  1906,  3  years,  5^.  -.8U0 

O'Connell,  Eleanor  P  to  TITLE  GUARANTEE  &  TRUST  CO.  Trin- 
ity av.  No  914,  e  s,  333.4  n  161st  st,  16.8x100.  Nov  8,  due,  &c, 
as  per  bond.     Nov  9,  1906.     10:2638.  3,500 

Powers,  Lawrence  P  to  BRONX  TITLE  &  MORTGAGE  GUARAN- 
TEE CO.  Briggs  av,  n  w  s,  377.4  n  e  198th  st,  late  Travers  st, 
25x100.     Nov  9,  due  Jan  1,  1910,  5%.     Nov  10,  1906.     12:3302. 

*Pelham  Parkway  Realty  Co  to  WASHINGTON  SAVINGS  BANK  of 
NY.  Muliner  av.  w  s,  200  s  Brady  av,  100x100,  vacant.  4PM 
morts,  each  $900.     Oct  27,  3  years,  —7c.     Nov  10.  1906.  3,600 

*Same  to  same.  Muliner  av,  e  s,  225  s  Brady  av,  100x100,  vacant. 
4PM  morts,  each  $900.     Oct  27,  3  years,  —%.     Nov  10,  lOOo.^ 

*Pfodenhauer,  Albert  to  Whitehall  Realty  Co.  Wickham  av,  w  s, 
725  s  Nereid  av,  41.8x97.6x29.8x97.9,  vacant.  P  M.  Nov  1,  2 
years,  5%.     Nov  9.  1906.  ^^^  ,   ^     ,„^.„.     402  50 

Perlitch,  Joseph  to  Jacob  D  Morrison.  161st  st,  late  Wilham  st, 
n  s  between  Courtlandt  av  and  Melrose  av,  and  being  lot  ^0  map 
North  Melrose.  50x103.5x50x102.5,  e  s,  except  part  for  lOlst^st. 
Prior  mort  $41,900.     Nov  15,  1906,  due  Jan  1,  1906.     9:2408.   (.500 

Powers  James  B  to  Tremont  Building  &  Loan  Assoc.  Reservoir 
Oval  e  s,  100.1  s  Reservoir  pi,  runs  s  43.11  x  9.1  x  e  4i.6  x  n 
89  9  X  n  17.6  x  w  SO  to  beginning.  Building  loan.  Nov  10,  in- 
stalls, 6%.     Nov  13,  1906.     12:3343.  l.<00 

Powers,  Lawrence  P  to  Florence  F  Dickenson.  Briggs  av,  n  w  s 
377.4  n  198th  st,  25x100.  Prior  mort  $12,000.  Nov  14,  2 
years,  6%.     Nov  15,  1906.     12:3302.  2  250 

Palmer,  Dwight  O  to  Jos  H  Jones.  Nelson  av,  w  s,  (5.1  n  Ibbth 
st,   25x101.10x25x100.      P   M.     Nov   10,   installs,   67o-     Nov   15, 

1906.  9:2514.  „     ..     ^    ^'""^ 
*Parfitt    Henry  to  Anna  M  Grossman  et  al  trustees  Martin  Gross- 
man. '  Bronxdale  av,  w  s,  60  n  Morris  Park  av,  50-\99.5xu0.x99.4 
Nov   12,  190«5,  3  years,  57o.  ^    ''.^OO 

*Padula,  Frank  to  Foster  J  Haviland  trustee  for  estate  Fisher  b 
Valentine.  Grace  av,  w  s,  70  n  St  Raymond  av,  25x44x44  to^ St 
Raymond  av  x25x— x— .     Nov  8,  3  years,  oVz'/o-     Nov  9,  1906.  o.OOO 

*Peters,  Frederick  C  to  Whitehall  Realty  Co.  Boyd  ay,  e  s,  2o  s 
Barnes  av.  75x97.6.  P  M.  Nov  1,  due  Nov  8,  1908,  5/.  Nov 
13     1906.  1,347.00 

Quin'n,  Eugene  J  to  Cornelius  Callahan.  183d  st,  n  s,  between 
Sedgwick  av  and  Andrews  av,  and  being  lots  22,  23  and  part 
25  map  property  of  A  J  Taylor  and  Wm  D  Peck  et  al,  61x 
151.1x60x150.3.     Prior  mort  $8,000.     Nov  13,   1906,  due  Oct  28 

1907.  67c.  11:3225.  ,  ,  ^-'OO 
*Regent   Realty   Co   with   Marie   A   Eastburn.     Plot   begins   125   n 

Morris  Park  av  at  point  274.6  e  Unionport  road,  runs  w  100  x  n 
25  X  e  100  X  s  25  to  beginning,  with  right  of  way  to  Morris 
Park  av.     Extension  mort.     Nov  7.     Nov  9,  1906.  nom 

♦Reiffin,  Edward  to  WASHINGTON  SAVINGS  BANK  of  N  Y. 
Tremont  road,  s  w  cor  Broadway,  81.11x50x113.3x59,  Tremont 
Terrace.     P  M.     Nov  8,  2  years,  5%.     Nov  10,  1906.  1.300 

Rehm,  Christian  D  to  George  Schwegler.  Franklin  av,  No  1256, 
e  s  278  6  n  168th  st,  34x185.5.  P  M.  Nov  12,  due,  &c,  as  per 
bond.     Nov  13,  1906.     10:2615.  4,000 

Rosenzweig,  Ignatz  to  James  G  Wentz.  Belmont  av,  n  w  cor 
186th  st,  50x87.6.  Prior  mort  $1,200.  Nov  14,  due,  &c,  as  per 
bond.     Nov  15,   1906.     11:3074.  5,500 

*Rieper,  Frederick  to  Geo  Strecker.  Morris  Park  av,  s  w  cor 
Unionport  road,  35xl02x— ,  gore.  Nov  12,  3  years,  57o.  Nov 
13,   1906.  „„  5,000 

Ricca,  Amalia  to  KNICKERBOCKER  TRUST  CO.  132d  st,  old 
line,  n  s,  325  e  St  Anus  av,  100x100;  132d  st,  n  s,  325  e  St 
Anns  av,  100x10,  being  strip  between  old  line  132d  st  and 
present  line  132d  st.  Given  as  collateral  security  for  note  of 
$10,000.     Nov  9,  demand.  67o.     Nov  15,  1906.     10:2540.      10,000 

Roe,  Cornelius  W  to  Emil  Robitzek.  Trinity  av.  No  890,  e  s, 
150  n  161st  st,  18.3x100.     Nov  15,  1906,  5  years,  57o.     10:2638. 

Syndicate  Construction   Co   to  Saml  Strasbourger.     Union  av,   e  s, 

96  1   n   161st   st,   22.5x100.      Prior  mort   $ .      Nov   9,   demand, 

6%.     Nov  14,  1906.     10:2677.  10,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders  to  above  mort.     Nov  9.     Nov  14,  1906.     10:267(.  

*Schill  Edward  A  to  Mary  J  Haviland  extrx  Alex  M  Lane.  Bronx- 
dale  av,  w  s,  50  n  Columbus  av,  50.0x90.11x.50.x9S.2.     P  M.     Nov 

10,  3  years,  6%.  Nov  13.  1906.  ,,„1.500 
*Spero,    Sarah    to    Eliza    S   Taber.      St   Lawrence   av,    e   s,    l<o   n 

Merrill  st,  25x100.  Nov  12,  3  years,  5%.  Nov  13,  1900.  4.000 
*Schwaab,  John  J  to  Whitehall  Realty  Co.     Barnes  av.  w  s„  225.2 

s   Nereid   av,   25x90.3x,39.9xl27.2.      P    M.      Nov   1,   2   years,    5^. 

Nov  9,   1906.  ,„„  Ji^''^ 

♦Schlesinger,    Amelia   to   Joseph  J  Gleason.      l(2d  st,  w   s,   lob   s 

Gleason    av,    25x100.      P    M.      Aug   31,    3    years,    57c.      Nov    10 

1906.  495 

*Same  to  same.     Gleason  av,  s  s,  75  w  172d  st,  50x100.    P  M.     Aug 

.31,  3  years,  5%%.     Nov  10,  190<j.  ^„-,  ,^^^^ 

*Scheeren,   Hugo   to   Fridolin  Weber.      Gunther   av,   V7  s,   331.10  s 

Barnes  av,  50x97.6,  vacant.     P  M.     Nov  8,  2  years,  57o.     Nov 

9.  1906.  1.100 


The  text  ef  tkeie  pages  la  copyrlghtea.     All  rlghti  are  reserved.      Notice  Is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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RlECORl)     AND     GUIDE  Manhattan       November  17,  1906 


Rockland-Rockport  Lime  Company 


Look  for  these  words  on  the  head  of  every  barrel. 

i«Maoufactured  by  Rocklaad-Rockport  Lime  Company" 

DO  KOT  BE  DECEIVED  BY  ANY  SUBSTITUTR 


GreeniKJint  Ave.  &  Newtown  Creek 

Borough  of  Brooklyn,  N.  Y.  City 

Telephone,  207  Greenpolnt 


Manufacturers    of    tne  iollowing   Brands    af 
Rockland   Lime 

EXTRA  FINISHING  LUMP  SS^in 

Also  Sole  Manufacturers  of 

EUREKA  BRAND  of  PREPARED  PURE  WHITE  LIMB 

which  Ib  anperior  to  tuaj  other  lime  or   wall    plaster  now 
on  tha  market.  GUARANTEED  NC>T  TO  PIT. 


NEW    YORK    OFFICE,    FULLER    BUILDING,    BROADWAY    AND    23d    STREET 


Sarbacher  Jacob  to  Zeltner  Brewing  Co.  3d  av.  No  3i;S3.  Saloon 
lease      Nov  S.  demand,  6%.     Nov  13,  1906.     11:-U10.  l.SOO 

*Smith  Gus  T  to  Whitehall  Realty  Co.  Nereid  av,  s  e  cor  Wick- 
ham  av  2-1  2.\100,  vacant;  Wickham  av,  e  s,  100  s  Nereid  av, 
•^■).\')7(i'  vacant.     P  M.     Nov  1,  2  years,  5%.     Nov  i),  lOOt!.      1,015 

♦Same  to'  same.  Nereid  av,  n  s,  l.")0  w  Barnes  av  .-;0.<122.3x— x 
85  4    vacant.     P  M.     Nov  1,  5  years,  5/.     Nov  9,  I'JOt).  Jmo 

*Sarae  to  Whitehall  Realty  Co.  Gunther  av,  w  s,  uSl.lO  s  Barnes 
av    100x97.0,  vacant.     P  M.     Nov  1,  2  years,  5%.     Nov  9,  19(.Mj. 

1.O40 

♦Smith  Gus  T  to  Whitehall  Fealty  Co.  Bruner  av,  w  s,  200  n 
Nereid  av  75x78.0x110x159,  vacant.  P  M.  Nov  1,  2  years, 
5%.     Nov  9,  1900.  ^  ,,    .        l.-J"J 

Schacht  Maria  to  Martin  Lahm  exr  Philip  Lahm.  Union  av, 
w  s,  32'J.S  n  105th  st,  runs  w  170  x  n  19.3  x  e  04.7  x  s  1  x  e 
10.5  5  to  av  X  s  IS. 3  to  beginning,  except  part  for  av.  Oct  31,  5 
years,  5%.     Nov  9,   1900.     10:2070.  5,000 

Schrag  Louis  to  TITLE  GUARANTEE  &  TRUST  CO.  Monroe 
av  No  1S71.  s  w  cor  Mt  Hope  pi,  25x103.8  to  e  s  Grand  Boule- 
vard and  Concourse  x20.10  to  pi  xOS.lO.  P  M.  Nov  8,  due,  &c 
as   per   bond.      Nov  9.   1900.      11:2801.  O.oOO 

Shatzkin  (A)  &  Sons,  Inc.  to  Sound  Realty  Co.  Beech  av,  w  s, 
387  2  s  Corsa  av,  25x100;  Beech  av,  w  s,  437.2  s  Corsa  av, 
•>5xi00-  Cedar  av,  e  s,  084  s  Corsa  av,  25x90.8x— x99.8.  3PM 
morts,  'each  .$450.     Sept  12,  3  years,  5%.     Nov   i:|^   1900.       1,350 

*Same  to  same.  Cedar  av.  e  s,  584  s  Corsa  av.  ;>0xl09.9x— xl20.5. 
2PM  morts,  each  $500.     Sept  12.  3  years,  ,5%.     Nov  13,  1900. 

1 ,000 

*Same  to  same.  Lots  311  and  312  map  Laeonia  Park.  P  M. 
Sept   12,  3  years,  5%.     Nov  13,  1900.  4.:)0 

*Same  to  same.  Beech  av,  w  s,  112.2  s  Corsa  av,  25x50.  P  M. 
Sept   12.  3  years.  5%.     Nov  13,  1900.  850 

*Samc  to  same.  Cedar  av,  e  s,  810  s  Corsa  av,  33ix— x— xi3.3. 
P  M.     Sept  12,  3  years,  5%.     Nov  13,  ItMtO.  1.400 

*Same  to  same.  Cedar  av,  e  s,  709  s  Corsa  av,  2.jx09.8x— xl09.9. 
P  M.     Sept  12,  3  years,  a%.     Nov  13,   1900.  400 

*Same  to  same.  Beech  av.  e  s.  375  s  Elm  st,  25xl89.5x2oxl93.9. 
P  M.     Sept  12,  3  years.  H'/c     Nov  13,  1900.  750 

*Same  to  same.  Corsa  av,  s  s,  78.:>  w  Beech  av,  20x100.4.  P  M. 
Sept  12,  3  years.  !,'/(■     Nov  13,  1900.  (0(3 

Slaib-Abendsehein  Co  to  Geo  Abendschein.  132d  st,  n  s.  400  e 
Cypress  av,  100x200  to  s  s  133d  st.  Oct  1,  5  years,  5%%.  Nov 
15,  ]90(>.     10:2501.  lS,tH)0 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders  to  above  mort.     Oct  1.     Nov  15,  1900.     10:2501.  

*Svejk,  Vaclav  to  Albert  Hamlik.  Hancock  st.  w  s,  100  s  Colum- 
bus av.  25x100.     Nov  13.  3  years.  0%.     Nov  14,  1900.  3.000 

*Shater.  D  Roy  to  Fredk  Eisen.  Emily  st,  n  s.  175  e  Pier  av. 
50x99.\— xll2;  also  lot  98  lands  Dutchess  Land  Co  map  Benson 
estate,  Throggs  Neck.  P  M.  Nov  10,  2  years,  O'/f.  Nov  12, 
1900.  1.1(X) 

♦Same  to  John  S  Mapes.  Lots  95  to  98  same  map.  P  M.  Equal 
lien  with  mort  (or  $1,100,  covering  lots  95,  90  and  98  same 
map.     Nov   10.  2  years,   0<'c.      Nov   12,   19(.l(!.  900 

♦Silver,  Annie  to  Georgianna  Briggs.  Briggs  av.  n  s,  77  e  6th 
av,  25.8x92.1x25x86.  V2  part.  Nov  8,  3  years,  G%.  Nov  12. 
1000.  TOO 

♦Tarr,  Saml  to  Whitehall  Realty  Co.  Wickham  av,  w  s,  :)50  s 
Nereid  av,  25x97.0;  Wickham  av.  w  s.  375  s  Nereid  av.  50x 
07.0.     P  M.     Nov  1,  due  Nov  8.  190.8.  59; .     Nov  12,   19116.       1,120 

Teichman,  Jennie  E  wife  of  and  Edward  to  Ira  H  Brainerd  and 
ano  trustees  James  White.  Westchester  av.  n  w  s.  at  e  s  Kelly 
st,  runs  n  e  30.11  x  w  100  x  s  10.9  x  s  e  78.9  to  av  x  n  e  (i8  to 
beginning.      Nov   13.   1900.   5  years,  S'/r.     10:2704.  15  000 

♦Torpey.  Vv'illiani  to  Frank  Scomaci.  Main  st,  n  s,  —  e  Grant 
St.  and  being  lots  7  and  8  map  Wm  Cooper  at  Westchester,  48x 
100  to  s  s  Franklin  st  x24.11xl04,  e  s.  Nov  10,  2  years,  5%. 
Nov  12,  1906.  ^     1.000 

♦Tuchman,  Esther  to  Herman  Tuchman.  Plot  begins  740  e 
White  Plains  road  at  point  along  same  1.145  n  Morris  Park 
av,  runs  e  100  x  n  25  x  w  100  x  s  25  to  beginning,  right  of  way 
to  Morris  Park  av.  P  M.  Prior  mort  .$3,250.  Nov  14,  3  years. 
6%.      Nov   15,    1906.  750 

Thomas,  Rowland  W  to  Wm  A  Larned.  Crotona  av.  e  s,  75  n  179h 
st,  2  lots,  each  25x100.  2PM  morts.  each  .fS.OOi).  Nov  15. 
1900.  due.  &c,  as  per  bond.     11:3095.  16,000 

♦Tobin.  Richd  J,  Jr.  to  Whitehall  Realty  Co.  Gjulher  av,  e  s, 
SO  s  Nereid  av,  25x97.0,  vacant.  P  M.  Nov  1.  due  Nov  8. 
1908,  5%.     Nov   12,   1906.  4"0 

♦Urbansky,  Maria  to  Whitehall  Realty  Co.  Barnes  av,  e  s,  at 
w  s  Boyd  av,  runs  s  113  along  Barnes  av  x  e  91.4  to  Boyd  av 
X  n  145.8  to  beginning,  gore,  vacant.  P  M.  Nov  1,  2  years. 
5f/,.      Nov  9.   1900.  1,150 

Vitale.  Maria  to  Emidio  De  Blasi.  ISOth  st.  s  vv  s.  between  Mo- 
hegan  av  and  Honeywell  av,  and  being  12.0  n  w  lot  202.  runs 
s  \v  133  X  n  w  12.6  x  n  e  133  to  st  x  s  e  12.(i  to  beginning,  be- 
ing part  of  lot  2.34  map  East  Tremont.  Ncv  5,  5  years,  5%. 
Nov  12.   1906.     11:3123.  000 

Wolf.  Jane  A  to  LAWYERS  TITLE  INSURANCE  &  TRUST  CO. 
Cambreling  av,  w  s,  1.50  s  189th  st,  25xH:0.  Nov  14.  1906. 
due  June  28,   1908,   5%.     11:3075.  4,500 

Wormser,  Jennie  wife  Saml  and  Sophie  wife  Nathan  Mayer  to 
Lena  Kappes.  Washington  av,  n  e  cor  l('9th  st,  26x69.11. 
Nov  14,  5  years.  'j'Tc     Nov  15,  1906.     11:2910.  10,500 

♦Weber.  Fridolin  to  Whitehall  Realty  Co.  Nereid  av.  s  w  cor 
Bruner  av.  146.5x100.  P  M.  Nov  1,  due  Nov  8.  1908,  5%. 
Nov   13,    1906.  2,835 

•Wabst,  Hugo  to  Whitehall  Realty  Co.  Nereid  av,  n  s,  25  w 
Wickham  av,  runs  e  25  x  n  87.4  to  Barnes  av  x  s  w  34.2  x  s 
04  to  beginning.  P  M.  Nov  1,  due  Nov  8,  1908,  5%.  Nov  14. 
190(!.  490 

♦Weber,  Fridolin  to  Whitehall  Realty  Co.  Wickham  av,  w  s, 
4.50  s  Nereid  av.  10O.x97.6.  P  M.  Nov  1,  due  Nov  8,  1908,  5%. 
Nov   14,   1906.  1.470 

♦Same    to    same.      Wickham   av.    w   s,   325   s   Nereid   av,    50.x97.6. 

P  M.     Nov  1.  due  Nov  8,  1908,  5%.     Nov  14,  1906.  805 

Waite,  John  M  to  Anna  M  S  Schnebbe.     Eden  av,  w  s,  43  n  173d 


st,   50x100.      P  M.      Prior  mort  $750.     Oct  2,   due   Nov  8,   1908. 

6%.     Nov  14.   19(»6.     11:2823.  600 

Wartell,  Isaac  to  Geo  Neuffer.     Bathgate  av,  w  s.  32.5  s  Tremont 

av.   32(>xl(J0,   except   part   for   av.     Nov   15,   1906,   2  years,   5%. 

11:2918.  1.900 

♦Watson,    Chas   E    with   Malinda   G   Mace   et   al   trustees.    &c.      2d 

st,  n  s,  lots  382  and  383  map  Laeonia,  50x182.3x71.0x131.3.     Ex- 
tension mort.     Oct  24.     Nov  15.  190().  nom 
Weinsteiu,    Morris    to    LAWYERS    TITLE    INSURANCE    &    TRUST 

CO.      Mohegan   av,  s  w  cor  180th  st.  118x70,  except  part  for  st 

and  av.     Nov  8,  due  June  30.  1908,  5%%.     Nov  13,  1906.  11:3118. 

7,000 
♦Witt,   John    R    to    Whitehall    Realty   Co.      Byron   av,   e   s,   69.4   s 

Nereid   av,    101x125.3x100x111,    vacant.      P    M.      Nov   1,    2   years, 

5%.      Nov   10,    1906.  1,890 

♦Witt.   Conrad   and   John   R   to   Whitehall  Realty   Co.      Barnes   av, 

e  s.  113  s  Boyd  av,  150x100.  vacant.     P  M.     Nov  1,  2  years,  5%. 

Nov  10.   1906.  .  3.255 

Willson,  John   W  to  David  C  Tiebout.     Hull  av.   s  e  s,  257.4  n  e 

2(l5th  st,  25x100.     Nov  9.  3  years,  57c.     Nov  10,  1906.     12:33,50. 

3.000 
Yockel,  Philip  to  John  Yockel.     Fox  st,  n  e  cor  156th  st.  lOOx.85. 

Prior    mort    $57,800.      Nov    12,    demand,    — %.      Nov    13,    VMi. 

10:2720.  35.000 

Zimmermann    Chas   J   to   David   Greenfield.      Westchester   av,    Nos 

1107   to   1115,   n   w  s.   1()2   n   e   Prospect   av.    I(>0.\92xl00.2x50.3. 

P  M.     Nov  7.  demand.  (J%.     Nov  9.  19ll(!.     10:2(.i90.  5,000 

PROJECTED  BUILDINGS. 

The  first  name  is  that  of  the  ow'r.  ar't  stands  for  architect,  m'n 
for  mason    c'r  for  carpenter,  and  b'r  for  builder. 

When  character  of  roof  is  not  mentioned,  it  is  be  understood 
that  the  root  is  to  be  of  tin. 

BOROUGH    OF    MANHATTAN. 

SOUTH   OF   14TH   STREET. 

Catherine  st,  s  e  cor  Madison  st,  6-sty  brk  and  stone  store  and 
tenement.  18.11x112;  cost.  $.50.00);  Morris  S  Raehmil,  82  Rut- 
gers  st;    ar't.    Ed   A    Meyers,    1    Union    sq. — 1(J58. 

Greenwich  st.  No  5.57,  1-sty  brk  and  stone  outhouse,  9.0x13.4;  cost, 
$1,000;  B  S  Weeks,  149  Broadway;  ar't,  O  Reissmann,  30  1st  st. 
— 10(i.S. 

Washington  st.  No  73,  1-sty  brk  and  stone  outhouse,  5x8;  cost, 
$800;  Walter  A  Burke,  UV-  Morris  st;  ar't,  L  F  J  Weiher,  103  E 
125th   St.— 1057. 

BETWEEN  14TH  AND  59TH  STREETS. 

15th  st,  n  s,  42.5  e  9th  av,  5-sty  concrete  factory,  50x150,  rein- 
forced concrete  roof;  cost,  $6(1,(100;  G  B  Seely's  Sons,  336  W  23d 
st;  ar't,  Howard  Chapman,  11  Broadway. — 1059. 

.32d  st,  s  s,  444  e  2d  av.  0-sty  brk  and  stone  tenement  and  store, 
36x85.9;  cost,  $38,00,1;  Harry  S  Levett.  1.5.84  St  Marks  av.  Brook- 
lyn;   ar't.   C   M   Straub.    122   Bowery.— 1067. 

.53d  St.  No  106  W.  1-sty  brk  and  stone  storage  building.  7x6; 
cost.  $450;  Estate  of  Wm  Scott  Pyle,  Greenwich  and  Vesey  sts; 
ar't.   P  F   Brogan.    lilt   E   23d   St.— 10;;5. 

54th  st,  Nos  342-34.S  E.  3-sty  brk  and  stone  public  bath,  75x100.5, 
tile  roof;  cost.  $2("l.(KI0:  City  of  New  York.  City  Hall;  ar'ts. 
Werner   &   Windolph,   27   W  23d   St.— 10.56. 

.59th  st,  n  s,  1;5()  e  llih  av,  2-sty  brk  and  concrete  manufacturing 
building,  50x(i();  cost,  $5,500;  ow'r  and  ar't,  Joseph  Murray,  403 
W  59th  St.— 1061. 

Greenwich  av,  e  s,  143  n  10th  st.  4-sty  brk  and  stone  school.  .50x 
144,  slag  roof;  cost,  $75,000;  City  of  N  Y,  City  Hall;  ar't,  C  B  J 
Snyder,  500  Park  av— 1063. 

BETWEEN  .59TH   AND  125TH  STREETS,   EAST  OF  5TH  AVENUE. 
73d  st.  No  113  E.  6-sty  brk  and  stone  dwelling,  25x82.8;  cost,  $42,- 

tR)0;   Mrs  A  C  Train.  28  W  47th  st;   ar'ts,  Geo  B  Post  &  Sons,  33 

E    17th   St.— lOilO. 
114th  st,  n  s.   100  w   1st  av,  6-sty  brk  and  store  and  tenement,  25x 

87.11;    cost,    $12,000;    Angelo   di    Benedetto,   799   E    182d   st;    ar't, 

J    C    Cocker,    103    E    125th    St.— 1060. 
121st  st,  s  s,  324  e  1st  av,  6-sty  brk  store  and  tenement,  39x87.11; 

cost,  $40,(;00;   Samuel  Greenstein,  4.32  E  121st  st;  ar't,  Edward  A 

Meyers,    1     Union    sq. — 1062. 

NORTH    OF    125TH    STREET. 
Riverside  Drive,  w  s,  1(K).83  n  101st  st,  1-sty  brk  and  stone  garage, 
62x123.2;    cost,   $3..500;    The   Heights   Garage   and   Storage   Co,   32 
New   Chambers   st ;    ar't.    John    C    Watson.   217    W   125th   St.— 1064. 

BOROUGH   OF    THE   BRONX. 

Faile    st.    w   s.    .50   s    Gilbert    pi.    1-sty    frame    stable.    24x40;    cost. 

$.5(K);    Wm    Amter.    Southern    Boulevard    and    Hunts     Point    road; 

ar't.   John   De    Hart.    1039   Fox   St.— 1222. 
Frisby  St.  n  s,  75  e  Ovington  av.  2-sty  frame  dwelling.  21x56;  cost, 

$4,800;    Mary   E   Purdy.   West   Farms  road;   ar't.   J   Schwallinberg. 

Gleason   and   Castle   Hill   avs.— 1219. 
Graham   st.   e   s,   81   n   Morris   Park   av,   two  "2-sty  frame   dwellings, 

21x48;    total   cost,   $9,000;   Antonio  De  Andre,   Garfield   st.— 1230. 
Garfield   st.   e   s.   200  s   Morris   Park   av.   2-sty  frame   dwelling.   21x 

52;    cost,   $5,(KK);    Andrew   G   Anderson,   Hancock  st;    ar't,   B   Ebe- 

ling.    West    Farms   road.— 1236. 
Jennings  St.  n   s.   77  w   Bryant  av,  3-sty  brk  dwelling,   20x55;   cost, 

$6,000;    Hawthorne    Building    Co,    198   Broadway;    ar'ts,    Moore   & 

Landsiedel,    14Sth   st    and   3d   av.— 1223. 
Lincoln    st.    w    s,    225    n    West    Farms    road,    2-sty   frame    dwelling, 

21x52;   cost,  .$4,.5(M);   John  Flood,  Madison  st  and  Morris  Park  av; 

ar't,   Thos  Flood,  206  Louise  St.— 1220. 
Louise  st,  w  s,  295  n  Morris  Park  av,  eight  2-sty  brk  dwellings,  20x 

52;    total    cost,    $44,000;    East    Boro   Impt    Co,    Louis   Van    Doren, 

148th  st  and  3d  av,  president;   ar't,   Thos  Flood,  206  Louise  St.— 

1228, 
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The   Palmer   Lime  and  Cement   Company 

Kp\f^^fEIl-s  >«►.  ],"  tlio  Btrontrost  and  best  brick  lime  manufactured,  will  lay  more  brick  to  the  barrel  than  any  other  llmo.  ' 

Fariiaiii  OH  l>  10  USE  Finishiu;;,  which  Una  no  equal. 

Palmer's  Fiiiisliin^-,  high  grad.i.  t..r  all  finishing  and  plastering  work. 

Coiinec<ii-ut  WliileXime,  espi-ctally  adapted  to  brown  and  scratch  work, 

Palnier-s  f'hrniical  I.iiiic,  absolutely  high  grade.  —^r,^,-,^    w.     ^^mmrs-r^r\ir      u  .  '' 

Alscu's  Portland  Cement,  for  Long  Island.                                                                  FOSTER    F.    COMSTOCK,    Manager 
Brooklyn  Station.  Telephone  1453  Greenpoint                                                                 Sales  Department :    I  49    BROADWAY,    NEW    YORK 
Jersey  City  Station.  Telephone  1362  Jersey  Telephones,  6610-6611-6612  Uortlandt 


Mianna  st,   s   s,   217.0  e  Unionport  road,   2-sty  frame   dwelling,  21x. 
48;   cost,   $4,500;   Louis  Berger,  21  Amethyst  st;   ar't,   Ehrlch  Pe- 
terson,  21    Amethyst   St.— 122C. 

Spencer  pi,  w  s,  150  n  144th  st,  4-sty  brk  stores  and  tenement, 
25x59  5;  cost,  $13,000;  Mrs  Mary  Walpole,  212  e  12Sth  st;  ar't, 
Robert   Glenn.   010   E   1.50th   St.— 1241. 

146th  st,  s  s,  200  w  Morris  av,  1-sty  frame  shed,  25.10x20;  cost, 
$1.50;  Henry  Wright.  472  e  146th  st;  ar'ts,  C  Baxter,  &  Sons, 
300   Alexander   av.— 1230. 

147th  st,  s  s,  100  w  Robbins  av,  6-sty  brk  tenement,  50x87;  cost. 
$45,000;  Mrs  Johanna  Cordes.  048  E  147th  st;  ar'ts,  Chas  Baxter 
&  Sons,   300  Alexander  av.— 1240. 

173d  St.  w  s.  lOlJ  n  Gleasou  av.  2-sty  frame  dwelling.  21x.")0;  cost, 
$5,000;  Gustav  Kellenberg,  Taylor  av;  ar't,  B  Ebeling,  West 
Farms  road. — 1214.  Reprinted  from  last  issue,  when  this  ap- 
peared   under   Bronx    Alterations. 

213th  st,  s   s.   1"J5  e  Bronxwood   av,   two  3-sty  brk  tenements,  25 
and  22x00;    total   cost,   $14,000:   Jos   Laughery,   on  premises;    ar't, 
Wm  Sanger,  25  E  40th  st.— 1217. 

214th  St.  s  s,  375  w  Bronxwood  av,  2-sty  brk  dwelling,  21x53; 
cost,  $0,000;  Concettina  Bertone,  216  B  108th  st;  ar'ts,  Moore  & 
Landsiedel,   148th  st   and  3d  av.— 1242. 

Amundson  av.  w  s,  425  s  Randall  av,  2-sty  and  attic  frame  dwell- 
ing, peak  shingle  roof.  10x27;   cost,  .$ ;  T  G  Christiansen,  2208 

5th  av;   ar't,  Carl  P  Johnson,  8  E  42d  St.— 1233. 

Andrews  av,  e  s,  94  s  Fordham  road,  2-sty  brk  rectory.  20x80;  cost, 
$10,000;  Augustinian  Society,  Troy,  N  Y;  ar't,  Geo  H  Greibel,  2255 
Broadway. — 1221. 

Bryant  av.  w  s.  25  n  Jennings  st.five  3-sty  brk  dwellings,  20x55; 
total  cost,  $30,000;  Hawthorne  Building  Co,  108  Broadway;  ar'ts, 
Moore  &  Landsiedel.   ll.Sth  st  and  3d  av. — 1"224. 

Bryant  av.  w  s.  225  n  Jennings  st,  five  3-sty  brk  dwellings,  20x55; 
total  cost,  $30,000;  Hawthorne  Building  Co,  108  Broadway;  ar'ts, 
Moore   &   Landsiedel,    llSth   st  and  3d  av. — 1225. 

Creston  a-v.  e  s,  97  n  183d  st,  2i/i-sty  stone  stable,  mansard  tile 
roof,  24.10x40.0;  cost,  $4,000;  Philip  J  Kearns,  on  premises; 
ar't,   Geo   F  Spellman.  54  Lenox  av. — 1237. 

Grand  av.  s  e  cor  192d  st,  two  2% -sty  frame  dwellings,  peak  shingle 
roof,  31x34;  total  cost,  $14,000;  Thos  H  Thorn,  2514  Webster 
av;   ar't,  J  R  Servis,  2514  Webster  av.— 1'238. 

Glebe  av  and  Grave  av,  junction,  2-sty  frame  dwelling,  22x49;  cost, 
$5,000;  Martin  Plitcher,  004'  E  101st  st;  ar't,  B  Ebeling,  West 
Farms  road. — 1211.  Reprinted  from  last  issue,  when  this  ap- 
peared  under   Bronx   Alterations. 

Hughes  av,  e  s,  45  n  1.82d  st,  4-sty  brk  tenement,  30x59;  cost, 
$15,000;  Maria  Krabo,  4422  Park  av;  ar't,  Franz  Wolfgang,  787 
E   177th   St.— 1218. 

Kingsbridge  av,  s  w  cor  231st  st,  1-sty  and  basement  stone  church, 
peak  slate  roof.  40.0x100;  cost,  $60,000;  Church  of  the  Media- 
tor, Rev  John  Campbell,  Church  st,  pastor;  ar't,  Henry  Vaughan, 
20  Pemberton  st,  Boston,   Mass. — 1234. 

Lafontaiue  av,  w  s,  50  n  181st  st,  2-sty  and  attic  frame  dwelling, 
peak  shingle  roof,  21x48;  cost,  $4,.500;  John  E  Bon,  r238  3d  av; 
ar't,  Carl   P  Johnson,  8  E  42d  St.— 1232. 

Mayflower  av,  e  s,  25  s  Evelyn  pi,  2%-sty  frame  dwelling,  peak 
shingle  roof,  18x30;  cost,  $3.-500;  Salvatore  Chiovatto,  East- 
chester  road;  ar't.  B  Ebeling.  West  Farms  road. — 12.35. 

Mt  Hope  av,  e  s.  270  n  174th  st,  two  3-sty  frame  tenements,  21x 
07;  total  cost,  $15,000;  Cohen  &  Steineck,  031  Prospect  av;  ar't, 
Fred   Ebeling,   420  E  9th  St.— 1210. 

Mapes  av,  e  s,  100  s  Green  av,  2-sty  frame  dwelling.  21x40;  cost, 
$5,000;  Miss  Cornelia  Ferguson.  Mayflower  av  and  Zullette  av; 
ar't.  B  Ebeling.  West  Farms  road. — 1213.  Reprinted  from  last 
issue,  when  this  appeared  under  Bronx  Alterations. 

Newton  av,  e  s,  .300  n  250th  st,  2-sty  frame  dwelling,  20.x32;  cost. 
.$2, .500;  Mary  F  Tierney,  205th  st  and  Mosholu  Parkway;  ar't. 
Jas  X   Cahill.   4448  Furman   av.— 1231. 

Olinville  av.  w  s,  1.50  n  210(h  st.  1-sty  frame  tool  house,  20x14; 
cost,  $175;   ow'r  and  ar't,  Wm  R  Crump,  on  premises. — 1227. 

Perry  av,  n  w  cor  20iith  st,  2-sty  and  attic  frame  dwelling,  peak 
shingle  root,  20,0x47;  cost,  $6,000;  H  B  Roach,  1055  Tinton  av; 
ar't.   F   E   Albrecht.   Fordham.- 1229. 

Parker  av,  w  s,  50  n  St  Raymonds  av.  2-sty  frame  dwelling.  18x 
30;  cost,  .$4,000;  Dominico  Sepedo.  on  premises;  ar't,  B  Ebeling, 
West  Farms  road— 1215.  Reprinted  from  last  issue,  when  this 
appeared  under   Bronx   Alterations. 

Vyse  av.  w  s.  liS.09  n  Freeman  st.  2-sty  frame  dwelling,  21x.52; 
cost.  $0,000;  Katie  Ribeth,  1021  E  105th  st;  ar't,  B  Ebeling,  West 
Farms  road.— 1212.  Reprinted  from  last  issue,  when  this  ap- 
peared under  Bronx  Alterations. 


ALTERATIONS 

BOROUGH    OF   MANHATTAK. 

Allen  st.  No  190,  plumbing  fixtures,  chimneys,  light  shaft  to  4-sty 
brk  and  stone  tenement;  cost,  $5,000;  Joseph  Shupper,  90  Co- 
lumbia st;   ar'ts,   Hedman  &  Schoen,  .302  Broadway.— 2030. 

Corlears  St.  s  w  cor  Monroe  st.  alter  flooring,  stalls,  to  2-sty  brk 
and  stone  stable  and  car  barn;  cost,  .$5,000;  New  York  City 
Railway   Co,    021    Broadway;    ar't,    A   V   Porter,   621    Broadway.— 

Cortlandt  st.  Nos  48  and  .50.  erect  sign  to  5-sty  brk  and  stone  loft; 

cost.    $100;     Frank    Melville,    150    Broadway;    ar't,    Herbert    Mi- 

chaclis,  4.52  5th  av.— 2941. 
Crosby  st.  No  31,  tank.  Are  escapes,  windows  to  7-sty  brk  and  stone 

tenement;   cost,  $1,800;   Jacob  Korn,   924  Madison  av   ar't    Oscar 

Lowinson,   18-20  E   42d   St.— 2044. 
Division   st.   Nos  .82  and  84,  toilets,  windows  to   two  5-sty  brk  and 

stone   tenements;    cost.   $2,000;    Mrs   W  J  Lyons,  40  W   127th   sf 

ar't,  W  J  Lyons,  40  W  127th  St.— 2933. 
Eldridge   st.    No   79,   toilets,    partitions,   windows,   skylights,   to   two 


5-sty   brk   and   stone   store   and   tenement;    cost,   $5,000;    M   Gold- 
berg,  128  E  80th  st;    ar't,   E  A  Meyers,   1  Union  sq.— 2923. 

Greenwich  st.  No  28,  toilets,  to  4-sty  brk  and  stone  tenement;  cost, 
$1,000;  Estate  of  Edward  J  Burke,  llVi  Morris  st;  ar't,  L  F  J 
Weiher.  103  E  125th  st.— 2022. 

Hamilton  st.  No  7.  3-sty  brk  and  stone  rear  extension,  14x11,  alter 
root,  partition,  stairs,  show  windows,  to  3-sty  brk  and  stone 
store  and  tenement;  cost,  .$3,000;  B  Bernstein,  50  Catharine  st; 
ar't,   Chas  E  Reid,   105  E  14th  st.— 2948. 

Houston  st,  No  121  E,  partition,  toilets,  skylights,  tank,  piers -to 
(!-sty  brk  and  stone  store  and  tenement;  cost,  $2,.500;  Estate  of 
Wm  J  Dittmar,  1188  Park  av;  ar't,  Richard  Rohl,  128  Bible 
House.— 2931. 

Mott  st.  No  5,  erect  sign  to  0-sty  brk  and  stone  loft;  cost,  $1.50; 
Louis  Silverstone,  5  Mott  st;  ar't,  Herbert  Michaelis,  4.52  5th 
av.— 2040. 

Mott  st.  No  163,  windows,  toilets,  partitions,  to  5-sty  brk  and 
stone  tenement;  cost,  .$3,000;  Louise,  John  and  Margaret  Horn, 
75   Park  Row;    ar't,   Richard   Berger,   309   Broadway.— 2955. 

Mulberry  st.  No  1'20,  windows,  partitions,  to  5-sty  brk  and  stone 
tenement;  cost,  $001;  Vitoliano  Liberti,  on  premises;  ar't,  Fredk 
Musty.  177  Cherry  st.— 2939. 

South  st,  Nos  2ip5  and  2.5(;,  toilets,  stairs,  to  3-sty  brk  and  stone 
market;  cost,  $1,000;  S  Chalowsky  and  M  London,  117  Essex  st; 
ar't,  O  Reissmann,  30  1st  st. — 2937. 

State  St.  No  4,  1-sty  brk  and  stone  rear  extension,  10.6x11. (i,  to 
0-sty  brk  and  stone  hotel:  cost,  $400:  Lutheran  Emigrant  House 
Assoc,  of  N  Y:  No  4  State  st:  ar't,  J  G  Michel,  278  4lith  st, 
Brooklyn.— 2924. 

19th  st.  No  5  E,  stairways,  store  front  to  5-sty  brk  and  stone  store 
and  loft;  cost.  $700;  Meyer-Sniffen  Co.  11  W  30th  st;  ar't,  John 
H  Duncan,  LOS  5th  av.— 2941. 

2Cth  st.  No  10  E,  2-sty  and  basement  brk  and  stone  rear  exten- 
sion, 11x31.8,  stairs,  partitions,  to  4-sty  and  basement  brk  and 
stone  dwelling,  and  baths;  cost,  $11,000;  Louis  Keller,  Calumat 
Club,  5th  av  and  29th  st;  Louis  Seaman,  Knickerbocker  Apart- 
ment House,  5th  av  and  29th  st;  ar't,  C  M  Straub,  122  Bowery.— 
2034. 

31st  St.  No  420  West,  toilets,  partitions,  to  two  3  and  4-sty  brk 
and  stone  tenements:  cost,  $800:  James  Powers,  420  W  31st  st; 
ar't,  O  Reissmann,  30  1st  St.— "29.56. 

42d  st.  No  259  W,  2-sty  brk  and  stone  rear  extension,  25xe0.4x 
48.4.  partitions,  beams  to  4-sty  brk  and  stone  store  and  office 
building;  cost,  $3,800;  J  Walter  Rosenberg,  902  Walnut  st, 
Philadelphia,  Pa;   ar't,  John  W   Ingle,   109  W  42d  st  — 2'.i;{5. 

43d  st.  No  009  W,  stairway,  windows,  walls,  foundations  to  3-sty 
brk  and  stone  office  building;  cost.  $0,000:  The  Chas  E  Ellis 
Real  Estate  Co,  009  W  43d  st;  ar't.  The  Suay  Engineering  Co, 
1123   Broadway.— 2938. 

43d  St.  Nos  303  and  305  W.  1-sty  brk  and  stone  rear  extension. 
11x13.  4-sty  brk  and  stone  store  and  dwellings;  cost,  $9,000;  J 
&  F  Goodman,  303  W  44th  st;  ar't,  John  H  Knubel,  318  W 
42d   St.— 2920. 

00th  St.  No  311  E,  toilets,  plumbing,  partitions,  windows,  stairs  to 
5-sty  brk  and  stone  store  and  tenement;  cost.  $5,(K10;  D  Vella 
Realty  Co,  3'29  E   13th  st;   ar't.   Ed  A  Meyers,   1  Union  sq.— 2928. 

72d  St.  No  240  W.  windows,  partitions,  plumbing  to  4-sty  brk  and 
stone  dwelling:  cost.  $3,000:  J  W  Dimick,  Rifton,  N  Y;  ar'ts, 
Hoppin-Koen   &   Huntington,   244   5th   av.— 2945. 

S8th  St.  No  404  E.  toilets,  windows,  skylights,  plumbing,  to  4-sty 
brk  and  stone  tenement ;  cost.  $5,000;  L  Liebenthal.  203  E  104th 
st;   ar't,   M  Zipkes,  147  4th  av.— '20.54. 

911th  St.  Nos  204  and  200  W.  1-sty  brk  and  stone  rear  extension, 
43.4x10  to  4-sty  brk  and  stone  offices  and  substation;  cost,  $1.- 
2<V);  Interborough  Rapid  Transit  Co,  13-21  Park  row;  ar't,  Geo 
H    Pegram,    13-21    Park    row.— 293<i. 

113th  st.  No  102  E.  partitions,  toilets,  firenroof  ceiling,  stairs,  to 
5-sty  brk  and  stone  tenement;  cost,  $1,(X(0;  Mrs  Eliza  Schwartz, 
128   W   119th    st;    ar't.   Henry   J    Feiser.   1.50  Nassau   st. — 2ij29. 

127th  st,  No  210  East  toilets,  partitions,  to  5-sty  brk  and  stone 
store  and  tenement;  cost,  $1,500;  Candace  S  Coffin,  Willow  Court, 
Willow  and  Clark  sts,  Brooklyn;  ar't,  Chas  M  Straub,  1'22  Bowery. 
—2952. 

l'28th  st,  Nos  151-1.55  East.  1-sty  brk  and  stone  rear  extension. 
75x10.  walls,  elevator  shaft,  to  two  3  and  4-sty  brk  and  stone 
warehouses;  cost.  $5,000;  Atlanta  Realty  Co,  147  E  l'25th  st; 
ar'ts,   B   &  J  P   Walther,    147   E   125th  St.— 2947. 

1.35th  st,  Nos  204-270  West,  brk  walls,  partitions,  show  windows, 
to  1-sty  brk  and  stone  garage  and  stores;  cost,  $2. .500:  Joseph 
Wolf,  31  W  114lh  st:   ar't.  Chas  M  Straub.   122  Bowery.— 2949. 

Av  A.  No  10.  fireproof  ceilings,  to  5-sty  brk  and  stone  store  and 
tenement;  cost,  .$"2tK);  Egerton  L  Winthrop,  242  East  Houston  st; 
ar't,  Henry  Regelmann,  30  1st  St.— 2951. 

Av  B.  No  287,  partitions,  windows  to  6-sty  brk  and  stone  tenement; 
cost,  $900;  Max  Blau,  1248  Lexington  av;  ar'ts,  Bernstein  & 
Bernstein,   24  E   23d   st.— 2927. 

Pleasant  av,  s  e  cor  119th  st,  partitions,  skylight,  windows  to  5- 
sty  brk  and  stone  tenement;  cost,  $5,000;  Abraham  Bachrach, 
128   Broadway;   ar't,   M  Zipkes,   147  4th  av.— 2925. 

1st  av.  No  1637,  plumbing,  windows,  partitions,  to  4-sty  brk  and 
stone  store  and  tenement;  cost,  $5,650:  B  Klingenstein,  43  Av 
A;    ar't.    Otto    L    Spannhake,    233    E    78th    St.— 2921. 

2d  av,  No  1019.  toilets,  partitions,  windows,  to  5-sty  brk  and  stone 
tenement;  cost,  $3,000;  Mrs  Minnie  Rinaldo,  138  E  74th  st;  ar't. 
Max  Muller,  3  Chambers  st. 2932. 

2d  av.  No  2401,  toilets,  partitions,  windows,  to  5-sty  brk  and  stone 
tenement;    cost.    $1..500;    The    John    G    Hupfel    Brewing    Co.    229    B 

38th   st;    ar't,   A  J   MacManus,   1831   Bath   av,   Brooklyn.— 2953. 

6th  av,  Nos  777-779,  store  fronts,  windows,  partitions  to  4-sty  brk 
and  stone  hotel;  cost,  $5,000;  Maresi  Estate,  U  S  Trust  Co,  45 
Wall  st,  trustees;  ar't,  Walter  H  C  Hornum,  360  W  125th  St.— 
2943. 
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8th  av  s  w  cor  124th  st,  show  windows,  toilets,  to  4-sty  brk  and 
stone  hotel;  cost,  $2,000;  Daniel  Holohan,  on  premises;  ar't,  B 
W  Berger  &  Son,  121  Bible  House.— 2912. 

8th  av  No  119,  partitions,  to  2-sty  brk  and  stone  store  and  dwell- 
ing- 'cost,  $200;  Rudd  estate,  114th  st  and  Riverside  Drive;  ar't, 
J  H  Knubel,  318  W  42d  st.— 2957. 

BOROUGH   OF  THE  BRONX. 

Matilda  st,  e  s,  1GG.8  n  24i;d  st,  2-sty  frame  extension,  15.0x17  to 
2-sty  frame  dwelling;  cost,  $1,400;  Margaret  Auger,  on  prem- 
ises;  ar't,  Matthew  Hindbaugh,  00  Pearl  st,  Mt  Vernon.— 622. 

Pilot  st,  s  s,  100  e  City  Island  av,  1-sty  frame  extension,  17xl(  to 
3-sty  frame  dwelling:  cost,  $300;  Robt  Jacob,  City  Island;  ar'ts, 
S  H  Booth  &  Sons,  City  Island.— G28. 

157th  st  s  s,  145  e  Park  av,  move  2-sty  frame  dwelling;  cost,  $2,- 
000;  Elizabeth  Paul,  540  E  157th  st;  ar't,  Gustav  Schwarz,  554 
E    iSSth    St.— 031. 

15Sth  st,  s  e  cor  Cauldwell  av,  new  partitions,  &c,  to  3-sty  frame 
tenement;  cost,  $1,000;  John  J  Hickey,  on  premises;  ar't,  M  J 
Garvin,   3307  3d   av.— 025. 

184th  St.  n  s,  45.10  7-8  w  Arthur  av,  two  2-sty  frame  extension, 
20.9x80  and  29.10  3-4x.50,  and  new  partitions,  &c,  to  two  2-sty 
frame  stores  and  dwellings;  cost,  $5,000;  Francro  Marciano,  963 
E   184th  st;   ar'ts.   Byrn  &  Schnauter,   1212  Tinton  av.— 623. 

Anthony  av,  No  2069,  new  bay  windows  to  2-sty  frame  dwelling; 
cost,  $200;  Mrs  Lichtenberg,  on  premises;  ar't,  Chas  S  Clark,  709 
Tremont  av. — 626. 


Boston  road,  w  s,  230.11  s  Jefferson  pi,  1-sty  brk  extension,  20.83x 
.50,  new  columns,  girders  and  partitions,  &c,  to  2-sty  brk  store 
and  dwelling;  cost,  $3,000;  Augusta  Dorn,  709  E  149th  st;  ar't, 
Niels  Toelberg,  Boston  road  and   Prospect  av. — 030. 

Brook  av.  e  s,  139.9  n  ie9th  st,  1-sty  frame  extension,  18.6x3  new 
store  front  to  3-sty  frame  tenement;  cost,  $1,600;  Iver  Nygaard, 
1308  Brook  av;  ar't,  Niels  Toelberg,  Boston  road  and  Prospect 
av. — 033. 

Franklin  av.  No  1292,  move  2-sty  frame  dwelling;  cost,  $2,000;  John 
H  Voss,  839  E  167th  st;   ar't,  Fred  Damm,  513  E  144th  st.— 029. 

Jessup  av,  e  s,  100  s  Featherbed  lane,  move  2-sty  and  attic  frame 
dwelling;  cost,  $200;  Upland  Realty  Co,  21  Park  row;  ar't,  Fred 
Damm,   513  E    144th  St.— 621. 

McGraw  av,  e  s.  175  n  Cottage  Grove  av,  move  2-sty  frame  dwell- 
ing; cost,  $2,000;  Catherine  Flood,  206  Louise  st;  ar't,  Thos 
Flood,  206  Louise   st.— 627. 

Topping  av,  e  s,  295  s  175th  st,  move  I'/^-sty  frame  stable;  cost, 
$250;  Fred  Hard,  on  premises;  ar't,  Chris  Vorndran,  073  E  147th 
St.— 632. 

Union  av.  No  919,  new  show  windows,  new  toilets,  to  2-sty  frame 
store  and  tenement;  cost,  $200;  Luigi  Avitabile,  300  E  113th  st; 
ar'ts.    Mare   &    Landsiedel,    llSth   st   and   3d   av. — 620. 

White  Plains  av,  w  s,  50  n  225th  st,  2-sty  frame  extension,  12x12, 
to  1-sty  frame  store  and  dwelling;  cost,  $200;  Wm  H  Keating, 
226th  st  and  White  Plains  av;  ar't,  John  Davidson,  227th  and 
2d  av.— 624.  .-a  .ix^^aiJ 


JUDGMENTS     IN    FORECLOSURB 
SUITS. 

Not.   9. 

Wales  av,  w  s,  whole  front  between  St  Marys 
and  St  Joseph  sts,  262.6x100.  Cornelia  A 
Kneeland  agt  Moritz  L  Ernst  et  al;  Alfred  W 
Varian.  atfy:  Nathan  Greenbaum,  ref.  (Amt 
due.    .$11,577.28.)  ^      „  „ 

3d  av  No  4216.  Sarah  Ratel  agt  John  D  Crea- 
mer- Stern  &  Ballin,  att'ys;  James  H  Hickey, 
ref.      (Amt  due,  $2,160.70.)  ,    ,, 

3d  av    No  4417.     Fanny  Braun  agt  Patrick  Mon- 
ahan;  J  C  Julius  Langbein,  att'y;   Sampson  H 
Weinhandler,  ref.     (Amt  due,  $10,959.38.) 
Nov.    12. 

Bradhurst  av,  s  e  cor  146th  st,  119.10.U12  Gx 
irreg  Austin  B  Fletcher  agt  Charles  Laudin 
et  al-  Wm  P  S  Melvin,  att'y;  Abraham  Stern, 
ref       (Amt  due,   $48,033.50.)  ^^    „ 

117th  st  n  s,  98  e  Pleasant  av,  30x100.10.  Ben- 
jamin Nieberg  agt  Louis  Reiner;  Krakower  & 
Peters,    att'ys;    Chas    N    Morgan,    ret.      (Amt 

Le^gTett*av,"s'w  s.  28.3  n  Dawson  st.  24^9x82.9x 
20x97  4.  Herman  Both  agt  James  H  Stewart, 
Weinberg  Bros,  att'ys;  Charles  Enos.  ref.  (Amt 
due,    $346.70.) 

Nov.    13. 

Tinton  av,  w  s,  267.6  n  161st  st,  82  7xl()0x 
irreg.  George  Rosenteld  agt  Louis  Welnstem; 
Paul  M  Herzog,  att'y;  Geo  W  Kerchwey.  ref. 
(\mt  due.  $4,060.50.)  „ 

51st  st,  No  321  West.  Emigrant  Industrial  Sav- 
ings Bank  agt  Mary  Travers  et  al;  R  &  B  J 
O'Gorman,  att'ys;  Louis  Steckler,  ref.  (Amt 
due,    $10,328.89.)  .n^ao  ^      rhn,  H 

10th  st,  s  s,   133  e  Avenue  C    40^92-3^    S'^last 
Phelps-  agt  Henry   Kahn   et  al;    John   P   East 
att'y;  Adam  Wiener,  ret.  (Amt  due,  $33,767.88.) 
Nov.    14. 

T  eeeett  av  w  s,  whole  front  between  Kelly  and 
Beck  sts  250x107.5.  Lawyers'  Title  Ins  & 
■Trust  Co  agt  Gustav  A  Bauhahn  et  al;  Philip 
§    Dean     att'y;    Leopold    Wallach,    ref.      (Amt 

nsth  X^'fi'  525  e  Grand  Boulevard,  25x45 
Ihe  Societl'  of  the  New  York  Hospital  agt 
Margaret  F  Smith  et  al;  Wilson  M  Powell, 
^"yj    Richard   J    D    Keating,    ref.      (Amt  due, 

ifi-M\?'No'542  West.     LiUie  J  Herts  agt  Robert 

^  M  MacDonard;  Hollander  &  Bernheimer   att'ys; 

James  Richard,  ret.     (Amt  due,   $11,421.66.) 

Nov.    15. 

13-,th  <5t    s  s    350  e  7th  av,  50x128.3x62.3x91.3; 

mvid    Shaa    agt    Nathan    Cohn;    Arnstein    & 

Eevy    alt'ys;   Robert  E  McDonnell,  ref.      (Amt 

Trmuy*av''^*?'27  s  164th  st,  36.6x100.  Sarah 
DusenbeVry  agt  Herman  Strauss;  Reed  &  Pal- 
Uster?  att'ys;  ^Edw  J  Maxwell,  ret.  .Amt  due, 
$•25,990.83.) 


MS   PENDENS. 

431  TENEMENT  HOUSE  LIS  PENDENS. 
20  BUILDING   DEPT  LIS  PENDENS. 

Nov.  10. 
f^d  st    Nos  12!)  and  131  East.     James  Scallion 
agt    (Cornelia   McKay    et   al    (action   to    declare 
lien)   att'y,   L  B  Brown. 
Nov.  12. 
34lh    st.    No    40    West.      Mary   W    Scheper   agt 
Samuel    Frank   et   al    (action    to    declare    lease 

.d^t''^Nf'2l62.°  ^^kZ\.so  agt  CeUa  P  WeU 
(action    to    declare    lien):    att'ys,    Weekes    & 

A^ih^^lf'  No  216  East.  Stephen  Farrelly  agt 
Mary  A  Skelly  extrx  et  al  (action  to  declare 
lien);    att'y.    R  F   Swift. 

Nov.    13. 

Avenue  St  John,  w  s,  whole  front  between  Fox 
and  Beck  sts.  250x100.  Cohn-Baer-Myers  & 
Aronson  Co  agt  Joseph  Leitner  et  al;  att  ys, 
Myers  &  Schwersenski. 


99th  st,  n  s,  80  e  3d  av,  25x75.9. 

Bloomingdale  road,  es,  103.4  n  130th  st,  69x 
l(X)x    irreg. 

Two  actions.  Frederick  R  Wiggin  agt  Fred- 
erick S  Myers  et  al;  att'ys,  Sullivan  &  Crom- 
well. 

Audubon  av,  w  s,  whole  front  between  187th 
and   ISSth  sts,   189.8x75;  two  actions.     Patrick 

5  Treacy  et  al  agt  Israel  Schulman  et  al; 
att'y,     C    W    Bennett. 

5th  av.  w  s,  76.11  n  36th  st.  runs  n  27.7  x  w 
120  x  s  5.9  X  w  5  X  s  21.10  x  e  125  to  begin- 
ning. Thomas  J  Tuomey  agt  Albert  Simonson 
et  al;  att'y,  W  R  Hill. 

2d  av,  e  s,  100.11  s  118th  st,  25.3x100.  Marcy 
N  Plum  agt  Abraham  Lippman  et  al;  att'y, 
A  A  Silberberg. 

1st   st.    No   17   East.      Bertha  Wright  agt  Julius 
Hofflin  et  al;  att'y,  M  Davidson. 
Nov.    14. 

109th  st,  No  309  East.  Pierre  Mali  et  al  agt 
Louis  Levin  et  al;  att'y.   W  E  Carnochan. 

White  Plains  rd,  s  e  s,  lot  7.  map  of  Washing- 
tonville.  Bron.x,  50x100.  Mary  Dempwolff  agt 
Wm  W  Penfleld  et  al;  att'y,  A  F  Gescheidt, 
Jr. 

14th  st,  n  s,  150  w  5th  av,  25x103.3.  Ada  G 
Gary  agt  The  Central  National  Realty  &  Con- 
struction Co  et  al;   att'y,   E  J  Ludvigh. 

l:i7th  St.  n  s,  245  w  5th  av,  200x99.11.  David 
Ravitcb  et  al  agt  Louis  Reis  et  al;  att'y,  N 
Aleinikoft. 

47th  st,  s  s,  560  e  7th  av,  50x100.4;  two  actions. 

East  River  Savings  Institution  agt  Alfred  Mal- 
comson  et  al;  att'ys,   Hitchings  &  Palliser. 

Boston  rd,  n  w  cor  181st  st,  124x100x130x100. 
Alfred  Loweth  et  al  agt  Chas  S  Levy  et  al; 
att'y.    C    P    Hallock. 

98th  st,  s  s,  360  w  Central  Park  West,  40x 
100.11.  Reuben  Sadowsky  agt  J  Frederick 
Cryer    et    al;    att'y,    P    Hellinger. 

Dominick  st.    No  29.      Lucia  J   Madill  agt  John 
A  Dooner  et  al;  att'ys,  Eisman  &  Levy. 
Nov.    15 

St  Nicholas  av,  e  s,  50.6  s  128th  st.  75.7x93.9x 
irreg.  Mary  Urbach  agt  John  E  Pye;  specific 
performance;    att'y,    M    Monfried. 

Palisade  av,  n  e  cor  South  st,  172x304. 4x  irreg. 
Harry  L  Shultz  agt  Florence  E  Allison  et  al; 
specific   performance;   att'y.   P  J   Sinnott. 

Park  av,  w  s,  75.11  s  122d  st,  25x80.  Bertha 
Schiefer  agt  Minna  Freygang  indiv  and  admrx 
et  al:  specific  performance:  att'ys,  Bushby  & 
Berkeley. 

3d  av,  s,  lot  205,  map  of  Central  Morrisanla, 
Bronx.  Miriam  M  Read  agt  James  Mclntyre 
et   al:    partition:    atfy.    F    G   Wild. 

112th  St.  Nos  218  to  236  Bast.  Samuel  Kadin 
agt  Samuel  Barkin  et  al;  action  to  impress 
lien;  att'y,  I  Cohn. 

132d  St.  Nos  219  and  221  West.  American  Radi- 
ator Co  agt  John  R  McKenna  et  al;  action 
to  foreclose  mechanics  lien;  att'ys,  Warner  & 
Williams. 

Lots  89,  90.  91,  106,  107,  108  and  109,  revised 
map  of  Seneca  Park.  Bronx.  Julius  Sultan  agt 
Emma  L  Shirmer;  action  to  compel  convey- 
ance:   att'y,    R   Dorfman. 

Lot  25.  block  48.  sec  1,  map  Morris  Park,  Bronx. 
Fidelity  Development  Co  agt  Bernard  Malone 
et  al:  action  to  enjoin:  att'ys,  Lindsay,  Kalish 

6  Palmer. 

135th  St.  Nos  621  to  629  West.     Realty  Transfer 
Co  agt  John  V  Signell  Co;   action  to  establish 
vendee's  lien:  att'ys,  Kantrowitz  &  Esberg. 
Nov.    16. 

Teller  av,  w  s,  99.6  n  165th  st,  240x100.1.  Har- 
ris Herman  agt  David  Robinson:  action  to 
foreclose  mechanics  lien;   att'y,   J  C  Weschler. 

Washington  av,  e  s,  108  n  168th  st,  73x115.  Al- 
fred Marsich  agt  Diamond  Construction  Co  et 
al:  action  to  foreclose  mechanics  lien;  att'y, 
P   C   Kelly. 


FORECIX)SURE   SUITS. 

Nov.  10. 
111th   St.   s   s,   330  w  7th  av,   125x71.10.     Irving 

I  Lewine  et  al  agt  Abe  T  Harris  et  al;  att'ys, 

Eisman    &    Levy. 
Hancock    st,    w    s,    323   s    Columbus   av,    50x100. 

two    actions.      Hannah    Wallach    agt    Gervaso 

Silvani   et  al;    att'y,    A  Zimmermann. 


107th  st.  No  203  East.  Flora  V  Herzig  agt 
Samuel  Fishman  et  al;  att'y,  E  A  Isaacs. 

149th  st,  n  s,  170.3  e  Morris  av,  24.9x80.  Giu- 
seppe Tacinelli  et  al  agt  Angelo  Mannello  et  al 
att'y,    L   O   Van   Doren. 

Nov.    13. 

1.36th   st,    Nos   132,    1.50  and   152   West.  I 

144th  st,  Nos  503,  500,  511  and  513  West.  | 

Louis  Morris  agt  Edgar  Logan;  action  to  com- 
pel conveyance:   att'y,   R  L  Cutting. 

3d  av,  n  w  cor  Tremont  av,  60x64. 6.x69x55.  Selina 
Pritchard  agt  Chas  H  Barson  et  al;  partition; 
att'y,   J  W  Bryant. 

Park    av.    No    1964.      Valentin    Klein    et    al    agt 
John    S   Tobin   et   al;    action   to   impress   trust; 
att'ys,   Bushby  &  Berkeley. 
Nov.    14. 

135th    st,    Nos    222    to    258    West.      Abraham    T 
Jacobs   agt  Adel    B   Sloane   exr   et  al;    specific 
performance;    att'y.   W   Bennett   Marx. 
Nov.    15 

5th  av,  n  w  cor  125th  st,  99.11x110.  except- 
ing a  strip  10  inches  wide  on  north  side. 
Herman  Wronkow  agt  New  York  Operating 
Co  et  al:  att'y,  D  S  Ritterband. 

144th  St.  s  s,  410  e  Lenox  av,  125x99.11.  Leo- 
pold Mayer  agt  David  Perlman  et  al;  att'ys, 
Myers    &    Schwersenski. 

6th  av,  n  e  cor  4th  st,  105x50.  John  J  Bell  agt 
Jacob  Wexler;  att'ys.  Barley,  Weaver  &  Earley. 

41st  st,  n  s,  100  w  8th  av,  60x98.9.  Jessie  C 
McBride  agt  Jane  L  Gallon  et  al;  att'y,  N  A 
McBride. 

47th  st,  n  s,  580  e  7th  av,  20x100.4.  East 
River  Savings  Institution  agt  Alfred  S  Mal- 
comson   et  al;   att'ys,    Hitchings   &   Palliser. 

Belmont  av,  w  s.  78.0  n  1.81st  st  125.1x86.3. 
Joseph  Rosenzweig  agt  Herman  Aaron  et  al; 
atfy,    A   Bloch. 

COth  St.  s  s,  2.36  w  3d  av,  20x100.5.  Thomas  0 
O'Connor  agt  Arcade  Realty  Co  et  al;  atfy, 
J  E  Brodsky. 

Nov.    16. 

103d  St.  Nos  106  and  108  East.  Hyman  Mon- 
ness  agt  Harry  A  Gordon  et  al;  att'ys,  Goll- 
fogle,  Cohn  &  Lind. 

Bowery  No  204.  City  Real  Estate  Co  agt  David 
Jacobs  et  al;  atfy,  H  Swain. 

Bradhurst  av  n  e  cor  151st  st,  16o.7xl24.b. 
American  Mortgage  Co  agt  Joshua  Silverstein 
et  al;  att'ys.   Bowers  &  Sands. 

''5th  st.  No  32  West.  Warren  McConihe  agt 
Benjamin  C  Harvey  et  al:  atfy,  W  McConihe. 

185th  St.  s  s,  100  e  Park  av,  16.8x100.  John  C 
Gulick  agt  Louis  Scheuer  et  al;  atfy  J  C 
Guliek. 

JUDGMENTS. 

In  these  lists  of  Judgments  the  names  alpha- 
betically arranged  and  which  are  first  on  each 
line,  as  those  of  the  judgment  debtor.  The  let- 
ter (D)  means  judgment  for  deficiency.  (') 
means  not  summoned,  (t)  signifies  that  the  first 
name  is  fictitious,  real  name  being  unknown. 
Judgments  entered  during  the  week  and  satisfied 
before  day  of  publication,  do  not  appear  in  this 
column,    but  in   list  of   Satisfied  Judgments. 

The  Judgments  filed  against  corporations,  etc., 
will  be  found   at  the   end  of  the  list. 

Nov. 
10  Abrams,    Samuel— Morris    Carpelowsky. . . . . 

119. 6o 

10  Abuka'lit.Margaretha    P   J— Merchants    Ex- 
change Natl   Bank  of  City   of   N  Y...... 

131,Dll.t>.i 

10  Ackerman,'  Cornelius    H— Bdw    W      Acker- 
man  44...b0 

13  Abrahams,    Morris— Julius    Grossman i^?! 

i:?  Albert.    Morris— William   Cohen    5i).0b 

15  Alexander,    Louis— Wm    F    Farr. . . . . . .  .^4.31 

15  Alexander,  MDnro(^Jacob  Barron  et  aI.140.5S 
15t.A.llen,    Abraham— Harris    Been    et    al....il.37 

16  Andes,  Geo  S— Henry  Lehmann  ^•l'2-7? 

10  Blair,    Edith-Lena    L    Myers    ....,   5i.41 

lOtBerger,  Henry— Abraham  Bernstein. .  ..26.90 
10  Brenning  B  Frederick- Bond  Stero.  .234.41 
10  Bowman,   Edw  J— National   Drill  &  Mfg  Co 

,  , ,  , Io0.41i 

12  Baidwin,    Clarence    D— Joseph    C    Hough^. 

l,o06.8J 

12  Barras,    Frank— Eugene   L    Parodi    JHS'Ia 

12  Bouissent,    Auglle the   same 120.30 
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Cooper  Iron  Works" 

JOHN  COOPER,  Proprietor 

Works :  Emmett  Street  &  Avenue  D,  Newark,  N.  J. 
New  York  Office :  1  Madison  Avenue 


IRON  and  STEEL  WORK 

FOR 

BUILDINGS,  BRI  DOES,  &c. 


12  Boyd.    CUas    S— Samuel   P   Skinner 165.61 

12  Bruckner,  Frederick  C— Henry  Webendorfer 

682.61 

12  Braun,   Oscar  C— Stanley  &  Patterson.  .250.00 

12  Brennan.    Robert   J   and     Anna     V— Joseph 

Wallman 92.03 

12— Brennan,    Robert    T— Sol   Urbach 156.91 

13  Benoit,   Adolph   H   &  Maurice  V— Aetna  In- 

demnity  Co 505.21 

13  Bond.   Willard   H— Styles  &  Cash    18.67 

13  Beck,  Benedict  M— Marston  Lumber  Co. 760.17 
13  Braun,    Oscar    C— Storage    Battery    Supply 

Co 146.42 

13  Bleichrode,  Jacob  B— Marks  Schwartz.  .176.81 
13  Beinhauer,    Edw    F— People,    &c 500.00 

13  Bodkin,    John    A— Ernest    Levy   et   al.. 196.63 

14  Bergstrom,  Oscar  B— Doane  &  Jones  Lumber 

Co 4,031.39 

14  Ballatine,  Geo  A— Frank  V  Bennett.  1,664.93 
14  Blakely,    Dora    H— Anna    Bradley 423.37 

14  Berliner,    Julius— People,    &c 1.000.00 

15  Bertain,   Nicholas— City  of  N  Y 131.35 

11  Barton,    Elbert   WJ— the   same    131.35 

15  Block,    William— Mendel    Edelstein 46.01 

13  Baxter,  M,  Jr— Angus  D  McLean 70.12 

15  Bender.   F  R the  same   70.12 

15  Boughau,   J  A  &  Benj   A the  same... 70.12 

15  Bergstrom,    Oscar   B— Doane   &  Jones  Lum- 
ber Co 669.68 

15  Budinoff,     Harris— Louis     Cohen 73.96 

15  Brainard,    Clinton   T— Kearin   P   Carroll. 47.62 

15  Bolik,    John— Anton    Rauch    29.91 

15  Brackett.    Wiley    L— Jacob    Landy 121.82 

15  Brind.   John   C— Wm  A  Schutz  et  al 93.05 

15  Brody,    Harry- Jacob    Barron    et   al....  148.35 

15  Budde,    Fred— J   W   Dimick    151.69 

15  Buck,   Samuel  H— Angus  D  McLean 70.12 

15  Boughan,  Benjamin  AJ — the  same 70.12 

15  Bornbach,     John— Carl     Vogt     99.41 

16  Bareis,    George— David    E    Hydecker    et    al. 

-. 199.97 

16  Bash,    Winfield    S— Joseph   Bier   et   al 

costs,   103.85 

16  Brahm,  Joseph  C— John  Bogart  et  al.. 110.15 
16  Baruch,  Emil— Manhattan  Leasing  Co. 95. 31 
16  Booth,    Ralph    W— Ira    L    Cochrane    et    al. 

978.85 

16  Blum,   Henry— Richard  Brandt    180.01 

16  Beulah,  Martin— Emil  De  Birmingham  et  al 

100.73 

16  Bagg,    Geo    R— Orlando    P    Metcalf 184.85 

16  Bordeleau,  Geo  C  admr— Willard  Davis  et  al 

costs.  108.18 

16  Bruno,  Angelo — Morris  Moore   26.41 

10  Colton,   John— Becky   Prudovsky 48.37 

10  Conlon,    James— F    &    M    Schaefer    Brewing 

Co... 1,464.27 

10  Cornell,     Clara     J— Charles     Joseph 898.59 

12  Cesler,     Hyman— Jacob     Schorr 101.41 

12  Cullen,    Bernard— Henry    Ludeking    62.15 

12  Caruthers,    Allen— Jacob    M    Shapiro 45.45 

12  Cohn,  Rachel— Borough  Bank  of  Brooklyn.. 

...; 1,553.83 

12  Colin,    Louis    A the    same 1,546.33 

12  Churchill,  Wm  L— Forrest  MacNeelst.  .82.65 
12  Crichton,    Frederick    J— Columbian    Ink    Co. 

112.54 

12  Caprio,    Luigi— Giuseppe    Arena 122.26 

13  Ciccone,  Giovanni— Geo  W  Mastin  et  al. 43.25 
13  Cooper,    Joseph    M— Gilbert    C    Hebberd,    Jr. 

166.07 

13  Cochran,   Wm  H— Thomas  A  Stoddart.  .278.33 

13  Cotter.    John— Chas    C    Ramey     46.36 

14  Cole,  Wm  R— William  Taylor  &  Son.  .3,162.61 
14  Cady,  John  C— Fairbanks,  Morse  &  Co. 188.15 
14  Cooley,    James    C— Robert    Flemming. .  .314.02 

14  Cannon,    Chas   H— George   Kenney 2,011.28 

15  Casey,  David  F— Angus  D  McLean.  ..  .70.12 
15  Carmody,  Patrick  F— New  Netherlands  Pub 

Co 33.92 

13  Condax,    Nicholas   A— Wm   W   Walker.  .229.67 

15  Clitford.   Henry   B— Joseph  W  Lund 646.22 

15  Callaher,    Francis    C— Stone    Bros    &    Block 

Co    61.72 

15  Califano.    Ernest    E— Pasquale    Colio. .  .105.01 

16  Cooper.    Charles— Fairbanks    Co 41.88 

10  Downing,    Mary   H— Katherine   S   Schucharcjt 

307.68 

12  Doino,  Pauline— Paul  Doino  et  al 504.41 

12  Dreyfoos,  Dora— Guta  Preundlich  ..  ..548.87 
12  Dimick,    Edw   R— Geo'  R   Sutherland.  .1,186.34 

12  Dunn,   Ralph  H— John  M  Beers  et  al..l35.46 

13  Dolen,  Louis  T— Christopher  P  Johnson. 37.91 
13  De  Carlo,  James— John  F  Steeves  et  al.  147.50 

13  Doe,    John— Morris   Weinstock  et  al 105.92 

13  Derr,  George— Candee,  Smith  &  Howland  Co 

1.005.02 

13  Dondero,   Charles— Geo  W  Conterno    40.41 

13  Dimick,  Samuel  E— John  Edwards  et  al. 242.80 
13  Deltchman,    Meyer— Michael   Belinsky   et  al. 

42.90 

13  Desmond,    Dennis   V— Robert   C    Reeves   Co. 

26.38 

14  Dressel,    Albert  J— Beadleston    &  Woerz. 72.87 

14  Daly,    Philip,    Jr— "Wessman"     347.37 

14  Dunn,    Ralph   H— Chas  J  Hinman 586.24 

14  Donnelly.  Frank— John  Simmons  Co. .  .98.91 
14  Dukas.     Steleon*.     Max     &     George— Ganse- 

Toort  Beet  &  Provision  Co 242.40 

14  De  Murias,  Fernando  E— Henry  L  Adt. 217.95 
14  Dieter,   Absalom   D— Henry  Kelly  et  al..71.61 

14  Donohue,    Herman    J— Bert   K   Bloch 81.03 

14  Daggitt,     Grace— Aeolian    Co 81.00 

14  Durnberg,    Wm    H— Sonn    Bros    Co 284.94 

15  Denaton,    Jules— Henry    Nassoit 153.71 

15  De   Van,    Charles— Fred    Hauer    61.02 

15  De   Meno,    Nieolo— Dept   Health    260.00 

15  Davis.  Geo  H— New  Netherlands  Pub  Co.44.22 

15  Dunn,    Geo  W— John   Leighton    378.13 

10  Denning.  John  J— Edw  L  Relss 101.41 

16  de  Wolf,   Catharine— Simeon  Ford  et  al.... 

costs,  114.32 

16  Doremus,  Robert  E— Jacob  E  Fink  et  al. 99.71 
16  Davldowltz,  Herman  &  Sere— Harry  A  Thnor 

117.15 

16  Davis,    James    H— Real    Estate    Deposit    & 

Investor    Co 1,694.50 

16  Duffy,    Hugh— Meyer    Loeb    et   al 1,104.09 


lrt*Doe,   John— Hiram   Snyder  et  al 3,783.00 

10  Ebel,  Martin  C— Robert  B  Adams..  ..111.13 
12tElum,  Morris  J— Hillo  Bros  Co..  ..  386.90 
12  Ennis,  Lilly  W— Philip  Braender. .  .  .99.20 
14tEsposito,  Leon— Eagle  Roller  Mill  Co.  120.52 
14  Elkind,    Abraham — Leon    Geisman    ....534.42 

14  Eager,    Joseph    P— George    Kenna. ..  .2,011.28 

15  Eells,  Stillman  W— Angus  D  McLean 70.12 

16  Edmonds.    Shepard    W— Oliver    Typewriter 

Co 19.41 

10  Fay,  Joseph  L— Matthias  Kubera .;04.66 

10  Faour,    Daniel    G— Louis   J    Frank 

costs.    134.44 

10  Fried,  Marcus— Chas  A  Lefferts  Co.. 216.40 
10  Fischer,     Thomas— Central    Cigar    Mfg    Co. 

113.94 

12  Farrell.  Thomas  J— H  Clausen  &  Son  Brew- 
ing   Co 1.723.96 

12  Freed,     Marcus — Adolph    Friedman..     ..14.31 

12  Frankenstein,     Maxwell    C— Leo    M    Mayer. 

111.41 

13  Ferchland,   Charles— Michael  Bilinsky  et  al. 

113.81 

13  Frain,    Chas   S— People,    &c 500.00 

14  Finestoue,    Karl    R— Louis   C   Neuberger. . . . 

costs.    27.63 

14  Fagin,   Jacob  &  Rosie — Harry  Isaacson.  .64.72 

14  Fagin,     Jacob the     same     53.62 

14  Fritz,   Samuel— Twelfth   Ward  Bank 164.04 

14  Friedman,    Louis — John  J   Hayes 15.72 

14  Feist.    Max— Louis    Block costs.    112.72 

14  Fox.     Henry— Jacob    M     Seidenberg.  ..  .163.81 

15  Ferris.  George— Augustus  E  Rapp  et  al. 37.56 
15  Friedman,    Morris   L— Wm  G   Holder. .  .447.02 

15  Fagan,    Barney— D   Appleton   &   Co 88.72 

15  Fatta.  Vincent— Frank  D  Cramer  et  al.  199.87 
13  Foster,  Clarendon  A— Chas  H  Hutchins. 346.22 

15  Feldman,    NathanJDavid    Cohen. costs.    113.14 

16  Ford,    Franklin— Isaac    Henderson 122.00 

16  Fischl.    Moses— Uvalde   Asphalt   Paving    Co. 

costs.    49.46 

16  Feinberg.     William— Columbia    Phonoeranh 

General    38.31 

16  Fried.    Max— Oliver  Typewriter   Co 15.14 

12  Goldflnger.    Marcus— Reginald    C    Levlen... 

1  Qg  go 

12  Grumteld,    Fred— Ebling    Brewing    Co.  .495.59 

12  Galvin,    Elizabeth— Laurie  Lawrence 

costs    32.41 

12  Goulding,    Lawrence    B— Met    St   Ry   Co.... 

costs  110.41 

13  Guterman,     Harnett- Leopold     Peck 224.72 

13  Goldstein.     Isaac— Meyer    Schraer     238.36 

13  Goldberg.    Jacob   &    Dora— Charles    Selvazzi. 

460.60 

13  Gibson.    John    F— Dime   Savings  &   Banking 
Co 4.633.05 

13  Gietelson,  Morris — Isaac  Himmelsteln.  .54.46 
M  Gumbleton,    Henry    A— Joseph    Buellesbach. 

4,520.02 

14  Gordon,    James    W— Beakes    Dairy    Co..  165.43 

14»Goll,    Davis— Henry   Kaufman 461.64 

14  Gernsheimer,    Solomon— Martha  Manz  et  al. 

,328.91 

14         the  same the  same    328.91 

14  the  same Sophie  Bachem  212.22 

13  Greenstein,    Maurice   M — Augustus  E  Rapp 

et    al    37.56 

15  Gilson,    Lillian   H— Official   Hotel   Red   Book 

&    Directory    Co 76.36 

15  Groarke,     Francis    J— George    Laemmel.... 

^    _  costs    184  79 

15  Griffin.    Catherine— Michaei    L    Flank.' . 

costs,     386.66 

13  Goodman,    Abraham — Jacob   Manheim   et   al. 

433.28 

15  Gallauner,    Edmund— Wm    P    Latimer.  .112.71 

16  Greenspan,   Edw  M— Moser  L   Marrus  et  al. 

45.65 

16  Geeter,     Nathan— Solomon    Silberstein. .  .51.98 

10*Grana,    Claudlo    M— Ella    J    Carey 1,320.89 

10  Hess,    Irvin    B— Moo   Silverman 5.53.85 

12  Harris,  Wm  S— Emery  J  Thomas   . .    .  .5.53. .85 

12  Hutchinson,    Alfred    B the   same..    3,589.92 

12  Heidelberg,   Herman— Monroe  Bank 

costs   118.50 

latHlrschfleld,     Samuel— Isaac     Dankowitz. ..  . 

165.47 

12  Houch,    Wm   G— Charles   Goldsborough    . .    . 

5.467.47 

12  Haddod.   Ropey  &  Arrif— James  T  Law.  .39.41 

12  Hoar,    Wm    A— Paul    Shetland 268.22 

12  Hartz,    Fritz- Morris    J    Henschel..     ..398.04 

12  Hughes,    Charles— Charles    Reed 762.62 

13  Hanley,  James  A— William  Lauer 204.31 

13  Harstn,    Alfred   L— Morris  Weinstock   et   al. 
.„      105.92 

13  Hoffman,    Herman— Candee,    Smith   &   How- 

land   Co 247.46 

14  Howard,    Price    S— Robert   E    Swezey 70.07 

14  Hollender,    Frederick- Geo    M    Relchman    et 

al   189.87 

14  Heine,  Julius— Palitz  Kassel  Pharmacy.  .20.54 
14  Horowitz,    Solomon,    Simon  &   Max— Hyman 

Schwartz    et    al     343.79 

14  Hilton,    Frank   P— George   Kenney 2,011.28 

15  Hickey.    Charles— Philip    Katz    77.96 

15  Hattrlck,    J   J— City    of   N   Y costs,    131.35 

15  Hogan,     Cornelius— Louis     Gllllams     et     al. 

1.39.24 

15  Horwitz,    Sam— Wm   K   Gold    166.96 

15  Hollahan.    Richard— Siegel-Cooper    Co.. 387.77 

15  Hohoff.     Ernest    A    &    Anna    W— Geo     R 

Sutherland    280.98 

16  Herbert.    Marie— Charles    Thiebaut 229.55 

16  Hoes.    Wm    M    indiv   and    admr — Catharine 

Helde    616.67 

14  Irving,  Walter  E— Frank  Kujava. ..  .13,149.13 
13  Jacobson,  Mark  S— Julius  Aderer 20.30 

13  Jacobson,    Fannie   B— John    J   Lynch.  .1,120.99 

14  Jackson,  Abraham — Wayne  M  Musgrove.64.72 
14  Jennings,    James— Samuel    Cass 63.96 

14  Jorrlsch,   Max— E  H  Ogden  Lumber  Co 

1,5.30.84 

13  Jenkins,  Edw  P— New  Netherlands  Pub  Co. 
49.82 

15  Jaeger.  Chas  R-Realty  Trust   321.41 


10  Julie.    Louis   M— Hyman   Fish 129.18 

16  Joyce,    Walter    W— Isidore    Krug 54.15 

16  Janssea,    Frederick    W— Adelaide    Janssen 

costs.    87.23 

10  Karlson.    Karl   J   P— Frederick   Beck   &   Co. 

185.15 

12  Kest,    Max — Associated   Merchants   of    N    Y. 

61.95 

13  Konrady.    John— Henry    M    Susswein    et    al. 

182.38 

13  Kerin.  Daniel  J— Chas  B  Prettyman 155.46 

13  Kapner.    Samuel— Gerson    Nemvirth 75.65 

13  Kroneugold.    Philip— Funk   &   Wagnails    Co. 

67.86 

13  Kern.    Morris— Sherman    Square    Hotel    Co. 
427.23 

13  Kaplan,    Benjamin— Jane   M   L    Crosh.  .336.42 

14  Kohler,    Carl— Simon    Hutter    50.67 

14  Kahn,   Julius— Julius  Brunner 1,973.41 

14  Kleinau,   August— Herman  Grob  &  Son.  101. 58 

14  Killian,  Agnes  E— Katharine  E  Heinzerling, 

costs,    93.89 

13  Korn.    Henry — Tenement    House    Dept.  .264.91 

15  Knipe,    Francis — New    Netherlands    Pub    Co. 

43.22 

15  Kearney,   Wm  E— N  Y  City  Ry  Co 

costs,    113.88 

16  Kemp.    Lillian— Eugene   Charles 107.46 

16  Kassel,    Wm    E— John    Bogart   et   al 110.15 

16  Katzman,    or    Kerzoos.    Max    &   Leah the 

same    31.65 

16  Kluglein.    Eimil— Uvalde  Asphalt  Co 

costs.    64.46 

16  Kaplan,    Morris— Solomon    I   Silberstein.  .51.98 

10  Kuntz.    Emma— People,    &c    500.00 

16  Keller,  Frank— Herman  Subert  et  al.. 317.99 
16  Kramer.  Nathan— .\nnle  Demel  ....2,630.58 
10  Levy.   John — Mechanics  &  Traders  Bank... 

768.42 

12  Liti.    David — Firemens    Ins    Co    of    Newark, 

N    J costs   81.10 

12  Long,    James    L — Moore    Bros   Co 92.90 

12  Leomion,   Ira — John  L  Maher  et  al. .    .  .51.85 

13  Lasher.    Louis — Frank    Garmatto 64.67 

13  La  Vine,  Saul  C— Funk  &  Wagnails  Co.102.07 

13  Lowenthal,    Bernard the    same    132.22 

13  Littauer,    Eidw   L — Caroline  A   White   et  al. 

52.36 

13  Lurie,   Ale.'fander— Joseph   Morris  et  al.379.41 

13  Lake,  Henry  B— Jeremiah  J  Mahoney.  .44.91 
14«Levine,    Samuel— Twelfth   Ward   Bank.. 164.00 

14  Loewenthal,   Max  Dr,  or  Dr  Max — J  B  Lip- 

pincott    Co 62.50 

14  Langerman,    Walter    L— Finn   &    Baker    Co. 

172.72 

14  La  Barbara,  Giuseppe — Union  Ry  Co  of  City 

of    N    Y    costs,    109.28 

14  Linbert,  Geo  J— Geo  M  Reichman  et  al.  189.87 
14  Lowe,    Charles — E   H  Ogden  Lumber  Co.... 

1.5.30.84 

14  Levit.     Harris— Henry     Kaufman 461.64 

15  Leventhal,    Hyman— Dora   Hannatt 48.35 

15  La  Velle,  Mary  A— John  S  Forgotston.  .590.50 

13  Leff,    Isaac— Interurban    St   Ry    Co 114.88 

15  Lip.schitz,    Nathan— Abraham   Tannenbaum 

et    al     36.48 

15  Levitt,    Marcus— D   Appleton   &   Co 40.28 

13  Lasell,    Edward — Anna    Moe    45.05 

15*Levy,    Abraham— Wm   H   Hickenon 260.21 

15  Leo,    Antonio— Maynard    N    Clement.  ..  .600.00 

15  Lewenhof,    Louis— Franklin    &    Sheppard    et 

al    590.02 

16  Levlen,     Arnold— Fairbanks    Co... 41.88 

16  Limborth,    Chas    C — Louis    B    Boudin    et   al. 

59.41 

16  Levine,  Isaac — Harry  Geropky  et  al....  169.40 
16  Leonard.    William — Mary    Kelly,  .costs,    32.41 

10  Marx,    Morris— Bond   Stao 22.41 

30  MacDonald,    Chas    R— Harry    Berger    et    al 

38.12 

10  Maxwell,    Wm    D— Samuel    Bergman    

costs    110.37 

10  Maher,    Michael— Patrick    Prawley. . .  .    178.72 

12  Murphv,    Dennis — Lippman    Frank 35.50 

12  Mayers,    Ike — Henry   J   Ganner 160.84 

12  Mills,    Wm    P— Bernard    W    Kelley 19.94 

12  Mayer,     Frances— Mary     Schaefer 119.72 

12  Maloney.     John — John    Maguire.  .costs,    and 

possession    of    property    39.17 

12  Mahoney,    Geo    F— Chas   A   Lock 39.64 

12  Moore,    John    L — Benjamin    McCabe    et    al. 

50.22 

12  Myers,    Henry— Sidney   Dean 274.41 

13  McConnell,  Frank  H— Wm  B  Leonard. 240.94 
13  Megraw,  Robert  H— Stuart  F  Randolph.  113.78 

13  Mulvaney,  Mary  A— Wm  A  Winter 80.11 

13  Mildeberger,  Geo  W— Daniel  Mapes.  Jr.244.78 
13*Moulton,  Fred  L — Jeremiah  J  Mahoney .44.91 
13  McCauley,    Michael— Harriet  S   Eldred.  .277.57 

13  Meyer,   Fred— Edward  Zentgraf 272.12 

14  Merkel,    Jacob — Morris   Green    .  . .  .costs,   68.26 

14  Morris.    John    P— Henry    L   Adt 217.95 

14  Millholen,  Herbert  E— Interstate  Land  Hold- 
ing  Co 85.22 

14  Marcus,    Sander— Louis   Haims    129.91 

14  Marx,    Nathan— Frances    H    Leggett    Co.... 

costs     22  98 

15  Mulier,   Carl— Aaron  P  Or'dway    ".'. 3,193.33 

15  Mulier,   Carl — Russian  French  India  Rubber 

Gutta    Percha    &    Telegraph    Works,    Pro- 

wodnik.    Riga     2,097.39 

15  Meyer,  Benjamin  D — New  Netherlands  Pub 

Co 96.12 

13  McAlpin,     William— New     Netherlands    Pub 

Co 89.41 

15  Mills,    Madeline   M— Chas   B   Dressier  et  al. 

130.27 

15  Metzler.  Harold— Chas  P  Slegelstein. .  .437.83 
13  Metlin,    Abraham the  same 4.37.83 

15  Mackay,  J  W— Angus  D  McLean 70.12 

13  Mayer,     Franz— Kameradschaft    Verin,     etc. 

22.00 

16  Moffat,   Chas  A— John   H  .A.dams    §19.31 

16  MacCracken,    Eleanor— Raymond    MacCrack- 

en    costs,   37.25 

16  Murray,  Charles  &  Barbara— People,  &c. 500.00 
16  Myers.  Joseph— Hiram  Snyder  et  al.. 3,783.00 
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DENNIS  G.  BRUSSEL 

-  ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT-HEAT-POWER 


The  Brussel  Method  and  organization  is 
devoted  exclusively  to  the  electrical  prob- 
lem of  the  building.  Independent  plants 
installed,  or  wiring  for  street  service.  Writ* 
for  particulars, 

15  West   29th    Street,    N.  Y. 


Hi  mijlligan,  Thomas  F— Geo  C  Flint  Co.. 236.82 
1(J  MacLaurin,    Archibald    B— Mary    Cameron. 

562. 18 

IG  Mines.    Israel— Solomon   W  Johnson 48.53 

16  Murphy,  Hugh  C— F  Wesel  Mtg  Co.... 346.79 

13  Naulty,    Edwin    F— John    J    Ascher 115.86 

14  Nelson,   Per-N  Y  City  Ry  Co 107.88 

14  Neufeld,    Maurice*    &    Charles— Andrew    J 

Brady    et    al    313.06 

15  Neufeld,    Maurice    &    Crarles— Brady    Bros. 

313.0G 

15  Neilis,    Edw    G— New    Netherlands    Pub    Co. 

52.42 

10  Newman.  Emil  L— Henry  W  Goodrich. .  .17.11 
10  Xewmark,    Jacob— Julius    Harburger    et    al. 

146.23 

10  Neilis,    Albert   A— City   of   N   Y 600.59 

10  Nappi,    Andrea— Emanuel    Van    Dermoot    et 

al     111.91 

12  Owen!   John— Frank   M    Wells 170.41 

12  Osterman.    Lester— Max    Turkeltaub    et    al. 

43.63 

13*oiiver,  John— Candee,  Smith  &  Howland  Co 

; 247.46 

13«0rr.    John    E— Jeremiah    J    Mahoney 44.91 

14  Osterman.  Lester— Jacob  R  Morse  e  tal.347.29 

16  O'Neill,  John  P— Mayer,  Lane  &  Co... 504. 35 
10  Parr,  Wm  F— Twelfth  Ward  Bank..  164.76 
10  Pierce,     Robert     M— Wilhelmina    C     Miller. 

1,032.86 

12  Priori,  Giuseppe— Paul  Domo  et  al.... 504.41 
12  Pearsall,    Clarence    D— Edw    W    Vanderbile. 

1,256.85 

12  Paladino,    Vlncenzo— Tito    Pacelli    430.01 

13  Pietro,    Redes,    or    Pietro    Reder— DeWitt    C 

Flanagan   et  al    462.04 

K!  Pomerantz.    Frederick— Jacob    Glaser. .  .163.50 

14  Placatello,  Francisco— Jacob  Silberman  et  al 

costs,    09.26 

14*Perlmutter,   Samuel— Andrew   J   Brady  et  al 
313.06 

14  Pfister,   W   Brookman— Solomon   W  Johnson 

37.04 

15  Post,    John    A— City   of   N    Y costs,    131.35 

15  Pertain,   Nicholas the  same    .  .costs,    131.35 

15  Preston,  Frederick— Patrick  F  Keogh.  .144.83 
15  Peedin,  Georgie — Maynard  ..  Clement.  .600.09 
15  Pfuhl,   Amandus— G  T  Lawrence  &  Gregory 

Co 50.42 

15  Perlmutter,   Samuel— Brady  Bros.' 313.06 

15  Powers,   Peter  J— Maskell  E  Fox  et  al.146.76 

15  Pierce,    Louis — John    Finck     516.00 

16  Pidgcon.    John    E— Wm    Van    Wie 126.81 

10  Pollak,    Joseph— Fairbanks    Co 41.88 

10  Pleisant,   Irving— Watson  Stillman  Co.  .369.89 

10  Pitts,    Frank  B— Sylvanus  D  Ward 36.66 

16  Pick.  Demeter— Wm  H  Bartlett  et  al... 83.43 
10  Peshintzky,    Samuel— Harry   Gerofsky   et  al. 

169.40 

15  Quinn,    James— Dept    of    Health 260  00 

10  Romm,     Hyman— Peerless    Brick    Co.... 37. 69 

12  Robinson,   David— Press  Pub  Co 154.24 

12  Rothschild,    Leo— Arthur    R    Parsons    et    al. 

61.00 

12  Reidlinger,   Joseph— N  Y  &  Brooklyn  Paper 

Co 25.31 

12  Ringer,    Samuel— Mizel    &    Brownell 59.41 

12  Rothmiller.    .\dolph— Harlem    Steam    Carpet 

Cleaning  Co 21.29 

12  Riley,    Elizabeth    M— Benjamin    McCabe   et 

al 50.22 

13  Roberts,    Katherine    V    N— John    B    Nugent 

et   al    237.19 

13  Rosenthal.  Alexander — Julius  Grossman. 64. 31 
13  Rochnyak,    Stephen- Henry    M    Susswein    et 

al    182.38 

13  Redes,  Pietro,  or  Redes  Pietro— De  Witt  C 

Flanagan    et    al     462.04 

13  Rosenberg,   Ida — Simon  Wiener  et  al.... 90.85 

13  Robinson,    Myron   W — Daniel   J   Mackintosh. 

89.44 

14  Rosner,    Louis— Cambridge    Society 47.75 

14  Rock.    Edward— Henry  L  Adt 217.95 

14  Rogow.     Morris — Julius    Schwarze 139.72 

14  Rosenzweig,    Ignatz— Isidore    Roganetsky. . . 

1,269.78 

14  Rothan.    Henry   P— John    Simmons   Co.. 369.65 

14  Robln^^^on,    Frank— D    T    Owen    Co 161.91 

14  Rowley,    Patrick*    &    John — Beakes    Dairy 

Co 165.43 

14  Rodman.  Frank  H— John  Simmons  Co.. 148.16 

14  Rubin.    Jacol>— Sonn    Bros    Co 172.41 

15  Radigan.  Bernard— Aaron  P  Ordway.  .3,193.33 
15  Radigan,  Bernard  J— Russian,  French.  India 

Rubber.  Gutta  Percha  &  Telegraph  Works. 

Prowodnik.  Riga   2,097.39 

15*Reibstein.  Charles— Jacob  Barron  et  al.  148.35 
15  Reeves,  Arthur  C— Angus  D  McLean. .  .'70.12 
15         the    same the    same    70.12 

15  Rosenberg,    Abraham— Wm    T    Hookey ..338.60 

16  Rotter.     Sigmund— Montague    Aaron .34.41 

16  Rath,  Henry  C— Adeline  J  Corscaden. .  .706.57 
16  Rosenberg,    Joseph   &   Jacob— Otto   Goodman 

et    al    18.S.91 

10  Roeder,   Albert  B— Martin  J  Then 561.01 

16  Rogers.   Wm   B— Chas  H   Currie .309.43 

10  Rortringuez.   Jose— Ella  J   Carey 1,320.89 

10  Seebeck.    Theresa    R— Thomas    H    Raywood. 

Jr 204.31 

10  Shannon,  John— Lucy  E  Doherty..  ..216.51 
10  Sanford,   Frank  A— Long  Island  Automobile 

Co 29.40 

10  Sunderman,    Henry— Louis    Horowitz    et    al 

100.13 

10  Sedulsky,   Andrew   or  Andy  P— Lewis  Lein- 

ing costs,   10.00 

12  Seerman,    George— Gerson    C   Young.  ..  .147.70 

12  Schuebel.   Gustav— Edward   Kcusch    173.59 

12  Shimm.    Dolly    M— Benjamin    McCabe   et   al. 

50.22 

12  Scheuer.    Isaac— Rose   Scheuer    1.520.05 

12  Skrilow.    David— Hyman   Claman    242.19 

12  Slakin,    Henry    A— John    F    Steever    et    al. 

426.69 

13  Schmidt.  Dirk— Morris  Rosenfleld  et  al.195.11 
13  Sanderlin,  John  W— Stephen  H  Little.  .53.67 
13  Stone,    C   Everett— Library   Bureau 61.01 


13 
13 
13 
13 
14 
14 
14 
14 

14 

14 

14 
14 
13 

15 
13 

15 
15 

13 

15 
13 
16 

16 
10 
10 
10 


Sheftman.    Aaron— Joseph    Balsim 173.03 

Silverzweig.  Herman— Felix  Phillips.  ..  .65.01 
Sackelos,  Andrew— Mary  E  Coniff ...  .44.93 
Staehle,  Eugene  &  Otto— Minna  Rusbe. 2,193.80 
Shults.    John    A,    Jr— Henry    L   Adt.  ..  .217.95 

Shogren,     Carrie — Anna    Ahlquist     94.10 

Scholer.   Samuel— Samuel  Tischler 274.65 

Schanen,    Samuel— Samuel    Rosenberg   et   al. 

costs,    68.26 

Stemper.    George— Bert    K    Bloeh 96.50 

Stewart,  Robert  A— E  H  Ogden  Lumber  Co. 

1,530.84 

Smith,     Samuel— Wallace    S    Eraser 125.97 

Segei.    Moses— People,    &e    1,OIX).00 

Siegert.    Erail    W    &    Robert    E— Sieber    & 

Trussell    Mfg    Co 31.33 

Schwartz,  Chas  G — Edw  P  Barrett.  .1,035.56 
Slaughter,    A   Middleton — New   Netherlands 

Pub    Co 49.12 

Schoenberg,  Samuel— Max  Baer  et  al...30.36 
Speck,   Samuel  S — New  Netherlands  Pub  Co. 

238.11 

Salvin.   Paul — Louis   J    Home    76.65 

Shapiro.    Herman— Wm    H    Hickerson.  .260.21 

Smith,   Mamie— People,   &c   50.00 

Strieker.    James    R — Ira.  L    Cochrane   et    al. 

978.85 

Slosson.   Harrison  T— Alfred  Blewitt 191.06 

Smith,    Geo    T— Nathan    Vermont 43.03 

Seidman.  James — Solomon  W  Johnson.  .90.10 
Taufier,    Theresa    R— Thomas    H    Raymond, 

Jr 204.31 

Tilyou,     Geo     C— Dentz     Lithographing     Co. 

283.40 

Trischett,     Albert— Singer    Sewing    Machine 

Co 139.20 

Tillotson.  Wm  R— Aurora  S  Regan. .  .307.93 
Trotta,    Enrico— Tommaso    De    MattUaeis... 

1.042.82 

Tepidino.  Antonio — City  of  N  Y.. costs,  58.45 
Taylor.    Henry   A — Doane   &   Jones    Lumber 

Co 4,631.39 

Toher.    James    P— Henry    W    Steneck   et    al. 

326.00 

'Thompson.    David   R— Henry   L  Adt 217.95 

Tanner,    Isaac— Louis   Wisansky 140.57 

Taradash.  Ely— Jewish  Press  Pub  Co.. 90.85 
Tillaricho,  Michael  or  Taylor — George  Avery 

et    al    costs,    230.04 

Taylor,    Henry  A— Doane  J  Jones  Lumber 

Co 669.68 

Thomas,   Andrew  J— Henry  C  Cos 193.92 

TambarT'o.    Francesca,   admrx — Eagle  Truck- 
ing  Co costs,    120..33 

Townes.    Willis    G— August    Kinther 150.90 

Thorn.    Frank— Louis    Kraus    1,388.55 

Tannenbaum.     Max — Louis    Levin 63.23 

Thompson,     Henry    B — Rowland    N    Hazard. 
Taylor.    Julius— Harry   Gerofsky   et   al.. 169.40 
Thomp.son,   Geo  W— Mayor,   Jane  &  Co. 504.35 

Urso,    Salvatore— Dept   of   Health 260.00 

Van  Cuhn,  John  H— Bernard  Crystol  .  ..34.77 
Von  Hoi-n.  Geo  K — John  S  Forgotston  .1.515.50 
Van   Artsdale,    Margaret — John   Wanamaker. 

473.45 

Walsh,  Robert  S  B— Strauss  &  Co.... 75.67 
Winters,    O    Heywood— J    Mervyn    Eriksen. 

921.74 

Watts,    Wm    J— Chas   C    Rainey 99.23 

Wlthecomb,    Elida— Mary    Ryan     1.80.39 

the    same the    same    161.91 

Wald,    David — Singer    Sewing    Machine    Co. 

387.98 

Whelan.    Matthew   S— Wm   B   Leonard.  .240.94 

Wolf.    Samuel— Pinkas    Tarnofker 203.45 

Weinbrut.  Benjamin — Michael  Bilinsky  et  al 

42.90 

Vollberg,    Joseph— Julia    W    Hay    138.66 

Wright,    Leslie   A— D    Appleton    &   Co.. 170.31 

West,   Robert — Andrew  J  Dutcher 14S.41 

Weil,    Henry — New    Netherlands    Pub    Co 

185.45 

Williams.  Charles— Chas  A  Pickhardt.  .144.41 
Wedgcfuth,    Louis    C— Adrian    D    Adriance. 

425.55 

Waterman.   A   D — .\ngus   D  McLean 70.12 

Weber,    Joseph— Music    Trades   Co 116.22 

Wank.    Geo  J— Richard   Webber 28.06 

Walar,    Lewis— Otto   Goodman   et  al 188.91 

Whitney.    Peter— Rosa    Lewin     239.72 

Young.    Samuel    T— Henry    Hecken    59S.31 

Zuckerman.  Barney — Beck  Prudovsky..  79.10 
Zetzsche,  John  H— M  Zimmerman  Co... 283. 18 

CORPORATIONS. 

The   Vicarese   Soc   of  Mutual    Benevolence — 
Salvatore     Batsamo 72.72 

Language    Printing    Co— Wilhelmina   C    Mil- 
ler  1.031.31 

General    Equipment    Co— Thomas      Yearsley 
et   al 141.71 

Interurban    St    Ry   Co — Nathan   Meichenberg 
106.13 

Central    National    Realty    and    Construction 
Co— Ludowici    Celadon    Co 168.89 

New  York  Central  &  H  R  R  R  Co— Wm  L 
Crow 5.687.55 

The  People  of  the  State  of  N  Y— Isaac  Rott- 
man 78.82 

Lancaster    &    Enge'man    Engineering    Co — 
Manhattan    Pattern    Works    71.86 

Interurban  St  Ry  Co— Robert  Chambers.974.16 

Plasman  Co  of  America — Ira  A  Beiman.141.91 

Owners    Realty    Co — Sarah    Mayers 290.65 

Regal    Express    Co— Eagen    O    Leake 64.72 

Commercial  Building  Co— John  F  Steeves  et 
al    426.69 

M   J   Elum   Fruit  Co— Hills  Bros   Co.. .386.90 

Broderick  &  Wind  Engineering  &  Construc- 
tion  Co— J   Edw   Ogden    Co 204.90 

New     England     Construction     Co — Patrick 
Reddy 524.63 

Cambridge  Court  Hotel  Co— John  B  Nugent. 
Jr 18.91 

Manhattan  Sash  &  Door  Co— John  B  Wick- 
ery    et    al    207.57 

Interurban    Street   Ry   Co— Arthur  J   Judge. 

702.20 

the    same Martin     Halloran     437.00 


13  Wm  R  Cole  Co— Guaranty  Trust  Co  of  .M  Y. 

1,874.30 

13  Constitution  Club— F  &  M  Schaefer  Brewing 

Co 38.59 

13  Construction    Sheet    Metal    Works — Thomas 

McLarnon     38.07 

13  Terry   &   Tench   Co— Herman    Isaacs.  .1,340.37 

13  The  City  of  N   Y— Robert  A  Henry 225.00 

14  Warshauer,  Philip — Julius  Schwarzer. 139.72 
14  Waldman,    Henry — Richard    R    Mandelbaum. 

92.97 

14  White,    Arthur— Worden    Clarke    Co 137.50 

14  The    Collins    BIdg    &    Construction— United 

States    Gas    Fixture    Co    of    City    of   N    Y. 

945.00 

14  Security    Mortgage    Co the    same. ..  .945.00 

14*The    Harlem    Cornice    &    Roofing    Co— Jacob 

M    Seidenberg    163.81 

14  Interurban    St    Ry    Co— Mary    McNickle.... 

2,091.45 

14  Washington  Inn  Co— James  Watson. ..  .123.54 
14  New  York  City  Ry  Co— Mary  Connor. 3,179.45 
14  Digesto  Coffee  Co— The  Publicity  Co.. 804.46 
14  The    Bronx    Bath    Co— Joseph    Buellesbach. 

4,520.02 

14  The    Sutherland    Apartment    Co — Florine    A 

Albright    514.91 

14  Manhattan    Commercial    Co— Henry    Selnik. 

1,602.90 

14  Pittsburgh  Amusement  Co— Walton  Fergu- 
son      costs,    110.40 

14  Buzzini  &  Co- Republic  General  Contracting 

Co 192.82 

14  The  Collins  Bldg  &  Construction  Co— United 

States    Gas    Fixture   Co    of    N    Y    City 

costs,    84.23 

15  The    Greater    New    York    Amusement    Co — 

William    Blaisdell    4,501.37 

15         the   same Jacob   K  Loewinger 350.34 

15         the   same James   R    Kiernan    . . .  .924.65 

13  Excelsior  Ring  Packing  Co— Louis  Broadwin 

et   al    83.41 

15  Cambridge  Court  Hotel  Co— West  Disin- 
fecting  Co : 90.65 

15  Commercial  Wood  &  Cement  Co— Northamp- 
ton   Portland    Cement    Co costs,    156.67 

15  New  York  City  Ry  Co— Sadie  Kohn."-. .  .417.32 

15  the    same Mary   Meyer    3,81'7.67 

16  Wynn  Photo  Galleries  Co— Max  Hein. .  .138.28 
16  United   Dressed   Beef  Co— Isidor  Obramovitz 

costs,    8.41 

10  Brown   &   Fleming   Contracting   Co— Michael 

Maher    751.45 

16  Supreme    Council    of    the    Loyal    Additional 

Benefit  Assn — Mary  W  Jennings. costs,  141.84 
16  American    Hardwood    Mfg    Co — Ernest    U 

Kinsey     459.50 


■Editor     Record     and     Guide; 

November  13th,  1906. 
The  judgment  for  $18,047.42  entered  on  the 
0th  inst.  in  favor  of  Lesser,  Receiver,  against 
John  Hallahan  and  James  Ahearn,  was  entered 
oy  default  because  of  the  absence  of  a  witness. 
An  order  has  been  granted  by  Judge  Dowling 
vacating  the  judgment  and  restoring  the  case  to 
the  calendar  for  trial. 

EARLEY,  WEAVER  &  EARLEY, 

No.  229  Broadway. 


SATISFIED  JUDGMENTS. 

Nov.  10,  12,  13,  14,  15  and  16. 

Birdsall,  Ausburn  M— W  H  Jackson.  1904.  $91.23 

Bernard,    August— J    Roussel.      1897 53.56 

Broesel,    Carl— E    E    Pcucher.    1903 105.39 

Broesel,   Carl— E  A   Poucher.   1905 2,017.55 

Boylan,    Frank,    Michael    J   &    Patrick  J— D   M 

Koehler   &    Son    Co.      1897 207.68 

Berger,  Benjamin— F  R  Meres.  1906 171.87 

Coine,  Jacques— L  E  Jessurun  et  al.  1905.33.80 
Clement.  Joseph  O  &  Robert  McMahon— Rocka- 

way    Brick    Co.      1905    35.54 

Cohen,    John   &  John   Rosenberg — H  Hausman. 

1906 75.76 

Connelly,    John,    Timothy    Cohalan    &    Daniel 

F   Cohalan— C  R   Fuller.   18,89 207.56 

Same P  A  Welsh   et   al.    1889 568.10 

Devine,    Geo  A— G   'W  Glover.   1002 302.36 

De  Rosa,   Frank— A  Adonolfl  et  al.   1906.. 504.59 

Fulling,   Henry— P  W  Hayes.    1906 106.20 

Farrington,   Wm   P— E  Stetfeus.   1906 697.86 

Fried,    Isidor    W— M    Lakner.    1901 111.70 

Farrington,   Wm  P— J  P  Delury.  1890 87.50 

'Feldstein,  Joseph— City  of  N  Y.  1906. .  .360.68 
Ficken,    Albert— South   Oxford   Dairy   Co.    1906. 

519.32 

Friedlander,    Lillian    B— Fidelity    &    Casualty 

Co   of  N   Y.    1906    64.47 

Greenblatt,    Nath.tn    &    Raphael    Perlman — The 

State  Bank.   1906   35,3.81 

Gottlieb,    Cecilia— J    Rubnitz.      1906. ..... .147.79 

Gayes,  Hyman  &  Ike— I  M  Leruer.  1905.. 44. 41 
Hall,  Harold  N— C  H  Ingalls  et  al.  1906.  ..35.47 
"Jatfe,     Benjamin— The    Jefferson    Bank.    1906. 

522.04 

Jones,  Richard  A— T  H  Graham.  1900. .  .140.94 
Kliemeck,   Alfred   &   Amalie— L   Eismann.    1894 

227.89 

Keyes,  James— The  Sun  Printing  &  Pub  Assn. 

1897     32.90 

"Leland,    'Wm   G— C  W  Stamford   et  al.    1906., 

1,736.01 

'Levy,    Sam    &    James    Laughlin— People,    &c. 

1906    300.00 

Lee.    Albert   J— N   Jacobson.    1905 195.36 

Lee,    Albert— H    Hahnenfeld.    1903 42.10 

Same F    A    Corbin.    1904    311.99 

Same Tiffany  &   Co.    1903    113.91 

Same M     Pinknev.     1908     1.,5n0.24 

Lee,   Albert- M   Weiugarten.    1905 204.41 

McLaughlin.  Wm  F.  Arthur  J  Barry  &  Walter 

L    McLaughlin— The    Jefferson    Bank.     1906. 

116.93 

'Micolino,    Michael— Dept   of   Health.    1906.262.00 
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HECLA  IRON  WORKS 

North    iOth,  Mth  and   12th  STREETS 
BROOKLYN,  -  -  -  NEW  YORK 


Ardiitectural  Bronze 

AND 

IRON  WORK 


Mandl,    Nicholas    M— A    AaroDs.     1900 148.52 

Reiner,    Louis— L    Bossert   et   al.    1906 333.34 

Ramsey.   Wm   H— H  C  Senior.   1895 442.01 

Reese.   Jules— C   L   Mareau.   lOOfl 806.02 

Severinson.    Nils    P — National    Wall    Paper   Co. 

1901    95.70 

Schaefer,  William— P  Loweth  et  al,  1904. .  .165.57 

Slermlich,    Louis— S    Sang.    1904 34.65 

Slater,   Frank  &   Abraham  Kirshenbaum— Pow- 
hatan   Clay    Mfg    Co.    1906 2.35.31 

Spear.    Jacob— C    F   Zentgraf   et   al.    1893.. 218.59 

Swift,    John— Riverside    Bank.    1901    822.78 

Sanders,    Albert— E    R    Cohn.    1908 91.87 

Shaw.    Louise  A  &   Chas  H  Sha^v — G  Rensons. 

190B    2,310.57 

Starrett.  George  &  Hannah  W— Market  &  Ful- 

toif  National   Bank  o£  N  Y.      1905 1.250.00 

Same same.      1905    .500.00 

Wiederman,    Morris  &  Joseph  Majud — L  Kam- 

ailsy   et   al   .1906    70.11 

»Woirf,     Isaac— P     Weinberg.  1902 735.54 

^Zahn.  Henry  or  Henry.  Jr,  &  Bernhard — East- 
man's  Co   of   N    Y.      1904 12,365.60 

CORPORATIONS. 
The    M    Wilier    Dver    Co— M    Goodman    et    al. 

1906   173.18 

Star   Fire   Ins   Co   of   Louisville,   Ky — P  Apple- 

baum.    190(5    1,0.50.48 

Guanacevi  Finance  Co — A  De  Joseph.  1906.506.95 
Same same.      i:'06    37.95 

^Vacated  by  order  of  Court,  ^satisfied  on  ap- 
peal. 3jjeiease,j  ^Reversed.  ^Satisfied  by  exe- 
cution.    'Annulled   and   void. 


MECHANICS'  LiENS. 


Nov.    10. 
148— 178th    St.    Nos    606    to    612    West.      Isaac 

Lermon  agt  Harry  M  Adelson $1,300.03 

149— Broadway,  Nos  8.36  and  8.38.  Franklin 
Machine  &  Steam  Boiler  Works  agt  James  A 
W    Emlen    &    John    E     Roosevelt    trustees; 

Phoenix   File   Extinguisher   Co 1,400.00 

1,50— Grand  st,  Nos  107  to  113.  Same  agt  James 
R    Roosevelt,    Jr;    Phoenix    Fire    Extinguisher 

Co 1,400.00 

151— Audubon    av,    s    e    cor    166th    st,    71x100. 

New  York  Marble  Co  agt  Cahn  &  Levy. 464. 50 
152— Stanton   st.    No   114.     Isaac   Scheinert  agt 

Sigmund     Muldberg;     —     Mouschein.  ..  .110.00 
153— 112th  st,    Nos  522  and  524  West.     Stand- 
dard   Damp  Prooflng  &  Roofing  Co  agt  Mor- 
ris &   Herman  Seplow lOO.OO 

154— 141st  st,  s  s,  406.9  e  St  Anns  av,  100x95. 

Terence    P    Kane   agt   Jacob    Friedman 

2.025.00 

1.55— Lenox  av,  n  e  cor  143d  st,  74.11x96.2, 
Henry    Nicholsburg    agt    Morris    Feldberg. . . 

1,.5IX).00 

156— 1st  av,  w  s,  90th  to  100th  sts,  200x99.11. 
Vincent    Valentine    agt    Isaac    Kleinfeld    and 

Isaac    Rothteld 200.00 

157— 112th   st,    Nos   71   ti   77    East.      Same   agt 

Jacob    Stoue,    Louis    and    Max    Epstein 

265.01X) 

1.58— 49th  st,  Nos  337  and  339  and  345  and  347 

East.      Same   agt    L   Cohen    &   Son..    ..    200.00 
159— Jackson  av,  w  s,  22  s  160th  st,  83.1x63.1. 
Standard    Plumbing    Supply    Co    agt    Olenick 

Realty  Co;  Albert  Miller 1,138.00 

160— 112th  St.  Nos  71  to  77  East.  Meo  and 
Vitiello    agt    Jacob    Stone,    Max    and    Louis 

Epstein 2,150.00 

101— 118th    st,    Nos   238   and   240  East.      Same 

agt  same 600.00 

162— 118th    st,    No3  235    and   237    East.      Same 

agt    same 750.00 

163— 1.52d  st,  n  s,  150  w  Broadway,  100x99.11. 
Sprickerhoff  &  Scharenberger  agt  Max  Kess- 

ler    and    Peyser    Bookstaver 975.00 

164— Prospect    av,    Nos    1061    to    1067.      Joseph 

Krulish  agt  Isaac  L  Shapiro 1,3.57.00 

105 — 8th  av.  No  5.34.  Jacob  M  Seidenberg 
agt    Henry    G    Bennett,    Smith    &    Hummell; 

John   D   Vogel  and  May  &  Finn 127.79 

166— 2d  av,   n  w  cor  4Stli  st,  50x100.     Vincent 

Valentine    agt    L    Cohen    &    Son 350.00 

167— 2d  av,  s  e  cor  48th  st,  50x100.     Same  agt 

Harry    Cohn    &    Shapiro 225.00 

168— 100th  St.  n  s,  100  e  Broadway,  2&5x99.11. 
Same  agt  Isaac  Kleinfeld  and  Isaac  Roth- 
feld 490.00 

Nov.  12. 

169- 7th  av,  Nos  291  and  293.  Samuel  J  Mc- 
Kelvey  agt  Hessel  Building  Co 675.00 

170 — Cathedral    Parkway,    No   652.      Navias    & 
Rosen    agt    Max    Hershfield   and    Arthur   Zie- 
man 6.37.50 

171— Amsterdam  av.  w  s,  24.11  n  130th  st,  150x 
100.  Charles  Sherman  et  al  agt  Goldberg 
&    Smith;    Ike    Miller 230.00 

172— Same  property.  Louis  Goldstein  agt  Gold- 
berg   &   Smith 300.09 

17.'!— 125th  st,  s  s.  300  e  Amsterdam  av,  25x 
loo. 11.  Empire  City  Woodworking  Co  agt 
Wolflnger  &    Miller 895.09 

174— 115th  st,  Nos  270  West.  Isidor  Rosen- 
thal agt  Joseph  L  Klein 1.120.76 

17.5— 115th  st.  No  268  West.  Same  agt  Laura 
Elsoffer 1.137.06 

17(j— 38ch  st.  No  315  East.  PasQuale  Trotta 
agt   Louis   Zimmerman .$967. 09 

177— 236th  st,  s  s,  72.8  e  Verio  av,  20x100. 
Frank  Hansle  agt  W  H  Westrup;  German 
Real  Estate  Co 75.00 

178— 236th  st,  s  s,  52.8  e  Verio  av,  20x100. 
Same  agt  Francis  W  French;  German  Real 
Estate    Co 75.00 


179— 124th  st,  Nos  341  and  343  East,  Indelli 
&    Comforti    agt    Elias    Kaplan 3,108.00 

l.SO— Av  A,   No   1317.      Same  agt  same 830.00 

181— 99th  st,  Nos  205  to  209  East.  Ossip  Kli- 
mashefsky  agt  Louis  Surkin;  Moses  Wein. 
10.00 

182— 2d  av,  n  e  cor  99th  st.  Same  agt  John 
Doe;    Moses   Wein 30.00 

183— Amsterdam  av,  w  s,  24.11  n  130th  st, 
l,50xHX>..  Louis  Bossert  &  Son  agt  Jacob 
Goldberg   and   Max    Smith    5,253.20 

1.84 — Orchard  st,  No  56.,  Samuel  Kolin  agt 
Frank    Solomon 200.00 

185— llSth  st,  Nos  238  and  240  East.  Bor- 
ough Cut  Stoue  Co  agt  Epstein,  Stone  & 
Epstein 82.00 

186— 118th  st,  Nos  235  and  237  East.  Same 
agt    same 82.00 

187— 112th  st,  Nos  72  to  77  East.  Same  agt 
same     186.00 

188— 120th  st,  Nos  438  to  446  East,  Same 
agt   Max    Epstein    and    Harris   Cohen. ..  .1.50.00 

189— 119th  st,  Nos  441  to  449  East.  Same  agt 
same   150.00 

190-^8th  st,   Nos  337  and  339  East ' 

—49th   st,    Nos   345  and  .347  Bast I 

Same  agt  Jacob  and  Louis  Cohen 245.00 

191— 127th  St.  Nos  212  and  214  East.  Sprick- 
erhoff &  Scharnberger  agt  Max  Kessler  and 
Mayer    Kessler 425.00 

192— 2d  av,  Nos  .898  and  900.  Borough  Cut 
Stone  Co   agt   Cohen   &   Shapiro 509.00 

103— Elton  av.  No  810.  E  W  Bliss  Co  agt 
Vincenzo   Bouagur 100.00 

Nov.    13. 

194— 125th  st,  s  s,  350  e  Amsterdam  av,  25x 
100.11.      Empire  City  Wood   Working  Co  agt 

Wolflnger  &  Miller  895.00 

195— 124th  st,  Nos  341  and  343  East.     Carmine 

Altieri    agt   Elias   Kaplan    600.00 

196— 14th  st.  No  52  West.  Mortimer  C  Rosen- 
baum    &   Co   agt   Farmers    Loan   &   Trust  Co 

and  Robert   S   Smith 23,500.00 

197— Satisfied. 

19,8— 00th  st,  Nos  239  and  241  West.     Joseph  E 

Mautner  agt   Jacob   Weiutraub 4(10.00 

199— 124th    st,    Nos   341   and   343    East,      Rubin 

&  Marcus  agt  Elias  Kaplan 3,750.00 

200 — Rivington    st,    Nos    313    and    315.      Louis 

Rosenberg   agt  Abraham   I   Spiro 489.00 

301— 92d  st,  Nos  338  and  340  East.  Angelo 
Gagliano     agt    Aaron     Forman     and    George 

.\ronson 5(51.00 

202 — Anthony  av,   e  s.   125  s   Prospect  av,   75x 

97.     Alliegro  &  Spallone  Construction  Co  agt 

Guy   W   Culgin   and   Antonio   Corussi. ,.  .246.50 

203— 159th    st,    Nos   501    to    :<m   West I 

Amsterdam  av,   Nos  2(X)2  to  2IX18 | 

Morris  Laes  et  al  agt  Robert  Arnstein,  .1,025.00 
204— 134th  St.   Nos  45  and  47  West.     Ralph  H 

Reid    agt    The    Mercy    Seat    Baptist    Church. 

2,525.91 

205— 7th    av.    No    2007.      Harris    Bartelstone   & 

Son   agt  Isaac   Rosenberg  and   George   Blum- 

enthal   14.3.03 

206— 137th  st  .Nos  13  to  21  West.     Gus  Luckes 

agt  Harry  Falk  and   Herman   L  Flam. 2,(500,00 

207— 112th   st,    Nos   71   to   77    East 

118th  st,  n  s,  195  w  2d  av,  36x100.11 

118th  st,  s  s,  110  w  2d  av,  50x100.11 

Abraham    Weinstock   agt    M   Epstein    &    Son 

946.40 

208— 124th   st,    Nos  341  and  343  East.     Levine 

&    Posner    agt    Elias    Kaplan    3,050.00 

209 — Avenue  A,    No  1317.     Same  agt  same.... 

1,030.00 

210— 187th    st,    Nos    932    and    934    East.      Sam 

Levy    agt    Patrick    J    Moffat    155.00 

211— 24th  st.  No  207  West.     Logan  Iron  Works 

agt    Franmor    Realty    Co    and    Phoenix    Fire 

Extinguisher     Co 2.650.00 

21'2— 137th  St.  Nos  6  to  18  West.     Harry  Rudit- 

sky    agt    Pearl    Realty    &    Construction    Co. 

1.280.00 

213— Avenue    A,    No    1404.      Morris    Goldstein 

agt    Kern    Realty   Co 330.00 

214— Satisfied. 

215 — Riverside  Drive,  No  146.     R  A  Schoenberg 

&   Co  agt  Josephine  B   Martin 620.13 

216— 125th   st,    s   s,    300  e  Amsterdam   av,    25x 

100.11.       Sharp    &    Gunn    agt    Wolflnger    & 

Miller    8.50.00 

217-81st    St.    No    5    East.      Thacke    &    Co    agt 

Bernard    P    Ducas,    E    J    Fullam    and    W    H 

Parish    025.03 

21.S-131st  st,    Nos  .528  to  5.32  West.      John  D 

Melletto  &  Co  agt  The  J  Goldman  Realty  & 

Construction    Co 800  00 

219— Avenue  A,   No   1317.     G  H  Gerard  Son  & 

Co    agt    Elias    Kaplan    1,400.03 

220— 125th    St.    s   s,    .300  e   Amsterdam   av,    25x 

l(X).ll.       Emilia    Valente    agt    Wolflnger    & 

Miller    278.00 

221 — Union    av.    No    817.      Christian    Vorndran 

agt    John    Buffinglon,    James    Thompson    and 

Frank    C    Lomonte 75.00 

222— 161st   st,    n  s,    103.7  e  Courtlandt  av.  50x 

100.      S    E    Keller    Lumber    Co    agt    Joseph 

Perlitch     1,533,60 

22.3— 146th    st,    s    s,    125    e    Broadway,    75x100. 

Keystone  Lime  Co  agt  Pollack  &  Nathanson 

120.50 

Nov.    14. 
224— Cathedral   Parkway,   No  52.     Jarcho   Bros 

agt    Hirschfield    &    Zeeman    1,252.80 

225— Lewis  st.   Nos  227  and  229.     Isaac  A  Ad- 

ler    agt    Louis    Lewinthau    115.00 


226— 136th   st,    n   s,    235    w   5th   av,    175x99.11. 

Rubin   Kissler  agt  Pincus   Roginsky 40.00 

227— Avenue  A,  No  1317.     Abraham  Weitz  agt 

Elias    Kaplan    .300.00 

228— 131st  st,  s  s,  90  e  Broadway,  57x100. 
Ptotenhauer    &    Nesbit    agt    Jacob    Goldman 

Realty    &    Construction   Co a32.58 

229— 17Sih  st,  s  s,  100  w  St  Nicholas  av,  lOOx 
KXI.  Guarantee  Tile  Co  agt  Harry  M  Adel- 
son      259.50 

230— Perry  st.  Nos  166  to  172.  Wight-Easton- 
Townsend  Co  agt  Edmund  Coffin  and  John  J 

Tucker  &  Sons 1.525.80 

231— Same  property.     Same  agt  same. .  .10,525.80 
232— 124th  st,  Nos  341  and  343  East.     Grier  & 

Warga   agt   Elias   Kaplan    250.00 

233— Cathedral  Parkway.  No  52.  Abraham  I 
Levin    agt    Max    Hershfield.    Arthur   Zeeman, 

Max  Navius  and  Samuel  Rosen    300.00 

234 — lOOih  St.  s  s,  whole  front  between  Audu- 
bon av  and  St  Nicholas  av,  90.4x55.6x56x 
.54.10.      E   H   Ogden   Lumber  Co   agt  Michael 

Regm    and    Louis    L    Cavinato 749.25 

23.5— 12,5th  st,  s  s,  300  e  Amsterdam  av,  25x 
100.11.  Hig:ns  &  Aughton  agt  Baila  Wol- 
flnger   &    Oscar    Miller    504.25 

236— 110;h    st,    Nos   217    West.      Leon    Werten- 

stein  et  al  agt  Joseph  Oussani   80.00 

237— 125th  st,  s  s,  3.50  e  Amsterdam  av,  25x 
IWI.ll.      Sharp   &    Gunn   agt   Baila   Wolfinger 

and     Oscar     Miller     .SoO.OO 

238— 7th  av,  Nos  2308  and  2310.  Wm  T  Hookey 

agt  Joel  Marks  and  A  Rosenberg  &  Co.  .319.35 
239— 2d   av,    Nos  888  and  890.   Thomas  F.   Mc- 
Laughlin  agt   David  A   Cohen,   Harris  Cohen 

and   John    Shapiro    375  00 

240— 2d  av,  Nos  907  and  909,  Thomas  F  Mc- 
Laughlin   agt    David    A    Cohen    and    Harris 

Cohen     325.00 

241— 137th  st.  No  43  West.     Thomas  F  McCaul 

Contracting  Co  agt  B  Sisserman   3,520  00 

242— l,80^h    st,    Nos  -603    to    609    West.      Jacob 

Ridlowiiz     aet    John     Harris 47.59 

243— Trinity  av,  n  e  cor  156th  st,  102x97.10. 
Parshelsky  Bros  agt  Julius  Liberman,  Isaac' 
Liberman,  David  Levy  and  Charles  Liber- 
man  2,649.45 

244— 131st  st,  Nos  530  to  .534  West.  W  C 
Clark  agt  J  Goldman   Realty  &  Construction 

Co   and  J   Goldman    717.75 

245— 6th  St.  No  425  East.  Morris  Goldstein 
agt   Charles  Freedenberg  and  Bernhard  Lud- 

„  nik    8.50.00 

246— Satisfied. 

247— 124th  St.  Nos  2.33  to  239  East.  Barnet 
Riolin  agt  Samuel  Hutkoft  and  Simon  Jacobs 

,, 1,700.00 

24S— 92d  st,  Nos  338  and  340  East.  Sebastian 
Trapani   et   al  agt  Aron  Forman  and  George 

Aronson    200.00 

249— Audubon  av,  s  e  cor  180th  st,  — x— .  Stand- 
ard  Plumbing   Supply  Co  agt  Joseph  Wlodar 

and    John    C    White    1.037.67 

250— Rivington  st,  s  e  cor  Willett  st,  25x75. 
Jacob  Klinger  agt  Henry  Kalchein  and  Mor- 
ris  Ba!ich    110.25 

Nov.    15 
251— 124th    St.    No    341    East.      Pfotenhauer    & 

Nesbit  agt  Ellas  Kaplan 156.40 

252— 131st  st,  s  s,  00  e  Broadway,  57x100. 
Peerless  Brick  Co  agt  Jacob  Goldman  Realty 

&    Construction    Co 108  75 

25.3— 81st  st.  No  5  East,  E  Bradley  Currier  Co 
agt   Bernard   P   Ducas   and   Fullam   &   Parisr 

„_•■■■ 310.00 

2o4— 131st  st,  s  s.  90  e  Broadway,  57x103.  New 
Jersey    Terra    Cotta    Co    agt    Jacob    Goldman 

Realty    &    Construction    Co 450.00 

2.5.5— 48th  st,  Nos  257  and  259  East.  National 
Window   Frame  Co  agt  Harris  Cohen  &  Son 

and    Harris    Cohen    202.60 

2.50— Edgecombe  av.  Nos  371  and  373.  Henry 
Degenhardt    agt    Martin    J    &    Martin    J,    Jr, 

Earley   and    Hallahan   &  Ahearn    120.00 

257— nth  St.  Nos  57  to  61  West.     Toscani  Bros 

agt    John    Doe    and    Reid    &    Birch 320.00 

2.5,8— 107th  st,  Nos  214  to  220  East,  Barron  & 
Mayer    agt    Simon    Jacobs,     Samuel    HutkoB 

&Ike  Miller   500.00 

259— 125th  st,  s  s,  350  e  Amsterdam  av,  25x 
1(K).  11.  Tuma  Contracting  Co  agt  Baila 
Wolfinger,    Oscar   Miller   and   Annie  Zimmot. 

145.00 

260— 137th  st,  n  s,  245  w  5th  av,  203x99.11. 
Nicholas  M  Wimpie  et  al  agt  Harry  Falk  and 

Flamm    150.03 

261— 125th    St.    No    434    West.      Benno    Erick- 

son    agt    Wolfinger   &    Miller    ...     173.00 

262— 166th  St.  s  s,  whole  front  between  Audu- 
bon av  and  Kingsbridge  rd,  90x100.  Kerts- 
cher  &  Co  agt  Ellen  and  Michael  Ryan  and 

Louis  L  Cavinato    200  03 

263— 40th  st.   No  300  West.     Nochim  Pocholsky 

agt  Denis  Hogan  and  Samuel  Margulies. 300.00 
264— East  Broadway,  Nos  137  and  139.     Isadore 
Bregman  agt  Harris   Sokolaki  and  Alexander 

Horowitz    400.00 

26.5— Amsterdam  av,  s  e  cor  67th  st,  .50.2x100. 
John    Turl    Sons    agt    Geo    A    Branigan    and 

Kaplan,    Kandra    &    Co 2!>5.00 

266— Morris  av.  w  s,  67  s  144th  st,  25x.S5.  Al- 
bert Blechner  agt  Solomon  Ziegler  and  John 

De    Long    &    Pierce    57.50 

267— 7th  av,  Nos  2.308  and  2310.  Louis  Hur- 
witz  et  al  agt  Joel  Marks  &  Abraham  Rosen- 
berg     1,300.00 

268-125th  st.  No  .545  West.     R  &  M  Talsky  & 

Co  agt  Dora  M  Weil  and  Hyman  Gallef.  .490.00 
269 — Lewis  st,  w  s,   175  n  Delancey  st,  25x100, 
Abraham  Vexlar  agt   Mary   Zisola  and  Louis 
Zisola    279.00 


The  text  of  these  pages  is  copyrightecj.     All  rights  are  reserve(3.         Notice   is  hereby  gitipn  tliat   infringement  'will   lead   to   prosecution. 
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It  is  light  you  want  in  that  apartment,  basement  or  store?  Daylight? 
The  Luxfer  System  will  send  daylight  just  where  you  want  it.  We  have 
solved  harder  problems  than  yours.  Telephone  3276  Gramercy  and  tell 
us  your  needs. 

AMERICAN  LUXFER  PRISM  CO.,  160  Fifth  Avenue,  NEW  YORK. 


270_Jerome    av,    e    s,    50   s    213th    st.    50x100. 

Fritz   Kuhnle  agt  Emlle  Colottl  and  Charles 

Volk     125.00 

o7i_sist    st,    No    5    East.      North    Side    Iron 

Works   agt   Bernard   P  Ducas  and  Thacke   & 

Co   550.00 

272— "Sth  St.  No  115  Bast.     Edwin  Dumble  agt_ 

Joseph   Polstein    7.713.73 

o73_cathedral    Parkway,    No  .52.      Leslie   Bros 

agt  Max  M   Hlrshfleld  and  Isldor   I  Zeeman. 

^160.00 

Nov.   IG. 

274— lS2d    st,    n    s,    200  w   Amsterdam   av,   50x 

79  9.      Rosenberg,    Fried    &    Son    agt    Com- 

merrial    Building    Co 2,700.00 

o7,5_TelIer  av,  w  s,  99.0  n  16Sth  st,  240x100.1. 
Harris   Herman   agt   David   Robinson. ..  .600.00 

276— Same  property.     Same  agt  same 2.220.40 

277— 101st     st,     No    02    West.       Gustav    Ernst 

agt  G  Harris  and  Gordon  &  Stein 421.00 

278— 144th    st,    Nos   242  and   244   West.      Hugh 

Colwell    agt    Harris   Maskin 200.00 

279_107th  st,  Nos  214  to  220  East.  Neohankus 
Bros  agt  Simon  Jacobs  and  Samuel  Hutkoff. 

3,350.00 

2S0— liith  st,  Nos  233  to  239  East.     Same  agt 

saDiG     z.oOO.uy 

281— .S6th  '  st,  Nos  206  and  208  Bast.  James 
Murnane  agt  Dennis  Kearney,   John  J  Healy 

553. 10 

2,s'2— Monroe  av,  Nos  1039  to  1645 1 

Belmont   st,    Nos   509   to   515 1 

IMaxwoll  &  Dempsey  agt  Delemeba  Construc- 
tion   Co l.OoO.OO 

2&3— 64th   st,    Nos   304   to   310   East.      National 

Cornice     &     Skylight    Works    agt    Israel    O 

Blake.   Levin  &  Levin   Contracting  Co.. .515.50 

284— 106th   st.   No   .57   East.      Adolph   Hopp  agt 

Mork    Bhimenthal,    Louis    Lese    and    Samuel 

Deutsch   and    George    Blumenthal 182.40 

28.5— 0th  st.  No  42.T  Bast.  Weisberg  Mart  Co 
agt    Charles    Friedenberg    and    Bernard    Lud- 

war    and    Isaac    Schwartz 100.00 

2Sfi— 1st  av.  No  101.  Philip  Silverman  agt 
Michael  Sussman  and  Lorenz  Building  Con- 
struction   Co    100.00 

287— Avenue  A,  No  1317.  Thomas  F  Mc- 
Laughlin  agt   Ellas   Kaplan 88.00 

288— Allen  st.  No  47.  Maurice  Newmark  agt 
Morris    Bayer    and    Joseph    Brody    and    Isaac 

Pollan     3i5.00 

289— 107th  st,  Nos  214  to  220  Bast.  Rorris 
Lecenson  agt  Simon  Jacobs  and  Samuel  Hut- 

l50ff    400.00 

')9o_progpect  av,  n  e  cor  Pairmount  pl,  50.10x 
13S.6.  Ella  M  McCabe  agt  The  Ministers. 
Elders  and  Deacons  of  the  First  Reformed 
Protestant  Dutch  hurch  of  West  Farms, 
County   of  Westchester   and   Crane   Giles   Co. 

1,864.60 

29'l!_l'61st  st,  n  s,  ioO  e  Courtland  av,  25x100. 

Jos  La  Spiro  &  Son  agt  Joseph  Perlitch. 500.00 
292— 191st    st,    s    s,    50    1    Hoffman    st,    25x90. 
John  Hahn  agt  Andrew  Downing  and  Haase 

&    Co 425.00 

"93— 125th  st,  s  s,  350  e  Amsterdam  av,  25x 
100.11.  John  Bell  Co  agt  Wolflnger  &  MuUer. 

836.09 

294— Avenue   A,    Nos   1436   and   1438.      Thomas 

F  McLaughlin  agt  John  Greenberg  &  Co. 300.00 
29.5— 124th    St.    Nos    2.33    to    239    East.      Morris 
Levenson    agt    Chas    E    Murtha    and    Jacobs 
&    Hutkoft    390.00 

» 

BUILDING  LOAN  CONTRACTS. 

Nov.   10. 

St  Georges  Crescent,  s  s,  intersection  of  s  s 
Grenada  pl,  runs  w  24.6  x  s  92.6  x  e  25  x  n 
100  X  w  1.7  to  beginning.  Christopher 
Weight  loans  Emilia  Badolatl  to  erect  a  2- 
sty  and  basement  flat;  4  payments..  ..4.500 
Nov.  12. 

Elizabeth  st,  e  s,  139  n  Broome  st.  25x100. 
Empire  Mortgage  Co  loans  Michael  Brig- 
anti  to  erect  a  6-sty  tenement..  4  payments 
12,000 

7th  av,  w  s,  whole  front  between  144th  and 
145th  sts,  — xlOO.  The  City  Mortgage  Co  loans 
Flelschmann  Realty  and  Construction  Co  to 
erect  five  0-sty  tenements;  12  payments.... 
235,000 

Nov.    13. 
67th    st,    s    s,    100    e    3d    av,    90x100.5.      Cor- 
porate Realty  Association  loans  Max   J  Kra- 
mer and  Henry  Rockmore  to  erect  two  6-sty 

tenements;    10   payments    50.000 

Courtlandt  av,  s  e  cor  163d  st,  50.x90.  James 
F  Umpleby,  Jr,  loans  Annie  Linder  and  Frank 
Rotter  to  erect  a  —  sty  building;  9  pay- 
ments     9,000 

Nov.    14. 
Sylvan  pl,  Nos  3,  4  and  5.     Augustus  F  Holly 
loans    Max    S    A    Wilson    to    erect    a    —    sty 

building;    10   payments    40,000 

Prospect  av,  w  s,  200  n  lS7th  st.  75x95.  Joseph 
J    Silver    loans    Chas    F    Dilberger    to    erect 

four    2-sty    dwellings:    5    payments 14,000 

Union  av,  e  s.  96.1  n  IGlst  st.  225x100.  Samuel 
Strasbourger  loans  Syndicate  Construction  Co 
to  erect  a  6-sty  tenement;  —  payments.  .10,000 
Nov.  15 
Lewis  st,  Nos  49  and  51.  Mutual  Alliance 
Trust  Co  of  N  Y  loans  Morris  &  Fannie 
Fisher  to  erect  two  6-sty  tenements;  7  pay- 
ments      25.000 

125th    st,    s    s,    100   w    Broadway,    42.6x100.11. 


Jessie  C  McBridge  loans  Hyman  Kantor  and 
Harris    Sussman   to   erect   a   6-sty   tenement; 

8  payments 30,000 

Nov.   16 

56th  St.  Nos  324  and  326  East.  Ruben  Eisen- 
stein  loans  Samuel  Pomeranz  to  erect  a  6- 
sty    tenement;    7    payments    10,000 

Cruger  st,  e  s,  55  n  Barnett  pl.  50x100.  T 
Emory  Clocke  loans  Joseph  Gordon  and 
Jacob    Lebas    to    erect    a    2-sty    dwelling;    3 

payments     6,000 

* 

SATISFIED  MECHANICS'  LIENS. 

Nov.  10. 

Orchard  st.  No  154.  Harris  Schenker  et  al  agt 
Isidor  Colle.      (Oct  23,    1906) 585.00 

^Riverside  Drive,  e  s,  116  s  127th  St.  Kalt  & 
Zwerling  agt  Lispenard  Realty  Co.  (Oct  24, 
1906) 2,400.00 

=Same  property.  Same  agt  same.  (Oct  22, 
1900) 1,500.00 

=Riverside  Drive,  e  s,  224  s  127th  st,  108x,86. 
Same  agt  Bergen  Realty  Co.  (Oct  22  1906) 
450.00 

Nov.  12. 
Broadway  n  e  cor  62d  st  108.7x110.7.     George 

Brown  &  Co  agt  Geo  C  Boldt  et  al.  (Aug  24, 

1906) 7,230.00 

Av  A,    No  167.     Friedman   &   White  agt  John 

Levy.      (July    16,    1906) 60.00 

Bathgate    av,    e    s,    191.2    n    174th    st.      Louis 

Bornstein    agt   Jacob   Schwartz   et   al.      (Sept 

20,    1900) 190.00 

Bathgate   av,    e    s,    316.10   n    174th    st.      A      E 

Klotz  Fireproofing  Co  agt  Sugarman  &  Gllck 

ct  al.      (Oct  29,   1906) 200.00 

Bathgate  av,  Nos  1750  and  1752.     Rubin  Han- 

delson  agt  John  Doe  et  al.     (Sept  14,  1906).. 

80.00 

=liO(h  Et,   n   s,   250  w  7th  av.     Niagara  Wood 

Working    Co    agt    Oussani    Construction    Co. 

(Oct   15,    1908) 3,878.52 

=114th  st,  Nos  437  and  439  East.     Samuel  Lipp- 

man   et  al   agt   Barnet  Osk.      (Oct  25,   1906). 
r 200.00 

Nov.    13. 

nOOth  st,  n  s,   51  e  Park  av.     Leon  Rosenteld 

agt  Julia  E  Liggan.     (Oct  18,  1908) 150.00 

137th   st,    Nos  6  to  18  West.     Harry  Ruditcky 

agt    The    Pearl    Realty    &    Construction    Co. 

(Oct  2,   1906)    1,280.00 

127th    St.    No    132    East.      Isidor    L    Cohen    agt 

Lewis  Lewenhof.      (March  31,  1900) 765.00 

Same    property.      Adolph    Schwartz    agt    Louis 

Lewenhof.      (March    31,    1900) 1,650.00 

3d  av.  No  18CT).     Rider  Ericsson  Engine  Co  agt 

B  Cohen  et  al.      (Nov  9,   1906) 200.00 

Same    property.       Same    agt     Seplow    &    Son. 

(Oct  30,    1908) 200.00 

92d  st,   Nos  155  to  167  East.     John  Cabot  agt 

Barnet    Hamburger    et    al.      (Nov    8,    1906). 

70th    st,    s's, '3(>0   e  2d   av,   25x100,    Same   agt 

same.     (Nov  8,   1908)    504.75 

=17th    st,    No    443    West.      Aaron    Arvintz    agt 

Henry   Nechols  et  al.      (July  3,   1906). .  .300.00 
=Same    property.      Joseph    R    Potter   agt   same. 

(Aug  0,    1906)    173.81 

^Amsterdam    av,    s    e   cor    15Sth   st,    100x79.11. 
M   Goodman   agt  Albert  London   et  al.      (Oct 

25,    1900)    .3,378.00 

'Bathgate  av,  e  s,  191.2  n  194th  st.     N  Y  Cor- 
nice  &    Skylight   Works   agt   Jacob   Schwartz 

et   al.      (Sept  17,   1900)    100.00 

'2d  av,  Nos  1040  and  1642.     B  Dunton  et  al  agt 

Samuel  D  Davis.     (Nov  7,  1906)   150.08 

l(H)th    st.    No   210   East.      Robert    Scheinlck   et 
al    agt  Tauve  Cohen   et   al.      (Aug  24,    1906) 

....: -; 224.25 

=Ludlow  st.  No  24.     Isaac  Zimmerman  agt  Ike 

Shapiro  et  al.      (Aug  24,   1906)    750.00 

^Same     pronerty.         Herman     Finkelstein     agit 

same.      (Sept  4,    1906)    90.00 

Nov.    14. 

Union  av,  e  s,  96  n  161st  st,  75x100.     Joseph 

Terrano    &    Son    agt    Syndicate    Construction 

Co.       (Oct    31,    1906)     1,400.00 

Ridge  st.  No  145.     Theodore  C  Wood  agt  Lena 

Gurgel.      (July   9,    1906    ) 1,041.15 

Same  property.    Martin  J  Katz  et  al  agt  same. 

(July  7,  1906)    700.00 

Broadway,  Nos  836  and  838.     McMann  &  Tay- 
lor agt  Mitchell   Vance  Co   et  al.     (Nov   12, 

1906)    97.05 

'115th   st.    No    73    East.      Louis   Hurwltz    et  al 
agt    Jacob    M    Goldstein    et    al.       (Jan    31, 

1906)     250.00 

146th  st,   s  s,    100  w  Amsterdam  av.     John   H 
Callan   agt  Weinberg  &  Sudzen  et  al.     (Oct 

24,    1906)    656.00 

Same    property.       P    &    F    Corbln    agt    same 

(Oct  9,  1906)    375.00 

Same    property.      John    C    Orr    Co    agt    same. 

(Sept  27,   1906)    6,190.00 

Same     property.       Builders'     Heating    Co    agt 

same.      (Oct   23.    1906)    2,225.00 

=6th  St.     Nos  712  and  714  East.     Joseph  Miceli 
et  al  agt  Joseph  Wolkenberg.     (Nov  5,'  19O0) . 

4.50.00 

=6th  st,  Nos  703  and  707  East.     Same  agt  same 

(Nov    5,     1906)     350.00 

=G7th  st,   s  s,    190  e  3d   av.     Same  agt  Joseph 

Wolkenberg    et   al.      (Nov   5,    1906) 1,890.00 

Nov.    15 
St  Nicholas  av,  s  e  cor  178tli  st.    Meyer  Cereb- 
rinsky  agt  Herman  Strauss  et  al.     (Oct  29, 
1906)    421.00 


95th  st,  3  s,  125  w  1st  av,  125x100.  John  W 
Rapp  agt  Joseph  Isaacs  et  al.  (Oct  6,  1906) 
,.....:    ..,.:     635.00 

=Brook  av,  w  s,  2.30  n  139th  st.  Joseph  Miceli 
et  al  agt  Joseph  Wolkenberg  et  al.  (Nov.  5, 
1906)    1,400.00 

Oak  st.  No  51.  Louis  Hurwltz  agt  Josephine 
Salvino  et  al.      (Aug  31,   1908) 250.00 

37th  av.  No  2152.  Randy  M  Becker  agt  Isaac 
Salinger    et    al.      (Oct    29,    190G1 130.00 

3d  av,  Nos  1889  and  1873.  Edward  Palmer 
agt  Bernard  Cohen  et  al.  (Oct  29,  1906). 
800.00 

West  End  av,  No  232.  McNulty  Bros  agt 
Abraham  L  Erlanger  et  al.  (Jan  24,  1906) 
250.00 

95th  st,  s  s,  125  w  1st  av.  Morris  Strominger 
agt  David  G  Ludins.     (Sept  15,  1906) ..  .1.650.00 

101st  st,  Nos  402  and  404  East.  Samuel  Gold- 
man et  al  agt  David  Dreyfuss  et  al.  (May 
3,    1900)     438.00 

Nov.   16. 

=671  h   st,    s   s,    190   e  3d   av,    120x100.      T   A   S 

Sheridan    Co    agt    Joseph    Wolkenberg    et    al. 

(Aug.    14,    1900.) 335.30 

Byron    av,    e    s,    bet    237    and    2.39th    sts.      C 

Cipolla  &  Co  agt  Whitehall  Realty  Co  et  al. 

.Oct.    15.    1908.1 265.00 

'97lh    st.    No    lis    East.      Louis    Blechman    agt 

J   L  Moriarty   et  al.      (Nov  14,   1906.) ...  .24.75 
'Bloomingdale  road,   n  w  cor  120th  St.     James 

Dowd   agt  Wm   Gunn   et  al.      (Oct  30,   1906. 

3,054.57 

198th    St,    Nos  227   to   231   East.      Harris   Belo- 

witz    et    al     agt    John    Bodenheimer    et    al. 

(Nov   5,    1908.) 64.90 

SOth   st,    Nos  206   and   208  Bast.      Harris   Bar- 

telstone    &    Son    agt    Dennis    Keary    et    al. 

lOct    22,    1900.)     249.90 

125th  St.  s  s,  300  e  Amsterdam  av.     John  Bell 

Co  agt  Wilflnger  &  Muiler.     (Nov  13,   1906.) 
..     836.00 

'Discharged   by  order  of  Court. 
'Discharged   by   deposit. 
'Discharged   by   bond. 


ATTACHMENTS. 


Nov.    9. 
Western   Foundry   Supply   Co;    John   M   Clark  et 

al;    $2,505;    Stern    &   Rushmore. 
Brown    &    Co;    West    India    Steamship    Co;    $5,- 

316.25;  Wheeler,  Cortis  &  Haight. 
New   York  Granite  Brick  Co;    Harry  H  Kutner; 

$4,080;    Page,    Crawford    &    Tuska. 

Nov.    13. 
McCabe,    Rudolph   T;    C   H   Hutchins;    $5,002.12; 

Atwater  &   Cruikshank. 
Wood.    Franklin   J;    Siegel-Cooper  Co;   $1,308.21; 

W    Anway. 

Nov.    14. 
Postal   Typewriter  Co;   Tribune  Assn;   $1,166.65; 

Sackett,   Chapman   &  Stevens. 
Reinhart,  Jos  W;  Matthew  J  Kiernan,  Jr;  .$3,200. 
Fixs,    or    Fix,    Sam;    Louis    Rosenberg;    $2,500,' 

O    Richter. 

Nov.   15. 
Ginocchio,    Louis,    Peter    Coster   and    Anton    M 

Meyer,    trading    as    United    Fig    &    Date   Co; 

Western      Candy      &      Baker      Supply      Co; 

$1,361.04;    Hitchings   &   Palliser. 


CHATTEL  MORTGAGES. 

AFFECTING  REAL  ESTATE. 
.Nov.   9,   10,   12,   13,   14  and  15. 

Adelson,  H  M.  South  side  178th  st,  100  ft  w 
St  Nicholas  av..P  I  Ansorge.  Gas  Fixtures, 
&c.  $925 

Bolton,  J.  63d  st  between  Amsterdam  av  and 
West  End  av.  .Central  Gas  Fixture  Wks. 
Gas    Fixtures.  425 

Columbus  &  Dorfman.  858  Union  av.  .Central 
Gas    Fix    Wks.      Gas    Fixtures.  280 

Epstein  &  Cohen.  126th  st,  between  Lexington 
and  Park  avs;  119th  st  w  of  Pleasant  av,  and 
120th  st  w  of  Pleasant  av.  .Caro  Mantel  Co. 
Mantels.  $8.75    each 

Goldberg  &  Smith.  Amsterdam  av,  between 
130th  and  131st  sts.  .Albert  Gas  Fix  Co. 
Gas   Fixtures.  625 

Hamburger,  B.  155-167  E  92d.  .Baldinger  & 
K.      Gas    Fixtures.  850 

Jacobson,  J.  South  side  13Sth  st,  120  ft  w  of 
Sth  av.. Central  Gas  Fix  Wks.     Gas  Fixtures. 

425 

John  V  Signell  Co.  Northeast  cor  135th  st  and 
Riverside  Drive.  .Consol  Chandelier  Co.  Gas 
Fixtures.  2,000 

Klcinfeld  &  Englesberg.  526  to  532  W  112th.  . 
Daru  &  Hukman.     Gas  Fixtures.  1,600 

Klein,  G  J.  South  side  9th  st,  80  e  Av  D.. 
Abendroth    Bros.      Ranges.  (R)   825 

Lawrence.  J  H.  300  W  145th.. Union  Gas  Fix 
Co.     Gas  Fixtures.  88 

Rosenblum  &  Cohen.  237  to  243  E  115th.  .Cen- 
tral Gas  Fix  Wks.     Gas  Fixtures.  440 

Romm,  H.  North  side  110th  st,  260  e  3d  av. . 
Silberstein    &    S.      Mantels.  402 

Same.  South  side  98th  st,  95  e  Lexington  av 
....same.      Mantels.  504 

Signell,  John  V,  Co.  Northeast  cor  125th  st 
and  Claremont  av.  .Consol  Chandelier  Co. 
Gas    Fixtures.  2,000 


The  text  ot  these  pages  is  copyrighted.     All  rights  are  reserved.         Notice  Is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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FOR  SOME  weeks  it  has  been  pointed  out  in  this  column 
that  the  stock  market  has  acted  as  if  it  wanted  to  go 
up.  Its  action  in  the  last  ten  days  lias  more  than  justified 
that  view.  It  must  be  very  clear  to  everyone  that  were  it 
not  for  the  fear  of  stringent  money  rates  a  bull  market, 
transcending  all  its  predecessors,  would  now  be  witnessed  on 
the  New  York  Stock  Exchange.  Intrinsic  values  of  all  the 
standard  stocks  are  greatly  in  excess  of  the  market  prices 
for  the  same.  It  may  fairly  he  said  that  neither  values  nor 
the  future  are  being  discounted  when  it  is  recalled  that  St. 
Paul  stock,  when  the  railroad  only  earned  130,000,000  a 
year,  sold  at  approximately  150,  whereas  this  year  the  earn- 
ings will  not  be  far  from  $70,000,000  and  the  stock  is  but 
186.  This  comparison  could  be  repeated  indefinitely,  and  a 
like  showing  made  with  reference  to  nearly  all  the  old  line 
railroads.  New  York  Central,  for  instance,  five  years  ago 
sold  at  175.  Why,  then,  should  it  be  135,  as  it  was  a  few 
days  contemporary  with  the  increase  of  value  of  real  estate 
all  about  it.  Almost  the  principal  asset  of  a  railway  nowa- 
days is  its  real  estate,  as  witness  the  amount  the  Pennsyl- 
vania will  have  and  has  had  to  pay  merely  to  enlarge  its 
terminals.  Yet  here  is  the  stock  of  a  company,  the  New 
York  Central,  which  has  been  steadily  declining  in  price  for 
five  years,  while  its  property  has  been  steadily  advancing  in 
value  and  its  business  increasing  up  to  its  capacity  to  handle. 
That  this  price  action  of  its  shares  will  right  itself  is  as 
certain  as  the  day  follows  the  night.  The  one  fear  in  the 
situation  is  money.  As  was  predicted  in  the  Record  and 
Guide  a  month  ago,  the  shoe  is  beginning  to  pinch  real  estate 
badly,  and  we  shall  be  fortunate  indeed  if  we  get  through  the 
year  without  a  repetition  of  the  fifty-seven  varieties  of  rates 
witnessed  in  Wall  Street  last  December.  Barring  that  the 
way  is  clear  for  an  advance  all  along  the  line  in  good  stocks 
and  bonds,  one  cannot  go  far  wrong  in  purchasing  now  by 
anyone  able  to  pay  for  or  carry  same  without  undue  charges. 
The  annual  statement  of  the  Bank  of  Montreal  shows  that 
this  bank  is  lending  in  New  York  $10,000,000  less  than  a 
year  ago.  This  is  due.  of  course,  to  the  great  business 
activity  in  Canada,  which  enables  the  money  to  be  more 
profitably  loaned  at  home.  It  is  conceivable  that  the  com- 
bined Canada  banks  may  be  soon  loaning  $50,000,000  less  in 
New  York  than  a  year  ago,  and  if  so  it  would  account  in 
some  part  for  the  present  stringency,  as  it  is  in  effect  a  con- 
traction of  our  available  credit.  This  view  of  the  money 
market  has  never  before  appeared  in  print,  and  has  not  been 
taken  by  any  financial  writers. 


IT  IS  very  much  to  be  hoped  that  the  authorization  of  new 
rapid  transit  routes  in  Manhattan  will  not  be  delayed 
very  much  longer.  There  can  be  no  doubt  that  the  uncer- 
tainty as  to  how  much  and  what  kind  of  rapid  transit  Man- 
hattan is  going  to  get  is  the  greatest  single  drag  on  the  cur- 
rent development  of  the  city.  Two  new  bridges  and  three 
new  tunnels  to  Long  Island  are  actually  under  construction, 
and  the  same  is  true  in  respect  to  the  various  new  tunnels 
to  New  Jersey.  But  in  the  meantime,  while  various  new 
transit   routes   extending   through    Manhattan   to    the    Bronx 


have  been  laid  out,  it  is  still  uncertain  how  many  and  which 
of  them  will  be  authorized.  Nobody  can  tell  as  yet  whether 
the  city  will  be  able  to  reach  an  agreement  with  the  Inter- 
borough-Metropolitan  Company  in  respect  to  the  early  con- 
struction of  one  or  more  new  routes,  or  whether  no  fair  agree- 
ment will  be  possible,  and  the  delay  of  planning  and  building 
a  municipal  subway  system  will  have  to  be  incurred.  There 
is  no  way  of  getting  rid  of  this  uncertainty,  for  the  city  can- 
not afford  to  do  merely  what  the  rapid  transit  combination 
may  want  to  do;  but  the  condition  is  extremely  regrettable, 
because  there  can  be  no  doubt  that  the  existing  situation  in 
respect  to  rapid  transit  has  again  become  critical.  The 
subway  is  as  crowded  during  rush  hours  as  the  elevated 
roads  used  to  be.  It  supplies  a  more  efficient  service  to  the 
part  of  the  city  which  it  taps,  but  there  is  much  of  the  city 
to  which  it  is  of  no  advantage,  and  it  is  approaching  the 
limit  of  its  serviceability.  Its  value  to  the  residents  of  the 
Bronx  is  very  much  diminished  by  the  fact  that  its  route  is  so 
circuitous,  and  by  the  fact  that  the  express  service  for  that 
borough  does  not  run  north  of  Ninety-sixth  street  station, 
while  the  building  up  of  Washington  Heights  and  the  Dyck- 
man  tract  will  be  very  much  hampered  by  the  fact  that  it  is 
not  a  four-track  road  in  that  vicinity.  Neither  the  Bronx 
nor  Washington  Heights  can  develop  freely  under  ex- 
isting transit  conditions,  and  during  the  next  five  years  they 
will  lose  thousands  of  inhabitants  for  this  reason.  The  truth 
is  that  the  subway  merely  filled  a  vacancy  which  was  already 
created  and  really  did  not  provide  for  future  development. 
Manhattan  and  the  Bronx  will  have  to  pass  through  another 
period  of  at  least  five  years  in  which  its  travelrng  accommo- 
dations will  be  wholly  inadequate,  and  the  worst  of  it  is 
that  there  does  not  seem  to  be  any  practicable  remedy  for 
this  condition. 


Our  Distressing  Streets. 

WE  print  this  week  another  installment  of  "exhibits" 
showing  the  disgraceful  condition  into  which  our 
streets  have  fallen.  No  doubt  there  are  "reasons,"  good,  bad 
and  indifferent,  why  the  main  thoroughfares  of  the  metropolis 
of  the  Western  Continent  should  present  an  appearance  that 
we  associate  strictly  with  Constantinople  or  the  dacayed  and 
decaying  cities  of  the  East.  It  seems  to  us  quite  incredible 
that  the  authorities  can  be  at  all  cognizant  of  the  extent  of 
the  dilapidation  permitted  in  our  streets.  No  part  of  the  city 
has  been  spared.  The  poorer  sections  have  always  been 
abominably  kept;  now  the  ruin  from  pickaxe  and  spade  is 
spread  like  blotches  all  over  the  face  of  the  town.  The  evil 
has  extended  so  insidiously  that  the  citizen  who  curses  the 
inconvenience  and  filth  of  his  own  daily  route  does  not  stop 
to  think  that  the  conditions  that  annoy  and  incommode  him 
ai'e  equally  prevalent  elsewhere  and  have  equally  inflicted 
most  other  citizens. 

The  truth  is.  New  York  City  to-day  might  well  be  dubbed 
"The  City  of  Uncomfortable  Locomotion."  One  need  not  even 
allude  to  the  Subway.  The  nightly  scenes  thereon  are  not 
only  disgraceful,  but  filthy.  They  are  a  positive  challenge  to 
our  claim  upon  civilization.  One  could  not  ship  hogs  from 
Chicago  in  anything  like  the-  same  way  that  one  can  ship 
human  beings  to  Harlem.  The  elevated  roads  are  only  better 
than  the  Subway  inasmuch  as  they  are  above  ground  and  are 
able  thereby  to  make  a  larger  draft  upon  fresh  air.  The 
street  car  service,  from  the  point  of  view  of  sanitation  and 
decency,  is  a  trifle  better  at  times  and  in  spots  than  the  ele- 
vated road,  but  where  and  when  the  street  cars  are  bad,  by 
Jove  I  they  are  very  bad. 

The  citizen,  male  or  female,  who  did  not  wish  to  breathe 
the  hundred  times  concentrated  breath  of  other  human  be- 
ings, or  be  submitted  to  the  indecent  packing  of  body  against 
body  (men  and  women  intermingled  and  interlaced),  which 
must  be  tolerated  by  all  who  ride,  could  some  time  ago  at 
least  tiu'n  to  the  natural  mode  of  locomotion  for  escape. 
But  of  all  such  comfort  the  aforesaid  citizen  is  now  deprived. 
Let  any  pedestrian  take  a  walk  from  any  of  our  ferries,  say,  to 
the  City  Hall.  Let  him  note  the  conditions  of  the  streets  he 
has  to  traverse.  Particularly,  let  him  remark  these  thor- 
oughfares in  rainy  weather,  when  the  greasy  mud  is  thick 
and  the  inequalities  of  surface  are  pools  of  sliiuy  mud.  Let 
him  in  dry  weather  note  the  little  simoons  of  dust  and 
manure  that  whirl  into  nose  and  eye.  Let  him  count  how 
many  times  in  a  distance  luuch  less  than  a  mile  he  will  be 
halted  by  obstructions,  and  how  often  he  will  be  compelled 
to  pass  out  into  the  driveway — that  is,  if  he  can  get  there — 
by  climbing  over  obstructions,  trenches,  piping,  conduits, 
cables,  heaps  of  dirt,  piles  of  paving  blocks,  to  say  nothing  of 
the  crates  and  other  business  impedimenta  which  merchants 
are   permitted  to   dump  and  leave   upon  the  sidewalk.     The 
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pedestrian  should  also  remark  on  his  way  building  operations 
and  note  that  these  are  carried  on  with  utter  contempt  and 
disregard  of  public  convenience. 

No  doubt  everybody  grumbles  about  this  situation.  The 
private  wail  of  complaint  increases,  but  of  what  value  is  it 
unless  people  will  really  reach  a  determination  to  do  away 
with  it  all?  What  is  the  use  of  organizing  sanitary  boards, 
with  their  rules  and  regulations,  when  the  filthy  scenes  of  the 
Subway  go  on  from  night  to  night?  Why  go  into  hysterics 
and  crusades  about  a  few  indecent  pictures  when  it  has 
become  practically  Impossible  for  a  woman  to  travel  in  the 
security  of  real  decency  within  the  city  limits?  What  sort  of 
manners,  what  sort  of  feelings  can  possibly  be  the  result  of 
scenes  such  as  are  enacted  nightly  at  Brooklyn  Bridge  and  on 
thousands  of  Subway  and  Elevated  cars?  Does  not  the  talk 
of  municipal  art  societies  become,  by  contrast,  a  sort  of 
prattle  when  put  in  satirical  juxtaposition  with  our  filthy 
upheaved  streets?  How  absurd  it  is  to  talk  of  municipal 
economy,  of  business  efficiency,  of  even  ordinary  common 
sense,  when  our  streets  are  literally  newly  paved  on  Monday, 
torn  up  within  a  week  to  permit  some  underground  work, 
roughly  hammered  into  passable  shape  by  the  following  Mon- 
day, and  then  reopened  three  or  four  days  later!  This  com- 
edy of  repairs,  this  financial  extravaganza  of  "improvement" 
goes  on  in  street  after  street,  week  after  week.  Yet  we 
claim  to  be  a  people  who  see  clear  and  think  straight  and 
have  a  sense  of  humor! 


The  Real  Estate  Market  in  Manhattan. 

AFTER  the  experience  of  the  past  two  months,  the  kind 
of  real  estate  market  which  the  brokers  and  property 
owners  in  Manhattan  will  enjoy  during  the  current  season 
becomes  a  tolerable  certainty.  For  one  thing,  there  will  be 
considerable  decrease  in  the  actual  number  of  transactions. 
The  number  of  conveyances  recorded  during  the  fall  has 
been  noticeably  smaller  than  it  was  during  the  corre- 
sponding weeks  in  1905.  In  some  weeks  the  decrease  has 
run  as  high  as  3  3  per  cent.  When  the  current  year  ends 
the  total  number  of  transfers  placed  on  record  during  the 
twelve  months  will  be  less  by  some  thousands  than  it 
was  during  the  year  1905;  and  this  will  be  a  result  which 
has  not  happened  before  since  1900.  For  a  period  of  five 
years  the  volume  of  activity  in  Manhattan  real  estate  has 
been  constantly  increasing,  and  no  retrograde  movement 
was  observable  until  the  summer  of  the  present  year. 
Inasmuch  as  business  is  still  unusually  prosperous,  this  is  a 
remarkable  fact  which  deserves  special  and  careful  considera- 
tion. Apparently,  the  tide  of  real  estate  activity  in  Man- 
hattan has  begun  to  recede  before  the  tide  of  business 
activity.     Why  is  this  the  case? 

The  true  significance  of  the  fact  becomes  apparent  as  soon 
as  the  source  of  this  decreased  activity  is  distinguished. 
There  can  be  no  doubt  that  it  is  due  very  largely  to  the 
decreased  speculation  in  flats  and  tenement  houses.  The 
speculation  in  this  class  of  property  which  had  begun  in 
19  03,  and  which  has  only  recently  culminated,  was  one  of 
the  most  remarkable  movements  of  real  estate  prices  which 
has  ever  been  witnessed.  It  was  not  confined  to  any  one 
part  of  the  borough,  and  it  was  not  engineered  by  a  group  of 
wealthy  capitalists.  Its  effects  were  felt  in  every  part  of 
Manhattan  in  which  tenements  had  been  or  were  being  built, 
and  the  profits  were  distributed  among  many  thousand  small 
speculators  and  investors.  It  was  the  result  of  an  actual  and 
an  inevitable  change  of  conditions.  From  1896  to  1902  the 
supply  of  tenement  house  accommodation  all  over  the  bor- 
ough, with  the  exception  of  the  lower  East  Side,  had  been 
running  ahead  of  the  demand,  and  the  situation  of  the 
owners  of  tenement  and  apartment  houses,  particularly  on 
the  West  Side  and  in  Harlem,  was  not  to  be  envied.  The 
income  from  their  properties  was  both  small  and  precarious, 
and  they  were  obliged  to  face  a  constant  increase  of  tax  bills 
and  other  expenses.  The  tide  began  to  turn  early  in  1903. 
The  new  tenement  house  law  availed  to  stop  the  erection  of 
new  tenements  for  the  time  being,  and  the  action  of  this 
artificial  condition  coincided  with  that  of  certain  natural 
conditions.  The  population  of  Manhattan  had  Deen  increas- 
ing with  more  than  its  usual  rapidity,  transit  facilities  were 
temporarily  improved,  and  business  all  over  the  borough  was 
encroaching  on  the  space  formerly  occupied  for  residential 
purposes.  The  consequence  was  not  merely  that  a  large 
demand  sprang  up  for  new  tenement  houses,  but  the  old  five- 
story  tenements  came  suddenly  to  have  an  increased  value. 
They  were  not  only  occupied  to  the  limit,  but  the  income 
they  'produced  could  be  considerably  increased  by  certain 
changes  in  their  arrangement.     During  the  three  years  of 


1903,  1904  and  1905  almost  every  tenement  house  in  the 
borough  was  sold  (many  of  them  several  times),  almost  al- 
ways at  an  increased  price.  In  the  meantime,  however,  im- 
mense numbers  of  new  tenement  houses  were  being  erected, 
until  finally,  during  the  past  summer,  the  supply  began  to  run 
ahead  of  the  demand.  As  soon  as  this  occurrefl  the  specula- 
tion was  bound  to  cease,  and  the  decrease  in  the  volume  of 
transactions  simply  means  that  in  this  respect  the  real  estate 
market  of  Manhattan  has  returned  to  a  more  normal  con- 
dition. 

That  speculation  was,  however,  based  at  bottom  on  the 
greatly  increased  pressure  of  population  and  business  in 
Manhattan  upon  the  available  stock  of  real  estate.  It  has 
not,  we  believe,  been  carried  too  far,  and  It  will  not  be 
succeeded  by  any  general  reaction.  Tenement  house  prop- 
erty in  the  older  parts  of  the  borough  will  never  return  to 
the  condition  which  so  generally  prevailed  in  1900.  The 
gain  is  permanent  and  substantial.  No  doubt  it  cannot  be 
pushed  any  further  for  many  years  to  come,  because  the 
increased  accessibility  of  the  outlying  boroughs  will  draw 
off  an  ever-increasing  proportion  of  the  population  of  the 
city,  but  neither  will  it  be  lost.  The  losses  which  will  result 
from  the  recent  overbuilding  will  fall  almost  entirely  upon 
the  builders  and  property  owners  interested  in  the  newer 
sections,  such  as  Washington  Heights.  They  may  and  prob- 
ably will  have  a  year  in  which  their  tenement  and  apartment 
houses  will  be  hard  to  rent  and  harder  to  sell,  but  this 
period  will  not  last  very  long.  The  planning  of  new  tene- 
ments in  Manhattan  has  for  the  time  being  almost  entirely 
ceased,  and  comparative  inactivity  during  even  one  season 
will  be  sufficient  to  restore  the  balance.  Every  new  district, 
such  as  Washington  Heights,  must  pass  through  periods  of 
somewhat  acute  depression  until  it  no  longer  wears  a  raw 
and  unsettled  appearance,  and  until  people  become  accus- 
tomed to  living  within  its  precincts. 

So  much  for  the  reasons  of  the  very  considerable  diminu- 
tion in  the  volume  of  real  estate  transactions.  The  reaction, 
if  reaction  there  is,  has  not  as  yet  touched  business  property. 
Speculative  and  investment  buying  at  the  present  time  con- 
tinues to  show  great  vitality  on  the  margin  of  the  most 
active  business  districts.  On  all  the  streets  and  avenues 
south  of  Fifty-ninth  street  whieh  will,  during  the  next  few 
years,  be  taken  in  by  the  tide  of  business  increase,  speculators 
and  investors  are  gradually  raising  the  level  of  values.  Sixth 
avenue,  from  Twenty-third  to  Fifty-ninth  street,  which  is 
certainly  destined  to  be  a  still  more  important  business 
thoroughfare.  Is  receiving  a  great  deal  of  attention.  The 
same  is  true  of  Seventh  avenue,  from  Twenty-third  to  Forty- 
second  street.  The  side  streets  to  the  east  and  west  of  Fifth 
avenue  continue  to  profit  from  the  overflow  of  Fifth  avenue 
business.  In  the  financial  district  the  streets  to  the  west  of 
Broadway  demand  and  receive  most  attention.  Four  enor- 
mous improvements — that  of  the  City  Investing  Company,  iri 
Cortlandt  street;  that  of  the  Tunnel  Company,  in  Church 
street;  the  new  office  buildings  in  West  and  in  Rector 
streets — are  now  under  way,  and  when  they  are  completed 
and  occupied  the  map  of  this  whole  section  will  be  changed. 
These  business  developments  along  the  lines  plainly  marked 
out  by  the  existing  business  expansion  of  Manhattan  will 
keep  large  speculators  busy  for  an  indefinite  period  and  will 
give  strength  and  activity  to  the  market.  Whatever  change? 
may  take  place  during  the  next  ten  or  fifteen  years  in  the 
value  of  residential  property  in  Manhattan,  there  can  be  no 
doubt  that  little  by  little  the  central  ridge  of  the  Island,  the 
whole  district  between  Eighth  avenue  and  Fourth  avenue, 
will  be  gradually  submerged  by  an  irresistible  tide  of  indus- 
trial and  commercial  growth.  A  purchase  in  any  of  the  less 
expensive  parts  of  this  area  is  a  sure  source  of  profit,  be- 
cause this  district  will  be  the  business  center  for  a  city  which 
is  increasing  in  population  at  the  rate  of  not  far  from  150,000 
a  year.  Every  five  years  New  York  will  add  more  than  a 
St.  Louis  to  her  wealth  and  inhabitants,  and  every  ten  years 
a  city  bigger  than  Philadelphia.  With  such  a  volume  of 
business  and  such  an  increase  in  population  to  take  care  of, 
every  centrally  situated  piece  of  property  in  Manhattan  Is 
bound  to  be  needed  for  important  and  lucrative  business 
purposes. 


IN  NO  year  since  1SS3  have  the  property  losses  by  fire  in 
the  United  States  fallen  below  $100,000,000.  Most  years 
during  that  period  have  they  exceeded  $150,000,000.  In 
1904  they  were  over  $200,000,000,  and  in  this  year  it  is  esti- 
mated will  be  between  $300,000,000  and  $350,000,000.  The 
largest  share  of  these  fire  losses  fall,  of  course,  upon  the 
large  cities,  and  of  these  New  York  appears  to  l)e  the  only 
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one  which  reverses  the  plan  of  locking  the  staTjle-door  after 
the  horse  has  escaped.  New  York  Is  preparing,  through  the 
installation  of  its  new  salt-water  service  and  by  other  means, 
to  provide  against  a  serious  conflagration.  Of  the  six  big 
cities  of  the  United  States — New  York,  Chicago,  Philadelphia, 
St.  Louis,  Boston  and  Baltimore — three  have  had  devastating 
fires;  the  other  three  have  not  in  recent  years.  The  Chicago 
fire  started  on  October  7,  1871,  and  involved  the  loss  of  250 
lives  and  the  destruction  of  property  valued  at  $198,000,000. 
It  devastated  an  area  of  2,000  acres.  The  Boston  flre  was  on 
November  9,  1872,  and  in  twenty-four  hours  did  damage  to 
the  wholesale  district  in  that  city  to  the  amount  of  $75,- 
000,000,  spreading  over  sixty  acres,  but  entailing  no  loss  of 
life.  The  Baltimore  fire  broke  out  on  February  7,  1904,  and 
involved  the  destruction  of  1,300  buildings  and  property  to 
the  value  of  $125,000,000.  It  burned  over  140  acres  of  land. 
Chicago,  Boston  and  Baltimore,  the  three  cities  which  have 
suffered  most  in  recent  years  from  serious  fires,  have  pro- 
vided, respectively,  $2,500,000,  $2,400,000  and  $750,000  in 
fire  station  houses,  engines  and  material  and  appliances  for 
fighting  fire.  New  York,  which  has  had  no  great  fire  for 
many  years,  has  $7,000,000  invested  in  like  appliances,  and 
is  constantly  and  intelligently  increasing  the  means  of  flre 
fighting. 


Lower    Interest   Rates    Coming'. 

To  the  Editor  of  the  Record  and  Guide: 

Regarding  the  mortgage  situation,  you  may  persuade  a  man 
or  a  corporation  of  error,  but  you  seldom  can  club  him  or  it 
into  acquiescence.  When  all  forms  of  security  demand  high 
interest  it  shows  an  excessive  demand  for  money.  We  do  not 
need  more  money;  we  do  need  it  in  easier,  more  elastic  form; 
even  then  the  demand  from  all  of  good  credit  is  abnormally 
large.  Real  estate  must  suffer,  or  rather  not  expand  too  fast, 
with  the  rest.  That  the  companies  and  loaning  agencies  as  a 
whole  are  making  an  error  is  a  prophecy,  not  a  fact.  They  know 
their  money  is  very  profitably  in  demand  for  securities  that 
give  them  an  opportunity  to  get  it  back  quickly.  Should 
other  and  better  chances  arise,  they  are  in  command  of  a 
situation.  Sometimes  situations  change  and  events  may 
dominate  men,  and  for  fear  of  that  a  good  cash  or  bond  re- 
serve as  an  anchor  to  windward  is  eminently  to  be  desired, 
even  by  the  real  estate  broker,  on  general  principles. 

The  money  that  has  begun  to  flow  into  real  estate  now  is 
not  going  to  stop,  as  corporations  of  all  kinds  are  coming  on 
stormy  days,  and  while  not  the  seventh  son  of  a  seventh  son, 
one  can  well  see  that  mortgage  interest  one  year  from  this 
date,  probably,  will  be  appreciably  lower;  and  if  the  corpora- 
tions have  not  loaned  out  good  sums  for  long  terms  at  high 
rates  on  real  estate,  then  they  will  suffer  and  the  real  estate 
owner  reap  his  own  reward  in  a  lowered  interest  rate.  Per- 
sonally, I  do  not  think  corporations  discriminate  against  real 
estate  any  more  than  real  estate  should  be  discriminated; 
against  under  inflated  conditions.  Those  loaners  who  are 
daring  and  of  good  judgment  can  reap  exceeding  great  re- 
ward by  placing  money  freely  on  real  estate  under  present 
conditions.  Luckily  for  us  all,  that  combination  inures  to  a 
few  only,  and  the  general  situation  is  conserved  and  made 
safe.  E.  A.  TREDWELL. 


Delays  on  Bronx  Transportation  Lines. 

To  the  Editor  of  the   Record   and   Guide: 

This  wvek  a  man  who  intended  to  ride  from  l(i!)th  to  177th 
St  (and  3d  av)  via  Southern  boulevard,  waited  at  the  corner 
twenty  minutes  for  a  'surface  car.  None  coming,  a  subway  train 
was  patronized.  No  further  delay  was  experienced  until  within 
a  few  feet  of  the  177th  st  station,  when  another  holdup  of  ten 
minutes  was  experienced  before  the  cars  drew  into  the  depot; 
descending  to  the  street,  a  third  wait  of  ten  minutes  more  had 
to  be  endured  before  a  ci-oss-town  car  arrived.  When  the  ter- 
minus was  reached,  55  minutes  had  been  consumed  by  delays  and 
traveling,  which  should  have  been  done  in  about  a  quarter  of 
an  hour.  Tlie  management  of  the  Interborough  Rapid  Transit 
Company  is  faulty  in  more  ways  than  one.  Firstly,  by  coun- 
tenancing a  system  which  permits  its  trains  to  skip  stations 
without  previous  notice  to  the  passengers,  while  in  other  in- 
stances the  vocabulary  of  some  of  the  guards  is  so  conglom- 
erated that  no  one  knows  what  he  is  talking  about,  and  per- 
haps   not    he.  W.    H. 


— Nearly  all  of  the  pressed  brick  manufacturers  of  the  country 
have  been  running  their  factories  night  and  day  to  keep  up  with 
their  orders.  The  output  of  architectural  terra  cotta  has  nearly 
doubled.  Burnt  clay  flreproofing  plants  are  doing  more  busi- 
ness than  ever  before  in  the  history  of  this  industry.  Single 
factories  are  now  producing  as  many  enameled  bricks  as  put 
forth  by  all  of  the  factories  combined  a  few  years  ago. 


Quarterly  Report    of   the  Tenement   House 
Department. 

Commissioner  Butler's  report  for  the  Tenement  House  De- 
partment shows  by  a  number  of  tabulations  the  following  status 
of   affairs: 

A  slight  decrease  in  the  number  of  violations  filed,  from  the 
preceding  quarter.  The  number  of  violations  filed  about  equals 
the  number  of  dismissals  and  cancellations,  showing  that  the 
Department  is  now  able  to  secure  prompt  compliance  with 
orders    issued. 

Compared  with  the  preceding  quarter  the  last  quarter  shows 
a  relative  increase  of  structural  orders,  such  as  placing  new 
skylights,  scuttles,  providing  glass  panels  in  hall  doors,  cutting 
windows  in  dark  interior  rooms,  providing  water  closets,  remov- 
ing school  sinks,  etc.  Of  the  latter  class  of  orders,  G60  were 
issued  during  the  last  quarter,  as  compared  with  160  during  the 
preceding    quarter. 

The  work  actually  accomplished  in  dismissed  violations,  pre- 
sents a  similar  increase  over  the  preceding  quarter  in  struc- 
tural orders.  Nearly  11,000  fire  escapes  were  provided  or  re- 
paired, as  against  8,SG1  in  the  preceding  quarter;  1,889  windows 
were  cut  into  dark  interior  rooms  as  against  959  the  preceding 
quarter;  G48  school  sinks  were  removed  as  compared  with  272, 
and  4,240  new  water  closets  were  provided,  as  compared 
with  2,163. 

A  tabulation  shows  an  increase  of  complaints  with  reference 
to  uncleanly  conditions,  dampness,  drainage,  improper  dispo- 
sition of  garbage  and  ashes,  defective  plumbing,  defective  or 
foul  water  closets,  and  an  especially  great  increase  in  com- 
plaints as  to  water  supply,  over  the  preceding  quarter.  These 
increases  are  presumably  due  to  the  season  of  the  .year,  as 
the  period  covers  the  summer  months.  On  the  other  hand, 
a  decrease  in  complaints  about  chimneys,  danger  from  fire, 
and  lighting  and  ventilation  of  halls,  is  shown.  During  the 
quarter  185  buildings  were  reported  for  vacation  as  against 
241    in    the   preceding    quarter. 

Plans  for  new  buildings  were  filed  between  July  1  and  Sept. 
30  and  in  force  the  latter  date  as  follows: 

Houses.  Est.  Cost. 

Manhattan    160  $9,949,000.00 

The    Bronx     103  3,415,500.00 

Brooklyn     762  8,843,550.00 

Queens     109  819,000.00 

Richmond      2  13,500.00 

New   York   City    1,136         $23,040,550.00 

The  average  cost  per  building  of  the  above  was  as  follows: 

Manhattan      $62,138.00 

The    Bronx     33,160.00 

Brooklyn     11,606.00 

Queens     7,514.00 

Richmond   6,750.00 

Alteration  plans  for  the  quarter  were  filed  as  follows: 

Estimated 
Houses.  cost. 

Manhattan    753       $1,218,255.00 

The  Bronx 40  18,211.00 

Brooklyn    488  182,614.50 

Queens  16  7,428.00 

Richmond    —  — 

New  York  City 1,297       $1,426,508.50 

This  shows  a  decrease  from  the  preceding  quarter  of  472 
buildings  to  be  altered,  with  a  decreased  total  cost  of  $723,648.50. 

• 

Where  tlie  Equitable's  Money  Is  Going. 

PITTSBURGH,  Nov.  20. — Investments  in  mortgages  to  the 
extent  of  $10,000,000  may  be  placed  in  Pittsburgh  on  downtown 
property  during  the  next  few  months,  thus  increasing  the 
holdings  of  the  Equitable  Life  Assurance  Society  in  the  Pitts- 
burgh district  to  $20,000,000.  Judge  William  A.  Day,  financial 
vice-president  and  controller  of  the  company,  will  be  in  this 
city  on  next  Friday  for  the  purpose  of  looking  over  a  number 
of  properties  and  making  a  close  study  of  property  values  in 
the  downtown  district,  which  have  been  boomed  to  such  a  great 
extent  during  the  past  few  years.  The  New  York  offices  of  tlie 
Equitable  have  in  the  neighborhood  of  $10,000,000,  all  to  be 
loaned  on  finst  mortgages  and  according  to  the  local  offices, 
Pittsburgh  property,  next  to  New  Yoi-k,  is  considered  the  best 
for  investment  in  the  country.  The  Equitable  recently  placed 
a  loan  of  $400,000  on  a  downtown  office  building,  making  its  loan 
on  mortgages  here  between  .$9,000,000  and  .flO,000,000.  If  Judge 
Day  is  sati.sfled  with  the  properties  which  he  has  in  view  here, 
much  of  the  remaining  $10,000,000  will  be  loaned  on  Pittsburgh 
property. 

Judge  Day  will  arrive  in  Pittsburgh  on  Friday  morning  and 
will  be  a  guest  of  the  Duquesne  Club.  During  the  day  he  will 
be  shown  over  the  city  by  a  number  of  real  estate  men  of 
Pittsburgh  and  Edward  A.  Woods,  the  local  manager  of  the 
Equitable.  He  will  remain  here  for  several  days  for  the  pur- 
pose of  getting  a  general  idea  of  the  downtown  property  values, 
the  placing  of  the  $10,000,000,  or  a  big  portion  Of  it,  depending 
upon  his  recommendatlgns. 
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W^idening  of  Fifth  Avenue  Probable 

And    the    Relation    Which    the    Suit    of    the    Knickerbocker    Trust 
Company    Bears    to    the    General    Scheme 


AFTER  many  years  of  informal  discussion,  the  proposal  to 
widen  the  carriageway  on  5th  av  seems  about  to  be 
carried  into  effect.  Reassured  by  the  most  recent  decision 
from  fhe  courts,  the  Corporation  Counsel  has  recently  issued 
what  is  considered  as  "a  w-arning"  to  the  owners  of  the  abutting 
property  that  the  door  yard  spaces  which  they  and  their  pre- 
deces'sors  have  been  using  for  many  years  will  presently  be 
required  of  them,  and  in  consequence  more  interest  Is  being 
taken,  in  the  case  at  this  present  time  than  at  any  previous 
stage.  Commonly  the  action  of  the  City  of  New  York  against 
the  Knickerbocker  Trust  Company  is  spoken  of  as  the  test 
case  upon  which  the  whole  question  as  to  whether  the  road- 
way will  be  widened  or  not  depends.  But  in  reality  the  matter 
of  the  trust  company  has  a  basis  different  from  any  other  prop- 
osition on  the  avenue,  and  for  certain  reasons  which  may  by  the 
courts  be  determined  to  be  legal,  and  by  public  opinion  as  wise 
and  just,  there  may  be  entered  an  exception  to  the  general  order 
favorable  to  this  piece  of  property  in  the  particular  suit  in  hand. 

It  appears  from  the  papers  in  the  case,  which  for  the  plain- 
tiff liave  been  prepared  by  Assistant  Corporation  Counsel 
O'Reilly, .  and  for  the  defendant  by  Julian  T.  Davies,  Jr.,  of 
Davies,  Stone  &  Auerbach,  that  on  March  12,  1832,  the  city  gave 
the  proprietors  of  lots  on  5th  av,  between  6th  st  and  21st  st, 
permission  to  enclose  a-  court  fifteen  feet  wide  with  an  open 
iron  railing  in  front  of  their  lots  on  each  side  of  the  avenue, 
the  gates  of  which  should  swing  inside,  and  to  place  the  curb- 
stone thirty  feet  from  fhe  Kne  of  the  avenue  on  each  side, 
leaving  a  carriageway  forty  feet  wide, — and  fifteen  feet  for  a 
court  space  and  fifteen  feat  for  a  s'dewalk  on  each  side. 
"PROVIDED,  however,  that  if  the  said  courts  shall  hereafter 
in  the  opinion  of  the  Common  Council  be  required  for  streets, 
the  same  shall  be  thrown  open  for  streets."  In  1S44  a  similar 
rule  was  laid  down  for  the  section  between  23d  and  42d  sts. 
Apparently,  then,  fhe  only  condition  precedent  to  any  right 
on  the  part  of  the  city  to  take  possession  of  the  court  spaces 
and  cause  the  removal  of  all  obstructions  within  is  simply  to 
have  the  Common  Council  (now  the  Board  of  Alderman)  ex- 
press its  opinion  that  such  space   is   required  for  streets. 

In  the  case  of  the  Knickerbocker  Trust  Company,  the  de- 
nials of  the  defendant  raise  no  issue  as  to  the  material  facts. 
They  admit  constructing  at  the  northwest  corner  of  5th  av  and 
34th  st  stone  steps  which  appropriate,  approximately,  one-half 
of  the  sidewalk  of  each  street,  but  deny  that  the  obstructions 
they  have  erected  are  in  violation  of  the  city  ordinances,  are 
unauthorized  and  in  violation  of  the  laws  of  the  State,  for  the 
reason  that  the  Common  Council  passed  a  resolution  in  1901 
w^hich  gave  (or  "attempeted  to  give,"  as  the  plaintiff  says)  the 
trust  company  the  right  to  "erect  and  maintain  porticos  in 
front  of  their  building."  The  city  now  contends,  and  the 
courts  have  thus  far  held,  that  the  Common  Council  or  Municipal 
Assembly  never  possessed  the  power  to  pass  this  ordinance; 
and,  moreover,  that  the  illegality  of  the  ordinances  of  1832  and 
1844  has  been  fully  established.  (Law'rence  vs.  the  Mayor,  2 
Barb.   577,   decided  in   1848,  etc.) 

It  is  not  claimed  that  the  ordinance  of  1901  gives  the  trust 
company  any  permanent  rights,  but  that  It  is  not  in  good 
faith  on  the  part  of  the  city  to  attempt  to  remove  these  very 
structures  by  such  a  suit  as  this,  and  in  the  absence  of  any 
action  by  the  Municipal  Assembly.  When  the  defendant  took 
title  to  the  premises,  there  stood  the  Stewart  mansion.  Not 
only  had  Mr.  Stewart  availed  himself  of  the  protection  of  the 
ordinances  of  1832  and  1844,  but  numbers  of  his  neighbors  had 
done  the  like:  and  the  trust  company  in  its  continued  occu- 
pation of  the  same  space  as  embraced  by  the  court  yard,  claims 
the  protection  of  the  same  ordinances. 

When  the  Knickerbocker  Trust  case  Is  analyzed,  it  resolves 
itself  into  nothing  more  than  a  suit  to  restrain  the  violation 
of  an  ordinance.  Certain  ordinances  allow  areas  and  steps  of 
certain  dimensions,  and  the  company  has  built  steps  of  other 
dimensions,  and  so  far  as  the  defendant  in  the  construction  of 
its  steps  and  portico  has  exceeded  the  dimensions  permitted, 
the  city  now  prays  that  defendant  be  compelled  to  reduce  its 
steps  and  areas  to  such  authorized  dimensions.  In  other  words, 
that  the  defendant  be  restrained  from  violating  the  said  or- 
dinances in  its  maintenance  of  so  much  of  an  area  and  steps 
as  exceed  the  authorized   dimensions. 

It  is  apparent,  then,  from  the  nature  of  the  action  against  the 
Knickerbocker  Trust  Company  that  the  other  owners  of  abut- 
ting property  will  not  accept  a  decision  in  the  case  in  favor 
of  the  city  as  also  determining  the  right  of  the  city  to  take 
possession  of  all  court  spaces  and  remove  all  obstructions 
therefrom.  No  official  notice  that  these  spaces  will  be  required 
for  street  purposes  has  yet  been  served,  but  the  Corporation 
Counsel   Is   having  surveys  made  of   the   buildings   between   23d 


and  59fh  sts  which  encroach  upon  the  street,  and  when  these 
surveys  are  completed  action  by  the  Board  of  Alderman  and 
formal  notices  to  individual  property  owners  may  be  ex- 
pected, presuming  that  it  is  really  the  intention  of  the  authori- 
ties to  widen  the  carriageway.  For  the  Knickerbocker  Trust 
it  is  stated  by  counsel  that  the  company  is  not  opposing  any 
general  scheme  of  widening  which  the  city  may  have,  but  ob- 
jects to  being  singled  out  as  a  defendant  when  practically  all 
the   property  on   the  thoroughfare  is   affected. 

[On  the  first  section  of  the  surveys  in  the  office  of  the  Cor- 
poration Counsel  practically  every  building  from  32d  to  36th 
st  is  depicted  as  encroaching  on  the  public  highway.  The 
surveyor  plots  the  new  store  of  B.  Altman  &  Co.  as  having  four 
of  its  columns  and  its  front  entrance  four  feet  beyond  the 
building  line.  The  new  building  on  the  southeast  corner  of 
5th  av  and  34th  st  has  on  the  ground  floor  the  jewelry  store  of 
Chester  Billings  &  Son,  the  show  windows  of  which  are  alleged 
to   be  three  feet   on    the  sidewalk.] 


Long  Island  Real  Estate  Exchange. 


IMPORTANT  MEETING  OP  THE  BOARD  OF  GOVERNORS — 
TO  RECONVENE  REAL  ESTATE  CONVENTION  DEC. 
11— A  HOME  BUILDERS'   EXHIBITION  IN  SEPTEMBER. 

When  the  Board  of  Governors  of  the  Long  Island  Real  Estate 
Exchange  sat  down  to  their  first  luncheon  at  Shanley's  on  last 
Tuesday  they  found  every  member  present  but  two.  It  was  not 
so  much  the  luncheon,  however,  that  attracted  their  attend- 
ance. Undoubtedly,  the  two  important  questions  which  were  to 
be  considered,  according  to  the  notice  that  was  sent  out,  brought 
the  governors  there  in  full  force.  Those  two  questions  were  the 
reconvening  of  the  realty  convention  on  Dec.  11,  190G,  and  the 
arrangements  for  the  home  builders'  exhibition  which  it  is  con- 
templated to  hold  at  Madison  Square  Garden  in  September, 
1007.  Both  questions  received  extended  discussion  during  the 
course  of  the  dinner. 

The  recalling  of  the  convention  was  decided  on  in  response  to 
a  general  demand,  based  on  the  ground  that  the  September 
convention  did  not.  afford  adequate  opportunity  for  discussion. 
It  has  even  been  charged  by  certain  real  estate  operators  that 
the  debate  at  the  convention  was  intentionally  cut  off  to  pre- 
vent criticism  of  the  Long  Island  Railroad  Company  for  main- 
taining its  system  of  high  rates.  To  disarm  the  public  sus- 
picion that  the  new  exchange  is  working  in  league  with  the  rail- 
road interests  and  against  those  of  the  real  estate  men,  the 
Board  of  Governors  have  decided  to  call  the  convention  together 
and  allow  full  freedom  of  speech  to  every  person  present,  re- 
gardless of  whether  iie  is  a  member  or  not.  At  this  meeting 
there  will  be  no  lengthy  papers  read,  as  at  the  first  convention. 
After  the  few  preliminary  reports  from  the  standing  committees 
of  the  Board  are  received — and  they  will  all  be  very  brief — the 
rest  of  the  time  of  the  convention  will  be  entirely  devoted  to 
debate.  The  session  is  to  begin  at  1  o'clock,  and  will  continue 
until  the  last  speaker  who  may  demand  the  privileges  of  the 
floor  has  had  his  full  say.  It  was  reported  to  the  governors 
that  the  report  of  the  September  convention,  in  pamphlet  form, 
will   soon   be   ready   for  distribution. 

The  question  of  holding  a  home  builders'  exhibition  was  re- 
ferred to  a  special  committee  of  the  Board.  It  was  practically 
agreed  that  the  exhibition  should  be  held,  and  would  have  been 
ordered  for  the  spring  of  the  year  had  it  not  been  for  the  fact 
that  the  Madison  Square  Garden  cannot  be  had  until  the  month 
of  September.  As  it  is,  the  exhibition  will  undoubtedly  be 
ordered  for  that  month. 

A  committee  consisting  of  Messrs.  Paris,  McKnight,  Richen- 
steen,  Ryan  and  Kempner  reported  a  plan  whereby  the  exchange 
will  undertake  to  guard  the  jjublic  against  unscrupulous  real 
estate  dealers.  The  particulars  of  the  plan  will  be  made  public 
at  the  December  convention. 

The  permanent  location  of  the  exchange  headquarters  was 
expected  to  arouse  a  considerable  divergence  of  views,  but,  to  the 
general  surprise  of  the  assemblage,  when  Mr.  H.  P.  Engelhardt 
moved  that  the  exchange  locate  in  Manhattan,  there  was  not  a 
vote  in  opposition.  President  Kempner  appointed  a  committee, 
with  power,  to  select  suitable  headquarters  in  the  vicinity  of  the 
new  Pennsylvania  depot  in   Manhattan. 

Tw-enty-one  new  members  were  elected,  making  the  total 
membership  116.  The  constitution  of  the  exchange  provides 
that  when  the  membersliip  reaches  200  an  initiation  fee  must  be 
charged. 

The  next  meeting  of  the  governors  is  to  be  held  at  Shanley's 
restaurant  on  Dec.  -4.  For  the  present  the  exchange  is  still 
located  at  the  corner  of  Myrtle  and  Hamburg  avs,  Brooklyn. 
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Statistics  of  Mortgage  Loans. 

For  a  considerable  ptriod  of  years,  beginning  noticeably  in 
1893,  money  was  in  limited  demand  for  commercial  purposes, 
and  rates  were  low,  while  at  the  present  time  the  opposite  is  the 
prevailing  condition.  Disastrous  as  it  was,  the  panic  of  1893 
brought  to  light  the  fact  that  the  wealth  of  the  country  had 
g;rown  enormously,  and  that  the  reserves  of  capital  were  greater 
than  any  one  had  previously  estimated.  These  reserves  coming 
to  the  depositories  in  large  cities,  as  a  consequence  of  lost  con- 
fidence and  a  limited  commercial  demand  in  the  country  as  a 
whole,  and  needing  to  be  employed  in  some  way,' and  in  part 
permanently,  the  security  and  income  from  city  realty  invest- 
ments were  eagerly  sought  for  these  large  accumulations,  which 
brought  about  a  lower  interest  rate  than  formerly  prevailed  for 
real  estate  loans. 

Following  the  panic  year  of  1893  came  one  of  sharp  contraction, 
though  the  percentage  of  decrease,  8.5,  will  not  appear  large  to 
those  who  have  vivid  recollections  of  the  state  of  business  gen- 
erally in  1894,  and  more  particularly  the  utter  lack  of  confidence 
in  all  business  enterprises.  It  was  while  this  feeling  was  most 
apparent  that  money  ran  in  large  streams  to  New  York,  and 
this  irruption  of  detached  funds  explained  the  large  in- 
crease in  mortgage  loans  in  the  succeeding  year  of  ,f412,44."),59L!, 
or  27  per  cent.  Compared  with  1893  this  increase  was  about 
.'i!28,000,009,  or  17  per  cent.  A  considerable  portion  of  this  in- 
crease, it  is  true,  can  he  accounted  for  by  an  unusually  large 
number  of  renewals  of  mortgages  made  in  1895,  a  process 
which  also  contributed  to  the  increase  of  totals  in  succeeding 
years.  But  these  renewals  themselves  were  made  because  the 
times  were  propitious  and  money  could  be  obtained  at  easier 
rates   than   when   the  original   mortgages   were  executed. 

From  the  year  1894,  then,  until  190p,  there  was  an  annual  in- 
crease in  the  amount  of  money  loaned  on  real  estatt  in  New 
York  City  (Manhattan  and  the  Bronx)  up  to  the  year  1900. 
Particularly  was  there  a  remarkable  rise  in  the  year  1899,  fol- 
lowing the  war  with  Spain,  and  signalizing  the  entrance  of  the 
era  of  good  times,  which  has  continued  until  now.  The  year 
1898,  in  our  view,  marked  the  return  of  normal  circumstances 
iji  business,  and  1899  the  beginning  of  good  times  for  the  whole 
country.  Local  matters,  in  the  form  of  the  agitation  for  and 
enactment  of  the  new  Tenement  House  Laws,  interfered 
with  speculative  building  seriously  in  the  years  of  1900  and 
1901,  and  normal  business  in  real  estate  and  building  had 
scarcely  returned  when  tjie  great  Labor  War  broke  out  and  con- 
tinued all  through  the  year  190.3.  and  for  several  months  quite 
paralyzed  every  kind  of  building  operations.  This  unpleasant- 
ness was  succeeded  by  the  wonderfiil  "boom"  in  real  estate 
which  began  in  the  summer  of  1904  and  culininated  this  present 
year.     This  is  the  story  told  by  the  table  annexed: 

MORTGAGES    FOR    THE    YEARS    1893-190C. 

Increase 
Year.  Total.  Amt.  Per  Ct. 

1893      ifl  72,518.638  

1894 1.57,771,149  *^n,747,4&9  *«.5 

1895  200,216.741_  42,445,592  27.0 

1896  212.710,593*  12.493,852  6.2 

1897  214.715,080  2,004.487  0.9 

1898  233.706.811  18,991,731  8.8 

1899  403.565.96S  169,859.157  42.8 

1900  271.128.955  *132.437,013  '32. S 

1901  285,379,450  14,250,495        4.9 

1902  297,633,654  12,2.54,204        4.1 

1903  272,467,234  *25,166,420  *S.5 

1904  342,723.359  70,256,125  25 

1905  558.673.139  215,949,780  63 

1906t  372,209,126  1147,264,151 


'Decrease. 

fTo  Nov.  1(1,  190C,  amt.  for  corresponding  period  in  1995,  $519,- 
473,277. 


Meeting  of  the  Acmy  Club. 


The  Acmy  Real  Evstate  Club  held  ita  second  dinner  at  Reisen- 
weber's  on  Monday,  the  19th,  with  Mr.  Joseph  M  Harson  pre- 
siding at  the  festal  board.  Hon.  Otto  Kempner,  the  president 
of  the  Long  Island  Real  Estate  Exchange,  was  the  guest  and 
speaker  of  the  evening.  The  Acmy  Club  i^  avowedly  a  group 
of  young  real  estate  men  whose  mission  in  life  i.s  to  agitate. 
This  policy  of  attacking  existing  shortcomings  in  the  real  es- 
tate situation,  carried  on  by  a  groui^  of  energetic  young  men, 
promises  excellent  results,  and  is  a  most  wholesome  symptom 
.of  the  future  of  New  York  real  estate.  The  subject  under  dis- 
cussion for  the  evening  was  the  Long  Island  Real  Estate  Ex- 
change. 

Mr.  Kempner  spoke  in  part  ay  follows: 

"I  am  pleased  to  appear  before  you  to  tell  briefly  the  story  of 
the  recent  convention  of  Long  Island  realty  men.  The  wide- 
spread interest  aroused  by  the  formation  of  the  Long  Island 
Real  Estate  Exchange  clearly  indicates  that  the  movement  for 
its  organization  was  sprung  at  an  T)pportune-  moment.  Long 
Island  stands  at  the   threshold  of  an  era  of  wonderful  activitv 


:ind  development.  Its  growing  importance  as  a  field  for  realty 
speculation  is  attracting-  the  attention  of  capitalists  in  every 
section  of  tlie  United  States.  '  In  view  of  this  awakening,  it 
seemed  but  logical  that  the  men  engaged  in  the  realty  in- 
dustry on  Long  luand  .should  seek  by  united  action  to  advance 
their  professional  interests.  With  that  object  in  mind  they 
called  a  convention,  which  was  held  last  September.  It  was 
largely  attended  and  was  highly  successful  from  every  stand- 
point. 

"The  programme  of  the  convention  provided  a  series  of  papers 
by  educated  experts  In  the  real  estate  profession.  These  papers 
taken  collectively  covered  ev.-ry  phase  of  the  Long  Island 
land-investing  problem,  and  I  venture  to  assert  they  covered 
that  subject  ably  and  exhaustively.  It  may  be  of  interest  to 
state  that  the  papers  will  soon  be  published  in  pamphlet  form. 
The  underlying  purposes  of  the  organizers  of  the  Exchange  were 
pointedly  expressed  in  the  report  of  the  committee  on  organi- 
zation: 

"  'We  find  that  within  recent  years,  and  owing  to  the  pro- 
jected improvements  in  transit  facilities  on  Long  Island,  the 
values  of  Long  Island  properly  have  been  enhanced,  and  that 
the  realty  industry  has  in  consequence  grown  to  be  of  great 
importance.  In  order  to  provide  the  proper  safeguards  that 
will  tend  to  maintain  public  confidence  in  the  future  develop- 
ment of  Long  Island  real  estate,  we  deem  it  necessary  to  es- 
tablish an  association  which  will  jealously  guard  the  interests 
of  Long  Island  property  dealers,  by  discountenancing  dishonest 
practices,  and  which  will  endeavor  to  oppose  and  destroy  un- 
scrupulcas  land  speculators  and  improvement  companies 
habitually  guilty  of  sharp  practice.  If  a  successful  campaign 
could  be  waged  against  the  dishonest  nien  in  the  realty  busi- 
noss  it  would  be  in  itself  a  sufficient  object  for  the  formation 
of  an  organization,  but  there  are  other  and  equally  important 
purposes  to  be  pursued  which  justify  the  bringing  together  of 
the  realty  men  of  Long  Island. 

"  'An  a.ssociation  of  realty  men,  properly  directed,  could  be 
systematically  engaged  in  pointing  out  to  intending  settlers, 
home  seekers  and  business  men  the  exceptional  advantages 
offered  by  locating  on  Long  Island;  it  could  maintain  a  central 
headquarters  for  the  dissemination  of  information  regarding 
the  different  sections  of  the  island;  it  could  be  instrumental 
by  maintaining  a  labor  bureau  and  acting  in  a  co-operation 
with  the  owners  of  large  farms,  in  securing  an  abundant  supply 
of  farm  workers  on  a  reasonable  basis  of  compensation;  it 
could  be  of  great  service  in  agitating  and  promoting  the' in- 
troduction of  a  comprehensive  plan  of  public  improvements;  it 
could  exercise  its  power  and  influence  to  induce  the  transpor- 
tation companies  to  comply  with  the  essential  requirements  of 
a  convenient  and  necessary  public  traffic;  it  could  exert  its 
strength  in  forcing  public  officials  to  pay  heed  to  the  require- 
ments of  the  different  towns  and  localities  as  to  the  expenditure 
of  public  funds  for  appropriate  and  needed  public  improve- 
ments; it  could  be  instrumental  in  a  variety  of  ways  in  helping 
the  realty  men  of  Long  Island  to  transact  business  more 
ecjonomically,  expeditiously,  safely  and  advantageously.'  " 

In  closing  Mr.  Kempner  said:  "The  indications  are  that  the 
Exchange  has  a  wide  and  useful  field  of  operation  ahead  of  it, 
and  that  its  mission  will  be  to  lead  the  real  estate  industry,  of 
Long  Island  along  safe  and  sane  lines.  The  convention  will 
reconvene  on  December  11,  1906,  where  reports  will  be  sub- 
mUted  of  the  work  thus  far  achieved.  It  is  hoped  that  every 
wide-awake  Long  Island  operator  will  grace  the  occasion  with 
his  presence  and  active  interest." 

At  the  close  of  Mr.  Kempner's  talk  the  meeting  was  declared 
open  to  discussion  and  questions,  and  Messrs.  E.  O.  Mcfarland, 
of  the  McCormick  Realty  Co.,  and  Roland  C.  Lee,  of  the  Record 
and  Guide,  were  called  on  for  a  few  expressions  of  opinion  re- 
garding the  subject  of  the  evening.  In  Mr.  Mcfarland's  opinion 
the  rise  in  Long  Island  values  was  by  no  means  over.  Mr.  Lee 
pointed  out  that  the  real  estate  man's  greatest  protection  lay 
in  organization;  that  the  broker  of  to-day  was  not  an  Ishmaelite, 
but  should  be  a  gregarious  animal.  The  New  York  Stock  Ex- 
change was  a  power  in  business  because  of  organization,  and 
the  brokers'  protection  against  the  underhanded  methods  was 
to  do  his  work  as  much  as  possible  in  the  open.  Tw'o  extre.irely 
healthy  signs  of  business  were  instanced  in  the  greater  demand 
for  office  records,  and  the  use  of  the  auction  business. 

At  the  close  of  the  speaking  the  following  officers  were  elected 
for  the  ensuing  year:  Arthur  Truslow.  president;  Chas.  J. 
Harvey,  vice-president;  Geo.  A.  Haynes,  secretary;  William 
Moran,  treasurer;  Messrs.  E.  A.  Treadwell,  Goldberg  and  Clear, 
executive  committee. 
At  the  next  dinner  Auctioneering-  will  be  di.scussed. 


Country  Estate  for  Charles  Klein. 

D.  Bennett  Soman,  in  conjunction  with  William  B.  Davis 
Co.,  sold  to  Charles  Klein,  the  author  of  the  Lion  and  the 
Mouse,  the  Music  Master,  and  Daughters  of  Men,  the  country 
estate  of  Theophile  Euphrate.  known  as  "Prospect  Hill,"  in 
Rowayton.  Conn.  The  grounds  contain  approximately  about 
seven  acres,  and  Mr.  Klein  is  having  the  house,  stable  and 
grounds  extensively  overhauled  and  renovated.  It  will  then 
be  called  "Shirley  Manor." 
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Obstructions  in  the  Streets. 


(With    Illustrations.) 

This  week  the  Record  and  Guide  extends  the  area  of  ob- 
servation and  pictures  a  few  of  the  many  cumulative  evidences 
of  fhe  unbearable  condition  of  our  avenues  and  streets.  Th> 
area  as  yet  under  special  observation  is  comparatively  small. 
but  very  important  in  its  relation  to  real  estate,  businces  houses 
and  tFafflc.  The  offenses  are  appalling  in  number.  Their  char- 
acter is  dangerous,  deleterious,  provocative  of  cur.ses  loud  and 
deep,  and  warrants,  not  criticism  any  longer,  but  a  challenge 
to  the  offenders  to  show  cause  or  pay  penalties. 

Note  the  ditch  opened  in  5th  av,  the  length  of  many  blocks, 
months  ago;  now  filled  with  miry  clay,  nor  capped  with  any 
apology  for  repaii-s.  Note  the  ditches  opened  on  nearly  all 
the  streets  branching  east  and  west,  now  filled,  but  covered 
with  a  ridg-e  of  Belgian  blocks  rudely  laid.  This  has  been  the 
condition  for  months — a  ruinous,  apologetic  condition  of  repair 
that  has  no  promise  of  betterment,  for  winter  is  nigh  at 
hand. 

Note,  in  bewilderment,  the  countless  breaks  in  the  asphalt 
pavement  within  this  same  area.  And  these  breaks,  worn  to 
deep,  dangerous  holes,  can  have  no  possible  excuse  for  their 
long  continuance  and  daily  increase — and  winter  is  coming  on! 

Note  the  beds  of  black  mud,  considerable  morasses  that  must 
bring  burning  blushes  to  passing  citizens  possessed  of  pride, — 
prohibitive  to  private  carriages,  demoralizing  to  delivery  wagons 
and  trucks,  incalculably  harmful  to  business  houses  in  theii 
neighborhood,  e.  g.,  19th  st,  between  5th  av  and  Broadway. 

Note  the  amazing  number  of  trenches  and  bottomless  pits 
simultaneously  opened  all  over  the  area  under  present  ob- 
servation, to  say  nothing  of  consequent  heaps  and  lines  of 
debris,  harmful  in  a  dozen  ways.  And  winter  is  surely  closing 
in  on  the  city. 

No  city  in  the  country  is  disgraced  by  comparative  conditions. 

No  city  in  Europe  would  tolerate  the  hundredth  part  of  the 
conditions  so  long  prevailing  here.  Vienna,  Berlin,  Paris,  Lon- 
don, many  of  us  know  much  about,  and  in  no  one  of  them 
have  we  ever  seen  conditions  that  could  suggest  the  plague 
of  uprooting,  temporary  repairs,  and  absolutely  inexcusable 
breaks  and  blotches  in  streets  such  as  has  visited  our  city  the 
whole  past  season. 

No  business  house  with  a  millionth  part  of  the  values  under 
consideration  would  have  periled  its  existence  by  such  like 
faultinesB  in  administration   and   supervision. 

The  public  patience  is  exhausted.  Befouled  foot  gear, 
splaslied  veliicles,  snapped  springs  and  utterly  broken  down 
trucks,  prohibited  passages  and  approaches,  forcibly  boycotted 
business  houses  and  hosts  of  shops  made  odious  of  approach. 
These  and  many  other  just  counts  in  the  public's  arraignment 
call   for   a   trial   and   redress   by   judgment. 

This  business  of  the  streets  is  no  business.  'Tis  something 
else — we  reserve  our  statement.  But  the  offences  are  multi- 
farious, multitudinous;   they  are  "rank  and  smell   to  heaven." 


Subway  Bids  To  Be  Advertised  for  in  January. 

The  specifications  are  ready  for  the  fifty  miles  of  subway, 
to  be  dug  at  an  expense  of  $125,000,000.  These  have  been  in  the 
hands  of  the  Board  of  Estimate  for  more  than  half  a  year,  and 
the  president  of  the  Rapid  Transit  Commission  wanted  to  know 
this  week  if  the  plans  were  to  be  indefinitely  postponed  and 
the  work  of  the  engineers  in  surveying  and  boring  go  for 
nothing. 

Chief  Engineer  Rice  said  that  the  advertising  for  bids  on  the 
$125,000,000  work  would  not  be  later  than  Jan.  15. 

President  Orr  made  it  evident  that  he  and  other  members 
disapproved  of  the  delay  of  the  Board  of  Estimate  in  passing 
on  the  plans  of  the  Rapid  Transit  Commission  for  3d,  Lex- 
ington, 7th  and  8th  av  subways,  together  with  what  is  called 
the  "Coler  Route,"  from  Pelham  Bay  Park  down  3d  av  and 
under  the  river  to  Coney  Island. 

Controller  Metz  said  that  the  Rapid  Transit  Commission 
should  take  up  the  question  of  a  third  track  on  the  2d  and  3d 
av  railroads.  He  said  that  it  was  time  for  some  action  on  this 
matter.  Mr.  Orr  replied  that  the  matter  had  been  killed  before 
by  the  Rapid  Transit  Commission.  At  past  meetings  of  the 
committee  there  has  been  shown  a  hostile  disposition  toward  the 
proposition,  members  expressing  themselves  as  of  the  opinion 
that  the  third  track  on  these  roads  would  quiet  agitation  for 
subways  by  temporarily  bettering  the  service. 


Amount  of  Tax  Levied 
oiighs   front 


Ve&TS    Manhattan 

1899  $50,969,445 

1900  50,157.161 
52,954.708 
53.628.581 
49,248.900 
55,645.799 
56,948,289 
80.713.631 


1001 
1902 
1903 
1904 
1905 
1906 


The  Bronx 
$3,068,141 
3.112.720 
3.833.253 
3.489.520 
3.492.812 
3.950.193 
4,098.578 
5.261, 3t}3 


on  "Real  Estate"  in  tlie  Several  IJor- 
1899  to   1906,   Inclusive. 

Brooklyn  Queens     Richmond     Total  Tax 

$14,395,318  $3,30(!.830  $975,8?1  172.805.565 
1S.094.363  2.445.456  948.087  71.758.393 
V>.816,702  2.525,877  1.002.727  75.632.267 
15.754.832  2,623.803  906,780  70,303.322 
12.715,323  1,825.545  645.345  67,927.925 
14.136.989  2.065.200  703.983  70.552,164 
14,703,285  2,183.201  694,535  78,625,867 
1«,483,226     2,478,618     713,293     85,650,132 


MADISON   AVENUE    AND   24TH    STREET. 


IN    WEST   23D   STREET. 
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A    SIXTH    AVENUE    OBSTRUCTION. 


DIGGINGS   IN   7TH    AVENUE. 
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SCENE   AT   BROADWAY  AND  23D  STREET. 


I.\"    CHRISTOPHER    STREET. 


SEWER  WORK  IN   ISTH   STREET. 


AT   7TH   AVENUE   AND   24TH   STREET. 


DRIVE    SLOW! 


UPHEAVAL    AT    6TH    AVE.    AND    12TH    STREET. 


^!^^^8^?5?5IS55B^^^^^^^^^^ 


STREET    OBSTRUCTIONS— 6TH    AVENUE    AND    IGTH    STREET. 


AT  9TH  AVENUE  AND  22D  STREET. 
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Frospective    Building. 

The  following  is  a  continued  list  of  building  enterprises  for  Man- 
hattan and  Bronx  that  may  be  expected  within  the  year  1907. 
For  some,  plans  are  now  under  way;  for  others,  no  architects  have 
yet  been  selected;  and  in  some  cases  the  sites  have  not  been  se- 
cured. The  first  name  is  the  owner's;  the  second,  that  of  the  archi- 
tect; the  third,  the  contractor's;  the  date  Is  the  date  of  announce- 
ment in  the  Record  and  Guide. 

OFFICE.   STORE   AND   LOFT   BUILDINGS. 

Morton  st,  Nos  10-12,  11-sty  loft  building;  P  J  Coleman,  "219  \V 
22d  St;  ar't,  B  W  Levitan,  20  \V  mst  st:  Mr  Coleman  is  general 
contractor.      Oct  27,   1900. 

Broad  st.  s  e  cor  Beaver  st.  4-sty  stock  exchange;  Consolidated 
Stock  &  Petroleum  Exchange  Bldg  Co,  00  Broadway;  ar'ts,  Clinton 
&  Russell,  32  Nassau  st;  Geo  A  Fuller  Co,  b'r;  no  sub-contracts 
let.     July  7.  WOO. 

8th  av,  s  e  cor  145th  st,  o-sty  store  and  bowling  alleys;  Fleisch- 
man  Realty  &  Const  Co.  170  Broadway;  ar't,  Thos  W  Lamb,  224 
5th  av;   no  sub-contracts  let.     Nov  10,  1900. 

34th  st,  Nos  2.  4  and  G  East,  5-sty  mercantile  building;  Improved 
Property  Holding  Co,  320  5th  av;  ar'ts,  Maynicke  &  Franke,  298 
5th  av.     Oct   13.  1900. 

10th  st,  s  s,  IGO  w  3d  av,  3-sty  and  basement  loft  building;  Isidore 
Fried,  90  E  10th  st;  ar't,  A  S  Hedman,  371  Fulton  st,  Brooklyn. 

Grand  st.  No  77,  5-sty  store  and  loft  building;  Samuel  Eiseman,  71 
Grand  st;  ar't.  T  J  Vanden  Bent,  100  5th  av. 

East  Broadway,  No  37,  O-sty  store  and  loft  building;  Joseph  H 
Cohen.  81  East   Broadway;   ar't.  Max  MuUer,  3  Chambers  st. 

Webster  av.  n  w  cor  198th  st,  2-sty  stores  and  offices;  Harrington 
&  Siaftord,  227  Willis  av;   ar't,  M  J  Garvin.  3307  3d  av. 

14lh  St.  Nos  702-708  East,  extensive  alterations  to  4-sty  loft  build- 
ing; Eagle  Pencil  Co,  710  E  14th  st;  ar'ts,  B  W  Berger  &  Son. 
121  Bible  House:  Rheinhold  Baur.  2.58  Palmetto  st,  Bronx;  b'r, 
Oct   27,   1900. 

Broadway,  n  e  cor  70th  st,  4-sty  store  and  office  building;  J  W 
Jones,  127  W  32d  st;  ar't,  Oscar  Lowinson.  IS  E  42d  st.  Oct 
13,  19tlO. 

44th  st,  Nos  020-030  West,  extensive  alterations  to  4-sty  loft  build- 
ing: The  Chas  E  Ellis  Real  Estate  Co,  009  W  43d  st;  ar't.  The 
Quay  Engineering  Co,   11"J3  Broadway. 

Boston  road.  No  1191,  2-sty  store  and  office  building;  Annie  V 
Taylor,  on  premises;   ar't,  Arthur  Arctander  Co.  523  Bergen  av. 

Webster  av.  s  w  cor  Kingsbridge  road,  .'*-sty  store,  office  and  loft 
building;  Jane  E  Britton  and  John  Noonan,  1897  Madison  av; 
ar't.  Mortimer  E  Merritt.  58  W  31st  St. 

Maiden  lane,  junction  Liberty  and  William  sts,  16-sty  office  build- 
ing; The  German- American  Ins  Co,  35  Nassau  st;  no  architect 
selected;   no  contracts  let.     Nov  17,  1906. 

5th  av.  Nos  550-.5.5S,  IC-sty  store  and  office  building;  The  556-55S 
Fifth  Avenue  Co;  ar't,  Oscar  Lowinson,  18-20  E  42d  st;  no  con- 
tracts let.     Nov  17.  1900. 

Broad  si.  Nos  70-72.  4-sty  and  basement  office  building;  American 
Bank  Note  Co.  78  Trinity  pi;  ar'ts,  Kirby,  Petit  &  Green,  35  W 
31st  st;   no  contracts  let. 

63d  st,  s  s,  148.4  e  Broadway,  10-sty  store  and  office  building: 
Butler  Davenport,  06  W  38th  st;  ar't,  E  Rossbach,  1947  Broad- 
way:  no  contracts  let.     Sept  22,  1906. 

STABLES  AND  GARAGE  BUILDINGS. 

SOih  St.  s  s.  102  e  Broadway.  O-sty  garage;  Palace  Garage  Co.  Times 
Bldg;    ar't,   C   B   Brun.    1    Madison   av;    figures   are   now   being  re- 
ceived.    Nov   17,   1906. 
Broadway,   Nos  1618-1620  |5-sty  garage   building;   James  R  Hay.   71 
7th  av.  Nos  748-750  |     Broadway;   ar'ts.  Marvin  &  Davis,  1133 

Broadway;    General    Supply    &    Const    Co.    24    State    st,    b'r.      Oct 
20,   1906. 

Broadway,   No   1849,   2-sty   garage;    Ellen   M   Hennessy,    117   E   18th 

st;    ar't,  John   H   Duncan,  208  5th  av. 
Riverside  Drive,  w  s.   100.83  n  161st  st,   1-sty  garage;   The  Heights 

Garage  &  Storage  Co,  32  New  Chambers  st;   ar't,  John  C  Watson, 

217   W   125th  St. 
lS9th  St.  n  w  cor  Crotona  av,  1-sty  stable;  Jos  Tesoro.  2128  Hughes 

av;    ar't,   Chas   S   Clark,   709  Tremont   av. 
Morton  st,  n  s.  (59  e  Bedford  st,  4-sty  stable  bldg;  Wendell  &  Evans. 

Co,  110  West  Houston  st;  ar't.  Wm  Higginson,  21  Park  row;   Hen- 

nebique  Const  Co,   1123  Broadway,   b'r.     Aug  18.   1906. 
Arlington  av,  w  s,  149.2  s  239th  st,   1^-sty  frame  stable  and  barn; 

The   New  York  Edison  Co,  55  Duane  st,  ow'rs  and  ar'ts. 
■West  st,  Nos  .508  and  509.  1-sty  stable;   C  V  King,  20  5th  av;   ar't. 

Chas  H  Richter.  68  Broad  st. 
68th  st,   s   s.   325   w   Amsterdam   av,   extensive   alterations   to   4-sty 

stable;   James   Butler,   70th    st   and   Broadway:    ar't,   Wm   H   Gom- 

pert,  2102  Broadway.     Oct  20,  1906. 
36th  st,  n  s.  '200  w  JOth  av,  6-sty  stable;    Ludin   Realty  Co,  2.59  W 

34th  st;   ar'ts,  Buchman  &  Fox,  11  E  ,5!>th  st.     Aug  25,  1906. 
Bank   st,    Nos    123-127,   4-sty   stable    building.    The    Mead   Transfer 

Co,  Pier  No  1,  North  River;  ar'ts.  Dodge  &  Morrison,  82  Wall  st. 

Sept  29,  1906. 

RESIDENCES. 
GSthst,  s  s.  225  w  Amsterdam  av,  4-sty  rectory;   Rev  P  J  Maughan. 
166  W  65th  st;   ar't,  John  Jerome  Deery.   Betz   Building    Philadel- 
phia,  Pa. 

73d  St.  No  113  East.  6-sty  dwelling;  Mrs  A  C  Train,  '28  W  47th  st- 
ar'ts.  Geo  B  Post  &  Sons,  33  E  17th  st;  no  contracts  let.  Aug 
4.  1906. 

56th  st.  No  20  East,  extensive  alterations  to  4-stv  dwelling:  Ernest 
Iselin.  30  Wall  st;   ar't,  Hoppin,  Koen  &  Huntington,  244  5th  av. 


.'c^v?^.. 


7.5th  st.     No  28  East,  extensive  alterations  to  4-sty  dwelling:   Dr  E 

L  Keyes,  28  E  75th  st;  ar't.  C  W  Romeyn.  55  Broadway. 
S4th  St.  No  7  East,  extensive  alterations  to  4-sty  residence;  Mrs  A  S 

Jarvis,   7   E  84th   st;   ar't.   Augustus   N   Allen,   571   5th  av;    Gillies 

Campbell   Co,    1    Madison   av.   b'r.      Nov  3.   1906. 
Mt  Hope  pi,  n  s,  125  e  Jerome  av,  six  2-sty  dwellings;   Aaron  Miller 

Realty  Co,  Aaron  Miller,  159  W  143d  st,  Pres;  ar't,  Chas  S  Clark, 

709  "Tremont   av. 
37th  st.  No  17  West,  extensive  alterations  to  4-sty  dwelling;  United 

States   Trust   Co,   45-47   Wall   st;    ar't,    H   Edwards   Ficken,    10  W 

22d   St. 
189th  st,  n  w  cor  Crotona  av,  2-sty  brk  dwelling;   Jos  Tesoro,  2128 

Hughes  av;   ar't,  Chas  S  Clark.  709  Tremont  av. 
Morris  av,   w  s,  321   s  184th  st,   2-sty  frame  dwelling:   Lena  Stern- 

schuss,  2343  Morris  av;  ar't,  Thos  C  Peterson,  55  W  18.3d  st. 
Mapes  av,   w   s,   1.50  n   Dudley  av,   2-sty  frame   dwelling;   John  Mo- 

netta.   Fort  Schuyler  road;   ar't.  Chas  R  Baxter.  Middletown  road. 
McGraw  av.  s  s,  7.5  e  Cottage  Grove  av,  2-sty  frame  dwelling;  Arthur 

H    Lohse.    84    Rose    pi;    ar't,    Henry    Nordheim,    170   Van    Buren   st. 
184th  st,  n  s,  52.4  e  Hoffman  st,  o-sty  frame  dwelling;  Mrs  L  Duffy, 

on   premises;   ar't.   Chas   S   Clark,   709  Tremont   av. 

FACTORIES   AND   WAREHOUSES. 

15th  st,  n  s.  425  e  9th  av,  5-sty  factory;   G  B  Seely's  Sons,  336  W 

23d  st;  ar't,  Howard  Chapman,  11  Broadway;  Turner  Const  Co,  11 

Broadway,   b'r.      Nov   17,   1906, 
Barrow  st,  Nos  .59-01,  5-sty  warehouse;  M  Haman,  308  W  105th  st; 

ar't,  J  J  Diemer,  45  Leonard  st.     Oct  13,  1906. 
137th  st,  n  s.  105  w  Willow  av,  4-sty  factory;  Columbia  Wax  Works, 

H   J    Grupe,   85   Crosby   st,    Pres;    ar't,   Arthur   Arctander   Co,   523 

Bergen    av. 
144th  st,  Nos  429  to  437.  extensive  alterations  to  3-sty  factory;   M 

F  Westergren,  on  premises:  ar't.  John  Snyder,  123  B  23d  st. 
.59th  st,  n  s.  150  e  llth  av.  2-sty  manufacturing  building;  ow'r  and 

ar't,   Joseph   Murray,   403  W  .59th   st. 
10th  st,  s  s,  160  w  3d  av,  4-sty  and  basement  manufacturing  build- 
ing;  ow'r  and  ar't.  Isidore  Fried.  90  E  10th  st. 
Washington   av.   e   s,    1(X)   s    164th   st.   2-sty   factory;    Henry   Schug. 

972  Washington  av;  ar't,  Frank  Wennemer,  138th  st  and  3d  av. 
Port   Morris  R  R  yard,   east   of  Locust  av,   bet  140th  and   141st  sts, 

3-sty  frame  factory;   W  M  Young.  372  W  l"20th  st;   ar't.  D  B  Way. 

1732  E  llth  st,  Brooklyn. 

SCHOOLS  AND  CHURCHES. 

St  Nicholas  Terracej3-sty  school;    The  Academy  of  the  Sacred  Heart, 

Convent   av  I     on    premises;    ar't,    F    L    Robinson,    55.5    Mount 

West    130th  st  1     Hope    pi. 

West   135th  st         ) 

S8th  st,  n  s,  176  e  1st  av,  5-sty  school  building;   City  of  New  York, 

City  Hall;  ar't,  C  B  J  Snyder,  .5(X»  Park  av. 
Greenwich   av,   e   s,    143  n   10th  st,  4-sty  school;   City  of  N  Y,  City 

Hall;  ar't.  C  B  J  Snyder,  5(X)  Park  av. 
l'25th  St.   No  121  West,  extensive  alterations  to  4-sty  school  build- 
ing:  John  H  Van  Tine.  121  W  125th  st;   ar't.  Frank  H  Hines,   104 

W   l'24th   St. 
Grand  Boulevard,  w  s,  350  n  200th  st.  extensive  alterations  to  1-sty 

church;   R  C  Church  of  St  Philip  Neri.  Rev  Daniel  Burke,  pastor. 

on  premises;   ar't,  Geo  H  Streeton,  289  4th  av. 
Lenox  av,   n  e   cor  142d  st,   1-sty  church;   Wm  Allen  Butler,  Jr,  54 

Wall  st;   ar'ts.   Ducker  Co,  277  Broadway. 

ELEVATOR  APARTMENT  HOUSES. 

West  End  av,  s  e  cor  76th  st,  1'2-sty  elevator  apartment  house;  The 
Seventy-sixth  St  Co.  ('  E  42d  st;  ar'ts,  Mulliken  &  Moeller,  7  W 
38th  st;   Hay  Foundry  &  Iron  Works,  114  E  28th  st,  steel. 

Park  av,  s  e  cor  58th  st.  13-sty  elevator  apartment  house;  Dens- 
more-Compton  Building  Co,  307  5th  av;  ar't,  C  W  Buckham,  307 
5th  av;  E  E  Paul,  289  4th  av,  b'r.     July  21,  1900. 

Broadway,  e  s,  bet  1.5,Sth  and  1.59th  sts.  two  8-sty  elevator  apart- 
ment houses:  The  Hudson  Realty  Co,  135  Broadway;  ar'ts, 
Schwartz  &  Gross  and  B  N  Marcus,  .35  W  21st  st;  no  contracts 
let.      Nov  17.   1906. 

Riverside  Drive,  s  e  cor  138th  st,  12-sty  elevator  apartment  house; 
Samuel  Trood,  016  W  137th  st;  ar't.  Louis  C  Maurer,  22  E  21st  st; 
no  contracts  let.     Nov   17,   1906. 

Broadway,  s  e  cor  135th  st.  6-sty  elevator  apartment  house;  ow'r 
and  b'r.  Francis  A  Clark.   129th  st  near  7th  av.     Nov  17.  1900. 

7th  av  (location  withheld).  9-sty  elevator  apartment  house;  ow'rs 
name  withheld:  ar't.  Maximilian  Zipkes.  147  4th  av.     Oct  27.  190(5. 

St  Nicholas  TerracellO-sty     elevator    apartment     house;     Manhattan 

Convent  av  |     Leasing   Co,   5.S7    Lenox    av;    ar'ts   name   with- 

129ih  and  130th  st   |     held       Oct    27,    1906. 

VARIOUS  BUILDINGS. 

Belmont  av.  w  s,  '200  s  l.S;^d  st,  3-sty  engine  house;  City  of  N  Y; 
arts,   Herts  &  Tallant,   113  E  19th  st. 

82d  st,  n  s,  100  e  Av  B,  extensive  alterations  to  3-sty  ice  plant;  The 
Yorkville  Independent  Hygeia  Ice  Co,  8'2d  st  and  Bast  River;  ar'ts, 
Geo   E   Wood   and   Forman   &   Light,   40  Cedar   st. 

64th  st,  Nos  1.53-1.57  West,  O-sty  and  basement  sanitarium;  Dr 
Herman  E  Meeker,  1.53  W  (ilth  st;  ar't,  Wm  B  Tuthill,  287  4th 
av;    no   contracts  let.     Nov  3.  1900. 

Carmine  st,  Nos  83-85.  2-sty  public  bath;  The  City  of  New  York, 
City  Hall:   ar'ts,  Renwick,  Aspinwall  &  Tucker,  320  5th  av, 

.54th  St.  Nos  342-348  E.  3-sty  public  bath;  City  of  New  York,  City 
Hall;    ar'ts,    Werner   &   Windolph,    27   W   23d   st. 

122d  St.  No  319  East,  1-sty  storage  building;  Henrietta  L  Heine, 
422   E   122d  st;   ar't.  Geo  M  McCabe,   2  W   14th  si. 

2.)4th  st,  n  s,  from  Palisade  to  Independence  av.  1-sty  glass  green- 
house; Henry  W  Boettger,  1'25  Prince  st ;  ar'ts,  Reiley  &  Stein- 
back,  481  5th  av. 
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140th  St,  n  s,  105  w  Sth  av,  2-sly  post  office  building;  Leo  I  Reln- 

hardt,  587  Lenox  av;   ar't,  Geo  F  Pelham,  503  Sth  av. 
Cherry  St.  n  e  cor  Oliver  st,  3-sty  public  bath;   City  of  New  York, 

City   Hall;    ar'ts,   Morgan   &   Slattery,   1   Madison   av. 
29th  st,   Nos  341-345  East,  5-sty  cold  storage  building;   H  Koehler 

&  Co    29th  st  and  1st  av;   ar't,  J   Kastner,   1133  Broadway.     Oct 

6,   190C. 
32d  st,   Nos  348-350  East,  3-sty  milk  laboratory;   Nathan  Strauss, 

27  W  72a  st;  ar't,  John  H  Duncan.  208  Sth  av;  Murphy  Const  Co, 

5   E  42d  st,   b'r;   Levering  &  Garrigues  Co,  552  W  23d  st,   steel. 

July  15,  1905. 
181st  st,  n  s,  100  w  Audubon  av,  8-sty  Are  engine  and  ladder  house; 

N  Y   City  Fire  Dept,   159  E  67th   st;   ar't,   Howard  Constable,   14 

E  23d  St. 


Improvements  to  Wm.  Rockefeller's  Residence. 

54TH  ST.— C.  P.  H.  Gilbert,  Townsend  Bldg'.,  has  completed 
plans  for  extensive  alterations  to  the  two  buildings,  3  and  7 
East  54th  st,  for  Mr.  William  Itockofeller.  The  houses  will 
be  completely  renovated.  Electric  elevators  will  be  installed, 
the  buildings  will  be  replastered,  and  a  4-sty-  entension  will 
be  built  in  the  rear,  and  the  fronts  are  to  be  remodeled. 
The  Brandt  Mfg.  Co.,  of  116th  st  and  the  East  River,  will 
'have  the  general  contract.  Peter  Keller  will  have  the  con- 
tract for  mason  work.  Demolition  will  be  begun  immediately. 
Every  contract  pertaining  to  the  building,  including  the  decora- 
tions, electric  fixtures,  etc.,  will  be  awarded  direct  from  ths 
architect's    office. 


Estimates  for  Joseph  J.  Little's  Printing  Plant. 

24th  ST. — Messrs.  Townsend,  Steinle  &  Haskell,  29  East  19th 
st,  will  be  ready  to  take  figures  on  or  about  Dec.  1  on  all  con- 
tracts for  the  new  printing  plant  which  Joseph  J.  Little,  of 
J.  J.  Little  &  Co.,  publishers,  No.  2  Astor  pi,  will  build  at  Nos. 
425  to  4.35  East  24th  st,  350  ft.  east  of  1st  av.  The  new  building 
will  be  11  stories,  of  fireproof  construction,  150xS9.2  ft.,  and  thor- 
oughly modern  in  its  equipment.  The  materials  for  the  exterior 
will  be  brick,  terra  cotta  and  stone,  with  marble  coping,  com- 
position roof,  wrought-lron  fire-escapes,  galvanized-iron  sky- 
lights, low-pressure  exhaust  heating,  electric  lights  and  ele- 
vators. The  estimated  cost  Is  placed  at  $450,000.  (See  issue  of 
June  24,  1905.) 


E.  E.  Paul  &  Co.  to  Build  Rives  Residence. 

79TH  ST. — The  gren'eral  contract  for  the  new  Colonial  resi- 
dence to  be  erected  at  67  to  71  East  79th  st  for  Mr.s.  Sara  Rives, 
wife  of  ex-Corporation  Counsel  George  L.  Rives,  14  "West  3Sth 
st,  has  been  awarded  to  E.  E.  Paul  &  Co.,  289  4th  av.  The 
structure  will  contain  5-stys,  40x75  ft,  with  a  rear  extension, 
and  cost  $70,000.  The  exterior  will  be  of  stone  ashlar,  granite 
below  grade,  and  limestone  above,  concrete  and  tile  roof, 
Columbian  system  reinforced  concrete  floor  filling,  copper  cor- 
nices, etc.  Carrere  &  Hastings,  28  Bast  41st  st,  architects.  (See 
issue  May  19,  1906.) 


A.  R.  Whitney  &  Co.,  to  Build  Hudson  Co.  Power  House. 

The  general  contract  for  the  large  fireproof  poweV  house  to 
be  erected  on  a  plot  185x225  ft.,  bounded  by  Washington,  Bay, 
Greene  and  1st  sts,  Jersey  City,  New  Jersey,  by  the  Hudson  & 
Manhattan  Tunnel  Co.,  of  which  W.  G.  McAdoo,  111  Broaway, 
is  president,  has  been  awarded  to  A.  R.  Wliitney,  Jr.,  &  Co.,  of 
135  Broadway.  The  structure  will  bo  4-stys,  brick,  stone  and 
steel,  and  strictly  fireproof.  Messrs.  Robins  &  Oakman,  27  Bast 
22d   st,   are  the  architects.     (See  issue  of  Sept.  15,   1906.) 


Reinforced  Concrete  Purnitui-e  Factory  Contract. 

36TH  ST. — ■  Thonet  Brothers,  No.  S60  Broadway,  have  awarded 
to  the  Turner  Construction  Co.,  of  No.  11  Broadway,  the  gen- 
eral contract  to  build  their  new  7-sty  reinforced  concrete  fur- 
niture factory,  75x95  ft.,  at  Nos.  542-546  West  36th  st,  to  cost 
.$100,000.  Frederick  W.  Wentworth,  of  the  Citizens  Trust  Co. 
Building,  Paterson,  N.  J.,  is  architect. 


Plans  for  Jacob  Bros.'  New  Piano  Factory. 

39TH  ST. — Benjamin  Finkensieper,  134  Broadway,  Brooklyn, 
is  preparing  plans  and  is  now  ready  to  receive  figures  on  the 
general  contract  for  the  erection  of  a  7-sty  fireproof  factory, 
75x85  ft.,  for  Jacob  Bros,  (pianos),  of  No.  195  Broadway,  Brook- 
lyn, to  be  erected  at  Nos.  539  to  543  West  39th  st,  Manhattan. 
No  contracts  have  yet  been  awarded. 


Apartments,  Flats  and  Tenements. 

ST.  NICHOLAS  AV.— J.  B.  Scharsmith,  1  Madison  av,  has 
been  commtssioned  to  prepare  plans  for  a  6-sty  apartment 
house,  100x100  ft.,  for  Moersch  &  WlUe,  600  West  178th  st,  to  be^ 
erected  at  the  n.  e,  cor.  of  St.  Nicholas  av  and  180th  st.  No 
figures  have  yet  been  taken. 


Chui'ches. 

Adolph  F.  Leicht,  9  East  42d  st,  Manhattan,  is  preparing 
plans  for  a  $40,000  church  edifice  for  the  building  committee  of 
the  First  Baptist  Church,  New  Britain,  Conn. 

The  new  edifice  to  be  erected  for  the  Woodstock  Presby- 
terian Church  at  the  southwest  corner  of  165th  st  and  Prospect 
av,   Bronx,   will   be   built   by   Fountain   &   Choate,    of   110   East 


23d  St.  The  owners  are  the  trustees  of  the  Presbytery  of  New 
York;  Warner  Van  Norden,  president;  James  Yereance,  secre- 
tary and  treasurer.  At  present  only  the  basement  Is  to  be 
erected.  James  E.  Ware  &  Son.  1170  Broadway,  are  the  archi- 
tects.    (See  also  issue  Oct.  13,  1906.) 


Mercantile 

4TH.  AV.- — Francis  H.  Pfluger,  32  Union  sq,  has  plans  ready 
for  figures  on  the  general  contract  for  the  11-sty  loft  building, 
60x88  ft.,  which  Mrs.  Phillipine  Friedeberg,  2304  Bassford  av, 
Bronx,  will  erect  at  Nos.  330-332  4th  av,  at  a  cost  of  $150,000. 
No  building  contracts  have  yet  been  awarded. 

BROADWAY. — Nfew  elactrlc  elevators,  stairways,  fire  es- 
capes, etc.,  estimated  to  cost  $30,000,  will  be  installed  in  the 
5-sty  store  and  loft  building  Nos.  449  Broadway  and  26  Mercer 
St.  Chas.  E.  Hess,  322  Reid  av,  Brooklyn,  owner;  Israels  & 
Harder,  31  West  31st  st,  architects.     No  awards  have  been  made. 

SCHERMERHORN  ST.— Geo.  L.  Morse,  303  Washington  st, 
Brooklyn,  has  awarded  to  the  W.  L.  Crow  Construction  Co., 
287  4th  av,  Manhattan,  the  general  contract  to  erect  the  6-sty 
mercantile  building,  150x170  ft.,  at  Schermerhorn  and  Living- 
ston sts,  Brooklyn,  for  Messrs,  Abraham  &  Straus,  of  420 
Fulton    st. 


Alterations. 

AV  B. — Weil  &  Mayer,  5  Beekman  st,  will  alter  220  Av  B,  also 
253  Henry  st. 

16TH  ST. — S.  Sobel,  176  Eldridge  st,  will  make  improvements 
to  606  East  16th  st.     O.  Reissmann,  30  1st  st,  architect. 

12TH  ST. — Jacob  Louis,  285  Bast  3d  st,  will  make  $4,000  worth 
of  alterations  to  609  Bast  12th  st.  Harry  Zlot,  230  Grand  st, 
architect. 

45TH  ST. — Emma  J.  Hartley,  501  West  13Sth  st,  will  improve 
344-346  West  45th  st.  Wm.  F.  Marshall,  207  East  49th  st,  l3 
planning.     Cost  $5,000. 

ALLEN  ST. — Harris  Sackin,  655  10th  st,  Brooklyn,  will  make 
extensive  alterations  to  35  Allen  st.  Max  Muller,  3  Chambers 
st,  will  make  the  plans. 

3D  ST. — The  estate  of  Wm.  Klumpf,  242  East  Houston  st,  will 
make  alterations  to  224  East  3d  st,  from  plans  by  Henry  Regel- 
mann,  133  7th  st.     No  contracts  let. 

43D  ST. — David  M.  Ach,  1  Madison  av,  is  preparing  plans  for 
$8,000  worth  of  alterations  to  144-146  Bast  43d  st,  for  Robert  E. 
Law,  51  East  122d  st.     No  contracts  let. 


Miscellaneous. 

Thomas  Short,  3  West  29th  st,  Manhattan,  Is  preparing  plans 
for  a  new  police  station  to  be  erected  at  Charleston,  S.  C. 

The  Columbia  Brewing  Co.,  foot  of  Bartholdi  av,  Jersey  City, 
N.  J.,  will  erect  a  new  brewery  on  this  site  to  replace  the  build- 
ing recently  destroyed  by  fire.  The  matter  is  still  in  a  tentative 
state. 

Messrs.  Carrere  &  Hastings,  28  East  41st  st,  Manhattan,  are 
preparing  plans  for  a  10-sty  brick  and  stone  bank  building  for 
the  Royal  Bank  of  Canada,  to  be  erected  on  King  st,  Toronto, 
Ontario. 

The  National  Civic  Federation  will  hold  its  annual  meeting 
at  the  Park  av  Hotel,  on  Dec.  12  and  13.  Andrew  Carnegie,  Os- 
car S  .Straus  and  Alfred  Mosely,  of  England,  are  among  the 
speakers. 

Architect  Frank  A.  Rooke,  489  Sth  av,  Manhattan,  is  preparing 
plans  for  a  semi-fireproof  stable  building  to  be  erected  at  Port 
Chester,  N.  Y.,  for  Walter  L.  Burns,  of  that  city.  Figures  are 
now  being  received  separately. 

The  G.  Sleg'el  Co.,  79  Duane  st,  Manhattan,  Is  having  plans 
prepared  by  W.  L.  Stoddard,  31  Union  sq.,  for  a  2  and  4-3ty 
building,  200x200  ft.,  to  be  erected  at  Bachman  Station,  Staten 
Island,  for  a  color-making  plant.  The  plans  include  high- 
pressure  steam  and  electric  power  plants. 


Contracts  Awarded. 

WALL  ST. — James  C.  Hoe's  Sons,  10  Liberty  pi.  have  received 
the  contract  for  $10,000  worth  of  improvements  to  the  12-sty 
office    building,    7   Wall    st,    for   W.    Wheeler    Smith,    7    Wall    st. 

GOUVBRNEUR  SLIP.— W.  H.  Perry,  3226  Hull  av,  Bronx, 
has  received  the  contract  to  build  a  2-sty  brick  and  concrete 
storage  building,  30x70  ft.,  at  No.  9  Gouverneur  slip,  for  Theo- 
dore J.  Palmer,  40  East  20th  st. 

The  Church  Construction  Co.,  949  Broadway,  has  obtained  tho 
general  contract  to  erect  for  the  United  States  Government,  at 
West  Point,  N.  Y.,  a  new  bachelor  officers'  quarters,  from 
plans   by  Messrs.   Cram,   Goodhue  &  Ferguson,   170  Sth  av. 

73D  ST.— Oscar  C.  Rixson,  5  East  42d  st,  has  secured  the 
general  contract  to  build  for  former  Assistant  District  Attorney 
A.  C.  Train,  his  new  6-Bty  residence  at  113  Bast  73d  st,  to  cost 
$42,000.  Geo.  B.  Post  &  Sons,  33  Bast  17th  st,  prepared  the 
plans. 

MULBERRY  ST. — Leonard  D.  Hosford,  68  Beekman  st,  has 
awarded  to  Heede  &  Co.,  Beekman  &  Gold  sts,  the  masonry, 
and  to  Wm.  Olson,  William  st,  the  carpenter  contract  for  in- 
terior changes  and  alterations  to  No,  239  Mulberry  st  for 
Michael  (Jafney,  127  Broad  st. 
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113TH  ST. —  Bernhard  Voss,  242  East  122d  st,  has  the  con- 
tract for  extensive  interior  changes  to  the  store  and  dwelling 
No.  172  East  113th  st,  cost  $7,500.  Louis  Stern,  2060  3d  av, 
owner;  C.  B.  Chrystie,  242  East  122d  st,  architect. 

Estimates  Receivable. 

PROSPECT  PARK,  BROOKLYN. — Messrs.  McKini,  Mead  & 
White,  160  5th  av,  Manhattan,  are  taking  figures  on  the  15th  st 
entrance  to  Prospect  Park,  Brooklyn. 

CENTRAL  PARK. — Bernstein  &  Bernstein,  24  East  23d  st, 
have  plans  ready  for  the  City  of  New  York  for  a  new  green- 
house to  be  erected  at  Central  Park  and  East  104th  st.  No 
contracts  have  been  let. 

181ST  ST. — M.  J.  Garvin,  3307  3d  av,  has  plans  ready  for  the 
City  of  New  York  for  some  brick  and  steel  shop  buildings  to  be 
erected  at  181st  st,  Webster  and  Park  avs,  the  Bronx.  Esti- 
mates are  now  receivable. 

201ST  ST. — Figures  are  being  received  by  T.  E.  Murray,  engi- 
neer for  the  New  York  Edison  Co.,  55  Duane  st,  for  a  new  bulk- 
head to  be  erected  at  201st  st  and  Harlem  River.  Brick  and 
steel  construction.     No  contracts  let. 

The  v.  J.  Hedden  &  Sons  Co.,  No.  1  Madison  av,  Manhattan, 
general  contractors  for  a  reinforced  concrete  storage  warehouse, 
three  storie.s,  100x85  ft.,  brick  and  stone,  for  the  Metropolitan 
Life  Insurance  Co.,  to  be  erected  at  White  Plains,  N.  Y.,  are 
how  taking  figures  on  sub-contracts. 

26TH  AND  25TH  STS. — No  contracts  have  yet  been  awarded 
for  the  6-sty  brick,  stone  and  concrete  training  school  for 
nurses,  151x194  ft.,  which  the  City  of  New  York  is  to  erect  at 
Nos.  428  to  438  East  26th  st  and  Nos  435  to  447  East  25th  st,  to 
cost  in  the  neighborhood  of  $575,000.  Brick,  granite  and  lime- 
stone front,  tile  and  copper  roof,  steam  heat,  fireproof.  Several 
sheds  and  stable  buildings  will  be  demolished.  Messrs.  Parish 
&  Schroeder,  5  West  31st  st,  are  the  architects. 


BUILDING      NOTES 


Imports  of  Building  Material. 

(For  Month  of  September,  1906.) 


Cement,    Roman,    Portland, 
and  other  hydraulic 

(pounds,  dut.):     Quantity 
Imported  from — 

United  Kingdom 1.000 

Belgium 30,194,147 

France 1.189.900 

Germany 8,853,995 

Other  Europe 

British  North  America..  2,050 

Other  countries 315 


-1906 


The  Magneta  Company  has  moved  both  office  and  factory  and 
is  now  located  at  120-122  West  31st  st.     Telephone  2663  Madison. 

"Rugs  Made  to  Order"  is  the  name  of  an  illustrated  booklet 
sent  free  on  request  by  the  Persian  Rug  Manufactory,  896 
Broadway. 

The  annual  banquet  of  the  New  York  Lumber  Trade  Asso- 
ciation is  to  be  held  in  celebration  of  its  twentieth  anniversary 
on  January  22. 

H.  Van  Atta,  of  The  J.  L.  Mott  Iron  Works,  Mott  Haven,  N.  Y., 
has  associated  himself  with  George  K.  Hooper,  mechanical  engi- 
neer, 11  Broadway. 

The  use  of  roofing  tiles  has  grown  far  beyond  the  experimental 
stage,  and  is  a  thriving,  growing  business,  while  one  need  only 
follow  the  illustrations  in  the  architectural  magazines  to  ap- 
preciate how  rapidly  faience  for  both  interior  and  exterior  work 
has  grown  in  favor  among  the  best  architects  in  the  country. 

The  firm  of  Peet.  McAnemey  &  Powers,  electrical  engineers 
and  contractors,  113  East  22d  st,  has  been  dissolved  by  mutual 
consent.  The  business  of  the  late  firm  w'ill  be  conducted  by 
William  Creighton  Peet  and  Walter  Hayward  Powers  under 
the  firm  name  of  Peet  &  Powers,  who  have  assumed  all  con- 
tracts and  obligations  of  the  late  firrn  of  Peet,  McAnerney  & 
Poi\"ers.  IJ        1  "•) 

Baldwin  Bros.,  makers  of  fine  hand-tooled  leather,  for  ten 
years  at  5th  av  and  39th  st,  have  moved  to  their  new  studio  and 
show  rooms,  at  15  West  45th  st.  The  excellence  of  the  work 
done  by  this  firm  is  shown  by  the  fact  that  gold  medals  were 
awarded  them  at  Paris  in  1900  and  at  St.  Louis  in  1904.  They 
make  a  specialty  of  fine  reproductions  of  Spanish  pieces  of  the 
highest  artistic  excellence. 

The  Mitchell  Vance  Company,  makers  and  importers  of  artistic 
electric  and  gas  lighting  fixtures,  announce  the  completion 
and  re-occupancy  of  their  salesrooms  836-838  Broadway  and 
13th  st,  which  was  damaged  by  fire  last  February.  An  entirely 
new  stock  of  lighting  fixtures  and  andirons  in  artistic  modern 
designs,  suitable  for  every  requirement,  displaj'ed  under  attrac- 
tive conditions,   is  offered  for  inspection. 

An  authority  on  building  materials  has  made  an  investigation 
to  determine  if,  as  generally  claimed  by  many  advocates  of 
reinforced  concrete  construction,  concrete  has  superseded  burnt 
clay  in  modern  building  operations.  The  investigation  covered 
current  building  operations  in  many  States,  and  the  facts 
gathered  show  that  as  yet  concrete  has  made  no  inroads  on  the 
demand  for  bricks,  tiles  and  other  burnt  clay  materials. 


State's  Share  of  Recording  Tax  $2,000,000. 

The  State  of  New  York  received  in  October  a  total  of  $335,758 
under  the  new  mortgage  recording-tax  law.  This  sum  exceeded 
the  receipts  for  the  first  month,  which  was  September,  by 
$39,668.  Taking  the  above  figures  as  a  basis  of  computation  the 
total  taxes  for  the  year  would  equal  $3,686,000,  and  may  even 
reach  the  $4,000,000  mark.  On  the  latter  basis  the  State  will 
receive  at  least  $2,000,000  for  its  share. 


Value 

57 

102,134 

4.332 

25,680 

i'9 

2 


Quantity 

57,861,850 

25.962,289 

645,166 

80,702.012 

9,921 

200,020 

6,425,588 


Value 

174,340 

83,185 

1,614 

116,714 

96 

1.490 

80,027 


Total 4,0,241,407        132,224    130,806,844       407,468 


Marble  and  stone,  and  man- 

ufactures of  : 

Marble,    and    manufac- 

182,104     .. 

90,086 

Stone.  and  manufactures 

of.  Including  slate.. dut. 

21.144    .. 

34,530 

Total 

203,248     .. 

124,616 

Wood ,  and  manufactures  of ; 

Pnmanuffictured — 

Cabinet  woods- 

Mahogany  (M  feet,  free) 

Imported  from— 

United  Kingdom 

925 

122,799 

1,868 

134.637 

Central  America 

1,718 

86,305 

725 

28,657 

Mexico 

611 

29,231 

637 

30.395 

Cuba 

205 

17,619 

139 

7,816 

Other  countries 

73 

4.195  . 

1,235 

47,188 

Total 

3,532 

260,149 

4,394 

248,643 

Another free.. 

141.549      .. 

140,144 

Logs  and  round  timber 

M  feet— free.. 

12,744 

80,704 

8.196 

74,918 

Pulp  wooda,  cords— free . . 

62,121 

275,398 

Lumber- 
Boards  and  other  sawed 
lumber(M  feet,  dut.) — 
Imported  from — 
Brit.  North  Amor. 
Other  countries.. 

Total 


89,115 
737 


1,338.038 
15,346 


108,817    1,825,337 
881  20,856 


89,832     1,353,384 


109,698     1,846,193 


Shingles M— dut... 

Other  lumber dut... 

All  other  unman-  1  free. . 
utactured i  dut. . . 


86,517 


187,698 

330,964 

358,411 

82,718 


89,526 


Total  unmanuf't'd. 

Manufactures  of — 
Cabinet  ware   or   house 
furniture dut. . 


196,046 

346,809 

158  02S 

7,435 


2,745,577      3.293,809 


118.785 


116,833 


a  Included  in  "All  other  unmanufactured." 


The  New  Haven's  Plans. 

There  appears  to  be  little  ground  for  the  belief  which  exists 
among  a  few  operators  that  the  recent  purchases  on  the  south 
side  of  32nd  street  between  6th  and  7th  avs,  were  made  in  the 
interests  of  the  New  York,  New  Haven  and  Hartford  R.  R.  It 
is  not  generally  credited  that  this  railroad  is  likely  to  select  a 
location  in  that  vicinity  for  a  Manhattan  terminal,  even  though 
it  should  conclude  an  arrangement  with  the  Pennsylvania  sys- 
tem by  which  it  could  operate  over  the  lines  of  the  latter  com- 
pany. On  the  contrary,  it  is  thought  by  a  majority  that  a  more 
suitable  location  for  their  depot,  if  one  is  to  be  built,  would 
be  further  toward  the  eastern  part  of  the  borough,  and  nearer 
5th  avenue;  and  some  substantiation  for  this  conjecture  is  sup- 
plied by  the  many  rumors  that  have  been  current,  to  the  effect 
that  the  New  Haven  people  were  negotiating  for  the  purchase  of 
the  old  Fourth  avenue  ear  barns. 

Then,  too.  a  statement  was  made  this  week  by  a  well-known 
broker,  that  while  making  investigations  as  to  the  effect  the 
tunnel  borings  might  have  on  a  certain  property  in  the  42d 
street  section,  he  had  the  opportunity  of  looking  at  an  engineer- 
ing map  in  the  oflice  of  a  certain  contracting  and  engineering 
firm,  and  was  surprised  to  note  that  the  word  "Suburban"  was 
printed  across  the  plot  on  which  the  Fourth  avenue  car  barns 
stand.  "But  before  I  could  make  out  the  rather  blurred  words 
which  followed,"  he  said,  "the  map  was  rolled  up  and  I  saw 
nothing  further." 

This  incident  is  regarded  as  significant,  and  corroborates  the 
belief  held  by  many  that  the  barns  will  be  used  by  the  New 
Haven  road  for  its  suburban  passenger  service. 


Mayor  Wants  a  Bridge  Loop. 

A  conference  of  experts  in  regard  to  Brooklyn  Bridge 
terminal  plans,  for  the  New  York  side,  will  be  held  next 
Monday.  The  Mayor  made  it  plain  this  week  that  he  is  very 
desirous  of  some  definite  result  from  all  the  plans  for  relief, 
and  that  he  favors  the  construction  of  a  loop  in  and  around 
Tryon  row  and  City  Hall  Park  for  the  expediting  of  surface 
car  transit,  and  probably  of  bridge  elevated  trains  as  well.  In 
two  months'  time  the  city  can  take  title  to  all  the  property 
in  the  three  triangles  which  will  be  needed  by  the  loop. 

LATER. — Work  on  the  new  terminal  loop  will  begin  in  ninety 
days,  as  the  Board  of  Estimate  has  ordered  that  title  be  taken 
to  the  Staats-Zeitung  and  additional  blocks  before  Dec.  24. 
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IN  THE  REAL  ESTATE  FIELD 


Real  Estate  and  Building  Statistics. 

The  following  are  the  comparative  tables  of  Manhattan,  The 
Bronx  and  Brooklyn  of  the  Conveyances,  Mortgages  and  Pro- 
jected Buildings  for  the  corresponding  weelos  in  1905  and  1906: 

MANHATTAN    AND    THE    BRONX. 

CONVEY  AN  OBB. 


1906. 
Nov.  16  to  22,  Inc. 

TotaJ  No.  forManhattan 2<3 

NO.  with  consideration 20 

Amount  Involved »1, 185,000 

Numbernomlnal 243 


Total  No.  Manhattan,  Jan.  1  to  date 

No.  with  consideration,  Manhattan,  Jan. 

1  to  date 

Total  Aint.  Manhattan,  Jan.  1  to  date 


1905. 

Nov.  17  to23,lno. 
Total  No.  tor  Manhattan  8.38 

No.  with  consideration. .  23 

Amount  Involved J775,150 

Numbernomlnal 313 


1906. 
18,884 


1,135 
$(J0,771,512 


Total  No.  for  th»  Bronx. 
N^  with  consideration. 

Amount  involved 

Numbernomlnal 


1908. 

Nov.  16  to  22,  Inc. 


201 

30 

(152,560 

171 


1905. 

19,755 

1,474 
$69,449,105 


1905. 
Nov.  17  to  23,  Ino. 
Total  No.  for  The  Broni  231 

No.  with  consideration.,  35 

Amount  involved $110,105 

Numbernomlnal 196 


Total  No.,  The  Bronx,  Jan.  1  to  date 

T»tal  Amt.,  The  Bronx,  Jan.  1  to  date... 
Total  NO.  Manhattan  and  The 

Bronx.  Jan.  1  to  date 

Total  Amt.  Manhattan  and  The 

Bronx,  Jan.  1  to  date 


1908. 
11,171 
17,376,456 

30,035 

•68,147,967 


1905. 
11,760 

»11,775,767 

31,515 
*S1,224,872 


Assessed  Valne,  manhattau. 

1906.  1905. 
Nov.  1«  to22,ino.  Nov.  17  to  23,  tnc 

Tolal  No.,  with  Consideration 20  23 

Amount  Involved I1.165,OUO  $775,150 

Asaessed  Value $987,500  $633, 4U0 

Total  No.,  Nominal 243  313 

Assessed  Value $9,595,600  $9,738,300 

Total  No.  with  Consid.,  from  Jan.  Ist  to  date                     1,135  1,474 

Amount  Involved "             "             $60,771,512  $89,449,105 

Esessed  value ■•            "             $43,676,775  $49,448,907 

ntal  No.  Nominal ■■            ■'                       17,749  18,282 

sessed  Value "            "           $592,900,200  $604,816,934 


MOETGAGES. 


1908. 


lotel  number.,,.. 

i^ount  involved... 
Number  at  7X  .... 
An&fiunt  Involved. . 

No.  at  ev 

Amount  Involved. . 

No.  at5'/f4 

Aniount  inv^jlved. . 

Mo.   at  5}iH 

Amount  involved. . 

No.  e.\6'-H 

Amount  Involved.. 

No.  at  5V 

Amount  involved. . 

No,  at  4,%fi 

Atpoau*  involvea.. 

NO.  at4«H 

Amount  Involved.. 


Not.  16  to  22 

Manhattan. 

.355 

'.V    $8,681,935 


1905 


,  inc. ,   , Nov.17  to23,Ino. 

Broni.       Manhattan.        Bronx. 
199  285  155 

$1,034,254  $4,693,213        $944,592 


130 

$2,368,504 


55  168  41 

$249,125    $1,902,031        $221,925 


No.  »»4«K 

Auount  mvolTed 

rro.  at  4X 

AJttount  involved 

No.  at  3H 

AnLeunk  Involved 

NO.  without  interest 

Amount  involved 

No.   above  to    Bank,    Trust 

and  Insurance  Companies 

Amount  Involved 


8 

$265,500 

1 

$38,000 

112 

$3,119,550 

1 

$14,000 

42 

$1,105,300 


9  27  33 

$26,550        $413,682       $203,600 


97  46  67 

$536,444    $1,161,500       $373,217 


1  6 

$3,000   $215,300 


61 

$1,774,081 

71 

$2,893,100 


37 
$219,135 


1 
$1,350 


37        14 
$999,350   $146,850 


Total  No.,  Manliattan,  Jan.  1  to  date 

Total  Amt.^JIanhattan,  Jan.  1  to  date 

Tola!  NO..  TUe  Bronx,  Jan.  1  to  date 

Total  4m»..  The  Bronx,  Jan.  1  to  date. . . . 
Total  no.,  Manhattan  and  The 

BronX|  Jan.  1  to  date 

Total  Amt.  Inauhattan  ».ad  The 

Bronx,  Jan.  1  to  dale      


24  39 

$165,710    $1,198,600 

1906. 

18,491 

$331,809,747 

8,402 

$59,029,850 


13 

$222,812 

1805. 

18.778 

$452,381,329 

9,824 

$79,555,817 


24,893  28,102 

8390,839,597     •531,937,146 


PROJECTED   BUILDINGS. 


£otal  No.  New  Buildings : 

Manhattan 

The  Bronx 


1906.  1905. 

Nov.  17  to  23,  inc.  Nov.  18to24,iao. 
28  48 

47  50 


Orend  total. 


Total  Amt.  N^.v  Buildings : 

Manhattan 

Tne  Bronx 


Orftnd  Total. . 


Total  Amt.  Alterations : 

Manhattan 

The  Bronx 


Grand  total 

Tot»l  No.  of  New  Buildings : 
Manhattan,  Jan.  1  to  date. 
The  Bronx,  Jan  1  to  date. . 


innhtn-Bronx,  Jan.  1  to  date 

Total  Amt.  New  Buildings : 

Manhattan,  Jan.  1  to  date 

The  BroDX,  Jan.  1  to  date 

MnJitn-Bronx,  Jan.  1  to  date 

Total  Am».  Alterations : 

Maktu-Brvnx   Jan.  1  to  4at» 


75 

$1,826,875 
389,176 

$2,195,050 

$149,190 
14,100 

$163,290 

1,561 

2,062 

3,613 

$106,514,015 
24,934,830 


§8 

$2,234,800 
1,081,415 

$3,316,215 

$137,300 
5,275 

$142,575 

2,348 
2,081 

4,429 

$113,573,010 
35,177.375 


•  131,448,845    «14S,750,385 
•  17,884,064       »13,198,627 


BROOKLYN. 


Total  number 

No.  with  consideration * 

Amount  involved 

Humber  nominal ] 

Total  number  of  Conveyances, 

Jan.  1  to  date 

Total  amount  of  Conveyances, 

J  an.  1  to  date 


00NTETANCE8. 

1908.  1»0B. 
Nov.  15  to  21,  ino.  Nov.  16  to  22,  l««. 

650  882 

39  67 

$347,876  $490,148 

611  765 


43,320 
•25,396,562 


MOETGAGEB. 


Total  number 

imount  Involved 

No.  ateji 

Amount  Involved 

No.  at  5'i'S ■ 

Amount  involved 

No.  at  5  S  JV .'. 

Amount  Involved 

No.  at5)i?i ."'.".'.■.■. 

imount  involved 

No.  at  5><  

Amount  involved 

No.  at  4ViS' 

4mount  mVolved  

No.  at  4"!^ 

Amount  involved 

No.  at  3  i^H 

Amount  Involved 

No.  at  3!i 

^ mount  Involved 
o.  Without  interest 

Ajnount  Involved 

Total    number    of    Mortgages. 

Jan.  1  to  date 

Total    amount    of    mortgages, 
Jan.l  to  date 


814 

$3,135,997 

314 

$929,642 


38,241 
•26,425,904 


611 
$3,180,178 

321 
$1,396,618 


164 

$786,876 

1 

$7,000 

290 

$1,281,615 

1 

$4,000 

1 

$2,000 


154 
$713,160 


37 

$200,479 

1 

$8,600 


43 

$124,965 

35,445 
•  146,895,976 


PROJECTED  BUILDINGS. 


No.  of  New  Buildings 

Estimated  cost 

Total    No.    of    New  Buildings, 

Jan.  1  to  date 

Total  Amt.  of  Nenr  Buildings, 

Jan.  1  to  date 

Total   amount  of    Alterations. 

Jan.l  to  date 


141 
$764,920 

7,786 

•  58,339,102 

•  5,067,128 


98 
$816,434 

33,884 

$180,922,737 

179 

$1,662,960 

7,721 

•70,604,404 

•4,455,434 


SOUTH  OF  59TH  STKlfiifiT. 

BLEECKER  ST.— Christ  &  Herriclc  sold  for  the  Foster  estate, 
372  Bleecker  st,  to  an  investor. 

Bleecker  Street  Corner  Sold. 

BLEECKER-  ST.— Isaac  Friedman  and  L.  J.  Rosenblatt  and 
M.  Cohn  &  Co.  sold  for  Makransky  cS;  Appelbaum  the  n.  e.  cor. 
of  Bleecker  and  Barrow  sts,  a  6-sty  tenement,  to  Shapiro,  Levy 
&  Starr. 

BROOME  ST. — Lubetkin  Brothers  sold  to  S.  Lazarowltz  the 
two  6-sty  tenements  270  and  272  Broome  st,  42x75. 

Edison  Building  in  Broad  Street  Sold. 

BROAD  ST.— F.  R.  Wood  &  Co.  sold  for  the  General  Electric 
Co.  the  Edison  Building  at  42  and  44  Broad  st,  running  through 
to  New  st,  an  8-sty  structure,  41.3x154.5x66.4x158.1.  T^ie  south 
half  of  the  building  stands  on  leased  ground.  The  purchaser  Is 
the  City  Investing  Company. 

CARMINE  ST.— Levy  Bros,  sold  for  Mrs.  Mary  Clark,  50  Car- 
mine st,  a  6-sty  triple  flat,  with  stores,  25x85,  to  Mrs.  Rosalie 
Meyers. 

CHRISTOPHER  ST.— A.  Frank  and  W.  Kreielsheimer,  as 
brokers,  sold  the  6-sty  tenement  119  Christopher  st,  25x100. 

CLINTON  ST. — Rudolph  Federman  sold  181  Clinton  st,  5-sty 
front  and  rear  tenement,  25x100. 

ESSEX  ST.— The  estate  of  Bache  McE.  Whitlock  sold  138 
Essex  st,  6-sty  front  and  i-ear  tenement,  25x100,  to  an  investor. 

GRAND  ST.— Louis  Wolff  &  Sons  sold  for  Bettle  Simon  to 
Siris  &  Malrman  570  and  572  Grand  st,  3-sty  brick  buildings, 
50x75.     The  buyers  will  erect  a  6-sty  tenement  on  the  site. 

GREENWICH  ST.— S.  B.  Goodale  &  Son  sold  for  Jeremiah 
W.  Dimick,  760  Greenwich  st,  near  Bank  st,  a  3-sty  building,  on 
lot  17x83x  irregular. 

HUDSON  ST.— Van  Vliet  &  Place  sold  the  5-sty  flat  641  Hud- 
son st,  29.4x110,  for  the  estate  of  M.  Moloughney. 

HUDSON  ST. — Edward  R  Cohen  sold  to  a  client  of  Levy 
Bros.,  615>^  Hudson  st,   a  6-sty  fireproof  flat. 

HESTER  SI  —J.  Fennig  and  O.  Grad  sold  for  B.  Posner  to  a 
Mr.  Abela  the  6-sty  tenement  at  the  northwest  corner  of  Hester 
and  Forsyth  sts,  48x60. 

Maiden   Lane   Property   Selling. 

MAIDEN  LANE. — William  Cruikshank's  Sons  sold  for  Edgar 
J.  Phillips  et  al  as  trustees,  and  Pierre  Lorillard  Ronalds  et  al, 
101  and  103  Maiden  lane  and  203  Pearl  st,  three  4-sty  buildings 
surrounding  the  n.  w.  cor.  of  Maiden  lane  and  Pearl  st. 

MAIDEN  LANE.— Max  Marx  sold,  through  William  A.  White 
&  Sons  and  Romaine  C.   Nichols,  to  Robert  Connor  133  Maiden 
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lane,  n.  w.  cor.  of  Water  st,  a  4-sty  building,  on  lot  20.9x42.4x 
irregular. 

MONROE  ST. — Chizic  &  Heller  sold  for  the  Meyer  Realty  Co. 
to  a  client  S5  Monroe  st,  6-sty  loft  building. 

MORTON  ST. — Levy  Bros,  sold  for  Simons  &  Harris  14  Mor- 
ton Bt,  a  5-sty  flat,  25x100. 

NORFOLK  ST. — Estate  of  Bache  McE.  Whitlock  sold  135  and 
137  Norfolk  st,  two  5-sty  buildings,  each  on  a  lot  25x100. 

PEARL  ST. — Edward  McVickar  sold  for  Henry  Leerburger 
to  an  investor  273  Pearl  st,  a  5-sty  store  and  loft  building,  20x90. 

WATER  ST.— G.  Garluccl  &  Co.  resold  for  Martin  Garone  the 
4-sty  tenement  385  Water  st,  20x100. 

WEST  ST. — The  estate  of  Jane  E.  Edgar  sold  to  an  investor 
72  West  st,  3-sty  building,  25x88.7. 

3D  ST.— Mailer  &  Podolsky  bought  195  East  3d  st,  front  and 
rear  tenements,  24x96. 

4TH  ST. — Meller  &  Podolsky  sold  to  a  Mr.  Schwartz,  through 
A.  Feinstein,  the  two  5-sty  tenements  231  and  233  East  4th  st, 
50x100. 

lOTH  ST. — Gibbons  &  Young  sold  for  a  Mrs.  Silcock,  191  West 
10th  st,  a  3-sty  dwelling,   21x95. 

IITH  ST. — J.  Fennig  and  O.  Grad  sold  for  B.  Posner  and  re- 
sold to  Adolf  Mandel  the  two  7-sty  tenements  233  and  235  East 
nth  St. 

18TH  ST. — Henry  Brady  in  conjunction  with  Van  Vliet  & 
Place  sold  to  a  client  of  Alfred  J.  Talley,  340  W.  18th  st,  5-sty 
and  basement  steam  heated  flat. 

18TH  ST. — Isaac  Portman  resold  417  East  18th  st,  a  4-sty 
building,  25x92,  to  Moses  Shaffer. 

24TH  ST. — John  Peters  &  Co.  sold  for  Joseph  Herrmann  to 
Ernst  Stutz  339  East  24th  st,  a  5-Bty  tenement,  25x98.9. 

2STH  ST. — Heilner  &  Wolf  bought  from  Mary  C.  Headen  118 
East  28th  st,  a  3-3ty  and  basement  dwelling,  20x98.9.  E.  A.  Tur- 
ner &  Co.  were  the  brokers. 

Tenements   Sell    in    Thirty-nist   Street. 

31ST  ST. — Ames  &  Co.  sold  for  E.  K.  Ager  to  the  Business 
Men's  Realty  Company  the  two  4-sty  tenements  307  and  309 
East   31st  st,   40.6x98.9. 

Purchases  Near  Madison  Avenue  Car  Barns. 

32D  ST. — Taylor  Bros,  and  Paul  D  Saxe  sold  for  Jacob  Schlos- 
ser  to  a  client  145-147-149  and  151  East  32d  st,  four  5-sty  tene- 
ments with  stores,  100x98.9. 

LEXINGTON  AV. — P.  &  G.  Pflomm  sold  for  the  estate  of 
Joseph  Smith  to  Charles  E.  Johnson  215  and  217  Lexington  av, 
southeast  corner  of  33d  st,  a  4-sty  brick  stable,  50.9x95. 

33D  ST. — William  B.  Davis  Company  sold  for  .  Mr.  McCaffery 
to  a  chent  441-443  West  33d  st,  52x98.9. 

36TH   ST. — The   Dow-Deemer   Realty   Company   sold   330   West 
36th  st  for  Francis  Becker  and   Frank  Becker,   Jr.,   t  o  an    in- 
vestor.    The  same  brokers  leased   the   property  for  a   term  of 
years  to  the  Lebaudy  Automobile  Repair  Company. 
Operator  Sells  in  Tliirty-eighth  Street. 

3STH  ST. — Douglas  Robinson,  Chas.  S.  Brown  &  Co.  sold  for 
Daniel  B.  Freedman  to  a  client  70  W.  38th  st,  adjoining  the 
southeast  corner  of  Sixth  av,  5-sty  apartment  with  store, 
25x98.9. 

46TH  ST. — Jos.  F.  Feist  sold  for  Francis  H.  Grefe  two  4-sty 
tenements  at  605  and  607  West  46th  st,  50x100,  to  a  client. 

46TH  ST. — Jacob  J.  Tabolt  sold  in  conjunction  with  Albert  B. 
Ashforth  and  James  R.  Waterlow  for  Everett  Jacobs  to  a  client 
532  to  540  West  46th  st,  125x100.5. 

48th  ST. — Mrs.  Marie  Einhause  sold  to  Isaac  Marks  the  north- 
east corner  of  48th  st  and  11th  av,  two  4-sty  buildings,  50x100. 
The  property  has  been  in  the  same  family  for  more  than  50 
years. 

48TH  ST. — John  P.  Erdmann  sold  40  West  4Sth  st,  a  4-sty 
dwelling,  16x100.5,  to  a  client  of  the  Gross  &  Gross  Co. 

48TH  ST. — Edward  L.  Burrill  is  reported  to  have  sold  6  and 
8  West  48th  st,  two  4-sty  dwellings,   on  plot  50x100.5. 

54TH  ST. — Minturn  Post  Collins,  who  recently  retired  from 
the  brokerage  business  to  operate  in  real  estate,  has  bouglit 
from  Frances  Jordan,  through  John  N.  Golding,  No.  106  East 
54th  st,  a  4-sty  brownstone  building,  on  a  lot  22.6x78.3.  Mr. 
Collins  also  owns  No.  387  Park  av,  between  53d  and  54th  sts. 

57TH  ST.— John  L.  Blodget  sold  132  East  57th  Bt,  a  4-sty  dwell- 
ing,  22.6x25.5,   adjoining   the   southwest    corner   of   Lexington   av. 
The  buyer  is  said  to  own  adjoining  property. 
Avenue  A  Corner  Sold. 

AV.  A. — E.  H.  Ludlow  &  Co.  sold  for  Kate  E.  Conklin  and 
Anna  L.  Holton  to  the  Rortman  Realty  Company  287  and  289 
Av  A,  and  438  and  440  East  ISth  st,  being  the  southwest  corner 
of  Av  A  and  ISth,   4-sty  tenements,   46x94. 

Sale  on  the  Bowery. 

BOWERY. — Horace  S  Ely  &  Co.  sold  for  Grace  B  Fairfax  to 
Sabriski  &  Samuels  216  and  216V^  Bowery,  two  3-sty  buildings, 
on  lot  25x100. 

Lower  Broadway  Corner  Sold. 

BROADWAY. — The  Mercantile  National  Bank  sold  for 
$1,000,000  the  s.  w.  cor.  of  Broadway  and  Dey  st,  two  5-Bty  old 
buildings,  46x100.7.  The  purchaser  is  the  City  Investing  Co.,  of 
which  Robt.  E.  Dowling  is  president.     The  price  paid  is  at  the 
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rate  of  about  $217  per  sq.  foot,  and  compares  well  with  the  figure 
obtained  for  the  n.  e.  cor.  of  Broadway  and  Liberty  st,  which 
brought  about  $230  per  sq.  ft.  a  few  days  ago.  The  Record 
and  Guide  was  informed  by  the  bank  that  the  property  in 
question  was  sold  on  a  sixty-day  contract. 

Win.  Waldorf  Astor  Buys  Corner  on  Broadway. 

BROADWAY. — Wm.  Waldorf  Astor  enlarged  his  holdings  in 
tlie  Broadway  section  by  the  acquisition  of  the  southeast  corner 
of  Broadway  and  Broome  st.  The  building  is  a  6-sty  affair  on 
a  lot  24x99.4,  and  adjoins  484  Broadway  and  435  Broome  st,  which 
parcels  Mr.  Astor  owns.  Chas.  H.  Eaeton  &  Co.  were  the 
brokers  who  effected  the  deal.  The  seller  is  the  Henry  H.  Cook 
Estate. 

$500,000  Sale  on  Park  Avenue. 

PARK  AV. — Pease  &  Elliman  sold  for  Densmore  Compton 
Building  Co.  one  of  the  large  apartments  which  are  to  be  erected 
on  the  southeast  corner  of  Park  av  and  58th  st,  120.5x92.6.  This 
building  will  be  conducted  on  the  co-operative  plan,  each  tenant 
purchasing  their  own  apai-tment,  practically  forming  a  stock 
company. 

PROSPECT  PL. — James  Kyle  &  Sons  have  sold  for  Franklin 
Seward  the  3-sty  and  basement  dwelling  No.  54  Prospect  pi,  on 
plot  l(>..Sx73;  also,  for  Elizabeth  Klim,  3-sty  and  basement 
dwelling  No.  247  East  49th  st,  on  plot  18x100.5;  also,  for  Dr. 
Drucker,  3-sty  and  basement  dwelling  No  251  East  40th  st,  on 
plot  18x100.5;  also,  for  Andrew  Maguire,  the  3-sty  and  base- 
ment dwelling  No.  247  East  50th  st,  on  plot  16x100;  also,  for 
Thomas  Orr,  the  3-sty  and  basement  dwelling  No.  433  West 
147th  st,  on  plot  18x100. 

WEST  BROADWAY.— Isidore  Kaplan  sold  for  Haber,  Dwork- 
owitz  &  Haber,  425  West  Broadway,  a  6-sty  building,  25x100,  to 
Max  Keve. 

W.  BROADWAY. — Heni-y  Acker  and  Charles  R.  Protze  sold 
261  and  263  West  Broadway,  n.  e.  cor.  of  Walker  st,  a  7-sty  loft 
building,  50.2x75.2. 

6TH  AV. — Douglas  Robinson,  Charles  S.  Brown  &  Co.  sold  for 
Daniel  D.  Freedman  804  6th  av,  a  4-sty  flat,  with  store,  18.9x95, 
bet.  45th  and  46th  sts. 

9TH  AV. — H.  Lasch  and  L.  Hilborn  sold  for  the  Vogel  estate 
to  Meyer  Alexander  458  9th  av,  a  4-sty  tenement,  with  stores, 
24.8x100. 
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AOKTH  OP  59TH  STKliJKT. 

60TH  ST.— Leo  Hutter  bought  from  S.  Leibowitz  213  West  60th 
St,  a  5-sty  tenement,   25x100.5. 

Sale  in  Fifth  Avenue  Block. 

68TH  ST. — John  N.  Golding  sold  for  Charles  Brendon  16  East 
esth  St,  a  4-sty  and  basement  brownstone  front  dwelling, 
21.6x100.5,  south  side,  267.6  ft.  east  of  5th  av,  for  about  $120,000. 
The  property  is  in  the  block  with  the  dwellings  built  by  William 
C.  Whitney  and  Charles  T.  Yerkes. 

75TH  ST. — H.  Mommel  bought  442  East  75th  st  a  G-'Sty'  tene- 
ment house  with  stores. 

77TH  ST.— Emelda  B.  Chisholm  is  the  buyer  of  33G  West  77th 
st,  sold  recently  by  Harry  G.  Simon. 

78TH  ST. — F.  R.  Wood  &  Co.  sold  for  S.  E.  Argilagos  to  Mrs. 
Clara  Kellogg  115  West  78th  st,  a  3-sty  dwelling,  10x102.2. 

81ST  ST. — Gustave  Falk  sold  16  East  Slst  st,  a  4-sty  dwelHng, 
20.8x102.2. 

82D  ST. — M.  Krauss  and  Charles  Fischer  sold  to  a  Dr.  Julius 
and  Henry  Martinsohn  536,  538  and  540  East  82d  st.  Rubin  & 
Kammel  have  sold  to  the  same  buyers  the  northeast  corner  of 
Rivington  and  Eldridge  sts,  a  6-sty  tenement. 

83D  ST. — Max  Blau  has  sold  for  Wm.  Rosenzweig  521  East 
83d  st,  a  5-sty  triple  flat,  25x100,  to  Wm.  Volz  &  Sons;  also  108 
and  110  East  S9th  st,  two  5-sty  double  flats,  50x100,  for  Gustav 
Goodman. 

84TH  ST. — Morris  H.  Feder  bought  for  occupancy  33  West 
84th  st,  a  4-sty  dwelling,  20xl(X). 

99TH  ST.— Morris  H.  Feder  resold  the  5-sty  tenement  4  West 
99th  St. 

lOlST  ST. — Philip  Steinman  &  Son,  in  conjunction  with  H. 
Bierhoff  &  Co.,  sold  for  Mrs.  Caroline  Glatner  to  Mrs.  Bierhoff 
115  East  lOlst  st,  a  3-sty  dwelling,   15.6x100.11. 

103D  ST. — G.  Tuoti  &  Co.  sold  for  a  client  of  Alfred  L.  M. 
BuUowa  the  property  311-313  East  103d  st,  two  5-isty  tenements, 
each  25x100. 

104TH  ST. — Frederick  Zittel  sold  for  David  Christie  253  West 
104th  st,   a  4-sty  dwelling,  18x100.11. 

IIOTH  ST. — Leon  Cohen  sold  to  Max  Grossman  Nos.  240  and 
242  East  110th  st,  a  6-sty  tenement  house  with  store,  41.8x 
100.10.  The  buyer  gave  in  payment  2073  2d  av,  a  4-sty  tene- 
ment house,  25x75. 

112TH  ST. — Max  Glauber  sold  to  .the  Hawthorn  Building  Co., 
105  East  112th  st,  a  2-sty  dwelling,  18.9x100.11. 

114TH  ST.— In  part  payment  for  115  East  101st  st,  Mrs.  Bierhoff 
gives  to  Mrs.  Glatner  the  5-3ty  tenement  13  West  114th  st, 
25x100.11. 

H4TH  ST. — Davis  &  Heilbrun  sold  Revere  Hall,  a  6-sty  eleva- 
tor apartment  house  at  622  West  114th  st,  75x100.11,  bet.  Broad- 
way and  Riverside  drive.  The  house  was  built  by  Paterno 
Bros. 

115TH  ST.— Chizic  &  Heller  sold  for  the  Meyer  Realty  Co.  14 
W.   115th  St. 

115TH  ST. — The  Greene  &  Taylor  Co.  sold  for  Frida  Heidel- 
berger  to  Miss  A.  Palmer  67  West  115th  st,  a  5-3ty  flat,  25x100.11. 

117TH  ST. — Gibbons  &  Young  sold  to  a  client  of  Joseph  F.  A. 
O'Donnell  the  s.  e.  cor.  of  117th  st  and  2d  av,  a  4-sty  tenement, 
witlt  6  stores,  25. 5x84.10,  for  Charles  J.  Nunan. 

119TH  ST. — Siris  &  Malzman  sold  306  and  308  East  119th  st, 
two  5-sty  tenements,  40x100.11. 

119TH  ST.— Louis  Wolf  &  Sons  sold  for  Sirls,  Malzman  & 
"Goldman  310  to  314  East  119th  st,  three  5-sty  flats,  60x100.11,  to 
Henry  A.  Jaffen. 

121ST  ST.— Max  Stern  has  sold  for  J.  Meyer  the  4-sty  single 
flat  77  East  121st  st,  20x100. 

129TH  ST.— T.  A.  B.  C.  Realty  Co.  sold  to  M.  Fraade  113  East 
129th  st,  a  5-sty  tenement,  25x99.11. 

BROADWAY. — Charles  M.  Rosenthal  sold  for  a  client  to 
Nicholas  Conforti  the  block  front  of  nine  lots  on  the  east  side  of 
Broadway,  between  123d  and  124th  sts,  together  with  three  lots 
adjoining,  in  each  street  making  a  total  of  14  lots.  The  buyer 
has  obtained  a  building  loan  of  $300,000,  and  will  improve  the 
entire  plot  with  four  6-sty  elevator  apartment  houses,  at  an 
approximate  cost  of  $1,000,000. 

COLUMBUS  AV.— O.  G.  Manss  sold  for  Kalman  Haas  608  to 
614  Columbus  av,  s.  w.  cor.  of  90th  st,  a  5-sty  flat  with  stoi-es, 
100.8x30,  to  the  Palisade  Realty  Co. 

LENOX  AV. — Goodwin  &  Goodwin  sold  for  Evelyn  H.  Doty 
to  a  client  385  Lenox  av,  a  5-sty  double  flat  with  stores,  25x75. 

MANHATTAN  AV.— Leopold  Strassny  sold  to  Peter  Ebert  17 
Manhattan  av,  a  5-sty  flat,  27x100. 

ST.  NICHOLAS  AV.— P.  A.  Curry  sold  for  Henry  Goldwater 
to  Jacob  Rieper  the  5-sty  apartment,  32.3x119.2,  at  the  north- 
west cor.  of  St.  Nicholas  av  and  118th  st.  The  building  has  5 
stores  and  12  acartments. 

West  End  Avenue. 

WEST  END  AV. — David  M.  Samuel-  sold  to  John  Palmer  700 
West  End  av,  northeast  corner  of  94th  st,  a  5-sty  apartment 
house  known  as  the  Riverside,  size  42.2x100.  N.  A.  Berwin  & 
Co.  were  the  brokers.     Mr.  Palmer  recently  bought  the  apart- 


ment house  at  the  southeast  corner  of  Bradhunst  av  and  145th 

St. 

WEST  END  AV.— Slawson  &  Hobbs  sold  for  Katherine  M. 
Mosle  the  4-sty  dwelling  on  lot  23x100,  at  the  n.  w.  cor.  of  West 
End  av  and  74th  st.  The  house  overlooks  the  grounds  of 
Charles  M.  Schwab,  and  has  recently  been  extensively  altered 
by  the  poller.     The  buyer  will  occupy  the  house. 

WEST  END  AV.— Pease  &  Elliman  sold  for  Caroline  R.  Des- 
pard  to  a  client  for  occupancy  675  West  End  av,  a  5-Bty  Amert- 
can   basement  dwelling,   14.6x100. 


WASHINGTON  HlfiltillTS. 

129TH  ST.— Lowenstein,  Papae  &  Co.  sold  for  the  Crescent 
Mercantile  &  Realty  Co.  to  an  investor  the  6-sty  elevator 
apartment  house  known  as  Lafayette  Court,  at  251,  253  and 
255  West  129th  st,  76x99.11.  Samuel  Schickler  represented  the 
sellers. 

143D  ST.— Prank  N.  Kreielsheimer  sold  139  West  143d  st,  a  6- 
3ty  apartment  house,   37.6x99.11. 

145TH  ST.— W.  J.  Huston  &  Co.  sold  for  Mrs.  Ursula  E. 
Menair  to  John  C.  Rodgers  417  West  145th  st,  a  3-sty  brown- 
stone  dwelling,  18x99.11. 

145TH  ST.— W.  J.  Huston  &  Co.  sold  for  Louisa  Warley  the 
3-sty  brownstone  dwelling  577  West  145th  st,  14.10x99.11. 

147TH  ST.— James  Kyle  &  Sons  have  sold  for  Thomas  Orr  the 
3-sty  dwelling  433  West  147th  st,  18x99.11. 

183D  ST.— Hall  J.  How  &  Co.  have  sold  for  Stephen  Ball  three 
lots  on  the  south  side  of  183d  st,  100  ft.  east  of  St.  Nicholas  av, 
to  the  State  Realty  &  Mortgage  Co. 

ST.  NICHOLAS  AV.— L  Kashare  sold  for  the  estate  of  Ann 
Collins  the  5-sty  apartment  house  at  the  n.  e.  cor.  of  St.  Nich- 
olas av  and  134th  st,  38x100.3. 


iJKOJNA. 

141ST  ST.— A.  Friedberg  sold  for  P.  Gulty  the  3  2-family 
houses,  41x85  irregular,  at  the  n.  e.  cor.  of  141st  st  and  Rider  av, 
to  Frank  B.  Walker. 

164th  ST.— Ernst-Cahn  Realty  Co.  resold  for  a  client  628-530 
East  164th  st,  two  2-sty  frame  houses  on  plot  37x83. 

164TH  ST. — The  Ernst-Cahn  Realty  Co.  sold  for  Philip  Wat- 
tenberg  524  to  530  East  ie4th  st,  four  2-sty  frame  buildings 

75x88. 

167TH  ST. — R.  J.  Brow;n's  Sons  sold  for  Mrs.  Frederick  J.  De 
Peyster  to  the  Claremont  Park  Congregational  Church  the 
northwest  corner  of  East  167th  st  and  Teller  av,  a  vacant  plot, 
75x100.  It  will  be  improved  with  a  stone  church  structure  for 
the  use  of  the  purchaser. 

167TH  ST.— Frank  B.  Walker  has  bought  from  the  Louis 
Meyer  Realty  Co.,  through  the  Ernst-Cahn  Realty  Co.,  761  East 
167th  st,  a  4-sty  flat,  26x120. 

167TH  ST.— R.  I.  Brown's  Sons  sold  for  Mary  C.  A.  Brown  709 
and  711  East  167th  st,  3  and  2-sty  frame  dwellings,  on  plot  43x140. 

168TH  ST.— Augusta  Rice  sold  to  Charles  M.  Rosenthal  the 
southwest  corner  of  168th  st  and  Union  av,  a  6-sty  apartment 
house,  42x100. 

183D  ST.— Eduard  Dressier  sold  the  southwest  corner  of  183d 
st  and  Bassford  av  to  a  client,  for  John  Einberger,  a  6-sty  4- 
family  apartment  with  corner  store,  all  modern  improvements. 

220TH  ST.— A.  Shatzkin  &  Sons  bought  from  J.  Henesy  a 
plot  50x109  on  the  south  side  of  226th  st,  376  ft.  east  of  Bronx- 
wood  av;  also  from  a  Mr.  Lipschitz  a  lot  25x114  on  the  north 
side  of  217th  st,  105  ft.  east  of  5th  av,  and  resold  the  same  to  J. 
Kelly;  also  sold  plot  75.x95  on  the  north  side  of  209th  st,  50  ft. 
east  of  Pine  av,  and  to  James  Barra  a  lot  25x109  on  the  north 
side  of  224th  st,  250  ft.  east  of  Laconia  av. 

228TH  ST. — John  R.  Johnson  sold  to  William  A.  Harley  a 
plot  33.4x114  on  228th  st,  near  6th  av. 

AV.  E.— M.  M.  Henning  sold  for  Michael  J.  Phelan  to  E.  J. 
Corrigan  and  resold  to  Peter  Handibode,  Jr.,  the  plot  108x205 
at  the  northwest  corner  of  Av.  E  and  11th  st,  Unionport;  also, 
for  J.  Weinberger  to  a  client,  lot  68  in  the  Hudson  P.  Rose 
property. 

BELMONT  AV.— I.  Fragner  sold  to  Ernest  Damiane  2415  Bel- 
mont av,  a  2-sty  frame  dwelling,  16.8x87.5. 

CLINTON  AV.— John  A.  Steinmetz  sold  for  B.  McEvoy  to 
R.  M.  Cody,  1972  Clinton  av,  near  177th  st,  one  family  dwelling 
on  lot  25x100. 

COURTLAND  AV. — Ferdinand  Kraemer  and  Eugene  Buscher 
sold  for  August  Kuehn  599  and  601  Courtland  av,  a  3-sty  build- 
ing, 29.7x100,  for  $15,000. 

FORT  SCHUYLER  ROAD.— J.  Clarence  Davies  sold  for  Wm. 
H.  Wallace  105  lots  on  the  east  side  of  Fort  Schuyler  road,  just 
south  of  the  Westchester  terrace  property  on  Prospect  av.  The 
Wallace  tract  extends  eastward  across  Mayflower,  Pilgrim,  Edi- 
son and  Bradford  avs  to  Gillespie  av,  and  is  the  highest  ground 
in  this  section.    It  will  be  divided  and  sold  at  auction  next  spring. 

HOLLAND  AV.— Van  Winkle  &  Scott  sold  for  a  client  to  A.  B. 
Levy  the  plot  100x100  on  the  east  side  of  Holland  av,  405  ft. 
north  of  Barnett  pi. 
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HUGHES  AV.— William  Stonebridge  sold  the  plot  50x87.5  on 
the  east  side  of  Hughes  av,  150  ft.  south  of  lS9th  St. 

LA  FONTAIN  AV. — A.  Martinband  sold  for  Philip  Watten- 
burg  to  Magdelena  H.  Kamper  2056  La  Fontain  av,  a  2-sty 
dwelling,  lot  16x100. 

MINFORD  PLACE.— Ferdinand  Kramer  sold  for  Stephen  G. 
Still  to  Sigmund  Levy  1,488  Mlnford  place,  a  5-sty  new  law 
apartment  house,  37.6x88x100. 

MORRIS  AV. — G.  Tuoti  &  Co.  sold  for  Michael  Santangelo  to 
S.  Schachne  and  S.  Epstein  648,  650  and  652  Morris  av,  a  6-sty 
tenement  house  with  stores,  75x70. 

MONTGOMERY  AV.— Max  Marx,  sold  through  Wm.  M.  Flem- 
ing to  Bernard  Lynch  the  plot  50x100,  w  s  of  Montgomery  av, 
48  ft    north  of  176th  st.     A  private  dwelling  will  be  built. 

MT.  HOPE  PL.— The  Solmax  Realty  Co.  is  the  buyer  of  the 
plot  125x125  on  the  south  side  of  Mount  Hope  pi,  100  ft.  east  of 
Jerome  av,  sold  recently  by  Charles  M.  Rosenthal  and  J.  Chas. 
Wechsler.  The  company  will  erect  six  3-sty  2-family  houses  on 
the  property. 

PROSPECT  AV. — Ferdinand  Kramer,  as  broker,  sold  the  n. 
w.  cor.  of  Prospect  av  and  179th  st,  50x100. 

RIDER  AV. — The  Ernst-Cahn  Realty  Co.  sold  for  Frank  B. 
Walker  the  northeast  corner  of  Rider  av  and  141st  st,  three 
2-sty  2-faraily  houses,  43x84x  irregular. 

SHAKESPEARE  AV.— Jesse  C.  Bennett  &  Co.  sold  for  the 
Upland  Realty  Co.  to  Thomas  Mulligan  five  lots  on  Shakespeare 
av,  600  ft.  south  of  Featherbed  lane,  and  to  a  West  Side  builder 
five  lots  on  Shakespeare  av,  S50  ft.  south  of  Featherbed  lane. 
Both  parcels  will  be  Improved.  This  makes  30  lots  in  the  Upland 
tract  sold  this  week. 

ST.  ANN'S  AV. — The  Ernst-Cahn  Realty  Co.  sold  to  the  Louis 
Meyer  Realty  Co.  107  to  111  St.  Ann's  av,  three  5-sty  double 
flats,  75x75. 

TRINITY  AV. — The  Ernst-Cahn  Realty  Co.  sold  to  Henry 
Drucker  761  Trinity  av,  5-sty  new-law  house,  39.10x100. 

WAKEFIELD  PARK.— The  Wakefield  Park  Realty  Co.  sold 
to  Dorothy  C.  Robins  3  lots,  to  Alfred  A.  Wolfrum  and  to  Ina 
L.  Korts,  Emma  S.  Kurapf,  Charles  Stange,  Evelyn  F.  Hales, 
William  E.  Edwards,  Eva  Lenander  and  Sarah  Bogren  1  each. 

2D  AV. — Hugo  Wabst  in  conjunction  with  G.  Moses  sold  for 
a  client  in  California  the  s.  w.  cor.  of  234th  st  and  2d  av  to  A. 
Failowitz. 


SUBURBAN. 

Lowenfeld  &  Prager  operators,  149  Broadway,  Manhattan, 
announce  that  the  have  ready  for  distribution  a  new  revised 
list  of  properties  for  sale,  and  will  be  pleased  to  send  a  copy  to 
any   broker  upon    request. 

WHITE  PLAINS.— E.  Nelson  Ehrhart  has  sold  for  Arthur 
Sutherland  the  plot  50x105  on  Lafayette  st,  near  Nut  Grove  st, 
to  Alexander  Aird  of  Judson  &  Co.,  N.  Y.  C,  who  recently  pur- 
chased the  adjoining  plot  and  house  from  the  same  broker. 

NEW  DORP.— J.  P.  &  E.  J.  Murray  1786  Lexington  av  sold 
a  3-sty  dwelling  and  5  lots  on  west  side  of  3rd  st,  100  ft,  south 
of  New  Dorp  av,  New  Dorp,  Staten  Island  for  N.  Y.  &  S'uburban 
B.  &  L.  Asso.     The  buyer  is  H.  De  Beers. 


Largest  Bronx  Tract  Left  Intact. 

The  Watson  estate,  which  abuts  the  roadbed  of  the  Harlem 
division  of  the  New  York,  New  Haven  and  Hartford  Railroad 
on  the  south,  also  being  in  proximity  with  the  West  Farms  sta- 
tion, has  not  been  sold,  excepting  a  strip  which  was  purchased 
by  the  railroad  company  named  for  the  purpose  of  six-track- 
ing the  system;  although  it  was  stated  by  Mr.  Warren,  at  the 
office  of  Warren  &  Skillin,  96  Broadway,  who  are  agents 
for  the  property,  that  a  contract  was  drawn  up  for  the  sale 
of  91  acres  a  few  months  ago;  but  owing  to  one  who  was 
abroad  at  the  time  whose  signature  was  needed,  the  deal  fell 
through. 

This  beautiful  estate,  with  its  massive  brownstone  mansion, 
has  be«n  tenanted  by  servants  who  for  many  years  were  In  the 
employ  of  the  family  of  the  late  Wm.  Watson,  "a  dry  goods 
importer."  Mr.  Watson  died  in  1877,  and  the  family  continued 
to  occupy  the  house  up  to  a  few  years  ago.  The  eldest  sur- 
viving son,  Robt.  C.  Watson,  died  Nov.  20,  1906.  The  premises 
were  rented  up  to  recently  by  the  Westchester  Golf  Club,  but 
the  property  is  now  vacant,  except  for  the  caretakers. 

This  is  one  of  the  largest  tracts  of  land  remaining  intact  in 
the  Borough  of  the  Bronx,  covering  an  area  of  about  325  acres, 
which  is  held  at  $3,250,000  for  the  entire  holdings,  or  it  can 
be  sub-divided  into  smaller  plots  at  about  $15,000  an  acre,  and 
the  owners  would  consider  taking  back  a  mortgage  upon  the 
sale  of  the  property.  Wm.  Waldorf  Astor  owns  141  acres  ad- 
joining, and  also  22  acres  nearby. 


LKASKS. 

James  Kyle  &  Sons  leased  for  Thos.  J.  McCahill  the  stable 
144  to  148  East  41st  st,  75x100,  for  five  years. 

Chas.  E.  Duross  leased  636-8  West  34th  st,  for  Horace  Ingersoll 
Co.  to  The  Humphreys  Manfg,  Co.  for  a  term  of  one  year. 

G.  Carlucci  &  Co.  'leased  the  6-sty  flat  531  and  533  East  155th 
st  to  G.  Dagostino,  for  a  term  of  years,  at  an  aggregate  rental 
of  $16,500. 

Frederick  Fox  &  Co.  leased  for  the  E.  W.  Bliss  buildings 
30,000  sq.  ft.  of  space  in  the  new  10-sty  structure  at  308  to  312 
East  23d  st  to  the  Quadrl  Color  Company  for  a  long  term  of 
years. 

Charles  H.  Easton  &  Co.  leased  for  Walter  J.  Saloman  the 
second  and  third  stores  in  the  Terminal  Building,  southwest 
corner  of  34th  st  and  7th  av,  for  five  years  at  a  gross  rental  of 
about  $14,000. 

F.  R.  Wood  &  Co.  leased  the  entire  twentieth  floor  in  the  City 
Investing  Co.'s  new  building  in  Cortlandt  st,  containing  19,400 
sq.  ft.,  to  the  General  Electric  Co.  for  a  term  of  ten  years  from 
the  completion  of  the  structure  at  an  annual  rental  of  $50,000. 

John  N.  Golding  leased  for  the  City  Investing  Company  to  a 
large  corporation  the  17th  and  18th  floors  in  the  building  now 
under  construction  near  the  southwest  corner  of  Broadway  and 
Cortlandt  st,  for  a  term  of  10  years  at  an  aggregate  rental  of 
about  $1,000,000. 

A.  S.  Lamphear  leased  to  the  Niagara  Fire  Insurance  Com- 
pany the  first  or  Liberty  st  floor,  also  the  tenth  floor,  of  the 
Employers'  Liability  Company  building,  at  25  and  27  Liberty  st, 
running  through  to  Maiden  lane;  also  the  tenth  floor  adjoining  in 
the  Fahys  building,  at  29  and  31  Liberty  st,  through  to  Maiden 
Lane,  for  a  term  of  ten  years  at  an  aggregate  rate  of  $210,000. 

* 

Madison  Avenue  Waking  Up. 
WTiile  talking  with  Mr.  Wolff,  of  the  firm  of  Lawrence  & 
Wolff,  of  579  Madison  av,  he  said  regarding  values  on  this 
avenue,  that  real  estate  in  the  vicinity  of  46th  st  'had  quadrupled 
in  price  during  the  past  eighteen  months.  The  reason  for  this 
increase  was  because  the  avenue  is  waking  up  to  a  sense  of 
its  importance.  If  the  present  restrictions  were  removed,  leav- 
ing the  properties  open  for  divers  improvements,  he  believed 
it  would  soon  fully  equal  if  not  surpass  5th  av  as  a  business  thor- 
oughfare. The  valuations  being  far  less,  it  would  be  possible 
for  the  smaller  merchants  to  carry  on  trade  -without  giving 
all  their  profits  for  rent.  Prices  were  said  to  have  doubled  in 
the  fifties  and  sixties,  in  side  streets,  since  fifteen  years  ago. 
The  neighborhood  still  holds  on  to  its  old  families,  there  being 
many  owners  who  were  not  inclined  to  sell,  consequently  it  was 
difficult  to  quote  just  what  these  holdings  could  bring.  Values 
in  proximity  of  Park  and  Lexington  avs  had  approximately 
doubled  within  two  years. 


Board  of  Brokers  Elect  New  Governors. 

At  the  annual  election  of  the  Real  Estate  Board  of  Brokers, 
held  Tuesday,  F.  R.  Wood,  Edward  L.  King  and  Edwin  H. 
Hess  were  elected  governors,  to  serve  for  three  years. 

The  Nominating  Committee  for  1907  will  be  made  up  of  Wright 
Barclay,  Irving  Ruland,  Joseph  P.  Day,  F.  D.  Kalley  and 
Walter  Stabler. 

The  members  of  the  Auditing  Committee  will  be  Louis  Schrag, 
H.  P.  Young  and  E.  De  Forest  Simmons. 

The  following  addition  to  Article  VIII.,  Section  1,  of  the  con- 
stitution of  the  board  was  unanimously  adopted: 

A  Brokerage  Claims  Committee  shall  be  appointed,  consisting 
of  one  member  of  the  Board  of  Governors  and  four  members  at 
large,  whose  duties  shall  be  to  endeavor  to  settle  disputes  be- 
tween members  and  others  in  cases  where  members  of  the  board 
are  unable  to  collect  commissions  claimed  to  be  due.  This  com- 
mittee shall  have  power  to  hear  both  sides  of  the  question  in 
dispute  and  endeavor  to  settle  it  without  suit,  but  in  case  of 
failure  to  settle  the  committee  Vnall,  if  considered  advisable  by 
it,  bring  suit  In  the  name  of  the  board  through  its  attorney. 
The  committee  shall  have  power  to  make  rules  to  govern  its 
proceedings,  which  rules  shall  be  approved  by  the  Board  of 
Governors.  The  members  of  the  committee  shall  serve  without 
compensation. 


Affairs  on  Washington  Heights. 

Mr.  A.  B.  Mosher,  of  the  firm  of  A.  B.  Mosher  &  Co.,  who  has 
an  office  at  524  West  145th  st,  in  speaking  of  the  mortgage 
market,  said  that  he  had  made  application  for  permanent  loans 
on  property  in  this  block,  but  discovered  that  instead  of  paying 
2  per  cent,  and  disbursements  as  formerly,  the  fee  had  been 
raised  to  an  equivalent  of  3  per  cent.  This  is  one  of  the  best 
blocks  on  Washington  Heights,  being  in  proximity  with  the  sub- 
way station  and  various  lines  of  communication.  The  dividing 
line  on  the  part  of  the  companies  loaning  money  is  at  125th  st. 
As  a  consequence  of  these  conditions  ten  houses  under  the  man- 
agement of  this  firm  are  carried  free  and  clear.  A  mortgage  of 
$70,000  at  the  rate  of  5  per  cent.  Interest  was  obtained  last  June 
on  a  building  in  this  street,  although  $60,000  cannot  be  raised 
now  on  its  duplicate  adjoining.  Relief,  it  is  believed,  will  come 
shortly,  after  the  first  of  the  approaching  new  year  if  not,  it 
simply  means  that  these  houses  will  continue  on  without  aid 
from  that  source. 

Renting  is  good  on  this  block,  there  being  mostly,  if  not  all, 
new-law  houses,  having  all  improvements  excepting  elevators, 
which  average  about  $6  a  room  per  month,  while  old-law  houses 
are  getting  from  $4.50  to  $5.  Single  stores  run  from  $50  to  $75 
a  month,  the  more  expensive  are  nearer  Amsterdam  av.  Five 
out  of  eight  stores  have  been  rented  since  August. 
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SUGGESTIONS      FROM      BRONX      COMMITTEE      TO      THE 
MUNICIPAL,  ART   SOCIETY. 

Mr.  Albert  E.  Davis,  chairman  of  the  Bronx  Committee  of  the 
Municipal  Art  Society,  has  submitted  to  tlie  City  Plan  Com- 
mittee of  that  society  a  report,  in  which  are  contained  a  num- 
ber of  important  suggestions  for  improving  the  districts  of  Mor- 
risania  and  Chester. 

Mr.  Davis  favors  the  acquirement  of  sites  for  small  parks  in 
advance  of  the  arrival  of  population.  Mulberry  Bend  Park,  of 
2.75  acres,  costing  the  city  $1,522,05.^.00;  Hamilton  Pish  Park, 
3.67  acres,  costing  $1,710,455,  and  William  H.  Seward  Park,  2.65 
acres,  costing  $1,811,127,  are  examples,  he  says,  of  the  extrava- 
gance of  waiting  until  a  city  is  built  up  before  acquiring  breath- 
ing spaces.  The  land  for  Central  Park,  which  contains  839.921 
acres,  cost  but  $5,028,8-14.10.     The  report  continues: 

"Parks  at  the  main  railway  stations  in  the  borough  would  at- 
tract newcomers,  and  be  a  constant  source  of  pleasure  to  daily 
travelers.     In  one  or  two  instances  there  are  such  parks. 

"The  idea  of  connecting  city  parks  by  a  series  of  parkways 
Is  being  extensively  carried  out  in  progressive  communities.  A 
plan  which  has  been  proposed  for  the  westerly  section  of  the 
borough  is  the  widening  to  100  feet  and  the  conversion  of  Sedg- 
wick avenue,  from  Central  Bridge  to  Van  Cortlandt  Park,  into 
a  parkway  with  oval  grass  plots  and  flower  beds  in  the  centre 
and  trees  along  the  curb.  The  avenue  is  already  a  public  thor- 
oughfare and  comparatively  little  developed,  and  runs  through 
a  very  picturesque  section,  on  the  higli  ground  parallel  to  the 
Harlem  River. 

"An  unsatisfactory  condition  of  affairs  is  presented  in  the  case 
of  Crotona  Parkway,  connecting  Crotona  and  Bronx  parks, 
which  parkway  has  been  made  by  the  widening  of  the  Southern 
Boulevard.  The  easterly  or  added  side  of  it  is  under  the  Park 
Department,  with  lawns,  trees,  macadamized  road  and  a  wide 
asphalt  walk,  whereas  the  westerly  side,  which  is  under  the 
jurisdiction  of  the  borough  officials,  is  neglected.  The  entire 
parkway  should  be  under  the  Park  Department. 

"The  principal  landmark  of  the  District  of  Morrisania  is  the 
Morris  High  School.  The  entrance  to  this  imposing  structure 
is  situated  on  a  narrow  side  street  (One  Hundred  and  Sixty- 
sixth  street),  so  that  it  is  impossible  to  obtain  a  good  view  of  the 
building.  The  widening  of  this  street  would  be  a  desirable  im- 
provement; or,  better  still,  the  acquirement  of  the  two  blocks 
south  of  the  school  as  park  area. 

"Another  very  desirable  improvement  would  be  the  continua- 
tion of  the  Bronx  and  Pelham  Parkway  through  Bronx  Park 
to  Fordham  Bridge  at  the  Harlem  River." 

DISTRICTS    OF    CHESTER. 

Probably  in  nowhere  else  in  the  city  is  there  a  better  oppor- 
tunity for  laying  out  a  model  city  plan  as  in  the  Chester  dis- 
trict, in  the  opinion  of  Chairman  Davis.  The  adopted  street  plan 
consists  of  a  patchwork  of  layouts. 

The  New  York  City  Improvement  Commission  gave  a  hear- 
ing in  the  Borough  of  The  Bronx  on  July  27,  1904,  at  which 
the  importance  of  correct  planning  of  the  District  of  Chester 
was  urged.  Two  years  have  elapsed,  and,  although  a  number  of 
excellent  suggestions  for  The  Bronx  have  been  made  by  the 
Commission,  it  has  not  yet  taken  any  action  on  the  map  ques- 
tion, and  two  years'  delay,  as  The  Bronx  develops,  may  mean 
all  the  difference  between  success  and  failure  in  any  effort  to 
render  a  public  service  adequate  to  the  opportunity.  A  model 
street  plan  should  precede  and  thus  govern  and  influence  pri- 
vate development,  Mr.  Davis  says:  when  the  latter  proceeds  in 
advance  of  the  adoption  of  an  adequate  street  or  park  plan,  the 
danger  line  is  close  at  hand. 


The  Money  Situation  on  the  Heights. 

Mr.  Chas.  Griffith  Moses  remarked  this  week  that  he  be- 
lieved money  would'  be  plentiful  atter  the  first  of  the  coming 
year,  as  many  people  would  be  glad  enough  to  place  their 
loans  on  first-class  real  estate  where  the  rate  of  interest 
remains  the  same,  in  preference  to  a  fluctuating  Wall  street 
market.  As  to  Washington  Heights,  he  said  the  talk  of  over- 
production was  a  thing  of  the  past.  Apartments  were  rapidly 
filling  up,   especially  the   better   ones. 

"The  stringency  of  the  money  market,"  added  Mr.  Moses, 
"has  prevented  a  great  deal  of  indiscriminate  building  in  this 
locality,  allowing  the  present  owners  an  opportunity  to  fill  their 
apartments.  All  remain  firm,  the  building  loan  people  in  almost 
every  case  granting  extensions  of  time  till  permanent  loans 
can  be  secured." 


Fifth  Avenue  Property  Worth  VVniatever  It  Will  Bring. 

Colonel  Francis,  at  the  5th  av  office  of  John  N.  Golding,  said 
that  there  were  plenty  of  buyers  for  private  houses  in  the  side 
streets,  and  while  many  owners  were  willing  to  sell,  the  prices  ex- 
acted were  so  high  as  to  make  it  difficult  to  bring  the  seller 
and  buyer  together;  although  an  occasional  bargain  could  be 
had  where  an  estate  was  being  settled  up,  or  some  owner,  tiring 
of  his  place,  would  sometimes  dispose  of  his  holding  at  a 
sacrifice;  while  on  5Lh  av  itself  it  was  difficult  to  find  pur- 
chasable property  at  all. 


Changes  in  Northern  New  Jersey  Realty. 

By  way  of  illustrating  the  effect  which  the  Hudson  River 
tunnels  and  improved  ferry  service  is  producing  on  northern 
New  Jtrrey  real  estate,  reference  is  made  to  the  recent  auction 
sale  of  the  Clinton  Realty  Company's  holdings  in  North  Bergen, 
comprising  a  tract  of  250  lots,  lying  between  the  Hudson  boule- 
vard and  Hackensack  turnpike.  The  property  sold  is  almost 
immediately  opposite  the  land  lately  acquired  by  the  Free- 
holders, which  is  to  be  used  for  a  County  Park,  and  was  a  part 
of  what  was  known  as  the  MacFarlane  tract,  which  has  lain 
idle  for  many  years.  The  sale  was  attended  by  a  large  number 
of  speculators,  among  them  being  many  operators  well  known 
in  the  Palisades  section,  who,  it  is  reported,  bought  whole 
blocks.  Lots  on  the  boulevard  brought  from  $840  to  $2,485  each, 
and  while  a  few  inside  lots  were  sold  for  $300  or  more,  the 
greater  number  were  knocked  down  at  figures  ranging  from 
$400  to  $570. 

It  is  said  that  this  tract  could  have  been  purchased  a  year  or 
two  ago  at  tlie  rate  of  $3,000  per  acre,  and  while  the  exact 
price  the  realty  company  is  supposed  to  have  paid  for  same  was 
not  made  known,  it  is  believed  to  have  approached  this  sum. 
The  result  of  this  sale  practically  establishes  a  new  value  of 
from  $6,000  to  $7,000  an  acre  for  land  in  this  vicinity,  and  jus- 
tifies the  high  prices  which  other  land  companies  are  now  se- 
curing for  lots  in  the  neighborhood. 

That  the  standard  of  values  has  changed  in  the  territory  men- 
tioned there  is  no  longer  room  for  doubt,  and  while  the  prices 
realized  at  this  auction  may  appear  large  when  compared  with 
sales  of  a  year  or  two  ago,  realty  men  say  that  they  will  soon 
be  exceeded  and   will  cease  to  be  the  subject  of  comment. 


Brokers'  Commissions. 


Mr.  W.  H.  Foteom,  24  East  23d  st,  is  emphatic  in  his  denunci- 
ation of  a  certain  underhand  method  employed  by  many  buyers. 
He  says:  "It  is  a  common  occurrence  among  this  class  to  obtain 
particulars  of  properties  which  brokers  have  for  sale  and  then 
enlist  the  assistance  of  a  dummy,  who  purchases  a  parcel  in 
his  or  her  name,  thus  pocketing  the  commission  and  robbing 
the  broker.  This  mode  of  procedure  is  resorted  to  even  by  soma 
of  our  well-known  operators,  and  unless  the  practice  is  done 
away  with  at  once,  it  will  exert  a  harmful  influence  on  the 
brokerage  business.  Trickery  like  this  should  be  shown  up," 
Mr.  Folsom  continued,  "and  I  hope  that  the  Record  and  Guide 
will  use  its  influence  in  assisting  the  real  estate  brokers  to  stamp 
out  this  pernicious  practice." 


REAL     ESTATE     NOTES 


Sydney  g.  Cohen  announces  that  he  has  moved  his  offices  to 
the  Tribune  Building,  154  Nassau  st. 

Edward  McVickar,  200  Broadway,  says  that  the  demand  for 
lofts  in  the  lower  section  of  Manhattan  Is  on  the  increase. 

O'Hara  Bros.,  real  estate  brokers  and  agents,  of  Webster  av 
and  200th  st,  have  opened  a  branch  office  at  Webster  av  and 
236th  St. 

The  old  Harbor  Hill  Golf  Club  grounds  at  Brighton  Heights 
has  been  told  through  the  efl'orts  of  Cornelius  G.  Kolff  to 
Frank   B.   Harder. 

J.  B.  English  was  the  broker  who  sold  for  S.  T.  Bayles  to  W. 
L.  Sutphin  and  F.  C.  Gilsey  the  two  3-sty  dwellings  240  and  242 
West  4Sth  st,   on  plot  42x93.9. 

The  Acmy  Real  Estate  Club  has  elected  for  the  coming  year 
the  following  officers.  President,  Arthur  Truslow;  vice-presi- 
dent, Charles  Harvey;  secretary,  George  A.  Haynes;  treasurer, 
William  Moian. 

There  is  great  demand  for  cold-water  apartments  west  of 
9th  av,  where  it  is  said  that  almost  any  sum  can  be  charged  for 
accommodations  in  these  tenements,  many  of  which  have  no 
improvements  whatever. 

Real  estate  sales  in  the  vicinity  of  5th  av  and  the  forties  have 
been  active  of  late,  although  it  has  been  learned  from  some  well- 
known  brokers'  offices  that  a  number  of  negotiations  to  con- 
summate deals  failed  to  mature,  owing  to  the  fact  that  they 
were  unable  to  procure  permanent  loans  on  the  properties  con- 
cerned. 

George  R.  Read  &  Co.  announce  that  on  December  1  they  will 
remove  from  their  present  branch  office  in  the  Metropolitan 
Life  Building,  1  Madison  av,  to  the  second  floor  of  3  East  35th 
st,  which  building  is  now  being  altered  for  business  purposes. 
The  necessity  for  this  removal  is  attributed  to  the  increasing 
activity  in  the  34th  'St  section. 

Cornelius  G.  Kolff  will  sell  at  auction  on  Nov.  28  the  historic 
residence  of  the  late  artist,  "Middy"  Morgan,  situated  on  De 
Kay  st,  near  Bard  av,  Livingston,  S.  I.  The  house  is  well 
known,  being  considered  one  of  the  landmarks  of  Staten  Island. 
Miss  Morgan  built  the  structure  some  years  ago  at  considerable 
expense.  In  its  construction  much  brick  and  iron  was  employed, 
practically  rendering  the  dwelling  fireproof. 
(Continued  on  page  869.) 
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BOKOTTOK   OT   TKi  XmONX. 

Teller  av    w  s,  474.1  n  169th  st,  two  2-sty  and  attic  brk  dwellings, 

20.'c5S; 'total    cost,   $14,000;    Isaac   Brown,    1381   Clay   av;    ar'ts, 

Moore  &  Landsiedel,  148th  st  and  3d  av.— 1250. 
Villa  av    n  e  cor  205th  st,  4-sty  brk  stores  and  tenement,  20x90; 

cost,   $22,000;   Francesco  Merillo,  Anthony  av  and  204th  st;   ar't, 

Geo'w   Yeandle,   Davidson   av.— 1258. 
White  Plains  av,  e  s,  136  n  215th  st,  three  3-sty  frame  tenements, 

18x02;  total  cost,  $12,000;  Adelaide  Burlando,  00  Willett  av;  ar't, 

L,   Howard,   176th   st   and   Carter   av.— 1263. 
Zerega  av    s  e  cor  Butler  pi,  3-sty  frame  stores  and  dwelling,  22x 

45;    cost,    $10,000;    Frank   Tadula,   531   E    149th   st;    ar'ts,    Moore 

&  Landsiedel,  14Sth  st  and  3d  av.— 1246. 


ALTERATIONS 

BOBOUGH   OF   MAIiHATTAK. 

Ann  st    No  11,  erect  sign,  to  1-sty  brk  shop;   cost,  $350;  Frederick 

Frisch,  11  Park  row;  ar't,  C  F  Melville,  1  W  34th  St.— 2993. 
Chrystie  st.   No  39,   partitions,   toilets,   plumbing,   to  5-sty  brk  and 

stone  store  and  tenement;  cost,  $2,000;  Saville  Levin,  48  W  114th 

st;    ar't,   H   Horenburger,    122   Bowery.— 2990. 
Chrystie   st,   No   189,  vent   shaft,   tank,   toilets,    partitions,   to   5-sty 

brk   and   stone    store    and   tenement;    cost,    $5,000;    Lippi    Schein- 

hous,  697  10th  av;   ar't,  C  Dunne,  210  E  14th  st.— 2975. 
Division  st.   No  215,  toilets,  partitions,  windows,  show  windows,   to 

4-sty   brk   and   stone   tenement;    cost,   $2,000;    J   Horowitz   and   N 

Bloom,  37-39  Gouverneur  st;   ar't,  O  Reissmann,  30  1st  St. — 2996. 
Eldridge   st.    No   205,   toilets,   windows,    stairs,    tank,    partitions,    to 

two     5-sty     brk    and    stone     tenements;     cost,    $5,000;     Solomon 

Blinder,  205  Eldridge  st;   ar't,  Harry  Zlot,  230  Grand  St.— 2999. 
East   Broadway,   No   30,   toilets,   to   5-sty   brk   and  stono   store   and 

tenement;   cost,  $200;   Harry  Levin,  6-8  East  108th  st;  ar't,  Fred 

Ebeling,  420  E  9th  St.— 2970. 
Eldridge    st,    No    77,    shaft,    toilets,    partitions,    skylights,    to    two 

4   and   6-sty   brk   and   stone   stores   and   tenements;    cost,    $6,000; 

Morris    Goldberg,    128    E    S6th    st;    ar't,    Ed    A    Meyers,    1    Union 

sc— 2984. 
Grand  st.  No  203,  partitions,  windows,  fire  escapes,  to  7-sty  brk  and 

stone   store   and    tenement;    cost,    $1,000;    Michael   Del   Papa,    El- 

mlra,   N  Y;   ar't,   G  A  Schellenger,  27  E  21st  St.— 2992. 

Greenwich  st,  Nos  170-174,  rebuild  coal  bins,  to  4-sty  brk  and 
stone  station;  cost,  $10,000;  The  New  York  Steam  Co,  143  Lib- 
erty  st;    ar't.    Mason   R   Strong,    143   Liberty   st. — 2968. 

Market  slip.  No  87,  add  1  sty,  partitions,  windows,  to  5-sty  brk  and 
stone  tenement;  cost,  $5,000;  I  Jacobson,  338  E  116th  st;  ar't, 
O   Reissmann,   30  1st   St.— 2982. 

Mott  st,  No  133,  toilets,  windows,  steel  beams,  to  3-sty  brk  and 
stone  tenement;  cost,  $1,000;  F  D  Molzone,  133  Mott  st;  ar't, 
O   Reissmann,   30  1st   st. — 2972. 

Mulberry  st,  No  239,  toilets,  skylights,  partitions,  windows,  to  two 
5-sty  brk  and  stone  tenements;  cost,  $4,300;  Michael  Gafney,  127 
Broad  st;   ar't,  Leonard  D  Hosford,  68  Beekman  St.— 2980. 

St  Marks  pi.  No  111,  erect  partitions,  to  5-sty  brk  and  stone  tene- 
ment; cost,  $'200;  Adam  Weber,  203  2d  av;  ar't,  Harry  Zlot,  230 
Grand    St.— 3001. 

Wall  st.  No  7,  11-sty  brk  and  stone  front  extension,  19.x9,  windows, 
to   12-sty   brk  and   stone   office   building;    cost,  $10,000;   ow'r  and 
^  ar't,   W  Wheeler  Smith,  7  Wall  St.— 2991. 

4th  st,  Nos  48-50  W|steel    beams,    doors,    &c,    to    10    and    11-sty   brk 
3d  st,  Nos  35-37  W  I    and   stone    store    and    loft   building;    cost,    $2,- 
500;   Louis   Stern,  care  Stern  Bros,  W  23d  st,   and  Alois  Gutwil- 
ling,  47  Cedar  st;   ar't,   Adolf  Schoeller,  31   Union  sq. — 2986. 

12th  st.  No  427  East,  toilets,  plumbing,  windows,  to  5-sty  brk  and 
stone  tenement;  cost,  $2,500;  E  Sportaro,  on  premises;  ar'ts, 
Briganti   &  Steeneker,   205   E   17th  St.— 2971. 

12th  st.  No  344  East,  toilets,  plumbing,  staircase,  partitions,  to 
4-sty  brk  and  stone  tenement;  cost,  $750;  Carolina  Ferri,  344 
E  12th  st;   ar't,  Ignatz  I  Rosenberg,  09  7th  St.— 2962. 

15th  st.  No  410  East,  toilets,  windows,  to  5-sty  brk  and  stone  tene- 
ment; cost,  $1,500;  A  Moeller,  435  E  15th  st;  ar't,  0  Reissmann, 
30  1st  St.— 2958. 

23d  st,  Nos  223-223y2  East,  3-sty  brk  and  stone  front  and  rear 
extension,  9x14,  toilets,  partitions,  beams,  to  two  3  and  4-sty 
brk  and  stone  office  and  loft  buildings;  cost,  $9,000;  Alberene 
Stone  Co,  393  Pearl  st;   ar't,   C  W  Smith,  27  E  22d  St.— 2983. 

36th  St,  No  330  West,  I -sty  brk  and  stone  rear  extension,  16x13, 
piers,  steel  girders,  to  two  2-sty  brk  and  stone  stores;  cost! 
$500;  John  M  Deemer,  235  Broadway;  ar't,  Geo  Marshall  Lawton, 
150   Nassau   St.— 2959. 

39th  st,  Nos  234-236  East,  iron  columns,  beams,  to  4-sty  brk  and 
stone  storage  building;  cost,  $350;  The  J  Chr  G  Hupfel  Brewing 
Co,  225  E  38th  st;  ar't,  A  Hupfel,  225  E  38th  St.— 3003. 

39th  st.  No  331  West,  toilets,  windows,  to  4-sty  brk  and  stone 
tenement;  cost,  $600;  Jos  Levy  &  Sons,  389  8th  av;  ar't  O 
Reissmann,  30  1st  St.— 2989. 

45th  st,  No  51  West,  show  windows,  beams,  to  3-sty  brk  and  stone 
store  and  shop;  cost,  $800;  Miss  Adele  Kneeland,  48  W  46th  st; 
ar'ts,  J  B  Snooks  Sons,  73  Nassau  st. — 2967. 

47th  st.  No  318  East,  partitions,  skylights,  windows,  to  two  4-sty 
brk  and  stone  tenement;  cost,  $5,000;  Max  Cohen,  1185  Fulton 
st;  ar'ts,  Goldner  &  Goldberg,  Westchester  and  Jackson  avs 
—2979. 


71st  st.  No  300  West,  erect  shed  on  roof  to  5-sty  brk  and  stone 
tenement;  cost,  $200;  A  H  Bickmore,  on  premises;  ar't,  Harry 
Zlot,  230  Grand  st,— 3000. 

79th  st.  No  178  East,  alter  boiler  room,  toilets,  to  4-sty  brk  and 
stone  tenement;  cost.  $5,000;  Joseph  I  Green,  1131  Lexington  av; 
ar't,   Samuel   Sass.  23  Park  row.— 2998. 

104th  st.  No  101  West,  show  windows,  to  5-sty  brk  and  stone  tene- 
ment; cost,  $200;  Daniel  Buckley,  101  W  104th  st;  ar't,  Louis 
Falk,    2785   3d   av.— 2974. 

lOCth  st.  No  235  East,  stairs,  toilets,  to  5-sty  brk  and  stone  tene- 
ment; cost,  .$300;  Antonio  Mungo,  235  E  lOijth  st;  ar',  J  C  Cocker, 
103   E   125th  St.— 2995. 

108th  st.  No  238  West,  erect  brk  boiler  room  to  2-sty  brk  and 
stone  garage;  cost,  $200;  Andrew  J  Cole,  15  W  67th  st;  ar't, 
Alfred   L   Beasley,   329   Bainbridge    st,    Brooklyn.— 2969. 

113th  st.  No  172  East.  1-sty  brk  and  stone  rear  extension,  20x 
53.9,  alter  floors,  walls  and  ceilings,  to  3-sty  brk  and  stone 
store  and  dwelling;  cost.  $7,500;  Louis  Stern,  2000  3d  av;  ar't, 
C  B  Chrystie,  242  E   122d  St.— 298.5. 

Amsterdam  av.  n  w  cor  09th  st.  store  fronts,  to  4-sty  brk  and  stone 
hotel  and  dwelling;  cost,  $200;  John  Bredes,  on  premises;  ar't, 
Louis  Falk,  2785  3d   av.— 2960. 

Broadway,  No  449|elevator,   stairs,   fire   escapes,   to  5-sty  brk  store 

Mercer  st,  No  20  |  and  loft  building;  cost,  .$.30,000;  Chas  E  Hess, 
322  Reid  av,  Brooklyn;  ar'ts,  Israels  &  Harder,  31  W  31st  St. 
—2988. 

Bowery,  No  59,  erect  sign  to  3-sty  hrT£  store  and  dwelling;  cost, 
$90;  H  W  Monsees,  59  Bowery;  ar't,  C  F  Melville,  1  West  34th 
St.— 2994. 

Lexington  av.  No  1731.  show  windows,  skylights,  plumbing,  stores, 
to  4-sty  brk  and  stone  tenement;  cost,  $5,000;  A  Bachrach,  64  B 
91st  st;   ar't,   M  Zipkes,   147  4th  av.— 2978. 

Madison  av.  No  1.537,  show  windows,  partitions,  to  3-sty  brk  and 
stone  store  and  dwelling;  cost,  $800;  Martin  L  Strauss,  1064 
Madison  av;   ar't,  Thos  S  Godwin,  302  14th  st,  Brooklyn.— 2973. 

Park  av,  n  e  cor  104th  st,  partitions,  store  fronts,  to  5-sty  brk  and 
stone  tenement;  cost,  $500:  B  Cohen,  239  E  118th  st;  ar't,  Henry 
J  Feiser,  150  Nassau  St.— 3002. 

West  End  av,  s  w  cor  96th  st,  piers,  columns,  posts,  plumbing,  to 
5-sty  brk  and  stone  tenement;  cost,  $.500;  Mrs  Anita  Piza,  231 
W   97th   st;    ar't,   R   H   Almiroty,   208  5th  av.— 2961. 

1st  av.  No  1473,  fireproof  ceilings,  partitions,  to  4-sty  brk  and 
stone  tenement;  cost,  $400;  Max  Orbach  &  Son,  1439  1st  av; 
ar't.  Otto  L  Spannhake,  233  E  78th  St.— 2963. 

2d  av,  n  e  cor  S9th  st,  toilets,  apartments,  baths,  stores,  to  two 
5-sty  brk  and  stone  stores  and  tenements;  cost,  $$10,000;  Isaac 
Sprung,   140  Nassau   st;   ar't,   Samuel  Sass,  23  Park  row. — 2997. 

2d  av.  No  2191,  partitions,  ceilings,  to  4-sty  brk  and  stone  tene- 
ment; cost,  $400;  J  Hlavac,  Jr,  318  E  72d  st;  ar't.  Otto  L  Spann- 
hake, 233  E  7Sth  St.— 2981. 

3d  av,  Nos  110-112,  partitions,  iron  columns,  girders,  to  two  3-sty 
brk  and  stone  hotels  and  halls;  cost,  $2,000;  J  Valensi  &  Co, 
529  6th  av;   ar't,  Louis  C  Maurer,  22  E  21st  St.— 2987. 

4th  av,  Nos  05-G9,  bake  oven,  to  S-sty  brk  and  stone  store  and 
loft  building;  cost,  $600;  Margaret  H  Greene,  319  W  78th  st; 
Abbot  L  Dow,  Wakefield,  N  H;  Cornelia  H  Bancroft,  419  Marl- 
borough st,  Boston,  Mass;  Caroline  D  Hiss,  200  Columbia 
Heights,   Brooklyn;   ar't,   H  Horenburger,   122  Bowery. — 2966. 

8th  av.  No  777.  iron  stairs,  doors  to  5-sty  brk  and  stone  store  and 
tenement;  cost,  $250;  Saml  M  Jackson,  692  West  End  av;  ar't, 
O  W  Cook  &  Son  Co,  127  W  40th  St.— 2965. 

8th  av.  No  27G4,  1-sty  brk  and  stone  rear  extension,  16.11x25, 
partitions,  store  fronts,  to  5-sty  brk  and  stone  store  and  tene- 
ment; cost,  $5,000;  Morris  Buchsbaum,  1SG4  7th  av;  ar't,  Walter 
H  C  Hornum,  360  W  125th  St.— 2977. 

10th  av,  Nos  279-2S3|toilets,   windows,   to   four   4-sty   brk   and   stone 
26th  st.  No  505  W      |     tenements;    cost,    $4,000;    W    L    Moore,    932 
8th  av;   ar't,  F  E  Ryall,  22  Park  row.— 2976. 

10th  av.  No  8.53,  fireproof  ceilings,  to  5-sty  brk  and  stone  tene- 
ment; cost,  $500;  Wm  C  Devery,  310  W  2Sth  st;  ar't,  George 
Hang,   766  B   lG3d  st.— 2964. 

BOROUGH   OF   THE  BRONX. 

143d  st,  n  s,  1.56.6  e  Alexander  av,  1-sty  brk  extension,  25x8.9, 
new  show  windows,  &c,  to  3-sty  frame  store  and  tenement;  cost, 
$1,000;  Henry  Flynn,  370  Willis  av;  ar't,  Chas  Jansen,  788  Morris 
av.— 634. 

149th  st,  s  s,  241. .58  w  3d  av,  new  stone  fronts  to  3-sty  brk  office 
building;  cost,  $2,000;  Loub  &  Kaufman,  1001  Jennings  st;  ar't, 
Fred  Damm,  513  E  144th  st. — 639. 

161st  st,  s  s,  50  w  Trinity  av,  2-sty  frame  extension,  6.6x1.3.6,  new 
partitions,  to  2-stv  frame  dwelling;  cost,  $500;  Chas  Herrlich, 
850  E  161st  st;  ar't,  M  J  Garvin,  3307  3d  av. — 035. 

167th  st,  n  w  cor  Boulevard,  new  partitions,  tubs,  sinks,  &c,  to 
4-sty  brk  tenement;  cost,  $500;  Henry  Hottgrewe,  Kinkaide  av 
and  196th  st;  ar't,  M  J  Garvin,  3307  3d  av. — 638. 

Courtlandt  av,  s  e  cor  149th  st,  1-sty  brk  extension,  35.9x87.6; 
new  stairs,  girders.  &c,  to  4-sty  brk  stores  and  tenement;  cost, 
$6,000;  Samuel  E  Jacobs,  135  Broadway;  ar'ts,  Moore  &  Land- 
siedel, 14Sth  st  and  3d  av. — 642. 

Forest  av,  e  s,  140  s  100th  st,  1-sty  frame  extension,  7x8.6,  to 
3-sty  frame  dwelling;  cost.  $100;  John  Fahl,  on  premises;  ar't, 
Harry  T  Howell,  3d  av  and  149th  st.— 641. 

Morris  av.  No  603,  new  toilets,  partitions,  &c,  to  3-sty  frame  store 
and  tenement;  cost,  $2,000;  Tuoti  &  Epstein,  206  Broadway;  ar't, 
Alfred  R  Kehoe,  206  Broadway.— 640. 

Morris  Park  av,  n  s,  128  w  Unionport  road,  2-sty  frame  extension, 
24x14,  to  2-sty  frame  dwelling;  cost,  $1,500;  Mamie  Riese,  13 
Morris  Park  av;  ar't,  Henry  Nordheim,  Boston  road  and  Tremont 
av. — 636. 

Trinity  av,  e  s,  380  n  161st  st,  2-sty  frame  extension,  16x12,  to  2-sty 
frame  dwelling;  cost,  $500;  Jas  Higgins,  on  premises;  ar't,  J  G 
Cocker,  103  E  125th  st. — 637. 


The  text  of  these  pages  Is  copyrighted.     All  rights  are  reserved.       Notice  is  hereby  given  that  intrineement  will  lead  to  prosecution. 
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WANTS    AND    OFFERS 


fViONEY 


to  lend  in  large  or  raedium-s'ze  amounts  on 
choice  Manhattan  business  or  residence  pro- 
perty only.  Exceptionally  desirable  applica- 
tions   will   receive    idvoiaule    couiiUcrauun    at 

AW.  McLaughlin  &  Co. 

128  Broadway,  cor.  Cedar. 


CIVIL  ENGINEER  (25),  now  architecfs  en- 
gineer, desires  position  witti  builder  to  assist 
estimating,  superintendence,  etc.;  former  me- 
chanic; excellent  references.  "UNIVERSITY," 
c|o  Record  and  Guide.  (Down  Town  Office.) 

POSITION   WANTED 

Structural  and  Ornamental  Ironworks  Estima- 
tor, Solicitor  who  can  secure  profitable  contracts; 
economical  designer  and  detaller;  best  shop  prac- 
tices; up  to  date  on  the  use  of  concrete  as  rein- 
forcing material;  graduate  engineer;  18  years' 
experience;  large  acquaintance  with  architects 
and  builders;  wants  position.  BOX  S.  C.  P.,  cIo 
Record    and    Guide. 


WANTED— An  active  young  man,  experienced 
in  Real  Estate  and  Brokerage  Business,  to  take 
the  place  of  retiring  partner  in  a  Real  Estate 
Office  established  20  years  on  Washington 
Heights;  ^U  interest  in  business;  must  be  highly 
recommended  and  Christian.  Address  "h.  P. 
W.,"  c|o  Record  and  Guide.    (Downtown.) 


A  RARE  CHANCE  TO  PURCHASE  PROMI- 
NENT BRONX  CORNER.  TO  SETTLE  AN  ES- 
TATE WHICH  HAS  HELD  SAME  MANY 
YEARS.  "ATTORNEY,"  500  FIFTH  AVE., 
ROOM    514. 

WANTED — High  grade,  experienced,  middle- 
aged  real  estate  salesman  of  some  means,  capable 
managing  selling  department.  Must  be  good 
judge  values  and  have  large  clientele.  "BIG 
PROFITS,  '  cIo  Record  and  Guide.     (Uptown.) 

YOUNG  MAN  (21)  wants  position;  had  seven 
years'  experience  with  Real  Estate  operator  and 
builder  as  timekeeper,  paymaster  and  assistant 
superintendent.  Reference.  Address  BOX  51, 
c|o  Record  and  Guide.      (Downtown.) 


WANTED,  a  first-class  experienced  manager 
for  a  row  of  housekeeping  elevator  apartments; 
to  live  on  premises,  aud  take  complete  charge  of 
same.  Salary  to  start.  ^25  per  week,  with  apart- 
ment* free,  and  opportunity  for  advancement. 
Address  BOX  111.   Record  and  Guide,   Downtown. 


WANTED,  bright  aud  hustling  young  man  as 
associate  or  as=;istant  in  real  estate  office  near 
42d  Street.  Address  BOX  53,  clo  Record  and 
Guide,    Downtown. 


WASHINGTON  HEIGHTS  CORNER  PLOT 
and  adjoining  lots  for  ^ale.  Small  amount  cash. 
C.   B.  MEYER,  Atfy,  99  Cedar  Street. 

EXPERIENCED  STENOGRAPHER  desires 
situation  in  real  estate  office.  REEDER,  169 
W.  SlsL 


r. 


Lawyers  Title  InsUx  ^iice  &  Trust  Company 

CAPITAL  AND  SURPLUS  -  $9,500,00C 

TRCST  AND    BANKING   DEPARTMENT,    59    IIBEBTT    8T.       I 

TITLE    DEPARTMENT 37    ilBERTT    ST.      I       MANHATT>»"' 

Brooklyn  Branch,  Title  Department  aud  Trust  and  Bauking  Department,  188  MontaffUO  Sti**.* 

RECEIVES   DEPOSITS    subject   to   checK   or  oa  certificauo. 

allowing  interest  thereon. 
LENDS   ON   APPROVED   STOCKS   and   Corporation   Bona* 

as  Collateral.  « 

ACTS   AS   TRUSTEE,    Guardian.    Executor.  Administrator. 

Assignee    or    Receiver,    Transfer    Agent    or    Registrar    o» 

Stocks    of     Corporations.       Takes     Charge    of     Personal 

Securities. 

OFFICERS  : 
EDWIN  W.  COGGESHALL.  President  and  General  Manager. 
DAVID  B.  OGDEN,  <  WALTER  N.  VAIlj,  Secretary 

JOHN  T.^LOUKMAN,  (  vino  Pr«»i,l.n»=  LEWI.S  H.  LOSEE,  Asst.  UenL  Manaee- 

LOUIS  V.  KRIiiHT.  Vice-Presidents.  ARCHIBALD  FORfeES, I  ,«.    Tr„»=n,  ~ 

HENRY  MOKtiEXTHAU,    '  U.  CONDIT  VARICK,    J  ■*-^^'-  ^'*''*'^''" 

THOKWALU  STALLKNEPHT,  Treasurei.  GEORGE  A.  FLBURY,   \.^^,    R^,.,.^„„ 

HERBERT  E.  JAOKSON,  Comptroller.  FREDERICK  D.  REEf),/^^^'-  oe^retan"* 


GEO.  V.  BtlTTERWORTH. 
DUMONT  CLARKE, 
EDWIN  W.  COGGESHALL, 


EXECUTIVE  COMMITTEE! 

WILLIAM  A.  DAY, 
WILLIAJI  P.  DIXON. 
JULIAN  D.  FAIRCHILD, 


JOHN  T.  LOCKMAN. 
HENRY  MORGENTHA0 
JAilES  N.  WALLACE    . 


industrial  Sites 


To  Real  Estate  Agents 


The  Industrial  Department  of   the 

Erie  Railroad  Company 

advises   Real    Estate  Agents  submit- 
ting- for  the  consideration    of   nianu-  : 
facturers    sites    adjacent    to    railroad 
that  it  will  gladly  furnish  them  with 
full    technical    information  in   regard 
to  the  reaching  of  such  sites  by  side 
tracks.     No  interference  with  clients. 
No   leakage.      Confer  with   absolute  , 
confidence.      Every    assistance   freely  ] 
rendered  agents  in  securing  business. 
Call  or  address, 

LUIS  JACKSON  I 

Xudoatrlal  Commlealoner,  Brie  RaUrosd  OompAB^ 
11   BROADWAY. 


Many  People 
Want  to  Study 
Real     Estate 

They  want  to  know  what  it 
means  to  buy  and  sell  property, 
all  about  contracts,  deeds 
mortgage,  etc. 

There  is  a  book  which  tells 
all  about  this,  "Guide  to 
Buyers  and  Sellers  of  ReaJ 
Estate,"  by  Geo.  W.  Van  Siclen 


It   Costs   One    Dollar 
THE  RECORD  AND  GUIDE 

T4-16  Vesey  Street,  New  York   City 


Mr.  Ryttenberg,  ot  Powell  &  Ryttenberg,  operators,  203  Broad- 
way. Manhattan,  says  that  hts  firm  is  in  the  market  to  buy  old 
■buildings,  but  complains  of  the  excessive  prices  which  prevail 
at  the  present  time. 

Mr.  Thos.  S.  Walker,  of  Hall  J.  How  &  Co.,  says  that  since 
the  operation  of  the  express  service  to  the  Dyckman  section  on 
Washington  Heights,  a  noticeable  increase  in  inquiries  by 
builders  for  vacant  lots  in  that  section  has  resulted. 

In  commenting  on  the  condition  of  the  realty  market  Mr. 
Sclimeidler,  of  Schmeidler  &  Bachrach,  203  Broadway,  Manhat- 
tan, said:  "We  find  the  real  estate  market  very  steady,  and 
while  prices  are  well  held  up  there  are  plenty  of  buj-ers  in  the 
field." 

The  Washin.gton  Heights  Taxpayers'  Association  lield  a  meet- 
ing Friday  evening  in  the  Corrigan  Building,  Broadway  and 
157th  St,  and  had  for  subjects  the  express  subway  service 
and  opposition  to  nuisance  of  proposed  permanent  fan  vent- 
houses  on  Broadway. 

Mr.  John  L.  Parish,  of  Parish.  Fisher  &  Co.,  complains  of  the 
present  need  of  better  transportation  facilities,  and  advocates 
the  immediate  construction  of  subways  on  Lexington  and  8th 
avs  to  more  expeditiously  handle  the  increasing  population. 
"The  slowness   of   the   Rapid   Transit   Commission   in   acting   on 


this  question  is  a  matter  of  serious  importance  to  real  estate 
interests,"  said  Mr.  Parish,  "and  it  is  about  time  that  something 
was  done  by  them  to  relieve  this  almost  intolerable  state  of 
affairs." 

Mr.  Tannenbaum,  of  E  Tanneubaum  &  Co.,  656  Broadway, 
Manhattan,  is  busy  placing  mortgage  loans  at  the  present  time, 
but  says  lie  finds  that  institutions  are  generally  charging  five 
per  cent,  for  the  average  loan.  "The  demand  for  lofts  100x150  is 
much  greater  than  the  supply,"  said  Mr.  Tannenbaum. 

Mr.  J.  J.  Schwartz,  president  of  the  Sterling  Realty  Co.,  203 
Broadway,  Manhattan,  says:  "We  have  many  inquiries  for 
property  in  the  section  between  34th  and  42d  sts,  5th  and  6th  avs, 
and  it  is  my  opinion  that  this  location  has  a  great  future.  Re- 
tail dealers  are  buying  in  the  side  streets,  as  they  are  be- 
ginning to  find  out  that  little  can  be  bought  along  the  avenues, 
except  at  very  high  prices.  Plots  in  cross  streets  are  difficult 
to  obtain  and  prices  are  advancing  in  proportion." 

The  association  of  Bronx  Real  Estate  Brok'ers  have  elected 
William  I.  Brown,  Julius  H.  Hass  and  Walter  Whewell  gov- 
ernors for  three  years.  The  annual  election  of  oftlcers  will  be 
held  next  Tuesday  at  the  Exchange.  Preparations  are  being 
made  for  the  annual  banquet  which  occurs  on   Dec.  20. 


B/O 
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illSceLLAyBOUS. 


\A/^  p.    MANGAM 

Real  Estate  and  Loans 

108 and  110  EASf  125TU  STREET 

Telephone,  222  Harlem  New  Vork  City 

NOTARY  PUBLIO 

J     C.    LYONS    BUILDING   & 
-*'  OPERATING   COMPANY 

4  AND  6  EAST  42i>  STREET 
Telephone,  6438  S8tli  St.  K£;W  YORK 


mit9MLLAMmOUM. 

QHARLES  H.   EASTON   &  CO. 
^"^  Jfeal  Estate  Agents  and  Brokers 

Tel..  6420  38th  St.  Estates  Manaeed 

116  West  42d  Street,  NEW  YORK 

Cable  Address,  *'Cheaston,  N.  Y." 

Charlis  H.  Eastom  Robert  T.  McGrsTT 

HURDS  PRINCIPLES  OF    CITY  LAND  VALUES 
Price,   n-60. 
A    book    Just    published    that    showe    how    cltj 
values  are  made  and  the  basis  upon  which  real 
estate  appraisements   should   be  made. 


mia9aLi,AM»9mB. 


-THOMAS   DIMOND 
•  Iron  Work  for  Building 

128  WEST  33D  ST.,  NEW  VORK 
Works  /  128  West  33d  St.  Established  1852 

"  "^'^^  \  137  West  32d  St. Tel..  1780  Mad.  Sq. 

[\J     BRIGHAM   HALL  &  SON 

'  "  ■         Real  Estate  Brokers  and  Agents 

Tel..  603  SpriiiE  681  Broadway 


[AMES    A,    DOWD  Te'..93Plaza 

Real  Estate  and  Insurance 

874  SIXTH  AVENfE,  above  43th  Street 


HE  TITLE  INSURANCE  COMPANY,  OF  new  YORK 

135  Broadway,  Manhattan  CAPATAL  AND  SURPLUS 

and  203  Mongtague  St,,  Brooklyn  $3,000,000 

Bxax&3nei  and  Insures  Titles  to  Real  Estate  on  Sales  and  Loans,  and  deals  In  Mortgages. 


EDGAR  J.  LEVEY.  President 

JOHN  D.  CKlil.MlNS,      1,,-      -c.      .j     .. 

CHARLES  T.  BARNEY, /VieePreBldent* 

CYRIL  H.  BURDETT.  Secretary 

CHAUNCEY  H.  HUMPHREYS.!  Asst. 

EDWIN  A.  BAYLES,  /Sec'ys 

WILLIAM  N.  H ARTE,  Treasurer 

Hon.   ABRAHAM   R.  LAWRENCE,  Counsel 


JOSEPH  P.  DAY 

Real  Estate 

AUCTIONEER  AND  APPRAISER 

MAIN  OFFICE; 

31  nas^;au  ST. 


AGENCY  DEPq.. 

932  EIGHTH  AVENUE 


NOTICE  TO  PROPERTY  OWNERS. 

HEARINGS    FOR    THE    COMING    WEEK, 

At  90-02  West  Broadway. 

Monday,    Nov.   26th. 

Belmont  st,  from  Clay  to  Morris  avs,  at  1  p.  m. 

W  2Hth    St,    from   Kingsbridge   road   to   Harlem 
River,  at  1  p.  m. 

Public   Park.   Queens,  at  2  p.  m. 

Cypress    av,    closing,    Harlem    River   &    P    R    R 
Co  to  bulkhead  line,  at  11  a.  m. 

W   102d   St,    from   Broadway  to   Riverside  Drive, 
at   11.30  a.    m. 

W  l.SOth  St,  from  E.xterior  st  to  bulkhead  line  of 
Harlem  River,  at  12  m. 

W  177th  st,  southerly  side  bulkhead  line,  Harlem 
River.  1.30  ft.  easterly,  at  1.30  p.  m. 

W  17.Sth  st,   sewer  easement,   at  3  p.   m. 

E    177th    st,    from    Boston    road    to    the    Bronx 
River,  at  4  p.  m. 

Fox  st.  Prospect  av  to  Leggett  av,  at  3  p.  m. 

E   136th   st,    from   Locust  av    to    East   River,    at 
2  p.   m. 

E  208th  St.  from  Reservoir  Oval  West  to  Jerome 
av,  at  11  a.  m. 

William    st,    Queeng,    at   11    a.    m. 

Trenioiit   av.    Eastern   Boulevard   to  Fort  Schuy- 
ler road,   at  12.30  p.   m. 

Tuesday,  Nov.  27th. 

W'    16.Sth    St.    from    Broadway   to   Fort  Washing- 
ton av,  at  4  p.  m. 

Nautilus  st,  Richmond,  sewer,  at  2  p.  m. 

W   mist  st,   from   Exterior  st   to   bulkhead   line, 
at  12  m. 

Joseph  Rodman  Drake  Park,  at  1  p.  m. 

White  Plains  road,  closing,  at  11  a.  m. 

W  l.jlst  st,   closing,   easterly  side  Riverside  Ex- 
tension to  U  S  bulkhead  line,  at  1  p.  m. 

West   Farms    road.    Bronx   River   to   Westchester 
Creek,  at  4  p.  m. 

Union  av,  Richmond,  at  2  p.  m. 

Waterloo  pi,   between   East  173th  and  176th  sts, 
at  2   p.   m. 

Strip   of   land    at   Boulevard   Lafayette,    at    10.30 
a.  m. 

W   130th   st,   point  42.1   ft  west   of  .Broadway   to 
Riverside  Drive;  at  3  p.   m. 

Vermilyea  av,    Dyckman   st,    to   W  211th   st,    at 
4  p.  m. 

W  161st  st,   from   Broadway  to  Riverside  Drive, 
at  1  p.   m. 

Wednesday,   Nov.  28th. 

Bronx    st.    from    Tremont    av    or    E    177th    st  to 

IWHh   st,   at  12  m. 
Montgomery   st,    W   170th   st   to   W   177th   st,   at 

10.,30  a.  m. 
City  Island  Bridge,  at  3  p.  m. 
W   176th   st,    Broadway   to  Buena  Vista  av,  at  3 

p.  m. 
W  220th  st,  Bailey  av  to  Heath  av,  at  2  p.  m. 

Friday,    Nov.   30th. 
Waterloo    pi,    between    E    170th    and    175th    sts, 

at  11  a.  m. 
Seaman  av,   from  Academy  to  Isham  sts,    at  11 

a.   m. 
White    Plains    road,    Morris     Park     av    to    West 

Farms  road,  at  4  p.  m. 
W  163d  st,   from  Broadway  to  Fort  Washington 

av,   at  3  p.   m. 
Fox  St.  Longwood  to  Intervale  avs,  at  2  p,  m. 
Exterior  st.   Fordham  road  to  West  192d  st,   at 

1  p.   m. 

At   258    Broadway. 
Monday.    Nov.    26th. 
70th  st,  school  site,  at  11  a.  m. 
l."»th  and  ISth  .^s.  North  River  docks,  at  2  p.  m. 
Hyatt  st.   Library^  at  3.30  p.  m. 
Bridge  4,   Section  No.  3,  at  3  p.  m. 
Carmine   st,    school   site,   at  2.30  p.   m, 
Bellevue  Hospital,  at  4  p.  m. 
27th-28th  sts,  parks,  at  4  p.  m. 

Tuesday,    Nov.    27th. 
113th  st,   school   site,   at  3  p.   m. 

Wednesday,    Nov.    28th. 
22d   and   23d   sts.    North    River   Docks,    at   10.30 

a.    m. 
138th  St.  school  site,  at  11  a.  m. 
Pier  13,  East  River,  at  2  p.  m. 
111th  and  112th  sts,    school  site,  at  10  a.  m. 

Friday,   Nov,   30th. 
Houston  and  East  2d  st.  Library,  at  12  m. 


j-jARRY    W.     HOPTON 
REAL    ESTATE 


feu  ^^89  Cortlandt 


No.    160    BROADWAY 
Cor,  Liberty  St. 


AUCTION   SALES    OF   THE   AVEEK. 

The  following  is  the  complete  list  of  the  prop- 
erty sold,  withdrawn  or  adjourned  during  week 
ending  Nov.  23,  1006,  at  the  New  Y'ork  Real 
Estate  Salesroom,  14  and  16  Vesey  St.  Except 
where  otherwise  stated,  the  properties  offered 
were  In  foreclosure.  Adjournment  of  legal  sales 
to  next  week  are  noted  under  Advertised  Legal 
Sales. 

•Indicates  that  the  property  described  was  bid 
in  for  the  plaintiff's  account. 

The  total  amount  at  the  end  of  the  list  com- 
prises the  consideration  in  actual  sales  only. 

JOSEPH    P.    DAY. 

*175th  st,  s  s,  150  w  Amsterdam  av,  75x00.8, 
two  unfinished  6-sty  buildings.  (Amt  due, 
$0,010.34;  taxes,  &c,  $600..54..)  Mort  re- 
corded   Nov   14,    10O5.      Henry   Arnstein... $70,0:10 

6th  av.  No  .300,  w  s.  71  n  24th  st,  20x100, 
4-sty  brk  bldg  and  s'ore.  (Partition.)  Henrv 
Hesse   90,730 

6th  av,  Nos  .826  to  830!s    e    cor    47th    st,    70x22, 

47th  st.  No  80  I  4-sty    brk    tenement    and 

store.      (Partition.)      Thos    J    Goodwin.  .01,009 

37th  st,  Nos  2.56  and  258,  s  s,  150  e  Sth  av, 
SO.iOS.O,  two  4-sty  brk  bldgs.  (Partition.) 
S  &  A  Manheimer   81.200 

Crotona  av,  e  s,  67.4  n  181st  st,  67.4xl03x 
66x116,  vacant.  (Partition.)  Chas  F  Dilber- 
ger 6,300 

*67th  st,  Nos  140  and  151,  n  s,  59  e  Lexington 
av,  "56x109.10,  6-sty  brk  institute.  (Amt  due, 
.f46,.38l).()7;  taxes,  &t,  $1,331.01.)  Mort  re- 
corded July  B,  1005.     League  Realty  Co.. 02.093 

6th  av,  No  730,  e  s,  40,3  s  43d  st,  20x75,  4-sty 
s'one  front  tenement  and  store,  leasehold. 
(Partition.)      Jos   D   Cronan    8,650 

Franklin  st,  Nos  139  and  141,  s  and  s  w  s, 
about  132  n  w  West  Broadway,  runs  n  w  10.7 
X  w  43  X  s  101.5  X  s  e  38.10  x  n  e  28.6  x  n  w 
2.10  X  n  92  to  beginning,  brk  front  frame 
building  and  brk  building  in  rear.  (Parti- 
tion.)      W    S    Juhring     89.000 

18th  st.  No  408,  s  s,  about  100  w  9lh  av, 
29.6x92,  3-sty  brk  front  frame  dwelling  (vol- 
untary).     Henry   V  A   Parsell 19,300 

41st  St.  No  232,  s  s,  400  e  Sth  av,  20.0xl(X>,  5- 
sty  brk  tenement  with  stores  (voluntary). 
Mary  F   Martin    .30,300 

Lexington  av.  No  655,  s  e  cor  55th  st,  20x63,  4- 
sty  brk  dwelling  (voluntary).  S  M  Barber. 
34. ,500 

110th  st.  No  108,  s  s,  about  SO  e  Park  av,  25x 
75.11,  4-sty  brk  tenement  (voluntary).  C  F 
de    Casanova    14,400 

133d  st,  n  s,  175  w  Broadway,  100x99.11, 
vacant  (exrs  sale).     Bid  in  at  $24,000 

53d   st,    Nos  226  and   228,    s  s,    about   299   w   2d 
av.    40x100.11,    6-sty    brk    tenement    (volun- 
tary).     Louis    A    Jaffer    64.000 

Lexington  ov.  No  1486,  s  w^  cor  96th  st.  No 
1.38.  36x100.8.  5-sty  brk  and  stone  tenement 
(voluntary).      Samuel    Harris S2.5O0 

Grand  st.  No  159,  s  s,  about  23.2  e  Lafayette  st, 
25x80,  2-sty  frame  front  find  rear  buildings 
(exrs    sale).      Bid    in   at    $33,000 

l-1.5th  st.  No  515.  n  s,  about  266.8  w  Amster- 
dam av,  .33.4x99.11.  5-sty  brk  tenement  (vol- 
untarv).     John  J  Huber 41,900 

Amsterdpm  av,  n  w  cor  156th  st,  00.11x125, 
frame  buildings  (voluntary).  Bid  in  at  $120,- 
.300 

3d  av.  No  3023,  w  s.  30  n  172d  st,  25x65x25x62, 
3-sty  frame  and  brk  bulMIng  with  store  (vol- 
untary).    Bid  In  at  .tS.OOO   

•.53d   st,   Nos  441   to   431.   s  w  s,  419  e   1st  av,I 
Ti'ns  s  w  148.3  X  s  e  101.6  x  n  e  119.2  x  s  e 
104  to  a  point  100  s  e  of  n  w  s  Av  A,  x  n  e 
44  0  X   n  w  204  to  beginning 

Also  land  under  water  adj  In  front  on  Av  A,  3- 

s*v   brk   factory 

Nineteenth   Ward   Realty  Co.    (Corrects  error 
In  last  issue,  when  consideration  was  $10,0001 

.54.747 


Huehes  av,  w  s,  7.5  n  18Sth  st,  75x.S7.6.  vacant. 
(Partition,  taxes,  &c,  $2,900.)     John  Cloughen 


.6.000 

Broadway,  No  648,  e  s,  53.3  n  Bleecker  st,  30.3 
xl.50x 40. 1x1.50,  10-sty  brk  and  stone  loft  and 
store  building.  (Amt  due,  $03,318.20;  taxes. 
&c.  $4,066.97;  sub  to  a  first  mort  of  .$.300,000 
and  interest  amount  to  $6,375.00.)  Mort  re- 
corded April  4.  1905.  Samuel  P  Tull,  repre- 
senting  a  party   in   interest 361.373 


BRYAN    L.    KENNELLY. 

Minniford  av,  s  w  cor  Beach  st,  100x100,  va- 
cant   (voluntaryl.      H    Rinaldo 5.100 

City  Island  av  (Main  sti,  s  e  cor  Beach  st, 
100x100,    vacant    (voluntary).     H   S   Pell.. 5,700 

John  .st,  s  w  cor  Bojvne  st,  120x301. 0.x— x223.4. 
vacant    (voluntary).      J  M   Lalor 9,7.50 

City  Island  av  (Main  st),  e  s,  1.53.6  n  Cemetery 
Lane.  51.7x225,  Ho-sty  frame  dwelling  (vol- 
untary).     Maurice   W   Halpin    4,2.50 

Bay  av,  s  e  cor  Eastchester  Bay.  1.30xl09xl14x 
— ,  vacant  (voluntary).  Thomas  P  Collins. 
9..50O 

West  Carroll  st  (Prospect  st),  n  e  cor  East- 
chester Bay,  llOxllOxllOx— ,  3-sty  frame 
building    (voluntary).      H    S   Pell    8.50O 

Schofleld  av.  n  s,  243.8  w  William  st,  .50x108. 
2-sty  frame  dwelling  (voluntary).  Maurice 
W   Halpin    6,500 

fentre  st,  s  s.  200  w  City  Island  av  (Main  st), 
100x104.8x100x102. 10,  vacant  (voluntary). 
Thomas    F    Murray    4„5(X) 

Cily  Island  av  (Main  sti.  e  s,  126.4  s  Schofleld 
av.  111.7x75.0x109.4x74.7,  2il-sty  frame 
dwelling  (voluntary).  Thomas  F  Murrav. 
4. .500 

111th  st,  s  e  cor  7th  av,  1.50x100.11,  vacant 
(voluntary).      Bid   in    at   $162  000 • 

llSth    st,    n    w   cor    Mornlngside    av,    W,    1.50x 

■  100.11,  vacant  (voluntary).  Bid  in  at  $112,- 
50O 

67*h  st,  n  e  cor  Lexington  av.  30x100.5,  vacant 
(voluntary).      Bid    in    at    .$75,000 — S 

07th  St.  s  s,  lOO  e  Madison  av,  100x101.11.  va- 
rnnt    (voluntnry).      Bid  in  at  $66,000 

Cathed'-il  Parkway  (110th  st),  n  s,  1.50  w  7th 
nv.  701x100.  vacant  (voluntary).  Bid  In  at 
.$02.500 . 

Broidway.  Nos  732  and  754.  s  e  cor  Sth  st. 
runs  p  116.8  x  «  e  08.4  to  Astor  pi,  x  s  w  37 
X  n  59.3  X  w  97.3  x  n  50  to  beginning,  3-sty 
brk  hotel  and  several  3-sty  buildings,  known 
as  the  Sinclair  House,  leasehold.  Bid  in  at 
$104.000 • 

Rver  av,  s  w  cor  182d  st,  114  6xll0..3xl40.6x 
124,2.   vacant   (voluntary).     J  Frank   10.2.50 

Washington  av.  Nos  1472  and  1474,  e  s,  150.3 
s  171st  st,  .50x154. 7x.50xl57. 8.  two  4-stv  brk 
tenements   (voluntary).     Bid  in   at  $40. .500. ■ 

HERBERT  A.   SHERMAN. 

*01st  St.  Nos  25  and  27,  n  s.  ,36.8  w  Madison  av, 

51.1x100.8,    vacant.      (Amt    due,    $107,8.37.66; 

taxes,  &c,  $4,389.53.)     Mort  recorded  May  13. 

1903.     Andrew   Carnegie    95,000 

J.  BARRY  LOUNSBERRY. 
•Thompson  st.  No  66,  e  s,  102  n  Broome  st. 
runs  e  94  X  n  13.9  x  w  4  x  n  20.3  x  w  90 
X  s  33.9  to  beginning.  5-stv  brk  tenement  and 
store.  (Amt  due.  $16,771.23;  taxes,  &c,  $400; 
sub  to  prior  mort  of  $20,000.)  Mort  recorded 
Nov   1,    1S05.      Solomon   Jacobs 35,650 

CROMWELL  G.    MACY",   JR. 

Oak  st,  c  1,  300  s  intersection  of  Syracuse  av, 
runs  s  100  x  e  125  x  n  100  x  w  125  to  begin- 
ning, Eastchester.  (Amt  due,  ,$668.34:  taxes, 
&c,    $150.)      Withdrawn    

Ash  st,  c  1.  200  s  intersection  Syracuse  av, 
runs  s  100  X  e  125  x  n  100  x  w  125  to  be- 
ginning, Eastchester.  Action  No.  1.  (Amt 
due,  $668.38;  taxes,  &c,  $150.)     Withdrawn  

Ash  St.  c  1,  400  s  Intersection  Syracuse  av.  runs 
s  100  X  w  125  X  n  100  x  e  125  to  beginning, 
Eastchester.      Action      No.     2.        (Amt    due, 

$668.34;   taxes,   &c,   $150.)   Withdrawn 

GEO.    R.    READ. 

West  Broadway,  No  498,  w  s,  123  n  Houston  st, 
25x75,  5-sty  "brk  tenement  and  store  and  3-sty 
frame  tenement  in  rear.  (Amt  due,  $15,- 
032.56.)     Edward   G  Montesi    14,500 

Total    ?l.pSB."| 

Corresponding  week,  1905  •™I'VI5 

Jan,  1st,  1906,  to  date 28,7;>6,436 

Corresponding  period,  1905 35,736,39o 

~~ proppga'" 

Office  of  the  Department  of  Correction,  No.  148 
East  Twentieth  Street,  Borough  of  Manhattan, 
the  Citv  of  New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above  office  until   11  o'clock  a.   m.   on 

THURSDAY,    DECEMBER   6,    1906. 
Borough   of   Manhattan. 
No.    1.      For    furnishing    and    delivering   hard- 
ware,   paints,    iron,    steam    fittings,    lumber    and 
miscellaneous  articles. 
For  full   particulars   see   City  Record. 

JOHN  V.  COGGEY. 

Commissioner. 
Dated  November  22,   1906.  (30316) 
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©ftlcisl  Xegal  IRotfce 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
,TISEMENT  IN  THE  CITY  RECORD  OF  No- 
vember S  to  21,  190(1,  for  the  conflrmation  by 
the  Supreme  Court  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessments  for  OPENING  AND 
ACQUIRING  TITLE  to  tho  following-named 
streets   in   the   BOROUGH  OF  MANHATTAN: 

12TH  WARD,  SECTION  8.  WEST  lOlST 
STREET— OPENING,  from  Audubon  Avenue  to 
Wadsworth  Avenue.  Confirmed  April  12,  lOOG; 
entered  November  7,  1006.  WEST  i:i2D  STREET 
—OPENING,  from  Audubon  Avenue  to  Wads- 
worth  Avenue.  Confirmed  April  12,  1906;  en- 
tered November  7,   1006. 

HERMAN    A.    METZ, 

Comptroller. 

City   of   New   York.    November  7,    1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  No- 
vember S  to  21,  1906,  for  the  confirmation  by 
the  Supreme  Court  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessments  for  OPENING  AND 
ACQUIRING  TITLE  to  the  following  streets  and 
avenues  in  the  BOROUGH  OF  QUEENS: 
1ST  WARD.  CABINET  STREET— OPENING, 
■from  Jacksou  Avenue  to  Broadway.  Confirmed 
December  19,  190.*i:  entered  November  7,  1906. 
WOLCOTT  AVENUE— OPENING.  from  the 
Boulevard  to  Purdy  Street.  Confirmed  April  25, 
.1906;  entered  November  7,  1906.  BORDEN 
AVENUE— OPENING,  from  Greenpoint  Avenue 
to  Bradley  Avenue.  Confirmed  March  20,  1906; 
entered  November  7.  1906.  OAKLEY  STREET 
—OPENING,  from  Wilson  Avenue  to  Flushing 
Avenue.  Confirmed  May  10,  1906;  entered  No- 
vember   7,    1906. 

HERMAN    A.    METZ, 

Comptroller. 
City   of   New    York.    November   7.    1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  No- 
vember S  to  21,  1906,  for  the  confirmation  by 
the  Supieme  Court  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessments  for  OPENING  AND 
ACQUIRING  TITLE  to  the  following-named 
places   in   the   BOROUGH   OF  THE   BRONX; 

23D  WARD,  SECTION  10.  A  PUBLIC  PLACE 
—OPENING,  at  the  intersection  of  Austin  Place 
and  East  149th  Street.  Confirmed  June  8,  1906; 
entered  November  7.  1906.  24TH  WARD,  SEC- 
TION 11.  BUCHANAN  PLACE— OPENING, 
from  Aqueduct  Avenue  to  Jerome  Avenue.  Con- 
firmed November  24,  190.j;  entered  November  7, 
1906. 

HERMAN    A.    METZ, 

Comptroller. 

City  of  New  York,    November  7,    1906. 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT. IN  THE  CITY  RECORD  OP  No- 
vember 8  to  21,  190tl,  for  the  confirmation  by 
the  Board  of  Assessors  and  the  entering  in  the 
'Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessments  for  LOC.\L  IMPROVE- 
MENTS in   the   BOROUGH   OF   MANHATTAN: 

12TH  WARD,  SECTION  7.  COLUMBUS 
AVENUE— SEWERS,  east  and  west  sides,  from 
100th  to  107th  Street.  WEST  151ST  STREET- 
SEWER,  between  7th  Avenue  and  McCombs 
Dam    Road. 

HERMAN    A.    METZ, 

Comptroller. 

City   of   New   York.    November  7,    1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  No- 
vember 8  to  21,  1906,  for  the  confirmation  by 
the  Board  of  Assessors  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  LOCAL  IMPROVE- 
MENTS     in    the    BOROUGH    OF   THE    BRONX: 

23D  WARD.  SECTION  10.  FOX  STREET- 
SEWER,  between  Longwood  Avenue  and  Inter- 
vale   Avenue. 

HERMAN    A.    METZ, 

Comptroller. 

City   of   New  York,    November  7,    1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  Novem- 
ber 15  to  28,  1906,  of  the  conflrmation  by  the 
Board  of  Assessors  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  LOCAL  IMPROVE- 
MENTS in  the  BOROUGH  OF  THE  BRONX: 

24TH  WARD,  SECTION  11.  EAST  175TH 
STREET— REGULATING.  GRADING,  PAVING. 
CURBING,  FLAGGING.  LAYhNG  CROSSWALKS 
AND  PLANTING  TREES,  from  .3d  Avenue  to  the 
Southern    Boulevard. 

HERMAN  A.  METZ.  Comptroller. 

City  of  New  York,  November  13,   1906.   (30167) 

ATTE.\'TION  IS  C.A.LLED  TO  THE.  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  Novem- 
ber 22,  1906,  to  December  6,  1906.  of  the  con- 
firmation by  the  Board  of  As.sessors  and  the  en- 
tering, in  the  Bureau  tor  the  Collection  of  Assess- 
ments and  Arrears,  of  assessments  for  LOCAL 
IMPROVEMENTS  in  the  BOROUGH  OF 
BROOKLYN: 

TWENTY-FOURTH    WARD.    SECTION    5. 
PRESIDENT      STREET— OPENING,      between 
Bedford   avenue   and   Rogers   avenue.      Confirmed 
October   26.    1906:    entered   November  20.    1006. 
TWENTY-EpIGHTH    WARD.    SECTIO.N    11. 
DECATUR        STREET— OPENING.        between 
Hamburg  avenue  and   Brooklyn   line.     Confirmed 
October  25.   1006:  entered  November  20.  1906. 
THIRTIETH    WARD.    SECTION    18. 
NARROWS     AVENUE— OPENING,     from     Sev- 
enty-first     street     to     Shore     road.        Confirmed 
March  29,   1906;   entered  November  20.   1906. 
HERMAN  A.   METZ. 

Comptroller. 
City    of    New    York — Department    of    Finance, 
gpmptroUer's  Office,  November  20,  JOOfJ.   (30288) 


®  fetal  Xepal  TRotices 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  No- 
vember 10  to  23,  19(X),  of  the  confirmation  by 
I  he  Supreme  Court  and  the  entering  in  the  Bu- 
reau for  the  Coileotion  of  Assessments  and  Ar- 
rears, of  assessment  for  OPENING  AND  AC- 
QUIRING TITLE  to  the  following-named  Avenue 
in     the     BOROUGH     OF     MANHATTAN: 

12TH  WARD,  SECTION  8.  AUDUBON  AVE- 
NUE-OPENING, from  176th  Street  to  Fort 
George  Avenue.  Confirmed  October  22,  19(36; 
entered  November  9,  1906. 

HERMAN  A.   METZ, 
Comptroller. 

City   of   New   York.    November  9,   1906.    (.30122) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISE.MENT  l.N  THE  CITY  RECORD  OF  No- 
vember 21  to  December  4,  1006.  of  the  confirma- 
tion by  the  Board  of  Assessors  and  the  entering 
in  the  Bureau  for  the  Collection  of  Assessments 
and  Arrears,  of  as.sessments  for  LOCAL  IM- 
PRO.EMENTS  in  the  BOROUGH  OF  MAN- 
HATTAN: 

12TH  WARD,  SECTION  8.  WEST  167TH 
STREET— REGULATING,  GRADING,  CURB- 
ING. FLAGGING,  LAYING  CROSSWALKS, 
from  Edgecombe  Avenue  to  Amsterdam  Avenue. 
22D  WARD,  SECTION  4.  WEST  68TH  STREET 
.  -ALTERATION  AND  IMPROVEMENT  TO 
SEWER,  between  West  End  Avenue  and  Am- 
sterdam Avenue.  WEST  69TH  STREET- AL- 
TERATION AND  IMPROVEMENT  TO  SEWER, 
between  West  End  Avenue  and  Amsterdam 
Avenue. 

HERMAN  A.   METZ, 
Comptroller. 

City  of  New  York.  November  20,  19t>(;.     (.30275) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  Novem- 
ber 23  to  December  6,  1906,  of  the  confirmation 
by  the  Board  of  Revision  of  Assessments  and  the 
entering  in  the  Bureau  for  the  Collection  of  As- 
sessments and  Arrears  of  Assessments  for 
LOCAL  IMPROVEMENTS  IN  THE  BOROUGH 
OP   THE    BRONX. 

24TH  WARD.  SECTION  11.  EVELYN 
PLACE-REGULATING,  GRADING,  CURBING, 
FLAGGING,  AND  LAYING  CROSSWALKS,  from 
Jeiome  Avenue  to  Aqueduct  Avenue  East. 
FREEMAN  STREET— REGULATING,  GRAD- 
ING, SETTING  CURBSTONES.  FLAGGING 
SIDEWALKS,  LAYING  CROSSWALKS,  PLAC- 
ING FENCES,  LAYING  PAVEMENT,  AND 
PLANTING  TREES,  from  Southern  Boulevard 
to   the    Bronx   River. 

HERMAN  A.   METZ, 

Comptroller. 

City  of  New  York,   November  22,   1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  Novem- 
ber 23  to  December  6,  1006,  of  the  confirmation 
by  the  Board  of  Revision  of  Assessments  and  the 
entering  in  the  Bureau  for  the  Collection  of  As- 
sessments and  Ari'ears  of  Assessments  for 
LOCAL  IMPROVEMENTS  IN  THE  BOROUGH 
OF   MANHATTAN. 

12TH  WARD,  SECTION  S.  WEST  171ST 
STREET— SEWER.  from  Fort  Washington 
Avenue  t(^Broadway. 

HERMAN  A.   METZ, 

Comptroller. 

City  of  New  York,   November  22,  1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  Novem- 
ber 23.  1900,  to  December  7,  1^)06,  of  the  con- 
firmation by  the  Board  of  Assessors  and  the 
entermg  in  the  Bureau  for  the  Collection  of  As- 
sessments and  Arrears,  of  assessment  for  LOCAL 
IMPROVEMENTS  IN  THE  BOROUGH  OP 
BROOKLYN. 

TWENTY-SIXTH  WARD.  SECTION  13.  MIL- 
FORD  STREET— REGULATING,  GRADING, 
CURBING  AND  LAYING  CEMENT  SIDE- 
WALKS between  Atlantic  and  Glenmore 
Avenues. 

THIRTEENTH  WARD,  SECTION  18.  74TH 
STREET— PAVING,  between  Second  and  Third 
Avenues. 

HERMAN  A.   METZ, 

Comptroller. 

City  of  New  York — Department  of  Finance, 
Comptroller'.-)  Office,    November  22,   1906. 


t>roposal8. 


iPrcpoeals. 


DEPARTMENT  OP  DOCKS  AND  FERRIES. 

Sealed  bids  for  Oils,  etc.  (1035)  will  be  re- 
ceived bv  the  Commissioner  of  Docks  at  Pier 
"A,"  Battery  Place,  until  12  o'clock  noon,  No- 
vember 30th,  1903.  (For  particulars  see  City 
Record.)  (.30242) 

Office  of  the  Department  of  Parks.  Arsenal 
Building.  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan.  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  abo' e  office  of 
the  Department  of  Parks  until  3  o'clock  P.  M. 
on 

THURSDAY.    DECEMBER   6,    1906, 
Borou.^h  of  Brooklyn. 
No.  1.     For   furnishing   all    the   labor   and   ma- 
terials necessary  for  the  erection  and  completion 
of  a   shelter  hou.se   in    Fulton   Park,   Borough   of 
Brooklyn. 

No.  2.  For  furnishing  all  the  labor  and  ma- 
terials necessary  for  the  erection  and  completion 
of  a  shelter  house,  Wiuthrop  Park.  Borough  of 
Brooklyn. 

No.  3.     For   furnishing   all    the   labor   and   ma- 
terials necessary  for  the  erection  and  completion 
of  a   shelter  house  in   New   Lots   Park,   Borough 
of  Brooklyn. 
For   full    particulars   see   City   Record. 
MOSES     HERRMAN, 

President. 
JOSEPH    I.    BERRY, 
MICHAEL   J.    KENNEDY. 
(30188)  Commissioners  of  Parks, 


PROPOSALS    FOR    BIDS    OR    ESTIMATES. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived at  the  office  of  the  Supervisor  of  the  City 
Record,  Room  807,  Park  Row  Building,  Nos.  13 
to  21  Park  Row.  in  The  City  of  New  York,  until 
11  o'clock   A.    M.    on 

TUESDAY,  DECEMBER  4,  1906, 
For  supplying  printed,  lithographed  or  stamped 
forms,  pamphlets,  printed  blanks  and  stationery, 
including  letter  and  writing  paper  and  envelopes, 
with  printed  headings  or  indorsements,  etc.,  for 
the  use  of  the  courts  and  the  departments  and 
bureaus  of  the  Government  of  the  City  of  New 
Y'ork  during  the  year  1907. 
For  full  particulars  see  City  Record. 

GEORGE    B.     McCLELLAN, 
Mayor, 
WILLIAM  B.  ELLISON, 

Corporation   Counsel, 
HERMAN    A.    METZ, 

Comptroller, 
Board  of  City  Record. 
New   York,    November  20,   1906.  (30329) 

Office  of  the  Department  of  Correction,  No.  148 
East  Twentieth  Street,  Borough  of  Manhattan, 
The   City   of   New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above   office   until   11    o'clock   A.    M.    on 

TUESDAY.    NOVEMBER    27,    1906, 
Borough  of  Brooklyn. 
For     furnishing    and     delivering    supplies    tor 
manufacturing  purposes,  etc. 
For   full    particulars   see   City   Record. 

JOHN  V.  COGGEY, 

Commissioner. 
Dated    November    13,    1906.  (.30194) 

PROPOSALS  FOR   BIDS  OR   ESTIMATES. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
recived  at  the  office  of  the  Supervisor  of  the 
City  Record,  No.  21  Park  Row,  in  The  City  of 
New  York,  until  11  o'clock  a.  m.. 

TUESDAY,    NOVEMBER    27.    1906. 

For  furnishing  all  the  materials  and  plant  and 

doing    all     the     work     necessary    and    proper    to 

prmt,     furnish,     fold,     bind    and    distribute    the 

"City    Record,"    for    and    during    the   year    1907 

For  full   particulars  see  City  Record 

GEORGE    B.    McCLELLAN, 

Mayor: 
WILLIAM   B.    ELLISON, 

Corporation    Counsel; 
HERMAN  A.   METZ, 

Comptroller; 
Board    of    City    Record. 
The   City   of  New   Y'ork,   November  15,    1906. 

Department  of  Water  Supply.  Gas  and  Elec- 
tricity. Room  1536,  Nos.  13  to  21  Park  Row 
Borough  of  Manhattan,  The  City  of  New  York 
SEALED  BIDS  OR  ESTIMATES  for  the  below 
named  work  and  materials  will  be  received  at 
the  offi"e  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  Room  1.5.36,  Nos.  13  to  21 
Park  Row.  Borough  of  Manhattan,  in  The  City 
of  New  Y'ork.  until  2  o'clock  p.  ra.  on 

WEDNESDAY,    DECEMBER    5,    1906, 
Borough  of  Brooklyn. 
No.   1.     For  furnishing  and  delivering  wrought 
iron   or  wrought  steel   pipe  and  pipe  fittings. 
For   full    particulars   see   City   Record. 

JOHN  H.   O'BRIEN, 

Commissioner. 
Dated   November  19,   1900.  (30269) 

DEPARTMENT  OF  BRIDGES,  Nos.  13  to  21 
Park  Row,  Borough  of  Manhattan,  City  of  New 
Y'ovk. 

SEALED  BIDS  OR  ESTIMATES  will  he  re- 
ceived by  the  Commissioner  of  Bridges  at  the 
above  office  until  2  o'clock  P.   M.   on 

MONDAY,   DECEMBER  3.   1906. 
for    the    following    supplies: 

No.  1.  For  furnishing  and  delivering  white 
ash    anthracite    coal,    Brooklyn    Bridge. 

No.  2.  For  furnishing  and  delivering  white 
lead,   red   lead  and   linseed  oil,   Brooklyn  Bridge. 

No.  .3.  For  furnishing  the  Department  of 
Bridges  with  anthracite  and  blacksmiths"  coal 
for  the  use  of  the  bridges  over  the  Harlem  River 
and  in  the  Borough  of  Manhattan  during  the 
year  1907. 

For   full   particulars   see   City   Record. 

JAMES    W.    STEVENSON, 
Commissioner  of  Bridges. 

Dated    November    16.    10O6.  (.30252) 

Department  of  Health  of  The  City  of  New 
York,  southwest  corner  of  Fifty-fifth  Street  and 
Sixth  Avenue,  Borough  of  Manhattan,  The  City 
of  New  York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived   by    the    Board    of    Health    of   the    Depart- 
ment of  Health  until  10  o'clock  a.  m.  on 
TUSeDAY,     DECEMBER     4,     1900, 
For     furnishing     and     delivering     wrought-iron 
pipe    and    fittings,     brass    stop    cocks,    and    iron 
brass-lined  gate  valves  to  the  tuberculosis  sana- 
torium at  Otisville,  Orange  County,  N.  Y. 
For  full   particulars  see   City   Record. 

THOMAS  DARLINGTON.   M.   D., 

President; 
ALVAH  H.    DOTY,    M.    D.. 
THEODORE  A.   BINGHAM, 

Board  of  Health. 
Dated    November   22,    1906. (30308) 

Bellevue  and  Allied  Hospitals  Department  of 
New  York  City,  Twenty-sixth  Street  and  First 
Avenue,  Borough  of  Manhattan,  the  City  of  New 
Y'ork. 

SEALED    BIDS    OR     ESTIMATES   will   be   re- 
ceived by  the  President  of  the  Board  of  Trustees 
at  the  above  office  until  3  o'clock  P.   M.,  on 
WEDNESDAY,    DECEMBER   5,    1906. 
For  additions  and  alterations  to  the  buildings 
and    present   fire    protection    devices    of   Bellevue 
Hospital. 
For  full  particulars   see   City   Record. 

JOHN   W.    BRANNAN. 
President,  Board  of  Trustees,  Bellevue  and 
Allied  Hospitals. 
Datea  N()vember  22,   1906. 
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public  flotfces. 


CORPORATION     SALE     OF     BUILDINGS     AND 
APPURTENANCES      THERETO      ON      CITY 
REAL    ESTATE! 
Public   notice    is    hereby   given    that   the    Com- 
missioners of  the  Sinking  Fund,  by  virtue  of  the 
powers  vested  in  them  by  law.  will  offer  for  sale 
at   public   auction   the   buildings,    parts  of  build- 
ings, etc..  standing  upon  property  owned  by  The 
City  of  New   York,   acquired   for  the  use  of  the 
Board   of    Education,    said    buildings   being   situ- 
ated  in   the 

BOROUGH    OF    MANHATTAN 
and  erected  upon  property  bounded  and  described 
as   follows: 

BEGINNING  at  a  point  on  the  easterly  side 
of  Hudson  Street  distant  71  feet  northerly  from 
the  northerly  line  of  Grove  Street,  and  running 
thence  easterly  along  the  northerly  line  of  the 
site  of  Public  School  3  one  hundred  and  nine 
(109)  feet  to  an  angle  in  said  line,  thence  north- 
easterly and  still  along  the  northerly  line  of  the 
site  of  Public  School  3  sixty-six  (60)  feet  three 
(3)  inches  to  the  westerly  line  of  Bedford  Street, 
thence  northerly  along  the  westerly  line  of  Bed- 
ford Street  51  feet  0  inches,  thence  southwesterly 
along  the  northerly  line  of  the  premises  No. 
10.")  Bedford  Street  02  feet  7  inches,  thence 
westerly  along  the  northerly  line  of  the  premises 
No.  4fl2  Hudson  Street  87  feet  10  inches  to  the 
easterly  line  of  Hudson  Street,  thence  southerly 
along  the  easterly  line  of  Hudson  Street  43  feet 
to  the  northerly  line  of  the  site  of  Public  School 
3,  the  point  or  place  of  beginning,  be  the  said 
several  dimensions,   more  or  less. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above-described  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of  the 
Collector  of  City  Revenue,  Department  of  Fi- 
nance.    The  sale  will  take  place  on 

MONDAY,    DECEMBER  3.   1000, 
It  11   a.    m.,    on   the  premises,   and  will   be   sold 
for  the  highest   marketable   price. 

For  further  particulars  see  "City  Record." 
H.  A.  METZ, 

Comptroller. 

City  of  New  Y'ork— Department  of  Finance, 
Comptroller's  Office,   October  22,   1906.       (29664) 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  to  all 
persons  claiming  to  have  been  injured  by  a 
change  of  grade  in  the  regulating  and  grading 
of  the  following  named  streets  to  present  their 
claims,  in  writing,  to  the  Secretary  of  the  Board 
of  Assessors.  No.  320  Broadway,  on  or  before  De- 
cember 11,  at  11  o'clock  A.  M.,  at  which  place 
and  time  the  said  Board  of  Assessors  will  re- 
ceive evidence  and  testimony  of  the  nature  and 
extent  of  such  injury.  Claimants  are  requested 
to  make  their  claims  for  damages  upon  the  blank 
form  prepared  by  the  Board  of  Assessors,  copies 
of  which  may  be  obtained  upon  application  at 
the    above    office. 

BOROUGH    OF    MANHATTAN. 

List  No.   8903.     Edgecombe  avenue,    from  One 


HERBERT  A.  SHERMAN 

REAL  ESTATE 

AUCTIONEER,     BROKER 

APPRAISER,  AGENT 

GBOUND    FLOOR    ASTOR    BUILDINQ 

9  Pine  and  10  Wall  St.. 

Uptown  Offlce.  530  and  532   FIFTH   A'VTOyTJE 

Corner  44th  St..  under  5th  Ave.  Bank 
Tel.  Connections.     Private  Wire  Between  Offloes 

public  IRoticcs. 

Hundred    and     Forty-seventh    to     One    Hundred 
and  Fifty-fourth  street. 

List  No.  9001.  One  Hundred  and  Fifty-eighth 
street,  between  St.  Nicholas  avenue  and  Broad- 
way. 

BOROUGH  OF  THE  BRONX. 

List  No.  !K)1,S.  Emerich  place,  from  Heath 
avenue   to   Kingsbridge   road. 

List  No.  nmo.  One  Hundred  and  Thirty- 
third  street.  East,  from  the  Southern  Boulevard 
to    Cypress     avenue. 

List  No.  9036.  Two  Hundred  and  Sixth  street. 
East,  from  Grand  Boulevard  and  Concourse  to 
Mosholu    parkway    South. 

List  No.  9039.  One  Hundred  and  Slxtv-ninth 
street.    East,    from    Webster    to    Clay    avenue. 

List     No.     9000.       Westchester    avenue,     from 
Southern  Boulevard  to  the  Bronx  River 
BOROUGH    OF    BROOKLYN. 

List  No.  8990.  Hausman  street,  from  a  point 
.300  feet,  more  or  less,  south  of  Nassau  avenue 
to  Meeker  avenue. 

List  No.  8991.  Eighth  street,  between  Eighth 
avenue  and  Prospect  Park  West. 

List  No.  8992.  East  Eighteenth  street,  between 
Beverley   and    Cortelyou    roads. 

List  No.  9026.  Bay  Sixteenth  street,  between 
Cropsey    avenue    and    Eighty-sixth    street. 

List  No.  9027.  Jerome  street,  between  Pitkin 
avenue  and   New  Lots   road. 

List  No.  9046.  Blake  avenue,  between  Hopkin- 
son  and  Howard  avenues. 

List  No.  9037.  East  Fifth  street,  between  Ave- 
nue C  and  Church  avenue. 

List  No.  9058.  Union  street,  between  Bedford 
and  Rogers  avenues. 

ANTONIO  ZUCCA. 
PAUL  WEIMANN. 
JAMES   H.    KENNEDY. 

Board   of  Assessors. 

WILLIAM    H.    JASPER, 
Secretary. 
No.   .320  Broadway. 

City  of  New  York,  Borough  of  Manhattan,  No- 
vember 20.   1906.  (30239) 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  TO 
the  owner  or  owners  of  all  houses  and  lots,  im- 
proved   or    unimproved    lands    affected    thereby. 


public  "Morices. 


that  the  following  proposed  assessments  have 
been  completed  and  are  lodged  in  the  offlce  of  the 
Board  of  Assessors  for  examination  by  all  per- 
sons interested,   viz.: 

BOROUGH  OF  MANHATTAN. 

List  8S99,  No.  1.  Paving  Broadway  (excluding 
the  area  between  the  tracks  of  the  Metropolitan 
Street  Railway  Company),  north  from  Dyckman 
street  to  the  Spuyten  Duyvil  Creek,  with  asphalt 
blocks,  curbing  and  recurbing. 

Li9t  8979,  No.  2.  Sewer  in  One  Hundred  and 
Fifty-sixth  street,  between  Boulevard  Lafayette 
and  Riverside  Drive. 

List  8998,  No.  3.  Sewer  and  appurtenances  In 
St.  Nicholas  avenue,  west  side,  between  One 
Hundred  and  Eighty-flrat  and  One  Hundred  and 
Eighty-third  streets. 

List  8994,  No.  4.  Paving  with  asphalt  pave- 
ment, curbing  and  recurbing  Kingsbridge  avenue, 
between  Terrace  View  avenue  south  and  Van 
Corlear  place. 

List  .S990,  No.  5.  Regulating  and  paving 
Kingsbridge  avenue,  between  Van  Corlear  and 
Wicker  places. 

List  .8997.  No.  0.  Paving,  curbing  and  recurb- 
ing Kingsbridge  avenue,  from  Terrace  View 
avenue  North   southerly  to  Wicker  place. 

List  9011,  No.  7.  Laying  crosswalks  on  One 
Hundred  and  Sixty-fifth  street,  at  the  west  side 
of  Broadway. 

List  9016,  No.  8.  Paving  West  One  Hundred 
and  Forty-third  street,  from  Lenox  to  Seventh 
avenue,  with  sheet  asphalt,  curbing  and  recurb- 
ing. 

BOROUGH  OF  THE   BRONX, 

Lis>t  8744.  No.  9.  Regulating,  grading,  curbing, 
flagging  and  laying  crosswalks  in  East  One  Hun- 
dred and  Sixty-fifth  street,  from  Jerome  avenue 
to  the  approach  to  the  Grand  Boulevard  and 
Concourse,  and  from  the  approach  to  the  Grand 
Boulevard  and  Concourse  to  Webster  avenue,  to- 
gether with  a  list  of  awards  for  damages  caused 
by  a  change  of  grade. 

List  8760.  No.  10.  Regulating,  grading,  curb- 
ing, flagging  and  laying  crosswalks  in  River 
avenue,  from  Burnside  avenue  to  East  One  Hun- 
dred and  Eighty-third  street,  together  with  a  list 
of  awards  for  damages  caused  by  a  change  of 
grade. 

List  8987,  No.  11.  Receiving  basins  and  ap- 
purtenances at  the  northeast,  southeast  and 
northwest  corners  of  River  avenue  and  East 
One  Hundred   and  Fiftieth   street. 

For  full   particulars   see  City   Record. 
ANTONIO    ZUCCA. 
PAUL   WEIMANN, 
JAMES     H.     KENNEDY, 

Board  of  Assessors. 

WILLIAM    H.    JASPER. 
Secretary. 
No.   .320  Broadway. 

Citv  of  New  York.  Borough  of  Manhattan.  No- 
vember 22.  1906.  (30309) 


ADVERTISED    LEGAI.    SALES. 

Sales  to  be  held  at  the  Real  Estate  Exchange. 

14  and  16  Vesey  St..  except  as  elsewhere  stated. 
Nov.  24. 

No    Legal    Sales   advertised    for   this    day. 
Nov.  26. 

Wadsworth  av  No  200]n    w    cor    183d    st,    74.11x 

183d  St.  No  651  |  50,     0-sty     brk     tenement 

and  store.  Mayer  S  Auerbach  agt  Agnes  E 
Bell  et  al;  Max  Stern,  att'y.  44  Broadway; 
Milton  S  Guiterman.  ref.  (Amt  due,  $16,- 
328.16:  taxes.  &c.  $788.23;  sub  to  a  flrst  mort 
of  $10,000.)  Mort  recorded  April  17.  1903. 
By   Joseph   P  Day. 

Nov.  27. 

Goerck  st.  No  98,  e  s,  171.7  n  Rivington  st,  25x 
98.10,  5-sty  brick  tenement  and  store.  Harris 
D  Colt  trustee,  &c,  agt  Max  Cohen  et  al; 
Curtis,  Mallet-Prevost  &  Colt,  atfys.  30  Broad 
st;  Adam  Wiener,  ref.  (Amt  due,  $15,949.23; 
taxes,  &c,  $323.35.)  Mort  recorded  July  12, 
1899.     By  Joseph  P  Day. 


Nov.  28. 

OOth  St.  No  3-20.  s  s.  300  e  2d  av,  16.8x100,  3-sty 
brk  tenement.  Elizabeth  G  Meyer  agt  Bernard 
Gies  et  al;  Warren  McConihe,  att'y,  42  Broad- 
way: Lynn  W  "Thompsou,  ref.  (Partition.) 
By  Bryan  L  Kennelly. 

185th  st,  n  s,  100  e  Park  av,  50x100,  vacant. 
Catherine  J  Paine  agt  Jacob  Schwach  et  al; 
Reuben  Maplesden.  att'y,  21  Park  Row;  Syl- 
vester L  H  Ward.  ref.  (Amt  due,  $4,908.17; 
taxes.  &c.  .$81.07.)  Mort  recorded  Feb  11, 
1905.      By   D   Phoenix   Ingraham. 

139th  st,  Nos  502  and  504,  s  s,  100  w  Amsterdam 
av,  50.x99.ll,  0-sty  brk  tenement.  Emanuel 
Arnstein  et  al  agt  Abraham  or  Abram  Schles- 
inger  et  al;  Alexander  Pfeiffer,  att'y,  128 
Broadway;  Samuel  Marsh,  ref.  (Amt  due, 
$26.478..52:  taxes.  &c.  .$296.93;  sub  to  four 
morts  aggregating  $22,750.)  Mort  recorded 
Sept   26,    1003.      By   Joseph   P   Day. 

Nov.  30. 
17Sth    St.    n    s.    100    w    Amsterdam   av,    100x100. 
vacant.       Abraham     Ruth    et    al    agt    Charles 


Axelroad    et    al;     Feltenstein      &      Rosenstein, 
atfys,    309   Broadway;   Alfred  Lauterbach.   ref. 
(Amt  due.  $27,521.57;   taxes.  &c.  $354.92.)     By 
Samuel   Goldsticker. 
Wales  av.  w  s.        |  whole      front       between       St. 
St  Mary's  st,  n  s,   |    Mary's  and  144th  sts.  262.6x 
144th  st,  s  s,  I     100,     vacant.        Cornelia     A 

Kneeland  agt  Moritz  L  Ernst  et  al;  Alfred 
W  Varian.  att'y.  44  Pine  st;  Nathan  Green- 
baum,  ref.  (Amt  due.  $11,909.81;  taxes,  &c, 
$260.)  Mort  recorded  Apr  14,  1904.  By 
Joseph   P   Day. 

Madison  av.  No  345,  e  s.  50.5  n  44th  st,  25x100, 
4-sty  stone  front  dwelling.  Henry  D  Winans 
agt  The  Netherlands  Corp  of  N  Y  et  al;  Bald- 
win &  Blackmar,  att'ys,  31  Nassau  st:  Miles 
M  O'Brien,  Jr.  ret.  (Amt  due.  $58,246.80; 
taxes,  &c,  $1,212.69.)  Mort  recorded  July  3, 
1903.     My  Joseph  P  Day. 

Dec.   1  and  3. 
No  Legal  Sales  advertised  for  these  days. 


CONVEYANCES 


Whenever  the  letters  Q.  C.  G.  a  G.  and  B.  &  S.  occur,  preceded  by 
the  name  of  the  grantee,  they  mean  as  follows; 

1st. — Q.  C.  is  an  abbreviation  for  Quit  Claim  deed.  1.  e..  a  deed 
wherein  all  the  right,  title  and  Interest  of  the  grantor  is  conveyed, 
omitting   all  covenants  and  warranty 

2d.— C.  a.  G.  means  a  deed  containing  Covenant  against  Grantor 
only,  in  which  he  covenants  that  he  hath  not  done  any  act  whereby 
the  estate  conveyed  may  be  impeached,  charged  or  encumbered. 

3d.— B.  &  S.  is  an  abbreviation  for  Bargain  and  Sale  deed,  wherein, 
although  the  seller  makes  no  expressed  consideration,  and  thus  im- 
pliedly claims  to  be  the  owner  of  it.  The  street  or  avenue  numbers 
given  in  these  lists  are,  in  all  cases,  taken  from  the  insurance 
maps  when  they  are  not  mentioned  in  the  deeds.  The  numbers,  it 
will  occasionally  be  found,  do  not  correspond  with  the  existing  ones. 
owing  to  there  having  been  no  official  designation  made  of  them  by 
the  Department  of  Public  Works. 

November   ](!.    17,    10,    'JO,    21    and   22. 
BOROUGH   OF  MAMSATTAIT. 

Attorney  St.  No  152,  e  s.  100  n  Stanton  st.  25x100.5.  5-sty  brk 
tenement  and  store.  Agreement  as  to  ownership.  &c.  Vigdor 
Bogolowltz  with  Jacob  Zucker.  Sept  14.  Nov  17.  1006  ''-345 
—2.     A  $18.000— $23,000.  '  . 

Attorney  st.  Nos   loo  and   157,   w   s.   abt   150  n  Stanton   st.  — x , 

two  6-sty  brk  tenements  and  stores  and  4  and  o-sty  brk  tene- 
ments in  rear.  Agreement  as  to  ownership,  equity,  &c.  Mor- 
ris Goldberg  of  Brooklyn  with  Sam  Cohen.  Aug  15  Nov  17 
1906.     2:350.  ' 

Broome  st.  No  113.  s  s.  125  e  Pitt  st.  25x100,  6-sty  brk  tene- 
ment and  store.  Louis  Frank  to  Joseph  'Wo\t.  Mort  $3'>  000 
Nov    19.      Nov    20,    1906.      2:330—14.      A   $-20,00O-.5;21.000.      ' 

*    XT       ^c^  .     r.,.,  °"'^''  consid  and  100 

Carmine  st^  Nos  60  to  641^  on  map  Nos  60  to  64,  s  w  cor  Bed- 
ford  st,   75x60,   6-sty   brk   tenement   and   store.      Samuel   Fried- 


man et  al  to  Harry  B  Thuor.  All  title.  Mort  $113,000.  Nov 
12.      Nov  16,   1006.     2:528—71   to  76.     A  $26,500—$ .         100 

Carmine  st.  Nos  60  to  64%,  on  map  Nos  60  to  64,  s  w  cor  Bed- 
lord  St.  7ox60.  6-sty  brk  tenement  and  store.  Samuel  Friedman 
et  al  to  Harry  A  Thuor.  Mort  $113,000.  Nov  12.  Nov  21. 
1906.     2:528—71  to  76.     A  .$30,500 .       other  consid  and  100 

Cherry  st.  No  .306,  n  s,  2.33.1  e  Jefferson  st.  25x80,  5-sty  brk 
tenement  and  store.  Rosen  Realty  Co  to  Morris  Cohen.  Mort 
$26,125.  Nov  14.  Nov  16,  lOOG.  1:257—10.  A  $7,000— $15,- 
OOO.  nom 

Same  property.  Morris  Cohen  to  Harris  Falkin.  Mort  $27,750. 
Nov   15.     Nov  1().   1906.     1:257.  other  consid  and  100 

Centre  st,  No  118  (60),  s  e  s,  abt  75  n  Franklin  st,  24.3x75x25x75, 
.5-sty  brk  tenement  and  store.  August  F  Viemeister  to  Richard 
S  Elliott.  Mort  *17..50O.  Nov  10.  Nov  20.  1006.  1:167—30. 
A  $17,800— $23,000.  other  consid  and  100 

Same  property.  Richard  S  Elliott  to  Catherine  Viemeister.  Mt 
$17,500.     Nov  10.     Nov  20,  1006.     1:167.  other  consid  and  100 

Church  St.  No  281  |  s   e   cor  W'hite   st,   25x75,  6-sty  brk  lott 

■White  St.  Nos  35  and  37|     and    store    building. 

Leonard  st.  No  86,  s  s,  205  w  Broadway,  25x100,  5-sty  brk  loft 
and  store  building. 

Everett  Colby  HEIR,  &c,  Chas  L  Colby  to  Edith  H  wife  of  Ev- 
erett Colby,  of  West  Orange.  N  J.  All  title.  B  &  S.  April  10. 
1905.  Nov  20.  1906.  1:173—23.  A  $56,700-$75,000,  and  175 
—17.     .$50,900— $75,000.  nom 

Columbia  st,  No  94,  e  s.  250  n  Rivington  st.  25x99.  5-sty  brk  ten- 
ement and  store.  Assign  contract,  recorded  July  30,  1904.  Bar- 
net  Sussman  and  Max  Silver  with  Morris  Lipschitz.  Sept  8, 
190.5.      Nov   16.   1006.     2:.33-l — 19.     A   $15.000— $21,000.  nom 

Crosby  st.   No  49.   e  s.   187.4  n  Broome  st.  25x100.   6-sty  brk  loft 
and   store   building.     Joseph   Majud   to   William   Seidman.      Mort 
Nov  21,  1906.     2:482—5.     A  $23,000— $44,- 

other  consid  and  100 
1S7.4  n  Broome  st.  25x100,  6-sty  brk  loft 
Eckel    M    Stiger    to    Joseph    Majud.      Mort 
Nov  20,  1906.     2:482-5.     A  $23.000— $44.- 

other  consid  and  100 


.$45,000.     Nov  19. 
000. 
Crosby  st,   No  40.  e  s 
and    store    building. 
.$35,000.     Nov  15. 
000. 
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Cortlandt  st.  No  10,  n  s,  99.3  w  Broadway,  25.lxl23.5x2-l.4x 
122.11,  5-sty  brk  loft  and  store  building.  Century  Realty  Co 
and  ano  to  Waterman  Building  Co.  B  &  S  and  C  a  G.  Nov  20. 
Nov    21,    1906.      1:03—1.      A    .flSO.OOO— !i;210,000. 

other  consid  and   100 
e    cor   White   st.    25.\75,    6-sty   brk   loft 
and   store    building. 
!05  w  Broadway,  25x100,  5-sty  brk  loft 


275  n  w  10th  av,  100x98.9,  part 
;,  325  s  e  11th  av,   75.x98.9,  part 


Chas.  L  Colby  et  al  to 
Nov  20,  1900.  1:173—23.  A 
A  $50,900— $75,000;   and  3:695 


Mort   $26,000. 
— $22,CKX). 


Church  st.   No  281  |s 

White  st,  Nos  35  and  .37  | 
Leonard  st,   No  86.  s  s, 

and    store    building. 
23d  st,   Xos  527   to  533, 

3-sty    brk   factory. 
23d  st,   Nos  537   to  541 
3-sty   brk   factory. 

LEASEHOLD.      Declaration    of    trust. 
Chas   L   Colby.      IVIar   19,    1895 
$50,700— $75,000;    and   175—17. 

—15.     A  $132,000— $142,000.  

Division  st.  No  72.  n  s.  25  e  Forsyth  st,  25x75,  5-sty  brk  tene- 
ment and  store.  Beckie  Levitch  to  Samuel  Katz.  y^  part.  Mt 
$32;000.  Nov  15.  Nov  16,  19U6.  1:292—38.  A  $18,000— $25.- 
000.  other  consid  and  100 

Division  st,  No  245,  s  s,  23  w  Montgomery  st,  23x48.7x23x48.6. 
3-sty  brk  synagogue.  Release  assignment  of  rents.  Meyer  and 
Louis  Jarmulowsky  to  Congregation  Beth  Hakneseth  Anshei  Le- 
bodow  Im  Radzelower.  Nov  21.  Nov  22.  1900.  1:286 — 62.  A 
$10,000— $30,000.  nom 

East  Broadway,  No  198,  n  s,  78.4  e  Jefferson  st.  20.3x60.4x26.1x 
00.5,  5-sty  brk  tenement  and  store.  Lizzie  Collins  to  Henry 
D  Fertel.  Mort  $30,500.  Nov  10.  Nov  20,  1906.  1:28.5—34. 
A  $17,000— $24,000.  other  consid  and  100 

East  Broadway.   No  108,  n  s,   78.4  e  Jefferson  st,  26.3x60.4x26. Ix 

60.5,   5-sty  brk  tenement   and   store.      Harry  D  Fertel   to   Lizzie 

M   Collins.     Mort   $30,500.      Nov   16,   lOOlJ.      1:28.5—34.     A  $17,- 

000— $24,000.  other  consid  and  100 

East  Broadway,  Nos  221  and  2231   s   e   cor   Clinton   st,   47.7x90,   two 

Clinton  St.  Nos  200  and  202  |  4  and  5-sty  brk  tenements,  store 
on   corner.      Jacob   Oppenheim   to   Julius   Miller,    of  Brooklyn.   Mt 

$72,800.     Nov  15.     Nov  16,  1906.     1:286 39  and  40.     A  $48,- 

000 $60,000.  nom 

East   Broadway,   No  221  |s   e   cor   Clinton   st,   24.1x90,  4   and 

Clinton  St.  Nos  200  and  202  |  5-sty  brk  tenement  and  store. 
Sigmund  Kantrowitz  to  Jacob  Oppenheim.  Mort  .$47,800.  Nov 
9.      Nov   16,   1906.      1:286—40.      A   $30,000— $38,000. 

other  consid  and  100 

East  Broadway,  No  221         |  s    e    cor    Clinton    st,    24.1x90,    4    and 

Clinton  st,  Nos  200  and  202|  5-ssty  brk  tenement  and  store.  Alex- 
ander Aronofsky  to  Jacob  Oppenheim.  Mort  $47,800.  Nov  1.3. 
Nov   10,    1906.      1:280-40.      A   $30.000— .f38.00U.  nom 

Eldridge   st.   No   197,   w  s,   100  n  Rivington  st,   25x100,   5-sty  brk 
tenement    and    store.      Samuel    Kamlet    et    al    to    Lena    Monday. 
Nov   1.      Nov   20,    1906.     2:421-72.      A   $17,000 

other  consid  and  100 

Eldridge  st,  the  alley  between  Nos  167  and  169,  said  No  167  El- 
dridge  st,   is  described  as  follows: 

Eldridge  st.  No  167,  w  s.  125  n  Delancey  st.  2.5x100,  being  all 
title  to  any  easement  in  and  to  alley  between  Nos  167  and 
169. 

Martin  Rothschild  et  al  to  Joseph  Rabinowitz.  Q  C.  Nov  12. 
Nov  20.   1901!.     2:420—08.      A  $17,00t)— $22,000.  175 

Fulton  st,  No  114,  s  s,  abt  28  w  Dutch  st,  25.3x.S2.6x25.3x81.8  w 
s,  6-sty  brk  and  stone  loft  and  store  building.  Joseph  Shardlow 
to  Jefferson  M  Levy.  Mort  .$30,000.  Oct  15.  Nov  22,  1906. 
1:78-48.     A  .$55,900— $72,000.  112,500 

Fulton  st.  No  116,  s  s,  50.6  w  Dutch  st,  25.3x83,  6-sty  brk  loft 
and  store  building.  Joseph  Shardlow  et  al  to  Jefferson  M  Levy. 
Oct   15.      Nov   22,    1906.      1:78—47.      A   $.56,200— $72,000. 

112,500 

Gouverneur  st.  No  42,  e  s,  abt  75  n  Monroe  st,  6-sty  brk  tene- 
ment and  store.  Declaration  of  trust  by  Rosie  Goldstein  for 
Celia,  Hannah,  Charles,  Moses.  Abraham,  Herman,  David.  Aaron, 
Samuel  and  Joseph  Rosen  and  et  al.  Sept  17.  Nov  22.  1906. 
1:266—15.      A    $13.500— .$34,000.  

Grand  st.  No  64,  n  s,  75  w  Wooster  st,  2.5x100,  7-sty  brk  loft 
and  store  building.  Hymau  Horwitz  to  Acher  Freedman.  Mort 
$55,000.  Nov  12.  Nov  22,  190S.  2:475—31.  A  $27,000— $.50,- 
OOO.  other  consid  and  100 

Grand  st,  Nos  494  to  498,  n  s,  .50  w  Sheriff  st,  .50.x80,  5  and  6- 
sty  brk  bakery.  Release  dower.  Laura  A  Clark  widow  to  S 
B  Clark  (Inc).  Nov  5.  Nov  20,  1906.  2:336—57  and  58.  A 
$40,000— $69,000.  nom 

Grand  st.  No  570,  n  s,  abt  .50  w  Goerck  st.  25x75.  I 

Grand  st.   No  572,  n  s.  abt  25  w  Goerck  st,  25x75.  ' 

two   3-sty   frame    (brk  front)    tenements   and   stores.  | 

Bettie  Simon  to  Jacob  Siris.  Pincus  Malzman  and  Harris  Gold- 
man. Mort  .$39,.5(lO.  Nov  12.  Nov  17,  1906.  2:326 — .55  and 
50.     A  $24,0(J(J— $25,500.  other  consid  and  100 

Grand  st,   Nos  426  and  428     |  n  e  cor  Attorney  st,  40x90,  with  right 

Attorney  st,  Nos  24  and  26|  over  10  foot  alley  on  n  s.  6- 
sty  brk  tenement  and  store.  Julius  Miller  to  Jacob  Oppen- 
heim. Mort  $70,000.  Nov  14.  Nov  16,  1906.  2:341 — 34.  A 
.$50.000— $95,000.  other   consid   and   100 

Same  property.  Jacob  Oppenheim  to  Alexander  Aronofsky.  14 
part.      Mort  $104,.300.     Nov  16,   190(!.     2:341. 

other  consid  and  100 

Same  property.  Jacob  Oppenheim  to  Isaac  Naiburg.  14  part.  Mt 
$104,300.     Nov  14.     Nov  16,   1006.     2:341.       other  consid  and  100 

Hester  st,  Nos  121  and  123,  on  map  Nos  121  to  125   |   n    w    cor    For- 

Forsyth  st.   No  63  |     syth    st,    60x.50, 

6-sty  brk  tenement  and  store.  Bene  Posner  to  John  Eberle. 
Mort  $109,000.  Nov  15.  Nov  16,  1906.  1:30.5—32.  A  .$45.- 
000— $85,000.  other  consid  and   100 

Hudson  st.  No  615V2,  w  s,  56  s  Jane  st,  24x82.7x24x83.9.  6-sty 
brk  tenement  and  store.  Edw  R  Cohn  to  Matilda  Hollander 
Mort  .$.30,000.  Nov  12.  Nov  19,  1906.  2:62.5—12.  A  $15,000 
—$32,000.  other  consid  and  100 

Jackson  st,   No  .32,  e  s,   125  n  Cherry  st,  25x100.  5-sty  brk  tene- 
ment  and   store.   Wm   Held   to   Julius   Levy   and   Philip   Peshkin 
Mort   $35,750.      Nov   20.      Nov   21,   1906.      1:263—51.      A   $8,000 
—$25,000.  other  consid   and   100 

Jones  st.  No  9,  n  s,  95  w  West  4th  st,  25x100x24.11x100,  7-sty 
brk  loft  and  store  building.  Nettie  A  B  Weitz  to  Bergen  Realty 
Co.  B  &  S.  Mort  $32,000.  Nov  15.  Nov  19,  1906.  2:590— 
77.     A  $11.000— $35,000.  100 

King  st.  No  20,  s  s,  234  w  Macdougal  st.  20x100.  3-sty  brk  dwell- 
ing.     Sarah    E   wife    of   and    Geo    H    Shear   to    Nichola   di    F    Mileo 
Mort  .$6,000.     Nov  22,  1906.     2:519—20.     A  $10,000— $11,000    100 

Leonard  st.  No  74,  s  s,  abt  100  e  Church  st,  38.2x100,  5-sty  brk 
loft  and  store  building.     Everett   Colby  to  Edith  H  wife  of  Ev- 


erett Colby,  of  West  Orange,  N  J.  1-6  part.  B  &  S.  Mort 
$90,000.  April  10,  1905.  Nov  20,  1906.  1:173-17.  A  $85,- 
200^$115.000.  nom 

LeRoy  st.  No  25,  n  s,  67  e  Bedford  st,  runs  n  22.6  x  e  8  x  n  67.6 
X  e  25  X  s  90  to  st,  X  w  33  to  beginning,  5-sty  brk  tenement. 
Joseph  M  Falvey  to  Annie  Higginson.  %  part.  C  a  G.  Nov  20, 
1906.     2:586-81.     A  $12,500— $27,000.  6  000 

Lewis  st,_  No  .59,  w  s.  150  s  Rivington  st,  25x100,  5-sty  brk  ten- 
ement and  store.  Esther  Goldman  et  al  to  Isaac  Nagel.  Mort 
$31,000.  Nov  17.  Nov  20,  1906.  2:328—23.  A  $12,000— $30,- 
000.  other   consid   and   100 

Madison  st.  No  310,  s  s.  105.10  w  Gouverneur  st,  19.6x110,  6-sty 
brk  tenement  and  store.  Ida  wife  of  Louis  Frank  to  Hermann 
Levy.  All  title.  Q  C.  Nov  20,  1906.  1:268—25.  A  $12,000 
$30,000.  nom 

Mangin  st,  Nos  3  to  11,  w  s,  85  n  Grand  st,  126.3x100x125.10  to 
10  foot  alley,  xlOO,  vacant.  Hauben  Realty  Co  to  Jacob  Levins, 
Homer  A  Millard,  Wm  H  Schmohl,  Albert  W  De  Long  and  Her- 
bert P  Hutchings  as  TRUSTEES.  All  liens.  Nov  21.  Nov  22 
1906.     2:321-15  to  19.     A  $25,.500-$34,000. 

other  consid  and  100 

Market  st,  Nos  59  and  611  s    w   cor   Hamilton      st,      44.1x57.5x25. 7x 

Hamilton  st.  No  48  |    59.6,  3-sty  brk  tenement  and  store.     Jo- 

seph M  Levine  to  Harris  Knieger,  Benjamin  Emmerman,  Jacob 
Levine  and  Philip  Cohen.  Q  C.  Mort  $24,000.  Nov  15.  Nov 
21,   1906.     1:253-37.     A  $15.000— $18,000. 

other  consid  and  100 

Market  st.  No  63,  w  s,  44.1  s  Hamilton  st,  25x57.6,  3-sty  brk 
tenement  and  store.  Joseph  M  Levine  to  Harris  Knieger,  Benja- 
min Emmerman,  Jacob  Levine  and  Philip  Cohen.  Q  C  Mort 
$10,100.  Nov  15.  Nov  21,  1906.  1:25.3—35.  A  $10,000— $12,- 
000.  other  consid  and  100 

Monroe  st.  No  142,  s  s,  47  w  Jefferson  st,  23.6x100,  4-sty  brk  ten- 
ement and  store.  Chevra  Meneakschie  Sholem  Anschi  Molodecna 
to  Isaac  Levine.  Mort  $17,0OO.  Nov  15.  Nov  10,  1906  1-256 
—18.      A    $15.000— $18.00u.  25  500 

Monroe  st.  No  39,  n  s.  ,S9.4  w  Market  st,  25x100,  4-sty  brk  ten- 
ement and  store  and  6-sty  brk  tenement  in  rear.  Mary  Necke 
to  Bernard  F  Golden.  Mort  $15,000.  Nov  20  Nov  "^1  1906 
1:276—20.     A  $18,000— .$23,000.  other  consid' and  100 

Same  property.  Bernard  F  Golden  to  Jacob  Cutler  and  David 
Kotler.      Mort    .$20,000.      Nov   20.      Nov   21,    1900.      1-270        nom 

Montgomery  st.  No  24,  w  s,  abt  62  s  Henry  st,  — x— ,  3-sty  brk 
tenement. 

Kingsbridge  av,  w  s.  50  s  234th  st,  50x150,  2-sty  frame  dwelling 
Will  and  certificate  of  probate  of  last  will  Mary  A  Smith,  late 
of  Kings  Co,  N  Y.     Oct  6,   1882.     Nov  21,  1906.     1:269—64      A 
$7,00(J— $8,000. 

Park  pi.   No  25       In  s,  33.4  e  Church  st,  runs  e  37.11  x  n  1.50  to 

Murray  st.  No  22  [  s  s  Murray  st  x  w  21.4  x  s  25  x  w  16.3  x  s 
12.)  to  begnining,  o-sty  brk  loft  and  store  building.  Sidney 
Whittemore   and  ano   EXRS,   &c.   Mary  V   Mott    to   Ellen  Y  Scott 

SiJf,?-,^?'  ^"*''  ^  •'■  ^°^  I'''  1^06.  1:124-11.  A  $145,300-^ 
.>lf5O,U09.  jgj  QQQ 

Park  pi.  No  25  In  s,  33.4  e  Church  st.  runs  e  37.11  x  n  1.50  to 
Murray  st.  No  22  [  s  s  Murray  st  x  w  21.4  x  s  25  x  w  16.3  x  s 
12ij  to  beginning,  5-sty  brk  loft  and  store  building.  Ellen  Y 
Scott  to  Kips  Bay  Realty  Co,  -'Ji  parts,  and  Daniel  B  Freedman. 
Vi  part.  Mort  $135,000.  Nov  19,  1906.  1:124—11.  A  $145,- 
300— $180,000.  other  consid  and   100 

Pelham  st,  Nos  3  and  5,  w  s,  45  s  Monroe  st,  runs  s  68  x  w  39.3 
X  n  5(1.11  x  n  17.5  x  e  40.7  to  beginning,  6-sty  brk  loft  and 
store  buildmg.  Morris  Levy  to  Harry  Holtzberg.  Correction 
deed.  Mort  $20.7.50.  Nov  15.  Nov  16.  1906.  1:255 — 45  A 
$14.000 $30,000.  ^00— io.    ^A^ 

Pf.a."''  f^-  No  25  I  n    e    cor    Whitehall 

Whitehall  St.  Nos  31  to  3(, on  map  Nos  20  to  33|  st,  runs  e  27  10 
X  n  72.7  and  6.10  x  w  23.4  to  e  s  Whitehall  st,  x  s  81.11  to  be- 
ginning, o-sty  brk  loft  and  store  building.  Century  Realty  Co 
(,0    Henry    E    Jones    and    Edw    R    Wharton      TRUSTEES  Mort 

$100000.     Nov  22,   1906.     1:10—14.     A  $123,500-$137,000. 

Ridge  st.  No  145,  w  s,  SO  n  Stanton  st,  runs  w  25  x  s  5  x  w  50  x'n 
25  X  e  75  to  st.  x  s  20  to  beginning,  7-sty  brk  loft  and  store 
building.  Lena  Gurgel  to  Walter  J  Moore.  Mort  $28,800  Nov 
15.      Nov   16,   1906.     2:34.5—28.      A   $12,000— $18,000. 

„.    .  ^^  other  consid  and  100 

Rivmgton  st.  No  u2  [n  w  cor  Eldridge  st,  20x75,  6-sty  brk 

Eldridge  st,  Nos  191  and  193  |  loft  and  store  building.  Robert 
Kommel  et  al  to  Julius  Martinson.  Mort  $40,000.  Nov  15  Nov 
17,   1901!.     2:421—74.     A  .$20,0(10— $36,000.    other  consid  and  100 

Roosevelt_st,  No  54.  e  s,  85.5  n  New  Chambers  st,  runs  e  99.11 
X  n  24.7  X  w  —  X  n  0.1  X  w  —  to  St.  X  s  24.11  to  beginning,  6- 
sty  brk  loft  and  store  building.  Sidney  Whittemore  and  ano 
EXRS,  &c,  Mary  V  Mott  to  John  A  Weekes  and  Bernard  F  Gol- 
den.    Nov    19.      Nov   20.   1906.      1:116—6.      A   $11.900— $29,.50O. 

29  500 

Roosevelt  st,  Nos  119   to   125   |   s   w   cor  Water   st,   78.5x41. 6x79.ix 

Water  st.   No  319  |    50.8,   four  4-sty  brk   tenements  and 

stores.      Solomon    Miller    to    Irving   I   Kempner.      Mort   $17  000 
1:108—31   to  34.      A  $21,900-.$28,500. 

nom 
e  s,  130  n  Rivington  st,  45x100,  6-sty 
Joseph   Cohen   et   al   to   Beni   Faden. 
Nov  21,   1906.     2:334—5.     A  $28,000 
other  consid  and  100 

St  Marks  pi.  No  081  s    s,    125.10    e    1st    av,    25.10.-.:97.lj,    5-sty    brk 

8th  st  I     tenement.      Samuel    Grossmann    to    Louis    Ki- 

vovits.  Mort  .f39,5CR>.  Nov  20,  1906.  2:435—13.  A  $16,000- 
.$32,000.  other  consid  and  100 

Stanton  st.  No  Itil,  s  s,  125  e  Suffolk  st,  25x100,  5-sty  brk  ten- 
ement and  store.  Samuel  Katz  to  Beckie  Levitch.  y.  part.  Mt 
.$30  000.  Nov  15.  Nov  16,  1906.  2:349—17.  A  $20,000— .$24.- 
<»ll((.  other  consid  and  100 

Sullivan  St.   No  97,  e  s,  75  n  Spring  st,  25x65.11,  3-sty  brk  tene- 
ment  and  store.     Mary  J  Innet  and  ano   to  Patrick   Skelly.     Mt 
Nov  l(i,   1906.      2:503—1.     A  $10,(X)0— $11,- 

other  consid  and  100 

Thompson  st,  No  231,  w  s,  80.4  s  3d  st,  runs  w  25  x  n  0.11  x  w 
50  X  s  25  X  e  75  to  st  x  n  24.1  to  beginning,  6-sty  brk  tene- 
ment and  store.  Benj  M  Gruenstein  and  ano  to  Partinicese 
Realty  Co,  a  corpn.  Mort  .$34,500.  Nov  10.  Nov  19,  1906 
2:.53;)— 22.      A   $12  0(J(3— $26,000.  other  consid   and   100 

Vandewater  st.  Nos  24  and  26,  s  e  s.  abt  218  s  w  Pearl  st,  50x95, 
8-sty  brk  loft  and  store  building.  Norma  L  Monro  to  Henrietta 
E  Munro.  1-3  part.  All  title.  Q  C  .  July  24.  Nov  12,  1906. 
1:11.3—8.  A  $22.800— .$95,000.  Corrects  error  in  last  issue, 
when  grantee's  name  was  Muro.  nom 


Oct   31.      Nov   16,   1906. 

Sheriff  st.  Nos  82  and  84, 
brk  tenement  and  store. 
Mort  $77.7.50.  Nov  19. 
— $65,000. 


$9,4.50.      Nov 
500. 


14. 
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Warren  st.  No  37,  s  s,  abt  52.2  w  Church  st,  25x100. 

Warren  st.  No  39,  s  s,  abt  73  w  Church  st,  25x100. 
two   5-sty   brk   loft   and   store   buildings. 

Charles  Carroll  to  Joseph  T  B  Jones.  Mort  $50,000.  Sept  19. 
Nov  16,  1900.     1:133-28  and  29.     A  $77,000-$!  10,000. 

other  consid  and  100 

Warren  st,  No  37,  s  s,  abt  52.2  w  Church  st,  25x100.  j 

Warren   st,   No  30.   s  s.   abt  73  w  Church   st,  25x100. 
two  5-sty  brk  loft  and  store  buildings.  1 

Joseph  T  B  Jones  to  Henry  O  Heuer,  Ottilie  M  Boschen,  Alber- 
tine  M  Melius  and  Diedrich  Heuer  EXRS  and  TRUSTEES  Henry 
Heuer  Mort  $110,001).  Nov  15.  Nov  10,  1900.  1:133—28 
and  29.     A  $77,000— $110,000.  other  consid  and  100 

Waverly  pi,  No  174,  w  s,  75  n  Christopher  st.  21.4x85,  3-sty  brk 
dwelling.  Joseph  Jaeger  to  John  Laible.  Mort  $G,000.  Nov 
20.     Nov  22,  1900.     2:010—20.     A  $9,000— $10,500.  15,000 

Cth  st.  No  312,  s  s,  175  s  e  2d  av,  25x97,  5-sty  brk  tenement. 
Albert  E  Lowe  to  Abraham  Germansky.  Mort  $32,000.  Nov 
19.     Nov  21,  190G.     2:447—12.     A  $10,000— $20,000. 

other  consid  and  100 

6th  st,  Nos  806  to  812,  owned  by  party  1st  part.  j 

0th  st,   No  814,   owned   by  party  2d   part.  | 

Party  wall  agreement.  Henry  Kalchheim  with  Saml  Frederick. 
Nov  17.     Nov  20,  1906.     2:300.  nom 

7th  st.  No  82,  s  s,  100  w  1st  av,  25.x6S.4,  5-sty  brk  tenement. 
Martin  Lahm  and  ano  EXRS  Philip  Lahm  to  Max  Roth.  Nov 
15.      Nov   10,   190G.     2:448—25.      A   $11,000— $10,000.  25,050 

8th  st,  No  108,  s  w  s,  255  s  e  1st  av,  25.10x97.0,  5-sty  brk  tene- 
ment. Annie  Kessling  et  al  to  Aaron  Goldenberg.,  Isidor  Ber- 
ger  and  Leopold  Ranzenhofer.  Q  C.  Nov  12.  Nov  19,  1900. 
2:435—18.     A  ?1G,000-$19,000.  nom 

10th  st,  Nos  410  and  412,  s  s,  193  e  Av  C,  40x92.3,  C-sty  brk 
tenement    and    store. 

Goerck  st.  No  33,  w  s,  150.2  n  Broome  st,  24.11x100,  5-sty  brk 
tenement   and   store. 

Moritz  Agranotf  to  Martha  Agranoff.  AH  title.  AH  liens. 
Nov  16.  1900.  2:379—15.  A  $16.000— $50,000;  2:327-58.  A 
$10,000— $27,000.  other  consid  and  100 

11th  St.  Nos  233  and  235,  n  s,  177  w  2d  av,  50x100,  two  0-sty  brk 
tenements.  John  C  Eberle  to  Adolf  Mandel.  Mort  $78,000. 
Nov  15.     Nov  10,  1900.    2:467 — 43  and  44.     A  $34,00O-$70.O0O. 

other  consid  and  100 

12th  st.  No  039,  n  s,  145.6  w  Av  C,  37.0x103.3,  6-sty  brk  tene- 
ment and  store.  Sigmund  Morgenstern  and  ano  to  Cecelia  Lew- 
kowicz.     2-3  part.     Right,  title  and  interest.     All  title.     Nov  7. 

Nov  20,   1900.     2:395^2.     A  $10,000-$ . 

other  consid  and  100 

17th  St.  Nos  230  and  232,  s  s.  3SS  e  8th  av,  50x84,  two  3-sty 
frame  tenements.  Marks  L  Frank  to  Gem  Realty  Co.  All 
Hens.  Nov  14.  Nov  22,  1906.  3:700—01  and  02.  A  $19,000 
—$20,500.  other  consid  and  100 

19th  St.  No  406,  s  s,  100  w  9th  av,  25x92,  4-sty  brk  tenement. 

Maiden  lane.  No  155|  n   e  s,   62  s   e  Front  st,   19.4.x49.7  to  s  w  s 

Fletcher  st.  No  33  |  Fletcher  st,  xl9.7.\50.1,  4-sty  brk  loft  and 
store    building,    all    of;    also 

Property  at  Newtown.  Queens  Co,  L  I.  Nov  21,  1906.  %  part. 
Anna  R  wife  of  and  Henry  L  Morris  et  al  to  Archibald  D  Rus- 
sell, of  Princeton,  N  J.  Oct  IS.  Nov  21,  1X106.  1:72—8.  A 
$11,900-$13,500;  3:710—10.     A  $9,500-?13.500. 

other  consid  and  100 

19th  st.  No  120,  s  s,  106.8  e  Irving  pi,  25x92,  5-sty  stone  front 
tenement.  Alice  V  Joseph  to  Mary  W  Nadal.  Mort  $20,000. 
Nov  19.     Nov  22,  1906.     3:874^58.    A  $20,000— $35,000.  100 

24th  st.  No  43,  n  s,  241.8  e  0th  av,  20.10x98.9,  4-sty  stone  front 
building  and  store.  Angela  R  Phillips  et  al  to  Chas  G  G  King, 
N  Y,  and  Philomena  Schultz,  of  Rockaway  Park,  L  I.  Nov  12. 
Nov    17,    1900.      3:820—15.      A    $34,000— $43,000. 

other   consid   and   100 

24th  st.  No  339,  n  s,  1.50  w  1st  av,  25x98.9,  5-sty  brk  tenement. 
Joseph  Herrmann  to  Ernst  Stutz.  Mort  $22,000.  Nov  15.  Nov 
22,   1906.     3:930—24.     A  $9,000— $21,500.  nom 

26th  st,  No  151,  n  s,  145  w  3d  av,  25x98.9,  6-sty  brk  tenement 
and  store.  Leopold  Jacobson  to  Betty  Jacobson.  %  part.  All 
title.  Mort  $44,000.  Jan  2.  Nov  20,  1906.  3:882-38.  A  $15,- 
000— $37,000.  other  consid  and  100 

26th  St.  No  151,  n  s,  145  w  3d  av,  25x98.9,  6-sty  brk  tenement 
and  store.  Philip  Schlechter  to  Rebecca  Schlechter.  V'"  part. 
All  title.  Mort  $44,000.  Jan  2.  Nov  20,  1906.  3:882—38.  A 
$15,00O-$37,000.  other  consid  and  100 

2Sth  st.  No  433,  n  s,  425  w  9th  av,  25x08.9,  5-sty  brk  tenement. 
James  A  Hennessy  to  Jacob  M  Frank  and  Simon  Shloss.  Mort 
$14,000.    Nov  9.     Nov  20,  1906.    3:726—17.     A  $7,50t>— $14,000. 

other  consid  and  100 

29th  st.  No  407,  n  s,  125  e  1st  av,  25x98.9,  5-sty  brk  tenement. 
Mary  E  Cartwright  et  al  to  Pasquale  and  Salvatore  Pati.  Mort 
?8,000.     Nov  20.     Nov  21,  1906.     3:961—7.     A  $7,000— $13,000. 

nom 

30th  st,  Nos  342  and  344,  s  s,  279  e  9th  av,  33x98.9,  5-sty  brk 
tenement.  Joseph  L  Buttenwieser  to  Sarah  Ballin.  Mort  .$45,000. 
Nov  12.     Nov  16,   1906.     3:753—65.     A  $17,000— $47,000. 

other  consid  and  100 

30th  st.  No  128,  s  s,  100  w  Lexington  av,  17.10.x98.9,  3-sty  brk 
dwelling.  Wilson  B  Durbrow  to  Kate  R  wife  of  Wilson  B  Dur- 
brow,  of  South  Orange,  N  J.  Mort  $6,000.  Nov  19,  1906.  Nov 
21,  1906.     3:885—74.     A  $14.500— $18,000.  100 

31st  st,  Nos  307  and  309,  n  s,  99.6  e  2d  av,  40.6x97.8,  two  4-sty 
brk  tenements,  store  in  No  309.     Emerence  K  Ager  to  Business 
Men's    Realty    Co.      Mort    $19,750.      Nov    14.      Nov    20,    1906. 
3:937—7  and  S.     A  $13,000— $18,000.  other  consid  and  100 

33d  st,  Nos  35  to  39,  n  s,  277.4  e  Broadway,  67.9.x98.0,  two  4-sty 
stone  front  dwellings  and  5-sty  stone  front  club  house.  Frances 
A  Harris  to  Jacob  Neadle.  17-36  parts.  Morts  $330,000.  Nov 
19,    1900.     3:835—15   to    17.      A   $268,000— $297,000, 

other  consid  and   100 

33d  st,  Nos  334  and  336,  s  s,  210  w  1st  av,  50.x9S.9,  6-sty  brk 
tenement  and  store.  Mark  Levy  and  ano  to  Theo  L  C  Howe. 
Mort  .?68.000.  Nov  14.  Nov  22,  1906.  3:938—48.  A  $19,000. 
— P  $29,000.  other  consid  and  100 

35th  st.  No  239,  n  s.  378.11  w  7th  av,  21x98.9,  4-sty  brk  tene- 
ment and  store.  Cohn-Baer-Myers  &  Aronson  Co  to  Atlantic 
Realty  Co.  Mort  $10,000.  Nov  20.  Nov  21,  1906.  3:785—21. 
A   $11,000— $12,000.  other   consid   and   100 

30th  st,  Nos  152  to  1.56,  s  s,  140  e  7th  av,  60x98.9,  S-sty  brk  loft 
and  store  building.  Park  &  Tilford  to  Archibald  D  Russell.  B 
&  S.     Nov  15.     Nov  10,  1900,     3:811—02.    A  $110,000— $190,000. 

other  consid  and  100 
40th  st.  No  436  (?)  on  map  No  437,  n  s,  425  w  9th  av,  25.^98.9, 
probable  error,  4-sty  brk  tenement  and  store  and  2-sty  brk  ten- 


ement  in   rear.      Yette   Bloom   to   Rozie   Lustbader.      Mort  $15,- 
000.     Nov  1.     Nov  21,  1906.     4:1050—15.     A  $9,000-$  12, 000. 

other   consid   and   100 

41st  st,  No  114,  s  s,  200  w  6th  av,  20.\"fi8.9,  5-sty  stone  front 
dwelling.  Robl  H  Davis  et  al  to  Middle  States  Realty  Co.  C 
a  G.     Nov  30.     Nov  22,  1906.     4:993-41.     A  $35,000— $39,000. 

nom 

41st  st.  No  552.  s  s,  100  e  11th  av,  27x98.9,  3-sty  brk  stable. 
New  York  Butchers  Dressed  Meat  Co  to  Aaron  Buchsbaum  Co. 
Mort  .$8,000.  Nov  12.  Nov  15,  1906.  4:1069—60.  A  $0,500— 
$10,0(K(.  nom 

41st  st.  No  446,  s  s,  225.5  e  10th  av,  24.8x98.9,  4-sty  brk  tene- 
ment and  store  and  4-sty  brk  tenement  in  rear.  Solomon  Miller 
to  Rexton  Realty  Co.  Correction  and  confirmation  deed.  Mort 
$9,000.  June  27.  Nov  16,  1906.  4:1050—55.  A  $8.000— $13,- 
500.  nom 

41st  st.  No  448,  s  s,  200  e  10th  av.  25.5.x9S.9.  4-sty  brk  tene- 
ment and  store  and  4-sty  brk  tenement  in  rear.  Solomon  Miller 
to  Rexton  Realty  Co.  Correction  and  confirmation  deed.  Mort 
$9.0I.X).  June  27.  Nov  16,  1906.  4:1050—56.  A  $8,000-$13,- 
500.  nom 

4.3d  St.  No  349,  n  s,  150  e  9th  av,  25x100.4,  4-sty  brk  tenement 
and  3-sty  brk  tenement  in  rear.  Thos  F  Goodwin  and  ano  EXRS, 
&c,  Kate  C  Brennan  to  Mount  Vernon  Trust  Co  SUB-TRUS- 
TEE Kate  C  Brennan.  Mar  23.  Nov  22.  1906.  4:1034—7.  A 
$12,000— $14,500.  nom 

44th  st.  No  457,  n  s,  100  e  10th  av,  25x100.4.  4-sty  brk  tene- 
ment. Marks  L  Frank  to  Gem  Realty  Co.  All  liens.  Nov  14, 
Nov  22,   1906.     4:1054—5.     A  $10.000— $11,500. 

other   consid   and   100 

44th  st.  No  147,  n  s.  500  w  6th  av,  16.8x100.4.  4-sty  stone  front 
dwelling.  George  Forbes  to  Henry  F  Forbes.  Nov  15.  Nov 
19,  1906.     4:997—12.     A  $28,O0O-$29.C0O.  nom 

45th  st.  No  ,360.  s  s,  91  e  9th  av,  29.0x100.5.  5-sty  brk  tenement. 
Svbilla  C  Thorne  et  al  to  William  Schults.  Q  C.  Sept  29.  Nov 
17,  1900.     4:103.5-60.     A  $17.000— $33,000.  nom 

45th  st,  Nos  416  and  418,  s  s,  225  w  9th  av,  50x100.5,  4-sty  brk 
factory.  Minnie  Stern  to  Jacob  Saalberg.  All  title.  Q  C.  Nov 
15.     Nov  19,   1906.     4:1054-^2.     A  $18,000— $40,000.  nom 

46th  st.  No  34,  s-  s,  447.6  w  5th  av.  20x100.5,  4-sty  stone  front 
dwelling.  Louise  F  G  Grimke  DEVISEE  Anne  E  Gawtrv  to  Leah 
E  Swem.  Mort  .$47,000.  Nov  Hi.  Nov  19,  1906.  5:1261—56. 
A   $45,500— .$40,000.  other  consid   and   100 

46th  St.  No  317.  n  s,  250  e  2d  av,  25x98.9,  5-sty  stone  front 
tenement.  Jacob  Freeman  to  Henrietta  Kommel.  Mort  $16,625. 
Nov  15.     Nov  20,  19-96.     5:13.39—11.     A  $9,000-$14.000. 

other  consid  and  100 

46th  st.  No  247,  n  s,  100  e  8th  av,  25x100.5,  fee,  4-sty  brk  loft 
and   store   building. 

Sth  av.  No  752,  e  s,  25.5  n  46th  st,  25x100,  leasehold  part  4-sty 
brk  loft  and  store  building. 

Sth  av.  No  7."i0  I  n    e    cor   46th    st,    25.5x100,    leasehold    part   4-sty 

40th  st.  No  2491     brk  loft  and  store  building. 
Adolph  F  Dinse  to  The  Metropolitan  Mercantile  and  Realty  Co. 
All   title.     Sub   to  ground  rent  and  Mort  $16,500.     Nov  S.     Nov 
22,   1906.     4:1018—1  and  5.     A  .$99.000-$109,000. 

other  consid  and  100 

46th  St.  No  247.  n  s,  100  e  Sth  av,  25x100.5,  fee,  4-sty  brk  loft 
and  store  building. 

Sth  av.  No  7-52,  e  s,  25.5  n  46th  st,  25x100,  leasehold  part  4-sty 
brk.    loft   and   store   building. 

Sth  a V,  No  750  |  n  e   cor  46th  st,  25.5x100,  leasehold  part  4-sty 

46th  St.  No  249|     brk   loft   and   store   building. 
Arthur  Wolfe  to  Adolph  F  Dinse.     All  title.     Sub  to  ground  rent 
and  mort  $16,500.     Oct  31.     Nov  22,  1900.     4:1018—1  and  5.     A 
$99,000 — $109,000.  other  consid   and  500 

47th  st,  Nos  402  to  410,  s  s,  00  e  1st  av,  115x125.10,  part  4,  6  and 
7-sty  brk  building;   also 

.\11  right,  title  and  interest  to  buildings  adj  on  east  described  in 
two  leases  assigned  even  date  herewith. 

John   P  Morris   to   Sigmund   Grabenheimer.     Mort  $40,000.     Nov 
21.     Nov  22,   1906.     5:1358^14.     A  $45,000-.$75.000. 

other  consid  and  100 

47th  st.  No  333,  n  s.  175  w  1st  av,  25x100.5,  5-sty  brk  tenement 
and  store.  Leonardo  Giallello  et  al  to  Michael  Pittaro.  1-6 
part.  Mort  $10,000.  Nov  16.  Nov  20,  1906^  5:1340—19.  A 
.$9,000— $1.5..500.  other  consid  and  100 


175  w  1st  av.  2.5x100.5,  5-sty  brk  tenement. 


47th  st.  No  333, 
and  store.     Michael  Pettaro  and  Mary  his  wife  to  Mary  A  Pit- 
taro.    %  pnrt.     Mort  $16,000.     Nov  16.     Nov  20,  1906.     5:1340 
—19.     A  .$9.W0— $15,.500.  other  consid  and  100 

47th  st,  Nos  402  to  410,  s  s.  60  e  1st  av.  115x125.10,  4,  6  and 
7-sty  brk  buildings;  also  all  title  to  buildings  on  leasehold 
premises  adj  above  on  east  (see  Leases  of  Nov  21,  1906). 
American  Mailing  Co  to  John  P  Morris.  Mort  $40,000.  Nov  21, 
1900.     5:13.58—44.     A  $45,000— $75,000.  nom 

47th  St.  Nos  402  to  410,  s  s.  GO  e  1st  av,  115x125.10,  4,  6  and 
7-sty  brk  building,  fee 

47th  st.  No  412,  s  s,  175  e  1st  av,  25.x—,  leasehold  part  6-sty 
brk    building. 

46th  st.  No  413,  n  s,  175  e  1st  av,  2.5.x — ,  leasehold  for  coal  shed.| 
Release  mort.  RoUin  C  Newton  and  ano  TRUSTEES  to  Ameri- 
can Malting  Company.  Nov  21,  1906.  5:13.58 — 14  and  8.  A 
$52,500— $82,500.  75,000 

47th  st.  No  333,  n  s,  175  w  1st  av,  25x100.5,  5-sty  brk  tenement 
and  store.  Mark  Jalonack  et  al  to  Leonardo  Giallello  and  Mich- 
ael Pettaro.  Mort  $16,000.  Nov  15.  Nov  17,  1906.  5:1340— 
19.      A    $9,000— $15,500.  other   consid   and   100 

49th  St.  No  247,  n  s,  116  w  2d  av,  18x100.5.  4-sty  stone  front 
dwelling.  Eliza  C  Klim  widow  to  Sarah  wife  John  McGleenan. 
Mort  $5,000.  Nov  15.  Nov  19,  1906.  5:1323—20%.  A  $7,000 
—$10,500.  100 

50th  st.  No  46,  s  s,  214  e  Madison  av,  20x100.5,  5-sty  brk  dwell- 
ing. Jessica  T  May  to  Mildred  A  Milton.  Mort  $53,000.  Nov 
19.      Nov  20.   1900.      5:1285—45.      A   $35.000— $05,000. 

other  consid  and  100 

52d  st.  No  40,  s  s,  150  e  Madison  av,  25x100.5,  5-sty  brk  dwell- 
ing. Mary  S  McCurdy  to  Henry  Van  R  Kennedy,  of  Hempstead, 
L  I.  Nov  20.  Nov  21,  1906.  5:1287-^5.  A  $4S,00O-P  $65,- 
000.  other  consid  and  100 

52d  St.  No  449,  n  s,  1.50  e  10th  av.  25x100.5,  5-sty  brk  tenement 
and  store.  Lina  Weil  to  Anna  Streep.  Mort  $23,000.  Nov  15. 
Nov    17,    1906,      4:1002-7.      A    $9,000— $14,000. 

other   consid   and   100 

53d  st.  No  205,  n  s,  59.G  e  3d  av,  runs  n  24  x  e  2.1  x  n  14.7  x  e 
20.1(1  X  n  0.9  X  e  4.8  X  s  3  X  w  5  X  s  12.5  x  w  2.4  x  s  24  to  st  x 
w  203  to  beginning.  3-sty  brk  tenement.  Anna  Ricks  to  David 
Roser.      Nov   20,    lOOIj.      5:1327— li^.      A   $4,500— $5,000.  nom 
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53d  St,  No  50,  s  s,  164  w  Park  av,  lCxlOO.5,  4-sty  stone  front 
dwelling.  Euphemia  A  Hawes  to  John  A  Hartwell.  Nov  15. 
Nov    17,    11)00.      5:12SS— 43.      A   $28.000— $32,000.  nom 

54th  St,  No  120,  s  s,  350  w  0th  av,  25x100.3,  2-sty  brk  stable. 
Robert  Scoville  to  John  T  Pratt.  Nov  19,  1000,  4:1000 — i7. 
A   $25,000— $30,000.  other   consid   and   100 

55th  St,  Nos  333  to  345,  n  s,  101.1  w  1st  av,  125.3x100.5,  three 
0-sty  brk  tenements  and  stores.  Hauben  Realty  Co  to  Jacob 
Levine,  Homer  A  Millard,  Wm  H  Sohmohl,  Albert  W  De  Long 
and  Herbert  P  Hutchings  as  TRUSTEES.  All  liens.  Nov  21. 
Nov  22,  1000.     5:1348—15%  to  20.     A  $42,C0O-$5O,50O. 

other  consid  and  100 

5Gth  St,  No  54,  s  s,  193  e  0th  av,  20x100.5,  4-sty  stone  front 
dwelling.   Ralph  M  Holzman   to  Virginia  S  Hoyt.     Mort  $37,500. 

Nov  14.     Nov  10,  1906.     5:1271—00.     A  $47,000 $51,000. 

other  consid  and  100 

57th  St,  Nos  435  and  437,  n  s,  375  e  10th  av,  50x100.5,  two  5-sty 
stone  front  tenements.     George  Schmitt  to  James  H  Anderson. 
Mort   $35,000.      Nov   10,   1000.     4:1007—16  and   17.      A  .$24,000 
—.$40,500.  other  consid  and  100 

59th  St,  No  543.  n  s,  250  e  West  End  av,  25x100,  4-sty  brk  tene- 
ment and  store.     Tobia  Tedesco  to  Frank  De  Rosa.     Mort  $14,- 

000.  Sept   0.      Nov   16,   1900.     4:1151—11.     A   $0,000— $11,000. 

other  consid  and   100 
59th  St,   Nos  30  and  32.  s  s,  320  e  6th  av,  50x100.5,  7-sty  brk 
tenement.       Sidney    Whittemore    and    ano    EXRS,    &c.    Mary    V 
Mott   to   Chas   H   Bugro,      Nov   19.      Nov  20,    lOOO.     5:1274—00. 
A  $100,000— $2.50,000.  238,000 

GOth  St,  No  213,  n  s.  200  w  .\mstcrdam  av,  25x100.5,  5-sty  stone 
front  tenement.  Jacob  Liebovitz  to  Leopold  Hutter.  Mori  $15.- 
900.      Nov  20.     Nov  21,   lOWi.     4:1152—24.     A  $5,000-$14,000. 

other  consid  and   100 
Gist   St.    No   413,    n   s,   200   e   1st   av,   20x92x20.2.x90.7,   5-sty   brk 
tenement.      Lizzie  Cahn  to   Carrie  Wagner.     Mort  $15,500.     Oct 

1.  Nov   19,    1900.      5:1456—9.      A   $5,000— $13,500. 

other  consid  and   100 

05th  St,  No  31,  n  s,  87  e  Madison  av  .21x82.5,  4-sty  stone  front 
dwelling.  Cornelius  W  Van  Voorhis  to  Wm  L  Bull.  Mort  $50,- 
000.  May  10.  Nov  20,  1906.  5:1380—24.  A  $42,000— .$50.- 
000.  other  consid  and  100 

GOth  st.  No  207,  n  s,  1.50  w  10th  av,  25x100.5,  5-sty  brk  tenement. 
Henry  Hornstein  to  Rose  Silberstein.  Mort  $18,500.  Nov  20. 
1900.      4:11.58—20.      A   $5.000— $13,000.         other   consid    and    100 

67th  St,  No  330,  s  s,  191.8  w  1st  av,  41.8x100.5,  6-sty  brk  ten- 
ement. Release  mort.  Samson  Lachman  to  Geo  G  Banzer.  Nov 
19.      Nov    20,    1000.      5:1441-37.      A    $18.000— P    $48,000.       nom 

72d  St,  No  24,  s  s,  307  w  Central  Park  West,  18x102.2,  4-sty  brk 
dwelling.  Rebecca  Witherell  and  ano  EXRS  Nathaniel  With- 
erell  to  J  Julio  Henna  and  Ada  his  wife,  tenants  by  entirety. 
Nov   15.      Nov   22,    19O0.      4:1124—471/2.      A   $33.000— .$48,000. 

other  consid  and  100 

73d  St.  n  s,  GG8.3  W  3d  av,  20.9x102.2,  vacant.  Howard  Lilienthal 
to  Mary  d'Antignac  wife  of  Howard  Lilienthal.  Mort  $40,000. 
Nov  15.     Nov  10,  1900.     5:1408.  other  consid  and  100 

75th  St,  No  4:!.  n  s,  105  e  Madison  av,  18x102.2,  4-sty  stone  front 
dwelling.  Eliz  B  Riley  to  Pauline  wife  of  Grenville  T  Emmet. 
Nov   10.    19110.      5:1390 — 27%.      A  .$31,000— $30,000.  nom 

76tB  st.  No  422,  s  s.  300  w  Av  A.  25x102.2,  5-sty  brk  tenement. 
Samuel  Goldstein  et  al  to  Chas  M  Siegel.  Mort  $23,500.  Nov 
19.     Nov  20,  1900.     5:1470-38.     A  $7,000^10.000. 

other  consid  and  100 

7Sth  st,  No  120,  s  s,  200  w  Columbus  av,  19x90.5x10x00.10,  4-sty 
and  basement  stone  front  dwelling.  Alice  Lilienthal  to  Henry 
Morgenthau.  B  &  S.  Nov  12.  Nov  19,  I'.WO.  4:1149—45.  A 
$12.500— .$24,000.  other    consid    and    100 

78th  st  No  115.  n  s,  201  w  Columbus  av,  10x102.2.  3-sty  and 
basement  stone  front  dwelling.  Sedohr  Argilagos  to  Clara  L 
Kellogg.  Mort  $12,000.  Nov  22,  1906.  4:1150—24.  A  $10.- 
000 — $10,0110.  other  consid  and  100 

79th  st.  No  225,  n  s,  284  w  Amsterdam  av,  16x102.2,  4  and  5-sty 
brk  dwelling.  Maud  A  McDowell  to  Pattie  E  Jenks.  Mort  $18,- 
000.     Nov  15.     Nov  21,  1000.     4:1227—21.     A  $13,O0O-$22.OOO. 

other   consid   and   100 

79th  st.  No  505,  n  s,  98  e  Av  A,  125x102.2,  1  and  2-sty  frame 
buildings  of  stone  yard.  Release  mort.  David  Werdenschlag 
to  Jacob  Weinstein,  Abraham  Nevins  and  Harry  W  Perelman. 
Nov  20.     Nov  21,   1900.     5:1570—5  to  9.     A  $3.5,000-$35,000. 

4,835.85 

SOth  st.  No  241,  n  s,  101.8  w  2d  av,  25.5x102.2,  5-sty  brk  tene- 
ment and  store.  Hannah  Wallach  to  Bertha  Bank.  Mort  $12,- 
000.      Nov   8.      Nov   16,    moo.     5:1526—20.      A   $9,.500— $15  000. 

other  consid  and  100 

81st  st,  No  234,  s  s.  152  w  2d  av,  25.11x102.2,  5-sty  brk  tenement 
and  store.  Nathan  Buxbaum  to  Julius  Berger.  Mort  $20,625. 
Nov  15.     Nov  16,  1906.     5:1526—31.     A  $10,000— $22,000. 

other  consid  and  100 

Slst  st.  No  37,  n  s,  2.50  e  Columbus  av,  25x104.4,  vacant.  FORE- 
CLOS  (Nov  11.  Edwin  A  Watson  (ref)  to  Daniel  A  Loring.  Nov 
17.     Nov  20,   1006.     4:1195—11.     A  $3.500— $35,000.  20,000 

Slst  st.  No  50,  s  s,  85  e  Madison  av,  16x76.7,  4-sty  stone  front 
dwelling.  Eliza  B  Downes  to  Bazena  T  Downes.  Q  C.  June 
5,    1901.      Nov    20,    1900.      5:1492— 48y2.      A   $16,500— .$24,000. 

nom 

82d  st.  No  317,  n  s,  200  w  West  End  av,  20x102.2,  4-sty  and  base- 
ment brk  dwelling.  Helen  Wilson  to  George  Loewer.  Mort 
$20,000.  Nov  14.  Nov  16,  1906.  4:124.5—11.  A  $13..500— 
.$25,000.  other  consid  and  100 

82d  st,  Nos  103  and  105,  n  s,  .50  w  ColiSmbus  av,  50x25.8,  4-sty 
brk  bath  house.  Monmouth  Realty  Co  to  John  A  Broker,  of 
Brooklyn.  Mort  .$20,000.  Nov  5.  Nov  17,  1906.  4:1213—28%. 
A  $16  000— $25,000.  other  consid  and  100 

.S2d  st,  Nos  536  to  .540,  on  map  Nos  .536  and  538,  s  s,  191.4  w  East 
End  av,  40x102.2,  6-sty  brk  tenement  and  store.  Julius  Martin- 
son et  al  to  Robert  Kommel  and  Jacob  Rubin.  Mort  $43,000. 
Nov   15.     Nov    17,    1906.      5:1578—35.      A   $2..500— .$ .  100 

82d  st,  Nos  526  to  532,  s  s,  231.4  w  East  End  av,  06.8x102.2, 
two  6-sty  brk  tenements  and  stores.  Fredk  H  Nadler  to  Max 
Lieber.  Morts  ,$56,000.  Nov  22,  1906.  5:1578—37  to  38y2.  A 
$10  000—$ .  other  consid  and  100 

82d  st,  Nos  202  to  216,  s  s,  70  e  3d  av,  133x102.2,  eight  3-sty 
stone  front  dwellings.  Hauben  Realty  Co  to  Jacob  Levine.  Ho- 
mer A  Millard,  Wm  H  Schmohl,  Albert  W  De  Long  and  Her- 
bert P  Hutchings  as  TRUSTEES.  All  liens.  Nov  21.  Nov  22, 
1906.     5:1.527 — il   to  451/2.     A  $44,900— $72,000. 

other  consid  and  100 

83d  st,  Nos  103  and  105,  n  s,  50  w  Columbus  av,  50x25.8,  4-sty  brk 
bath  house.  John  A  Broker  to  Monmouth  Realty  Co.  Mort 
$20,000.  Nov  7.  Nov  21,  10O6.  4:1213— 281^.  A  $16,000— 
$25,000.  other  consid  and   100 


95th  st.  No  102,  s  s, 
front    dwelling. 
$6,500.      Nov    15. 
$0,.5OO. 

95th      st.     No     lis, 


$53,000.      Nov  14. 
000— $48,000. 


S4th  st.  No  .33,  n  s,  310  e  Columbus  av,  20x102.2,  4-sty  and  base- 
ment brk  dwelling.  Edward  Swann  to  Morris  H  Feder.  Mort 
$26  000.  Nov  19.  Nov  20,  1906.  4:1198—13.  A  $12,000— $22,- 
000.  nom 

85th  st.  No  407,  n  s,  94  e  1st  av,  25x102.2,  4-sty  stone  front  ten- 
ement. Caroline  P  Kling  wMow,  &c,  Charles  Kling  to  Hermann 
Breitenbach,  Mort  $8  ."TOO.  Nov  14.  Nov  16,  190<j.  5:150.5 — 
5.     A  $7..500— $14,.500.  other  consid  and  100 

S5th  ;5t.  No  311,  n  s,  1.50  e  2d  av,  25x102.2,  4-sty  stone  front  ten- 
ement. Magdalena  Herbert  to  Sara  Morris.  Mort  $15,000.  Nov 
15.      Nov   10,   1906.     5:1548—7.     A  $8,500— $15,000. 

other  consid  and  100 

S5th  st.  No  28.  s  s,  259  w  Central  Park  West,  20x102.2,  4-sty  and 
basement  stone  front  dwelling.  Emanuel  Heilner  et  al  to  Mor- 
itz  Hilder.  Mort  $22,500.  Nov  15.  Nov  17,  1906.  4:1108— 
431/2.      A  $13,500— $25,000.  other  consid  and  100 

88th  st,  Nos  305  and  307,  n  s,  100  e  2d  av,  50x100.8,  two  5-sty 
brk  tenements.  Max  Goetz  to  Walter  Prank.,  Mort  $34,000. 
Nov  20.     Nov  22,  1900.     5:1551—5  and  6.     A  $15,000— .$36,000. 

other  consid  and  100 

88th  st.  No  438,  s  s,  207  w  Av  A,  22x100.8,  8-sty  brk  dwelling. 
Martin  Lahm  and  ano  EXRS  Philip  Lahm  to  Julius  Zweig.  Nov 
15.     Nov   17,   1906.     5:1507—33.      A  $6,000— -$9,000.  12,350 

92d  st.  No  114,  s  s,  125  e  Park  av,  2.5x82x30.6xlCO,'  vacant.  Sol- 
omon Miller  to  Irving  I  Kempner  and  Ralph  E  Kempner.  Q  C. 
Nov  15.     Nov  10,   1900.     5:1520—67.     A  $15.0U0— $15,000.       nom 

92d  st.  No  135,  n  s,  24  w  Lexington  av,  15x100.8,  3-sty  stone 
front  dwelling.  Harry  U  Rosenthal  to  Lippmann  W  Lissberger. 
All  title.  Mort  $12,500.  Oct  5.  Nov  21,  1900.  5:1521—10. 
A  $8,000- $10,500.  '  other  consid  and  100 

93d  st,  n  s,  300  w  West  End  av,  7.5x100.8.  vacant.  Joseph  H  Davis 
to  Alfred  Michaels,  of  Rochester,  N  Y.  Mort  $120,000.  Nov 
15.     Nov  17,  1906.     4:1252—38  to  40.     A  $39,000— $39,000. 

other  consid  and  100 

95th  st.  No  162,  s  s,  132.6  e  Lexington  av,  18.9x100.8,  3-sty  stone 
front  dwelling.     Henry  H  Glass  to  Frank  Sartore.     Mort  .$6,500. 
Nov   15.      Nov  16,   1906.     5:1.523—471/2.      A  $7,500— $9,500.       nom 
132.6  e  Lexington  av,  18.9x100.8,  3-sty  stone 
Emanuel    Brown    to    Henry    H    Glass,       Mort 
Nov    10,    1906.      5:1523 — i7i^.      A   $7,.50O— 

nom 
s   s,    199.8   w   Columbus   av,   24.10x100.8,    3- 
sty  brk  and  stone  front  dwelling.  FORECLOS  (Nov  7).     J  Camp- 
bell  Thompson    (ref)   to   Irving  I   Kempner.     Nov   16,   1906.     4:- 
l-,*25— 11.     A  $12.(X10 $]5,0(X).  17,000 

05th  st,   Nos  202  and  204,  s  s,   100  w  Amsterdam  av,  62.4x100.10  • 
x56xl00.8,    6-sty    brk    tenement.    Alonzo    B    Kight    to    Sterling 
Realty   Co.      Mort   $05,000,      Nov   15.      Nov   20,    1006.     4:1242— 
37.     A  $14.000—.$ .  other  consid  and  100 

97th  st,  No  202,  s  s,  51  e  3d  av,  49.x62.ll,  6-sty  brk  tenement 
and  store.  Matthew  Kaioher  to  Louis  Meyer  Realty  Co.  Mort 
.$35,500.  Nov  17.  Nov  21,  1900,  6:1646^15.  A  $14,000— P 
$32,000.  nom 

90th  st,   Nos  07  and  00,  n  s.  50  w  Park  av,  50x100.11,  two  5-sty 

brk    tenements.      Abraham    Teichman    to    Dora    Wachtel.      Mort 

Nov   16,   1000.     6:1(J0.5— 33  and  34.     A  $18.- 

olhcr  consid  and  1(X) 

S>Oth  st.  No  260,  s  s,  100  e  West  End  av,  25x100.11,  5-sty  brk  ten- 
ement. Mary  Power  widow  to  Hearn  J  Power,  i/i  part.  Mort 
.$21,000.  Oct  27.  Nov  16,  1000.  7:1870—60.  A  $14,000— $28,- 
0(X).  nom 

90th  st,   No  245  West,  owned  by  party  2d  part.  I 

09th   st,   adj   above   on   east.  | 

Encroachment   agreement.     Gustav   Stillgebauer  and   ano   with   S 
Levy  Lawson.     Aug  10.     Nov  19.  1000.     7:1871.  75 

lOOih  st,  Nos  318  and  320  on  map  Nos  314  and  316,  s  s,  2.54  e 
2d  av.  40.4x100,  0-sty  brk  tenement  and  store.  Charles  Fried- 
man et  al  to  Louis  Livingston  and  Myer  S  Perlstein.  Mort  ,$43,- 
000.  Nov  20.  Nov  22,  1000.  0:1071^1.  A  $12,000— P  $17,- 
000.  other  consid  and  100 

100th  st,  Nos  IS  and  20,  s  s,  165  w  Central  Park  West,  45x100.11, 
0-sty  brk  tenement  and  store.  Isaac  Goldovitz  to  Annie  Cash- 
man.  Mort  $58.2.50.  Nov  1.  Nov  21,  1906.  7:1835^0.  A 
$19,000— $50,000.  69,250 

101st  st.  No  146,  s  s,  353.6  e  Amsterdam  av,  runs  s  55.8  x  e  0.0 
X  s  45.3  X  e  27.2  x  n  100.11  to  st,  x  w  25  to  beginning,  5-sty 
brk  tenement.  John  Miller  to  William  Niederreuther.  Nov  15. 
Nov  16,  1906.     7:1855—50.     A  $9,000— $21,000. 

other  consid  and  100 

101st  st,  No  221,  n  s.  310  e  3d  av,  25x100.11,  4-sty  brk  tenement. 
Solomon  Miller  to  Irving  I  Kempner.  Mort  .*10,000.  Sept  21. 
Nov    16.    1900.     0:1651-13.      A   .$7.000— $12,000.  nom 

102d  st.  No  308,  s  s,  150.0  w  West  End  av,  18.0x100.11,  3-sty  and 
basement  stone  front  dwelling.  Jane  L  W  Harris  to  Frank  H 
Ainsworth.      Nov   21,    1006.      7:1889—65.      A    $ll,.50O— $23,000. 

other  consid  and  100 

102d  St.  No  116,  s  s,  250  w  Columbus  av,  25x100.11,  5-sty  brk 
tenement.  Esther  Lloyd  to  Emanuel  E  Fox.  Mort  $16,00(). 
Nov   9.      Nov   21,    ]90li.      7:1850—43.   A   $]O,(XI0— $21,000. 

other   consid   and    lOO 

105th  st,  Nos  315  and  317.  n  s,  200  e  2d  av.  40x100.11.  except  strip 
on    w    s,    O.l-^xSS.Oi/i,    (i-sty    brk    tenement    and    store.      Hyman 
Levin   to  Nathan  Lamport,  of  Brooklyn.     Mort  .$37,000.     Nov  15. 
Nov   20,    1006.      6:1077—0.      A   $10,000— P  $15,(100. 

other   consid   and   100 

100th  st.  No  318,  on  map  No  316,  s  s,  275  e  2d  av,  2.5x100.11, 
6-sty  brk  tenement  and  store.  Andrea  Cervini  et  al  to  Rocco 
and  Leonardo  Verrilli.  Mort  $20,0(X>.  Nov  14.  Nov  10,  lilOO. 
(;:1677— 41.      A   $7,.500 — ,$28,000.  other   consid   and   100 

106th  st.  No  68.  s  s.  1(X)  e  Columbus  av,  25x100.11.  4-sty  brk 
tenement.  Emily  W  Scott  to  Louisa  S  Van  Winkle.  %  part. 
Nov    17.      Nov   21,    1906.      7:1841-60.      A   $12,000— $18,000. 

other  consid  and  100 

110th  st.  No  126,  s  s,  125  w  Lexington  av.  25x100.11.  5-sty  stone 
front  tenement.  Jacob  J  Zinsler  to  Bernhard  Landau.  Mort 
$22,(J00.  Nov  15.  Nov  17,  J!X)6.  6:1637—61.  A  $0,000— .$10,- 
000.  other  consid  and  100 

110th  st,  No  211,  n  s,  160  e  3d  av,  25x100.11,  4-sty  stone  front 
tenement.  Isaac  Meyer  to  Kry-Lyn  Realty  Co.  Mort  $13,000. 
Nov  21.     Nov  22,  1906.     6:1660—7.     A  $7,000-$14,500. 

other  consid  and  100 

110th  st.  No  209,  n  s,  135  e  3d  av,  25x100.11,  4-sty  stone  front 
lenement.  Isaac  Meyec  to  Kry-Lvn  Realtv  Co.  Mort  $13.0(X). 
Nov  21.      Nov  22,   1906.     6:l(j60— 6.     A  $7,000-$14,500. 

other  consid  and   100 

110th  st,  No  213,  n  s,  185  e  3d  av,  25x100.11,  4-sty  stone  front 
tenement,  Isaac  Meyer  to  Max  Mendelsohn.  Mort  $13,000. 
Nov  21.     Nov  22,  1900.     6:1660—8.     A  $7,000— $14,.5O0, 

other   consid   and   100 
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lllth  St  No  70,  s  s,  230  w  Park  av,  lG.8xlO0.ll,  3-sty  stone 
front  dwelling.  Charles  Lowenfeld  to  Jacob  Katz.  Mort  )f9,- 
«K)      NOV  22?  1906.     6:1616-46V4.     A  $5,00O-$S,000. 

other  consid  and  100 

11-^th  St  Nos  218  and  222,  s  s,  215  e  3d  av,  4O.\100.1O,  C-sty  brk 
t'enement  and  store.  Samuel  Barkin  to  Samuel  Romanoff  and 
SamTerPostoI.  Mort  $37..500.  Nov  15.  Nov  20,  1900.  0:1(101 
—40       A   *12,000-P   $3.">,000.  nom 

ll-'th  St  Nos  218  and  222,  s  s,  215  e  3d  av,  40.^cl00.10,  0-sty  brk 
fpnement  and  store.  Release  mort.  The  State  Bank  to  Bes- 
sie Barkin  Nov  15.  Nov  21.  1900.  G:1061--t0.  A  $12,000 
p  «3^  000  J,14i.0a 

IT'th  St   'nos  218  to  222,  s  s,  215  e  3d  av,  40x100.10,  0-sty  brk 
tenement  and  store.     Release  mort.     Hyman  Adelstein  and  ano  to 
Bessie   and   Samuel   Barkin.     Nov   19.      Nov   21,   1900.     0;1001— 
40      A   $12,000— P  .$35,000.  no™ 

ll-'th  st  No  OS  s  s,  78.9  w  Park  av,  20. .3x100.11,  5-sty  stone  front 
t'enement  Susan  C  Hamilton  INDIVID  and  EXTRX  Richard 
Hamilton  to  Jane  L  Day.  Mort  $21,500.  Nov  19,  1900.  0:101< 
-41       A   S9,.->00— $17,500.  20.500 

113th  st  No  78,  s  s,  02.9  w  Park  av,  37.3x100.11,  6-sty  brk  tene- 
ment Madison  C.  Hawke  to  Israel  Burnstein.  Q  C.  Oct  31. 
Nov  22    1900.     0:l(;i8-41.     A  $13,.500-.$42,000.  nom 

113th  st  No  320,  s  s.  120  e  Manhattan  av,  lO.SxlOO.ll,  3-sty  and 
basement  brk  dwelling.  Anna  S  King  to  Harry  Schift.  Nov 
lO      Nov  19,   1900.     7:1847-35.     A  $0,000-$9,000.  100 

114th  st,  s  s,  225  w  Broadway,  25x100.11,  vacant.  Chas  H  C 
Beakes'to  Carolina  T  Paterno.  Mort  $10,000.  Nov  14.  Nov  16. 
1900.      7:1895—08.      A   $13,000— $13,00).       other   consid   and    100 

Same  property.  Carolina  T  Paterno  to  John  J  Falahee.  Mort 
$10  000      Nov  15.     Nov  10,  1900.     7:1895.       other  consid  and  100 

115th'  St.  No  7,   n  s,   150  e  5th  av,  25x100.11,  5-sty   brk  tene- 

115th  st.  No  9,  n  s,  175  e  5th  av,  25x100.11,  5-sty  brk  tenement. 
Hyman  Manheim  et  al  to  Louis  Manheim.  1-3  part.  Mort 
$.50,000.  June  13.  Nov  22,  1900.  0:1621—7  and  8.  A  .$20,- 
(^100— $42,000.  other  consid  and  100 

110th  st.  No  209,  n  s,  145  e  3d  av,  30x100.10.  5-sty  brk  tenemenL 
James  F  Meehan  to  Joseph  Liebling.  Mort  .$27,500.  Nov  15. 
Nov  20,  1900.     0:l(iO(!— 0.     A  $10,000— $20,0(JO.  nom 

ll'oth  St.  Nos  242  and  244,  s  s,  110  w  2d  av.  43x100.11,  G-sty  brk 
tenement  and  store.  Apollo  Realty  Co  to  Samuel  Fleck  Jr  and 
Jacob  Wiener.  Mort  $03,000.  Nov  15.  Nov  16,  1900.  0:1005 
—33    and    33»4.      A    $12.500—.$ .  other    consid    and    100 

110th  st,  Nos  238  and  240,  s  s.  153  w  2d  av,  40x10(1.11.  0-sty  brk 
tenement  and  store.  Apollo  Realty  Co  to  Samuel  Fleck  Jr  and 
Jacob  Wiener.  Mort  $00,000.  Nov  15.  Nov  10,  1900.  0:1005 
—34    and   3-5.      A    |9,000— $ .  other    consid    and    100 

llOih  St.  s  s.  90  w  Morningside  av  West,  00x100.11.  0-sty  brk 
tenement.  Paterno  Bros,  a  corporation,  to  Carolina  T  Paterno. 
Mort  $100,000.  Nov  1.5.  Nov  10,  1900.  7:1867—04.  A  $35,000 
P  $40  000  other  consid  and  100 

110th  st.'No  304,  s  s,  80  e  2d  av,  20x100.10,  3-sty  stone  front 
dwelling  Adolph  Loewe  et  al  to  Maria  Strappone.  Mort  $8,- 
000.  Nov  15.  Nov  10,  1906.  6:1687— 49>^.  A  $5,500— $10- 
000  other  consid  and  100 

llGth  St.  No  209.  n  s,  145  e  3d  av,  30x100.10.  5-sty  brk  tenement. 
Samuel  Winters  to  Catherine  Meehan.  Mort  $27,500.  Nov  15. 
Nov   10,   190G.     6:1600—0.     A  $10.000— $20,000. 

other  consid   and   100 

117th  St.  Nos  524  to  534,  s  s,  248  e  Pleasant  av,  106.11x100.10, 
six  3-sty  brk  tenements.  Eleanor  E  R  Peabody  widow  et  al 
to  Anna  R  wife  of  Henry  L  Morris.  Oct  18.  Nov  21.  1906. 
6:1715—37%   to  41.     A  $18.000— $30,000. 

other  consid  and  100 

117th  st.  No  273.  n  s,  150  e  8th  av,  25x100.11,  5-sty  brk  tene- 
ment and  store.  Abraham  H  Zeligsohn  to  Alex  M  Schwartz,  of 
Port  Allegany,  Pa.  %  part.  Mort  .$20,000.  Oct  27.  Nov  17. 
1900.     7:1923—7.     A  ,$11,000— $21,000.  other  consid  and  100 

118th  St.  No  331.  n  s,  266.S  w  1st  av,  lG.8xlOO.ll,  3-sty  stone 
front  dwelling.  Mary  Kirker  to  Elizabeth  Kirker.  Oct  5,  1894. 
Nov  22.  1906.     0:1795—16%.     A  $4,500— $7,000.  nom 

118th  st.  No  273.  n  s,  175  e  8th  av,  25x100.11,  5-sty  brk  tene- 
ment.    Release  mort.     Moses  L  Sitf  to  Abraham  and   Mortimer 

Meyer.     Oct  8.     Nov  16,  1906.     7:1924-8.     A  $11.000 .$20,- 

000.  nom 

118th  St.  No  273.  n  s,  175  e  8th  av,  25x100.11,  5-sty  brk  tene- 
ment. Abraham  Meyer  et  al  HEIRS.  &c.  Henrietta  Meyer  to 
Henry  Osterweis.  Mort  $19,000.  Nov  14.  Nov  10,  1900,  7:- 
1924—8.      A   $11,000— $20,000.  other   consid   and   100 

119th  st,  Nos  306  and  308,  s  s,  100  e  2d  av,  40x100.11,  two  5-sty 
brk  tenements.  Jacob  Siris  et  al  to  Bettie  Simon.  Mort  $38.- 
400.  Nov  14.  Nov  17,  1900.  6:1795 — i9  and  50.  A  .$9,000— 
.$33,000.  other  consid  and   100 

121st  St.  No  243.  n  s.  110  w  2d  av.  25x100.11,  5-sty  brk  tene- 
ment and  store.  Rachel  Cohen  et  al  to  Abram  Pinkovitz.  N  Y, 
and  Samuel  Caplan.  of  Cold  Springs.  N  Y.  Mort  $22,750.  Nov 
13.      Nov   17,    1900.      0:1786—20.      A   $7,000— $22,000. 

other  consid  and  100 

12.3d  st.   No  73  J  °  '^  '^"^  ^'^^^  ^'^-  20x100.11,  4-sty  brk 

Park  av,  Nos  1780  to  17881  tenement  and  store.  Release  claims 
as  to  Park  av  Viaduct,  Joseph  T  B  Jones  to  N  Y  &  Harlem  R 
R  Co  and  the  N  Y  C  &  H  R  R  R  Co.  May  18.  Nov  16.  1900>. 
6:174.8- .50.      A    $13.000— $20,000.  other    consid    and    100 

Same  property.  Release  mort  as  to  easements.  John  Schaefer 
to   same.     June  5.     Nov  16,   1906.     6:1748.  nam 

Same  property.  Release  mort  as  to  easements.  Sarah  H  Witt- 
haus  to  same.     July  23.     Nov  10.   1906.     0:1748.  nom 

124th  st.  No  342,  s  s,  226.0  w  1st  av,  18x100.11,  3-sty  stone  front 
dwelling.  Rebecca  C  Castle  et  al  to  Gustav  Prohlich.  Mort 
.$4,0t)0.  Nov  15.  Nov  19,  1906.  6:1800—30%.  A  $4,000— 
$7,500.  ■  nom 

124th  st,  Nos  154  to  100,  s  s,  75  e  7th  av,  100x100.11.  4-sty  brk 
stable.  Deed  revoking  trust.  Mary  F  Place  to  James  B  Butler 
TRUSTEE.  Nov  12.  Nov  19,  1900.  7;1!X)8— GO.  A  .$50,000 — 
$80,000.  

12Gth  St.  No  38,  s  s,  20  w  Madison  av,  18x82.11,  3-sty  stone  front 
dwelling.  Adolf  Prince  to  Ascher  Osterman.  Nov  13.  Nov 
20.   1900.     6:17.50-57.     A  $10.500— $14,500.  nom 

129th  St.  No  113,  n  s,  190  e  Park  av,  25x99.11,  5-sty  brk  tene- 
ment and  store.  ABC  Realty  Co  to  Maximilian  Fraade.  Mort 
$20,000.     Nov  14.     Nov  16.  1906.    6:1777—9.     A  $5,500— $9,000. 

noijj 

129th  St.  Nos  251  to  2.55,  n  s,  199  e  8th  av,  76x99.11,  6-sty  brk 
tenement.  Crescent  Mercantile  and  Realty  Co  to  Besse  C  Clarke. 
Correction  deed.  Mort  $1.50,000.  Nov  13.  Nov  16,  1906. 
7:1935—9.     A  $30,000— $120,000.  other  consid  and  100 

129th  st,  Nos  251  to  255,  n  s,  199  e  8th  av,  76x99,11,  6-sty  brk 


tenement.  Besse  C  Clark  to  Abraham  I  Spiro.  Mort  $140,000. 
Nov  15.     Nov  16.  190G.     7:1935—9.     A  $30,000— $120,000. 

other  consid  and  100 

129ih  st,  Nos  251  and  2.53,  n  s,  225  e  8th  av,  50.x99.11. 

129th  St.  No  255.  n  s.  199  e  8th  av,  20x99.11. 
0-sty    brk    tenement. 

Release  mort.  Wm  T  Hookey  to  Crescent  Mercantile  and  Real- 
ty Co.     Nov  14.  Nov  10.  190G.  7:1935—9.     A  $30,(X)0— $120,000. 

nom 

1.30th  St.  No  513,  n  s,  223  w  Amsterdam  av,  runs  n  e  37.8  x  n  w 
5  X  n  e  133  x  n  w  25  x  s  w  133  x  s  e  5  x  s  w  51.3  to  st  x  e  28.2 
to   beginning,   2-sty   frame   tenement. 

130th  st,  No  515.  n  s.  251.2  w  Amsterdam  av,  runs  n  e  51.3  x  n  w 

5  X  n  e  121  x  n  w  2.5  x  s  w  121  x  s  e  5  x  s  w  04.10  to  st  x  e 
28.2  to  beginning.  2-sty  frame  tenement  and  store  and  3-sty 
frame    tenement    in    rear. 

Abraham  Halprin  et  al  to  Louis  Manheim.  %  part.  Mort  $17.- 
000.     Apr  25.     Nov  17,  1906.     7:1985—22.     A  $15,500— $15,500. 

other   consid  and   100 

130th  St.  No  233.  n  s,  400  e  8th  av,  lG.8x99.9xlG.8x99.ll.  3-sty 
stone  front  dwelling.  Geo  H  A  Kohler  to  Louise  M  C  Kohler. 
Mar  19,  1902.     Nov  19.  1906.     7:1936—17.     A  $6.700— $10,500. 

13.750 

130th  st.  No  13.  n  s,  182  e  5th  av.  10.x99.11.  3-sty  stone  front 
dwelling.  Ulysses  D  Eddy  and  ano  EXRS.  &c,  Jane  B  Eddy  to 
Mary  C  M  Casey.  Mori  $8,000.  Nov  15.  Nov  16.  1906.  6:1755 
—8.     A  .$5,.50O— $9,50tt.  11,000 

132d  st.  No  227,  n  s,  245  w  7th  av,  15x99.11,  3-sty  stone  front 
dwelling.  Alex  W  Eraser  to  Arthur  J  Collins  of  Woodhaven. 
L  I.  Mort  $8,500.  Nov  10.  Nov  16.  1906.  7:1938—21%.  A 
$0  000— $9,000.  nom 

132d  st.  No  G,  s  s,  110  w  5th  av,  25x99,11.  5-sty  brk  tenement. 
Geo  H  Tiemeyer  to  Margt  M  McCauley.  Mort  $24,000.  Nov  15. 
Nov   10,    1906,     G:1729— 41.      A  $9,000— $27,000. 

other  consid  and  100 

133d  St.  No  0,  s  s,  107  w  5th  av,  runs  s  74.11  x  w  3  x  s  25  x  w  25 
X  n  99.11  to  st,  x  e  28  to  beginning.  5-sty  brk  tenement.  Mor- 
ris Weiss  et  al  to  Betty  Offe.  Mort  .$21, .500.  Nov  15.  Nov  10, 
liMMi.      0:1730—41.      A    $9.000— $24,000.  nom 

134th  St.  No  50S.  s  s,  190  w  Amsterdam  av,  40.k99.11.  5-sty  brk 
tenement.  Release  mort.  New  York  Trust  Co  to  Joseph  Ro- 
senthal. Nov  10.  Nov  20,  1906.  7:1987—41.  A  $9,000— 
$20,000.  other   consid  and   1.000 

Same  property.  Release  mort.  Same  to  same.  Nov  16.  Nov  20. 
1900.     7:1987.  other  consid  and  1,000 

134th   St.   No   71.   n  s,   242.0  e   Lenox  av,   17.6x99.11. 

134th   st.    No   73.   n  s,  225  e  Lenox  av,   17.6x99.11. 

1.34th   St.    No   75.   n  s,  207.8  e  Lenox  av.   17.3x99.11. 
three   3-sty   brk   dwellings. 
Ferdinand    N    Monjo    to    Adolf    Klemt.    Mort   $18,000.      Nov    19! 
Nov   20,    1906,      6:1732—10,    11   and   11%.      A   .$15.000— $24,000. 

other  consid  and  100 

135th  st,  n  s,  200  e  5th  av,  70x99.11,  vacant.  Edward  Baer  et  al 
to  Gem  Realty  Co.  All  liens.  Nov  14.  Nov  22,  1906.  6:1760 
—9  to  11.     A  $16,500— $10. .500.  other  consid  and  100 

135th  st,   n   s,   200  e  5th  av.   70x99.11.  vacant.     Cohn-Baer-Myers 

6  Aronson  Co  to  Edward  Baer  and  Simon  Myers.  All  liens. 
Oct  23.      Nov  22,   1906.     6:1760—9  to   11.     A   $16,.500— $10,500. 

other  consid  and  100 

135th  st.  No  .531,  n  s,  G17.G  w  Amsterdam  av.  37.0x99.11,  5-sty  brk 
tenement.      Myer  Cohen   et   al   to   Morris   B   Evens,   of  Brooklyn. 
Undivided    right,    title    and    interest.      Mort    $34,000.      Nov    13. 
Nov  1(5,   1900.     7:1988—80.     A  $13,000— P  $25,000. 

other  consid  and  100 

135th  st,  No  529,  n  s,  580  w  Amsterdam  av,  37.6x99.11,  5-sty  brk 
tenement.  Myer  Cohen  et  al  to  Louis  Cohen.  2-3  part.  All  ti- 
tle. Mort  $34,000.  Nov  13.  Nov  16,  1900.  7:1988—82.  A 
$13.000— P  $25,000.  other  consid  and  100 

1.3Gth  St.  No  128.  s  s.  285  w  Lenox  av,  15x99.11,  3-sty  stone  front 
dwelling.  Wm  E  Jackson  to  Alphonse  A  Dibblee.  Mort  .$9,500. 
Nov  21.      Nov  22,   190G.     7:1920 — 15.     A  $G,000— $10,000.         nom 

Same  property.  Alphonse  A  Dibblee  to  Julia  M  Mahoney.  Mort 
$9,500.     Nov  22.  1900.     7:1920.  other  consid  and  100 

138th  st,  Nos  623  and  t)25,  n  s,  300  w  Broadway,  .50x99.11,  5-sty 
brk  tenement.  Henry  B  Cohen  et  al  to  Louis  Cohen.  Mort 
$09,000.  Nov  13.  Nov  16,  1906.  7:2087—18.  A  $12,000— 
$34,000.  other  consid  and  100 

141st  St.  Nos  272  and  274,  s  s,  100  e  8th  av,  50.x99.11,  two  5- 
sty  brk  tenements.  Adolph  Baum  and  ano  to  Thomas  Keitel. 
Mort  .$44,000.  Nov  20,  1900.  7:2026—59  and  GO.  A  $18,000 
—$44,000.  other  consid  and  100 

142d  st.  No  135,  n  s.  310  w  Lenox  av,  40.x99.11.  6-sty  brk  tene- 
ment. Fanny  Heilbrunn  to  Max  Uhlfelder.  Mort  $53,250.  July 
30.      Nov   19,    1906.      7:2011—18.      A   $13,500— .$50,000. 

other   consid   and    100 

142d  st,  No  131,  n  s,  270  w  Lenox  av,  40x99.11,  6-sty  brk  tene- 
ment. Fanny  Heilbrunn  to  Simon  Uhlfelder  and  Abraham  Wein- 
berg. Mort  .$.53.2.50.  July  30.  Nov  19.  1900.  7:2011—20.  A 
$13..50O— $50,000.  other  consid   and   100 

143d  St.   Nos   107  to  113.   n  s,   141.8  w  Lenox  av,   83.4x99.11.  two 
0-sty    brk    tenements.      Rosenzweig    Realty    Operating      Co      to 
Abram    Bachrach.      Mort    .*lO7,500.      Nov   15.      Nov    10,    190G. 
7:2012—23  and  25.        A   $25,000— $100,000.   other  consid  and  100 

1.52d  st.   No  G27l_n    s,   400.5    w    Broadway,    124.7x199.10   to      s      s 

153d  st  I     1.53d    st.    2    and   3-sty    frame    dwellings    and   2-sty 

frame  stable  and  vacant.  Broadway  Reliance  Realty  Co  to  Sam- 
uel Green  and  Daniel  W  Richman.  1-3  part.  Mort  $t)0.000. 
Dec  22.  1905.  Nov  10,  1906.  7:2099—11,  14,  50  to  54.  A 
$37,a)0— $40,000.  100 

loSth  st,  Nos  537  and  5.39,  n  s,  266.8  e  Broadway,  41.8x99.11. 
G-sty  brk  tenement.  Mickael  Wolf  to  Beri  Q  Wremmac.  Mort 
$.55,000.  Nov  15.  Nov  10,  1906.  8:2117—57.  A  $10,700— P 
$31  •.0(H).  other  consid  and   1(H) 

1.58ih  st|n   s.   100  e  Broadway,  2.5x199.10  to  s  s  159th  st.   vacant. 

1.59th  st|  Cohn-Baer-Myers  &  Aronson  Co  to  Edward  Baer  and 
Simon  Myers.  All  liens.  Oct  25.  Nov  22.  1900.  8:2117—10 
and   01.      A   $1,S.000— $18,000.  other   consid   and   100 

Same  property.  Edward  Baer  et  al  to  Gem  Realty  Co.  All  liens. 
Nov   14.      Nov  22.   190G.     8:2117.  other  consid   and   100 

17Gth  st,  n  s,  100  w  Audubon  av,  1.50x99.11,  vacant.  Edward  Baer 
to  Gem  Realty  Co.     All  liens.     Nov  14.     Nov  22,  190(i.     8:2133. 

other    consid   and   100 

170ih  st,  s  s,  lOO  w  Audubon  av,  150x73x— x85,  vacant.  Edward 
Baer  to  Gem  Realty  Co.  %  part.  All  liens.  Nov  14.  Nov 
22,    19(K5.  8:2133.  other   consid   and    100 

17Gth  st,  n  s.  100  w  Audubon  av.  150x99.11.  vacant.  Cohn-Baer- 
Myers  &  Aronson  Co  to  Edward  Baer.  All  liens.  Oct  25.  Nov 
22,   1906.     8:2133.  other  consid  and   100 
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176th  St,  s  s,  100  w  Audubon  av,  150x73x— x85,  vacant.  Cohn- 
Baer-Myers  &  Aronson  Co  to  Edward  Baer  and  Rebecca  Cohn. 
All    liens.      Oct   25.      Nov   22,    llJtKJ.      8:2133. 

other    consid    and    100 

177th  St,  s  s,  100  v.-  Audubon  av,  150x99.11.  vacant.  Cohn-Baer- 
Myers  &  Aronson  Co  to  Simon  Myers.  All  liens.  Oct  25.  Nov 
22,   1906.      8:2133.  other   consid   and   100 

177th  st,  s  s,  1(10  w  Audubou  av,  150x90.11.  vacant.  Simon  Myers 
to  Gem  Realty  Co.     All  liens.     Nov  14.     Nov  22,  1006.     8:2133. 

other   consid   and   lOO 

177th  St.  n  s,  100  w  Audubon  av,  1.50x94.11,  vacant.  Cohn-Baer- 
Myers  &  Aronson  Co  to  Rebecca  Cohn.  All  liens.  Oct  25.  Nov 
22,  19(X).      8:2133.  other   consid   and   100 

178th  St,  s  s,  100  w  Audubon  av,  150x94.11,  vacant.  Cohn-Baer- 
Myers  &  Aronson  Co  to  Harry  Aronson.  All  liens.  Oct  25. 
Nov  22.    1906.      8:2133.  other  consid -and   100 

185th    St.    n    s.    120   w    Wadsworth    av,    50x62.6x.50x61.0,    vacant. 
Abram    Bachrach    to    William    Rosenzweig    Realty    Operating    Co. 
Mort  .^10.500.     Nov  15.     Nov  16,  1906.     8:2167—80  and  81.     A 
$7,000— .f7,000.  other  consid  and  100 

185th  St,  n  s,  120  w  Wadsworth  av,  50x62.6x50x61.9,  vacant. 
Abram  Bachrach  and  Julia  his  wife  to  Isaac  Helter.  Mort  ?10.- 
500.  Nov  13.  Nov  10,  1906.  8:2167—80  and  81.  A  .$7,(Xl0— 
$7,000.  other  consid  and  100 

Same  property.  Isaac  Heifer  to  Abram  Bachrach.  Mort  !fl0,500. 
Nov  14.     Nov  16.  1006.     8:2167.  other  consid  and  100 

211th  st,  n  s,  130.3  e  Broadway.  50x09.11,  vacant.  John  J  Moo- 
ney  et  al  to  Thomas  Dwyer.  Nov  19.  Nov  21,  1906.  8;222!:> — 
49  and  50.     A  $3.000— $3,000.  9,550 

211th  st,  n  s,  100  w  10th  av,  50x99.11,  vacant.  John  J  Mooney 
et  al  to  Robt  E  Dowling.  Nov  19.  Nov  21,  1906.  8:2220—33 
and   34.      A   $<;,n00— $6,000.  9,000 

211th  St.  n  s,  1(X)  w  10th  av,  50.x90.11. 

211th  st,  n  s,  139.3  e  Broadway.  50x99.11. 
vacant. 

Release  mort.  Philip  J  Kearns  to  John  J  Mooney  and  Mary  Nor- 
ton. Nov  19.  Nov  21,  1900.  8:2220—33  and  34,  40  and  50. 
A  .$0,000— $0,000.  8.000 

211th  st,  n  s.  139.3  e  Broadway.  2  lots,  each  25.x99.1].  vacant. 
Release  two  morts.  Empire  City  Savings  Bank  to  John  J 
Mooney  and  Mary  Norton.  Nov  16.  Nov  21,  1906.  8:222O-h10 
and  50.     A  $3.000— $3,000.  each  2.200 

211th  st,  n  s,  KM)  w  10th  av,  2  lots,  each  25x99.11,  vacant.  Re- 
lease two  raorts.  Empire  City  Savings  Bank  to  John  J  Mooney 
and  Mary  Norton.  Nov  16.  Nov  21.  1906.  8:2220-33  and 
34.     A  $6.(X10— $6,000.  each  2.200 

Amsterdam  av.  No  2030,  w  s,  74.11  s  101st  st.  25x100,  5-sty  brk 
tenement  and  store,  John  H  Strongman  to  Frank  W  Woolworth. 
Mort  $25,0(10.  Nov  17.  Nov  19,  1006.  8:2119-39.  A  $14,- 
OOO— $28,000.  other   consid   and   100 

Amsterdam  av,  Nos  1981  to  1000[n   e    cor   158th   st,    100.10   to   s   s] 

1.58th  st  I     150th     st    xl47.1     to     w    s     St 

1.50th  st  f    Nicholas   av  x203.3   to   158th  st 

St  Nicholas  av.  No  961  |  xl84.5  to  beginning,  five  6-sty 
brk  tenements  and  stores  and  vacant.  Louis  Cohen  to  C  R 
Co,  a  corpn.  Mort  .$315,000.  Oct  11.  Nov  17,  1006.  8:2108 
—73.   77   and  79.      A   $185.0(_M)— $ .  other  consid   and  100 

Amsterdam  av.  Nos  1529  to  1535  I  s  e   cor   136th  st,  00.11x100,   two 

136th  st,  Nos  492  to  496  |     5-sty   brk  tenements   and  stores. 

Chas  I  Weinstein  et  al  to  Leo  W  Vogel.  Mort  $125, 0(X).  Nov 
15.     Nov  1(>,   1906.     7:1072—26  and  28.     A  $50,000— P  $70,(->00. 

other  consid  and  100 

Amsterdam  av.  No  21191  n  e  cor  165th  st,  25x100,  5-sty   brk  ten- 

165th  st.   No  481  I     ement    and    store.      Chas    V    Schmidt    to 

Jacob  Ruppert.  Mort  .$36,000.  Nov  22.  Nov  16,  1906.  8:2111 
—44.      A   $18,000— $43,000.  nom 

Av  B.  No  287.  e  s.  42  s  17th  st.  20x68,  5-sty  brk  tenement  and 
store.  L  Walter  Lissberger  to  Myron  Sulzberger  and  Morris 
Apfel.  2-3  parts.  Mort  $8,(XI0.  Nov  20.  1906.  3:984 
—58.     A  $5,000— $8,000.  other  consid  and  100 

Av  C,  No  156,  e  s,  23.4  s  10th  st.  runs  s  20.10  x  e  —  x  n  20.6 
X  w  2.3  X  n  OAV2  X  w  60  to  beginning,  5-sty  brk  tenement  and 
store.  Morris  Eschwege  to  Abraham  Pinas.  Mort  $14,(XK). 
Nov   20.     Nov   21.   1906.      2:370—7.      A  $11,000— $14,000.  nom 

Broadway,  s  e  cor  162d  st,  09.11x100,  vacant.  Markus  PoUak  to 
Solomon  Frankel.  Mort  $65,000.  Nov  20.  Nov  21.  190li 
8:2120—8.     A  $40,000— $40,000.  other  consid  and  100 

Broadway,  No  409,  w  s,  abt  88  n  Grand  st,  21x100,  3-sty  brk  loft 
and  store   building. 

Broadway,  No  460,   adj   above  on  south  0.4x100. 

Broadway,   No  4711  n  w  s.  abt  105  n  Grand  st.  26.8.x2O0  to  Mer- 

Mercer  st.  No  44  |  cer  st,  two  5-sty  brk  loft  and  store  bldgs. 
Edw  P  Hatch  EXR.  &c.  John  T  Lord  to  Janet  H  Lord  and  Ja- 
net G  Hamilton  as  TRUSTEES  John  T  Lord.  Vj  part.  Q  C. 
Sept  13.  Nov  21,  1006.  2:474—37  and  38.  A  $2,33,000— $255,- 
000.  nom 

Broadway|n   e   cor   123d  st,   201.10  to   s   s   124th   st   xl75.   vacant. 

123d  st     I     Chas    M    Rosenthal    to    Augusta    Reis.      Nov    16.      Nov 

124th  st  I  19,  1006.  7:1078—1  to  8  and  57  to  64.  A  $171,000— 
$171,000.  other   consid  and   100 

Broadway  I  s  w  cor  135th  st,  140.11x100.  vacant  Abm  I  Spiro 

135th  St.   No  (500|     to    Besse    C    Clark.      Mort    $85,000.      Nov    15. 

Nov  16,   1906.     7:2001—31  to  36.     A  $88,000 .$88,000. 

other  consid  and  100 

Broadwayls  w  cor  133d  st,  runs  w  125  x  s  90.11  x  e  50  x  n  25  x  e 

1.33d  st  I  75  to  Broadway  x  n  74.11  to  beginning,  vacant.  Leo 
M  Klein  to  Zachariah  Zacharias.  B  &  S.  Mort  $25,000.  Nov  9. 
Nov  22,  1906.     7:1999-36  to  38.     A  $23,500— $23,500.  nom 

Central  Park  West.  Nos  385  and  386,  w  s,  25.2  s  99th  st,  55.6x 
100,  9-sty  brk  and  stone  tenement  and  store.  Joseph  W  Bott 
et  al  to  Ira  L  McCord.  Mort  $175,000.  Oct  26.  Nov  16,  1006. 
7:1834—34.     A  $52,000— $175,000,  other  consid  and  100 

Central  Park  West,  Nos  385  and  386,  w  s,  25.2  s  99th  st,  55.6x100, 
9-sty  brk  and  stone  tenement.  Release  mort.  Joseph  W  Bott 
to  Geo  W  Worth,  of  Flushing.  L  I.  Vz  part.  May  29.  Nov  16, 
1906.     7:1834—34.     A  $52.000-$175,000.  nom 

Central  Park  West[  s   w   cor   86th   st,    102.2x150,    12-sty   brk    and 

86th  st.  No  2  I  stone  tenement.  Gotham  Building  and  Con- 
struction Co  to  Monticello  Realty  Co.  Mort  $775,000.  Nov  16, 
1006.      4:1100—36.      A   .$24,000—$ .  other   consid   and   100 

Columbus  av,  No  51,  e  s,  50.3  s  62d  st,  25.1x100,  5-sty  stone 
front  tenement  and  store.  Bertha  Beekman  to  Anton  Kapanka. 
Mort  $38,500.  Nov  20,  1906.  4:1114—63.  A  $22,000— $32.- 
000.  other  consid  and   1(XI 

Edgecombe  av,  Nos  327  and  329,  w  s,  814.5  n  145th  st,  65x75. 
5-sty  brk  tenement.  Esther  Cohen  et  al  to  Morris  B  Evens. 
Mort  $70,000.  Nov  13.  Nov  16,  1906.  7:20.53—85.  A  $12.- 
000— P  $25,000.  other  consid  and  100 

Fort  Washington  av,  e  s,  at  c  1  192d  st,  and  being  a  plot  begins 


225:1  w  Broadway,  at  point  880.3  n  from  1st  angle  In  w  s 
Broadway,  n  of  187th  st,  runs  w  417.10  to  e  s  Fort  Washing- 
ton av,  at  point  9,780.3  n  from  s  s  1.55th  st,  x  n  112  x  e  430  x 
s  105  to  beginning.  Release  mort  of  lands  lying  to  east  of  w 
s  of  (Overlook  Terrace.  Laetitia  M  Myers  to  Jonas  M  Libbey. 
Nov   14.     Nov    l(i,   1906.     .S:2180.  nom 

Lenox  av.  No  271,  w  s,  83.11  s  124th  st.  17x75,  3-sty  and  base- 
ment stone  front  dwelling.  Fredk  E  Lange  to  Oscar  D  Thees. 
Oct   5.      Nov   16,   1006.     7:1908—33.     A  $13,500— .$20,000. 

other  consid  and  100 
Lexington   av.    No   (Xj4,    w   s,   80.5   n   55th   st,   20x73,   4-sty   stone 
front    dwelling.      Henry    A    Weissmann    to   Alwine    Haagen.      All 
liens.     Nov  8.     Nov  20,  1906.     5:1310—17.     A  $14,000— $17,000. 

nom 
Lexington  av.  Nos  2170  to  2184Js    w    cbr    131st    st,    190.10    to    n    s 
130th  st  I     130th  st  xSO.  four  6-sty  brk  ten- 

1.31st   st  I     ements    and    stores. 

Park  av,  s  e  cor  131st  st,  90.11x80,  vacant.  | 

Hauben  Realty  Co  to  Jacob  Levine.  Homer  A  Millard.  Wm  H 
Schmohl.  Albert  W  De  Long  and  Herbert  P  Hutchings  as  TRUS- 
TEES.    All   liens.      Nov   21.      Nov  22,   1006.     6:1779. 

other   consid   and   100 
Madison   av,    No   1071,   s   e   cor  Slst   st,   20x85,   4-sty   stone   front 
dwelling.      Eliza    B    Downes    to    Bazena   T    Downes.      Q    C.      June 
5,   1901.      Nov  22,   1906.     5:1492—10.     A  $46,000— $51,01X1.       nom 
Manhattan  av.  Nos  168  to  1S6|  n  e  cor  107th  st,  201.10  to  s  s  108th 
107th   st  [     st,    x95,    five   6-sty   brk   tenements, 

lOSth  st  I     stores   on   both   corners.      Robert   M 

Silverman  Realty  and  Construction  Co  to  John  Kafka.  Mort 
$246,000.  Sept  4.  (Re-recorded  from  Sept  5.  1006.)  Nov  20. 
1006.  7:1843-18  and  20  and  44,  46  and  47.  A  $117,000— P 
$l55.00t1.  100 

Morningside  av  West  I  s  w  cor  116th  st.   100.11x90,  0-sty  brk  ten- 
116th  st.   No  400    I     ement.     Paterno  Bros,   a  corporation,   to  Car- 
olina T  Paterno.     Mort  $170,000.     Nov  15.     Nov  16.  1906.     7:- 
1867—60.     A  $85,000— P  $95,000.  other  consid  and  100 

Park  av.   No   1694        |s   w   cor   119th  st,   25.5x00,   5-sty  brk   tene- 
noth  st,  Nos  76  and  78|     ment   and   store.      Release   claims,   &c,   as 
to   Park  av  viaduct.     Henne   Metzger  to   N  Y  &  Harlem   R  R  Co 
and  the  N  Y  C  &  H  R  R  R  Co.     Oct  18.     Nov  19.  1906.     6:1745 
^0.      A   $11,.500— $24,0<X).  other   consid  and  100 

Same    property.      Consent    by   mortgagee    to    above    release.      U   S 

Trust  Co  of  N  Y  to  same.  Oct  .30.  Nov  19,  1906.  6:1745.  nom 
Park  av.  Nos  081  and  983  In  e  cor  83d  st,  runs  n  76.11  x  e  .39.10  x 
S3d  st,  Nos  101  to  109  |  n  0.4  x  e  48.6  x  n  24.10  x  e  21.11  x  s 
102.2  to  st  x  w  110.4  to  beginning,  9-sty  brk  tenement.  Hau- 
ben Realty  Co  to  Jacob  Levine,  Homer  A  Millard,  Wm  H 
Schmohl,  Albert  W  De  Long  and  Herbert  P  Hutchings  as 
TRUSTEES.  All  liens.  Nov  21.  Nov  22,  19(36.  5:1512—1.  A 
$7O.O0<.)— $85.0(X).  other   consid   and   1(30 

Park  av,  Nos  1976  and  1078,  s  w  cor  133d  st,  40x75,  two  4-sty 
brk  tenements  and  stores.  Release  claims  as  to  Park  av  Viaduct, 
&c,  Annie  M  Dryer  et  al  to  N  Y  &  Harlem  R  R  Co  and  the 
NYC&HRRRCo.  Nov  0.  Nov  20,  1006.  6:1757—30  and 
4(3.     A   $10..500-$17,.500.  3  250 

Park  av.  No  10.82,  w  s.  24.10  n  1.33d  st.  25.5.x86,  5-sty  brk  tene- 
ment and  store.  Chas  M  Siegel  to  Samuel  Goldstein  and  Samuel 
Tischler.  Mort  $17,016.66.  Nov  10.  Nov  20.  1006.  0:1758- 
:'>4.     A  $5, .500— $12,500.  other  consid  and  IDO 

Park  av  I  u   e   cor   115th  st,   runs  n   75   x  e  90  x  s 

115th  st,  Nos  101  to  100|  56.6  x  w  0.0  x  s  18.6  to  st,  x  w  80.6  to 
beginning,  two  6-sty  brk  tenements  and  stores.  Godspeed  Real- 
ty Impt  Co  to  Mary  Danziger.  Mort  $104,000.  Sept  7,  1005. 
Nov   16,   1906.     6:1(34.3-1  and  5.     A  $27,500— $101.0(X). 

other  consid   and  1(30 
Park  av,  Nos  1581  to  15871  n   e   cor   113th   st,   100.11x20.   4-sty  brk 
113th  st.   No   101  I     tenement  and  store  and  2-sty  brk  store 

on  av.  Release  claims,  &c,  as  to  Park  av  Viaduct.  Georgine  F 
and  Edward  Fischer  INDIVID.  EXRS,  Henry  Fischer  deed  and 
et  al  to  N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H  R  R  R  Co 
Nov   12.      Nov   10,   100(3,     6:1641—1.      A   $7,00<3— $11,500. 

6,562.50 
Same   property.      Release   mort  as   to   easement.      Gesina   Olsen  to 

same.     Oct  11.     Nov  16.  190(3.     6:1641.  nom 

Pleasant  av.  No  ,390[s   e  cor   121st   st,   runs   s  31.3  x   e  3.3  x  s  0.6 

12Jst  St.  No  .5(X)        I     X  e  73  X  n  31.9  to  st  x  w  76.3  to  beginning, 

5-sty    brk    tenement   and   store.      Max   Brettler   et   al    to    Esther 

Goldstein.      Mort    .$25,875.      Nov    16.      Nov    17,    1006.      6:1817— 

32.     A  $0,000— $24. 0(X).  100 

Prescott  avl  n   w   s.   225.10  n   e   Bolton   road,   100x207.10  to   Nich- 

Nichols  pi    1     ols  pi,  xl04. 7x293.8,  vacant.     Rose  Hilfreich  to  Max 

Rechnitzer.      1/2   part.      Right,   title,   and  interest.     Mort  $14,000. 

Oct   31.      Nov   m,    1906.      8:22.5.5 41   and  95.      A   $5,600-$5,- 

600.  ^  100 

Riverside  av  or  Drive,  No  227.  s  e  cor  05th  st,  7(3.2x08..5x75.6x 
89.9.  7-sty  brk  tenement.  Simon  Uhltelder  et  al  to  Arthur  B 
Leach,  of  South  Orange,  N  J.  Mort  $200,000.  Nov  14.  Nov 
21,   1006.     4:12.53—18.     A  .$85,000— $100,000. 

other  consid  and  10(3 
St  Nicholas  av,  s  w  cor  179th  st,  25x100,  vacant.     Henry  A  Sohl 
to   Joseph   A   Gray,   of   Bayonne.    N  J.     Nov   12.      Nov   10,   1006 
8:2162—13.      A  $15,0(30— $15,(X30.  other  consid  and  100 

St  Nicholas  av.   No  141]  n    w    cor    117th    st,    29.7x02.5x25.2x107.11, 
117th  St.  No  211  I     5-sty    brk    tenement    and      store.       Alva 

Realty  Co  to  Wm  C  Schmidt.  Mort  ,$42,000.  Nov  20,  1006.  7:- 
102.3—10.      A   $21.0(3O-$45,tMI(>.  100 

Vermllyea  av.  n  s,  225  w  Hawthorne  st,  50x150,  vacant.  Carrie 
Covert  to  James  B  Taylor,  of  De  Land,  Fla.  Nov  10,  1006. 
8:2234.  nom 

Vermilyea  av,  s  s,  100  e  Hawthorne  st,  50x150,  vacant.  Edw  H 
Rogers  to  Velmo  M  wife  Edw  H  Rogers.  Nov  15.  Nov  10,  1906 
8:;.'226.  100 

West  End  av.  No  802,  e  s,  10  s  99th  st,  16x80.  3-sty  and  base- 
ment stone  front  dwelling.  FORECLOS  (Nov  8).  Chas  S  Gug- 
genheimer  (ref)  to  Charles  Gahren.  Nov  20,  1906.  7:1870— 
62.      A    $9.000— $17,000.  18,900 

1st  av.  No  1315,  w  s,  75.4  s  71st  st.  2.5x75,  4-sty  brk  tenement 
and  store.  Marie  Etrich  to  Louis  Poborsky.  Mort  $15,200.  Nov 
15.     Nov  21.   1006.     5:1445—27.     A  $0..500— $17,500. 

other  consid  and  100 
1st  av.   No   113|s   w  cor  7th  st,  runs  s  18.3  x  w  !52  x  s  0.0  x  w  3 
7th  st.  No  86       I     X  s  9.6  X  w  17.1  x  n  28.6  to  st  x  e  72.6  to  begin- 
ning.   .5-sty    brk    tenement    and    store.      Martin    Lahm    and    ano 
EXRS,   &c,   Philip  Lahm   to   Max  Roth.     Nov   15.     Nov  16,   1906. 
2:448—27.     A  $15,000— $24,000.  37,650 

2d  av.  No  1324,  e  s,  25.5  s  70th  st,  25x74,  5-sty  stone  front  tene- 
ment and  store.  CONTRACT.  Sophie  Rueth  et  al  with  Esther 
and  William  Ranch.  Mort  $22,000.  Nov  15.  Nov  10,  1006. 
5:1444—50.     A  $12,000— $22,000.  27,000 


Th«  text  of  these  pases  Is  copyrighted.     All  rights  are  reserved.       Notice  Is  herebf  given  that  Infringement  will  lead  to  prosecution. 
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Bronx  November  24,  1906 


other  consid  and  100 


Lauber. 
nom 
chimney   agreement,    &c,    to 


exch 

Joseph  Bornstein  et  al 
Oct  1-J.     Nov  :>1,  lOOli. 
other   consid   and   100 


•'d  av    Nos  1920  to  1938!n   e   cor  99th   st,   runs   n   201.10   to   s   s 

9')thst  Nos  301  to  313      I    100th  st  x  e  10(i  x  s  100  11  x  e  148  x 

100th  St.  No  300  I     s  10<.>.ll  to  n  s  90th  st  x  w  254  to  be- 

ginning, nine  C-sty  brk  tenements  and  stores.  Hauben  Realty 
Co  to  Jacob  Lcvinc.  Homer  A  Millard.  \Vm  H  Schmohl.  Albert 
W  De  Long  and  Herbert  P  Hutchings  as  TRUSTEES.  All  liens. 
Nov  21.  Nov  22,  19UIJ.  0:1071—1  to  3  and  5  to  10  and  49  to 
52      A  ^121.000— P  if  141.000.  other   consid   and   100 

2d  av.   No   133"),   w   s.  75.5   n  70th   st.  25.0x72,   5-sty   stone   front 

"  tenement  and  store.  Samuel  Autses  to  George  and  Emma 
Kochcr.  Mort  .$10,000.  Nov  19.  Nov  20,  1900.  5:1425—24. 
A  SI  2,500— $20,000.  other  consid  and   100 

2d  av.   No  1.343,  w  s,  50  s  71st  st,  2.5x72,  5-sty  stone  front  ten- 

"  eme'nt  and  store.  Benjamin  Aufses  et  al  to  George  and  Emma 
Kocher.  Mort  .$13  000.  Nov  19.  Nov  20,  1900.  5:1425—20. 
A  .$12,50O-$20,0t!O. 

2d  av,   Nos   1040  and   1042. 

2d  av.  No  l(i44. 

Party    wall    agreement.    Samuel    D    Davis    with    Katie 
Nov  1.5.  Nov  17.   1906.     5:1548. 

2d    av.    No    1042.      Subordination    of 
mortgage.      Katie    Lauber   with   Virginia    Danziger   and   William 
Hyams   EXRS  Max  Danziger.      Nov   14.     Nov  17,   1900.     5:1548. 

nom 

2d  av.  No  357,  w  s,  42  s  21st  st,  20x75,  3-sty  brk  tenement  and 
store  Mary  wife  of  and  Lewis  Boelling  to  John  Benzur.  Mort 
$9,000.  Nov  15.  Nov  IG,  1900.  3:901—32.  A  $11,500— $14.- 
000.  100 

2d  av.  No  2207.  w  s,  50.7  n  113th  st.  25.2x100,  G-sty  brk  tene- 
ment and  store.  Samuel  Kutler  et  al  to  Annie  Silver,  Brooklyn. 
Mort  $:«;.(H)0.  Nov  15.  Nov  10,  1000.  0:1003—24.  A  $9,000 
— P  $20  0011. 

3d  av,  e  s.  100.8  s  97th  st.  strip  0.3x100. 
to  Matthew  Kaicher,  of  Brooklyn.  Q  C. 
0:104(i. 

Same  property.  Matthew  Kaicher  to  Louis  Meyer  Realty  Co.  Q 
C.     Nov   17.     Nov  21,  1906.     0:1040.  nom 

.3d  av,  Nos  1721  and  17231  s    e    cor    97th    st,    02.11x51,    G-sty      brk 

97th  st.  No  200  I     tenement  and  store.     Matthew  Kaicher 

to  Louis  Meyer  Realty  Co.  Mort  $50,000.  Nov  17.  Nov  21, 
1!X)0.     0:1040—40.     A  $22,000— P  $45,000.  nom 

3d  av.  No  .509,  e  s,  25  n  34th  st,  24.8x100,  5-sty  stone  front  tene- 
ment and  store.  Beuj  H  Irving  INDIVID,  EXR.  &c,  Mary  Irving 
to  Jennie  R  wife  Benj  H  Irving.  Mort  $27,300.  Nov  10.  Nov 
17,   19O0.     3:915—2.     A  $25,000— $35,000.       other  consid  and  100 

3d  av.  No  902.  w  s,  75  s  58th' st,  25.5x95,  5-sty  brk  tenement  and 
store.  Matilda  Epstein  to  Max  Schwarz.  Mort  $18,000.  Nov 
15.     Nov  10.   1900.     5:1312—37.     A  $20,000— .$30,000. 

oiher   consid   and   100 

3d  av.  No  2100,  s  w  cor  115th  st,  32.1x100,  0-sty  brk  hotel.  The 
Hermitage  Co  to  John  H  Degelman.  Mort '$80,000  and  all  liens. 
Nov    15.      Nov   10,    liXiO.      0:1042—39.      A   $40,0lJ0— $72,0(;k>.    nom 

3d  av,  Nos  1717  and  1719.  e  s.  02.11  s  97th  st,  37.9x100.  G-sty  brk 
tenement  and  store.  Matthew  Kaicher  to  Louis  Meyer  Realty 
Co.  Mort  $52.01)0.  Nov  17.  Nov  21,  1900.  C:164G— 48.  A 
.$21000— P  .$42  000.  nom 

7th  av,  Nos  24.50  to  24G0in    w    cor    143d    st.    99.11x125,    7-sty    brk 

143d  St.   No  201  I     tenement   and   store.      George   Gerlach   to 

John  E  Gerlach.  All  liens.  Mar  10.  Nov  17,  1900.  7:2029 — 
29.     A   $51  000— $190.tWO.  nom 

Sth  av.  No  2!:03,  w  s.  75  s  l.j4th  st.  runs  s  24.0  x  w  38.5  x  s  w  0.1 
X  w  01,0  X  n  24.11  x  e  100  to  beginning.  0-sty  brk  tenement 
and  store.  Middle-Town  Realty  Co  to  Morris  Buehsbaum.  Mort 
$23,000.     Nov   15.      Nov   17,   190G.    7:2047.     other  consid  and   100 

Sth  av,  Nos  5.5  and  57,  w  s,  abt  30  n  Horatio  st,  — x — ,  3-sty  brk 
tenement   and  store. 

Greenwich  av.  No  1301  ^   '^  ■"""  Sth   av,   — x — ,   3-sty   brk   tenement 

Sth  av,  Nos  08  and  70i  and  store,  being  all  right,  title  and  inter- 
est in  estate  Abraham  Underbill  deed  including  interest  trans- 
ferred  by   James   Underbill. 

Edw  C.  Underbill  to  Esther  wife  of  Edwd  Undephill.  Sept  24. 
Nov  20.  1900.  2:010—48  and  49.  A  $11,000— $14,000;  018—1. 
A  $20,(X)(J— $23,500.  nom 

9th  av.  No  .508,  on  map  No  512,  e  s,  74.1  n  38th  St.  24.8x100.        | 

9th  av.  No  510.  on  map  No  514.  e  s,  98.9  n  38th  st.  24.8x100.  | 
two  0-sly   brk  tenements  and  stores.  | 

Tillie  Marcus  to  Beekman  Realty  Co.  Mort  $00,000.  Nov  15. 
Nov  10,  lUOO.  3:762-^.     A  $3.5,000— $80,000.  other  consid  and  100 

0th  av.  No  598,  e  s,  20.1  s  43d  st.  20.1x80,  4-sty  brk  tenement 
and  si  ore.  Henry  Beck  to  Herman  A  Schmidt  and  Chas  D  Don- 
ahue. Mort  $14  000.  Nov  14.  Nov  10,  1900.  4:1033—02. 
A   $14  000— $19  000.  other  consid   and   100 

9th  av.  No  139,  w  s,  6S.8  s  19th  st,  22.4x100,  3-sty  brk  tenement 
and  store.  Archibald  D  Russell  et  al  to  Wm  H  Russell.  Oct 
IS.      Nov   21,    190G.      3:710—30.      A  $11,000— $13,000. 

other  consid   and   100 

9th  av,   Nos  440  to  448  Is    e    cor    35th    st,    98.9x79.9,    six    4-sty 

35th  St.  Nos  378  and  380  |  brk  tenements  and  stores.  Marks  L 
Frank  to  Gem  Realty  Co.  %  parts.  Mort  $105,000.  Nov  14. 
Nov  22.  1900.     3:758—81  to  80.     A  $05,.5OO— $83,.500. 

other  consid   and   100 

12th  av,  s  e  s,  100  n  e  130th  st,  25x100,  2-sty  frame  tenement 
and  store.  Isaac  C  Ogden  to  Rebecca  Greacen.  Q  C.  Nov  19. 
Nov   22,    1900.      7:1997— li4.      A   .$5,000— .$5,500.  30 

Same  property.  Rebecca  Greacen  to  Cornelius  Lynch.  Mort 
$0,3"0.     Nov  20.     Nov  22,  1900.     7:1997.        other  consid  and  100 

MISCELLANEOUS.  ' 

Declaration  terminating  trust.  Herman  H  Cammann  and  ano 
EXRS,  &c.  Cath  A  Cammann  to  Geo  P,  Henry  L  and  Isabella 
M  Cammann  each  1-12  part.     Nov  8.     Nov  20.   1900.     Miscl.  • 

General  release  from  all  debts,  claims.  &c.  Philip  Deffaa  to  Jtihn 
C   Klatzl.      Dec  31.   18SG.     Nov  20,   1900.      Miscl.  nom 

BOROUGH    OF    THE    BRONX. 

Under  this  head  the   *  denotes  that  the  property  is  located  in  the 
new  Annexed  District   (Act  of  1895). 

*Oak  st,  e  s,  400  s  Syracuse  av.  — x— x— xlOO.  Release  mort. 
Esmond  Stiles  to  Walter  W  Taylor,  of  Winterhaven,  Fla.  Nov 
20.     Nov  22,  1906.  nom 

Bristow  St.  No  1374.  e  s,  45  n  Jennings  st.  20x100,  2-sty  frame 
dwelling.  Wm  Loeb  to  Ephraim  Propper  and  John  Taube.  Mt 
$0,350.     Nov  2'0.     Nov  21.  1900.     ll:2tHi4.     other  consid  and  100 

Bristow  St.  No  1.3S0.  e  s.  105  n  Jennings  st.  20x100.  2-sty  frame 
dwelling.  Geo  J  Shapiro  to  Charlotte  Salm.  Mort  $5,000.  Nov 
15.     Nov  20,  1900.     11:2904.  other  consid  and  100 


*Birch  St.  e  s,  1.50  n  Kingston  av.  .50x100,  Eastchester.  Emma  L 
Shirmer  to  Bridget  Fanning.    All  liens.     July  17.     Nov  20,  1900. 

other    consid   and    100 

♦Chestnut  st,  c  s,  200  n  Cornell  av,  100x100,  Eastchester.  Frank 
M  Abbott  to  H  Morton  Merriman  and  Archibald  Douglas.  Mort 
.$3(KJ0.     Oct  31.     Nov  10.  190G.  other  consid  and  100 

*Cruger  st,  e  s.  325  s  ]S7th  st.  2.5x105.  John  B  Dosso  et  al  to 
Graziella    Castaldo.      Mort   $3,800.      Nov   3.      Nov    17,    1900. 

other  consid  and  100 

*Forest  st,  e  s.  25  n  Poplar  st,  25x101.  Joseph  J  Gleason  to'  Wm 
H  Field,   of  Portchestcr.  N  Y.     Nov  20.     Nov  22.   190G.  nom 

*Forest  St.  n  e  cor  Poplar  st,  25x101.  Michael  Nash  to  Wm  H 
Field,  of  Portchestcr,   N  Y.     Nov  15.     Nov  10,  190G.  100 

Gouverneur  pi,  ,No  8.  s  s.  135.0  e  Park  av,  20x90,  4-sty  brk  tene- 
ment. Adolph  G  Furthman  to  Henry  Lotz.  B  &  S.  Mort  $12,- 
.500.    .Nov  17.     Nov  19,  1900.     9:23,88.  nom 

Gouverneur  pi.  No  S,  s  s.  135.0  e  Park  av,  20.\90.  with  all  title 
to  strip  in  rear  to  extent  of  5  ft,  4-sty  brk  tenement.  Matilda 
Lotz  to  Adolph  G  Furthman.  Mort  $12,500.  Nov  17.  Nov  19. 
1900.     9:2388.  nom 

Hoffman  st.  e  s,  283  s  Pelham  av,  25x118.  vacant.  | 

Hoffman  st.  e  s.  20  n  l.SOth  st,  37x118x37.3x118.3,  except  parti 
for  St.   vacant.  | 

Joseph  Majud  to  Emil  Loewenthal.     Mort  $0  3.50.     Nov  19.     Nov 
22.   1900.     ll:30i;7.  other  consid  and  100 

Same  property.  Emil  Loewenthal  to  Richard  C  Littleton,  of 
Essex   Co,   N  J.      Mort  $6,350.     Nov  22,   190G.     11:3007.  lOO 

Same  property.  William  Seidman  to  Joseph  Majud.  Mort  $5,- 
OOO.     Nov    19.      Nov   22.   1900.      11:3007.       other   consid   and   100 

Hoffman  st.  w  s.  200  n  lS7th  st,  75x97,  vacant.     Teresa  wife  An- 
tonio Cerra  to  Pietro  Cerra  and  Francesco  Ciistalli.     Mort  $6,-' 
000.     July  IS.     Nov  20.  190G.     11:3050.  nom 

Hoffman  st,  w  s,  20:j  n  ]S7th  st,  75x97,  vacnt.  Pietro  Cerra  et 
al  to  Angela  Bonamassa.  1-3  part.  Mort  .$6  000.  July  23.  Nov 
20.   1900.      11:3050.  nom 

Home  st,  No  933,  n  s,  227.2  w  Tinton  av,  20x100,  3-sty  frame  ten- 
ement. Mary  Bracht  to  John  C  Damm.  Nov  15.  Nov  10.  190G. 
10:2002.  other  consid  and  100 

Lane,  c  1,  leading  from  Albany  Post  road  to  Hudson  R  R  R  sta- 
tion at  Kiverdale,  at  s  w  eoi  pr-jmises  hereby  described  and 
adj  land  Mrs  Petrulio,  runs  n  e  290  to  land  Mrs  Samler  x  e  400 
X  s  —  to  c  1  lane  x  w  —  to  beginning.  Chas  F  Schorer  to  Ford- 
craw  Co,  a  corpn.  M&rt  $15,000.  Nov  21.  Nov  22,  1900. 
13:3421,  other  consid   and   100 

Lane  from  Albany  Post  road  to  Hudson  River  R  R  station  at 
Riverdale.  c  I,  and  adj  land  Mrs  Petrulio,  runs  n  e  290  to  land 
Mrs  Samler  x  e  400  x  s  —  to  c  1  said  lane  x  w  —  to  beginning. 
Nella  Gcldenberg  to  Alonzo  B  Kight,  Nov  14.  Nov  15,  1900. 
13:3421,  other   consid  and   100 

Lane,  c  1,  leading  from  Albany  Post  road  to  Hudson  River  R  R 
station  at  Riverdale.  adj  lands  Mrs  Petrulio.  runs  n  e  290  to 
land  Mrs  Samler  x  e  400  x  s  —  to  c  1  of  lane  x  w  —  to  be- 
ginning. Alonzo-  B  Kight  to  Chas  F  Schorer.  Nov  20,  1906. 
13:3421.  other  consid  and   100 

Lane,  w  s.  605  n  e  road  from  Kingsbridge  to  Williamsbridge,  2.jx 
93.11x25x92.  John  De  Mattia  to  Joseph  Zilli.  %  part.  May  28. 
Nov  3,   1901).     12:.3201.  other   consid   and   100 

Same  property.  Joseph  Zilli  to  Maria  Zilli  et  al.  Mori  .$5,.)00. 
Oct  3.      Nov  3,   1900.      12:.32(;l.  other  consid   and   100 

*Lafayette  st   |w  s,  (^05  n  Railroad  av,   100x200  to  e  s  Washington 

Washington  sti  st.  Unionport.  Susan  E  Miller  et  al  to  Franklin 
C   Albee.     Nov   14.      Nov  17,   1900.  nom 

Mt  Hope  pi,  s  s,  450  w  Morris  av,  late  Fleetwood  av,  125x125. 

17i)th   St.   n   s.   47.5   w   Morris   av,   late   Fleetwood   av,   25x125, 
vacant. 

J   Charles   Weschler   et   al   to   Solmax   Realty   Co.     Nov   16.     Nov 
20.   1900.      11:2851.  other  consid  and  100 

*Maple  st,  e  s,  100  s  215th  st,  25x100.  Maria  T  Sealey  et  al 
HEIRS.  &c.  Wm  G  Ackerman  dec'd  et  al  to  Frank  McGarry. 
Q  C.     Nov  30.   1905,      Nov   20,   190G.  nom 

Oak  Tree  pl.  No  893,  n  s,  170  w  Hughes  av,  28x102.1x28x102, 
2-sty  frame  dwelling,  Theodore  Baumeister  EXR  Lisette  Ren- 
ner  to  Anna  T  Currv.  Mort  $3,000.  Nov  19.  Nov  20,  lOOa 
11:3070.  6,400 

*Sheil  st,  s  s,  100  w  Elwood  pl,  25x100.  Malinda  G  Mace  to 
Emma  N  Polak.     All   liens.     Nov  1.     Nov  20,   1900. 

other  consid  and  100 

*Taylor  st,  e  s,  150  s  Morris  Park  av,  50x100.  Patk  J  Byrnes 
to  John  White.     Nov  21,     Nov  22,  1906.  nom 

Teasdale  pl.  No  6.  s  s.  119.10  e  3d  av,  25x100.  5-sty  brk  tenement. 
George  Bingel  to  Henry  T  Fitzell.  Mort  $24,000.  Nov  15.  Nov 
iO.  1900.     10:2021.  other  consid  and  100 

'Waldo  pl  w  s.  200  s  Tremont  road.  50x100.  Release  mort.  A 
Morton  Ferris  to  Bankers  Realty  &  Security  Co.  Nov  19.  Nov 
20.  1906.  500 

*Waldo  pl.  w  s,  225  s  Tremont  road,  25x100.  Bankers  Realty  & 
Security  Co   to   Charles   Nystrom.     Nov  19.      Nov  20,   1900. 

other  consid   and   100 

*Waldo  pl.  w  s,  200  s  Tremont  road.  25x100.  Bankers  Realty  & 
Security    Co    to    John    Sunberg.      Nov    19.      Nov    20,    1900. 

other    consid    and    100 

*WilEon  pl,  s  s,   100  e  Barker  av,  7.5x13 i..5x — x — . 
field   to  Alois  Geiszler.     Nov  19.     Nov  20,  1906. 

*Wilson  pl,  s  s.   150  e  Barker  av.  2.5xl37.5x — x — . 
to   Frank   McGarry.      Nov  20.   190G.  other   consid  and   100 

*WiIson  pl.  s  s.  100  e  Barker  av,  .50xl37.5x — x — .  Alois  Geiszler 
to   Helen    M   Johnson.      Nov   20.   1900.  other   consid   and   100 

*Victor  St.  e  s,  200  s  Morris  Park  av,  25x95.  John  J  Geary  to  Mar- 
cus Nathan.     Mort  $3,175.     Nov  15.     Nov  16,  1906.  nom 

''4th  st,  n  s,  105  w  Av  B,  .50x108,  Westchester.  Marie  E  Schwarz 
tO  Robt  C  Ferris.     Mort  $700.     Nov  14.     Nov  16.  1906. 

other  consid  and  100 

1.33d  St.  No  1025,  n  s.  179  w  Willow  av.  16.8x100,  3-sty  frame 
tenement.  Louis  Miller  to  Arthur  W  A  Feyers.  Mort  $4. .500. 
Nov  21.     Nov  22,  1906.     12:25(52.  other  consid  and  100 

1.35th  St.  No  7.52.  s  s.  25  e  Brown  pi,  25x100,  5-sty  brk  tenement. 
Fred  Meyer  to  Mary  H  Ferris,  of  L  I  City.     Mort  $18,8.50.     Nov  ' 
10.      Nov   17.    1900.     9:2202.  other   consid  and   100 

145th  St.  Nos  7.39  and  741.  n  s,  115  w  Brook  av,  50.x99.11,  5-sty 
brk  tenement.  John  H  Schroeder  to  Henry  Adelmann.  Mort  .$47,- 
.500.      Nov   15.      Nov   17.   1906.     9:2290.  nom 

149th  St.  s  w  s,  11G.4  s  e  Timpson  pl,  59.7x97.5x50x130.1,  va- 
cant. Moe  Hyman  to  Simon  Naehtigall.  Mort  $2,000  and  all 
liens.     Nov  IG,     Nov  19,  1906.     10:2000.  100 

150th  st.  No  .325.  n  s.  150.2  w  Mott  av.  16.8x125,  3-sty  frame 
dwelling.  Realty  Mortgage  Co  et  al  to  Martha  Stutchbury.  Nov 
15.     Nov  10,  190G.     9:2348.  other  consid  and  100 


Lydia  A   Sco- 

nom 
Alois  Geiszler 
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151st  St,  No  521,  n  s,  170.3  e  Morris  av,  37.CxllT-.2,  C-sty  brk 
tenement.  Ike  Cohen  to  Joseph  Cohen,  Annie  Evens  and  Morris 
Naviasky.  Vt  part.  All  title.  Mort  $25,1X10.  Nov  lo.  Nov 
1(1.   lUOli.     !J;2411.  other  consid  and   100 

152d  st,  Nos  51U  and  512,  s  s.  70.3  e  Morris  av,  50x117. 4x50.\; 
117.5,  6-sty  brk  tenement  and  store.  Nathan  Goldstein  to  Ma_x 
Brettler  and  Oswin  Stuhmer.  All  liens.  Nov  10.  Nov  17. 
IttOO.     9:2411.  nom 

15(jth  St,  No  1101,  n  e  cor  DaWson  st.  25x100,  2-sty  brk  dwell- 
ing. FORECLOS  (Nov  12).  Abraham  L.  Jacobs  (ref)  to  Bella 
W  wife  of  Geo  M  Stevens,  Jr.  Nov  21,  1900.  10:2701.  15,500 
lOlih  st.  No  1037,  n  s,  172  o  Prospect  av,  10x74.7.  3-sty  brk 
dwelling  Wm  H  Von  PrieC  to  \Vm  H  Gibson,  o£  Tarrytown. 
N  Y.     Apr  S,  I'JOl.     Nov  20,  ISKMi.      10:2090.  0.000 

l(;5th  st,  Nos  ,S47  and  S49,  n  s,  310.9  e  Boston  road,  35xl00.(;x3.5x 
1(J().5.  two  3-sty  frame  tenements.  Timothy  F  Sullivan  to  Mar- 
garet Homrael.     Mort  $9,000.     Nov  15.     Nov  10,  lOOiJ.     10:2(;.33. 

other  consid  and  100 
*173d  St.  w  s,  30(j  s  Gleason  av,  25x100.     Stephen  McBride  to  Ma- 
rie  wife   of  and  Frederick  Konig.     Mort  $3. .500.      Nov  19.      Nov 
21,    1900.  100 

177th  st,  n  s,  120  e  Morris  av,  30x100,  2-sty  frame  dwelling. 
Release  covenants  as  to  building.  Lewis  G  Morris  to  Gardiner 
F   Underbill.      Nov  S.   1894.      Nov   19,    1900.      11;2.S0(!.  nom 

17Sth  St.  n  w  cor  Hughes  av.  28x101.4.  vacant.  Hyman  Axel- 
road  et  al  to  Maurice  Frankel.  Mort  $3,000.  Nov  10.  Nov  21. 
190(5.     11:3008.  nom 

l.'vid  St.  n  e  s.  102.11  n  w  3d  av.  runs  n  e  25  x  s  e  3  x  n  e  75 
X  n  w  20  X  n  e  25  x  n  w  3  x  s  w  125  to  st.  x  s  e  20  to  begin- 
ning, vacant.  John  C  Heintz  to  Thomas  O'Connell.  Mort  ifl,- 
(MM*.     Oct  15.     Nov  21,   190(!.     11:30,52.  other  consid  and   100 

lS3d  st,  n  e  s.  102.11  n  w  3d  av.  runs  n  e  25  x  n  w  17  x  n  e  100 
X  n  w  3  X  s  w  125  to  st,  x  s  e  20  to  beginning,  vacant.  Jacob 
Siegel  to  John  C  Heintz.  1/2  part.  Oct  15.  Nov  21,  1900.  11:- 
.3052.  other  consid  and  100 

183d  st,  n  s,  102.11  w  3d  av,  runs  n  25  x  s  e  3  x  n  e  25  x  n  w 
20  X  s  .50  to  st,  X  s  e  17  to  beginning,  vacant.  Release  two 
morts.  Louisa  Mander  to  John  C  Heintz  and  Jacob  Siegel.  Oct 
20.      Nov   21.    19(MJ.      n::!0.52.  nom 

183d  St.  s  w  cor  Bassford  av.  35.8x115.  C-sty  brk  tenement  and 
store.  John  Dinberger  to  Fredk  H  Hettling.  Mort  .$40.0UO. 
Nov  19.      Nov  20.   1900.      11:30.50.  other  consid  and  1(_)0 

l.S4lh  St.  No  089,  n  s,  145.3  w  Washington  av,  25x100.  2-sty 
frame  dwelling.  Mary  Hennessy  to  Eugene  Riehl.  Mort  .$2, ,500. 
Nov  15.     Nov   10    1900.      11:,3039.  other  consid  and  100 

lS7th  st.  No  094,  s  s,  183.4  e  Park  av,  10.8x100,  2-sty  frame 
dwelling.  James  F  Hassett  to  Philip  Wattenberg.  Mort  $4,00(J. 
Nov   15.     Nov  10,   1000.      11:3040.  100 

187th  st.  No  092.  s  s,  100.8  e  Park  av,  10.8x100.  2-sty  frame 
dwelling.  Same  to  same.  Mort  if4.O0O.  Nov  15.  Nov  10,  1900. 
11:3040.  100 

lS7th  st.  No  090,  s  s,  1-50  e  Park  av,  10.8x100,  2-sty  frame  dwell- 
ing. Same  to  same.  Mort  $4,000.  Nov  15.  Nov  10,  1900. 
11:3040.  100 

19(Hh  st,  n  s.  120  w  right  of  way  of  N  Y  C  &  H  R  R  R  Co,  runs  n 
18  x  w  117  to  U  S  pier  and  bulkhead  line  x  s  25  x  e  237  to  w  s  , 
of  said  right  of  way  y  n  7  lo  190th  st  x  w  120  to  beginning,  sub 
to  right  of  way  of  30  ft  to  cross  above  premises,  and  also  com- 
mencing whore  e  s  of  right  of  way  intersects  n  s  ll>Oth  st,  runs 
s  7  X  e  50  to  w  s  Harlem  River  Terrace  or  Heath  av  x  n  7  x  w 
.52.9  to  beginning,  with  all  title  to  land  under  water,  &c,  vacant. 
Reune  Martin  to  Union  Railwav  Co  of  N  Y  Citv.  All  liens. 
Nov    1.      Nov    17,    1900.      11:3238   and   3244.  nom 

lO.'^^lh  st,  s  s,  100.1  w  Creston  av,  10. .8x100.1.  2-sty  frame  dwelling. 
Mary  A  Costello  to  J  Frederick  Scheffer.  Mort  .$2, .500.  Sept 
24.      Nov   20.    3900.      12:3318.  100 

210th  St.  s  w  cor  Reservoir  Oval  W  25x104.9x45.4x90.2.  vacant. 
Heiman  Glasser  to  Leopold  Hutter.  Mort  $1,220.  Nov  17. 
Nov   21.    1900.      12:3.343.  other   consid   and   100 

*21(ith  St.  s  s.  175  w  0th  av.  25x100.  Malinda  G  Mace  to  Joseph 
Schneider.      All    liens.      Nov   1.      Nov   20,    1900. 

other    consid    and    100 

*210th  st,  n  s.  12.5  w  0th  av.  25x100.  Release  mort.  Malinda 
G  Mace  et  al  TRUSTEES  Levi  H  Mace  to  Wm  S  Paton,  of 
Dover,  N  J.     Oct  29.     Nov  20,   lOOC.  300 

*217th  st,  n  s.  205  e  4th  av.  100x114.  Wakefield.  Fred  Judge  to 
Alex  P  Walsh.     Mort  $3,000.     Nov  20.     Nov  21,  1900. 

other  consid  and  100 

*21Sth  st,  s  e  cor  5th  av,  105x113.5,  Wakefield.  Chas  A  Yost  to 
Edmund  O  Braendle.     Nov  19.  1900.  other  consid  and  100 

*223d  St.  n  s.  000.10  e  White  Plains  road.  125x100.  Bernard 
Bleiden  to  Fannie  Levinstim.  All  liens.  Nov  12.  Nov  10, 
1900.  nom 

*22Sth  st,  n  s,  80  e  White  Plains  road,  50x100,  Wakefield.  Re- 
lease mort.  Edith  S  Jacobs  to  Isidor  Holtsberg.  Ncrv  19.  Nov 
20.   1900.  500 

*228th  St.  s  s.  205  w  5th  av,  25x114,  Wakefield,  Assign  CON- 
TRACT recorded  Aug  IS,  1903.  Alter  Lieberman  to  Emma  N 
Polak.      All   title.      Nov  5.      Nov  20,   190G.      Contracts  only.       395 

*229th  st|s  s,   130  e  White  Plains  road,  50x228  to  n  s  228th  st, 

228fh  st  I    Wakefield. 

228th  St.  n  s,  SO  e  White  Plains  road,  .50x100. 
Abraham  Steinlicht   to  Isidor  Holtsberg.     Mort  $2,800.     Oct  .30! 
Nov  20,   1900.  other  consid   and   100 

*230th  st,  n  e  s,  2.50  s  e  6th  st,  50x114.5,  Wakefield.  The  Monati- 
quot  Real  Estate  Co  of  N  Y  to  Mary  E  Crane,  of  Elizabeth. 
N   J.      All   liens.      Oct   30.      Nov  20,   1906.  1,000 

*231st  st,  s  s,  305  e  4th  av.  100x114,  Wakefield.  Malinda  G  Mace 
to   Emma   N   Polak.      All   liens.      Sept   1.      Nov  20,   1900. 

other  consid  and  100 

2.34lh  St.  late  Clinton  av  |n   s,   400  w  Katonah   av,   late  2d   st,   50x 

2.".5th  st  I     200  to   s   s  235th  st.   late  Willard  av. 

Willard  av,  s  s.  375  w  2d  st,  25x100,  Woodlawn  Heights. 
Dominick  Morogh  to  Michael  E  Dillon.     Oct  25.     Nov  17.   1900! 
12:3375.  other  consid   and   100 

230th  st,  n  s,  175'  e  Oneida  av,  50x100,  vacant.  Release  mort. 
Charlotte  E  Wapler  to  Adelbert  J  Howe.  Nov  19.  Nov  22 
1900.     12:3371.  nom 

230th  st,  s  e  cor  Oneida  av.  50x100,  vacant.  May  E  and  Lena 
Croatman  to  Investors  Mortgage  Co.  Q  C.  Oct  8.  Nov  20. 
lOOO.      12:.3370.  nom 

230th  st,  s  e  cor  Oneida  av,  50x100.  vacant.  Eliza  Maier  to  In- 
vestorj  Mortgage  Co.  All  title.  Q  C.  Sept  4.  Nov  20,  1900. 
12:3.370.  nom 

Same  property.  Geo  A  Croatman  and  ano  by  Fredk  B  Maerkle 
GUARDIAN  to  same.  All  title.  B  &  S.  Oct  8.  Nov  20,  1900. 
12:3370.  237 

23Cth   st,   s  s,   .380.4  w  Oneida  av,,,   runs  w  along  u   s  Opdyke  st,    • 


nom 
Same  to  Wm  O'Brien. 

nom 
Henry 


15.7  X  n  —  to  s  s  230th  st,  x  e  —  to  beginning,  gore,  being  land  in 
front  of  lot  700  map  Woodlawn  Heights.  Geo  W  Lockwood  to 
Rose  Lindgren.     Q  C.     Nov  7.     Nov   19.  1900.     12:3300.^        _  nom 

239th  st  (Northern  Terrace),  n  e  cor  Independence  av,  25xl05.8x 
25.2x101,  vacant.  Andrew  Bane  and  ano  HEIRS  Mary  O'Mealey 
to  The  De  Witt  Land  &  Impt  Co.  Oct  15.  Nov  20.  1900. 
13:3417.  nom 

*Av  E,  e  s,  81  s  9th  st,  27x105,  Unionport.  Matthew  O'Brien  to 
John  J  O'Brien.     Q  C.     Nov  10.     Nov  17,  1900.  nom 

*Av  E.  e  s,  54  s  9th  st,  27x105,  Unionport.  Same  to  Patrick  H 
O'Brien.     Q  C.     Nov  10.     Nov  17.  1900.  nom 

*Av  E.  s  e  cor  9th  st.  27x105,  Unionport.  Same  to  Matthew  F 
O'Brien.     Q  C.     Nov  10.     Nov  17.  1900. 

*.\v  E.  e  s.  27  s  9th  st.  27x105.  Unionport. 
Q   C.      Nov   K).      Nov   17,   1906. 

*Ash   av,   s  s,   200.6  w  Corsa  av,   100x100,   Laconia  Park, 
Metzner    to    Thomas    Callahan.      Nov   21,    1900. 

other    consid    and    100 

Alexander  av.  No  311,  w  s,  75  s  141st  st,  2.5x75.  4-sty  brk  tene- 
ment. Albert  F  Blanchard  to  Rachel  C  wife  of  Albert  F  Blan- 
chard.  1/2  part.  B  &  S.  AH  liens.  Nov  13.  Nov  19,  1900. 
9:2314.  other  consid  and  100 

*Ash  av.  n  s.  435  w  Corsa  aw.  25x100.  Laconia  Park.  Release 
mort.  Workmens  Sick  and  Death  Benefit  Fund  of  the  U  S  of  A 
to  Louis  Terminielli.     Nov  15.     Nov  19.  1906.  400 

.•\ndrews  av  |s  w  cor  180th  st.  runs  s  351.3  x  w  322.7  to  e  s  Lor- 

Loring  pi  |  ing  pi  x  n  278.4  to  s  s  180th  st  x  e  432.11  to  begin- 
ning. 3-sty  frame  dwelling  and  several  1-sty  frame  buildings 
and  vacant.  Arthur  H  Murphy  to  Wm  C  Bergen.  %  right,  title 
and  interest.  Mort  .$43,000.  Nov  14.  Nov  20,  1900.  11:3210 
and  3221.  other  consid   and   100 

Arthur  av.  No  1800,  late  Crotona  Park  North,  e  s.  51.11  s  175th 
St.  runs  s  50.1  x  87.7  x  50  x  94.6,  2-sty  frame  dwelling  and 
2-sty   frame   stable. 

Arthur  av,   late   Crotona  Park  North,  e  s.  51.11  s  175th  st,  runs 
e  04  X  n  14  X  w  —  to  Park  x  s  —  to  beginning,  vacant. 
John    Blumers    to   Arthur   H   Murphy.      Nov   19.      Nov   20.   190(5. 
11-2944  other  consid  and   100 

Bainbridge  av.  No  2595.  w  s,  197.5  s  194th  st.  22.10x89.5x22.9x 
S8.8.  3-sty  frame  tenement.  Wm  H  Wright  to  Theresa  wife  of 
Ferdinand   Kramsall.      Nov  20.      Nov  21,   190(>.      12:3293. 

other   consid   and   100 

*Boyd   av.    e    s,    225   n   Jefferson    av,   25x100.      Everybody's   Land 

Co   to  Augusta  Nelson.     Mort  $ .     Nov  21.   1906. 

other  consid  and  100 

*Baychester  av,  w  s.  75  s  Ferris  av,  50x90.  John  P  Wenninger  to 
Edw  F  McDermott.     Mort  $ .     Nov  16.     Nov  22,   1906.       1.4,50 

Brenner  av.  that  part  which  lies  e  of  c  I  Nelson  av,  w  of  c  1  blk 
2513,  n  of  c  1  166th  st  and  s  of  line  abt  401.1  s  167th  st.  Wm 
J  Walter  to  Eraerance  K  Ager,  of  Brooklyn.  All  title.  C  a  G. 
Nov   21,      Nov   22,    1906.      9:2513.  nom 

♦Benedict  av,  n  s,  201.11  e  Storrow  st,  25x90,  vacant.  William 
Kelleher  to  Charles  Fleury.  Mort  $630.  Oct  26.  Nov  22, 
1901;.  other  consid  and  100 

*Same  property.  Release  mort.  N  Y  Catholic  Protectory  to 
William  Kelleher.     Nov  12.     Nov  22.   1906.  nom 

*Bogart  av,  e  s,  225  n  Brady  av,  .50x100.  Fidelity  Development 
Co  to  Otto  Meissner  and  Lorenz  Bunten.     Oct  27.     Nov  20,  1900. 

nom 

Bailey  av.  w  s.  bet  Albany  av  and  238th  st,  and  being  plot  103  and 
part   104   map   Wm   O   Giles   at   Kingsbridge.   50xl31.3x.50xl28.5. 
Harry    T    Campbell    and    ano    to    Wm    T    Hummel.    Mort    $2,000,     ' 
Nov   15.     Nov   l(i.   1900.      12:.3262.  _  nom 

*Bruner  av,  e  s,  on  map  Sec  1  Bathgate  estate,  bet  2.37th  and 
239th  sts,  at  c  I  stone  wall  which  marks  southern  boundary  of 
premises  hereby  described  and  runs  w  crossing  Bruner,  Wick- 
am.  Gunther,  Boyd  and  Barnes  avs  x  n  crossing  237th  st  to 
Byron  av  x  n  e  across  Nereid  av  and  239th  stxse  —  xs  —  to 
beginning,  contains  26  .342-1,000  acres.  Release  mort.  The 
Farmers  Loan  &  Trust  Co  EXR  and  TRUSTEE  Chas  B  Beck  to 
Whitehall  Realty  Co.     Nov  19.     Nov  20,  1906.  68,000 

Bathgate  av.  No  1718,  e  s,  50  s  174th  st,  50x95.7,  3-sty  frame 
dwelling  and  vacant.  Wm  Connolly  to  Hugh  P  Connolly.  Q  C. 
Nov  20,  1900.     11:2921.  100 

*Boston  Post  road,  s  s,  bet  Chestnut  st  and  Walnut  st.  and  being 
w  %  of  lot  487  map  Arden  property,  Eastchester.  FORCLOS. 
Cromwell  G  Macy  Jr  referee  to  Walter  W  Taylor,  of  Winter- 
haven,  Fla.     All  liens.     Nov  14.     Nov  20.  1906.  400 

Bryant  av.  No  1509,  w  s,  25  n  172d  st,  25x100.  2-sty  frame  dwell- 
ing. Horace  Jones  to  Clarence  E  Dow.  Mort  $4,000.  Nov  1. 
Nov  19.  1000.     11:2990.  100 

Boston  road.  No  1057,  w  s.  355.5  s  166th  st,  37.(5x117.9x37x123.4, 
5-sty  brk  tenement.  Release  mort.  The  Commonwealth  Mort- 
gage Co  to  Triboro  Realty  and  Construction  Co.  Nov  15.  Nov 
19.   1000.     10:2007.  26,750 

*Baychester  av.l  w  s,  25  s  Central  av,  75x90. 

Briggs  av  | 

Baychester  av.  at  s  s  lot  14,  runs  w  29.8  to  Briggs  av,  s  e  16  x  n 
o  25  to  Baychester  av,  x  n  1.1  to  beginning,  being  part  lot  13 
block  25  map-Pelham  Park. 

John   P   Wennihger,    to   Chas   H  Graham.     Mort  $ .     Nov  16." 

Nov  19.  1906.  2,625 

*Baychester  av,  e  s,  .300  n  Westchester  av.  50x90. 

St  Marys  av,  w  s,  275  n  Westchester  av,  50x90. 

St  Agnes  av..  w  s,  1(X>  n  Westchester  av,  50x100,  Pelham  Park, 

John   P   Wenninger   to   Chas   H   Graham.      Mort   $ .      Nov   16! 

19,  1906. 

*Baychester  av,   n   e   cor  Westchester   av,   25x90. 

St   Marys  av,   s  w   cor  Ferris  av,  25x90. 

St  Marys  av,  e  s,  75  n  Westchester  av,  75x100. 

John  P  Wenninger  to  Henry  S  Roll.     Mort  $ . 

19,   1900. 

*Briggs  av,  w  s,  abt  28  n  Central  av,  29x37.9x52.11,  except 
parts  for  Baychester  and  Briggs  avs.  John  P  Wenninger  to  John 
C  Fisher.     Mort  $— .     Nov  16.     Nov  19,  1906.  575 

*Broadway.  e  s,  129  n  Middletown  road,  26x121.9x25x114.5. 
Bankers  Realty  &  Security  Co  to  William  Steinberg  and  Isaac 
Rawitzer.     Oct  22.     Nov  16,   190(5.  other  consid  and  100 

♦Becker  av,  s  w  s,  at  n  w  s  Matilda  st,  50x100,  Washingtonville. 

Giacomo  or  James  Lascala  HEIR  Giacomo  or  James  Lascala  and 

ano  dec'd  to  M  Doherty.     Nov  15.     Nov  17.  190(5.  COO 

Clinton  av,  n  e  cor  179th  st.   2.5x100x25.4x100,   vacant.     Caroline 

Westermann  to  Louise  Fischer.     Nov  20.  Nov  21,  1906.  11:3094. 

100 
Courtlandt  av.   No  794,   e  s,  24  s  158th   st,   24.6x91.11,  4-sty  brk 
tenement  and  store.     Charles  Dammeyer  to  Charles  Singer.   Mort 
$9,.500.     Nov  15.     Nov  10.  1906.     9:2404.  other  consid  and  100 


Nov  16. 


1,435 


Nov 
2,835 


The   text  of  these  pages  is  copyrighted.     All   rights  are  reserved.     Notice   is  hereby  given  that   infringement   will   lead   to   prosecution. 


88o 


Conveyances  RECORD      AND      GUIDE 


Bronx  November  24,  1906 


RECORD 
and    GUIDE 

QUARTERLY 


The   Handy  System  of  Records, 
What  System   Have  You? 
How   Much  Does  Yours  Cost  - 

The  Price  of  ours   is  only  Twenty    Dollars  a  Yeaf« 
RECORD  AND  GUIDE,  14-16  Vcscy  Street,  NEW  YORK 


Clinton  av.  No  1413,  n  w  s,  OS  5  n  170th  st,  25x150.1x25x151.2, 
two  2-sty  frame  dwellings.  Ferdinand  Hecht  to  Stuart  H  Ben- 
ton.    Nov  15.     Nov  l(i,  1906.     11:2931).  other  consid  and  100 

Clinton  av.  No  1415,  n  w  s.  93.5  n  e  170th  st,  25x151. 2x25xlol.l, 
'2-sty  frame  dwelling.  Stuart  H  Benton  to  John  F  Fetzer.  Nov 
15.     Nov  16.  1906.     11:2936,  other  consid  and  100 

♦Commerce   av.   n   w   cor   Tremont   av. 

Commerce   av,  s   w  cor  Tremont  av. 
2  parcels,   both  containing  5  255-1,000  acres, 
Wm   W   Astor.   of   London,    Eng,    to   the   Harlem   River   &   Port- 
chester  R  R  Co.     B  &  S.     Oct  9,     Nov  16,  1906.  nc 

♦Central  av.,  n  e  cor  Baychester  av,  25x80. 

Central  av,  n  w  cor  St  Marys  av,  50x100. 

Westchester  av.  n  e  cor  St  Marys  av,  25x100. 
John  P  Wenninger  to  Mary  L  MacGuire.     Nov  16. 


Nov  19,  1906. 
4,275 


I,    I 


♦Central   av,   s  e   cor  Lawrence   av,   100x90. 

Central  av,  s  w  cor  Baychester  av,  100x90. 

St- Marys  av,  w  s.  25  s  Central  av,  150x100. 

St  Marys  av,  e  s,  25  s  Central  av,  250x100. 

St  Agnes  av,  w  s,  25  s  Central  av.  250x100. 

St   Agnes   av,   s   w   cor   Westchester   av,   100x100. 

St   Marys   av,   s   e   cor  Westchester   av,   100x375. 

Baychester  av,  s  e  cor  Ferris  av,  200x100. 

Baychester  av,  s  w  cor  Ferris  av,  200x100. 

St   Agnes  av,   n   w  cor  Westchester  av,   1.50x100. 

St  Marys  av,  e  s,  100  n  Westchester  av,  .50x100. 
The  Franklin  Soc  tor  Home  Building  and  Savings  to  John  P  Wen- 
ninger.    Nov  14.     Nov  16,  1906.  36,000 

Cauldwell  av  Is    e    cor    15Sth    st,    85x38.9.    two    3-sty 

158th  st,  Nos  S42  and  844  1  frame  tenements.  Julius  D  Alexander 
et  al  to  Lizzie  F  Hickey.  Mort  $13,000.  Oct  31.  Nov  20. 
1906.      10:2629.  other   consid   and   100 

College  av,  e  s,  4.50.10  s  170th  st.  2.50xl0<l,  vacant.  Chas  H  Thorn- 
ton et  al  to  Bertha  Knaut.  Mort  .$12,500.  Nov  16.  Nov  21, 
1906.     11:2783.  other  consid  and  100 

Clinton  av.  e  s.  25  n  179th  st.  25x100,  vacant.  Jacob  Ramsteck 
to   Louise   Fischer.      Nov   20.      Nov   21,   1906.      11:3094.  100 

Cambreleng  av.  No  2395,  e  s,  45  s  188th  st,  16.8x80,  2-sty  frame 
dwelling.  Release  mort.  Thomas  Simpson  to  Cath  C  LeRoy 
Scharf.     Nov  20.     Nov  21,   1906.     11:3090.  3,000 

♦Castle  Hill  av,  w  s,  abt  57.5  s  Green  lane,  25x105.2.  Hudson 
P  Rose  to  Engelbert  Tauscheck.  All  liens.  Nov  21.  Nov  22, 
1906.  nom 

Davidson  av,  w  s,  80  s  184th  st.  36.10x103.5x63.1x100,  2-sty 
frame  dwelling.  .\nne  E  Levey  et  al  EXRS,  &c.  Isaac  Levy 
to   Henry  A  Stahl.      Nov   12.      Nov  20,   1906.      11:3198.  8.6(X) 

♦Drive,  c  1.  lot  84  map  Givan  homestead,  Westchester,  contains 
1.05  acres,  except  part  for  Gun  Hill  road.  Helen  M  Leitch 
to  Pankratz  Strenglein.  B  &  S  and  C  a  G.  Nov  14.  Nov  22, 
1906.  nom 

Daly  av.  No  1984  I  s   e   cor   178th    st,    19..5x72.4x20.10x72.11,    2-sty 

178th  st.  No  11S4|  frame  dwelling.  Andrew  Parrish  to  Pandia  C 
Ralli.     Nov   10.      Nov   19,   1906.      11:3126.  nom 

Decatur  av,  s  e  s,  at  n  e  s  200th  st,  runs  n  e  along  Decatur  av 
102.1  X  s  e  79.7  x  s  w  112.3  x  n  w  80.3  to  beginning,  vacant. 
Robt  I  Smyth  to  Kingston  &  Smyth  Construction  Co.  Mort 
$15,000.     Aug  9.     Nov  16,  1906.     12:3280.        other  consid  and  100 

Davidson  av.  No  2350,  n  e  cor  North  st,  100x40,  5-sty  brk  tene- 
ment and  store.  Fannie  Feder  to  James  F  Hassett.  Mort 
3:48,000.      Nov   15.     Nov   16,    1906.     11:3198. 

other  consid  and  KX) 

♦Eastchester  road,  o  s,  54. .5  n  Seminole  av.  27.2x101.6x25x112.2, 
vacant.  Hudson  P  Rose  Co  to  John  Hynes.  Nov  12.  Nov  16, 
1906.  nom 

Eden  av,  w  s,  46.9  s  173d  st,  75x100,  vacant.  Ernest  Sass  to 
Harold  Swain.      Nov  20.   1906.     11:2823.  5,000 

♦Edison  av,  w  s.  425  s  Tremont  road,  25x95. 

Broadway,  w  s,  59  s  Tremont  road,  59x144.8x50x113.3,  Tremont 
Terrace. 

Release  mort.  A  Morton  Ferris  to  Bankers  Realty  &  Security 
Co.      Nov   19.      Nov  22,   1906.  750 

Franklin  av.  No  1239.  w  s.  66.3  n  of  the  tangent  directly  n  of 
168th  st,  .50x115.3x40.2x100.  5-sty  brk  tenement  "The  Colorado." 
Henry   Villaume    to    Lizzie    F   Henderson.      Mort   $33,000.      Nov 

21,  1900.     10:2612.  other  consid  and  100 
Franklin   av.   No    1090,   e   s,   185.8  s   Spring  pi   as   in   1848.   32.2x 

167.4x32.2x166.10,  2-sty  brk  dwelling.  Morris  M  Hagedorn  to 
Elmer  D  Coulter.     Mort  $6,000.     Oct  22.  Nov  19,  1906.  10:2607. 

other   consid   and   100 

Franklin  av,  e  s,  2,30.6  s  166th  st,  54x201,10,  vacant.  Solomon 
M  Robinson  to  Adolph  Hollander.  Mort  $10,000.  Nov  15. 
Nov  16.  1906.     10:2607.  other  consid  and  100 

♦Glebe  av,  e  s.  101.11  s  Lyon  av,  100.5x139.0x105.0x107.8,  West- 
chester. Mary  I  Ehrgott  to  Joseph  Plante  of  Astoria,  L  I,  and 
Domina  Plante,  N  Y.     Nov  17.     Nov  19,  1906.  other  consid  and  100 

Hughes  av.  No  2155.  w  s,  46.4  s  Oak  Tree  pi.  16.8x95,  2-sty  frame 
dwelling.      David   Korones   to   Paul  Hoenack.      Mort  $2, .500.   Nov 

22,  1006.     11:3070.  other  consid   and   100 
Hull   av,    s   s.   41.3,7   e   Woodlawn   road.    50x100,   vacant.      Wm    R 

Moore  to  Emma  V  Connor.  Mort  $2,400,  Nov  16,  Nov  21, 
1906,     12:3349.  other  consid  and  100 

Heath  av,  n  s.  and  Heath  av,  s  s,  and  being  described  as  a  lane, 
s  s,  extending  from  n  w  s  road  from  Kingsbridge  to  Williams- 
bridge  to  land  Mary  Schrady,  280  from  n  e  s  said  road,  runs  s 
w  100  X  n  w  25  X  n  e  100  to  lane  x  s  e  2.5  to  beginning,  except 
part  for  Harlem  River  Terrace  and  Heath  av.  Wm  Doolan  to 
Adam  Voltze  and  Michael  Hendler,  Nov  14.  Nov  15,  1900. 
12:3257  —46,   and  3261—169.  other   consid  and   100 

Honeywell  av,  s  e  s.  at  n  e  s  181st  st,  70.11  to  s  w  s  West  st 
(now  abandoned)  x29.4x68.4  to  181st  st,  xl9,3,  3-sty  frame  ten- 
ement. Release  mort.  Charles  Massoth  to  Anna  Probsel.  Nov 
17.     Nov  19.  1906.     11:312.5.  nom 

Hughes  av.  No  2358.  e  s,  175  s  187th  st,  25x87,6.  3-sty  frame 
tenement  and  store.  Fulvio  Carapezzi  to  Leonardo  Mainieri. 
%  part.     Mort  $7,000.     Oct  27.     Nov  16,  19CK).     11:3074. 

other  consid  and  100 


Hughes  av,  e  s,  150  s  lS9th  st,  50x87.0.  vacant.  Release  mort. 
Richard  Siegman  to  August  Kuhn.  Nov  14.  Nov  17,  1906. 
11:3076.  nom 

Intervale  av,  w  s,  243.10  n  Westchester  av,  50x100,  vacant,  An- 
drew J  Guise  to  Lucia  Albano.  All  liens.  Nov  12,  Nov  17, 
IWX).      10:2(;09.  100 

Jerome  av,  Nos  18.52  and  1854,  e  s,  169.10  s  w  Mt  Hope  pi,  41. 2x 
110.8x40x100.11,  two  3-sty  frame  tenements.  Fredk  W  Brooker 
to  Hugh  C  Munday.     All  liens.     Nov  8.     Nov  20,  1906,     11:2851. 

100 

♦Lawrence   av,   e   s,   100  n   Westchester   av,   25x90.   Pelham   Park. 

John    P    Wenninger    to    Sarah    Langan.      Mort    .$ .      Nov    16. 

Nov  22,  1900.  600 

Longwood  av|  s   e   cor   Beck   st,   200  to   w   s   Fox   st.   xlOO,   vacant. 

Beck  st  I  Jean    Massce    to   Julius    Klefeld    of    Cleveland,    Ohio. 

Fox  st  I     V,    part.      Mort   $57,250.      Nov    17.      Nov    19,    lOtHi. 

10:2707.  100 

♦Lawrence  av,  e  s,  25  s  Central  av,  75x90,  Pelham  Park,  John  P 
Wenninger  to  Caroline  C  Connelly.     Mort  $ .     Nov  16.     Nov 

19,  1906,  1,950 
Longwood  av,   Nos  1024  to  1030,  s  s,  147.3  e  Prospect  av,  runs  s 

102  X  s  e  58.9  x  s  10.,S  x  e  33  x  n  1,50  to  av  x  w  7('>.2  to  be- 
ginning, four  1-sty  frame  stores.  Catherine  Meehan  to  Samuel 
Winters.     Mort  $19,500.     Nov  12.     Nov  16,   1906.     10:2688. 

other  consid  and  100 

♦Mayflower  av.  w  s.  and  being  lots  56  to  59  map  473  lots  Haight 
estate.  Westchester.  Joseph  Persky  to  Abraham  Lazarowitz. 
Oct   30.      Nov   17.   1901!.  other  consid   and   100 

Martha  av,  w  s.  25  n  2.38th  st,  80x100.  vacant.  Release  mort. 
Charles  Lesinsky  and  ano  to  German  Real  Estate  Co.  Nov 
16,    l!;Oli.      12:3385.  3  000 

Morris  av.,  s  e  cor  196th  st.  17.8x64,  Agreement  as  to  covenants. 
&c.  Thos  P  Ryan  with  Lucy  A  Cameron.  Sept  7,  (Re-recorded 
from   Sept   11,   1906).     Nov  19,   1906,      12:3316.  nom 

Morris  av,  Nos  527  and  529,  w  s,  33.3  s  149th  st,  5,3.3x100,  3  and 
4-sty  brk  tenements  and  stores.  Henry  Fallerman  to  Genaro 
Carozza.     Q  C.     Nov  15.     Nov  20,  1906.     9:2337.  nom 

Same    property.      Henry    Haffen    to    same.      Q    C.      Nov    15.      Nov 

20,  1906.     9:2337.  nom 
Same    property.      Genaro    Carozza    to    Michael    Del    Papa.      Mort 

$28,000.     Nov  20,   1906.     9:2337.  100 

*Muliner  av.  e  s.  339.3  s  Neil  av.  20.8x103.9x2.5x113.4.  Fidelity 
Development  Co  to  Catherine  O'Rourke.     Oct  27.     Nov  20,  1906. 

850 

♦Muliner  av.  w  s,  229.fi  s  Neil  av,  .50x103.0x50x105.1,  vacant. 
Fidelity  Development  Co  to  Henry  Blumenstock.  Oct  27,  Nov 
16.  1906.  nom 

*McGraw  av.  n  s,  100  w  Cottage  Grove  av,  25x100.  Jacob  Werner 
to    Antonio,    Francesco   and   Leonardo    Martino.      Nov   22,    1906. 

nom 

Monroe  av.   No  1S69  |  w  s,  25  s  Mt  Hope  pi,  25x113.0  to 

Grand  Boulevard  and  Concourse|  s  e  s  Grand  Boulevard  and  Con- 
course, x26. 10x103. 8,  3-sty  frame  dwelling,  Geo  A  Steinmuller 
and  ano  EXRS.  &c.  Louis  Lochmann  to  Charlotte  wife  Bertram 
L   Kraus.      Nov    15.      Nov   21.    1006.      11:2801.  8,675 

♦Matthews  av,  w  s,  105.9  s  Neil  av,  25,3.'cl06.6x25xll0.6,  vacant. 
Fidelity  Development  Co  to  Olaf  Sherrane.  Oct  27.  Nov  21. 
1906.  1.075 

♦Matthews  av,  e  s,  250  s  Brady  av,  25x100,  vacant.  Fidelity  De- 
velopment Co  to  Henrietta  and  Chas  A  Leiber.  Oct  27.  Nov 
20,   1906.  nom 

♦North  Oak  Drive,  n  s.  part  lots  69  to  71  map  Bronxwood  Park, 
begins  at  line  through  c  1  of  lot  71,  runs  n  e  135  x  n  w  .51.3 
X  s  w  113  to  Drive  .\  s  e  —  to  beginning.  Reuben  R  Stone 
to  Kate   E  Gibbons.     Mort  $ .     Nov  13.     Nov  22,   1SHI6.       nom 

♦North  Oak  Drive,  n  s,  east  V4  lot  71  same  map,  25x135x25. 8x 
142.5. 

Part  lot  73  same  map.  begins  at  intersection  of  s  and  w  lines  of 
said  lot.  runs  n  e  52  x  s  e  0.9  x  s  e  17.2  x  s  w  16. .5  x  s  e  13.1 
X  s  w  35.4  X  n  w  35.5  to  beginning. 

Lot  72  same  map. 
Reuben    R  Stone   to  Lizzie   L  Jackson,   of  Philadelphia,   Pa,   and 

Louis   H   Stone,   of  Syracuse,   N   Y.     Mort  $ .      Nov   13.      Nov 

22.   1006.  nom 

♦Nereid  av,  n  e  cor  Barnes  av,  runs  e  68.9  x  n  64  to  e  s  Barnes 
av  X  s  94  to  beginning,  gore. 

239th   st,   s  s,   100  w   Barnes   av.   10.6x106.2x43.0x100.9 

Gunther  av,  w  s,  156.10  s  Barnes  av,  50.x77. 3x53. 10x97. 6. 
James  A  Hennessy  to  Sidney  H  Shloss.     Mort  $1,610.     Nov  13. 
Nov  20.   1906.  other  consid  and   100 

*Nereid  av,  n  e  cor  Byron  av,  runs  e  C8.6  x  n  63.9  to  e  s  Byron 
av  X  s  93.6  to  beginning,  gore.  Whitehall  Realty  Co  to  Enos 
F  Joseph.     Nov  1.     Nov  19,   1906.  other  consid  and  100 

♦Nereid  av,   s  w   cor  Wickham  av,  48.9x100,  and  I 

Boyd  av,   e  s.  225  s  Barnes  av,  100x97.6.  | 

Josephine  Feldis  to  James  T  Penfield.  Mort  $2,747.50.  Nov  10. 
Nov  20.   1900.  100 

♦Oakes  av,  e  b.  250  n  Jefferson  av,  17.5x100.  Land  Co  "B"  of 
Edenwald  to  Alex  M  Evalenko.     Oct  24.     Nov  16,  1906.  nom 

Perry  av,  w  s,  50  s  Holt  pi,  25x90,  2-stv  frame  dwelling.  John 
Wilke  to  Marie  Aue.  .Mort  $7,000,  Nov  17,  Nov  22,  1906. 
12:3343.  other  consid   and   100 

Prospect  av|n  e  cor  Kelly  st,  runs  e  132.7  to  w  s  Av  St  John  x  n 

.\v  St  John  I  185. ,5  to  e  s  Prospect  av  x  s  228  to  beginning,  gore 
blk.  vacant.  Harry  Aronson  to  Simon  Myers.  1-6  part.  All 
liens.     Oct   25.      Nov  22,   1006.      10:2686.  nom 

Perry  av,  e  s,  375  s  Gun  Hill  road,  .50x100,  vacant,  Edw  F  Mil- 
ler to  Louis  Eickwort.     Nov  20,     Nov  21,  lOOfi.     12:.3348.       nom 

Popham  av,  e  s,  ,38.10  n  176th  st,  25x100,  vacant,  Edw  D  Mc- 
Greal   to  Emile  Coletti.     Nov  17.     Nov  21,  1906.     11:2877.    2,000 

♦Pilgrim  av  le  s.   175  n  Tremont  road,   25x190  to  w  s  Edison  av, 

Edison  av  |  Bankers  Realty  &  Security  Co  to  Mary  Hoffman. 
Nov   19,      Nov  20,   1906.  other  consid   and   100 

♦Prospect  av,  n  s,  abt  .5.54  e  Fort  Schuyler  road,  2.5x123.8x25x124.3. 
Annie  E  C  R  Olding  to  John  P  Duane.     Nov  10.     Nov  19,  1906. 

other  consid  and  1(X> 
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Telephone,  724  Bay  Bldge 
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Perry  av,  No  2099,  n  w  s,  lO,!  n  201st  st,  runs  n  30.3  x  w  105.11 
X  s  22.2  X  s  w  4.11  X  e  10.5  to  beginning,  2-sty  frame  dwelling. 
Wm  C  Bergen  to  Frank  Hertel.     Nov  10,  1906.     12:3299. 

other  consid  and  100 

prospect  av,  No  912,  e  s,  25  s  162d  st,  22.3.x97,  3-sty  frame  tene- 
ment.     Ellen   McCabe   to  Isabelle   S  Duncan,   of  Brooklyn.      Nov 

16,  1006.      10:2690.  other   consid    and   100 
Prospect  av.  No  912,  e  s,  25  s  102d  st,  22. .3x97,  3-sty  frame  tene- 
ment.    Isabelle  S  Duncan  to  Ellen  McCabe  and  Eliz  A  Green.  All 
liens.     Nov  16,  1006.     10:2690.  other  consid  and  100 

Prospect  av,  w  s,  50  n  152d  st,  75x05,  two  5-sty  brk  tenements. 
Charles  Heleborn  to  Benjamin  Kolb.  All  liens.  Nov  17.  Nov 
20,   1906.     10:2765.  100 

*Pelham  road,  s  e  cor  Arnow  av,  50x100x41.3x100.  Solomon 
Marx   to    George    Widmer.     Nov   16.      Nov   20,    1906. 

other  consid  and   100 

♦Pleasant  av,  late  2d  av,  w  s,  160  n  213th  st,  40x100.  Olinvlile. 
Chas  C  Goode  to  Isidor  Weil.  Mort  $1,800.  Nov  15.  Nov  16. 
1906.  other   consid   and   100 

*Robin  av.  w  s,  175  s  Madison  av,  50x100.  Bankers  Realty  & 
Security  Co  to  Tekla  Martenson.     Nov  14.     Nov  16.   lOOIi. 

other  consid  and  100 

Robbins  av.  No  585  |  w  s,  275  n  140th  st,  old  line,  25x100  to  Ter- 

Terrace  pi.  No  .580  t  race  pi,  two  2-sty  frame  dwellings.  Wm  Mc- 
Entyre  EXR,  &c.  Bridget  Driever  to  Mary  McEntyre  and  Mi- 
chael   McCullough.      Nov    20,    1906.      10:2623.  nom 

*Sti!lwell  av,  w  s,  175.7  n  Eastchester  road,  52.1x130x54.6x102.1, 
vacant. 

Eastchester  road,  n  e  cor  Seminole  av,  80x75x112.2x81.6. 
Release  mort.     Lawyers  Title  Ins  &  Trust  Co  to  Hudson  P  Rose 
Co.     Nov   14.     Nov  17,   1906.  3,000 

*Same    property.      Release    mort.      John    J   Brady    to    same.      Nov 

17,  1006.  500 
Sedgwick   av,   w   s,   .356  n   of  an  unnamed   st  just   n  of  Bailey  av, 

runs  n  along  av  on  curve  37.10  x  w  100  x  s  37.9  x  e  100  to  be- 
ginning.   2-sty    frame    dwelling.      Kingsbridge    Building      Co     to 

■  Richard  W  Lawrence.  Mort  $7,000.  Nov  1.  Nov  20,  1906. 
11:3237.  other  consid   and   100 

Sedgwick  av,  w  s.  535.11  s  Kingsbridge  road,  50x115.1x50x119.6, 
2-sty  frame  dwelling  and  vacant.  Release  mort.  Knickerbocker 
Trust  Co  to  Kingsbridge  Real  Estate  Co.  Nov  10.  Nov  20, 
1906.      11:3237.  2,933.33 

Same  property.  Release  mort.  John  0  Baker  to  same.  Nov  19, 
Nov   20,   1906.      11:3237.  1.466.67 

Sedgwick  av,  w  s,  54S.5  s  Kingsbridge  road,  37.6x115. Ix37.8x 
118. .5,  vacant.  Kingsbridge  Real  Estate  Co  to  Fordham  Realty 
Co.     Nov  19.     Nov  20,  1906.     11:3237.  other  consid  and  100 

*St  Marys  av.  e  s,  225  s  Westchester  av,  50x100.  John  P  Wennin- 
ger  to   Patrick   Doherty.     Mort  $ .      Nov   16.     Nov   10,   1906. 

1,350 

*St  Marys  av,  e  s,  300  s  Westchester  av,  75x100.  John  P  Wen- 
ninger   to   Charles    Maas.      Mort    $ .      Nov   16.   .    Novl9,1906. 

2,015 

Stebbins  av.  No  1010,  e  s,  103.9  s  165th  st,  25x80,  3-sty  frame 
tenement.  Catherine  Gettings  to  Joseph  Hegmann.  Mort 
$4,750.      Nov   15.      Nov    16,    1906.      10:2698. 

other  consid   and  100 

*St  Agnes  av,  n  w  cor  Central  av,  25x100. 

St  Agnes  av,  s  w  cor  Westchester  av,  100x100. 

St  Agnes  av,  n  w  cor  Westchester  av,  100x100,  Pelham  Park. 
John    P    Wenninger    to    Henry    M    Tyndall.      Nov    10.      Nov    19] 
1906.  4,265 

*St  Agnes- avi  w  s,  150  n  Central  av,  25x100.  John  P  Wenninger 
to  James  Durkin.     Mort  $ .     Nov  16.     Nov  19,  1906.  575 

*St  Agnes  av,  w  s,  22.5  s  Central  av,  25x100.  I 

St  Marys  av,  e  s,  225  s  Central  av,  50x100.  | 

John   P   Wenninger   to   August   Moebus   and   Adam   Kistinger,   of 
New  Rochelle.     Mort  $ .     Nov  16.     Nov  19,  1906.  2,300 

*St  Marys  av,  e  s,  225  n  Central  av,  25x100.  I 

Bayohester  av,  w  s,  50  n  Westchester  av,  25x90,  Pelham  Park.     | 

John    P   Wenninger   to    Mary    Brown.    Mort   $ .    Nov   16.    Nov 

22,  1906.  1,425 

*St  Agnes  av,  w  s,  100  s  Westchester  av,  50x100.  John  P  Wen- 
ninger to  Delia  McDonald.     Nov  16.     Nov  22,  1900.  800 

Tremont  av.  No  .549  (Waverly  st),  n  s,  3.52  w  Anthony  av,  late 
Prospect  av,  51x86x52x87,  2-sty  frame  dwelling.  Alexis  Lee 
et   al   EXRS  Mark   Levitsky  to  Herman   A  Rappolt.   Nov  3.   Nov 

16,  1006.     11:2800.  nom 
*Tremont   road,   n  s,   50  w  Robin  av,  25x100.     Bankers  Realty  & 

Security   Co   to  William  Steinberg  and  Isaac  Rawitzer.     Oct  22. 
Nov  16,  1006..  ■  ■     •  other  consid  and  100 

Topping  av.  No  1090,  on  map  No  1692,  e  s,  180  s  174th  st,  25x95, 
2-sty  frame  dwelling.  Fredk  M  Mellert  to  Joseph  R  Hughes. 
Nov  20.     Nov  21,  1906.     11:2790.  ofher  consid  and  100 

*Town  Dock  road,  s  w  cor  Wilcox  st,  25x100.  Ernest  Damiane  to 
Charles   Kausen.      Mort  $500.     Nov  17.     Nov  10,   1006. 

other  consid  and  100 
Union  av  Is  w  cor  149th  st,  rnns  w  200  to  e  s  Beach  av  x  s  175  x 
Beach  av      e  100  x  n  75  x  e   100  to  Union  av  x  n  100  to  begin- 
149th  st  I     ning,    vacant.      Hauben    Realty    Co    to    Jacob    Levine, 
Homer  A  Millard,  Wm  H  Schmohl,  Albert  W  De  Long  and  Her- 
bert   P    Hutchings    as    TRUSTEES.      All    liens.      Nov    21.      Nov 
22,  1906.     10:2.582.  other  consid  and  100 

Vyse  av.  No  1370,  w  s,  131.4  n  Home  st,  20xlO'X  3-sty  brk  dwell- 
ing.    Arthur  C  Doornbos  to  Henry  D  Lloyd.     Mort  $8,000.    Nov 

17.  Nov  20,   1006.      11:2086.  nom 
Union  av                Is   w   cor   168th   st,   41x91.1,   5-sty  brk   tenement 
168th  st.   No  082|     and  store.     Augusta  Reis  to  Chas  M  Rosenthal. 

Mort   $38,000.      Nov   16.      Nov   17,    1906.     10:2672. 

other  consid  and  100 

Washington  av,  e  s,  199.9  n  169th  st,  51.2x109x51.2x105.5,  va- 
cant. Hauben  Realty  Co  to  Jacob  Levine,  Homer  A  Millard, 
Wm  H  Schmohl,  Albert  W  De  Long  and  Herbert  P  Hutchings 
as   TRUSTEES       All   liens.      Nov  21.      Nov   22,   1906.      11:2910. 

other   consid   and   100 

*Westchester  av,  a  w  eor  Glebe  av,  99xl64.9x99.x — .  PARTITION. 
Paul   L  Kiernan  referee  to  Wm   C  Smith.   Nov  22,   1906.       14  000 

Whitlock  av,  e  s,  124.4  s  Hunts  Point  av  or  rd,  150x131. llxl,50.5x 
143.3,  six  3-sty  brk  dv/ellings.  Release  mort.  Mutual  Life  Ins 
Co  of  N  Y  to  George  F  Johnsons  Sons  Co.  Nov  21.  Nov  22. 
1906.     10:2734.  9,315 


Westchester  av,  n  s,  204.10  e  Tinton  av,  runs  w  62.10  x  n  25  x  e 
10  x  n'25  X  e  98.3  to  av  x  s  67.7  to  beginning,  vacant.  Release 
claims  as  to  R  R.  Columban  J  Kelly  to  The  City  of  N  Y.  Sept 
12,  1005.     Nov  17,  1006.     10:2655.  675.70. 

Same  property.  Consent  of  mortgagee  to  above.  Mary  T  Hughes 
to   Columban  J  Kelly.     Sept  12,  1906.     Nov  17,  1006.     10:26.55. 

nom 
Westchester  av,  n  s.  306.3  n  e  Tinton  av,  runs  n  81  x  —  25  x  n  e 
25  X  —  101.5  to  av  X  s  w  67.7  to  beginning,  vacant.  Release 
claims  as  to  R  R.  Reuben  Cronson  TRUSTEE  Abraham  Seigel 
to  The  City  of  N  Y.  Aug  3.  Nov  17,  1006.  10:2655.  675.70 
Whitlock  av,  s  e  s,  100.4  s  w  Hunts  Point  road  or  av,  25xl,35x25x 
136.11,  3-sty  brk  dwelling.  Geo  F  Johnsons  Sons  Co  to  Mary  S 
Carson.     Mort  $7, .500.     Nov  19.     Nov  21,  190<5.     10:2734. 

other  consid  and  100 
Whitlock  av,  s  e  s.  140.4  s  w  Hunts  Pt  av  or  rd,  25x138.11x2.5x141, 
3-sty  brk  dwelling.     George  F  Johnsons  Sons  Co  to  Mary  Parker. 
Mort    $7,500.      Nov   19.      Nov   20.    1906.      10:2734. 

other  consid  and  100 
Wales   av.   No   560,   e  s,   124.3  n   149th  st,   25.9x100,   3-sty  frame 
tenement  and  store.     Anthony  McOwen  to  John  Lambert.     Cor- 
rection deed.     Mort  $6,-500.     Oct  28.     Nov  20,  1906.     10:2653. 

nom 
Weeks  av.   No  1725   (Weeks  st  or  Clinton  av),  n  w  cor  174th  st, 
51x05,   2-sty  frame   dwelling.   Patrick  Connolly   to   Bridget   Mar- 
tin.    Mort  $1,750.     July  26,  1005.     Nov  20,  1906.     11:2796.      nom 
*Wickham   av,   e   s,    175   s   Nereid   av,   50x97.0.      Whitehall   Realty 
Co    to   John   H    Stirn.      Nov   1.      Nov   16,   1906. 

other    consid    and    100 
Washington   av.   No  2077,  w  s,   160.10  s  180th  st,  .50x140,   2-sty 
frame    dwelling   and   2-sty   frame   stable    in   rear.   Wm   Connolly 
to    Roger    J    Connolly.      Q    C.      Mort    $9,500.      Nov    20.    1906. 
11:3()3(>.  100 

Washington  av.  No  2321,  w  s,  25.1  s  184th  st,  50x— ,  except  part 
for  av,  2-sty  frame  dwelling  and  vacant.  Mary  E  Lynch  to 
J  Harold  McLaine.  Mort  $7,000.  Nov  15.  Nov  21,  1906. 
11:3038.  other  consid   and   100 

Westchester  av|   n   w  s,   at   w  s  Bryant   st,   runs  s   w  120.4  x  n  w 
Bryant  st  |     113.8  x   n   81.3  to   s   s   167th  st,   x  n  e  155.10  to 

167th  st  I     Bryant   st,   x   s   106.8   to   beginning,   2-sty   frame 

club  house  and  vacant.     Henry  Morgenthau  Co  to  Albert  Lilien- 
thal.     B  &  S.     Nov  16.     Nov  19,  1906.     10:2751..     . 

other    consid   and    100 
''2d  av,  e  s,  s  e  cor  7th  st,  ,50x105,  Wakefield.     Charles  Singer  to 
Christian  H  Werner.     Mort  $1,000.     Nov  15.     Nov  16,  1906. 

other   consid   and   100 
*-M  av,  e  s,  26.6  s  230th  st,  25x105,  Wakefield.     Henry  F  Casey  to 

Thos  D  W  Pin3kney.     Mort  $300.       Nov  22.  1906.  nom 

3d  av,  n  e  cor  St  Pauls  pi,  87.4x100x66x102.3,  vacant.  Sterling 
Realty  Co  to  Alonzo  B  Kight.     Nov  19.     Nov  20,  1906.     11:2027. 

other   consid   and    100 
6d  av,   Nos  3748  and  3750,  e  s,  87.4  n  St  Pauls  pi,  40x100,  5-sty 
brk  tenement  and  store.     Adolph  Hollander  to  Solomon  M  Robin- 
son.    Mort  $47,500.     Nov  15.     Nov  16,  1906.     11:2927. 

other  consid  and  100 
*,jth  av,  s  e  cor  Shell  st.  50x100.     James  McGuinness  to  Michele 

Arra.     Nov  10.     Nov  20.  1906.  other  consid  and  100 

*oth  av,   e  s.  50  s   Shell  st,  50x100.     James  McGuinness  to  Fran- 
cesco Pagliaro.     Nov  19.     Nov  20,   1006.         other  consid  and  100 
*Lots   483   and   484  map   Arden   property,   Eastchester.      Frank   M 
Abbott  to  Steven   B  Ayres.     Oct  31.     Nov   17,   1906. 

other    consid    and    100 
*Lots  .33  and  34  map  37  lots  belonging  to  Nellie  Marvin.  Hudson 

P  Rose  to   Cristoforo   Zuccaro.     Oct  25.      Nov  22,   1906.      ,      nom 
*Lots  551  and  .552,  map  Eliz  R  B  King,  City  Island.     Annie  CKing 

to  Cath  G  Winkopp.     Q  C.     Nov  15.     Nov  21,  1006.  nom 

*Lot  48  block  26  map  Sec  B,  Edenwald.     Everybody's  Land  Co  to 

Hilda   Johnson       Morts   $ .      Nov   21,    1906. 

other  consid  and   100 
*Lot    49    block    26    same    map.      Same    to    Hilda    Johnson.      Mort 

$ ■     Nov  21,  1906.  other  consid  and  100 

*Plot  begins  490  e  White  Plains  road  at  point  225  n  along  same 
from  Morris  Park  av,  runs  e  100  x  n  25  x  w  100  x  s  25  to  be- 
ginning, with  right  of  way  to  Morris  Park  av.  Louis  Fein- 
berg  to  L  Alys  Cooper.     Mort  .$3,8.50.     Nov  10.     Nov   16,   1906. 

other  consid  and  100 
*Plot  begins  340  e  White  Plains  road  at  point  275  n  along  same 
from  Morris  Park  av,  runs  e  100  x  n  25  x  w  100  x  s  25  to  be- 
ginning. 
Plot  begins  440  e  White  Plains  road,  at  point  300  n  along  same 
from  Morris  Park  av,  runs  s  300  to  n  s  Morris  Park  av  x  e  50 
x  n  300  X  w  50  to  beginning. 

David  Bursteiu  to  Elias  D  Weichsel.     All  title.     B  &  S.     Oct  24 
Nov   17,   1906.  other  consid  and  100 

*Westehester  Creek,  plot  bounded  e  by  c  1  said  creek,  s  and  w 
and  n  by  land  party  2d  part,  contains  .170  of  an  acre.  James 
Daily  to  Harlem  River  &  Portchester  R  R  Co.  Nov  5  Nov 
20,  1906.  nom 


LEASES. 


Under  this  head  all  Leases  recorded,  Assignment  of  Leases  and 
Leasehold  Conveyances  will  be  found.  The  expressed  consideration 
following  the  terms  of  years  for  which  a  lease  is  given  means  so 
much  per  year.) 

November   16,   17,    19,   20,   21   and   22. 
BOROUGH   OF  MAKSATTAK. 

Broome  st.  No  124.     Surrender  lease.     Isaac  Hershkowitz  to  Emil 

Wagner.      Nov   21.      Nov   22,    1906.      2:.3,37 750 

Canal    st.    No    93,    all.      Louis    Rubenstein    to    David    Dundes;    5 

years,  from  May  1,  1907.  Nov  16,  1906.  1:301.. 4,500  and  5,000 
Clinton  st.  No  78,  store.     Louis  Isaac  and  ano  to  Isador  Schimmel; 

5  years,  from  May  1,  1906.     Nov  22,  1906.     2:348 1,200 

Columbia  st.  No  122,  bakery.  Bertha  Sanders  to  Nathan  Schwartz; 

3  years,  from  May  1.  1906.     Nov  19,  1906.     2:335 540 

Columbia  st,  No  83.     Agreement  as  to  security,  &c,  under  lease. 


The  text  of  these  pages  Is  eopyrighted.     All  rights  are  reserved. 


Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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HARVARD  BLACK 
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Abraham     Berkowitz     to     Reuben     Auerbach.       Nov     10.     1906^ 


DivTsfon  St,  No  80,  all.  Morris  Singer  to  Gustave  Becker  and 
ano    3  years,  from  Dec  1.  HXM-,.     Nov  lb,  1900.     1:292. ...  ....-l.oOO 

Downing  st,  Nos  47  and  49.  John  F  Caragher  and  ano  to  Bord- 
en" C^ondensed  Milk  Co;  extension  lease  ^or  5  years,  so  as  to 
pxnire  Mpy  1,   1915.     Nov  K!,   1900.     2;528 ....4,(0U 

East   Broadway    No   218,   n  V   cor   Clinton   st    cor   store       Harns 
Shedlinsky    to    Harris    Belltsky    and    ano;    from    Nov    lo,    1900^ 
to  May  1,  1913.„.Nov  10,  I'JOO.     1:280   ....................  ^^^ 


Fu'lton'st!  "No'nO.'Vrr'ea";  lo/t'-^^'^.f  %^.>°"„  M^avTigO^ 
Levy  to  Joseph  Shardlow;  from  Nov  21,  190b,  to  May  1,  190J. 
^       t),f    -t  ofwi      1  -  94  iiA^ 

GoerIk"sl.  No '^S,  ali:  "^Euks  Goodman  to  CamUlo  Mantredlj^  3 
years,  from  Dec  1,  1900.     Nov  22,  1900.     2.322. ........... .rf,-0" 


"ilaril"  Sonntag"NDIVID  "and"  as'  GUARDIAN    Marie    P    Sonn 
tac  and  ano.     Nov  17.     Nov  20,  1906.     2:523 ■■.■ ni 


Hudson  st.  No  539,  store,  &c.  J  J„Schmitt  to  Henry  Nielson,  5 
years,  from  May  1,  1900.     Nov  21,  1906.     2:632       ,.    -.    -.^.600 

John  st,  Nos  51-571  n    e    cor   Dutch    st,    runs   n   Sb.10   x   e   2,  ,    ^ 

Dutch  st  No  2  again  e  30.0  and  1(  x  s  91.0  to  John  st.  x 
w  81  i  to  beginning.  The  Minister,  &c,  of  the  Reformed  Pro- 
testant Dutch  Church  to  the  Underwriters  Building  Co;  21  yrs 
from  May  1,  1908.     Nov  21,  1900.     1:78 taxes    &c    and  8,500 

Maiden  lane,  Nos  135  and  137,  n  e  cor  Water  st,  1st,  2d,  3d,  4th 
and  5th  lofts.  Ahrend  Schierenbeck  to  John  M  Merriam  &  Co; 
10  years,  from  May  1,  1907.     Nov  22,   1906.     l:il 2/400 

Maiden  lane.  No  139,  all.  Solomon  Appel  and  ano  to  John  W 
Merriam   &   Co;    10   years,    from   May   1    ,190/.      Nov   22.    1900. 


1:71. 


3.300 


Madison  st,  Nos  44  and  40,  all.  Nicholas  T  Brown  to  Pietro 
Zeppetelli;   5  years,   from  Feb  1,  1903.     Nov  22,   1900.     1:2-8. 

4,OUU 

Same"  property.  "Assign  "lease.  Pietro  Zeppetelli  to  Filomena  M 
Zeppitelli.     Oct  20.     Nov  22,  1906.     1:278 nom 

Same  property.  Consent  to  assign  lease.  Nicholas  T  Brown  to 
Pietro    Zeppittelli.      Oct    27.      Nov   22,    1906.      1:278 

Madison  st.   No  42  |   all.      Harris    Gabrielowitz    to    Ferdinando 

James  st,  Nos  44  and  461  Campanella;  5  years,  from  Sept  1.  190(). 
Nov  21,  1906.     1:278 V^C'-S' 

Market  st.  No  83,  store  and  basement.  Wm  Dineen  to  John  Ma- 
loney;  5  years,  from  Nov  14,  1906.     Nov  20.  190t5.     1:250.  ...1£00 

Monroe  st.  No  159.  Extension  of  lease  for  2V2  years,  at  ^3,500 
per  year  Louis  Goodman  to  Abraham  and  Solomon  Green- 
berg.     Sept  30,  1904.     Nov  20,  1906.     1:269 nom 

Monroe  st,  No  142.  Surrender  lease,  &c.  Isaac  Levine  with 
Chevra  Meneakschie  Sholem  Anschi  Molodecna.  Nov  15.  Nov 
16    1906.     1:256   other  consid  and  100 

Norfolk  -st.  No  100,  the  yard.  Henry  M  Greenberg  to  Barnet 
Kardinsky;   1%  years,  from  Nov  1,  1906.     Nov  21,  1906.     2:3o3. 

Rivington    st.    No    26,    store.      Samuel    Rledler    to    Aaron    Linden- 

auer;  2  9-12  years,  from  Aug  1.  1900.     Nov  20,  1900.     2:421.. 660 
Suffolk  st.   No  21,  ball  room,  balcony,  &c.     Max  Schnur  to  Dock- 

schitzer   Benevolent   Society;   3  years,   from   May   1,   1907.      Nov 

17,  1906.     1:312 433 

Spring  st.   No  258,   store,   basement  and  1st  floor   s   s.      Philip   L 

Schell   EXR  Paul   Schell   to   Andrew  A  McKenna;   2  years,   from 

May  1,  1908.     Nov  21,  1906.     2:579 1.320 

Suffolk    st.     No    148,    north    basement.       Abraham    Teichman    to 

Meyer  Todteld;  2  yrs,  from  May  1,  1906.     Nov  19,  1906.     2:349. 

540 

Suliivan  st.  No  146,  all.  Chas  Wolf  and  Nathan  Sperber  to  Nich- 
olas  Rago;   5  years,   from  Dec  1,   1906.     Nov  20,   1006.     2:518. 

4,400 

Sullivan  st,   Nos  45  and  47.     Assign  lease.     Matteo  Di   Puglia  to 

George  Kienzle.     Nov  19.     Nov  20,  1900.     2:470 nom 

Same   property.      Re-assign   lease.      George   Kienzle   to   Matteo   Di 

Puglia.     Nov   19.     Nov  20,   1900.     2:470 nom 

Water  st,  No  155,  all.     Edw  B  Willets  to  John  W  Merriam  &  Co; 

10  years,   from  May   1.   1007.      Nov  22,   19O0.     1:71 2,700 

Water  st,  Nos  201  and  203.  s  e  s,  bet  Dover  st  and  Peck  slip,  all. 

Edw   A   LeRoy   EXR   Charlotte   O   LeRoy   to   United   Lead  Co;   2 

years,  from  May  1,  1907.     Nov  19,   1900.     1:107 3,600 

11th  st,   No  318  East,   all       Meyer  Goldberg  to   Michelo   Palumbo 

et  al;  5  years,  from  Dec  1,  1906.     Nov  22,  1900.     2:452 4,300 

12th  st,  No  415  East,  all.     Salvatore  Scarito  and  ano  to  Francesco 

Giudice;   5  years,   from   Dec  1,   1906.     Nov  21,   1906.     2:440.... 

3,354 

14th   st,   No   515   East.      Assign    lease.      Antonio    Mazzola   to   An- 

gelo   Bruno.     Aug  29.     Nov  22,   1906.     3:972 nom 

10th  st,   No  147  East.     Assign  lease.     Chas  F  Schirmer  to  Julius 

W  Kruger.     Nov  19.     Nov  22,  1900.     3:872.. other  consid  and  100 
17th   st,    No    15   West,   basement,   store   floor  and   1st   loft.      G   H 

Pigueron  to  S  M  Poplitz;   5  years,  from  Feb  1,  1907.     Nov  21. 

1906.     3:819 3,500 

29th  st,  No  407  East.     Surrender  lease.     Francesco  Sica  to  Mary 

E   Cartwright   and   ano.      Oct   19.      Nov   21,    1906.     3:061 nom 

3oth  st.  No  536  West,  store.  &c.     Nicholas  Balevre  to  Louis  Eck- 

lord;  2  4-12  years,  from  Feb  1,  1905,  with  7  8-12  years  renewal. 

Nov   19,   190tj.     3:706. 600 

40th  st.  No  413,  n  s,  175  e  1st  av,  25x — .     Assign  lease.     Amer- 
ican Malting  Co  to  John  P  Morris.     Nov  21,   1906.     5:13,58.  .nom 
40th  st.  No  413,  n  s,  175  e  1st  av,  25x100.5.  Assign  lease.  John  P 

Morris  to  Sigmund  Grabenheimer.  Nov  21.  Nov  22,  1900.  5:1358. 
nom 


47th  St.  No  412,  s  s,  175  e  1st  av,  25x100.5.  Assign  lease.  John  P 
Morris    to    Sigmund    Grabenheimer.      Nov    21.      Nov    22,    1906. 

5:1308 nom 

47th  st,  No  412,  s  s,  175  e  Isl  av,  25x — .     Assign  lease.     Amer- 
ican Malting  Co  to  John  P  Morris.     Nov  21,  1906.     5:1358.    nom 
51st  st.  No  329,  n  s,  343.3  w  8th  av,  18x100.5,  3-sty  stone  front 
dwelling.      Release   tax    assessments,    sales,    &c.      Benj    F    Dun- 
ning to  Thomas  Smith.     Apr  11,  1894.     Nov  22,  1906.     4:1042. 

nom 
51st  st.   No  219  East,   ground  floor.     Catherine  Rush  to  Borden's 
Condensed   Milk   Co.   a   corpn;    2  5-12   years,   from   Dec   1,   1906; 

2  years'  renewal.     Nov  16,  1906.     5:1325  660 

60th  st.   No   202   West,   west   store,   also   rear   rooms   on   e  and   w 
sides.      Frederick    Scheele    to    George   Schlosser;    3   years,    from 

May  1,   1905.     Nov  22,   1900.     4:1151 540 

60th  st.  No  202  West.     Assign  lease. '    George  Schlosser  to  Henry 

Konecke.      Nov   21.      Nov   22,    1900.      4:1151 nom 

63d   st.   No  406   East,   all.     Abraham  Fine   and  ano   to   Orazio   La 
Cagnina   and    ano;    4   years,    from   Dec   1,    1905.     Nov   22,   1906. 

5:1457 1,900 

63d   st.   No  410   East,   all.     Abraham   Fine  and   ano   to   Orazio   La 
Caznina   and   ano;    4   years,    from   Dec   1,    1905.      Nov   22,    1906. 

5:1457 1,900 

63d   st.   No  404   East,   all.     Abraham   Fine   and  ano   to   Orazio   La 
Cagnina   and   ano;   4   years,    from   Dec   1,   1905.      Nov  22,   1906. 

5:14.57 1,900 

l!.3d   st.   No  408  East,   all.     Abraham   Fine  and  ano   to   Orazio   La 
Cagnina  and  ano;   4  years,   from  Dec  1,   1905.     Nov  22,  1906. 

5:1457 1,900 

S3d  st.  No  119,  n  s,  210.6  e  Park  av,  25x102.2.     Laura  Biggar  or 
Bennett   to   Julius   Nathan,   of  Hoboken,   N  J,   all  title;   6  years, 
from  July   1,   IIKKJ.     Nov  20,  1906.     5:1512. .  ..taxes,  &c,   and  000 
100th  st.   No  129  West,  east  store.     John  M  Brunner  to  Calogero 

Faraci;  5i/4  years,  from  Nov  1,  1900.     Nov  20,  1900.     7:1855.. 300 
104th  st,  n  s,  extends  from  Av  A  to  East  River,  — x%  block.     As- 
sign  lease.     East  River  Feed  Co  to  Thomas  J  Caslin.     Nov  19. 

Nov  20,  ItKX).     6:1098 nom 

106th  St.  No  237  East,  all.     Henrietta  Froman  and  ano  to  Herman 
Hoffman;    5   years,   from  Nov   1,   1906.      Nov   19,   1900.     6:1650. 

2,050 

106th  st.   No  152  East,  store,  &c.     Sigmund  Ronsheim  EXR  Alex- 
ander Greenebaum  to  Isaac  Simchowitz;   3  5-12  years,  from  Dec 

1.   1900.     Nov  16,   liiRHi.     6:1633    600 

107th  st.   No  228  East,  all.     Eliza  Cohn  to  Mrs  Gioacchino  Gior- 
dano; 5  years,  from  Nov  1,  1906.     Nov  16.  1906.     6:1656. ...1,800 
107th    st.    No    323    East,    store.      V    Wbogdonwhich    to    Guiseppe 

Arra;   2   years,   from   Aug   11,   1900.      Nov  22,   1900.     0:1079.. 384 
108th    st,    Nos   422   and   424    East,   all.      Ratje   Bunke    to    Charles 
Freysz    and    ano;    5    11-12   years,    from   Oct    1,    1900.      Nov   22, 

19U6.     0 :  1701 taxes,   &c,   and  480  and  500 

108th  st.  No  119  East,  all.     Barnet  Blumenstein  to  Julius  Scharff 
and  ano;  3  5-12  years,  from  Dec  1,  1906.     Nov  22,  1906.  6:1636. 

2,320 

112th   st,   Nos   313   and   315   East,   2   basements.    Antonio   Olivleri 
to   Tommaso    MoscarelU   and   Garibaldi   Farziati;    4  years,   from 

Sept  1,   1906.     Nov  20.   1906.     0:1684 204 

127th  st.  No  166,  s  s,  151  w  3d  av,  26.8x99.11.  I 

127th  st.  No  164  E,  s  s,  adj  above  on  west.  | 

Release    priority    of    lease    over    mort    on    No    166   E    127th    St. 

Mark  A  Schwartz  with  Charles  Griffen,  John  T  Willets  and  Ed- 

ward_  Merritt    as    TRUSTEES    Samuel    Willets.      Nov    21,    1906. 

6:1775 nom 

133d  st.  No  6  West.  Surrender  lease.  Morris  Moore  and  ano  to 
Morris    Weiss    and    Herman    Shaffer.      Nov    15.      Nov    16,    1906. 

6:1730     200 

179th  st.   No  519  West.   all.     Union  Real  Estate  Co   to  Joseph  D 

Murphy;   2  years,   from  Oct  1,  1906.     Nov  21,  1906.     8:2152.. 660 
Amsterdam   av,   n  w  cor  172d  st,  store.     Isaac  Mayer  and  ano  to 
Chas    H    Halper;    5    years,    from    Dec    1,    1906.      Nov    22,    1906. 

8:2129 1,000  and  1,200 

Av  A,  No  1485.     Assign  lease.     William  Reider  to  John  D  Haase. 

Nov  14.     Nov  19,  1900.     5:1473 nom 

Same    property.       Re-assign    lease.      John    D    Haase    to    William 

Reider.     Nov  14.     Nov  19,  1906.     5:1473 nom 

Av  B,  No  301,  s  e  cor  18th  st,  No  000,  store,  &c.  Assign  lease. 
Nathan    Feinberg    to    Charles    Johansen.       Nov    15.       Nov    16, 

1900.     3:985    nom 

Av  B,   No  91,  cor  0th  st,  all.     Welz  &  Zerweck     to  Max  Pollack; 

9  7-12  years,  from  Oct  1,   1905.     Nov  22,  1900.     2:388 2,100 

Av  C,  No  24.     Assign  lease.     Henry  Lotz  to  Adolph  G  Furthman. 

Nov  17.     Nov  19.   1906.     2:372 nom 

Same    property.      Assign    lease.      Adolph    G    Furthman    to    Henry 

Lotz.     Nov   17.     Nov   19,   1900.     2:372 nom 

Bowery,    No   304,   all.      M   J   Adrian   to   E   H   McDonald;    5   years. 

from  May  1,  1900.     Nov  20,  1900.     2:521 2.000 

Same   property.      Assign   lease.      E   H   McDonald   to  Joseph   Davis. 

Nov  19.     Nov  20,   1900.     2:521 nom 

Broadway,  Nos  1733-1737,  south  part  street  floor  and  part  2d 
floor.  A  G  Southworth  Co  to  John  Lurie,  doing  business  as 
"Auto  Supply  Co;"  8%  years,  from  Nov  1,  1900.     Nov  21,  1906. 

4:1027 8,225 

Broadway,  Nos  1634-1642,  n  e  cor  50th  st,  55x25,  store,  &c. 
American  Horse  Exchange  (Lim)  to  American  Samson  Leather 
Tire  Co,  of  Paris,  France;  3  years,  from  Nov  15,  1906.     Nov  16. 

•    19(H).     4:1022   3,500 

Columbus  av.  No  74,  s  w  cor  63d  st.  No  100,  store,  &c I 

03d   st.    No   100%   West,    1-sty   building | 

Monroe    L    Simon    and    ano    to    Louis    Jacobs;    4    years,    from 

May  1,   1912.     Nov  21,   1906.     4:1134 3,000 

Lenox  av.  No  521  |n   w   cor,   store,   &c.      Eliza   Schwarz    (life 

136th  st,  No  101  West|  tenant)  to  Theo  B  Bretsehneider;  ex- 
tension lease,  2  years,  from  May  1,  1910.     Nov  20,  1906.  7:1921. 

2,040 

Lenox  av.  No  303.  3d  floor  and  ^  4th  floor.  Nicholas  DuUmeyer 
to  Jacques  Joel;  5  years,  from  May  1,  1906.  Nov  20,  1906. 
6:1723 720  to  900 
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is  made  in  Germany.  The 
superior  quality  amply  compensates 
the  consumer  for  its  higher  price. 
It  is  perfect. 

E.  THIELE,  Sole  Agent, 
99  John  St.,  New  York. 


Lenox  av,  No  521.     Assign  lease.     John  A  Stand  to  Theo  B  Bret- 

schneider.      Nov   20,    llXtG.     7:1921 nom 

Lenox  av,  No  308,  e  s,  74-11  n  125th  st,  25x60,  3-sty  brk  build- 
■   Ing  and  store.   Nicholas  DuUmeyer  to  John  J  Mooney;  21  years, 

from  May  1,  1907.    Nov  16,  1906.     6:1723-^.     A  $25,00<>-$30,- 

000 5,000  to  7,000 

Lexington  av.  No  1203,  n  e  cor  85th  st.     Edw  C  Sheehy  to  Chriest 

and   Chas   Herter;    5   years,   from   May   1,   1907.      Nov   20,   1900. 

5:1514 1,850 

Lexington  av.   No  739.      Surrender  lease.     Pea  Marango   to  Oscar 

Krueger.     Nov  14.     Nov  22,  1906.     5:1313 nom 

Madison  av,  Nos  581  and  583,  store.  Mary  H  Lester  to  Wm  King; 

2  years,  from  Oct  1,  I'JOG.     Nov  20,  1906.     5:1292 4.200 

Madison  av.  No  2094,  shop,  &c.     Michael  Haas  to  Dominick  Ariosa 

or  Dominico  Arisio;  3  years,  from  May  1,  1900.     Nov  21,  1906. 

6:1750 504 

Park   row,    Nos   31   and  32,   2d   floor.      Max   Goldstine    to   Charles 

Luhrs,    o£   Jersey   City,   N   J;   4  5-12   years,    from   Dec   1,    1906. 

Nov  22,  1906.     1:90 2,100 

West  Broadway,  Nos  351  and  353,   all.     Joseph  Libmann  and  ano 

to  Boss  Mfg  Co,  of  Kewanee,  111;  5  2-12  years,  from  Dec  1,  1906. 

Nov  20,  1906.     2:475 5,000 

1st  av.  No  2319,  all.     Luigi  Fusco  to  Giuseppe  PerriUo;  3  years, 

from  Dec  1,  1906.     Nov  16,  1906.     6:1795   2,340 

1st  av.  No  1205.     Assign  lease.     Consumers  Brewing  Co  to  Henry 

Sanders.     Sept  20.     Nov  22,   1906.     5:1440 nom 

1st   av.   No   1474,   3   upper   floors.      Frank  Zotti   &   Co   to   Vito   Di 

Canio;    9   years   and  2%   months,   from   Oct   15,   1905.      Nov   22, 

1906.      5:1471 700 

1st   av,    No   2217,    south   store.      Carmine   Liberti   to   Nazzario   De 

Salvo:  from  May  1,  1906,  to  Oct  1,  1910.     Nov  22,  1906.  6:1685. 

720 

3d  av,  No  744,  w  s,  50.5  n  46th  st,  25x100.     Assign  lease.     Harry 

Wasserman   to   Lippman   Deutsch.      %   part.     All   title.     Oct   11. 

Nov   22,   1906.      5:1301 nom 

2d  av.   No  2455.     Assign  lease.     Geo  W  Lederer  and  ano  to  The 

Ebling  Brewing  Co.     Nov  20,  1900.     6:1790 nom 

2d  av.  No  2455,  all.     Herman  Tausky  to  Geo  W  Lederer  and  ano; 

10  5-12  years,  from  Dec  1,  1900.     Nov  20,  1906.     6:1790. ..  .1,500 
2d  av,   Nos  2108  and  2110.     Surrender  lease.     Francesco  Nielano 

and  ano  to  Samuel  Rosenthal.     Nov  19.  Nov  20,  1906.     6:1680.. 50 
2d    av.    No    2000,    cor   store.      Jack    Vigorito    to    Angelo    Mottola; 

5  years,  from  Dec  1,  1900.     Nov  16,  1906.     6:1675 1,500 

2d   av.    No    6,    cellar.      Catherine    Schroeder   to    Philip   Schroeder; 

31/2   yrs,   from   Nov  1,   1906.      Nov  17,   1906.     2:442 360 

2d  av.  No  2091,  all.  Vito  Bonomo  to  Angelo  Collicino;  2  11-12 
years,  from  June  1,   1906.     6:1657 1,500 

2d  av.  No  1931,  s  w  cor  100th  st,  n  %  store,  &c.  Louis  Kraut 
to  Bernard  Sacks;  6  years,  from  May  1,  1906.  Nov  22,  1906. 
6:1649 840  and  1,020 

3d  av,  No  2188,  basement,  store  and  2d  floor.  Herman  Kahn  to 
Edward  Friedman;  7  1-12  years,  from  Apr  1,  1906.  Nov  17, 
1906.      6:1708 3,000   and  3,200 

3d  av.  No  1570,  store  and  2-sty  building  on  rear.  Anna  Sahm  to 
Max  Luria;  3  years,  from  May  1,  1907.  Nov  22,  1906.  5:1517. 
1,650 

3d  av.  No  1409.  Assign  lease.  John  J  Croniu  to  Davies  J  Mar- 
shall.    Nov  10.     Nov  19.   1906.     5:1525 nom 

Same  property.  Re -assign  lease.  Davies  J  Marshall  to  John  J 
Cronin.      Nov   10.     Nov   10,    1906.     5:1525 nom 

3d  av,  No  1723,  s  e  cor  97th  st,  two  stores.  Matthew  Kaicher  to 
James  Flanagan  and  Peter  Cummins;  5  years,  from  Oct  1,  1906. 
Nov  20,  1906.     6:1646 1,500  and  1,800 

Same  property.  Assign  lease.  Peter  Cummins  to  James  Flanagan. 
All   title.     Nov   19.      Nov  20,   1900.     6:1646 ,.nom 

3d  av.  No  1409.  Assignment  of  all  title  to  $000  which  will  be- 
come due  on  surrender  of  lease.     John  J  Cronin  to  Bernheimer 

6  Schwartz.     Nov  10.     Nov  20,  1900.     5:1525 nom 

3d  av,  w  s,  75.5  n  46th  st,  25x100.  Assign  lease.  Harry  Was- 
serman to  Lippman  Deutsch.  Vz  part.  All  title.  Nov  2.  Nov 
22,  1900.     5:1301 nom 

5th  av.  No  590,  store,  rear  basement  and  1st  floor.  Hermine 
wife  Rudolph  M  Haan  to  Mercedes  Import  Co;  from  Nov  15, 
1900,  to  Sept  1,  1911.     Nov  19,  1900.     5:1283 16,000 

5th  av.  No  518,  w  s,  29  n  43d  st,  28x125.  Henry  G  Trevor  to 
Hovannes  S  Tavshaujian;  21  years,  from  May  1,  1908.  Nov 
20,   190(5.     5:1259 taxes,   &c,   and   $20,000 

6th  av,  Nos  268  to  270,  n  e  cor  17th  st,  Nos  55  to  63,  92x181.2. 
John  H  de  Stuers  et  al  to  Gustav  L  Mongenthau;  30  years,  from 
May  1,  1906.     Nov  21,  1906.     3:819.  .taxes,  &c^  and  gold  30,000 

7th  av.  No  254,  store.  Samuel  Posner  to  Wm  H  Feuge;  5  years. 
from  Feb  1,  1906.     Nov  16,  1906.     3:774  960  and  1.020 

7th  av.  No  254.  Assign  lease.  Wm  H  Feuge  to  Davis  J  Marshall. 
Nov  8.     Nov  20,  1900.     3:774 nom 

Same  property.  Re-assign  lease.  Davis  J  Marshall  to  Wm  H 
Feuge.     All  title.     Nov  8.     Nov  20,  1906.     3:774 nom 

8th  av.  No  60,  Assign  lease.  Bernard  Riegel  and  ano  to  Geo 
E   Moore.      Nov   19.     Nov   20,   1906.      2:616 nom 

8th  av.  No  2019,  store.  Henry  Arnstein  to  Chas  I  Kahn;  5  4-12 
years,  from  Jan  1,  1907.      Nov  22.   1900.     7:2042.  .1,560  to   1,700 

9th  av,  Nos  129  to  133,  n  w  cor  18th  st,  store.    J  &  S  Wittner  to 

Lazarus   Marmor;   5  years,   from  .     Nov  16,   1906.     3:716. 

1,500 

10th  av.   No  292 1 

27th  st.  No  458  West | 

Assign  lease.  The  Max  Cohen  Co  to  Matthew  J  Hopkins  and 
ano.     Nov  13.     Nov  17,  1906.     3:724 nom 

BOROUGH    OF   THE  BRONX. 

Home  st.  No  870.  Assign  lease.  George  Ringler  &  Co  to  John 
Bartels.     Nov   15.     Nov  20,   1906.     10:2652 4,000 

*Main  st,  s  e  cor  Halperin  st,  house  and  shed,  Westchester.  Mary 
McGurl   to   Peter   Heun;    5   years,    from   Nov   1,    1906.      Nov   22, 


154th  st,  Nos  551  and  553  East.  Surrender  lease.  MichI  Bon 
Figlio   to  Aitken  Realty  Co.     Nov  14.     Nov  20,  1906.  9: 2414.. 300 

Boston  road.   No   1156 I 

Home  st.   No  879 1 

Assign  lease.  John  Bartels  to  John  D  Haase.  Nov  15.  Nov  21, 
1906.      10:2652 nom 

Same  property.  Re-assign  lease.  John  D  Haase  to  John  Bartels. 
Nov  15.     Nov  21,  1906.     10:2652 nom 

Brook  av.  No  918,  west  store.     Edward  Ruehl  to  David  A  Rosow; 

5  4-12  years,   from  Jan  1,   1907.     Nov  17,   1906.     9:2367 

900  and   1,000 

Courtlandt  av.  No  777,  n  w  cor  157th  st,  store  floor  and  base- 
ment  

1.57th    st,    n    s,    frame    building    on    rear    of    above 

Simon  Dressel  to  Gustavo  Kanze;  8  months,  from  Sept  1,  1906^ 
at  $100  per  month,  and  2  years  extension,  from  May  1,  1907,  at 
$1,380   per   annum.      Nov   19,    1906.      9:2417 

Cedar  av,  e  s,  2i50  n  Sedgwick  av,  all.  Chas  F  Zeitfuss  to  Her- 
man F  Goemann;  5  years,  from  May  1,  1904.  Nov  22,  1906. 
11:2881 750 

Same  property.  Consent  to  assign  lease.  Same  to  same.  Nov 
13.     Nov  22,  1906.     11:2881 • 

Same  property.  Assign  lease.  Herman  F  Goemann  to  John  M 
Clark.      Nov   21.      Nov   22,    1906.      12:2881 nom 

Ogden  av.  No  1160.  s  e  cor  167th  st,  all.  Rosanna  Nolan  et  al 
widow  and  HEIRS  Michl  Nolan  to  Patk  H  Lennon;  3  years, 
from  May  1,  1006.     Nov  20,  1906.     9:2514 840 

St  Anns  av,  No  212,  store  floor,  &c.  Frederick  Rossbach  to 
Samuel  Cohn;  3  years,  from  Oct  1,  1908.  Nov  19,  1906.  10:2550. 
840  and  900 

Willis  av,  No  297,  2-sty  brk  building.  Henry  F  Schroeder  to  B 
Tracy  McKane;  5  years,  from  May  1,  1906.  Nov  19,  1906. 
9:2302 780 

Willis  av.  No  302,  n  e  cor  140th  st,  store.  Leah  De  Bear  to 
Lynch  &  Lynch;  1  4-12  years,  from  Jan  1,  1907.  Nov  22,  1906. 
9:2285 ._ 1.500 

3d  av,  No  2910,  store  floor  and  5  rooms  on  n  s  above  store.  Conrad 
Wickhiller  to  Charles  Rischow;  4  7-12  years,  from  Oct  1,  1906. 
Nov  19,  1906.    9:2362 1,080 

Same  property.  Assign  lease.  Charles  Rischow  to  George  Lanten- 
sack.     Nov  17.     Nov  19,  1900.     9:2362 nom 

3d  av.  No  3401,  all.  Kate  J  Ledogar  to  Michael  Kressel  and  ano; 
4  years,  from  Dec  4.  1900.     Nov  19,  1906.     9:2371 1,200 

3d  av,  Nos  3387  and  3389,  n  w  cor  166th  st,  all.  Henrietta  Barth 
and  ano  to  Chas  S  Levy;  21  years,  from  May  1,  1908.  Nov  10. 
1900.     9:2371    taxes,  &c,   and  2,200  and  2,400 

3d  av.  No  2910.  Assign  lease.  George  Lautensack  to  John  D 
Haase.     Nov  17.     Nov  20,   1906.     9:2362 nom 

Same  property.  Re-assign  lease.  John  D  Haase  to  George  Lau- 
tensack.     Nov   17.      Nov   20,   1906.      9:2362 nom 

*Lots  14  to  18  blk  16"^,  old  Nos  8  to  12  blk  7  map  Pelham  Park. 
Agreement  as  to  cancellation  of  lease,  transfer  all  title  to 
buildings  and  obtain  award  for  Baychester  av,  option  to  pur- 
chase, &c.  Maria  A  O'Brien  with  Alois  and  Leo  Bay.  June  11, 
1904.     Nov  20,   1906 nom 


MORTGAGES 


NOTE. — The  arrangement  of  this  list  is  as  follows:  The  first  name 
is  that  of  the  mortgagor,  the  next  that  of  the  mortgagee.  The  de- 
scription of  the  property  then  follows,  then  the  date  of  the  mort- 
gage, the  time  for  which  it  was  given  and  the  amount.  The  general 
dates  used  as  head  lines  are  the  dates  when  the  mortgage  was 
handed  into   the   Register's  office  to   be   recorded. 

Whenever  the  letters  "P.  M."  occur,  preceded  by  the  name  of  a 
street,  in  these  lists  of  mortgages,  they  mean  that  it  is  a  Purchase 
Money  Mortgage,  and  tor  fuller  particulars  see  the  list  of  transfers 
under  the   corresponding  date. 

The  first  date  is  the  date  the  mortgage  was  drawn,  the  second  the 
date  of  filing;  when  both  dates  are  the  same,  only  one  is  given. 

Subscribers  will  find  mortgages  in  this  list  with  the  wrong  block 
number  attached.  The  block  number  we  give  is  taken  from  the  In- 
strument  as  filed. 

November   16,   17,    19,   20,   21   and   22. 
BOROUGH  OF  MANHATTAN. 

American  Mortgage  Co  with  Wm  P  Douglas  exr  John  G  Kane. 
82d  st.  No  426  East.  Subbordination  agreement.  Nov  15.  Nov 
20,    190(>.      5:1501.  nom 

Adler,  Sigmund  to  Archibald  W  J  Pohl.  101st  st,  Nos  421  and 
425,  n  s,  3'20  e  1st  av,  75x1/2  block.  Prior  mort  $20,320.  Due 
Feb  20,   1907,  — %.     Nov  20.   1906.     6:1605.  3,100 

Adelson,  Lewis  to  Grand  Lodge  of  the  U  S  of  the  Independent 
Order  Free  Sons  of  Israel,  a  corpn.  2d  av.  No  2150,  e  s,  50.11 
n  110th  st,  25x100.  Nov  15,  3  years,  5»^%.  Nov  10,  1906. 
6:1682.  19,000 

Alexander  Allen  Realty  Co  to  METROPOLITAN  LIFE  INS  CO. 
1.35th  st,  Nos  024  to  028,  s  s,  525  w  Broadway,  75x99.11.  Nov 
10,  3  years,  6%.     Nov  17,   1006.     7:2001.  95,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders   to   above   mort.      Nov   16.     Nov   17,   1906.     7:2001. 

Same  to  Fredk  J  Frederickson.  Same  property.  Prior  mort  $95,- 
000.     Nov  16,  3  yeafs,  6%.     Nov  17,  1906.     7:2001.  15,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders  to  above  mort.     Nov  10.     Nov  17,  1006.     7:2001. 


1906. 


.780 


154th  st,  Nos  551  and  553,  n  s,  300  w  Courtlandt  av,  all.  Ait- 
ken Realty  Co  to  Antonio  Bellusci  and  Giovanni  Radazzi;  5  yrs, 
from  Dec  1,  1900.     Nov  21,  1906.     9:2414 5.000 


American  Mortgage  Co  with  Katherine  R  Jackson  et  al,  exrs  Wm 
H  Jackson.  134th  st,  Nos  50  and  52,  s  s,  60  e  Madison  av, 
l'25x99.11.  Subordination  agreement.  Nov  15.  Nov  17,  1906. 
0:1758.  nom 

Ainsworth,  Frank  H  to  Jane  L  W  Harris.  102d  st.  No  308,  s  s, 
150.0  w  West  End  av,  18.6x100.11.  P  M.  Nov  21,  1006,  2  years, 
— %.     7:1889.  15,000 
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Abel  Caroline  to  GERMAN  SAVINGS  BANK  i°  City  NY  73d  st 
No  412  s  s,  213  e  1st  av.  25x102.2.  Nov  22.  190ti.  3  years 
4%%-     '5:14G". 


,   190(5,  3  year 

10,000 


Barkin.  Bessie  wife  of  and  Sam!  to  Geo  M  Miller  and  ano  trustees 
T  evil  R  Marshall.  112th  st,  Nos  218  and  222,  s  s,  21o  e  3d  av, 
40x100  10      Nov  14,  due  Dec  1,  1911,  5%.     Nov  20,  1900.  0:1001- 

Banzer,    Geo    P   to   Solomon   Plant.     67th   st     No   336    s    s     191.8 
w  Isl  av,  41.8xl00..5.     Nov  19,  3  years.  5%.     Nov  20,  1900. 
5  1441  ■lu.uuu 

Bac'he   .Max    Isaac  Shapiro,  Abraham  H  Levy  and  Louis  Starr  with 
naniel   W   Harnett.     Sullivan  st,   No   142.     Subordination  agree- 
ment.     Nov   19.      Nov   20,   imi.     2:518  nom 
Brodmerkel,    Thomas    to    Bernheimer    &    Schwartz       4oth    st,    No 
433    n   s    .-'.TT.li  e   10th  av,   22.6x100.4.     Nov  20,  demand,  6%- 
Nov'  22,   low.     4:10.55.                                                  .    ,       .      t        ' 
BANK   OF   M   &   L  JARMULOWSKY   to   Meyer  and   Louis  Jarmu- 
inwikv       Division   st.   No  245.     Assignment   of  agreement   as   to 
rents  dated   May  26,   1903.     Nov  22,  1906.     1:286.  nom 
Bachrach.  William  and  Julius  to  MUTUAL  LIFE  INS  CO  of  N  Y. 
129th  st.  No  117,  n  s,  240  e  Park  av,  24.10x99.11.     Nov  15,  due 
&c,   as  per  bond.     Nov  19,   1906.     6:17.8.                                     5,300 
Bache    Max    Isaac   Shapiro,  Abraham   H  Levy  and  Louis  Starr   to 
Marv  L  Fraser.     Sullivan  st.   No  142,  w  s,   175  n  Prince  st,  25 
xl25      Nov   17,  5  years.  5%.     Nov  19,   1906.     2:518.          40,000 
Bradley     John    to    Edmund    Hendricks    and    ano    trustees    Fanny 
Hendricks   for   Emma  Hendricks.     26th   st,   Nos  520  and  528    s 
"350  w  10th  av,  75x08.9.     Nov  19,  1906,  1  year,  4%%.  3:697. 
'                                                                                                      gold,  14,U0U 
Bradley     John    to    Edmund    Hendricks    and    ano    trustees    Fanny 
Hendricks      26th  st.   No  534,   s  s,  425  w   10th  av,   75x98.      Nov 
19    1906,    1   year,   414%.     3:697.                                          gold,    14,000 
Bradley     John    to    Edmund    Hendricks    and    ano    trustees    Fanny 
Hendricks   for   benefit  of  Isabel  E   Brush.     26th   st,   Nos  518  to 
^74    "s    275  w  10th  av,  75x98.9.     Nov  19,  1906,  1  year,  4%%. 
3.(5y7      '                                                                                        gold,    14,000 
Brown    Ella  A   to  William  Carroll.     81st  st.   No  125,   n  s,  205.11 
w  Columbus  av,  19.1x102.2.     Nov  7,  3  years,  5%.     Nov  19,  1906^ 
4.j^')jo                                                                                                        23,000 
Bachrach,  William  and  Julius  to  MUTUAL  LIFE  INS  CO  of  N  Y. 
166th  st    n   s,   175   w  Amsterdam  av,  2ox9o.     Nov   14,   due,   &c, 
as  per  bond.     Nov  19,  1906.     8:2123.                                              6,000 
Broker,  John  A  to  Edwin  A  Cruikshank.  82d  st,  Nos  103  and  IOd, 
n  s    50  w  Columbus  av,  50x25.8.     Nov  7,  due,  &c,  as  per  bond. 
No;  17,   1906.     4:1213.                                            ^             ^^      20.000 
Buchsbaura,   Morris  to  Middle-Town  Realty  Co.     8th  av,  No  2903, 
w  s    75  s  154th  st,  runs  s  24.9  x  w  38.5  x  s  w  0.1  x  w  61.6  x  n 
•'4  11  X  e  ItX)  to  beginning.     P  M.    Nov  15,  3  years,  6%.     Nov  17, 
1906.     7:2047.                                                                                     7,500 
Bachrach     Philip    to   Francis   E   Doughty   trustee    Betsey   A   Hart. 
54th  st'  No  560,  s  s,  72  e  11th  av,  28x100.5.     Nov  15,  5  years, 
5%.     Nov  16,  1906.     4:1082.                                                          16,000 
Bas'hein,    Jacob,    Jacob    Levine,    Barnet   Wlademersky    to   Sarah   L 
Payne      133d  st.  No  157,  n  s,  2.50  e  7th  av,  25x99.11.     Nov  16, 
due   May   1,   1010,   57c.    Nov   17,   1900.      7:1918.                         18,000 
Breitenbach.    Hermann    to    Caroline    F    Kling.      85th    st.    No   407, 
n  s    94  e  1st  av,  25x102.2.     P  M.     Prior  mort  $8,500.     Nov  14, 
3  years,   67c.     Nov  16,   1906.     5:1565.                                        8,500 
Bank    Bertha   to   LAWYERS  TITLE  INS   &  TRUST  CO.     80th  st. 
No '241,   n  s,   101.8  w  2d  av,  25.5x102.2.     P  M.     Nov  16,   1906, 
5  years,   5%.     5:1.526.                                                                           15,000 
Same    to    Hannah    Wallach.      Same    property.      P    M.      Prior   mort 

$15,000.      Nov   8,   o   years,   57c.      Nov    16,   1906.     5:1526.        4,250 
Beekman   Realty  Co  to  Tillie   Marcus.     9th  av,   Nos  508  and  510, 
on  map  Nos  512  and  514,  e  s.  74.1  n  38th  st,  2  lots,  each  24.8x 
100      2PM   morts,   each  $7,000.     2   prior  morts   $30,000  each. 
Nov  15,  5  years,  6%.     Nov   16,   1906.     3:762.  14,000 

Bergman,  Henry  to  Elias  Kempner.  14th  st.  No  521,  n  s,  291  e 
Av  A  25x103.3.  Nov  20,  due,  &c,  as  per  bond.  Nov  21,  1906. 
3:972.  19.000 

Same  to  same.     Same  property.     Prior  mort  $10,00<.>.     Nov  20,  4 

years,  6%.     Nov  21,  1906.     3:972.  5,500 

Bach  Myer  to  Abram  Bachrach.  Lexington  av.  No  1745,  e  s, 
,S4  3  n  108th  st,  16.8x65.  Nov  20,  due  Jan  31,  1907,  6%.  Nov 
21,   IIMX!.     6:1636.  2,250 

Bachrach,  William  and  Julius  to  John  M  Bowers  et  al  exrs  Wm  H 
Gebhard.  ICMth  st,  Nos  110  and  112,  s  s,  80  e  Park  av,  39.10x 
KXl.ll.     Nov  21,  due  June  1.  1907,  5%.     Nov  22,  1906.     6:1631. 

17,000 
Bachrach,  William  and  Julius  to  John  M  Bowers  et  al   exrs  Wm  H 
Gebhard.      l()4th   st,   Nos   1CH5  and   108,   s   s,  40  e   Park  av,   40x 
100.11.     Nov  21,  due  June  1,  1908,  5%.     Nov  22,  1906.     6:1631. 

17.000 
Bachrach,   William   and  Julius   to   American   Mortgage   Co.      104th 
st    Nos  102  and  104,  s  e  cor  Park  av,  40x100.11.     Nov  21,  due 
June  1,   1908,  5%.      Nov  22,   1906.     6:1031.  20,000 

Cohen,  William  and  Barnet  Kinnler  to  Albert  F  Hagar.  116th  st. 
No  4,  s  8,  85  e  5th  av,  runs  s  49.1  x  s  e  36.3  x  n  75.5  to  116th 
st  X  w  25  to  beginning.  Nov  21,  5  years,  5%.  Nov  22,  lOOti. 
6:1621.  gold,  16,000 

Cruzius,  Wilhelmina  to  Mary  L  Fraser.  Morningside  av  East, 
No  165,  e  s,  50  n  126th  st,  24.11x75.  Nov  21,  1906,  due  Nov 
1,   1911,  5%.     7:1953.  13,000 

Coffey,  John  V  to  Rebecca  S  Jacobus  et  al  trustees  Samuel  M 
Jacobus.  137th  st.  No  178,  s  s,  125  e  7th  av,  25x00.11.  Nov 
21,  1906,  5  years,  5?4.     7:1921.  20.000 

Coffey,  John  V  to  Camilla  M  Waldron.     137th  st.  No  176,  s  s,  150 

e  7th  av.  2.5x09.11.     Nov  21,  1906,  5  years,  5%.     7:1921.      20.000 
Castello,    Salvatore    to    Domenico    Silvestro    and    ano.       lOSth    st. 

No   218,   s   s,   262   e   3d   av,   24.6x100.     Prior   mort   $ .      Nov 

17,  1  year,  67c.     Nov  20,  1906.     6:1657.  500 

Crow,  Clinton  W  to  Walter  Ferguson.  Hester  St.  No  181,  n  s, 
abt  60  w  Mott  st,  20.6x100.  1-3  part.  All  title.  Due  May  1. 
1909,    6%.      Nov    20,    1906.      1:237.  gold,  1,000 

Campbell,  Margt  to  LAWYERS  TITLE  INS  AND  TRUST  COC. 
Madison  av.  No  1651,  n  e  cor  110th  st,  25.4x75.  5  years,  4%%. 
Nov   20.    1906.      6:1616.  23,000 

Cross,  Richard  and  Florence  Nathan  and  Hulda  Abrahams  with 
American  Mortgage  Co.  68th  st,  Nos  433  and  435  East.  Sub- 
ordination   agreement.      Nov   19.     Nov   22,    1906.      5:1463.       nom 


Congregation  Beth  Hakneseth  .^nshei  Lebodow  Im  Radzelower  to 
Clara  F  Smith.  Division  st.  No  245,  s  s,  23  w  Montgomery  st, 
23x48.7x23x48.6.     Nov  21,  3  years,  5%7o.     Nov  22,  1906.     1:286. 

10,000 
Cross,    Richard    and   Florence   Nathan   and   Hulda   Abrahams   with 
Pincus    Lowenfeld    and    ano.     6Sth    st,    Nos   431    and   433,    n    s, 
1.50  w  Av  A,  .5l)xl(l0.5.     Subordination  agreement.     Nov  19.     Nov 
22,   liXMi.      5:14(i3.  nom 

Cross,  Richard  to  Pincus  Lowenfeld  and  ano.  68th  st,  Nos  431 
and  433,  n  s,  1.50  w  Av  A.  50x100.5.  Prior  mort  $40,000.  Nov 
22,  1906,  demand,  67o.     5:1463.  7,300 

Cross,  Richard  to  American  Mortgage  Co.  68th  st,  Nos  431  and 
433,  n  s,  15U  w  Av  A,  50x100.5.  Nov  19,  3  years,  57c.  Nov 
22,  1906.     5:14(i3.  40,000 

Casey,  Mary  C  M  to  Ulysses  D  Eddy  and  ano  exrs  Jane  B  Eddy. 
130th  st.  No  13.  n  s,  182  e  5th  av,  16.\99.11.  Prior  mort  $7,- 
000.      Nov    15,   2   years,   5%.      Nov   16,    1906.      0:1755.  1,000 

Coudert,  Alice  T  to  Paul  Fuller  and  ano.  56th  st.  No  124,  s  s, 
170  w  Lexington  av,  a>xl0O.5.  Nov  13,  1  year,  4y2%.  Nov  19, 
1906.     5:1310.  18.000 

Clarke,  Richd  H  to  Thomas  S  Ormiston  trustee  James  Stuart. 
7th  av,  Nos  2196  and  2198,  s  w  cor  130th  st.  No  200,  24.11x75. 
Oct  1.  5  years,  4%%.     Nov  19,  1906.     7:1914.  30,000 

Clark,  Besse  C  to  Abraham  I  Spiro.  Broadway,  s  w  cor  135th  st. 
No  6(X),  149.11x100.  P  M.  Nov  15,  1  year.  67c.  Nov  16,  1906. 
7:2001.  29,800 

Clark,  Besse  C  to  Hyman  Horwitz.  130th  st,  s  s,  100  w  Amster- 
dam av,  3(X)x99.11.  Prior  mort  $142,000.  Nov  14,  demand,  67c. 
Nov  17,  1906.     7:1988.  15,000 

Collins,  Lizzie  to  Hiram  Smith  trustee  tor  Maria  D  Green  will 
Caroline  A  Cisco.  East  Broadway,  No  1"98,  n  s,  78.4  e  Jefferson 
st,  26.3x60.4x26.1x00.5.  P  M.  5  years,  5%.  Nov  16,  1906.  1:- 
285.  24,000 

Coleman,  Amy  C  to  Louise  M  Lee  widow  of  Wm  H  Lee.  28th  st, 
No  144,  s  s,  248.4  e  7th  av,  25x98.9;  28th  st.  No  142,  s  s, 
274.2  e  7th  av,  25x98.9.     5  years,  57c.     Nov  16,   1906.     3:803. 

55,000 
Collins.    Lizzie    and   Jacob   Gordon    and    Albert   E   Lowe   with   Hi- 
ram   Smith   trustee    for   Maria   D   Green   will   Caroline   A   Cisco. 
East    Broadway,    No    198.      Subordination    agreement.      Nov    16, 
1906.     1:285.  nom 

Davis,  Saml  D  to  Pincus  Lowenfeld  and  ano.  2d  av,  Nos  1640  and 
1642,  n  e  cor  S5th  st,  Nos  301  and  303,  46.2x72.  Prior  mort 
$65,000.      Nov   16,   1906,   demand,   6%.     5:1548.  12,775 

Davis,  Saml  D  to  Virginia  Danziger  and  ano  exrs  Max  Danziger. 
85th  st,  Nos  301  and  303,  n  e  cor  2d  av,  Nos  1640  and  1642, 
46.2x72.     Nov  16,  1906,  5  years,  57c.     5:1548.  65,000 

Diamond,  .^riKiId  to  Chas  Griffen  et  al  trustees  Saml  Willets  tor 
Edw  Willets.  29th  st.  Nos  316  to  320,  s  s,  225  e  2d  av,  50x98.9. 
Nov  16,   1906,  5  years,  57c.     3:934.  50,000 

de  Bussy,  Mary  J  widow  to  NORTH  RIVER  SAVINGS  BANK  in 
City  N  Y.  2d  av.  No  2350,  e  s,  100.11  n  120th  st.  20x80.  Nov 
20,  3  years,  — %.     Nov  21,  1906.     6:1797.  6,000 

de  Luca,  Gaetano,  Maurizio  de  Fina,  Michele  Guozzo  and  Cesare 
Padula  to  Geo  M  Miller  and  ano  trustees  Levin  R  Marshall. 
Macdougal  st.  No  116,  e  s,  225  n  Bleecker  st,  25x100.     Nov  19, 

5  years,  5%.     Nov  21,  1906.     2:540.  22,000 
Durbrow,  Wilson  Bray,  South  Orange,  N  J,  to  TITLE  GUARANTEE 

6  TRUST  CO.     30th  st.  No  128,  s  s,  100  w  Lexington  av,  17.10x 
98.9.     Nov  19,  due,  &c,  as  per  bond.     Nov  21,  1906.     3:885.  6,000 

Dugro,  Chas  H  to  Andrew  Freedman  committee  Ida  A  Flagler. 
59th  st,  Nos  30  and  32.  s  s,  320  e  6th  a.\,  50x100.5.  Nov  19, 
3  years,  4%%.    Nov  20.  1906.     5:1274.  160,000 

Downing,    Francis   M   to   TITLE  GUARANTEE  &  TRUST   CO.      9th 
av,   Nos   423   to  429,   s  w   cor  34th   st,   Nos  400  to  404,   79x80. 
Nov   16.   due,    &c,   as   per   bond.      Nov   17,    1906.      3:731.       17,500 
Day,  Jane  L  to  Susan  C  Hamilton.     112th  st  ,No  68,  s  s,  78.9  w 
Park  av,  2a3xl0O.ll.     P  M.     Nov  19,  1906,  5  years.  5%.  6:1617. 

21,500 
Denner,  Katharina  to  Francis  P  Furnald.     Cannon  st,  Nos  119  and 
121,  w  s,   158  n  Stanton  st,  41.7x100.     Subordination  agreement. 
Nov   10.      Nov   19,    1906.      2:335.  nom 

Donnegan,  Maria  A  to  David  C  Myers.  St  Nicholas  av.  No  1541, 
n  w  cor  187th  st,  No  599,  15.10x80.  Nov  17,  due  Feb  20,  1907, 
—%.     Nov  19,   1906.     8:2168.  3,000 

D8WS,  Jane  S  to  Richd  M  Hoe  and  ano  trustee.  70th  st.  No  30, 
s  s,  100  e  Madison  av,  25x100.5.  Nov  14,  due,  &c,  as  per  bond. 
Nov  20,  1906.    5:13S4.  20,000 

Dowd,  Michl  J  to  LAWYERS  TITLE  INS  AND  TRUST  CO.  Broad- 
way, e  s,  100  n  Academy  st,  50x157x50x151.3.  Nov  19.  due 
May   17,   1908,   4y27c.      Nov  20,   1906.     8:2234.  8,500 

Dowd,  Michl  J  to  LAWYERS  TITLE  INS  AND  TRUST  CO.  Broad- 
way, late  Kingsbridge  road,  e  s,  40.9  n  e  214th  st,  40.10x78.10 
x37..5x94.1].  Nov  19  due  May  17,  1908,  4%%.  Nov  20,  1906. 
8:2232.  9,800 

Dunham,  Edward  K  and  Susan  D  Herter  to  Richd  M  Hoe  and  ano 
trustees.  Madison  av.  No  815,  e  s,  29.5  n  68th  st,  21x100.  Nov 
14,   due,   &c,   as   per  bond.      Nov  20,   1906.     5:1383.  30,000 

D'Amico,  Anna  to  Jessie  A  Luke  trustee  Walter  Luke.  Av  B,  No 
235,  e  s.  28.3  n  14th  st,  20.3x61x20.3.x80.8.  Nov  17,  3  years, 
57c.    Nov  20.  1906.     3:982.  11,000 

D'Amico,  Anna  and  Anthony  Tuna  with  Jesse  A  Luke  trustee 
Walter  Luke  deed  and  Bessie  S  Bveritt.  Av  B,  e  s,  28.3  n 
14th  st,  40.6x61.3x40.1x60.8.  Subordination  agreement.  Nov 
17.     3:982.  nom 

D'Amico,   Anna  to   Bessie  S  Everitt.     Av  B,   No  237,  e  s,  48.6  n 
14th    St.    20x61.3x19.10x61.      Nov    17,    3    years,    57c.      Nov   20, 
1906.      3:932.  10,000 

Davis,  Joseph  to  E  H  McDonald.  Bowery,  No  304.  Leasehold. 
Nov   19,   due   Oct   1,   1907,   67o.     Nov  22,   1906.     2:521. 

10  notes,    1.000 
Dibblee,    Alphonse    A    to   John   M   Henshaw   trustee   Geo    E   Pond. 
136th  st.  No  128,  s  s,  285  w  Lenox  av.  15x99.11.     P  M.     Nov  22, 
1906,  2  years,  57c.     7:1920.  9,500 

Doherty,  Michael  to  Wm  H  Rolston  and  ano  trustees  Rosewell  G 
Rolston.  32d  st.  No  334,  s  s,  242  w  1st  av,  18x98.9.  Nov  22, 
1906,  due  Sept  16,  1909,  — %.     3:937.  5,000 

Ershowsky,  Barney  with  Max  Cohen  and  ano.  Houston  st,  No 
200  East,  and  1st  st.  No  95.  Agreement  as  to  amount  due  on 
mort.     Nov, 16.     Nov  17,  1906.     2:428.  nom 
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Adaptable  for 

Offices  and  Residences 

Systems  of  Less  Than  Five  Stations 


Interior  Telephones 

Fifty  Cents  a  Month 


No  Installation  Charge 
No  Maintenance  Charge 

THE  AHENTION  OF  ARCHITECTS  AHD  BUILDERS  IS  PARTICUURLY  CALLED  TO  THE  ADVANTAGES  OF  OUR  SYSTEMS. 
RATES  FOR  SYSTEMS  OF  OVER  FIVE  STATIONS  AND  ALL  OTHER  INFORMATION  MAI  BE  OBTAINED  UPON  APPLICATION. 

NEW     YORK     TELEPHONE     COMPANY 


I  15  WEST  38th  STREET 


15  DEY  STREET 


SffiO  WEST  124th  STREET 


nom 
with  Eliza 
Nov  21,  1906. 
nom 


Ershowsliy,  Barney  to  LAWYERS  TITLE  INS  &  TRUST  CO.  1st 
St,  No  95,  s  w  s,  325  w  Av  A,  2.5x80.4  to  Houston  st.  No  200, 
x25.2x77.2.  Oct  22,  due  Nov  17,  1911,  5%.  Nov  17,  1906. 
2:428.  23,000 

Same  and  Max  Cohen  and  Emanuel  Glauber  with  same.  Same 
property.  Subordination  agreement.  Nov  16.  Nov  17,  1906. 
2:428.  .  nom 

Eitzen,  Amanda  L  and  Mabel  to  John  J  Clancy.  8th  av.  No  2190, 
n  e  cor  llSth  st.  No  283.  25.11x80.  Prior  mort  $22,000.  Nov 
15,  2   years.  C%.      Nov   16,   1906.     7:1924.  15,000 

Englander,  Gussie,  Rockland  Co,  N  Y,  to  Joseph  Schindler.  101st 
st.  No  101,  n  e  cor  Park  av,  16.6x75.  P  M.  Prior  mort  $6,- 
500.     Nov  7,  2  years,  6%.     Nov  17,  1906.     6:1629.  2,500 

Emmet.  Pauline  wife  of  and  Grenville  T  to  N  Y  LIFE  INS  AND 
TRUST  CO.  75th  st,  No  43,  n  s,  165  e  Madison  av,  18x102.2. 
P  M.     Nov  10,  1006,  3  years,  4y27o.     5:1390.  30,000 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Mar- 
shall E  Curry  and  ano.  83d  st.  No  115  West.  Extension  mort. 
Sept   1.      Nov   21.   1006.     4:1214.  nom 

Ely,  Fannie  F  to  Katie  T  Schermerhorn  et  al  trustees.  6Gth  st. 
No  219,  n  s,  475  e  West  End  av,  25x100.5.  Nov  21,  1906,  3 
years,   5%.      4:11,58.  15,000 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Oliver 
L  Jones,  ,59th  st,  Nos  317  and  319  West.  Extension  mort. 
Sept   1.      Nov   21,   1906.      4:1112.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Lucy 
E  McBride.  .56th  st.  No  304  West.  Extension  mort.  Nov  15. 
Nov  21,  1906.     4:1046.  nom 

Embler,  Katharine  wife  Wm  M  to  TITLE  GUARANTEE  &.  TRUST 
CO.     Beekman   pi.   No   17,   s   e   cor  .50th   st,  20.5x100.     Nov   19, 

■     due.  &c,  as  per  bond.     Nov  21,   1906.     5:1361.  8,500 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Charles 
Brodek  exr  Solomon  Brodek.  9th  av.  No  .3.32.  Extension  mort. 
Sept  19.     Nov  21,   19(K1.     3:7.53.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  John 
Pennington  et  al.  Sth  av,  Nos  939  to  947.  Extension  mort. 
Sept   1.      Nov  21,   1906.     4:1046.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Philip 
Kleeberg.  Riverside  Drive,  No  3.  Extension  mort.  Sept  1. 
Nov  21,  1900.     4:1184.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Francis 
L  Moffett  et  al.  Bowery,  No  23.  Extension  mort.  Sept  1, 
Nov  21,  1906.     1:289. 

EQUITABLE   LIFE  ASSURANCE  SOCIETY  of  the  U  S 
Hack.     Av  A,  No  115.     Extension  mort.     Sept  1. 
2:4.35. 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Dennis 
Cahill.  126th  st.  No  238  East.  Extension  mort.  Sept  1.  Nov 
21,    1906.      6:1790.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Nathan 
Erlanger  et  al.  96th  st.  No  36  West.  Extension  mort.  Sept  1. 
Nov  21,   1906.     4:1209.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Rebecca 
Lichtenstein.  87th  st.  No  346  West.  Extension  mort.  Oct  1 
Nov  21,   1906.     4:1248.  nom 

Frothingham,  Howard  P,  of  Deal  Beach,  N  J,  to  Isaac  Graf.  77th 
st.  No  20.  s  s,  325  w  Central  Park  West,  25x102.2.  Nov  22 
1906,  2  years,  6%.     4:1129.  10,000 

Fischer-Hansen.  Carl  and  Elvira  his  wife  with  Slawson  &  Hobbs. 
92d  st,  Nos  4  and  6  and  S  and  10  West;  Central  Park  West.  Nos 
375  and  376;  02d  st,  Nos  12  and  14  West.  Agreement  appoint- 
ing agent  to  collect  rents  under  lease  and  interest  on  mortgages 
to  secure  indebtedness  of  Isaac  V  Brokaw.  Nov  17.  Nov  20, 
1906.     7:1833;   4:120.5.  

Flanagan,  James  and  Peter  Cummins  to  V  Loewers  Gambrinus 
Brewing  Co.  3d  av.  Nos  1721  and  1723.  s  e  cor  97th  st.  No  200. 
Saloon  lease.     Nov   19,  demand,  6%.     Nov  20,   1900.     6:1646. 

2  500 

Pellman,  Anna  widow  to  MUTUAL  LIFE  INS  CO.  10th  av,  n  w 
cor  213th  st,  runs  w  339.3  to  e  s  Broadway,  x  n  e  224.6  to  s  s 
214th  st,  X  e  237  to  w  s  10th  av,,  x  s  199.10  to  beginning.  Due 
&c,  as  per  bond.     Nov  20,  190G.     8:2231.  55,000 

Fox,  David  to  Jacob  Mohr.  137th  st.  No  129,  n  s,  325  e  7th  av 
25.\99.11.  Prior  mort  $20,750.  Nov  19,  1906,  due  Apr  12' 
1908,  6%.     7:2006.  1,650 

Fox,  David  to  Solomon  Dornberger.  137th  st  ,No  129,  n  s  325 
e  7th  av,  25x99.11.  Prior  mort  $17,000.  Nov  10,  ,1906,'  due 
July  1,  1907,  6%.     7:2006.  3,750 

Fox,  David  to  John  T  Willets  guardian  Josiah  M  Willets.  137th 
st.  No  129,  n  s,  325  e  7th  av.  25x99.11.  Nov  19,  1906  3  yrs 
5%.     7:2006.  17,000 

Frohlich,  Gustav  to  Rebecca  C  Castle  et  al.  124th  st.  No  342 
s  s,  226.6  w  1st  av,  18x100.11.  P  M.  Prior  mort  $7,000.  Nov 
15,  3  years,  6%.     Nov  19,  1006.     6:1800.  3,250 

Fleck.  Samuel  Jr  and  Jacob  Wiener  to  Apollo  Realty  Co  116th 
st,  Nos  242  and  244,  s  s,  110  w  2d  av,  43x100.11.  P  M.  Prior 
mort   $44,000.      Nov   15,   6  years,   6%.      Nov   16,   1906.      6:1665. 

19,000 

Fleck,  Samuel  Jr  and  Jacob  Wiener  to  Apollo  Realty  Co.  116th 
st,  Nos  238  and  240,  s  s,  153  w  2d  av,  40x100.11.  P  M.  Prior 
mort  $44,000.     Nov  15,  6  years,  6%.     Nov  16,   1900.     6:1665. 

19.000 

Frankel,  Wm  and  Geo  Schor  to  Onetha  A  Housman.  Columbia 
st.  No  94.  e  s,  250  n  Rivington  st,  2.5x99.  Nov  16.  190fi.  4 
years,  5%.     2:334.  24,000 

Same  and  Barnet  Sussman  with  same.  Same  property.  Subor- 
dination agreement.     Nov  15.     Nov  16,  1906.     2:334.  nom 


Franz,   Louisa   to  Wm  R  Rose.     24th  st.  No  203,  n  s,  78.2  w  7th 

av,  21.10x98.9.     Nov  9,  1  year,  i',%.     Nov  10.  1906.     3:774.      1,200 
Faden,   Beni  to  LAWYERS  TITLE  INS  &  TRUST  CO.     Clinton  st. 
No   14.   e   s,   155  s  Houston   st,   20x102.2.     Oct  25,   due   Nov   16. 
1909,  57c.     Nov  17,  1906.     2:350.  25,000 

Fritz,  Fannie  wife  of  and  Samuel  to  Harris  Beckelman.  Ay  A,  No 
1353,  n  w  cor  72d  st,  Nos  437  and  439,  25.8x100.  Nov  15,  due. 
&c,   as  per  bond.     Nov  16,   1906.     5:1467.  3,000 

Frankel,    Bernard   to   Morris   H   Glass.     2d   av.   No   1968,   n   e   cor 

101st   st.   No  301,   25.11x75.     Prior  mort   $ .     Nov  16,   1906, 

3  years,  67r.     6:1673.  3,000 

Feeter,  Margt  C  to  Townsend  Wandell  and  ano  trustees  for  Edw  W 
C  Arnold  will  Richard  Arnold.  South  st.  No  40,  n  w  cor  Old 
slip.  No  36,  23x40.  Nov  16,  3  years,  41/2%-  Nov  17.  1906. 
1:35.  20,000 

Same    to   Townsend   Wandell.      Same   property.     Prior   mort   $20,- 

000.     Nov  16,  3  years,  6%.     Nov  17,  1906.     1:35.  3,000 

Frankel,  Solomon  to  Markus  Pollak.  Broadway,  s  e  cor  162d  st, 
99.11x100.     P  M.     Nov  20,  1  year,  6%.     Nov  21,  1906.     8:2120. 

10.000 
Fitch.   Florence  H  to  NEW  YORK  TRUST  CO.     West  End  av.  No 
4.39,  s  w  cor  81st  st.  No  300,  2.5.2x.56.     Nov  21,  1906,  5  years, 
41/2%.     4:1244.  29.000 

Funk,  Ferdinand  and  William,  Brooklyn,  N  Y,  to  Geo  G  De  Witt 
and  ano  trustees  Sarah  A  Housman.  Market  st.  No  50.  e  s,  abt 
78  n  Monroe  st,  25x87.5.  Nov  20,  demand,  5%.  Nov  21,  1906. 
1:274.  27,000 

Fox,  Emanuel  E  to  Emanuel  Marks  exr  Meyer  Gans.  102d  st. 
No  116.  s  s,  250  w  Columbus  av,  25x100.11.  Nov  21,  1906,  5 
years,  5%.     7:18.56.  20,000 

Granet,  Adolph  to  TITLE  GUARANTEE  &  TRUST  CO.  2d  st.  No 
65,  s  s.  300  e  2d  av,  20x57.9x25.2x54.6.  Prior  mort  $7,000.  Nov 
20,  due.  &c,  as  per  bond.     Nov  22,  1906.     2:443.  1.000 

Goldsmith,  Jonas  G,  Piermont,  N  Y,  to  Anne  K  Smith.  34th  st,  Nos 
32  and  ,34,  s  s.  550  w  5th  av,  45x98.9.  Leasehold.  Nov  20,  due 
Jan  1.  1912,  6%.     Nov  22,  1906.     3:8.35.  60,000 

Galway  (E  J)  Building  Co  to  County  Holding  Co.  17th  st.  No  29,  n 
s.  435  w  5th  av,  25x92.  Nov  20,  due  Jan  1,  1900,  5%.  Nov  21, 
lm^.     3:810.  90,000 

Same    to    same.      Same    property.      Certificate    as    to    consent    of 

stockholders  to  above  mort.     Nov  20.     Nov  21,  1906.     3:,819.  

Golden.   Bernard   F  to   Henry  De   Forest  Weekes.     Monroe   st.   No 

39,  n  s,  89.4  w  Market   st,  25x100.     P  M.     Nov  20,  due  Nov  1 

1911,  5%.     Nov  21,  1906.     1:276.  20,000 

Greenberg,   Harry  M   to  Wilson  M  Powell.     9th  av.  No  629,  w  s 

60.3  n  44th  st,  20x80.     Nov  21,   1906,   3  years,  41/,%.     4:1054. 

12,000 
Goldberg,   Ray  to  Jessie   A  Luke   trustee  Walter  Luke.     112th   st 
No  230.  s  s.  .308  w  7th  av,  17x100.11.     3  years,  5%.     Nov  16 
1906.     7:1827.  11.000 

Gilford,  Hattie  R  to  METROPOLITAN  TRUST  CO  of  City  of  N  Y. 
103d  St.  No  319,  n  s,  140  e  Riverside  Drive,  20x100.11.  Nov 
13,    due,    &c,    as   per   bond.      Nov   16,    1906.      7:1890.  7,.500 

Grosch,  Katie  with  Katharina  Brandt.  8Sth  st.  No  ,526,  s  s, 
246  w  East  End  av,  25x100.8.  Subordination  agreement. 
Nov    15.      Nov    16,    1906.      5:1584.  nom 

Gelber.  Joseph  and  Abraham  to  Saml  Blick  and  ano.  Stanton  st. 
No  12(i,  n  e  s.  150  n  w  Norfolk  st,  22.6x98,2.  Nov  13,  2  years 
6%.     Nov  16,   1006.     2:355.  3,000 

Graessle,  Anna  to  Jane  E  Pomeroy.     Av  A,  No  297.  w  s,  62  n  18th 

st,  30x90.     Nov  15,  3  years,  5%.     Nov  16,  190(!.     3:950.      7,000 
Gray,  Joseph  A.  Bayonne.  N  J,  to  Henry  A  Sohl.     St  Nicholas  av, 
s   w   cor   179th   st,   25x100.      P   M.      Nov   12,   3  years,  5%.      Nov 
19,  1006.     8:2162.  20.000 

Groszwirlh.  Ludwig  to  Charles  Griffen  et  al  trustees  Samuel  Wil- 
lets. 7th  st.  No  252.  s  s,  269.4  e  Av  C,  27..5x90.10.  Nov  19, 
1906.  5  years,  5%.     2:376.  26,000 

Goldfein,  Barnet  to  Abraham  Levenstein.  Henry  st.  No  208,  s  e 
cor  Clinton  st.  No  210,  23.9x100.  Collateral  for  mort  on  No 
309  Bast  109th  st.      Prior  mort  $63,000.     Oct  19,  due,   due,  &c, 

.     Nov  19,  1906.     1:269.  nom 

Garaventa,  Antonio  and  Benedetto  Casagrande  to  Francis  P  Fur- 
nald.  Spring  st,  Nos  201  and  203,  n  w  cor  Sullivan  st,  Nos 
92  and  94,  45.1x70.2x47.1x56.7.  Nov  15,  5  years,  5%.  Nov  19. 
1906.     2:504.  50,000 

Goldberg,  Annie  widow  to  Charles  Griffen  et  al  trustees  Samuel 
Willets  (Edward  Willets  trust).  13th  st.  No  541,  n  s,  120.4  w 
Av  B,  runs  w  24.8  x  n  10;^. 3  x  e  25  x  s  61.2  and  42.1  to  begin- 
ning. 5  years,  5%.  Nov  20,  1906.  2:407.  25,000 
Geery,  Alfred  to  Chas  H  Mundy.  Canal  st,  Nos  207  to  211,  n  s, 
53  w  Mulberry  st.  runs  n  64  x  w  .50.4  x  s  26.2  x  w  25.1  x  s  13.6 
to  st,  X  e  7S.8,  21-100  parts.  Prior  mort  $27,000.  Nov  14. 
1  year,  iV/r.  Nov  20,  1906.  1:206. 
Goldsmith,  Bella  to  Joseph  Hesdorfer.  115th  st.  No  120, 
3.50  w  Lenox  av,  25x100.11.  Due  Jan  25,  1912,  5%. 
1906.     7:1824. 

Gabren,  Chas  to  Henry  F  Schwarz.  West  End  av.  No  802,  e  s,  19 
s  99th  st,  16x80.     P  M.     3  years,  5%.     Nov  20,  1906.     7:1870. 

16,000 

Galway   (E   J)    Building  Co   to   Garfield  Building  Co.      17th   st.   No 

29,  n  s.  4.35  w  5th  av,  2.5x92.     Prior  mort  .$90,000.     Nov  20.  due 

Jan  1,  1908,  6%.     Nov  22,  1906.     3:819.  53,000 

Same    to    same.      Same    property.      Certificate    as    to    consent    of 

stockholders   to   above   mort.     Nov  20.     Nov  22,   1906.     3:819. 


1,000 


Nov  20, 
20,000 


The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved.         Notice  is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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Geyer.  Mary  B  to  LA^n-TERS  TITLE  INS  &  TRUST  CO      78th  st 
M„   IIS    n   R.   193.10  e  Park  av,   18.8x102.2.     Nov  22,   im^  rf^ 


J:^    due    (fee,  as  per   Dona.      imov   ji,  luvyi.     ti.^-oo.  t^.i.v. 

Dn'  Agnes  T  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
St'.  No  110.  s  s,  23.5.0  w  Columbus  av,  39.0x102.2.     Nov  21 


Hookey.  Wm  T  with  Hyman  Horwitz.     136th  st,  s  s 
sterdam    av     300x00.11.       Subordination    agreement.       Nov    14. 
Nov  21.  10(>»'!.     7;10S8.  ^^  _,  ,     .^,      Pir.S."'^ 

Hollander,    Matilda    to    Edward    R    Cohn.      Hudson    Bt     No    61o%, 

w  s.  50  s  Jane  st,  24x82.7x24x83.9,  n  s.    Prior  mort  $ .     Nov 

19.  100*5,  3  years,  (i%.     2:625.  37X)00 

Healy.  Timothy  D  to  Lion  Brewery.  6th  av,  Nos  827  and  82J, 
s  w  cor  47th  st.  No  100.  Saloon  lease.  Nov  16,  demand,  bA. 
Nov  21     lOCK'..     4:000.  ,       "-y^^ 

Hamerstein,  Oscar  and  Malvina  his  wife  to  F^^nk  W  Woolworth 
34th  st,  Nos  311  to  321,  n  s.  175  w  8th  av,  12oxl0..l.  to  s  s  ooth 
st  Nos  322  to  332.  Equal  lien  with  following  mort.  Nov  lo.  5 
years.  6%.     Nov  16,  lOOti.     3:758.  lio.OOO 

Same  to  same.  Same  property.  Equal  lien  with  above  mort- 
Nov  1.5,  5  years,  6%.     Nov  16.  1006.     3:758.  rl.'"'?*^ 

Hartwell,  John  A  to  TITLE  GUARANTEE  &  TRUST  CO.  53d  st. 
No  ,-.0,  s  s.  104  w  Park  av.  10x100.5.  P  M.  Nov  16,  due,  &e 
as  per  bond.     Nov  17,   1906.     5:1288.  .  ,on?i^*^*' 

Same  to  Euphemia  A  Hawes.  Same  Property  Prior  mort  ^rfO.WlO. 
Nov  15,  due,  &c,  as  per  bond.     Nov  li,  1900.     5:1_'8S.  ».ain) 

Harrisoi 

1006.  3  years,  5%.     4:1214.  40,000 

Hieman  Philip  W  to  Philip  Teets  et  al  exrs  Louisa  S  Teets.  Man- 
hattan av.  No  487.  w  s.  48.5  n  120th  st,  15x80.  Nov  20.  due, 
&c.  as  per  bond.     Nov  21.  1006.     7:1047.  i.OOO 

Holzman,  Jacob  to  N  Y  TRUST  CO.  2d  av,  No  157T,  w  s,  39.1 
s  82d  st,  19x61.5.  Nov  15,  3  years.  5%.  Nov  16,  1906.  5:- 
1.527.  8,500 

Same  and  Sarah  Holzman  with  same.  Same  property.  Subordina- 
tion agreement.      Nov   15.     Nov  16.   1906.     5:1527.  nom 

Hirsch.  Lina  to  A  B  C  Realty  Co.  129th  st.  No  113  East.  Ex- 
tension  mort.     Oct  29.     Nov  16.   1906.     6:177.8.  nom 

Hirshhorn.  Joe  to  Wolf  Brand.  4th  st,  Nos  368  and  370.  s  s,  (5 
e  Av  D.  46x96.  Prior  mort  $59,900.  Nov  15,  1  year,  6%.  Nov 
17,  1906.     2:357.  2,000 

Hirsch.  Isidore  to  Grand  Lodge  of  the  U  S  of  the  Independent 
Order  Free  Sons  of  Israel.  24th  st.  No  306.  s  s,  125  e  2d  av, 
25x98.9.     Nov  16,  3  years.  5%%.     Nov  17,  1906.     3:920.      20.000 

Hopkins.  Matthew  J  and  John  W  to  De  Witt  C  Flanagan  and  ano 
as  trustees.  10th  av.  No  202.  and  27th  st.  No  458  West.  All 
title.  Saloon  lease.  Nov  13,  demand,  6%.  Nov  17,  1906. 
3:724.  4,250 

Heuer,  Henry  O  and  Diedrich.  and  Ottilie  M  Boschen  and  Albertine 
M  Melius  exrs,  &c.  Henry  Heuer  to  Surety  Realty  Co.  Sth  av. 
No  2382.  e  s,  74.11  s  12Sth  st,  24.11x75.  prior  mort  .$10,000; 
St  Nicholas  av.  No  701,  n  w  cor  145th  st.  Nos  401  to  405.  34.11 
xlOO.  prior  mort  $40,000;  Sth  av.  No  2.306,  e  s,  25.5  s  124th  st, 
25.6x70.  prior  mort  $S,6()7;  Warren  st.  No  37.  s  s,  abt  50  w 
Church  st,  25x100;  Warren  st.  No  39.  s  s.  abt  75  w  Church  st, 
2.5xlOO,  P  M  as  to  Warren  st,  Nos  37  and  39.  prior  mort  $110,- 
000  on  same.  Nov  15,  due  May  1,  1907,  6%.  Nov  16,  1906. 
1:133,   7:1929.   1933   and   2060.  35,000 

Heifer.  Isaac  to  Julia  Bachrach.  185th  st,  n  s,  120  w  Wadsworth 
av,  50x02.0x50x61.9.  P  M.  Nov  13,  1  year,  6%.  Nov  16,  1906. 
8:2167.  5,000 

Hurwitz.  David  to  Harry  Lessem  and  ano.  114th  st.  No  245,  n  s, 
80  w  2d  av.  20x100.11.  Prior  mort  $15,000.  Nov  19,  1906,  due 
June   1,   1007.   6%.     6:1004.  400 

Same  to  H  Miller  admr  Robt  Townsend.  Same  property.  Nov 
19.  10O(),  due  Dec  1,  1900,  5%.     0:1664.  11,500 

Same  to  Richd  Grant.  Same  property.  Prior  mort  $11,500.  Nov 
10,    10O6.    3   years,    0%.      6:1664.  3,500 

Hawkins,  Eugene  D  with  Henry  S  Burger.  52d  st,  Nos  314  and 
316.  s  s,  109  e  2d  av,  38x100.5.  Extension  mort.  June  11. 
Nov  17.  1906.     5:1344.  nom 

Harlem  Presbyterian  Church,  a  corpn,  to  U  S  TRUST  CO  of  N  Y. 
Mt  Morris  Park  West,  s  w  cor  122d  st.  No  2,  100.11x100.  Nov 
10,  1906.  due,  &c.  as  per  bond.     0:1720.  50,000 

Haber,  Morris,  Samuel  Dworkowitz  and  David  Haber  to  Harry 
Abramowitz.  2d  av.  No  2322,  n  e  cor  119th  st,  Nos  301  and 
.303,  25.6x75.  Prior  mort  $30,000.  Oct  4,  2  years,  G%.  Nov 
19,  1906.     6:1796.  3,500 

Henna,  J  Julio  to  Rebecca  Witherell  and  ano  exrs,  &c.  Nathaniel 
Witherell.  72d  st.  No  24,  s  s,  367  w  Central  Park  West,  ISx 
102.2.     P  M.     Nov  15.  3  years,  — %.     Nov  22.  1906.     4:1124. 

35,000 

Howe,  Theo  L  C  to  Mark  Levy  and  ano.  33d  st,  Nos  334  and 
a36,  s  s,  210  w  1st  av,  50x98.9.  P  M.  Prior  mort  $68,000. 
Nov  22.  lOOR,  due  Jan  1,  1012,  6%.     3:038.  2,000 

Hebert,  Emma  L  to  BROOKLYN  TRUST  CO  trustee  John  Van- 
derbilt.  73d  st.  No  1.52.  s  s,  270  e  Amsterdam  av,  20x102.2.  1 
year.  4'^%.     Nov  20.  1006.     4:1144.  12,000 

Hirshfeld.  Max  and  Arthur  J  Zeeman  vendors  with  Wm  Fisch- 
man  and  Harry  Stoll  vendees.  Cathedral  Parkway,  s  s.  100  w 
Manhattan  av,  75x72.11.  Agreement  as  to  contract,  mortgages 
building  agent,  &c.  June  28.  1906.  (Re-recorded  from  Oct 
30,  1006).     Nov  20,  1006.     1:1845.  

.Haagen,  Alwine  to  Sarah  Katz.  Le/ington  av.  No  664,  w  s,  80.5 
n  .55th  St.  20x73.  Prior  mort  $14,500.  Nov  15,  demand,  6%. 
Nov   20,    1906.      5:1310.  9,000 

Ignatz.  Florio  Co-operative  Assoc  Among  Corleonesi  to  North 
American  Mortgage  Co.  80th  st,  s  s,  223  e  Av  A,  75x102.2. 
Due,  &c,  as  per  bond.     Nov  20,  1906.     5:1576.  55,000 

Same    to    same.      Same    property.      Certificate    as    to    consent    of 

stockholders  to  above  mort.      Nov  20,   1906.     5:1576.  

Ihrig,  Wm  G  to  Jacob  New  Realty  Co.  Oak  St.  No  18,  n  s  11  2 
e  New  Chambers  St.  20.2x100x25.3x100.2;   Oak  st.  No  20.  n  s 


37.4   e    New   Chambers   st, 
Nov  19,  1906.     1:116. 
Istel,    Charlotte    with    Rosa 
607  w  7th   av,   17x100.11. 
Nov  19,  1906.     7:1027. 


23.10x100.2.     Nov  13.  3  years,  5%. 

10,000 
R   Martin.      121st    st.    No    205,    n    s. 
Extension  mort.     Aug  14.     Nov   15. 

nom 

Jackson,  Isidore  and  Abraham  Stern  with  MUTUAL  LIFE  INSUR- 
ANCE CO  of  N  Y.  120th  st,  Nos  117  to  123,  n  s,  240  e  Park  av, 
75x00.11.  Subordination  agreement.  Nov  15.  Nov  19,  1906. 
0:1778.  nom 

Joseph,  Louis  and  Henry  S  Richland  to  METROPOLITAN  LIFE 
INSURANCE  CO.  107th  st,  n  s,  95  e  Manhattan  av,  7.5x100.11. 
Nov  20,  due  Nov  1,  1009,  6%.  Nov  21,  1900.  7:1843.  95,000 
Jablons,  Jacob  to  John  M  Bowers  et  al  exrs  Wm  H  Gebhard.  98th 
st  No  .54,  s  s  225  e  Columbus  av,  25x100.11.  Nov  19,  due 
March  28,  19H),  5%.     Nov  22.  1900.     7:1833.  19,000 

Jacobson,  Israel  to  Harry  Kraft.  110th  st.  No  338,  s  s,  225  w 
1st  av,  16.Sxl00.10.     Nov  16,  19O0,  1  year,  0%.     6:1087.        1,000 

Johanspn,  Charles  to  V  Loewers  Gambrinus  Brewery  Co.  Av  B, 
No  301,  s  e  cor  18th  st.  No  000,  — x— .  Saloon  lease.  Nov  15, 
demand,   6%.     Nov   10.   1900.     3:985.  2,000 

Jones,  Joseph  T  B  to  UNION  TRUST  CO  of  N  Y.  Warren  st, 
Nos  37  and  39,  s  s.  .50  2  w  Church  st,  50x100.  P  M.  Sept  19,  5 
years,  5%.     Nov  16,  1906.     1:133.  110,000 

Jerome.  Herman  and  Nathan  S  to  Eliz  M  Cauldwell.  Madison  av, 
Nos  2116  and  2118.  w  s.  19.11  s  133d  st,  40x80.  Nov  14,  3 
years,  4%%.     Nov  19,  1906.     6:1757.  17,000 

Same  and  Margt  P  Dyett  with  same.  Same  property.  Subordi- 
nation  agreement.     Nov   19,   1000.     0:1757.  nom 

Jarmulowskv,  Meyer  and  Louis  with  Clara  F  Smith.  Division 
st.  No  245,  s  s,  23  w  Montgomery  st.  23x48.7x23x48.6.  Sub- 
ordination agreement.     Nov  21.     Nov  22.  1006.     1:286.  nom 

Jones,  Augusta  L  to  Joseph  O  Dorland.  Warren  st.  No  115,  s  s. 
—X—;  4th  av.  No  352.  w  s.  79  n  25th  st.  19.9x75;  Lispenard  st. 
No  38.  s  e  cor  Church  st,  Nos  315  and  317  (219  and  221)  — x— ; 
West  st,  Nos  319,  320  and  321  and  Charlton  st.  No  136,  — x— ; 
also  property  at  Mt  Pleasant,  N  Y,  the  undivided  interest  and 
all  right,  title  and  interest  in  estate  of  Daniel  C  Kingsland  deed. 
Nov  19,  1  year,  6%.  Nov  20,  1906.  1:131  and  194;  2:596;  3:- 
855.  10,000 

Klein,  Josef  to  GERMAN  SAVINGS  BANK  in  City  N  Y.  73d  St. 
Nos  429  and  431.  n  s.  1.50  w  Av  A,  2  lots,  each  25x102.2.  2 
morts,  each  $15,000.     Nov  21,  1906,  5  years,  5%.     5:1468.     30.000 

Klein,  Josef  to  Thos  Morrissy  et  al  exrs  Thos  Garry.  73d  st.  No 
416,  s  s,  263  e  1st  av,  25x102.2.  Nov  21,  1906,  5  years,  5%. 
5:1467.  15,000 

Kempner,  Isidor  H  and  Rebecca  M  Lausen  with  GERMAN  SAV- 
INGS BANK.  Slst  St.  No  242  Bast.  Subordination  agreement. 
Nov  20.     Nov  21,   1000.     5:1.520.  nom 

Kempner,  Isidor  H  to  GERMAN  SAVINGS  BANK  in  City  N  Y. 
Slst  St.  No  242,  s  w  cor  2d  av.  No  1559,  20.1x80.  Nov  19,  3 
years.  4%%.     Nov  21.   1906.     5:1.52(5.  5,000 

Kunz,  Fred  to  TITLE  GUARANTEE  &  TRUST  CO.  130th  st.  No 
4.  s  s.  85  w  5th  av.  25x99.11.  Nov  20,  due,  &c,  as  per  bond. 
Nov  21,   1906.     6:1733.  11.000 

Kalisher,  Malvina,  Grace  K  Wolff  and  Isabel  Traub  to  Mathilde 
S  Sterne  et  al  exrs  Simon  Sterne.  74th  st,  No  134,  s  s,  75 
w  Lexington  av,  18.9x08.2.  Nov  14,  5  years,  5%.  Nov  16, 
1906.     5:1408.  11,000 

Kellv,  Wm  J  to  LAWYERS  TITLE  INS  &  TRUST  CO.  91st  st.  No 
74.  s  s,  1(X)  e  Columbus  av,  21xl(X).8.  Nov  15,  3  years,  5%. 
Nov  16.  1906.     4:1204.  18,000 

Kight,  Alonzo  B  to  Wm  H  Black.  95th  st.  Nos  202  and  204,  s  s, 
100  w  Amsterdam  av,  62.4x100.10x56x100.8.  Nov  15,  3  years, 
5%.     Prior  mort  .$85,000.     Nov   16.   1906.     4:1242.  10,000 

King,  Chas  G  G.  N  Y,  and  Philomena  Schultz,  Queens  Borough, 
N  Y,  to  Mary  Holahan.  24th  st.  No  43,  n  s,  241.8  e  0th  av, 
20.10.X9S.9.  P  M.  Nov  12,  3  years,  5  1-7%.  Nov  17,  1906. 
3:826.  35.000 

Kurzrok,  Raphael  and  Isidor  Jackson  and  Abraham  Stern  with 
LAWYERS  TITLE  INS  &  TRUST  CO.  101st  st,  n  s,  SO  e  Lex- 
ington av,  240x100.11.  Subordination  agreement.  Nov  16.  Nov 
17,  1906.     6:1629.  nom 

Kitt.  George  to  Cornelius  F  Kingsland.  Sth  av,  Nos  2266  and 
2268,  e  s,  50  s  122d  st,  2  lots,  each  25x99.11.  2  morts,  each 
$23,500.     Nov   19.   1000,   5  years,   5%.     7:1927.  47,000 

Klein,  John  to  N  Y  SAVINGS  BANK  of  City  of  N  Y.  114th  st. 
No  273,  n  s,  1.50  e  Sth  av,  25x100.11.  Nov  19,  1906,  due,  &c, 
as  per  bond.     '7:1830.  16.000 

Kick.  Theophile  to  MUTUAL  LIFE  INS  CO  of  N  Y.  7th  av,  Nos 
409  and  475  to  479.  s  e  cor  36th  st,  Nos  1.58  to  164,  runs  e  140 
X  s  0S.9  X  w  140  to  e  s  7th  av  X  n  15  X  e  00  X  n  29.4  x  w  60  to 
e  s  7th  av  x  n  54.5  to  beginning.  Nov  15,  due,  &c,  as  per  bond. 
Nov  22,  1906.     3:811.  150,000 

Konecke,  Henry  to  V  Loewers  Gambrinus  Brewery  Co.  60th  st. 
No  202  West.  Saloon  lease.  Nov  21,  demand,  6%.  Nov  22. 
1906.     4:1151.  1,278 

Katz,  Jacob  to  Chas  Lowenfeld.  111th  st.  No  70,  s  s,  230  w  Park 
av,  lO.SxlOO.ll.  P  M.  Prior  mort  $7,000.  Nov  22,  1906,  3 
years,   6%.     6:1616.  2,000 

Keitel,  Thomas  to  Adolph  Baum  and  ano.  141st  st,  Nos  272  and 
274.  s  s.  100  e  Sth  av,  2  lots,  each  25x99.11.  2PM  morts 
.$3,000.  2  prior  morts  $22,000  each.  2  years,  6%.  Nov  20 
1006.     7:2026.  6.000 

Kirshbaum.  Marks  to  TITLE  GUARANTEE  AND  TRUST  CO. 
01st  st.  No  113.  n  s.  1.50  e  Park  av.  15x100.8.  Nov  19,  due,  &c. 
as   per   bond.      Nov   20,    1906.      5:1520.  8  (XX> 

Kurzrok,    Raphael   to   Godfred  M  Lebhar.      144th  st.   No  246,   s  's 
350   e   Sth   av,   50x90.11.      Prior   mort   $46,000.      3   years,   6%. 
T:2029.  11.000 


Nov    20.    1906. 


Kocher,  George  and  Emma  to  Benjamin  and  Samuel  Aufses.  2d 
av.  No  1343,  w  s.  50  s  71st  st,  25x72.  P  M.  Nov  19,  5  years 
5"r.     Nov  20,   1900.     5:1425.  8  500 

Kocher,  George  and  Emma  to  Samuel  Aufses.     2d  av.  No  1335  'w 

o^'^^^  "^^^h^^-  25-Gx72.     P  M.     Nov  19.  5  years,  5%.     Nov 
20,  1906.    5:1425.  11500 
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King,  Hanna  and  Ida  ana  Abraham  Salkin  to  W  Emlen  Roosevelt 
and  ano  trustees.  Cherry  st,  No  174,  n  s,  abt  85  e  Market  st, 
25x11-1x25x112.     Nov  19.   5  years,  5%.     Nov  20.   1906.     1:254. 

17,500 

Lehmann,  Meier  with  John  M  Bowers  et  al  exrs  Wm  H  Gebhard. 
98th  St.  No  54  West.  Subordination  mort.  Nov  19.  Nov  22. 
1906.     7:1833.  nom 

Leibowitz,  Kesil  and  Abram  Jankelewitz  and  BenJ  M  Gruenstein 
and  Sophia  Mayer  with  Alonzo  Kimball.  2d  av.  No  1848. 
Subordination  agreement.     Nov  15.     Nov  22,  1906.     5:1558.      nom 

Leibowitz,  Kesil  and  Abram  Jankelewitz  and  Benj  M  Gruenstein 
and  Sophia  Mayer  with  Sarah  W  Gilbert.  2d  av.  No  1850. 
Subordination  agreement.     Nov  15.     Nov  22,  1906.     5:1558.      nom 

Lichtenstein,  Julius  to  Chas  H  Lowerre.  Water  st.  No  131,  s  e  s. 
abt  22  w  Pine  st.  20.9x78.4x20.6x81.9.  Nov  21,  5  years,  4%%. 
Nov  22,  1906.     1:38.  20,000 

Same  and  Feist  H  Strauss  with  same.  Same  property.  Subordi- 
nation  agreement.      Nov  21.     Nov  22.   190<>.     1:38.  nom 

Levy,  Jefferson  M  to  Jos  Shardlow.  Fulton  st.  No  114,  s  s,  abt  28 
w  Dutch  st,  25.3x82.6x25.3x81.8  w  s;  Fulton  St.  No  116,  s  s, 
50.6  w  Dutch  st,  25.3x83.  P  M.  Prior  mort  $130,000.  Nov 
21,  1  year,  6%.     Nov  22.  1906.     1:78.  25,000 

Same  to  EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S.  Same  prop- 
erty. P  M.  Oct  15,  due  Jan  1,  1910,  5%.  Nov  22,  1906. 
1:78.  130,000 

Louis  Meyer  Realty  Co  to  Matthew  Kaicher.  8d  av,  Nos  1717  and 
1719,  e  s,  62.11  s  97th  st,  37.9x100.     Prior  mort  $52,000.     Nov 

15,  installs.  6%.  Nov  21,  1906.  6:1646.  10,000 
Lopez-Diaz,    Julian    A,    New    Rochelle,    N    Y,    to    Sarah   A    Purdy. 

East   Broadway,   No   144,   n   s,   225.8   w  Rutgers  st,   25x61. Ix25x 
61.11  e  s.     Nov  22,  1906,  3  years,  4y2%.     1:283.  9,000 

Lamport,  Nathan  to  Hyman  Levin.  105th  st,  Nos  315  and  317. 
n  s,  200  e  2d  av,  40x100.11.  except  strip  on  w  0.1%x88.0%. 
P  M.     Nov  15,  5  years,  6%.     Nov  20,  1906.     6:1677.  12.000 

Levine,   Isaac    to   James   W   Halstead   and   ano   exrs,   &c,    Pearson 
Halstead.     Monroe  st.  No  142,  s  s.  47  w  Jefferson  st,  23.6x100. 
3  years,  5%.     Nov  16,   1IX)0.     1:256.  20,000 

Lese,  Louis  to  Katharine  R  Jackson  et  al  exrs  Wm  H  Jackson. 
134th  St.  No  50,  s  s.  00  e  Madison  av,  25x99.11.  Nov  15,  2 
years,    51/2%.      Nov    17,    190t).      6:1758.  •  7,000 

LAWYERS  TITLE  INSURANCE  &  TRUST  CO  with  Hermon  Wake- 
man  et  al.  Attorney  st,  Nos  36  to  44,  s  e  cor  Broome  st.  No 
157.  lOOx.50.     Extension  mort.  May  28.     Nov  20.  1906.     2:341.  nom 

London,  Meyer  with  Greenwood  Cemetery.  Av  D,  Nos  4.5  and  47. 
w  s,  41  n  4th  st,  44x80.  Extension  mort.  June  22,  1905.  Nov 
21,  1906.     2:374.  nom 

Lewine,  Solomon  and  Louis  Danis  and  Harry  Wittenberg  to  LAW- 
YERS TITLE  INSURANCE  &  TRUST  CO.  67th  st,  Nos  226  to 
230,  s  s,  100  w  2d  av.  3  lots,  each  40x100.5.  3  morts,  each 
$40,000.     Nov  21,   1906,   5   years,   5%.     5:1421.  120.000 

Lewy,  Sigmund  and  Henry  Hollerith  to  John  H  Betz.  74th  st.  No 
342,  s  s,  200  w  1st  av,  24.11x102.2.     Nov  15,  3  years.  5%.     Nov 

16.  1906.  5:1448.  15.000 
Lissberger,  Lippmann  W  to  Harry  U  Rosenthal.     92d  st.  No  135, 

n  s,   24  w  Lexington  av.   15x100.8.      P  M.     Prior  mort  $12,.500. 

Oct  5,  due  May  14.  1909,  6%.     Nov  21,  190<3.     5:1521.  3,000 

London,  Meyer  to  Moses  S  Shill.     Av  D.   Nos  45  and  47,  w  s,  41 

n  4th  st,  44x80.      Prior   mort  $40,000.     Nov  20.  3  years,  6%. 

Nov   21,   1906.      2:374.  12,000 

Levy,   Hattie   wife   and    Samuel   with   John    A   Aspinwall   and   ano 

trustees   Kath    A    Kingsland    will    Wm    H   Aspinwall.      119th   st. 

No  3  East.  Extension  mort.  Oct  29.  Nov  21,  1906.  6:1746.  nom 
Louis   Meyer   Realty   Co   to   Matthew   Kaicher.      97th   st.   No   200, 

s  e  cor  3d  av,   Nos  1721  and  1723.  62.11x51.     Prior  mort  $50.- 

000.  Nov  15,  installs,  G%.  Nov  21,  1906.  6:1646.  25.000 
Louis   Meyer   Realty   Co   to    Matthew   Kaicher.      07th   st,   No   202, 

s  s,  51  e  3d  av,  49x62.11.     Prior  mort  $35,500.     Nov  15.  installs, 
6%.     Nov  21.  1906.     6:1646.  8,000 

Lewkowitz,  Gustav  and  Herman  Fuld  to  Oscar  R  Meyer  as  com- 
mittee Linda  Meyer.  58th  st,  Nos  444  and  446,  s  s,  80  w  Av 
A,  41.5x100.5.  Nov  19.  5  years,  4%%.  until  Jan  1,  1908,  there- 
after at  5%.     Nov  20,  1906.     5:1369.  42.500 

Lewin,  Alfred  with  Geo  H  Kelm  as  trustee  for  Chas  C  Weber. 
52d  St.  No  513.  n  s.  175  w  10th  av.  Subordination  agreement. 
Nov   19.      Nov  20,   1906.     4:1081.  nom 

Lordi,  Giovanni  and  Caesar  Assetta  with  John  E  Roosevelt  and 
ano  trustees.  Cherry  st.  No  174.  Subordination  agreement 
Nov  9.     Nov  20,  1906.     1:254.  nom 

Ludins,   David   G   to   Wm  J  Peck  et   al   trustees  for  creditors  Da- 
vid  G    Ludins.      95th   st.    Nos   328   to   336,    s   s,    125   w   1st   av 
125x100.8.     Nov  14.  due.  &c.  as  per  bond.     Nov  20.  1906 
5:1557.  32.481.26 

Leamey.  Michl  and  Johanna  Individ  and  as  wife  said  Michl 
Leamey  to  Anna  L  Lynch  guardian  Chas  M  Lynch.  66th  st  No 
332,  s  s.  274.8  w  1st  av,  25.4x100.4.  Nov  22,  1906,  5  years 
5%.     5:1440.  5,000 

Livingston.  Louis  and  Myer  S  Perlstein  to  Chas  Friedman  and 
ano.  100th  St.  Nos  318  and  320,  s  s.  2.54  e  2d  av,  49.4x100  11 
P  M.  Prior  mort  $43,000.  Nov  20.  5  years,  6%  Nov  '>'* 
1906.     6:1671.  17,000 

Lublmer,  Annie,  Rose  Landau  and  Frances  Steinberg  to  Alonzo 
Kimball.     99th  st.  No  57,  n  s,  200  w  Park  av.  25x10011      Nov 

1.  3  years,  5%.  Nov  22,  1906.  6:1605.  20.000 
Same    and    Leo    Srhafran    with    Alonzo    Kimball.      99th   st.    No   57 

East.     Subordination  agreement.     Nov  1.     Nov  22^  1906.' 6:1605. 

Ladinskl,  Louis  and  Richard  Cross  with  American  Mortgage  Co 
68th  st,  Nos  431  and  4.33,  n  s,  1,50  w  Av  A,  50x%  bik  Sub- 
ordination agreement.     Nov  19.     Nov  22,  1906.     5:1463.  nom 

Ladinski,  Louis  and  Pincus  Lowenfeld  and  Wm  Prager  with  Wm 
Cross.  68th  st.  Nos  431  and  433,  n  s.  150  w  Av  A  50xV.  blk 
Subordination  agreement.     Nov  19.     Nov  22,  1906.    5;1463.      nom 


Laible,   John   to   Joseph   Jaeger.     Waverly  pi,   No  174,   w  s,   75   n 

Christopher   st.   21.4x85.      P   M.      Prior  mort  $ .      Nov  20,   3 

years,  6%.     Nov  22,  1906.     2:610.  4,000 

Lorber.  Saml,  Alois  Ebert  to  LAWYERS  TITLE  INS  &  TRUST 
CO.  100th  st,  No  317,  n  s,  260  e  2d  av.  40x100.11.  July  12. 
due  June  30,  1910.  5%.     Nov  22,  1906.     6:1672.  36.000 

Same  and  Max  Schreider  and  Jos  Lengal  and  STATE  BANK  with 
same.  Same  property.  Subordination  agreement.  Nov  14. 
Nov  22,  1906.     6:1672.  nom 

Leibowitz,  Kesil  and  Abram  Jankelewitz  to  Sarah  W  Gilbert. 
2d  av,  Nos  1848  and  18.50.  e  s,  50.8  s  96th  st,  2  lots,  each  25 
xlOO.  2  morts,  each  $20,000.  Nov  16,  3  years,  5%.  Nov  22, 
1906.     5:1558.  40.000 

Liebcr.  Max  to  Fredk  H  Nadler.  82d  st,  Nos  530  and  532,  s  s, 
231.4  w  East  End  av,  33.4x102.2.  P  M.  Nov  22.  1906,  5  yrs, 
6%.     5:1578.  14,000 

Lieber,  Max  to  Fredk  H  Nadler.  82d  st,  Nos  526  and  528,  s  s, 
264.8  w  East  End  av.  33.4x102.2.  P  M.  Nov  22,  1006,  5  yrs, 
6%.     5:1578.  14,000 

Lorber,  Saml,  Nathan  Leibson  and  Levi  W  Rubenstein  to  LAW- 
YERS TITLE  INS  &  TRUST  CO.  l(X)th  st,  Nos  313  and  315. 
n  s.  220  e  2d  av,  40x100.11.  July  12,  due  June  30,  1910,  5%. 
Nov  22,   1906.     0:1672.  36,000 

Same  and  Abraham  Lazinsk  and  Abraham  Bester  with  same. 
Same  property.  Subordination  agreement.  July  13.  Nov  22, 
1906.     6:1672.  nom 

Lesser,  Jacob  J  and  Moses  Pechter  with  Max  Vogel  and  ano. 
96th  st.  No  168  East.  Extension  mort.  Oct  15.  Nov  16,  190(5. 
5:1524.  nom 

Lowther,   Cath   L,    Riverside,   Conn,   to   J   Harvey  Ladew   and   ano 
trustees    Harvey    S    Ladew    tor    benefit    Louise    L   Williams,    &c. 
No  51,  n  s.  188  e  6th  av.  24x98.9.     Nov  19,  1006,  3  yrs, 
"  ""  50,(X)0 

to   Abraham    Lubetkin    and   ano.      Broome    st. 


22d  st, 

4%%.      3:824. 
Lazerowitz,    Simon 


No  270,   n   s,   39.8  e   Allen   st,   24x75.6x24x75.3;    Broome   st.   No 
272,  n  s,  22.4  e  Allen  st,  17.4x75.3x17.6x75.1.     P  M.     Nov  15,  1 
"  1,000 

04th  St.  No  38, 


year,  (i%.     Nov  10,  1906.     2:414. 
Low.  Ethelbert  I  to  BROOKLYN  TRUST  CO 


21x100.5.      Nov   12,   1   year.   4%%. 


Nov    16, 

25,000 

10th  av.  No  831.  n  w 

Nov  15.  demand.  6%. 

4,000 

Park  av.  No  1080,  n  w 

due,    &c.   as   per   bond. 

26,000 


212    w    Park    av, 
1906.     5:1378. 

Loughlin,  Ellen  to  Obermeyer  &  Liebman. 
cor  55th  st.  No  501,  20x80.  Leasehold. 
Nov   16,   1906.     4:1084. 

Langhorst,  Fredk  W  to  Rachel  H  Pfeiffer. 
cor  8Sth  st,  25.8.X82.2.  Nov  16.  1906, 
5:1500. 

Levine,  Isaac  to  Chevra  Meneakschie  Sholem  Anschi  Molodecna. 
Monroe  st.  No  142,  s  s,  47  w  Jefferson  st,  23.6x100.  P  M.  Prior 
mort   $20,000.      Nov    15.    2   years,    G%.      Nov    17,    1906.      1:2.56. 

5,500 

Same  to  Jacob  Levin.  Same  property.  P  M.  Prior  mort  $20,000. 
Nov  15,  due  May  15,  1907,  6%.     Nov  17,  1906.     1:256.  8,000 

Levin,  Hyman  to  Julius  Samuels.  105th  st,  Nos  315  and  317,  n  s, 
200  e  2d  av,  40xl<X).ll.  except  from  above  105th  st,  n  s,  200  e 
2d  av,  runs  n  88  x  e  O.lVa  x  s  88  to  105th  st,  x  w  0.1%  to  be- 
ginning.    Nov  15,  5  years,  5%.     Nov  17,  1006.     6:1677.  37,000 

Middle-Town  Realty  Co  to  METROPOLITAN  LIFE  INSURANCE 
CO.  8th  av.  Nos  2862  and  2864,  e  s,  37.5  s  153d  st,  37.5x 
100.     Nov  20,  due  Nov  1.  1909,  6%.     Nov  21,  1906.     7:2038. 

37,000 

Morris,  John  P,  Jersey  City,  N  J,  to  Annie  L  Horn.  47th  st,  Nos 
402  to  412,  s  s,  60  e  1st  av,  11,5x125.10.  All  title  to  buildings 
on  east;  also  all  title  to  47th  st,  No  414,  s  s,  175  e  1st  av. 
25x100.5.  Leasehold.  Also  46th  st.  No  413,  n  s,  175  e  1st  av, 
25x100.5.     P  M.     Nov  21,  1906,  5  years.  5%.     5:13.58.  gold,  40,000 

Meenan,  Mary  to  Lion  Brewery  of  N  Y  City,  2d  av.  No  834  e  s, 
91.5  n  44th  st.  18x70.  Nov  15,  demand,  5%.  Nov  17,  IWMi. 
5:1.337.  2,000 

McBride,  Lucy  E  wife  of  and  John  E  to  EQUITABLE  LIFE  AS- 
SURANCE SOCIETY  of  the  U  S.  56th  st.  No  304,  s  s.  100  w 
8th  av.  runs  w  20.10  x  s  100.5  x  w  4.4  x  s  13.5  x  e  25  x  n 
113.10  to  beginning.  Prior  mort  $17,000.  Nov  15,  due  June  30, 
1910,  5%.     Nov  21,  1906.     4:1046.  gold,  2,000 

Meyer,  Christian  to  Lion  Brewery.  Lexington  av,  No  1651,  n  e 
cor  104th  st,  Nos  151  and  1.53.  Saloon  lease.  Nov  13,  demand. 
6%.     Nov  21,  19t"»l>.     6:1632.  4,500 

McGurn,  Wm  B  to  Lion  Brewery.  24th  st,  No  103  West.  Saloon 
lease.     Nov  16.  demand,  6%.     Nov  21,  1906.     3:800. 

McKenna,    Andrew   (o   Lion    Brewery.      Spring  st.   No   2.58. 
lease.      Nov   16,   demand,  6%.     Nov   21,   1906.     2:579. 

Middle  Town  Realty  Co  to  METROPOLITAN  LIFE  INSURANCE' 
CO.  8th  av,  Nos  2860  to  2868,  s  e  cor  1,53d  st.  No  270,  99.11x 
100.  Certificate  as  to  consent  of  stockholders  to  3  morts  ag- 
gregating $110,000.     Nov  20.     Nov  21.   1906.     7:2038.  

Middle  Town  Realty  Co  to  METROPOLITAN  LIFE  INSURANCE 
CO.  8th  av,  Nos  2866  and  2868.  s  e  cor  153d  st.  No  270  37  5x 
100.     Nov  20,   due   Nov  1.   1909.  6%.     Nov  21,   1006.     7:20.38 

48.000 

Middle  Town  Realty  Co  to  METROPOLITAN  LIFE  INSURANCE 
CO.  8th  av,  No  2860,  e  s,  74.11  s  153d  st,  25x100.  Nov  20  3 
years.   6%.      Nov  21,   190(!.     7:20.38.  25  000 

McCord,  Randolph  F  to  TITLE  GUARANTEE  &  TRUST  ~C0. 
Madison  av.  No  1.597,  e  s.  75.11  s  108th  st,  25.\83.  Nov  10  due 
&c,  as  per  bond.     Nov  21,  1906.     6:1613.  14,000 

Musgrave,  Ellen  with  John  M  Bowers  et  al  exrs  Wm  H  Gebhard. 
98th  st.  No  .54  West.  Subordination  mort.  Nov  19  Nov  ^'^ 
lOOt!.     7:1833.  nom 

Miller,  Julius  to  Althea  R  Ward  trustee  Geo  Rudd.  Rivington  st, 
Nos  332  and  334,  n  w  cor  Mangin  st.  Nos  79  and  81  59  7x 
81.3.     Nov  21,  3  years,  5%.     Nov  22,  1906.     2:324.  '     56,000 

Mottolo,  Angelo  to  DeWitt  C  Flanagan  and  ano  TRUSTEES  &c 
2d  av.  No  2000.  Saloon  lease.  Nov  16,  1900,  demand,  07c.  6:- 
1675.  800 


1,000 
Saloon 
5,615.45 
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GAS  COOKERS    ^ ' GAS  HEATERS 

I    SOLVE  THE  FUEL  PROBLEM        : :        CLEANLY,  EFFICIENT,  ECONOMICAL    | 


We   Rent  a 
aa»    Range 

$3 

Per    Year 

A  handsome  up-to-date  line  of 
appllanccg  may  be  seen  et  our  offices 


We  Rent  a 
Gaa    Range 

$3 

Per    Year 

CONSOLIDATE.D  GAS  COMPANY  OF  NEW  YORK 


Miller.    Abe   and    Max   Canuo   and   Adolph   Fox    to    Solomon   Plaut. 

1st  av.  No  220.  e  s.  155  s  14th  st,  25.0x66.     Oct  29,  3  years, 

5%.     Nov   1,    1!I06.     2:441.      Corrects   error   in   Issue   of   Nov  3. 

when  distance  from  cor  was  1S0.6.  22.000 

McCauIey    Margt  M  to  Geo  H  Tiemeyer.     132d  st.  No  6,  s  s.   110 

w  5th  av,  25x99.11.     P  M.     Nov  15,  2  years,  6%.     Nov  16,  190ti. 

6:1729.  4'<50O 

Morris.  Sara  to  Magdalena  Herbert.     85th  st.  No  311,  n  s,  150  e 

2d  av    25x102.2.     P  M.     Prior  mort  $12,000.     Nov  15,   due  Mar 

1,  1909.  5%.     Nov  16,  1906.     5:1548.  3,000 

McConnell,   Alex   to   TITLE   GUARANTEE   AND  TRUST   CO.      54th 

st    No  265.  n  s,  25  e  Sth  av,  18.9x62.11.     Due,  &c,  as  per  bond. 

Nov  16,   1906.     4:1020.  15,000 

■  Same    to    Archibald    M    Maclay   and   ano.      Same   property.      Prior 

mort   115,000.      Due,   &c,   as  per  bond.      Nov   16,   1906.     4:1026. 

McCord.  Ira  L  to  Saml  V  D  White.  Central  Park  West.  No  385 
and  386    w  s.  25.2  s  99th  st,  55.6x100.     P  M.     Prior  mort  $175,- 

000.  Nov  15,   installs,  5<-r.     Nov  16,   1906.     7:18.34.  50.000 
Same  to  Jos  W  Bott.     Same  property.     Prior  mort  $150,000.     Nov 

1.  1  year,  ^Wa.     Nov  10,  1906.     7:1834.  25,000 
Martinson,   Julius   to  Robert  Kommel  and  ano.     Rivington  st.   No 

52  n  w  cor  Eldridge  st.  Nos  191  and  193,  20x75.  P  M.  Nov 
1.5;  installs,  6%.     Nov  17,  1906.     2:421.  3,750 

Sanie  to  same.  Same  property.  P  M.  Prior  mort  $43,750.  Nov 
16.  due  Feb  16.   1907.  69;.     Nov  17,  1906.     2:421.  1,200 

McArdle,  Wm  J  to  Ernest  C  Brower.  Cherry  st.  No  446,  n  s,  abt 
78  e  Jackson  st,  25x100.  Nov  15,  installs,  5V49i-  Nov  16,  1906. 
1:203.  1.500 

McKee,  John  to  John  B  Shea.  123d  st.  No  242,  s  s,  62  w  2d  av, 
18x50.     Nov  10,  1900,  3  years,  57c-     6:1787.  7,500 

Morgan,  Townsend  to  Grant  Squires  as  exr  Catherine  Donovan. 
145th  st  No  410.  s  s.  178  w  St  Nicholas  av,  15.0x99.11.  Nov  13. 
due  July  1,  lt»08.  — %.     Nov  16.  1900.     7:2050.  11.000 

Miller.  Adolf  and  Harry  U  Rosenthal  to  Wm  P  Douglas  exr  John 
G  Kane.  S2d  St.  No  420,  s  s,  181.6  w  Av  A,  25x102.2.  Oct  31, 
3  years,  57c.     Nov  20.  1906.     5:1561.  20,000 

Malonev,  John  to  F  &  M  Schaefer  Brewing  Co.  Market  st.  No 
S3.      Saloon  lease.      Demand,   6%.      Nov  20,   1906.      1:250.       3.000 

Monday.  Lena  to  Samuel  Kamlet  and  ano.  Eldridge  st.  No  197, 
w  s.  "100  n  Rivington  St.  25x100.  P  M.  Prior  mort  $26,000.  Nov 
1.  installs,  67r.     Nov  20.  1906.     2:421.  11,500 

Majud,  Joseph  to  Elias  Alexander.  Crosby  st.  No  49,  e  s,  187.4 
n  Broome  st.  25x100.  P  M.  Nov  15,  due  April  30,  1909,  6%. 
Nov  20,   1900.     2:482.  10,000 

Minister,  Elders,  &c,  of  Reformed  Protestant  Dutch  Church  of 
City  N  Y.  to  Albert  Friedlander.  Lafayette  st,  Nos  392  to 
400,  n  w  cor  4th  st.  Nos  11  to  19,  — x— .  Consent  to  mortgage 
for  $30,000.      Nov  19.     Nov  20,   1906.     2:545.  _  • 

Mever,  Harrison  D  with  Henry  Moeller.  3d  av.  No  1497.  Subor- 
dination agreement.     Oct  20.  1906.     Nov  20,   1906.     5:1530.     nom 

Major,  Kate  O  to  Mary  J  Mondorf  guardian  Josephine  Dodin. 
140th  st,  No  471,  n  s,  76  e  Amsterdam  av,  lS.x99.11.  Nov  22, 
190<>.    3   years.   5'^r.      7:2057.  12,500 

Martin.  Euphemia  I  to  N  Y  TRUST  CO.  S4th  st.  No  106,  s  s.  175 
w  Columbus  av,  21x102.2.  Nov  13,  due  Nov  1,  1909,  4%%. 
Nov  22.  1906.     4:1214.  10.000 

McGleenan,  John  to  TITLE  GUARANTEE  &  TRUST  CO.  49th  st, 
No  247,  n  s.  116  w  2d  av,  18x100.5.  P  M.  Nov  15,  due,  &c.  as 
per   bond.     Nov   19.    1906.      5:1323.  7,000 

Mandl,  Nicol  M  to  Louis  J  de  Milhau  et  al.  10th  st,  n  s,  145.0 
e  Av  A.  runs  n  94.9  x  e  4  x  n  19.9  x  e  21  x  s  114.6  to  st  x  w 
25   to  beginning.     Nov   19,   1906,   due  Dec  1,   1911,   5%.     2:404. 

22,000 

Marculescu,  Solomon  to  Real  Estate  Mortgage  Co  of  N  J.  Clin- 
ton st,  Nos  22  and  24,  e  s.  250  s  Houston  st,  2  lots,  each  25x 
100.2,  2  morts,  each  $28,000.  Nov  19,  1906,  5  years,  57c. 
2:350.  76.000 

Nierenberg,  Morris  to  Abram  I  Lakritz.  67th  st,  Nos  231  to  237, 
n  s.  425  w  Amsterdam  av,  100x100.5.  Nov  22,  1906.  due  Dec 
1.   1906,  0%.     4:1159.  1.000 

N  Y  Society  for  Relief  of  Widows  and  Orphans  of  Medical  Men 
with  Jennie  Specht.  32d  st.  No  234  East.  Extension  mort. 
Nov  10.     Nov  22.  1900.     3:912.  nom 

Nadler.  Fredk  H  to  Daniel  R  Kendall  and  ano  trustees  John  L 
Rogers.  82d  st.Nos  532  and  534,  s  s,  231.4  w  East  End  av, 
33.4x102.2.      Nov   22.    1006,    3   years,   57c-      5:1578.  2S,(K10 

Nadler,  Fredk  H  to  Bronx  Investment  Co.  S2d  st.  Nos  526  and 
528.  s  s,  264.8  w  East  End  av,  33.4x102.2.  Nov  22,  1900,  3 
years,   57c-     5:1578.  28,000 

Newman.  Sig  L  to  Daniel  A  Davis  and  ano  trustees  for  Marion  B 
Eldredge  will  Orris  K  Eldredge.     29th  st,  No  106,  s  s,  107.1  w 
6th    av,    21.4x98.9.      Nov    19,    5   years,   4%%.      Nov   20,    1906. 
3:S04.  22.000 

Neidenberg,  Rosi  and  Amalie  Cohen  to  Francis  P  Furnald.  Can- 
non st,  Nos  119  and  121,  w  s,  158  n  Stanton  st,  41.7x100.     Nov 

13.  5   years.   57c.     Nov   19,   .190(5.      2:335.  45,000 
Nugent.    Thomas    to    Louise    L    Williams    et    al    trustees    Rebecca 

Ladew.  06th  st,  Nos  39  and  41,  n  s,  300  w  Central  Park  West. 
50x100.5.      Nov    19,    19(M3,   5   years,   4%%-      4:1119.  53,000 

Niederreuther,  Wm  to  LAWYERS  TITLE  INS  &  TRUST  CO.  101st 
st.  No  146,  s  s,  3.53.6  e  Amsterdam  av,  runs  s  55.8  x  e  0.0  x  s 
45.3  X  e  27.2  x  n  100.11  x  w  25  to  beginning.  P  M.  Nov  15. 
5  years,  5%.     Nov  16.   1900.     7:1855.  16.(KD0 

Oppenheim.  Jacob  to  Julius  Miller.  Grand  st.  Nos  426  and  428, 
n  e  cor  Attorney  st,  Nos  24  and  26,  40.x90.  right  of  way  over 
10  ft  alley  on  north.  P  M.  Prior  mort  $70,000.  Nov  14.  5 
years.   67r.     Nov   10.   1900.     2:341.  22.300 

Same  to  same.   Same   property.     P  M.     Prior  mort  $92,300.     Nov 

14,  8  years,  07c.     Nov  16,  190(3.     2:341.  12,000 
Olsen.   Gesina  to  whom   it  may  concern.     Park  av,  n  e  cor  H3th 

st.   No  101.   100.11x20.     Certificate   as  to  payment  of  $6,000  on 

account  of  mort.     Nov  20.     Nov  21.  1906.     (i:1641.  

Osterman.    Ascher   to   Birdie   Berliner.      126th   st.   No  38,   s   s,   20 

w  Madison  av,   18xS2.ll.     Nov  13,  5  years,  67c.     Nov  20,  19O0. 

6:1750.  6,000 

Ockenfuss.    Gustave    to    Franklkin    P    Trautmann    et    al    trustees 

Fredk  E   Mather  for  benefit  Isabella  P  Taylor  et  al.     10th  av. 


No  .325,  w  s,  24.8  s  29th  st,  24.8x100.     Nov  21,  due,  &c,  as  per 
bond.     Nov  22.  1906.     3:700.  9,000 

Same  to  August  Busch.  Same  property.  Prior  mort  $9,000. 
Nov  22.  1900,  2  years,  O'-c     3:700.  2,000 

Parker,  Frances  H  to  N  Y  LIFE  INS  &  TRUST  CO.  St -Nicholas 
pi.  No  57,  w  s,  24.11  s  153d  st,  17x77.1.  Nov  22,  1906,  3  years, 
41.2  7r.     7:2007.  10,000 

Pollack,  Dora  and  David  Nathanson  to  Jos  H  Clatfy.  146th  st, 
Nos  548  and  5.50.  s  s,  125  e  Broadway,  75x99.11.  Trior  mort 
$40,500.  Nov  19,  due  March  10,  1907.  — %.  Nov  21,  1900. 
7:2077.  3.W0 

Pati.  Pasquale  and  Salvatore  to  Mary  E  Cartwrlght  and  ano. 
291  h  st.  No  407.  n  s,  125  e  1st  av,  2.5x98.9.  P  M.  Prior  mort 
$8,000.     Nov  20,  due  May  20,  1907,  5%.     Nov  21,  1900.     3:901. 

5.000 

Peter  Hartman  &  Co  to  Otto  Huber  Brewery.  Whitehall  st.  Nos 
57  and  58.  Saloon  lease.  Nov  20,  demand,  5%.  Nov  21,  1900. 
1:4.  '  .  10,000 

Prager.  Abraham  D  to  Nathan  Goldstein.  Pitt  st.  No  9,  w  s, 
125  n  Grand  st,  25x100.  P  M.  Prior  mort  $40,000.  Nov  1,  4 
years,  6%.     Nov  21,   1906.     2:341.  5,500 

Pasinsky,  Henry  and  Abraham  Nelson  to  Edmund  Hendricks  and 
ano  trustees  Fannv  Hendricks  for  benefit  of  Edith  Hendricks. 
Mott  St.  No  43.  w  s.  1.50  s  Bayard  st,  25x91. 8x25.x92.11.  Nov 
21,   1906.   5  years.   41/2%.      1.164.  25,000 

Potick,  Samuel  and  Sidney  Stern  and  Moses  Esberg  with  Rosa 
Schleissner.  St  Nicholas  av,  Nos  1360  and  1362.  n  e  cor  178th 
St.  runs  n  .50  x  e  100  x  n  50  x  e  25  x  s  lOO  to  178th  st,  x  w  125 
to  beginning.  Subordination  agreement.  Nov  14.  Nov  19, 
1900.     8:2153.  nom 

Pigueron,  Wm  G,  Brewster,  N  Y.  to  Frank  Cecil.  Stone  st,  No 
24.  s  s,  abt  44  e  Broad  st.  — xll2.2  to  Pearl  st.  No  59,  x23.5x 
112.1.  e  s,  as  now  in  possession:  Pearl  st,  No  61,  n  s,  abt  65  e 
Broad  st,  22.7x —  to  Stone  st.  No  26,  xl9.6x — .  Prior  mort 
1380.000.    Nov  21,  1900.  1  year,  6%.    1:29.  10,900 

Same  to  Paul  Martin.  Same  property.  Prior  mort  $394,500.  Nov 
21.   1906.   demand.   0%.      1:29.  5.500 

Same  to  Samuel  Riser.  Same  property.  Prior  mort  $390,9(K). 
Nov  21,  1900,  due  May  10,  1907.     Given  to  secure  6  notes.     1:29. 

3.600 

Same  to  William  Ennis.  Same  property.  Prior  mort  .$400,000. 
Given  to  secure  3  notes.  Nov  21,  1906,  due  Oct  11,  1907,  6X. 
1:29.  3.300 

Same  to  Frank  Cecil.  Same  property.  Prior  mort  $403,300.  Nov 
21.   1900.   1  year.  0°<.     1:29.  6,700 

Pigueron.  Wm  G.  Brewster,  N  Y.  to  SEAMEN'S  BANK  FOR  SAV- 
INGS in  City  N  Y.  Pearl  St.  Nos  59  and  61,  n  s,  45.3  e  Broad 
St.  46.9x112.6  to  s  s  Stone  st.  Nos  24  and  26,  x3Sxll2.3.  Nov 
21,  190(3,  5  years.  5":.     1:29.  330,000 

Same  to  Atlantic  Dock  Co.  Same  property.  Prior  mort  $33(),- 
000.     Nov  21.   1900.   due  Jan  10,  1907.  67c.     1:29.  40.000 

Same  to  David  W  Young.  Same  property.  Prior  mort  $370.0(30. 
Nov   21.   1906.    1   year,  67t-      1:29.  10.000 

Pullman.  Max  M  with  Rodney  Realty  Co.  Av  A,  No  1409,  n  w  cor 
75th  st,  • — X — .  Subordination  agreement.  Nov  9.  Nov  16. 
1906.      5:1470.  nom 

Propper.  Edw  and  Wm  and  Phillip  Hoffmann  with  Solomon  Tim. 
Slst  St.  No  520  East.  Subordination  agreement.  Nov  14.  Nov 
16,    1006.     5:1577.  nom 

Propper.  Edward  to  Solomon  Tim.  Slst  st.  No  520.  s  s,  298  e 
Av  A,  2.5x102,2.     Nov  13,  5  years,  4%7c.    Nov  16,  1906.    5:1577.. 

13,500 

Phillips.  David  B  to  Wm  Rabinowitz.  Forsyth  st.  No  103,  w  s, 
99.5  s  Broome  st,  25x100.  Prior  mort  $18,000.  Nov  15.  Nov 
16.   1906.     2  years.   G%.     2:418.  1.000 

Polstein.  Isaac  to  Sender  Jarmulowsky.  90th  st,  Nos  210  to  220, 
s  s,  125  e  Broadway,  runs  e  122.6  x  s  w  58.4  x  s  39  x  w  38.9  x 
s  4.1  X  w  76  X  n  100.11  to  beginning.  Nov  22.  1906,  demand. 
6%-     7:1870.  10.000 

Parnass.  Samuel  and  George  Dillon  to  STATE  BANK.  Lenox 
av,  Nos  641  to  659,  n  w  cor  142d  st.  No  101,  198  to  143d  st. 
No  100,  X  100.  Nov  15,  Secures  notes,  67c.  Nov  22,  1906. 
7:2011.  10.000 

Pinas.  Abraham  to  Morris  Eschwege.  Av  C,  No  156,  e  s,  23.4 
s  10th  st,  runs  s  20.10  x  e  —  x  n  20.6  x  w  23  x  n  0.4  x  w  60  to 
beginning.  P  M.  Prior  mort  $14,000.  Nov  20,  due  July  1. 
1911,   67.     Nov  21.   1906.     2:379.  6.500 

Plqueron.  Wm  G  to  W  Bernard  Vanse.  Pearl  st.  No  59.  n  s,  abt 
45  e  Broad  st.  23.5x112.1  to  Stone  st.  No  24,  x— xll2.2.  w  s, 
as  now  in  possession;  Pearl  st.  No  61,  n  s,  abt  68  e  Broad  st, 
22,7x—  to  Stone  st.  No  26.  xl9.6x— .  Prior  mort  $410,000. 
Nov  21,  due  Feb  29.  1907.  67f.     Nov  22.  1900.     1:29.  15,000 

Pomeranz,  Samuel  to  Rubin  Eisenstein.  56th  st,  Nos  324  and 
320,  s  s,  294.2  e  2d  av.  44.10x100.5x42.9x100.5.  Building  loan. 
Prior  mort  S36,.500.  Nov  15,  due  as  per  bond,  —%.  Nov  16. 
1906.     5:1.348.  10.000 

Paterno.  Carolina  T  to  Paterno  Bros.  116th  st,  s  s.  90  w  Morn- 
ingside  av  West,  60x100.11.  P  M.  Prior  mort  $100,000.  Nov 
15,  3  years,  —7c.     Nov  16,  1906.     7:1867.  10.000 

Paterno.  Carolina  T  to  Paterno  Bros.  Morningside  av  West,  s  w 
cor  110th  st.  No  400,  100.11x90.  P  M.  Prior  mort  $170,000. 
Nov  15,  3  years,  — 7„.     Nov  10,  1900.     7:1867.  16,500 

Prescott  Realty  Co  to  Harris  D  Colt.  Slst  st.  No  229,  n  s,  254.2 
w  2d  av.  25x102.2.  Nov  13,  due  Nov  1,  1909,  5%.  Nov  16, 
1900.     5:1527.  14,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders   to   above  mort.      Nov   14.     Nov   16,   1906.     5:1527. 


Pearl.  Euphemia  C  to  TITLE  GUARANTEE  &  TRUST  CO.  6Sth 
st.  No  2.39.  n  s,  425  w  Amsterdam  av.  25x100.5.  Nov  16,  due, 
&c,  as  per  bond.     Nov  19,  1906.     4:1100.  10,000 

Partinicese  Really  Co  to  Benj  M  Gruenstein  and  ano.  Thomp- 
son St.  No  231.  w  s,  80.4  s  3d  st.  runs  w  25  x  n  0.11  x  w  .50  x  s 

25  X  e  75  to  st  X  n  24.1  to  beginning.     P  M.     Prior  mort  $ . 

Nov   16,   8  years,   0%.      Nov   19,   1900.      2:539.  8,500 

Paton,  Morton  S  to  Chas  Weiland.  Reade  st.  No  131,  and  Cham- 
bers st.  No  149.  Certificate  as  to  payment  of  $2,000  on  ac- 
count of  mort.     Oct  27,  1904.     Nov  17,  1906.     1:140.  
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KING'S  WINDSOR  CEMENT 

For  Plastering  Walls  and  Ceilings 


Elastic  in  its  nature,  can  be  ap.:licJ  with  25  per 
cent,  less  labor  and  has  12/2  per  csnt.  more  cov= 
ering  capacity  tlian  any  other  similar  material 

J.  B.  KING  4  CO.,  No.  1  Broadway,  New  York 


Same  to  same.  Same  property.  Certificate  as  to  payment  of 
$2,000  on  account  of  mort.  Oct  30,  IGO.").  Nov  17,  1906. 
1:140.  

Same  to  same.  Same  property.  Certificate  as  to  payment  of 
$2,000  on  account  of  mort.     Oct  31.     Nov  17,  1906.     1:140.     

Pratt  &  Lambert  to  Frederic  B  Pratt  et  al.  Certificate  as  to 
consent  of  stockholders  to  mort  or  deed  of  trust  for  $61,- 
70.S.38,   dated  Oct   1,   1906.      Nov  16.      Nov   19,-  1906.  

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  mort  or  deed  or  trust  tor  $33  227.58,  dated  Oct  31, 
1906.     Nov  16,     Nov   19,   HX)6.  

Ranch.  Samuel  to  Geo  J  Roll.  145th  st.  No  412,  s  s.  165.6  e  Con- 
vent av,  16x99.11.  Nov  19,  3  years,  5%.  Nov  20,  1906.  7:- 
2050.  10.000 

Rosenthal.  Joseph  lo  Harold  E  Spencer.  134th  st.  No  508,  s  s, 
190  w  Amsterdam  av,  40x99.11.  Nov  19,  due.  &c,  as  per  bond. 
Nov  20.   190ti.      7:1987.  34,0(X) 

Rosenthal,  Joseph  to  Louis  J  Frey.  134th  st.  No  508,  s  s.  190 
w  Amsterdam  av.  40x99.11.  Prior  mort  .$34,000.  Nov  19,  2 
years,   6%.      Nov  20,   1906.      7:1987.  6,000 

Romanoff,  Saml  and  Saml  Postol  to  Saml  Barkin.  112th  st,  Nos 
218  and  222,  s  s,  215  e  3d  av.  4<_>xl00.10.  P  M.  Nov  15,  5 
years,   6%.      Nov  20,   1906.     6:1661.  15.000 

Same  to  Ernestine  Harris  and  ano.  Same  property.  P  M.  Nov 
15,    3   years,   6%.      Nov  20,    1906.      6:1661.  8,000 

Rhinelander,  Chas  E  to  J  Frances  Pease  trustee  Geo  L  Pease. 
97th  st.  No  120,  s  s,  180  w  Columbus  av,  runs  s  16.8  x  w  2.10  x 
s  51.9  X  s  w  5.3  X  s  27.6  x  w  38  x  n  e  101.9  to  st,  x  e  30  to 
beginning.      Due    Dec   4,    1911,   4>^f/(.      Nov  20,    1906.      7:1851. 

20,000 

Rohrs,  John  H  to  Chas  Griften  et  al  trustees  Saml  Willets  for 
Edw  Willets.  Park  av.  No  1420,  n  w  cor  105th  st.  No  81, 
75x27.6.     3  years,  4V49;.     Nov  20,  1906.     6:1611.  15,tK)0 

Rand,  Louis  and  Bessie  Bernstein  to  Hyman  A  Brody  et  al. 
117th  St.  Nos  429  and  431,  n  e  s,  .306.6  s  e  1st  av,  37.6x100.10. 
Nov   19,  4  years.   (!%.      Nov  21,   1906.     6:1711.  5.000 

Rand,  Louis  and  Bessie  Bernstein  to  Millie  Levy.  117th  st,  Nos 
429  and  431.  n  e  s.  30(i.6  s  e  1st  av.  37.6x100.10.  Prior  mort 
$30,000.     Nov  19.  due  May  31,  1909.  6%.     Nov  21,  1906.  6:1711. 

5,000 

Randall,  Hannah  to  Andrew  L  Gardiner.  Pleasant  av.  No  429, 
w  s,  65.11  n  122d  st,  15x66.  Nov  22,  190(),  due  Jan  1,  1912, 
—%■      6:1810.  gold,    3,000 

Roth,  Max  to  Martin  Lahm  and  ano  exrs,  &c,  Philip  Lahm.  7th 
st.  No  82,  s  s,  100  w  1st  av,  25x68.4.  P  M.  Nov  15.  5  years. 
^%-     Nov   16,    1906.     2:448.  18  0(K) 

Rosenzweig  (Wm)  Realty  Operating  Co  to  Wm  Rosenzweig.  143d 
st,  Nos  107  to  113,  n  s,  141.8  w  Lenox  av.  2  lots,  each  41.8.x99.11. 

2  morts.    each   .$4,2.50.      2   prior   morts   $48,000   each.      Nov   15, 

3  years,   — '/,.      Nov    16,    liX)6.      7:2012.  8..500 
Resolute   Realty  Co  to  MUTUAL  LIFE   INS  CO  of  N  Y.      125th  st. 

Nos    49   and   51.    n   s,    305.6   e    Lenox   av.   39.6x99.11.      Nov   21. 
due,  &c,  as  per  bond.     Nov  22,  1906.     6:1723.  60,0(X) 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders   to   above   mort.      Nov   10.      Nov   22,   1906.      6:1723. 


Riexinger,  John  to  GERMAN  SAVINGS  BANK  in  City  N  Y.  87th 
st.  No  543,  n  s,  96  w  East  End  av,  25x100.8.  Nov  22.  1906,  3 
years.    ihi7f-      5:1.584.  ll.tMX) 

Rosehill  Realty  Corporation  and  Victor  Land  &  Irapt  Co  with 
American  Mortgage  Co.  31st  st.  Nos  347  and  349,  n  s,  100  w 
1st  av,  40xV2  blk.  Subordination  agreement.  Nov  22.  1906, 
3 :  937.  nom 

Rosehill  Realty  Corporation  and  Victor  Land  &  Impt  Co  with  John 
N  Bowers  et  al  exrs  Wm  H  Gebhard.  31st  st,  Nos  343  and  345, 
n  s.  140  w  1st  av.  .50xi^  blk.  Subordination  agreement.  Nov 
22,   1906      3:937.  nom 

Roth,  Max  to  Martin  Lahm  and  ano  exrs  Philip  Lahm.  1st  av.  No 
113,  s  w  cor  7th  st.  No  86.  runs  s  18.3  x  w  52  x  s  0.9  x  w  3  x  s 
9.6  X   w   17.1   X   n   28.(i   to   7th  st  x   e  72.6   to   beginning.      P  M. 

•  Nov  15.  5  years,  5%.     Nov  16,  1901!.     2:448.  26,000 

Reis,  Augusta  to  Chas  M  Rosenthal.  Broadway,  n  e  cor  123d  st, 
100.11x175.  Building  loan.  Nov  16.  due  June  1.  1908.  6%. 
Nov   19,    llKMi.      7:1978.  1.50,000 

Same  to  same.  Same  property.  P  M.  Nov  16,  due  June  1,  1908, 
6%.     Nov  19,   1906.     7:1978.  1.50,CKK1 

Reis,  Augusta  to  Chas  M  Rosenthal.  Broadway,  s  e  cor  124th  st. 
100.11x175.  Building  loan.  Nov  16,  due  June  1,  1908,  6%.  Nov 
19,   190«!.      7:1978.  .     1.50,000 

Same  to  same.  Same  property.  P  M.  Nov  16,  due  June  1.  1908, 
67f.      Nov   19,    liXXl.      7:1978.  1.50.000 

Rand,  Louis  and  Bessie  wife  Bernet  Bernstein  to  Chas  Griffen 
et  al  trustees  Samuel  Willets  for  Caroline  W  Frame.  117th 
St.  Nos  429  and  431.  n  s.  30<5.6  e  1st  av.  37.6x100.10.  Nov  19, 
1!KM;.  3  years.   5%.     6:1711.  .•JO.tMJO 

Rushby,  Thos  P,  Whitestone,  L  I,  to  Edmund  Hendricks  and  ano 
trustees  Fanny  Hendricks  for  benefit  Helen  I  Hendricks.  115th 
St.  No  162,  s  s,  297  w  3d  av,  27x100.11.  Nov  19.  1906.  5  years, 
■ihi'/i-     6:1642.  9,000 

Rushby,  Thos  P  to  Harmon  W  Hendricks  admr  Jos  Brandon. 
115th  st.  No  164,  s  s,  270  w  3d  av,  27x100.11.  Nov  19,  1906, 
5  years,  4V4%.     6:1642.  11,000 

Rosalsky,  Otto  A  and  Bessie  Subin  to  Wm  Nestrock  et  al  trus- 
tees tor  Martha  Crozier  et  al  will  Herman  Nestrock.  40th  st. 
No  314.  s  s.  200  e  2d  av.  25x98.  Nov  14.  5  years.  4%%.  Nov 
19.    lt)06.     3:945.  14,000 

Same  and  Harry  Freeman  with  same.  Same  property.  Subordi- 
nation  agreement.      Nov   14.      Nov   19,    1SXI6.     3:945.  nom 

Rumbold.  Geo  W  to  Henry  H  Jackson  et  al  exrs  Peter  A  H  Jack- 
son. Canal  st,  No  409,  n  s,  55.11  e  Sullivan  st.  runs  n  82.4  x  e 
15  X  s  4.6  X  e  7.3  x  s  82.1  to  Canal  st  x  w  22.1  to  beginning. 
Nov   15.  3  years.  Wr-     Nov  19.   19(J6.      1:227.  15.000 

Specter.  Isaac  to  Virginia  Danziger  and  ano  exrs  Max  Danziger. 
72d  st,  Nos  433  and  435,  n  s,  100  w  Av  A,  .50x102.2.  5  years 
5%.      Nov   20,    1906.      5:1467.  57, .500 

Specter.  Isaac  to  Pincus  Lowenfeld  and  ano.  72d  st,  Nos  4.33  and 
435.  n  s,  100  w  Av  A,  ,50x102.2.  Prior  mort  .f57..500.  Demand. 
6%.     Nov  20.   1906.     5:1467.  4,600 

Sackett,  Chas  A  with  Dajiiel  A  Davis  and  ano  trustees  for  Marion 


B  Eldredge  under  will  Orris  K  Eldredge.  29th  st.  No  106,  s  s, 
107.1  w  6th  av.  21.4x98.9.  Subordination  agreement.  Nov 
19.     Nov  20,   1!H)6.      3:804.  nom 

Schaoffler,  Peter  to  Emily  Schaeftler.  13th  st,  No  322,  s  s,  270.10 
e  2d  av,  26.4xl0;i3.     Nov  15,  1  year.  5%.     Nov  20,  1906.     2:4.54. 

5,000 

Scranton  Anthracite  Briquette  Co  to  COLONIAL  TRUST  CO  as 
trustees.  Certificate  as  to  consent  of  stockholders  to  mort 
or  deed  of  trust   for  $125,000.     Nov  19.     Nov  20,   1906.  

Simon,   Jennie,    Arverne,    L   I.   to   Albert    Friedlander.      4th   st,   Nos 

11  to  19.  n  w  cor  Lafayette  st.  Nos  392  to  4(X),  runs  n  122.8 
X  w  137.6  X  s  25  x  e  22. li  x  s  97.9  to  4th  st,  x  e  115  to  be- 
ginning. Leasehold.  Nov  19,  due.  &c,  as  per  bond.  Nov  20. 
llMMi.       2:545.  30,000 

Schapira,  Felicia  to  TRUST  CO  OF  AMERICA.  1st  av.  Nos  1270 
and  1272,  e  s,  40.5  n  68th  st.  40x100.  Nov  3,  3  years,  5%. 
Nov  20.   19116.     5:1463.  40.000 

Same  and  Hamburger  Kleinfeld  and  Rothfeld  Realty  Co  and  Hen- 
ry Ettelson  with  TRUST  CO  OP  AMERICA.  Same  property. 
Subordination    agreement.      Nov    14.      Nov    20.    1906.      5:1463. 

nom 

Shapiro,  Simon  to  Daniel  A  Davis  and  ano  as  trustees  Elliott  M 
Eldredge  will  Orris  K  Eldredge.  Eldridge  st.  No  7,  w  s,  2.50.3 
s  Canal  st,  25.6x75.     Nov  22,   1".»06.  5  yrs,  4V4%.     1:292.       20,00(J 

Scott,  Edw  W  to  Roman  Catholic  Orphan  .  Asylum  in  City  N  Y. 
Riverside  Drive,  No  145,  e  s,  48  s  ,S7th  st,  32xl<K).  Nov  21,  5 
years,    ^2^}    and   S'/f-      Nov   22,   1906.     4:1248.  65,0<X) 

Sartore,    Frank    to    Henry    H    Glass.      95th   st.    No    162,   s   s.    132.6 
e    Lexington    av,    18.9x100.8.      P   M.      Nov   15,   5   years.   o\i%. 
Nov   16,    19(16.     5:1.523.  3,0(M) 

Schwarz._  Max  to  Louis  Frank.  3d  av.  No  962,  w  s,  75  s  58th  st, 
25.5x9.>.  P  M.  Nov  15,  due  Dec  1.  1911.  4'A%.  Nov  16. 
1906.      5:1312.  27,000 

Schwartz,  Alex  M  and  Jacob  G  Mendelsohn  to  Carrie  R  Weis  et  al 
exrs,  &c,  Moses  Weis.  117th  st.  No  273,  n  s,  150  e  8th  av,  25x 
100.11.      Nov  1.5,  due  Dec   1,   1911,  5%.     Nov  17,  1906.     7:1923. 

20,000 

Schuster,  Bertha  wife  Henry  to  Peter  V  Schuster.  17th  st.  No 
436.  s  s,  94  w  Av  A,  25x92.  Nov  20,  2  years,  .5%.  Nov  21. 
19<J6.     3:948.  5,000 

Smith.  Robt  S  to  Paul  J  Bonwit.  34th  St.  No  13,  n  s,  325  w  5th 
av,  25x12(1.6,  with  right  of  way  over  strip  12  ft  wide.  Certifi- 
cate as   to  amount  due  on  mort.     July  6.     Nov  17,  1906.  3:836. 

liom 

Schapira.  Felicia  to  Ray  Altschuler.  1st  av,  Nos  1270  to  1280, 
e  s,  40.5  n  (i8th  st.  3  lots,  each  4llxl(M).  3  morts.  each  .$4,0(X); 
3  prior  morts,  !f49.5(X).  Nov  20.  2  years,  6%.  Nov  21,  1906. 
5:146,3.  12,0(X) 

Star  Bohemian  Real  Estate  Assoc  to  Louis  Tim.  81st  st.  No  518. 
s  s,  273  e  Av  A,  2.5x102.2.  Nov  20,  3  years,  5%.  Nov  21.  1906. 
5:1577.  17,.500 

Same  with  Bohemian  Realty  Co.  Same  property.  Subordination 
agreement.      Oct   29.      Nov   21,    1906.      5:1577.  nom 

Schmeidler.  Isaac  with  Annie  Miller.  Carmine  st,  Nos  (SO  and 
64Vi.  on  map  Nos  60  to  64,  s  w  cor  Bedford  st,  75x60.  Sub- 
ordination agreement.     Nov  20.     Nov  21,  1!KX!.     2:528.  nom 

Stedraan^  Ernest  G  to  U  S  TRUST  CO  of  N  Y.  34th  st.  No  15, 
n  s,  .3.50  w  5th  av,  25xl2(;.0;   also  an  easement  or  right  of  way 

12  ft  wide  extending  from  rear  of  lot  to  n  s  35th  st  at  point  3()3 
w  5th  av;  also  an  easement  or  right  of  way  12  ft  wide  extend- 
ing from  e  s  of  rear  <5f  lot;  also  12  ft  easement  across  rear. 
Nov   21.    1!HX>.   due.   &c.   as   per  bond.      3:836.  225, OfM) 

Schwartzberg,  Simon  and  Etta  his  wife  and  Theresa  Delkowsky 
to  Edward  Quittner.  127th  st.  No  l(i(>.  s  s,  151  w  3d  av,  26.8x 
99.11.     Prior  mort  $28,000.     Nov  21,  1906.  8  years.  6%.     6:1775. 

8,000 

Same  to  Emma  Weinberg.  Same  property.  Prior  mort  $23  000 
Due.  Jan  1,   1908,  6%.     Nov  21,  IIXX!.     (>:  177.5.  5.000 

Schwartzberg,  Simon  and  Theresa  and  Harris  Delkowsky  to  Chas 
Griffen  et  al  trustees  Saml  Willets.  127th  st.  No  166,  s  s,  151 
w  3d  av,  2l).8x99.11.     Nov  21,  1906.  5  years.  .5%.     6:1775.    23.(XI0 

Sugden.  Ella  to  TITLE  GUARANTEE  &  TRUST  CO.  88th  st.  No 
17.  n  s,  175  w  Central  Park  West.  l,Sxl(X>.8.  Nov  20,  due,  &c, 
as   per   bond.      Nov   21,    19(X!.     4:1202.  14.(XK) 

Stickney,  Charles  L,  Jr.  trustee  Chas  L  Stickney  to  TITLE  GUAR- 
ANTEE &  TRUST  CO.  Bowery.  No  2119,  e  s,  45.8  s  Rivington 
St.  runs  s  26.11  x  e  100.4  x  s  26.11  x  e  16.7  x  n  52.4  x  n  47.4 
to  Rivington  st.  No  3,  x  w  19.5  x  s  44.8  x  w  KM)  to  beginning. 
Nov  21,  due.   &c,   as  per  bond.      Nov  22,   1906.      2:425.  27.(100 

Spivack,  Joseph  to  Clara  S  Neumann  et  al.  Av  B,  No  76.  n  w  cor 
5th  St.  Nos  545  and  .547,  24.3xl(X).  P  M.  Prior  mort  $35  (XX) 
Feb   13.   5  years,  6%.      Nov  22,   1!X)6.     2:401.  19,000 

Smith,  Chas  L,  of  South  Orange,  N  J,  to  Edmund  Hendricks  and 
ano  trustees  Fanny  Hendricks  for  benefit  Blanche  Hendricks. 
Madison  av.  No  692.  w  s.  20.5  n  (J2d  st,  20x69.11.  Nov  21, 
19(X).    3    years.    ~i'/,.      5:1377.  25  000 

STATE  BANK  with  Alonzo  Kimball.  2d  av.  No  1848,  e  s,  75.8  s 
96th  st,  25xl(K).  Subordination  agreement.  Nov  21  Nov  "'"^ 
19(Xi.      5:1.5.5,8.  ^^^ 

STATE  BANK  with  Sarah  W  Gilbert.  2d  av.  No  1850,  e  s,  50.S 
s  96th  st,  25xl(X).  Subordination  agreement.  Nov  21  Nov  ■^'' 
mm.     5:1.5.58.  nom 

Strappone,  Maria  to  Felice  Rubano.  116th  st.  No  .304.  s  s  80  e 
2d  av.  20x100.10.  Prior  mort  .$8,000.  Nov  15.  due.  &c,  as  per 
bond.     Nov   19,   1906.     6:1687.  5,000 

Simon.  Lina  to  James  O'Connell.  115th  st.  No  156.  s  s.  378  w 
3d  av,  17xUH).ll.     Nov  17,  3  years,  6%.     Nov  19,  1906.     6:1642 

3,(XX) 

Simon,  Bertha  wife  of  and  Simon  Simon  to  John  T  Willets  guard- 
ian Josiah  M  Willets.  113th  st.  No  22,  s  s.  320  w  5th  av  "'Sx 
100.10.      Nov   19.   1!)06,   5  years,  4^47r.      (i:1.596.  15,000 

Scott.  Ellen  Y.  of  Jersey  City,  N  J,  to  FARMERS  LOAN  &  TRUST 
CO.  Park  pi.  No  25,  n  s,  33.4  e  Church  st,  runs  e  37.11  x  n  150 
to  s  s  Murray  St.  No  22.  x  w  21.4  x  s  25  x  w  16..3  x  s  125  to  be- 
ginning.     P  M.     Nov  19.   19(X>.  3  years.  — %.     1:124.  135  (KK) 

STATE  BANK_with  Francis  P  Furnald.  Cannon  st.  Nos  119  and 
121.  w  s.  1.58  n  Stanton  st.  41.7x100.  Subordination  mort 
Nov  11).     Nov  1!).   1906.     2:.335.  nom 


"Jhe  text  of  these  pages  is  copyrighted.     All  rights  are  reserved. 
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THE    GEORGE    A.    JUST    COMPANY 

239    Vernon    Ave.,    Boro.   of  Queens.   New  York  City 

IRONWORK    FOR    BUILDINGS 


Swpm    Keah  E  to  Louiso  F  G  Grimke.     4Cth  st,  No  34.  s  s,  447.0 
w  r.ih  av.  20xUX).J.     P  M.     Nov  Hi.  3  years.  'V/c-     Nov  I'J.  l!IO(i. 


r):12(;] 
Same  lo  saaie.     Same  property 

1!»,    I'.HKi.      r.:12(jl. 
Suydam.    Lambert   with   Francis   P   Furnald 


44.0(H) 
P  M.     Nov   Iti.  1  year.  (!  i.     Nov 

;i.(M)() 

Cannon    St.    Nos    Hit 


and  121  w  s.  loS  n  Stanton  si.  41.7xl()U.  Subordination  mort. 
Nov   IC.     Nov   19.   I'JOIi.     2:;«r>.  nom 

Sinnott.  Annie  H  and  Ellen  G  Mead.  Rosendale.  Ulster  Co,  N  Y. 
to  MUTUAL  LIFE  INS  CO  of  N  Y.     38th  St.  No  'JCl.  n  s.  20J.(! 

e  Xth   av.   2(l.(;x".)S.!l.     Prior  mort  $ .     Nov  IS),   I'JOii.   due.   &c. 

as  per  bond.     3;7!SH.  l.(KM) 

Sachs.  Julius  to  Regina  Goldmark  and  ano  exrs.  &c.  Joseph  Gold- 
mark.  Slst  St.  No  1411.  n  s.  ."543. !>  e  .Amsterdam  av.  22.3x102.2. 
Nov  1.  3  years.  4M.';;.     Nov  10.   10(_Mi,     4:1212.  12..j00 

Staiger.  Gustav  with  Grand  Lodge  of  the  U  S  of  the  Independent 
Order  Free  Sons  of  Israel.  24th  st.  No  3U<>  East.  Subordina- 
tion agreement.     Nov  l.">.     Nov  17.   1901).     3:929.  nom 

Streep,  Anna  to  Harry  N  Kohn.  52d  st.  No  449.  n  s.  150  e  10th 
av.  25x100.5.     P  M.     Nov  15,  3  years,  0%.     Nov  17,  1900.  4:1602. 

o.OUO 

Simon,  Bettie  to  Jacob  Siris  et  al.  119th  st,  Nos  300  and  308,  s  s, 
100  e  2d  av.  40xltX).ll.  P  M.  Nov  10.  due  Mar  15,  1907,  0%. 
Nov  17,  1900.  0:1795.  -185 

Schaefer,  Chas  C  to  Fredk  Sheldon.  8th  st  or  St  Marks  pi.  No 
1.30.  s  s,  70  w  Av  a:  3(1x73.2.  Nov  1(1,  1900,  3  years,  4V4%. 
2:435.  lo.OtK) 

Seider.  Jacob  and  Morris  Stolar  to  Jonas  Weil  and  ano.  3d  av. 
Nos  1707  and  1709,  n  e  cor  9Sih  si.  No  201,  50.5x11(1  Nov  14. 
demand,  d  '.     Nov  10,   1900.     0:lti4S.  10.0)0 

Trustees  of  the  Presbytery  of  N  Y  with  U  S  TRUST  CO  of  N  Y. 
Mt  Morris  Park  West,  s  w  cor  122d  st.  No  2.  100.11x100.  Sub- 
rogation  agreement.      Nov   14.      Nov   19.   1900.     (k1720.         _   no.n 

Thees.  Oscar  D  to  Fredk  E  Lange.  Lenox  av.  No  271,  w  s.  S^.ll 
s  124th  st,  17x75.  P  M.  Nov  15.  5  years.  4^4%.  Nov  1(>,  190i;. 
7:19(),«.  5.0(.)0 

Teitelbaum,  Fannie  wife  Adolph  to  N  Y  SAVINGS  BANK  of  City 
of  N  Y.  Rivington  st.  Nos  117  aiKl  119.  s  e  cor  Essex  St.  No 
130.  ."0x17.     Nov  17.  1900.  due.  &c.  as  per  bond.     2:353.        15.000 

Turkeltaub.  Max,  Chas  Spicehandler  and  Joseph  Teiman  to  James 
R  Plum  as  exr,  &c.  Mary  G  Willard  tor  Mercy  M  Plum.  105th 
st.  No  341,  n  s.  175  w  1st  av.  25xl(X).ll.  Oct  20.  due  Dec  15. 
1910.  .5'/f.     Nov  17.   lilOi!.     0:1()77.  20.000 

Thornall.  Edw  V  to  Wm  E  Decker.  7Sth  st.  No  209.  n  s,  119  w 
.-Amsterdam  av,  20x102.2.  Nov  20,  3  years.  5%.  Nov  21.  1900. 
4:1170.  IS.WO 

Ubriaeo.  Camillo  to  Frank  P  Keyes  and  ano  trustees  Mary  E 
Melvin  for  Francis  J  Melvin.  114th  st.  No  429.  n  s,  370  e  1st 
av,  25x100.10.     Nov  22,   1900,  due  Nov  1,   1909,  5%.     G:170S. 

15,000 

Ubriaeo,  Camillo  to  Alfred  C  Tillotson  and  ano  exrs  Benj  F 
White.  114th  st.  No  431.  n  s,  395  e  1st  av,  25x100.10.  Nov  22. 
1900.  due  Nov  1.  1909.  5%.     0:1708.  12,000 

Ubriaeo.  Camillo  to  Edw  R  Be  Grove  and  aao.  114th  st.  No  431, 
n  s,  395  e  1st  av.  25xl(K).10.  Prior  mort  .$12,000.  Nov  22, 
1900,   due   Nov   1.   1907.   O'/r-     0:1708.  1.2.50 

Urban  Realty  Co  to  County  Holding  Co.  35th  st,  Nos  29  and  31, 
n  s,  405  w  5th  av,  40x98.9.  Nov  10,  2  years,  5V47f.  Nov  17. 
1900.      3:837.  190  aKI 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders    to   above   mort.      Nov    10.      Nov    17.    1900.      3:837. 


Same  and  Fredk  G  Potter  with  same.  Same  property.  Subordi- 
nation agreement.     Nov   Itj.     Nov  17.   19*30.     3:837.  nom 

Vogel.  Leo  W  to  Chas  I  Weinstein  et  al.  Amsterdam  av.  Nos 
1.529  to  1.5:!5.  s  e  cor  13(ith  st.  No  490.  99.11x50.  P  M.  Prior 
mort  .$75,000.  Nov  15,  due  May  .5,  1907.  «?c.  Nov  10,  1900. 
7:1972.  20  Om 

Vogel,  Leo  W  to  Chas  I  Weinstein  et  al.  130th  st,  Nos  492  and 
494.  s  s.  50  e  Amsterdam  av,  50.x99.11.  P  M.  Prior  mort  $.50.- 
000.     Nov   15.   due   Dec  30,   1907,   0%.      Nov   10,    1900.      7:1972. 

10,000 

Victor  Land  &  Impt  Co  lo  American  Mortgage  Co.  31st  st.  Nos 
.347  and  349.  n  s.  100  w  1st  av,  40.x08.9.  Nov  22,  190(5,  5  years. 
5%.     3:937.  40.000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders   to   above   mort.      Nov   14.      Nov   22.    1900.      3:937. 


Victor  Land  &  Impt  Co  to  John  M  Bowers  et  al  exrs  Wm  H  Geb- 
hard.  31sl  st,  Nos  343  and  345.  n  si  140  w  1st  av,  50.x98.9.  Nov 
22.   1900.  5  years.  5%.     3:937.  .50.000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of 
stockholders    to   above   mort.      Nov    14.      Nov   22,    1900.    3:937. 


Vogel.    David    to    E   Ormonde    Power   as    trustee   Douglas    Gordon. 

132d  St.  No  07.  n  s.  235  e  Lenox  av.  20.x99.11.     Nov  17.  3  years. 

5%.      Nov   22.    19(10.      0:173(.).  7.000 

Weil,   Jonas   and   Bernhard   Mayer   with   B   Aymar  Sands   and   ano 

trustee  for  Wm  H  Purdy  will  Cath  Purdy.     .5(!th  st.  No  432  West. 

Subordination  agreement.      Nov   l(i.      Nov  22.   1900.     4:1005.     nom 
Waterman   Building  Co  to  Century  Realty  Co  and  ano.     Cortlandt 

St.   No  10,  n  s.  99. .'f  w  Broadway.  25.1x123.5x24.4x122.11.     P  M. 

Prior  mort  .$l.SO.(l(M.I.     Nov  20.  1  year.  09;-.     Nov  21,   1900.   I:(i3. 

25.(H)0 
Waterman    Building   Co   to   THE   FARMERS   LOAN   &   TRUST   CO. 

Cortlandt    St.    No    10,    n    s.   99.3   w   Broadway,    25.lxl22.8x24.4x 

122.2.      P    M.      Nov    20.    5    years,    — %.      Nov   21,    1900.      1:()3. 

180,(M),) 
Werner,    Rebecca    to    The    New   York    Dispensary.      Norfolk   st.    No 

111.   w  s.   175   s  Rivington   st,  25xl(X).      Nov  20,  3  years.  4>^9'r. 

Nov   21.    I'.HX;.      2:3.53.  25.000 

West    Rockaway   Land   Co    to   TITLE   GUARANTEE   &   TRUST   CO. 

Certificate   as    to    consent   of   stockholders    to    mort   for   $18,000 

on   property  at   Roik.i.way  Park,   Queens  Co.     Nov  15.      Nov  21. 

1900.      Miscl.  

Wohlfeil,   Saml  D  to  Chas  Griffin  et  al  trustees  Saml  Willets  for 

Edw  Willets.     1st  av.  No  1.503,  w  s.  23.8  n  81st  st,  20x75.     Nov 

21,   1900,  5  years,  4%%.     5:1544.  12,000 

Wohlfeil,    Saml   D   to   Rebecca   S   Jacobus    et    al   trustees   Saml    M 


Jacobus.  1st  av.  No  1.505,  w  s,  49.8  n  Slst  st.  20x75.  Nov 
21.   ISMM).  5  years.  4V4%.     5:1.544.  12.(X)0 

Weilerstein  .Abraham  to  Meyer  Levy.  Madison  av.  No  1.592.  w  s. 
25.11  s  ll)7th  St.  25x100.  Prior  mort.  Nov  7,  2  years,  0%.  Nov 
10.    I'.iOli.     0:1012.  1.100 

Weiss.  .Morris  to  Cjth  E  Weber  and  ano  trustees  for  Chas  C  We- 
ber. 52d  St.  No  513,  n  s.  175  w  10th  av.  2.5x100.5.  Nov  19.  5 
years.  5%.      Nov  20.    190(i.     4:10,S1.  15  0.10 

Weekes,  John  A  and  Bernard  F  Golden  to  Carrie  T  Young. 
Roosevelt  st.  No  54.  e  s.  8.5.5  n  New  Chambers  St.  runs  e 
99.11  X  n  24.7  x  w  —  -x  n  —  x  w  —  x  s  24.11  to  beginning.  P 
M.      Nov   19,  5  years.  5%.     Nov  20.   19(Ki.      1:110.  22.000 

Wolf.  Joseph  to  Louis  Frank.  Broome  st.  No  113.  s  s.  125  e 
Pitt  St.  25xl()0.  P  M.  Nov  19.  5  years,  0%.  Nov  20.  1900. 
2:330.  11,000 

Wagner,  Friedrich  to  F  &  M  Schaefer  Brewing  Co.  Houston  st. 
No  303  East.  Saloon  lease.  Nov  10.  demand,  09t.  Nov  19, 
1900.      ■>.350  1.500 

Weekes.  Henry  De  F  with  Grand  Lodge  of  the  U  S  of  the  Inde- 
pendent Order  Free  Sons  of  Israel,  a  corpn.  2d  av.  No  2150, 
e  s,  .50.11  n  llOth  st,  25x100.  Subordination  agreement.  Nov 
15.     Nov  Iti.   1900.     0:1082.  nom 

Zweig.  Julius  to  Martin  Lahm  and  ano  exrs  Philip  Lahm.  8.8th 
St.  No  438.  s  s.  207  w  Av  A.  22x100.8.  P  M.  Nov  15.  5  years 
."'>;.      Nov   17.   19O0.      5:1.5(;7.  9.(K)0 

Zeligsohn  Abraham  and  Jacob  G  Mendelsohn  and  Abraham  Kauf- 
man with  Carrie  R  Weis  et  al  exrs.  &c,  Moses  Weis.  117tli 
St.  No  273  West.  Subordination  agreement.  Nov  5.  Nov  17, 
1900.      7:1923.  nom 

BOROUGH    OF    THE   BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  In  the 
new  .Annexed   District    (Act   of  1895). 

Aue.  Marie  to  John  Wi'ke.  Perry  av.  w  s.  50  s  Holt  pi.  25x90. 
P  M.  Prior  mort  $7.0(K).  Nov  17.  installs.  (i%.  Nov  22.  190(i, 
12:.3343.  300 

.Armeny.  Gyulo  to  Ellen  Ingram.  Rochambeau  av.  e.  s,  224.4  n 
Van  Cortlandt  av.  .V.'!. 4x100x05x104. 4;  Van  Cortlandt  av.  n  e  cor 
Rochambeau  av.  8.5. 7x124. 9x7.5xl()0.     Nov  19,  3  years,  5%.     Nov 

21.  I'KIO.  l:2:.33.30.  5.000 
Axelroad    Hyman  and  Nathan  Cohen  to  Daisey  E  Booss.  178th  st.  n 

s.  28  w  Hughes  av.  24x101.3x24x101.4.     Nov  15,  3  years,  5%. 

Nov   20    1900.      11:3008.  _   5.500 

Same    to    Maurice    Frankel.      Same    property.      Prior    mort   $.5. .500. 

Due.  &c,  as  per  bond,  iY/c     Nov  20.  1900.     11:3008.  1.0.50 

Same  to  Daisev  E  Booss.      17Sth  st.  n  s.  52  w  Hughes  av.  24x101. .3 

x24xl01.,3.  Nov  15,  3  years,  5%.  Nov  20,  190().  11:30(38.  5.500 
Same    to    Maurice    Frankel.      Same    property.      Prior   mort    $5,500. 

2  years,  r,'/,.  Nov  20.  lf(0(j.  11:3008.  1.050 
Same  to  Chas  B  Hill.     178th  st.  n  s.  70  w  Hughes  av.  24xl01.3x 

24x101.3.  Nov  15.  3  years.  57r.  Nov  20.  lt»O0.  11:3008.  5,500 
.Axelroad.    Hyman    and    Nathan    Cohn    to    American    Mortgage    Co. 

Hughes      av.      n      w      cor      178th      st.      101. 4x25x101. 2.\28.     2 

years.  r,%.     Nov  20.,  190(i.     11:.3008.  3.000 

*.Arra.  Michele  to  James  McGuinness.     .5th  av.  s  e  cor  Sheil  st.  50 

xlOO.     P  M.     Nov  19    3  years.  .59^.     Nov  20.   1900.  1.400 

*.'\lIison.  Mary  A  with  John  J  Geary.     Victor  st,  e  s.  200  s  Morris 

Park  av,  25x100.  Extension  mort.  Oct  2.  Nov  10.  1900.  nom 
Ahl.    Maurice    to   TITLE   GUARANTEE   AND   TRUST   CO.      Mosho- 

ln    Parkway,    n   e   s.   225   s   Kossuth   pi.     Due.   &c.   as   per  bond. 
^  Nov   20,    1!;00.      12:.3.320.  2.500 

*.\gnela    Dornenico  to  Felice  Rubano.     Cedar  av.  s  s.  .384  w  Corsa 

av.  25x157  (Ix — x — ;  Corsa  av.  s  e  cor  Cedar  av,  25x100.     Nov  14. 

due  July   14.   1907.  C,%.     Nov  20.   1900.  000 

Aldrich.   Charlotte   P  with   Frank   M   Patterson.     178th  st.   No  705 

East.      Extension    mort.       Nov    1.      Nov    10.    1!)0G.  11:30.35. 

nom 
Barone.    Michele    with    Michael    Manfredi.      Fox    (Simpson)    st.    No 

1124.    e    s    .174.11    s    Home    st.    2.5x100;    Fox    (Simpson)    st.    No   • 

1120.    e   s.    149.11    s    Home   st    25xlt)0.      Extension   of  2   morts. 

Nov   12.      Nov   22.   liKK).     10:2728.  nom 

Borden,    Patrick   J    D   to   Anna   L   Lyman.      109th   st.   s  s.   154.8  e 

Prospopt   av,   20xi:!2.9.x31. 8x143.0.      Nov   14.   3   years,   5%.     Nov 

10.    1900.      10:2094.  4.000 

Benton.    Stuart    H.    Brooklyn.    N    Y.    to    Martin    and    Annie    Norz. 

joint    tenants.      Clinton    av.    No    1415.    n    w   s     08.5   n    170th    st. 

25x151  2x25x151.1.     p  M.     Nov  15.  3  years,  '>%..     Nov  10.   190t). 

11:29.30.  4..500 

Balaban.   Olga  wife  of  and  Joseph  to  Louis  Sahm.     Ryer  av.  w  s. 

470.10   n    Burnside   av.    50xl23.9x.50.9xl32.8.      Nov    16,    1900.    3 

years.  .5<:; .      11:3149  and  31.50.  7.000 

*Blumenstock,   Henry   to  WASHINGTON   SAVINGS   BANK  of  N  Y. 

Muliner  av.  w  s.  229  0  s  Neil  av.  25x103  (ix25xl04. 3.     P  M.     Oct 

27.   3  years.   —%.      Nov   10.    190(!.  0.30 

*Bliimenstock    Henrv   to   WASHINGTON   SAVINGS   BANK  of  N  Y. 

Muliner  av.   w  s.   279.0  s   Neil   av.   2.5x105.1x25x105.10.     Oct  27. 

3  years  —  v, .  Nov  10.  1900.  630 
*Braiihwaite.    Wm    W    to   Isaac    Butler.      13th    St.    s   s.    1.55   e   Av 

C.    50x108.    Unionport.      Oct    29.    5    years,    0%.      Nov    19.    1900. 

2..500 
*BraendIe.   Ed-nund  O  to  Chas   A  Yost.     21,Sth  st.  s  e  cor  5th  av. 

105x113  5.  Wakefield.  P  M.  Nov  19.  1900.  3  years.  09;.  3.200 
Brettler    Max   and  Oswin  Stuhmer   to  Nathan   Goldstein.      152d   st. 

.Nos  510  and  512.  s  s,  70.3  e  Morris  av.  .50xll7.4x.5Oxll7.5.     P  M. 

PHor   mort    $45,0(0.      Nov    Ki.   due   Dec   1,    1911,   0%.      Nov   17. 

1900.      9:2411.  16,025 

*Brown.  Mary  to  Wm  G  Mulligan.     St  Marys  av.  e  s.  225  n  Cent  al 

av.   25x1(M).    Pelham   Park.      P   M.      Nov   16.   3  years.   5%.      Nov 

22.  1900.  ''  40-, 
Same  to  same.     Baychester  av.  w  s,  .50  n  Westchester  av,  25xttO. 

P  M.     Nov  10.  3  years.  5%.     Nov  22.  190(i.  450 

Baldwin.   Clarence   D   to  James   C   Bushby  and  ano.      Longwood  av. 

n    s,    00    w    Garrison    av.    3S.2x(i3.5.x30.2x05.8.      Nov    20     1    year. 

0%.      Nov   22.   1900.      10:2731.  0.(X)0 

'Connelly.   Caroline  C   to   Wm  G  Mulligan.     Lawrence  av,   e  s,  25 

s  Central  av.  75x90.  Pelham  Park.     P  M.     Nov  10.  3  years,  5%. 

Nov  19.  190(5.  .  1,170 
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Curry,  Ellen  to  Abraham  Meserole.  Stebbins  av,  e  s,  250.11  s 
Freeman  st,  25x110.  Nov  111,  I'.KXi,  due,  &c,  as  per  bond. 
11:2!J73.  11.0<J0 

*Currau.  Julia  E  to  Wm  G  Mulligan.  Baychester  av,  »  s,  800  n 
Westchester  av,  50.tU0,  Pelham  Park.  P  M.  Nov  10,  3  years, 
5%.      Nov   19,    190U.  801 

Same   to  same.     St  Marys  av,   w  s.  275  n  Westchester  av,   50x90, 

Pelham  Park.     P  M.     Nov  10,  '.i  years,  5%.     Nov  19,  1900.  771 

*Sanie  to  same.     St  Agnes  av.  w  s,   10(1  n  Westchester  av,  50.xl00. 

Pelham   Park.     P  M.     Nov  10,  ;i  years,  5%.     Nov  19,   19U0.   _  390 
'Oastaldo,  Graziella  to  John  B  Dosso.  Cruger  st,  e  s.  225  s  187th 
St,    25.\1(I5.      P    M.      Prior   mort    Jf:!,0(lO.      Nov   3,    3   years,    5%. 
Nov   17,    1900.  800 

Carson,  Mary  S  to  Geo  F  Johnsons  Sons  Co.  Whitlock  av,  s  e  s, 
199.4  s  w  Hunts  Point  road,  25x135x25x130.11.  P  M.  Prior 
mort  $7,500.  Nov  19,  due,  &c,  as  per  bond.  Nov  20,  1906. 
10:2734.  2,500 

Cohen,  Joseph,  Annie  Evens  and  Morris  Naviasky  to  Louis  Co- 
hen and  ano.  151st  st.  No  .521,  n  s,  170.3  e  Morris  av,  37. Ox 
117.2.  Prior  mort  !i;25,00O.  Nov  13,  due  May  13,  1908,  6%, 
Nov   10,   1900.     9:2411.  16,800 

*Callahan,  Thomas  to  Henry  Metzner.  Ash  av,  s  s,  200.6  w 
Corsa  av,  2  lots,  each  50x100,  Laconia  Park.  2PM  morts, 
each  .$050.     Nov  21,   1900,  3  years,  5%.  1.300 

Doll,  Louisa  with  Agnes  M  Pragnell.  Jennings  st,  s  s,  134.2  e 
Union  av,  runs  s  100  x  w  .30.1  x  s  74  x  e  182.11  x  n  188.5  to  s  s 
Jennings  st  x  w  28.11  x  s  100  x  w  50  x  n  100  to  s  s  Jennings 
st  X  w  (il  to  beginning.  Extension  mort.  Nov  20,  Nov  22, 
1900.      Il:29(i9.  nom 

Diehl,  John  to  LAWYERS  TITLE  INS  &  TRUST  CO.  Cam- 
breleng  av,  w  s,  125  s  189th  st,  25x100.  Nov  10,  due  June  28, 
190S,   5%.     Nov  17,   1900,     11:3075.  4,500 

*Doherty,  Patk  to  Wm  G  Mulligan.  St  Marys  av,  e  s,  225  s  West- 
chester av.  50x100.     P  M.     Nov  10,  3  years,  5%.     Nov  19,  1906. 

810 
*Durkin,  James  to  Wm  G  Mulligan.     St  Agnes  av,  w  s,  375  s  West- 
chester av,  25x101).     P  M.     Nov  10,  3  years,  5%.     Nov  19,  1900. 

345 
Dow,  Clarence  E  to  Horace  Jones,  Bryant  av.  No  1509,  w  s.  25  n 
172d    St.    2.5x100.      P   M.      Nov    1,    installs,   5%.      Nov   19,    1900. 
11:29'.M!.  1.000 

Damm,  John  C  to  Augustus  Gareiss.  Home  st.  No  933.  n  s,  227.2 
w  Tinlon  av,  20x100.  Nov  15,  3  years,  —%.  Nov  10,  1900. 
10:2002.  4,200 

Same   to    Marv   Bracht.      Same   property.      P   M.      Prior   mort   $4,- 

200.      Nov   15,   1  year,  5%.      Nov   10,   1900.     10:2002.  1,700 

Diescher,  Johanna  to  Francis  A  Thompson.  Alexander  av.  No 
175,  w  s,  8:^.4  n  135th  st,  10,4x100.  P  M.  Nov  21,  5  years,  5%. 
Nov   22,    1900.      9:2311.  4,-500 

Daly,  Joseph  to  Margt  O'Pray.  138th  st,  s  s,  100  e  Southern 
Boulevard,  15x100.  Oct  23,  5  years,  5%.  Nov  21,  1906. 
10:2.500,  1,400 

Eickwort,  Louis  to  Edw  F  Miller.  Perry  av,  e  s,  375  s  Gun  Hill 
road,  .50x100.  P  M.  Nov  20,  due  May  20,  1907,  5%.  Nov  21, 
1900.     12:3348.  3.000 

Eldridge,  Emma  to  TITLE  GUARANTEE  &  TRUST  CO.  198th 
st,  s  s,  25.9  w  Pond  pi,  25.9x100.5x25x99.5.  Nov  21,  due.  &e, 
as   per  bond.     Nov  22,   1900.     12:3290.  3,000 

Evers,  John  to  Thos  S  Ormiston  trustee  James  Stuart.  Tinton 
av,  w  s,  118.0  s  Home  st,  25x110.  Oct  1,  3  years,  5%.  Nov  20, 
1900.     10:2061.  5,750 

Easterbrook.  Rosa  P  and  Julius  H  Haas  to  TITLE  GUARANTEE 
AND  TRUST  CO.  Morris  av,  late  Av  A,  e  s,  100  n  lS2d  st,  late 
4th  st,  100x133.10x100x130.4,  except  part  tor  Morris  av,  Nov 
10,    due,    &c,    as    per   bond.      Nov   20,    1906.      11:3171.  6,000 

Elmensdorf,   Edith  V  with  Frank  M  Patterson.      178th  st.   No  711 

East.      Extension   mort.      Nov   1.      Nov   16,   1900.      11:3035.       nom 
*Evalenko.    Alex   M   to   Land   Co   B   of   Edenwald.      Oakes   av,   e   s. 
250  n  Jefferson  av,  100x100,  Edenwald.     P  M.     Oct  24,  3  years, 
5%.     Nov  l(i,  1900.  •  9.50 

*Same  to  same.  Oakes  av,  e  s,  3.50  n  Jefferson  av,  7.5x100,  Eden- 
wald. P  M.  Oct  24,  3  years.  57f.  Nov  10,  1906.  712..50 
Edebohls,  William  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
Arthur  av,  e  s,  125  s  180th  st,  50x — ,  and  being  lot  59  map 
Upper  Morrisania,  except  part  for  Central  av.  Nov  19,  5  yrs 
5%.  Nov  20,  1906.  11:3009.  2,0(X) 
Edebohls,  Wm  and  Mary  Ryer  to  EMIGRANT  INDUSTRIAL  SAV- 
INGS BANK.  Arthur  av,  e  s,  175  s  180th  st,  .50.x—,  and  being 
lot  00  map  Upper  Morrisania.  except  part  for  Central  av.     Nov 

19,  5   years,  5%.     Nov  20,   1900.      ll:.3O09.  3,500 
Fink,     Doretta     to     EMIGRANT     INDUSTRIAL     SAVINGS     BANK. 

Arthur  av,  e  s,  225  s  180th  st,  .50x — ,  and  being  lot  01  map 
Upper  Morrisania,  property  of  Nathaniel  Jarvis  Jr.  except  part 
for  Central  av.     Nov  19,  5  years,  5%.     Nov  20,  190(j.     11:3069 

3,500 
Fischer,    Louise    to    Caroline    Westermann.      Clinton    av,    n    e    cor 
179th    St.    25xl00x25.4xl(X).      P    M.      Prior    mort    .$4,.500.      Nov 

20,  3  years.  5%.     Nov  21.   1906.      11:3094.  4,500 
Fitzell.    Henry   T    to    Katherina   Werner.      Teasdale   pi.    No   0,    s    s, 

119.1(1  e  3d  av,  old  line,  25x100?  P  M.  Prior  mort  $16,000  Nov 
1.),  3  years,  6'a.     Nov  16,  1900.     10:2621.  8,000 

Fritzel,  Elizabethe  to  Lois  H  Lyman.  Jackson  av.  w  s,  2.53.2  n 
105th  st,  19.8x85.     Nov  5,  2  years,  5%.     Nov  16,  1906.     10-2640 

4,300 

Fordham  Realty  Co  to  Wm  F  Thorn.  Sedgwick  av,  w  s,  .548.5 
s  Kingsbridge  road,  37.6x115.1x37.8x118.5.  P  M  Nov  19 
3   years.   O"/;.      Nov   20,   190(i.      11:3237.  8.(>(X1 

*Flood,  Frank  to  Addie  A  Sullivan.  Plot  begins  195  e  White 
Plains  road  at  point  along  same  (iOO  n  Morris  Park  av,  runs  w 
95  X  n  25  x  e  95  x  e  2.)  to  beginning  right  of  way  to  Morris 
Park   av.      Demand,   0';f.      Nov  211,    1900.  1.400 

Faber,  Chas  P  to  Anna  M  Grossman  et  al  trustees  Martin  Gross- 
man. 149th  st,  n  s,  195.3  e  Morris  av,  25x100.  Nov  10  3  years 
5%.     Nov   17.   1900.     9:2331.  '  8.000 

*Fisher,  John  C  to  Wm  G  Mulligan.  Briggs  av,  w  s,  abt  28  n 
Central  av,  29x37.9x25x58.11,  except  part  for  Baychester  and 
Briggs  avs.     P  M.     Nov  16,  2  years,  .5%.     Nov  19,  1906.  345 

"Fleury,  Chas  to  N  T  Catholic  Protectory.  Benedict  av  n  s 
201.11  e  Stoeron  st,  2.5x90.  P  M.  Nov  20,  due  July  15  '  1909' 
5%.     Nov  22,  1900.  030 


Franken'ihaler,    Louis    to    Wm    A    Spencer    and    ano    trustees    for 

Eleanora    L    S    Ceuci    will    Lorillard    Spencer.      3d    av.    No    3iS12, 

e  s,  150  n  171st  st,  25x175,     Nov  20,  due  Dec  1,  190i),  5%,     Nov 

21,    190(;.      11:292S.  10,(100 

*Fischer,   Louise  to  Jacob  Ramsteck.      Clinton  av,  e  s,  2.5  n   r79th 

st,  25x100.     P  M.     Nov  20,  3  years,  5%,     Nov  21,  1906,  2,200 

Geiger,  Monika  to  Katherine  L  Meuser.  160th  st,  s  e  cor  Union 
av,  39.2x105.      Nov  20,  5  years,  5%.      Nov  21,   1906,      10:2606. 

34, (IOO 
Same  and  George  F  Martens  with  same.     Same  property.     Subordi- 
nation agreement.      Nov  21.   19(HI.      10:266(i.  nom 

"Giliberti,  Pasquale  F  to  BRO.\X  BOROUGH  BANK.  224th  st, 
n  s,  105  w  4th  av,  30x114.  Wakefield.  Nov  16,  due  May  16, 
1907,   6%.     Nov   21,    I'.IOIi.  8,000 

Garflnkel,   Morris   to   Anna   Cape.      Belmont   av.   s   w  cor   lS8lh   st, 

157.0X.S7.6.     Nov   10,  3  years.  514%.     Nov  17,  1900.  11:3070.  O,.50O 
Gundlach,    Ella    (o    Fundy    Company,    a    corporation.      Topping    av, 
e  s,  250  n  174th  st,  25x95.     Prior  mort  $9,006.07.     Nov  19,  due 
May   1,   1907,   0%.      Nov  20,   1900.      11:2799.  6.000 

*Graham,  Chas  H  to  Wm  G  Mulligan.  Baychester  av,  w  s,  at  s  s 
lot  14,  runs  w  29.8  to  Briggs  av  x  s  e  16  x  n  e  25  to  Baychester 
av  X  n  1.1  to  beginning,  Pelham  Park.  P  M.  Nov  16,  3  years, 
5%.     Nov   19,   1906.  180 

*Same  to  same.  Baychester  av,  w  s,  25  s  Central  av,  75x90. 
P  M.     Nov  16,  3  years,  5%.     Nov  19,  1906.  1,395 

*Geller.  Saml  to  George  Brown.  Plot  begins  740  e  White  Plains 
road  at  point  along  same  895  n  Morris  Park  av,  runs  e  1(X)  x  n 
25  x  w  100  X  s  25  to  beginning,  with  right  of  way  over  strip  to 
Morris  Park  av.     Nov  15,  3  years,  5%.     Nov  19,  1906.  3,500 

*Same  to  same.  Plot  begins  740  e  White  Plains  road  at  point 
along  same  920  n  Morris  Park  av,  runs  e  100  x  n  25  x  w  100  x  s 
25  to  beginning,  with  right  of  way  over  strip  to  Morris  Park 
av.      Nov  15.  3  years,  5%.     Nov  19,   1901).  3.500 

*Same  to  same.  Plot  begins  740  e  White  Plains  road  at  point 
along  same  94.5  n  Morris  Park  av,  runs  e  100  x  n  2.5  x  w  100  x  s 
25,  with  right  of  way  over  strip  to  Morris  Park  av.  Nov  15, 
3   years,   5<,v.      Nov    19,    1900.  3..5(X) 

*Goode.  Chas  C  with  Wm  W  Williamson.  Pleasant  av,  w  s,  160  n 
Flower   st,   40x100.      Extension   mort.      Nov   15.      Nov    10,    1906. 

nom 

*Geller,  Samuel  to  George  Haus.  r.  Plot  begins  740  e  White 
Plains  road  at  point  ,S20  and  845  n  along  same  from  Morris 
Park  av,  2  lots,  each  runs  e  100  x  n  25  x  w  100  x  s  25  to  begin- 
ning, with  right  of  way  to  Morris  Park  av.  2  morts,  each  $3,- 
500.      Nov   15,  3  years,  5%.     Nov   19,   1900.  7,000 

*Same  to  Philipp  E  Habenicht.  Plot  begins  740  e  White  Plains 
road  at  point  .S70  n  along  same  from  Morris  Park  av.  runs  e 
1(X>  X  n  2.5  X  w  KM.)  x  s  25  to  beginning,  with  right  of  way  to 
Morris  Park  av.     Nov  15,  3  years,  0%.     Nov  19,   1906.  3,.500 

Hegmann,  Joseph  to  Jos  Corbett.  Stebbins  av.  No  1010,  e  s,  163.9 
s  165th  st,  25x80.  P  M.  Nov  15,  3  years,  SVz/o-  Nov  16,  1906. 
10:2098.  4.0(X» 

Same  to  Cath  Gettings.  Same  property.  P  M.  Prior  mort  .$4,- 
(X)0.     Nov  15.  due  July  15,  1907,  5%%.     Nov  16,  1906.     10:2698. 

7.50 

Haradon,  Wm  F  with  Viola  D  Allison.  Walton  av,  e  s,  77.8  s 
16.5th  St.  25x102. ,Sx25.l)x97. 11.  Extension  mort.  Nov  15.  Nov 
16,    11M)6.      9:2471.  nom 

*Hynes,  John  to  Hudson  P  Rose  Co.  Eastchester  road,  e  s, 
54.5  n  Seminole  av.  27.2x101.6x25x112.2.  P  M.  Nov  12,  due 
Dec   1,    1909,  5V^%.      Nov  17,  1906.  450 

Hummel,  Wm  F  to  Anna  M  Campbell.  Bailey  av,  w  s,  bet  Al- 
bany av  and  238th  st,  and  being  plot  103  and  part  of  plot  104 
map  property  Wm  O  Giles  at  Kingsbridge,  50x131.3x50x128.5. 
P   M.     Nov   15,  3  years,  5%.      Nov   16.   190(i.      12:3262.  1,.500 

Hettling.  Frederick  H  to  John  Einberger.  183d  sst.  s  w  cor  Bass- 
ford  av,  35.8x115.  P  M.  Nov  19,  due  June  30,  1910,  —%.  Nov 
20,    1900.      11:30.50.  8,750 

Hamann,  John  H  to  Grace  C  Marvin.  lS3d  st,  n  e  cor  Hughes 
av,    .50x100.      Nov    10,    3   years,    5%.      Nov   20,    1906.      11:3087. 

7,.500 

"Holtsberg,  Isidor  to  Charlotte  H  Heck.  228th  st,  n  s,  ,80  e 
While  Plains  road.  50x100,  Wakefield.  Nov  19,  due,  &c,  as  per 
bond.      Nov   20,    1900.  1,000 

Kressel,  Michl  and  Joseph  Bee  to  V  Loewers  Gambrinus  Brew- 
ery Co.  3d  av.  No  3401,  Saloon  lease.  Nov  10,  demand,  6%. 
Nov    19.    I'.Mjd.      9:2371.  1,485 

Hommel,  Margt  to  Timothy  F  Sullivan.  165th  st,  Nos  .S47  and 
849,  n  s,  316.9  e  Boston  road,  2  lots,  together  in  size  35xl(KJ.6 
x35xl00.5.  2PM  morts,  each  $3,250;  2  prior  morts,  each 
.$4.5(M>.      Nov   15,  3  years,  i>'/, .     Nov  10,   190(i.     10:2633.         0,.5()0 

*Haft.  Philip  (o  Morris  H  Dillenbeck  et  al  exrs.  &c,  Fredk  M  St 
John.  West  Farms  road,  s  s,  107.2  w  Bronx  Park  av,  26.10x 
117.11x25x127.10.      Nov   17,   3   years,   ')%.     Nov   19,   HMjO.       7,0(X) 

Hughes,  Joseph  R  to  Gustav  Kahrs.  Topping  av.  No  1690,  e  s, 
(on  map  No  1692),  I.SO  s  174th  st,  25x95.  P  M,  Nov  20,  due 
June   30.    1909,  5%.      Nov  21,   1906.      11:2790.  0,009 

Same  t«  David  Ascheim.  Same  property.  P  M.  Prior  mort  .$6,000. 
Nov  20.  due  May  15,  1907,  O'/f.     Nov  21,  1900.     11:2790.  2.900 

Herud,  Frajik  to  Chas  M  Weeks  trustee.  Prospect  av.  No  1392, 
e  s,  57.9  s  Jennings  st,  19x91.4x19.2x88.6.  Nov  21,  1906  3 
years,   5%.      11:2971.  8,000 

*Hatfipld,  Chas  R  to  Mary  A  Ferris.  216th  st.  n  s,  105  e  4th  av 
33x100.1,   Wakefield.      Nov  21,   1906,  3  years,  0%.  2,500 

Hitchings,  Margt  H  heir,  &c,  Eliza  Mathewson  deceased,  of 
Yonkers.  N  Y,  to  Kdw  J  Martin.  Bathgate  av,  e  s.  S3  s  17(i(h 
st,  27x104,  pxcpp(  part  tor  Ba(hgate  av,  Nov  14,  due  Dec  .30, 
11MJ9,    6%.      Nov   21,    1900.      11:2923.  500 

'■Henn,  Peter  to  Lion  Brewery.  Main  st,  s  e  cor  Halperin  si, 
Westchester.  Saloon  lease.  Nov  15,  demand,  O7  .  Nov  22, 
liXMl.  1,8.50 

*James,  Patrick  to  Hudson  P  Rose  Co.  Eastchester  road,  n  e  cor 
Seminole  av,  ,SOx.50.x101.6x.54.5.  P  M.  Nov  12,  due  Dec  1,  1912. 
51/2%.     Nov   17.   1900.  8.50 

*Jqseph,  Enos  F  to  Whitehall  Realty  Co.  Nereid  av,  n  e  cor 
Byron  av,  runs  e  08.0  x  n  (i3.9  to  e  s  Byron  av,  x  s  9.S.(j  to  be- 
ginning, gore.  P  M.  Nov  1,  due  Nov  8,  1908,  5%.  Nov  19, 
1906.  1,050 
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SPECIALISTS  ON  DEVELOPMENTS  6« SUE"*"""?;."™'- 

^^  ASSOCIATED    CIVIL    ENGINEERS    AND    CITY    SURVEYORS 

Hew  Vork   Office,    211-217   West   125th    St.,   Tel.   7195    Mornlngside Long  Island   Office,     ZO^Mait    St..    Flushing.   Tei^39    Flushing 


Johnsons  (Geo  F)  Sons  Co  to  TITLE  GUARANTEE  AND  TRUST 
CO.  Whit  lock  av,  s  e  s,  199.4  s  w  Hunts  Point  rd.  2;jxl3t;.  Cer- 
tificate as  to  consent  of  stockholders  to  mort  tor  $7,500.  Nov 
20,   I'JUO.      10:2734.  - — 

Same  to  same.  Whitlock  av.  s  e  s,  149.4  s  w  Hunts  Point  rd. 
■'.jxlSS  11       Certificate    as    to    consent    of   stockholders    to   mort 

Fort    !R7.".(K1.      Nov    19.      Nov   20.    lOlUi.      10:2734.  

Same  to  same.  Whitlock  av,  s  e  s,  149.4  s  w  Hunts  Point  rd, 
•'.'ixl3.S  ll.\2r>.'il41.  Nov  19,  due,  &c,  as  per  bond.  Nov  20, 
T91Hi.      10:2734.  7,500 

Same  to  same.  Whitlock  av,  s  e  s, 199.4  s  w  Hunts  Point  rd, 
'^,'«x135x25xl3(;.ll.  Nov  19,  due.  &c,  as  per  bond.  Nov  20.  ]90i;. 
1(J:2734.  ".500 

Jenkins.  Silas  H.  Chicago,  111,  to  Victoria  A  Wilhoft.  Walton  av, 
w  s  l.'id  n  e  l.'iOth  st,  lO.SxlOO.  Oct  25,  due  Jan  15,  1".K)7,  59<:. 
Nov   17,  llltMi.     9:235.3,  5,000 

Klein,  Frank  with  John  Haydock.  14Sth  st,  n  s,  140  w  Brook 
av,  .50x100.  Extension  mort.  Jan  24,  1901!.  Nov  22.  190(i. 
9:2293.  nom 

Krabo,   Marie  to  Louisa  Booss.     Hughes  av,  e  s,  75  n  lS2d  st.  30 

x70.     Nov   15.  3  years.  .5'/,.     Nov  20.   lOOti.      11:30SG.  ll.CMJO 

Knauss,  Pauline  to  Gertrude  E  Master.     Intervale  av.  No  9119.  w  s, 
lOS  10  n  Westchester  av,  2.5x100.    Nov  31,  19CB,  5  years,  6%.  Nov 
22     19(H!.      10:2099.  2,000 

Kingsbridge  Real  Estate  Co  to  TITLE  GUARANTEE  &  TRUST 
CO.  Sedgwick  av.  w  s,  3511  n  of  unnamed  st,  37.10xl00x37.tt_x 
KRI.     Subordination  agreement.  Nov  15.     Nov  21,  I'.IOIJ,     11:3237. 

nom 
Kraus,  Charlotte  M   to  BRONX  TITLE  &  MORTGAGE  GUARAN- 
TEE CO.     Monroe  av.  No  ISliO,  w  s,  25  s  Mt  Hope  pi,  25x113.(1 
to    Grand    Boulevard    and    Concourse    x2(v.  10x1(13.8.      P    M.      Nov 
15,   due  Jan   1.   litlO.  5;,.      Nov  21.   llKMi.      11:2,S0].  5,000 

*Konig,  Marie  wife  of  and  Frederick  to  Stephen  McBride.  17.Sd  st. 
w  s.  300  s  Gleasou  av.  25xHKI.  P  M.  Nov  20,  2  years,  0%, 
Nov   21,   190(i.  1,375 

*Langan,  Sarah  to  Wm  G  Mulligan.  Lawrence  av,  e  s,  100  n 
Westchester  av,  25x90.  P  M.  Nov  1(1,  3  years,  5%.  Nov  22. 
19(1(1.  3(10 

Leonard.  John   to  Antoinette  B  De  Witt.     1.50th  st.  s  s,  366.10  w 

Cortlandt   av,   16.4x100.     Nov  20,  3  years,  5%.     9:2.331.  2,.5(I0 

Levy,  Chas  S  and  Pauline  to  Alfred  Loweth.  Boston  road,  n  w 
cor  ISlst  St.  124xl(X)xl30xlO(^l.  P  M.  Due  Jan  7,  1910,  5<7c. 
Nov   16,    190(1.      11:3138.  45,000 

Lemien,  Gertrude  to  TITLE  GUARANTEE  AND  TRUST  CO. 
Weeks  av,  Nos  1784  and  1780,  e  s,  45  s  17oth  st.  50x95.  Due 
&c,    as    per   bond.      Nov    16.    1906.      11:2797.  4,000 

Lawrence,  Richard  W  to  TITLE  GUARANTEE  AND  TRUST  CO. 
Sedgwick  av.  No  2510,  w  s.  356  n  unnamed  st  .iust  n  Bailey 
av:  also  38.2  n  from  point  of  reserve  curve  in  said  av.  runs  n 
37.10  X  w  100  X  s  37.9  x  e  100  to  beginning.  P  M.  Nov  16, 
due,   &c,  as  per  bond.     Nov  20,   lEMKi.      11:3237.  5,000 

Same  to  Kingsbridge  Bldg  Co.  Same  property.  P  M.  Prior 
mort  .$7,000.  Nov  15,  due  May  15.  1907,  —%.  Nov  20,  1906. 
11:, •'.237.  1..500 

Linck,  John  M  to  Robert  R   Ellison.     Woodlawn  road,  e  s.  225  n 
20Sth  st,   50x87.4x —  to   Reservoir   Oval   W,   x — xl47.3   to   begin- 
ning.     Nov   15,   2  years,   5%.      Nov   19,    1906.      12:3343.  2,000 
Lese,   Louis   to   Katharine   R   Jackson   et   al   exrs   Wm   H  Jackson. 
1.59th  St.  s  s,  lliO  w  Elton  av,  .50xl(X),  except  part  for  St.  Nov  16, 
due  May  16,  1908,  '>WA-     Nov  17,  liHXl.     !):23S0.  8,0tK) 
*Lingsch,  Fredk  A   to  Morris  H   Dillenbeck  et  al  exrs,   &c,   Fredk 
M   St  John.      Lincoln  st,   w  s,   1(X)  s   Columbus  av,   .50xl(M).   Hunt 
estate,     Nov  15,  3  years,  57r-     Nov  19,   1906.  5,000 
McLaine,   J   Harold  to  Mary  E  Lynch.     Washington   av,   w  s,  25.1 
s    184th    St.    .50. 2x — x50x — ,    except    part    for    av.      P    M.      Prior 
mort   .$7,000.      Nov    15,   3   years,   6%.      Nov   21,   1906.      11:3038. 

3,500 
Moritz,   Isaac  to  TITLE  GUARANTEE  &  TRUST  CO.      Tryon  av,  n 
e    cor    Reservoir    Oval,    110.llxllOx.59. 4,    gore.      Nov    22.    1906. 
due.    &c,    as    per   bond.      12:3343.  1,360 

Malcolm,  Thos  D  with  City  Mortgage  Co.  ].59th  st,  s  s,  217  e 
Courtlandt  av,  .50x98.4.  Subordination  agreement.  Nov  16, 
190(1.     9:2405.  nom 

Montefiore,    Hebrew    Congregation    to    Jacob    Leitner    and    ano. 
Hewitt   pi,  e  s,  285  s  Longwood  av,  50x99.10.     Nov  19,  due,  &c, 
as   per  bond.     Nov  20.   190(1.      10:2695.  30.000 

Murphy,  Arthur  H  to  John  Blumers.  Arthur  av  or  Crotona  Park 
North,  e  s,  51.11  s  175th  st,  .50.1x87.7x.50.x94.6;  Arthur  av  or 
Crotona  Park  North,  e  s.  51.11  s  17(>th  st,  runs  e  !>4  x  n  14  x 
w  —  to  .Arthur  av  or  Crotona  Park  North,  x  s  —  to  beginning. 
P  M.     Nov  19,  3  years,  5%.     Nov  20.   1906.     11:2944.  15.000 

*Marion.  Wm  and  John  to  Marie  A  Hoyer.  Morris  Park  av,  s  s, 
78  e  Van  Buren  st.  26x— x — x — :  Morris  Park  av,  s  s.  100  e 
Fillmore  st.  .50xl20x.50xl29.  Nov  15.  2  years,  G%.  Nov  19. 
1906.  2.000 

»Meissner,  Otto  and  Lorenz  Bunten  to  WASHINGTON  SAVINGS 
BANK  of  N  y.  Bogart  av.  e  s,  2.50  n  Brady  av,  25x100.  P  M. 
Oct  27,   3  years,  — %.     Nov  20.  1906.  570 

*Same   to   same.     Bogart  av,   e   s.   150  n   Rhinelander   av,   25x100. 

P  M.     Oct  27,  3  years,  — %.     Nov  20.   1906.  555 

*Sanie   to  same.     Bogart   av.  e  s.  225  n  Brady  av,  25x100.     P  M. 

Oct    27.    3   years.   — r/f.      Nov    20,    1906.  570 

Mimnaugh,  Edward  F  to  BRONX  SAVINGS  BANK,  Tremont  av, 
n  s,  100  n  w  Anthony  av,  late  Prospect  av,  25x100.  except 
part  for  av.  Oct  29,  due  Nov  17,  1009,  5V4%.  Nov  19,  1906. 
11:2809.  2,000 

*Moebus,  .August  and  Adam  Kistinger,  of  New  Rochelle,  N  Y,  to 
Wm  G  Mulligan.  St  Agnes  av.  w  s,  225  s  Central  av,  25x100; 
St  Marys  av,  e  s,  225  s  Central  av.  .50x100.  P  M.  Nov  1(5,  3 
years,  5%.     Nov  19.  1906.  1,380 

*Maas,  Chas  to  Wm  G  Mulligan.  St  Marys  av,  e  s,  300  s  West- 
chester av,  75x100.     P  M.     Nov  16,  3  years,  o%.     Nov  19,  1906 

1,209 
Mollenhauer.  Virginia  T  to  N  Y  Co-operative  B  &  L  .\ssoc  of  City 

N  Y'.     Grand  av,  e  s,  25  n  Clinton  pi,  25x100.     Prior  mort  .$ . 

Nov  20,  installs,  6%.     Nov  21.   lOtMl.     11:3195.  2.50 

*McDermott,  Edw  F  to  Wm  G  Mulligan.     Baychester  av,  w  s,  75  s 

Ferris  av.  .50x9f».     P  M.     Nov  1(1.  3  years.  '>%.     Nov  22,  1906.     870 
•Martino,     Antonio,     Francisco    and    Leonardo     Martino    to    Jacob 
Werner   and    ano.      McGraw   av.    n   s,    100   w   Cottage   Grove    av 
25x100.     P  M.     Nov  22,  1906.  3  years.  5»/4%.  3,000 

Majud,    Joseph    to    Rosa    Wiederman.      Hoffman    st,     e    s,     283     s 


Pelham'av,  25x118x25x117.11,  except  part  tor  st;  Hoffman  st, 
e  s,  26  n  ISOth  st,  37x118x37.3x118.3.  except  part  for  st.  Nov 
19.  due  May  19,   1909.  6%.     Nov  22,   190().     11:3067.  1,3.50 

♦McDonald,  Delia  to  Wm  G  Mulligan,  Si  Agnes  av,  w  s,  100  s 
Westchester  av,  ,50xl(X».  P  M.  Nov  16,  3  years,  5%.  Nov  22, 
190(1.  516 

♦Norton,  Martin  to  Serial  Bldg  Loan  and  Savings  Inst.  Harring- 
ton av,  s  s,  (500  w  Cornell  av,  25x91.10x25x91.3,  Westchester. 
Oct   10.  3  years,  67f.     Nov  16,   19013.  1,000 

O'Brien.  John  J  to  Edw  F  Cole.  Woodycrest  av,  w  s,  302.3  n 
Kemp  pi  (164th  stl.  old  line.  25.2x8l).5x2.>.2x79.10.  Nov  20.  8 
years.   5  :.      Nov   22.    1906.      9:2512.  8,000 

O'Connell,  Thomas  to  John  C  Heintz.  183d  st,  n  e  s,  102.11  n  w 
,3d  av,  runs  n  e  2.5  x  s  e  3  x  n  e  7.5  x  n  w  20  x  n  e  2.5  x  u  w 
3  X  s  w  12.5  to  l,S3d  st  x  s  e  20  to  beginning.  P  M.  Oct  1.5,  3 
years,   5..      Nov   21.    1906.      11:30.52.  4,0(.10 

OSWEGO  COUNTY  S.WINGS  BANK  with  Isabel  Mortimer.  Park 
av  e  s  204  n  170th  st,  25x  irregular  x28xl50.6.  Extension  mort. 
Nov    12.      Nov   10.    190(1.      11:2!HI2.  nom 

Parker.  Mary  to  Geo  F  Johnsons  Sons  Co.  Whitlock  av,  s  e  s, 
14'.l.4  s  w  Hunts  Pt  av  or  rd,  25x138.11x25.1x14].  P  M.  Prior 
mort  $7,.50O.  Nov  19,  due,  &c,  as  per  bond.  Nov  20,  190(!. 
10:2734.  2,000 

Prospect  Avenue  Realty  Co  to  HARLEM  SAVINGS  BANK.  Pros- 
pect av,  n  e  cor  Beck  st,  runs  e  136.6  x  n  18.11  x  n  w  100  x  s  w 
94.10  to  beginning.  Nov  15,  3  years,  5%.  Nov  16,  1906.  10:- 
2685.  45_,000 

Same  to  Realty  Mortgage  Co.  Same  property.  Prior  mort  $45,- 
000.      Nov  15.  due  Feb  15,  1907,  6%.     Nov  16,   1!)06.     10:2685. 

5,000 
Same    to   Harlem   Savings   Bank.      Prospect   av,   e   s,  94.10  n   Beck 
st,   38x100.      Nov   15,  3  years,  5%.      Nov  16,   1906.      10:2685. 

25,000 
Same   to   Benj   Levy.      Same   property.      Prior   mort   .$25.(XK1.      Nov 

15,  2  years,  6%.  Nov  16,  1906.     10:2685.  8,(X)0 

Same  to  same.  Prospect  av.  e  s.  94.10  n  Beck  st,  38x100;  Pros- 
pect av,  n  e  cor  Beck  st,  94.10x100x18.11x136.6.  Certificate  as 
to    consent    of    stockholders    to    four    morts    aggregating   $.83,000. 

Nov   15.     Nov  16.   11)06.      10:2685.  

Paul.  Eugene  H  to  LAWYERS  TITLE  INS  AND  TRUST  CO.  Al- 
exander av.  e  s.  60  n  135th  st,  20x81.6.  5  years,  5%.  Nov  20, 
1906.     9:2298.  5,000 

*Pagliaro,  Francesco  to  James  McGuinness.  5th  av,  e  s,  50  s 
Shell   st,  50x100.      P   M.      Nov   10,  3  years.   5%.      -Nov  20,   190(>. 

1,200 
*Same    to    Rosa    Andreoli.      Same    property.      P    M.      Prior    mort 

$1,200.      Nov   19,    installs,   6%.      Nov  20,   ltX)6.  600 

*Paff.   Amelia   B   to  Isaac  Butler.     13th  st.   n  s.   180  e   Av  C.  25x 

108.    Unionport.      Oct    30,    3    years.    (>%.      Nov    19.    19(1(1.  2,(KX> 

Prescott  Realty  Co  to  Edw  J  Thompson.  140th  st,  s  s,  202.9  e  St 
Anns  av,  2  lots,  each  38x100.  2  morts.  each  .$2,000;  2  prior 
morts,  .$.33,000  each.  Nov  15,  due  June  1,  1909,  6%.  Nov  17, 
1906.      10:2.551.  4.000 

Pirk.  -Vmalia  to  Mary  Kerner.  Decatur  av,  s  e  cor  199th  st,  49. (i 
xlOO.     Nov  15.   due  Oct  31,   1907.  6%.     Nov  19,  190(j.     12:.3279. 

1,500 
*Plante,  Joseph,  of  Astoria,  Borough  of  Queens,  N  Y,  and  Domina 
Plante,   N  Y.  to   Mary  I  Ehrgott.     Glebe  av.   e  s,   101.11  s  Lyon 
av,   25.5x115.9x26.9x107.8,   Westchester.      P  M.      Nov   17,   3  yrs, 
(17r.      Nov   19,   190(1.  3,500 

*Same  to  same.  Glebe  av.  e  s,  127.4  s  Lyon  av,  7.5x1.39. 6x78. 9x 
115.9.  Westchester.     P  M.     Nov  17.  3  years,  5%.     Nov  19,  1906. 

3,4.50 
Proebsel,  Anna  to  Chas  Massoth.  Honeywell  av,  s  e  s,  at  n  e  s  181st 
st,   70.9x29.4x68.4x19.3.      Nov   17,   3   years,   5%.      Nov   19,    190<'.. 
11:312.5.  7,000 

*Polumbo,  Domenico  to  Fred  S  Williams  exr  Susan  M  Williams. 
Harrison  st,  w  s.  abt  387.9  n  Davis  st.  2.5x108.11x30x99.6.  Nov 
19.   5  years,  — ;-.      Nov  21.    190(1.  l.OflO 

Pfau,    Hermanwith    Henry    F    A    Wolf.      146th    st,    s    s,    100.2    w 

Morris  av.  2.)xl(HI.     Extension  mort.     Nov  19.  I'.KK!.     9:2335.  nom 
*Presutty.  Raffaela  to  John  J  Bell.     224th  st,  s  s,  155.5  e  4th  st, 

.50.2x114.3,  Wakefield.     Nov  21,  1  year.  5%.     Nov  22,  1906.   1,617 
*Same  to   same.     Same  property.     Nov  21,   1  year,  .5%,     Nov  22, 

1906.  1,000 

'Robertson,  Archibald,  Grace,  Edith  and  Alice  to  Lucy  Webber. 
Lafayette  av,  w  s,  at  n  e  cor  land  Geo  W  Sembler,  runs  w  120.6 
X  s  30  X  e  120.6  to  av  x  n  30  to  beginning.  City  Island.  Nov  15, 
2  years,  iK.     Nov  17.   1906.  1,200 

Ryer,  Mary  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK.  Arthur 
av,  e  s,  abt  75  s  180th  st,  .50.x — ,  and  being  lot  .58  map  Upper 
Morrisania,  property  Nathaniel  Jarvis,  except  part  for  Central 
av.      Nov   19,   5  years,   5%.     Nov  20.   19(Mi.      11:.3069.  2,000 

Rappolt,  Herman  .A^  to  E  S  Prince  Co  (Inc).  Tremont  av.  No  549, 
(Waverly  st),  n  s,  352.3  w  Anthony  av.  late  Prospect  av,  51x100 
x.52xKI0,  except  part  for  Tremont  av.  Nov  15.  due.  &c,  as  per 
bond.      Nov   16,    1906.      11:2809.  6,000 

Same   to  Henry  G  Silleck,  Jr.      Same  property.      Prior  mort  $6,000. 

Nov   15,  due.   &c.  as  per  bond.     Nov  16.   1906.      11:2809.  2,500 

Rosenthal,  Marcus  to  Albert  Lilienthal,  Weeks  av,  w  s,  264 
s  175th  st,  7.5x95.  Prior  morl  $5,000.  Nov  14,  1  year,  5%. 
Nov   1(1,   1906.     11:2796.  5,000 

*Raben.  Pit  to  Sarah  A  Hardy.  Bronx  Terrace,  e  s.  n  %,  gore 
lot   105   map   Wakefield.      Nov   12,  3   years,   6%.      Nov   16,   19tM!. 

2,000 
*Roll,  Henry  S  to  Wm  G  Mulligan.     St  Marys  av,  e  s,  75  n  West- 
chester av,  7.5x100.     P  M.     Nov  16.  3  years,  5%.     Nov  19,  1900. 

293 
*Same   to   same.     Baychester   av,   n   e  cor   Westchester  av,   2.5x90, 

Pelham   Park.   P   M.      Nov   16,  3  years,  r,'/r.     Nov  19.   1906.       352 
*Same  to   same.     St  Marys  av.  s  w  cor  Ferris  av.  25x90,  Pelham 

Park.     P  M.     Nov   16.  3  years.  5%.     Nov   19.   1906.  205 

Robinson.  Solomon  M  with  Louis  Frooks.  Franklin  av,  e  s,  236.6 
s  166th  St.  .54x201.10.  Extension  mort.  Nov  15.  Nov  10. 
190(1.      10:2607.  nom 

Romer.  Elgiva  E  to  Frank  M  Patterson.  Park  av,  e  s,  78  n  178th 
St.  14.10x100.     Extension  mort.     Nov  1.     Nov  16,  1906.  11:3035. 

nom 
Stutchbury.   Martha  to   Emanuel  Heilner  et  al.     150th  st.  No  325, 
n  s,  1.50.2  w  Mott  av.  16.8x125.     Oct  24,  3  years,  67(,.     Nov  16, 
1906,     9:2348.  4,000 
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Cooper  Iron  Works 

JOHN  COOPER,  Proprietor 

Works :  Emmett  Street  &  Avenue  D,  Newark,  N.  J. 
New  York  Office :  I  Madison  Avenue 


IRON  and  STEEL  WORK 

FOR 

BUILDINGS,  BRIDGES,  &c. 


Salin.  Charlotte  to  Geo  J  Shapiro.  Bristow  st.  e  s.  10.j  n  Jen- 
nings St.  20xl(l(t.  P  M.  Prior  mort  .$r).O0O.  Nov  15.  due,  &c. 
as  per  bond.      Nov   :(!,    I'.IOli.     11:2!MJ4.  5(10 

Sugarman.  Wm  and  Saml  Glick  to  Jacob  Schwartz.  Prospect  av. 
e  s.  llXi  s  15<ith  St.  or  Leggett  av.  runs  e  125  x  s  w  31.5  x  w 
lot). 11  to  av,  X  n  25  to  beginning;  Prospect  av,  e  s,  125  s 
15(!th  St,  runs  e  25x.S^S.11x31.5x1(.M;.11.  Prior  mort  .H"' 000. 
July  20,  demand,  — %.  Re-recorded  from  Aug  7,  1900.  Nov 
10,   1900.      10:2087.  2,0IK) 

♦Steinberg,  Wm  and  Isaac  Rawitzer  to  WASHINGTON  SAVINGS 
BANK.  Tromont  road,  n  s,  .50  w  Robin  av,  25x100,  Tremont 
terrace.      P  M.     Oct  22,  2  years.  5%.      Nov   l(i,   1900.  5(K) 

*Same  to  same.  Broadway,  e  s,  103  n  Middletown  road,  20x121.9 
x25xll4.5.     P  M.     Oct  22,  2  years.  5%.     Nov  10,   UKXi.  500 

*Stirn.  John  H  to  Whitehall  Realty  Co.  Wickham  av,  e  s,  17.5  s 
Nereid  av,  .50x97.0.  P  M.  Nov  1.  due  Nov  8,  1908,  5%.  Nov 
10,   190(;.  8-10 

Shorer,    Chas    E    to    Alonzo    B    Kight.      Lane    leading    from    Albany 
Post   road  to  Hudson  River  R  R  Station  at   Riverdale.  c  1,   at  s 
w  cor  premises  hereby  described  and  adj  land  now  or  formerly  of 
Mrs   Petrulio,    runs   n   290  x   e   abt  40(1  x   s  —  x   w  —  to   begin- 
ning.     P  M.     2  years,  —<\.     Nov  20.   1900.     13:3421.  15,000 

Solmax  Realty  Co  to  J  Chas  Wesehler  and  ano.  Mt  Hope  pi,  s  s, 
4.50  w  Morris  av  late,  Fleetwood  av,  125x125;  170th  st,  n  s, 
475  w  Fleetwood  av,  25x125.  P  M.  Nov  1(5,  1  year,  0%.  Nov 
20,    lOCMi.      11:2851.        .  21.(J00 

Schetfer,  J  Frederick  to  Mary  A  Costello.  198th  st,  s  s,  100.1  w 
Creston  av,  l(;.8x](X).l.  P  M.  Nov  19,  1  year,  6%.  Nov  20. 
190<i.      12:3318.  OCM) 

Schieffelin.  Henry  H.  Geneva.  N  Y,  and  Schuyler  Schieffelin, 
N  Y,  to  Park  Mortgage  Co.  Inwood  av,  e  s,  29.11  n  Gerard 
av,  10(»x]12.(i;  Central  or  Jerome  av.  w  s.  239.9  n  Gerard  av, 
runs  w  12(>.ll  x  s  125  x  e  108  x  n  120. 2.  Nov  17,  3  years,  5%. 
Nov  20,   190(>.     11:2856.  18,000 

Susser,  John  M  with  Louisa  Booss.  Hughes  av,  e  s,  7.5  n  182d 
st,   30x70.      Subordination   agreement.      Nov  20,   1906.      11:3(J.80. 

nom 

Swain,  Harold  to  Ernest  Sass.  Eden  av.  ws.  40.9  s  173d  st,  75x 
100.     P  M.     3  years,  — %.     Nov  20,   1900.      11:2823.  4,000 

♦Schneider,  Nanette  L  to  Addle  A  Sullivan.  228th  st,  s  s,  405  e 
4th  av,  75x114,  Wakefield.     Nov  10,  demand,  (j%.     Nov  19,  1!X)6. 

__1,000 

*Sepedo.  Domenico  to  Angelo  Rezzano.  Green  lane,  e  s,  .5.5  n 
Carroll    lane,    19xl(X).      Nov    19,    5    years,   —%.      Nov   20,    1900. 

2,  (SO 

Schafer,  Mary  to  Rockland  Realty  Co.  Forest  av,  s  e  cor  101st  st, 
runs  e  148.0  x  s  101.2  x  w  48.(i  x  n  50  x  w  100  to  av  x  n  .51.2  to 
beginning.  Prior  mort  .$75,000.  Nov  19,  1901!,  demand,  0%. 
10:2057.  3,00" 

Stahl,  Henry  A  to  Annie  E  Levey  et  al  exrs  Isaac  Levy.  Davidson 
av,  w  s,  80  s  184th  st.  .■!().10xl(.)3.5x(i3.1xl(M).  P  M.  Nov  12. 
3  years,  5%.     Nov  20,   1900.     11:3198.  7.(KXl 

*Strenglein,  Pankratz  to  Helen  M  Leitch.  The  Drive,  c  1,  being 
lot  84  map  Givan  homestead,  contains  1  0.5-l(X)  acres,  except 
part  for  Gun  Hill  road,  Westchester.  P  M.  Nov  14,  3  yrs,  5%. 
Nov  22.   1900.  2,500 

Scharf,  Cath  E  LeR  to  Ellen  Ingram.  Cambreling  av.  No  239'. 
e  s,  45  s  188th  st,  10.8x80.  Nov  20.  3  years,  5%.  Nov  21.  19(K>. 
11:3090.  3.(100 

Stevens,  Bella  W  wife  Geo  M,  Jr.  to  Gertrude  K  Tilt.  Dawson 
st,  n  e  cor  156th  st,  100x25.  P  M.  Nov  21,  1900,  5  years,  — %. 
10:2701.  9,0(50 

♦Stadler,  Tillie  M  to  Thomas  McLure.  Lot  287  map  370  lots 
McGraw  estate.  Nov  20.  due,  &c,  as  per  bond,  5%.  Nov  22, 
190(i.  4,509 

Tessier,  Edward  M  to  Morris  H  Dillenbeck  et  al  exrs,  &c.  Fredk 
M  St  John.  23(ith  st,  n  s,  100  w  Kepler  av,  2  lots,  each  2.5xl(K». 
2  morts.  each  $3,.500.  Nov  20,  3  years,  5%.  Nov  22,  19(l(!. 
12:3371.  7.000 

Same  to  Josephine  A  Campbell.  23(>th  st.  n  s,  100  w  Kepler  av, 
25x100.  Prior  mort  $3,.500.  Nov  20,  1  year,  6%.  Nov  22, 
1900.     12:3371.  500 

Same  to  Mary  V  Hamilton.  23()th  st,  n  s,  125  w  Kepler  av.  2.5x100. 
Nov  20,   1   year.  o;:.     Nov  22,  19«J(>.      12:3371.  .5(.)0 

Tait,  Peter  to  City  Mortgage  Co.  1.59th  St.  s  s,  217  e  Courtlandt 
av,  50x98.4.  Building  loan.  Prior  mort  .f;33.000.  Demand,  O'/f. 
Nov   10.    1900.     9:2405.  2,500 

Triboro  Realty  and  Construction  Co  to  Mathilde  S  Sterne  et  al 
exrs,  &c,  Simon  Sterne.  Boston  road  or  av.  No  1057,  w  s, 
355.0  n  100th  st,  runs  s  37.0  x  w  117.9,  x  n  .37  x  e  123.4  to 
beginning.      Nov   15,  3  years,  5%.     Nov   10,   1906.      10:2007. 

3t),000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to  above  mort.     Nov  1.5.      Nov   1(!.   1900.     10:2G07.       

Tierney,  Emma  F  to  London  Realty  Co.  Willis  av,  s  w  cor  141st 
st,  Ki.S.xSl.  Assignment  of  rents  to  extent  of  $375.  All  title. 
Nov    17.      Nov   20.    1900.      9:2.303.  nom 

Tischler.  Samuel  to  Wm  Saier.  Crotona  av,  e  s,  at  n  s  Garden 
St.   70.3    to   s   s    road   from   Fordham   to   West    Farms   x44x70.(ix 


49.2.      Nov   15,  5  years,  5Virc.     Nov   10,   1900.     11:3100. 


3. .500 


Valentine.  .Margi  S  with  Frank  M  Patterson.  178th  st,  "Nos  707 
and  7(»9  East.  2  extensions  of  mortgage.  Nov  1.  Nov  10,  1906. 
11:3035.  nom 

VlUaume,  Henry  to  BRONX  BOROUGH  BANK.  Crotona  Park 
East,  s  s,  120.1  w  Wilkens  av.  runs  s  e  125.10  x  w  204. .5  x  s  e 
137.1  to  n  s  Boston  road,  x  n  w  204.3  x  n  e  34.11  to  Crotona 
Park  East  x  e  207.8  to  beginning;  Franklin  av,  No  1239,  w  s, 
66.3  n  of  the  tangent  directly  opposite  KjSth  st.  50xll5.3x 
46.2x100.  Nov  21,  190!,  due  Dec  10,  1906,  6%.  10:2612;  11:- 
2938.  30,000 

Same  to  Wm  E  Uptergrove.  Crotona  Park  East,  s  s,  120.1  w 
Wilkens  av.  runs  s  e  125.10  x  w  204.5  x  s  e  137.1  to  n  s  Boston 
road  X  n  w  204.3  x  n  e  34.11  to  Crotona  Park  East  x  e  207.8  to 
beginning.  Nov  31,  due  March  21,  1907,  6%.  Nov  21,  19(_M!. 
11:29.38.  15,000 

Villaume,  Henry  to  Lizzie  F  Henderson.  Crotona  Park  East,  s  s, 
120.1  w  Wilkens  av,  runs  s  e  125.10  x  w  204.5  x  s  e  137.1  to 
n  s  Boston  road  x  n  w  264.3  x  n  e  34.11  to  Crotona  Park  East 


X  e  2(17.8  to  beginning.  Nov  21.  190(!,  due  as  per  bond,  0/^, 
11:2938.  15,0(X1 

Vion,  Lillian  A  to  Eliz  M  Cauldwell.  Hoe  st.  w  s,  165  s  107th 
st,   18.9xlW.     Nov  19,  3  years,  4V4%.     Nov  20,   1900.     10:2744. 

3,000 

*Weil,  Isidor  to  Chas  C  Goode.  Pleasant  av,  late  2d  av,  w  s,  KJO 
n  213th  st,  40x100,  Olinville.  P  M.  Nov  15,  2  years,  5^%. 
Nov    !(!.    19(X!.  l.CKX) 

*\Vebcr.  Edw  H  and  Mary  C  with  Sarah  A  Hardy.  Bronx  terrace, 
e  s.  and  being  n  V4  gore  lot  1(15  map  Wakefield.  Subordination 
agreement.     Nov  8.     Nov  1(!,   1900.  nom 

Wagner.  Louisa  P  to  HARLEM  SAVINGS  BANK.  Trinity  av, 
Nos  88  and  9(1.  e  s.  7(»  n  132d  st,  40x75.  Nov  21,  1900,  due, 
&c,    as    per    bond.       1(1:2501.  5,000 

Wright.  Wm  H  to  Cronelia  Kramsall.  Bainbridge  av.  No  2.593. 
w  s,  220.3  s  194th  st,  22.10x90.4x22.8x89.5.  Nov  20.  5  years, 
5%.      Nov    21.    190(!.      12:3293.  <i,(X)0 

*Winkopp.  Catharine  G  to  Emil  Waldenberger.     Lots  .551  and  5.52 

map  estate  Eliz  R  B  King.  City  Island.     Nov  21,  19(X),  due  , 

l',X18.   0%,.  4.000 

"Wenninger,  John  P  to  Franklin  Society  for  Home  Building  & 
Savings,  a  corporation.  Lawrence  av,  s  e  cor  Central  av,  2.5x90; 
Baychester  av,  s  w  cor  Central  av,  25x9(.);  St  Marys  av,  w  s, 
2.5  s  Central  av.  150x100;  St  Agnes  av.  w  s,  25  s  Central  av, 
200x100;  St  Marys  av,  e  s.  25  s  Central  av,  200x100;  St  Marys 
av,  s  e  cor  Westchester  av,  225x1(10;  Baychester  av,  s  w  cor 
Ferris  av,  2(X)xl(X.I;  Baychester  av,  s  e  cor  Ferris  av,  2(X.>xlO(J; 
St  Marys  av,  n  e  cor  Westchester  av,  SOxKjO;  St  Agnes  av,  w  s, 
100  n  Westchester  av,  aOxKJO,  except  part  taken  b.v  City  N  Y. 
P  M.      Nov  14,   due,   &c,   as  per  bond.      Nov  1(!,   190(i.  1(!.050 

Waters,  Edward  to  Mary  J  Mondorf.  103d  st,  s  s,  90  e  Ogden 
av,   25x10(1.      Nov  22.   19(X!.  5  years,  5;,,.     9:2511.  15.(KI0 

Weyers.  Arthur  W  A  to  Louis  Miller.  133d  st.  No  1025,  n  s, 
179  w  Willow  av,  Ki.SxlOO.  P  M.  Prior  mort  $4,500.  Nov 
21,  due,  &c,  as  per  bond.     Nov  22.  1900.     10:25(j2.  800 

Winters.  Saml  to  Cath  Meehan.  Longwood  av,  Nos  1024  to  1030, 
s  s.  147.3  e  Prospect  av,  runs  s  102  x  s  e  .5,8.9  x  s  10.9  x  e 
.33  X  n  150  to  av.  x  w  70.2  to  beginning.  P  M.  Prior  mort 
$24,000.      Nov   1.5,   3   years,   0%.      Nov   1(!,   19(X!.  5,(X10 

Same  to  TITLE  GUARANTEE  AND  TRUST  CO.  Same  property. 
P  M.      Nov  15,  due,   &c,  as  per  bond.     Nov  16,   19(Xi.      10:2088. 

24.01X) 

Yule.  John  to  William  Rankin.  Grant  av,  n  e  cor  l(!.5th  st,  32. 9x 
102.8x41.9x103.4.     Nov  1(!.  3  years,  .5%.     Nov  19,  1900.  9:2448. 

34,(XIO 

Same  to  same.  Grant  av,  s  e  cor  l(!6th  st,  32x100.0x32x100.4. 
Nov    10.  3  years.   5%.     Nov  19.   190(!.     9:2448.  2,0(10 

PROJECTED  BUILDINGS. 

The  first  name  is  that  of  the  ow'r,  ar't  stands  for  architect,  m'n 
for  mason,  c'r  for  carpenter,  and  b'r  for  builder. 

When  character  of  root  is  not  mentioned,  it  is  be  understood 
that   the  roof  is  to  be  of  tin. 

BOKOUGH    OF   MANHATTAN. 

SOUTH    OF    14TH    STREET. 

Cherry    st.    No    44(1,    1-sty    brk    and    stone    outhouse,    (j.2x0.4;    cost, 

$.800;    William   McArdle,   on   premises;    ar't,   Richard   J   Lacy,   513 

Grand    St.— 1072. 
East   Broadway.   No  91,  7-sty  brk  and  stone  loft  building,  2.5x8.5.914, 

plastic    slate    root;    cost,    ,'(;30,(l()0;    L    Levy    &    Son.    13     Catherine 

st;    ar'ts.    Sommerfeld    &    Sleekier.    19    Union    sq. — 107.5. 
Gouverneur   slip.    No   9,    2-sty    brk    and    concrete    storage    building, 

30x70;    cost,    $3,.500;    Theodore    J    Palmer,    40    E    20th    st;    ar't, 

Chas   J    Perry,   .3220   Hull    av.    Bronx.— 1078. 
0th  St.   Nos  800  and  80.8  East,   two  (l-sty   brk  and  stone  tenements, 

42x84;     total    cost,    $70,(XI(i;     Henry    Kalchheim,    194    Duane    st; 

ar'ts,    Hedman   &   Schoen,   .'502   Broadway. — 1073. 

BE^'.VEEN   14TH  AND  59TH   STREETS. 

15th  st,  s  s,  130.4  e  Irving  pi,  1-sty  concrete  and  brk  storage 
building,  38.0x84;  cost,  $3,8(X);  ow'r  and  ar't.  Consolidated  Gas 
Co,  4  Irving  pi.— 1079. 

24th  st,  Nos  425-435  East,  11-sty  brk  and  stone  loft  building,  150 
X.S9.2.  composition  roof;  cost.  $450, (XIO;  Joseph  J  Little,  2  Astor 
pi;    ar'ts.    Townsend.    Steinle    cSL-    Haskell,    29    E    19th    St.— 107lj. 

2(ith  st,  Nos  42.S-438  E|(i-sty   brk    and   stone    concrete    training   school 

25th  st,  Nos  435-447  E!  for  nurses,  151x194;  cost.  ,$575.0(K.);  The 
City  of  N   Y;    ar'ts.   Parish  &   Schroeder,   5  W  31st   St.— 1(J.S2. 

2(ith  st,  n  s,  100  e  10th  av,  (i-sty  brk  and  stone  store  and  tene- 
ment, 'J5x,S5.9;  cost.  $2.).OI)0;  Siegfried  Wittner.  302  Broadway: 
ar'ts.    Moore    &    Landsiedel.    3d    av    and    148th    st. — 10,8.5. 

30th  St.  Nos  .542-.54(!  West.  .S-sty  brk,  stone  and  concrete  loft 
building.  75x95;  cost.  $l(Xt.(XXI;  Thonet  Bros,  800  Broadway; 
ar't,    Fred    W    Wentworih.    Paterson,    N   J. — 1080. 

4th  av.  Nos  330-332.  11-sty  brk  and  stone  loft  building.  .50x,8S. 
slag  roof;  cost,  $1.50,OiX>;  Mrs  Phillipine  Friedeberg,  2304  Bass- 
ford  av,   Bronx;    ar't,    Francis   H   Pfluger,   32  Union  sq. — 1081. 

10th  av,  n  e  cor  2(!th  st,  two  0-sty  brk  and  stone  stores  and  tene- 
ments, 37x90  and  37x87;  total  cost,  .$90,(XJ0;  Siegfried  Wittner, 
302  Broadway;  ar'ts,  Moore  &  Landsiedel,  3d  av  and  148th  st. 
-1084. 

BETWEEN  59TH  AND   125TH  STREETS.  EAST  OF  5TH  AVENUE. 
79th   st     Nos  (!7   to   71    East.   5-sty   brk   and   stone   dwelling,   40x75, 

concrete    and    tile    roof;    cost,    .');7(I,(XI0;    Mrs    Sara    Rives,    14    W 

.■58th  st;   ar'ts,   Carrere  &  Hastings,  28  E  41st  st.— 1070. 
84th  st,   Nos  239-247   East.   1-sty  brk  and  concrete  pool   room,  .'52.6 

x40;    cost.  $1,,1<XI;    Workingmens  Educational_&_Home  Assoc,  239- 

■J47'  E    84th    st;    art,    Louis    A    Hornum,    .505   .55th    st,    Brooklyn. 

—1083. 
114th    st     Nos    216-218    East,    0-sty    brk    and    stone    tenement,    .iOx 

87.11;  'cost,   .$38,0(X);    Mildred   Realty   Co,    103   E   125th   st;    ar'ts, 

Bernstein   &   Bernstein,   24    E   23d   st.— ](Xi9. 
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Rockland-Rockport  Lime  Company 

book  for  these  words  on  the  head  of  every  barrel.  Greenpolnt  Ave.  &  Newtown  Creek         PIIDFKA 

.^Manufactured  by  Rockland-Rockport  Lime  Company"      Borough  of  Brooklyn.  N.  Y.  City 

DO  NOT  BE  DECEIVED  BY  ANY  SUBSTITTJTK  Telephone.  207  Greenpolnt 

^  WEW    YORK    OFFICE.    FULLER    BUILDING,    BROADWAY    AND   23d 

Park   av     n   w   cor   OTth   st,    three   G-sty   brk   and   stone   stores   and 

tenements.    37xW.ll;    total    cost,    SfVM.aH);    Isaac    Fox     sw    cor 

Vesey    and    Washington    sts;    ar't,    Chas    M    Straub,    122    Bowery. 

—1074. 
BETWEEN  59TH  AND  125TH  STREETS,  WEST  OF  8TH  AVENUE. 
Central    Park,    opposite    East    10.->th   St.    ^ight   J -s^y_  brk     stone     iron 

and  Klass   greenhouses   and   palm   house,   lJ4xb.).  (,   and  JS.SxW.o, 

cost.    $38,275;    New    York    City.    Dept    of    Parks;    ar'ts,    Bernstein 

&   Bernstein,   24   E   23a   St.— 1077. 

NORTH  OF   125TH   STREET. 
Old  Broadway,  n  e  cor  131st  st.  ti-sty  brk  and  stone  store  and  ten- 
ement.   4!l.Gx81.S;    cost,    .$UO,000;    Ma_x    Kessler,    40    W    112th    st; 

ar't,    Ed   A    Meyers,    1    Union    sq. — 1071. 

BOROUGH   OF   THE  BROHX. 
Kelly   st     No   40,    1-sty   brk   tool   house,    lOxl.j;    cost,   $200;    Morris 

F    Finkelstein.    153   Canal    st;    ar'ts,    Moore    &    Landsiedel,    14»th 

st  and  3d  av.— 1282.  „  ,  ^      ,,.        ni\   to        „f 

Kinnear  pi  n  s.  100  e  Halsey  pi,  2-sty  frame  dwelling.  20x43,  cost, 
.$4."i00;  Fred  Weiss,  Main  st,  Westchester;  ar't,  B  Ebeling,  West 
Farms   road. — 1253.  ,      ,,. 

Louise   st    e   s.   t!20  n   Morris   Park  av,   two  2-sty   frame   dwellings, 
21X.50;    cost,   .$10,0(K>;    Gordon   &   Lebas,   89   Bronx   Park   av;    ar't, 
B    Ebeling,    West    Fai'ms    road.— 1266. 
Main  st    n  s,  75  w  Granite  av,  1-sty  frame  store,  30x00;   cost,  $6.- 
000;   Geo  H  Ehrgott,   Main   st;   ar't,  B  Ebeling,  West  Farms  road 

l'>(i4 

Mt    Hope   pi     s   s.   115   w  Walton  av,   five  3-sty  brk   dwellings,  20x 
55-    total   cost,  .$.50,000;    Solomax  Realty  Co.   Solomon  Mayer    299 
Broadway,  Pres;   ar'ts,  Neville  &  Bagge,  217  W  l'2.)th  St.— 1259. 
141st   St.   n   s.   and   Locust   av.   N   Y   C   &   H   R  R  yard,   1-sty  frame 
storage.    70.^00:    cost.    $400;    owr   and    ar't.    General   Electric   Co, 
Schenectady,    N    Y'.— 1273. 
165th  st    n  s.  175  w  3d  av,  1-sty  brk  stable,  26x30;   cost,  $uOO;   G 
Ernest     312   E    125th    st;    ar't,    Lorenz      J    Weiher,    103    E   125th 
St.— 1268. 
173d  St    e  s    307  s  Westchester  av.  four  2-sty  frame  dwellings,  21x 
51.6;    total   cost,   $20,000;    Cogswell-Taylor   Impt   Co,   Wm   Taylor, 
Pres,  824  Morris  av;   ar't,  J  J  Vreeland,  2010  Jerome  av— 1243. 
•    176th   St.    n   s,    140   w   Walton   av.   3-sty   brk   dwelling.   20x.55;    cost, 
.•f  10  000;     Solomax     Realty     Co,     Solomon     Mayer,     290     Broadway, 
Pres;    arts,   .Neville   &   Bagge,   217  W  125th   st— 1260. 
177th  St.  u  s.  12.J  w  Bronx  Park  av,  2-sty  frame  stable,  35x12;  cost, 
.$.500;   Jos  Diamond,  Bronx  Park  av;   ar't,   B  Ebeling,  West  Farms 
road. — 1256.  _ 

179th  St.  n  s.  300  w  Bronx  Park  av,  2-sty  frame  dwelling,  JlxoO; 
cost,  .$6,0(X);  Ebeling  &_ Keller,  West  Farms  road;  ar't,  B  Ebeling, 
West  Farms  road. — 12.52. 
2'20th  st,  n  s.  80  e  White  Plains  av,  2-sty  frame  barn.  27x16;  cost, 
$250;  S  Wager.  705  E  220th  st;  ar't,  J  Harold  Dobbs,  White 
Plains   av   and  222d   St. — 1257. 


Manufacturers    of    the  .'oUowing   Brandli    ti 
Rockland  Lime 

EX1RA  FINISHING  LUMP  ^S;^:i 

—  Also  Soie  Manufaoturers  of 

EUREKA  BRAP<D  of  PREPARED  PURE  WHITE  LIMB 

which  1b  superior  to  any  other  Hme^r^waU^Jilaster   npjr 
on  the  market.  --..-.  ,.ttt,  ,  ,  r^ 


Dther  lime  or   wall    plaster   now 
GUARANTEED  NOT  TO  PIT, 

STREET 


235th  St.  n  s,  1.50  w  Byron  air,  1-sty  frame  storage,  12x12;  cost, 
$.50;  Julius  Wanner,  on  premises;  ar't,  J  Melville  Lawrence,  2.5Jth 
st    and    White   Plains   road.— 1244.  ^     ...     ,  .,  ,  „ 

Amsterdam  av.  e  s.  200  s  Madison  av.  2-sty  and  attic  frame  dwell- 
ing peak  shingle  roof.  21x46',.4:  cost.  $4.o00;  David  Davies, 
Edison  av;  ar't.  Chas  R  Baxter,  Middletown  road.— 1269. 
Arthur  av  e  s  118.6  s  Pelham  av,  2  and  1-sty  frame  dwelling,  25 
x41;  cost,  $5,()0<1;  Pasquale  Lambert,  1369  Lyman  pi;  ar't,  Ru- 
dolph Werner,  4102  Park  av— 1245. 
Bronxdale  road,  s  s.  165.09  w  Cruger  st,  3-sty  frame  store  and 
dwelling,  21x.52;  cost.  $G,.500;  Rosovio  Dino,  330  Delancey  st; 
ar't,   B   Ebeling,   West  Farms  road.— 1'254.  _ 

Brook  av  w  s  150  s  156th  st,  2-sty  brk  stable,  oOxlOi  and  100; 
cost  $'^000;  Peter  and  Adam  Herlich,  3026  3d  av;  ar't,  Rudolph 
Werner.  4102   Park  av.— 1249.  „    .     .  .,      ,, 

Commonwealth  av,  e  s,  214  s  West  Farms  road,  2-sty  frame  dwell- 
ing. 22x.54;   cost.  $5,000;   Walter  Anopole.  360  Commonwealth  av; 
ar't,    B    Ebeling,    West    Farms    road.— 12.55. 
College  av    n  e  cor  146th  st.  two  5-sty  brk  tenements,  50  and49.  ix 
116.0%    and   122.10i/i;    total    cost.    $85,000;    Rosalia   Meli^  620   W 
136th  st;   ar't,  Harry  T  Howell,  149th  st  and  3d  av.— 1247.         _ 
Findlay   av    e  s    00  n   160th   st,   two  3-sty  frame  dwellings,   20xo0; 
total   cost,   $12,000;    Thornton   Bros  Co,   1312  Clay  av;   ar't,  Hugo 
H    Avolin.    061    Stebbins    av.— 1274. 
Glebe   av,    w   s.    165  n   Westchester   av,   1  and  2-sty  frame   storage, 
58x22-   cost,  $1.50;   Ernst  Beisner,  on  premises;   ar't,  Wm  Kenney, 
082   e'  105th   St.— 1272.  '        .      ,,.         oi   -n 

Glebe  av  e  s,  176.5  s  Lyon  av,  2-sty  frame  dwelling.  21xo0;  cost, 
.$6,000;  Plaute  Bros,  00  East  End  av;  ar't,  B  Ebeling,  West 
Farms    road. — 1267.  _ 

Glebe  av.  e  s.  126.28  s  Lyon  av,  2  sty  frame  dwelling.  21xii0;  cost, 
$6,000;     Plaute    Bros,    80    East    End    av;    ar't,    B    Ebeling,    West 
Farms  road. — 1265. 
Independence    av.    w   s,    from   248th    to   252d   st,    1-sty   brk   garage, 
40x76-    cost,   $11.(KX);    Geo   W  Perkins,   Riverdale;    ar'ts,   Heins   * 
La   Farge.   30   E  21st   St.— 1270. 
Lafayette   av.    n   w   cor   Hunts   Point    road,   2%-sty   frame   dwelling, 
peak,    slate    and    tin  joot,    41x41;    cost,    .$25,000;    Jas   F   Meehan, 
10'20   Longwood   av,    ow'r   and    ar't. — 1261. 
Mapes  av.   No  2100.   1-sty   frame  _shed,   15x12;    cost,   $25;    H  Oeser, 

on  premises,   ow'r  and  ar't, — 1271. 
Park  av,  e  s,  127.6  n  13Sth  st,  1-sty  frame  shed,  70x10;  cost,  $200; 

F  V  Morrison,  on  premises;  art,  M  J  Garvin,  3307  3d  av. — 1248. 
Prospect  av.  e  s.  100  s  ISOth  st,  2-sty  frame  shop.  18x30;  cost. 
$300;  Giosue  Galiani,  on  premises;  ar't,  Hugo  H  Avolin,  961 
Stebbins  av.— 1275. 
Teller  av.  w  s.  208  n  169th  st,  two  2-sty  frame  dwellings,  22x55; 
total  cost,  $16,000;  Adeline  Grossman,  St  Lawrence  av;  ar't,  B 
Ebeling,    West    Farms   road. — 1251. 


For  balance  of  Projected  Buildings  and  Alterations  see  p.  S6S. 


For  other  Lis  Pendens,  Foreclosure  Suits, 
Judgments,  Satisfied  Judgments,  Mechanics' 
Liens.  Building  Loan  Contracts,  Satisfied  Me- 
chanics' Liens,  etc.,  see  pages  895,  806,  81)7,  898. 

FILINGS  OF  NOV.   3;i. 


LIS   PENDENS. 

14th  St.  No  Tvl  West.  Mortimer  C  Rosenbaum 
et  al  agt  Robert  S  Smith  et  al;  action  to  fore- 
c'ose  mechanics  lien;  att'ys,  Fleischman  & 
Fox. 

Villa  av.  e  s.  660.3  n  Southern  Boulevard.  23x 
78..-)x39. 11x79.10:  Haynes  &  Coryell  agt  Luigi 
Castaldo  et  al;  action  to  foreclose  mechanics 
lien;  atfy",   S  T  Stern. 

West  End  av,  s  w  cor  80th  st,  102.2x100.  Wm  H 
Cray  agt  Lex  Realty  Co  et  al;  action  to  fore- 
close mechanics  lien;  att'y.  R  K  Brown. 

1st  av.  No  181.  Orazio  La  Cagnina  agt  Isaac 
Rothteld;  specific  performance;  att'y,  A  S  Welt- 
fisch. 

12th  St.  n  s.  part  of  plot  291  map  of  Unionport, 
50x108,  Bronx.  Leopold  Fichter  agt  Elizabeth 
D  Quinn;  specific  performance;  atfy,  H  Swain. 

FORECI.OSURB   SUITS. 

■Villa    av,    e    s.    271.0    .■<    Van    Courtlandt    av,    2.")X 

124.1.     Warren   B  Sammis  agt  Fulimeno   Bufa- 

no;    att'y.   W    E   Sammis. 
cith  av.   Nos  814  and  818. 
46  h  St.   Nos  71,  73  and  75  West,  1-6  part;  two 

actions. 

Louise    E    Bettens    agt    Bridget    D    Fitzpatn -k 

indiv   and   admrx   et  al;   att'y.    E   D   Bettens. 
ilTlh    St.     No    .'129    East.      Julius    Tishm:in    ayt 

Abram  Spanner  et  al:  att'ys.   Mauh?im  ^  Man- 

heim. 


JUDGMENTS. 


.$1.">9  91 

87.00 

......59.12 

222  91 

7sl.Hn 


Nov. 

2;i  Auspitz.   Julius — Nicolas   Hermance 

23  Acconcia.  Pasquale— City  of  N  Y.  . 

23  Abrahamson.    Ellas— the    same.... 

•J3  Bulger.   William— Geo   W  Johnson. 

23  Blatt.    Felix— Sigmund    Messner... 

•'3  Bolte    Herman— Edward  Thompson  Co.. 111. '28 

23  Burke.  John  P— Bobbins  Chemical  Co... 30.72 

"3  Bortoluzzi.   Achille*  &  Ansrew— N   Y   Edison 

Co ....1,30.00 

2:,  Bonsy.   Chas   S— Jacob  Luhs -".1.41 

"3*Cherrinf!ton.  Arthur— N  Y  Telephone  Co. 32. 19 
23  Crandall,      Elbert— Underwood       Typewriter 

Co    100.01 

23  Cickanik.   Vincensia,    Pres— Mathilde   Rojak. 

costs,  128.10 

23  De  Groat,  Wm  J— Oliver  Typewriter  Co.. 16.41 
23  Donnegan.    Maria    A    &     John     A— Twelfth 

Ward  Bank  of  the  City  of  N  Y 345.02 


23         the  same the  same   346.28 

23  Drillich,  Louis— Isidor  Skudowitz  et  al. 264.24 
23  Ensinger,    Benedict    J*    and    Frederick    F— 

Ada  V  Tinsley  61.20 

23  Edmonds,    Shepard   N — John  S  Forgotston . . 

2.50.50 

23  Ferricane,  Sam  A— N  T  Swezey's  Son  &  Co. 

67.16 

23  Friend,    Nathan   G — Christian   Benjes  et  al. 

307.70 

23  Facklamm.  John — Michael  D  Ryan 478.74 

23  Fedder.    Hermann— N   Y  Telephone  Co...:{SC9 

2.*S  Ford.     Marjory the    same     92. .'j6 

23  Fried.    Henry the    same    25.41 

23  Frank,    Isidor'   &   .Abraham the  same  48  79 

23  Floeckher.  Walter the  same   :;2.19 

2;i  Goodrich,    Edna— Andrew   J   Timoney    et   al. 

62.21 
23  Gerding,    Benjamin    F— Patrick    F    Gerding. 

9.52.02 

23  Gruenberg,  Aaron— Salvator  Pirra. costs,  42.70 

23  Griffin.    Anna— Emile  E   Jeantet 737.30 

■23  Griffiths,  Clara  F  C— Clara  E  Sincox,  ..  .178.91 

23  Hardie.  Robert  G— City  of  N  Y  360.68 

23  Hirshborn,   Frank  W the  same 189.63 

2:i  nillman.   Henry the  same 189.63 

23  Haddock,    Catherine   I the   same 104.21 

23  Handelsmann,    Maurice the    same 189.63 

23  Harper.    Wm    B the  same    873.86 

23  Hall,   Augustus  H— Adele   R  Fribourg.  .194.72 
23tHutchin?on.    Chas  W— Edw   P  Hatch. .  .202.60 

23  Hess.    Henry— Lord   &   Taylor 23.64 

23  Halperln,   Hyman— E  Gaston   Higginbotham. 

534.40 

23  Irwin-Martin,    Jeanne   C— Interurban    St   Ry 

Co costs,  149.38 

23  Isaacson.    Harry— Louis   Cohen    84.19 

23  Jones,    Arthur    H— Augusta    M    Walker 

costs,  2-29.27 

23  Katze,   Albert— Jean   Deslander 890.12 

■23  Kobre,   Max— Max  Blecher costs,   109.23 

23  Levine,    Louis— Remington   Construction   Co. 

costs,  108.18 

'23  Leras  Demetrius— Christos  Stampul. ..  .114.15 
•23  Lancon.  Raymon  R— Louis  Liedeker. ..  .47.12 
2;?  Labachnick.  Louis— Joseph  Greenwald.  1.34.65 
23  Levy.  Fredericli — Mayer  Fink.  ..  .costs,  123.19 
23  Margolies,  Samuel  and  Max— Morris  G  Sam- 
uels       828.05 

•23  Marks,"  Edward— Frank    Reinboth 168.69 

23  Miller.    Julius— Jesse   Letkeroltz 2.50.00 

23  Morrell.    Stella— Anthony    J    Woodruff.  .270.79 

23  Meurer.    John— Ignatz    Frank    111.91 

23  Mal'or.    Meyer — Minnie   Sohn 152.6.5 

23  Martin.  Julia   D— Dubar  Box  &  Lumber  Co. 

1,7.85.10 

23  Mack,  .\rthur  K— James  A  Rolfe.  .costs,  68.48 

•23  Miller.    Frank— Wm   S   Nevins   et   al 119.72 

23  McTiernan,    John   J— N  Y   Edison   Co 91.96 

23  Neville.    Michael    K— Cornell   Steamboat  Co. 
'918.25 


23  Novak,  Max— Mayer  Fink costs,  123.19 

•23  Oberman,   Geo  J— Lord  &  Taylor 165.79 

23  Parke,   Chas  H— Edw  J  H  Lamsen 479.57 

23  Pike.  Max— Van  Norden  Trust  Co. costs,  72.20 
23  Roth.   Herman   L — Andre»v  J  Timoney  et  al. 

62.21 

23  Reinheimer,   Isaac — Benjamin  Kalmus  et  al.  ' 

47.51 

23  Rogers.    David— Giuseppe    del    Vechio.  .340.12 
23  Rauner,    Henrietta — William   Seidman  et   al. 

527.02 

23  Riley,  Thomas  P— Lord  &  Taylor 1,609.19 

23  Rosenthal,   Abraham — Corn  Exchange  Bank. 

6,668.67 

23  Schwartzwald,   Abraham— Edw  R  Cohn.  .91.76 

23         same same    costs,    12.41 

23  Steindler.  Robert  M— Harry  Levy  et  al.  .94.58 
23  Snyder,  Theresa— Maggie  Mitchell. costs,  101.83 

23  Schain.     Joseph— Harris     Hausman 96.52 

23  Smith.   Louis— Albert   Bendel 93.81 

23  Sabath.   Seymour— John  W  Travell 153.47 

23  Smith,  Matthew— Maynard  N  Clement,  1,621.32 

23  Scribner.    Jacob — Joseph    S    Marcus 50.10 

23  Sutherland.  Eugene— N  Y  Edison  Co 168.94 

•23  Stavrahn,    Bernard*    &   James— Philip   Settel 

et  al    34.53 

23  Smoll.    Adele— Brie   R   R   Co costs,  83.38 

23  Steinhardt,   Benjamin— Henry  G  Foote.  .390.64 

23  Smith.    Francis— Louis    Harris    .32.41 

23  Tuthill.  Wm  N— James  A  Rolfe.  .costs,  68.48 
23  Tibbels,  Katherine  V— L  I  R  R  Co, costs,  17.41 
10  Thompson,    Henry   B— Rowland   N  Hazard.  . 

457.41 

23  Ulman.    Nathan— William    Fremstadt. .  .351.90 

23  Wlodar.    Joseph— David    Levin 272.88 

23  Walsh.    Robert — Louis    Harris.  ..  .costs,    32.41 

23  Yoran.   Lillie  T— Patrick  M   Carolan 9.32.02 

23*Zucker,    Charles — Joseph    Greenwald, ..  .134.65 

CORPORATIONS. 
23  The    Bunnell    Telegraphic    &    Electric    Co— 

N    Y    Edison    Co .52.40 

23  James    Wilson    Co the    same    91.6S 

23  Eastern  Barrel  Co— N  Y  Telephone  Co...27..52 
23  The    Sedgwick    Flour    Co— Frank    J    Ready. 

160.81 

23  Interurban    St    Ry    Co— Minnie    Link 

costs,    87  78 

23  Union   Ry   Co  of  N   Y  City— Carson    Miller. 

2,Ot>4..»9 

23  Bronx  Bath  Co— Ward  &  Upright  Euginccr- 

ing  Co 12491 

''3  The   Bromley  Co— United  States  Card  Index 

Co 87.47 

23  United    States    Woven     Label     Co— City    of 

N   -y    275.18 

23  Atlas  Soap  Co the  same   96.16 

23  Illustrated  Advertising  Co the  same.  .44.13 

23  The    Ikatolieka    Slovenska    Zinska    Jednota 
V    Spojenyck    Severnej    Ameriky— Mathilda 

Rojak costs,   128.10 

23  Alfred  Boote  Co^Louis  G  Meyer 524.74 


TJe  text  of  these  pages  is  copyrighted.     All  rights  are  resei^red.      Notice  Is  hereby  given  that  infringement  will  lead  tq  prosecution. 
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The   Palmer   Lime  and  Cement  Company 

0       "PAI-:nER'S  1\'0.  1,"  the  Btmiigestand  b«st  brick  lime  manufactured.  wllUay  more  brick  to  thebarrel  than  any  other  lime.  ( 

Farnaiii  C'lfll-'MQIKE  Finishlufff  which  has  no  equal. 

Paliner'^M  Filliailiing',  hlt:h  grad'«.  f--r  all  finishing  and  plastering  work. 

Connecticut  White  Lime,  especially  adapted  to  brown  and  scratch  work.. 
^      Palmer's  Chemical  l.ime,  absolutely  high  grade. 

Alsen's  Portland  Cement,  lor  Long  Island.  FOSTER    F.    COMSTOCK,    Manager 

Brooklyn  Station.  Telephone  14."..'!  Greenrolnt  Sales  Department :    1 49    BROADWAY,    NEW    YORK 

Jersey  City  Station.  Telephone  1302  Jers.  y  Telephones.  GUlO-OOll-tiiiil!  CoitlanUt 


SATISFIED  JTTDGMiEirTS. 

Falcone.   Ambrose— R   StroIIa.     1906    

Hart.    Edward— E  Wright.      10O5    

Little.  Wm  McC— L  H  Gein.     1906  

Pomeranz.   Samuel— H  Schorenstsin.     1906. 

Reilly.  Mary  E— C  H  Anderson.     1906 

iReilly,  May  E— C  H  Anderson.  190.T...2 
■■•Simons.  Peter— G  W  Walmuth.  1902.  .2 
Simon,  Peter— G  W  Walmuth.  1902.  . .  .2 
Setaro,  Francesco— C  Pollcartro.  1906.... 
Met  Lite  Ins  Co— J  G  Tate.     1906  


920.91 
3S6.00 
.46.99 
.38.14 
.98.35 
742.78 
293.19 
344.3.5 
549.80 
663.98 


MECHANICS'  LIENS. 


Nov.    9. 

129 — 177th  sf,  n  s,  1(M3  w  Amsterdam  av.  IIUk 
—.AC  Rader  &  Co  agt  Portland  Realty  Co 
and  Perlman  &  Bernlkow.     (Correction  as  to 

lienors    name.)    $540.00 

Nov.    23. 

376 — Cathedral  Parkway.  No  52.  James  J  Sew- 
all   agt  Max   Hirsohfeld    967.09 

377— 161st  St,  s  s.  103.8  e  Courtlandt  av.  50x 
100.  Maresca  Walsh  Tile  &  Marble  Works 
agt   Joseph    Perlitch    So.OO 

378 — Greenwich  st.  No  495.  James  Carroll  agt 
Michael    Toomey    1.1(K)C0 

379— Pitt  St.  Nos  100  and  102.  Isaac  A.  Aai»r 
agt  M  Diamondstone,  Lunitz  &  Weingarten,  A 
Halpin  and  I  Galef   110.00 

380— 84fh  st.  No  126  West.  Ernest  S  Piper  agt 
Paul   M   Turner   and   L  Leslie    71.80 

381— South  st.  No  282.  Murray  &  Co  agt  Muh- 
lenberg Coal  Co,  George  Haiss  Mfg  Co  and 
Geo    A   Dayton    127.50 

382— Elsmere  pi.  s  s.  134  w  curb  line  of  Mar- 
mion  av.  20.10x100.  Kloepper  Bros  agt  John 
Doe  and  Eugene  0"Toole   51. 0<} 

383— lS2d  St.  n  s.  200  w  Amsterdam  av,  50x. 
79.9.  Sebastian  Trepani  et  al  agt  Commercial 
Building  Co 267.09 

384— Crotona  Park  East,  s  e  s,  220.6  n  e  Pros- 
pect av.  208x125.  Atlantic  Cement  Co  agt 
Henry  Villaume 6,228.40 

385— Spring  st,  Nos  26  and  28.  Thomas  G 
Knight  Co  agt  Merk  Levy  and  J  C  Wextel. 
141.01 

386— 137th  st,  Nos  13  to  21  West.  Joseph 
Schinderman  et  al  agt  Harry  Falk  &  Her- 
mann L  Flamm   600.00 

387— 28tb  St.  s  s.  300  e  6th  av,  27.6x98.9. 
James  F  Disken   &   Co  agt   Harry  L  Toplltz 

and   Calumet   Construction   Co    6,425.18 

BtriI.I>ING  rOAN  COITTRACTS. 

66th  St.  n  s,  100  e  3d  av,  45x100.5.  Harris 
Mandelbaum  and  Fisher  Lewine  loan  Max  J 
Kramer  and  Henry  Rockmore  to  erect  a  6-sty 
tenement;   4  payments;   $22,500. 

East  Houston  st,  Nos  100  to  106.  Joseph  L 
Buttenwieser  loans  Charles  Lowe  and  Max  Jor- 
risch  to  erect  two  6-sty  tenements;  7  pay- 
ments;   $45,000. 

Amsterdam  av,  e  s,  whole  front  between  114th 
and  115th  sts,  — xlOO.  Wolf  Sheitel  loans 
Polstein  Realty  &  Construction  Co  to  erect 
five    6-sty    tenements;    9    payments. ..  .$100,000 

College  av.  e  s,  117.3  s  164th  st,  44x110.  James 
G  Wentz  loans  Noble  &  Gaus  Construction 
Co  to  erect  a  5-sty  tenement;  9  payments. 
25,000 

SATISFIED  MECHANICS'  LIENS. 

28th  st,  Nos  229  to  231  East.  Toscani  Bros  agt 

Francis  Lavelle  et  al.  (Mar  27,  1906.). .  .83.00 
'Prospect  av.  n  e  cor  Fox  st.     Greenky  &  Gar- 

fein   agt  Hercules  Realty  Co  et  al.      (Oct  29. 

1905.)     $ 162.50 

4.3d    St.    No    311    West.    Franklin    Machine    & 

Boiler    Works    agt     Charles     Scribner    et    al. 

(Nov    9,    1906.) 1.400.00 

Broadway,    Nos  836  and   838.  Same  agt  James 

A  Roosevelt  et  al.  (Nov  10,  1906.).  ..1,400.00 
Amsterdam   av.   s   e   cor  67th   st.      John   Turl's 

Sons,    Inc,   agt  Geo  A  Branigan  et  al.      (Nov 

15,     1906)      .$295.00 

Vyse  av.  w  s.  75  n  167th  st.     Theodore  J  Cha- 

bot  agt  Abraham  Silberberg  et  al.     (Aug  14, 

1906)    121.85 

^Lafayette   st,    Nos   66   lo   72.      Universal    Steel 

Bead    Co    agt    Israel    Lippmann    et   al.      (Oct 

15,  1906)    361.00 

U69th   St.    n    s,    ISO   w    Fulton   av.      Church   E 

Gates    &    Co   agt    Congregation    Agath    Israel 

et  al.      (Oct   4.   lOOfi)    189.99 

236th  st,   s  s,   72.8  e  Verio  av.     Frank  Hausel 

agt  W  H  Westrup  et  al.  (Nov  12,  19061.75.00 
'23fith    st,    s    s,    .52.8    e    Verio    av.       Same    aat 

Francis  W  French  ef  al.      (Nov  12,    lOIKil. 75.00 


JUDGMENTS     IN    FORECLOSTTRB 
SIHTS. 

Nov.    ICi. 
Amsterdam   av.   c   s.    273.7   n    lH7th   st.   37.6x100. 
Dora  Finkelstein  agt  Jacob  Goldberg;  J  A  Seld- 
man,    att'y:     David    Welch,     ref.       (Amt    due, 
$12,267.47.) 

Nov.    17. 
No  .ludgments   in   Foreclosure  filed  this  day. 
Nov.    19. 
Prospect  av,    w    s,    84    n    Oakland    pi.    19,9xlOOx 
22.9x100.      Mary    A    Farrell    agt    Mary    Farrell 
et    al;    M    J    Egan,    att'y;    William    Burke,    ref. 
(Amt    due,     $487.99.) 

Nov.    20. 

Amsterdam  av.  n  w  cor  168th  st,  .50x100.     Realty 

Mortgage   Co   agt   Herman    Harris   et   al;   Wolf, 

Kohn    &    Ullman,    att'ys;    Geo    M    Buck,    ret. 

(Amt  due,  $10,694.16.) 


ITlith  st,  proposed,  s  .s.  lU  w  Amsterdam  av, 
131x99.11.  Elm  Realty  Co  agt  Winslow  Realty 
Co:  Francis  Coletz,  att'y;  Walter  Alexander, 
ref.      (Amt   due.    $49,208.95.) 

Denman  pi.  n  w  cor  Tinton  av,  120x145.1.  Peter 
Herche  agt  Rudolph  Simon;  Wm  T  Croak, 
att'y;  Benjamin  G  Paskus,  ref.  (Amt  due. 
$16,820.84.) 


LIS  VESHjata. 

Nov.    17. 
112th  st,   Nos  224  and  226  Hast.     Samuel  Ka«n 

agt  Samuel  Barkin  et  al;  specific  performance; 

att'y.    I    Cohn. 
Greenwich   st.    No  96.      Eliza   L   D   Hoffman   agt 

Richard    C    Hoffman    et    al;    partition;    att'y. 

W    H    Merriam. 

Nov.   19. 
8l3t   St.    s   s,    100   w   Amsterdam   av,    37.6x102.2. 

Anna    K    Daniel    agt    Sidney    M   Teeter;    action 

to  set  aside  deed;  att'y,  A  K  Daniel. 
1st   av.    No    101.      Philip    Silverman    agt    Michael 

Sussman   et  al;   action   to   foreclose  mechanics' 

lien;    att'ys,    Kempner    &    Kalisky. 
-Xov.   20. 
45th  st,  s  s.  210  w  6th  av,  40x100.     Rosa  Brown 

agt  Thomas  E  Greacen;  accounting.  &c;  att'y. 

D   W   Rockmore. 
101st  st,    s  s,  90  w   2d   av,   365x100.11.     City  of 

New    York    agt    Cornelia    K    B    Rogers;    action 

to  acquire  title;  att'y,  W  B  Ellison. 
101st   st,    n    s,    210   w    West    End    av,    20x100.11. 

Abraham  R  Auten  agt  Jesse  L  Hurlburt  et  al; 

specific   performance:    att'y.   M   S   Hyman. 
14.8th  St.  s  s,  216.8  e  Brook  av,  16.8x100.     Annie 

Padden    agt    Ellen    Padden    et    al;     partition; 

att'y,  C  Stein. 

Nov.    21. 
Park  av,  w  s,  whole  front  between  40th  and  41st 

sts,   197.6x2;M)x   irreg. 
Av  B.  s  w  cor  16th  St.  129.1x95.6. 

Van    Norden    Trust    Co   agt   Edw   F    Murphy   et 

al;    partition:    att'ys.    Johnston   &   Johnston. 
Broome  st.    Nos   19  and  21.     George  Sprickerhoff 

et    al    agt    Pincus    Ronginsky    et    al ;    action    to 

foreclose  mechanics  lien;  att'ys,   Menken  Bros. 
46th  St.  n  s,  300  w  11th  av.  75xl24x— xl44.   Louis 

Meyer  Realty  Co  agt  Henry  J  Humphrey;  spe- 
cific performance:  att'y,  M  J  Katz. 
.\v    A.    e   s,    101.5    n    88th   st,    20x75.      Frederick 

Lesser  agt  Morris  Insel;  action  to  impress  lien; 

att'ys,    Marks    &    Byrne. 

Nov.    22. 
l.'J8th  St.   Nos  671  to  675  East. 
139th  st,  Nos  lim  to  866,  671  to  679,  691  to  699. 

711  to  719,   731  to  7:».  751  to  7.59  East. 
140th  st,  Nos  662  to  670,  6.82  to  6!)0,  702  to  710, 

722  to  730,  742  to  750,  661  to  665,  669.  667  and 

6,S3   East. 
141st  St.   Nos  677  to  681.  693  to  701,  713  to  721, 

733  to  741,   740  and  751  East. 
142d  St.   Nos  (162  to  668.  6.84  to  692,  704  to  710, 

722  and  724,  ~M>  to  756  East. 
142d  st,  n  s.  619.5  e  Willis  av.  63.5x88. Tx  irreg. 
Willis  av,  Nos  298,  .366  to  370. 
Alexander    av.    No    261,    and    other    property    in 

Orange  County. 

Warner   W   Westervelt  et   al   exrs   agt   Mary   C 

Mahony  et  al;  accounting;  att'y,  A  G  Crepsey. 
Interior  parcel  beginning  at  a  point  in  centre  line 

of   block   beiween  91st  and  92d   sts,   and   125  e 

Park  av.  runs  e  25  x  n  21.10  x  s  w  2.8  x  s  9.2 

to    beginning.      Irving    I    Kempner    et    al    agt 

Cacilie   Bauer  et  al;   amended   partition;   att'ys, 

Kurzman   &  Frankenheimer. 
78th  st.   No  119  West.     Benny  Haas  agt  Wm  H 

Smith    et    al:    action    to    foreclose    mechanics 

lien:   att'y.   L  Lande. 
42d  st.   No  .53;j  West.     John  Callan  agt  Meyer  L 

Sire  et  al :   action   to  foreclose  mechanics  lien; 

att'y.   C  J   Earley. 


FORECLOSURE   SUITS. 

Nov.    17. 

Union  av,   s  w  cor  149th  st.   100x200:  I 

Beach  av.  e  s,  100  s  149th  st,  75x100;  seven 
actions.  | 

New  "i'ork  City  Church  Extension  &  Mission- 
ary Society  of  the  Methodist  Episcopal  Church 
agt  Chas  S  Block  et  al :  att'y.  L  Skidmore. 

Lexington  av.  Nos  53  and  55.  Emi'y  Edmonston 
agt  Frank  Lugar  et  al :  att'ys,  Carrington  & 
Pierce    . 

.Nov.    19. 

123d  St.  n  s,  35  e  Lexington  av.  30xl<K).ll.  Lin- 
coin  Trust  Co  agt  Marcus  L  Osk  et  al;  att'ys. 
Bowers  &   Sands. 

82d  st,  s  s,  100  w  West  End  av.  25x102.2.  John 
P  Conselyea  et  al  agt  Robert  L  dc  Camp  et 
al:  att'y,  C  T  Roe. 

Nov.   20. 

West  End  av.  No  658.  Stuard  Ilirsihman  agt 
Agnes  B  Daly  et  al;  att'y.  M  H  Hayman. 

Tremont  av.  s  s,  .89.6  e  Arthur  av.  75xlt>0.5.  Hy- 
man Sonn  et  al  agt  Arthur  B  Silverman  et  al; 
att'y.    M   H  Hayman. 

Avenue  A.  w  s,  120.4  s  71st  st,  25x100,  Abra- 
ham Nevins  agt  Ellas  Kaplan  et  al;  att'ys. 
Bowers   &    Sands. 

128fh  st.  No  10  East.  Arnold  W  Srhlichte  agt 
Marie  A  Donnegan   et   al;   att'y.   W  F   Clare. 

Chambers  st,  n  s,  34.2  w  Park  Row.  runs  n  w 
71   X   D  e  25  to   Duane  st,   x  s  e'95.3  to  Park 


Row,  X  s  w  ;;  X  w  ;;4.2  to  beg.     Henry  Bischoff, 

Jr,    et    al    agt    Samuel    V    Abel    et    al;    att'ys. 

Straley   &    Hasbrouck. 
Beach   av.    e   s.   200   n   147th   st,    100x100.      Edw 

G     Baick    agt    Bella    Kaufman    et    al;    att'y. 

A  W  Varian. 
Alexander    av.    No    178.      John    R    Tait    exr    agt 

Christopher    D    Garritson    et    al;    att'y,    J    O 

Harrisson. 
75th    st,    No    125    West.      Clairville    E    Benedict 

et    al    agt    Mary    C    Murray;    att'ys,    Odell    & 

Odoll. 
102d  st.   No  102  East.     Elizabeth  Silberhorn  agt 

Josef  Gertner  et  al;  att'y,  G  H  Hyde. 
Nov.    21. 
lS2d  St.   n  s,   200  w  Amsterdam  av,  50x79.9.     D 

Boris   De  Waltoft  agt  Commercial  Building  Co 

et  al;  att'y,  A  A  Shlickerman. 
Belmont    av,    w    s,    78.7    n    181st    st,    1-25.1x86.3. 

The    Belmont    Realty    &    Construction    Co    agt 

Herman  Aaron  et  al:   att'y.  F  D  W  Searing. 
McComb's  Dam  rd,  w  s.  2.8.3  s  w  1.53d  st,  56.9x 

.86.6x.'*xll3.6.       The    Manhattan     Real    Estate 

&   Building   Assu   agt  Jiiiius   Bash;   att'y,   J   P 

Everett. 
1.3:M    St.     No    68    West.      Wilson    Marshall    agt 

David  B  Mainzer  et  al;  att'ys,  Dutton  &  Kils- 

heimer. 
92d    st.    No    45    Bast.      Frank    C    Markham    agt 

James  C  Sinclair  et  al;  att'y.   E  S  Peck. 
Nov.    22. 
Boston  or  Post  road,   n  w  s,  adj   lands  of  John 

Crosson.       Mrs    Yoe.    James    Fitzpatrick    and 

John  Ray.    Bronx,  50x217. 
Mechanics   st.    n   e   s,    1.34   n   w   Boston   or   Post 

road.  53. 6x44. .8x  irreg.   Bronx. 

Alfred    Loweth    agt    Geo    F   Johnson,    Jr;    att'y 

C    P    Hallock. 
5th  av.  n  w  cor  125th  st.  99.11x110,  excepting  a 

strip    10   inches   wide  on   the   north   side.    Her- 
man  Wronkow  agt  New  York  Operating  Co  et 

al:    att'y,    D    S    Ritterband. 
Broadway.     No    048.       Broadway    Trust    Co    agt 

Peter   Banner  et   al;    att'y.    I   L   Bamberger. 
5th    av,    n    w    cor    137th    st,    99.11x100.      Fanny 

Heilbrun  agt   Israel  Cohen  et  al;   att'y,   M  Sil- 

verstein. 


JUDGMENTS. 


In  these  lists  of  Judgments  the  names  alpha- 
betically arranged  and  which  are  first  on  each 
line,  as  those  of  the  judgment  debtor.  The  let- 
ter (D)  means  judgment  for  deficiency.  (•) 
means  not  summoned,  (t)  signifies  that  the  first 
name  is  fictitious,  real  name  being  unknown. 
Judgments  entered  during  the  week  and  satisfied 
before  day  of  publication,  do  not  appear  in  this 
column,    but   In    list  of  Satisfied   Judgments. 

The  Judgments  filed  against  corporations,  etc.. 
will   he  found  at   the   end  ot  the  list. 


Nov. 

20  Alexander.    Peter    trustee — New    Amsterdam 

Ntl   Bank  of  N  Y costs,  83.03 

20  Anderson,    Maria— City   of   N   Y 226.55 

20  Advokat.    Philip— Ntl    Fire   Ins   Co   of   Hart- 
ford.    Conn costs,    22.65 

20  Applebaum,  Henry— N  Y  Washer  Works  Co. 

428.74 

21  Arway.     Louis— Samuel    Tradlich     35.85 

21  Andrew.  Traganos— Deiderick  Fink  et  al.l2.3.()9 

21  the    same Chas    H    Keys   et  al 88.85 

21  the  same^— Frank   Green   et   al .3,S6..59 

21  Adams.  Henry— Met  St  Ry  Co.. costs,  110.88 
17  Bronsveld,  Edward— Brian  G  Hughes. $100.36 
17  Blackmur,      Horace     A,      Jr — Alfred      Allen 

Watts   Co 67.18 

19  Bellows,  A'ioe  A-Alba  A  Skinner.  ..  .400.40 
19  Brennau.    Thomas— La    Leal    Cigar    Co.. 68. 47 

19  Behrens.     Bernard — Robert     Butler 52.76 

10  Beardsall.    Wm.    Jr— City    of    N    Y 64.96 

19  Braun,     Ferdinand the    same 54.24 

19  Blatt.    Samuel the    same 98.24 

19  Bornstein.     Joseph — Oscar    Zipkes 456.07 

19  Brunio,    Angel — H    Herrmann    Lumber   Co.. 


.60.36 

20  Bloomgarden.  Henry— Jacob  Fladen. .  .224.41 
20  Barber,    Amzi    L— Violet    A   Butler.  ..  .9.290.9t) 

20  Bleur.    Wm    T— John    Matthews 210.07 

20  Balkin.     Harris— Mandel     Finkelstein  ..  .5.39.15 
20  Bornstein.     Louis,     Benjamin    and    Joseph — 
Theodore     E     Hergest 333.63 

20  Bethel.    Stella— Clarence   T   Coley   et  al 

costs,    97.00 

2ll*Bloom.     Albert    M    and    Abraham— Knicker- 
bocker   Metallic    Bed    Co     78.03 

-i>  Ballon-Brown,      Katherine      S      W — Gustav 

Beer    796.03 

2t>  Bialler,     Isaac — Enoch     Eisner 224. (i5 

2<>*Barker.    Wm    J — Aveline   Vincente   et   al .  .  .  . 

2..520.21 

■JO  Burling,    Clinton— Frank    E    Moulton.  .2.377.91 

21  Borges.  Anna—American  Surety  Co  of  N  Y. 

49.40 

21   Bennett.  Augustus  P— Chas  P  Opdyke.  ..  .33.01 

21   Bluck.  Joseph — William  Geier   59.65 

21  Boehmer.  Fred  L — William  Vigelius.  ...  121.71 
21   Boyce.    Edw   C — John   A   Roeblings  Sons   Co. 

of    N    Y     5,961.51 

21  Bachman,  Samuel — Adams  Laundry  Machin- 

ery   Co costs,    108.07 

22  Brennig,    Aimee   C*    &    B   Frederick— Joseph 

Walker    221.31 

22  Buckle,  George— League  Realty  Co.  .4,701.52 
22  Bernays,  Ely — Anglo-American  Telegraph  Co 

1.124.28 
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HECLA  IRON  WORKS 

North    iOth,  I  Ith  and  12th  STREETS 
BROOKLYN,  -  -  -  NEW  YORK 


Architectural  Bronze 

AND 

IRON  WORK 
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Bollk.    John— Oscar    Schlegal    Mfg    Co...(Nf.S4 

Barton,   Ruby— Frederick  L  R  Barton 

costs,   7.5.6.^ 

nareis.  George— Herman  W  Hoefer.  ..  .101.22 
nresel.   Abraham  X— Edw  W  Browning.  .00.00 

Bullock.    Samuel    R— John    N   Littell 326.52 

Gallon.    Martin— Degnon    McLean   Construct- 
ing   Co costs.    111.35 

Collins    .James    W— A    Huptels    Sons. .  ..307.84 

Collins.    James    W— the    same 3,32.38 

Cummings.    James— Wm    P    Youngs   et   »'•• 

Cha'tterton.   Walter  J— Cooling.   Lawrence  & 

goiis 104.04 

Cartello.    Dominick— Emit    Weill 4fi.21 

Cohen.     Abf^Samuel    W    Phillips 102.34 

Cook.    Moses    B— City    of    N    Y llo'S 

Coughlin,     Thomas the    same l'°-52 

'Carr.     Daniel— John    J    Taylor yj-iii 

Carroll,    James— Dept    of    Health JfaO.OO 

Clark,    Edw   J— Louis   H  Fahsenfeld  et  a\.._ 

Cohn.     Herman— iiarry    Zuckerman 70.0.5 

Crockett,  Wm  F— Knox  Automobile  Co.li.67 
Conrad,     Felix— Belgian     Plate     &     Window 

Glass    Co    et    al *''?i"5r-' 

Canto,   Ysidro  H— Wm  K  Staab 2n9.8.> 

Caldor,       Schoma— Commercial       Advertiser 

Ass'n 162,21 

Considlne,    Michael   S— Morris  Ost  et  al.._^. 

Crociahia,    Anthony— Emma    Westing    et    al. 

14 1 .28 

Case'.  Franklin  B,  Jr— X  Y  Mutual  Saving  & 

Loan    Assn    et    al costs,    110.00 

Cameron.    William— David    S    Lcvinson.  .8S.,53 

Crawford,  Wm  H— John  Portofee 34.72 

Clark.   Wm  V— Herbert  E  Van  Horn 20.05 

Conrady,    Georgie — Hen    Miller 27.83 

Cabrelli.    Pasquale— Third    Av    R    R    Co.... 

costs,    108.88 

Connor,    Charles— N   Y   CUy   Ry    Co 

costs,    111.88 

Collins,   Geo  L—Ntl  Drill  &   Mfg  Co ti3.47 

Cividelli.    Nathan— Southern    Cotton   Oil    Co. 

; 75.16 

Cowles."  jiiiius   b— N   Y   Telephone   Co.  .38.21 

Cohen,   Ruben   &  Lippman the  same.  ..3.3.10 

Carroll.    James    C the    same     4.5..52 

Campbell.    Wm   F the   same    22.61 

Cattelin,  Frank— Interurban  St  Ry  Co 

costs,    110.88 

ciearinanr Willis  J— City  of  N  Y 360.68 

Casmus.   John— Joseph   Beck  et  al 102. .S- 

:  Collins.    John    F— People.    &c l.lKXt.OO 

Daniell,    John    and    John,    Jr— Bella    McDer- 

mott    1,382.80 

Donnerstag.    Samuel— Albert    Krumenaker. . 

125.71 

DavidovitE,    Sere   or   Sarah— Jacob    Klein... 

123.65 

Dean,   Wm   G— Park   Slope   Bldg  Co 363.28 

the    same the    same 74. So 

Davis.    Anna— Daniel    Steinberg   et   al... 48.98 
Dessauer,   Samuel— Jacob   Castelberg  et  al.. 

"i0.6(j 
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Dunne.    Minnie  C— Robert  H   Neville 80.43 

the    same— Lachlan    Kennedy 173.8o 

Davey,    Martha    V— Strauss    &   Co 32.06 

Dowrie.    Alfred    D— Gustave    Walker    et    al. 

3.5.41 

Daniel,     Joseph    and     Samuel— State     Bank. 

495.47 

20  D'Angeiis,    Antonio— James    J    Cummings.. 

84.15 

20  Dorfinern,      Henry— Samuel    Konlgsberg. . .  . 


20 


Forman.   Louis   D— Victor   Frankelstein.,522.96 

Foot,    Isaac— Wm    T   Hookey 534.41 

the  same the  same    534.41 

Friend.  Nathan  G— Louis  Siegbert  et  al.201.31 
Feinchel.    Herman  &   Pauline— Morris  Golde 

et    al    1.0.-,3.96 

Friedman.    William— Richard   Friedlander   et 

al "■•« 

Feinstein.    Meyer— Abraham    M    Barnett  .!U.8S 
Fiurscheim.    Mix — Louis    Lowenstein. . .  ..S3.16 

Feinberg,  Jacob— Wm  T  Hookey .535.41 

the   same the  same .535.41 

Foot.    Isaac the  same    (..  ..535.41 

the  same the  same    535.41 

Gutterding.   Jacob— Saunders  P  Jones  et  al. 

155.37 

Glover,     Wm     T— Charles     Noc 309.43 

Gutlohn,    David — Charles    Shongood 

costs,    120.02 

Groedel,  Chas  H— Herman  C  Van  Post  et  al. 

costs,   73.10 

Giel.     Danfel— Leopold     Eisemann 327.22 

Goldberg.     Philip— Isaac    Fenston 45.97 

Glover,   Frank  K— New  Rochelle  Trust  Co.. 

40.71 

Greenstein,    Bernard— City   of   N   Y 170. S2 

Goldberg,     Morris the    same 163.77 

Ginsberg,    Samuel the    same 104.21 

Gant.   Augustin— City  of  N  Y' 46.00 

Guttman.    Henry the    same 300.60 

Gotha.    Clementi— Jerome   Rice   et   al....47.30 

Goodwin,     Frank— Alcolm     Co 93.41 

Geisler.    Frank    J — Nora    Wrenn 10(.>.65 

Grace.    Frederick    J— Edmund    Dwight .  .260.41 

Griffin.    Joseph    T— John    E    O'Brien 60,56 

Geller,   Joseph — Frederick   Lorenz  et  al 

,822.86 


20  De  Lacey,  Fred- United  Wine  &  Trading  Co._ 

114. (4 

20  De  La  Cova,   Victor— John   Glass 1,5.38.48 

20  Delgado,    Jose   G — Avelino   Vicente   et    al... 

2, .570.21 

21  Dakin.    ciara— Henry    Meyer    193.73 

21  Davidson,  William— Wm  E  Benjamin.  ,164.61 
21  Danziger,  .Albert- American  Cigar  Co.. 82.99 
21  Daniels,     Frank— Louis    Friedlander    et    al. 

25.48 

21   Damasick.   Louis — William   Geier    59.65 

21  Davis.    Joseph    A— Cleveland,    Cincinnati    & 

Chicago    Ry    Co     costs,     22.60 

22  Damiane,    Nicholas*    &    Ernest— N    Y    Tele- 

phone   Co 22.60 

22  De   Cernea.    Albert the  same    139.29 

22  DAmico.    Rose the    same    28.42 

22  Divine,    Michael    W the    same 91.77 

22  Dickinson,    Washington— Joseph    J    Schmidt 

costs,    97.35 

19  Elnglander,  Philip— William  Lord 226.11 

19  Edwards,   Geo   B— People.   &c 1,000.<K> 

19  Eberhard.    Ernest— Oliver    Ditson    Co.... 74. 17 

19  Eddy.  Ullysses  D— Audit  Co  of  N  Y' 220.41 

10  Ebenau.    Ignatz— Max  A  Singer. .  .costs,   78.58 

19  Englander.    Beethoven— William   Oppenheim. 

135.27 

20  Ebling.    Nelson    W— John    Moss 284.15 

21  Einhorn.   Hyman— Nathan  S  Kohn. costs  68.37 

22  Eisenberg,    Abraham    M— William    Slut^ke. 

307.41 

"2  Eiker  Thaddeus  B— N  Y  Telephone  Co.. 33.36 
22  Erden'hrecher,    Jacob      exr— Bertha      Erden-_ 

brecher    costs,    61.50 

17  Fissek.    Rubben— S   T   Lawrence   &   Gregory 

Co  47.05 

17  Fowler.    Geo   E— Chas   B   Gale 608.20 

17  Fleck.  John  W— Corn  Exchange  Bank.. 995.36 
19  Fitzpatrick.    Edward    and    Katherin— Joseph 

J    Gerde     276.00 

19  Feinchel.  Herman— Vito  Contesia  et  al..)3i.66 
10  Friend.  Nathan  G— Henry  S  Mack. ..»  .610.70 
19  Freeman.  Tracy  -— P  Emile  Moller. ..  .189.50 
10  Freeman.    Chas    D— City    of   N   Y' 644.56 

19  Faubel.  Philip  F— W  &  J  Sloane '^-^ 

20  Fritz.    Samuel— State    Bank 405.47 

20  Frey.    Rosa— Wood    &    Selick .31.40 

20  Fuchs.    Joseph— Dept   of   Health 260.00 


Goldstein.    Geo   J— Philip    Braender OOti.X^ 

'Glaser.    Morris— Jacob   Bloch   et   al 03.30 

Gerver.    Lewis — Benson    &    Hedges H4.05 

Gimbernot. Jules    R— Edw    M    Thompson    et 

al    W2.78 

Goodhue.    Willis   M— John   H   Hazelton.  .  118.60 
Galligan.    Matthew— Beadleston    &    Woerz. .  . 
...    276.6S 

21  Garneau.    Charles— Thophilus    Wucher 

costs,   7.8.34 

22  Goiinsky.  Mark— Peter  A  Grevatt  et  al..  133.76 
22  Gunton.    George— Amelia    H    Gunton 

costs,  339.70 

22  Greeloy,  James  admr— Interurban  St  Ry  Co. 

costs,    111.88 

22  Gray,   Stephen  K— Sonn  Bros  Co 193.05 

22  Gelb,    Morris the    same 251.22 

22  Goldburg.  Jesse  J— Joseph  S  Schwab.  .2,23o.o8 
22  Greenstein,  Rosie  and  Samuel— Ephron  Quat. 

97. .8.3 

22  Giassheim,    Nathan— People,    &c 1,000.00 

17  Harris,    Henry    (not   summoned)— Max  Chai-  _ 

l(ji3    209. lo 

17  Hirsch,     Louis the    same 209.15 

17  Hart     John— Gansevoort    Beef    &    Provision 

Co 114.18 

17  Harrington,    James    C— Oscar    Sandberg 

7 1 .  ( 2 

17  H(jran,    Joseph— Theobald    J    Dengler. .  .  .^._ 

costs,   7i.*.S 

17  Horan.     Margaret the    same. .  .costs,     77.78 

17  Horowitz     Salo    A— Abraham    Nelson il.91 

17  Hutchins.    Walter    T— Gerald    Van    Castreel. 

1, 523.08 

10  Hopkins,    Robert— Cunard    Steamship    Co    et 

al    costs.    70.8t> 

10  Hart,    Joseph   D— U    S   Fidelity   &   Guaranty 

Co 70.36 

19  Harrison,    John— New    Amsterdam    Casualty 

Co 80.48 

19  Hutkoff.     Lorus— Trenton     Spring     Mattress 

Co T21' 

19  Hollender.    Olivia    E— Louisa    "Welsh ^J.-^ 

19  the    sam^Bernard    A    Reinold 149.  U 

19  Hey  ward.    John    A— Louis    Sherry 44.0.) 

19  Heitner.    Emanuel— City   of   N    Y *'^,'ni 

19  Hulton,    John    W— Henry    A   Brann 44.31 

10  Hall.   James   S— International   Trust   Co.. 35.40 

20  Harley,    Peter   S— H   Herrmann   Lumber  Co. 

154.91 

20  Hauenstein.  Philip— David  Mayer 61.68 

20»Hoetzel.    Max the    same 61.68 

20  Heal.    Frank   C— Butler   Bros 211.01 

20  Hochberg.    Adolph— Jacob    Bloch    et    al..93..J9 

20  Herman    Max— Samuel    Konigsberg 203.10 

20  Harley.     Peter    S— Alcolm    Co 1641 

20'Haines.     Frederick the    same 16.41 

20  FeJden.    Flovd   S— Colwell   Lead   Co 441.(57 

21  Heilemann.    Henry— Cleveland,   Cincinnati  & 

Chicago   Ry     Co costs,    22.tiO 

21  Hoffman.  Louise— Abraham  Lilienfeld.  .53.65 
21  Hermann.  Frank— American  Cigar  Co.. 74. ,84 
21  Hoffmann,     Franz— Vnion    Ry    Co    of    N    Y' 

City     costs,    107.88 

21  Hoffman.    Caroline the   same,  .costs,    117-48 

21  Hotz.    Morris— Harris  Fine    97.15 

22  Harrison.  Chas  F  Zippel  &  White.  Inc.  100.66 

22  Harford.  Harry  C— City  of  N  Y 104.21 

22  Hillkowitz,     William- — the    same 360.68 

22  Hall.  Albert  H the  same 104.21 

22  Hoffman.  Joseph  A— Jacob  V  Muller  et  al.  . 

23.67 

22  Hyman,  Sussman— Nathaniel  Whitman  et  al. 

. 296.09 

22  Hooke.  Waiter  G— Archibald  C  Haynes. 602.50 
17  Jacques.  Rebecca — Henry  Adler  et  al.  .34.14 
19  Jersavitz.    Arnold— Alfred   C   Odge 34.40 

19  Jacoby,   Jacob— City   of   N   Y .87.00 

20  Jones,    Wm    G— Alexander   H    Davis  et   al.  . 

2,730.00 

20         the    same the    same costs,    217.05 

20  the   same Auguste   Bontempi 

costs.  142.42 

21  Johnson.   Luman  W— Louis  Sherry 87.32 

21  Johnson.    Andrew   J— Bert   R    Bloch.  ..  .240.25 

22  Jones.    John    M— Otto    Marx 126.47 

22  Johnson.  Alice  G— City  of  N  Y. 189.63 

19  Koch.    Edw   M— Friedrich  Nachod   et   al.... 

2,483.94 


10  Koch.    Frank— City   of   N    Y 210.10 

10  Kolle.   Frederick    S— Euphemia    B    Roller.. 

1,358.86 

10  Knaff,    Henry- Henry    Leshin ;i5.65 

\\i  Koch.   George — Wilson   Industrial  School   for 

Girls 101.75 

2(1  Klein,     Julius— William     Pugh .52.66 

20  Klein.    Adolph— Julius    Karfunkel 63.66 

20  Klein.  Benjamin— Henry  G  Silleck,  Jr.  .3:5.70 
20  Kaplon,  Louis  J — Leon  C  Weir. .  .costs,  27.72 
20  Kiernan,  Josepji  J— Beadleston  &  Woerz..., 

•. 2,842.65 

20  Koersztler.    Edward— Wm   A   Winter ftl.,36 

20  Kronengold.    Philip— Alcolm    Co 19.41 

20  Kunzman.     Alfred— Alcolm    Co 16.41 

20  Klein,    Fanny— Interurban    St   Ry   Co 

112.08 

21  Katz.   Louis— Wm  T  Hookey 535.41 

21         the    same the    same    535.41 

21  Kaliske.    I   Sax^Mary  Curran 27.49 

21  Katz.    Louis— Wm    T    Hookey 534.41 

21  the  same the  same    .• 534.41 

21  Koehler.     or     Koller.     Samuel — Arthur     S 

Westervelt   122.28 

21  Konle.   Arthur  A— Press   Pub  Co 30.21 

21  Kempner.    Louis  — Wm    J    Leeds 44.91 

22  Kurzel,  Gustav  A,  Jr— Lion  Brewery  of  N  Y 

City    275.35 

22  Kragen,   Joseph— Israel   Golob 181.22 

22  Klein,  Joseph— City  of  N  T 35.70 

22  Kempson.  St  George — Walter  B  Atkin  et  al. 

424.^ 

22  Knepper,  Herman— Chas  F  Murphy. ..  .75.91 
22  Kelly,   Teresa  A— Interurban  St  Ry  Co,  113.88 

17  Leary.    Jack — David    Brinker   et   al 147..51 

17  Lippner.     Morris — Frida    Horkimer 863.75 

10  Levy.    Morris— Dover   Mfg   Co 24.54 

10  Levy.   Lewis — Wm   A  Leggett  et  al 12.31 

lO'Levy.     David— Theodore    Sauer 95.80 

10  Lustgarfin.  Isaac- Peerless  Brick  Co. .  .74.21 
10  Levy.    Leo  B— Title   Guarantee  &   Trust   Co. 

1.55.11 

10  Levy.  Abraham  J— Geo  W  Cole  et  al... 589.99 
10  Lombard!,    Genara— Met    St    Ry    Co 

costs,    115.38 

20  Levin,     Mauricf^State     Bank 495.47 

20  Lyon.    Geo   H— Harrison    S   Taft 61.72 

20  Lynch.    J    Thomas— City   of    N    Y 187.77 

20  Lerscber.    John the    same 187.77 

20  Leitner.    Joseph— -Alcolm    Co 16.41 

20  Le  Maire.  Lewis— Green.  Tweed  &  Co.  .215.41 
20^Ladzin.   Henry— Alcolm  Co 14.41 

21  Lane.    Rodney    D— John    T   Ackerly 67.06 

?■[    Lichtenstein.    Sol— Jay   E   Whiting 796.85 

22  Levy,  Nathan— City  of  N  Y 300.60 

17  Meli.    Roalia— Builders    Heating    Co 74.41 

17  Minsky.   Louis — Clementine   M   Silverman   et 

al     costs,    124.68 

17  Mushkin,     Jacob— Julius    Shapera 395.90 

17*Multer.     Rachel— Gustave    Cohen 64.40 

19  Martin,    Ralph    A— Daniel    Kleinzerger 

1,335.11 

10  Malowltz.    Wolf— Dover    Mfg    Co 23.20 

19  Maynicke.    Robert— Central    Realty    Bond    & 

Trust    Co 79.86 

19  McCormack.  James  H— Mary  E  McCormack. 

79.00 

19  Martin,    Geo   W— City   of   N   Y 169.21 

19  Monahan.  Joseph  W— Theodore  Sauer.  .95.80 
19  Mayer.    Guy    C— Henry    W    Bendel 496.98 

19  Mitchell.    Alfred— John    J    Taylor 144.37 

20  Meehan,   Patrick  A— Morris  Rosenfield  et  al. 

164.91 

20  MacDonald.    Jeremiah— MacMillan    Co... 97. 78 

20  Monahan.   Margaret— City  of  N   Y 228.17 

20  Meier.    Henry the    same 226.55 

20  McLean,    Anna   admrx — James   D    Smith.... 

costs.    180.20 

20  McGoldrich.  Francis— City  of  N  Y 228.17 

20  McNiernev.    Thoams the  same 1(58.48 

20  Malga,    Victor— Avelino   Vincento 2,520.21 

20  Martin.    John— City   of   N   Y 360.68 

20  Morse.   Samuel    F   B— Star  Co costs,   48.25 

20  Mintz.     Isaac — Annie     Downing 577.50 

20  McCartie.    James— Morris    Vogel 237.31 

21  MacFarland.    Mary    A— American    Surety   Co 

of    N    Y    49.40 

21  Marion.    John    B— Michael    Logana 77.41 

21   Merle,    Edw    H— Natl    Bank    Book   Co 54,94 

21  Moe,    Anna— Henry   .\beles 34.41 

21  Maynes.   Harry— Continental  Caoutchouc  Co. 

253.03 

21  Morris.    Frances— Theophilus    Wucher 

costs,  78.34 

22  Michel,  Oscar  A— Walter  B  Atkin  et  al.. 60.66 

22  Muller,    Carl— Joseph    F    McCoy 2,762.77 

22  Morchand,    Bernard— Lion    Brewery   of   N   Y 

City   189.92 

22  McGowan,  John*  and  Michael— Joseph   Beck 

et   al    441.19 

17  Newton     Charlotte    M — American    Surety   Co 

of    N     Y 33.16 

17  Norris.    Edward— Dudley    G    Gautier    et    al. 

418.25 

19  Nelils,    Albert    A— City    of    N    Y 702.81 

19  Nellis,    Budora    H the    same 600.59 

10  Nolan.    Harry   G— James   J   Mills 163.15 

10  Neufeld.     Maurice    and     Charles— Hoban     & 

Curtis     Lumber     Co 226,84 

20  Nolden.    Robert— Green.   Tweed  &  Co... 215.41 

19  O'Neill,    Mary— Theodore    T    Baylor 34.41 

20  Ottenberg.      Simon      and      Henry— Clara      B 

Fromer   costs.   146.50 

20  O'Hara.    D    J— Henry    M    Rogers 441.87 

17  Powers.    Bernard    H— Butler    Bros 117.90 

17  Permansky.     Max — Jacob     Jacobs 6.671.33 

10  Pomeranz.     Samuel— Herman     Schorenstein. 

costs,    38.14 

19  Pelham.    Cord— Nicholas   Becker 14.70 

10  Pelmutta.   Samuel— Hoban  &  Curtis  Lumber 

10  Pearl.    Annetta— Jacob    Cohen ^^§5 

21  Ponjzees,   Peter— Frank   Green   et  al.... 386.59 

21  the  same Chas  H  Keys  et  al 88.85 

21         the  same Delderick  Fink  et  al. . .  .123.09 


The  text  of  these  pages  Is  copyrlglite(J.     All  righte  are  reserved.       Notice  Is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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DENNIS  G.  BRUSSEL 

'  ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT-HEAT-POWER 


The  Brussel  Method  and  organization  is 
devoted  exclusively  to  the  electrical  prob- 
lem of  the  building.  Independent  plants 
installed,  or  wiring  for  street  service.  Writ« 
lor  particulars, 

15  West   29th    Street.    N.  Y. 


21  Peacock,  Henry— David  S  Levinson .  . .  .SS.."!.") 
21  Perlman,     Ja'cob— Hari-y     Weiuer 20.05 

21  Price,  Henry  C— Press  Pub  Co 29.41 

22  Petzell,    Edward— John    McTaggart 1534.31 

22  Pierce,  Robert— Jacob  P  Muller  et  al... 226.15 
22  Pleasants,    Irvine— Herman    W   Hoeter.  .101.22 

22  Phelps,   Harold  J— Laurie  L  Levey 23.72 

17  Rosenberg,  Josejjh — Meyer  Resnick.  .  .592.40 
17  Rines,     Samuel — N     Y    Kosher     Butcher    & 

Consumers    Assn    07.42 

1!)  Rubin,     Fisic — Louis     Wisansky 45.G(J 

19  Rader,   August   C— David   Kleinberger.  1,335. 11 

19  Richards,   Chas  M— Morris   Manges 90.27 

19  Rogati,   Agestino— Richard  J  Hiekson  et  al. 

costs,  142.45 

19  Rathbone,     Chas    L    and    Robert    W,     Jr— 

Samuel  Lee    3.9118.47 

19  Reddy,   James— City  of  N  Y 61.87 

19  Rice,    Joseph    M— Henry    Weber 70.97 

19  Rosenberg.    Joseph— People,    &c 500.00 

19  Ruddock,   Mary  J— John  J  Connolly 42.09 

20  Rosenthal,     Jerome    W— Wyandotte    Stables 

Co 70.87 

20  Robinson,    Horace   S   G— Richard   H   Bond.. 
3,791.47 

20  Ronjetti,    Amanti— Alcolm    Co 65. G6 

21  Rouse,    John   E— Chas   E   Scudder. costs,   67.14 

21  Ritter,     Benjamin— Flora    Marcus 423.30 

21  Reynolds.  Hiram  R— Leila  McBerney. .  .24.27 
21  Rosenberg,    Joseph— Wm    T   Hookey. ..  .535.41 

21  the  same the  same 5.35.41 

22  Radigan,  Bernard  J— Joseph  F  McCoy. 2,762.77 
22  Rogoff,  Morris— Herman  Rosenberg. ..  .420.00 
22  Rutz,    Carl,    Louis*    &    Otto*— Colwell    Lead 

Co   2,367.33 

22  Rosenkranz,  Joseph— Morris  Jacobowitz.253.18 
17  Schwartz,    Max— New   York   Kosher   Poultry 

Dealers    &    Consumers    Ass'n 8S.43 

17  Singer,    Louis— Gustav    Cohen    64.40 

17  Stark,     Martin— Jenny     Rosenfeld 64.63 

17  Sire,   Henry  B  and  Leander  S— E  Ellsworth 

Miles     costs,    112.18 

17  Selleck,  W  R— Review  of  Reviews  Book  Co. 

87.26 

19  Schlesinger,    Abraham— Vito   Contessa  et  al. 

537.66 

19  Storrs,    Frank— Title    Guarantee    &    Trust.. 

108.96 

19  Siderowitz,  Michael— Dunbar  Bot  &  Lumber 

Co 42.16 

19  Silberstein,   Albert   L— James   C   Nichols 

106.45 

19  Smith,   Bernard—  N   Y  City  Ry  Co 

costs,    113.28 

19  Stewart,  William— Meyer  Ratzenstein. .  .69.31 
19  Semel,    Geo    I— Harry    L    Bailey 25.41 

19  Sautes,     Fred— People,     &c 213.09 

20  Scanlon.    Augustus   J— Swift   &    Co .53.28 

20  Stancliff,    Edwin— Ben    Blumenthal 172.01 

20  Stevens,  Geo  C— Decatur  W  Curtis. .  .1,468.30 
20  Shlano,    Luigi— Samuel   Guggenheim  et   al . . 

162.27 

20  Stone,    Meyer— H    Herrmann    Lumber   Co... 

...     ...     215.01 

20  Singer,    Adolph— Kiba    Dorfman 61.16 

20  Streeter,    Wm    E— Rutus    E    King 524.18 

20  Simon,    Simon— Geo    J    Kubn 139.37 

20  Shirk,    Jacob— Samuel    Konigsberg 203.10 

20  Solmon,  Arthur  C— .\velino  Vicenti  et  al... 

2,520.21 

20  Stret,  Brwin  A— Chas  C  Halgren 17.81 

20  Schall,    Dora— Annie    Downing 577.50 

20  Stump,   Frederick— Alcolm  Co 44.41 

21  Seely,    Henry   M— Chas  H   Meyer 95.47 

21  Schweitzer,    Benjamin    &    Molly— Standard 

Dairy    Co 64.45 

21*Sullivan,  Cornelius  P— John  Portofee.  .34.72 
21  Schlesinger,   Abram  &   Sarah— Morris  Golde 

et  al    1,05.3.96 

21  Solomon.  Jacob  E— Title  Ins  Co  of  N  Y.. 83.52 
21  Shapiro,  Isadore- Abraham  M  Barnett.04.88 
21  Smith,    Theodore — American    Surety    Co    of 

N    Y    112.01 

21  Sanger,    Mack    W— Continental    Caoutchouc 

Co 253.03 

21  Stein,    Samuel— Solomon    W   Johnson. ..  .42.41 

21  Saase,    Fred— Louise    Carver    2.38.91 

22  Stoddard,  Leroy  R— Edwin  A  McAlpin  et  al. 

costs,  27.65 

22  Silverman,    Louis— Rosie    Lewis 519.65 

22  Silver,   William— Abraham   Orently  et  al.. 54.47 

22  Strong,    George— Chester    A   Weed 172.17 

22  Smith,  Theodore  E— Harry  C  Ha.skins  et  al. 

10,682.35 

22  Sterling,    Warner   S— Mence   Stern 86.30 

17  Theodore.    James— Albert    Krumenaker.125.11 

20  Thibou,    Geo   W— Esther    H   Tremain 

costs,    65.00 

20         the   same— Charles   Tremain. .  .costs,    72.82 

20  Tallman,   Cornelius   H   admr  and  exr- Clar- 

ence J  Coley  et  al costs,  97.00 

21  Thorner,     Albert— Carlisle    Norwood    et    al. 

944.32 

21  Tronco,    Edward— John    Hull ..274.31 

21  Tibbets,  Katherine  V— L  I  R  R  Co 17.41 

22  Tichler,    Samuel— Rosie    Lewis 519.65 

22  Tuck,    Abraham— Sonn   Bros   Co 195.66 

22  Toumey,    William- People,    &c    1,500.00 

22  Trilling,  David  W— Abraham  Turetsky. 435.04 
17  Vespazian.     Umberto— Richard     Buyer. .  .70.27 

19  Vagts,   John— City  of  N  Y 388.18 

19  Von  Ende,  Herwegh— William  Kiesling  et  al 

33.72 

19  Vought,    Theodore   H— Park   Slop©  Bldg   Co. 
74.40 

19  the    same the    same 69.91 

20  Van  Loon,  Edw  S— Colwell  Lead  Co 441.67 

21  Van    Lees,    Isaac— Victor    Frankelstein.  .522.96 

22  Volkenning,   Henry  L— City   of  N  Y.  .1,044.92 

22  Venture.    Daniels- People,    &c    1,000.00 

22  Vigorito,     Sabato the    same 1,00<1.00 

17  Werstein,    Samuel— H    B    Clafln    Co 630.48 

17  Winter,     Charles— Louise     Winters 

costs,  366.98 

17  Walker,    Warren    T Ellen    N    Stacey.. 304.65 

17  Whitmore.    Wm   B— V   Loewers     Gambrinus 

Brewery    Co 150.80 

17  Wetter,  .Nicola— A    Hupfels    Sons 307.84 


19  Winer,   Ma.\— Alfred  C   Dodge. 


>vrt,.e,. 


Walker, 
Wessek, 


-^aejaiue 


40.9J 

v^tibienaiie      et      ai. 

cosls,    101.37 

Wa.KCi-,  Krauk  is — John  C  noeuuiuger .  1  i-i.uo 
Viola  M— Alexander  McGrau.  .84.41 
Joun   G — veriiiuui,   couaeuseu   muk 

10.89 

Weeks,    Oakley— iNtw    Hochelle    Trust    Co. . 

i0.i2 

WJutehead,    Henry    M me    same 40.  i J 

v\oou,   L,es.,ei'   m— Oity  of  in    Y 33J. 

vviiicattei,     wm     J — r'eop,e,&c l.oau. 

Walsh,    James   T — City   oi   in    V lOtt, 

weaver,    i^nas    A — iviargaiei    Douueiiy.  .lii, 
wyKes,   ueaige — uuilioia   savmga   Bank... 

-:,ijiu. 

Weidig,    Geo   K— August  J    Luijene 24U 

weiuci,    Cuarles — jiuriis    voge, 23 r 

Vv  niie,    Cnaa    vv— iNoia    U    It.ce 14o. 

waguei-,    carl — Ameiicau    Csar    Co. ...122 

vvoii,    Josepu    c — Michael    Miner 134, 

waisaw,    b     Walter— Harry    Leumauu.  .Ii2. 

Walsh,   Patrick  J— James  Hayes 1,033, 

WesterveU,    Huyler — Joseph    Brugger.  .  .192 
Ziemer,    Beiuaiu — Morns    Cane  ei   al...i56. 


Callahan,    Cornelius- E   Godwin.     1904. .  .1,104.61 

Same same.      1905    116..3U 

Faour,    Daniel   G— L  J    Frank.      1906 145.44 

Flscher-Hansen,   Carl— N   Y   Life  Ins  Co.   1900. 
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CORPORATIONS. 
17  Prudential     lus     Co    of    America— Catherine 

tagau    2y.80 

17  Eeo. OS  Mercamile  Agency — John  S  Francis. 

433.72 

17         the   same— Banks   Law   Pub   Co 2OU.30 

It  James  Rowland  &  Co — William   wills  et  al. 

147,319.20 

17  Harlem   Bridge,    Morrisauia  &  Fordham  Ky 

Co— Mayor,    &c 3,200.13 

17  Beoros    iVieicautlle    Agency — Albert    Schurr. 

01.27 

17  Paris   Modes   Co— Max   GoeDel 39S.U0 

19  Central      Aulomooue       Storage      Co — Daniel 

iv'ueubeiger    1,335.11 

19  Wm   R    Cole   Co — Richard   Hamilton 75. 7  i' 

rJ  AiOilou  Mig  Co — F  W  Gessweiu  Co....  118.09 
19   iue   luteioorough   Rapid  Transit  Co— Sarah 

E    iNickersou     8.420.80 

19  Jonu   H    Woodbury    Dermatoligical   Institute 

— Euphemia    B    Koller 1,358.80 

19  Paddock  Coik  Co— City  of  N   Y 395.52 

19  Tiutu    Seeker    Co the    same 175.01 

19  The  George  HaiDert   Co the  same.  .2,600.04 

19  Smith  of  N    V   County the  same 179.48 

19  Straub    Envelope    Co the    same 121.30 

19  Met    Realty    Co the    same 1,404.79 

19  Grand    Conservatory    of    Music    of    the    City 

of   N   Y— .\ew   York  Times  Co 103.92 

19  Northwestern   Realty   Co — Clement  B   Brun. 

882.31 

19  Interurban  St  Ry   Co — Julia  Barns 498.57 

19  the    same — Wm    B  "  Morau.  ..  .costs,    110.00 

20  Interurban    St    Ry    Co — Annie    Dillon 

costs,  94.37 

20  Renno   Saddlery   Co — ^Paulhauber   Stable  Co. 

...    costs,    15.00 

20  New   York   City   Ry   Co— William   Muller... 

221.06 

20         the    same the    same costs,    27.41 

20  Cohen  Pharmacy — Regine  Dinkelspiel.  .112.30 
20  Westchester    Traction    Co — Mayer    England 

Co 318.50 

20  Victor  Malga  &  Co — Avelino  Vicente  et  al.. 

2,520.21 

21  Royal  Beef  Co— Kipp  Rathbun 2227.31 

21  The    Philadelphia    Casualty    Co— Junction 

Realty    Co 112.22 

21  Williams  Heating  Co— A  Wyckoff  &  Son  Co. 

2,257.99 

21  Supreme    Council    of    the    Royal    Arcanum^ 

Wm    M    Williams    3,354.47 

21  Interborough    Rapid    Transit    Co Jacob 

Schwartz    costs,   102.64 

21  New  York  City  Ry  Co— Gussie  Ottwine. 247.04 
21  Realty   Buyers— Bilden  J   Rogers   et   al.  .33.32 

21  Manhattan  Straw  Board  Co— Frank  S  Jones 

et   al- 358.72 

22  "Stanger"     Rheumatism,     Gout      Institute, 

Inc— League  Realty   Co (D)   4,701.52 

22  American  Foundry  Facing  Co^City  of  N  Y. 

191.12 

,  22  Mayer  &  Co the  same  91.34 

22  American     Dispensing    Co     of    N     Y the 

same    76.80 

22  Dallas    Realty    &    Con    Co— N    Y    Telephone 

Co    87.43 

22  West  Hampton  Park  Improvement  Co— Jacob 

P    Muller   et   al    36.37 

22  Dr  F  T  Johnson  Co— Henry  Feltman.  .539.42 
22  New   York   &   Long  Branch   Steamboat  Co — 

Peter  McMann   544.23 

22  John  H  Woodbury  Dermatological  Insti- 
tute— Benjamin    Patterson    279.35 

22  The    Person     Consolidated     Copper    &    Gold 

Mines  Co— Mine  &  Smelter  Supply  Co.... 

1,533.83 

22  United   States  History   Co— Edw   S   Williams 

et   al    1,206.54 

SATISFIED  JUDGiMENTS. 

Nov.  17,  19.  20,  21,  22  and  23. 

Adams,   Bertha— H  W  Gary.    1906 $98.99 

Ahlers,  Bruno  P  H— G  W  Godward.     1896.  .423.68 

Aldrich,    Henry    B— A    Martinez.    1900 126.42 

Bloom,    Sol— C   Cooper   et   al.    1900 323.66 

Bultman.    Henry    D— M    C   Merker.    1906. .  .113.00 

^Bernstein,    Samuel— A   Stern.    1906 6,432.48 

"Brown,     Chas     F — National     Broadway     Bank. 

1,890    20.822,28 

"Same Western  National  Bank  of  N  Y.  1890. 

10,.574.90 

"Same National  Herkimer  County  Bank.  1890 

2,519.02 

»Same same.    18.90    2.519.92 

"Same same.      1890   3.078.59 

"Same T  L  Vic-kers.   1890   3,702.68 

"Same T    Mackeller.    1.890    7,528.65 

Clendenin,    Claude    F— Pneumatic   Mattress    & 

Cushion    Co.      1904 74.81 


389.05 

104.21 

364.07 

1889.860.47 

5,094.12 

..191.48 

.93  32 

1906'.il9!24 


"Feldstein,   Morris— City  of  N   Y.   1903. 
Ghee,  John  F— W  P  Murphy  et  al.  1906 
Hainnes,    Franklin— A    E    Woodruff. 
Jacoby.  Hyman— M  Schneid.  1906. . . 

King,   Nora  R— L  Toch.   190U    

'■Kaplan,   Julius— City   of  N   Y.    1902 
Kissler,    David— M   Rabinowitz  et  al 

Loeb,    Alfred— L    Goodheim.    1906 342.87 

Mautner,    Isaac— B    R   Torgowiuek.    1906.  ..  .25.65 
McGovern,    Joseph   P,    Philip   A   McGovern,    Jo- 
seph   D    Fowler   and   John    V   Cromhy— E    R 

Coale.      19(X>    679.96 

Middleton,   Wm   T— D   Farrell.      1905 109.80 

Same same.      1905    109.20 

Same same.       1906    105.17 

McCord,    Wm   H   &     Theodore     Hapke— H   T   J 

Fuehrman.       1905     94.50 

McCord.    Wm    H   &   Theodore   Hapke— H   T   J 

Fuchman.  1905 4,139.71 

'McAdam,  Geo  W— Tenement  House  Dept.   19O0 

204.91 

^Neufeld,  Morris,  Simon  and  Joseph,  also  Sarah 
Shapiro    and    Bessie    Rosen— H    L    Franklin. 

19O0    1,152.10 

Russ.   Herman— H  H  Shulof.   1906 400.92 

Riordan.    Daniel    J— H    Conkling.    1902 024.54 

^Rosenfeld,    Benjamin— Tenement    House    Dept. 

1906    264.91 

Rodman,    Frank    H— John    Simmons    Co.    1900. 

148.16 

Radle,   Eugene  J— H   Fouchaux.      1906. .  .1,471.82 
Sterry,    Wm    De    W.    Geo    E.    Jr.    James    W    & 
Wallace  M— J  De  W  Sterry  exr.    1908. .  .335.46 

Sterry,  John  De  W— G  E  Sterry.  1906 110.68 

Sargent,    Harry   B— J   C    Schanz.      1904 650.92 

Silberstein,  Albert  L— J  C  Nichols.   19156. .  .106.45 
Sroka,  Louis  &  Lena  Gurgel— B  H  Ogden  Lum- 
ber   Co.    1906    723.48 

Stewart,    Robert  A,   Charles  Lowe  &  Max  Jor- 
risch— E    H    Ogden    Lumber   Co.    1906.  .1,5.30.94 

Schurtz,    Kate— Lang   &    Co.      1906 391.33 

TiUinger,   Barnett— M  Jarumlowsky  et  al.  1900. 

206.29 

Teitelhaum.    Adolph— V    Liatto.    1899 72.65 

Von  Sternberg,  Wm  A— M  Lewin.  1905... 54. 72 
Vanderpool,  Fred  C— J  F  Webber.  1906... 78.94 
Vidootzky,  Joseph— C  Remsen  et  al.  1899.  .138.64 

Ve-spaziani,    Umberto— R  Buyer.      1906 70.27 

Weigle,  Chas  W  &  Edmund  A  Funke— A  Rein- 

hardt.      1906    285.86 

Wood,    Philip— F    Brady.    lOlW 278  41 

Zeitlow,  Emma— T  Sullivan  et  al.  1898.  .260.66 
Same same.  1898 171.03 

CORPORATIONS. 
Mount  Morris  Bank— W  F  Upsm.  1905. .  .7,291.99 
Consolidated  Gas  Co  of  N  Y— S  H  Draisin  et  al. 

1906    122.54 

Connecticut  Fire  Ins  Co— T  D  De  Witt.     1906. 

1,041.51 

Knickerbocker   Ice   Co— The  Mayor,   &c.      190O. 

161.05 

Same 42d  St  R  R  Co  et  al.     1903 174.75 

Same same.      1903    189.67 

^Vacated  by  order  of  Court.  ^Satisfied  on  ap- 
peal. 'Released.  'Reversed.  'Satisfied  by  exe- 
cution.    'Annulled   and   void. 


MECHANICS'  LIENS. 


Nov.    17. 

296— 150th  St,  325  e  Broadway,  50x100.  Harold 
L  Rockmore  agt  John  Nicoll  &  John  Merk- 
suaer    $1,854.50 

297— 15lEt  St,  Nos  523  and  525  Bast.  Casmento 
Roofing  Co  agt  Myer  Cohen.  Mary  Cohen, 
Joseph  Cohen.  Annie  Evans,  Isaac  Cohen  and 
Morris   Naviasky    112.00 

298— 138th  St,  Nos  872  to  878  East.  J  P  Donna 
Tile   Co   agt   Robert  Arnstein    222.00 

299— .\ttorney  st,  Nos  155  and  157.  Heffner 
&  Grill  agt  Morris  Goldberg  &  Sam  Cohen. 
425.00 

,300— Park  av,  n  w  cor  107th  st.  100x75.  Stand- 
ard Damp  Proofing  &  Roofing  Co  agt  Abra- 
ham   Schlesinger    &    Herman    Feuichel .  .120.00 

,301— 124th  St.  Nos  218  to  228  East.  Church  E 
Gates  &  Co  agt  Simon  Jacob  &  Samuel  Hut- 
koff    4.014.76 

302— 124th  st,  Nos  2.33  to  239  East.  Same  agt 
same 2,496.01 

303— 107th  st,  Nos  214  to  220  East.  Same  agt 
same    281.84 

304— 124th  st,  s  s,  209  w  2d  av,  120x100.  New 
Jersey  Terra  Cotta  Co  agt  Jacobs  &  Hut- 
koff   1,500.00 

,305 — Lexington  av,  w  s,  whole  front  between 
1,30th  and  131st  sts,  200x100.  Vincent  Valen- 
tine agt  Jacob  Sender  &  Jacob  Baum 6.00 

Nov.   19. 

,(jOC— 49th  st,  Nos  337,  3.39,  345  and  347  East. 
John   Barba  agt  L  Cohen   &  Son 1,100.00 

307— Same    property.      Same    agt    same.  ,.  .4.50.00 

308— 2d  av,  s  e  cor  48th  st,  50x100.  Same 
agt    Cohen    &    Shapiro 1,000.00 

309 — isth  st,  Nos  257  and  259  East.  Same  agt 
same    1,7,50.00 

310— Sherman  av,  n  s,  100  w  Academy  st,  200 
xiriO.  John  P  Dowllng  agt  Hanover  Realty 
&  Construction  Co  and  Minturn  Smith. 7,293.00 

311_Vllla  av,  e  s,  56  s  204th  st,  25x100.  Haynes 
&  Croyell  agt  Luigi  Castaldl 712.00 

312— Bathgate  av,  s  w  cor  184th  st.  John  W 
Dunican  agt  Arch  Realty  &  Construction  Co 
and    Houghtaling   &    Wittpenn    113.52 

313— 115th  st,  Nos  268  and  270  West.  Pitts- 
burgh Plate  Glass  Co  agt  Lauro  Elesofter, 
Joseph    L   Klein   and    Isldor   Rosenthal.  .580.00 
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Harder  than  yours  have  been   many  of  the  light-problems  we   have  solved  by  the 

f^^^BB" 

Luxfer  System.    We   can   bring  daylight  into  basement,  back  room,  court  or  any  other 

'^^^^K 

place   where  you  want  it.     Give  us  a  chance  to  prove  it.    Telephone  3276  Gramercy. 

vlHP 

AMERICAN  LUXFER  PRISM  CO.,  160  Fifth  Avenue,  NEW  YORK. 

^fc\ 

314—23  av,   n  w  cor  12Gth  st.   100x100.     Flato 

Bros  agt  Small  &  Meryash    92.34 

315— 123d    St.    Nos    151    and    153    East.      Same 

agt  S  Fritz 39.00 

31G— Lexington  av,  No  2085.     Thomas  C  Miller 

agt    Samuel    Greenwald    113.98 

317— 137th  st,  s  s,  250  w  5tli  av.  60x100.     Neu- 

feld  &  Co  agt  Carrier  &  Scratz  2,947.88 

318— Dyckman  st,  No  301.     Church  E  Gates  & 

Co  agt  Herman  P  Snyder  123.91 

319— 123d   st,    Nos   225   and   227   East.      Joseph 

Wlodar  agt  Benjamin  Berger 27.5.00 

320— IGlst    st,    Nos    fil7    and    619    Bast.      John 

Cullo   agt   Joseph    Perlitch 200.00 

321— Summit  av,   n  e  cor  KMth  st,  25x100.     J 

Hartley  Co  agt  Mary  Colleran  and  John  Col- 

leran 1.610.00 

322— 107th    st,    Nos   02   and   64   East.      Bass   & 

Horowitz  agt  Weisberg  &  Golding  and  M  &  L 

Wolins    390.00 

323— Amsterdam  av,  s  w  cor  71st  st,  100.5x115. 

Wolf  Gelbard  agt  Peter  D  Plunkett  and  Jacob 

Rubin     170.00 

324— 161st   St.    Nos  '617   and   619    East.      Harry 

Streichler  et  al  agt  Joseph  Perlitch. ..  .345.00 
325 — St  Nicholas  av,  e  s,   intersection  lu4th  st, 

75x90.      Frank    Pearson    agt    John    J    Hearn 

Construction  Co 100.00 

326— Suffolk    st,    No    135.      Julius    Gellin    et   al 

agt  Morris  Goldberg  and  Tillie  Knolles. 300.00 
327— Avenue  A,   No  1018.      Emanuel   Segal   agt 

Charles  Shapiro  and  Louis  Levine 217.00 

Nov.   20. 

328— 3d  av.  No  1341.  Ike  Greenberg  agt  Henry 
C  Meyne  and  A  Feldman  Construction  Co. 
250.00 

329^Union  av.  No  817.  New  York  Pressed 
Brick  Co  agt  Andrea  Avitabile  and  Fortunato 
C   Lamonte    "0.00 

330_8th  av,  Nos  106  and  110.  Harry  Wersan 
agt   Philip  Kissam   and   P  A  Canavan.  ..  .35.00 

331— 3d  av,  e  s.  whole  front  between  66th  and 
67th  sts,  — xlOO.  Eberhart  &  Son  Co  agt 
Hamilton  Heights  Syndicate  and  Samuel  Man- 

..del TtG.OS 

3,32- Madison  st,  Nos  186  and  188.  Drezner 
Bros  et  al  agt  Davis  Perlman  and  Abraham 
Gutterman    8.958.00 

333— Broadway,  s  w  cor  71st  st,  100.5x115. 
Marston  Lumber  Co  agt  Peter  D  Plunkett 
and     Sherman     Square    Hotel 331.29 

334— 152d  st.  No  939  East.  Louis  Baumgarter 
agt   Yette   Grosbach    15.00 

335 — Port  Morris  and  149th  st,  runs  w  350  x  e 
and  s  3.50  x  n  —  to  149th  st.  Eureka  Fire 
Hose  Co  agt  New  York  C  &  H  R  R  R  Co  and 
Pace     &     McCIintock     Co 184.38 

336— Lenox  av.  No  315.  Jacob  Mendelowitz 
agt  John  Shields  and  Schaefer-Carroll  Con- 
struction   Co 640.00 

337_West  End  av.  No  194.  Richard  G  Hach 
agt   John  Doe  and  John   Facklamm    .'..330.00 

338— Lenox  av,  No  315.  Eisenstein  &  Schwartz 
agt  John  Shields  and  Schaefer-Carroll  Con- 
struction  Co 53.00 

339— 29tb  st.  No  261  West.  John  A  Murray  agt 
Wm  H  Smith  and  Smith  &  Hummel 36.08 

340— 135th  st,  No  32  West.  Same  agt  Afro- 
American  Realty  Co  and  Smith  &  Hummel. 
99.18 

341— Sth  av,  s  e  cor  37th  st,  24.8x60.  Same 
agt  Mary  I  Bennett  and  Smith  &  Hummel. 
126.57 

342— Broadway,  No  1420.  Robert  E  Heslin  agt 
Jacob   B    Wolf    78.45 

343— 156th  St.  n  e  cor  Fox  st,  90x100.  Ole  G 
Bertelson   agt   Philip   Yocket 656.00 

Nov.    21. 

344— 172d  St.  n  s,  100  w  Amsterdam  av,  175x 
94.6.  Ferdinand  Steiger  agt  Julia  London 
and  Moses  Press   7,300.00 

345— 5th  av,  s  e  cor  136th  st,  99.11x100.  Cas- 
mento  Roofing  Co  agt  Charles  Lowe,  Max 
Jorrisch,  Julia  E  Liggan  and  Greenky  &  Gar- 
fein 315.00 

346— 7th  av,  Nos  2.308  and  2310.  Charles  Schu- 
ler  agt  Joel   Marks  and  A   Rosenberg. . .  .81.75 

347— Union  av.  No  817.  D  D'Angelo  Bros  agt 
John  Buftington,  John  Thompson  and  F  E 
Lamonte   290.00 

348— Lenox  av.  n  e  cor  143d  st.  74.11x96.2. 
Spero    &    Malkin    agt    Morris    Feldherg.105.00 

349— Prospect  av,  w  s.  165  s  16Gth  st,  .50x118. 
A  VoUa  &  Co  agt  H  Feinherg  and  I  Podlesh. 
175.00 

350— Prospect  av.  w  s,  202.9  s  166th  st,  50x118. 
Same  agt  Kaplan  &  Baker 100.00 

351— Port  Morris  and  149th  st,  runs  w  350  x 
e  and  s  350  to  East  River,  x  n  —  to  begin- 
ning. Crane  Co  agt  N  Y  C  &  H  R  R  R  Co 
and    Pace    &    McCIintock    Co 1,542.86 

352— Villa  av.  e  s,  660.3  n  Southern  Boulevard, 
25x79. llx  irreg.  Haynes  &  Coryell  agt 
Luigi   and   Mary  Castaldo 712.00 

353— Broome  st.  Nos  19  and  21.  Mosson  Bros 
agt    Pincus    Roginsky    78.18 

354 — Lenox  av.  No  315.  Schaefer-Carroll  Con- 
struction   Co   agt   John    Shields 3,006.00 

355 — Cathedral  Parkway,  No  52.  Pasquale  Sal- 
vator  et  al  agt  Max  Hershfield  and  Arthur 
L    Zeiman     653.25 

356 — Audubon  av,  s  e  cor  166th  st.  75x100.  Al- 
per  &  Hyams  agt  Louis  M  Cohn  and  Joseph 
Levy    800.00 

357— Broome  st.  No  327.  Max  Epstein  agt  Max 
Warshauer   and    Alperin    Bros 335.00 

358— 3d  av.  No  1870.  Max  S  Epstein  agt  Na- 
than  Groberg   and   Nathan   Alperin 155.00 

359 — Van  Nest  av.  s  e  cor  Van  Buren  st,  7Sx 
100.  Henry  Lewkowitz  agt  John  B  Marion. 
187.00 


360— 18th  st.  No  157  West.  Julius  Jonson  Sons 
agt  Albert  I  Sire  and  Caspar  Buellesbach. 
750.00 

301- 70th  st,  s  s,  106.10  e  Columbus  av,  18. 2x 
60. .5.  Morris  Goldberg  agt  Ami  lie  Simon  and 
K   Simon    7.00 

302 — i'Mr  st.  No  140  West.  Same  agt  P  &  C 
Fitzsimmous  and  K  Simon 140.50 

36.3— Union  av.  No  817.  Weisberg  &  Mark  Co 
agt  Harry  B  Buftington,  William  Thompson 
and  F  C  Lamonte 250.00 

Nov.    22. 

364— 137th  st,  Nos  616  to  630  West.  Reedy 
Elevator  Co  agt  Cathedral  Parkway  Realty 
Co    1314,65 

365— S7th  st.  No  32  West,  ArthiirT' Fowler 
agt  Julia  Bachrach,  Walter  Clark  and  Percy 
E    Colling    404  "'2 

306— Cauldwell    av,    e   s.    100  s    15o'th   s't]   ^OOx" 
100.3.     Casmento  Rooflng  Co  agt  Jacob  Seider 
and  Morris   Stolar   251  00 

307— Jackson  av,  Nos  859  and  861.  Domenico 
Bravin  agt  Abraham  Greenberg  and  Isidore 
Witkind  and  Frederick  E  Emerick 78.89 

368— Audubon  av,  s  e  cor  166th  st  71x100 
Rider  Ericsson  Engine  Co  agt  Cahn  &  Levy. 

369— Van  Nest  av,  s  w  cor  Van  Buren  st,  02x 

100.     John  Bell  Co  agt  John  B  Marion.  .600.98 
3iO— 123d    st,    Nos    151    and    153    East.      Louis 

_Plnals  et  al   agt  Samuel   Fritz 70.00 

371— 187th  st,  s  s,  50  w  Cambreling  av    50x88 

Frank  Barba  et  al  agt  Patrick  J  Moffatt.175.00 
di2— Same     property.        Joseph      Latanzi     agt 

same    ", 038  00 

373— Brook  av,  s  e  cor  138th  st,'25xi66."  Sam- 
uel E  Kimball  agt  Albert  Leprell 63  02 

374— South  st,   No  282.     Michael  Larkin  &  Son 

agt    Muhlenberg    Coal    Co 269 '^5 

375— Fox  st,  n  e  cor  156th  st,  90x100.  New" 
York    Cornice   &    Skylight   Works    agt   Philip 

^"'i's'    210.00 

« 

BUILDING  LOAN  CONTKACTS. 
Nov.   19. 
Broadway,    n   e    cor    123d   st,    100.11x175.  Chas 
M    Rosenthal    loans    Augusta    Reis    to    erect 

two  6-sty  apartments;  17  payments $150  000 

Broadway,  s  e  cor  124th  st,  100.11x175.  Same 
loans  same  to  erect  two  6-sty  apartments-  18 

payments     150  000 

Jefferson  st,  e  s,  820  n  Morris  Park  av,  50x100 
George  Hauser  loans   Samuel   Geller   to  erect 

two  _-sty  dwellings;  3  payments 7  000 

Jelterson  .-.t,  e  s,  870  n  Morris  Park  av,  25x100. 
Phihpp  E  Habenicht  loans  same  to  erect 
a   2-sty    dwelling;    3   payments 3,500 

Nov.  20. 

Hughes  av,  e  s,  45  n  182d  st,  30x70.  James  G 
Wentz  loans  Marie  Krabo  to  erect  a  4-sty 
tenement;    8    payments    11000 

67th  st,  s  s,  191.8  w  1st  av,  41.8x100.5.' '  Solo- 
mon Plant  loans  Geo  G  Banzer  to  erect  a  6- 
sty   tenement;   3   payments    40  000 

Topping  av,  e  s,  250  n  174th  st,  25x95.  Fundy 
Co  loans  Ella  Gundlach  to  erect  a  3-sty  tene- 
ment ;    4   payments    t!  000 

Freeman  st,  w  s,  100  s  Hoe  av,  25x95.  Ben- 
jamin F  Jackson  loans  Hawthorne  Building 
Co  to  erect  a  1-sty  store  and  apartments;  3 
payments    23  000 

80th  st,  s  s,  223  e  Avenue  A,  75x102.2.  North 
American  Mortgage  Co  loans  Ignatz  Florio 
Cooperative  Assn  among  Corleonesi  to  erect 
two  6-sty  tenements;   14  payments 55,000 

Nov.    21. 
107th   st,    n   s,    95  e   Manhattan   av,   75x100.11. 
Metropolitan  Life  Ins  Co  loans  Louis,  Joseph 
and  Henry  S  Richland  to  erect  a  6-sty  tene- 
ment;   6    payments     95,000 

. — * 

SATISFIED  MECHANICS'  LIENS. 

Nov.   17. 

160th  st,  n  s,  100  e  Broadway,  265x99.11.  Vin- 
cent Valentine  &'  Co  agt  Isaac  Kleinfeld  et 
al.      (Nov   10,    1900)    $490.00 

1st  av,  w  s,  whole  front  between  99th  and  100th 
sts.     Same  agt  same.      (Nov  10,  1906) ...  200.00 

=110th  st,  n  s,  250  w  7th  av,  75x80.  Julius 
Briefer  et  al  agt  Oussani  Construction  Co. 
(Oct  4,   1900)    1,750.00 

Bathgate  Estate,  Bronx,  about  135  acres.  Gen- 
naro  V  Michele  agt  WhitehoU  Realty  Co  et 
al.      (Oct   10)    .....19.56 

Nov.    19. 
Sathgate    Estate,    Bronx,    about    1.35   acres.      S 

.\dams   et   al   agt  Whitehall   Realty  Co  et  al. 

(Oct   10,    1:K)6)    (18    liens) 512  52 

Same    property.      G    Viola   agt    same.    (Oct    IS, 

1906) ; 4  17 

Byron    av,    e   s,    between   237th   and   239th   sts. 

George  Lachenaur  agt  same.     (Oct  12,   1906) 

„ 76.50 

Same    property.      George    Schmidt    agt    same. 

(Oct    22.    1906)     10.00 

West   End   av,    No   194.      Richard   G   Hoch   agt 

John  Doe  et  al.     (Nov  7,  1906) 339.C10 

Brown   pi,   e  s,   whole  front  between   1.36th  and 

137th    sts.      William    Craig   agt  Jacob   Maisel 

et  al.     (Oct  5,  1906) 81  65 

Thomas   st.    No   60.      James   Hartley   agt   John 

E  Olsen.     (Jan  16,  1905)   1,820.00 

GOth    st.    No    315    East.      Max    Zwerdling    agt 

Morris   Sternberg  et  al.      (Aug  21,   1906). 40.00 


11th  st.  No  324  East.  The  Lorenzo  Building 
Construction  Co  agt  Francesco  Setaro. 
(March    6.    1900)     450.00 

138th  st.  No  7iK:)  East.  Bronx  Metal  &  Tile 
Co  agt  The  Northern  Realty  Co.  (Oct  8, 
liWO)    560.00 

Marion  av.  No  2.S.3.8.  Church  E  Gates  &  Co 
agt  Solomon  Katz  et  al.     (Sept  13,   1906). 54.05 

^Edgecombe  av,  w  s,  225  n  loOth  st.  Hillman 
&  Jeffe  agt  James  Murray  et  al.  (Nov  1, 
190G)     5(X).0O 

Nov.    20. 
Belmont    st,    n    w    cor   Monroe    av.      John    M 

Demjjsey  et  al  agt  Delemeba  Construction  Co. 

(Nov    1(1.    1906)    1,050.00 

GOth  st.   No  309  East.     Locke  &  Smith  Co  agt 

Tenement   Improvement   Co.      (May  16,   1906) 

300  00 

n37th  st,  s  s,'  85  w'sthav,  isOxOo'li.  Harry 
Ruditsky  agt  Pearl  Realty  &  Con  Co.  (Nov 
13,   1006)    1,280.00 

5th  av.  No  1493.  Nathan  Goldfarb  agt  John 
Doe  et  al.     (Oct  26,  lOIMj) 65,50 

Bathgate  Estate,  Bronx,  about  135  acres. 
Scipione  Ciccarclli  agt  Whitehall  Realty  Co 
et  al.      (Oct  10,   1906)    1,360.00 

Same  property.  Giuseppe  Viola  agt  same.  (Oct 
10,    liXJG)    4.17 

Stanton  st.  No  161.  B  Silverman  &  Co  agt 
Samuel  Katz  et  al.     (June  29,  1906)   463.00 

^Same  property.  Jacob  Katz  agt  same.  (July 
25,    1906)    460.00 

Nov.    21. 

Ridge  st,  w  s,  80  n  Stanton  st,  20x75.  Stand- 
ard Damp  Proofing  &  Rooflng  Co  agt  Lena 
Gorgel  et  al.     (June  14,  1906)   55.00 

Ridge  St.  No  145.  David  Sheildiner  agt  same. 
(July   20,    1906)    200.00 

116th  st.  No  10  East.  Benjamin  Roth  agt 
David    Fine  et    al.      (Aug    31,    1906) 47.50 

1st  av.  No  20tj2.  Nathan  Kohlreiter  et  al  agt 
Alberto   Amendola  et  al.      (Oct   18,    1906). 65.00 

Washington  av,  w  s,  100  s  173d  st.  P  J  Hea- 
ney  Co  agt  Washington  Avenue  Realty  Co. 
(May  20,   1906) 3,524.80 

Same  property.  Joseph  Wloda  agt  same. 
(April    23,    1906)    1,030.80 

Same  property.  Thomas  C  Edmonds  &  Co  agt 
same.      (April  23,   1906) 447.50 

Same  property.  James  H  Young  Stone  Co  agt 
same.      (April   24,   1906) 3,535.00 

138th    st,    No    790    East.      Philip    Hafner,    Jr, 

agt   Albert   Lepprell.      (Oct   1,    1906) 445.00 

Nov.    22. 

Marion  av.  No  2838.  William  Wilson  agt  Solo- 
mon Katz  et  al.     (Sept  12,  1906)   $59.65 

Stone   st,   No9  24  and  26,   and    I 

Pearl    st,    Nos   59    and    61    1 

Toscani  Bros  agt  Wm  G  Pigueron.     (Oct  16, 
1906.)    5,184.00 

Union  square  West,  No  11.  James  Dick  agt 
Moss  Realty  Co.     (Oct  3,  1906.)   1,363.00 

Union  square,  s  w  cor  15th  st.  Samuel  Mar- 
gulies  agt  Tiffany  Co  et  al.  (Sept  19, 
1906.)    2,700.00 

•Discharged   by  order  of  Court 
^Discharged   by   deposit. 
■Discharged   by  bond. 

* . 

ORDERS. 

Nov.    21. 

8th  st,  Nos  58  and  60.  Joseph  S  Tuoti  &  Co 
on  Standard  Plumbing  Supply  Co  to  pay 
C    Volkman    et    al     $239.00 

Christopher  st.  No  111.  Martin  Geroni  on 
Standard  Plumbing  Supply  Co  to  pay  Henry 
C   Volkman    et    al    425.00 


ATTACHMENTS. 

Nov.    16. 
Palatine  Ins  Co,  Ltd;  Moses  Tanenbaum;  $3,500; 

Levy  &  Hal  ft. 
Commercial    Union    Assurance    Co,    Ltd;    Moses 

Tanenbaum;  $5,000;  Levy  &  Halff. 
Hamburg-Bremen  Fire  Ins   Co;   Gutta  Percha  & 

Rubber  Co;  $2,445.49;  R  H  Raphael. 
Nov.    17. 
W  F  Doll  Mfg  Co;  Egan  de  Florey  Co;  $5,160.35; 

J  Marx. 


CHATTEL  MORTGAGES. 

Nov.   16,  17,  19,  20,  21  and  22. 
AFFECTIMG  REAL  ESTATE. 

Berliner  &  Greenberg.  405  to  417  E  100th.. 
I   A  Sheppard  &  Co.     Ranges.  .$1,870 

Bernstein,  J.  12Sth  st  near  Lexington  av..U  S 
Gas    Fix    Co.      Gas    Fixtures.  225 

Cohn  &  Levy.  Southeast  cor  IGGth  st  and  Au- 
dubon   av.  .1   A   Sheppard   &   Co.   Ranges.       &ii 

Cohen  &  Co.  Northeast  cor  14Sth  st  and  Brook 
av.  .Colonial  Gas  Fix  Co.     Gas  Fixtures.        225 

Kessler,  M.  214-216  E  127lh.  .Baldinger  &  K. 
Gas    Fixtures.  150 

Wlode.  J.  180th  st  and  Amsterdam  av.  .U  S 
Gas   Fix   Co.      Gas  Fixtures.  762 

For  other  Judgments  in  Foreclosure  Suits,  Ll« 
Pendens,  Foreclosure  Suits,  Judgments.  Satisfied 
Judgments,  Mechanic  Liens,  Bulldine  Loan  Con- 
tracts, Satisfied  Mechanics'  Liens  and  Orders  tea 
pages  894  and  895. 


The  text  ot  these  pages  Is  copyrighted.     All  rights  are  reserved. 


Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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THERE  has  been  little  or  no  change  in  the  character  op 
action  of  the  stock  market  this  week  as  compared  with 
last  week.  The  fundamentals  continue  overwhelmingly 
bullish,  but  there  is  no  speculation  and  insignificant  activity. 
Prices  continue  to  sway  to  and  fro  within  a  small  radius,  un- 
satisfactory alike  to  bull  and  bear.  Money  still  dominates 
the  situation  by  the  uncertainty  and  the  fear  of  what  it  may 
do  or  what  may  be  done  with  it  next.  A  somewhat  favorable 
feature  is  the  Bank  of  England  statement,  issued  on  Thurs- 
day, which  shows  a  large  increase  of  reserve  and  bullion. 
The  proportion  of  the  Bank's  reserve  to  liability  is  now  up- 
wards of  forty-four  per  cent.,  as  compared  with  forty  per 
cent,  last  week,  though  the  rate  of  discount  remains  un- 
changed at  6  per  cent.  It  is  estimated  that  the  dividend  and 
interest  payments  to  be  disbursed  by  the  principal  railroad 
industrial  and  mining  companies  in  the  country  during  De- 
cember will  be  over  seventy-eight  million  dollars,  as  com- 
pared with  fifty-five  millions  in  the  corresponding  month  of 
last  year,  or  an  increase  of  twenty-three  millions.  Mining 
companies  especially  show  a  large  increase,  the  total  of  divi- 
dends and  payments  being  ?7, 700, 000  against  $2,300,000  in 
the  corresponding  month  of  last  year.  Among  heavy  indus- 
trial payments  are  dividends  of  nearly  ten  millions  to  stock- 
holders by  the  Standard  Oil  Co.  and  four  millions  by  the 
American  Tobacco  Co.  Railroad  dividends  are  two  millions, 
and  interest  payments  four  millions  larger.  The  State  of 
New  York,  judging  by  the  computation  of  the  Census  Bureau, 
Is  in  no  danger  of  going  into  liquidation.  Its  wealth,  com- 
prising farms  and  other  real  estate,  factories,  railroads,  etc.. 
Is  115,000,000,000,  which,  per  capita,  would  give  to  every 
man,  woman  and  child  $2,000,  as  compared  with  the  national 
average  of  $1,320.  The  Empire  State  is  thus  certainly  living 
up  to  its  designation. 


THANKSGIVING  in  the  real  estate  market  was  on  the 
whole  both  interesting  and  normal.  Interesting  in  that 
almost  every  section  of  the  borough  was  represented  in  the 
trading,  and  normal  in  the  number  of  transactions.  An  un- 
usual number  of  old  buildings  in  the  twenties  were  bought 
with  the  intention  of  altering  them  for  business  purposes,  the 
Fifth  avenue  section  contributed  its  quota  to  the  business  of 
the  week,  and  Thirty-fourth  street  continued  active,  thorgh 
the  centre  of  trading  has  moved  to  the  west  side  of  Broad- 
way, where  there  is  some  evidence  of  a  skilful  campaign  of 
concentration.  It  would  be  strange  indeed  if  the  activity 
which  has  distinguished  this  street,  but  which  has  been  most- 
ly confined  to  the  east  side  of  Broadway,  should  not  extend 
to  the  west  side,  as  circumstances  are  combining  to  make 
West  Thirty-fourth  street  one  of  the  most  popular  shopping 
centers  of  the  city.  Not  only  will  the  Pennsylvania  shopping 
crowds  come  that  way,  but  the  shopping  traflSc  from  the  West 
Shore  Railroad,  the  Ontario  &  Western,  and  the  growing 
north  Bergen  towns,  all  pour  via  the  Forty-second  street  fer- 
ries and  the  connecting  surface  lines,  into  West  Thirty- 
fourth  street.     In  a  word,  the  first  point  at  which  most  of 


the  trade  from  the  Jersey  shore  and  the  Hudson  River  Val- 
ley will  strike  Broadway  will  be  at  West  Thirty-fourth 
street.  Staten  Island  property  was  noticeably  prominent 
in  the  business  of  the  week,  and  it  is  now  only  a  question 
of  cheaper  transportation  ere  the  world  will  hear  of  a 
Staten  Island  boom.  In  building  operations  the  Intense  cold 
of  the  midweek  signalized  the  natural  end  of  the  out-door 
building  season,  and  from  henceforth  masonry  and  work  de- 
pendent upon  it  will  be  carried  on  only  by  special  dispensa- 
tion of  the  weather.  Thanksgiving  week  finds  the  building 
material  market  in  a  condition  very  favorable  to  contractors, 
so  far  as  most  supplies  are  concerned.  A  matter  of  high  im- 
portance in  building  trades  is  the  consolidation  of  six  of  the 
largest  companies  manufacturing  Portland  cement,  inasmuch 
as  the  new  corporation  will  be  well-nigh  able  to  control  the 
business.  The  eighty-eight  plants  in  existence  are  owned  by 
seventy-eight  companies,  fifteen  of  which  produce  over  two- 
thirds  of  the  whole  American  Portland  cement  output,  and 
seven  of  these  produced  over  half.  While  there  can  be  no 
monopoly  of  raw  material,  it  can  be  pointed  out  with  this 
illustration  before  the  country  that  the  concentration  of  in- 
terests in  the  industry  will  probably  become  more  marked 
from  year  to  year. 


■p  IVE  gigantic  oflSlce  buildings  are  now  in  course  of  con- 
-■■  struction  in  the  district  to  the  west  of  Broadway  and 
south  of  Vesey  street — the  Coal  and  Iron  Building  in  West 
street;  the  building  of  the  United  States  Express  Co.;  the 
Broadway-Cortlandt  Building,  in  Cortlandt  street,  and  the 
two  new  office  buildings  over  the  trolley  terminal  in  Church 
street.  This  list,  moreover,  does  not  include  the  new  struc- 
tures which  are  being  erected  on  the  west  side  of  Broadway, 
in  the  same  district,  or  a  minor  improvement,  such  as  the 
new  offices  of  the  Evening  Post  on  Vesey  street.  This  is  a 
tremendous  amount  of  new  construction  for  a  district  which, 
only  a  few  years  ago,  was  being  almost  completely  neglected. 
It  is  noticeable  also  that  the  new  buildings  are  both  more 
than  usually  high  and  more  than  usually  big.  None  of  them 
is  less  than  twenty  stories  high,  and  several  run  consider- 
ably over  that  very  respectable  number  of  stories.  Then,  too, 
they  have  been  planned  with  more  than  usual  care  for  the 
purpose  of  offering  convenient  accommodations  and  good 
light  to  their  tenants.  The  floor  space  of  every  one  of  them 
is  larger  than  that  of  any  but  the  largest  buildings  which 
have  been  erected  to  the  east  of  Broadway,  and  this  fact 
adapts  them  particularly  to  the  needs  of  big  corporations. 
The  building  of  the  express  company  faces  on  Trinity  Church, 
and  obtains  on  that  side  unusually  good  light.  The  building 
in  West  street  has,  of  course,  as  much  light  as  there  is,  and 
it  is  not  surrounded  by  any  other  tall  structures.  The  Broad- 
way-Cortlandt Building  is  erected  on  comparatively  narrow 
streets;  but  its  light  is  protected  by  these  streets  on  two 
sides,  and  by  the  ownership  of  the  Broadway  corner  on  part 
of  a  third  side;  while  the  light  of  its  upper  stories  will  be 
perfectly  guarded,  because  these  stories  will  be  placed  in  a 
tower.  These  towers  are  the  best  device  as  yet  invented  to 
obtain  good  light,  and  an  economical  plan  for  the  upper  floors 
of  a  lofty  office  building.  The  success  of  these  various  struc- 
tures will  be  watched  with  the  utmost  Interest,  for  they  all 
of  them  represent  the  application  of  the  best  contemporary 
real  estate  and  building  knowledge  to  the  problem  of  the 
economy  of  the  sky-scraper. 


PROTESTS  against  the  increase  of  municipal  salaries    are 
•■■  frequent,    but   the   present   standard   of  compensation 

for  expert  services  of  any  kind  is  very  much  higher  in  private 
than  in  public  employment.  A  judge,  an  engineer,  a  certified 
accountant,  a  skilful  bookkeeper,  an  auditor  or  a  superin- 
tendent, can  get  more  from  a  private  employer  than  in  any 
public  office.  The  highest  standard  of  efficiency  is  not  to  be 
attained  either  in  corporations  or  municipalities,  any  more 
than  in  private  lines  of  business,  by  the  payment  of  small 
salaries,  and  usually  it  is  found  that  those  cities  which  make 
the  most  liberal  provision  for  their  employees  are  the  best 
served,  whereas  those  which  make  small  or  inadequate  pro- 
vision do  not  attract  capable  employees.  Buffalo,  for  in- 
stance, with  a  population  of  350,000,  expends  in  salaries 
$3,500,000  a  year,  while  New  Orleans,  with  almost  the  same 
population,  expends  in  salaries  only  $1,800,000,  and  Buffalo 
gets  the  best  return.  Denver,  Detroit,  and  Cleveland  make 
liberal  allowances  for  those  in  their  municipal  employ.  Mem- 
phis, Tenn.,  expends  in  a  year  for  salaries  less  than  $600,000; 
Paterson,  N.  J.,  less  than  $700,000;  while  Lowell,  Mass.,  a 
smaller  city  than  either,  expends  $900,000.     The  volume  of 
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business  of  a  large  city  is  not  regulated  by  the  number  of  its 
inhabitants,  but  by  their  resources.  Industries  and  vocations. 
The  city  of  New  York  represents  this  year  a  total  assessed 
value  of  $6,300,000,000.  The  four  cities  of  Chicago,  Phila- 
delphia, Boston  and  St.  Louis  represent  a  total  assessed  value 
of  $4,100,000,000.  New  York,  with  almost  the  same  popu- 
lation as  these  four  cities,  has  fifty  per  cent,  more  wealth  than 
the  four  combined,  and  necessarily  the  expenses  Incident  to 
local  government  are  enhanced,  there  being  more  to  safe- 
guard, protect,  collect,  disperse  and  administer  here.  Judges 
In  New  York  get  higher  salaries,  as  lawyers  in  New  York  get 
larger  fees.  Executive  officers  in  charge  of  public  depart- 
ments get  higher  salaries  in  New  York  than  are  paid  in  other 
cities  In  like  positions,  as  presidents  of  banks  In  New  York 
get  bigger  salaries  than  presidents  of  banks  in  other  cities. 
The  apparent  excess  of  New  York  City's  annual  salary  ac- 
count compared  with  Chicago,  Philadelphia,  Boston  and  St. 
Louis,  apart  from  any  question  of  alleged  wastefulness  or  of 
unnecessarily  large  civil  lists,  is  attributed  to  economic  con- 
ditions which  make  New  York  the  most  desirable  city  for  a 
man  to  work  In. 


New  Bridges  and  Old. 

THE  past  week  has  witnessed  a  great  deal  of  activity  In 
respect  to  the  building  of  new  bridges  and  the  Im- 
provement of  old  ones.  The  Board  of  Estimate  and  Appor- 
tionment has  ordered  that  immediate  steps  be  taken  to  ac- 
quire title  to  the  property  near  the  City  Hall  necessary  for 
the  construction  of  a  new  Manhattan  terminal  for  the  old 
hard-worked  Brooklyn  Bridge.  At  the  same  time  it  appro- 
priated thS  money  necessary  to  pay  for  the  approaches  on 
both  sides  of  the  water  for  the  so-called  Manhattan  Bridge. 
Finally,  the  chairman  of  the  Inter-State  Commission  ap- 
pointed for  the  purpose  of  considering  the  construction  of 
bridges  between  New  York  and  New  Jersey  has  indicated  In  a 
newspaper  Interview  the  nature  of  the  report  which  his  com- 
mission proposes  to  make.  Each  one  of  these  Items  of  news 
is  Interesting,  and  deserves  special  consideration. 

In  taking  immediate  steps  to  construct  a  more  capacious 
terminal  for  the  old  Brooklyn  Bridge,  the  Board  of  Estimate, 
under  the  leadership  of  Mayor  McClellan,  has  acted  with  wis- 
dom and  celerity.  Prompt  action  towards  Improving  the  ser- 
vice on  the  Bridge  as  it  now  stands  is  the  logical  and  neces- 
sary result  of  the  abandonment  of  the  plan  to  construct  an 
elevated  connection  between  the  Brooklyn  and  the  Williams- 
burgh  Bridges.  A  more  capacious  terminal  will  greatly  in- 
crease the  serviceability  of  the  Brooklyn  Bridge,  and  this  In- 
crease of  service,  together  with  the  help  which  will  be 
afforded  by  the  tunnels  now  under  construction,  should  be 
sufficient  to  relieve  the  strain  during  the  long  interval  which 
must  necessarily  elapse  before  more  adequate  and  conveni- 
ent arrangements  can  be  made  for  handling  the  traffic.  Two 
objections  have,  however,  been  made  in  respect  to  the  build- 
ing of  this  new  terminal,  which  cannot  be  overlooked.  It  Is 
asserted  that  any  perpetuation  of  the  old  policy  of  terminals 
is  a  mistake,  and  that  the  city  authorities  ought  to  provide 
for  the  efficient  distribution  and  collection  of  the  traffic  in- 
stead of  merely  landing  the  passengers  on  the  bridge  at  a 
point  remote  from  their  proper  destination.  This  objection  is 
undoubtedly  founded  on  a  proper  and  adequate  conception  of 
the  policy  in  respect  to  bridge  terminals  which  should  be 
pursued  hereafter;  but  It  does  not  apply  in  the  present  in- 
stance. It  has  been  finally  decided,  for  good  and  sufficient 
reasons,  that  no  connections  are  to  be  made  with  the  Man- 
hattan terminal  of  the  Brooklyn  Bridge,  and  the  enlarge- 
ment of  the  Manhattan  terminal  of  the  bridge  Is  the  conse- 
quence of  this  decision.  An  elevated  connection  would  be  the 
only  feasible  one,  because  of  the  character  of  the  rolling 
stock  of  the  Brooklyn  Rapid  Transit  Co.;  and  the  Transit 
Commission  will  not  have  any  more  elevated  roads.  In  en- 
larging the  existing  terminal,  the  Board  of  Estimate  is,  con- 
sequently, taking  the  one  practicable  remedial  measure.  An- 
other objection  has  been  urged  on  the  score  of  the  expense. 
This  objection  has  its  weight.  The  land  for  the  new  ter- 
minal will  cost  many  million  dollars,  and  the  city  has  not 
many  millions  to  spare.  But  what  Is  to  be  done?  You  can- 
not make  an  omelette  without  breaking  eggs.  Something 
has  to  be  done  to  relieve  the  congestion,  and  granted  the 
necessity  of  action,  it  is  merely  the  duty  of  the  Board  of 
Estimate  to  make  Its  action  as  economical  as  it  can.  No 
other  property  is  available  except  that  which  Is  to  be  con- 
demned; and  the  only  question  is,  how  can  the  ownership  of 
this  property  by  the  city  be  turned  to  the  best  possible  ac- 
count?    The  answer  to  tjiis  question  Is  contained  In  a  study 


of  the  policy  adopted  by  the  New  Jersey  Tunnel  Co.  under 
similar  conditions.  It  has  purchased  the  land  necessary  for  a 
terminal  at  a  huge  cost;  but  It  proposes  to  use  this  land  also 
as  the  site  for  an  office  building.  The  city  should  adopt  the 
same  Idea.  It  should  erect  on  the  land  which  is  to  be  con- 
demned an  office  building  as  well  as  a  terminal,  and  In  this 
way  save  some  hundreds  of  thousands  of  dollars  which  It  is 
now  paying  in  rent  to  the  owners  of  office  buildings  near  the 
City  Hall. 

The  appropriation  for  the  approaches  to  the  new  Man- 
hattan Bridge  raises,  however,  an  entirely  different  set  of 
questions.  In  the  case  of  this  new  bridge,  as  well  as  In  the 
case  of  the  Wllllamsburgh  Bridge,  the  policy  of  building  ter- 
minals should  be  entirely  abandoned,  and  steps  should  be 
immediately  taken  to  provide  sufficient  means  for  distribut- 
ing and  collecting  the  traffic.  Of  course,  the  only  means 
which  can  be  used  for  such  a  purpose,  at  least  in  Manhattan, 
is  the  construction  of  connecting  subways,  and  as  the  Brook- 
lyn Rapid  Transit  Co.  cannot  run  its  cars  In  subways,  it 
should  be  left  completely  out  of  account.  The  new  bridges 
should,  by  means  of  their  connections,  be  made  a  part  of  the 
subway  system  of  the  two  boroughs.  Tunnels  should  be  built 
which  will  enable  passengers  on  the  existing  Subway  to  cross 
the  bridges,  if  possible,  without  change  of  cars,  and  similar 
arrangements  should  be  made  in  respect  to  all  future  longi- 
tudinal subways  which  are  constructed  in  Manhattan.  More- 
over, a  special  subway  should  be  constructed,  connecting 
these  terminals  with  the  financial  and  business  districts  of 
lower  Manhattan.  The  details  of  these  plans  will  require,  of 
course,  special  consideration;  but  the  Rapid  Transit  Commis- 
sion should  lose  no  time  in  planning  these  additions  to  the 
subway  system  of  Manhattan.  When  it  turned  down  the 
proposal  to  connect  the  Brooklyn  and  Wllllamsburgh  Bridges 
by  an  elevated  road,  it  made  Itself  responsible  for  the  sub- 
stitution of  some  more  satisfactory  plan.  If  such  a  plan  Is 
taken  up  at  an  early  date,  and  if  It  is  authorized  without  un- 
necessary delay,  it  may  be  carried  to  completion  not  long 
after  the  probable  cessation  of  work  on  the  Manhattan 
Bridge.  It  Is  hardly  necessary  to  add  that  similar  arrange- 
ments should  be  made  in  respect  to  the  Blackwell's  Island 
Bridge,  which  should  at  least  be  connected  by  a  subway  with 
Columbus  Circle. 

The  matter  of  the  proposed  new  bridges  across  the  Hud- 
son is  much  more  remote,  but  It  deserves  some  considera- 
tion from  the  property-owners  of  Manhattan.  The  chairman 
of  the  commission,  Mr.  Hawkes,  announces  that  a  report  will 
probably  be  made  in  favor  not  merely  of  one,  but  of  two 
bridges.  The  details  of  this  magnificent  scheme  are  still  to 
be  considered;  but  the  chairman  states  that  the  Manhattan 
termini  of  both  of  them  will  be  on  the  West  Side,  some- 
where between  Fifty-ninth  street  and  Washington  square. 
We  wonder  whether  Mr.  Hawkes  really  believes  that  both  or 
one  of  these  bridges  will  be  built  or  even  commenced  dur- 
ing his  lifetime.  If  we  remember  aright,  It  has  been  calcu- 
lated that  a  bridge  across  the  Hudson,  with  Its  necessary  ap- 
proaches, would  cost  not  far  from  $50,000,000.  When  we 
recollect  the  cost  of  the  smaller  East  River  bridges,  such  an 
estimate  cannot  be  far  astray.  But  who  will  stand  this  ex- 
penditure of  $50,000,000  or  $100,000,000.  It  is  absurd  to 
anticipate  that  private  capitalists  will,  directly  or  indirectly, 
stand  any  share  of  the  expense,  because  the  proposed  bridges 
could  not  produce  any  revenue  proportionate  to  the  cost  of 
construction.  It  is  possible  that  the  building  of  a  bridge 
which  was  used  by  the  railroads  as  a  means  of  entrance  to 
Manhattan  might  have  paid;  but  now  that  the  railroads  can 
land  their  passengers  in  Manhattan  by  means  of  the  six 
tunnels  which  are  under  construction,  the  bridges  could  not 
count  on  this  one  really  abundant  source  of  possible  revenue. 
The  only  traffic  upon  which  a  bridge  could  depend  would  be 
that  of  the  vehicles,  and  that  of  a  few  people  living  near  to 
Its  termini;  and  such  a  traffic  would  not  pay  the  expenses  of 
its  maintenance.  If  a  bridge  over  the  Hudson  is  to  be  con- 
structed, it  must  be  paid  for  by  public  funds;  but  again  the 
question  must  be  asked,  as  to  how  the  money  will  be  raised? 
Now  that  the  tunnels  are  building,  the  city  of  New  York  has 
not  enough  to  gain  from  an  inter-state  bridge  to  warrant 
any  considerable  contribution  to  the  cost  of  construction. 
The  counties  of  Essex  and  Hudson  in  New  Jersey  would  have 
more  to  gain,  but  not  enough  to  justify  a  very  heavy  ex- 
penditure. It  is  inconceivable  that  the  Legislatures  of  either 
state  would  appropriate  much  money  In  favor  of  what  is 
essentially  a  local  project.  No;  the  cost  of  a  Hudson  River 
bridge  makes  it  an  impracticable  plan,  particularly  in  view 
of  the  six  tunnels  which  are  now  nearlng  completion,  and  the 
only  argument  which  would  make  It  practleahle  would  be  the 
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production  of  contracts  with  the  Jersey  Central,  the  Lacka- 
wanna and  the  Erie  Railroad  Companies  agreeing  to  run 
their  trains  over  the  structure.  Why,  then,  is  it  advisable 
to  prepare  detailed  plans  calling  for  the  termination  of  one 
or  two  bridges  in  Manhattan?  Such  plans  merely  place  a 
cloud  over  the  title  of  the  real  estate  immediately  affected  by 
them,  and  make  such  property  more  diflScult  of  sale.  They 
injure  property-owners  without  offering  any  practicable  bene- 
fit to  the  city,  at  least  during  the  lifetime  of  the  existing 
generation. 


Transjjortation  Facilities  in  the  Bronx  on  the  Decline. 

To  the  Editor  of  the  Record  and  Guide: 

Attention  is  again  called  to  the  poor  transportation  facilities 
affoi'ded  the  people  of  the  Bronx  by  the  Interborough  Rapid 
Transit  Co.  In  the  regulation  of  its  service.  Delays  are  be- 
coming   more    numerous,    while    passengers    are    compelled    to 


wait  in  silence  till  sucTi  time  as  the  management  sees  fit  to  run 
its  cars. 

While  waiting  at  the  Freeman  st  station  this  week  for  a 
southbound  train,  fifteen  minutes  elapsed  before  it  came  along, 
and  it  failed  to  stop,  causing  another  delay  of  ten  minutes. 
This  happened  long  after  the  morning  rush  hours,  when  there 
was  no  'congestion  of  traffic  whatever. 

Real  estate  men  say  that  something  should  immediately 
be  done  to  better  these  conditions.  Wlien  a  broker  starts  out 
to  show  his  client  a  piece  of  property  he  is  oftentimes  con- 
siderably harrassed  by  waiting  for  some  means  of  transporta- 
tion, thus  arousing  the  suspicion  of  his  prospective  purchaser, 
who  askis  the  question:  "Are  you  frequently  detained  in  this 
manner?"  Some  think  the  employees  are  so  poorly  paid  that 
good  service  is  impossible.  All  agree,  however,  that  there 
should  be  a  resident  citizen  of  the  Bronx  represented  in  the 
Board  of  Rapid  Transit  Railroad  Commissioners  whose  duty 
it  should  be  to  endeavor  to  alleviate  these  conditions. 

H.   W.   B. 


O^vners  ^A/^ill  Appeal  to  the  Legislature 

To    Save    Them    from    an    Arbitrary    Enforcement    of    Section    100    of 

the    Tenement    House    Law — Attorney     Bloch    Speaks    for 

the    United    Real    Estate     Owners'    Association 


UNDER  the  decision  of  the  United  States  Supreme  Court 
in  the  Moeschen  case,  testing  the  constitutionality  of 
Section  100  of  the  Tenement  House  law  (requiring  the  removal 
of  school  sinks),  it  seems  that  the  Legislature  has  almost  ab- 
solute authority  in  the  exercise  of  its  so-called  police  power,  to 
enact  such  laws,  require  performance  of  them  and  the  necessary 
and  incidental  expenditure  of  money  in  connection  therewith, 
and  subsequently  repeal  such  laws  and  enact  others  requiring 
the  destruction  of  that  which  had  been  previously  required  and 
the  substitution  of  something  else.  The  city  having  been  uni- 
formly victorious  in  fighting  the  case  through  the  courts,  the 
legal  proceedings  have  not  served  to  put  off  the  enforcement 
of  the  law,  and  the  alterations  required  thereunder  have  been 
going  on  for  about  two  years.  At  the  outset  the  Tenement 
House  Commi's^sioner  (then  Mr.  Grain)  announced  that  the  work 
would  be  prosecuted  gradually.  According  to  the  records  of 
the  Tenement  House  Department  there  were  in  Manhattan 
Borough  alone  4,31-4  school  sinks,  some  2,450  having  since  been 
removed,  and  of  this  number  about  1,000  have  been  removed 
since  January  first  of  this  year. 

In  behalf  of  the  United  Real  Estate  Owners'  Association, 
Adolph  Bloch,  attorney,  of  99  Nassau  st,  has  steadily  repre- 
sented the  defendant  in  this  case,  which  by  agreement  was 
made  a  test  case.  In  speaking  with  the  writer  this  week, 
Mr.  Bloch  said  that  the  United  Real  Estate  Owners'  Asso- 
ciations have  fought  the  battle  for  the  benefit  of  real  estate 
owners  generally,  from  the  lowest  court  to  the  highest  court 
in  the  land,  and  it  was  now  up  to  the  real  estate  interests 
throughout  the  city  to  watch  and  jealously  guard  the  rights 
of  real  estate  owners  in  the  enactment  of  laws.    He  said  further: 

"In  reference  to  the  school-sink  case,  I  can  only  say  that 
there  are  hundreds  of  owners  of  houses,  principally  on  leased 
ground,  who  have  not  the  necessary  money  to  make  the  altera- 
tions. Nothing  remains  than  for  them  to  give  up  their  prop- 
erty, and  my  only  advice  to  them  will  be  to  see  the  Tenement 
House  Commissioner  and  the  Mayor  of  the  city.  There  is  no 
question  about  the  hardship  of  the  law  and  the  great  injustice 
that  results  therefrom.  The  Tenement  House  Department  will 
have  a  very  serious  problem  to  solve.  Tou  may  penalize  half 
a  dozen  owners,  but  you  cannot  penalize  bundreds.  I  think 
that  as  soon  as  the  true  situation  will  be  clearly  understood, 
the  Tenement  House  Commissioner  and  the  Mayor  will  ex- 
ercise their  own  efforts  and  influence  to  secure  an  amendment 
to  the  law,  so  as  to  authorize  the  Tenement  House  Commis- 
sioner to  exercise  some  discretionary  power  and  permit  school 
sinks  to  remain  that  are  kept  in  a  clean,  sanitary  condition. 
The  law-makers  of  this  State,  and  particularly  the  represen- 
tatives of  this  city  in  the  Legislature,  the  Mayor  and  the  Tene- 
ment House  Department,  must  be  made  to  realize  that  upon 
them,  and  them  alone,  rests  the  i-esponsibility  of  continuing  to 
enforce  a  law  which  means  the  confiscation  of  property  for  no 
adequate  reason." 

Regarding  the  effect  of  the  law  upon  owners  who  have  not 
yet  made  the  required  changes.  Mr.   Bloch  said: 

"Many  houses  in  New  York  City  are  built  upon  leased  ground, 
and  in  a  great  many  instances  the  leases  will  soon  expire.  To 
comply  with  Ore  new  law  it  would  require  the  expenditure  in 
the  ordinary  tenement  house  of  from  $1,000  to  $3,000.  Where 
houses  are  on  leased  ground  and  the  leases  are  soon  to  expire, 
the  expense  of  complying  with  the  law  would  more  than  equal 
the  value  of  the  equity  to  the  owners.  These  equities  frequently 
represent  the  savings  of  a  life  time  and  thus  are  swept  away. 
A  large  number  of  the  persons  thus  affected  will  undoubtedly 
call  upon  Mayor  McClellan  and  deliver  to  him  deeds  to  their 
equities.      It    is    their    intention    to    do    this    in    order    to    show 


what  grievous  liardships  this  law  has  Inflicted  upon  them  and 
to  get  him,  if  possible,  to  use  his  influence  at  Albany  to  have 
the  law  changed  so  as  to  give  the  Tenement  House  Depart- 
ment discretion  to  order  the  removal  of  unsanitary  sinks,  and 
to  leave  undisturbed  those  which  in  the  opinion  of  the  de- 
partment experts  are  sanitary. 

"The  Tenement  House  Commission,  which  framed  the  pres- 
ent law,  recommended  tbat  a  similar  commission  be  appointed 
at  intervals  of  five  ygars  to  consider  the  effect  of  laws  pre- 
viously enacted  and  to  i-ecommend  new  laws  and  the  repeal 
and  modification  of  existing  laws.  It  may  well  be  that  the 
next  commission  will  recommend,  and  the  Legislature  enact, 
a  law  requiring  the  removal  of  water  closets  placed  in  houses 
in  accordance  with  the  present  Tenement  House  law,  upon 
the  ground,  as  maintained  by  eminent  experts,  who  have  been 
connected  with  the  Board  of  Health  for  many  years,  that  they 
are  dangerous  and  detrimental  to  liealth  and  that  another 
form  of  construction  will  be  required.  This,  of  course,  will 
necessitate  another  expenditure  of  a  large  sum  of  money,  and 
the  ownership  of  real  estate  in  the  City  of  New  York  would 
no  longer  continue  to  be  profitable,  and  the  owners'  tenure 
would  be  precarious  and  depend  upon  the  conflicting  views  of 
experts  whenever  there  may  be  a  change  of  administration. 
MAY  COST  .$20,000,000. 

"The  very  property  that  is  now  ordered  to  be  destroyed  was 
created  by  the  Legislature.  This  is  not  a  case  of  where  the 
Health  Department  orders  a  change  because  a  nuisance  or  un- 
sanitary condition  is  being  maintained,  but  regardless  of  the 
fact  that  the  premises  are  maintained  in  the  best  condition 
the  owner  is  compelled  to  expend  this  large  sum  of  money  to 
carry  out  a  theory.  The  enforcement  of  this  law  would  affect 
about  nine  thousand  houses  whose  owners  have  complied  with 
the  order  of  the  Board  of  Healtli.  The  aggregate  expenditure 
involved  would  be  from  $7,000,tX)0  to  $20,000,000. 

"Many  an  owner  whose  accumulated  savings  of  a  life  time 
have  been  invested  in  a  single  house  will  be  rendered  almost 
penniless  and  widows  and  orphans  will  be  deprived  of  all 
source  of  income,  notwithstanding  the  fact  that  they  main- 
tained their  premises  in  the  best  condition,  that  they  have 
complied  with  all  laws  and  that  they  have  invested  their 
money  relying  upon  the  guarantee  of  the  law  that  their  prop- 
erty would  not  be  taken  from  them  without  just  compensation, 
simply  because  a  number  of  theorists  and  faddists  have  per- 
suaded the  Legislature  to  require  the  undoing  of  that  which 
was  formerly  required  and  the  substitution  of  that  which  will 
render  their  houses  untenantable  at  an  expense  absolutely 
prohibitive. 

"The  new  law  practically  requires  the  placing  of  closets  in 
the  houses.  To  place  these  closets  in  old  houses  that  have 
been  constructed  originally  without  any  idea  of  toilet  ac- 
commodations requires  a  complete  overhauling  of  the  Tiouses, 
and  then  in  most  cases  the  closets  are  placed  in  the  most 
important  room  of  the  apartments,  usually  In  the  kitchen, 
which  renders  a  condition  from  a  standpoint  of  hygiene,  health 
and  morals  far  worse  than  the  proper  system  of  outdoor  ac- 
commodations for  these  houses.  All  tbat  the  owners  ask  and 
have  asked  is  that  the  Tenement  House  Department  or  the 
Board  of  Health  or  any  other  properly  constituted  authority 
shall  have  some  discretion  or  some  power  to  decide  whether 
or  not  the  conditions  existing  in  houses  may  be  continued  or 
not." 

COMMISSIONER    BUTLER'S    PLANS. 

Edmund  J.  Butler,  the  Tenement  House  Commissioner,  in- 
tends to  continue  the  enforcement  of  tlie  statute  practically  in 
the  same  wanner  as  heretofore.     The  Commissioner  said   that 
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orders  would  be  issued  from  time  to  time  In  such  numbers  as 
to  permit  the  inspectors  to  supervise  the  work. 

"We  do  not  intend  to  be  arbitrary  in  this  matter,"  he  added. 
"I  would  not  say  that  we  will  make  any  effort  to  postpone 
the  issuing  of  orders  against  buildings  whose  owners  have 
ground  leases  which  will  soon  expire,  but  we  will  be  reason- 
able. Even  if  the  law  were  changed  in  the  way  suggested  by 
Mr.  Bloch,  the  construction  of  our  new  tenements  would  con- 
tinue to  compel  owners  of  old  tenements  to  take  out  the  school 
sinks  because  of  the  competition.  In  order  to  get  an  adequate 
return  for  their  investments  these  tenement  owners  have  to 
cater  to  the  wishes  of  tenants." 


Building  Loans 

How  It  Is  Possible  for  a  Man  Having  Only  $5,000 

to  Successfully  Complete  an  Operation 

Involving  $100,000. 


By    G.    RICHARD    DAVIS. 


Building  loans  on  land  in  New  York  City  are  generally  made 
for  one  year  at  G%  interest,  secured  by  a  mortgage  on  the  prop- 
erty known  as  a  building  loan  mortgage  which  has  varied 
clauses,  differing  materially  from  other  mortgages,  and  accom- 
panied by  the  necessary  bond,  and  also  a  building  loan  agree- 
ment, which  recites  as  provided  by  statute  in  what  manner  and 
form  the  building  loan  will  be  made.  It  is  necessary  to  record 
this  building  loan  contract  as  well  as  the  mortgage.  The  loan 
is  generally  made  in  several  or  many  different  advances  as  the 
work  upon  the  building  progresses,  and  the  building  loan  con- 
tract recites  these  various  stages  at  which  money  is  due.  The 
purpose  of  this  recording  of  the  building  loan  contract  is  to 
give  notice  to  those  who  sell  material,  or  do  contract  work  for 
the  builder,  how  much  and  when  he  is  to  receive  his  various 
advances,  and  if  you  fail  to  so  record  it,  any  claim  for  material 
furnished  is  a  prior  lien.  This  latter  law  is  a  comparatively 
new  and  just  one  and  enacted  at  the  instance  of  the  Material 
Men  of  the  City,  about  nine  years  ago.  I  draw  attention  to 
the  recording  of  building  loan  contracts  because  from  the  prac- 
tical standpoint  of  a  broker,  if  you  will  read  the  Record  and 
Guide  each  week,  you  will  see  who  is  making  the  building  loans, 
and  if  you  care  to  go  to  the  register's  office  and  examine  the 
contracts,  you  will  see  how  each  one  is  made.  The  form  of 
these  contracts  is  gradually  growing  more  to  the  standard  as 
adopted  by  the  large  title  companies,  but  the  manner  in  which 
payments  are  made  differ  materially  with  each  individual  loan. 
Discussing  building  loans  as  they  are  negotiated  and  made, 
let  us  take  for  example,  a  specific  case;  tenement  houses  are  a 
most  common  form  of  speculative  building  to-day.  Two  lots 
aggregating  50  ft.  x  100  ft.  of  land  will  be  our  unit  for  com- 
parison and  observation.  There  are  three  ways  in  which  build- 
ing operations  are  financed  in  this  city.  The  first  way  is  where 
land  is  owned  by  an  operator  and  sold  by  him  to  a  builder  at  a 
more  or  less  material  profit.  To  induce  the  builder  to  pay  this 
profit  a  loan  is  made  to  him,  liberal  enough  to  admit  very  often 
of  a  builder  with  little  or  no  capital  of  carrying  through  a  sub- 
stantial operation.  The  methods  of  making  this  loan  are  sim- 
ilar to  the  next  character  of  which  I  will  describe,  differing 
only  in  its  liberality  and  in  the  fact  that  when  on  completion, 
and  a  permanent  loan  obtained,  that  the  operator  is  usually 
willing  to  take  a  second  mortgage  if  the  new  loan  is  insufficient 
to  pay  him  all  that  is  due  him  on  his  mortgages. 

The  amount  of  loan  and  its  terms,  made  by  an  operator  is, 
therefore,  governed  materially  by  the  profit  he  makes  on  the 
sale  of  his  land,  and  cannot  be  compared  to  the  loans  made  by 
building  loan  companies  to  builders  who  buy  and  own  the  land 
before  they  make  any  arrangements  for  a  loan,  as  in  the  latter 
case,  the  fee  for  such  loan  is  small  compared  with  an  operator's 
profit  and  the  amount  of  loan  is  figured  on  a  different  basis 
entirely. 

The  second  method  of  making  a  building  loan  is  as  follows: 
Taking  again  the  same  50-ft.  plot  as  typical,  let  us  assume  that 
instead  of  belonging  to  an  operator  it  belongs  to  a  builder  and 
he  desires  to  improve  it  with  a  6-sty  tenement  house.  He  has 
previously  purchased  the  land  for  .?30,000.  He  paid  $5,000  cash 
and  gave  back  to  the  estate  he  sold  it  to  a  purchase  money 
mortgage  for  $25,000.  He  needs  money  to  assist  him  in  build- 
ing; he  goes  then  to  a  building  loan  company,  states  the  facts 
as  I  have  just  outlined  and  asks  for  a  loan  of  $30,000,  with 
which  to  assist  him  in  constructing  the  house.  The  building 
loan  man  (and  you  will  please  note  that  I  make  distinction 
between  building  loan  men  or  companies,  and  building  loan 
operators),  figures  that  the  land  is  worth  $30,000.  and  the  build- 
ing will  cost  $45,000,  making  a  total  cost  of  $75,000,  and  that  if 
he  loans  the  builder  $30,000,  subject  to  an  existing  ground  mort- 
gage of  $25,(100,   he  will  have  a  claim  against  the  property  of 
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$.55,(K)0,  which  will  be  over  70%  of  the  cost.  He  further  figures' 
that  when  the  building  is  completed  the  builder  will  not  be  able 
to  borrow  as  a  permanent  loan,  over  $55,(X)0.  He  does  not 
figure  on  what  the  builder  will  sell  the  property  for  but  what  it 
will  cost,  and  what  permanent  loan  the  builder  can  get.  If  he 
is  reasonably  disposed,  he  offers  the  builder  a  loan  of  $25,000, 
subject  to  a  ground  mortgage  of  $25,000,  or  making  a  total  loan 
of  $50,000. 

Now,  you  will  note  that  when  the  builder  makes  the  applica- 
tion to  the  building  loan  man  or  company  for  a  loan,  that  in 
figuring  upon  same,  the  mortgage  on  the  land  is  most  essential 
in  determining  the  amount  of  building  loan  to  be  made.  If  the 
builder  had,  instead  of  paying  $5,000  cash,  paid  $10,OiX),  his 
ground  mortgage  would  be  but  $20,000,  and  a  building  loan  of 
$30,000  would  be  equally  as  safe  as  a  $25,000  building  loan  sub- 
ject to  a  ground  mortgage  of  $25,000.  If  the  builder  had  paid 
$1,(XX>  on  account  of  tiie  land  and  had  a  mortgage  of  $29,000, 
tlie  building  loan  man  would  be  justified  in  offering  not  over 
$21,000,  although  this  would  be  less  than  50%  of  the  cost  of  the 
building. 

Therefore,  with  these  figures,  we  draw  the  first  important 
deduction  which  a  broker  in  presenting  a  building  loan  applica- 
tion must  consider.  With  all  applications  for  building  loans 
where  the  land  is  owned  by  the  builder  (and,  this  is,  to-day,  the 
most  common  form  of  application)  they  must  be  calculated  as 
if  they  were  first  mortgage  loans  and  that  the  building  loan 
shall  include  an  amount  sufficient  to  retire  the  existing  ground 
mortgage.  It  makes  no  difference  how  much  mortgage  is  on 
the  land  as  far  as  the  amount  of  loan  goes;  if  there  is  no  mort- 
gage on  it,  the  builder  may  obtain  all  of  the  loan  to  use  towards 
his  building,  but  if  he  has  a  mortgage  on  the  land,  he  will  have 
to  use  for  his  building  purposes  only  the  difference  between 
the  amount  of  the  loan  and  the  cost  of  the  land.  Therefore, 
whether  the  loan  is  to  be  made  as  a  first  mortgage  loan  or 
second  mortgage  loan,  it  must  alwaj'S  be  calculated  on  the  basis 
of  a  first  mortgage  loan. 

Another  important  requirement  in  figuring  building  loan 
applications  is  to  be  able  to  judge  as  to  the  amount  of  perma- 
nent loan  that  may  be  obtained  on  the  property  when  the  build- 
ing is  completed.  There  is  no  rule  to  judge  this  by,  other  than 
that  of  experience  and  investigation  as  to  mortgages  on  adjoin- 
ing property  similarly  located  and  of  like  dimensions. 

I  said  before  that  in  figuring  the  amount  of  building  loan  that 
should  be  made,  it  made  no  difference  what  the  mortgage  was 
on  the  land.  But  it  makes  a  material  difference  in  the  manner 
in  which  the  building  loan  payments  are  made.  If  the  land  is 
originally  mortgaged  for  all  it  is  worth,  it  is  obvious  that  the 
builder  has  no  equity  in  his  property  until  he  has  reached  such 
a  course  in  the  construction  of  it  as  to  create  one.  For  instance. 
If  this  50-ft.  plot  of  land  had  a  mortgage  of  $30,000,  or  for  all 
it  was  worth,  it  would  not  be  until  the  building  was  enclosed 
that  it  could  be  said  that  he  had  created  a  reasonable  equity 
of  say,  $20,000.  The  property  would  then  be  worth  $50,000,  and 
a  man  might  reasonably  loan  two-thirds  of  the  cost  at  that 
time. 

This  is  the  theory  (two-thirds  of  the  then  cost),  on  which 
some  building  loan  payments  are  arranged  and  based.  Another 
and  a  more  conservative  theory  is  to  hold  back  enough  money 
at  all  times  to  complete  the  building. 

One  of  the  missing  facts  in  our  discussion,  and  you  will  note 
it  is  a  very  vital  one,  is  to  arrive  at  the  cost  of  putting  up  the 
building.  Without  these  figures  you  cannot  form  any  judgment 
as  to  whether  a  loan  is  good  or  not  and  how  the  payments 
should  be  made.  There  is  no  exact  rule  for  figuring  the  cost 
of  building.  The  only  absolutely  accurate  method  is  to  take 
the  plans  and  specifications  of  each  building,  get  in  bids  on  each 
contract,  add  them  together,  add  allowances  for  extras,  interest, 
carrying  charges,  etc.,  and  the  total  is  what  the  building  will 
cost.  But  this  may  be  necessary  for  a  builder  to  know  but  it 
is  hardly  necessary  for  the  loan  man  or  broker  because  he  can 
arrive  at  it  by  less  accurate  and  easier  methods,  which  vary 
according  to  the  character  of  the  building  proposed.  If  it  Is 
the  building  we  have  been  talking  about — a  6-sty  tenement 
covering  two  lots,  he  may  roughly  figure  at  so  much  per  front 
ft  or  per  cu.  ft. 

In  figuring  the  cost  of  fireproof  buildings,  the  usual  way  to 
figure  such  buildings  is  by  the  cubic  contents  only.  This  Is  one 
of  the  most  difficult  parts  of  the  building  loan  business,  but  does 
not  need  to  worry  the  building  loan  broker  because  he  can  get 
near  enough  to  the  cost  of  the  building  by  the  methods  I  have 
suggested  to  be  justified  in  presenting  applications  for  building 
loans  with  a  reasonable  knowledge  of  the  cost. 

HOW  LARGE  OPERATIONS  ARE  FINANCED. 
The  third  class  of  building  loan  and  one  to  which  I  have  pre- 
viously referred,  is  what  is  known  as  a  building  permanent  loan 
or  a  loan  made  as  a  permanent  loan  for  three  or  five  years  but 
advanced  In  building  payments  from  the  time  the  building  Is 
started.  These  loans  differ  from  the  previous  loans  principally 
because  they  are  permanent  investments  and  are  made  only  by 
people  who  seek  an  investment.  They  are  the  most  advan- 
tageou.-!  loan  a  builder  can  obtain,  as  It  insures  a  certain  fixed 
amount  of  money  to  use  in  his  speculative  operation  and  re- 
leaves  him  of  the  necessity  on  the  completion  of  his  building, 
of  obtaining  a  new   mortgage.     These  loans  are   made  almost 
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entirely  by  a  few  of  the  ftfe  insurance  companies,  and  now  and 
then  by  the  title  companies.  Tou  will  recall  that  in  speaking 
of  the  other  two  kinds  of  building  loans,  that  I  have  always 
based  my  figuring  upon  the  value  of  the  land  at  the  time  that 
the  building  is  started,  and  upon  the  cost  of  the  building.  In 
figuring  this  third  class  of  mortgage,  which  is  a  permanent 
investment,  it  must  be  figured  on  what  the  land  can  fairly  be 
estimated  to  be  worth  when  the  building  is  completed  and  what 
the  building  is  worth,  not  what  it  costs;  in  other  words,  on  fhe 
total  reasonable  market  value  of  the  property.  This  makes  it 
possible,  of  course,  to  obtain  a  larger  loan  than  the  ordinary 
building  loan  Is,  and  constitutes  the  difference  in  amount 
between  building  and  permanent  loans.  The  rate  of  interest  on 
such  loans  is  generally  at  6%  during  course  of  construction  and 
reduced  to  from  4V4%  to  5%  after  completion,  as  the  case  may 
be. 

Most  of  the  wry  large  apartment  houses,  apartment  hotels 
and  business  buildings  involving  large  sums  of  money  and  built 
by  speculative  builders  have  been  financed  in   this  manner. 

It  is  obvious  that  in  the  handling  of  all  these  classes  of 
building  loans,  practical  knowledge  of  building  and  of  archi- 
tecture to  a  more  or  less  degree  is  a  requisite.  The  technical 
knowledge  of  the  engineer  and  architect  is  often  required.  In 
ordinary  types  of  tenement  flatj  this  is  not  necessary  except  in 
special  work  such  as  deep  foundation  work,  as  the  building  loan 
man  is  supposed  to  have  a  general  practical  knowledge  of  how 
to  build.  In  the  making  of  payments,  and  the  conduct  of  the 
entire  building  transaction  it  requires  continuous  need  of  care- 
ful attention  and  expert  knowledge  of  the  situation  by  the  build- 
ing loan  man.  Building  payments  are  arranged  in  schedules 
and  agreed  on  in  writing,  but  rarely  are  they  lived  up  to,  as 
builders  want  money  in  different  ways  and  in  more  payments 
than  agreed,  and  a  reasonable  building  loan  man  will  let  re- 
sponsible and  well-meaning  builders  have  these  accommoda- 
tions, as  no  contract  can  be  drawn  which  will  cover  the  neces- 
sities of  the  situation,  which  arise  in  operations  covering  a 
period,  differing  from  six  months  to  two  years.  It  is  not  to  be 
supposed  that  loans  of  this  kind  can  be  obtained  without  more 
than  the  usual  char.ge,  both  interest,  fees  and  brokerage,  than 
that  made  for  permanent  loans.  The  cost  is  governed  by  money 
conditions  and  varies  materially  at  times.  The  principal  risk 
that  building  loan  men  are  obliged  to  take  is  that  the  builder 
may  be  unable  to  complete  his  operation  and  fails  during  the 
course  of  construction;  the  building  loan  man  must  foreclose 
.  his  mortgage  and  if  he  buys  the  property  in,  as  he  nearly 
always  does,  he  must  complete  the  operation  himself  or  else  re- 
sell it  to  another  builder. 

Among  the  life  insurance  and  other  financial  institutions  who 
make  these  kinds  of  loans  it  is  customary  to  charge  a  fee  in 
addition  to  interest  charges,  sufficient  to  defray  the  cost  of  title 
examination,  employment  of  counsel,  architects  and  engineers. 
They  also  are  most  particular  as  to  the  responsibility  of  the 
builders  they  loan  to,  and  in  a  number  of  cases  insist  on  some 
substantial  bond  as  guarantee  that  the  building  will  be  com- 
pleted. 

Owing  to  the  agreements  which  exists  among  the  workmen's 
unions  and  among  the  material  associations,  just  as  it  does 
among  the  other  corporations,  it  is  impossible  to  finish  any  job 
on  which  a  builder  owes  money  without  making  settlement 
with  the  unions  and  material  associations,  which  control  the 
employment  of  labor  and  the  output  of  material.  The  stone 
cutters'  unions  are  so  strong  that  if  there  is  one  piece  of  stone 
missing  for  the  unfinished  building,  you  cannot  get  that  one 
piece  of  stone  in  New  York,  or  if  you  can  buy  the  stone  else- 
where you  cannot  get  a  union  stone  cutter  in  New  Torli  to  set 
It  for  you  without  settling  the  debt  due  the  original  stone  con- 
tractor by  the  builder.  And  so  it  runs  through  the  entire 
handling  of  building  loan  operations  that  the  risk  is  always 
more  or  less  great  according  to  the  responsibility  of  the  builder. 
Every  building  loan  man  tries  to  loan  only  to  responsible  men, 
but  the  number  of  failures  among  builders  is  proof  of  the  fact 
that  mistakes  are  continually  being  made.  Men  who  are  re- 
sponsible at  the  time  they  start  an  operation  meet  with  re- 
verses when  they  are  half  through,  which,  while  ruining  them, 
falls  heavily  on  the  men  who  have  their  money  in  the  operation. 

A  few  months  ago,  when  money  became  scarce,  and  building 
operations  diminished  materially,  the  newspapers  published 
articles  of  about  the  same  tenor,  stating  that  the  title  com- 
panies had  shut  down  on  building  loans,  that  nearly  all  of  the 
building  loans  of  to-day  were  made  by  the  three  great  title  com- 
panies of  this  city  and  that  these  companies  had  combined,  or 
if  not  combined,  had  refused  to  make  any  further  building  loans 
and  that  they  stopped  building  and  that  the  title  companies  ■ 
control  the  entire  market. 

THE  TITLE  COMPANIES'  SHARES. 

Although  the  facts  as  stated,  that  building  had  stopped  and 
that  building  loan  money  was  almost  impossible  to  procure  was 
true,  it.  nevertheless,  remains  a  more  important  fact  and  one 
which  I  wish  to  emphasize  most  strongly — the  title  companies 
do  not  control  the  building  loan  market  but  make  a  very  small 
percentage  of  the  building  loans   In  this  city. 

I  have  carefully  studied  figures  and  compiled  memorandum 
connected  with  this  statement,  and  I  find  that  from  July  1,  1905, 
to  July  1,  1906,  that  the  three  title  companies  In  this  city  made, 


by  building  loan  contracts,  directly  recorded  to  themselves, 
building  loans  aggregating  about  $11,000,000.  As  against  this, 
three  life  Insurance  companies  recorded  building  loan  contracts 
aggregating  $14,000,000.  Three  of  the  largest  individual  build- 
ing loan  concerns  recorded  building  loan  contracts  aggregating 
$10,000,000,  and  there  were  miscellaneous  building  loan  con- 
tracts recorded  to  about  three  hundred  other  individuals  and 
companies  aggregating  over  $40,000,000.  In  other  words,  out  of 
about  $T5,000,0(K)  worth  of  contracts  recorded,  three  title  com- 
panies recorded  $11,000,000;  in  addition  to  this  they  took  by 
assignments  building  loan  mortgages  as  collateral,  aggregating 
about  $4,000,000  more  of  loans,  so  that  the  total  amount  of 
loans  actually  made  by  the  three  title  companies  of  this  city 
was  $15,0<jO,000  out  of  $7'o,000,000,  or  20%  of  the  total.  This  does 
not  look  as  if  the  title  companies  controlled  the  building  loaj 
market. 

Let  me  say,  gentlemen,  in  conclusion,  speaking  for  the  build- 
ers and  their  backers,  all  of  whom  have  been  often  unjustly 
criticised,  that  -were  it  not  for  the  enterprise  of  these  men  dur- 
ing the  last  forty  years.  New  York  City  would  not  be  the  great 
city  it  is  to-day.  In  no  place  else  in  the  world  has  such  a  city 
of  magnificent  private  homes,  apartment  houses,  hotels  and 
business  buildings  been  erected,  and  the  great  majority  of  them 
have  been  put  up  by  the  speculative  builders  backed  by  the 
building  loan  men  and  operators.  I  believe  that  building  loans 
and  mortgage  investments  in  New  York  City  will  become  more 
permanently  sought  after  and  considered  as  gilt  edge  security 
in  the  future  than  they  have  been  in  the  past,  and  the  more 
that  we  improve  in  our  methods  of  doing  business,  the  easier 
it  will   be  to  finance  the  future  growth  of   the  city. 


Six  Cement  Companies  Unite. 


The  reasons  for  the  recent  big  rise  in  American  Cement  shares 
are  now  made  public.  Six  leading  companies,  including  the 
American  Cement  Co.,  have  organized  and  bought  the  stock 
of  the  North  American  Portland  Cement  Co.,  which  has  a 
capital  of  $10,000,000.  In  other  words,  this  new  North  Ameri- 
can Co.  takes  over  the  American,  Atlas,  Alpha,  Lehigh  Port- 
land, Vulcanite  and  the  Lawrence  Cement  Companies.  These 
have  commonly  been  called  the  "Big  Six"  in  the  trade. 

In  New  York  last  Friday  the  final  signatures  were  affixed  to  the 
articles  of  incorporation  of  the  North  American  Portland  Cement 
Co.  The  subscribers  to  the  first  issue  of  stock  were:  J.  Rogers  Max- 
well, Alfonso  F.  de  Navarro  and  Henry  Graves,  Jr.,  of  the 
Atlas  Portland  Cement  Co.;  A.  F.  Gerstell  and  John  B.  Wight, 
of  the  Alpha  Portland  Cement  Co.;  Henry  C.  Trexler  and 
Edward  M.  Young,  of  the  Lehigh  Portland  Cement  Co.;  John 
B.  Lober,  of  the  Vulcanite  Portland  Cement  Co.:  Robert  W. 
Lesley,  of  the  American  Cement  Co.,  and  Ernest  R.  Ackerman, 
of  the  Lawrence  Cement  Co. 

THE    CONSOLIDATION    EXPLAINED. 

The  papers  were  forwarded  to  Trenton  and  the  new  com- 
pany will  meet  in  a  few  days  to  organize  and  determine  on 
plans  for  the  construction  of  new  works  in  various  districts  of 
the  United  States.  An  official  statement  by  the  new  company 
says: 

"The  incorporation  of  the  North  American  Portland  Cement 
Co.  is  the  result  of  an  arrangement  between  some  of  the  lead- 
ing cement  companies,  which  is  likely  to  have  a  marked  and 
most  beneficial  effect  upon  the  trade,  and  be  of  great  value 
to  the  public  as  consumers  of  cement.  It  is  a  well-known  fact 
that  the  consumption  of  cement  is  increasing  so  rapidly — having 
jumped  from  23,000,000  barrels  in  1904  to  40,000,000  barrels 
in  190.5 — that  there  are  times  when  the  supply  is  unequal  to  the 
demand,  and  a  rapid  and  unexpected  rise  in  tlie  price  results. 
At  other  times  a  temporary  falling  off  in  consumption,  owing 
to  adverse  weather  conditions,  or  some  similar  cause,  results 
in  an  equally  severe  decline  in  the  price,  and  these  fluctuations 
are  embarrassing  to  contractors  and  other  large  users  of  ce- 
ment." 

PRODUCTION  TO  BE  INCREASED. 

The  more  Important  part  of  the  arrangement,  so  far  as  the 
public  is  concerned,  is  the  provision  which  is  made,  not  for 
restricting,  but  for  increasing  the  production  of  cement.  The 
six  leading  companies  which  are  parties  to  the  agreement  join 
in  subscribing  to  the  stock  of  the  North  American  Portland 
Cement  Co.,  which  is  to  exppnd  $5,000,000  put  of  $10,000,000 
authorized  capital  as  quickly  as  practicable  in  the  construction 
of  new  works  in  districts  whose  wants  are  not  at  present  fully 
supplied. 


— The  building  unions  under  the  arbitration  agreement  are  call- 
ing conferences  to  prepare  for  a  convention  of  delegates  from 
the  trade  associations  of  employers  in  the  Building  Trades 
Association  and  the  unions  which  will  begin  on  Dec.  1.5  to  con- 
sider the  revision  of  the  arbitration  agreement.  The  con- 
ference Is  to  be  attended  by  three  delegates  from  each  trade 
association  of  employers  and  each  union  under  the  arbitration 
agreement.  The  conference  will  have  no  effect  on  the  trade 
agreements  as  to  wages  and  conditions  between  trade  asso- 
ciations of  employers  and  unions,  some  of  -wTiich  will  not 
expire  for  two  years. 
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A  Partnership  Matter  Settled. 

A  case  of  considerable  importance  to  co-p.aitnersnips  in  gen- 
eral was  decided  in  an  appeal  taken  by  Urry  Goodman,  a  well- 
known  builder,  in  a  suit  brought  against  him  by  Charles  I. 
Fleck  and  Pincus  B.  Brown,  co-partners,  through  their  at- 
torney, Abraham  Oberstein.  Formerly,  wilh  Joseph  Tea,  the 
plaintiffs  constituted  the  firm  of  Fleck,  Erown  &  Tea,  real 
estate  brokers  In  this  borough.  Fteck  and  Brown  are  alone 
at  the  present  time,  and  have  been  such  for  quite  some  time. 
Mr.  Urr.v  Goodman,  tlie  defendant,  contracted  with  Joseph 
Tea,  who  at  the  time  when  the  agreement  was  entered  into 
was  a  member  of  Fleck,  Brown  &  Tea,  to  sell  for  him  certain 
property  which  he  owned,  and  thereupon  gave  Tea  authority 
to  sell  this  property,  and  agreed  to  pay  him  $500  commission 
therefor.  Tea  effected  the  sale  of  the  property  in  question 
and  claimed  the  commission  therefor.  Likewise  did  Fleck  & 
Brown  claim  the  commission,  on  fhe  ground  that  as  Tea  was  a 
member  of  the  firm  when  he  effected  the  sale  for  Goodman, 
whatever  moneys  he  earned  inured  to  the  benefit  of  the  firm, 
and  tli-ereupon  asked  Tea  to  join  In  a  suit,  which  he  refused 
to  do,  and  thereupon  brought  suit  against  Goodman  joining 
Tea  as  a  co-defendant,  which  is  provided  for  by  law,  that  where 
a  party  should  be  joined  in  a  suit  and  he  refuses  to  join  in, 
he  is  joined  in  as  a  co-defendant,  although  no  damages  are 
eoueht  to  be  recovered  aealnst  him. 

At  the  trial  Goodman  alleged  that  Tea  having  represented 
himself  to  be  alone  in  business,  and  although  knowing  that 
he  formerly  was  a  member  of  the  firm  of  Fleck,  Brown  &  Tea, 
he  paid  Tea  the  amount  representing  the  commission  earned, 
without  inquiring  from  Fleck  &  Brown  whether  or  not  the 
firm  of  Fleck,  Brown  &  Tea  was  still  in  existence  or  whether 
it  had  been  dissolved.  It  was  shown  at  the  trial  that  Goodman 
knew  that  Tea  was  formerly  a  member  of  Fleck,  Brown  & 
Tea,  but  that  he  took  no  pains  to  ascertain  whether  the  firm 
was  in  existence  at  the  time  when  Tea  sold  the  property  for 
Goodman,  but  paid  the  money  over  to  Tea.  On  the  trial  it 
was  argued  in  his  behalf  that  since  he  had  discharged  the  debt 
by  the  payment  to  Tea,  he  no  longer  owed  the  firm  of  Fleck  & 
Brown,  and  he  did  not  recognize  them  as  having  anything  to 
do  with  the  sale  in  question. 

In  the  lower  court  judgment  was  rendered  in  favor  of 
Fleck  &  Brown;  that  is  to  say  that  the  firm  of  Fleck  &  Brown 
recovered  the  sum  of  $500  and  interest  by  reason  of  com- 
missions earned  by  reason  of  the  sale  effected  by  Tea  as 
aforesaid,  this  despite  the  fact  that  Goodman  claimed  and 
proved  that  he  paid  Tea. 

Goodman,  through  his  attorneys,  Arnstein  &  Levy,  took  an 
appeal  to  the  Appellate  Term  of  the  Supreme  Court,  and  this 
court  upheld  the  lower  court  and  ordered  that  the  plaintiffs. 
Fleck  &  Brown,  recover  from  Goodman  the  amount  of  the 
judgment  and  costs  of  the  appeal,  despite  the  fact  that  he  has 
paid  this  money  before  to  Joseph  I.  Tea,  as  where  one  makes 
an  agreement  with  a  member  of  a  firm  individually,  knowing 
of  the  existence  of  a  co-partnership,  the  debt  is  not  discharged 
thereby,  unless  the  check  is  made  payable  to  the  order  of  the 
three  as  a  firm  and  not  to  an  individual;  that  this  did  not 
constitute  a  discharge  of  the  debt,  and  Goodman  finds  himself 
in  a  position  of  having  to  pay  twice  for  the  same  work. 

This  is  a  case  of  considerable  importance  to  people  who  have 
dealings  with  co-partnerships,  because  it  taxes  'them  with 
knowledge  that  they  cannot  pay  debts  to  individual  members 
of  a  firm,  but  must  pay  their  debts  to  the  firm  as  such,  and 
that  where  a  firm  is  in  existence  they  must  recognize  the 
firm  as  such  and  treat  with  them  as  such,  and  not  think  that 
they  can  act  with  an  individual  member  and  so  ignore  the  firm. 


How  to  Build  for  Earthquakes. 


AN  UNDOUBTED  NOVELTY  IN  BUILDING  CONSTRUCTION. 

The  following  letter  and  communication  from  a  foreign  city, 
which  we  print  by  courtest  of  the  Geo.  A.   Fuller  Construction 
Co.,  will,  we  are  sure,  interest  and  instruct  our  readers: 
Messrs.  Geo.  A.  Fuller  &  Co.,  New  York. 

G-entlemen:  I  pray  you  to  take  vision  of  the  united  communi- 
cation. 

The  question  is  a  serious  and  practical  business,  susceptible 
to  give  the  most  wide  and  good  results,  without  to  offer  no  one 
serious  technical  difficulties  of  execution,  neither  need  great 
capitals  to  the  uncovered,  nor  cost  experiments  and  setting,  and 
present  it  of  great  public  utility. 

Desiring  your  house  to  matter  of  the  thing,  favor  to  put  you 
In  communication  with  the  author  of  this  project,  writing  to 
the  united  address. 

In  the  attention,   I  am,   gentlemen,  yours  obediently, 

•    *    *    *    ♦ 
THE  MODERN  EDILB  CONSTRUCTIONS   AND   THE   EARTHQUAKES. 

The  lately  disasters  of  S.  Francisco.  Cal.,  and  Chile,  render  of 
bristful  actuality  the  present  title. 

The  modern  Edile  constructions  with  metal  carcass  and  cover- 
ture of  cemented  bricks,  much  used  to-day  in  the  large  towns, 
have  demonstred  a  least  resistence  to  the  showers  of  the  land, 
this  fact  take  naturally  to  the  reflection  that  one  Edile  con- 
struction that  it  be  in  case  to  offer  a  very  great  resistence  to 


the  Earthquakes,  whirlwinds,  inundations,  fires,  etc.,  besides 
therefore  to  extend  the  technical  building  difficulties,  and  the 
relative  economic  balance,  would  be  inevitably  one  application 
of  public  utility,  and  as  such  of  facile  large  actuation. 

One   project    is    been    studied    of    Edile    Constructions    adapted    • 
to  offer  the  very  great   resistance   to   the   cited   before   natural 
calamities  which  taked  in  the  practical  camp  by  one  important 
Building  Enterprise  would  offer  inevitably  the  very  great  profits. 

One  changing  in  the  construction  of  staii-s  and  balconies  of 
excessive  charge  to  the  fabrics  to-day,  in  the  construction  of 
walls,  pavements  and  ceilings,  in  the  all  metal  carcass,  in  the 
keys  of  close  of  principal  walls,  will  take  the  Edile  Construc- 
tion to  the  very  great  solidity,  also  employing  geneially  the 
materials  usually  used  to-day,  and  do  not  altering  the  eco- 
nomic balance  and  before  facilitating  the  technical  construc- 
tion. 

To-day  the  public  look  with  complaisance  the  superb  build- 
ings that  go  erecting  in  every  great  town,  the  grave  stone's 
balconies,  the  ceilings  at  bold  curves,  the  grave  and  massive 
stairs,  that  offer  one  mass  of  apparent  solidity  that  appear 
would  be  obliged  to  impunely  defy  every  element,  instead  the 
history  chronicle  of  disasters  demonstrate  as  such  solidity,  U 
be  more  apparent  that  real,  the  dead  weight  of  balconies  and 
stairs,  the  ceilings  at  bold  curves  they  be  at  last  nothing  that 
errors  of  construction,  and  therefore  are  always  generally  the 
first  to  shake  in  case  of  Earthquakes,  as  do  not  concur  other 
that  to  move  the  equilibrium  of  the  walls  to  which  they  demand 
support. 

To  this  take  a  radical  remedy  occur  a  complete  renewing  in 
the  Edile  Constructions,  renewing  that  offer  the  very  great 
technical  facility  of  execution  and  the  very  great  warrant  of 
resistence,  conserving  yet  the  exterior  esthetic,  giving  nay 
camp  to  the  art  applied  at  the  building  industry  to  manifest  in 
every  way. 

One  important  enterprise  that  assumed  the  practical  actua- 
tion of  this  project,  furnished  of  the  necessary  means  and 
initiative,  by  to  take  it  to  a  vast  application,  would  find  a  large 
camp  of  remunerative  work. 


The  Streets  of   Manhattan. 


(With   Illustrations.) 

Wider  observation  on  the  part  of  the  Record  and  Guide 
strengthens  judgment  of  the  unbusiness-like,  inexcusable  lack 
of  supervision  and  control  of  conditions  in  our  streets. 

The  major  offences  are  appalling  in  frequency  and  in  their 
deleterious  character.  Impatience  rightly  yields  to  indignation, 
and  exasperation  in  view  of  the  criminally  complacent  pro- 
longation of  intolerable  conditions;  and  also  in  view  of  the 
inevitable  approach  of  winter,  which  makes  any  attempt  at 
betterment  quite  impracticable. 

Our  pictorial  proofs  of  the  city's  disregard  of  its  own  laws  and 
regulations  strengthens  condemnation. 

Besides  the  unvarying  note  of  trenches,  deep  pits  and  lines 
and  heaps  of  debris,  there  is  the  very  common  and  exceedingl.v 
hurtful  nuisance  of  obstructions  of  the  sidewalks.  They  will 
appeal  in  each  case  to  New  Yorkers  as  familiar  provocations 
10  righteous  anger  and  disgust.  In  many  cases  we  know  of 
this  being  harmful;  and  in  some  instances  almost  prohibitive  to 
the  rental  of  neighboring  properties.  Is  not  the  grace  of  custom 
gradually  annulling  the  force  and  sanction  of  our  laws  and 
regulations? 

Sec.  1450.  "No  person  or  persons  shall  throw,  cast  or  lay,  or 
direct,  suffer  or  permit  any  servant,  agent  or  employee  to 
throw,  cast  or  lay  any  ashes,  offal,  vegetables,  garbage,  dross, 
cinders,  shells,  straw,  shavings,  paper,  dirt,  filth  or  rubbish  of 
any  kind  whatever,  in  any  street  in  the  City  of  New  York.  It 
shall  be  a  misdemeanor,  punishable  by  a  fine,  etc.,  .  .  .  for 
any  person  being  the  owner  or  the  agent,  or  the  employee  of 
the  owner  ...  of  any  box,  barrel,  bale  or  rnerchandise,  or 
other  movable  property  ...  to  leave,  or  suffer  or  permit  to 
be  left,  any  such  barrel,  box,  bale  or  other  property  .  .  .  upon 
any  such  public  street." 

Sec.  545.  "It  shall  be  the  duty  of  the  commissioner  of  street 
cleaning  to  remove,  or  cause  to  be  removed  ...  all  boxes, 
barrels,  bales  or  merchandise  and  other  movable  property  found 
upon  any  public  street,  etc." 

Nothing  could  be  more  definite  and  explicit.  They  are  laws 
wisely  made  to  give  us  unobstructed  streets  and  sidewalks. 
Nothing  could  be  moi-e  definite  and  imperative  as  to  respon- 
sibility and  control,  whereby  our  streets  and  sidewalks  might 
be  unobstructed.  But,  in  matter  of  fact,  actual  conditions  show 
the  imperative  sanction  of  our  laws,  the  carelessness — if  not 
something  more  censurable — on  the  part  of  constituted  delegated 
authority. 

As  human  beings  and  citizens  of  a  great  city,  we  call  for  such 
rights,  and  such  protraction  of  our  propertivs  as  are  accorded  us 
under  sanction  of  our  laws. 


A  Large  Building  Loan. 

Benjamin  Altman  has  made  a  building  loan  of  $1,000,000  on 
the  16-sty  fireproof  building  at  the  northeast  corner  of  Cth  av 
and  34th  st,  which  is  being  erected  by  W.  R.  H.  Martin. 
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BATTERY   PARK,    ALWAYS    IN   THIS   CONDITION. 


WORLD  BUILDING  ENTRANCE. 


IN    FRONT    OP   JOURNAL    OFFICE. 


VESEY   STREET   NEAR   BROADWAY. 


DUANE  STREET  NEAR  WEST  BROADWAY.  BROADWAY   AND   FULTON   STREST. 

How  Traffic  Is  Impeded  in  the  Streets  of  Manhattan. 
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The  Staats-Zeitung's  New  Printing  Building. 

LAFAYETTE  ST. — The  Staats-Zeitung,  the  German  newspaper 
in  Park  row,  is  to  proceed  at  once  with  its  new  printing  build- 
ing, to  be  situated  in  the  west  side  of  Lafayette  st,  between 
Duane  and  Pearl  sts,  IGO  ft.  in  Elm  st  and  CO  ft.  in  Duane  st, 
an  irregular  plot,  with  a  rear  depth  of  140  ft.  The  Staats- 
Zeitung  Corporation  took  title  to  this  property  last  March,  to 
protect  themselves,  upon  the  city's  action  in  acquiring  its 
present  building  site  for  the  proposed  enlarged  bridge  terminal. 
Messrs.  Schickel  &  Ditmars,  111  5th  av,  will  prepare  the  plans. 
The  structure  will,  of  course,  be  of  fireproof  construction,  12- 
stys  in  height.  No  building  contracts  have  been  awarded. 
(See  also  issue  of  March  24,  1906.) 


Plans  for  Another  $1,000,000  Office  Building. 

32D  AND  33D  STS. — Sketches  are  now  being  prepared  in  the 
office  of  Messrs.  Clinton  &  Russell,  32  Nassau  st,  for  another 
high  business  building,  to  be  erected  at  Nos.  30  to  34  West 
32d  st  and  Nos.  29  to  35  West  33d  st,  with  a  frontage  of  52.G 
ft.  on  33d  st  and  100  ft.  on  32d  st.  The  exact  number  of  stories 
and  what  building  materials  are  to  be  employed  Is  yet  unde- 
cided. At  the  office  of  the  architects  on  Wednesday  it  was 
stated  that  no  working  plans  had  yet  been  drawn,  or  any  build- 
ing contracts  let.  W.  &  J.  Manger,  bankers.  No.  10  Wall  st,  are 
the  owners. 


C.  O.  Haight  to  Plan  New  Bromc  Armory. 

FRANKLIN  AV.— Charles  C.  Haight,  No.  452  5th  av,  has 
been  selected  as  architect  to  prepare  plans  for  the  new  Second 
Battery  of  the  National  Guard's  Armory,  which  is  to  be  erected 
in  the  east  side  of  Franklin  av,  from  IGCth  to  167th  sts,  Bronx, 
at  a  cost  of  about  $500,000.  The  building  will  be  4-stys  high 
and  strictly  fireproof.  Ex-Mayor  Seth  Low  is  chairman  of  the 
building  committee.  No  awards  ha\-e  yet  been  issued,  or  figures 
taken. 


High-Class    Two-Family    Dwellings. 

236TH  ST. — Frederick  G.  Lax  (shades).  111  West  125th  st, 
will  begin  about  January  1st,  the  erection  of  7  high-class  2- 
family  dwellings,  on  a  plot  of  -7  lots,  175x100  ft.,  on  the  north 
side  of  236th  st,  150  ft.  west  of  Katonah  av,  Bronx.  Mr.  Lax 
informs  the  Record  and  Guide  that  no  plans  have  yet  been 
drawn,  or  contracts  let. 


liatest  Lafayette  Street  Improvement. 

LAFAYETTE  ST. — R.  R.  Fogel  &  Co.  (jewelry),  177  Broad- 
way, have  purchased  a  plot  at  the  northwest  corner  of  Lafay- 
ette and  White  sts,  88  Lafayette  st  and  94-96  White  st,  on 
which  they  will  erect  a  12-sty  ofHce  and  loft  building.  So  far 
as  can  be  learned  no  architect  has  yet  been  selected,  or  building 
contracts  let. 


Forty  Two-Family  Dwellings  for  the  Bronx. 

HUNTS  POINT  ROAD. — It  was  learned  this  week  that  Geo. 
F.  Johnson  &  Son,  Johnson  Building,  Westchester  and  Pros- 
pect a.vs,  Bronx,  are  contemplating  the  erection  of  some  forty 
2-family  dwellings,  to  be  situated  near  Hunts  Point  road,  in 
the  Bronx. 


Apartments,  Flats  and  Tenements. 

COLUMBIA  PL  (Brooklyn). — The  Packer  estate,  Brooklyn, 
will  erect  a  row  of  four  4-sty  tenement  houses  at  Nos.  17  to 
23  Columbia  st,  Brooklyn. 

SOUTH  3D  ST  (Brooklyn). — R.  T.  Rasmussen,  30  Graham 
av,  Brooklyn,  is  preparing  plans  for  three  fiat  buildings  for  P. 
Pelcyger,  110  Hart  st,  to  be  erected  on  South  3d  st,  Brooklyn. 
The  estimated  cost  is  $120,000. 


W.  Bliss  Co.,  southwest  corner  of  Front  and  Pearl  sts,  BrooTclyn. 
WILLOW  AV.— Albert  E.  Davis,  138th  st,  near  3d  av,  Bronx, 
is  preparing  plans  for  a  fireproof  factory  building,  5-stys,  50x 
100  ft.,  for  Chas.  Ramsey,  to  be  erected  at  Willow  av,  the 
northwest  corner  of  135th  st,  Bronx,  to  cost  $50,000. 


Mercantile 

17TH  ST. — Plans  are  now  ready  for  sub-contractors  for  the 
10-sty  store  and  loft  building,  42x88  ft.,  which  the  E.  J.  Galway 
Building  Co.,  1.50  5th  av,  is  to  build  at  Nos.  138  to  140  West  17th 
st,  at  a  cost  of  $175,000.  Plans  specify  an  exterior  of  Indiana 
limestone,  terra  cotta  coping,  plastic  slate  roof.  Steam  heat, 
electric  elevators,  etc.,  and  two  buildings  will  be  demolished. 
Albert  E.  Phillips,  99  Nassau  st,  is  treasurer,  and  Abraham 
Aualt,  99  Nassau  st,  secretary.  The  owners  are  the  general 
contractoi-s,  and  will  sublet  all  contracts.  Geo.  H.  Anderson, 
156  5th  av,  is  architect. 


Stables. 

4TH  ST. — Henry  Holder,  Ji-.,  242  Franklin  av,  Brooklyn,  is 
now  taking  estimates  on  the  3-sty  semi-fireproof  stable,  135x 
30  ft.,  for  Hencken  &  Willenbrock,  coal  de?.lers.  No.  1  Broad- 
way, to  be  erected  on  the  north  side  of  East  4th  st,  west  of 
Lewis  st,  Manhattan. 


Alterations. 

5TH  ST.— JPhillip  Neusch,  520  East  5th  st,  will  alter  his 
premises,  from  plans  by  O.  Reissmann,  30  1st  st. 

FORSYTH  ST. — Plans  are  being  drawn  by  O.  Reissmann,  30 
1st  st,  for  alterations  to  No.  139  Forsyth  st  for  A.  Hallock, 
ISO  Hancock  st.  Brooklyn. 

1ST  AV. — Bernard  &  Mayer  Zolka,  226  East  51st  st,  will  alter 
the  east  side  of  1st  av,  71.7  ft.  south  of  62d  st.  Richard  R. 
Davis,  '247  West  125th  st,  is  making  plans. 

47TH  ST. — Goldner  &  Goldberg,  Westchester  and  Jackson 
avs,  Bronx,  are  architects  for  extensive  alterations  to  No.  320 
East  47th  St.  Bernard  Friend,  1770  Madison  av,  is  owner.  No 
contracts  let. 

5TH  AV. — Byck  Brothers,  Inc.  (men's  furnishings),  154  East 
125th  st,  will  make  $25,000  worth  of  improvements  to  the  5-sty 
building  No.  582  5th  av.  William  Welles  Bosworth,  527  5th 
av,  is  preparing  plans. 


Mlscellaneoas. 

Kendall,  Taylor  &  Stevens,  93  Federal  st,  Boston,  Mass.,  archi- 
tects for  the  hospital  to  be  erected  at  Ashburton  and  Park 
avs,  Yonkers,  N.  Y..  for  the  Yonkers  Homeopathic  Hospital 
Corporation,  have  awarded  the  general  contract  for  this  build- 
ing to  Mead,  Mason  &  Co.,  550  Tremont  Building,  Boston,  Mass. 
The  building  is  to  be  brick,  stone  and  fireproof,  4-stys,  32x106. 


Contracts  Awarded. 

The  Snare  &  Triest  Const.  Co.,  143  Liberty  st,  Manhattan,  has 
received  the  contract  for  the  erection  of  three  steel  spans  in  the 
Perth  Amboy  Bridge,  at  $79,240. 

An  additional  contract  for  3,500  sq!  yds.  of  bitulithic  pave- 
ment has  been  awarded  the  Standard  Bitulithic  Co.,  253  Broad- 
way, New  York,  at  Newark,  N.  J. 

FRESH  POND  ROAD. — The  Church  Construction  Co.,  949 
Broadway,  Manhattan,  has  taken  the  general  contract  to  build 
the  brick,  steel,  fireprcl^f  car  barns  for  the  Brooklyn  Rapid 
Transit  on  Fresh  Pond  road,  Brooklyn. 

MADISON  AV.— W.  P.  Ellison,  350  West  27th  st,  has 
awarded  to  J.  L.  Hamilton  &  Sons,  the  contract  to  erect  a  tem- 
porary platform  for  the  coming  automobile  show,  for  the  Madi- 
son Square  Garden  Co.,  to  cost  about  $5,000. 

BEAVER  ST. — The  American  Bridge  Co.  this  week  obtained 
the  contract  to  furnish  300  tons  of  steel  required  of  the  new 
Consolidated  Exchange  building  to  be  erected  at  the  south- 
east corner  of  Beaver  and  Broad  sts,  at  a  cost  of  $250,000. 
The  Geo.  A.  Fuller  Co.  is  general  contractor,  and  Clinton  & 
Russell,  32  Nassau  st,  the  architects.  (See  issue  Nov.  10,  1906.) 
The  Reliance  Ball  Bearing  Door  Hanger  Co.  has  lately 
booked  orders  for  the  door  hangers  in  the  following  buildings: 
Union  National  Bank,  Pittsburgh;  Wells-Fargo  Express  Build- 
ing, Portland,  Ore.;  Hotel  Denechaud,  New  Orleans;  Henry 
Batterman's  department  store;  Plaza  Hotel,  59th  st  and  oth  av; 
Engineers'  Club,  Nos.  32-34  West  40th  st;  New  York  Club,  No. 
18  West  40th' st:  Kursheedt  Building,  Nos.  139-41  West  19th 
st;  Trust  Co.  of  America,  No.  37  Wall  st;  Boreel  Building, 
Broadway  and  Thames  st;  Trinity  Building,  addition,  Broad- 
way and  Thames  st. 


Factories. 

James  M.  Baker,  85  Borden  av.  Long  Island  City,  Is  taking 
figures  on  the  general  contract  for  two  4-sty  factory  buildings 
for  the  Long  Island  City  Factory  Co. 

FRONT  ST.— Frank  H.  Quinby,  99  Nassau  st,  Manhattan,  is 
preparing  plans  for  a  6-sty  addition  to   the  factory  of  the  E. 


Estimates  Receivable. 

18TH  ST. — No  contracts  have  been  awarded  yet  for  installing 
an  electric  elevator,  stairs,  shaft,  partitions  and  general  in- 
terior changes  to  the  4-sty  store  building  No.  8  West  18th  st 
for  Dr.  F.  Le  Roy  Satterlee,  6  West  56th  st.  E.  L.  Satterlee, 
1123  Broadway,  is  architect. 

ELIZABETH  ST. — Adolph  Mentin,  33  Union  sq,  is  now  taking 
estimates  on  separate  contracts  for  the  bakery  and  stable  build- 
ing at  the  southeast  corner  of  Elizabeth  st  and  Duncomb  av, 
Williamsbridge,  for  the  estate  of  Lewis  Fleischman,  of  Broad- 
way and  10th  st.     Brick  and  stone,  fireproof. 

47TH  AND  4STH  STS.— Estimates  will  soon  be  received  by 
the  city  for*  the  new  public  school,  150x200.10  ft.,  to  be  erected 
on  47th   st,  northside,   and  48th  st,  south  side,   325  ft.   east  of 
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9th  av,  to  cost  $350,000.  Plans  by  C.  B.  J.  Snyder,  500  Park 
av,  call  for  an  exterior  of  limestone,  terra  cotta  and  brick, 
slag  roof,  copper  skylights,  etc.  The  interior  will  contain  seg- 
mental terra  cotta  arches,  with  cinder  concrete  on  top  floor 
filling,  steam  and  hot  air  heat. 

5TH  AV. — No  contracts  have  y^t  been  awarded  for  $10,000 
worth  of  improvements  to  the  4-sty  studio  building  northwest 
corner  of  '5th  av  and  Sth  st,  for  Mina  M.  Edison,  of  Orange. 
N.  J.  The  work  to  be  done  consists  of  a  new  electric  elevator 
and  shaft,  2-stys  will  be  added  over  the  building,  and  baths, 
partitions,  windows,  etc.,  will  be  installed.  Messrs.  Kafka  & 
Lindenmeyer,  34  West  2Gth  st,  are  the  architects.  The  National 
Phonpgraph  Co.,  31  Union  sq,  are  the  lessees. 

RIVERSIDE  DRIVE. — No  sub-contracts  have  yet  been 
awarded  for  the  new  C-.sty  apartment  house,  108.0x133x173.5  ft., 
which  the  Geo.  W.  Levy  Building  Co.,  2784  Broadway,  is  to 
build  on  the  northeast  corner  of  Riverside  Drive  and  95th  st, 
to  cost  $350,000.  Plans  by  Messrs.  Schwartz  &  Gross,  35  West 
21st  st,  call  for  a  limestone,  light  brick  and  terra  cotta  ex- 
terior, marble,  terra  cotta  and  stone  coping,  iron  and  glass 
skylights,  etc.  The  interior  will  be  fjiiisbed  in  keeping  with 
the  high  character  of  the  neighborhood.  The  entrances  will  be 
through  the  ext'erior  court  off  the  viaduct,  which  runs  across 
96th  St.     (See  also  is.3ue  Sept.   1,  190C>.) 


Bids  Opened. 

Bids  were  opened  by  the  Board  of  Education  on  Monday,  No- 
vember 26th:  No.  1,  for  installing  electric  equipment  in  Public 
School  S3,  Brooklyn,  Peet  &  Powers,  $7,942,  low  bidders.  Other 
bidders  were:  Griffin  &  Co.,  T.  Frederick  Jackson  (Inc.), 
Stevens-Hewitt  Engineering  Co.,  Frederick  Pearce  Co.,  Frank 
E.  Gore.  No.  2,  for  installing  electric  equipment  in  Public 
School  91,  Brooklyn,  T.  Frederick  Jackson  (Inc.),  .$3,082,  low 
bidder.  Other  bidders  were:  Commercial  Construction  Co., 
Frank  E.  Gore,  Griffin  &  Co.  No.  3,  for  installing 
electric  equipment  In  Public  School  114,  Brooklyn,  T. 
Frederick  Jackson  (Inc.),  $7,700,  low  bidder.  Other  bidders 
were:  Griffin  &  Co.,  Frank  E.  Gore,  Frederick  Pearce  Co.,  Com- 
mercial Construction  Co.  No.  4,  for  general  construction  of 
additions  and  alterations  in  Public  School  41,  Manhattan, 
Thomas  Cockerill  &  Son,  $98,700,  low  bidders.  Other  bidders 
were:  H.  M.  Weed  &  Co.,  J.  &  L.  Moreland  Co.,  Thomas 
McKeown,  P.  J.  Brennan  &  Son,  Charles  H.  Peckworth,  George 
Hildebrand,  P.  Gallagher,  Alfred  Nugent's  Son.  No.  5.  for 
erecting  iron  gates  and  railings  at  Wadleigh  High  School,  Man- 
hattan, D.  Holland  Iron  Co.,  $720,  low  bidders.  No.  6,  for 
installing  heating  and  ventilating  apparatus  in  Public  School 
66,  Borough  of  Queens,  Blake  &  Williams,  $15,988,  low  bidders. 
Other  bidders  were:  R.  J.  Sovereign  Co.,  James  Curran  Mfg. 
Co.,  E.  Rutzler  Co.  No.  7,  for  installing  electric  equipment  in 
addition  and  alterations  in  Public  School  4,  Borough  of  Rich- 
mond, Frank  E.  Gore,  $3,450,  low  bidder.  Other  bidders  were: 
T.  Frederick  Jackson  (Inc.),  Griffin  &  Co.,  Le  Baron  B.  Johnson. 


BUILDING      NOTES 


The  New  York  Prism  Co.  has  removed  to  larger  and  better 
offices  at  497  West  Broadway.  The  former  offices  of  the  above 
company  are  now  occupied  by  the  Lawlor  Regulator  Co. 

James  McLaren,  a  prominent  cut  stone  contractor,  died  at 
his  heme  in  Brooklyn.  Nov.  28.  He  was  in  his  58th  year  and 
,  quite  wealthy.  His  stone  yard  is  situated  at  foot  of  Court  st., 
Brooklyn,  and  his  sons  will  continue  the  business. 

The  long  dispute  between  the  old  and  the  new  unions  of  plas- 
terers is  reported  by  the  officers  of  both  unions  to  have  been 
settled.  Tlie  old  union  is  known  as  Local  2.5  of  the  Journey- 
men Plasterers'  International  Union.  It  was  locked  out  by  the 
Building  Trades  Employers  Association  for  refusing  to  observe 
the  arbitration  agreement.  The  new  union,  known  as  the 
Journeymen  Plasterers'  Society,  was  then  formed  under  the 
arbitration  agreement.  Under  the  terms  of  settlement  the 
new  union  is  to  be  divided  into  two  locals  of  the  international 
union,  each  of  which  will  receive  a  charter.  The  locals  will 
then  belong  to  the  one  international  body  and  recognize  each 
other's  cards. 


A  Warning. 

To  the  Editor  of  the  Record  and  Guide: 

I  am  reliably  informed  that  subscriptions  and  advertisements 
are  being  sought  for  a  publication  to  be  known  as  the  Official 
Souvenir  of  the  New  York  State  Conference  of  Bricklayers  and 
Maisons.  I  desire  to  make  known  to  the  building  public  the  fact 
that  such  a  publication  is  without  authorization  at  this  time, 
the  State  Conference  having  adjourned  last  September  and  will 
not  meet  again  for  one  year. 

The  book  that  was  intended  to  be  published  should  have  been 
distributed  in  September.  By  publishing  this  warning  in  your 
paper,  you  will  protect  some  of  your  readers  from  what  seems 
to  be  a  scheme  to  delude  the  public.     Respectfully, 

WM.   J.   BOWEN, 
[President  Bricklayers  &  Masons  I.  U.   of  America.] 


J  WE  CAN  TELL  YOU- 
\ 


WHO  ARE  BUYING 
WHAT  THEY  ARE  BUYING 
WHEN  THEY  ARE  BUYING 

Rcgfarding'  any  Building  Material  whatsoever,  and 
thus  aid  you  materially  in  the 
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(1    Sale  of  Your  Products 

r\ODGE  REPORTS  are  to-day  the  basis 
and  starting  point  of  the  Sales  Depart- 
ments of  most  of  the  big  material  firms 
that  secure  the  big  contracts;  because  with 
Dodge  Reports  they  are  first  in  the  field, 
fortified  with  specific  information,  and  lose 
no  time  through  "lost  motion." 

Let  Us  Show  You  Our  Method 

THE  F.  W.   DODGE 
COMPANY,  Inc. 


New  York  City 
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J    Pittsburgh 


Boston 
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Chicago    ^ 


New  York's  Register's  Office  Now  in  Its  New  Home. 

Without  any  material  inconvenience  to  tlie  public,  the  records 
and  maps  of  the  Register's  office  have  been  safely  removed  from 
their  temporary  quarters  in  the  Morton  Building,  116  Nassau 
st,  to  the  new  Hall  of  Records  on  the  northwest  corner  of 
Chambers  and  Centre  sts. 

It  will  be  remembered  that  for  many  years  the  business  of 
this  office  was  carried  on  in  an  old  and  dilapidated  structure, 
which  was  demolished  some  time  ago  to  make  room  for  the 
present  subway  station  at  the  entrance  to  the  Brooklyn  Bridge. 
The  danger  from  fire  in  this  primitive  building  was  ever  pres- 
ent, and  the  facilities  for  handling  the  increasing  volume  of 
business  were  not  up  to  the  requirements  of  the  times.  Even 
worse  conditions  existed  in  the  temporary  Nassau  st  offices  just 
vacated. 

About  two  weeks  ago  the  work  of  removing  the  libers,  maps 
and  other  books  and  documents  was  begun,  and  all  told  about 
20,000  volumes,  10.000  maps  and  500,000  chattel  mortgages  have 
been  safely  transferred  to  specially  devised  receptacles  in  the 
new  building.  Among  the  statistical  records  removed  are  many 
interesting  documents  of  the  old  Dutch  settlement  of  New 
Amsterdam,  in  the  original,  as  well  as  copies  of  those  of  the 
same  and  later  periods  which  have  not  as  well  stood  the  ravages 
of  time.  The  office  of  Register  Frank  Gass  and  the  general 
administration  offices  of  the  department  are  on  the  second 
floor  of  the  Chambers  st  building,  and  the  recording  division 
on  the  third  floor,  where  eighty  folio  writers  with  their  modern 
book  writing  machines  are  to  be  found.  A  map  room  is  also 
located  on  this  floor. 

The  new  metallic  flies  have  been  the  subject  of  favorable  com- 
ment. In  the  direction  of  improvements  it  has  been  suggested 
that  it  would  facilitate  reference  if  the  labeling  of  the  libers 
were  to  conform  to  the  horizontal  position  in  which  they  are 
shelved. 

Register  Gass  expects  that  from  now  on  instruments  will  be 
delivered  in  less  than  two  weeks  from  the  date  of  recording. 
Those  who  have  been  inconvenienced  by  the  delays  in  this  de- 
partment in  the  past  will  view  this  as  a  vast  stride  in  the 
direction  of  efficiency. 

Mayor  McClellan,  President  McGowan  and  other  prominent 
officials  have  been  asked  to  assist  In  the  opening  to-day,  *hlch, 
however,  will  not  be-  attended  by  any  formal  ceremonies. 


— Theiv  is  a  rumor  afloat  that  the  Pennsylvania  Railroad  Co. 
are  purchasing  property  in  the  vicinity  of  Cyprus  and  Willow 
avs,  Bronx,  for  the  purpose  of  introducing  an  additional  car 
yard,  as  much  of  its  freight  travels  that  way. 
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Mortgage  Loans  By  Life  Insurance  Companies. 

From  January  1   to  November   1,   1906. 


AN  examination  of  tiie  records  for  tile  year  1906  proves 
most  interesting,  in  view  of  tlie  assertions  made  by  officers 
of  tlie  life  insurance  companies  that  tiiey  have  not  discouraged 
mortgage  loans.  Printed  below  is  every  loan  on  real  estate 
made  by  the  four  wealthiest  companies  for  the  first  ten  months 
of  this  year. 

Th«  New  York  Life  Insurance  Company  made  11  loans,  ag- 
gregating $1,626,500. 

The  Mutual  Life  Insurance  Company  made  77  loans,  aggre- 
gating $3,430,o00. 

The  Equitable  Life  Assurance  Society  made  30  loans,   aggre- 

NEW  YORK  LIFE  INSURANCE  COMPANY. 


gating  $7,054,000.  Tlie  actual  amount  loaned  out  by  the  Society 
in  the  first  eight  months  was  less  than  ?1, 200.000.  The  total  was 
increased  by  September  loans,  two  of  which  aggregate  $6,700,000. 

The  Metropolitan  Life  makes  the  only  good  showing,  namely, 
a  total  of  4S  loans,  aggregating  $l.">,7iiO,riOO,  about  20  per  cent, 
more  than  all  the  other  companies  combined. 

The  figures  certainly  do  lend  credence  to  the  almost  universal 
complaint  that  comes  from  the  real  estate  community  that 
there  has  been  discrimination  against  real  estate.  The  New 
York  Life  Insurance  Company  alone  invested  nearly  $31,000,000 
in  railroad  and  other  bonds,  as  against  less  than  .^2,000,000  in 
real  estate  mortgages.     The  list  follows: 


Elm  St,  Nos  30  &  32...  }|^,        „-     g« 

pearl  st,  Nos  535  &  537  jMa-^  ^-    ^/o . . 

89th  St,  No  4  East .Mar  27,   4^4%. 

Broome  st.   No  49o.....U        5,   5%.... 

West  Bway,   No  3o9 J  "^i"      ■     _ 

16l5t   st.    No    567    West.. Apr.    2    b%... 

72d  st.  No  49  West June   1,    4Wo. 

61st   St.    No  202  East   ...June    1,    5%.. 

161st  st.   No  559  West.  ..June  20,  4%%. 

Nassau  st,  Nos  93  to  99. 
n  w  cor  Fulton  st,  runs  ,„     -„ 

to    Ann    st UV^"'''    ^^'    ^^"^ ' 

3d  av,  Nos  1390  to  1398. 
n  w  cor  79tli  st.  No  183 
East     July  26,  4%%. 

Broadway.  Nos  1873  toT  »  „„  . 
1879  s  w  cor  62a  stJ-Sept  7,  5%  & 
Nos  34  to  40  West....  J     4'^%     

*'l2"°"'.'..^"f. '''■'■.  •'^"Sept   27,    5%.. 


$70,000 

116,000 

50,000 

10.000 

100,000 

8.500 

9,000 

800,000 

90,000 

350.000 
23,000 


Total     $1,626,500 

MUTUAL  LIFE  INSURANCE   COMPANY. 


4,  bond..       6,000 


17,000 

17,500 

17,500 

20.000 

2,000 

1,000 

16,000 
28,000 


06...  370,000 


35,000 
20,000 


250,000 
4,000 
3,000 


Dyckman  st.  s  s,  100  e  Av 

B,    150x141 Jan 

140th  St.  n  s,  125  w  Bway, 

100x199.10  to   s   s   141st 

5t  Jan  10,  bond.. 

54ti;"s't,'4's,"  204  e  1st  av, 

75x100.5 Ja°  "•  bond.. 

53d  St.  n  s,  2W  e  1st  av, 

75x100  5 Jan  17,  bond . . 

165th  st,'  Nos  5O2to510  W.Jan  2.5,  bond.  . 

^Ist  st    No  250  East Jan  25.  bond,. 

05th  st.   No  452  west.... Jan  24,  bond.. 
70th  st.   No  126  East  and 

other  property Jan  2R.  bond. . 

Cherry  st    Nos  20  and  22  Jan  29.  bond.. 
5th    av,    Nos    35    and    37, 

n  e  cor  10th   st Feb   13, 

Southern    Boulevard,    s    s, 

54.7  e  Av  St  John,  420.7 

^jj02  7     Feb  16,  bond.. 

Westchester   Creek.    ftc.Feb  19,  bond.. 
41st  st,  Nos  100  &  102.  8 

e  cor  Park  av.   No  103,  .    .       , 

Hospital    Mar    8,  bond. . 

•>6th  st    No  114  West Mar  9.   bond.. 

Amsterdam  av.  No  448... Mar  12,  bond.  . 
102a    st,    n    s,    32o    e    1st 

av    428  to  Harlem  River 

.     ,10011  Mar  19,  bond..     30,000 

B4th  st,  No's  421  &  423  W.Mar  26,  bond. .  15,000 
I'Wth    St.    s   s.    270  w   5th 

av    125X  iri^eg Mar  27,  bond . .     22,000 

Av  B    Nos  308  to  322,  w 

s    from  18th  to  19th  sts. 

184x120 Mar  30,  bond . .     20,000 

88th   st.    n   s.   205.8  e  5th 

av     75.5x100.8 Apr    5,  bond. .  105.000 

12th' st,  Nos  503  &  505  E.Apr    4,  bond..     12,000 

West  Bway,  No  557 Apr    2,  bond..       6.000 

17th  st    No  16  West Apr  12.  bond..     32,.500 

31st   st'  No   15  West Apr  17,  bond..     30.000 

kulberry  st.  No  164 Apr  14,  bond.  .     17,000 

Rider  av.  w  s,  75  s  138th 

st,       75x100      to       Mott 

Haven    Canal    Apr  16,  bond..     18.000 

60th  st,  No  22  West Vlay    8.  bond..     15.000 

!JSth  st,  Nos  228  &  230  W.Vlay  7,  bond..  5.000 
1.50th  st.   No  520  West.  ..May  10,  bond..     10,000 

Broadway    No   1934 May  11,   bond..       5,500 

Lexington  av.  No  807 . . . . May  22,   bond..     12,000 

West  st.   No  22 May  25,  bond..       9,000 

96th  st,  n   s,   300  w  West 

End   av,    100x100.11 May  31,  bond..     40,000 

07th  St.   s   s.   300  w  West 

End  av,  71.11  to  River- 
side Drive,  xl07.6 May  .■?1,  bond..     70,000 

Christopher  st.  No  157... May  31.  bond..  4.000 
Trinity  pi.  Nos  70  to  76.  .June  13,  bond.  10,000 
Exterior  st,  w  s,  477.10  n 

i38tb    St.    runs    to   Har- 
lem   River    June  1.3,   bond.     85,000 

51st  St.  Nos  221  &  223  E.June  19,  bond.  22,000 
Pearl   st.   No  25,   n  e  cor 

Whitehall  st.   Nos  29  to 

S3     June  29,   bond.  100,000 

Pleasant  av,  n  w  cor  106th 

st,   runs  to  107th  st June  29,  bond.     50,000 

58th  St.  No  15  West July   18,   bond.     50.000 

.3.3d  st.  No  151  East July   13,    bond.       2.000 

129th  St.  No  58  East July   14,   bond.     15,000 

Southern  West  Chester 
Turnpike,  n  w  cor  Union 
av,    150x196 July   13,    bond.     15,000 


149th  st.  No  550  West July 

Thompson  st.  No  1,  n  w 
cor  Canal  st,  Nos  397  & 

399    July 

Madison  av.  No  1833 Aug 

6Sth  St.  No  16  West Aug 

106th  St.  No  115  Bast Aug 

84th  st.   No  54  West Aug 

61st  st.  No  48  East Aug 

5th    av.    No    73,    n    e    cor 

15th  st.   No  1  East Aug 

64th  St.  No  174  East Aug 

Audubon      av.      n     w     cor 

178th    st,    7.5x100 Aug 

2Sth  St.  No  39  West Sept 

S7th  st,  Nos  12  and  14  E.Sept 

61st  st.   No  158  East Sept 

67th   st.   No  59  West Sept 

12.5th  st,  Nos  115&117  W.Sept 
5th   av.   No  546,   n   w  cor 

45th  St.  Nos  1  to  5  W.  .Sept 
54th  St.  Nos  223  to  231  E.Sept 
Lexington   av.   No  966.... Sept. 

64th  St.  No  121  East Sept 

7Sth  St.  No  115  East Sept 

165th  st,  n  s.  .50.2  w  Jack- 
son   av,    25.1x71 Oct 

Southern  Boulevard,  s  w 
cor  Av  St  John,  200  to 
Timpson  pi,  and  290,  &c.Oct 

60th   st.   No  2  West Oct 

Leroy  st.   No  121 Oct 

Henry   st.   No   158 Oct 

36th  st,  Nos  207  to  213  E)„  ^ 
37th  st,  Nos  206  to  210  E  ( Oct 
West  End  av.   No  949,  75 

xlOO    Oct 

3d  av.    No  2945 Oct 

Amsterdam  av.  Nos  153  & 
155,     s    e    cor    67th    st. 

No   144   W Oct 

St  Nicholas  av.  s  w  cor 
lS6th  St.  and  other  prop- 
erty      Oct 

Morris  av.   n   w  cor  177th 

st,    100x95 Oct 

60th  st.  No  120  East Oct 

46th  st,  Nos  65  to  69  W...Oct 


18,   bond.       3,000 


27, 
3. 
7, 
s, 
9, 
4, 

bond, 
bond, 
bond, 
bond, 
bond, 
bond. 

13.500 
12,5<X) 
I2.O1H) 
7,000 
12,000 
25,000 

4, 
13, 

bond, 
bond. 

500,000 
18,000 

27, 
5, 
12. 
11, 
13, 
13, 

bond, 
bond, 
bond, 
bond, 
bond, 
bond. 

18,000 
11,000 
1.30,000 
12  000 
17.000 
75.000 

19. 
20. 
.  20 
24, 
25, 

bond, 
bond. 
,  bond, 
bond, 
bond. 

300,000 
60,000 
13, .51 10 
25,000 
30,000 

31, 

bond . . 

1,000 

31, 
25, 
19, 
24, 

bond. . 
bond. . 
bond . . 
bond. . 

85,000 

10,000 

5.000 

18.000 

12, 

bond. . 

200,000 

17, 
12. 

bond. . 
bond. . 

40.000 
15,000 

1,  bond..     50,000 


bond, 
bond, 
bond. 


laooo 

10,000 

8.000 

100.000 


Total     $3,430,500 

METROPOLITAN  LIFE  INSURANCE  COMPANY 


Washington  av,  e  "s,  100.1 

s  12th  St.  108x120 Jan    23,    6%.  . . 

70th  st.  No  221  West Feb   14,    5Vi%. 

Broadway.    No   3421,    n    w 

cor    1.39th    st.     No    601,  ^ 

99.11x75    Feb  9,  5%%. .. 

Walton    av.    part    lot   358, 

map  Mott  Haven Feb  9,  5%%  .. 

Grand  st.  No  64 Feb  17,  5%%.. 

B'way.  Nos  2608  &  2610.. Mar  1,   5^%. . 
Riverside    Drive,    s    e    cor 

129th  St.  —  to  n  s  127th 

st,    X    .352.5 Mar    6,    6%. . . 

Bway.    Nos  2660  to  2668. 

n   e  cor  101st  st,   126.10 

X  100   Apr  4,   6% 

Central    Park    West.    No! 

101.     n     w     cor     70th  I  Apr  23,  6%  & 

st,   Nos  1  to  7,   100.5X  f      

1.50    I 

72d  st,  s  s,  425  w  West)  Apr  24,   6%  & 

End   av.   70x102.2 f      

lir.th  St.  n  s,  175  w  B'way 

100x100.11     Apr  24,   6%. . . 

Maiden  lane,  Nos  78  &  80.  Apr   20,   5?^%. . 
Grant    av,    w    s.    55.6    si 

162d  St.  .50x128.5  to  e  s  j  Apr  23.   6%  & 

Morrisania  av J      

B'wav.    Nos    165    to    171  "1  .,     - 

Cortlandt  st.  Nos  1  to  21  [  May   2,    5^%   , 

Church  st,   Nos  11  to  17  1       ° 

Park  av.  Nos  921  to  927, )  May   5,    6%  & 

n  e  cor  SOth  st j      

164th  St.  No  503  West May  11,   51^%. 

5tb    av.    s   w   cor  55th    st. 

Nos  2  and  4  West May  14,  5Yi%. 

Grand    av,    w    s,    275.3    n 

lS4th  st,   55x— May  15.  5%%. 

.53d  St.   Nos  512  &  514  W.May    18,    5V4% 
Convent  av.  n  e  cor  128th 

st,    runs   to    St    Nicholas 

terrace  and  129th  st...May  25.  6%... 
44th  St.  Nos  59  to  65  W..May  29,  5%%. 
St    Nicholas   av.    n   w   cor 

lS2d    st,    40x100 June  13,  5%%. 

St  Nicholas  av.  w  s,  40  n 

182d  st,   39.9x100 June  13,  5^4%, 


82.500 
.6,000 


135,000 


..2,500 
.45.000 
170,000 


400,000 


515,000 

5%%. 
100,000 

5y,%. 
200,000 

145.000 
125,000 

5%%. 
.45,000 


:    5%. 

,000.000 

150,000 
.50,000 

250,000 

.45.000 
.37,500 


225,000 
.50,000 

.48,000 

..37,000 


173d  st,  n  s,  100  w  Audu- 
bon av,  75x100 June  15.  514%.  ..68,000 

15th  st.   No  58  West June    20,    5M.7o.  .10.000 

173d    st,    n    s    100    e    St )  June  15,  5V4%  &  5%. 

Nicholas  av,  75x100.  . .  f      65,000 

Bathgate  av.   e  s.   101.2  n 

174th  st,  90x100 June    19,    5>4%.. 70,000 

152d  st,  n  s,  350  w  Court- 

landt  av,   50x100 June    1.5,    5i47o.  .40,000 

5th  av.    No   2230 June   27,    5»4%.  .ISiOOO 

5th  av.  No  2228 June   27,    5>^%.  .18,000 

Palisade    av,    e    s,    154    s 

■254th    st,    182x3.85 July    12,    5% 1,500 

.56th  st.  No  361  West July  21,  5V4%. .  .16,000 

164th    st,    Nos   434    to    444 

West    July  26,  51^%.  .150.000 

2d  av,  Nos  1720  &  1722.. Aug  2,   514% 40,000 

2d  av,  Nos  1716  &  1718.  n 

e  cor  89th  st.  No  301  E.Aug  2,   5\i% 60,000 

158th  st.  No  603  West..)  Aug   9,    5%%  &   5%. 

f      55  000 

Fort  Wa.shington  av.  No)  Aug  9,    5i4%   &   5%. 

9     J      50,000 

lS2d   st,    n   s,    70  e  Audu- 
bon av,   50x79.9 Aug  17,   5%%. ..37.500 

159th  St.  n  s.  92  e  Court- )  Sept   6,   6%   &  514%. 

landt   av,   50x101.7 f      40,000 

Central   Park  West,   s  w )  Sept  20,  6%  &  5t4%. 

cor  65th  St.  No  2  W. .  (      55,000 

Riverside  Drive,  s  e  corl 

111th  St.  runs  to  110th  I  Sept  25,  6%  &  514%. 

St.    xl20  on   110th  st,    &     875,000 

135   on    llllh    st 

17th  st,  Nos  112  &  114  E.Sept  25.  514%.  .100,000 
Riverside  Drive,  s  e  cor )  Sept  26,  6%  &  5M%. 

119th   st,    100x100 f      325,000 

67th   st,    n   s.    150  e   Col)  Oct    4,    6%,    51^%,    & 

av,   50x100.5 (     5% 18S,500 

]  Oct    23.    6%    during 
12th    st,    Nos    10    to    14  I      construction  of  bidg 

East     f     &    thereafter    5^4% 

J       oog  QQn 

1  Oct     10,     5i/j''i'"Su'r- 
5th  av.  plaza,  w  s,  58th  (     ing  construction,  & 

&  59th  sts.  Plaza  hotel  f     thereafter    5% 

J      $5,000,000 

Broadway,     Nos    3820    to 
3826,  n  e  cor  159th  St..  Oct  24,  514%. .  .170,000 
1  Oct      30,      6%      dur- 
21st    st,    Nos    18    &    20 1     ing  construction,  & 

West   r     thereafter    514%. . . 

J      210,000 


Total    $15,750,000 

EQUITABLE  LIFE  ASSURANCE  COMPANY. 


5%.. 
5%.. 
5%.. 
5%.. 
5%.. 


5%.. 

414% 

5%. 


-Pitt   St.   No  65 Jan   18. 

SOth   st.    No  226  West Jan   2.3, 

2.Sth  st,  Nos  131  &  133  W.Feb  15, 
148th   st,   Nos   614&6t6  W.Apr    3, 

11th   st.   No  308  West Mar  31, 

7th  av,   Nos  1952  to  19.58, 

s    w    cor    U.Sth    St.    Nos 

200  to  204 Mar  30, 

B'way,   Nos  693  to  697,   s 

w  cor  4th  st.  No  2 .Mar  31. 

44th  St.  No  161  West Apr  12,    

2.''.lh  st.  No  2.57  West .Apr  25,  514% 

,39th  st,  Nos  224  &  2-20  W.Apr  24,  5%.. 

40th  st.  No  268  West .May    1,  414% 

44th  St.  No  540  West May    7,   5%.. 

ISnth   st     No  2'29  West.  ..May  10.  5%.. 

60th  St.  No  349  East May  14.   5%.. 

12.3d  st.   No  107  West May  19,  5%.. 

Mt  Morris  Park  West.  No 

33        May  31.  5%.. 

4fith   st.    No   22  West June  22,  4%% 

77th  st    No  319  East July    .3,  414% 

67th  st    No  16  East 'June29,  414% 

SSIh  st.  No  15  West July  31,  414% 

96th  st.  No  3.30  West Aug  16.    5%.. 

73d  St.  No  154  West Sept    6,  414% 

3Sth  St.  No  7  West Sept  11,  57a-  ■ 

Broadway.  Nos  111  to  119. 

s  w  cor  Cedar  st.  Nos  92 

to   104.   runs   to  Thames 

St.    &    Trinity    pi.    office 

building    Sept  11    5%.. 

107th  St.  Nos  205to211  W.Sept  12,  0%.. 
5th  av.   Nos  213  to  231.1 

n    e    cor   26th    st.    Nos  I  Sept  25,  514% 

1    to    9    East,    runs    to  f     &  414% 

"7th  St.  Nos  2  &  4  East  J 

79th  st.  No  109  East Sept  28,  414% 

73d  st.  No  27  East Oct     8,    5%.. 

nist   St.   No  69  East Oct   30.    41^% 

Lexington  av.   No  1131... Oct  27,    5%.. 


14,000 
15,000 
50,000 
14,000 
5,000 


120,000 

320,000 
30,000 

8.000 
32.000 
24.000 

7.500 

1,000 
12,500 

1,000 

21,000 

31,000 

9.000 

125,000 

50.000 

6.000 

15.000 

150,000 


4,200,000 
135,000 


2,500,000 

14,000 

30,000 

4.000 

$10,000 


Total  $7,954,000 


Trolley  Line  from  Middle  Village  to  Jamaica. 

There  have  been  filed  in  the  County  Clerk's  ofiBre  20  consents 
of  property  owners  along  the  line  of  Metropolitan  av,  from 
Middle  Village  to  Jamaica.  These  consents  have  been  obtained 
by  parties  interested  in  the  extension  of  the  Brooklyn  Rapid 
Transit  system,  by  a  trolley  line  bet'n'^en  these  two  places.  The 
assessed  valuation-  of  the  property  interested  in  this  extensloji 
and  the  consents  which  have  been  filed  amount  to  over  $72,000, 


which  is  sufficient,  according  to  law,  to  allow  a  railroad  com 
pany  to  construct  and  operate  a  line  upon  any  thoroughfare. 
It  is  stipulated  in  the  consents  that  the  line  must  be  built  and 
in  operation  within  one  j-ear's  time.  Tliis  branch,  if  operated, 
will  make  a  short  cut  to  New  York  by  way  of  Myrtle  av  and 
Broadway  and  the  Williamsburgh  Bridge.  It  will  also  open  tire 
section  of  the  country  that  has  as  yet  been  unimproved  and  lays 
dormant. 
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IN  THE  REAL  ESTATE  FIELD 


Real  Estate  and  Building  Statistics. 

The  following  are  the  comparative  tables  of  Manhattan,  Th« 
Bronx  and  Brooklyn  of  the  Conveyancea,  Mortgages  and  Pro- 
jected Buildings  for  the  corresponding  weeks  in  1905  and  1906: 

MANHATTAN    AND    THE    BRONX. 

CONVEYANOM. 


Total  No.  for  Manbattan. 
No.  with  consideration. 

Amount  Involved 

Number  nominal 


1806. 
Nov.  23  to  28,  Inc. 


1906. 
Nov.  24  to  29,  Ino. 
Total  No.  tor  Manhattan  291 

No.  with  consideration . .  19 

1602,125    Amount  Involved $482,875 

181    Numbernomlnal 272 


196 
15 


Total  No.  Manhattan,  Jan.  1  to  date 

No.  with  consideration,  Manhattan,  Jan. 

1  to  date 

Total  Amt.  Manhattan,  Jan.  1  to  date 


1906. 
19,080 

1,150 
|til,483,637 


1905. 
20,046 

1,493 
$69,931,980 


Total  No.  for  the  Bronx, 
N^  with  consideration., 

Aihount  involved 

Number  nominal 


1908. 

Nov.  23  to  28,  inc. 


123 

13 

189,814 

110 


1905. 
Nov.  24  to  29,  inc. 
Total  No.  for  The  Bronx  217 

No.  with  consideration. .  23 

Amount  Involved I18«,332 

Numbernomlnal 194 


Total  No.,  The  Bronx,  Jan.  1  to  date 

Tetal  Amt.,  The  Bronx,  Jan.  1  to  date... 
TotaS  No.  inanhattaii  amd  Tbe 

Bronx.  Jan.  1  to  date 

Total  Amt.  .'Tlauhattau  and  Tbe 

Bronx,  Jan.  1  to  date 


1906. 
11.294 

»7, 466, 269 

30,374 
968,029,906 


1905. 
11,977 
111,962,099 

3-2,033 

•81,894,079 


Assessed  Value,  ITIanbattan, 

1906.  1905. 
Nov.  23  to  28,  Ino.  Nov.  24  to  29.  Ino 

Totol  No.,  with  Consideration 15  19 

Amount  Involved 1692,125  $482,875 

Assessed  Value $509,500  $294,500 

Total  No.,  Nominal 181  272 

Assessed  Value 16,799,200  $6,839,500 

Totftl  No.  with  Consid.,lrom  Jan.  1st  to  date                     1.150  1,498 

Amount  Involved ■•             ■•             $61,463,637  |e9,931,980 

Assessed  value "             "             $43,246,275  $49,743,407 

T>o»al  No.  Nominal "             ■'                        17,980  18.554 

Assessed  Value "             "           $509,699,400  $611,656,484 


MOKTGAGES. 

1906. 
. Nov.  23  to  28,  inc. , 


Manhattan. 

1  otal  number 301 

Atoount  Involved $8,516,519 

Numberat7\ 

Amount  Involved 

No.ate^i , 100 

Amount  InvolTed $1,186,019 

No.  at  avy, 

Amount  involved 

Ho.   at  5H% 10 

Amount  Involved $791 ,000 

No.  at  6^4W 

Amount  Involved 

No.  at5S 120 

Amount  Involved «3, 528,000 

N«.  atiiiH 

Amount  involved 

No.at4«»< 33 

Amount  Involved $2,072 .000 

No.  at  4% 3 

AMOunt  involved $49,500 

No.  atS'sX 1 

Ajnount  Involved.  $20,000 

No.  at  3S I 

AmAunt  Involved $5,000 

No.  without  Interest 33 

Amount  Involved $865,000 

No.   al)ov*»  to    Bank,    Trast 

and  Insurance  Companies  51 

Amount  Involved $2,390,500 

Total  No.,  Manhattan,  Jan.  1  to  date 

Total  Amt.,  Manhattan,  Jan.  1  to  date. . . . 

Total  No.,  The  Bronx.  Jan.  1  to  date 

Total  Ami.,  The  Bronx,  Jan.  1  to  date 

Total  IVo.,  nanhattan  and  Tbe 

Bronx.  Jan.  1  to  date  

Total  Ami.  .Tianbattan  >>  nd  Tbe 
Bronx,  Jan.  L  to  date        


Bronx. 
1B3 

$705,025 


1906 

-Nov.  24  to  20,  ino.    — 


Manhattan. 

241 

$4,677,566 


Bronx. 
174 
$1,760,288 


40  131 

$195,410    $2,439,121 


64 

$463,280 


$2' 


9 
,200 


83 

$290,575 


33 

$524,114 

2 

$27,000 

30 

$889,650 


35 

$137,200 

1 

$16,500 

47 

$419,855 


1 

$2,500 

I 

$600 


29 
$188,740 


12 

$344,500 


$5,000 


33 
$453,180 


15 

$107,800 


30 
$741,880 
1906 

16.792 

•340,326,268 

8,566 

$59,734,876 


S6 

$718,450 

28 

$670,000 

1906. 

19,019 

,0,58,894 

9.498 

•81,318,102 


•45 


2.'i,357 
«400,061,141 


28,517 
•538,374,996 


PBOJECTED   BUILDINGS, 


fatal  No.  New  Buildings : 

Manhattan 

The  Bronx 


1906.  1905. 

Nov.  24  to 30,  Inc.  Nov.a»-Dec.l,lno. 
6  80 

43  25 


Greud  total 

Total  Amt.  Nk,  •  Buildings : 

Manhattan 

The  Bronx 


Orand  Total 

Total  Amt.  Alterations ; 

Manhattan 

The  Bronx 


Grand  total 

Total  No.  of  New  Buildings  : 
Manhattan,  Jan.  1  to  date. 
The  Bronx,  Jan  1  to  date... 


innbtn-Bronx,  Jan.  1  to  date 

Total  Amt.  New  Buildings : 

ManhatMn,  Jan.  1  to  date 

The  Bronx,  Jan.  1  to  date 

innbtn-Broux,  Jan.  1  to  date 

'J^otal  Ami  Alterations : 

Wkta-Brwnx    Jaa«  1  to  date 


49 

65 

$846,500 
850.950 

$1,249,400 
443  470 

$1,706,450 

$1,692,870 

1980,50 

le.Tfeo 

$202  650 
14,950 

•  114,800 

$217,600 

1.667 
2,095 

2,378 
2,106 

3,662 

4,484 

•107,360,515 
25,794,780 

$114,822,410 
35,620,846 

•  133,133,295 

•  130,443,253 

•  17,998,864 

•13,416,327 

BROOKLYN. 

0ONTBTAN0E8. 

1900.  1906. 

Nov.  22  to  27.  ino.  Nov.  23  to  28, 1 


Total  number '    507 

No.  with  consideration 28 

Amount  Involved $190,420 

Humber  nominal 481 

Total  number  of  CouTOT^ances, 

Jan.  I  to  date 43,836 

Total  amount  of  CouTerances, 

Jan.  It*  date •25,586,982 


HORTGAGBB. 


Total  number 

Amount  Involved 

No.  ateii 

Amount  Involved 

rSo.&t5}iS 

Amount  Involved 

Ho.e.t5^fi 

Amount  Involved 

No.at5«H 

Vnount  Involved 

No.  at  6H  

Amount  involved 

No.at4V< 

Amount  Intolved  

No.  at  4% 

Amount  involved 

No.at3«Ji 

Amount  Involved 

So.  at  3H 

^ mount  Involved 
o.  without  Interest 

^nount  Involved 

Total     number    of 
Jan.  1  to  date. . . . 
Total    amount    of 
Jan.  1  to  date 


891 

$3,018,886 

220 

$672,831 


508 

46 

$366,600 

463 

38,749 

•36,792,404 


886 

$1,983,433 

189 

$874,477 


202 
$928,830 


IK 
$624,860 


250 

$1,307,644 

1 

$4,000 


21 

$194,750 

1 

$800 


mortgages. 
Mort^ai^es, 


PROJECTED  BUILDINGS. 

No.  of  New  Buildings 

Estimated  cost 

Total    No.    of    New  BulldtUKS, 

Jan.  1  to  date 

Total  Amt.  of  New  Buildings, 

Jan.  1  to  date 

Total   amount  of 

Jan.  1  to  date. . , 


Alterations. 


18 
$105,561 

68 

$388,655 

36,136 

34,369 

148,914,842 

$183,906,169 

153 
$1,246,062 

191 
$1,656,680 

7,939 

7,912 

•  59,584,164 

•73,159,984 

•  5,111,793 

84,515,366 

SOUTH  OP  59TH  STBliiKT. 

BARCIjAY  ST. — Robert  R.  Rainey  sold  for  the  estate  of  Emily 
C.  Wa;son  No.  05  Barclay  st,  a  5-sty  building,  23.7x100,  adjoin- 
ing the  corner  of  Wa,shington  st. 

CHRISTOPHER  ST.— R.  Bergman  sold  for  the  Fitzpatrick 
estate  to  R.  Rosenblub  98  Christopher  st,  a  6-sty  tenement  with 
stores,  25x70. 

ESSEX  ST. — Mandelbaum  &  Lewine  sold  to  an  investor  85, 
87,  and  89  Essex  st,  3  G-sty  tenements,  with  stores,  76.10x88.. 
Koopei-stein  &  Lowenfeld  were  the  brokers. 

FLETCHER  ST. — John  R.  and  Oscar  L.  Foley,  and  William 
Cruikshank's  Sons  sold  for  James  Head  to  Rogers  &  Pyatt  36 
to  40  Fletcher  st,  75  ft.  west  of  South  st,  old  buildings,  69.2x 
62.6x  irregular.  The  buyei-s  will  erect  a  building  for  their  own 
use. 

GRAND  ST. — Piza  &  Johns,  in  conjunction  with  a  Mr.  Kor- 
shin,  sold  for  H.  Horwitz  to  a  client  64  Grand  st,  a  7-sty  loft 
buildingr,  25x100. 

LAFAYETTE  ST.— Moos  &  Gumpert  sold  for  the  Clyde 
Realty  Company  the  northwest  corner  of  Lafayette  (Elm)  and 
WTiite  sts,  43x88,  to  Louis  H.  Moos,  who  will  improve  the 
property. 

MAIDEN  LANE. — Louise  M.  Creamer  sold  to  Mitchell  A.  C, 
Levy  33  Maiden  lane,  a  5-sty  business  building,  17.7x88.9x  irreg- 
ular, 37  ft  east  of  Nassau  st.  The  property  is  assessed  at 
$77,000. 

Operators  Buy   in  Roosevelt  St. 

ROOSEVELT  ST. — David  &  Harry  Lippman  bought  from 
William  H.  Sage  the  southwest  corner  of  Roosevelt  and  Water 
sts,  a  6-sty  mercantile  building,  32. 11x63. 4x  irregular.  Douglas 
Robinson,  Charles  S.   Brown  &  Co.  were  the  brokers. 

WATER  ST. — Romaine  C.  Nicholas  &  Co.  and  William  A 
White  &  Sons  sold  for  Michael  Rupp,  156  Water  st,  a  3-3ty 
building,  25x21.8. 

7TH  ST. — Saml.  Harris  and  S.  Sylvester  bought  from  D.  Weil 
200  East  7th  st,   6-sty  triple  flat  with  stores,   25x100, 

13TH  ST. — Gerstenfeld  &  Bernstein  sold  the  5-sty  tenement 
■house  022  East  13th  st,  25x103.3  ft.,  for  Lefkowitz  &  Siegel. 

13TH  ST. — Van  Vllet  &  Place  sold  321  and  323  West  13th  st, 
2  4-sty  buildings.  45x103.3,   for  improvement. 

lOTH  ST. — Pasquale  Pati  &  Son  bought  512  East  16th  st,  a 
4-sty  building,  25x100. 

17TH  ST. — Benjamin  Menschel  bought,  through  Huberth  & 
Gabel,  from  the  Rogci-s  estate  the  4-sty  triple  tenement  347 
East  17th  6t,  22x92, 
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19th  ST. Tucker  Speyere  &  Co.  sold  for  Edward  F.  Rappallo 

exr.  of  estate  of  Helen  S.  Rappallo  15  East  19th  st,  4-sty  and 
basement  dwelling  2o.xP2. 

19TH  ST.— S.  B.  Goodall  &  Son  sold  for  J.  W.  Dimick  to  E.  L 
Davis,  39  West  19th  st,  5-sty  buildJng,  25x92. 

20TH  ST. — Chas.  Berlin  &  Co.  sold  for  Miss  S.  Essman  to  an 
Investor  329,  331  and  333  East  20th  st,  7-sty  elevator  apartment, 

40x92.  ^    ^ 

23D  ST. — Colin  M.  Eadie  sold  for  Jesse  H.  Wasserman  to  J.  A. 
McAfee  307  East  23d  st,  a  4-sty  tenement,  23x100,  and  resold 
same  to  a  Mr.  Eidlitz. 

27TH  ST. — The  Felt  Construction  Co.  sold  to  an  investor  110, 
112  West  27th  st,  5-sty  business  building  40x98.9. 

28TH  ST. — Shain  &  Fuchs  sold  to  Mi-s.  Kate  Caesar  the  C-sty 
ienement  215  East   2Sth  st,  37.6x99.6. 

29TH  ST. — Ames  &  Co.  have  !:0ld  for  the  United  States  Trust 
Co.   355  West  29th  st,  a  5-sty  flat,   22x98.9. 

Values  Increasing  in  the  McAdoo  Tunnel  Section. 

30TH  ST. — Mr.  J.  J.  Schwartz,  president  of  the  Sterling  Realty 
Co.,  says  values  are  on  the  increase  in  the  McAdoo  Tunnel  Sec- 
tion, and  that  they  have  just  sold  110  and  112  West  30th  st,  2 
4-sty  l)uildings  on  plot,  3li.9x98.9,  to  the  Reliance  Construction 
Co.,  who  are  going  to  improve  tlie  plot  at  once  by  erecting  a 
loft  building.  The  latter  company  organized  about  14  months 
ago,  built  a  few  apartment  houses,  and  sold  some  of  them  be- 
fore completion. 

31ST  ST. — Saml.  Harris  and  S.  Sylvester  bought  from  D.  Weil 
421  West  31st  st,  5-Bty  double  flat,  25x100. 

Large  Deal  in  32d-33d  Sts. 

Chas.  T.  Barney  sold  through  Jas.  R.  Hay,  29  to  35  West  32d 
Bt  and  30  to  34  West  33d  st,  containing  in  all  about  15,000  sq.  ft. 
W.  &  J.  Manger,  bankers  and  brokers,  10  Wall  st,  are  the 
buyers.  The  buildings  on  33d  st  are  old  structures  altered  for 
business  purposes,  with  a  frontage  of  about  52.6,  and  are  occu- 
pied by  tenants  under  short  term  leases.  The  frontage  on  32d 
Bt  is  about  100  ft.  There  are  no  buildings  on  the  plot  of  the 
latter.  The  property  has  been  held  at  about  .^700,000,  but  is 
believed  by  brokers  in  the  immediate  vicinity  to  have  sold  for 
a  sum  slightly  in  excess  of  this  figure.  It  is  understood  that 
the  site  is  to  be  improved  by  the  erection  of  a  modern  15-sty 
structure  with  an  arcade  from  32d  to  33d  sts,  containing  small 
stores,  and  will  probably  cost  ,^1,000,000  to  build. 

Daniel   A.   Loring  Buys   in  34th   St; 

34TH  ST. — Ames  &  Co.  have,  sold  for  the  Borough  Realty 
Co.  15G  West  34th  st,  a  4-sty  dwelling,  on  lot  18.4x98.9,  to  Daniel 
A.  Loring,  who  recently  bought  158  and  100  through  the  same 
brokers  and  now  controls  a  plot  G5.7x9S.9x  irregular. 

34TH  ST. — No3.  158  and  160  West  34t'h  st  have  again  figured 
In  a  sale,  and  the  purchaser  this  time  is  Daniel  A.  Loring,  presi- 
dent of  tbe  Aetna  Real  Estate  Company.  The  seller,  W.  Clar- 
ence Martin,  recently  purchased  the  property  from  King  C. 
Gillette,  of  Boston,  at  a  price  reported  to  approach  $145,000. 
Mr.  Gillette  acquired  the  property  last  February  from  the 
Lynch  estate  at  a  cost  of  $125,000.  The  plot  has  a  frontage  of 
47.6  on  34th  st,  and  is  98.9  on  the  westerly  line.  It  has  the 
advantage  of  being  but  75  ft.  east  of  the  southeast  corner  of 
7th  av  and  34th  st,  and  contains  in  all  about  2,500  sq.  ft. 

35TH  ST. — Douglas  Robinson,  Chas.  S.  Brown  &  Co.  sold  for 
Dr.  R.  H.  Derby  to  Geo.  Nicholas  9  West  35th  st,  4-sty  and  base- 
ment dwelling,  18.9x98.9. 

39TH  ST. — Saml.  Harris  &  S.  Sylvester  bought  from  D.  Weil 
441  West  39lh  st,  5-sty  triple  flat  with  stores  25x1(;m;». 

40TH  ST — Herbert  A.  Sherman  sold  tor  Gertrude  L.  Welling 
107  East  40th  st,  a  3-sty  dwelling,  21x98.9. 

47TH  ST. — Mrs.  Ellen  D.  Brooks  Brown  sold  37  West  47th 
st,  a  4-sty  and  basement  brownstone  front  dwelling,  on  a  lot 
23x100.5. 

47TH  ST. — L.  J.  Iliillips  &  Co.  sold  for  Whitney  Lyon  to 
Gustav  &  Hugo  Blumenthal  Nos.  20  and  22  West  47th  st,  2  4-sty 
dwellings,  each  on  a  plot  20x100.5.  The  buyers  own  No.  24  and 
bought  the  property  as  an  Investment. 

47TH  ST.— Schmeldler  &  Bachrach  sold  330  East  47th  st,  4-sty 
front  and  rear  tenements,  25x100.5. 

5STH  ST. — Goodman  &  Schupper  sold  to  Louis  Meyers  the 
new  building  307  and  309  East  5Sth  st,  60  ft.  east  of  2d  av, 
40x75. 

58TH  ST.— Jacob  Herb  sold  247  West  50tTi  st,  a  5-sty  flat, 
27.6x100.5. 

58TH  ST. — Morris  Kahn  &  Son  sold  for  Jacob  Klingenstein  to 
Aaron  Goodman  405  and  507  East  58th  st,  2  4-sty  buildings 
34.11x100.5. 

88TH  ST. — Slawson  &  Hobbs  sold  fjir  Josephine  Goldsmith 
152  West  88th  st,  a  3-sty  dwelling  18x100.8. 

Re-sale  of  Avenue  A  Corner. 
AVENUE  A. — The  Portman  Realty  Co.  has  resold  to  Max  Keve 
the  southwest  corner  of  Av  A  and  18th  st,   4   5-sty  buildings, 
on  plot  46x94.     Mr.  Portman  recently  bought  the  property  from 
Anna  Holton  and  Kate  Conklin. 

Comer  Sold  on  3Iadison  Av. 
MADISON   AV. — William   A.   White   &   Sons   sold   for  John    E. 
Shotland   to   the  Holworthy  Chambers   156   Madison   av,   a  5-sty 
dwelling,   16.1x95.     The  buyers  now  control  a  plot,  49.4x95,   at 
the  northwest  corner  of  Madison  av  and  32d  st. 


MADISON  AV. — Henry  R.  Taylor  sold  through  Wm.  A.  White 
&  Sons,  173  Madison  av.  5-sty  apartment,  24.9x100.  The  prop- 
erty is  situated  on  the  block  bet.  33d  and  34th  sts. 

2D  AV. — Chas.  Berlin  &  Co.  sold  for  E.  Schlessinger  to  Adolph 
Gotschal  408  2d  av,   5-sty   tenement   with  stores,  26xl00i. 
Corner  on  Second  Av  Sold. 

2D  AV.— Daniel  S.  McElroy  sold  the  plot,  100x98.9,  at  the 
northeast  corner  of  .Second  av  and  24th  st,  to  M.  J.  Adrian  for 
.^135,000.     R.  J.   Casey  was   the   broker. 

Half  Interest  in  Fifth  Av  Corner  Sold. 

Felix  Isman,  of  Philadelphia,  has  disposed  of  a  half  Interest 
in  tlie  southeast  cor.  of  5th  av  and  42d  st.  Mr  Isman  recently 
paid  .$1,.550,(XM)  for   the  entire  property,  73x100. 

Parcel  Sold  Six  Times  Witliin  Nine  Years. 

5TH  AV. — Chambers  &  Veiller  sold  for  C.  Grayson  Mariin  to 
H.  S.  Tavshanjian  for  investment  564  to  568  5th  av,  known  as 
the  Euclid,  a  (j-si.y  business  building  on  a  plot  52.8xl00x  ir- 
regular. On  the  eastsidc  of' the  thoroughfare,  bet.  46th  and  47th 
st.s.,  this  property  was  originally  purchased  by  Mr.  Martin 
in  July  1898  for  about  $313,000.  who  sold  it  the  same 
month  to  Horace  A.  Hutchins  of  the  Standard  Oil  Company, 
who  erected  the  present  building.  He  sold  the  parcel  to  Mary 
F.  Bets  in  June  19i)4  who  sold  it  to  Mrs.  Charles  R.  Miller,  of 
Poughkeepsie,  on  l-'ebruj.ry  3d,  1905,  paying  about  $'575,000.  She 
.sold  it  to  C.  Grayson  Martin,  through  Pease  and  Elliman  on 
April  14th.  1906.  The  last  named  seller  is  said  to  tiave  received 
about  $715, (XK)  from  the  present  purchaser. 

6TH  AV. — J.  W.  Westerfield  sold  through  Pocher  &  Co.,  478 
Cth  av,  adjoining  the  .southeast  corner  of  Twenty-ninth  st,  a 
4-sty  building.  19.8x75. 

CTH  .W.— Ruth  M.  Smith  is  reported  to  have  sold  516  6th  av, 
a  4-sty  build'ng,  21x60.  adjoining  tlie  southeast  corner  of  31st  st, 

7TH  AV. — Lydia  J.  Jenkins  sold  428  Seventli  av,  a  4-sty 
building,  with  stores,  lot  19.2x70,  bet.  33d  and  34th  sts. 

7TH  AV. — Charles  E.  Duross  sold  for  a  client  to  the  Pru- 
dential Real  Estate  corporation  104  7th  av,  a  5-sty  tenement, 
lot  26x100. 

Estate  Sells  8th  Av  Parcel. 

8TH  AV. — Francis  B.  Robert  sold  for  Edgar  J.  Phillips  et  al 
as  trustees  and  Pierre  Lorillard  Ronalds  et  al  to  Daniel  B. 
Freedman  and  Potter  &  Bro.,  940-942  8th  av,  known  as  the 
Lafayette  and  Washington  Apartments,  5-sty  with  stores,  30x 
100. 


JNOKTH  OF  59TH  STKKKT. 

69TH  ST.— L.  J.  Phillips  &  Co.  sold  for  Alfred  Costello,  47 
West  noth  st,  a  4-sty  h.  s.   dwelling,  20x100. 

78TH  ST.— F.  R.  Wood  &  Co.  sold  for  the  Henry  Morgenthau 
Company  120  West  78th  st,  4-sty  dwelling,  19x98.1. 

80TH  ST.— Wolf  &  Mayer  sold  for  Liebhoff  &  Hirschfield  321 
East  80th  St.  a  4-sty  double  flat  on  lot  2.5x102.2. 

83D  ST. — Hillenbrand  &  Nassoit  sold  for  Helen  Wilson  to 
Gertrude  Hughes  Hillenbrand  for  investment  the  Villa  Nova,  a 
7-sty  elevator  apartment  house  at  326  West  83d  st,  40.2x91x100, 
125  ft.  east  of  Riverside  Drive. 

87TH  ST. — Thomas  Prehm  sold  353  West  87th  st,  a  5-sty  stone 
front  dwelling,  19x100.8.  The  buyer  is  said  to  be  the  present 
tenant. 

88TH  ST. — Chas.  Berlin  &  Co.  sold  to  Abraham  Cohn,  331 
East  88th  st,  a  5-sty  tenement  house,  25x108,  for  Simon  L.  Gold- 
berg, of  Cuba. 

96TH  ST. — Renwick  C.  Hurry  &  Co.  sold  for  Louis  Bernstein 
the  new  6-sty  flat  104  West  90th  st,  50x100.8. 

98TH  ST.— Fred'k  Zittel  sold  for  Cornelia  D.  Earle  132  West 
98th  st,  4-sty  16-ft.  d-svelling. 

103D  ST.— Charles  S.  Kohler  sold  for  client  91  West  103d  st, 
a  5-sty  flat,  27x100.11,  adj.  the  northeast  corner  of  Columbus  av. 

103D  ST.— Isaac  Stiebel  sold  310  West  103d  st,  a  3-sty  and 
basement  brownstone  front  dwelling,  between  West  End  av 
and  Riverside  Drive.  There  is  a  stable  in  the  rear.  The  buyer 
is  Mrs.  Steinhardt.  now  at  the  Ash  ton  Hotel. 

105TH  ST. — Joseph  Marks  is  the  buyer  of  the  5-sty  brown- 
stone apartment  house,  with  stores,  175  East  105th  st,  25x88x 
100.    D.   M.  Lazarus  was  the  broker  in  the  deal. 

112TH  ST. — H.  J.  Kantrowitz  resold  for  Liebenthal  Bros,  to 
the  Merida  Realty  Co.  35  to  45  West  112th  st,  2  6-sty  apartment 
houses,  each  on  a  plot  50x100. 

112TH  ST.— Samuel  Kadin  has  bought  224  and  226  East  112th 
st,  a  6-sty  flat,  with  stores,  on  plot  40x100. 

114TH  ST. — Hillenbrand  &  Nassoit  sold  for  Vito  Cerabone  the 
Hudson  hall,  a  tJ-sty  elevator  apartment  house,  75x100.11,  at 
026  to  6.30  West  114th  st,  overlooking  Riverside  Drive. 

117TH  ST. — Samuel  Fine  sold  for  Morris  Gulbert  to  Gustave 
Gerber  13  and  15  East  117th  st,  2  5-3ty  flats  on  plot  50x100. 

117TH  ST.— Stern  &  Simon  sold  for  S.  Rosenthal  to  M.  Gold- 
berg, 3  West  117th  st,  a  5-isty  flat,  25x100. 

123D  ST.— C.  Schierloh  sold  for  Joseph  T.  B.  Jones  73  East 
123d  st,  at  the  northwest  cor.  of  Park  av,  a  4-sty  building,  on 
a  lot  20x100.11. 

126TH  ST. — Shaw  &  Co.,  have  sold  for  Mrs.  Stilwell  No.  14 
West  126th  st,  a  3-sty  and  basement  dwelling,  18.9x100. 

127TH  ST.— The  Herbert  Realty  Co.  bought  56  West  127th  st, 
a  3-sty  dwelling,  25x99.11. 
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12STH  ST.— Shaw  &  Co.  sold  for  E.  W.  Stratton,  9  West  128tli 
St,   a  3-sty  dwelling,   19x100. 

131ST  ST. — Hugo  Marks  sold  for  Jam«s  Kennedy  7  West  131st 
St,  a  5-sty  double  flat,  25x99.11  to  B.  Oppenheimer. 

"  la.'jTH  ST.— Cammack  &  Seitz  sold  241  West  133th  st,  a  5-sty 
flat,  25x99.11. 

'13GTH  ST. — Schmeidler  &  Bachrach  bought  the  2  new  law 
6-sty  tenements  36  and  38  West  136th  st,  on  plot  77.6x99.11. 

Flats  and  Tenement  Houses. 

141ST  ST. — Goodwin  &  Goixiwin  sold  for  Dr.  J.  Ellas  to  a 
client  267  West  1-llst,  a  4-sty  double  tenement  house,  with 
stores,  25x100. 

AVENUE  A. — F.  P.  Hummel  and  John  Volz  sold  to  Moses 
Selig  Nos.  1,741  and  1,74,'.  Av  A,  2  5-sty  tenement  houses,  with 
stores,   each  25x75x94. 

COLUMBUS  AV.— Charles  S.  Koliler  ha.s  sold  for  a  client  926 
Columbus  av,  a  5-sty  flat,  with  stores,  25.11x75. 

LENOX  AV. — A.  Hollander  has  bought  the  southeast  corner 
of  Lenox  av  and  13Gth  st,  consisting  of  2  6-sty  new  law  apart- 
ment houses  witTi  stores,  on  plot  100x100. 

PARK  AV. — John  Finck  sold  for  Messrs.  Harris  &  Sylvester, 
1249-1251  Park  av,  between  96th  and  97th  sts,  2  u-sty  double 
fiats,  25x100  each,  to  Miss  Analeata  Rush,  for  a  price  approxi- 
mating $60,000. 

ST.  NICHOLAS  AV. — Max  Sheidlinger  sold  to  Rachel  Hatten- 
bach  167  St.   Nicholas  av,  a  O-sty  and   basement  Hat,  23x97. 

2D  AV. — William  Ranch  boug'ht  from  Sophie  Rueth  1324  2d 
av,  a  5-sty  tenement,  25x74. 


WASHINGTON   HEIGHTS. 

ACADEMY  ST.— E.  Fellman  .sold  for  Charles  O.  Burns  to  an 
investor  tlie  northeast  cor.  of  Academy  st  and  Post  av  plot 
150x100. 

COOPER  ST.— T.  Kashare  sold  for  George  W.  Godward  to  a 
builder  the  plot.  .50x100,  in  the  west  side  of  Cooper  st,  1.50  ft. 
south  of  Hawthorne  st. 

9TH  AV. — Slawson  &  Hobbs  sold  for  the  Cabot  Real  Estate 
Co.,  to  an  investor,  the  plot  99.11x100,  at  the  southwest  corner 
of  9th  av  and  202d  st. 

143D  ST. — Knap  &  Co.  sold  for  Klein  &  Jackson  a  plot, 
.50x99.11,  on  the  north  side  of  143d  st,  15  ft.  east  of  Riverside  Dr. 
The  buyer  will  improve  the  property  with  a  6-sty  elevator 
apartment   house. 

144TH  ST. — P.  D.  Benson  and  Duff  &  Brown  sold  for  Lewis 
Morris,  of  Paris,  France,  500  and  .507  West  144th  st,  2  3-sty 
dwellings,  on  lots  each  16.6x99.1],  to  separate  buyers,  for 
occupancy. 

15STH  ST.— Jacob  Herb  bought  507  and  509  West  1.58th  st,  a 
5-sty  flat,  50x99.11. 

165TH  ST. — Louis  Solomon  has  bought  from  Jane  W.  Middle- 
ton  and  the  estate  of  Hannah  Higginis,  ■564-.566  West  165th  st. 
Two  3-sty  and  basement  brownstone  private  houses,  on  plot 
■32x109.     S.   D.  Tomback  wa.5  the  broker. 

175TH  ST. — Henry  Arnstein  sold  to  Nora  A.  Salihee  the  5-sty 
triple  flat  520  West  17.5th  st,  37.6x99.10,  bet.  B'way  and  Amster- 
dam av. 

BROADWAY. — Schmeidler  &  Bachrach  sold  tlie  northeast  cor. 
of  Broadway  and  187th  st,  plot  75x109. 

9TH  AV. — Slawson  &  Hobbs  sold  for  the  Cabot  Real  Estate 
Co.  99.11x100  at  the  .southwest  cor.  of  9th  av  and  202d  st. 


BKUJNA. 

JEFFERSON  ST. — Jacob  Kronenberger  sold,  in  conjunction 
witti  Philipp  Kronenberger,  a  5-sty  new  law  apartment,  21- 
family,  on  north  side  of  Jefferson  st,  100  ft.  east  of  Franklyn 
av,  for  Mrs.  E.  Barry. 

9TH  ST. — Witte  &  Schwiebert,  in  conjunction  with  Kurz  & 
Uren,  sold  for  a  client  two  lots  on  Ninth  st,  205  ft.  south  of 
Avenue  D,  Unionport. 

140TH  ST. — Sussniann  &  Co  sold  for  the  Vincent  Realty  Co 
the  2  5-sty  apartment  houses,  each  on  plot  37.0x100,  at  850 
to  854  East  140th  st. 

228TH  ST. — S.  Marcus  &  Sons  sold  for  Bruckner  Brothers  four 
lots,  ltX)xll4,  on  the  north  side  of  228th  st,  Wakefield. 

234TH  ST. — Hugo  Wabst,  in  conjunction  with  G.  Moses,  sold 
for  a  client  the  southwest  corner  of  2.3+th  st  and  Carpenter 
av  to  A.  Failowitz. 

230TH  ST.— Shaw  &  Co.  .sold  to  Mr.  Fred  J.  Lax  seven  lots, 
175x100,  on  the  north  side  of  2;i6th  st,  150  ft.  west  of  Katonah 
av.  Mr.  Lax  is  going  to  improve  the  property  with  seven  2- 
family  liouses. 

BRYANT  AV.— J.  J.  Haggerty  sold  for  W  R  Rose  the  1-family 
frame  20x100,  No  1218  Bryant  av,  to  C  E  Ludvoici;  also,  for  W 
R  Rose  the  lot  25x100  on  the  east  side  of  Hoe  av,  200  ft.  south 
of  172d  st  to  C.  Ugolini  for  improvement  with  2-family  brick; 
also,  fhe  2-family  frame  25x100  No  1.305  Hoe  av;  also  2-family 
frame  25x100  No  1311  Hoe  av;   also  2-family  frame  25x100  No 


1315  Hoe  av;  also,  2-family  frame  25x100,  No.  1418  Vy.se  av 
also,  2-family  frame  25x100,  No.  1420  Vyse  av;  also  2-family 
frame  2.5x100,  No,  1422  Vyse  av,  to  Basilius  Busch  in  the  Bor- 
ough of  the  Bronx. 

BURNSIDE  AV.— Herman  A  Rappolt  sold  Nos  575  and  577 
Burnside  av,  2  3-family  houses,  for  J  Mayer;  also  547  and  549 
Tremont  av  for  the  estate  of  H.  Levtisky;  also  the  northwest 
corner  of  Creston  av  and  179th  st,  a  modern  cement  dwelling, 
for  Andrew   J   Thomas,    builder. 

BEACH  TERRACE.— Charles  Weber  sold  for  Alfred  Hall  3 
Beach  terrace,  a  3-sty  brick  3-family  house,  on  a  lot  about  22x80 
ft.;  to  a  client  3322  3d  av,  a  4-sty  double  flat,  with  two  stores, 
and  for  a  client  a  plot  about  100x150,  locate'd  in  the  south  side 
of  Hermany  av,  309  ft.  east  of  Olmstead  av,  Unionport. 

CROMWELL  AV.— Louis  Rodney  Berg  sold  "for  Harriet  A 
Ver  Plank  to  J  Newton  Osoria,  of  Osoria,  Klee  &  Co  the  plot, 
113x116,  on  the  west  side  of  Cromwell  av,  408  ft  north  of 
165th  St. 

CROTONA  AV. — Simon  Adler  has  bought  from  Andrew  Giss- 
crot  five  lots,  125x142,  on  Crolona  av,  200  ft.  south  of  Pelham 
av,   facing   the   entrance   to   Bronx   Park. 

CROTONA  AV.— Andrew  Cosgriff  sold  the  plot  123.6xll5x  ir- 
regular on  the  west  side  of  Crotona  av.  The  buyer  will  erect 
2-family  houses. 

COURTLANDT  AV.— The  Ernst-Cahn  Realty  Co  sold  to  the 
Value  Realty  Co  794  Courtlandt  av,  a  4-Bty  double  flat  24.6x92. 

FORDAM  RD. — William  Stonebridge  sold  for  William  S.  Pat- 
ten to  Edward  Lange  for  occupancy  352  Fordham  Rd,  a  3-sty 
American  basement  dwelling. 

FRANKLIN  AV.— Max  Blau  sold  1,098  Franklin  av,  a  5-sty 
double  flat,  37.6x100:  also,  the  southeast  corner  of  166th  st 
and  Franklin  av,  a  O-sty  flat,  31x100,  for  John  Schleich  to  the 
Hermalgus   Realty   Co. 

HOE  AV.— Wm.  R.  Rose,  of  Rose  &  Putzel,  sold  to  Bassilius 
Busch,  0  2-family  houses,  1.305,  1311  and  1315  Hoe  av;  also 
ItlS  to  1422  Vyse  st,  25x100  each. 

HOE  AV. — J.  J.  Haggerty  sold  for  W  R  Rose,  lot  25x100,  on 
the  east  side  of  Hoe  av,  200  ft.  south  of  172d  st,  to  C  Ugolini, 
for  improvement  with  a  2-family  house. 

HUNTS  POINT  AV.— The  Hunts  Point  Realty  Co  sold  6  lots 
on  a  new  av  located  one  block  east  of  Hunts  Point  av,  near 
Garrison  av.    The  buyer  will  erect  2  family  houses  on  the  site. 

HUGHES  AV. — William  Stonebridge  sold  for  August  Kuhn  to 
Gabriel  del  Guadio  the  two  lots  in  the  east  side  of  Hughes  av, 
150  ft.  south  of  East  189th  st,  who  will  erect  a  5-sty  modern 
apartment  house. 

JEROME   AV.— S.    Edmund    McRickard   &   Co    sold   for   Frank 
A.    Stafford,    the   plot,    50x100,    on    the   east    side  of   Jerome   av, 
75  ft.  north  of  Cameron  pi;   also,   to  Nathan  I.  Bennett,  a  plot 
51x69   and   irregular  on   the   east   side  of   Davidson   av,   280   ft 
north  of  192d  st. 

JESSUP  AV. — Jesse  C.  Bennett  &  Co.  sold  for  the  Upland 
Realty  Co.  to  Philip  Wooley  for  improvement,  5  lots  on  east  side 
of  Jessup  av,  125  ft.  south  of  Featherbed  Lane. 

LIND  AV.— S.  B.  Goodale  &  Son  sold  for  a  client  to  George 
W.  Files  a  lot  on  Lind  av,  west  side  opposite  166th  st. 

STEBBINS  AV. — Martin  Gollubier,  as  attorney,  sold  the  north- 
east corner  of  Stebbins  av  and  Jennings  st,  a  6-sty  4-familv 
flat,  43x100. 

ST.  LAWRENCE  AV.— W.  Anopel  bought  lot  number  90,  size 
2.5x100,  Mapes  estate,  on  the  eaist  side  of  St.  Lawrence  av,  near 
West   Farms   Road. 

UNION  AV. — Louis  Cowan  sold  for  a  client  the  northeast 
corner  of  Union  av  and  2d  st,  frame  buildings,  ,50x100,  and  has 
accepted  in  part  payment  a  dwelling  in  East  Orange,  N.  J. 

UNION  AV.— The  Ernst-Cahn  Realty  Co  sold  to  Benjamin 
Weissman  the  northwest  cor  of  Union  av  and  168th  st,  a  5-sty 
new  law  house,  26x96,  and  resold  it  for  Mr.  Weissman  to  the 
Louis  Meyer  Realty  Co. 

VAN  NEST  PARK.— A.  Foth  bought  lot  number  181,  size 
25x100,  Van  Nest  Park,  eastside  of' Van  Buren  st. 

WASHINGTON  AV.— The  Reiss  Loewy  Realty  Co.,  In  con- 
junction with  E.  Sheldon  Robinson,  sold  for  T.  Graham  to  a 
Mrs.  Schwenck  the  5-sty  double  flat  1018  Washington  av  •'.5x 
105. 

WENDOVER  AV.— Ernst-Cahn  Realty  Co  have  sold  for  Jacob 
Marx,  756  Wendover  av,  4%-sty  triple  flat  with  stores  and 
basement  stores  on  lot  25x174;  also,  for  Olga  Balaban  2049 
Ityer  av,  3-sty  2-family  house  on  lot  25x163;  also,  for  Olga 
Balaban  4  lots  on  the  s  s  of  Ware  av,  about  200  ft.  West  of 
Kimball  av;  also,  to  Frank  B.  Walker  the  lot  25x100  on  the 
south  side  of  ]35ch  st,  between  St.  Ann's  and  Cypress  avs. 


til^ASKS. 

Chas.  E.  Duross  leased  for  Jos.  L.  Buttenwieser  (o  Wm. 
Halahan  149  7th  av,  for  a  term  of  years. 

H.  L.  Moxley  &  Co.  h^ve  leased  7,lKlO  sci.  ft.  in  the  building 
109-111    Leonard   st   to    Wm.   H.    Rich   &   Son. 
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E.  v.  Pescia  &  Co.  leased  for  a  client  the  6-sty  tenement  67 
Ludlow  St,  for  a  term  of  5  years  at  an  aggregate  rental  o£ 
$23,000. 

David  G.  Brown  leased  to  the  Import  Cigar  Co.  southeast 
corner  Broadway  and  72d  st  for  21  years,  at  an  aggregate 
rental  of  $300,000. 

Hermann  Brothers  leased  for  the  Hermann  Realty  Co.  to  Geo. 
Raabe  the  store  at  the  southeast  cor  of  134th  st  and  Amster- 
dam av,  for  an  aggregate  rental  of  $40,000. 

The  Gorham  Co.  leased,  for  twenty-one  years,  at  a  net  rental 
of  $40,000  a  year,  384  Fifth  av,  an  S-sty  building,  28x100.  The 
property  adjoins   the   Gorham   building   on   the   south. 

The  United  States  Express  Realty  Co.  leased  in  the  new 
United  States  Express  building,  at  Trinity  place  and  Rector  st, 
the  entire  seventeenth  floor  to  the  Safety  Car  Heating  and 
Lighting  Co.,  for  a  term  of  ten  yeans;  also,  to  the  Lackawanna 
Steel  Co.  almost  all  of  the  eighteenth  floor  for  a  long  term. 


SUBURBAN. 

Warren  &  Skillin  leased  for  Mrs.  Arthur  W.  Parsons  the  house 
an  grounds  known  as  Stoneleigh,  situated  on  the  Boston  Post 
Road,  Rye,  Westchester  Co.,  N.  T. 

The  Bowles  Agency,  500  Fifth  av,  Manhattan,  sold  for  William 
L.  Hedenber  12  acres  on  Broad  and  Central  avs,  Leonia,  N.  J. 
This  is  one  of  the  best  known  tracts  on  the  slope  of  the  Pali- 
sades. It  is  understood  that  the  selling  price  was  about  $2,500 
per  acre.  The  property  was  bought  as  an  investment  and 
will  be  developed  at  an  early  date. 


REAL     ESTATE     NOTES 


A  real  Thanksgiving  day  it  v.-as,  with  lots  to  be  thankful  for. 

H.  L.  Moxley  &  Co.  have  been  appointed  agents  of  the  15-sty 
building  128-130  Fifth  av,  recently  purchased  by  Mr.  Charles 
A.  Gould. 

The  McVickar,  Gaillard  Realty  Co.  was  the  broker  in  the  sale 
of  No  37  West  47th  st  for  Mrs.  E.  D.  Brooks-Brown;  George 
E.  Pollock  was  the  purchaser. 

Mr.  S.  Goldsticker,  149  Broadway,  Manhattan,  refers  to  the 
great  need  of  modern  office  buildings  in  the  section  south  of 
Cortlandt  st  and  west  of  Broadway. 

Mr.  J.  Clarence  Davies,  of  149th  st  and  3d  av,  says  that  real 
estate  business  in  the  Bronx  has  improved  considerably  of  late. 

E.  Sheldon  Robinson  has  taken  up  offices  at  3164  3d  av. 

Frederick  Fox  &  Co.,  real  estate  brokers  and  agents  of  793 
Broadway,  have  opened  a  branch  office  at  1313  Broadway,  north- 
west corner  of  34th  st,  adjoining  Macy's.  This  company  makes 
a  specialty  of  leasing  buildings  and  lofts  in  the  business  sec- 
tions, at  which  they  have  been  quite  successful. 

David  Stewart,  203  Broadway,  Manhattan,  says  that  he  is 
doing  a  brisk  business,  especially  in  placing  mortgage  loans, 
and  refers  to  the  growing  demand  for  flats  on  Washington 
Heights.  The  uptown  office,  1926  Amsterdam  av,  which  is  in 
charge  of  E.  E.  Thomas,  reports  many  inquiries  for  Broadway 
property. 

John  R.  Foley,  149  Broadway,  Manhattan,  says  that  there  is 
no  trouble  in  finding  buyers  for  well  situated  downtown  prop- 
erties, and  that  he  has  recently  made  several  re-sales  In  the 
district  mentioned.  Mr.  Foley  believes  that  the  section  bounded 
by  Chambers  and  Rector  and  Broadway  and  West  sts  has  a 
great  future. 

A  E.  Wood,  of  219  West  125th  st,  who  has  been  doing  busi- 
ness in  this  vicinity  for  many  years,  says  that  there  are  m.ore 
inquiries  on  the  part  of  clients  to  purchase  property  than  there 
has  been,  althougli  money  is  tight,  especially  on  vacant  land. 
He  believes  business  will  be  good  by  next  spring.  Everything 
is  now  fully  rented,  even  stores  where  landlords  have  exacted 
exorbitant  rentals,  these  being  snapped  up  without  delay,  the 
demand  exceeding  the  supply. 

Messrs.  Lawrence  &  Wolft,  of  579  Madison  av,  in  correcting 
an  accidental  over-statement  In  lask  week's  number  sajrs  that 
property  on  Madison  av,  between  44th  and  5Sth  sts  was  fairly 
dormant  for  fifteen  years  until  in  the  past  eighteen  months  it 
has  really  begun  to  move,  while  side  sts  have  steadily  enhanced 
during  these  years,  and  that  properties  between  Park  and 
Madison  avs  in  56th  st  could  have  been  bought  fifteen  j^ears  ago 
for  about  $1,500  per  running  foot,  while  to-day  it  is  worth  at 
least  $3,000.  Madison  av  property  in  this  neighborhood  had 
hardly  increased  at  all  up  to  eighteen  months  ago  during  these 
fifteen  years. 

The  next  regular  monthly  meeting  of  the  West  End  Associa- 
tion will  be  held  at  its  rooms.  In  the  Hotel  St.  Andrew,  Broad- 
way, corner  of  West  72d  st,  on  Monday  evening,  December  3d, 
1906,  at  8:30  o'clock.  The  Nominating  Committee  appointed 
under  resolution  adopted  at  the  November  meeting  has  nomin- 
ated the  following  officers  for  the  year  1907,  who  will  be  voted 


at  said  meeting:  For  Hon.  President,  Cyrus  Clark;  for  Presi- 
dent, James  Van  Dyck  Card;  for  Vice-Presidents,  Judson  Law- 
son,  John  C.  Coleman  and  William  H.  B.  Totten;  for  Treasurer, 
J.   Edgar  Leaycraft;   for  Secretary,   Georgia  B.   Sheppard. 

* 

What  One   Corporation  Has  Accomplished. 

ILLUSTRATING  in  visible  fuim  .some  of  the  concrete  results 
of  the  year  in  the  real  estate  field,  is  a  report  from  the 
directors  of  a  certain  corporation,  which  by  chance  fell  under 
our  eyes.  It  was  on  which  indicated  very  forcibly  the  excep- 
tional opportunities  of  the  year  for  legitimate  speculation,  and 
also  the  manner  in  vhich  well-ordered  corporations  advanced 
their  interests. 

This  particular  company  has  bought  during  the  year  properties 
costing  $l,5]o,.5S8,  comprising  SI  dwellings,  15  fiat  buildings, 
20  store  and  fiat  buildings,  7  stores,  1  stable,  8  unimproved  plots; 
and  has  made  sales  of  properties  amounting  to  $2,335,196,  name- 
ly, 148  dwellings,  31  fiat  buildings,  04  store  and  fiat  buildings, 
9  stores,  6  unimproved  plots. 

The  company  iias  not,  however,  materially  reduced  its  total 
real  estate  holdings.  The  cash  invested  in  real  estate  is  about 
the  same  as  the  cash  so  invested  one  year  ago.  The  properties 
purchased  have  been  diversified  in  character  and  mainy  in  the 
older  sections  of  Brooklyn  as  heretofore. 

All  the  acreage  heretofore  purchased  was  developed  and  lots 
sold  to  such  an  extent  that  the  success  of  the  operations  was 
assured,  and  the  company  has  during  the  year  made  two  ad- 
ditional investments  in  acreage  aggregating  about  $250,000,  the 
localities  being  near  at  hand  and  such  as  to  warrant  immediate 
development  and  occupation.  The  holdings  now  consist  of  471 
dwellings,  79  flat  buildings,  110  store  and  flat  buildings,  37 
stores,  7  stables,  27  unimproved  plots. 

The  company  has  invested  during  the  year  $330,000  in  mort- 
gages, and  the  total  mortgage  investments  are  now  $007,447, 
exclusive  of  purchase  money  mortgages.  Purchase  money  and 
other  second  mortgages  are  carried  at  ninety  per  cent,  of  their 
face  v.xlue,  ten  per  cent,  being  carried  in  a  fund  to  provide 
against  possible  losses.  During  the  year  $92,723  has  been  added 
to  this  reserve  account,  which  represents  deferred  profits  that 
the  directors  do  not  wish  to  count  until  realized. 

The  company  referred  to  is  the  Realty  Associates  of  Brook- 
lyn, and  it  is  apparent  that  the  year  has  been  a  most  interesting 
one  for  its  directors  and  stockholders.  The  notice  from  the  direc- 
tors states  that  the  conipany  has  taken  advantage  of  the  op- 
portunity to  co-operate  with  the  Title  Guarantee  &  Trust  Com- 
pany in  the  making  and  selling  of  large  mortgage  loans  on 
tracts  of  land  or  large  building  operations  which  seemed  sound 
enough  to  justify  it.  The  mortgages  are  made  to  the  Title  Guar- 
antee &  Trust  Company  as  trustee,  and  the  Realty  Associates 
buys  the  bonds,  and  sells  them  with  payment  guaranteed  at 
a  lower  rate  of  interest,  making  the  difference  without  outlay  of 
capital,  success  depending  upon  the  credit  of  the  company  and 
the  limiting  of  the  operations  to  properties  which  have  been 
investigated  by  the  Buying  Committee  in  the  same  careful  man- 
ner as  are  the  purchases  of  the  company.  Bonds  of  this  char- 
acter and  mortgages  aggregating  $1,156,000  have  been  guaran- 
teed by  the  company.  The  amount  of  such  guarantees  that  the 
company  may  enter  into  has  been  limited  by  the  directors  to 
$5,000,000.  The  net  income  from  rents  and  interest  for  the 
fiscal  year  after  paying  all  expenses  and  taxes,  together  with  the 
profits  on  sales,  amoun'is  to  $653,655.09. 

» 
Referee   Cuts   Claims   iu  Park  Avenue   Damage  Suit. 

A  report  has  been  filed  by  ex-Judge  Alton  B.  Parker,  as 
referee,  holding  that  the  city  should  pay  the  sum  of  $199,627 
ill  damages  to  the  owners  of  buildings  which  were  injured 
during  March,  1002,  as  an  effect  of  the  subway  tunnelling  at 
Park  av  and  3Sth  st.  The  caving  in  of  the  land  was  attributed 
to  the  change  in  plans  of  the  construction  work  which  weak- 
ened the  foundations  of  abutting  houses.  The  claims  against 
the  city  amounted  in  November  to  more  than  $600,000,  but 
many  were  withdrawn  by  claimants,  who,  it  is  said,  preferred 
to  rely  on  an  action  at  law  in  preference  to  the  findings  of 
the  referee.  One  of  the  chief  claims  was  that  of  Chas.  T. 
Barney,  whose  building  was  so  badly  wrecked  that  it  neces- 
sitated the  shoring  up  of  the  structure.  Mr.  Barney's  claim 
against  the  city  amounted  to  $'259,149,  but  the  referee  has  cut 
this  down  to  less  than  half,  as  will  be  seen  by  the  following 
awards: 

F.  W.  Devoe,  99  Park  av $47,805 

Mrs.  Arabella  D.  Huntington,  65  Park  av 17,100 

C.   T.   Barney,   07   Park   av 93,325 

G.  H.   Byrd,  69  Park   av 6,500 

Alice   T.   Wheelock,    75   Park  av 611 

Alice  T.  Wheelock,  and  M.  A.  Kemeys,  77  Park  av 6,823 

Benjamin  Welles  and  other  executors,  101  Park  av 27,454 

Total    $199,027 

In  his  report  the  referee  alludes  to  the  fact  that  all  of  the 
abutting  houses  were  damaged  more  or  less  by  the  construction 
of  the  subway,  but  according  to  his  opinion  the  court  has 
empowered  him  to  determine  only  what  special  damages  were 
caused  by  the  actual  construction. 
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MONEY 


to  lend  in  large  or  medium-size  amounts  on 
choice  Manhattan  business  or  residence  pro- 
perty only.  Exceptionally  desirable  applica- 
tions  will   receive  favorable   consideration   at 

A.W.  McLaughlin  &  Co. 

128  Broadway,  cor.  Cedar. 


CIVIL  ENGINEER  (25).  now  architect's  en- 
gineer, desires  position  witli  builder  to  assist 
estimating,  superintendence,  etc.;  former  me- 
chanic; excellent  references.  "UNIVERSITY," 
cjo  Record  and  Guide.  (Down  Town  Office.) 

We  will  pay  10c.  each  for  any  of  the  following 
numbers  of  the  Record  and  Guide,  delivered  in 
good  condition,  at  our  uptown  office,  11  East 
24th  St:  N  Y  Edition,  Nos.  1891,  1925,  1073,  1974, 
1975.  1976.  1977.  1978,  1986.  1997,  1999,  2000. 
Brooklyn  Edition:  March  4.  '05.  Apr  8,  '05, 
Apr  22,    '05.  June  24,   '05,  July   15.   '05. 

AMONG  the  employers  who  secure  Salesmen. 
Executive.  Clerical  and  Technical  men  through 
us  are  many  leading  real  estate  and  brokerage 
firms.  Some  of  them  need  men  now  for  respon- 
sible positions.  Write  us  to-day.  HAPGOODS, 
305   Broadway.    N.    Y. 

REINFORCED  COXCRETE  Supervising  Super- 
intendent wanted  to  take  entire  charge  of  con- 
struction work  of  specialists  in  this  branch  of 
engineering.  Experience  and  $15,000  to  $20.00<> 
necessary.  Will  give  interest  in  the  company. 
BOX  221,   care  of   Record  and   Guide. 

•  BROMLEY'S  OWNERS  to  date  and  Record 
and  Guide  Quarterly  (Annuals).  1900  to  date. 
Bargain.      150  Broadway,   Room  37. 

WANTED — An  active,  experienced  renting  man 
in  real  estate  office  to  work  on  salary  and  com- 
mission; young  man  preferred  of  good  address. 
Address  ACTIVE,  250  Record  and  Guide  (Down- 
town). 


"ASK    US' 


m.  $500,000  Loanable  Money 

ivv^  on   First  and   Second  Alortgaffes  in 
^'*tk^   amounts  to  suit.   Reasonable  Terms 

E.  TANENBAUM  &  CO.  656  BVay 


Wanted — a  Second  Mortgage 
of  $300,000  @  6%,  for  two  years, 
on  a  centrally  located  business 
property  on  Manhattan  Island. 
The  value  is  50%  greater  than 
the  first  and  second  mortgages 
combined.  If  interested,  drop 
me  a  line,  and  1  will  call  on  you 
and  discuss  the  details  of  the 
matter  with  a  view  to  a  mutu- 
ally favorable  transaction. 


F.  ADAMS 


Tel.  1740  Newark 


BYRNE  &  McDonnell 

Members  New  York 
Stock  Exchange 

800    Broad    Street 
NEWARK  NEW  JERSEY 


FIRMS  in  the  Building:  Trades 
find  that  it  pays  in  more  way: 
than  one  to  he  represented  in  the 
•dvertisingf  pages  rl  the  leading 
Metropolitan  Real  Eif  >ie  and  Build- 


r 


Lawyers  Title  Insurance  &  Trust  Company 

CAPITAL  AND  SURPLUS    -    $9,500,000 


MANHATTAN 


TRUST   AND   BANKING   DEPARTMENT.  59   LIBERTY  ST.      I 
TITLE   DEPARTMENT 37   LIBERTY  ST.      ) 

Iirookl,vn  Branch.  Title  Departm3nt  and. Trust  and  Banking  Department,  188  Montague  Street 

RECEIVES    DEPOSITS   subject  to   checK    or   on  certificate, 

allowing  interest  thereon. 
LENDS    ON    APPROVED    STOCKS   and   Corporation    Bonds 

as  Collateral. 
ACTS    AS    TR.USTEE,,    Guardian,    E,xecutor,  Administrator, 

Assignee    or    Receiver,    Transfer    Agent    or    Registrar    of 

StocKs    of     Corporations.        TaKes      Charge      of      Personal 

Securities. 

OFFICERS: 

EDWIN   W.    CO  i^Z.  j:I  VI.L,   President   and    Gerkeral   Manager. 

DAVID  B.  ()i;DK\,  1  W.iLTER  N.  VAIL,  Secretary. 

JOHN'  T,  LCH'K.MAX.  U-i„„  t...  .;  i«„t<,  LE^VIS  H.  LI1SKE,  Asst.  Cienl.  Manager. 

LorlS  V.  liKKillT,  >\lccll,siLlents.  ARCHIBALD  FORBES,  !.._„.   Treisureri 

HKN'UV   MokdhXTHAa  J  U.  COXDIT   VARIOK.      /  Asst.  ireasurers. 

THOKWALD  STALLKNECHT.  Tr3.asuror.  (:;E0R(;R  A.  FLEURY,    1,,^,   «„,,rofnrio= 

HERBERT  E.  JACKSON,  Comptroller.  FREDERICK  D.  REED,  .f '^''*^'-  »«"taries. 

EXECUTIVE   COMMITTEE: 

GEO.  F.  BUTTERWORTH.  WILLIAM  A.  D  \Y,  JOHN  T.  LOCKMAN, 

DUMONT  CLARKE,  WILLIAM  P.  DIXON.  HENRY  MORUENTHAU, 

EDWIN  W.  COtiliESHALL,  JULIAN  D.  PAIRCHILD,  JA-MES  N.    >'AL[,ACE. 


Industrial  Sites 

To  Real  Estate  Agents 


The  Industrial  Department  of  the 

Erie  Railroad  Company 

advises  Real  Estate  Agents  submit- 
tingf  for  the  consideration  of  manu- 
facturers sites  adjacent  to  railroad 
that  it  will  gfladly  furnish  theni  with 
full  technical  information  in  Regard 
to  the  reaching-  of  such  sites  by  side 
tracks.  No  interference  with  clients. 
No  leakage.  Confer  with  absolute 
confidence.  Every  assistance  freely 
rendered  agents  in  securing  business. 
Call  or  address, 

LUIS  JACKSON 

mdastrljkl  OomxnlaBtoD*r,  Bri*  B«nroA4  Ooi 
11  BROADWAT. 


If  you  wish  to  use  SWEET'S 
INDEX  for  1907,  communicate 
with  us  at  once. 

Forms  close  soon. 
The  architectural  RECORD  CO. 
14  and  16  Vesey  Street. 


"Real  Estate  at  Buctton 

RICHARD  V.  HARNETT  &  GO. 

Incorporated,  Auotloneer.s.  78  Liberty  St. 

HENRV    W^.     DONAI..!*,    Auctioneer 

will  soil 

BY     AUCTION 

ON    TUESDAY,     DECEMBER    11th 

at   12  o'clock  noon 
at  tho  Eicliange  Salesroom.  14  and  16  Veaey  Street 

BY  ORDER  OF  TRUSTEE 

7  East  32nd  Street 

150  feet  East  of  .5tli  Avenue 

7-atory  high-class  Apartment  House  with  elevator; 

Independent  walls.     Size  25x  about  80x98.9  feet. 

Can  easily   be    altered  Into  a  business  building. 

Maps,  etc.,  at  Auctioneers',  73  Liberty  St. 


LAWYERS 
TRUSTEES 

OP 

ESTATES 

AND 

OWNERS 

Will  Buy  for  Cash 

f 

or  Lease  Flats  or  Tenements  in  any 
part  of  New  York  or  Brooklyn; 
security  and  rental  paid  quarterly, 
half-yearly  or  yearly  in  advance. 

Apply  to 

G.  TUOTI  &  CO. 

206  BROADWAY 

Telephone,  4334  Cortlandt 


TWENTY   DOLLARS    INSTEAD 
OF    HUNDREDS 

It  costs  many  hundred  dollars  a  year  in  mate- 
rials and  labor  to  keep  and  maintain  an  adequate 
system  of  real  estate  records,  for  immediate 
reference. 

Twenty  Dollars  is  all  the  work  need  cost,  it 
you  subscribe  to  the  Quarterly  Record  and 
Guide,  wherein  you  obtain  all  the  records  ar- 
ranged so  that  any  one  of  them  may  be  referred 
to  as  easily  as  a  word  in  a  dictionary. 

All  the  big  brokers  and  Financial  Institutions 
are  subscribers.    Send  a  postal  for  particulars. 
RECORD  AND  GUIDE.  U-16  Vesey  St. 


MANY  BROKERS  ARE  SPENDING 

Large  sums  of  money  in  maintaining  an 
office  record  of  real  estate  transactions. 
Such  a  record  Is  indispensable  and  can 
now  be  obtained  tor  ?20  a  year,  by  sub- 
scribing to  the  Record  and  Guide  Quar- 
terly. All  records,  alphabetically  and  nu- 
merically arranged,  with  Illustrations  and 
aanotations.  Subscribe  now  and  be  equip- 
ped  for   your   business. 

RECORD    AND    GUIDE. 
Nos.  14  &  16  Vesey  St.,  New  York  City. 
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Repairing  Asphalt  Pavements. 

A  committee  composed  o£  George  W.  Tillson,  Oscar  W.  von 
der  Bosch  and  Clarence  D.  Pollock,  appointed  by  the  muncipal 
engineers  of  the  City  of  New  York,  to  investigate  the  cost  and 
method  of  repairing  asphalt  pavements,  made  a  report  of  which 
an  abstract  is  given  below;  the  figures  being  for  the  first  of 
this  year,  except  those  of  Washington,  which  are  for  June  30, 
1905. 

Age  of  Brooklyn  Buffalo  Rochester 

Pavement 

Cost  Cost  Cost 

Years  Sq.   Yds.      per      Sq.   Yds.       per    Sq.   Yds.     per 

Sq.Yd.  Sq.Yd.  Sq.   Yd. 

6 122,491  $.001 

7 82,937   .007   7,862   .0110 

8 421,274   .030  139,226   .0210 

9 189,415   .018   86,458   .0129  27,680   .0253 

10 209,937   .043  241,660   .0028  17,844   .0283 

11 44,056   .027  494,765   .0147  11,003   .0150 

12 41,187   .028  438,540   .0276  57,155   .0093 

13 36,706   .040  352,098   .0419  57,558   .0832 

14 27,419   .060  305,449   .0618  23,548   .0550 

15 5,278   .026  290,862   .0458  72,573   .0530 

16 29,069   .064  216,660   .0590  54,397   .0788 

17 87,442   .102  108,215   .0430   5,134   .0545 

18 20,504   .151   75,379   .0944  36,352   .0400 

19 235   .031   37,117   .1219  17,433   .0571 

20 3,448   .074   39,398   .0376   9,482   .0864 

_  ^Wearing  surface, 1st   6   months, 
^ "  67  cts.  per  cu.  $1.23  per  sq.  $1.28  per  sq 

Prices (t  .  binder,  25  yd.;  2d  6  mos.,      yd. 

cts.  per  cu.  ft.  $0.74  per  sq.yd. 


St.  Paul 


Toronto 


Washington 


Years 


6 

7, 

8, 

9, 

10. 

11 

12 

13. 

14, 

15, 

16. 

17, 

18, 

19. 

20 


Age  of 
Pavement 

Cost  Cost  Cost 

Sq.   Yds.       per      Sq.   Yds.       per    Sq.   Yds.     per 
Sq.Yd.  Sq.Yd.  Sq.   Yd. 

5,077    $.0016      63,520 

....■ ......     70,184    $.003 

40,150       .002 

11,385     .0812      70,493       .002 

77,115      .0945      10,499      $.043    42,397 

43,871         .110    83,892       .003 

5,456         .043    77,462       .010 

41,773         .100    81,078       .014 

20,027         .069    96,863       .008 

47,276         .044  128,986       .016 

2,096      .0090      32,640        .032  204,585       .023 

■9,654      .0900       89,336       .039 

48,621      .0076      20,754       .049 

30,351     .0015      37,311      .017 

9,199       .042 

Wearing  sur- 
face, 49  cts. 
per  cu    ft  ' 
Prices $1.65  per  sq.  yd.       $0.89  per  sq.  yd.       binder      25 

cts.  per  cu. 
ft. 

In  Philadelphia,  about  25  miles  of  pavement  are  out  of  guar- 
antee, and  all  need  resurfacing  throughout.  The  prices  for  this 
year  for  resurfacing  are  $1.19  per  sq.  yd.  for  less  than  100  sq. 
yds.,  $1.17  for  100  to  500-sq.-yd  patches,  $1.11  for  between 
500  and  1,000  sq.  yds.,  and  $1.07  for  over  1,000  sq.  yds.  The 
cities  repair  annually  all  they  can  obtain  appropriation  for. 

In  Minneapolis  the  cost  was  $1.65  per  sq.  yd.  In  Omaha  re- 
pairs are  made  by  a  municipal  asphalt  plant  at  a  cost  of  82 
cents  per  sq.  yd.  In  Kansas  City  repairing  is  done  with  a  sur- 
face heater  by  contract  at  90  cents  a  sq.  yd. 

In  Manhattan,  New  York,  460,882  sq.  yds.  cost  to  maintain, 
$161,800.90,  or  34  cents  per  sq.  yd.  of  total  pavement. 


Effect  of  McAdoo  Terminal  on  Iiower  Manhattan  Realty. 

There  is  no  mistaking  the  influence  which  the  McAdoo  ter- 
minal is  beginning  to  produce  on  the  value  of  real  estate  below 
the  Main  Post  Office,  and  substantial  evidence  of  this  fact  has 
been  recently  furnished  in  the  purchase  of  the  southwest  corner 
of  Broadway  and  Dey  st  by  the  City  Investing  Company  for 
$1,000,000.  The  price  paid  per  sq.  ft.  for  the  parcel  in  question 
was  $217,  and  exceeds  the  figure  obtained  for  the  southeast 
corner  of  Broadway  and  Maiden  lane,  which  brought  $180  per 
sq.  ft.  a  few  years  ago. 

From  the  standpoint  of  location  the  Dey  street  corner  now 
appears  to  have  the  advantage  over  the  latter  by  reason  of  its 
proximity  to  the  subway  station,  but  while  it  is  admitted  that 
this  fact  alone  has  contributed  in  no  small  degree  to  the  en- 
hancement in  the  value  of  the  parcel  mentioned,  its  effect,  it  is 
said,  will  be  insignificant  when  measured  by  the  influence  which 
the  McAdoo  terminal  is  almost  certain  to  exert  on  real  estate 
in  the  immediate  vicinity.  It  is  believed  by  many  operating 
companies  that  Dey  and  Fulton  sts  are  destined  to  become  the 
leading  connecting  streets  downtown,  and  when  a  study  of  the 
geographical  situation  of  the  new  terminal  is  made,  it  is  com- 
paratively easy  to  understand  the  wisdom  of  this  reasoning. 
On  the  principle  that  travel  usually  follows  the  channel  of  least 
resistance,  it  is  thought  by  real  estate  men  that  the  greater 
part  of  the  increasing  Jersey  influx  can  be  expected  to  pass 
through  the  streets  to  which  attention  is  directed,  and  this 
cannot  help  but  result  in  a  proportionate  demand  for  stores  and 
offices  along  these  highways,  with  a  consequent  growth  in 
realty  values. 

It  has  been  argued  that  the  radiating  influence  of  the  terminal 
Is  affecting  only  the  bloclcs  immediately  adjacent  to  its  location. 


but  facts  do  not  support  this  theory,  for  there  has  been  a 
noticeable  demand  of  late  for  property  to  the  south  of  the 
tunnel  entrance.  Plots  which  could  have  been  purchased  a 
short  time  ago  for  from  $15  to  $18  per  sq.  ft.  in  the  Charles  st 
district  are  now  on  the  market  at  figures  ranging  between  $30 
to  $40  per  sq.  ft.,  and  there  seems  to  be  every  likelihood  that 
they  will  command  much  higher  prices. 

Brokers  who  are  familiar  with  conditions  in  that  part  of 
Manhattan  are  of  the  opinion  that  the  increase  is  fully  war- 
ranted, and  unhesitatingly  predict  a  more  rapid  growth  in  land 
values  in  that  locality,  particularly  upon  the  completion  of  the 
great  improvement  now  under  way. 


Eastern  End  of  the  Belmont  Line  Will  Have  a  Loop, 

The  Belmont  tubes,  otherwise  the  tunnels  of  the  New  York 
and  Long  Island  Railroad  Company,  will  terminate  on  the  Long 
Island  side  in  a  loop  beyond  Van  Alst  av.  This  loop  will  be 
crossed  by  an  incline  along  which  cars  can  pass  above  those 
going  round  the  loop.  The  incline  will  pass  across  the  center 
of  the  loop  and  reach  grade  at  the  opposite,  or  easterly  side. 
This  will  be  a  considerable  distance  out  on  the  flats  east  of  Van 
Alst  av  and  the  plan  will  give  the  tube  lines  an  opportunity  to 
connect  on  the  surface  with  one  or  several  of  the  Queens  County 
trolley  lines.  More  than  that  has  not  been  decided  upon,  or  at 
all  events,  the  tracings  and  plans  for  anything  different  have 
not  reached  the  surface  yet. 


Outlet  for  South  Brooklyn. 

[From  the  South  Brooklyn  News.] 
For  South  Brooklyn  the  39th  st  ferry  is  our  most  feasible 
outlet  into  Manhattan,  and  we  want  the  proper  facilities  be- 
stowed upon  us  at  the  earliest  possible  moment.  The  long  ride 
from  36th  st  to  and  across  the  bridge,  with  or  without  the  loop, 
should  not  be  necessary.  The  B  R.  T.  makes  no  pretense  of 
making  the  run  in  less  than  35  minutes  during  the  "rush" 
hours.  A  ferryboat  of  modern  build  and  equipment  can  do  it 
in  eighteen  minutes!  We  now  have  the  ferry  under  municipal 
control,  but  with  no  reason  to  expect  greater  facilities  for 
several  months  to  come.  True,  the  dock  department  might  say 
that  we  do  not  patronize  the  ferry,  even  to  a  reasonable  amount. 
This  is  chiefly  because  we  cannot  get  to  it,  or,  getting  from 
Manhattan  by  means  of  the  boat  we  are  compelled  to  walk  a 
long  distance. 


Law  Enforcement. 


Borough  President  Coler  said  this  week  that  he  is  pleased 
with  the  recommendation  of  the  Grand  Jury  relative  to  building 
conditions   in   Brooklyn. 

"The  reputable  builders  of  this  borough  are  giving  us  con- 
siderable aid.  We  have  noticed  a  very  material  decrease  in  the 
number  of  violations  of  the  Building  Code.  Whereas,  the  num- 
ber used  to  run  up  into  the  thirties  every  day,  yesterday  the 
number  of  violations  was  only  two.  This  is  gratifying,  and  I 
think  the  Grand  .Tury  can  be  thanked  for  effecting  this  reform 
by  its  presentment.  We  are  going  to  lieep  on  the  track  of  bad 
builders  and  prosacute  every  violation  we  find." 


Helps  Bridge   Plan. 

Mayor  McClellan  said  this  week  that  all  legal  obstacles  to 
the  city  acquiring  property  along  Park  row  and  North' William  st, 
in  addition  to  the  triangle  bounded  by  Centre  and  Chambers 
sts  and  Park  row,  had  been  removed  and  the  acquisition  of  the 
land  necessary  to  enlarge  the  terminal  facilities  of  the  Brooklyn 
Bridge  may  now  proceed.  The  proposed  condemnation  pro- 
ceedings to  acquire  the  land  have  been  tied  up  for  three  years 
by  an  Injunction  obtained  by  Andy  Horn,  the  former  owner 
of  a  building  adjoining  the  bridge  in  Park  row.  This  injunction 
has  now  been  dissolved.  The  property  which  it  is  proposed  to 
actiuire  it  is  estimated  will  cost  between  $5,000,000  and 
$6,000,000. 


Activity  in  Beusonliurst. 

Louis  Gretch  sold  for  Elmer  E.  Fingar  to  Joseph  Kessel  for 
$9,500  100  Bay  26ih  st,  a  frame  dwelling,  on  a  plot  00x100;  for 
R.  E.  Pilch  to  an  operator  8734  Bay  24th  st,  a  dwelling  on  a 
plot  00x100;  for  William  C.  Pengel,  a  builder,  to  Benjamin  L. 
Morris,  a  2-family  frame  house  in  the  westerly  side  of  Bay 
25th  st,  near  Benson  av;  to  William  C.  Pengel  five  lots  in  the 
easterly  side  of  Bay  24th  st,  each  20x100,  on  which  the  buyer 
will  erect  three  1-faniiIy  frame  dwellings;  for  the  Bensonhurst 
Building  Company  to  a  builder,  three  lots  in  the  south  side  of 
Bath  av,  near  Bay  15th  st;  for  A.  Minkosky  to  the  same  bu.ver, 
two  lots  adjoining.     The  buyer  will  build  five  flats,  with  stores. 


New  Officers  of  Brokers'  Board. 

The  Real  Estate  Board  of  Brokers  has  elected  the  following 
oflicers  for  1007:  President,  David  A.  Clarkson;  vice-president, 
William  C.  Lester;  secretary,  Edward  L.  King;  treasurer, 
Thomas  W.  Folsom. 
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MI  BO  ELL  AH  BO  VS. 


W.  P.    MANGAM 

Real  Estate  and  Loans 

108  and  110  EAST  125TH  STREET 

Telephone,  222  Harlem  Now  York  City 

NOTARY  PDBLIO 

J     C.    LYONS    BUILDING  & 

OPERATING   COMPANY 

4  AND  6  EAST  i2D  STRBBT 
TeUphon*,  64S8  38th  St.  NEW  YORK 


Mt  mamu^AMmo  a  a 


QHARLES  H.   EASTON  &  CO. 
Real  Estate  Agents  and  Brokers 

Tel..  6420  38th  St.         Estates  Managed 

116  West  42d  Street,  NEW  YORK 

Cable  Address,  "Cheaston,  N.  Y." 

CHAKLE3  H.  EAaroN Robert  T.McGpbtt 

HURD'S  PRINCIPLES  OF   CITY  LAND  VALUES 
Price,   $1.B0. 
A   book   Just   published   that   ahowi   how   cltj 
values  are  made  and  the  basis  upon  which  real 
estate  appraisements  should   be  made. 


mitnar .,  ajg^»s-e 


"THOMAS  DIMOND 

Iron  Work  for  Building 

128  WEST  33D  ST.,  NEW  YORK 
Works  (I58  West  33d  St.  Established  1853 
1137  West  3aJ  St. Tel..  1780  INIart.  Sij. 

j\j     BRIGHAM   HALL  &  SON 
'^-         Real  Estate  Brokers  and  Agents 


Tel..  6C3  .Spring 


CSl  Uroadw.'iy 


THE  TITLE  INSURANCE  COMPANY,ofnew 

-nd'^ft/r^T^'^r''^**"  CAPATAL  AND  SURPLUS 

and  203  Mongtague  5t.,  Brooklyn  $3,000,000 

l»«imlne«  and  Insnres  Titles  to  Real  Estate  on  Sales  and  Loans,  and  deals  In  Mortgages. 


I  AMES  A.    DOWD  Te\.,93Plazs 

Real  Estate  and  Insurance 

874  SIXTH  AVENI'E.  above  49th  Street 


JOSEPH  P.  DAY 

Real  Estate 

AUCTIONEER  AND  APPRAISER 


AGENCY  DEPl.. 

932  EIGHTH  AVENUE 


MAIN  OFFICE: 

31   NASSAU  ST. 

NOTICE  TO  PROPERTY  OWNERS. 

HEARINGS     FOR     THE     COMING     WEEK. 

At  !)0-82   West   Broadway. 

Monday,    Dec.    3. 

Bast  166th  St,  Walton  to  Morris  av,  at  3  p  m 

nJ^      •  Hl'.^';'?°'^  ""^  'o  Intervale  av,  at  1  p  m 
Bridge  at  Highbridge.   at  4  p  m  .  ■i'-  i-  i)  m. 

h,V/™'b'''    Exterior   st   to   bulkhead   line  of 
Harlem   River,   at   12  m 

''"'^T°?',o\»^^^'^''°  Boulevard  to  Fort  Schuyler 
ro,  at  l^.Si)  p  m. 

West  214th  St,  Klngsbridge  rd  to  Harlem  River 

at  I   p  ni. 
The    Parkway,     between    Grand    Boulevard    and 

Concourse,    Claremont    Park,    at   4   p    m 

,'.?12?'  '^''    Inwood   av   to   Featherbed   Lane    at 

1  _.  .-iO  p   m . 

Union    av,    Richmond,    at    10.30   a   m 

Riverside    Drive,    loSth   st   to   West   165th   st     at 

11  a  m.  ' 
West    Farms    rd,    Bronx    River    to    Westchester 

Creek,    at  4   p  m. 
Tremont  av,   Bronx  River  to  Eastern  Boulevard 

at    2    p    m. 
Tremont  av.  East  177th  st,  from  Aqueduct  av  to 

Sedgwick  av,   at  2  p  m. 
Montgomery    av.    West    176th    st    to    West    177th 

st,   at   10.,30  a  m. 
Bronx  Park  Addition,  at  10  a  m. 

Tuesday,    Dec.    4. 
Two   public   parks,   east  of   Boulevard  Lafayette, 

at  4   p   m. 
Northern  av,   north  of  181st  st,  at  3  p  m. 
Strip  of   land   at   Boulevard   Lafayette,   at   12  m. 
West    151st    St.    closing.    Riverside    Extension    to 

U    S    bulkhead    line,    at    2    p    m. 
West    139th    st,    point   425   ft   west   of    Broadway 

to   Riverside   Drive,    at  3   p   m. 
West  16Sth  st,  Broadway  to  Fort  Washington  av, 

at  4  p  m. 
Townsend    av.    East    170th    st   to   East   176th   st, 

at   11   a   m. 
Bronx  st.   East  177th  st  to  Bast  180th  st,   at  12 

m. 

Wednesday,    Dec.   5. 

West   162d   st,    Broadway   to   Riverside   Drive,   at 

11.30  a  m. 
West   lS7th  st,   Amsterdam   av  to  a  new  avenue 

bounding  Highbridge  Park,   at  11  a  m. 
East    150th    st.    Brook    av    to    St    Ann's    av,    at 

l.,30  p  m. 
Grant  av.  East  161st  to  East  170th  st.  at  11  a  m. 
West  176th  st,   Broadway  to  Buena  Vista  av,   at 

3  pm. 
City   Island    Bridge,   at  3  p  m. 
Storm  Relief  Sewer,  Webster  av  to  Harlem  River, 

at  2  p  m. 
West  229th  9t,  Bailey  to  Heath  avs,  at  4  p  m. 
West   161st  st,   Broadway   to  Riverside  Drive,   at 

2  pm. 

Highbridge    Park,    at   1    p    m. 

Thursday,    Dec.    6. 
Greene    av.    Queens,    at    2    p    m. 
High   St.   Queens,    at  3  p  m. 
Welher  Court,    between  Washington  and  3d  avs, 

at  3.30  p  m. 
Westchester  av,   from   Bronx   River  to  Main   st, 
at  10.30  a  m. 

Friday.    Dec.    7. 

Taylor   st,    Morris   av   to    West    Farms   rd,    at  2 

p  m. 
West  191st  st.   Exterior  st  to  bulkhead  line,   at 

12  m. 

At  258  Broadway. 
Monday,    Deo.    3. 
East  138th  st,   school  site,  at  10  a  m. 
79th   St.   school  site,  at  11   a  m. 
Pier  52.    East    River,   at   11    a  m. 
Port  Richmond   Ferry,   at   11  a  m. 
15th  and  18th  sts.  North  River  docks,  at  2  p  m. 
Piers   2   and   3.    East   River,    at   2   p   m. 
Jones  and  Prince  sts,  school  site,  at  3  p  m. 
Bridge  4,    Section   No  3,   at  3  p  m. 

Tuesday,    Dec.    4. 
Piers  9  and  10.  East  River,  at  10  a  m. 
Briggs   and    Balnbridge   avs,    school   site,    at   11 

a  m. 
Brooklyn   Bridge,   at  11  a  m. 
111th  and  112th  sts,  school  site,  at  10  a  m. 
Carmine  st,  school  site,  at  3  p  m. 

141st  st  and  Brook  av,  school  Bite,  at  4  p  m, 


j-jARRY    W. 
REAL 


HOPTON 
ESTATE 

No.    ISO    BBOADWAT 
Cor.  Liberty  St. 


Wednesday,    Dec.    5. 
10th    av,    library,    at    11    a   m. 
Houston   and   East  2d   st,    library,   at  12  m. 
Cherry  and  Oliver  st,  bath  site,  at  2  p  in. 
Pier    13,    East    River,    at   2    p    m. 

Thursdav.    Dee.    6. 

Piers  16  and  17.   East  River,   at  10.30  a  m. 
129th  st,  school  site,   at  1  p  m. 


AUCTION   SAI.es    OF   THE   WEEK. 

The  following  is  the  complete  list  of  the  prop- 
erty sold,  withdrawn  or  adjourned  during  week 
ending  Nov.  23.  1906,  at  the  New  York  Real 
Estate  Salesroom,  14  and  16  Vesey  St.  Except 
where  otherwise  stated,  the  properties  offered 
were  in  foreclosure.  Adjournment  of  legal  sales 
to  next  week  are  noted  under  Advertised  Legal 
Sales. 

•Indicates  that  the  property  described  was  bid 
in  for  the  plaintiff's  account. 

The  total  amount  at  the  end  of  the  list  com- 
prises the  consideration  in  actual  sales  only, 

JOSEPH   P.    DAY. 

•Wadsworth  av.  No  200In    w   cor   183d   st     74  llx 

l.SSd  st,  No  651  I  .50.  6-stv  brk  tenement 
?r.d  store.  (Amt  due.  $16.,S28.16;  taxes,  ftc, 
!fi.s.S2.S.)      Mayer   S   Auerhach .$25  367 

Goerck   St.    No   98.    e   s.    171.7   n    RIvlngton   st, 

.  ..1x98.10.  5-sfv  brick  tenement  and  store. 
fAmt  due.  .$15,949.23;  taxes,  &c,  $325  35  1 
Mendnl    Greenwald    .$37,100 

Sherman  av.  s  w  cor  Hawthorne  st  100x110 
vacant    (voluntary).      Bid    in    at   $29.000.... 

Vermiiyea  av.  s  s.  109  e  Isham  st.  75x100 
vacant    (voluntarv).      Bid    in   at   $13  090... 

Nagle  av,  s  s.  500  e  Elwood  st.  100x180  5 
to  Hillside  av  x  101x194.9,  vacant  (volun- 
tary).      Geo    Becker $41,500 

Sherman  av,  n  s,  abt  500  w  Dyckman  st. 
100x350,  vacant  (voluntary).  Wm  H  Houst 
• .$4'2.nO0 

Sherman  av.  s  s  abt  200  e  Dyckman  st  50x 
310  to  Post  av.  X  .50x310,  vacant  (voluntarv). 
M     Francis     Snowber .$22,000 

Vermllvea  av.  n  s.  abt  175  w  Hawthorne  st, 
50x150,  vacant  (voluntary).     Bid  In  at  $9,500. 

Broadway,  .s  w  cor  Hawthorne  st,  runs  w 
125  X  s  147.11  X  e  25  X  n  51.6  x  e  100  x 
n  96.5  to  beginning,  vacant  (voluntarv). 
Bert  G  Faulhaber  for  a  client 47.400 

Hawthorne  st.  w  s,  95.5  s  Broadway.  lOOx 
lO'l,  vacant  (voluntary).  Bert  G  Faulhaher 
for    a    client $16,000 

Dyckman  st.  e  s.  100  5  Vermiiyea  av,  lOOx 
100,  vacant  (voluntary).  Charles  S  Svkcs.  . 
$31,800 

Edgecombe  av,  w  s,  abt  212  a  w  St  Nicholas 
rl.  228  5x100x225x7,5.4.  vacant  (voluntary). 
Joseph    N    Paradise $107,100 

Edgecomb  av,  w  s.  abt  440.5  s  w  St  Nicholas 
pl.  100x100,  vacant  (voluntary).  Bid  in  at 
.$50,000 

1.39th  st,  Nos  502  and  504.  s  s,  100  w  Amster- 
dam av.  50x99.11.  6-sty  brk  tenement.  (Amt 
due,    $26,478:    taxes,    &c,   .$296.93.)      Golde    & 

Cohen     $,57,332 

Wales  av.  w  s  |whole  front  between  St  Marv's 
St  Mary's  st,  n  si  and  144th  sts,  262.6x100,  va- 
144th  st,  s  s         I  cant.      Realty    Operating    Co. 

16,750 

BRYAN   L.    KENNELLY. 

66th    st.    No  .326,    s   s,   300   e   2d   av,    16.8x100, 

3-sty    brk    tenement.       (Partition.)      Lowen- 

feld    &    Prager $10,600 

D.    PHOENIX  INGRAHAM. 
185th   st,    n   s,    109  e  Park  av,   50x100,   vacant. 
Amt    due,    $4,908.17;    taxes,    &c.    $81.07.)      S 
Bernstein     $5,500 

SAMUEL  GOLDSTICKER. 
•17,Sth    St.    n    s,    109    w    Amsterdam    av.    lOOx 
100,   unfinished  buildings.     Abraham  Ruth  et 
al   94.464 

Total     $5.54.913 

Corresponding    week.    1905 683.050 

Jan.    1.   1906.   to  date 29,311.349 

Corresponding  period,    1905 36,419,445 


YdB^  EDGAR  J.  LEVEY,  President 
lUBR  JOHN  D.  CRIMMINS,     X,,,'  ., 

CHARLES  T.  BAKNEV  /Vice-President* 
CYRIL  H.  BURDETT  .Secretarr 
CHAUNCEYH,  HUMPHREYS,!  Asst. 
EDWIN  A.  BAYLES,  /Seo'ya 

WILLIAM  N.  HARTE,  Treasurer    ^ 
Hon.  ABRAHAM   R.  LAWRENCE,  CoQnsel 


ADVERTISED    LEGAI,    SAI,ES. 

Sales  to  be  held  at  the  Real  Estate  Exchange, 
14  and  16  Vesey  St.,  except  as  elsewhere  stated. 
Dec.   1  and  3. 
No  Legal  Sales  advertised  for  these  days. 
Dec.    4. 
No    Legal    Sales   advertised   for   this   day. 

Dec.    5. 
156th  st.  No  1050  (late  Leggett  av),  s  w  3,  28.3 
n    Dawson    st,    24.9x82.9x20x97.3.    2-sty    frame 
dwelling.      Herbert  Both  agt  James  H  Stewart 
et    al;    Weinberg    Bros,    att'ys.    302    Broadway; 
Charles   Enos,    ref.      (Amt   due.   $496.38:   taxes, 
&c,    $4. ,800.)      Mort   recorded    March    30,    1904. 
By   Jo-seph    P    Day. 
New  or  Bradhurst  avis    e    cor    146th    st,     runs    s 
llCth  st.  No  .304  I   119.10  X    e   75   X   n   25   X   e 

.'17.6  X  n  94.10  x  w  112.6  to  beginning,  three 
6-sty  brk  tenements  and  stores.  Austin  B 
Fletcher  et  al  trustees  agt  Charles  Laudin 
et  al;  Wm  P  S  Melvin.  alt'y,  32  Liberty  st; 
Abraham  Stern,  ref.  (Amt  due.  .$48,.')99.98; 
taxes,  &c,  .$,393,60.)  Mort  recorded  June  25, 
lOCXJ.      By    Samuel    Goldsticker. 

Dec.    6. 

Carmine  st.  No  68,  s  s,  100  w  Bedford  st, 
14x59x14. .3.x60,  part  of  3-sty  brk  tenement  and 
store. 

Carmine  st.  No  6.8%,  s  s.  128  w  Bedford  st, 
runs  s  40  X  s  e  6,9  x  e  .7  x  s  14.5  x  e  10.5  x  n 
no  to  Carmine  st.  x  w  14  to  beginning,  part 
of  3-sty  tenement  and  store. 
Sheriff's  sale  5f  all  right,  title,  ftc,  which 
Guiseppi  Priori  had  on  Sept,  13,  1906.  or  since; 
Abraham  Greenberg.  att'y.  61  Park  Row; 
Nicholas  J  Hayes.   Sheriff.      By  Joseph   P  Day. 

3d  av.  No  4216.  e  s,  46  n  Tremont  av.  2Ov91.10 
x20.2x90  6.  4-sty  brk  tenement  and  store,  Sarah 
Rafcl  indiv  and  extrx  agt  John  D  Creamer  et 
ol:  Stern  &  Ballin.  atfvs,  87  Nassau  st:  Walter 
T  Stern,  ref.  (Amt  due.  $2,477,83:  taxes.  &c, 
$795.71:  sub  to  two  morts.  &c.  amounting  to 
$16.4,84.69.)  Mort  recorded  May  5,  1905.  By 
Samuel     Goldsticker. 

Dec.    7. 
Albany   av,    c   I    intersec  c   1   Sycamore   st,    runs 

s  225  X  e  125  x  n  225  x  w  125  to  beginning. 
Palm   st,    c  1.   —  s  c   I    Albany  av.   lots  420  and 

427.   mort  map  of  Arden  property,   Bronx. 
Palm    St.    c    I.    400    s    c    1    Albany    av,    runs    s 

100   X   w   2.50  to   c   I   Sycamore  st,    x   n   100  x 

e    250    to    beginning. 
Albany    av.    c    1,    intersec    c    1    Myrtle    st.    runs 

s  125  X  e  125  X  n  125  x  w  125  to  beginning. 
Lots  422  and  423,  mort  map  Arden  property. 
Myrtle   st,    c   1.    100  s  c   1   Albany   av.    lots  381, 

417,   418.    410,   420   and  421,   mort   map   Arden 

property. 
Albany  av,  c  1,  lots  434  and  435,   same  map. 
Syracuse    av,    s    s,    —   e    Sycamore    st,    lot   462, 

same    map,    Eastchester. 

Annie  V  Taylor  agt   Edw  V  Burton   et  al:   De 

La     Mare    &     Morrison,     att'ys:     Cromwell     G 

Macy.    Jr,    ref.       (Amt    due,    $2,131.35:    taxes, 

&c,    $ .)       Bv    Cromwell    G    Macy,    Jr,    on 

premises,    at    11    a    m.  

Svcamore   St.    c   I    .intersec  c  1   Watson   av.   runs 

'n    125  X   e   125  x  s  125  x  w  1'25  to  beginning. 
Watson   av,   c   I.    Intersec  c  I   Hazel   st.   runs  w 

1"5  X  B  125  X  e  125  X  n   125  to  besjlnnlns. 
Ivv  St.   c  1,   lot  355,   mort  map  Arden   property. 

Vine   st,    c   1.    100  s   Troy   av,    100x125. 
Albany  av.   c  1,   Intersec  w  s  Ivy  st.  — x — . 
Albany   av,    c   I,    Intersec    e   s    Ivy   st,   — x— 
Ivy  st,  c  1,  200  n  Albany  av,  lOOx— ,  Bastches- 

Annle  V  Taylor  agt  James  T  Ackerman  et  al; 
De  La  Mare  &  Morrison,  att'ys:  Cromwell  G 
Macy     Jr     ref.       (Amt    due.    $2.302  80;    taxes, 

&c,     $ .)     By     Cromwell     G    Macy,     Jr,     on 

premises,  at  10  a  m. 
Madison  av.  No  345,  e  s,  50.5  n  44th  st,  2r>xl00, 
4-sty  stone  front  dwelling.  Henry  D  Winans 
agt  The  Netherlands  Corp  of  N  Y  et  al:  Bald- 
win &  Blackmar,  att'ys,  31  Nassau  st:  Miles 
M  O'Brien,  Jr,  ref.  (Amt  due,  $.58,246.80; 
taxes,  fee,  $1,212.69.)  Mort  recorded  July  3. 
1005.     My  Joseph  P  Day. 


No  Legal  Sales  advertised  for  this  d,iy. 

Dec.    10. 

1st  av,  Nos  833  and  835,  w  s,  48  s  47th  st, 
runs  s  51.6  xwOOxs  —  xw20xn  15.6 
xe20xn  —  xeOOto  beginning,  two 
5-sty  brk  tenements  and  stores.  Frederick 
Grube  agt  Charlotte  Grube  et  al ;  William 
Brunner,  att'y,  220  Broadway;  Emil  Goldmark, 
ref.     (Partition.)     By   Joseph   P   Day. 


9i6 


RECORD      AND      GUIDE  Manhattan  December  i,  1906 


©fficial  Xcgal  flottce 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  Novem- 
ber 15  to  28,  1906,  of  the  conflrmation  by  the 
Board  of  Assessors  and  the  entering  In  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  LOCAL  IMPROVE- 
MENTS in  the  BOROUGH  OF  THE  BRONX: 

24TH  WARD,  SECTION  11.  EAST  175TH 
STREET— REGULATING,  GRADING,  PAVING, 
CURBING,  FLAGGING.  LAYING  CROSSWALKS 
AND  PLANTING  TREES,  from  3d  Avenue  to  the 
Southern    Boulevard. 

HERMAN  A.  METZ,  Comptroller. 

City  of  New  York,  November  13,  1906.  (30167) 

ATTENTION  IS  CALLED  TO  THB  ADVER- 
TISEMENT  IN  THE  CITY  RECORD  OF  No- 
vember 10  to  23,  1906,  of  the  conflrmation  by 
the  Supreme  Court  and  the  entering  in  the  Bu- 
reau for  the  Collection  of  Assessments  and  Ar- 
rears, of  assessment  for  OPENING  AND  AC- 
QUIRING TITLE  to  the  following-named  Avenue 
in    the    BOROUGH    OF    MANHATTAN: 

12TH  WARD,  SECTION  8.  AUDUBON  AVE- 
NUE—OPENING, from  176th  Street  to  Fort 
George  Avenue.  Confirmed  October  22,  1906; 
entered  November  9,  1906. 

HERMAN  A.   METZ. 
Comptroller. 

City  of  New  York,   November  9,  1906.    (30122) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT  IN  THE  CITY  RECORD  OF  No- 
vember 21  to  December  4,  1906,  of  the  conflrma- 
tion by  the  Board  of  Assessors  and  the  entering 
in  the  Bureau  for  the  Collection  of  Assessments 
and  Arrears,  of  assessments  for  LOCAL  IM- 
PROVEMENTS in  the  BOROUGH  OF  MAN- 
HATTAN : 

12TH  WARD,  SECTION  8.  WEST  167TH 
STREET— REGULATING,  GRADING,  CURB- 
ING, FLAGGING,  LAYING  CROSSWALKS, 
from  Edgecombe  Avenue  to  Amsterdam  Avenue. 
22D  WARD,  SECTION  4.  WEST  68TH  STREET 
—ALTERATION  AND  IMPROVEMENT  TO 
SEWER,  between  West  End  Avenue  and  Am- 
sterdam Avenue.  WEST  69TH  STREET— AL- 
TERATION AND  IMPROVEMENT  TO  SEWER, 
between  West  End  Avenue  and  Amsterdam 
Avenue. 

HERMAN  A.   METZ, 
Comptroller. 

City  of  New  York.  November  20,  1906.     (30275) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  Novem- 
ber 23  to  December  6.  1906,  of  the  conflrmation 
by  the  Board  of  Revision  of  Assessments  and  the 
entering  in  the  Bureau  tor  the  Collection  of  As- 
sessments and  Arrears  of  Assessments  for 
LOCAL  IMPROVEMENTS  IN  THE  BOROUGH 
OF  THE   BRONX. 

24TH  WARD,  SECTION  11.  EVELYN 
PLACE— REGULATING,  GRADING,  CURBING, 
FLAGGING,  AND  LAYING  CROSSWALKS,  from 
Jerome  Avenue  to  Aqueduct  Avenue  East. 
FREEMAN  STREET— REGULATING,  GRAD- 
ING. SETTING  CURBSTONES,  FLAGGING 
SIDEWALKS.  LAYING  CROSSWALKS,  PLAC- 
ING FENCES.  LAYING  PAVEMENT,  AND 
PLANTING  TREES,  from  Southern  Boulevard 
to  the  Bronx  River. 

HERMAN  A.  METZ. 

Comptroller. 

City  of  New  York,  November  22,  1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  Novem- 
ber 23  to  December  6.  1906,  of  the  confirmation 
by  the  Board  of  Revision  of  Assessments  and  the 
entering  in  the  Bureau  for  the  Collection  of  As- 
sessments and  Arrears  of  Assessments  for 
LOCAL  IMPROVEMENTS  IN  THE  BOROUGH 
OF  MANHATTAN. 

12TH  WARD.  SECTION  8.  WEST  171ST 
STREET— SEWER,  from  Fort  Washington 
Avenue  to  Broadway. 

HERMAN  A.   METZ, 

Comptroller. 

City  of  New  York.  November  22.  1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  "CITY  RECORD"  of  No- 
vember 27,  1906.  to  December  11,  1906,  of  the 
conflrmation  by  the  Board  of  Assessors  and  the 
entering  in  the  Bureau  for  the  Collection  of 
Assessments  and  Arrears  of  assessments  for 
LOCAL  IMPROVEMENTS  in  the  BOROUGH 
OF    BROOKLYN: 

TWENTY-FOURTH   WARD.    SECTION    5. 

UNION     STREET— OPENING,     between     Bed- 
ford   avenue    and    Rogers    avenue.       Confirmed 
October  30.   1906:  entered  Novembet  2fi,  1906. 
TWENTY-NINTH    WARD,    SECTION    16. 

SEELEY  STREET  —  OPENING,  between 
Gravesend  avenue  and  Nineteenth  street.  Con- 
firmed October  25,  1906;  entered  November  26, 
1906. 

TWENTY-NINTH    WARD,    SECTIONS    15   AND 
16. 

BEVERLEY  ROAD  —  OPENING,  between 
Bedford  avenue  and  East  Thirty-first  street. 
Conflrmed  October  26,  1900;  entered  November 
26,    1906. 

THIRTY-FIRST   WARD,    SECTION   21. 

WEST  THIRTEENTH  STREET— OPENING, 
between  Eighty-sixth  street  and  Gravesend 
basin.  Conflrmed  October  25,  1906;  entered  No- 
vember   26,    1906. 

HERMAN     A.     METZ. 

Comptroller. 

City  of  New  York— Department  of  Finance. 
Comptroller's  Office,   November  26,  1906.   (30399) 


proposals. 


public  mortces. 


proposals. 


and   present   fire   protection   devices  of  Bellevue 
Hospital. 
For  full  particulars   see  City  Record. 

JOHN  W.    BRANNAN, 
President,  Board  of  Trustees,  Bellevue  anfl 
Allied  Hospitals. 
Dated   November  22,    1906. 

Office  of  the  Department  of  Parks.  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office  of 
the  Department  of  Parks  until  3  o'clock  P.  M. 
on 

THURSDAY.    DECEMBER   6.    1906. 
Borough  of  Brooklyn. 
No.  1.    For   furnishing   all    the   labor  and   ma- 
terials necessary  for  the  erection  and  completion 
of  a  shelter  house  In   Fulton   Park,    Borough   of 
Brooklyn. 

No.  2.  For  furnishing  all  the  labor  and  ma- 
terials necessary  for  the  erection  and  completion 
of  a  shelter  house,  Winthrop  Park,  Borough  of 
Brooklyn. 

No.  3.    For   furnishing   all    the  labor   and   ma- 
terials necessary  for  the  erection  and  completion 
of  a   shelter  house  in  New   Lots  Park,   Borough 
of  Brooklyn. 
For   full    particulars   see   City   Record. 
MOSES    HERRMAN, 

President. 
JOSEPH    I.    BERRY. 
MICHAEL    J.    KENNEDY, 
(30188)  Commissioners  of  Parks. 

PROPOSALS    FOR    BIDS    OR    ESTIMATES. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived at  the  office  of  the  Supervisor  of  the  City 
Record.  Room  807,  Park  Row  Building,  Nos.  13 
to  21  Park  Row.  in  The  City  of  New  York,  until 
11   o'clock  A.   M.    on 

TUESDAY,  DECEMBER  4,  1906, 
For  supplying  printed,  lithographed  or  stamped 
forms,  pamphlets,  printed  blanks  and  stationery, 
including  letter  and  writing  paper  and  envelopes, 
with  printed  headings  or  indorsements,  etc.,  for 
the  use  of  the  courts  and  the  departments  and 
bureaus  of  the  Government  of  the  City  of  New 
York  during  the  year  1907. 
For  full  particulars  see  City  Record. 

GEORGE    B.    McCLELLAN, 
Mayor, 
■WILLIAM  B.  ELLISON, 

Corporation   Counsel, 
HERMAN   A.    METZ, 

Comptroller, 
Board  of  City  Record. 
New   York,    November  20.    1906.  (30329) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity. Room  1536,  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan.  The  Citv  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  tor  the  below 
named  work  and  materials  will  be  received  at 
the  office  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  Room  1536,  Nos.  13  to  21 
Park  Row,  Borough  of  Manhattan,  in  The  City 
of  New  York,  until  2  o'clock  p.  m.  on 

WEDNESDAY.    DECEMBER    5,    1906, 
Borough  of  Brooklyn. 
No.  1.     For  furnishing  and  delivering  wrought 
iron  or  wrought  steel  pipe  and  pipe  flttings. 
For   full   particulars   see   City   Record. 

JOHN  H.   O'BRIEN, 

Commissioner. 
Dated   November  19.   1906.  (30269) 

DEPARTMENT  OF  BRIDGES,  Nos.  13  to  21 
Park  Row,  Borough  of  Manhattan,  City  of  New 
York. 

SEALED  BIDS  OR  ESTIMATES  will  he  re- 
ceived by  the  Commissioner  of  Bridges  at  the 
above  office  until  2  o'clock  P.   M.   on 

MONDAY,   DECEMBER  3,   1006, 
for    the    following    supplies: 

No.  1.  For  furnishing  and  delivering  white 
ash    anthracite   coal,    Brooklyn    Bridge. 

No.  2.  For  furnishing  and  delivering  white 
lead,   red  lead  and  linseed  oil,   Brooklyn  Bridge. 

No.  3.  For  furnishing  the  Department  of 
Bridges  with  anthracite  and  blacksmiths'  coal 
tor  the  use  of  the  bridges  over  the  Harlem  River 
and  in  the  Borough  of  Manhattan  during  the 
year  1907. 

For   full   particulars   see   City   Record. 

JAMES    W.    STEVENSON, 
Commissioner  of  Bridges. 

Dated    November   16,    1906.  (30252) 

Bellevue  and  Allied  Hospitals  Department  of 
New  York  City.  Twenty-sixth  Street  and  First 
Avenue,  Borough  of  Manhattan,  the  City  of  New 
York. 

SEALED  BIDS  AND   ESTIMATES  will  be  re- 
ceived  by   the   President   of   the   Board   of   Trus- 
tees at  the  above  office  until  3  o'clock  P.  M.,  on 
FRIDAY,    DECEMBER,   7,   1906. 
For  the  lead  and  oil  painting  of  the  plastered 
walls  and  ceiling  surfaces  of  the  entire  interior 
of   the   new   Harlem   Hospital,    located   on   Lenox 
avenue.   One   Hundred   and   Thirty-fifth   and   One 
Hundred    and    Thirty-sixth    streets,    in    the   Bor- 
ough of   Manhattan,    the  City  of   New  York. 
For  Full  particulars  see  City  Record. 

JOHN  W.   BRANNAN, 
President.    Board    of    Trustees, 
Bellevue    and   Allied   Hospitals. 
Dated     November    23,     1906.  (3038S) 


public  IRotices. 


Bellevue  and  Allied  Hospitals  Department  of 
New  York  City.  Twenty-sixth  Street  and  First 
Avenue,  Borough  of  Manhattan,  the  City  of  New 
York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Board  of  Trustees 
at  the  above  ofiJce  until  3  o'clock  P.  M.,  on 

WEDNESDAY,  DECEMBER  B,  1906, 
For  addltloos  and  »U»r»Uoai  t9  tbf  b\)tl4iogB 


MUNICIPAL     CIVIL     SERVICE     COMMISSION, 
299  Broadway. 
New  York.  November  26.  1906. 
PUBLIC    NOTICE    IS    HEREBY    GIVEN    that 
applications    will    be    received    until    4    P.    M., 
MONDAY.    DECEMBER    10.    1906.    for   the   posi- 
tion of  INSPECTOR  OF  FOODS   (MILK  ONLY). 
DEPARTMENT  OF  HEALTH.     The  examination 
will    be   held   on   Thursday,    December   27,    1906, 
at    10  A.    M. 

For    gcope    of   examination    and    further    infor., 
matlon,   ^pply  to  the  Secretary. 

FRANK  A.  SPENCER, 
(S0381)  Secretary, 


CORPORATION    SALE    OF    REAL    ESTATE. 
Bryan   L.    Kennelly,   Auctioneer. 

Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund  of  The  City  of 
New  York,  by  virtue  of  tbe  powers  vested  in 
fhem  by  law,  will  offer  for  sale  at  public  auction 
on 

THURSDAY,  DECEMBER  13,  1906, 
at  12  o'clock  m.,  at  the  New  York  Real  Estate 
Salesroom,  Nos.  14  and  16  Vesey  Street,  the  fol- 
lowing described  real  estate,  belonging  to  the 
corporation  of  The  City  of  New  Y'ork,  and  lo- 
cated in   the   Borough   of  The   Bronx,   viz.: 

All  those  certain  parcels  of  land  being  known 
and  designated  by  the  numbers  1,  2,  8  and  11,  as 
shown  on  the  map  filed  with  the  judgment  roll, 
entered  December  1,  1899,  in  the  matter  of  the 
Mayor,  .\ldermen  and  Commonalty  of  The  City 
of  New  York  against  the  East  Bay  Land  and 
Improvement  Company,  which  said  parcels  were 
included  in  the  deed  made  by  the  East  Bay 
Land  and  Improvement  Company  to  The  City 
uf  New  York,  recorded  in  the  Register's  oifice 
nf  the  County  of  New  York,  December  11,  1899,  ' 
in  Volume  23,  page  2ll,  section  10  on  the  land 
maps  of  the  County  of  New  Y'ork. 

Parcel  No.  1,  being  a  part  of  Edgewater  Road 
lying   between    Craven   and   Worthen   Streets. 

Parcel  No.  2.  being  a  part  of  East  Bay  Ave- 
nue lying  between  Craven  and  Worthen  Streets. 

Parcel  No.  8,  being  a  part  of  Worthen  Street 
lying  south  of  Eastern  Boulevard. 

Parcel  No.  11.  being  a  part  of  Craven  Street 
lying   south   of   Eastern   Boulevard. 

The  minimum  or  upset  price  at  which  said 
property  shall  be  sold  is  fixed  at  Forty  Thou- 
sand   dollars    ($40,000). 

For  further  particulars  see  "City  Record." 
H.   A.   METZ, 

Comptroller. 

Citv  of  New  York— Department  of  Finance, 
Comptroller's  Office,   November  22.  1906.    (30394) 

©tPclal  Xegal  IRotices. 

-ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  Novem- 
ber 30  to  December  13,  1906,  of  the  confirmation 
by  the  Board  ot  Assessors  and  the  entering  in  the 
Bureau  tor  the  Collection  of  Assessments  and 
.\rrears  ot  assessment  tor  LOCAL  IMPROVE- 
MENTS in  the  BOROUGH  OF  THE  BRONX; 

24TH  WARD,  SECTION  12.  POND  PLACE.— 
PAVING  AND  CURBING,  from  East  197tli 
Street  to  East  19Sth   Street. 

HERMAN  A.  METZ, 
Comptroller. 

City  ot  New  York,  November  27,  1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  Novem- 
ber 28  to  December  12.  1900,  ot  the  conflrmation 
by  the  Supreme  Court  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears  of  assessment  for  OPENING  AND  AC- 
QUIRING TITLE  to  the  following  named  avenue 
in    the  BOROUGH   OF   THE   BRONX: 

24TH  WARD.  SECTION  11.  BATHGATE 
-VVENUE.— OPENING,  from  Wendover  Avenue 
to  East  ISSth  Street.  Conflrmed  May  12,  1905; 
entered  November  27,  1906. 

HERMAN  A.   METZ, 
Comptroller. 

City  of  New  York,  November  27,  1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT in  the  City  Record  ot  November  30, 
1906,  to  December  18,  1906,  ot  the  conflrmation 
by  the  Board  of  Assessors  and  the  entering  in 
the  Bureau  for  the  Collection  of  Assessments 
and  Arrears  of  Assessments  tor  LOC.\L  IM- 
PROVEMENTS IN  THE  EIGHTH  WARD  IN 
THE  BOROUGH  OF  BROOKLYN; 

FORTY-FIRST  STREET  —  GRADING  AND 
P.WING,  from  Second  avenue  to  Third  avenue. 

FORTY-FIRST  STREET  —  GRADING  AND 
P.WING,   from  Fifth  avenue  to  Sixth  avenue. 

FORTY-THIRD  STREET— GRADING,  from 
Fifth  avenue  to  the  old  City  line  (excepting  from 
Fifth  avenue  to  Seventh  avenue). 

FORTY-FOURTH  STREET— GRADING  AND 
PAVING,  from  Second  to  Third  avenue. 

FORTY-FOURTH  STREET— GRADING  AND 
P.WING.  from  Fifth  avenue  to  Sixth  avenue. 

FORTY-FIFTH  STREET  —  GRADING  AND 
P.WING,   from  Second  to  Third  avenue. 

FORTY-SIXTH  STREET  —  GRADING  AND 
PAVING,  from  Second  to  Third  avenue. 

FORTY-S>IXTH  STREET  —  GRADING  AND 
P.WING,  from  Fifth  avenue  to  Sixth  avenue. 

FORTY-SEVENTH  STREET— GRADING  AND 
P.^VING.   from   Second   to  Third  avenue. 

FORTY-EIGHTH  STREET— GRADING  AND 
P.WING    from  Fifth  avenue  to  Sixth  avenue. 

FORTY-EIGHTH  STREET— GRADING,  from 
Fifth  avenue  to  old  City  line. 

FIFTIETH  STREET— GRADING  AND  PAV- 
ING, from  Second  to  Third  avenue. 

FIFTY-SECOND  STREET— GRADING  AND 
P.WING,  from  Fifth  avenue  to  Sixth  avenue. 

FIFTY-THIRD  STREET  —  GRADING  AND 
PAVING,  from  Fifth  avenue  to  Sixth  avenue. 

FIFTY-FOURTH  STREET— GRADING  AND 
P.WING,   from  Second  to  Third  avenue. 

FIFTY-FIFTH  STREET  —  GRADING  AND 
P.WING.  from  Fifth  avenue  to  Sixth  avenue. 

FIFTY-SEVENTH  STREET— GRADING  AND 
PAVING,  between  First  avenue  and  Second 
avenue, 

FIFTY-SEVENTH  STREET— GRADING  AND 
PAVING,  from  Second  to  Third  avenue. 

FIFTY-SEVENTH  STREET— GRADING  AND 
PAVING,  from  Fifth  to  Sixth  avenue. 

SIXTH  AVE.NUE— GRADING  AND  PAVING, 
from    Thirtv-ninth    street    to    Fortv-flrst    street. 

SIXTH  AVENUE— GRADING,  from  Thirty- 
ninth   street  to  the  old   City  Hue. 

SIXTH  AVENUE— GRADING  AND  PAVING, 
from  Forty-fourth   street  to  old   City  line. 

SEVENTH  AVENUE— GRADING,  from  Thirty- 
ninth  street  to  old  City  ''n^- 

HERM.\N  A.   METZ, 
Comptroller. 

City  of  New  York,  Department  of  Finance, 
Comptroller's  Office,  Nevem^fr  88,  1906, 
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public  floticcc. 


public  "Moitces. 


ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT iu  the  City  Record  of  November  30, 
MOO,  to  December  1.3,  1806,  of  the  confirmation 
by  the  Board  of  Assessors  and  the  entering  in 
the  Bureau  for  the  CollectiOQ  of  Assessments  and 
Arrears  of  Assessments  for  LOCAL  IIVIPROVE- 
MENTS  IN  THE  BOROUGH  OP  BROOKLYN- 
TWENTY-EIGHTH  WARD,  SECTION  11  ' 
WBIRPIELD  STREET-REGULATING,  GRAD- 
ING AND  CURBING,  from  Knickerbocker  avenue 
to  the  boundary  lines  of  the  Boroughs  of  Brook- 
lyn and  Queens. 

TWENTY-NINTH    WARD,     SECTION    IG 
WESTMINSTER     ROAD-REGULATING 
GRADING  AND   CURBING,   from  Beverley  road 
to  Cortelyou  road. 

THIRTIETH   WARD,   SECTION   18 
nl^?Z\:^^9°^°  STREET-REGULATING  AND 
GRADING,   from  Third  avenue  to  Fifth  avenue 

THIRTY-SECOND    WARD,    SECTION    15 
T  f^.^r,     THIRTY-FOURTH       STREET-REGU- 
LATING, GRADING  AND  CURBING    from  Ave- 
nue F  to  Glenwood  road. 

HERMAN  A.   METZ, 
„.,         ,    „         ,.  Comptroller. 

City    of    New    -iork.    Department    of    Finance. 
Comptroller's  OfEce,  November  27,  1906. 


Proposal "» 


Cifv  nf^wJl  V  °/  'i''  ^,'^''  Department  of  The 
£,^  „  ^f"^  }°^'  ^"^  15^  =i°'3  159  East  Sixty- 
ot  New  York  ^"'""^^  "^  Manhattan,  The  City 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office  until  lO.-iO  o'clock  A.  M     on 

TUESDAY,    DECEMBER    11     my, 

Boroughs  of  Manhattan  and  The  Bronx 

*>,  i    ,^°S   furnishing    and    delivering    three 

toousand    (3,000)    feet    of   three-inch .  rubber   Are 

For  full  particulars  see  City  Record. 

FRANCIS  J.  LANTRY, 
r>  ,  J  xr  ^'^^  Commissioner. 

Dated  November  27.  1906. 


K^""^  ?/",'r''™^"L°'  '^^^  City  of  New  York, 
r\o.    300  Mulberry    Street 

SE.\LED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Police  Commissioner  of  the  Police 
Departinent  of  The  City  of  New  York  at  the 
above  office  until   10  o'clock  A    M    on 

'WEDNESDAY.    DECEMBER    12     1900 

Fnr  'f';','n '■"''"'i?  ",'"'  delivering  sixty  '(00)  horses. 
I'or  full  particulars  see  City   Record. 

THEODORE   A.    BINGHAM. 
T,„.    ,    ,.  ,.        „  Police  Commissioner. 

Dated    November    27,    1900.  (.30409) 


Department  of  Bridges,  Nos.  13  to  21  Park 
Row,  Borough  of  Manhattan,  City  of  New  York 

SEALED  BIDS  OR  ESTIMATES  wm  be  re- 
ceived by  the  Commissioner  of  Bridges  at  the 
above  office  until  2  o'clock  P    M     on 

THURSDAY.  DECEMBER"  13  1906 
cJi"",  instructing  the  foundations,  abutment 
core  and  metal  work  of  the  steel  viaduct  of  the 
Queens  approach  of  the  Blackwell's  Island  Bridge 
P/er  the  East  River,  between  the  Boroughs  of 
Manhattan  and  Queens.  ouiuugus   oi 

For  full  particulars  see  City  Record. 

J.  W.   STEVENSON, 

r.„.  ..XT  ,_       „_  Commissioner  of  Bridges. 

Dated  November  27,  1906. 


public  IHotice?. 


NOTICE  TO  TAXPAYERS. 
Department  of  Finance,  Bureau  for  the  Col- 
KMni^^B  '^i'S?;  ^""^  '^'"•'^'  December  1.  1906. 
910  oV  ,h  T"^.  PROVISIONS  OP  SECTION 
37^  T,lf  °/''?l"'^<'^  York  Charter  (chapter 
3(8.  Laws  of  1.S9,).  notice  is  hereby  given  to 
fo  ^.TT-  "■;  corporations  who  have  omVtted 
to  pay  their  taxes,  "To  pay  the  same  in  the 
followl      '"    ''''''    '"^  property   is    located?"   al 

st?e°et?"lanh°/..a^^"N'''l^°'     ''°-     ''     ^'^^-'"'- 

mo^nra"v^e'^„n°is,^!i'te^Sx'=°J?'^'Y'''"^'  ^""^  ^''- 
Borough    of    Brooklyn,    Rooms    2     4    C   and    8 
Municipal    Building.    Brooklyn    NY- 
-„,^'";^",f,'^    ?''    Queens,     corner    Jackson    avenue 
and   Fifth   street,    Long   Island   City,    N.    Y  • 

Borough     of     Richmond,     Borough     Hall      St 
George,    Staten   Island,   N.   Y. 

—and  that  under  the  provisions  of  section  916 
of  said  Charter,  "If  any  such  tax  shall  remain 
unpaid  on  the  first  day  of  December,  it  shall 
be  the  duty  of  the  Receiver  of  Taxes  to  charge 
receive  and  collect  upon  such  tax  so  remaining 
unpaid  on  that  day,  in  addition  to  the  amount 
of  such  tax  one  per  centum  on  the  amount 
thereof,  and  to  charge,  receive  and  collect  upon 
such  tax  so  remaining  unpaid  on  the  first  day 
of  January  thereafter,  interest  upon  the  amount 
thereof,  at  the  rate  of  .seven  per  centum  per 
annum,  to  be  calculated  from  the  dav  on  which 
?nJ£<  ''''  •'eeame  due  and  payable  "(October  1, 
IJOb),  as  provided  by  section  nine  hundred  and 
fourteen  of  this  act,  to  the  date  of  payment 
,,^,.,  DAVID    E.    AUSTEN, 

'.■i'mi)  Receiver  of  Taxes. 


'^°'^.?JS^'^'0^  SALE  OP  BUILDINGS  AND 
APPURTE.^JANCES  THERETO  ON  CITY 
REAL    ESTATE. 

William  H.   Smith.  Auctioneer 
r,^'^r,TJJ,?„^'^'5UEST  OP  THE  COMMISSIONER 
O*    PARKS  of  the  Borough  of  Brooklyn,   public 
notice    IS    hereby    given    that   the   Commissioners 
of  the   Sinking  Fund  of  the  City  of  New  York 
by  virtue  of  the  powers  vested  in  them  by  law' 
will    offer   for   sale   at   public   auction    the  "build- 
ings,   parts    of    buildings,    etc.,    standing    within 
the  lines  of  property  owned  bv  the  City  of  New 
York,    acquired    for    park    purposes,    in    the 
BOROUGH    OP    BROOKLYN. 
ALL  of  the  remaining  buildings  situated  within 
the   lines   of   property   within   the   area   of   Berry 
btreet,    Nasssau    Avenue,    Lorimer    Street     Driggs 
Avenue,     Manhattan     Avenue,     Leonard     Street 
Bayard    Street,    Union    Avenue    and    North    12th 


Street,  in  the  14th,  loth  and  17th  Wards  of  the 
Borough  of  Brooklyn.  The  sale  will  take  place 
on 

TUESDAY,   DECEMBER  4TH,  1906, 
at   11  A.    M.,   on   the  premises,   and  will   be  sold 
for   the  highest  marketable   price'  on   the  foUow- 
ins 

TERMS  AND  CONDITIONS. 
Cash  payment  in  bankable  funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of  the 
buildings,  parts  of  buildings,  etc.,  standing 
within  the  lines  of  said  streets,  from  the  streets, 
by  the  purchaser  or  purchasers  immediately  aftef 
the  sale.  If  the  purchaser  or  purchasers  fail  to 
effect  a  removal  within  ten  days,  he  or  they 
shall  forfeit  his  or  their  purchase  money  and 
the  ownership  of  the  buildings,  parts  of  build- 
ings, etc.,  and  the  City  of  New  York  will  cause 
the  same  to  be  removed  without  notice  to  the 
purchaser. 

Purchasers  to  be  liable  tor  any  and  all  dam- 
ages of  any  kind  whatsoever  by  reason  of  the 
occupation  or  removal  of  said  buildings,  parts 
of  buildings,   etc. 

The  bidder's  assent  and  agreement  to  the 
above  terms  and  conditions  are  understood  to  be 
implied  by  the  act  of  bidding. 

By  direction  of  the  Comptroller,  sales  of  the 
above  described  property  will  be  made  under 
the  supervision  of  the  Collector  of  City  Revenue 
at    the    time   stated    herein. 

Full  particulars  of  sale  can  be  obtained  at 
the  office  of  the  Collector  of  City  Revenue,  Room 
141,  Stewart  Building,  No.  280  Broadway,  Bor- 
ough  of   Manhattan. 

H.  A.  METZ, 

Comptroller. 
City    of    New    York— Department    of    Finance, 
Comptroller's  Office,   November  26,  1906.    (3CW90) 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  to  the 
owner  or  owners  of  all  houses  and  lots,  improved 
or  unimproved  lands  affected  thereby,  that  the 
following  proposed  assessments  have  been  com- 
pleted and  are  lodged  in  the  office  of  the  Board 
of  Assessors  tor  examination  by  all  persons  in- 
terested,  viz.: 

BOROUGH    OF    BROOKLYN. 
List  9012,   No.   1.     Sewer  basins  at  the  north- 
east and  northwest  corners  of  Linden  and  Rogers 
avenues. 

List  9021,  No.  2.  Laying  cement  sidewalks 
on  the  east  side  of  Howard  avenue,  between 
Dean  and  Bergen  streets;  between  St.  Mark's 
avenue  and  Prospect  place;  between  Prospect  and 
Park  places;  between  Bergen  street  and  St." 
Mark's  avenue;  between  Park  and  Sterling 
places;  between  Sterling  and  St.  John's  places, 
and  on  the  west  side  of  Howard  avenue  between 
Atlantic  avenue  and  Pacific  street;  between  Pa- 
cific and  Dean  streets;  between  Dean  and  Ber- 
gen streets;  between  Bergen  street  and  St. 
Mark's  avenue;  between  Prospect  and  Park 
places;  between  Sterling  and  St.  John's  places, 
and  between  Park  and  Sterling  places. 

List  9025,  No.  3.  Fencing  vacant  lots  on  the 
north  side  of  Thirty-second  street  between  Fourth 
and  Fifth  avenues;  on  the  north  side  of  Fifty- 
sixth  street,  between  Third  and  Fourth  avenues; 
on  the  northeast  corner  of  Glenmore  avenue  and 
Hendrix  street;  southeast  side  of  Bleecker  street 
between  Irving  avenue  and  Wyckotf  avenue; 
northeast  side  of  Irving  avenue  between  Bleecker 
street  and  Ralph  street;  west  side  of  Seventh 
avenue  between  Nineteenth  and  Twentieth 
streets;  north  side  of  Prospect  place  between 
Underhill  avenue  and  Washington  avenue;  south 
side  of  Thirteenth  street  between  Seventh  and 
Eighth  avenues;  north  side  of  Cook  street  be- 
tween Morrell  street  and  Bushwick  avenue- 
northeast  side  of  South  Fifth  street  between  Bed- 
ford and  Driggs  avenues;  northwest  side  of  Driggs 
avenue  between  South  Fourth  and  South  Fifth 
streets,  and  south  side  of  Huntington  street  be- 
tween Hamilton  avenue  and  Henry  street. 

List  9029,  No.  4.  Sewer  in  Degraw  street  be- 
tween Franklin  and  Bedford  avenues. 

List  9030,  No.  5.  Reconstructing  sewer  In 
Stanhope  street  between  Knickerbocker  avenue 
and  Irving  avenue. 

List  9031,  No.  6.     Sewer  in  Second  avenue  be- 
tween Bay  Ridge  avenue  and  Sixty-eighth  street 
List    90.32,     No.     7.       Sewer    in     Seventy-third 
street  between  Narrows  avenue  and  First  avenue. 
List  9033,  No.  8.     Sewer  basin  at  the  northwest 
corner  of  Greenpoint  avenue  and  Provost  street. 

List  90.34,  No.  9.  Sewer  basin  on  the  east 
corner  of  Sixtieth  street  and  Fourth  avenue. 

List  9035,  No  10.  Sewer  basin  at  the  south- 
west corner  of  Barbey  street  and  Arlington 
avenue. 

List  90.36,  No.  11.  Sewer  basin  at  the  north- 
east corner  of  Fourth  avenue  and  Butler  street 

List  9037,  No.  12.  Sewer  basins  at  the  north- 
east and  northwest  corners  of  Norwood  avenue 
and  Etna  street. 

List  9038,  No.  13.  Sewer  basins  at  the  north- 
east and  southeast  corners  of  Thirtieth  street  and 
Fourth  avenue,  and  at  the  southeast  corner  of 
Thirty-fourth   street  and   Fourth   avenue. 

List  9039,   No.   14.     Sewer  basin  at  the  south- 
west corner  of  Wyona  street  and  Belmont  avenue 
For  full   particulars  see  City  Record. 
ANTONIO   ZUCCA, 
PAUL   WEIMANN, 
JAMES    H.    KENNEDY, 
TTrTT  T  • .  ..   „  Board  of  Assessors. 

WILLIAM   II.    JASPER. 

Secretary, 
No.   320  Broadway. 
City    of    New    York,    Borough    of    Manhattan, 
November  28,  1906. 


NOTICE    OF   ASSESSMENTS    FOR    LOCAL   IM- 
BR^X^?'.?.^^S,..F      THE       BOROUGH      OF 
BROOKLYN.   CITY   OF  NEW  YORK 
NOTICE  IS  HEREBY  GIVEN  THAt'tHE  As- 
sessment   rolls    for    the    "Tenth    Installment"    In 
the    following    entitled    matters   have    been    com- 
pleted and  are  due  and  payable  December  1    1906 
The   authority    for   the   collection   of   the   various 
assessments    mentioned    therein     has    been     de- 
livered to  the  Collector  of  Assessments  and  Ar- 
rears, and  all  persons  liable  to  pay  such  assess- 
ments are  required  to  pay  the  same  without  delay 


at   his   office.    Rooms   1   and   3,    Municipal  Build- 
ing, in  the  Borough  of  Brooklyn. 
EIGHTH  WARD. 
Opening    and     Grading    the    following    named 
streets: 

Fortieth  street,  from  Fifth  avenue  to  the  old 
City  line. 

Forty-first  street,  from  Fifth  avenue  to  the  old 
City  line. 

Forty-fourth  street,  from  Fifth  avenue  to  the 
old  City  line. 

Forty-fifth  street,  from  Fifth  avenue  to  the  old 
City  line. 

Forty-sixth  street,  from  Fifth  avenue  to  the 
old  City  line. 

Forty-seventh  street,  from  Fifth  avenue  to  the 
old  City  line. 

Fiftieth  street,  from  Fifth  avenue  to  the  old 
city  line. 

Fifty-first  street,  from  Fifth  avenue  to  the  old 

Fifty-second  street,  from  Fifth  avenue  to  the 
old    City    line. 

Fifty-third  street,  from  Fifth  avenue  to  the 
old  City  line. 

Fifty-fourth  street,  from  Fifth  avenue  to  the 
old  City  line. 

,1"',^'?"^,"'^  street,  from  Fifth  avenue  to  the 
old  City  line. 

,f'".y-«','^">  street,  from  Fifth  avenue  to  the 
old  City  line. 

Fifty-seventh  street,  from  Fifth  avenue  to  the 
old  City  line. 

Fifty-eighth  street,  from  Fifth  avenue  to  the 
old   City  line. 

Fifty-ninth  street,  from  Fifth  avenue  to  the 
old  City  line. 

Eighth  avenue,  from  Thirty-ninth  street  to  the 
old    City   line. 

ALSO    FOR    GRADING    AND    PAVING- 

Fortieth  street,  from  Third  avenue  to  Fourth 
avenue.  u>«ii.u 

Fortieth  street,  from  Fifth  avenue  to  Sixth  ave- 

Forty-first  street,  from  Third  avenue  to  Fourth 
avenue.  v^u.  i.u 

Forty-fifth  street,   from  Fifth  avenue  to  Sixth 

Forty-seventh  street,  from  Fifth  avenue  to 
Sixth    avenue. 

Forty-eighth  street,  from  Fourth  avenue  to 
Fifth  avenue. 

Forty -ninth  street,  from  Fourth  avenue  to 
the  old  City  line. 

Fiftieth    street,    from    Third    avenue   to  Fourth 

Fiftieth  street,  from  Fourth  avenue  to  Fifth 
avenue. 

Fiftieth  street,  from  Fifth  avenue  to  Sixth 
avenue.  uialu 

Fifty-first  street,  from  Third  avenue  to  Fourth 
avenue. 

Fifty-first  street,  from  Fourth  avenue  to  Fifth 
avenue. 

Fifty-first  street,  from  Fifth  avenue  to  Sixth 
avenue.  kji^.!." 

Fifty-third  street,  from  Third  avenue  to  Fourth 
avenue.  ""n.^ 

Fifty-fourth  street,  from  Fifth  avenue  to  Sixth 
avenue. 

Fifty-sixth  street,  from  Third  avenue  to  Fourth 
avenue. 

Fifty-sixth  street,  from  Fourth  avenue  to  Fifth 
avenue. 

Fifty-sixth  street,  from  Fifth  avenue  to  Sixth 
avenue. 

Fifty-eighth  street,  from  Fifth  avenue  to 
Seventh  avenue. 

Fifty-ninth  street,  from  Third  avenue  to 
Fourth  avenue. 

Fifty-ninth  street,  from  Fourth  avenue  to 
Fifth  avenue. 

Fifty-ninth  street,  from  Fifth  avenue  to  Sixth 
avenue. 

ALSO    FOR    OPENING    AND    GRADING    AND 
PAVING. 

Fortieth  street,  from  Fourth  avenue  to  Fifth 
avenue. 

Forty-first  street,  from  Fourth  avenue  to  Fifth 
avenue. 

„.To'"'5'"Second    street,    from    Fourth    avenue    to 
Fifth   avenue. 

Forty-third  street,  from  Fourth  avenue  to  Fifth 
avenue. 

Forty-fourth  street,  from  Fourth  avenue  to 
Fifth  avenue. 

Forty-fifth  street,  from  Four  avenue  to  Fifth 
avenue. 

Forty-sixth  street,  from  Third  lavenue  to 
Fourth  avenue. 

Forty-sixth  street,  from  Fourth  avenue  to 
avenue. 

Forty-seventh  street,  from  Fourth  avenue  to 
Fifth  avenue. 

Fifty-second  street,  from  Fourth  avenue  to 
Fifth  avenue. 

Fifty-fourth  street,  from  Third  avenue  to  Fifth 
avenue. 

Fifty-fifth  street,  from  Third  avenue  to  Fifth 
avenue. 

Fifty-seventh  street,  from  Third  avenue  to 
Fifth  avenue. 

Fifty-eighth  street,  from  Third  avenue  to 
Fifth  avenue. 

ALSO  FOR   OPENING: 

Forty-second  street,  from  Fifth  avenue  to  the 
old  City  line. 

Fiftieth  street,  from  Third  avenue  to  Fifth 
avenue. 

Fifty-first  street,  from  Third  avenue  to  Fifth 
avenue. 

Fifty-sixth  street,  from  Third  avenue  to  Fifth 
avenue. 

Fifty-ninth  street,  from  Third  avenue  to  Fifth 
avenue. 

ALSO  FOR  GRADING: 

Forty-second  street,  from  Seventh  avenue  to 
the  old   City  line. 

ALSO   FOR   GRADING.   PAVING   AND   STREET 
BASINS: 

Fifth  avenue,  from  Thirty-ninth  street  to  the 
old  City  line. 

HERMAN   A.   METZ, 
.    .,         _  Comptroller. 

City  of  New  York.  Department  of  Finance, 
Comptroller's  office,  November  28,  1906. 
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publtc  "Wottces. 


CORPORATION     SALE     OF    BUILDINGS    AND 
APPURTENANCES     THERETO      ON      CITY 
REAL  ESTATE. 
At    the    request    of    the    President   ot   the   Bor- 
ough   o£    The    Bronx,    public    notice    is    hereby 
given    that    the    Commissioners    ot    the    Sinkiog 
Fund  of  the  City  of  New  York,  by  virtue  of  the 
powers    vested    in    them    by    law,    will    offer    for 
sale    at    public    auction    the    buildings,    parts    ot 
buildings,     etc.,     standing    within    the    lines    of 
property   owned   by   The   City  ot   New   York  ac- 
quired   for   street   purposes   in    the 

BOROUGH  OF  THE  BRONX, 
being  a  portion  ot  a  building  situated  on  the  cor- 
ner ot  Morris  Park  Avenue  and  Taylor  Street, 
in  the  ^4th  Ward,  Borough  of  The  Bronx,  City 
ot  New  York,  more  particularly  described  on  the 
map  on  flle  in  the  office  ot  the  Collector  of  City 
Revenue  Department  of  Finance,  Room  141,  No. 
i;sO  Broadway,  Manhattan.  The  sale  will  take 
place  on 


HERBERT  A.  SHERMAN 

REAL  ESTATE 

AUCTIONEER,     BROKER 

APPRAISER,  AGENT 

GROUND    FLOOR    A8T0R    BUILDING 

0  Piae  and  10  Wall  St.. 

Optowii  Offloe.  530  and  532   FIFTH   AVENUE 

corner  •i4th  St..  under  5th  Ave.  Bank 
Tel.  Connections.     Trivate  Wire  Between  Offices 


FRIDAY,   DECEMBER   14,    190C, 
on   the  premises,   at  11   A.    M.,   and  will  be  sold 
at  the  highest  marketable  price  on  the  following 
TERMS  AND   CONDITIONS. 
Cash   payment  in   bankable   funds  at   the   time 
and  place  ot  sale,  and  the  entire  removal  ot  the 
buildings,     parts     ot     buildings,     etc.,     standing 
within  the  lines  ot  said  streets,  from  the  streets, 
by  the  purchaser  or  purchasers  Immediately  after 
the   sale.      It   the   purchaser   or'  purchasers   fall 


to  effect  a  removal  within  thirty  days,  he  or  they 
shall  forfeit  his  or  their  purchase  money  and 
the  ownership  ot  the  buildings,  parts  of  build- 
ings, etc..  and  The  City  of  New  York  will  cause 
the  same  to  be  removed  without  notice  to  the 
purchaser. 

Purchasers  to  be  liable  tor  any  and  all  dam- 
ages of  any  kind  whatsoever  by  reason  of  the 
occupation  or  removal  of  said  buildings,  parts  of 
buildings,  etc. 

The  bidder's  assent  and  agreement  to  the  above 
terms  and  conditions  are  understood  to  be  Im- 
plied by  the  act  of  bidding. 

By  direction  ot  the  Comptroller,  sales  ot  the 
above  described  property  will  be  made  under  the 
supervision  of  the  Collector  ot  City  Revenue  at 
the    time    stated    herein. 

Full  particulars  ot  sale  can  be  obtained  at  the 
office  of  the  Collector  ot  City  Revenue,  Room  141, 
Stewart  Building,  No.  280  Broadway,  Borough 
of    Manhattan. 

H.    A.    METZ, 
Comptroller. 

City  of  New  York.  Department  of  Finance, 
Comptroller's  Office.  November  26,  1906. 


CONVEYANCES 


Whenever  the  letters  Q.  C,  C.  a  G.  and  B.  &  S.  occur,  preceded  by 
the  name  of  the  grantee,  they  mean  as  tollows: 

isi— y  U  )s  an  abbreviation  tor  Quit  Claim  deed.  1.  e..  a  deed 
wherein  all  the  right,  title  and  interest  o£  the  grantor  is  conveyed, 
omitting  all  covenants  and  warranty. 

■^d  — C  a.  G.  means  a  deed  containing  Covenant  against  Grantor 
only  in  which  he  covenants  that  he  hath  not  done  any  act  whereby 
the  estate  conveyed  may  be  impeached,  charged  or  encumbered. 

cid.— B.  &  S.  is  an  abbreviation  for  Bargain  and  Sale  deed,  wherein, 
aitnough  the  seller  makes  no  expressed  consideration,  and  thus  Im- 
pliedly claims  to  be  the  owner  ot  it.  The  street  or  avenue  numbers 
given  in  these  lists  are.  in  all  cases,  taken  from  the  insurance 
maps  when  they  are  not  mentioned  in  the  deeds.  The  numbers,  it 
will  occasionally  be  found,  do  not  correspond  with  the  existing  ones, 
owing  to  there  having  been  no  oificial  designation  made  ot  them  by 
the  Uepartment  of  Public  Works. 

4th  —The  Urst  date  is  the  date  the  deed  was  drawn.  The  second 
date  IS  the  date  o£  filing  same.  When  both  dates  are  the  same,  only 
one  is  given.  ^    .^^    -m    ^       ^     ,a,   » 

oth.— Tne  figures  in  each  conveyance,  thus,  2:482— 10.  denote  that 
the  property  mentioned  is  in  section  2.  block  482,  lot  10. 


November  23,  24,  20,  27  and  28. 
BOROUGH   or  ICANKATTAK. 


24.lx80.lx 


Bleecker  st.  Nos  2li5  and  207,  e  s,  71. 2  n  Cornelia  st. 
22  llxSO.l.  two  ci-sty  brk  tenements  and  stores.     Clifford  T  Link 
DEVISEE   Mary   A   Link   to   Chas   W   Link,   ot   Maplewood,   N   J. 

1-U  part.     Mort  $ .     Nov  20.     Nov  28,  19U0.     2:5U0— a  and  b. 

A  ifll.O0O-$13,0UO.  ,poin 

Broad  st,   Nos  25  to  33  |s  e  cor  Exchange  pi,  owned  by  party  2d| 
E.xchange  pi,  Nos  44  to  00  |    part.  I 

Broad  st.  Nos  35  and  37,  owned  by  part  2d  part.  I 

Encroachment  agreement.  Broad  Exchange  Co  with  Hermann 
H  Cammann  et  al  EXRS,  &c,  Anna  M  Cammann  et  al.  Nov  14. 
Nov   23,   lyOO.      1;25.  "o™ 

Broome  st.  No  128.  n  s,  25  w  Pitt  st,  25x60,  5-sty  brk  tenement 
and  store.  Agnes  McGinnis  and  ano  to  Morris  Grunspan  and 
Benjamin  Appel.  Mort  $21,000.  Nov  23,  1900.  2:342—01.  A 
$14,000— iflS.OOO.  other   consld  and   100 

Broome  st.  No  518  |n  e  s,  at  s  e  s  Thompson  st,  20x50,  3-sty  frame| 
Thompson  st.  No  -"U|     (brk  front)   tenement  and  store.  | 

Broome  st.  No  510,  n  s,  19.11  e  Thompson  st,  20.3x49.10x20.2x50,1 
2-sty    brk    tenement    and    store.  I 

Otto  Rosentreter  to  City  Real  Estate  Co.  Q  C.  Nov  16.  Nov 
20,   1906.     2:488—41  and  42.     A  $23,500— $^5,500.  25 

Cherry  st.   No  OS  |n  s,  55.3  w  New  Chambers  st,  16.9x79.8  to 

New  Chambers  si,  No  88|  New  Chambers  st,  623.1x01.1,  3-sty  brk 
tenement  and  store.  Robert  Wallace  Jr  to  Valencia  Realty  Co. 
Mort  $18,000.  Nov  23.  Nov  27,  1900.  1:111—4.  A  $15,000— 
$18,000.  nom 

Chrystie  st.  No  33,  n  w  s,  11S.2  s  w  Canal  st,  17.10x100,  2-sty  brk| 
loll  and  store  building.  I 

Chrystie  st,  No  35,  n  vv  s,  100.2  s  w  Canal  st,  18x100,  2-sty  brk| 
loft  and  store  building  and  1-sty  brk  building  in  rear.  | 

James  T  Horn  et  al  HEIRS,  &c,  Lydia  S  Horn  to  Annie  L  Horn. 
%  parts.  B  &  S.  Nov  27.  Nov  28,  1906.  1:290—27  and  28. 
A  $1^0,000— $22,000.  nom 

Chrystie  st.  No  28,  e  s.  abt  200  n  Bayard  st,  25x100,  6-sty  brk 
tenement  and  store  and  6-3ty  brk  tenement  in  rear.  Susan  H 
Geissenhainer  to  Frederick  W  Hunter.  B  &  S.  Nov  22.  Nov 
27,   1906.     1:291—7.     A  $18,00O-$20,000.  nom 

Cortlandt  st,  No  10.  | 

Broadway,  No  177.  j 

Agreement  to  remove  pipe  supports,  &c.  Century  Realty  Co  and 
Island  Realty  Co  with  Waterman  Building  Co.  Nov  20.  Nov 
20,   1900.     1:03.  nom 

Crosby  st.  Nos  65  to  73  |s  e  cor  Spring  st.  92.4x100x100x100.  3 
Spring  st,  Nos  72  to  78  |  and  4-sty  brk  loft  and  store  buildings 
and  two  2-sty  brk  tenements  and  stores.  Fredk  M  Hilton  TRUS- 
TEE Thos  F  Carhart  to  Pincus  Lowenfeld  and  William  Prager. 
Nov  1.  Nov  26,  1906.  2:482—13,  15  and  16.  A  $72,000— $83,- 
000.  130.000 

Division  st.  No  215,  s  s,  7©  e  Clinton  st,  23.4x54.6x23.4x54.9,  4-sty 
brk  tenement  and  store.  Anna  0  Becker  et  al  to  Jacob  Horo- 
witz and  Nathan  Bloom.  Mort  $5,000.  Nov  23,  1900.  1:286—78. 
A  $10,000— $15,000.  ■  other  consid  and  100 

Fletcher  st,  Nos  30  to  40,  n  s,  75.5  w  South  st,  runs  n  30.11x  again 
n  31.7  X  w  42.9  x  s  0  x  w  17.10  x  s  24.8  x  w  8.10  x  s  31.0  to  st, 
x  e  09.2  to  beginning,  vacant.  Carson  Brevoort  et  al  by  The  Home 
Trust  Co  of  N  Y,  GUARDIAN  to  James  J  Head,  Brooklyn.     All 

title.      Nov   21,  .  Nov   27,    1906.      1:72—11.      A   $17,600—$ . 

22,000 
Same  property.     James  J  Head  to  Rogers  &  Pyatt,  a  corporation. 
Mort   $18,000.     Nov  26.     Nov  27,   1906.     1:72. 

other  consid  and  100 
Front    st.    No    36.      Order    appointing    RECEIVER    ot    Norman    A 
Lawlor   in   matter   of   application   ot   John   Quinn   as   TRUSTEE 
Thomas   Connell.     Nov  17.      Nov  23,   1906.     1:7.       order  of  court 
Front  st,  No. 293      |s   w  cor   Roosevelt   st,   32.11x64.4x28.10x63  3. 
Roosevelt  st.  No  133  |     6-sty   brk   loft   and  store   building.      Wm  H 
?^^^o"',^''■■^  ^g'»"y  Co.     Mort  $15,500.     Nov  24.     Nov  26,  1906. 
1:108-16.     A  $15,600-124,000.  nom 


Grand  st.  No  354   |n    e   cor   Essex   st,   25x58,   6-sty   brk   tenement 

Essex  St.  No  56  |  and  store.  Dora  wife  Harris  Sokolski  to  Al- 
bert Sokolski.  %  part.  Mort  %  ot  $40,000.  Nov  27.  Nov  28, 
1906.      2:351—30.      A   $30,000— $50,000.  other   consid   and   100 

Greenwich  st.  No  803,  e  s,  36.1  s  Jane  st,  24x82.7x24x83.9,  4-sty 
brk  loft  and  store  building.  Ada  wife  and  Cyrenius  Beers  to 
Leopold  D  V  Shea.  Mort  $15,500.  Aug  18.  Rerecorded  from 
Aug  31,  1906.     Nov  26,  1906.     2:625—3.     A  $8,500— $15,000. 

other   consid   and   100 

Hamilton  pi,  Nos  93  and  95,  e  s,  47.3  n  141st  st,  61.3x81.5x56.5x 
105.4,  fi-sty  brk  tenement.  Wm  Weinberg  et  al  to  Abraham 
Joachim.     Mort  $68,000.     Nov  21.     Nov  23,  1906.     7:2073. 

other  consid  and  100 

Hamilton  st.  No  13,  n  s.  151.4  e  Catharine  st,  25x31,  5-sty  brk 
tenement  and  store.  Max  Bache  et  al  to  Placido  Morello.  Mt 
$7,000.     Nov  23.     Nov  27.  1906.     1:253—70.     A  $4.000— $9,000. 

other  consid  and  100 

Houston  St.  No  128  |n  e  cor  Sullivan  st,  25x100,   6-sty  brk 

Sullivan  st,  Nos  167  and  109|  tenement  and  store.  Carmine  and 
Cristina  Minetti  to  Luigi  Minetti.  1-3  part.  Mort  $76,300.  Nov 
27.     Nov  28.   1906.     2:525—32.     A  $29.000— $60,000.  nom 

Houston  St.   No  128  |  n  e  cor  Sullivan  st.  25x100,  0-sty  brk 

Sullivan  st,  Nos  167  and  169|  tenement  and  store.  Pasquale  Vig- 
giano  et  al  to  Carmine  Minetti.  Mort  $73,000.  Nov  1.  Nov  27, 
1906.      2:52.5—32.      A   $29.000— .$60,000.         other   consid   and   100 

Ludlow  st.  No  121,  w  s,  abt  138  s  Rivington  st,  19x87.6.  3-sty  brk 
building.  Jacob  C  Rubenschtein  to  Chebra  Anche  Kadische  So- 
chochow.  Correction  deed  Nov  21.  Nov  23.  1906.  2:410—20. 
A    $12,500— exempt.  nom 

Ludlow  st.  No  38,  e  s,  100.3  n  Hester  st,  25.3x87.6x25.2x87.6, 
5-sty  brk  tenement  and  store.  Dora  Sokolski  to  Albert  Sokolski. 
Vi  part.  Mort  14  of  $25,000.  Nov  27.  Nov  28,  1906.  1:310—3. 
A  $18,000— $26,000.  nom 

Macdougal  st.  No  8,  s  e  s,  115.8  n  e  Spring  st.  22x76.1x21x75,  with 
all  title  to  alley  adj.  2-sty  brk  stable.  Austin  Leake  to  Eagan 
&  Leake,  a  corpn.  Mort  $21,000.  Jan  2.  Nov  28,  1906.  2:501— 
4.      A   $10,000— $11,500.  other   consid   and   100 

Madison  st.   No  225     In   w  cor  Jefferson  st,  26.1x100.4,  6-sty  brk 

Jefferson  st.  No  38        |     tenement  and  store, 
to  Harris   Shedlinsky.     B  &  S.     Nov  22. 
—46.      A   $25,000— $55,000. 

Same  property.     Release  dower. 
May  2,   1900.     Nov  23.   1906. 


Esther  Lidz  and  ano 
Nov  23,  1906.     1:271 
nom 
Tauba  Shedlinsky  widow  to  same. 
1:271.  nom 


Monroe  st.  No  82,  s  s,  59.5  e  Pike  st,  27.4x100x27.6x101,  6-sty  brk 
tenement  and  store.  Samuel  Schechner  to  Israel  Guttarb.  Mort 
$43,500.     Nov  15.     Nov  28.  1906.     1:255—54.     A  $17,000— $32.- 

000.  other  consid  and  100 
Morton    st.    No   50.    s    s.    273.2   e   Hudson    st,    18.2x100,   4-sty   brk 

dwelling.  FORECLOS.  Oct  24.  Harry  Greenberg  referee  to  Annie  T 
McDonnell.  All  liens.  Nov  20.  Nov  26,  1906.  2:583—19.  A 
$10,000— $12,000.  12,900 

Mott  st,  No  191,  w  s.  abt  248  n  Broome  st,  25x100.  6-sty  brk  tene- 
ment and  store.  Katharine  Van  Valkenburg  to  Fernando  Wood, 
of  Englewood.  N  J.  B  &  S.  Mort  $10,000.  Nov  27.  Nov  28, 
1900.     2:480—30.     A  $15.000— $32,000.  nom 

New  Chambers  st.  No  55jn  e  s,  at  w  s  ot  Roosevelt  st,  27.3  on  New 

Roosevelt  st.  No  59  |     Chambers  st  and  20.2  n  Roosevelt  st  x — 

gore,  5-sty  brk  tenement  and  store.  Moses  Blank  and  ano  to 
Harry  L  Rosen.  Mort  $3,000.  Nov  26,  1900.  1:115—22.  A 
$3,700— $4,000.  other  consid   and   100 

Orchard  st.  No  20.  Agreement  appointing  TRUSTEE  to  conduct 
saloon  at  above.  Bertha  Harris  with  Samuel  Harris.  Oct  27. 
Nov  24,  1906.  

Pearl  St.  No  393,  w  s.  abt  65  s  Vandewater  st,  32x140,  5-sty  brk 
loft  and  store  building.  Release  dower.  Lucy  H  Strong  widow 
to  Edward  Dodd  EXR.  &c,  John  Strong.  Oct  4.  Nov  27,  1906. 
1:113-22.     A  $24,500-$44.000.  nom 

Pearl  st.  No  362,  e  s,  129.2  n  Franklin  sq,  27x120x12.6x120  n  s. 
5-sty  brk  tenement  and  store.  Smith  Ely  to  Harry  Kirschen- 
bluth.  B  &  S.  Nov  13.  Nov  28,  1906.  1:112—6.  A  $10,700 
—$14,000.  other  consid  and  100 

Rutgers  St.  Nos  39  to  47. 

Monroe   st.   No   125. 

35th  st.  No  424  'tt'est. 

Pearl  st.  No  393. 

63d  st.  No  132  'West. 

Waverly  pi.   No  184. 

10th  st,   Nos  154  to  158  West. 
Receipt  tor  $30,000  pursuant  to  ante-nuptial  agreement  and  cer- 
tificate of  release  of  dower.  &c.     Lucy  H  Strong  widow  of  John 
Strong  from  Edward  Dodd  EXR  John  Strong.     Oct  12.     Nov  27. 
1906.  

Stanton  st.  No  161,  s  s.  125  e  Suffolk  st,  25x100,  5-sty  brk  tene- 
ment and  store.  Peter  M  Ehatt  to  Beckie  Levitch.  Correction 
deed.     Nov  27.  1906.     2:.34!1— 17.     A  $20.000— $24,000.  nom 

St  Marks  pi.  No  75   In  s,   100  w   1st  av,  25x%   blk.  4-sty  brk  tene- 

^'5  ?,'..,„„  I     ment.    Frank  Gens  to  Max  Finkelstein.    Mort 

$18,000.  Nov  22.  Nov  23,  1906.  2:450—37.  A  $7.00O-$20.- 
600.  other   consid   and    100 

Suffolk  st,  No  (1,  w  s.  125  n  Broome  st,  25x100,  3-sty  brk  syna- 
gogue and  store  and  5-sty  brk  tenement  in  rear.  Ida  Burstein 
to  Solomon  L  Baron  and  Roman  B  Zaliels.     Mort  $20,000.     Nov 

1.  Nov  23,   1906.     2:352—59.     A  $18,000— $22,000.  nom 
Sullivan  st,  No  142,  w  s,  abt  175  n  Prince  st,  7-sty  brk  tenement 

and  store.  Max  Bache  to  Enrico  V  Pescia.  %  of  %  part.  Mort 
$53,000.     Nov  24.     Nov  27,  1906.     2:518—37.     A  $18,00O-$47  - 

100 


000. 


The  text  of  these  pages  is  copyrighted.     All  rlehta  are  resnrvnil  ».  ..       ... 

Au  rignts  are  reserved.  Notlo*  li  her«br  tlT.n  Uwt  lnfrtii««m«nt  will  U*4  to  proMoiitl<». 


December  I,  1906        Conveyance!  ^i.'OOHD     aJSD     GUIDE         Manhattan 


m 


Sullivan  st,  No  231,  e  s,  400  n  Bleecker  st,  15x100,  5-sty  brk  tene- 
ment and  store.  Gustav  Hilborn  to  Andrea  Ribaudo.  Mort  $10,- 
OUO.      Nov   27.      Nov   28,   190G.      2:. 539— 12.      A   $9,00O-$14,00O. 

nom 

Sullivan  st,  Nos  96  to  100,  n  w  s,  abt  55  n  Spring  st,  40x100.  I 

Plot  begins  at  line  bet  lands  Church  farm  or  Trinity  Church  and] 
land  Nicholas  Bayard  farm,  at  c  1  blk  bet  Sullivan  and  Macdou- 
gal  sis,  runs  n  20.S  x  w  24  x  s  13.8  x  s  e  25.4  to  beginning.  I 

0-sty  brk  stable.  I 

Austin,    Leake   to   Eagan   &   Leake,   a   corpn.      All   liens.     Jan   2. 
Nov    28,    1900.      2:504—37.      A    $.■'.7,000— $85,000. 

other   consid   and   100 

Wall  st,  Nos  79  to  85       |  s  e  cor  Pearl  st,  runs  e  72.10  x  s  40.10  x 

Pearl  st,  Nos  148  to  1521  w  4  x  s  21.8  x  w  04.8  to  e  s  Pearl  st,  x  s 
01.7  to  beginning.  13-sty  brk  loft,  office  and  store  building. 
Orient  Co  to  Fredk  W  Fieder,  Jr.  Mort  $025,000.  Nov  27,  1900. 
1:31—20.      A  $377,500— $600,000.  other  consid  and  100 

Same  property.  Frederick  W  Fieder,  Jr,  to  John  G  Agar.  Mort 
$025,000.     Nov  27,  1900.     1:31.  other  consid  and  100 

Wall  st.  No  72,  n  e  s,  60.11  v;  Pearl  st,  runs  ne37xnwl2xne 
3.4  X  n  w  10  X  n  e  4.8  x  n  w  6  x  3  w  43.2  to  st  x  s  e  28  to  begin- 
ning, 4-sty  brk  office  and  store  building.  Release  Judgment.  The 
Arlington  Co  to  N  Y  Fire  Ins  Co  of  N  Y.  Nov  26.  Nov  28,  1900. 
1:40—2.     A  $83,900— $90,000.  nom 

Warren  st,  No  53,  s  s,  100.3  e  West  Broadway.  24.9x75.9x24.5x75.7, 
5-sty  brk  loft  and  store  building.  Robt  B  Woodward  to  Fran- 
cis Hustace.  B  &  S  and  C  a  G.  Nov  28,  1906.  1:133—21.  A 
$32,300— $45,000.  other  consid  and  100 

Washington  st.  No  305  |  s  e  cor  Duane  st,  — x — ,  6-sty  brk  loft 

Duane  st,  Nos  196  and  198|  and  store  building.  Cancellation  of 
contract  recorded  Mar  29,  1900.  James  C  Sullivan  with  Vin- 
cent A  Clark.  1-8  part.  Nov  24,  1906.  1:139—45.  A  $20,- 
300— $22,000.  nom 

Watts  st.  No  51  (No  11),  s  s,  207.8  e  Varick  st,  21.2x60  to  alley 
X — x70,  with  right  to  alley,  3-sty  frame  (brk  front)  tenement. 
Alfred  G  Reeves  and  ano  EXRS  Annie  S  Miller  to  August  W 
Rabe.     Nov  27.     Nov  28,   1906.     2:477—16.     A  $8,50O-$9,.50O. 

10.350 

Waverly  pi.  No  184  |  s   w  cor  10th   st,   23.5x85.8,   3-sty   brk 

10th  st,   Nos  1,54  to   158|     tenement   and   store.      Release   dower. 
Lucy   H   Strong  widow  to   Edwd   Dodd   EXR  and  TRUSTEE  John 
Strong.     Oct  4.     Nov  27,  1900.     2:610—21.     A  $16,000— $21,000. 

nom 

White  st,  Nos  94  and  90  [plot   bounded   e  by  Elm   st, 

Lafayette  st,  late  Elm  st.  No  88,  part  of|  s  by  White  st.  w  by  No 
92  White  st  and  n  by  No  90  Elm  st,  3-sty  brk  loft  and  store  bidg 
and  3-sty  frame  loft  and  store  bldg.  Louis  H  Moos  to  Rube  R 
Fogel.  Nov  24.  Nov  26,  1906.  1:195—22  and  23.  A  $52,900— 
$57,500.  nom 

White  st,   Nos  94  and  90  |n   w   cor   Lafayette   st,   late 

Lafayette  st.  No  88.  late  Elm  st,  part  of|  Elm  st,  and  bounded  e  by 
Elm  st,  n  by  White  st,  w  by  02  White  st  and  n  by  90  Elm  st. 
3-sty  frame  and  3-sty  brk  loft  and  store. buildings.  Clyde  Realty 
Co  to  Louis  M  Moos.  Nov  21.  Nov  23,  1906.  1:195—22  and 
23.     A  $52,000— $57,500.  nom 

Whitehall  st.  No  24.  w  s,  27  s  Bridge  st,  runs  w  45.6  and  9.4  x  s 
25.6  x  e  57.11  to  st  x  n  22  to  beginning,  .5-sty  brk  loft  and  store 
building.  Edw  P  Floyd-Jones  et  al  EXRS.  &c.  Eliz  B  Under- 
bill to  Chesebrough  Building  Co.  Nov  28,  190G.  1:9—52.  A 
$39,200— $44,500.  48,500 

Willett  st,  No  30,  e  s,  137.6  n  Broome  st,  31.3x100,  4-sty  brk  ten- 
ement and  store  and  2-sty  brk  building  in  rear.  Julius  Myer  to 
Henry  Myer.  Mort  $26,000.  Nov  20.  Nov  24.  1906.  2:337— 
38.     A  $20,000— $24,000.  other  consid  and  100 

Wooster  st.  No  33,  w  s,  abt  80  n  Grand  st,  19.8x50,  4-sty  brk 
loft  and  store  building.  Jere  W  Dimick  to  Isaac  Heifer.  Mort 
$15,000.  Nov  22.  Nov  27,  1906.  2:475—26.  A  $11,000— $13,- 
000.  nom 

Same  property.  Isaac  Heifer  to  Abram  Bachrach.  Mort  $15,- 
000.     Nov  26.     Nov  27,  1906.     2:475.  other  consid  and  100 

4th  st.  No  61,  n  s,  142.5  e  Bowery,  2.5x96.2.  5-sty  brk  tenement 
and  store.  Barnet  Dorf  et  al  to  Harris  Mayer.  Mort  $21,000. 
Nov  19.     Nov  23,   1906.     2:460—56.     A  $16,000— $20,000. 

other  consid  and  1(X1 

6th  st.  No  532,  s  s,  449.7  e  Av  A,  25x97.  5-sty  brk  tenement 
and  store.  Lizzie  Luftig  to  Jennie  Wolf.  Mort  $23,000.  Nov  27. 
Nov   28,    1906.      2:401—26.      A   $13,000— $20,000. 

other  consid  and   100 

7th  st.  No  200,  s  s,  268  e  Av  B,  25x90.10,  6-sty  brk  tenement  and 
store.  Theresa  Weil  to  Irving  H  Weisberger.  Mort  $23,0(X). 
Nov  26.     Nov  28,  1906.     2:389^18.     A  $15,000— $35,000.         nom 

11th  st.  No  27,  n  s.  114.5  w  University  pi,  25x103.3,  4-sty  brk 
dwelling.  Martha  M  Rowe  et  al  to  Fredk  W  Whitrldge.  Nov  15, 
Nov  23,  1906.     2:509—30.     A  $26,500— $30,500.  100 

11th  st.  No  414,  s  s,  .369  w  Av  A,  25x94.8,  4-sty  brk  tenement  and 
store  and  4-sty  brk  tenement  in  rear.  Thomas  Krekeler  to  Sal- 
vator  Genovese.  Mort  $9,000.  Nov  28,  1906.  2:438—15.  A  $12,- 
000— $15,000.  nom 

12th  st,  Nos  634  to  638,  s  s,  233  w  Av  C,  75x103.3,  two  4-sty  brk| 
tenements  and  stores  and  1-sty  brk  building  in  rear,  and  4  and 
5-sty  brk  building  and  store.  I 

11th  st.  No  625,  n  s,  308  w  Av  C,  25x103.3.  5-sty  brk  tenement.  | 
Susan  H  Geissenhainer  to  Anna  M  Warren.  B  &  S.  Nov  22. 
Nov  27,  1900.     2:394r-26,  27,  28  and  56.     A  $40,00O-$63,00O. 

nom 

14th  st.  No  615,  n  s,  119.3  (?)  e  Av  B,  21.10x103.3,  5-sty  brk  ten- 
ement. Susan  H  Beissenhainer  to  Anna  M  Warren.  B  &  S.  Nov 
22.     Nov  27,   1900.     3:982—12.     A  $8.000— $11,000.  nom 

15th  st.  No  015,  n  s,  438  w  Av  C,  25x103.3,  5-sty  brk  tenement. 
Nathan  Goldstein  to  David  Lion.  Mort  $18,500.  Nov  24.  Nov 
26,   1906.     3:083—11      A  $6..500-$12,000.       other  consid  and  100 

17th  st.  No  37,  n  s,  535  w  5th  av,  25x92,  7-sty  brk  loft  and  store 
building.  Wm  N  Heard  to  Alfred  M  Rau.  Mort  $75,000.  Nov  23. 
Nov  24,  1906.     3:819—18.     A  $34,000— P  $.55,000. 

other  consid  and  100 

17th  st.  No  37,  n  s,  535  w  5th  av,  25x92,  7-sty  brk  loft  and  store 
building.  Simon  Rothschild  to  Wm  N  Heard,  Borough  of  Queens. 
All  liens.  May  8.  Nov  24,  1906.  3:819-18.  A  $34,000— P 
$55,000.  other  consid  and  100 

20th  st.  No  148,  s  s,  100  w  3d  av,  25x109,  4-sty  stone  front  build- 
ing. Kenneth  M  Murchison  to  Katherine  Murchison  widow  of 
Wilmington,  N  C.  C  a  G.  Aug  31.  Nov  23,  1906.  3:875— 
48.     A  $20,000— $32,000.  100 

25th  st,  Nos  220  to  226,  s  s,  258.7  w  2d  av,  80x98.9,  two  6-sty  brk 
tenements  and  stores.  Jacob  Rosenblum  to  Harris  M  Cohen.  V4 
part.  Mort  .1:96,7.50.  Feb  12.  Nov  27.  1900.  3:90.5—45  to  48 
A  $32.000—$ .  other  consid  and   100 

26th  st,  Nos  141  and  143,  n  s,  120.8  e  Lexington  av,  48.4x98.9,  va- 


cant.    Julius  B  Fox  to  Jos  L  Buttenwieser.     Mort  $23,000.     Nov 
26.     Nov  27,  1906.     3:882—33.     A  $30,000— $30,000. 

other  consid  and   100 

26th  st,  Nos  141  and  143,  n  s,  126.8  e  Lexington  av,  48.4x98.9, 
vacant.  Joseph  L  Buttenv.'ieser  to  Julius  B  Fox.  Mort  $23,()00. 
Nov   26,    1900.      3:882—33.      A   $30,000— $30,000. 

other   consid   and   1(X) 

28th  st.  No  105,  n  s,  80  e  4th  av,  22.6x98.9,  4-sty  stone  front  ten- 
ement. James  M  Burke  to  Julia  Burke.  Mort  $15,000.  Nov  22. 
Nov  24,   1906.     3:884^5.     A  $18,000— $20,000. 

other  consid  and  100 

31st  st.  No  421,  n  s,  300  w  0th  av,  -25x98.9,  5-sty  brk  tenement. 
Theresa  Weil  to  Irving  H  Weisberger.  Mort  $19,(X)0.  Nov  26. 
Nov  28,  1900.     3:729—23.     A  $9.00O-$23,00O.  nom 

35th  st.  No  424,  s  s,  275  w  Oth  av,  25x9S.9,  5-sty  stone  front  ten- 
ement. Release  dower.  Lucy  H  Strong  widow  to  Edward  Dodd 
EXR,  &c,  John  Strong.  Oct  4.  Nov  27,  1906.  3:732—53.  A  $9,- 
500-$22,00(.l.  nom 

37th  st.  No  119,  n  s,  125  w  Lexington  av.  25,x98.9,  2-sty  brk  stable. 
Anson  W  Hard  to  Adeline  M  E  Peters.  Nov  28,  1906.  3:893— 
14.     A  $40,000— $44,000.  other  consid  and  100 

38th  st.  No  70,  s  8,  75  e  Oth  av,  25x98.9.  5-sty  brk  tenement  and 
store.  Harry  M  Austin  to  Daniel  B  Freedman.  Mort  $70,000. 
Oct  22.     Nov  27,  1906.     3:839-84.     A  $67,000— $87,000. 

other  consid  and  1(X) 

Same  property.  Daniel  B  Freedman  to  Alfred  V  Barnes.  N  Y,  and 
Harriet  B  Newberry  of  Detroit,  Mich.  Mort  $70,000.  Nov  26. 
Nov  27,  1906.     3:839.  other  consid  and  100 

38th  st,  Nos  247  to  253,  n  s,  274.4  e  8th  av,  68.5x98.9,  four  4-sty 
brk  dwellings.  Richard  Vallender  to  Lulu  Quigg.  All  liens. 
Nov  27.     Nov  28,   190<j.     3:788—20  to  23.     A  $44,000— .$50,000. 

other  consid  and   100 

38th  st,  Nos  264  and  266,  s  s,  150  e  8th  av,  33.4x98.9,  two  4-sty 
brk  dwellings.  Fort  Amsterdam  Realty  Co  to  Earl  G  Pier.  Mort 
$30,000.     Nov  28,  1906.     3:787—77  and  78.     A  $22.000— $27,000. 

other  consid  and   100 

Same  property.  Earl  G  Pier  to  Fort  Amsterdam  Realty  Co.  Mort 
$30,000.     Nov  28,  1906.     3:787.  other  consid  and  100 

39th  st.  No  441  n  s,  250  e  10th  av,  25x98.9,  5-sty  brk  tenement 
and  store.  Theresa  Weil  to  Irving  H  Weisberger.  Mort  $12,- 
500.     Nov  26.     Nov  28,   1906.     3:737—12.     A  $9,000— $14,000. 

nom 

41st  st.  No  5.54,  s  s,  80  e  11th  av,  20x74.1,  2-sty  brk  building  and 
store  and  1-sty  brk  building  in  rear.  John  Louis  and  Marie  his 
wife  to  Carolina  Haerlin.  Nov  19.  Nov  24,  1906.  4:1069— 6lB. 
A   $3,500— $4,000.  .  nom 

Same  property.  Carolina  Haerlin  to  John  Louis  and  Marie  his 
wife.     Nov  20.     Nov  24,  190<J.     4:1069.  nom 

45th  st.  No  431,  n  s,  375  w  Oth  av.  25x100.5,  5-sty  brk  tenement. 
Geo  H  Hinnau  and  ano  TRUSTEES  John  Peppier  to  M  Magda- 
lena  Peppier  TRUSTEE  John  Peppier.  Q  C.  Nov  22.  Nov  23 
1906.     4:10.5.5—17.     A  .$9.000— $17,000.  nom 

45th  st.  No  131,  n  s,  65  e  Lexington  av,  runs  n  29  x  e  5.6  x  n  31 
X  e  15.6  X  s  60  to  st  x  w  21  to  beginning,  4-sty  brk  dwelling. 
Wm  T  Keleher  to  Chas  S  Faulkner.  Mort  $10,000.  Nov  28,  1906. 
5:1300—231/^.     A  $12,500— $20,000.  nom 

49th  St.  No  251,  n  s,  80  w  2d  av.  18xl(X).5,  4-sty  stone  front  dwell- 
ing. August  H  Drucker  and  ano  EXRS  John  H  Frecking  to  Joseph 
G  Leikens.  Mort  $4,000.  Nov  24.  Nov  20,  1900.  5:1323— 
2ly2.     A  $7.000— $9,000.  13  500 

49th  st.  No  251,  n  s,  80  w  2d  av,  18x100.5,  4-sty  stone  front  dwell- 
ing. Bertha  Drucker  to  Joseph  G  Leikens.  Mort  $5,500  Nov 
24.     Nov  26,  1906.     5:1323—211/2.     A  $7.000— .$9,000.  nom 

49th  st.  No  2ol,  n  s,  80  w  2d  av,  18x100.5,  4-sty  stone  front  dwell- 
ing. Bertha  Drucker  to  August  H  Drucker  and  Henry  C  Ritz 
EXRS  John  H  Frecking.  B  &  S.  Mort  $4,000.  Nov  24  Nov 
26,190(1     5:132.3-211/2.     A  $7,00O-$9,000.  13  500 

52d  st.  No  347,  n  s,  110.6  w  1st  av,  20x100.5,  5-sty  stone  front 
tenement.  Julius  Jewell  to  Bertha  Roth.  Mort  $13,800  Nov 
28,  1906.     5:1345-22.     A  $7,(X)O-$14,00O.       other  consid  and  100 

5Uh  st.  No  312,  s  s,  115  e  2d  av,  15x100.5,  3-sty  stone  front  ten- 
ement. Denis  A  McAuliffe  to  Carrie  V  McAulifte.  All  right, 
title  and  interest  as  tenant  by  entirety.  B  &  S.  Nov  23  Nov 
24,   1906.     5:1349— 47y2.     A  $6.000— $8,000.     other  consid  and  100 

59th  St.  No  .306,  s  s,  125  e  2d  av,  25x100.4,  5-sty  brk  loft  and  store 
building.  Godspeed  Realty  Impt  Co  to  Isaac  Goldberg.  Mort 
$18,000.     Nov  28,   1906.     5:1351—47.    A  $10,00O-$17,.5O0. 

,^„  other  consid  and  100 

61st  st.  No  413,  n  s,  20O  e  1st  av,  20.x92x20.2x96.7,  5-sty  brk  tene- 
ment. Carrie  Wagner  to  Louis  Meyer  Realty  Co.  Mort  $15  .500 
Nov  1.5.     Nov  28,  1906.     5:14.56-9.     A  $5,000-$13.500. 

nn^  ,       ,„-  ,_„  Other  consid  and  100 

03d  st.  No  132,  s  s,  4o0  w  Columbus  av,  2.5x100,5,  5-sty  stone 
front  tenement.  Release  dower.  Lucy  H  Strong  widow  to  Ed- 
ward Dodd  EXR.  &c,  John  Strong.  Oct  4.  Nov  27,  1906  41134 
-51.      A   $12,000-$22,000.  nom 

64th  st.  No  232,  s  s.  155  w  2d  av,  25x100.5.  6-sty  brk  tenement 
Isidor  Leipzig  to  Hyman  Hiller.  Mort  .f31.700.  Nov  20  Nov 
24,   190<j.     5:1418—31.     A  $12„500-$32,500.  lOO 

07th  st,  s  s,  1(30  w  West  End  av,  200x100.5.  vacant.  John  L  Ru- 
binsky  and  Amelia  his  wife  to  Lena  Rubinsky.  All  title.  All 
liens.      Oct    1.      Nov   27.    liWO.      4:1178.         other   consid   and   100 

Gith  st.  No  212,  s  s,  225  w  Amsterdam  av,  25x100.5,  5-sty  brk 
tenement.  Bridget  McAndrews  widow  to  Gustav  Seuter.  Mort 
$15,000.     Nov  15.     Nov  28,  1906.     4:1158-42.     A  $5,00O-$14,- 

^^^-  „  other  consid  and  i(X) 

I  Oth  st.  No  l.)i,  n  s,  289  w  3d  av,  30x100.5,  4-sty  stone  front 
dwelling.  City  Real  Estate  Co  to  Howard  Conkling.  B  &  S 
and  C  a  G.     Nov  27,   1906.     5:140.5—24.     A  $27,000-.$35,000. 

other  consid  and  100 

(Oth  st,  Nos  30  to  36,  s  s,  370  e  Columbus  av,  79.6x100.5,  four  4- 
sty  brk  dwellings.  Eben  Goodwin  and  ano  HEIRS,  &c.  Addraetta 
Goodwin  to  Samuel  B  Hamburger.  1-10  part.  Oct  31.  Nov  27 
1906.     4:1122-^7  to  49>/2.     A  $72,OOO-$127,0OO.  nom 

Same  property.  Same  to  Wm  H  Hamilton  and  Chas  H  Beckett 
firm   Hamilton   &   Beckett.      1-15  part.     Oct  31.      Nov  27    1906' 

nom 

70th  st,  No  101,  n  s,  250  w  3d  av,  20x100.5,  3-sty  stone  front 
stable.  Lewis  Hurst  and  ano  INDIVID,  EXRS,  &c,  David  Bab- 
cock  to  Mary  L  B  K  Tawney,  of  Winona,  Minn.  Q  C  Nov  16 
Nov   23,    lOOti.      5:1405-20.      A    $14.000— $17,000.  nom 

73d  st.  No  7,  n  s,  140  w  Central  Park  West,  20x102.2,  5-sty  brk 
dwelling.  Dennistown  M  Bell  to  Mary  Bell  widow,  of  Newport 
R  I.     Nov  22.     Nov  23,  1900.     4:1126—27.     A  $20,000— $55,000.' 

100 

73d  st,  n  s,  329  e  Park  av,  22x102.2,  vacant.  Wm  H  Woodin  to 
Chas  S  Guggenheimer.  Mort  $18,000.  Nov  26.  Nov  27  1906 
5:1408—14.    A  $26,000-$26,000.  other  consid  and  100 
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VGth  St  No  49  n  s,  121  e  Columbus  av.  21x102.2,  4-sty  and  base- 
ment' stone  front  dwelling.  James  Baird  to  Isabella  Baird. 
Mort  .$l5,Sw.  Jan  7,  lOOl.  Nov  23,  190G.  4:112»-6.  A  $20  - 
OOO— $37  000  4U,iJUO 

77th  st  No  309,  n  s,  119  w  West  End  av,  19x102.2,  4-sty  stone 
front  Welling.  Elizabeth  Kennelly  to  Sedohr  R  Argilagos  Mort 
.$"'0  0(10  Nov  21.  Nov  24,  190C.  4:118(>— IS.  A  $13,000— 
,t~4  500  other  consid  and  100 

7Sth  St  No  412  s  s,  1S4  e  1st  av.  20.3x102.2,  4-sty  brk  tenement. 
Solomon  De  Vries  et  al  to  Rachel  De  Vries.  Nov  10.  Nov  2(>, 
I'lOli       -   147-'-42       A    $7.."iO(l-$12,000.        other    consid    and    100 

71Hh  St.  No  33S,  s  s.  199  w  1st  av,  17x102.2,  3-sty  stone  front 
rUvellin^  Mever  W  Stein  to  Rose  Schneiderman.  Mort  }.d.omJ. 
Nov  l(i      Nov  20,  1900.     5:14.-.3-3o.     A  $(;,000-$O.K«). 

other  consid   and   KNJ 

S->d  St  No  338,  s  s,  200  w  1st  av,  25x102.2,  4-sty  stone  front  ten- 
"emeiit  Samuel  Levy  to  Samuel  Levy,  Jr,  and  Leo  Levy.  Mort 
*H  r,0<)  Nov  20.  Nov  27,  1 900.  .5:1544-35.  A  $8,500-$14,- 
OOO'        '  18.275 

83d  St  No  37,  n  s,  408.9  e  Columbus  av.  runs  n  102.2  x  e  16.3  x  s 
22  2'x  e  3.9  x  s  SO  to  st  x  w  20  to  beginning.  3-sty  and  basement 
hrk" dwelling.  Alfred  G  Reeves  and  ano  EXRS  Annie  S  Miller  to 
Babetha  Bafuch.     Nov  23,  190C.     4:1197-17.     A  $13,000-$17.-. 

S:id  st    No  122,  s  s,  275  e  Park  av,  20x102.3.  2-sty  frame  dwelling. 

Catherine  Murray  et  al  to  Michael  H  Bergin.     July  12.     Nov  28. 

1900.      5:1511-01.      A   $12.500-$17.000.  nom 

84th  st    No  325.  n  s,  290  e  2d  av,  20x102.  with  all  title  to  strip 

in   rear  20x0.2,  3-3ty  brk  dwelling.     Herman   Rosenthal   GUARD 

Lawrence  Rosenthal  et  al  to  Mathilda  Sobol  and  Rose  Weissman. 

1-8  part.     All  title.     Nov  22.     Nov  27,   liKJO.     5:1547- 12>,4.     A 


$0.500— $9,000. 


687,48 


Same   property.     Max  Rosenthal  _HEIR   David   Rosenthal   t_o   same 


All    title.      Mort    $7,000.      Nov    21 


Nov 


1906. 


5  1.547.  '  other  consid  and  100 

Same' property.  Herman  Rosenthal  et  al  HEIRS  David  Rosenthal 
to  same.  0-8  parts.  All  title.  Mort  $7,000,  Nov  22.  Nov  27. 
1906     5- 1547.  other  consid  and  100 

84t'h  St.  No  325,  n  s,  290  e  2d  av.  20x102,  with  all  title  to  strip  in 
rear,  20x0.2.  3-sty  brk  dwelling.  Release  dower.  Bessie  V  Ro- 
senthal widow  and  HEIR  David  Rosenthal  to  Mathilda  Sobol  and 
Rose  Weissman.  Mar  23.  Nov  27,  1006.  5:1547— 12^^.  A  $6,500 
-$9,000.  „^  ^  .    nom 

SSth  St.  Nos  305  and  307,  n  s,  100  e  2d  av,  50x100.8.  two  ;j-sty 
brk  tenements.  Walter  Frank  to  Max  and  Cecilia  Goetz.  C  a  G. 
Mort  $34,000.  Nov  21.  Nov  23,  1906.  5:1551—5  and  6.  A  $15,- 
0(10— $30,000.  .  nom 

00th  St.  No  248,  s  s,  75  w  23  av,  25x100.8,  5-sty  brk  tenement. 
Jacob  Freeman  to  Henrietta  Kommel.  Mort  $21  IKH).  Nov  21, 
Nov  28,   1000.     5:1535— 28y2.     A  $9,000— $21.(Kiil. 

other   consid   and    100 

91st  st,  Nos  25  and  27,  n  s,  30.8  w  Madison  av,  51.1x100.8.  vacant. 
FORECLOS.  Alfred  Katzenstein  referee  to  Andrew  Carnegie. 
Nov  23.  11M16.     5:1503—14  and  15.     A  $83,5(X)— $85,000.        95,000 

93d  st,  No  270,  s  s,  30  e  West  End  av,  runs  s  26.5  x  e  20  x  s  15  x  e 
12  X  n  41.5  to  st  x  w  32  to  beginning,  5-sty  brk  dwelling.  Wal- 
ter T  Rosen  to  Agnes  Livingston.  Mort  $17,(X)0.  Nov  23.  Nov 
28,   1906.     4:1240—00%.     A  $9,00O-$19,000.  nom 

94th  St.  No  241,  n  s,  131.4  w  2d  av,  25.9x100.8,  5-sty  brk  tenement. 
Louis  Fisch  et  al  to  Abraham  Geller.  Mort  $20,000.  Nov  19. 
Nov  27,   lOOlI     5:1510-10.     A  $7,000— $14,000. 

other  consid  and  100 

94th  St.  Nos  329  to  339,  n  s,  100  w  1st  av,  1.50x100.8,  three  6-sty 
brk  tenements  and  stores.  Nathan  Navasky  et  al  to  Achille  and 
Theodore  Ginzbourger.  Mort  $120,000.  Nov  23.  Nov  24.  1900. 
51,-,,-,7_17   to  22.     A  $39.000—.$ .  other  consid  and  100 

94lh  st,  Nos  329  to  339,  n  s.  100  w  1st  av,  1.50x100.8.  three  6-sty 
brk  tenements  and  stores.  Wm  H  Sage  to  Moses  Kinzler.  % 
part.  Q  C  and  correction  deed.  Nov  22.  Nov  23,  lOOt!.  5:1557 
—17  to  22.     A  $39,000—$ .  nom 

95th  st.  No  118,  s  s.  224.6  w  Columbus  av,  old  line,  24.10xl(X).8. 
3-sty  brk  dwelling.  David  A  Bernstein  to  Irving  I  Kempner. 
Mort  $11,000.     Nov  28.  1906.     4:1225-41.     A  $12,1)00— $15,000. 

other   consid    and    100 

95th  st.  No  lis,  s  s.  199.8  w  Columbus  av,  24.10xl(K).8,  3-sty  brk 
dwelling.  Irving  I  Kempner  to  David  A  Bernstein,  of  Hoboken, 
N  J.     Nov  27,  1900.     4:122,5—1].     A  $12,0OO-$15,000. 

other  consid  and  100 

97th  st.  No  lis,  s  s,  275  e  Park  av,  25xl(X).ll,  5-sty  stone  front 
tenement.  John  L  Moriarty  to  Alice  M  wife  of  John  L  Moriarty 
and  John  Donohue.  Mort  $25,000.  Nov  23.  Nov  26,  1906. 
6:1624—01.      A   $8  .500— .$24,000,  nom 

98th  st,  Nos  2.S9  and  291,  on  map  Nos  2,''>5  and  237,  n  s,  75  w  2d 
av,  50x100.11.  6-sty  brk  tenement  and  store.  Joseph  Wolf  et  al 
to    Abraham    Rothstein.      2-3    parts.      All    title.      Mort   $40,000. 

Nov  23,   1906.     6:1048—20  and  20%.     A  $14.000—$ . 

other  consid  and  100 

99th  st.  No  150,  s  s,  2(13.5  e  Amsterdam  av,  15.4x80.8x15.4x79.11, 
.3-sty  and  basement  brk  dwelling,  Essie  Yigdoll  to  Benjamin 
Yigdoll.  >/■  part.  All  title.  Mort  $7,000.  Nov  26.  Nov  27, 
1906.      7:1853— .53V4.     A   $4,.500— $7,.50<.).         other  consid   and   100 

100th  st.  No  203,  n  s,  200  e  Broadway,  24.9x51.10x25.8x51.10, 
3-sty  brk  tenement  and  store.  Joseph  P  Conway  to  Michael 
Carlos,  of  Brooklyn.  Mort  .$5,.50O.  Nov  28,  19015.  7:1872— 
27.     A  $7.500— $13,000.  exch 

]02d  St.  Nos  122  and  124.  s  s,  325.7  w  Columbus  av,  52x100.11. 
two  5-sty  stone  front  tenements.  Wm  Dann  to  Emanuel  E  Fox. 
Mori  $44..5O0.  Nov  22.  Nov  23,  1900.  7:18.50—46  and  47.  A 
$21.(100- $5i;.000.  other   consid   and    KX) 

102d  St.  No  102.  s  s.  27  e  Park  av,  28x75,  5-sty  brk  tenement 
and  store,  Samuel  Goldstein  to  Leontine  A  Marx.  Mort  $20,- 
000.     Nov  22.     Nov  26,  1906.     6:1629—71.     A  .$4..500— $15,000. 

100 

]02d  st,  Nos  122  and  124,  s  s,  .325.7  w  Columbus  av.  52x100.11. 
two  5-sty  stone  front  tenements.  New  Amsterdam  Realty  Co  to 
Wm  Dann.  Mort  .$44,.5O0.  Dec  30,  1904.  Rerecorded  from  Jan 
5,  1905.     Nov  23.  1900.     7:18.5(j— 40  and  47.     A  $21.(XK)— $52,0(M). 

other   consid   and   100 

102d  st,  No  171,  n  s,  275  e  Amsterdam  av,  25.\90  10x25x96.8,  5-sty 
bi'k  tenement.  Jacob  Freeman  to  Ray  Freeman.  Mort  $21,000. 
Nov   15.      Nov  24,   190U.     7:1857—12.     A. $9,800— $21,500. 

other  consid   and   100 

]03d  st.  No  161,  n  s.  ISO  w  3d  av,  .30x100.11.  4-sty  brk  tenement. 
Kleanora  Oberender  to  Michael  Mahoney.  Mort  $10.(XtO.  Nov 
26.   1900.     0:1631-29.     A   .$9..500— $20.01K).  nom 

lOilth  St.  Nos  305  and  307,  n  s,  100  e  2d  av,  57x100.10,  two  0-sty 
brk  tenements  and  stores.  Samuel  B  Cooper  to  Louis  Levin.  ^ 
part.  All  title.  Mort  $70,000.  Nov  1.  Nov  23.  ]9(Mj.  0:1681 
—5   and  6.     A   $14,000— $.58,000.  other   consid  and   100 


111th  st,  Nos  507  to  511,  on  map  Nos  .507  and  509,  u  s,  150  w  Am- 
sterdam av.  62.6x100.11,  6-sty  brk  tenement,  Siegfried  Blumen- 
krohn  to  41ex  D  Lewis,  of  Brooklyn.  Mort  $.85,0(.10.  Nov  27. 
Nov  28,   1906.     7:1883-22.     A  .$.30.(KXI— $100,000.  nom 

111th  St.  Nos  .507  and  509,  n  s.  1.50  w  Amsterdam  av.  62.6x100.11, 
0-sty  brk  tenement.  Bernard  Crystal  to  Siegfried  Blumenkrohn. 
Mort  .$85,000.  Nov  2(5.  Nov  28,  1906.  7:1883—25.  A  $30,000 
.^](X)  000.  other  consid  and  100 

112th  st!  No  105.  n  s,  80  e  Park  av,  18.9x100.11,  2-sty  brk  dwell- 
ing Clara  Glauber  to  Hawthorne  Building  Co.  Mort  $7,000. 
Nov  23.     Nov  26,   1906.     0:1640—5.      A  $5.500— $0,000. 

other  consid   and   1(X) 

n2th  st,  Nos  .540  to  540,  s  s.  250  e  Broadway,  100x100.11,  two 
0-sty  brk  tenements.  Joseph  Kleinfeld  et  al  to  Meyer  Vesell.  % 
part.  Mort  $105,240.01.  Nov  27.  Nov  28,  MOO.  7:1883— .50  to 
.53.     A  $48.(HK)— ,$ .  other  consid  and  K.K) 

114th  st,  No  2o,  s  s.  209  w  5th  av,  17.8x100.11,  3-sy  and  basement 
stone  front  dwelling.  Samuel  Eckert  to  Louis  and  Pauline  Bro- 
ter.  Mort  $10..500.  Nov  24.  Nov  27,  IttOO.  6:1.597 — 14.  A 
if7,(H)0— $11..5<I0.  other  consid  and  100 

114th  St.  No  :14.  s  s.  ,334.4  w  5th  av.  17.6x100.11,  3-sty  and  base- 
ment brk  dwelling.  Sigmund  Morgenstern  to  Saml  Grodginsky. 
Mort  $9,(MK).     Nov  26,  1903,     0:1597—49.     A  $7.500-$10.500. 

other   consid   and   100 

114th  st.  No  .34,  s  s,  334.4  w  5th  av,  17.6x100.11.  3-sty  and  base- 
ment brk  dwelling.  Sigmund  Morgenstein  to  Saml  Grodginsky. 
Q    C.      Nov   26,    19(l(i,      6:1.597—49.      A   $7,500— $10.5(K). 

other  consid  and   100 

114th  st.  No  40,  s  s.  414  e  Lenox  av,  17.8x100.11,  3-sty  and  base- 
ment brk  dwelling.  Alfred  W  Franke  to  Jacob  Schefkowitz. 
Q  C  and  correction  deed.  Nov  7.  Nov  20,  1906.  6:1.597 — .54%. 
A  $7.000— $10,500.  100 

Same  property.  Jacob  Schefkowitz  to  Resi  Herskovitz.  Mort 
$11,00(1.     Nov  21.     Nov  26,  1906.     6:1.597.  other  consid  and  100 

115th  st.  No  120.  s  s.  3.50  w  Lenox  av.  25x100.11,  5-sty  stone  front 
tenement.  Belle  Goldsmith  to  Eleanor  A  Freaney.  Mort  $20,000. 
Nov  27.      Nov  28,   1906.     7:1824—50.     A  $11,000— $25,000. 

other  consid  and  100 

110th  st.  No  409,  n  s,  119  e  1st  av.  20x100.11,  3-sty  stone  front 
dwelling.  Cynthia  K  Wheeler  to  Eva  K  Rhoads.  Nov  23,  1906. 
(!:171(>— 7.      A   .$4,S00— .$9.(;k:)0.  other   consid   and   100 

116th  st.  No  409.  n  s.  119  e  1st  av,  20x100.11.  3-sty  stone  front 
dwelling.     Eva  K  Rhoads  to  Cvnthia  K  Wheeler.     Nov  26.     Nov 

27,  1906.     0:1710—7.     A  $4,800— .$9,000.  other  consid  and  1(X» 
117th  st.   No  304,   s  s,   105  e  2d  av.  20x100.11,  4-sty  stone   front 

tenement.  Marziano  Marino  to  Alfonso  Mistretta.  Mort  $13,000. 
Nov  24,     Nov  27.  1906.     0:1688—49.     A  $4,500— $13,000. 

other   consid   and   100 
117th  st.  No  359,  n  s,  191.8  e  of  former  9th  av,  now  Columbus  av, 
16.8x100.11,  3-sty  and   basement  stone  front  dwelling.     Hannah 
Schriesheim   to   Amelia   A   Ferris.      Mort  $9,000.     Nov  27.      Nov 

28.  1906.      7:1944—81/2.     A  $7,300— $10,000.  100 
n7th  St.  No  335.  n  s,  200  w  1st  av,  25x100.11.  4-sty  brk  tenement 

and  store.  Felix  Mainella  and  Julia  his  wife  to  George  Mele. 
Mort  $5,500,  Oct  19.  Nov  23,  1906,  6:1689-18.  A  ,$6,000— 
$12.0(J0.  other  consid  and   10,.500 

Same  property.  George  Mele  and  Rosina  his  wife  to  Guiseppe 
Lifrieri,  of  Westchester,  N  Y.  Mort  $15,500.  Nov  23,  1906. 
6:1089.  other   consid   and   100 

120th  St.  No  309.  n  s,  175  w  8th  av,  2.5x100.11,  5-sty  stone  front 
tenement.  Morris  Klein  to  Simon  Friedenstein  and  Geo  H 
Breen.  Mort  $15,000.  Nov  27.  Nov  28,  1900.  7:1947—25.  A 
$10,000— $23,000.  other  consid  and  100 

120th  st.  No  112,  s  s,  152.6  e  Park  av.  20.10x100.10.  4-sty  stone 
front  tenement.  Mary  E  and  Emilie  A  Bader  to  Edw  B  Teich- 
man.  All  title.  Mort  $11,000.  Nov  15.  Nov  23,  1900.  6:1768 
— <J5.      A    .$5.SX>0— $11,000.  other   consid   and   100 

120th  st.  No  300.  s  s,  134  e  Morningside  av  East.  17x100.11.  3-sty 
stone  front  dwelling.  Geo  W  Rennert  and  ano  EXRS,  &c.  Rosina 
Rennert  to  Geo  W  Rennert.  Q  C.  Nov  27.  Nov  28,  1906. 
7:1946-5814.     A  $7,400— $13,000.  3,000 

121st  st.  No  2.32.  s  s.  260  w  2d  av,  25x%  blk,  4-sty  brk  tenement 
and  store  and  2-sty  frame  tenement  in  rear.  Mary  Crotty  widow 
to  Mary  and  Ellen  Crotty.  Mort  $15,000.  Nov  19.  Nov  28, 
ISKJO.     6:178.5—36.      A  $7,000— $13,000.  nom 

121st  St.  n  s,  17.5  w  Amsterdam  av,  150x100.11.  1-sty  frame  build- 
ing and  vacant.  Henry  Wagner  to  Isidor  Wormser.  Sr.  Nov  22. 
Nov  27,   VMM).     7:1976—20  to  25.     A  .$64.000— .$64,000.  1,000 

122d  st.  No  108,  s  s,  117  w  Lenox  av,  ISxKJO.ll,  3-sty  and  base- 
ment stone  front  dwelling.  Antoinette  C  Baisley  to  Charles 
Lowenfeld.  Mort  $7,500.  Nov  24.  Nov  26,  1906.  7:1906— 
381/2.     A  .$8  600— $18,000,  nom 

123d  st,  Nos  ,543  and  545,  n  s.  17.5  e  Broadway.  .50x100.11,  .5-sty 
brk  tenement.  Abraham  London  to  Chas  N  Freedman.  i/,  part. 
Mort  $48,000.  Nov  27,  190(5.  7:1978—9  and  10.  A  .$20,000 
— $ .  other  consid  and  100 

]23d  st,  No  142.  s  s,  4.58.4  w  Lenox  av,  16.8x100.11,  3-sty  and 
basement  stone  front  dwelling.  Henry  G  Peters  to  German 
Evangelical  Lutheran  St  Pauls  Church.  All  liens.  Jan  14,  1905. 
Nov    27,    1906.      7:1907—52.      A    $8.000- $11,000. 

other  (?onsid  and  100 

120th  st.  No  214,  s  s,  225  e  3d  av,  30x99.11.  5-sty  brk  tenement. 
Geo  W  Rennert  and  ano  EXRS.  &c.  Rosina  Rennert  to  Eliz  A 
Bode.     Nov  28.  ]>HHi.     (5: 1700— 40.     A  $8..500— $24.(X)0.  31,000 

127th  st.  No  59,  n  s.  270.10  e  Lenox  av.  17.9x99.11,  3-sty  and  base- 
ment stone  front  ciwelling.  Florence  F  Waddell  to  Henry  Meyer. 
Mort  .$6.(MJO.  Nov  26.  Nov  27,  1906.  0:172.5— 12yo.  A  $7,000 
— $12,.500.  other  consid  and  100 

12Sth  st.  No  102,  s  s,  70  e  Park  av,  30.x99.11.  6-sty  brk  tenement. 
Samuel  Goldstein  to  Leontine  A  Marx.  Mort  .$40,000.  Nov  22. 
Nov   26.   1906.      6:1776-68.     A   $9,0(X1— $32,000.  K)0 

129th  St.  Nos  39  and  41.  n  s,  341. S  e  Lenox  av,  .50x99.11,  6-sty  brk 
tenement.  Max  Lurie  et  al  to  Blume  Hochberg.  Mort  $76..5(X). 
Nov  27.     Nov  2S,  l!)tK5.     0:1727—16.     A  $21,0(X>— P  ,$40,(K10. 

other  consid  and  100 

129th  St.  Nos  .39  and  41.  n  s.  .341.8  e  Lenox  av.  ,50x99.11.  6-sty  brk 
tenement.  David  Click  et  al  to  Jacob  Weinstein  and  Max  Lurie. 
Mort  $6(I.(XI0.  Aug  27.  Nov  24,  1906.  6:1727—12.  A  $21.(XI0 
— P  $40,000.  other  consid  and  100 

129th  St.  Nos  35  and  37,  n  s,  391.8  e  Lenox  av.  .50x99.11.  6-sty  brk 
tenement.  Jacob  Weinstein  et  al  to  David  Click  and  Samuel  Lad- 
ner.  Mort  $(;o.(M:o.  Aug  27.  Nov  24,  1906.  6:1727—14.  A 
.$21.0(X)— P  ,$40  0(X).  other  consid  and  100 

].30th  St.  Nos  .53  and  55.  n  s.  289.6  w  Park  av,  38x99.11,  0-sty 
brk  tenement.     Mort  $44,200. 

Jane  st.  No  20,  s  s.  abt  192  e  4th  st,  24x08.2x24.1x70.4  w  s,  5-sty 
brk    tenement.      Mort   $19,000. 

Cecelia  Frankel  et  al  to  Charles  Held.     Nov  19.     Nov  23    1906 
6:1755—24.    A  $11,500— P  $40,000;  2:61.5—67.  A  $7,500-$13,50o! 

nom 
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lo2d  St,  No  5G,  s  s,  75  w  Park  av,  25x00.11,  5-sty  brk  tenement. 
Anna  Ulrich  to  Joseph  Bogner.  Mort  .fJl.OOO.  Nov  27,  1006.  6: 
17,r,(;_40.     A  .^(j.OOO— $10,000.  other  consid  and  100 

i;52d  St,  No  44,  s  s,  445  w  5th  av,  15x09.11,  3-sty  stone  front 
dwelling.  Denis  Quinn  to  James  Bloomer,  of  Montgomery  Co, 
NY.  B  &  S.  Mort  $7,500.  Nov  10.  Nov  2G,  1906.  6:1720 
—54.     A  $5,000— .ftS.OOO.  nom 

13od  St,  No  9,  n  s,  160  w  5th  av,  25x99.11,  5-sty  brk  tenement. 
Isaac  Goldberg  to  Godspeed  Realty  Impt  Co.  Mort  $19,250.  Nov 
27.     Nov  2S,  1906.     0:1731-30.     A  $8,000— $19,000. 

other  consid  and  100 

134th  St,  Nos  211  and  213,  n  s,  134  w  7th  av,  32x99.11,  two  3-sty 
brk  dwellings.  Joseph  Solomon  to  Max  W  Solomon.  Mort  $14,- 
250.  Nov  14.  Nov  26,  1006.  7:1940—25  and  26.  A  $12,800— 
$17,000.  gift  and  100 

135th  St,  s  s,  405  w  Broadway,  strip,  4.1x00.11.  Release  mort. 
N  Y  Trust  Co   to  D  L  Block  Co.      Nov  23,   1906.      7:2001.         nom 

135th  St,  Nos  612  to  616,  s  s,  293.2  w  Broadway,  115.10x90.11, 
three  5-sty  brk  tenements.  Release  mort.  The  N  Y  Trust  Co  to 
D  L  Block  Co.  Nov  23,  1906.  7:2001—0,  12  and  10.  A  $12,- 
000—$ .  Dom 

Same  property.  Release  mort.  Bronx  Investment  Co  to  same. 
Nov  23,   1006.     7:2001.  nom 

135th  St,  No  527,  n  s,  .540  w  Amsterdam  av,  4O.\0O.ll.  5-sty  brk 
tenement.  Siegfried  Blumcnkrohn  to  Simon  Badt  and  Abraham 
Benedict.  Mort  $47,500.  Nov  27.  Nov  28,  1906.  7:1088^83. 
A  $14,(KlO-P  $30,000.  100 

1 14th  St,  s  s.  150  w  Broadway,  .50x90.11,  vacant.  PARTITION,  Oct 

25.  Chas  T  Terry  referee   to  Marx  and  Moses  Ottinger.   Nov  26. 
V.m\.     7:2090—42.     A  $7,000— $7.0(X>.  16,200 

liHIth  St,  No  .550,  s  s,  287.6  e  Broadway,  37.6x90.11,  5-sty  brk  ten- 
ement. Release  tvv-o  morts.  N  Y  Trust  Co  to  The  Roosevelt  Real- 
ty &  Construction  Co.  Nov  26.  Nov  28,  1006.  8:2118—18. 
A   $15,0OU— P   $25,000. 

other  consid  and  $1,000,  and  other  consid  and  100 

165th  st.  No  5.54.  s  s,  110.6  e  Broadway,  16x106.5x16x107.11.  3- 
sty  stone  front  dwelling.  Washington  B  Middleton  to  Louis  Sol- 
omon. Mort  $10,000.  Nov  21.  Nov  24,  1006.  8:2122—80.  A 
$6..500— $13,.500.  nom 

165th  St,  No  474.  s  s,  180.5  e  Amsterdam  av,  runs  s  ItH)  x  e  19.6 
X  n  43.11  X  e  0.10  x  n  56.1  to  st  x  w  20.2  to  beginning,  2-sty 
frame  dwelling. 

165th  St.  Nos  476  to  480,  s  s,  120.0  e  Amsterdam  av,  50.11x100, 
three   2-sty   frame   dwellings.  I 

.\braham    Joachim   et   al    to    Nathan    Schwinger.      Mort   $29,300. 
Nov   22.      Nov  23,   1906.      8:2111.  other   consid   and  100 

Same  property.  Nathan  Schwinger  to  Abraham  Joachim.  Mort 
$20,300.     Nov  23,  1906.     8:2111—11  to  14.     A  $15,500— $21,.50O. 

other    consid    and    100 

Same  property.  Abraham  Joachim  to  Morris  Rubin  and  William 
Weinberg.     Mort  $29,300.     Nov  22.     Nov  23,   1006.     8:2111. 

other  consid  and   100 

175th  st,  n  s,  182.6  vr  Amsterdam  av,  runs  n  —  to  c  I  blk  x  w 
—  to  point  275  w  Amsterdam  av  x  s  —  x  s  e  5  x  s  —  to  st  x  e 
87.6  to  beginning,  two  5-sty  brk  tenements.  Barnett  Evans  et 
al  to  Bernard  Klingensteln  and  Theo  C  Wood  Joint  tenants. 
Mort  $137,5.50.     Nov  23.     Nov  28,  lOOtJ.     8:2132.  100 

Amsterdam  av,  Nos  1471  to  1475,  e  s,  25  s  133d  st,  75x75,  with 
strip  on  s  s,  0.4'/^x75,  three  5-sty  brk  tenements  and  stores. 
Alice  Rosenzweig  to  Alice  M  Lyons.  Vi  part.  Mort  .'j;58,.500. 
Nov  20.     Nov  28,  1000.     7:1070—62  to  64.     A  $25,.500— .i;57,t»00. 

6,375 

Amsterdam  av.  No  2440,  n  w  cor  181st  st,  40.10x100,  1  and  2-sty 
frame  store.  Susan  H  Geissenhainer  to  Fredk  W  Hunter.  B  & 
S.      Nov  22.      Nov  27,   1900.     8:2155—24.      A  $40,000— $44,000. 

nom 

Av  B,  Nos  195  to  203i  n  e  cor  12th  st,  129x93,  five  4-sty  brk  tene- 

12th  st.  No  605  I  ments  and  stores  and  3-sty  brk  tenement 
on  St.  Susan  H  Geissenhainer  to  Fredk  W  Hunter.  B  &  S. 
Nov  22.     Nov  27,  1006.     2:305—1  to  5.     A  $70.000— $87,000.  nom 

Av  B,  Nos  295  to  290,  e  s,  36  s  18th  st,  112x100,  three  6-sty  brk 
tenements  and  stores.  Edward  N  Leavy  to  Nathan  Goldstein. 
Mort  .$90,000.     Nov  28,  1906.     3:985—1.     A  $00,00t)— P  $115,000. 

other  consid   and   100 

Broadway,  No  ti48,  e  s,  145.3  s  Bond  st,  30.3xl.50.x40.1xl.50.  with 
all  rights  to  Cross  lane,  10-sty  brk  and  stone  loft,  office  and 
store  building.  FORECLOS.  Nov  23.  Geo  H  Engel  referee  to 
Saml  P  TuU,  of  St  Davids,  Pa,  and  Julius  E  Nachod,  of  Glen- 
side,  Pa.     Nov  28,  1906.     2:529—3.     A  $135,000— $275,(.Mm;>.     55,<:kX) 

Broadway,  No  4401  w  s,  175  n  Howard  st,  2.5x200  to  e  s  Mercer  st, 

Mercer  st.  No  26|  4  and  5-sty  brk  loft  and  store  building.  PAR- 
TITION (Oct  25,  1006).  Chas  T  Terry  ref  to  Chas  E  Hess,  Brook- 
lyn.    Nov  26.     Nov  27,  1906.     1:231—36.     A  $121,.5<X>— $145,0(:hJ. 

134.000 
Chas  E  Hess  to  Surety  Realty  Co.     Mort  $100,- 
Nov  26.     Nov  27,  1906.     1:231. 

other  consid  and  100 

Same  property.  Same  to  Alva  Realty  Co.  Mort  $lt)0,O0O.  1/2  part. 
Nov   26.      Nov   27,    IfMJO.        1:231.  other   consid   and   1(X» 

Edgecombe  av.  No  131.  n  w  cor  141st  st  .101.3x27.2x99.11x43.11, 
.5-sty  brk  tenement  and  store.  Leopold  Yesky  to  Rebecca  Wei- 
gert.  Mort  $44,000.  Nov  28,  1900.  7:2051—8.  A  $13,000— 
$40,000.  ^other  consid  and   100 

Lexington  av.  No  369.  e  s.  30.9  s  41st  st,  19.8x7.5,  4-sty  stone  front 
dwelling.  Alexander  Trautman  to  Kate  E  Henesey.  Mort  $18,- 
000.     Nov  26.     Nov  28,  1900.     5:1295—51.     A  $14,00(.)— $20,000. 

other   consid   and   100 

Lexington  av.  No  1824,  w  s,  20.11  n  113th  st,  2O.x73.10.  4-sty  brk 
tenement.  Saml  E  Price  to  Winfield  Tucker.  Nov  24.  Nov  27, 
1906.     0:1641—151/2.     .$6.500— $10,500.  nom 

Lexington  av.  No  1511,  e  s,  76.5  s  08th  st,  2.5x95,  5-sty  brk  tene- 
ment and  store.  Max  Rochmes  to  Isidor  D  Brokaw.  Mort  $20,- 
800.      Nov   23,    lOOi;.      6:102.5—53.      A   $12,000- i|;2]..500, 

other  consid  and  100 

Lexington  av.  No  162,  w  s,  19.9  n  30th  st,  lO.Ox.SO,  3-sty  brk  dwell- 
ing. Sara  M  Foster  to  Matthew  C  Patterson.  1-.32  part.  Nov  26. 
Nov  27,   1906.     3:886—22.     A  $16,000— .'F20,00(>. 

other   consid   and   KJO 

Lexington  av.  No  1511,  e  s,  76.5  s  08th  st,  25x05,  5-sty  brk  tene- 
ment and  store.  Isidor  D  Brokaw  to  Sol  Freidus  and  Timble 
Realty  Co.  Mort  $25,000.  Nov  27,  1900.  6:162.5— .53,  A  $12,- 
000— .$21, .500.  other  consid  and  1(N> 

Lexington  av,  Nos  1635  and  1637,  e  s,  50.11  n  103d  st.  50x05.  two 
4-sty  stone  front  tenements.  Philip  Weinberg  to  Louis  Meyer 
Realty  Co.  Mort  .$30,000.  Nov  22.  Nov  26,  1906.  6:1631—21 
and  22.     A  $18,000— .$30,000.  100 

Lenox  av.  No  3.S5,  w  s,  40.10  n  120th  st,  25x75,  5-sfy  stone  front 
tenement  and  store.  Charles  Hess  to  Ferdinand  W  Herz.  Mort 
$16,000.     Aug  28,   1005.     Rerecorded  from  Aug  31,   1005.     Nov 

26,  1006.    7:1914-31.    A  ¥16,000-$23,000,    other  consm  and  100 


Same   property, 
000.     1/2  part 


Lenox  av.  No  38-5,  w  s,  49.10  n  120th  st,  2.5x75,  5-sty  stone  front 
tenement  and  store.  Evelyn  H  Doty  to  Leon  Kronfeld.  Mort 
$20,000.  Nov  24.  Nov  20,  1000.  7:1914—31.  A  $lG,0(J0-.$23,- 
000.  other  consid  and   100 

Madison   av.   No   1.584,  w  s,  50.11  n  106th  St.  25x100,   5-sty  stone 
front   tenement  and  store.     Joseph  Greenberg  to  Ernastine     G 
Krause.      All    title.      Mort    $30,000.      Nov    23.      Nov    24,    190t!. 
6:1612—16.     A  $16,000— $28,000.  ,  nom 

Madison  av.  No  1584,  w  s,  50.11  n  106th  st,  25x100.  5-sty  stone 
front  tenement  and  store.  Ernastine  G  Krause  to  Margaret 
Uhse.  Mort  $30,000.  Nov  27,  1006.  6:1612—16.  A  $16,000— 
$28,000.  other  consid  and  100 

Manhattan  av,  No  450,  w  s,  17.7  n  110th  st,  16.8x82,  3-sty  and 
basement  brk  dwelling.  James  M  Jaques  et  al  to  Morris  Sehl- 
nasi.  Mort  .'i!8,.50O.  Nov  15.  Nov  23,  1906.  7:194(i— 13.  A 
$8,(m:)0— $11,000.  other   consid    and   100 

Naegle  av.  w  s.  100  n  Hawthorne  st,  100x100,  vacant.  Release 
claims  as  to  Elevated  R  R.  Samuel  Cohen  to  The  City  of  N  Y. 
Aug  14.     Nov  26,   1900.     8:2210—37.     A  $14,000— $14,0(X).       1,000 

Naegle  av,  w  s,  100  n  Hawthorne  st,  100x160,  vacant.  Consent  of 
mortgagee  to  release  claims  for  R  R.  Benno  Cohen  to  The  City 
of  New  York.  Aug  14.  Nov  26,  1906.  8:2210— .37.  A  $14.- 
000— $14.tlOO.  nom 

Naegle  av,  w  s,  IfK)  n  Hawthorne  st.  100x160,  vacant.  Consent  of 
mortgagee  to  release  claims  for  R  R.  Title  Ins  Co  of  N  Y  to 
The  City  of  New  York.  Oct  8.  Nov  26,  1906.  8:2210—37.  A 
$14.fKXl— $14,000.  nom 

Naegle  av,  w  s,  1.5l>  n  Hawthorne  st,  lOOx — ,  vacant.  Consent  of 
mortgagee  to  release  claims  for  R  R.  Edwin  R  Kalish  to  The 
City  of   New   York.     Aug  14.     Nov  26,   IflOO.     8:2210.  nom 

Park  av,  Nos  1011  and  1013,  e  s,  25.6  s  85th  st,  51.1x.82.2,  two 
5-sty  stone  front  tenements.  PARTITION.  Oct  25,  1000.  Chas 
T  Terry  referee  to  Combined  Real  Estate  Interests,  a  corpn. 
Nov  20,   1006.     5:151.3—70  and  71.     A  $32,000— $48.(100.        71.2.50 

Park  av.  No  1805,  on  map   No  1807|  s   e    cor    120Lh    st,    24.11x80,    5- 

120th  st,   Nos  100  and  102  |     sty   brk   tenement   and      store. 

Release  mort  as  to  easement.  Charles  Brodek  to  N  Y  &  Harlem 
R  R  and  the  N  Y  C  &  H  R  R  Co.  June  13.  Nov  28,  1906.  6:- 
1777— (.!9.     A  $10,000— $25,000.  nom 

Park  av.  No  1(J50,  w  s,  125.11  n  116th  st,  25.4x90,  5-sty  brk  tene- 
ment and  store.  Bella  Rodman  to  Charles  Kaye.  Mort  ,$18,800. 
Nov   1.5.      Nov  26,   1906.     6:1622—38.     A   $7,000— $20  01)0. 

other   consid   and   100 

Post  av,  w  s,  1(H)  n  Emerson  st,  lOO.x — ,  vacant.  Release  claims 
as  to  Elevated  R  R.  Michl  J  and  Danl  F  Mahoney  to  The  City  of 
New  York.  July  (>.  Nov  26,  1906.  8:2223—26.  A  $12,0110— 
$12,000.  1,000 

Riverside  Drive,  No  415,  e  s,  50.11  s  114th  st,  25.9x93.4x2.5x99.1. 
5-sty  stone  front  dwelling.  Wm  C  Savage  to  Emma  I  Toplitz. 
Mort  .$30,000.  Nov  24.  Nov  26,  1006.  7:189-5— 78.  A  $20,000 
— .$55,0fK.>.  other   consid   and    100 

St_Nicholas  av.  No  167,  w  s,  95.7  n  118th  st,  22.9.x.8.5.2xl9.5x97.1, 
5-sty  brk  tenement.  Max  Scheidlinger  to  Rachel  Hattenbach. 
Mort  .$20,000.  Nov  22.  Nov  23.  1006.  7:1024—16.  A  $0,000 
— $18.(X)0.  other   consid   and    1(J0 

Wadsworth  av.  No  2001  n   w  cor   183d  st,  74.llx.50,   6-sty  brk  tene- 

l.S:id  st.   No  651  I     ment.     FORECLOS   (Nov  26).        Milton     S 

Guiterman  ret  to  Mayer  S  Auerbach.  Mort  $10  000.  Nov  20. 
Nov  27,   1906.     8:21(!4— 58.     A  $14.000— P  $35,000.  15,000 

West  Broadway,  Nos  405  to  469,  e  s,  abt  170  s  Houston  st,  75x100, 
6-sty  brk  loft  and  store  building.  John  J  Lattemann  to  Thomas 
Lennon.  B  &  S  and  C  a  G.  Mort  $80,000.  Nov  15.  Nov  2S, 
1906.     2:51.5—8.     A  $67,000— $90,000.  other  consid  and  100 

West  End  av.  No  215,  w  s.  25.5  s  70th  st.  25x100,  5-sty  brk  loft 
and  store  building.  Frank  Tiltord  to  the  Tailfer  Company.  Mt 
$21,000.  Nov  14.  Nov  24,  1003.  4:1181—35.  A  $12,000— 
$25,000.  nom 

West  End  av.  n  w  cor  66th  st.  120.5x100,  vacant.  Samuel  D  Davis 
to  Chas  H  Bohland.  N  Y,  and  Arthur  Alkier,  of  Brooklyn.  22-.30 
part  right,  title  and  interest.  Mort  $62,250.  Nov  13.  Nov  28, 
10(Xi.     4:1178.  other  consid  and  100 

1st  av.  No  2245,  w  s,  60  n  115th  st,  20x73,  4-sty  brk  tenement 
and  store.  Lillian  C  Farley  et  al  HEIRS.  &c.  Annie  Byrnes  to 
William  Byrnes.  Q  C.  Sept  13.  Nov  28,  1906.  6:1687—25.  A 
.$5.800— $11, 0<M).  nom 

2d_  av,  Nos  4.34  and  4.36,  s  e  s,  24.9  s  w  25th  st,  40.4x100,  two 
5-sty  brk  tenements  and  stores.  Dora  Sokolski  to  Albert  Sokol- 
ski.  1/2  part.  Mort  y,  of  $56,000.  Nov  28,  1906.  3:030— .56  and 
57.      A   .$20,000— .$47,000.  other  consid   and   100 

2d  av.  No  14021  s  e  cor  73d  st,  27.2x75,  5-sty  stone  front  tenement 

73d  St.  No  300  |  and  store.  Isaac  S  Heller  to  Antonia  Horn  and 
Pauline  Flashner.  Mort  .$.30..5(KX  Nov  27.  Nov  28,  lOllO.  5:- 
1447 — 10.      A  $20,(.l00— .$.30  000.  other  consid  and  100 

2d  av.  No  798,  e  s,  60.5  s  43d  St.  20x.Sl.  4-sty  stone  front  tene- 
ment and  store.  Theodore  Schroeder  to  Samuel  Hirsch,  All  liens. 
Nov   26,    100(>.      5:13.3.5—51.      A   .$9,(XI0— $13,<X10. 

other   consid   and    100 

2d  av.  No  1921,  w  s,  51  n  99th  st,  2.5x70,  5-sty  brk  tenement  and 
store.  Bertha  Drucker  to  Arthur  H  Sanders.  Mort  $1.8,000.  Nov 
19.     Nov  27,  1900.     6:1649—23.     A- .$9,000— $1)i.0OO. 

other  consid  and  100 

Same  property.  Arthur  H  Sanders  to  Charles  Singer  and  Philip 
Wattenberg.      Mort   $18,(X)0.      Nov   19.      Nov   27,   19(X).      6:1649. 

other  consid  and  1(X) 

3d  av.  No  2158  |  s  w  cor  118th  st,  2.5x100,  3-sty  brk  loft 

118th  St.  Nos  174  to  18f)  |  and  store  building  and  1-sty  brk  store 
extension.  Hyman  Hein  et  al  HEIRS,  &c,  Joseph  Hein  to  Frances 
Hein  widow  of  Joseph  Hein.  B  &  S.  Oct  15.  Nov  24,  1901!. 
6:164.5—40.      A   .$33,000— $40  000.  nom 

3d  av.  No  1351   (13.57),  e  s,  21.5  n  77th  st,  20.0x74.  | 

3d  av.  No  13.55  (1361),  c  s,  ()1.11  n  77th  st,  20x74. 
two  2-sty  brk  stores.  I 

Adaline  S  wife  and  Arthur  J  Connelly  to  Herman  Siefke,  of 
Brooklyn.  U  part.  B  &  S.  Mort  $10,000.  Nov  27.  Nov  28, 
1906.     5:14.32—2  and  3V2.     A  $2O..50O-$24,500.  nom 

3d  av.  No  13.55  (13(il),  e  s,  61,11  n  77th  st.  20x74.  2-sty  brk  store. 
Herman  Siefke  to  John  W  and  Christina  W  Franke.  V2  part. 
B  &  S.  Mort  $5,<K)0.  Nov  28,  19(Xi.  5:1432— 3V...  A  $10,000 
—$12,000.  nom 

3d  av.  No  1351  (1357).  e  s.  21.5  n  77th  st,  20.6x74,  2-sty  brk  store. 
John  W  Siefke  and  ano  to  Herman  Siefke,  of  Brooklyn.  H  part. 
B  &  S.  Mort  .$5,000.  Nov  28,  1906.  5:1432—2.  A  $10,500— 
$12,.500.  nom 

6th  av.  No  804,  e  s,  81.8  s  46th  st,  18.9x75.  4-sty  brk  tenement 
and  store.  Daniel  B  Freedman  to  Alfred  V  Barnes,  N  Y,  and  Har- 
riet B  Newberry,  Detroit,  Mich.  Mort  $32,000.  Nov  2(i.  Nov 
27,  1906.    5;  1361-74.-    A  $22„5(X)-$26,000. 

other  consid  and  100 
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9th  av,  No  100,  e  s,  26.4  s  17th  st.  26.3x100. 

9th  av.  No  98,  e  s.  52.7  s  17th  st,  26.3x100. 

9th  av.  e  s,  78.10  s  17th  st,  strip,  0.2%xl00. 
tr.o  ."i-sty  brk  tenements  and  stores. 
John  Russell   et  al   to  Jacob   Kissling.     Mort   $30,000.      Nov  26, 
1906.     3:740-<;2.     A  ?17,000-.5;27,000;  63.     A  .$12,5O0-.$21,0O(». 

other  consid  and   100 

10th  av,  n  e  cor  21.jth  st.  — x— ,  vacant.  Consent  of  mortgagee 
to  release  claims  for  R  R.  Sarah  E  Cook  to  The  City  of  N  Y. 
Aug  U.     Nov  26,   l'J06.     8:2212.  nom 

10th  av,  n  e  cor  210th  st,  — x— ,  vacant.  Consent  of  mortgagee  to 
release  claims  for  R  R.  Guardian  Trust  Co  to  the  City  of  New 
York.     June  12.     Nov  26,  1906.     8:2207.  nom 

lOlh  av.  n  e  cor  210th  st.  — x — .  vacant.  Consent  of  mortgagee  to 
release  claims  for  R  R.  Park  Mortgage  Co  to  the  City  of  New 
York.     Aug  31.     Nov  26,  1906.     8:2207.  nom 

10th  av,  s  w  cor  213th  st,  — x— ,  vacant.  Consent  of  mortgagee  to 
release  claims  for  R  R.  Henry  Mongenthau  to  the  City  of  New 
York.      Sept   27.     Nov  20,   lOOt).     8:2230.  nom 

10th  av   I  n   w  cor  212th  &t,   199.10  to  s  s  213th  st,   xlOO,   vacant. 

212th  stj     Release  claims.  &c,  as  to  Elevated  R  R.     Coburn-Gah- 
■213th  st(    ren  Construction  Co  to  the  City  of  New  York.     Sept  27. 
Nov  26.  1906.     8:2230-19  and  23.     A  .'t!-43.00O-$43,000. 

1,998.33 

10th  av,  n  e  cor  210th  st.  — x — ,  vacant.  Consent  of  mortgagee  to 
release  claims  tor  R  R.  Guardian  Trust  Co  to  the  City  of  New 
York.      June   12.      Nov   26,    1006.      8:2207.  nom 

10th  av,  n  e  cor  210th  st,  — x — .  vacant.  Consent  of  mortgagee  to 
release  claims  for  R  R.  Park  Mortgage  Co  to  The  City  of  New 
York.     Aug  31.     Nov  20,  1906.     8:2207.  nom 

10th  av,  n  w  cor  212th  st.  — x — ,  vacant.  Consent  of  mortgagee  to 
release  claims  for  R  R.  Lawyers  Title  Ins  and  Trust  Co  to  The 
City  of  New  York.     Sept  27.     Nov  26,  1906.     8:2230.  nom 

10th  av,  n  e  cor  215th  st,  99.11x100,  vacant.  Release  claims  as 
to  Elevated  R  R.  Atlantic  Realty  Co  to  the  City  of  New  York. 
Aug  14.     Nov  26,  1900.    8:2212—1  to  4.     A  $20,000— $20,000. 

999.17 

10th  av.  s  e  cor  206th  st,  99.11x100,  vacant.  Release  claims  as 
to  Elevated  R  R.  Michael  J  and  Daniel  F  Mahoney  to  The  City 
of  N  Y.    July  6.     Nov  26,  1906.     8:2202—5.     A  $15,1500— $15,500. 

999.17 

10th  av,  n  e  cor  205th  st,  99.11x100,  vacant.  Release  claims  as  to 
Elevated  R  R.  Anna  Fellman  to  The  City  of  New  York.  July 
21.      Nov  26,   1906.     8:2202-1.     A  $15.500— $15,500.  999.16 

10th  av  I   n  w  cor  213th  st,  199.10  to  s  s  214th  st,  xlOO,  2-sty  brk 

213th  st|     building  and  vacant.     Release  claims,  &c.  as  to  Elevated 

214th  st|  R  R.  Anna  Fellman  to  The  City  of  N  Y.  July  21.  Nov 
26,  1906.     8:2231.  1,998.33 

lOth  av.  n  e  cor  210th  st,  99.11x100.  vacant.  Release  claims  as  to 
Elevated  R  R.  The  Manatee  Co  to  The  City  of  N  Y.  June  2.5. 
Nov   26.    1906.      8:2207-1.      A   ?15,.500— $15,500.  999.17 

Interior  lot,  at  c_I^  blk,  150  w  Amsterdam  av,  runs  s  4.10  x  w  75 
X  n  4.10  X  e  75  to  beginning.  Release  mort.  Knickerbocker 
Trust  Co  to  Charles  Laudin  and  Nathan  Stamm.  Nov  12.  Nov 
28,  1906.     8:2131.  nom 

MISCELLANEOUS. 

General  release.  Frederick  Henzler  to  Louis  F  Wolf.  June  11 
Nov   27,   1906.      Miscl.  nom 

BOROUGK   OF  THS  BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  In  the 
new  Annexed  District   (Act  of  1895). 

*Bayard  st.  w  s.  175  n  236th  st.  75x100.  I 

Overing  st,  e  s.  1,50  n  2.S6th  st.  .50x100.  | 

Anton  Fenninger  to  Caroline  Fenninger.     Nov  20.     Nov  28,  1906. 

other  consid   and   100 

Buchanan  pi.  s  s,  178.6  w  Grand  av,  25x100,  2-sty  frame  dwelling. 
Edw  B  Teichman  to  Christena  Bader.  Mort  $3,500.  Nov  22 
Nov   23.    1906.      11:3208.  other  consid  and   100 

Bryant  st.  e  s.  150  n  172d  st,  .50x100.  vacant.  Otto  Pahle  to  Jo- 
seph Gamache  and  Philias  Guillotte.  Mort  .$2,250.  Nov  22 
Nov  23.    1906.      11:3001.  other   consid   and   1(X) 

*Cedar  st,   w  s,  200  n  Syracuse  av,  100x100.  I 

Sycamore  st,  w  s,  200  s  Troy  av.  200x100.  Westchester.  | 

Townsend  A  Verity  to  Walter  W  Tavlor.  of  Winterhaven 
Ida.     B  &  S.     All  liens.     Aug  2.     Nov  27.  1906. 

*Chestnut  st.   s  e  cor  Cornell  av,   100x100. 

Hazel  st,  w  s.  200  n  Syracuse  av,  100x100,  Westchester. 
Townsend  A   Verity  to  Walter  W  Taylor,  of  Winterhaven 
ida.      B  &  S.     All   liens.      Aug  2.     Nov  27,   1906. 

*Cruger  st,  w  s.  100  n  207th  st,  2.5x100.  Edward  Brennan  to  Wm 
Taylor.     Mort  $600.     Nov  23.     Nov  27,   1906. 

other  consid  and  100 

Elsmere  pi,  n  s,  50  w  Marmion  av,  25x100,  vacant.  Charlesetta  S 
Amabile  to  John  R  Peterson.     Nov  20.     Nov  24,  1906.     11:2956. 

„   .  nom 

Fairmount  pi.  No  10.54.  s  s,  272,9  w  Marmion  av,  25x72.2x25x73.9. 
Z'.^^J.J'^^""'  dwelling.  Wm  E  Gleeson  to  James  A  McMahon.  Mt 
$4,800.     Nov  27,  1906.     11:2954.  other  consid  and  100 

'Harrison  st,  w  s.  abt  .363  n  Classon  Point  road,  2.5.\99.7x27.5x86. 
Giovanni  Mucci  to  Domenioo  Polumbo  and  Maria  A  his  wife 
tenants  by  entirety.     Nov  20.     Nov  23,  1906.  nom 

Jefferson  st.  e  s.  175  s  Columbus  av.  2.5x100.  Van  Nest.  Daniel 
Burke  to  Joseph  P  Mclntee.     Mort  $3,000,     Nov  28,  1906. 

,_,     ,  ^„_       „  other  consid  and  100 

•Marion  st,  n  w  s.  16,  n  241st  st,  50x100  to  s  e  s  1st  st  or  Rail- 
road pi,  Washingtonville.  Wm  J  Crotty  to  Mary  and  Ellen 
Crotty.     Mort  $700.     Nov  27.     Nov  28.  ]90(;.  nom 

•Myrtle  st,  e  s,  150  n  Albany  av,  50x100,  Eastchester.  Frank  D 
MacDonald  to  Wilhelmina  A  Busse.     June  30.     Nov  27,  1906. 

other  consid  and  100 

bame  property.     Wilhelmina  A  Busse  to  Jane 
Nov  27,  1906. 

•Oak  st,  e  s,  200  n  Syracuse  av,  100x100. 

Walnut  St.  w  s.  200  n  Syracuse  av.  100x100. 

Hazel  St.  w  s.  200  n  Syracuse  av.  100x100. 

Cedar  st.  w  s.  200  n  Syracuse  av.  100x100. 

Sycamore  st.  w  s.  200  s  Troy  av,  200x100. 
Rose  wife  of  Thomas  Gilleran  to  Walter  W  Taylor,   of  Winter 
haven.  Florida.     Q  C.     Dower,  &c.     Nov  21.     Nov  27,  1906.        nom 

Oakland  pi.  No  973,  n  s,  100  e  Crotona  av,  24.10x120.  2-sty  frame 
dwellmg.  Eliz  I  V  Murphy  DEVISEE  Sylvester  A  Murphy  to 
?^^Qnn-  f'leason.  Mort  $3,300.  Nov  27.  Nov  28.  1906. 
11:3090.  ojljer  consid  and  100 

Parkview  pi.  bet  ISSth  st  and  190th  st,  and  being  lot  46  map  112 
lots  estate  Moses  DeVoe  at  Fordham  Heights.     Joseph  N  Quail 


Flor- 
nom 


Flor- 
noni 


F  Forenza.     Sept  10. 
other  consid  and  100 


to  Minnie  Smith.  Mort  $337.50.  Nov  1.  Nov  14,  1906.  11:- 
3219.  nom 

Parkview  pi.  bet  LSSth  st  and  190th  st  and  being  lot  46  map  112 
lots  estate  Moses  Devoe  at  Fordham  Heights.  Virginia  T  Quail 
to  Joseph  N  Quail  husband  of  Virginia  T  Quail.  Mort  $337..50. 
Oct  1.     Nov  9,  1!>06.     11:3219.  1.737.50 

•Victor  St.  w  s,  200  s  Morris  Park  av,  25x100,  Joseph  Gamache 
et  al  to  Otto  Pahle  and  Ida  J  his  wife  joint  tenants.  Mort  .$4,- 
000.      Nov   22.      Nov   23,   1006.  other  consid  and   100 

•Walnut  st,  w  s,  200  n  Syracuse  av,  lOOxlOO.  Release  mort.  An- 
nie V  Taylor  to  Marjorie  M  Flynn.     June  14.     Nov  27,  lOOG.     nom 

*5th  st,  n  s,  200  w  Av  D,  25x108,  Unionport.  Release  mort.  Fred 
Kurtz  to  Katharina  Janson.     Nov  20.     Nov  23,  1906.  nom 

•13th  St.  s  s.  105  e  .\v  C.  25x108.  Unionport.  Mathilda  A  Bengt- 
son  to  Annie  and  Mary  Brown  joint  tenants.     Nov  22.     Nov  23. 


1906 

135th  St.  No  822,  s  s, 
ment.  Release  mort 
26,  1906.     9:2262. 

136th  St.   No  929. 


100 


83  w  St  Anns  av,  39x100.  6-sty  brk  tene- 
Sylvester  L  H  Ward  to  David  Zipkin.  Nov 

nom 
101.11  w  Cypress  av.  and  4.50  w  Home  av, 

37.6x100,  5-sty  brk  tenement.     Harry  Cohen  to  Aaron  N  Mirell 

and   Haskel   Spiesman.     Mort  $34,800.      Nov  24.      Nov  26,   1906. 

10:2549.  other  consid  and  100 

136th  st,  No  501        I  n  e   cor  former  3d  av,   runs   e   130.5  to  w  s 
3d  av.   No  2488  1     Lincoln  av  x  n  25  x  w  121.8  to  e  s  3d  av  x 

Lincoln  av.  No  191   |     s  26.5  to  beginning,  except  part  for  3d  av, 

5-sty  brk  tenement  and  store.  James  T  Ferris  to  Adolph  Scheibel 

and  Matthew  F  Mulvihill.     Mort  $25,000.     Nov  28.  1006.     0:2318. 

other  consid  and  lOO 
137th  st.  No  878,  s  s,  850  w  Home  av,  and  501.11  w  Cypress  av, 

50x100,  vacant.     Henry  Goldberg  to  Benjamin  and  Maurice  Levy. 

1-3  part.     Mort  $8..50O.     Nov  17.     Nov  26.  1900.      10:2549.      nom 
137th  st.  No  1006,  s  s.  1.55.5  e  Southern  Boulevard,  25x100,  4-sty 

brk   tenement.     Release  judgment.     Mount  Morris  Bank  to  Rose 

Lynch,,  of  Yonkers,   N   Y.      Nov  23.      Nov  26,    1006.      10:2565. 

194.72 
1.38th  st,  s  s,  975  w  Home  av,  also  abt  188  e  St  Anns  av,  25x100, 

vacant.     Joseph  Pierce  to  Joseph  Parinz.     Mort  $4,000.     Nov  2. 

Nov  24,   1906.      10:2550.  nom 

148th   St.   s   s,   187.7   e   Park  av.   late   Terrace   pi.   49.2x100,   2-sty 

frame    dwelling.      Jacob    Blaesser    to    Michael    Del    Papa.      Mort   ' 

$9,000.      May  20.     Nov  23,  1906.     9:2.336.       other  consid  and  100 
14Sth   st,   s   s,   161.10  e  Park  av,   late   Terrace  pi,  25.9x100,   2-sty 

frame  dwelling.     Christopher  Stumpf  to  Michael  Del  Papa.     Mort 

$4,000.     Nov  20.     Nov  23,  1906.     9:2336.  other  consid  and  100 

14Sth   st,   s  s,  236.10  e  Park  av,  late  Terrace  pi,  74.8x100,  three 

2-sty  frame  dwellings.     Rose  Stumpf  to  Michael  Del  Papa.     Mort 

$17,000.     Nov  20.     Nov  23,  1006.     9:2336.       other  consid  and  100 
14!tth   st      I  n   w  cor  Trinity  av,  20x —  to  Terrace  pi,  x  —  to  w  s 
Trinity  avl     Trinity    av,    xlOO,    except   part   tor    149th   st,    vacant. 
Terrace  pi  |     Gustav  Bartel  to  Wm  B  Brownell.     Mort  ,$5,000.     Nov 

26.     Nov  27,  1906.     10:2623.  other  consid  and  100 

1.53d  st.   No  669,  n  s.  270  w  Elton  av,  25x98.2x25x98,  3-sty  frame 

tenement  and  2-sty  frame  tenement  in  rear.     Wm  Seitz  to  Frank 

Lassingleithner.      Mort  $6,000.      Nov   27,   1906.      9:2375. 

other  consid  and  100 
1.55th  st      I  s  s,  425  e  Courtlandt  av,  25x^  to  Melrose  av  xlOO 
Melrose  av|     vacant.      John    Dinnig    to    Alois    Geiszler.      B     &     S. 

Nov  21.     Nov  27,  1906.     9:2401.  other  consid  and  100 

1.56th  st.  No  977,  n  s  ,156.3  w  Union  av.  18.9x64x18.8x71.8,  3-sty 

frame   tenement.  Major  R  Westervelt  and  Marian  W  his  wife  to 

Elizabeth    Rennert.      Correction    deed.      Mort    $6,900.      Nov    24. 

Nov  26,    1906.      10:2676.  100 

164th   St.   No   1037.    n   s.    172   e   Prospect   av,   19x74.7.   3-sty     brk 

dwelling.      Wm    H    Gibson    to   Aaron   Futterman.      Mort   $6,000. 


nom 
release   restrictions   or  dis- 
continuance   of    Spring  or 
Lewis    st,    and    Grove    and 
Ella     st,    bet.        Mary    A 


Nov  22.     Nov  27,  1906.     11:2690. 

164th  st,  s  s  I 

Sheridan  av,  w  s  | 

161st  st,  n  s  I 

Grand  Boulevard  and  Concourse,   e  s   ] 
Treanor,  of  Suffolk,  Mass,  to  whom  it  may  concern.   Nov  5.     Nov 
28,   1906.     9:24.54.  nom 

16Sth  st.  No  1012,  s  s,  144  e  Union  av.  25x1.34.3.  3-sty  frame  ten- 
ement. Anna  Stein  INDIVID  and  EXTRX  Sigmund  Stein  to  Jo- 
seph D  Weiler.     Mort  $7,200.     Nov  26.     Nov  27,  1906.     10:2681. 

other  consid  and  100 

183d  st,  s  s,  24.9  e  Park  av,  2.5x90,  1-sty  brk  store.  Katie  Meyer 
to  Herman  N  Meyer  her  husband.  Mort  $13.00t).  Nov  23.  Nov 
27.   1906.      11:3038.  other  consid  and   100 

197th  St.  n  s,  bet  Valentine  av  and  Briggs  av  and  being  part  lot 
41  on  map  Metropolitan  Real  Estate  Assoc,  which  lies  n  of  n  s 
107th  st,  25x00.     John  A  Lane  to  James  B  Turk.     Nov  10.     Nov 

22,  1906.     12:.3:!01.  other  consid  and  100 
108th  st.  No  594,  s  s,  100  e  Creston  av,  25x98.  2-sty  frame  dwell- 
ing.     Release    mort.      Louis    Gates    to    Amalia    Pirk.      Nov    26. 
Nov  27,  1906.     ]2:.331.5.  1000 

Same  property.  Amalia  Pirk  to  May  J  Walsh.  Nov  26.  Nov  27. 
190(1.     12:3315.  other  consid  and  100 

*214th  St.  late  Av  A,  s  s,  lot  35  map  New  Jerome  Village.  2.5x 
100.  Frank  McGarry  to  Matteo  Devita,  Raffaele  Corsa  and  Ro- 
sina  Devita.     Mort  .$600.     Nov  23.     Nov  24,  1906. 

other  consid  and  100 

•215th  st,  n  s,  175  w  Tilden  av,  25x100.  A  Shatzkln  &  Sons  to 
Vincenzo  Mottola.     Mort  $500.     Nov  5,     Nov  26.   1906.  900 

*226th  St.  n  s,  125  w  Paulding  av,  ,50x109.6.  Chas  E  Watson  to 
Rosa  Luongo.     Morts  $980.     Nov  14.     Nov  24.  1906. 

other  consid   and  100 

*220th  st,  s  s,  180  e  Bronxwood  av.  2.5x114.  Oscar  Smith  to  Fredk 
C  Watson.     Nov  24.     Nov  26.  1906.  other  consid  and  500 

239th  St.  late  Northern  Terrace,  n  s.  160  e  Independence  av,  late 
Yonkers  av,  32.1x1,34x35.6x131,  2-sty  frame  dwelling.  Margue- 
rite M  Morrison  et   al  to  Mary  E  Hart.     B  &  S.     Nov  22.     Nov 

23,  1908.     13:3417.  nom 
Same   property.     John  Parsons  to  same.     Q  C.     Nov  22.     Nov  23. 

1906.     13:3417.  nom 

239th  St.  late  Northern  Terrace,  n  s,  192.2  e  Independence  av.  late 
Yonkers  av.  .32.1x144x35.6x134,  vacant.  Release  mort.  Isidora 
A  Lister  to  Margaret  McDonald.  Nov  21.     Nov  23,  1906.  13:3417. 

nom 
23nth  St.  late  Northern  Terrace,  n  s.  288.6  e  Independence  av.  late 
Yonkers  av,  runs  n  w  64.3  x  n  144  x  s  e  71  x  s  w  155  to  begin- 
ning, two  2-sty  frame  dwellings.     Marguerite  M  Morrison  et  al  to 
James  Douglas.     Mort  $2,100.     Nov  22.     Nov  23,  1906.     13:3417. 

nom 
240th  St.  n  s.  bet  Independence  av  and  Palisade  av.  and  being  part 
lots  29  and  30  map  Hudson  Park.     Power  of  atty.     James  Doug- 
las to  Archlbard  Douglas.    Oct  15.     Nov  23,  1906.     13:3417.      
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Alexander  av,  No  175,  w  s.  S3.4  n  IS.'th  st,  lG.4xlOO,  4-sty  stone 
front  dwelling.     Frances  A  Thompson  et  al  HEIRS,  &c,  John  H  C 

Thompson    to    Johanna    Diescher.      Mort    $ .      Nov    21.      Nov 

23,  IttOU.     l):2oll.  other  consid  and  100 

♦Bronxwood  t.">th)  av,  s  w  cor  21Sth  st,  114x105,  Wakefield.  James 
McConkey  to   Taylor   Textile   Mfg  Co.      Nov  2G.      Nov  27.   1901!. 

other  consid  and  100 

Bryant  av.  No  1510,  w  s,  loO  n  172d  st,  25x100,  2-sty  frame 
dwelling.  Lewis  V  La  Velle  to  Pauline  E  Swoboda.  Mort  $0,000. 
Nov  2S,   1000.     ll:2'.t!10.  nom 

*Barker  av,  e  s,  100  n  Julianna  st,  33x125.  Mort  $2,500.  Valued 
at  ;f.J,7U0.      CONTRACT   to   exchange   for 

Crotona  av,   No  2008,   e  s,  50  s  Oakland  pi,  25x.lvO,  2-sty  frame 
dwelling.     Mort  $3,200.     Valued  at  $7,000. 
P  J  Lynch  with  P  J  Harvey.     Nov  14.     Nov  28,  1906.     Contract. 

Brook  av.  No  1469,  w  s,  302.8  s  171st  st,  100x30.2x100.2x35.8, 
4-sty  brk  tenement  and  store.  Samuel  Cooper  to  Isaac  Pine. 
V2  part.  All  title.  Mort  $22,500.  Nov  20.  Nov  28,  1900. 
11:2890.  other   consid   and    100 

*Baychester  av,   w  s,  225  s  Westchester  av,  25x73.10x29x59.1. 

Baychester  av,  w  s,  175  s  Westchester  av,  25x103.4x29x88.0;  also 
lot  33  block  25  map  Pelham  Park,  except  parts  for  Briggs  av 
and  Baychester  av. 

Baychester  av,  e  s,  275  n  Central  av,  25x90,  except  part  for  Bay- 
chester av. 

♦Westchester  av,  n  w  cor  St  Marys  st,  90x25. 

St  Marys  st,  w  s,  25  n  Westchester  av,  25x90. 
John   P  Wenninger   to   Sarah  A  Langan.     Morts  $— — .     Nov  16. 
Nov  20,   litOO.  4,725 

Boston  road,  n  e  s,  at  n  w  s  West  Farms  road,  runs  s  w  220.3  x  e 
220.7  to  w  s  West  Farms  road,  x  n  170.4  x  w  on  curve  09.4  to 
beginning,  2-sty  frame  building  and  vacant.  Release  claims  as  to 
Elevated  R  R.  City  Real  Estate  Co  to  The  City  of  N  Y.  Mar 
22.     Nov  20,  1900.     11:3010.  .  2,202.80 

Same  property.  Consent  of  mortgagees  to  release  claims  for  R  R. 
Title  Guarantee  and  Trust  Co  to  the  City  of  New  York.  April 
20.      Nov  20,   1900.      11:3010.  nom 

♦Benedict  av,  s  s,  111.9  e  Storrow  st.  .50x100.  Henry  F  Muller 
and  ano  to  Geo  E  Gorman.     Mort  $1,475.     Nov  26,  190<j.  2.400 

Bryant  av,  s  e  s,  bet  170th  st  and  Boston  road  and  being  parts 
lots  4  and  5  map  William  Armstrong  at  West  Farms,  which 
were  not  taken  for  opening  said  av  00.10.x  irreg.  Release  claims, 
&c,  as  to  Elevated  R  R.  Max  Tausek  et  al  to  The  City  of  New 
York.     July  11.     Nov  20,  1906.     11:3004.  500 

Boston  road.  No  2003,  w  s,  04.5  n  Tremont  av,  28.5x100,  1  and 
2-sty  frame  store.  Release  claims  as  to  Elevated  R  R.  Chas 
M  Breidenbach  to  The  City  of  N  Y.  April  20.  Nov  20,  1900. 
11:3135.  284,30 

Boston  road,  s  s,  248.11  e  as  s  s  of  said  Boston  road,  curves  from 
n  s  170th  st,  50x152.2x02.0x108.1,  vacant.  Release  claims  as  to 
Elevated  R  R.  Max  Tausek  et  al  to  The  City  of  N  Y.  May  31, 
Nov  20,  ItKJO.     11:3004  500 

Boston  road,  n  e  s,  27.8  e  Hoe  av,  300. llx — ,  vacant.  Release 
claims  as  to  Elevated  R  R.  Levis  W  Mintord  et  al  to  The  City  of 
N  Y.     Dec  14,  1905.     Nov  20,  1900.     11:2998.  3.009.30 

Boston  road.  No  2027,  w  s,  38  s  17Sth  st,  runs  s  18.10  x — ,  3-sty 
frame  tenement  and  store.  Release  claims,  &c,  as  to  Elevated  R 
R.  Augusta  Jahn  to  City  of  New  York.  Sept  27.  Nov  26,  1906. 
11:3135.  188.30 

Boston  road,  w  s,  38  s  17Sth  st,  — ;x — .  Consent  of  mortgagee  to 
release  claims  for  R  R.  Josephine  Schwarz  to  The  City  of  New 
York.     Nov  2.     Nov  26,  19<.)0.     11:3135.  nom 

Boston  road,  e  s,  —  s  Tremont  av,  — x — .  Consent  of  mortgagee  to 
release  claims  for  R  R.  Elizabeth  Black  to  The  City  of  New  York. 
April  20.     Nov  26,  1906.     11:3016.  nom 

Boston  road,  e  s,  —  s  Tremont  av,  — x — .  Consent  of  mortgagee 
to  release  claims  for  R  R.  Jennie  R  Stoeckel  to  The  City  of  New 
York.     May  17.     Nov  20,  1906.     11:3010.  nom 

Bainbridge  av,  No  2565|  w  s,  132  n  Coles  pi,  or  lane,  18x70.4  to  e  s 

Poe  pi  I     Poe  pi,  3-sty  brk  dwelling.     Wm  C  Ber- 

gen to  Sarah,  Grace  and  Alexander  Logan,  joint  tenants.     Mort 
$4,000.     Nov  24.     Nov  26.  1906.     12:3293.  other  consid  and  100 

♦Baychester  av,  w  s,  .300  n  Westchester  av,  25x90,  Pelham  Park. 
John  P  Wenninger  to  Johann  A  Wolf.     Mort  $ .     Nov  16.     Nov 

26,  1906.  720 
♦Broadway,  w  s,  59  s  Tremont  road,  59x144.8x50x113,3.     Bankers 

Realty    &    Security    Co  to    Louis    Mershen.      Nov    20.      Nov   23, 
1906.  other  consid  and  100 

♦Baychester  av,  w  s,  75  n  Westchester  av,  225x90. 

Baychester  av,  e  s,  25  n  Westchester  av,  200x90. 

John   P   Wenninger   to   Hannah   J   McCreery.      Mort   $ .      Nov 

10.      Nov   23,   1906.  12,3t)0 

Cambreleng  av,  No  2498,  e  s,  1.56.6  s  Pelham  av,  25xl.56.4x25x 
155.8,  2-sty  frame  dwelling.  Mary  E  Kent  by  Deborah  Neagle 
her  COMMITTEE  to  Rudolph  Bell.     All  title.     B  &  S.     Oct  1.  Nov 

27,  1900.     11:3091.  87,70 
Same  property.     Annie  E  and  Kath  F  Kent  children  of  Wm  J  Kent 

to  same.     1-3  part.     Oct  1.     Nov  27,   1900.     11:3091.  nom 

Cambreling  av,  No  2498,  e  s,  156.6  s  Pelham  av,  25x156.4x25x155.8, 
.     2-sty  frame  dwelling.     Stephen  Kent  to  Rudolph  Bell.     %  part. 
Oct  1.     Nov  27.  1900.     11:3091.  nom 

Crotona  av,  e  s,  10  n  180th  st,  25x102,  vacant.  Bertha  Pirk  to 
Amalia   Pirk.      Mort  $1,250.      July  3.      Nov   27,   1900.     11:3090. 

other  consid  and  100 

Crotona  av,  n  e  cor  180th  st,  14.11x102.1,  except  part  tor  sts,  va- 
cant. Walter  Newburn  to  Lena  wife  of  Walter  Newburn  of 
Hamilton.  Canada.  Dec  1,  1899.  (Re-recorded  from  Dec  4, 
1899).     Nov  27.   1900.     R  S  50  cts.     11:.3090.  nom 

Clinton  av.  No  1415,  w  s,  108  s  Crotona  Park  South,  22.2x140x22.8 
xl40,  2-sty  frame  dwelling.  Frederick  Ensle  to  Victor  Gerhards. 
Mort  $5,500.     Nov  24.     Nov  27,  1900.     11:2930. 

other  consid  and  100 

Courtlandt  av,  Nos  599  and  601,  w  s,  59.2  s  151st  st,  29.7x100,  3-sty 
frame  tenement  and  store.  Fredk  A  Kuehn  et  al  to  Henry 
Lipps,  Jr.     Mort  $7,500.     Nov  3.     Nov  27,  1900.     9:2410. 

other   consid   and   100 

♦Classon  av,  w  s,  abt  152  s  Merrill  st,  75.0x102. Ox75x — .  Wm  G 
Watt  to  Maria  D  McKechnie.  Mort  $2,500.  Aug  7.  Nov  23, 
lOtKj.  other  consid  and   100 

Cauldwell  av.  No  879,  w  3,  217  n  161st  st,  18x100,  3-sty  brk 
dwelling.  Fredk  S  Wait  to  Marcus  Weyl.  Nov  27.  Nov  28, 
1900.      10:2027.  nom 

Cauldwell  av.  No  899,  w  s,  235  n  161st  st,  18x100,  3-sty  brk 
dwelling.  Israel  Berliner  to  Bertha  wife  Israel  Berliner.  Q  C. 
Mort  $4,.50O.     Nov  28,  1906.     10:2027.  100 

Clay  av.  No  1320,  e  s,  189.11  n  169th  st,  21x80,  3-sty  frame 
dwelling.  Thornton  Brothers  Co  to  Minnie  F  Thornton.  Mort 
$4,500.     Nov  20.     Nov  28,  1906.     11:2887.      other  consid  and  100 


Clay  av.  No  1312,  e  s,  113.9  n  169th  st,  19x80,  3-sty  frame  dwell- 
ing. Thornton  Brothers  Co  to  Emily  L  Thornton.  Mort  $4,500. 
Nov  26.     Nov  28,  1906.     11:2887.  other  consid  and  100 

Cromwell  av,  w  s,  at  point  407.5  n  from  n  e  cor  Jerome  av,  and 
165th  st,  and  408  n  from  n  w  cor  Cromwell  av,  and  105th  st, 
runs  w  116.8  x  n  113.4  x  e  120.10  to  Cromwell  av,  x  s  113.2  to 
beginning,  vacant.  Harriet  A  Ver  Planck  to  J  Newton  Osorio. 
C  a  G.     All  liens.     Nov  20,  1906.     9:2503.  other  consid  and  100 

Corlear  ,av.  No  11,  w  s,  111.6  s  232d  st,  25x111.4,  to  e  s  Tibbets 
Brook  or  Creek,  x — xlOO.7,  with  all  title  to  land  under  water  said 
Creek.  2-sty  frame  dwelling.  Samuel  L  Berrian  to  James  Brad- 
ley.    Nov  20,  1906.     13:3400.  nom 

♦Eastchester    road,    e    s,    27.4   s    Seminole    st,   27.2x100x24.7x105.1 

Stillwell   av,   s   w   cor   McDonald   st,   29.0x100x28.3x99. 

McDonald  st,  s  s,  104.4  e  Eastchester  road,  50x100.  | 

Release   mort.     John  J   Brady   to   Hudson   P   Rose   Co.     Nov   24. 
Nov  28,  1906.  400 

♦Eastchester  road,  e  s,  27.4  s  Seminole  st,  27.2x100x24.7x105. 

Stillwell   av.   s   w   cor   McDonald   st,   29.0x100x28.3x99. 

McDonald  st,   s  s,   164.4  e  Eastchester  road,  .50x100. 
Release  mort.     Lawyers  Title  Ins  &  Trust  Co  to  Hudson  P  Rose 
Co.     Nov  23.     Nov  28,  1906.  1,650 

♦Eastchester  road,  e  s,  abt  136.3  s  Seminole  st,.  27.3x127. 10.x25x 
137.7.     Hudson  P  Rose  Co  to  Thos  J  Byrne.     Nov  26,  1906.      nom 

Eagle  av.  No  0.55,  w  s,  372.8  n  Westchester  av,  2.5x95,  4-sty  brk 
tenement.  Margaret  Mulhall  to  John  J  Mahedy.  Mort  $7,500. 
Nov  20.  190().     10:2617.  other  consid  and  100 

Fairfield  (Westchester)  av,  s  e  cor  227th  st,  late  Sidney  st,  runs 
s  259  X  s  e  still  along  av,  32  x  n  205  to  Sidney  st,  x  w  31.9  to 
beginning,  with  all  title  to  227th  st  and  Fairfield  av  in  front  of 
above,  2-sty  frame  dwelling  and  vacant.  Levi  Springsteen  to 
Josephine  C  Stewart.     Nov  2(j.     Nov  27,  1906.     13:.3407.  nom 

♦Fox  av,  w  s.  125  s  Jefferson  av,  25x100.  Release  mort.  Olive 
Russell  to  Wm  Ufland.     Nov  22.     Nov  26,  1906.  300 

♦Gunther  av,  e  s,  539  s  Barnes  av,  100x97.6.  David  Freiberger  to 
Mary  Weisheimer.     Mort  $1,400.     Nov  22.     Nov  23.  I'JiMJ.  nom 

Hughes  av,  n  w  cor  178th  st,  101.4x28x101.3x28,  vacant.  Maurice 
Frankel  to  Isaac  Blumberg,  of  Brooklyn.  Mort  $3,000.  Nov  27. 
Nov  28,  190<i.     11:3008.  nom 

♦Harrison  av!  w  s.  209  n  Westchester  av,  2.5x123  to  Classon  av,  x 

Classon  av  |  25x — ,  vacant.  John  W  Demler  to  Herman  Knabe. 
Nov  24.     Nov  26,   1906.  other  consid  and   100 

Jackson  av.  No  709,  w  s,  144.8  s  156th  st,  18.1x74.7x18.1x74.11, 
3-sty  frame  tenement.  Max  Naidis  to  Catherine  M  Dolan.  Mort 
$6,.350.     Nov  22.     Nov  24,   1906.     10:2365. 

other  consid  and   100 

Jerome  av      |  w   s,   145   s   169th   st,   25x150   to   Cromwell   av   x25x 

Cromwell  av|  1G4A,  3-sty  frame  dwelling  and  store.  Matthew 
Sheedy  to  Cath  C  Carlin.  All  liens.  Nov  27.  Nov  28,  1906. 
11:2855.  other  consid  and  100 

Jackson  av.  No  983.  w  s,  351.1  n  163d  st,  28.11x75,  4-sty  brk 
tenement.  James  McSherry  to  Meyer  I  Newman.  Q  C.  Nov  20. 
Nov  28,  1900.     10:2639.  nom 

Jackson  av.  No  983,  w  s,  351.1  n  163d  st,  28.7x75,  4-sty  brk  tene- 
ment. Meyer  I  Newman  to  John  C  and  Josephine  Cook.  Mort 
$14.(K)0.     Nov  1.     Nov  28,  19(H!.     10:2639.        other  consid  and  100 

♦Lawrence  av,  e  s.  25  n  Westchester  av,  2.5x100,  Pelham  Park. 
John  P  Wenninger  to  Johann  A  Wolf.  Mort  $ — .  Nov  10.  Nov 
20,  1900.  615 

♦Lawrence  av.  s  e  cor  Central  av,  2.5x[K). 

Baychester  av,  s  w  cor  Central  av,  25x90. 

St  Marys  av,  w  s,  75  s  Central  av,  100x100. 

Lawrence  av.  e  s.  at  w  s  Briggs  av,  runs  s  108  along  Lawrence 
av,  X  e  63.9  to  Briggs  av,  x  n  125.6  to  beginning,  gore,  also  lot 
3.5  block  2.5  map  Pelham  Park,  except  parts  for  Baychester  and 
Briggs   av. 

Baychester  av.  s  w  cor  Ferris  av,  25x90. 

Baychester  av,  e  s,  275  n  Westchester  av,  2.5x90. 

St  Marys  av,  s  e  cor  Westchester  av,  50xl(X). 

John  P  Wenninger  to  Anna  L  Moore.     Mort  $ .     Nov  16.     Nov 

26,  1906.  10,365 

♦Lamport  av,  s  s,  4(X>  w  Fort  Schuyler  road,  25x100,  Tremont 
Heights.     The  Lamport  Realty  Co  to  Frank  Gass.     Nov  28,  1906. 

other  consid  and  100 

♦Lamport  av.  s  s,  275  w  Fort  Schuyler  road.  25xl(X),  Tremont 
Heights.  The  Lamport  Realty  Co  to  Alex  F  Walsh.  Nov  22. 
Nov   23,    1906.  other   consid   and   100 

♦Matthews  av,  w  s,  168.4  n  Bronxdale  av,  25.4x97.7x25x101.7. 
Bernard  P  Malone  to  Dominic  Fasul.     Nov  26.    Nov  28,  1900. 

other   consid   and    1(X> 

Mapes  av,  No  2117,  n  w  s,  abt  25  s  181st  st,  33x150,  except  part 
for  av,  2-sty  frame  dwelling.  Jeanette  H  Von  Der  Leith  to 
Frank  and  Philip  Becker.  Mort  $3,.50O.  Nov  28,  1900.  11:3110.  100 

Marion  av,  s  w  cor  198th  st,  25x100.8x24.1x100.11,  vacant. 
John   Cullen  to  John  J  Dowling.     Nov  28,   1906.     12:3289.       nom 

♦Matthews  av,  e  s,  78.4  s  Neil  av,  25x100. 

Neil  av,  s  w  cor  Muliner  av.  runs  w  197.10  to  e  s  Matthews  av 
X  s  78.4  X  e  199.5  x  n  104.6  to  beginning. 

Neil   av,   s   s.    197.6   w   Matthews   av,   26.1x90x25x97.6. 

Pelham   Parkway,   s  s,  25  w  Muliner  av,  50.1x152.11x50x1.55.10. 

Neil  av,  s  e  cor  Bogart  av,  25x100. 

Anthony  Stumpf  to  The  Pelham  Parkway  Realty  Co.     Mort  .$ . 

Nov  5.     Nov  23.   1900.  10.137.50 

♦Matthews  av,  e  s,  153.5  n  Bronxdale  av,  25x100.  Fidelity  Develop- 
ment Co  to  Otto  Lenninger.     Oct  27.     Nov  26,   1906.  1.075 

♦Nereid  av,  s  s.  48.10  w  Bruner  av,  48.10x100.  Fridolin  Weber 
to  Nicholas  Vogel.     Mort  $910.     Nov  20.     Nov  28,  1906. 

other   consid   and    100 

♦Parker  av,  e  s,  25  n  Glebe  av,  25xl(M>.  Domenico  Fratto  to 
Thomas  Scott.     Mort  $350.    .Nov  22.     Nov  23,  1906. 

other  consid  and  100 

Park  av,  Nos  3776  and  3778,  e  s,  90  s  171st  st,  50x150,  5-sty  brk 
tenement  and  store.  The  Diamond  Construction  Co  to  John  Simp- 
son.     Mort   $.34,0CX>.      Nov   22.      Nov   23,   1900.      11:2902. 

other  consid   and   100 

Same  property.  John  Simpson  to  Wm  J  Diamond.  Mort  .$34,- 
000.     Nov  22.      Nov  23.   1906.     11:2902.  other  consid  and  100 

♦Pilgrim  av.  e  s.  100  s  Tremont  road,  75x95.  Bankers  Realty  & 
Security  Co   to   Hieronymus   Breunich.     Nov  22.      Nov  23,   1906. 

other  consid  and   100 

♦Pilgrim  av,  e  s,  175  s  Tremont  road,  25x95.  Bankers  Realty 
&  Security  Co  to  Eugenie  A  Krusi.     Nov  22.     Nov  23,  1906. 

other   consid    and    100 

♦Pilgrim  av,  e  s,  200  s  Tremont  road,  25x95.  Bankers  Realty 
&  Security  Co   to  Louise  H  Bold.     Nov  22.     Nov  23,   1900. 

other    consid    and    100 

♦Pilgrim  av,  e  s,  100  s  Tremont  road,  125x95.  Release  mort. 
A  Morton  Ferris  to  Bankers  Realty  &  Security  Co.  Nov  22. 
Nov  23,  1906.  1,250 
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THE    GEORGE    A.    JUST    COMPANY 

239   Vernon   Ave.,    Boro.  of  Queens,   New  York  City 

IRONWORK    FOR    BUILDINGS 


Ryer  av,  e  s,  2TS.3  s  ISod  st,  25x100,  vacant.  Mary  A  wife  of 
Thos  J  Donnelly  to  Martin  L  Henry.  Oct  29.  Nov  2t;.  liKMj.  11;- 
gjgO  other  consid  and  KHl 

*Road  from  Westchester  to  West  Farms  at  corner  of  a  lane,  lot 
4.  map  John  Mulvey.  Westchester.  John  Wynne  to  Catharine  L 
wife  of  John  Wynne  and  Robt  A  Wynne.     Nov  24.     Nov  27.  lOOIi. 

other  consid  and  ICH) 

*Road  from  Westchester  to  West  Farms  at  corner  of  a  lane  being 
lot  3  same  map.  John  Wynne  and  Cath  L  his  wife  to  Florence  A 
Wynne.     Nov  24.     Nov  27,  lOOO.  other  consid  and  100 

*Road  leading  to  Fort  Schuyler,  n  s,  at  e  s  road  leading  from  Old 
Whitestone  Ferry  to  Westchester  Village,  runs  n  e  2.52.2  x  n  w 
l(i.>  X  n  w  11^.10  X  n  w  l."iti.2  x  n  w  100.3  x  n  w  93.8  x  n  w 
30.10  X  n  w  121. .">  X  n  w  400.2  x  n  w  23.5  to  Pennyfield  av,  x  n 
e  78S.3  X  n  e  070.8  to  Pennyfield  lane,  x  s  e  449  x  s  e  .572.2  x  s 
e  398.4  to  road  to  Fort  Schuyler,  x  n  w  995.4  to  beginning, 
Throggs  Neck.  Geo  E  Miles  to  H  E  Huntington,  Otsego,  N  Y. 
1-3  part.     Nov  21.     Nov  27.  1900.  nom 

•Robin  av,  w  s,  100  n  Tremont  road,  50x100.  CONTRACT. 
Bankers'  Realty  &  Security  Co  with  Oscar  W  Schreeke.  March 
4,   19a5.     Nov  28,  1906.  1,500 

♦Seton  av,  w  s,  4ll0  s  Jefferson  av,  100x100,  Edenwald.  Jacob 
B  Cooper  to  Minnie  Levin.  Mort  $1,800.  June  28.  Nov  24, 
V.XM.  10™ 

*StilIwell  av,  s  w  cor  McDonald  st,  29.0x99x28.4x100.  Hudson  P 
Rose  Co  to  Gerda  Simonson.     Nov  19.     Nov  23.  1900.  nom 

Southern  Boulevard,  w  s.  325  n  Home  st,  uOxKK).  Consent  of 
mortgagees  to  release  claims  for  R  R.  Anna  M  Scholz  Individ 
and  extrx  Fredk  Scholz  to  The  City  of  New  York.  Nov  13.  Nov 
20,   1900.      11:2975.  nom 

Southern  Boulevard.  Nos  2208  and  2210,  2-sty  frame  dwelling 
and  vacant.  Consent  of  mortgage  to  release  claims  tor  R  R. 
Empire  City  Savings  Bank  to  The  City  of  New  York.  Feb  20. 
1905.     Nov  20,   ItmO.      10:274.5.  nom 

Southern  Boulevard,  Nos  2208  and  2210,  e  s.  abt  75  n  167th  st,  — x 
— x50xl00,  2-sty  frame  dwelling  and  vacant.  Release  claims,  &c, 
as  to  Elevated  R  R.  Margt  H  Smith  and  ano  to  City  of  New 
York.     Mar  10.  1!M)I).     Nov  20,  1906.     10:2745.  500 

Southern  Boulevard.  No  2219.  w  s,  215  n  167th  st,  2.5x100,  2-sty 
frame  dwelling.  Release  claims  as  to  Elevated  R  R.  Anna  B 
Bennett  to  City  of  New  York.     Oct  20.     Nov  26,  1900.     10:2728. 

250 

Southern  Boulevard,  e  s,  236.0  n  Freeman  st,  25x100,  vacant.  Re- 
lease claims  as  to  Elevated  R  R.  Margaretha  Spengler  to  City 
of  New  York.     Aug  1.     Nov  26,   19(m;'..     11:2980.  250 

Southern  Boulevard.  No  2218.  e  s,  2(X»  n  167th  st.  25xirK>,  vacant. 
Release  claims  as  to  Elevated  R  R.  Mary  A  Curtis  to  City  of 
New  York.     April  10,  1906.     Nov  26,  1906.     10:2745.  250 

Southern  Boulevard.  Nos  2293  and  2295.  w  s,  325  n  Home  st,  50x 
100,  two  3-sty  frame  tenements.  Consent  of  mortgagee  to  re- 
lease claims  for  R  R.  Geo  S  Leiner  to  the  City  o£  New  York. 
Nov  5.     Nov  26.   190(j.     11:2975.  nom 

Southern  Boulevard,  Nos  2293  and  2295,  w  s,  325  u  Home  st,  50x 
100,  two  3-sty  frame  tenements.  Release  claims,  &c.  as  to  Ele- 
vated R  R.  Martha  Graham  to  City  of  New  York.  Aug  16.  Nov 
20.  1906.     11:2975.  500 

*St  Marys  av,  w  s.  200  n  Central  av,  50x100. 

St  Marys  av,  w  s.  275  n  Central  av,  runs  n  200  x  w  100  x  s  175  x  e 
10  X  s  2.5  X  e  90  to  beginning.  Pelham  Park. 

John   P  Wenninger   to   Rudolf  Leuchtenburg.      Mort   $ .      Nov 

16.     Nov  26,   1900.  6,950 

*St  Agnes  av,  w  s.  75  s  Central  av,  1.50x100. 

St  Marys  av,  w  s.  7.5  s  Central  av,  100x100. 

Briggs  av,  e  s,  108.10  s  Westchester  av,  78x23.4x75x67.6,  part  for 
Briggs  av. 

St  Marys  av,  w  s,  75  s  Westchester  av,  100x100,  same  map. 

John    P   Wenninger   to   Fanny   B   Moral.      Mort   $ .      Nov   16. 

Nov  26.   1906.  11,095 

*St  Agnes  av,  w  s,  50  s  Central  av,  50x100. 

St  Agnes  av,  w  s,  22.5  n  Central  av,  75x100. 

Baychester  av,  e  s,  22.5  n  Westchester  av,  50x90. 

Lawrence  av,  s  e  cor  Westchester  av.  runs  e  100  x  s  50  x  w  96.11 
to  Briggs  av.  x  n  w  .5.11  to  Lawrence  av,  x  n  44.11  to  beginning. 

Briggs  av.  n  e  s.  79.10  s  Westchester  av,  29.\07. 6x25x82. 3,  except 

part  for  av.     John  P  Wenninger  to  Cath  A  McGuire.     Mort  $ . 

Nov  10.     Nov  26.   1906.  7.005 

Sedgwick  av,  w  s.  .819.0  n  from  e  s  Cedar  av,  late  River  View  Ter- 
race, runs  n  w  153.7  x  s  w  165.2  x  e  187.11  to  av.  x  n  103.1  to 
beginning.  2-sty  frame  dwelling  and  vacant.  FORECLOS  (Oct 
26).  Frank  D  Pavey  ret  to  Wm  C  Hanna,  Jr.  Nov  23.  Nov  26. 
1906.      11:2881.  22,100 

Trinity  av.  No  701,  w  s,  248.10  n  156th  st,  runs  n  39.10  x  w  100 
X  s  2.3  X  w  1  X  s  37.5  x  e  101  to  beginning.  5-sty  brk  tenement. 
Arthur  H  Sanders  to  Bertha  Drucker.  Mort  $30,500.  Nov  19. 
Nov  27.  KKJO.     10:2629.  other  consid  and  100 

Teller  av,  n  w  s,  208.10  n  e  169th  st.  .50x100.  vacant.  Samueletta 
L  Murgatroyd  to  Adeline  Grossmann.  Nov  22.  Nov  23,  1906. 
11:2782   and   2783.  other   consid   and   100 

*Unionport  road,  s  e  cor  Sagamore  st,  104x70x100x103.  Martin 
Pletscher  to  Rudolf  Graf.     Mort  $2,400.     Nov  24.     Nov  27,  1906. 

other  consid  and  100 

Verio  av,  Nos  25  to  29,  e  s,  74.2  s  234th  st,  50x100.  three  2-sty 
frame  dwellings.  Louis  S  Paulmier  to  Robt  W  Cromley,  East 
Orange,  N  J.  %  part.  B  &  S  and  C  a  G.  Mort  $4,000.  Nov 
8.     Nov  23.   1906.     12:3395.  nom 

Vyse  av.  No  1446,  s  e  s,  50  s  w  Charlotte  pi.  now  Jennings  st,  25x 
100,  vacant.  August  F  Trube  to  Emil  Robitzek.  Mort  $1..50O. 
Nov  24.     Nov  26,  1906.     11:2994.  other  consid  and  100 

♦Westchester  avj  s  s,  2.5.3  e  Washington  av.  runs  e  —  to  land  of 

Washington  av  |  Society  of  Friends,  xs  —  xw^toes  Wash- 
ington av,  X  n  25.4  x  e  25.3  x  n  —  to  beginning. 

Washington  av.  e  s,  abt  580  s  Westchester  av.  and  being  lots  24 
to  26  same  map. 
Wm  J   Hyland   to  Thomas   Hyland.      V>  part.     Mort  $ .     Nov 

22.  Nov  26,  1906.  other  consid  and  100 
Walton  av,  w  s,  403.9  n  Burnside  av.  88.11x104.8x75.9x101.5,  va- 
cant.    Charles   Riegrod   to   Abe   Michaelson.     Mort  $5,875.     Nov 

23.  Nov  24,  100«>.     11:3179  and  3185.  nom 
Walton  av,  n  e  cor  Belmont  av,  8:1x52x47.4  to  st,  xOO.lO,  vacant. 

Sophie    W'aldstein    widow    and    DEVISEE    Henry    Waldstein    to 


Louise  C  Woolt.     July  24.     Nov  26,   1900.      11:2838. 

other   consid   and   100 

Westchester  av,  n  w  s,  72.7  e  Forest  av.  runs  n  w  50.2  x  n  e  90.10 
to  Westchester  av,  x  s  w  .50  to  beginning,  vacant.  Release 
claims  as  Elevated  R  R.  Annie  R  Whitney  to  The  City  of  N  Y. 
June   12.      Nov   20,   ItMlO.      10:2645.  500 

Webster  av.  e  s,  151.8  s  173d  st.  runs  e  —  x  n  .32.4  x  e  124  x  s  w 
87  X  w  128  X  n  75  to  beginning.  I 

Webster  av,  e  s,  301,6  s  173d  st,  2.50x268,4x — ,  gore,  vacant.  | 
Henry  L  Morris  and  ano  trustees  Gouverneur  Morris  dec'd, 
&c,  to  .\nna  M  Z  de  Montsaulnin.  of  Paris,  France.  All  title. 
Q  C.     Oct  18.     Nov  26,  1906.     11:2«17.  820.25 

Westchester  av,  n  w  s,  204.11  w  Forest  av,  runs  n  w  67.7  x  s  25 
X  s  e  50.4  to  av,  x  n  e  25.5  to  beginning,  vacant.  Release  claims, 
&c,  as  to  Elevated  R  R.  Horace  P  Whitney  to  The  City  of  N  Y. 
June  12.     Nov  26.  ItKW.     10:2645.  2.54.90 

Westchester  av.  n  w  s,  at  s  s  156th  st,  89.5x84.6x22.3  to  156th  st, 
.\ — .  vacant.  Release  claims.  &c,  as  to  Elevated  R  R.  Horace  P 
Whitney  to  The  City  of  N  Y.     June  12.     Nov  26,  1906.     10:2645. 

894.60 

Westchester  av.  No  825,  n  s,  51  e  Eagle  av,  runs  e  25.6  x  n  88.4 
X  w  22.6  X  s  5  X  w  2.6  x  s  88.6  to  beginning,  4-sty  brk  tenement 
and  store.  Release  claims.  &c,  as  to  Elevated  R  R.  Richd  Hed- 
inger  to  City  of  New  York.     Nov  1.     Nov  26,  190(3.     10:2(524. 

256.25 

*Mill  Pond  or  Westchester  Creek,  at  a  ditch  bet  land  hereby  de- 
scribed and  land  August  Drake,  runs  e  along  ditch  ISO  x  s  80.6 
X  w  —  to  e  s  of  said  pond  x  n  e  120  to  beginning,  with  all  title 
in   said   pond  or  creek,   Westchester. 

Plot   at    Throggs   Neck,   at   w   s   land   Alex   Valentine    and   n   s   of 
Causeway,   runs  along  Causeway  40  xn  —  xe  —  xs  —  to  he- 
ginning. 
Ann  E  Sellery  to  Peter  Schiffer.     Oct  30.     Nov  23.  1906.  100 

Westchester  av.  n  \v  s,  122.7  n  e  Forest  av,  50.5x90.10.  vacant.  Re- 
lease claims,  &c.  as  to  Elevated  R  R.  Gerard  N  Whitney  to  The 
City  of  N  Y.     June  12.     Nov  20.  19U6.     10:2645._    _  _         504 

Westchester  av]  n  w  s.  at  e  s  Forest  av.  runs  n  e  72.7  x  w  56.2  to 

Forest  av  II      e  s-  Forest  av  x  s  —  to  beginning,  vacant.     Re- 

lease claims,  &c,  as  to  Elevated  R  R.     Annie  R  Spratley  to  The 
City  of  N  Y.     June   12.      10:2645.  725.60 

Westchester  av.  No  930.  e  s,  140.2  s  Wales  av.  25x108.1x30x91.2, 
4-sty  brk  tenement  and  store.  Release  claims,  &c,  as  to  Ele- 
vated R  R.  Lena  Sternschuss  to  City  of  New  York.  Oct  15.  Nov 
2(i.  1900.     10:2644.  250 

Westchester  av.  No  930.  e  s.  140  2  s  Wales  av.  25xl08.1x.30x91.2, 
4-sty  brk  tenement  and  store.  Consent  of  mortgagees  to  release 
claims  for  R  R.  Hiram  R  Dater  and  ano  TRUSTEES  Philip  Da- 
ter  to  The  City  of  New  York.     Sept  26.     Nov  26,  1900.  10:2644. 

nom 

Washington  av.  Nos  1089  to  1095.  n  w  cor  100th  st,  72x98.7,  three 
2  and  one  .'!-sty  frame  tenements  and  stores.  Jacob  R  Schift  to 
Joseph  Newmark.  Mort  $19,500.  Aug  4.  Nov  27.  1906.  9:- 
2388.  other  consid  and  100 

Walton  av,  s  w  cor  140th  st,  100x100,  2-sty  frame  dwelling.  Eliz 
S  Stephens  to  Roderick  Stephens.  C  a  G.  Mort  $7,250.  Nov 
20.     Nov  27.  19(Mi.     9:23.50.  nom 

Washington  av.  No  1997,  w  s,  old  line.  307.11  n  178th  st,  18.4x100, 
except  part  for  av,  3-sty  frame  tenement.  Margaret  Blake  widow 
to  Sophia  Schuler.  Mort  $0,000.  Nov  10.  Nov  23,  1906. 
11:303.5.  nom 

Westchester  av,  Nos  1107  to  1115.  Satisfaction  of  assignment  of 
rents.  Emanuel  Hochheimer  to  Christian  H  Werner.  Nov  11. 
Nov  23.   1906.     10:2090.  

*Williamsbridge  road,  w  s.  lots  71  and  72  partition  map  Joseph 
Thwaite,  Westchester,  45.7.\9(5x48xl04.9,  except  part  for  White 
Plains  av.  George  Schweppenhauser  to  James  K  Walter.  Nov 
12.      Nov   23,    19(16.  other  consid   and   100 

Westchester  av,  n  s,  3S7  e  Prospect  av,  .50vl(X),  vacant.  Release 
claims  as  to  Elevated  R  R.  Max  J  Adler  to  City  of  New  York. 
Aug  20,   1906.     Nov  2(i.  UHK.     10:26!:»0.  500 

Westchester  av,  n  s.  .387  e  Prospect  av.  — x — .  Consent  of  mort- 
gagee to  release  claims  for  R  R.  Andrew  P  Morison  to  City  of 
New  York.     Sept  14.     Nov  26,  1!;»06.     10:2(J90.  nom 

Westchester  av,  n  s,  387  e  Prospect  av.  Consent  of  mortgagee  to 
release  claims  for  R  R.  American  Mortgage  Co  to  the  City  of 
New  York.     Aug  — .   1900.     Nov  20.   1906.      10:2(590.  nom 

Westchester  av.  No  9.30.  Consent  of  mortgagee  to  release  claims 
for  R  R.  Henry  Block  to  The  City  of  N  Y.  Oct  17.  Nov  26, 
1906.      10:2044.  nom 

*2d  av.  w  s.  400  n  210th  st,  50x100.  Olinville.  Victor  Gerhards  to 
Frederick  Ensle.     Nov  24.     Nov  27,  I'.MKj.  other  consid  and  100 

3d  av.   No  2488       jn  e  cor  136th  st.  26.5x121.8  to  Lincoln  av  x25x     - 

136th  St.   No  501     I     130.5,  except  part  for  av.  5-sty  brk  tenement 

Lincoln  av.  No  191]  and  store.  United  States  Trust  Co  and  ano 
EXRS  Andrew  Sober  to  James  T  Ferris.     Nov  27,  1906.     9:2318. 

30.000 

3d  av,  No  3322,  e  s,  227.6  s  Franklin  av.  runs  s  e  25.11  x  s  e  94.5 
X  n  e  15.3  x  n  w  14.  5.8  and  87  to  beginning,  4-sty  brk  tenement 
and  store.     Adam  Thorn,  Jr,   to  John  Einberger.     Mort  $15,5(X). 
Nov  24.      Nov  26.  19(X!.     10:2607.  other  consid  and  100 

*Lots  413.  414  and  418  to  423,  map  Archer  property,  Eastchester 
and  Westchester.  Robert  J  Howe  to  Walter  W  Taylor.  B  &  S. 
Nov   14.      Nov  27.   191X3.  nom 


LEASES. 


.  Under  this  head  all  Leases  recorded,  Assignment  of  Leases  and 
Leasehold  Conveyances  will  be  found.  The  expressed  consideration 
following  the  term  of  years  for  which  a  lease  is  given  means  so 
much   per   year.) 

November  23,  24.  26,  27  and  28. 
BOROTTGH    OF   mANHATTAN. 

Clinton  st.  No  7.*<.  .\ssign  lease.  Isidor  Schimmel  to  Congress 
Brewing  Co.     Nov  23.     Nov  27,   1906.     2:348 nom 

Delancey  st.  No  144,  store.  Philip  Adler  to  Sam  and  Harry  Fried- 
man;  3M!   years,  from  Nov  1,  1900.     Nov  27,  1906.     2:353 

;    780  to  810 

Same  property.  Assign  lease.  Sam  and  Harry  Friedman  to  Sam- 
uel  Pollack  and  ano.     Nov  24.     Nov  27,   1906,     2:353 150 


The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved.      Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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Division    st,    No   67,    all.      Albert    A    Sampson    and    ano    to   Julius 

Kaplan   and   ano;    10  years,   from   May   1,   IS'JO.      Nov   "JS,   ItMX!. 

1;2S1 1.500 

Elizabeth  st.  No  234,  store.     Maria  Ghiglione   to  Giuseppe  Livoti; 

4  5-12  years,  from  Dec  1,   190<i.     Nov  23,  lOOC.     2:507 1,320 

Elizabeth  st.  No  2.34.     Assign  lease.     Giuseppe  Livoti   to  Rubsam 

&   Horrman   Brewing  Co.      Nov  22.     Nov  23,   1000.     2:507 nom 

Forsyth  st.  No  1.53,  store.     Abraham  Levenstein  to  Philip  Mathias 

and  ano;  3  years,  from  May  1,  1!»07.  Nov  27.  1000.  2:420.. 1,320 
Fulton  St.  No  104,  s  s,  70.10  w  William  st,  24.9x70.10x25.3x80.5. 

The  Minister,   &c,   of  the   Reformed  Protestant   Dutch  Church   to 

Isaac  .1  Greenwool  EXR  Isaac  J  Greenwood  deed;  21  years,  from 

May   1,    I'JOS.      Nov   27,   19<Xi.      1:78 taxes,   &c,   and   3, .500 

Grand    st.    No    174,    4-sty    building.      Diedrich    Knabe    to    Herman 

Boesenberg;    10  5-12   years,   from   Dec   1,   lOOli.      Nov   24,    1906. 

2:471 3,.500  and  4,000 

Grand   st,   Nos  484  to  488.      Samuel  Weinstock  and  ano  to  Israel 

Rochmanowitz  and  Israel  Marson,  all;  3  years,  from  Dec  1,  1906. 

Nov  20.   1906.     2:336 8,298 

Great    Jones    st.    No   3.      Assign    lease.      Louise    Bruggraf    to   Max 

Donsaft  and  ano.     Nov  23.  1906.     2:.5.30 nom 

Greenwich  st,  Nos  620  and  620V4ln  w  cor,  all.     James  Carroll  to  M 
Leroy  st.   No  129  |     Grohs   Sons;   3   years,   from   May 

1,   1<)06.      Nov  26,   1906.     2:602 1,080 

Lewis  st.  No  53,  all.     Samuel  Graff  to  Wolf  Holtzman  and  Morris 

Crup;  3  years,  from  Aug  10,  1906.  Nov  26.  1901!.  2:.328. ..  .2,800 
Ludlow   st,   Nos  82  and  84,   south  store.     Israel  Jacobson  to   Sam 

Romonoff;  2  years,  from  May  1,  1006.  Nov  26.  1906.  2:409.. 660 
Madison  st,  Nos  322  and  324,  all.     Max  Meyers  to  Leon  Klein  and 

Seide   Sonnenreich;   3  years,   from   Dec   1,   1906.      Nov  26,   190<i. 

1:266 7.200 

Manhattan  st.  No  127,  west  store.    Geo  A  Fisher  to  Chas  H  Halper; 

10  3-12  years,  from  Nov  1,   1906.     Nov  26,   1906.     7:1982.... 

900  to  1,300 

Monroe  st,   Nos  82  and  84.     Surrender  lease.     Frank  Krashes   to 

Samuel   Schechner.      Nov   26.      Nov  28,   1906.      1:255 

other    consid    and    100 

Monroe  st.  No  260,  all.     Mores  Goldberg  and  ano  to  Isidor  Rieger; 

3  years,  from  Oct  1,  1900.     Nov  20.  1906.     1:201 3.700 

Oliver  st,   Nos  96  and  98.   all.     Geo   B   Dunn  to  Andrew  Bria;    10 

years,   from   Oct  1,   1906.      Nov  23.   1906.     1:251 960 

Orchard  st.  No  50.     Assign  lease.     Eastern  Brewing  Co  to  George 

Ehret.     Nov  19.     Nov  27,  1906.     1:309 nom 

Orchard  st.  No  166.     Surrender  lease.     Charles  Rosen  to  Solomon 

Ginsburg.     Nov  22.     Nov  23,  1900.     2:411 55 

Perry  st.   No   129.      Surrender  lease.     Abraham  Storch  to   Nathan 

Randall.     Nov  12.     Nov  27,  1900.     2:033 nom 

Rector  st,  between  Trinity  pi  and  Greenwich  st,  booth  in  2d  sty  of 

U  S  Express  Bldg.     U  S  Express  Realty  Co  to  Fleischman  Floral 

Co;  10  years,  from  May  1,  1907.     Nov  24,  1906.     1:19 2,500 

Spring  st.  No  19,  store.     Salvatore  Zuccato  to  Antonino  Montana; 

4  years,  from  May  1,  1906.     Nov  23,  1906.     2:493 780 

Stanton  st.  Nos  32.5  and  327,  all.     Abraham  Levenstein  and  ano  to 

Isadore    Rieger;    3    years     from    Nov    1,    1906.      Nov    26,    1906. 

2:324 3,600 

West  st,  No  231      Assign  lease.     Daniel  J  Crotty  to  James  Crotty. 

Nov  13.     Nov  23,  1906.     1:186 1,000 

Willet  st,  No  90.     Assign  lease.     Maurice  Kirsch  to  Wm  Gold  and 

ano.     All  title.     Nov  26.     Nov  27,  1906.     2:339 nom 

1st   st.   No   50,   east  store.      Louis   Rinaldo   to   H   L    Herscovic    or 

Herschkowitz;  3  years,  from  May  1,  1900.     Nov  24,  1906.     2:443. 

4.50 

3d  st.  No  67  East,  7  rooms  on  1st  floor.     Mrs  R  Harris  to  Dr  I  A 

Press;   1%  year,  from  Dec  1,  1905.     Nov  27.  1906.     2:445 .504 

3d  st.  No  284  East.  all.     Rachel  Feldman  and  ano  to  Morris  Krug; 

3  years,  from  Sept  1,  1906.     Nov  26,  1900.     2:372 3,056 

4th  st.   No  32  East,   basement  floor  and  cellar.     Catherine  Muller 

et  al  HEIRS  Gustav  A  Muller  to  Jacob  Wamser.     3  9-12  years, 

from  Nov  1,  1900.     Nov  24,  1906.     2:531 1,560  and  1,620 

4th   st.   No   109,   n   s,   175   e   Av   A,  2.5x92.6.      Assigns   two   leases. 

Louisa  Doelger  et  al.  firm  of  Jos  Doelgers  Sons  to  Emilie  Sachs. 

Nov  26.     Nov  27,  1906.     2:400 nom 

4th    st.    No    199   East.      Assign    lease.      John    Resser   and   ano    to 

James  Everards  Breweries.  Nov  12.  Nov  28,  1000.  2:400. .nom 
4th   st.   No   199  East,   store,   &c.     Emilie  Sachs  to  Katharina  and 

John    Resser;    5    years,    from    Nov    1,    1906.      Nov    28,    1906. 

2:400 1,020 

6th  st.  No  807  East,  all.     Fanny  Henne  and  ano  to  Charles  B  Rue- 

benack;  10  years,  from  Jan  1.  1007.  Nov  24,  1900.  2:363.. 2.400 
9th   st,    Nos  406   and  408  East.   all.      MoUie   Sklamberg  to   Henry 

Goldberg;  3  5-12  years,  from  Dec  1,  1904.     Nov  24,  1906.     2:436. 

5,240 

10th  st.   No  79  East,     Consent  to  surrender  lease.     Anna  Stander 

to  Margaret  Jaeger.     Nov  19.     Nov  23,  1900.     2:556 nom 

12th  st.  No  223  East,  all.     Ellen  Brady  to  John  Fritz  and  ano;  2 

years,  from  Oct  1,  1907,  at  ?1,800,  and  3  years  more  at  $2,000. 

Nov   20,    1906.      2:468 

13th  st.  No  437,  n  w  cor  Washington  st,  Nos  866  and  868,  25x103.3, 

all.     James  R  Roosevelt.  Jr.   to  John  H  Rohde;    20  years,   from 

Feb   1,   1907.     Nov  24,   1900.     2:646 taxes.   &c,  and  2.400 

14th  st,  No  440.  s  w  cor  Washington  st,  Nos  872  and  874,  25x103.3, 

all.      Helen  R   Robinson   to  John   H   Rohde;   20  years,   from  Feb 

1,   1907.      Nov  24,   1906.     2:640 taxes.  &c.  and  2,650 

17th  st,   Nos   130  and   132  West,   sixth,   seventh   and   eighth   lofts. 

Middleboro    Realty    Co    to    Morris    L    and    Philip    T    Geffen;    5 

years,  from  Feb  1,  1907.  Nov  28,  1906.  3:792..  .5,700  and  6,000 
18th  st,  Nos  420  and  422  East,  all.     Jacob  Furman  et  al  to  Vin- 

cenzo  and  Michaele  Orbello;  3  years,   from  completion  of  bldgs. 

Nov  24,  1906.     3:949 7..500 

29th   st.    No   145   West,   front   stable.     Henry   Stetson   and   ano   to 

James  E  Garner;  3  years,  from  May  1,  1906.     Nov  27,  1906.     3:- 

805 800 

31st  st.  No  108  West,  all.     Louis  Hyman  and  ano  to  Violet  Hamp- 

son;   1  year,   from  Oct  1,  190(J.     Nov  23.   1906.     3:806 2.400 

36th  st,  Nos  152  to  156,  s  s,  140  e  7th  av,  60x98.9.     Archibald  D 

Russell  to  Park  &  Tilford;  20  11-12  years  and  15  days,  from  Nov 

15,    1906.      Nov   27,    1006.      3:811 taxes,   &c,   and   16,000 


42d  st.  No  128  West,  1st  floor  and  basement.  M  Lewinson  and 
ano  to  Pease  Piano  Co;  3  years,  from  May  1,  1907.  Nov  27, 
11KJ6.     3:904 0,500  and  7,000 

40th  st.  No  5!>  West.  Consent  to  assign  lease.  TRUSTEES  of 
Columbia  College  to  Barbara  wife  Geo  W  Edebohls.  Nov  10. 
Nov  23,   10O6.     5:1265 

Same  property.  Assign  lease.  Barbara  Edebohls  to  Geo  M 
Edebohls.     Nov  1.     Nov  23.  1900.     5:1265 nom 

58th  st.  No  370  West,  store'.  Christopher  Steftens  to  S  Dano- 
witz;  4  9-12  years,  from  Aug  1,  1906.  Nov  26,  1900.  4:1048. 
0(X) 

58th  st.  No  248  East,  all.  Simon  A  Nies  to  Adam  Schwendeman; 
3  years,   from  Oct  15,   IWK!.     Nov  26,   IfKW.     5:1331 1.100 

65Lh  st.  No  2,34  West,  all.  Joseph  Rosenzweig  with  Max  Ler- 
man;  3  years,  from  Dec  1,  1906.     Nov  26.  lOtHi.     4:11.56 2.4.50 

67th  st.  No  212  West.  Surrender  lease.  Fannie  Blank  to 
Bridget     McAndrews.       All     title.       Nov    24.       Nov    28,     1906. 

^4:1158 nom 

72d  st.  No  176,  at  s  e  cor  of  Broadway  or  Amsterdam  av,  30xl02'.2, 
all.  David  S  Brown  to  Import  Cigar  Co;  20  11-12  years,  from 
June  1,  1907.     Nov  24.  1906.     4:1143.taxes.  &c,  and  0,000  to  ll.OlX) 

73d  st.  No  221  East,  all.  Abraham  Dan  and  ano  to  Max  Gilefsky; 
from  Nov  15,  lOOO.  to  May  1.  1909.     Nov  27.  1906.     5:1428.  .2,550 

81st  st.  No  ,520  East,  east  store.  Edward  Propper  to  John  Biss; 
10  years,   from  Dec  1,  190(5.     Nov  23,  1900.     5:1577 624 

101st  St.  No  .50  East.  all.  Abraham  Sturman  and  ano  to  Solomon 
Antakoletz;  5  years,  from  Dec  1,  1906.  Nov  23,  100(5.  6:1(506. 
1,000 

104th  st,  s  s,  140  w  Av  A,  40.x95,  all.  John  R  Smith  to  Albert 
Govers;   5  years,  from  June  1,  1905.     Nov  24.  19015.  6:1(')97 .500 

110th  St.  Nos  114  to  118  East,  all.  Joseph  M  Lichtenauer  to  Adam 
A  Schopp;  10  years,  from  Dec  1,  1906.  Nov  27,  190(5.  6:1637 
■    taxes,   &c,   and   1,900 

115th  st.  No  335  East,  east  store.  Luigi  Granito  to  Pietro  Cir- 
oUi;   5  years,   from  May  1,  1908.     Nov  27,  190(5.     6:1(587 540 

12Sth  st,  Nos  10  and  21  East.  Assign  lease.  Martin  Rafalovitz  to 
Joseph   Rafalovitz.      Nov  16.     Nov  23,   19(J6.     6:17.53 nom 

Same  property.  Assign  lease.  Joseph  Rafalovitz  to  Charles  and 
Alexander  Jraade.     Nov  16.     Nov  23.  1!m:m5.     6:17.53 175 

133d  st.  No  50  West.  Assign  lease.  White  Clover  Dairy  to  White 
Clover  Farms.     Nov  23,  1900.     0:1730 nom 

Same  property.  Consent  to  assign  lease.  Geo  N  Reinhardt  to 
White   Clover  Dairy.     Nov  10.     Nov  23,  1906.     6:1730 ^— 

133d  st,  Nos  49  and  51  East,  all.  Cassel  Cohen  to  The  Afro- 
American  Realty  Co;  5  years,  from  Dec  1,  1906.  Nov  26.  10O6 
6:17.58 ■.    c.OOO 

145th  st,  Nos  507  and  509,  n  s,  160  w  Amsterdam  av,  2d  floor. 
Martha  B  Mosher  to  Wm  G  Cresswell;  5  4-12  years,  from  Jan 
1,  1007.     Nov  27,  1906.     7:2077 1,200  to  1,400 

Amsterdam  av.  No  1315.  Assign  lease.  Thomas  Brennan  to  Bern- 
ard Brennan.     Nov  22.     Nov  27,  19(X).     7:1965 nom 

Amsterdam    av.    No    63.      Assign    lease.      Louis    Baehr    to    Philipp 

Duemig.   Brooklyn.     Nov  24,   1906.     4:1134 

other  consid   and   100 

Same  property.  Assign  lease.  Philipp  Duemig  to  Louis  Baehr. 
Nov  24,   1906.     4:1134 2,(XK) 

Amsterdam  av.  No  1405,  s  e  cor  134th  st,  No  498,  store,  &c.  Herr- 
mann Realty  Co  to  John  H  Raabe;  10  years,  from  May  1,  1907. 
Nov  24,   l!t06.     7:1971 2..500  to  3,500 

Av  C,  No  42.  Assign  lease.  Elizabeth  Donovan  to  Morris  Lustig. 
Nov   5.      Nov  23,   1906.     2:373 other  consid  and   100 

Broadway.  No  1457,  part  of.  The  Saranac  Hotel  Co  to  Wm  S 
Weiss;  2  3-12  years  and  10  days,  from  Sept  20,  1906.  Nov  23, 
190(5.     4:994 5,000 

Broadway,  Nos  584  and  586,  2d  loft.  Leopold  Kaufmann  to  Her- 
man Oppenheimer  and  ano;  5  years,  from  Feb  1,  1907.  Nov  24 
1906.     2:511 4.200 

Broadway,  n  w  cor  137th  st,  s  Vz  of  store  No  3.  Transit  Realty 
Co  to  Wm  Waldman  and  ano;  1  11-12  years,  from  Nov  1,  1906 
Nov  23,  10(X5.     7:2080 1,200 

Columbus  av.  No  824,  store.  John  Bosch  to  Hygrade  Wine  Co; 
5  years,  from  May  1,  1907.     Nov  26,   1900.     7:1855 1.700 

Greenwich  av.  No  9,  all.  John  McCann  and  ano  TRUSTEES 
John  Sullivan  to  Bernard  Goldman;  3  years,  from  May  1,  1900. 
Nov  28,   I'.RH).     2:610    for  term.  4.440 

Greenwich  av.  No  9.  Assign  lease.  Bernard  Goldman  to  Bern- 
heimer  &  Schwartz.     Oct  9.     Nov  28,  1906.     2:610 nom 

Grenwich  av.  No  39.  store.  Fanny  Singer  to  Anne  Cavallo  and 
ano;  3  years,  from  May  1,  100(5.     Nov  23,  19(X!.     2:612 684 

Lenox  av.  No  119,  s  w  cor  110th  st.  No  10().  Option  to  renew 
lease  tor  5  years  at  $2,500.  Morris  Levy  and  Max  Rosenblum  to 
Henry  Young.     Apr  26.     Nov  26,  19(XS.     7:1825 . 

Lenox  av.  No  275.  all.  Louis  Bender  to  Edw  F  Pfaff;  5  years 
from  May  1.   l'.K)7.     Nov  2(5.   190(5.     7:1908 for  term  13.000 

Lexington  av.  No  1813,  south  store.  Kallman  Silverman  to 
Jacob  Kummer;  3  5-12  years,  from  Dec  1,  1906.  Nov  28  1906 
6:1640 G30 

Mad'son  av.  No  431,  n  e  cor  49th  st,  — x — .  Assign  lease.  Frances 
A  Beyea  to  New  V/eston  Hotel  Co.  All  title.  Oct  2(5.  Nov  27 
1900.     5:1285 nom 

Madison  av.  No  1072,  store    &c.     Annie  Eolis  to  Oscar  B  Enstein- 

3  5-12  years,  from  Nov  27,  1906.     Nov  28,  1900.     6:1617 .' 

060  and   1,200 

Same  property.  Assign  lease.  Louis  Conrad  to  Annie  Eolis. 
Nov    27.      Nov    28,    1006.      6:1617 nom 

1st  av.   No  303  In   w   cor.      Assign   lease.      The   James 

23d  St.  Nos  351  and  .353  East  I  Everards  Breweries  to  Andrew  J 
Roberts.     Nov   2.3.      Nov   26,    100(5.      3:020 nom 

1st  av.  No  2105,  n  w  cor  108th  st,  corner  store.  Raphael  Kurz- 
rok  to  Roberto  De  Phillipi;  5  years,  from  Nov  15,  1006.  Nov 
27,  1006.     6:1080 2,040 

1st  av.  No  393 1 

23d  st,  Nos  351  and  3.53  East   | 

Assign  lease.     Andrew  Roberts  to  John  D  Haase.     Nov  23.     Nov 
27.  100(5.     3:939 nom 

Same  property.  Re-assign  lease.  John  D  Haase  to  Andrew  Rob- 
erts.    Nov  23.     Nov  27,  19CM5.     3:939 nom 
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Bay  Ridge  Property 
Our  Specialty 


Fifth  Ave.  and  79th  St.,  Brooklyn,  N.  Y. 

Telephone,  724  Bay  Bldg« 
Branch  Office  :  Bay  Bldge  Aye. ,  cor.  Fort  Hamilton  At*. 


2d  av,  No  2452.  Assign  lease.  Margareth  Dietz  to  Davies  J  Mar- 
shall.    Nov  27;  1900.     «:1S02 nom 

Same  property.  Re-assign  lease.  Davies  J  Marshall  to  Margar- 
eth  Dietz.     Nov  27,   lltOli.     0:1802 nom 

2d   av.   No   1404,   n   e   cor   73d  st,   store.   &c.      Emma   Schwartz  to 

Henry  Feldman;  2  10-12  years,  from  Dec  1,  1900.     Nov  2;{,  1!J0<;. 

5:1448 l,5tKJ 

2d   av,   No    1059,   store.      Mary   F   Morgan   to   Abraham   Siegel;    5 

years,  from  Nov  1,  1900.     Nov  28,  1900.     5:1329..  .900  and  1,000 
2d  av,  No  2415.     Assign  lease.     Chas  A  Rau  to  Mamie  Rau.     Nov 

24.      Nov  20,    ItRHJ.      0:1788 nom 

3d  av,  Nos  2293  to  2297  1 1st    and    2d    floors    and    rear    part    base- 
125th  st,  No  210  East        |     ments.     Rachel  Ranger  to  Samuel   Brill 

et  al;   21  years,  from  May  1,   190<i.     Nov  23.   1900.     0:1789.... 

13.000  to   17.000 

Same  property,  all  of  basement  not  included  in  above  lease.     Same 

to    same;    19   8-12    years,    from    Sept    1.    1907.      Nov   23.    1900. 

0:1789 2.000   to   2,000 

3d  av,   No  047.   store,  &c.     Marie  and  Francis  R  Kidwell   to   Max 

Lewin;  3  years,  from  May  1,  1907.  Nov  23.  1900.  5:1315. .  ..1,080 
3d  av.   No  1701.  store,  &c.     P  Popkin  to   Morris   Rosen;   2  years, 

from  May  1,  190(i.     Nov  28,  1900.     0:1047 084 

4th  av,  Nos  05  to  09,  south  store.  &c.     Abbot  L  Dow  et  al  to  Frank 

Mutterer;   5  years,   from  Feb   1,   1907.     Nov  24.   1900.     2:555.. 

..: 1.800 

0th  av.  No  00,  store.     Wm  T  Innes  to  Lawrence  U  Bertini;  2  5-12 

years,  from  Dec  1,  liKMi.     Nov  27,  1900.     2:552 540 

8th  av,  No  000.  store.     Louis  Steets  to  Hygrade  Wine  Co;   .5  vrs. 

from  May  1.   1907.     Nov  20.  1900.     3:789 2.400  and  2.000 

10th  av.  No  413,  n  w  cor  33d  st,  store,  &c.     Rose  Mostacher  to 

Bernard  Gilbrlde;  3  years,  from  Oct  15,  1906.     Nov  28,   1900. 

3:705 1,200 

BaROUGH   OF   THE   BKOIfX. 

135th  st|  n  s.  00  e  Willow  av,  50x—  to  s  s  130th  st,  1st  and  2d  lofts 

130th  st]  of  east  building.  Fredericka  Schneer  to  Herman  Oppen- 
heimer  and  ano;  from  Oct  15,  1900.  to  Jan  1,  1914.  Nov  24  190ti 
10:2587 • 3.IOO 

135th  St.  No  708  East.  all.  Matilda  Levy  to  Elizabeth  Mangan; 
2  years  and  4>^  months,  from  Dec  1.5,  1906.  Nov  27,  190<i.  9:- 
-2T9 (iOt)  and  000 

100th  St.  No  888  East,  store.  &c.  John  Miller  to  Angelo  Barone; 
5  years,   from  Oct  1.   1900.      Nov  24.   1900.      10:2050 300 

160th  St.  No  975  East,  n  w  cor  Union  av.  rear  store.  Wm  G  Ring- 
ler  to  Frederick  Guensch;  5  years,  from  May  1.  1904.  Nov  27 
1900.      10:2071 240  to  288 

Intervale  av.  w  s.  243.10  n  Westchester  av,  50x100.  all.  Lucia 
Albano  to  Chas  B  McKay;  10  years,  1  month  and  10  days,  from 
Nov   20,   IftOO.  _Nov  23.    1900.      10:2099.  .repairs,    taxes   and   

Tremont  av.  No  737,  cor  Washington  av.  2d  floor.  John  Finger  to 
W  Wfesley  Douglas;  3  years,  from  Nov  1.  lt»00.  Nov  27,  1900 
11:3043 ....420 

Whitlock  av,  n  w  s.  71  n  e  144th  st.  first  floor.  &c.  New  York 
Chartered  Co  to  E  Bagge  Iron  Works;  3  years,  from  Nov  1.  1906 
Nov  27.  1900.     10:2599 l.o'sO 

Wendover  av.  No  70S,  basement.  Bessie  Morris  and  ano  to  Satii- 
uel  Breeker  and  ano;  5  years,  from  May  1,  1900.  Nov  27,  1900. 
11:2912 ;j44 

Whitlock  av,  near  144th  st.  Agreement  to  lease  ist  floor  and 
basement  at  $l.OSO  per  annum.  N  Y  Chartered  Co  with  E  Bagge 
Aug  21.     Nov  27.  1900.     10:2601 - 

3d  av.  No  2491.  n  w  cor  130th  st.  store.  &c.  Assign  lease.  Theo- 
dore Schoeppler  to  John  J  Tracy.  Nov  22,  Nov  26,  1906. 
9:2320 '         ^o^ 

Same  property.  Assign  lease.  John  J  Tracy  to  James  Everards 
Breweries.     Nov  22.     Nov  20,   19011.     9:2320  nom 


MORTGAGES 


NOTE.— The  arrangement  of  this  list  is  as  follows:  The  first  name 
Is  that  of  the  mortgagor,  the  next  that  of  the  mortgagee.  The  de- 
scription of  the  property  then  follows,  then  the  date  of  the  mort- 
gage, the  time  for  which  it  was  given  and  the  amount.  The  general 
dates  used  as  head  lines  are  the  dates  when  the  mortgage  was 
handed  into  the   Register's  office  to  be   recorded. 

Whenever  the  letters  "P.  M."  occur,  preceded  by  the  name  of  a 
street.  In  these  lists  of  mortgages,  they  mean  that  it  is  a  Purchase 
Money  Mortgage,  and  for  fuller  particulars  see  the  list  of  transfers 
under  the   corresponding  date. 

The  first  date  is  the  date  the  mortgage  was  drawn,  the  second  the 
date  of  filing;  when  both  dates  are  the  same,  only  one  is  given 

Subscribers  will  find  mortgages  In  this  list  with  the  wrong  block 
number  attached.  The  block  number  we  give  is  taken  from  the  In- 
strument as  filed. 


November  23,  24,  20,  27  and  28. 
BOROUGH  OF  MANHATTAN. 

ArnoM  Realty  Co  to  Wm  Rosenzweig  Realty  Co.  133d  st  Nos  537 
to  o43.  n  s.  400  w  Amsterdam  av.  100x99.11.  Given  as  collateral 
security  for  deposit  made  by  2d  party  to  1st  part.  Nov  •>3  due 
&c,  as  per  bond.     Nov  28.  1900.     7:1984  '    4  oliO 

American  Mortgage  Co  with  Kath  R  Jackson  et  al  exrs  Wm  H  Jack 
mic,      3  719  ^''^''     Subordination  agreement.     Nov  27. 

''soVa^d^-^Tl'  'n  ^'.L^^'.f  ^°\'S^Se  Co  of  N  J.     27th  st.   Nos" 
f:L^tf^<     X?'  ^"1°.  ''.^^  ^"^  -  '°'^'  ^acl^  37.6x98.9.     2  morts 
each  130,000.     Nov  20.  1906.  5  years.  5%.     3933  7-'  000 

Same  to  Abram  Bachrach.  Same  property.  2  morts.  each  .?10  000 
2   prior   morts.    $3(i.l)00.      Nov    26.    1900.    demand.    0'^.      S:dS3'. 

^%Tmft  ^^^^"-^  ^^"^^'"^  .???.^°°-     Same  property.     2  morts    each^^ 

^r^^'  ^J^^'L^S  ^Z^^  Jacobson.     33d  st.  No  235,  n  s.  221.8  w 

26,  isioe     iflu.     ^"°''  '"°"  '^ •     ^"^  20,  1  year.  6%.     Nov 

Argilagos    Sedohr  R  to  Elizabeth  Kennelly.     77th  st    No  309    n  f^^ 

'-^IJ  ^:r2n.%i.  ^Sf  ^  ^-  ^-  ''■  -' ""  htL 

The  text  of  these  pages  Is  copyrighted.     All  rights  are  reserved. 


Andriaccio.  James  G  to  Abram  C  Gibson  trustee  Ben]  F  Roe  dec'd 
for  Edw  F  and  Arabella  Roe.  106th  St.  No  332.  s  s,  350  e  2d 
av,  2.5x100.11.  Nov  24,  due  June  7,  1909,  5%.  Nov  26,  1906. 
6:1677.  10.000 

.\merican  Mortgage  Co  with  John  M  Bowers  et  al  exrs  Wm  H 
Gebhard.  2d  av.  No  501.  Subordination  agreement.  Nov  27 
Nov  28,   1900.     3:911.  nom 

Abrams,  Harry  to  Betsy  Panish.  Oliver  st.  Nos  31  and  33.  n  w 
cor  Madison  st.  Nos  51  to  57.  runs  n  45.4  x  w  77  x  s  9.2  x  e  1.3 
X  s  2!t.]0  to  Madison  st  x  e  70.1  to  beginning.  Prior  mort  $04  - 
(J(H).      Nov  23.   19(:h>.  2  years,  0%.      ];279.  lO.CKMI 

Bergenstein.  Charles  to  Wm  A  Spencer  and  ano  trustees  Lorillard 
Spencer  for  benefit  E'.eanora  L  S  Cenci.  5Gth  St.  n  e  cor  Lex- 
ington av.  No  (i77.  72x20..5.  Nov  27,  5  years.  4H9'f  Nov  28 
1!«I0.     5:1311.  24.000 

Baddock.  Betsey  wife  Joseph.  Baltimore.  Md.  to  Sarah  Dinkelman 
and  ano.  Sheriff  st.  Nos  07  and  (i9.  w  s,  57.1  s  Rivington  st, 
42.11x49.0.  Prior  mort  $7, .500.  Nov  22,  demand.  — %  Nov  ''O 
1!H)(!.     2:3.38.  j.obo 

Behn.  Herman  to  Grace  T  Wells.  124th  st.  No  521.  n  s.  441.6  e 
Broadway.  27x100.11.     Nov  20,  I'.HHj.  3  years,  5'c.  '  7:lil79.  24,1100 

Same  to  Joseph  L  Graf  and  ano.  Same  property.  Prior  mort  *''4  - 
0(M).     Nov  27.  3  years.  0':j,     Nov  28.  IflOO.     5:1311.  Ti  OllO 

Behn.  Herman  to  James  O'Brien.  124th  st,  No  .521  n  s  441  0  e 
Broadway.  27x100.11.  Prior  mort  $24,000.  Nov  20  due  Apr  29 
1907.  (!'/,.     Nov  20.  1906.     7:1979.  1,000 

Berifstein  (Morris)  Realty  &  Construction  Co  and  Commonwealth 
Mortgage  Co  wUh  N  Y  Investment  &  Impt  Co.  Wadsworth  av,  s 
e  cor  182J  st.  70xl."iO.  Subordination  agreement.  Nov  24  Nov 
20.    1901!.     ,S:2105.  ■        nom 

Bernstein  (.Morris)  Realty  &  Construction  Co  and  North  .\merican 
Mortgage  Co  with  same.  Same  property.  Subordination  agree- 
ment.     Nov  24.     Nov  20.   1900.     8:21(55  nom 

Brower.  Wm  H  Jr  to  Jette  Wolf.  2d  av.  No  1080,  e  s  20  9  n  57th 
St.   19.9x78.     Nov  20.  1900.  3  years.  .5<7r.     5:13.50.  15  000 

Baddock.  Betsey.  Baltimore.  Md.  to  L.\WYERS  TITLE  INS  & 
TRUST  CO.     Sheriff  st.  No  07.  w  s.  80.1  s  Rivington  St.  ig.lOx 


49.6.     Nov  22,  .5  years 


Nov  2(5.  ]'.MH5.     2:3.3,8. 


7..500 


Bachrach.  William  and  Julius  to  American  Mortgage  Co  I'^gth  st 
No  1.58.  s_s.  2(i0  w  3d  av.  18.9x99.11.  Nov  2(5.  1906.  1  year] 
•  i'7r-     0:17(6.  7  000 

Brown,  Addison  exrs,  &c.  Chas  H  Noyes  with  Solomon  L  Davidson 
lOth  St.  No  .5.54  East.  Agreement  that  the  prior  mort  on  above 
shall  remain  as  collateral  security  to  new  mort  &c  Nov  26 
Nov   27,    llXMj.      5:1444.  '        '  ^^^ 

Bernstein.  David  A,  Hoboken.  N  J.  to  DRY  DOCK  SAVINGS  INSTN 
.l.ith  su  No  118.  s  s.  199.8  w  Columbus  av,  24.10x100.8.  P  m' 
Nov  2i.   190<).   due.   &c.  as  per  bond.     4:1225  11000 

Bogner  Joseph  to  Anna  Ulrich.  132d  st.  No  50.  s  s,  75  w  Park 
r-  r/'^TA-V-,,,,^  M.  Prior  mort  $10,000.  Nov  27,  1906,  due 
Jan  2,   1910.  0%.     0:li.jO.  5  000 

Bode  Elizabeth  A  to  George  W  Rennert  and  Louis  K  Ungrich  exrs 
Qn  00  if*"^  ^"V.'^''  Rennert.  126th  st.  No  214.  s  s,  225  e  3d  av, 
.30x99.11.     Nov  2S.   1SI0O.  5  years,  .5%.     0:1790  '^obo 

Bailey.  Louis  M  to  Wm  Colgate  and  ano.  Greenwich  st  No  262 
w  s  o.i  n  Murray  st,  runs  w  80  x  s  .53  to  n  s  Murray  st  x  e  20  x 
n  _4  V  e  00  to  Greenwich  st  x  n  29  to  beginning.  Nov  12  3 
years.  414 rj.     Nov  28.  1900.     1:131.  4-^0)0 

Borck.   Max    to   The   Hebrew   Orphan   Asylum.      120th   st     No   V'-l 

-ij^'i?!^  '^fV-.?^""  '■*"'  -'>^1"<'10-     Nov  26,  5  years,  5%.     Nov 
-.>.    JVHNi.      (>:lib8.  18  tXX) 

^'v '"v'^  -?c;Tc.^°1?r'  ^°''  ^'  ^""'^  ^  San  Francisco  R  R  Co  with 
,  ,  p  ^ST  CO  as  trustee.  Equipment  agreement.  Rolling 
stock,  &e.  Nov  1  .'H.50.0,0  in  cash,  and  balance  in  14  install- 
ments until  Nov  1.   1913.  57(.     Nov  28.  190(1.  .580075 

Bachrach,  Irving  with  Wm  A  Spencer  and  ano  trustees  Lorillard 
Spencer  for  Lorillard  Spencer  and  ano.  4th  st,  No  140  West 
Subordination  agreement.     Nov  27.      Nov  28.   19(10      2-543        nom 

Brody.  Adler  &  Koch  Co  to  METROPOLITAN  LIFE  INS  CO  '  7<Hh 
wm  f-c-^^^-  ,"",  f*;?!'^"''  ^^'  I'W^IO-^.  Nov  28,  due  Nov"  1, 
•)s  ia'.?^^'  "."''l  ,'^"'''''°e  is  completed,  and  rv/o  thereafter.  Nov 
-a.    JiHio.     4:1244.  3'' 5  000 

^''°."' ,1°,!''™*'-  Same  property.  Certificate  as  to  consen"' of 
stockholders   to   above   mort.      Nov  28    1900      41'>44  

Brokaw     Isidor    D    to    John    E    Simons.  '    Lexington  "av."  No    1511 

■'".'/•.^"••i/   •^So"/*'..-^-"'^^-      P   M.      Prior   mort   $2(j.000.      Nov 
23.   due   May  23.   HIO6.  6%.      Nov  26.   1906.     6:1025.  5  000 

.?°Mn  iQi-°"c^  ,'°    ^,^   ^   Schaefer   Brewing   Co.     Amsterdam 
av.  No  131;).     Saloon  lease.     Nov  27.  1906,  demand,  6%.  7:1905. 

Braun.  August  to  Emma  Hassey.     76th  st,   Nos  423  and  425,  n'T'' 
30.    e    1st   av,    o(«102.2.      Nov   28,   1906,    5   years.   5%.  5:1471.' 

Boesenberg.  Herman  to  Consumers  Brewing  Co.  Grand  st  No~174 
Saloon  lease.     Nov  23.  demand.  6%.     Nov  24.  1906      2-471       5  000 

Burliiig_ame.  Edw  L  to  GERMAN  SAVINGS  BANK.  N  Y  83d  st 
4^4.''   5149.5     '  *''"'''°°  •'^'  18x102,2,     Nov  23.  190t5,  3  years! 

'"l3Ch°st'^Nf°rio  ^^"'?,?,oSoS'fr°e  and  ano   exrs  Simon   Ste^rn^" 
1.VV«    q   •  -;?■  ^I'-^^-  «'  Broadway.  38.7.x99.11.     Nov  23 

19(^H>.  3  years,  ,1%.      ,:  2(101.  '^7(M'II^ 

^"Z/^VT^-K  ^'*°''  P'-oP^'y-  Certificate  as  to  consent  of  stock- 
holders  to  above  mort.      Nov  23    1906      7-^001  "'^"'-1^ 

Brokaw  IsidorD  to  Lily  W  Beresford. '  Lexington  av.  No  1.511, 
0:1(525  -     ^  ^-     ^"^  -^'   ^^^'  5  y^ai-s.  5%: 

'"S'^l  q^Vkrn'.'"  ^^^rr  ^  ^°'"^-     l=5-^'b  St.  Nos  614  and  016."l*'s^ 
fm     NovO-f^^cS^^  V"^^-  ^^^^3S.7x99.n.     2  morts,  each  $37.^ 
oot).     Nov  23,  1900.  3  years,  5%.     7:2001.  74  000 

TnV.VT^- J^'^"  P'-°P<'"y-  2  certificates  as  to  consent  of  stock^^ 
holders   to   above   morts.      Nov  23.   1906.      72001       '^"'  °'  s^°'='^ 
Baruch,    Babet^ha    to   FARMERS   LOAN   AND   TRUST   CO       83d    s~ 
^%i'-  °  IJ^^^  "  Columbus  av.  runs  s  102.2  x  e  10  3  x  s^52  x 
23^  ir5^6  ^7-1197^  "  -^  '"  beginning.     P  M.     3'yea;^.  -^-.i^ 

""s't'^No^u'  n  °s    ™'7p''^   I^^Vi'S   ^   TRUST   CO.      Sta"on'" 
Nov  23    lik^    •  •^^33o''°''''''  ^''  -*^"''''^-     N°^  21.  3  years.  5%. 

^rnre^renfXv\M:''^>?o7o3    !ll?  -0-3!^     '''"''''^'^ 

"'cn?tof  •^°o'3%!l"4'6^-?r4'4VV'^°  ^"■■^°  215,  s  s,  7o"e°'" 

*-."Sor23':l9^?^d^^n1y1;'l90|6''^:S:l80^-      ^^'°^   Ts'oO 

Notice  Is  hereby  given  that  Infringement  will  lead  ta  prosecution. 


I.  1906     }     Uortgages 


RECORD    AND    GUIDE       M^iAtttM 


927 


Adaptable  for 

Offices  and  Residences 

Systems  of  Less  Tlian  Five  Stations 


Interior  Telephones 

Fifty  Cents  a  Month 


No  Installation  Charge 
No  Maintenance  Charge 


THE  AHENTION  Of  ARCHITECTS  AND  BUILDERS  IS  PARTICUURLY  CALLED  TO  THE  ADVANTAGES  Of  OUR  SYSTEMS. 
RATES  FOR  SYSTEMS  OF  OVER  FIVE  STATIONS  AND  ALL  OTHER  INFORMATION  MAY  BE  OBTAINED  UPON  APPLICATION. 

NEW     YORK     TELEPHONE     COMPANY 


I  16  WEST  38th  STREET 


16  DEY  STREET 


920  WEST  124th  STREET 


Baron,  Solomon  L  and  Roman  B  Zaiiels  to  Maurice  J  Burstein.  Suf- 
folk St.  No  71,  w  s,  125  n  Broome  st,  25x100.  P  M.  Prior 
mort  .^20,000.     Nov  1,  5  years,  6%.     Nov  23,  lOOtJ.     2:352. 

12.000 

Coyle,  Michl  A  and  Wm  D  Ward  with  EMIGRANT  INDUSTRIAL 
SAVINGS  BANK.  3d  av.  No  39(>.  w  s.  25  n  28tli  st,  24.4x(;3.7. 
Subordination    agreement.      Nov   23,   I'JOG.      3:884.  nom 

Crotty.  James  F  to  De  Witt  C  Flanagan  and  ano  trustees,  &c. 
West  St.  No  231.  Saloon  lease.  Nov  13,  demand,  6%.  Nov 
2t!,    1!XX!.      1:18(1.  2,500 

Crowley.  Cornelius  J  to  TITLE  GUARANTEE  &  TRUST  CO. 
55th  st.  No  450,  s  s.  175  e  10th  av,  25x00.  Nov  24,  due.  &c, 
as  per  bond.     4:10(34.  12,000 

Cohen.  Jennie  L  wife  of  and  Jack  Q  to  Sarah  M  Schieffelin  et  al 
trustees  Henry  M  Schieffelin.  130th  st.  No  130,  n  s,  270  e  7th 
av,   18.4x99.11.     Nov  20,  3  years,  5%.     Nov  20,  1006.     7:1914. 

12,000 

Cohen,  Harris  M  to  Joseph  L  Buttenwieser.  25th  st,  Nos  220  to 
22(i,  s  s,  2.58.7  w  2d  av,  80x98.9  Prior  mort  $84,000.  Nov  27. 
1900,   due   Dec   15,   190(;,   0%.     3:905.  19,000 

Cohen,  Harris  to  N  Y  TRUST  CO.  25th  st,  Nos  220  and  222,  s  s, 
298.7   w   2d   av,    40x08.9.      Nov   27,    1906,   3   years,   5%.      3:905. 

41,(M_K) 

Cohen,  Harris  M  to  Real  Estate  Mortgage  Co  of  N  J.  25th  st. 
Nos  224  and  220,  s  s,  258.7  w  2d  av,  40x98.9.  Nov  27,  1906. 
5  years,  5%,     3:905.  43,0(X» 

Cohen,  Harris  M  to  Frank  Hillman  and  ano.  2oth  st,  Nos  220  to 
226,  s  s,  258.7  w  2d  av.  80x98.9.  Prior  mort  $84,000.  Nov  27. 
IfHXi,   demand,  6%-     3:!:)05.  5,(XX) 

Conkling,  Howard  to  City  Real  Estate  Co.  70th  st.  No  157,  n  s, 
289  w  3d  av,  36x100.5.  P  M.  Nov  27,  1906,  due,  &c,  as  per 
bond.     5:1405.  50,000 

Cirolli,  Pietro  to  Lion  Brewery.  115th  st.  No  335  East.  Saloon 
lease.     Nov  20,  demand.  6%.     Nov  27.  19(X>.     0:1687.  2.812.24 

Coyle,  Michael  A  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
.3d  av.  No  390,  w  s,  25  n  28th  st,  24.4x63.7.  Nov  20,  5  years, 
r,%.     Nov  27,  11X)6.     3:884.  20.500 

Combined  Real  Estate  Interests  to  Daniel  A  Davis  and  ano  trus- 
tees for  Arvilla  R  Appleton  will  Orris  K  Eldredge.  Park  av, 
Nos  1011  and  1013,  e  s.  25.6  s  S5th  St.  2  lots,  each  2.5.6V4X82.2. 
2PM  morts,  each  .$21..500.     Nov  26,  1906,  5  years,  4%%.  5:1513. 

43,000 

Capo,  Sabato  to  B  Aymar  Sands  and  ano  trustees  for  Wm  H  Purdy 
will  Cath  Purdy.  99th  st.  No  171.  n  s.  ItX)  w  3d  av,  2.5x100.11. 
Nov  24,  due  June  .30,   1909,  5%.     Nov  27,   1!X)6.     6:1027.       10,000 

Gumming  Construction  Co  to  METROPOLITAN  LIFE  INS  CO. 
Broadway.  No  .3341,  n  w  cor  135th  st.  No  (iOl,  99.11x125.  Nov 
27,  1906,  due  Nov  1,  1911,  5y2%.    7:2002.  210.000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Nov  27.  1906.     7:2002.  

Cahn.  Harry  with  Meyer  Butzel.  Sth  st.  No  320,  n  s,  412  e  Av  B, 
21.9x97.6.     Subordination  agreement.     Nov  28.   1900.     2:390.  nom 

Clark.  Ann  M  to  METROPOLITAN  TRUST  CO  of  City  N  Y.  149th 
st.  No  531,  n  s.  350  w  Amsterdam  av,  17x99.11.  Nov  15.  5 
years,  5%.     Nov  23,   190(j.     7:2081.  8,500 

Congregation  Ansche  Chesed  (Congregation  of  Men  of  Mercy)  to 
TITLE  GUARANTEE  &  TRUST  CO.  136th  st.  No  124,  s  s,  2.55.1 
w  Lenox  av.  14.11x99.11.  Nov  23,  due,  &c,  as  per  bond.  Nov 
24,   1906.     7:1920.  0,0(X) 

Davidsohn,  Solomon  L  to  Addison  Brown  exr  and  trustees  Chas  H 
Noyes.  70th  st.  No  3.34,  s  s.  1.32.6  w  1st  av,  27.0x100.4.  Nov  20, 
due  June  1,  1912,  5%.     Nov  27.   1900.     5:1444.  14.(XK) 

Duggan,  Michael  to  Ella  W  Mills  and  ano  exr  Abraham  Mills. 
Park  av.  No  1.503,  e  s,  74  n  109th  st,  26.11x80.  Nov  20,  5  years. 
5%.     Nov  27,   190(j.     0:1037.  9.<X)0 

Devine,  Thos  F  to  Mary  A  A  Woodcock.  85th  st.  No  327,  n  s,  2.50 
w  West  End  av,  2.5x102.2.     Nov  23,  19(X),  3  years,  5%.     4:1247. 

30,0(X> 

Dukas.  Julius  J  to  Katharine  R  Jackson  et  al  exrs  Wm  H  Jackson. 
88th  st,  Nos  101  to  1(35,  n  s,  125  w  3d  av,  runs  n  !X>  x  s  w  128.5 
to  n  s  S8th  st  X  e  60.8  to  beginning.  Nov  19,  1  year,  5%.  Nov 
23,   19(X5.     5:1517.  11.500 

EQUITABLE   LIFE  ASSUR  OC  of  the  U  S  with  Andrew  E  Lester 


et  al.  16th  st.  No  21  West.  Extension  mort.  Sept  1.  Nov 
27.   1906.     3:818.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Grace  Carroll. 
Riverside  Driva,  No  86.     Extension  mort.     Nov  27,  190(3.     4:1244. 

nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Susan  M  Alexan- 
der widow.  .54th  st.  No  10  West.  Extension  mort.  Nov  22. 
Nov  23.   100(!.     5:12(59.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Jane  T  Smith. 
40th  st.  No  18  East.  Extension  mort.  Sept  13.  Nov  23,  l'.X)6. 
5:1281.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Sarah  A  B  Downs. 
13th  st,  Nos  1.34  and  130  East.  Subordination  agreement.  Sept 
1.     Nov  23,  1!XM),     2:5.58.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  U  S  with  Ambrose  D  Henry  and 
ano.  10th  st.  No  14  East.  Extension  mort.  Sept  1.  Nov  23, 
1900.     2:567.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Sarah  A  B  Downs. 
Park  row.  No  180.  Extension  mort.  Sept  1.  Nov  23,  190(3. 
1:1(31.  nom 


Englander,  Bethoven  to  American  Bonding  Co  of  Baltimore.  Con- 
vent av.  No  11.  e  s,  (399.(!  n  14lEt  st.  20xl(M).  Nov  27,  19(16.  due 
&c,  as  per  bond.     7:20.50.  __    20,000 

Evans,  Barnett  and  Isaac  to  Standard  Operating  Co.  175th  st. 
n  s,  182. (>  w  Amsterdam  av.  runs  n  —  xw  —  xs  —  xse5xs 
i12  to  175th  st  x  e  87.t3-to  beginning.  Building  loan.  Prior  mort 
.$132,.550.  Nov  22,  demand,  (i'/r.  Nov  2S,  1906.  8:2132.  0,000 
Ernst,  John  F  R  to  Wm  A  Spencer  trustee  Lorillard  Spencer  tor 
Lorillard  Spencer,  &c.  43d  st.  No  227,  n  s.  199.1  w  2d  av.  27.11x 
1(X).5.     Nov  2(3,  5  years.  5%.     Nov  28.  IfKlO.    5:1317.  20,(X)0 

Epstein,  Abraham  Individ  and  exr  Simon  Epstein  dec'd  and  Rachel 
and  Jacob  Epstein  and  Pauline  his  wife  and  Meyer  Epstein  to 
Thos  S  Ollive  as  committee  Edwin  O  Brinckerhoff.  Madison  st. 
No  149,  n  s,  abt  88  w  Pike  st,  25x100.  Nov  28,  1906,  5  years, 
— %.     1:275.  25,000 

Fox.  Emanuel  E  to  Wm  Dann.  102d  st,  Nos  122  and  124,  s  s. 
325.7  w  Columbus  av,  52x100.11.  P  M.  Prior  mort  !f44,i50a. 
Nov  22,  3  years,  ()%.     Nov  23,  190(!.     7:18.5(3.  5.000 

Fox.  Julius  B  to  Frederic  J  Middlebrook  guardian  Wm  J  Ryan 
et  al.  20th  st.  No  143,  n  s,  245  w  .3d  av,  25x98.9.  Nov  20,  1900, 
3  years,  .5%.     3:882.  15,000 

Freaney,  Eleanor  A  to  Bella  Goldsmith,  115th  st.  No  120,  s  s. 
.3.50  w  Lenox  av.  25xl<X).ll.  P  M.  Prior  mort  $20,(X)0.  Nov  27, 
11X)6,  3  years,   C,%.     7:1824.  4,225 

Ferrara,  Guiseppe  to  Francis  E  Doughty  trustee  Betsy  A  Hart. 
99th  st.  No  169,  n  s.  125  w  3d  av,  2.5x100.11.  Nov  24,  due  June 
30.  1909.  5%.     Nov  27,  1906.  6:1027.  16,000 

Friedenstein.  Simon  and  Geo  H  Breen  to  Morris  Klein.  120th  st. 
No  309.  n  s,  175  w  8th  av,  2.5x100.11.  P  M.  Prior  mort  $15,0(X). 
Nov  27,  3  years,  ir/c.     Nov  28,  1906.     7:1947.  5..500 

Friedberg,  Simon  S  to  Seymour  Realty  Co.  Manhattan  av.  No  386, 
e  s,  27.11  n  110th  st,  30.3x.S2.  Nov  28,  1906.  3  years,  5%. 
7:1943.  25.000 

Fleischman  Realty  &  Construction  Co  to  METROPOLITAN  LIFE 
INS  CO.  7th  av,  Nos  2517  and  2519,  s  e  cor  140th  st,  40x100. 
Nov  28,   1900,   due   Nov   1,   1911,  5%%,     Nov  28,   1906.     7:2014. 

60.000 
Fleischman    Realty   &    Construction    Co   to   METROPOLITAN   LIFE 
INS  CO.     7th  av,  Nos  2.501  and  2,503,  n  e  cor  145th  st,  40x100. 
Nov  28.   11M16,  due  Nov  1,  1911,  5%%.     7:2014.  75,(XJ0 

Fleischman  Realty  &  Construction  Co  to  METROPOLITAN  LIFE 
INS  CO.  7th  av,  Nos  2.501  and  2.503,  n  e  cor  145th  st,  40x100: 
7th  av,  Nos  2517  and  2519,  s  e  cor  145th  st,  40x100.  Certificate 
as  to  consent  of  stockholders  to  2  morts,  1  for  !f00,000.  the  other 

for  f75,0(X».      Nov  28,   1900.     7:2014.  

Fichter,  Herman  to  TITLE  GUARANTEE  &  TRUST  CO.  Broad- 
way, s  e  cor  148th  st.  No  .502.  99.11x125.  Nov  27,  due,  &c,  as 
per  bond.     Nov  28,  190().     7:2079.  2(X1,(KX) 

Feedmark,  Sender  to  Geo  H  Coutts,  119th  st.  No  452,  s  s,  98  w 
Pleasant  av,  16.8x100.11.  Nov  27,  5  years,  — %.  Nov  28,  1900. 
0:1806.  13,000 

Faulkner,  Chas  S  to  County  Holding  Co.  45th  st.  No  131,  n  s,  65 
e  Lexington  av.  runs  n  29  x  e  5.6  x  n  31  x  e  15.6  x  s  00  to  st  x 
w  21  to  beginning.     P  M.     Ncv  28,  1906,  2  years,  5%%.    5:1300. 

17..50() 
Same    to    same.      Same    property.      Prior   mort   .$17,.50O.      Nov   28, 

1906.   1   year.  6%.     5:1300.  2,.5()0 

Frank,  Solomon  and  Samuel  Werner  to  Samuel  Fleck  Jr.  East 
Broadway,  No  1()7,  s  s,  .52.5  e  Rutgers  st,  26.1x100.  Nov  23,  due 
June  22,  1911,  6%.     Nov  24,  1900.     1:284.  7,000 

Friedrich,   Leo  to  Louise  Davidson  and  ano  exrs  Moritz  Davidson. 
1st  av.   Nos   1282  and  12.S4.   s  e  cor  09th  st.   No  4(10.   40..5xl()0. 
Nov  23.  due   Dec   1,   1911    .5%.     Nov  24,   19O0.     5:1403.         56,0(X) 
Same  and  Louis  Manheim  with  same.     Same  property.     Subordina- 
tion  agreement.      Nov   12.      Nov  24,   lOOiS.     5:1403.  nom 
Finkbeiner,    Ernst    with    Henry    H   Jackson    et   al    exrs   Peter   A   H 
Jackson.    Lexington  av.  No  2131.  n  e  cor  128th  st,  Nos  143  and 
145,    99.llx.30.      Subordination    agreement.      Nov    17.      Nov    23. 
1900.     0:1777.                                                                                              nom 
Fleischmann  Realty  &  Construction  Con  to  TITLE  GUARANTEE  & 
TRUST  CO.     7th  av.  Nos  2.505  to  2515,  e  s,  40  s  140th  st,  3  lots, 
together   in   size   119.10x100.      3   morts,   each   $40,000.      Nov   28, 
1906.  due,  &c,  as  per  bond.     7:2014.                                            120.000 
Frey,   Wm  J   with   Harriet   Baer.     87th  st.   No  229,  n  s.   310  e  3d 
av,  2.5xl(HX8.     Extension  mort.     Nov  19.     Nov  27,  1900.     5:1533. 

nom 
Goldberg.  Henry  to  Joe  Mentcher.     9th  st.  Nos  406  and  408  East. 
Leasehold.      Nov    23,    due    May    1,    1908,   — %.      Nov    24,    190(3. 
2:430.  700 

Ginzbourger.  Achille  and  Theo  to  Nathan  Navasky  and  ano.  94th 
St.  Nos  329  to  339,  n  s.  KIO  w  1st  av,  3  lots,  each  50x100.8.  3 
P  M  morts.  each  .'i!12,(X10:  3  prior  morts.  ![!40.0(X)  each.  Nov  23. 
:;  years.  6%.     Nov  24,   1900.     5:1557.  36,000 

Glick,  David  and  Samuel  Ladner  to  Jacob  Weinstein  and  ano. 
129th  St.  Nos  .•15  and  37.  n  s.  391.8  e  Lenox  av,  50x99.11.  P  M. 
Aug  27,  4  years,  (i'/J.     Nov  24.  19(Xi.     6:1727.  14,000 

Giles,  Lewis  C,  of  Bayshore,  L  I,  to  Emilie  Stein.  Central  Park 
West.  No  444,  w  s,  81.10  n  104th  st,  19x100.  Nov  19,  due  Nov 
1,  1911,  41/2%.     Nov  24,  1!X)(!.     7:1840.  20,(XX) 

Greenwald,  Mendel  to  TRUST  CO  of  AMERICA.  Goerck  st.  No 
92,  e  s,  !)0.7  n  Rivington  st,  25x98.10x2.5x99.2.  All  litle  to 
strip  on  east.  Nov  21,  due  June  27.  1910.  5%.  Nov  23,  lEKX!. 
2:324.  '  ■  21,000 
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Glantz.  SamI  to  Geo  Ehiet.     4th  av,  Nos  3(i3.  and  305,  n  e  cor  2Cth 

St    —X—      Saloon  lease.     Nov  22,   demand,  67o.     Nov  23,   1906. 

3:'SS2.  lO.ttW 

Goldberg,  Meyer  and  Abraham  Greenberg  to  Wm  McKee.     101st  st, 

No  122.  s  s,  325  w  Columbus  av,  25x100.11.     3  years,  5%.     Nov 

23.   1!)0(1.     7:1.S55.  2(),(;K30 

Grunspan.    Morris    and    Benj    Appel    to    Agnes    McGinnis    and    ano. 

Broome  St.  No  128,  n  s,  25  w  Pitt  st,  25x60.     P  M.     Prior  mort 

iflS.OW.     5  years,  (!%.     Nov  23,   1906.     2:342.  6,(J00 

Same  to  Maria  Wellbrock.  Same  property.     P  M.     Due  Nov  1  1911. 

57f.      Nov  23.   lOtKi.     2:.S42.  15,000 

Garofalo.   Patrick  to  Chas  Salomon.     1st  av.  No  2046,  e  s,  50.11  s 

l()6th  st,  25x84.     Nov  28.  1906,  3  years,  5%.     6:1699.  17,000 

Garofalo,    Patrick    and    Pincus    Lowenfeld    and    Wm    Prager    with 

Chas   Salomon.      1st  av.   No  2040,   e   s,  .50.11   s   100th  st,   25x84. 

Subordination  agreement.     Nov  28,  lOfMi.     6:1699.  nom 

Goldstein.  Nathan  to  Wm  Oppenheim.     Av  B.  Nos  295  to  299.  e  s, 

36  s  18th  st,  3  lots,  each  37.4x100.  3PM  morts.  each  $19, .500: 

3  prior  morts.  .f30,(HlO.     Nov  2.8,  190(5,  8  years,  0%.     3:985.     58.500 
Geoovese.  Salvator  to  Thomas  Krekeler.     11th  st.  No  414,  s  s,  369 

w  Av  A,  25.\94.8.     P  M.     Prior  mort  .?9.000.     Nov  28,   1906,   10 

years,  oi^-Xf-     1^:438.  8.5CK) 

Guggenheimer.  Chas  S  to  Wm  H  Woodin.     73d  st,  n  s,  320  e  Park 

av,  22x102.2.     P  M.     Prior  mort  $18,000.     Nov  26,  1  year,  57c. 

Nov  27,   19(r>.     5:1408.  6.000 

GERMANIA    LIFE   INS   CO   with   S   Morrill   Banner.      Morningside 

av  East.  Nos  91  to  94.  n  e  cor  122d  st,  No  363,  100.11x100.     Ex- 
tension mort.     Nov  23.     Nov  26,  1906.     7:1949.  nom 
Goldberg.    Rosalie    to    Ede   Levenson.      Madison   av.    No   1631,   s   e 

cor  109th  St.  25.6x95.     Prior  mort  $30,000.     2  years,  67c.     Nov 

27,  19(16.     6:1614.  3,000 

Goduti.    Giuseppe    to    Henry    P    Morehouse    and    ano    trustees    for 

Moorhouse   L  Johnson.      115th   st,   No   339,   n  s,    125   w   1st   av, 

25x100.11.      Leasehold.      Nov   27,    19(W,    installs,    67.;.      6:1687. 

5.000 
Grodginsky.   Saml   to   Morris   Morgenstern.      114th   st,   No  34,   s  s, 

334.4  w  5th  av,  17.6x100.11.     P  M.     Nov  26,  1906,  1  year,  67r. 

6:1.597.  1,2.50 

Heard,  Wm  N  to  Bronx  Investment  Co.     17th  st.  No  37,  n  s.  5.35 

w  5th   av,   25x92.     P  M.     Nov  23,  3  years,  57c.     Nov  24,   1906. 

3:819.  _    75.000 

Hiller.  Hyman  to  Isidor  Leipzig.     (!4th  st.  No  232.  s  s.   1.55  w  2d 

av.  2.5x100.5.     P  M.     Prior  mort  $31,700.     Nov  20,  5  years,  6%. 

Nov  24,   1906.     5:1418.  9.300 

Hildreth.  Herbert  L  to  Wm  A  Macleod.     15th  st,  Nos  105  and  107, 

n   s,   1.50  e   4th   av,   50x103.3.      Prior  mort  $ .     July   11.   due 

July  11.   1907.  6%.     Nov  23.   190(i.     3:871.  lOO.O(X) 

Helferich.  Peter  to  Emilie  Stein.     41st  st.  No  333,  n  s,  425  w  8th 

av,   25x08.9.      Nov    1,    due    May   1,   1910,   4%7c.      Nov   23,    1906. 

4:1032.  6,(X)0 

Hillenbrand,  Gertrude  H  to  Solomon  Moses.     102d  st.  No  205.  n  s. 

130  w  Amsterdam  av,  30x100      Prior  mort  $32,000.     Nov  22.  2 

years.  67r.     Nov  23,   190(3.     7:1874.  5..500 

Hess,   Moses   to  Thomas   P  O'Brien   and   ano   guardian   Paul   Brady 

et  al.     laSth  St.   No  105.  n  s,  .599  e  7th  av.   26x99.11.     Nov  22. 

due   Oct  31.   1910,   59'f.      Nov  23,   1906.      7:2(XI7.  23.000 

Heifer,   Isaac   to   Jeremiah   W   Dimick.      Wooster   st,   No   33.   w   s. 

abt  8/)  n  Grand  st,  19.8x50.     P  M.     Nov  22.  due,  &c,  as  per  bond. 

Nov  27,   1901).     2:475.  15,000 

Hawthorne  Building  Co  to  Clara  Glauber.     112th  st.  No  105.  n  s, 

80  e  Park  av.  18.9x100.11.     P  M.     Nov  23,  due  June  30,  1909,  (1%. 

Nov   20,    1906.      6:l(i40.  1,000 

Herzig,   Carrie   to  EMPIRE  CITY  SAVINGS  BANK.     12(ith  st.   No 

108,  s  s,  115  w  Lenox  av,  20.x99.11.     Nov  23,  1  year,  5%.     Nov 

26.  1906.    7:1910,  6.(X)0 

Hoffmann.    Emanuel.    Saml    and    Bertha    exrs    Simon,    and    Joseph 

Fox  and  Jonas  Fishel  with  Albert  G  Morganstern.     Madison  av. 

Nos  1574  and  1.576.     2  subordination  agreements.     Oct  27.     Nov 

26.  19(Xi.     6:1011.  nom 

Hahn.   George   to  Frank   A   Uihlein    trustee   George   Nuss.      2d   av. 

No  1430.  e  s.  83  s  75th  st,  19.1x100.     Nov  10,  due  Jan  1,  1912. 

47c.     Nov  20.  190(j.     5:1449.  7.500 

Hirsch.  Saml  to  Theo  Schroeder.     2d  av.  No  798,  e  s.  60.5  s  43d  st, 

20x81.     P  M.     Nov  20,  1906.  3  years.  57c.     5:1335.  13.000 

Head.  James  J.  Brooklyn.  N  Y,  to  HOME  TRUST  CO  of  N  Y 
guardian  Carson  Brevoort  et  al.  Fletcher  st.  Nos  36  and  40, 
n  s,  75.5  w  South  st.  runs  n  ,30.11  x  n  31.7  x  w  42.9  x  s  6  x  w 
17,10  X  s  24.8  x  w  8.10  x  s  31.6  to  Fletcher  st  x  e  69.2  to  begin- 
ning. P  M.  Nov  21,  3  years, —'/f.  Nov  27,  190(>.  1:72.  18.000 
Holtzberg.  Harry  to  Jacob  A  Geissenhainer  et  al  trustees  Henry 
Elsworth.  Pelham  st,  Nos  3,  4,  5  and  6,  w  s,  45  s  Monroe  st, 
runs  s  08  x  w  39.3  x  n  50.11  x  w  0.6  x  n  17.5  x  e  40.7  to  begin- 
ning. Nov  27,  1906,  3  years,  5%.  1:255.  20,000 
Same    and    Morris    Levy    with    same.      Subordination    agreement. 

Oct  10.     Nov  27,  1900.     1:255.  nom 

Hannes,  Lazarus  with  Aaron  Block.     34th  st.  No  314  East.     Agree- 


ment   as   to    satisfaction   of   mort   upon   receipt   of   $2,000.      Nov 

22.  Nov  27,   IIIOO.     3:939.  nom 
Hunter,   Fredk  W   to   Anna   M   Warren.     Amsterdam  av.   No  2440, 

n  w  cor  181st  st,  49.10x100.  PM.  Nov  22,  3  years,  3H7o.  Nov 
27,  1906.     8:2155.  "  20,000 

Hess,  Chas  E  to  N  Y  LIFE  INS  &  TRUST  CO.  Broadway,  No  449, 
w  s,  17.5  n  Howard  st,  25x200  to  e  s  Mercer  st.  No  26.  P  M. 
Nov  26.  3  years,  5%.     Nov  27,  1905.     1:231.  100,000 

Hirsch,  Saml  to  Adolph  Pawel.  2d  av.  No  792,  e  s,  60.5  n  42d  st, 
20x80.(i.  Prior  mort  $10,0(10.  Nov  20,  1906,  due  Nov  26,  1910, 
6%.     5:1335.  4.(X)0 

Halsey,  Stella  D  to  Philip  Teets  et  al  exrs  Louisa  S  Teets.  120th 
St.  No  3.56,  s  s,  217  e  Morningside  av  East.  10x100.11.  Nov  27, 
due,  &c,  as  per  bond.     Nov  28,  1906.     7:1946.  5,000 

Hattenbach.  Rachel  to  Caroline  Bloch.  94th  st.  No  179,  n  s,  100 
w  3d  av,  18.9x100.8.     Nov  20,  1  year,  6%.     Nov  28,  1906.  5:1.523. 

1,.500 

Harbaugh,  Emma  R  to  LAWYERS  TITLE  INS  &  TRUST  CO. 
Christopher  st,  Nos  18  and  20,  s  s,  42  w  Gay  st,  runs  s  55.3  x  s  e 
23.5  to  n  w  s  Gay  st.  No  16,  x  s  w  abt  IS  x  n  w  46  x  s  w  14.8  x 
n  59.6  to  Christopher  st  x  e  42  to  beginning.  Nov  27,  3  years. 
41/29^.     Nov  28,  1906.     2:.5e3.  15.(XK) 

Hochberg,  Blume  to  Max  Lurie  and  ano.  129th  st.  Nos  39  and  41, 
n  s,  .341.8  e  Lenox  av,  .50x99.11.  P  M.  Prior  mort  $00,000.  Nov 
27,  due  Oct   1,  1911,  (i7c.     -Nov  28.  1900.     6:1727.  16,.500 

Harft.  Chas  and  Sven  P  Nelson  to  Ella  W  Mills  and  ano  exrs  Abra-    , 
ham  Mills.     Barrow  st,  No  83.  s  w  cor  Bedford  st.  No  67,  50x2.3.0 
.x.j0x24.5.     Nov  27,  due  Dec  1,  1909,  5%.     Nov  28,  1006.     2:.584. 

lO.OiX) 

Hognet,  Robt  J  to  BOWERY  SAVINGS  BANK.  140th  st,  n  s,  325  w 
Broadway.  263x199.10  to  s  s  141st  st.  Nov  27,  3  years,  4V4%. 
Nov  28,  1906.     7:2088.  35,000 

Hammill.  Codie  G.  Stamford,  Conn,  to  TITLE  GUARANTEE  & 
TRUST  CO.  57th  st.  No  120,  s  s,  138.0  w  Lexington  av,  16x 
100.5.      Nov  2,   due,   &c.   as   per   bond.      Nov  28,   1900.      5:1311. 

18,000 

Horn,  Antonia  and  Pauline  Flashner  to  Isaac  S  Heller.  2d  av.  No 
1402,  s  e  cor  73d  st.  No  300.  27.2x75.  P  M.  Nov  27,  3  years, 
67o.     Nov  28.  inOC).     5:1447.  7.000 

Hustace,  Francis  to  BOWERY  SAVINGS  BANK.  Warren  st. 
No  53,  s  s,  100.3  e  West  Broadway,  24.9x75.9x24.5x75.7.  All 
title  to  strips  and  gores  adjoining.  P  M.  Nov  28,  1906,  3 
years,    41/2%.      1:133.  45,000 

HoUister,  Georgia  F  widow  to  Eliza  L  Edgar.  Av  A,  No  1749,  n  w 
cor  91st  st.  No  445,  50.8x94.  3  years,  5%.  Nov  27,  1906. 
5:1.571.  5,000 

Ihlseng,  Axel  O  to  Magnus  C  Ihlseng.  33d  st.  No  151,  n  s,  148  e 
Lexington  av,  20x98.9.  Nov  20,  due  July  9,  1907,  4%.  Nov 
24,  190(5.     3:889.  2,000 

Isaacs,  Jacob  and  Isidor  R  and  Wm  Abeles  with  Henry  Heide. 
121st  St.  No  410  East.     Subordination  agreement.     Oct  30.   Nov 

23.  1906.     6:1808.  nom 
Jarmulowsky,    Meyer   and   Louis   to   Minnie   Fine.      119th   st,    Nos 

437  and  4.39  East.  Certificate  as  to  ownership  of  mortgage. 
Nov  22.     Nov  23,  1900.     0:1807.  nom 

Janos,  Morris  and  Jacob  Janos  to  Mary  T  Lyman.  St  Mark's  pi, 
No  .56,  or  8th  st,  s  s,  275  e  2d  av,  25x97.6.  Nov  24,  due  Dec 
1.  1907.  6%.     Nov  27.  1906.     2:449.  1,100 

Kirschenbluth,  Harry  to  Smith  Ely.  Pearl  st.  No  362,  e  s,  129.2 
n  Franklin  sq,  runs  e  87.8  x  n  0.4  xc47xn  —  xw  122  to  st 
X  s  w  27  to  beginning.  P  M.  Nov  13,  due  Nov  28,  1916,  5%. 
Nov  28,   1906.     1:112.  17,000 

Same  to  Helen  Wilkenfeld.  Same  property.  P  M.  5  years,  6%. 
Nov  28.  1906.     1:112.  5,000 

Kleinfeld.  Joseph  and  Samuel  Engelsberg  to  Meyer  Vesell.  112th 
St.    Nos   540   to   546.    s   s,   250   e    Broadway,    l(X>xl00.11.      Prior 

morts  $120,000.      Nov  27,   installs,   6%.      Nov  28,   1906.    7:1883. 

45,240.61 

Kittenplan,  Morris  and  Chas  Rubinger  to  GERMAN  SAVINGS 
BANK  in  City  N  Y.  65th  st,  Nos  344  and  346,  s  s,  144  w 
1st  av.  2  lots,  27x100.5.  2  morts,  each  $22,000.  3  years,  5%. 
Nov  28,   1906.     5:1439.  44,000 

Same  and  Joseph  L  Buttenwleser  with  same.  Same  property. 
Subordination   agreement.      Nov  28.   1906.      5:1439.  nom 

Katz.  Sam.  Brooklyn,  N  Y,  to  GERMAN  SAVINGS  BANK  in  City 
N  Y.  ()5th  st,  No  348,  s  s,  117  w  1st  av,  27x100.5.  Nov  27, 
3  years,  5%.     Nov  28,  1906.     5:1439.  22,000 

Same  and  Jos  L  Buttenwleser  with  same.  Same  property.  Sub- 
ordination  agreement.     Nov  28,   1906,     5:1439.  nom 

Kleinfeld.  Joseph  and  Samuel  Engelsberg  to  James  H  Aldrich. 
112th  St.  Nos  544  and  .546.  s  s.  2.50  e  Broadway,  50x100.11. 
Nov  27,  3  years,  —  %.     Nov  28,  190(5.     7:1883.  gold,  60,000 

Kidansky,  David  and  Louis  J  Levy  with  John  M  Bowers  et  al 
exrs  Wm  H  Gebhard.  Lexington  av,  Nos  1642  and  1644,  s  w 
cor  104th  st,  Nos  134  and  136,  50x85.  Subordination  agree- 
ment.    Nov  28,  1906.     6:1631.  nom 
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Kleinteld,  Joseph  and  Samuel  Engelsborg  to  Maria  W  Baltz.     112th 

St,  Nos  540  and  542,  s  s,  300  e  Broadway,  50x100.11.     Nov  24, 

due  Nov  1,  1011,  ^^%.     Nov  28,  1900.     7:1883.  00,000 

Kidansky,   David   and   Louis   J   Levy   with   American   Mortgage   Co. 

Lexington  av,  Nos  1038  and  1C40,  w  s,  50.11  s  104th  st,  50x85. 

Subordination  agreement.     Nov  28,   1000.     0:1031.  nom 

Kalman,  James  to  Leopold  Hellinger.     3d  st.  No  318,  s  s,  140  e  Av 

B,   24.0x100.      Due  Dec  27,   1000,   0%.      Nov  27,   1000.     2:385. 

1,000 
Kramer,   Max  J  and  Henry  Roclcmore   to  Harris  Mandelbaum  and 

ano.     00th  st,  n  s,   100  e  3d  av,  4.5x100.5.     Prior  mort  !i!30,500. 

Nov  20.  due  Nov  20,  1!:»07,  6%.     Nov  23,  1000.     5:1421.  22,.500 

Kantor,   Leopold.  Joseph  B  Cooper  and  Louis  Wittcoft  to  Jonas  B 

Kissam.      Convent    av,    w    s.    07.8    s    130th   st,   40.8x132. 8x37. <>x 

110.11.     Nov  21,  due  as  per  bond,  5%.     Nov  23,   lOOti.     7:1000. 

42,000 
Kantor,   Leopold,  Joseph  B  Cooper  and  Louis  Wittcoft  to  Jonas  B 

Kissam.     Convent  av.  w  s,  27  s  130th  st,  40.8x110.11x37.0x101.1. 

Nov  21,  due  as  per  bond,  57c.     Nov  23,  1900.     7:1900.  38.000 

Klein,  Annie  to  Aaron  Kalus.     10th  st.  No  208,  s  s,  2.50  e  1st  av, 

25x92.3.     Prior  mort  !f .     Nov  19,  due  May  1,  1907,  6%.     Nov 

23,   1900.     2:437.  2,000 

Leschnik,    Marie    to    EAST    RIVER    SAVINGS    INST.      Forsyth    st. 

No   05,    w    s,    .50   n    Hester   st,    25x100.      Nov   26,    5   years,    5%. 

Nov  27,   1000.     1:305.  38,000 

Levitch,    Beckie,    Brooklyn,    N    Y,    to    Peter   M   Ehatt.      Stanton   st. 

No  101,  s  s,  125  e  Suffolk  st,  25x1(:m).     Prior  mort  q;20,000.     Nov 

27,  10(.H!,  due  Feb  27,  1010,  0%.     2:340.  10,000 
Same    to    SEAMEN'S    BANK    FOR    SAVINGS    in    City    N   Y.      Same 

property.     5  years,  41/2  „.     Nov  27,   10(10.     2:340.  20,0<J0 

Lawyers   Title    Ins    &   Trust    Co    with   Sarah    Ballin.      30th   st,    Nos 
342  and  344,  s  s,  270  e  0th  av,  33x08.0.     Extension  mort.     Nov 

28,  1005.     Nov  20,   1000.     3:753.  nom 
Langham    Realty    Co    to    County    Holding    Co.      40th    st.    No    57%, 

n   s,  205  e  0th  av,  55x100.5.     Nov  21,  3  years,  5%%.     Nov  27, 

lOCKi.      5:12t;2.  310,000 

Game    to    same.      Same    property.      Certificate    as    to    consent    of 

stockholders  to  above  mort.     Nov  27,  JOOti.     5:12(52.  

Same    to    Isidor    Jackson    and    ano.      Same    property.      Prior    mort 

$310,000.     3   months,   (!%.      Nov  27,   10(J0.     5:12C)2.  10,(;mX) 

Lauter.    Wilhelm    to    TITLE    GUARANTEE   &     TRUST     CO.     KMIth 

st.    No    137,    n    s,    375    w    Columbus    av,    25x100.11.      Nov    27, 

1900,  due,  &c,  as  per   bond.     7:1855.  11,(X10 

Lowenfeld,   Pincus   and   Wm   Prager   with   American   Mortgage   Co. 

117th    st,     Nos    124    to    13t)    East,       Subordination    agreement. 

Nov  23.     Nov  27,  1000.     0:1(j44.  nom 

Levy,    Eli    to    Edw    P    Maloney.      Av    B,    No    103,    e    s,  00.8    s    7th 

st,  20.2x03.     Nov  27,   1000,  due  May  27,  1007,  0%.     2:380.        000 
Lowenfeld,    Pincus    and    Wm    Prager    to    American    Mortgage    Co. 

Crosby  st,  Nos  (i5  to  00,  e  s,  42.3  s  Spring  st,  .50x100;  also  strip 

abt  0.3y-.  adj  above.     P  M.     Nov  9,  1  year,  5V>%.     Nov  20,  lOfMi. 

2:482.  42,000 

Same  to  same.     Same  property.     P  M.     Prior  morif  $42,000.     Nov 

9,  1  year,  0%.    Nov  20,  lOOlj.     2:482.  5,000 

Lawyers    Title    Ins    &    Trust    Co    with   Jacob   Weinstein    and    Max 

Lurie.      129th   st,   n   s,   390.8   e   Lenox   av,   50x99.11.      Extension 

mort.     Nov  23.     Nov  24,   1000.     0:1727.  nom 

Lese,  Louis  to  American  Mortgage  Co.     77th  st.  Nos  207  and  209, 

n    s,    1.55    e   3d    av,    33.4x102.2.      2    years,    5%.      Nov   27,    1900. 

5:1432.  13,000 

Lese,  Louis  to  American  Mortgage   Co.     77th  st,  Nos  213  to  217, 

n  s,  205  e  3d  av,  50x102.2.    2  years,  5%.     Nov  27,  1900.    5:1432. 

20,000 
Lion,  David  to  Nathan  Goldstein.     15th  st.  No  615,  n  s,  438  w  Av 

C,  25x103.3.     P  M.     Prior  mort  !(;14,.500.     Nov  24,  4  years,  6%. 

Nov  26,    1006.     3:083.  4,000 

Leikens,   Jos   G   to   Bertha   Drucker.      40th   st.   No   251,   n   s,   80  w 

2d  av,  18x100.5.     P  M.     Prior  mort  .f4,(J00.     Nov  24,  1  year,  5%. 

Nov  20.   1000.     5:1373.  1,5(J0 

Lowenfeld,    Charles    to    Elise   Blaut.      122d   st.   No   108   s   s.    117   w 

Lenox   av,   18x100.11.     Nov  20,   1900,   5  years,   4%%.      7:1000. 

11,000 
Levin,  Hyman  to  Caroline  M  W  Steel.     Madison  av.  No  1541,  e  s, 

84.3  n  104th  st,   1(18x70.     Nov  26,   1000,  3  years,  5%.     0:1610. 

9,000 
Lowenfeld,    Pincus    and    Wm    Prager    to    American    Mortgage    Co. 

Crosby  st,  Nos  71  and  73,  s  e  cor  Spring  st,  Nos  72  to  78,  42x 

100x48x100.     P  M.     Nov  9,  1  year,  5%%.     Nov  26,  19O0.     2:482. 

49,000 
Same    to    same.      Same    property.       P    M.      Prior    mort    .f40,(XI0. 

Nov  9,  1  year,  6%.     Nov  20,   1!X»(!.     2:482.  8,000 

Levy,    Annie,    Hyman,    Gussie    Rawitzer    to    Cath    A    De    La    Vergne 

and   ano    trus   John   C   De   La  Vergne    for   benefit   Mary   F   De   La 

Vergne.      50th    st,    Nos    314    and    316,    s    s,    190    e    2d    av,    40x 

100.5.     Oct  1,  due  Oct  25,  1910,  5%.     Nov  26,  1906.     5:1348. 

38,000 
Same    and    Nathan    Kirsh    and    Phillip    Teuzer   with    same.      Same 

property.      Subordination    agreement.      Nov   24.      Nov   2(!,    1906. 

5:1348.  nom 

Langham   Realty   Co  and  Augustus  J  Patterson  with   EQUITABLE 

LIFE  ASSUR  SOC  of  the  U  S.     40th  st,   Nos  57%  and  .59  West. 

Subordination  agreement.     Nov  23.     Nov  28.   19(10.     5:1202.     nom 
Langham  Realty  Co  to  Isidore  Jackson  and  ano.     40th  st,  Nos  57i/4 

and  50  West.     Certificate  as  to  consent  of  stockholders  to  mort 

or  note  for  .flO.OHO.     Nov  27.     Nov  28,   1906.     5:1262.  • 

Lakritz,  Herman  with  Geo  H  Coutts.     119th  st.  No  452,  s  s.  98  w 

Pleasant    av,    10..SxlOO.ll.      Subordination    agreement.      Nov    27. 

Nov  28,   1000     0:1800.  Dom 

Leavy,  Edw  N  to  Isabel  A  Lee.     Av  B,  No  203,  n  e  cor  17th  st.  No 

601,  36x100.      Nov  28,   1906.  1  year,  .5%.     3:985.  42,500 

Same    to   Wm   Oppenheim.      Same   property.      Prior   mort   $42,5()0. 

Nov  28,  1906,  1  year,  6%.     3:985.  10,000 


Luftig,  Lizie  to  LAWYERS  TITLE  INS  &  TRUST  CO.  6th  st.  No 
532,  s  s,  449.7  e  Av  A,  25x97.  Nov  28,  1000.,  5  years,  5%. 
■-:-i01.  10,000 

Luftig,  Lizie  and  Simon  Grun  with  LAWYERS  TITLE  INS  & 
TRUST  CO.  6th  st.  No  532  East.  Subordination  agreement. 
Nov  27.     Nov  28,   1006.     2:401.  nom 

Leavy,  Edw  N  to  Isabel  A  Lee.  Av  B,  Nos  295  and  207,  e  s,  36  n 
17th  St.  2  lots,  each  37.4x100.  2  morts,  each  $30,000.  Nov  28. 
1906,   due   Dec   1,   1907,   5%.      3:985.  60,000 

Leavy,  Edward  to  Isabel  N  Lee.     Av  B.  No  200,  e  s,  36  s  18.th  st, 

37.4xl(M>.      Nov  28,   lOtMJ,   1  year,  5%.     3:085.  30,000 

Leavy,    Edw   N   to   Isabel   A  Lee.      Av   B,    No  301,   s   e  cor   18th   st 

No  600,  .30x100.     Nov  28,  1006,  1  year,  .5%.    3:985.  42, .500 

Same    to    Wm   Oppenheim.      Same    property.      Prior   mort   $42,.50<). 

Nov  28,   1006,  1  year,  0'/,.     3:985.  10.000 

Lyons,  Leopold  to  Wm  E  Curtis  trustee  John  Sabine  Smith.  110th 
st.  No  125,  n  s,  .301  e  Lenox  av,  17x100.11,  Nov  20,  5  years, 
57c.     Nov  28,   100(i.     6:1718.  12,000 

Same    and    Bally    Cahen    with    same.      Same    property.      Subordi- 
nation agreement.     Nov  20,     Nov  28,  1000.     0:1718.  nom 
Landon,    Warner   J    to    Helen    M    Landon    extrx    Edwd    H   Landon 
123d  st.   No  213,  n  s,  KkS.S  w  7th  av,  15.7x100.11.     Nov  22,  due 
May  22,  1908,  5%.     Nov  20,  1006.     7:1929.                                    7,000 
Lemke,  Julia  F  to  The  General  Synod  of  the  Reformed  Church  in 
America.      Jane   st,   No  42,   s  s,   (.18.6  w  8th   av,  22.6x50.2x27x  n 
35.3.     Prior  mort  .f5,.500.     Nov  23,  1900,  3  years,  5%.     2:625.      500 
Lord,    Franklin   B,   Lawrence,    Nassau   Co,   N   Y,    to   UNION  TRUST 
CO  of  N  Y.     Park  av.  No  58,  w  s,  73.1  s  38th  st,  24.8x80.     Nov  22. 
due  Jan  1.   lOlo,  AV2%.     Nov  23.  1006.     3:807.                           60000 
Liebevitz,  Jacob  to  Israel  Winer.     05th  st.  No  172,  s  s,  100  e  Am- 
sterdam av.  25xl<MI.5.    Prior  mort  $23,500.     Nov  23,  demand,  6%. 
Nov  24,   1006.     4:113(i.  700 
Lurie,   Max   and  Jacob   Weinstein  to  Harris  Mandelbaum  and  ano. 
120th  st,  n  s,  101.8  e  Lenox  av,  150x90.11.     Prior  mort  ?1(J5,000. 
Nov  23.  demand,  (T/,.     Nov  24,   100(i.     6:1727.                           30.000 
Levy.  Austin  T  and  Selma  L  to  Louis  Eltlingcr  exr,  &c,  Theo  Levy. 
74th  st.  No  104,  s  s,  3(;  e  Park  av,  18x74.     Nov  22,  4  years    .5%. 
Nov  24.   ];X)0.      5:140.8.                                                                              17,000 
McCarthy,    Patrick    to    Rosalie    Kaufmann   et   al    trustees    Leopold 
Kaufmann.     52d  st,   Nos  42(!  and  428,  s  s,  325  w  9th  av,  2  lots 
each    2.5x100.5.      2    morts.    each   $14,0(X>.      Nov    16,    due    Apr   2' 
1909,   41^%.     Nov  23,   ]00<!.     4:1061.                                             28,000 
Same   and   Lewis,   Ben]   M   and  J  Campbell   Phillips   exrs   Adeline   I 
Phillips    with    same.      Same    property.      2    subordination    agree- 
ments.    Nov  16.     Nov  23,  1000.     4:1001.                                           nom 
Levison,  Amelia  W  to  TITLE  GUARANTEE  AND  TRUST  CO.     42d 
st.   No  2(14,  s  s,  4(»  w  7th  av,  20x40.4.     Nov  22,  due,  &c,  as  per 
bond.     Nov  23,  1006,  4:1013.                                                             25,000 
Lowe,    Chas,    Max   Jorrisch    to    Emilie   Schmltz.      Houston   st,    Nos 
100  to  100.  n  s,   120.1  e  Bowery,  runs  s  w  75.2  x  n  e  34.11  x  w 
3.1  X  n  24.3  x  e  (i.3  x  n  e  40.11  x  n  w  74  x  n  w  25.1  x  n  w  14.9  x 
s    120.7    to    beginning.      3    years,    5%.      Nov   23,1906.  2:456. 

.50,000 
Same   to  Joseph   L   Buttenwieser.     Same   property.      Building  loan. 
Prior  mort  .$84,000.     Due  Nov  1,  1907,  6%.     Nov  23,  1900.  2:4.56. 

45,000 
Same  and  Frank  Hillman  and  Jos  Golding  with  same.     Same  prop- 
erty.     Subordination  agreement.     Nov  23.  .1900.     2:456.  nom 
Lowe,  Chas  and  Max  Jorrisch  and  Jos  L  Buttenwieser  with  Erailie 
Schmitz.      Same    property.      Subordination    agreement.      Nov   23 
190O     2:4.5(i.                                                                                          nom 
Lowe.  Chas  and  Max  Jorrisch,  Frank  Hillman  and  Jos  G,olding  with 
sanie.     Same  property.     Subordination  agreement.     Nov  23,  1906. 
-  •  ■* -*^  *•                                                                                                       nom 
Lowenfeld,    Pincus    and    Wm    Prager    with    Sender    Jarmulowsky. 
Madison  av,  s  w  cor  97th  st,  100.11x103.4x103.4x81.1.     Subordi-' 
nation  agreement.     Nov  2(1.     Nov  27.   1000.     6:1002.                   nom 
Marshall,   Abby   S   to   LAWYERS  TITLE  INS  &  TRUST  CO.      Lex- 
ington av.  No  804,  n  w  cor  62d  st.  No  137.  20.5x.S0.     Nov  22    5 
years,  41/2%.     Nov  23,   lOOO.     5:1307.                                            40,000 
Margareten,    Ignatz   to    Henry   H   Jackson   exr   Peter  A   H   Jackson, 
Lexington  av.  No  2131,  n  e  cor  128th  st,  Nos  143  and  145,  99.11 
X.30.      Given    in    place    of   mort    recorded    in    L   .54   mp   403.      Nov 
23,   1006,  due   Dec  15,   1900,  .5%.     0:1777.                                    35.000 
Murray,  Timothy  J  M,  Yonkers,  to  TITLE  GUARANTEE  &  TRUST 
CO.     1st  av.  No  0.59.  w  s.  50.7  s  .53d  st,  25x100.     Nov  22,  due,  &c, 
as  per  bond.     Nov  23,   I'.MIO.     5:1345.                                             14,000 
Mahoney,  Danl  F  with  Camilla  M  Waldron.     137th  st.  No  176,  s  s, 
1.50  e  7th  av,  25x99.11,     Release  priority  of  mort.     Nov  21.     Nov 
23,   1900.     7:1921.                                                                                      nom 
Mahoney.   Daniel  F  with  Rebecca  S  Jacobus  et  al  trustees  Samuel 
M  Jacobus.     137th  st.  No  178,  s  s,  125  e  7th  av,  25.x99.ll.     Re- 
lease  priority   of   mortgage.      Nov   21.      Nov   23,    1906.      7:1021. 

nOm 
McBride,  Bernard  to  Philip  Teets  et  al  exrs  Louisa  S  Teets.     120th 
st.   No  3.58,  s  s,  201  e  Morningside   Park  East,   10x100.11.     Nov 
22.  due,  &c,  as  per  bond.     Nov  23,  1006.     7:1940.  9.500 

Miller,  Frank  I  with  Selig  Feldman.  Goerck  st.  No  106.  Agree- 
ment as  to  payment  Of  mort,  &c.     Nov  21,     Nov  23,  1906.    2:324. 

nom 
Mandelbaum,    Harris    and    Fisher    Lewine    with    Joseph    Wolf    and 
ano.      1.35th   st,   Nos   26(i   to   270,   s   s,   100  e   8th   av,   lOOxOO.ll. 
Extension    mort.      Nov    2.      Nov    23,    1006.     7:1940.  nom 

Minetti,  Carmine  to  Pasquaie  Viggiano  and  ano.  Houston  st. 
No  128,  n  e  cor  Sullivan  st,  Nos  107  and  100.  25x100.  P  M. 
Prior  mort  $73,000.     Nov  1,  3  years,  (j%.     Nov  27,  1906.    2:525. 

3,300 
Meyer    (Louis)    Realty    Co    to    Samuel     Goldstein.      Lexington     av. 
Nos  1(335  and  1637,  e  s,  50.11  n  103d  st,  2  lots,  each  25x95.     2 
morts.  each  $1,500.     Prior  mort,  $15,000  on  each.     1  year,  6%, 
Nov  27,   100<;.     6:HJ31.  3,000 
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India,  Java  and  Huron  Sts.  and  East  Riyer 
City  of   New  Yorli,   Borougli    of    Brooklyi 


JOHN  C.  ORR  CO., 

ili?  SruVi'TK."  LUMBER  OF  ALL  KINDS  FOR  BUILDERS 


Mele,  George  to  Margaret  Marx  117th  st  No  335,  n  s-  200  w 
1st  av.  25x100.11.     P  M.     Nov  23,  1906,  3  years.  -%.     ^-^^f^^^ 

Same  to  Henry  Elias  Brewing  Co.  Same  property.  P  M.  Prior 
mort    .$n<K.lO.      Nov   23.    HMMj.    demand,    — 7o.      <):lti}>J.  4,o(JO 

Mirhel  Eduard  to  Jacob  W  Michel  trustee  Jacob  Michel.  Gist  st. 
No  228,  s  s,  285  w  2d  av,  20.xl00.5.  Nov  1.  4  years,  4^4%.  Nov 
*'fi    110G      ')1415  lu.ixw 

McMahon.'john  to  Sophie  Kanenbley  East  Broadway,  No  306, 
s  s  abt  120  e  Scammel  st,  24.'c77.3x24x(7.7  w  s.  Nov  26,  ItHX). 
due  Jan  1,   1009,  5'/c-     1:288.  _       9.000 

Mavers  Jacob  to  David  J  King  et  al  exrs  Edw  J  King,  list  st. 
No  140  s  s.  3!H1  w  Columbus  av,  20x100.5.  Nov  2(1.  190(1,  3  yrs 
4i/<7       41142  20,000 

Malawista,  Gertrude  to  GERM.-VN  SAVINGS  BANK  in  City  N  Y 
73d  st.  No  433,  n  s,  125  w  Av  A,  2;jxl02.2.  Nov  2i,  IOO^j,  3 
years,   5%.      5:14«8.  ,         =   k     }  ' 

Same  and  Jacob  Larchan  with  same.  Same  property.  Subordina- 
tion agreement.     Nov  27,  190t!.     5:1468.  nom 

Malawista,  Gertrude  and  Carrie  Wagner  with  same  Same  prop- 
erty.    Subordination  agreement.     Nov  2i,  1900.     0:1408.  nom 

Mulhall  J  to  Josephine  E  Murphy.  Park  row.  No  80,  n  s,  KW  e 
Tyron  row  25x97.6;  Chambers  st,  Nos  5  and  i.  n  s,  abt  i2  w 
Duane  st,  .-i3.5x65.3x7.8x35.5  w  s.  Nov  15,  demand,  67c.  Nov 
27,   1906.     1:121  and  159. 

Marculescu.  Solomon  to  THE  STATE  BANK.  Clinton  st.  No  22, 
c  s  2.")0  s  Houston  st,  25x100.2;  Clinton  st.  No  24,  e  s,  2io  s 
Houston  st,  25x100.2.  Prior  mort  .$.56,000.  Nov  19,  20  months. 
>n      Nov  27,  1906.     2:350.  20  notes,  4,000 

Meyers  Geo  and  Edwd  T  Winans  tirm  of  Meyers  &  Winans  to  G 
Wiley  Holmes.  64th  st.  No  101  West,  and  Broadway,  Nos  1919 
and  1921,  store  lease.     Jan  29,  secures  notes,  57c.     Nov  28,  1906. 


25.000 


4:1136. 


3,000 


Midlc-Town    Realty   Co   to   Emily  D   Van   Wagenen.      Sth   av,   Nos 
2905  and  2907,  w  s,  37.6  s  154th  st,  37.6x100.     Nov  26,  3  years, 
57r.     Nov  28,  1906.     7:20J7.                                                             3.3,000 
Same  to  same.     Same  property.     Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Nov  26.     Nov  28,  190(;.     7:2047.  

Mohlman  Louise  C  to  Wm  M  Spackman  and  ano  trustees  Birdseye 
Blakraan  52d  st.  No  51,  n  s,  235  e  6th  av,  20x100.4.  Oct  1. 
1    year.   40^.      Nov   28.    1906.     5:1268.  40,000 

Marcus,  Nathan  and  James  Lissner  to  Wm  A  Spencer  and  ano 
trustees  Lorillard  Spencer  dec'd  (or  benefit  Lorillard  Spencer. 
4th  st  No  140.  s  s,  177  w  Macdougal  st,  32,6x109.  Nov  2i,  5 
years,  57c.     Nov  28,  1906.     2:543.  i^.'i'^'^^ 

Mayer  Harris  to  Barnet  Dorf  and  ano.  4th  st.  No  61,  n  s,  142.0 
e  Bowery  25x96.2.  P  M.  Prior  mort  $21,000.  Nov  21.  3  yrs, 
tn.     Nov  28.   1906.     2A(jO.  2,500 

Marx,  Jacob  with  ABC  Realty  Co.  129th  st.  No  113,  n  s,  190  e 
Park  av,  25x99.11.  Subordination  agreement.  Nov  16.  Nov  28, 
1906.    6:1778.  nom 

Makovsky.  Morris  to  Cath  A  De  La  Vergne  and  ano  trustees  John 
C  De  La  Vergne  for  Chester  R  De  La  Vergne  and  ano.  Park  av, 
Nos  1701  to  1705.  n  e  cor  119th  st,  Nos  101  and  103,  75.7x36. 
Oct  1,  due  Dec  19,  1908,  57c.     Nov  28,  1906.     6:1768.  38,500 

Maier,  Michael  with  Rachel  Edelmuth.  69th  st.  No  213.  n  s,  240 
e  3d  av,  28x100.4.  Extension  mort.  Nov  22.  Nov  26.  1906. 
5:1424.  nom 

Martin"  Wm  R  H  to  Benj  Altman.  6th  av,  n  e  cor  34th  st.  No  43, 
runs  n  98.9  x  e  100  x  n  98.9  to  35th  st,  Nos  62  to  70,  x  e  .53  x  s 
98  9  X  w  3  X  s  98.9  to  34th  st  x  w  150  to  beginning.  Prior  mort 
$2,0(K),000.  Nov  27.  due  May  1.  1911,  4%%.  Nov  27,  1906. 
3:836.  1,0(»,000 

Nordliuger.  Sarah  to  David  J  King  et  al  exrs,  &c,  Edw  J  King. 
3d  av,  Nos  7,89  and  791.  e  s,  25  s  49th  st,  37x100.  Nov  26,  due 
Nov  1,  1909,  4>47c.     Nov  27,  1906.     5:1322.  20,000 

Nierenberg,  Fredk  to  Lion  Brewery.  West  st.  No  489.  n  e  cor 
12th  St.  No  399.  Saloon  lease.  Nov  26.  demand,  6%.  Nov  27, 
190<j.     2:641.  2,987 

Neidlinger,  Annie  and  Harriet  J  to  Kate  Wells  extrx  Levi  L 
Dietz.  148th  st.  No  517.  n  s,  243  w  Amsterdam  av,  18x99.11. 
Given  in  place  of  mort  for  $8,000.  Nov  20,  3  years,  ;j%.  Nov 
27,  1906.     7:2080.  8,000 

Navasky,  Nathan  and  Louis  Billowitz  to  American  Mortgage  Co. 
94th  st,  Nos  337  and  339,  n  s,  100  w  1st  av,  50x100.8.  Nov  21, 
3  years,  57c.     Nov  23,  1906.     5:1557.  40,000 

Navasky,  Nathan  and  Louis  Billowitz  to  American  Mortgage  Co. 
94th  st,  Nos  329  and  .331,  n  s,  200  w  1st  av,  50x100.8.  Nov  23, 
1906,  3  years.  57f.     5:1557.  40,000 

Navasky,  Nathan  and  Louis  Billowitz  to  Real  Estate  Mortgage  Co. 
94th  st,  Nos  333  and  3.3.5,  n  s,  1.50  w  1st  av,  50x100.8.  Nov  23. 
190<>,   3  years.  57f.     5:1557.  40,000 

Pigueron.  Wm  G  to  Martin  J  Earley  Jr.  Pearl  st.  No  59,  n  s,  abt 
45  e  Broad  st,  23.5x112.1  to  Stone  st.  No  24,  x— xll2.2  w  s.  as 
now  in  possession;  Pearl  st.  No  61,  n  s.  abt  68  e  Broad  st,  22. 7x 
—  to  Stone  St.  No  26,  xlO.Ox— .  Prior  mort  $425,000.  Nov  22, 
1  year,  6%.     Nov  24,  190(5.     1:29.  1.300 

Polstein  Realty  &  Construction  Co  to  Wolf  Sheitel.  Amsterdam 
av.  e  s,  extends  from  114th  to  115th  st,  — xlOO.  Building  loan. 
Prior  mort  $190,000.  Nov  22,  1  year,  67c.  Nov  23,  1906. 
7:1807.  100,000 

Post,  Edmund  B  to  Charles  F  Halstead  guardian  Grant  McLean 
and  ano.  Convent  av.  No  121.  e  s.  81.11  n  146th  st.  18x50.  Nov 
22.  3  years,  4%  7c.     Nov  23,  IfKHJ.     7:2(Xil.  7,000 

Ptaff,  Edward  F  to  Louis  Bender.  8th  av,  No  570,  n  e  cor  38th  st. 
No  277,  13.8xt)3.9.  %  part.  Nov  20,  due,  &c,  as  per  bond.  Nov 
26,  19(H>.     3:788.  4,000 

Phillips.   David   B  to   Herman   Harris.      Forsyth   st.   No   103,   w   s, 

99.5  s  Broome  st,  25x100.     Prior  mort  $ .     Nov  27,   1900,  5 

years.   6%.      2:418.  6,000 

Peirano,  Stephen  J  and  Bartholomen  Sbarbaro  to  Robert  Keer. 
Pell  st,  Nos  20  to  24,  n  s.  abt  223.2  w  Bowery,  runs  n  73.10  x 
n  91  X  e  25  X  s  8.4  x  e  48  x  s  75  to  beginning.  P  M.  Prior 
mort  $45,000.     Sept  14.   installs,  5%.     Nov  27,   1906.      1:163. 

20,000 
Pigueron.  Wm  G  to  Leonard  I  Roe.  Pearl  st.  No  59,  n  s,  abt  45 
e  Broad  st,  23.5x112.1  to  Stone  st,  No  24,  x — xll2.2.  as  now 
in  possession.  Pearl  st.  No  61.  n  s.  abt  70  e  Broad  st,  22. 7x — 
to  Stone  st.  No  26,  xl9.6x — .  Prior  mort  $426,300.  Nov  26, 
due  Feb  27,   1907.     Nov  28.   1906.     1:29.  3.800 


Pier.  Earl  G  to  TITLE  INS  CO  of  N  Y.  38lh  st,  Nos  264  and 
206,  s  s,  150  e  Sth  av,  33.4x98.9.  3  years,  5%.  Nov  28,  1006. 
3:787.  30.01X) 

Peper.  John  H  to  Philip  Teets  et  al  exrs  Louisa  S  Teets.  Audu- 
bon av.  No  .59.  e  s,  25  n  168th  st,  25x95.  Nov  27,  due,  &c.  as 
per  bond.     Nov  28,  1906.     8:2125.  14,000 

Peters,  Adeline  M  E,  Islip,  L  I,  to  J  Roosevelt  Roosevelt  et  al 
trus  Wm  Astor  for  Caroline  W  Astor.  37th  st.  No  119.  n  s, 
125  w  Lexington  av,  25x98.9.  P  M.  Due,  &c.  as  per  bond.  Nov 
28,   1906.     3:893.  40.000 

Plunkett,  Peter  D  to  Elihu  Root  and  ano  trus  Henry  H  Cook. 
Amsterdam  av.  No  232,  s  w  cor  71st  st.  No  200,  100.5x115. 
Due   Dec   1,   1911.   41/2%.      Nov  28,   1906.     4:1162.  325,000 

Same  to  Sherman  Square  Realty  Co.  Same  property.  Prior  mort 
$.325,000.     Due  Jan  3,   1911,  — %.     Nov  28.   1906.     4:1162. 

30.000 
Palummeri,    Athanatius   and   Henry   P    Ghiold    to    American   Mort- 
gage  Co.      Sutton   pl.   No  22,   or   Av  A.   No   1073,   n   w  cor  58th 
st,  Nos  451  and  4.53,  20..5x86.5.     Nov  26,  due  Dec  22,  1909,  5%. 
Nov  27,  1906.     5:1370.  13,000 

Rosen.  Abraham  to  American  Woolen  Co  of  N  Y.  Rivington  st, 
Nos  75  and  77.  s  s.  58.1  e  411en  st,  42.2x77.  Nov  26,  installs, 
— %.     Nov  27,  1906.     2:415.  notes,  10.000 

Rothschild.  Samuel  to  Gustavus  Sidenberg.  107th  st,  No  67, 
n  s,  137.6  e  Columbus  av,  37.6xl(X).ll.  Nov  26,  3  years,  5%. 
Nov  27.  1900.     7:1843.  35.000 

Rosenberg,  Alex  to  Caroline  B  Sexton.  40th  st.  No  219,  n  s,  280 
e  3d  av,  37.6x98.9.  Nov  12,  3  years,  5%.  Nov  24,  1906. 
5:1314.  41,500 

Reilly.  Bernard  J  to  Ella  L  Paddock.  Manhattan  av.  No  44,  e  s, 
50.11  s  102d  st,  25xl(X>.     3  years,  5%.     Nov  27.  1906.     7:1837. 

22,000 

Rosenzweig,  Ludwig  to  Meyer  Barber.  Eldridge  st.  No  71,  w  s, 
75  n  Hester  st.  25x100.  Prior  mort  $36,400.  Nov  24,  1906.  1 
year.   6%.     1:30(5.  2.000 

Roffmann,  Henry  to  Edmund  Hendricks  and  ano  trustees  Fanny 
Hendricks  for  Blanche  Hendricks.  21st  st.  No  306.  s  w  s,  125  n 
w  8th  av,  25x91.11.  Equal  lien  with  mort  for  $6,.500.  Nov  23,  4 
years.  5%.     Nov  24,  1906.     3:744.  15.000 

Same  to  same.  Same  property.  Equal  lien  with  mort  for  $1.5, (XX). 
Nov  23,   due   May  23,   1910,   57c.     Nov  24,   190(5.     3:744.         6.500 

Ruperti,  Justus  to  Louise  L  Williams  et  al  trustees  Rebecca 
Ladew.  Lexington  av,  Nos  972  and  974,  s  w  cor  71st  st,  No  140. 
.S0.5x.30.  all  title  to  strip  used  as  alley  on  Lexington  av,  w  s, 
80.5  s  71st  St.  runs  w  30  x  s  3  x  e  30  to  av  x  n  3  to  beginning. 
Nov  21,  3  years,  4Vi7.     Nov  23,   1906.     5:1405.  20.000 

Rubin.  Morris  and  Wm  Weinberg  to  Abraham  Joachim.  105th  st. 
No  474,  s  s,  180.5  e  Amsterdam  av.  runs  s  lOO  x  e  19.0  x  n 
43.11  X  e  0.10  X  n  5l'>.l  to  st,  x  w  20.2  to  beginning.  165th  st,  Nos 
470  to  480.  s  s,  120.6  e  Amsterdam  av,  59.11xl00.x.50.11xl00.  P 
M.  Prior  mort  .$29,300.  Nov  22,  due  Dec  1,  1908,  6%.  Nov 
23,  1906.     8:2111.  1,9.50 

Rothstein,  Abraham  to  Joseph  and  Wm  Wolf.  9Sth  st,  Nos  289 
and  291,  n  s,  75  w  2d  av,  50x100.11.  P  M.  Prior  mort  $40,000. 
Nov  23,  190(5.  5  years,  67c.     6:1648.  13,000 

Rothstein.  Abraham  to  David  Stevenson  Brewing  Co.  98th  st,  Nos 
289  and  291,  n  s.  75  w  2d  av,  50x100.11.  P  M.  Prior  mort  $53,- 
000.     Nov  23,  1900.  demand.  0%.     6:164a  8,000 

Rea,  Evelyn  D  to  Henry  S  Van  Beuren  et  al.  14th  st.  No  23, 
n  s.  141.10  w  University  pl  or  Union  sq  West,  25x10.3.3.  Lease- 
hold.     All    title.      Nov   27,    1906,   3   years,   67c.      3:842.  10,000 

Rosenberg.  Alexander  to  THE  STATE  BANK.  40th  st,  n  s,  245  w 
2d  av.  75x98.9.  Prior  mort  $81,500.  Nov  23,  25  months,  6%. 
Nov  27,  1906.     5:1314.  notes,  15.000 

Rosenberg,  Alex  to  LAWYERS  TITLE  INS  &  TRUST  CO.  40th 
st,  n  s,  255  w  2d  av,  37.6x98.9.  Nov  23,  5  years,  5%.  Nov  24. 
1906.     5:1314.  40,000 

Roosevelt  Realty  and  Construction  Co  to  Geo  M  Miller  and 
ano  trus  Levin  R  -Marshall.  160th  st.  No  550,  s  s,  287.6  e 
Broadway,  37.6.x99.11.  Nov  2(5,  5  years,  5%.  Nov  27,  1906. 
8:2118.  32,500 

Same  to  Saul  Bernstein.  Same  property.  Prior  mort  $32,500. 
Nov  26,  3  years,  G%.     Nov  27,  1906.     8:2118.  9,000 

Ringel.  Helena  to  Chas  Griffen  et  al.  10th  av.  No  492,  e  s,  74.1 
s   38th   st,   24.8x100.      Nov  26,   1906,   5   years,   4y„%.     3:735. 

28.000 

Ringel,  Helena  to  Jonas  Well  and  ano.  10th  av.  No  492,  e  s, 
74.1  s  38th  st,  24.8x100.  Prior  mort  $28,000.  Nov  26,  1906, 
due  July  1,  1907,  6%.     3:735.  5,000 

Same  to  Esther  Isenberg.  Same  property.  Prior  mort  $33,000. 
Nov   20,   1900.   installs,   0%.     3:735.  1,800 

Ripley  Realty  Co  to  City  Investing  Co.  Amsterdam  av,  Nos 
201  to  207,  n  e  cor  72d  st.  No  109,  102.2x118.  Certificate  as 
to  consent  of  stockholders  to  mort  for  $25,000.  Nov  23.  Nov 
20.   1900.     4:1144.  

Ripley  Realty  Co   to  City  Investing  Co.     Amsterdam  av,  Nos  261 

to  2(i7.   n  e   cor  72d   st.   No   1(59,   102.2x118.      Prior  mort  $ . 

Nov  23.  due  Jan  14.  1907,  — %.     Nov  26.  190(5.     4:1144.        25,000 

Rabe.  August  W  to  Louis  D  Rolston.  Watts  st.  No  51,  s  s,  207.8 
e  Varick  st,  21.2x0(i  to  alley,  x  —  x  76  with  right  to  alley  e  s. 
P  M.     3  years,  —7.     Nov  28.  1906.     2:477.  6,500 

Ribando,  Andrea  to  Gustav  Hilborn.  Sullivan  st.  No  231,  e  s, 
400  n  Bleecker  st.  15xlOv.  P  M.  Prior  mort  $10,000.  Nov 
27,  due  May  7,  1908,  6%.     Nov  28,   1906.     2:539.  5,000 

Rosenberg,  Marks,  Henrietta  Sandler  and  Wm  Goldberg  to  Kath 
R  Jackson  et  al  exrs  Wm  H  Jackson.  11th  St.  No  55,  n  s,  285  e 
6th  av.  24x103.3.  Nov  27,  due  June  30,  1909,  5%.  Nov  28. 
1906.     2:575.  26,000 

Roosevelt  Realty  &  Construction  Co  to  Saul  Bernstein.  160th  st. 
No  ,5.50.  s  s,  287.0  e  Broadway,  37.6.x99.11.  Certificate  as  to 
consent  of  stockholders  to  mort  for  $9,000.  Oct  30.  Nov  28, 
190(5.     8:2118.  

Rosendale.  Margaret  to  METROPOLITAN  TKUST  CO,  N  Y.  131st 
St.  No  2.54.  s  s,  250  e  Sth  av,  17.6x99.11.  Nov  14,  4  years, 
4%°^.     Nov  -8.   a  .,jO.     7:1930.  8,000 

Rabinowitz.  Joseph  to  Harris  D  Colt.  Eldridge  st.  No  107,  w  s, 
125  n  Delancey  st.  25x100.  Aug  10,  due  Jan  1,  1912,  4V2%. 
Nov   28,   1906.     2:420.  15,000 

Same  and  Peter  Wolff  with  same.  Same  property.  Subordination 
agreement.     Sept  14.     Nov  28,  1906.     2:420.  nom 
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KING'S  WINDSOR  CEMENT 

For  Plastering  Walls  and  Ceilings 


Elastic  in  its  nature,  can  bs  applied  with  25  per 
cent,  less  labor  and  has  12 ''2  per  cent,  more  cov= 
ering^  capacity  than  any  other  similar  material 

J.  B.KING  4  CO.,  No.  1  Broadway.  New  York 


Roffmann,  Minna  (or  Mina)  to  EMIGRANT  INDUSTRIAL  SAV- 
INGS BANK.  10th  St,  No  333,  n  s.  350  w  8th  av.  25x91.11.  3 
years,  5%.     Nov  28,  1006.     3:743.  12,000 

Robinson,  Edward  to  Bernheimer  &  Schwartz,  6th  av.  No  797, 
n  w  cor  45th  st,  Nos  101  and  1011/2,  25,4x59.  Nov  27,  demand, 
5%,     Nov  28,   1906,     4:998.  15,000 

Roth,  Bertha  to  Samuel  Rosenberg.  52d  st,  No  347,  n  s.  110.6 
w  1st  av,  20x100.5.     P  M.     Nov  28,  1906,  3  years,  6%.     5:1345, 

1,200 

Roosevelt  Realty  &  Construction  Co  to  Geo  M  Miller  and  ano 
trus  L  R  Marshall.  160th  st.  No  550,  s  s,  287,6  e  Broadway, 
37,0x99.11,  Consent  of  stockholders  to  mort  for  $32,500. 
Nov  2<!,     Nov  28,  1906.     8:2118,  

Sackin,  Harris  to  Adele  Herold,  Allen  st,  No  8,  e  s,  abt  50  s 
Canal  st,  25x87.5.  Prior  mort  $22,.500,  Nov  26,  1906,  due 
Dec   1,   1910,   6%.     1:204,  5,000 

Scheidlinger,  Max  to  Charles  A  Sherman  et  al  trustees  Benj  B 
Sherman.  St  Nicholas  av.  No  167,  w  s,  95.7  n  118th  st,  22. 9x 
85.2x10.5x97.1,     Nov  22.  3  years,  5%.     Nov  23,  1906,     7:1924. 

15,000 

Same  and  Geo  E  Bellamy  with  same.  Same  property.  Subordina- 
tion  agreement.     Nov  22.     Nov  23,  1906,     7:1924.  nom 

Solomon,  Moses  and  Louis  to  Chas  H  Phelps  exr  John  G  Butler. 
101st  st,  No  lis,  s  s,  143.7  e  Park  av,  10x100,11,  Nov  23,  1906, 
3  years,  5%.     6:1628.  5,500 

Shedlinsky.  Harris  to  Chas  Griften  et  al  trustees  Saml  Willets  for 
Walter  R  Willets.  Madison  st.  No  225,  n  w  cor  Jefferson  st. 
No  38,  26.1xl(X).4.     Nov  23,  1906,  3  years,  5%.     1:271.        55.000 

Solomon,  Louis  with  GERMANIA  LIFE  INS  CO.  165th  st.  No  554, 
s  s,  116.6  e  Broadway,  16x106,5x16x107,11,  Extension  mort. 
Nov  23.     Nov  27,  10O<3.     8:2122.  nom 

Stoloff,  Julius  and  Morris  Kronovet  to  LAWYERS  TITLE  INSUR- 
ANCE &  TRUST  CO.  St  Marks  pi  (8th  st).  No  27,  n  s,  198  w 
2d  av,  20x112.10,  Nov  13,  5  years,  5%,  Nov  14,  1906.  2:464. 
Corrects  error  in  issue  of  Nov  17,  when  mortgagors  name  was 
Soloff.  32,000 

Shea,  Leopold  D  V  to  Hugo  Cohn,  Greenwich  st.  No  803,  e  s,  36.1 
s  Jane  st,  24x82.7x24x83.9.  Prior  mort  $13,500.  Nov  27,  1906, 
3  years,  6%.     2:625.  3,000 

Shea,  Leopold  D  V  to  Louisa  H  Scudder.  Greenwich  st.  No  803. 
e  s,  36,1  s  Jane  st,  24x82:7x24x83.9.  Nov  27,  1906,  due  Dec  1. 
1909,   5%.     2:625.  13,500 

Scheib,  Yetta  to  Ambrose  K  Ely.  Lewis  st.  No  26,  e  s,  75  n 
Broome  st,  25x100.     Nov  27,  1906,  5  years,  5%.     2:327,      21,000 

Shedlinsky,  Harris,  Queens  Borough,  N  Y,  to  Rachel  Shweitzer  and 
ano,  Madison  st,  No  225,  n  w  cor  Jefferson  st.  No  38,  26. Ix 
100.4.  Prior  mort  $55,000.  Nov  23,  due  May  1,  1910,  3%.  Nov 
27,  1006.     1:271.  5,000 

Simpson,  Maria  S  to  Kath  R  Jackson  et  al  trustees  Wm  H  Jackson, 
22d  st,  No  472,  s  s,  100  e  10th  av,  25x98.9.  Nov  27,  1006,  1  year, 
5y2%.     3:719.  11,000 

Sobol,  Mathilda  and  Rose  Weissman  to  Herman  Rosenthal  et  al. 
84th  st.  No  325,  n  s,  290  e  2d  av,  — xl02x23xl02.  All  title  to  strip 
0.2  wide  in  rear,  P  M.  Nov  22,  3  years,  6%.  Nov  27,  1900. 
5:1547.  2,750 

Schendel,  Samuel  with  B  Aymar  Sands  and  ano  trustees  for  Wm 
H  Purdy  will  Cath  Purdy.     99th  st.  No  171  East.     Subordination 


agreement.      Nov  22.     Nov 


1906.     6:1627 


Schendel,  Saml  with  Francis  E  Doughty  as  trustee  Betsy  A  Hart 
99th  st,  No  169  East.  Subordination  agreement.  Nov  22.  Nov 
27,   1906.     6:1627.  nom 

Sakolski.  Dora  to  LAWYERS  TITLE  INS  &  TRUST  CO.  2d  av, 
Nos  434  and  436,  s  e  s,  abt  25  s  25th  st,  2  lots,  each  24.8x100, 
2  morts,  each  $28,000.  Nov  26,  5  years,  5%.  Nov  27,  1906. 
3:930.  56,000 

Solomon,  Carrie  W  to  Saml  Harris  et  al  trustees  Louis  H  Peavy. 
Forsyth  st.  No  41,  w  s,  abt  125  n  Canal  st,  25x100,  Nov  26,  3 
years,  5%.     Nov  28,  1906.     1:302.  27,000 

Same  and  Max  Marx  with  same.  Same  property.  Subordination 
agreement  and  consent  to  same.     Oct  24.     Nov  28,  1906.     1:302. 

nom 

Stoloff,  Julius  and  Morris  Kronovet  with  Meyer  Butzel.  8th  st,  No 
320,  n  s,  412.3  e  Av  B,  21.9.x97.6,  Subordination  agreement. 
Nov  28,  1906.     2:390.  nom 

Solomon,  Hannah  to  Daniel  A  Davis  and  ano  trustees  for  Edna  E 
Fuller  will  Orris  K  Eldredge.  71st  st.  No  151,  n  s,  387.6  w 
3d  av,  12.10x100.     Nov  27,  1906,  5  years,  5%,     5:1400.  13,000 

Siech,  Selma  and  Ida  to  Townsend  Wandell,  82d  st.  No  201,  n  s, 
67,4  e  3d  av,  18.2x82.2.  Nov  15,  due  Nov  24,  1909,  5%.  Nov 
24,  1906.     5:1528.  6,000 

Solomon,  Louis  to  Washington  B  Middleton.  165th  st.  No  554, 
s  s,  116.6  e  Broadway,  16x106.5x16x107.11.  P  M.  Nov  21.  1 
year,  5%.     Nov  24,  1906,     8:2122.  1,000 

Silberman,  Hyman  to  Fredk  Sheldon.  Lewis  st.  No  115,  w  s,  150 
s  Houston  st,  25.1x100.  Nov  23,  1906,  due  Dec  1,  1909,  57c, 
2:330.  17,000 

Schutz,  Wm  A  and  Oscar  Heyman  to  Hyman  Sonn  and  ano,  Col- 
umbus av,  Nos  328  to  338,  s  w  cor  76th  st.  No  100,  102.1x40. 
Prior  mort  $100,000.     Nov  23,  1906,  due  Feb  1,  1912,  5%.  4:1147. 

47,000 

Schutz,  Wm  A  and  Oscar  Heyman  to  Geo  W  Wickersham  and  ano 
trustees  Samuel  McLean.  Columbus  av,  Nos  328  to  338,  s  w  cor 
76th  st.  No  100,  102.1x40.  Oct  30,  due  Oct  1,  1910,  4%,  until 
Apr  1,   1007,  4%%  thereafter,     Nov  23,   1906,     4:1147.         100,000 

S  &  R  Construction  Co  to  Realty  Operating  Co.  8th  av,  n  e  cor 
Macombs  Dam  road,  runs  n  e  2(J3,5  to  151st  st  x  w  96.7  to  8th  av 
X  s  179  to  beginning.  Building  loan.  Prior  mort  $105,000.  Nov 
23,    1900,   demand,  67o.     7:2036,  11,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Nov  23,  1906.     7:2036,  ■ — - 

Same  to  City  Mortgage  Co,  Same  property.  Building  loan,  Nov 
23,   1900,   demand,  6%,     7:2036.  105,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Nov  23,   1906.     7:2036.  

TITLE  GUARANTEE  &  TRUST  CO  with  Leopold  Yesky.  141st  st 
n  w  cor  Edgecombe  av.  No  131,  43.11x99.11x27.2x101.3.  Ex- 
tension mort.     Sept  25.     Nov  28,  190(5.     7:2050.  nom 

Tucker,  Winfield  to  LAWYERS  TITLE  INS  &  TRUST  CO  Lex- 
ington av.  No  1824,  w  s,  20.11  n  113th  st,  20x73.10.  P  M.  Nov 
26.  3  years,  4y2%.    Nov  27,  1906.    6:1641.  7,000 


Turkeltaub,  Max  Chas  Splcehandler  and  Jos  Teiman  and  STATE 
BANK  with  Jamee  R  Plum  and  ano  as  exrs,  &c,  Mary  G  Willard. 
105th  st.  No  341  East,     Subordination  agreement,     Nov  5,     Nov 

27,  1906.     6:1677.  nom 
Tull,  Saml  P,  St  Davids,  Pa,  and  Julius  E  Nachod,  Glenside,  Mont- 
gomery   Co,    Pa,    et    al    to    BROADWAY    TRUST    CO,    a    corpn, 
Broadway,    No    648,    e    s,    145.3   s    Bond    st,  '30x4x150x40,1x150, 
rights  to  Cross  lane.     Nov  28,  1906.  installs,  6%.     2:520.     50,000 

Tishman,  Julius  to  Hyman  D  Baker  and  ano,  Av  A,  Nos  129  to 
133,  n  w  cor  Sth  st,  Nos  123  to  127,  80.6x113.  Building  loan. 
Prior  mort  $95,000,     Nov  28,  1906,  1  year,  6%.     2:436.        45.000 

Turkeltaub,  Max,  Chas  Splcehandler  and  Jos  Teiman  and  STATE 
BANK  with  Alonzo  Kimball.  105th  st.  No  345  East.  Subordi- 
nation agreement.     Nov  5.     Nov  27,   1906.     6:1677.  nom 

Udell,  Wm  D  to  TITLE  GUARANTEE  &  TRUST  CO.  16th  st,  No 
235,  n  s,  363  e  8th  av,  20x100.  Nov  24,  due,  &c,  as  per  bond. 
Nov  27,  1906.     3:766.  8,000 

Upham,  Hubbard  H  to  Rosa  Mack.  127th  st.  No  259,  n  s,  477  w 
7th  av,   16x09.11.     Nov  26,  1906,  5  years,  5%,     7:1933,         9,500 

University  Construction  Co  to  Geo  Colon.  112th  st,  n  s,  200  e 
Broadway,  25x100.11.     Building  loan.     Oct  25,  1  year,  6%.     Nov 

26,  1906.     7:1884.  25,000 
Vagts,  Fredk  to  Johanna  M  Schroeder.     St  Nicholas  av,  Nos  1471 

and  1473,  s  w  cor  184th  st.  No  602,  49.11x100.  Prior  mort 
$60,000,     Nov  23,  due  Jan  1,  1909,  6%.     Nov  24,  1906.     8:2165. 

15,000 

Victor  Land  &  Impt  Co  to  John  M  Bowers  et  al  exrs  Wm  H  Geb- 
hard.  Lexington  av,  Nos  1642  and  1644,  s  w  cor  104th  st,  Nos 
1.34   and   136,  50,11x85,     Nov  28,   1906,  5  years,   5%,     6:1631, 

61,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Nov  28,  1906,    6:1631.  • 

Victor  Land  &  Impt  Co  to  American  Mortgage  Co.  Lexington  av, 
Nos  16.38  and  1640,  w  s,  50,11  s  104th  st,  50x85.  Nov  28,  1906, 
5  years,  5%,     6:1631.  50,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Nov  28,  1906.     6:1631.  

Wolinsky.  Morris  A  with  Minerva  Burwell.  4th  st,  Nos  155  and 
157,  n  s,  300  w  Av  A,  50x96.2,     Extension  mort,     June  14,     Nov 

28,  1906,     2:432.        ■  nom 
Wolf,  Joseph  and  Wm  and  Abraham  Rothstein  to  Althea  R  Ward 

trustees  Geo  Rudd,  98th  st,  Nos  289  and  291,  on  map  Nos  235 
and  237,  n  s,  75  w  2d  av,  50x100,11.  3  years,  5%.  Nov  23 
1906.     0:1648.  40,000 

Weatherley.  John  S  to  Wm  R  H  Martin  and  ano  trustees.  39th 
st,  No  18,  s  s,  281  w  5th  av,  22x98.9.  Nov  1,  3  years,  41/2%, 
Nov  23,  1906.     3:840.  35,000 

Whitridge,  Fredk  W  to  LAWYERS  TITLE  INS  AND  TRUST  CO 
11th  st,  No  27,  n  s,  323.0  e  5th  av,  runs  n  103.3  x  e  23  x  s  4.6 
X  e  2  X  s  98.9  to  st.  x  w  25  to  beginning.  P  M.  Nov  23,  1906, 
5  years,  4%%,     2:509,  22,(X)0 

Wallach,  Haymau  and  Nathan  Reisler  (Isidor  Planner  and  Joseph 
Wilkenfeld  in  bond  only)  to  Henry  W  Ruppert.  180th  st,  s  s, 
100  w  Amsterdam  av,  37.6x100,     Prior  mort  $31,000.     Nov  20 

2  years,  6%.     Nov  2a  1906.     8:2152.  *  7  000 
Weil,  Markus  to  GERMAN  SAVINGS  BANK  in  City  N  Y.     54th  st, 

Nos  350  and  352,  s  s,  75  w  1st  av,  2  lots,  each  25x100,5  2 
morts,    each    $15,000.      Nov   28,    1906,    3   years,    5%.      5:1346. 

30,000 

Weil,  Jonas  and  Bernhard  Mayer  with  American  Mortgage  Co, 
Sutton  pi,  No  22.  Subordination  mortgage.  Nov  13.  Nov  27 
1906.     5:1370.  nom 

Wyse,  Marie  S  to  BANK  FOR  SAVINGS  in  City  of  N  Y.  23d  st 
No  28,  s  s,  3.50  w  4th  av,  25x98.9.     Nov  26,  1  year,  4%%.     Nov 

27,  1906,     3:851.  10,000 
Weigert,    Rebecca   wife   Abram   A   to   Leopold   Yesky.      Edgecombe 

av.  No  131,  n  w  cor  141st  st,  101.3x27.2.x99.11x43.11.  P  M. 
Prior  mort  $44,000.  Nov  28,  1906,  due  Nov  1,  1911,  5^2%- 
7:2051.  8,000 

Wasserzug,  Isaac  with  Frederic  de  P  Foster  and  ano  trustees  under 
anti-nuptial  settlement.  113th  st.  No  12  West,  Extension  mort. 
Nov  27,     Nov  28,  1906,     6:1596.  nom 

Weil,  Theresa  to  Samuel  Harris  et  al  trustees  Louis  H  Peavy. 
7th  st,  No  200,  s  s,  268  e  Av  B,  25x90,10,  Nov  26,  5  years  ,5% 
Nov  28,   1906.     2:389.  23,000 

Weisberger,  Irving  H  to  Theresa  Weil.  39th  st,  No  441,  n  s,  250 
e  10th  av,  25x98.9.  P  M.  Prior  mort  $12,500.  Nov  26,  3  yrs 
6%.     Nov  28,  1906.     3:737.  2,000 

Weisberger,  Irving  H  to  Theresa  Weil.  31st  st,  No  421,  n  s,  300  w 
9th  av.  25x98.9.  P  M.  Prior  mort  $19,000.  Nov  26,  3  years,  6%. 
Nov  28,  1906.     3:729.  4,500 

Weisberger,  Irving  H  to  Theresa  Weil,  7th  st,  No  200,  s  s,  268  e 
Av  B,  25x90,10,  P  M.  Prior  mort  $23,000.  Nov  26,  3  years. 
6%.     Nov  28,  1906.     2:389.  9,000 

Weill,  Leonard  and  Chas  J  and  Fredk  W  Kroehl  to  John  M  Bow- 
ers et  al  exrs  Wm  H  Gebhard,  2d  av.  No  561,  s  w  cor  31st  st, 
Nos  250  and  252,  20x77.  Nov  22,  due  June  30,  1910,  4V4%, 
Nov  27,  1906.     3:911.  17,000 

Wolfson,  Abraham  and  Hellman  Greenberg  to  Isabella  Heimath, 
106th  st.  No  71,  n  s,  75  w  Park  av.  25x100,11,  Nov  28,  1906, 
5  years.  5%.     6:1612,  20,500 

Same  to  Julius  Geher,     Same  property.     Prior  mort  $20,000.     Nov 

28,  1906,   4  years,  6%.     6:1612.  3.,500 
Weinstein,  Jacob  and  Max  Lurie  to  LAWYERS  TITLE  INS  &  TRUST 

CO.     129th   St.   n   s,   191.8  e   Lenox  av,  3   lots,   each  50x90.11. 

3  morts,  each  $55,000,  Nov  23,  5  years,  5%.  Nov  24.  I'.KJi;. 
6:1727.  KJS.OOO 

Weisberger,  Ignatz  to  Meyer  Butzel,  8th  st.  No  326.  s  s,  412,3  e 
Av  B,  21x97.6,     Nov  28,  1906,  due  Aug  31,  1909,  — %.     2:390, 

13,000 

Wolf,  Joseph  and  Wm  to  LAWYERS  TITLE  INS  &  TRUST  CO, 
1.35th  St.  Nos  2(56  to  270.  s  s.  100  e  Sth  av.  100.x99.11.  Nov 
22,  5  years,  51/2%.     Nov  23,  1906.     7:1940.  50,000 

Same  and  Harris  Mandelbaum  and  Fisher  Lewine  with  same. 
Same  property.  Subordination  agreement.  Nov  22.  Nov  23, 
1906.     7:1940.  nom 

Yogg,  Morris,  Newark.  N  J.  and  Max  B  Juditsky,  Brooklyn.  N  Y, 
to  LAWYERS  TITLE  INS  &  TRUST  CO.  Lenox  av,  Nos  427  to 
433,  w  3,  50  s  132d  st,  2  lots,  together  in  size  99.11x75.  2 
morts,    each   $100,000.      Nov   27,    1906,    5   years,   5%.      7:1916. 

100,000 
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Yokai.  Tokola  to  John  E  Nail.  133d  st,  No  107,  n  s.  100  w  Lenox 

av.  H).Sx99.11.  Nov  27.  1  year,  Q%.     Nov  28,  190(i.  7:1918. 

1,000 
Zuccaro,  Giuseppe  to  Lillian  Vickers.     11th  st.  No  334.  s  s    150  w 

1st   av,   2ri.\94.10.      Prior   morL   !i;28,400.      Nov  28,   3  years.   G%. 

Nov   28.   19011.     2:1.">2.  3  000 

Zaiiels.   Roman   B  and  Louis  Oransky  to  Harry  Fischel.     27th   st. 

Nos  317  to  321.  n  s.  210.8  e  2d  av,  58.4x98.9.     Nov  22.  demand. 

C%.     Nov  24,  1901i.     3:933.  2.000 

BOROUGH    OF    THE   BROHX. 

Under  this  head  the  *  denotes  that  th^  property  is  located  In  the 
new  Annexed  District   (Act  of  1895). 

Ahr  (Henry)  Iron  Works,  a  corpn,  with  Evelyn  C  Manley.  Sum- 
mit av,  n  e  cor  Itilth  st.  2.")xl00.  Subordination  agreement. 
Nov  24.     Nov  20,   1900.     9:2525.  nom 

Adamant  Real  Estate  Co  to  John  Haydock.  180th  st,  s  w  cor  Clin- 
ton av,  runs  w  71.3  x  s  141.2  .x  e  71.3  to  av  x  n  141.2  to  begin- 
ning. Certificate  as  to  consent  ot  stockholders  to  above  mort. 
Nov  23.      Nov  20,   1900.     11:3(195. 


Adamant  Real  Estate  Co  to  John  Haydock.  _  .  

ton  av,  runs  w  71.3  x  s  141.2  x  e  71.2  to  av  x  n  141.2  to  begin 


ton  av,  runs   ..    .^.„  .»  .,  ^.^._  .»  ^   ...._ 
ning.     Nov  24.  due,   &c,   as  per  bond. 


180th  st,  s  w  cor  Clin- 
-  av  X  n  141.2 
Nov  20,   190G. 


Manafacturers    ot    tne  joljowing   Brands    at 
Rockland  Lime 

EXIRA 

,-..  j.^.      .,,."  ■  W  Also  Sole  Manufacturers  of 

Look  for  thes6  words  on  tlie  he."id  of  every  barrel.  Greenpolnt  Ave.  &  Newtown  Cr«ek         EUREKA  RRAVD  nf  PBFPADPn  PIIDP  WHITE  I  IMC 

•Manufactured  by  Rockland-Rockport  Lime  Company"      Borough  of  Brooklyn.  ^.  Y.  City       whi.tT  iT.f^ir  to  L^^^^^  ^    ^   F  "'**^ 

DO  NOT  BE  DECEIVED  BY  ANY  SUBSTITlrTE      '  Tefephone.  207  Greenro.ot  "n'Jhe  m^K"'  "^  "^  •'GUAfe?lEl?"N(?T''TlJ  pfe' 

KEW    YORK    OFFICE.    FULLER    BUILDING,    BROADWAY    AND   23d    STREET 

Garry.  214th  st.  late  Av  A,  s  s,  lot  35  map  New  Jero:ue  Village 
25x100.     P  M.     Nov  23,  1  year,  0%.     Nov  24,   190i;.  (JOO 

Douglas.  James  to  Marguerite  M  .Morrison  et  al.  2.S9th  st.  late 
Northern  Terrace,  n  s.  28S.0  e  Independence  av,  late  Yonkers 
av.  runs  n  w  04.3  x  n  144  x  s  e  71  x  s  w  155  to  beginning.     Nov 

22,  5  years.  0'^ .     Nov  23.  liMXI.     13:3417.  2  100 
Del  Papa,   Michael   to   Rose  Stumpf.     llSth  st,  s  s,  230.10  e  Park 

av.  late  Terrace  pi,  74.8x100.     P  M.     Nov  20,  3  years    5%      Nov 

23,  19(Mi.     9:2.336.  17,000 
Same  to  Jacob  Balesser.     148th  st.  s  s.  187.7  e  Park  av    late  Ter- 
race pi,  49.2x100.     P  M.      Nov  20,  3  years,  5%.     Nov  23    1900 
9:2330.  f)  000 

Same  to  Christopher  Stumpf.  14Sth  st.  s  s.  101.10  e  Park  av 
late  Terrace  pi,  25.9x100.  P  M.  Nov  20,  3  years.  5%.  Nov  23'. 
1900.     9:23.30.  4  000 

De  Fina.  Paul  to  Mary  S  Hynes.  180th  st.  s  s.  149  w  Prospect  av 
2..X100.2.     Nov  27,  3  years.  —7c.     Nov  28.  ItlOi;.     11:3094.      4.500 

■"D  Angelo.  Antonio  to  Laura  A  Klugh  and  ano  exrs.  &c,  Henry 
E  Klugh.  Elliott  av.  No  105,  e  s.  200  n  Elizabeth  st.  50x125 
Olmville.     Nov  23.   due,  &c    as  per  bond.     Nov  20,   1900.         5,000 

Di  Toro.  Amodio  and  Teofilo  Zanchelli  to  Henry  Elias  Brewing  Co 
Morris  av.  w  s.  58.10  s  152d  st,  58.11xl(_K).  Prior  mort  $.38,- 
000.     Nov  2(,  3  years,  — %.     Nov  28.  1906.     9:2441.  500 

Devaney,  Jas  J  or  James  to  Lion  Brewery  of  N  Y  City.  Babcock 
av,  c  1.  being  plot  26  map  villa  sites  at  Riverdale  formerly  be- 
longing to  Jos  Rosenthal.  lOOxKMi. (5x100x132  5  n  s  Nov  '^S 
demand.  0%.     Nov  20,   1900.     13:3420.  ^000 

*Ensle,  Frederick  to  Victor  Gerhards.  2d  av,  w  s  400  n  "^lOth^st 
1  lots,  each  25xl(X>,  Olinville.     2  P  M  morts,  each  .W.-^OO      Nov 

24,  due  Jan   1,   1910.  5i^%      Nov  27.  190(j.  9  000 
Same   to   same.      Same   property.      2PM   morts.   each   $1  000      2 

prior  morts,   each  $4,500.      Nov  24,   due  Jan  1,  1908,  0%.      Nov 

-I.      IJOO.  .)   QQ0 

Fasul.  Dominic  to  Bernard  P  Malone.  Matthews  av,  w  s  168  9  n 
?nA-''J^)*'  ^^-  25.3x97.7x25x101.7.  P  M.  Nov  26,  du4  Jan  1 
190,,  0%.     Nov  28,  1900.  ^10 

Fine,  Isaac  U,  Saml  Cooper.  Brook  av.  No  1469,  w  s,  362.7  s  171^1 
f-nn^}^li^-i^}^:  ^"^"^  ^^  collateral  security  for  note  ot 
$oOO.     Nov  28.  190t;.  1  year,  6%.     11:2896  500 

Fisher  Edward  to  Elizabeth  H  Kelp.  Clay  av  No  1339  w  s  4,S9  1 
I  If '^,«S  2.5x89.6x25x80.9.  P  M.  Nov  28  1!W6,  d^e  ks  peJ 
bond.     ll:2i8J.  4 ''SO 

Futterman,  Aaron  to  Edw  Haight  as  exr.  &c.  Augustus  H  Haighl. 
Ib4th  St.  No  103i.  n  s.  1,2  e  Prospect  av.  19x74  7  Nov  21  3 
years,  5rc.     Nov  27.   1900.     10:2090.  (3  0)0 

'^'''"'^^-ion^c*""^  '°  °"''"''  ^  Everson.  Boston  road  or  av,  Nos  1.396 
w  ^s  iffairia^ne^^ar;  iVi^T.t Za'^i^k  T^'^^WT^l 

*^TFF '!■  t^rV-^t '^o  %f  ".'^-  ^'"7  ^  °'2"<"°  '"  TITLE  GUARAN- 
itii  &  IKLST  CO.     Plot  oounded  n  by  West  Farms  road  260  0  ft 

487*0  l^  ,^  ^^\T%F/  ^^^  "-^'  w  and  s  w  by  Green  lane  abt 
f,^.%    A^""^   "'''   -^^   ^"^'-      ^°'  -"•   <i"«'   &<='   as   per   bond. 

''I'^'^f'  •'Tf  ^.  '°  ^  ^  TRUST  CO  ot  N  Y  and  John  B  Harrison 
exrs    and   trustees   Andrews   Scher.      136th   st.    No   501.    n   e   cor 

X  n  _o  xw  121.8  to  e  s  3a  av  x  s  26.o  to  beginning,  e.xcept  part 
for  av.     P  M.     Nov  27.  1906,  5  years,  5%.     9-2318  -^^rKJO 

Goldsmith.  Barbara  to  Tremont  Bldg  &  Loan  Assoc  Anthony  av 
^nstalls;   0^!'    'll^Sn'^""  '''  -l^«3«--20x09.11.     Nov  27.   19§6; 

^T^V  i'""^o-^?j,^,?.°y^^>  ^  S'  9^-6  n  ITSth  st,  22.5x56.8xl8.l6x'^ 
03.0.      Nov  2.,   1900.   installs,   67r.      11:2811  3000 

*Graf,  Rudolf  to  Sophie  L  Kuenzler.  Unionport  road  s  e  cor  Saea 
more  st,  104x70xlO()..103.  P  M.  Prior  mort  $2  400  Nov^4 
3  years,  5%.     Nov  27,   1906.  ^  '  '^°^  ft;.^ 

TT'^^c^"^n  ^'  '°  ^'ORTH  SIDE  SAVINGS  BANK.     Oakland  pi 
, >^7.^4.^Nris^l9t^^H1^95^  ^-     -^  ^--'-  -^  -4o 

Gibney.  Bernard  P  to  Eugene  N  Robinson  trustee  for  Emil  Sehnu^de^" 

Nr?3°^iao^6.^  ib^5.?6"^^'  ^'-  -'^■^^^^-  °-'  ^-  -  p-  ^3.,n 

Gamble   James  to  Tremont  Bldg  &  Loan  Assoc.  Hull  av   s  s   313  7  e 

Green.  Katie  wife  of  Ollie  A  to  Ollie  A  Green.     Hoe  av   w  s    o,;];  s*^ 
23"S^°   -;J3^x82.3x33.4x79.9.     Nov  22,  1  yel^;  l^l  '^ 

^^^m."  rSa^^"'   property.      Nov  22,   1   year,   6%.     Nov   2.3^ 

*"p'ii'in'i"^'  '.f' "?,■;  '"Mary  E  Fairbanks.  229th  st.  s  s,  130  e  White' 
2S?190(i°  •    ^^'^"^^fl*^"!-      Nov   27,    3   years.   -%       Tol 

^^T^l    50xnfw»v^rfr'\,2-*,'.?  %'■   °   ^'   130   e   White   Plaint 
road,  00x114,  Wakefield.     Nov  27,  3  years,  _%.     Nov  28,  1!M)0. 

u  .1         .    .,  l.'iOO 

tf  n  <,?«,'".'''' V?  ^^""^  ^  Pay"*'  •'t  al  e^s  Wm  H  Payne  133d 
Nov°2\1'i^r"a°0':%^6lv  ''"'*''■'■     ^''^  -"'  <'-  ^^  ^'  ^^'^^   l|oo 

"F"schn;n';T'  ^^^^o°f  ""^^  °f  W^^t  New  Brighton,  S  L  to  Alice 
fi.w  p      o  •^'''■-     134th  st.  No  1002,  s  s.  513.5%  Cypress  av    17  3 

K.:^5(^2.        "  '"°"  ^'^■^°-     ^°^  -«■  19<^'  due  Dec'b    19(»,-%: 

"?r°om'e''s'"cedar  av  t?""^^  ""  ?.'^'''^-     ^'"'S"''^''  ^v,  w  s,  819.g'T 
w  l"5  o  X  e  187  n     n  t  ^"'"iXiT  Terrace,  runs  n  w  153.7  x  s 

1900."d-ue.U'asUr\^:nd.°l?M8r^^'°''"^^-     ^  ^^^     ^'%.??,oo 

"sr'->5x77Sx'>5'-f;C'"^^'"''-<'°'°S.^  Jackson  av,  w  s,  .50  n  1.50th 

^ortoOOO       Nov    2f-  '^[^'"i"''  ^^lO*^-     ^iven  to  secure  note 
?o,uw.     Nov   26,    1906,  due   May  20,   1907,   0%.     10-2636 

5,000 


11:3095. 

8.000 

*Alessi,  Joseph  to  Eliza  O'Kennedy.  Columbus  av.  n  s.  50  e 
Lincoln  st,  25x100.     Nov  20,  1  year.  6%.     Nov  23,  190(5.  900 

Benenson.  Benj  to  Anna  M  Ohlckers  admrx  Henry  J  Ohlckers. 
Clinton  av,  n  w  cor  Oakland  pi.  23x100x22.8x100.  Nov  24,  3  yrs. 
— ^c.     Nov  20,  190(5.     11:3095.  lO.aiO 

Same  to  Henry  Dreyer.  Same  property.  Prior  mort  $10,000.  Nov 
24.  3  years,  — %.     Nov  20,  1900.     11:3095.  3.000 

Bradley.  James  to  Saml  L  Berrian.  Corlear  av.  No  11,  w  s,  111.6 
s  232d  st,  25x111.4  to  e  s  Tibbetts  brook  or  creek  x  n  —  x  100.7. 
All  title  to  land  under  w-ater  ot  said  brook  or  creek.  P  M. 
Nov  26.   1906.   5  years.   5%</r.      13:34(J6.  2,300 

Baldwin,  Clarence  D  to  Daniel  R  Kendall  and  ano  trustees  John  L 
Rogers.  Tiffany  st,  w  s,  at  s  e  s  167th  st,  'runs  s  94.5  x  w  38.6 
X  n  w  75  to  167th  st  x  n  e  69.1  to  beginning.  Nov  27.  1906.  1 
year,  %%.     10:2716.  9,000 

Brownell,  Wm  B  to  Gustav  Bartel.  149th  st,  late  Westchester 
Railroad  St.  n  w  cor  Passage  av,  20x—  to  Terrace  pi  x— xlOO. 
except  part  tor  149th  st  and  Trinity  av.  P  M.  Prior  mort  $3.(XK). 
Nov  2(i.  2  years,  O'x.     Nov  27,  1906.     10:2623.  2,000 

Bell,  Rudolph  to  Fred  Trump.  Cambreleng  av.  No  2498,  e  s, 
156.6  s  Pelham  av,  25x156.4x25x1.55.8.  P  M.  Oct  1,  due  July 
1,   1909.  5%.     Nov  27,   1906.     11:3091.  2.O0O 

Bloch,  Jacob  and  Meyer  to  Henry  Hess  Jr  exr,  &c,  Casper  Hirtler 
14Sth  St.  s  s.  511.10  e  Terrace  pi  and  505.3  e  Park  av  50x100 
Nov  27,  3  years,  5%.     Nov  28,  1906.     9:2336.  40.0(X) 

Berliner,  Bertha  wife  Israel  to  Fanny  Lurie.  Cauldwell  av  No 
899,  w  s.  23.5  n  101st  st,  18x100.  Nov  28,  1900,  due,  &c,  as  per 
bond.     10:2727.  2.500 

*Brown.  Mary  to  Wm  G  Mulligan.  St  Marys  av,  e  s,  225  n  Central 
av,  2uxl00;  Baychester  av,  w  s,  50  n  Westchester  av  25x90  P 
M.     Nov  16.  3  years,  5%.     Nov  26.   1906.  425 

*Breunich.  Hieronymus  to  WASHINGTON  SAVINGS-  BANK.  Pil- 
grim av.  e  s,  1(X)  s  Tremont  road,  75.x9.5.  P  M  Nov  2''  3  yrs 
5'r.     Nov  23,   1900.  '        J  g'oo 

*Bold.  Louise  H  to  WASHINGTON  SAVINGS  BANK.  Pilgrim  av 
oo^'  .rSS,^  Tremont  road,  25x95.     P  M.     Nov  22,  3  years,  5%.     Nov 

Z6,     190b.  gy(^) 

Bornstein,  Louis  to  Thomas  Mulligan  and  ano.  133d  st  n  s  500  e 
Cypress    av,    100x103.5.      Nov   21,    1   year,   5%.      Nov   24,'  1906 

.    -r-u-  3,000 

of  -nhippany,  N  J,  to  BANKERS  LIFE  INS  CO 
3d  av.  s  w  cor  142d  st,  100x100.  Nov  22  due  &c 
Nov  24.  1900.    9:2322.  '3  000 

of    Whippany.    N    J,    to    BANKERS    LIFE    INS    CO 
'^'^.^^•-.l^.  cor   142d  st,   100x180.     Extension  mort. 


10:25(52. 
Bates.    Wm    C, 

of  City  N  Y. 

as  per  bond. 
Bates,    Wm    C 

City   X   Y. 


Nov  23.     Nov  24/1906.     9:2322.  nom 

*Bailey,  Rachel  to  Elise  Kuchenbecker.  Van  Nest  av  (Columbus 
av),  s  s,  140  w  Bronxdale  av,  25.x81x25.3xS4.8.  Nov  22  due  &c 
as  per  bond.     Nov  23,   190(;.  '      goo 

Cording,  Henry  H  to  LAWYERS  TITLE  INS  &  TRUST  CO  Tif- 
I'^^^o.^'  -r?  •^"'•Southern  Boulevard.  100x125.  Nov  21.  due  May 
1.   1908.  o9r.     Nov  26.  190(5.     10:2732.  15  (W) 

Colleran.   Mary  A  wife  of  and  John  to  Evelyn   C  Manly      SummU 

^In  °1  %^-  ^^  IV  -^?1*'-     ^""^  mort  .?S,000.     Nov  24    "ue 
Jan  1,   190<,  0%.     Nov  26,  1906.     92525  'j  iWl 

Cording,  Henry  H  to  L.WYERS  TITLE  INS  &  TRUST  CO.     SouTh- 

r"l9^0^"'ir  ■Nov%?r\9^0r"roV7'3'.^^^^^'^-     ^°^  ^'"'  ^-  it(^ 
^'''?lfyn°v%T"'-^K'^00    ^^i"!  ^\"^-   .Southern  Boulevard,  e  s.  125^ 
2(  "l9n(5      iTi  0730^"      Subordination   agreement.      Nov   21.      Nov 

^^'lijji'''  S;^'"^-"' Southern  Boulevard,  s  e  cor  Tiffany  st,  125xl(»  "^ 
f-nJi  !  S  °°  5^''''''™''°'-  Nov  21.  Nov  20,  190<5.  10:273"  nom 
Cording,  Henry  H  to  LAWYERS  TITLE  INS  &  TRUST  CO      South 

r°19fN"^"''''  K  '•  Hi^*^  ^o^"'^"^-  ^''  1-5^100.     Nov  20    due  May 
].   1908.  o9c.     Nov  20,   1900.      10:2732.  T' (100 

So^f' Vov"^'"  l"w  "^r     ^Voodycrest  av,  e  s,  25  n  165th  st 
i.ixiin)..)       Nov   28.    190li,   5   years,   6%.      9:2509  OOrm 

Century    Holding    Co    to    TITLE    GUAR.^NTEE    AND    TRUST    CO 

-'    due*",^?  '*'■•   ''"''  }'''^l  ^^'  ^-  ^^  "   1'21  «t.  403xT?0  1       Nov 
— ,  due,  &c,  as  per  bond.     Nov  23,  1900.     11:2905  •'-,  000 

'-r^rt:''  ^'22.^N^^'^^ilS„r  -sent^of  stockholders  to  .^iT 
^%Tii^°-r  fn?*'-     'Washington   av.   No   1651.   w  s    220  8  n   170d   J~ 

n --ws^^-  ■    ^°^  --■  "'"'■  *^'  ^s  ^'^  'i°°i-    n;v  23;  195o.    ' 

'  mort'.°  i.r-22'"ei?l  ^!^,  ''"Jf^"'  ^'^'''^o'^-^  '«  aS^vT 

ment.     Nov  22.     Nov  23,  1900      if-^C^'  ^"''"'^'"at'on  agree- 
*Devita.  Matteo.  Rosina  o'evita  and'kTf^e'le  Cossa  to  Frank  Mc-" 

The  text  of  these  pages  la  copyrighted.     All  rights  are  reserved. 
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The   Palmer   Lime  dnd  Cement   Company 

•        "PAI-MKK'S  !VO.  ],"  tlui  fitr.iiisost  and  bust  brick  liiiiK  manutacturcd.  win  lay  more  brick  to  the  barrel  than  any  other  Umu.  ' 

Farnani  CIO  lOMfllKI-::  Finittl.'lil^f,  whli  li  has  no  pqual. 
Palmer's  H'lilixli  in;;,  hlL-h  {;™<1  ■.  f  r  all  finishing  and  plastering  work. 
Coiiuc'ciit'tit  Willie  Lime,  especially  adapted  to  brown  and  scratch  work. 
,       Palmer's  C'lieiiiieal  l.iiiie,  aitsoiuielv  hitrh  grade. 

Alseli's  Portland  Cement,  lor  long  Island.  FOSTER    F.    COMSTOCK,    Manager 

Brooklyn  Station.  Telephone  14'-T  Orcr'm  oil, t  Sales  Department :     (49    BROADWAY      NEW    YORK 

Tolephonos,  OUIU  (Ji;ll-0iJi2  CVutlandt 


Jersey  City  Station,  Telephone  13J2  Jersey 


Henry.  Martin  L  to  Jeremiah  N  Marl  in.  Ryer  av,  e  s,  iTS.-'j  s 
183d  St,  25xlU0.  P  M.  Oct  2'J,  due  Nov  24,  1907,  0%.  Nov  20, 
1U0().     11:3150.  1.000 

*Haugh.  Jas  F  to  Abbie  H  Wightman.  Mayflower  av,  e  s.  224  s 
Liberty  st.  125x100;  Pilgrim  av,  w  s,  191  s  Liberty  st,  200xl(Xt. 
Nov  24.   demand,  — 7e.      Nov  27,   lOOG.  1.000 

Helton.  Elma  L  to  Harry  C  Bryan.  Cauldwell  av,  No  715.  w  s, 
212.«;  s  15Uth  st,  18.9x115.  Nov  27,  3  years,  5%.  Nov  28,  1900. 
10:2ti24.  5,500 

Hawthorn  Building  Co  to  Ann  Jackson.  Freeman  st,  s  s,  100  e 
Hoe  av.  25x95.  P  M.  Nov  0,  1  year,  — %.  Nov  13.  1906. 
ll;298r!.  2,200 

Same  to  Jane  E  Hunter.  Same  property.  P  M.  Prior  mort 
$2,200.  Nov  9,  1  year.  — %.  Nov  13,  1906.  11:2986.  Corrects 
error  in  issue  of  Nov  17.  when  st  was  Freemont  st.  2.000 

Kenney,  Celcstine  M  with  Louvesa  C  Woolt  guardian  Frank  J  Woolt. 
Grand  av,  w  s,  480.8  s  Burnside  av,  25x109.1x25x107.5.     Subor- 
dination  agreement.     Nov   19.      Nov  28.   1906.     11:2809.  nom 

Knorr,  Chas  G  to  Valentine  Knorr.  Clinton  av,  No  1355,  w  s.  96.7 
s  Jefferson  st,  24.2x87.3.     P  M.     Oct  17,  5  years,  5%.     Nov  23. 

1906.  11:2933.  7,000 
Kurz,  Margt  wife  of  and  Chas  F  to  Sarah  E  Buckhout.     St  Georges 

Crescent,  w  s,  355.6  s  Van  Courtlandt  av,  runs  s  25.4  x  w  70  x  s 
16.8  X  w  52  x  e  115.3  to  beginning.     Nov  22,  3  years,  5i^7c-  Nov 

23,  1906.     12:3313.  2,500 
Same  to  Albert  Markert.     Same  property.     Prior  mort  .$2,500.  Nov 

22,  installs,  ii^r,.     Nov  23,  1906.     12:3313.  1,4.50 
Krabo,   Marie   to  James  G  Wentz.     Hughes  av,  e  s,  45  n  lS2d  St. 

30x70.      Building  loan.     Demand,   0%.     Nov  23,   1906.      11:3086. 

11,000 

Kelly,  Mary  A  to  Louise  F  Funk  and  ano  trustees  Thomas  F  Jere- 
miah. Jackson  av.  s  e  cor  161st  st,  100x25.  Nov  1,  2  years, 
5%.     Nov  23,   1906.     10:2647.  5,000 

*Krusi,  Eugenie  A  to  WASHLNGTON  SAVINGS  BANK.  Pilgrim 
av,  e  s,  175  s  Tremont  road,  25x95.  P  M.  Nov  22,  3  years,  5%. 
Nov  23,  1906.  600 

*Kraft,   Anna  to  Louisa  A  Springer.     Lot  50  map   120  lots  Daily 
estate;    also    at   line   between    lots   hrdlununun   hmtdwly   mfwypuu 
estate,   also   Parker  av,   n  e  s,   at   line   between   lots  37  and  28. 
runs  n  w  25  X  n  e  21.1  x  e  50.2  x  s  w  64.3  to  beginning,  being 
part  of  lot  38  map  St  Raymond  Park,  being  together  a  plot  25x 
105.6x25x105.7,  n  w  s.     Oct  11,  3  years,  5%.     Nov  23,  1906. 

4.000 

Kleban,  Louis  E  to  City  Mortgage  Co.  Washington  av,  w  s,  109.6 
n  163d  st,  runs  w  149.8  x  n  75  x  e  50  x  s  1.10  x  e  99.4  to  av, 
x  s  73.2.     Nov  21,  demand,  6%.     Nov  23,   1906.     9:2385.       60,000 

Kautfman,  Jacob  to  American  Mortgage  Co.  136th  st,  n  s,  025  w 
Home  av,  50x100.    Nov  23,  3  years,  5%.    Nov  24,  1906.    10:2549. 

4,000 

Kronenberger,  Philipp  to  Thos  S  Ormiston  trustee  James  Stuart. 
Tinton  av,  w  s,  74.6  s  Home  st,  19x90.     Oct  1,  3  years,  5%.     Nov 

24,  1906.     10:2661.  5,000 
Levy,    Joseph    B    to    Louvesa    C    Woolf   guardian    Frank   J    Woolf. 

Grand  av,  w  s,  480.8  s  Burnside  av,  25x109.1x25x107.5.  Nov  20, 
3  years,  5%.     Nov  26.  1900.     11:2869.  6.000 

Lorsch,  Isaac  D  to  Louvesa  C  Woolf  guardian  Edw  L  Woolf. 
Grand  av,  w  s,  430.8  s  Burnside  av,  runs  n  w  106.7  x  s  w  25 
x  s  e  106.11  to  Grand  av  x  n  25  to  beginning.  Nov  20,  3  years, 
5%.     Nov  20,  1906.     11:2869.  6,000 

Levi,  Emil  S  with  Loretta  J  Barrett.  3d  av,  No  3322.  Exten- 
sion  mort.      Nov   19,   1904.      Nov   26,   1906.     10:2607.  nom 

*Leninger,  Otto  to  Railroad  Co-operative  Bldg  &  Loan  Assn. 
Matthews   av,   e   s,    153.5   n   Bronxdale   av,   25x100.      P   M.      Nov 

23.  installs.   0%.     Nov  26,   lEHXi.  650 
*Langan,  Sarah  A  to  Wm  G  Mulligan.     Baychester  av,  e  s,  250  s 

Westchester  av,  25x80,  except  part  for  Baychester  av.  P  M. 
Nov  10,  3  years,  5%.     Nov  26,   1906.  435 

*Same  to  same.  St  Mary's  av,  w  s,  25  n  Westchester  av,  25.x90. 
P  M.      Nov   10,  3  years,  5%.     Nov  26,   1906.  405 

*Same  to  same.  Westchester  av,  n  w  cor  St  Mary's  av,  90x25. 
P  M.     Nov'  10,  3  years,  5%.     Nov  20,   1906.  510 

*Same  to  same.  Baychester  av,  e  s.  275  n  Central  av,  25x90. 
P  M.     Nov   16,  5  years,  5%.     Nov  26,   1906.  435 

Langan,  Sarah  A  to  Wm  G  Mulligan.  Baychester  av,  w  s,  175  s 
Westchester  av,  25x103.4x29x88.6,  also  lot  18  blk  25  map  Pel- 
ham  Park,  except  part  for  Briggs  and  Baychester  avs.  P  M. 
Nov   16,  3  years,   5%.  510 

Same  to  same.  Baychester  av,  w  s,  22')  s  Westchester  av,  25x 
73.10x29x.59.1,  except  part  tor  Briggs  and  Baychester  avs. 
P  M.     Nov  16,  3  years,  5%.     Nov  26,   1906.  480 

Langhorst,  Margaretha  wife  of  and  Henry  to  Mary  S  Hynes. 
178th  st,  s  s,  115.7  e  3d  av,  25x100.  Nov  22,  3  years,  — %. 
Nov  28,  1!X)6.     11:3000.  6,000 

*Leuchtenburg.  Rudolf  to  Wm  G  Mulligan.  St  Mary's  av,  w  s, 
275  s  Westchester  av,  50x100;  St  Mary's  av,  e  s,  50  s  West- 
chester av,  200x100.  10  P  M  morts,  if300  each.  Nov  10.  3 
years,  5%.     Nov  20,   1906.  3,000 

Linsmann,  Henry  to  Albert  J  Milbank  and  ano  trustees  for  Sophia 
M  Young,  Saml  W  Milbank.  1.35th  st.  No  849.  n  s.  100  e  St  Anns 
av,  25x100.      Nov  23,   1900,  5  years,  5%.     10:2.548.  8,000 

Liesraann,  Hermann  and  Frank  to  Geo  Ehret.  Brown  pi,  e  s,  50 
n   134th   st,   50x100.      Prior  mort   $23,000.      Nov   22,   due   Oct  4. 

1907,  5%.     Nov  23,   1900.     9:2262.  6.000 
I,ynch,  Rose  to  DOLLAR  SAVINGS  BANK  of  City  N  Y.     137th  st, 

s  s,  155.5  e  Southern  Boulevard,  25x100.  Prior  mort  $2,000. 
Nov  23.   1900,   due   Dec   1.   1907,   57c.      10:2565.  1,500 

Long,  Leonard  and  Cornelius,  and  Arthur  Schmidt  to  Mary  S 
Hynes.  Nelson  av,  e  s,  295. '2  s  109th  st,  late  Orchard  st,  runs  s 
50.1  x  e  117.2  X  n  50.6  x  w  106.1;  Nelson  av,  e  s,  12(».2  n  168th 
St.  75x110x85.10x1.35.2.  Nov  23,  3  years,  — %,  Nov  24,  1900. 
9:2517.  4,000 

*McDermott,  Edward  F  to  Wm  G  Mulligan.  Baychester  av,  w  s, 
75  s  Ferris  st,  50x90.  P  M.  Nov  10,  1  year,  5%.  Nov  26, 
1906.  435 


Mahedy,  John  J  to  GERMA.\  S.VVl.\l!.S  BA.\K  in  City  of  N  Y. 
Eagle  av,  No  6.55.  w  s.  372.8  n  Westchester  av,  25x95.  Nov  26 
ItKX;,  3  years,  5°:.     10:2017.  11,000 

*Moral,  Fanny  B  to  Wm  G  Mulligan.  St  Agnes  av,  w  s.  20o'  s 
Central  av,  25x100;  St  Agnes  av,  w  s,  75  s  Central  av,  100x100; 
St  Mary's  av,  e  s.  75  s  Central  av,  2.5x100;  St  Mary's  av,  e  s.  1.50 
s  Central  av,  25xl(M».  7PM  morts,  each  $435.  Nov  10,  3 
years,   5%.      Nov  "26.    1900.  3.045 

•Same  to  same.  St  Marys  av,  e  s,  75  s  Westchester  av,  50x100; 
St  Mary's  av,  e  s,  1.50  s  Westchester  av,  25x100.  3PM  morts 
each  .$405.     Nov  16,  3  years,  5%.     Nov  26,   1906.  1,215 

*Same  to  same.  Briggs  av,  e  s,  162  s  Westchester  av,  29x23.4x 
25x38.     Nov   10,  3  years,  5%,     Nov   26,   1906.  180 

*Same  to  same.  Briggs  av,  e  s,  108.10  s  Westchester  av,  29x 
.52.9x2.5x67.6.     P  M.     Nov   16,  3  years,  5%.     Nov  20,   l!KMi.       270 

*Same  to  same.  St  Mary's  av,  e  s,  100  s  Central  av,  25x100.  P  M. 
Nov   10,  3  years,   5V.      Nov  26,    1900.  450 

*Same  to  same.  St  Mary's  av,  e  s,  125  s  Central  av,  25x100.  P  M. 
Nov   16,  3  years.  5  {.     Nov  26,   1906.  450 

'Same  to  same.  St  Mary's  av,  e  s,  125  s  Westchester  av,  25x100. 
P  M.     Nov  10,  3  years,  5%.     Nov  20,  1900.  402 

*Same  to  same.  St  Agnes  av,  w  s.  175  s  Central  av,  25x100. 
P  M.     Nov  10,  3  years,  5%.     Nov  26.  1900.  420 

•Same  to  same.  Briggs  av.  e  s,  137.10  s  Westchester  av,  29x38x 
25x52.9.     P  M.     Nov  l(i,  3  years,  5"''.     Nov  26,  IWH?.  275 

*McGuire,  Catherine  A  to  Wm  G  Mulligan.  St  Agnes  av,  w  s 
2'25  s  Westchester  av,  75x100.  3PM  morts,  each  $342.  Nov 
16,  3  years,  5%.     Nov  26,   1906.  1.026 

Same  to  same.  Lawrence  av,  e  s,  25  s  Westchester  av,  25  l6x~ 
96.11x'25xl00.     P  M.     Nov  10,  3  years,  5%.     Nov  26,  1906.       426 

*Same  to  same.  Baychester  av,  e  s,  225  n  Westchester  av 
25x90.      P   M.      Nov   16,   3  years,   5%.  435 

*Same  to  same.  Baychester  av.  e  s,  250  n  Westchester  av,  25x 
510.     P  M.     Nov  16,  3  years.  5%.     Nov  26,  1906.  426 

*Same  tp  same.  Briggs  av,  e  s,  79.11  s  Westchester  av.  29x 
0 1. 6x2;  1x82.3,  except  part  tor  Briggs  av.  P  M.  Nov  16,  3 
years,  5%.     Nov  26,   1906.  36O 

•Same  to  same.  Lawrence  av,  s  e  cor  Westchester  av,  35x100 
P  M.     Nov  16,  3  years,  5%.     Nov  26,  1906.  060 

McMahon.  James  A  to  Wm  E  Gleeson.  Fairmount  pi.  No  1054 
s  s,  272.9  w  Marmion  av.  25x72.2x2.5x73.9.  P  M.'  Nov  27' 
1906,    1  year,   6%.      11:2954.  1,500 

Munday.  Hugh  C  to  Henrietta  M  Carter.  Jerome  av,  e  s  169 11 
s  w  Mt  Hope  pi,  41.2x110.8x40x100.11.  Nov  17,  3  years  5%. 
Nov  27,   190(i.     11:2851.  5  (XK) 

Meyer,  Hermann  N  to  TITLE  GUARANTEE  &  TRUST  CO.  Park 
av,  s  e  cor  183d  st,  90x21.8x90x25.  Nov  23,  due,  &c,  as  per 
bond.     Nov.  27,  1900.     11:3038.  10,000 

McLaine,  J  Harold,  of  Mt  Kisco,  N  Y,  to  Florence  M  Constantia'n. 
Washington  av.  w  s,  25.1  s  184th  st,  50.2x — x50x— .  Prior  mort 
$10,500.      Nov  15,   1  year,  0%.     Nov  27.  1906.     11:3038.         4,000 

•Moore,  Anna  S  to  Wm  G  Mulligan.  Lawrence  av,  e  s,  at  w  s 
Briggs  av.  runs  s  108  along  Lawrence  av  x  e  63.9  to  Briggs  av 
x  n  125.6  to  beginning,  gore;  also  lot  35  block  25  may  Pelham 
Park,  except  part  for  Briggs  av.  P  M.  Nov  16,  3  years,  5%. 
Nov  26.  1900.  930 

•Same  to  same.  Baychester  av.  e  s,  275  n  Westchester  av,  25x90. 
P  M.     Nov  16,  3  years,  5%.     Nov  26,   1906.  435 

•McEntee,  Jos  P  to  Daniel  Burke.  Jefferson  st,  e  s,  175  s  Co- 
lumbus av,  2.5xl(Xl,  Hunt  Est.  P  M.  Prior  mort  $3,000.  1 
year,  6%.     Nov  28,   1900.  1,(KX) 

Mascia.  Saverio  A  to  Stephen  D  Pyle.  151st  st.  n  s,  70.3  e  Morris 
av.  .50x117.5.  P  M  Nov  28,  1906,  due  May  28,  1907,  6%. 
0:2411.  20.000 

*McCreery.  Hannah  J  to  Wm  G  Mulligan.  Baychester  av.  w  s,  75 
n  Westchester  av,  225x90;  Baychester  av,  e  s,  200x90,  Pelham 
Park.  17  P  M  morts,  each  $4'26  to  $450  respectively.  Nov  16. 
3  years,  .5%.     Nov  23,  1906.  total  7.434 

*Mershen.  Louis  to  WASHINGTON  SAVINGS  BANK.  Broadway, 
w  s,  59  s  Tremont  road.  59x144.8x50x113.3.  P  M.  Nov  22  2 
years,   5y2%.      Nov   23,   1906.  1,300 

Mauss,  Henry  and  Caroline  to  Benson  H  Goodman  and  ano.  .3d  av, 
w  s.  282  n  108th  st.  20x100.  Given  to  correct  error.  Oct  30i 
due  Nov  1.  1909,  G7c-  Rerecorded  from  Nov  3,  1900.  Nov  24, 
19110.     9:2373.  4.500 

Moritz.  Isaac  to  TITLE  GUARANTEE  &  TRUST  CO.  Mosholu  Park- 
way, n  e  s.  90  n  Steuben  av  l"25xl66  to  Steuben  av  xl57. 6x89.6. 
5  morts.  each  $1,300.  Nov  22,  due,  &c,  as  per  bond.  Nov  2;3, 
1900.     12:3320.  6..5(X» 

*Mucci.  Giovanni  to  Hudson  P  Rose  Co.  Hollywood  av.w  s.  and 
being  lots  100  to  102  map  108  lots  Coster  estate.  P  M.  Nov 
20.  0  years.   5%.     Nov  28,   19<X>.  1,200 

N  Y  Chapter  of  Delia  Upsilon  Fraternity,  a  corpn  to  Andrew 
Wilson  trus  Chas  E  Fleming.  183d  st,  s  s,  100  w  Andrews  av, 
runs  s  70.0  x  w  113.11  to  183d  st  x  n  e  141.9  to  beginning. 
Due  July  5,   1910.   ')'/(■     Nov  28,   1900.     11:3224.  gold.    12.5(X) 

N  Y  Boat  Oar  Co  with  Louvesa  C  Woolf  as  gdn  Edw  L  Woolf. 
Grand  av.  w  s,  430.8  s  Burnside  av,  25xl00.11x2.5xl(X>.7.  Sub- 
ordination agreement.      Nov  20.      Nov  20.    I'.IIKi.      11:2809.  nom 

Osorio.  J  Newton  to  Harriet  A  Ver  Planck.  Cromwell  av,  w  s. 
408  n  165th  st,  113.2x120.10x113.4x110.8.  P  M.  Nov  26,  1900, 
due,  &c,  as  per  bond.     9:'2.503.  4.000 

Praglin.  Julius  to  Mary  A  Davis.  Clay  av,  e  s,  1,620.0  n  lOSth 
St.  2.5x78..5x25x78.2.     Nov  20.  1900,  3  years,  5%.     11:2887.      3,3(K) 

Palmer,  John  J  to  Co-operative  Bldg  &  Loan  Assn  of  City  of  N  Y. 
Belmont  av,  e  s,  107.2  s  Pelham  av,  25x100.  Prior  mort 
$1,000.     Nov  20,   installs,  0%.     Nov  27,   1900.      11:.3091.         1,000 

Pugh.  Willis  B  to  Emily  H  Moir  trustees  for  Johannah  S  Seymour. 
Bathgate  av.  No  1978.  s  e  s.  old  line.  270.6  s  e  179th  st,  runs  s 
w  18  X  s  e  87.4  x  n  e  18.1  x  n  w  86.8  to  beginning,  except  part 
for  av.     Nov  21.  3  years.  4V2'/c-     Nov  24,   1900.     11:3044.      2..500 

Paulsen.  Jacob  F  to  Meyer  Butzel.  Park  av.  n  e  cor  Tremont  av, 
KXlxoO;  Park  av,  n  e  cor  Tremont  av,  old  lines,  runs  e  50.6  x 
s  3.4   to   n   s   Tremont  av   x   w  50.6   to   Railroad   av  x   n  3.4  to 
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GAS  COOKERS    '^    GAS  HEATERS 

:        CLEANLY,  EFFICILNT,  ECONOMICAL    | 


«Ve  Rent  a 
Qaa    Range 

$3 

Per    Year 

K  handsome  up-to-date  line  ot 
IppHances  may  be  »een  at  our  offices 


SOLVE  THE  FUEL  PROBLEM 


VN'e  Rent  s 
Gas    Rangt7 

$3 

Per    Y  ea J 


CONSOLIDATE.D  GAS  COMPANY  OF  NEW  YORK 


beginning.      Nov   2G.   due   Oct   IG,    1911,   -%.      Nov   27,    1900^ 
11  ■3034  -lu.iAJu 

♦SlmonsoA.  Gerda  to  Hudson  P  Rose  Co.  Stillwell  av,  s  w  cor 
McDonald  st,  29.6x99x28.4x100.     P  M.     Nov  19,  3  years,  5%%- 

M         *?Q     1  QOfi  oUU 

Solmlx'Realfy  Co  to  Wm  Jackson.     Mt  Hope  pi,  s  s   450  w  Morris 
av    late  Fleetwood  av,  125x125;  nGth  st,  n  s,  4.ow  Morns  av, 
late  Fleetwood  av.  25x125.     Building  loan.     Nov  10,  1  year,  G%^ 
Nov  24,   190G.     11:2851.  ^     ,    ,     C^ 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders to  above  mort.     Nov  lb.     Nov  24.  1900.     ll:2Sol.        — — 

Spellman.  James  H  to  Mary  S  Hynes.  Ogden  av.  e  s.  84  n  IGUh 
st,  25x88.2x25x88.7.  Nov  1,  3  years,  -%•  Nov  24,  11»0. 
9 '^516  rf.uw 

Schirmer    Henry  G  to  Asmus  D  and  Meta  Evertsen  joint  tenants, 
wnns  a"  No  223,  w  s,  25  n  137th  st,  25x81.0.     Nov  2G,  due^ 
&c    as   per  bond.     Nov  27,   190G.     9:2300.     ,  ^    ^      ^       „    l^.*^ 

Simon,  Lillian  wife  of  and  Morris,  Brooklyn,  NY  to  Jos  Hyman^ 
N  Y  to  Harry  A  Gordon.  3d  av,  e  s,  32  n  IGtth  st,  3ixlO(.lUx 
37x105.9.  Prior  mort  $30,000.  Nov  27,  1906,  3  years,  6^ 
10%09  10,000 

Swoboda,  Pauline  E  wife  of  and  Albert  C  to  Lewis  V  La  V^. 
Bryant  av  w  s,  1.50  n  172d  st,  2.')xl00.  P  M.  Prior  mort  $6,000. 
3  years,  (5%.     Nov  28,  190G.     11:299G.  .        l.ToO 

Schavel  John  to  Peter  J  Schavel  gdn  Constance  Giegerich  and 
ano  Jackson  av,  e  s,  78.9  s  lOGth  st,  20x77.8.  Nov  23,  5 
years    4%.     Nov  28.  190G.     10:26.50.  600 

Steimann  Realty  Co  to  the  Borough  Cut  Stone  Co.     139th  st,  s  s, 

47.4  e  Brook  av.  337.6x100.     Prior  mort  $ .     Nov  15,  G  mos 

G%      Nov  2G,  1906.     9:2266.  2,600 

Schneider,  Gustav  to  Henry  Chapman.  161st  st,  No  84  (  East. 
Nov  19.  Secures  promisory  note,  1  year,  — %.  Nov  J.6,  1900. 
10:2631.  ^  ,    ^"" 

♦Schiffer    Peter  to   Ann   E   Sellery.     Causeway,   n   s,   at  w   s   land 
Alex  Valentine,   runs  w  40  x  n  —  x  e  —  x  s  -  to   beginning^ 
Westchester.     P  M.     Oct  30,  3  years,  51/2%.     Nov  23,  1900.     1,000 

♦Same  to  same.  Westchester  Creek,  e  s,  at  ditch  between  land 
hereby  conveyed  and  land  now  or  late  Lambert  G  Mapes,  runs 
e  180  xs80  6xw  —  xne  120  to  beginning,  being  part  ot.lot  la 
map  estate  Elijah  Valentine,  Westchester.  P  M.  Oct  20,  3  years, 
5%%.    Nov  23,  1906.  ^^^  ^     ^        500 

Schater  Mary  to  John  J  Bell.  Forest  av,  s  e  cor  101st  st,  runs 
e  148  6  X  s  101.2  x  w  48.6  x  n  50  x  w  100  to  av,  x  n  51.2  to  be- 
ginning. Prior  mort  $78,000.  Due  Dec  1,  1907,  5%.  Nov  23. 
1906.     10:2657.  ,         ^  -.-no 

"iTierman  Edward  to  Isaac  Scheinberg.  Poplar  st,  n  s,  1(0.0  e 
Forest  st,  50.4x102.6x50.10x97,  Westchester.  Nov  22,  1  year. 
6%.     Nov  23,  1906.  ,,,    '^ 

Tesoro,  Joseph  to  Rockland  Realty  Co.  Arthur  av,  w  s,  144  n 
Belmont  pi,  runs  w  95.11  x  n  49  x  e  95.5  to  av,  x  s  49  to  begin- 
ning, being  part  ot  lots  510  and  511  map  property  S  Cambreleng. 
Nov  2G,  1906,  3  years,  5%.     11:3065.  •  24,000 

Turk,  James  B  to  John  A  Lane.  197th  st,  n  s,  bet  Valentine  av 
and  Briggs  av.  and  being  part  lot  41  map  property  ot  Metropoli- 
tanReal  Estate  Assoc,  north  197th  st,  25x90.     P  M.     Nov  19,  1 


year,  5%.     Nov  22,  1906.     12:3301. 


1,000 


year,  ovc-      J-^ov  --,  ±yuo.      x-.oovjx.  ^.^^ 

♦Upland,  Wm  to  Railroad  Co-operative  Bldg  and  Loan  Assoc.  Fox 
av  w  s,  125  s  Jefferson  av,  25x100,  Edenwald.  Nov  24.  Nov 
26,  1906.     Installs,  6%.  3,500 

♦Varian,  James  to  Fiss,  Doerr  &  Carroll  Horse  Co.  Becker  av, 
n  e  s,  at  n  w  s  Fulton  st.  75x100,  Washingtonville.  Prior  mort 
$10,679.76.     Nov  12,  due,  &c,  as  per  bond.     Nov  23,  1906. 

♦Walsh.   Alex   F   to   Chas  Funck   and   ano.     Lamport  av,   s  s,   275 

w  Fort  Schuyler  road,  25x100.  Nov  23,  1006,  3  years,  G%.  3,000 
♦Wolf,     Johann  A  to  Wm  G  Mulligan.     Baychester  av,  w  s,  300  n 

Westchester  av,  25x90.     P  M.     Nov  16,  3  years,  5%.     Nov  26. 

1906.  432 

Same  to   same.     Lawrence   av,  e  s,  25  n  Westchester  av,  25x100. 

P  M.     Nov  16,  3  years,  5%.     Nov  26,  1906.  369 

Walsh,    Charlotte    A    to    TITLE    GUARANTEE    AND    TRUST    CO. 

Norwood  av,  w  s,  225  n  209th  st,  25x100.     Nov  22,  due,  &c.  as 

per  bond.     Nov  26.  1906.     12:3352.  4.000 

♦Wolff,  Marks  to  Joseph  Rubano.     North  Chestnut  Drive,  n  s,  and 

being  lot  96  amended  map  Bronxwood  Park,  40x100.     P  M.     Nov 

26,  1  years,  6%.     Nov  27,  1906.  400 

Woyl,  Marcus  to  Alfred  G  Scott.     Cauldwell  av,  w  s,  217  n  161st  st, 

18x100.     P  M.     Nov  27,  5  years,  5%.     Nov  28,  1906.     10:2627. 

5,500 
Weller,  Rose  P  to  Annie  M  Hunter.     Fairmount  av,   or  175th  st, 

n  s,  27.6  e  Waterloo  pi.  26.6x71.7x26x76.9.     Nov  26,  3  years,  6%. 

Nov  28,  1906.     11:2958.  3,000 

PROJECTED  BUILDINGS. 

The  first  name  Is  that  of  the  ow'r,  ar't  stands  for  architect,  m'n 
for  mason,  c'r  for  carpenter,  and  b'r  for  builder. 

When  character  of  roof  is  not  mentioned.  It  is  be  understood 
that  the  roof  Is  to  be  ot  tin. 

BOROUGH    OF   MANHATTAN. 

BKTW»N   14TH   AND  SQTH   gTRBlTI. 

17th  st,  Nos  138-140  West,  10-sty  brk  and  stone  store  and  loft 
building,  42x88,  plastic  slate  roof;  cost,  $175,000;  E  J  Galway 
Building  Co,  156  5th  av;  ar't,  Geo  H  Anderson.  1.56  5th  av.— 1089. 

3Gth  st.  No  303  East,  3-sty  brk  and  stone  public  library,  47.1x 
70,  tile  root;  cost.  $70,000;  N  Y  Public  Library,  City  ot  N  Y; 
ar'ts,  McKim.  Mead  &  White,   160  5th  av.— 1088. 

47th  st,  n  s|  325  e  9th  av,  4  and  5-sty  brk  and  stone  school,  150x 

48thst,  ssl  200.10,  slag  roof;  cost,  $350,000;  City  ot  New  York, 
City  Hall;   ar't,  C  B  J  Snyder,  500  Park  av.— 1086. 

BETWEEN  59TH  AND  125TH  STREETS.  WEST  OF  5TH  AVENUE. 

Broadway,  s  e  cor  90th  st,  1-sty  brk  and  frame  store  building.  44x 
25,  tar  and  gravel  root;  cost,  $1,000;  Henry  McWalters,  171  W 
97th  st;   ar't,  H  S  Waterbury,  80  Washington  sq.- 1087. 


Riverside    Drive,    n   p    cor   95th   st.   6-sty   brk   and   stone    apartment    . 
house.    108.»;xl.33xl7;-;.5;    cost,    $350,000;    Geo    W    Levy    Building 
Co,  2784  Broadway;  ar'ts,  Schwartz  &  Gross,  35  W  21st  St.— 1090. 

IIOTH  TO  125TH  STREET,   BETWEEN  5TH  AND  8TH  AVENUES. 

7th  av.  No  554,  1-sty  brk  and  stone  outhouse,  12.4x8;  cost,  $500; 
A  E  Allin  and  Mary  Morse,  214  W  59th  st;  ar't,  M  Zipkes,  147 
4th    av.— 1091. 

BOROUGH   OF   THE   BRONX. 

Lorillard   pi,   w   s,   100.6   s   Pelham   av,   five  3-sty  brk   tenements, 
one  20x60  and  four  20x55;  total  cost,  $40,000;  Wm  J  Frey,  1226 
Tinton  av;   ar'ts,  Moore  &  Landsiedel,  148th  st  and  3d  av. — 1293. 
Bowen  st,  s  s,  275  e  King  av,  1-sty  frame  club  house,  28x38;   cost, 
$1,100;   F  K  Eddy,   City  Island;   ar't,   Geo  S  Miller,   City  Island.— 
1299. 
SpofEord   st,   w   s,   36   s   Bryant   st.    1-sty  frame   workshop,   17x40; 
cost,  $450;   James  Clark,  1024  E   136th  st;   ar't,  Chris  P  Lohse, 
627  Eagle  av.— 1290. 
Victor  st,  w  s,  100  s  Morris  Park  av,  3-sty  frame  store  and  dwell- 
ing, 22x54;   cost.  $7,000;  Solomon  Le,vlne,  499  Van  Nest  av;  ar't, 
Henry  Nordheim.   Boston  road  and  Tremont  av. — 1294. 
135th   st,   s   s,   225   e   Lincoln   av,    1-sty   brk   factory,    50x95;    cost, 
$10,000;    Clemens    &    Grill,    531    East    134th    st;    ar't,    Clement   B 
Brun,   1   Madison   av. — 1281. 
155th  st,   s   s,   11G.5  e  Wales  av,   two  6-sty  brk  tenements,  37.6x 
87  and  42x89.7;    total   cost,   $80,000;   Dawson  Realty  Co,   Morris 
Garflnkel,   102  Greene  st,   president;   ar't,  Samuel   Sass,  23  Park 
Row.— 1285. 
167th  st,  s  w  cor  Kelly  st,  three  5-sty  brk  stores  and  tenements. 
.34x80  and  33x78;  total  cost,  $120,000;  Wm  Gildersleeve,  61  East 
9th  st;  ar't,  Louis  C  Maurer.  22  East  21st  St.— 1288. 
lS3d  St.  s  s,  49  e  Arthur  av,  two  1-sty  frame  stores,  24x50;  total 
cost,  $4,000;   Gerald  C  Connor,  553  East  173d  st;   ar't,  L  Howard, 
176th  st  and  Carter  av.— 1279. 
226th  St.  n  s.  205  e  White  Plains  road,  5-sty  brk  tenement,  50x 
102;   cost,  $40,000;   Giro  Spina,  349  East  109th  st;  ar'ts,  Watson 
&  Bethel,  217  West  125th  st.— 128G. 
230th    st,    s    s,    155    e    Carpenter   av,    two     2-sty     frame     dwellings, 
21x50;   total  cost,  $9,000;  Thos  Holland,  211  East  84th  st;  ar'ts, 
Jax  &  Cahill,  4448  Furman  av.— 1276. 
233d  st,  n  s,  103.11  e  Napier  av,  two  1-sty  frame  and  glass  green- 
houses,  11.6x26  and  24.6x107.6;   total  cost,  $2,800;   Mrs  Augusta 
Butz,   on  premises;   ar't,  Paul  C  Hunter,  203  Broadway. — 1291. 
Bryant  av,  e  s,  75  s  172d  st,  tour  3-sty  brk  dwellings.  20x55;   total 
cost.   $24,000;   David  Horowitz,  730  East  172d  st;   ar'ts,  Moore  & 
Landsiedel,   148th  st  and  3d  av.— 1278. 
Benedict  av,  s  s,  225  e  Bartow  st,  2-sty  trame  dwelling,  21x50.4; 
cost,  $4,800;  Annastasia  Newman,  Ellis  av,  Unionport;  ar't,  Henry 
Lane,   Castle  Hill  and  Ellis  av.— 1280. 
Brook  av,  w  s.  338.2  2-5  n  163d  st,  2-sty  brk  office,  stable  and  stor- 
age,  187.7.\87.3xll3.7;   cost.   $115,000;   Adolphus  Busch,  425  11th 
av;  ar'ts,  Widmann  &  Walsh,  Wainwright  Bldg,  St  Louis,  Mo,  and 
Buchman  &  Fox,  11  E  .59th  st,  city.— 1298. 
Clinton  av,  n  e  cor  Crotona  Park  North,  5-sty  brk  tenement,  26x 
90;  cost,  $25,000;  Chas  V  Halley,  1014  East  175th  st;  ar't,  Clement 
B   Brun.   1  Madison  av. — 1282. 
Fulton    av,    w    s,    82    n    Wendover   av,    three    5-sty   brk   tenements, 
37.6x88x50x122;    total   cost.   $120,000;    Rosa   Alteiri,    1573   Fulton 
av;   ar't.  Harry  T  Howell.  3d  av  and  149th  St.— 1289. 
Glebe    av,    e    s,    131.4    s    Grave    av.    2-sty    trame    dwelling,    22x49. 
cost,  $5,000;   Martin  Plitcher.  964  East  161st  st;   ar't.  B  Ebeling, 
West  Farms  road. — 1287. 
Kingsbridge  road,  n  e  cor  Marion  av.  5-sty  brk  tenement.   143. lOx 
130.9,  irregular;  cost,  $75,000;   Wm  Wicke,  36  East  22d  st;  ar'ts, 
Maynicke  &  Franke,  298  5th  av.— 1277. 
Murdock  av,  w  s,  125  n  Randall  av,  2-sty  and  attic  frame  dwelling, 
peak  shinglt  roof,  21x.36;  cost,  $4,200;  Mrs  Hilda  T  Johnson,  Ran- 
dall av;  ar't,  Carl  P  Johnson,  8  East  42d  St.— 1292. 
Ogden  av,  e  s,  275  s  16'2d  st,  5-sty  brk  tenement,  50x102;  cost,  $49,- 
000;   Annie  E  Thomas,  340  E  64th  st;   ar't,  Marshal  R  Grimes,  39 
E  42d  St.— 1300. 
Shakespeare  av,  e  s,  131  s  168th  st,  three  2-sty  frame  dwellings, 
15.6x48   each;    total   cost,   $9,000;    Wm   B   Kentelder,   Shakespeare 
av;   ar't,  Harold  Dobbs,  222d  st  and  White  Plains  av.— 1295. 
Wales  av,   e  s,   165  s   Dawson  st,  three  6-sty  brk  stores  and  tene- 
ments, 37.6x93  and  87;   total  cost,  $114,000;   Dawson  Realty  Co, 
Morris  Garflnkel,   102  Greene  st,  president;   ar't,  Samuel  Sass.  23 
Park  Row.— 1284. 
2d  av.   w  s,  .300  s  21.3th  st.  centre.  2-sty  trame  moulding  rack,   14x 
30;    cost.    $.300;    Jos    Marcus,    on    premises;    ar't,    H    Meese,    on 
premises. — 1296. 
2d  av,  w  s.  300  s  213th  st,  centre,  1-sty  frame  glazing  room,  18x42; 
cost,    $300;    Jos    Marcus,    on    premises;    ar't,    Henry    Meese,    on 
premises. — 1297. 


ALTERATIONS. 

BOROUGH   OF   MANHATTAN. 

Broome  st.  No  203,  toilets,  windows,  partitions,  to  4-sty  brk  and 
stone  tenement;  cost,  $1,000;  Louis  Goldberg.  309  Broadway;  ar't, 
Harry  Zlot,  230  Grand  st.— 3018. 

Gortlandt  st,  Nos  62  and  64,  erect  sign  to  4-sty  brk  and  stone  loft 
building;  cost,  $125:  Bernard  Kreizer.  79  Cortlandt  st;  ar't,  Her- 
bert Michaelis,  4,52  5th  av.— 30.39. 

Cortlandt  st,  No  82.  erect  sign  to  5-sty  brk  and  stone  loft  building; 
cost,  $100;  Griffen  Mfg  Co.  82  Cortlandt  st.;  ar't,  Herbert  Mich- 
aelis. 4.52  5th  av.— 3040. 

Cortlandt  st.  No  84,  erect  sign  to  5-sty  brk  and  stone  loft  build- 
ing; cost,  $100;  Dr  G  E  Ebner.  on  premises;  ar't.  Herbert  Mi- 
chaelis, 4.52  5th  av.— 3041. 

Cortlandt  St.  No  86.  erect  sign  to  4-sty  brk  and  stone  loft  building; 
cost,  $100;  S  Carey,  17  State  st;  ar't.  Herbert  Michaelis,  452  5th 
av.-3042. 
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Delancey  st,   Nos   142  and   144,   erect  sign  to   two  3-3ty  brk  and 

stone   dwellings;    cost,    $100;    P   Adler,    119   Bleecker   st;    ar't,   J 

Schroth,    113   West   Broadway— 3023. 
Greenwich   st,   No   189,   windows,   partitions,   to  5-sty  brk  and  stone 

store  and  tenement:   cost,   $5,00i0;   Estate  of  Jotianna  Hutter,  331 

W  .50th  st;  ar't,  Fred  S  Schlesinger,  1023  IMadison  av.— 3027. 
Hamilton  st.   No  31,   toilets  to  5-sty  brk  and  stone  tenement;   cost, 

ifl.OtK);    J    Rabinowitz,    314   Delancey    st;    ar't,    Harry     Zlot,     230 

Grand  st. — 3035. 
Manhattan   st.   No   127,   partitions,   toilets,   to   6-sty   brk   and   stone 

store  and  tenement;  cost,  $1,000;   Geo  A  Fisher,  New  Rochelle,  N 

Y;  ar't,  Geo  Fred  Pelham,  503  5th  av.— 3014. 
Nassau  st.   No   111,   erect  sign  to  7-sty  brk  and  stone  office  build- 
ing;  cost,  $75;   Max  and  Moses  Ottlnger  and  I  and  M  S  Korn,  31 

Nassau  st;   ar't,  Herbert  Mlchaells,  452  5th  av. — 3015. 
Orchard  st.   No  82,  toilets,  pariitions,  to  4-sty  brk  and  stone  tene- 
ment;  cost,  $200;  H  M  Stoff,  3  E  114th  st;   ar't,  Harry  Zlot,  230 

Grand  St.— 3037. 
Stanton  st.  No  80,  vrindows  to  5-sty  brk  and  stone  tenement;  cost, 

$250;   Wiltchlk  Bros.,  178  Suftolk  st;   ar't,  O  Reissmann,  30  1st 

St.— 3021. 
3d  st.  No  195  E,  partitions,  toilets,  store  fronts  to  two  3  and  4-sty 

brk  and  stone  store  and  tenements;  cost,  $7,000;   Meller  &  Rodol- 

sky,  38  Av  B;  ar't.  Otto  L  Spannhake,  233  E  78th  St.— 3032. 
Gth   st,    No   229   E,   partitions,   skylights,    toilets,   windows,    to   5-sty 

brk   and   store   store  and   tenement;    cost,   $2,0i0O;    Anna  Cauthers, 

135  E  95th  st;   ar't,  Richard  Rohl,  128  Bible  House.— 3044. 
9th  st.  No  019  East,  stairs,  partitions,  toilets,  store  fronts,  to  4-sty 

brk  and  stone  tenement;   cost,  $5,400;   Harris  Brown,  80  W  113th 

st;  ar't,  Henry  J  Feiser,  150  Nassau  st. — 3004. 
10th   st.   No   201    East,   partitions,   store    fronts,   windows,   to   5-sty 

brk  and   stone   tenement;    cost,   $500;    Aaron  Avrutls,   302   Broad- 
way;  ar't,   Harry  Zlot,  230  Grand  St.— 3016. 
16th   st.   No  611   E,   fireprootlng   to  5-sty   brk  and   stone   tenement; 

cost,  $500;  G  J  Uhl,  17  Livingston  pi;  ar't,  H  Regelmann,  133  7th 

St.— 3028. 
17th   st.   No   24  West,   partitions,   toilets,   skylights,   show   windows, 

to  4-sty  brk  and  stone  stores  and  office;   cost,  $3,000;   Mrs  Lewis 

Livingston   Delefleld,   Riverhead,    N   Y;    ar'ts.    Rouse   &  Sloan,    11 

East  43d  St.— 3013. 
18th   st.    No   8  West,    partitions,   windows,   elevator,   stairs,   shaft, 

to   4-sty   brk   and  stone   store;    cost,   $11,000;    Dr   P  Le   Roy   Sat- 

terlee,    6   West   56th    st;    ar't,    E    L   Satterlee,    1123    Broadway.— 

3006. 
22d  st,   No   232   East,   partitions,   tank,   skylight,   to   4-sty  brk   and 

stone  tenement;   cost,   $1,300;    Miss  Mary  F  Mullane,  325  Central 

Park  West;   ar't,   Ed  J  McCabe,  863  Park  av.— 3019. 
35th   st.  No  417  West,  partitions,  fireproof  ceilings,  shaft,   to  5-sty 

brk    and    stone    tenement;    cost,    $1,800;    Max    Helletti    345    West 

38th  st;  ar't,  W  G  Clark,  438  West  40th  St.— 3007. 
39th   st,   s   s,   300  w   10th   av,   toilets,   partitions,    to   5-sty   brk  and 

stone  tenement;   cost,  $5,000;  Joseph  Fuchs,  520  W  39th  st;   ar't, 

B  W  Levitan,  20  W  31st  St.— 3031. 
40th   st.    No   413   W,   bathroom,    partitions,    to   5-sty   brk   and   stone 

dwelling;   cost,  $3,000;   ow'r,  ar't,  and  b'r,  Frank  J  Fee,  365  9th 

av.— 3038. 
44th   st.   No   337  W,   windows,   toilets,   partitions   to   3-sty  brk  and 

stone   tenement;    cost,   $1,000;    Susan   Mount,   472   Grand   st;    ar't, 

John  H  Friend,  148  Ale.xander  av.— 3036. 
46th  st.  No  449  West,  1-sty  brk  and  stone  rear  extension,  8x9,  to 

5-sty  brk  and  stone  tenement;  cost,  $500;  Bertha  Singermann,  558 

8th  av;  ar't,  John  H  Knubel,  318  West  42d  St.— 3011. 
80th   st.   No   102  West,   pent   house,   to  8-sty  brk  and   stone   hotel; 

cost,   $9,000;   Anna   R  Mead,   102  West  80th  st;   ar't,   B  V  White, 

110  East  23d  St.— 3022. 
95th    St.    No    206    East,    stairs,    windows,    partitions,    to    2-sty    brk 

and   stone    Chapel    of   the   Messiah;    cost,    $5,000;    The   Protestant 

Episcopal  City  Missionary  Society,  38  Bleecker  st;   ar'ts,  Hoppin, 

Keen   &  Huntington,   244  5th  av.— 3010. 
96th   st.    No    177   E,    toilets,   windows,   partitions   to   5-sty   brk   and 

stone  tenement;   cost.  .$2,000;   Henry  Schultz,  216  Lenox  av;   ar't, 

L  F  J  Weiher.  103  B  125th  St.— 30.30. 
109th  st.  No  151  East|flreproof  ceilings,  partitions,  windows,  to  6- 
Lexington  av.  No  1759  J  sty  brk  and  stone  store  and  tenement;  cost, 

$.500;  Aaron  Adler,  116  West  118th  st;  ar't,  Chaa  M  Straub,  122 

Bowery.— 3020. 
Av  A,  No  202,  toilets,  fireproofing  to  4-sty  brk  and  stone  tenement; 

cost,  $2,000;  Otto  Loeschner,  202  Av  A;  ar't,  Henry  Regelmann,  30 

1st  St.— 3029. 


Av  B,   No  227,   windows,   to  5-sty  brk  and  stone   tenement;   cost, 

$250;   I  Koref,  320  East  69th  st;  ar't,  O  Reissmann,  30  1st  St.— 

3000. 
Amsterdam  av,   n  e  cor  159th  st,  partitions,   store  fronts,  to  6-8ty 

brk  and  stone  tenement  and  stores;   cost,   $1,500;    Hudson  Realty 

Co,    135   Broadway;    ar'ts,  *   B   Eisendrath   and   B   Horwitz,   asso- 
ciated, 41  West  24th  St.— 3024. 
Broadway,  No  401,  partitions,  vent  flue  to  5-sty  brk  and  stone  office 

building;  cost,  $1,000;  S  Salomon.  144  Water  st;  ar't,  Ed  A  Meyers, 

1  Union  sq.— 3033. 
Lexington   av.   No    1934,    1-sty   brk   and   stone   rear   extension,   9.6x 

9.6,    to   3-sty    brk   and    stone    store   and    dwelling;    cost,    $500;    P 

Phelan,   117  East   120th   st;   ar't,   Edward  Ovens,   106  West   135th 

St.— 3005. 
Madison  av  I  erect    temporary    platform    for    automobiles;    cost, 

4th  av  1     $5,000;     Madison     Square     Garden     Co,     Madison 

26th  and  27th  st  I     Square  Garden  premises;   ar't,  Wm  C  Ellison,  350 

W   27th   St.— 3025. 
West  End  av,  No  666,  bay  window  to  3-sty  brk  and  stone  dwelling; 

cost,  $.500;  Sidney  V  Haas.  066  West  End  av, ;  ar't,  Edward  L  An- 

gell,  957  Madison  av.— 3026. 
1st   av,    No   24,    show    windows,    partitions,    to   3-sty   brk   and   stone 

dwelling;   cost,  $1,500;  Dr  Kaplan,  24  1st  st;  ar't,  O  Reissman,  30 

1st  St.— 3043. 
3d  av.  No  1590,  toilets,  plumbing,  windows,  to  5-sty  brk  and  stone 

store  and  tenement;  cost,  $1,200;  Wendolin  J  Nauss,  17  East  94th 

st;  ar'ts,  Bart  &  John  P  Walther,  147  E  125th  St.— 3008. 
5th  av,   n  w  cor  Sth  st,   add  2-stys.   elevator  shaft,  elevator,   baths, 

windows    to   4-sty   brk   and   stone   studio   building;    cost,   $10,000; 

Mina  M  Edison,  Orange,  N  J;   ar'ts,  Kafka  &  Lindenmeyer,  34  W 

26th  St.— 2034. 
7th  av,  e  s,  between  52d  and  53d  sts,  erect  mezanine  floor,  to  10- 

sty    brk    and    stone    storage    warehouse;    cost,    $2,700;    Lawrence 

Wells.  45  W  47th  st;   ar't,   W  R  Squire,  729  Green  av,   Brooklyn. 

—3017. 
8th  av.  No  685,  partitions,  plumbing,  to  4-sty  brk  and  stone  tene- 
ment;    cost,    $5,000;    Goodman    Bros.,    303    West    44tb    st;    ar't,. 

John  H  Knubel,  318  West  42d  st.— 3012. 

BOROUGH   OF   TIEB   BRONX. 
Lincoln   st,    e    s,   400   n   West    Farms   road,    1-sty   frame   extension, 

20x15,   and   new   partitions,   to   2-sty  frame   dwelling;    cost,   $500; 

Patrick   Kelly,   on  premises;   ar't,  B  Ebeling,  West  Farms  road. — 

650. 
2d    st,    s    s,    150   e    Washington    av,    move,    and    two    2-sty    frame 

extensions.    21x23.6    and    16.4x11.8,    to    2%-sty    frame    dwelling; 

cost,   $6,000;    Bertha  Knouer,   on  premises;    ar't,   B  Ebeling,  West 

Farms  road. — 1!49. 
l<!9th   st,    n    e   cor   Boston   road,   move   l^^-sty  frame   stores;    cost, 

$2.50;  Ferd  Hecht,  2  East  127th  st;  ar't,  Hugo  H  AvoUn,  961  Steb- 

bins  av. — 652. 
Elton  av,   e  s,   74  n   156th  st.   move  3-sty  frame  tenement  and  new 

partitions;    cost,    $3,500;    Timothy   F   Sullivan,   2796   3d   av;    ar't. 

Max   Hensel.   2706   3d   av.— 648. 
Grand    Boulevard    and    Concourse,    s    e    cor   163d   st,    move    1%-sty 

frame  stable;  cost,  $250.;  ow'r  and  ar't,  Wm  E  Diller,  Concourse 

and  162d  St.— 647. 
Hunts   Point   road,   e   s.  30  s  Lafayette  av.   move   IVz    story     frame 

dwelling:    cost.   $.300;    Chas   D   Dickey,   on  premises;    ar't,   Chas   L 

Morse,  31   Kelly  St.— 6.54. 
Minneford   av,   e   s,    150   s   Cross   st.    City   Island,   new  bay   window 

to    2-sty    frame    dwelling;     cost,    $150;     John    W    Brennan,    City 

Island;   ar'ts,   S  H   Booth  &  Sons,   City  Island.— 651. 
Melrose    av.    No    809.    new    partitions,    &c,    to   5-sty   brk   store    and 

tenement;     cost,    $.300:     Frank    Aussenhofer,    1166    Boston    road; 

ar't,   U  S   Baudesson,  685  Jackson  av. — 643. 
Ogden    av,    s    e    cor    i64th    st,    two    1-sty    frame    extensions,    one 

22.6x21,    the    other    11.6x16;    new   girders,    columns,    &c,    to   3-sty 

frame    store   and   dwelling;    cost,    $1,500;    Josephine   S   Kenny,   on 

premises;   ar't.  Will  A  O'Hea,  Woodycrest  av  and  162d  st. — 644. 
Shakespeare  av,   e  s,   100  n  168th  st,  2-sty  frame  extension,   18x23, 

to   2-sty    frame    store   and   dwelling;    cost,    $1,500;    Wm   Daly!   on 

premises;    ar'ts,   Arthur   Arctander   Co,   523   Bergen  av. — 653. 
Washington  av.  No  1833,  new  partitions  to  2%-sty  frame  dwelling; 

cost.   $500;    John   Kientsch,   2346  Lorillard  pi;    ar't,   H   H  Avolln, 

961   Stebbins   av.— 645. 
Washington   av.   No   2033,   2-sty   frame   extension,    14x21,   and   raise 

2-sty  frame  dwelling;  cost,  $1,300;  John  Winters,  512  East  176th 

st;   ar't,   Geo  C  Kanes,   1740  Bathgate  av.— 646. 


fhiIngs  of  NOV.  so. 


For  other  Judgments  In  Forecloseure  Suits,  Lis 
Pendens,  Foreclosure  Suits,  Judgments,  Satisfied 
Judgments,  Mechanic  Liens,  Building  Loan  Con- 
tracts, Satisfied  Mechanics*  Liens  and  Orders  see 
pages.  937.  938.  939.  940. 

I.I8   PBNBZIN& 

Nov.    30. 
Lenox    av.    s    e    cor    136th    st.    99.11x100.      G   H 

Gerard  Son  &  Co  agt  Isidore  Freedman  et  al; 

action   to   set   aside   conveyance;   att'ys,   Press- 

inger  &   Newcombe. 
Sth  st,  n  B,  100  e  Avenue  D,  105x108.     Lawrence 

Sullivan  agt  Richard  Sullivan  et  al;  partition; 

att'y,  C  P  Hallock  . 
Ludlow   st.    No  146.      Samuel   Shelndelman  et  al 

agt    Charles    Greines    et    al:    specific    perform- 
ance;  att'ys.   Bachrach   &  Berg. 
78th  st,  Nos  503  and  505  East.  I 

79th  st,   Nos  502  and  504  East.  I 

Thomas  J  Fanning  agt  The  Suburban  and  City 

Homes  Co  et  al:  action  to  foreclose  mechanics 

lien;   att'ys,   Herman  &  Hlrschman. 
Washington  av,  w  s.  242  n  178th  st,  107.6x146.3. 

Louis    C    Rose    agt    Isadore    Robinson    et    al; 

action    to    foreclose    mechanics    Hen;    att'y,    B 

J  Kelly. 


118th  st,  s  s,  175.5  w  5th  av,  25.6x100.11.  Adolf 
Weisberger  agt  Frederick  Haims;  specific  per- 
formance: att'y,  L  A  Saber. 


FORECLOSTTRB    SUITS. 

Nov.    30. 

Ryer   av,    e    s,    184.5   n    Burnslde   av,    23.8x95.5x 

Irreg.      G    De  Witt   Clocke   trustee   agt   Bertha 

PIrk  et  al:  att'ys.  Clocke  &  Clocke. 
77th    st,    Nos    318    and    320    East;    two    actions. 

Pierce    Brennan    agt    Lena    Scheinberg    et    al; 

att'ys,    Straley   &   Hasbrouck. 
Audubon   av,    s  e  cor   180th   st,   75x95.      Atlantic 

Realty    Co    agt    Joseph    Wlodar    et    al;    att'ys, 

Moore,   Bleecker  &  Wheeler. 
Belmont  av,  w  s,  78.7  n  181st  st,  125.1x86.3.  Elite 

Realty    Co    agt    Herman    Aaron    et    al;    att'y, 

W  Bondy. 
79th    st,    n    s,    223    e    Av    A,    275x102.2.      David 

Werdenschlag  agt  Jacob  Weinstein  et  al;  att'y, 

M  Rapp.  .  , 

128th  Kt,   Nos  64  to  68  East.     Louis  Bernstein 

agt  Joseph  Bornstein  et  al;  att'ys,  Johnston  & 

Johnston. 
16,3d    st,    s    s,    100   e    Broadway.    200x99.11:    two 

actions.     Joshua  Silversteln  agt  Leonard  Weill 

et   al;    att'ys,    Morrison   &    Schiff. 


Sth  av,  n  w  cor  137th  st,  99.11x100.  Simon 
Uhlfelder  et  al  agt  Israel  Cohen  et  al;  att'y, 
M    Sllverstein. 

» 

JUDGMENTS. 

30  Andauer,  Alexander  or  Andrews — People,  &c. 

500.00 

30  Almiroty,    Frank    S— Charlotte   B    Almiroty. 

costs,   204.30 

.30  Bratton.  James — Robert  J  Armstrong. .  .99.31 
.30*Burns.   David— Zucker  &  Levett  &  Loeb  Co. 

114.47 

30  Bernheimer.    William the   same 114.47 

30  Balzhiser.  Harry— W  B  Swindell  et  al.. 96.21 
30  Budovle.    Aaron— Maynard  N   Clement 

costs.    87.82 

.30  Braun,  Oscar  C— Geo  M  Warner  et  al. 448.15 
30  Byrne,  Joseph  A— Patrick  W  Cullinan 

costs,    87.82 

.30  Braun.  Oscar  C— Geo  M  Warner  et  al.. 448.15 
30  Byrne.  Joseph  A— Patrick  W  Cullinan 

'costs.   87.82 

.30  Baker.     Duron    F— Studebaker    Bros    Co    of 

N  Y    costs,  77.68 

30  Cochran,  Eva  S.  Alexander  S  &  Wm  P  exrs 

—Elizabeth  Reich   costs,  175.72 

30  CauHet,   John   J— Geo   B   Wilson 8.32.10 

30  Craig,   Howard— Hattle  P  Magnus 83.41 


The  text  of  these  pac**  1«  eopyrlehted.     All  rlEhts  are  reserved.    Notice  Is  hereby  given  that  InlrlnBement  will  lead  to  prosecution. 
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Cooper  Iron  Works 

JOHN  COOPER,  Proprietor 

Works :  Eaunett  Street  &  Avenue  D,  Newark,  N.  J. 

New  York  Office :  I  Madison  Avenue 


IRON  and  STEEL  WORK 

FOR 

BUILDINGS,  BRIDGES,  &c. 


30  Chieco,    Vincenzo    admr — Associazione    Fra- 

terna   Italiana    117.95 

30  Cummings,    William,    Jr— John    F    Fox.... 

illO.52 

;tO  Donnell.  Hattie  or  Harriette— Cassidy  &  Son 

Mfg   Co 87.29 

:!n  Deutsch,    Leo— Alexander   Spier    51.33 

.«>  Uobbs,  Willoughby  B— Hattie  P  Magnus. 42.41 

30  Doder,    Lewis— Isaac   Kaufman    382.84 

30  Dagner,    Catherine   F— Abraham  G  Lansing. 

69.61 

30  Eggleston.    Rufus    E— Fourth    St    Ntl    Bank 

of  Philadelphia   483.44 

30  Eckstein.  Joseph— People,  &c   500.00 

30  Punk,    Abraham— Joseph    Silberiust 181.85 

30  Friedman,    Abraham— Richard   Fltjpatriek. 

217.29 

30         the    same the    same     293.27 

30  Feinstein.    Meyer— Harris   Goldstein. .  .1,322.78 

rtO'Forster.   Wm   D— John  J  Cork  et  al 97.58 

;«)  Goldsmith.     Abraham— Hyman    Rilkin.  .281.68 

.30  Gluck,    Adolph— Philip    Freed    et    al 499.40 

30  Gault.  Mary  E— James  Hogan  et  al....85.11 
30  Goldberg,    Harris — Aaron    Abramsohn    et   al. 

4,725.00 

.•!0  Gilmore.  John— Geo  W  Worth 272.47 

:«)  Greve.    Louis— Luke    Blake    49.88 

30  Gilmour,    John    H— Harry   Nussbaum 61.98 

30  Helton,    Wm    G— -Arthur    Dyett 85.41 

30  Hult,  Elbridge,  Jr— David  S  Edgar  et  al.18.72 

30  Herman,    Frank    N— Taylor    Bros   Co 39.37 

30  Howard,    Price^Geo    F    Frick    et    al 89.52 

30  Jonson,    Herman — Solon    Berrick 89.01 

30  Jantzen,    Joseph — Morris    Rosenfield    et    al. 

141.00 

30  Kisselburgh,  Wm  E.  Jr— Thomas  J  Morrow. 

407.64 

30  Kitrhell,    Geo   C— Taylor   Bros   Co 39.37 

30  Kronthal,    John— Nauss   Bros   Co 63.39 

30  Kirk,  Leonard  G— Charles  Bjokegren .  .1,640.90 
30  Maloney,   Simon   P — Morris  Rosenfield  et  al. 

155.36 

30  Miller,    Geo    F— Daniel   A   Loring 12,885.61 

30  Meany,  John  J— Robert  H  Scott. costs,  72.46 
30  McLean,  Frederick  C— L  I  R  R  Co. costs,  27.41 
30  Nurick,  Louis— Edward  Smolka  &  Co,. 18.92 
30  Nathanson,   David — E  H  Ogden  Lumber  Co. 

1,124.81 

30«Nesbit.  Wm  H— Richard  Fitzpatrick 217.29 

30*         the  same the  same    293.27 

30  O'Connor,    Bdw    J— James    McKiernan.  .  .60.51 
30  Outhwaite,   John   H— Rutland  Florence  Mar- 
ble  Agency    81.76 

30  Parker,  Elly  Z— Richard  Geduldiger. .  .207.53 
30  Pollock,    Eidward— Caroline    Brickelmaier    et 

al    220.60 

30  Pings.  George — Charles  Meiman    121.50 

30  Pollock.  Dora— E  H  Ogden  Lumber  Co.l, 124.81 
30«Pfotenhauer,  Paul— Richard  Fitzpatrick. 217.29 

30«         the  same the  same    203.27 

30  Robertson,  George— Samuel  H  Russell.  .300.25 
30  Rau,    Mamie — Jaros   Importing   &'  Distribut- 
ing Co 50.97 

30  Reissman,  Joseph— Henry  E  Klein  et  al. 46.11 

30         the  same the  same    76.71 

30  Rube,     Louis— Fred    Ernst     264.75 

30  Ronginsky,   Pincus— Robert  Griffin   Co... 85. 90 
30  Roach. (    Edward— Ocean    Accident    &    Guar- 
antee   Corp,    Ltd,    of    London.    Eng 

costs,    108.32 

30  Rothfeld,   Isaac— Wm   R  Bell  et  al 86.97 

.30  Reiff,  Simon— Benjamin  V  Merritt.  ..  .101.36 
30  Roosevelt,   Virginia— Elizabeth   R    Dinsmore. 

136.94 

.30  Shapiro,  Isidore— Harris  Goldstein.  .1,322.78 
30  Schcuer,  Rose— Rodman  B  Ellison  et  al. 28.06 
30  Scheuer,    Rose   or   Villard— William   Kellner. 

et  al    397.84 

30  Sternberg,    Gottlieb— Dominick    G    Cronin. . . 

177.96 

30*Stevens.  Andrew— Samuel  H  Russell.  .300.25 
30  Shaw,  Willard  P— Harry  P  Seanton. .  .361.55 
30  Spitz.  Jacob  A— Edward  Smolka  &  Co. .32.91 
.30  Schwab.  Alexander— Gaetano  Zingales.  .69.41 
30  Stein,    Abraham— Julius    Tannenbaum. .  .35.01 

30  Thon.    David— Xauss   Bros  Co 241.46 

30  Toy,  Chas  P— N  y  Telephone  Co 53.45 

30  Tenney,    Prankie the   same    ..49.81 

30  Tamblyn.  Joseph- John  J  Cork  et  al 97.58 

30  Underwood.  Herman  M— Gerald  Morrell. 60.47 
30  Villard,    Rose    or    Scheuer— William    Killner 

et  al    397.84 

30  Weinstein,    Louis— Keshim    Blitstein    &    Co. 

1,318.33 

30  Woloshin,   Aaron— Rodman   B   Ellison   et  al. 

„  .    28.06 

.30*Wallace,   William— N  Y  Telephone  Co... 53.45 

30  Woods,    Edward the    same    23.84 

30  Wagner,    P   Henry the   same    28.40 

30  Wiggers,   Henry— John   C   Quic 74.37 

30  Wolff.   Edmund*   &  Jules— Molly  Nussbaum 

et  al 119.41 

30  Young,  Amy— N  Y  Telephone  Co 70.80 

30  Ziegler,    Sam— Joseph    Silberbust ..181.85 

30  Ziegenhain,     August— Zeltner    Brewing    Co. 

227.72 

.30  Zakaluzny,   Alexander— Mathew    Weichel. 88.91 

CORPORATIONS. 
30  Psaty    Construction    Co— Henry    E    Klein    et 

„       al    46.11 

30         the    same the    same    76.71 

30  American  School  &  College  Agency— Beatrice 

De  Mille 32.67 

30  New  York  City  Ry  Co— Albert  J  Schwartzler. 

.- 241.80 

.iO  New  York  Electric  Lines  Co— Wm  B  Ellison 

et  al    costs,    142.45 

30  New  York  City  Ry  Co— Martin  Stolz.  .432.85 
30  Union  Lithographing  Co— N  Y  Telephone  Co. 

^      60.50 

30  Wilkes  Construction  Co the  same   69  07 

30  The  N  Y  Lite  Ins  Co— Annie  Wolarsky 

2,268.95 


oO  Agustin    Fuller    Co— Moses    W    Faitoule.... 

1,050.47 

30  James  D  Murphy  Co — National  Fireproof  Co. 

348.31 

30  Mrs.  Miltenberger  Co— Lord  &  Taylor.  .351.73 
30  Interurban    St    Ry    Co — Augustro    Harrison. 

2,100.30 

30  Tierney   &    Campbell— Patrick    W    Cullinan. 

costs,   85.82 

.30  A  C  Rader  &  Co— Federal  Clay  Mfg  Co. 426.08 

30         the    same Gypsum    Products   Co.  .519.31 

30  New     England     Construction    Co— Richard 

Fitzpatrick    217.29 

.'!()         the    same the    same    293.27 

» 

SATISFrED  JTrOGMEIfTS. 

Bliss,    Hary    E— W    R    Collins.    1905 34.72 

Felt,    Emily    L    &    Henry    L— M    M    Greenfield. 

1906 1.849.41 

Fay,    Chas  P   &   Elizabeth   G— G   W   Lee.    1898. 

174.02 

Goldtarb,    Philip— M    Hayman.    1902 106.82 

Gorman,  Barnard  J — Henry  McShaue  Mfg  Co  of 

Baltimore    City.    1899    519.60 

Klebold,    .\lexander    A    &    Robert    Pine — P    A 

Tomer.       1!105     322.26 

Lehde,  Chas  W— City  of  N  Y  .     1899 163.27 

"Matthews,  Samuel  L— B  Blscow.  1893 807.89 

Monell,  Mary— A  F  Schermerhorn.  1894.1,071.94 
Molloy,     John — Commonwealth     Roofing     Co. 

1903 2.86.45 

Newell.  JamesT— I  Schoenberg.  1905. .  .519.40 
"Robinson,  Myron  W— J  P  Storm.  1906. .  .239.52 
Sugarman,  William,  Samuel  H  Glick,  Abraham 

Goodman    and    David    Perlman — F    Pardula. 

1906    100.011 

Smith,   Solomon  P— G  M  Kendall,   1900 261.82 

CORPORATIONS. 

The  L  I  R  R  Co— M  O'Malley.  1906 80.00 

A  Shatzkln  &  Son— M  Pilkowsky.     1906 ... 274.41 

• 

MECHANICS'  LIENS. 

Nov.    30. 

520— South  St,  No  282.  G  B  Raymond  &  Co 
agt  Muhlenberg  Coal  Co,  George  Haiss  Mfg 
Co    and    Geo    A    Dayton 874.16 

521— Crotona  Park  East,  s  e  s,  226.6  n  e  Pros- 
pect av,  207.7x125.10.  Willson  &  A4ams  Co. 
agt    Henry    Villaume    493. 3S 

522— Van  Nest  av,  s  s,  26  w  Van  Buren  st,  2Cx 
89.     John  E  Badum  agt  John  B  Marion. . SOD. 00 

52.3— Cathedral  Parkway,  No  52.  Yale  & 
Towne  Mfg  Co  agt  Max  Hirshfield 325.73 

.524— lOSth  St,  Nos  937  to  941  East.  John  J 
Sheehan  agt  Edgar  Realty  Co  or  Henry  Vill- 
aume      135.86 

525 — 3d  av,  e  s,  whole  front  between  66th  and 
67th  sts,  200x100.  Gross  &  Herman  agt 
Klein    &    Jackson    and    Samuel    Mandel.  .681.80 

526 — Audubon  av,  s  e  cor  ISOth  st,  75x100. 
Samuel  G  Flato  et  al  agt  Joseph  Wlodar.. 77.08 

527 — Van  Nest  av.  e  s,  25  s  Van  Buren  st,  25x 
100.     Howes  Mfg  Co  agt  John  B  Marion.  .39.45 

528- Madison  av.  Nos  1824  to  1830.  Frank  J 
Weisberg  agt  Morris  Okum  and  Louis  Borow- 
sky     3,850.00 

529— Madison  av,  s  w  cor  119th  st.  80x100. 
Duke    Kaplan    Iron    Works   agt   same.  .3,200.03 

520— .5Sth  st.  No  7  East.  Wm  H  Quick  agt 
Wm  W  Astor,  Riding  Club  of  the  Citv  of 
N  Y  and  P  J  Carlin  Construction  Co. .  .4,726.60 

531— Audubon  av,  s  e  cor  l.SOth  st,  75x100. 
Gustav  Schlaier  et  al  agt  Joseph  Wlodar. 201.89 

532 — Morris  av.  No  421.  John  De  Long  agt 
Solomon    Ziegler     349.81 

53.3 — 117th  st.  No  51  East.  Jacob  Kaiser  agt 
John   Grunstein   and  John  Myer 51.70 

534— College  av,  w  s,  62  n  165th  st.  220x100. 
National  Mantel  &  Looking  Glass  Co  agt 
Harris  Applebaum,  Nathan  Applebaum  and 
Jerome    Reiss    690.tK) 

535— 107th  st,  Nos  62  and  64  East.  L  &  M 
Wolins  agt  Dora  Weisberg  and  Rebecca  G 
Golding    2,700.00 

536 — Audubon  av.  s  e  cor  180th  st,  75x95. 
Rudolf   Germann   agt  Joseph   Wlodar. ..  .825.00 

.537— Washington  av.  w  s.  242  n  178th  st,  107.3 
xl45.3.     Louis  C  Rose  agt  Isidore  Roljinson. 

5,080.00 

« 

BUILDING  LOAN  CONTRACTS. 

Nov.    30. 

175th  st,  n  s,  182.6  w  Amsterdam  av,  S7.6x 
irreg.  Standard  Operating  Co  loans  Barnett 
and  Isaac  Evans  to  erect  two  5-sty  tenements: 
—    payments    6,000 

Avenue  A,  n  w  cor  Sth  st,  80.6x113.  Hyman 
D  &  Wm  S  Baker  loans  Julius  Tishman  to 
erect  two  —  sty  buildings;  —  payments.  .45,000 

151st  st,  n  s,  70.3  e  Morris  av,  50x117.5. 
Stephen  D  Pyle  loans  Saverio  A  Mascia  to 
erect   a   6-sty   tenement;   5   payments. ..  .20,000 

112th  st,  s  s,  57.3.7  w  .3d  av,  53.6x100.11.  Meyer 
Vessel  loans  Julius  Berliner  and  Max  Green- 
berg  to  erect  a  6-sty  apartment;  10  pay- 
ments     22,000 

Lenox  av,  n  e  cor  141st  st,  99.11x150.  Leon 
Tuchmann  loans  Meyer  Frank  to  erect  three 
6-sty  tenements;  4  payments   25.000 

Washington  av.  w  s,  109.6  n  163d  st,  73.3x 
149.7.  City  Mortgage  Co  loans  Louis  E 
Kleban  to  erect  two  6-sty  tenements:  8  pay- 
ments':  60,000 

8th  av,  151st  st  and  Macomb's  Dam  road,  a 
triangular    plot    179x96.7x203.5.      Same   loans 


S   &    R   Construction   Co  to  erect   three  6-sty 

apartments;    9   payments    105.000 

Same  property.  Realty  Operating  Co  loans  same 
to  erect  three  0-sty  apartments;  1  payment. 
11,000 


SATISFIED  MECHANICS'  UENS. 

Nov.    30. 
Teller  av.  w  s.  99.6  n  165th  st.     Harris  Herman 

agt  David  Robinson.     (Nov  16,  1900) 600.00 

Same    property.      Same    agt    same.      (Nov    16, 

1E06)     2,220.40 

2d  av,  n  w  cor  105th  st.     Samuel  Solomon  agt 

Isaac  A  Benequit  et  al.      (Oct  25,   19061  .lOO.IX) 
Victor    st,    s    e    cor    Morris    Park    av.      Howes 

Mfg  Co  agt  Isaac  Meyers  et  al.     (Oct  11,  1906) 

58ti.00 

=79th  st,  Nos  440  and  442  East.     Harry  B  Sentt 

agt  Louis  Reiner  et  al.     (June  23,  1906). 232.25 
=Same    property.      David   Levinsohn    agt   same. 

(June  22.    1906)    217.50 

137th   St.    n   w  cor  Broadway.   100x100 1 

Riverside  Drive,  n  e  cor  137th  st.  100x100.  ...| 

Broschart    &    Braun    agt   Transit   Realty   Co. 

(Aug  22.  1900)   800.00 


ATTACHMENTS. 

Xov.    28. 


Robinson.  Wm  J  and  Mrs  Wm  J  Robinson;  Selig 
Presser;  .?4.j3;  Douglass  &  Minton.  ^ 


JUDGMENTS     IN     FOKECLOSURH 
SUITS. 

Nov.    23. 

Washington  pi.  n  w  cor  Green  av.  200.x50x  irreg  I 

l^f"  k'','  "."•  '""^  "  ^°d  15.  map  of  villa 
si^es^  belonging  to  Green  et  al.  at  Throgg's 

Sherman  av    c  1.   130  n  e  c  I  166th  st.  runs  n  e 

oO  X  n  w  loO  X  s  w  50  X  s  e  130  to  beginning 

^tl!^  Roberts  agt  John  Monaghan;   Appell   & 

lue.   ft.^.f'   ^""^"-^  ^  Barnard,  ref.'^'^(Am1 

Nov.    24. 

^'f/n  o''  /,'■-  °    %''°'',   Courtlandt   Alley,    4Sx96.7x 
lOl.Jx+l.o        Charles     Lane     agt    Tudor     Con- 
struction   Co    et    al;    Bowers    &    Sands,    att'ys- 
Myer    Prinstein,    ret.      (Amt   due.    ?13S.762.91.j 
Nov.    26. 

Timpson  pi,  s  s,  intersection  n  w  s  Whitlock  av 
runs  w  1.7  X  s  .9  x  e  1.11  to  beginning. 
?i?o.,^''    1°    52,     map    of    estate    of     John    W 
O  Shaughnessy. 

Beethoven  Englander  agt  Moe  Hyman;  Holt 
Warner  &  Gaillard.  att'ys;  Eugene  H  Pomeroy' 
ret.      (Amt    due.    .$5.4<j9.r,1.) 

124th  st,  No  122  West.  Chas  s  Whitman  agt 
John  W  Camp  et  al;  Straley  &  Hashrouck, 
att  ys,  Denis  A  Spelllssy,  ref.  (Amt  due. 
.>3,oo9.(i0.) 

124th  st.  No  124  West.  Same  agt  same; 
same   att'ys;    Max    S    Levine,   ret.      (Amt   due 

.>2,735.18.) 

124th   st.    No   126  West.      Same   agt  same;   same 

att'ys;  Max  S  Levine,  ref.  (Amt  due,  $5463.37.) 

Nov.    27. 

Greenwich  av,  s  e  cor  Bank  st,  62.3x5S.5x 
irreg.  Isis  P  Carter  agt  Greenwich  Construc- 
tion Co  et  al;  Geo  F  Chamberlin,  att'y;  E 
Mortimer    Boyle,    ret.      (Amt    due,    .$74,850.) 

147th  st,  n  s,  325  e  Broadway,  17x99.11.  W^ash- 
ington  Trust  Co  agt  Theresa  J  Dunham;  Wil- 
son M  Powell,  att'y;  Algernon  S  Norton,  ret. 
(Amt   due,    .fS,946.25.) 


LIS   PENDZ3VS. 

Nov.    24. 

MacDougal  st.  No  18.  Chas  L  Smith  agt  Ben- 
jamin Tafliarr  et  al:  partition;  att'y.  M  H 
Murphy. 

Chrystle  st,  No  1.33.  William  Somerville  agt 
Abram  B  Bamberger  et  al;  action  to  foreclose 
mechanics   lien:    att'y.    E   Whitlock. 

Cherry  st.  No  230.  Louis  Epstein  agt  Gerson 
Krimsky  et  al;  recission  of  contract;  att'y.  E 
A   Klein. 

Nov.    26. 

Lenox  av.  No  315.  William  Eisenstein  et  al  agt 
John  Shields  et  al:  action  to  foreclose  me- 
chanics lien;   att'y.   M  Davidson. 

Washington  av.  w  s.  242  n  178th  st,  107.1x145.9 
xl07.6xl06.3.  Louis  C  Rose  agt  Isidor  Rob- 
inson et  al:  action  to  foreclose  mechanics 
lien:   att'y.  B  J  Kelly. 

Front  st.  No  36.  Alfred  P  Delcamhre  trustee 
agt  Norman  A  Lawlor  et  al;  action  to  impress 

.    trust,   &c;   att'v,   A  Falck. 

Bainbridge  av.  w  s.  216.8  n  19Sth  st,  26xl35x25x 
125.  Stephen  McBride  agt  James  C  Bennett: 
action  to*  declare  vendee's  lien;  att'y,  J  H 
Rogan. 

Laight  St.  No  52.  Margaret  H  Hurlburt  et  al 
agt  Lida  K  Steele  et  al;  partition;  att'ys.  Bun- 
nell  &  Bunnell. 

129th  St.  n  s,  250  e  7th  av.  25.x99.ll.  Herman 
Rugge  agt  Annie  Sake;  notice  of  attachmeni; 
att'y,  W  B  Stites. 

144th  st,  n  s.  375  w  Broadway,  runs  n  3.9  sue 
85  X  s  84.11  to  beginning.     Wm  W  Bryan  agt 
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M.   M.  E.  S 


Flushing,    Tel.    39    Flushing 


Gertrude    B    Wise    indiv    and    admrx    et    al- 
action   to  determine  ownership;   atfy,   M  Less- 
Front   St.    Nos  28  to  32.  I 
Moore  st,  w  s.  00.11  n  South  st,  G0.Gx37x  irreg 
loth    st,    No    28    West. 
Shakespeare   av,    w   s,    150  s    IGOth   st,   50x279x 

irreg. 
Itath  st,   s  s,  100  e  Shakespeare  av,  50x149.6 
Alfred    V    Delcambre,    trustee,    agt   Norman'  A 
Lawlor  et  al;  action  to  impress  trust;  atfy,  A 

Nov.  27. 
olst  st,  n  s,  103.6  w  Lexington  av,  runs  w  18  7 
X  n  9S  X  e  22.1  x  s  41  x  w  3.0  x  s  57  to  be- 
ginning. Ray  Reisenburger  agt  Ethel  R 
Rouget  et  al;  paitition;  atfys,  AUkrug  & 
Kahn.  ° 

Nov.    28. 

10th  st,  s  s,  175  e  2d  av,  25.\92.3.  Abraham 
Rosenberg  agt  Simon  Baruch;  action  to  tore- 
close   mechanics  lien;   atfy,   A  Brekstone. 

Hamilton  st,  No  13.  Shapiro,  Levy  &  Starr 
Stone-Aronson  Realty  Co  et  al  agt  Placido 
Morello  et  al;  action  to  declare  ownership  &c- 
atfys,   Bngel,   Engel  &   Oppenheimer. 

• 

FORECLOSURE   SUITS. 

Nov.    24. 

105th  st.   No  28  West.     Maurice  L  Guerrier  aet 
Frances   A   Yard;    atfy,   J   V   Irvin. 
Nov.    26. 

107th  st.  No  218  East.  Karoline  Neumann  aet 
Jacob   Siegel    et   al;    atfy,    c    Schwick 

Amsterdam  av,  n  w  cor  174th  st,  89  8x100 
Standard  Operating  Co  agt  Samuel  Hoffman 
et   al;   atfys.   Stern,   Christiancy  &   Riegelman. 

Longwood  av,  s  s.  whole  front  between  Beck  and 
Pox  sts.  200x100.  Benedict  Funkelsteln  agt 
Jean  Massce  et  al;  atfys.  Frankenthaler  & 
Sapmsky. 

127th  St.  No  71  East.  John  E  Woodruff  agt 
Louis  F  Fechtman  indiv  and  admr  et  al-  atfv 
H  Swain.  '         •" 

Nov,    27. 

152d  st,  n  s,  150  w  Broadway,  100x99.11.  Simon 
Uhlfelder  et  al  agt  Ida  Kaufman  et  al;  atfy 
S   H    Herman. 

Wooster  st.  No  220.  George  McCay  agt  Eleanor 
McCartan;    atfy,    J    M    TuIIy. 

2d    av.    No    101.  i 

6th  st,    Nos  238  and  240  East.  | 

Girard  Trust  Co  as  trustee  agt  Hugo  Rosen- 
thal  et   al:    atfys,    Adams   &   Comstock. 

Lot  69,  amended  map  of  Bronxwood  Park,  ex- 
cept part  released.  Walter  W  Taylor  agt 
Thomas  Gilleran  et  al;  atfy,  De  La  Mare  & 
Morrison. 

Nov.    28. 

Greenwich  av,  s  w  cor  Bank  st,  62.3x58.5x 
irreg.  Isis  P  Carter  et  al  agt  Greenwich  Con- 
struction Co  et  al;  atfy,  G  F  Chamberlin. 

9th  st.  No  745  East.  Nathan  Glassheim  agt 
Leopold  Zelinka  et  al;  atfys,  S  N  Tuckman. 

77th  st,  Nos  318  and  320  East;  two  actions. 
Pierce  Brennan  agt  Lena  Scheinberg  et  al; 
atfys,     Straley     &     Hasbrouck. 

124th  st,  n  s,  175  w  1st  av,  50x100.11,  except 
I)art  released.  Realty  Transfer  Co  agt  Eli'as 
Kaplan  et  al;  atfys,  KantrowilK  &  Esberg. 

Courtlandt  av,  s  w  cor  159th  st,  48.6x98.9.  Celia 
Uhlfelder  et  al  agt  Peyser  Bookstaver  et  al; 
atfy.     M     Silversteiii. 

JUDGMENTS. 

In  these  lists  of  Judgments  the  names  alpha- 
betically arranged  and  which  are  first  on  each 
line,  are  those  of  the  Judgment  debtor.  The  let- 
ter (D)  means  Judgment  for  deflclency.  (•) 
means  not  summoned,  (t)  slgniflcs  that  the  first 
name  Is  fictitious,  real  name  fcelne  unknown. 
Judgments  entered  during  the  week  and  satisfied 
before  day  of  publication,  do  not  appear  In  this 
column,  but  In  list  of  Satisfied  Judgments. 

The  Judgments  filed  against  corporations,  etc., 
will  be  found  at  the  end  of  the  list. 

Nov. 

24tArnone,    George — Wra   T    Hookey $155.94 

24  Allinger,     Henry the    same     97.58 

24  Alexander,    Max— William    Klenert 124.97 

24         the    same the    same    166.23 


26»AIexander,  Chas  P— N  Y  Telephone  Co. 31. SO 
2b*Ashley,    Chas    O the    same 39  02 

26  Adams,    Campbell    W— City   of   N   Y 300.08 

20  Acker,     Victor the    same     189.63 

20  Abramowitz,     Jacob— Samuel     Zechnowitz.. . 
„, 330.70 

27  Auer,    Frank- City    of    N    Y 69.91 

27  Amorosi,     Louis the     same 52.80 

27  Abbott,     Isaac the    same 35.70 

27  Alexander,   Howard  T— George  Mercer,  Jr. . 
„„    ., 5,321.45 

28  Alexander,    Louis— Title   Guarantee  &   Trust 

Co 27.01 

28  Aul,    Chas   A— John   Jaburg   et  al 194.07 

28  Alexander,  Julius— City  of  N  Y 169.21 

28  Apuzzo,    Joseph the    same    52.80 

28  Alexander,    William the    same     ..:..i53172 

28  Anderson,  Bennett— Arthur  Mayer.  ..  .2(K). 31 
28  Allmaras,    Henry— Acker,    Merrall   &   Condit 

„„.    Co 107.67 

J.S'Aronson,    George— Allescindro    D    Paoli. 319.35 

28*         the    same the    same    21.5.25 

28*         the    same the    same    .318.65 

24  Bard,  Frederic  B— William  Friedlander.109.68 
24  Bookstaver,     Peyser— Eimpire     City     Wood 

Working    Co 9(X)  48 

24  Berri,  Bertha  M— Richard  M  Johnson. 0,.345. 31 
24  Boutlier,  Marie— Enias  A  McLennon.  .247  49 
26*Bromberg,   Sigmund  B— Samuel  Kraus  et  al. 

219  74 

26  Barry,   John   D— L  C   Page  &  Co.  ....  ..724.14 

20  Barnwell.   Arthur,   Jr— Frances  Carlson. 2.54. 81 

20  Butler,    Wm    C— John   Carting 32.09 

20  Beals,    Bruce  L— Wm  A   Dixon 26.41 

26  Bishop,    Catherine    M— John    T    Pirie   et    al. 
„,  „ 90.00 

27  Brennig,     B     Frederick— Egyptos     Cigarette 

Co 278  39 

27  Brock,  Samuel— Chas  H  Studin. ..!.'!!  .170  53 
27  Beutelstetter,        Michael— Gustave        Robet- 

schek   et   al    costs,    108.18 

2itBaron,   Samuel  L— Morris  Kronenberg  et  al. 

215  85 

27  Behre,    C    George— Louis    L    Ferguson. .  .8o!39 

27  Braun,     Ernst— North    German    Lloyds 

costs     107  S** 

28  Bogue,  Arthur  H— Maryland  Smokeless  Coal" 

Co costs,    S9..34 

28  Botto,   Wm   M— Hamilton   Tirrell 37.15 

28  Baranowitz,    Benjamin— Fanny    Jackson. 27.05 

28  Baird,    Wm    A— Hyman    Drucker 005  99 

28  Behrens,  Fred— Thomas  L  Arnold  et  al. 83.13 
28  Blum,     Solomon— Mary     H     Hershfield.  .93  98 

28  Bonta,    David    AJ— the    same    27  15 

28  Bartlett,   John— City  of  N  Y 198  83 

2s*Baker,    Edw    T— John    L    Cotter 880  50 

28  Baldwin,    Chas   L— Wm   T    Hookey 781.85 

28  Bedell,    Chatham    F    or   C   Frank— Annie   M 

Kingsley    8,409.02 

28  Beagen,    Owen   H   &    Josephine   J— Samuel 

Miers    318.21 

28  Bauniell,    Louis— Max    Rein    !200.15 

28  Boyd,     Una— Geo    P    Blade costs,    109.80 

24  Cornell,    Charles— Chas   F    Moadinger.  . .  .40  81 

24  Conway,    Joseph    P— People,    &c 1,500.00 

20  Center,    Harriet — Max    Pocker ....77.32 

20  Curran,  Martin  W— A  Douglass  Nash.. 75.40 
20  Cooper,  Charles— Richard  P  Wardwell. 406.57 
20  Crain,    Alfred    R— Isabel    H    Crombie 

costs,    108.20 

27*Colwell,  Frank  W— N  Y  Telephone  Co.  .41.92 
27  Churin,    Raymond    J— Louis    Turtel 

costs.    111. .39 

27  Cashried,    Bernhard— City   of   N   Y 300.08 

27  Chase,    Frank   B— J   W   Cushman   &   Co.  .,S5.9S 

27  Cooper,    Joseph— Joseph    Weinstock    32.05 

28  Chapin,  Albert  K— John  W  Sterling,  .50, .301. 29 
28  Corwin.  Edw  B— James  C  Capel  et  al.  .228.21 
28  Combes,  John— James  McCutcheon  &  Co. 70.81 
28  Costilo,    James    E— Aaron    Frankenheim. 48.00 

28  Camman,    Chas    F    A— City    of    N    Y 111.82 

28  Cropsey,    Harmon    W— American    Credit    In- 
demnity   Co    of    N    Y 846.95 

28  Cohen,   Charles— Max   Reiss    206.15 

24  DeKoven,  Albert  A— Lizzie  D'Oris.  ..  .462.87 
24  Dwyer,    Martin    J — Valentine    Dickerman... 

226.72 

24  Davenport,    Frances    S— Henry    B   Twomblv. 

342.13 

24*Dyer.  Henry  L— Broadway  Renting  Co. 276. 72 
24  Dorfman,    David— Siebing    Furniture    Co. 87.65 

26  Davis,  John  H— Arthur  M  Jordan 254.45 

26  Davis,  Israel — .\'ew  Amsterdam  Gas  Co.  .42.72 
20  Deutsch,   Lazar— Francis  H  Leggett  &  Co.. 

290.56 

26  De   Meinville,    Ludovie— E   Parmly   Brown.. 

114.91 

26  Demmerle,    Louis— City  of  N  Y 360.08 


20  De     Fillipo,     Pasquale    &    Anastasea— Ester 

o-  n-    d"'"'^? <^°'^'s.    116-9'' 

-I   Ui   Benedictus,    Giuseppe— Genuars  Guerra. 

„„„•••     •• 1,088.88 

-a  Dunn,    Bartholomew    exr— Herman    A    Metz. 

no  _ ;, costs,   60.15 

-8  Dunne,  Margaret— Joseph  Hover,  .costs,  172  30 

-8*Doe,     John— Joseph     Heidelberger. . .       1(14  41 

-8  Doepker,    Frederick— Arthur  Mayer  ''09  31 

1-8  Doyle,    James— Roderick    J    Kennedy    et    al'. 

iQ  !-,''," 'V     "\\ costs,    30.00 

-8  Dale.    Jane— Herman    H    D    Cordis 209  48 

.8  Drew,     Putnam— Acker,     Merrall    &    Condit 

24  Euelli  "Paul.lwm    T  "lioikiy'.'.'.'..'.'." 'ilsH 

T,i  £""'•   *''"'>'  E— Billings,  King  &  Co 427' 30 

-8  Easton,     Newton    C— Pierce    L    Kieswetter. 

209  01 

-8  Engelbach,    Vincent    E— Martin    E    Ho'flort. 

'^18  9^ 

-8  Effenberger,  Paul— City  of  N  Y. . . ! .  iisg'eJs 
-4  Flaumenbaum,  Max— N  Y  Telephone  Co  77  42 
-4  Peinberg.   William— Solomon   B  Davega  685'07 

-4  Foley,    Thomas   P— Robert   S   Moses 12661 

24  Friedman,    Barnett— Nathan    Hirschhorn    et 

al 3^g  Qy 

20  Friedman.       Barnett      &      Joseph  —  s'a'muel 
Grossman     et     al 30Q  05 

27  Frankel,    Rose- Abraham   B    Russin! ! !  !3]9!l5 

oi  J^'nkelstein,    Louis— Saul    J    Sachar 96.42 

2.8  Felch,  Frank  W-W  Stuart  A  Hunter.  153.08 
„S  Forman,    Aaron— Ale.ssando    D    Paoli. .  .319.35 

-8         the    same the    same    215.25 

-»         the    same the    same     31s  65 

28  Finn,     Patrick*    &    John    T— Morris    Brett. 

2  446  09 

24*Gribeschock.    Emil— N    Y    Telephorie"co.66!l5 

-4  Geeks,    Ferdinand   A the   same    ..35  28 

24  Gallup,     Frank the     same     39  45 

24  Galvin.    M    O'Neill the   same    34' 27 

24  Gillespie,    James   J the   same    48  76 

24  Graubard,     John the    same     4152 

24  Gold,    Jacob the    same    ''3  47 

24  Gill,    Geo    W the    same    30  72 

24  Glasberg,    Otto    A the    same    ....'!.'! '94'lO 

24  Grosslight,    Frederick   L* the   same       48  ''3 

24  Gardner,    Emma   R the  same 23  17 

20  Greitzer,    Joseph— Nathan    Hohlreiter    e't'~al. 

20  Galella,    Carmela    &    Antonio— jerry' Altieri. 

20  Galligan,    Matthey— United  "  Wine '&  "'Trad- 
ing   Co 46  79 

27  Gibson,  'John  T— Second  Natl  Bank  of  Utica 

,_  „ 7,715.16 

2i   Grossman,    Louis— People,    &c 1,00000 

27  Gooch,    Wm    W— City   of   N    Y 292.28 

27  Gantarowitz,    Nathan— United    Dressed    Beef 
Co 47  03 

27  Gillingham,     Geo    O— Max     Schling 33  50 

28  Grant,    John    J— Beakes    Dairy   Co 472.81 

28  Glick,    Samuel    H— Frank    Padula 100.00 

28  Goodman.    Abraham the    same    100  OO 

28  Green,    Ollie   A— Wm   T   Hookey 7.S1  Rt 

28  Greene,    Chas   H— Herbert   H   Pattes 2.52  00 

28  Gerich,    Emil— Acker,    Merrall   &  Condit  Co. 

„,„■••■ 107.07 

24  Hassberg.    Isidor— N    Y    Telephone    Co.. 84.44 

24  Hogan,    John    H the    same 24.52 

24  Hempler.  August  G the  same  35.28 

24*Hope,    Donald the   same    60.15 

24  Hoffberg.     Samuel    M— Empire    City    Wood 

Working   Co OOf)  48 

24  Hayes,     William— Sigmund     Krutel 74.41 

24  Holmes,    Isabel   A— Egbert   B   Seaman 

costs     912  50 

26  Hallen.    James    D— Max    ISlanck.' '..141.91 

20  Haaren.    Henry    F— N   Y   Telephone   Co.  .3.8.73 

20   Hornink.    Clarence    I the    same 27.45 

20  Harris,    Michael   I the  same 91.24 

20  Hirshfield.    Harry the    same    39.62 

26  Hawkcs,    Caroline    or    Mrs    Corliss    J the 

same 37.47 

20*Harkavy,    Aaron— New   Amsterdam   Gas   Co. 

...42.72 

20  Hoffman.    Christian— Moses    L    Krim.  ..  .29.05 

20  Hayman,     Philip— Jerrv     Altieri 26.72 

20  Hilborn,    Lena— City  of   N   Y 87.00 

20  Harlin,    Josiah    L the    same .52.80 

20  Heyman,    Frederick the    same    .531.72 

20  Hyde.    Frank    A the   same 531.72 

20  Hartman,    Samuel the   same    189.03 

20  Haines,    Chas   D— Wm    E   Kisselburgh  et   al. 

1,679.26 

2i    Hannes.     Lazarus— People,     &c 1,000.00 

27  Harkow.  Joseph  H— Jonas  Whitelaw.  .  .301.03 
27*Henning,  Alphons— N  Y  Telephone  Co.  .48.12 
27*Henry,     Thomas the     same 24.25 
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North    1 0th,  Mth  and   i 2th  STREETS 
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Architectural  Bronze 


AND 


IRON  WORK 


27  Howard.  Michael— Benjamin  Robitzek  et  al. 
45.58 

27  HaVp'er.    Charles— City   of  N   Y 3(30.68 

27  Hiseradt,   Theodore  H— Peter  B  Hayt  et  al. 
76.03 

"'  Hall,   Valentine  G— Frank    Hartley 500.63 

Haas.   Henry  L— Abbott  Gamble  Co.... 683.20 
HemminBway,  Henry  F— John  L  Cotter.880.R8 

Hayes,    Michael— City   of   N    Y 35.70 

Hewitt,    Edw    G the    same    370.07 

HoIIinger.  Wm  W the  same   702.81 

Haviland.    Frank   W the   same    360.68 

Hall      John the    same    360.68 

Horton,    Thomas the    same     76.80 

Hess.     Victor the    same     107.01 

Hegerman.    Edwin    T the    same 108.83 

Hanamann.   Michael the  same   35.70 

Higgins,   Thoma.s   W the   same    198.83 

Hawkins,    Ben]   F the  same    35.70 

Helme,     John    C People,     &c 1.000.00 

Hopner.    Lewis the   same    l.OOO.OO 

Hazlett,    Wm    C— Standard    Steam    Specialty 

160.12 
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Hatch,     Ellas    T— Simon    Machiz 970.86 

Haberea,    Max— Mussgillcr   Mangels   Co.  .01.08 

Herscovitz,    Adoph— City    of    N   Y 180.0? 

Harley,    Geo    E the   same    10,8.83 

Hiilard.     Chas     H the     same     198.83 

Hertzberg,    John— Morris    Goldberg 151.15 

Hurowitz,    Henry— Max   Reiss    206.15 

Intemann.    ■William- City  of  N  Y 1.89.63 

James,     Charles— People,     &c 1.500.00 

♦Jacobs,    Joseph    &    Simeon— N    Y    Telephone 

Co 38.26 

Jacoby,   Jacob— Henry  Kraus  et  al 219.74 

Jenks,     A     Murray— Northampton     Portland 

Cement   Co 367.05 

Jacobs.     Isaac— Asher    Melker 75.07 

Kowaldsky.    Henry    I— Paul    Braus 32.72 

Kazis     Demetrius— Edward    H    Rogers.  .45. .81 
Kenworthy.   Wm  J— N  Y  Telephone  Co.. 44. 21 

Klett,  Peter-J  C  Bogert  &  Co 230.83 

Klimsky,  Matthew  A— H  Herrmann  Lumber 

Co...      312.39 

Kachel.    Eugene    F— Bertha    Levy 30.41 

27  Kingsland,    Frank   C— Samuel   P    Skinner... 

175.21 

27*KIons     Isadore   P— N    Y    Telephone   Co.  .68.21 

27  Kotald.   Victor  H— City   of  N  Y 702.81 

27*Karanskv.     Jacob — Annie     Katz 72.16 

27  Kaplan, 'Samuel— City  of  N  Y 360.68 

28  Kutchinsky,  Morris— S  Alexander  Schonbrun 

89.60 

28  King,    Carl— Joseph    B   Broones    29.41 

28  Kramer,    Stella    E— Hariette   L   Baldwin. 61.03 
28  King.    John    W— Acker,    Merrall    &    Conduit 

Co 26.77 

24  Lossing,    Helen    S— James   Beggs   &   Co. 229.08 

24  Levy,     Isaac— John    Maguire 534.42 

26  Levi.    Moe— Sitrian    Neuhof 41.31 

26  Liberman,     Bernard— N     Y     Telephone     Co. 

202.78 

26  Lew,    Max the    same 3.5.81 

26  Levy,  Beno— Geo  F  Victor  et  al 1,389.11 

26  La  Giglta.   Bartolomeo— John  J  Reardon.19.72 
26  Levlne,    Abi^Samuel    Zechnowitz 330.70 

26  Levien,    Arnold— Richard   R   Wardwell.  .466.57 
27*Loughrey,  Augustine  J— N  Y  Telephone  Co. 

2.3.28 

27  Liebers,   Wolff— Wm  H  Golding 20.76 

27  Litschety,    Hillel— Annie    Katz 72.16 

27  Lorincz.   Max— N  Y   Edison   Co... costs,   32.41 
27  Lowe,  Mary  A— Isaac  H  Blancbard  Co 

costs,    102.70 

27  Lowenthal,    Siegfried— Louis    Meserltz 

2,020.72 

28  Lef stein,    Henry— Hyman    Wilson 181.59 

28  Light,    Ida,    Johnanna    P    &    Lottie    R— J 

Waldron    Gillespie    191.83 

28         the    same the    same     313.68 

28  Leavy,    Jack— Isaac    Spitzel    et    al 184.16 

28  Levy,    Abraham — Magdalena    Hemberger. 59.41 

28  Levy,  Isaac  P— Chas  B  Ruebenack 153.58 

28  Leichtman,    Moritz — Davis    Paintzky 47.16 

24tMacIntyre,  Wm  F— Wm  H  Lucas  et  al.. 71.65 

24  Michelson,    Sarah— Samuel    Glaser 1,964.06 

24tMcChesney.  Marv— Chas  F  Moading,  Jr. 101. 41 

26  Myers,    Edw   R— N  Y  Telephone  Co 31.89 

26  Meyers,    Bella the    same 42.20 

26  Mangan,    Thomas the   same    62.75 

26  Martin,    Harry    A the    same    44.95 

26  Mordecal,    Goodwin    L^Henry    M    Woolf... 

1,059.19 

26  Meirowitz.     Samuel— Anna     Davis 301.48 

26  Martin,    Walter   C— Frederick   Hildebrandt.  . 

1.070.08 

26  McCaffrey,   James   F— N   Y   Telephone   Co. . . 

24.72 

26  McAllister,    Cecilia    A the    same 21.85 

26  McCafferty.  John  indiv  and  exr  Eliza,  Jane. 

Chas    J,    Sara    E,    John    A,    Mary.    Nellie 

T    and    Sarah    L— Richard    W    Buckley.. 

costs     133  25 

26  McDonald,    Elien   &   Henry the   same....' 

costs,    133.25 

26*McCutcheon.   Frederick  &  Robert— Schwarz- 

schild    &   Sulzberger   Co 43.97 

26  Manning.    Chas   L— City   of   N   Y 107.84 

27  Moers.    Sail    B.    Chas    Z    &    Joseph    C— Bdw 

B    H    Myers 868.25 

27  MacDowell.    Isaac— N   Y   Telephone   Co.. 24. 25 

27  Morris.    Edward the    same 73.79 

27  Marks.   Chas  H— Kaaterskill  Realty  Co.  174.52 

27  Mitchell.    Henry— N   Y  Telephone   Co 68.21 

27  McEwen.   Frederick  E the  same 24.26 

27  MacDowell.    Isaac the    same 24.25 

27  Marmoreck.        Joseph— Joseph        Weinstock 

et    al 35.65 

27  Mandel,    Philip— Keshim    Blitstein    &    Co... 

1,308.33 

27  Muller.    Carl— Sidney    G    Osborne 1,912.75 

27  McGavick.    James— N   Y'   Telephone   Co.  .23.28 

28  Messer.    Frank— Samuel    Schoenfeld 532. .38 

28  Moses.  Darius  V— Sadie  B  Moses,  .costs.  77.10 
28  Mitchell.  Louis  0— American  Credit  Fidelity 

Co    of    N    Y S46.95 


28  McAuley,   Wm   H— United  States  Fidelity  & 

Guaranty    Co 2.976.57 

24  Nordlinger,     Sidney— Geo    R    Comrle. .  .715.04 

24         the     same ^the     same     ..124.74 

24  Nathan.     Alfred— Dorbar    Realty    Corp.. 93.31 

26  Neff,    Andrew— Henry  F   Koester 30.35 

27  Normoyle,   John— N   Y  Telephone   Co 42.88 

27  Nicolai,    Paul the    same 118.06 

27  Nathanson,    Henry the    same 27.05 

27  Ney..  Bessie    K— Akiba    Weinberg 71.02 

28  Notel,    Chris— Charles    Schlesinger    &    Sons. 

101.08 

28  Niber.    Norman    H— N   Y   Telephone    Co. 37. 76 

26  Oberg.    Olof— Jerry    Altlerl    Co 43.72 

27  O'Connor,    John   J— N  Y  Telephone  Co.  .41.92 

27  O'Toole,    Bernard— J    Applegate   &    Co.. 786.20 

28  O'Keefe.    Albert- Dept    of    Health    of    N    Y. 

262.00 

24  Pomeranz.    Samuel— Louis    Leavitt 571.36 

26  Powers,  Peter  J— Pratt  &  Lambert. ..  .351.10 
20  Pailasco,    Chas    A— Wm    C    Baker    Heating 

&    Supply    Co 51.72 

26  Pollak,    Joseph— Richard    P    Wardwell.  .460.57 

26  Pieto,    Locurto — Isaac    Rosenhaus. costs,    24.28 

27  Plotz,    Hyman— N  Y'  Telephone  Co 40.51 

27  Paul,    August,    Jr the    same 48.12 

27  Pollock,    Jacob — Joseph    Weinstock    et    al. . . 

32.65 

27  Pelose,   Amodee— Otto  A  Rosalsky  et  al.... 

174.71 

28  Pitney.    Chas    F— Abraham    Harris 22.15 

28  Pollock,    Edward— Arnold    Kahn    112.15 

28  Prall,  Aussing  S— Louis  Neuman  et  al. 48.63 
28  Perrlngton,  Frank— Henry  P  Lims.  .1,040.72 
28  Pelton,    Robert   S— Thomas   C   Dunham.  .95.12 

28  Perlman,     David— Frank    Padula 100.00 

28  Phillips,   Henry— Isidor  Ginsberg. costs,   110.50 

24  Reich,    Felix— M    Block,    Inc 22.41 

24  Rosenbaum.    Hirsh— James    Berger 102.00 

26  Ring,    Chas   E— Paul   Fuller  et  al 32.41 

26  Rosenbaum,   Julius— Geo   L    Storm   &   Co... 

202.10 

27  Ryshpan,    Max — Joseph    Perlbinder 42.28 

27  Robinson.   Myron   W— Jules  P  Storm. .  .239.52 

27  Ryan.    James— James   M   Ludden 41.14 

27  Roelofs,    John    R— Wm    H    Horstmann    Co. 

100.95 

27  Reynolds.    John    P— City    of    N    Y 108.71 

27  Ressler,    Nathan— John    Dougherty 63.78 

27  Radigan.   Bernard— Sidney  G  Osborne.  1,912. 75 

27  Rifkin.  Harris— Adolph  Barondes 35.40 

28  Reichenbacher.      Paul— Benj      H     Yaufman. 

235.06 

28  Reichester.    John— N    Y    Telephone    Co.. 37.76 

28  Ruhlmann,    Louis — Gustave    Sattler 39.41 

28  Rubinroth.    David— N   Y   Telephone   Co.  .40.09 

28  Roelofs,   John   R the  same    60.59 

28  Renuer.  John — Joseph  Heidelberger. ..  .104.41 
28*Richardson,  Frank  B— James  C  Capel  et  al. 

228.21 

28  Riedlinger,    Joseph— Adolph    Bloch    227.41 

24  Solomon,     Henry— Swift    &    Co 157.22 

24  Solomon,    William the  same    104.18 

24  Strauss,    Harry— N    Y    Telephone    Co... 48.23 

24  Schifl,    Adolf— Herman    Isak    1,517.87 

24  Schattman,    Jacob*    &    Hyman— James    Tal- 

cott     5,805.40 

24  Stewart,    Chas    H— Broadway    Renting    Co. 

276.72 

26  Sommer,    Charles— Robert    Degnan 95.72 

26  Senior,  Theodore  E— City  Investing  Co. 274.69 
26  Salomone,    Stephano — Carrie    Wagner   et    al. 

16.00 

26*Schoenemann,    Martin— Arthur    M    Jordan.. 

254.45 

26  Sheehan,    Michael   J — Harriet   A   Heylman.. 

335.00 

26  Schulman,    Moses— Frederick    A    Donnell    et 

al 180.15 

26  Stern,    Charles    &    Rose— Matthles    Radin., 

319.65 

26  Shipley,    Albert   L— Jannie   Foreman 251.72 

26  Scherl,  Henry— American  Cereal  Co... 311. 90 
26  Singman,  Bert  B— Rosie  Rosenberg. .  .400.00 
26  Schwartz,     Ad6lph — Mechanics     &     Traders 

Bank costs.    17.65 

26  Simis,    C    William— Mitchell    Malton    Co 

142.20 

26  Schuler,     Bernhard— Jacob    Fause 395.43 

26  Schechter,   Hyman — Samuel  Rosenfeld  et  al. 

169.41 

26  Schwartzkopf.    Chas    M— Max    Gans 891.00 

26  Seligman.    Solomon— Isabella    M    Pettet.  111.91 

26  Smith.    David    M— City   of   N   Y 60.91 

27  Shakowitz,    Benjamin — August    Werckle. . . . 

costs,    38.20 

27  Shorer,    Martha    T    &    Wm    B— Elizabeth 

J'Ceumann    86.55 

27  Sire,    Henry   B— Frank   V  Strauss   &   Co. . . 

1,099.19 

27  Sheridan,    John   P— Wm    R    Collins 29.72 

27  Stromberg,     Isaac— George    Thomas 

costs,    12.65 

27  Strang.    Louis— Mary    Murray 59..S3 

27  Shapiro,  Isaac  L — John  A  Sharp  et  al.127.17 
27         the    same the    same 424.11 

27  Sachs,    Harris— Keshim    Blitstein   &   Co 

^  39g  33 

28  Story,    Claude    H— Charles    Scribner    et    al. 

61.70 

28  Shain.    Joseph— Mary    Zinn    et    al 299.92 

28  Sternfels,    Julia   K— Benj   H  Kaufman ..  235.66 

2.8  Shannon.  Wm  J— N  Y  Telephone  Co 30.03 

28  Santord.   Frank  A the  same   131.26 

28  Sheridan,   John   F the   same    29.77 

28  Sternfels.   Simon  M the  same   30.82 

28  Stoll.    Frank the    same    45.98 

28  Simon,    Joseph the    same    52.02 

28  Sann,    Joseph the   same    .34.00 

28*Scherman.    Max the    same    34.00 

28  Steiner.  Alexander the  same  60.76 

28  Shapiro.    Isaac   L— Joseph    Krulich    .  . .  .524.41 

28  Schmitt.    Theresa— Wm    H    Scheuer 254.41 

28  Secor.    Richard    J— Robert    Byars 125.47 

28  Smith,   Albert  J— N  Y  Telephone  Co 24.90 

28  Secular.    Bertha— Jacob   Frankel 4.582.10 
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Sugarman,    William— Frank    Padula 100.00 

Schenkein.    Benjamin— City    of   N    Y 360.68 

Snyder.    Mary the    same costs,    122.65 

Shapiro.    Isaac  L — John  A   Sharp  et  al. 977.08 

Seeiav.    Max— Chas    B    Ruebenack 153.58 

Smith,    Wm   S— Robert   B    Lawrence. ..  .118.78 
Smith.  Myra  G  &  James  G — Edw  J  Murphy 

et  al  250.67 

Tallarico.     Michael— Edward     Bidgell 00.41 

Tierney.    Frank    L — -Mary    Fitzpatrick 

costs,    112.39 

Tobin,   Thomas— Met  St  Ry  Co.  .costs.    188.78 
Tiltjen,    John    A — James   E    Nichols   et    al.. 

400.72 

Todd.    James— Maynard   N    Clement. .  .1,822.72 

Tresch.    Peter   H— Bertha    Engelfried 53.90 

Tishman.     Max— George     Alexander. .  .1.812.37 
Talliaferro.     Edwin    T— Title    Guarantee    & 

Trust   Co    74.91 

Turner.   W  Irving— N  Y  Telephone  Co.. 27.64 
Vanegas,  Y'gnatio — Henry  R  Kunhaadt  et  al 

1.275.32 

Van    Houten,    Sarah    E    &    Marie   L — Frank 

D    Creamer    et    al 458.56 

Vingut,    Benj   V   H— Edmund   Tautz    et   al.. 

338.94 

Van   Ness,   Charles  &   William— Elizabeth  T 

Bell 95.72 

Van  Eyndhoven,  i^harles— Claus  H  Wiebalk. 

70.43 

Weinstein,   Joseph— N  Y  Telephone  Co.. 77.42 
Weiner,    Morris — Pottter    Wall    Paper    Mills. 


.23.90 
Worobey.    Samuel— Eugine    I    Yuells. ..  .67.13 

Woroba,    Joseph the    same    67.13 

Watson,    Wm    B— John    Maguire    534.42 

Wiltschen,     Benjamin — Knickerbocker    Mills 

Co 159.02 

Wilks,     Seth— Morris     Schaein 81.40 

Ward.    Charles— Geo  H   Overbeck  et  al.. 52.41 

Woods,    James— Hugh    Reilly costs   76.26 

White.    Jacob — Samuel    Grossman    et   al. 326.05 
27  Weidenfeld,    Edward — Harry    Rabinowitz. . . 

143.99 

27  Weisman,    Martin— Max    Sheehan    et    al.... 

358.22 

27* Weinberg,    Jacob — Joseph    Weinstock   et    al. 

35.65 

27  Work,    Jacob    E— United    Dressed    Beef    Co. 

127.97 

27*Williams.    Isidor    &    Abraham— Louis    Seig- 
bert    et    al 3.39.48 

27  Weisman.    Simon   A— City  of   N  Y 74.19 

28  Watkins.  Louis  E— Edward  A  Raymond. 32.32 
2.8  Wollman.   George— Royal   Furniture  Co.  .61.81 

28  Warm.    Jacob— Samuel    Schoenfeld 532.38 

28  Wolf.    Morris— Joseph   Liebling 28.65 

28  Wheeler,  Herbert— American  Multigraph.277.57 

28  Weinhorn,    John — Hyman    Clompus 24.6-5 

2S*Weinstein.    John the    same    24.65 

28  Wesseis.  John  G— Geo  W  Martin  et  al. 233.68 
28  Wasserman.  Isaac — Abraham  Weinstein. 31. 16 
28  Williams.  Henry  E  &  Chas  D— Samuel  Bien- 

enzacht  et  al    102.17 

28  Young,    John— Wm   W   Carter 229.41 

26  Zeiger.    Moritz— Samuel   Freedman   et  al. 98.39 

27  Zimmerman,    Louis— Saul    J    Sacher 96.42 

CORPORATIONS. 
24  Goat    Lymph    Sanitarium    Assn— N    Y    Tele- 
phone  Co 47.35 

24  Dry    Dock.   East   Broadway  &   Battery  R   R 

Co— Mollie    Leckart     400.56 

24  J    H    Connelly.    Inc— Edw    H    Rogers 28.72 

24  The  United  Oil   Cloth   Co— J  H  Lane  &  Co. 

934.42 

24  The   Waldorf-Astoria  Hotel   Co— People,   &c. 

4,560.00 

24  Cornell     University— Oscar    G    Mason.  .386.13 
24  Elliott    Realty    Co— Leitz    &    Shunkman  .85.60 
26  New    York  8:    New    Brunswick    Transporta- 
tion   Co— Whitehead    Bros    Co 50.99 

26  Robbins    Chemical     Co— Butchers    Advocate 

Co 92.70 

20  Harlem    Auditorium     Theatre    Co— City     of 
NY     446  22 

28  Hamilton    Chemical    Co the    same 35.70 

26  Always   Ready  Printing  Co the  same. 44. 25 

26  Antiseptic    Nozzle    Co the    same 189.63 

26  American  Technical   Book  Co the  same.. 

275.18 

26  Armstrong     Engineering    Co the    same. . 

189.63 

28  Interurban    St   Ry   Co— Isaac   Weisberg 

prtgfg        Q7  48 

26         the    same— Thomas    Chambers '.,309.02 

26  The   Sperry   &   Hutchinson   Co— Anton  Wei- 

mer 4.80  00 

26  The  Royal  Beef  Co— David  Shannon.  .291.39 
26  Fielding  Amusement  Co— Carey  Show  Print 

ing    Co 69.09 

26         the    same— Richard    R    Fox 190.24 

26  Automobile   Arcade — John   Scott  Browning. . 

307.00 

27.  Eagle     Safe    &    Machinery    Trucking    Co — 
Johanna     Reidenbach costs,     11.91 

27  Knickerbocker    Trust     Co — Manhattan     Life 

Ins     Co costs.    99.30 

27  De    La    Vergne    Machine    Co— John    Tures 

Sons   2,635.95 

27  The  Eisner  Scherer  Co— Rubin  Siegel  et  al. 

67.83 

27  Phoenix    Press— N   Y   Telephone    Co 26.15 

27  Thomas    Reese.    Jr,    Co the  same.  ..  .212.06 

27  North     American     Investment    &    Guaranty 

Corp the    same 60.77 

27  Mutual  Cleaning,  Dyeing  &  Laundry  Co 

the    same     43.68 

27  Gardner    Engineering    Co — Butchers    Advo- 
cate   Co 208.42 

27  H  C  Harford  Co— City  of  N  Y 206.76 

27  Hydra    Battery    Co the    same 531.72 

27  Metropolitan    Boat    &    Launch     Co the 

same    87.85 

27  New    Amsterdam    Land    Improvement    Co — 

Morris    Kronenberg    et   al 215.85 


n*  Uzt  of  th«M  pkCM  U  eopTTlthUd.    All  rIshU  ar*  rcMrrad.     Notle*  U  harebr  liyem  tkat  tnfrinseineiit  iriU  lead  to  proaecution. 
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DENNIS  G.  BRUSSEL 

»  ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT- HEAT- POWER 


The  Brussel  Method  and  organization  is 
devoted  exclusively  to  the  electrical  prob- 
lem of  the  building.  Independent  plants 
installed,  or  wiring  for  street  service.  Writ* 
for  particulars, 

15  West   29th    Street,    N.  Y. 


27  Tbe  New  York  Central  &  Hudson  River 
R    R    Co— Eugene    Kiernan 600.00 

27  Bremer  Du  Four  Pinkney  &  Dudley  Co — 
Louis   S    Du   Four   et   al 2,789.89 

27  New  York  City  Ry  Co— Margaret  Spencer. 
-..298.95 

27  Iron    Clad    Pavement    &    Construction    Co — 

City    of    N    Y 79.48 

28  Portland  Co— Chas  W  Hall  ct  al.. costs,  123.35 

28         the  same Chas  W  Hall costs,  117.65 

2S  The  Third  Av  R  R  Co— City  of  N  Y 

costs.    114.95 

28  Magnetic  Separator  Co— Alexander  T  Porter 

123.34 

28  Hauben  Realty  Co— Samuel  Schoenfeld.. 532.38 

28  Rogers   Terra  Cotta   Co the   same    ..538.38 

28  Bebros    Mercantile    Agency— Edward    Krety. 

87.76 

28  Ocean  View  Cemetery  Co — Fine  Hill  Crystal 

Spring    "Water    Co 25.20 

28  The   Republican    New    Publishing    Co— N    Y 

Telephone    Co    51.46 

28  The  Rival  Realty  Co the  same    37.33 

28  Westchester  Traction  Co— Beech  Creek  Coal 

&    Coke    Co 274.35 

28  The  City  ot  N  Y— Bryan  Henry    881.01 

28  York    Contracting    &    Supply    Co — Julius    L 

Engel    114. OG 

28  Hellgate  Marble  Co— City  of   N   Y 41.35 

28  American    Hackney    Horse    Co the    same. 

360.68 

28  William    Hilgers    Co the    same    86.68 

28  American    Automusic    Co the    same... 52. 80 

28  Engraving  Co  of  America the  same.. 145. 80 

28  Automusic   Perforating  Co the  same.  .61.36 

28  Walrine    Wheel    Co— Theodore    L    Lutkins. 

189.39 

* 

SATISFIED  JUSGOOENTS. 
Nov.    24.    26.    27,    28   and   30. 

'Adams,    Garry   B— J   Schanz,    1905 $330.16 

Bingham,    Caroline— J    B    Stetfens,    1006.  .1,392.32 
Bernays,    Ely— Anglo-American    Telegraph    Co. 

Ltd,     1900     1.124.25 

oBrown,  Chas  F— S  Crooks.  1890 $1, 292.60 

•Same J    McKesson.    Jr.    et    al.    1890 315.09 

Boehm,  Alexander  &  Michael  Levlne— J  Lesser 

et  al.  1904   1,896.47 

Dort,    Max— M   Rothman   et   al,    1900 4590.64 

Doeptner.    Otto— P    Greenfleld,    1906 77.41 

Desmond,    Jere   J— D    Comer.    1900 364.72 

=Plank,   Michael   L— K  Griffin,    1904 662.67 

Forman,    Aaron — R    Perlman    Painting   &    Dec- 
orating   Co,    1(K)6 317.15 

"Gotthelf,    Charles— L   Schlessinger,    1906.1,000.00 

Granieri,    Felice— A    Troina,    1906 313.40 

"Gassner,    Adolps    and    Leopold— E    Wagner    et 

al.     1892     618.25 

Gilmore,    Chas    H    and   Edward   J   Newcomb— J 

Wilde   et   al,    1890 665.69 

Same W    M    Stout   et   al,    1896 1,046.93 

Gibson,    Wm   H— B    F   Perry,    1897 123.38 

Hardy,    John    B— City    ot   N    Y.    1902 102.50 

Home.    Wm   F— M   Lewin.    1905    94.97 

Jackson,   James  M  &   Catherine,   also  Simon  P 

Flannery   and   Mary   A   Flannery — S   Werner. 

1006    41.00 

King,    Albert  V— M   Lewin.    1005    88.72 

Kronenberger,   Philip  and  David  Hoexter— C  F 

Mehltretter,    1905     99.97 

Larcher,  Frank  W— S  M  Brotman,   1905 85.62 

Lee,   Albert— S   M   Hook  et  al,   1905 303.87 

Marsh,   Thomas  J— T  B   H  Morris  et  al,    1906. 

1,548.72 

OMatthews,   Samuel  L.— M  B  Marks  et  al,  1893. 

1,300.64 

Miller,    Julius— J    Letkowitz,    1906 250.00 

Muhlker,    Wm    H— L    S   Keller.    1887    103.68 

Prial,    Francis   P— E   T    Gerry,    1900 1.037.00 

Prial,  Francis  P  and  F  P  Prial  Co— G  Larden- 

meyr     et     al,     1900 300.10 

iRobinson,    Benjamin— Swift  &  Co,   1906 24.66 

Rothar,     Henry    P— John    Simmons    Co,    1906. 

369.65 

Rolaton,    Squire— H   J   M    Cordeza   et   al,    1903. 

139.49 

'Rosenzweig,     Ignatz— I    Roganetsky.        1906. 

1,269.78 

Strauch,    Simon    &   Neehomer  Globe— M   Gluck- 

man  et  al.  1906 396.12 

Schaefer.   John   V  and  John  V,   Jr— H  Boesen- 

berg,    1895    73.81 

Schuyler,   Cornelius  B— H  D  Purroy,   1899.107.75 

Sinnott,    T    Joseph— S    B    Taber,    1900 502.44 

Sinnott,    T    Joseph— B    Griffin,    1906 252.05 

Thompson,    C    Crosby— L   Moses,    1902 95.22 

Vanden    Dries,    William— C    A    Clausen.    1903. 

707.88 

Weeks,   Oakley— New  Rochelle  Trust  Co,   1906. 

40.72 

Werner,    Charles   and   James   McCartie — M   Vo- 

gel,    1906    237.31 

Wang,  Jacob— A  Costellano  et  al.   1900 101.37 

Same same.     1905  81.65 

"Weir,  Levi  C,  prst— W  L  Cogswell.  1906.  .299.85 

CORPORATIONS. 

'Northwestern    Realty    Co— C    B    Baum,    1906.. 

8,82.31 

Otos   Elevator  Co— M   L  Kashnee,   1905.  .1,548.72 

Same same,     1904 8,012.45 

Same same,     1904 360.50 

Buzzinl    &    Co— Republic    General    Contracting 

Co,    1906     192.82 

Majestic  Hotel   Co— Herzog  Telcseme  Co,   1905. 

119.11 

Supreme  Council  of  the  Loyal  Additional  Ben- 
efit  Ass'n- M    M   Jennings,    1904 3,283.14 

Same same,    1905    119.95 

Same same,     1906     141,84 

The   N   Y   C   &   H   R   R   R   Co— B  Tochterman, 
1000    4,006.30 

'Vacated  by  order  of  Court.  'Satisfied  on  ap- 
peal. 'Released.  'Reversed.  'Satisfied  by  exe- 
cution.    •Annulled  and  TOld. 


MECHANICS'  LIENS. 


Nov.   24. 
3SS— Crotona   Park   East,   e  s,   226.6  n   e  Pros- 
pect av,  2118x125.     Charles  Kausen  agt  Henry 

Villaume    $1,525.00 

389— Lenox  av.  No.  315.  Henry  W  McMann 
agt  John  Shields,  Schaefer-Carroii  Construc- 
tion   Co   and    S    Fuchs 83.90 

390— South  St,  No  282.  Bouker  Contracting  Co 
agt  Muhlenberg  Coal  Co  and  Geo  A  Dayton. 

460.00 

,391— .Amsterdam  av.  No  575.  A  E  Klotz  Fire- 
proofing   Co    agt    Nathan    Wilson 109.64 

392— 131st  St,  s  s,  90  e  Old  Broadway,  82.2x 
irregular.      Same    agt    J    Goldman    Realty    & 

Construction    Co 150.00 

393— 121st  St,  No  7  West.  Pierre  Warny  agt 
Robert    Kunitzer    30.69 

394— 120th  St,  No  126  West,  J  Dickman  &  Co 
agt     Fannie     Rosenstein 90.85 

395— 11th   St,    Nos  337  to  345  West.  I 
Washington   st,    Nos   719  and   721.  [ 
John    Hon    Iron    Works    agt    Builders    Con- 
struction   Co 4,596.44 

390— Summit    av,    n    e   cor    lG4th    st,    25x100. 
Barney     Goldman     agt     Mary     Colleran     and 
John     Colleran      750.00 

397— lOSth  st,  Nos  112  and  114  East.  Friden- 
burg  &  Louuesbury  agt  S  L  Wallenstein 
and    Samuel    Wallenstein 200.00 

398— 123d  st,  Nos  440  to  446  East.  Abraham 
Weinstock  agt  Louis  O  Cohen,  Chas  S  Gold- 
berger,  Chas  E  Murtha,  Jr,  August  McPhee, 
Cohen    &    Goldberger     462.00 

399— 56th  st.  No  120  West.  Paul  Zoller  agt 
Coleman    Stable    Co    and    Henry    F    Clarke. 

39  00 

40(>-^ii6th'st,  s's,"iod.4  "e  Manhattan  av,'  50x 
100.  B  H  Ogden  Lumber  Co  agt  Max 
Hirsehfleld  and  Arthur  L  Zeeman    1,586.57 

401— Hoe  st,  e  s,  300  n  167th  st,  25x100.  Louis 

Block  agt  Silberberg  &  Saul,  Inc 1,250.00 

Nov.   26. 

402— Sherman  av,  n  s,  100  w  Academy  st,  200x 
150.  Blackman  &  Guttman  agt  Hanover 
Realty    &    Construction    Co 500.00 

403— Audubon  av,  s  e  cor  180th  st,  75x95.  John 
W   Kight  agt  Joseph   Wlodar 3,214.60 

404— Crotona  Park  East,  s  e  s,  226.6  n  e  Pros- 
pect av,  208x125.  Union  Stove  Works  agt 
Harry     Villaume     1,128.75 

403 — Amsterdam  av,  s  e  cor  67th  st,  50x100. 
Audley  Clarke  Co  agt  Branigan,  Thomas 
J    Brady    Co.    and    Joseph    Wlodar 400.00 

400- 137th  st,  s  s,  100  e  Riverside  Drive,  85x 
86.11.  Same  agt  Cathedral  Parkway  Realty 
Co  and  Samuel  Trood  and  Joseph  Wlodar. 
1,269.00 

407— 135th  st,  s  s,  100  w  Amsterdam  av,  275x 
100.  Same  agt  Sax,  Sussman  &  Halpln  and 
Joseph    Wlodar     300.00 

40,8— 146th  st,  s  s,  100  e  8th  av,  190x100. 
Same  agt  Nathan  Sidverson  and  Joseph  Wlo- 
dar     900.00 

400 — Amsterdam  av,  w  s,  whole  front  between 
134th  and  135th  sts,  200xl00x  irreg.  Same 
agt  Interborough  Building  Co  and  Joseph 
Wlodar    1,000.00 

410— 8th    av,    s    w    cor    147th    st,    runs    w    135 

X  s  200  to  14Gth  st,   X  e  25  X  n  50  X  e 

X    n    150    to    beginning.      Same    agt    Simon, 

Kurzman    &    Segall    and    Joseph    Wlodar 

1,000.00 

4n— Broadway,  n  w  cor  136th  st,  100x100. 
Same  agt  Times  Realty  Co  and  Joseph 
Wlodar    900.00 

412— .\udubon  av,  s  e  cor  180th  st,  75x100. 
Chas  M  Gray  Marble  &  Slate  Co  agt  Joseph 
Wlodar     800.00 

41,3— Amsterdam  av,  e  s,  whole  front  between 
158th  and  1.50th  sts,  200x100.  Audley  Clarke 
Co  agt  R  &  C  Construction  Co  and  Joseph 
Wlodar    1,000.00 

414— 161st  st,  s  s,  103.8  e  Courtlandt  av,  50x 
100.  Lillian  B  Friedlander  agt  J  Perlich. . 
268.37 

415— Sherman  av,  n  s,  100  n  Academy  st,  200x 
150.  Henry  Ahr  Iron  Works  agt  Hanover 
Realty    &    Construction    Co 2,430.00 

41(>— 123d  st,  Nos  225  and  227  East.  Tobias  & 
Berman   agt   Benjamin   Berger 1,700.00 

417— 135th  st,  s  s,  lOO  w  Amsterdam  av,  270x 
100.  Sebastian  Bellauti  agt  Sax,  Sussman 
&    Halpin    15,750.00 

418— Audubon  av,  s  e  cor  ISOth  st,  95x75. 
William  Williams  &  Co  agt  Joseph  Wlodar. 
540.00 

419— 56th  st.  No  120  West.  Samuel  Goldstein 
agt  Coleman  Stable  Co  and  Henry  F  Clarke. 
.: 39.00 

420— Audubon  av,  s  e  cor  180th  st,  75x95. 
W  H  Bingham  Building  &  Contracting  Co 
agt    Joseph    Wlodar    3,100.00 

421— Crotona  Park  East,  e  s,  226.6  n  Pros- 
pect av,  208x125.  John  J  Sheehan  agt  Henry 
Villaume    5,922.45 

422— Same  property.  Salveson  &  Holby  agt 
same    782.80 

42.3— Pleasant  av.  No  431.  Chas  A  Kearns  agt 
Michael  Kennedy  estate  and  Peter  Kennedy 
exr    40.25 

424Crotona  Park  East,  s  e  s,  226.6  n  e  Pros- 
pect av,  208x125.  Blackman  &  Guttman 
agt    Henry    Villaume     300.00 

425— 101st  st.  No  019  East.  Colonial  Chan- 
delier Works   agt   Joseph   Perlitch 215.00 

426— Audubon  av,  s  e  cor  LSOth  st,  75x95. 
William    Kuhn    agt   Joseph    Wlodar 2.000.00 

427— Amsterdam  av,  s  e  cor  67th  st,  50x100. 
Audley  Clarke  Co  agt  Branigan,  Thomas 
J  Brady  Co  .and  Joseph  Wlodar   400.00 

42.8 — Amsterdam  av,  e  s,  whole  front  between 
158th  and  139th  sts,  200x100.  Same  agt 
R  &  C  Construction  Co  and  Joseph  Wlodar. 
1,000.00 


420— 8th  av,  s  w  cor  147th  st,  runs  135  x  s 
200  to  146th  st,  X  e  25  X  n  50  X  e  —  X  n 
150  to  beginning.  Audley  Clarke  Co  agt 
Simon,  Kurzman  &  Segall  and  Joseph  Wlo- 
dar  1,000.00 

430— 146th    st,    s    s,    lOO    e    8th    av,    190x100. 
Same     agt     Nathan     Silverson     and     Joseph 
Wlodar    900.00 

431— 137th  st,  s  s,  100  e  Riyerside  Drive,  85x 
86.11.  Same  agt  Cathedral  Parkway  Realty 
Co,   Samuel  Trood  and  Joseph  Wlodar.  1,269.00 

432 — Amsterdam  av,  w  s,  whole  front  between 
134th  and  135th  sts,  200x100.  Same  agt 
Interborough  Building  Co  and  Joseph 
Wlodar 1,000.00 

433— Broadway,  n  w  cor  136th  st.  Same  agt 
Times    Realty    Co    and    Joseph    Wlodar.  .900.00 

434 — 135th  st,  s  s,  100  w  Amsterdam  av,  275x 
100.  Same  agt  Sax,  Sussman  &  Halpin  and 
Joseph   Wlodar    500.00 

43.')— Crotona  Park  East,  s  e  s,  226.6  n  e 
Prospect  av,  125x280.  Jacob  Greenberg  agt 
Henry    Villaume 729.50 

43<j — Audubon  av,  s  e  cor  ISOth  st,  75x95, 
Alsens  American  Portland  Cement  Works 
agt     Joseph     Wlodar 2,000.00 

437 — Crotona  Park  Bast,  e  s,  220.6  n  e  Pros- 
pect av,  208x125.  Henry  W  Richardson  et 
al    agt    Harry    Villaume 1,714.19 

438— Same  property.  Edward  Stelter  agt 
same    800.00 

439 — Same  property.  Bur.son  &  Babcock  agt 
same    1,610.00 

440— Same  property.  Nils  M  Ross  agt  same. 
3,000.00 

441 — St  Nicholas  av,  e  s,  whole  front  between 
177th  and  17Slh  sts,  250  x  100.  Pincus 
Schrank  agt  Hyman  Strauss  and  Jacob  Mos- 
oowitz    550.00 

442— North  William  st.  No  30.  Northrup, 
Coburn  &  Dodge  Co  agt  Max  Dukas  and 
George    Duke    210.00 

443— 144th  st.  No  242  West.  Sam  Markin  agt 
Harris     Maskin     640.00 

444— 133d  st,  Nos  20  to  31  West.  Same  agt 
William     Greenfield     900.00 

445— 8th  av,  Nos  2471  and  2473.  Same  agt 
Wm  J  Greenfleld  and  Harris  Maskin.  .1,200.00 

446— Audubon  av,  s  e  cor  180th  st,  75x95. 
Murray  &  Hill  Co.  agt  Joseph  Wlodar.  1,285.40 

447— Washington  av,  w  s,  242  n  178th  st, 
107.7x145.9x107.6x146.3.  Louis  C  Rose  agt 
Isidore    Robinson    and    Edward    Recht. 5, 182.50 

44.8— Audubon  av,  e  s,  27.0  s  180th  st,  37.6x 
100.  De  Ruyter  Van  Orden  agt  Joseph 
Wlodar    215.50 

440— Audubon  av,  s  e  cor  180th  st,  37,6x100. 
Same    agt    same 215.55 

4,50— Audubon    av,    s    e    cor    180th    st,    75x95. 

5  E    Kellar  Lumber   Co   agt  Joseph   Wlodar. 
730.84 

451— 178th  st,  s  s,  100  w  St  Nicholas  av,  lOOx 
100.      Frank    Krakora    agt    Harry    Adelson. 

ggj  00 

452— Slst  St.  No  4  East,  iring  &  Hayek  agt 
Cornelius  Fellows,  P  W  Kendall  &  Co, 
George    Vassar's    Son    &    Co 712.00 

Nov.  27. 

453 — Audubon  av,  s  e  cor  180th  st,  75x95. 
Thomas    Stone   agt    Joseph    Wlodar 425.00 

4.54— Crotona  Park  East,  s  e  s,  226.6  n  e 
Prospect  av,  208x125.  F  N  Du  Bois  &  Co 
agt  Henry  Villaume  and  John  J  Sheehan.. 
5,453.02 

455 — Audubon  av,  s  e  cor  180th  st,  75x95. 
Alsens  American  Portland  Cement  Works 
agt    Joseph    Wlodar    3,001.20 

4.50— 135th  st,  s  s,  100  w  Amsterdam  av,  270x 
100.  S  E  Kellar  Lumber  Co  agt  Sax,  Suss- 
man   &    Halpin 4,750.18 

457— Audubon  av,  s  e  cor  160th  st,  7O.3x05x 
irreg.  Sherman  Contracting  Co  agt  Louis 
M   Cahn   and   Joseph   Levy 61.30 

45.S — 135th  st,  s  s  ,100  w  Amsterdam  av,  275x 
100.  Arthur  Wreidt  agt  Sax,  Sussman  & 
Halpin     and    Sebastion     Ballanti 660.00 

4.59— 135th  st,  s  s,  100  w  Amsterdam  av,  275x 
100.  City  Fire  Proofing  Co  agt  Sax,  Suss- 
man   &    Halpin     333.80 

400— 131st  st,  Nos  530  to  534  West.  City  Fire 
Proofing  Co  agt  J  Goldman  Realty  &  Con- 
struction   Co 207.82 

401— 54th  st.  No  30  East.  William  Evans  et 
al  agt  Cornelia  H  Peabody  and  Nina  Pea- 
body    2,922.00 

462 — Audubon  av,  s  e  cor  180th  st,  75x100. 
Pittsburg  Plate  Glass  Co  agt  Joseph  Wlodar. 
362.011 

403— Broome  st.  No  327.  Morris  Rabinowitz 
agt    Max   Warshauer  and   Alperin   Bros.  .1.50.0/1 

404— 135th  st,  s  s,  100  w  Amsterdam  av,  270x 
100.      A    C    Rader    &    Co    agt    Sax,    Sussman 

6  Halpin    1,100.00 

465— 1st  av,  Nos  189  and  191.  Tobias  Schwartz 

agt    Jacob    Safran 150.00 

46(>— Audubon  av,  s  e  cor  166th  st,  70.3x95x 
irregular.  Joseph  Rubenstein  agt  Kahn  & 
Levy    60  00 

407— Lyon  av,  n  s,  50  w  Zerega  av,  50x100. 
Elise    Liess    agt    H    Nerenberg 50.00 

468— 135th  st,  s  s,  100  w  Amsterdam  av,  250x 
100.  Edward  Palmer  agt  Sax,  Sussman 
&    Halpin    2,900.00 

409— 28th  st.  No  34  West.  Adolph  Grant  & 
Co  agt  Henry  L  Toplitz  and  Calumet  Con- 
struction    Co 573.00 

470— Sherman  av,  n  s,  100  w  Aademy  st,  200x 
100.  Blackman  &  Guttman  agt  Hanover 
Realty     &     Construction     Co 500.00 

471— Crotona  Park  East,  s  e  s,  226.6  n  e 
Prospect  av,  208x125.  Same  agt  Henry  Vil- 
laume     300.00 

472 — Audubon  av,  s  e  cor  180th  st,  75x95. 
Geo    F    Moore    agt    Joseph    Wlodar 1.50.00 

473— Crotona  Park  East,  3  e  s.  226.6  n  e 
Prospect  av,  207.7x125.10.  Same  agt  Henry 
Villaume    335.00 


The  text  of  these  pages  Is  copyrighted.     All  rights  are  reserved. 
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Telephone  to  us  when  you  want  dayhght  put  where  it  doesn't  naturally 
fall.  We  can  manage  it  for  you.  Send  for  our  booklet  now  and  then 
call  us  up  when  you  want  quick  action.    Gramercy  3276. 

AMERICAN  LUXFER  PRISM  CO.,  160  Fifth  Avenue,  NEW  YORK. 


474— Broadway.  No  2834.  Martin  J  Hackett 
agt  Josepblne  Schmidt.  John  F  Douthitt, 
Chas  A  Hollach  and  Holland  Amusement  Co. 
4,462.00 

47r,l-lcrolona  Park  East,  s  e  s.  226.G  n  e 
Prospect  av,  208.xl2.">.  Tully  Bros  agt  Henry 
Villaume     040.00 

47(>— Broadway,  No  2S;!4.  Herman  Schwartz 
et  al  agt  Josephine  Schmidt,  John  F  Douthitt, 
Chas  A  Holland  and  Holland  Amusement^Co. 

477— Same  property.  Same  agt  Josephine 
Schmidt,  Martin  J  Hackett,  John  F  Dout- 
hitt, Chas  A  Holland  and  Holland  Amuse- 
ment    Co 305.95 

47S— 130th  St,  n  s,  14.S.4  e  Macomb's  Dam 
road,  27.'5xl00.  The  Brooklyn  Fireproof 
Sash  &  Door  Co  agt  Miller  &  Mofsenson. 
601.34 

479— Audubon  av,  s  e  cor  ISOth  st,  75x95. 
Same    agt    Joseph    Wlodar 285.00 

480— Same  property.  Federal  Tiling  &  Mantel 
Co    agt    Joseph    Wlodar 225.00 

4S1— Broadway,  No  2834.  Canter  &  Nelson  agt 
Josephine  Schmidt,  Martin  J  Hackett,  John 
V  Douthitt,  Chas  A  Holland  and  Holland 
Amusement    Co 194.47 

482— Same  property.  Hyman  Rosen  agt  same. 
440.00 

48.3— lolst  St,  Nos  617  and  619  East.  Harry  W 
Bell    agt    Joseph    Perlitch     347.55 

484— Bast  Broadway,  No  140.  Jordan  &  Fox 
agt  Bernard  Goodman  and  Siegel  Rosenberg 
&   Co 624.49 

4S5— 12,3d  st.  No  154  East.  Tobias  &  Herman 
agt  Max  Lasberg,  Chester  E  Bates,  Samuel 
Classman,  Nathan  Lehr  and  Benjamin  Ber- 
ger 200.00 

486— 135th  st,  s  s,  100  w  Amsterdam  av,  75x 
9.11.  di  Denedetto  Forliano  &  Fortunate 
agt  William  Sax,  Samuel  Sussman  and 
Harry    Halpin    7,641.47 

487— 26th  st,  No  341  East.  Harold  M  Schwartz 
agt  Lena  K  Bruns  and  John  L  Rottenberg. 
250.00 

488— 26th  st.  No  327  East.  Same  agt  Lena  K 
Bruns   and    John    W    Rothenberg 750.00 

489— 6Sth  st,  Nos  417  and  419  East.  Cohen 
&    Siegel    agt    Isaac    Klapper 350.00 

490 — Audubon  av,  s  e  cor  180th  st,  75x95. 
Cammack   &   Seitz  agt  Joseph  Woldar. 1.422.00 

491— Davidson  av,  n  e  cor  Evelyn  pi,  100x25. 
Fred    Damm    agt    Otto    Nicolai 160.00 

492— Audubon  av,  s  e  cor  ISOth  st,  75x95. 
Michael    Caravalla   agt   Joseph   Wlodar.  .681.75 

Nov.    28. 

493— 110th  st,  s  s,  100  w  Manhattan  st,  75x 
72.11.  Jackson,  McGlade  &  Co  agt  Max 
Hirshfeld     616.60 

494— l.TOth  St.  n  s,  250  w  7th  av,  286.4x99.11. 
Casmento  Roofing  Co  agt  Damet  Miller, 
Harry  Mofsenson  and  Greensky  &  Garfein. 
40..00 

495— 101st  st,  n  s,  100  w  3d  av,  240x100.  S'ito 
Contessa  &  Co  agt  Raphael  Kuzrock  and 
Hoist    Construction    Co 155.25 

496 — Lenox  av.  No  111.  Samuel  Rosenberg 
agt  John  Lew  and  A  &  S  Fuchs 146.00 

497— 77th  St.  No  106  West.  William  Sherwood 
agt  Millicent  E  Hewitt  and  Wm  C  McKay  Co. 

498^Madison  st,  Nos  186  and  1.88.  Adolf  Gold- 
stein et  al  agt  Abraham  Gutterman,  Davis 
Berkman,  Drezner  Bros  and  Max  Brooks. 
400.00 

499 — Audubon  av.  s  e  cor  180th  st,  75x95.  John 
Liddle    agt   Joseph    Wlodar    625.00 

500— Cathedral  Parkway,  No  52.  Peter  H 
Reilly   &    Bro   agt   Max   M   Hirshfeld 166.44 

501— Clinton  st.  No  181.  Biller  &  Fiedler  agt 
Rudolph    Federman     214.00 

502— Crotona  Park  East,  s  e  s,  226.6  n  e  Pros- 
pect av,  208x125.  Anderson  &  Co  agt  Henry 
Villaume     295.00 

50.3— Duane  st,  Nos  55  to  59.  M  F  Westergren, 
Inc,  agt  N  Y  Edison  Co  and  Wm  B  Nisbet  Co. 
147.00 

504— 135th  st,  s  s.  100  w  Amsterdam  av,  275x 
100.  Dewey  Engineering  Co  agt  Sax,  Suss- 
man &   Halpin    900.00 

5ft5— Same  property.  South  Amboy  Terra  Cotta 
Co    agt    same     1,550.00 

506— St  Nicholas  av,  e  s,  whole  front  between 
177th  and  178th  sts.  190x100.  Julius  Rosen- 
berger  agt  Herman  Strauss  and  Jacob  Mosco- 
witz 147.85 

507— 68th  st,  Nos  417  and  419  East.  Joseph 
Rosenthal  agt  Isaac  Klapper   73.00 

508— 28th  st.  No  34  West.  James  P  Disken  & 
Co  agt  Harry  L  Toplitz  and  Calumet  Con- 
struction   Co 6,425.18 

509— 135th  St.  s  s.  100  w  Amsterdam  av,  280x 
100.  South  Amboy  Terra  Cotta  Co  agt 
Sax,     Sussman    &    Halpin     1,5.50.00 

51f)— Washington  av,  w  s,  242  n  17Sth  st,  lOOx 
100.  Fiske  &  Co  agt  Isidore  Robinson,  Ed- 
ward   Resht   and   Resht   Realty   Co 277.06 

511— Audubon  av,  s  e  cor  1.80th  st.  75x90.  An- 
ton Steel  Ceiling  Co  agt  Joseph  Wlodar.  .235.00 

512— Amsterdam   av,    s   e   cor   67th    st,    .50x100. 

Audley.    Clarke   Co   agt  Branigan,    John 

T  Brady  Co   and  Joseph  Wlodar 400.00 

51.3— 70th  St.  Nos  341  to  345  West.  ■  Max  Hill- 
man   agt   A   B   Kight    125.00 

514— 97th  St.  No  318  West.  Max  Hillman  et  al 
agt  A  B  Kight  and  Henry  A  Van  Dietch. 200.00 

515— Lewis  st.  No  126.  Samuel  Willner  et 
al  agt  Congregation  Beni  Moidchei  Jacob  and 

Jacob    S    Olasser    50,00 

510— 1st  st.  No  145  Bast.  Wm  A  Thomas  agt 
Max  Scheuchman,  Isaac  Maron,  Ike  Mass 
and  N  Pollack S4.10 


517— Crotona  Park  East,  s  e  s,  226.6  n  e 
Prospect  av,  2l>Sxl2.">.  Willson,  Adams  &  Co 
agt    Henry    Villaume    1,008.50 

318— Barrow  st,  No  101.  Julius  W  Kruger  agt 
Rector.  Wardens,  &c.  of  Trinity  Church  in 
the    City    of    N    Y    and    Mary    E    Hardy .' .197.79 

5UI— Broadway,  s  e  cor  110th  st,  100x135. 
Clement  B  Brun  agt  Josephine  Schmidt.  John 
F  Douthitt,  Chas  A  Holland  and  Holland 
Amusement   Co 850.00 

1 

BUILDING  LOAN  CONTRACTS. 

Nov.   24. 

Mount  Hope  pi,  s  s,  450  w  Fleetwood  av, 
125x125.  I 

17Uth  st,  n  s.  475  w  Fleetwood  av,  25x125  | 
William    Jackson    loans    Solmax    Realty    Co    to 

erect    six    3-sty    dwellings;    8   payments 

$24,000 

Nov.  27. 

112th  st,  n  s,  200  e  Broadway,  25x100.11. 
George  Colon  loans  University  Construction 
Co  to  erect  a  6-sty  tenement;  11  payments. 
25,000 

Fox  av,  w  s,  125  s  Jefferson  av,  23x100.  The 
Railroad  Co-operative  Building  &  Loan  Ass'n 
loans  William  Ufland  to  erect  a  — sty  dwell- 
ing;   3    payments    3,500 

Olh  av,  n  e  cor  34th  st,  runs  n  98.9  x  e  100 
X  n  98.9  to  35th  st,  x  e  53  x  s  98.9  x  w  3  x 
s  98.9  X  w  1.50  to  beginning.  Benjamin 
Altman    loans    Wm    R    H    Martin    to    erect   a 

10-sty    commercial    bldg;    —    payments 

1,000,000 

« 

SATISFIED  MECHANICS'  LIENS. 

Nov.   24. 

Riverside  Drive,  e  s,  48  s  S7th  st.  Walter  S 
Brigham   agt    Edward   Scott.      (Oct  6,    1906). 

$321.45 

166th    st    n    s.  I 

lU7th  st,   s  s.  95.1  w  Edgecomb  av.  | 

Orlando    Marine   agt   Joseph   Jacobson.    (Nov. 

2,     19CH1) 762.75 

6th  st.  No  425  East.     Louis  Yuster  agt  Charles 

Friedenberg  et  al.     (Nov  2,  1906) 62.50 

Same    property.       Moritz    Goldstein    agt    same. 

(Nov    14.     1900) 850.00 

=79th  st,  Nos  432  to  444  East.  E  H  Ogden 
Lumber    Co    agt    Sam    Hyman    et    al.      (June 

18.     1906) 460.28 

8th  av,  MacComb's  Dam  road,  150th  and  151st 
sts.    whole    block.      Bernstein   &    Epstein   agt 

William   Soltz  et  al.     July  3,    1906) 850.00 

Same    property.      National    Damp    Proofing    Co 

agt  same.      (Aug  23,   1906) 100.00 

Same   property.      Wm    R   Bell   et  al   agt   same. 

(June     2,8,     190(i) 2,387.76 

Same  property.     Fiske  &  Co  agt  same.      (June 

28.   19(X!) 2,908.67 

Same   property.      New    Jersey    Terra    Cotta   Co 

agt  same.      (June  30,  1906) 4,075.00 

Same     property.       Braunfels,     Browning    &    Co 

agt    same.      (Aug,    1006) 311.08 

Same    property.      James    H    Ryan    et    al    agt 

same.      (June   29,    1906) 1,004.80 

Same    property.      Berry    B    Simons    et    al    agt 

same.      (June   29,    1908) 11,020.00 

Same   property.      Theodore   C   Wood   agt   same. 

(June    27,    1906) 9,079.00 

Same    property.      A    E    Klotz    Fireproofing    Co 

agt    same.      (July    25,    1900) 118.32 

Washington  av,  e  s,  108  n  168th  st.  Alfred 
Narsich    agt    The    Diamond    Construction   Co. 

(Oct    8.    1906) 142.00 

Washington   av,    e  s,    109.1   n   l(>8th   st.     Louis 

C  Rose  agt  same.      (Oct  4,  1906) 1,500.(X) 

-Riverside  av,  Nos  548  and  550.  Fowler 
Plumbing  &  Heating  Co  agt  Calvert  Con- 
struction   Co.      (July   14,    1906) 5,700.00 

Nov.  26. 
2d  av,  e  s,  whole  front  between  99th  and  100th 
sts.      M    Gruber    &    Son    agt    Hauben    Realty 

Co   et  al.      (Sept   7,    1906) 2,040.00 

Same    property.      Morris    Levenson    agt    same. 

(Sept.    7,    1906) 2,750.00 

Same    property.      Barron    &    Mayer    agt    same. 

(Sept    8.     1U06) 539.00 

Same  property.     Drady  &  Hutchings  agt  same. 

(Sept   6,    1906) 9,500.00 

Same    property.      Ike    Bloom   agt   same.      (Sept 

12,     1900) 625.00 

Same    property.      Louis    Bornstein    agt    same. 

(Sept   7,    1906) 2,324.25 

Same   property.     Thomas  J   Mooney  agt  same. 

(Sept     7     ;1906) , 3,040.00 

Same    property.      Siegel    &    David    agt    same. 

(Sept    7,     1906) 9,909.15 

99th    st,    n    s,    106   e   2d   av.      Siegel   &    David 

agt    same.       (Sept    7.    1906) 6.800.00 

2d    av.    No    2040.      Louis    Block    agt    Isaac    A 

Benequit   et   al.      (Sept    17.    1906) 260.00 

111th  St.  Nos  311  and  313  Bast.  Gatins  Fire- 
proof  Con    Co    agt    Busseno    Con   &   Building 

Co.       (July    13,     1906) 150.00 

^Jackson  av.   Nos  850  and  8<U.     D  Bravin  agt 

Isidore   Witkiud   et   al.      (Nov  22,    190<3) .  .78.80 
Broome    st.    No    207.      Bradspis    &    Alkoff    agt 

L  Schulman  et  al.     (Oct  8.   1900) 85.00 

86th  St.  Nos  200  and  208  Bast.  James  Mur- 
name    agt    Dennis    Keavy    et    al.      (Nov    16. 

1906)     553.10 

122d  St.  Nos  319  to  .525  West.  Edward  Smolka 
&     Co     agt     Krulewitch    Realty    Co    et    al. 

(Sept     24,     1906) 476.29 

St  Nicholas  av,  e  s,  154.10  n  153d  st.     Joseph 


Buellesbach    agt    John    J    Hearn    Con    Co    et 
al.       (Oct     13,     UMJO) 1,845.44 

Avenue  A.  Nos  14.36  and  1438.  Thomas  F 
McLaughlin  agt  John   Greenberg  &  Co.   (Nov 

16,    1906)     300.00 

Nov.   27. 

Avenue  A,  No  1437.  John  Geller  agt  John 
King  et  al.      (Aug  8,  lOOti) 100.00 

Delancey   st.    No   102.       Iguaz  Vogel  agt  Rosle 

^  Fillman.       (June    1,    19(.M!) 38.00 

-156th  st,  n  e  cor  Trinity  pi.  Parshelsky 
Bros  agt  Julius  Lieberman  et  al.  (Nov  14, 
1906)    2,649.45 

-'134th  st,  s  s.  100  w  Amsterdam  av.  Robin- 
son Stoneware  Co  agt  Joseph  Rosenthal  et 
al.      (Oct    24.    1906)    668.15 

141  h  st.  No  316  East.  The  Maintenance  Co 
agt  Samuel  L  Bueck.     (Sept  26.  1906). .  .163.73 

2d  av,  e  s,  whole  front  between  99th  and 
100th  sts.  Guarantee  Electric  Co  agt  Hau- 
ben  Realty  Co.      (Sept  12,    1906) 700.00 

Same  property.  Leon  Noel  agt  same.  (Sept 
21,     1906)     2,022.50 

33>h  st,  Nos  3:i3  to  345  East.  New  Jersey 
Terra  Cotta  Co  agt  Hauben  Realty  Co  et  al. 
(Sept    7,     imXi) 1,625.00 

llSth  st,  Nos  316  and  318  East,  T  Cangelosl 
et  al  agt  Jacob  Bobrow.  (Sept  15,  1906) . . 
182.35 

Lexington  av,  w  s,   whole  front  between  130th 
and    131st   sts.      New   Jersey   Terra   Cotta   Co 
agt  Hauben  Realty  Co.     (Sept  7,  1906)  .2,200.00 
Nov.    28. 

Intervale  av,  e  s,  75  n  Kelly  st.  John  W 
Dunian  agt  Arch  Realty  &  Con  Co.  (Nov 
8.    1900)    46.05 

85th  st,  Nos  2.32  and  254  West.  John  D  Jim- 
merson  agt  Mary  P  Gage.  (Sept  14,  1906). 
38.96 

=.S<jth  St.  s  s.  287  w  8th  av,  25x100.  Herring- 
bone Metal  Lath  Co  agt  Fleischman  Realty 
&   Con    Co.      (Nov   2,    1906) 762.95 

11th  st,  Nos  57  to  61  West.  Ferdinand  Tos- 
cani  et  al  agt  John  Doe  et  al.  (Nov  15, 
1906)     320.00 

175th  st,  n  s,  182  w  Amsterdam  av.  Church 
E  Gates  &  Co  agt  Isaac  Evans  et  al.  (Sept 
14,    1906)    1.802.94 

Same  property.  Rudolf  Sens  agt  Evans  Bros. 
(Sept    14,    1906)     825.00 

Same   property.      Reisler   &    Klein   agt   same. 
(Sept   13,   190G)    1,275.00 

Same  property.  John  M  Dempsey  et  al  agt 
same.     (Sept  13,  1900)   1,250.00 

Same  property.  Empire  City  Wood  Working 
Co   agt  same.      (Sept  15,   1906) 3,150.00 

Same  property.  Peter  Meister  agt  same.  (Sept 
14,  1906)    225.00 

Same  property.  Sherman  Contracting  Co  agt 
same.     (Sept  17,  1906)    315.00 

Gleason  av,  s  w  cor  175th  st.  John  Schwallen- 
berg  agt  Anna  Kreutzer  et  al.  (Sept  11, 
1906)    716.00 

Same  property.  Unionport  Lumber  &  Mfg  Co 
agt  same.      (Sept  6,    1906)    194.47 

Same  property.  Chas  C  Koenig  agt  same. 
(Sept    28,    1906)    14.43 

Same  property.  Same  ag  tsame.  (Sept  28, 
1906) 250.00 

46th  st,  n  s,  205  e  6th  av,  .5.5x100.5.  Emll  W 
Klappert  agt  Langham  Realty  Co  et  al.  (Sept 
11,   1906)    35,968.00 

2d  av,  e  s,  whole  front  between  99th  and  100th 
sts.  Frank  Steyskal  agt  Hauben  Realty 
Co  et  al.     (Sept  7.  1906)   5,685.00 

Same  property.  Thomas  P  McLaughlin  agt 
same.      (Sept    7.    1906)     900.00 

•Discharged  by  order  of  Court, 
'Discharged   by  deposit. 
'Discharged   by  bond. 

♦ 
ATTACHMENTS. 

Nov.    23. 
John    L    Nelson    &    Bro   Co;    National   Lead   Co; 

.i;965,12;   N   Barbach. 
Same:    Wadsworth,    Howland    &    Co;    $1,471.90; 
Williams  Polsom  &  Strouse. 
.  Nov.    24. 

Baron,  Bernard;  Darius  V  Moses;  $25,000;  B  W 

Murphy. 
May,  Jessica;  Henry  H  Tyson  Co;  $202.04;  T  W 
Henry. 

* 

CHATTEL  MORTGAGES. 

Nov.   23,   24,   26,    27  and   28. 
AFFECTING  REAL  ESTATE. 

Acme  Building  Co.  30  E  20th.  .National  Ele- 
vator Co.     Elevator.  $3,350 

Piqueron,  G  H.  15  W  17th.  .Nat  Elevator  Co. 
Elevator.  3,350 

Perlitch,  J.  619  E  181st.  .Colonial  Chandelier 
Wks.      Gas    Fixtures,    Ac.  225 

Sugarman  &  Click.  730-732  Prospect  av.  .L  H 
Mace  &  Co.     Refrigerators.  160 

Smith  &  Preedman.  120th  st.  between  1st  and 
2d  avs.. Century  Gas  &  Electric  Fix  Co. 
Gas    Fixtures.  120 

Villaume,    H.      Crotona    Park    East,    between 

Prospect  av   and  Wilkins   pi. . .     Mantels, 

&c.     2,100 

For  other  Lis  Pendens,  Foreclosure  Suits, 
Judgments,  Satisfied  Judgments,  Mechanics' 
Liens,  Building  Loan  Contracts,  Satisfied  Me- 
chanics' Liens,  etc.,  see  page  936. 
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"A 


S  a  nation,"  says  President  Roosevelt  in  the  annual 
message  which  he  submitted  to  Congress  on  Tues- 
day, of  this  week,  "we  still  continue  to  enjoy  a  literally  un- 
precedented prosperity."  This  is  almost  platitudinous.  Our 
prosperity,  shown  in  the  enormous  development  of  business 
and  extraordinary  railroad  earnings,  has  certainly  not  been 
fully  reflected  in  Wall  Street,  for  there  has  been  another 
week  of  ups  and  downs  and  irregularity  in  the  stock  market 
with  exasperatingly  high  rates  for  money.  In  a  sense,  there 
is  nothing  to  be  alarmed  at  in  the  President's  message.  Leg- 
islation that  he  urges  is  not  unfriendly  to  stock  speculation, 
and  to  some  extent  has  already  been  discounted.  It  is 
claimed  that  nothing  that  this  Congress  may  do  in  its  present 
session  is  likely  to  cause  a  scare,  as  has  so  frequently  been 
the  case  with  other  Congresses,  so  that  when  adjournment 
took  place  the  business  and  financial  world  breathed  more 
freely.  Yet,  so  long  as  there  is  uncertainty  about  money, 
no  matter  how  favorable  otherwise  fundamental  conditions 
may  be,  it  is  impossible  to  avoid  a  feeling  of  disquietude. 
Money  is,  of  course,  manipulated  by  those  who  control  it  for 
their  own  purposes.  At  the  most  the  call  rate  should  not 
exceed  8  per  cent.,  yet  it  went  during  the  week  well  into 
the  thirties.  As  a  financial  writer  says,  "anything  above  S 
per  cent,  is  due  entirely  to  the  calling  of  loans  from  little 
men  in  order  to  furnish  6  per  cent,  money  to  big  men." 
Naturally  some  solution  of  the  problem  and  crumbs  of  com- 
fort were  looked  for  in  Secretary  Shaw's  annual  report,  sent 
to  Congress  and  made  public  on  Wednesday,  of  this  week. 
He  discusses  the  question  of  currency  reform  like  most  of 
his  predecessors,  but  there  is  really  nothing  definite  or  re- 
assuring in  his  conclusions.  Annual  Treasury  reports  have 
always  advocated  a  change  in  the  existing  law  for  the  past 
fifty  years,  apparently  without  result.  All  that  can  be 
gathered  from  Secretary  Shaw's  message  is  that  it  is  not  his 
intention  to  extend  monetary  relief  just  now,  or  until  there 
is  real  necessity  for  it.  That  the  Secretary  of  the  Treasury 
is,  however,  not  unmindful  of  the  situation  is  evidenced  by 
the  fact  of  the  announcement  that  he  would  anticipate  the 
interest  on  the  government  debt  up  to  May  1,  thus  releasing 
about  $12,000,000  from  the  Treasury,  and  affording  some 
Blight  aid  to  the  money  market.  The  declaration  of  a  quarter- 
ly dividend  of  1  Vz  per  cent,  of  the  New  York  Central  Railroad 
placing  it  on  a  6  per  cent,  basis,  had  the  effect  of  causing 
a  decline  in  the  stock,  showing  that  the  increase  had  been 
anticipated  by  operators.  United  States  Steel  and  some 
other  issues  have  remained^firm,  and  this  in  the  face  of  high 
money.  When  Treasury  or  other  substantial  relief  comes, 
if  it  ever  comes  so  as  to  eliminate  the  element  of  doubt, 
there  is  every  reason  to  believe  that  much  higher  prices  will 
"be  seen  in  the  stock  market. 


TRANSACTIONS  in  real  estate  during  the  week  have  been 
characterized   by  noticeable  activity  in   small   proper- 
ties, particularly  in  that  part  of  the  borough  south  of  Forty- 
fifth  street,  with  the  buying  evenly  distributed  between  the 
^.ast.and  west  sides,  and  with  nearly  every  street  between   3d 
■C.1-;  ijtii}  jn.»;ny;;j.- . 


and  Forty-fifth  represented  in  the  business,  altogether  indi- 
cating increasing  confidence  on  the  part  of  speculators  in  the 
immediate  future  of  real  property  within  these  limits.  The 
really  notable,  as  well  as  the  most  significant  transaction  of 
the  week  was  the  purchase  of  a  large  tract  of  land  near  Fort 
Schuyler,  involving  some  210  acres  in  a  part  of  the  city  hav- 
ing exceptional  attractions  and  certain  in  the  future  of  a  fine 
development;  while  the  sale  of  the  northeast  corner  of  Broad- 
way and  Sixty-second  street,  in  the  automobile  district,  for 
$660,000,  was  the  largest  in  the  central  section  of  the  town. 
In  the  middle  of  the  week  attention  was  attracted  by  a  rumor 
of  the  sale  of  the  Fifth  Ave.  Hotel  at  a  valuation  approach- 
ing seven  million,  and  it  has  not  altogether  been  withdrawn 
since  the  denial  of  the  rumor.  Real  estate  brokers  continue 
to  experience  difficulty  in  closing  contracts  involving  large 
considerations,  owing  to  the  continued  stringency  of  the 
money  market.  With  building  construction  being  brought 
within  the  limitations  of  the  winter  season,  a  falling  off  in 
the  sales  of  common  brick  is  reported,  and  at  the  same  time 
somewhat  higher  quotations,  on  announcements  from  the  up- 
per Hudson  that  the  river  is  closing,  and  that  the  principal 
towing  companies  will  not  accept  orders  for  points  north  of 
Kingston.  Boats  loaded  with  supplies  of  material  for  winter 
consumption  are  being  covered  up  at  the  piers.  The  cement 
market  likewise  is  taking  on  the  quiet  aspects  of  the  winter 
season,  with  no  marked  change  in  prices  since  the  sharp  de- 
cline of  a  month  ago;  and  lumber,  being  in  strong  hands,  is 
maintained  at  the  highest  level  of  values  of  the  year. 


EVIDENCE  continues  to  accumulate  that  the  business 
development  at  Madison  avenue,  between  Twenty-sixth 
and  Thirty-fourth  streets,  is  near  at  hand.  An  unusual  num- 
ber of  sales  are  being  reported  on  that  part  of  the  avenue, 
and  last  week  an  important  firm  of  decorators,  hitherto  situ- 
ated on  Fifth  avenue,  leased  the  corner  of  Madison  avenue 
and  Thirty-second  street.  This  transaction  suggests  that 
Madison  avenue  may  develop  along  lines  of  Fifth  avenue 
north  of  Twenty-sixth  street,  instead  of  along  the  lines  of 
Fifth  avenue,  south  of  Twenty-third  street — that  it  may  be  oc- 
cupied by  the  retail  instead  of  by  the  wholesale  trade.  The 
Record  and  Guide  has  believed  hitherto  that  it  was  better 
adapted  to  wholesale  than  to  retail  purpose,  particularly  as 
this  wholesale  business,  now  that  it  has  filled  up  lower  Fifth 
avenue,  needs  a  new  avenue  to  occupy.  But  this  anticipation 
may  prove  to  be  incorrect.  The  enormous  rents  which  now 
prevail  on  Fifth  avenue  may  induce  important  retail  firms 
to  move  to  Madison  avenue  instead  of  to  the  side  streets.  On 
Madison  avenue  they  could  obtain  the  necessary  floor  space 
at  less  than  half  the  cost,  and  for  certain  well-established 
houses  a  location  on  Madison  avenue  would  serve  almost  as 
well.  We  should  not  be  at  all  surprised  to  witness  some  time 
during  the  winter  or  coming  spring  the  announcement  that 
one  of  the  big  retail  houses  situated  south  of  Twenty-third 
street  had  purchased  a  site  on  Madison  avenue.  The  removal 
of  Altman  &  Co.  to  Thirty-fourth  street,  and  the  opening  of 
the  new  McCreery  store  on  the  same  street  have  both  proved 
to  be  big  popular  successes,  and  will  in  time  compel  imitation. 
Except  in  the  case  of  one  parcel,  it  is  now  practically  impos- 
sible to  obtain  locations  either  on  Fifth  avenue  or  in  Thirty- 
fourth  street;  and  it  may  well  be  that  the  retail  houses  will 
find  Madison  avenue  the  best  available  substitute.  In  case 
they  discovered  that  avenue  to  be  adapted  to  their  purposes, 
they  could,  of  course,  crowd  out  the  wholesale  business,  be- 
cause they  could  afford  to  pay  larger  rents.  An  emphatic 
drift  either  one  way  or  the  other  will  probably  be  developed 
within  the  next  few  months,  and  the  speculators  will  jump 
in  for  the  purpose  of  getting  some  share  .of  the  increase  in 
value.  Prices  on  Madison  avenue  will  never  reach  the  high 
level  which  prevails  on  Fifth  avenue,  but  they  may  well  ad- 
vance to  as  much  as  half  that  level — which  would  offer  a  sub- 
stantial margin  of  profit  to  speculators. 


THERE  is  pending  before  the  Board  of  Aldermen  an 
ordinance  imposing  a  fine  of  $25  upon  any  owner  of 
a  building  in  the  Borough  of  Manhattan  who  shall  not  cause 
"the  street  number  of  the  same  to  be  plainly  and  legibly 
displayed  in  such  manner  that  the  same  may  be  seen  and 
read  from  the  sidewalk  in  front  thereof  at  all  times  during 
the  day  and  night."  Pending  action  upon  the  matter  the 
claim  is  made  that  this  ordinance  should  not,  if  adopted,  be 
confined  in  its  operations  to  Manhattan,  and  the  Postmaster 
of  Brooklyn,  Postmaster  Roberts,  has  filed  a  declaration  to 
the  effect  that  the  extension  of  the  ordinance  to  cover  that 
borough  would  be  of  benefit.  He  adds  that  "such  display 
of   numbers    would   be   appreciated   by   the   carriers   of   the 
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Brooklyn  Postoffice,  and  would  greatly  facilitate  the  delivery 
of  mail."  The  present  method  of  house  numbering  in  New- 
York  is  subject  to  a  good  deal  of  censure,  for  the  reason 
that  a  considerable  number  of  houses,  particularly  apartment 
houses,  display  no  numbers  whatever,  while  tenement  houses 
have  usually  small  tin  signs  out  of  the  line  of  vision,  and 
private  houses  have  generally  the  numbers  displayed  either 
on  a  fanlight,  through  which  they  are  invisible  at  night,  or 
on  doorplates,  which  are  undecipherable  day  or  night.  The 
present  ordinance  requires  only  that  there  should  be  a  num- 
ber— the  right  number — shown,  but  it  is  usually  so  shown 
as  to  be  visible  only  by  day,  if  then.  Thus  inquiries  by  night 
for  street  numbers  are  rendered  more  difficult  in  New  York 
than  in  most  other  cities.  Postmaster  Willcox  has  written 
approvingly  of  the  proposed  ordinance  as  follows:  "I  am 
heartily  in  favor  of  this  measure,  as  it  will  undoubtedly  be 
of  benefit  to  letter-carriers,  and  facilitate  the  delivery  of 
mail." 


The  Subway  Extensions. 

IT  is  iinally  announced  that  the  Rapid  Transit  Commission 
will,  at  an  early  date,  advertise  for  bids  on  the  four  new 
subways — that  is,  on  the  so-called  Lexington  avenue,  Sev- 
enth avenue.  Third  avenue  and  Eighth  avenue  routes,  and 
the  reason  given  by  the  commission  for  expediting  the  offer 
of  these  franchises  is  the  desire  on  its  part  to  get  the  bids 
in  before  the  Legislature  adjourns.  They  wish  the  Legisla- 
ture to  be  in  session  when  the  bids  are  received,  so  that  if 
no  satisfactory  offers  are  secured  under  the  amended  law 
the  provisions  of  the  act  can  be  modified  for  the  purpose  of 
making  the  terms  more  acceptable  to  intending  bidders. 
The  Record  and  Guide  fully  agrees  with  the  Rapid  Transit 
Commission  that  no  delay  should  he  Incurred  in  offering  the 
new  routes  to  public  competition,  and  we  regret  that  the 
Board  of  Estimate  has  not  acted  more  promptly;  but  we  dis- 
sent absolutely  from  the  reasons  which  are  given  for  this  expe- 
dition. Even  if  no  responsible  bidders  are  willing  to  accept 
the  new  subways  under  the  terms  offered  by  the  law,  the 
city  authorities  should  be  in  no  hurry  to  have  the  law 
amended.  Should  no  bidders  appear,  it  will  simply  mean 
that  the  Interborough-Metropolitan  combination  believes  that 
it  holds  the  boroughs  of  Manhattan  and  the  Bronx  in  its  grip 
and  can  use  its  power  to  extort  unfair  terms.  According  to 
all  experience  in  other  large  cities,  such  as  Paris,  a  lease 
of  twenty  years,  with  a  renewal  almost  as  long,  offers  private 
capital  abundant  opportunities  for  Investment;  and  if  no 
capitalists  are  tempted,  the  only  inference  is  that  the  capital- 
ists interested  are  seeking  for  extortionate  profits.  The  ex- 
isting law  provides  for  just  such  a  contingency  by  enabling 
the  city  to  construct  subways  itself,  and  we  believe  that 
under  such  conditions  the  city  should  decide  to  exercise  that 
right.  It  is  really  too  bad  that  the  Rapid  Transit  Commis- 
sioners are  unwilling  loyally  to  accept  the  law,  which  they 
are  sworn  to  execute,  and  that  they  inform  August  Belmont 
and  others,  in  advance,  that  the  law  will,  if  necessary,  be 
modified  to  suit  the  interest  of  the  traction  corporations. 

The  policy  which  the  city  ought  to  adopt  is  perfectly  obvi- 
ous, and  can  be  deduced  from  a  candid  consideration  of  ex- 
isting conditions.  Bids  should  be  asked  as  soon  as  possible 
for  the  construction  -and  operation  of  the  several  routes. 
We  are  willing  to  risk  the  prediction  that  these  offers  will 
not  be  entirely  rejected,  even  by  Mr.  Belmont.  It  seems 
probable  that  bids  will  be  received  for  the  Lexington  and 
Seventh  avenue  routes,  which  complete  the  existing  Subway 
system,  but  it  is  also  probable  that  the  Transit  Company  will 
refuse  to  build  the  subways  on  Third  and  Eighth  avenues, 
which  constitute  an  independent  and  competing  system.  If 
such  should  be  the  case,  the  city  ought  to  accept  the  bids  for 
the  Lexington  and  Seventh  avenue  subways,  even  though  the 
other  tunnels  remain  unconstructed  for  the  present.  The 
Lexington  and  Seventh  avenue  subways  will  practically 
double  the  capacity  of  the  existing  system,  and  they  will 
enable  the  Interborough  Company  to  improve  very  much  the 
service  which  the  Bronx  now  obtains.  The  city  should  be 
satisfied  with  this  result  for  the  time  being;  but  it  should 
also  guard  against  the  indefinite  postponement  of  the  con- 
struction of  the  Third  and  Eighth  avenue  routes.  It  should 
demand  some  guarantee  from  the  Subway  Company  that 
these  additional  routes  be  built  within  five  years.  An  ar- 
rangement of  this  kind  would  be  highly  advantageous  both 
to  the  Interborough  Company  and  the  City.  It  would  enable 
the  company  to  keep  Its  existing  monopoly  for  at  least  thirty- 
five  years;  and  it  would  provide  the  best  transit  service  for 
the  people  of  New  York  which  can  be  obtained  under  exist- 
ing  conditions,   together   with   a  proipfs^   of  steady  future 


improvement.  To  refuse  such  terms  would  be  a  piece  of 
crass  stupidity  on  the  part  of  Mr.  Belmont  and  his  associates. 

If,  however,  the  Interborough  officials  should  be  en- 
couraged by  the  Rapid  Transit  Commission  to  refuse  such  an 
opportunity  in  the  hope  of  securing  better  terms,  the  city  has 
in  its  power  a  most  effective  retort.  It  can  provide  immedi- 
ately for  the  construction  of  an  independent  municipal  sub- 
way system.  Of  course,  the  objection  will  be  made  that  the 
debt  margin  is  too  small  for  such  an  expenditure,  but  this 
objection  will  not  bear  examination.  It  is  true  that  the  city 
could  hardly  commit  itself  to  the  expenditure  of  the  whole 
$125,000,000  which  the  four  proposed  subways  will  cost;  but 
there  is  no  need  to  construct  all  these  subways.  All  the  city 
needs  to  build,  in  order  effectively  to  compete  with  the  Inter- 
borough Company,  is  a  four-track  belt  line  on  Eighth  and 
Third  avenues,  connected  by  crosstown  subways  at  Canal, 
Fourteenth,  Twenty-third,  Thirty-fourth,  Forty-second,  Fifty- 
ninth  and  One  Hundred  and  Twenty-fifth  streets.  Such  a 
system,  with  elevated  extensions  in  the  Bronx,  would  be  com- 
plete in  Itself,  would  be  capable  of  economic  operation,  and 
would  give  the  people  of  Manhattan  and  the  Bronx  a  most 
useful  addition  to  their  means  of  transit.  It  could  be  con- 
structed, probably,  for  $60,000,000  or  $70,000,000,  and  such 
an  expenditure  is  not  beyond  the  available  means  of  the  city. 
Even  the  Comptroller  places  the  debt  margin  at  about  the 
foregoing  sum;  and  the  limit  could  be  increased  by  a  mod- 
erate increase  of  the  assessed  valuation  of  real  estate.  The 
expenditure  would  be  distributed  over  five  or  six  years,  and 
by  a  careful  husbanding  of  its  resources,  the  Finance  Depart- 
ment would  have  no  difficulty  in  meeting  the  obligation.  The 
city  has  every  reason  to  adopt  this  alternative  in  case  the 
Interborough  Company  refuses  to  come  to  terms.  The  only 
way  to  bring  these  companies  to  terms  is  to  fight  them  vigor- 
ously, just  as  Chicago  has  done,  and  the  city  is  fully  armed 
for  the  purpose.  It  may  be  added  that  after  such  a  subway 
was  constructed,  and,  if  necessary,  equipped,  it  could  be 
leased  to  an  operating  company  for  a  sum  which  would  more 
than  pay  the  interest  on  the  bonds,  and  at  the  same  time  pro- 
vide a  Sinking  Fund  for  their  extinction  at  maturity. 

Such  is  the  policy  which  the  city  ought  to  adopt;  and  unless 
we  are  very  much  mistaken,  it  is  the  policy  which  Mayor  Mc- 
Clellan  will  insist  upon  adopting.  It  is  fortunate,  indeed, 
that  the  Mayor  at  least  has  a  clear  understanding  of  what 
the  city's  interests  are,  and  how  they  can  best  be  served.  In 
case  no  bids  are  obtained,  it  is  not  the  Rapid  Transit  Act 
which  should  be  amended;  it  is  the  Rapid  Transit  Commis- 
sion, which  should  be  reformed.  It  would  be  absurd  to  keep 
a  commission  in  office  which  lags  so  far  behind  the  public 
opinion  of  the  city,  and  which  is  so  willing  to  sacrifice  the 
interests  of  the  city  to  those  of  a  private  corporation.  The 
failure  to  obtain  bids  could  be  traceable  to  one  cause  only. 
The  commission  and  its  counsel,  Mr.  Boardman,  have  notified 
the  Interborough  Company  that  no  bids  are  expected  under 
the  existing  law,  and  that  if  no  bids  are  received  the  com- 
mission will  work  overtime  to  have  the  law  amended;  and, 
as  a  consequence  of  this  announcement,  it  may  be  that  the 
Interborough  Company  will  be  foolish  enough  to  refuse  to 
bid.  But  in  that  event  the  company  should  be  taught  that 
the  Rapid  Transit  Commission  no  longer  represents  the  city. 
Suppose  the  alternative  policy  had  been  proclaimed.  Suppose 
that  notice  had  been  served  on  the  company  that  if  no  bids 
were  received  the  city  would  immediately  begin  the  construc- 
tion of  an  independent  competing  system,  it  is  obvious  to  any 
fair-minded  man  that  the  Interborough  Company  would,  in 
self-protection,  be  obliged  to  bid.  It  is  very  much  to  be  hoped 
that  the  Mayor  will  clearly  announce  the  policy  he  intends 
to  pursue  should  no  satisfactory  bids  be  received,  and  that 
his  policy  will  then  be  a  declaration  of  war  against  both  the 
Interborough  Company  and  the  Rapid  Transit  Commission. 


Suggestion  for  Amending  the  Recording  Tax. 

Editor    Record  and   Guide: 

Will  not  an  addition  to  section  294,  of  the  Recording  Tax  Law, 
drafted  along  the  following  lines,  make  the  expensive  re-issuing 
of   hundreds  of   thousands   of  old   mortgages  unnecessary? 

(a)  On  mortgages  recorded  between  Jul}-  1,  1905,  and  July  1, 
1906,  the  recording  officer  of  the  county  will,  upon  receipt  of  the 
difference  between  the  amount  paid  as  mortgage  tax  thereon,  ' 
and  the  amount  of  tax  payable  under  chapter  532  of  the  Laws  of 
1901),  stamp  upon  the  mortgage  and  upon  the  record  thereof, 
over  his  si.?nature,  official  title  and  current  date,  the  words 
"  Recording  Tax  paid,"  and  such  notation  shall  relieve  said 
mortgage  from  further  tax.  If  there  be  no  difference  between 
the  amount  paid  at  time  of  recording  and  the  amount  of  tax 
payable  under  chapter  532,  Laws  of  1900,  the  recording  officer 
of  the  county  will,  upon  request,  stamp  the  inatrtjment  an^  the 
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record  thereof  as  designated  in  the  preceding  paragraph,  and 
such  notation  shall  relieve  said  mortgage  from  further  taxation, 
(b)  On  mortgages  recorded  prior  to  July  1,  1005,  the  record- 
ing officer  of  the  county  will,  upon  receipt  of  fifty  cents  for 
each  one  hundred  dollars  and  each  remaining  major  fraction 
thereof  of  principal  debt  or  obligation  which,  at  the  time,  is, 
or  under  any  contingency  may  bo  secured  by  said  mortgage  on 
real  property  situated  within  the  county,  stamp  upon  said  mort- 
gage and  upon  the  record  thereof,  over  his  signature,  official 
title  and  current  date,  the  words  "  Recording  Tax  paid,"  and 
such  notation  shall  relieve  said  inortgage  from  further  taxation. 

CHARLE.S  A.  HAVILAND. 


The  Present  Mortgage  Market. 

IT  is  needless  to  say  that  the  mortgage  market  is  tight  and 
that  this  state  of  affairs  has  prevailed  tor  some  time. 
1 11 'my  opinion  this  tightness  may  be  attributed  to  possibly 
half  a  dozen  different  reasons.  I  will  endeavor  to  set  forth 
what  I  consider  the  two  most  important  causes:  Firstly, 
Greater  New  York  has  in  the  past  three  years  experienced 
a  building  boom  sucli  as  has  never  been  known  in  its  history, 
and  I  doubt  in  the  history  of  any  other  large  city  in  the 
world.  This  in  itself  has  caused  a  tremendous  drainage 
upon  the  funds  used  for  bond  and  mortgage  purposes,  and  I 
positively  consider  the  building  movement,  to  the  extent 
to  which  it  has  been  carried  on,  absolutely  unwarranted. 

We  will  take  for  an  example  a  plot  of  ground  comprising 
three  city  lots,  each  25x100.  We  will  assume  that  these 
lots  are  worth  $15,000  each,  making  a  total  value  of  $45,- 
000.  The  highest  possible  mortgage  a  plot  of  this  nature 
would  command,  let  us  assume  to  be  707c.,  which  equals  a 
little  less  than  $32,000.  Flat  houses  or  tenements  are 
erected  on  this  plot,  which,  if  of  a  five-story  nature,  would 
cost  to  build  not  less  than  $900  a  running  foot,  which  would 
bring  the  total  value  of  land  and  building  together  up  to 
about  $115,000.  Under  ordinary  conditions  a  parcel  valued 
at  $115,000  there  would  be  little  difficulty  in  obtaining  70% 
of  the  value  on  mortgage,  which  would  amount  to,  in  the 
neighborhood  of,  $80,000. 

It  is  easy  to  see  that  this  plot,  when  unimproved,  com- 
mands a  mortgage  of  $32,000,  and  when  its  improvement  is 
accomplished  it  will  command  a  mortgage  of  $80,000,  a 
difference  arising  of  about  $48,000  on  every  seventy- 
five  feet  of  vacant  land  built  upon  in  the  Boroughs 
of  Manhattan,  the  Bronx  and  Brooklyn.  This  in  Itself, 
as  can  be  plainly  seen,  has  been  an  enormous  drain  on 
all  available  mortgage  money.  There  have  been  hundreds 
of  other  cases  where  the  ratio  of  additional  mortgage  money 
per  sevenfy-five  feet,  as  set  forth  in  the  foregoing  example, 
have  been  far  greater  than  $48,000,  owing  to  the  fact  of  the 
land  value  being  considerably  higher,  necessitating  the  erec- 
tion of  high  class  apartment  houses,  office  buildings,  hotels, 
etc.  Of  course,  a  great  deal  to  do  with  the  above  building 
boom  has  been  caused  by  the  builders  being  able  to  dispose 
of  their  operations  many  months  before  the  actual  comple- 
tion of  the  buildings.  This  state  of  affairs  gave  them  unwar- 
ranted courage,  and  at  the  same  time  induced  various  indi- 
viduals to  engage  in  the  building  business  who  never  knew 
the  cost  of  a  thousand  bricks. 

Secondly,  I  can  positively  state  that  there  have  been 
thousands  of  people,  each  having  from  $500  to  possibly 
$5,000  on  deposit  in  different  savings  banks  and  trust  com- 
panies in  New  York.  These  deposits,  in  90%  of  the  cases,  have 
been  left  lying  absolutely  dormant  anywhere  from  two  to 
twenty  years.  These  depositors  have  been  induced  to  with- 
draw their  savings  and  invest  them  in  suburban  lots  or 
homes  (I  do  not  mean  to  imply  that  these  small  investors 
have  in  any  manner,  shape  or  form  made  undesirable  invest- 
ments, as  I  personally  believe  in  the  future  of  all  suburban 
property  within  a  radius  of  about  thirty  miles  from  New 
York)  ;  in  consequence  there  have  been  millions  subtracted 
from  the  treasuries  of  the  above  institutions.  We  all  know 
that  savings  banks  and  trust  companies  have  their  way  of 
figuring  what  loans  shall  be  placed  on  bond  and  mortgage 
per  annum,  the  extent  of  these  loans  largely  depending  upon 
their  deposits  on  hand.  Subtract  millions  from  such  de- 
posits and  it  is  only  natural,  in  fact,  it  is  imperative  that 
they  either  cut  down  their  yearly  allotment  of  cash  for  bond 
and  mortgage  purposes  or  decline  indefinitely,  as  some  of 
them  have  done,  to  make  loans,  and  in  many  cases  they  have 
not  only  raised  the  rate  of  their  present  overdue  mortgages 
from  4%  to  41/2%  and  from  iVsVc  to  5%,  but  also  several  of 
the  banks  and  trust  companies  have  found  it  expedient  or 
necessary  to  call  in  such  past  due  mortgages.  Scores  of 
large  suburban  land  companies  started  this  movement  by  an 
f  normpus  amount  of  advertising,  thousands  of  people  being 


induced  to  visit  certain  sections  through  the  fact  that  their 
transportation  was  free,  many  of  them  having  no  intention 
to  purchase,  but  took  the  trip  more  as  a  pleasure  one  than 
a  serious  business  proposition  such  as  it  was,  with  the  result 
that  the  ratio  of  exflux  of  money  was  far  in  excess  of  the 
influx,  b^  reason  of  the  disturbed  normal  banking  conditions, 
due   to   this   cyclonic   suburban   movement. 

As  to  the  future  of  the  mortgage  market,  it  is  the  general 
belief,  though  I  seldom  hear  a  reason,  that  money  will  be 
much  easier  after  the  first  of  the  year,  but,  personally,  I  am 
of  the  opinion  that  it  will  take  at  least  from  nine  to  twelve 
months  before  we  are  able  to  enjoy  the  conditions  of  the 
mortgage  market  such  as  we  experienced  two  years  ago.  I 
arrive  at  this  conclusion  from  the  fact  that  millions  of  dol- 
lars are  gradually  finding  their  way  into  the  mortgage  mar- 
ket channels  by  estates  which  in  the  past  have  never  made 
leans  and  are  now  only  doing  so  by  reason  of  the  new  half 
per  cent,  recording  tax  law.  In  addition  to  which  the  large 
life  insurance  companies  are  feeling  much  more  kindly 
toward  first  class  mortgages  than  in  the  past.  This  is  a 
very  important  factor  toward  easier  money,  in  fact,  the  pres- 
ent disturbed  conditions  must,  like  water,  ultimately  find 
their  normal  level. 

JOHN  A.  GOODWIN. 


Is  Your  Mortgage  Safe? 

A  dealer  in  real  estate  has  appealed  to  the  Real  Estate  Board 
of  Brokers  for  advice  in  the  following  premises: 

Certain  real  estate  was  purchased  at  public  auction  ?ale  in 
May,  1900.  Title  thereto  was  taken  the  following  month  sub- 
ject to  a  mortgage  of  $45,000  with  interest  at  the  rate  of  41/2 
per  cent  per  annum,  which  mortgage  was  then  held  by  an 
estate.  During  July,  1902,  this  mortgage  was  reduced  to 
$.'?0.000,  and  the  time  for  its  payment  was  extended  to  October, 
lOO.'i,  with  interest  at  the  rate  of  4  per  cent  per  annum.  In 
October,  19UG,  a  title  company  to  whom  the  mortgage  wais  as- 
signed extended  the  time  for  the  payment  for  a  period  of  five 
years,  making  the  same  oome  due  and  payable  in  October, 
1910.     This  extension  agreement  contained  the  following  clause: 

"In  event  of  the  passage  of  any  law  of  the  State  of  New 
York  deducting  from  value  of  land  for  the  purposes  of  taxation 
any  lien  thereon,  or  changing  In  any  way  the  laws  now  in  force 
for  the  taxation  of  mortgages  or  mortgage  debts  for  State  or 
local  purposes,  or  the  manner  of  the  collection  of  any  such  taxes, 
the  holder  of  said  mortgage  and  of  the  debt  which  it  secures 
shall  have  the  right  to  give  thirty  days  written  notice  to  the 
owner  of  the  land  covered  by  said  mortgage  requiring  the  pay- 
ment of  the  mortgage  debt.  It  is  hereby  agreed  that  if  such 
notice  be  given  the  .said  debt  shall  become  due,  payable  and 
collectible  at  the  expiration  of  said  thirty  days;  provided,  how- 
ever, that  if  and  so  long  as  the  owner  of  said  land  lawfully 
may  and  shall  pay  all  taxes  that  may  from  time  to  time  after 
the  passage  of  such  above  mentioned  law,  accrue  or  be  im- 
posed upon  said  mortgage  or  on  the  debt  which  it  secures,  said 
mortgage  shall  remain  in  force  and  the  maturity  of  the  debt 
.shall  be  postponed  as  if  no  such  law  had  been  passed." 

In  November,  lOUIJ,  the  following  communication  was  received 
from  a  trust  company  to  whom  the  mortgage  had  been  assigned 
by  the  title  company: 
John  Doe,  Esq.,  etc.,  New  York: 

Dear  Sir — We  address  you  as  the  present  owner  of  the  prop- 
erty mentioned  beiow  for  the  purpose  of  notifying  you  that 
payment  is  required  within  thirty  days  of  principal  and  interest 
to  date  of  payment  of  mortgage  for  $30,000  made  by  Blank 
Trust  Company,  trustee  on  premises  99  East  99th  st.  New  York. 
Said  mortgage  became  due  October,  1910,  with  right  reserved 
to  mortgagee  in  event  of  mortgage  tax  legislation  being  enacted 
to  declare  the  principal  due  and  payable. 

The  present  demand  is  based  upon  said  provision.  In  case 
you  desire  to  make  a  new  mortgage  on  same  premises  of  like 
amount  for  three  or  five  years  at  5  per  cent,  interest,  and  the 
recording  tax — ^you  to  also  pay  the  cost  of  new  appraisal  and 
expenses  of  making  new  mortgage  and  bringing  title  down — 
we  are  willing  to  consider  application.  Please  advise  at  once 
in  caise  you  elect  to  coniinue  the  loan  on  terms  and  in  manner 
above  indicated,  other\\ise  we  will  understand  that  the  mort- 
gage will  be  paid  off  on  date  mentioned.     Yours  truly, 

Richard  Roe,  Trust  Officer. 

Conflicting  opinions  have  been  received  from  attorneys  high 
in  practice  'in  real  estate  and  corporate  law  as  to  the  power 
of  the  trust  company  to  call  in  this  mortgage  under  the  cir- 
cumstance.s.  The  Real  Estate  Board  of  Brokers  therefore  in- 
vito owners,  operators,  brokers  and  all  others  interested  to 
meet  together  at  the  board  room,  1.5G  Broadway,  on  Wednesday, 
Dec.  12,  1900,  at  3  o'clock,  and  if  bo  resolved  to  devise  ways 
and  means  to  test  this  case,  which  if  carried  against  the  mort- 
gagee would  establish  a  precedent  that  might  work  serious 
distress  in  many  instances.  The  board  will  be  prepared  to 
receive  and  considsr  any  similar  cases  that  may  be  presented  at 
the  ffieeting, 

WRIGHT  BARCLAY   (Secretary). 
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How  the  Pendulum  Swings  in  Real  Estate 

■pXPERTS  Can  Make  Money  Either  Coming  or  Going— Few  Men  Who  Know 
Real  Estate  Nationally— Things    to  Be   Guarded  Against    in    Speculation. 


By    WILLIAM    E.    HARMON. 


THEIiE  have  been  several  periods  in  tiie  histoiT  of  this 
country  when  the  study  of  real  estate  as  a  science  seemed 
particularly  pertinent,  and  when  as  a  field  of  activity  it  pre- 
sented peculiar  attractions  for  the  young  man  to  enter  into 
business.'  At  the  same  time  there  have  been  other  periods, 
w'hich  have  extended  over  a  long  series  of  years,  when  for  most 
people  real  estate  seemed  about  as  unprofitable  an  employment 
as  one  could  engage  in.  When  there  is  a  very  general  rise  in 
real  estate  values,  it  is  easy  to  make  money.  It  is  not  subject 
to  those  acute  fluctuations  that  visit  the  stock  market,  but 
the  movement  upward  is  much  more  regular,  constant,  and  ap- 
parently at  times  irresistible,  indifferent  alike  to  local  dis- 
turbances, or  even  national  disasters. 

The  knowledge  of  profits  realized  spreads  like  an  infection. 
It  gets  in  the  blood  of  all  people,  and  men  who  for  years  have 
been  satisfied  with  the  normal  profits  of  their  dry  goods  busi- 
ness, box  factory  or  butcher  shop  are  tempted  to  leave  their 
familiar  lines  of  work  and  embark  in  real  estate  enterprises. 
And  while  this  period  of  expansion  lasts,  comparatively  little 
judgment  is  required.  On  the  other  hand,  during  the  periods 
of  real  estate  depression  and  over  a  long  space  of  time,  the 
pendulum  swings  backward,  and  this  great  public  leaves  the 
real  estate  market  to  those  who  have  had  long  experience  and 
are  real  estate  wise. 

Money  can  be  made  equally  well  in  these  periods;  but  the 
process  requires  more  care,  a  keener  judgment,  and  closer 
investigation.  During  this  period  money  is  made  in  real  estate 
through  other  men's  misfortunes,  by  buying  property  at  low 
figures,  which,  for  one  reason  or  another,  the  owner  cannot  carry, 
and  for  which  there  is  no  general  market.  Thus  the  real  estate 
business  may  be  profitable  at  all  times,  though  one  would 
scarcely  organize  a  class  of  men  for  the  study  of  real  estate 
during  what  I  might  term  "the  process  of  liquidation." 

The  justification  for  a  course  of  study  in  real  estate  to-day 
comes  from  the  fact  that  over  the  w-hole  country  there  is  an 
upward  movement  in  real  property  which  is  attracting  enor- 
mous sums  of  money  and  which,  while  it  lasts,  offers  great 
opportunities  for  profit  either  to  the  Investor  or  to  one  engaged 
in  a  purely  brokerage  business. 

In  one  respect  real  estate  stands  almost  alone,  and  this 
peculiarity,  or  individual  characteristic,  makes  it  a  most  com- 
plex science  to  learn  and  understand  thoroughly.  Nearly  all 
forms  of  security  have  a  central  market.  Railroad  and  steam- 
ship securities,  municipal  bonds,  traction  lines,  water-works, 
gas  and,  in  fact,  almost  all  forms  of  the  evidences  of  wealth, 
find  their  value  in  this  great  central  trading  mart.  Real  estate, 
on  the  other  hand,  being  distinctly  of  an  individual  character, 
has  almost  invariably  a  purely  local  market.  Therefore,  move- 
ments in  stocks  and  bonds  are  comparatively  easy  to  observe; 
they  move  harmoniously  in  upward  and  downward  curves  de- 
pendent upon  general  conditions.  Real  estate,  on  the  other 
hand,  is  greatly  affected  by  local  conditions.  It  may  be  high 
in  Portland,  Ore.,  and  low  in  Boston;  it  may  be  absolutely  fiat 
in  Omaha,  and  on  a  speculative  basis  in  Chicago.  The  activity 
in  a  local  centre  rarely  gets  into  national  consciousness,  but 
about  ONCE  EVERY  THIRTY  YEARS  there  is  a  general 
national  upward  movement  in  real  estate,  usually  culminating 
in  inflation,  over-speculation  and  disaster.  We  are  rising  on 
the  crest  of  a  wave  of  this  character  now. 

For  the  past  ten  years  real  estate  has  been  going  upward. 
This  has  come  from  many  complicated  reasons,  partly  on  account 
of  the  increased  production  of  gold,  partly  by  the  legislative 
antagonism  to  corporation  securities,  and  somewhat  from  the 
actual  inattention  which  has  been  given  real  estate  during  a 
long  period.  Therefore  it  is  this  general  condition  of  real 
estate  activity  which  makes  it  an  attractive  field  of  study,  and 
there  has  been  immense  sums  of  money  made  within  a  few 
years,  and  unless  some  general  national  catastrophe  overtakes 
us,  immense  sums  of  money  will  be  made  in  the  next  few  years, 
and  if  I  can  point  out  to  you  a  few  of  the  problems  lying  in 
your  path.  I  can  well  leave  the  subject  in  the  hands  of  the 
other  speakers,  with  the  knowledge  that  when  they  get  through 
you  will  be  thoroughly  saturated  with  the  optimism  which  is 
permeatins  the  whole  country. 

THINGS  TO   BEAR  IN  MIND. 

Here  are  a  few  of  the  points  which  seem  to  me  to  be  sig- 
nificant to  the  taking  up  of  real  estate  as  an  occupation;  and 
whether  you  intend  to  invest  your  own  money  or  the  money 
of  your  friends,  or  whether  you  intend  to  act  as  brokers,  it  is 
■n-ell  for  you  to  bear  these  things  in  mind.  The  real  estate 
broker  j\'ho  lasts  as  a  permanent  factor  in  his  business  is  one 

*From  an  address  before  the  Bedford  Y.  M.  C.  A. 


who  guards  as  carefully  against  losses  as  he  works  earnestly 
for  profit  for  his  client.  The  man  who  is  a  merely  temporary 
figure  in  the  business,  is  usually  the  man  who  is  careless  of  his 
statements,  or  of  his  conclusions. 

The  first  law  to  be  observed  affecting  real  property  is,  in  my 
opinion,  the  follov.irg:  Land  and  buildings,  while  ordinarily 
purchased  together,  should  be  treated  from  distinctly  separate 
points  of  view.  Land  increases  in  value;  buildings  decrease 
in  value.  Vacant,  unoccupied  land,  outside  of  agricultural 
lands,  may  not  be  an  asset  but  a  liability.  Buildings,  on  the 
other  hand,  must  always  be*  considered  as  a  wasting  asset. 
That  is  to  say,  an  asset  which  depreciates  in  value  from  the 
moment  of  its  completion.  As  land  ordinarily  increases  in 
value,  somewhat  in  proportion  to  the  growth  of  the  community 
in  which  it  is  situated,  and  as  buildings  decrease  In  value  in 
accordance  with  their  size  and  character,  a  certain  relation- 
ship should  be  always  established  between  the  value  of  the 
land  and  the  value  of  the  buildings.  In  other  words,  treated 
from  purely  an  investment  point  of  view,  the  ideal  purchase  is 
one  in  which  the  improvements  are  suflicient  to  pay  the  cost 
of  carrying  the  properly,  plus  a  reasonable  rate  of  interest, 
and  not  so  expensive  that  their  depreciation  or  destruction 
cuts  materially  into  the  increment  which  comes  to  the  land 
by  virtue  of  increase  of  population.  I  think  this  one  fact, 
it  thoroughly  ground  into  the  minds  of  all  this  class,  would 
be  the  best  possible  safe-guard  against  really  bad  investments. 
This  dues  not  mean  that  vacant  land  should  never  be  purchased; 
neither  that  the  extreme  type  of  tenement  house  construction 
is  not  at  times  profitable;  but  the  recognition  of  the  fact  that 
land  ordinarily  inci-^ases  in  value;  that  buildings  invariably 
decrease  in  value,  is  something  which  no  careful  student  of 
real    estate   should    ignore. 

Real  estate,  generally  speaking,  can  be  divided  into  five 
classes:  general  business  property,  special  business  property, 
residential  city  property,  suburban  property,  and  vacant  land 
in  any  of  the  above  locations.  Farming  lands  can  be  left  out 
of  consideration  at  this  time. 

The  most  attractive  kind  of  real  estate  is  that  which  possesses 
the  elements  of  monopoly.  A  piece  of  property  which  cannot 
be  duplicated,  but  for  which  there  is  a  steady  and  Increasing 
demand,  is  not  oniy  the  property  which  produces  the  largest 
return,  but  it  always  has  the  best  market;  and  in  purchasing 
real  estate,  or  in  advising  its  purchase,  one  should,  be  very 
careful  to  discriminate  between  the  properties  which  have 
strategic  advantages,  like  corners  on  important  streets,  centres 
of  business,  proximity  to  transportation  facilities,  and  those 
in  which  any  one  of  a  hundred  parcels  or  buildings  is  equally 
attractive. 

The  tendency  of  all  cities  is  in  two  direction.s — centrifugal 
and  centripetal — that  is,  away  from  the  center  and  toward  the 
center.  Forty  years  ago  in  most  cities  residential  property 
a  mile  or  two  away  from  the  business  center  was  more  valuable 
than  it  is  to-day.  The  extension  of  electric  lines  has  made 
outlying  districts  accessible,  and  has  spread  the  population  over 
much  larger  areas,  and  on  the  other  hand  has,  for  the  pur- 
poses of  business,  easily  brought  the  population  back  to  the 
centers  of  trade;  therefore  there  are  two  classes  of  properties 
which  receive  a  benefit  in  excess  of  the  normal  growth  of  cities. 
As  transportation  methods  develop,  business  concentrates  It 
the  center  of  cities,  and  people  move  toward  the  circumference 
of  the  city  for  their  homes.  This  is  constantly  bringing  out- 
lying properties  into  the  market,  and  it  is  constantly  increas- 
ing the  value  of  centrally  located  business  properties.  Those 
portions  of  the  city  lying  between  the  center  and  the  outer 
edge  are  the  slowest  to  rise  in  value.  Generally  speaking,  land 
in  the  center  of  the  city  and  land  in  the  outskirts  will  increase 
somewhat  faster  in  value  than  the  growth  of  the  city  itself. 
Of  course  this  is  necessarily  modified  by  the  general  conditioni 
of   the   real   estate   market. 

There  are  very  few  men  in  this  country  who  are,  in  my 
opinion,  real  estate  experts.  There  are  experts  in  Manhat- 
tan, in  Brooklyn,  in  Chicago,  and  in  Portland,  Ore.;  but  any  of 
these  men  would  be  hopelessly  at  sea  if  asked  to  give  an  opinion 
upon  property  in  any  other  city  than  the  one  in  which  he  has 
lived.  This  limitation  I  consider  operates  as  a  great  disadvant- 
age in  forming  a  correct  judgment  in  regard  to  values.  We  are 
so  influenced  by  our  surroundings.  We  partake  of  the  optimism 
of  a  location,  and  also  of  its  pessimism.  We  cannot  separate 
ourselves  from  our  surroundings.  If,  on  the  other  hand,  it 
were  possible  for  us  to  get  facts  relating  to  property  in  dif- 
ferent parts  of  the  country,  we  would  be  in  a  far  better  position, 
to  judge  the  value  of  the  propnerty  in  our  own  location. 
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There  are  four  or  five  men  in  the  United  States  who  know 
real  estate  as  a  whole.  They  Iiave  made  a  study  of  it  in  a 
national  way.  To  do  this  it  is  not  necessary  to  travel  largely, 
but  it  i3  necessary  to  observe  and  study  the  real  estate  con- 
ditions in   each   place   you    visit. 

To  many  people  it  was  a  mystery  how  certain  men  a  few 
years  ago  had  the  courage  to  buy  tracts  of  land  in  Queens 
County,  Brooklyn  and  Staten  Island;  and  the  great  profits 
which  have  come  from  these  holdings  have,  I  am  sure,  in 
most  instances,  been  attributed  to  luck  or  good  fortune.  It  was 
not  so.  The  evidences  were  as  plain  as  the  stars  on  a  clear 
night.  A  great  law  was  coming  into  operation  in  New  York, 
which  had  operated  in  every  city  in  the  world,  except  Man- 
hattan. 

Five  and  six  story  tenement  houses  would  never  have  been 
possible  in  Manhattan  had  it  not  been  for  the  East  and  North 
rivers.  We  recognized  the  situation  here  as  abnormal.  The 
New  York  man  looked  upon  it  as  the  natural  thing,  that  it 
must  always  exist  because  it  always  had  existed,  and  you  still 
hear  him  say  that  people  want  to  live  in  Manhattan.  They 
don't.  They  have  to  live  in  Manhattan,  but  they  are  going 
out  of  it  just  as  fast  as  they  possibly  can,  even  sometimes  at 


Long  Island  Real  Estate  Exchange. 

NEXT  WEEK'S  CONVENTION— HOME  BUILDERS'  EXHI- 
BITION  IN   OCTOBER   190  ^ 

In  all  probability  the  largest  gathering  of  real  estate  men 
that  ever  assembled  in  New  York  State  will  occur  next  Tuesday, 
December  11th,  at  1  P.  M.  in  Palm  Garden,  corner  Hamburg 
and  Greene  avenue,  Brooklyn.  It  will  be  occasioned  by  the  re- 
convening of  the  Long  Island  Realty  Convention  which  held  its 
original  sessions  on  the  18th  and  19th  days  of  September  of 
this  year.  Those  two  sessions  were  remarkable  for  the  numbers 
in  attendance  and  the  enthusiasm  displayed,  but  it  is  expected 
that  next  week's  meeting  will  eclipse  the  former  gatherings  in 
both  respects.  It  is  not  yet  definitely  known  whether  Mayor 
McClellan  will  be  able  to  attend  or  not,  but  even  though  his 
official  engagements  may  keep  him  from  opening  the  convention, 
there  will  be  so  many  other  interesting  and  important  features 
on  the  program,  that  those  who  take  the  time  and  trouble  to 
attend  will  find  themselves  amply  rewarded  for  doing  so. 

The  Board  of  Governors  of  the  Exchange  met  on  December 
4th  at  Shanley's  in  Manhattan,  and  fixed  the  details  of  the  pro- 
ceedings for  the  convention.     There  will  be  short  reports  from 


BOARD  OF  GOVERNORS  OF  THE  LONG  ISLAND  REAL  ESTATE   EXCHANGE. 
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the  danger  of  life  and  limb.  It  requii-ed  this  certain  knowledge 
of  the  tendency  of  growth  governing  real  estate  in  other  cities 
to  teach  a  man  the  artificial  conditions  surrounding  New  York, 
and  that  it  was  by  tunnels  and  bridges  it  was  about  to  come 
under  the  natural  law  governing  the  growth  of  all  cities,  i.  e., 
they  never  grow  upward   when   they   can  grow   outward. 

The  man  who  only  studies  New  York  real  estate  from  the 
New  York  point  of  view  studies  it  as  the  stock-broker  studies 
the  tape  for  its  momentary  fluctuations.  The  man  who  tries  to 
enlarge  his  experience,  even  if  lie  goes  no  fartlier  than  Albany 
or  Philadelphia,  gets  a  comprehensive  view  of  the  subject,  and 
his  Judgment,  if  he  has  judgment,  is  clear  and  freed  from  local 
and  purely  ephemeral  sentiment. 

This  does  not  mean  that  you  shall  travel  to  learn  this  sub- 
ject, but  it  does  mean  that  when  you  do  travel  you  can  spend- 
no  time  so  profitably  as  that  in  the  office  of  some  con.servatlve 
and  experienced  real  estate  broker.  This,  in  my  opinion,  is 
a  part  of  the  education  of  a  real  estate  man,  though  it  is  the 
part  which  is  most  often  neslected. 


— Thos.  L,  Hamilton,  just  appointed  to  the  office  of  Tax  Com- 
missioner in  place  of  Samuel  Strasbourger,  resigned,  was  County 
Clerk  until  the  beginning  of  the  present  year,  when  he  was  suc- 
ceeded by  Peter  J.  Dooling.  In  business  he  is  a  contractor  and 
builder  and  it  is  affirmed  that  his  experience  in  this  line  will 
noTSi.  stand  him  in  good  stead.  Mr.  Hamilton  has  the  endorse- 
ment of  Geo.  R.  Read  and  B.  Altman,  among  others.  The 
salary  of  the  office  is  $7,000  per  year. 


S.  McKnight,  Jos.  W.  Cleary  and  W.  A.  Ryan. 

the  special  committees  having  in  charge  the  proposed  Home 
Builders'  Exhibition  to  be  held  next  October  in  Madison  Square 
Garden;  the  location  of  the  Exchange  headquarters;  the  plan 
for  the  construction  of  a  Grand  Boulevard  on  Long  Island,  and 
also  the  plan  for  the  protection  of  the  public  against  "wild-cat" 
land  schemes  and  real  estate  bix)kers  of  the  "fly-by-night" 
variety. 

President  Otto  Kempner  was  greatly  piqued  over  the  criticism 
made  in  certain  quarters  regarding  the  limited  opportunity 
offered  to  debaters  at  the  last  session.  He  resents  the  imputa- 
tion that  the  restricted  discussion  was  due  to  a  premeditated 
sclieme  with  a  view  to  shielding  certain  interests.  In  speaking 
of  the  matter  yesterday  Mr.  Kemper  said:  "In  making  up  our 
program  for  the  convention  we  found  so  much  available  literary 
talent,  that  we  could  not  well  ignore  any  of  it,  without  risking 
the  loss  of  valuable  knowledge  on  important  real  estate  prob- 
lems. The  reading  of  all  those  prepared  papers  naturally  took 
up  much  more  time  than  we  anticipated.  Some  of  them  were 
longer  than '  we  bargained  for,  though  they  were  all  excellent 
treatises  on  the  subjects  treated.  On  the  second  day  we  had 
to  cut  short  our  proceedings  to  meet  the  special  excursion  train. 
But  at  the  convention  next  Tuesday,  the  official  program  may 
not  take  up  over  thirty  minutes,  and  all  the  rest  of  the  time 
will  be  given  over  to  general  discussion.  Rest  assured  it  will 
be  a  free  speech  convention,  and  every  one  who  keeps  within 
parliamentary  bounds  will  be  allowed  to  express  his  views  to 
his  heart's  content.  No  one  will  be  muzzled  or  shut  off  by  the 
chair,  if  I  should  again  have  the  honor  of  occupying  it.  There 
will  be  absolute  freedom  of  debate  until  such  hour  as  the  con- 
vention shall  see  fit  to  call  a  halt." 
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Tunnel's  Progress  Across  Island. 

With  clrill  pick  and  dynamite  a  railroad  tunnel  lias  been 
driven  for  the  first  lime  under  iJth  av.  New  Yorlc's  thorough- 
fare of  fashion.  The  burrowers  in  the  tunnel  along  33d  st 
had  gone  past  the  west  building  line  and  begun  to  make  their 
way  beneath  the  sidewalk  vaults  of  the  Waldorf-Astoria  before 
the  public  knew  what  was  happening.  The  tngineers  and  con- 
tractors said  nothing  about  crossing  below  the  avenue — the.v 
wanted  to  show  how  it  could  be  done -without  anybody  finding 
It  out. 

Now  the  tunnel-miners  have  passed  the  point  where  the  cham- 
ber, already  42  ft.  wide  at  the  base,  broadens  still  a  little  more 
on  each  side.  For  between  Oth  and  7th  avs  there  are  three 
tunnels  under  33d  and  three  under  32d  st,  while  there  are  only 
two  between  5th  av  and  the  Kast  River.  The  tracks  in  each 
tunnel  to  the  east  will  be  separated  by  a  concrete  wall,  with 
passageways  cut  through  every  50  ft,  but  under  each  street 
west  of  5th  av  there  will  be  three  tracks  in  one  large  chamber. 
The  sides  and  arched  ceiling  of  this  three-track  chamber  will 
be  of  concrete  2  ft.  G  ins.  thiclt,  and  well  waterproofed. 

The  most  startling  feature  of  the  work,  certainly  to  a  lay- 
man, is  this  fact:  Except  for  the  smith's  forges  in  the  repair 
shop,  not  a  pound  of  ooal  has  been  burned  on  the  job.  The 
steam  shovel  is  not  a  steam  shovel  at  all — it  runs  by  compressed 
air.  The  engineers  always  refer  to  it  as  a  steam  shovel,  be- 
cause it  represents  a  type.  The  boiler  is  used  as  an  air  receiver 
and  is  connected  by  a  flexible  hose  that  .supplies  the  force  for 
the  rock  drills. 

Electricity  is  the  force  tliat  liuman  ingenuity  and  muscle  call 
upon  tor  aid.  Tliere  is  compressed  air,  but  it  is  cojnpressed  by 
machines  driven  by  electricity.  Instead  of  nmles  or  puffing 
steam  engines  to  haul  the  rock  to  the  shaft,  electric  locomo- 
tives, each  with  a  pull  of  3,500  pounds  and  weighing  ten  tons, 
do  the  hauling. 

PRECAUTIONS    AGAINST    SHOCK    AND    NOISE. 

ThE.t  steam  plays  no  part  in  the  work  is  fortunate  for  the  dis- 
trict beneath  which  the  tunnels  run.  The  33d  st  shaft  is  next 
door  to  a  large  private  hospital,  across  the  street  from  tlie  Park 
Avenue  Hotel  and  within  a  stone's  throw  of  a  hundred  private 
residences.  The  men  who  undertook  the  job  knew  that  it  had 
to  be  done  smoothly  and  they  hedged  it  about  with  all  manner 
of  precautions  against  shock  and  noise. 

At  the  beginning  the  contractors  found  that  the  removal  of 
excavated  material  through  the  streets  was  to  be  one  of  the 
most  difficult  problems.  All  day  and  all  night,  twenty-four 
hours  a  day,  fifty  teams  are  going  between  the  33d  and  32d 
st  shafts  and  the  dumping  dock  at  the  foot  of  East  35th  st. 
There  the  rock  and  whatever  dirt  there  may  be  are  loaded  upon 
scows  and  carried  to  Greenville,  N.  J.,  on  New  York  Bay,  where 
the  Pennsylvania  is  building  freight  terminal  yards  on  fllled-in 
land. 

There  is  no  dumping  at  all  at  either  shaft.  The  bucket  into 
which  the  rock  is  put  by  the  steiam  shovel,  is  hoisted  througli 
the  shaft,  carried  out  over  the  street  by  telphers,  and  lowered 
to  a  truck.  At  the  dock  the  bucket  is  lifted  from  the  truck, 
again  by  electric  hoists,  swung  out  over  the  waiting  scow  and 
dumped  automatically. 

♦ 

Standing  of  Fire  Insurance  Companies,  October  31. 

NEW    YORK    STATE    COMPANIES. 

Total  Net  sur- 

Total  liabilities  plus  over 

admitted  except  all  liabil- 

Company.                                assets.  capital.  Capital.         ities. 

British  American,  N.  Y..    $494,892  $263,464  $200,000      $31,428 

City  of  New  York 683.757  219,756  200,000      264,001 

Colonial  Assurance,  N.  Y.       791,245  452,715  200,000      138,529 

Commerce,  Albany 559,815  178,490  200,000      181,325 

Commercial  Union,  N.  Y..      563,908  292,285  200,000        71,682 

Dutchess,   Poughkeepsie..      184,380  286,312  200,000 

Eagle,  New  York 972,942  579,640  300,000      a93,302 

Globe  &  Rutgers,  N.  Y...  4,008,949  2,405,107  400.000  1,203,841 

Hamilton,   New  York 339,996  96.657  200,000        43,334 

Liver.  &  L.  &  Globe,  N.Y.      647,394  202.372  200.000      245,021 

Lumber,  New  York 4.57.670  142.437  2(K).000      315,232 

Niagara,  New  York 4,358.514  2,781,771  750,000      826,742 

North  River,  New  York..   1,790,076  1,222,819  3.50,000      217,257 

Peter  Cooper.  New  York.      465,493  264,978  l.''>0,000        50.514 

Phoenix,    Brooklyn 8,208,694  6,799,737  bl,0OO,000    b408,957 

Williamsburgh  City,  N  Y.  2,583,486  1,546,390  250,000      787,096 

U.   S.    BRANCHES    OF  FOREIGN   COMPANIES. 

Caledonian  $2,397,216  $2,116,396            c$280,820 

Commercial  Union 7..S27,263     5,316,423            2,010,839 

Hamburg-Bremen    2,033,6,35     1,542,439             491,196 

Law  Union  &  Crown 726,317        41.5,538            310,779 

Liverpool  &  L.  &  Globe...  12,689,521     7,472,322             5,217,199 

Palatine   3,582,065     2,201,630            1,380,434 

Rossia    d2,186,817     1,725,967            460,850 

Union.    London 1,659,585        992,388            667,196 

a.  Since  date  of  above  statement  the  stockholders  have  voted  to 
increase  company's  resources  by  an  additional  $450,000. 

b.  This  does  not  include  additional  capital  of  $.500,000  and  surplus 
of  $1,000,000,  for  which  subscriptions  have  been  received,  payable 
in  December. 

c.  The  head  office  in  Scotland  remitted  to  United  States  branch  on 
November  10.  and  therefore  not  included  in  this  statement,  the  sum 
of  $243,343.75,  to  be  used  on  account  of  payment  of  outstanding 
liabilities  given  in  above  statement. 

d.  Special  funds  for  payment  of  outstanding  conflagration  losses 
are  held  on  deposit,  which  are  not  included  under  the  above  assets. 


The  Streets  of  Manhattan. 

(With  Illustrations.) 

The  Record  and  Guide  this  week  chooses  a  line  northward  for 
its  pictorial  observation  of  the  deplorable,  injurious  conditions  of 
uptorn  and  obstructed  streets,  roadways  and  sidewalks.  Many 
parallel  lines  to  the  ea^t  and  west  would  exhibit  like,  if  not 
worse,  conditions.  The  point  of  departure  may  be  noted,  in 
recognition  of  the  Herald's  timely  illustrations  and  words  on 
this  same  grievance. 

The  illustrations  of  this  issue  and  previous  ones  cover  an  ex- 
tended area,  but  by  no  means  any  considerable  part  of  the 
whole  of  Manhattan.  And,  too,  they  are  only  sample  exhi- 
bitions of  the  observed  area.  The  sum  total  of  offences  is  simply 
appalling.  Undoubtedly  they  comprise  disturbances  of  the  streets 
covered  by  every  form  of  permit  under  the  laws.  In  number 
they  are  plainly  more  than  should  be  simultaneously  allowed. 
In  character  and  prolongation  in  time  they  are  indefensible. 
In  matter  of  temporary  repair  tltey  are  ridiculous,  if  only  those 
immediately  injured  could  modify  wrath  to  ridicule. 

The  part  of  the  Record  and  Guide  is  specifically  taken  in  the 
interests  of  real  estate.  But  really  those  interests,  sometimes 
perhaps  with  concealed  directness,  are  the  interests  of  all  tlie 
citizens  of  Manhattan,  and  many  more. 

There  is  no  doubt  of  the  conditions  being  intolerable  in  char- 
acter, number  and  continuance.  While  exhibiting  the  best 
proofs  of  this  arraignment — the  pictures — the  Record  and  Guide 
has  a  further  step  to  take;  it  seeks  to  fix  responsibility,  to 
making  its  arraignment  personal,  de  facto  and  de  jure. 

Recourse  properl.v  must  be  had  to  the  New  York  charter. 
Centralization  of  re'sponsibillty  is  most  advantageous  in  seek- 
ing redress  of  grievance.  In  this  matter  of  injurj'  to  real  estate 
interests  by  the  present  condition  of  our  streets,  the  Record 
and  Guide  believes  a  single  personal  arraignment  is  made 
available  and  ready  by  the  terms  of  our  charter. 

Where  the  charter  says  .  .  .  "shall  have  cognizatice  and 
control."    .    .    . 

There  is  a  certain  cue.  And  it  does  seem  that  responsibility, 
at  least,  can  be  centered  and  fixed,  in  avoidance  of  a!!  oppo- 
sition efforts  to  evade  the  same.  A  material  gain  is  made  when 
one  target  can  be  lawfully  singled  out  for  shafts  of  indignation 
and  reproach.  This  is  a  further  step  to  be  taken  with  firmness 
and  reasonable  surety. 

THE  MAYOR  PROPOSES  A  REMEDY. 

On  November  28th,  1906,  Mayor  McClellan  appointed  a  com- 
mission of  five  men  to  consider  revising  the  charter  and  placing 
the  streets  under  the  authority  of  one  man,  seeking  to  remedy 
the  serious  defects  in  the  management  of  the  streets  and  high- 
ways of  the  city,  because  of  the  divided  authority  between  six 
or  seven  heads  of  departments,  several  of  whom  are  appointed 
by  the  Mayor  and  the  others  by  the  Borough  Presidents.  The 
Mayor  in  a  letter  notifying  the  members  of  the  commission  of 
their  appointment  suggested  that  the  best  solution  of  the  prob- 
lem was  the  creation  of  a  new  department  to  have  full  charge 
of  the  streets  in  ail  sections  of  the  city.  The  following  genlle- 
m.en  compose  the  commission:  John  C.  Eames,  Vice  President 
H.  B.  Clafiin  Company;  Nelson  P.  Lewis,  Chief  Engineer  Board 
of  Estimate;  Wm.  C.  Redfleld,  former  Commissioner  of  Public 
Works,  Brooklyn;  Samuel  Whinery,  Consulting  Engineer,  95 
Liberty  street;  Walter  C.  Kerr,  President  of  Westinghouse, 
Church,  Kerr  &  Co. 

The  streets  of  New  York  City  are  undermined  with  gas  pipes, 
sewer  pipes,  high  and  low  tension  conduits  for  electric  wires, 
and  for  one  reason  or  another  are  continually  being  ripped  up, 
causing  great  inconvenience  to  the  people  of  the  City.  That 
much  of  this  annoyance  is  needless  is  the  firm  belief,  and  if 
such  a  department  as  the  Mayor  suggests  is  created,  with  a 
responsible  head,  it  would  reduce  these  annoyances  to  a 
minimum.  There  are  many  important  things  which  such  a  de- 
partment would  look  after,  for  example: 

In  the  City  of  New  York  another  telephone  system  cannot 
be  Installed  without  ripping  up  the  streets.  The  wires  must  be 
underground,  and  the  existing  subway  for  the  present  system  is 
not  large  enough  for  anoither.  Even  if  it  were,  it  is  not 
built  to  accommodate  them  for  the  reason  that  it  is 
built  to  reach  the  various  central  stations  of  the  existing  tele- 
phone system  and  could  not  be  adopted  without  being  rebuilt 
to  reach  the  central   stations   of  another  system. 

This  can  be  readily  understood,  for  it  is  seen  at  once  that  a 
subway  system  must  necessarily  become  larger  and  more  com- 
modious as  it  converges  tow-ards  a  central  station.  If  the  sub- 
way should'  be  remodeled  to  care  for  a  duplicate  telephone 
s^^stem,  it  would  cause  as  much  ripping  up  of  the  streets,  and 
would  cost  practically  as  much  as  though  a  complete  new  sub- 
way system  were  constructed. 

It  is  in  dealing  with  such  questions  as  this  that  the  Depart- 
ment of  Streets  would  be  of  great  value.  With  such  a  Depart- 
ment efficiently  administrated,  the  opening  of  streets  for  the 
constraction  of  another  telephone  company  or  for  any  other 
needless  purpose,  would  be  guarded  against. 
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71  ST  STREET  AND  COLUMBUS  AVENUE. 


BROADWAY,  35TH  TO  3GTH  STREET. 


103D  STREET,  AMSTERDAM  AVENUE. 


WEST   END   AVENUE,   81ST   STREET. 


IIOTH   STREET   WEST  OF  AMSTERDAM  AVENUE. 


BROADWAY  AND  112TH  STREET. 


7TH  AVENUE  AT  124TH  STREET.  AMSTKKIJAM    AVENUE    AT    IXiU   STREET. 

How  the  Streets  of  Manhattan  Are  Obstructed. 
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F.  W.  Woolworth  to  Build  on  Washington  Heights. 

AMSTERDAM  AV— C.  P.  H.  Gilbert,  Townsend  Building,  1123 
Broadway,  has  plans  ready  for  a  building  to  be  erected  on  Am- 
sterdam av  and  lC2d  st,  facing  the  square  at  this  point  formed 
by  the  crossing  of  Amsterdam  and  St.  Nicholas  avs,  for  F.  "W. 
"Woolworth.  The  building  will  be  150  ft.  on  Amsterdam  av,  and 
100  ft.  on  lG2d  st.  It  will  be  divided  into  a.  series  of  stores  on 
the  ground  floor  with  offices  above.  The  materials  will  be  of 
light  brick  and  cement,  3-stys  in  height.  Work  has  just  been 
begun  on  the  excavations,  and  work  will  be  carried  on  during 
the  winter  months  so  that  the  building  will  be  ready  for 
occupancy  early  in  the  spring  of  1907.  It  will  be  known  as 
the  Washington  Building,  and  the  F.  W.  Woolworth  Co.  will 
occupy  the  large  store  In  the  southern  part. 


.^^^'%J(L(r^=^ 
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to  be  used  throughout  are  the  following:     brick  and  limestone, 
tile  roof  exterior,  copper  skylights,  low  pressure  steam,  etc. 


Frank  B.  Gilbreth  to  Build  the  Grand  Pacific  Hotel  at  San 

Francisco. 

The  general  contract  for  the  new  Grand  Pacific  Hotel,  which 
is  to  be  erected  on  a  plot  100x100  ft.,  at  the  corner  of  Ellis  st 
and  Anna  Lane,  San  Francisco,  California,  was  awarded  the 
past  week  to  Frank  B.  Gilbreth,  of  No  34  West  26th  st,  Man- 
hattan. The  structure  will  be  of  brick  and  steel  construction 
5-sty  in  height,  and  cost  about  $150,000. 


Contracts  for  a  Reinforced  Concrete  Loft  Building. 

FLETCHER  ST— Wm.  Bryan,  220  West  4Sth  st,  has  received 
the  plumbing  contract  for  the  S-sty  loft  building,  68.8x56x31.0 
ft.,  which  Rogers  &  Pyatt,  129  Front  st,  are  about  to  erect  at 
Nos.  34-38  Fletcher  st.  The  building  is  to  be  entirely  of  rein- 
forced concrete  with  hollow  metal  windows.  The  foundations 
are  to  be  of  piles  and  reinforced  concrete  for  which  the  Founda- 
tion Co.,  35  Nassau  st,  has  obtained  the  contract.  Runyon 
Pyatt,  Hotel  Regent,  Broadway  and  70th  st,  is  president  and 
Henry  S.  Chatfreed,  Elizabeth,  N.  J.,  secretary  and  treasurer. 
Messrs  Ludlow  &  Valentine,  No.  1  East  27th  st,  architects. 


No  Architect  Yet  Selected  for  Tremont  Theatre. 

3RD  AV — At  the  office  of  L.  Napoleon  Levy,  No.  27  Pine  st, 
on  Tuesday,  the  Record  and  Guide  was  informed  that  no  plans 
have  yet  been  drawn,  or  architect  selected  for  the  new  theatre 
and  store  building  which  Mr.  Levy  contemplates  to  establish 
in  the  Bronx,  on  the  west  side  of  3d  av,  between  177th  and  17Sth 
sts.  The  site  is  a  "  T  "  shaped  plot,  fronting  2G6  ft.  on  3d  av, 
and  measures  400  ft.  from  st  to  st,  being  one  of  the  most  im- 
portant points  of  traffic  north  of  149th  st.  Further  particulars 
will  be  R'iven  in  later  issues. 


Contract  for  Broadway  and  67th  Street,  Store  Building. 

BROADWAY — The  general  contract  for  the  4-sty  store  and 
office  building,  70.8x68.9  ft.,  which  Thomas  Simpson,  of  Scars- 
dale,  New  York,  will  build  on  the  southeast  corner  of  Broad- 
way and  67th  st,  at  a  cost  of  $50,000,  has  been  awarded  to 
William  Crawford,  of  Nos.  5-7  East  42d  st,  from  plans  by 
architect  Frederick  G.  Frost,  No.  502  West  143d  st.     Materials 


Apartments,  Flats  and  Tenements. 

113TH  ST— On  the  north  side  of  113th  st,  175  ft.  west  of 
Broadway,  Vito  Cerebone  will  erect  a  6-sty  elevator  apart- 
ment house,   on   plot   75x100.11   ft. 

117TH  ST — Raphael  Kurzrok  492  Broadway,  will  erect  on  the 
southside  of  117th  st,  123  ft.  east  of  Pleasant  av,  a  O-sty  39- 
family  fiat,  50x87.11  ft.,  to  cost  $50,000.  Chas.  M.  Straub,^  122 
Bowery,   is    planning. 

102D  ST — Nevins  &  Perelman  will  build  on  the  north  side  of 
102d  st,  77.6  ft.  north  of  Lexington  av,  a  O-sty  41-family  fiat, 
50x87.11  ft.,  to  cost  $50,000.  Bernstein  &  Bernstein  24  East 
23d  st,  are  the  architects. 

104TH  ST— Geo.  H.  Walker,  3424  Broadway,  will  build  on  the 
south  side  of  104th  st,  100.11  ft.  east  of  Broadway,  a  4-sty  9- 
family  flat,  32.6x58.4  ft.,  to  cost  $35,000.  Geo.  Fred  Pelham, 
503  5th  av,   will   make   the  plans. 

BROADWAY— Daily  &  Carlson,  694  East  134th  st,  will  build 
on  the  southwest  corner  of  Broadway  and  140th  st,  a  S-^sty  18- 
family  flat,  99.11x67.6  ft.,  to  cost  $150,000.  Neville  &  Bagge, 
217  West  125th  st,  will  prepare  the  plans. 

AUDUBON  AV— J.  C.  Cocker,  103  East  125th  st,  is  planning 
for  2  5-sty  flats,  50x90,  and  37x58  ft.,  for  Robertson  &  Gammie, 
980  East  138th  st,  to  be  erected  on  the  northeast  corner  of 
Audubon  av  and  171st  st,  and  the  west  side  of  Audubon  av,  63 
ft.   north   of   IGGth   st. 

RIVERSIDE  DRIVE — Edgar  A.  Levy,  lawyer,  198  Broadway, 
has  taken  over  the  property  at  the  southeast  corner  of  River- 
side Drive  and  13Gth  st,  from  Messrs  Bing  &  Bing,  No.  198 
Broadway,  already  under  course  of  improvement,  with  a  6-sty 
high-class  elevator  apartment  house,  and  will  immediately  pro- 
ceed to  complete  the  building,  along  the  original  plans.  The 
plot  measures  102.5x109x90.11x132.2  ft.  The  estimated  cost  of 
the  structure  will  be  about  $175,000.  Schwartz  &  Gross,  35 
West  21st  st,   are  the  architects. 


New  Fleischniau  15, 
The  manufacturing  plant  pictured  above  is  to  be  erected  for 
the  estate  of  Louis  Fleischman,  of  Broadway  and  10th  st, 
on  the  southeast  corner  of  Duncomb  av,  and  Elizabeth  st,  Wil- 
liamsbridge,  N.  Y.  This  will  be  the  largest  bakery  building 
in  this  State.  It  will  be  equipped  with  its  owm  electric  power, 
and  lighting  apparatus,  and  all  machinery  for  baking  pur- 
poses will  be  operated  by  elective  motors,  with  the  most  ap- 
proved and  up-to-date  machinery.  There  will  be  in  all  six- 
teen ovens  in  the  basement,  which  will  be  thoroughly  ventilated. 


ikcij   in  the  Brou.\. 

being  four  feet  above  the  street.  The  two  upper  floors  will  "be 
utilized  for  the  mixing  rooms,  distributing  rooms,  offices,  stor- 
age of  flour,  etc.  The  boiler  and  machinery  rooms  will  be 
located  under  the  yard,  which  condition  will  reduce  the  insur- 
ance rates.  There  will  be  a  large  stable  and  hay  loft,  accom- 
modating fifty  horses.  The  entire  building  will  be  built  on 
the  mill  construction  type  of  brick  and  stone.  An  artesian 
well  has  been  provided,  which  gives  an  ample  supply  of  pure 
water.  The  cost  of  construction  will  be  about  $200,000.  Adolph 
Mertin,  33  Union  sq.   Is  the  architect. 
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Churches. 

James  A.  Jackson,  1123  Broadway,  Manhattan,  has  completed 
plans  for  a  church,  70x140  ft.,  for  Our  Lady  of  Lourdes  Con- 
gregation, to  be  erected  at  Waterbury,  Conn.  Rev.  M.  A.  Kar- 
am,   pastor,   cost,  $40,000. 

STUYVESANT  AV,  BROOKLYN— Woodruft  Leeming,  20 
Broad  St,  Manhattan,  has  plans  ready  for  bids  on  a  brick  and 
stone  addition  to  the  Grace  Presbyterian  church,  Stuyvesant 
and  Jefferson  avs.     The  cost  is  estimated  at  about  $50,000. 

Henry  Vaughan,  20  Peniberton  st,  Boston,  Mass.,  is  preparing 
plans  for  a  church  to  be  situated  at  the  southwest  corner  of 
Kingsbridge  av  and  231st  st,  Bronx,  for  the  Church  of  the 
Mediator,  Rev.  John  Campbell,  pastor.  One  story  and  basement, 
40.(3x100  ft.,  stone,  electric  wiring,  etc.     $00,000. 


48  families,  and  the  estimated  cost  is  placed  at  about  $750,000. 
Rossiter  &  Wright,  110  East  23d  st,  are  the  architects  (see 
also  issue  Oct.   13.   1906). 


Mercantile 

GREENWICH  ST. — Five  additional  stories  will  be  added  to 
the  7-sty  loft  building  Nos.  114  to  122  Greenwich  st  and  No.  2 
Albany  st,  for  the  Equitable  Life  Assurance  Society,  of  120 
Broadway.  Elevator  shafts  and  electric  elevators  w-ill  also  be 
installed.  The  estimated  cost  is  ifOO.OOO,  and  no  building  con- 
tracts have  been  given  out.  Messrs.  Jardlne,  Kent  &  Jardine, 
1262  Broadway,  are  the  architects. 


Bids  Opened. 

Bids  Were  opened  by  the  Board  of  Education  on  Monday,  Dec. 
3,  No.  1,  for  the  general  construction  of  Public  School  17,  Man- 
hattan. Clarke  &  Stowe,  at  $432,000,  were  low  bidders.  Other 
bidders  were;  Patrick  Sullivan,  Richard  E.  Heningham,  P.  J. 
Brennan   &   Son,  Thomas   Cockerill  &   Son,   Watei-s  &   O'Connell. 

No.  2. — For  installing  electric  equipment  in  Public  School  148, 
Brooklyn,  Griffin  &  Co.,  $16,887,  low  biddei-s.  Other  bidders 
were:  Frederick  Pearce  &  Co.,  A.  Newburger  Electric  Co.,  Peet 
&  Powers,  Frank  E.  Gore,  T.  Frederick  Jackson,  Inc.  No.  3. — 
For  shop  equipment  in  Commercial  High  School,  Brooklyn,  and 
in  De  Witt  Clinton  High  School,  Manhattan.  No  bids  were 
submitted. 


Miscellaneous. 

The  Elivs  'Of  Montclair,  N.  J.,  are  planning  to  erect  a  new 
$60,000  club-house.  No  building  contracts  have  yet  been 
awarded. 

The  Union  Missionary  Training  Institute,  131  Waverly  av, 
Brooklyn,  is  contemplating  the  erection  of  a  new  building  to 
cost    about    $25,000. 

Messrs.  Trowbridge  &  Livingston,  424  oth  av,  Manhattan,  have 
plans  ready  for  figures  for  a  building  for  the  Massachusetts 
Mutual  Life  Insurance  Co.,  at  Springfield,  Mass..  to  cost  $200,000. 
A   power  house   will   also   be   built. 

Walter  Kidde,  85  Liberty  st,  Manhattan,  has  jilans  ready  for 
John  Mehl  &  Co.,  128  Webster  av,  Jersey  City,  for  a  4-sty 
brick  and  reinforced  concrete  warehouse,  50x75  ft.,  to  be  erected 
at  Hutton  ist  and   New   York  av,   Jersey   City. 

Plans  for  the  New  York  State  building  at  the  Jamestown  Ex- 
posWion  have  been  prepared  by  Clarence  Luce,  246  4th  av,  Man- 
hattan, and  bids  will  be  requested  at  once.  Contract  will  be 
awarded  by  the  New  York  State  Commission,  T.  B.  Dunn,  Pres. 
$70,000  has   been   appropriated   for   con.struction. 


Contracts  Awarded. 

At  Newark,  N.  J.,  an  additional  contract  for  3,500  sq.  yds. 
of  bitulithic  has  been  awarded  the  .Standard  Bitulithic  Co.,  of 
N.    Y. 

Jas.  Stewant  &  Co.,  1.35  Bway..  Manhattan,  have  secured  the 
contract  for  erecting  a  malting  plant  on  Childs  st,  Buffalo,  N.  Y., 
for  the  Perot  Malting  Co.,  of  Philadelphia,  Pa.  Estimated  cost 
Is   $200,000. 

8D  AV — Michael  J.  Gilleran,  Pond  pi,  197th  st,  Bronx,  has 
received  the  contract  for  extensive  alterations  to  No.  1503  3d 
av,  for  Michael  McManus,  on  premises,  from  plans  by  John  J. 
Lawlor,  360  West  23d  st. 

MADISON  AV — Neuman  &  Co..  16  East  48th  st,  has  received 
the  contract  for  extensive  alterations  to  the  4-sty  residence 
No.  448  Madison  av,  for  Mrs.  Frederick  Gallatin,  670  5th  av. 
Messrs  Schwartz  &  Gross,  35  West  21st  st,  are  the  architects. 

22D  ST — P.  Roberts  &  Co.,  33-37  Sullivan  st,  has  obtained 
the  contract  to  build  a  2-'sty  rear  extension,  20x10  ft.,  adding 
1-sty,  new  roof,  dumb-waiter,  etc.,  to  the  3-sty  dwelling  No. 
112  East  22d  st,  for  J.  B.  Fletcher.  407  West  117th  st.  J.  W. 
Ames,  27  West  44th  st,   is  architect.      Estimated   cost  $12,000. 

DE  KALB  AV — John  Thatcher  &  Son,  54  Park  av,  Brooklyn, 
general  contractor  for  the  2-sty  banking  house  for  the  Dime 
Savings  Bank,  to  be  erected  at  De  Kalb  av,  and  Fleet  st,  Brook- 
lyn, has  awarded  the  following  sub-contracts:  Lewinson  &  Co., 
128  West  42d  st,  iron  work;  The  Artistic  Marble  Co.,  312  East 
75th  st,  the  marble  contract,  and  Wlederman  &  Co.,  the  elec- 
tric wiring.  The  building  is  estimated  to  cost  $300,000.  Messrs 
Mowbray  &   Ufflnger,   92  Liberty   at.   are   the  architects. 


Estimates  Receivable. 

73D  ST. — Plans  are  now  ready  for  figures  for  the  5-sty  resi- 
dence, 26.9x65.8  ft.,  which  Dr.  Howard  Lillenthal,  M.D.,  766 
Madison  av,  will  erect  on  the  north  side  of  73d  st,  205  ft.  east 
of  Park  av.  Limestone  and  granite  exterior,  tin  roof,  steam 
heat,  etc.  The  estimated  cost  is  $60,000.  Buchman  &  Fox,  11 
East  59th  st,  are  the  architects.     (See  also  issue  Oct.  6,  1906.) 

Dodge  &  Morrison,  82  Wall  st,  Manhattan,  will  receive  bids 
for  a  theatre  to  be  built  at  Madison  and  Green  sts,  Chicago,  111., 
for  Richard  Hyde,  of  the  Hyde  &  Behman  syndicate;  the  audi- 
torium will  be  125x118  ft.,  of  fireproof  steel  construction,  with 
exterior  of  brick  and  stone,  steam  heat,  electric  light,  marble 
and  mosaic  work,  with  a  seating  capacity  of  1,600  and  cost 
$250,000. 

67TH  ST — William  J.  Taylor,  5  East  42d  st,  general  contractor, 
will  soon  be  ready  to  award  sub-contracts  for  the  new  11-sty 
elevator  apartment  house,  which  the  67th  st  studios,  23  West 
67th  st,  will  ereot  at  the  southeast  corner  of  67th  at  and  Lex- 
ington av,  on  a  plot  90,5x170  ft,    There  will  be  apartments  for 
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H  H.  Crowell,  of  Syracuse,  N.  Y.,  has  been  appointed  tech- 
nical expert  of  the  New  York  State  Gas  and  Electric  Com- 
mission. ,     , 

The  State  Board  of  Health,  fronton,  Ohio,  has  approved  plans 
of  Alexander  Potter,  Consulting  Engineer,  143  Liberty  St.,  Man- 
hattan, for  a  proposed  water  supply. 

William  B.  Ilko,  of  the  firm  of  Henry  A.  Hitner's  Sons,  Phila- 
delphia, Pa.,  dealers  in  scrap  iron  and  metals,  has  been  ap- 
pointed general  manager  of  their  New  York  office,  at  No.  3- 
Broadway.  .  ... 

Chief  Engineer  Rice,  of  the  Rapid  Transit  Commission,  this 
week  said  that  work  on  one  or  more  of  the  new  subway  routes 
approved  by  the  sub-committee  of  the  Board  of  Estimate  may 
be  begun  in  April  next. 

The  State  Civil  Service  Commission  will  hold  examinations 
Dec  15th  of  candidates  for  positions  as  bridge  designer,  as- 
sistant civil  engineer,  and  architectural,  bridge  and  civil  en- 
gineering draftsmen.  Further  information  can  be  obtained  from 
the  Chief  Examiner,  Albany. 

The  O'Rourke  Construction  Co.,  which  is  laying  the  foundation 
for  the  terminal  at  Dey  and  Church  streets,  is  pushing  its 
men  steadilv.  Huge  caissons  are  being  sunk  65  feet  to  bed 
rock  and  filled  with  concrete.  Eight  men  work  at  the  bottom 
of  these  caissons  in  an  air  pressure  of  three  atmospheres.  The 
foundation  will  be  completed  eariy  next  summer.  The  Fuller 
Construction  Co.  will  then  begin  the  erection  of  the  terminal 
buildings,  which  have  been  designed  by  Clinton  &  Russell. 

Mr  Theodore  Starrett,  of  the  Thompson-Stan-et-t  Construction 
Co  arrived  home  last  Saturday  from  a  trip  to  San  Francisco, 
N\here  his  company  has  seven  or  eight  large  contracts  pro- 
ceeding. After  the  stress  to  provide  temporary  shelter,  the  San 
Franciscans  are  now  entering  upon  the  work  of  permanent 
rebuilding.  It  is  interesting  to  learn  from  Mr.  Starrett  that 
the  Burnham  plans  tor  beautifying  the  city  have  been  tempor- 
arily laid  aside,  and  that  the  old  topographical  map  is  being 
adhered  to,  as  public  opinion  would  not  countenance  any  radical 
changes  in  property  lines  at  this  time.  So  far  as  Mr.  Stan-ett 
observed  there  will  be  a  superior  class  of  construction,  and  a 
great    deal   of  concrete   work. 


The   Care  of  Modem  Buildings. 

The  Board  of  Extension  Teaching  of  Columbia  University  has 
arranged  an  evening  course  of  study  especially  for  persons  in 
charge  of  large  buildings,  which  opened  Tuesday,  December  4. 
It  is  Coui-se  VIII.,  Engineering  Physics,  in  the  Evening  Tech- 
nical Courses.  The  Course  deals  with  the  practical  applications 
of  physical  science  to  the  construction,  equipment  and  main- 
tenance of  large  buildings.  Its  practical  bearing  in  the  econom- 
ical care  and  repair  of  the  machinery  and  mechanical  equip- 
ment of  buildings  is  evident  from  the  following  partial  statement 
of  the  topics  treated:  Water  Supply  and  Plumbing;  Fuels; 
Boilers;  Heating  and  Ventilating  Equipment;  Electric  wiring, 
signal  systems,  elevators,  etc.;  Steam  engines,  pumps  and  other 
machinery;  Meters  for  water,  gas  and  electricrty;  Repairs,  etc., 
etc.  All  parts  of  the  equipment  of  modern  buildings  are  studied. 
The  Course  Includes  (1)  Lectures.  Illustrated  with  models,  charts, 
and  lantern  slides,  by  John  F.  Woodhull,  Ph.  D.,  Professor  of 
Physical  Science,  who  was  for  eight  years  in  charge  of  the 
construction,  equipment,  and  maintenance  of  the  buildings  of 
Teachers'  College.  (2)  Inspections  and  demonstrations  of  the 
equipment,  machinerj-,  etc.,  in  Teachers'  College  (Columbia  Uni- 
versity) buildings. 

The  course  will  be  given  Tuesday  and  Thursday  evenings, 
7.45  P.  M.,  at  Teachers'  College  Building,  West  I'iOth  Street, 
between  Broadway  and  Amsterdam  Avenue  (reached  by  Broad- 
way Subway  to  116th  Street  Station).  It  will  last  twenty  weeks, 
and  costs  $10  (payable  in  two  installments). 

Names  should  be  sent  to  the  undersigned,  or  you  may  call 
Tuesday  evening.  Deoemljev  4,  visit  the  lecture,  and  register 
then  If  you  desire. 

BENJAMIN  R.  ANPREWS. 
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IN  THE  REAL  ESTATE  FIELD 


Real  Estate  and  Building  Statistics. 

The  following  are  the  comparative  tables  of  Manhattan,  The 
Bronx  and  Brooklyn  of  the  Conveyances,  Mortgages  and  Pro- 
jected Buildings  for  the  coiTesponding  weeks  In  1905  and   1906: 

MANHATTAN    AND    THE    BRONX. 

CONVETANOE8. 

1006. 
Nov.  30-Dec.  6,  Inc. 

Total  No.  Jor  Manhattan 369 

No.  with  consideration ^^(> 

Amount  Involved $508,020 

Number  nominal 34it 


1905. 
Dec.  1  to  7,  Inc. 
Total  No.  for  Manhattan  621 

No.  with  consideration..  39 

Amount  Involved ^.  $3,264,550 

Number  nominal 532 


Total  No.  Manhattan,  Jan.  1  to  date 

No.  with  consideration,  Manhattan,  Jan. 

1  to  date 

Total  Amt.  Manhattan,  Jan.  1  to  date 

1906. 
Nov.  30-Dee.  6,  Inc. 

Total  No.  tor  the  Bronx 20" 

No.  with  consideration 11 

Amount  involved $156,386 

Number  nominal 198 


Total  No.,  The  Bronx,  Jan.  1  to  date 

Tetal  Anit.,  The  Bronx,  Jan.  1  to  date.. . 
Tot«:  No.  itanlialtau  and  Tlie 

Bronx.  Jan.  1  to  date 

Total  Auit.  Manhattan  and  'The 

Bronx,  Jan.  1  to  date 


1906. 
19.449 


1,170 
»62,O61.057 


Dec. 
Total  No.  tor  The  Bronx 
No.  with  consideration.. 

Amount  Involved 

Number  nominal 


1906. 
11,501 

17.622,655 

30,930 
*69,6S4,312 

Assessed  Value,  Itlanhattan. 

1006. 
Nov.  SO-Dec.  0,  Inc. 


Total  No. ,  with  Consideration 

Amount  1  nvolved 

Assessed  Value 

Total  No.,  Nominal 

Assessed  Value 

Total  No.  with  Consld.,  from  Jan.  Ist  to  date 

Amount  Involved " 

Assessed  value "  " 

rotel  No.  Nominal " 
ssessed  Value "  " 

Total  Tio.  for   manhattan,   for 

November 

Total  An«t.  for  manhattan  for 

November 

Total  No.  Nominal 

Total  No.  for  The    Bronx,    for 

November 

Total  Amt.  for  The  Bronx,  for 

November 

Total  No.  Nominal 

M0BTGAGE8. 

1906. 


20 

«598,('20 

$472,000 

349 

$14,598,700 

1,170 

$62,061,657 

$43,718,275 

18,279 

$614,298,100 

l,iOS 

*3,2»0,S30 
1,040 


S68 


S50-J 


,SS4 

rri 


1905. 
20,667 

1,532 
$73,196,530 

1905. 
1  to  7,  Inc. 
271 
16 
$89,300 
255 

1905. 
12,248 
$12,051,399 

34,915 

»S5,24r,929 


1905. 

)ec.  1  to  7.  Inc 

39 

$3,264,550 

$1,857,400 

582 

$18,682,900 

1,532 

$73,196,530 

$51,600,807 

19,136 

$630,339,334 

1,660 

$■2,4-34, 106 
l,37r 

910 

$360,706 
814 


, Nov.  30  Dec 

Manhattan. 

•lotal  number 431 

Amount  Involved $8,600,388 

No.at6!i 186 

Amount  involved $1,826,386 

No.  at  5?i?i 

AlJlount  involved. 

No.   at  5KH 

Amount  Involved. 
Number  at  5'jJ<  . 
Aitftunt  Involved. 

No.  at5i4W 

Amount  Involved 

No.  at  r,!,«< 

Arfi-ounj  involved. 

No.  at  5?i 

Amount  involved. 

No.  &W,i% 

Amount  involved. 


inc. .   . Dec 

Bronx.       Manhattan. 

213  460 

$2,009,856  $8,265,502 

64        272 

$323,425    $2,786,631 


1905 

to  7, inc. 

Bronx. 

205 

$1,380,888 

70 

$499,196 


4 

$52,450 

1 

§45.000 


117 

<i2.869,955 


27 
$194,311 


54 
$1,363,200 


68 
$348,792 


1 

$1.50(1 

79 

$640,785 


$154,000 


No.  ati'i'i 4-3 

Amount  involved SI .347.600 

Nb.at4i4)J 1 

Amount  involved $22,000 

No.  8»  4% 4 

A«ount  (hvolved $554,000 

NO.  fllthoutinterest 75 

Amount  Involved $1,972,997 

No.  above  to   Bank,    Trust 

Vid  Insurance  Companies  69 

Amount  Involved $1,773,900 

Total  No. ,  Manhattan,  Jan.  1  to  date 

Total  Amt.,  Manhattan,  Jan.  1  to  date 

Total  Na,  The  Bronx.  Jan.  1  to  date 

Total  Amt.,  Ttie  Bronx,  Jan.  1  to  date — 
Total  No.,  nauhattan  and  The 

Bronx.  Jan.  Ito  date  

Total  Ami.  .nauhatlau  ondThe 

Bronx.  Jan.  1  to  date        

Total    No.    for    Manhattan    for 

November 

Total  Amt.  for  Manhattan  for 

November 

Total  No.  for   The    Bronx,  for 

No\'euiber 

Total  Amt.  for  The  Bronx,  (or 

November 


3 

$411,000 


59 

$1,938,199 

1 

$145,000 

13 

$595,750 


39 
$438,835 


54 
$1,282,722 


Total  Amt.  Alterations : 

Mahliattaji 

The  Bronx 


27  36 

$758,100   $1,540,000 

1906. 

17,223 

$349,016  854 

8.778 

$61,744,731 


Grand  total 

Total  No.  of  New  Buildings  : 
Manhattan,  Jan.  1  to  (late. 
The  Bronx,  Jan  1  to  date. . 


$331,800 
13,025 


$344,82.- 


1.579 
2.141 


Mnhtn-Bronx,  Jan.  I  to  date 

Total  Amt.  New  Buildings  : 

Manhattan,  Jan.  1  to  date 

Tile  Bniot,  Jan.  1  to  date 

Mnhtn-Bronx,  Jan.  1  to  date 

Toi.il  Amt.  Alterations: 

^nbr>i"HTnnT     .I«in.  1  tm  date 

Total    No.    New    Bides.,     Man- 
hattan, for  November. 

Total  Ami.   Neu'  BIdss., 

hat  Ian,  for  November 

Total     No.     New     Bld^s.,     The 
Bronx,  for  November 

Total    Amt.    New    Bld^s.,    The 
Bronx,  for  November 


23 
$206,700 


2 
$15,750 


fatal  No.  New  Buildings : 

Manhattan 

The  Bronx 


26,001 

8410,T61,.3S5 

1,519 

»36,905,3'2S 

S39 

»3,9»5,341 

PBOJECTED   BUILDINGS. 

1908. 
Dec.  1  to  7,  Inc. 

12 

48 


3,720 

$107,806,515 
28  431,030 

*134,237,3I5 

*1S,343,6S9 

70 

S3,S78,925 

1S5 

$1,970,400 

BROOKLYN. 

C0NTEYANCE9 


Man- 


$12«.640 
8,300 

$134,940 

2,409 
2,149 

4,55S 

$116,102,310 
36.135,795 

81.52,238,105 

813,531,167 

16S 

87,814,250 

162 

82,622,933 


i«oe. 


1905. 


Nov.  28-Dec.  5,  inc.  Nov.20-Dec.6,inc. 


Total  number 

No.  with  consideration  

Amount  Involved 

dumber  nominal 

Total  number  of  Conveyances, 
Jan.  Ito  dale 

Total  amount  of  Conveyances, 
.Ian-  1  to  date 

Total  No.  of  Conveyances  for 
November 

Total  Amt.  of  Conveyances  for 
November 

Total  No.  of  Nominal  Convey- 
ances for  November 


1 

$150 

41 

$310,300 

11 

$140,500 

1905. 

19,479 

$485,324,396 

9.703 

$82,696,990 


Grand  total.  

Total  Amt.  N-i  r  Buildings  : 


Manhattan. 
The  Bronx . 


Grand  Total. . 


58 

$446,000 
636,250 

$1,082,250 


828 
51 
$399,418 

777 

44,664 

»25,986,400 

2,975 

81,319,877 

2,784 


MORTGAGES. 


Total  number 

Amount  Involved 

No.  at6!< 

Amount  Involved 

No.  at5?.i'?4 

Amount  Involved 

No.at  S.^iJi 

Amount  involved 

So.at  5K% 

Amount  Involved 

No.  at  5?i  

Amount  involved 

No.  at  4V,' 

Amount  involved 

No.  at  4»i 

Amount  involved 

No.  at  3«»i 

Amount  Involved 

So.  at  ZX 

Amount  Involved 

No.  without  interest 

.Amount  involved 

Total     number    of 

Jan.  1  to  date  — 
Total    amount    of 

Jau.l  to  date... 
Total     No.     of     Mortgasres 

November 

Total    Amt.    of    Mortgages   (or 

November 


1,024 

$4,317,977 

425 

$1,257,591 


1.082 

104 

$583,276 

958 

39,811 

827,373,680 

2,799 

81,429,059 

2,536 


734 

$3,049,^30 

37 
$1,140,75 


195 

f967,625 

1 

$2,000 

389 

$1,865,331 

4 

$97,000 

4 

$8,800 

1 

$4,500 


$9 


201 
i9,795 


49 

$447,256 

2 

$10,080 


Mortgages, 
jiortgrages, 
for 


$115,130 

37,160 

8153,232,819 

3,.57S 

814,838,616 

PROJECTED  BUILDINGS. 

No.  of  New  Buildings 153 

Estimated  cost $912,740 

Total    No.    of    New  Building's, 

Jan.  1  to  dale 8,092 

Total  Amt.  of  Neiv  Buildings, 

Jan.  I  todate «60,496,904 

Total    amount   o(    Alterations. 

Tan. 1  todate 85,171,263 

Total    No.    of    New    Bldsrs.    for 

November 710 

Total  Amt.  of  New  BldSTs.  (or 

November 85,238,559 


110 
$471,949 

35,003 

$185,955,999 

2,063 

89,836,303 

137 
$1,055,800 

8,049 

873,215,784 

84,580,431 

564 

84,336,675 


PRIVATE    SALES    MARKET 


29,182 

8348,021,386 

1,363 

820,233,337 

638 

$5,359,920 


1905. 
Dec.  2  to  8.1nc. 
31 
43 


74 


$1,279,900 
514.950 


»1,794,850 


SOUTH  OP  59TH  SXKKKT. 

BARCLAY  ST. — Cunningham  Brothers  sold  to  a  client  for  in- 
vestment OS  Barclay  st,  between  Washington  and  West  stS,  a 
4-sty  buiUling.  "ilxT-Ti.!. 

Quick  Rc-Sale  of  Edison  Building. 

BROAD  ST.— The  Edison  Building,  42  and  44  Broad  st  run- 
ning through  to  3S  and  40  New  st,  which  was  bought  from 
the  General  Electric  Co.  on  Nov.  17  is  reported  sold  by  the 
City  Investing  Co.  The  building  is  an  S-sty  structure,  41.3x154.5 
x66.4xl58.1,  and  the  south  half  stands  on  leased  ground. 
Corner  in  Broome  Street  Sold. 

BROOME  ST.— Samuel  Mann  bought  the  5-sty  brick  tenement 
at   the   northeast   corner  of   Broome  and   Allen   sts. 

CHRISTOPHER  ST.— H.  L.  Suydam  &  Co.  sold  for  the  Knapp 
estate  TS  and  !>0  Christopher  st,  a  5-sty  apartment  house. 

GREENWICH  ST.— Chas.  E.  Duross  sold  for  a  client  to  John 
J.   Danahar  S-'4  and  826   Greenwich  St.  old  buildings,   42.8.x93. 

GRAND  ST.— B.  Posner  &old  411  and  41-3  Grand  st,  two 
5-sty  tenementg,  50x100, 
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HESTER  ST.— Louis  Werbel  sold  for  B.  Posner  to  John  C. 
Eberle  the  northwest  corner  of  Hester  and  Forsyth  sts,  a  6-sty 
tenement,  50x60. 

Liberty  Street  Corner  Sold. 
LIBERTY  ST.— Edward  F.  Robinson  bought  from  Jackson  & 
Stern  the  southeast  corner  of  Liberty  and  Greenwich  sts,  4-sty 
building.  44.6x54.4.  The  purchaser  holds  title  to  the  Beard 
Building,  which  runs  through  from  Liberty  to  Cedar  sts,  and  is 
also  the  owner  of  the  northeast  corner  of  Cedar  and  Greenwich 
sts.  Both  parcels  adjoin  bis  latest  purchase.  Mr.  Robinson 
now  controls  about  10,000  sq.   ft. 

LEWIS  ST.— Meyer  Lefkouitz  bought  from  Diamondston  & 
Schwartz  the  northwest  corner  of  Lewis  and  5th  sts,  2  5-sty  and 
3  4-sty  tenements,  48.10x114.  The  brokers  were  Randel  &  Fried- 
man. 

LEWIS  ST.— Morris  Fisher  sold  to  M.  Volper  49  and  51  Lewis 
St,    2   6-sty   tenements,    50x100. 

MACDOUG.A.L  ST.— Frothingham  &  Moore  sold  for  J.  E.  Mc- 
Arthur  127  Macdougal  st,  a  2-sty  building,  19.6x65.6,  adjoining 
the  northwest  corner  of  West  3d  St. 

NORFOLK   ST.— Krakower   &   Co.   sold    for   Philip    Goldstein 
to  H.   Smulowitz  the  6-sty  tenement  1.53  Norfolk  st,  25x100. 

PEARL  ST. — Edward  McVickar  sold  for  L.  Napoleon  Levy 
300  Pearl  st,  a  3-sty  building,  25x90. 

3D  ST.— Alfred  J.  Koch  sold  for  William  Laue  to  a  builder  for 
improvement  the  plot,  45.4x94.4x  irregular,  on  the  south  side  of 
3d  st,  45.4  east  of  Goerck  st. 

5TH  ST.— Simon  Grun  has  sold  No.  407  East  5th  st,  a  5-sty 
tenement,   25x97. 

8TH  ST. — Krakower  &  Co.  sold  for  Max  Barush  the  6-sty 
tenement  299  and  301  East   Sth  st,  48x94. 

IITH  ST.— Thos.  H.  Vanthie  sold  127  West  11th  st.  a  4-sty 
and  basement  dw.iilipg-,  22.4x103.3. 

13TH  ST.— The  Portman  Realty  Company  bought  from  Daniel 
Cunningham  141  East  13th  st,  a  5-sty  front  and  rear  tenement, 
25.X100.     Folsom  Brothers  were  the  brokers. 

14TH  ST.— L.  V.  Rossi  &  Co.,  in  conjunction  with  John  Peters 
&  Co.,  sold  for  Mary  Katz  308  East  14th  st,  a  5-sty  brownstone 
flat,  19.6x103. 

16TH  ST. — William  S.  Patten  sold  through  Innes  &  Centre 
128  East  16th  st,  a  5-sty  building,  25x103.3. 

16TH  ST.— Pasquale  Pati  &  Son  purchased  the  premises  512 
East  16th  st,  a  4-sty  front  and  3-sty  rear  tenement,  25x100. 
17th  Street  Plot  to  Be  Improved. 
17TH  ST. — N,  A.  Berwin  &  Co.  sold  to  A.  Filmore  Hyde,  of 
Morristown,  N.  J.,  257  to  267  West  17th  st.  a  plot  with  a  front- 
age of  127  ft.  and  running  back  halt  the  block.  The  buyer  will 
erect  a  0-sity  fireproof  building,  which  has  been  leased  by  'the 
same  brokers  in  conjunction  with  Robert  P.  Zobell  to  William 
Steiner  Son  &  Co.,  lithographers,  for  twenty-one  years,  at  an 
aggregate  rental  of  $800,000. 

17TH  ST.— Finestone  &  Albert  sold  for  Arndt  H.  Olsen  39 
West  17th  st,  a  7-sty  loft  building.  The  property  is  leased  for  a 
term  of  years  to  the  New  York  Electrical  Trade  School,  at  an 
aggregate  rental  of  $136,000. 

19TH  ST.— Edgar  T.  Kingsley  sold  for  John  R.  Cushier  217 
West  19th  st,  4-sty  front  and  rear  tenements,  with  store,  25x 
98.10. 

James  Gordon  Bennett  Sells  in  Twenty-First  Street. 
JIST  ST.— James  Gordon  Bennett  sold  28  West  21st  st,  a  4-sty 
and   basement  brownstone  front   dwelling,   25x92. 

21ST  ST.— L.  J.  Phillips  &  Co.  sold  to  Lowenfeld  &  Prager 
211  East  21st  st,   a   3-sty  brick  building,   23.6x100. 

22D  ST. — Slawson  &  Hobbs  sold  for  Heni-y  D.  Bultman  to  a 
client  tor  investment  431  East  22d  st.  a  .5-sty  loft  building 
23.6x98.9. 

Dwelling  Sold  in  Twenty-fifth  Street. 
25TH  ST.— Ashforth  &  Co.  sold  for  the  Trowbridge  estate  35 
West   25th   st,   a   4-sty   dwelling,   25x98.9. 

Sale  in   28th  Street. 
2STH    ST.— Daniel    C.    Whearty   sold    for   Mrs.    Ama   J.    Stone 
to  an  investor  IS  Eajst  2Sth  st,  .5-sty  bachelor  apantment  house, 
known  as  "the  Phoenix,"  25x100. 

.30TH  ST.— A.  Coleman  sold  2.55  West  30th  st,  a  H-sty  front 
and  rear  tenements,  2.5x98.9. 

31ST  ST.— Mrs.  George  C.  Foster  sold  to  the  Life  Publishing 
Co.  23  West  31st  st,  a  4-sty  dwelling,  25x98.9.  The  property 
adjoins  the  Life  Building  on  the  west,  and  was  bought  to  in- 
sure light   and   air. 

35TH  ST.— Emmet  Edgerton  sold  for  J.  Pay  435  West  35th  st, 
a  5-sty  flat,   20x88x100.5. 

36TH  ST.— The  Gem  Realty  Co.  bought  149  and  151  West  36th 
st,  2  4-sty  dwellings  40x98.9.  This  property  is  west  of  the 
Marlboro  Hotel  at  Herald  Square.  A.  C.  &  L.  A.  Marks  nego- 
tiated the  sale. 

37TH  ST.— Pocher  &  Co.  sold  for  Henry  Merkel  the  4-sty 
building  404  West  37th  st,  25x98.9.  The  buyer  has  resold  it 
through  the  same  brokers. 

38TH  ST.— Pocher  &  Co.,  in  conjunction  with  Peter  Helfrish, 
sold  for  John  D.  Hassinger  to  Oscar  Sullivan  319-331  West  38th 
st,   4-sty  tenements,  46x100. 

39TH    ST.— Geo.    D.    Waring   sold    for   the    estate    of   Henry    H. 
Cook   13S   East   39th  St.   3-sty   dwelling,   21.8x98.9. 
4JST  ^T.— ;M:ar7  F.  Martin,  who  bought  the  5-sty  tenement  23? 


West   41st  St,  20.6x100.5,  at  auction  recently  for  $30,000,   has  re- 
sold It. 

43D  ST.— The  American  Express  Company  bought  from  the 
Sebastian  Wagon  Company  the  6-sty  factory  building  217  to 
223  East  43d  st,  running  through  to  224  East  44th  st.  The  buyers 
will  occupy  the  buildings  after  making  alterations. 

45TH  ST.'— Pocher  &  Co.  sold  the  4-sty  private  house  at  135 
West  4.5th  st  for  Edward  B.  Corey  to  the  tenant  for  occupancy, 
20xl(K1.  J.  Arthur  Fischer  represented  the  tenant  in  this  trans- 
action. 

46TH  ST.— Helena  Nastasi  has  sold  16  and  IS  West  46th  st, 
two   4-sty    dwellings,    44x100.5. 

Columbia  College  Sells  Another  Parcel. 

47TH  ST.— Taylor  Bros,  sold  for  Trustees  of  Columbia  College 
to  Mrs.  O.  M.  Harper,  the  lot  25x100.5  at  41  West  47th  St.  Col- 
umbia College  originally  sold  Nos.  4,  0  and  8  West  4Sth  st, 
unrestricted.  >k)s.  1  to  11  West  47th  st,  are  leased  until  1919 
and  1921.  Nos.  13  to  69  West  47th  st,  (excepting  Nos.  35  and  41) 
also  10  to  70  West  4Sth  St.  were  previously  sold  with  15  years 
restrictions   thereon   against   business   occupations. 

50TH  ST.— Jacob  Herb  sold  247  West  50th  st,  a  5-sty  flat  27  6x 
100.5. 

53D  ST.— Bernard  Smyth  &  Sons  sold  157  West  53d  st,  a  4-sty 
brownstone   dwelling,    18.9x100,    for   Georgia   Roney. 

53D  ST.— Charles  Berlin  sold  220  and  228  East  53d  st,  a  7-sty 
flat,  40x100.5,  for  A.  J.  Jaffe. 

55TH  ST.— Henry  D.  Winans  &  May,  in  conjunction  with  E. 
P.  Holdridge,  sold  the  stable,  41  West  55th  st,  for  Henry  Corn. 
This  property  was  recently  acquired  by  Mr.  Corn  in  part  pay- 
ment for  the  business  property,  corner  Fifth  ay  and  18th  st. 

58TH  ST.— -H^ugusta  Kecheil  sold  to  Harry  L.  Rosen  211  East 
58th  st,  a  5-sty  flat,  25x100.6.  This  property  has  not  been  sold 
since  1892. 

58TH  ST.— Daniel  B.  Freedman  bought  from  the  Morgenthau 
Co.  37  West  58th  st,  a  4-sty  dwelling,  20x100.5.  Ashforth  &  Co. 
were  the  brokers.  The  house,  which  is  just  west  of  the  new 
Palza   hotel,    will   be   altered   for  business. 

Operators  Sell  on  the  Bowery. 

BOWERY.— Henry  M.  Toch  bought  from  Lowenfeld  &  Prager 
42  Bowery,  a  4-sty  building,  16.8x120,  between  Bayard  and 
Canal  sts. 

Broadway-Mercer  Street  Sale. 

BROADWAY.— The  two  5-sty  buildings  known  as  499  Broad- 
way and  70  Mercer  st  have  been  sold  through  the  efforts  of 
Fredk.  Fox  &  Co.,  for  J.  W.  &  S.  Gerard,  to  Frederick  Banner- 
mann,  who  intends  to  connect  both  structures  and  lease  the 
property  as  an  investment.     The  ground  is  19.10.x200. 

BROADWAY.— The  Surety  Realty  Company  (S.  H.  Stone) 
bought  from  David  &  Harry  Lippman  and  Mandelbaum  & 
Lewine  449  Broadway,  a  5-sty  business  building,  25x200,  run- 
ning through  to  26  Mercer  st.  The  building  has  been  leased 
for  a  long  term  of  yeare  at  $15,000  net  rental,  after  improve- 
ments costing  $50,000. 

Lexington  Avenue  Corner  Sold. 

LEXINGTON  AV.— Ames  &  Co.  in  conjunction  with  John 
Donnelly  sold  to  Wra.  A.  Treadwell  the  southwest  corner  of 
Lexington  av  and  31st  st,  5-sty  building.  19.9x64.  The  price  is 
said   to  exceed  $50,000. 

LEXINGTON    AV.— Geo.    D.    Waving    sold    for     Emil    Walden- 
berger  124  and  126  Lexington  av,   2  3-sty  dwellings,  19.4x78  each. 
Madison  Ave.  Corner  Sold. 

MADISON  AV. — Wm.  A.  White  &  Sons  sold  for  Seth  Sprague 
Terry  to  a  Sth  av  concern  for  its  own  business,  168  Madison  av, 
southwest  cor.  of  33d  st,  a  4-sty  dwelling,  25x53.  This  is  the 
second  time  this  week  that  important  business  interests  are 
reported  as  locating  in  this  part  of  Madison  av. 

3D  A  v.— Arnold  &  Byrne  sold  to  Abram  A.  Weigert  737  3d 
av,  a  5-sty  double  flat,  with  stores  and  basements,  adjoining  the 
southeast  corner  of  46th  st. 

In  the  Terminal  Section. 

STH  AV.— Ames  &  Co.  sold  for  Theresa  Bloomingthal  to  an  In- 
vestor 549  Sth  av,  a  3-sty  business  building  on  a  lot  18x100,  in 
the  west  side  of  the  avenue,  between  37th  and  38th  sts. 

8th  AV. — rPalmer  &  Finneran  have  sold  for  Annie  Lac- 
ord  "60  and  762  Sth  av,  two  4-sty  tenements  with  stores,  60xl00x 
irregular. 

STH  AV.— Edward  C.  Williams  and  Charles  H.  Baston  &  Co. 
sold  for  Albert  L.  Thompson  to  Israel  Lebowitz  and  Samuel 
Roseff  488  Sth  av,  a  3-sty  store  and  flat,  23.8x100. 

OTH  AV.— Huberth  &  Gabel  sold  for  I.  Wiesbader  et  al  6-sty 
quadruple  tenement  232  9th  av.  adjoining  corner  24th  st,  24. 8x 
100.     The  buyer  is   Max  Marx. 

IITH  AV.— George  Dudley  Waring  sold  for  Mrs.  M.  Clinton 
781  11th  av,  a  4-sty  triple  tenement  house.  27.1x75. 


JNOKTH  OP  59TH  STKKIfiT. 

61ST  ST.— The  B.  M.  Weil  Realty  Co.  sold  to  the  Hermitage 
Co.   159  West  61st  st,  a  negro  tenement. 

61ST  ST.— Ernst-Cahn  Realty  Co.  sold  for  the  Louis  Meyer 
Realty  Co.,  5-sty  triple  flat  413  East  61st  st,  20x96. 

07TH  ST. — Williams  &  McAnerney  and  James  M.  Couper  sold 
for  Lizzie  W.  Davidson  227  and  229  West  67th  st,  2  4-stv  flats, 
,50x100.5. 

.69TH  .ST,— Je.sse  C.  Bennett  &  Co.  sold  for  Gross  &  Herbernep 


952 


RECORD   AND   GUIDE 


December  8,  1906 


Co.  to  a  client  3  lots  in  the  north  side  of  West  69th  st,  260  ft. 
west  of  Amsterdam  av. 

70TH  ST. — S.  Lefkowitz  sold  424  and  426  East  70th  st,  a  G-sty 
tenement,  with  stores,  38x100.5, 

72D  ST. — Jennie  Fritz  ¥old  to  S.  Beckelman  the  northwest  cor. 

of  72d  st  and  Av  A,  a  6-sty  tenement  in  course  of  construction. 

77TH  ST. — David  and  Hai-ry  Lippmann  bought  231  East  77th 

st,   a  3-sty  front   and   2-sty   rear  houses,    2.5x102.2,    from    Mrs. 

Bertha  Woods.      M.   L.   Gomperts   was   the   broker. 

78TH  ST.— Pease  &  Elliman  sold  for  Dr.  H.  L.  Purdy  110 
East  7Sth  st,  a  3-sty  high  stoop  dwelling,  17.4x102.2. 

80TH  ST. — George  Dudley  Waring  sold  for  Oliver  E.  Davis, 
151  West  80th  st,  a  5-sty  single  flat,  20x100. 

S4TH  ST.— A.  Hollander  sold  to  an  investor  158-160-162  East 
84th  st,  3  5-sty  houses  with  stores,  81x10-. 

S'jTH  ST. — The  William  Rosenzweig  Realty  Operating  Co. 
bought,  through  H.  Reinheimer,  from  George  fiaker,  336  West 
85  st,  25x102.2. 

S6TH  ST.— Max  Blau  sold  for  Edward  B,  and  William  J. 
Amend  327  and  329  East  86th  st,  2  5-sty  flats,  40x100.8. 

S7TH  ST. — Jacob  Oppenheimer  sold  to  G.  Germann  IGO  East 
87th  st,   a  5-sty  flat,  26.8x100.8,   for  $32,500. 

88TH  ST. — Slawson  &  Hobbs  sold  for  Josephine  Goldsmith  to 
a  client  for  occupancy  the  3-sty,  high  stoop  dwelling,  152  West 
S8th  st,   18x100.8. 

93D  ST.— Henry  W.  Lester  sold  31  West  93d  st,  a  4^sty  anJ 
baisement  dwelling,  19x100.8.  The  present  tenant  is  said  to  be 
the  buyer. 

94TH  ST. — Pehlemann  &  Schwegler  sold  for  Joseph  Freedman 
the  6-sty  elevator  apartment  house,  203-205  West  94th  st  to  a 
client. 

95TH  ST.— Hillenbrand  &  Nassoit  sold  for  E.  Francis  Hillen- 
brand, as  executor  of  the  estate  of  Joseph  F.  Hillenbrand,  106 
West  95th  st,  a  5-sty  flat,  25x100.8,  to  Jacob  Luthman. 

98TH  ST. — Schmeidler  &  Bachrach  sold  213  East  98th  st,  a 
5-sty  tenement,  25x100.11. 

99TH  ST. — George  Dudley  Waring  sold  for  Samuel  Herbst, 
('2  West  99th  st,  a  5H-sty  double  flat,  26x100.11. 

lOOTH  ST. — Borgenicht  &  Schafl!  sold  to  Moses  Kinzler  203 
to  209  East  100th  st.  four  5-sty  tenement  houses,  -nath  stores, 
each  25x100. 

102D  ST. — Ginsberg  &  Freiberger  sold  for  Morgenstern  Bivjs. 
♦.o  David  Freiberger  213  East  102d  st,  a  5-sty  double  tenement 
house,  with  stores,  25x100.11,  and  resold  the  property  to  Weill 
&  Meyer. 

IIOTH  ST. — Louis  AVolf  &  Sons,  in  conjunction  with  Samuel 
Goldberg  &  Co.,  sold  for  Dr.  L.  Druskin  132  and  134  East  110th 
st,  a  6-sty  tenement  37.6x100.11;  also  for  Jennie  Fritz  to  S. 
Beckelman,  the  northwest  cor.  of  72d  st  and  Avenue  A,  a  6-sty 
tenement   in   course   of  construction. 

113TH  ST.— Edward  J.  Moloughney  sold  to  Vito  Cerebone  the 
plot,  75x100.11,  in  the  north  side  of  113th  st,  175  ft.  west  of 
B'way.  The  buyer  will  begin  immediately  the  erection  of  an 
elevator  apartment  house. 

114TH  ST. — M.  Glass  &  Son  sold  for  Morgenstern  Bros.  34 
West  114th  St.  a  4-sty  American  basement  dwelling,  17.6x100.11. 

114TH  ST. — Weisberger  &  Kaufman  sold  for  a  Mr.  Schwarz 
to  a  client  of  theirs  121  West  114th  st,  a  5-stv  double  flat, 
35x100. 

117TH  ST.— Alfred  J.  Koch  sold  for  the  Empire  Cornice  Works 
to  William  Laue  the  6-sty  tenement  house,  with  stores,  434-436 
Bast  117th  st,  on  plot  37.6x100.11,  and  has  resold  the  same. 

128TH  ST.— Shaw  &  Co.  sold  for  Sigmund  B.  Heine  north- 
west corner  128th  st  and  Lenox  av,  25x71x75,  .5-sty  apartment, 
with  store. 

133D  ST. — Barry's  Realty  Co.  sold  for  the  Jenny  estate  to  a 
client  18  and  20  West  133d  st,  2  3-sty  and  basement  brown 
stone  dwellings. 

133D  ST. — The  Godspeed  Realty  Improvement  Co.  sold  9  West 
133d  st,  a  5-sty  flat,  25x99.11,  to  a  Mr.  Kassell. 

1.34TH  ST. — Williams,  Grodginsky  &  Haft  sold  to  J.  Golden  34 
West  134th  st,  a  3-sty  dwelling,  18x99.11. 

134TH  ST.— Olcott  C.  Colt  through  Melvin  J.  Chisum  sold 
for  the  Colt  Estate  property  210  West  134th  st,  to  a  client 
for  occupancy. 

135TH  ST. — Augustus  Appel  and  E.  Simon  sold  for  J.  Frank- 
enthaler  3,  5  and  7  East  135th  st,  3  5-sty  double  flats,  75x99.11. 

13.5TH  ST.— E.  H.  Ludlow  &  Co.  sold  for  Cammack  &  Seitz 
241  West  135th  st,  a  5-sty  single  flat,  25x100. 

136TH  ST. — Adolph  Scheibel  and  Matthew  F.  Mulvihill  bought 
from  James  T.  Ferris  the  5-sty  flat,  8Gx2G.5  and  irregular, 
occupying  the  block  front  on  the  north  side  of  136th  st,  be- 
tween Lincoln  and  3d  avs. 

143D  ST. —  L.  Kramer  sold  for  Wm.  C.  Hyde,  259  West  143d 
st,  a  new  5-sty  triple  flat,  37.6x99.11. 

AVENUE  A. — Ernest  N.  Adler  sold  for  a  client  to  Adolph 
Miller  1437  Avenue  A,  a  4-sty  tenement,  with  stores,  25x75. 
The  buyer  will  improve  the  property. 

Dennis  &  Preston  Close  Large  Deal. 

BROADWAY. — Dennis  &  Preston  sold  for  George  C.  Boldt 
to  C.  F.  Hoffman  and  W.  M.  V.  Hoffman,  the  northeast  cor.  of 
B'way  and  62d  st,  a  new  6-sty,  fire-proof  building.  The  prop- 
erty has  a  frontage  of  116.6  on  B'way  and  an  average  depth  of 
about  1.35  ft.     The  property  is  leased  to  the  American  Xioco- 


motive  Co.  for  a  term,  of  years,  at  an  annual  rental  of  §33,600 
and  taxes.  The  purchase  price  was  about  $660,000.  The  same 
brokers  recently  sold  The  Union  Dime  Savings  Bank  building, 
situated  at  B'way,  ii2d  st  and  Gth  av  for  $1,000,000,  to  the  City 
Investing  Co;  also  the  northwest  cor.  of  6th  av  and  40th  st,  for 
^ii;0,000  to  the  Union  Dime  Savings  Bank  for  a  new  site;  also, 
the  southeast  cor.  of  5th  av  and  42d  st  for  $1,550,000,  for  the 
Columbia   Bank   to   Felix    Isman. 

COLUMBUS  AV. — E.  H.  Ludlow  &  Co.  sold  for  James  A. 
Renwick  the  southea.st  cor.  of  Columbus  av  and  90th  st,  a 
5-sty  triple  flat,  with  store,  25x74. 

Madison  Avenue  Corners  Sold. 

MADISON  AV.— Henry  W.  Cane  sold  for  N.  E.  Clark  to 
Heiman  &  Lichten  the  northeast  cor.  of  Madison  av  and  87th 
st,  a  6-sty  apartment  house,  50x113. 

MADISON  AV, — Mrs.  Steinhardt  sold  1321  Madison  av,  north- 
east cor.  of  93d  st,  a  3-sty  and  basement  brownstone  front 
dweling,  20.8x74. 

MADISON  AV. — Jacob  Weinstein  bought  from  Mrs.  Annie 
M.  Ivory  2108  Madison  av,  a  3-sty  dwelling,  20x80,  between 
132d  and  133d  sts.     Stephen  McCormick  was  the  broker. 

MADISON  AV. — Palmer  &  Finneran  have  sold  for  a  client 
1600  and   1602  Madison  av,  a  6-sty  flat,  38x100.10. 

MADISON  AV. — Charles  Berlin,  of  the  Berlin  Renting  System, 
sold  the  5-sty  flat,  50x-"l,  at  the  northeast  cor.  of  Madison  av 
and   108th  st  to  Simon   F.  Goldberg. 

MORNINGSIDE  AV. — T.  Foster  Gaines,  of  De  Selding  Bros., 
has  sold  for  Nathan  .Stern  the  southeast  cor.  of  Morningside 
av  and  117th  st,  a  5-sty  fiat,  27.7x100. 

PARK  AV.— Yetta  Slovitz  sold  to  M.  Goldstein  1712  Park  av, 
a  5-sty  flat,  25.3x90. 

PLEASANT  AV. — Ernst-Cahn  Realty  Co.,  sold  for  Benjamin 
Weissman  344  Pleasant  av,  5i,4-sty  double  flat  with  stores, 
25x77. 

RIVERSIDE  DR. — Pease  &  Elliman  sold  for  Adele  G.  Stanley 
to  a  client,  for  occupancy,  107  Riverside  dr,  a  5-sty  American 
basement  dwelling,  26.4x8S.8x  irregular. 

RIVERSIDE  DR. — S.  G.  Bayne,  President  of  the  Seaboard 
National  Bank,  sold  the  northeast  cor.  of  Riverside  dr  and  107th 
st,  a  plot  60x100.  The  buyer  will  improve  the  property  with  a 
detached  residence.  This  will  complete  the  improvement  of  the 
block  bounded  by  Riverside  dr,  B'way,  107th  and  108th  st,  pur- 
chased by  Mr.  Bayne  twelve  years  ago.  He  placed  a  unique 
restriction  on  the  Riverside  dr  front,  limiting  it  to  3  dwellings, 
with  a  30-foot  space  for  air  and  light  bet.  the  structures. 

WEST  END  AV. — Lorenz  Weiher,  bought  the  southwest  cor. 
of  West  End  av  and  S4th  st,  108.4  on  the  av  and  100ft.  on 
S4th  St. 

1ST  AV. — Isadore  Kaplan  sold  for  Haber  Dworkowitz  &  Haber 
1733  and  1735  1st  av,  southwest  cor.  of  90th  st,  2  5-sty  flats, 
51x100,  to  Max  Keve,  who  gives  in  exchange  102  Lewis  st,  5-sty 
and  5-sty  rear  tenements,  21x100. 

2D  AV. — Kassel  &  Goldberg  have  sold  2124  2d  av,  a  5-^ty 
double  flat,  25x75. 

2D  AV. — A.  Hornstein  sold  for  a  Mr.  Messner  to  Abraham 
Gershtein  and  Sarah  M:ntz  2148  2d  av,  a  5-sty  flat,  25x100. 

8TH  AV. — Arnold  &  Byrne  sold  for  Frank  Kock  to  Louis 
Bernstein  2542  and  2."44  Sth  av,  2  5-sty  triple  flats,  with 
stores,  50x100. 


WASHEVGTON   HKIGUTS. 

EMERSON  ST. — Minturn  Post  Collins  purchased  from  Thomas 
J.  McLaughlin  four  lots  at  the  southeast  corner  of  Emerson 
st  and  Post  av,  with  a  frontage  of  110  ft.  in  Emerson  st  and 
100  ft.  in  Post  av. 

135TH  ST. — B.  Crystal  sold  to  Simon  Badt  and  Abraham 
Benedict,  527  West  135th  st,  the  Loraine,  a  5-sty  apartment 
house,  40x100. 

151ST  ST. — Joachim  &  Goldschmidt  sold  for  John  Rollman 
the  plot  75x199.10,  running  through  from  151'st  st  to  152d  st, 
1.50  ft.  west  of  Broadway.  The  property  will  be  improved  with 
6-sty  flats. 

202D   ST. — Bernard    Frankenfelder   is    the   buyer   of   the   plot, 
i.^'.l  1x100,  at  the  southwest  cor.  of  202d  st  and  9th  av. 
Sale  in  the  Dycknian  Tract. 

216TH  ST. — Richard  Alexander  sold  for  E.  A.  Alexander  to 
John  H.  Thorn  the  plot  125x99.11  on  the  south  side  of  216th  st, 
iOO  ft.   east  of  9th   av. 

AMSTERDAM  AA'. — Ferdinand  C.  Bamman  repurchased  the 
southeast  cor.  of  Amsterdam  av  and  154th  st,  a  3-sty  building, 
25x100;  also,  a  Ipt  25x160,  with  a  stable  thereon,  in  the  south 
side  of  154th  st,  100  ft.  east  of  Amsterdam  av. 

BRADHURST  AV. — L.  Kramer  sold  for  the  Sceptre  Realty 
Co.  122  and  124  Bradhurst  av,  2  5-sty  double  flats,  50x75,  ad- 
Joining  the  northeast  cor.  of  148th  st. 

RIVERSIDE  DR. — Edgar  A.  Levy  purchased  from  Bing  & 
Bing,  the  southeast  cor.  of  Riverside  dr  and  136th  st,  plot  102.5 
xl09x99.11xl32.2,  on  which  a  6-sty  elevator  apartment  house 
wil.  be  erected. 

RIVERSIDE  DRIVE.— J.  Edgar  Leaycraft  &  Co.  sold  for 
Mrs.  Julia  L.  Butterfleld  to  Adolph  Wurzburger  a  tract  of  20 
lots  running  through  from  Riverside  drive  to  Haven  av.  The 
plot  has  a  frontage  of  236,0  ft.  on  the  east  side  o£  Riverside 
drive  opposite  169th  st, 
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BKUJNA. 

BRISTOW  ST. — Edward  Polak  sold  for  Samuel  Terry  1392 
Bristow  St,   2-family   house,    20x100. 

MAGENTA  ST. — A.  Shatzkin  &  Sons  sold  lot  50x97,  north 
side  of  Magenta  st,  50  ft.  east  of  Rosewood  .av. 

I.j.jTH  ST. — Walter  S.  Auld  sold  for  Frederick  Wehnes  to 
James  McConkey  877  East  135th  st,  a  5-sty  apartment  house, 
iOxlOO. 

130TH  ST. — Adolph  Scheibel  and  Matthew  F.  Mulvihill  bought 
from  James  T.  Ferris  the  5-sty  flat,  S6x26.5x  irregular,  occupy- 
ing the  block  front  on  the  north  side  of  136th  st,  bet.  Lincoln 
and  Third  avs. 

137TH  ST. — J.  Clarence  Davies  sold  for  the  H.  Clausen  Brew- 
ing Co.  to  the  Columbia  Wax  Works  2  lots,  50x100,  in  the  north 
side  of  137th  st.  155  ft.  west  of  Willow  av.  The  buyer  will  erect 
a  factory  building. 

141ST  ST. — Paul  Bultmann  sold  for  Mr.  Geo.  Munsterman  the 
5-sty  double  flat  881  East  l-41st  st,  on  lot  27x100. 

154TH  ST. — The  Reiss,  LoewT  Realty  Co,  sold  the  'o-sty  triple 
flat   640  East   154th   st,   25x100,   for  a   Mr.   Schiff. 

15STH  ST.— Jacob  Hirsch  sold  to  Louis  Lese,  642  and  644 
East  158th  st,  a  6-sty  flat,  50x100.     Isaac  Haft  was  the  broker. 

163D  ST. — The  Goodman  Realty  Co.  sold  for  David  Siegel  in 
conjunction  with  Mr.  Peck  the  2  5-sty  new  law  tenements 
known  as  668  and  672  East  103d  st,  on  a  plot  75x100. 

163D  ST. — Goodman  Realty  Co.  sold  for  the  Estate  of  John 
Schmitt  the  5-sty  double  flat  929  East  163d  st,  25x100. 

167TH  ST. — The  Woodstock  Realty  Exchange  sold  the  2-fam- 
ily house  for  Henry  H.  Pratt  at  ](ri3  East  167th  st,  to  Alice 
Brady. 

213TH  ST. — Kurz  &  Uren  and  Max  Germansky  sold  5  lots  in 
213th  st,  between  Tilden  av  and  Elwood  pi,  Laconia  Park. 

214TH  ST. — Edward  Polak  sold  for  James  McGuinne.ss,  lOOx 
100,  southwest  comer  214th  st  and  4th  av,  Williamsbridge. 

230TH  ST. — Hugo  Wabst  sold  for  A.  Zeller  plot  50x110  on 
the  south  side  of  236th  st,  near  White  Plains  rd,  to  A.  Failowitz; 
also,  a  plot  100x97,  on  the  east  side  of  Gunther  av,  near  236th 
st,  to  a  Mr.  Weisheimer. 

236TH  ST. — Hugo  Wabst  sold  for  A.  Zeller  a  plot  50x100,  in 
the  south  side  of  236th  st,  near  White  Plains  rd  to  A.  Failowitz. 

BATHGATE  AV. — Edward  Polak  sold  for  Fannie  Cohen  1715 
Bathgate  av,  2-sty  and  attic  dwelling,  25x114. 

CAULDWELL  AV. — The  Reiss,  Loewy  Realty  Co.  sold  in  con- 
junction with  E.  Sheldon  Robinson,  for  Alexander  Bros.,  to 
Mrs.  E.  Hickey,  the  southeast  cor.  of  Cauldwell  av  and  158th 
si,  2  3-sty  houses. 

CEDAR  AV. — A.  Shatzkin  &  Sons  sold  to  Mr.  Greno,  a  lot 
25x118,  east  side  of  Cedar  av,  150  ft.  south  of  208th  st. 

CEDAR  AV. — A.  Shatzkin  cfe  Sons  sold  to  a  Mr.  Para  a  plot, 
43x118x44,  east  side  of  Cedar  av,  175  ft.  south  of  208th  st. 

CROTONA  PARK  EAST. — Lawrence  Kronenberger  represent- 
ing the  Bronx  Realty  Exchange  sold  the  plot  50x134  ft.  Crotona 
Park  East  about  200  ft.  south  of  174th  st  for  Mr.  A.  Nigey  to 
Mr.  John  Johnson  who  will  erect  a  fine  private  residence  for 
himself. 

DECATUR  AV. — Frederick  Allen  sold  for  the  Seitz  Realty  Co. 
4  lots  west  side  of  Decatur  av,  50  ft.  south  of  209th  st  to  a 
buyer  for  investment. 

FORDHAM  RD. — William  Stonebridge  sold  for  William  S. 
Patten  352  Fordhani  rd,  a  3-sty  American  basement  dwelling, 
to  Edward  Sanger  for  occupancy. 

FRANKLIN  AV. — George  Schwegler  sold  1254  Franklin  av, 
a  3-sty  frame  house,  with  frame  stable  in  rear,  on  plot  43.10x 
185.2,  between  168th  and  109th  sts. 

HUGHES  AV. — Edward  Polak  sold  to  Patrick  Connelly  2311 
Hughes  av,  2-family  house,  25x100,  to  Kamminstein  and  Harris, 
897  Oak  Tree  d1,  10.8x115. 

JACKSON  AV. — The  Reiss,  Loewy  Realty  Co.  sold  for  Hugh 
Breslin,   1114  Jackson  av,  a  3-family  brick  house,  20x87.6. 

KINGSBRIDGB  RD. — Kurz  &  Uren  sold  3  lots  on  Kings- 
dridge  rd,   between  232d   and  2.33d   sts. 

LACONIA  PARK. — Edward  Polak  sold  for  Henry  Metzner 
lots  Nos.  92-3-4^5  Laconia  Park,  on  Ash   av. 

MULINER  AV. — Van  Winkle  &  Scott  sold  for  Michael  Con- 
way of  Chicago  to  Harold  M.  Brown,  a  plot  50x100  on  Muliner 
av.  Van  Nest,  opposite  the  Morris  Park  Race  Track  property. 

OAK  TERRACE. — The  Reiss,  Loewy  Realty  Co.  sold  a  plot 
50x100,  on  the  north  side  of  Oak  Terrace,  for  a  Mr.  Leis. 

PROSPECT  AV.— Kurz  &  Uren  sold  for  a  client  591  Prospect 
av,   a  4-sty   flat. 

PROSPECT  AV. — Jacob  and  Philip  Kronenberger  sold  for  a 
Mr.  Langen  the  plot,  98x1,50,  on  the  Avest  side  of  Prospect  av, 
100  ft.  south  of  Boston  rd. 

Large  Buying  Near  Ft.  Schuyler. 

THROGGS  NECK.— F.  de  R.  Wi.^sman  sold  for  Richard  M. 
Montgomery  et  al  the  Bruce  Brown  and  Robert  TurnbuU  prop- 
erties of  115  and  95  acres,  respectively,  on  the  sound  shore,  be- 
tween Westchester  County  Club's  property  and  the  Government 
reservation  at  Fort  Schuyler.  The  price  paid  is  said  to  be  ap- 
proximately .$1,250,000.  The  buyers  are  a  syndicate  headed 
by  Louis  A.  Risse,  who  are  said  to  be  buying  up  all  the  available 
property  between  Throggs  Neck  and  Pelham  Bay  Park  along  the 
Long  Island  shore.  The  Legislature  will  be  asked  to  authorize 
the  construction  of  a  boulevard  along  the  Sound,  and   the  prop- 


erty needed  for  the  highway  will  be  donated  to  the  city  if  the 
latter  will  undertake  to  defray  the  cost  of  construction.  Of 
course  the  syndicate's  remaining  land  would  enhance  greatly 
in  value  as  a  result  of  such  an  improvement.  Several  other 
holdings  jilong  the  route  of  the  proposed  boulevard  have  already 
been  obtained.  About  two  months  ago  the  syndicate  purchased 
Thomas  J.  Havemeyer's  property  on  Throggs  Neck.  The  road 
as  now  planned  would  join  the  easterly  end  of  the  Bronx  and 
Pelham  Parkway  and  would  bring  the  Bronx  and  Pelham  Bay 
parks   in  direct   connection   with   Fort   Schuyler. 

3D  AV. — L.  Napoleon  Levy  purchased  through  William  E. 
Brooker  from  Benjamin  T.  Gilbert  a  plot,  104x120  ft,  on  the 
west  side  of  3d  av  at  177th  st,  filling  out  his  holdings  in  the 
block,  now  consisting  of  260  ft.  frontage  in  3d  av  and  extending 
400  ft.  from  177th  st  to  178th  st,  upon  which  he  contemplates 
erecting  a   theatre   and   department   stores. 


LiKASKS. 

The  firm  of  J.  B.  Ketcham  rented  for  a  term  o£  years  68 
West  125th  st,  at  an  aggregated  rental  of  $24,000. 

Pease  &  Elliman  leased  for  Joseph  W.  Stern  &  Co.  43  East 
21st  st,  for  a  term  of  years  at  an  aggregate  rental  of  about 
^70,000. 

De  Selding  Bros,  leased  to  Reed  &  Barton  for  a  term  of  years 
2  and  4  Maiden  Lane,  2  stores  and  part  of  the  first  floor  in  thq 
Broadway  Maiden  Lane  Building. 

Jackson  &  Moore  leased  for  the  Moss  Realty  Co.  the  4  5-sty 
triple  flats,  152  to  158  West  62d  st,  for  a  term  of  years  at  an 
aggregate  rental  of  about  $51,000. 

Goodman  Realty  Co.  leased  for  the  United  Merchants  Realty 
Co.  the  large  store  on  Hath  st  and  3d  av,  known  as  the  Realty 
Building  at  an  aggregated   rental  of  $60,000. 

Chas.  E.  Duros.s  has  leased  to  the  Western  Chair  Company 
(S.  P.  Kramer  &  Son)  the  6-sty  building  at  513  Hudson  st  for 
a  term  of  years.  The  property  adjoins  'the  southwest  corner 
of  10th  St. 

The  Madison  Square  Republican  Club  leased  lai-ge  quarters  at 
151  West  14th  st  from  Mr.  Thos.  Trebell  for  a  long  term  of 
years.  The  premises  are  a  4-sty  dwelling,  on  lot  25x100.  Chas. 
E.  Duross  was  the  broker  in  the  transaction. 

Jackson  &  Moore  leased  for  Isaac  Manheimer  the  5-sty  flat 
161  West  133d  st;  also,  for  L.  Rosensweig  the  6-sty  tenement  at 
234  West  65th  st;  also,  for  H.  N.  Baruch  the  5-sty  flat  131  West 
1.33d  st;  also,  for  the  Moss  Realty  Co.  4  5-sty  flats  152  to  158 
West  62d  st;  also,  for  the  Moss  Realty  Co.  11  5-sty  flats  203  to 
223  West  C3d  st. 

Frederick  Fox  &  Co.  leased  to  the  Cimiotti  Unhairing  Co.  for 
a  long  term  of  years  15,000  square  feet  of  space  in  the  Iron 
Age  Building,  437  to  4.53  11th  av;  also  for  the  Master  Builder's 
Realty  Co.  12,000  square  feet  of  space  in  the  new  fireproof 
building  now  being  erected  at  10-12-14  East  12th  st;  also  for 
M.  L.  &  C.  Ernst  7,000  square  feet  of  space  in  4  West  16th  st. 

The  McVickar,  Gaillard  Realty  Co.  leased  for  the  Greely  Real- 
ty and  Improvement  Co.,  to  a  client,  the  5-sty  apartment  houses 
5,  7,  9,  11  and  13  East  98th  st,  125x100,  for  a  long  term  of 
years,  at  the  aggregate  rental  of  $120,000.  After  slight  improve- 
ments the  property  will  be  run  as  formerly;  also,  for  the  Herzog 
Estate  to  George  H.  Terry  &  Co.  for  a  term  of  years  the  build- 
ing 92  Chambers  st. 


SUBURBAN. 

Ashforth  &  Co.  sold  for  Edwin  E.  Beseer  the  northeast  corner 
of  Neptune  av  and  Elm  st.  New  Rochelle,  a  dwelling,  on  plot 
75x1.3.5,  together  with  an  adjoining  plot,  50x1.50,  on  Elm  st; 
al.so,  for  F.  W.  Bender,  a  dwelling,  on  plot  33x100,  in  Sunset 
Park;  also,  for  Rose  McGuirk.  a  plot,  100x400,  on  the  west  side 
of  Weyman  av  adjoining  the  Emmetit  estate  property. 

N.  A.  Berwin  &  Co.,  SO  William  st,  have  sold  to  A.  Filmore 
Hyde,  of  Morristown,  N.  J.,  the  property  Nos.  257-267  West 
17th  st,  127  ft.  front  by  one-half  block,  on  which  he  will  erect 
a  0-sty  fireproof  building,  which  has  been  leased  by  the  same 
brokers,  in  connection  with  Robert  P.  Zobel,  to  William  Striner 
Sons  &  Co.,  litliographers,  for  a  term  of  21  years,  at  an  aggre- 
gate rental  of  $800,000. 


P.  EAL     ESTATE     NOTES 


An  advertisement  in  the  Want  and  Offers  page  announces  the 
wish  of  a  well  known  publishing  house  to  obtain  offices  near 
City  Hall  Park. 

Abraham  Ruth  loaned  to  the  C.  R.  Company  $12.5,000  on  the 
block  front  on  the  east  side  of  An'isterdam  av,  between  158th 
and  159th  sts,  200x100. 

The  Gem  Realty  Company,  a  new  concern,  has  taken  offices  at 
14j.  Broadway,  Manhattan.  The  directors  are  Edward  Baer, 
Simon   Myers   and   M.   L.   Prank. 

A  large  number  of  lot  sales  have  been  made  in  the  tracts 
now  being  developed  by  Wood,  Harmon  &  Co.,  particularly 
along  the  Richmond  turnpike  on  Staten  Island. 

Chas.  J.  Brady,  formerly  with  E.  Osborne  Smith  &  Co.,  real 
estate   brokers,    has    opened    an   office   at   2366   Amsterdam   av, 
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where  he  will  make  a  specialty  of  handling  Washington  Heights 
and  Dykraan  Tract  property. 

The  well  known  Middy  Morgan  house,  on  De  Kay  st,  near 
Bard  av,  Livingston,  S.  I.,  was  sold  at  public  auction  on  Wed- 
nesday,, by  Cornelius  G.  Kolff,  as  receiver  to  Mrs.  Marie  A. 
Kennedy,  of  Fort  Hill,  for  $5,000. 

The  firm  of  Cohn,  Baer,  Myers  &  Aronson  (Inc.),  which  has 
been  active  real  estaite  operators  for  some  years,  has  been  dis- 
solved, and  Edward  Baer  and  Simon  Myers  associated  with 
M.  L.  Frank  have  incorporated  the  "Gem  Realty  Company,"  and 
will  retain  their  present  offices  at  141  Broadway,  Suite  1402. 


Trouble   Aliead   for  Lot  Buyers. 

Many  recent  buyers  of  building  lots  in  the  Borough  of  Queens 
are  considerably  disturbed  over  the  layout  of  a  system  of  streets 
which  is  to  be  adopted  as  a  part  of  the  official  map  of  New 
York  City.  It  is  believed  by  some  that  this  will  result  in  a 
confiscation  of  a  large  number  of  20x100  lots  which  were  pur- 
chased from  land  syndicates  at  auction  and  private  sale  during 
the  height  of  the  boom. 

Notwithstanding  the  adoption  of  these  maps,  and  the  fact 
that  in  some  instances  proceedings  for  the  laying-out  of  streets 
had  already  been  instituted,  many  persons  continued  to  buy  lot's 
from  land  companies  operating  in  that  section  without  regard 
to   future   consequences. 

An  instance  can  be  cited  where  120  lots  situated  on  the 
Forest  Parkway  were  sold  for  about  $800  and  upwards  per 
lot.  The  property  in  question  extends  north  from  Jamaica  av 
to  Forest  Park,  and  it  is  said  that  the  sellers  laid  out  the 
tract  so  Bkillfully  that  it  produced  more  than  the  average 
number  of  lots,  with  the  result  that  when  the  several  highways 
on  the  map  of  the  city  are  opened,  as  they  are  sure  to  be  before 
long,  a  large  number  will  be  cut  in  two,  thus  rendering  them 
practically  of  no  account  whatever.  Since  the  title  to  the  streets 
laid  out  by  the  sellers  is  in  some  cases  retained  by  them,  the 
present  owners  must  necessarily  apply  to  the  original  owners 
for  additional  land  in  the  old  highways,  in  order  to  possess 
ground  enough  upon  which  to  erect  dwellings. 

Upon  many  of  the  lots  have  been  erected  costly  houses,  and 
the  removal  of  them  cannot  be  effected  without  great  expense, 
and  it  is  considered  doubtful  whether  the  city  can  be  made 
to  pay  commensurate  damages  in  every  case.  This  state  of 
affairs  exists  in  other  parts  of  the  borough  as  well,  and  judging 
by  the  rapidity  with  which  new  tracts  are  opened  up  and  dis- 
posed of,  the  frequent  warnings  to  prospective  purchasers  seems 
to  have  been  for  naught. 


The  Hofnian  Rule. 


Editor  Record  and  Guide: 

Several  of  your  readers  would  be  obliged  if  you  would  again 
print  what  is  known  as  the  Hofman  Rule  for  their  edification. 

A.  L.  D. 

The  Hofman  rule,  or  scale,  is  a  method  of  valuing  a  city  lot 
that  is  short  of  a  full  lot  or  has  been  cut.  It  became  known  as 
the  "Hofman  Rule"  through  Judge  Murray  Hofman  publishing 
it  in  his  "Digest  of  the  Chai-ters,  Statutes  and  Ordinances  of  the 
City  of  New  York"  in  ISSG. 

The  rule  is  based  on  a  lot  with  25  feet  frontage  and  a  depth 
of  100  feet.  The  lot  is  divided  into  cross  strips,  the  fli-st  one  10 
feet  wide  and  the  others  5  feet  each.  On  this  basis  the  value 
of  the  lot  by  strips  would  be  as  follows: 

25x10  feet,  10  per  cent,  of  full  lot. 

25x15  feet,  23.50  per  cent,  of  full  lot. 

25x20  feet,  31  per  cent  of  full  lot. 

25x25  feet,  37  per  cent,  of  full  lot. 

25x30  feet,  44  per  cent,  of  full  lot. 

25x35  feet,  50  per  cent,  of  full  lot. 

25x40  feet,  5G  per  cent,  of  full  lot. 

25x45  feet,  61.50  per  cent,  of  full  lot. 

25x50  feet,  67  per  cent,  of  full  lot. 

25x55  feet,  71.50  per  cent,  of  full  lott. 

25x60  feet,  76  per  cent,  of  full  lot. 

25x65  feet,  80  per  cent,  of  full  lot. 

25x70  feet,  84  per  cent,  of  full  lot. 

25x75  feet,  87. .50  per  cent,  of  full  lot. 
25x80  feet,  91  per  cent,  of  full  lot. 

25x85  feet,  03.50  per  cent,  of  full  lot. 

25x90  feet,  96  per  cent,  of  full  lot. 

25x95  feet,  98  per  cent,  of  full  lot. 

25x100  feet,  100  per  cent,  of  full  lot. 


Substantial  Furniture. 


Real  estate  men  who  handle  furnished  houses  and  apartments 
are  naturally  interested  in  productions  in  furniture  and  inte- 
rior decorations  which  will  withstand  the  ravages  of  time  and 
the  wear  of  tenants.  Furniture  for  this  purpose  is  a  special 
feature  with  Isaac  Mason  of  Myrtle  avenue,   Brooklyn. 

Attractive  in  design,  and  substantially  made  tables,  chairs, 
bureaus,  cabinets,  bufftes,  etc.,  for  every  class  of  dwelling  are 
to  be  found  in  Mason's  show  rooms.  Compared  with  the  excel- 
lent quality  and  style  the  prices  cannot  be  surpassed  in  M.^n- 
hattan. 
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A  Limited  Edition  Only- 
Will  be  printed  based  on  the  probable  num- 
ber of  subscribers.     If  you  contemplate  sub- 
scribing-, it  would  be  well  to  notify  us  at  once 

New  Feature 

A  full  description  of  all  tenement  property 
North  of  14th  Street,  giving  number  of 
apartments  to  a  floor  and  rooms  to  an  apart- 
ment, gas.  electricity,  hot  vater,  steam  heat, 
etc.,  will  underline  each  piece  of  property. 
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Epidemic  of  Poor  Trausi)ortation  Facilities  in  Bronv. 

At  the  office  of  Alfred  McCoy,  933  Teller  av,  Bronx,  it  was 
stated  that  a  number  of  residents  of  the  Melrose  section  have 
vacated  that  vicinity  for  the  purpose  of  getting  within  reach  of 
better  transit  accommodations.  Mr.  McCoy  said  that  delays 
were  becoming  frequent  and  lengthy  on  the  Harlem  division  of 
the  New  York  Central  Railroad.  It  was  said  that  it  had  become 
a  common  occurrence  for  passengers  traveling  between  the 
Grand  Centnal  and  162d  st  stations  to  be  anywhere  fix>m  a  half 
to  three-quarters  of  an  hour  late,  while  a  train  which  left  42d 
st  the  night  before  Thanksgiving  last  at  5.12  arrived  at  the 
Melrose  station  about  7.40  p.  m.  A  letter  was  sent  to  the  State 
Railroad  Commission  to  ascertain  why  these  irregularities 
continued,  and  the  commissioners  in  turn  communicated  with 
the  New  York  Central  Railroad  Company  officials,  whose  reply 
■\\Tas  that  owing  to  the  change  of  power  from  steam  to  electricity, 
together  with  other  improvements,  the  delays  spoken  of  were 
unavoidable. 

Mr.  McCoy  said  further  that  about  five  or  six  of  the  morning 
as  well  as  evening  trains  had  been  taken  off  during  the  month 
of  November,  and  according  to  a  statement  volunteered  by  a 
well-informed  railroad  man  the  engines  were  so  old  that 
it  was  a  rare  thing  to  make  a  single  trip  of  any  distance  without 
a  breakdown,  as  the  company  would  not  properly  repair  them. 


Subway  Probabilities. 

Hopes  rise  only  to  be  dashed  again  in  Subway  extension  mat- 
ters. Comptroller  Metz  remarked  this  week:  "Admitting  that 
the  city  has  now  a  borrowing  capacity  of  $120,000,000  to  $130,- 
000,000,  bond  issues  to  the  amount  of  at  least  $100,000,000  have 
been  authorized  for  public  improvements,  and  while  these  bonds 
have  not  been  issued  I  regard  them  as  a  lien  on  the  credit  of 
the  city.  Consequently  the  city  has  no  money  to  expend  on 
subways.  If  they  are  to  be  built  they  must  be  built  with 
private  capital,  if  my  view  of  the  financial  condition  of  the  city 
is  the  correct  one.''  Mayor  McClellan  disagrees  with  the  view 
taken  by  Mr.  Metz.  The  Mayor  thinks  that  bonds  as  yet  un- 
issued, although  authorized,  should  not  be  added  to  the  city's 
indebtedness  and  that  therefore,  the  city  Is  in  a  position  to 
spend  at  least  two-thirds  of  its  boiTOwing  margin,  or  about 
$.50,000,000  a  year  on  the  building  of  new  subways.  An  effort  Is 
to  be  made  on  the  part  of  the  Mayor  and  the  Comptroller  to 
come  to  some   understanding  on   this  difference   of  opinion. 

Among  the  authorities  the  opinion  prevails  that  no  bids  of  a 
satisfactory  nature  will  be  received  while  the  short-term  opera- 
tion  provision   of   the  Eisberg  bill   remains. 
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WANTS    AND    OFFERS 


4'A  MONEY 

o  lend  in  large  or  medium-size  amounts  on 
hoice  Manhattan  business  or  residence  pro- 
perty only.  Exceptionally  desirable  applica- 
tions  will   receive   favorable   consideration   at 

A.W.  McLaughlin  &  Co. 

128  Broadway,  cor.  Cedar. 


CIVIL  ENGINEER  (25),  now  architect's  en- 
gineer, desires  position  with  builder  to  assist 
estimating,  superintendence,  etc. :  former  me- 
chanic: excellent  references.  "UNIVERSITY," 
c|o  Record  and  Guide.  (Down  Town  Office.) 

OFFICES  WANTED— Two  or  more  rooms;  500- 
7(X>  ft.;  good  light;  near  City  Hall  Park.  Ad- 
dress, with  full  particulars,  including  elevator 
service,    ROOM   70:1,   ?,o.i  Fifth  Ave. 

REINFORCED  CONCRETE  Supervising  Super- 
intendent wanted  to  take  entire  charge  of  con- 
struction work  of  specialists  in  this  branch  of 
engineering.  Experience  and  .fl5,O0O  to  $20,000 
necessary.  Will  give  interest  in  the  company. 
BOX  221,   care  of   Record  and  Guide. 

IF  YOU  CAN  INFLUENCE  TRADE  for  wire 
and  iron  work,  address,  in  confidence,  BOX  4, 
loU    Kingslaud    Ave.,    Brooklyn,    N.    Y. 

WANT  EXPERIENCED  SALESMEN  tor  lum- 
ber, mill  work,  brick,  and  building  materials. 
ROOM   ."ill,    los   Fulton   St.,    N.    Y. 


"ASK    US" 

^  $500,000  Loan  ble  Money 

Jj^^  on  First  and  Second  Mortgages  in 
^f*»i,  amounts  to  suit.  Reasonable  Terms 

E.  TANENBAUIK  &  CO.  6'6  B'way 


A      Dictionary     o( 

Architecture  and  Building 

Biographical,  Historical  and  Descriptive 


By  Russell  Sturgis,  A.M..  Pli.D.,  Fellow 
of  the  American  Institute  of  Architects,  and 
many  Architects,  Painters,  Engineers  and 
Other  Expert  Writers,  American  and  Foreign 


In  three  volumes.     Profusely  illustrated. 
Cloth,  $i8  net.     Half  Morocco,  $30  net. 

The    Architectural     Record     Co. 

Vesey  Street,  Opposite  S.  Paul's 
NEW      YORK      CITY 


Record  and  Guide  Quarterly 

The  annual  number  of  the  Record  and  Guide 
Quarterly  contains  all  the  legal  records  for  the 
past  year  concerning  real  estate  and  projected 
buildings,  an-angtd  alphabetically  and  numerically, 
with  invaluable  annotations.  These  are  supple- 
mented by  tables  of  important  transactions,  with 
typical  prices,  covering  the  past  quarter  of  a  cen- 
tury or  morf ,  accompanied  by  expert  comments; 
also  by  a  list  of  realty  corporations  created  during 
the  past  two  years,  with  officers  and  the  enterprises 
in  which  they  are  engaged.  The  whole  makes  a 
volume  of  reference  which  no  real  estate  man  can 
afford  to  bo  without.  It  should  be  on  every  desk 
Rud  inevery  library.-  Its  cost  is  as  nothing  com* 
pared  to  its  value  as  a  time-saver.  This  important 
work  can  be  obtained,  with  three  quarterly  num- 
bers, fcr  the  comparatively  small  sum  of  $20.  It 
V,  Published  by  the  Record  and  Guide,  at  Nos.  14 
and  16  Vesey  St.,  where  interested  parties  may  see 
it  and  have  its  uses  explained  to  them.  If  you  can- 
not call,  drop  a  postal  card  to  the  Publisher,  or  call 
him  up  on  telephone.  3157  Cortlandt. 


Lawyers  Title  Insurance  &  Trust  Company 

CAPITAL  AND  SURPLUS    -    $9,500,000 

TRUST   AND   BANKING   DEPARTMENT.  59   LIBERTY  ST.      I      MAMHST-rAM 
TITLE   DEPARTMENT 37   LIBERTY  ST.     )      MANHATTAN 

Brooklyn  Branch,  Titlo  Dep.irtmont  and  Trust  and  Banking  Department,  188  Montague  Street 

RECEIVES  DEPOSITS  subject  to  check  or  on  certificate, 
allowing  interest  thereon. 

LENDS  ON  APPROVED  STOCKS  and  Corporation  Bonds 
as  Collateral. 

ACTS  AS  TR-USTEE,  Guardian,  E.xecutor,  Administrator, 
Assignee  or  Receiver,  Transfer  Agent  or  Registrar  of 
StocRs  of  Corporations.  TaKes  Charge  of  Personal 
Securities. 

OFFICERS: 

EDWIN   W.    COGGE,SHALL,    President   and    Genera!   Manager. 

DAVID  B.  OiiDKN,  I  W.VLTER  N.  VAIL,  .Secretary. 

JOHN  T.  LOCKMAN,  U,.  „  p.„i,,„„f,  LE  WIS  H.  LoSHE,  Asst.  Genl.  Manager. 

LOUIS  V.  BBKiHT.  >  \  ice  I  residents.  ARrHIHALU  FORBES.  I  ,     ,n. 

HENRY  MORUENTHAU,  J  U.  CON'DIT  VARICK,     ,  Asst.  Troasm-ers. 

THORWALD  STALLKNC('HT,  Tr,?asurer.  (iEORiiE  A.  PLEURY.    \  ,     ,   r. 

HERBERT  E.  JACKSON.  Comptroller.  FREDERICK  D.  REED,  J  ^^^'-  Secretaries. 

EXECUTIVE   COMMITTEE: 

GEO.  F.  BUTTERWORTH,  WILLLVM  A.  DAY,  JOHV  T.  LOCKMAN 

DUMdNT  CLARKE.  WII>LI\M  P.  DIXON,  HENRY  MORGENTHAU. 

EDWIN  \V.  COriOESHALL,  JULIAN   li    FAIRcniLD,  JAMES  N.  WALL  \CE 


IRcal  Eetatc  at  Buctioii 


WILLIAM  H.  SMITH,  Auctioneer 
Foreclosure  Sale 

By  order  Supreme  Court,  by  and  under  direction 
ot  WALTER  T.  BENNETT,  Kelereo 

Manliattan  Beach  Hotel 
and  Oriental  Hotel 

PROPERTIES 

Magnificent  Ocean    Front 
Hotel  and  Summer  Resort 

situated  on  Coney  Island,  between  the  .Atlantic 
Ocean  and  Gravesend  Bay,  and  extending  from 
BriKhtou  Beach  Hotel  property  easterly  to  the  Inlet 
between  Barren  and  Coney  Island.^. 

Friday,   December  21,   1906 

Rt  12  o'clock,  noon 

AT  THE 

BROOKLYN  REAL  ESTATE  EXCHANGE 

^^9  :fIonlag:ue   St.,  Brooklyn 

TERMS  OF  SALE.— Ten  percent,  upon  day  of  sale, 
balance  upon  dellveiy  ot  deed.  Further  terms  will 
be  announced  at  time  of  sale. 

For  a  more  parti  ;ular  description  of  the  property 
to  be  sold,  reference  is  made  to  the  legal  notice  of 
sale  published  In  Brooklyn  Eagle  and  Brooklyn 
Times. 

For  maps  and  further  particulars  api)ly  to 
Strong  &  Cadwalader,  Attorneys  for  Plaintiff,  40 
Wall  Street,  Manhattan.  N.  Y. :  Walter  T.  Bennett. 
Referee,  95  Nassau  Street,  N.  Y  ;  or  Auctioneer  n 
Willoughby  Street,  Brooklyn. 

RICHARD  V.  HARNETT  &  GO. 


Industrial  Sites 

To  Real  Estate  Agents 


Incorporated,  Auctioneers, ' 
HKIVRY    W.     DONALD, 

will    sell 


.3  Liberty  St. 
Aiit'tionecr 


BY    AUCTION 
ON    TUESDAY,     DECEMBER    11th 

at  12  o'clock  noon 
at  the  Exchange  Salesroom.  14  and  10  Vesey  Street 

BY  ORDER  OF  TRUSTEE 

7  East  32nd  Street 

150  Scet  East  of  .jth  Avenue 

7-8tory  high-class  Apartment  House  with  elevator; 

indi'pendont  walls.     Size  25x  about  8UxOS.li  feet. 

Can  easily    be    altered  into  a  business  building. 

MaiJS,  etc,,  at  Auctioneers'.  73  Liberty  St. 


HURD'S  PRINCIPLES  OF    CITY  LAND  VALUES 
Price,   Jl.BO. 
A    book   Just    published   that   ehows   how   city 
values  are  made  and  the  basis  upon  which  real 
estate  appraisements  should  be  made. 


The  Industrial  Department  of  the 

Erie  Railroad  Company 

advises  Real  Estate  Agents  submit- 
ting: for  the  consideration  of  manu- 
facturers sites  adjacent  to  railroad 
that  it  will  g-ladly  furnish  them  with 
full  technical  information  in  regard 
to  the  reaching-  of  such  sites  by  side 
tracks.  No  interference  with  clients. 
No  leakage.  Confer  with  absolute 
confidence.  Every  assistance  freely 
rendered  agents  in  securing  business. 
Call  or  address, 

LUIS  JACKSON 

imdustrial  Commlasloner,  Brie  Ballroad  Oomyuiy 
11  BROADWAY. 


TWE-NTY    DOLLARS    INSTEAD 
OF    HUNDREDS 

It  eosts,many  hundred  dollars  a  year  in  mate- 
rials and  labor  to  keep  and  maintain  an  adequate 
system  of  real  estate  records,  for  immediate 
reference. 

Twenty  Dollars  is  all  the  work  need  cost,  if 
you  subscribe  to  the  Quarterly  Record  and 
Guide,  wherein  you  obtain  ail  the  records  ar- 
ranged so  that  any  one  ot  them  may  be  referred 
to  as  easily  as  a  word  in  a  dictionary. 

All  the  big  brokers  and  Financial  Institutions 
are  subscribers.    Send  a  postal  for  particulars. 
RECORD  AND  GUIDE,  14-16  Vesey  S«. 


MANY  BROKERS  ARE  SPENDING 

Large  sums  of  money  in  maintaining  an 
office  record  of  real  estate  transactions. 
Such  a  record  is  indispensable  and  can 
now  be  obtained  for  ?20  a  year,  by  sub- 
scribing to  the  Record  and  Guide  Quar- 
terly. All  records,  alphabetically  and  nu- 
merically arranged,  with  illustrations  and 
annotations.  Subscribe  now  and  be  equip- 
ped   for    your    business. 

RECORD     AND     GUIDE. 
Nos.  14  &  16  Vesey  St.,  New  York  City. 
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RECORD   AND   GUIDE 


Manhattan  December  8,  1906 


MISCELLANEOD8. 


illSCELLANEOVS. 


\/\/     p.    MANGAM 

Real  Estate  and  Loans 

108  and  110  EAST  125TH  STREET 

Telejihons,  222  Harlem  New  York  City 

NOTARY  PUBLIO 

J     C.    LYONS    BUILDING   & 
"''  OPERATING   COMPANY 

4  AND  6  EAST  42D  STREET 


QHARLES  H.    EASTON   &  CO. 

^■^  Real  Estate  Agents  and  Brokers 

Tel.,  6420  38th  St.         Estates  Managed 

116  West  42d  Street,  NEW  YORK 

Cable  Address,  "Cheaston,  N.  Y." 

Chablis  H.  Eastojt  Robert  T.  McGnsn 

KURD'S  PRINCIPLES  OF   CITT  LAND  VALUBS 
Price.   tX-60. 
A    book   just    published   that   ihowi   how    city 
yalues  are  made  and  the  basis  upon  which  real 


Telephone,  6138  38th  St. 


K£W  YORK        estate  appraisements  should  be  made. 


MISCELLASEOVa. 


THOMAS  DIMOND 
'  Iron  Work  for  Building 

128  WEST  3.1D  ST..  NEW  YORK 
tr-orks  /128  West  33d  St.  EstaWishert  1852 

""'^'^^  1137  West  32d  St. Tel..  1780  Mad.  Sq. 

M     BRIGHAM    HALL  &  SON 

'  ^  ■         Real  Estate  Brokers  and  Agents 

Tel..  G03  Spring  CSI  Broadway 


HE  TITLE  INSURANCE  COMPANY,0FNEW 

135  Broadway,  Manhattan  CAPATAL  AND  SURPLUS 

and  203  Mongtague  St.,  Brooklyn  $3,000,000 

Bxamlnea  and  Insnrea  Titles  to  Real  Estate  on  Sales  and  Loans,  and  deals  In  Mortgages. 


JAMES  A.    DOWD  Tei..93Pla2. 

Real  Estate  and  Insurance 

874  SIXTH  ATENI-E.  above  49th  Street 

VnD«'   EDGAR  J.  LEVEY.  President 
lUnl,  JOHN  D.  CRI-M.MINS.      \.t-.„    -o^  ,.     . 
CHARLES  T.  BAkXEV./^"^»-I^^''Je''t» 
CYRIL  H.  BL  KDETT,  Secretary 
CHAUNCEY  H  HUMPHREYS,!.  Asst. 
EDWIN  A.  BAYLES,  /Sec'ya 

WILLIAM  N.  HARTE,  Treasnrer 
Hon.  ABRAH.AM  R.  LAWRENCE,  Couuel 


JOSEPH  P.  DAY 

Real  Estate 

AUCTIONEER  AND  APPRAISER 

MAIN  OFFICE: 

31   NASSAU  ST. 


AGENCY  DEn.. 

932  EIGHTH  AVUNUE 


NOTICE  TO  PROPERTY  OWNERS. 

HEARINGS    FOR    THE    COMING    WEEK. 

At  00-92  West  Broadway. 

Monday,    Dec.    10. 

Main  st,  City  Island,  at  3  p  m. 

Cypress  av,  closing,  Harlem  River  &  P  R  R  Co, 

to  bulkhead  line,  at  11  a  m. 
Public  park.  Queens,  at  2  p  m. 
West  214th  st,  Kingsbridge  rd  to  Harlem  River, 

at  1  p  m. 
Fox  st,  Prospect  av  to  Leggett  av,  at  3  p  m. 
Classou    Point    rd,    Westchester-  av    to   the    East 

River,   at  2   p   m. 
West  ITSth  st,  sewer  easement,  at  3  p  m. 
Riverside  Drive,  West  loSth  st  to  IGoth  st,  at  11 

a  m. 
West   ISOth   st,    Exterior   st   to   bulkhead   line   of 

Harlem  River,  at  12  m. 
Bridge   at    Highbridge,    at  4   p   m. 
Tremout  av,   Bronx  River  to  Eastern  Boulevard, 

at  2   p  m. 
West  l^Tth   st,   Amsterdam  av  to  a  new  avenue 

bounding  Highbridge  Park,   at  10  a  m. 
Spuyten    Duyvil    rd,    Spuyten    Duyvil    depot    to 

Riverdale  av,   at  3  p  m. 
Haven  av.  West  177th  st  to  West  ISlst  st,  at  11 

a  m. 

Tuesday,    Dec.    11. 
Seaview   av,    Richmond,   at  2  p  m. 
Joseph    Rodman   Drake   Park,   at   1   p  m. 
Taylor   st,    Morris    av   to   West   Farms   rd,    at   2 

p  m. 
Townsend   av.    East    170th   to    East    176th   st,    at 

11  a  m. 
Northern  av,  north  of  181st  st,  at  4  p  m. 
Carter    av.    East   173d    st    to    Tremont    av,    at   2 

p   m. 
East  172d  st,  Jerome  to  Morris  av,  at  4  p  m. 

Wednesday,   Dec.   12. 
Bathgate    av.    East    ISSth    st    to    Pelham    av,    at 

4  pm. 
3d   av,   widening,   at  149th  st,   at   12  m. 
Bronx  st.  East  177th  to  East  ISOth  st,  at  12  m. 
Johnson   av,    Spuyten    Duyvil   rd   to   West   230th 

st,  at  1pm. 
West    151st    st,    closing.    Riverside    Extension    to 

U  S  bulkhead  line  of  H.  R.,  at  2  p  m. 
Bast  lUGth  st,  Walton  to  Morris  av.  at  2  p  m. 
Montgomery   av.    West   170th   to   West   177th   st, 

at  10.30  a  m. 
Grant  av.  East  IGlst  to  East  170th  st,  at  11  a  m. 
West   162d   st,    Broadway   to   Riverside  Drive,   at 

11.30  a  m. 
Highbridge    Park,    between    159th    and   172d   sts, 

at   1   p    m. 
West    176th    st,    Broadway    to    Buena    Vista    av, 

at  4  p  m. 

Thursday,   Dec.   13. 
Public  park  at  Rae,   bounded  by  German  pi  and 

St  Ann's  av,  at  12  m. 
Two  public   parks,   east  of  Boulevard  Lafayette, 

at   4   p   m. 
Storm  relief  sewer,  Webster  ay  to  Harlem  River, 

at  2  p  m. 

Friday,    Dec.    14. 
Fox  st,  Lougwood  to  Intervale  av,  at  3  p  m. 
West  21Sth  st.  Seaman  av  to  9th  av,  at  3  p  m. 
Tremont  av.  Eastern  Boulevard  to  Fort  Schuyler 
rd,  at  12  m. 

At  238  Broadway. 

Monday,    Dec.    10. 
Pier   52,    East   River,    at   11   a   m. 
East   79th  st.   school   site,   at  11  a  m. 
Piers  10  and  17,  East  River,  at  2  p  m. 
Cherry  and  Oliver  sts,  bath  site,  at  2  p  m. 
Bridge  4,   Section  No  3,  at  3  p  m. 
Hyatt   st,   school   site,   at  3.30  p  m. 
Madison  av  Bridge,  at  4  p  m. 

Tuesday,    Dec.    11. 
lllth  st,  school  site,  at  10  a  m. 
Briggs  and  Bainbridge  avs,  school  site,  at  12  m. 
27th  and  28th  sts,  park,  at  2  p  m. 
Jones  and  Prince  sts,  school  site,  at  4  p  m. 

Wednesday,   Dec.   12. 
22d  and  23d  sts.  North  River  docks,  at  10.30  a  m. 
10th  av,  library,  at  11  a  m. 
129th  st,  school  site,  at  1  p  m. 
Pier    No    1,    East   River,    at  2   p   m. 
Carmine  st,   school   site,   at  3.30  p  m. 


HARRY    W.     HOPTON 
REAL    ESTATE 

No.    180    BBC  AD  WAT 
6988 


6989 


Cortlandt 


Cor.  Liberty  St. 


Thursday,    Dec.    13. 
Piers  10  and  17,   East  River,  at  10.30  a  m. 

Friday,    Dec.    14. 
lOlh    av,    library   site,    at  3.30   p    m. 
141st   St.    school   site. 


at  11   a 


AUCTION   SALES   OF  THE  WEEK. 

The  following  Is  the  complete  list  of  the  prop- 
erty sold,  withdrawn  or  adjourned  during  week 
ending  Dec.  7.  lUOtj,  at  the  New  York  Real 
Estate  Salesroom,  14  and  16  Vesey  St.  Except 
where  otherwise  stated,  the  properties  offered 
were  in  foreclosure.  Adjournment  of  legal  sales 
to  next  week  are  noted  under  Advertised  Legal 
Sales. 

•Indicates  that  the  property  described  was  bid 
in  for  the  plaintiff's  account. 

The  total  amount  at  the  end  of  the  list  com- 
prises the  consideration  In  actual  sales  only. 

JOSEPH    P.    DAY. 

115th  St.  Nos  7  and  9,  n  s,  about  150  e  5th  av, 

50x100.11,     two    5-sty     brk    tenements    with 

stores    (voluntary).      Henry    London. ..  .$60,500 

127th  st.  No  105,  n  s,  93  e  Park  av,  25.x99.ll, 

5-sty     brk     tenement     (voluntary).       Samuel 

Grossman    26,750 

Hoe  av.  No  1319,  w  s,  about  lOO  s  Jennings 
st,   25x100,   2-sty  frame  dwelling   (voluntary). 

J    W    Frazer    5,875 

Hoe  av,  Xo  1317,  w  s,  about  125  s  Jennings 
st,  25x100.   2-sty  frame  dwelling  (voluntary). 

Benj    B    Woog    5,850 

Hoe  av.  No  1499,  w  s,  about  1(X)  s  172d  st, 
25x100,     2-sty     frame     dwelling     (voluntary). 

Benj    B    Woog    5,500 

Vyse  av,  Nos  1434  and  1436,  e  s,  175  s  Jen- 
nings  st,   50x100,    two   2-sty  frame   dwellings 

(voluntary).       Oscar    Gans     10,975 

Longfellow    av,    w    s,    50    s    173d    st,    25x100, 

vacant   (voluntary).      J   W  Frazer 1,600 

Forest  av.  No  731,  w  s,  about  136  s  156th  st, 
18.9x87.6.  2-sty  frame  and  brk  dwelling  (vol- 
untary).     Bid    in    at    $7,000 

18th  st,   Nos  239  and  241,   n  s,   about  250  e  Sth 
av,    50.X92.1,    2    and    3-sty    buildings    (volun- 
tary).      Bid    in    at    S34,S00 

1st  av,  Nos  541.  543,  545  and  547,  w  s,  41.7  n 
31st     st,     82.2x100x83x100,     four     4-sty     brk 

tenements    (voluntary).   Bid  in  at  $72,730.  . 

163d  St.  No  430,  s  s,  about  40  e  Amsterdam 
av,    40x100,    5-sty   brk   tenement    (voluntary). 

J    Moll    54,000 

lO^^d  st.  No  448,  s  s,  about  80  e  Amsterdam  av, 
runs  e  40  X  s  112.0  x  w  25  x  n  12.6  x  w  15 
X    n    100    to    beginning,    5-sty    brk    tenement 

(voluntary).       D     Peltyn     57,750 

107th  st,  N0S..62  and  (J4,  s  s,  about  195  e  Mad- 
ison   av,    50x100.11,    two   5-st   brk   tenements 

(voluntary).     O   Offenburg    65.600 

97th  st.  No  220,  s  s,  275  w  2d  av,  25x100.11, 
4-sty   brk   tenement,   with   stores    (voluntary). 

L    M    Broads    19,000 

97th  St.  Nos  224  and  226,  s  s.  200  w  2d  av,  50x 
109.11,    two    4-st   brk    tenements    with    stores 

(voluntary).      Newman    Grossman    38,700 

127th  st,  No  143,  n  s.  20  e  Lexington  av,  runs 
e  15  X  n  99.6  x  w  33  to  Lexington  av,  x  s  36 
X  e  20  X  s  63.11  to  t)eginning,  three  3-st 
brk    and    brownstone    dwellings    (voluntary). 

Chas    B    Frank    21.900 

Clinton  st.  No  244,  e  s,  70.9  Cherry  st,  30.1x 
71.11,  6-sty  brk  tenement  (voluntary).  E  V  C 

Pescia,  for   a    client    46,500 

107lh  st.  No  213,  n  s,  about  225  e  3d  av,  25x 
100.11.  4-sty  brk  tenement  (voluntary).  New- 
man Grossman    19.750 

Intervale  av.  No  1033,  w  s,  about  1S5.4  s  167th 
st,    .S3x77.3xS4.2x.")6.6.    2-sty    frame    building 

(voluntary).     Bid  in  at  $9,230 • ■ 

1.36th  st.  No  1050  (late  Leggett  av).  s  w  s,  28.3 
n  Dawson  st.  24.9x20x97.3,  2-sty  frame  dwell- 
ing. (Amt  due,  $496,38;  taxes,  &c  ,.$4,S(X>.) 
Mort     recorded     March     30,     1904.       Samuel 

Cowen    0,S30 

Carmine  st.  No  68.  s  s,  100  w  Bedford  st, 
14x59x14. .3x60,  part  of  3-sty  brk  tenement  and 
store. 
Carmine  st.  No  68t^,  s  s,  128  w  Bedford  st, 
runs  s  40  X  s  e  6.9  X  e  .7  X  s  14.5  x  e  10.5  x  n 
60  to  Carmine  st.  x  w  14  to  beginning,  part 
of  3-sty  tenement  and  store. 
Sheriff's  sale  of  all  right,  title,  &c.  With- 
drawn     — 


Madison  av.  No  343,  e  s,  50.5  n  44th  st,  25x100, 
4-sty  stone  front  dwelling.  (Amt  due,  $58,- 
246.80:  taxes,  &c,  $1,212.69.)  Mort  recorded 
July  3,   1903.     Withdrawn   

SAMUEiL  OOLDSTICKER. 
2d    av.    No    915,    w    s,    70.5    s   49th    st,    20x78, 

3-sty  stone  front  dwelling  (exrs  sale).     Anna 

Epstein     12,550 

3d    av.    No   4216,    e   s,    46  u   Tremont  av,    20x 

91.10x20.2x90.6,  4-sty  brk  tenement  and  store. 

John  P  Friedhotf   23,500 

Total    $485,150 

Corresponding    week,     1905 751,233 

Jan.    1,    1906,    to    date 29,796,499 

Corresponding   period,    1903 37,170,678 

• 

ADVERTISED    LEGAL    SALES. 

Sales  to  be  held  at  the  Real  Estate  Exchange, 
14  and  16  "Vesey  St.,  except  as  elsewhere  stated. 

Dec.    8. 
No  Legal  Sales  advertised  for  this  day. 
Dec.    10. 
1st    av,    Nos    8.33    and   835,    w    s,    48   s   47th   st, 
runs   s   51.6  xw60xs  —  xw20xn   15.6 
xe20xn    —    xe(>Oto    beginning,    two 
5-sty    brk    tenements    and    stores.      Frederick 
Grube    agt    Charlotte    Grube    et    al;     William 
Brunner,  att'y,  220  Broadway;  Emil  Qoldmark, 
ref.      (Partition.)      By    Joseph    P    Day. 

Dec.   11. 

Amsterdam  av,  Nos  2183  and  2185,  e  s,  236.1 
n  167th  st,  73x1019,  two  6-sty  brk  tenements 
and  stores.  Dora  Finkelstein  agt  Jacob  Gold- 
berg et  al;  J  A  Seidman,  att'y,  61  Park  Row; 
David  Welch,  ref.  (Amt  due.  $12,577.72; 
taxes,  &c.,  $612.30.)  Mort  recorded  Sept.  13, 
190(3.     By  Joseph  P  Day. 

117th  st.  No  509,  n  s,  98  6  Pleasant  av,  30x 
100.10,  0-sty  brk  tenement  and  store.  Ben- 
jamin Nieberg  et  al  agt  Louis  Reiner  et  al; 
Krakower  &  Peters,  att'ys,  309  Broadway; 
Chas  N  Morgan,  ref.  (Amt  due,  $6,660.50; 
taxes,  &c.,  $96.12.;  sub  to  two  morts  aggre- 
gating $23,500.)  Mort  recorded  Nov.  16,  1905. 
By  D  Phoenix  Ingraham. 

10th  st,  Nos  406  and  408,  s  s,  133  e  Av  C,  40x 
92.3,  6-sty  brk  tenement  and  store.  Chas  H 
Phelps  exr  agt  Henry  Kahn  et  al;  John  P 
Bast,  att'y,  30  Broad  st;  Adam  Wiener,  ret. 
(Amt  due,  $35,098.08;  taxes.  &c.,  $2,371.48.) 
Mort  recorded  Juno  10,  19(M.  By  Joseph  P 
Day. 

lG2d  st.  No  542.  s  s,  281  e  Broadway,  19x99.11, 
;!-sty  brk  dwelling.  Lillie  J  Herts  agt  Robert 
M  MacDonald  et  al;  Hollander  &  Bernheimer, 
att'ys.  10  Wall  st;  James  Richards,  ret.  (Amt 
due.  $11,746.38:  taxes,  &c.,  $420.22.)  Mort 
recorded  Aug  14,  1902.  By  Bryan  L  Kennelly. 
Dec.    12. 

Washington  s(,  e  s,  100  n  Westchester  av,  lOOx 
108.  Margaret  Condon,  by  gdn,  agt  James  H 
Condon  et  al;  Irving  Washburn,  att'y,  235 
Broadway;  Ben  L  Fairchild,  ref.  (Partition.) 
By  John  S  Mapes. 

Continued    on    page   959.) 

»S>  fCtal  Xegal  "yiotueg 

ATTBNTIO.X  IS  CALLED  TO  THE  ADVER- 
TISEME.NT  IN  THE  CITY  RECORD  OF  Decem- 
ber 3  to  IS,  lEiOiJ.  of  the  confirmation  by  the 
Board  of  Assessors  and  the  entering  In  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  LOCAL  IMPROVE- 
MENTS in  the  BOROUGH  OF  MA.NHATTAN: 

22D  WARD.  SECTION  4.  WEST  57TH 
STREET— PAVING  AND  SETTING  CURB,  from 
a  point  260  feet  west  of  Eleventh  Avenue  to 
Twelfth   Avenue. 

HERMAN   A.   METZ, 

Comptroller. 

City   of   New   York,   December  4,    1906.    (30685) 

ATTBNTIO.N  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  Decem- 
ber 6  to  19,  1906,  of  the  confirmation  by  the 
Supreme  Court  and  the  entering  in  the  Bureau 
for  the  Collection  of  Assessments  and  Arrears, 
of  assessment  for  OPENING  AND  ACQUIRING 
TITLE)  to  the  following-named  Avenue  in  the 
BOROUGH   OF   THE   BRONX: 

24TH  WARD,  SECTIO.N  11.  MONTEREY 
AVE.VUE— OPENING,  from  East  177th  Street 
(Tremont  Avenue)  to  East  179th  Street,  and 
from  ISOth  Street  to  Quarry  Road.  Confirmed 
September  26,  I'Mo;  entered  December  5,  1906. 
HERMAN   A.    METZ, 

Comptroller. 

City  of  New   York,    December  5,   1906.    (306S5) 
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ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  No- 
vember 21  to  December  4,  1906,  of  the  confirma- 
tion by  the  Board  of  Assessors  and  the  entering 
in  the  Bureau  for  the  Collection  of  Assessments 
and  Arrears,  of  assessments  for  LOCAL  IM- 
PROVEMENTS in  the  BOROUGH  OF  MAN- 
HATTAN: 

12TH  WARD,  SECTION  8.  WEST  167TH 
STREET— REGULATING,  GRADING,  CURB- 
ING, FLAGGING.  LAYING  CROSSWALKS, 
from  Edgecombe  Avenue  to  Amsterdam  Avenue. 
22D  WARD,  SECTION  4.  WEST  CSTH  STREET 
—ALTERATION  AND  IMPROVEMENT  TO 
SEWER,  between  West  End  Avenue  and  Am- 
sterdam Avenue.  WEST  69TH  STREET— AL- 
TERATION AND  IMPROVEMENT  TO  SEWER, 
between  West  End  Avenue  and  Amsterdam 
Avenue. 

HERMAN  A.   METZ. 
Comptroller. 

City  of  New  York.  November  20.  1900.     (30275) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT  IN  THE  CITY  RECORD  of  Novem- 
ber 23  to  December  6,  1906,  of  the  confirmation 
by  the  Board  of  Revision  of  Assessments  and  the 
entering  in  the  Bureau  for  the  Collection  of  As- 
sesments  and  Arrears  of  Assessments  for 
LCEAL  IMPROVEMENTS  IN  THE  BOROUGH 
OMTHE   BRONX. 

JtH  ward,  SECTION  11.  EVELYN 
PUiCE— REGULATING,  GRADING,  CURBING, 
FLAGGING,  AND  LAYING  CROSSWALKS,  from 
Jerome  Avenue  to  Aqueduct  Avenue  East. 
FREEMAN  STREET— REGULATING,  GRAD- 
ING SETTING  CURBSTONEg,  FLAGGING 
SIDEWALKS,  LAYING  CROSSWALKS,  PLAC- 
ING FENCES,  LAYING  PAVEMENT,  AND 
PLANTING  TREES,  from  Southern  Boulevard 
to  the  Bronx  River. 

HERMAN  A.   METZ. 

Comptroller. 

City  of  New  York,  November  22,   1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT  IN  THE  CITY  RECORD  of  Novem- 
ber 23  to  December  6.  1906,  of  the  confirmation 
by  the  Board  of  Revision  of  Assessments  and  the 
entering  in  the  Bureau  for  the  Collection  of  As- 
sessments and  Arrears  of  Assessments  for 
LOCAL  IMPROVEMENTS  IN  THE  BOROUGH 
OP  MANHATTAN. 

12TH  WARD.  SECTION  8.  WEST  171ST 
STREET— SEWER.  from  Fort  Washington 
Avenue  to  Broadway. 

HERMAN  A.   METZ. 

Comptroller. 

City  of  New  York.  November  22,  1906. 

ATTENTION    IS    CALLED    to    the    Advertise- 
ment  in   the   City   Record    of   December  4,    1900, 
to    December    17,    1906,    of    the    confirmation    by 
the   Board  of  Assessors  and  the  entering  in  the 
Bureau    for    the    Collection    of    Assessments    and 
Arrears     of     Assessments     for     OPENING    AND 
ACQUIRING    TITLE     to    the    following    named 
street  IN  THE  BOROUGH  OF  BROOKLYN; 
TWENTY  -  NINTH.         THIRTY  -  FIRST        AND 
THIRTY-SECOND     WARDS,     SECTIONS     16 
AND    20. 
EAST      NINETEENTH      STREET— OPENING, 
from    Avenue   M    to   Foster   Avenue.      Confirmed 
June  28,   1906;   entered  November  30.   1906. 
HERMAN    A.    METZ, 
Comptroller. 
City    of    New    York— Department    of    Finance, 
Comptroller's  Office,   November  30,  1906.    (.30644) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT  IN  THE  CITY  RECORD  of  Novem- 
ber 30  to  December  13,  1906,  of  the  confirmation 
by  the  Board  of  Assessors  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears  of  assessment  for  LOCAL  IMPROVE- 
MENTS in  the  BOROUGH  OF  THE  BRONX: 

24TH  WARD,  SECTION  12.  POND  PLACE.— 
PAVING  AND  CURBING,  from  East  197th 
Street  to  East  19Sth  Street. 

HERMAN  A.  METZ, 
Comptroller. 

City  of  New  York,  November  27,  1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  Novem- 
ber 28  to  December  12,  1906,  of  the  confirmation 
by  the  Supreme  Court  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears  of  assessment  for  OPENING  AND  AC- 
QUIRING TITLE  to  the  following  named  avenue 
in   the  BOROUGH   OF   THE   BRONX: 

24TH  WARD,  SECTION  11.  BATHGATE 
AVENUE.— OPENING,  from  Wendover  Avenue 
to  East  188th  Street.  Confirmed  May  12,  1905; 
entered  November  27,  1906. 

HERMAN  A.   METZ. 
Comptroller. 

City  of  New  York.  November  27,  1906. 


proposals. 


proposals. 


proposals. 


Police  Department  of  The  City  of  New  York, 
No.    .300   Mulberry    Street. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Police  Commissioner  of  the  Police 
Department  of  The  City  of  New  York  at  the 
above  office  until   10  o'clock  A.  M.   on 

WEDNESDAY,    DECEMBER    12,    1906. 
For  furnishing  and  delivering  sixty  (60)  horses. 
For   full   particulars   see  City  Record. 

THEODORE   A.    BINGHAM. 

Police  Commissioner. 
Dated    November    27,    190S.  (30499) 

Office  of  the  Department  of  Correction,  No.  148 
East  Twentieth  Street,  Borough  of  Manhattan, 
the   City   of   New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above  office  until  11  o'clock  a.   m..  on 

TUESDAY.   DECEMBER  18,   1906. 
Borough   of   Manhattan. 
For    furnishing    and    delivering     fresh     meats, 
fresh  fish,   fluid  and  condensed  milk. 
For  full  particulars  see  City  Pecord. 

JOHN  V.   COGGBY, 
-  -  -  Commissioner. 

pated  pepember  4,  J90g,  (30653) 


Police  Department  of  the  City  of  New  York, 
No.    300   Mulberry    Street. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Police  Commissioner  of  the  Police 
Department  of  The  City  of  New  York  at  the 
above  office  until  10  o'clock  A.  M.  on 

MONDAY.     DECEMBER    17,     1906. 

For  furnishing  all  the  labor  and  erecting  all 
the  materials  necessary  to  build  and  complete 
the  new  station  house,  prison  and  stable  for 
the  Nineteenth  Precinct,  on  the  ground  and 
premises  in  the  City  of  New  York  on  the  south 
side  of  West  Thirtieth  Street.  263  feet  easterly 
from  Seventh  Avenue,   Borough  of  Manhattan. 

For  full  particulars  see  City   Record. 

THEODORE    A.    BINGHAM, 
Police   Commissioner. 

Dated  December  3,  1906.  (30641) 

DEPARTMENT  OF  DOCKS  AND  FERRIES. 

SEALED  BIDS  for  Ice  (1037)  will  be  received 
by  the  Commissioner  of  Docks  at  Pier  A,  Bat- 
tery Place,  until  12  o'clock  noon, 

DECEMBER   17,   1906. 

For     particulars    see     City     Record.  (.30660) 

DEPARTMENT  OF  DOCKS  AND  FERRIES. 

SEALED  BIDS  tor  painting  hulls  of  municipal 

ferryboats  and  department  tug  boats   (1038)   will 

be    received    by    the    Commissioner    of    Docks    at 

Pier  A,  Battery  Place,  until  12  o'clock  noon, 

DECEMBER  17,   1906. 

For   particulars   see   City   Record.  (30660) 

Bellevue  and  Allied  Hospitals  Department  of 
New  York  City,  Twenty-sixth  Street  and  First 
Avenue.  Borough  of  Manhattan,  The  City  of 
New    York. 

SEALED    BIDS    OR    ESTIMATES    Will    he    re- 
ceived   by   the   President  of   the   Board  of.  Trus- 
tees at  the  above  office  until  3  P.   M.  on 
FRIDAY,     DECEMBER     14,     1906. 
For— 

1.  Medical   supplies. 

2.  Meats. 

;:.  Fish   and   shell   fish. 

4.  Milk  and   cream. 

5.  Poultry. 

6.  Canned  goods,   bread,    ice,   butter,   eggs,   gro- 

ceries,   provisions,    hay,    oats,    etc. 

7.  Crockery,   glassware,    hardware,    graniteware, 

lumber,    building    materials,    paints,    glass, 
oils,    dry    goods,    rubber    goods,    telephone 
service,    uniforms,    etc. 
.'<.   Harness  and  stable  sundries. 
9.  Coal. 
H>.   Engineers'   supplies. 
11.  Vegetables  and  fruit. 
For  full   particulars  see  City  Record. 

JOHN    W.    BRANNAN, 
President,    Board    of    Trustees, 
Bellevue   and  Allied   Hospitals. 
Dated    December   3,    1906.  (30634) 

Headquarters  of  the  Fire  Department  of  The 
City  of  New  Y'ork,  Nos  157  and  139  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  The  City 
of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office  until  10.30  o'clock  A.  M..  on 

TUESDAY.    DECEMBER    11,    1906. 
Boroughs  of  Manhattan  and   The  Bronx. 
No.    1.      For    furnishing    and    delivering    three 
thousand    (3,000)    feet    of   three-inch    rubber   fire 
hose. 
For  full  particulars  see  City  Record. 

FRANCIS  J.  LANTRY, 
Fire  Commissioner. 
Dated  November  27,  1906. 

Department  of  Bridges.  Nos.  13  to  21  Park 
Row.  Borough  of  Manhattan.  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Bridges  at  the 
above  olfice  until  2  o'clock  P.  M..  on 

THURSDAY.     DECEMBER     13,     1906. 

For  constructing  the  foundations,  abutment 
core  and  metal  work  of  the  steel  viaduct  of  the 
Queens  approach  of  the  Blackwell's  Island  Bridge 
over  the  East  River,  between  the  Boroughs  of 
Manhattan  and  Queens. 

For  full  particulars  see  City  Record. 

J.  W.   STEVENSON, 
Commissioner  of  Bridges. 

Dated  November  27,  1906. 


SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived at  the  office  of  the  Supervisor  of  the 
City  Record.  Room  807,  Park  Row  Building, 
Nos.  13  to  21  Park  Row,  in  the  City  of  New 
York,  until  11  o'clock  A.  M.,  on 

THURSDAY,  DECEMBER  13.  1906. 
For  supplying  printed,  lithographed  or  blank 
books,  dockets,  libers,  binding  covers,  binding, 
etc..  for  the  use  of  the  courts  and  the  depart- 
ments and  bureaus  of  the  Government  of  the 
City  of  New  York  during  the  year  1907. 
For   full    particulars    see    City    Record. 

GEORGE    B.    McCLELLAN. 

Mayor. 
WILLIAM    B.    ELLISON, 

Corporation  Counsel. 
HERMAN   A.    METZ. 

Comptroller. 
Board  of  City   Record. 
The  City  of  New  York,  December  1,   1906. 

(.30610) 

Department  of  Correction,  No.  14S  East  Twen- 
tieth Street,  Borough  of  Manhattan,  The  City  of 
New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
c-(Mved  bv  the  Commissioner  of  Correction  at  the 
above  office  until  11  o'clock  A.  M.  on 

TUESDAY.    DECEMBER    18,    1908, 
Borough    of    Manhattan. 
No.   1.     For    furnishing    and    delivering    hard- 
ware,   paints.    Iron,    steam    fittings,    lumber    and 
miscellaneous   articles. 
For  full   particulars  see  City  Record. 

JOHN  V-   COGGEY. 

Commissioner. 
Vnm   December  5,   1906,  (30668) 


Department  of  Correction,  No.  148  East  Twen- 
tieth Street,  Borough  of  Manhattan,  The  City  of 
New  York. 
•  SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above  office  until  11  o'clock  A.  M.  on 

TUESDAY,    DECEMBER  18.    1006, 
Borough    of    Manhattan. 
No.  1.    For   furnishing   all    labor  and   material 
required  to  run  new  electric  power  cable,  and  to 
install    electric    motors   in   workshops   on    Black- 
well's    Island,    N.    Y.,    connected    with    the    New 
York   penitentiary. 
For  full  particulars  see  City  Record. 

JOHN  V.    COGGEY, 

Commissioner. 
Dated    December  5,    1906.  (30668) 

Office  of  the  Department  of  Correction,  No. 
148  East  Twentieth  Street,  Borough  of  Manhat- 
tan, The  City  of  New  Y'ork. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above  office  until  11  o'clock  A.  M.  on 

TUESDAY.    DECEMBER    18,    1906, 
Borough  of  Manhattan. 
For    furnishing    and    delivering    poultry,    salt 
pork,  apples,  etc.,  for  Christmas. 
For  full  particulars  see  City  Record. 

JOHN  V.    COGGEY, 

Commissioner. 
Dated    December   4,    1906.  (30675) 

Office  of  the  Department  of  Correction,  No. 
148  East  Twentieth  Street,  Borough  of  Manhat- 
tan. The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above  office  until  11  o'clock  A.  M.  on 

TUESDAY,    DECEMBER    18,    1906, 
Borough  of  Manhattan. 
For  furnishing  and  delivering  white  ash  coal. 
For  full  particulars  see  City  Record. 

JOHN   V.    COGGEY, 

Commissioner. 
Dated    December   4.    1906.  (30675) 


UMibllc  IHoTlces. 


MUNICIPAL     CIVIL     SERVICE     COMMISSION, 
299  Broadway. 
New  York.  November  26.  1906. 
PUBLIC    NOTICE    IS    HEREBY    GIVEN    that 
applications    will    be    received    until    4    P.    M., 
MONDAY'.    DECEMBER   10.    1906.    for  the  posi- 
tion  of  INSPECTOR  OF  FOODS   (MILK  ONLY). 
DEPARTMENT  OF  HEALTH.     The  examination 
will    be    held   on   Thursday,    December   27,    1906, 
at   10  A.    M. 

For  scope  of  examination  and  further  infor- 
mation,  apply   to  the  Secretary. 

FRANK  A.   SPENCER, 
(30381)      Secretary. 

MUNICIPAL     CIVIL     SERVICE?     COMMISSION. 
299  Broadway. 
New   York,    December  4.    1906. 
PUBLIC    NOTICE    IS    HEREBY    GIVEN    that 
applications    will    be     received    until    4    P.     M. 
FRIDAY,    DECEMBER    14,    1906,    for    the    posi- 
tion  of 

INTERPRETER       (RUSSIAN,       POLISH      AND 
YIDDISH). 
The  examination  will   be  held   on   Friday.    De- 
cember  28,    at   10   A.    M. 

For  scope  of  examination  and  further  infor- 
mation,   apply    to    the    Secretary. 

FRANK    A.    SPENCER, 
(30620)  Secretary. 

CORPORATION      SALE      OF      TAX      CERTIFI- 
CATE. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  that 
the  Commissioners  of  the  Sinking  Fund  of  the 
City  of  New  Y'ork,  by  virtue  of  the  powers 
vested  in  them  by  law,  will  offer  for  sale  at 
public   auction    on 

TUESDAY,  JANUARY  8,  1907, 
at  12  o'clock  M.,  at  the  Comptroller's  Office, 
No  280  Broadway,  Borough  of  Manhattan,  City 
of  New  York,  all  the  right,  title  and  interest 
of  the  City  of  New  York  in  and  to  a  certain 
tax  sale  certificate,  registered  in  the  office  of 
the  Collector  of  Assessments  and  Arrears  in 
Liber  83  of  tax  sales  by  the  certificate  number 
.5'2,33  being  for  the  sale  for  the  non-payment  of 
taxes  on  Lot  No.  33.  in  Block  99,  of  the  Twenty- 
fourth  Ward  of  the  Borough  of  Brooklyn,  now 
known  as  Lot  No.  39.  in  Block  1300,  Section  5, 
on  the  tax  maps  of  the  Borough  of  Brooklyn. 

The  minimum  or  upset  price  at  which  the 
certificate  is  to  be  sold  is  hereby  appraised  and 
fixed  at  Four  hundred  and  seventy-one  dollars 
and  forty-four  cents  ($471.44),  and  the  Comp- 
troller is  hereby  authorized  to  take  the  neces- 
sary steps  tor  making  such  sale  upon  the 
following 

TERMS    AND    CONDITIONS. 

The  highest  bidder  will  be  required  to  pay 
the  full  amount  due  on  said  certificate  as  pur- 
chase money  at  the  time  of  the  sale,  which  sum 
shall  not  be  less  than  Four  hundred  and  seyenty- 
one  dollars  and  forty-four  cents  ($471.44).  and 
in  addition  thereto  the  purchaser  shall  pay  the 
auctioneer's   fees   on   such    sale. 

Upon  the  payment  of  the  amount  bid  at  such 
sale  together  with  the  auctioneer  s  fees,  the 
Comptroller  is  hereby  authorized  to  execute  and 
deliver  an  assignment  of  the  said  certificate  to 
the  purchaser,  which  shall  be  taken  by  the 
purchaser  without  recourse. 

The  Comptroller  may  at  his  option  resell  the 
certificate  if  the  successful  bidder  shall  fail  to 
comply  with  the  terms  of  the  sale,  and  the  per- 
son failing  to  comply  therewith  will  be  held 
liable    for    the    cost    and    expense    of    any    such 

'Thl' right  to  reject  any  bid  is  r^^fF^ed 

Bv  order  of  the  Commissioners  of  the  Sinking 
Fuiid  under  resolution  adopted  at  a  meeting  of 
,he   Board,    held   Novembe^r^21^  W06.    ^^^^^^ 

Comptroller. 
City     of     New     York-Department    o'     Finance 
Ppmptroller's  pfllce,  November  88,  1906,  (308.3) 
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$9,800,000 
NEW  YORK  CITY 
Four  (4%)  Per  Cent 

GOLD  TAX  EXEMPT  STOCK  AND  BONDS 

ISSUED  IN  REGISTERED  FORM 
To  Be  Sold  Friday,  December  14,  1906 

At  Two  ( 2  )   o'clock  P.  M. 
as  follows: 

$8,000,000  Corporate  Stock  Payable  Nov.  1st,  1956 
300,000  Corporate  Stock  Payable  Nov.  1st,  1926 
1,500,000  Assessed  Bonds  Payable  Nov.  1st,  1916 

These  Stocks  and  Bonds  Are 
Legal  Investments  for  Trust  Funds 

Send  bids  in  a  sealed  envelope,  enolosed  in  the  addressed  envelope.    A  deposit  of  Two 

Per  Cent,  of  Par  Value  Must  Afcompany  Bid.  Such  deposit  must  be  in  raon?y  or  certified 

check  upon  a  Solvent  Banking  Corporation.  For  fuller  information  see  "City  Record," 
published  at  No.  2  City  Hall.  New  York. 

Consult  any   Banker  or  Trust  Company,  or  address 

HERMAN  A.  METZ,  Comptroller,  City  of  New  York 
280  Broadway,  New  York 


public  "Blotices. 


publtc  motices. 


CORPORATION    SALE    OP    REAL    ESTATE. 
Bryan    L.    Kennelly,    Auctioneer. 

Public  notice  is  hereby  given  that  the  Com- 
missioners of  the  Sinking  Fund  of  The  City  of 
New  Yorl?,  by  virtue  of  the  powers  vested  in 
them  by  law,  will  offer  for  sale  at  public  auction 
on 

THURSDAY.  DECEMBER  13.  1906. 

at  12  o'clock  m.,  at  the  New  York  Real  Estate 
Salesroom,  Nos.  14  and  16  Vesey  Street,  the  fol- 
lowing described  real  estate,  belonging  to  the 
corporation  of  The  City  of  New  York,  and  lo- 
cated  in   the   Borough   of  The   Bronx,    viz.: 

All  those  certain  parcels  of  land  being  known 
and  designated  by  the  numbers  1.  2,  8  and  11.  as 
shown  on  the  map  filed  with  the  judgment  roll, 
entered  December  1,  1S99,  in  the  matter  of  the 
'Mayor,  Aldermen  and  Commonalty  of  The  City 
of  New  York  against  the  East  Bay  Land  and 
Improvement  Company,  ^hich  said  parcels  were 
included  in  the  deed  made  by  the  East  Bay 
Land  and  Improvement  Company  to  The  City 
of  New  York,  recorded  in  the  Register's  office 
of  the  County  of  New  York,  December  11.  1S99. 
in  Volume  23,  page  211,  section  10  on  the  land 
maps  of  the  County  of  New  Y'ork. 

Parcel  No.  1.  being  a  part  of  Edgewater  Road 
lying   between    Craven    and   Worthen    Streets. 

Parcel  No.  2,  being  a  part  of  East  Bay  Ave- 
nue lying  between  Craven  and  Worthen  Streets. 

Parcel  No.  8,  being  a  part  of  Worthen  Street 
lying  south  of  Eastern  Boulevard. 

Parcel  No.  11,  being  a  part  of  Craven  Street 
lying   south   of   Eastern   Boulevard. 

The  minimum  or  upset  price  at  which  said 
property  shall  be  sold  is  fixed  at  Forty  Thou- 
sand   dollars    ($40,000). 

For  further  particulars  see  "City  Record." 
H.    A.    METZ, 

Comptroller. 

City  of  New  York— Department  of  Finance, 
Comptroller's  Office,  November  22,  1906.   (30394) 

CORPORATION     SALE     OF     BUILDINGS    AND 
APPURTENANCES     THERETO      ON      CITY 
REAL  ESTATE. 
At    the    request    of    the    President   of    the    Bor- 
ough   of    The    Bronx,    public    notice    is    hereby 
given    that    the    Commissioners    of    the    Sinking 
Fund  of  the  City  of  New  York,  by  virtue  of  the 
powers    vested    in    them    by    law,    will    offer    for 
sale    at    public    auction    the    buildings,    parts    of 
buildings,     etc.,     standing    within    the    lines    of 
property   owned   by   The   City   of   New   York  ac- 
quired   for    street    purposes   in    the 

BOROUGH  OF  THE  BRONX, 
being  a  portion  of  a  building  situated  on  the  cor- 
ner of  Morris  Park  Avenue  and  Taylor  Street, 
in  the  24th  Ward,  Borough  of  The  Bronx.  City 
of  New  York,  more  particularly  described  on  the 
map  on  file  in  the  office  of  the  Collector  of  City 
Revenue,  Department  of  Finance.  Room  141.  No. 
2.S0  Broadway.  Manhattan.  The  sale  will  take 
place  on 

FRIDAY.   DECEMBER  14.   1906. 
on  the  premises,   at  11   A.    M..   and  will   be  sold 
at  the  highest  marketable  price  on  the  following 
TERMS  AND   CONDITIONS. 
Cash   payment  in   bankable   funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of  the 
buildmgs.     parts     of     buildings,     etc..     standing 
within  the  lines  of  said  streets,  from  the  streets. 


by  the  purchaser  or  purchasers  immediately  after 
the  gale.  If  the  purchaser  or  purchasers  fall 
to  effect  a  lemoval  within  thirty  days,  he  or  they 
shall  forfeit  his  or  their  purchase  money  and 
the  ownership  of  the  buildinga,  parts  of  build- 
ings, etc..  and  The  City  of  New  York  will  cause 
the  same  to  be  removed  without  notice  to  the 
purchaser. 

Purchasers  to  be  liable  for  any  and  all  dam- 
ages of  any  kind  whatsoever  by  reason  of  the 
occupation  or  removal  of  said  buildings,  parts  of 
buildings,  etc. 

The  bidder's  assent  and  agreement  to  the  above 
terms  and  conditions  are  understood  to  be  im- 
plied by  the  act  of  bidding. 

By  direction  of  the  Comptroller,  sales  of  the 
above  described  property  will  be  made  under  the 
supervision  of  the  Collector  of  City  Revenue  at 
the    time    stated    herein. 

Full  particulars  of  sale  can  be  obtained  at  the 
office  of  the  Collector  of  City  Revenue.  Room  141. 
Stewart  Building.  No.  280  Broadway,  Borough 
of    Manhattan. 

H.     A.     METZ, 
Comptroller. 

City  of  New  York,  Department  of  Finance, 
Comptroller's  Office,   November  26.   1006. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  to  the 
owner  or  owners  of  all  houses  and  lots,  im- 
proved or  unimproved  lands  affected  thereby, 
that  the  following  proposed  assessments  have 
been  completed  and  are  lodged  in  the  office  of  the 
Board  of  Assessors  for  examination  by  all  per- 
sons   interested,    viz. : 

BOROUGH    OF    BROOKLYN. 

List  9020,  No.  1.  Grading  lots  on  the  south 
side  of  Fifty-eighth  street,  between  Sixth  and 
Seventh  avenues,  known  as  Lots  Nos.  10  and  12 
of  Block  8.57. 

List  9022,  No.  2.  Laying  cement  sidewalks  on 
the  southeast  side  of  Jamaica  avenue,  between 
Hendrix  street  and  Schenck  avenue;  north  side 
of  Emmons  avenue,  between  Sheepshead  Bay 
road  and  Ocean  avenue,  and  on  the  west  side  of 
Third  avenue,  between  Fourth  street  basin  and 
Sixth  street. 

List  9i')29.  No.  3.  Sewer  in  Degraw  street,  be- 
tween  Franklin  and  Bedford  avenues. 

List  9030,  No.  4.  Reconstructing  sewer  in 
Stanhope  street,  •  between  Knickerbocker  and 
Irving    avenues. 

List  9031,  No.  5.  Sewer  in  Second  avenue,  be- 
tween Bav  Ridge  avenue  and  Sixty-eighth  street. 

List  9032.  No.  6.  Sewer  in  Seventy-third  street, 
between   Narrows  avenue  and  First  avenue. 

List  9033,  No.  7.  Sewer  basin  at  the  north- 
west corner  of  Greeapoint  avenue  and  Provost 
street. 

List  90.34,  No.  8.  Sewer  basin  on  the  east  cor- 
ner  of   Sixtie'h   street   and   Fourth   avenue. 

List  903.5,  No.  9.  Sewer  basin  at  the  south- 
west corner  of  Barbey  street  and  Arlington  ave- 
nue. 

List  90.36.  No.  10.  Sewer  basin  at  the  north- 
east corner  of  Fourth  avenue  and  Butler  street. 

List  9037,  No.  11.  Sewer  basin  at  the  north- 
east and  northwest  corners  of  Norwood  avenue 
and   Etna   street. 

List  903S.  No  12.  Sewer  basins  at  the  north- 
east and  southeast  corners  of  Thirtieth  street  and 
Fourth  avenue,  and  at  the  southeast  corner  of 
Thirty-fourth   street  and   Fourth  avenue. 

List  9039.   No.   13.     Sewer  basin  at  the  south- 


west corner  of  Wyona  street  and  Belmont  avenue. 
For  full   particulars  see  City  Record. 
ANTONIO    ZUCCA. 
PAUL    WEIMANN. 
JAMES  H.   KENNEDY, 

Board   of  Assessors. 
WILIAM  H.   JASPER. 
Secretary. 
No   320   Broadway. 
City  of  New  York.   Borough  of  Manhattan,  De- 
cember 6,    1900. 


proposals. 


Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  1.5.30,  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTlMATEiS  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply. 
Gas  and  Electricity  at  the  above  office  until 
2   o'clock    P.    M.    on 

WEDNESDAY,    DECEMBER    19,    1906. 
Boroughs  of  Manhattan  and  The  Bronx. 

For  furnishing  and  delivering  agricultural, 
mechanics'  and  contractors'  tools,  paints,  oils, 
hardware,   miscellaneous  supplies,  etc. 

For  full   particulars  see  City  Record. 

JOHN  H.   O'BRIEN, 

Commissioner  of  Water  Supply,  Gas  and  Elec- 
tricity. 

The  City  of  New  York.  December  5,  1906. 

Department  of  Public  Charities,  foot  of  East 
Twenty-sixth   Street.   New  York. 

TO  CONTRACTORS. 
PROPOSALS    FOR    BIDS   OR    ESTIMATES. 
SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived   by    the    Department    of    Public    Charities 
at  the  above  office  until  2..30  o'clock   P.   M..  on 
MONDAY,  DECEMBER  17,  1906. 
For    furnishing    and    delivering    fresh    meats, 
fresh  fish,  poultry  and  fluid  and  condensed  milk. 
For  full   particulars  see  City  Record. 

ROBERT   W.    HEBBERD, 

Commissioner. 
The  City  of  New  5"ork,  December  5,  1906. 

Department  of  Public  Charities,  foot  of  East 
Twenty-sixth   Street,    New  York. 

TO   CONTRACTORS. 
PROPOSALS   FOR   BIDS   OR  ESTIMATES. 
SEALED    BIDS    OR    ESTIM.A.TEiS    will    be    re- 
ceived   by    the    Department    of    Public    Charities 
at  the   above  office  until   2..30  o'clock  P.   M.,  on 
WED.NESDAY,    DECEMBER    19,    1906. 
For  furnishing  and  delivering  butter,  eggs  and 
yeast. 
For  full  particulars  see  City  Record. 

ROBERT   W.    HEBBERD, 

Commissioner. 
The  City  of  New  York.  December  7.  1906 

Headquarters  of  the  Fire  Department  of  The 
City  of  New  York.  Nos.  1.57  and  1.59  East  Sixty- 
seventh  Street,  Borough  of  Manhattan.  The  City 
of  New  5'ork. 

SEALED  BIDS  OR  ESTlMATEiS  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office   until    loMO  o'clock   A.    M.    on 

TUESDAY.    DECEMBER    18.    1006. 

No.  1.  For  furnishing  all  the  labor  and  ma- 
terials required  to  repair  the  flreboat  "William 
L.    Strong"    (Engine   66). 

No.  2.  For.  furnishing  all  the  labor  and  ma- 
terials required  to  repair  the  flreboat  "Abram 
S.    Hewitt"    (Engine  77). 

For  full   particulars  see  City  Record. 

FRANCIS  J.   LANTRY. 

Fire   Commissioner. 

Dated    December    .5,    lOlXi. 

Department  of  Water  Supply.  Gas  and  Elec- 
tricity, Room  1.5;i6,  Nos.  13  to  21  Park  Row. 
Borough  of  .Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until 
2   o'clock    P.    M.    on 

WEDNESDAY.    DECEMBER    26,    1906. 
Borough  of  Brooklyn. 

No.  1.  For  furnishing  and  delivering  North 
River  brick,  American  Portland  cement,  fire  brick 
and    flre    clay. 

No.   2.    For   furnishing  and   delivering   lumber. 

No.  3.  For  furnishing  and  delivering  soda 
ash   and  copjier  sulphate. 

No.  4.  For  furnishing  and  delivering  iron 
castings. 

No.  5.  For  furnishing  and  delivering  cotton 
waste. 

No.  6.  For  furnishing  and  delivering  hay. 
straw,  oats,  fine  feed,  corn  meal,  oil  meal  and 
rock  salt. 

No.  7.  For  furnishing  and  delivering  brass 
composition   castings. 

No.  8.  For  furnishing  and  delivering  rubber 
valves. 

No.  9.  For  furnishing  and  delivering  rubber 
boots    and    rubber    coats. 

No.  10.  For  furnishing  and  delivering  bar 
iron,  machinery,  steel,  tool  steel  and  Tobin 
bronze. 

No.  11.  For  unloading,  hauling,  storing  and 
trimming  the  coal  required  for  various  pumping 
stations,    as    follows: 

No.  12.  For  furnishing  and  delivering  supplies 
for  pumping  stations,  reservoirs  and  repair  yards. 

For  full   particulars  see  City  Record. 

JOHN  H.   O'BRIEN, 

Commissioner. 

Dated   December  6.    1906. 

Office  of  the  Department  of  Parks,  Arsenal 
Building.  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan.  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock  P.  M. 
on 

THURSDAY.    DECEMBER   20,   1906, 
Borough  of  Brooklyn. 
For    furnishing    all    the    labor    and    materials 
necessary    for   the   erection   and   completion   of  a 
tennis  house  and  shelter  in  Prospect  Park,  Bor- 
ough   of    Brooklyn. 
For  full  particulars  see  City  Record. 
MOSES    HERRMAN, 

President; 
JOSEPH  I.  BERRY, 
MICHAEL     J.     KENNEDY. 
Commissioners  of  Parks. 
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ADVERTISED   LEGAI.  SAIXS. 

(Continued   from    page  056. 
New  or  Bradhurst  av[s    e    cor    146th    st,    runs    s 
146th  St,  No  304  |  119.10  x   e  75   x   n  25  x  e 

37.6  X  n  94.10  x  w  112.6  to  beginning,  three 
6-sty  brk  tenements  and  stores.  Austin  B 
Fletcher  et  al  trustees  agt  Charles  Laudin 
et  al;  Wm  P  S  Melvin,  att'y,  32  Liberty  st; 
Abraham  Stern,  ref.  (Amt  due,  $48,399.08; 
taxes,  &e.  .$393.60.)  Mort  recorded  June  25, 
1906.  By  Samuel  Goldsticker. 
Prospect  av,  w  s,  84  n  Oakland  pi,  19.9xl0O.lx 
22.9x100,  vacant.  Mary  A  Farrell  agt  Mary 
Farrell  et  al:  M  J  Egan,  att'y,  271  Broadway; 
William  Burke,  ref.  (Amt  due,  $621. .35;  taxes. 
&c,  .$— .)  Mort  recorded  Nov.  6,  1901.  By 
Joseph  P  Day. 
Leggett  av,  w  s Jwhole  front  between  Beck  and 
Beck  st,  n  s,  (  Kelly  sts,  250x107.5,  1-sty  frame 
Kelly  st,  s  s,  |  church,  vacant. 
Lawyers  Title  Ins  &  Trust  Co  agt  Gustav  E 
Bauhahn  et  al;  Philip  S  Dean,  att'y,  37 
Liberty  st;  Leopold  Wallach,  ref.  (Amt  due, 
$37,993.62;  taxes,  &c,  $3,300.)  Mort  recorded 
Dec  19,  1904.     By  Joseph  P  Day. 


HERBERT  A.  SHERRSAN 

REAL  ESTATE 

AUCTIOrJEER,     BROKER 

APPRAISEE?,  AGENT 

GROUND    FLOOR    A8T0R    BUILDING 

9  Pine  and  10  Wall  St.. 

Uptown  Offlee.  530  and  532   FIFTH   AVENUE 

(Jorner  44th  St.,  under  5th  Ave.  Bunk 
Tel.  Connections.     Private  Wire  Between  Offices 


Trinity  av.  No  973,  w  s,  27  s  164th  st,  36.6x 
100,  5-sty  brk  tenement.  Sarah  A  Dusenbury 
agt  Herman  Strauss  et  al;  Reed  &  Pallister, 
att'ys,  280  Broadway;  EMw  J  Maxwell,  ref. 
(Amt  due,  $26,333.68;  taxes,  &c,  $842.38.) 
Mort  recorded  May  12,  1905.  By  Joseph  P 
Day. 

Dec.   13. 

135th  St.  Nos  124  and  126,  s  s,  350  e  7th  av, 
50x01.3x02.3x128.3,     6-sty     brk    tenement    and 


store.  David  Shaft  et  al  agt  Nathan  Cohn 
et  al;  Arnstein  &  Levy,  att'ys,  125  Broadway; 
Robert  B  McDonnell,  ref.  (Amt  due,  $20,- 
954.48;  taxes,  &c,  $1,052.64.)  Mort  recorded 
Mar  27,  1906.     By  Bryan  L  Kennelly. 

Amsterdam  av.  No  2180|n    w    cor    168th    st,    50x 

108th  st,  No  501  I    100,   vacant. 

Realty  Mortgage  Co  et  al  agt  Herman  Harris 
et  al;  Wolf.  Kohn  &  Ullman,  att'ys,  203  Broad- 
way; Gordon  M  Buck,  ref.  (Amt  due,  $11,- 
090.31;  taxes,  &c,  $443.66;  sub  to  a  prior 
mort  of  $22,000.)  Mort  recorded  Feb  27,  1903. 
By    Joseph    P    Day. 

Dec.  14. 
51st  st.  No  321,  n  s,  265  w  8th  av,  20x100.5, 
4-sty  stone  front  dwelling.  Emigrant  Indus- 
trial Saving  Bank  agt  Mary  Travers  et  al; 
R  &  E  J  O'Gorman,  att'ys,  49  Chambers  st; 
Louis  Stockier,  ref.  (Amt  due,  $10,722.49; 
taxes,  &c,  $236.62.)  Mort  recorded  Aug  1, 
1899.     By  Joseph  P  Day. 

Deo.   15  and  17. 
No  Legal  Sales  advertised  for  these  days. 


CONVEYANCES 


Whenever  the  letters  Q.  C,  C.  a.  G.  and  B.  &  S.  occur,  preceded  by 
the  name  of  the  grantee,  they  mean  as  follows: 

1st. — Q.  C.  is  an  abbreviation  tor  Quit  Claim  deed,  i.  e.,  a  deed 
wherein  all  the  right,  title  and  interest  of  the  grantor  is  conveyed, 
omitting  all   covenants   and   warranty. 

2d. — C.  a.  G.  means  a  deed  containing  Covenant  against  Grantor 
only,  in  which  he  covenants  that  he  hath  not  done  any  act  whereby 
the  estate  conveyed  may  be  impeached,  charged  or  encumbered. 

November  30,  December  1,  3,  4,  5  and  6. 
BOBOUGK    OF    MANHATTAN. 

Allen  st.  No  44,  e  s,  75  n  Hester  st,  25x65.7,  5-sty  brk  tenement 
and  store.  Benedict  Bockar  to  Theresa  Delkowsky  and  Samuel 
Epstein.  Mort  $25,000.  Nov  28.  Nov  30,  1906.  1:308—1.  A 
$13,000— $16,000.  other  consid  and  100 

Allen  st.  No  187,  w  s,  100  n  Stanton  st,  25x87.0,  5-sty  brk  tene- 
ment and  store.  Samuel  Laber  to  Max  Borck.  %  part.  All 
liens.     Nov  30.     Dec  1,  1906.     2:417—27.     A  $13,000— $30,000. 

other  consid  and  100 

Allen  st.  No  187,  w  s,  100  n  Stanton  st,  25x87.6,  5-sty  brk  tene- 
ment and  store.  Abraham  Levenstein  et  al  to  Samuel  Laber. 
Mort  $35,000.  Nov  30.  Dec  1,  1906.  2:417—27.  A  $13,000 
— $30,000.  other  consid  and  100 

Attorney  st,  Nos  155  and  157,  w  s,  200  s  Houston  st,  50x100, 
two  0-sty  brk  tenements  and  stores  and  4  and  5-sty  brk  tene- 
ments in  rear.  Morris  Goldberg  and  ano  to  Sam  Cohen.  All 
title.  All  liens.  Nov  22.  Nov  30,  1906.  2:350—09  and  70. 
A  $38,500— $51,(XK).  other  consid  and  875 

Beaver  st,  Nos  23  and  25|n   s,   115.4  w  Broad  st,   runs   w  49.4   x  n 

New  st,  Nos  58  to  62  |  66.7  x  w  64.1  to  e  s  New  st  x  n  e  65.2 
X  e  41.2  X  n  1.3  X  e  33.9  x  s  25  x  e  22.1  x  s  103.10  to  Beaver  st 
at  beginning,  five  4-sty  brk  office  and  store  buildings.  Mary 
C  wife  S  Weir  Mitchell  et  al  to  Daniel  G  Griffin,  of  Brook- 
lyn. B  &  S.  Nov  17.  Dec  3,  1906.  1:24—6,  7  and  11.  A 
$310,800— $343,000.  other  consid  and  100 

Same  property.  Daniel  G  Griffin  to  New  and  Beaver  Street 
Corpn.      Mort    $375,000.      Dec    3,    1906.      1:24. 

other   cousid    and   100 

Bayard  st  |Bayard  st  or  Division  st,  n  e  cor  Forsyth 

Forsyth  st,   Nos  2  and  4|     st,    at    junction    of   Division    st,    2.5x75, 

Division  st.  No  70  |     5-sty  brie  tenement  and  store.     Hannah 

Ratkowsky  to  Aaron  S  Ratkowsky.     Mort  $41,000.     May  23,  1901. 
Dec  0,  1006.     1:292—39.     A  $25,0OO-$4O,00O.  nom 

Bleecker  st,  Nos  323  and  325,  e  s,  20.11  s  Christopher  st,  runs 
B  39.8  X  e  72.4  x  n  33.2  x  w  25.5  x  s  w  54.9  to  beginning,  O-sty 
brk  tenement  and  store.  Morris  Ginsberg  et  al  to  Herman  For- 
ttian  and  Samuel  Horwitz.  Mort  $50,500.  Dec  3.  Dec  4,  1906. 
2:591—43.     A  $23,000- $48,000.  other  consid  and   100 

Bleecker  st.  No  298,  on  map  No  312,  w  s,  20  s  Grove  st.  lO.llx 
83.2x20.x83.2,  4-sty  brk  tenement  and  store.  Frederick  Haldy  et 
al  to  Mary  A  Hopson,  of  New  London,  Conn.  Mort  $11,000. 
Dec  1.     Dec  3,  1906.    2:588—21.     A  $12,000— $14,500. 

other  consid  and  100 

Broome  st.  No  53,  s  s,  50  w  Lewis  st,  25x100,  5-sty  brk  tenement. 
Joseph  L  B  Mayer  to  Barnet  Lipshitz  and  Nathan  Raynes. 
Mort  $30,500.  Dec  3.  Dec  6,  1906.  2:326—13.  A  $14,000— 
$29,000, 

e   cor  Allen   st 

ment    and    store 

Dec  3,  1!X>6. 


Broome  st.  No  274 
Allen  st,  Nos  90  and  9: 

ham   Strauss.      Dec   1. 

$35,000. 
Broome  st.  No  274       |n 
Allen  st,  Nos  90  and  92|     ment 

David   Mann,    Brooklyn.      Mort 

66.     A  $25,000— $35,(XiO. 


other  consid  and   100 
22.4x75,  5-sty  brk  tene- 
Aaron    Cohn    to    Abra- 
2:414—66.     A  $25,000— 
other   consid   and   100 
cor  Allen  st,  22.4x75,  5-sty  brk  tene- 
and    store.       Abraham    Strauss    to 
$45,700.     Dec  3,   1900.     2:414— 
otlier  consid  and  100 


Charles  st,  Nos  80  and  82,  s  s,  175  e  Bleecker  st,  50x95,  two 
5-sty  brk  tenements.  Philip  and  Harry  Weinberg  to  Harry  W 
Viemeister.  Mort  $64,000.  Nov  30,  1906.  2:620—56  and  57. 
A  $22.000— $54,000.  other  consid  and  100 

Cherry  st.  No  360,  n  s,  103.3  e  Montgomery  st,  runs  s  21  and  — 
and  — ■  and  15.1  x  e  23.6  x  s  —  and  — ■  and  19.3  and  53.11  to  st 
X  w  22.9  to  beginning.  6-sty  brk  stable.  Julia  Pawel  to  Ber- 
nard D  Thorn.  All  liens.  Sept  15.  Nov  30,  1906.  1:259 — 30. 
A  $6,000— $18,000.  other  consid  and  lOO 

Cherry    st.  No  2.30  |  n    e     cor    Pelham    st,    25.6xl08.7x25.1x 

Pelham  st,  Nos  16  and  18  |  100.7,  6-sty  brk  tenement  and  store. 
Gerson  Krimsky  et  al  to  Louis  Baraginsky.  Mort  $53,250.  Dec 
1.     Dec  6.  1906.     1:2.55—1-2.     A  $18.000— $45,000.  -        nom 

Christopher  st,  Nos  78  and  SO,  s  s,  1.50.0  e  Bleecker  st,  49.3x60x 
51.7x60,  5-sty  brk  tenement.  Grace  H  Knapp  et  al  to  Katie 
Jaecker.  Mort  $22,000.  Nov  20.  Dec  3,  1906.  2:591-^9.  A 
$20,000— $35,000.  other  consid  and   100 

Church  st.  No  297  (203),  e  s,  42.5  s  e  Walker  st,  22.2x51.1x22.2x 
51.2,  with  privilege  of  4-ft  alley  on  east,-  5-sty  brk  loft  and 
store  building.  Margt  W  Hammill  to  James  Streat.  Mort  $13,- 
OOO.     Dec  4.     Dec  6,  1006.     1:193—22.     A  $17,200— $23,000.    100 

Clinton  st.  No  181,  w  s,  150  n  Hester  st,  24.6x100,  5-sty  brk  ten- 
ement and  store  and  4-sty  brk  tenement  in  rear.  Rudolph  Fed- 
erman  to  Jacob  Siris,  Pincus  Malzman  and  Harris  Goldman.  Mt 
$32,000.  Deo  1.  Dec  4,  1900.  1:313—28.  A  $18,000— .$24,- 
(XIO.  other  consid  and  100 

Cortlandt  st,  Nos  72  to  76  |n     e     cor    Washington     st,     61.3x(56.11x 

Washington  st.  No  171  |  06.4x07.1,  two  6  and  7-sty  brk  loft, 
office  and  store  buildings.  Israel  Lebowitz  and  ano  to  Theo  C 
Camp,  Seabright,  N  J.  Mort  $160,000.  Nov  21.  Dec  3,  1906. 
1:59-40.     A  $130,200— $235,000.  nom 

Croton  St.  n  s,  175  w  Amsterdam  av,  25x92.3,  2-sty  frame  tene- 
ment. Rosa.  Mahrtens  to  Wm  H  Schaefer,  of  Brooklyn.  Mort 
$1,200.    Dec  3.    Dec  5,  1006.    8:2123—20.     A  $2,000-$2,500.    100 

Croton  st,  n  s.  abt  125  w  Amsterdam  av,  deed  reads  Jumel  es- 
tate, s  s,  125  w  Amsterdam  av,  runs  s  91.8  to  n  s  Old  Croton  st, 
X  w  24.11  X  n  92.1  x  e  25  to  beginning,  with  all  title  to  old  st, 
3-sty  frame  tenement.  Francis  McD  Sinclair  to  Elizabeth  Mc- 
Polin.     Mort  $3,000.     Dec  1.     Dec  4,  1906.     8:2123. 

other  consid  and  100 

Division  st.  No  74,  n  s,  50  e  Forsyth  st,  25x75,  5-sty  brk  tenement 
and  store.  Joseph  S  Marcus  to  Louis  Rubenstein.  Mort  $18,- 
000.     Sept  4.     Dec  6,  1906.     1:202—37.     A  $18,000— $25,000. 

other   consid   and   100 

East  Broadway,  No  198,  n  s,  78.4  e  Jefferson  st,  26.3x00.4x26.1x 
00.5,  5-sty  brk  tenement  and  store.  Harry  D  Fertel  to  Lizzie 
Collins.  Mort  $30,500.  Nov  16,  1906.  1:285—34.  A  $17,- 
000 — $24,000.  Corrects  error  in  issue  of  Nov  24,  when  grantees 
"name   was   Lizzie   M   Collins.  other   consid  and   100 

Eldridge  st.  No  227  (175),  w  s,  62.11  n  Stanton  st,  18.8x53.6x 
18.8.x53.5,  3-sty  brk  tenement.  Louis  Baraginsky  to  Gerson 
Krimsky  and  Abraham  Rothkrug.  Mort  $10,250.  Dec  1.  Dec 
6,  1906.     2:422—00.     A  $7,000— $10,000.  other  consid  and  100 

Essex  st.  No  42,  e  s,  151.4  s  Grand  st,  2.5x100x25.0x100,  5-sty  brk 
tenement  and  store.  Isaac  Hoffman  to  Jacob  Levy.  Mort  $24,- 
000.     Aug  15.     Dec  1,  1906.     1:311—7.     A  $22,000— $30,000. 

otlier  consid  and   100 

Front  st.  No  30,  n  s,  85.4  e  Broad  st,  19.3x70.9x18.11x72.6. 

Front  st.  No  28.1/2,  n  s,  06.8  e  Broad  st,  18.9x72.6x18.9x73.9, 
4-sty   brk   loft   and   store   building. 

George  Hahn  et  al  to  J  Archibald  Murray.     Mort  $20,000.     Nov 
10.      Dec  5,   1906.     1:7—0.     A  $8,700- $13,000.  nom 

Goerck  st.   No  81      |  n    w    cor    Rivington    st,    24.8.x49.11x24.8x50, 

Rivington  st.  No  320|  5-sty  brk  tenement  and  store.  Lillie  and 
Rosa  Goldstf.in  to  Samuel  Rosenthal.  Mort  $21,000.  Dec  1. 
Dec  4,   1906.     2:329—71.     A  $11,000— $18,000. 

other  consid  and  100 

Goerck  st.  No  6,  e  s,  110.2  n  Grand  st,  25x99.7x25x99.5,  6-sty 
brk  tenement  and  store.  Meyer  Chapkowsky  to  Yetta  Cohn. 
Mort  $36,500.  Nov  1.  Dec  1,  1906.  2:321-3.  A  $10,000— 
$20,000.  other  consid  and   100 

Goerck  st.  No  3.  w  s,  aht  100  n  Grand  st,  25x100,  6-sty  brk  tene- 
ment and  store.  Meyer  Chapkowsky  to  Yetta  Cohn.  Mort  $36,- 
500.     Nov  1.     Dec  1,  1006.     2:326—52.     A  $10,000— $30,000. 

other  consid  and  100 

Grand  st.  No  570,  n  s,  abt  50  w  Goerck  st,  25x75. 

Grand  st.   No  572,  n   s,  abt  25  w  Goerck  st,  25x75. 
two  3-sty  frame  brk  front  tenements  and  stores. 
Jacob   Siris   et   al   to   Morris   Goldberg  and   Babbet   Flower.      Mt 
$30,500.     Dec  3.     Dec  4,   1900.     2:326—55  and  56.     A  $24,000 


Canal  st.  No  255,  n  s,  31  w  Lafayette  st,  25x71.3x25.3x75,  5-sty 

brk   loft   and   store   building.      Daniel   B   Freedman   to   Alfred  C 

Bachman.     B  &  S      Mort  $27,000.     Dec  3,  1906.     1:209—25.     A 

$35,400-$45,000.  100 

Same  property.     Alfred  C  Bachman   to  Daniel  B  Freedman.     B  & 

S.     Mort  $27,000.     Dec  3,  1906.     1:209.  100 

Cannon   st,   No   92,   e   s,    143.5   s   Stanton   st,   34.1x100,   O-sty   brk 

tenement     and    store.       Barnet    Cohen    to    Morris     Shidlovsky. 

Mort  $58,000.     Nov  28.     Nov  30,  1906.     2:329—7.     A  $45,000— 

$130,000.  other  consid  and  100 

Carmine  st.  Nos  60  to  64%,  on  map  Nos  60  to  64,  s  w  cor  Bed- 
ford st,  75x60,  6-sty  brk  tenement  and  store.  Samuel  Fried- 
man  et  al   to  Harry  A  Thuor.     All  title.     Mort  $113,000.     Nov   ■ 

12.     Nov  16.  1906.     2:528—71  to  7(!.     A  $26,.500— $ .     Cor- 
rects error  in  issue  of  Nov  24,  when  grantees  name  was  Harry 

B   Thuor.  100 

Carmine  st,  Nos  34  and  36,  s  s,  150.4  w  Bleecker  st,  40x70,  5-sty 

brk   tenement   and   store.      Joseph   Liebman   et   al   to   Frederick 

Nienburg.      Mort   $37,000.      Nov   30.      Dec   1,    1906.      2:527—64. 

A    $19,000- $33,000.  nom 

Chambers  st.  No  155,  n  s,  201  w  Hudson  st,  25x77.5x25x77.4,  5- 

gty   brk   loft   and   store   building.      Albert   W  Venina   to   John   C 

Dehls  of  Brooklyn,  N  Y.     Vz  part.     Mort  $42,500.     July  5.     Nov 

,14,    1906.      1:140—9.      A    $24,700— $36,000.      Corrects    error    in 

issue  of  Nov  17,  when  address  of  grantee  was  Morristown,  N  J. 

nom 
Same  property.     Same  to  William  Bruenlng.     %  part.     Mort  $42,- 

500.     July  5.     Nov  14,  1906.  l:X40.  nom 

.:,        ,:-t,:^  :■.,,..        .     : 

The  test  9t  these  pa^es  Is  fopyTighted.     All  rights  are  reserved.  Notice  Is  hereby  given  that  Infringement  will  lead  to  prosecution. 


—$25,500. 
Grand  st.  No  81, 
store  building. 
000.     Nov  26. 


s  s,  106  e  Wooster  st,  22x96,  5-sty  brk  loft  and 
Samuel  Eiseman  to  Henry  Kensing.  Mort  $15,- 
Nov  30,  1906.     1:229—25.     A  $18,000— $30,000. 

other  consid  and  100 
Grand  st.  No  75,  s  s,  40  e  Wooster  st,  22x75,  4-sty  brk  loft  and 
store    building.       Henry    Kensing    to    Samuel    Eiseman.       Mort 
$10,000.      Nov    28.      Nov    30,    1006.      1:229—22.      A    $17,200— 
$25  000  other  consid  and  100 

Greene  st.  No  16,  e  s,  271.1  s  Grand  st,  18.11x100,  6-sty  brk  loft 
and  store  building.  Francis  A  Watson  et  al  EXRS,  &c,  William 
Watson  to  Herman  Koenigsberger.  Mort  $32,(X)0.  Nov  30. 
Dec  4,  1906.     1: -230— 15.     A  $15,200— $33,000.  42,000 

Same  property.  Herman  Koenigsberger  to  William  Maas,  Edward 
and  Isaac  Blum,  firm  Maas,  Blum  &  Co.  Mort  $32,000.  Dec  4, 
1906.     1:230.  other  consid  and  100 
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Same    property.      The 
part.     Mort   $7,000. 


Greenwich  st,  No  824  (SIC),  w  s,  SS.2  n  Jane  st,  21.2x93.1x21.2x 
92.S.  :i-stv  brk  tenement.  Alfred  P  Mayhew  to  John  J  Danahar. 
Oct  10.     Nov  30,   1900.     2:042-58.     A  $S.000-$9,500.         10,01)0 

Greenwich  st.  No  820,  w  s,  44  s  Horatio  st,  runs  s  21.2  x  w 
93  X  n  15.2  xe22xnexe  71.0  to  beginning.  3-sty  brk  tene- 
ment. John  Biggart  et  al  HEIRS,  &c,  Robert  Blggart  to  Susan 
Biggart.  Q  C.  Aug  24.  Nov  30,  1906.  2:642—57.  A  $7,500— 
$9  000.  nom 

Greenwich  st,  No  826,  w  s,  44  s  Horatio  st,  runs  s  21.2  x  w  !)3 
X  n  15.2  xe22xnGxe  71. G  to  beginning.  3-sty  brk  tenement. 
Susan  Biggart  to  John  J  Danahar.  Nov  28.  Nov  30,  1906. 
2:642—57.     A   $7,-500— $9,000.  nom 

Greenwich  st,  Nos  145  to  1491  s    e    cor    Liberty    st,   54.8x35.1x53. 9x 

Liberty  st.  No  124  |  44.4,  three  4-sty  brk  tenements 
and  stores.  Isidore  Jackson  et  al  to  Edward  F  Robinson,  ot 
Brooklyn.  Mort  $80,000.  Nov  30,  1906.  1:.")2— 23.  A  $84,400 
$93^000.  other  consid  and  100 

Hamilton  st.  No  13,  n  s.  1.51.4  e  Catherine  st,  25x31,  5-sty  brk 
tenement  and  store.  The  Gurian  Realty  Co  to  Gaspare.  Carlo 
and  Enrico  Molinelli.  1-8  part.  Q  C.  Mort  .$7,000.  Nov  30. 
Dec  1,   1906.     1:253—70.  A  $4.000— $0,000.    other  consid  and  100 

Same  property.  Shapiro,  Levy  &  Starr  to  same.  All  title.  Q  C. 
Nov   30.      Dec   1,    1906.      1:2.53.  nom 

Same  property.  Placido  Morello  to  same,  all.  Mort  $7,000.  Nov 
27.     Dec  1,  1906.     1:253.  other  consid  and  lUO 

Same  property.  Max  Bache  to  same.  %  part.  Q  C.  Mort  $7.- 
000.     Nov  30.     Dec  1,  1900.     1:253.  other  consid  and  100 

Same  property.  The  Stone-Aronson  Realty  Co  to  same.  1-8  part. 
Q  C.     Mort  $7,000.     Nov  30.     Dec  1,  1906.     1:253. 

other   consid   and    100 

Same  property.  The  Gurian  Realty  Co  to  Placido  Morello.  1-8 
part.     Mort  $7,000.     Nov  30.     Dec  1,   1906.     1:253. 

other  consid   and   100 
Stone-Aronson    Realty    Co    to    same.      1-8 
Nov   30.      Dec    1,   1900.      1:253. 

other  consid  and  100 

Same  property.  Max  Bache  to  same.  %  part.  Mort  $7,000. 
Nov  30.     Dec  1,  1906.     1:253.  other  consid  and  100 

Same  property.  Shapiro.  Levy  &  Starr  to  same.  All  title.  Cor- 
rection   deed.      Mort    $7,000.      Nov   30.      Dec    1,    1900. 

other   consid  and  100 

Henry  st.  No  178  |s  e  cor  Jefferson  st.  23.10x75,  6-sty  brk  tene- 

Jefferson  st.  No  251  pient  and  store.  Martin  Engel  to  Wolf 
Nadler.  Nov  28.  Dec  1.  1906.  1:270—61.  A  $20,000— $40.- 
000.  omitted 

Henry  st.  No  185.,  also  assignment  ot  mort,  &c.  Release  and  can- 
cellation ot  trust  agreement.  Nathan  Zemansky  et  al  with 
Samuel  N  Zemansky,  of  Sherman,  Texas.  Oct  2,  1870.  Dec  5, 
1900.      1:185.  nom 

Horatio   st.   No   65,    n   s,   62   w   Greenwich   st,   33,4x24.11x.33.10x 

24.11,  3-stv  brk  dwelling.  Wm  H  Sager  to  John  P  Mitchel. 
Mort  $3,000.     Nov  30,  1906.     2:643—62.     A  $4.00O-$5,O00. 

other  consid  and  100 

Houston  st.  No  303,  s  s,  54  e  Clinton  st,  18x70,  3-sty  frame  brk 
front  tenement  and  store.  Saul  Deiches  et  al  to  .\aron  Goodman 
and  Louis  Meyers.  Mort  $10,000.  Nov  30,  1906.  2:3.50—55. 
A  $9,000 — $11,000.  other  consid  and  100 

James  st.  No  72|  s  w  cor  in  deed,  probably  meant   for  n  e  or  n  w 

Oak  st.  No  36yi|  cor  Oak  st,  21  ft  front  x59  on  Oak  st  and  in 
rear  51  ft  x  —  9  ft  x  —  .30  x  —  .50,  (!-sty  brk  tenement  and 
store  Martin  Garone  to  Jacob  Huruvitz  and  Abraham  M  Or- 
lansky.  Mort  .$30.0<I0.  Nov  1,  Dec  5,  1906.  1:278—32.  A 
$13,000— $20,000.  100 

Jane  st.  No  48,  s  s,  123.6  e  Hudson  st.  22.6x,80,  3-sty  brk  dwell- 
ing. Gerd  Busch  to  Margaret  Culkin.  Mort  $3,.500.  Dec  3.  Dec 
5    1006.     2:62.5—30.     A  .¥S,.500— $10,-500.  nom 

John  st.  No  81,  n  s,  abt  70  w  Gold  st,  27x107x20.8x104.2  w  s, 
4-sty  brk  loft  and  store  building.  Wm  H  Young  to  Alfred  L 
White.  C  a  G.  Mort  $48,000.  Apr  18.  Dec  3,  1906.  1:77— 
3.     A  $49,700— $59,000.  nom 

Leonard  st,  s  e  s,  90.3  from  s  e  cor  Centre  st,  runs  s  e  24.4  x 
s  w  91.8  X  n  w  24  X  n  e  91  to  beginning,  being  the  plot  that 
begins  at  s  w  cor  of  abov^land  as  conveyed  by  Haskin  to  Pia, 
recorded  June  15.  1865,  runs  e  7.-3  x  n  parallel  with  Centre 
st  28  X  w  7.2  X  s  28  to  beginning.  Virginia  Danziger  INDIVID 
and  EXTRX  Wm  Hyams  to  James  Boyd.  All  liens.  Dec  3.  Dec 
6,    1906.      1:266.  1.000 

Same  property.  James  Boyd  to  James  Boyd  TRUSTEE  John  Boyd. 
Dec   3.      Dec    6,    1906.      1:166.  nom 

Lewis  St.  No  114,  e  s,  175  s  Houston  st,  25x100,  5-sty  brk  tene- 
ment and  store.  Pinkus  Jaffe  to  Rafka  Budner.  Vy  part.  All 
right,  title  and  interest.  Mort  $29,850.  Dec  1.  Dec  0,  1900. 
2:3,30 — 15.     A  $13.000— $31,000.  other  consid  and  100 

Lewis  st,  Nos  7  and  9,  w  s,  abt  125  n  Grand  st,  33.4x100,  6-sty 
brk  tenement  and  store.  Isaac  Lewenthal  to  .\braham  Lewen- 
thal.  1-3  part.  Mort  $48,000.  Nov  10.  Dec  3.  1906.  2:320 
—20.     A  $18.000— $.55,000.  other  consid  and  100 

Lewis  st.  No  102,  e  s,  75  n  Stanton  st,  21x100,  0-sty  brk  tene- 
ment and  store  and  6-sty  brk  tenement  in  rear.  Max  Keve  to 
Morris  Haber.  Samuel  Dworkowitz  and  David  Haber.  Mort 
$25,.500.  Nov  28.  Dec  1,  1906.  2:330—40.  A  $11.0(10— $23.- 
500.  100 

Ludlow  st,  Nos  141  and  143,  w  s.  213  s  Stanton  st,  .37.6x87.10, 
6-sty  brk  tenement  and  store.  Isaac  Berkowitz  et  al  to  Harris 
Seal  and  Isaac  Krugman.  Morts  $63,546.88.  Dec  3,  1906. 
2:411—27.      A   $24.000— $50,000.  other   consid   and    100 

Maedougal  st.  No  1251  n  w'  cor  3d  st.  20x65.9.  4-sty   brk   tenement 

3d  St.   No   119  I     and  store.   Gertrude   H   Hillenbrand   to   Em- 

ily M  Roemer.     Nov  30.  1900.     2:54.3— 00.     A  $15  OOO— $18,000. 

nom 

Maedougal  st.  No  1251  n  w  cor  3d  st.  20x65.9,  4-sty  brk  tenement 

3d  St.  No  119  I     and  store.     Emily  M  Roemer  to  E  Francis 

Hillenbrand.     Mort  $16,500.     Nov  30,  lOOG.     2:-543— 60.  A  $15.- 

000— $18,000.  nom 

Maiden  lane.  Nos  66  to  76|   the   block.    13-sty   brk   and   stone   office 

Liberty  st,  Nos  1  to  13  I     and    store    building    and   five   4-sty   brk 

William  St.  Nos  SO  and  821     loft  and  store  buildings.     Release  judg- ' 
ment.     The  Arlington  Co  to  the  Northern  Ins  Co  of  N  Y.     Nov 
22.     Dec  4.  1906.     1:6,S— 1  to  6.     A  $-50] .21X1— -$009,500.  nom 

Market  st.  No  72,  e  s,  100.2  n  Cherry  st,  23.9x60.8x23.0x60.6.  3-sty 
brk  tenement.  Timothy  F  Kearns  to  Wm  P  Kearns.  B  &  S. 
All  liens.  Jan  18,  1905.  Dec  3,  1906.  1:254—58.  A  -$7,500 
—$8,500.  nom 

Monroe  st.  No  11.  n  s,  abt  70  e  Catharine  st,  25x100,  5-sly  brk 
tenement.  Joseph  Louis  to  Isaac  Breakstone.  Mort  -$34,000. 
Nov  28.     Dec  3.  1906.     1:276—5.     A  $18,000- $32  000. 

othsr  consid   and   100 
Montgomery   st.    No   67,   e   s,   47.6   n   Cherry   St.   21.10x58.7x20.5x 
57.5,  6-sty  brk  stable.     Max  Comlnsky  et  al  to  Jacob  Klinger, 


N  Y,  and  Sara  Fine,  of  Brooklyn.     Mort  $17,450-     Dec  1.     Dec 

6,  1906.  1:259—57.  A  $7,000— $17,000.  other  consid  and  100 
Same  property.     Sara  Fine  to  Isaac  Langer.  of  Brooklyn.     V>  part. 

Mort  $17,450.  Dec  1_.  Dec  0,  1906.  1:259.  other  consid'and  100 
Montgomery   st.    No   67,    e   s.    47.6   n   Cherry   st,    21.10-x58.7x20..5x 

57.5,    6-sty   brk    stable.      Louis   Folbe   et   al   to    Max    Cominsky. 

Mort   $15,450.      Nov  30.      Dec   1,   1906.     1:259—57.     A  $7,000— 

$17,000.  other   consid   and   100 

Morton  st.  No  33.  on  map  No  .39,  n  s,  80  w  Bedford  st,  23.0x100, 

,3-sty  brk  dwelling.     Goo  J  Humphreys  to  William  Morschhauser. 

Mort  $10,000.     Doc  4.     Dec  5,   1906.     2:581—39.     A  $13,000— 


$14,500. 
New  Chambers  st.  No  55 
Roosevelt  st.  No  59 

tonemout    and    store. 

dolph   L  Blumenthal 


100 

n   e   s,   at   w   s  of  Roosevelt  st.  27.3.x — x 

2i).2    on    Roosevelt    st,    gore,    ,5-sty    brk 

Harry    L    Rosen    to    Henry    Kahn    and    Ru- 

Mort  -$5,00O.     Nov  oO.     Dec  1,  190G.     1:- 

11-5—22.     A  $3.70O-$4.0(lO.  other  consid  and  100 

Norfolk  st,   Xos  123  to   127  |s    w    cor    Rivington    st,    G0x.50,    G-sty 

Rivington  st.  No  129  |     brk  tenement  and  store.   Max  Mut- 

nick  to  Louis  Mutnick.      U  part.      All  title.      Mort  .$84,000.     Dec 
1.      Dec   3,    1906.      2:353—24.      A   $40,000— $80,000. 

other   consid   and    100 

Oak  St.  No  .50.  n  s,  70  e  Oliver  st,  19.9x50,  4-sty  brk  tenement 
and  store.  Martin  Garone  to  Antonio  and  Teresa  Marsicano.  ',4 
right,  title  and  interest.  Mort  $10,400.  Dec  0,  1906.  1:27S-^ 
33.     A  $G.O0O— .$9,000.  other  consid  and  100 

Pearl  st,  No  273,  n  w  s,  abt  75  e  Fulton  st,  22.2x91. 3xl3.8x 
91.1,  n  e  s,  5-sty  brk  loft  and  store  building.  Henry  Leer- 
burger  to  Wilhelmina  Loster.  Mort  $20,000.  Nov  20.  Nov  30. 
lfK)6.      1:95—32.      A    $10,000— $20,000.  other    consid    and    100 

Pearl  st.  No  36,  s  s.  29  e  Moore  st,  25. 2x.52.9x24. 7x52.6,  4-sty 
brk  loft  and  store  building.  Alfred  C  Bachman  to  Daniel  B 
Freedman.  B  &  S  and  C  a  G.  Mort  $26,800.  Nov  30,  190G. 
1:8-^0.     A  $14,200— $20,000.  100 

Same  property.  Daniel  B  Freedman  to  Alfred  C  Bachman.  B  &  S 
and  C  a  G.     Mort  $19,000.     Nov  30,  1906.     1:8.  100 

Pearl  st,  No  302.  e  s,  129.2  n  Franklin  Square,  runs  e  87.8  x  n 
0.4  xe47xn  —  xw  122  to  st.  x  s  w  27  to  beginning.  5-sty  brk 
tenement  and  store.  Smith  Ely  to  Harry  Kirschenbluth.  B  & 
S.  Supplimental  deed.  Nov  28.  Dec  5,  1906.  1:112 — 6.  A 
$10.700— $14,000.  other  consid   and   100 

Pitt  St.  Nos  48  and  50.  e  s.  -54  n  Delancey  st.  runs  n  46  x  e  75 
X  s  27  X  w  25  X  s  19  X  w  .50  to  beginning,  two  4-sty  brk  tene- 
ments and  stores.  Leib  Konigsburg  to  Mali  Konigsburg.  1--3 
part.  Q  C  and  C  a  G.  All  liens.  Nov  30.  Dec  1,  1900.  2:338 
—I.      A   $20.000— $28,000.  other  consid  and   100 

Rivington  st.  Nos  148  and  150'   n  e  cor  Suffolk  st.  .50x100,  6-sty  brk 

Suffolk  st,  Nos  124  to  128        |     tenement   and   store.      Max   Jacobs 


Mort  .$- 
Olio— $98,000. 


Aug  16. 


Dec  5,  1906.     2:349-36  and  37. 

other  consid  and  100 


A  $.50.- 


Rivington  st,  Nos  121  and  123.  s  s,  abt  50  e  Essex  st,  .50x100,  6-sty 
brk  tenement  and  store.  Louis  Mutnick  to  Max  Mutnick.  % 
part.  All  title.  Mort  $84,-500.  Dec  1.  Dec  3,  190G.  2:353— 
20.      A   $4<X000— $80,000.  other   consid   and   100 

Rivington  st.   No  52  |n  w  cor  Eldridge  st,  20x7-5,  6-sty  brk 

Eldridge  st,  Nos  191  and  193  1  loft  and  store  building.  Julius 
Martinson  to  Henry  Martinson.  1-3  part.  All  liens.  Nov  20. 
Dec  3.   1906.     2:421—74.     A  $20,000— $36,000.  nom 

Stanton  st.  No  200  |  n  w  cor  Ridge  st.  25x80,  6-sty  brk  tene- 

Ridge  st,  Nos  139  to  143|  ment  and  store.  Morris  Goldstein  to 
Morris  Singer.  Mort  $67,000.  Nov  30,  1906.  2:34-5—29.  A 
$24,000— $50,000.  other  consid  and  100 

Sullivan  st,  Nos  13-5  and  135V4-  e  s,  9.5.0  n  Prince  st,  37x100.  6-sty 
brk  tenement  and  store.  Joseph  Rosenberg  to  Laurence  Schorr. 
Mort  -$-59,750.  Nov  30.  Dec  3,  1906.  2:517—1.  A  $45,000— 
$115,000.  other  consid  and   100 

Sullivan  St.  Nos  45  to  49Js  e   s,  03  s  w   Broome  st,   runs  s  e   120  x 

Watts  st,  Nos  24  to  36  (  s  w  —  to  n  s  Watts  st  x  w  127.1  to 
Sullivan  st  x  n  e  -51.10  to  beginning,  G-sty  brk  tenement  and 
store.  Morris  Fine  to  Angelo  Legniti.  Mort  $57,000.  Dec  .3, 
1906.      2:470—15.      A   .$27.000— $07,000.  other   consid   and   100 

Sullivan  st,  Nos  224  to  228,  w  s,  116  s  3d  st,  75x100,  three  5-sty 
brk  tenements  and  stores  and  thre#  5-sty  tenements  in  rear. 
Ida  Machiz  to  Louis  Gordon.  Barnett  Lew  and  Moritz  Gruen- 
stein.  Mort  $79,000.  Dec  5.  Dec  0,  1900.  2:540—25  to  27. 
A  $45,000— $57,0:10.  other  consid  and  100 

Sullivan  st,  Nos  224  to  228,  w  s,  116  s  3d  st,  7-5x100,  three  5-sty 
brk  tenements  and  stores  and  three  5-sty  brk  tenements  in  rear. 
Louis  Gordon  et  al  to  Ida  Machiz.  Mort  $78,500.  Dec  3.  Dec 
G,   1900.     2:540—25  to  27.     A  $4-5.000— $57,000. 

other  consid  and  100 

Wall  st.  No  72,  n  e  s,  60.11  w  Pearl  st,  runs  n  e  37  x  n  w  12  x  n  e 
3.4  X  n  w  10  X  n  e  4.8  x  n  w  6  x  s  w  4-S.2  to  st  x  s  e  28  to  be- 
ginning. 4-sty  brk  office  and  store  building.  Seth  S  Terry  et  al 
to  John  Young,  of  Chicago,  111.  3-5  parts.  Dec  3.  190G.  1:40 
—2.      A  ,$83.900— $!:i0.000.  other  consid  and  100 

Same  property.  Same  to  Wm  R  Patterson,  of  Chicago.  111.  2-5 
parts.     Dec  3.  1906.     1:40.  other  consid  and  100 

Warren  st.  No  57,  s  s,  abt  50  e  West  Broadway,  25x87.fi,  S-sty 
brk  loft  and  store  building.  FORECLOS  (Nov  1.  1906).  Ar- 
thur D  Truax  (ref)  to  Chas  M  Preston  as  RECVR  ot  the  N  Y' 
BIder-Loan  Banking  Co.  Mort  $83,000.  Nov  1.  Dec  4,  1900. 
1:13,3-19.      A  .$37,700--$95,000.  100,000 

Water  st.  No  347,  s  s,  1.39.11  w  James  slip,  19.6x75.2x19.4x75.5, 
4-sty  brk  tenement  and  store.  Release  mort.  The  East  River 
Savings  Instn  to  Mary  Healy.  Nov  28.  Dec  3,  1906.  1:110— 
2(;.      A   .$5.,Si Ml— $8,500.  6  000 

Water  st,  -Vo  347,  s  s,  abt  175  e  Roosevelt  st,  19.6x75. 2x — x75.5 
e  s.  4-sly  brk  tenement  and  store.  Mary  Healy  to  Jennie  Ben- 
ning.  Mort  $6,000.  Nov  30.  Dec  3,  1906.  1:110—26.  A  $5- 
Sno — -$8.-500.  nom 

Water  st.  No  407  Is  s.  266.11  e  Pike  slip.  24x100  to  n  s  South  st. 

South  st.  No  2-52  !  1  and  4-sly  brk  building  and  store.  Anna  F 
Myers  et  al  to  George  M  Rutherford.  Nov  30.  Dec  3,  190G. 
1:248-13   and   .34.     A   $11  500— $17,000.  16.000 

Water  st.  No  0.50.  n  s.  -3-50  w  Jackson  st,  2G.\S5.Gx26x8G.9,  4-sty 

frame    (brk   front)    tenement   and   store   and   4-sty   brk   tenement 

in  rear.     Samuel  Swinton  to  Moses  and  Benjamin  Jaffe.     Vt  part. 

Mort   $12,.500.     Nov  23.     Nov  30,   1906.     1:200—19.     A  $6,000— 

$11,0)0.  other  consid  and  100 

West   st.   No   72,   e   s.   S3.4  s   Carlisle   st.   25.2x88.1x2.5x89.1.  3-sty 

brk  tenement   and  store.      Robt  T  Emmet  et  al  TRUSTEES  Jane 

E    Edgar    to    The    City    Real    Estate    Co.      Dec    1.      Dec    3,    1906. 

1:5-5—11.      A  $21.200— $25,0(10.  47,500 

William  St.  No  1811  begins  Spruce  st.  s  s,  47.2  w  William  st.  runs 

Spruce  St.  No  22      |      w  20  x   s  49.6  x  e   "8.1   to   w  s  William   st. 

X  n  25.3  X  w  52.1  x  n  24.8  to  beginning,  5-3ty  brk  loft  and 
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store  building.  Wm  H  Christopher  to  Hannah  J  wife  Wm  H 
Christopher.  i/,  part.  Ail  liens.  Nov  24.  Nov  30,  1906. 
1:101—12.     A  $27,800— $33,000.  nom 

Worth  St.   Nos  190  and  192  Is  w  s,   at   e  s   Mulberry  st,   runs   s  e 

Mulberry  st,   No  8  |    47.S  x  s  w  41.3  to  e  s  Mulberry  st  x 

u  40  to  beginning,  4-sty  brk  tenement  and  store.  Evardo  Mez- 
zadri  to  Giuseppe  Longabardi.  Mort  $10,000.  Dec  4.  Dec  6, 
1900.      1:101—7.     A   .fl2,,S0O— ?16.000.  omitted 

1st  St.  No  45,  s  s.  244.11  e  2cl  av.  20.7x72.1x20.4x74.0,  .5-sty  brk 
tenement  and  store.  Max  Schenkman  to  Philip  Mandelman. 
1-3  part.  All  title.  Dec  1.  Dec  3,  1906.  2:442 — 18.  A  .$12,- 
O0L>— ijilO.OW).  other   consid   and    100 

2d  st.  No  128,  n  s,  306.3  e  1st  a  v.  runs  e  25  x  n  100  x  w  4.3  x  n 
21.11  X  w  20.8  X  s  121.11  to  beginning,  G-sty  brk  tenement  and 
store.  Max  Mutnick  to  Louis  Mutnick.  %  part.  All  title. 
Mort  $.39,800.  Dec  1.  Dec  3,  1906.  2:430 — 42.  A  .$17,000— 
.$42,000.  other   consid  and   100 

2d  st,  No  221,  s  s,  189.0  e  Av  B,  24.9x — ,  5-sty  brk  tenement  and 
store.  Annie  L  McManus  to  James  V  McManus.  Dec  18,  1901. 
Dec  4,   1906.     2:3.84 — 1.5.     A  $12..500— $18,0CK».  nom 

3d  St.  s  s,  4."). 4  e  Goerck  st,  4.").4x.88.0x4.jx94.3,  1-sty  frame  build- 
ing and  vacant.  Wm  Laue  to  The  M  Fine  Realty  Co.  Mort  $16,- 
OUO.     Dec  r,.     Dec  6,   1906.     2:3.56—32.     A  $16,000— $16,000. 

other  consid  and  100 

3d  st.  No  67.  n  s,  2.85  e  2d  av,  20x96.2,  4-sty  brk  tenement.  Ra- 
chel  Harris   to   Philip   L   Bereano.      Mort  $18,000.     Dec  4.     Dec 

5,  1900.     2:44.5— .53.     A  $14,000-$  19,000.  24,500 
3d  st.   No  27(i.  s  s,  (iO.O  e  Av  C,  23.3x,S7.  5-sty  brk  tenement  and 

store.  Sarah  Silberman  to  Paulina  Krampf.  Mort  $26,375. 
Dec  3.     Dec  4,  1900.     2:372—11.     A  $11,000— $18,000. 

other  consid  and  100 

3d  st.  No  25,  n  s,  125  w  2d  av,  25x05.4,  5-sty  brk  tenement  and 
store.  Charles  Mann  to  Jennie  Friedman  widow.  Nov  30. 
Dec    1,    1906.      2:459—37.      A    $15.000— $35,000.  nom 

4th  st,  Nos  213  and  215.  n  s,  273.4  w  Av  B,  47.8x96.2,  6-sty  brk 
tenement  and  store.  Harry  Saltzman  to  Isaac  Berkowitz  and 
Abraham  Hochman.  Mort  $83,000.  Dec  1.  Dec  4,  1906.  2:- 
400— .50.     A   ,$30,000— $7(1  OOU.  other  consid  and  100 

4th  st.  No  385,  n  s.  abt  105  w  Lewis  st,  20x75,  3-sty  brk  tene- 
ment. Aaron  Segal  to  Joseph  Krulewitch.  Mort  $7,t)00.  Dec  3, 
1906.      2:300—29.      A   $6,0U0— .$7,000.  other   consid   and   100 

.5th  st,  Nos  719  and  72],  n  s,  233  e  Av  C,  runs  e  50  x  n  97  x  e 
5  X  n  7  X  w  43.8  x  s  7  x  w  11.4  x  s  07  to  beginning,  two  5-sty 
brk  tenements.  Julius  Schattman  to  Adolph  Scheibel.  Mort 
.$81..50(L  Dec  1.  Dec  (!.  1906.  2:375— .59  and  50.  A  .$.30.0UO— 
$64,0(X).  other  consid  and  100 

6th  st,  Nos  409  and  411,  n  e  s,  112.11  e  1st  av,  05.7x90.10,  two 
(i-sty  brk  tenements.  Release  of  mortgage  agreement,  &c. 
Davis  Rosenkrantz  to  Oscar  Dobroczynski.  Nov  30,  1906. 
2:434—51  and  .53.     A  $38,000— $90,000.  nom 

7th  st.  No  200,  s  s,  208  e  Av  B,  25x90.10,  6-sty  brk  tenement  and 
store.  Irving  H  Weisberger  to  Samuel  Harris,  2-3  part,  and 
Seamon  Sylvester,  1-3  part.  Mort  $.32,000.  Nov  26.  Nov  30, 
1906.     2:389-18.     A  $15,000— $35,000.  other  consid  and  100 

7th  st.  No  243,  n  s,  519.9  w  Av  D,  24.5x97.0,  3-sty  brk  dwelling. 
Malka  Marder  to  Jeannette  S  Tannenbaum.  Mort  $12,.500.  Nov 
30.     Dec  3,  1906.     2:377—66.     A  $12,000— $13,000.  100 

8th  st.  No  315,  n  s,  2S0.4  e  Av  B,  20.7x09.10,  4-sty  brk  tenement! 
and   store. 

8th  st.  No  317.  n  s,  301  e  Av  B,  20.7x60.10,  4-sty  brk  tenement! 
and  store.  | 

Israel  Crystal  to  David  J  Simon.     Morts  $20,250.     Dec  5.     Dec 

6,  1906.     2:391—51  and  52.     A  $17,000— $20,000. 

other  consid  and  100 

8th  st.  No  320,  s  s,  412.3  e  Av  B.  21.9x97.6,  5-sty  brk  tenement 
and  store.  Ignatz  Weisberger  to  Samuel  Eichelbaum.  Mort  $20,- 
500.    Dec  1.     Dec  5,  1906.    2:390—21.    A  $12,000— $15,000. 

other  consid  and  100 

10th  st.  No  327,  n  s.  220.6  w  Av  B,  25x94.8,  5-sty  brk  dwelling. 
Frank  Etzel  to  Isidor  Berger  and  Leopold  Ranzenhofer.  Mort 
$17,000.     Nov  30,   1906.     2:404^2.     A  $15,000— $22,000. 

other  consid  and  100 

11th  st,  No  275,  n  s,  150  e  Blcecker  st,  25x102,  4-sty  brk  tene- 
ment. John  E  Nicholson  et  al  to  Edw  C  Bohde.  Nov  28.  Nov 
30,  1900.     2:023—52.     A  $11.500- $16,000.     other  consid  and  100 

11th  st,  Nos  233  and  2.35,  n  s,  177  w  2d  av,  50x100,  two  6-sty  brk 
tenements.  Adolph  Mandel  to  Joseph  Fine  and  Abraham 
Schwartz.  Mort  .$8,500.  Dec  1.  Dec  4,  1906.  2:467 — 43  and 
44.     A  $34.000— $76,000.  other  consid  and  100 

12th  st.  No  413.  n  s,  abt  17.5  e  1st  av,  — x —  to  old  Stuyvesant  st, 
4-sty  brk  tenement  and  store  and  4-sty  brk  tenement  in  rear. 
Jeanette  Weil  et  al  HEIRS,  &c,  Jules  Weil  to  Angelo  Carolei. 
Mort  $9,000.  Nov  15.  Dec  6,  1906.  2:440—03.  A  $14,000— 
$17,000.  other  consid  and  100 

12th  st.  No  009,  n  s,  118  e  Av  B,  24.7x103.3,  5-sty  brk  tenement 
and  store  and  3-sty  brk  tenement  in  rear.  Maud  F  Herman  to 
Rosa  Lewis.  Mort  $9,000.  Nov  30,  1900.  2:395—57.  A 
$10,000— $15,000.  other  consid  and  100 

13th  st,  n  s,  269  e  1st  av,  runs  n  53.3  x  e  25.3  x  n  e  29.10  x  — 
iJ3.10  X  e  25  X  s  17.5  to  n  s  Stuyvesant  st  x  s  across  Stuyvesant 
st  to  c  1  Stuyvesant  st  x  s  w  —  to  13th  st  x  w  4.9  to  beginning, 
1-sty  frame  building.  Hannah  M  Perry  et  al  to  Thos  J  Bannon. 
B  &  S.     All  liens.     June  2,  1905.     Nov  30,  1906.     2:441. 

other  consid  and  500 

13th  st.  No  139,  n  e  s,  125  n  w  3d  av,  25x100,  6-sty  brk  tenement 
and  store.  Martin  M  Heller  to  Julius  B  Fox.  Mort  $.34,000. 
Nov   28.      Nov   30,    1906.      2:559^3.      A   $20.000— P   $33,a"IO. 

other   consid   and   100 

17th  st,  No  242,  s  s,  292.6  e  8th  av,  17.6x84,  2-sty  brk  tenement. 
Clara  G  Wilson  widow  to  Martha  Hinton.  Deo  3.  Dec  6,  1906. 
3:766 — 67.     A  $0,500— $7,500.  nom 

18th  st,  Nos  421  and  423.  n  s.  290  w  Av  A.  50.\92,  two  5-sty  brk 
tenements  and  stores.  Tillie  Maas  to  Martin  Garone.  Mort 
$31,500.  Nov  14.  Dec  3,  1906.  3:9.50—16  and  17.  A  $15,- 
000— $26,000.  other  consid  and  100 

20ih  st,  Nos  329  to  333,  n  s,  258.3  w  1st  av.  45.11x92,  G-sty  brk 
tenement.  Bertha  Essman  and  ano  to  Hyman  Cohn.  Mort 
.$57,200.  Nov  30.  Dec  1,  1906.  3:926—19.  A  $22,000— $60,- 
000.  other   consid   and   100 

23d  st.  No  206,  s  s,  75  w  7th  av,  25x98.9,  5-sty  brk  dwelling. 
PARTITION  (May  22,  1006).  Morris  J  Hirsch  ref  to  Wm  W 
Montgomery.  Dec  4.  Dec  5,  1906.  3:772—52.  A  .$.30,000- 
40,000.  41,000 

25th  st.  No  415.  n  s,  200  w  9th  av,  25.x9S.9,  4-sty  brk  tenement 
and  3-sty  brk  tenement  in  rear.  James  E  Mitchell  to  Sylvain 
Metzger.      Nov  30,   1906.     3:723—24.     A  $10,000— $14,000.         100 

26th  st,  Nos  349  and  .351  West.  Release  or  subordination  of 
rents,  income.  &c,  to  mortgage.  Thos  L  Hamilton  et  al  EXRS. 
&c.  John  L  Hamilton  to  Margt  H  Hamilton.  Nov  30.  Dec  5, 
1906.     3:750—11.      A   $24,000— $50,000.  nom 


28th  st.  No  24.5,  n  s,  75  w  2d  av,  runs  n  74  x  w  50  x  n  24.8  x  e 
25xn74xe  —  xse  —  xs  —  xel9xs  73.9  to  st  x  w  22  to 
beginning,  5-sty  brk  tenement  and  store  and  two  4-sty  brk  rear 
tenements.  Lawrence  Lippi  to  Joseph  Herrmann.  Mort  $27,- 
000.     Nov  28.     Dec  3,   1906.     3:909—23.     A  $20.000— $28,000. 

other   consid   and   100 
29th   st.    No   328,    s   s,   320   w   8th   av,   20x98.9,   4-sty   stone   front 
dwelling.      Ricka  Ketch  to  Frederic  Poffet.     Mort  $9,000.     Nov 
20:     Dec  4,   1906.     3:752—62.     A  $9,000— $12,.500. 

other  consid  and  100 
30th  st,  Nos  128  to  132.  s  s.  363.7  e  7th  av,  82.7x98.0,  three 
3-sty  brk  tenements  and  stores.  Chas  H  Dow  to  K  Frances 
Coleman.  1-3  part.  Sub  to  life  interest  of  Julia  L  Butterfleld 
in  and  to  %  part.  Dec  3,  1906.  3:805—77  to  79.  A  $30,000 
—$37,500.  nom 

31st  st.  No  421,  n  s,  300  w  9th  av,  25x98.9,  5-sty  brk  tenement. 
Irving  H  Weisberger  to  Samuel  Harris,  2-3  parts,  and  Seamon 
Sylvester,  1-3  part.  Mort  $23,500.  Nov  20.  Nov  30,  1906. 
3:729—23.      A   $9,000-$23.000.  other   consid   and   100 

33d  st,  Nos  35,  37  and  39,  n  s,  277.3'^  e  Broadway,  G7.9.x9S.9, 
two  4-sty  stone  front  dwellings  and  5-sty  stone  front  club.  Jacob 
Neadle  to  35-39  West  Thirty-Third  Street  Co.  Mort  $330,000. 
Nov  28.    Nov  30,  1006.    3:835—15  to  17.    A  $268,000— $297,000. 

other  consid  and  100 
33d  st.  No  444,  s  s,  450  w  9th  av,  25x98.9,  4-sty  brk  tenement  and 
store.      Joseph    F   Graham   to   Sigmund   Gutwillig.      Q    C.      Mort 
$10,000.     Dec  3.     Dec  4,  190G.     3:730—73.     A  $9,000— $11,000. 

nom 
Wm  J  A  McKim  GUARDIAN   Frederick  Graham 
title.      B   &   S.      Mort   $10,000.      Dec   3.      D^c   4, 

5,500 
s  s,  190.6  e  Madison  av,  18.8x98.9,  5-sty  stone 
Edith  La  Bau  Dyer  to  City  Real  Estate  Co.  All 
Dec  4,  1906.     3:863—54.     A  $48,000— $52,000. 

nom 
No  160,  s  s,  71  e  7th  av,  29x24.9,  4-sty  stone  front  tene- 


Same   property. 

to    same.      All 

1906.     3:730. 
34th   st.   No   52, 

front  dwelling. 

liens.     Nov  30, 


34th  st, 

meut. 

34th   st 


No   1.58,   s   s,   100  e  7th   av,   18.0x98.6x17.4x98.5,   4-sty 
stone  front  tenement  and  store. 
King  C  Gillette  to  Daniel  A  Loring.     Mort  $80,000.    Dec  6,  1906! 
3:809—76  and  77.     A  .$94,000— $99,000.  nom 

.'!5th  st.  No  426.  s  s,  300  w  9th  av,  25x98.9,  4-sty  brk  tenement 
and  3-sty  brk  tenement  in  rear.  Christian  H  Lehde  et  al 
HEIRS,  &c.  Christian  Lehde  to  Anthony  Wenner.  Mort  $8,000. 
Nov  2.     Dec  1,   1906.     3:732-54.     A  $9,500— $16,000. 

other  consid  and  100 

36th  st.  No  140,  n  s,  215.5  e  7th  av,  19.9.x98.9,  3-sty  stone  front 
dwelling.  Anna  Benjamin  to  The  Webster  Realty  Co.  Nov  30. 
Dec  5.   1906.     3:812-14.     A  .$33,500— $33..500.  nom 

.36th  st.  No  151,  n  s,  195.7  e  7th  av,  19.9x98.9,  3-sty  stone  front 
dwelling.  Wm  J  McClelland  to  The  Webster  Realty  Co.  Mort 
$25,000.  Nov  22.  Dec  5.  1906.  3:812—13.  A  ,$33,5(XI— $33,500.  nom 

3Gth  st,  No  3.30,  s  s,  333.4  w  8th  av,  16.8x98.9,  2-sty  brk  tene- 
ment and  store  and  3-sty  brk  tenement  in  rear.  Francis  Becker 
et  al  to  John  M  Deemer.  Dec  1.  Dec  3,  1906.  3:759—59.  A 
$7,000— $7,500.  nom 

36th  st.  No  330,  s  s,  333.4  w  8th  av,  16.8.x98.9,  2-sty  brk  tene- 
ment and  store  and  3-sty  brk  tenement  in  rear.  John  M  Deemer 
to  Annie  G  wife  John  M  Deemer.  Mort  $11,000.  Dec  1.  Dec 
3,  1900.     3:759—59.     A  $7,000— $7,500.  nom 

37th  st.  No  404.  s  s,  100  w  9th  av,  25x98.9,  4-sty  brk  tenement 
and  store.  Henry  G  Merkel  and  ano  EXRS  Henry  Merkel  to  Ed- 
ward and  Morris  Badt.  Mort  $9,000.  Dec  5,  1906.  3:734—39. 
A  $9,000— $15,000.  20,000 

37th  St.  No  404.  s  s,  100  w  9th  av,  25x98.9,  4-sty  brk  tenement 
and  store.  Morris  Badt  et  al  to  Alwin  Martini.  Mort  $16,000. 
Dec  5,  1906.     3:734—30.     A  $9,000— $15,000. 

other  consid  and  100 

37th  st.  No  240,  s  s,  105  w  2d  av,  20x98.9.  4-sty  brk  tenement. 
John  J  Killian  to  Frederick  G  Letsch.  Dec  4,  1900.  3:917 — 
37.     A  $8,000— $9,000.  other  consid  and  100 

38th  St.  Nos  319  and  321,  n  e  s,,  250  n  w  8th  av,  46x98.9,  two 
4-sty  brk  tenements,  store  in  No  319,  and  2-sty  brk  tenement  in 
rear.  John  D  Hassinger  to  Morris  and  Edw-ard  Badt.  Deo  1. 
Dec  3,   1906.     3:762—23  and  24.     A  $19,500- $30,500. 

other  consid  and  100 

38th  st.  No  110,  s  s,  160  e  Park  av,  20x98.9,  4-sty  stone  front 
dwelling.  Mabel  A  Downing  to  Warren  S  Adams.  Mort  $45,- 
000.     Nov  21.     Dec  3,  1906.     3:893—84.     A  $32,000— $46,000. 

other  consid  and  100 

39th  st.  No  441,  n  s.  250  e  10th  av,  2.5x98.9,  5-sty  brk  tenement 
and  store.  Irving  H  Weisberger  to  Samuel  Harris,  2-3  parts, 
and  Seamon  Sylvester,  1-3  part.  Mort  $14,500.  Nov  26.  Nov 
30,   1906.     3:737—12.     A  $9,000— $14,000.       other  consid  and  100 

43d  st,  Nos  326  to  330.  s  s.  325  w  8th  av,  75x100.5,  three  5-sty 
brk  tenements.  Louis  Lese  et  al  to  Breslauer  Realty  Co.  Mort 
$97,000.  Dec  3.  Dec  4,  1906.  4:1033 — 46  to  48.  A  $37,500 
—$88,000.  other  consid  and  100 

44th  St.  No  106,  s  s,  116.10  w  6th  av,  16.4x100.4,  4-sty  stone  front 
dwelling.  Chas  F  Bauerdorf  and  ano  EXRS  Albert  J  Adams 
to  Wm  H  Kean.  Mort  $25,000.  Dec  1.  Dec  3,  1906.  4:996 — 
37%.     A   $28,000— $30,000.  36,000 

Same  property.  Release  dower.  Isabella  V  Adams  widow  to 
same.     Dec   1.     Dec  3,   1906.     4:99G.  nom 

4.5th   st.    No   27.   n   s,   345   w  5th   av,   20xl00..5,   4-sty  stone   front 
dwelling.      City  Real   Estate   Co   to 
N  J.     B  &  S  and  C  a  G.     Nov  28. 
A   $48.000— $52^000. 

45th   st.    No   27   "n   s,   345   w   5th   av. 
dwelling.      Wesley   Thorn   to   City   Real   Estate   Co. 
C   a   G.      Mort   $25,000.      Nov   28.      Nov  30,    1906. 


Wesley  Thorn,  of  Plainfield. 
Nov  30,  1906.     5:1261—23. 

other  consid  and  100 
20x100.5,   4-sty   stone   front 
B   &   S   and 
5:1261—23. 


A   $48.000— $52,000.  other   consid   and    100 

46th  st,  Nos  605  and  607,  n  s,  100  w  11th  av,  runs  w  50  x  n  85,6 
X  e  25  X  n  —  x  e  25  x  s  100  to  beginning.  3  and  4-sty  brk  tene- 
ments and  stores.  Francis  H  Grefe  to  John  Anderson,  of  Jersey 
City,  N  J.  Nov  28.  Dec  3,  1906.  4:1094—27  ad  28.  A  $9,- 
500— $13,000.  22,000 

46th  st.  No  331.  n  s,  275  w  1st  av,  25x70.5,  5-sty  brk  tenement 
and  store.  Henry  Gans  et  al  to  Morris  Rosentover  and  Morris 
Markowitz.  Mort  $11,000.  Nov  15.  Nov  30,  1906.  5:1339— 
15.     A   $7,000— $11,000.  other  consid  and  100 

47th  st,  Nos  .335  and  .337,  n  s,  125  w  1st  av,  50x100.5,  4  and  5-sty 
brk  tenements  and  stores  and  2  and  3-sty  brk  tenements  in 
rear.  Sarah  Lustbader  to  Henry  Klopf.  Mort  $24,000.  Nov  30, 
1906.      5:1340—20   and    21.      A    $18,000— .$23,500. 

other   consid   and   100 

49th  St.  Nos  326  to  .330.  s  s.  .320  e  2d  av,  55x100.5,  6-sty  brk  ten- 
ement and  store.  Wilhelmina  Bohland  and  ano  to  Herris  Schap- 
iro.  Mort  $52,000.  Dec  1.  Dec  5,  1906.  5:1341—38.  A  $22,- 
000— P    $50,000.        .       ■       ,  other   consid   and    100 
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50th  St,  No  532,  s  s,  400  w  10th  av,  25x100.5,  5-sty  stone  front 
tenement  and  5-sty  brk  tenement  in  rear.  Sarah  Cohen  to 
William  Beres,  of  Brooklyn.  %  part.  All  liens.  Oct  2.  Dec 
3.  190C.     4:1078 — 19.     A  $G,500— $19,000.  nom 

50th  St,  No  247,  n  s,  125  w  2d  av,  lCxlOO.5,  3-sty  brk  dwelling. 
Andrew  Maguire  to  George  Geffers.  Mort  $5,000.  Nov  30. 
190e.     5:1324-20^^.     A  $(;,000— $8,000.  100 

52d  St,  No  102,  s  s,  80  w  6th  av,  runs  s  113.10  x  w  20  x  n  18.9  x  w 
20.4  X  n  91.7  to  st,  x  e  40  to  beginning,  3-sty  stone  front  hotel. 
Thos  F  Kane  to  Edgar -Swain.  All  liens.'  Oct  20.  Dec  5,  190G. 
4:1004—37.     A  $45.000— $55,000.  nom 

Same  property.  Edgar  Swain  to  Thos  F  Kane.  All  liens.  Nov 
24.     Dec  5,  1906.     4:1004.  nom 

53d  St.  No  30.  s  s,  450  w  5th  av,  25x100.5,  4-sty  stone  front 
dwelling.  John  H  Jacquelin  to  Jennie  B  Gasper.  Dec  1.  Dec 
3,  1906.     5:1268—56.     A  $74,00O-$94,O00.  nom 

53d  st,  No  157,  n  s,  175  e  7th  av.  18.9x100.5,  4-sty  stone  front 
dwelling.  Chas  M  Preston  as  RECEIVER  of  N  Y  Building  Loan 
Banking  Co  to  Joseph  M  Lichtenauer.  B  &  S.  Mort  $17,000. 
Nov  14.     Dec  3,   1906.     4:1006-8.     A  $11,000— $12,000.      6,000 

53d  St.  No  30.  s  s.  abt  450  w  5th  av,  — x— ,  4-sty  stone  front 
dwelling.  Memorandum  agreement  of  CONTRACT.  John  H  Jac- 
quelin with  Thomas  Carmichael.  Oct  31.  Dec  3,  1906.  5:1268 
—56.     A  $74,000— $94,000.  118,000 

53d  st.  No  205,  n  s.  59.6  e  3d  av,  runs  n  24  x  e  2.1  x  n  14.7  x  e 
20.10  X  n  0.9  X  e  4.8  X  s  3  X  w  5  X  s  12.5  x  w  2.4  x  s  24  to  st, 
X  w  20,3,  3-sty  brk  tenement.  David  Roser  to  Anna  Ricks, 
N  Y  City.  Nov  14,  1906.  5:1327 — lU.  Corrects  error  in  issue 
of  Nov  17,  when  address  of  grantee  was  White  Plains,  N  Y.      nom 

53d  st,  Nos  437  to  451,  s  w  s,  419  e  1st  av,  runs  s  w  148,3  x  s  e 
101.6  X  n  e  119.2  x  s  e  194  x  n  e  44.9  to  st,  x  n  w  294  to  be- 
ginning, also  all  land  under  water  East  River  and  fronting  on 
Av  A,  also  all  title,  &c,  to  lease,  3-sty  brk  factory  and  1  and 
2-sty  brk  building.  FORECLOS  (Nov  16).  Michael  J  Eagan 
ret  to  Nineteenth  Ward  Reatly  Co,  a  corporation.  All  title.  Nov 
30.     Dec  1,  1906.    5:1364^27,  29.     A  $60,000— $90,000.        10,000 

54th  st,  Nos  402  to  406,  s  s,  94  e  1st  av,  75x100.5,  three  5-sty  brk 
tenements.  Jonas  Weil  et  al  to  Osias  Karp.  Mort  ?58,500. 
Nov  28.     Nov  30,  1906.     5:1365—44  to  46.     A  $22,500— $45,000. 

other  consid  and  100 

54th  st.  No  8,  s  s,  161  e  5th  av,  20x100.5,  4-sty  stone  front  dwell- 
ing. Childe  H  Childs  to  J  P  Whiton  Stuart.  Nov  30,  1906. 
5:1289-66.     A  $67,000— $80,000.  nom 

55th  st.  No  60,  ,s  s,  159  e  Madison  av,  16x100.5,  4-sty  stone  front 
dwelling.  Elena  de  R  Aldcroft  to  Euphemia  A  Hawes.  Mort 
$15,000.  Nov  28.  Nov  30.  1906.  5:1290—40.  A  $30,000— 
$37,000.  100 

57th  st.  No  109,  n  s,  143  w  6th  av,  20x100.5,  4-sty  brk  dwelling. 
Wm  W  Lawrence  to  Clementine  V  Dahlgren.  Dec  3.  Dec  5,  1906. 
4.IOIO— 2614.     A  $33,000 — $45,000.  other  consid  and   100 

57th  st,  No  247,  n  s,  76.8  w  2d  av,  16,8x100,5. 

57th  st.  No  245,  n  s,  93.4  w  2d  av,  16.8x100.5. 
two  3-sty  stone  front  dwellings. 
Beth  El  Sisterhood,  a  corporation,  to  Gregory  Paul.  Mort 
$13,500.  Nov  27.  Dec  4,  1906.  5:1331— 20>^  and  21V4.-  A 
$16,000— $20,000.  27.000 

58th  st,  No  146,  s  s,  85  e  Lexington  av,  20x80.5,  2-sty  brk  build- 
ing. Release  judgment.  Willard  S  Brown  manager  and  ATTY 
for  all  the  Underwriters  of  N  Y  and  Boston  Lloyds  et  al  to  Geo 
W  Linch.  Nov  28.  Dec  1,  1906.  5:1312— 49>4.  A  $13,500 — 
$16,500.  „     300 

61st  st,  No  159,  n  s,  200  e  Amsterdam  av,  runs  n  100.4  x  e  30  x  s 
15.4  X  w  0.4  X  s  22.10  x  e  0.4  x  s  62.2  to  st  x  w  30  to  begin- 
ning, 5-sty  brk  tenement.  George  Tomes  to  The  Hermitage  Co. 
Mort  ?34,000.     Dec  3,  1906.     4:11.33-9.     A  f^J.-WO- $26,000,     100 

61st  st.  No  159,  n  s,  200  e  Amsterdam  av,  runs  n  100,4  x  e  30 
X  s  15.4  x  w  0.4  X  s  22.10  x  e  0.4  x  s  62.2  to  st  x  w  30  to 
beginning.  5-sty  brk  tenement.  Dora  M  Weil  to  George  Tomes, 
of  Brooklyn.  Mort  $27,000.  Nov  30.  Dec  3,  1906.  4:1133—9. 
A  $13..'i00— $26,000.  other  consid  and  100 

Gist  st,  Nos3  to  7|n  s,  100  w  Central  Park  West,  75x200,10  to  s  s 

62d  st,  Nos  4  to  8  I  62d  st,  6  and  7-sty  brk  horse  exchange.  Tich- 
enor  Grand  Co  of  N  J,  a  corpn,  to  Tichenor  Grand  Co,  of  X  Y, 
a  corpn.  E  &  S.  All  liens.  Nov  23.  Nov  30,  1906.  4:1114— 
26.      A   $162,000—$ .  other   consid   and   1,000 

03d  st.  No  225,  n  s,  375  \?  Amsterdam  av,  25xltM,5,  5-sty  brk 
tenement.  Release  mort.  John  Fennell  to  Sallie  Ellison.  Nov 
23.     Dec  4,  1906.     4:11.55—17.     A  $5,000— $15,000.  nom 

66th  st.  No  223,  n  s,  350  w  Amsterdam  av,  25x100.5,  5-sty  brk 
tenement.  Emanuel  Kapelsohn  to  Margaret  Pltinkett,  of  Brook- 
lyn, Mort  $16,000.  Dec  1.  Dec  3,  1906.  4:1158-18.  A  $5,- 
000 — $13,000.  other  consid  and  100 

66th  st.  No  223,  n  s,  3.50  w  Amsterdam  av,  25x100.5,  5-sty  brk 
tenement.  Mary  B  Curran  to  Emanuel  Kapelsohn.  Mort  $13,- 
750.     Nov  28.     Dec  3,   1906.     4:1158-18.     A  $5,000— $13,000. 

other  consid  and  100 

67th  st,  Nos  229  and  231,  n  s,  375  w  Amsterdam  av,  50x100.5, 
two  5-sty  brk  tenements.  Lizzie  W  Davidson  to  Arnold  David- 
son. Mort  $34,000.  Mar  18,  1903.  Dec  3,  1906.  4:1159—16 
and  17.     A  $10.000— $32,000.  50,000 

Same  property.  Arnold  Davidson  to  The  Ramya  Realty  Co.  Mort 
$47,000.      Dec   1,    1906.      Dec   3.   1906.     4:1159. 

other    consid    and    100 

67th  st,  Nos  226  to  230,  s  s,  100  w  2d  av.  120x100.5,  three  6-sty 
brk  tenements,  store  in  No  226.  Solomon  Lewine  et  al  to  Sol- 
omon Frankel  and  Samuel  Werner.  Mort  $120,000.  Nov  30. 
Dec  4,  1906.     5:1421—29,  31  and  33.     A  $60,000-P  $66,000: 

other  consid  and  100 

70th  st.  No  174,  s  s,  145  w  3d  av,  runs  s  100.5  x  w  18  x  n  34.11 
X  e  0.6  X  n  65.6  to  st,  x  e  17,6  to  beginning,  3-sty  stone  front 
dwelling,  Henry  L  Reeve  to  Marion  J  K  wife  of  Henry  L  Reeve, 
of  Rye.  N  Y.  Mort  $14,000.  Dec  3.  Dec  4,  1906.  5:1404—43. 
A  $12,50O-$15,000.  „„.„„.    „  °°™ 

70th  st,  Nos  424  and  426,  s  s.  199  w  Av  A,  38x100.5,  6-sty  brk 
tenement  and  store.  Simon  Letkowitz  to  Charles  and  Amelia 
Velbinger  and  Emma  L  Cuche,  all  of  Weehawken,  N  J.  Mort 
$47,750.     Nov  30,  1906.     5:1464^-35.     A  $12,500— P  $35,000. 

other   consid    and    100 

71st  st,  No  423.  n  s,  288  e  1st  av.  25x102.2,  6-sty  brk  tenement 
and  store.  Charles  Pitthan  to  Amelia  wife  of  Charles  Pitthan. 
y.  part.  Mort  $25,000.  Aug  2.  Dec  5,  1906.  5:1460—12.  A 
$7^000- $29,000.  other  consid  and  100 

72d  st,  No  205,  n  s,  90.11  e  3d  av,  19.1x76.8,  3-sty  stone  front 
dwelling.  Frank  A  Setaro  to  Harry  Chessler.  Mort  $12,000. 
Nov  28.     Dec  1,  1906.     5:1427— 4y2.     A  .$9.000— $12,000,  nom 

73d  st,  No  404,  s  s,  113  e  1st  av,  25x102.2,  5-sty  brk  tenement 
and  store.  Sarah  Selig  to  Isidor  Wiesenberger.  Mort  $13,000. 
Dec  1.     Dec  3,  1906.     5:1467—44.     A  $7,000— $19,000. 

other  consid  and  100 


73d  st,  Nos  233  and  235,  n  s,  125  w  2d  av,  50x102.2,  two  5-sty 
stone  front  tenement.s,  store  in  No  233.  Joseph  Meiselman  et 
al  to  Samuel  Lehman,  All  title.  All  liens.  Nov  30.  Dec  1, 
1906.     5:1428—18  and  19.     A  $22,000— $40,000.  nom 

73d  st,  No  231,  n  s,  175  w  2d  av,  25x102.2,  5-sty  stone  front 
tenement.  Samuel  Lehman  to  Joseph  Meiselman.  All  liens. 
Nov  30.     Dec   1,   1906.     5:1428—17.     A  $11,000— $20,000.       nom 

74th  st.  No  412,  s  s.  238  e  1st  av,  25x102,2,  7-sty  brk  tenement 
and  store.  Isidor  Berger  to  Herman  Hollander,  of  Parksville, 
Sullivan  Co,  N  Y.  i^  part.  All  title.  Mort  $33,250.  Nov  14. 
Nov   30,    1906.     5:1468—39.     A   $7,000-$30,000. 

other  consid   and  100 

75th  st,  No  317,  n  s,  250  e  2d  av.  25x102,2,  6-sty  brk  tenement 
and  store.  Samuel  L  Wallenstein  to  The  Higher  Realty  Co. 
Mort  $26,000.  Nov  28.  Dec  3,  1906.  5:1450—11.  A  $9,000 
— $ .  other  consid  and  100 

75th  st.  No  515,  n  s,  323  e  Av  A,  25.x95.7x25.4x99.9,  5-sty  brk 
tenement.  John  E  Weiss  to  Charles  Sachar.  Mort  $15,000. 
Sept   22.     Dec  3,   1900.     5:1487—14.     A  $5,000-$14,000. 

other  consid  and   100 

75th  st,  Nos  507  and  509,  n  s,  223  e  Av  A,  50x108,1x50.8x116.5, 
two  5-sty  brk  tenements.  John  E  Weiss  to  Charles  Sachar. 
Mort  $31,000.  Sept  22.  Dec  3,  1906.  5:1487—10  and  11.  A 
$10,000— $28,000.  other  consid  and  100 

79th  st,  No  122,  s  s,  211  e  Park  av,  17x102.2,  4-sty  stone  front 
dwelling.  Cornelia  D  Rice  to  Ignatius  Rice.  May  2,  1902.  Nov 
30,  1906.     5:1413-64.     A  $22,500— $27,000.  nom 

81st  st.  No  18,  s  s,  263.7  e  5th  av,  20.5x102.2,  4-sty  stone  front 
dwelling.  Sarah  Werner  to  Ada  H  Strauss.  Mort  $40,000. 
Dec  1.     Dec  4    1906.     5:1492—62.     A  $41,000— $.55,000. 

other  consid  and  100 

S2d  st.  No  432,  s  s,  131.6  w  Av  A,  12.6x102.2.  2-sty  brk  dwelling. 
Dora  Karges  to  John  L  Sullivan.  Mort  $4,700.  Dec  1.  Dec  3. 
1906.      5:1561—30.      A    $3,.500 — $4,000,  other   consid   and    100 

S3d  st,  Nos  1121/2  and  115,  on  map  Nos  113  and  115,  n  s,  135,6  e 
Park  av.  .50x102.2,  two  5-sty  brk  tenements.  Edmond  J  Curry 
to  John  R  Merritt,  Mort  .$46,000.  Dec  1.  Dec  3,  190G.  5:1512 
— 7   and   8.      A   $32,000— $58,000.  other   consid   and   100 

83d  st.  No  521,  n  s,  298  w  East  End  av,  25x102.2,  5-sty  brk  ten- 
ement. Louis  Rosenswaike  to  Charles  Hammel  &  Co.  a  corpor- 
ation. Mort  $20,500.  Nov  30.  Dec  4,  1906.  5:1580 — 14.  A 
$6,000— $20,000.  Eim 

84th  st,  No  424,  s  s,  235.10  e  1st  av,  14.2x102.2,  3-sty  brk  dwell- 
ing. Isaac  Lesser  et  al  to  Max  Inkelas.  Mort  $6,800.  Dec 
1.  1906.     5:1563 — 41.     A  $3,000— $4,500.  nom 

84th  st.  No  51,  n  s,  250  w  Park  av,  2.5x102,2;  3-sty  brk  stable. 
Wm  A  Taylor  et  al  EXRS  Thos  B  Stillman  to  Anson  W  Hard, 
of  Lawrence.  L  I.  Nov  23.  Nov  30,  1906.  5:1496—26.  A  $25,- 
000— $30,000.  55,000 

S5th  st.  No  333,  n  s,  315  w  West  End  av,  20x102.2.  3-sty  and  base- 
ment brk  dwelling.  Eliza  P  C  Pike  to  Patrick  Nevin.  Mort 
$16,000.     Dec  1.     Dec  3,  1906.    4:1247—19%.     A  $12,000— $20.- 

000.  100 
Same  property.     Patrick  Nevin  to  Ann  Campbell  his  sister.     Mort 

.$20,000.     Dec  1.     Dec  3,  1906.     4:1247.  other  consid  and  100 

85th  St.  No  110,  s  s,  136  w  Columbus  av,  18.6x102.2,  3-sty  and 

basement   stone   front   dwelling.      Wm   B   Saul   to   Luura   B   wife 

Frank  L  Tenney.     B  &  S.     Mort  $33,000.     July  9.     Dec  6,  1906. 

4:1215— 3Sl^.     A  $10.000— $18,000.  omitted 

86th  st,   No  303,  n  s,  98  w  West  End  av,  20.8x100.8,  4-sty  and 

basement    brk    dwelling.      Fredk    G   Potter    to    Hippolyte    Didis- 

heim.     Mort  $25,000.     Nov  5.     Dec  3,  1906.     4:1248—28%.     A 

$14,500— $28,000,  nom 

87th  st.  No  167.  n  s.  220  w  3d  av,  26,8x100.8,  5-sty  brk  tenement 

and  store.     Henry  Hartman  to  Geo  A  Germann.     Mort  $16,000. 

Dec    1.      Dec   3,    1906.      5:1516—27.     A   $12,500— $22,000. 

other  consid  and  100 
8Sth  st.  No  405,  n  s,  86  e  1st  av,  20x125.10,  5-sty  brk  tenement. 

John    J    Cork    to    Morris    Schlossman.      Mort    $15,000.      Dec    3. 

Dec  4,   1906.     5:1508— 4B.     A  $7,500— $21,000. 

other  consid  and  100 
89th   st.   No   109,   n   s,   158.10  e   Park   av,   25.6x100.8,   5-sty  brk 

tenement,     Harry  Shwitzer  to  Hinna  Unger.     Mort  $27,250.     Dec 

1.  Dec  4,  1906.     5:1518—8.     A  $15,000— $25,000. 

other  consid  and  100 

89th  st,  Nos  108  and  110,  s  s,  158.10  e  Park  av,  51x100.5.  two  5- 
sty  stone  front  tenements.  Hermalgus  Realty  Co  to  John 
Schleich.  Mort  $49,500,  Dec  3.  Dec  5,  1906.  5:1517—64  and 
65.     A  $30.000— $44,000.  other  consid  and  100 

90th  st.  No  240,  s  s,  175  w  2d  av,  25x100,8,  5-sty  brk  tenement. 
Chas  J  Rose  to  Emanuel  M  Steindler.  Q  C.  Nov  20.  Nov  30, 
1006.     5:15.3,5—32.     A  .$9,000-$21.000.  nom 

00th  st,  No  167,  n  s,  175  w  3d  av,  25x100.8,  5-sty  brk  tenement. 
Assign  Q  C  and  release  of  all  title,  &c,  under  trust  fund  agree- 
ment, &c.  Edwin  Erreger  with  George  Erreger  and  Chas  J 
Britz.     Nov  15.     Dec  0,  1900.     5:1519.  nom 

92d  st.  No  20,  s  s.  342.7  e  5th  av,  20x100.8,  4-sty  stone  front 
dwelling.  Jacob  Ruppert  to  Anna  G  wife  Herman  A  Schalk. 
B  &  S.  Oct  31.  Dec  1,  1906.  5:1503—58.  A  $40,000— $49,- 
000.  g«t 

92d  st.  No  304.  s  s.  100  e  2d  av,  25x100.8,  5-sty  brk  tenement 
and  store.  Louis  Thurm  to  Simon  Baer.  Mort  $23,625.  Dec  3, 
1906.     5:1554^^8.     A  $7,000— $21,000.         other  consid  and  100 

93d  st,  No  27,  n  s,  452  e  Columbus  av,  20x100.8,  4-sty  and  base- 
ment stone  front  dwelling.  Edward  Stein  to  Rodney  Realty  Co. 
Mort  $16,000.  Dec  1.  Dec  3,  1906.  4:1207-19.  A  $10,000 
— $13,500.  other  consid  and  100 

94th  St.  Nos  203  and  205,  n  s,  100  w  Amsterdam  av,  52xl00.8.x57.2 
xlOO  8,  6-sty  brk  tenement.  Joseph  Freedman  to  Carolyn  M 
Greene.  Mort  $95,000.  Nov  30.  Dec  3,  1906.  4:1242—28.  A 
^30,000 — P  $35,000.  other  consid  and  100 

94th  st.  No  175,  n  s,  82  e  Amsterdam  av.  18.6x100.8,  4-sty  and 
basement  stone  front  dwelling.  Wm  H  Bennett  to  Bergen 
Realty  Co.  Mort  $22,000.  Nov  28,  Nov  30,  1906.  4:1225— 
41/2.     A  $9,00O-$20,0OO.  100 

95th  st,  Nos  57  and  59,  n  s,  216.8  w  Park  av,  41.8x100.8,  6-sty  brk 
tenement.  Release  two  morts.  Harris  Mandelbaum  and  ano  to 
Samuel  Mandel.  Dec  3.  Dec  4,  1906.  5:1507—27.  A  $28,000 
. $35,000.  other  consid  and  100 

95th  st,  Nos  53  and  55,  n  s,  258.4  w  Park  av,  41.8x100.8,  0-sty 
brk  tenement.  Release  two  morts.  Harris  Mandelbaum  et  al 
to  Samuel  Mandel.  Nov  28.  Dec  1,  1006.  5:1507 — 27.  A 
$28,000— $35,000.  other   consid  and   100 

95th  St.  No  108.  s  s.  150  w  Columbus  av.  49.8x100.8.  vacant. 
Julius  Kalna  to  Isaac  Simons  and  Max  Gratzner.  Mort  $71,000. 
Dec  5.     Dec  6,  1906.     4:1225—39  and  40.     A  $24,000— $24,000. 

other  consid  and  100 
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95th  St,  s  s,  150  w  Columbus  av.  49.8x100.8,  vacant.  Abraham 
Felt  et  al  to  Julius  Kalna.  Mort  .^fi.l.ddO.  Nov  27.  Dec  5,  190G. 
4:1225—39  and  40.     A  $24  000— .$24,(100.  othe  consid  and  100 

07th  st.  No  2.33,  n  s,  125  w  2d  av,  25x100.11.  5-sty  brk  tenement 
aud  store.  Max  Goldman  to  Samuel  Goldman.  All  liens.  Dec  3. 
Dec    (i,    190(5.      C:1(j47— 19.      A    $7,000— $13,000. 

other  consid   and   100 

07th  St,  No  223,  n  s,  249.G  w  2d  av,  24.0x100.11,  5-sty  brk  tene- 
ment and  store.  Joseph  Schrier  to  Fannie  Loomer.  Mort  $24,475. 
Nov  .30,  190(J.  (j:1(>47— 14.  A  $7,0(.10— $18,000.  other  consid  and  100 

9Sth  st,  Nos  (.1  to  12,  on  map  Nos  4  to  10,  s  s,  100  w  Central  Park 
West,  runs  s  100.11  x  w  100  x  n  7(!.(j  x  w  0.8  x  n  24.4  to  st  x 
e  100.8  to  beginning,  two  0-sty  brk  tenements.  Charles  Fried- 
man et  al  to  Charles  Hitsch.  Q  C.  Dec  0,  1906.  7:1833—37 
and  39.     A  .$44,000— P  .$!  10.000.  nom 

98th  st,  Nos  (J  to  12,  on  map  Nos  4  to  10,  s  s,  100  w  Central  Park 
West,  runs  s  100.11  x  w  100  x  n  70.0  x  w  0.8  x  n  24.4  to  st  x  e 
100.8  to  beginning,  two  (i-sty  brk  ten3ments.  Charles  Hitsch  to 
J  J  Plonsky,  a  corpn.  Mort  $139.0(HJ.  Dec  C,  190(!.  7:1833— 
37  and  39.      A   $44,000 — P  $90000.  other  consid   and   100 

99th  st.  No  4,  s  s,  1(10  w  Central  Park  West,  25x100.11,  5-sty  brk 
tenement.  Morris  H  Feder  to  Gustav  Kaliski.  Mort  $29,000. 
Nov   28.      Dec   1.    1900.      7:1834—37.      A   $10,000— $25,000, 

other  consid  and  100 

l(X)th  st.  No  158,  s  s,  250  w  3d  av,  25x100.11,  5-sty  brk  tenement. 
Abram  Bachrach  to  George  Laubentracht  and  Morris  Singer. 
Mort  $14,000.  Nov  1.  Nov  30,  190(5.  6:1027—47.  A  $6,500 
—$10,000.  other  consid   and   100 

100th  st,  n  s,  247.0  e  1st  av,  0.10x100.11.  Release  mort.  The 
State  Bank  to  Julius  Berliner  and  Max  Greenberg.  Nov  26. 
Dec  4,   1906.     6:1(594.  nom 

Same  property.  Release  mort.  Van  Norden  Trust  Co  to  same. 
Nov  26.     Dec  4.  1906.     6:1694.  nom 

100th  st,  Nos  400  to  413,  on  map  Nos  415  to  419,  n  s,  174.2  c  1st 
av,  74.2xl(.K).ll,  two  (i-sty  brk  tenements  and  stores.  Julius  Ber- 
liner et  al  to  Harry  Seigel.  Mort  $54,000.  Nov  23.  Dec  1, 
1906.     6:1694—8  and  10.     A  $15,000— P  $24,000. 

other   consid  and   100 

102d  st.  No  213,  n  s,  205  e  3d  av,  25x100.9,  5-sty  brk  tenement 
and  store.  Sigmimd  Morgenstern  to  Jonas  Weil.  Mort  $23,- 
600.     Nov  30,   1906.     6:1652—9.     A  $7,000— $18,000. 

other  consid  and   100 

102d  st.  No  102,  s  s,  75  w  Columbus  av,  25x100.11.  5-sty  brk 
tenement  and  store.  Moritz  L  Ernst  et  al  to  Leon  and  Honorine 
Surdez  tenants  by  entirety.  Mort  $1.8.000.  Nov  13.  Dec  3, 
190(5.     7:185(5—361/2.      A  $10,000— $23.(J<X).  100 

]02d  st.  No  113,  n  s,  152  e  Park  av,  25x100.11,  5-sty  brk  tenement. 
Chas  J  Kroehle  et  al  to  Michael  McFarland.     Mort  $17, .500.  Dec 

4.  Dec   6,    1906.      6:1630—7.      A   $6,500— $16,(-KX». 

other  consid   and   100 

103d  st.  No  231,  n  s,  212.6  w  2d  av,  37.6x100.11,  6-sty  brk  tene- 
ment and  store.  Joseph  Fuchs  to  Wolf  Parker.  Mort  .$33,000. 
Dec  5.     Dec  6,   1906.     6:1653-15.     A  $11,000— P  $16,000. 

other  consid   and  lOO 

103d  st,  No  235,  n  s.  175  w  2d  av,  37.6x100.11,  6-sty  brk  tene- 
ment and  store.  Barbara  Fischler  to  Herman  Leventhal  and 
Morris  Sokolof.  Mort  $.33,000.  Dec  5.  Dec  0,  1906.  6:16.53— 
17.     A  $11,000— P  $16,0(J0.  other  consid  and  KJO 

103d  St.  No  91,  n  e  s,  100  e  Columbus  av,  27xl(HJ.ll,  5-sty  brk 
tenement.  Release  mort.  Isaac  V  Brokaw  to  Jacob  H  and  Wm 
Haffner.     Dec  1.     Dec  3,  1906.     7:1839—5.     A  $11,000— .$.30,000. 

5,000 

104th  st,  s  s.  100.10  e  Broadway,  32.7x70.2,  vacant.  Peter  Duffy 
et  al  to  Geo  W  Walker.  Mort  $10,000.  Dec  3.  1906.  7:187.5 — 
42  and  42%.     A  $12,0((0 — $12,000.  other  consid  and  100 

l(>4(h  st.  No  1.59,  n  s,  120  e  Lexington  av,  25x100.11,  4-sty  brk 
tenement.  Abraham  Kaden  et  al  to  Samuel  Zlobiansky.  Mort 
$16,.500.  Dec  3.  Dec  4,  1906,  6:1632—25.  A  $8,000- $12,- 
OOO.  nom 

105th  st.  No  236,  s  s,  233.4  w  2d  av,  16.8x100.9,  3-sty  brk  dwell- 
ing. Louise  Joutel  to  Gaylord  S  White.  Nov  22.  Dec  1,  1900. 
6:16.54—34.      A   $4,.5(JO-$().(lOO.  nom 

107th  -st.  No  324,  s  s,  55  e  Riverside  Drive,  2.5x100.11,  5-sty  brk 
dwelling.  Thos  C  Hoge  Jr  to  "Ella  V  Hoge  Sr.  1-3  part.  Dec  5. 
Dec   6.    1906.      7:1892—30.     A   $17.000— $39,000.  15,0(J0 

l(»9th  st.  No  215,  on  map  No  213,  n  s.  237.6  w  Amsterdam  av, 
37.6x100.11,  6-sty  brk  tenement.  Max  Schulhof  to  Max  Gold- 
smith. Mort  $50,000.  Dec  3.  Dec  4,  190(5.  7:1881-24.  A 
$16,.50O— $48,0(X).  other  consid  and  100 

ll(jth  St.  Nos  231  to  241,  n  s,  1.54.2  w  2d  av,  112.(5x100.11,  three 
6-sty  brk  tenements  and  stores.  Harris  Beckelman  et  al  to 
Hyman  and  Joseph  Schlessinger.  Morts  $15,3,000.  Nov  30. 
Dec  5,  1906.     6:1660—14,  16  and  17.     A  $33,00O-P  $90,0(X>. 

other  consid  and  100 

110th  st,  Nos  231  to  241,  n  s,  154.2  w  2d  av.  112.6x100.11,  three 
6-sty  brk  tenements  and  stores.  Simon  Lefkowitz  to  Harris 
Beckelman   and   Jacob   Kaufman.      Mort   .$153. 0(X).    Nov  30.     Dec 

5,  1906.     6:1660—14,   16  and   17.      A  $33,000— P  $90,(XI0. 

other  consid  and  100 
112th  st.  No  2.37.  n  s,  1.S5  w  2d  av.  18.9x100.10,  3-sty  frame  dwell- 
ing.    Patrick  F  Cahill  to  Wm  F  Patterson.     Dec  6,  1906.     6:1(562 
— 17.     A  .$4..500— .$6,0(10.  other  consid  and  100 

11.3th  st,  n  s,  175  w  Broadway,  75x100.11,  2-sty  brk  stable  and  va- 
cant.     Edw    J    Moloughney    to    Vito    Cerabone.       Mort    .$52(100. 
Dec  1.     Dec  4,  1006.     7:1805 — 10  to  51.     A  .$.39,000— .$39,000. 

other  consid  and  1,000 
114th  st.  No  6,  s  s,  05.0  w  5th  av,  27x100.11,  5-sty  brk  tenement. 
Morris    Klein    to    Samuel    Adler    and    Josef    Lax.      Mort    .$1.S,0()0. 
Nov   27.     Nov  30,   1906.     6:1.597—39.     A   $12..50O— $2.S.0(HJ. 

other   consid   and    100 
114th   st.   No  .3.32.   s  s,   .300  w  1st  av,   .30x100.11,   5-sty   brk   tene- 
ment.     Louis  Mishkin  et  al   to  Antonio  Gregorio.      Mort  $19,000. 
Feb    14,    1905.      Rerecorded   from   Feb    15,    1905.      Dec    1,    1906. 
0:1()8.5 — 41.      A   $7,500 — $25,000.  other   consid   and    100 

115th   st.   No   209,   n   s.   134  e  3d  av,   1,8x100.11,   3-sty   stone   front 
dwelling.     Abraham  Goodman  to  Annie  wife  Abraham  Goodman 
Dec   4.      Dec   6,    1906. 


Mort  $8,.50O. 
.$9,000. 
115(h  st,  Nos  8  and  10, 
stone  front  tenements. 
Mort  $42,0(50.  Dec  3, 
$24, 0(M_t— $52,000. 


6:1665—6.      A   $5,.5O0— 

other   consid   and    100 

s  s,   145  w  5th  av,  50x100.11,   two  5-sty 

Samuel  Newman  et  al  to  Theresa  Lyons 

Dec   4,    1906.      6:1598—12   and   43.      A 

other  consid  and   KJO 
115th  st,  No  8,  s  s,  145  w  5th  av,  25x100.11,  5-sty  stone  front  ten- 
ement.    Theresa  Lvons  widow  to   David  Lyons.     %   part.      Mort 
.$26,000.     Dec  3.     Dec  4,  1906.     6:1598-42.    A  $12,000— .$26.0(ia 

other  consid  and   100 
115th  st.   No   10,  s  s,   170  w  5th  av,  25x100.11,  5-sty  stone  front 
tenement.     Theresa  Lyons   widow   to   Sidney  Lyons.      Mort   $2(!,- 
OOO.      Dec  3.      Dec   4,   1906.      6:1598 — 43.      A  $12,000— $2(5,0(K). 

other  consid  and  100 


115th  st.  No  224,  s  s,  375  e  3d  av,  25x100.11,  5-sty  stone  front 
tenement.  Isaac  Mannheinier  to  Eliz  F  Curry.  Mort  .$20,500. 
Nov   28.      Dec   4,    1006.      6:1604—39.     A  $7,060— $19,000, 

other  consid  and  100 

lloth  st,  ,No  7,  n  s,  150  e  5th  av,  25x100.11,  I 

115th   st.   No  9,  n  s,   175  e  5th  av,  25x100.11.  | 

two  5-sty  brk  tenements.  Louis  Mauheim  to  Hymon  Manheim 
and  Abraham  I  Weinsteiu.  1-3  part.  All  liens.  Nov  28.  Dec 
1,   1900.     6:1621—7  and  8.     A   $20,000— $42,000. 

,,„  „„  , other   consid   and    100 

lloth  st.  No  Oi,  n  s,  2.50  e  Lenox  av,  25x100.11.  5-sty  stone  front 
tenement.  Frida  Heideiburger  to  .A.lice  H  Palmer,  of  Bay  Head 
N  J.  Mort  $20,000,  Nov  30,  1006.  0:1599—12.  A  $12  000— 
$26,000.  '        100 

lldth  st.  No  302,  s  s,  100  w  Sth  av,  18.9x100.11,  5-st,y  brk  tene- 
ment. Max  Cohen  et  al  to  Esther  Eisenberg.  Mort  $14  000 
Nov  27.     Nov  30.  1906.     7:1848—55.     A  $10,000-$17,000. 

^^„  other   consid   and   100 

110th  st.  No  302,  s  s,  100  w  8th  av,  18.9x100.11.  5-sty  brk  tene- 
ment. Esther  Eisenberg  to  Max  Cohen  and  Emanuel  Glauber 
Mort  $17,0(X>.  Nov  28.  Dec  3,  1906.  7:1848-55.  A  $10,000 
— $1  ( .(500.  other  consid  and  100 

llith  st,  Nos  363  to  367,  n  s,  125  e  Morningside  av  East, 
.50x100.11,  three  3-sty  and  basement  brk  dwellings.  Daniel  S 
Dryer  to  Edw  J  Welling.  Mort  $26,000.  Dec  1.  Dec  3,  1906 
7:1944—0.  7  and  714.     A  $21,900— $28,500.    other  consid  and  100 

117th  st,  Nos  434  and  430,  s  s,  238.8  w  Pleasant  av,  runs  s  100.11 
X  w  36.10  X  n  61.8  x  w  0.5  x  n  30.2  to  st,  x  e  37.3  to  beginning, 
(■>-s(y  brk  tenement  and  store.  Empire  Cornice  Works  to  Wil- 
liam Laue,  Dec  5.  Dec  6,  1900.  6:1710—36.  A  $7,000— P 
'^l-.^'W.  .  other  consid  and  100 

11. th  st,  Nos  519  and  521,  n  s,  204.6  e  Pleasant  av,  43.6x100.10, 
(;-sty  brk  tenement.  Louis  A  Solomon  to  Carrie  W  Solomon, 
Mort  $46,824.60.  Nov  30,  1906.  6:1716-9.  A  $8,000— P  $35- 
Of'O.  "^  "^    nom 

n8th  st.  No  217,  n  s,  212.6  e  3d  av,  18.9x100.5,  4-sty  stone  front 
tenement.     Abraham  Goodman  to  Solomon  Geilich.     V>  part    Mort 
$10000.     Dec  4.      Dec   6,   1906.      6:1783—9%.     A  ,$.5,O0O— $12,- 
,/"W•  other  consid  and  100 

118th  st,  Nos  411  to  415,  n  s,  144  e  1st  av,  50xl(X).10,  three  3-sty 
stone  front  dwellings.  Max  Helfstein  et  al  to  Moritz  Klein 
Realty  &  Construction  Co,  Mort  $13,200.  Nov  20  Deo  3 
1906.      6:1806—7,    71/2    and   8.      A   $12,000— $21,000. 

other  consid  and  100 

118th  st.  No  419,  n  s,  210.8  e  1st  av,  runs  n  KJO.ll  x  e  14.4  x  s 
19.9  X  s  e  3.6  x  s  78.6  to  st  x  w  1(3.8  to  beginning.  3-sty  stone 
front  dwelling.  Max  Helfstein  et  al  to  Moritz  Klein  Realty  & 
Construction  Co.  Mort  $5,(X)0.  Nov  20.  Dec  3.  1906.  6-1806 
—9%.     A  $4  000— $7,(.)00.  other  consid  and  100 

llSth  st.  No  10,  s  s,  175.6  w  5th  av,  25.6x100.11,  5-sty  brk  ten- 
ement. Jeannette  Haims  to  Maurice  Schilder.  Mort  $26,850. 
Dec  3.      Dec  4,   19(56.      6:1601—44.     A  $12,000— $26,000. 

other  consid  and  100 

119th  st.  No  519,  n  s,  283  e  Pleasant  av.  20x100.10,  4-sty  stone 
front  tenement.  Morris  Mendel  to  Julius  B  Ikelheimer.  All 
title.  Mort  $7,000.  Dec  3,  1006.  6:1816-12.  A  $3,500— 
.$9,000.  other  consid  and   100 

120th  st.  No  112,  s  s,  152.6  e  Park  av,  20.10x1(50.10,  4-sty  stone 
front  tenement.  Edw  B  Teichman  to  Rose  T  Levisohn  Mort 
$10,000.     Dec  1.     Dec  0,  1906.     6:1768—65.     A  $5,8(50— $11,000. 

other  consid  and  100 

120th  st.  No  416,  s  s.  200  e  1st  av,  25x100.10,  5-sty  brk  tenement. 
FORECLOS.  Nov  1,  1906.  Isham  Henderson  referee  to  Adolph 
and  Jacob  Loewe.  Dec  5.  Dec  6,  1906.  6:1807 — 41.  A  $5  500 
•f-'-M'<>».  26,000 

121st  st.  No  77,  n  s,  20  w  Park  av,  20x100.11,  4-sty  stone  front 
tenement.  Joseph  Meyer  to  Julius  Berkowitz  and  Esther  Frank 
Mort  $10,000.  Dec  3.  Dec  4,  1906.  6:1747—55.  A  $8  000— 
$14,000.  '         nom 

121st  st.  No  230,  s  s,  304  w  7th  av,  17x100.11,  5-sty  brk  tene- 
ment. John  Murphy  to  Mary  E  Murphy.  B  &  S.  Mort  $16,000. 
Dec   3.      Dec  4,   1!XH5.      7:192(5 — 16.     A  $7.400— $14,000.  nom 

121st  st.  No  234,  s  s,  .3.39  w  7th  av,  18x100.11.  5-sty  brk  tene- 
ment. Annie  Aaron  to  Annie  Lessler.  Mort  .$16,500.  Nov  28 
Dec    1,    1906.      7:1926 — 47%.      A    $7,900— $15,000. 

other   consid   and   100 

122d   st.    No   140,   n   s.   215   e   7th   av,   20x100.11,   3-sty  and   base- 
ment   stone    front    dwelling.       Henry    W    McMann    to    Maurice 
Herrmann.       Mort    $210(50.      Nov    30.       Dec    3,    1906       7-1907- 
101/2.      A   ,$0.(;(X)— $19,000.  other  consid  and  100 

122d  st,  Nos  114  to  130,  s  s,  140  e  Park  av,  1.50xl(H).ll.  I 

122d  st,  Nos  113  to  129.  n  s,  140  e  Park  av,  1.50x100.11.  | 

eighteen  .3-sty  brk  dwellings.  Jacob  Klingenstein  to  Frank  Hill- 
man  and  Joseph  Golding.  Mort  $175,000.  Sept  20.  Dec  5  1906 
6:1771-7  to  12.  A  $45.000— $76,500,  and  1770— 61%  to  6(5. 
A  .$45,0(50 — $76,500.  other  consid  and  100 

122d  st,  s  s,  100  e  Amsterdam  av,  100.1x90.2x100x90.10,  vacant. 
Emanuel  M  Krulewitch  to  Lewis  Krulewitch.  %  part  Mort 
$46,(XI(.>.  Nov  30.  Dec  5,  1906.  7:1963—56  to  59.  A  $44,000 
— $44,0(50.  other  consid  and  100 

12.3d  st,  Nos  151  and  153,  n  s,  125  e  7th  av,  50x100.11,  6-sty  brk 
tenement.  Adolph  Scheibel  to  Julius  Schattman.  Mort  $(50  - 
009.     Dec  1.     Dec  6,  1906.     7:190.8—7.     A  $24,000— P  $50,000. ' 

other  consid   and   100 

123d  st.   No  73  |n   w   cor   Park   av,   20x100.11,   4-sty   brk 

Park  av,  Nos  17.80  to  1788|  tenement  and  store.  Joseph  T  B  Jones 
to  Leopold  Neugass.  Mort  $18,000.  Nov  2.8.  Dee  1  1906 
6:1748.— 50.      A    $13.000— $20,000.  other   consid   and   100 

125th  st,  Nos  49  and  51,  n  s,  305.6  e  Lenox  av,  39.6x99.11,  two 
4-sty  brk  tenements  and  stores.  Resolute  Realty  Co  to  Ed- 
ward Joyce.  All  liens.  Dec  5,  190(5.  6:172,3 — 14  and  15.  A 
$57.000— .$68.00(1.  100 

12(ith  st,  Nos  .3111  and  3G3.  n  s,  200  e  Columbus  av  or  Morning- 
side  av  E,  50x99.11,  two  5-sty  brk  tenements.  Simon  Jarett  to 
Wm  M  Moran.  Mort  $40,000.  Dec  3.  Dec  4,  1906.  7:1953^ 
9  and   10.     $1S,000— $38,000.  100 

12(!th  St.  Nos  361  and  303,  n  s,  200  e  Columbus  av,  or  Morning- 
side  av  E,  .50,\99.11,  two  5-sty  brk  tenements.  Wm  M  Moran  to 
Edward  E  Porter.  Mort  $10,000.  Dec  3.  Dec  4,  1900.  7-19.53 
—9  and  10.     A  $18,000- $38,000.  other  consid  and  1(50 

131st  st.  No  7,  n  s,  1.35  w  5th  av,  25x90.11.  5-sty  stone  front 
tenement.  James  Kennedy  to  Bernhard  Oppcnheimer.  Mort 
.$22,000.  Nov  28.  Nov  30,  1906.  6:1729—31.  A  $10,0(50— .$23 - 
000,  nom 

134th  st.  No  510,  s  s,  2.30  w  Amsterdam  av,  40xi)9.11,  5-sty  brk 
tenement.  Release  two  morts.  N  Y  Trust  Co  to  Joseph  Rosen- 
thal.     Nov   26.      Dec  4.   1V)0(5.      7:1987 — 12.      A  .$9,0(10— $20,000. 

other  consid  and  100  also  other  consid  and  1,000 
1.34th  st,   Nos  .502  and  504.   s  s,   100  w  Amsterdam  av,  .50.x99.11, 
5-sty  brk  tenement.     Release  two  morts.     N  Y  Trust  Co  to  Jo- 
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seph   Rosenthal.     Nov  26.     Dec  4,   1906.     7:1987—37.     A  ?11.- 
000— P  $25,000.  other  consid  and  100,  also  other  consid  and  1,000 

134th  St,  Nos  25  and  27,  n  s,  231.5  w  5th  av,  35.8x99.11,  two 
3-sty  stone  front  dwellings.  Morris  Haber  et  al  to  Abraham 
Gelberg.  Mort  $10,000.  i\ov  30.  Dec  1,  1906.  6:1732—27 
and  28.     A  $11.200— $15,200..  other  consid  and  100 

135th  St,  Nos  621  to  027,  n  s,  325  w  Broadway,  105x99.11.  two 
5-sty  brk  tenements.  Release  mort.  Chester  Mortgage  Co  to 
John  V  Signell.  Nov  30.  Dec  4,  1906.  7:2002—14  and  17.  A 
$42,000— P   $M),000.  15.000 

Same  property.  John  V  Signell  Co  to  Realty  Transfer  Co.  Mort 
$97,500.      Dec   1.     Dec  4,   1906.     7:2002.         other  consid  and  100 

135th  st,  n  s,  325  w  Broadway,  — x — .  Cancellation  of  contract 
recorded  June  29,  1906.  John  V  Signell  Co  with  Realty  Trans- 
fer Co.     Dec  3.     Dec  4,  1906.     7:2002.  

136th  st,  Nos  36  and  38,  s  s,  332.6  e  Lenox  av,  77.6x99.11,  two 
6-sty  brk  tenements.  Vincent  Realty  &  Construction  Co  to  Irv- 
ing Bachrach  and  Isaac  Schmeidler.  Mort  $90,000.  Dec  3, 
1906.     6:1733—56  and  58.     A  $31,000— P  $70,000. 

other   consid   and   100 

140th  st,  s  s,  100  e  8th  sv,  191.8x99.11,  five  6-sty  brk  tenements. 
Release  mort.  Henrietta  Kahn  to  Harris  and  Abraham  Cohen. 
Nov  30.  Dec  1,  1906.  7:2025—53,  55,  50,  58  and  60.  A  $57,- 
500— P   $59,500.  4,800 

140th  st.  No  215,  n  s,  268  w  7th  av,  28x99.11,  5-sty  brk  tenement. 
Bernard  B  Steinbrink  to  Oscar  Greenbaum.  Mort  $22,000.  Dec 
5.     Dec  6,   1006.     7:2026—20.     A  $11,000— $28,000. 

other   consid   and  100 

140th  st,  s  s,  4S3.4  w  7th  av,  29.2x99.11.  6-sty  brk  tenement.  Re- 
lease mort.  Equitable  Life  Assurance  Soc  of  the  U  S  to  Harris 
and  Abraham  Cohen.     Dec  1.     Dec  4,  1906.     7:2025.  10,120 

141st  st,  Nos  231  and  233,  n  s,  250  e  Sth  av,  G2.Gx99.ll,  6-sty  brk 
tenement.  Irving  Realty  Co  to  Solomon  M  Schatzkin,  of  Ruther- 
ford. N  J.  Mort  $82,000.  Nov  26.  Dec  6,  190B.  7:2027—11. 
A  $22.500— $78,000.  other  consid  and  100 

141st  st,  Nos  271  and  273,  n  s,  100  e  8th  av,  50x99.11.  0-sty  brk 
tenement  and  store.  Abraham  Felt  to  Samuel  Mandel.  All 
liens.     Nov  30,  1906.     7:2027—5.     A  $18,000- P  $30,000. 

other   consid   and   100 

141st  st,  Nos  271  and  273,  n  s,  100  e  Sth  av,  50x99.11,  6-sty  brk 
tenement  and  store.  Samuel  Mandel  to  Abraham  Felt.  Mort 
$51,500.  Nov  28.  Nov  30,  1906.  7:2027—5.  A  $18.000- P 
$30,000.  other   consid  and   lOO 

142d  stl  n  s,  100  e  Broadway,  75x199.10  to  s  s  143d  st,  2-sty  frame 

143d  st|  building  and  vacant.  Jacob  Kotlowsky  to  Bella  wife 
Jacob  Kotlowsky.  Mort  ?95,000.  Dec  4,  1906.  7:2074—6,  7  and 
8,  57,  58  and  59.     A  SJ  23,500— $123,500.  nom 

143d  st.  No  25G.  s  s,  225  e  8th  av,  25x99.11,  6-sty  brk  tenement 
and  store.  Rosa  Englander  and  ano  to  Julius  A  Siegel.  Mort 
$31,250.  Nov  16.  Dec  3,  190U.  7:2028-55.  A  $8,000— $32,- 
000.  other   consid   and   100 

143d  st.  No  259,  n  s,  137.6  e  8th  av,  37.6x99.11,  5-sty  brk  tene- 
ment.    Wm  0  Hyde  to  Sceptre  Realty  Co.     Mort  .$43,500.     Nov 

27.  Nov  30,   1906.     7:2029—7.     A  $12,000— $39,500. 

other  consid  and  100 

144th  St.  Nos  517  and  519,  n  s,  200  w  Amsterdam  av,  50.x99.11, 
5-sty  brk  tenement.  Hymon  Manheim  et  al  to  Louis  Man- 
heim.  Mort  $63,000.  Nov  28.  Dec  1,  1906.  7:2076-23.  A 
$15,000— P  $23,000.  -       other   consid   and   100 

145th  St.  n  s.  100  e  7th  av,  40x99.11,  6-stv  brk  tenement  and 
store.  The  Times  Realty  &  Construction  Co  to  Samuel  Luria 
and  Wm  H  Brower  Jr.  Mort  $44,000.  Dec  1.  Dec  3.  190ll. 
7:2014 — 8.      A   $14,500— P   $40,000.  other   consid   and   100 

149th  st.  No  517,  n  s,  229  w  Amsterdam  av,  17x99.11,  3-sty  brk 
dwelling.  Joseph  W  Hatch  to  Katie  H  Hatch.  Mort  $12,500. 
Nov  28.     Nov  30,  1906.     7:2081— 22i^.     A  $6.500— $13,500.       nom 

149th  st,  s  s,  420  e  Sth  av,  40x99.11,  0-sty  brk  tenement.  Re- 
lease mort.     Wm  T  Hookey  to  Mayer  and  Isaac  Hoffman.     Nov 

28.  Nov  30,  1906.     7:2031r— 47.     A  $10,.500-P  $13,500.         4,000 
Same   property.      Release  mort.      Same   to   Mayer  and  Isaac   Hoff- 
man and  Abe  Robinson.      Nov  28.     Nov  30,  190G.     7:2034.     1.500 

Same  property.  Mayer  Hoffman  et  al  to  George  Sprickerhoff  and 
Gustavo  Scharnberger.  Mort  $36,000.  Nov  27.  Nov  30,  190G. 
7:2034.  other  consid  and  lOO 

153d  st.  No  534,  s  s,  462.8  w  Amsterdam  av,  37.6x99.11,  5-sty  brk 
tenement.  Bertha  Seculer  to  Bernard  Klingenstein  and  Theo  C 
Wood  joint  tenants.  Mort  $.i2,000.  Nov  15.  Dec  3,  190*1 
7:2084—52.     A  $12,000— P  $34,000.  100 

15Sth  st,  Nos  537  and  539,  on  map  No  537.  n  s,  266.8  e  Broad- 
way 41.8x99.11,  6-sty  brk  tenement.  Beri  Q  Wremmac  to  Lena 
Wolf.  Mort  .$55,000.  Nov  15.  Dec  5,  1906.  8:2117—37.  A 
I16J00 — P  .$30,000.  other  consid  and  100 

159th  st.  No  538,  s  s,  275  e  Broadway,  25x99.11.  5-sty  brk  tene-    , 
ment.     Matilda  Brueggemann  et  al  to  Frieda  Brueggemann.     % 
part.       All  liens.     B  &  S.     Nov  17.     Dec  1,  1006.     8:2117 — 17. 
A  $10,000— $25,000.  nom 

161st  st.  No  551,  n  s,  400.6  w  Amsterdam  av,  18.11x99.11,  4-sty 
brk  dwelling.  John  A  Donnegan  to  Alice  J  Early.  Mort  $16,000. 
Dec  5.     Dec  6,  1906.     8:2120-55.     A  $7,400— $13,000.  100 

162d  st,  s  s,  at  w  s  track  of  Hudson  R  R  R.  runs  s  425  x  w  to 
point  abt  713.3  w  12th  av,  x  n  —  to  s  s  162d  st,  x  e  —  to  begin- 
ning. Hudson  River  R  R,  w  s,  40.5  n  160th  st,  runs  w  —  x  s  —  to 
n  s  loSth  St.  X  e  —  to  w  s  of  said  R  R,  x  n  570  to  beginning. 
The  City  of  N  Y  to  Emily  M  Roemer  of  Brooklyn.  All  title.  Q 
C.     Dec  3.     Dec  5,  1906.     8:2135  and  2146.  201 

165th  st,  Nos  470  and  472,  s  s,  200.7  e  Amsterdam  av,  runs  s 
56.6  X  n  w  0.71,4  X  s  46.5  x  e  50  x  n  102.11  to  st,  x  w  49.4  to  be- 
ginning, 5-sty  brk  tenement.  Joseph  Haslun  to  Esther  A  Wheat- 
on.  Mort  $60,000.  Nov  1.  Dec  5,  1906.  8:2111—14  and  15. 
A  $8  500^$ .  other   consid  and   100 

165th  st.  No  550,  s  s,  148.7  e  Broadway,  16x103.4x16x104.10,  3-sty 
stone  front  dwelling.  Catherine  wife  Gustave  A  Muller  to  Ma- 
tilda I  wife  Philip  A  Messer.  %  part.  Nov  28.  Nov  30,  1906. 
8:2122-81.     A  $6,500— $13,500.  nom 

179th  st.  No  659,  n  s,  98.5  e  Kingsbridge  road,  16.8x100,  3-sty 
brk  dwelling.  Mary  M  Somers  the  younger  et  al  HEIRS.  &c, 
John  J  Somers  by  Mary  M  Somers  GUARDIAN  to  Paul  Darti- 
guenave.  All  title.  Mort  $6,000.  Dec  4.  Dec  6,  1906.  8:2163 
—13.     A  $4,000— $8,000.  iro»»0 

Same  property.  Release  dower.  Mary  M  Somers  widow  to  same. 
Dec  4.     Dec  0,   1906.     8:2163.  1,061.72 

183d  St.  s  s,  100  e  St  Nicholas  av.  7.5x104.11,  vacant.  Stephen 
Ball  to  Albert  Cavanagh.  Mort  $25,000.  Nov  30,  1906.  8:2154 
—43.     A  $22,500— .$22,500.  other  consid  and  100 

Av  A,  No  216,  e  s,  73.9  n  13th  st,  29.6x96,  4-sty  brk  tenement 
and  store  and  3-sty  brk  tenement  in  rear.  Julius  Hanitsch.  to 
Christian  and  Emilie  Armbruster.  Mort  $15,000.  Dec  3.  Dec 
4,  1906.     2:407—4.    A  $18,000— $24,000.  other  consid  and  100 


Av  B,  No  301     |s  e  cor  18th  st,  36x100,  6-sty  brk  tenement  and 

ISth  st.  No  6001  store.  Edw  N  Leavy  to  Beesey  T  Gilligan,  of 
Brooklyn.     Mort  $52,.50O.     Nov  28.     Dec  1,   1906.     3:985. 

other  consid   and   100 

Av  C,  No  193,  w  s,  19  s  12th  st,  19.6xG7,  5-sty  stone  front  tene- 
ment and  store.  Robert  Rosenthal  to  Samuel  Markowitz.  Mort 
$14,000.     Dec  5.     Dec  6,   190G.     2:394—38.     A  $7,000— $11,000. 

other   consid  and   100 

Av  C.  No  150,  e  s,  68.2  n  9th  st,  23.11.\83,  5-sty  brk  tenement 
and  store.  Samuel  Rosenthal  to  Lillie  and  Rosa  Goldstein. 
Mort  $21,900.  Dec  1.  Dec  3,  1906.  2:379—4.  A  $13,000— 
$16,000.  other  consid  and  100 

Av  D,  No  42,  s  e  s.  24  n  e  4th  st.  24x100.  5-sty  brk  tenement  and 
store.  Jacob  Rubenstein  et  al  to  Herres  Posner  and  Harry 
Rudawsky.  Mort  $23,0(JO.  Nov  30.  Dec  3,  1906.  2:3G0— 2.  A 
$14,000— $17,000.  other  consid  and  100 

.\msterdam  av.   No  861  In  e  cor  102d  st,  25x100,  5-sty  brk  tene- 

102d  st,  Nos  187  and  1S9[  ment  and  store  and  1-sty  brk  store, 
Mathilda  Brueggemann  and  ano  EXRS  John  Brueggemann  to 
Edward  W  Selvage.  Nov  30.  Dec  1,  1906.  7:1857 — 1.  A 
$24,000— $41,000.  nom 

Amsterdam  av.   No  861  |n  e  cor  102d  st,  25x100,  5-sty  brk  tene- 

102d  st,  Nos  187  and  1S0|     ment    and    store    and    1-sty    brk    store. 
Edw  W  Selvage  to  Mathilda  and  Louise  Bruggemann,  Clara  wife 
Louis  F  Cook  and  Frieda  Brueggemann.  B  &  S.     Nov  30.     Dec  1,   . 
1906.     7:1857—1.     A  $24.000— $41,000.  nom 

Amsterdam  av,  Nos  1422  to  1432,  w  s,  24.11  n  130th  st,  150x 
100.  four  G-sty  brk  tenements  and  stores.  CONTR.\CT.  Jacob 
Goldberg  and  Max  Smith  with  Simon  Shapiro.  Dec  3.  Dec  5, 
1906.     7:1985—30  to  35.     A  $60.000— P  $100,000.  24^,000 

Amsterdam  av.  No  2500  |n  w  cor  l.S4th  st,  74,11x100,  vacant.     Irv- 

lS4th  st.   No  ,"01  I     ing  Bachrach  et  a!   to  Meyer  Abramson. 

All  liens.     Nov  30,  1006.     8:2156—20  to  22.  A  $35,000— $35,000, 

100 

Amsterdam  av.  No  1805  |s  e   cor  154th  st,   runs  e   125  x  s  99,11  x 

154th  st.   No  4.34  I     w  25  X  n  75  X  w  100  to  av  X  n  24.11  to 

beginning,  3-sty  brk  tenement  and  store  and  2-sty  frame  build- 
ing. Homer  R  Gillies  to  Ferdinand  C  Bamman.  Mort  $45,000. 
Nov  30,  1906.     7:2(IGS — il  and  42.     A  $24  000— $32,000.  nom 

.\msterdam  av,  Nos  1471  to  1475.  e  s.  25  s  133d  st,  75x75,  with 
strip  on  s  s  0,4'^x75.  three  5-sty  brk  tenements  and  stores.  Ma- 
riamne  Rosenzweig  to  Eva  Rosenzweig.  1-8  part,  B  &  S  and  C 
a  G.  Dec  4.  Dec  5,  1906.  7:1970— 62  to  64.  A  $2.5,500— .$.57,- 
000.  nom 

.Amsterdam  av.  No  1921         In   e   cor   155th   st,   100x124.   two   2-sty 

155th  st,  Nos  4C9  and  471|  frame  dwellings  and  vacant.  Ernest 
E  Thomas  to  Walter  E  Ward,  Mort  .*65,0O0.  Nov  27.  Dec 
3.   1906.     8:2107—26  and  58.     A  $62.000 — $66,000.  nom 

Same  propferty.  Walter  E  Ward  to  Ernest  E  Thomas.  Mort  $65,- 
000.      Nov  27.      Dec  3.   1.%G,     8:2107.  nom 

Bowery,  No  157^.  e  s.  57  n  e  Broome  st,  13.7x73.7x13.6x72.9, 
3-sty  brk  tenement  and  store.  John  J  McDonald  and  Emma  A 
his  wife  to  Mary  A  McGuire.  Mort  $8, .500.  Dec  8.  Dec  5, 
1906.     2:424-4.     A  $8,009— $9,000.  nom 

Same  property,  Mary  A  McGuire  to  John  J  McDonald.  Mort 
$8..500.     Dec  3.     Dec  5,   190G,     2:424,  nom 

Bradhurst  av.  No  122.  e  s.  24.11  n  14Sth  st,  2.5x75. 

Bradhurst  av.  No  124,  e  s,  49.11  n  148th  st,  25x75. 
two   5-sty  brk   tenements. 

Sceptre  Realty  Co  to  Wm  C  Hyde.  Morts  $40,500.  Nov  SO'. 
1906.     7:2045—65.     A  $4,500— $14,000.  other  consid  and  100 

Bradhurst  av.   No  122.  e  s,  24,11  n  14Sth  st,  25x75,  I 

Bradhurst  av,   e  s,   adj   above  on  south.  | 

Encroachment  agreement.  Sceptre  Realty  Co  with  Moritz  and 
Emil  Goldstein.  Nov  29.  Nov  30,  1906.  7:204.5—05.  A  $4,- 
500— $14,000.  nom 

Broadway,  s  e  cor  Hawthorne  st.  100x119.3x100x120.6.  va- 
cant, George  Robinson  to  M  McCormack  Construction  Co.  ^ 
part.  Mort  .$25,000,  Apr  3,  1905.  Nov  30,  1906.  8:2235—1 
to  4.     A  $24.500— $24..5O0.  nom 

Broadway,  n  e  cor  187th  st.  74  1x105.11x71.0x85.9.  vacant.  Louis 
Schlpchter  to  Vincem,  Realty  and  Construction  Co.  Mort  $25,- 
.500,  Dec  3,  Dec  4,  1906.  8:2170—1  and  2.  A  $18.000— $18,- 
000.  other   consid   and   100 

Broadway.  No  SG5.  w  s,  69.9  s  18th  st,  25x110.10x24.10x108,  5-sty 
brk  and  stone  loft  and  store  building.  John  Forsvthe  to  John 
Forsythe,  a  eorpn.  Mort  $1.S4,000.  Sept  29.  Dec  6.  1906.  3:846 
— .57.     A  $175.000— $195,000.  other  consid  and  100 

Broadway.   No  150  |n  e  cor  Liberty  st,  runs  n  2.5. .3  x  e  92 

Liberty  st.  Nos  71  and  73|  x  n  15,2  x  e  6  x  n  7.8  x  e  14.11  x  s 
48  to  n  s  Liberty  st  x  w  110.2  to  beginning.  8-sty  brk  office  and 
store  building.  The  Williamsburgh  City  Fire  Ins  Co  of  Brook- 
lyn to  John  G  Wendel.  of  Irvington,  N  Y.  Dec  1.  Dec  3,  1906. 
1:64—12.     A  $640.000— $735,000.  nom 

Broadway,   No  449|w   s,    175   n   Howard  st.   2.5.\200  to   e   s   Mercer 

Mercer  st.  No  26  |  st.  4  and  5-sty  brk  loft  and  store  building. 
Alva  Realty  Co  to  Harris  Mandelbaum  and  Fisher  Lewine.  % 
part.  B  &  S.  Mort  1/4  of  $100,000.  Nov  27'  Dec  1,  1906. 
1:231—36.      A   $121,500— $145,000.  other   consid   and   100 

Columbus  av,  No  926.  w  s.  75.11  n  105th  st.  25x75.  5-sty  brk  tene- 
ment and  store.  Caroline  Bendheim  to  Jessie  M  Proctor.  Mort 
$20,000.  Dec  1.  Dec  6,  190G.  7:1860—32.  A  $15,000— $23.- 
000.  other  consid  and  100 

Lexington  av.  No  20041  s   w  cor   122d  st,  17,7x81.8,  4-sty  brk  ten- 

]22d  St.   No  136  I     ement  and  store.     Leo  Oppenheim  et  al  to 

John  J  Fischer.  Mort  .$16,000.  Dec  1.  Dec  4.  1906.  6:1770 — 
58%.      A   $0,000— $16,000.  other   consid   and   100 

Lexington  av.  No  16.54,  w  s,  34.3  n  104th  st,  16.8x55.  3-sty  brk 
dwelling.  Henry  Powell  to  Isidor  Leipzig,  Mort  $6,000,  Dec 
3.     Dec  4,   1900.     6:16.32—17.     A  $4,500— $7,.500. 

other  consid  and  100 

Lexington  av.  No  812.  w  s.  100.5  s  G.3d  st.  20xSO,  3-sty  stone 
front  dwelling.  Helen  Tracy  to  Wm  J  McCormick,  Mort  $11,- 
000.     Nov  28.     Dec  4,  1906.     5:1397—1634.     A  $16.000-$19,000. 

nom 

Lexington  av.  No  812.  w  s,  100.5  s  63d  st,  20x80,  3-sty  stone 
front  dwelling.  Wm  J  McCormick  to  James  Brannan.  B  &  S.  Nov 
28.     Dec  4,   1906.     5:1397— 16-;4.     A  $16,000— $19,000.  nom 

Lexington  av,  Nos  2010  and  2012|s    w   cor   123d   st,    100.11x65,    two 

123d  St.  Nos  132  to  136  |     6-sty  brk  tenements  and  stores. 

Joseph  Daniel  et  al  to  Israel  Lippmann  and  .Vbraham  M  Bach- 
rach. All  liens.  Oct  23.  Dec  3,  1906.  6:1771—56  to  58.  A 
$26.000—$ .  other  consid  and  100 

Lexington  av.  No  1799,  e  s,  19.11  s  112th  st.  27x73.  5-sty  brk 
tenement  and  store.  Eugenia  Wolf  to  Rosetta  Jonson,  Mort 
$22,500.  Dec  1.  Dec  3,  1906.  6:1639—50%.  A-  $9,00O-$18,- 
000.  other  consid   and   100 
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Macombs  Dam  road  or  lane,  No  28,  s  e  s,  98.11  s  15181  st,  TjG.Sx 
109.11x49. llxSo,  5-sty  brk  tenomcnt.  Wm  H  Hanlon  lo  Flor- 
ence B  D  Reynolds  and  Alice  M  Dike.  Mort  ,^."i7,0<)(l.  Nov  311. 
Dec   1,   19Uii.     7:-203(; — 5.     A  ^lU.UUO— $45,000.  100 

Madison  av.  No  1450  and  1452,  w  s,  50  s  lOOth  st,  50.11x100,  0-sty 
brk  tenement  and  store.  Aaron  S  Shapiro  et  al  Adolph  Rapa- 
port.  Mort  .fOS.OOO.  Dec  5,  VJW.  0:1005 — 50.  A  !f42,(l(ltl— 
.f(!7,U0O.  other  consid  and   lUO 

Madison   av.    No   1002,    on   map    Nos   1000  and   1002,   w   s,   44.2   n 
lOTth  st,  38x110,  0-sty  brk  tenement  and  store.     Nathan  Weiss 
et   al   to   Anna   Lacord.      Mort   .f  57  350.     Dec  3.     Dec  4,   lUOO. 
(!;1013 — 10.     A  .>f27.0(H)— :fC>(;,ll(lt>.  other  consid  and  100 

Madison  av.  No  121  ].  n  e  cor  .S7ih  st,  50x113.4.  0-sty  brk  tene- 
ment. Nathan  E  Claik  to  Julius  Heimann  and  Morris  C  Lich- 
ten.  Mort  it!150,0UO.  Dec  3.  Dec  4,  1900.  5:1499—20.  A  !f90,- 
000— $170,000.  other  consid  and   100 

Manhattan  av.  No  73,  n  w  cor  103d  st,  17.7x75,  3-sty  and  base- 
ment brk  dwelling.  /epheu  H  Davenport  and  ano  EXRS  Wm 
J  Davenport  to  Clara  R  Lapham.  Mort  $15,000.  Dec  4.  Dec 
0,    1900.      7:1830—12.      A   $9.01  lU— $10,000.  20,000 

Morningside  av  East,  s  e  cor  Jlith  st.  No  308,  27. 7x100x27. 5x 
100,  5-sty  brk  tenement.  Na;han  Stern  to  Albert  L  Blum.  Mort 
$40,000.  Dec  3.  Dec  5,  1900.  7:1943 — 01.  A  $20,000— $47,- 
000.  other  consid  and  100 

Naegle  av,  e  s,  150  s  Hawthorne  st,  350x — ,  vacant.  Release  claims 
&c,  as  to  Elevated  R  R.  Geo  F  Johnson  et  al  to  The  City  of 
N  Y.  Oct  13.  Dec  4,  1900.  8:2210—1,  7,  11.  A  $85,000- 
$85,000.  3,500 

Same  property.  Consent  of  mortgagee  to  above  release.  Geo  F  John- 
son to  same.     Oct  22,  1900.     Dec  4,  1900.     8:221(5.  nom 

Park  av,  Nos  1900  to  1900|n   w   cor   129th   st,  99.11x90,   three  3-sty 

129th  St.  Nos  07  to  71  |  and  one  4-sty  frame  tenements  and 
stores.  Guaranty  Trust  Co  of  N  Y  to  N  Y  State  Realty  &  Ter- 
minal Co.  Dec  4.  Dec  5,  1900.  0:1754 — 33  to  30.  A  $27,509 
—$33,500.  nom 

Park  Row,  No  101,  s  s,  abt  92  c  North  William  st,  18x05,  3-sty 
brk  tenement  and  store.  CONTRACT.  Ellen  Mellen  to  Jacob 
Pinner.  Mort  $45,000.  Dec  3.  Dec  0,  1900.  1:121—54.  A 
$27,(100-30,009.  55,000 

Post  av,  u  e  cor  Emerson  st,  100x110,  vacant.  Thos  J  McLaugh- 
lin to  Peter  A  Peterson,  of  Perth.  Amboy,  N  J.  B  &  S.  Mort 
$15,000.      Apr  10.      Dec  0,   1900.     8:2223-20.      A  $12.009— $12.- 

000.  other    consid    and    100 
Riverside  Drivel  e  s,  200  s  122d  st,  25x200  to  w  s  Claremont  av, 
Clareraont  av     I      vacant.     Walter  J  Dean  to  Wm  S  Patten.     Mort 

.$30,(XI(».     July  30.     Dec  0,  1900.     7:1991 — 23  and  40.     A  $32,590- 
$32,5(W.  other  consid  and  100 

Riverside  Drive]     e  s,  175  s  122d  st,  25x200  to  w  s  Claremont  av, 

Claremont  av  |  vacant.  Walter  J  Dean  to  Wm  S  J'atten.  Mort 
$25,000.  July  20.  Dec  0,  19(10.  7:1991—24  and  39.  A  $32,5U0 
—$32,500.  other  consid   and   100 

Riverside  Drive,  s  e  cor  127th  st,  116x95.  6-sty  brk  tenement. 
Anna  McAlpin  to  Wm  H  Bennett.  Mort  $255,000.  Nov  28.  Nov 
30,  1900.     7:1994—81.     A  $58,000— P  $100,000.  nom 

Riverside  Drive,  s  e  cor  127th  st,  110.x95,  6-sty  brk  tenement. 
The  Bergen  Realty  Co  to  Anna  McAlpin.  Mort  $200,000.  Nov 
28.     Nov  30,  1900.     7:1994—81.     A  $58,000— P  $100,000.         nom 

Riverside  Drive,  late  Boulevard  Lafayettej  n  e  s,  at  c  1  12th  av,  runs 

12th  av  '  In   along    c     1     12th   av 

ICOthst  I    195.5  to  c  1  ICOth  st  x 

w  —  to  w  s  12th  av  X  s  151.6  to  n  e  s  Boulevard  Lafayette  x  s 
67.5  to  beginning,  vacant.  Charles  Whelp  and  ano  to  Loyal 
L  Smith.     Q   C.     Nov  21.      Dec  6,   1906.     8:2130. 

other   consid   and   100 

Wadsworth  av  |s   e   cor   182d   st,   70x150.   three  5-sty   brk 

182d  st,  Nos  OKI  to  G22|  tenements,  store  on  cor.  Morris  Bern- 
stein Realty  &  Construction  Co  to  Max  Market.  Mort  $115,000. 
Dec  1,  1906.     8:2165—4,  6  and  7.     A  $36,500—$ .  nom 

West  End  av.  No  870,  e  s,  80.11  s  103d  st,  20x100,  3-sty  and  base- 
ment stone  front  dwelling.  Geo  A  Rowell  to  City  Real  Estate 
Co.  B  &  S  and  C  a  G.  Mort  $13,000.  Dec  4.  Dec  5,  1906. 
7:1874-041/2.      A   $13  5(XI— $23,000.  other   consid   and  100 

West  End  av.  No  870,  e  s,  80.11  s  103d  st,  20x100,  3-sty  and  base- 
ment stone  front  dwelling.  City  Real  Estate  Co  to  Geo  A 
Rowell.  B  &  S  and  C  a  G.  Mort  $16,000.  Dec  4.  Dec  5,  190(5. 
7:1874— (J4y2.      A   $13.5(X(— .$23,090.  other  consid   and  KJO 

West  End  av,  Nos  44  and  40,  e  s,  51  n  61st  st,  49.5x100,  two  5-sty 
brk  tenements  and  stores.  Release  mort.  Max  J  Bernheim  to 
Ross  Realty  Co.  Dec  6,  190(i.  4:1153 — 3  and  4.  A  $13,000— 
$28,000.  5,500 

West  End  av,  s  w  cor  84th  st.  l(J8.4xlOO,  vacant.  The  Realty  Co 
of  America  to  Lorenz  Weiher.  Mort  $150,000.  Dec  4,  lOOli. 
4:1245—75.     A  $80,000— $80,(100.  other  consid  and  100 

West  End  av,  No  385,  w  s,  49  n  78th  st,  20.x55.11,  3-sty  brk  dwell- 
ing.    Wm  J  Gibson  et  al  to  Ewen  Mclntyre.     Mort  $12,000.     Dec 

1.  Dec  4.   lOOIi.     4:118(j— 77.     A  $11,000— $16,000.  23,170 
1st  av,  No  2306,   on  map  No  2300.  e  s,  125.8  s  119th  st,  25.8x94, 

4-sty  brk  tenement  and  store.  Giuseppe  G  Zibelli  et  al  to  Nic- 
ola D'Alessandro.  Mort  $13,000.  Sept  19.  Dec  4.  19(J().  0:180(5 
— 3.     A  $7.000— $14,000.  other  consid  and  KX) 

Same  property.  Release  dower.  Maria  wife  of  Giuseppe  G  Zib- 
elli to  same.     Oct  8.     Dec  4,   1906.     6:1806.  nom 

1st  av,  Nos  1237  and  1239|  s  w   cor  67th  st,  50x75,  0-sty  brk  tene- 

67th  st.   No  350  |     ment    and    store.      Samuel      Wacht      to 

George  Mundoiff.  Mort  $67,375.  Dec  4,  1906.  5:1441—30.  A 
$.30,000 — P  $35,000.  other  consid  and  100 

1st  av.  No   1940  I  n  e  cor  100th  st,  100.11x322.0,  nine  0-sty 

100th  st,  Nos  401  to  4251     brk  tenements  and  stores. 

101st  st,  Nos  414  to  422.  s  s,  2(X)  e  1st  av,  122.6x100.11,  three  6- 
sty  brk  tenements  and  stores. 

T  H  Simonson  &  Son  Co  to  Louis  Meryash  and  Albert  London. 
Q  C  and  correction  deed.  Nov  23.  Dec  4,  1900.  6:1(50-1 — 1  to 
13,  38,  41.     A  $93,500— P  $1.59,000.  other  consid  and  100 

1st  av,  Nos  1733  and  1775  (?)  on  map  Nos  17.33  and  1735,  s  w  cor 
90th  st,  50.8x100,  two  5-sty  brk  tenements  and  stores.  Max 
Keve  and  Sadie  his  wife  to  Caroline  Keve,  of  Brooklyn.  V2  right, 
title  and  int.  Morts  $60,500.  Nov  30.  Dec  4.  190li.  5:1552 — 
29   and  30.     A   $25,5(X1 — $53.(H«>.  other  consid  and  100 

1st  av.  No  1539,  w  s,  49.9  n  .SOth  st.  16.6x80,  4-sty  stone  front 
tenement  and  store.  Leopold  Feist  and  ano  EXRS,  &c,  Nathan 
Feist  to  John  and  Frank  Capek.     Dec  1.     Dec  3,   1900.     5:1543 


-25.      A   $6,500— $13,500. 


other  consid  and  100 
1st  av,  Nos  173.5  and  1735,  s  w  cor  90th  st.  50.8x100,  two  5-sty 
brk  tenements  and  stores.  Morris  Haber  et  al  to  Max  Keve,  of 
Kings  Co.  Morts  $65  000.  Nov  30.  Dec  1,  1U06.  5:1552—29 
and   30.      A   .$25.5(X1 — ,$5;i,OIIO.  other   consid   and   100 

1st  av.  No  1267,  w  s.  24.11  n  68th  st,  24.6x75,  5-sty  brk  tenement 
and  store.  Anna  Weiss  et  al  to  Mary  Etrich.  Mort  $15,0(X). 
Nov    30,    1900.      5:1443—24.      A    $9,500-$19.500. 

other   consid  and   100 


2d  av,  No  2124.  e  s.  25.10  n  100th  st,  25x75.  4-sty  brk  tenement 
and  store.  Abraham  Kassel  et  al  to  Virginia  C  Siragusa.  Mort 
$12,000.      Nov    30,    1900.      6:1681—2.      A    $8  OOO— $13,(J00. 

other   consid   and   100 
2d  av.  No  2016,  e  s,  25.11  s  104th  st,  25x75,  4-sty  brk  tenement 
and   store.      Gustav   Gintel    to    ."Abraham   Jacobs.      Mort   $15,.500. 
N'ov   30,   1906.      6:1675—50.     A   $7,500— $15  000. 

other    consid    and    100 
2d  av.   No   18791s  w  cor  97th  st,  25.11x75,  4-sty  brk  tenement  and 
97th  st.  No  238   |     store.      Arthur  Hutter  to   Albina  Goldstein.      All 
title.     Mort  $1S.(XI0.     Dec  1.     Dec  5,  1906.     0:1646—28.     A  $14,- 

nom 
'>8.1   s  82d  st,   19x61.8.  4-sty  brk  tenement 


000 — $22,000. 
2d   av.    No    1.57.'> 


anil  store.      Jacob   Bieger  to  Frank  G  Weiss.      Mort  $9,000.      Dec 
1.      Dec    3,    19(J6.      5:1527—26.      A   $8,000— $11, (XIO. 

other  consid  and  100 
2d  av.  No  1005,  w  s,  52  n  08th  st,  26x75,  5-sty  brk  tenement  and 
store.     Gustav  Kaliuki  to   David  Klein.     Mort  .$22,000.     Nov  28. 
Dec    1.    1906.      0:1648—23.      A    $9,000— $16,000. 

other   consid   and    1(X) 
2d  av.  No  730,  e  s,  21.6  n  39th  st,  runs  e  74  x  n  27.10  x  w  22  x  s 
0.4  X  w  52  to-av  x  s  27.6  to  beginning.  5-sty  brk  tenement  and 
store.      Kaprel    Tarzyian   to   John    Mitchell.      Mort   $18,0(J0.      Dec 
5.     Dec  6,  191)6.     3:945—2.     A  $11,0(KJ — $10,(11)0. 

other    consid    and    100 
2d  av.  Nos  2461   to  24(i7  |n  w  cor  126th  st,  99.1]xl(K),  three  6-sty 
12(Uh  st,  Nos  249  to  253     1     brk    tenements,    stores    on    av.      Abra- 
ham  Small   to   Harry  J  Caminski.     Dec  6,   1006.     6:1791 — 21   to 

24.     A  $42  000—$ .  other  consid  and  100 

2d  av.  No  810,  e  s,  50.5  n  4.3d  st.  25x100,  5-sty  brk  tenement  and 
store.  Max  Zaubler  et  al  to  Gottlieb  Marks  and  Max  Wartels. 
Mort  $24,7.50.  Dec  1.  Dec  4,  1906.  5:1336—3.  A  $14,00(J— 
$29. (.100.  other  consid  and  100 

2d  av,   No  215  |   w  s,  51.9  n  13th  st,   runs  w   112.6  x  s 

13th  St.  Nos  249  and  240% I  51.9  to  n  s  13th  st,  x  e  35.3  x  n  2(> 
X  e  77.3  to  av,  x  n  25.9  to  beginning,  4-sty  stone  front  dwelling 
and  3-sly  brk  dwelling  and  2-sty  brk  building.  August  Eimer 
to  Newman  Grossman,  Frank  Feldman  and  Bessie  Levine,  each 
1-3  part.  Nov  2.8.  Nov  30,  190(;.  2:4(59— 3(j  and  39.  A  $30,- 
500— .$38.0(M:).  other  consid  and  100 

3d  av.  No  1422.  w  s,  54.4  s  81st  st,  25x100,  5-sty  brk  tenement 
and  store.  Harris  Klein  to  Fannie  Mannheimer.  Mort  $37,(iOll. 
Dec   1.     Dec  (),  1906.     5:1509—38.     A  $21,0(10— $:17,000. 

other  consid  and   100 

3d  av.   No  2062  [s    w    cor    113th    st,    25.2xl(XJ,    4-sty    brk 

11.3th  st,   Nos   174-180  |     tenement    and    store     and     ]-sty     frame 

store  extension      Harris  Mandelbaum  et  al  to  John  H  Degelman. 

Mort  $33,000.      Nov  27.     Dec   1,   1900.     6:1(540 — 40.     A  $29,000 

other  consid  and   KX) 
1  .34th  st,   25.2x03.2.x24.10x63.2,   5-sty 
Albert   H   Bultman   et   al   to   Shapiro, 
Dec   1.      Dec   3,   1906.     3:890 — 15.      A 

other    consid    and    100 
:    e   cor    19th   st,    131x150,    12-sty   brk   loft, 
office  and  store  building.     Emma  S  Thiele 


-$36,000. 

3(1   av.    No   514,   w   s.    72.3 
brk    tenement   and   store. 
Levy    &   Starr,    a   corpn. 
$22,O0O-$30.O0O. 

4th  av,  Nos  223  to  231 

19th  St.   No  100  I 

to  Geo  E  Wallace,  of  Rochester,  N  H.  C  a  G.  Mort  $1,2(50.- 
000.  June  28,  1905.  Nov  30,  1906.  3:874—4.  A  $375,000— 
$1,075,000.  nom 

5th  av,  Nos  550  and  558,  w  s,  25.5  s  46th  st,  50x100,  4-sty  stone 
front  club.  CONTRACT.  The  Lotos  Club  with  Jacob  Neadle. 
Oct   22.      Nov   30.    1006.      5:1261—39.      A    $4.50. (XJO— $475, (X)0. 

750.000 

Same  property.  Assign  above  CONTRACT.  Jacob  Neadle  to  556 
and  .558  Fifth  Ave  Co.     All  title.     Nov  7.     Nov  30,  1906.  5:1261. 

nom 

5th  av.  s  e  cor  104th  st.  100.11x150,  vacant.  John  H  Hammond 
to  James  G  Hurty.  Mort  $100,000.  Dec  6,  1006.  6:1(509 — 67 
to   72.      A   $131,090— $131,000.  other  consid  and   100 

6th  av.  No  401,  w  s,  83.7  s  25th  st,  20x10(5.  4-sty  brk  tenement 
and  store.  Edw  A  Davis  to  Joseph  F  Haffner.  All  title.  All 
liens.      Dec   6,    19(.W.      3:800 — 42.      A   $.54,000— $60,000. 

other   consid   and   100 

6th  av.  Nos  247  to  251 1   s  w  cor  16th  st,  51.7x100,  three  3-sty  brk 

10th  st,  Nos  100  to  100|  store  and  office  buildings.  Jane  Thomas 
to  Kate  T  Ryckman  and  James  R  Thomas.  C  a  G.  Dec  1.  Dec 
4,   1906.     3:791 — 15  to  47.     A  $172,01K>— $193.0(X».  nom 

Sth  av,  Nos  760  and  762,  e  s.  .50.5  s  47th  st,  30x100,  two  4-sty 
stone  front  tenements  and  stores.  Anna  Lacord  to  Nathan  Weiss 
and  Isidor  Freundlich.  Mort  $36,000.  Dec  1.  Dec  4,  1906. 
4:1018—63.     A  $39,(X1(5— $34,000.  other  consid  and  100 

8th  av.  Nos  28(50  to  2868]  s   e    cor   1.53d   st.   99.nxKX),    three    6-sty 

1.5.3d  St.  No  270  I  brk  tenements  and  stores.  Middle  Town 
Realty  Co  to  Louis  Levin.  Mort  $110,000.  Dec  1.  Dec  6,  1906. 
7:2038-01.     A  $.36,000 .  other  consid  and  10(5 

Sth  av,  Nos  2905  and  2907,  w  s,  37.6  s  1.54th  st.  37.6x100.  6-sty 
brk  tenement  and  store.  Middle-Town  Realty  Co  to  Louis 
Haack.  Mort  $35,000.  Nov  26.  Nov  30,  1900.  7:2047—12.  A 
$8.000—$ .  other    consid    and    100 

8th  av.  No  2909  Is  w  cor  154th  st,  37.6x100,  6-sty  brk  tenement. 

1.54th  St.  No  300  I  and  store.  Middle-Town  Realty  Co  to  Sig- 
mund  B  Heine.  Mort  $42,000.  Nov  28.  Nov  30.  1906.  7:2047 
—  14.      A    $8,000—$ .  other   consid   and    KXI 

0th  av.  No  460,  e  s.  49,5  s  3(!th  st,  24.8x100,  4-sty  brk  building 
and  store  and  2-sty  frame  tenement  in  rear.  Angelina  D  Weaver 
widow  et  al  HEIRS,  &c.  Reuben  H  Weaver  to  Geo  W  McAdam. 
V2  part.  B  &  S.  All  liens.  Sept  24.  Dec  6,  1906.  3:759—79. 
A  $16,000— $20,000.  7,000 

9th  av.  No  460,  e  s.  49.5  s  36th  st,  24.8x100,  4-sty  brk  building 
and  store  and  2-sty  frame  tenement  in  rear.     Geo  W  McAdam  to 

George  Weaver.     %  part.     All  title.     B  &  S.     Mort  $ .     Dec 

4.     Dec   6,    1006.     3:759—79.      A   $16.(50tV— $20.0(_M>.  7,500 

9th  av,  No  820,  e  S,  25.5  n  54th  st.  25xKX»,  6-sty  brk  tenement 
and  store.  Jacob  Klein  to  Hermann  Elsasser.  Mort  $35,CHHJ. 
Dec   1.      Dec  3,   1906.     4:1045—2.     A  $17.000— $34,000. 

other  consid  and   100 

10th  av,  No  508,  e  s,  08.0  s  39th  st,  24. .8x100.  5-sty  brk  tenement 
and  store.  Albert  Peiser  to  David  Klein.  Mort  .$.'50,000.  Nov 
30.     Dec  5,  1906.     3:736^.     A  $12.000— $19.00t). 

other  consid  and  100 

11th  av.  Nos  .509  to  603[s  w  cor  45th  st.  75.3x100,  three  4-sty  brk 

45th  St.  Nos  600  and  602  I  tenements  and  stores  and  1-sty  brk 
building  on  st.  Benj  L  Weil  and  ano  to  Pauline  Jedel.  Mort 
$4;!,(KXI.  Nov  26.  Nov  30,  1906.  4:1092—34  to  36.  A  .$25,0(10 
—.$30,000.  other    consid   and    100 

11th  av,  Nos437  to453|n  w  cor  SOth  st,   107.6  to  s  s  37th  st  x75, 

36th  St.   No  (iOl  I     8-sty  brk   loft   and   store   building.      David 

37th  St.   No  600  |    Williams   and    Alice   F   his    wife   to   David 

L  Williams,  of  White  Plains,  N  Y.  V2  part.  Mort  $220,(1(50, 
Nov   13.      Dec   6,   10(*6.     3:682—29.     A   $72,000— $275,000.       nom 
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interior   strip,   25.8  s  84th   st   and  12.5   e  Broadway,   runs  s   76.6 

X  e  0.3  X  n  7G.6  x  w  0.3  to  beginning.     Charlotte  M  Miller  to 

City  Real  Estate  Co.  Q  C.  Mar  12.  Dec  3,  1B06.  4:1231.  nom 
Same   property.      Elizabeth   Crane   to   same.     Q  C.     Mar  12.     Dec 

3,  1006.     4:1231.  nom 

Same  property.     Theodore  Stewart  to  same.     Q  C.     Aug  28.    Dec 

3,   1906.     4:1231.  _         nom 

Same   property.      Lewis   C   Stewart   to  same.      Q   C.     Apr   5.      Dec 

3,   ItKXj.     4:1231.  nom 

Same  property.     John  B  Stewart  to  same.     Q  C.     Mar  26.     Dec  3, 

1906.     4:1231.  nom 

Same   property.      Albert   B  Stewart   to   same.     Q  C.     Mar  S.     Dec 

3,  1006.     4:1231.  nom 

Same   property.     Edgar  T  Stewart   to  same.     Q  C.     Apr  14.     Dec 

3,  1006.     4:1231.  nom 

Same    property.      Minerva    C    Anderson    et    al    to    same.      Mar    1. 

Dec  3,  1906.     4:1231.  nom 

B0B01T6H   OF   THE  BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 

new  Annexed   Distract    (Act   o£   1S95). 

Beech  terrace.  No  3,  n  s,  20  e  Crimmins  av,  22.9x80,' 3-sty  brk  ten- 
ement. Alfred  B  Hall  to  Frederick  Deyerberg.  Mort  $8,000. 
Dec  5.     Dec  6.  1906.     10;2.")55.  other  consid  and  100 

Bristow  St,  No  1327,  w  s,  255  s  Jennings  st,  20x100,  2-sty  frame 
dwelling.  Walter  J  Schmidt  to  David  Flaxman.  Mort  $6,000. 
Dec  1.     Dec  4,  1906.     11:2972.  other  consid  and  100 

Brown  pi.  No  16,  e  s,  33.4  n  135th  st,  33.4x100,  5-sty  brk  tene- 
ment. Chas  S  Levy  to  Solomon  Kalish.  Mort  $24,2.j0.  Dec  5. 
Dec  6,  1006.     9:2263.  other  consid  and  100 

*Cruger  st,  e  s,  175  n  207th  st.  100x100.  Adee  Park  Realty  Co 
to  Ray  Levy.     Nov  19.     Dec  3,   1006.  100 

Chisholm  st.  No  1340,  e  s,  5S.4  s  Jennings  st,  lO.Sxio,  2-sty 
frame  dwelling.  Charles  Hartman  to  Emma  T  Damm.  Mort  .$3.- 
900.     Nov  30.     Dec   1,   1906.     11:2972.  other  consid  and  100 

*Cruger  st.  w  s,  100  s  187th  st,  50x100.  Michael  Conway  to  Har- 
old M  Brown.     Nov  16.     Dec  1,  1906.  nom 

*Cruger  st,  w  s,  300  s  lS7th  st,  25x100.  John  B  Dosso  et  al  to 
Charles   Meyer.     Mort  $2,800.     Dec   1.     Dec  3,   1900. 

Oiher   consil   and    iOO 

Crotona  Park  E,  No  16.  on  map  No  15.  e  s,  390  9  n  Prospect  av, 
42.7x126.6x82.8x128.9,  5-sty  brk  tenement.  CONTRACT.  Henry 
Villaume  with  Bernhard  Heister.  Mort  $45,000.  Oct  25.  Dec 
5,  1906.     11:2938.  54,000 

Faile  st.  No  1026,  e  s,  369.4  s  Bancroft  st,  20x100,  3-sty  brk 
dwelling.  American  Real  Estate  Co  to  Dora  Fayen.  Nov  2S. 
Nov  30,  1906.     10:2748.  other  consid  and  100 

♦Garfield  st,  w  s,  255  n  Columbus  av,  25x100,  2-sty  frame  dwell- 
ing. Frank  E  Silverman  to  Antonie  Kratz.  Mort  $6,000.  Sept 
1.      Nov  30,   1906.  other   consid   and   100 

*Green  lane,  w  s,  50  n  Lyon  av.  50x100,  Westchester.  John  D 
Helmke  to  Norbert  Robillard.  Q  C  and  correction  deed.  Dec  1. 
Dec  3.   190(!.  nom 

♦Green  lane  or  av,  e  s,  25  s  5th  St.  10x100,  Westchester.  Louisa 
Lanzer  to  Wilhelmina  Lanzer.     Nov  16.     Dec  6,  1006. 

other  consid  and  100 

Home  st,  No  931  |n    e    cor    Forest    av,    22.10xl00x 

Forest  av,  Nos  1150  and  1158  |  22.11xl(X),  4-sty  brk  tenement 
and  store.  Ernst  Ahrend  to  Diedrich  Muller,  of  Woodcliffe,  N 
J.     Mort  $20,000.     Dec  3,  1906.     10:2662.        other  consid  and  100 

Hoffman  st.  No  2556  |s   e   cor   191st   st,   25x100,   3-sty   frame   tene- 

191st  st.  No  850  I  ment.  John  O'Leary  to  Max  Pitkowsky, 
N  Y,  and  Philip  Schutzer.  Mt  Vernon,  N  Y.  Mort  $S,000.  Dec 
3.     Dec  4,  1906.     12:3273.  exch  and  llX) 

*Hermany  (2d)  st,  s  s,  315  e  Olmstead  av  (Av  D),  lOOxll.jx— x 
155.  Unionport.  Chas  A  Weber  to  Oscar  Sommer.  Nov  30, 
190(;.  other   consid  and   160 

*Same  property.  Oscar  Sommer  to  John  Sommer.  Vo  part.  Nov 
30,  1906.  nom 

*Leland  st,  w  s,  100.3  n  Davis  st,  25x100.  Hudson  P  Rose  Co  to 
Giuseppe   Cerino.     Oct  20.     Dec  4,  1906.  nom 

*Main  st,  now  Williamsbridge  road,  w  s.  bet  lands  of  Baisley  and 
Young.  40x150,  Westchester.  Isaac  R  B  Arnow  to  Martha  A 
Arnow.      Q  C  and  correction  deed.     Dec  3.     Dec  4,   1906.         nom 

*Same  property.  Martha  A  Arnow  to  Geo  P  Baisley.  Dec  3. 
Dec  4.  1006.  other  consid  and  100 

Mintord  pi  |n   e   cor  Jennings   st,   25.x200  to   w   s   Southern 

Southern  Boulevard|  Boulevard,  vacant.  Jacob  Chaimowitz  to 
Thomas  Carroll.  V-  part.  All  title.  Mort  $10,7.50.  Nov  30, 
Dec   1,   1906.      11:2976  and   2977.  other   consid   and   100 

Oak  Terrace,  s  s,  Gl  e  Crimmins  av,  25x100.  vacant.  Christiana 
A  Sproessig  to  Marcus  Beck.nann.  Mort  $2,0IMJ,  Dec  1.  Dec 
3,  1906.     10:2.555.  other  consid  and  100 

Parkview  pi,  —  s  —  n  Fordham  road,  and  being  lot  62  map  112 
lots  estate  Moses  Devoe  at  Fordham  Heights,  00x25,  Hugh  Mc- 
Lernon  to  Bernard  Lynch.     Mort  $5,000.     Nov  28.     Dec  4,  1006. 

nom 

*RosedaIe  lane,  w  s,  50  s  Roosevelt  av,  25xl05x — x — .  Lamport 
Realty  Co  to  Carl  E  Smith.     Nov  30,     Dec  3,  1006. 

other  consid   and   100 

♦Rosedale  lane,  w  s,  50  s  Roosevelt  av,  25xl05x — x — .  Release 
mort.  Eugene  R  Dennis  et  al  to  The  Lamport  Realty  Co.  Nov 
30.     Dec  4,  1900.  200 

*Rose  pi,  —  s.  and  being  lot  SS  map  (No  277)  property  Hudson  P 
Rose.  20x100.  Joseph  Ceisl  to  George  MacMulIen.  Aug  lt>, 
Dec  1,   1906.  other  consid  and  lUO 

*Rose  pi,  n  s,  100  e  Grace  av,  20x100.  Emil  Kolar  to  George  Mac- 
Mullen.      Mort    $1,700.      Aug   4.      Dec    1,    1906. 

other    consid    and    100 

♦Shell  st,  n  s,  100  e  Tilden  av.  7.5x100,  Laconia  Park.  I 

224th  st,  s  s,   100  e  Paulding  av,  41.6x100.6. 

223d   st,   s   s.   249.4   e    Corsa   lane,   25x177.11x30.1x161, .3.  | 

Jacob   Mark   to   Tri-Centennial   Realty   Co.      Morts   .$ .      Nov 

13.      Dec   1,   1906.  other  consid   and   100 

*St  Ouen  pi,  n  s,  abt  375  e  White  Plains  road,  100.x98xl03..5x71,3 
e  s.  Anna  wife  of  and  Charles  Wilken  to  Sarah  wife  John  J 
Ryan,  Mort  $3,100.  Nov  30,  Dec  4.  1906.  other  consid  and  100 
Summit  pi.  —  s,  abt  107  s  Heath  av,  25x95,  and  being  lot  10  map 
Benj  Richardson  at  Kingsbridge,  2-sty  frame  dwelling.  Eleonore 
Horn  to  Emil  Horn.  Mort  $2,000.  May  3.  Dec  1,  1906. 
12 :  3257.  nom 

Vyse   st,   n   w   cor   l(57th   st,   100x100.   vacant. 
Home  st,  s  w  cor  Vyse  st,  17(). 1x82x175x107,  vacant. 
Crimmins  av,  n  e  cor  Oak  Terrace,  10<)x8(5,  vacant. 
Crimmins  av,  s  e  cor  Oak  Terrace,  100.^61,5,  vacant. 
Trans-Harlem   Land   &  Impt   Co   to   Louis   Rubman.      Mort   $58.- 
500.     Nov  21.     Dec  5,  1906.     10:2752  and  2.555.  64,000 

♦Wright  st,  e  s,  ,175  s  187th  st,  25x100.     Charles  Meyer  to  John     ■ 


B  Dosso   and  Angelo  Rezzano.     Dec  1.     Dec  3,   1906. 

other   consid   and   100 

*6th  st,  w  s,  at  n  w  s  227  th  st,  gore  lot  61  map  Wakefield,  Frank 
McGarry  to  Frank  Fitzek.     Dec  3.     Dec  5,  1006.  nom 

♦8th  st,  n  s,  80  e  Av  E,  25x108,  Unionport.  George  Schaefer  to 
Jennie    Kreienberg.      Nov   26.      Dec   1.    1006.  100 

♦Sth  st,  n  s,  55  e  Av  E,  25x108,  Unionport.  George  Schaefer  to 
Sophie  Kreienberg.     Nov  26.     Dec  1,  1006.  100 

♦9th  st,  n  s,  100  w  Av  E,  l(X)xl03,  Unionport.  Andrew  Konrad 
to   Delaware   &   Hudson   Realty   &   Impt   Co,      Dec   3,   1006. 

other  consid  and  100 

*12th  st,  s  s,  bet  Av  B  and  Av  A,  and  25  e  line  bet  lots  276  and 
277,  runs  s  108  x  e  25  x  n  108  to  st  x  w  25  to  beginning,  being 
part  lot  276  map  Unionport.  Fredk  Eggers  to  George  Cornehl. 
Oct  30.     Dec  1,   IDOlj.  100 

♦14th  st,  n  s,  39  w  Av  C.  90x137x94x111  e  s.  Unionport.  Adelaide 
E  Brown  and  ano  EXRS  Edward  M  Brown  to  Mary  A  Thorne, 
of  Brooklyn.      Nov   19.      Dec  5.   1906.  856.22 

133d  st.  No  1004,  s  s,  270  w  Willow  av,  10.8x100,  3-sty  frame  tene- 
ment. Joseph  A  Brautigan  to  Jessie  Matzinger.  Sept  12.  Sept 
17,  190(i.  10:2.561,  Corrects  error  in  issue  of  Sept  22,  when 
size   of   lot  was   lO.SxKX  nom 

135th  st.  No  848,  s  s,  98.6  e  St  Anns  av,  18x100,  2-sty  brk  dwell- 
ing. Addie  Finley  to  Hermine  Mugler.  Mort  $5,000.  Nov  30. 
Dec   1,   1906.     10:2547.  other  consid  and  1(X) 

136th  st,  Nos  883  and  885,  n  s.  abt  465  e  St  Anns  av,  also  675  w 
Home  av,  50x100,  two  4-sty  brk  tenements.  Harry  Abramowitz 
to  Morris  Haber,  Samuel  Dworkowitz  and  David  Haber.  Mort 
$34,0(X).     March  22,     Dec  6,  1006.     10:2.549.    other  consid  and  100 

Same  property.  Morris  Haber  et  al  to  Louis  Levin  and  Sigmund 
Honigstock.     Mort  $34,000.     Nov  30.     Dec  0,  1906.     10:2549. 

other  consid  and  100 

136th  st.  No  687,  n  s,  325  e  Willis  av,  25x100,  5-sty  brk  tene- 
ment. Mary  Golden  to  Timothy  and  Mary  Golden.  Mort  $12,- 
000.     Nov  28.      Nov  30.   1906.     9:22S1.  nom 

138th  st.  No  716,  s  s,  5.50  e  Willis  av,  1(5.8x100,  3-sty  brk  dwell- 
ing. Ida  F  wife  Bertrand  Kettell  to  Marie  E  Spetnagel.  Q  C. 
Nov  8.     Nov  30,   1006.     9:2282.  nom 

138th  st.  No  740,  s  s,  767.0  e  Willis  av,  10.6x80,  4-sty  brk  tene- 
ment. The  First  National  Bank  of  Yonkers,  N  Y,  to  John  Hoops. 
B   &  S.      Nov  27.     Dec   1,  1906.     9:2282.  nom 

138th  St.  No  71t>.  s  s,  550  e  Willis  av,  16,8x100.  3-sty  brk  dwell- 
ing, Ruth  Kettell  et  al  to  Marie  E  wife  John  M  Spetnagel. 
All  liens.     Nov  28.     Dec  1,  1906.     9:2282.       other  consid  and  100 

138th  St.  n  s.  plot  bounded  w  by  lands  conveyed  by  Morris  to  Crane 
by  deeds  recorded  June  22,  1859,  and  Nov  2,  1860.  on  n  by  s  s 
141st  st,  on  e  by  land  conveyed  by  Morris  to  Port  Morris  Land 
&  Impt  Co  by  deed  recorded  in  L  (j75  page  204,  Westchester 
Co.  and  being  4  ft  on  138th  st  x —  to  141st  st  x — ,  gore.  Henry 
L  Morris  and  ano  TRUSTEES,  &c,  Gouverneur  Morris  to  The 
Port  Morris  Land  &  Impt  Co.  All  title,  Q  C.  Nov  28.  Dec  5, 
1906.     10:2588,  2589.  2590  and  2.592  and  2590,  150 

141st  st  ]  n   e  cor  Rider  av,  4.4x7.5x43.10x84.0,   two 

Rider  av,  Nos  366  to  370|  2-sty  brk  and  2-sty  frame  dwelling,  store 
on  corner.  Leopold  Guttag  to  Kate  Montague.  Dec  1,  Dec  4, 
1006.     0:2334.  other  consid  and  100 

141st  St.  No  881,  n  s,  54  e  Beekman  av,  27x100,  5-sty  brk  tene- 
ment. George  Munstermann  to  Valentin  Klein.  Mort  $14,000. 
Dec  3,    1006.      10:25.54.  other   consid   and   100 

142d  st.  No  542,  s  s,  175  w  3d  av.  25x100,  5-sty  brk  tenement. 
Helena  Stoehr  widow  and  DEVISEE  Henry  Stoehr  to  Wilhelm 
Lauter.    Mort  $8,000.     Dec  1.     Dec  4,  1906.      other  consid  and  100 

142d  St.  No  544,  s  s,  150  w  3d  av,  25x100,  5-sty  brk  tenement. 
Helena  Stoehr  widow  and  DEVISEE  Henry  Stoehr  to  Susanna 
Maue.      Mort  $9,000.      Dec    1.      Dec   4,   10O6.      9:2322. 

other  consid  and  100 

148th  st,  Nos  468  and  470,  s  s,  505.3  e  Park  av,  50x100,  6-sty 
brk  tenement  and  store.  The  Commonwealth  Mortgage  Co  to 
Jacob  and  Meyer  Bloch.     Nov  27.     Dec  6,  1006.     0:2336.       35,00 J 

152d  st.  No  039,  n  s,  260  e  Bobbins  av,  runs  e  25  x  n  129,3  x  w 
28,9  X  s  143.6,  4-sty  brk  tenement.  Ida  Groebsch  to  Walter  J 
Eraser.     Mort  $11,000.     Dec  1.     Dec  6,   1006.     10:2644. 

other  consid  and  100 

1.52d  st.  No  939,  n  s.  260  e  Robbins  av,  25xl29.3.x28.9xl43,6,  4-sty 
brk  tenement.  Release  judgment.  The  Estates  Settlement  Co  to 
Ida  Groebsch.     Dec  4,     Dec  6,  1906.     10;2(i44.  n,|m 

1.53d  St.  No  540.  n  s,  4.52.3  w  Courtlandt  av,  22.8x100,  3-sty  frame 
tenement.  V.'m  J  Jurgermann  to  Wm  J  Schneider.  Mort  $.5,- 
000.     Nov  .30.   1906.     0:2413.  nom 

163d  St.  No  987,  n  s,  246,4  e  Tinton  av,  IS  to  w  s  Union  av  x52, 
3-sty  frame  tenement  and  store.  Otto  Meiner  Beirling  and  ano 
to  Giosue  Miccio.     Mort  $7,500.     Dec  3.     Dec  5.  1906.     10:2669. 

other  consid  and  100 

163d  st.  No  029.  n  s,  44  e  Jackson  av,  25x86.4.  4-sty  brk  tene- 
ment. CONTRACT.  Daniel  Schneider  with  Nathan  Zimmer- 
man.    Mort  $15,7.50.     Nov  22.     Dec  6,  lOOli.     10:2649.  18,500 

167th  st,  No  761,  n  s.  114,6  w  3d  av,  runs  n  122,4  x  e  20,7  x  s  w 
24.11  -X  w  1,11  X  s  08  to  st  X  w  26  to  beginning,  4-sty  brk  tene- 
ment and  store.  Kate  Montague  to  Moritz  L  and  Carl  Ernst. 
Mort  $19,000.  Aug  30,  Rerecorded  from  Sept  11,  1906.  Dec 
4,   1906.     9:2372.  100 

171st  st      ]s  s,   175.2  e  3d  av,  25  to  Crotona  pi  xl00.10x25xl08.8, 

Crotona  pi]  vacant.  Louis  Levin  to  Abraham  Gelberg.  Mort 
$4,500.     Dec  5.     Dec  6,  1906.     11:2027.  other  consid  and  100 

*175th  st,  w  s,   150  n  Gleason  av,  50x100.  I 

175th  st,  w  s,  225  n  Gleason  av,  2.5x100.  | 

Joseph  J   Gleason   to   Thos   A   Sindelar.      Nov  28.     Dec  4.   1906. 

nom 

175th  St.  No  682.  on  map  No  680.  s  s,  1.33.4  w  Park  av.  old  line, 
16,8x108.  3-sty  frame  tenement.  Charles  Doll  to  Mary  Cor- 
rigan.     Mort  $3,7.50.     Nov  30.     Dec  3,  lOtXj.     11:2899. 

other  consid  and  100 

176th  st,  late  Woodruff  av,  n  e  s,  bet  Marmion  av  and  Prospect 
av  and  being  west  %  lot  66  map  Fairmount.  50x140.3x50x141.4. 
Jnsiah  Jones  to  John  Witzel.  Mort  $5, .500.  Dec  3.  Dec  4, 
1906.      11:2954.  nom 

183d  St.  n  s,  175  e  Grand  av.  25  to  w  s  Davidson  av  xlOO.  vacant. 
Release  mort.  Title  Guarantee  &  Trust  Co  to  North  Western 
Construction  Co.  Correction  release.  Dec  3.  Dec  4,  1906. 
11:3197.  100 

l.S3d  st,  n  w  cor  Davidson  av.  2.5x100,  vacant.  The  North  Western 
Construction  Co  to  Bernard  Lynch.  Mort  $1,500.  Dec  3.  Dec 
4.   1906.     11:3197.  nom 

187th  st.  No  692.  on  map  No  682.  s  s,  166.8  e  Park  av,  16,8x100. 
2-sty  frame  dwelling.  Philip  Wattenberg  to  Frederick  Steeg 
and  Lena  Roos.     Mort  $4,000.     Nov  17.     Dec  1,  1906.     11:3040. 

other  consid   and   100 
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187th  St,  No  G94,  on  map  No  GS4,  s  s,  183.4  e  Park  av,  lG.8xl00, 
2-sty  frame  dwelling.  Same  to  same.  Mort  $4,000.  Nov  17. 
Dec  1,  190G.     ll;oU'JO.  other  consid  and  100 

lS7th  St,  No  GOO,  on  map  No  G80,  s  s,  150  e  Park  av,  IG.SxlOO, 
2-sty  frame  dwelling.  Same  to  same.  Mort  $4,000.  Nov  17. 
Dec  1.   ItlOG.     11:3040.  other  consid  and  100 

ISSth  St,  n  w  s,  583.4  n  e  Tee  Taw  av,  7.5.4x90.5x75x107,  vacant. 
Pasquale  J  Lambert!  to  Hugh  McLernon.  Dec  1.  Dec  3,  lOOG. 
11:3219.  nom 

lOSth  St,  No  G30,  s  s,  55  w  Briggs  av,  25x98,  2-sty  frame  dwell- 
ing. Charlotte  S  Siener  to  Ernestine  Von  Munster.  Mort  $7,- 
.500.      Dec   1.      Dec   3,   lOOG.      12:3301.  other  consid   and   100 

205th  st,  n  s,  147.7  w  Perry  av,  50x100,  vacant.  John  Roberts 
to  John  J  O'Grady.      Dec   1.     Dec  3,   190G.     12:3341. 

other  consid  and  100 

205th  st,  late  Ernesclitfe  pi,  e  s,  at  w  s  lot  508  on  map  Geo  F 
and  Hy  B  Opdyke  adj  N  Y  City  private  park,  runs  s  along  pi 
GG.4,  thence  along  same  as  it  turns  east  4G.9  to  w  s  Grand 
Boulevard  and  Concourse  X  s  w  32.5  x  w  73.7  to  w  s  of  pi  x 
n  e  111.7  to  beginning,  contains  4,G4  Isq  ft  and  lying  wholly 
within  Ernesclitfe  pi.  Wm  S  Opdyke  and  ano  to  Lucy  R  Biegel. 
Q  C.     Nov  28.     Dec  3,  1000.     12:3311.  other  consid  and  lOO 

20Gth  st,  n  s,  89.11  w  Perry  av,  25x100,  vacant.  Hibbert  B  Roach 
to   Harry  D   Gareiss.      Mort  $5,500.      Dec  5,   lOOG.      12:3.342. 

other  consid  and  100 

*21Gth  st,  s  s,  200  w  Tilden  av,  100x100.  Louis  Leiserson  et  al 
to  Irving  Realty  Co.     Mort  $2,300.     Nov  17.     Dec  3,  lOOG. 


A   of 
nom 


other  consid   and   100 
Adolph  Blomberg  to  Patrick 

875 
125x109.0. 


•21Gth  st,  s  s,  225  w  6th  av,  25x100. 
Quaid.      Nov  8.     Dec  6.   1906. 

*224th  st,   s   s.  310.7  e   Paulding  av, 

223d  st,  n  s,   365.10  e   Corsa  lane,  25x109.6. 

22.3d  st,   n  s,  315.10  e  Corsa  lane,   25x109.6. 

The  Brownhill  Co  to  A  Shatzkin  &  Sons.     Mort  $ .     Nov  15. 

Dec   1,  1906.  other  consid  and  100 

•223d  st,  s  s,  230  e  White  Plains  av,  100x114,  Wakeheld.  Phebe 
J  Stadlmair  to  Carmine  Squillante.     Dec  5.     Dec  6,  1906.  nom 

•223d  st,  s  s,  ISO  e  White  Plains  av,  100x114.  Same  to  Dominick 
and  Carmela  Squillante.     Dec  5.     Dec  6,  1906.  nom 

*228th  st,  s  s,  2.55  w  Prospect  Terrace,  50x114,  Wakefield.  Wm 
Burke  to  Bhrich  Peterson  and  Frederick  Deligdish.  Mort  $800. 
Dec  1.     Dec  3,  1006.  nom 

Same  property.  Sarah  C  Beattie  to  William  Burke.  Mar  19. 
Rerecorded   from   Mar  22,   1906.      Dec  3,   1006.  100 

*231st  st|s   s.   130.6  w  White  Plains  road,   runs  s  115  x  e  25  x  s 

230th  st  I  115  to  n  s  230th  st  x  w  75  x  n  230  to  231st  st  x  e  50 
to  beginning,  Wakefield.  Frank  Gass  to  Joseph  Courtenay. 
Mort  .$3,400.      Nov  2,      Nov  30,   190G.  other  consid   and   100 

235th  st,  n  s,  20O  w  Keppler  av,  50x100,  vacant.  Louis  Meyer 
Realty  Co  to  Leontine  A  Marx.  Mort  $1,500.  Nov  24.  Nov 
30,   1900.     12:3370.  other  consid  and   100 

236th  st,  s  s,  100  w  Oneida  av,  50x100,  two  2-sty  frame  dwellings. 
Release  mort.  A  Walker  Otis  TRUSTEE  to  Geo  W  Lockwood, 
of  Mt  Vernon,  N  Y.     Nov  30.     Dec  3,  1906.     12:3366.  nom 

238th  st   (2d  av),  n  s,  360  e  Keppler  av,  20x100,  vacant. 

23Sth  st  (2d  av).  n  s,  bet  Keppler  av  and  Katonah  av,  and  being 
lots  100  and  101  of  parcel  17  map  339  lots  Woodlawn  Heights. 
40x100. 

Joseph   W   Shannon   to   Sarah  P   Lyons.     Mort   $2,200.      Nov  30, 
1906.     12:3379.  other  consid  and   ItK) 

239th  st,  s  s,  160  w  Katonah  av,  60x100,  vacant.  Mary  A  Ahearn 
to   Elsa   Schroeder.      Nov  27.     Nov  30,   1006.      12:3370. 

other   consid   and   100 

239lh  st,  n  w  cor  Katonah  av,  205x100.  1-sty  frame  building  and 
vacant.  John  McNulty  to  J  Romaine  Brown.  Mort  $7,000. 
Nov  15.     Dec  3,   1006.     12:3380.  other  consid  and  100 

•243d  or  Huguenot  st,  n  s,  west  25.1  of  lot  1G9  map  Penfleld  prop- 
erty. South  Mt  Vernon,  25.1x100.  Abraham  Epstein  to  John  S 
Rumienski.     Mort  $3,000.     Dec  5.     Dec  G.   1906. 

other  consid  and  100 

•243d  or  Huguenot  st,  n  s,  149.11  w  White  Plains  av,  25.1x100, 
being  east  8.3  of  lot  169  and  west  16.10  of  lot  170  same  map. 
Morris  Geller  to  John  S  Rumienski  .  All  of  mort  $3,(X)0.  Dec 
4.     Dec  0,  1906.  other  consid  and  100 

•Same  property.  Same  to  Marcus  and  Sarah  Schorr.  1-3  right, 
title  and  interest.  Correction  and  confirmation  deed.  Mort 
?3,000.     Dec  5.     Dec  6,  1006.  other  consid  and  100 

•Same  property.  Marcus  Schorr  to  Morris  Geller.  All  title.  Dec 
4.     Dec   6,   1906.  other  consid  and   1(X) 

*Av  C,  n  w  cor  14th  st  100. 8x40.4x1  llx.39,  Unionport.  Eliz  Dellg- 
mann  to   Katharina  Gass.     Mort  $4,000.     Dec  1,  190<i. 

other   consid   and   100 

*Av  Alw  s,  extends  from  3d  to  4th  sts,  216x305,  except  parts  for 

3d  st  I    sts  and  avs. 

4th  st  1 

Westchester  Creek,   w  s,   extends  from  3d  to  4th  st. 

Av  A.  e  s,  extends  from  3d  to  4th  st,  216x305x216x214  on  4th  st 
x216x2.50  on  3d  st,  Unionport. 

Wm  J  Smyth  by  Lillian  Matern  GUARDIAN  to  Geo  J  Kuhn.     All 
title.     June  1.     Dec  3,  1906.  5,750 

Arthur  (Central)  av,  s  w  cor  170th  st.  50x100,  except  part  for 
av  and  East  179th  St.  vacant.  Alexander  McLaughlin  to  Abra- 
ham Shapiro  and  David  Greenspan.  Mort  $1,000.  Nov  30,  1900. 
11:3068.  other  consid  and   100 

Arthur  av,  w  s.  114  s  189th  st,  50x119. 7.x50xll9. 5,  vacant,  except 
part  for  Arthur  av  and  part  conveyed  to  Henry  Sheehan  by  John 
Berrian  et  al  recorded  in  Westchester  Aug  7,  1808.  Henry  Shee- 
han to  Wm  Stonebridge.  Mort  $1,500.  Oct  22.  Oct  23,  1906. 
11:3066.  Corrects  error  in  issue  of  Oct  27,  when  location  was 
s  of  lS7th  St.  other  consid  and  100 

Belmont  (Cambreleng)  av.  No  2.501,  w  s,  216.1  s  Pelham  av,  18.10 
xS7.6.  2-sty  frame  dwelling.  Kate  Clark  to  Charles  Weis.  Mort 
$2,750.     Dec  1.     Dec  3,  1906.     11:3078.  other  consid  and  100 

Belmont  av,  Nos  2129  to  2147,  w  s,  78.7  n  ISlst  st,  125x86.2x125 
X — ,  seven  2-sty  frame  dwellings.  Herman  Aaron  to  Daniel  J 
Mendelson.  5-8  parts.  Mort  $34,000.  Sept  27.  Dec  3,  1906. 
11:3082.  other   consid   and   100 

Same  property.  Same  to  Arthur  R  Parsons  and  Ralph  M  Holz- 
man.     3-8  parts.     Mort  $34,000.     Oct  8.     Dec  3,  1906.     11:3082. 

nom 

Bailey  av,  e  s,  209.5  s  Kingsbridge  road.  50x100,  vacant.  Thos 
M   Weed  to  John   J   Mahony.      Dec  3,   1906.      11:3230. 

other  consid  and  100 

*Bronx  Park  av  or  .Berrian  av.  No  83,  n  e  cor  177th  st.  25x100. 
Anna  D'Amico  to  Sidonie  Franklin.  Mort  $4,(X)0.  Nov  28.  Nov 
30,    1900.  other   consid   and    100 

Briggs  av,  No  2960,  on  map  No  2958,  s  s,  122.8  e  Southern  Boule- 


vard,   22.8x110,    2-sty    frame   dwelling.      Joseph    G   Wassmer   to 
Duncan  McQueen.     Mort  $5,550.  Nov  28.  Nov  30,  1906.  12:3298. 

nom 

*Bracken    av,    e    s,   22o   n   Jefferson   av,   50x100.      Land   Co 
Edenwald  to  Meyer  Schwartz.     Nov  22.     Nov  30,  1906. 

•Bay  av,   s  e  cor  Nonh  st,  50.5x100x52.9x100. 

Fordham  av,  n  e  cor  North  st,  37x100,  City  Island.  I 

Fredk  W  Paas  to  Lawrence  Delmour.     Nov  28.     Nov  30,  190ti. 

100 

Bergen  av.  No  0ij2,  s  e  s,  192.10  s  w  153d  st,  runs  s  e  123.1  to| 
c  1  old  mill  brook  x  s  18.10  x  n  w  131  to  av  x  n  e  17.1  to  be- 
ginning. 

Bergen  av.  No  054,  s  e  s,  175.11  s  w  1.53d  st,  16.11x123.1  to  old 
mill   brook  x]8.7xll5.4,   two  3-sty  frame  tenements. 
Joseph  Engel  to  Minnie  L  Maher.     Mort  $10,500.     Dec  4.     Dec 

0,  1906.     0:2361.  other  consid  and  100 
Bathgate  av,  s  w  cor  173d  st,   100.2x70,  vacant.     Abraham  Good- 
man to  Solomon  Geilich.     %  part.     Mort  $17,000.     Dec  4.     Deo 
6,   1906.      11:2014.  other  consid  and  100 

Bainbridge  av,  s  e  s,  110.10  s  w  Mosholu  Parkway  South,  25xSlx 

25x80,    2-sty   frame   dwelling.      Wm   G   Bergen   to   Albert   Staib. 

Dec  1.     Dec  6,  1906.     12:3290.  other  consid  and  100 

Bathgate  av.  No  1098.  e  s,  100.10  s  170th  st,  10.8x85.8x10.8x85.4. 
Bathgate   av,   No   lOOG,   e   s,   110.8  s   170th   st,   old   line,   16.8x00, 

except  part  for  av. 

two  o-sty   frame   tenements. 

Samuel  Wormser  to  Henry  Bach.     Mort  $12,200.     Nov  30.     Dec 

1,  1006.     11:3044.  other  consid  and  1(D0 
Bathgate  av.  No  1098,  e  s,  100.10  s  179th  st,  10.8x85.8x16.8x85.4. 

3-sty   frame    tenement.      Jennie    Wormser    to    Samuel    Wormser. 
Mort  $5,000.     Oct  31.  Dec  1.  1906.  11:3044.    other  consid  and  100 

Brook  av.  No  1460,  e  s,  34.2  n  St  Pauls  pi,  25x100.0,  4-sty  brk 
tenement.  August  Schramm  to  Theodore  Nolting.  Mort  $1().- 
OllO.     Nov  30.     Dec  1,  1006.     11:2895.  other  consid  and  100 

Bathgate  av,  No  1096,  e  s,  116.8  s  170th  st,  old  line.  16.8x90, 
3-sty  frame  tenement.  Catharine  McCabe  to  Samuel  Wormser. 
Mort  $5,000.     Nov  30.     Dec  1,   lOOG.     11:3044. 

othor   consid   and   100 

Briggs  av,  s  w  cor  197th  st,  154x62.7  to.  private  st.  except  part  for 
107th  st  and  Briggs  av,  vacant.  Virginia  Sampter  to  George  E 
Buckbee.     All  liens.     Dec  5,  190().     12:3301.  other  consid  and  100 

Bathgate  av.  No  1634,  e  s.  ISO.l  n  172d  st,  25x00.7,  4-sty  brk 
tenement.  Chas  W  Callahan  to  Adolph  Maisch.  Mort  $14,150. 
Dec   1.     Dec   5.   1906.     11:2920.  other  consid   and  100 

*Benedict  av,  s  s.  268  w  Pugsley  av,  100x100.  Edw  H  Kelly  to 
Ronald  K  Brown.     Mort  $2,590.     Nov  28.     Dee  4,   100(j. 

other  consid   and  100 

Bathgate  av,  No  1715,  w  s,  abt  100  s  174th  st,  25x120,  except 
part  for  av,  2-sLy  tram^  dwelling.  Fannie  Cohen  to  Joseph 
Schneider.      Mort    $0.0f)0.      Dec    1.      Dec    4.    1906.      11:2015. 

other   consid   and   100 

Bathgate  av,  n  w  s,  75  s  w  170th  st,  old  lines,  75x100,  except  part 
for  av.  vacant.  Max  Pitkowsky  et  al  to  John  O'Leary.  Mort 
$11,000.     Dec  1.     Deo  4.  1906.     11:3044.  other  consid  and  100 

*Bronx  Park  av.  w  s.  75  n  170!h  st.  2.5x100.  Anna  and  Lena 
Schwartz  to  Robert  Adelman.  Mort  $3,100.  Dec  3.  Dec  4. 
1006.  other  consid  and  100 

Boston  av  or  road,  n  w  s,  at  e  s  Vyse  av  and  adj  the  Baptist 
Church,  runs  w  140  to  Vyse  av  x  n  e  130.7  x  s  e  68.0  x  s  w  23 
X  s  e  5S.9  to  av  at  beginning,  vacant.  L  Napoleon  Levy  to 
Alfred  B  Dunn.     B  &  S.     Mort  .f .     Dec  6,  1900.     ll:.30O5.     nom 

Cauldwell  av.  No  897,  w  s,  217  n  101st  st,  18x100,  3-sty  brk 
dwelling.  Fredk  S  Wait  to  Marcus  Weyl.  Nov  27.  Nov  28, 
1906.  10:2027.  Corrects  error  in  last  issue,  when  st  No  was 
8(0.  nom 

•Castle  Hill  av,  e  s,  203.9  s  Parker  av,  25x103.9x25.0x92.7.  Jonas 
Weinberger  to  Isaac  L  Dunn.     Dec  5.     Dec  6,  1906. 

other  consid  and  100 

College  av,  e  s,  225  s  171st  st,  .50x125,  vacant.  Anna  Habicht  to 
Fortunato  D'Onofrio  and  Vingenza  Botta.  Mort  $1,.300.  Dec  1. 
Dec  4,  i;:W6.     11:2784  End  2780.  other  consid  and  100 

Clay  av.  No  1601,  w  s,  1.53  n  173d  st.  2.5.x05,  2-sty  frame  dwell- 
ing. Amy  J  wife  Carl  H  Dittmar  to  Maria  W  Dittmar.  Mort 
$5,200.      Dec    4,    1006.      11:2790.  other   consid   and   100 

Creston  av,  n  w  cor  170th  st,  90.10x40,  2-sty  brk  dwelling.  An- 
drew J  Thomas  to  Jakob  Mayer.  Mort  $12,000.  Nov  28.  Nov 
30.    1906.      11:2807   and   2S08.  other   consid   and   100 

Cambreling  av,  n  w  cor  ISSth  st,  05x100,  vacant.  Saul  Ellner  to 
Moses  Hess.     Mort  $6,000.     Dec  3.     Dec  G,  1006.     11:.3075.      nom 

Clinton  av.  No  1421,  w  s.  100  s  Crotona  Park  South,  runs  w  50 
and  .50.8  x  s  16.6  x  e  100  to  av  x  n  24  to  beginning,  2-sty  frame' 
dwelling.  Alexander  Lion  to  Moses  Salm.  Mort  $5,000.  Nov 
28.      Nov  30.   190G.      11:2936.  other   consid   and   100 

Crimmins  av,  Nos  313  and  315,  w  s,  48.4  n  141st  st,  47.10x80. 
5-sty  brk  tenement.  Moritz  Klein  Realty  &  Construction  Co 
to  Max  Helfstein  and  Max  Sperber.  Mort  $31,000.  Nov  27. 
Dec  3.  1906.     10:2556.  other  consid  and  100 

Crimmins  av,  Nos  313  and  315,  w  s,  48.4  n  141st  st,  47.10x80.  5- 
sty  brk  tenement.  Release  mort.  Max  Lipman  and  ano  to  Mor- 
itz Klein  Realty  and  Construction  Co.  Nov  20.  Dec  3,  1906. 
10:2.556.  100 

*Columbus  av,  n  w  cor  Hancock  st,  25x100.  Marcus  Nathan  et 
al    to    Augusta    B    Fremm.      All    liens.      Nov   27.      Dec   3;   1906. 

other  consid  and  100 

*Duncombe  av.  w  s.  350  s  Julianna  st,  50x125,  Olinville.  Bronx 
Borough  Bank  to  Wm  P  Sandford.     Feb  20,  1005.     Dec  4,  1906. 

nom 

*Eastchester  road,  e  s,  136  s  Seminole  av,  27.2x137.7x25x127.10.1 

Rhinelander  av,  s  s,  1.31.6  e  Eastchester  road.  50x100.  | 

Release    mort.      John   J   Brady   to   Hudson   P   Rose   Co.      Dec   3. 
1906.  300 

*Eastchester  road,  e  s,   136  s  Seminole  av,  27.2x137.7x25x127.10.1 

Rhinelander  av,   s   s,   131.6  e  Eastchester  road,  50x100.  | 

Release  mort.     Lawyers  Title  Ins  &  Trust  Co  to  Hudson  P  Rose 
Co.      Nov   27.      Dec  3,   1006.  1,300 

*Ed\vards  av,  w  s,  abt  226  n  Marrin  st,  51x69.2x50x70.3,  at  West- 
chester. John  J  Lyons  to  Ellsworth  E  Doty.  Nov  23.  Dec  4, 
1006.  nom 

*Fon  Schuyler  road,  e  s.  66.2  n  Haskins  st, -33. 10x100,  Throggs 
Neck.  Frank  Hewitt  and  Ida  his  wife  to  Wm  A  Cokeley.  Dec 
3.     Dec  5.  1900.  nom 

•Same  property.  Wm  A  Cokeley  and  Harriet  M  his  wife  to  Frank 
and  Ida  Hewitt.     Dec  3.     Dec  5.  1006.  nom 

Franklin   av.   No   1100,   s  e  cor  IGGth  st,   100x31.6. 

Franklin  av.  No  1098,  e  s,  100  s  160th  st,  37.0x105, 
two   5-sty  brk  tenements. 

John  Schlcich  to  Hermalgus  Realty  Co,  a  corpn.     Mort  $05,500. 
Dec  3.     Dec  5,  1000.     10:2007.  other  consid  and  100 
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Forest  av,  No  1133,  w  s,  150  s  Home  st,  20x87.0,  3-sty  brk  dwell- 
ing. Robt  G  Linnert  to  Anna  L  Lynch.  Mort  $0,(JUO.  Dee  ti. 
VMCi.      10:2(:r)l.  other    consid    and    100 

Grant  av,  Nos  043  to  955,  w  s,  55.0  n  l(j3d  st,  140.\0r>.2,  seven 
o-sty  brk  dwellings.  Eliza  McParland  to  Wm  E  Diller.  Morts 
$5(j.(!00.     Dec  4.     Dec  (J,   lOOti.     0:2440.  nom 

Grand  Boulevard  and  Concourse,  s  w  cor  170th  St.  runs  w  11. .~i  x 
s  37.G  10  Boulevard,  x  n  'A'.f.'J  to  beginning,  gore,  vacant.  Er- 
nest Wenigman  to  Emma  Bernhard.  B  &  S  and  C  a  G.  .Ml 
liens.      Nov  2,S.      Dec   3,   1000.     11:28(18  and  2811. 

other  consid  and   100 
av.    s    e    cor    Grace    av,    20x100.0x2(5x107.1,    Westchester. 
Cook  to   Martin  PletEcher.   Mort  !|!3,(X(0.     Nov  30.     Dec  3, 

nom 

Grant  av,  Nos  043  to  9.55,  w  s,  55.9  n  l(i3d  St.  139.9x05.2,  seven 
.'!-sty  brk  dwellings.  Release  mort.  Isaac  Metzger  to  Eliza  Mc- 
Parland.    Nov  30.     Dec  4,  1900.     9:2440.  20,000 

Grant  av,  Nos  043  to  0.55,  w  s,  55.9  n  lG3d  st,  140x95.2,  seven  3- 
sty  brk  dwellings.  Wm  E  Diller  to  Eliza  McParland.  Dec  3. 
Dec   4,   1900.     9:2440.  nom 

Grand  av.  No  1993,  w  s,  4.55.S  s  Burnside  av,  2-5x107.5x25x100.11, 
2-sty  frame  dwelling.  Harry  B  Cutner  to  Joseph  Cohen.  Dec 
3.      Dec   4.    1000.      11:2800,  other   consid   and   1(X) 

Grand  Boulevard  and  Concourse  (Av  C),  w  s,  25  n  l.S2d  st,  25x 
125,  except  part  for  av,  vacant.  Marie  C  wife  Thos  C  Smith  to 
Dennis  W  Moran  and  Mary  E  Bird.  Q  C.  Nov  22.  Dec  4,  1900. 
Il:.'tl03.  ■  nom 

Grand  av.  No  1993,  w  s,  455.S  s  Burnside  av.  25x107.5x25x106.11, 
2-sty  frame  dvvelling.  Joseph  Cohen  to  Harry  B  Cutner.  Mort 
.$7,000.     Dec  4,   1900.      11:2800.  other  consid  and   100 

*Gleason  av,  n  w  cor  173d  st,  runs  n  125  x  w  100  x  s  25  x  e  75 
X  s  lUO  x  e  25  to  beginning.  Emil  Fleischl  to  Gustav  Killen- 
berg.      Nov   28.      Nov   30,    1900.  other  consid   and   1(!)0 

Hughes  av.  No  2238,  e  s,  75  n  lS2d  st,  30x70.  4-sty  brk  tene- 
ment. Marie  Krabo  to  Rachel  Levy.  Mort  !fl3,000.  Dec  1.  Dec 
3,  1906.     11:.3086.  other  consid  and  100 

*Hobart  av,  w  s,  75  s  Waterbury  av,  50x100.  Hudson  P  Rose 
Co  to  Charles  and  Auguste  Wild,  tenants  by  entirety.  Dec  1. 
Dec    3,    1900.  •  nom 

Hoe  av,  w  s,  200  n  Jennings  st,  50x100,  vacant.  Benjamin  Nathan 
to  Christian  C  Regelmann.     Mort  $2,000.     Dec  5,  1900.  11:2981. 

nom 

Intervale  av,  n  e  cor  Westchester  av,  runs  n  e  75.1  x  n  e 
w    30.4    to    Intervale    av    x    s    75.1    to    beginning,    vacant. 
Reinig    to    Julius    Wolf.      Mort    .f2,000.      Oct    31.      Dec    1, 
10:2704.  other  consid 

Independence  av,  late  Palisade  av.  n  e  cor  252d  st,  late  South  st, 
runs  e  along  South  st  .304.4  x  n  183  x  w  312.8  to  av  x  s  172  to 
beginning,  contains  1  251-1.000  acrcs.»2  and  3-sty  frame  dwell- 
ing. Florence  E  Allien  widow  to  Harry  L  Shultz.  Nov  15.  Dec 
5,    1000.      13:3424.  other  consid   and   100 

*Jones  av,  e  s,  250  n  Jefferson  av,  25xl(X).  Land  Co  B  of  Eden- 
wald  to  Jacob  Ratner.     Nov  10.     Dec  5,   1906.  nom 

Jackson  av.  No  1162,  e  s,  100  n  Home  st,  55x47.8x51.8x78.1,  3-sty 
brk  dwelling  and  2-sty  frame  building  in  rear.  Louisa  A  Black 
widow  to  John  Hirsch.     Dec  1.     Dec  5,  1006.     10:2562.  nom 

*Jones  av,  e  s,  425  n  Jefferson  av,  oOxKXX  Edenwald.  Philip 
Sonkin  to  Emma  Wedderliu.  B  &  S.  Mort  .$4.50.  Nov  30.  Dec 
3,   1906.  nom 

*Jones  av,  e  s,  220.10  s  Kingsbridge  road,  25x100.  Land  Co  B  of 
Edenwald  to  Saul  Raskin,  of  Providence,  R  I.  Oct  11.  Nov  30. 
100(1.  nom 

Johnson  av.  s  e  s,  560  n  e  Tremont  av,  132.11x50.2xl33x.50.2, 
except  part  for  179th  st  and  Mapes  av,  vacant.  August  H  Daum 
to  John  A  Steinmetz.  Mort  $4,000.  Dec  3.  Dec  4,  1900. 
11:3108.  other   consid   and   1(10 

Jerome  av,  Nos  2439  and  2441,  n  w  s,  575.11  s  w  190th  st,  54.x90, 
two  4-sty  brk  tenements  and  stores.  Charles  Berls  to  John 
Miller.      Mort   $38,000.      Dec   3.     Dec   4,   1900.      11:3199. 

other  consid  and  100 

*Lawrence  av,  e  s,  125  n  Westchester  av,  250x90. 

Lawrence   av,    e   s.   50  n   Westchester  av,   50.x90. 

St  Marys  av,  w  s,  50  n  Central  av,  50x100. 

St  Marys  av,  s  w  cor  Westchester  av,  ,50x100. 

John  P  Wenninger  to  Thomas  Gilmartin.     Mort  | .     Nov  16. 

Nov   30,   190(1.  10,275 

*Morris  Paik  av,  s  s,  150  e  Rose  st,  2S.x— x — xlOO.  Marie  F  Mills 
et  al  by  George  B  Morris  GUARDIAN  to  John  Snyder.  All  title. 
Nov   28.      Dec   1.   1906.  2.700 

Same  property.  Release  dower.  Emiua  Mills  widow  to  Marie 
F  and  Irene  I  Mills.     July  7,   1904.     Dec  1,   1006.  100 

Morris  av  I  n  e  cor  1.55th  st,  runs  e  00.3  x  n  114  x  e  30.1  x  n  84.7 

Park  av     |     to  s  s   150th  st,  x  w  46.10  to  e  s  Park  av,  x  s  143. 5| 

1.55th  st     I     to  e  s  Morris  av,  x  s  7.5. .5  to  beginning,  vacant.     Re- 

1.56th  st  I  lease  mort.  Knickerbocker  Trust  Co  to  Loewenthal 
Realty   and   Building   Co.      Dec   4.      Dec   5,   1900.     0:2415.     25,000 

Morris  av.  No  2255,  w 
2-sty  frame  dwelling. 
Geo  H  Grebert.     Mort  $2,.50O.     Dec  1.     Dec  3,  1000.     11:3182. 

other   consid   and   lOi) 

Marion  av.  No  2970,  s  e  s,  226.11  n  e  Southern  Boulevard.  .82. 6x 
110,  2-sty  frame  dwelling.  Fred  M  Edwards  to  Thos  J  Hig- 
gins.     Mort  .$0,000.     Nov  30,  1000.     12:32,8.5.    other  consid  and  100 

Morris  av,  Nos  lOliO  to  1(J08.  e  s,  270  n  l(5oth  st,  runs  e  92.6  x  n 
12  x  e  2.6  X  n  87.8  x  w  95  to  av  x  s  100  to  beginning,  five  3-sty 
brk  dwellings.  Release  mort.  Van  Norden  Trust  Co  of  City  of 
N  Y  to  Abraham  Orently.     Nov  21.     Dec  0,  1006.     9:2437.         nom 

Morris  av.  No  1070,  s  e  cor  l(3(lth  st,  69x9.5,  ,3-sty  brk  dwelling  and 
vacant.  Release  mort.  Hyman  Fish  to  Abraham  Orently.  Dec 
3.     Dec  5,  1906.     0:2437.  nom 

Morris  av,  Nos  10(jO  to  1068,  e  s,  270  n  165th  st,  runs  e  92.0  x  n 
12  X  e  2.0  X  n  87.8  x  w  95  to  av  x  s  100  to  beginning,  five  3-sty 
brk  dwellings.  Release  mort.  Hyman  Fish  to  .Abraham  Orently. 
Dec  3.     Dec  4,   1906.     9:2437.  nom 

Same  property.  Release  mort.  The  Van  Not  den  Trust  Co  to 
same.     Nov  21.     Dec  4,  1906.     9:2437.  nom 

Same  property.  Middleboro  Realty  Co  et  al  to  same.  Confirma- 
tion and  correction  deed.  All  liens.  Nov  23.  Dec  4,  1006. 
9:2437.  nom 

Morris  av.   No  1058,  e  s,  2.50  n  l(j5th  st,   20x92.6. 

Morris  av.  No  1060,  e  s,  adj  above  on  north.  [ 

Party    wall    and    beam    agreement.      Max    Cohen    with    Abr,iham 
Orently.     Mar  8.     Dec  4,   1900.     0:2437.  2.50 

Morris  av,  s  e  cor  KlOth  st,  48.11x95x49.4x9.5,  vacant.  Release 
2  morts.  The  Van  Norden  Trust  Co  to  Abraham  Orently.  Nov 
21.     Dec  5,   190(1.     9:2437.  nom 

*Matthews  av,  w  s,  225  s  Brady  av,  2.5x100.  Fidelity  Develop- 
ment Co  to  Alice  M  Cade,  of  Galilee,  Wayne  Co,  NY.  B  &  S. 
Nov  30.     Dec  4,  1900.  nom 


243.1   s  l,S.3d  st,   18.9x103.3x18.0x103.8, 
Annie  B  wife  of  and  Denis  L  Delaney  to 


*Muliner  av,  w  s,  257.3  s  Pelham  Parkway,  50xl(X).  Fidelity  De- 
velopment  Co   to  Sebastian  Sommer  Jr.     Nov  28.     Dec  3,   1000. 

nom 

•Oakes  av,  w  s,  138.8  s  Kingsbridge  road,  25x100.  Land  Co  "B" 
of  Edenwald  to  Waldemar  Walter,  of  Hoboken,  N,J.  Nov  10. 
Dec  0,  1006.  nom 

*Pleasant  av  (2d  av).  No  91,  e  s,  333.4  s  2d  st.  33.4x100,  Olinville. 
Alma  Schostak  to  August  Ellinghaus.  Mort  .$4,200.  Dec  1. 
Dec    3,    1900.  other    consid    and   200 

'■'Pilgrim  av  |e  s,  100  n  Tremont  road,  runs  e  95  x  n  25  x  e  05  to 

Edison  av  |  w  s  Edison  av  x  n  .50  x  w  190  to  Pilgrim  av  x  s  75 
to  beginnin,^.  Louis  E  Ganzenmuller  to  Casta  Gainsborg.  Nov 
20.      Nov  .30.   lOiXi.  other  consid  and   KJO 

'^Prospect  av,  n  s.  abt  470  e  Fort  Schuyler  road,  50x121. 8x.50x 
123.11.  George  Joseph  to  Heinrich  Rehling  and  Katharina  his 
wife,  joint   tenants.     Dec  5.     Dec  0,  1906. 

other   consid  and   100 

Prospect  av.  No  1302,  e  s,  57.9  s  Jennings  st.  10x01.4x10.2x88.0. 
3-sty  frame  tenement  and  store.  PVank  Herud  to  Henry  Bohlen. 
Mort    $8,0(J0.      Nov    .■'.O.      Dec    1,    1000.      11:2071. 

other   consid   and    100 

Park   av,   s   w   cor   179th   st,   101.1x100x100x115.1, 

Park    av,    w   s,    131.5   s    170th   st,    ](l5.3xl45x.S4xl42.7,   except   as 
follows:   Plot  begins  145  w  Park  av  and  236.0  s  179th  st,  runs 
n  84  x  e   17.4  x  s  ,S(1.7  x  w   17   to   beginning,  vacant. 
Charles  Lowe  to  Jacob  Scheer.      i^   part  of  all  title.     Mort  $19,- 
(l(l(>.     Dec  27,  1005.     Dec  4,  1M06.     11:3028.  nom 

*Prospect  av.  n  s,  abt  475  e  Fort  Schuyler  road.  50xl21.8.x.50x 
123.11.  Adrieune  Norrito  to  George  Joseph.  Dec  3.  Dec  4, 
1906.  other   consid   and   100 

Park  av.  No  3712,  e  s,  104  n  170th  st,  2.5x1.50x30x150,  2-sty  frame 
building.  Anna  Ruser  to  Nicholas  Ruser.  Mort  .$3.3.50.  Nov 
28.      Nov  30,   1000.     11:2902.  other  consid  and  100 

Prospect  av,  e  s,  132.4  n  Beck  st,  0.0x100.  Release  mort.  Law- 
years  Title  Insurance  &  Trust  Co  to  Prospect  Avenue  Realty 
Co.     Nov  15.     Dec  6,   1900.     10:2685.  nom 

Randall  av,  s  e  cor  Manida  st.  100x42.5,  vacant.  Release  mort. 
The  Trust  Co  of  America  to  East  Bay  Land  &  Impt  Co.  Nov 
5.      Dec  (1,   100(1.     1(1:2768.  nom 

River  av,  w  s,  80  n  107th  st,  20x100,  2-sty  frame  dwelling.  Geo 
W  McAdam,  Jr,  to  John  Johnson  and  Anna  his  wife  tenants  by 
entirety.     Nov  30.     Dec  (1,  1011(1.     9:24.80.        other  consid  and  100 

*Road  from  Westchester  village  to  Whitestone  Ferry,  e  s,  at  n  w 
cor  land  Wm  Walsh,  contains  .S  30-](l(l  acres,  and  known  as  the 
Randall    Farm,    Throggs    Neck.      Chas    D    Allison    to    Edgewater 


Realty  Co.      'A   part.     All   title.     Mort   $12,(100.     Dec  5.     Dec  0, 
lOOll.  other  consid  and  100 

•Same  property.  Wm  H  Wallace  to  same.  All  of  mort  $12,000. 
Dec  5.      Dec   (!,   1906.  other  consid  and   100 

*Same  property.  Susie  W  Harley  widow  to  same.  Q  C.  Nov 
5.      Dec   0.    1906.  nom 

*Same  property.  Assignment  of  declaration  of  trust.  Geo  P 
Allison  to  Charlotte  D  Allison.  All  title.  Nov  7,  1895.  Dec  6, 
1906.  3,500 

"Rosedale  av,  e  s,  75  s  Mansion  st,  25x100.  Release  mort.  Abra- 
ham Sapolskv  to  Jacob  Pinkofsky,  Pincus  Harrison  and  Barney 
Somergrod.      Nov   3(1.      Doc    1.   1000.  750 

'■Roscdale  av,  w  s.  lot  485  blk  P  amended  map  Mapes  estate,  2.5x 
102.  CONTRACT.  Vito  Pomponio  with  Mamie  Schlolem.  Mort 
$3,300.      Nov  20.     Dec  5,   1906.     Contracts.  5,200 

Randall  av,  s  e  cor  Manida  st,  100x425,  vacant.  The  East  Bay 
Land  &  Impt  Co  to  Simon  Dressel.  B  &  S.  Nov  20.  Dec  5,  1900. 
10:270,8.  other  consid  and   100 

Southern  Boulevard,  e  s.  200  n  Jennings  st.  25x100,  2-sty  frame 
dwelling.  Release  claims  as  to  Elevated  R  R.  David  Laemmle 
to  The  City  of  N  Y.     July  2.5.     Dec  4,  19(10.     11:2981.  250 

Southern  Boulevard,  s  e  s,  at  n  s  147th  st,  runs  n  e  29.3  x  s  24.3 
to  n  s  147th  st  x  w  16. .5  to  beginning,  vacant.  Henry  L  Morris 
and  ano  TRUSTEES.  &c,  Gouverneur  Morris  to  Diedrich  Knabe. 
All   title.     Q  C.      Nov  2,8.     Dec  4,  1906.     10:2600.  163 

St   Anns  av.   No   140  In  e  cor  134th  st.  20x80,  4-sty  brk  tene- 

]34th  St.  Nos  .841  and  .843  |  ment  and  store.  Ansonia  Realty  Co 
to  Veronica  Klarenmeyer.     Mort  $15,000.     Dec  4,  1900.  10:2547. 

100 

'*St  Agnes  av,  w  s,  150  s  Westchester  av,  50x100.  John  P  Wen- 
ninger  to   Matilda  Baas.     Mort  $ .     Nov  16.     Nov  30,   1906. 

1,030 

St  Anns  av.  No  761,  n  w  cor  1.57th  st,  2.5x100,  4-sty  brk  tenement 
and  store.  Morris  A  Llebert  et  al  to  to  John  M  Heidelberger. 
Mort  ,$21000.     Dec  4.     Dec  5,  1906.     9:2360.  nom 

Tinton  av.  Nos  033  and  037,  w  s,  100  s  1.52d  st,  75x100,  two  5-sty 
brk  tenements.  Samuel  Greenberg  to  Bernhard  Block  and  Gott- 
lieb  Glauber.      Mort  .$0.5.000.      Nov  28.      Dec   1,   1900.     10:20.53. 

other  consid  and  100 

'''Tremont  road,  u  w  cor  Edison  av,  .50xl(X).  Bankers  Realty  and 
Security  Co  to  John  Kahl.     Dec  5.     Dec  0,  1900. 

other  consid  and  100 

Tiebout  av.  No  2,3.53,  w  s,  .50  s  Clark  st,  25x100,  2-sty  frame  dwell- 
ing. Peter  Handibode  to  John  Boyajean.  Mort  $3,000.  Dec  1. 
Dec  4,  190(5.      11:3146.  nom 

Trinity  av  In    w   cor   Kilst   st,   25x100,   4-sty  brk   tene- 

161st  St.  Nos  .853  to  S57[  ment  and  store.  Henry  Schwalenberg  to 
Anthony   Hoffmann.     Mort  $15,OtlO.     Dec  4,   1906.     10:2631. 

other  consid  and  100 

Tinton  av.  No  772,  e  s,  66.8  s  1.58th  st,  16.8x100,  2-sty  frame 
dwelling.  Conrad  Krass  to  Wm  G  Theurer.  Mort  $3,300.  Dec 
3.      Dec  4,   190(5.      10:2(555.  nom 

Same  property.  Wm  G  Theurer  to  Herman  Krass.  Mort  $3,300. 
Dec  3.      Dec   4.   1900.     10:2055.  nom 

Tinton  av.  No  774.  e  s.  50  s  Cedar  pi  or  15,Sth  st,  10.8x100,  2-sty 
frame  dwelling.  Conrad  Krass  to  Wm  G  Theurer.  Mort  $3,300. 
Dec  3.     Dec  4,  190(1.     10:2055.  nom 

Same  property.  Wm  G  Theurer  to  William  Krass.  Mort  $3,300. 
Dec    3.      Dec   4.    100(1.      10:20.55.  other   consid    and    100 

Tinton  av,  Nos  148  and  150,  e  s,  140.2  n  152d  st,  35.0xl21.5x.58.Sx 
112.1.  5-sty  brk  tenement.  Moses  Hess  to  Saul  Ellner.  Mort 
$;{!)..800.      Dec  3.      Dec  0,   1906.      10:2665.      other   consid  and   100 

"Tremont  road,  n  w  cor  Edison  av,  50x100.  Release  mort.  A 
Morton  Ferris  to  Bankers  Realty  &  Security  Co.  Dec  5.  Dec 
(1.   10(1(1.  500 

Union  av,  e  s,  90.1  n  lOlst  st,  225x100,  six  O-sty  brk  tenement. 
Syndicate  Construction  Co  to  May  B  Strasbourger.  Mort  $.33,- 
(1(10.     Nov  30.     Dec  1.  19(10.     10:2077.  nom 

Union  av.  No  998.  e  s.  101.2  s  165th  st.  .55x1(53.3,  3-sty  frame 
dwelling.  Isabella  Becker  and  ano  to  Leopold  F  W  Haas.  Mort 
$10,000.     Dec  4.     Dec  5.  1906.     10:2078.  other  consid  and  100 

Valentine  av,  e  s,  —  n  196th  st  and  being  lot  75  map  Metropolitan 
Real  Estate  Assoc  at  Fordham  Ridge,  except  part  for  Valentine 
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av.      Virginia   Sampler   to   Geo   E   Buckbee.      AH   liens.      Dee   5, 
190G.      12:3301.  other  consid   and   100 

Vysc  av,  Nos  13.S1  and  13S3,  w  s.  151.4  n  Home  st,  ■JO.'clOO.  two 
3-sty  brk  dwellings.  Moses  Glickman  to  Mary  Rablnovitz. 
Mort   $18,000.      Oct    K).      Dec   4,    1900.      11:2980. 

other  consid   and   100 
174.4  s  w  Hunts  Point  av  or  road,  25xl3G.llx 
George   F  Johnson  Sons   Co   to 
Dec  4,  1900.      10:27:;4. 
other  consid  and  100 
e    s,    250    u    104th    st,    25.xl05,   5-sty    brk 
tenement  and  si  ore.      Robert  H   Bergman 
part.      B   &   S.      All   liens.      Nov   30.      Dec 

KM) 
s   Nereid   av.   25x97.().     Whitehall   Realty 
Nov  30.     Dec  4,   1900.  100 

cor  l.")2d  si,   runs  s  292.3  x  e  200  to  w  s  Thiton  av 
n  41.8  X  w  100  X  n   150  x  e  lOO  to  w  s  Tinton  av 


Whillock  av,  s 
25.1x'l38.1].  3-sty  brk  dwelling. 
Hannah  Meyer.     Mort  $7,500.     Nov  30. 


Washington  av.  No  1010| 
Weiher  court,   No   1         | 

(o   Louis   E   Bliss,      y^. 

0,  1900.     9:2369. 
*\Vickham    av,    e    s,   450 

Co    to   Fridolin   Weber 
Wales  av 
Tinton   av 


152d  st  I  X  n  100  to  s  s  152d  st  x  w  200  to  beginning,  vacant. 
Geo  W  Campbell  to  William  Volk.  Vz  part.  Mort  $72,000. 
June  20.     Dec  4,  1900.     10:20.53.  lOO 

*Wickham  av,  w  s,  325  s  Nereid  av,  50x97.6.  Fi'jdolin  Weber  to 
Delia  A  Casey.     Mort  .$805.     Nov  28.     Dec  3,  1906. 

other  consid  and  100 

Washington  av.   No  1294] |n  e  cor  109th  st,  20x09.11,  4-sty  frame 

Hi9th  st,  Nos  743  to  747  |  tenement  and  store  and  two  1-sty 
frame  and  brk  stores.  Jennie  Wormser  and  ano  to  Miriam  De 
Vos.     Mort  $14,250.     Nov  28.     Nov  30,   1906.     11:2910. 

other    consid    and    100 

Wales,  av      [n    w    cor    St    Marys    st.    2(j2.5    to    s    s    St    Josephs    st 

St  Marys  st|     xlOO,   vacant.     Chas  F  Kastenhuber  et  al   to   Harry 

St  Josephs  st|  Lehr.  All  title.  Q  C.  Oct  19.  Nov  30,  1900. 
10:2574.  other   consid   and   100 

Woodlawn  road,  s  w  cor  Perry  av,  50x100,  vacant.  Murray  C 
Danenbaum  and  ano  to  Morton  M  Green.  Nov  28.  Nov  30, 
1900.     12:. 3333.  other   consid   and   100 

Walton  av.  No  2106,  e  s,  25  s  ISlst  st,  runs  e  98.0  x  s  e  15.8  x  s 
10.3  X  w  IIX)  to  av  X  n  25  to  beginning,  3-sty  frame  tenement. 
Release  mort.  Elsie  L  Herzog  to  Bernard  and  Nicholas  Gold- 
man.    Nov  20.     Nov  30,  1906.     11:3178,  3180  and  31.S5.  500 

Same  property.  Nicholas  Goldman  to  Bernard  Goldman.  %  part. 
All  liens.     Sept  20.     Nov  30,  1906.     11:3178,  3179  and  318.5. 

other  consid   and   100 

Walton  av,  w  s,  45.11  s  Belmont  st,  01xl6x.50x.52.3,  vacant. 
Eliz  A  Higgins  to  Claus  H  Kruse.  B  &  S.  Dec  4.  Dec  5,  1900. 
11:2838.  other   consid   and   100 

West  Farms  road,  old  w  s,  —  n  Rodman  pi,  also  37.10  n  land  of 
Episcopal  Church,  .38..5x21t^  to  e  s  Boston  road  x49.7x254.7, 
except  part  tor  road,  vacant.  City  Real  Estate  Co  to  Alfred  C 
Bachman.  B  &  S  and  C  a  G.  Mort  $10,000.  Dec  4.  Dec  (i, 
1900.     11:3010.  nom 

Same  property.  Alfred.  C  Bachman  to  City  Real  Estate  Co.  B  & 
S  and  C  a  G.     Mort  $10,000.     Dec  5.     Dec  6,  lt)06.     11:3010.  nom 

Whitlock  av,  s  e  s,  124.4  s  w  Hunts  Point  road,  25x141x25.1x14.3.3, 
3-sty  brk  dwelling.  George  F  Johnsons  Sons  Co  to  Claus  A  An- 
derson.    Mort  $7,500.     Nov  30.     Dec  3,   1900.      10:2734. 

other   consid    and    KM.) 

Washington  av,  No  1019.  w  s,  40  s  172d  st,  41.8x89.9,  5-sty  brk 
tenement.  Mark  Lurie  to  Irving  Realty  Co.  Mort  $35, ."(Ml. 
Nov   15.     Dec  3,   1900.      11:2904.  other  consid  and   100 

Whitlock  av,  s  e  s,  249.4  s  w  Hunts  Point  rd,  25x131.11x25x133.3. 
3-sty  brk  dwelling.  George  F  Johnsons  Sons  Co  to  Laurence  J 
Rice.      Mort   $7,.500.      Nov  30.     Dec  3,   1906.      10:2734. 

other   consid  and   100 

Walton  av.  No  2432.  e  s,  264.2  s  Fordham  road,  2.5x80x25.11x79.8, 
2-sty  frame  dwelling.  Wni  B  Potter  to  Harriet  Mintz.  Mort  $6.- 
500.      Nov   24.      Dec    .■;.    1900.      11:3184.  nom 

Willow  av,  n  w  cor  135th  st.  100x.50.  vacant.  Good  Mfg  Co  to 
Charles  Ramsey.     Nov  13.     Dec  3,  1906.     10:2.504. 

other  consid  and  100 

•1st  av,  n  w  cor  4th  st,  runs  n  22.8.0  to  s  s  2d  av  x  w  202  x  s| 
114.3  x  w  150.1  X  s  100.7  x  e  90.1  to  n  s  1st  av  x  still  e  203.5| 
to  beginning,  Wakefield.  j 

1st  av,  n  s,  1.4  w  from  s  e  cor  lot  118  on  map  new  village  ofl 
Jerome,  runs  n  57.4  x  e  —  to  e  s  lot  110  x  s  32.6  to  av  x  w| 
1.31.4  to  beginning. 

Except  1st  av,  n  s,  252  w  4th  st,  100x114.3.  | 

The    Twelfth   Ward    Bank   to   Filippo   Cartisano.      Mort    $15,000. 
Sept  28.     Dec  0,  190r>.  other  consid  and  100 

2d  av,  w  s  I  the   block,   exclusive   of   the    s   e   cor,   being 

Bronx  River,   e  s  j     ;J7.5  on  2d  av  xlOO;  the  premises  conveyed 

219th  st   (5thst),ss   |     are   bounded   on   n   x   .5th   st   142.   on   w   x 

21(ith  st  (2d  st),  n  s  i  Bronx  River  — ,  on  s  by  2d  st  227  bet 
Bronx  River  and  a  point  KJO  w  2d  av  x  n  .375  x  e  100  x  n  and 
along  2d  av  368  to  beginning.  Arthur  W  Sias  to  James  K 
Walter.      Oct  15.     Dec  4,   1906.  other  consid  and  100 

3d  av,  Nos  2923  to  2927,  w  s,  60.9  n  151st  st,  61.9xl3S.2x57x 
114.5,  2-sty  brk  store.  Geo  F  Moody  to  David  L  Phillips.  Mort 
.$.50,(X)0.      Nov   30,    r.lOO.      9:2374.  other   consid    and    KM) 

Same  property.  David  L  Phillips  to  Geo  F  Moody.  Mort  $311(11)1). 
Nov  30,   1906.     9:2374.  other  consid  and   KM) 

•Block  27,  lots  30  to  39;  block  26,  lols  48,  49  and  59  to  61;  block 
27,  lots  .52  to  .57;  block  5.  lots  7  lo  10;  block  22,  lots  .50  to 
64,  map  No  .393  of  Edenwald.  Samuel  Aronson  to  Everybodys 
Land- Co.     Correction  deed.     Mort  $12,000.     Dec  4.     Dec  6,  1900. 

other   consid   and    109 

•City  Island,  east  shore,  at  line  bet  lands  Hawkins  and  Hillman, 
runs  n  e  400  to  a  point  in  water  L  I  Sound  x  s  w  190  x  s  w  again 
400  X  n  —  to  beginning.  Eliz  D  De  Lancey  EXTRX.  &c,  Elias  D 
Hunter  to  Archibald  Robertson.  Correction  deed.  Nov  21.  Nov 
30.   1906.  nom 

•Same  property.  The  City  Island  Land  &  Dock  Co  to  same.  Cor- 
rection  deed.      Nov  22.      Nov   30,    1900.  nom 

Harlem  River  &  Porlchi'Ster  R  R  Co.  w  s.  at  s  s  laud  party  2d 
part,  runs  n  on  curve  307.1  x  w  125  to  e  s  Whitlock  av  x  s  340 
to  said  land  of  party  2d  part  x  e  139  9  to  beginning.  Release 
mort.  Mutual  Life  Ins  Co  to  American  Real  Estate  Co. 
Dec  5.  1906.  10:27.59. 
•High  Island,  in  East  River  or  Sound,  near  City  Island. 
Watson  HEIR.  &c,  Helen  F  and  Alex  T  Watson  to 
Curtis,  14  part,  and  Martha  E  and  Isabella  M  Pettus, 
part.  Sept  24,  190(i.  Dec  5,  190(5. 
•Same  property.     Helen  K  Luqueer  to  same.     Nov  C,  1905. 


190G. 
•Same   property.      Henrietta   B 

1905.     Dec  5,  1906. 
•Same  property.     Anne  V  Savage  to  same 

1900. 
•Lots  22  to  25  map  113  lots  of  Baychester  Realty  Co 


Shelton   et    al    to   same. 
Oct  31,  190.: 


Nov  23. 

2,(MI0 
Alex   M 
Sarah    L 
each    Vi 
nom 
Dec  5, 
nom 
Nov  23. 
nom 
.     Dec  5, 

nom 
Bayches- 


ter Realty  Co  to  Nathan  Levkowitz.  Mort  $1,975.  Sept  25. 
Dec  1.   1900.  other  consid  and  100 

•Lot  202  map  Section  3  St  Raymond  Park.  Hudson  P  Rose  to 
Maria  K  Conrado.     July   13,   1905.     Dec  3,   1906.  nonf 

•Lot  02  block  22  map  Edenwald.  Release  mort.  Jefferson  M 
Levy  to  Samuel  B  Aronson.     Dec  3.     Dec  6,  1900.  .3.50 

•Lot  62  block  22  map  Edenwald,  25x100.  Everybodys  Land  Co  to 
Ignaliu's  Lachno.     Dec  3.     Dec  0,  lOtMi.  nom 

•riot  begins  240  e  White  Plains  road  at  point  570  n  along  same 
from  Morris  Park  av,  runs  e  100  x  n  50  x  w  100  x  s  50  to 
beginning.  Release  mort.  Eugene  Salvatorc  to  Joseph  Gordon 
and  Jacob  Lebas.     Nov  28.     Dec  6,  1900.  1.400 

'■Plot  begins  .'■'4(.)  e  White  Plains  road,  at  point  along  same  945  n 
Morris  Park  av,  runs  e  KM)  x  n  25  x  w  100  x  s  25  to  beginning, 
with  right  of  way  over  strip  to  Morris  Park  av.  Regent  Realty 
Co   to  Saml  Gcller.      Dec   1.      Dec  5,  1906.         other  consid  and  ioO 

Plot  begins  at  3  division  line  bet  land  of  party  1st  part  and  land 
Wm  Simpson,  at  point  5(1  w  from  base  line  of  Ihe  R  R  of  party  2d 
part,  runs  n  on  curve  293.4  x  s  on  curve  301  to  land  Wm  Simp- 
son x  e  22  to  beginning,  contains  3,353  sq  ft.  American  Real 
Estate  Co  to  The  Harlem  River  &  Portchester  R  R  Co.  Nov  7. 
Dec   5,   1900.      10:2759.  other  consid  and   KIO 

Plot  begins  114.1  s  Mosholu  Parkway  at  point  190.4  w  Perry  av. 
runs  e  13.2  x  s  25  x  w  13.2  x  n  25  to  beginning.  Wm  C  Bergen 
to  William,  Amalia  and  Julia  Borrmann.  Dec  5.  Dec  0,  1906. 
12:3299.  other  consid  and  100 

LEASES. 

Under  this  head  all  Leases  recorded,  Assignment  of  Leases  and 
Leasehold  Conveyances  will  be  found.  The  expressed  consideration 
following  the  term  of  years  for  which  a  lease  is  given  means  so 
much   per  year.) 

November  .3(),  December  1.  .3,  4.  5  and  6. 
BOROUGH    OF   MANHATTAN. 

.\ttoruey  st.  No  62,  1st  floor.  Morris  Benjamin  to  Saml  Levin; 
5   5-12   years,   from   Dec.   1,   19CM.!.     Nov  30.   190(>.     2:.S42 .540 

Bedford  si.  No  44,  cor  Leroy  st,  store,  &e.  Jas  D  Sherwood  to 
Wm  Maack;  3  years,  from  May  1,  1905.  Dec  5,  1906.  2:586.. 
360  and  422 

Broad  St.   No  59 1 

Beaver  st,    No   35    | 

Assign  lease.   Chas  W  Kaufmann  to  Lembeck  &  Betz  Eagle  Brew- 
ing  Co.      April   24,    1903.      Dec   3,    1006.      1:25 

other   consid   and   1(.K) 

Same  property.     Assign  lease.     Lembeck  &  Betz  Eagle  Brewing  Co 

to   John   Brandner.      Dec   1.     Dec   3,   1900.      1:25 

other   consid   and   100 

Broome   st.   No  93.      Assign   lease.     Joseph  Leiterer  to  DeWitt  C 
Flanagan  and  ano  as  TRUSTEES.    June  21.     Dec  5,  1906.  2:330. 
nom 

Canal    st.    No    172%     store.      Joseph    Levenson    to    Harris   Rubin; 

2  years,   from   May   1,    1907.      Dec   1,   1900.      1:201 1320 

Catharine  slip,  Nos  21  to  25,  store  floor.     Martin  Garone  and  ano 

lo  Max  Caesar;  3  years,  from  May  1,  1908.     Dec  1.  1900.  1:2.50. 

„ 1200 

Centre  st.  No  182.    Assign  lease.     Max  Peters  to  Fred  Heuer.  Nov 

10.     Nov  30,  190(i.     1:207 nom 

Chambers  st.  Nos  173  and  175,  all.     Geo  R  Smith  et  al  to  Michael 

McGuire;  5  years,  from  May  1.  1910.  Dec  5,  1906.  1:139.  .7,01)0 
Columbia  st.  No  57,  all.     Sarah  and  Fannie  Forst  to  Leib  Becher: 

3  years,  from  Dec  1,  1909,     Dec  1,   1900.     2:333 3.200 

Division  st.  No  67.  Assign  lease.  Isaac  Liberman  to  Julius  Kap- 
lan. All  title.  Apr  30,  19(.13.  Nov  28.  190;.  Dec  4,  190>1. 
1:282 nom 

Extra  pi.  No  8.  all.  Werner  A  Meyer  AGENT  for  Elias  T  De  For- 
est to  Charles  Rosenagle;  7  years,  from  May  1,  1900.  Dec  5, 
1906.      2:4.57 (;72 

Front  St.  No  1,  store.  &c.  John  Bittner  to  Joseph  Herrmann  and 
ano;  from  Oct  15,  1900,  to  April  .30,  1912.  Dec  3,  1906.  1:4. 
3,000 

Same  property.  Assign  lease.  Joseph  Herrmann  and  ano  to  Rub- 
sam   &   Horrmann   Brewing  Co.     Oct  17.     Dec  3.   1900.     1:4.. nom 

Greenwich  St.  Nos  231  to  235,  stores  and  basements.  S  Chas 
Welsh  lo  L  A  Cuneo  and  ano;  15  years,  from  May  1,  1906.  Dec 
5.    19(Mi.      1:127 5,000 

Hudson  st.  No  512,  2d  floor.  Adolph  S  Popper  to  George  Lum; 
doing  business  at  Canton.  Low;  2  4-12  years,  from  Oct  1,  1900. 
Dec   4.    1900.      2:619 30O 

Hudson  st.   No  10.3,  corner  store j 

Laight    st,    rear   of   above,    two   stores | 

Assign  lease.  Thos  P  Dwyer  to  Michl  J  Muleahy.  Nov  20.  Nov 
30.    1900.      1:215 nom 

Jefferson  St.  Nos  23  to  27,  cor  Henry  st.  Surrender  lease.  Louis 
Kapit   to  Samuel  Mann.     Nov  22.     Dec  1.   190;!.     1:270 1,0,80.97 

Monroe  st.  No  84.  s  s.  ,S6.1  1  e  Pike  st,  runs  s  10(1.9  x  e  15.2  x  n 
^\y\  X  e  11.6  X  n  93  to  st  x  w  27  to  beginning.  Frank  Krashes 
with  John  T  Willets  GUARDIAN  Josiah  M  Willets.  Subordina- 
tion   of    lease    to    mort    for    .$28  000.      Nov    27.      Nov   .30,    1900. 


1: 


nom 


Monroe  St.  No  82.  Subordination  of  lease  lo  mort  for  $2,8. (HIO. 
Frank  Krashes  with  John  T  Willets  GUARDIAN  Josiah  M  Wil- 
lets.     Nov  27.      Nov  30.   1900.      1 :255 nom 

Monroe  st.  No  280.  s  s,  KM)  w  Jackson  St.  2.5x95.  Subordination 
lease  to  mort.  Israel  Goldberg  and  ano  to  Charles  Griffen. 
John  T  Willets  and  Edward  Merrill  TRUSTEES.  Dec  1.  Dec 
4,   19(m;.      1:203 nom 

Monroe  st.  No  25,  east  and  west  stores,  &c.  Bernhard  Shlanow- 
sky  to  Charles  Taibbi  and  ano;  5  years,  from  May  1,  1907. 
Dec    6,    I'.IOO.       1:270 1,140 

Oak   st.    No  .'{Oya    |cor    store.       Martin    Garone    to    Theodore    Econ- 

Jamessl.No72  |  omu;  41,2  years,  from  Nov  1,  1900.  Dec  5. 
19tM).      1:278 9(M) 

Orchard  st.  No  178,  south  store.  Elias  A  Cantor  lo  Solomon 
Scharf;   2  vears.  from  May  1.   1907.     Dec  5.  1906.     2:412 000 

Pearl  si.   No   10,   all.     Lyman   N  Jones  Sr  el  al   TRUSTEES  Joseph 
Naylor  to  Jake  B  Price;   4  7-12  years,  from  Oct  1,  1904.     Dec  1 
1900.      1:9 :''000 

Rector  st,  Nos  7  and  9,  s  s,  27.4  w  Trinity  pi,  .50.5x40.5x54x48.1, 
all.  Edw  T  Plait  to  Edw  W  Cooper,  of  South  Orange,  N  J;  25 
yrs,  from  May  1,  1900.      Dec  5,  1900.      1 :19.  .  .taxes.  &c.  and  4.250 

Rivington  st.  No  134,  store.  Jacob  Blauner  to  S  Stich;  3  years, 
from   May   1,   19(17.   2  years,   renewal.     Dee  3.   1900.     2:3.54 .540 

Stanton  st,  Nos  134  and  136.  west  store.  &c.  Max  Goldberg  lo 
Lee  Rose;  5  4-12  years,  from  Jan  1,  1907.  Dec  3,  1908.  2:355. 
750 
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Suffolk   St,    No    148,    south   store.      Abraham   Teichman   to    Meyer 

Todfeld;  3  5-12  years,  from  Dec  1,  1906.     Dec  0,  1906.     2:349. 

1,200 

Sullivan   St.   Nos   47>   to   49.      Surrender   lease.      Dominick   Imber- 

messo  to   Maria   Braceo.     Dec  .3,   1906.     2:470 1,375 

Thompson  st.  Nos  59  and  61,  all.  Selig  A  Kors  and  ano  to  Car- 
melo   Sanfilippo   and   Wm   Borea;    3   years,   from   Dec   1,    1906. 

Dec  6,   1900.     2:489 6,400 

Thompson    st.    No    139.      Surrender    lease.      Joseph    Sabbatino    to 

Louis  Gordon  et  al.     Nov  28.     Dec  1.  1906.     2:517 544.04 

.Trinity  pi.   No   52,   s   w  cor  Rector  st,   24.2.\26. 1x23.6x27.4.     Edw 

T  Piatt  to  John  F  Nordsiek  EXR  Anna  Nordsiek;  25  years,  from 

May  1,  loot;.     Dec  5,  1306.     1:19 taxes,  &c.  and  1.500 

West  St.  No  00.     Assign  lease.     Thos  J  Scully  to  John  Hellbach. 

Nov   19.      Dec   4,    190t).      1:.55 900 

West  St.  No  60.     Assign  lease.     John  Hellbach  to  Childe  H  Childs. 

Nov   15.      Dec  4,   IIKW.      1:55 600 

West  st.  No  00,  all.     Kath  C  Mead  et  al  to  Thos  J  Scully;  3  yrs, 

from   Feb   1,   1906.      Dec   4.    1906.      1:55 1,200 

White   st.   No  46.   all.      Benj  Stephens  and  ano  to   Henry  Glass  & 

Co;   5  years,   from  Feb   1,   1907.     Dec  4,   1906.      1:103 

other   consid    and   10,000 

3d  st.   No  04,   s  w  cor  West  Broadway,   Nos  552   to  500.      Assign 

lease.      Frank  Waechter  to   Walter   Bertenburg.      Nov  27.      Nov 

30,  1906.     2:537 nom 

3d  St.  No  193,  n  e  s.  127  n  w  Av  B,  24x96.2.     Assign  lease.     John 

Uhl    and    ano    to    Harris    Mandelbaum    and    ano.      Dec    3,    190(3. 

2:399 other  consid  and  100 

4th  St.   Nos  213   and  215  East.     Surrender  lease.     Max  Friedman 

to    Harry    Saltzman.      Dec    1.      Dec   4,    1906.      2:400 1,486.58 

4th  St.  Nos  213  and  215  East.     Surrender  lease.     Adolph  Zimmer- 

spitz  to  Morris  and  Jacob  Janos.     June  30.     Dec  4,  1906.     2:400. 

• 1,597.07 

4th   st.   No  193  West,   all.     Fannie  Levey  as  TRUSTEE  to   Carlo 

Mazzo;   10  years,from  Oct  15,  1906.     Dec  6,  1906.     2:592 

1,300  and  1,400 

7th   St.   No   1.34   East.     Assign   lease.     Albert   Gyorffy   Sr  and   ano 

to   Joseph   Miller.      All   title       Dec   1.      Dec   3,    1906.     2:402.. nom 
Same    property.      Assign    lease.      George    Koenig    to    same.      Mort 

$1..")00.     Nov  23.     Dec  3,   1006.     2:402 nom 

7th  st.  No  134.  s  s,  75  e  Av  A,  25.x90.10.     Consent  to  assign  lease. 

Caroline  A  Drayton  et  al  to  Julius  Braunstein.     2-3  parts.     Dec 

1.     Dec  5.   1906.      2:402 

Same  property.     Assign  lease.     Julius  Braunstein  to  Bermau  and 

Charles  Braunstein.     2-3  parts.     Nov  28.     Dec  5,  1906.     2:402. 

nom 

9th   st,   Nos   713   and   715   East,   all.      Samuel  Weinstock   and   ano 

to  Louis  Frant;  3  years,  from  Dec  1,  1906.     Nov  30,  1906.  2:379 

5,920 
13th  st.  No  451  West.     Assign  lease.     John  C  Willenbrock  and  ano 

to   Carl   Schmeiser  and  ano.     Nov  21.     Nov  30,   lOOli.     2:646... 

nom 

17th  st,  Nos  .55  to  61  West,  4th  loft.  Wm  Hecht  to  Herbert  E  Mil- 
lar  et   al;    4    10-12   years,    from    April    1,    1907.      Dec   3,    1906. 

3:819 5,7.50  and  6,000 

18th  St.  Nos  421  and  423  East.     Surrender  lease.     Battista  Laraia 

to  Tillie  Maas.      Dec  1.     Dec  3,   1906.     3:950 200 

20th  St.   Nos  18  to  22  WjOth    and    10th    lofts.        John      Davis      to 
19th  st.   No  23  W              I     Goodman    C    Mandleberg,    of    Manches- 
ter, Eng;  5  years,  from  Feb  1,  1)J07.     Dec  4,  1906.     3:821 

11:500  and  12,000 

23d  St.  No  20  West,  all.     Myer  Hvman  to  Hearn  &  Hyman;   from 

Jan   1,    1904,    to   April   30,    1912.      Dec   3,    1906.      3:824 

taxes,  &c,  and  30.000 

Same  property.     Assign   lease   and  fixtures.      Wm   Egerton,   Jr,   as 

RECVR  of  Hearn  &  Hyman  to  M  Phillipsborn  Co.  a  corporation. 

Dec  1.     Dec  3,   190(5.     3:824 10,000 

24th   st.   No   103  West.     Assign  lease.     Wm  B  McGurn   to  Wm  E 

F   Behrens.     Nov  23.      Nov  30.   10O6.     3:800 nom 

27th  st,  Nos  110  and  112,  s  s,  160  w  0th  av,  40.x08.9.  Felt  Con- 
struction   Co    to    First    Austrian    Bent    Wood   Furniture    Mtg   Co 

et  al;   10  3-12  years,  from  Feb  1,  1907.     Dec  5,   1906.     3:802.. 

taxes,   &c,   and  9.000 

34th  st.  No  11,  n  s,  300  w  5th  av,  25x126.6.  with  easements  over 

strips  adj,  &c.     Lydia  P  Ackerman  et  al  TRUSTEES,  &c,  Warren 

Ackerman   deceased   et   al   to  Wm  J  Roome;    5  years,   from   Oct 

1,  1903.  Dec  6.  1906.  3:836.  .taxes,  &c,  and  other  consid  and  4,500 
35th  st.  No  46  West,  all.     Dr  E  L  M  Bristol  to  Walter  Von  Erlen- 

_bell;   5  years,   from  Jan   1,   1907.     Dec  4,   1906.     3:836 2,-500 

35th   st.    No   46   West,      Assign   lease.     Walter   von    Erlenbell    to 

Davies   J   Marshall.      Dec   3.      Dec   4.    1906.      3:836 nom 

Same    property.      Reassign    lease.      Davies    J   Marshall    to    Walter 

von   Erlenbell.      Dec   4,    1906.      3:836 nom 

42d   st.   No  308  West.     Assign  lease.     Robert   Belmont   to   Childe 

H  Childs  and   ano.     May  17.   1906.     Dec  4.   1906.     4:1032.. .  .nom 

45th  st,  Nos  44  to  50.  s  s,  520  w  5th  av,  80x100.5 1 

44th  st.  No  43,  n  s,  550  w  5th  av.  18.9x100.5 | 

Seaboard  Realty  Co  to  John  J  Donovan;   21  years,   from  Oct   1. 

1906.  Dec  6,  1900.  5:1260 taxes,  &c,  and  .55,000  and  60,000 

45th  st,  Nos  44  to  50.  s  s,  520  w  5th  av,  80x100.5.     Assign  lease. 

John  J  Donovan  to  Bretton  Hall  Co.     Dec  0,  1900.     5:1260.  . .  .nom 
Same  property.     Consent  to  assign  lease.     Seaboard  Realty  Co  to 

_John  J  Donovan.     Nov  22.     Dec  6,  1906.     5:1260 • 

47th   st,    Nos   145   to   155   West,   front   basement   room,   13.4x1.5.6. 

Geo   R   Jones    to   .Martin    Schweis;    5   years,   from   May   1.    1906. 

Dec   6,    190(3.      4:1(100 240  to   480 

5(>th   st,   Nos   231   to  237   East.      Assign  lease.      Jacob   Kasten   to 

Lena  Gurgel.     Dec  5.     Dec  6,  1906.     5:1330 2,450 

Same   property.      Assign   lease.      Ellas   Kosower  to   Jacob   Kasten. 

All   title.     Dec  5.     Dec  0,   19015.     5:1.330 nom 

58th   St.    No   363   West,    store,    &c.      Harris    Fordinsky    to   Hyman 

Siegel;  3%  years,  from  May  1,  1907.     Dec  1,  1906.     4 :  1049 . .  1 .200 
OJth   st.   No   313   East,    all.      Millie   I   Levy   to   Wm   Zoll;   4   5-12 

years,  from  Dec  1,  1906.     Dec  6,  1906.     5:1435 1,800 

63d  st,  Nos  219  to  223  West,  all.     Moss  Realty  Co  to  Adam  Roth 

and   Morris   Moore;    3   years,   from   Nov   1,    1906.     Dec   6,    1906. 

4:1155 10,400 

04th  st,  No  213  East,  n  s,  16-x35,  the  building  only,  being  a  2-sty 

office   and   loft   building   on   above   lot,   with   furniture,   &c.     Jas 

F   Disken   &   Co    to    Loretta    N    Disken.      All   title,    &c.      Sub    to 

lease.     Nov  15.     Nov  30.  1906.     5:1410 nom 

65th  st,  Nos  116  and  118  West,  store,  &c.     Empire  Square  Reatly 

Co  to   Henry  Loew;   9  mouths,  from  Dec  1,   1906,  at  5!3,500  per 

annum  and  option  of  5  years  renewal.     Nov  30,   1900.     4:1136. 

74th  st,  Nos  417  and  419  E.  Assign  lease.  Samuel  Hochheiser 
to  Celia  Hochheiser.     Dec  6,   1900.     5:1469 nom 

Same  property.  Re-assign  lease.*  Celia  Hochheiser  to  Samuel 
Hochheiser.     Dec  6,   l906.     5:1469. '. ...'..; nom 


74th   st,    Nos   417   and   419   East,   east   store.     Annie   Putter   to 

Samuel    Hochheiser;    5  5-12   years,    from   Dec    1,    1906.      Dec   6. 

190(5.     5:1469 600 

83d  st.  No  140  East,  s  e  cor  Lexington  av,  corner  store.     Combined 

Real   Estate  Interests  to  Isaac  J  Cohn;   3  years,  from  Sept  15. 

1900.     Dec  0,   1906.     5:1511 900 

84th    st.    No    216    East,    east    store.      H    Buchtenkirch    to    Jacob 

Schneider;  3  years,  from  Oct  1,  1909.     Dec  6,  1906.     5:1529.  ..360 

86th  st,   Nos  206  and  208  East 

2d  av.  No  1732 

3d  a V,  s  e  cor  90th  st 

Assign   3   leases.      Denis    Keary   to    James    Everards   Breweries. 

Nov  27.     Dec  6,  190(!.     5:1531,  15.53  and  1535 nom 

97th    st.    No    225    East,    all.      Minnie    B    Blumenthal    and    ano    to 

Dominic  Imbernusso;   3  years,  from  Dec  1,   1906.     Dec  4.   190(5. 

6:1647 1,8.50  and  1,900 

97th  st,   No  223  East.     Surrender  lease.     Vito  Lo  Verro   to  Leon 

Cohen.      All    title.      Jan   29.     Nov   30.    1900.      0:1647 350 

9Sth  st,  Nos  5   to  13  East.     Assign  lease.     The  Greeley  Realty  & 

Impt  Co  to  General  Leasing  Co.     Nov  30.    Dec  1,  1906.     6: 11504. 

2,000 

Same    property.      Consent    to   assign   lease.     Marcus   M   Marks   to 

Greeley  Realty  &  Impt  Co.     Nov  14.     Dec  1,  1900.     6:1604.... 

102d  st,  Nos  440  and  442,  s  s,  570  e  1st  av,  50x125.  I 

102d  St.  No  444,  s  s,  620  e  1st  av,  25x100.  | 

Assign    lease.      William   Abrahams    to    Sarah   Kauber.      Nov  30. 

Dec   3,   1906.     0:1(595 600 

102d   st.   No   102   West.      Surrender  lease.     Oscher  Asher   to  Mor- 

itz    L   and    Carl    Ernst,      Dec    1.      Dec   3,    1006.      7:1856. .omitted 
107th  St.   Nos  319  and  321  East,  all.     Israel  Gottlieb  and  ano  to 

Gaetano    Zingales;    3   years,    from   Jan    1,    1907.      Dec   4,    1906. 

6:1(379 4,300  and  4,400 

111th    St.    Nos    51.3    and    51.5    West,      Surrender    lease.         Eliz    W 

Ketcham  to  Leo  Rosengarten.     All  title.     Nov  10.     Dec  5,  1906. 

7:1883 nom 

119th  st,  Nos  101  and  103.  n  e  cor  Park  av,  Nos  1701  to  1705,  36 

x7.5,7.      Subordination    of    lease    to    mort    for    $38,500.      Joseph 

Kahn   with   Cath   A   De   La  Vergne  and   ano   TRUSTEES  John   C 

De   La  Vergne   for  benefit   Chester  R  De   La  Vergne  et   al.     Oct 

26,     Nov  30,   190(5.     6:1768 nom 

123d    st.    No   7.3   East.      Assign   lease.      Louis   C   Brunjes    to   Con- 
sumers Brewing  Co.     Nov   30.     Dec  4,   1906.     6:1748 nom 

123d   st,   No   73   East,   store.   &c.     Leopold  Neugass    to    Louis     C 

Brunjes;   5  years,   from  Dec   1,   1906.      Dec  4,   1900.     6:1748.  .900 
1.32d  st.  No  5,   East,  all.     Louis  Levin  to  Francis  S  Grant;  3  yrs, 

from  Dec  15,  190(5.     Dec  3,  1906.     6:1757 2,750 

1.35th  st.  No  200  West,  store I 

135th  st.  No  202  West,  all ] 

Minnie  H  Mesny  et  al  to  Paul  Rivot;  5  2-12  years,  from  Feb  28, 

1906.     Dec  3,  1906.     7:1940 2,100 

Av  A,  No  241,  s  w  cor  15th  st,  store,  &c.     Louisa  F  Wangler  et 

al   to   George   Eichenwald;   3  years,   from  May  1,   1907.     Dec  4. 

1906.     3:946 1,500 

Av  A,  No  241.     Assign  lease.     Geo  Eichenwald  to  George  Masher. 

Nov  7.     Dec  4,   1906.     3:946 nom 

Same   property.      Assign   lease.      Wm   H   McCauley   to   same.      Nov 

7.     Dec  4.  1900.     3:946 nom 

Av  A,  No  1414.     Assign  lease.     John  Conlon  to  Joseph  Watapka. 

Nov  21.     Nov  30,  19(XI.     5:1487 nom 

Amsterdam  av.  No  1315,  s  e  cor  125th  st,  No  456,  — x — .     Assign 

lease.      The    James    Everards    Breweries    to    Bernard    Brennan. 

Nov  22.     Nov  30,  1906.     7:1965 nom 

Broadway,   Nos  1772  and  1774.   n  e  cor  57th  st.  54.3x1 11, 3x50.5x 

91.2,   top   floor  and  part  1st  floor.     American  Locomotive  Auto- 
mobile  Co   to   Renault    Freres   Selling  Branch,   a   corpu;   4  3-12 

years,   from  Oct   1,   1900.     Dec  4,   1900.     4:1029 7,000 

Broadway,    No    371,    4th    or    top    loft.      Lawyers    Mortgage    Co   to 

Universal  Brush  Co;  5  years,  from  Feb  1,  1900.     Dec  3,   1906. 

1:175 2,000  to  2,400 

Columbus  av.  No  469,  ground  floor  store,  &c.     John  Vagts  to  Hans 

M  Harder;  5  5-12  years,  from  Dec  1,  1906.     Dec  4,  1906.  4:1196. 

2,000  and  2,100 

Columbus  av.  No  442,  store.     New  Endicott  Co  to  Moses  H  Harris; 

5   years,   from   May  1,   1906.     Dec  4,   1906.     4:1212 3,000 

Columbus  av.   No  909.     Assign  lease.     George  Carraro  and  ano  to 

Louis   Cevasco.      Dec   4.      Dec  6.   1906.      7:1.840 nom 

Lenox  av,   Nos  104  and  106.     Assign  lease.     Sigmund  Schofleld  to 

Jennie  Witkowsky.     Nov  28.     Nov  30,  1906.     6:1599 600 

Lenox  av.  No  552,  s  e  cor  138th  st,  Victoria.  Agreement  as  to  time 

for  possesion  under  lease.  Frank  Frankel  with  Abraham  Gabriel. 

Dec  4,     Dec  5,   1900,     0:17.35 300 

Lenox   av.   No  387,   store,   bake  shop,   &c.      Morris   Moses  to   Emil 

Probst;  4  years,  from  May  1,  1908.     Dec  1.  1906.     7:1914. .1,380 
Madison   av.   No   1(552,   corner  store.     Claus  Ohlhaver.to  Jacob  M 

Laskey;  3  years,  from  May  1,  1909.     Dec  5.  190(5.     6:1616.. .  .1,500 
Madison  av.   No  1.5(55.     Assign  lease.     Abraham  Watsky  to  Frank 

Brothers.      Dec   3.      Dec  4,   1906.     6:1611 nom 

Park  av.  No  587.     Assign  lease.     Theo  H  Silkman  and  ano  EXRS, 

&c,  Susan  Dyckman  to  Wm  H  Barnard,     Nov  27.     Dec  6,  1906. 

5:1.308 12,500 

1st  av.  No  2111.     Assign  lease.     Donato  Vitelli  to  John  D  Haase. 

Dec    6,    1900.      6:1680 nom 

Same    property.       Re-assign    lease.      John    D    Haase    to    Donato 

Vitelli.     Dec  6,  1906.     6:1680 nom 

1st    av.    No    2111.    store,    &c,      Joseph    Crecca   to    Donato    Vitelli; 

3  1-12  years,  from  Jan  1.  1907.     Dec  6,  1906.    6:1080 540 

1st  av.  No  2322,  n  e  cor  119th  st,  store,  &c.     Simon  M  Barber  to 

Wm  Carey;  3  years,  from  Oct  1,  1906,     Dec  4,  1906.     6:1807.. 900 
1st   av,   No  240.3.     Assign  lease.     Henry  Mohl  to  James  Everards 

Breweries,     Dec  4.     Dec  5,  1906.     6:1799 nom 

1st   av.    No    1573.      Assign   lease.      Abraham   and   Lena  Jacobs   to 

Herman  Grossfeld.     Nov  30.     Dec  1.  1900.     5:1544 nom 

1st   av.    No   1573,   store,   basement   and   5   rooms   s   s   of   2d   floor. 

Samuel  D  Wohlfeil  to  Abraham  and  Lena  Jacobs;  5  years,  from 

May   1.    1906.      Dec   1,    1900.     5:1544 1,260 

2d  av.  No  824,  n  e  cor  44th  st,  No  301,  store,  &c.     John  Mahoney 

and  ano   to   Simon   Frank;   3  years,   from   May  1,   1907.     Dec  4, 

1900.      5:1337 1,200 

2d  av.  No  810.     Surrender  lease.     Rubin  Schlager  to  Max  Zaubler 

.    et  al.     Dec  3.     Dec  4,  1906.     5:1336 1.50 

2d   av.   No   1561,   n   w   cor  81st  st ' I 

81st   st.   No   247   East ( 

Option   to   renew   lease   for   1  year,   from   May   1,   1908.      Eva   K 

Sehwegler   to    Samuel   Klein   and   ano.      May   24,    1906.      Dec   4, 

1900.     5:1527 nom 

2d   av.   No   1705,  front  part  of  s  %   cellar.     Josephine  Keber  and 

ano,   exrs,   &c,   Paul   Keber  to  Peter  Keber;   5  5-12  years,  from 

Dec  i;  1906.     Dec  3,  1906.     5:1534 180 
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2d  av,  No  1703.  store.  2d  floor  and  all  of  cellar.     Josephine  Keber 

to   Peter  Keber;   5  5-12  years,  from  Dec  1,  1906.     Dec  3,   1906. 

5:1534 1.320 

2d   av,   No   928,   store,   &c.      Emma   F   Bjerrura   to   Abraham   End- 

lich;  5  years,  from  Oct  1.  lHOtj.  Dec  3,  1006.  5:1342.  i. .  ..1,200 
3d   av,    Nos    140   and    142.      Assign    lease.      Harry   C    Honeck   and 

ano  to  John  D  Haase.     Dec  3.     Deo  4,  1000.     3:870 nom 

Same    property.      Reassign    lease.      John    D    Haase    to    Harry    C 

Honeck  and  ano.     Dec  4,  lOOti.     3:S7() nora 

4th  av.  No  587,  e  s,  50.5  n  fi3d  st,  25x100.  Consent  to  assign  lease. 

Abraham  B  Cox  et  al  to  \Vm  H  Barnard.     Nov  24.     Dec  G,  1006. 

5:1308 nom 

5th  av.  No  1180,  n  e  cor  96th  st,  25.9x100.     Assign  lease.     Michael 

McFarland   to   Frederick   Dornberger.      Dec    5.      Dec     IG,     1006. 

6:1602 3.500 

5th  av.  No  2218,     Assign  lease.    Henry  Bottjer  to  Henry  Warnken. 

Feb  5.   1004.     Dec  5,   1006.     G:1732 nom 

Sjme  property.  Assign  lease.  Henry  Warnken  to  Sophia  Warn- 
ken.    Sept  27,   1905.     Dec  5.   1908.     6:1732 nom 

Same   property.      Assign    lease.      Sophia  Warnken    to   Max   Busch. 

Apr  12.  1006.     Dec  5,  lOOG.     6:1732... nom 

5th   av.    No   2218,   s   w   cor   135th   st.      Subordination   of   lease   to 

mort   for   $37,000.      Max   Busch   with   Dorris   Osserman.      Dec  4. 

Dec  5.   100(i.     6:17.32 nom 

7th  av.   No  2400.  n  w  cor  140th  st.  No  201,  — x — .     Assign  lease. 

James  F  Collins  to  Francis  J  Campbell.     Nov  19.    Nov  30,  1006. 

7:2026 nom 

8th  av.  No  505,  store,  &c.     Benjamin  Keller  to  Claus  Heitmann; 

5  years,  from  May  1,   1006.     Dec  6,  1006.     3:759 2,700 

8th  av.  No  OlO,  n  e  cor  54th  st,  all.     Assign  lease.     Jos  J  Jantzer 

to  Paul  Gold.     All  title.     Dec  3.     Dec  6,  1006.     4:1026 650 

8th  av.   No   2303.      Cancellation  of  lease.     Albert   Rosenbluth  and 

ano  with  Aaron  Chinitz.     Nov  24.     Nov  30.  1006.     7:10.50 nom 

11th  av.  Nos  314  and  316.  s  e  s.  at  s  w  s  30th  st.  Nos  540  to  556, 

runs  s  e  225  x  s  w  08.9  x  n  w  12.5  x  n  e  40.4  x  n  w  100  to  av  x 

n    e    49.4    to    beginning.      Consent    to    assign    lease.   Marie    M    I 

de  Courval  to  Clarence  L  Smith.     Oct  30.     Dec  1,  1906.     3:701. 

Same  property.  Assign  lease.  Clarence  L  Smith  to  Clarence  L 
Smith  Co,  a  corpn.     July  1,  1002.     Dec  1.  1906.     3:701 -...nom 

Same  property.  Consent  to  assign  lease  by  way  of  mort.  Marie 
M  I  de  Courval  to  same.     Nov  26,   1906.     Dec  1,  1906.     3:701. 

Hudson  River,  e  s,  bet  l.oSth  st  and  lG2d  st.  Assignment  of  all 
right,  title  and  interest  to  l.tXIO  year  tax  certificates  for  years 
lS8(i  to  1001  (see  Co:is).  Henry  T  Randall  to  Emily  M  Roemer. 
of  Brooklyn.      June  27.      Dec  5,   lOOti.      8:2135  and  2146.  nom 

BOROUGH   OF   TH£   BRONX. 

148th  st,   No  485  East,   all.     Gregorio   Folchi   to  Nicola  Diorio;   5 

years,  from  Dec  1,  lOOG.     Dec  5.  lOOli.     0:2337 570 

Courtlandt  av.  Nos  705  and  707.  all.     A  Hupfels  Sons  to  Michael  A 

Koch;   5  years,  from  Nov  1,  lOOli.     Dec  6,  1006.     9:2414 

1.500  to  1.800 

Longwood  av,  s  s,  204  e  Prospect  av,  4th  store,   with  consent   to 

use   of   vacant   lot   in   rear   of   Nos   1026   to   10.32   Longwood   av. 

Catharine  Meehan  to  Alfred  C  Betts;  10  years,  from  Oct  1.  1906. 

Dec   3,   1906.      10:2688 l,20l>  to   1,800 

Longwood   av,   s   s,   50  w   Dawson  st,   store,   &c.      Henry  Acker  to 

Tony  Buono;  5  years,  from  Apr  1,  1907.     Dec  4,  1006.     10:2G05. 

420,  480 

Morris    av.    No    700.      Assign    lease.      Robt    B   Johnson    to   Joseph 

Brown.     Nov  15.     Dec  4.  1906.     0:2420 nom 

*Rosedale    and    Tremont    avs    and    Tacoma    st.    s    e    cor.   3-family 

dwelling.     Rosa  and  Henry  I-ustbader  to  Fritz  Schluder;   3  yrs, 

from  Jan  1,   1007.     Dec  6    1906 .540 

St  Anns  av.  No  775,  s  w  cor  158th  st.  store.  Coleman  Ebb  to  Val- 
entine Leible;  5  yrs,  from  Dec  1,  1006.     Dec  4.  1906.     10:2360. 

720  to  1.200 

*Westchester  av.  n  s,  05  w  Olmstead  av.  store.  &c.     Joseph  Butt- 

ner  to  John  G  Roth;   3  years,  from  Dec  1,  1906.     Dec  3,  1006. 

240 

Willis   av.   No  444.      Consent  to  assign   lease,   &c.     Eva  E  Weber 

to   Minnie  J  Bollenbacher.     Dec  3.     Dec  4,   1906.     9:2200.... 

Same    property.      Assign    lease.      Gottfried    Brupbacher    to    same. 

Dec  3.     Dec  4,   1006.     9:2200 nom 

3d  av.  No  3421.  all.     Ida  L  D  McMurtrie  to  Julius  Berger  and  ano; 

4  7-12  years,   from  Oct  1,   1S06.     Rerecorded  from  Oct   1,   1906. 

Dec  4.  1906.     9:2371 078  to  1.008 

Same   property.     Assign   lease.      Julius   Berger  and   ano   to   Daniel 

Brueck.     All  title.     Nov  24.     Dec  4.   100(5.     0:2371 nom 

3d   av.   No   3862,   double   store.     Joseph   Kaplan  and   ano   to   Benj 

Rosner;  3  4-12  years,  from  Jan  1,  1007.     Dec  6,  1006.     11:2929. 

480  to  600 

MORTGAGES 

NOTE. — The  arrangement  of  this  list  is  as  follows:  The  first  name 
Is  that  of  the  mortgagor,  the  next  that  of  the  mortgagee.  The  de- 
scription of  the  property  then  follows,  then  the  date  of  the  mort- 
gage, the  time  for  which  it  was  given  and  the  amount.  The  general 
dates  used  as  head  lines  are  the  dates  when  the  mortgage  was 
handed   into   the   Register's  office   to   be   recorded. 

Whenever  the  letters  "P.  M."  occur,  preceded  by  the  name  of  a 
street,  in  these  lists  of  mortgages,  they  mean  that  it  is  a  Purchase 
Money  Mortgage,  and  for  fuller  particulars  see  the  list  of  transfers 
under  the   corresponding  date. 

The  first  date  is  the  date  the  mortgage  was  drawn,  the  second  the 
date  of  filing;  when  both  dates  are  the  same,  only  one  is  given. 

Subscribers  will  find  mortgages  in  this  list  with  the  wrong  block 
number  attached.  The  block  number  we  give  is  taken  from  the  in- 
strument  as  filed. 

Novem.ber  30,  December  1,  3,  4,  5  and  6. 
BOROVaH  OF  MANHATTAN. 

Armbruster,  Christian  and  Emilie  to  Henry  Bissmann  and  ano. 
Av  A,  No  216.  e  s.  73.9  n  13th  st,  29.6x96.  P  M.  Prior  mort 
.$15,000.     Dec  3,  3  years,  6%.     Dec  4.  1906.     2:407.  4.000 

Anderson.  John  to  Francis  H  Grefe.  46th  st.  Nos  605  and  607, 
n  s.  100  w  11th  av,  runs  w  50  x  n  85.6  x  e  25  x  n  —  x  e  25  x  s 
100  to  beginning.  P  M.  Nov  28,  3  years,  4%%.  Dec  3.  1006. 
4:1094.  15,000 

Augner,  Mathllde  wife  of  and  Max  to  CENTRAL  TRUST  CO  of 
N  Y.  96th  st,  No  224.  s  s,  337  e  3d  av,  82x100.8.  Dec  4,  5 
years, -5%.     Dec  5,  1906.     5:1541.  27,000 


Same  and  Abram  Bachrach  with  same.  Same  property.  Sub- 
ordination  agreement.      Dec  4.     Dec  5,   1006.     5:1541.  nom 

Adler.  Saml  and  Josef  Lax  to  Morris  Klein.  114th  st.  No  G,  s 
s,   65.6   w  5th  av,   27x100.11.      P  M.     Prior  mort  $18,000.      Nov 

27,  3  years,  Q%.     Nov  .30,  1006.     6:1597.  6,500 
Allan,  Wm  to  Mary  H  Allan.     61st  st,  Nos  219  and  221,  n  s,  300 

w  Amsterdam  av,  2  lots,  each  25x100.5.     2  morts,  each  $7^500. 
Nov  28.  5  years.  —%.     Nov  30,   1906.     4:1153.  15,000 

Allien.   Eliza  R.  Bloomfield.  N  J,  to  W  Irving  Clark  and  ano  exrs 
Richd  S  Ciark.     West  St.  No  181,  e  s,  95.3  s  Chambers  st.  24.4x 
x91.11x22.10xl00.3.      Nov    30,    3    years,    4%7<,.      Dec    1,    1006. 
1:138.  25,000 

Abrams,  Michl  to  Geo  Hotchkiss.  58th  st.  No  454.  s  s,  225  e 
10th   av,   25x100.     Oct   26,   1   year,   67c.      Dec   1,   1906.     4:10<57. 

1.000 

Bernstein,  Chanon  and  Leonard  A  Smitkin  to  Sigmund  Rothfeld. 
Forsyth  st.  No  45,  w  s,  176.10  s  Hester  st,  25x100.  Nov  30,  6 
years,  5%.     Dec  1,   1906.     1:S02.  23,-500 

Berkowitz,  Julius  and  Esther  Frank  to  Joseph  Meyer.  121st 
St.  No  77.  n  s.  20  w  Park  av.  20x100.11.  P  M.  Prior  mort  JflO.- 
000.      Dec  3.   10  vears,   C'/r.      Dec  4.   lOOIi.     6:1747.  4..500 

Balbach,  Wilhelmina  F.  to  TITLE  GUARANTEE  AND  TRUST  CO. 
145th  st.  No  402,  s  s,  IIG  w  St  Nicholas  av,  15.6x90.11.  Dec  3, 
due.  &c,  as  per  bond.     Dec  4.  1906.     7:2050.  10,000 

Baker,  Henry  M.  N  Y,  and  Mary  B  Dclafleld,  of  Darion,  Conn,  to 
Louise  L  Williams  et  al  trustees  Rebecca  Ladew.  Bowery,  No 
143,  e  s,  abt  175  n  Grand  st,  25x104.9x25x104.2.  Dec  4,  1  year, 
5'/r.      Dec   G,    1906.      2:423.  28,000 

Bramwell.  Cora  M  wife  of  Geo  W  to  Anzonetta  D  Anthony.  Broad- 
way, No  335,  n  w  cor  Worth  st.  No  89,  runs  "n  28.3  x  w  178.7  x 
n  72.2  X  w  27  x  s  101.2  to  Worth  st,  x  e  205.7  to  beginning. 
Nov  30.   1000,  3  years,  57c.     1:273.  OO.Oa) 

Bates,  Louise  and  Hayden  J  to  Howard  E  Rank.  40th  st,  No 
40.  n  s,  140  w  Park  av.  21x100.5.  Prior  mort  ?40,(X)0.  Nov 
2<i,  2  years,  G7c;.     Nov  30.   1006.     5:1285.  Note,   11.000 

Berger.  Isidor  and  Leopold  Ranzenhofer  to  Frank  Etzel.  10th  st. 
No  327.  n  s,  220.6  w  Av  B,  25x94.8.  P  M.  Due  Dec  1,  1011, 
G%.     Nov  30,   1900.     2:404.  7,000 

Bachman,  Alfred  C  to  Edw  H  Landon.  Pearl  st,  No  36,  s  s,  29  e 
Moore  st,"  runs  s  52.6  x  e  24.7  x  n  52.9  to  st,  x  w  25.2  to  begin- 
ning. Prior  mort  $19,000.  Due,  &c,  as  per  bond.  Nov  30, 
10O6.     1:8.  78,000 

Brakmann.  Diedrich  to  Selmar  Hess.  Manhattan  av.  No  20,  n  e 
cor  101st  st.  No  21,  27.10x100.  Nov  20,  3  years,  41/2%.  Nov 
30,   1006.     7:1837.  43,000 

Bergen  Realty  Co  to  North  American  Mortgage  Co.  Riverside 
Drive,  s  e  cor  127th  st,  116x95.  Nov  28,  due,  &c,  as  per  bond. 
Nov  30,  1006.     7:1094.  200,000 

Same  to  same.     Same  property.     Certificate  to  above  mort.     Nov 

28.  Nov  30.  19(Mi.     7:1994.  

Berliner.  Julius.  Brooklyn,  N  Y,  and  Max  Greenberg,  N  Y,  to  Har- 
old  B   Spencer.     100th  st,   Nos  415  to  419.   n  s,  174.2  e   1st  av, 

2  lots,  each  37.1x100.11.     2  morts,  each  $27,000.     Nov  28,  due. 

&c.   as   per  bond.     Nov  30,   1!KI6.     6:1604.  ,  54,000 

Brandner,   John  to   Lembetz  and   Betz   Brewing  Co.     Broad  st.   No 

50  and   Beaver   st   No   35.      Saloon   lease.      Dec   1,   demand,   6%. 

Dec   4.    lOCWi.      1:25.  10,0<W 

Badt,   Edward   &  Morris   to   Henry  G  Merkel   and  ano  exrs   Henry 

Merkel.     37th  st.  No  404,  s  s,  100  w  9th  av,  25x98.9.     P  M.     3 

years.  6%.     Dec  5,   1906.     3:734.  7,000 

Becker,   Wm  J   with  John  J  Feaster.    91st  st,   No   151,   n  s,  90  e 

Lexington     av,    20x100.8.      Subordination     agreement.      Dec     1. 

Dec  5.  1006.     5:1520.  nom 

Bernstein    (Morris)   Realty   and   Construction   Co   to  Jacob   Brown. 

Wadsworth  av,  s  e  cor  182d  st,  Nos  (Jl(!  to  622,  70x1.50.     Prior 

mort  .$95,000.     Nov  30.  1  year,  6%.     Dec  1,  1906.     8:2165.    20.000 
Beckelman.    Harris    with    Sender    Jarmulowsky.     Av    A,    No    13.53, 

n  w  cor  72d  st.  Nos  437  and  430,  25.8x1(10.     Subordination  mort. 

Nov  20.     Nov  30.  1906.     5:1467.  nom 

Bernstein.   Chanon  and  Leonard  A   Snitkin   and  Jacob   Katzenelen- 

bogen   and  Kalmon   Paston  with  Sigmund  Rothfeld.     Forsyth  st. 

No  45.  Subordination  agreement.     Nov  20.     Dec  3,  1906.     1:302. 

nom 
Breakstone,   Isaac   to  Joseph   Louis.      Monroe   st.   No   11,   n  s,   abt 

70  e  Catharine  st.  25x100.     P  M.     Dec  1,  due  Mar  1,  1907,  67c. 

Dec  3,  1006.     1:276.  500 

Benning.   Jennie   to  Mary  Healy.     Water  st.   No  347,  s  s,  abt  17.5 

e   Roosevelt   st,    10. 6x75. 2x — x75.5   e   s.      P   M.      Prior   mort  $6.- 

000.     Nov  30.  due  June  1,  1007,  67o.     Dec  3,  lOOG.     1:110.    4.500 
Bozenhardt,    Frederick    to    Louise    Golttmann.      17th    st.    No    542, 

s   s.    126   w   Av   B,   2(Jx92.      Dec   1,   6  years,   6%.     Dec  3,   1906. 

3:074.  5,000 

Baust,    Josephine    to   Helen   Seger.      33d   st.    No   241,   n   s.    170   w 

2d   av,   15x08.0.      Prior   mort   $6,000.     Dec   1,   1  year,   G7o.     Dec 

3.  l'.X)6.     3:914.  1,000 

Badt.  Morris  and  Edw  to  John  D  Hassinger.     3Sth  st,  Nos  319  and 

321.   n   s.  2.50  n   w  Sth  av,   2   lots,   together   in   size  46x08.9.     2 

P   M   morts.   each   $15,000.     Dec   1,   3  years,   57o.     Dec  3,   lOOG. 

3:762.  30.000 

Berliner.   Julius   and   Max   Greenberg   to   Meyer  Vesell.      112th   st, 

Nos  132  to  136,  s  s.  573.7  w  3d  av,  5.3.6x100.11.     Building  loan. 

Nov  23.   1  year.  G7r.     Dec  3.   1006.     6:1639.  22,000 

Brennan.    Bernard   to   F   &   M   Schaefer   Brewing   Co.      Amsterdam 

av.    s    e    cor   125th   st.   — x — .'    Certificate    as   to   amendment    of 

mort  on   lease.   &c.      Nov  30.     Dec  3.   1006.     7:1065.  nom 

Barker.    Chas    B    to    REAL    ESTATE   TITLE   INS   &   TRUST   CO   of 

Philadelphia,  trustee.     Deed  of  trust  to  secure  G7<j  bonds  of  $50.- 

000   due   Nov  15,   1936.      Nov  16.      Nov  17,   1906.     3.080.   Miscl. 

Bachman.  Alfred  C  to  Cath  E  Wills.  Canal  st,  No  255,  n  s,  31 
w    Lafayette    st,    25x71.3x2.5.3x75    e    s.      Dec    3,    1900,    due    Apr 

5.  1911.  5%.     1:209.  27,000 
Brill,  Maurice  and  Saml  to  Robt  B  Hirsch  et  al  trustees  Adolphe 

Gpenhvm.     Cortlandt  st,  No  45,  s  s.  abt  66  e  Greenwich  st.  19.(5 

x70x26.3x70.     Nov  20,  due,  &c,  as  per  bond.     Dec  3,  1906.  1:(50. 

40.000 
Benjamin,  Charlotte  H  P  wife  of  and  Wm  M  to  Harris  D  Colt.     72d 

St.    No    170.   s   s,   216.8   w^   3d   av,    16.8x102.2.      Sept   4,   3  years. 

4%%.     Dec  6,  1006.     5:1406.  16.000 

Berel,  Arthur.  Harry  Kitzinger  and  Joseph  Zelenko  to  James  C  Mc- 

Creery.     190th  st,  n  s.  70  w  .Xudubon  av.  I.j0.x97.4xl50.\ — .     Nov 

6.  due.  &c.  as  per  bond.     Dec  6.  1006.     8:2161.  9,500 
Bachrach,  Julius  to  American  Mortgage  Co.     148th  st.  No  221,  n  s, 

325    w   7th    av,    25x09.11.      Dec   5,    5   years,    5%.      Dec   G,    1906. 
7:2034.  18,000 

Bierhoft.  Alice  L  wife  of  and  Harry  to  Mary  L  Fraser.  Lenox 
av.  No  473.  w  s,  58.8  s  1.34th  st,  32.6x100.  Dec  6,  1906,  5  yrs, 
4Vz%.     7:1918.  '  32,000 


-Tke  text  of  these  pages  13  copyrighted.     All  rights  are  reserved. 


Notice  Is  hereby  given  that  infringement  will  lead  to  prosecution. 


972 


Mortgagees 


RECORD    AND    GUIDE  Manhattan 


December  8,  1906 


HECLA  IRON  WORKS  I  Arcliitectural  Bronze 


North    I  0th,  i  1th  and   i2th  STREETS 
BROOKLYN,  -  -  -  NEW  YORK 


AND 


IRON  WORK 


9,000 

wife 
2l!.6 


Bierhotf,   Alice   L   to   Jacob    Kpstciii.      Madison   av.    N'o    1787.      Ex- 
tension mort,  &v.     Dec  ."i.     Deo  (>,  ]00<«.     <i;l(!23.  uom 
Bernstein.   Louis   lo  Russell   Raymond.     3d  av.  No  209.">.  e  s,  7"). 10 

n   IHth  St.  i'l.xlOO.     Dec  :{  .lOOC.  ">  years,  5%.     6:1064.        25,000 
Bulkley.  L  Duncan  lo  Cooper  Union  tor  the  Advancement  of  Science 
and  .Xrt.     Madison  av.  No  5.31.  s  e  cor  r)4th  st,  20..")xS0.     Dec  4. 
:;  years,  4%.     Dec  (i.   10(M!.     .-i:12S9.  50.000 

Budner,  Rafka  to  Pinkus  Jaffe.  Lewis  st.  No  114,  e  s.  175  s 
Houston  St.  25x100.  P  M.  Prior  mort  .$19,000.  Dec  1,  3  years, 
without    interest.      Doc   6.    lilOii.      2:oo0.  3,930 

Carroll.  Alice  to  MANHATTAN  SAVINGS  INSTN.  Wooster  st. 
No  245.  «•  s.  5ii.7  s  Washington  sq  South,  19.3x52.  Dec  0,  1906, 
due,  &c,  as  per  bond.     2:538.  7,000 

Cohn.  Hugo  with  Julius  Schattman  5th  st,  Nos  719  and  721  East. 
..\greement  extending  and  modifying  two  morts.  Dec  5.  Dec  6, 
19(l(i.     2:375.  nom 

Carolei.  Angelo  to  Jeanette  Weil  et  al.     12th  st.  No  413,  n  s,  abt 
175  e  1st  av,  — .x— .     P  M.     Nov  15,  due  June  1,  1908,  6%.    Dec 
(),    1906.      2:440. 
Curtis,    Annabella    witi    of    B    Farquhar    Curtis    and    Jane    E 
Wra  McN  Purdy  to  Wm  McN  Purdy.     34th  st.  No  131.  n 
w    Lexington    av,    22.ili4.      Dec   4,    1    year,   41,^%.      Dec   6,    1906. 
3:890.  20,000 

C  R  Co  to  Abraham  Ruth.  Amsterdam  av,  Nos  1981  to  1999,  n  e 
cor  158th  st,  199.10  to  s  s  159th  st  xl06x200xlOG.  Building 
loan.      Nov  27,   demand,   <.;%.     Dec  6.   1906.     8:2108.  125,000 

Same    to    same.      Same    property.      Certificate    as    to    above    mort. 

Nov   27.      Dec   6.    1906.      8:2108.  

Carolei.  Angelo  to  Jeanette  Weil  et  al.  12th  st.  No  413.  n  s.  abt 
175  e  1st  av,  — x —  to  Old  Stuyvesant  st,  P  M,  Nov  15,  due 
Mar  5,  lil07,  — %.     Dec  6.  1006.     2:440.  3,000 

Cohn,  Jennie  wife  Abraham  to  John  A  Stewart  et  al  trustees  of 
the  LIVERPOOL  &  LONDON  &  GLOBE  INS  CO  in  N  Y.  80th 
st.  No  115.  n  s.  150  w  Columbus  av.  20x100.8.  Dec  3.  1900.  3 
years.    5';^.      4:1217.  gold.   27,000 

Capek,  John  and  Frank  to  Leooold  Feist  and  ano  exrs  Nathan 
Feist.  1st  av.  No  1539,  w  s,  49.9  n  ,S0th  st.  10.6x80.  P  M. 
Dec   1,   due,   &c,   as   per   bond.      Dec  3.   1906.     5:1.543.  13,0(X) 

Carroll.  George  lo  GER.MAN  SAVINGS  BANK  in  City  N  Y.  132d 
st.  No  58,  s  s,  50  w  Park  av,  25x99.11.  Dec  3,  1906,  3  years, 
5%.     6:17.56.  14  000 

Same    to    Henry    Gerken.      Same    property.      Prior    mort    .$14,000. 

Dec   3,   1900,   1    year.   6<^r.     6:17.56.  2.000 

Cohocton  Realty  Co  to  N  Y  TRUST  CO.  32d  st.  No  410,  s  s,  175 
e  1st  av,  runs  e  100  x  s  107.0  to  n  s  31st  st,  Nos  411  to  415. 
X  w  75  X  n  98.9  x  w  25  x  n  98.9  to  beginning.  Dec  3,  1906,  3 
years,  4%7c.     3:903.  42,000 

Same    to    same.      Same    property.      Certificate    as    to    above    mort. 

Dec   3.    I'.HIO.      3:9(;3.  

Culkin.  Margt  to  TITLE  GUARANTEE  AND  TRUST  CO.  Jane 
st.  No  48,  s  s,  123.6  e  Hudson  st,  22.6.x80.  Dec  5,  1906,  due, 
&c,  as  per  bond.     2:025.  6,000 

Chessler,  Harry  to  Frank  A  Setaro.  72d  st.  No  205,  n  s,  90.11  e 
od  av.  19.1x76.8.  P  M.  Nov  28,  due  Dec  1,  190S,  6%.  Dec  1. 
1906.     5:1427.  1.000 

Clark.  Le  Grand  L,  Brooklyn.  N  Y',  to  Mary  A  Ferris.  11th  st. 
No  213,  n  s,  20  e  Waverly  place,  20x00.  Dec  4,  3  years,  5%. 
Dec  5.  1906.     2:614.  8,000 

Corn,  Joseph  with  Leopold  Heyman.  101st  st.  No  08,  s  s,  80  w 
Park  av,  25x100.11.  Subordination  agreement.  Nov  28,  Nov  30. 
1906.     0:1600.  nom 

Cavanagh,  Albert  to  Stephen  Ball.  183d  st,  s  s,  100  e  St  Nich- 
olas av,  75x104.11.  P  M.  Prior  mort  $7,500.  Due  May  31. 
1908,  6'/f.     Nov  30.  1906.     8:21.54.  17.500 

Coult.  Joseph  to  Rachel  A  Lynch  extrx,  &c,  Rachel  A  Cartwright. 
Fulton  st.  No  S9,  n  s,  abt  88  w  Gold  st,  25.6x60x24.10x00.  Nov 
27.   10  years.  5%.     Nov  30.   1906.     1:93.  55.000 

Cominsky,  Max  to  Annie  Folbe.  Montgomery  st.  No  67,  e  s,  47.6 
n  Cherry  st,  21.10x.58.7x20.5x57.5.  Nov  30,  due  Apr  15,  1911. 
W};^.     Dec  4,    r.KIO.      1:2.59.  2.000 

Colio,  Josephine  De  V.  to  Josephe  De  Vito.  117th  st,  Nos  446 
and  448,  s  s,  122.11  w  Pleasant  av,  41.11x100.11.  Prior  mort 
.$36,000.     Aug  15.  due  Feb  14.  1911,  5%%.     Dec  4,  1906.  0:1710. 

10,450 
Columbia  College,  trustees  of,  in  City  of  N  Y  to  N  Y  LIFE  INS 
&  TRUST  CO.  Broadwav,  Nos  .503  to  511.  w  s.  125x200  to  Mer- 
cer St.  Nos  74  to  .82.  Dec  4.  1906.  3  years,  4%.  2:484.  448.000 
Cohen,  Eva  to  Bianca  Rosenfeld.  Lenox  av.  No  450,  e  s,  75  n 
132d  st,  24.11x84.  Dec  3,  due  Jan  1.  1912,  5%.  Dec  4,  1900. 
6:1730.  22  000 

Same  to  Saml  H  Baer.     Same  property.     Prior  mort  $22,000.     Dec 

3.    due    Jan    1     IIMlll.    6^ .      Dec   4.    1900.  2OO0 

Campbell.  Geo  W  to  Wm  Volk.  103d  st,  No  122,  s  s,  300  w  Co- 
lumbus av,  25x1/2  blk.  Prior  mort  ?28,000.  Apr  25,  demand  6%. 
Dec   4.   19(11!.     7:1857.  10,000 

Chester  Mortgage  Co  with  Chelsea  Realty  Co.  135th  st,  Nos  629 
to  033,  n  s,  430  w  Broadway,  7.5x99.11.  Subordination  agree- 
ment. Nov  30.  Dec  4,  ]900.  7:2002.  nom 
Cohen,  Saml  to  Frank  Gens.  Attorney  st.  Nos  1.5.5  and  157,  w  s, 
200  s  Houston  st,  50x100.  Nov  24,  due  May  24,  1907,  ii%.  Dec 
1.  1906.  2:3.50.  400 
Connor,  Jane  to  Jacob  Brodie.  51st  st.  No  432  West.  Assign- 
ment of  rents  to  extent  of  $650.    Nov  30.     Dec  1,  1906.     4:1060. 

Cohen,  Harris  and  Abraham  to  TITLE  GUARANTEE  &  TRUST 
CO.  140th  St.  s  s.  483.4  w  7th  av,  5  lots,  each  .38.4x99.11.  5 
morts.  each  .$38,000.  Nov  30,  due,  &c,  as  per  bond.  Dec  1. 
1900.      7:2025.  190.000 

Degelman.  John  H  to  Harris  Mandelbaum  and  ano.  3d  av,  No 
2062,  s  w  cor  113th  st,  Nos  174  to  1.80.  25.2x100.  P  M.  Prior 
mort  .$33,000.     Nov  30,  1  year.  C/:i.     Dec  1,  1906.     6:1640.      8.500 

DeWitt.  Geo  H  to  TITLE  GUARANTEE  &  TRUST  CO.  .80th  st. 
No  319,  n  s,  200  w  West  End  av,  17x102.2.  Dec  4,  1906,  due, 
&c,  as  per  bond.     4:1244.  18,000 

D'Alessandro,  Nicola  to  Guiseppe  G  Zibelli  et  al.  1st  av.  No  2306, 
on  map  No  2300,  e  s,  125.8,  s  119th  st,  25.8x94.  P  M.  Sept  19. 
4  years,  6%.     Dec  4,  1906,     6:1806.  4.500 


Denn.  Henry  to  Joseph  L  Buttenwieser.  64lh  st.  No  1.54.  s  s,  200 
o  Amsterdam  av,  20x100.5.  P  M.  Nov  1.  3  years.  6%.  (Re-re- 
corded from  Nov  1.  1906.     Nov  30.  1906.     4:1135.  6.000 

Dobroczynski.  Oscar  to  Davis  Rosenkrantz.  5th  St.  Nos  7.34  to 
738.  s  s.  190  w  Av  D.  6(Jx9(i.  Release  from  all  claims  as  to 
agreement  dated  April  10.  1902.  Nov  22.  Nov  30.  1906.  2:- 
374,    also   recorded   in   Miscl.  nom 

Delkowsky.  Theresa  and  Samuel  Epsteinto  Benedict  Bockar.  Al- 
len St.  No  44.  e  s.  75  n  Hester  st.  2.jx65.7.  P  M.  Nov  28  1 
year.   6-^.     Nov  .30.   1906.      1:.308.  l.fMX) 

Dorr,  Joseph  M  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
Amsterdam  av.  No  410,  w  s,  77.2  s  SOth  st,  25x100.  Dec  5. 
1;K)0,   1   year,  5%.     4:1227.  24,-500 

Deemer.  John  M  to  Francis  Becker  and  ano.  .30th  st,  No  330.  s  s, 
333.4  w  Sth  av.  10.S.x98.9.  P  M.  Dec  1,  3  years.  5%%.  Dec 
3,   1000.     3:759.  11.000     ^ 

Darrach    Home    for    Crippled    Children,    a    corpu.    to    METROPOLI- 
TAN LIFE  INS  CO.     104th  st.  No  118.  s  s.  225  w  Columbus  av.         I 
25x100.11.      Dec   3.    1900,   due   Nov   1,   1009,  5%.      7:18.58.       3..500     f 

Same    to    Pierre   L   Le    Brun.      Same   property.      Prior   mort   $14.- 

000.  Dec  3.   190(>,   1   year.   6%.     7:1858.  2..500 
Davis,  Asa  B  to  Fanny  C  Lyon  et  al  trustees  Saml  E  Lyon.     35th 

St.  No  42,  s  s,  42  \v  4th  av,  21x72.6.     Dec  1,  4  years,  4%%.     Dec 
3,   1900.     3:864.  35.000 

Same  and  Harlan  F  Stone  with  same.  Same  property.  Subordi- 
nation agreement.     Dtc   1.     Dec  3.  190(5.     3:.S64.  nom 

Duffy,  John  J.  Brooklyn,  to  Louise  Groh.  10th  av.  No  450,  n  e 
cor  35th  St.  Nos  461  and  463,  24.9x100.  Dec  1,  5  years,  5%. 
Dec  3.   19(36.     3:733.  43.000 

Danahar.  John  J  to  American  Mortgage  Co.  Greenwich  st.  No 
.S24  (810).  w  s.  88.2  n  Jane  st,  runs  w  92.8  x  n  30.5  x  e  22  x  n 
(i  X  e  71.6  to  Greenwich  st  x  s  42.5  to  beginning.  P  M.  Nov 
28.   1   year,   57c.      Nov  .30.   1906.     2:042.  14,000 

Dreyfuss.  Charles  to  COMMONWEALTH  INS  CO.  75th  st.  No  513, 
n  s.  298  e  Av  A.  25x99.9x25.4x103.11.  Dec  4.  5  years,  57c.  Dec 
6,  1906.     5:1487.  10,000 

Same  and  Morris  Lustig  and  ano  with  same.  Same  property. 
Subordination   agreement.      Dec   .5.      Dec   6.    1906.      5:1487.       nom 

Dreyfuss.  Charles  and  Peter  Heckert  with  same.  Same  property. 
Subordination   agreement.      Dec   .5.      Dec   6,   1906.      5:1487.       nom 

Donovan,  Mary  T  admrx  Timothy  Donovan  to  Wm  H  Schaefer. 
Croton  St.  n  s,  175  w  Amsterdam  av.  2.5x92.3.  Certificate  of 
amount   due  on  mort.     Dec  3.     Dec  .5.  190().     8:2123.  

Damrosch.  Walter  to  Cooper  Union  for  the  Advancement  of  Science 
&  Art.  61st  st,  s  s,  103  e  Lexington  av,  runs  s  100.5  x  w  23  x  n 
93.-5  to  point  7  s  61st  st  x  n  w  on  curve  —  to  st  x  e  29  to  begin- 
ning.    Nov  30.  3  years.  4%%.     Dec  4,  1906.     5:1395.      gold.  22,000 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Hannahett  Y'oungs. 
1st   av.   Nos  012  t_o  620.  n  e  cor  35th  St.  No  401.   151.3x321.4  to      i 
exterior    line    x1.j3x.322.6.      Extension    mort.      Sept    1.      Dec    5.  '  ' 
1906.     3:967.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Temple  Beth  El. 
.5th  av,  s  e  cor  76th  st.  No  2,  102.2x150.     Extension  mort.     Sept 

1.  Dec  5.  1906.     5:1390.  nom 
EQUITABLE   LIFE   ASSUR   SOC   of  the  U  S  with  University  Club. 

5th  av.  n  w  cor  .54th  st.  No  1.  l(X).5xl25.     Extension  mort.     Nov 
27.      Dec  5.   1906.     5:1270.  .  nom 

Everett  House  Co  to  Jos  Lazarus.  4th  av,  n  w  cor  17th  st.  No  39, 
runs  w  127  x  n  109  x  e  49  x  n  33  x  e  78.6  to  av  x  s  142  to  be- 
ginning.    Leasehold,     Dec  5,  demand,  6%.     Dec  6,  1906.     3:846. 

10,000 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  OF  THE  U  S  with 
Morris  S  Herrman.  West  st,  Nos  256  and  257.  Extension  mort. 
Sept  1.     Dee  5,  11100.     1:218.  nom 

Evans,  Ellen  J  to  TITLE  GUARANTEE  AND  TRUST  CO.  39th 
St.  No  115,  n  s,  213.4  e  Park  av,  10.8x98.9.  Dec  4.  due,  &c,  as 
per  bond.     Dec  5,  1900.     3:895.  15.000 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  OF  THE  U  S  with 
Kate  C  Sheffield.  40th  st.  No  115  East.  Extension  Mort.  Sept. 
1.     Dec  5.   190(i.     5:1295.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  OF  THE  U.  S.  with 
N  Y  Yacht  Club,  a  corpn.  44th  St.  Nos  37  to  41  West.  Exten- 
sion  mort.      Sept   1.     Dec  5.   1906.     5:1260.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  OF  THE  U  S  with 
Sadie  R  Hess.  6(!th  st.  No  217  West.  Extension  mort.  Dec  3. 
Dec  5.  1906.     4:1158.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  OF  THE  U  S  with 
Harry  Ginsburg.  (i(ith  st.  No  247  West.  Extension  mort.  Nov 
26.      Dec   5,    1901 1.      4:11.58.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  OF  THE  U  S  with 
Justine  A  wife  Wm  F  Stafford.  79th  st.  No  6  East.  Extension 
mort.     Nov  22.     Dec  5.   1900.     5:1393.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  OF  THE  U  S  with 
Katharina  Balheimer.  82d  st.  No  157  E.  Extension  mort.  Nov 
30.     Dec  5.   llMHi.     5:1511.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  OF  THE  U  S  with 
Margt  L  H  Stone.  93d  st.  No  2.54  West.  Extension  mort.  Nov 
1.     Dec  5.   1906.     4:1240.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  OF  THE  U  S  with 
Francis  P  O'Connor.  135th  st.  No  207  West.  Extension  mort. 
Dec   1.     Dec  5,  1906.     7:1941.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  OF  THE  U  S  with 
Frederick  C  Schwarz.  Av  A,  No  160.  Extension  mort.  Sept 
1.     Dec  5.   1900.     2:404.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  OF  THE  U  S  with 
Elias  Schlomowitz.  West  End  av.  Nos  142  to  14.8  and  152. 
Five  extensions  of  mortgage.     Nov  30.     Dec  5,  1900.     4:1158. 

nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  OP  THE  U  S  with 
Joseph  M  Lichtenauer.  West  End  av.  No  654.  Extension  mort. 
Nov  1.     Dec  5.  1900.     4:1239.  nom 

Eagan  &  Leake,  a  corpn.  to  Herman  F  Kanenbley  et  al  exrs 
.A.ugust  Kanenbley.     Sullivan  at,  Nos  96  to  100,  n  \v  8,  abt  55  n 
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MAPLEDORAM  &  CO. 

REAL  ESTATE  BROKERS 


Bay  Ridge  Property 
Our  Specialty 


Fifth  Ave.  and  79th  St.,  Brooklyn,  N.  Y. 

Tolojihono,  724  Bay  Ridge 
Branch  Office :  Bay  Ridge  Ave. ,  cor.  Fort  Hamilton  At*. 


Spring  St,  69.5x100x40x104.3,  s  w  s;  also  lot  at  c  1  of  block  bet 
McDougal  and  Sullivan  sts  at  line  bet  lands  of  Church  farm  and 
Bayards  farm,  runs  n  20.8  x  w  124  x  s  13.8  x  s  e  25.4  to  begin- 
ning. Equal  lien  with  another  mort  for  $37,500.  Nov  30, 
due  Oct  2(;,  llXtS.  5%.     Dec  5,  1!)0G.     2:504.  37,500 

Same  to  Hei'mau  F  Kanenbley  Individ.  Same  property.  Equal 
lien  with  above  mort.  Nov  30.  due  Oct  20,  1008,  5%.  Dec  5, 
1900.     2:. 504.  37,500 

Eastern  Parkway  Co  to  METROPOLITAN  TRUST  CO  of  City  N  Y. 
Park  av.  Nos  1928  to  1938.  s  w  cor  131st  st,  Nos  74  to  78. 
99.11x90.     Nov  1,  due,  &c,  as  per  bond.     Dec  5,  1906.     6;1755. 

100,0(MJ 

Eastern  Parkway  Co  to  METROPOLITAN  TRUST  CO  of  N  Y. 
Park  av,  Nos  192S  to  1938,  s  w  cor  131st  st,  Nos  74  to  78,  99.11x 
90.  Certificate  of  stockholders  to  mort  for  $100,000.  Nov  27. 
Dec  5,   1906.     6:1755.  

Evarts,  Sherman  trus  with  METROPOLITAN  TRUST  CO.  Park 
av,  Nos  1928  to  19.38,  s  w  cor  131st  st,  Nos  74  to  78,  99.11x 
90.     Subordination  agreement.     Nov  28.     Dec  5,  1906.     6:1755. 

nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Isaac  H  Peller. 
135th  st,  No  205  West.  Extension  mort.  Nov  23.  Nov  30, 
1906.      7:1941.  nom 

Eisenberg,  Esther  to  LAWYERS  TITLE  INS  AND  TRUST  CO. 
116th  St.  No  .302,  s  £,,  109  w  8th  av,  lS.9xl0O.ll.  P  M.  Nov 
28,  5  years,  .5%.     Nov  30.  1900.     7:1848,  17.000 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Henrietta  M  Par- 
ker. S8th  St.  No  12  West..  Extension  mort.  Sept  1.  Nov  30, 
1906.     4:1201.  nom 

Engel,  Martin  to  Solomon  H  Kohn.  Henry  st,  No  178,  s  e  cor 
Jefferson  st.  No  25.  23.10x75.  3  years,  — %.  Nov  30,  190(i. 
1:270.  35,(.X)0 

Epps,  Norman  S  to  Anna  S  BuUey.  134th  st.  No  60,  s  s,  543.3  w 
5th   av,    16.9x99.11.      Nov   27,   due    Nov   1,    1911,   5%.      Nov   30, 

1006.  6:1731.  6,000 
Same  to  Theo  E  Halpern.     Same  property.     Installs,  6%.     Nov  .30. 

1906.     6:1731.  2.500 

Ellison,  Sallle  to  Henry  H  Jackson  et  al  exrs  Peter  A  H  Jackson. 
63d  st,  No  225,  n  s,  375  w  Amsterdam  av,  25x100.5,  5  years, 
51/2%.      Dec  4.   I'.MK).      4:11.").  15,000 

Epstein,  Abraham  exr  Simon  Epstein  to  Danl  A  Davis  and  ano 
trustee  for  Adna  H  Fuller  will  Orris  K  Eldridge.  Henry  st. 
No  106,  s  s,  abt  105  w  Jefferson  st,  20.1x100.  Dec  6,  1906;  5 
years,  4^4%.     1:271.  25,000 

Ferris,  Eugene  with  John  L  Wall.  45th  st,  No  414,  s  s,  200  w 
9th  av,  25x100.4.  Extension  mort.  Oct  31.  Dec  6.  1906.  4:- 
1035.  nom 

Fine,  Joseph  and  Abraham  Schwartz  to  Adolf  Mandel.  11th  st, 
Nos  233  and  235,  n  s.  177  w  2d  av,  2  lots,  each  25x100.  2PM 
morts,  each  $3, .500;  2  iirior  morts  $39,250  each.  Dec  1,  due 
July  1,  1911.  Ci':;.     Dec  4.  IflOO.     2:467.  7,000 

Frankel,  Solomon  and  Samuel  Werner  to  Solomon  Lewine  et  al. 
67th  st,  Nos  22(>  to  230,  s  s,  100  w  2d  av.  3  lots,  each  40x100.5. 
3PM  morts,  each  .^11,000;  3  prior  morts  $40,000  each.  Dec  3. 
5  years,  i^c.     Dec  4.  1906.     5:1421.  33.000 

Fischer,  John  J  to  Leo  Oppenheim  and  ano.  Lexington  av.  No 
2004,  s  w  cor  122d  st.  No  136,  17.7x81.8.  P  M,  Prior  mort 
5516,000.     Dec  1,  3  years.  6Tr.     Dec  4,  1906.     6:1770.  3,000 

Friedman.  Jennie  widow  to  Chas  Mann.  3d  st.  No  25,  n  s,  125  w 
2d  av,  25x95.4.  P  M.  Nov  30,  5  years,  5%.  Dec  1,  1900. 
2:459.  35,000 

Same  to  same.  Same  properly.  P  M.  Nov  30,  2  years,  6%.  Dec 
1,    1900.      2:459.  5,000 

Fink,  Diedrich  to  John  A  Stewart  et  al  trustees  LIVERPOOL, 
LONDON  iS;  GLOBE  INS  CO  in  N  Y.  75th  st,  No  120,  s  s,  260  w 
9th  av,  20x102.2.     Nov  30,  3  years,  4%%.     Dec  1,  1906.    4:1146. 

gold,  16,0(X> 

Felt,  Abraham  to  Saml  Mandel.  141st  st,  Nos  271  and  273.  n  s. 
100  e  Sth  av,  50x99.11.  P  M.  Prior  mort  $52,000.  Nov  28,  3 
years,  0%.     Nov  30,  1900.     7:2027.  15,000 

Freund,  Catharine,  Albert  and  Sigmund  exrs  Philipp  Freund  with 
Richard  G  Wiener  et  al.  97th  st.  No  144  East.  Extension  of 
mort.     Nov  19.     Nov  30,   1900.     6:1624.  nom 

Felt,   Abraham   and   Harry   Malakoff   to   Maria   M  Baltz  and   ano. 
91st  st.  No  108,  s  s,  150  w  Columbus  av,  49.8  to  Croton     Aque- 
duct, xlOO.8.  Nov  24,  due  Nov  1.  1911,  5%.    Nov  30,  1906.  4:1225. 

55.000 

Friedland.  Koppel  and  Meyer  H  Friedman  and  Sundel  Hyman  with 
THE  LAWYERS  TITLE  INS  AND  TRUST  CO.  67th  st.  No  42,S 
East.      Subordination   mort.      Nov    14.      Nov   30,    1906.      5:14(il. 

nom 

Fox,  Julius  B  to  Daniel  A  Davis  and  ano  trustees  for  Edna  H 
Fuller  will  Orris  K  Eldredge.  13th  st.  No  139,  n  e  s.  125  n  w 
3d  av.  25x100.     Nov  30,  1906,  5  yeai-s,  'i%Vc-     2:5.59.  2.S.5tM) 

Same  and  Jos  L  Buttenwieser  with  same.  Same  property.  Sub- 
ordination agreement.     Nov  30,   1906.     2:5.59.  nom 

First  Hungarian  Congregation  Ohab  Zedek  to  Jacob  A  Geissen- 
hainer  and  ano  trustees  Henry  Elsworth.  Norfolk  St.  Nos  172 
to  178.  e  s.  175  s  Houston  St.  100x100.  Nov  21,  3  years,  4%%. 
Nov  30,  1006.     2:3.55.  75,0110 

Fettretch,  Joseph,  Alphonse  H  Kursheedt  and  Chas  D  Williams 
exrs  Frederic  A  Kursheedt  to  Jos  Hesdorfer.  Grand  st.  No  7N. 
n  s,  abt  78  e  Wooster  st,  25x100.  5  years,  5%.  Nov  .30.  1906. 
2:475.  40,000 

Friedman,  Meyer  H  and  Koppel  Friedland  to  LAWYERS  TITLE 
INS  AND  TRUST  CO.  67th  st,  Nos  426  and  428,  s  s,  220  w  Av 
A,  40x100.5.     Nov  14,  5  years,  57c.     Nov  30,   1906.     5:1461. 

35.000 

Frank,  Meyer  to  Leon  Tuchmann.  Lenox  av.  No  620,  n  e  cor  141st 
st.    No    79,    99.11x150.      Building    loan.      Nov   28,    due    May   28, 

1007,  6%.     Nov  30.   190U.     0:1739.  25.0(X> 
Fuchs.    Gertrude   with    Herman   F   Kanenbley   Individ   and   as    exr 

and  others  exrs  August  Kanenbley.     Sullivan  st,  Nos  96  to  100. 

Subordination  agreement.     Nov  28.     Dee  5,  1906.      2:.504.  nom 

Feaster.   John  J   to   Barbara   Feigert.      91st  st,   No   1.51,   n  s,   90  e 

Lexington    av,    20x100.8.      Deo   4,    5   years,    5%.      Dec   5,    1906. 

5:1520.  10,000 

Farmer,  Wilhelmina  to  Emilie  Salberg.     Morningside  av  E,  No  18, 

e  s,  26.4  s   116th  st,  30x93.3x28x104.3.     Prior  mort  $ .     Dec 

4.  due  Oct  15.  1908,  G%.     Dec  5,  lOOG.     7:1849.  4.000 

Fox,  Andreas  to  Ella  W  Mills  and  ano  extrx,  &c,  Abraham  Mills. 

St  Nicholas  av.  No  426,  e  s,  360.3  s  133d  st,  24.6x125.     Nov  27. 

5  years.  5%.     Dec  5,  1906.     7:1958.  19,500 


Fuchs,  Joseph  to  U  S  TRUST  CO.  103d  st.  No  231,  n  s  212  6  w 
2d  av,  37.6x100.11.     Dec  5,  1906,  due,  &c,  as  per  bond.'    6:1658. 

33,000 

Frank,  Meyer  and  Leon  Tuchmann  with  Maurice  Cohen.  Lenox 
av,  No  620,  n  e  cor  141st  st,  Nos  75  to  79,  99.11x150.  Subordi- 
nation agreement.     Dec  4.     Dec  5,  1906.     6:1739.  nom 

Forst.  Rosie  wife  of  and  Benj  and  Gosy  wife  of  and  Menassah 
Forst  to  Rebecca  S  Jacobus  et  al  trustees  Samuel  M  Jacobus 
5th  st,  No  5,35,  n  s,  190.0  w  Av  B,  26x97.  Dec  3,  1906  5  years 
5%.     2:401.  28,000 

Forst,  Rosie  wife  of  and  Benj  and  Gosy  wife  of  and  Menassah 
Forst  to  Morris  Silverman.  5th  st.  No  535,  n  s,  190.6  w  Av  B 
26.4x97.     Prior  mort  .f28.000.     Dec  3.  1906,  installs.  67c.  2:40l! 

7,500 

Freedman,  Joseph  10  Paul  M  Abrahams.  94th  st.  Nos  203  and 
205,  n  s.  100  w  Amsterdam  av,  runs  w  52  x  n  w  100.8  x  e  57.2 
X  s  100.8  to  beginning.  Nov  13,  3  years,  G%.  Dec  3,  1906. 
-4:1242.  20.000 

Pleischmann  Realty  &  Construction  Co  to  TITLE  GUARANTEE  & 
TRUST  CO.  7th  av,  Nos  2500  to  2515.  e  s,  40  n  145th  st,  119.10 
xlOO.  Certificate  as  to  mort  for  .$120,000.  Nov  26.  Dec  3 
1906.  7:2014.  _:_ 

Pleischmann  Realty  &  Construction  Co  to  METROPOLITAN  LIFE 
INS  CO.  7th  av,  Nos  2501  and  2503,  n  e  cor  145th  st,  40x100; 
7th  av,  Nos  2517  and  2519,  s  0  cor  146th  st,  40x100.  Certificate 
as  to  consent  of  stockholders  to  2  morts,  1  for  $60,000,  the 
other  for  $75,000.  Nov  28,  1906.  7:2014.  Corrects  error  in 
last  issue,  when  description  of  2'd  parcel  read  7th  av,  Nos  2517 
and  2519,  s  e  cor  145th  st.  

Frank.  Amalie  to  Louisa  Seibel.  Av  A,  Nos  1578  and  1580,  n  e 
cor  83d  St.  No  501,  51.3x74.  Dec  5,  due,  &c,  as  per  bond.  Dec 
6,  1906.     5:1580.  10,000 

Foster,  Margt  L  to  TITLE  GUARANTEE  &  TRUST  CO.  Bethune 
st,  No  19,  s  s,  295  e  Washington  st,  22x76.8x22x77,5.  Dec  5. 
due,   &c,   as   per   bond.      Dec  0,   1906.      2:035.  6,000 

Flanagan,  De  Witt  C,  Morristown,  N  J,  to  Edw  W  Barrow  and  ano 
trustees  Henry  Barrdw.  65th  St.  No  9,  n  s,  200  w  Sth  av  20x 
100.5.     Dec  6,   1906,  3  years,  57c.     4:1118.  20.000 

Friedman,  Henry  and  Charles  to  Good  Samaritan  Dispensary 
100th  st,  Nos  326  and  328,  s  s,  3.52.8  e  2d  av,  49.4x100.11.  Dec 
6,   1906.  5  years,  57(..     0:1671.  43,000 

Frankenthaler,  Jacob  to  Maria  G  Messenger  and  ano.  135th  st 
No  5.  n  s,  .50  e  5th  av,  25x99.11.  Dec  6,  1006,  3  years,  4y2%. 
6:1760.  18.000 

Forsythe,  John,  a  corpn.  to  John  Forsythe.  Broadway.  No  .S65 
w  s.  69.9  s  18th  St.  25x110x24.10x108.  P  M.  Prior  mort  $200- 
009.     Sept  29,  5  years,  5%.     Dec  6,  1906.     3:840.  60,000 

Feldberg,  Morris  to  John  F  Steeves.  Lenox  av,  n  e  cor  143d  st 
runs  e  96.2  x  n  59.11  x  e  16.7  x  n  .39.11  x  w  27.10  x  s  25  x  w  8.5 
to  av.  X  s  74.11  to  beginning.  Prior  mort  .$45,000.  Nov  1.  de- 
mand. 0';;.     Dec  6,   lOOIi.     6:1744.  2,122 

Friedman,   Cilly  to   Solomon   H   Kohn.     4th  st.   No  268,   s  s    SV3 -i" 
e  Av  B,   24.9x96.2.     Dec  6,  1906,  due  Jan  1,  1910,  — %      2386 

'25,000 

Gelfand,  Philip  and  Jennie  Gladstein  wMth  Katharine  R  Jackson 
et  al  exrs  Wm  H  Jackson.  1st  av.  No  873.  Subordination  agree- 
ment.    Nov  27.     Dec  6,  100(>.     5:1.341.  nom 

Gordon,  David  and  Jennie  Gladstein  with  Kath  R  Jackson  et  al  as 
exrs  Wm  H  Jackson.  1st  av.  No  873.  Subordination  agreement 
Nov  26.     Dec  6,   1000.     5:1341.  nom 

Greenbaum.  Oscar  to  Bernard  B  Steinbrink.  140th  st.  No  215 
n  s,  268  w  7th  av,  2S.x99.11.  Dec  5,  due  Jan  1,  1910,  67c.  Dec 
6,  1906.     7:2026.  ■  0,900 

Garone,  Martin  to  Giovanni  Marturano.  James  st.  No  45,  w  s 
25  s  Madison  st,  25.1x60.2x25.3x.59.S.  Prior  mort  $10,000.  Dec 
1.  5  years,  69f.     Dec  G,  1006.     l:ll(i.  2,300 

Goldberg.  Simon  L  and  Abraham  Cohn  to  .'\bram  Scbulz.  .53d  st, 
Nos  204  and  206,  s  s,  80  e  3d  av,  30x100.4.  Dec  1,  5  years,  Ii%. 
Doc  6,  1906.     5:1326.  35  000 

Garone,  Martin  to  Tillie  Maas.     18th  st,  Nos  421  to  423,  n  s,  290 

w   Av   A,   50.x92.      P   M.      Prior  mort   .$ .     Nov  .30,   due   May 

15,  1908,  0%.     Dec  3,  1906.     3:950.  5,500 

Gasper,  Jennie  B  to  John  H  Jacquelin.  53d  st.  No  30,  s  s,  450 
w  5th  av.  25x100.5.  P  M.  Dec  1,  2  years,  57c.  Dec  3.  1006. 
5:1268.  20,000 

Germann,  Geo  A  to  Henry  Hartman.  87th  st.  No  167.  n  s,  220  w 
3d  av,  2G..8xl00.8.  P  M.  Prior  mort  ,$16,000.  Dec  3,  1906,  3 
years,   O7.      5:1516.  4,000 

Goldstein.  Lillie  and  Rosa  to  Saml  Rosenthal.  Av  C.  No  150 
e  s.  68.2  n  9th  st,  23.11x83.  P  M.  Prior  mort  $18,000.  Dec 
1.    1   year.   6%.      Dec  3.   1906.     2:379.  2.000 

Grieme,  Henry  to  Lion  Brewery.  11th  av.  No  597.  Saloon  lease. 
Dec   1.     Dec  3,   1906.     4:1092.  nom 

Griffin,  Danl  G,  Kings  Co,  N  Y,  to  Richd  M  Cadwalader.  Beaver 
st,  Nos  23  and  25,  n  s,  115,4  w  Broad  st,  runs  w  49.4  x  n  66.7 
x  w  64.1  to  e  s  New  st,  Nos  58  to  62,  x  n  e  65.2  x  e  41.2  x  n  1.3 
X  e  33.9  X  s  25  X  e  22.1  x  s  103.10  to  beginning.  P  M.  Dec 
3,  1906,  3  years,  4i/<,%.     1:24.  375,000 

Goodman,  Aaron  and  Louis  Meyers  to  Saul  and  Elkan  Deiches. 
Houston  st.  No  303,  s  s.  54  e  Clinton  st,  1.8x70.  P  M.  Nov  30, 
1906,   2  years,   Cj%.     2:350.  5,500 

Grossman.  Newman,  Frank  Fcldman  and  Bessie  Levine  to  August 
Eimer.  2d  av.  No  215,  w  s,  51.0  n  13th  st,  runs  w  112,6  x  s 
51.9  to  n  s  13th  st,  Nos  249  and  249i^,  x  e  35.3  x  n  26  x  e  77.3 
to  av  X  n  25.9  to  beginning.  P  M.  Nov  28,  installs,  5%.  Nov 
30,    190(i.     2:469.  51,500 

Gens,  Frank  to  John  T  Willets  guardian  Josiah  M  Willets.  109th 
st.  No  226,  s  s,  310  e  3d  av,  2.5x100.10.  Dec  5,  1906,  3  years, 
4%%.     6:1658.  20,000 

Same  to  Frank  Stock.  Same  property.  P  M.  Prior  mort  $20,000. 
Dec  5,  1906,  due  Nov  1,  1914,  G%.     6:1658.  12,000 

Goldbaum,  Gussie  to  Jacob  Rieger.  Rivington  st.  No  .345,  s  s, 
6,S  e  Mangin  st.  22x75;  Mangin  st.  No  63,  w  s.  175  s  Rivington 
St.  2.5x99;  Mangin  st.  No  67.  w  s,  12.5  s  Rivington  st,  25x99. 
Dec  3,  3  years,  6%.     Dec  5,  1906.     2:323.  2,000 

Goldring.  Rebeca  G  and  Bessie  Bernstein  to  Leopold  Heyman. 
lOlst  st.  No  68,  s  s,  80  w  Park  av,  25x100.11.  Nov  .30.  1906. 
3    years,    57c.      6:1606.  19.000 

Goldbaum,  Gussie  to  Daniel  A  Davis  and  ano  trust  for  Arvilla  R 
Appleton  will  Orris  K  Eldredge.  Mangin  st.  No  67,  w  s,  125  s 
Rivington  st,  25x99.     Dec  3,  5  years,  57c.     Dec  4,  1906.     2:323. 

18,500 


The  text  of  these  pages  Is  copyrighted.     All  rights  are  reserved.  Notice  Is  hereby  given  that  iDtringement  will  lead  to  prosecution. 
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ACE  BI^ICK.S    J.^ 
ISKJB  &  Co.  Inc. 
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IN   STOCK   FOR  QUICK 
DELIVERY 


1,000,000 

100,000 


EVENLY  SHADED 

IMPERVIOUS  BUFFS 

HARVARD  BLACK 

HEADERS 


Geer,  Mary  to  TITLE  GUARANTEE  AND  TRUST  CO.  72d  St.  Nos 
244  and  240.  s  s.  250  e  West  End  av,  40x102.2.  Due,  &c,  as  per 
bond.      Nov   30.    liWti.      4:11C.3.  50,000 

Gladstein,  Jennie  to  Kath  R  Jackson  et  al  exrs  \Vm  H  Jackson. 
1st  av.  No  873.  w  s.  25.5  s  40th  st,  25x100.  Nov  30,  5  years. 
5%.     Dec  C,  1000.     5;  1341.  18,000 

Gutman,  Babette  C  with  Minnie  L  Hotacker.  83d  st.  No  325,  E. 
Extension   mort.     Nov  23.      Dec  4.    1006.     5:1546.  nom 

Greenberg,  John  &  Meyer  Kirschenbluth  to  Bernheimer  & 
Schwartz.  Av  A,  e  s,  25.6  n  76th  st,  50x08.9.  Prior  mort 
$25,0(K).     Dec  4.   I'.KKi,   demand,  (i'/r.     5:1488.  3,000 

Grohs.  Hulda  to  Saml  Josephson  and  ano.  5th  av,  No  1405,  e  s, 
50.5.  n  115th  st,  25.3x100.     Dec  4,  1906,  installs,  6%.     6:1621. 

5,000 

Goodman,  Moses  with  American  Mortgage  Co.  86th  st,  Nos  438 
and  440,  s  s.  138.1  w  Av  A,  40.4x102.2.  Extension  mort.  Nov 
1.     Dec   1,  1906.     5:1565.  nom 

Gunther,  Wm  H  to  LAWYERS  TITLE  INS  &  TRUST  CO.  41st 
st,  Nos  305  to  309,  n  s.  ItK)  w  8th  av,  runs  e  59.8  x  n  98.9  x  w 
59.11  X  s  98.9.  Nov  27,  due  Nov  30,  1908,  4^47^.  Dec  1,  190(5. 
4:1032.  15,000 

Gelberg,  Abraham  to  Barnett  Haber.  134th  st,  Nos  25  and  27, 
n  s,  231.5  w  5th  av,  35.8x99.11.  Nov  30,  2  years,  6%.  Dec  1, 
1906.     6:1732.  2.000 

Gilligan,  Beesey  T  to  Wm  Oppenheira.  Av  B,  No  301,  s  e  cor  18th 
st,  No  COO,  36x100.  P  M.  Prior  mort  $52,500.  Nov  28.  5 
years,  6%.     Dec  1.   190<;.     3:985.  17,000 

Garner,  Anna  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
SOth  st,  No  1()4,  s  s,  250  w  8d  av.  30x102  2.  Dec  1,  19U3.  1  year, 
4%%.     5:1508.  lO.OUO 

Gottlieb,  Joseph  to  Grant  Squiers  exr  Cath  Donovan.  167th  st. 
No  456,  s  s,  158.4  e  Amsterdam  av,  20.7x97.4x17x109.3.  Nov 
30,  due  June  1,  lfM)8,  —"c.     Dec  1.  1906.     8:2111.  5.000 

Heyer,  A  Lester  to  Henry  E  Pierrepont  et  al  trustees  Henry  E 
Pierrepont.  39th  st,  Nos  318  and  320.  s  s,  225  e  2d  av.  50x 
98.9.      Dec   1,   1906,   demand,  5%.     3:944.  20,000 

Hart,  Catharine,  wife  of  and  Walter  and  Maiy  L  wife  Henry  E 
Ferris  to  N  Y  LIFE  INS  AND  TRUST  CO.  Bank  st.  No  29,  n  s. 
174.10   e   4th   rt,   25x100.      Dec   4,   1906,   3   years,  4%%.     2:(il."). 

12.00(1 

Same  and  Wm  S  Hull  and  with  same.  Same  property.  Subordina- 
tion agreement.     Dec  1.     Dec  4.  1906.     2:615.  nom 

Holland,  Jacob  to  Edmund  Hendricks  and  ano  trus  Fanny  Hen- 
dricks for  benefit  Blanche  Hendricks.  (list  st.  No  334.  s  s.  175 
w  1st  av,  15x100.5.     Dec  3,  5  years,  5%.     Dec  4,  1906.     5:1435. 

10.000 

Same  to  Edmund  Hendricks.  Same  property.  Prior  mort  $10,000. 
Dec  3.  5  years.  6%.     Dec  4.  HXKJ.     5:1435.  3,000 

Heller,  Joseph  A  to  Rebecca  S  Jacobus  et  al  trus  Saml  M  Jacobus. 
114th  st.  No  219,  n  s,  285  e  3d  av,  25x100.11.  Dec  3,  5  years, 
4%%.      Dec  4.   1906.     6:1664.  12,000 

Harwitz,  Hyman  with  Besse  C  Clark.  129th  st,  Nos  251  to  255,  w 
Extension  mort.      Dec  2.      Dec  4,   1906.     7:1935.  nom 

Hoquet,  Robert  J  with  BOWERY  SAVINGS  BANK.  140th  st,  n 
s,  325  w  Broadway.  399.2x201  to  s  s  141st  st  x377.5xl99.10. 
Extension  mort.      Nov  27.     Dec  (i,    1906.     7:20S8.  nom 

Huruvitz,  Jacob  and  Abraham  M  Orlansky  to  Martin  Garone. 
James  st.  No  72,  s  w  cor  (in  mort,  probably  meant  for  n  e  or 
n  w  cor)  Oak  st,  No  3(!V4,  in  front  21  on  James  st,  in  Rutgers 
now  Oak  st  59,  in  rear  51  x  —  9  x  —  30  x  —  50  to  James  st. 
P  M.  Prior  mort  $30,000.  Nov  1,  5  years,  67f.  Dec  5,  1906. 
1:278.  10,000 

Hinton,  Martha  to  Clara  Y  Wilson.  17th  st,  No  242,  s  s,  292.6  e 
8th  av,  17.6x84.  P  M.  Dec  3,  3  years.  5i/>%.  Dec  6,  1906. 
3:766.  '  8,500 

Hoerle,  Wilhelmina  D,  Frances.  Emma  M  and  Louise  and  Anna  D 
Friet  to  TITLE  GUARANTEE  &  TRUST  CO.  19th  st.  No  432. 
s  s.  abt  400  w  9th  av,  25x92.  Dec  4,  due,  &c,  as  per  bond. 
Dec    6,    1906.      3:716.  15,000 

Haack.  Louis  to  Middle-Town  Realty  Co.  Sth  av.  Nos  2905 
and  2907,  w  s.  37.6  s  1.54th  st.  37.6x100.  P  M.  Nov  26.  3 
years,   6%.      Nov  30,    1900.      7:2047.  10  500 

Hall  (A  C  &  H  M)  Realty  Co  to  Louisa  C  Reynolds.  98th  st.  No 
124,  s  s,  214.11  w  Columbus  av,  18x100.11.  Nov  30,  1906,  due 
Mar  1,   1910.  5%.     7:18.52.  10.500 

Hall  (A  C  &  H  M)  Realty  Co  to  Louisa  C  Reynolds.  9Sth  st.  No 
124  West.  Consent  of  stockholders  to  mort  for  $10  500.  Nov 
30,   1906.      7:ia52.  

Same  to  same.     Certificate  of  above.     Nov  30,  190*5.     7:1852.        

Hawes,   Euphemia   A    to   Elena   de   R   Aldcroftt.     55th   st.   No  60. 
s  s,  159  e  Madison   av.   16x100.5.     Prior  mort  .$15,000.     Nov  28. 
1  year.  6%.     Nov  30,   190(5.     5:1290.  lO.tXX) 

Hurwitz.  Raphael  to  Chas  Griffen  et  al  trustees  Saml  Willets  for 
Walter  R  Willets.  Henry  st.  No  80.  s  s,  abt  40  w  Birmingham 
st,   25x100.      Nov  30.   190<5.   5  years,   5%.      1:275.  20,.5CX) 

Haggerty,  Nicholas  A,  Brooklyn.  N  Y.  and  Michl  Haggerty.  N  Y. 
to  EMIGRANT  INDDSTRIAL  SAVINGS  BANK.  2d  av.  No  817. 
w  s.  57  s  44th  St.  18.5x87.     3  years.  5%.     Nov  30,  1006.    5:1317. 

8.400 

Horowitz.  Abram  and  Isaac  R  to  Nathan  Kirsh.  15Sth  st.  Nos 
.522  to  528.  s  s.  3.50  w  Amsterdam  av.  100x99.11.  Nov  30.  1901!. 
1    year.    (5%.      8:211(5.  15.000 

Hoffman.  Ida  wife  of  Barnet  to  Ebling  Brewing  Co.  Willett  st. 
No  65,  w  s,  125  s  Rivington  st,  25xl()0.  Dec  3,  demand,  without 
interest.     Dec  5,   1906.     2:338.  1,100 

Hillman,  Frank  and  Joseph  Golding  to  Jacob  Klingenstein.  122d 
st,  Nos  113  to  120.  n  s.  140  e  Park  av.  1.50xl(X1.n.  P  M.  Prior 
mort  $87,5(.X).  Sept  20,  due  June  30,  1908,  <i'7c.  Dec  5,  100(5. 
6:1771.  '  10,000 

Hillman,  Frank  and  Joseph  Golding  to  Jacob  Klingenstein.  122d 
St.  Nos  114  to  130.  s  s.  140  e  Park  av.  150x100.11.  P  M.  Prior 
mort  $87,500.  Sept  20,  due  June  30,  1908,  6%.  Dec  5,  1906. 
fi:1770.  10.000 

Haslun.  Joseph  and  James  Higgins  to  Ingeborg  M  wife  Joseph 
Haslun.  165th  st.  Nos  470  and  472.  s  s.  207  e  Amsterdam  av. 
runs  s  56.6  x  n  w  0.7%  x  s  46.5  x  e  50  x  n  102.11  to  st  x  w  40.4 


to   beginning.      Prior   mort    $.50,(M)((.      July    1,    due   July    1.   1907. 

(jf/r.      Dec   5.   1906.     8:2111.  10.000 

Hirsch.   Carrie   with  Robt  B  Hirsch  et  al   trustees  Adolphe  Open- 

hym.     Cortlandt  st.  No  45.     Subordination  mort.     Nov  26.     Dec 

3.   190(i.      1:60.  40.000 

Healy.    Mary    wife    of    and    John    W    to    EAST    RIVER    S.WINGS 

INSTN.     Water   st.   No  347,  s  s.  abt   175  e   Roosevelt   st.   19.6x 

75.2x — x75.5  e  s.     Nov  28,  5  years,  5%.     Dec  3,  1906.     1:110. 

6,000 
Hoffman.   Samuel   and   Louis  to   Cecilia  de  Medina  trustee  Wm   E 

Burton.     2d  av.  No  2236,  e  s,  20.10  s  115th  st,  20x75.     Nov  30, 

5   years,   — %.      Dec   3,    1906.      6:1(586.  10,000 

Harris,   Samuel   to   Emilie   J   Murray.      Bayard  st.   Nos  22  and  24. 

n  s.   79.4  w  Chrystie  st,   runs  w  46.11  x  n  .50  x  e  20.10  x  n  25 

X  e  3.2  X  n  4.4  x  e  22.2  x  s  53.9  x  w  1.4  x  s  25  to  beginning. 

Nov  28.  3  years,  5'a.     Dec  3.  10(M!.     1:200.  40.000 

Hamilton.   Margt   H  to  Danl  A  Davis  and  ano  trustees  for  Marion 

B    Eldredge   will   Orris   K   Eldredge.      26th   st.    Nos  .340   and  351. 

n  s,  18(!  e  9th  av.  runs  w  0.1%  x  n  62.(5  x  n  0  x  e  01%  x  n  27.3 

X  e  49.7  X   s  08.0  to  st  x  w  40.7  to  beginning.     Dec  4,   1906.  5 

years.  4%%.     3:750.  25.000 

Humphrys.  Geo  J  to  Christiana  Morschhauser.     Morton  st.  No  33. 

n   s,   ,80  w   Bedford   st.   23.6x100.      Dec  4.   3  years.   57,.      Dec  5, 

1006.      2:.".84.  10,000 

Hurty.  James  G   to  John   H   Hammond.     5lh  av.   s  e  cor  104th  st, 

100.11x150.     P  M.     Prior  mort   .$100,000.     Dec  6.   19015,   1  year, 

5%.     6:1609.  16,000 

Irwin,   Saml   N   to   Daniel    A   Davis    and   ano    trustee   for   Marion   B 

Eldredge  will  Orris  K  Eldridge.      51st  st,  Nos  241  and  243,  n  s. 

175  e  Sth  av,  .■50xlOt).5.     Dec  6.  1006,  5  years,  5%.     4:1023.  26,000 
Isaacs,  Louis  to  Philip  Teets  et  al  exrs  Louisa  S  Teets.     122d  St. 

No  349.   n  s.   103  e  Morningside  av  East.  15xlO(Xll.     Nov  28.  3 

years.   5%.      Nov   30.   1906.     7:1949.  8.900 

Isenberg.    Esther    wife   Jacob    to    Wilson    M    Powell.      60th   st.    Nos 

407  and  400.  n  s.   150  e  1st  av.  2  lots,  each  25x100.5.     2  morts. 

each  $18,000.     Dec  5.  190(5.  5  years.  4%7f.     5:1455.  36,000 

Same  to  Pinkus  Nathan.     Same  property.     2  morts,  each  $8,500.     2 

prior   morts,   $18,000  each.     Dec  5,   1906,   due  Oct   1,   1909,  6%. 

5:14.5.5.  17.000 

Same  to  Jonas  Weil  and  ano.     Same  property.     2  morts.  each  $5.- 

400.      2   prior   mortg,    each   $26,500.      Dec   5,   1906,   due   May    1, 

1911,   6%.      5:1455.  10,800 

Ikelheimer.    Julius    B    to    Cecilia    de   Medina   trus   Wm   E    Burton. 

110th  st.  No  510.  n  s,  283  e  Pleasant  av,  20x100.10.     Dec  5,  1906, 

due,   &c.   as   per  bond.     6:181(5.  7,500 

Isenberg.  Esther  to  Isabel  K  dos  Passos.     Park  av,  No  1344.  s  w 

cor   102d  St.   No  70.   100.11x31.      Nov  28.  due,   &c,  as  per  bond. 

Dec  5,  1006.     (5:1607.  29,000 

Isaac.   Joseph   and   Max   Wachsman   to   Chas   H   Reed.     4th  st.   No 

146    s   s.   1(52.8  e   1st   av,  25.1x96.2.     Dec  3,   1906,  5  years,  5%. 

2:431.  18.000 

Johnston.    Margt   T   to   Stephen   H   Jackson.     42d   st.   No  349,   n   e 

cor   Prospect   pi,    No   45,   58x17.1.      Nov   23,   secures   note,   — %. 

Dec  3,  1906.     5:1335.  3.000 

Juditsky.    Max    B    and    Morris   Yogg    to    Irving   Judis.      Lenox    av. 

No  433,   w  s.   100  n   131st   st,   49.11x75.     Nov  27,   demand,   6%. 

Nov  30.  lOCX).     7:1910.  25,000 

Jacobson.   Siegmund  to  Hvman  Finkelstone.     81st  st.  No  238.  s  s, 

104.1  w  2d  av.  23x102.2.     Prior  mort  $17,000.     Nov  26.  3  years. 

6%.      Nov   30.    1906.      5:152().  4.000 

Juditsky,   Max  B,   Brooklyn.   N  Y,   and  Morris  Yogg.   Newark.  N  J. 

to   Irving  Judis.      Lenox  av,   No  427.  w  s.  .50  u   1.31st  st.  50x75. 

Nov  27.  demand.  6';;.     Nov  30.  lOOli.     7:1016.  25.000  - 

Jacobs.   Abraham  to  Gustav  Gintel.     2d  av.   No  2016,  e  s,  25.11  s 

104th   st,   25x75.      P   M.      Prior  mort   $15„500.      Nov  30,   1906,   1 

year       (!">.      6:l(i75.  750 

Jaworower.  Bernard  L  with  Max  Gross  and  ano.    3d  st,  No  312  e. 

Extension   mort.      Dec  3.      Dec  4.   100(5.      2:372.  nom 

Jarmulowsky.   Meyer  and  Louis  with  Francis  P  Furnald.     10th  st, 

Nos   13.5  and   137.   n  s.   110.3  w  Greenwich  av.   44x95.     Subordi- 
nation  agreement.      Nov   23.      Dec   1.   1906.     2:(511.  nom 
Karp.   Davis  and  Morris  Heller  to  Isaac   M   Berinstein.      147th  st. 

Nos  522  to  .5.36.  s  s.  3.50  w  Amsterdam  av,  200x99.11.     Nov  21. 

demand.  6%.     Dec  1.  1906.     7:2078.  16,000 

Kranich.  Jennie  wife  Charles  to  John  A  Stewart  et  al  trustees  of 

LIVERPOOL,    LONDON    &    GLOBE    INS    CO    in    N    Y.      Canal    St. 

Nos  53(»  and  .536.   s   s.  40  w  Washington   st,  80x(50.      Nov  30,  3 

years,   4%^.     Dee  1.   1!»06.     2:50.5.  66,000 

Koenigsberger,    Herman    to   Francis    A   Watson   et   al.     Greene   st. 

No  16.  e  s.  271.1  s  Grand  st,  19x100x18.11x1(10.     P  M.     Nov  30, 

3  years.   5''>.     Deo   4.    1!I0(5.      1:2.30.  gold.  32.000 
Kirschenbluth,    Max    land   John   Greenberg   in   bond   only)    to   Bern- 
heimer &  Schwartz.       Av  C,  No  144,   n  e    cor  0th  st.    No    701, 
22.llx.58.     1/)    part   given   as   securitv   for    payment    of   bond   on 
Nos  143(i  and  143S  Av  A.     Dec  4.  100(5,  demand.  (¥/(■     2:37;t.     3.0(X) 

Kinsella.  Clinton  W  to  Lambert  Suydam.  116th  st,  s  s.  225  e 
Amsterdam  av,  ,50x100.11.  Dec  3.  due,  &c.  as  per  bond.  Dec  4. 
1006.      6:18(17.  13,000 

Kleinteld,  Joseph  and  Saml  Engelsberg  to  METROPOLITAN  LIFE 
INS  CO.  112th  St.  No  .5.38.  s  s.  175  e  Broadway.  75xl(X).ll.  Dec 
3,   due   Nov  1,   10(l<>.  i\^,.     Dec  4,   1006.     7:1.88:^.  iai.(X)0 

Karp.  Osias  to  Jonas  Weil  and  ano.     .54th  st.  Nos  402  to  40(i,  s  s. 

04  e  1st  av,  3  lots,  each  25x100.5.  3PM  morts.  each  $6,.5(M). 
3  prior  morts  $19,500  each.  Nov  27.  due  Dec  1.  1914,  (j%.  Nov 
30,   1006.     5:1.365.  19.500 

Klopf.  Henry.  Queens  Borough.  N  Y.  to  Sarah  Lustbader.  47th  st. 
No  335,  n  s.  150  w  1st  av.  25x100.5;  Prior  mort  $10,000.  5 
years.  Cf/,.     Nov  30,   190(5.     5:1.340.    ■*■  2.500 

Klepper.  Louis  and  .■\aron  and  John  H  Tietjen  to  Commonwealth 
Ins  Co  of  N  Y.  Kith  st.  Nos  514  and  516.  s  s,  220.6  e  Av  A.  2 
lots,  each  25x103.3.  2  morts,  each  $17,000.  5  years,  .59;.  Nov 
30.    liHlC.      3:073.  .34.(:k)0 

Kahn,  Henry  and  Rudolph  L  Blumenthal  to  Harry  L  Rosen. 
Roosevelt  st.  No  .50.  at  junction  of  New  Chambers  st.  No  55. 
being  27. .3  on  New  Chambers  st  and  2(^.2  on  Roosevelt  st.  P  M. 
Nov  30,  2  years,  6%.     Dec  1,  1006.     1:115.  2,000 
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is  made  in  Germany.    The 
superior  quality  amply  compensates 
the  consumer  for  its  higher  price. 
It  is  perfect. 
E.  THIELE,  Sole  Agent, 

99  John  St.,  New  York. 


Klopf,  Ueury.  Queens  Borough.  X  Y,  to  Sarah  LuslbadtT.  4Tth 
St.,  No  337,  n  s.  12.">  w  1st  av.  L'r)xlUO.ri.  Prior  mort  .t;l4,(tOO. 
f)  years,   (i^c-      Nov  30.   llHMi.      ."i:134(_».  4  000 

Konimer.  Martha  to  Louise  F  Runic  and  ano  trustees  Thos  F  Jere- 
miah. 3.jth  St,  No  43(),  s  s,  350  e  10th  av,  l.'5x!:)8.U.  Nov  30, 
I'.tOti,   due  Dec   1,    1011.   5%.     3:732.  18,000 

Kushner,  Neuman  and  Ida  Wersba  to  Francis  P  Furnald.  10th  st, 
No  135  and  137,  n  s,  110.3  w  Greenwich  av,  44x95.  Nov  23,  5 
years,  5%.     Nov  30.   1!10(>.     2:011.  4(i,000 

Keau    (Louis)    a   corporation   to   Max   Wei!.      Houston  st,   Nos   522 


loot),   3   yrs. 

12  000 
Certificate  as  to  above  mort.  Nov 


and  524,   n   w   cor  Tompkins  st,  50x65.7.     Nov  30, 

G%.      2:350. 
Same  to  same.     Same  property. 

2(i.      Nov  30,   moii.     2:350.  

Kirsh,   Nathan  with  Michl   Rosenthal.      Henry  st.   No   185.      Agree- 

ment_  as    to    payment    ot   mortgage,    &c.      Dec   4.      Dec   5,    1900. 

1:285.  nom 

Kern,  Henry,  of  Newark,  N  J,  to  MUTUAL  LIFE  INS  CO  of  N  Y. 

44th  St.  No  303,  n  s,  70  e  2d  av.  20x200.10  to  s  s  45th  st.  No  302 

East.     Nov  27,  due,  &c,  as  per  bond.     Dec  5,  1901).     5:1337.     15,000 
Krulewitch,  Joseph  to  .Aaron  Segal.      4th  St.   No  385,  n  s,  abt  lOEJ 

w   Lewis  st,  20x75.     P  M.     Prior  mort  $7,000.     Dec 

years,   0%.     2:3GO. 
Kramer,    Michael    to    Chas    P    Buckley    and    ano    trustees 

Hunt,     lith  St.  No  738.  s  s,  243  w  Av  D,  25x75.     Dec  3, 

years,    5':t .      2:375. 
Knopping.   Louis   H   to   Isidor  Siegal.     117th  st.   No  5.   n  s 

5ih  av,   2.5x100.11.      Prior  mort  $22,000.     Dec  8.   1000, 


1900,  3 

5,000 

Saml    I 

190(>.  3 

18,000 

s,   125  w 

due  Mar 


1,   1908,  (ia.     0:1001.  2,400 

Knopping.   Louis  H  to  John  M  Mossman.     117th  st.  No  5.  n  s.  125 

w  5th  av.  2axl00.11.  Dec  3.  I'.MJO,  5  years,  5%.  0:l(i01.  22,000 
Kinch,    Chas    A    to    TITLE    GUARANTEE    &   TRUST   CO.      70th   st. 

No  273,  n  s.  70  e  West  End  av.  15x100.5.     Dec  0,  190(i.  due,  &c, 

per  bond.     4:1102.  8,000 

Katlowsky,  Jacob  to  Yetta  Newman.     142d  st,  n  s,  100  e  Broadway, 

75x199.10  to  143d  st.  Dec  4,  1900,  demand,  0%.  7:2074.  5.000 
Kirsh.    Nathan    with    Alonzo   G    Van    Nostrand.      Henry   st.    No    185. 

Subordination  mort.      Dec  4.      Dec  0,  1900.      1:285.  '  nom 

Kurzrok.    Annie   to  GERMAN  SAVINGS  BANK  in  City  N   Y.      50th 

st.  No  409,  n  s.  77.11  e  1st  av,  19..5xl00.     Dec  4,  3  years,  4%%. 

Dec  0,  1900.     5:1302.  0,000 

Kalna,    Julius    to    Abraham    Felt    and   ano.      9.5th    st,    s    s,    150   w 

Columbus  av,  49.8x100.8.      P  M.      Prior  mort  $ .      Nov  27,  3 

years,  0%.     Dec  5,   190(i.     4:1225.  16,500 

Keve,  Max  to  Morris   Haber  et  al.      1st  av.  No   1733,  w  s,  25.8  s 


90th  st,  25x100.     P  M.     Nov  30,  due  July  .30,  1907,  (>'/r.     Dec  1, 
1900.      5:1552.  1,500 

Kroger,  Henry  to  Anna  M  Gennerich  Individ  et  al  trustees  Henry 
W  Gennerich.  Greenwich  st.  No  468,  n  w  cor  Watts  st,  Nos 
130  to  134,  25x80.  Nov  9,  due  Jan  1,  1910,  4%.  Dec  5,  1900. 
2:595.  21,000 

Kirsh,  Nathan  to  Francis  J  Cox.  Madison  st.  No  241,  n  s,  abt 
240  e  Scammel  st,  2.5x100.  Dec  4,  5  years,  5%.  Dec  5,  1906. 
1:270.  25,000 

Klein  (Moritz)  Realty  and  Construction  Co  to  North  American 
Mortgage  Co.  118th  st.  Nos  411  to  415,  n  s,  144  e  1st  av,  .50x 
100.10;  118th  st.  No  419,  n  s.  210.8  e  1st  av,  runs  n  100.11  x  e 
14.4  X  s  19.9  X  s  e  3.6  X  s  78.6  to  118th  st,  x  w  16.8  to  begin- 
ning, together  known  as  Nos  411,  413,  415  and  419  East  118th 
St.  Nov  27.  Given  to  secure  payment  ot  .$26,000  on  Crimrains 
av.  w  s,  48.3  n  141st  st.  47.10x80.  3  years,  r>'/c.  Dec  3,  1906. 
6:1800.  5,0<W 

Same  to  same.  118th  st,  Nos  411,  413.  415  and  410  East.  Cer- 
tificate as   to  above  meet.     Nov  27.     Dec  3,   1906.  

Kreuter,  Henrv  to  Magdalena  Bach.  Edgecombe  av.  No  34,  e  s, 
107.4  s  137th  St.  17.6x90.  Dec  1.  3  years,  5%.  Dec  3,  1900. 
7:1960.  6,000 

Legniti,  Angelo  to  Minnie  Fine.  Sullivan  st,  Nos  45  to  49,  s  e  s, 
63  s  w  Broome  st,  runs  s  e  V2(>  x  s  w  —  to  n  s  Watts  st.  Nos  24 
to  30,  as  extended,  x  w  127.1  to  Sullivan  st.  x  n  e  51.10  to  be- 
ginning. P  M.  Prior  mort  .$57.fM;i0.  Dec  3,  1900,  4  years.  (i'T^. 
2:476.  11.000 

Luria.  Samuel  and  Win  H  Brower.  Jr,  to  Times  Realty  and  Con- 
struction Co.  145th  st,  n  s,  100  e  7th  av,  40.x99.11.  P  M.  Dec 
1,   3  years,   G%.     Dec  3.   19<V;.     7:2014.  13.2.50 

Levy,  Jacob  to  Julius  J  Frank  snd  ano  trustees.  Allen  st.  No  .51, 
w  s,  225.2  s  Grand'st,  24.11x87.5.  Nov  27.  3  years.  U%.  Dec 
3,   1906.      1:307.  21,000 

Lippman,  Saml  W  to  Elkan  Naumborg  exr,  &c,  Joseph  Goldmark. 
3d  av.  No  478,  w  s,  74.1  s  33d  st,  24.8x100.  Nov  1,  3  years,  4V4%. 
Dec   3,    1906.      3:888.  10.000 

Lewkowitz,  Isidor  to  FARMERS  LOAN  AND  TRUST  CO.  5th  av. 
No  2021,  s  e  cor  125th  st.  No  2.  19.11x.S0.  3  years,  —%.  Dec 
3,    1906.      6:1749.  38,000 

Loomer,  Fannie  to  Joseph  Schrier,  97th  st.  No  223.  n  s.  249.6  w 
2d  av.  24.0x100.11.     P  M.     3  years,  6%.     Nov  .30,  190(!.     6:1647. 

4,075 

Levy,  Jacob  to  Isaac  Hoffman.  Essex  st,  No  42,  e  s.  151.4  s 
Grand  st,  2.5x100x25,6x100.  Prior  mort  $24,000.  Aug  15.  due. 
Dec  1,  1909,  Of/f.     Dec   1,   1906      1:311.  14,000 

Levy,  Julius  to  Charles  Griffen  et  al  trustees  Samuel  Willets. 
101st  st,  Nos  100  and  192,  s  s.  125  w  3d  av,  2  lots,  each  25x 
100.11.  2  morts,  each  $16,000.  Dec  5,  1906,  3  years.  5%. 
0:1628.  .32.000 

Lyons.  Leopold  to  Wm  E  Curtis  trustee  John  Sabine  Smith.  119th 
St.  No  t!7,  n  s.  .301  e  Lenox  av,  17xltl0.11.  Nov  26.  5  years. 
.5%.  Nov  28.  1906.  6:1718.  Corrects  error  in  last  issue,  when 
st    No   was    125.  12.000 

Same  and  Bally  Cahen  with  same.  Same  property.  Subordination 
agreement.     Nov  2(i.     Nov  28,   1906.     6:1718.  nom 

Levine.  Gertrude  wife  of  and  Michael  to  Philip  Teets.  120th  st. 
No  ?>C,2.  s  s.  168  e  Morningside  av  East.  17x100.11.  Nov  19,  due, 
&c,   as  per  bond.      Dec  5,   1906.      7:1946.  10..500 

Luxenberg,  Jonas  and  Aaron  H  Haskell  to  Arron  Realty  Co.  151st 
St.  Nos  .520  and  .528,  s  s,  200  e  Broadway,  2  lots,  each  40x99  11 
2  morts,  each  .$4,000:  2  prior  morts  .$.38,000  each,  Dec  5,  due 
Jan   1,   1909,  6%.     Dec  6,   1906.     7:2082.  8.000 


Same  lo  Henry  Raabe  Jr.  Same  property.  2  morts.  each  $2,000; 
2  prior  morts  $42,000  each,  Dec  5,  due  Jan  1,  lOOi),  6%.  Dec  6, 
1906.      7:2082.  4,000 

Levin.  Louis  to  Middle-Town  Realty  Co.  8th  av.  Nos  2862  and 
2864.  e  s,  37.5  s  153d  st,  37.5x100.  P  M.  Prior  mort  $37,000. 
Dec   1.   5  years,   6%.     Dec  6,   1906.     7:2038.  12,000 

Levin,  Louis  to  Middle-Town  Realty  Co.  8th  av.  No  2860  e  s 
74.11  s  1.53d  st,  25x100.  P  M.  Prior  mort  .$25,000.  Dec  1  5 
years,   O'*.      Dec   6,    1900.      7:2038.  9,000 

Levin.  Louis  to  Middle-Town  Realty  Co.  8th  av,  Nos  2866  and 
2868,  s  e  cor  153d  st.  No  270,  37.5x100.  P  M.  Prior  mort  $48.- 
OliO.     Dec  1,  5  years,  6%.     Dec  6,  1906.     7:2038.  15,000 

Las'key.  Jacob  M  to  Lembeck  &  Betz  Eagle  Brewing  Co.  Madison 
av.  No  1652.  Saloon  lease.  Dec  4,  demand,  0%.  Dec  5,  1906. 
•  ■>;1616.  note,  3,500 

Lane,  William  (and  Moses  Fait  in  bond)  to  American  Mortgage 
Co.  117th  st,  Nos  434  and  436,  s  s,  238.8  w  Pleasant  av,  runs  s 
100.11  X  w  3(i.lO  X  n  (il.8  x  w  0.5  x  n  39.2  to  st  x  e  37.3  to  be- 
ginning.    P   M.     Dec  5,   3   yrs,   5%.     Dec   6,   1906.   0:1710.     32,0(J0 

Leiterer,  Joseph  to  Salvator  Brewing  Co.  Broome  st.  No  93.  Sa- 
loon lease.     Dec  3.  demand,  6%.     Dec  0,  1906.     2:336.  6,(XX) 

Lipshitz,  Barnet  and  Nathan  Raynes  to  Joseph  L  B  Mayer.     Broome 

st.  No  53,  s  s,  50  w  Lewis  st,  2.5x100.     P  M,     Prior  mort  $ . 

Dec  3,  7  years,  6%.     Dec  6.  190(i.     2:326.  6,.500 

Loewe,  Adolph  and  Jacob  to  Bertha  Ernsberger  as  admrx  Geo  W 
Brand.  120th  st.  No  41(i,  s  s,  200  e  1st  av,  25x100.10.  P  M. 
Dec  5.  5  years,  5%.     Dec  0.  1900.     0:1807.  18,000 

Same  to  Elisa  Eickhoff.  Same  property.  P  M.  Prior  mort 
$18,000.     Dec  5,  3  years,  69;.     Dec  6,  1906.     0:1.807.  4.0CM) 

Leventhal.  Herman  and  Morris  Sokolof  to  Barbara  Tischler.  103d 
St.  No  235,  n  s,  175  w  2d  av,  37.(Jxl0O.ll.  Prior  mort  .$33.0(X». 
Dec  5,  6  years,  0%.     Dec  0,  1900.     0:1653.  21,000 

Ludman,  Joseph  to  Pincus  Lowenfeld  and  ano.  122d  st,  Nos 
164  to  168,  s  s,  141  e  Lexington  av,  50..5x70.4x.5O.2x(i7.  Prior 
mort  $:'.5,000.      Dec  0.  1906,  demand,  6%.     6:1770.  12,000 

Levisohn.  Rose  T  lo  Edw  B  Teichmau.  120th  st.  No  112,  s  s.  1.52.6 
o  Park  av,  20.10x100.10.  P  M.  Dec  1,  2  years,  6%.  Dec  6, 
1906.     6:1768.  1,250 

Longobardi,  Giuseppe  to  Evardo  Mezzadri.  Worth  st,  Nos  190 
and  192,  s  w  s,  at  e  s  Mulberry  st.  No  8,  runs  s  e  47.8  x  s  w  41.3 
lo  Mulberry  st  x  u  4(J.ll  to  beginning.  P  M.  Prior  mort  $10,- 
(_)t)0.     Dec  4,  5  years,  O'/c.     Dec  6,  1906.     1:161.  10,000 

Laber,   Saml   to  Abraham  Levenstein  and  ano.     Allen  st.   No  187, 

w  s,   KJO  n  Stanton  ot,  25x87.6.     P  M.     Prior  mort  $ .     Nov 

30,  3  years,  O'/i.     Dec  1,  1906.     2:417.  4,000 

Lyons,  Mary  to  EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S.  48th 
st.  No  155,  n  s,  120  w  3d  av,  25x100.5.  Nov  30,  due  Jan  1, 
1910,  5%.     Dec  1,  1906.     5:1303.  15,000 

Lyons,  Mary  to  EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S.  50th 
st.  No  l."0,  s  s,  147.0  w  3d  av,  27.6x100.5.  Nov  30,  due  Jan  1, 
1910,  57<.     Dec  1,   1906.     5:1304.  17,000 

Levine,  Jacob,  Homer  A  Millard,  Wm  H  Schmohl,  Albert  W  De 
Long  and  Herbert  P  Hutchins  trustees  to  Frank  Hillman  and 
ano.  2d  av,  Nos  1920  to  1938,  n  e  cor  99th  st,  Nos  301  to  313, 
runs  n  201.10  to  100th  st,  No  300,  x  e  lOO  x  s  KXl.ll  x  e  148 
X  s  100.11  lo  99th  St.  X  w  2.54  to  beginning.  Nov  28,  due  Apr 
1,  1907,  6'/r.     Dec  1.  1900.     0:1671.  12,000 

Levy,  L  Napoleon  to  EQUITABLE  LIFE  ASSUR  SOC  OF  THE  U  S. 
Bridge  St.  No  27,  n  s.  145  w  Broad  st,  16.4.x50.Sx21. 10x58.  Dec 
4,    1906,  due  Jan   1,    1910,   5',;.      1:10.  14,000 

Levventhal,  Abraham  &  Fredk  to  U.  S.  TRUST  CO.  Lewis  st,  Nos 
7  and  9,  w  s.  125.3  n  Grand  st,  33.4x100.  Dec  3,  due,  &c,  as  per 
bond.      Dec  4,   1906.     2:32(!.  35.000 

Same  and  Louis  Whitestone  with  same.  Same  property.  Subordi- 
nation  agreement.      Dec  3.      Dec  4,   19(Mi.     2:326.  nom 

Lewenthal,  Fredk  and  Abraham  and  Jonas  Weil  and  ano  with 
same.  Same  property.  Subordination  agreement.  Dec  4,  ll^KJO. 
2:326.  .  nom 

Laskey,  David  to  Chas  Griften  et  al  trus  Saml  Willets  for  Walter 
R  Willets.  Monroe  st.  No  280,  s  s,  100  e  Jackson  st,  25x95,  3 
years,    '>%.      Dec   4,   190li.      1:2(;3.  25,000 

Lasky,  David  to  Jonas  Weil  and  ano.  "Monroe  st.  No  280,  s  s, 
100  e  Jackson  st.  25x95.  Prior  mort  ,$25,000.  Dec  4,  1906,  in- 
stalls,  6%.      1:263.  2..500 

Letsch.  Fredk  G  to  John  J  Killian.  37th  st,  No  240.  s  s,  105  w  2d 
av,  20x98.0.     P  M.     Dec  4,  1906,  5  years,  5%.     3:942.  10,00(1 

Lyons.  Theresa  to  Saml  Newman  and  ano.  115th  st,  Nos  8  and  10, 
s  s.  145  w  5th  av,  2  lots,  each  25x100.11.  2PM  morts,  each 
$5,000;  2  prior  morts.  each  $21,0t)0.  Dec  3,  due.  &c.  as  per  bond. 
Dec   4,    1906.      6:1.598.  10,000 

Lugar.  Frank  to  Joseph  Miller.  Lexington  av,  Nos  53  and  55.  e  s, 
.39.0  s  25th  st,  39.6x72.  Dec  3,  3  years,  6%.  Dec  4,  1906. 
3:880.  ,  5,000 

Leipzig.  Isidor  to  Henry  Powell.  Lexington  av.  No  16.54,  w  s, 
34.3  n  104th  st.  16.8x.55.  P  M.  Prior  mort  $6,000.  Dec  3,  4 
years.  *r/r.  Dec  4.  1906.  0:16.32. 
Lewis.  Rosa  to  Maud  F  Herman.  12lh  st.  No  609,  n  s. 
B.  24.7x103.3.  P  M.  Prior  mort  .$9,000.  Due  Dec  1, 
Nov  30.  1906.  2:. 395. 
Loster.  Wilhelmina  to  TITLE  GUARANTEE  AND  TRUST  CO. 
Greenwich  st.  No  128,  w  s,  60  n  Albany  St.  20.2x79x19.7x79. 
Nov  28,   due,   &c,   as   per   bond.      Nov  30,   1906.     1:.54.  15,0(X> 

Middle-Town  Realty  Co  to  TITLE  GUARANTEE  AND  TRUST  CO. 
8th  av.  No  2009.  s  w  cor  1.54th  st.  No  3(HI.  37.0x100.  Nov  28. 
due,   &c,   as  per  bond.     Nov  30,   1000.     7:2047.  42,000 

Middle-Town  Realty  Co  to  TITLE  GUARANTEE  AND  TRUST 
CO.  8th  av.  No  2009,  s  w  cor  154th  st.  No  300.  37.6x100.  Cer- 
tificate as  to  mort  tor  $42,000.     Nov  28.     Nov  30,  1906.     7:2047. 


4,000 
118  e  Av 
1911,  6%. 
12.000 


Mercantile  Trust  Co  to  Ellie  R  Moloney, 
and   203.      Extension    mort.      Nov   27. 


West  End  av.  Nos  201 
Nov   30,    190tS.      4:1181. 

nom 
Messer.  Matilda  I  wife  of  Philip  A  to  Cath  wife  of  Gustave  A  Mul- 
ler.  165th  st.  No  .550,  s  s.  148.7  e  Broadway,  16x103.4x16x104.10. 
P   M.     Nov  28,  due  Dec  1,   1909,  5%.     Nov  30.   190C.     8:2122. 

7,455 


The   text  of  these  pages  is  copyrighted.     All  rights  are  reserved.        Notice  Is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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Mortgages  RlilCORD     AND     (iUIDE  Manhattan 


December  8,  1906 


THE    GEORGE    A.    JUST    COMPANY 

239   Vernon    Ave.,    Boro.   of  Queens.   New  York  City 

IRONWORK    FOR    BUILDINGS 


Molinelli  Gaspare,  Carlo  and  Enrico  to  EUenora  C  Hausler. 
Hamilton  st.  No  13,  n  s,  151.4  e  Catherine  st.  2,"5x31.  P  M- 
Prior  mort  $7,000.     Nov  28,  5  years,  6%.     Dec  1.  lOOG.     l-uS. 

Mandcl.  Samuel  to  Caroline  M  Loekwooil  and  ano  trustees  under 
trust  agreement.  ttoth  st.  Nos  .>{  and  .">.">,  n  s.  '^rtSA  w 
Park   av,    41.S.xl(lO.S.      Nov   24,   due    Nov    1,    11)11,    ^>';.      Dec    1. 

IdOil     .^>:1507.  ..-,,VuA'"" 

Same    to    Henry    Mandel.      Same    property.      Prior    morl    .t>.iO,tRlu. 

Nov  28.  due  May  30,  190T,  6%.  Dec  1,  1000.  ."i:ir>tlT.  IS.ddO 
Mindheira.   Max  to  John  A  Stewart  et  al  trustees  of  LIVERPOOL, 

LONDON   &  GLOBE  INS  CO  In  N   Y.     03d  st.   No   10.   u   s,   132.0 

w  Madison  av,   lOxlOO.S.     Nov  30,  3  years,  4i^<ri.     Dec  1,   1900. 

5:1505.  gold    20,000 

Moore,   Emma   E    with   Lena   Gurgel.     2d   st,   Nos    101   and    10b   e. 

Extension  mort.     Nov  ItJ.     Dec  4.  1000.     2:430.  _  nom 

Moore,   Grace   K   with   Lena   Gurgel.     50th   st,    Nos   231    to   237   e. 

Extension  mort.      Nov   10.     Dec  4,   1900.     5:1330.  nom 

Mandel,  SamI  to  Henry  Mandel.     05th  st.  Nos  57  and  .50,  u  s,  210.8 

w  Park  av,  41.8x100.8.     Prior  mort  $.50.<X)0.     Dec  3,  due  June  3. 


1007,  6%.     Dec  4,   1900.     5:1,507. 


18,0(X1 


Mandcl,  Saml  to  Andrew  Wilson  trua  Chas  E  Fleming.  O.ith  st. 
Nos  57  and  50.  n  s,  21G.S  w  Park  av.  41.8x100.8.  Dec  1,  3  years, 
5%.     Dec  4,  1000.     5:1.507.  gold,  50,000 

Mascher,  George  to  A  Huptel's  Sons.  Av  A,  No  241,  s  w  cor  15th 
St.     Saloon  lease.     Nov  7.  demand,  C,%.     Dec  4.  lOOIi.     3:046.  1,500 

Man,  Wm  to  J  Frederic  Kernochan.  10th  st,  No  10,  n  s,  283.11 
w  5th  av,  20x04.10.  Dec  17,  1897,  due  Dec  21,  1808,  G7c-  Dec 
4,  1906.     2:574.  10,000 

Montefiore  Realty  Co  with  the  JEFFERSON  B.\NK.  Lenox  av. 
n  e  cor  143d  st,  runs  e  96.2  x  n  59.11  x  e  1U.7  x  n  :!0.11  x  w 
27.1<t  X  s  25  X  w  85  to  e  s  ot  av.  x  s  74.11  to  beginning.  Subor- 
dination mort.     Nov  28.     Dec  6,  1006.     0:1741.  nom 

Mackler,  Michl  to  Sam  Rudnlck.  Monroe  st,  No  131%.  s  s.  141.2 
w  Jefferson  st,  15.5x100x15.4x100.  Dec  ;!,  llOli.  due.  &c.  as  per 
bond.      1:256.  l.'«") 

Miller,  Joseph  to  Monroe  Eckstein  Brewing  Co.  i  ih  st.  No  134. 
Saloon   lease.      Dec   1,   demand,   69c.      Dec   3.   lOlii;.      2:402.     1  .5<Xt 

Merritt,  John  R  to  Edmond  J  Curry.     S3d  st.   .Vos   112"^  and  115, 


o: 

10: 


n  map  Nos  113  and  115,  n  s.  1.35.6  e  Park  av.  2  lots,  each  25x 
02.2.     2  P  M  morts.  each  $5  000.     2  prior  morts.  each  .'f23,0(Xt. 


Dec   1.  3  years,  O^c     Dec  3,  1006.     5:1512.  10.000 

Merz.  John  and  Annie  to  John  Merz.     120th  st.  No  510,  s  s.  1.1.$  e 

Pleasant    av,   25x100.11.      Nov  30,   5  years,  5%.      Dec  3.   lOOi!. 

0:1816.  12,000 

McCormick.  Maria  T  to  John  B  McKean.  8th  av.  No  2.3.)0.  n  e  cor 

12lUh   st.   No  271,   24.11x100.      2  years,  V,%.     Dec  3,   lOOli.      7:- 

1032.  S.500 

Moss  Realty  Co  lo  Wm  J  Taylor.     West  End  av.  No  46,  e  s,  76.1  n 

(!lst  st,  24.4x100,5.     Dec  6,  1006.  demand,  C,%.     4:1153.  2,750 

Same   to  same.     Same  property.     Certificate  to  above  mort.     Dec 

G,  1006.     4:1153.  

Moss  Realty  Co  to  Jacob  C  Simon.     West  End  av.  No  44.  e  s,  51  n 

61st  st,  25.1x100.     Dec  6,  1906,  demand,  67c.     4:1153.  2,750 

Same   to   same.     Same  property.     Certificate   to  above  mort.     Dec 

6,  1006.     4:1153.  

Marks,  Joseph  and  Morris  Ludwak  with  Clara  Frankenthal.     105th 

st,    No    175    East.      Subordination   agreement.      Dec    3.      Dec    6, 

1006.     6:1633.  nom 

Marks.   Joseph  and   Fredk   Cassebeer   with   same.      Same   property. 

■  Subordination   agreement.     Dec  3.     Dec  6.   1906.     6:1633.       _nom 
Mandel,  Saml  and  Henry  with  Harris  Mandelbaura  and  ano.     95th 

st  Nos  53  to  50  East.  2  subordination  agreements.  Dec  5.  Dec 
6,  1006.     5:1507.  nom 

Mandel,  Saml  to  Harris  Mandelbaum  and  ano.  95th  st,  Nos  61  and 
63  n  s,  175  w  Park  av,  125x100.8.  Prior  mort  .fl80.000.  Dec 
4,  demand.  0%.     Dec  6,  1906.    5:1507.  14.000 

Marks,  Joseph  to  Clara  Frankenthal.  105th  st,  No  li5,  n  s,  100 
w  3d  av,  25xl(X).8.     Dec  3,  3  years,  -,%.     Dec  6,  1006.     6:1633. 

19,500 

McFarland,  Michael  to  Chas  J  Kroehle  and  ano.     102d  st.  No  113, 

■  n  s,  1.52  e  Park  av,  2.5x100.11.     P  M.     Prior  mort  .fl(!,000.     Dec 

4    due   Oct  15,   1908.  Gfc     Dec  (i,   1906.     ():l(i:!0.  15,000 

McDonald,  John  J  to  TITLE  GUARANTEE  &  TRUST  CO.  Bowery, 
No  157%,  n  e  s,  57  n  w  Broome  st,  13.7x73.7x13.6x72.0.  Dec  4. 
due.  &c,"as  per  bond.     Dec  5,  1900.     2:424.  8,.500 

Mandel.  Saml  to  Henry  Mandel.  95th  st,  Nos  01  and  63,  n  s,  175 
w  Park  av,  41.8x100.8.  Prior  mort  .$.50,000.  Dec  :'.,  due  June 
:■,,   10(17,   ir;.     Dec  6.   10(l().     5:1.507.  10,000 

.Machiz,  Ida  to  GERMAN  SAVINGS  BANK  in  City  N  Y.  Sullivan 
St.  Nos  224  to  228,  w  s,  116  s  3d  st,  3  lots,  each  2.5x100.  3 
morts.  each  .$21,000.     Dec  4,  3  years,  5%.     Dec  6,  1006,     2:540. 

03,000 

.Machiz,  Ida  and  Wm  H  A  Rubino  Individ  and  as  trustee  Fredk  H 
Rubino'  and  ano  with  GERMAN  SAVINGS  BANK  of  City  N  Y. 
Sullivan  st,  Nos  224  to  228,  w  s,  116  s  3d  st,  7.5x100.  Subordi- 
nation agreement.     Dec  4.     Dec  6,  1006.     2:. 540.  nom 

McGuire.'  Michael  to  Lion  Brewery.  Chambers  st,  Nos  173  and 
175.     Saloon  lease.     Dec  4,  demand,  6%.     Dec  5,   1006.      1:139. 

3,800 

McCorniack  (M)  Construction  Co  to  TWELFTH  WARD  BANK, 
City  N  Y.  Hawthorne  st,  s  e  cor  Broadway.  120.Gxl00xll0.3x 
10(1;  Vermilyea  av,  n  s,  125  e  Dyckman  st,  runs  e  225  x  n  150 
X  w '50  X  n  157  to  Broidway  x  w  175  x  s  300.1.  %  part.  Nov 
30.  ^  Secures  notes,  — S^'r.     8:2233  and  22.35.     Dec  4,  1006.      30,000 

Mell,  Rosalia  to  Jacob  Silverstein.  136th  st,  Nos  620  to  620,  s  s, 
2.87.6  w  Broadway,  87.0x00.11.  Prior  mort  $111,000.  Nov  5,  due 
March   5,    1007, '(5%.      Dec   5,    1006.      7:2002.  2,500 

Murjav,  Eliz  C  to  ALBANY  SAVINGS  BANK.  .38th  st.  No  9,  n  s, 
171.3  w  Madison  av,  23.9x08.0.  Dec  5,  1006,  5  years,  51/2% 
tor  first  vear  and  thereafter  .57c.     3:8(18.  gold,  10.000 

McGnckin,  Henry  J  with  UNITED  STATES  EXCHANGE  BANK. 
Lenox  av,  Nos  60  to  70,  e  s,  extends  from  113th  to  114th  sts, 
— xl25.  Agreement  as  to  payment  of  indebtedness  on  No  120  W 
20th  St.     June  22.     Dec' 5.  1006.     6:1507.  nom 

Moore,  Mary  to  Wm  H  Van  Buskirk  exr  Mary  F  Van  Buskirk. 
118th  st.  No  404.  s  s,  10S.2  e  1st  av,  14x100.11.  Dec  1.  3  years. 
57r.     Dec  5,   190(1     0:1711.  3,000 

Maclay,  Isaac  W,  Wm  E  Davies  and  Chas   W  Hall  with  METRO- 


n   w  cor  132d  st. 

1!;(»6.    1    year.    6' 

.\leehan.    Thomas   J 

n    w   cor    132(1   st, 

:  108t 


P0L1T.\N    TRUST    CO.      Park   av,   Nos    1928   to    10.38,    s    w   cor 

131st    st,    Nos    74    to    78,    99.11x90.      Subordination    agreement. 

Nov   1.      Dec   5,    190li.      0:1755.  nom 

Meehan    Thomas   J   to   Jennie   E  Kopp.     Amsterdam   av.   No   1460, 

No  .501,  25x100.     Prior  mort  $32,0(W.     Dec  3, 

.      7:1086.  3,000 

lo   .\mbroso  K  Ely.     Amsterdam  av.   No  1400. 

No  .501,  25x100.     5  years,  5%.     Dec  3,   1006. 

.      32,(K)0 
Moore,  James  U  to  S  I.eontine  and  .Vellie  T  McCafterty.     10th  av, 
.\'os  285  to  201,  w  b.  50.3  n  26lh  St.  runs  n  88.10  x  w  100  x  s  49.4 

X  e  20  X  s  30  (i  x  e  80  to  beginning.     Prior  mort  $ .     1  year, 

(!', .      Nov   30.    1906.      3:608.  6,100 

.Vluir.  Mary  E  to  TITLE  GUARANTEE  AND  TRUST  CO.  86th  St, 
No  17.  n  s.  250  w  Central  Park  West,  21.6x100.8.  Nov  27,  due. 
&c.    as   per   bond.      Nov   30,   1008.     4:1200.  _  30,000 

.Metzger.  Sylvain  lo  .Vlary  E  Johnson.  25th  st.  No  415,  n  s,  200  w 
Oih  av  25x0,'-!  0.  F  M.  Due,  &c,  as  per  bond.  Nov  30.  1906. 
3:723.  0,000 

.Munliison,  Katheriue,  Wilmington,  North  Carolina,  to  Harold  M 
Sin  and  ano  trustees  .'imelia  W  Dougherty.  20th  st.  No  148, 
s  s  11.11  w  3d  av.  25x100.  Nov  27,  due  Jan  2,  1910,  4%%. 
Nov   30,    1906.      3:875.  23,600 

.\luller,  Geo  I  to  TITLE  GUARANTEE  AND  TRUST  CO.  15th  st. 
No  423,  n  s,  200  w  Av  A,  25x103.3.  Nov  27,  due,  &c,  as  per 
bond.      Nov   30,   I'.lOG,      3:947.  15,000 

Mitchel.  John  P  to  .\lice  E  Sloane.     Horatio  st.  No  05,  n  s,  62  w 

Greenwich  st,  33.4x24.11x33.10x24.11.     P  M.     Prior  mort  $ . 

3  years,  — '/c.     Nov  30.   10(10.     2:643.  3,000 

Mead.  Kath  C,  Chas  W  and  Dorothea  J  K  and  Mary  L  Abney  to 
Henry  E  Jones  and  ano  trustees  Frederic  R  Jones.  Fulton  st, 
s  w  s,  7(.).7  n  w  South  st,  runs  s  w  27.7  x  s  e  —  x  s  w  36.3  x  n  w 
22.7  X  n  e  ()5.0  x  s  e  21.5  to  beginning.  Nov  5,  1  year,  5%. 
Nov   :10.    100(>.     1:74.  9,000 

Mc.\lpin.  Anna  to  Bergen  Realty  Co.  Riverside  Drive,  s  e  cor 
127th  st,  ll(i.x05.  Prior  mort  .$200,000.  Nov  28,  due,  &c,  as 
per  bond.     Nov  30,   100().     7:1094.  55,000 

.Vadler.  Wolf  to  Martin  Engel.  Henry  st.  No  178,  s  e  cor  Jeffer- 
son st.  No  25,  2;!. 10x75.  Prior  mort  .$35,000.  Nov  30,  installs. 
{■,7c.     Dec  1,  1006.     1:270.  12,500 

Nevin,  Patrick  to  Mary  J  Smith  and  ano.  S5th  st.  No  3.33,  n  s, 
315  w  West  End  av,  20x102.2.  P  M.  Dec  1,  1906,  due  June 
I,   1908,   6'/r.     4:1242.  4,000 

Newman,  Saml  and  Herman  Wischer  with  Theresa  Lyons.  115th 
st,  Nos  8  and  10  West.  Extension  2  morts.  Dec  3.  Dec  4, 
1006.     0:1598.  nom 

Niles,  Wm  W  to  LAWYERS  TITLE  INS  &  TRUST  CO.  Lenox  av. 
No  214.  e  s.  41  s  121st  st,  20.x80.  Dec  3,  5  years,  5%.  Dec 
4,   lOIKi.     6:1720.  18,000 

Same    to    Amy   A    Collier   and   ano.      Same    property.      Prior   mort 

$1S,0(K1.     Dec  3,  2  years,  0%.     Dec  4,  1006.     6:1720.  3,000 

Nicholsburg  (H)  &  Co  with  JEFFERSON  BANK.  Lenox  av,  n  e  cor 
143d  st,  — X — .  Subordina;ion  agreement  as  to  fixtures.  &c.  Nov 
30.     Dec  6.  1006.     6:1741.  nom 

Nathan,  Pinkus  with  Ella  J  Hoagland.  1st  av,  No  13.84,  s  e  cor 
74th  st.  No  400,  25x11.3.  Subordination  agreement.  Dec  4. 
Dec  5,   1906.     5:1468.  nom 

Nicoll,  Louis  C  and  Solomon  Merksamer  to  Samuel  Levy  as  trus- 
tee. 156th  St.  s  s.  400  w  Amsterdam  av,  50x99.11.  Nov  28.  1 
year,  —7c.     Nov  30.  1006.     8:2114  4,000 

Nicoll,  Louis  C  and  Solomon  Merksamer  to  Saml  Levy  trustee. 
St  Nicholas  av,  Nos  025  and  927,  w  s,  51.9  n  156th  st,  runs  w 
86  X  s  49.11  to  n  s  156th  st.  No  411,  x  w  25  x  n  99.11  x  e  97.3 
to  av,  X  s  51.10  to  beginning.  Nov  28,  1  year,  — %.  Nov  30. 
1906.     8:2107.  18,000 

Northwestern  Realty  Co  to  Frank  A  Barnaby.  8th  av.  Nos  2825 
to  2831.  s  w  cor  151st,  Nos  300  and  302,  99.11x100.  Nov  26, 
demand,  69r.     Nov  30,  19(X).     7:2016.  50,241.66 

Same   to   same.     Certificate  as   to  above  mort.     Nov  26.     Nov  30, 

1906.     7:204(1  

Okun.  Morris  and  Louis  Borowsky  to  Lena  Schnair  and  ano.  Mad- 
ison av.  Nos  1824  to  1,S30,  s  w  cor  119th  st,  80.11x75.  Prior 
morts  .$126.5(X).  Demand.  —7c.  Nov  .30,  1906.  6:1745.  9,000 
Osserman.  Doris  wife  Isaac  Edgewater,  N  J,  to  Geo  G  Kip.  5th 
av,  No  2218,  s  w  cor  135th  st.  No  2,  24.11x95.  Dec  5,  1906, 
5  years.  .5%.     0:1732.  37,000 

O'Neil.   Eugene   to   Wm   H   Lane.     52d   St.   n  s,  325  (^  0th  av,   20x 

100.5.      Dec   4,   3  years.   5';.      Dec   (1   1006:     4:1043.  7,500 

Poffet,  Frederic  to  Ricka  Ketch.  20th  st.  No  .328.  s  s,  .320  w  8th 
av,  20x08.0.  P  M.  Prior  mort  .$11,000.  Dec  3,  5  years,  6%. 
Dec  4.  1906.     3:752.  5,000 

Poffet,  Frederic  to  LAWYERS  TITLE  INS  &  TRUST  CO.  29th  st. 
No  328,  s  s,  320  w  Sth  av,  20x08.0.  P  M.  Dec  3,  5  years,  5%. 
Dec  4,   1006.     3:752.  11.000 

Paul,  Gregory  to  Aaron  J  Bach.     57th  st.  No  247,  n  s  76.8  w  2d 
av,   16.8x100.5.     P  M.     Prior  mort  $7..50O.     Dec  3,  3  years,  6%. 
'"  1,750 

J  Bach.    .57th  st.  No  245.  n  s  93.4  w  2d 
Prior  mort   $6,000.     Dec  3,  3  years,   6%. 

3.250 

Parjver.  Wolf  to  Joseph  Fuchs.  103d  st.  No  231,  n  s.  212.6  w  2d 
av.  37.6x100.11.  Prior  mort  .$33,000.  Dec  5,  5  years,  6%.  Dec 
(;.    1006.      ():1653.  20,500 

Plonsky  (J  J),  a  corpn,  to  Louis  Kean.  08th  st.  Nos  6  to  12,  on 
map  Nos  4  to  10,  s  s,  100  w  Central  Park  West,  runs  s  100.11  x 
w  100  X  n  7(!.6  X  w  0.,S  x  n  24.4  to  OSth  st  x  e  100.8  to  begin- 
ning. P  M.  Dec  6.  I'XIO.  demand.  6%.  7:1&33.  26,000 
Phelan,  Michael  J  to  METROPOLITAN  TRUST  CO.  124th  st.  No 
153.  n  s,  40  0  Lexington  av,  20x100.11.  Nov  7,  3  years,  4%%. 
Dec  6,  1006.  6:1773.  8.000 
Proudman.  Edw  H  to  American  Mortgage  Co.  19th  st.  No  415, 
n  s,  180  w  9th  av,  21x80.     Dec  5,  1906,  3  years,  4%%.     3:717. 

7,000 
Putnam,  Angelica  wife  ot  and  Chas  R  L  to  CENTRAL  TRUST  CO 
of  N  Y.  38th  st.  No  121.  n  s,  92  w  Lexington  av,  17x98.9.  Prior 
mort  $8..500.  Nov  24.  5  years,  ^Wr-  Dec  5.  1006.  3:804.  20.000 
Proctor.  Jessie  M  to  Caroline  Bendheim.  Columbus  av.  No  926, 
%v  s,  75.11  n  105th  st.  25x75.  P  M.  Prior  mort  $20,000.  Dec 
1,  3  years,  67f.     Dec  5,  1906.     7:1860.  7,000 


Dec  4,  1906.     5:1.331. 

Paul.  Gregory  to   Aaron 

av,   16.8x100.5.     P   M. 

Dec  4.   1006.     5:1.331. 


The  text  ot  these  pages  is  copyrighted.     All  rights  are  reserved. 


Notice  Is  hereby  given  that  Infringement  will  lead  ta  prosecution. 


December  8,  1906       Mortgages 
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7,000 
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10.000 


122s   n 

2:50(i. 

2(1  av. 

2  years 


PiniUT,  Sarah  A  and  George  Scliroeder  with  Berllia  Q  Middendorf. 
llSth  St.  No  oU,  n  s,  200  w  8th  av,  25x100.11.  Subordination 
mort.      Nov   14.     Dec  5,   190IJ.     7:1!)45.  nora 

Pinner,  Sarah  \  to  Bertha  Q  Middendorf.  llSth  st.  No  .311,  n  s, 
200  w  .Sth  av.  2.5.xl0l).l].  Nov  14,  due  Dec  4,  1012,  5%.  Dec 
5,   lOOC.      7:1045.  20,000 

Page,  Blanche  wife  of  \Vm  H  to  LAWYERS  TITLE  INSURANCE  & 
TRUST  CO.  74th  .st.  No  47,  n  s,  220  e  Columbus  av,  20.n;102.2. 
Nov  1,  due  Nov  12.   lOOS,  4%9r.     Dec  5,  lOOll.     4;1127.        .32,0IM) 

Pechner.  Adolph,  Elias  M  Pilzer,  Wm  Stutz  and  Chas  Stulz  to 
Ella  J  Hoagland.  1st  av.  No  1384,  s  e  cor  74th  st.  No  400, 
25x113.     Dec  4,  5  years,  — %.     Dec  5,  lOOG.     5;14G8. 

gold,  50,000 

Pustlcuchen,  Sarah,  Hobolien,  N  J,  to  TITLE 
TRUST  CO.  Greenwich  St.  No  520,  w  s,  abt 
23.3x81.     Nov  30,  l!)0(i,  due,  &c,  as  per  bond. 

Petchesky.  David  to  Lawrence  W  Trowbridge, 
and  2307,  w  s,  40  n  118th  st,  40.\00.  Nov  28, 
30.  190G.     G:1783. 

Palmer,  Alice  H,  of  Bay  Head.  N  J.  to  Frida  Heidelburger.  115th 
st.  No  G7,  n  s,  250  e  Lenox  av,  25x100.11.  P  M.  Prior  mort 
$20,000.      Due   Jan    1,    1000,   G'/!.      Nov   30,    lOOG.      G:1509.     9.0O0 

Perlstein.  Louis  and  Jacob  Rosenthal  and  Joseph  L  Buttenwieser 
with  Sarah  L  Fairchild.  Broome  st.  No  IGO,  n  e  cor  Attorney 
st,  Nos  4G  and  48,  25x()0.  Subordination  mort.  Nov  7.  Nov 
30.  190G.     2:. 342.  nom 

Perlstein,  Louis  and  Jacob  Rosenthal  to  Sarah  L  Fairchild. 
Broome  st.  No  160,  u  e  cor  .\ttorney  st,  Nos  4G  and  48,  25x 
60.     Nov  7,  3  years,  5'/r.     Nov  30,  1906.     2:342.  32,.5(ll) 

Perlstein,  Louis  and  Jacob  Rosenthal  and  Meyer  Vesell  with  Sa- 
rah L  Fairchild.  Broome  st,  No  160,  n  e  cor  Attorney  st,  Nos 
4()  and  48,  25x60.  Subordination  mort.  Nov  7.  Nov  30,  lOOIi. 
2:342.  nom 

Powers  Court  Realty  Co  to  Albert  V  Donellan.  121st  st,  n  s, 
100  e  Amsterdam  av.  25x100.10.  Prior  mort  $29,000.  Nov  28,  1 
year,   67;...     Nov  30,   190G.     7:1963.  5,130 

Same  to  same.  Same  property.  Certificate  to  above  mort.  Nov 
30,  1906.     7:1963.  

Powers  Court  Realty  Co  to  Gilbert  M  Speir  and  ano  trustees  Robt 
R  Hamilton  for  benefit  Schuyler  Hamilton.  121st  st.  n  s.  100  c 
Amsterdam  av,  25x100.10.  Nov  27.  3  years,  S^c.  Nov  30,  IIHX!. 
7:1963.  29,000 

Same  to  same.  Same  property.  Certificate  as  to  above.  Nov  21. 
Nov  30.   1906.     7:1963.  • 

Pembleton,  Addie  M  to  Selmar  Hess.  Lexington  av,  No  1101,  u  e 
cor  77th  st.  No  151,  18.6x70.  Oct  25,  3  years,  4^:%-  Nov  30. 
1906.     5:1412.  8,000 

Pipe  Trucking  Co  to  Geo  W  McMann  and  ano.  Watts  st.  No  88. 
Consent  of  stockholders  to  chattel  mort  tor  $7,980.20.  Dec  3, 
1906.  

Same  to  same.  Certificate  as  to  consent  of  stockholders  to  above 
mort.     Dec  3,  1906.  

Previn,  Morris  to  David  J  King  et  al  exrs  Edw  J  King.  79th  st. 
No  235,  n  s,  425.2  e  3d  av,  runs  n  102.2  x  w  0.2  x  n  22.G  x  s  e 
31.5  X  s  108.7  to  st,  X  w  24.10  to  beginning.  Dec  3,  190G,  5  yrs, 
5%.     5:1525.  16,000 

Pinchot.  Mary  E  as  attorney  for  Antoinette  E  Johnstone  to  John 
J  Lattemann.  West  Broadway,  Nos  465  to  469.  Certificate  that 
there  remains  due  $80,000  on  account  of  mortgage.  Nov  19. 
Dec  3,  1900.     2:515.  

Ramya  Realty  Co  to  Arnold  Davidson.  67th  st.  Nos  229  and  231, 
n  s.  375  w  Amsterdam  av,  2  lots,  each  25x100,5.  2PM  morts, 
each  $10..500.  2  prior  morts,  each  $13,000.  Dec  1,  5  years,  G%. 
Dec  3,  1906.     4:1159.  21,000 

Roemer,  Emily  M  to  Franklin  B  Lord  and  ano.  Macdougal  st. 
No  119.  n  w  cor  3d  st.  No  125,  20x65.9.  Nov  30,  1906,  5  yrs, 
5%.     2:543.  16.500 

Rinaldini,  Fedele  to  Paul  Gross.  2d  av,  No  2288,  e  s,  75.8  n  117th 
St.  25.3x100.  Nov  26,  due  Oct  1,  1907,  6%.  Dec  3,  1908.  6:- 
1689.  350 

Rosenbluth,  Albert  and  Herman  to  Emma  L  Hardy.  Sth  av.  No 
2303,  w  s,  51.11  s  124th  st,  25x75.  Nov  12,  5  years,  5%.  Nov 
30,  1906.     7:1950.  22.000 

Redman.  Anna  K  and  Elsie  F  to  FARMERS  LOAN  AND  TRUST 
CO.  Park  av.  No  1131.  e  s,  5G  s  91st  st,  16.8x96.  Nov  28,  1 
year,  — %.     Nov  30,  1906.     5:1519.  2.500 

Reiss,  Pauline  with  Leopold  Heyman.  101st  st.  No  68,  s  s,  80 
w  Park  av,  25x100.11.  Subordination  agreement.  Nov  30,  1906. 
G:1G0G.  nom 

Rosentover,  Morris  and  Morris  Markowitz  to  Israel  Altman  and 
ano.  46th  st.  No  331,  n  s,  275  w  1st  av,  25x70.5.  P  M.  Prior 
mort  $11,000.     Nov  15,  5  years,  6%.     Nov  30,  1906.     5:1339. 

7,750 

Rotrano,  MichI  A  to  American  Mortgage  Co.  Jones  st.  No  G,  s  s, 
.54.10  w  4th  st,  25x100.2x25x100.4.  Nov  30,  190G,  3  years, 
5%.     2:590.  20,000 

Rotrano,  Michael  A  to  American  Mortgage  Co.  Jones  st.  No  6. 
s  s  54.10  w  4th  st,  25x100.2x25x100.4;  Jones  st.  No  8,  s  s.  79,9 
w  4th  st,  25x100.4x100.2.  Prior  mort  $40,000.  Nov  30,  1906. 
1  year,  6%,     2:590.  10,000 

Rotrano,  Michl  A  to  American  Mortgage  Co.  Jones  st.  No  8,  s  s, 
79.9  w  4th  st,  25x100,4x25x100.2.  Nov  30,  190G,  3  years,  5%. 
2:590,  20,000 


Richman,  Louis  L  to  David  J  King  et  al  exrs,  &c.  Edward  J  King. 

Ridge  st.  No  92,  e  s.  100  s  Rivington  st,  25x100.     Dec  5,  1906, 

5  years,  41/2%.     2:343,  22,500 

Rothschild,  Saml  to  Salamon  Parian.      107th  st.  No  07,  n  s,  1.37:6 

e    Columbus    av,    37xl(H),n,      Prior    mort    $.35,000.      Dec   4,    due 

Oct  .30,   1908,   67r.      Dec  5,   1906,      7:1843,  10,500 

Reibstein,   Emil   to   Geo   A  Archer,      115th   st,   No  48,   s   s.   325   e 

Lenox    av,    18xltl0,11,      Dec    :'..    3    years,    — %.      Dec    5,    190G. 

6:1508,  11,500 

Rapaport.   Adolph  to  Aaron  S  Shapiro  and  ano,     Madison  av,  Nos 

14.50  and  14.52.  w  s,  .50  s  100th  st,  .50.11x100.     P  M,     Prior  mort 

$85,000.     Dec  5,  1906,  GO  days,  r>7<-     6:1605.  5,000 

Same  to  same.     Same  property,     P  M,     Prior  mort  $65,000.     Dec 

5,    1906,   5   years,   (i^/r.      6:1605.  20,000 

Rowell.   Geo  A  to  TITLE   GUARANTEE  &  TRUST  CO,      West  End 

av.  No  870,  e  s,  80,11  s  103d  st,  20x100.     Dec  4,  due,  &c,  as  per 

bond,     Dec   5.   1906.     7:1874.  13,000 

Rosenthal.  Michael  to  Alonzo  G  Van  Nostrand,     Henry  st.  No  185, 

n  s.  abt  75  e  Jefferson  st,  24x87,G.     Dec  4,  due  Sept  1,  1911,  5%. 

Dec  5,   1906.      1:2.85,  18,000 

Rosenthal,   Joseph   to   Louis   J   Frey.      134th   st.Nos   .502   and  504, 
.s  s,   100  w  Amsterdam  av,  50x99,11.     Prior  mort  $42,000.     Dec 

4.  2  years.  6%.     Dec  5.   1906.     7:1987.  8,000 
Richardson.  Geo  F  trustee  Pareu  Stevens  with  Henry  A  C  Taylor. 

51st  St.  No  5,  n  s.  192,1!  e  5th  av,  30x100.5.    Estoppel  certificate. 

Nov   24.      Dec   5.    1906.      5:1287.  nom 

Rose,   Morris   and   Louis   Norman   to   Calh   E  Wills,      Delancey  st, 

.Nos  7SV4   to  .84,  n  w  cor  Orchard  st.   No  117,  87,6x.54.G.     Dec  G, 

1906,   7  years,   5',;.     2:415,  110,000 

Same    and    Harris    Mandelbaum    and    Fisher    Lewine    with^  same. 

Same  properly.     Subordination  agreement.     Dec  5.     Dec  G,  1906. 

2:415.  nom 

Rinckhoff,    Wm    P    lo    Henrv    de    Vries    and    ano    trustees    Joseph 

Schnetter,     Av  A,  No  998,  u  e  cor  .54th  st.  No  501.  25.5x65.     Dec 

5,  due   Jan   1,    1912,   4>/29c.     Dec  6,   1906.      5:1.371.  15,000 
Rubino,    Wm    A    .A    Individ   and   as    exr   and    Elizabeth   Rubino    as 

trustee  Frederick  H  Rubina  to  whom  it  may  concern.  Sullivan 
st,  Nos  224  to  228,  w  s,  116  s  3d  st,  7.5x100.  Estoppel  certifi- 
cate,     Dec   5,      Dec   6,    1906,      2:.540,  ■ 

Rockhill.  Clayton  to  SEAMEN'S  BANK  FOR  SAVINGS  in  City 
of  N  Y.  Pearl  st.  Nos  224  and  226.  s  s,  abt  85  u  Burling  slip, 
22xl02.3.x23.6x04.10,   c   s.     Dec  6,   1906,  3  years,  4%%.     1:70. 

10,000 

Rosenthal,  Joseph  to  Wm  Jay,  134th  st.  No  510,  s  s,  230  w 
Amsterdam  av,  40x99.11.     Dec  4,  1906,  5  years,  5%.     7:1987. 

33,000 

Rosenthal,  Joseph   lo  National   Assn  of  Audubon  Societies  for  the 
Protection   of  Wild   Birds  and  Animals,   a   corpn,     134th  st,   Nos   . 
.502  and  504,  s  s,  100  w  Amsterdam  av,  50x99.11,  3  years,  — %. 
Dec   4.    1906,      7:1987,  42,000 

Smith  (Clarence  L)  Co  to  Etta  A  Cross,  11th  av,  Nos  314  and 
316,  s  e  s.  at  s  w  s  30th  st,  Nos  540  to  .556,  runs  s  e  225  x  s  w 
98.9  X  n  w  125  x  n  e  49,4  x  u  w  100  to  av  x  n  e  49,4  to  begin- 
ning. Leasehold,  Nov  26,  due  Nov  1,  1909,  6%.  Dec  1,  1906. 
3:701.  7,500 

Same  to  same.  Same  property.  Consent  to  above  mort.  Nov  20. 
Dec  1.  1906.  

Same  to  same.  Same  property.  Certificate  as  to  above  mort, 
Nov  20.      Dec   1,   1906. 

Seidman,   Louis  and  Louis   N  Adler  to  Lillie  B  Lilienthal. 
St.  No  111.  n  s,  148.10  e  Park  av,  17.10x100,11,     Nov  30. 
5%.     Dec   1,   1906,     0:1644, 

Shea.  James  to  Geo  B  Goldschmidt  et  al  trus  Saml  B  H 
Madison  st.  No  82.  s  s,  122.4  e  Catharine  st,  25,6x100. 
3  years,  5%.     Dec  4.   1906,     1:276, 

Schlossman,  Morris  to  John  J  Cork.  88th  st.  No  405,  n  s,  86  e  1st 
av,  20x125,10,  P  M.  Prior  mort  $15,000.  Dec  3,  3  years,  6%. 
Dec   4,    1906,      5:1.568, 

Sanford,   Chas   P   to   Mark   J   Cohn,     141st   st.   No  .545,   n   s, 
Broadway,  lS,6.x99.n,     Dec  4,  1906,  2  years,  G7r, 

Stern,  Nathan  to  Chas  H  Louis.  Morningside  av  E, 
st,  No  .368.  27,7x100x27,5x100,  Feb  15,  3  years, 
1906.    7:1943, 

Signell,  John  V  Co  to  Chelsea  Realty  Co.  135th  st. 
627,  n  s,  377.7  w  Broadway,  52.5x99,11.  Nov  30, 
Dec   4,    1906,      7:2002, 

Same  to  same.  Same  property.  Certificate  as  to 
Nov  30.     Dec  4,  190G.     7:2002.  

Signell,  John  V  Co  to  Chelsea  Realty  Co.  135th  st,  Nos  629  to 
633  n  s.  4.30  w  Broadway,  75x99.11.  Nov  30,  3  years,  6%. 
Dec  4,  1906,     7:2002,  95,000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Nov   30.      Dec   4,    190G.      7:2002,  

Stewart  Agnes  and  Mamie  and  Nellie  O'Brien  and  Anna  Brennan 
to  TITLE  GUARANTEE  &  TRUST  CO.  10th  av.  No  772,  e  s. 
100  2  s  53d  st,  25x100.  Dec  5,  due,  &c,  as  per  bond.  Dec  6. 
1906,     4:1062.  16,000 

Sprung  Isaac  to  John  M  Bowers  et  al  exrs  Wm  H  Gebhard.  Hous- 
ton St.  No  253,  s  s,  75  e  Norfolk  st,  runs  s  100  x  e  2.i  x  n  20  x 
w  3  X  n  SO  to  Houston  st  x  w  22  to  beginning,  Dec  b,  190(i,  o 
years,  5%.     2:355.  20,000 

Savaga4,  Michl  j  to  Wm  Nelson.  7th  av,  No  346.  ws,  39  On  29th 
st,  abt  19x64.     Nov  28,  1  year,  4yo%,    Deo  4,  1906,    3:779.  10,000 


llGth 

3  yrs. 

12,500 
Judah. 
Dec   1, 
28,000 


5,000 
225  e 
;2073,     2,500 

s  e  cor  117th 
6%,      Dec  4, 

9,000 
Nos  625  and 
3  years,  5%, 

48,000 
above    mort. 


The  text  of  these  pagei  is  copyrighted.     All  rights  are  reserved.  Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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Small.  Abraham  to  Rosin  Small.  2d  av.  Nos  24IU  to  iMliT.  n -w  cor 
T'tith  St  Nos  -J-l!!  to  ^T,:',.  0!l.llxlCK).  Nov  21J,  demand,  (i'/t.  Doc 
I!.    !!)()(;.      (;:17'.!1.  SOUO 

S  &  R  Construction  Co  to  Theo  C  Wood.  8th  av.  e  s.  at  n  s  1.50lh 
St.  and  s  w  s  McCombs  Dam  road,  runs  n  w  along  road  203.5  to 
l.")lst  St  X  \\  Ofi.7  to  8th  av  X  s  179  to  beginning.  Prior  mort 
$i:{0,003.73.       Nov    5.    2    years,    — %.      Dec    1,    1906.      7:203(5. 

1.">.4(j7.31 
Simon.  David  J  to  Israel  Crystal.     8th  st.  No  315.  n  s.  2S0.4  e  Av 
B    •'0  7x(iO.]0;  .Sth  St.  No  317.  n  s.  301  e  Av  B.  207x00.10.     P  M. 

Prior  mort  $ .     Dec  5.  1  year.  0%.     Dec  6.  1900.     2:301.    2.2.j0 

Sachar.  Charles  to  John  E  Weiss.  75th  st.  Nos  507  and  509. 
n  s  ••2:'.  e  Av  A,  .")OxlOS.lx50.8xni!.5.  P  M.  Sept  22.  due  May 
1.   ions.  i\%.     Dec  3.  I9<1t>.     5:14.87.  1.718 

Sc'iattman.  Julius  to  Adolph  Scheibel.  123d  st,  Nos  151  and  153, 
n  s  125  e  7th  av.  50xl(H1.ll.  P  M.  Prior  mort  $00,000.  Dec 
1.  5  years,  tr/r.     Dec  0.   lOOij.     7:1908.  19.500 

Schlessinger.  Hyman  and  Joseph  to  Jacob  Kaufman.  110th  st.  Nos 
•'33  and  235.  n  s.  229.2  w  2d  av,  37.0x100.11.  P  M.  Prior  mort 
$38.0(H>.      Nov  30.  3  years.  0%.     Dec  5.   19<.16.     0:1000.  2.025 

Schlessinger,    Hyman   and  Joseph   to   Harris   Beckelman.      110th   st. 
Nos  "37  and  239    n  s,   191. S  w  2d  av.  37.lixl(:M).ll.     P  M.     Prior 
mort  $38,000.     Nov  30,  3  years.  0';; .     Dec  5.  1900.     0:10t;0.       2.025 
Shapiro,  Ike  with  Israel  Goldtarb.     Ludlow  st,  No  24.     Extension 

mort.     Dec  3.     Dec  5.   1900.      1:297.  nom 

Schlessinger.  Hyman  and  Joseph  to  Jacob  Kaufman.  8th  st.  Nos 
3.59  and  3l!l.  n  s,  lOS  e  Av  C,  50x87.10.  Prior  mort  $40,000. 
Nov  30,  due  Sept   1,  1911,  0%.     Dec  5,   1901!.     2:378.  8,500 

Schapiro,  Herris  to  Wilhelmina  Bohland  and  ano.  49th  st,  Nos 
3«>0  and  3.30  s  s.  320  e  2d  av,  .55x1005.  P  M.  Prior  mort 
$.52.0!10.     Dec  1.  9  years.  0%.     Dec  5.  1900.     5:1341.  30,500 

Stern,    Saml     to    Chas    Griften    et     al    trustees    Saml    Willets    tor 
Walter  R  Willets.     00th  st.  Nos  403  and  405.  n  s,  100  e  1st  av. 
2   lots     each   25x100.5.      2   morts.    each   .1:18,000.      Dec   5,    1900,  . 
5  years,  4V>%.     5:1455.  30.000 

Same  to  Pinkus  Nathan.  Same  property.  2  morts,  each  $8,500. 
2  prior  morts,  ^18.000  each.  Dec  5.  1906,  due  Oct  1,  1906. 
0%      5:1455.  17,000 

Same  to  Jonas  Weil  and  ano.  Same  property;  2  morts,  each 
$7  1""'5  2  prior  morts,  $2(5.-500.  Dec  5,  1906,  due  April  1,  1911. 
69i.     5:14.55.  11.250 

Sturges  Martha  E  wife  of  and  Thomas  to  Eugene  Underbill  and 
ano  exr.  &c,  Emily  Underbill.  8Sth  st.  No  3.33,  n  s,  321.4  e 
Riverside   Drive,  20x100.8.     Dec  5.   I'.IOr.,  3  years,  5%.     4:1250. 

30.000 
Seigel.   Harry   to   Julius  Berliner  and  ano.      lODth   st,  Nos  409  to 
413,   on  map   Nos  415  to  419.   u  s.   174  2  e  1st  av,  2  lots,  each 
37  ixlOO  11      2PM  morts.   each  $13.0(X).     2  prior  morts,   $27,- 
000  each      Nov  23,  5  years,  OVt.     Dec  1,  1906.     0:1094.  20,000 

Schaefert,  Max  and  Leiser  Benowitz  to  LAWYERS  TITLE  INSUR- 
ANCE &  TRUST  CO.  Madison  st.  No  360,  s  s,  225.1  w  Jackson 
st  21.0x93.2x21.6x93.2.  Dec  4,  3  years,  5%.  Dee  5,  1906. 
4  •'•'66  15,000 

Segal.  Herman  to  LAWYERS  TITLE  INSURANCE  &  TRUST  CO. 
10th  st,  Nos  2.S0  and  •2.82,  s  s,  103  w  Av  A,  .50x92.3.  Dec  5. 
ItXMj,  5  years.  .5%.     2:437.  55.000 

Sturges.  Tbos  F  to  Eugene  Underbill  and  ano  exrs  Emily  Under- 
bill. 42d  St.  No  223,  n  e  s,  abt  300  w  Broadway,  2.5x98.9.  1-5 
part  Given  to  secure  mort  for  $.30,000  on  No  333  W  88th  st. 
Dec  5.  1900.  3  years.  —7r-     4:1014.  6.000 

Same  to  Eugene  Underbill.     Same  property.     1-5  part.     Prior  mort 

$0,000.      Dec   5.   1900,  3  years,  G'/r..     4:1014.  2.500 

Scblesinger.  Adolph  to  Isabel  H  dos  Passes.  Park  av.  No  1.344, 
s  w  cor  ]02d  st.  No  70.  100.11x31.  Subordination  agreement. 
Nov  28.      Dee   5.   1900.      0:li;07.  nom 

Silverstein.   Elias   with   City  Mortgage  Co.      151st   st.   s   s,   extends 
from   8th   av   to   Macombs   Dam   road.   90x'2O3   to   1.50th   st   xl79. 
Subordination  agreement.     Nov  23.      Nov  .30.   1906.     7:"20.36.   nom 
Same   with   Realty   Operating   Co.      Same    property.      Subordination 

agreement.     Nov  23.     Nov  30.  190(!.     7:20.30.  nom 

Schimmel.    Caroline    with    Jeanetle    Weil,      12th    st.    No    413   East. 

Extension   mort.      Nov   17.      Dec   Oi,    190(!.      2:440.  nom 

Siragusa.  Virginia  C  to  Abraham  Kassel  and  ano.  2d  av.  No  2124. 
e  s.  25.10  n  109th  st,  25x75.  P  M.  Nov  .30.  1900,  3  years,  0%. 
0:1681.  2  500 

Schapira.  Felecia  to  ROYAL  BANK.  1st  av.  Nos  1200  to  1284. 
n  e  cor  OStb  st.  200.10  to  s  s  69th  st  No  400.  xlOO.  Assign- 
ment of  rents  from  Jan  5.  1!X)7.  .$1,000  per  month  until  paid. 
Nov  .30.    1906.      5:14('3.  6.000 

Schmeidler.  Therese  to  EMIGRANT  INDUST  SAVINGS  BANK. 
74th  St.  s  w  cor  Madison  av.  No  928,  18x80.  1  year.  4%^.. 
Nov   .30,    1906.      5:1388.  10  (XK) 

Schift.  Jacob  R  with  Cath  A  De  La  Vergne  and  ano  trustees  John 
C  De  La  Vergne  for  benefit  Chester  R  De  La  Vergne  et  al.  Sub- 
ordination mort.  119th  st.  Nos  101  and  103.  n  e  cor  Park  av, 
Nos   1701   and   1705,   36x75.7.      Oct   29.     Nov  .30.   1906.     6:1768. 

nom 
Singer,  Marjorie  G  with  Cath  A  De  La  Vergne  and  ano  trustees 
John  C  De  La  Vergne  for  benefit  Chester  R  De  La  Vergne  et 
al.  119th  St.  Nos  101  and  103.  n  e  cor  Park  av.  Nos  1701  to 
1705.  30x75.7.  Subordination  mort.  Nov  19.  Nov  30,  1906. 
6:1768.  nom 

Sieradzki,  Julius  to  Catharine  E  Wills  et  al  trustee  Wm  J  Syms. 
Madison  st.  No  110,  s  s.  473  e  Catharine  st.  25x100.  Dec  3. 
1900.   5   years.   5%.     1:270.  30.000 

Schmitt.  Valentine.  Brooklyn.  N  Y.  to  Wm  A  Spencer  and  ano 
trustees  Lorillard  Spencer  for  Lorillard  Spencer  et  al.  North 
W^illiam  st.  No  28,  e  s,  22.4  s  Park  row,  runs  s  e  66  x  s  w  11.10 
X  n  w  50.3  to  North  William  st.  x  n  14.9  to  beginning;  also 
North  William  st.  No  26.  s  e  s.  14x53.4x10.  lOx.59.3  n  e  s  3 
years.  5%.     Dec  3.   1906.      1:121.  70  Oi» 

Sullivan.  John  L  to  Dora  Karges.  82d  st.  No  43'2.  s  s,  131.0  w 
Av  A,  12.0x102.2.  P  M.  Dec  1,  5  years,  5%.  Dec  3,  1906. 
5:1561.  4,700 


Surdez,  Leon  and  Honorine  to  Moritz  L  Ernst  and  ano.  102d  st. 
No  102.  s  s.  75  w  Columbus  av.  25x100.11.  p  M.  Prior  mort 
$18,000.     Nov  13,  due  June  1,  1909,  07f.     Dec  3,   190<)      71.S.50 

6,000 

Schapira,  Felicia  to  Chas  G  Silverberg  and  ano  trustees  Robt  W 
Hoffman.  127th  st.  No  56  s  s,  285  e  Lenox  av,  25x99.11.  Nov 
15.  5  years.  r>"f.     Dec  3,  1906.     6:1724.  11.500 

Shapiro.  Levy  &  Starr,  a  corporation,  to  Albert  H  Bultman  et  al. 
3d  av.  No  514.  w  s,  72.3  n  34th  st,  25x63.2x24.10x63.2.  P  M 
Dec  1,  5  years.  4'A'?,.     Dec  3.  1906.       3:890.  26,000 

State  Bank  with  Julius  J  Frank  and  ano  trustees.  Allen  st.  No 
51.  Subordination  agreement  and  consent.  Nov  26.  Dec  3, 
1906.    1:.307.  nom 

Strauss.  Abraham  to  Saml  Mann.  Broome  st.  No  274,  n  e  cor  Al- 
len  St.   Nos  90  and  92.   22.4x75.     P  M.     demand,  6Tc.     Dec  3. 


190<1       2:414 
Sprickerhoff.    Geo    and    Gustav    Scharnberger    to    Mayer 

and  ano.     149th  st.  s  s.  420  e  8th  av.  40x99.11.     p' M. 

3  years.   (Wr.     Nov  .30.   1906.     7:20.34. 
Strauss,    Abraham    to   Aaron   Cohn.      Broome   st.    No   274 

Allen  St.  Nos  90  and  92.  22.4x75.     P  M.     Dec  1 

Dec    3,    1900.      2:414. 


2.0<X» 
Hoffman 
Nov  27. 

13.000 
n   e   cor 
years,  5  1-3'!?-. 

45.000 


Stewart,  Wm  R  and  James  M  to  METROPOLITAN  LIFE  INS  CO. 
Riverside  Drive,  e  s,  57.3  n  84th  st,  80x130.9x75x102.9.  Dec  1. 
due   Mar   1.   11X18.   ()<X.     Dec  3,   1906.     4:T246.  .30000 


Thorn.   Wesley.   Plainfield    N  J. 

n   s.  345  w  5th  av.   20x100.5. 

1906.      5:1201. 
Thorns.   Lizetta  A  to   Rebecca  S 

cobus.      104th   St.   No   52.   s   s. 

years.  Ay^^c.     Dec  3.  1900.     6 
Tuchmann  Leon    and    Saml 

J    Knapp.       95th    st.    No 


to  Selmar  Hess.     45th  st.  No  27. 
Nov  28.  3  years.  4%%.     Nov  30. 

25.000 

Jacobus  et  al  trustee  Saml  M  Ja- 

120  e   Madison  av.  25x100.11.     3 

1609.  15,000 

Mandel   with   Maria   M   Baltz   and   Edw 

10.8    West.      Subordination    agreement. 


Nov  28.     Nov  30.   1906.     4:1226.  nom 

Tietjen,   John   H   and   Louis   and   Aaron   Klepper   to   Abram   Bach-  - 
raeh.     16th  st.  Nos  514  and  51(!,  s  s,  220.6  e  Av  A.  2  lots,  each 
25x103.3.      2   morts.   each   $1,250.      2   prior  morts   $17,000  each. 
Nov  30.   1906.   2   years.  0%.      3:937.  2.500 

Terry.  John  T  and  Lewis  C  Ledyard  trustees  Edwin  D  Morgan  to 
Estate  of  E  Knapp.  Christopher  St.  Nos  78  and  80,  s  s,  150.5  e 
Bleecker  St.  49 .3x00.^i51.7x60.  Certificate  as  to  reduction  of 
mort.  &c.     Nov  2,S.     Dec  5,    1906.     2:.591.  nom 

Tischler.  Barbara  wife  Morris  M  to  UNITED  STATES  TRUST  CO 
of  N  Y.  103d  st.  No  235,  n  s,  175  w  2d  av,  37.6x100.11.  Dec 
5.    1906.   due,   &c,   as   per  bond.     6:16.53.  33.000 

Tomes.  Geo.  Brooklyn.  N  Y.  to  Dora  M  Weil.  61st  st.  No  159. 
n  s.  200  e  .Amsterdam  av.  runs  n  llX).4  x  e  .30  x  s  1.5.4  x  w  0.4 
X  s  22  10  X  e  0.4  x  s  62.2  to  st  x  w  .'^0  to  beginning.  P  M.  Prior 
mort  $27  000.     Nov  30.  3  years.  Cf/r.     Dec  3.  1906.     4:11.33.     7.000 

Tannenbaum.  Jeannette  S  to  Malka  Marder.  7th  st.  No  243,  n  s, 
5199  w  Av  D.  24.5x97  6.  P  M.  Prior  mort  $12,500.  Nov  30. 
4  years.   G'",.     Dec  3.   1906.     2:377.  5.2.50 

Taylor,  Wm  A  to  Hannah  Colgate.  79th  st.  No  61,  n  s,  155,11  e 
Madison  av.  14x102.2.  Dec  5,  due  Jan  5,  1908,  4%%.  Dec  6, 
1906.      5:1491.  15,000 

Teller.  Edmund  D  to  Isabel  D  Curtis.  Water  St.  Nos  343  to  345. 
s  s,  129.3  e  Roosevelt  st.  runs  s  75.11  x  e  •iS.ll  x  s  9.10  x  e  19.1 
x  n  85.5  to  Water  st  x  w  44.6  to  beginning.  Dec  5.  4  years,  5%. 
Dec  0.  1900.     1:110.  28,000 

Thompson.  Chas  A  of  Wantage,  Nassau  Co,  N  Y,  to  Joseph  Bird 
trus  Jacob  A  Appleby  and  ano  for  Jacob  A  Appleby.  Bleecker 
St.  No  137.  n  s,  25.1  e  West  Broadway,  25x100.  Dec  4,  1906. 
3  years,  'r/r.    '  '  43,250 

Trinitv  Mortgage  Corpn  with  Lena  Gurgel.  .5Gth  St.  Nos  231  to 
237  East.     Extension  mort.     Nov  16.     Dec  4,  1906.     5:13.30.      nom 

Trinity  Mortgage  Corporation  w-ith  Lena  Gurgel.  68th  st.  No  230 
East.     Extension  mort.     Nov  16.     Dec  4.  1906.     5:1422.  nom 

Union  Construction  &  Realty  Co  and  James  J  Golden  to  Ambrose 
K  Ely.      Rose  st.   Nos  .35  and  37.   e  s.   abt  375  n  Frankfort  st, 
1^.    part.     All  title.     Dec  5,  5  years. 

25,000 
Consent   to  above  mort.     Dec  5, 


42.6x71. 6x10x,86.6. 
.59/.       Dec    6.    1906, 


1:114. 

Same  to   same.      Same  property. 
1900.      Dec    6.    1906,      1:114.  

UNION  DI.ME  SAVINGS  INSTN  with  Julian  B  Hart  et  al  exrs 
Benj  I  Hart,  42d  st.  No  108,  s  s.  80  w  6th  av,  20x80.  Exten- 
sion  mort.      Dec  4.   1906.     4:994.  nom 

I'nger.  Hinna  to  Harry  Shwitzer.  89th  st.  No  109.  n  s.  1.58.10  e 
Park  av.  25.6x100.8.  P  M.  Prior  mort  $27,2.50.  Dec  1,  2  years, 
OCf.     Dec  4.  1900.     5:151.'*.  2.i')0O 

Velbinger.  Charles  and  Amelia  and  Emma  L  Cuche  to  Simon  Lef- 
kowitz.  70th  St.  Nos  4-24  and  4-26,  s  s.  199  w  Av  A,  38x109.5. 
P   M.      Nov  .30,   ]9(X;,   2  years.   57r.     5:1464.  1,250 

Vesell,  Meyer  with  METROPOLITAN  LIFE  INSURANCE  CO. 
112tb  St.  No  .5.38.  s  s.  175  e  Broadway,  75x100.11.  Subordina- 
tion agreement,     Dec  3.     Dec  6.  1906.     7:188.3.  nom 

Vollman  Morris  with  Daniel  A  Davis  and  ano  trus  for  Arvilla  R 
.\ppleton.  will  Orris  K  Eldredge.  Mangin  st.  No  67,  w  s,  125  s 
Rivington  st,  25x99,  Subordination  agreement.  Dec  1.  Dec 
4.   1906,     2:.323,  nom 

White  (Wm  A)  &  Son  to  American  Mortgage  Co,  69th  st.  No 
432  East,  Subordination  agreement,  Nov  9.  Dec  1,  1906. 
5:1463.  nom 

White.  Gaylord  S  to  Louise  Joutel.  105th  st.  No  236,  s  s,  233.4 
w  2d  av.  16.8x100.9.  P  M.  Nov  22,  3  years,  5%.  Dec  1,  1906. 
6:16.54.  5,000 

Wheelock.  Geo  G  to  TITLE  GUARANTEE  &  TRUST  CO.  1st  av. 
No  72,  e  s.  63  n  4th  st.  21x87.11.  Nov  30.  due.  &c.  as  per 
bond.      Dec   1,    1906.      2:432.  12.000 

Whitestone.  Louis  to  Abraham  Lewenthal  and  ano.  Lewis  st.  No 
7  and  9.  w  s.  125,3  n  Grand  st.  33.4x100,  Certificate  as  to  pay- 
ment of  $5,000  on  account  of  mort.     Dec  4.  1906.     2:326.        5.000 

Weiss.  Nathan  &  Isidor  Freundlich  to  .\nna  Lacord.  8th  av,  Nos 
700  and  702,  e  s,  50,5  s  47th  st,  30x100,  P  M.  Prior  mort 
$ .     Dec  1,  3  years,  6%.     Dec  4,  1906.     4:1018.  9,750 


Tbe  text  of  these  pages  is  copyrighted.     All  rights  are  reserved.         Notice  is  hereby  giv^n  that  infringement  will  lead  to  prosecution. 
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Wallach,  Hannah  to  Stophen  Valentine  and  ano  trustees  tor  Annie 
L  Valentine  will  Mary  U  Lewis.  1st  av,  No  521.  w  s,  74.1  n 
30th  St,  24.8x75.     Nov  30,  5  years,  5%.     Dec  1,  lOOU.     3:U3r,. 

15,000 

WolIT,  Julius  to  Abraham  Hymanson  ct  al.  05th  st,  Nos  105  and 
107,  n  s,  jOO  w  Columbus  av,  2  lots,  each  25x100.8.  2PM 
morts.  each  .$4,7.50.  2  prior  morts  $20,000  each.  Dec  3,  due 
Dec  20.  lltlO,  0%.     Dec  4,  1!)00.     4:1220.  0,500 

Weiher,  Lorenz  to  Franklin  Pettit.  West  End  av,  s  w  cor  84th  st, 
108.4x100.  P  M.  Prior  mort  $100,000,  due,  &c,  as  per  bond. 
Dec  4,   lOOi;.     4:1245.  57.500 

Same  .to  same.  Same  pro|)erty.  P  M.  Prior  raort  $150,000.  Dee 
4,   lOOi;.  due,  &c.  as  per  bond.     4:1245.  42,500 

Weil.  Jonas  and  Dernhard  Mayer  with  Kath  R  Jackson  et  al  exrs 
Wm  H  Jackson.  1st  ;;v.  No  873,  w  s,  25.5  s  40th  st,  25x100. 
Subordination  agreement.     Dec  0.  lODO.     5:1341.  nom 

Weinstein.  Morris  and  Bally  or  Bailey  Cahen  to  Cath  E  Wills. 
Leonard  st.   No  52.  s  s,   150.10  e  West   Broadway,  25xl01.2x25x 


100.11.      Dec  (i.   1900,   5   years.   5%.      1:170. 


30,000 


Weinstein,  Morris  to  Manhasset  Investment  Co.  Broadway.  Nos 
1000  and  1008,  e  s.  57.7  n  00th  st.  runs  e  10.5  x  n  25.1  x  e  100 
to  w  s  Columbus  av.  No  140.  x  n  25.1  x  w  142.2  to  c  s  Broadway 
X  s  50.4  lo  beginning.  Leasehold.  Dec  0,  1000,  3  years,  6%. 
4:1138.  gold,  21.000 

Wegler,  Nalhan  !o  Irving  Bachrach  and  ano.     08lh  st,  No  213,  n  s. 
210  e  3d  av,  25x100.11.     P  M.     Prior  mort  .1!22,0<10.     Dec  1,  '5  yrs.  . 
0%.      Dec    0.    1000.      0:1048.  10  000 

Wagner.  Katharina  lo  Louisa  Soibcl.  1st  av.  No  087.  w  s.  24.8 
n  30th  si,  24..Sx75.  Given  in  place  of  morl  of  .fS.OOO  and  an 
additional  loan  of  .f2,000.  Dec  5,  due,  &c.  as  per  bond.  Dec  0. 
1000.     3:045.  lii.dOO 

WASHLNGTON  LIFE  INS  CO  of  N  Y  with  Thoriias  A  Howell.  40th 
st,  Nos  122  and  124  West,  and  48th  st,  Nos  129  and  131  West. 
Extension   mort.      Dec  3,   lOOO.     4:1001.  nom 

Wiesenbergcr,  Isidor  to  Sarah  Selig  and  ano.  73d  st.  No  404, 
s  s,  113  e  1st  av,  25x102.2.  P  M.  Prior  mort  .fl3,()llO.  Dec  1, 
6  years.  0%.     Dec  3,   1000.     5:1467.  7,.S0O 

Wendel,  John  G,  Irvington,  Westchester  Co,  N  Y.  to  WILLIAMS- 
BURGH  CITY  FIRE  INS  CO..  of  Brooklyn.  Broadway,  No  150, 
n  e  cor  Liberty  st,  Nos  71  and  73.  runs  n  2.5.3  x  e  02  x  n  1.5.2  x 
e  6  x  n  7.8  x  e  14.11  x  s  48  to  st,  x  w  110.2  to  beginning.  P  M. 
Dec  1,  5  years,  4%.     Dec  3,  1906.     1:04.  3.50,tMlO 

Weiss,  Frank  G  to  Jacob  Bieger.  2d  av,  No  1573,  w  s,  58.1  s 
S2d  st,  lO.xOl.8.  P  M.  Dec  1,  3  years,  C%.  Dec  3,  1900.  5:- 
1527.  3,000 

Wolff,  Julius  to  Rebecca  S  Jacobus  et  al  trustees  SamI  M  Jaco- 
bus. 95th  st,  Nos  105  and  107,  n  s,  100  w  Columbus  av.  2  lots, 
each  25x100.8.  2  morts,  each  $20,000.  Dec  3,  lOOG,  5  years, 
5%.     4:122(i.  40.000 

Webster  Realty  Co  to  Anna  Benjamin.  36th  st.  No  149,  n  s, 
215.5  e  7th  av,  19.9x08.0.  P  M.  Nov  30,  3  years,  5%.  Dec 
5.  1000.     3:812.  25,000 

Williams,  John  T  to  LAWYERS  TITLE  INSURANCE  &  TRUST 
CO.  Washington  pi,  Nos  ,SS  and  00,  s  e  cor  0th  av.  Nos  .54  and 
.50,  runs  e  79.4  x  s  57.4  x  w  20  x  n  10  x  w  50.7  to  av  x  n 
.38.0  to  beginning.  Nov  28,  3  years,  41/.%.  Nov  .30,  lOOO. 
2:552.  60,000 

Wildung,  George  and  Abraham  Wolff  with  David  J  King  et  al  exrs, 
&c,  Edw  J  King.  2d  av,  No  1403,  n  w  cor  70th  st,  Nos  2.30  and 
241,  25x100.  Subordination  and  extension  of  mort.  Dec  3. 
Dec  5,  1906.     5:1431.  nom 

Wolff,  Abraham  to  David  J  King  et  al  exrs,  &c,  Edw  J  King.  2d 
av.  No  1403,  n  w  cor  70th  st,  Nos  230  and  241.  25x100. 
Dec  5,  1006,  5  years,  5%.     5:1431.  27.000 

Wiener.  Maksz  to  Katharina  Kohlenbusch.  Clititon  st.  N'o  .55,  w  s. 
2O0  s  Stanton  st,  25.1x100.  Nov  26.  due  June  1,  1918,  6%.  Nov 
30.   lOOll.     2:340.  4.000 

Weiss.  SamI  to  Emilv  H  Moir  trustee  for  Johannah  S  Seymour. 
117th  st.  No  01.  n  s,  127  e  Lenox  av.  26x11X1.11.  Nov  30.  lOlMi. 
5   years,  4'^^,'%.      0:1(;01.  18.000 

Wallenstein,  Samuel  to  Simon  Uhlmanu  trustee  for  Elise  Blaut 
will  of  Fredk  Uhlmann.  75th  st.  No  314.  s  s,  2.50  e  2d  av,  25x 
102.2.     Nov  28,   5  years.   5%.      Nov  .30,   1900.     5:14.50.  20  0<"»0 

Woehning.  Huberta  M  to  Henry  E  Pierrepont  et  al  trustees  Henry 
E  Pierrepont.  70th  st.  s  e  cor  Lexington  av.  No  1135,  18x68. 
Nov  28,  due,   &c,  as  per  bond.     Nov  30,  1006.     5:1413.  18.000 

Young,  John  and  Wm  R  Patterson,  Chicago,  111.  to  Stephen  C  Clark. 
Wall  st.  No  72,  n  e  s,  60  w  Pearl  st,  runs  n  e  37  x  n  w  12  x  n  e 
3.4  x  n  w  10  X  n  e  4.8  X  n  w  6  X  s  w  43.2  to  Wall  st  x  s  e  28  to 
beginning.      P   M.      Dec   3,    1000,    due,    &c,    as   per   bond.      1:40. 

Oll,(MK» 

Yogg,  Morris.  Newark,  N  J.  and  Max  B  Juditsky,  Brooklyn.  N  Y. 
to  LAWYERS  TITLE  INS  AND  TRUST  CO.  Lenox  av,  Nos  427 
to  433,  w  s,  .50  s  132d  st.  2  lots,  together  in  size,  99.11x75.  2 
morts,  each  $.50,000.  Nov  27,  1900,  5  yrs,  5%.  7:1010.  Corrects  er- 
ror  in   last   issue   when   mort   read   2  morts,   each  .$100,000. 

lOO.OOO 

Zelenko,  Joseph  to  Emanuel  I  Silberstein  and  ano.  107th  st,  Nos 
0  and  11,  n  s,  lOO  e  5th  av,  40x100.11.  Prior  mort  .$53,000.  1 
year,  6%.     Dec  3,   1900.     0:1613.  7,.500 

Zindler,  Tobias  to  LAWYERS  TITLE  INSURANCE  &  TRUST  CO. 
117th  st,  Nos  8  and  10,  s  s,  185  e  5th  av,  37.0x100.11.  Oct  24, 
due  April   17,    1910,  5%.     Dec  5,   1906.     6:1622.  42,000 

Zabriskie,  Christian  with  Wm  Nichthauser.  Water  si.  No  010. 
Extension   mort.      Nov  30.     Dec  0.  1906.     1:250.  nom 

Zabinski.  Joseph  and  Barton  H  Zabin  to  Edmund  Hendricks  and 
ano  trus  Fanny  Hendricks  for  Constance  H  Lyons.  Ludlow  st. 
No  118,  e  s,  200.6  n  Delancey  st,  25.3x87.6.  Nov  28,  5  years, 
41/2%.     Nov  ,30,  1906.     2:410.  24,000 

Zacharias,  Zachariah  to  MUTUAL  LIFE  INS  CO  of  N  Y.  Broad- 
way, s  w  cor  133d  st,  runs  w  125  x  s  99.11  x  e  50  x  n  21  x  e  75 
to  Broadway  x  n  74.11  to  beginning,  due,  &c,  as  per  bond. 
Dec  4.   1906.     7:1999.  32,000 


BomouoK  or 

Under  this  head  the  •  denotes  that  the  property  Is  located  In  the 
new  Annexed  District  (Act  of  1895). 

Atlas  Investors  Co  to  Irene  Power.  Robbins  av,  e  s.  at  s  e  s 
Westchester  av,  also  83.6  n  152d  st,  runs  e  110  x  n  12.4  x  n  w 
79.11  to  Westchester  av  x  s  w  70.6  to  beginning.  Given  in 
place  of  mort  for  $30,000.  Prior  mort  $14,.500.  Dec  3,  3  years, 
5%.     Dec  5,   I'.IOO.     10:1044.  30,000 

Same  to  same.  Same  property.  Consent  to  above  mort.  Nov 
30.     Dec  5,   1000.      10:2044.  . 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Dec  3.     Dec  5,   1000.     10:2044.  

Brown,  Joseph  lo  A  Hupfels  Sons.  Morris  av.  No  700.  Nov  17, 
demand,   0%.      Dec   4,   ItKIO.      0:2420.  1,0.50 

*Buellcsbach.  Caspar  lo  A  Hupfels  Sons.  White  Plains  av.  No 
38.      Saloon   lease.      Dec   1,   demand.   0%.      Dec   4,    100<j.         2,250 

*Baisley,  Geo  P  to  Martha  Arnow.  Main  st,  now  Williamsbridge 
road,  w  s,  being  plot  bounded  n  by  land  Morris  Baisley,  s  by 
laud  Y'oung.  and  w  by  land  Wm  J  Arnow,  40x1.50,  Westchester. 
P  M.      Dec  3,  3   yrs,   0%.     Dec   4,   l!XM.i.  4,000 

Anderson.  Clans  A  to  Geo  F  Johnsons  Sons  Co.  Whitlock  av,  s  e 
s,  124.4  s  w  Hunts  Point  av,  25x141x25.1x143.3.  P  M.  Prior 
mort  $7,500.  Dec  1,  due  Nov  15,  1911,  5%.  Dec  3,  1906. 
10:2734.  4.000 

Belmont  Realty  &  Construction  Co  to  Mary  B  Crook.  Cam- 
breling  av,  old  line,  n  e  cor  189th  st,  40x1.50.6  to  w  s  Beau- 
mont av  x40xl49.7.  Dec  3,  190C,  3  years,  5%.  11:3090  and 
.30!  II.  .5,000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Nov  20.     Dec  3,  1006.      11:3000  and  3091.  

*Brehm.  John  J  to  Eva  K  Muller.  Westchester  av.  s  s.  205.7  w 
Av  C,  40x175. 4.x45. 11x170. 10.  Nov  28,  2  years,  6%.  Nov  30. 
1000.  2,500 

Bach.  Henry  to  SamI  Wormser.  Bathgate  av.  No  1998,  e  s,  100.10 
s  170th  st,  16.8x85.8x10.8x85.4.  P  M.  Prior  mort  .$4,000.  Nov 
30.  2  years,   0%.     Dec   1,   1006.      11:3044.  1,6*10 

Same  to  same.  Bathgate  av.  No  1006,  e  s,  110.8  s  179th  st,  16.8x 
9t).  P  M.  Prior  mort  .$5,000.  Nov  30,  2  years,  6%.  Dec  1. 
1000.      11:3044.  1.600 

*Blum.  Jos  K  to  Whitehall  Realty  Co.  Barnes  av.  w  s,  140.9  s  Ne- 
reid av,  5,S.4x(i5. 4x02.1,  gore.  P  M.  Nov  1,  due  Nov  8,  1908, 
5'/..  Nov  15,  1000.  Corrects  error  in  issue  of  Nov  17,  as  to 
location.  437.53 

Bachman,  Alfred  C  to  TITLE  GUARANTEE  &  TRUST  CO.  West 
Farms  road,  old  w  s,  —  n  Rodman  pi  and  37.10  n  land  of  Epis- 
copal Church,  .38.5x210  to  e  s  Boston  road  x40.7x254.7  to  be- 
ginning, except  part  for  road.  P  M.  Dec  5,  due,  &c,  as  per 
bond.      Dec   0,   1000.      11:3016.  10,0<X) 

*Bass,  Matilda  to  Wm  G  Mulligan.  St  Agnes  av,  w  s.  150  s  West- 
chester av,  .50x100.     P  M.     Nov  16,  3  years,  5%.     Nov  30,  1906. 

618 

Burkhardt,  Laura  to  R  Duke  Barnum.  Marion  av,  n  e  cor  197th 
St.  21x107.3x21.3x110.10.  Dec  3,  1  year,  6%.  Dec  5,  1906. 
12:3283.  2,500 

Bohlen,  Henry  to  Prank  Herud.  Prospect  av.  No  1.392,  e  s,  57.9 
s  Jennings  st,  10x01.4x10.2x88.6.  P  M.  Nov  30,  2  years,  6%. 
Dec   1,    lOOi;.      11:2071.  1,.500 

Boyajean.  John  A  to  Peter  Handibode.  Tiebout  av.  No  23.53. 
w  s,  50  s  Clarke  st,  25x100.  Dec  1,  1  year,  6%.  Dec  4,  1906. 
11:3140.  1,250 

Ballenbacher,  Minnie  J  to  Peter  Doelger.  Willis  av.  No  444.  Sa- 
loon lease.     Dec  3,   demand,  6%.     Dec  4,   liXlO.     9:2290.         4,000 

Belmont  Realty  &  Construction  Co  to  Ottilie  Siedler.  Eastburn 
av.  e  s,  188.3  n  174th  st.  50x05.  P  M.  Dec  3,  due  Nov  7,  1911, 
:>%.      Dec   5,    liMlO.      11:2700.  4,000 

Begrisch-Schorn  Realty  &  Construction  Co  to  EMIGRANT  IN- 
DUSTRIAL SAVINGS  BANK.  Freeman  st,  n  s,  125  e  Stebbins 
av,   40xll8.11x— xllO.O.      Dec   5,    1906,   5   years,   5%.      11:2965. 

30,000 

Same  to  same.  Freeman  st.  n  s,  165  e  Stebbins  av,  40x121x39.1  Ix 
118.11.     Dec  5,  1000,  5  years,  .5%.     11:2065.  .30,000 

Dec   5,   1006,   5   years,   5%.      11:206.5.  .30,000 

Same  to  same.  Freeman  st,  n  s,  205  e  Stebbins  av.  runs  e  42  x 
n  121.1  X  w  3.6  X  n  4.6  x  w  22.3  x  s  121.5  to  beginning.  Dec 
5,   1006,  5  years,  5%.     11:2065.  25,0(X> 

Same   to   same.      Freeman   st,   n   s,   125   e   Stebbins   av,  40xll8.11x 
— xllO.O;   Freeman   st,   n  s,   165  e   Stebbins   av,   40x121. 5x30.11x 
118.11;    Freeman    st.    n   s,    205    e    Stebbins    av,    runs   e    42    x    n 
121.1  X   w  3.0  x  n  4.0  X  w  22.3  x  s  121.5  to  beginning.     Certifi- 
cate as  to  above  morts.     Dec  4.     Dec  5.   10(M5.     11:290.5.         

Corrigan.  Mary  to  Chas  Doll.  175th  st.  No  682,  s  s,  133.4  w 
Park  av.  old  line.  16.8x108.  P  M.  Prior  mort  $3,750.  Nov 
.30,   due,   &c,   as  per  bond.      Dec  3,   1900.      11:2899.  1,000 

'"Colombo,  Michele  M  to  Peter  Duncan.  White  Plains  road,  e  s. 
being  south  part  lot  5  map  Washingtonville,  24.7x100,  except 
part  tor  road.     Nov  24,  3  years,  6%.     Dec  3,  190<>.  2,100 

*Cantone.   Mechiore  to  Mark  Lurle.     215th  st.  n  s.  100  w  6th  av. 

25x100.      Nov    13,   due  May  15,   1.007,  6%.     Dec   1.   1006.  100 

Cohen.  Joseph  lo  Louvesa  C  Woolf  guardian  James  A  Woolt. 
Grand  av.  No  1003,  w  s,  455.8  s  Burnside  av,  25xl07..5x25x 
106.11.      P   M.      Dec   3,   3   years,   5%.     Dec   4,   1906.      11:2860. 

6,0<X) 

*Carey,  Henry  D  to  MUTUAL  ALLIANCE  TRUST  CO  of  N  Y. 
Lots  450,  451,  452,  .568  to  573,  map  estate  Eliz  R  B  King,  City 
Island.      Dec   3,   demand,   5%.     Dec  4,   1900.  10.000 

*Cade,  Alice  M.  Galilee,  County  of  Wayne,  Pa,  to  WASHINGTON 
SAVINGS  BANK  of  N  Y.  Matthews  av,  w  s.  225  s  Brady  av. 
25x100.     P  M.     Nov  30,  3  yrs,  — %.     Dec  4,  ItKKi.  1,260 

*Courtenay,  Joseph  to  Frank  Gass.  2.31st  st,  s  s,  130.0  w  White 
Plains  road,  runs  s  11.5  x  e  25  x  s  115  to  n  s  230th  st,  x  w  7.5 
X  n  230  to  s  s  231st  st,  x  e  50  to  beginning,  Wakefield.  P  M. 
Nov  2,   2  years,   6%.     Nov  30,   1906.  500 

Cohen,  Josephine  and  Annie  Federman  to  American  Mortgage 
Co.  Brook  av,  e  s,  110.5  n  164th  st,  27.6x111.5x25.11x102.5. 
Nov  28,  5  years.  5%.     Nov  30,  1906.    9:2386.  10,000 
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SAS>H,  DOORS.  BLINDd 
AND      house:     trim 


Chanler,  AVm  A  to  N  Y  LIFE  INS  AND  TRUST  CO.  Westchester 
av,  s  s,  at  s  e  s  3d  av,  runs  s  121.11  x  s  e  111.11  to  n  s  l-JOth 
St.  X  e  80.5  to  n  w  s  Bergen  av,  x  n  90.10  x  n  w  181.5  to  s  s 
Westchester  av,  x  w  4.1  to  beginning.  Nov  23,  1  year,  4V>%. 
Nov  30,  1006.     0:2294.  150,000 

*Cartisano,  Filippo  to  TWELFTH  WARD  BANK.  1st  av.  n  w  cor 
4th  St.  runs  n  228. (i  to  2d  av  x  w  202  x  s  114.3  x  w  150.1  x  s 
100.7  X  e  90.1  to  1st  av  x  e  263.5  to  beginning.  Wakefield;  1st 
av,  n  s,  1.4  w  s  e  cor  lot  IIS  map  New  Village  Jerome,  runs  n 
57.4  X  e  —  X.  s  32.6  to  av  x  w  131.4  to  beginning,  except  1st 
av.  n  s.  252  w  4th  st,  runs  n  —  x  n  —  x  w  100  x  s  —  to  av  x  e 
100  to  beginning.     P  M      Sept  28,  3  years,  5%%.     Dec  6,  19O0. 

15,000 

De  Vos,  Miriam  to  Jennie  Wormser  and  ano.  Washington  av.  No 
1204,  n  e  cor  169th  st.  Nos  743  to  747,  26.\09.11.  P  M.  Nov 
28,  3  years.   6',:;.     Nov  30.   1900.     11:2910.  3.750 

*Doyle,  Mary  A  wife  of  James  to  N  Y  and  Suburban  Co-operative 
Bldg  and  Loan  Assoc.  Cemetery  lane,  s  s.  322.6  w  Lafayette 
av.  35x92.     Nov  19.  installs.  6%.     Nov  30,  1906.  3.500 

Duffy,  Kate  to  James  S  Bolton.  Belmont  pi,  Tate  road  leading 
from  Kingsbridge  to  West  Farms,  n  e  s,  56  s  e  Hoffman  st. 
22x75.4x19.11x66.     Dec  1,  5  years,  5%.     Dec  4,  1906.     11:3065. 

7.000 

Donovan.  James  J  to  Mary  E  Bird.  Crotona  av,  n  e  cor  187th  st, 
200x100.  5-9  part.  Dec  1,  due  June  1,  1907,  6%.  Dec  3, 
1906.     11:3104.  1,000 

•Doutney,  Lillian,  of  Brooltlyn.  to  Citizens  Savings  &  Loan  Assoc, 
of  N  Y.  Columbus  av,  n  s,  130  w  Bronxdale  av,  50x100.  Dec  1, 
installs,   5  1-5%.     Dec   3.   1906.  1,500 

♦Delaware  &  Hudson  Realty  Impt  Co  to  Andrew  Konrad.  9th 
st,  n  s,  100  w  Av  E,  100x103,  Unionport.  P  M.  Dec  3,  1906, 
3  years,  5%.  600 

Damm.  Emma  T  to  Charles  Hartman.  Chisholm  st.  No  1340,  e  s, 
58.4  s  Jennings  st,  16.8x75.  Prior  mort  $3,900.  Nov  30,  due 
Jan   1.   1907.  —%.     Dec   1,   1906.     11:2972.  900 

De  Rossi,  Hubert  to  Anna  Evers.  Cambreling  av,  e  s,  675  n  ISSth 
St.  25x157.2x25x157.4.  Prior  mort  .$2,000.  Nov  30,  due  June  1. 
1007.  —9;.      Dec  6.   1906.     11:3091.  475 

Dressel,  Simon  to  East  Bay  Land  &  Impt  Co.  Randall  av.  s  e  cor 
Manida  st,  100x425.  P  M.  Nov  20.  due  Nov  1.  1911,  51/2" 
for  1  year  and  5%   thereafter.     Dec  5.  1906.     10:2768.  9,000 

*Doty,  Ellsworth  to  John  J  Lyons.  Edwards  av.  w  s.  abt  226  n 
Marrin  st,  51x69.2x."0x7n.3.  P  M.  Nov  23,  3  years,  5%.  Dec 
.4,  1906.  900 

*Edgewater  Realty  Co  to  Wm  H  Wallace  and  ano.  Road  from 
Westchester  Village  to  Whitestone  Ferry,  e  s,  at  n  w  cor  Wm 
Walshs  land,  contain  S  36-100  acres.  P  M.  Dec  5.  2  years. 
5M9,.     Dec  6.  1900.  28,000 

Essig.  Dorothea  to  Alice  Brady.  Minerva  pi.  n  s,  100  w  Grand 
Boulevard   and   Concourse,    2   lots   each   25x12.5.      2   morts,   each 

,    .$5,000.     Dec  3.  3  yrs.   51/.°'.     Dec   4,   1906.     12:3319.  10,000 

Evers,  Wilhelmina  wife  John  to  Sarah  K  Wright.  Tinton  av.  w 
s,  18  s  163d  st,  24.6x95.  Dec  1,  5  years,  5%.  Dec  3,  1906. 
10:2658.  5,000 

Flaxman,  David  to  Walter  J  Schmidt.  Bristow  st.  No  1327,  w  s, 
255  s  Jennings  st,  20x100.  P  M.  Prior  mort  ,$4,000.  Dec  1, 
5  years.  5%.     Dec  4.   1906.     11:2972.  2.000 

Ferris,  Mary  E  to  Sophie  Kanenbley.  163d  st.  No  931,  n  s,  81 
w  Forest  av,  runs  n  68.4  x  w  6.6  x  n  IS  x  w  18.6  x  s  86.4  to  st 
X  e  25  to  beginning.  Dec  4,  1906,  due  Jan  1,  1910,  5%. 
10:2649.  12.000 

Flomer.  Minnie  to  Mary  S  Hynes.  Forest  av,  n  w  cor  165th  st, 
88x19.11.     Dec  1,  due,  &c.  as  per  bond.     Dec  4,  1906.   10:26.50. 

8.000 

*Fitzek,  Franz  to  Frank  McGarry.  6th  st.  u  s,  at  n  w  s  227th 
St.  gore  lot  61  map  Wakefield.  P  M.  3  years.  6%.  Dec  4, 
1906.  950 

Fayen.  Dora  to  American  Real  Estate  Co.  Faile  st.  No  1026,  e  s, 
.369.4  s  Bancroft  st.  20x100,  P  M.  Nov  28,  5  years,  5%.  Nov 
.30.  1906.     10:2748.  8.000 

*Franklin.  Sidonie  to  Anna  D'Amico.  Bronx  Park  av.  or  Berrian 
av.  No  83.  n  e  cor  177th  st.  25x100.  P  M.  Mort  $4,000.  Nov 
28,   due  June  1,   1910.  6^7.     Nov  30.   1906.  3,300 

Fraser.  Walter  J  to  Ida  Groebsch.  152d  st,  n  s.  260  e  Robbins 
av,  25x129.3x28.9x143.6.  P  M.  Prior  mort  $11,000.  Dec  1.  3 
years.   0^:;.     Dec  6,   1906.     10:2644.  5,000 

Friedman,  Harris  and  Barnet  Feinburg  to  Adolph  Bernstein. 
Stebbins   av,   w  s.   2.50  n  Jennings   st.   50x100.     Dec  4,   3  years.- 

,   6%.      Dec   5.   1906.      11:2964.  3..500 

Greenberg.  Abraham  to  PROVIDENT  SAVINGS  LIFE  ASSURANCE 
SOCIETY  of  N  Y.  Jackson  av,  Nos  859  and  861,  w  s,  100  s 
161st  St.  72.7x75.  Subordination  agreement.  Dec  3.  Dec  5, 
1906.     10:2637.  nom 

Goodman.  Urry  to  Erailie  M  Streat.  Monroe  av.  s  w  cor  173d  st. 
9.5x95.     Dec  3.  1  year,  6%.     Dec  5.  1906.     11:2792.  5,000 

*Geller.  Samuel  to  Regent  Realty  Co.  Plot  begins  840  e  White 
Plains  road  at  point  945  n  along  same  from  Morris  Park  av. 
runs  e  100  x  n  25  x  w  100  x  s  25  to  beginning,  with  right  ot 
way  to  Morris  Park  av.  P  M.  Dec  1.  1  year,  5V>X.  Dec  5, 
1900.  °  925 

♦Gordon,  Joseph  and  Jacob  Lebas  to  T  Emory  Clocke.  Louise  st, 
2  plots,  begins  240  e  White  Plains  road  at  point  .570  and  595 
n  along  same  from  Morris  Park  av.  each  lot  runs  e  100  x  n  25  x 

.  w  100  x  s  25  to  beginning,  with  right  of  way  to  Morris  Park. 
2  morts.  each  .$3,000.     Nov  26,  3  years.  5%%.     Dec  (i,  1906.  6.000 

Green,  Morton  M  to  Wm  Danenbaum.  Perry  av.  s  w  cor  Wood- 
lawn  road,  100x50.  P  M.  Nov  28.  1  year.  5%.  Nov  30,  1906. 
12:. 3.3.33.  4.000 

Grebert,  Geo  H  to  Annie  E  Delaney.  Morris  av,  No  2255,  w  s, 
243.1  s  183a  St.  18.9x103.3x18.9x103.8.  Dec  1,  2  years,  5%%. 
Dec   3,    1906.      11:3182.  1,000 

*Grosskopf,  Wm  to  Carrie  Goetz.  Saxe  av.  e  s.  100  n  McQraw 
av.  2.5x100.     Nov  20,'  3  years,  6%.     Dec  3,  1906.  800 

Goldberg.  Yetta  to  Mina  Rosenberg.  185th  st,  n  s.  100  e  Park 
av,  50x100.  Prior  mort  $6,000.  Sept  7,  demand,  6%.  Dec  3. 
1906.      11:3039.  2,000 

*Gilmartin,  Thomas  to  Wm  G  Mulligan.  St  Marys  av,  s  w  cor 
Westchester  av,  25x100.  P  M.  Nov  16,  3  years,  5%.  Nov  30. 
1906.  5G1 

•*.Same  to  same.  St  Marys  av,  w  s,  25  s  Westchester  av,  25x100. 
P  M.     Nov  16,  3  years,  5%.    Nov  30,  1906.  432 


tti  inMiatiouS' 


*Same  to  same.  St  Marys  av.  w  s.  .50  n  Central  av.  25x100. 
PM.     Nov  16,  3  years,  5%.     Nov  30,  1006.  405 

*Same  to  same.  St  Marys  av,  w  s,  75  n  Central  av,  25x100.  P  M. 
Nov  16,  3  years,  59f.     Nov  30,  lOOti.  _     403 

*Same  to  same.  Lawrence  av,  e  s.  .50  n  Westchester  av,  25x90. 
P  M.     Nov  16.  3  years,  5%.     Nov  30,  1906.  372 

*Same  to  same.  Lawrence  av,  e  s.  .50.  17.5,  275,  325  and  3.50  u 
Westchester  av,  .5  lots,  each  25x'.l0.  .5  P  M  morts,  each  $366. 
Nov  16,  3  years,  5%.     Nov  30,  1906.  1,830 

*Same  to  same.  Lawrence  av,  e  s.  125,  150,  200,  225,  250  and  300 
n  Westchester  av,  6  lots,  each  25x90.  0PM  morts,  each  $300. 
Nov  16,  3  years,  5^f.     Nov  30,  1906.  2,160 

*Gleason.  Jos  J  to  An  Assoc  for  the  Relief  of  Respectable  Aged 
Indigent  Females  in  City  N  Y.  172d  st.  w  s,  and  being  lot  220 
map  Gleason  property  dated  June  24,  1897.  Nov  30,  3  years. 
5%.     Dec  1.   1906.  4.000 

Hoops,  John  to  FIRST  NATIONAL  BANK  of  Yonkers,  N  Y.  138th 
st,  No  740.  s  s.  767.9  e  Willis  av,  19.6x80.  P  M.  Prior  mort 
.$9.00l>.     Nov  27.  0  months,  5<7r.     Dec  1.  1900.     9:2282.  3,500 

Hartley  (J)  Co  with  Evelyn  C  Manley.  Summit  av,  n  e  cor  164th 
st,  25x100.  Subordination  agreement.  Nov  26.  Dec  1.  1906. 
9:2525.  nom 

Helfstein.  Max  and  Max  Sperber  to  Eva  Stern.  Crimmins  av, 
Nos  313  and  315,  w  s,  48.4  n  141st  st,  47.10x80.  P  M.  Prior 
mort  $26,000.     Nov  27,  1  year,  6%.     Dec  3,  1906.     10:2556.  5.000 

Same  to  Moritz  Klein  Realty  &  Construction  Co.  Same  property. 
P  M.  Prior  mort  S-J(i,0U0.  Nov  27,  due  May  27,  1908.  6'-,. 
Dec  3,   1906.      10:2556.  1,800 

Helfstein,  Max  and  Max  Sperber  to  Moritz  Klein  Realty  and  Con- 
struction Co.  Crimmins  av.  Nos  313  and  315.  w  s,  48.4  n  14]  st 
St.  47.10x80.  P  M.  Nov  27,  due,  &c,  as  per  bond,  Dec  3,  1906. 
10:2.55(i.  26,000 

Hermalgus  Realty  Co,  a  corporation,  to  John  Schleich.  166th  St. 
s  e  cor  Franklin  av,  Nos  1098  and  1100,  runs  e  31.6  x  s  100.3 
X  e  73.6  X  s  37.6  x  w  105  to  e  s  of  av  x  n  137.6  to  beginning. 
P  M.  Prior  mort  $65,.50O.  Dec  3,  5  years,  6%.  Dec  5,  1906. 
10:2607.  2.000 

Hirsch.  John  to  Louisa  A  Black.  Jackson  av.  No  1162,  e  s,  100 
n  Home  St.  .55.4x78.1x51.8x78.1.  P  M.  Dec  1,  5  years,  5%. 
Dec   5,    1006.      10:2562.  12,000 

Heidelberger.  John  M.  Brooklyn.  N  Y.  to  Morris  A  Liebert.  St 
Anns  av,  No  761.  n  w  cor  157th  st.  25x100.  P  M.  Prior  mort 
$21,000.     Dec  4.  3  years.  6%.     Dec  5,  lOOti.     9:2360.  3.000 

Haas.  Leopold  F  W  to  Isabella  Becker  and  ano.  Union  av.  No 
998,  e  s.  161.2  s  165th  st.  .5.5x163.3.  P  M.  Dec  4,  3  years,  5%. 
Dec  5,   1906.     10:2678.  5,000 

Hoffmann,  Anthony  to  Henry  Schwalenberg.  Trinity  av.  n  w  cor 
161st  St.  Nos  853  to  857.  25x100.  P  M.  Prior  mort  $15,000. 
Dec  4,   1906,  2  years,  5V./'.     10:2631.  8,000 

Hegelein  John  C  to  Gustavus  Robitzek  and  ano.  Jackson  av.  s  e 
cor  156th  st,  90x33.6.     Dec  1,  5  yrs,  5%.     Dec  6,  1906.     10:2645. 

26000 

Heinrich,  Catherine  to  TITLE  GUARANTEE  &  TRUST  CO.  Pros- 
pect av.  No  781,  w  s.  275  n  1.56th  st.  2.5x161.11x25.2x158.8.  Dec 
5,   due,   &c.   as  per  bond.     Dec  6.   1906.     10:2676.  5.000 

Hoskins.  David  J  to  August  Dannemann.  Southern  Boulevard, 
No  2421.  w  s,  262.6  n  187th  st,  18.9x89.8x18.6x92.6.  Nov  30. 
litOC,  5  years.  57,.      11:3115.  2.600 

Huber,  Charles  and  Frederick  La  Croix  with  American  Mort- 
gage Co.  Brook  av.  No  094.  e  s,  —  n  164th  st,  — x — .  Subordi- 
nation  mort.      Nov  27.      Nov  .30.   1906.     9:2386.  nom 

Hirschman  Morris.  Harry  Feller  and  Saml  Rosenberger  to  TI- 
TLE GUARANTEE  AND  TRUST  CO.  Crotona  av,  s  e  s,  2(>9.4 
n  e  ISlst  St.  22  5x73. ,8x22x77.11.  Nov  28,  due,  &c,  as  per  bond. 
Nov  .30,  1906.     11:3098.  4.000 

Same  to  same.  Crotona  av,  s  e  s,  314.2  n  e  181st  st.  22.5x05.1x 
22x69.4.  Nov  28.  due,  &c,  as  per  bond.  Nov  30.  1906.  11:- 
3098.  4  000 

Same  to  same.  Crotona  av,  s  e  s,  291.9  n  e  181st  st.  22x69.4x22x 
73.8.     Nov  28    due,  &c,  as  per  bond.     Nov  30,  1906.     11:3098. 

4.000 

Haft.  Isaac.  Saml  Williams  and  Saral  Grodginsky  to  City  Mort- 
gage Co.  Washington  av.  e  s.  200  n  171st  st.  50x150.  Build- 
ing loan.     Nov  21.   demand,  6%.     Nov  30,   1906.     11:2912. 

35.000 

Same  to  same.  Washington  av,  e  s,  94.10  s  Wendover  av.  50x100. 
Building  loan.     Nov  28,  demand,  6%.     Nov  30,  1900.     11:2912. 

30.000 

Haase-Lippman  Construction  Co  to  Kat?  P  McKenna.  142d  st, 
n  s.  231.6  e  Alexander  av,  74.9x100.  1  year,  5%%.  Dec  4, 
1906.     9:2305.  .50.000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Dec  4.   1906.     9:'2305.  

Hoffman.  Henry  to  TITLE  GUARANTEE  &  TRUST  CO.  Bryant 
av.  e  s,  250  n  172d  st,  25x100.  Dec  3,  due,  &c,  as  per  bond. 
Dec   4.   1906.      11:.3001.  5,000 

Hoehn,  Charles  to  Cornelia  K  Manlev.  Tinton  av.  w  s,  270.4  n 
168th  st,  20.,5xll0.     Dec  3,  3  vears,  5%.     Dec  4.  1906.    10:2663. 

6.000 

Johnsons  (Geo  F)  Sons  Co  to  TITLE  GUARANTEE  AND  TRUST 
CO.  Whitlock  av.  s  e  s,  249.4  s  w  Hunts  Point  av.  2.5x131. llx 
2.5x1.33.3  Certificate  as  to  mort  for  $7..500.  Nov  .30.  Dec  3. 
1906.     10:2734.  

Same  to  same.  Whitlock  av,  s  e  s,  124.4  s  w  Hunts  Point  av,  2.5x 
141x25.1x143.3.  Certificate  as  to  mort  for  $7,.500.  Nov  30. 
Dec  3.  1906.     10:2734.  

Johnsons  (Geo  F)  Sons  Co  to  TITLE  GUARANTEE  AND  TRUST 
CO.  Whitlock  av,  s  e  s.  124.4  s  w  Hunts  Point  av.  2.5x141x25.1 
xl43.3.     Nov  30,  due,  &c,  as  per  bond.     Dec  3.  1906.     10:2734. 

7.500 

Same  to  same.  Whitlock  av.  s  e  s.  249  s  w  Hunts  Point  av.  25x 
131.7x25x133.3.  Nov  30,  due,  &c,  as  per  bond.  Dec  3.  1906. 
10:2734.  7.500 

Jones.  Joseph  H  to  Tillie  M  Eckert.  Lind  av,  e  s,  264  s  165th 
st,  25x83.  Prior  mort  $6,000.  Dec  3,  1  year,  6%.  Dec  4. 
1906.     9:2514.  1,500 

Jones.  Joseph  H  to  Ernst  Meekes  and  ano.  Nelson  av.  w  s.  12.5.4 
n  166th  st,  25x105.6x2.5x103.8.  Prior  mort  .$7,000.  Dec  3, 
1  year,  6%,     Dec  4,  1906.     9:2523.  1.500 

Jones,  Joseph  H  to  Lois  H  Lyman.  Ogden  av.  n  e  cor  162d  st. 
80x90.     Dec  3,  3  years,  5%.     Dec  4,  1906.-    9:2511.  13,000 


The  text  ot  these  pages  is  copyrighted.     All  rlglits  are  reaerved.        Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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KING'S  WINDSOR  CEMENT 

For  Plastering  Walls  and  Ceilings 


Elastic  in  its  nature,  can  be  applied  with  25  per 
cent,  less  labor  and  has  12 J  2  per  cent,  more  cov= 
ering  capacity  than  any  other  similar  material 

J.  B.  KING  4  CO.,  No.  1  Broadway,  New  York 


Johnson    (Geo   F)    Sons   Co   to   TITLE   GUARANTEE   AND   TRUST 

CO.     Whitlock  av,  s  e  s,  174.4  s  w  Hunts  Point  av,  25x136. llx 

25.1x138.11.      Nov   80,    due,    &c,    as    per    bond.      Dec   4,    1900. 

10:2734.  7,500 

Same    to    same.      Same    property.      Certificate    as    to    above   mort. 

Nov- 30.     Dec  4,  190G.     10:2734.  _     • • 

Johnson,  John  to  Geo  W  IVIcAdam.     River  av,  w  s,  80  n  lG7th  st, 

25x100.     P  M.     Nov  30,  2  years,  5y2%.     Deo  6,  1906.     0:2489. 

3.000 
Same   to  same.      Same  property.     P  M.     Prior  mort  $3,000.     Nov 

30,  due  Jan  1.  li:)07,  0%.     Dec  G,  190G.     9:2489.  2,300 

Karstens,  Cath  to  Lois  H  Lyman.     Burnside  av,  n  e  cor  Ryer  av, 

25.1x102.4x21x89.4.     Dec  3,  3  years,  5%.    Dec  5,  190G.     11:3144. 

7,500 
Same    to    same.      Same    property.      Dec   3,   3   years,   6%.      Dec   5, 

1906.     11:3144.  1,500 

*Kahl,   John  to  WASHLNGTON  SAVINGS  BANK.      Edison  av,  n  w 

cor   Tremont   road,   100x50,   Tremont  Terrace.     P  M.      Dec   5,   3 

years,  5%.     Dec  6,  1906.  1,100 

Kalish,  Solomon  to  Charles  S  Levy.     Brown  pi,  No  16,  e  s,  33.4  n 

135th   St,   33.4x100.     Prior   mort   $18,200.      Dec   5,   3  years,   6%. 

Dec  6,  190G.     9:2203.  3.2.50 

Kruse,  Glaus  H  to  Eliz  A  Higgins.     Walton  av,  w  s,  45.11  s  Bel- 


cor   158th   St. 
1906.     9:2360. 
Leech,    Kate    to 
fellow  av,  w  s. 


mont  St,  01x116x50x152.3.     Dec  4,  3  years,  5%.     Dec  5,  1906. 
11:2838.  2,500 

*Kreienberg,  Jennie  to  Geo  Schaefer.  Sth  st,  n  s,  80  e  Av  E,  25x 
108.  Unionport.     P  M.     Nov  26,  5  years,  5%.     Dec  1.  1906.       2.50 

*Kreienberg.  Sophie  to  Geo  Schaefer.  8th  st,  n  s,  55  e  Av  E, 
25x108,   Unionport.     P  M.     Nov  26,  5  years,  5%.     Dec  1,  1906. 

250 

Kelly,  Bernard  to  Eliza  Worthington.  Hughes  av  (Frederic  st), 
w  s,  85  n  191st  st  (College  st),  25x125.  Nov  14,  3  years,  5y2%. 
Dec  3,   190O.     12:3273.  2,500 

*Killenberg,  Gustav  to  Emil  Fleischl.  Gleason  av,  n  w  cor  173d 
st,  25  in  front  and  rear  and  100  in  depth  on  each  side.  P  M. 
Nov  28,   1   year,  5%7c..     Nov  30,   1906.  1.000 

Klug,  Michael  Jr  to  Mary  S  Hynes.  Intervale  av.  No  11.53,  n  w  s, 
203.11  s  w  Home  st,  25x101.8x27.2x91.1.  Dec  1,  due,  &c,  as 
per  bond.     Dec  4,   1906.     10:2692.  6,000 

Lockwood,  Geo  W  to  Central  Mortgage  Co.  236th  st.  s  s,  100  w 
Oneida  av,  2  lots,  each  25x100.  2  morts,  each  $4,000.  May  1. 
installs,   6%.     Dec   1,   190G.     12:3366.  8.000 

*Lamport  Realty  Co  to  POUGHKEEPSIE  TRUST  CO.  Lamport 
av,  s  s,  425  w  Fort  Schuyler  road,  25x100.  Nov  28,  3  years. 
51^%..     Nov  30,  1906.  3,000 

'Lamport  Realty  Co  to  POUGHKEEPSIE  TRUST  CO.  Lamport 
av,  s  s,  425  w  Fort  Schuyler  road,  25x100.  Certificate  as  to 
mort  for  $3,000.     Nov  30.     Dec  1,   1906.  

*Levy,  Rae  to  Adee  Park  Realty  Co.  Cruger  st,  e  s,  175  n  207th 
st,  100x100.  2PM  morts,  each  $1,200.  Nov  19,  3  years,  5%. 
Dec  3,   190G.  2.400 

Lum,  Albert  C  to  Ferdinand  Hecht.  Bainbridge  av.  s  e  s,  379.1 
s  196th  st,  25x108.9x25x100.2.  Prior  mort  $6,500.  Nov  26, 
1  year.  6%.     Dec  4.  1906.     12:3287.  __        2.000 

Same  to  same.  Bainbridge  av,  s  e  s,  404.1  s  196th  st,  25x111. 2x 
25x108.9.  Prior  mort  $6,500.  Nov  26,  1  year,  G%.  Dec  4, 
1906.     12:3287.  2,000 

Lederer,  Lena  to  Harriet  L  Heimerdinger.  Brook  av.  No  147, 
w  s,  75  3  135th  st,  25.\90.  Dec  1,  3  years,  5%.  Dee  4,  1906. 
9:2262.  11,000 

Leible,    Valentin   to   A   Hupfels   Sons.      St   Anns   av.   No   775,   s   w 
Saloon    lease.      Nov    26,    demand,    6%.      Dec    4. 

1,600 
TITLE    GUARANTEE    AND    TRUST    CO.      Long- 
200  s  Jennings  st,  25x100.     Nov  28,  due,  &c.  as 
per  bond.     Nov  30.  1906.     11:2999.  3..500 

Leiterer,  Louis  to  Thomas  S  Ormiston  trustee  James  Stuart.  Tin- 
ton  av.  w  s,  5(i  s  Home  st,  18.6x90.  Oct  1,  3  years,  5%.  Nov 
30,   1900.     10:2661.  5,000 

Same  and  Leanore  Voelker  with  same.  Subordination  agreement. 
Nov  28.      Nov  30,    1906.      10:2661.  nom 

Loewenthal  Realty  &  BIdg  Co  to  American  Mortgage  Co.  Morris 
av,  n  e  cor  155th  st,  runs  e  90.3  x  u  114  x  e  30.1  x  n  84.7  to  s  s 
156th  st  X  w  46.10  toes  Park  av  x  s  143. .5  to  Morris  av  x  s  75. .5 
to  beginning.     Dec  4.  due  June  1,  1908,  6%.  Dec  5,  1906.     9:2415. 

25,000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Dec  4.     Dec  5,   1906.     9:2415.  .  

*Liber.  Nathan  to  .Annie  L  MacGregor.  22.Sth  st,  n  s,  155  w  5th 
st,  25x114.  Wakefield.  P  M.  May  29,  due  Apr  1,  1908,  G7c. 
Dec  6.  190(5.  300 

Levin,  Louis  and  Sigmund  Honigstock  to  Morris  Haber  et  al. 
13(ith  st,  n  s.  675  w  Home  av.  2  lots,  each  25x100.  2PM 
morts,  each  $1,62.5;  2  prior  morts  $17,000.  Dec  1,  due  June  1. 
19(18,  G't.      Dec  6.   1006.  3,250 

Levy,  Chas  S  with  Chas  K  Billings  as  trustee  James  M  Billings 
for  Mary  L  Brov/n.  Brown  pi.  No  16(j,  n  e  cor  135th  st,  33. 4x 
1(X).     Extension  mort.     Oct  31.     Dec  6,  1906.     9:22G3.  nom 

Loewenthal  Realty  &  Building  Co  to  Commonwealth  Mortgage  Co. 
Morris  av,  n  e  cor  155th  st.  runs  e  9(1.'!  x  n  114  x  e  3(J.l  x  n  84.7 
to  1.5(ith  st  X  w  4(!.10  to  e  s  Park  av  x  s  143. .5  to  av  x  s  75.5  to 
beginning.  Prior  mort  $25.0(10.  Dec  4,  due,  &c.  as  per  bond, 
given  as  collateral  for  .$.50,000  and  as  additional  security  for 
$15,000,     Dec  5,  1900.     9:2415.  50,000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort.  Dec 
4.     Dec  5,  1906.     9:2415.  

Liebert,  Morris  and  Max  Green  with  Hannah  Hitchings  extrx  Chas 
P  Hitchings.  St  .Anns  av,  n  w  s,  at  n  e  s  157th  st,  25xl(X).  Ex- 
tension mort.     JiOy  6,     Dec  5,   1000.     9:2360.  nom 

Millbourn,  James  to  Hermann  G  Eggers.  Corlear  av,  late  Water 
or  Ackerman  st,  w  s,  bet  230th  st  and  2.32d  st  and  264  s  and  plot 
F  on  map  farm  of  Mary  C  P  Macomb,  35.11x100.  Dec  4,  1906,  5 
years,   (j'/c      13:3406.  3,0o0 

Manhattan  Mortgage  Co  with  EMIGRANT  INDUSTRIAL  SAVINGS 
BANK.  Freeman  st,  n  s,  125  e  Stebbins  av.  122x116.  Subordi- 
nation agreement.     Dec   1.     Dec  G,   1906.     11:2965.  nom 

Moody,  Geo  F  to  MUTUAL  LIFE  INS  CO  of  N  Y.  3d  av,  Nos 
2923  to  2927,  w  s,  60.9  n  151st  st,  01.9x138.2x57x114.5.  Nov 
30,  1906,  due,  &c,  as  per  bond.     9:2374.  50,000 


Mercantile  Trust  Co  with  Adolph  Steiner.  Willis  av.  No  142.  Ex- 
tension mort.      Nov  27.     Nov  30,  1906.     9:2279.  nom 

McQueen,  Duncan  to  Joseph  G  Wassmer.  Briggs  av.  No  2960, 
on  map  No  2958,  s  s,  122.8  e  Southern  Boulevard,  22.8x110. 
P  M.  Prior  mort  $5,550.  Nov  28,  2  years,  6%.  Nov  30,  190G. 
12:3298.  4.50 

McLaughlin,  Alex  to  TITLE  GUARANTEE  AND  TRUST  CO.  Ar- 
thur av,  s  w  cor  179th  st,  runs  s  11.11  x  w  90  x  n  25,5  to  st, 
X  e  91.     Nov  30,  1900,  due.  &c,  as  per  bond.     11:3008.  1,000 

Maher,  Michl  J  to  Chas  V  Culyer.  Bathgate  av,  n  e  cor  181st  st, 
26,(ixl00.     Nov  26,   1  year,  6%.     Nov  30,  1906.     11:3048.    5.000 

Maue,  Susanna  to  Wilhelm  Lauter.  142d  st,  No  544,  s  s,  150  w 
3d  av,  2.5x100.  P  M.  Prior  mort  $9,000.  Dec  1,  1  year,  6%. 
Dec  4,  1900.     9:2322.  3,000 

Manhattan   Mortgage   Co   with   James   G  Wentz.     College   av,   e   s, 

117.3  s  l(j4th  st,  44x110.  Subordination  agreement.  Deo  1. 
Dec    4,    1906.      9:2423.  nom 

McParland,  Eliza  to  Isaac  Metzger.  Grant  av.  No  943  to  949, 
w  s,  55.9  n  lG3d  st,  4  lots,  each  20.'i95.2.  4  morts,  each  $8,000. 
Nov  30,  due,  &c,  as  per  bond.     Dec  4,  1906.     9:2446.  32,000 

Same  to  Julius  I  Metzger.  Grant  av.  No  951,  w  s,  135.9  n  163d 
st,  20x95.2.  Dec  3,  due,  &c,  as  per  bond.  Deo  4,  190G. 
9:244G.  8,000 

Same  to  Fannie  Veith.  Grant  av,  Nos  953  and  955,  w  s,  155.9  n 
163d  st,  2  lots,  each  20x95.2.  2  morts,  each  $8,000.  Dec  3. 
due,  &c,   as  per  bond.     9:2446.  16,000 

Manhattan  Mortgage  Co  with  Louvesa  C  Woolf  as  guardian 
James  A  Woolf.  Grand  av,  No  1993,  w  s,  455.8  s  Burnside  av, 
25x107. 5x25x106. 11.  Subordination  agreement.  Dec  3.  Dec 
4,    1906.      11:2869.  nom 

McLernon,  Hugh  to  Pasquale  J  Lamberti.  188th  st,  n  w  s.  583.4 
n  e  Tee  Taw  av,  75.4x99.5x75x107.  P  M.  Dec  1,  2  years,  5%. 
Dec   3,    1906.      11:3219.  4,500 

Same  to  same.  Lot  03  map  112  lots  of  estate  of  Moses  Devoe  at 
Fordham.  Prior  mort  $o,000.  Nov  28,  1  year,  6%.  Dec  3. 
190(;.      11:3219.  1,450 

Mintz,  Harriet  to  Alice  L  Ernst.  Walton  av.  No  24.32,  e  s.  264.2 
s  Fordham  road,  25x.S0x25. 11x79.8.  Prior  mort  $0,500.  Dec  1, 
installs.   67c.     Dec '3,   1906.      11:3384.  750 

*Meyer,  Chas  to  John  B  Dosso  and  ano,  Cruger  st.  w  s,  300  s 
187th  st,  25x100.  P  M.  Prior  mort  $2,800.  Dec  1,  1  year,  5%%. 
Dec   3,   190G.  200 

Mugler,  Hermine  to  Addie  Finley.  135th  st.  No  848,  s  s,  98.6 
e  St  Anns  av,  18x100.  P  M.  Prior  mort  $5,000.  Nov  30,  in- 
stalls, 5%.     Dec  1,  1906.     10:2547.  1,000 

McCabe,  Catharine  to  Wm  A  Martin.  Bathgate  av.  No  1096,  e  s, 
110,8  s  179th  st,  10.8x90,  except  part  for  av.  Nov  30,  3  yrs, 
67c.     Dec  1,  liUXi.     11:3044.  5,000 

Meukhotf  or  Menkoff,  Marie  to  Daniel  R  Kendall  and  ano  trustees 
John  L  Rogers.  Jackson  av.  No  823.  w  s,  198.5  n  158th  st,  18 
x75.     Dec  5,  190(i,  3  years,  5%.     10:2637.  3,500 

Same  and  James  G  Patton  with  same.  Same  propejty.  Subordi- 
nation  agreement,     Dec  3.     Dec  5,   1906.      10:2t)37.  nom 

McKean,  Richard  D,  Wm  G  and  John  H  to  Thos  F  Balfe  exr  James 
M  Wentz.  Prospect  av,  e  s,  181  n  Home  st,  37.6x100.  Nov  30, 
due,  &c,  as  per  bond.     Dec  5,  1900.     10:2694.  24,250 

Same  to  same.  Prospect  av,  e  s,  143,6  n  Home  st,  runs  n  37.6 
x  e  mo  X  s  1G.4  X  w  45,11  x  again  w  59.3  to  beginning.  Nov 
30.  due,  &c,  as  per  bond.     Dec  5,  1906.  23,2.50 

Miccio,  Giosue  to  Rosina  Weil.  Kjod  st.  No  987,  n  s,  246.4  e  Tin- 
ton  av,  18  to  Union  av  x52.  P  M.  Prior  mort  $7,500.  Dec  4, 
1  year,  5%.     Dec  5,  10O6.     10:2669.  500 

Marx,  Jacob  to  Isaac  J  Bernheim  et  al  exrs  Jacob  Bernheim_. 
Wendover  av.  No  750,  s  s.  151.7  e  Washington  av,  25,3x169,7x25 
xl73,2.  Dec  5,  1900.  due  Jan  5,  1910,  5V47o  tintil  Dec  5,  1907. 
and  5%   thereafter.     11:2912.  20,000 

Morris,  Thomas  to  Eugene  Underbill  trustee  Townsend  N  Under- 
bill. Webster  av.  No  1477,  w  s,  opposite  171st  st,  and  also  s.  s 
lot  G,  runs  \y  64,2  to  e  s  Clay  av  x  n  17,8  x  e  (34  to  Webster  av 
X  s  21.10  to  beginning,  being  part  of  lot  6  map  property  of  Wm 
M  Zborowski  in  23d  and  24th  Wards,  Dec  3,  1906,  3  years,  5%. 
■11:2887.  10.000 

Muller,  Diedrich.  Woodcliffe,  N  J,  to  Ernst  Ahrend.  Forest  av, 
Nos  115(i  and  1158,  n  e  cor  Home  st.  No  931,  100.x22.11xl00x 
22.10.  P  M.  Prior  mort  $15,000.  Dec  3,  1906,  3  years,  5%. 
10:2062.  5,000 

Montague,  Kate  to  Leopold  Guttag.  Rider  av,  Nos  366  to  370, 
n  e  cor  141st  st.  ,84.9x43.10x75x4.4.  P  M.  Dec  1,  3  years,  57c. 
Dec  4,   1900.     9:2334.  0.7.jO 

Meyer.   Hannah  to  Geo  P  Johnsons  Sons  Co.     Whitlock  av,  s  e  s, 

174.4  s  w  Hunis  Point  av  or  road,  25x136,11x25.1x138.11.  P  M. 
Prior  mort  $7,500.  Nov  30,  due,  &c,  as  per  bond.  Dec  4,  1906. 
10:2734.  ■  „  2.O0O 

Northwestern  Realty*  Co  to  Frank  A  Barnaby.  Inc.  3d  av,  e  s, 
105.2  n  178th  st,  325.0  to  179th  st  xll5.4x327.7xl00.  Nov  26. 
demand,  6%.     Dec  1,  1906.     11:3001,  .50,12;j 

Same  to  same.  Same  property.  Certificate  as  to  mort  for  $.50,- 
12.5.     Nov  26.     Dec  1,   1906.     11:3061.  

Nelson,  Abraham  and  Simon  H  Glasscheib  to  L.VWYERS  TITLE 
IXS  &  TRTTST  CO.  Morris  av,  late  Kirksicle  pi,  e  s,  228.8  s 
19(ith  St.  100xll5.1xl(JOxlll.n.  Dec  4,  due  June  23,  1908,  57c. 
Dec  5,  190!J.     12:3316.  5,000 

Noble  &  Gauss  Construction  Co  to  James  G  Wentz.  College  av, 
e  s  117  3  s  164th  st,  44x110.  Certificate  as  to  mort  for 
$25,000.     Dec  3.     Dec  4,  190(i.     9:2423.  

Noble  &  Gauss  Construction  Co  to  James  G  Wentz.  College  av, 
e  s  117.3  s  164th  st,  44x110.  Bldg  loan.  Dec  3,  1  year,  6%. 
Dec  4,  1906.     9:2423.  25,000 

*Nc!son,  Nils  to  Edward  Sadler.  Orchard  st,  n  s,  adj  land 
Thomas  Martin,  runs  n  100  x  e  70  x  s  100  to  st,  x  w  70  to  be- 
ginning, City  Island.     Nov  28,  3  years,  67c.     Nov  30,  1006.      1,000 

N  Y  City  Baptist  Mission  Soc  to  Florence  S  Smith.  176th  st, 
n  s,  109  e  Anthony  av,  runs  n  e  91.1  x  n  w  21.8  x  n  e  80.5  x  s 
e5xse9xse  S0.3  x  n  e  12  x  s  e  12  x  e  134.2  to  st.  x  —  304.2 
to  beginning.     3  years,  5%  %.  Nov  30,  1906.     11:2803.         22,000 

Nash  Frances  V,  Newark,  N  J,  with  Gennaro  Caldarelli.  152d  st. 
No  039  East.     Extension  mort.     Oct  11.     Dec  6,  1906.     10:2(544. 

nom 
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OGkport  Lime  Company 


Greemjoint  Ave  &  ^'ewxowTi  Creek 
Borough  ol  Brooklyn.  N.  Y  Cit> 


Manufactnrers    nt    tne    'oliowing    Branda    vi 
Rttf bland    Lime 

No 
Commoi 

Also  S-oie  llauutftc'turbr'-  uf 

EUREKA  BRAND  of  PREPARED  PURE  WHITE  LIMt 


EXIRA  FiNiSHiNG  LIMP 


l.onk  for  these  words  on  tbe  head  of  every  turre'. 
•Manufactured  by  Rockland-Rockport  Lime  Company"        Uorougn  01  DroOKiyn.  rt.  »    <,ny         wnim  is  superioi  to  any  other  lime  or    wall    piaster    no» 
DO  NOT   BE  DECEIVED   BY  ANY  SUBSTITUTE  Telephone.  207  Greenpolnt  0°  ">«  market.  GUARANTEED  NOT  TO  PIT 

K'EW    YORK    OFFICE,    FULLER    BUILDING,    BROADWAY    AND    23d    STREET 


O'Grady.  John  J  to  John  Roberts.  205th  st,  n  s.  147.7  \v  Perry 
av,  ."iO.ilOO.     P  iM.     Dec  1,  li  years,  5%.     Dec  a,  IDUO.     12:3341. 

2,(X(0 

*0'Hara.  Richd  to  Anna  M  Hobbs  and  ano  trus  Marietta  H  Hull. 
Barker  av,  s  e  cor  Elizabeth  si,  runs  e  12.j  x  s  KIO  x  w  2.5  x  n 
■")0  X  w  100  to  av  X  n  ."iO  to  beginning,  Olinville.  Dee  3,  due 
June    2!),    lilOS,    5^%.      Dec    4,    lUOlJ.  3,000 

Orcntly,  .\braham  to  Mary  A  Truslow.  Morris  av,  e  s.  290  n 
lli."ith   St,   20xi).j.      Dec   3,   3   years,   5%.      Dec   4,   I'JOU.      9:2437. 

7,500 

Same  to  same.  Morris  av,  e  s.  270  n  165th  st.  runs  e  92.6  x  n 
12  X  e  2.(i  X  n  7.8  x  w  9.")  to  av  x  s  20  to  beginning.  Dec  3, 
3   years,    5%.      Dec   4,    1906.      9:2437.  _  7,500 

Same  to  Marie  W  Hancex.  Morris  av.  e  s.  310  n  165lh  st,  2 
lots,  each  20.x95.  2  morts,  each  .$7,509.  Dec  3,  3  years,  5%. 
Dec  4,   1906.     9:2437.  15,000 

Same  to  Maria  Rodman.  Morris  av,  e  s,  350  n  165th  st,  20.x95. 
Dec  3,  due  Nov   15,  1011,  5   ,.     Dec  4.   1906.     9:2437.  7,500 

Orently,  Abraham  to  TITLE  GUARANTEE  &  TRUST  CO.  166th 
st,  s  e  cor  Morris  av,  95x49.     Dec  4,  due,  &c,  as  per  bond.     Dec 

5,  1906.     9:2437.  4,000 
*Pinkofsky,    Jacob.    Pincus    Harrison    and    Barney    Somergrod    to 

Fredk  Loeloff.  Rosedale  av,  e  s,  75  s  Mansion  st,  25x100.  Nov 
30,  3  years,  59c.     Dec   1,   1906.  3.500 

Prince  Co  (E  Si  with  Central  Mortgage  Co.  236th  st,  s  w  cor 
Oneida  av,  runs  w  250  x  s  100  x  e  1.50  x  n  50  x  e  100  to  Oneida 
av  X  n  .50  to  beginning.  Subordination  mort.  Nov  30.  Dec  3, 
1906.      12:3366.  nom 

Robinson,  Edward  F,  Brooklyn,  X  Y,  to  TITLE  GUARANTEE  & 
TRUST  CO.  Jerome  av,  s  e  cor  165th  st,  runs  e  189  to  w  s 
Cromwell  av  x  s  167  to  w  s  Cromwell  Creek  channel  x  w  159.1 
X  s  202.11  to  n  s  164th  st  x  w  125.10  to  Jerome  av  x  n  466.5  to 
beginning;  Jerome  av,  s  e  cor  164th  st,  runs  s  201.8  x  e  25  .x 
s  e  138  to  w  s  Cromwell  Creek  channel  x  n  174.7  to  164th  st  x  w 
133. (i  to  beginning,  all  title  to  land  in  bed  of  said  creek.  Nov 
30.  due,  &c,  as  per  bond.     Dec  1,  1906.     9:2.501  and  2502.     60,000 

Ruser,  Nicholas  to  Anna  Ruser.  Park  av.  No  3712,  e  s,  104 
n  e  170th  st,  25xl50.x30xl50.  P  M,  Nov  28,  5  years,  6%. 
Nov   30,   1906.      11:2902.  2,100 

Rothschild,  Sophie  and  Victor  Kallman  with  Hattie  Kallman. 
Trinity  av,  w  s,  248.10  n  1.56th  st,  39.10x  irreg  x37. 5x101.  Ex- 
tension  mort.      Nov  2.      Dec   3,   1906.      10:2629.  nom 

Rosenzweig,  Marianine  with  .Mary  B  Crook.  Cambreling  av.  old 
line,  n  e  cor  189th  st.  40xl5t). 6x40x149. 7.  Subordination  agree- 
ment.     Dec  3.   1906.      11:3090  and  3091.  nom 

*Rush.  Rodger  J  to  Chas  M  Weekes  TRUSTEE.  St  Lawrence  av. 
No  287.     Nov  30,  5  years,  5>/i7<r.     Dec  3,   1906.  2,000 

Rice,  Laurence  3  to  Geo  P  Johnsons  Sons  Co.  Whitlock  av,  s  e  s, 
249.4  s  w  Hunts  Point  av,  25x131.11x25x133.3.  P  M.  Prior 
mort  $7,500.  Dec  1,  due,  &c,  as  per  bond.  Dec  3,  1906.  10:- 
2734.  2,500 

Rosborg,  Jacob  to  Park  Mortgage  Co.  Parkview  pi,  —  s,  n  lS8th 
st,  and  being  lots  9  to  12  map  112  lots  estate  Moses  DeVoe. 
Nov  28.  3  years,  a<A.     Nov  30,  1906.     11:3219.  4,000 

Same  to  same.  Lots  64  and  65  same  map.  Nov  28,  3  years,  5%. 
Nov  30.    1906.      11:3219.  2.O0O 

♦Regan,  Peter  L  to  THE  BRONX  SAVINGS  BANK.  Olinville  (2d) 
av,  w  s,  130.3  s  216th  st,  36.3x160.     Dec  5.  5  years,  5%%.     Dec 

6,  1006.  3,000 
*Robillard.  Xorbert   to  Egbert  Winkler  Sr.     Green  lane,  w  s,  75  n 

Lyon   av.   25xl(X).      Dec  5,  3  years,  5% 7c.     Dec  6.   1906.  3..50J 

*Raskin,  Saul  to  Land  Co  B  of  Edenwald.  Jones  av,  e  s,  220.10 
s  Kingsbridge  road,  25x100,  Edenwald.  P  M.  Oct  11,  3  yrs, 
07c-     .Nov   30.    1906.  200 

Regelmann.  Christian  C  to  Benj  •  Nathan.  Hoe  av,  w  s,  200  n 
Jennings  st,  50x100.  P  M.  Dec  5,  1906,  due  Jan  28,  1908,  69"^ 
11:2981.  1,850 

*Ratner,  Jacob  to  Land  Co  B  of  Edenwald.  Jones  av.  e  s.  250  n 
Jefferson  av,  25x100.     P  M.     Nov  19,  3  years,  5%.     Dec  5,  1906. 

237.50 

Smyth,  John  W  with  LAWYERS  TITLE  INS  &  TRUST  CO.  Mor- 
ris av,  e  s,  228.8  s  196th  st,  100x115.1x10:1x111.11.  Subordina- 
tion agreement.     Dec  3.     Dec  5.  1906.     12:3316.  nom 

Shultz.  Harry  L  to  Floience  E  Allien.  Independence  av,  late  Pali- 
sade av,  n  e  cor  2.52d  st.  late  South  st,  172x312.8x183x304.4,  con- 
tains 1  251-1,000  acres.    P  M.    Dec  5,  1906,  3  yrs,  5%.    13:3424. 

20,000 

Snydicate   Construction  Co   to  Saml   Strasbourger.     Union  av,  e  s, 

96.1  n  161st  St.  22.5x100.     Prior  mort  $ .     Nov  30,  demand, 

G7c.     Dec  1.  190(i.     10:2077.  33  000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Nov  30.     Dec  1.  I;l06. 

Shatzkin  (A)  &  Sons.  Inc.  to  Mark  Lurie.  226th  st,  s  s,  528.9  e 
Paulding  av,  75x109.  3  morts,  each  $100.  Nov  15,  due  Feb  15, 
1908,  67c.     Dec  1.   1906.  •  300 

Same  to  same.  226th  st.  n  s,  325  w  Paulding  av,  50x92. 6x61. 2x 
57.3.  2  morts,  each  $100.  Nov  15,  due  Feb  15,  1908,  69^.  Dec 
1,   1906.  200 

*Same  to  same.  225th  st,  s  s.  100  e  Paulding  av.  22.8x109.6; 
225th  St.  s  s,  272.10  e  Paulding  av,  25x109.6.  2  morts,  each 
$100.     Nov  15,  due  Feb  15,  1908,  67c.     Dec  1,  1906.  200 

*Same  to  same.  225th  st,  n  s.  425  w  Paulding  av.  25x109;  225th 
st,  n  s,  45(3  w  Paulding  av,  2.5x109.  2  morts,  each  $10().  Nov 
15,  due  Feb  15,   19IIS,  6<~c.     Dec  1,  1906.  200 

*Same  to  same.  224th  st.  s  s.  31(5.7  e  Paulding  av.  125x109.6; 
223d  St.  n  s,  315.10  e  Corsa  lane,  75x109.6.  Nov  15,  due  Feb 
15,   1908,  6<7r.     Dec   1,   1906.  800 

♦Same  to  same.  Lot^  1  to  4,  12,  187A,  188  to  195,  19.5A,  196,  198. 
199,  2(>0  to  205,  207A,  2tW.  212  and  222  map  of  building  lots 
in  24th  Ward  near  Williamsbridge  Station  on  N  Y  &  Harlem 
R  R.     Nov  15.  due  Feb  15,  1908.  67c.     Dec  1,  1906.  3.150 

*Shatzkin.  Abraham  to  Mark  Lurie.  211th  st.  s  s,  and  being  lots 
I  and  J  map  property  Wm  S  Duncan  at  Williamsbridge.  Nov 
15.  due  Feb  15.  1908.  ii^i.     Dec  1,  1906.  100 

*Same    to    same.      211th    St.    s   s,    159   e   Maple    av.    2.5x92x25.x — . 

Nov  15,  due  Feb  15,  1908,  G%.     Dec  1,  1906.  200 

Schumacher,   Margaretta  A   to   TITLE   GUARANTEE  AND  TRUST 


CO.      Bathgate  av,   No  2277.  w  s,  92. 


lS3d  st,  4tlxl7il.lOx40x 


177.11.      Due,   &c.   as   per  bond.      Nov  30.    19116.      ll:3(l.>0.         7.000 
Schlaefer.    Valentine    to    TITLE    GUARANTEE    AND    TRUST    CO. 
1.5(!th  St.  No  1123,  n  s,  75  e  Kellv  st.  25x100.      Nov  28,  due,  &c, 
as   per   bond.      .Nov  30,   lOOil.      111:2708.  6,000 

*£chwartz,  Meyer  to  Land  Co  A  of  Edenwa!d.  Bracken  av,  e  s, 
225  n  Jefferson  av,  50.;100.  P  M.  Nov  22,  3  years,  5%7c-  Nov 
30,   1906.  430 

Schroeder,  Elsa  to  Ellen  F  Harkin.  239th  st.  s  s,  160  w  Kato- 
nah  av,  60x100,  P  M.  Nov  27,  1  year,  aW/c  Nov  30,  1900. 
12:3379.  1,000 

Steinbeck  Edw  C  H  to  Henry  Miller  and  ano.  prospect  av,  n  w 
cor  l.SOth  st,  106x26.1.  July  1.  4  years,  57c.  Nov  30,  1906. 
11:3096.  6,500 

•Squillante,  Carmela  widow  and  Domifiick  her  son  to  John  H 
Behrmann  guardian.  223d  st,  s  s,  180  e  White  Plains  road,  100 
xll4,  Wakefield.  P  M.  Dec  5,  1  year,  69c.  Dec  6,  1900.  1.500 
•Squillante.  Carmine  to  John  H  Behrmann  guardian.  22.3d  st,  s  s, 
230  e  White  Plains  road,  100x114,  Wakefield.  P  M.  Dec  5,  1 
year,    69c.      Dec    6,    1906.  1,500 

*Sullivan,   Richd   to   Eliz   Amon.     Av  D.   n   e   cor  9th   st,   108x105, 

Unionport.      Dec    1,    3    years.    6%.      Dec    4,    1906.  1,000 

Schulman,  Hyman  to  Grace  T  Wells.  Cypress  av,  e  s,  100  s  St 
Marvs  st,  40x100x40.3x100.     Dec  4,  1906,  3  years,  5%.  10:2571. 

25,000 
Solomon,   Emanuel   to  City  Mortgage  Co.     Forest  av,  e  s,  209.2  n 
163d  St.  62xl(K).     Building  loan.     Prior  mort  .?48,500.     Demand, 
6%.     Dec  4,  1906.     10:2659.  2,500 

Susser,  John  M  and  Louise  with  Marie  Krabo.  Hughes  av,  e  s, 
75  n  182d  st,  30x70.  Extension  mort.  Dec  1.  Dec  3,  1906. 
11:3086.  nom 

Seligsberger,  Hattie  to  Antonia  Pazourek  and  ano.  Jefferson  pi, 
n  w  cor  Crotona  av.  No  1001,  116.6x6.7xl00,4x(j4.  P  M.  Prior 
mort  $20,000,  Oct  1,  due  June  30,  1909,  5V.%.  Dec  4,  1906. 
11:20.3.5.  ■  14,000 

*Steeves.  John  F  with  Carl  Stroening  and  ano.  Van  Buren  st, 
e  s,  137  s  Morris  Park  av,  25x100.  Subordination  agreement. 
Nov   26.      Dec    1,    1906.  nom 

Salm.  Moses  to  Clara  Lion.  Clinton  av.  No  1421,  w  s,  100  s  Cro- 
tona Paik  South,  runs  w  50  x  w  50.8  x  —  16.0  (?)  x  e  100  to 
w  s  av.  X  n  24  to  beginning,  probable  error.  P  M.  Prior  mort 
.$5,0(J0.     Nov  28,   due.   &c,   as  per  bond,     Dec  3,  1906.     11:2936. 

2,000 
Sisters  of  Charity  of  St  Vincent  de  Paul,  a  corporation,  to  EMI- 
GRANT INDUSTRIAL  SAVINGS  BANK.  Riverdale  av,  —  s,  at 
n  line  lands  now  or  late  in  possession  of  John  Horspool,  runs 
n  along  av  1.0,86  x  n  w  240  and  205  and  346  and  620  and  1.55 
and  126  and  120  and  220  to  Hudson  River,  x  s  950  x  s  e  500  to 
former  New  Road,  x  s  e  39  x  s  e  185  and  0<!  and  114  and  475  and 
24  to  w  s  Quarry  road,  x  s  w  98  x  s  e  1.036  to  beginning,  con- 
tains 54  acres,  except  abt  .086-1,000  acres,  also  except  parts 
conveyed  by  Edwin  Forrest  to  Hudson  R  R  Co  by  deed  dated 
July  2,  1847,  West  Co,  also  excepts  part  conveyed  by  party  1st 
part  by  deeds  dated  .4pril  10,  190(5,  and  Dec  19,  1867;  Riverdale 
av,  w  s.  at  old  line  beiween  land  party  1st  part  and  lands  now 
or  formerly  Thos  C  Cornell,  runs  w  or  n  w  1.50  x  s  e  1.50  to  av, 
X  —  12  to  beginning.  Nov  28,  o  years,  4i49c.  Dec  3,  1906. 
13:3428.  2.50,000 

*Smith,  Carl  E  to  John  L  Grennan.  Rosedale  lane,  w  s,  .50  s 
Roosevelt  av,  25xl05x — x — .     Dec  1,  3  years,  57c.     Dec  3,  1906. 

200 

*Sommer,   Sebastian.  Jr.  to  WASHINGTON  SAVINGS  BANK  of  N 

Y      Muliner  av.  w  s.  257.4  s  Bronx  and  Pelham  Parkway,  50x100. 

P  M.     Nov  28,  1  year,  —7c.     Dec  3.  1906.  2,500 

*Silvani,   Gervaso   to   Domenico  Antoinetta  and  ano.      Hancock  st, 

w  s,  322  s  Columbus  av,  50x100.     Nov  30,  1906,  3  years,  5%9i. 

3  500 
*Stroeuing,   Carl   to   .Annie   Matthies.     Van   Buren   st.  e   s,   137.6  s 
Morris   Park  av.   25x100.     Prior  mort  $3,200.     Nov  30,  due  Mar 
30.   1907,   69f.     Dec   1,   1906.  100 

*Stroening.  Carl  to  Maria  Geissel  and  ano.  Van  Buren  st,  e  s. 
137.6  s  Morris  Park  av,  25x100.  Nov  30,  3  years,  5V47o.  Dec 
1    1906.  3,000 

Toscani,  John  L  to  TITLE  GUARANTEE  &  TRUST  CO.  178th 
st,  s  s,  105  e  Daly  av,  runs  s  20.2  x  e  59.11  x  n  22.3  to  178th 
st  x  w  (50.9  to  beginning.  Nov  30,  due,  &c,  as  per  bond.  Dec 
1,  190(5.     11:3126.  1,000 

Turner,  Geo  M  to  Ellis  P  Earle.     Davidson  av,  n  w  cor  Evelyn  pi. 

100x2.5.      Nov  28,   3   years.   5^c.      Nov  30.   1906.     11:3197.    25.0lX> 
Same  to  same.     Davidson  av.  s  w  cor  North  st,   100x25.     Nov  28, 

3  years,  .59'c.     Nov  30.  190(5.     11:3197.  25,000 

Triboro  Realty  &  Construction  Co  to  Margaret  W  Keck  et  al  exrs 
Thomas  Keck      Boston  road.  No  1060,  w  s,  242.7  s  166th  st,  37.9 
xi;54.9x39.6xl40.5.      Dec   5,   1906,  3  years,  5c;^.     10:2607.       30,000 
Same    to    same.      Same    property.      Certificate    as    to   above    mort. 

Dec  5,  ItlOO.     10:2607.  

*Ughetta.  Frank  I  to  Henry  Raupone.  233d  st,  s  s,  142.4  w  Kings- 
bridge  road.  Certificate  as  to  reduction  of  mort.  Dec  3.  Dec  4, 
1906.  nom 

Viau,  Benj  to  Kate  M  Barnes.  Crotona  Park  South,  s  w  cor 
Franklin  av,  23.4x122.5x23.3x122.5.  Dec  1,  5  years,  57c-  Dec 
3,  1906.     11:2932.  5.000 

von  Munster,  Ernestine  to  Charlotte  S  Siener.  198th  st,  s  s, 
.55  w  Briggs  av,  2.5x98.9.  Dec  1,  1  year,  6%.  Dec  4,  1906. 
12:3.301.  1.000 

Walpole,  Mary  wife  of  and  Patk  to  Ellen  Collins  and  ano.  Spen- 
cer pi.  w  s,  1,50  n  144th  st,  25x.58.5x25x(!0.6.  Oct  19,  due  May 
1,   1907,  O'c-.     Nov  30.  190'J.     9:2346.  7,000 

*Walter,  Waldemar,  Hoboken,  N  J.  to  Land  Co  B  of  Edenwald. 
Oakes  av,  e  s.  13S.8  s  Kingsbridge  road,  25x100,  Edenwald.  Nov 
19,  3  years,  5%7.     Dec  6,  10CM5,  250 

♦Walter,  James  K  to  Arthur  W  Sias.  219th  (5th)  st.  s  s;  216th 
st  (2d)  St.  n  s;  2d  av,  w  s.  and  Bronx  River,  e  s.  the  block; 
the  premises  conveyed  are  bounded  on  n  x  .5th  st  142  on  w  x 
Bronx  River  —  on  s  x  2d  st  227  bet  Bronx  River  and  a  point 
100  w  2d  av,  n  375  x  e  100  x  n  and  along  2d  av,  368  to  begin- 
ning.    P  M.     Oct  15,  3  years,  5%.     Dec  4,  1906.  20,000 
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The   Palmer   Lime  and  Cement  Company 

«        "PAI-^IEIS'S  Tin.  1,"  tli.^  Blrciigest  and  l)P8t  brick  limo  manufactured,  will  lay  more  brick  to  the  barrel  tlian  any  Other  llmo.  ( 

Fariiaiii  CICB'NB&Ilfil^  Fiiiistilu^f  whlcli  has  no  equal, 
I'aliner's  fi-'illisliin;^,  hi;,'h  grade,  f'-r  all  finishing  and  plastering  work. 
ConiiccSitjjl  ^%'liite  Ijiiiie,  especially  adapted  to  brown  and  scratch  work.  , 
^       Palincr*«  I'liciiiical  Inline,  absolutely  high  grade. 

Aiseii-s  i>oi-tiaii(i  crnirut,  tor  Long  Island.  FOSTER   F.  COMSTOCK,   Manager 

Bronklyii  Statinn,  Telephone  ]4r,ri  (ireenpnint  Sales  Department :    |  49    BROADWAY,    NEW    YORK 

Jersey  City  Station,  Tri.  ].hiine  lliivi  Jersey  Telephones,  eoiO-OUll-etilU  Corilandt 


Witzel.  John   to  Josiah  .loiics-     ITIUh  st.  late  Woodruff  av,  n  e  s. 

bet   Marmion   av  and   Prospect  av.  and  being  west  %   lot  C(J  map 

Fail-mount,    ."i(lxl40.;ixr,(>xl41.4   w   s.      P   M.      Prior   mort   $."),."Oll. 

Dec  3,   1   year,   r.i/,' ; .      Dec  4,   1901!.      Il:20.j4.  1,(100 

*Weber,  Fridolin  to  Whitehall  Realty  Co.     Wickham  av,  e  s,  4.50 

s    Nereid    av,    25x97.(!,      P    M.      Nov   30,    2   years,   5%.      Dec   4. 

19015.  490 

Weis,   Charles   to   Kate   Clark.     Belmont   av.   No  2501,  w   s,   216.1 

s   Pelhara   av,   18.10x87.6.      P  M.     Prior  mort  $2,750.     Dec   1.  2 

years,   5%,      Dec   3,    1906       11:3078.  1,025 

Walsh,  Kate  A  wife  of  and  Thos  J  to  Hannah  Sullivan.     Crotoni 

av,   .No   2104,   e   s,   35   n   180th  st,   25x102.     Nov  28.  due  Jan   1. 

1910,  5%.      Dec  3,   190IJ.     11:3096.  5,000 

Witkind,    Isidore    to    PROVIDENT    SAVINGS   LIFE   ASSUR   SOC   of 

N  Y.     Jackson  av,  w  s.  100  s  101st  st,  72.7x75,     Dec  4,  due,  &c, 

as  per  bond.     Dec  5,  190G.     10:2037.  37,.")00 

Zahn,  John  to  Anna  M  Gennerich  et  al  trustees  Henry  W  Gennerich. 

St  Anns  av,  e  s,  25  n  135th  st,  25x100.     Nov  9,  5  years,  4^4%. 

Dec  5,   1900.      10:2.548.  11,000 


PROJECTED  BUILDINGS. 


The  first  name  is  that  of  the  ow'r;  ar't  stands  tor  architect,  m'n 
tor  mason,  c'r  for  carpenter,  and  b'r  for  builder. 

When  character  of  root  is  not  mentioned,  it  is  to  be  understood 
that  the  roof  is  to  be  of  tin. 

BOROUGH    OF   MANHATTAH. 

SOUTH  OF  14TH  STREET. 
Fletcher  st,  Nos  .34-38,  8-sty  brk  and  stone  loft  building,  G8.Sx.56x 
31.6,  plastic  slate  roof;   cost,  $50,000;   Rogers  &  Pyatt,  129  Front 
st;  ar'ts,  Ludlow  &  Valentine,  1  East  27th  st. — 1094. 

BETWEEN  59TH  AND   125TH  STREETS.   EAST  OF  5TH  AVENUE 

73d  St.  n  s,  205  e  Paiic  av,  .5-sty  brk  and  stone  dwelling,  26.9x65.8; 

cost,  .$60,000;   Mary  d'Antignac  Lilienthal,  760  Madison  av;   ar'ts, 

Buchman  &  Fox,    11  East  59th  St.— 1099. 
117th   St.   No   508   East,   3-sty   brk   and  concrete   shop,   25x37;    cost, 

.$3,000;    P  Keenan,   IIG  Nassau  st;    ar't,   0   Reissmann,  30  1st   st. 

—1093. 
117th  st,  Nos  516-518  East,  6-sty  brk  and  stone  store  and  tenement, 

.50x87.11;    cost,    $50,000;    Raphael    Kurzrok,    491    Broadway;    ar't, 

Chas  M  Straub,   122  Bowery.— 1095. 

BE3TWEEN  59TH  AND  125TH  STREETS.  WEST  OF  8TH   AVBNUB 
Broadway,    s    e    cor   67th   st,    4-sty   brk   and   stoue    store    and   ofBce 
building,    70.8x68.9,    tile    roof;    cost,    .$40.0:10;    Thomas    Simpson, 
Scarsdale,  N  Y;  ar't,  Frederick  G  Frost,  .502  West  143d  St.— 1096. 

NORTH   OF   125TH   STREET. 

134th  st,  n  s,  .375  w  Amsterdam  av,  five  5-sty  brk  and  stone  tene- 
ments, 48.x87.ll;  total  cost,  $2(X),000;  David  Lieleerman,  89  Lenox 
av,  and  Arthur  J  Rosenthal,  7  West  120th  st;  ar't,  F  E  Glasser,  70 
Manhattan  St.— 1098. 

Amsterdam  av,  e  s,  800  n  190th  st,  2-sty  frame  hotel,  20x66;  cost, 
$3,000;  E  C  Griffith,  77  Duane  st;  ar't,  J  H  O'Brien,  1123  Broad- 
way.— 1092. 

Amsterdam  av,  s  w  cor  162d  st,  2-sty  brk  and  stone  store  and  office 
building,  149xl.3li.ll ;  cost,  $40,000;  F  W  Woolworth,  900  5th  av; 
ar't,  C  P  H  Gilbert,  1123  Broadway.— 1097. 

BOROUGH    OF    TH£   BRONX. 

Freeman  st,  s  s,  100  e  Hoe  av,  1-sty  brk  stores  and  dwelling,  2.5x75; 
cost,  $3,000;  Hawthorne  Building  Co,  Geo  Brown,  198  Broadway, 
president;   ar'ts,  Moore  &  Landsiedel,  148th  st  and  3d  av. — 1318. 

Garden  pi,  e  s,  15  n  Somraer  pi,  2-sty  frame  dwelling,  22x36;  cost, 
$2,.500;  Frank  Abate,  on  premises;  ar't,  James  'X  Cahill,  4448 
Furman  av. — 1326. 

Jennings  st,  n  w  cor  Bryant  av,  4-sty  brk  tenement,  25x66;  cost, 
$25,000;  Hawthorne  Building  Co,  Geo  Brown,  198  Broadway,  presi- 
dent; ar'ts,  Moore  &  Landsiedel,   14Sth  st  and  3d  av. — 1319. 

134th  st,  s  s,  110  e  3d  av,  1-sty  brk  shed,  2.5x100;  cost,  $1,0<10;  P 
M  Ohmeis,  540  Greenwich  st;  ar't,  O  F  Semsch,  3604  Broadway. 
—1310. 

150th  St.  n  w  cor  Union  av,  5-sty  brk  stores  and  tenement,  2.5x90; 
cost,  $25,000;  Paolo  Dorano,  183  Mott  st;  ar'ts,  Moore  &  Land- 
siedel, 148th  st  and  3d  av.— 1320. 

161st  st,  s  w  cor  Prospect  av,  one  6-sty  and  one  5-sty  brk  stores 
and  tenements,  49x90  and  98.1x35.2;  cost.  $107,000;  M  F  Cusack, 
233  Grand  st;  ar't,  J  P  Boyland,  396  Broadway.— 1.306. 

173d  st,  s  s,  95  w  Washington  av,  3-sty  brk  stable,  45.x90;  cost, 
$15,000;  Francis  Shine,  East  141st  st;  ar't,  Chris  F  Lohse  627 
Eagle  av.— 1323. 

179th  st,  s  s,  300  w  Bronx  Park  av.  2V4-sty  frame  dwelling,  peak 
shingle  root,  21.x52;  cost,  $6,000;  Jacob  Cohn,  178th  st  and  Bronx 
Park  av;   ar't.  B  Ebeling,   West  Farms  road. — 132.8. 

198th  st,  n  s,  77.6  w  Briggs  av,  2V2-sty  frame  dwelling,  peak  shingle 
roof,  21x62;  cost,  $6..500;  Thos  Longstaft,  455  West  57th  st;  ar't, 
Chas  S  Clark,  709  Tremont  av.— 1312. 

224th  st,  s  s,  105  e  Barnes  av,  1-sty  frame  church,  25x44;  cost, 
$2,.500;  Trinity  Baptist  Church  Corporation,  John  Lynch,  154  223d 
St.  treasurer;  ar'ts,  Ducker  &  Co,  277  Broadway. — 1.308. 

236th  St.  n  e  cor  Martha  av,  2V4-sty  frame  dwelling,  mansard  shingle 
roof,  38x24;  cost,  $6,000;  Dr  Herbert  Pinckney,  2.57th  st  and 
Martha  av;  ar't,  John  Davidson,  227th  st  and  2d  av. — 1303. 

Belmont  av,  e  s,  157  s  Pelham  av,  two  4-sty  brk  tenements  37  6x 
89;  total  cost,  $50,000;  Checchina  Carucci,  923  East  183d  sf  ar'ts 
Neville  &  Bagge,  217  West  125th  St.— 1321. 

Briggs  av.  w  s,  307  n  194th  st,  eight  2-sty  frame  dwellings,  19x46- 
cost,  .$40,000;  Wm  H  Wright  &  Son,  Inc,  192d  st  and  Valentine  av 
ar't,  Louis  Koenig,  608  East  150th  st.— 1305. 
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Bainbridge    av,    w   s,   26.9   s    19i;th   st,    3-sty   frame   dwelling,    21x.52; 

cost,  $10,000;  Stubenvoll  Bros,  196th  st  and  Briggs  av;  ar't,  Wm  T 

La  Velle,  1145  Freeman  st. — 1302. 
Crotona  av,  e  s,  75  n  179th  st,  two  3-sty  brk  tenements,  20x.55;  total 

cost,  $17,000;  Roland  W  Thomas;  ar't,  Chas  S  Clark,  709  Tremont 

av.— 1313. 
Findlay  av,   w   s,  80  n   169th   st,   two  3-sty  frame  dwellings,   18x45 

and  20x45;    total   cost,  $12,000;    Thornton  Bros   Co,   1312  Clay  av; 

ar't,  Hugo  H  Avolin,  961  Stobbins  av— 1316. 
Grant    av,    e   s.   111.5   n    163d   st.    four  3-sty   brk   dwellings,   20.x55; 

total  cost,  $40,0U0;   Wm  E  Diller.   I(i2d  st  and  Mott  av;   ar't,  G  A 

Schellinger,  27  East  21st  st.— 1301. 
Intervale  av.  w  s,  243  n  Westchester  av,   1-sty  frame  shop,  40x70; 

cost,  $900;   Chas  B  McKay,  1225  Boston  road;  ar't,  Rudolph  Wer- 
ner. 4192  Park  av.— 1301. 
Intervale    av,    w   s,   243.10   n   Westchester   av,   2-sty  frame   factory, 

36.X40;  cost,  $1,000;  Chas  B  McKay,  1225  Boston  av;  ar't,  Rudolph 

Werner,  4192  Park  av.— 1.307. 
Olmstead  av.  w  s,  83  s  Newbold  av,  2-sty  brk  dwelling,  22x54;  cost, 

$7..500;    Henry    Paul,    West    Farms    road;    ar't,    B   Ebeling,    West 

Farms  road. — 131.5. 
Private    road,    s   s,    1485   w   Fort   Schuyler   road,    1%-sty   frame   ice 

house,   24x20;    cost,   $1,100:    Mrs   A   H   Morris,   on  premises;    ar't, 

Chas  R  Baxter,  Middleton  road.— 1311. 
St  Peters  av,  w  s.  189.51,/i  s  West  Farms  road,  2-sty  frame  dwelling, 

24.6x46;  cost,  ,$3,000;  Ricco  Graziano.  .348  East  76th  st;  ar't,  Chas 

W  Hewitt,  95  Fulton  av,  L  I  City.— 1309. 
Southern    Boulevard,    s    s,    3d    to    Lincoln    av.    1-sty   steel    and    iron 

freight  storage,  annular  in  form    about  40x193. llVi;  cost,  .$50,000; 

Central  R  R  Co  of  N  J,   143  Liberty  st;   ar't,  Jos  O  Osgood,  Jer- 
sey City— 1324. 
Topping  av,   e   s,   275   n   174th   st,   four  3-sty  brk   tenements,   23.0x 

78.3;  total  cost.  $.56,000:   Francis  Schlosser,  16.50  Westchester  av; 

ar'ts.  Neville  &  Bagge,  217  West  125th  St.— 1322. 
Unionport    road,    w    s.    rJ4.4    n    Columbus    av.    3-sty   brk   store    and 

dwelling,     25.10x60x62.2;     cost,     $15  000:     Josephine       De      Luca, 

Unionport   road;   ar't,   B  Ebeling,  West  Farms  road. — 1327. 
Van   Nest  av,   n  s,  ,50  e   Barnes  av,   two  2-sty  frame  dwellings.   22x 

.52;  total  cost,  $10,000;  Felix  Arronson,  347  Garfield  st;  ar't,  Hen- 
ry  Nordheim,   Boston   road   and   Tremont   av. — 1325. 
Villa  av,  e  s,  20.2  s  205th  st,  4-sty  brk  store  and  tenement,  25x68; 

cost,    $18,0<X);    Rosina    Avallone,    3124    Jerome    av;    ar't,    Geo    W 

Yeandle,  Davidson  av.  Fordham. — 1314. 
Washington  av.   No   18.33,   rear  2-sty  brk  shop   and  stable,   100x27; 

cost,    .$3,000;    John    Kientsch.    2340    Lorillard    pi;    ar't,    Hugo    H 

Avolin,  961  Stebbins  av.— 1317. 
White  Plains  av,   e  s,  232.9  s  Baychester  av,  2-stv  frame  dwelling. 

20x25.6;     cost,    $2.2.50;     Michael    M    Colombo.    2.39th    and    White 

Plains  av;   ar't,  Wm  Thos  Mapes,  242d  st  and  White  Plains  av  — 

1329. 


ALTERATIONS. 

BOROUGH    OF   MANHATTAN. 

Front  st.  No  3.59,  brk  walls,  toilets,  to  6-sty  brk  and  stone  tene- 
ment; cost,  $5,000;  Morris  Ehrenfeld  113  Ridge  st;  ar'ts  Bern- 
stein &  Bernstein,  24  E  23d  St.— 3056. 

Houston  st.  No  260  E.  skylights,  windows,  to  two  4-sty  brk  and 
stone  tenements;  cost,  $3  000;  Geo  W  Folsom,  Lenox  Mass-  ar't 
M   Zipkes,   147  4th   av.— .3071. 

Greenwich  st,  Nos  114-122   ladd    5    stories,    ne-w    elevators,    to    7-sty 

Albany  st.   No  2  |     brk  and  stone  loft  building;  cost,  $90,- 

OOO;   Equitable  Life  .-^ssur  Soc.  120  Broadway;  ar'ts,  Jardine    Kent 
&  Jardine,   1262  Broadway. — .3078. 

Market  slip.  No  94,  toilets,  show  windows,  columns,  to  5-sty  brk 
and  stone  tenement;  cost,  .$4,000;  Blum  &  Fishman,  480  Grand 
st;    ar't.   O   Reissmann.   .30  1st   St.— 3052. 

Pearl  st,  No  19,  reinforced  concrete  beams,  skylights,  to  2-sty  brk 
and  stone  office  building:  cost.  $4  000;  Cheesebrough  Building  Co, 
17   State   st;    ar't,   F   B   Richardson,   24   State   st. — 30(;4. 

Ridge  st,  Nos  8-10,  windows,  to  11-sty  brk  and  stone  office  building; 
cost,  $150;  Cheesebrough  Building  Co,  17  State  st;  ar't,  F  B  Rich- 
ardson,  24   State   st. — 30(.w. 

Stone  St.  No  10.  staircase  to  5-sty  brk  and  stone  restaurant  build- 
ing; cost.  $200;  John  L  Gibby.  Stevens  House,  27  Broadway;  ar't, 
E  A  Sargent,   1   Broadway. — 30.S.5. 

Stanton  st.  No  14.  shaft,  toilets,  tank,  to  5-sty  brk  and  stone  tene- 
ment: costT  $4,000;  Morris  Klein,  55  E  7th  st;  ar't,  O  Reissmann 
30  1st  St.— 309O. 

Stanton  st,  No  20,  partitions,  to  5-sty  brk  and  stone  store  and 
tenement;  cost,  $150:  Marco  Bongiorno,  on  premises;  ar't,  Ed  A 
Meyers,    1   Union   sq.— 30.5.9. 

Washington  st.  No  19.  toilets,  windon-s.  to  6-sty  brk  and  stone 
tenement;  cost.  $1,000;  estate  of  Thos  E  Burke,  lUi  Morris  st- 
ar't,    L   F   J    Weiher,    1C3   E    125th    st. — 30.58. 

Washington  st.  No  17.  toilets,  windows,  to  (i-sty  brk  and  stone 
tenement;  cost,  $1.(K10:  estate  of  Thos  E  Burke,  llVi  Morris  st- 
ar't,   L  F  J  Weiher,   103   E   125th   St. — 3087. 

Wooster  st.  Nos  65-(;)7.  brk  piers,  columns,  to  5-sty  brk  and  stone 
lott  building;  cost.  $2,000;  Daniel  M  Edgar  estate,  170  W  .59th 
st ;    ar't,   John   H   Friend.   148  Alexander  av. — 3049. 

3d  st.  No  85  East,  show  windows,  brk  piers,  iron  columns,  to  5-sty 
brk  and  stone  tenement;  cost,  $5000;  Heiman  Glasser,  124 
Bleecker   st;    ar't.   O   Reissmann,   30   1st   st. — 3045. 

6th  St.  No  .S07  East,  piers,  beams,  to  4-sty  brk  and  stone  stable 
and  factory;  cost,  $2,000;  C  B  Ruebenack,  164  Lewis  st-  ar't 
Henry   Regelraann,    133   7th   St.— .3063. 

12th  st,  Nos  304-306-308  East,  toilets,  show  windows,  to  three  5-sty 
brk  and  stone  stores  and  tenements;  cost,  $4,000;  Uhlfelder  & 
Weinberg,  132  Nassau  st;  ar't,  Louis  C  Maurer,  22  E  21st  st,— 
8077. 

12th  st,  Nos  635-637  East,  partitions,  skylights,  sinks,  to  three 
4-sty   brk   and   stone    stores   and   tenements;    cost,   $2,000;    Aaron 
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We  Rent  a 
Qas    Range 

$3 

Per    Year 


GAS  COOKERS    ^    GAS  HEATERS 


SOLVE  THE  FUEL  PROBLEM 


CLEANLY,  EFFICIENT,  ECONOMICAL 


I  We  Rent  s 
I  Gas    Rang« 

$3 

Per    Yea? 


A  handsome  up-to-date  line  cf 
appliances  may  be  seen  at  our  offices 


CONSOLIDATED  GAS  COMPANY  OF  NEW  YORK 


Gottlieb,  and  Samuel  Schlesinger,  350  East  Houston  st;  ar't,  H 
Horenburger,    122   Bowery.- — 3070. 

13th  St.  No  5]2  East,  5-sty  brk  and  stone  rear  extension.  13x.39.1, 
partitions,  store  fronts,  to  5-sty  brk  and  stone  store  and  tene- 
ment; cost,  $4,500;  Nahan  Kohn,  311  E  10th  st;  ar't,  E  Ross- 
bach,  15)47   Broadway. — 3053. 

IGth  st,  No  COG  East,  toilets,  windows,  to  5-sty  brk  and  stone  tene- 
ment; cost,  15,000;  Sam  Sobel,  176  Eldridge  st;  ar't,  O  Reiss- 
mann,  30  1st  st. — 3091. 

22d  st,  No  112  East,  2-sty  brk  and  stone  rear  extension.  20x10, 
add  1  sty,  new  roof,  partitions,  dumb  waiter,  to  3-sty  brk  and 
stone  dwelling;  cost,  $11,000;  J  B  Fletcher,  407  W  117th  st ; 
ar't,   J  W   Ames,   27  W  44th  st. — 3040. 

3Sth  st.  No  345  West,  vent  shaft,  partitions,  to  5-sty  brk  and  stone 
tenement;  cost,  $1,800;  Max  Heller,  345  W  3Sth  st;  ar't,  Wm  G 
Clark,  438  W  40th  st.— 3092. 

39th  st,  Nos  342-344  East,  partitions,  toilets,  to  two  5-sty  brk  and 
store  stores  and  tenements;  cost.  $2,000;  George  Ehret,  235  E 
92d   st;    ar't,   Chas   Stegmayer,  108  E  91st   st. — 30G9. 

40th  st.  No  135  East,  partitions,  to  5-sty  brk  and  stone  studio 
and  dwelling;  cost,  $250;  Mary  L  Touetti,  on  premises;  ar't, 
Wm  S  Miller,  141  B  40th  St.— 3054. 

40th  st.  No  41G  West,  partitions,  plumbing,  to  5-sty  brk  and  stone 
store  and  tenement;  cost.  $1  500;  A  H  Ellis,  Willisborough  Point, 
_N  Y;   ar't,  E  Wilbur,  120  Liberty  st.— 3074. 

45th  st,  No  23  West,  partitions,  to  4-sty  brk  and  stone  store  and 
office  building;  cost.  $ltH1;  I  J  Mayer,  13  W  45th  st;  ar't,  E  Ross- 
bach,   1947   Broadway. — 3000. 

47th  St.  No  107  West,  1-sty  brk  and  stone  rear  extension,  20x22. G, 
partitions,  show  windows,  to  4-sty  brk  and  stone  store  and  tene- 
ment; cost,  $1,500;  Bertha  Singe,  on  premises;  ar't,  P  F  Brogan. 
119  E  •23d  St.— 3070. 

54th  st.  No  340  East,  partitions,  toilets,  to  5-sty  brk  and  stone 
tenement;  cost.  $1,0U0;  Herman  Blaesi.  340  E  54th  st;  ar't,  Chas 
Stegmayer,  IGS  E  91st  st. — ;!0G8. 

54th  st.  No  7  East,  4-sty  brk  and  stone  rear  extension,  14.x29.G, 
elevator  light  shaft,  partitions,  to  5-sty  brk  and  stone  residence; 
cost.  $19,000;  Wm  Rockefeller,  089  5th  av;  ar't,  C  P  H  Gilbert. 
1123  Broadway.— 3083. 

54th  st.  No  3  East,  4-sty  brk  and  stone  rear  extension.  14.x34.2,  to 
5-sty  brk  and  stone  residence;  cost.  $1S,(K>0;  Wm  Rockefeller. 
089  5th  av;   ar't,  C  P  H  Gilbert,   1123  Broadway.— 3082. 

54th  st.  No  345  East,  partitions,  windows,  toilet,  to  4-sty  brk  and 
stone  tenement;  cost.  $1,0(JO;  Charlotte  Kleinhaus,  on  premises; 
ar'ts,    B   W   Berger   &    Son,    Bible   House. — 3060. 

00th  st.  No  22  West,  windows,  to  5-sty  brk  and  stone  tenement; 
cost,  $100;  Clarence  E  Anderson,  .54  W  GSth  st;  ar't,  Frank 
Hausle,  81   E  125th  st. — 3050. 

G9th  St.  No  220  West,  electric  lights,  walls,  stairs,  to  3-sty  brk  and 
stone  garage;  cost.  $7.0(X1;  Stephen  Carlson  Clark.  347  W  89th 
st;   ar't,   Geo   H   Griebel,   22.55  Broadway. — 30<j7. 

Gist  st,  Nos  248-2.50  West,  3-sty  brk  and  stone  side  extension, 
25x92.  add  1  sty,  partitions,  to  1-sty  brk  and  stone  stable;  cost, 
$10,500;  Hickey  Contracting  Co,  248-250  W  Gist  st;  art.  C  B 
Brun.   1   Madison  av. — 3073. 

7Gth  st,  Nos  522-538  East,  2  and  3-sty  brk  and  stone  side  and 
front  extension,  88.9x40  and  100x45,  to  4-sty  brk  and  stone  fac- 
tory; cost,  $50.0<X1;  Farmers  Feed  Co,  on  premises;  ar't,  Chas 
Stegmayer,  168  E  91st  st. — 3057. 

S3d  St.  No  610  East,  partitions,  plumbing,  toilets,  skylights,  to  5-sty 
brk  and  stone  tenement;  cost.  $6,000;  M  C  Trummel.  317  E  72d 
st;    ar't.   Otto   L  Spannhake,   2.33  E  7Sth   st. — 3081. 

95th  St.  No  338  East,  1%-sty  brk  and  stone  rear  extension.  2.5x.j5, 
to  2-sty  stone  stable  and  shop;  cost,  $3,000;  Thomas  Montgomery, 
1229  Lexington  av;  ar't,  Eduard  C  Sheedy,  51  Chambers  st. — 3075. 

125th  st,  n  s,  390  w  5th  av.  2-sty  brk  and  stone  front  and  rear  ex- 
tension. 20x45.1.  elevator  shaft,  to  4-sty  brk  and  stone  store  and 
office  building;  cost,  $15,000;  ow'rs  and  ar'ts,  Euell  &  Van  Wart, 
129  W  l'25th  St.— 3079. 

133d  st.  No  159  West,  toilets,  windows,  to  5-sty  brk  and  stone 
tenement;  cost,  $2,000;  F  D  Onofrio,  158  W  119th  st;  ar't,  O 
Reissmann,   30  1st   st. — 3089. 


Broadway,  No  1143,  partitions,  skylight,  store  front,  to  two  5-sty 
brk  and  stone  stores  and  apartments;  cost,  $5,000;  Mrs  Hopeton 
Drake  Dyer,  147  E  02d  st;  ar't,  Julian  Clarence  Levi,  24  B  23d 
St.— 304S. 

Broadway,  No  044,  partitions,  alter  vent  shaft,  to  S-sty  brk  and 
stone  loft  building;  cost,  $G,000;  Manhattan  Savings  Instn,  on 
premises;    ar'ts,   James   E   Ware   &   Son,   1170  Broadway. — 3055. 

Lexington  av.  No  360.  partitions,  to  4-sty  brk  and  stone  dwelling; 
cost.  .$3,500;  Park  E  Bell,  215  Pearl  st;  ar't,  A  S  Bell,  320  5th 
av.— 3086. 

Lenox  av.  No  275,  1  and  2-sty  brk  and  stone  front  and  rear  exten- 
sions, 17.x3.4  and  16.6x21.8,  partitions,  stairs,  to  3-sty  brk  and 
stone  residence  and  store;  cost.  $.5,000;  Louis  Bender,  275  Lenox 
av;   ar't.   Frank  H   Hines,  104  W  l'24th  st. — 30.88. 

Madison  av.  No  448,  3-sty  brk  and  stone  rear  extension,  10x15.3, 
partitions,  to  4-sty  brk  and  stone  dwelling;  cost,  $5,500;  Mrs 
Frederick  Gallatin,  G70  5th  av;  ar'ts,  Schwartz  &  Gross.  35  W 
21st   St.— 3061. 

2d  av.  No  848,  flreproofir.g,  to  5-sty  brk  and  stone  tenement;  cost, 
$350;  J  C  Eide,  41  Beck  st;  ar't,  A  E  Nast,  810  Tinton  av. — 3062. 

3d  av,  No  1.341,  1-sty  brk  and  stone  rear  extension,  18.8x19.10,  col- 
umns, to  4-sty  brk  and  stone  store  and  tenement;  cost,  $5,000; 
Henry  C  Meyne.  222  E  95th  st;  ar't,  Fred  S  Schlesinger,  1G23 
Madison    av. — 3084. 

3d  av.  No  1.503.  partitions,  columns,  doors,  to  4-sty  brk  and  stone 
store  and  tenement;  cost,  $800;  Michael  McManus,  1503  3d  av; 
ar't,  John  J  Lawlor,  3G0  W  23d  st. — 3051. 

5th  av.  No  116,  floors,  beams,  windows,  to  4-sty  brk  and  stone 
store  and  office  building;  cost,  $2,000;  A  D  Juillard,  16  W  57th 
st;   ar't.  Geo  M  Lawton,  1.50  Nassau  St. — 3080. 

Gth  av.  No  OGO.  partitions,  windows,  toilets,  to  5-sty  brk  and  stone 
store  building;  cost,  .$4.0OO;  Chas  F  Walters,  83  W  119th  st; 
ar't,  C  Volz,   IGO  5th  av.— 3047. 

Sth  av.  s  w  cor  115th  st,  show  windows,  partitions,  to  5-sty  brk  and 
stone  hotel;  cost,  $6  000;  J  M  Alexander.  143  W  120th  st;  ar'ts, 
B   W   Berger   &   Son,   121   Bible   House. — 3072. 

BOROUGH    OF    THE   BRONX. 

Jennings  st.  No  1(1-19,  1-sty  frame  extension.  ].S,3x3.11.  new  show 
windows,  new  beams,  &c,  to  2-sty  frame  store  and  dwelling;  cost, 
$1.(XI0;  F  W  Fey.  1378  Prospect  av;  ar't,  F  Hammond.  943  Wash- 
ington av. — 659. 

]47th  St.  n  s,  250  w  Brook  av.  new  roof  to  1-sty  frame  shed  and 
workshop;  cost,  $100;  C  Riegers  Sons,  on  premises;  ar't,  Louis 
Falk,  2785  3d  av.— 664. 

148th  St.  No  7.S(>.  2-sty  frame  extension.  10.8x5  and  new  partitions 
to  2M;-sty  frame  store  and  dwelling;  cost.  $.".00;   Boruch  Bayerski. 

5  E  113th  st ;   ar't.  U  S   Bandesson,  685  Jackson  av. — 062. 
1.50th  st,  s  w  cor  3d  av.  new  partitions,  new  stairs.  &c.  to  .3V4-sty 

brk  dwelling  and  offices;  cost,  $2,000;  Chas  S  Levy,  2714  3d  av; 
ar'ts.  Moore  &  Landsiedel,  148th  st  and  .3d  av. — 063. 

IGOth  st.  No  612.  1-at  yframe  extension,  6.6x22  to  2-sty  frame 
dwelling:  cost.  $500;  Henry  Robbin,  on  premises;  ar't,  M  J  Gar- 
vin, 3.'507  3d  av. — 657. 

167th  St.  No  831.  move  1%-sty  frame  carriage  house;  cost,  .$2.50; 
John  H  Voss.  on  premises;  ar't.  F  Damm.  .513  E  144ih  st. — 061. 

Cauldwell  av.  No  691.  2-sty  brk  extension.  16.8x24.3  to  2-sty  brk 
dwelling;    cost.   $5.00<1;    Mollie   Melnik,   78   5th   av;    ar'ts.   Goldner 

6  Goldberg,   Westchester  and  Jackson  avs. — 6.5(5. 

Lincoln  av.  No  1G.5  new  show  window,  new  plumbing  fixtures.  &c. 
to  5-sty  brk  store  anil  tenement;  cost.  $3,000;  Barr  &  Gruber.  210 
Bowery;  ar't,  Fred  Eheling.  420  E  9th  st. — 060. 

Morris  Park  av.  s  s.  40  e  Washington  st.  new  bath  tub  sinks.  &c. 
to  2-sty  frame  store  and  dwelling;  cost,  $100;  Gustav  Kapsa,  on 
premises;    ar't,   B   Ebeling,   West  Farms   road.— CG5. 

Pilot  av,  s  s,  150  e  Main  st,  new  partition  to  2-sty  and  attic  frame 
dwelling;  cost,  $7.5;  Robt  Jacobs,  on  premises;  ar't,  John  J  Ken- 
nedy,   Riverdale. — (j58. 

3d  av.  No  2G3G,  new  stairs,  partitions,  &c,  to  4-sty  brk  tenement; 
cost,  $."0<»;  Henry  Lipps,  854  E  138th  st;  ar't,  Henry  Lipps,  Jr, 
115   Elliott  av. — 055. 


A  Complete  Real  Estate  Information  Service 


THE  RECORD  AND  GUIDE  is  completing  arrangements  for  a  Compkie  Real  Estate  Informatioii 
Service,  which  will  cover  every  item  of  real  estate  news  required  for  real  estate  transactions  of  any 
kind.  The  requirements, of  Brokers,  Auctioneers,  Owners,  and  others  have  been  very  carefully 
investigated,  and  the  leading  members  of  the  real  estate  profession  are  unanimous  in  their  opinion  as  to  the 
need  that  exists  for  a  really  complete,  prompt  and  accurate  service. 

The  Record  and  Guide  will  be  glad  to  receive  suggestions  as  to  requirements  from  any  of  its  readers. 
The  purpose  of  the  contemplated  service  is  entirely  professional,  and  is  aimed  to  assist  the  working  of 
Brokers'  offices,  perfect  existing  methods  and  reduce  operating  expenses. 

If  the  information  required  affects  real  estate,  the  RECORD  AND  Guide  hereafter  by  its  new  service 
will  supply  it. 

Further  details  of  plan  and  scope  will  be  announced  shortly. 
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proposals. 


Department  of  Public  Charities,  foot  of  East 
Twenty-sixtli  Street.   New  York. 

TO   CONTRACTORS. 
PROPOSALS   FOR  BIDS  OR   ESTIMATES. 
SEALED    BIDS    OR    ESTfMATErS    will    be    re- 
ceived   by    the    Department    of    Public    Charities 
at   the  above   office   until   2.30  o'clock  P.   M.   on 
WEDNESDAY,    DECEMBER    10,    liKX!. 
For   furnishing    and    delivering    anthracite,    bi- 
tuminous,  blacksmith  and  gas  coal. 
The  quantities   are   as   follows: 

Boroughs   of   Manhattan   and   The   Bronx. 
.S.OOO  tons  egg  coal. 
14.(1IX)  tons  buckwheat  coal. 
l.,SO0  tons  pea  coal. 
l.nOO  tons  stove  coal. 
14,OriO  tons  bituminous   coal. 
S*Hi  tons  gas  coal. 
10  tons  blacksmith   coal. 

Boroughs  of   Brooklyn   and   Queens. 
7.000  tons  pea   coal. 
1,2<M)  tons  stove   coal. 
200  tons  egg  coal. 
For  full   particulars  see  City  Record. 

ROBERT   W.    HEBBERD, 

Commissioner. 
The  City  of  New  York,  December  7,  I'JOB. 

For  other  Judgments  in  Forecloseure  Suits,  Lis 
Pendens,  Foreclosure  Suits,  Judgments,  Satisfied 
Judgments,  Mechanic  Liens,  Building  Loan  Con- 
tracts, Satisfied  Mechanics'  Liens  and  Orders  se« 
pages  0S(!  to  tlOO. 

FILING.S  OF  DKC.  7. 

liU   PENDEirS. 

Dec.  7. 
117  TENEMENT  HOUSE  LIS  PENDENS. 

llSth  St,  No  2(i8  West.  Isidor  Rosenthal  agt 
Laura  Elsoier  et  al:  action  to  foreclose  me- 
chanics  lien;   att'y.   M  Jacobs. 

11,5th  St.  No  270  West.  Same  agt  Joseph  L 
Klein  et  al;  action  to  foreclose  mechanics 
lien;   att'y,    M   Jacobs. 

3d  av,  e  s,  whole  front  between  GGth  and  67th 
sts,  200.10  X  100.  August  Gross  et  al  agt 
Samuel  Mandel  et  al;  action  to  foreclose  me- 
chanics lien;  att'ys,  Herman  &  Hirschman. 


FORECLOSURE   SUITS. 

Dec.    7. 

59th  St,  Nos  .34  and  3G  West.  Chas  P  Rocker 
agt  Norma  L  Munroe  et  al;  att'y,  M  J  Moore. 

Brook  av.  No  436.  Mary  J  Brown  agt  Antonio 
G   Paolillo  et  al;   att'y,   J  W  Bryant. 

Broadway,  e  s,  24.1  n  18th  st,  20.5x.84. 9x23x77.5. 
Darwin  W  Esmond  et  al  agt  Pierrepont  Realty 
Co  et  al;  att'ys,   Esmond  &  Si-ott. 

104th  St,  No  2.'!0  East.  Chas  S  Rich  agt  Solo- 
mon Rosenblatt  et  al;  att'ys,  H  &  J  j   Lesser. 

OTth  St,  n  s.  425  w  Amsterdam  av,  100x100.5. 
Celia  Uhlfelder  et  al  agt  Morris  Nierenberg 
et   al;    att'y,    M    Silverstein. 

Wales  av,  e  s,  25  n  149th  st,  50x105.  Kate  P 
Considine  agt  Mary  Timble  et  al;  att'y,  M  J 
Sullivan. 

141st  st,  s  s.  40G.9  e  St  Ann's  av,  lOn.xOS.  Hud- 
son Mortgage  Co  agt  Jacob  Friedman  et  al; 
att'y,  A  L  Westcott. 


JUDGMENTS. 

Dec. 

7  Anderson,    Eric— City    of   N   Y    7G.S0 

7  Almack,  Thomas  M the  same 54.-30 

7  Anderson,   Hans — Elizabeth  Irving. costs.  68.07 
7  Bary.        Charles  —  American      Agricultural 

Chemical   Co 17.82 

7  Burke.   Joseph  R the  same 17.82 

7  Bentley,    D    Wilbur   B the   same 17.82 

7  Bussell,    R    H the   same 17.82 

7  Briggs,   James   M— Pioneer  Iron  Works. 379.79 

7  Bollenbach,    Jacob— City  of   N   Y 54.24 

7  Barnes,   Erastus  H the  same    40.22 

7  Becker.    Louis  B the  same    47.70 

7  Blodgett,    John   J the    same    76.80 

7  Blodgett,   Ernst  D the  same   105.90 

7  Becker,    Sol— Chas    L    Eline     23G,.8B 

7  Cassidy,  Michael- J  L  Hasbrouck  &  Co.. 301. 60 

7  Cabin.    John— Wm    H    Barron    198.57 

7  Crossett,    Frederick    M— Shandels,    a    Corp. 

costs,   17.72 

7  Carey,       Henry  —  American       Agricultural 

Chemical    Co 17.82 

7  Cox.   Arthur   S the  same 17.82 

7  Connorton.   Luke  J the  same 17.82 

7  Cohen,    Isaac — Benjamin   Spatz    129.45 

7  Driscoll.   James  H — American     Agricultural 

Chemical  Co 17.82 

7  Dean,    Wm   G,    Jr— Wallace   N   Kenyon.  .40.05 
7  De   Andrade,    Alfred — Corn   Exchange   Bank. 

31.8.82 

7  Durnberg,    Wm    H— Met   Tobacco    Co 78.59 

7  Day,    Claude   F— Metting   &   Hansen 32.37 

7  Day.    John    H— City    of   N   Y 45G.10 

7  Davison,    Ellis the   same    180.63 

7  Davids,  Laura  J the  same  873. 7G 

7  Davis.    Erwin the   same    360.68 

7  Delanoy.   Daniel  A the  same 189.63 

7  Donahue.    Geo    H the    same    189.63 

7  Eckert,   Benjamin— City  of  N  Y 47.70 


7  Engel,    Jacob— Lawrence    &    Smith 49.01 

7  Espen,    Frank    B— Maldonado    &    Co.  .1,780.49 

7  Foley,    Patrick   J— City  of   N   Y 52.80 

7  Friedman,    Barnett    and    Joseph — Nathan 

Meyer    204.35 

7  Fuchs,  Charles— Beadleston  &  Woerz. .  .835.70 
7  Fanning,  Thomas  J— U  S  Mortar  Supply  Co. 

7,005.68 

7  Farrell,  Sarah— N  Y  City  Ry  Co.  .costs,  108.&S 
7  Gersten,  Felix— Louis  Dejonge  &  Co....l51.5G 
7  Guidera,    Nene— David    Mayer    Brewing    Co. 

762.55 

7  Gault,  John  H. .  J  P  Donna  Tile  Co 49.60 

7  Hoyer,       John    —    American       Agricultural 

Chemical  Co 17.82 

7  Hackett.    John   C the  same    17.82 

7  Hargraves,  P  Henry the  same 17.82 

7  Houstoun,    Alexander   J— Joseph    H   Hoadley 

et  al costs,   157.77 

7         the  same Joseph  Leiter. ..  .costs,  246.95 

7  Hutchinson.  Robert  H,  Jr— Caroline  S  Ward 

et  al costs,  355.10 

7''Horowitz,    Rose— H    Herrmann    Lumber   Co. 

943.0G 

7  Helfand,   Bernard— H  Herrmann  Lumber  Co 

943.06 

7  Holtzer,  Christian— Gustav  G  Gaertner.  .40.38 
7  Hare.  Joseph  H — Bernard  Friedman  ...217.56 
7  Houghton,      Joseph      G      trustee — Caroline 

Stiner    costs,    108.10 

7  Hay,    Jeannette   S— Corn    Exchange    Bank.  . 

318.82 

7  Herman,    Hans — Sydney  W   Denzer 68.97 

7  Hamilton,    John    McM— John   P    Schuchman. 

289.51 

7  Hogopian,   Havogim  S — Jessie  Thomson.  .51.88 

7  Ingram.    John    W— Brooks    Bros 140.72 

7  Johnson,    Andrew — Lester   A  Cramer 

costs,    22.67 

7  Jones,   Willard  H— Joseph  H  Hoadley  et  al. 

costs,    157.77 

7         the    same Joseph    Leiter.  .  .costs,    246.95 

7  Jacobs,    Maurice— Middlesex    Dry    Goods    Co. 

415.15 

7  Kessler,   Edward — Benjamin  Bloom    60.16 

7  Keller,    Carl— City   of   N   Y 189.70 

7  Lemberg.  Sigmund— Swiss  Art  Mfg  Co.. 83. 14 
7  Lyon,      John      J  —  American       Agricultural 

Chemical   Co 17.82 

7  Langley,    James   H the   same 17.82 

7  Miller,    Mary    F   and   Jacob   C— Henry    H    F 

Lounsbery   70.775.98 

7tMichel,    Fredericka- Chas   J    Breck 398.12 

7  Moriarity,   James— Alfred  Barbers  Sons.  171. 89 

7  Madden,    Edgar— Peter   J    Grosjean 708.57 

7         the  same the  same    976.12 

7  Mazza.  Frank — George  Fleigler  et  al..l24.41 
7  Mahar.      H     W   —   American       Agricultural 

Chemical  Co 17.82 

7  MacQuarry,   Alexander the  same   17.82 

7  Medlinger.  Chas  D— City  of  N  Y 169.21 

7  Moser.    Wolfgang the    same    79.55 

7  Merrill,  Orviile the  same   108.32 

7  Muller,    Sophie— Helen   Eckert    4,549.13 

7  Mcintosh,    Burr    W— Max    Bab 1,384.92 

7  Morreale,  Thomas — Joel  Karpe  et  al....424.65 
7  Muir.  Joseph— James  B  Wilson  Co.... 320.19 
7  Xoble,       Daniel  —  American       Agricultural 

Chemical  Co 17.82 

7  Naulty.  Bdw  T— Browning.  King  &  Co.  .52.04 
7  Nachman,  Henry— Abner  S  Haight. .  .6,201.82 
7  O'Reilly.       Daniel— American       Agricultural 

Chemical  Co 17.82 

7  Priestly,    Samuel — Andrew   M   Jackson.  .519.40 

7  Phelps,   Wm  S— Louis  H  Bberlein 279.22 

7  Porter,    Loas    L — Joseph    Smolensky 27.65 

7  Price,    Joseph— Albert   T   Swan 192.29 

7  Posbergh,     Chas    F — Westbrook    L    Johnson  . 

et    al .- 168.59 

7  Panori,   Pasquale  and  Annie — Morris  Klein- 
berg    65.15 

7  Quinlan,      Maurice — American      Agricultural 

Chemical  Co 17.82 

7  Riordan.     Daniel    J — American    Agricultural 

Chemical  Co 17.82 

7  Rinaldo,   Joseph the  same    17.82 

7  Rodgers.    R    M— Simon    Herrnstadt 1.52.29 

7  Rosenberg,    Ralph — Harry    M    Osterweis. . . . 

costs,    27.31 

7  Rice.    Henry— Sara    Tischler    245.91 

7  Rees.    Thomas    J — Tabard    Inn    Library.  .52.92 

7  Sadovsky,    Bessie— Adolph    Strauss 328.34 

7  Schroeder.   Richard — Morris  Rosenfield  et  al. 

160.06 

7  Schlesinger,     Jacob— Louis    Dejonge    &    Co. 

151.56 

7  Stein,  Meyer  W  &  Louis— Benjamin  Klinger 

220.57 

7  Smyth,   Joseph— Thomas  Smith  et  al... 190.25 

7  Sax.    Sam the    same    190.25- 

7  Sterling,     Jacob— City    of     N    Y 467.20 

7  Samson.   Wm   H the  same    198.83 

7  Schneider,    Frederick   G the   same.  ..  .198. .83 

7  Schroeder.   John the  same    198.83 

7  Schoer,    Herman   F the   same    169.21 

7  Spears,    Joseph the  same    240.96 

7  Smith,    Fred    H— Geo    E    Brown 4.712.59 

7  Swift,    J    H— American    Agricultural    Chem- 
ical  Co 17.82 

7  Sloan,  Samuel  C the  same  1'7..S2 

7  Somers,  Peter  J the  same   17.82 

7  Shea,    Patrick   J— Patrick  W   Culiinan 

costs,    104.00 

7  Schultz,    Frederick    B— Herbert    J    Hinder.. 

costs,    16.50 

7  Shapiro,  Isaac  L — Abraham  Gordon.  .  .519.65 
7*Schwartz,      Minnie — H     Herrmann     Lumber 

Co 943.06 

7  Schmid.    John    .\— Anton    Sattler 60.41 

7  Schiff,    Simon — Augustus    D    Juilliard    et   al. 

61.22 

7  Stewart,   Wm  G— Maldonado  &  Co 1,780.40 

7  Taub,    David — Joseph    Teiman    et    al 

, costs,  17.60 

7  Tallman,   Alfred  A— City  of  N  Y 69.91 


Telfair,   Henry  W  J— Minnie  \  Telfair, 391. 75 
Tobin,  Stephen  R  and  Thomas  R— American 

Agricultural    Chemical    Co 499.00 

Tobin,    Thomas    R the   same 17.82 

Taub,     David — Joseph    Teiman    et    al 

costs,  17.65 

Tallman,    Alfred    A— City    of    N    Y G9.01 

Vassar,   George,  Jr — Genario  Innella. ..  .104.65 

Vatable,    Jules the    same     104.65 

Vinson,    Thomas    J— City    of   N    Y 40.38 

Whaley,   Harry  L— Wm  H  Barsou 198.57 

Waldo,   Gertrude  R— Bdw  T  Wynne 831.64 

White.    Edward— City    of    N    Y 198.83 

Wallace,  Thomas  J— Coleman  Stable  Co. 220.67 

Wymbs,    James    J— Caroline    Wymbs 

costs,    64.20 

Whistner.    Frederick    L— American    Agricul- 
tural   Chemical    Co 17.82 

Welsford,    J    V the   same 17.82 

Wyman,   James  A the  same 17.82 

Winzel,    Arthur the   same    17.82 

CORPORATIONS. 
Congregation    Adath    Jeshuran    of   Jassy — 

Samuel    Karp    1,476.42 

New    York    Fruit    &    Produce    Co— City    of 

NY 129.78 

Duane   Press  Printing  Co the  same.  .280.41 

Ericsson     Coast   Defence   Co the   same... 

309.60 

Harweian    Co the   same    78.97 

Federal    Union    Surety    Co— Patrick    Wault- 

man costs,    06.00 

The    Fidelity    &    Casualty    Co    of    N    Y— 

the  same    costs,   104.00 

J  B  Owens  Pottery  Co — Le  Baron  Hunting- 
ton  72.77 

The    Hillside    Realty    &    Construction    Co— 

The  Syracuse  Co  of  N  Y 208.37 

Auto     Tally-Ho     Co — Brooklyn     Automobile 

Co 36.25 

Crescent  Mercantile  &  Realty  Co — Wm  Mc- 

Shane    Co ,..62.42 

Kinsey.   Burt  Co— Arthur  W  Smith.  .  .2,916.98 
William    R    Cole    Co— Chickasaw    Cooperage 

Co 872.13 

Pelham    Engineering    &    Construction    Co — 

Theodore    M    Hill .85.83 

The   New  Amsterdam   Land  &  Improvement 

Co— Unlo'n    Stove    Works 324.09 

J  H  Connelly,  a  corp — Corn  Exchange  Bank. 

318.82 


SATISFIED  JUDGMENTS. 

Dec.    7. 

"Ershowsky,  Barney- Schwarzschild  &  Sulz- 
berger  Co,    1S98 201.48 

Frank.    Augene — National    Discount    Co,    1906. 

407.47 

Gottschalk,    Emit— W   Gartner,    1906 227.25 

"Lynch,  J  Thomas  and  John  Lerscher — City  of 

N    Y,    iniKi    187.78 

Marx.    Mike— J   Goetz,    1899 74.12 

Michkind,    Isidor— City  of  N   Y,    1906 74.04 

McQuade,    James    P— P    A    McLaughlin,    1906. 

86.27 

Pugh.    Paul   B— G   A   Schellenger,    1906.  .  .3.160.33 
iRosenkranz,    Joseph — M    Jacobwitz.    190G.  .253.18 

Slosson.    Harrison   T— A  Blewitt,   1006 191.06 

Same— B    C    McKenna.    1906 67.46 

Schmotz.    Frederick— G   B    Burnett   et  al,    1905. 

2,707.52 

Same— G    B    Burnett    et    al,    1906 96.52 

Tailer,  Edw  N  and  Mary  A  Duer — Pratt,  Hurst 

&    Co.    Ltd.    1906 111.40 

E    Gottschalk    &   Co— W   Gartner,    1906 255.19 

« 

MECHANICS'  LIENS. 

116— Delancey  st.  No  192V4.  Garaventa  Cavello 
Co  agt  Wm  Barnett  and  Morris  Robinowitz. 
130.00 

117- Washington  st.  n  e  cor  llth  st,  75xll.5x 
in  eg.  Pneumatic  Whitewash  Co  agt  Build- 
ers   Construction    Co 300.00 

US— 142d  st,  n  s,  lOO  e  Broadway,  75x109.10 
to  143d  St.  John  Leven  agt  Jacob  Kotlowsky 
500.00 

Ufl_.30th  St.  Nos  33  to  37  East.  Herrmann  & 
Grace     agt    The    Thirty-five    East    Thirtieth 

Street   Co   and   Amsterdam    Building   Co 

1.212.00 

1:;0— 142d  St.  n  s.  100  ?  Broadway.  75x199.10. 
to  143d  St.  H  J  Hoerner  &  Sons  agt  Jacob 
Kotlowsky  and   Bella   Kotlowsky 4.725.00 

121— llth  av.  e  s.  56.10  s  24th  st.  GOxKH). 
Dunbar  Box  &  Lumber  Co  agt  Morse  Estate 
and    Frank    Burghard    163.92 

122— 135th  St.  s  s,  100  w  Amsterdam  av,  275x 
100.  Boleslau  Jelinski  agt  William  Sax. 
Samuel   Sussman   and    Harry    Halpin.  ..  1,450.00 

12;i — Lenox  av,*  No  55.  Leonardo  Carlo  agt 
Abraham  Scheinberg  and  Di  Giustino  Es- 
posito 80.00 

124— Fox  St.  n  e  cor  15l>th  st,  10:ix.85.  National 
Fireproof  Sash  cS;  Door  Co  agt  Philip  &  John 
Yockel    and    Bronx    Borough    Realty    Co.. 200. 00 

l'_>.i— lO.Sth  st,  No  228  Bast.  John  Russo  agt 
Louis   Pittle   and   George   Blumenthal. ..  .105.00 

126— 17.8th  St.  s  s.  lOO  w  St  Nicholas  av,  lOOx 
90.10.  J  W  Wilson  et  al  agt  Harry  M 
Adelson   and   John    La   Spina 100.00 

127— 115!h  St.  No  '268  West.  John  F  Cronin 
agt  Laura  Elsoffer,  Isidor  Rosenthal  and 
Joseph    Mueller    112.26 

12.8— 115th  st.  No  270  West.  Same  agt  Joseph 
L  Klein,  Isidor  Rosenthal  and  Joseph  Mueller 
112.26 

129— 1.3Sth  st,  Nos  915  to  925  East.  August 
Vahlen    agt    Harry    Goodstein 80.00 


The  text  o£  these  pages  Is  copyrighted.     All  rights   are   reserved.         Notice  is  hereby  givon  that  infringemetit  will  lead  to  prosecution. 
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Cooper  Iron  Works 

JOHN    COOPER,   PROPRIETOR 

Works :  Eoimett  Street  &  Avenue  D,  Newark,  N.  J. 
New  York  Office :  1  Madison  Avenue 


IRON  and  STEEL  WORK 

FOR 

BUILDINGS,  BRIDGES,  &c. 


i:iO— l-'ITtb  St,  s  s.  100  e  Riverside  Drive,  85x 
Sli.ll.  James  T  Riley  agt  Cathedral  Park- 
way   Realty    Co    and    Joseph    Wlodar. ..  .145.1)0 

i;!l— Madison  av,  Nos  18L'4  to  1834.  Hyman 
Tarter  et  al  agt  Morris  Okum  and  Louis 
Borowsky    4ti2.0t) 

13:;— College  av.  w  s.  UK)  n  Kj.'ith  st,  liOO.vDO. 
James  J  Sewall  agt  Applebaiim  Bros  &  Reis. 
l.'.IOO.OU 

133— Brook  av,  No  lllDi;.  Louis  Strauss  agt 
Philip   Meyerwitz  ami   Nathan   Sussman.  .138..'»0 

134— tITth  St.  s  s.  lOl  w  West  End  av,  lIOOx 
lOI)..").  Murtha  &  Sihmohl  Co  agt  Jafte  &  Co, 
John  L  and  Lena  Rubinsky;  also  Hyman  B 
Levine   and   Moses   Rubinsky    2G6.40 

135 — Avenue  A,  n  w  cor  72d  st,  :;5.\10(>.  Gus- 
tav  Kate  agt  Fannie  Fritz  and  Samuel  Fritz. 
:i.9(K).0U 

13(J— Forest  av.  Xos  9H4  and  iiBii.  Louis  Born- 
steln    agt     Emanuel    Solomon     140.00 

137— Webster  av.  s  e  cor  liOM  st,  50x100.  Bi- 
ondo'lo  GiochiDO  agt  Herman  Seiffert  and 
Salvat  L'Asperches    39.00 

♦ 

BUILDING  LOAN   CONTRACTS. 

Dec.  7. 
OSth    st,    s    s,    05    e    Lexington    av,    lUOxlOO.ll. 
Mishkind-Feinberg    Realty    Co    loans    Hyman 
Romm    to    erect    three    — sty    tenements:    4 
payments     11,500 

• 

SATISFIED  MECHANICS'  LIENS. 

Dec.   7. 
Ud  av,  e  s,  whole  front  between  With  and  100th 

sis.      Jackson    Mantel    &    Grate    Works    agt 

Haubeu  Realty  Co  et  al.   (Xov  3.  ISIOti)  .l.OOO.OD 
OSth    st,    s    s,    100    e    Lexington    av,    ItJOxloO. 

Vincenzo  Valenti   et  al  agt  Hyman  Romm  et 

al.       (Oct    20,     laOU) 1,675.00 

Park   av,    n  e   cor  S3d   st.      Jackson   Mantel   & 

Grate    Works   agt   Hauben    Realty .  Co.      (Xov 

3,    IWW)    3,3135.00 

OSth   st,    Nos    142   to    14S   East.      Silbersteiu    & 

Silver  agt  Hyman  Romm  et  al.  (Oct  19,  lOOii) 

504.00 

Same  property.     Jacob  Simon  et  al  agt  Hyman 

Romm.      (Oct   19.    1000) 425.00 

Same    property.      Acme    Metal    Celling    Co    agt 

same.       (Oct    19.    looiil 700.00 

98th   st,    Nos   142   to    14ii   East.     B   Seigmeisier 

agt    same.      (Oct    19.    1901!) tJOO.Ol) 

110th    st,    Nos    223    to    231    East.      Acme   Metal 

Ceiling  Co  agt  same.      (Nov  19,   190li). .  .700.1:0 
Same    property.        B    Seigmeister    &    Son    agt 

same.       (Oct.    19,    190H)     315.80 

Same    property.      Vincenzo    Valente    et    al    agt 

same.       (Oct    20,     lOOti) 700.00 

Same     property.       Morris     Cohen     agt     same. 

(Oct.    20,    1906)    450.00 

172d   st,    n   s.    100  w   Amsterdam  av,    175x94.0. 

Ferdinand    Steiger   agt  Julius   London    et   al. 

(Nov    21,    1903)     7,3011.00 

Clinton    st.    No   181.      Sam    Biller   et   al    agt   T 

Rudolph  Federman.     (Nov  28,  1906) 174.00 

'Lenox    av.    n   e   cor   143d   st.      Louis   H   Spero 

et  al   agt   Morris   Feldberg.      (Nov  21,    1906). 

105.00 

121st  st.  No  7  West.     Pierre  Wamy  agt  Robert 

Kuntzer.      (Nov    24,    1900) 30.69 

2d  av.   No  22S>i.     Maurice  Newmark  agt  Alex^i 

ander  Vannutello  et  al.     (Aug  9.  1906) .  .075.06 
=123d  st,  Nos  225  and  227  East.     Morris  Robias 

et  al   agt   Benjamin   Berger.      (Nov  26,    190S) 

2,400.00 

-Same     property.       Joseph    Wlodar    agt    same. 

(Nov    19,    1906)     275.00 

2d  av.  No  2288.     Maurice  Newmark  agt  Emma 

Crochicchia  et  al.      (June  2  1,   190!1) 4,S0.00 


JUDGMENTS     IN     FORECLOSURE 
SUITS. 

Nov.    30. 

Trinity  av,  w  s,  63.6  s  164th  st.  36.6x100.  Man- 
hattan Mortgage  Co  agt  Herman  Strauss;  Car- 
rington  &  Pierce,  att'ys;  Daniel  W  Patterson, 
ret.      (Amt   due.   if24,,S.S4.44.) 

8th  av,  Nos  2471  and  2473.  Louis  F  Levy  agt 
Louis  Levenson  et  al;  H  Seymour  Bisman, 
att'y;  Sylvester  L  H  Ward,  ret.  (Amt  due, 
$7,570.35.) 

Rivicgton  st.   No  330.     Maria  H  Rider  agt  Sam- 
uel   Klein;    John    M    Rider,    att'y;    Alexander 
Keogh,  ret.     (Amt  due,  .f3, 780.57.) 
Dec.    1. 

Amsterdam  av,  n  w  cor  174th'  st,  89.8x100. 
Standard  Operating  Co  agt  Samuel  Hoffman  et 
al;  Stern.  Christiancy  &  Rugelman,  att'ys: 
Myron  Sulzberger,   ref.      (Amt  due,  $14,774.66.) 

KtOth  St.  s  s.  375  w  Amsterdam  av.  15.5x99.11. 
Gustav  J  Staats  agt  Anna  G  Hesse:  Salter  & 
Steinkamp,  att'ys;  Warren  Leslie,  ref.  (Amt 
due.  .^3.095..jO.) 

Dec.    3. 

34th  st,  n  s.  225  e  11th  av.  runs  n  98.9  x  e 
23  X  n  98.9  to  35th  St.  x  e  50  x  s  98.9  x  e  25 
X  s  98.9  X  w  100  to  beginning.  Harris  D  Colt 
agt  James  B  Gledhill  exr  et  al;  Curtis.  Mallet- 
Prevost  &  Colt,  att'ys;  Edward  Browne,  ref. 
(Amt  due.  $91,980.) 

3d  av.  s  s,  46  n  Tremont  av.  20x91. 10x20.2x 
90.11.     Mary   R   Fitzpatrick  agt  John   D  Crea- 


mer et  al:   Elbridge  E  Duvall,  att'y;  James  H 
Hickey,   ref.      (Amt  due,  $14,.S.S4.6fl.) 

lloth  st,  s  s,  125  e  2d  av,  175x100.11.  Louis 
Schlechter  agt  Gersou  Hyman  et  al;  Wm  M 
Golden,  Jr,  att'y;  Alexander  Thain,  ref.  (Amt 
due,   $22..59S.76.) 

East  River,  w  s,  between  middle  line  piers  561 
and  57;  right,  title,  &c,  granted  by  Mayor,] 
&r. 

Leasehold    to    docks  at    foot   of   Roosevelt   st.      ( 

Giand  st,  foot  of,  and  East  River,  ferry  housc.i 
docks.    &c,    leasehold,   &c. 

Half  of  pier,  n  s  Grand  st,  and  s  s  Broome  st, 
and  bulkhead  of  East  st,  in  front  of  block] 
bounded  by  Grand  and  Broome  sts. 

Bulkhead.  &c,  foot  East  22d  st:  also  ferry 
house,  rights,  franchises,  privileges  and  prop- 
erty owned  by  ferry  company. 

41st  st,  n  s,  90  w  bulkhead  line  East  River,  runs 
e  —  to  bulkhead  line,  x  n  —  to  42d  st,  x  w 
100  x  s  —  to  beginning,  leasehold  and  land  un- 
der water  lying  in  front  of  same  and  property 
in    Kings   Co. 

Knickerbocker    Trust    Co    agt    Brooklyn    Ferry 

Co   of   New   York:    Davies,    Stone   &  Auerbach, 

att'ys;  John  Quinn,  ref.     (Amt  due,  $6,773,541.) 

Dec.    4. 

61st  st.  No  415  East.  Wm  P  Moore  agt  Esther 
Blumenthal  et  al;  Simpson  Werner  &  Cardoza, 
att'ys:  Arthur  M  Levy,  ref.  (Amt  due, 
$4,606..S8.) 

Dec.    5. 

El.^mere  pi.  n  s.  475  w  Marmion  av,  25x100. 
Imogene  W  Steever  agt  Horatio  Wiswell  et  al; 
E  L  Barnard,  att'y;  Maximus  A  Lesser,  ref. 
(Amt  due,  ?2,.529.S7.) 

Dec.    6. 

Madison  av.  s  e  cor  9ii:h  st,  75.SxlO0x  irrc^. 
Samuel  Strasbourger  agt  Wm  F  Rohrig  et  ai; 
Strasbourger,  Weil,  Eschwege  &  Schallek, 
att'ys:  Geo  J  Gillespie,  ref.  (Amt  due. 
$64,0(!9.74.) 

137th  St.  n  s.  400  e  Lenox  av.  50x99.11.  Joshua 
Silverstein  agt  Benjamin  Sisserman  et  al;  Mor- 
lison  &  Schitf.  att'vs;  Patrick  F  McSorfv,  ref. 
(Amt   due,   .f3,131.) 


LIS    PENDENS. 


Dec.    1. 

7th  av.  w  s,  112.6  n  48th  st,  22xl2S.5x42.1x 
121.1.  Jerome  Vanderveer  agt  Sarah  A  Skin- 
ner et  al;  action  to  foreclose  mechanics  lien; 
att'y,  C  A  Wilson. 

Dec.  3. 

Broadway,  n  w  cor  99th  st.  50.11x100.  Chris- 
topher Ackerman  agt  Gustav  Stillgebauer; 
notice  of  levy;   att'y,    D  L  Gladstone. 

Lenox  av,  e  s.  whole  front  between  113th  and 
114th  sts.  201.10x125.  Henry  Mahar  agt 
Henry  J  McGuckin  et  al ;  action  to  imi^ress 
lien;   att'y,  H  Mahar. 

Washington  av.  w  s,  242  n  17Sth  st,  107.6x 
146  3x107x145.9.  Louis  C  Rose  agt  Isidore 
Robinson  et  al;  action  to  foreclose  mechanics 
lien:   att'y.  B  J  Kelly. 

22d  st.  No  239  East.  Joseph  B  Brockway  agt 
Alice  Horsfield;  notice  of  attachment;  att'ys, 
Goeller,   Shaffer  &  Eisler. 

96th  St.  No  36  West.  Olive  Erlanger  agt  Flora 
jGrodon  et  al;  partition;  aty's,  Hymes,  Woyt- 
isek    &    Schaap. ' 

79th  st,  s  s,  144  w  Avenue  A,  50x102.2.  G  H 
Gerard  Son  &.  Co  agt  Sam  Hyman  et  al;  action 
to  set  aside  conveyance;  att'ys,  Pressinger  & 
Newcombe. 

Dec.   4. 

127th  st,  Nos  313  and  315  East.  Louis  Cohen 
et  al  agt  Louis  Hurwitz  et  al;  counterclaim: 
att'ys,  Herman  &  Hirschman. 

John  st.  No  17.  Steward  Slosson  agt  Margaret 
Slosson  et  al:  partition;  att'ys,  Curtis,  Mal- 
let-Prevost  &  Colt. 

Columbus  av.  No  721.  Manhattan  Railway  Co 
agt  Frederick  Wittschell  et  al:  action  to  ac- 
quire title  by  condemnation;  att'y,  C  A  Gard- 
iner. 

118th  St.  No  10  West.  Adolph  Weisberger  agt 
Jeanette  Haims;  specific  performance;  att'y, 
L   A   Sable. 

Dec.    5. 

137th   st,   s  s,    125  w   Broadway,   130x99.11. 

141st,   st,   s  s,   125  w   Broadway,   125x100. 

140tr   st,    n   s,    125    w    Broadwav,    125x100. 

Washington   av,   w  s,    H)0  s   173d  st,   200x145 
John    Felix    agt    James    T    Lee    et    al;    action 
to  set  aside  deed:   att'y,   I  Josephson. 

Boston  Poast  Road,  s  e  s,  adjoining  lands  of 
of  John  I  Walker  and  A  Henike,  containing 
9  acres  and  70  square  rods. 

Boston  Poast  Road  and  Southern  Boulevard,  s 
e  s,  intersection  of  road  leading  from  West 
Farms  to  Hunts  Point,  containing  10  acres 
and   4S   square   rods.  j 

Boston  Road,  e  s,  intersection  w  s,  Southern 
Boulevard,    137. 9x43. 5x   irreg. 

Road  leading  from  West  Farms  to  Hunts  Point, 
w  s,  adjoining  lands  of  Ninth  National  Bank 
and   Chas   B   Beck,   containing  about   10  acres. 

Southern  Boulevard,  e  s,  adjoining  land  of 
Abraham  Denike,   containing  one  acre.  I 

Bronx    River,    high-water    mark    at    intersection' 

of  e  s  Barretto  Creek.  — x — .  Bronx.  ] 

Margaretha    Behrens    agt    Sarah    S    S    Sturges 

et    al;    action    to    impress    lien,    &c. ;    att'y,    R 

Turk. 


124th  st,  n  s.  10.)  e  Sth  av,  50x100.11.  Chas 
H  Wilson  et  al  agt  Abner  P  Bigelow  et  al; 
counter  claim;   att'ys.   Phillips  &  Avery. 

7i;th  stj|  s  s.  lOO  e  2d  av,  23x102.2.  Thomas 
F  McLaughlin  agt  Barnett  Hamburger;  ac- 
ton to  foreclose  mecranics  lien;  att'y,  J 
Kearney.  • 

56th  St.  No  4  West.  Charles  Pace  et  al  agt 
Chas  H  Cottrell  et  al;  action  to  foreclose 
mechanics    lien;    att'ys,    Pace    &    Simpson. 

Mecomb's  Dam  Road,  w  s,  28.3  s  w  153d  ^t, 
56.9x8(i.6.v;."iiixll3.6.  Florence  Stolz  agt  Fred- 
erick Robinson  et  al;  action  to  foreclose  me- 
chanics  lien:    att'ys,    Phillips   &   Avery. 

Park  av,  w  s,  1-25.10  n  116th  st.  25.6x90. 
Henry  Koelsch  agt  Bella  Rodman  et  al;  spe- 
cific  performance:    att'ys.    Bushby   &   Berkeley. 

Front  st.  No  36.  Alfred  P  Delcambre  agt 
Norman  A  Lawlor  et  al;  action  to  impress 
lien:   att'y.   A  Falek. 

Bergen   av,   e  s,    19.6  s  149th,   27.x99x25.9x9(i.7.   I 

Bathgate  av.  s  e  cor  Hobart  st,  103.3x134.6x1 
102.6,   Bronx.  | 

Willis  B  Dowd,  adm,  agt  Frederick  Goetz. 
indiv  and  adm.  et  al:  construction  of  will; 
att'y,  W  W  Mumtord. 

Dec.    6. 

59th  St.  s  s,  270  s  6th  av.  50x100.5.  ] 

Vandewater  st,  s  s,  217.11  w  Pearl  st,  50.x95x 
irreg.  I 

Louise  C  Payne  ag  tNorma  L  Munro:  notice  ot 
attachment;  att'ys,  Hoadly,  Lauterbach  &  John- 
son. 

72d  st,  n  s,  90.11  e  3d  av,  19.1x76..8.  Louis 
Zodikow  et  al  agt  Harry  Chessler  et  al;  notice 
of  levy:   att'y.   D  J  Gladstone. 

Central  Park  West,  s  w  cor  65th  st,  100.3x125. 
John  A  Philbrick  &.  Bro  agt  Samuel  B  Haines; 
ac'ion  to  foreclose  mechanics  lien;  att'ys, 
Sackett    &    Lang. 

42d  st,  n  s,  225  e  11th  av,  100x100.11.  Henry 
Murray  agt  Consolidated  Gas  Co  of  N  Y:  action 
to   declare  deed  mortgage:   att'y,   L  S  Phillips. 

5th  av,  n  w  cor  137th  st,  99.11x100.  Israel 
Cohen  a?t  Fannie  Branfield  indiv  and  admrx  et 
al;    partition:    att'y,    A   Cohen. 


FORECLOSURB    SUITS. 

Dec.    1. 

140th  st,  n  s,  125  w  7th  av.  100x100.  Wm  A 
Martin  agt  Joshua  Silverstein  et  al;  att'ys, 
Arrowsmith   &   Dunn. 

3d  St.  No  331  East.  Mary  A  Keys  agt  Benjamin 
Fox    et  a!;    att'y.    E   A   Isaacs. 

47th  St.  n  s,  560  e  7th  av,  40x100.4;  two  actions. 
East  River  Savings  Institution  agt  Alfred  S 
Ma^somson  et  al;   att'ys,   Hitchings  &  Palliser. 

Dec.    3. 

5th  av,  n  w  cor  1.37th  st,  99.11x100.  Simon 
Uhlfelder  et  al  agt  Israel  Cohen  et  al;  att'y, 
M    Silverstein. 

Concourse,  e  s.  239.5  s  McClellan  st,  50.2  x 
179. 2x  irreg  to  centre  line  of  Carroll  pi.  Wm 
F  Gohlke  agt  Edward  Smith  et  al;  att'ys, 
Phillips    &    Samuels. 

Vandewater   st,    Nos   17  to   27.  I 

Rose  st,   Nos  45  to  31.  I 

County  Holding  Co  agt  Geo  W  Munro  et  al; 
attys,   Merrill   &   Rogers. 

121st  St.  s  s,  83.3  w  1st  av,  16.7x100.11.  Abra- 
ham Nevins  et  al  agt  Paul  Zipkin  et  al;  att'ys. 
Bowers  &  Sands. 

Dec.    4. 

Cedar  av,   n  s,   lots  221  to  226,  map  of  Laconia 

Park,    Bronx.      Frank    C    Mayhew    et    al,    exrs 

agt  John  M  Parker;  att'ys.   Noble  &  Camp. 
135th   St.    s   s,    100  w    .-Vmsterdam   av.    275x99.11. 

State  Bank  agt  William  Sax  et  al;  att'ys,  J  J 

&   A   Lyons. 
81st  St.   Nos  204  and  206  East.     David  R  Levey 

agt  Gussie  Bernansky  et  al;  att'y,  P  Armitage. 
Bradhurst    av.    s    e    cor    14fith    st.    119.10xll2.6x 

irreg.     Bertha  Essman  agt  Henry  Arnstein   et 

al;    att'y,    I   Steinhaus. 

Dec.   5. 

15th    av.    s    s,    203    e    4th    st,    100x114,    Bronx. 

Samuel   Baturin  agt  Annie  Crystal;   att'y,   S  N 

Freedman. 
5th   av.    No   2.52.     John   L  Way,   exr  agt  Frank 

B    Martin    et    al;    att'ys.    Countryman,    Nellis 

&   Du    Hots. 
Vandewater  st.    Nos   17  to   29.  I 

Rose  St.   Nos  45  to  f>'t,  \ 

-Mice  Ledered  agt  Geo  W  Munro  et  al;   att'ys, 

Frank  &  Lederer. 
123d    st,    Nos    362    and    .364    East;    two    actions. 

Henry    Fulling    agt    Louis    Lese   et   al;    att'ys, 

Marks   &   Wielar. 
1.52d  st,  s  s.  225  w  Broadway,  100x99.10.  Joseph 

R    Brown    agt    Wm    E    Hebberd    et    al ;    att'ys, 

Myers    &    Goldsmith. 
5ih    av,    n    w    cor    137th    st,    99.11x100.      Simon 

Uhlfelder   et  al   agt   Israel   Cohen   et  al;   att'y, 

M  Silverstein. 
131st    st,    n   s,    100  e   12th   av,   50x99.11.     J   Ro- 

manie   Brown   agt   'Wm   B   Rogers  et  al;   att'y, 

T  Hooker. 

Dec.    6. 

112th  St.  Nos  314  and  316  Bast.  Samuel  Levi- 
son  agt  Lizzie  Isaac  of  Silverberg  et  al;  att'ys. 
Levy  &  Levison. 
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10th  St.  Nos  332  and  334  East.  Rose  Schindel 
agL  Morris  Goldberg  et  al;  att'ys,  Lese  &  Con- 
nolly. 

Boone  st,  e  s,  195. G  s  West  Farms  rd,  25x100. 
Board  of  Education  of  the  Reformed  Church  in 
America  agt  John  McGovern  et  al;  att'y,  H  D 
Van    Orden. 

Lots  375,  37(>  and  B  B,  map  of  Unionport,  Bronx. 
Robert  J  Rooney  agt  Mary  M  Henning;  atfy, 
W  J   Martin. 

JUDGMENTS. 

In  these  lists  of  Judgments  th«  names  alpha- 
betically arranged  and  which  are  first  on  each 
line,  are  those  of  the  Judgment  debtor.  Th«  let- 
ter (D)  means  Judgment  for  deficiency.  (•) 
means  not  summoned,  (f)  signifies  that  the  first 
name  is  fictitious,  real  name  being  unknown. 
Judgments  entered  during  the  week  and  satisfied 
before  day  of  publication,  do  not  appear  In  this 
column,  but  In  list  of  Satisfied  Judgments. 

The  Judgments  filed  against  corporations,  etc., 
win   be  found  at  the  end  of  the   list. 

1  Abbott.    John    N-Johu    G    Siegliug S6.8G 

3  Albers,    Henry    F— F   \V   Dodge   Co 172.72 

3  Alexander,    Henrv    P— Follen    Cabot,    Jr. 34. 72 

4  Adams,    Geoffrey   C— Edw   J   Smith 143.80 

5  Agan,    Jennie — Arthur    Collins     123.81 

5*Aronson,    George — Alessandro    D    Paoli.317.85 

Ti  the     same the     same 318.00 

5  Auchterloine,      Chas     J— O'Donohue      Coffee 

Co 106.54 

5  Alien.    Teresa— City    of    N    Y 54.30 

5  Arnstein.    Robert — Geo    F    Moore 218.6(> 

6  Adams,    Louis   B— J    Clinton    Robbins   et   al. 

141.00 

6  Anderson.    Michael    J— City   of    N    Y 110.14 

(>  Abbate,    Domenico— Fred   S   Schlesinger.337.91 

t>*Albino,     Pietro the    same 337.01 

B  Ader,     Morris—Ignatz    Bleich     113.41 

6  Aldo,    Joseph    A — Marceliuo    E    Canle 

costs,    32.41 

1  Brecher.     Samuel— Frank    Stoloff 97.80 

1  Breczinsky,    Ida    A— Ferdinand    T    Hopkins. 

488.68 

1  Bidwell.    Edwin    M— Security    Trust    &    Life 

Ins    Co     216.70 

1  Brody,    Nathan— N    Y    &    Harlem    R    R    Co 

et    al  costs     35  00 

3  Bellario,  Albert— Henry  P  Kaufman. .'.  .46.00 
3»Becker,     Emma    T     and     Chas    M— Wm     T 

Brill    443.41 

3  Beard,   Elizabeth  B— Willard  P  Little  et  al. 

1.203.56 

4  Baum,     Alexander — Abraham    Nechamkin. 

27.75 

4  Barone.    Louis— Bert    K    Bloch 245.70 

4  Bonner,    Leib — Morris    Neumon..  .costs,    64.85 

4  Berliner,    Max the    same costs.    64.85 

4  Bloom,    Bessie.  .  by    gdn— Ralph    Kempner. 

costs,   68.30 

4  Banno,    Guiseppe— People,    &c 100.00 

4  Bachman,    Leo  J— Jacob   Knell    60.41 

5  Bloch.  Arthur— .Julius  D  Marr.  .  .costs,  69.75 
5  Bronsveld,    Edward— Mutual    Milk   &    Cream 

Co 1,702.01 

5  Berestord,    Geo    C— Louis    WoUstein    et    al. 

257.07 

5  Bernhard,    Conrad— Richardson    &    Boynton. 

401.37 

5  Becker,     Samuel — German    Exchange    Bank. 

323.92 

5  Brady,     Nicholas    F — Louisa    Johnson. 

costs,    158.35 

5  Borowitz,    Morris— Harry    A   Casson 35.21 

5  Brennig,    Annie   C — Joseph    Walker 435.43 

5*Berrien,    Chas    A — Rotograph    Co 337.43 

6  Burroughs,    Geo    E— Edw    G    Siggers 120.91 

0  Bohrer.    John — Michael    Macnamara. ..  .329.72 

6  Brav.    Juan    L— Gorgian    Realty   Co 274.49 

6tBunker,  Wm  R— C  H  Arnold  &  Co 18.51 

6  Berber,    Samuel — Blumke    Berber. costs,    122.60 
6  Bronsveld,    Edward— Ntl   Folding  Box  &  Pa- 
per   Co 35.79 

6  Braker,  Henry  J— Isbell-Porter  Co 831.51 

6  Binney.    Harold — Portland   Co.... costs,    121.71 

1  Cervidalle,  Antonio— Gustav  Gomprecht.  .22.17 
1  Clark,    Edw    J— N    Y    House    Wrecking    Co. 

costs,    32.41 

3  Crocichia,     Emma— Annie    Fallon 493.61 

3  Chella,     Pellegrino — John    H     Meyer. 

costs,  10650 

3  Clark,    Kate    V— Samuel    Ulrich 125.80 

3  Conkling.  Fred  A— John  A  Jenkins. ..  .283.90 
2»Cheney.   Ida  J— Thomas  DeWitt 244.18 

4  Crimmins,    John    D — Annie    Robinson.  1.135.82 

4  Contarino,     Salvatori^People,     &c 3(X).00 

4  Canizio,    Pasquale the   same    .50.00 

4  Cahn,    E    Gray— Chas   P   Pearson 306.37 

4  Cohn,   Simon   E   and  Esther — Maria  T   Duer 

et  al 508.98 

4  Cusick,    Patrick — George    Barrie    et   al...20.72 

4  Cassidy.     Frank     J — Richard    J     Donovan. 

30,043.00 

5  Colburn,    Harry    B — Harry    Content    et    al. 

31,064.54 

5  Corn,  Chas  0— Altre  Kessler  et  al.  .41.442.15 
5  Cottlngham.    Thomas    F— James   F   McBride. 

170.91 

5  Cornceliri,      Francesco — Vincenzo      Cincinci- 

one 16.65 

5  Clark,    Cyrus    G— Paul    Jones 360.60 

6  Crystal,    Isaac— Herman   Schifter  et  al.. 193.71 

6  Casey,    Edw  J— Gerard   Hotel   Co 60.61 

6  Combs.  Isaac  S— James  E  Nichols  et  al.  160.47 

6  Conrad.    Felix— Louis    B    Quick 105.56 

6  Clarke,  Abner  R— Erastus  Hamilton 1.39.21 

1  Davis.    Mark— Jefferson    Bank 2S0.87 

1  Dufly,   Anthony  A— N  Y  Washer  Works  Co. 

27.31 

3  De   Marinis,    Louis— Geo   A   Pratt 118.91 

3  Di     Mego.     Joseph the    same 118.91 

3  Davis.    Frank    F — American    Bonding    Co    of 

Baltimore     20.32 

3  Dupont.    Helen— Swan   and    Edgar,    Ltd.  181.41 

4  Dodge.   Albert   C— O  J   Gude  Co   N   Y...  13.8.69 

4  D'Anna,    Bani— People,    &c 100.00 

4  Devine,     Thomas— John     Ramsay 2,093.47 

4  Dix,    Jacob   J— Isabel    H    Cohen 52.68' 


'David,    James— Memson    H    Peet..' 90.86 

Dworsky,    Solomon— William    Schiller   et   al. 

213.89 

De  Mar,   James   E— Hans  Hausen  et  al..42.74 

Dixey,    Henry    E— Roy   I    Foster    1,029.61 

Duer,    Mony   A   trustee — Pratt,    Hurst   &   Co. 

r.  .costs,   111.40 

Drujons,    .\ugusti — Marcus   Messner 97.69 

Elmendorf,    John    B— Brooks    Bros 253.38 

Epstein.   Albert — Emma  G  Hagadom. ..  .121.25 
Eagan,     Thomas    F— Richard    J    Donovan. 

30,043.40 

Erlinger.    George— City    of    N    Y 47.00 

Einberger,    John— Pierre    A    Gels 494.72 

Elias,  Michael  A— Williamson  Law  Book  Co. 

.93.08 


Emrich.   Joseph— G   Robitzek  &   Bro 76.22 

Everett,     Peter    J— Title    Guarantee    &    Trust 

Co 16.90 

Finm    John    T— Alexander    D    Chew 384.30 

*Finn.    John   T   and    Patrick   W the   same. 

204.77 

Friedman.  Samuel— N  Y  &  Harlem  R  R  Co. 

et    al    costs,    35. (XI 

Ferrari,    Charles— N    Y    Washer    Works    Co. 

79.08 

Freedman,     Fritz— Hebrew    Gemilath    Chas- 

sodiu    Ass'n     102.52 

Fidelman,  Morris — Edward  Krouman.  ..59.65 
Fielden,    Harvey  C— Charles  R   Diffenderter. 

costs,  505.00 

Frank,    Eugene — National    Discount   Co. 407. 47 

Falco,    Ferdinando — People,    &c 50.00 

Fassler,     John— George     Deuterman 40.84 

Flaum,  Samuel— Interborough  Rapid  Transit 

Co costs,    78.89 

Fleischer.    Jo.sef— Bernard    Goldberg    et    al. 

157.36 

Friedman,      Asher — Schuster,      Edelstein     & 

Co 76.42 

Fanning.    Thomas   J — Henry    M   Toch   et   al. 

608.62 

Fisher,  Robert  C— Patrick  Langford  5,965.52 
tFord,    Mary   B— White,   Potter   &   Paige   Mfg 

Co 149. 8:^ 

Forman,     Aaron— Alessander     Delli 317. .^5 

the  same the   same    31.s.(Mi 

Flower,  Albert— Southwestern  Oil  Co.. 491.11 
Freedman,  Barnett  &  Joseph — Nathan  Meyer 

204.35 

Goodstein,    Jacob — Brooklyn    Heights    R    R 

Co 107.50 

Glintenkamp,     Henry     and     Louise — Charles 

Glintenkamp     143.42 

Grawert-Zellin,     Fritz — Chas     R     Wurzburg 

317.22 

Gabler.  Emil  E— Johnson  Kahn  Co. .  .1,695.00 
Goldberg,    Samuel— David   Halpriu   et  al.42.46 

Gold.     Benjamin— Jacob    Liebman 44.95 

Goldberg.         Samuel — Joseph        Sugarman. 

costs.    199.78 

Gallanuer,  Edmund — Robert  B  Mackey.S540 
Geduld,  Meyer — John  M  Marvin  et  aI..157.92 
Gerard,    Caroline    B — Morris    I    Maibrunn. 

1,218.07 

Gardner,    Roberta — Herman    Harris    et    al. 

69.41 

Gershrin.        Morris — Yale        Laundry        Co. 

costs,  36.75 

Glickmau,    Nathan — George    H    Souther.  .68.08 

the  same John   A   Murphy   et   al..229.04 

Goldberg,    Isidor— Geo    H    Souther 68.08 

the   same John   A   Murphy  et   al..229.01 

Greaves.       Edmund — Louisa       E       Greaves. 

costs,   115.23 

Goodman.    John— Essie    Weisberg 253.34 

Grano,    Gaetano— People,    &c 300  00 

the    same the    same    3<K).O0 

Goldman.    Jacob— Theodore   C   Wood 434.09 

Gumprecht.     Gustav— Lucius    A    Waldo.. 69. 34 

Guttman.    Adolf — Ignatz    Kraus    65.43 

Gale,    Harriet— Thomas   G   Barry 214.69 

Sigler,  John  E— Chas  F  Schaller  et  al. 279.91 
Goldfarb.    Valentine — Lawrence    Ernst.  .063.68 

Greenblatt,    Isaac— City    of    N    Y .30. .52 

Giovana.  Joseph — James  Nichols  et  al.52.92 
Geba,   Alick — North  American  Distilling  Co. 

172.95 

Glatt,    Chas   C— Hattie  Levy    90.92 

Galanopula,     Constantine    S— Stoltzenberg. 

Co 879.72 

Gillen.    Joseph— Henry   Ullman    513.55 

Gibbs,    Walter   W— Mary    E    Ward 123.51 

Gottlieb,     Louis    S— Addison     S    Pratt 

24,227.22 

Haze.    Jacob — Solomon    W    Johnson 84.41 

Harbrecht,      Louis— McKiernan      Drill      Co. 

225  48 

Heymanu,  Edw  J— Franz  Schlechte.  .  .422.97 
Helmann,  Edw  J— Franz  S  Chlechta. .  .422.97 
Heranney,    Edward — Henry.  M    Susswein    et 

al 80.02 

Harris,    Benjamin— E    F    Foley    Co 1.39.92 

Heine,  Augusta — Franciska  Wiebke. ..  .641.07 
Horn.  Isidor  E  W — James  Riley  et  al...368  74 
Hayden,    Victoria — Jose   M   De    Birmingham. 

87.06 

Hatfield,    Stanley    M— Thomas    F    Murtha. 

costs,  61.93 

the    same Walter    J    Salomon. 

costs,   43.77 

Houghton,    Henry    O,    Jr,    and    Albert    T— 

Mary    A    Butler 1,885.57 

Houlihan,     Daniel     J — Daniel     Houlihan. 

2.035  47 

Hicks,  Erastus  A— Peter  Herzog  et  al. 1,118. 24 
Humphreys,    Anna    L — Wm    H    Jackson    Co. 

],S4.41 

Hutkoff,    Samuel— Wm    F    O'Reilly 331.01 

Held,    Clarence    D— Ellen    Moore .50  ,S2 

Hearne,    Paul    C the   same 46.17 

Hartman.    Peter   J— Acker.    Merrqil    &    Con- 

dit    Co 1,395.08 

Hawkins,    Wm    S— Cromwell    Bros 220.90 

Herklotz,     John     D — Alfred    Kessler    et    al. 

41.442.15 

Haulenbeck,    G    H— Robert   W   Raymond. 91. 97 
Hellthaler.    John — Jaros    Importing    &    Dis- 
tributing   Co 26.73 

Henschel.    Louis— City    of    N    Y 198.83 

Hornum,    Walter  H   C the   same 189.63 

Hunter,   James   L the   same 531.72 


5  Hurewitz.    Marks the    same    69.91 

5  Hoven,    William the    same    198.83 

5  Hannabury,    Leon    H the    same 198.83 

5  Henschel,    Louis the    same    197.81 

5  Herman,    John the    same     179.72 

5  Howard,    Michael    D— Munson    H    Peet.  .96.86 

5  Hulton,    Geo    B — Mendel    Gottermau    et    al. 

533.95 

6  Howth,  J   De  Lyon— Acker,   Merrall  &  Con- 

dit  Co    133.14 

0  Hughes,    Charles— Alfred   Nelson   Co 299.26 

0  Hall.    Chas    J— City    of    N    Y 35.70 

tl  Horowitz,   Samuel— Josiah  Kosh   37,40 

0  Hukoff,   Louis— Green  Mfg  Co 135.27 

0  Hutchinson.  James  M — Samuel  Lakow.  ,159.66 
(i  Hollister,  J  Douglass— Follen  Cabot,  Jr.  .34.72 

f!  Heciith.     Isidor— Herman     Stern     55.61 

;;   Ingram.      Harry      and       Alfred — Thomas      F 

Murtha    costs,    64.93 

■>         the    same -Walter    J    Salomon. 

costs(  43.77 

5  Insull,    Martin    J— City    of    N    Y 56.23 

1  Jenkin,    Chas    C — Rockport    Granite    Co'    of 

Mass 296.9S 

1  Jones,   James- E   B   Latham  &   Co 357.47 

3  Janelli,     Tony— Charles    Glass 89.91 

4  Jackson,   Henry — National   Discount  Co.  136. 45 

4  Jacobs,    Simon— Wm    F    O'Reilly 331.01 

5  Johnson,    Frances    M — Samuel    C    Herrman. 

100.77 

5  Jackower,    Charles— Solomon    G    Rosenbaum 

et    al 39.17 

5  Jappe.   Wm   E— City  of  N   Y 702.81 

5  Jennings,    George the    same    198.8^1 

6  Jacobs,  Maurice — Addison  S  Pratt.  ..  .227.22 
1  Kiustler,  August  B — Emanuel  Heilner  et  al. 

151.86 

1  Kahn,    Baruch — Augusti    L    Louis 156.44 

3  Keane,      David — Morris     Levin 89.72 

3  Kay,    James    M— Mary    A    Butler 1,885.57 

3  Kennedy,   David  E— Thomas  D  DeWitt. 244.18 

3  Keeler,     Mary    L the    same 244.18 

.3  Kennedy,     David     E^ the    same 203.79 

4  Kurtander.    Charles  and   Solomon — Abraham 

Nechamkin    27.75 

4*Kirbv,  Hayward  S— Herald  Printing  Co. 59.49 
4  Kane,    Peter    F— People,    &c.- 50  00 

4  Kimpel.    John    G — Katherin    Wuester 927.62 

5  Kelly.  Thomas  J— Dimock  &  Fink  Co. 432.00 
5  Koppel,    Chas    D — American    Surety    Co    of 

N     Y 246.00 

5  Kreiner,  Geza — Richard  H  Mirrison .  .112.46 
5  Kent.  Louis — Morris  Rosenbaum  et  al..64.86 
5  Kusnitzky,  Jacob — Morris  L  Potansky.  .26.54 
5  Krakauer,     Abraham    P— Chas    S    Collyer. 

1,204.90 

5  Klaff.    Adolph— City   of    N    Y 531.72 

5  Kuhn,    Louis    D    B the    same 198.83 

6  Kissam.  Henry  S— Loretta  E  Hicks 91.35 

0  Koehler,   John  W— Kate  T  Hughes 297.26 

6  Kourkoulis,    Methodios Stoltzenberg    Co. 

879.72 

t>  Keller,    Samuel   L — Caroline  Brown 69.41 

t»  Koenig.   Marcus — Louis  Back   54.72 

6  Kest,    M3X— Jefferson   Bank    464.68 

1  Levy,   Louis  J— Myer  Bach  et  al 1,749. ,32 

1  Lykens,  Wm  W— Edw  H  Van  Ingen. .  .199.93 
1  Levinson,    Philip — John   A  Philbrick  &   Bro. 

> 323  81 

1  Lester,      J     Francis — American      Newspaper 

Publishers    Ass'n     13.S.64 

3  Lederer,     Emil — Wolf    Lazarus    et    al. 

costs,   96.88 

3  Lampert,   Louis— James  T  Riley  et  al..368.74 
3  Lustgarden.    Sophie — Schwarzschild   &    Sulz- 
berger   Co 221.57 

3  Lang,  Simon— Samuel  Posner. ..  .costs,  12.72 
3  Lookstein,     Max     F — Alhambra    Realty    Co. 

costs.   22.41 

3  Lawton,  Newburg  D  exr — Fannie  W  Conklin 

5,320.00 

3         the  same Mary   L  Conklin 1.5.960.00 

3  the    same Alfred    Davidson    3,190.00 

4  Levy,    David   M   and   D    Mansfield — Matthew 

H    Beers     519.65 

4  Lew,    Harris — Harry    Zirn    .84.40 

4  Loike.    Chas    E— Chas    W    Thorne 5.58.17 

4  Lund.  Francis  B— Geo  S  Nichols  et  al. 944.81 
4  Lyons,     Timothy — Interurban    St    Ry    Co. 

costs,    107.88 

4  Lavelle,  Sarsfleld  P  H— N  Reynolds  Plumb- 
ers'   Supply    Co 4,002.00 

4  Leostin,    Wolff- Frank    F    Pek    et    al...l23.3T 

4  Lieberman.    Herman — People,   &c 200.00 

4  Larney,    William — Saunders    P   Jones   et    al. 

192.76 

4  Lamb.    Thomas — John    Ramsay    2.0r>3  47 

4  Levine.  Samuel — Louis  Steckler  et  al...40  51 
5*Le    Brun,    Isaac — William    Spies   et   al...44.65 

5  Love,    David— Harry    W    Baruch 30.31 

5  Lavid,     Richard     R — William     Stevenson. 

costs,    15.00 

5  Laudin,  Charles— Henry  Arnstein. ..  .6,056.82 
5  Levinsky,    Shea    &    Sussman — People,    &c.. 

500.00 

5  Lewis,    Oscar — Oscar  Finber    59.65 

5  Lessin.    Abraham— Rose   Mfg   Co.. costs,    73.54 

6  Lehman.  Chas  F— N  Y  Linoleum  Co... 363.44 
0  Loring.   Geo   E— William  Oppenheim.  ..  .100.41 

0  Levine,    Albert— Addison    S    Pratt 24.227.22 

1  Moo:e,    Dan    W — Buhne    Metal    Packing   Co. 

185.16 

1  Monahan,    Joseph    W— Joseph    Wielar  et   al. 

.59  40 

3  Molloy,  Frank  W— Arthur  A  Low  et  al... 58.76 

3  Miskind,    Oscar— Clarence   J   Davis 123.02 

3  Moller,    Annie,    admx— City    of    N    Y. 

costs,   98.75 

3  Mifflin,    Geo   H— Mary   A   Butler 1,88.5.57 

:;  Mai  tin.      Corinnc- Paul     Misch 78.33 

I'Mullcr.    Carl— Wm    H    Barron 478.78 

4  Murphy.   Daniel  J— Morris  H  Bernstein.  141. 24 

4  Miller,    John    A— Wm    H    McKenzie 109.27 

4  Marcus.   Henry— Richard  J  Donovan. .30.043.40 

4  Maxwell.    Theodore   L the   same. .  .30,043.40 

5  Malcohn,   Oliver  F — Louise  C  Evers. ..  .115.41 

5  Michel.    Freerick— Chas    J    Breck .398.12 

5  Meyer,  Louis — William  HoIIman  et  al.  103.30 
5*Mebery,    Nathan   B— Henry   H   Cordin   et  al. 

49.01 

5  Muller,    George— City    of    N    Y 168.13 


The  text  of  theae  pac«r  Ip  eopyrleljte4.     All  rlehtg  »re  reserve*.         Notice  l9  hereby  given  tbftt  Infrlnfement  wllj  lead  to  prosecutloq. 
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DENNIS  G.  BRUSSEL 

>-  ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

T.TGHT-H  EAT- POWER 


The  Brussel  Method  and  organization  is 
devoted  exclusively  to  the  electrical  prob- 
lem of  the  building.  Independent  plants 
installed,  or  wiring  for  street  service.  Writ« 
for  particulars, 

15  West   29th    Street,    N.  Y. 


5  Macklin,    John the    same    ^U- 

5  Marsh.    David the    smae    -Jg-e" 

5  Mealey.    James   J the    same    ib-M 

5  Matthins,    Louis    R- — the    same .lU-ls 

5  Michaels.    Meta the    same     \X4l% 

5  Merrill.    Charles the    same    ^l-,. 

5  Mertens.    Geo    H the    same 4S.oU 

h  Meuer,    George thff  same   . ... . . ...  •  •  •  *»-^ 

o  McKeoghfl  Jeremiah  P-John  F  J  McKeogh^^ 

5  McClintiii. 'Mac'seth'B-Homer   I   Ostsons. 

^  ^  ^ 1 0-Vv 

5  MaxheiiiiVr,  John"  H— Louis  Wollstein  et,.al.^^ 

3  Mathison,'   EileE-RodmiA'  B    Ellison    e't^^l.^^ 

5  Metzger,'  Harold— Morris's  Ruhin ^^1.03 

5  Mattin.    A    Kiba the    s.ime ibl.Oo 

r.  Mueller.    Frank— Max    Nestantcner ■^.^■•\i 

5         the    same Meyer    Resnick    i-'JViv 

3  Moran,  James-Walter  S  Sheafer  et  al.. 64.41 
.T  Meeks,  Samuel— Harry  H  Van  Saun. . .  .60.47 
5  Millspaugh,    Theodore    M-Rotograph    Co^.^^ 

5  McCollom.  James— Geo  L  Storm  &  Co.. 518.53 
(!  McKeogh,  John  T  J-Jeremiah  P  McKeogh 

113.50 

(i  McPliee.  Wiilie— Lillian  D  McPhee. ..  .101.22 
(i  McKenna,  Patrick-American  Steel  House^Co^^ 

fi*Mulier  Carl— Diamond  Point  Pen  Co... 170.10 
(i  Mackaje,    David   M-Eiliphalet  W   "^^^^^-^YAVi 

0      'the   "same the    same -'^i!??! 

fi         the  same the  same  i  -l.'n -- 

0         the  same the  same   1,  i.o. 

6  the  same the  same 


128.54 

3  Nilon.     Michael— George     Kircher l'}'?;!? 

4  Nelke,     Herman- Mary    J    McNeil.. ■**%]: 

4  Naginsky,    Isaac-.Mlen    Ditchett   Co.. .  .411  _1 

4  Nowotay.    Anton— Christine    Henderson. 28-.()0 

5  November,    Morris— William    Spies   et   al.44,bo 

5  Noerman.    John— Edw    G    Benedict faJ.49 

5  Naginsky,    Abroom   and    Isaac— Leo    Ratner. 

1  Orenstein!     Ilarry— Frank     SloloEf 97.80 

4  Ognibene,    Guiseppe— Interurban    St    Ry    Co. 

costs,  10S.S8 

5  Onderdoiik",  "Shiriey— Spies    &    Long 2-3.49 

5  O'Connor,      Edmund— United      Mutual      life 

Ins   Co  of   Portland,    Me costs,   8h.i8 

0  Okun.   Morris— Addison  S  Pratt 24, --t  — 

3  Perrie,    Clara  P  or   Solomon— Jacob   I  Kap- 
lan et  al  114. do 

3  Purcell.    Edw   W-John    P    Schurchman.  42,nG 

3  Pratt.    Albert    H— Mary    A    Butler. .  .l,Sto..j.7 

4  Platek,    Aron— Gustavus    Sidenberg    o.».bb 

4  Palser,    Joseph— Jacob    Liebman    AS,i- 

4  Pierce,    Robert-Mary    E    White  ......  ..--4  (i. 

5  Perkins,  Albert  N— Stmuel  J  Hart.  .4.5.0.  il 
5  Potter.    Amy    E    admx-Interborough    Rapid 

Transit    Co ^^''^'^  ?,i;-S 

(>  Price,    Joseph— Barnett    Schnitzer l'-?,l'^S 

0  Polakotf,  Eden— John  A  Anger  et  al.costs,23.0b 

G  Parker,  John  H— Leo  Stein -^.T^ 

(1  Pagelow,  Alfred-Elizabeth  T  Guindon.  .lOo.ji 
(i  Persth  John  P— Theodore  Schmalholz.41V).bl 
0  Pierce,'   Chas    D— James    H    Phelan.  .10.lol.b8 

0  Pelham,  Eugene  T— Horace  F  Chase.  .49.08 
fi  Penfold,    Saxley   V— John   C   Ardagh.  .I,0i3.2o 

1  Riseley,    Edmund— Nineteenth    Ward    Bank. 

301. -jO 

1  Ro's'off.  "Samiiel  "r— .i   J    Hemphill ^^-^^ 

1  Rosenberg.  Ida— Simon  Wiener  ct  al...91.0o 
I'Reise.    Mary    and    Edward— James   S   Andri- 

accio     'lo.-jo 

3  Ruggia,    Giovanni— Geo    A    Pratt ■■llSf*' 

3  Rosenthal,  Sarah— Maynard  N  Clement.  .io.h2 
3  Rivers,    Clarence   T— Francis    W    Hunnewell 

et    al 4,-V?-,°^ 

3  Robinson,     .Augustin    D— Chas    T    Bostmck 

gt    al liO.ol 

3  Rourke,    Michael    B— Joseph    Liebling... 120.15 

3  Riker.    Edw    W— Henry    C    Harris xZTiii 

4  Reibstein,    Emit- Hebrew    Pub    Co V-ioo 

4  Rogers.    R    M— Simon    Hessnstadt l°-r, 

4  Rogers     Mary    E— Herman    Kuhlmann.  .181.^4 

4  Radiga'n,    Bernard   J— Wm    H    Baron 478.  c.8 

4  Robb.    James— Harry    K    Miller itl^i 

4  Rutz.    Oskar— Prank   F    Pels    et   al },\<j° 

4  Rolak,    Peter— People,    &c ^SSxX 

4  Ressi.    Michael the    same    n  nn 

4  Rogers.    Geo    M the    same    J29;?V 

4  Rosenthal.     Max— Ferdinand     Sleiger.  ..2i4.i4 

5  Rheinstrom,    Joseph    or    John— .4da    Gilbo. . 

699.80 

5  Roo'ney,   John"  J— John  W   B  Coleman  Co.. 
71.01 

5  Rice,     Jacob— Home     Ins     Co 2,134.14 

G  Rich.    Charles— Gorman    H    Lenney    1G2.17 

6  Radigan,  Bernard  J— Diamond  Point  Pen  Co. 

170.16 

0  Raneiii.    James— Aaron    Gruenberg 108.58 

G  Raegener,  Louis  C— Portland  Co.  .costs,  120.71 

1  Santeniello.     Emmiddio— Brooklyn    Heights 

R    R    Co 111.32 

1  Santeniello,    Maria the    same m  ^S 

1  Sparks.    Walter— Hermon    Frankfort 1-''-'-^' 

1  Snvder,    Oscar— Jacob    Michaels 6.34. .82 

3  Sudzen.    Herman— Leopold    Guild 434.41 

3  Solomon,    Clara    P— Jacob    I    Kaplan    et    al. 

114. 3o 

3  Schlesinger,  Henry  W— James  T  Riley  et  al 

36.8.74 

3  Simmons.    Edith — Akiba    Weinberg. 


3  Sneckman.  Geo  A— Daniel  J  Ambrose. 8.217.89 

3  Sing.    Oug   F— Hep    Sing   Tongehc 238.41 

8  Sugar.  Moses- Samuel  Handell  et  al.. 320.36 
3  Steinfeld.  Max— Herman  F  Nordeman.  .29.63 
3  Snow,  Frederick  W — Minor  H  Murray  et  al 

38.04 

S  Sennett,  James  B— Frederick  W  Paas.. 77.78 
3  Stage,     Daniel — Frederick     R     Champlin. 

344.44 


3  Smith,    James    J— Saunders   P    Jones    et    al. 

3  Smit"h,    "joh'ti '  P— Rosa    Herrmann '^'ii-^% 

4  Siegel,     Henry    W-Berg    Bros. ......... .3j>.6_ 

4  Stark,    Charles— David   Halprin   et   al 4J.4b 

4  Schornstein,     Herman-George     Deuterman.^ 

4  Strauss', "Max— j'oseph    Lahr   et   al l-j^^O 

4  Sidley,  Kyrle  G-Wm  H  Peckham...  262.61 
4  Southard.  Chas  H— Catherine  Grapaio. 3,824.0.5 

4  Seibert,    Godlove   C— Eagle   Lock  Co iii.oy 

4  Steinert,    Frederick    S— Nickelsberg    Bros    & 
Qo  1,209.44 

4  Schuitze,'  Louis  F— Samuel  P  Skinner,  .355.2!) 

5  Starace,    Maria— Filippo    Fico bbo.  lu 

5  Sues,    henry,    adm— Interurban    St    Ry    Co. 

...118.0.5 

3  Stamm," Nathan— Henry  Arnstein  ...6,036.82 
5  Schwartzreich,     Leo— William     Stevenson.^. 

costs,   lo.OO 

5  Sh'ain  'Joseph— Louis  Siegbert  et  al...l64.32 
5  Seidenfried,    Flora— Corn    Exchange    Bank.. 

101.33 

5  Shleren'b'e'rg," "  August— Alfred    Kessler   et   al 

5  Siegel,  'Tillie— Morris    L    Polansky 76.40 

5  Salomon.   Anna  M-City  of   N  Y 166.99 

5  Staub,    Jorn— Thomas    H    Harmer v^r?; 

3  Schoonmaker,  John  D— Home  Ins  Co. 2,134.14 
5  Stari-n,    John    H— Walter    R    Malloy. .  .5,269.30 

5  Scott     Chas    K— Jeremiah    Murphy I'lS-gp 

3  Smith,  Delavan  C— Gertrude  Kasebier.  .51.89 
3  Smith,    John    R— Rebecca    Smith,  .costs,    68.39 

5  Smith.    Wm    H— Benny    Hass ' 226.41 

3  Sinnott,    T    Joseph— Richardson    &    Boyntonj 

qq 139.(4 

3  Stolmack,'    b'a'vid— Daniel    Levensky    53.24 

3  Stock,    Muttel— Charles    Cohen    3o.8b 

5  Smillie,    Chas    F— Mendel    Gotterman    et    al. 

533.9D 

3  Spiess    '  Bruno    B— Union    Mutual    Life    Ins 

Co    of    Portland,    Me costs,    88.78 

5  Spillinger.    Albert    B— Edw    T   Piatt. 61.27 

5  Sankin,    Nathan    admr— Andrew    Hughes    et  _ 

al costs,    22.8o 

6  Sheridan'  Kate  by  gdn— Albert  LudrotE  et  al 

costs,    48.20 

etSonnenberg,    Anna— David    Eckstein    et   al. 

.283.04 

6  Schneider,     Peter- Clara    Wechsler     89.19 

0  S'sserman,    Benjamin— Johanna    Goodstein. 

580.55 

6  Scliwartz,    Arthur    E— Pennsylvania    Rubber 

Co  of  N  Y  73.36 

6  Spurr,    Chas    W,    Jr— Alfred    H    Mayhew... 

6,719.28 

6  Spolansky,    Abraham— Addison    S    Pratt 

24,227.22 

1  Thompson,    R    Percy— Herbert    E    Lawson. 

3  Thomas,     Louise— Jacom    I    Kaplan    et    al. 

4  Tiineck, '  Abraham— Wm    U    Hennenberger 

et   al -53.18 

4  Tutorni,   Paride— Francesco   Ruggiero   et  al. 

4  Taylor,   Georgiania— James  Weeden   112.59 

4  Tansola,    Carmine— Vito   Padote    5.520.0.3 

3  Trischett,  Albert  W— Wm  A  Squire, .  .12i.  i8 
3  Tompkins,     Edw     B— Patrick     Langford 

...    ...    5,963.52 

3  Taube,  Abraham— Samuel  Knobloch  .  .429.96 
6  Tillotson.    Philena— Leonard    Bronner.  . .  .77.6;i 

6  Tomaselli.   Amatale— Angelo  Saresi   419.49 

6  Taller,   Edw  N   trustee— Pratt,   Hurst  &  Co. 

costs,    111.40 

6  Thompson,  John  M— Gilbert  C  Hebberd,  Jr. 

128.01 

G  Tobev.   Edw  A— FoUen  Cabot,  Jr 39.72 

G  Underbill,   Fansher   H   exr— S  de  T   Blacks- 

ton    costs,    GS.S7 

3  Valentine,    Lucy  W— Mary  A  Butler.  .1,883.57 

3  Vassibiades,    Bella    C— Peter    Herzog    et    al. 

■ 1,118.24 

4  Vogel.    John— Isaac   Haft    86.05 

5  Vigorito.    Jack— Solomon    Proops    201.33 

6  Van    Schaick,    Chas    D— Edgar    C    Beecroft. 

698.34 

1  Woods,    Edward— Leopoldine    Obendorfer    et 

al 203. 16 

1         the    same — Emilv    Salomon 141.41 

1         the    same— Sanfo'rd    Wolf    193.30 

1  the    same— Hyman    Cohen    289.04 

3  Weinberg,    Max— Leopold    Guild    434.41 

3  Williams.     Fred    J— Israel     Semachowitz.     . 

costs,    12.41 

3  Weinstein,    Herman— Mary    Goldberg 51.41 

3  Wolff,  Meyer— Perry  Loewenthal  et  al.. 42.41 
3  Willes,    Frank    M— Pacific    Mutual    Life   Ins 

Co.. ,501.91 

3  Wirtii.    Henry    J— Abraham    Goodman.  .197.52 

4  Wolpin.  Harry— Yale  Laundry  Co. costs,  36.75 

4tWhitelau.    Isaac— Charles    Gulden    45.30 

4  Welsh,    Frederick   A— Bennett   Sloan    &    Co. 

100.31 

4  Watt.  Eugene  B— Herald  Printing  Co... 59. 49 
4  Waxman,  M  Murray— Manhattan  Leasing  Co 

331.51 

4  Walker.    James— People,    &c 1,000.00 

4  Wollbott,      Henry— Richard      J      Donovan. 

30,043.40 

3*Weber.    Jacob    and    Samuel— German      Ex-  _ 
change    Bank     323.92 

5  W^eisenger.    Joseph the    same     323.92 

3  Whitney,    Edgar   A— Munson   H   Peet 96.86 

5  Weber,    Joseph— Hobart    Electrical    Mfg   Co. 

293.30 

5  W'ashburn,    Henry    L,— Henry   H    Cording  et 

al 49.01 

5  Weisz,    Jacob— David    Reshofsky 192.30 

5  Wolff.  Gustave— Joseph  Eisenstadt  ...74.65 
5  Woehlkens,   Geo  H— Morris  Rosenfleld  et  al. 

83.18 

5  Wolf,    Joseph    and    William— People,    &c... 

IJMO.OO 


5  Weiss,    Adolph— Hyman    Levine    34.24 

5  Winter,     Henry    P    and    Arthur    A— Mendel 

Gotterman    et   al 533.95 

G  Watrons,    Chas    F— City    of    N    Y 110.14 

6  Wolf,    Pauline— Man    Ry    Co costs,    II8.80 

6  Weber.  Agnes  M— North  American  Distill- 
ing  Co 142.97 

G  Wattenberg,  Ferdinand  A— Eliphalet  W  Ty- 
ler    2,174.40 

6         the    same the    same 2,169.57 

(!         the    same the    same 1,790.77 

6         the    same the    same 433.47 

3  Young,    Frederick— John    P    Schuchman.  .67.24 

4  Yesky,    Emil— People,    &c 50.00 

1  Zipkin,  Paul— John  A  Philbrick  &  Bro.. 323.81 

4  Zimmerman,    Charles,   Jr— Elbert  D   Hower. 

112.23 

5  Zellweger,    John— John    S   Sills   et  al 45.58 

CORPORATIONS. 
1  Merrill    Realty    &    Construction    Co— Percy 

P   Hopp    100.22 

1  Belros       Mercantile       Agency— Kathryn      T 

Woodmurn    60.54 

1  Ulster  &  Delaware  Blue  Stone  Co— Nine- 
tenth    Ward    Bank     501.36 

1  Merrill   Realty    &   Construction  Co— Jackson 

McShade    &    Co 331.23 

1  Union    Ry    Co— Joseph    Alessi 591.98 

1  Eagle    Fashion     Co— Kitab    Engraving    Co. 

.   136.73 

1  Dar«y    &    Speck— Henry    Meyerhofl 30.16 

1  The    Prudential    Ins    Co    of    America— Anita 

B    White    709.48 

3  Lispenard    Realty    Co— J    Sidney    Bernstein. 

120.11 

3  The'  Metropolitan     Paper     Box     Mfg     Co— 

Gatte    McQuade    Co 535.50 

3         the    same the    same    897.96 

3  The    Hillside    Realty    &    Construction    Co— _ 

Herman     Frank     74.76 

3  New    Y'ork    City    Ry    Co— Geo   J    Washburn. 

1.214.55 

3  Hotel   Florence   Co— Christian    Benjes. 2,289.61 
3  Broderick  Wind  Engineering  &  Construction 

Co— German  Grob  &  Son 291.03 

3  James    T    Hogan    Co— Locke    &    Smith    Co. 

costs,  39.53 

3  Bogen    Mills    &    Lumber    Co— Zeb    Mayhew. 

.   682.57 

3  Formigli    Art    Stone    &    Construction    Co— 

Ludowici     Celadon     Co 187.29 

4  Royal  Costume  Co— Wm  Eelsetin  et  al.. 66.37 
4  B  Joseph  &  Co— Solomon  Katz  et  al...210.02 
4  Consolidated    Telegraph    &    Electrical    Sub- 
way   Co— Hills   Bros   Co 446.75 

4  O'Rourke  Engineering  Construction  Co- 
Knickerbocker    Trust    Co 11,695.33 

4  C  H  Southard  Wrecking  &  Trucking  Co 
—Catherine    Grapaio    et    al 3,824.63 

4  Moline  Pump  Co— Le  Baron  M  Hutington. 
62.20 

4  S    Rarpen    &    Bros the    same 175.70 

4  Bebros    Mercantile    Agency— Rose    Gutman. 

32.85 

5  Rossvan,    Limited— Greenwich    Printing    Co. 

... 405.42 

5  J  Goldman  Realty  &  Construction  Co— 
Treodore    C    Wood    434.09 

5  Fifth  Avenue  Trust  Ca— Cassandra  H  Dudl 
ley 110.50 

5  Ithaca  Publishing  Co— N  Y  &  Pennsyl- 
vania   Co 1,887.81 

5  Metropolitan  Iron  &  Steel  Co— Isidor  Roda 
...     2,631.98 

3         the    same Louis    Ronda    326.48 

5  Manhattan  Sash  &  Door  Co— J  C  Turner 
Lumber    Co 664.11 

5  Stamford  Gas  Stove  Co— City  of  N  Y'.  .101.21 

5  The  Bassford  Realty  Co— Pierre  A  Gels. . 
* 494.72 

5  Powell  &  Martin  Co— Edw  M  Osborn  et  al. 
119.51 

5  Whitney  Construction  Co— Munson  H  Peet. 
96.86 

5  John  L  MeNelson  &  Bro  Co— Felix  Ruthen- 
burg 5,518.68 

5  The  United  States  Title  Guarantee  &  In- 
demnity  Co— Elizabeth   Griffin,  .costs,   67.35 

5  Interurban    St    Ry    Co— Vincenzio    Sammari- 

6  New    York    City    Ry    Co— Elise    Rosenbusch. 

597.62 

6  Publishers'  Fashion  Co— Robert  G  Bremner. 

156.57 

6  Doubleday,    Page   &   Co— Ellen   R   Dorsett... 

2,207.50 

*  Weiss  &  Klau  Co— Felix  Schlesinger. .  .264.41 
6  Hungarian   Peasant   Ball   &  Amusement  Co. 

—City  or  N  Y   105.90 

G  George    Halbert   &    Co   of    Brooklyn the 

same    1,820.84 

6  Edison    Johnson   Electrical    Mfg    Co the 

same    746.10 

6  Missouri   Ry  Construction   Co the  same... 

2,932.54 

6  Alexander  Typewriting  Co— Geo  W  Fairchild 

1,566.75 

6  Cohen    Pharmacy— 0    L    Flaccus    Glass    Co. 

106.14 

6  New  York  City  Ry  Co— Olin  D  Gray 345.81 

6  Knickerbocker  Piano  Co— William  Wickham 

840.64 

6  Interurban    St    Ry    Co— Thomas    O'Rourke. 

338.66 

6  The  American  Ink  Co— Stephen  &  Conrow  Co 

3,955.64 

6  Interurban   St   Ry   Co— Annie   Seaman.  ,394.30 
6  The    Chester    Mills— Eliphalet    W   Tyler 

2,174.40 

6         the    same the    same 2,169.57 

6         the    same the    same 1,790.77 

6         the   same the   same 433.47 

6         the    same the    same 128.54 

6         the   same the   same 275.46 

6  The  Knickerbocker  Trust  Co— City  of  N  Y. 
costs,  139.77 
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The    Ilandv    System    \ii    Retord* 
What    '^vstem    Have    Sou? 
How    Much    Does    Yours   Cost 

The    price  of  ours    is  onl)/    Tweniy    Dollars  a  Ytafr, 
KECOKl)   AND  GUIDE,    f4-i6   Vesey   Street,   NEW    YORK 


SATISFIED  JTJDGiMSNTS. 

Doc.    1,   3,  4,   5.  6  aud  7. 

Alderdice,  M  Elizabeth— A  V  Taylor,  1006. 501.34 

^Barron,    Wm   H— J  Crane   et  al,    1905 896.10 

'Bora.    Frank   and   Antonio    Sorge— People.    &c, 

19(j(j    1.000.00 

Burnetii  Bordock— Alfred  brume  Co,  1905.84.71 
Bogert,    Albert   R—F   W   Creegan,    190G.  ..  .234.31 

Cable,    Wm    A— D    Wilson,    1900 125.00 

"Clothier,   Isaac  H— D   De   Kremen,    I'JOS.l.OTS.OO 

>Fuchs,   Isaac— Dept  of  Health.   190C 2i;o.00 

'Friend,    Banned— Tenement  House   Dept.    1906. 

204.91 

■Same^^'same'.'  1900    264.90 

Gossett,    Solomon— M    Gossett.    1906 63a.30 

Green.  Thomas  H— H  B  Taylor  &  Co.  1902,2,87.74 
Gorafalo,  Patrick— N  Y  Telephone  Co,  1904.42.60 
Gazzam,    Edwin   V  D— G  Van  Cott  et   al,    1906. 

130.93 

Gllmore,    Ch'as    H— W    M    Hinton    et    al,    1900. 

170.56 

Garrett,    Anna— E    M    Crane,    19110 225.21 

Jacobs,   Isaac— A  Eugelberg  et  al,   1S93 914.91 

Kidansky,    David    and    Louis   J    Levy— M    Bach 

et    al,    1900    1,749.32 

Kennedy,    Carrie    S— Rock   Plaster   Co   of   N    Y 

&   N   J.    1901    372.91 

Levy,  Abraham  J— G  W  Cole  et  al.  1906.589.99 
Lawrence,    John   J,   Jr— W  Carroll  et  al,    1906. 

...    152.38 

Levy,    Jacob— J    Lubitz.    1906 336.40 

Lewenhot,    Louis— S    D    Tomback    et    al,    1906. 

198.83 

Levy,     Frederick    and    Max    Nowak— M    Fink, 

1906    123.19 

Love,    Samuel— M    I    Hennen.    1003 2.610.28 

Lichtenstein,    Sol— J    E    Whiting,    1906 796.85 

Monell,    Mary— J    B    Lord,    1S92 1,585.41 

"Matthews.   Samuel  L— A  Rawitser,  1898.6,801.31 

"Same P    Jacobs   et   al,    1898 1.153.00 

Meegan,  Frank  W— W  Nieman  et  al,  1905.. 83.32 
O'Grady,    Joseph    F    and    Bridget— H    Fromme, 

1905    321.57 

Ottenberg,    Simon    and    Henry— C    B    Fromer. 

1904     1,252.92 

Same C    E    Fromer.    1906    140.50 

Same same.    1905    163.40 

Pino,    Arthur— A    Gash,    1005 137.00 

Potter,    Paul   M— T   Dixon,   Jr,    1906 534.72 

Permansky,    Max— J    Jacobs,    1906 6,671.33 

Rathborne,   Chas  L  and  Robert  W,  Jr— S   Lee, 

1906    3,908.47 

Rosenberg,    Joseph— MResnick.    1906 592.40 

Ritter,    Benjamin— F   Marcus,    1906 423.30 

Rigney,    C    Samuel— Isaac    Goldman    Co,    1905. 

.   .      , 92.03 

'Robertson,    Archibald— S    Hyman.    1904, .  .341.71 

"Same same.     1904     343.10 

Snyder,    Tlieresa— M    Mitchell.    1906 101.83 

Same same.    1906    660.13 

'Siegel,  Moses  and  Julius  Berliner— People,  &c, 

1906    1.000.00 

Saul,  Charles  and  Tillie— The  Bowery  Bank  of 

N   Y,    1901    2,117.20 

iToher,   Julia— H  G  SiUeck,   Jr,   1905 44.61 

Wallenstein.    Samuel   L— H   B   Pick.    1905.. 145. 71 
'Ward.   Caroline  S  and  Beverly— R  H  Hutchin- 
son,   Jr,    1905 2,732.66 

CORPORATIONS. 
New    Netherlands    Realty    Co— W    A    Lambert, 

1903    120.90 

Same H    D    Watson,    1904 177.92 

"Rogers    Terra    Cotta    Co— S    Schoeijfeld,    1906. 

532.38 

Progressive    Realty    &    Improvement    Co    and 

Louis  L  Lemberg— M  N  Schleider.  1906... 27.56 
The    N    Y   C   &    H    R    R   Co— E    Kiernan,    1906.. 

600.00 

'Vacated  by  order  of  Court.  'Satisfied  on  ap- 
peal. 'Released.  ^Reversed.  'Satisfied  by  exe- 
cution.    'Annulled  and   Toid. 

MECHANICS'  LIENS. 

Dec.    1. 
1— Union   av,    e   s,   96.10  n   161st   st,    225x100. 

Rosenbaum   &    Stein   agt    Edw   G    Gollner 

$1,958.00 

2— 11th  St,  Nos  337  to  345  West.  I 

W^ashington  st,  Nos  719  and  721.  1 

Fredk    Pearce    Co    agt   Builders    Construction 

Co 601.00 

3— Crotona  Park  East,  s  e  s,  226.6  n  e  Pros- 
pect   av,     208x125.       Buffalo    Grille    Co     agt 

Henry     Villaume     429.00 

4 — Cathedral   Parkway,   No  52.     Anton  Larsen 
agt   Max   Hirshfeld   and   Arthur  Zeeman.356.00 
5— 137th   st,    s   s.    100   e   Riverside   Drive,   85x 
86.11.       Jacob    M    Leonhardt    agt    Cathedral 

Parkway    Realty    Co 2,480.62 

6— Central  Park  West,  s  w  cor  65th  st,  100.5 
xl25.     John   A   Philbrick  &   Bro   agt   Samuel 

B    and    Franklin    B    Haines 480.59 

7— 125th   St.    Nos  324   to   ,3;i2   East.      Rubin   & 

Marcus    agt    Dora    Dubinsky 1,325.00 

8— Union  av,  e  s,  96,10  n  161st  st,  225x100. 
Grossman    Bros    &    Rosenbaum    agt   Ervin    G 

Gollner    3,200.00 

9 — 48th  St.  Nos  257  and  2.59  East.  Wolf  Gel- 
band  agt  Harris  Cohen    333.00 

10— Park    av.    No    1351.      Adolph    Hopp    agt    H 

W    Little    41.25 

11— 146th  st,  s  s,  125  e  Broadway,  75x100. 
Builders  Heating  Co  agt  Pollack  &  Nathan- 
son 925.00 

12— 7th  av,  s  w  cor  127th  st,  100x77. 
Schwartz    &    Pomerantz    agt    Max    G    Reiser 

and    A    Feldman    Construction    Co 809.48 

13— Broadway,  s  w  cor  71st  st,  100.5x115. 
Marston    Lumber    Co    agt    Peter    D    Plunkett 

and  Sherman   Square  Hotel  Co 331.29 

Dec.   3. 
14— Madison  av,  Nos  1824  to  1830.     Sam  Lanes 
agt  Morris  Okum  and  Louis  Borowsky.  .475.00 


15— Amsterdam  av.  w  s,  100  s  166th  st,  30x100. 
Kimler  &   Cohen   agt   Nathan  Wilson 225.00 

16— 6th  st.  No  537  East.  Schwartz  &  Pomer- 
antz agt  John  Frey  and  A  Feldman  Construc- 
tion    Co 85.00 

17— SSth  st  n  s.  107  w  Avenue  A,  40x87.  A 
E  Klotz  Fireprooflng  Co  agt  Cohen  &  Gold- 
stein     135.00 

18— Crotona  Park  EJast,  s  e  s,  226.6  n  e  Pros- 
pect av,  208x125.  Aaron  C  Horn  agt  Henry 
Villaume    275.00 

19— Classon  av,  w  s,  50  s  Mansion  st,  25x100. 
Clyde  H  Homes  agt  Louis  Benoist  &  George 
Wingendus    475-00 

20— 223d  st,  n  s,  230  e  4th  av.  50x100.  Same 
agt   Henry   Ceburee    242.00 

22— 5th  av,  n  w  cor  137th  st,  99.11x100. 
Thos    F    McCaul    Construction   Co    agt   Israel 

Cohn  and  Isaac  Branfleld 2.719.00 

23— 150th  St.  No  .546  West.  Chas  M  Gray  Mar- 
ble   &    Slate    Co    agt    John    NicoU    and    John 

Merksamer     150,00 

24— St    Nicholas   av,    w    s,    50  n    156th   st,    50x 

156.     Same  agt  same   410.00 

25— 1.56th   st,    n   s,   100  w   St  Nicholas  av,    25x 

100.      Same  agt    same 152.00 

26— Bryant    av.    No    1428.      Samuel    Lyttle    agt 

John   Doe   and   Michael   Normoyle .550.00 

27— Van  Nest  av.  s  s,  26  w  Van  Buren  st,  26x 
90.      Bernhard    Ebeling   agt   John    B    Marion. 

100.00 

28— 151st  st,  n  s,  whole  front  between  St 
Nicholas  av  and  St  Nicholas  pi,  — xll0.x— x 
100.  Aydley  Clarke  Co  agt  Apartment  Con- 
struction   Co,    Samuel    Mandel     and     Joseph 

Wlodar    225.00 

29 — St  Nicholas  av,  n  w  cor  146th  st,  76x 
100.      Same    agt    George    Doctor    and    Joseph 

Wlodar    215.00 

30— 69th  st,  Nos  315  to  323  West.  Sam  Adanes 
agt   F   C   Lamonte  and  J   Saron   Sheet  Metal 

Works     550.00 

.31_70th  st.  No  346  East.     Thos  F  McLaughlin 

agt   Barnet    Hamburger    109.00 

32— Clinton   st.    No  181.     Jacob   Efron   agt   Ru- 
dolph  Federman   and  Morris   Goldberg. .  .682.20 
33— Cathedral   Parkway,  No  52.     Anton  Larsen 

agt  Max  Hirshfeld  and   Arthur   Zeeman.356.00 
S4_Sth    st,    Nos    58    and    60    West.      Standard 
Plumbing    Supply    Co    agt    David    &    Harry 
Lippman.    John    Desertd,    Henry    G    Volkman 

and     Herbert    Arum     1,140.39 

35— Washington  av.  w  s,  242  n  17Sth  st,  107.1x 
145.9x107.1x146.3.     Louis  C  Rose  agt  Isidore 

Robinson     and     Edward    Resht ' 5,182.50 

,36— 58th  St.   Nos  5  to  13  East I 

.59th   St.    Nos  6   to   14   East I 

Amsterdam    Building   Co    agt   Wm   W    Astor, 
Riding  Club  of  the  City  of  N  Y'  and  Frederic 

B  Warren 3,554.47 

37— 156th  st,   n  s,  99.9  w  St  Nicholas  av,  25x 

99.11 

St  Nicholas  av,  w  s,  51.9  n  156th  st.  50x95.. 
William  Williams  &  Co  agt  Solomon  Merk- 
samer and  Louis  C   NicoU 520.00 

38— 156th  st,  n  s,  300  w  Amsterdam  av,  275x 
99.11.      Nathaniel   Wise    Co   agt   Louis   Mery-__^ 

ash    and   John    Norton 4,039.76 

.39— 135th  st,  s  s,  100  w  Amsterdam  av,  270x 
100.     Rappaport  &  Bosner  agt  Sax,   Sussman 

&  Halpin 5,200.00 

40— 1st  av.  No  964.  Fred  J  Fleck  agt  Eman- 
uel   Solomon    and    Meltzer    Bros 25.00 

41— Elsmore  pi,  s  s,  100  e  Marmion  av,  80x 
140.      Same    agt    W    C    Eagan    and    Meltzer 

Bros 70.00 

42— 107th  st,  Nos  62  and  64  East.  Joseph 
Habermana    agt    Weinberg    &    Golding    and 

Wolins  Bros 220,00 

43— 138th   st,    No   525   West.      Isidor   Rosenthal 

agt    Abrahm    &    Scheinberg 227.47 

44— 14th  st,  s  s,  75  e  Avenue  B,  25x100. 
Jacob    Schrer     agt    T     Clement    and    Tobias 

Schwartz 235.00 

4.5— Union  av.  No  817.  Samuel  Levy  agt  Harry 
B    Butfington,    William    Thompson    and    F    C 

Lomonte 150.00 

46— 128th  st,   Nos  64  to  68  East.     Lorgi  Geno- 

vese  agt  Louis  and  Joseph  Bornstein. ..  .550.00 
47 — Madison    av,    s    w    cor    119th    st,    80.11x75. 
C  H  Gerard,   Son  &  Co  agt  Okun  &  Borow- 
sky  3,000.00 

4.8 — Bronxwood  av,  s  w  cor  218th  st,  114x 
105.  C  CipoUa  &  Co  agt  Taylor's  Textile 
Works.    W.    Dudman   Taylor  and   J.   Sarsfield 

Kennedy 101.00 

49— Crotona  Park  East,  s  e  s,  226.6  n  e  Pros- 
pect  av.    208x125.      Richard   E   Thibaut,    Inc, 

agt   Henry   Villiaume 642.17 

50— 11.5th  st,  Nos  7  and  9  East.  Morris  Tal- 
kow    agt    A    I    Weinstein    and    Hyman    Man- 

heim 165.00 

51— St  Nicholas  av,  w  s,  50  n  156th  st,  51x86. 
Federal    Tiling    &    Mantel    Co    agt    Louis    C 

Nicoll   and   Solomon   Merksamer 240.00 

52— 156th  st,  n  s,  200  e  Amsterdam  av,  25x 
99.11.      Same   agt    same 270.00 

Dec.    4. 

53— Union  av,  e  s,  96.10  n  161st  st.  225x100. 
Rosenbaum     &     Stein     agt     May     B     Stras- 

bourger    and    Syndicate    Construction    Co 

1,958.00 

54 — Same  property.  Grossman  Bros  &  Rosen- 
baum   agt    same 3,200.00 

5.5— 2d  av.  n  w  cor  126th  st,  99.11x100.  Cas- 
mento  Roofing  Co  agt  Abraham  Small,  H 
Meryash    and    Small    &    Meryash 140.00 

56— 128th  St.  Nos  64  to  68  East.  B  Sieg- 
meister   &   Son    agt   Joseph   Bornstein. ..  .310.00 

57— Manhattan  av,  n  w  cor  109th  st,  85x90. 
Raffaele  Constantino  agt  Eden  Construction 
Co 394.20 

58— 163d  St.  s  s,  100  e  Amsterdam  av,  200x 
99.11.  Albert  F  Tuma  agt  New  England 
Construction  Co 3,300.00 


59— 118th  st.  No  232  East.     Otto  Freyberg  agt 

Alice   M   Lynch  and    Lynch   &   Co 156.00 

60— DeGraw  av,  n  s,  50  e  Cottage  Grove  av, 
21x100.     Same  agt  Alice  M  Lynch  and  W  J 

Lynch 32.00 

01— .A.venue  A.  w  s,  102  n  75th  st,  50x100. 
Samet   &   Schoenberger   agt  Philip   Levenson. 

500.00 

62— Brown    pi.    e    s.    50    n    135th    st,    50x100. 

Chas  C   W   Ackerman  agt  Charles   Levy.  .52.75 
63— East  River,   w   s,   225  s  149th   st,   175x250. 
Crane   Co   agt   N   Y'   C   &  H   R   R  R   Co   and 

Race    &    McClintock    Co 1,542.86 

64— SOth   st.   No  211  West.     Wainess  &  Foster 

agt    Philip    Eckel 96.50     • 

65— Avenue   A,    No   1413.     Harold   L  Rockmore 

agt    Sidney    Wallenstein 925.00 

66 — Satisfied. 

07— 35th  st,  Nos  454  and  456  West.  George 
Saunderson   agt  Estate  of  Jacob   P   Marshall 

and   James   J    McDermott 300.00 

68— t2d  st,  Nos  104  to  108  West.  Same  agt 
American  Radiator  Co  and  James  L  Mc- 
Dermott  1,044.00 

09— 79th    St.    No   137   West.      Same    agt   Geo   T 

Bonner    and    James    L    McDermott 346.00 

70— 107th  St.  Nos  62  and  64  East.  Alfred  T 
Johnson  agt  Rebecca  G  Golding,   Dora  Weis- 

berg,     Samuel    Weisberg    and    Golding. 

....   200ito 

71— Cathedral     Parkway,     No    52.       Harris     11 

Uris    agt    Max    Hirshfeld 500  W 

72— White  Plains  av.  e  s.  135.11  n  Sommers 
st,  48.3.\91.11.  E  H  Hinners  Sons  agt  An- 
gelo.    Ida,    Francesco    and    Modesteno    Perito 

and  Tude  Bros.   &  Herbert 247.28 

Dec.   5. 
73— 5th  av,  Nos  2162  and  2166.     Samuel  Bern- 
stein   agt    Margaret    B    Newington    and    

Brenner    210.00 

74— Henry  st.  No  164.  Bois  Sheet  Steel  Stair 
Co    agt    Epstein    Bros    and    John    Sakolsky. 

300.00 

75— Henry  st.  No  168.  Same  agt  Simon  Ep- 
stein   and    John    Sakolsky 300.00 

7(i_142d  st,  n  s,  lOO  c  Broadway,  75x199.10 
143d    St.       Patrick    Reddy    agt    Jacob    Kat- 

lowsky 8,822.50 

77— 135th  st,  s  s,  100  w  Amsterdam  av,  275x 
100.       Christian    Blayer    agt    Sax,     Sussman 

Halpin    ;.;.;.;.;    .;.;.;.;.     ; ;;.;. 1,600.00 

7.S— 131st  st,  Nos  528  to  532  West.  Victor 
Soderstrom  agt  J  Goldman  Realty  Con- 
struction   Co 765.00 

79— Avenue  C.  n  e  cor.  4th  st,  71x100,  Bronx. 
Unionport     Lumber     &     Mfg     Co     agt     James 

Reynolds    and    Thomas    Cowan 1,026.50 

SO— 1131U  St.  Nos  615  and  617  West.  Banzai 
Mfg  Co  agt  John  Doe,  Union  Construction 
Co,    Huntingfield  Construction  Co   and  James 

C    McGuire 133.25 

Pearl  st,    .  .os  59  and  61.  | 

Stone   st,    Nis  24   and  29.  | 

Slawson-Graham    Co    agt    Wm    J    Pigueron. 

1,620.00 

82— 137th  st,  Nos  13  to  21  West.  Clara  E 
Peterson    agt    Harry    Falk    and    John    Flam. 

178.42 

S3— 99th  St.  No  69  West.  Harlem  Iron  Works 
agt   Joseph    Wiener,    Jr,    and   John    H   Gault. 

226.(10 

84 — 42d  st,  Nos  104  to  lOS  West.  Y'ale  & 
Towne    Mfg    Co    agt    John    Hart,    American 

Radiator   Co   and   Saunderson   Bros 229.00 

,85— n4th  st,  Nos  98  to  110  East.  Lamport 
&    Horn    agt    Joseph    Sagovitz    and    Samuel 

Shapiro    1,200.00 

86— Union  av,  e  s,  96.10  n  161st  st,  225x100. 
Joseph    Rosenblum    agt    May    B    Strasbourger 

and     Syndicate    Construction    Co 1,675.00 

S7— Avenue   A.    No   1317.     Peter   Carucci  &   Co 

agt  Ellas  Kaplan.  650.00 

S,S— 111th  st,  s  s,  260  e  Manhattan  av,  runs  s 
101).  2  X  e  33  X  n  w  107.10  x  n  e  23.10  to 
8th  av,  X  w  —  to  beginning.  Eagle  Iron 
Works  agt  Bethoven  Englander  and  Fleisch- 

man    Realty    &    Construction    Co 2,900.00 

,Sii — 7th  av,  e  s,  whole  front  between  146th 
and    147th    sts,    200x100.      Same  agt   Pleisch- 

man    Realty    &    Construction    Co 6.300.00 

fio— llllh  st,  Nos  31)4  to  31S  West.  Minett 
Varnish  Co  agt  Harry  Schifl  and  Max  Cohen 

94.15 

01  -7th  av.  Nos  2308  and  2310.  Bregman, 
Rosenberg   &    Rutner   agt   Jennie   Marks   and 

Rosenberg    &    Co 260.09 

92— Crotona  Park  East,  s  e  s,  226.6  n  e  Pros- 
pect    av.     207.7x125.10.      Anton    Larsen    agt 

Henry    Villaume     150.00 

9.3— Fox  st,  n  c  cor  150th  st,  100.x85.  Jackson 
McGlade  Co  agt  Philip  Yokel.  John  Yokel 
and    Bronx    Borough    Realty    &    Construction 

Co 1,370.00 

94 — Amsterdam  av,  s  e  cor  163d  st,  100x45. 
White.  Van  Glahn  &  Co  agt  Charles  Gar- 
field   and    Morris    Bernstein 88.82 

9.5— USth    st.    No   232    East.      Morris    Goldberg 

agt  Alice  M  Lynch  and  Lynch  &  Co 200.00 

Dec.    6. 

96— Columbus  av.   No  424.     J  C  MacQuarrie  & 

Co  agt  John  H  Feldscher,  .\manda  L  Eitzen, 

and   Plymouth   Interior  Construction  Co.  .395.64 

97— )30th  St.   No  60  West.     Temple  &  Veroneau 

Co    agt    Columbia    College    and    Amsterdam 

Building    Co 1.1.S9.91 

98— 142d   st,    n   s,    100   e    Broadway.    75x199.10. 

George  Colon  agt  Jacob  Kotlowsky.  ..  .0,015.19 
99— 4th    st,    Nos    231    and    233    East.      Charles 
Jackson   agt  Abraham   Miller  and   David   Po- 

dolsky    350.00 

ino— Same    property.      Same    agt    same.  .1.200.00 
101— 142d  st,   n  s,   lOO  e  Broadway,   75x199.10. 
A  E  Klotz  Fireproofing  Co  agt  Jacob  Kotlow- 
sky  413.04 


Th«  text  ot  these  pages  la  copyrighted.     All  rights  arc  reaerred. 
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Free  daylight  can  be  delivered  anywhere  you  want  it  by  use  of  the  Luxfer 
System  of  Prism  Lighting.     Let  us  solve  any  problem  you  have.     The 
:^    >  results  we  get  will  amaze  you.    Telephone  3276  Gramercy. 

AMERICAN  LUXFER  PRISM  CO.,  160  Fifth  Avenue,  NEW  YORK. 


102 — Ridge   St.    No  145.      Herman   Steinbuehler 

agt    Lena    Soegel    and   L   Snoka 50.00 

103 — 5Sth  St.   Xo   7  East.     Temple  &  Veroneau 

Co  agt  Wm  W  and  John  J  Aster.  The  Riding 

Club   and    Amsterdam    Building   Co.  ..  .1.670.84 
104— 39th   St,    No   134   East.      Toscani   Bros  agt 

John  Doc  and  J  B  Snooks  Sons 24.00 

105 — (j5th    St.    No    105    East.      Same    agt    John 

Doe    and    Eugene    Staubsandt    50.00 

lot) — 41st    St.     No    41    East.      Same    agt    John 

Doe  and  A  Shapiro 103.00 

107— 142d    St.    n    s.    100  e  Broadway,    75x200  to 

143d    St.      Tafel    &    Rukeyser   agt   Jacob    and 

Bella   Kotlowsky    720.00 

108 — Jane    st.     No    49.      Joseph    Shanske    agt 

Joseph  SchitE 150.00 

109 — Same  property.     Moses  Altman  agt  same. 

225.00 

110— 35th    st,    Nos    454    and    456    West.      Kues 

Bros    agt    Estate    of    Jacob    P    Marshall    and 

James   L   McDermott 113.00 

111— Lewis  St.  No  111.     Psaty  &  Goldsmith  agt 

Saul     Amsterdam,      Samuel      Schulman     and 

Samuel    N    Katz 225.00 

112-107th    St.    Nos    62    and    64    East.      Harry 

Licbtman    agt    Dora    Weisberg,     Rebecca    G 

Golding.    Leo   L  and   Michael   Wolins.  ..  .442.00 
113— 58th   st,    Nos  4.52  and  454  West.     Central 

Iron    Works   agt   M    Abrams 210-OJ 

114— Madison   av.   No  1629.     Elix  E  Salkin  agt 

Mollie    Goldstein     2.98S.0O 

11.5— lUlth    st,    n   s,    113   w   Pleasant   av,    lOOx 

100.11 

120th    st    s    s,    105   w    Pleasant   av,    86.Sx 

99.11X    irreg 

Anton    Larson    agt    Max    Epstein   and    Harris 

Cohen    120.00 

^Editor  Record  and   Guide: 

The  liens  filed  against  A.  B.  Kight  and  H.  A. 
Van    Dietsch    are   unjust,    as    payment  has    been 
made  in  full.     The  case  is  to  be  carried  to  court. 
H.    A.    VAN    DIETSCH. 


BUILDING  LOAN  CONTRACTS. 

Dec.    1. 
Union    av,     e    s.     96.1    n     161st    st,     225x100. 
Samuel    Strasbourger    loans    Syndicate    Con- 
struction   Co,    to    erect   six   6-sty    tenements; 

—  payments 33.000 

147th    St.    s    s.    350    w    Amsterdam    av.    200x 

99.11.  Isaac  M  Berinstein  loans  Davis  Karp 
and  Morris  Heller,  to  erect  4  —  sty  build- 
ings;   5   payments 16.000 

2d  av.  e  s,  whole  front  between  99th  and 
100th  sts.  200x148.  Frank  Hillman  and 
Joseph  Golding  loan  Jacob  Levine.  Homer  A 
Millard.  Wm  H  Schmohl.  Albert  W  De  Long 
and  Herbert  P  Hutchings  trustees,  to  finish 
nine    buildings;    —    payment 12,0tK) 

236th  st,  s  s,   100  w  Oneida  av,  50x100.     Cen- 
tral   Mortgage    Co    loans    Geo    W    Lockwood, 
to   erect   a  —  sty   building;   6   payments.  .8.000 
Dec.   3. 

Bartholdi  st,  n  s,  30  w  Cedar  av,  25x100, 
Bronx.  Sadie  B  Clocke  loans  Pietro  Ber- 
nardini,  to  erect  a  2-sty  dwelling;  2  pay- 
ments  , 2,500 

Dec.   4. 

Garden  pi,  w  s,  111  n  Sommer  st,  24.7x100. 
Peter   Duncan    loans   Michele  M    Colombo,    to 

erect   a   —   sty    dwelling;   —  payments 2,100 

Dec.    5. 

Washington  av.  e  s.  144.10  s  Wendover  av, 
50x150.  City  Mortgage  Co  loans  Isaac  Halft, 
Samuel  Williams  and  Samuel  Grodginsky  to 
erect    a    6-sty    tenement:    S    payments. .  .35,000 

Washington  av,  e  s.  94.10  s  Wendover  av,  50x 
100.  Same  loans  same  to  erect  a  5-sty 
tenement:    8   payments    30,000 

112th  st,  s  s,  175  e  Broadway,  75x100.11. 
Metropolitan  Life  Ins  Co  loans  Joseph 
Kleinfeld  and  Samuel  Engelberg  to  erect  a 
6-sty   apartment;    3    payments 100,000 

142d  st,  n  s.  231.0  e  Alexander  av,  74.9x100. 
Kate  P  MeKenna  loans  Haase.  Lippman 
Construction    Co    to    erect    a   ^sty    building; 

—  payments    50.000 

Teller  av.  e  s,  474  n  169th  st.  50x81.  Theo- 
dore Wentz  loans  Isaac  Brown  to  erect  a 
2-stw    dwelling;    7    payments 11,000 

Spencer   pi.    w   s,    150  n   144th   st,   25x5S.lx25x 
60.6.     Richard  S  Collins  loans  Mary  Walpole 
to  erect  a   4-sty   tenement;   4  payments .. 7,000 
Dec.    6. 

Amsterdam  ap,  e  s,  whole  front  between  15Sth 
and  159th  sts.  199.10x106x200x106.  Abra- 
ham Ruth  loans  The  C  R  Co  to  erect  a  —  sty 
building;  9  payments    125,000, 


SATISFIED  MECHANICS'  UENS. 

Dec,    1. 
50th  St.  No  150  East.     Adolph  Reich  agt  Mary 

Lyons.      (July  31.    1906.) 22.30 

4Sth  St.  No  155  East.     Same  agt  same.      (July 

31.    1906) 14.00 

Attorney   st.   Nos   1.55   and   157.      Grill   &   HeEt- 

ner    agt    Morris    Goldberg    et    al.      (Nov    17. 

1906.) 425.00 

151st     St.     n     s.     145     e     Morris     av.     75x117. 

William   Laudon   agt   Evans   &   Cohen   et   al. 

(Nov   1.    1906.) 300.00 

39th  St.  No  520  West.     Otto  Reissman  agt  E  G 

Schoenberg.      (July  27,    1906.) 40.00 


11th  st.  No  512  East.  Same  a^t  same.  (July 
27,    1906.) 35.00 

Pitt  st.  No  123.  Same  agt  same.  (July  27, 
1906.) 50.00 

(wth  st,  Nos  133  to  143  West.  Franklin  Ma- 
chine &  Steam  Boiler  Works  agt  Empire 
Square  Realty  Co  et  al.  (Nov  9,  1906.).. 
1.850.00 

Grand  st.  Nos  107  to  113.  Same  agt  James  R 
Roosevelt,   Jr.   et   al.      (Nov   10,   1906). 1,400.00 

Dec.   3. 
1st    av.    No    124.      Otto    Reissmann    agt    E    J 

Schoenberg.      (July  25,    1900.) 35.00 

26th    st.    No    341    East.      Harold    M    Schwartz 

agt   Lena   K   Brunt  et  al.      (Nov   27,    1906) . . 

250.00 

26th  St.   No  327  East.     Same  agt  same.      (Nov 

27,    190B.) 750.00 

179th    St.    n    s,    100    w    Audubon    av.      George 

Sprickerhoff  et  al  agt  Wallach,  Reisler  &  Co. 

(Oct    5.     1906.) 248.00 

Lexington  av.  s  w  cor  123d  st.     Saverio  Feraca 

agt  John  Daniel  et  al.     (Oct  9,   1906).  1.225.00 
Same    property.      Samuel    Shanker    agt    Daniel 

&   Levin.      (Oct   9.    1906.) 155.00 

Same    property.      Thomas    C    Edmonds    &    Co 

agt    same.      (Sept    17.    1906.) 550.00 

Same    property.      William    Ehrlich    agt    same. 

(Oct  9,    1906.) 200.00 

Same  property.     Murtha  &  Schmobl  agt  same. 

(Oct    9.    1906.) 1.073.19 

Same  property.  Calogero  Dumminco  agt  Joseph 

Daniel  et  al.      (Oct  9.   1906.) 2.0OU.00 

Lexington  av.  w  s.  70  s  123d  st.  Frank  Barn- 
don  et  al  agt  same.    (Oct  25.  1906.) 50.00 

65th    St.    No   314    East.      Nicholas   M    Whimpie 

et    al    agt    Emma    L    Schirmer.       (Sept    12. 

1906.) 80.00 

72d  St.  No  46  Bast.     Adamax  Hefpel  agt  Oscar 

L  Richard  et  al.     (July  25.  1906.) 81.12 

Same  property.     William  Somerville  agt  Oscar 

L  Richard  et  al.     (July  25.  1906.) 250.00 

-Bathgate  av,  s  w  cor  184th  st.     John  W  Duni- 

can   agt   Arch    Realty   &    Construction    Co    et 

al.      (Nov   19,    1906.) 113.52 

Dec.   4. 
Minerva  pi,  n  s,   100  w  Concourse.     Josiah   B 

Tisdale   agt  Dorothea  Essig   et   al.      (Oct  23, 

1906.) 2,116.47 

Same    property.      John    J    Kouhn    agt    same. 

(Nov   1,    1906.) 200.00 

Same    property.      Gaetano    Ferrara    agt    same. 

(Oct  19,    1906.) 36.00 

East  Broadway,  Nos  137  and  139.  Alex  Horo- 
witz   agt    Harris    Sokolski    et    al.       (Nov    5, 

1906.) 700.00 

Same    property.      Isidore    Bregman    agt    same. 

(Nov    15,    1906.) 400  00 

Ridge  st.    No   145.      Louis   Bornstein  agt  Lena 

Gurgel.      (July  28,    1906.) 360.00 

Amsterdam  av,  Nos  1422  to  1432.     Theodore  C 

Wood    agt    Jacob    Goldberg    et    al.      (Nov    3. 

1906.) 2,463.64 

Same     property.       Isaac    A    Adler    agt    same. 

(Nov  5,    1906.) 210.00 

Same    property.       Louis    Bossert    &    Son    agt 

same.      (Nov    12.    1906.) 5,252.20 

Same   property.     Leo   Ludins  agt  same.      (Not 

3.    1900.) 5,129.68 

Same  property.     Rider  Ericsson  Engine  Co  agt 

same.      (Nov  S,   1906.) 690.00 

Same    property.      Union   Granite   Co   agt   same. 

(Sept   13.   1906.)    299.00 

Same    property.      Charles    Sherman    et    al    agt 

same.      (Nov   12,    1906.) 104.00 

=116th  st,  Nos  7  and  9  West     William  Cronin 

agt    Samuel    Bieneuzucht    et    al,       (Sept    25, 

1906.) .509.42 

-Riverside   Drive,   e   s,   224   n  127th   st.      Wan- 

derman  &  Heyer  agt  Bergen  Realty  Co.     (Oct 

2:1.    1900.) 750.00 

-Riverside   Drive,    e   s,    116   s   127th   st.      Same 

agt    Lispenard    Realty    Co.      (Oct    29,    1900.) 

750.00 

'113th  st,  Nos  70  and  72  East.     Louis  Levy  agt 

John  Doe  et  al.     (Aug  27,  1903)   112.60 

'2d    av,    n    e    cor    118th    st.      Samuel    Ratzkin 

agt  Jacob  T  Hildebrant.   (Aug  30.  1905.). 150.00 
=Same    property.      Vincent   Valentine   et    al   agt 

Jacob   S   Kanger  et   al.      (July  21.   1905.1.37.50 
'."7th  St.  s  s.  250  w  10th  av.     Henry  Sobel  et 

al    agt    Sheffield    Farms-Slawson    Decker    Co. 

(Oct   15.    1906.)    154.20 

'152d    St.    No    939    East.      Louis    Baumgarten 

agt   Yetta   Groebsch.      (Nov   20,    1900.). ..  .15.00 
=92d   st,    Nos   155   to   167   East.      United   States 

Mortar    Supply    Co    agt   Barnett    Hamburger. 

(Oct  11,   1906.) 328  23 

'Jane    st.    No    92.      German    Crob    &    Son    agt 

John    E    Duross.      (July   6,    1906.) 111.00 

Des.    5. 

East  Broadway.  No  49.  Bradshaw  &  Alkofl 
agt  Joseph  Solomon  et  al.  (Oct  8,  1906.) 
505.00 

Same  property.  Pruals  &  Zimett  agt  same. 
(Oct     9,     1906) 383.30 

Summit  av,  n  e  cor  164th  st.  Barney  Gold- 
man agt  Mary  Colleran  et  al.  (Nov  24. 
l!ioii) 750.00 

Minerva  pi.  s  s,  IfK)  w  Anthony  av.  Victor 
Magri    agt   Theodora    Essig   et   al.      (Aug    13. 

1906) 185.00 

(Aug    22.     1906) 170.00 

Warren  st.  Nos  82  and  84.  Steel  Vault  Light 
Construction    Co      agt     Robert     J     Masbach. 

22.3d  St.  s  s.  1.55  w  White  Plains  Road.  Clyde 
F  Howes  agt  Mary  Capoliopo.  (Dee.  1.  1906) 
272.00 

Forest  av.  Nos  964  and  966.  Newton  &  Isi- 
koff  agt  Emanuel  Solomon  et  al.  (Dec  4, 
1906) 85.00 


=Rivington  st.  Nos  313  and  315.  Louis  Rosen- 
berg  agt   Abraham   I   Spiro.      (Nov   13.    1906) 

489.00 

Dec.    6. 

Eldridge  st.  N"o  140.  William  Dansky  agt 
Rachel   Rines  et  al.      (Sept   19,   1906) 310.66 

29th  st,  Xo  261  West.  John  A  Murray  agt 
William   H   Smith  et  al.     (Nov  20,   1906). 36.08 

John    St.    Nos    76   and    78 | 

Piatt   St.    Xos   29   to  33 | 

The   Universal  Compound  Co  agt  The  Wood- 
bridge  Co  et  al.      (June  27.   1906) 345.00 

77th  St.  No  106  West.  William  Sherwood  agt 
-Millicent  E  Hewitt  et  al.  (Nov  28,  1906) 
■. 153.50 

Willis  av.  Nos  498  to  50(3.  Isaac  Gordon  et 
al  agt  August  Dreyer  et  al.  (Sept  20.  1906) 
1,150.00 

Same  property.  Sam  Kaplansky  et  al  agt 
August   Dreyer  et  al.      (Oct  1,   1906) 520.00 

li9th  st,  Xos  507  to  511  West.  Anton  Lar- 
sen  agt  Hyman  E  Ellender.  (June  28,  1906) 
480.00 

119th  st,  Nos  222  to  238  East.  Frederick  Jack- 
son &  Co  agt  Hauben  Realty  Co.  (Sept  10, 
1906)    4,936.63 

2d  av,  Xos  1920  to  1928.  Hornstein  &  Schifter 
agt  Hauben  Realty  Co  et  al.  (Nov  8.  1906) 
700.00 

55th  St.  Nos  333  to  345  East.  Gustave  Jack- 
son  agt   same.      (Sept   10.    1906) 1,500.00 

99th  st,  n  s.  100  e  2d  av.  Hornstein  &  Schifter 
agt   same.      (Xov   8,    1906)    600.00 

•Discharged  by  order  ef  Court. 
'Discharged    by   deposit. 
•Discharged   by  bond. 

♦ 

ATTACHMENTS. 

Deo.    1. 
German    Ins    Bank;    Geo    -M    Rittenhouse    &    Co; 

..2.290..56:    Blair  &    Rudd. 
The  U  S  Engineering  Co;  John  Berge;  ?1. 248.98; 

Porter   &  Barnes. 
Smart.    Mary    C    H;    James    W    Dunstan    et   al; 

$1,653.90;   T  L   Carman. 
Adams.    Frank    S;    James    E    Larrowe;    ?3,400; 

Wetherhorn   &  Link. 
Unique  Shipping  Co;   Morse  Dry  Dock  &  Repair 

Co;  $21,224.62;  Armstrong,  Brown  &  Boland. 

Dec.    4. 

Union  Securities  Co  of  Xevada;  Catlin  &  Powell 

Co;  $3,240;  H  E  Parker. 
Dec.    5. 
Boulle.  Henri  E;  John  W  Schaefer;  $20,252.21;  A 

L  &  S  F  Jacobs. 
Union    Securities    Co    of   Nevada;    B   H   Scheftek 

&  Co;  $14,400;   H  E  Parker, 
St  Louis   Motor  Car  Co;   Wm  J  Thompson:  $2,- 

851;   J  J   Vause. 


CHATTEL  MORTGAGES. 

Nov,  30,  Dec.  1,  3,  4,  5  and  6. 

affex;tixg  real  estate. 

Agid,  S.  133  Eldridge.  .Raisler  Heating  Co. 
Heating  Fixtures.  $950 

Cohen  &  Branfleld.  N  W  cor  of  137th  st  and 
5th  av.. Raisler  Heating  Co.  Heating  Fix- 
tures. (R)    1,450 

Carrier  &  Schatz.  W  137th  st,  s  s,  between  5th 
and  Lenox  avs.  .New  England  Mantel  &  Tile 
Co.      Mantels.  $9  each 

Ennis,  M.  304  to  308  E  62d..Caro  Mantel  Co. 
Mantels.  268 

Forman  &  Aaronson.  S  S  92d  st,  between 
1st  and  2d  avs.  200  w  of  1st  av.  .Kleinfeld. 
G   &  Co.      Mantels.  320 

Falk  &  Flaum.  130th  st,  n  s,  between  5th  and 
Lenox  avs.  .Kleinfeld,  G  &  Co.    Mantels.    1,031 

Hyman,  S.  79th  st,  near  1st  av..U  S  Gas  Fix 
Co.      Gas    Fixtures.  230 

Hochstim.  M.  134-130  E  13th.  .Raisler  Heat- 
ing Co.      Heating  Fixtures.  (R)   500 

Kantor  &  Sussman.  125th  st,  s  s,  100  w  of 
Broadway.  .Reedy    Elevator    Co.       Elevators. 

2  400 

Marks,  J.  iSOS  7th  av.  .Century  Gas  &  Elec- 
tric  Fix  Co.     Gas  Fixtures.  376 

Xicolls  &  Merksamer.  546-548  W  156th.. U  S 
Gas  Fix  Co.     Gas  Fixtures.  360 

Perliten.  J.  X  S  161st  st.  103  ft  e  Courtlandt 
av..Xational  Mantel  &  Looking  Glass  Co. 
Mantels.  308 

Solomon.  E.  964  Forrest  av.  .Consolidated 
Chandelier    Co.      Gas    Fixtures.  300 

Siegel  &  Root.  317-319  E  55th.  .Colonial  Gas 
Fix   Co.      Gas   Fixtures.  110 

Sohultz.    B.      173    E    Broadway.  .M    Barflel. 
Range.  40 

Walther  &  Weitzer.  IS.Sth  st  and  S  Boulevard 
..Century  Gas  &  Electric  Fix  Co.  Gas  Fix- 
tures. 700 

Wimple.  J- M.  306-312  E  72d..U  S  Gas  Fix 
Co.      Gas    Fixtures.  400 

Yockel.  P.  130th  st  and  Fox  st.  .U  S  Gas 
Fix    Co.      Gas    Fixtures.  375 

Zimmermann.  L.  320-.32S  E  oSth.  .New  Eng- 
land   Mantel    &    Tile    Co.      Mantels.  250 

For  other  Lis  Pendens,  Foreclosure  Suits. 
Judgments,  Satisfied  Judgments,  Mechanics' 
Liens,  Building  Loan  Contracts.  Satisfied  lil«- 
chanics'  Liens,  etc.,  see  pages  9S3,  986. 
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THIS  week's  stock  market  differs  but  little  from  that  of 
last  week.  It  still  wants  to  go  up.  It  shows  that  the 
moment  the  pressure  is  lifted,  whether  that  pressure  be 
tight  money  or  what  not,  that  the  market  in  trying  to  reach 
its  goal,  has  to  meet  half-backs  and  short-stops  and  every 
other  form  of  interference.  Yet,  notwithstanding  all  this, 
it  maintains  an  upward  trend,  with  here  and  there  a  stock 
like  Canadian  Pacific  or  St.  Paul  breaking  loose  and  making 
a  ten  point  advance  on  its  own  account.  Should  money  ease 
so  that  the  commission  houses  would  feel  encouraged  to  ad- 
vise buying,  a  smart  advance  along  the  whole  line  would  be 
a  certainty.  One  of  our  largest  bankjng  houses,  however,  ex- 
pressed some  fear  as  to  weight  on  the  market  of  the  new 
issues  of  stocks  by  the  New  York  Central,  Great  Northern, 
Northern  Pacific  and  St.  Paul  companies,  amounting  in  the 
aggregate  to  over  two  hundred  millions  of  dollars.  While 
the  rights  attached  to  these  issues  are  all  favorable  in  re- 
spect to  the  larger  holders,  it  is  fair  to  assume  that  they  are 
availed  of  almost  entirely  by  borrowers  of  money,  so  that  the 
new  securities  do  not  to  any  extent  find  their  way  into  the 
hands  of  investors,  and  can  only  be  digested  by  the  stock 
market.  The  point  made  by  the  banking  house  referred  to 
is  that  during  this  period  of  digestion  it  may  be  impossible 
for  these  shares  to  advance.  Great  care  is  being  taken  to 
assure  Wall  Street  that  there  will  be  an  increase  in  the  divi- 
dend rate  of  Reading  next  week,  and,  acting  on  this  in- 
formation, there  is  a  great  deal  of  short  selling  of  the  stock. 
It  will  be  interesting  to  see  the  effect  on  the  shares  of  the 
official  announcement  that  the  dividend  rate  is  unchanged. 
Recent  experience  has  been  that  an  increase  in  a  dividend 
rate  has  knocked  down  the  price  of  the  shares  affected. 
The  money  market  still  remains  nervous,  and  looks  as  though 
it  might  grow  harsher  for  commercial  and  real  estate  inter- 
ests. Several  hundred  millions  of  dollars  have  clearly  dis- 
appeared from  circulation,  and  can  only  be  in  the  stockings 
and  pockets  of  the  well-employed  laboring  class,  only  to  see 
the  light  again  after  a  period  of  idleness.  Incidentally  St. 
Paul  continues  to  justify  all  that  has  been  said  of  this  stock 
ir.  the  columns  of  the  Record  and  Guide.  A  price  above  two 
hundred  is  not  improbable  for  it  in  the  near  future. 


UNDERNEATH  and  supporting  the  present  real  estate 
market  there  is  felt  to  be  by  every  token  a  basis  of 
public  confidence  and  financial  strength  quite  beyond  even 
what  the  transactions  of  a  very  interesting  week  have  typi- 
fied or  been  able  to  measure.  In  Manhattan  especially  this 
feeling  is  daily  spreading  wider  among  the  strongest  invest- 
ing and  speculative  forces,  and  the  several  centers  of  special 
interest  were  all  represented  prominently  in  the  business  of 
the  week.  Particularly  significant  were  the  transactions  in 
Fulton  and  Barclay  streets,  which  are  attributed  to  the  in- 
fluence of  the  lower  McAdoo  tunnel  project,  and  certain  deals 
of  exceptional  moment  on  Washington  Heights  tended  to 
counteract  any  thought  of  a  general  readjustment  of  values 
in  that  section.  Likewise,  the  Pennsylvania  terminal  section. 
Middle  5th  av  and  the  Bronx,  all  favorite  spheres  of  action, 


were  prominent  in  the  trading  of  the  week.  No  doubt  the 
activity  is  largely  professional  and  more  particularly  note- 
worthy in  transition  neighborhoods,  but  notwithstanding  It 
is  clearly  based  on  a  quickened  investment  movement,  and 
all  pointing  to  the  fact  that  the  sentiments  now  prevailing 
are  not  reactionary.  While  that  demand  which  in  the  sub- 
urbs springs  from  small  building  companies  and  home- 
seekers  seems  to  have  slackened,  the  loss  on  this  account 
can  easily  be  abscribed  to  the  severities  of  the  season  as  well 
as  the  money  tightness. 


The  Police  Department. 

THE  Police  Department  of  the  City  of  New  York  is  cer- 
tainly in  an  extraordinary  condition.  During  the  term 
of  ex-Mayor  Van  Wyck  the  collusion  between  the  police  and 
the  keepers  of  gambling  houses,  pool  rooms  and  other  illegal 
resorts  was  so  flagrant  that  public  opinion  was  incensed, 
and  it  was  this  public  resentment  more  than  any  other  one 
cause  which  resulted  in  the  election  of  Seth  Low  as  Mayor. 
Mr.  Low  was  committed,  above  all  things,  to  the  reform  of 
the  Police  Department,  and  undoubtedly  appointed  men  as 
Commissioners  who  tried  to  effect  such  a  reform,  but  they 
failed,  and  their  failure  had  much  to  do  with  his  subsequent 
defeat.  Mr.  McClellan,  when  he  became  Mayor,  in  1903, 
showed  his  mettle  immediately  by  appointing  Mr.  McAdoo  to 
the  commissionership  and  later  by  substituting  Mr.  Bingham. 
Both  of  these  gentlemen  have  undoubtedly  done  their  best 
to  break  up  the  collusion  between  the  men  who  violate  the 
laws  and  the  men  whose  duty  it  is  to  see  that  the  laws  are 
enforced,  but  it  is  generally  admitted  that,  despite  their 
best  endeavors,  they  have  so  far  failed.  It  is  no  wonder, 
consequently,  that  the  public-spirited  residents  of  this  city 
are  coming  to  the  conclusion  that  the  Commissioner  evi- 
dently has  not  the  power  under  the  existing  law  to  reform 
the  department,  and  that  they  are  taking  counsel  for  the 
purpose  of  agreeing  upon  some  effective  amendment  of  the 
law.  The  committee  of  the  Citizens'  Union  which  is  con- 
sidering this  matter  claims  that  its  purpose  has  the  support 
of  both  the  Mayor  and  the  District  Attorney,  and  it  hopes  to 
prepare  a  bill  which  will  be  passed  at  the  coming  session  of 
the  Legislature. 

It  is  very  questionable,  however,  whether  any  bill  can  be 
drawn  which  will  accomplish  its  proposed  object  without  the 
use  of  means  which  public  opinion  is  not  as  yet  prepared  to 
approve.  The  general  provisions  of  the  bill  which  will  be 
submitted  to  the  Legislature  have  already  been  outlined. 
In  the  first  place,  the  term  of  the  Commissioner  will  be 
lengthened  so  that  an  energetic  and  able  man  will  retain 
office  for  a  great  many  years  and  will  really  be  in  a  position 
to  learn  the  business  of  effectively  controlling  his  subordi- 
nates. The  Commissioner  will  be  made  more  independent  of 
the  Mayor  by  providing  that  he  can  be  removed  only  for 
cause  and  on  the  official  publication  of  definite  charges. 
Finally,  the  Commissioner  will  be  given  a  greater  authority 
over  his  subordinates,  so  that  he  will  be  in  a  better  position 
to  enforce  disciplinary  measures.  There  can  be  no  doubt  that 
every  one  of  these  provisions  is  intended  to  correct  evils 
which  the  experience  of  the  last  five  years  has  proved  to  be 
serious  and  stubborn.  An  inexperienced  Commissioner  is 
very  much  at  a  disadvantage  compared  to  the  experienced 
officials  who  lead  the  uniformed  force.  He  does  not  under- 
stand the  game  as  well  as  they  do,  and  he  does  not  know 
whom  to  trust  and  whom  not  to  trust.  He  makes  mistakes. 
The  public  becomes  impatient  and  critical.  The  Mayor  feels 
obliged  to  substitute  somebody  else  in  his  place  and  the  same 
process,  with  variations  in  detail,  is  repeated.  Hence  i  tis  ex- 
pected that  a  longer  term  and  a  more  independent  position 
will  enable  an  upright  and  able  commissioner  to  retain  the 
office  until  he  is  really  in  a  position  to  build  up  within  the 
department  an  effective  following  of  honest  and  energetic 
policemen  of  all  grades,  and  the  additional  power  granted 
to  him  of  disciplining  offending  members  of  the  force  would 
undoubtedly  greatly  contribute  to  this  end.  The  scheme  has, 
under  existing  conditions  nevertheless,  one  serious  difficulty, 
and  that  is  its  tendency  to  diminish  the  responsibility  of  the 
Mayor.  The  whole  theory  of  the  existing  charter  is  that  the 
Mayor  shall  have  absolute  authority  over  the  heads  of  de- 
partments and  be  able  for  the  purpose  of  securing  loyal  sub- 
ordinates to  dismiss  and  appoint  them  at  will.  The  proposed 
revision  of  the  law  would  make  him  less  responsible  than  he 
is  for  the  most  important  department  of  the  municipal  gov- 
ernment. It  would  place  the  Commissioner  in  respect  to  the 
Mayor  in  very  much  the  same  position  that  the  uniformed 
officials  of  the  Police  Department  have  been  placecl  in  respei^ 
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to  the  Commissioner.  It  would  diminish  his  effective  au- 
thority and  erect  the  Police  Department  into  a  partially  in- 
dependent branch  of  the  local  administration.  This  would 
be  a  very  serious  step  to  take,  and  before  they  sanction  it, 
the  people  of  New  York  should  clearly  understand  what  they 
are  doing.  We  do  not  claim  that  it  necessarily  an  unwise  or 
dangerous  step,  but  it  is  certainly  tantamount  to  a  very  rad' 
leal  change  in  the  method  of  organizing  the  municipal  ad- 
ministration of  New  York. 

The  truth  is  that  the  increased  term  and  authority  which 
it  is  proposed  to  confer  on  the  Police  Commissioner  should 
be  regarded  as  the  beginning  of  the  substitution  of  temporary 
for  permanent  heads  of  departments  in  all  the  branches  of 
the   local    government.     There   can   be   no   doubt   that  every 
one   of   these   departments   is   suffering   in   a   less   acute   and 
flagrant   way   from   evils   analogous  to   those   which   exist   in 
the  Police  Department.      The  efficient  and  economical  trans- 
action of  the  municipal  business  is  rendered  almost  impos- 
sible by  the  fact  that  the  departmental  chiefs  are  inexperi- 
enced and  only  temporary  incumbents  of  their  offices,  and 
that  even  during  their  terms  they  exercise  no  effective  au- 
thority   over   their    subordinates.     The    consequence    is    that 
these  chiefs,  even  it  they  want  to  make  their  administration 
economical  and  efficient,  are  practically  unable  to  do  so,  and 
as  a  matter  of  fact  they  have  little  or  no  inducement  to  pro- 
mote economy  and  efficiency.      Such  an  attempt  would  make 
them  the  enemy  of  their  subordinates,  and  a  powerless  ene- 
my at  that;  and  they  are  fully  aware  that  their  term  of  office 
is  not  long  enough  to  afford  them  an  opportunity  of  making 
an  effective  fight.     The  consequence  is,  of  course,  that  they 
succumb,  allow  the  existing  extravagance  and  inefficiency  to 
continue   without  protest  and   become   routine   officials,   who 
merely  register  the  demands  and  support  the  methods  of  the 
machine  they  are  supposed   to  control.     We  do  not  believe 
that  any  municipal  government,  either  in  New  York  or  else- 
where, can  ever  become  an  efficient  and  economical  business 
agent  until  it  is  managed  by  permanent  departmental  heads, 
who  possess  some  effective  authority  over  their  subordinates, 
the  same  authority  that  a  private  employer  has  over  his  em- 
ployees.    They  must  be  able  to  dismiss  for  inefficiency  and 
laziness  as  well  as  dishonesty,  and  they  must  be  able  to  pro- 
mote for  excellent  service.     That  Is  the  larger  lesson  which 
should  be  learned  from   the  flagrant  evils  which   now  exist 
in  the  Police  Department,  and  it  is  a  lesson  which  sooner  or 
later  will   have   to  be  learned.      Of  course  the   difficulty   re- 
mains of  providing  for  some  effective  method  of  enabling  the 
Mayor,   with  his   short   term,   to   exercise  effective   authority 
over   departmental    Commissioners   who   are   permanent   offi- 
cials.    A  Mayor  who  was  elected  to  administer  economically 
the  city's  business  and  who  had  no  effective  control  over  his 
subordinates   could   not  be   held   responsible  for   administra- 
tive Inefficiency  or  extravagance,  and  so  we  get  back  to  the 
difficulty   of   the   proposed   reorganization   of   the   Police   De- 
partment.     To  make   the  Commissioners  permanent  and  re- 
sponsible appears  to  be  necessary,  but  such  a  result  can  be 
obtained   only   by   diminishing   their   responsibility   to   a   su- 
perior who  holds  office  only  for  a  few  years.     For  our  own 
part,  we  see  no  escape  from  this  dilemma  save  by  making 
the  Mayor,  as  the  executive,  responsible  for  efficient  admin- 
istration, himself  a  permanent  official — as  he  is  in  the  Eu- 
ropean   cities.       Of    course    in    that  case    he    would    neces- 
sarily derive  his  powers  from  appointment  rather  than  elec- 
tion,  and   he   himself  would   have   to  be   responsible   to   the 
elected  Board  who  were  responsible  to  the  people.     We  are 
aware  that  this  Is  a  very  radical  proposal;  but  it  seems  to  be 
the  logical  and  necessary  result  of  any  attempt  to  convert  the 
Commissioners  of  Police,  or  of  any  other  department,  into  rel- 
atively permanent  and  really  responsible  officials. 


the  question  of  control  should  play  a  prominent  part  in  such  an 
understanding.  The  more  progressive  Western  cities,  like  Chi- 
rago,  Detroit  and  Cleveland,  are  pressing  for  contracts  which 
shall  enable  the  cities,  on  payment  of  indemnity  arranged 
beforehand,  to  recover  franchise  grants  whenever  the  public 
interest  shall  make  it  desirable  so  to  do.  I£  a  contract  were 
now  made  with  the  Interborough  Company,  say  for  the  charter 
period  of  25  years,  with  provisions  for  the  recovery  on  the  parU 
of  the  city  before  or  after  that  time  on  payment  of  the  esti- 
mated value  of  the  subways  under  the  streets,  with  a  bonus 
added,  the  city  under  such  conditions  would  retain  a  reasonabla 
degree  of  control  over  its  transit  and  the  Interborough  CompanjI 
would  undertake  no  undue  risk.  Such  arrangements  become  in 
fact  contracts  during  good  behavior,  and  they  are  likely  to  be 
far  more  permanent  than  operation  under  long-term  conces- 
sions. While  they  may  not  be  to  the  interest  of  railroad  pro- 
moters who  are  more  interested  in  the  manufacture  and  inanip- 
ulation  of  securities,  they  are  certainly  more  advantageous  td 
bona  fide  investors  in  public  service  corporations,  as  well  as 
in   the  interest  of  the  public. 

Our  public  service  corporations  must  be  brought  under 
public  control,  and  this  can  only  be  accomplished  by  reserving 
to  the  city  power  on  reasonable  terms  to  terminate  grants. 
Aside  from  the  matter  of  public  convenience  involved  in  trans- 
portation, it  is  now  beginning  to  be  appreciated  that  the  success 
and  growth  of  the  city  as  a  whole  depends  more  upon  the  proper 
control  of  its  transit  than  upon  any  other  one  cause.  The 
tunnels  under  the  Hudson  River  and  the  tunnels  and  bridges 
over  the  East  and  Harlem  Rivers  have  provided  opportunities 
for  the  radial  growth  of  the  city.  The  stage, of  sectional  de- 
velopment under  private  enterprise  which  has  produced  fairly 
good  results  so  far  in  Brooklyn,  Queens,  the  Bronx  and  New 
Jersey,  has  now  been  outgrown  and  in  order  to  realize  the 
possibilities  of  development  which  are  facing  the  city,  its 
transportation  must  of  necessity  come  under  public  control. 
Private  enterprise  with  its  limited  capacities  and  resources  can 
no  longer  be  entrusted  with  this  responsibility.  The  city  is 
not  dependent  upon  the  Interborough  Company  and  the  Brook- 
lyn Rapid  Transit  Company.  As  a  matter  of  fact,  under  exist- 
ing conditions  these  corporations  are  absolutely  dependent  upon 
the  good  faith  and  fair-mindedness  of  the  people  of  New  York. 
The  Rapid  Transit  Commission  and  the  Board  of  Estimate  and 
Apportionment,  while  they  should  not  take  an  unfair  advantage 
of  these  circumstances,  should  certainly  take  advantage  of 
them.  Tours  very  truly, 

*  CALVIN    TOMKINS. 


The  Key  to  the  Situation. 

To  the  Editor  of  the  Record  and  Guide: 

I  was  much  Interested  in  the  point  you  made  in  your  editorial 
last  week  to  the  effect  that  competition  with  the  Interborough 
Company  could  be  successfully  provided  by  a  tour-track  belt 
line  from  the  Bronx  down  3d  av  to  the  Battery,  returning  on 
the  west  side  through  Sth  av,  with  cross-town  subways  through 
the  principal  cross-town  streets.  This  is  undoubtedly  the  key 
to  the  whole  situation.  If  the  Rapid  Transit  Commission  and 
the  Board  of  Estimate  and  Apportionment  will  submit  such  a 
route  for  competition,  the  Interborough  Company  will  perforce 
be  compelled  to  take  it  on  such  terms  as  the  city  may  exact. 
That  company  cannot  afford  to  let  it  pass  into  independent 
hands  and  can  give  to  the  city  in  the  way  of  transfers  to  its 
existing  lines  more  than  can  an  outside  corporation.  The 
conditions  permit  the  city  to  exact  a  most  advantageous  con- 
tract and  permit  the  Interborough  Company  to  make  a  most 
advantageous   contract.     Aside   from   the   matter   of   transfers, 


"Dead  Already." 

To  the  Editor  of  the  Record  and  Guide: 

Tour  issue  of  Dec.  1  came  to  me  as  a  matter  of  course,  and 
although  there  is  no  apparent  difference  from  other  issues  that 
I  have  been  getting  for  years,  yet  I  went  over  this  one  from 
cover  to  cover  with  an  added  and  sustained  interest,  decidedly 
more  than  ever.  Did  you  make  any  unusual  efforts 
with  this  copy?  Or  perhaps  it  may  be  that  old  friends,  like 
wine,  improve  with  time.  One  particularly  warm  spot  in  it 
related  to  the  Bronx  transit  system,  not  "on  the  decline,"  as 
you  so  moderately  state  it,  but  dead  already.  It  has  been  my 
own  experience  that  whenever  I  reach  the  corner  to  board  a 
trolley  car,  it  seems  as  though  the  last  car  going  in  my  direc- 
tion has  passed  on,  and  as  I  stand  making  bets  with  myself 
whether  I  will  ride  at  all  or  eventually  walk,  I  conclude  to  try 
the  "L,"  and  meet  with  the  same  result  as  your  correspondent, 
"H.  W.  B.,"  only  more  so.  Any  evening  a  half-hour  stand  at 
]29th  st  and  3d  av  will  give  the  most  ordinary-minded  Bronxite 
food  for  a  whole  day's  pondering.  Four  or  five  empty  cars 
leave  there  going  into  unsettled  districts  before  the  car  you 
want  comes  along,  and  the  crowd  jams  into  that  one. 

Tours,  JAS.    A.    REGAN. 


Real  Estate  Mortgages  Are  Good  Investments. 

To  the  Editor  of  the  Record  and  Guide: 

Two  articles  in  your  issue  of  December  8  last,  headed  "The 
Present  Mortgage  Market"  and  "Is  Tour  Mortgage  Safe?" 
have  aroused  some  doubts  in  my  mind  as  to  the  value  of  certain 
mortgages  considered  from  the  standpoint  of  an  innocent  in- 
vestor. It  is  said  "builders  are  able  to  dispose  of  their  op- 
erations many  months  before  the  completion  of  the  buildings." 
Take  a  supposed  case:  A  trustee  of  an  estate  desiring  to  invest 
takes  a  mortgage  on  a  lot,  70%  of  the  value,  and  on  the  build- 
ing 70%.  Should  the  building  be  of  reinforced  concrete  and 
collapse,  as  I  read  of  so  many  doing  lately,  what  would  the 
mortgage  or  the  investment  on  said  property  be  worth?  Simply 
the  value  of  the  lot,  or  what?  The  insurance  (if  any  existed, 
owing  to  the  alleged  fireproof  qualities  of  the  building)  would 
not   hold   against   loss   by  collapse. 

Respectfully, 
35  Broad  st.  PREDK.  F.  MARQUAND. 


— A  bill  to  permit  national  banking  associations  to  make  loans 
on  real  estate  as  security  and  limiting  the  amount  of  such 
loans  has  passed  the  House  of  Representatives  by  a  vote  ot 
111  to  51.  Hope  it  gets  to  the  President  and  b^Cotries  f  :iaw: 
Just  what  the  country  needs,        •  •'■•-'   •'-  —  ^ ^^' 
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Changes  in  Real  Estate  Farm  Values 


Remarkable  Increase 
Since  1900,  and  a  Review 
of    Principal    Conditions 


By 
GEORGE   K.    HOLMES 

(Of  the  U.  S.  Dept.  of  Agriculture.) 


FARM  real  estate  in  the  United  States  has  gained  in  value  in 
such  a  degree  since  the  census  of  lOOO  that  an  examination 
of  the  causes  of  this  gain  may  be  not  only  interesting,  but 
instructive.  Inquiries  to  45,000  State,  county  and  township  ci-op 
correspondents  In  the  autumn  of  1005  secured  reports  which, 
when  properly  tabulated,  establish  the  conclusion  that  at  this 
time,  about  five  years  after  the  census,  the  real  estate  of  farms, 
medium  in  quality  and  equipment  of  buildings  and  improve- 
ments, has  increased  in  value  33.5  per  cent. 

RATES    OF    INCREASE    HIGHER    SOUTH   AND    WEST. 

The  highest  percentage  of  increase,  40.3  per  cent,  was  found 
in  the  South  Central  gi-oup  of  States,  and  close  after  that  40.2 
per  cent  in  the  Western  group.  Third  in  order  is  the  South  At- 
lantic group,  with  3G  per  cent,  while  a  close  fourth  place  is  held 
by  the  North  Central  States  with  an  increase  of  35.3  per  cent. 
The  lowest  increase  of  the  five  groups  of  States  into  which 
the  country  is  divided  in  the  census  reports  occurred  in  the 
North  Atlantic  States,  where  it  is  13.5  per  cent. 

The  grouping  of  farms  according  to  principal  sources  of  in- 
come adopted  by  the  census  was  followed  as  nearly  a.s  possible 
in  this  investigation,  and  the  computation  of  increase  in  value 
of  medium   farms  per  acre   has  been   made  for  each   group. 

The  rate  of  increase  for  cotton  farms  is  highest — 18.2  per  cent. 
Second  in  order  are  the  hay  and  grain  farms,  with  an  increase 
of  35  per  cent;  the  live-stock  farms  increased  in  value  per  acre 
34.3  per  cent,  and  the  farms  devoted  principally  to  sugar  are 
found  to  have  increased  33.2  per  cent.  Rice  farming  follows 
with  an  increase  of  32.2  per  cent  in  value  per  acre,  while  close 
to  this  is  32.1  per  cent  for  tobacco  farms.  The  farms  having 
no  special  source  of  income  have  an  increase  in  value  per  acre 
amounting  to  30.1  per  cent,  below  which  are  the  fruit  farms 
with  an  increase  of  27.9  per  cent,  the  vegetable  farms  with 
26.7  per  cent,  and,  lowest  of  all,  the  dairy  farms  with  an  in- 
crease of  25.8  per  cent. 

The  foregoing  percentages  of  increase  appear  extraordinarily 
large  when  compared  with  the  percentage  of  the  increase  of  the 
average  value  per  acre  of  all  farms  from  18^^  to  1900,  which 
was  25  per  cent,  an  average  of  2.5  per  cent  a  year  as  compared 
with  an  average  of  6.7  per  cent  per  year  as  ascertained  by  the 
Department  of  Agriculture,  the  total  percentage  of  increase  in 
each  case  being  apportioned  evenly  among  the  years. 

Although  the  inquiries  were  confined  to  medium  farms,  there 
are  reasons  for  believing  that  the  averages  derived  from  the 
reports  are  applicable  to  the  various  totals  of  the  farms  of 
the  census,  including  farms  below  and  above  medium,  classified 
according  to  principal  source's  of  income;  and,  with  the  under- 
standing that  the  application  is  subject  to  qualifications,  the 
increases  in  value  of  all  farms  during  the  five  years  have  been 
computed. 
'INCREASE    IN  VALUE   FOR  TEN   CLASSES   OF   FARMS. 

For  rice  farms  the  increased  value  of  the  farm  real  estate 
during  the  five  years  is  $3,000,000,  after  which  are  the  sugar 
farms,  with  an  increase  of  .$20,000,000.  The  tobacco  farms  in- 
creased .$57,000,000,  the  fruit  farms  $94,000,000,  and  the  vege- 
itable  farms  $113,000,000.  The  dairy-farm  increase  of  $309,- 
000,000  is  exceeded  by  the  increase  of  $460,000,000  for  cotton 
farms,  and  considerably  more  by  the  increase  for  farms  devoted 
to  general  purposes,  including  a  small  element  of  farms  with 
minor  specialties,  which  was  $768,000,000.  The  grand  aggre- 
gate of  increase  for  all  classes  of  farms  is  $6,131,000,000,  more 
than  two-thirds  of  which  is  contributed  by  the  increase  for  hay 
and  grain  farms,  $1,083,000,000,  and  $2,203,000,000  for  live- 
stock farms. 

INCREASE  IN  VALUE  FOR  FIVE  GEOGRAPHIC  DIVISIONS. 
Nearly  four-fifths  of  the  national  aggregate  increase  In  value 
of  farm  real  estate  during  the  five  years  is  found  in  two  groups 
of  States — the  North  Central  States,  with  more  than  half  of  the 
total  increase,  or  $3,572,000,000,  and  the  South  Central  State-s, 
with  one-fifth  of  that  increase,  or  $1,201,000,000.  The  South 
Atlantic  and  Western  groups  of  States  have  nearly  the  same 
increases— $514,000,000  and  $500,000,000,  respectively.  The 
smallest  increase  is  left  to  the  North  Atlantic  States,  where 
a  net  gain  of  ,$344,000,000  remains  after  deducting  some  report- 
ed decreases  in  value. 

EXPLANATIONS  OF  INCREASES. 
From  every  agricultural  neighborhood  in  the  United  States 
explanations  have  been  received  of  the  increases  and  decreases 
in  the  real-estate  value  per  acre  of  medium  farms  during  the 
last  five  years.  Subject  to  some  qualifications,  the  general 
pMhciple  is  that  the  farm   land  itself  has  become  more  highly 
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capitalized  by  a  larger  amount  of  net  profit  per  acre.     Only  the 
main  features  of  the  analysis  can  be  given  in  this  article. 

In  the  general  matter  of  price  of  farm  products  farming  had 
long  been  performed  under  disadvantages  that  were  often  dis- 
couraging until  a  few  years  ago.  With  now  and  then  a  year 
of  exception  in  favor  of  this  or  the  other  crop  it  has  been  a 
general  fact  that  prices  of  farms  products,  long  previous  to 
these  recent  years,  have  fallen  too  near  the  full  economic  cost 
of  production,  which  is  considerably  larger  than  the  immediate 
cost  of  production  and  includes  many  items  generally  over- 
looked by  farmers.  Indeed,  it  is  quite  certain  that  the  price 
has  at  times  fallen  below  the  full  economic  cost  of  production, 
of  which  the  most  conspicuous  illustration  was  afforded  seven 
years  ago  when  the  price  of  cotton  fell  to  4%  cents  per  pound, 
or  even  lower,  at  the  plantation. 

LAND  MORE  HIGHLY  CAPITALIZED. 

In  1905,  at  the  end  of  the  flve-year  period  covered  by  this  in- 
vestigation, the  prices  of  farm  products  have  risen  out  of  the 
depths  to  which  various  causes  had  previously  sunk  them,  so 
that  the  farmer  is  at  last  getting  a  fair  net  return  for  his 
labor  and  farming  operations  in  most  products.  This  is  natur- 
ally reflected  in  the  higher  capitalization  of  agricultural  land. 
This  conclusion  is  not  advanced  theoretically,  but  is  amply 
sustained  by  the  reports  of  many  thousands  of  correspondents 
in  all  parts  of  the  country  aijd  for  all  classes  of  farms  for 
which  there  has  been  a  considerable  increase  in  price  of 
products. 

One  can  well  realize  how  directly  the  availability  of  cheap 
public  land  suitable  for  farming  has  depressed  the  value  of  old 
agricultural  land  and  kept  from  rising  to  its  otherwise  natural 
level  the  value  of  the  newer  land  taken  into  cultivation,  upon 
reading  the  statements  of  many  correspondents,  particularly 
in  the  agricultural  margin  near  the  land  recently  acquired  from 
nation,  State,  or  railroad.  The  National  land  that  can  be  util- 
ized agriculturally  is  now  reduced  to  about  300,000,000  acres, 
but  nearly  all  of  this  is  suitable  only  for  grazing,  since  it  can 
not  be  used  in  dry  farming  nor  under  irrigation. 

Much  cultivable  land,  however,  especially  in  the  Southwest, 
has  passed  into  private  ownership  during  the  five  years  under 
review,  and  there  is  striking  testimony  from  many  correspond- 
ents that  until  it  passed  into  private  ownership  it  held  down 
the  value  of  the  acquired  farms  in  near-by  regions.  This  effect 
has  extended  backward  upon  the  farms  farther  and  farther 
away,  even  to  the  Atlantic  coast,  where  the  direct  cause  has  not 
been  as  apparent  as  in  the  neighborhood  where  its  effect  is 
closely  associated  with  it. 

EFFECT   OF   IMMIGRATION. 

While  the  public  land  suitable  for  farming  has  been  reaching 
exhaustion  the  flow  of  immigration  from  foreign  countries  and 
from  the  older  parts  of  this  country  has  been  continuing  in  its 
direction,  and  where  no  farming  land  could  be  obtained  from 
nation.  State,  or  railroad  the  influx  of  agricultural  people  was 
halted  in  regions  where  farms  had  been  established  in  more  re- 
cent years,  and  the  consequent  pressure  of  new  demand  upon 
a.  fixed  area  increased  the  value  per  acre  during  the  five  years 
often  as  much  as  50  to  100  per  cent. 

Along  with  the  general  causes  that  have  elevated  the  price  of 
farm  land  din-ing  the  last  five  years  should  be  mentioned  the 
diminishing  rate  of  interest.  So  great  in  the  aggregate  have 
been  the  savings  of  the  farmers  and  persons  in  other  occupa- 
tions in  the  North  Central  States  and  in  other  sections  that  a 
large  amount  of  these  savings  has  sought  investment  in  farms, 
even  to  the  extent  of  raising  farm  values  and  diminishing  the 
rate  of  interest;  so  that  an  advance  of  the  price  has  followed 
often  with  no  increased  net  profit  per  acre. 

CITY    DEMAND    FOR    COUNTRY    HOMES. 

In  the  North  Atlantic  States,  and  in  a  less  degree  in  other 
groups,  there  has  been  some  back  pressure  upon  the  land  from 
the  cities,  and  in  this  reversion  of  the  tide  of  population  from 
country  to  city  the  old  farm  lands  have  not  been  lost  to  agri- 
culture, although,  in  so  far  as  they  have  become  the  diversion 
of  wealthy  men,  they  may  have  become  unprofitable.  In  some 
regions  the  old  abandoned  farms  are  becoming  the  country 
homes  of  city  families,  and  are  passing  back  into  some  sort  of 
cultivation  and  production. 

EFFECT  OF  BETTER  FARMING. 

It  would  by  no  means  be  fair  in  the  explanation  of  increase  of 
farm  values  during  the  last  Ave  years  to  confine  it  to  increases 
in  price  of  products  and  to  pressure  of  demand  upon  area.  Very 
large  effects  have  been  derived  from  better  cultural  methods; 
from  the  substitution  of  profitable  for  unprofitable  crops;   by 
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the  adoption  of  more  Intensive  culture  and  crop;  by  better  ap- 
plied labor;  by  large  and  cheaper  facilities  for  reaching  mark- 
ets; and  by  some  improvements  in  the  business  features  of 
marketing  products.  Each  one  of  these  causes  is  of  large 
account  and  all  together  combine  to  make  the  net  return  per 
acre  larger  than  it  was  five  years  ago  by  an  amount  sufficient 
to  raise  the  capitalization  of  farm  lands  in  a  considerable  de- 
gree. 

The  values  embraced  In  this  investigation  include  Improved 
and  new  buildings  and  all  improvements  upon  farms.  In  many 
cases  correspondents  have  reported  a  large  percentage  of  In- 
crease in  farm  values  per  acre  where  the  increase  was  almost 
entirely  due  to  added  improvements  in  the  way  of  better  dwell- 
ings, new  barns,  improvements  in  old  barns,  new  granaries  and 
new  buildings  for  the  protection  of  live  stock  in  winter. 

Throughout,  extensive  areas  there  have  been  great  additions 
to  land  values  as  the  result  of  draining  by  tile  and  open  ditches, 
and  the  latter  are  sometimes  so  large  as  to  be  called  canals. 
Increases  have  resulted  from  the  removal  of  the  stumps  of 
forest  trees  and  the  construction  of  new  or  better  boundary 
fences.  Better  and  more  durable  roads  on  the  farm  and  be- 
tween the  farm  and  its  market  town  or  railroad  station  have 
had  a  distinct  effect  upon  the  farm  values. 

Along  with  numerous  improvements,  not  all  of  which  can 
be  mentioned  here,  stands  forth  the  improvement  of  the  soil 
itself.  There  is  a  materially  increased  production  of  live  stock, 
with  the  resultant  increased  acreage  of  forage  and  grain  crops 
which  in  rotation  produce  farm  manures,  humus  and  rest;  en- 
rich the  soil,  as  with  nitrogen  brought  by  legumes,  and  improve 
the  mechanical  condition  of  the  soil  for  all  crops.  In  regions 
needing  commercial  fertilizers,  nitrogen,  phosphorus,  potash, 
and  lime  have  been  used  more  abundantly  and  more  intelli- 
gently and  on  crops  bringing  better  prices. 

FARMERS'  NEW  ECONOMIC  INDEPENDENCE. 
A  matter  of  great  importance  in  its  bearing  upon  the  in- 
creased value  of  farm  lands  is  the  new  economic  independence 
of  farmers,  fundamentally  growing  out  of  their  improved 
financial  condition.  Farmers  now  occupy  a  strong  economic 
position,  founded  upon  the  tendency  of  the  consumption  of 
some  important  products  to  increase  faster  than  population 
does,  and  upon  the  tendency  of  the  desires  for  these  products 
to  increase  faster  than  the  production  does,  so  that  with  re- 
spect to  these  products  consumption  is  close  upon  the  heels  of 
production. 

It  may  seem  a  matter  of  small  consequence  to  mention 
poultry  and  eggs  as  an  instance,  but  it  should  be  remembered 
that  the  values  of  these  products  now  reach  an  annual  figure 
cf  half  a  billion  dollars  or  more,  or  an  amount  about  equal  tQ 
the  value  of  the  wheat  crop.  The  price  of  eggs  has  been  high, 
and  growing  higher  for  several  years,  because  consumers  have 
wanted  more  eggs  than  have  been  produced.  The  exports  are 
not  worth  mentioning.  Apparently  there  is  no  limit  to  the  con- 
sumption of  fresh  eggs  at  a  moderate  price. 

Fruit  is  in  the  same  category.  There  is  not  enough  fruit  to 
any  kind  raised  in  this  country  at  the  present  time  which  is 
actually  placed  upon  the  market  in  the  grade  of  first  quality, 
or  better,  that  is  produced  in  sufBcient  quantity  to  meet  the 
wants  of  consumers  at  a  moderate  price.  The  city  family  that 
has  bought  first-grade  apples  in  almost  any  recent  year  has 
paid  a  Juxury  price.  This  is  true  also  of  pears,  plums,  peaches 
and  oranges,  and  it  is  true  of  the  small  fruits,  such  as  cherries 
and  grapes.  The  assertion  may  easily  be  extended  to  most,  if 
not  all,  of  the  commercial  berries — strawberries,  currants, 
blackberries  and  raspberries. 

Butter  is  another  product  that  tends  to  underrun  consump- 
tion. We  have  no  larger  butter  exports  from  this  country  be- 
cause the  price  of  first-grade  butter  is  often  lower  in  London 
than  in  New  York.  The  highest  priced  butter  in  the  world  in 
its  home  markets,  taking  first  and  fancy  grades  and  ignoring 
specialties  in  other  countries  too  small  for  notice,  is  found  in 
this  country.  With  regard  to  milk  and  cheese  also  the  economic 
position  has  become  stronger. 

The  annua!  products  of  dairying,  ot  fruit  and  vegetable  rais_- 
ing,  and  of  poultry  keeping  aggregated  nearly  $2,000,000,000  in 
farmers'  handa  in  190.5,  or  three-tenths  of  the  gross  value  of 
all  farm  products;  and  these  particular  products  belong  to  the 
class  of  those  for  which  there  is  a  tendency  of  demand  to  be 
greater  than  supply.  In  the  case  of  none  of  these  products  is 
there  a  desired  quantity  satisfactory  in  quality  obtainable  by 
consumers  at  moderate  prices.  The  public  is  underfed  in  the 
higher  grades  of  vhese  luxuries  of  the  farm. 

Meat  animals,  too,  are  establishing  themselves  in  a  stronger 
position  in  favor  of  the  farmer,  because  of  the  tendency  of 
population  Increase  to  outfoot  the  increase  of  these  animals; 
but  this  statement,  although  true  under  natural  conditions,  may 
become  subverted  in  its  application  to  this  country  by  the  pro- 
hibitive legislation  of  importing  countries. 

MINOR  DECREASES  IN  VALUE. 
While  the  net  result  of  changes  in  the  average  acre-values 
of  farms  in  the  last  five  years  has  been  a  marked  increase  for 
the  whole  country,  decreases  have  been  found  within  small 
areas,  and  these  should  not  be  lost  to  view  in  the  grandeur  of 
the  counter  movement.  The  migration  of  farmers'  sons  to  town  and 


city,  to  industry,  trade  and  transportation — a  common  fact  espe- 
cially apparent  in  the  North  Atlantic  and  North  Central  States — 
is  throwing  farms  upon  the  market  for  sale,  and  this  occurs 
soni-itimes  in  neighborhoods  where  there  is  no  Immigration 
and  little,  if  any,  local  demand  for  farm  lands.  The  unavoid- 
able result  in  such  neighborhoods  farms  have  decreased  and 
ai-e  still  decreasing  in  value.  Probably  no  cause  of  depreciation 
of  farm  values  is  so  frequently  mentioned  in  nearly  all  parts 
of  the  country  as  the  scarcity  and  deterioration  ot  farm  labor. 
The  reports  on  which  this  statement  is  based  generally  refer 
to  wage  labor,  but  the  scarcity  is  found,  though  less  prevalently, 
in  the  supply  of  tenant  labor  also,  particularly  that  of  a  trust- 
worthy sort. 

In  preceding  pai-agraphs  are  given  the  more  frequently  men- 
tioned causes  of  depression  in  farm  values  during  the  last  five 
years,  but  these  causes  are  not  generally  prevalent  and  are 
often  highly  localized  and  specifically  restricted. 


Regrettable  Condition  of  Transit  Facilities. 

To  the  Editor  ot  the  Record  and  Guide: 

That  the  Interborough  Rapid  Transit  Company  is  in  need  ot  a 
competent  railroad  manager  is  evidenced  by  the  gross  misman- 
agement of  all  its  branches  from  end  to  end  of  the  city.  Mr. 
Frank  Hedley  complains  of  too  much  ^^outside  interference;  it 
might  be  well  to  recall  the  fact  that  no  change  for  the  better 
has  ever  been  adopted  by  the  Rapid  Transit  officials  without 
practically  being  driven  into  it  by  public  indignation  meetings 
and  threats,  namely,  the  opening  of  the  Washington  Heights 
division,  through  express  service  to  the  Bronx,  transfers  to  and 
from  the  3d  av  elevated  and  subway  lines  at  14!)th  st,  and  the 
operation  of  the  express  trains  to  137th  st.  Having  been  com- 
pelled to  yield  to  these  demands,  the  management  is  apparently 
sulking  on  account  of  being  corrected  of  these  faults. 

Passengers  traveling  on  the  local  Broadway  division  from  Olith 
to  181st  st,  "a  normal  run  of  ten  minutes,  are  compelled  to 
change  at  Itjlth  st,  with  a  loss  of  five  minutes,  then  again  turned 
out  at  KJSth  st,  where  another  lo.=s  of  from  ten  to  twelve  minutes 
is  experienced.  At  the  Washington  Heights  terminal  passengers 
are  allowed  to  board  a  train,  and  as  soon  as  comfortably  seated 
are  ordered  into  another  train,  when  an  error  is  discovered,  all 
being  told  to  vacate  and  return  to  the  cars  they  were  originally 
driven  from. 

Complaints  are  heard  from  all  directions.  In  tlie  Bronx  pas- 
sengers are  held  up  for  ten  minutes  at  a  time  before  reaching 
the  177th  st  station  at  non-rush  hours,  when  there  are  plenty 
of  unused  tracks  in  tiie  barns  which  could  easily  and  safely  be 
used  in  order  to  keep  the  main  road  clear.  South-bound  trains 
are  often  delayed,  sometimes  as  much  as  twenty-live  minutes 
during  the  day  when  there  is  no  superabundance  of  traffic,  and 
often  stations  are  skipped  without  previous  notice  to  passengers, 
while  the  vocabulary  of  the  guards  would  require  the  services 
of  a  polyglot  to  interpret  its  meaning. 

At  lijOth  st  and  3d  av,  Bronx,  the  Interborougli  Company  fails 
to  use  the  elevated  structure  connecting  the  Subway  with  the 
3d  av  elevated  road  for  passenger  service  at  all,  thereby  incon- 
veniencing thousands  ot  weary  travelers  daily,  who  are  com- 
pelled to  stand  in  line  as  at  other  transferable  points  and  wait 
for  the  exchange  of  their  tickets  before  the  company  will  accept 
them  as  a  fare.  It  is  quite  obvious  that  the  company  has  no 
concern  whatever  for  the  comfort  and  welfare  of  its  patrons. 

Last  Monday's  calamities  were  no  doubt  the  outcome  of  th^ 
careless  manner  in  which  the  road  has  been  conducted  for  some 
time.  The  attitude  in  which  the  police  appeared  upon  the 
scene,  swinging  clubs  in  a  threatening  manner,  was  not  for  the 
purpose  of  seeing  that  the  outraged  public  received  transfers  or 
the  return  of  their  money,  but  in  order  to  subdue  the  angry 
multitudes  as  th'jy  became  unpacked  from  the  cars,  with  its 
stifling  at/nospliere.  caused  by  such  inhuman  crowding.  Yet 
the  agents  continued  to  sell  tickets.  Many  thousands  of  people 
were  compelled  to  patronize  the  elevated  road  and  pay  Mr.  Bel- 
mont an  additional  fare  in  order  to  reach  their  destination. 

The  present  Rapid  Transit  Comniissionens  should  be  legislated 
out  of  office  and  replaced  with  a  board  composed  of  resident  rep- 
resentatives from  the  various  localities  who  would  be  in  a  posi- 
tion to  know  what  they  were  talking  about  and  insist  upon 
remedies   to   alleviate   Ibem.  BRONXMAN. 


Tlie   Streets   of  3Ianhattan. 

(With  Illustrations.) 

The  Record  and  Guide  again  presents  a  photographic  be- 
trayal (?)  of  the  plague  of  our  streets,  which  shows  little  sign 
of  abatement.  Perhaps  there  are  too  many  doctors  who  juggle 
with  our  affliction,  while,  meantime,  we  suffer.  But  we  reserve 
judgment  and  further  comment. 


— Very  satisfactory  progress  is  now  reported  on  the  under- 
river  sections  of  the  Pennsylvania  tunnel  tubes  that  are  being 
pushed  westward  from  the  two  caisson  shafts  on  the  Long 
Island  City  side.  Most  of  the  headings  are  now  in  solid  rock, 
and  that  is  the  sort  of  substance  the  tunnel  contractors  wel- 
come. 
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BROADWAY   AND   20TH   STREET. 


BROADWAY  AND  40TH  STREET. 


40TH  STREET,  NEAR  5TH  AVENUE. 


TIMES  SQUARE,  47TH  STREET. 


42D   STREET   AND  tiTH    AVE.NUE,   OPPOSITE  BRYANT   PARK. 


BROADWAY   AND   70TH   STREET. 


51ST  STREET,  LOOKING  TOWARD  5TH  AVENUE.  GTH  AVENUE  AND  42D  STREET. 

HOW   THE   CITY   STREETS   ARE   OBSTRUCTED.         , 
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Long  Island  Realty  Interests. 

THE  Long  Island  Real  Estate  Exchange,  the  new  organiza- 
tion of  brokers  and  operators  in  Long  Island  property, 
was  in  convention  on  Tuesday  afternoon  at  the  Palm  Garden, 
Hamburg  and  Greene  avs.  The  session  was  a  continuation 
of  that  held  on  Sept.  IS  and  ID  last,  and  was  reconvened  in 
order  to  hear  -and  discuss  the  reports  of  a  number  of  special 
committees.  The  principal  features  of  the  sestsion  were  the 
adoption  of  a  report  putting  a  stamp  of  disapproval  on  "wild- 
cat" booms  of  property  and  including  a  plan  for  protecting  the 
public;  the  adoption  of  a  report  that  headquarters  had  been 
arranged  for  in  the  Billings  Court,  5th  av  and  34th  st,  Man- 
jiattan;  for  a  parkway  from  end  to  end  of  Long  Island,  and 
the  indorsement  of  the  project  of  the  Motor  Parkway  Company 
for  a  sixty-mile  automobile  road  on  Long  Island.  In  con- 
nection with  the  motor  parkway,  in  which  William  K.  Vander- 
bilt,  Jr.,  is  enthusiastically  interested,  A.  R.  Pardington,  one 
of  the  vice-presidents  and  general  manager  of  the  company, 
explained  the  plans  and  prospects. 

TO  PROTECT  BUYERS  AND  SELLERS. 
John  W.  Paris  reported  for  "the  committee  on  the  protection 
of  the  public,"  against  "purveyors  of  gold  bricks"  in  Long 
Island  lots.  Mr.  Paris  began  by  emphasizing  the  necessity  of 
holding  the  confidence  of  real  estate  buyer.^,  by  giving  them 
square  treatment.  "Piotecting  the  public"  was  not,  he  said, 
a  philanthropy,  but  a  meanrs  of  protecting  honest  real  estate 
brokers  and  promoters  themselves.  He  called  to  mind  that 
much  "misrepresentation  and  fraud"  were  being  perpetrated 
in  the  advertising  of  Long  Island  lots  by  unscrupulous  com- 
panies. In  this  connection  several  of  the  real  estate  men  in 
the  convention  told  stories  of  gold  brick  propositions  that  had 
oome  to  their  notice.  Property  worth  $10  or  $15  an  acre  was 
sold  in  city  lots  at  $1  £.nd  .$2  each  out  West.  Lots  had  been 
offered  free  with  sets  of  books  costing  $60  or  .$70.  Improvements 
were  shown  on  maps  and  plans  that  did  not  exist,  and  one 
statement  was  made  that  property  was  even  sold  by  companies 
that  did  not  own  it.  To  keep  the  poor  people  from  losing  their 
savings,  and  to  protect  the  reputations  of  honest  brokers,  the 
following  report  of  the  committee  was  adopted  without  dissent: 
"To  maintain  public  confidence,  to  encourage  legitimate  enter- 
prises on  Long  Islanl;  to  advance  safe,  sane  and  proper  de- 
velopments of  Long  Island  real  estate;  to  protect  both  the  seller 
and  the  buyer;  to  discourage  and  stamp  out  unscrupulous  op- 
erators who  make  false  representations  with  a  vi&iv  to  deceiving 
the  public,  and  who  promise  what  they  never  can  and  never 
expect  to  perform— the  Long  Island  Real  Estate  Exchange  de- 
sires the  co-operation  and  support  of  every  honest  and  reputable 
real  estate  agent  and  operator. 

"In  order  that  the  real  estate  buyer  may  have  the  saine  safety 
and  security  in  his  investments  as  the  stock  and  bond  pur- 
chaser, the  Long  Island  Real  Estate  Exchange  has  decided  to 
list  Long  Island  real  estate  owned  or  controlled  by  any  member 
of  the  Exchange  under  the  following  conditions,  proven  to  the 
satisfaction  of  the  Board  of  Governors: 

"1.    That  the  operator  has  sufficient  capital  and  resources  to 
carry  out  the  development  contemplated. 
"2.    That  the  property  is  properly  situated  for  development. 
"3.    That  the  property  is  reasonably  easy  of  access. 
"4.    That  the  property  is  reasonably  worth  the  price  asked. 
"5."  That  the  owners  make  no  false  or  misleading  statements. 
"G.    That   the  agents'   or  operators'   reputation  in   the   section 
he  resides  or  operates  in  is  satisfactory  to  the  Exchange. 

"In  order  that  the  properties  may  be  listed  the  exchange  has 
appointed  the  necessary  committees,  which  will  judge  the 
merits  of  all  applications  justly,  honorably  and  impartially. 

"When  property  is  accepted  and  listed,  the  owner,  agent  or 
operator  may  use  the  indorsement  of  the  Exchange  in  his  ad- 
vertising matter,  or  in  any  legitimate  matter  he  deems  most 
advantageous  to  himself. 

"If  at  any  time  any  member  of  the  Exchange  should  perform 
any  act  or  should  any  act  be  performed  by  his  agent,  repre- 
sentative or  employee  with  or  without  his  knowledge  or  con- 
sent, that  is  deemed  prejudicial  or  detrimental  to  the  safety, 
honesty  and  legitimacy  of  the  development  of  Long  Island  real 
estate,  or  should  Rny  member  violate  any  condition  whereby 
the  hsting  of  his  property  was  obtained,  then  such  member  shall 
be  tried  in  the  manner  provided  by  the  laws  of  the  Exchange 
and,  if  he  is  proven  guilty,  he  shall  thereupon  be  e$peUed 
from  membership  of  the  Exchange.  The  endorsement  and 
the  listing  of  his  property  shall  be  rescinded  and  the  Exchange 
shall  make  public  that  such  member  has  been  expelled  and  that 
his  property  has  been  removed  from  the  exchange  list.  And 
no  member  so  expelled,  nor  any  agent  or  operator  whom  he 
represented  in  the  transcation  for  which  he  was  expelled,  shall 
ever  be  eligible  to  membership  in  this  Exchange." 

FOR  A  HOME  BUILDERS'  EXPOSITION. 
It  was  announced  that,  with  the  object  of  arousing  interest 
in  property  on  the  island,  a  home  builders'  exhibition  will  he 
held  at  the  Grand  Central  Palace  for  two  weeks,  beginning 
May  1.  The  scope  and  character  of  this  exhibition  will  be  broad 
enough  to  embrace  exhibits  by  all  persons,  firms  and  corpora- 
tions engaged  in  the  development  of  Dong  Island  residence 
properties. 


THE  EXCHANGE  MOVES  TO  MANHATTAN. 
It  was  announced  that  the  Exchange  will  henceforth  be  lo- 
cated at  Billings  Court,  5th  av  and  .'{4th  st,  Manhattan.  John 
O'Donnell,  of  Jamaica,  deplored  the  ideri,  saying  that  Jamaica 
was  most  central  to  Long  Islanders,  but  this  objection  was 
met  by  the  statement  that  the  largest  United  States  corpora- 
tions doing  business  al!  over  the  country  have  headquarters 
in  Manhattan,  and  that  this  does  not  necessarily  detract  from 
the  local  identity  of  the  enterprise. 


Legality  of  the  Brundage  Clause. 

A  MEETING  of  the  Real  Estate  Board  of  Brokers  was  held 
on  Wednesday  afternoon  for  the  purpose  of  discussing  the 
legal  right  of  a  mortgagee  to  call  an  unmatured  obligation 
under  what  is  generally  known  as  the  Brundage  clause,  with 
the  obvious  purpose  of  compelling  its  renewal  at  an  increased 
rate  of  interest.  The  clause  referred  to  provides  that  in  the 
event  of  any  change  in  the  laws  for  the  taxation  of  mortgages 
a  loan  shall  become  due  and  payable  upon  30  days'  notice. 
Mortgagees  have  already  taken  advantage  of  this  provision, 
to  the  great  detriment  of  many  real  estate  owners,  among  them 
being  a  prominent  opeiator,  who  has  appealed  to  the  Board 
of  Brokers  for  adijice. 

In  response  to  a  general  invitation  to  attend  Wednesday's 
meeting  many  real  estate  brokers,  operators  and  members  of 
the  bar  were  on  hand  to  express  their  views  on  the  subject. 
Mr.  Saul  Bernstein,  an  attorney  of  149  Broadway,  Manhattan, 
said  that  he  had  advised  his  clients  not  to  accede  to  the  demands 
of  mortgagees  in  cases  of  this  kind,  and  he  particularly  pointed 
out  that  many  mortgages  had  not  been  called  within  thirty 
days  after  the  passage  of  new  legislation  on  mortgage  taxation, 
and  that  in  numerous  instances  the  holders  of  mortgages  had 
accepted  interest  payments  before  calling  loans.  Mr.  Berastein 
interprets  these  circumstances  as  waivers  of  the  privilege  of 
mortgagees  to  compel  the  payment   of  such  obligations. 

Mr.  Sidney  Nordlinger,  the  next  speaker  expressed  a  different 
opinion  on  some  of  the  legal  points  in  question  but  in  general 
was  of  the  belief  that  the  action  of  trust  companies  and  attor- 
neys for  mortgagees  would  not  be  upheld  in  a  court  of  equity 
or  of  law. 

Mr.  Jos.  L.  Buttenwieser  in  a  stirring  speech  expressed  the 
opinion  that  there  is  nc  operative  law  which  alters  in  anj'  re- 
spect the  status  of  mortgages  made  prior  to  July  1,  1905,  and 
strongly  counseled  property  owners  whose  mortgages  had  been 
called  to  refuse  payment,  unless  it  could  be  shown  that  the 
mortgage  in  question  was  actually  affected  by  legislative  acts. 
In  the  latter  case  Mr.  Buttenwieser  advised  the  owner  to  agree 
to  any  reasonable  adjustment,  "and  if  this  should  be  refused, 
I  do  not  believe  any  court  would  entertain  a  foreclosure  suit 
under  the  conditions,"  he  added.  He  strongly  condemned  those 
engaged  in  this  kind  of  practice,  alluding  to  "the  trust  com- 
panies and  lawyere  for  trust  companies,  who  pay  no  taxes  on 
their  mortgages,  yet  y,-ho  demand  payment  of  mortgages,  or 
say,  'we  will  call  your  mortgage  unless  you  come  and  see  us.' 
You  gentlemen  owe  it  tc  yourselves  collectively  and  individually 
and  to  the  important  business  interests  you  represent  to  insist 
upon  the  same  high  standard  of  morality  and  honesty  of  the 
lawyers  who  represent  mortgagees  that  would  be  expected  of 
high-minded  men  in  any  line  of  business.  One  of  our  most 
prominent  bankers,  in  a  recent  address,  held  up  to  public 
execration  the  banking  institutions  which  made  a  practice  of 
calling  loans  in  the  morning  in  order  to  loan  that  same  money 
at  higher  rales  in  the  afternoon.  The  immoral  action  of  these 
bankers  pales  into  insignificance  before  the  dishonesty  and 
treachery  of  the  lawyers  and  the  trust  companies  who  attempt 
to  call  in  mortgages  under  a  Brundage  clause,  by  reason  of 
the  enactment  of  a  law  which  works  no  hardship  upon  t;hem, 
or  in  any  wise  affects  their  interests  advei-sely."  Continuing, 
Mr.  Buttenwieser  said:  "My  advice  to  you  is  to  unite  with 
other  bodies  similarly  interested  in  this  matter,  and  to  try 
these  men  and  these  institutions  before  the  bar  of  public 
opinion,  and  I  assure  you  that  they  will  yield  long  before  any 
judge  of  the  Supreme  Court  will  have  ati  opportunity  of  de- 
termining the  issue  in  any  action  of  foreclosure,  although  I  feel 
confident  that  such  legal  action  would  likewise  be  decided  in 
favor  of  the  mortgagor." 
The  meeting  adopted  the  following  resolution: 
"Whereas,  we,  the  owners,  dealers  and  brokers  interested  in 
New  Y'ork  City  real  estate  assembled  at  a  meeting  called  by  the 
Real  Estate  Board  of  Brokers,  Dec.  12,  19015,  to  consider  the 
calling  of  mortgages  under  the  'Brundage'  or  tax  clause  de- 
clare said  calling  unjust,  because  contrary  to  the  intent  and 
fair  construction  of  said  clause,  injurious  to  the  best  interests 
of  the  real  estate  market,  and  in  most  instances  illegal,  and 
therefore 

"Resolved,  that  a  committee  of  seven  is  hereby  appointed, 
with  power  to  select  and  add  to  their  number,  to  take  such 
measures  as  may  lead  to  the  discontinuance  of  this  practice, 
and  to  invite  contribution  to  obtain  a  legal  determination  of 
such  clause  if  necessary,  and  we  request  and  direct  the  Real 
Estate  Board  of  Brokei-s,  together  with  such  other  bodies  as 
may  see  fit  to  join  in  the  movement,  to  undertake  the  defense 
of  any  action  brought  to  foreclose  any  mortgage  under  such 
clause." 


'December'  15,  1906 
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Plans    for   11   Bronx    Oi)era    House. 

161ST  ST. — Architect  Georgre  Keister,  of  11  West  29th  st, 
will  prepare  plans  for  a  playhouse,  which  the  Bronx  Opera 
House  Co.  (which  was  incorporated  last  Friday  at  Albany)  will 
establish  on  a  plot,  100x100  ft.,  on  the  north  side  of  161st  st, 
200  ft.  east  of  Washington  av  in  tlie  Bronx.  The  structure  will 
be  -l-stys  in  height,  and  have  exteriors  of  briclt,  stone  and  terra 
cotta,  with  very  elaborate  entrances.  The  estimated  cost  will 
be  in  the  neighborhood  of  )p250,000.  Myer  R.  Bimberg,  of  111 
West  -ilth  st,  who  built  the  Longacre  Square  Theatre  at  Broad- 
way, northwest  corner  of  4.jth  st,  and  the  new  Stuyvesant  The- 
atre in  44th  st,  now  under  course  of  erection,  will  have  the 
general  contract  for  the  new  Bronx  building.  When  interro- 
gated for  the  Record  and  Guide  on  Tuesday,  he  said  the  new 
Bronx  theatre  would  positively  be  built,  and  without  delay. 
Plans  have  been  prepared  and  filed  for  as  many  as  four  similar 
enterprises  for  the  northern  section  of  the  Borough  of  the 
Bronx,  but  so  far  none  has  materialized.  "But,"  added  Mr. 
Bimberg,  "this  theatre  will  be  built."  David  Belasco  is  presi- 
dent of  the  company,  and  the  theatre  will  be  under  his  manage- 
ment. Myer  R.  Bimberg  is  vice-president,  and  A.  C.  Hall,  of 
the  A.  C.  &  H.  M.  Hall  Realty  Co.,  is  secretary  and  treasurer. 
No  sub-contracts  have  yet  been  issued. 


Twelve-Story   Business    Building   for   Twenty-Second   Street. 

22D  ST.— Architect  Frederick  C.  Zobel,  ll-l-lKJ  East  2Sth  .st, 
who  has  recently  purchased  Nos.  20-31  East  22d,  a  plot  52x08.0 
ft.,  wil!  improve  the  same  with  a  12-sty  store  and  loft  building. 
The  structure  to  be  of  steel  frame,  concrete  arches  and  terra 
cotta  block  partitions.  The  equipment  will  include  two  ele- 
vators, plumbing,  steam  healing,  electric  wiring,  with  marble 
and  tiling  in  halls.  Cornices  and  skylights  will  be  of  copper, 
windows  and  doors  of  fireproof  construction,  and  the  facade 
will  be  constructed  of  limestone  and  pressed  brick.  No  building 
contracts  have  been  let. 


Large  Apartment  House  for  Baptist  Chui'cli  of  Epiphany  Site. 

MADISON  AV. — At  the  southeast  corner  of  Madison  av  and 
64th  st  Louis  M.  Jones  &  Co.,  350  Broadway,  will  soon  begin 
the  erection  of  a  10-sty  high-class  elevator  apartment  Iiouse 
on  a  plot  100.5x132.0  ft.  Mr.  Jones  states  that  no  plans  have 
yet  been  drawn  or  architect  selected.  The  Metropolitan  Life 
Insurance  Co.  this  week  made  a  building  loan  of  $750,000  on 
the  property,  which  is  now  covered  by  the  Baptist  Church  of 
the    Epiphany. 


Reinforced  Concrete  Chui-ch  Building. 

MORRIS  AV. — Plans  are  now  being  prepared  by  E.  G.  F.  Du 
Mazuel,  engineer  of  the  Consolidated  Engineering  Company 
of  America,  No.  41  Wall  st,  for  the  erection  of  a  reinforced 
concrete  fireproof  church  edifice  for  St.  Edmund's  Episcopal 
congregation,  of  which  the  Rev.  J.  C.  Smiley  is  rector,  to  be 
situated  at  Morris  av  and  177th  st,  in  the  Bronx.  Figures  will 
be  taken  at  once,  no  building  contracts  having  been  awarded. 


Howells  &  Stokes  Architects  for  Dutch  Street  Building. 

DUTCH  ST. — Plans  are  now  being  designed  by  Messrs.  How- 
ells &  Stokes,  100  William  st,  for  the  12-sty  office  and  loft 
building  which  the  North  Ward  Realty  Co.,  Harry  Hall,  100 
William  st,  secretary,  will  build  on  the  northwest  corner  of 
Dutch  and  John  sts,  covering  a  plot,  75x113x75.3x104  ft.  Build- 
ing operations  will  not  be  commenced  until  May  1,  1907.  No 
awards  have  yet  been  made.     (See  also  issue  May  5,  1900.) 


Plans  for  the  AVhiteliall  Street  Terminal. 

Plans  will  soon  be  ready  for  contractors  for  estimates  on  the 
.general  contract  for  the  superstructure  of  the  Whitehall  st 
terminal  of  the  39th  st  ferry,  which  the  city  recently  acquired. 
The  structure  will  have  two  stories,  and  approximate  a  cost  of 
half  a  million  dollars.  Bids  will  be  advertised  for  by  the  Com- 
missioner of  Docks  and  Ferries,  J.  A.  Bensel.  Messrs.  Walker 
&  Morris,  24  East  23d  st,  are  the  architects. 


Iiatest  Seventy-Seventh  St.  Improvement. 

77TH  ST. — A  syndicate,  owner's  name  for  the  present  with- 
held, will  erect  on  the  south  side  of  77th  st,  150  ft.  east  of 
Columbus  av,  immediately  opposite  the  Museum  of  Natural 
History,  on  a  plot  100x102.2  ft.,  a  high  class  apartment  and 
studio  building.  The  Record  and  Guide  is  informed  that  no 
plans  have  yet  been  approved,  or  architect  selected. 


Nelson    Morris  Co.  to  BuUd  in  The  Bronx. 

BROOK  AV.— Nelson  Morris  Co.,  of  No.  40  10th  av,  Man- 
hattan, and  Chicago,  111.,  are  having  plans  prepared  by  com- 
pany forces   for   the  establishment  of  a  brick,   stone   and  steel 


fireproof  S-sty  warehouse,  to  coVer  a  plot  212x135  ft.  on  Brook 
av,  in  the  borough  of  the  Bronx. 


Apartments,  Flats  and  Tenements. 

BROADWAY.— On  the  northwest  corner  of  Broadway  and 
144th  st  Alexander  Walker,  president  of  the  Colonial  Bank, 
will  erect  an  elevator  apartment  house  on  plot  100x150  ft. 

ST.  NICHOLAS  AVE.— Moersch  &  Willie,  29  Tremont  av,  will 
soon  erect  on  the  northeast  corner  of  St.  Nicholas  .av  and  lOSth 
st,  a  G-sty  39-family  flat  building,  100x90  ft.,  to  cost  about 
$125,000.     J.  E.  Scharsmith,  1  Madison  av,  will  make  the  plans. 

85TH  ST.— A  member  of  the  Wittner-Jaffer  Realty  Co.,  Am- 
sterdam av  and  111th  st,  informs  the  Record  and  Guide  that  the 
firm  will  not  erect  a  10-sty  elevator  apartment  house  at  336 
West  85th  st,  on  plot  25x102.2  ft.,  as  reported  the  past  week 
in  the  daily  papers.     He  added,  the  report  is  incorrect. 


Dwellings. 

A  Boston  man  has  purchased  about  thirty  acres  near  Wheatley 
Hills,  L.  I.,  adjoining  the  property  of  Mackay,  Whitney  and  the 
Morgans,  on  which  a  $30,000  residence  will  be  erected.  The 
McNulty  &  Fitzgerald   Co.   can  inform. 


Churches. 

MADISON  AV.— The  Baptist  Church  of  the  Epiphany,  situated 
at  the  southeast  corner  of  Madison  av  and  64th  st,  having  just 
sold  its  church  property,  will  now  proceed  with  the  erection  of 
a  new  edifice.  So  far  as  can  be  learned,  no  definite  building 
site  or  architect-has  yet  been  settled  upon. 


Theatres. 

TIMES  SQUARE. — The  plan  as  announced  the  past  week 
that  still  another  theatre  would  be  erected  on  the  north  side 
of  Times  sq,  a  triangular  block,  bounded  on  the  north  by 
48th  st,  on  the  south  by  Times  sq,  and  west  and  eaist  by  Broad- 
way and  7th  av,  and  that  the  Messrs.  Shubert  Bros,  had  ac- 
quired the  site  for  this  improvement,  was  denied  by  Lee  Shu- 
bert,   of    .Shubert    Bros.,    on    Monday. 


Mercantile 

Messrs.  Carpenter,  Blair  &  Gould,  No.  475  5th  av,  Manhattan, 
are  about  ready  to  take  figures  on  a  1'2-sty  oflice  building, 
brick,  stone  and  steel,  to  be  erected  at  Montgomery,  Ala. 

21ST  ST.— The  State  Realty  &  Mortgage  Co.,  No.  11  Pine  st, 
informs  the  Record  and  Guide  that  no  plans  have  been  drawn 
or  architect  selected  for  the  li-sty  loft  building  which  it  is 
reported  they  will  erect  at  Nos.  31-33  West  21st  st. 

GRAND  ST.— Samuel  Ei.?emore,  71  Grand  st,  will  erect  a  6-sty 
side  extension,  44x75x90  ft.,  install  new  iron  girders,  columns, 
etc.,  to  the  store  and  loft  building  southeast  corner  of  Grand 
and  Wooster  sts,  at  a  cost  of  about  $50,000.  Plans  are  being 
prepared  by  T.  J.  Van  der  Bent,  160  5th  av.  No  awards  have 
yet  been  made. 

3D  AV. — No  contracts  have  yet  been  awarded  for  the  3-sty 
loft  and  store  building,  26x100  ft.,  which  Luder  Reinken,  124 
East  02d  st,  will  erect  at  54-50  3d  av,  at  a  cost  of  $15,000. 
Plans  by  Louis  Giller,  410  Broadway,  call  for  an  exterior  of 
brick,  stone  and  iron,  metal  cornices,  etc.  Two  3-sty  buildings 
will   be  demolished. 

BROADWAY. — A  0-sty  rear  extension,  25x28.6,  new  plumbing, 
an  electric  passenger  elevator,  fireproof  staircases  and  1-sty 
will  be  added  to  the  5-sty  loft  building  No.  179  Broadway.  Geo. 
E.  Keith,  299  Broadway,  is  owner  and  H.  G.  Knapp,  112  West 
42d  st,  architect.  The  cost  is  placed  at  about  $30,000,  and  no 
contracts  have  yet  been  let. 


Factories. 

WATER  ST.— Jones  Bros.,  Water  and  Pearl  sts,  Brooklyn, 
have  awarded  the  general  contract  for  an  S-sty  fireproof  factory 
and  warehouse,  51x100  ft.,  to  be  erected  at  the  southwest  corner 
of  Water  and  Pearl  sts,  Brooklyn,  to  A.  G.  Stone,  of  No.  44 
Court  St.  E.  N.  Stone,  200  East  12th  st,  Brooklyn,  is  the 
architect. 

39TH  ST.— Frank  H.  Quinby,  99  Nassau  st,  has  plans  ready 
for  $10,000  worth  of  alterations  to  the  4-3ty  factory  south  side 
of  39th  st,  275  ft.  east  of  9th  av,  for  D.  Auerbach  &  Son.  No 
coiitracts  have  baen  awarded.  The  building  will  be  increased 
in  height  1-sty,  and  cast  iron  columns  and  girders  will  be 
installed. 

The  Cook  Spring  Co.,  247  Centre  st,  Manhattan,  which  ar- 
ranged recently  to  erect  a  2-sty  factory  building  on  Division 
st,  Jersey  City,  has  decided  not  to  build  there,  but  has  acquired 
an  existing  plant  in  the  vicinity  of  New  York,  and  will  shortly 
add  to  its  manufacturing  facilities.  The  comp?,ny  has  not  yet 
purchased  all   its   machinery. 
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stables. 

3(>TH  ST.— Acker,  Merrall  &  Condit  Co.,  grocers,  13o  West 
■i'M  St,  will  erect  a  new  stable  building  at  Nos.  532-540  ^^  est 
30th  Bt.  Messrs.  Buchman  &  Fox,  11  East  oUth  st,  will  pre- 
pare the  plans. 

SOTH  ST. — Plans  have  been  completed  for  the  G-sty  stable 
and  garage  which  thi  Palace  Garage  Co.,  Times  Building,  will 
erect  at  Nos.  211-211!  West  ^Oth  st,  on  a  plot  48x100  ft. 
Clement  B.   Brun,   1   Madison   av,   is   architect.      (See   issue  Nov. 

17,  lyiKi.) 

SOUTHERN  BOULEVARD.— The  Borden's  Condensed  Milk 
Co.,  No.  lUS  Hudtson  st,  will  erect  at  the  Southern  Boulevard 
and  Wheeler  av,  in  the  Bronx,  a  large  u-sty  brick  and  terra 
cotta  stable  and  distributing  station,  lOOxlOO  ft.  in  size,  to 
contain  one  hundred  stalls,  and  cost  about  $100,000.  Plans  by 
G.  H.  Chamberlln,  llSl  Broadway,  are  now  ready  for  figures. 
(See  also  issue  Oct.  20,  190tj.) 

Plans  are  ready  by  C.  P.  H.  Gilbert,  1123  Broadway,  for  the 
new  fireproof  stable  and  garage  to  be  erected  by  W.  W.  Fuller, 
for  his  own  occupancy  upon  property  recently  purchased  oil 
East  85th  st  on  plot  33.0x100  ft.  The  structure  will  be  o-stys 
in  height  equipped  with  all  modern  appliances,  electric  and  hy- 
draulic lifts,  machine  shop,  etc.  Plans  and  specifications  have 
been  completed,  and  contractors  are  now  estimating.  Work 
will  be  begun  immediately. 


Miscellaneous. 

Dr.  F.  E.  Caldwell,  119  Henry  st,  Brooklyn,  will  erect  a 
$150,000  sanitarium  at  Colorado  Springs,  Colo. 

The  War  Department  has  selected  a  site  at  Dover,  N.  J.,  for 
the  Government  powder  factory,  for  which  Congress  appropri- 
ated $105,000. 

Haebler  &  Co.,  importers,  79  Wall  st,  Manhattan,  are  con- 
templating the  erection  of  a  cement  plant  in  the  vicinity  of 
Kansas  City.  As  yet  no  site  has  been  selected,  or  plans 
drawn. 


Estimates  Receivable. 

BROOK  AV.— Swift  &  Co.,  32  10th  av,  will  soon  be  ready  for 
estimates  on  a  large  fireproof  storage  warehouse,  to  be  erected 
at  Brook  av  and  Rose  st,  in  the  Bronx. 

RIVINGTON  ST. — The  city  will  soon  receive  bids  for  the  in- 
stallation of  new  shower  baths,  partitions,  floors,  etc.,  in  the 
Snsty  public  bath,  on  the  north  side  of  Rivington  st,  50  ft.  east 
of  Goerck  st.     The  estimated  cost  is  $21,000 

UNION  AV. — Paolo  Doino,  care  of  Donato  Piciulo,  3  Park 
Row,  is  now  ready  for  figures  on  masonry,  brick  work,  plumb- 
ing, trim,  plastering,  etc.,  for  the  erection  of  the  o-sty 
brick  store  and  tenement  on  lot  25x100  at  the  northwest  corner 
of  Union  av  and  150th  st. 

72D  ST.— Work  will  soon  be  started  changing  the  5-sty  resi- 
dence No.  176  West  72d  st  into  a  store,  office  and  studio  build- 
ing. A  1-sty  rear  extension,  30x33  ft.,  new  glass  fronts,  par- 
titions and  general  interior  alterations  will  be  made.  David 
S.  Brown,  Riverside  Drive  and  102d  st,  is  owner,  and  Daniel 
T.  Webster,  100  5th  av,  architect.  No  building  contracts  have 
been  issued. 

34TH  ST. — E.  Remington,  527  5th  av,  has  taken  the  contract 
on  a  percentage  basis,  and  is  now  taking  figures  on  sub-con- 
tracts for  alterations  to  the  11-sty  store  and  office  building, 
19-21  West  34th  st,  for  Henry  P.  Loomis,  M.  D.,  58  East  34th 
si,  and  J.  D.  Prince,  15  Lexington  av,  for  which  W.  A.  Goericke, 
527  5th  .av,  Ss  Architect;  Revillon  Freres,  19  West  34th  st,  is 
lessee.  The  improvement  consists  of  a  refrigeration  plant, 
steel  girders,  ceilings,  etc. 


Contracts  Awarded. 

JAMES  ST.— Michael  Carlucci,  .50  Oak  st,  has  the  contract  for 
alterations  to  Nos.  81-83  James  st.  Chas  E.  Miller,  111  Nassau 
st,  is  the  architect. 

D.  E.  Baxter  &  Co.,  27  William  st,  Manhattan,  has  taken  the 
contract  for  the  construction  and  equipment  of  line  and  work  for 
the  Lake  Superior  Southern,  work  to  commence  within  30 
days. 

29TH  ST.— O.  Lindenbaum,  223  West  27th  st,  has  received  the 
contract  for  improvements  to  Nos.  234-230  East  2nth  st,  from 
plans  by  John  Holtje,  1133  Broadway.  George  W.  Eccles,  Bay- 
side,  N.  T.,  is  the  owner. 

27TH  ST. — A.  J.  Robinson  &  Co.,  123  East  23d  st.  has  the 
contract  for  improvements  to  the  6-sty  warehouse,  530  West 
27th  st,  for  Edward  Lyons,  526  West  27th  st.  R.  E.  Dusin- 
berre,    123    East    23d    st,    is    architect. 

The  Central  Railroad  of  New  Jersey,  143  Liberty  st,  J.  O. 
Osgood,  chief  engineer,  have  awarded  thg  general  contract  for 
the  construction  of  the  new  Bronx  freight  terminal,  on  the 
Harlem  River,  to  the  Snare  &  Triest  Co.,  143  Liberty  st. 

JOHNSON  ST.— The  Turner  Construction  Co.,  No.  11  Broad- 
way, has  received  the  contract  to  build  the  7-sty  reinforced 
concrete  warehouse,  40x80  ft.,  on  Johnson  st,  between  Bridge 
and  Duffleld  sts,  Brooklyn,  for  Isaac  Mason,  of  No.  115  MjTtle 
av.     Plans  are  by  J.  M.  Murphy  289  4th  av,  Manhattan. 


Bids  Opened. 

Bids  were  opened  by  the  Board  of  Education  Monday,  Dec. 
10,  for  manual  training  equipment  In  the  Stuyvesant  High 
School,  items  1  to  44,  inclusive,  for  which  the  Howe  Engineering 
Co.,   at  $69,800,   were  low  bidders. 

James  W.  Stevenson,  Bridge  Commissioner,  opened  bids  on 
Wednesday  lor  the  foundations,  abutment  core  and  metal  work 
of  the  steel  viaduct  of  the  Queens  approach  to  the  Blackwell's 
Island  Bridge,  for  which  the  Buckley  Realty  &  Construction 
Co.,  Times  Building,  at  $797,8(14,  were  lowest  bidders.  Other 
bidders  were:  Snare  &  Triest  Co.,  American  Bridge  Co.,  Terry- 
Tench  Co.,  Carbon  Steel  Co.,  Williams  Engineering  &  Con- 
tracting Co.  and  the  Kings  Bridge  Co.  The  security  demanded 
with  the  bid  was  $200,000. 


BUILDING      NOTES 


James  P.  Gaffney,  chief  engineer  of  the  George's  Creek  & 
Cumberland  R.  R.,  has  resigned  to  become  chief  engineer  of 
the  General  Contracting  &  Engineering  Co.,  New  York  City. 

George  F.  Hardy,  consulting  engineer,  309  Broadway.  Manhat- 
tan, sailed  for  Europe  Dec.  5,  to  make  arrangements  for  building 
a  large  pulp  mill  in  Newfoundland,  for  English  capitalists  who 
have  formed  the  Anglo-Newfoundland  Development  Co.,   Ltd. 

Chief  Engineer  Geo.  S.  Rice  told  his  audience  at  a  meeting 
of  the  Rapid  Transit  Commission  that  a  double  decked  subway 
would  be  the  most  practical  and  economical  for  Lexington  av, 
as  that  thoroughfare  was  only  75  ft.  wide.  Anything — only 
do  somethine. 

T'he  plant  of  the  New  York  Cement  Co.,  at  Rosendale  Plains, 
near  Rondout,  Ulster  county,  N.  Y.,  was  totally  destroyed  by 
fire  Thursday,  Dec.  13,  entailing  a  loss  of  .*2.j0.000  and  throwing 
150  men  and  50  bo>-B  out  of  work.  The  buildings  occupied  by 
the  company  were  all  new,  being  erected  only  a  little  more  than 
three  years  ago,  when  the  plant  started  in  operation.  Thomas 
Miller,  of  New  York,  is  president   of  the  company. 

The  next  convention  of  the  American  Institute  of  Architects 
will  be  held  in  Washington,  D.  C,  Jan.  7,  8  and  9,  1907.  This 
will  commemorate  the  fiftieth  anniversary  of  the  institute, 
which  was  founded  in  1857.  A  bronze  memorial  tablet  contain- 
ing the  names  of  the  founders  will  be  unveiled  in  the  Octagon, 
commemorating  the  occasion.  During  this  meeting  the  insti- 
tute will  inaugurate  the  custom  of  presenting  a  gold  medal  for 
distinguished  merit  in  architecture.  The  first  medal  will  be 
presented  to  Sir  Ashton  Webb,  the  architect  of  the  Victoria 
Memorial,  London,  who  received  the  gold  medal  of  the  Royal 
Institute  of  British  Architects  and  knighthood  during  the  past 
year.  A  formal  banquet  will  be  held,  at  which  will  gather  those 
distinguished  in  the  fine  arts,  prominent  government  officials, 
representatives  of  educational  institutions  and  men  of  literary 
fame. 


Annual  Meeting  of    the  Association    of    American    Portland 
Cement  Manufacturers. 

One  bundled  and  twenty  members  of  the  Association  of 
American  Portland  Cement  Manufacturers  were  present  at  the 
fourth  annual  meeting  of  the  association  that  was  held  Mon- 
day, Tuesday  and  Wednesday  at  the  Hotel  Astor,  45th  st  and 
Broadway,  Manhattan.  On  the  first  day  the  executive  com- 
mittee held  their  meeting.  Tuesday  the  general  meeting  of 
the  association  took  place.  The  order  of  business  was  as  fol- 
lows: roll  call,  reading  of  minutes,  reports  of  officers,  reports 
of  committees,  unfinished  business,  new  business  and  election 
of  officers.  Luncheon  was  served  at  1  p.  m.  In  the  evening 
the  annual  dinner  took  place,  at  which  time  several  prominent 
members  spoke.  Wednesday  morning  the  general  business 
meeting  continued  and  finished  up.  A  smoker  followed  at  1 
o'clock. 

At  the  general  meeting  the  matter  of  offering  prizes  to  archi- 
tects, builders  and  all  concerned  for  the  best  designed  concrete 
houses  was  taken  up.  The  prospectus  will  hereafter  be  made 
public.  Another  proposition  was  the  establishing  of  a  labo- 
ratory for  testing  and  experimental  purposes  for  the  bene- 
fit of  the  industry  to  be  supported  by  the  association,  which 
was  unanimously  votjd.  The  next  meeting  will  be  held  about 
March   10,    1907,   at   the  Bellevue-Stratford,   Philadelphia,   Pa. 


Allied  Real  Estate  Interests  Elect  Officers. 

The  following  officers  were  elected  by  the  Allied  Real  Estate 
Interests,  to  serve  next  year: 

President,  Allan  Robinson;  chairman  of  executive  committee, 
B.  Aymar  Sands;  vice-presidents— first,  Henry  W.  Sprague,  Buf- 
falo; second,  Watson  T.  Dunmore,  Utica;  third,  Alfred  E.  Mar- 
ling, New  York;  treasurer,  Edmund  L.  Baylies;  secretary,  Fred- 
erick M.  Hilton;  directors  Edmund  L.  Baylies,  Joseph  L.  But- 
tenwieser,  William  H.  Chesebrough.  Stanley  W.  Dexter.  Edward 
J.  Hancy,  Frederick  M.  Hilton,  Randolph  Hurry,  Francis  M. 
Jencks.  Cyrus  E.  .Tones,  Robert  Goelet,  Alfred  E.  Marling.  E.  O. 
McNair,  Allen  L.  Mordecai,  Allan  Robinson,  Noah  C.  Rogers,  B. 
Aymar  Sands,  George  S.  Tarbell  and  William  Bayard  Van 
Rensselaer. 
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Real  Estate  and  Building  Statistics. 

The  following  are  the  comparative  tables  of  Manhattan,  The 
Bronx  and  Brooklyn  of  the  Conveyances,  Mortgages  and  Pro- 
jected Buildings  for  the  corresponding  weeks  In  1905  and  1906: 

MANHATTAN    AND    THE    BRONX. 


Total  No.  tor  Manbattiui. 
No.  with  consideration. 

Amount  iDTolved 

Mombor  nominal 


CONVEY  AJ^OEB. 

1906. 
Dec.  7  to  la.lno 


1905. 
Dec.  8  to  14,  Inc. 
226    Total  No.  tor  Manhattan  328 

7    No.  with  consideration..  27 

1132,850    Amount  InTolved...: $1,884,309 

21'J    Number  nominal 301 


Total  No.  Manhattan,  Jan.  1  to  date 

Ho.  with  consideration,  Manhattan,  Jan. 

1  to  date 

Total  Amt.  Manhattan,  Jan.  1  to  date 


1906. 

19,675 

1,177 
$62,194,307 


1905. 

20,995 

1,559 
$75,080,839 


Total  No.  for  tbo  Bronx. 
N^  with  consideration.. 

Albount  InTOlTOd 

Numbor  nominal 


1908. 
Dec,  7  to  18,  Ino 


1905. 
Dec.  8  to  14,  Inc. 
160    Total  No.  for  The  Bronx  240 

7    No.  with  consideration..  17 

133,896    Amount  involyed $144,850 

153    Number  nominal 223 


1906. 
11.861 
$7,656,551 

31,336 


1905. 

12,488 
$12,198,049 

33,4S3 

«sr,2r6,ss8 


Total  No.,  The  Bronx,  Jan.  1  to  date 

Total  Amt.,  The  Bronx,  Jan.  1  to  date. . . 
Total  X«.  nanhaitan  and  The 

Bronx.  Jan.  1  to  date 

Total  Amt.  nanliattan  and  The 

Bronx,  Jan.  1  to  date 

Assessed  Value,  manbattan. 

1906.  1905. 
Dec.  7  to  ]  S,  Inc.     Dec.  8  to  14,  Inc 

Total  No.,  with  OonslderaMon 7  27 

Amount  InrolTod $182,850  $1,884,309 

jUI«896d  Value $93,500  $2,557,000 

Total  No.,  Nominal 219  301 

Aejosaed  Value $8,689,200  $9,434  500 

Total  No.  with  Oonsld.,  from  Jan.  Ist  to  date                     1,177  1,559 

Amount  InrolTed •■             ••             $82,194,307  $75,080,839 

ijjossed  value ■■             ■•             $43,811,775  $54,157,807 

Total  No.  Nominal "             ••                       18.498  19,437 

Assessed  Value •'             •■           $623,997,300  $639,773,834 


MOBTaAOES, 


1908. 

. Dec.  7  to  13, 

Manhattan. 
363 


1906 
no. ,    , Dec. 8  to  14,  Inc. 


Bronx. 
191 


1  otal  number . . , 

Amount  iQTolTed $11,269,551  '$1,183,555 

HO.ateV 114 

Amount  Involred '$877,336 

No,at6?i>J 

Affiount  Involved 

No.   at  5>i« ■     s 

Amount  InTOlved $808,950 

Nombor  at  5']li 2 

Amaunt  Inrolrod $52,000 

No.altt^K 

Amount  iDTOlved 

Ko.  at  54H '.'.'..... 

ADMum  iB^lTed 

No,at5« 133 

Amount  iDTolyed $8,013,190 

li».t.\4HH 1 

Amount  iBtolTOd $13,000 

N».at4)i>i 47 

Amount  Involved $4,544,000 

NT>.  at4>i){.: 

AAount  lovolvea. 

H».a«4K 3 

Aasonnl  IhTOlTed $80,000 

K».  mthout  interest 58 

Amount  Involved $1,888,075 

No.   above  to   Bank,    Trust 

tai  Insurance  Companies  76 

Amount  Involved $3,729,500 


Manhattan. 

250 

$3,602,l!ii 

66  139 

$316,274    $1,102,778 


Bronx. 

a  00 

$1,142,530 

47 

$477,472 


18 
$73,890 


70 
$510,361 


2 

$12,850 


$10,000 

88 

$260,180 


$57: 


38 
,313 


98 
$304,884 


1 

$8,000 


41 

$946,300 


23 
$161,824 


9 
$296,000 


1 

$1,700 

$670,100 


32 

$198,850 


35 

97,400 


Total  No.,  Manhattan,  Jan.  1  to  date 

Total  Amt.,  Manhattan,  Jan.  1  to  date. . . . 

T»l»aSo..Th*  Bronx.  Jan.  1  to  date 

Total  41QJ.,  Ttie  Broni,  Jan.  1  to  date. . . . 
Total  No.,  IXaunauan  and  The 

Bronx,  Jan.  1  to  date  

Totel  Atni.iaanhattan  n.udThe 

Bronx,  Jan.  1  to  date      


32 

$795,000 

1906. 

17,586 

$360,286  205 

8,1(89 

$62,928,288 


12 

S1G0,200 

1905. 

19,729 

$468,926,587 

9,903 

$83,839,520 


26,553 
«423,214,491 


29,632 
«352,766,107 


•Does  not  include  mortgage  of  $2,361,700  given  by  Fidelity  Development 
Co.  to  Van  Nest  Land  &  Improvement  Co..  in  place  of  a  mortgage  of  $2,400  000 
fOr  the  purpose  of  reducing  Interest  from  5°^  to  4)4%,  '        ' 


fotal  No.  New  Buildings : 

Manhattan 

Tlio  Bronx 


PROJECTED   BUlLDINaa 

1906. 
Dec.  8  to  14,  Inc. 

12 

88 


1905. 
Dec.  9  to  )5,lno. 
45 

44 


Orand  total. 


Total  Amt.  N6.V  Buildings  : 

Manhattan 

Tnt  Bronx 


Orand  Total. . 


Tol 


al  Amt.  Alterations : 

Hahhattan 

The  Bronx 


Orand  total 

Tot»J  No.  of  New  Buildings  : 
Manhattan,  Jan.  1  to  date. 
The  Bronx,  Jan  1  to  date. . 


^^mxthtn-Bronx,  Jan.  1  to  date 

TotafAmt.  New  Buildings : 

Manhattsn,  Jan.  1  to  date 

The  Bmot,  Jan.  1  to  date 

Iflnhtn-Bronx,  Jan.  1  to  date 

Total  Ami  AJtaratlons : 

mu^tn'HrVKl    JaA.  1  to  data 


50 

$372,100 
604,100 

$976,200 

$241,150 
9,050 

$250,200 

1,691 
2,179 

3,?70 

$108,178,615 
27,035,130 

•  135,313,745 

•18,503,889 


89 

$2,881,000 
979,850 

$8,860,850 

$140,605 
5,285 

$145,890 

2,454 
2,193 

4,647 

$118,983,310 
37,115,645 

•  156,098,955 

•13,697,057 


BROOKLYN. 
OONTEYAKOES. 


1909. 


1(05. 


Total  number 

No.  with  consideration, 

Amount  Involved 

Number  nominal 

Total  number  of  CouTeyances, 

Jan.  1  to  date 

Total  amount  of  Conveyances, 

Jan.  1  to  date 

MORTGAGES, 

Total  number 

Amount  involved 

No.  at  8^ 

Amount  Involved 

So.  at5?i?s 

imount  Involved 

No.  at  5  >i>f 

Amount  involved 

N  o.  at  5  Ji  % ."".■.■.'. 

Amount  involved 

No.  at  5?i  

Amount  Involved 

No.  at  iU^i 

Amount  involved  

No.  at  4% 

Amount  involved 

tJo.  at  3«?i 

Amount  involved 

NO.  at  3J( 

^ mount  Involved 
o.  without  Interest 

Amount  Involved 

Total     number    of    Itlortgages. 

Jan.  1  to  date 

Total    amount    of    mortg^ag^es, 
Jan.l  to  date 


No.  of  New  Buildings 

Estimated  cost 

Total    No.    of    New  Bulldiners, 

Jan.  1  to  date 

Total  Amt.  of  Nenr  Building:s, 

Jan.  1  to  date 

Total    amount   of    Alterations. 

Jan.l  to  date 


Dec.  6  to  12,  Inc.    Dec.  7  to  13,  1 


593 

80 

$155,$01 

563 

45,257 

•26,141,901 

806 

$3,213,362 

,307 

$964,598 


642 

68 

$308,148 

679 

40,453 

•27,773,828 

483 

$2,175,294 

250 

$l,079.78t 


173 

$918,600 


120 

$567,386 


282 

$1,162,724 

1 

$38,000 

2 

$5,000 

24 
$127,291 

$700 
1 

$1,000 

41 

$136,535 

87 

$399,129 

37,966 

33,486 

•156,446,171 

$188,131,293 

188 
$1,096,170 

142 
$1,007,165 

8,230 

8,191 

•  61,593,074 

•74,223,939 

•5,333,854 

•4,639,776 

William  H.  Smith,  auctioneei',  will  sell  at  auction  at  12  m., 
Friday,  Dec.  21,  1906,  at  the  Brooklyn  Real  Estate  Exchange, 
189  Montague  st,  Brooklyn,  the  Manhattan  Beach  Hotel  and 
Oriental  Hotel  propertie.s,  situated  on  Coney  Island,  between 
the  Atlantic  Ocean  and  Sheepshead  Bay,  and  extending  from 
Brighton  Beach  Hotel  property  easterly  to  the  inlet  between 
Barren  and  Coney  Islands.  See  advertisement  elsewhere  in 
Record  and  Guide.  For  further  particulars  apply  to  Strong 
and  Cadwalader,  attornej-s  for  plaintiff,  40  Wall  st,  Manhattan; 
Walter  T.  Bennett,  referee,  95  Nassau  st.  New  York,  or  William 
H.  Smith,  auctioneer,  9  Willoughby  st,  Brooklyn.  (Other  auction 
announcements  are  printed  elsewhere  in  this  number.) 


PRIVATE    SALES    MARKET 


SOUTH  OF  59TH  STKKKT. 

ALLEN  ST. — Jacob  Rspport  sold  187  Allen  st  a  5-sty  tenement, 
for  Abraham  Levenstein  to  S.   Laber. 

BARCLAY  ST.— Henry  J.  Hall  sold  102  Barclay  st,  a  4-3ty 
building,    21.8x70.3,   between   West  and   Washington    sts. 

BLEECKER  ST.— David  &  Harry  Lippman  and  Mandelbaum 
&  Lewine  bought  from  two  estates  the  northeast  corner  of 
Bleecker  and  Lafayette  sts,  a  3-sty  brick  building,  25.3x100.3, 
and  a  rear  frontage  of  19.2  on  Slinbone  alley.  The  above  parcel 
is  opposite  the  subway  station  at  Bleecker  st. 

Tenements   Sell   in  Clinton  Street. 

CLINTON  ST. — Julius  H  Reitei',  as  attorney,  sold  for  Jacob 
Siris  and   others  the  5-sty  tenement  181  Clinton  st,  25x100. 

CLINTON  ST.— E.  V.  C.  Pescia  &  Co.  and  Jacob  Finkelstein 
sold  for  NewiTian  Grossman  244  Clinton  st,  a  6-sty  tenement, 
33x72. 

FRONT  ST.— William  A.  White  &  Sons  sold  for  Miss  Ella 
Mooney  62  and  64  Front  st,  two  5-sty  buildings,  113  ft.  south 
of  Old   Slip,  45.7x86. 

230   Fulton   Street   Sold, 

FULTON  ST.— Robert  R.  Rainey  sold  for  Balina  Winner  and 
others  230  Fulton  st,  a  4-sty  building,  25x06. 

GREENE  ST.— Warren  &  Skillin  sold  for  the  estate  of  Wm, 
Watson  10  Greene  st,  6-sty  store  and  loft  building,  19x100.  The 
purchaser  buys  for  investment. 

GREENE  ST. — Slawson  &  Hobbs  sold  for  a  client  to  Andrew 
F.  Murray  the  OVz-sty  loft  building,  204-206  Green  st,  50x100. 

HENRY  ST.— Nadler  &  Cohen  sold  for  Dr.  Joseph  Bruder 
36  Heni-y  .st,  a  5-sty  tenement,  25x100. 

LUDLOW  ST. — Julius  H.  Reiter,  as  attorney,  has  sold  for 
Jacob  Siris  and  others  144  Ludlow  st,  a  6-sty  tenement,  25x100. 

PARK  ROW.— Ellen  Mellen  has  sold  to  Jacob  Pinner  101 
Park  Row,   a  3-sty  building  with  store,   18x65,  between  North 
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'"William  and   New  Chambers  sts.     The  price  was  $55,000. 
"i~'PEARLi   ST.— The  Charles   F.   Noyes  Company  sold   for  A.    P. 
iJBailey  to  an  investor  279  Pearl  st,  a  5-sty  and  basement  build- 
ing. 2.«101. 

SULLIVAN  ST. — E.  Califano  sold  for  M.  Fine  to  I.  Sokolsliy 
45  and  49  Sullivan  st,  northeast  corner  of  Watt  st,  a  G-sty  tene- 
ment, 52xl27x  irregular,  which  has  been  resold  to  A.  Lagmeti. 
WATER  ST.— Daniel  B.  Freedman  sold  to  a  client  of  Parish, 
Fisher  &  Co.  11  Water  st,  a  5-sty  building.  23.11x70,  near 
Broad  st. 

WATER  ST.— Ruland  &  Whiting  Co.  sold  for  Moses  Ottingrr 
to  A.  H.  Frankel  7  and  9  Water  st,  a  Ti-sty  building,  32x70. 
The  adjoining  parcel.  11,  was 'sold  by  Daniel  B.  Freedman  in 
the  fore  part  of  the  week. 

GTH  ST. — B.  Menschel  bought  from  the  August  Sexton  estate 
210  East  Gth  st,  5-sty  front  and  3-sty  rear  tenements,  25x97.G. 
John   Brodman   was   the   broker. 

Iioft  Building  in  Eleventh  Street  Sold. 
IITH  ST. — Heilner  &  Wolf  sold  to  William  Colgate  for  invest- 
ment the  9-sty  store  and  loft  building  50  East  11th  st,  between 
Broadway  and  University  pi.     Charles  S.  Gregor  was  the  broker 
in    the    deal. 
■■      IITH  ST.— B.  Menschel  bought  340  East  11th  st,  a  5-sty  tene- 
.■•'ment,  25x04.10.        ! 

IITH    ST.— Jacobson   &    Solomon    sold    for   David    Rasenkrantz 
.-the  .two  7-sty  tenements  533  and  535  East  11th  st. 

13TH   ST. — Douglas   Robinson,    Charles   S.   Brown   &   Co.,   sold 

for  Austen   G  Fox  to   a  client  'of   Herman  Le   Roy   Edgar  22   to 

.  26  West  13th- st,  a- G-sty  mercantile  building,  75x91x  irregular. 

. . . .  17TH    ST. — ^^Samu'el    Blumenstock    and    Henry    Nichols    sold    to 

C.  W.  Price  443  West  17th  st,  5-sty  flat,  25x100. 

19TH  ST.— E.  M.  Hallowcll  bought  from  John  R.  Cushier  217 
West  19th  st,  4-sty  front  and  rear  tenements,  with  store,  2ox 
99.4.     Edgar  T.  Kingsley  was  the  broker. 

20TH  ST.— Emily  B.  Hopkins  sold  23  East  20th  st,  an  S-sty 
loft  building,  20x74. 

Realty  Company  Buys  in  Twenty-ftrst  Street. 
21ST  ST.— M.  &  L.   Hess  sold  for  the  estate  of  John  J.   Crane 
and  Patrick  Kelly,  respectively,  31  and  33  West  21st  st,  4  and 
5-sty  buildings.  .5,5.7x98.9,  to  the  State  Realty  and  Mortgage  Co. 
'  An  11-sty  building  will  be  erected  on  this  site. 

29-31  East  Twenty-second  Street  Sold. 

22D    ST. — Robert    Colgate   &   Co.    sold   to   the    State   Realty   & 

Mortgage  Co.  29  East  22d   st,  a  4-sty  dwelling,  25x98.9.     They 

have  also  sold  in  conjunction  with  Douglas  Robinson,  Charles 

■  S.  Brown  &  Co.  to  the  same  buyers  31  East  22d  st,  adjoining, 

a  4-sty   structure,   27x98.9. 

23D  ST.— William  C.  Prime  is  reported  to  have  sold  38  East 
23d  st,  a  4-6ty  dwelling,  27x08.9. 

25TH  ST. — Joseph  Corbit  &  Co.  sold  for  Mrs.  Mary  E.  John- 
son to  a  client  344  and  346  West  25th  st,  two  5-sty  tenement 
houses,  50x100. 

25TH  ST.— I.  Randolph  Jacobs  &  Co.  sold  the  two  4-sty  4- 
family  tenem.ents,  340  and  342  West  25th  st,  50x98.9.  Palmer  & 
Finnernan   were    the   brokers. 

25TH  ST.— Palmer  &  Finnernan  sold  for  Henry  Siegel  350 
and  352  West  25th  st,  G-sty  apartment,  50x100,  to  a  client  for 
Investment. 

W.  W.  Astor  Sells  a  Flat. 
26TH  ST. — William  Waldorf  Astor  sold  through  the  Wall 
Exchange  Realty  Co.  and  Jas.  S.  McQuillen,  to  the  New  Am- 
sterdam Realty  Co.,  158  East  2Gth  st,  5-sty  double  flat,  25x98.9. 
Continued  Activity  in  the  Pennsylvania  Terminal  Section. 
32D  ST. — parish,  Fisher  &  Co.  sold  for  the  City  Real  Estate 
Co.,  represented  by  Douglas  Robinson,  Chas.  S.  Brown  &  Co., 
108  West  32d  st,  a  3-sty  and  basement  brick  dwelling,  20.10x 
98.9,  to  C.  F.  and  W.  M.  V.  Hoffman;  and  for  Geo.  A.  Talbot, 
represented  by  Folsom  Bros.,  the  adjoining  property,  lOG  West 
32d  st,  20.10.K9S.9,  to  the  same  buyers.  Parish,  Fisher  &  Co. 
were  also  the  brokers  in  the  sale  of  144  West  32d  st,  for  J. 
Romaine  Brown.  The  buyer  was  the  City  Investing  Co.,  which 
resold  the  property  through  the  same  brokers. 

Near  Pennsylvania  Railroad  Arcade. 

34TH    ST.— Douglas    Robinson,    Charles    S.    Brown    &    Co.    and 

Post   &   Reese   sold  for   Franklin   Haines   215,   217,   219   and   221 

..  West  34th   &t,   two   7-sty   elevator   apartment  houses,    100x98.9, 

•-.and  224.  to   232    West    35th    st,    old    Presbyterian    Church    and 

parsonage,  100x98.9.     The  buyers  are  Walter  Brooks,  of  Brooks 

Bros.,   and   the   Torkville   Realty   Company,    of    which    William 

Warner  Hoppin  is   president.      The   property   has   been   held   at 

about  $700,000. .    This  is   the  first  sale  of  importance  that   has 

_■  taken  place  in  this  block,  and  it  is  generally  believed  that  the 

^•acquirement  of  so  large  a  plot  signifies  the  erection  of  another 

modern  mercantile  structure. 
•.  ;  34TH  ST.— Ames  &  Co.,  in  conjunction  with  Geo.  A.  Bowman, 
sold  for  Herbert  A.  Spooner  to  a  client  for  investment  137  East 
34th  st,  4-Bty  brownstone  dwelling,   17.0x85. 

Mr.  Freedman  in  Thirty-fourth  Street. 
34TH    ST.— Daniel   B.    Freedman    bought    through    E.    C.    Wil- 
liams 214  West  34lh  st,  a  4-sty  dwelling,  IG.GxlOO.     This  prop- 
erty  is    immediately   east    of    the    Pennsylvania    Arcade    to    be 
erected  from  33ii  to  34lh  sis,  between  7th  and  Sth  avs. 
34TH  ST.— Palmer  &  Finnernan  and  Henry  M,  Weil  sold  for 


clients  to  Boehm  cfe  Boehm  223  West  34th  st,  a  4-sty  dwelling, 
iG.Sx98.9.  The  parcel  separates  the  recent  purchase  of  Brooks 
Brothers  and  the  Yorkville  Realty  Co.  from  the  large  holdings 
of  the  Astors,  which  include  225  to  241  West  34th  st  and  abut- 
ting property  on  3.5lh  st. 

35TH    ST.— Folsom    Brothers   sold    for    Rev.    Henry   E.    Hovey 
41G  West  351  h  st,  5-sty  tenement,  25x98.9,  to  Joseph  Epstein. 
Operator  Buys   in   39th  St. 

39TH  ST.— Daniel  B.  Freedman  bought  from  Lee  Shubert  107 
to  115  West  39th  st,  old  buildings,  lOOxOS.O.  These  properties 
are  on  the  north  side  of  39th  st,  100  ft.  west  of  Gth  av,  and 
extend  to  within  about  200  ft.  of  Broadway.  It  is  said  that  the 
parcel  in  question  has  been  on  the  market  for  about  $225,000, 
but  it  is  believed  to  have  sold  for  about  $210,000. 

44TH  ST.- John  C.  Tredwell  bought  through  N.  A.  Berwin 
110  West  44th  si,  a  4-sty  dwelling.  20xlOt).5. 

41TH  ST.— Palmer  &  Finnernan  sold  through  P.  A.  Geoghegan 
34S  West  44th  st,  a  4-sty  dwelling,  20x100. 

AVE  B. — Julius  H.  Reiter,  as  attorney,  sold  for  Berkman  & 
Gutterman  the  northeast  corner  of  Ave  B  and  IGth  st,  three 
G-sty  tenements,  42x93. 

AVE  B.— Simon  Ellinger  &  Son  bought  from  Levy  &  Dan- 
ziger  103  Ave  B,  a  4-sty  building,  20.3x95. 

Ames  &  Co.  Resell  Lexington  Avenue  Comer. 

LEXINGTON  AV.— Ames  &  Co.  sold  for  W.  A.  Treadwell  to 
William  S.  Patten  and  J.  L.  Van  Sant  178  Lexington  av,  soutli- 
west  corner  of  31st  st,  5-sty  flat,  19.0xG4. 

LEXINGTON  AV.— Anderson,  Pendleton  &  Anderson,  as  at- 
torneys, bought  for  a  client  403  Lexington  av,  near  45th  st,  a 
4-sty  building,  20x70.0.     A  Lester  Heyer  holds  title. 

1ST  AV.— M.  Kahn  &  Co.  sold  for  Francis  J.  Muller  157 
1st  av,  5-sty  tenement,  24x75,  to  Abraham  B.  Minsky. 

1ST  AV. — Simon  Friedman  resold  for  Leon  Weinstein  to 
Nathan  Teplitsky  the  two  5-sty  tenements  at  the  northwest  cor- 
ner of  1st  av  and  5th  st,  50x75. 

Tliird  Avenue  Corner  Sold. 

3D  AV. — William  Waldorf  Astor  sold,  through  the  Wall  Exr 
change  Realty  Co.  and  James  S.  McQuillen,  to  the  New  Amster- 
dam Realty  Co.  the  southwest  corner  of  2Gth  st  and  3d  av,  5-sty 
tenement  house  with  stores,  20.8x84. 

C.  Grayson   Martin  Buys  on  Fifth  Avenue. 

5TH  AV.— Jacob  Dreicer  sold  292  5th  av,  a  5-sty  building, 
24.8x100,  between  30th  and  31st  sts.  It  forms  an  L  with  the 
Hotel  Walcott  plot  at  6  West  31st  st. 

STH  AV. — Leff  &  Weiss,  as  attorneys  for  M.  &  A.  Krim,  sold 
the  southwest  corner  of  35th  st  and  Sth  av,  4-sty  building, 
37.1x02.     The  New  Amsterdam  Realty  Co.  is  the  buyer. 

9TH  AV. — Henry  A.  Keller  sold  through  Theodore  Ortmann  to 
the  New  Amsterdam  Realty  Co.  472  9th  av,  a  4-sty  flat  with 
store,   25x100. 

9TH  AV. — Bernard  Stahl  sold  for  Mrs.  Caroline  Keller  the 
lot  adjoining  the  southwest  corner  of  9th  av  and  16th  st, 
25x100,  to  Joseph  Beck'.  A'  6-sty  business  building  will  be 
erected    thereon. 


JNORTH  OP  59TH  STKKKT. 

70TH  ST.— Alfred  E.  Toussaint  sold  for  Emilie  -Simon  to  a 
client  for  occupancy  00  West  70lh  st,  a  4-sty  and  basement 
brownstone  extension   dwelling,   18.2x100.5. 

71ST  ST.— Douglas  Robinson,  Chas.  S.  Brown  &  Co.  sold  for 
Harry  M.  Austin  to  a  client  127  East  71st  st,  a  5-sty  American 
basement  dwelling,  20x102.2. 

74TH  ST.— S.  Swee  sold  for  Dr.  Joseph  Bruder  482  East  74  th 
St.  a  5-i3ty  tenement,  25x102.2. 

75TH  ST.— Edward  S.  Hatch  sold  311  West  75th  st,  a  5-sty 
American    basement    dwelling,    20x102.2. 

77TH  ST. — Albert  B.  Ashforth  sold  the  plot,'  100x102.2,  on  the 
south  side  of  77th  st,  1,50  ft.  east  of  Columbus  av,  opposite  the 
Museum  of  Natural  History.  The  buyer  will  erect  a  studio 
and  apartment  structure  on  the  site. 

78TH  ST.— Noble  McConnell  is  reported  to  have  sold  182  West 
7Sth  st,  a  4-sty  dwelling,  16x08. 

84TH  ST.— Charles  Gulden  bought  120  East  84th  st,  a  2-sty 
garage,  27x102.2. 

S4TH  ST.— Pehlemann  &  Schwegler  sold  for  S.  Campbell  to 
a  client  105  West  84th  st,  a  5-sty  single  flat,  22x100. 

85TH  ST. — Eugene  A.  Philbin  has  sold  to  the  Seymour  Realty 
Co.  144  West  85th  st,  a  3-sty  dwelling,  18x102.2. 

85TH  ST.— The  William  Rosenzweig  Realty  Operating  Co.  sold 
336  West  S5th  st,  a  vacant  lot  25x102.2,  to  Joseph  Wittner, 
who  will  erect  a  10-sty  fireproof  elevator  apartment  house,  ar- 
ranged for  one  family  on  a  floor. 

87TH  ST.— Fredk.  Zittel  .sold  for  Charles  E.  Rushmore  55 
West  87th  st,  4-sty  brownstone  dwelling,  21  ft.  wide,  to  a 
client    for    occupancy. 

87TH  ST. — Slawson  &  Hobbs  sold  for  Thomas  C.  Coleman  to 
a  client  the  4-sty  high-stoop  dwelling  134  West  87th  st, 
20x100.8 

08TH  ST. — George  Backer  sold  for  Ottinger  Bros,  to  Lee 
&  Fleischmann  the  plot,  100x108,  at  the  southeast  corner  of 
Riverside  dr  and  98th  st.  It  is  understood  that  the  buyers  will 
resell  the  property  to  a  builder. 


December  15,  1906 


RECORD   AND   GUIDE 


tddl 


lOlST  ST.— Charles  S.  Kohler  sold  for  a  client  lOS  West  101st 
St,  a  5-sty  double  flat,  24.()xl00. 

104TH  ST.— Charles  S.  Kohler  sold  for  a  client  65  West  104th 
st,  a  5-sty  flat,  27x100. 

109TH  ST.— Emanusl  Simon  sold  for  Max  Schulhoff  to  Max 
Goldsmith  213-215  West  100th  st,  a  C-sty  apartment  house, 
37.0x100. 

109TH  ST. — Salvatore  Soraci  sold  for  Frank  Gens  to  Santo 
and  Mitell  Guicini  the  7-sty  tenement  226  East  109th  st, 
25x100.11. 

109TH  ST.— J.  H.  Oeters  &  Co.  sold  for  Simons  &  Harris 
120  West  109th  st,  a  5-sty  triple  flat,  25x100.11. 

IIGTH  ST. — William  Schwarz  sold  for  a  client  to  Sigmund 
Glauber  and  Max  Lesserman  12  East  llijth  st,  a  .5-sty  double 
flat,  with  store,  25x100.11. 

Mr.   Murray   Sells   the   "Claire." 

118TH  ST. — Slawson  &  Hobbs  sold  for  Andrew  F.  Murray  to 
a  client  for  investment  the  6-sty  elevator  apartment,  known 
as   the  "Claire,"  348  West  118th  st,  50x100. 

119TH  ST. — O'Shea  &  Klein  sold  for  a  client  the  4-sty  brown- 
stone  single  flat  319  East  119th  st. 

125TH  ST.— D.  H.  Scully  sold  for  the  Elm  Realty  Co.  35  to 
43  West  125th  st,  2-sty  buildings,  100x99.11. 

129TH  ST. — Kurz  &  Uren,  in  conjunction  with  Joachim  & 
Goldschmidt,  sold  304  West  129th  st,  between  8th  and  St. 
Nicholas  avs,   a  5-sty  flat. 

Harlem  Transactions. 

131ST  ST. — Harrie  S.  Lines  sold  for  G.  G.  Lansing  to  a  client 
for  investment  138  West  131st  st,  a  3-sty  building,  10.4x99.11. 
The  property  has  not   changed   hands   for  seventeen   year.s. 

133D  ST. — George  Doctor  sold  to  Francis  Stiegewald  8  East 
133d  st,  a  4-sty  building,  25x99.11. 

13STH  ST.— Sus.-3man  &  Co.  sold  for  Matthews  &  Wallen- 
stein  39  to  45  West  13Sth  st,  two  6-sty  tenements,  each  37.6x 
100. 

Archibald  Watt  Estate  Sells. 

143D  ST.— Wm.  R.  Lowe'  &  Co.  and  Wm.  Lalor  sold  for  the 
estate  of  Archibald  Watt  to  Lowenfeld  and  Praeger  IS  city  Iot.s 
at  the  northeast  corner  of  143d  st  and  7th  av;  also  two  lots  in 
142d  St. 

1.54TH  ST.— Isaac  Manheimer  and  Louis  I.  Harris  sold  to 
Jacob  Hyman  248  to  200  West  154th  st,  four  0-sty  fiats,  each 
37.0x100,  in  tiie  south  side  of  the  block  between  7th  and  Sth  avs. 

LEXINGTON  AV.— Mrs.  John  M.  Tracy  sold  812  Lexington  av, 
a  3-sty  and   basement  dwelling,   20x8t1. 

MADISON  AV.— Steiner  &  Hirechleld  sold  77G  Madison  av,  a 
4-sty  and  basement  brownstone  front  dwelling,  altered  tor 
business  and  bachelor  apartments,  19x80,  between  GCth  and 
G7th  sts,  for  about  $00,000.  Joseph  C.  Hoagland,  who  owns  the 
property  adjoining  on  the  south,  including  tlie  00th  st  cornel-, 
ii?  .said  to  be  the  buyer. 

PARK  AV.— S.  Rasenfeld  sold  for  a  Mrs.  Shalitsky  to  Max 
Goldstein  1712  Park  av,   a  5-sty  flat,  with  stores. 

1ST  AV. — Emanuel  .Simon  sold  for  Sam  Wacht  to  George  Mun- 
dorff  the  southwest  corner  of  1st  av  and  C7!h  st,  a  G-sty  tene- 
ment house,  .50x75. 

2d  W. — John  Baron  sold  for  Daniel  L.  Korn  to  Israel  Crystal 
1449  2d  av,  a  .5-sty  double  flat.  2.5x100. 

$1,000,000  Sale  oiv  Upper  Fifth  Avenue. 

5TH  AV. — Edward  H.  Van  Ingcn  sold  through  Horace  S. 
Ely  &  Co.  to  a  client  of  Taylor  Brothers,  the  plot,  80x125,  on 
Sth  av,  adjoining  the  residence  of  James  A.  Burden  at  the 
southeast  corner  of  72d  st.  It  is  understood  the  buyer  intends 
to  erect  .a  palatial  American  basement  dwelling  that  will 
harmonize  with  the  other  houses  lining  the  thorougfare.  This 
is  a  portion  of  the  old  James  Lenox  holdings  purchased  by  him 
in  the  early  part  of  the  nineteenth  century.  Fifth  av  lots  are 
said  to  be  worth  over  $12,000  a  foot  front  in  proximity  to  these 
holdings. 

7TH  AV.— Shaw  &  Co.  sold  for  S.  &  J.  Wiener  1904  7th 
av,  25x100,  5-sty  double  with  stores. 


WASHINGTON   HEIUHTS. 

145TH  ST.— Duff  &  Brown  sold  for  Albert  C.  Woerle  581  West 
145th  st,  a  3-sty  brownstone  dwelling,  15k55x99.ll. 

151ST  ST. — Joachim  &  Goldschmidt  sold  for  John  Rollman  the 
plot,  75x199.10,  running  through  from  151st  to  1.52d  st,  150  ft. 
west  of  Broadway.  The  property  will  be  improved  with  6-sty 
flats. 

1.50TH  ST.— H.  D.  Baker  &  Brother  sold  for  Permansky  & 
Wolf  517  and  519  West  159th  st,  a  new  5-sty  apartment  house, 
50x100. 

IGGTH  ST.— Ferdinand  Nagel  sold  to  an  investor  463  West 
IGOth  .st,  a  5-sty  double  flat,  25xl(m 

■  179TH  ST. — M.  B.  Larkin  sold  for  Thomas  Mulligan  the  5-sty 
apartment    house   511   West   170th   st,   41.8x100. 

Increasing  Activity  on  Washington  Heights. 

18GTH  ST.— Harry  White,  of  1471  St.  Nicholas  av,  sold  for 
Stephen  J.  Egan  552  and  554  Weist  ISOth  st,  5-sty  apartment 
ho.use,  50x107.5. 

AMSTERDAM  AV.— Schmeidler  &  Bachrach  sold  the  north- 
west corner  of  Amsterdam  av  and  lS4lh  st,  plot  100x100.  Suss- 
rhan  &  Co.  were  the  brokers. 


AMSTERDAM  AV.— Robert   Arnstein   sold   to  an  investor  the 
G-sty  apartment  house  in  course  of  construction  at  the  north-  . 
west  corner  of  Amsterdam  av  and  159th  st,  50x80. 

AMSTERDAM  AV.— Goldberg  &  Smith  sold  to  Simon  SIVapiro 
1422  to  1432  Amsterdam  av,  four  G-sty  flats  with  stores,  150x 
100,   between  130th  and  131st  sts,   for  $240,000.  ' 

BROADWAy.— Alexander    Walker,    president    of    the    Colonial- 
Bank,    bought   from   Charlotte    Williams    the    northwest    corner 
of  Broadway  and    144th   st,   a  plot   100x150.     It   is   understood , 
that  Mr.   Walker   will   erect  a   12-sty  apartment   house   on    the ' 
site. 


JBKOiNA. 

BYRON   ST. — Hugo   Wabst,   in   conjunction    with   A.    &   C.    E.  : 
Hally,  sold  for  R.  A.  Church  a  plot  50x97.0,  west  side  of  Byron 
st,  148  ft.  south  of  Nereid  av,  to  a  client. 

Prominent   Bron.v   Corner   Sold, 

13GTH  ST.— J.  B.  Bassman  sold  tor  Andrew  Sober  lo  the 
Portman  Realty  Co.  the  block  front  in  the  north  side  of  136th 
st,  25.60x85.34,  between  3d  and  Lincoln  avs,  covered  by  a  5-sty 
tenement  house,  with  stores.  The  rest  of  the  block,  ISOxlOx 
180x80.0,  owned  by  the  Gates  Realty  Co.,  is  under  option  to 
the  North  Side  Board  of  Trade,  who  contemplate  building  upon 
the  plot. 

154TH  ST.— Wolski,  Olpp  &  Co.  sold  for  A.  Malzacher  638 
East   154th   st,   a  3-sty  frame  building,'  25x100. 

105TH  ST.— Louis  Meckes  sold  for  Alex  D.  Duff  the  entire 
block  front  on  the  north  side  of  165th  st,  trom  Ogden  to  Nelson 
avs. 

189TH  ST— .James  L.  Libby,  through  B.  H.  Weisker,  Jr.,  sold  . 
for  a  client  to  Henry  E.  Hall  a  plot,  08x100,  in  the  south  side 
of  East  189th  st,  87  ft.  east  of  the  Grand  Boulevard  and  Con- 
course; also  for  Jacob  Hirsch  to  a  client  a  lot  in  the  south  side 
of  North  st,  100  ft.  west  of  Jerome  av. 

223D  ST. — J.  Wilbur  Vaughn  sold  for  Abraham  Marks  to  a 
client  four  lots  in  the  north  side  of  223d  st,  east  of  White 
Plains   rd. 

COMMONWEALTH  .A V. — W.  Anopol  sold  for  A.  Sapolsky  to. 
Mrs.  Agnes  M.  Henderson  182  and  183  Commonwealth  av,  in 
the  Mapes  estate  property,  a  1-family  dwelling,  50x100;  also,) 
in  conjunction  with  C.  H.  Baechler,  for  D.  Zoglin  to  Rose  Fo- 
rago,  76  Van  Buren  st,  a  2-family  house,  25x100. 

COLUMBUS  AV.— Van  Winkle  &  Scott  sold  for  Solomon  Le- 
vine  to  a  client  the  2-sty  2-family  dwelling,  south  side  of  Colum- 
bus av,  02  ft.  west  of  Unionport  rd.  Van  Nest. 

ROBBINS  AV.— J.  Clarence  Davies  sold  for  the  estate  of 
Samuel  E  Lyon  the  plot,  40x100,  on  the  east  side  of  Robbins  av, , 
100  ft.  south  of  142d  st. 

SEDGWICK  AV. — The  Henry  Morgenthau  Co.  has  bought, 
tlirough  E.  Osborne  Smith  &  Co.,  10  lots  between  167th  st  and 
Lind  av,  on  the  west  side  of  Sedgwick  av,  running  through 
to   Lawrence  av,   120  ft.  in   depth. 

SHAKESPE.\RE  AV. — M.  B.  Larkin  sold  for  Jesse  C.  Bennett, 
representing  the  Upland  Realty  Co.,  5  lots  on  the  east  side  of 
.Shakespeare  av,  275  ft.  north  of  Jesup  pi,  and  5  lots  on  the 
east  side  of  Shakespeare  av,  400  ft.  north  of  Jesup  pi.  The 
buyer   is   a   builder,    who   will    improve   the   properties. 

WAKEFIELD  PARK.- The  Wakefleld  Park  Realty  Co.  sold 
nine  lots  at  Wakefleld  Park  to  the  Swedish-American  Realty 
Co.,  which  will  build  five  2-family  houses  on  the  property  early 
in  the  spring. 

WARE  AV.— Ernst-Cahn  Realty  Co.  sold  for  Jacob  Marx  four 
lots  on  the  south  side  of  Ware  av,  100  ft.  west  of  Kimb.all  av, 
100x125. 

Anotlier  Large  Bronx  Sale. 

WHITLOCK  AV.— Jacob  Leitner  sold  to  Geo.  F.  Johnson  Sons 
Co.  the  entire  block  front  on  the  west  side  of  Whitlock  av,  be- 
tween Barretto  and  Tiffany  sts,  containing  10  lots.  With  this 
purchase  the  Johnson  Company  now  complete  their  holdings 
and  control  all  the  unimproved  property  in  Whitlock  av,  between 
Hunt's  Point  and  Lafayette  avis.  The  property  will  be  im- 
proved witli  2-family  houses  similar  to  those  already  built  by 
the  same  company  in  this  avenue. 

3D  AV. — Kurz  &  Uren,  in  conjunction  with  the  Ernst-Cahn 
Realty  Co.,  sold  40G1-4066-400S  and  4070  3d  av,  four  4-sty  triple 
flats  with  stores,  to  the  Milton  Realty  Co. 

3D  AV.— Ernest  Eiche'berg  sold  for  L.  Napoleon  Levy  the 
plot,  57x1(15,  with  frame  building,  on  the  west  side  of  3d  av, 
.54  ft.  north  of  17Sth  st. 


LiKASKS. 

Sheldon  &  Becker  leased  to   the  Ovington  Motor  Co.  the  store: 
No.  2208  Bro?.dway. 

Chas.  E.  Duross  leased  the  dwelling  at  No.  439  West  10th 
st   to   Richard   Smith  for  a  term  of  years. 

McVickar,  Gaillard  Realty  Co.  leased  for  the  Pasoda  Realty 
Co.  to  Frederick  Ray,  of  St.  Louis,  the  store  and  basement 
1071  Broadway 

George  R.  Roaa  &  Co.  leased  the  ground  floor  store  in  SEaist 
35th  3t  to  E.  H.  Fielding  &  Co.,  milliners,  for  five  years  at  an 
annual   rental   of  $5,000. 
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Voorhees  &  Floyd  leased  24  John  st  for  Andrew  S.  Glover  to 
E.  P.  Reichhelm  &  Co.  for  ten  years;  also  No.  75  Broad  st 
for  W.  H.  Smith  to  Gerry  &  Murray  for  five  years. 

M.  &  Ij.  Hess  leased  for  the  Henderson  Estate  Co.  for  twelve 
years  the  entire  5-sty  building  62  and  G4  Greene  st  to  the  Sus- 
quehanna Silk  Mills,  at  an  aggregate  rental  of  $150,000. 

Pocher  &  Co.  leased  113  Etist  54th  st,  a  dwelling,  for  L.  G. 
Reed  to  H.  H.  Irving,  for  a  term  of  years;  also  the  entire  build- 
ing 70  West  36th  st  for  James  A.  McMillin  to  James  P.   Silo. 

F.  &  G.  Pflomm  leased  for  a  term  of  years  for  Charles  E.  John- 
son to  a  cloak  house  the  first  floor,  containing  about  2.S00  sq. 
ft.,  in  the  building  at  the  northwest  corner  of  5th  av  and  27th  st. 

List  &  Rose,  the  well-known  builders,  have  leased  the  build- 
ing 630^32  West  52d  and  029  to  637  West  51st  st,  a  4-sty 
factory  covering  six  lots  to  the  Schraeder  Ink  &  Color  Co.  for 
a  term  of  years. 

T.  Sherwood  Boyd  leased  for  the  Improved  Property  Holding 
Co.  the  fifteenth  floor  of  the  building  341  to  347  5th  av  to  the 
O'Rourke  Engineering  Construction  Co.  The  building  is  op- 
posite the  Waldorf-Astoria. 

Leon  S.  Altmayer  leased  for  the  Blessington  Co.  (Jacob  A. 
Zimmerman)  to  a  client  lor  a  term  of  year^,  the  fifth  floor  in  the 
12-sty  Dorington  apartment  house  on  the  northwest  corner  of 
Central  Park  West  and  70th  st. 

M.  &  L.  Heiss  leased  for  Charles  Hellmuth  in  the  new  fire- 
proof building  in  coui'se'  of  construction  at  154  to  15S  West 
18th  st  about  50,000  sq.  ft.  for  a  long  term  of  years  at  an 
aggregate  rental  of  about  $125,000. 

Braisted  &  Keller  leaeed  for  Robert  E.  Dowling  an  entire  loft 
of  10,000  sq.  ft.  in  the  building  at  the  northeast  corner  of 
"Broadway  and  79th  st  for  a  long  term  of  yeare  to  Mme.  Tale 
for  the  manufacture  of  toilet  preparations. 

The  United  States  Express  Co.  leased  to  Coudert  Bros,  a  suite 
of  ofiices  on  the  20th  floor  of  its  new  building,  at  Trinity  pi  and 
Rector  st;  also  to  O'Brien,  Boardman,  Piatt  &  Dunning  the 
entire  14th  floor  in  the  same  building  for  a  term  of  years. 

Heil  &  Stern  leased  for  the  Provident  Life  Assurance  So- 
ciety the  store  and  basement  in  Nos.  530  and  538  Broadway; 
also,  for  Max  Ernst  the  first  loft,  contaihing  1.5,000  sq.  ft.  in 
708  Broadway;  also,  for  the  Mutual  Real  Estate  Co.  the  first 
loft,  containing  10,000  sq.  ft.,  in  616  and  618  Broadway. 


SUBURBAN. 

S.  L.  Frey,  125th  st  and  Park  av,  sold  for  the  estate  of  Jacob 
Cohen,  the  Mt.  Tobia  Hotel  at  Amenia,  Dutchess  County,  N.  T., 
situated  on  the  main  street,  built  250  ft.  front,  and  consisting  of 
250  rooms,  together  with  three  acres  of  ground.  The  buyer 
■will  begin  extensive  alterations  immediately,  and  the  hotel  will 
be  opened  for  summer  guests.  This  property  has  not  changed 
hands  in  20  years. 


DAVID   A.    CLARKSON, 
President-elect  of  the  New  York  Real  Estate  Board  o£  Brokers. 


BroiLV  Renting  Good. 

Mr.  Frees,  of  the  Frees  &  Lackman  Co.,  3029  3d  av,  Bronx, 
reports  the  sales  market  quiet.  He  said  that  two  new  law 
houses  which  were  completed  about  a  week  ago,  had  already 
gained  nine  tenants.  The  houses  referred  to  abut  the  rear  of 
his  office,  situated  on  a  plot,  40x100,  the  house  being  80  ft.  In 
depth.  There  are  five  apartments  on  a  fioor,  consisting  of 
three  and  four  rooms,  together  with  hot-water  supply.  These 
average  $14.50  for  three  rooms,  and  $18.50  for  four  rooms  per 
month.  Steam-heated  apartments  rented,  he  said,  for  about 
$G  a  room,  and  were  usually  well  rented  where  the  service  was 
good,  although  the  landlords  in  this  vicinity  suffered  from  more 
vacancies  in  the  summer  months  than  other  classes  of  abode. 
Most  of  the  newcomers  were  from  the  Borough  of  Manhattan. 
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A  Limited  Edition  Only 

Will  be  printed  based  on  the  probable  num- 
ber of  subscribers.  If  you  contemplate  sub- 
scribing, it  would  be  well  to  notify  us  at  once. 

New  Feature 

A  full  description  of  all  tenement  property 
North  of  14th  Street,  giving  number  of 
apartments  to  a  floor  and  rooms  to  an  apart- 
ment, gas,  electricity,  hot  water,  steam  heat, 
etc.,  will  underline  each  piece  of  property. 
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Bronx  Brokers  to  Dine. 

The  second  anniversary  banquet  of  the  Association  of  Bronx 
Real  Estate  Brokers  will  be  held  in  the  rooms  of  the  Associa- 
tion, Morris  Bldg.,  3d  av,  corner  of  149th  st,  next  Thursday 
evening  at  7:30.  The  list  of  speakers  Invited  includes  Hon. 
Lawson  Purdy,  president  of  the  Board  of  Tax  Commissioners, 
who  will  deliver  an  address  on  "Relation  of  Bronx  Taxpayers 
to  Support  of  City";  Comptroller  Herman  A.  Metz,  "Rapid 
Transit  for  the  Benefit  of  the  Bronx";  Judge  Ernest  Hall, 
"Bronx  Before  Annexation";  Senator  John  P.  Cohalan,  "Legis- 
lation for  the  Bronx";  Judge-elect  John  J.  Brady,  "Growth  and 
History  of  the  Bronx,"  and  Rev.  B.  C.  Warren,  "The  Relation 
of  the  Church  to  the  Home  in   the   Bronx." 

At  the  annual  election,  held  on  Dec.  5,  by  the  Bronx  Real  Es- 
tate Brokers'  Association,  the  following  officers  were  elected 
to  serve  during  1907:  President,  J.  Clarence  Davies;  vice-pres- 
ident, Wm.  A.  Huntress;  treasurer,  Matthew  Anderson;  secre- 
tary,   William    I.    Brown. 
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Harry  E.  Hayes  has  been  elected  a  member  of  the  Real  Estate 
Board  of  Brokers. 

Mr.  T.  H.  Kelley,  of  494  to  506  Willis  av,  Bronx,  reports  good 
business  in  the  Wakefield  section. 

Wm.  Cruikshank's  Sons  have  removed  their  offices  from  51 
Liberty  st  to  the  Fahys  Bldg.,  31  Liberty  st. 

Albert  Maas  and  Maurice  Myers  have  formed  a  partnership 
under  the  title  of  Maas  &  Myers  to  operate  in  real  estate,  with 
offices  at  132  Nassau  st.     Telephone  99  Rector. 

At  a  meeting  of  the  Board  of  Governors  held  Dec.  11,  1906, 
Mr.  Harry  E.  Hayes,  of  500  5th  av,  was  elected  a  member  of 
the  Real  Estate  Board  of  Brokers. 

Mr.  Pease,  of  the  firm  of  Pease  &  Elliman,  says  that  business 
is  very  good,  although  there  is  little  publication  of  the  same, 
and  the  outlook  is  most  encouraging. 

Louis  M.  Jones  has  obtained  from  the  Metropolitan  Life  Ins. 
Co.  a  loan  of  $750,000  on  the  property  southeast  corner  Madison 
av  and  64th  st,  100.5x132.6,  upon  which  will  be  erected  a  10-sty 
apartment  house. 

While  Mr.  J.  Romaine  Brown  reports  considerable  activity  In 
the  vicinity  of  his  office  around  Greeley  sq,  he  says  he  is  at  a 
loss  to  understand  how  some  of  the  recent  purchasers  can 
make  their  investments  pay  at  the  prices  paid. 
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I  WANTS    AND    OFFERS  I 


4V/o  MONEY 

to  lend  in  large  or  medium-sfze  amounts  on 
choice  Manhattan  business  or  residence  pro- 
perty only.  Exceptionally  desirable  applica- 
tions  will   receive   favorable   consideration    at 

A.W.McLaughlin&Co. 

128  Broadway,  cor.  Cedar. 

IF  YOU  CAN  INFLUENCE  TRADE  for  wire 
and  iron  work,  address,  in  confidence,  BOX  4, 
139    Kingslaud    Ave.,    Broolilyn,    N,    V. 


WANT  EXPERIENCED  SALESMEN  for  lum- 
ber, mill  work,  brick,  and  building  materials. 
ROOM   511.    108   Fulton   St.,    N.    Y. 

FIRST-CLASS  OUTSIDE  MAN  WANTED. 
Very  liberal  and  permanent  connection  is  offered. 
By  letter  only.  CHAS.  HIBSON,  34th  St.  and 
Lexington   Ave. 

WANTED— Bright  boy  or  young  man  in  Real 
Estate  Office.  One  familiar  with  card  system, 
maps,  etc.,  and  general  office  work.  Application 
will  be  considered  strictly  confidential.  NICH- 
OLSON   &    CO.,    150   Broadway. 

WANTED — Young  man  in  our  metal  ceiling 
department,  competent  to  handle  correspond- 
ence and  make  quotations.  Apply  by  letter,  giv- 
ing full  particulars.  WHEELING  CORRUGAT- 
ING  CO.,    47   Cliff   St..    N.    Y. 

WANTED.  SITUATION. -N.  Y.  man  with  20 
years'  experience  in  structural  and  ornamental 
iron  work,  capable  of  managing,  estimating  and 
soliciting  business.  Agreeable  to  operate  in  New 
York  or  Boston.  Free  to  make  contract  after 
February  1st.  All  communications  treated  con- 
fidential. H.  A.  N.,  care  Record  aod  Guide,  14 
Vesey   Street,    N.    Y.    City. 

Industrial  Sites 


To  Real  Estate  Agents 


The  Industrial  Department  of   the 

Erie  Railroad  Company 

advises  Real  Estate  Agents  submit- 
ting for  the  consideration  of  manu- 
facturers sites  adjacent  to  railroad 
that  it  will  gladly  furnish  them  with 
full  technical  information  in  regard 
to  the  reaching  of  such  sites  by  side 
tracks.  No  interference  with  clients. 
No  leakage.  Confer  with  absolute 
confidence.  Every  assistance  freely 
rendered  agents  in  securing  business. 
Call  or  address. 

LUIS  JACKSON 

Ikulustrtal  OotnmlaBloQer,  Brio  BftUroad  Oomyaiy 
H   BROADWAY. 
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Lawyers  Title  Insurance  &  Trust  Company 

CAPITAL  AND  SURPLUS    -    $9,500,000 

TRUST  AND   BANKING   DEPARTMENT.  59    LIBERTY  ST.      I      MAMuA-r-rAM 
TITLE   DEPARTMENT 37    LIBERTY  ST.      (      MANHATTAN 

Brooklyn  Branch,  Title  Deuartuijiit  and  Trust  anj  Banking  Department,  188  Montague  Street 

RECEIVES  DEPOSITS  subject  to  checK  or  on  certificate, 
allowing  interest  thereon. 

LENDS    ON    APPROVED    STOCKS    and   Corporation    Bonds 

as  Collateral. 

ACTS  AS  TRUSTEE.,  Guardian,  E.xecutor,  Adn^inistrator, 
Assignee  or  Receiver,  Transfer  Agent  or  Registrar  of 
SlocKs  of  Corporations.  TaKes  Charge  of  Personal 
Securities. 

OFFICERS: 

EDWIN   W.    COGGE,SIlALL,   President   and    General   Manager. 

D.Win  B.  (KiDKX. 
JOHN'  T.   LOCK.MAX, 
Ll.UIS  V.  liRIUHT.  , 

HKN'IiY  MOEGKNTHAU.  I 
THOrtWALD  STALLKNECHT.  Tr>a5urer. 
HERBERT  E.  JAl'KSON.  Comptroller. 


;  Vice  Presidents. 


WALTER  N.  VAIL,  Secretary. 

LE  A-IS  H.  LOSEE,  Asst.  G..'nl.  Manager. 

ARCHIBALD  FORBES,  1  ,      .   ,, 

U.  f:ONrHT  V\Rt('K,  '  i^Asst.  Tre.isurers. 


CxEOR.iE  A.  FLEURY,    1  ,     .   c.        .     • 
FREDERICK  D.  REED,  |-*'^'-  ^^eTotaries. 


GEO.  F.  BCTTERWORTH, 
DU.MONT  CLARKE, 
EDWIN  W.  (.'OiJGESHALL, 


EXECUTIVE   COMMITTEE: 

WILLIAM  A.  DAY, 
WILLIAM  P.  DIXOV. 
JULIAX  D.  FAIRCHILD, 


JOHM  T.  LOCKMAX. 
HENRY  MORGENTH.\U. 
JA-ME.S  N.  WALLACE. 


YOUNG  MAN  of  good  education,  strict  in- 
tegrity, five  years'  successful  e.xperience,  desires 
position  with  progressive  real  estate  firm.  Best 
references.  AMBITIOUS,  Record  and  Guide, 
Downtown. 


We  will  pay  l.^c  each  for  copies  of  Record  and 
Guide  Nos.  1825,  1S91,  delivered  in  good  con- 
dition at  Uptown  Office,   11  East  24th  Street. 


LAWYERS 
TRUSTEES 

OF 

ESTATES 

AND 

OWNERS 
Will  Buy  for  Cash 

or  Lease  Flats  or  Tenements  in  any 
part  of  New  York  or  Brooklyn; 
security  and  rental  paid  quarterly, 
half-yearly  or  yearly  in  advance. 

Apply  to 

G.  TUOTI  &  CO. 

206  BROADWAY 

Telephone,  4334  Cortlandt 


IRcal  Estate  at  auction 


WILLIAM  H.  SMITH,  Aucticneer 
Foreclosure  Sale 

By  order  Supreme  Court,  Ijy  and  under  direction 
of  WALTER  T.  BENNETT,  Referee 

Manhattan  Beach  Hotel 
and  Oriental  Hotel 

PROPERTIES 

Magnificent  Ocean    Front 
Hotel  and  Summer  Resort 

situated  on  Coney  Island,  between  the  Atlantic 
Ocean  and  Sheepshcad  Bav.  and  extending  from 
Brighton  Beach  Hotel  property  easterly  to  the  inlet 
between  Barren  and  Conoy  Islands. 

Friday,   December  21,  1906 

at  I'J  o'clock,  noou 

AT  THE 

BROOKLYN  REAL  ESTATE  EXCHANGE 

IS9  Montague   St.,  Brooklyn 

TERMS  OF  SALE.— Ten  percent,  upon  day  of  sale 
balance  upon  delivei  y  of  deed.  Furttier  terms  will 
be  announced  at  time  of  sale. 

For  a  more  parti -ular  description  of  the  property 
to  be  srdd.  reference  is  made  to  the  legal  notice  of 
sale  published  in  Brooklyn  Eagle  and  Brooklyn 
Times.  ' 

For  maps  and  further  particulars  apply  to 
Strong  &  Cadwalader,  Attorneys  for  Plaintiff  40 
Wall  Street.  Manhattan,  N.  Y. ;  Walter  T  Bennett 
Keteree.  fi5  Nassau  Street,  N.  Y  ;  or  Auctioneer  0 
Willoughby  Street,  Brooklyn. 


Harry  Aronson,  real  estate  operator,  formerly  of  the  firm  of 
Cohn,  Baer,  Myers  &  Aronson,  which  company  has  been  dis- 
solved, will  operate  on  his  own  account  with  offices  in  the  Wash- 
ington Life  Building,   141  Broadway,  room  1-102. 

Harold  W.  Buchanan,  who  has  been  with  A.  W.  'McLaughUn 
&  Co.,  the  well  known  mortgage  loan  brokers,  for  six  years,  has 
opened  an  office  at  18  Wall  st,  for  the  carrying  on  of  a  brokerage 
businers  In  mortgage  loans  and  real  estate  in  the  boroughs  of 
Manhattan   and    the   Bi-onx.     Telephone,   OU   Rector. 

The  traffic  problem  has  ceased  to  be  a  joking  matter,  either 
in  the  Bronx,  Manhattan  or  Brooklyn.  Every  month  the  con- 
gestion becomes  more  oppressive  in  the  rush  hours,  the  delays 
more  vexatious;  and  it  is  very  much  feared  that  the  directors  of 
the  traffic  carriers  are  not  properly  mindful  of  the  hardships 
that  are  borne  on  their  account. 

Receipts  under  the  new  mortgage  tax  law  for  the  five  months 
beginning  July  1  this  year  were  more  than  twice  as  large  as 
those-  of  the  entire  year  preceding,  aceordlng  to  figures  given 
out    by    the    Stata    Tax    Commission.      A    part    of    the    reason 


for  this  lies  in  the  fact  that  the  former  law,  superseded  July  1 
by  the  recording  tax  law  passed  last  spring,  was  the  subject  of 
litigation,  and  many  have  paid  the  tax  under  the  new  law  who 
withheld  payment  last  year  pending  decision  of  the  courts. 
The  receipts  of  the  year  ending  June  30,  1906,  were  $935,574.71. 
The  receipts  for  the  five  months  under  the  new  law  are  SI  886  - 
308.25. 

All  checks  offered  in  payment  of  taxes  must  hereafter  be  cer- 
tified. In  a  letter  to  the  Receiver  of  Taxes  the  Comptroller 
directs  as  follows:  "In  view  of  the  difficulty  experienced  from 
the  return  of  checks  by  the  banks  on  which  they  are  drawn, 
by  reason  of  being  'no  good,"  'short,'  etc.,  and  the  complication 
in  accounts  rendered  thereby,  and  also  from  the  difficulty  which 
Is  experienced  In  securing  the  return  of  receipted  bills  from  the 
parties  who  pay  in  such  manner,  you  are  hereby  directed,  after 
the  15th  inst..  to  require  all  checks  given  in  payment  of  taxes, 
to  be  certified.  When  bills  are  issued  to  taxpayers  you  will 
cause  each  to  be  stamped  "All  checks  given  in  payment  of 
taxes    must    be    certified." 
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MIS0ELLA2fE0V8. 


yy^  p.    MANGAM 

Real  Estate  and  Loans 

lOSandllO  EAST  125TH  STREET 

Wspkone,  222  Harlem  New  York  City 

NOTARY  PUBLIC 

J     C.    LYONS    BUILDING  & 
"'•  OPERATING   COMPANY 

4  AND  6  EAST  42d  STREET 
Telephone.  6438  38tli  St.  NEW  TOEK 


MISCELLANEOVa. 


QHARLES  H.    EASTON   &  CO. 
Real  Estate  Agents  and  Brokers 

Tel..  6420  38th  St.  Estates  Managed 

116  West  42d  Street.  NEW  YORK 

Cable  Address,  '*Cheaston,  N.  Y." 

Charles  H.  Eastom Robert  T.  McGnsTt 

KURDS  PRINCIPLES  OF   CITT  LAND  VALUES 
Pric»,   I1..B0. 
A   book   Juat    publlihed    that   ihowi   how    city 
Taluei  are  mad*  and  the  bails  upon  wbtch  real 
estate  appraisements  should  be  made. 


illSCELLANEOVS. 


"HOMAS  DIMOND 

Iron  Work  for  Building 

128  WEST  33D  ST..  NEW  YORK 


Work^  / 128  West  33d  St. 
"°^^  1137  West  32d  St. 


Established  1852 
Tel.,  1780  Mad.  Sq. 


M     BRIGHAM   HALL  &  SON 

'  ^  •         Real  Estate  Brokers  and  Agents 

Tel.,  603  Spring  681  Broadway 

JAMES  A.    DOWD  TeV.OSPlaz. 

Real  Estate  and  Insurance 

874  SESTH  AVENITE,  above  49th  Street 


THETITLEINSURANCECOMPANY.OFNEWYORK f(V§^ Vc^f^iSIxI  fr „ 
,,,   D         .  ,,       .     ^^  CHARLES  T.  BARNEY, />^"^«P«sldenU 

135  Broadway.  Manhattan  r>ADAT-Ai    aun  cmibbi  no  cvril  h  blkdett  Secretarr 

CHAUNCEYHHUMPhIeYS.I  Asst. 
EDWIN  A.  BAYLES,  /Seo'ys 

WILLIAM  N.  flARtE.  Treasurer       *^ 
Hon.  ABRAHAM  R.  LAWRENCE,  Coonael 


135  Broadway,  Manhattan 
^        and  203  Mongtague  St.,  Brooklyn 

■lamlnei  and  Insnres  Titles  to  Real  Estate  on  Sales  and  Loans 

-  . *■ 


CAPATAL  AND  SURPLUS 
$3,000,000 

and  deals  In  Mortgages. 


JOSEPH  P.  DAY 

Real  Estate 

AUCTIONEER  AND  APPRAISER 


MAIN  OFFICE: 

31  NASSAU  ST. 


AGENCY  DEPT. . 

932  EIGHTH  AVENUE 


NOTICE  TO  PROPEKTY  OWITKRS. 

HEARINGS  FOR  THE  COMING  WEEK. 

At  90-92  West  Broadway. 

Monday,    Deo.    17. 

Belmont   st,   Inwood  av  to  Featherbed  Lane,   at 

2  pm. 
Cypress  av,  closing,   Harlem  River  &  P  R  R  to 

bulkhead  line,  at  11  a  m. 
haven   av,   West  177th  to  West  181st  st,   at  11 

a  m. 
West    189th    St.    Exterior    st    to    Bulkhead    line 

Harlem   River,   at  12  m. 
Public  park.   Queens,   at  2  p  m. 
Fox  St.   Prospect  av  to  Leggett  av,   at  3  p  m. 
West  178th  St.   sewer  easement,  at  3  p  m. 
Bridge   at  Higbbridge,   at  4  p  m. 
West    Farms    rd,    Bronx    River    to    Westchester 

Creek,    at   4   p  m. 
Garrison   av,   Longwood   av   to  Hunt's  Point  rd, 

at  1  p  m. 
West  151st  st.  Riverside  Extension  to  U  S  bulk- 
head  line,    at   2   p   m. 
Tremont    av.    Aqueduct   av   to    Sedgwick    av,    at 

2  pm. 

Bronx    Boulevard,    Old   Boston   Post   rd   to   Bast 

242d   St.   at  3   p  m. 
West    163d    st,    Broadway    to    Fort    Washington 

av.  at  3  p  m. 
Public  park  at  Rae,  German  pi  and  St  Ann's  av, 

at    12   m. 
Riverside   Drive,   West  158th   st  to   165th  st,    at 

11    a   m. 
Bathgate   av.   East   ISSth   st   to   Pelham   av,    at 

4    pm. 

Tuesday,    Dec.    18. 
3d  av,  widening,  at  159th  st,  at  2  p  m. 
West  167th  st,  Amsterdam  av  to  St  Nicholas  av, 

at  2  p  m. 
Grote    st,     closing.     Bast    182d    st    to    Southern 

Boulevard,    at    10   a   m. 
Beck   st,    Longwood   av   to   Intervale   av,    at   11 

a   m. 
Strip   of   land   at   Boulevard   Lafayette,    at   10.30 

a  m. 
Townsend  av.  East  170th  to  East  176th  st,  at  11 

a  m. 
Joseph   Rodman   Drake  Park,   at  1   p  m. 
Taylor   st,    Morris   av   to  West  Farms   rd,   at  2 

p   m. 
Northern  av,  north  of  181st  st,  at  4  p  m. 
East  172d  st,  Jerome  to  Morris  av,  at  4  p  m. 
W'est  160th  st,  Broadway  to  Riverside  Drive,  at 

4  pm. 
West   139th   st,    point  425   tt  west   Broadway,   to 

Riverside   Drive,   at  3   p  m. 

Wednesday,   Dec.  19. 
Hulst  av,   Greeupoint  to  Jackson  av,  at  11  a  m. 
Grant  av.  East  161st  to  East  170th  st,  at  11  a  m. 
Johnson   av,    Spuyten   Duyvil    rd   to   West   230th 

st,    at   1    p   m. 
West  176th  st,  Broadway  to  Buena  Vista  av,  at 

3  pm. 

West    177th    St.    bulkhead    line    of   H    R,    150    ft 

easterly,    at  3   p   m. 
Belmont   st,    Inwood   av   to   Featherbed   Lane,   at 

1.45  p  m. 

Thursday,   Dec.   20. 
The  Parkway,    Grand  Boulevard  and   Concourse, 

at  Weeks  av,   at  12  m. 
Bridge  at  153d   st,   at  11   a  m. 

Friday,    Dec.    21. 
Willis  av   bridge,   at  9.30  a  m. 
Beck  st.   Prospect  av   to  Leggett  av,   at  1  p  m. 
Classen  Point  rd,  Westchester  av  to  East  River, 

at   2   p   m. 
Baker  av,  Baychester  av  to  city  line,  at  2  p  m. 
W'eiher  Court,   between  Washington  and  3d  avs, 

at   3.30   p   m. 

Saturday,    Dec.   22. 
Housman   av,   Richmond,   at  10.30  a'm. 
At  258  Broadway. 
Monday,    Dec.    17. 
111th  st,   school  site,   at  10  a  m. 
Pier  52,    Bast   River,    at   11   a   m. 
79th   st,    school   site,    at   11    a   m. 
Carmine   st,    school   site,    at  2   p  m. 
113th  st,   school   site,   at  3  p  m. 
Bridge  4,   Section  No.  3,  at  3  p  m. 


j-jARRY    W. 
REAL 


lel .  gg||  Cortlandt 


HOPTON 
ESTATE 


No.    IBO    BBOADWAT 
Cor.  Liberty  St. 


Tuesday,    Dec.    18. 

Cherry  and  Oliver  sts,   bath  site,  at  2  p  m. 
Jones  and  Prince  sts,  school  site,  at  2.30  p  m. 
Richmond   Ferry,    at   3.30  p   m. 
Madison   av    Bridge,    at  4   p   m. 

Wednesday,  Dec.  19. 

22d    and    23d    sts.    North    River    docks,    at   10.30 

a   m. 
Houston  and  East  2d  sis,   library  site,  at  12  m. 
Pier  13,    East  River,   at  2  p  m. 
113th  st,   school  site,   at  3  p  m. 

Thursday,    Dec.    20. 

Piers  16  and  17.  East  River,  at  10.30  a  m. 
Briggs    and    Bainbridge    avs,    school    site,    at    11 

a   m. 
79th    st,    school   site,    at   11   a   m. 
Madi-=;on  av  Bridge,  at  2  p  m. 
Hyatt  st,   library  site,   at  2  p  m. 
Richmond    Ferry,    at   3.30  p   m. 


AUCTION   SAIiES   OF  THE  'WEEK. 

The  following  Is  the  complete  list  of  the  prop- 
erty sold,  withdrawn  or  adjourned  during  week 
ending  Dec.  14.  lOtMj.  at  the  New  York  Real 
Estate  Salesroom,  14  and  16  Vesey  St.  Except 
where  otherwise  stated,  the  properties  offered 
were  in  foreclosure.  Adjournment  of  legal  sales 
to  next  week  are  noted  under  Advertised  Legal 
Sales. 

•Indicates  that  the  property  described  was  bid 
In  for  the  plaintiff's  account. 

The  total  amount  at  the  end  of  the  list  com- 
prises the  consideration  In  actual  sales  only. 

JOSEPH    P.    DAY. 

1st  av,  No  835.  w  s.  48  s  47th  st.  26x60.  5-sty 
brk  tenement  with  store.  (Partition.)  Joel 
Sammet $17,900 

•Ist  av.  No  833,  w  s,  74  s  47th  st,  runs  w 
60xs  —  xw20xs  15  6  xe20xs  —  xe 
60  to  av,  X  n  25.6  to  beginning.  5-sty  brk 
tenement,  with  store.  (Partition.)  Fred- 
erick   Grube    21,000 

Prospect  av.  w  s,  84  n  Oakland  pi.  19.9x100.1 
x22.9xl00.  vacant.  (Amt  due,  ?621.35;  taxes. 
&c,   .f .)      Frank   Knezek    1.200 

Legget  av,  w  slwhole    front    between    Beck    and 

Beck  st,  n  s      |  Kelly      sts.      250x107.5,      1-sty 

Kelly  St.  s  s  |  frame  church,  vacant.  Adj  to 
Dec    26 

•Amsterdam  av.  Nos  2183  and  21,S5.  e  s,  236.1 
n  167th  st,  75xl(X>,  two  6-sty  brk  tenements 
and  stores.  (Amt  due,  $12..577.72;  taxes,  &c. 
If012.50.)       Dora    Finkelstein     ,..102.195 

10th  st,  Nos  406  and  408,  s  s,  133  e  Av  C, 
40  X  92.3,  6-sty  brick  tenement  and  store. 
(Amt  due.  $.35,098.08;  taxes,  &c,  $2,371.48.) 
Charles    Martin 46.700 

Amsterdam  av.  No  2180]n    w    cor    168th    st,   50x 

IC.Sth  St.  No  501               I    100,    vacant. 
Maxwell   L  Harris    $35,000 

Robbins  av,  s  e  cor  140th  st,  100.10x95,  vacant 
(voluntary).      Lowenfeld   &   Prager    11,000 

140th  st,  s  s.  95  e  Robbins  av,  100x100.10, 
vacant  (voluntary).  Lowenfeld  &  Prager. 
..5,875 

140lh  st,  ss,  195  e  Robbins  av,  75x100.10. 
vacant    (voluntary).      L   &   A   Pincus 7. .300 

Southern  Boulevard,  s  w  cor  140th  st,  115. 6x 
73x100.10x143.6,  vacant  (voluntary).  L  &  A 
Pincus     21.000 

Southern  Boulevard,  n  w  cor  139th  st.  115.6 
xl4.SxlO0.1Ox77.6,  vacant  (voluntary).  L  & 
A    Pincus    19.000 

139th  St.  n  s.  95  e  Robbins  av,  75x100.10,  va- 
can.     (voluntary).      Withdrawn     

Robbins  av.  n  e  cor  139th  st.  100.10x95,  va- 
cant (voluntary).     Samuel  Green   10.000 

51st  st.  No  321.  n  a.  265  w  8th  av,  20x100.5, 
4-stv  stone  front  dwelling.  (Amt  due.  $10.- 
722.49:  taxes,  &c.  $236.62.)  Mary  Travers 
et   al,    party    in    interest    20,500 

SAMUEL     GOLDSTICKER. 

New  or  Bradhurst  av[s    e    cor   146th    st,    runs   s 

146th  st.  No  304  |   119.10  x  e  75  x  n  25  x  e 

37.6  X  n  94.10  X  w  112.6  to  beginning,  three 


0-sty  brk  tenements  and  stores.  (Amt  due. 
$48,399.98;   taxes,   &c,  $393.60.)     J  S  Schultz 

54,300 

JOHN    S.    MAPES. 
Washington  st,  e  s,  100  n  Westchester  av,  lOOx 
108.      (Partition.)      Leslie    Acker    4,100 

D.    PHOENIX    INGRAHAM. 

'^}A}.^,f^'    ^°  ^'^-   o   s,   98  e   Pleasant  av,  30x 
100.10,    6-sty    brk   tenement    and    store.      (Amt 
due,    .$0.R6O..5O;    taxes,    &c,    $96.12.  Benjamin 

Nieberg    et    al    21,948 

RICHARD  V.   HARTNETT  &  CO. 

..-I  st.  No  7  n,  s,  150  e  5th  av,  25x9.8.9  7-sty 
brk  tenement  (trustee's  sale).  Bid  in  at 
•pl4 1 ,000 , 

CROMWEJ.,L    G.    MACY,    JR. 
•Albany  av,   c  1   intersec  c  1  Sycamore  st,  runs 

s  225  X  e   125  X  n  225  x  w  125  to  beginning. 
Pa'm   St.   c  1,   —  s  c  1  Albany  av.   lots  426  and 

427,   mort  map  of  Arden   property,   Bronx 
Palm    st,    c    1.    400    s    c    1    Albany    av,    runs    s 

100   X   w   2.')0  to   c   1  Sycamore  st,    x  n   100  x 

e    2,50    to    beginning. 
Albany    av,    c    1,    intersec    c    1    Myrtle    st,    runs 

s  125  X  e  125  x  n  125  x  w  125  to  beginning. 
Lots  422  and  423,  mort  map  Arden  property. 
Myrtle   st,    c   1,    100  s  c   1   Albany   av,    lots  3S1, 

417,   418,   419,   420  and  421,   mort  map  Arden 

property. 
Albany  av,  c  1,  lots  434  and  435,   same  map. 
Syracuse    av,    s    s.    —  e    Sycamore    st,    lot   462, 

same    map,    Eastchester. 

(Amt  due,  $2,131.35;  taxes,  &c,  $ .)     Annie 

V  Taylor    2,015 

•Sycamore  st,   c  1  intersec  c  1  Watson  av,  runs 

n   125  X  e   125  x  s  125  x  w  125  to  beginning. 

Watson   av.   c   1.    intersec  c  1   Hazel  st.   runs  w 
125  X  s  125  X  e  125  x  n  125  to  beginning. 

Ivy  St.   c  1,   lot  355,   mort  map  Arden  property, 
100x125. 

Vine   st,    c   1,    100   s   Troy   av,    100x125. 

Albany  av.   c  1.   intersec  w  s  Ivy  st,   — x — . 

Albany   av.    c   1.    intersec   e   s    Ivy   st,   — x — . 

Ivy  st,  c  1,  200  n  Albany  av,  100.x—,  Eastches- 
ter. 
,Amt  due,  $2,302.80;  taxes,  &c,  $ .)     Annie 

V  Taylor    1,790 

BRYAN     L.     KENNELLY. 

•I.'i5lh  st,  Nos  124  and  126,  s  s,  350  e  7th  av, 
oO.vOl. 3x62.3x128.3,    6-sty    brk    tenement    and 

store.      David    Shaff    et   al 76,410 

Edgewater  road  at  Craven  st;  also  of  East 
Bay  av,  between  Craven  and  Worthen  sts; 
also  of  Worthen  and  Craven  sts,  between  the 
Eastern  boulevard  and  East  Bay  av;  being 
parts  of  the  roadbed  of  above  corporation 
sale:  by  order  of  the  Commissioners  of  the 
Sinking  Fund  of  the  City  of  New  York. 
Frederick   W   Fieder,    Jr 40,100 

162d  st.  No  542,  s  s,  281  e  Broadway,  19x99.11, 
3-sty  brk  dwelling.  (Amt  due,  $11,746.38; 
taxes,   &c,  $420.22.)     Adj  sine  die   • 


Total     $519,333 

Corresponding    week,     1905 586,093 

Jan.    1,   1906,   to  date $30,315,832 

Corresponding    period.    1905 37,756,771 


ADVERTISED    LEGAL    SALES. 

Sales  to  be  held  at  the  Real  Estate  Exchange, 
14  and  16  Vesey  St.,  except  as  elsewhere  stated. 
Dec.  15  and  17. 
No  Legal   Sales  advertised  for  these  days, 
Dec.  18. 
Walker  st,  Nos  78  and  80, 1  n    e    cor    Cortlandt    Al- 
Cortlandt  Alley,  |   ley,    48   x   96.7    x   44.5 

X  101.9;  8-sty  brk  loft  and  store  building. 
Charles  Lane  agt  Tudor  Construction  Co  et  al; 
Bowers  &  Sands,  att'ys,  31  Nassau  st;  Myer 
Prinstein.  ref.  (Amt  due,  $139,174.91;  taxes, 
&c.  $1,800.88;  sub  to  a  prior  mart  of  $55,(XIO.) 
Mort  recorded  Sept  25,  1905.  By  Joseph  P 
Day. 
Marion  av.  n  w  s.  51  s  w  201st  st,  45x100; 
2-sty  frame  dwelling.  Susie  M  Tate  agt 
Robert  A  Parker  et  al;  Thornton  &  Earle, 
att'ys,  38  Park  Row;  Adam  Wiener,  ref,  (Par- 
tition.) Sub  to  two  morts  aggregating  $4,000. 
By  Joseph  P  Day. 
Tinton  av.  w  s,  267.6  n  101st  st,  runs  w  135  X 
n  82.8  X  e  35  X  s  .01  X  e  100  x  s  82.7  to  beg; 
vacant.  George  Rosenfeld  agt  Louis  Wein- 
stein  et  al;  Paul  M  Herzog.  att'y,  22  William 
st;  Geo  W  Kirchwey,  ref.  (Amt  due  $4,928.20; 
taxes,  &c.  $250;  sub  to  a  mort  of  $11,000.) 
Mort  recorded  June  8,  1905.  By  Joseph  P 
Day. 

(Continued  on  page  1007.) 
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Official  Xegal  'notice 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  Novem- 
ber 30  to  December  13,  1906,  of  the  confirmation 
by  the  Board  of  Assessors  and  the  entering  In  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears  of  assessment  for  LOCAL  IMPROVE- 
MENTS In  the  BOROUGH  OF  THE  BRONX: 

24TH  WARD,  SECTION  12.  POND  PLACE.— 
PAVING  AND  CURBING,  from  East  197th 
Street  to  East  198th  Street. 

HERMAN  A.  METZ, 
Comptroller. 

City  of  New  York.  November  27,  1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  Novem- 
ber 28  to  December  12,  1906,  of  the  confirmation 
by  the  Supreme  Court  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears  of  assessment  for  OPENING  AND  AC- 
QUIRING TITLE  to  the  following  named  avenue 
In  the  BOROUGH  OF  THE  BRONX: 

24TH  WARD,  SECTION  11.  BATHGATE 
AVENUE.— OPENING,  from  Wendover  Avenue 
to  East  188th  Street.  Confirmed  May  12,  1905; 
entered  November  27,  1906. 

HERMAN  A.   METZ, 
Comptroller. 

City  of  New  York,  November  27,  1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  Decem- 
ber 5  to  18,  1906,  of  the  confirmation  by  the 
Board  of  Assessors  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  LOCAL  IMPROVE- 
MENTS in  the  BOROUGH  OF  MANHATTAN: 

22D  WARD,  SECTION  4.  WEST  57TH 
STREET— PAVING  AND  SETTING  CURB,  from 
a  point  260  feet  west  of  Eleventh  Avenue  to 
Twelfth   Avenue. 

HERMAN   A.    METZ, 

Comptroller. 

City   of   New   York,   December  4,    1906.    (30685) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  Decem- 
ber 6  to  19.  1906,  of  the  confirmation  by  the 
Supreme  Court  and  the  entering  In  the  Bureau 
for  the  Collection  of  Assessments  and  Arrears, 
of  assessment  for  OPENING  AND  ACQUIRING 
TITLE  to  the  following-named  Avenue  In  the 
BOROUGH   OP   THE    BRONX: 

24TH  WARD,  SECTION  11.  MONTEREY 
AVENUE— OPENING,  from  East  177th  Street 
(Tremont  Avenue)  to  East  179th  Street,  and 
from  180th  Street  to  Quarry  Road.  Confirmed 
September  26,  1905;  entered  December  5.  1906. 
HERMAN   A.    METZ, 

Comptroller. 

City  of  New  York.    December  5,   1906.    (30085) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  De- 
cember 8  to  21,  lOiKi.  of  the  confirmation  by  the 
Supreme  Court  and  the  entering  in  the  Bureau 
for  the  Collection  of  Assessments  and  Arrears, 
of  assessments  for  OPENING  AND  ACQUIRING 
TITLE  to  the  following-named  street  In  the 
BOROUGH    OF   THE    BRONX; 

23D  WARD,  SECTION  10.  TIFFANY  STREEiT 
— OPENING,  from  Longwood  Avenue  to  Inter- 
vale Avenue.  Confirmed  October  10,  1906;  en- 
tered   December  6,    1906. 

HERMAN   A,    METZ.    Comptroller. 

City   of  New   York,    December  6,   1906.    (30761) 


propoia!? 


proposals. 


proposals. 


Office  of  the  Department  of  Correction,  No.  148 
East  Twentieth  Street,  Borough  of  Manhattan, 
the   City  of   New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above  office  until  11  o'clock  a.   m.,  on 

TUESDAY,   DECEMBER  IS,   1900. 
Borough    of   Manhattan. 
For    furnishing    and    delivering     fresh     meats, 
fresh   fish,   fluid  and  condensed  milk. 
For  full  particulars  see  City  Record. 

JOHN  V.   COGGEY, 
Commissioner. 
Dated  December  4,   1906.  (.•!0653) 

Police  Department  of  the  City  of  New  York, 
No.    .300  Mulberry   Street. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Police  Commissioner  of  the  Police 
Department  of  The  City  of  New  York  at  the 
above  office  until  10  o'clock  A.  M.  on 

MONDAY.    DECEMBER    17,    1906. 

For  furnishing  all  the  labor  and  erecting  all 
the  materials  necessary  to  build  and  complete 
the  new  station  house,  prison  and  stable  for 
the  Nineteenth  Precinct,  on  the  ground  and 
premises  in  the  City  of  New  York  on  the  south 
side  of  West  Thirtieth  Street,  263  feet  easterly 
from   Seventh   Avenue,   Borough  of  Manhattan. 

For  full  particulars  see  City   Record. 

THEODORE    A.    BINGHAM, 
Police   Commissioner. 

Dated  December  3.  1906. (30041) 

DEPARTMENT  OF   DOCKS  AND  FERRIES. 

SEALED  BIDS  for  Ice  (1037)  will  be  received 
by  the  Commissioner  of  Docks  at  Pier  A,  Bat- 
tery Place,  until  12  o'clock  noon, 

DECEMBER   17,   1906. 

For    particulars    see    City    Record.  (30660) 

Department  of  Correction,  No.  148  East  Twen- 
tieth Street.  Borough  of  Manhattan,  The  City  of 
New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above  office  until  11  o'clock  A.  M.  on 

TUESDAY.    DECEMBER    1,8,    1906, 
Borough    of    Manhattan. 

No.  1.  For  furnishing  and  delivering  hard- 
ware, paints,  iron,  steam  fittings,  lumber  and 
miscellaneous    articles. 

For  fill!  particulars  see  City   Record. 

JOHN  V.   COGGEY, 

_  i  ,    -  Commissioner. 

Dated   December  5,   1906.  (30668) 


DEPARTMENT  OF  DOCKS  AND  FERRIES. 

SEALED  BIDS  for  painting  hulls  of  municipal 
ferryboats  and  department  tug  boats   (1038)  will 
be    received    by    the    Commissioner    of    Docks    at 
Pier  A,  Battery  Place,  until  12  o'clock  noon, 
DECEMBER  17,   1906. 

For  particulars   see   City   Record.'         .    (30660) 

Department  of  Correction,  No.  148  East  Twen- 
tieth Street,  Borough  of  Manhattan,  The  City  of 
New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above  office  until  11  o'clock  A.  M.  on 

TUESDAY,    DECEMBER    18,    1906, 
Borough    of    Manhattan. 
No.  1.    For   furnishing  all    labor  and   material 
required  to  run  new  electric  power  cable,  and  to 
install    electric    motors   in    workshops   on   Black- 
well's    Island,    N.    Y.,    connected    with    the    New 
Y'ork  penitentiary. 
For  full   particulars  see  City  Record. 

JOHN  V.   COGGEY, 

Commissioner. 
Dated    December   5,    1906.  (30008) 

Office  of  the  Department  of  Correction,  No. 
148  East  Twentieth  Street,  Borough  of  Manhat- 
tan, The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above  office  until  11  o'clock  A.  M.  on 

TUESDAY,    DECEMBER    18,    1906, 
Borough  of  Manhattan. 
For    furnishing    and    delivering    poultry,    salt 
pork,  apples,  etc.,  for  Christmas. 
For  full  particulars  see  City  Record. 

JOHN  V.   COGGEY, 

Commissioner. 
Dated    December   4,    1906.  (30675) 

Office  of  the  Department  of  Correction,  No. 
148  East  Twentieth  Street,  Borough  of  Manhat- 
tan, The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above  office  until  11  o'clock  A.  M.  on 

TUESDAY,    DECEMBER    18,    1906, 
Borough  of  Manhattan. 
For  furnishing  and  delivering  white  ash  coal. 
For  full   particulars  see  City  Record. 

JOHN  V.   COGGEY, 

Commissioner. 
Dated    December   4,    1906.  (30675) 

Department  of  Public  Charities,  foot  of  East 
Twenty-sixth  Street,   New  Y'ork. 

TO  CONTRACTORS. 
PROPOSALS   FOR  BIDS  OR  ESTIMATES. 
SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived   by    the    Department    of    Public    Charities 
at   the   above   office   until   2..'iI0  o'clock  P.    M.   on 
WEDNESDAY,    DECEMBER    19.    1906, 
For    furnishing    and    delivering    anthracite,    bi- 
tuminous,  blacksmith  and  gas  coal. 
The  quantities   are  as   follows; 

Boroughs   of   Manhattan   and   The  Bronx. 
8,000  tons  egg  coal. 
14,000  tons  buckwheat  coal. 
1.800  tons  pea  coal. 
1.900  tons  stove  coal. 
14,000  tons  bituminous  coal. 
S^>0  tons  gas  coal. 
10  tons  blacksmith   coaJ. 

Boroughs   of   Brooklyn   and   Queens. 
7,000  tons  pea   coal. 
1,2(H)  tons  stove   coal. 
2<X)  tons  egg  coal. 
For  full   particulars  see  City  Record. 

ROBERT   W.    HEBBERD, 

Commissioner. 
The  City  of  New  York,  December  7,  1906. 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  1.536.  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until 
2  o'clock   P.    M.    on 

WEDNESDAY,    DECEMBER    19,    1906. 
Boroughs  of  Manhattan  and  The  Bronx. 

For  furnishing  and  delivering  agricultural, 
mechanics'  and  contractors'  tools,  paints,  oils, 
hardware,   miscellaneous  supplies,   etc. 

For  full   particulars  see  City  Record. 

JOHN  H.   O'BRIEN, 

Commissioner  of  Water  Supply,  Gas  and  Elec- 
tricity. 

The  City  of  New  York,  December  5,  1906. 

Department  of  Public  Charities,  foot  of  East 
Twenty-sixth  Street,   New  Y'ork. 

TO  CONTRACTORS. 
PROPOSALS   FOR  BIDS  OR  ESTIMATES. 
SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived   by    the    Department    of    Public    Charities 
at  the  above  office  until  2.30  o'clock  P.   M.,   on 
WEDNESDAY.    DECEMBER    19,    1906, 
For  furnishing  and  delivering  butter,  eggs  and 
yeast. 
For  full   particulars  see  City  Record. 

ROBERT   W.    HEBBERD, 

Commissioner. 
The  City  of  New  York,  December  7,  1906 

Headquarters  of  the  Fire  Department  of  The 
City  of  New  Y'ork,  Nos.  157  and  159  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  The  City 
of   New  Y'ork. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office   until    10.30  o'clock   A.    M.    on 

TUESDAY,    DECEMBER    18,    1906. 

No.  1.  For  furnishing  all  the  labor  and  ma- 
terials required  to  repair  the  flreboat  "William 
L,    Strong"    (Engine  66). 

No.  2.  For  furnishing  all  the  labor  and  ma- 
terials required  to  repair  the  fireboat  "Abram 
S.    Hewitt"    (Engine  77). 

For  full   particulars  see  City  Record. 

FRANCIS  J.  LANTRY, 

Fire   Commissioner. 

Dated   December  5,   1906. 


Department  of  Public  Charities,  foot  of  East 
Twenty-sixth  Street,  New  York. 

TO  CONTRACTORS. 
PROPOSALS  FOR  BIDS  OR  ESTIMATES. 
SEALED    BIDS    OR    ESTIMATES  .will    be   re- 
ceived   by    the    Department    of    Public    Charities 
at  the  above  office  until  2.30  o'clock  P.  M.,  on 
MONDAY,  DECEMBER  17,  1906. 
For    furnishing    and    delivering    fresh    meats, 
fresh  fish,  poultry  and  fluid  and  condensed  milk. 
For  full  particulars  see  City  Record. 

ROBERT   W.    HEBBERD, 

Commissioner. 
The  City  of  New  York,  December  5,  1906. 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  1536,  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until 
2   o'clock   P.    M.    on 

WEDNESDAY,    DECEMBER   26,    1906. 
Borough  of  Brooklyn. 

No.  1.  For  furnishing  and  delivering  North 
River  brick,  American  Portland  cement,  fire  brick 
and    fire    clay. 

No.   2.    For  furnishing  and  delivering  lumber. 

No.  3.  For  furnishing  and  delivering  soda 
ash  and  copper  sulphate. 

No.  4.  For  furnishing  and  delivering  iron 
castings. 

No.  5.  For  furnishing  and  delivering  cotton 
waste. 

No.  6.  For  furnishing  and  delivering  hay, 
straw,  oats,  fine  feed,  corn  meal,  oil  meal  and 
rock  salt. 

No.  7.  For  furnishing  and  delivering  brass 
composition  castings. 

No.  8.  For  furnishing  and  delivering  rubber 
valves. 

No.  0-  For  furnishing  and  delivering  rubber 
boots    and    rubber   coats. 

No.  10.  For  furnishing  and  delivering  bar 
iron,  machinery,  steel,  tool  steel  and  Tobln 
bronze. 

No.  11.  For  unloading,  hauling,  storing  and 
trimming  the  coal  required  for  various  pumping 
stations,    as    follows: 

No.  12.  For  furnishing  and  delivering  supplies 
for  pumping  stations,  reservoirs  and  repair  yards. 

For  full   particulars  see  City  Record. 

JOHN  H.   O'BRIEN, 

Commissioner. 

Dated   December  6,   1906. 

Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  City  of  New  York. 
SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock  P.  M. 
on 

THURSDAY,   DECEMBER  20,   1906, 
Borough  of  Brooklyn. 
For    furnishing    all    the    labor    and    materials 
necessary   for   the   erection   and   completion   of  a 
tennis  house  and  shelter  in  Prospect  Park,  Bor- 
ough   of   Brooklyn. 
For  full  particulars  see  City  Record. 
MOSES    HERRMAN, 

President; 
JOSEPH  I.  BERRY, 
MICHAEL     J.     KENNEDY, 
Commissioners   of   Parka. 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  1536,  Nos.  13  to  21  Park  Row,  Bor- 
ou,<h  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  for  the  below- 
named  work  and  materials  will  be  received  at 
the  office  of  the  Department  of  Water  Supply 
Gas  and  Electricity,  Room  1536,  Nos.  13  to  21 
Park  Row,  Borough  of  Manhattan,  in  The  City 
of  New  York,  until  2  o'clock  P.  M.  on 

WEDNESDAY.    DECEMBER    26,    1906, 
Borough  of  Brooklyn. 

For  furnishing,  delivering  and  erecting  eight 
(8)  water  tube  boilers  In  the  remodelled  Ridge- 
wood — North  side — pumping  station,  Atlantic 
avenue,  near  Logan  street.  In  the  Borough  of 
Brooklyn. 

For  full  particulars  see  City  Record. 

JOHN  H.  O'BRIEN, 

Commissioner. 

Dated  December  10,   1906.  (30825) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity. Room  1536,  Nos.  13  to  21  Park  Row,  Bor- 
ough of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  for  the  below- 
named  work  and  materials  will  be  received  at 
the  office  of  the  Department  of  Water  Supply 
Gas  and  Electricity.  Room  1536,  Nos.  13  to  21 
Park  Row,  Borough  of  Manhattan,  in  "The  City 
of  New  York,  until  2  o'clock  P.  M.  on 

WEDNESDAY,    DECEMBER    26,    1906, 
Boroughs    of    Manhattan    and    The    Bronx. 
For   furnishing,   repairing,    placing  and  empty- 
ing vau.i.   pans,   etc.,   at  Mt.   Kisco,   Westchester 
County,   N.   Y. 
For  full  particulars  see  City  Record. 

JOHN  H.   O'BRIEN, 

Commissioner. 
Dated    December    10,    1906.  (30818) 

Department  of  Water  Supply.  Gas  and  Elec- 
tricity, Room  1536,  Nos.  13  to  21  Park  Row,  Bor- 
ou!;h  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until  2 
o'clock   P.    M.    on 

WEDNESDAY,    DECEMBER    26,    1906, 
Borough  of  Brooklyn. 
For    furnishing    and    delivering    tools,    garden 
implements,    etc. 
For  full  particulars  see  City  Record. 

JOHN  H.   O'BRIEN. 
Commissioner    of    Water    Supply,    Gas    and 

Electricity. 
Datec}   Pecember   10,   1906.  (30818) 
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Police  Department  of  The  City  of  New  York, 
No.   300  Mulberry  Street. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Police  Commissioner  of  the  Police 
Department  of  The  City  of  New  York  at  the 
above  office  until   10  o'clock  A.    M.    on 

WEDNESDAY,    DECEMBER    26,    1906. 

For  furnishing  all  the  labor  and  furnishing 
and  erecting  all  the  materials  required  for  fur- 
nishing electrical  conductors  and  placing  elec- 
trical   conductors    underground. 

For  full  particulars  see  City  Record. 

THEODORE    A.    BINGHAM. 

Police   Commissioner. 

Dated    December    11,    1906.  (30845) 

Police  Department  of  The  City  of  New  York, 
No.   300  Mulberry  Street. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Police  Commissioner  of  the  Police 
Department  of  The  City  of  New  York  at  the 
above  office  until   10  o'clock  A.    M.   on 

WEDNESDAY,    DECEMBER    26,    1906. 
For     furnishing     and     delivering     ten     motor 
cycles. 
For  full  particulars  see  City  Record. 

THEODORE    A.    BINGHAM, 

Police  Commissioner. 
Dated    December    11.     1906.  (30S54) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  153^3,  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until  2 
o'clock  p.  m.  on 

WEDNESDAY,    DECEMBER   26,    1906, 
Boroughs  of  Manhattan  and  The  Bronx. 

No.  1.  For  furnishing  and  delivering  me- 
chanics' and  contractors'  tools,  paints,  oils,  hard- 
ware, miscellaneous  supplies,  coal,  coke,  cord 
wood,   lumber,   etc. 

No.  2.    For  furnishing  and  delivering  pig  lead. 

No.  3.  For  furnishing  and  delivering  tapping 
cocks,  tapping  cock  boxes,  twist  and  plug  drills, 
and  hydrant  nozzles,  waste  cocks,  caps  and 
chains,  handles,  screws  and  bridges. 

No.  4.  For  furnishing  and  delivering  cast  iron 
water  pipe,   branch  pipe  and  special  castings. 

No.  5.  For  furnishing  and  delivering  stop 
cocks,  hydrants,  hydrant  heads,  wooden  hydrant 
boxes,  drinking  troughs  and  cast  iron  hydrant 
fenders. 

No.  6.  For  furnishing  and  delivering  double 
nozzle  standard  New  York  hydrants,  repair  parts 
for  the  same  and  lead  lined  elbows. 

For  full  particulars  see  City  Record. 

JOHN  H.   O'BRIEN. 
Commissioner  of  Water  Supply, 
Gas  and  Electricity. 
The  City  of  New  York.  December  7,  1906.  (30772) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  1536,  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan.  The  Citv  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  for  the  below- 
named  work  and  materials  will  be  received  at 
the  office  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  Room  1536,  Nos.  13  to  21 
Park  Row,  Borough  of  Manhattan,  in  The  City  of 
New  York,  until  2  o'clock  p.  m.  on 

WEDNESDAY,    DECEMBER   26,    1906, 
Borough   of  Queens. 
For    engineer'.*?    and     draughtsman's     supplies, 
cast-iron    water  pipe,    branch   pipe,    special    cast- 
ings, hydrants,  hydrant  repairs,  gate  valves,  gate 
valve  repairs,  special  sleeves  and  gates,  pipe  line 
supplies,     hardware,     tools,    calkingyarn,     waste, 
rope,  pig  lead,  coke,  coal,  kindling  wood,  lumber, 
cement,    clay,    lubricating    grease,    kerosene    oil, 
paints,  oils,  turpentine  and  rubber  goods. 
For  full  particulars  see  City  Record. 

JOHN  H.   O'BRIEN, 
Commissioner  of  Water  Supply, 
Gas  and  Electricity. 
The  City  of  New  York.  December  7,  1006.  (30772) 

Department  of  Correction,  No.  148  East  Twen- 
tieth Street,  Borough  of  Manhattan.  The  City  of 
New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above  office  until  11  o'clock  a.   m.  on 

THURSDAY,   DECEMBER  20,   1906, 
Borough   of  Manhattan. 
No.  1.  For  furnishing  and  delivering  dry  goods, 
hardware,  paints,  oils,  leather,  tin,  crockery  and 
miscellaneous  articles. 
For  full  particulars  see  City  Record. 

JOHN  V.    COGGEY. 

Commissioner. 
-   Dated   December  5,    1906.  (30779) 

Department  of  Correction,  No.  148  East  Twen- 
tieth Street,  Borough  of  Manhattan.  The  City  of 
New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above  office  until  11  o'clock  a.   m.   on 

THURSDAY,    DECEMBER  20.   1908, 
Borough   of  Manhattan. 
No.  1.     For  furnishing  and  delivering  groceries, 
provisions,    vegetables,    forage,    etc. 
For  full  particulars  see  City  Record. 

JOHN  V.   COGGEY, 

Commissioner. 
Dated   December  5,    1906.  (30779) 

Office  of  the  Department  of  Correction.  No.  148 
East  Twentieth  Street,  Borough  of  Manhattan. 
The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above  office  until  11  o'clock  a.  m.   on 

THURSDAY,   DECEMBER  20.   1906, 
Borough   of  Manhattan. 
For     furnishing     and     delivering     vegetables, 
fruits,    etc. 
For  full  particulars  see  City  Record. 

JOHN  V.   COGGEY. 
Ti,  .    ,  -,  Commissioner. 

Dated  December  5,  1006,  (30785) 


Office  of  the  Department  of  Correction.  No.  148 
East  Twentieth  Street,  Borough  of  Manhattan, 
The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Correction  at  the 
above  office  until  11  o'clock  a.  m.  on 

THURSDAY,    DECEMBER  20,   1906, 
Borough   of   Manhattan. 
For  furnishing  and  delivering  ice. 
For  full   particulars  see  City  Record. 

JOHN  V.   COGGEY, 

Commissioner. 
Dated  December  5,  1906.  (30785) 

Bellevue  and  Allied  Hospitals  Department  of 
New  York  City.  Twenty-sixth  Street  and  First 
Avenue.  Borough  of  Manhattan,  The  City  of 
New  York. 

SEALED    BIDS    OR    ESTIMATES   will    be    re- 
ceived  by   the    President  of  the   Board   of   Trus- 
tees at  the  above  office  until  3  o'clock  P.  M.  on 
FRIDAY,     DECEMBER    21.     1906. 
For  all    labor   and   material   required   to   repair 
and  paint  the  ambulance  stable,  the  psychopathic 
pavilion,   etc. 
For   full  particulars   see  City  Record. 

JOHN  W.  BRANNAN, 
President,  Board  of  Trustees,  Bellevue 
and  Allied  Hospitals. 
Dated    December    10.    1906.  (30804) 

Bellevue  and  Allied  Hospitals  Department  of 
New  York  City,  Twenty-sixth  Street  and  First 
Avenue,  Borough  of  Manhattan,  The  City  of 
New  York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived  by   the   President   of  the   Board   of  Trus- 
tees at  the  above  office  until  3  o'clock  P.  M.  on 
FRIDAY,     DECEMBER    21,     1906. 
No.  1.    For    furniture,    bedding,    etc.,    for    new 
Fordham    Hospital. 

No.  2.  For  furniture,  bedding,  etc.,  for  new 
Harlem   Hospital. 

No.  3.     For    furniture,    bedding,    etc.,    for    new 
wing  of  Gouverneur  Hospital. 
For   full  particulars  see  City  Record. 

JOHN  W.  BRANNAN, 
President,  Board  of  Trustees,  Bellevue 
and  Allied  Hospitals. 
Dated    December    10,    1906. (30804) 

Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,   The  City  of  New  York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  Park  Board  at  the  «bove  office  of 
the  Department  of  Parks  until  3  o'clock  P.  M.  on 
THURSDAY.  DECEMBER  27,   1906, 
Borough  of  Brooklyn. 
For   furnishing   and   delivering  fresh   beef  and 
fi?h  at  the  menagerie.  Prospect  Park. 
For  full  particulars   see   City  Record. 
MOSES   HERMAN, 

President; 
JOSEPH  I.  BERRY, 
MICHAEL  J.   KENNEDY, 
(30811)  Commissioners  of  Parks. 

Police  Department  of  The  City  of  New  York, 
No.   300  Mulberry  street. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Police  Commissioner  of  the  Police 
Department  of  The  City  of  New  York  at  the 
above   office   until   10  o'clock   A.    M.    on 

THURSDAY,   DECEMBER  27,   1906. 
For     furnishing,     delivering     and     setting     up 
complete    ten    steel    legal    vertical    files,     index 
cabinets. 
For  full   particulars  see  City  Record. 

THEODORE   A.    BINGHAM. 

Police     Commissioner. 
Dated    December   13,    1906.  (30866) 

Department  of  Health  of  The  City  of  New 
York,  Southeast  Corner  of  Fifty-fifth  Street  and 
Sixth  Avenue,  Borough  of  Manhattan,  The  City 
of    New    York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Board  of  Health  of  the  Department 
of    Health    until    10    o'clock    A.    M.,    on 

WEDNESDAY,    DECEMBER   26,    1906. 
For    furnishing    and    delivering    meat,    as    re- 
quired to  the  Willard  Parker  and  Reception  Hos- 
pitals  at  the   foot  of   East  Sixteenth   Street;    the 
Hospital    for    Contagious    Eye    Diseases,     at    the 
northwest  corner  of  One  Hundred  and  Eighteenth 
Street  and  Pleasant  Avenue,  Borough  of  Manhat- 
tan;   the    Riverside    Hospital,    at    North    Brother 
Island.  Borough  of  The  Bronx,  and  the  Kingston 
Avenue  Hospital,   at   Kingston  Avenue  and   Feni- 
more  Street.    Borough  of  Brooklyn,   City  of  New 
York,  during  the  year  1907. 
For  full   particulars  see  City  Record. 
THOMAS   DARLINGTON,   M.    D.. 

President; 
ALVAH   H.    DOTY.    M.    D.. 
THEODORE   A.    BINGHAM, 

Board  of  Health. 
Dated    December   13,1906. 


public  motic:s. 


CORPORATION      SALE      OF      TAX      CERTIFI- 
CATE. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  that 
the  Commissioners  of  the  Sinking  Fund  of  the 
City  of  New  York,  by  virtue  of  the  powers 
vested  in  them  by  law,  will  offer  for  sale  at 
public   auction    on 

TUESDAY,  JANUARY  8,  1907, 
at  12  o'clock  M.,  at  the  Comptroller's  Office. 
No.  280  Broadway.  Borough  of  Manhattan.  City 
of  New  York,  all  the  right,  title  and  interest 
of  the  City  of  New  York  in  and  to  a  certain 
tax  sale  certificate,  registered  in  the  office  of 
the  Collector  of  Assessments  and  Arrears  in 
Liber  S3  of  tax  sales  by  the  certificate  number 
5233,  being  for  the  sale  for  the  non-payment  of 
taxes  on  Lot  No.  33.  in  Block  99.  of  the  Twenty- 
fourth  Ward  of  the  Borough  of  Brooklyn,  now 
known  as  Lot  No.  39,  in  Block  1300,  Section  5, 
on  the  tax  maps  of  the  Borough  of  Brooklyn. 

The  minimum  or  upset  price  at  which  the 
certificate  Is  tQ  b©  sold  Is  hereby  appraised  and 


fixed  at  Four  hundred  and  seventy-one  dollars 
and  forty-four  cents  ($471.44),  and  the  Comp- 
troller is  hereby  authorized  to  take  the  neces- 
sary steps  for  making  such  sale  upon  the 
following 

TERMS    AND    CONDITIONS. 

The  highest  bidder  will  be  required  to  pay 
the  full  amount  due  on  said  certificate  as  pur- 
chase money  at  the  time  of  the  sale,  which  sum 
shall  not  be  less  than  Four  hundred  and  seventy- 
one  dollars  and  forty-four  cents  ($471.44).  and 
in  addition  thereto  the  purchaser  shall  pay  the 
auctioneer's   fees   on   such    sale. 

Upon  the  payment  of  the  amount  bid  at  sucb 
sale,  together  with  the  auctioneer's  fees,  the 
Comptroller  is  hereby  authorized  to  execute  and 
deliver  an  assignment  of  the  said  certificate  to 
the  purchaser,  which  shall  be  taken  by  the 
purchaser  without  recourse. 

The  Comptroller  may  at  his  option  resell  the 
certificate  if  the  successful  bidder  shall  fail  to 
comply  with  the  terms  of  the  sale,  and  the  per- 
son failing  to  comply  therewith  will  be  held 
liable  for  the  cost  and  expense  of  any  such 
resale. 

The  right  to  reject  any  bid  is  reserved. 

By  order  of  the  Commissioners  of  the  Sinking 
Fund,  under  resolution  adopted  at  a  meeting  of 
the   Board,   held   November  21.    1900. 

HERMAN    A.    METZ, 
Comptroller. 
City     of     New     York— Department     of     Finance, 
Comptroller's  Office.  November  28.   1906.   (30623) 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  to  the 
owner  or  owners  of  all  houses  and  lots,  improved 
or  unimproved  lands  affected  thereby,  that  the 
following  proposed  assessments  have  been  com- 
pleted and  are  lodged  in  the  office  of  the  Board 
of  Assessors  for  examination  by  all  persons  in- 
terested, viz.: 

BOROUGH  OF  THE  BRONX. 

List  SS21,  No.  1.  Regulating,  grading,  curb- 
ing, fiagging,  laying  crosswalks  and  paving  with 
granite  block  pavement  East  One  Hundred  and 
Fiftieth  street,  from  the  Harlem  River  to  the 
east    side   of   River   avenue. 

List  8968.  No.  2.  Regulating,  grading,  curb- 
ing, flagging,  laying  crosswalks,  building  ap- 
proaches and  placing  fences  in  Buchanan  place, 
from  Jerome  avenue  to  Aqueduct  avenue  East. 

List  S985,  No.  3.  Sewer  and  appurtenances  in 
Morris  avenue,  from  East  One  Hundred  and 
Sixty-fourth  street  to  East  One  Hundred  and 
Seventieth   street. 

For  full  particulars  see  City  Record. 
ANTONIO   ZUCCA, 
PAUL    WEIMANN, 
JAMES   H.    KENNEDY, 

Board   of  Assessors. 

WILLIAM   H.    JASPER,    Secretary. 

No.   320  Broadway. 

City  of  New  York,  Borough  of  Manhattan,  De- 
cember  13,    1906.  (30886) 

CORPORATION     SALE     OF    BUILDINGS    AND 
APPURTENANCES      THERETO     ON      CITY 
REAL    ESTATE. 
Public   notice    is   hereby   given   that   the   Com- 
missioners of  the  Sinking  Fund,  by  virtue  of  the 
powers    vested    in    mem    by    law,    will    offer    for 
sale    at    public    auction    the    buildings,    parts    of 
buildings,   etc.,    standing  upon  property  acquired 
for  Carnegie  Library  purposes  in  the 

BOROUGH  OF  MANHATTAN, 
said  buildings  being  situated  and  erected  upon 
property  described  by  the  street  numbers  388-392 
East  Houston  Street  and  numbers  279-283  East 
2d  Street,  in  the  Borough  of  Manhattan,  and 
known  on  the  tax  maps  as  Section  2,  Block  371; 
Lots  12.   13  and  14. 

By  direction  of  the  Comptroller  the  sale  of 
the  above  describ,ed  buildings  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance.     The  sale  will  take  place  on 

FRIDAY.     DECEMBER    21.     1906. 
at  12  m.,   on  the  premises,   and  will  be  sold  for 
the   highest   marketable   price. 
For  further  particulars  see  "City  Record.'* 
H.  A.  METZ. 

Comptroller. 
City    of    New    York— Department    of    Finance, 
Comptroller's    Office.    December    7,    1906. 

©fficial  lecial  IHotices. 

ATfEXTION    IS    CALLED    TO    THE    ADVER- 
TISEME.N'T   IN'   THE   CITY   RECORD  OP  Decem- 
ber   IL'ih    to   L'tith.    1!)06,    of   the   confirmation   by 
the  Board  of  Assessors  and  the  entering  in  the 
Bureau    for    the    Collection    of   Assessments    and 
Arrears,     of    assessments    for    OPENING    AND 
ACQUIRING     TITLE      to     the     foUowing-namecl 
street    in   the    BOROUGH   OF   BROOKLYN: 
TWENTY-SIXTH.         TWENTY-NINTH         AND 
THIRTY-SECOND         WARDS,         SECTIONS 
12,    13  AND    14, 
DUMONT    AVENUEr-OPENING,    from    its    In- 
tersection  with    East   Ninety-eighth   street  to  its 
intersection   with   New   Lots  avenue.      Confirmed 
October  26,    19(»3;   entered   December  10,    1906. 
THIRTIETH   WARD,    SECTION   IS, 
NINETY-SIXTH      STREET— OPENING,     from 
Third    avenue    to    the    Shore    road.      Confirmed 
November  2,  190S;  entered  December  10,  1906. 
HERMAN  A.   METZ, 

Comptroller. 
City    of    New    York — Department    of    Finance, 
Comptroller's  Office,   December  10,   1906.    (30S87) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  Decem- 
ber 12th  to  2eth,  1906,  of  the  confirmation  by 
the  Board  of  Assessors  and  the  entering  in  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  LOCAL  IMPROVB- 
MEN'TS   IN   THE   BOROUGH  OF   THE   BRONX, 

23D  W.aRD,  section  10.  AVENUE  ST. 
JOHN— SEWER,  between  Dawson  Street  and 
the    Southern    Boulevard. 

HERMAN  A.  METZ, 

Comptroller. 

City   o£   New   York,    December   11.   1806. 
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ADVEKTISED   LEGAL   SALES. 

(Continued   from  page  lOUl. 
Dec.   19. 

Water  st,  No  657,  s  s.  325  w  Jackson  st,  25x70; 

'  2-5th  part:  4-sty  brk  teuemeut.  Henry  J  Mc- 
Ardle  agt  Mary  A  Gorman  indiv  and  committee 
et  al;  Joseph  L  Delafleld,  att'y,  35  Nassau 
St.      (Incompetent  to  sale.)     By  Joseph  P  Day. 

Cherry  st.  No  430,  n  s,  100  w  Jackson  st,  25x 
107;  Vsth  part;  4-sty  brk  tenement.  Same 
agt  same;  same  att'y.  (Incompetent  to  sale.) 
By  Joseph  P  Day. 

3d  av.  No  4417,  w  s,  100.8  n  181st  st,  25.^102.11; 
3-sty  brk  tenement  and  store.  Fanny  Braun, 
extrx  et  al  agt  Patrick  MonaUan  et  al;  J  C 
Julius  Langbein,  att'y,  302  Broadway;  Samp- 
son H  Weinhandler,  ref.  (Amt  due,  $11,351.38; 
ta.\es,  &c,  $1,021.51.)  Mort  recorded  June  4, 
10O3.     By  Joseph  P  Day. 

Sherman  av,  w  s,  100  n  166th  st,  50x100;  3-sty 
frame  dwelling.  Henry  Roberts  agt  Joha 
Monaghan  et  al;  Appell  &  Taylor,  att'ys,  90 
West  Broadway;  Everett  L  Barnard,  ref. 
(Amt  due,  $5,370.87;  taxes,  &c,  $1,211.21.) 
Mort  recorded  Jan  2,  1902.     By  Joseph  P  Day. 

14th  st,  n  s,  120  w  Av .  C,  runs  n  136.5  x  w 
70.11  X  s  03.7  X  w  1.4  X  s  CO. 6  x  e  92  to  beg; 
Uniouport.  Henry  J  McArdle  agt  Mary  A 
Gorman  et  al;  Joseph  L  Delafield,  att'y,  35 
Nassau  St.  (Incompetent  to  sale.)  By  Joseph 
P   Day. 

Trinity  av.  No  973,  w  s,  27  s  164th  st,  36.6x 
100,  5-sty  brk  tenement.  Sarah  A  Dusenbury 
agt  Herman  Strauss  et  al;  Reed  &  Pallister, 
att'ys,    280    Broadway;    Edw    J    Maxwell,    ref. 

;  (Amt  due,  $26,333.68;  taxes,  &c,  $842.38.) 
Mort  recorded  May  12,  1905.  By  Joseph  P 
Day. 

Dec.   20. 

176th  st,  Nos  508,  510  and  514,  s  s,  114  w  Am- 
sterdam av,  131x99.11;  three  5-sty  brk  ten- 
ements. Elm  Realty  Co  agt  Winslow  Realty  Co 
et  al;  Francis  Colety,  att'y,  39  Broadway; 
Walter  Alexander,  ref.  (Amt  due,  $40,505.18: 
taxes,  &c,  $325.)  Mort  recorded  June  24, 
1905.     By  Herbert  A  Sherman. 

Madison  av      |n    e    cor    78th    st,    23.4x75;    4-sty 
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78th  st.  No  41 1  brk    dwelling. 

John  B  White  agt  Elizabeth  W  Stevens  et  al; 

Harrison  &   Byrd,   att'ys;   Bmll  Goldmark,   ref. 

(Partition.)      By   Herbert  A   Sherman. 
Dec.   21. 
160  st.  In    w    cor    Tlnton    av,    120x145.2; 

Tlnton  av,  w  s,  |    vacant. 

Peter  Herche  agt   Rudolph  Simon   et  al;   Wm. 

T    Croak,    att'y,    229    Broadway;    Benjamin    J 

Paskus,   ref.      (Amt  due,  $17,248.42;   taxes,  &c, 

$400.60;  sub  to  a  mort  of  $10,000.)     By  Joseph 

P  Day. 

124th  st.  No  124,  s  s,  243  w  Lenox  av,  lS.9x 
lOO.ll;  4-sty  and  basement  stone  front  tene- 
ment and  store.  Chas  S  Whitman  agt  James 
W  Camp  et  al;  Straley  &  Hasbrouck,  att'ys, 
257  Broadway;  Max  S  Levine,  ref.  (Amt  due 
$2.9.52.20;  taxes,  &c,  $265;  sub  to  a  first  mort 
of  $13,000.)  Mort  recorded  Dec  28,  1003.  By 
Bryan  L  Kennelly. 

124th  st.  No  122,  s  s,  223  w  Lenox  av,  18.9x 
100.11;  4-sty  and  basement  stone  front  tene- 
ment. Same  agt  same;  same  att'ys;  Denis 
A  Spellissy,  ref.  (Amt  due,  $3,797.33;  taxes, 
&c,  ,$285;  sub  to  a  prior  mort  of  $13,0U0.) 
Mort  recorded  Jan  11,  1906.  By  Bryan  L 
Kennelly. 

124th  st,  Nos  126  and  128,  s  s,  262.6  w  Lenox 
av,  37.6x100.11;  two  4-sty  and  basement  stone 
front  tenements.  Same  agt  same;  same  att'ys: 
Max  S  Bevins,  ref.  (Amt  due,  $5,748.(i9; 
taxes,  &c,  $530;  sub  to  a  prior  mort  of  .$26,- 
OOO.)  Mort  recorded  Jan  11,  1906.  By  Bryan 
L    Kennelly. 


Dec.   22. 
No   Legal   Sa.es  advertised  for  this  day. 
Dec.  24. 
Greenwich  av,  Nos  81  and  85, Is    w    cor    Bank    st. 
Bank  st,  Nos  2  and  4,  |       58.5x60x101x62.3; 

8-sty  brk  tenement  and  store. 
Isis  P  Carter  et  al  agt  Greenwich  Construc- 
tion Co  et  al;  Geo  F  Chamberlin,  att'y,  31 
Nassau  st;  E  Mortimer  Boyle,  ref.  (Amt  due, 
$75,i;S2.15;  taxes,  &c,  $275.)  Mort  recorded 
May  25,-  1906.     By  Bryan  L  Kennelly. 


VOLUNTARY    AUCTION    SALES. 

For  the  coming  week,  to  be  held  at  Real  Estate 
Exchange,  14  and  18  Vesey  St.,  unless  other- 
wise   stated. 

Dec.   18. 
Lafayette  st,   No  421,  e  s,   bet  4th  st  and  Aster 

pi;     8-sty    brk    loft    building,     52.1x150.       By 

D    P   Ingraham. 
Courtlandt  av.   No  681,  bet  153d  and  154th  sta; 

4-sty    brk    tenement    and    store,    25x100.      By 

Joseph  P  Day. 
155th   st.    No  532,    near  Courtlandt  av;   3-sty  fr 

tenement  and  2-sty  fr  tenement  on  rear,   25x 

100.      By   Joseph   P   Day. 

Deo.   19. 

114th  st,   No  237  East.     5-sty  brk  tenement  and 

stores,  25x100.     By  Jos  P  Day. 
13Sth  st,  No  525  West;  5-sty  brk  tenement,  50.x 

00.11.     By  Jos  P  Day. 
S9th  st,.  s  s,   130  w  Central  Park  West,  vacant, 

50x100.8.     By  Jos  P   Day. 
Broome    st.     No  .22;    5-sty    brk    tenement    and 

store,  25x100.     By  Jos  P  Day. 
8th   av,    s   e  cor   131st   st,   49.11x100;    two   5-sty 

brk  tenements  and  stores.     By  Jos  P  Day. 
52d    st,    No   533   West,    23x100.5;   5-sty   brk  ten- 
ement and  store.     By  Jos  P  Day. 
3d    av,    Xos    VoUi    and    1336,    51x100;    two   5-sty 

brk  tenements  and  stores.     By  Jos  P  Day. 

Dec.    21. 
C2d   st,    No  207,    near  Amsterdam  av;  5-sty  brk 
tenements     and     stores,     25x100.5.       By     B    L 
Kennelly. 


CONVEYANCES 


Bleecker   st.   No   37 
tenement   and  store. 
2S.      Dec   10,   I'JOG. 

Bleecker  st,   Nos   11'2 


December  7,  8,  10,  11,  12  and  13. 
BOROUGH    OF    MANHATTAN. 

Attorney  st,  Nos  l."i.5  and  157,  w  s,  200  s  Houston  st.  50x100,  two 
C-sty  brk  tenements  and-  stores  and  4  and  5-sty  brk  tenements  in 
rear.  Sam  Cohen  to  George  Beder.  All  liens.  Dec  3.  Dec  12, 
J90().     2;350— es  and  (39.     A  $38,500— $51,000. 

other  consid  and  100 
w  s,   42.7  n   Charles   st,  21.3x70,   4-sty   brk 
Nettie  M  Foster   to  John  H  Cooper.     Nov 
2:021—22.     A  $10,000— $12,500. 

other  consid  and  100 
to  11(J.  s  s,  75  e  Wooster  st,  75x100,  two 
8-sty   brk   and   stone   lolt,   office   and   store   buildings.      Louis   M 
Jones  et  al  to  the  Baptist  Church  of  the  Epiphany.     Mort  $180,- 

:  000.  Dec  7.  Dec  11,  190(j.  2:524 — 47  and  49.  A  $100,000— 
$220,000  other  consid  and  100 

carmine  st,  No  6Sy2.  s  s,  128  w  Bedford  st,  runs  s  40  x  s  e  6.9  x 

"   e  0.7  X  s  14.5  x  e  10.5  x  n  CO  to  st,  x  w  14  to  beginning. 

CaTmine  st.  No  68,  s  s,  100  w  Bedford  st,  1-1x59x14.3x60. 
3-sty  brk  tenement  and  store. 
Elizabeth  Priore  to  Paolina  wife  of  Paul  Doino.  %  part.  Mort 
$10,(J0O.  Dec  12.  Dec  13,  1906.  2:528^-68  and  69.  A  $10,000 
—$12,000.        _  500 

Cedar  st.  No  137  1 

Liberty   St.    No    130    1 

Agreement    as    to    boundary   line.    Huig   Hanemaayer   and   Albert 
W  Meyer  with  John  E  Grefe  and  Sophia  Wolf.     Deo  5.     Deo  12, 

'  1906.     1;54.  

Charlton  st.  No  116,  s  s,  19.1  w  Greenwich  st,  18.10x51.10,  3-sty 
brk  tenement  and  store.     Wm  R  Geering  to  Alfred  Geering,  Bor- 

-  ough  of  Queens.  1-9  part.  Dec  10.  Dec  12,  1906.  2:590—73. 
A  $5,000— $6,000.  500 

Coenties  slip.  No  24.  e  s,  67. S  s  Front  st.  21.2x50.9x21.3x51.5,  5- 
sty  brk  tenement  and  store.      City   Real   Estate   Co   to   Seamens 

'  Church  Institute  of  N  Y.  B  &  S  and  C  a  G.  Dec  11,  1906.  1:34 
— 35.      A  $10,300 — $14,500.  other  consid  and   100 

Porsyth  st.  No  117,  w  s,  abt  100  n  Broome  st,  25x100,  6-sty  brk 

■  tenement  and  store.  Rosa  wife  of  Samuel  Mandel  to  Morris 
Arluck.  Q  C.  Dec  8.  Dec  12,  1.900.  2:419—30.  A  $17,000— 
$35,000.  nom 

Forsyth  st.  No  17,  w  s.  151.10  s  Canal  st,  25x100,  5-sty  brk  tene- 
ment and  store.     Paulina  Spiro  to  Isaac  Lipschitz.     Q  C.     Sept 

■  12.      Dec    13,    1906.      1:291-24.      A   $18.000— $24,000.  nom 
Forsyth  St.  No  17,  w  s.  151.10  s  Canal  st,  2.5x100,  5-sty  brk  tene- 
ment  and  store.     Isaac  Lipschitz  to  Pincus  Lowenfeld  and  ano. 

•  Mort  $25,000.  June  25.  Dec  13,  1906.  1:291—24.  A  $18,000- 
$24,000.  other   consid   and   100 

Fulton  st,  Ho  99     I  n   e   cor   William   st,   51.5x20.5,   5-sty  brk   loft 

William  st.  No  142|  and  store  building.  John  Annin  and  Louis 
A  Ames  to  The  Old  Glory  Realty  Co.  B  &  S.  All  liens.  Dec 
8.      Dec    10.    1006.      1:93-7.      A    $85,4CH)— $90,000.  nom 

Goerck  st,  No  33,  w  s,  150.2  n  Broome  st,  24.11x100,  5-sty  brk  ten- 
ement and  store.  Martha  Agranotf  to  Harris  and  Bere  Klansky. 
All    title.      All    liens.      Dec    12.      Dec    13,    1906.      2:327— .58.      A 
$10,000— $27,000.  other  consid  and  100 

Greenwich  st,  Nos  102  and  104,  w  s,  109.9  n  Rector  st,  50x93,  two 
5-sty  brk  loft  and  store  buildings.  Mary  M  Austen  to  Geo  J, 
Danl  J  and  Dominick  I  Faour.    Mort  $35,(X)0.     Sept  6.     Dec  11, 

•  1906.     1:53—37.     A  $30.000— $53,000.  nom 
Henry  st.   No  36,   s  s,   abt  245  e  Catharine  st,  25x100,  5-sty  brk 

tenement.     Joseph  Bruder  et  al  to  Rosalia  Baruch.     Mort  $27.- 

•  000.     Dec  11.     Dec  13,  190i;.     1:277-40.     A  $18,000- .$30,000. 

other  consid  and  100 
Henry  st.  No  187,  n  s,  95.4  e  Jefferson  st.  24x87.6,  4-sty  brk  ten- 
ement.     Nathan   Zeman   to   Michael   Rosenthal.      Q   C.      Nov   24. 
Dec  11,  1900.     1:285—5.     A  $15,000— $20,000.  nom 

Henry  st.  No  287  |n  e  cor  Scammel  st,  24x78.11x24x79.4.  I 

Scammel  st,  No  8  I 


Henry  st.  No  289,  n  s.  24  e  Scammel  st,  24x78.7x24x78.11.  1 

(i-sty  brk   tenement  and  store. 

Joseph  Berkowitz  et  al  to  Max  Waslikovsky  and  Julius  Schul- 
man.  Mort  $92,250.  Oct  31.  Dec  7,  1906.  1:288—15.  A  $30,- 
000— $80,000.  other  consid  and   100 

Hudson  st,  Nos  21  to  311  s  w   cor  Duane  st,   runs  s  117.11  x  w  08 

Duane  st  .|     x  s  9.8  x  e  25.9  x  n  18.9  x  e  20.3  to  w  s 

Hudson  st,  X  n  121.8  to  beginning,  probable  omission,  three  3 
and  two  4-sty  brk  loft  and  store  buildings.  Samuel  Sloan  to  Al- 
fred L  White  and  Frederick  M  Hilton.  B  &  S.  Dec  4.  Dec 
10,   1900.     1:141—33  to*  37.     A  $51,900— $57,000. 

other  consid  and  100 

Lafayette  st,  late  Marion  st.  No  68,  w  s,  77.2  s  Prince  st,  20.8x57.9 
xl9x.53.9,  except  part  tor  Elm  or  Lafayette  st,  vacant.  John  H 
Black  EXR  Adaline  M  Hoffman  to  John  Hayes.  Dec  13,  1906. 
2:496—20.      A    $4.000— $4,000.  6,000 

Laight  st.  No  52,  n  s,  abt  125  w  Hudson  st,  25x70.9x27.3x73.6 
w  s,  2-sty  brk  tenement.  L  Stuart  Wing  and  ano  TRUSTEES 
Henry  A  Hurlbut  to  Bertha  H  Wing,  Margt  C  and  Margt  H  Hurl- 
but  and  Susie  S  Hall.  All  title.  Q  C.  Dec  4.  Dec  11,  1906. 
1:219—3.     A  $10,000— $11,000.  nom 

Ludlow  St.  No  38,  e  s,  100.3  n  Hester  st,  25.3x87.6x25.2x87.6, 
5-sty  brk  tenement  and  store.  Louis  Goldstein  et  al  to  Harris 
Sokolski.  %  part.  Mort  $25,000.  Nov  30.  Dec  11,  1906. 
1:310—3.     A  $1S,000-$26,000.  other  consid  and  100 

Ludlow  st,  No  121.  w  s,  abt  245  n  Delancey  st,  19x87.6.  3-sty  brk 
building  and  store.  Jacob  C  Rubenschtein  to  Chebra  Kadischer 
-•inshai  Sochochow.  Q  C  and  correction  deed.  Dec  12  1906  2  410 
— 20.      A  $12.500— exempt.  nom 

Maiden  lane.   No  76       |  s  w  s,  at  n  e  s  Liberty  st,  runs  s  e  along 

Liberty  st,  Nos  1  and  3i  Liberty  st,  41.9  x  n  e  18.7  to  s  w  s 
Maiden  lane,  x  n  w  35.9  x  s  w  31  to  beginning;  also  all  right, 
title    and    interest    to 

Liberty  st,  n  e  s,  at  w  cor  of  above,  runs  n  vf  along  st,  2.3 
e  8.2  X  s  e  4.4  x  s  w  8.6  to  beginning. 
4-sty  brk  loft  and  store  building. 

Northern  Insurance  Co  to  German  American  Ins  Co.  Dec  lOi 
190(5.      1:68—1.      A   .$80.500 — $85,500.  other  consid   and   1,000 

Murray  st.  No  59,  n  s.  abt  25  e  West  Broadway,  2.5x87.6.  4-sty 
brk   loft   and   store   building.      1:1,3.8-14.      A   $26,200 — ,$33,500. 

Franklin  st.  No  -18,  n  s,  104  w  Elm  st,  25.10xini>,  5-sty  brk  loft 
and    store    building.      1:172—27.      A    $24.(H>0— $45,500. 

Lafayette  st,  Nos  101  to  1C5I  s   e   cor   Walker  st,   62.11x61..5x62.8x 

Walker  st.   No  97  ]     56.5,   5-sty   brk   tenement   and  store 

-     1:197—7.     A  $.58,400— $78,000. 

3d  av.  No  1001.  e  s.  100.4  n  59th  st,  18.9x105,  3-sty  brk  tenement 
and  store.     5:1414 — 48.     A  $20,000 — $22,000. 

3d  av,  Nos  1022  and  1024,  w  s,  43.5  s  01st  st,  32.x85,  4-sty  stone 
front   tenement   and   store.      5:1395—38.     A   $35,000— $43,000. 

3d  av,  Nos  1383  and  1385,  e  s,  41.4  s  79th  st,  40.9x85,  two  5-sty 
brk  tenements   and  stores.     5:1433 — 40y2   and  47.    A  .$24,000- 
•$,34,000. 

3d  av.  No  1957.  e  s,  70.10  s  lOSth  st,  17.8x75,  4-sty  brk  tenement 

and   store.     6:1657 — 48.      A   $8.500 — $14,000. 
3d  av.  No  1905     I   s  e  cor  lOSth  st,  4-sty  brk  tenement  and  store, 
lOSth  st.  No  2001     6:1657—45.      A    $13,000— .$21,000. 
2d  av.  No  1234,  e  s,  45  s  05th  st,  runs  s  18,4  x  e  48.2  x  s  7.3  x  e 

15.10  X   n   28.4   x   w   64   to   beginning,   4-sty   brk   tenement   and 

store.      5:1439 — 51.      A   $9,500 — $11,000. 

Warren  Van  Norden  to  Theo  L  Van  Norden. 

Y;    Warner    De    La    Montagnie    Van    Norden. 

Cora  L  Van  Norden  of  N  Y  City.     1-32  part 

Dec  10,  1906. 
Monroe  st.  Nos  237  and'  239.  n  s,  191.6  e  Scammel  st,  48.x95.1x48x 

95.5,    two    4-sty    brk    tenements    and    stores   and   two   4-sty   brk 

tenements  in  rear.     Sophia  Mayer  to  Eliza  Cohn.     Mort  .$33,000. 

Dec  6.     Dec  7,   1906.     1:266—21  and  22.     A  $24,000— $36,000. 

other  consid   and   100 
Monroe  st,  No  11,  n  s,  abt  175  e  Catharine  st,  25x100,  5-sty  brk 

tenement,     Isaac  Breakstone  to  Abraham  Friedlander.     1-3  part 

right,  title  and  interest.     Mort  1-3  of  $34,000,     Dee  3.     Dec  7, 

1906.      1:276—5.     A  $18,000— $32,000.  100 


of  South  Salem,  N 
of    Rye,    N    Y.    and 
All  title,     Dec  7. 
nom 


The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved. 


Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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Morton   st,   No   14,   s  s,   abt   150  w  Bleecker  st,   25x90.   5-sty   brk 

tenement.      Estate    of   Asher   Simon    to   Abraham    W    Lilienthal. 

Mort  $26,000.     Dec  6.     Dec  7.  1906.     2:586—56.     A  ?13,000— 

$24,000.  other  consid  and   100 

Mulberry  st.  No  100.  e  s.  177  n  Broome  st,  25.4x09x24.9x99,  3-sty 

brk  loft  and  store  building  and  3-sty  frame  building  in  rear. 
Mulberry   st.    No   192,   e   s,   abt   202   n   Broome   st,   25x100.   3-sty 
frame    (brk   front)   tenement  and  store   and   1-sty  frame  build- 
ing in  rear. 

Richmond  Building  Co  to  Fernando  Wood,  of  Englewood,  N  J 
Mort  $49,750.  Nov  1.  Dec  7,  1906.  2:480—0  and  7.  A  $30,- 
000— $42,000.  other  consid  and   100 

Oliver  st.  No  45,  w  s,  abt  130  s  Madison  st,  25x100,  5-sty  brk 
tenement  and  store.  Julius  A  Lowenstein  to  Martin  Garone. 
Mort  $32,000.     Nov  30.     Dec  11,  1906.     1:278—10.     A  $14,000 

$25,000.  other  consid  and   100 

Oliver  st,  No  45,  w  s,  abt  130  s  Madison  st,  25x100,  5-sty  brk 
tenement  and  store.  Banned  Friend  to  Julius  A  Lowenstein. 
Mort  $32,000.  Nov  30.  Doc  11,  1906.  1:278—10.  A  $14.- 
000 — $25  000  other  consid  and  100 

Orchard  st'.  No  31.  w  s.  129.11  s  Hester  st,  24.3x100x24.1x100. 
5-sty  brk  tenement  and  store.  Louis  Goldstein  et  al  to  Dora 
and  Albert  Sokolski.  Q  C.  Dec  7.  Dec  11,  1906.  1:299—24. 
A  $19.000— $26,000.  nom 

Orchard  st.  No  17,  w  s,  75.1  n  Canal  st,  22x79x22x79.1,  (-sty  brk 
loft  and  store  building.  Otto  Horvvitz  to  Jacob  Bernstein.  Mt 
$27,000.  Dec  4.  Dec  8,  lOOG.  1:209—31.  A  $16,000— $30,- 
5oO.  other  consid  and  100 

Pearl  st.  No  397,  n  w  s,  abt  35  s  Vandewater  st,  l.")xSi».  5-sty  brk 
tenement  and  store.  Franciska  B  Hohmann  to  Thos  F  Connery, 
Jr.    Dec  12,  1906.     1:113—20.    A  $8,000— $11,000. 

other  consid  and  100 
Ridge  st,  Nos  35  and  371s   w   cor   Broome   st,   41.0x55,   6-sty   brk 
Broome  st.   No  145  |     tenement  and  store.     Max  Rosenthal  et 

al  to  Louis  Shulsky  and  Moses  Feder.  Mort  $05.37o.  Dec  10. 
Dec  11.   1906.     2:341—17.     A  $25,000— $50,000. 

other   consid   and   100 
Rivington  st,  No  126,  n  s,  60  w  Norfolk  st,  20x75,  3-sty  brk  tene- 
ment and  store.     Jacob  J  Mintz  to  Max  Movshovitch.     Mort  $11.- 
000.     Dec  6.     Dec  7,  1906.     2:354-34.     A  $13,500— $17,000. 

other   consid   and   100 
Rivington  st,  No  229,  s  s,  25  w  Willett  st,  25.x63,  5-sty  brk  ten- 
ement and  store.     Rebecca  Nathan  and  ano  to  Hannah  Nathan. 
All  liens.     Jan  30,  1906.     Dec  10,  1906.     2:338—18.     A  $16,000 
$20,000.  „„  g'" 

Roosevelt  st,  Nos  23  and  25  (21  and  23),  w  s,  abt  132  n  Madison 
st,  50x100,  two  5-sty  brk  tenements  and  stores.  Maria  Cam- 
piglio  to  Lorenzo  Campiglio.  V2  part.  All  title.  Jan  9.  Dec 
11.   1906.  1:118—32  and  33.     A  $23,700— $44,000. 

other  consid  and  100 
Suffolk  st.  No  135,  w  s,  150  s  Stanton  st,  25x100.4,  6-sty  brk  tene- 
ment and  store.     Morris  Goldberg  et  al  to  Annie  Kuku  and  Max 
Baumstein.      Mort    $38,000.      Dec    10.      Dec.  11,    1906.      2:354— 
64.     A  $18,000— $24,000.  other  consid  and  100 

Sullivan  st.  No  39      J   s  e  s,  202  s  Broome  st,  runs  s  e  86  to  alley. 
Watts  st,  Nos  27  to  39[    x  n   e  34  x  n  again  10.7  x  w  11.5  to  s  s 
Watts  St.  X  w  71.7  to  Sullivan  st,  x  s  v»  18.3  to  beginning,  6-sty 
brk   tenement   and   store.      Harris   Friedman   et   al    to      Antonio 
Crecco.     Q  C.     Dec  12.  1906.     2:476—10.     A  $23,000— $55,000. 

nom 
Water  st.  No  430,  n  s,  abt  53  w  Market  slip  20x60,  wagon  yard. 
James  H  Kirby  to   Everett  J   Esselstyn.      i^  part.     Dec  7.     Dec 
8     1906.      1:250—60.      A   $4,000— $4,000.     other   consid   and   100 
4th'  st.  No  146,  s  s,  162.8  e  1st  av,  25.1x96.2.  4-sty  brk  tenement 
and  store.  Joseph  Isaac  et  al  to  Aron  Moskovitz.     Mort  $18,000. 
Dec  5.     Dec  12.  1906.     2:431—12.     A  $15,000— $18,000. 

other  consid  and  100 

5th  st.  No  230  (31),  s  s,  225  w  2d  av,  21x92.4.  3-sty  brk  dwelling. 

Franklin  S  Clark  et  al  INDIVID,  EXRS,  &c,  Wm  E  Clark  to  Alice 

C   Guernsey.      Oct  29.      Dec   7,   1906.     2:400-26.      A   $11,500— 

$13,000.  20,000 

Same   property.     Franklin   S  Clark  and  ano   to   same.      Q   C.     Oct 

29.     Dec  7.   1906.     2:460.  „o  ??°^ 

Sth  st,  Nos  397  to  401.  n  s,  50.10  w  Av  D,  runs  w  6(.l  x  n. 93.11 
x  e  25  X  s  47  X  e  41.8  x  s  46.11  to  beginning,  6-sty  brk  tene- 
ment and  store.  Joseph  Kreinik  to  Samuel  Levy.  Ms  part.  Mt 
$63,250.  Nov  3.  Dec  10,  1906.  2:378—40.  A  $25,000— $00,- 
000.  110™ 

9th  st,  No  733,  n  s,  abt  265  w  Av  D,  — x — ,  5-sty  brk  tenement. 
Wolf  Levin  et  al  to  The  Knepper  Realty  Co.  Mort  $30,000. 
Deo  7.     Dec  8,  1906.     2:379—48.     A  $12,00O-$25,0OO. 

other  consid  and  100 
lOth  st.  No  21,  n  s,  336.5  w  Sth  av,  runs  e  26.6  x  n  6  and  68  and 
20.10  x  w  26.6  X  s  94.10  to  beginning,  4-sty  brk  dwelling,  also 
property  in  Brooklyn.  Anna  R  wife  of  and  Henry  L  Morris 
et  al  to  Eleanor  E  R  Peabody  widow.  Dec  10.  Dec  12,  1906. 
2:574—55.     A  $25,500— $31,500.  other  consid  and  100 

10th  st.  No  466,  s  s,  231.8  e  Av  D,  101x92.2,  vacant.  David  Perl- 
man  to  Max  Rubin.  Mort  $95,000.  Dec  6.  Dec  8,  1906.  2:366 
— 15.     A  $30,000— $30,000.  other  consid  and  100 

12th  st.  No  255,  n  s,  260.8  e  4th  st,  25.1x70,  5-sty  brk  tenement, 
Wm  Schults  to  Henry  O  Cole  and  Kathryn  his  wife.  %  parts,  and 
Mary  Weiss,  1-3  part.  Mort  $20,000.  Dec  11.  Dec  12.  1906. 
2:615 — 89.      A    $9  000 — $23,000.  other   consid   and   100 

13th  st,  Nos  224  to  228,  s  s,  277.10  w  2d  av,  85.8x103.3,  three 
6-sty  brk  tenements.  Max  Schaffer  et  al  to  Joseph  Berkowitz 
and  Solomon  M  Landsmann.  Mort  $168. .500.  Nov  27.  Deo  7. 
1906.     2:468—21,  23  and  24.     A  $54,000— $129,000. 

other  consid  and   100 
14th  St.  No  58,  s  s,  125  e  6th  av,  25x103.3,  part  6-sty  brk  and 
stone  store.     Robt  S  Smith  to  Alfred  C  Baehman.     Mort  $125.- 
000.     Dec  8.     Dec  11,  1906.     2:577—11.     A  $100.000— $125,000. 

other  consid  and  100 
Same   property.     Alfred  C  Baehman  to   City  Real   Estate  Co.     Mt 
$150  000.      Dec   10.      Dec   11.   1906.      2:577. 

other  consid  and  100 
16th  st.  No  528,  s  s,  270.6  w  Av  B.  25x103.3.  5-sty  brk  tenement 
and  store.     Joseph  Berkowitz  et  al  to  Max  Schaffer  and  Nathan 
Lubow.      Mort   $27,000.      Dec   1.     Dec   7.    1906.      3:973—42.      A 
$7,500 — $16,500.  other   consid   and   100 

IGth  st.  No  128.  s  s,  102.5  e  Irving  pi,  25x103.3.  4-sty  brk  dwell- 
ing. John  W  James  EXR,  &c.  Wm  Mott  to  Albert  P  Massey. 
Dec  8.  Dec  11.  1906.  3:871—56.  A  $19,000-.$24.00a  26,500 
16th  st.  No  128,  s  s,  102.5  e  Irving  pi,  25x103.3.  4-sty  brk  dwell- 
ing. Albert  P  Massey  to  Wm  S  Patten.  Dec  10.  Dec  11.  19(X5. 
3:871—56.      A   $19  000— $24,000.  other   consid   and    100 

16th  st,  Nos  15  and  17,  n  s,  200  w  Union  pi  or  Union  sq  West,  50 
x92.  two  5-sty  brk  buildings  and  stores.  Jacob  Newman  to 
Max  Kurzrok.  of  Brooklyn.     >4  part.     Mort  $99,000.     Nov  8.     Dec 


11,  1906.     3:844—11  and  12.     A  $90,000— $112,000. 

other   consid   and   100 
17th  st.  No  525,  n  s,   195,6  w  Av  B,  25x92,  2-sty  brk  building. 
Thos   B   Tripler   to   Frank  R   Merrall,   of  Lawrence.   L  I.     Morts 

$ .     Nov  30.     Dec  8,   1906.     3:975—16.     A  $6.000— $9,000. 

other  consid  and  100 
18th  st,    Nos  336  and  338,   s  s,   180  w  1st  av,  40x92.    6-stv    brk 
tenement.      Release    dower.      Fannie    wife    Isaac    R    Pereira    to 
Charles  Berlin.     Nov  19.     Dec  11,  1906.     3:923 — 44.     A  $23,000 
— $58,000.  nom 

18th  st,   No  408,  s  s,   100  w  9th  av,  29.6x92,  3-sty  and  basement 
frame  brk  front  tenement  and  1-sty  frame  shed  in  rear.     Charles 
Ehrman   to   Henry   V   A   Parsell,      Mort   $12,500.      Dec  10,   1906. 
3:715—36.     A  $12.00l>-$14,000.  19.300 

26th  st,  Nos  137  and  1.39.  n  s,  400  w  6th  av,  2.5x98.9,  two  4-sty 
stone  front  tenements.  Richard  Vallender  to  Morris  Manheimer. 
Mort  $24,000.  Dec  6.  Dec  11,  1906.  3:802—19  and  20.  A 
$20,000— $22,000.  other   consid   and   100 

26th  St.  No  420,  on  map  No  437,  n  s,  362.10  w  9th  av,  27.11x98.9, 
5-sty  brk  tenement  and  store.  Mary  R  McCloskey  to  Joseph  C 
Furlong.  Mort  $15,0<:iO.  Dec  10.  Dec  13,  1906.  3:724 — 18.  A 
.$10,000 — $14,500.  other  consid  and  100 

29th  St.  No  257,  n  s,  ](X»  e  8th  av,  2.5x98.9,  4-sty  brk  tenement 
and  store.  Margaretha  Burkhart  widow  to  Charlotte  and  Anna 
M  Burkhart,  joint  tenants.  All  liens.  Dec  5.  Dec  8,  1906. 
4:779 — 7.      A   $11,0(X) — $15,000,  other   consid   and   100 

29th  st.  No  6.  s  s.  1.50  w  5th  av,  25x98.9,  5-sty  brk  building  and 
store.  Josephine  wife  Samuel  W  Peck  to  Samuel  W  Peck  and 
Josephine  his  wife.  Mort  $65,0(X).  Dec  11.  Dec  13,  1006.  3:830 
—48.     A  $75.000 — ,$87,000.  other  consid  and   100 

30th  st,  Nos  110  and  112,  s  s,  139.6  w  6th  av,  36.9xl06.x37.6x98.4, 
two  4-sty  brk  tenements.  Sterling  Realty  Co  to  Reliance  Con- 
struclion  Co.  Mort  $60,000.  Dec  4.  Dec  13,  1906.  3:805—67 
and  68.     A  $33,00(1— .$38,000.  other  consid  and  100 

30th  st.  No  323,  n  s.  29S  w  Sth  av,  2.3x98.0,  3-sty  stone  front  dwell- 
ing. John  A  Fogarty  to  Emma  W  Wingate,  of  Brooklyn.  B  & 
S.      Dec   12.      Dec   13,   1906.     3:754—26.     A  $10,500— $13,500. 

nom 
32d  st,  Nos  302  and  304.  s  s,  72  e  2d  av,  28x98,9,  4-sty  brk  tene- 
ment and  store  and  2-sty  brk  building  in  rear.  Chas  J  Kroehle 
et  al  to  Frank  and  John  Volz.  Mort  $9,000.  Dec  10.  Dec  11, 
1906.  3:9.37—65.  A  $10,500— $13.00t).  other  consid  and  100 
33d  st.  No  152.  s  s,  206.3  w  3d  av,  18,9x25,  3-sty  brk  tenement. 
Elizabeth  Discho  et  al  to  Samson  Mayer.  Nov  10.  Dec  10. 
1906.      3:888-50.     A  .$4.000 — $6,000.  other  consid  and   100 

Same   property.      Wm   A   Withrup   et  al   to   same.      All   title.      Dec 

3.     Dec  10,  1906.     3:888.  other  consid  and  100 

Same   property.      Alex    H   Witherup   to   same.      All    title.      Dec   3. 

Dec   10,   1906.      3:888.  other  consid  and   100 

Same    property.      Samson    Mayer    to    Geo    J    Humphrys.      Dec    8. 

Dec  10,  1906.     3:888.  other  consid  and  100 

3Gth  st.  No  118,  s  s,  230  e  Park  av,  25x98.9,  4-sty  stone  front 
dwelling.  Shepherd  K  de  Forest  to  Josephine  L  wife  of  Shepherd 
K  de  Forest.  Mort  $25,000.  Apr  14,  1899.  Dec  11,  1906. 
3:891—79.      A    $40.000 — $50,000.  other    consid    and    100 

37th  St.  No  10,  n  s,  100  e  Madison  av.  25x98.9,  5-sty  brk  dwelling. 
Nathalie  de  Castro  to  Minna  G  Goddard,  Harold  Godwin,  Fanny 
G  White  and  Nora  Godwin.  All  title.  Q  C  and  confirmation 
deed.  Oct  12.  Dec  13,  1906.  3:867—24.  A  $67,500— P  $105,- 
(XK).  nom 

Same  property.     Conrad  G  Goddard  to  Chas  H  Ditson.       QC.     Nov 

3.     Dec  13,  1906.     3:867.  nom 

39th  St.  No  520,  s  s.  300  w  10th  av,  25x9.8,9,  5-sty  brk  tenement 
and  store.  Joseph  Fuchs  to  Lillian  L  Gannon.  Mort  $13,0(X). 
Dec  1.     Dec  13,  1906.     3:710—46.     A  $7,000— $11,000. 

other  consid  and  100 
39th  st,  No  7,  n  s,  245  w  5th  av,  15x98.9,  4-sty  stone  front  dwell- 
ing.    Eliza  J  Vaughan  to  Eugene  C  Potter.     Mort  $55,000.    June 
29,  1905.     Dec  10,  1906.     3:841—33.     A  $48,000— $53,500.         nom 
Same  property.     Eugene  C  Potter  to  George  Nicholas.     Mort  $55,- 

000.     Dec  3.     Dec   10,   1906.     3:841.  other  consid  and  100 

40th  st,  Nos  527  to  533,  n  s,  300  e  11th  av,  100.x9S.9,  four  4-sty 
brk  tenements,  store  in  No  531.  Samuel  KuUa  to  Herman 
Griese.  Mort  $04..5OO,  Dec  10.  Dec  11,  1906.  4:1069—13  to 
16.      A   $26,000 — $36.fHX).  other   consid   and   100 

40lh  St.  No  432,  s  s,  375  e  10th  av,  25x98.9,  5-sty  brk  tenement 
and  store.  Caroline  wife  of  and  Alex  E  Jacobs  HEIR  and  DE- 
VISEE Rosa  Newman  to  Henry  Newman.  Mort  $12,000.  Dec 
11.     Dec  12,  1906.     3:737—55.     A  $9,000— $13,000.  3,260 

42d  st.  No  323,  n  s,  250  e  2d  av.  16.8x100.5,  4-sty  brk  dwelling. 
Abraham  Solomon  to  Adeline  C  Meyer.  Dec  10,  1906.  5:1335 
—11.     A  $7.000— $9,(X10,  nom 

43d  St.  No  106,  s  s,  102,6  w  6th  av,  22,6x100.5.  4-sty  stone  front 
dwelling,      Sadie    Schlesinger    to    Chas   V   Faile.      Mort   $45,000. 

Dec    7,    1906.      4:995—37.      A   $40,000—$ . 

other  consid  and  100 
45th  st.  No  135,  n  s,  405  w  6th  av,  20x100.5.  3-sty  stone  front 
bath  house.  Edw  B  Corey  to  John  F  Olive.  Mort  $25,000.  Dec 
7,  1906.  4:998—16.  A  $30,000 — $34,000.  other  consid  and  100 
47th  st,  Nos  530  and  532,  s  s,  400  e  11th  av,  50x100.4,  two  3-sty 
brk  tenements  and  stores  and  two  3-sty  frame  tenements  in 
rear.  Cohn-Baer-Myers  &  Aronson  Co  to  Harry  Aronson  and 
Louis  Hilkowich.  Mort  $18,000.  Dec  7.  Dec  10,  1906.  4:1075 
—47  and  48.     A  $13.000 — $14,000.  other  consid  and  100 

4Sth  St.  No  40.  s  s,  514  w  5t,h  av.  10x100,5.  4-sty  stone  front 
dwelling  John  F  Erdmanu  to  Anna  M  Johnston.  Mort  $41,350. 
Dec  0.  Dec  13.  1906.  5:12(j3-5SV4.  A  .$36.000— $39,000.  nom 
54th  st.  No  263,  n  s,  43.9  e  8th  av,  18.9x62.11,  4-sty  stone  front 
dwelling.  Eliza  J  Brokaw  to  Frank  B  McLean.  Dec  7.  Dec 
8  1906.  4:1026— IB.  A  $17,000— $18,000.  other  consid  and  100 
56t'h  st.  No  443.  n  s.  200  e  10th  av.  25x100.5,  5-sty  brk  tene- 
ment, Meyer  C  Jacobs  et  al  to  Joel  Jacobs.  2-3  parts,  Mort 
$17,000.  Nov  30.  Dec  10,  1906.  4:1066—9.  A  $9.000— $15.- 
000  other  consid  and  100 

59th  st.  No  334.  s  s,  216,8  w  1st  av,  10,8x100.5.  4-sty  brk  tene- 
ment. Martin  Weiss  to  Joseph  G  Wallach.  Nov  30.  Dec  11, 
1906.     5:1351—351/2.     A  $6,000— $7,000.  nom 

60th  st.  No  321,  n  s,  325  w  1st  av,  25x100.5,  5-sty  brk  tenement 
and  store.  Aaron  Reichbart  to  Ferdinando  Gottilla  and  Pietro 
Genchi.  Morts  $19,750.  Dec  12.  Dec  13,  1006.  5:1435—13. 
A  $9.000— $16,000.  other  consid  and  100 

00th  st.  No  119,  n  s.  180  e  Park  av,  20x100,5,  4-sty  stone  front 
dwelling.  Sterling  Realty  Co  to  Clement  D  Kennedy.  Mort 
$27,500.     Dec   12,  1906.     5:1395—9.     A  $24.000— $29,000.  100 

62d  St.   No  221,  n  s,  325  w  Amsterdam  av,  25x100,5. 
62d  st.  No  239.  n  s.  550  w  Amsterdam  av,  25x100.5. 
two  5-sty  brk  tenements. 
Jonas  Weil  et  al  to  Julius  Braun.     Mort  $30,000.     Dec  7,  1906. 
4:1154—10  and  J9.     A  $10,000— $28,000.  nom 
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62d  St,   No  221,  n  s,  325  w  Amsterdam  av,  25x100.5. 

62d  St,   No  239,   n  s,  550  w  Amsterdam  av,  25x100.5. 

two  5-sty  brk  tenements.  Julius  Braun  to  Jonas  Weil  and  Bern- 
hard  Mayer.  Mort  $30,000.  Dec  7,  1906.  4:1154—10  and  19. 
A  ijSlO.OUO— $2S,000.  nom 

63d  St,  No  20S,  s  s,  130  e  3d  av,  25x100.5,  4-sty  brk  tenement. 
Fredk  J  Schillinger  to  Geo  H  Brooke,  Borough  of  Queens.  Mort 
$12,750.     Dec  13,  1900.     5:1417^3.     A  $12,.j00— $13,500. 

other  consid  and  lOO 

C4tlj  st,  No  28,  s  s,  2S.3  w  Madison  av,  24.9x100.5,  5  and  6-sty 
brk  and  stone  dwelling.  Bolle  B  wife  o£  and  Irving  T  Bush  to 
Walter  A  Gripton,  of  Brooklyn.  Mort  $65,000.  Nov  21.  Dec 
7,    1906.     5:1378—57.     A  $90,000— P   $125,000.  nom 

Same  property.  Walter  A  Gripton  to  Albert  M  Woodruff,  of 
Brooklyn.     Mort  $65,000.     Dec  9,   1905.     Dec  7,  1906.     5:1378. 

nom 

COth  St,  n  s,  300  w  West  End  av,  55x101.9x71.10x100.5,  vacant. 
N  A  Cushman  Co  et  al  to  Wm  J  Houston.  Dec  4.  Dec  7,  1906. 
4:1178.  nom 

Same  property.  Wm  J  Houston  to  Nathan  A  Cushman  as  presi- 
dent of  the  N  A  Cushman  Co.     Dec  4.     Dec  7,  1906.     4:1178.     nom 

73d  st,  No  12,  s  s,  185  e  5th  av,  22.6x102.2,  4-sty  stone  front 
dwelling.  Anna  L  Short  to  Alice  Iselin.  Dec  12,  1906.  5:1387 
— 65.     A  $65.000— $75,000.  other  consid  and  100 

77th  st.  No  403,  n  s,  94  e  1st  av,  25x102.2,  5-sty  brk  tenement.^ 
Benj  M  Gruenstein  and  ano  to  Ida  Machiz.  Dec  8.  Dec  10,  1906. 
5:1472 — 5.      A   $7.000 — .tH9,00(J.  other   consid   and   100 

77th  st.  No  245,  n  s,  155  w  2d  av,  25x102.2,  6-sty  brk  tenement 
and  store.  Karl  M  Wallach  to  John  Gross  and  Emil  Roth.  Mort 
$24,000.  Nov  30.  Dec  11,  1906.  5:1432-18.  A  $11,000— 
$34,000.  other   consid   and   100 

77th  st.  No  403,  n  s,  94  e  1st  av,  25x102.2,  5-sty  brk  tenement. 
Ida  Machiz  to  Ben]  M  Gruenstein  and  Sophia  Mayer.  Mort  $19,- 
500.      Dec   10.      Dec   11,   1906.     5:1472—5.     A   $7.000— $19,000. 

other  consid  and  100 

78th  st,  Nos  319  to  325,  n  s,  275  w  1st  av,  100x102.2,  four  4-sty 
stone  front  tenements.  Vincent  Realty  &  Construction  Co  to 
Mary  A  Franklin.  Mort  $72,000.  Dec  10.  Dec  11,  1906.  5:1453 
— 12   to   15.     A  $36,000 — $62,000.  other  consid  and   lOO 

78th  st,  Nos  319  to  325,  n  s,  275  w  1st  av,  100x102.2,  four  4-sty 
stone  front  tenements.  Mary  A  Franklin  to  Vincent  Realty  and 
Construction  Co.  Mort  $72,000.  Dec  10.  Dec  13,  1906.  5:- 
1453—12  to  15.     A  $36,000 — $62,000.  other  consid  and  100 

80th  st.  No  321,  n  s,  325  w  1st  av,  25x102.2,  4-sty  stone  front 
tenement.  Mandel  Gerhardt  to  Rachel  Cohn.  Mort  ?8,000.  Dec 
1.     Dec  13,  1906.     5:1543—13.     A  $8,500— $14,000. 

other  consid  and  100 

81st  st.  No  334,  s  s,  310  e  2d  av,  15.0x102.2,  3-sty  stone  front 
dwelling.  Christine  Kueniel  to  Olga  Von  Konarsky.  Mort 
$6,000.     Dec  10.     Dec  11,  1906.     5:1543 — 10.     A  $4,000— $6,000. 

other  consid  and   100 
.  81st  st.  No  334,  s  s,  310  e  2d  av,  15.6x102.2,  3-sty  stone  front 
dwelling.      Olga    Von    Konarsky    to    Morris    Kite.      Mort    $6,000. 
Dec   10.     Dec  11,   1906.     5:1543^10.     A  $4,000— $6,000. 

other  consid   and   100 

81st  st.  No  216,  s  s,  203.4  e  3d  av,  25.5x102.2,  5-sty  brk  tenement. 
Meta    Muth    to    John    Muth   husband   of   Meta   Muth.      All    liens. 
Dec  3.     Dec  10,  1906.     5:1526 — 40.     A  $9,500— $21,500. 

other  consid  and  100 

83d  st.  No  333,  n  s,  150  w  1st  av,  25x102.2,  5-sty  stone  front  ten- 
ement. Conrad  Hess  to  Conrad  Ochs.  Mort  $20,000.  Dec  12, 
1906.     5:1546—20.     A  $8,500— $21,000.  100 

83d  st,  No  326,  s  s,  300  w  West  End  av,  40x100.2,  6-sty  brk  ten- 
ement. Helen  Wilson  to  Gertrude  H  Hillenbrand.  Mort  |65,000. 
Dec  5.     Dec  10,   1906.     4:1245—39.     A  $30,000— $70,OOU. 

other  consid  and  100 

87th  st.  No  124,  s  s,  270.3  e  Park  av,  16.11x100.8,  4-sty  stone 
front  tenement.  Charles  Struppmann  to  Eliza  Naumann.  Q  C 
and  confirmation  deed.  Dec  8.  Dec  13,  1906.  5:1515 — 61.  A 
$6,500— $12,000.  nom 

Same  property.  Matilda  wife  Albert  A  Hartzell  to  same.  Q  C. 
and  confirmation  deed.     Deo  10.     Dec  13,  1906.     5:1515.  nom 

Same  property.  Eliza  Naumann  to  Mary  F  Stanley.  Mort  $8,000. 
Nov  27.     Dec  13,  1906.     5:1515.  nom 

Same  property.  Mary  F  Stanley  to  Saul  and  Elkau  Deiches.  Mort 
$13,2.50.     Dec  12.     Dec  13,  1906.     5:1515.        other  consid  and  100 

88th  st.  No  451,  n  s,  87  w  Av  A,  20x100.8,  3-sty  brk  dwelling. 
Release  dower.  Christina  Moog  widow  to  Dorothea  Phillipi,  of 
Elizabeth,  N  J.  and  Edward  Hirzel,  N  Y,  and  Louise  Schumann, 
Brooklyn,  Lina  Bechtold,  N  Y,  and  John  Kruger,  of  Linden- 
hurst,  L  I,  all  DEVISEES  of  Edward  Moog.  All  title.  Mar  30. 
Dec  7,   1906.     5:1568.  nom 

Same  property.  Dorothea  Phillipi  et  al  to  Christina  Moog.  1-3 
part.  C  a  G.  Mort  $3,000.  Mar  30.  Dec  7,  1906.  6:1568— 
201/2.     A  $5,500— $7,500.  nom 

S9th  st.  No  266,  s  s,  147  e  West  End  av,  15x100.8,  4-sty  stone 
front  dwelling.  Mary  C  McGuire  to  Herbert  W  Todd.  Mort 
$8,500.  Dec  8.  Dec  10,  1906.  4:1236 — 58.  A  $7,500— $17,- 
000.  other  consid  and   100 

S9th  st,  Nos  174  and  176,  s  s,  100  e  Amsterdam  av,  50xl00..8,  5-sty 
brk  tenement.  Franklin  B  Lord  to  Ella  B  Rogers.  Mort  $50,- 
000.  June  29,  1905.  Rerecorded  from  June  29,  1905.  Dec  13, 
1906.     4:1219—59.     A  $20,000— $62,000.         other  consid  and  100 

92d  st.  No  67,  n  s,  130  w  Park  av,  20x100.8,  3-sty  stone  front 
dwelling.  Louisa  Christman  and  ano  EXRS,  &c,  Barbara  Wicks 
to  Louisa  Christman  and  Margaret  and  Wm  Wicks,  Barbara 
Strieker  and  Julia  Horst.  Dec  7.  Dec  8,  1906.  5:1504 — 30. 
A  $15,000— $24,000.  30,000 

03d  st.  No  319,  n  s,  275  e  2d  av,  25x100.8,  5-sty  brk  tenement 
and  store.  Julius  Robitschek  to  Adolph  Bloch.  %  part.  Mort 
$17,000.  Dec  8.  Dec  11,  1906.  5:1556—12.  A  $7,000— $17,- 
000.  other   consid   and   100 

94th  st.  No  38,  s  s,  339.9  w  Central  Park  West,  runs  s  100.8  x  w 
6.9  x  s  0.%  X  w  11.9  X  n  100.8  to  st  x  e  18.6  to  beginning,  4-sty 
and  basement  stone  front  dwelling.  Eugene  J  Zeiner  to  Kate  C 
wife  J  E  Burris,  M  D.  Mort  .$8,000.  June  11,  1901.  Dec  13. 
1906.     4:1207 — lOV".     A  $10,U0U— $18,000.  16,000 

96th  st  I   n   s,   300  w  West   End  av,   runs  n   201.10  to  s   s 

97th  st  I    97th   st,  x   w   71.11    to   e   s   Riverside   Drive,   x  s 

Riverside  Drivel  107.6  x  e  8.11  x  s  100.11  to  n  s  96th  st,  x  e 
100  to  beginning,  vacant.  Louise  F  Mahoney  to  Anabel  wife  of 
Robt  T  Lyons.  %  part.  All  liens.  Dec  10,  1906.  7:1887 — 3 
to  6  and  34  to  37.     A  $118,000— $118,000.  nom 

98th  st,  Nos  53  and  55,  n  s,  100  e  Madison  av,  50x100.11,  6-sty 
brk  tenement"  and  store.  Bertha  Sheindelman  to  Herman  S  Bach- 
rach  and  Simon  Berg  of  Brooklyn.  1-3  part.  Mort  $63,000. 
April  25.     Dec  13,  1906.     6:1604—25.     A  $18,500— .fSS.OOO.      nom 

100th  st.   No  101  In    e    cor    Park    av,    26x75,    5-sty    brk 

Park  av,  Nos  1321  and  1.323|     tenement   and   store.      Karl    M   Wall- 


ach et  al  to  Marsa  Loeb.  Mort  $28,000.  Dec  10.  1906.  6:1628 
— 1.     A  $9,500 — $30  000.  other  consid  and  100 

100th  st,  Nos  326  and  328,  on  map  Nos  322  and  324,  s  s,  352.8  e 
2d  av,  40.4x100.11,  6-sty  brk  tenement  and  store.  Release  mort. 
Albert  Crane  to  Charles  and  Henry  Friedman.  Nov  27.  Dec 
7,  1906.     6:1671—39.     A  $12,000— P  $17,000.  12,920.44 

Same  property.  Release  mort.  Henry  Metzler  and  ano  to  same. 
Dec  6.     Dec  7,   1900.     6:1071.  20,205.17 

Same  property.  Release  mort.  Frank  Hillman  and  ano  to  same. 
Dec  6.      Dec  7,   1906.     6:1671.  6,874.39 

100th  st.  No  230,  s  s,  130  w  2d  av,  25x100.11,  5-sty  brk  tenement. 
Isidor  Koplik  et  al  to  Annie  Rosenbaum.  Mort  $16,000.  Nov 
30.      Dec   11,   1906.     6:1649—30.     A  $7,000— $20,000. 

other  consid  and  100 

100th  st,  No  405,  on  map  No  409,  n  s,  100  e  1st  av,  37.1x100.11, 
6-sty  brk  tenement  and  store.  Release  mort.  Yetta  Cohn  to 
Julius  Berliner  and  Max  Greenberg.  Dec  10.  Dec  12,  1906. 
6:1694—5.     A  $7,500— P  $12,000.  3,700 

Same  property.  Julius  Berliner  et  al  to  Harry  Seigel.  Mort  $30,- 
000.     Dec  11.     Dec   12,   1906.     6:1694.  other  consid  and  100 

100th  st,  No  409,  n  s,  100  e  1st  av,  37.1x100.11,  6-sty  brk  tene- 
ment and  store.  Release  mort.  The  State  Bank  to  Julius  Ber- 
liner and  Max  Greenberg.  Dec  5.  Deo  12,  1906.  6:1694 — 5. 
A  $7,500— P  $12,000.  1,000 

Same  .property.  Release  mort.  Van  Norden  Trust  Co  to  same. 
Dec  7.     Dec  12,  1906.     6:1694.  .  18,000 

100th  st,  Nos  322  and  324,  on  map  Nos  318  and  320,  s  s,  303.4  e 
2d  av,  49.4x100.11,  6-sty  brk  tenement  and  store.  Release  mort. 
Albert  Crane  to  Charles  and  Henry  Friedman.  Nov  16.  Deo 
12,  1906.     6:1671—39.     A  $9,000— P  $15,000.  12,928.36 

Same  property.  Release  mort.  Frank  Hillman  and  ano  to  same. 
Dec   11.     Dec  12,   1906.     6:1671.  8,400 

100th  st.  No  409,  n  s,  100  e  1st  av,  37.1x100.11,  0-sty  brk  tene- 
ment and  store.  Release  mort.  Dry  Dock  Savings  Inst  to  Ju- 
lius Berliner  and  Max  Greenberg.  Dec  7.  Dec  12,  1906.  6:- 
1694—5.      A   $7,500— P   $12,000.  11,000 

103d  st,  Nos  3  and  5,  n  s,  100  w  Central  Park  W,  50x100.11,  two 
5-sty  stone  front  tenements.  Morris  Muetzler  to  Mary  A  G 
O'Beirne  and  Annie  E  Golden,  of  Mount  Vernon,  N  Y.  Mort 
$40,000.  Dec  4.  Dec  8,  1906.  7:1839-27  and  28.  A  $22,- 
000— $54,000.  nom 

106th  st.  No  225  (229),  n  s,  275  w  2d  av,  25x100.11,  6-sty  brk 
tenement  and  store.  August  Tognola  to  Joseph  Grande  and 
Gennaro  Antenuccl.  Mort  $32,100.  Dec  4.  Dec  8,  1906.  6:- 
1656—13.     A  $8,000— $30,000.  100 

106th  st.  No  320.  s  s.  lUO  e  Riverside  Drive.  23x100.11.  5-sty 
stone  front  dwelling  Peter  Gibson  to  Harriet  F  wife  Peter 
Gibson.     Dec  11,  1906.     7:1891— €6.     A  $15,500 — $38,000.      gift 

107th  st.  No  313,  n  s.  2i;5  e  2d  av,  25x76.10,  6-sty  brk  tene- 
ment and  store.  CONTRACT.  Geo  W  Brown  with  Harry  Her- 
zog.  Mort  $20,500.  Sept  25.  Deo  7,  1906.  6:1679-10.  A 
$5,000— $19,000.  28,500 

lOSth  st.  No  109,  n  s,  199.3  e  Lexington  av,  16.9x100.11,  4-sty 
stone  front  tenement.  Mark  Aaron  to  Timble  Realty  Co.  % 
part.  All  liens.  Oct  14.  Dec  13,  1906.  6:1636—29.  A  $5,- 
000— $9,500.  nom 

109th  st.  No  226,  s  s,  310  e  3d  av,  25x100.10,  6-sty  brk  tenement 
and  store.  Frank  Gens  to  Santo  and  Michele  Giacini.  Mort 
$32,000.  Dec  10.  Dec  11,  1906.  6:1658—36.  A  $7,000— $28,- 
000.  other  consid  and  100 

110th  st,  Nos  240  and  242,  s  s,  158.4  w  2d  av,  41.8x100.10,  6-sty 
brk  tenement  and  store.  Leon  Cohen  to  Max  Grossman  and  David 
W  Cohen.  Mort  $56,000.  Nov  27.  Dec  7,  1906.  6:1659—32.  A 
$12,000— $48,000.  other  consid  and  100 

Same  property.  David  W  Cohen  to  Nathan  Bangel.  %  part.  Mort 
$56,000.     Dec  7,   1906.     6:1659.  other  consid  and  100 

lloth  st,  Nos  100  and  102  Is  e  cor  Park  av,  39.9x75.8,  4-sty  stone 

Park  av.  No  1507  f    front  hotel.  Release  claims  as  to  Park 

av  viaduct,  &c.  August  Buhrmeister  to  N  Y  &  Harlem  R  R  Co 
and  the  N  Y  C  &  H  R  R  R  Co.  Nov  30.  Dec  7,  1906.  6:1637— 
701^   and  71.     A  $12,500— $20,500.  other  consid  and  100 

Same  property.  Release  mort  as  to  easements.  Harlem  Sav- 
ings Bank  to  same.     Dec  4.     Dec  7,  1900.     6:1637.  nom 

111th  st,  Nos  88  to  92,  s  s,  50  w  Park  av,  48x100.11,  6-sty  brk 
tenement  and  store.  Ripin  Realty  Co  to  Isidore  Lasser.  Mort 
$60,800.  Dec  12.  Dec  13,  1906.  6:1616—39.  A  $18,000— $65,- 
000.  ■  nom 

112th  st,  Nos  218  to  220,  s  s,  abt  210  e  3d  av,  — x — ,  two  6-sty 
brk  tenements  and  stores.  Assignment  of  contract  made  Sept 
27,  1905,  and  June  29,  1906.  Benjamin  Harris  to  Samuel  Kadin. 
All  title.  April  23,  and  Nov  19,  1906.  Dec  12,  1906.  6:1661 
—39  and  40.     A  $24,000— P  $70,000.  4,000 

112th  st,  Nos  224  and  226,  on  map  Nos  224  and  228,  s  s,  255  e  3d 
av,  40x100.10,  6-sty  brk  tenement  and  store.  Samuel  Barkin  to 
Samuel  Kadin.  Mort  .$37,500.  Dec  10.  Dec  11,  1906.  6:1661 
—39.     A  $12,000— P  $35,000.  nom 

Same  property.  Samuel  Kadin  to  Ignatz  Lefkowitz.  Mort  $52,- 
500.     Dec  10.     Dec   11,   1906.     6:1661.  other  consid  and  100 

113th  st,  No  552,  s  s,  199  e  Broadway,  17x100.11,  4-sty  and  base- 
ment brk  dwelling.  J  Aspinwall  Hodge  to  Mary  M  Austen. 
Mort  $15,000.  Apr  3.  Dec  11,  1906.  7:1884—55.  A  $8,100— 
$19,000.  nom 

114th  st.  No  34,  s  s,  334.4  w  5th  av,  17.0x100.11,  3-sty  and  base- 
ment brk  dwelling.  Samuel  Grodginsky  to  Solomon  M  Robinson. 
Mort  $10,250.  Dec  10.  Dec  11,  1906.  6:1597 — 19.  A  $7,500 
— $10,500.  other  consid  and  100 

114th  st,  Nos  210  and  218,  s  s,  201.10  e  3d  av,  36x100.11,  two  3- 
sty  stone  front  dwellings.  The  M  Fine  Realty  Co  to  The  Mil- 
dred Realty  Co.     Mort  $ •.     Dec  4.     Dec  11,  1906.     6:1663 — 

431/2  and  44.     A  $10,000— $17,000.  100 

115th  st.  No  211,  n  s,  152  e  3d  av,  18x100.11,  3-sty  stone  front 
dwelling.  Mortimer  S  Brickner  to  Guiseppe  Zibelli.  Mort  $4,- 
fK)0.     Dec  12,  1900.     6:1665—7.     A  $5,500— $9,000.  100 

115th  st,  Nos  330  and  332,  s  s,  360  e  2d  av,  40x100.11,  two  4-sty 
brk  tenements.  Vincent  Garofalo  to  P  Imperato  Realty  Co.  Mort 
$18,000.  Dec  5.  Dec  12,  1906.  6:1686—37  and  38.  A  $10,000 
—.$22,500.  nom 

115th  st.  No  77,  n  s,  53  w  Park  av,  37x76.5,  with  all  title  to  strip 
37x0.5  adj  on  north,  5-sty  brk  tenement.  The  Knepper  Realty 
Co  to  Abraham  A  and  Wolf  Levin.  Mort  $31,750.  Dec  7.  Dec 
8,  1006.     6:1621—33.     A  $10,000-$24,000.  nom 

117th  st.  No  138,  s  s,  300  e  7th  av,  25x100.11,  5-sty  stone  front 
tenement.  Rachel  Goldstein  to  Sarah  Goldsmith.  Mort  $24.- 
000.     Nov  30.     Dec  7,  1906.     7:1901—51.     A  $13,000— $26,000. 

other  consid  and  100 

117th  st.  No  400,  s  s,  110.8  e  1st  av,  16.8x100.10,  3-sty  brk  ten- 
ement. Cohn-Baer-Myers  &  Aronson  Co  to  Harry  Aronson  and 
Louis  Hilkowich.  Mort  $5,000.  Dec  7.  Dec  10,  1906.  6:1710 
-^5%.     A  $3,300— $5,500.  other  consid  and  100 


The  text  of  these   pages  is   copyrighted.     All   rights  are  reserved. 


Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 


loio  Conveyances  RECORD    AND    GUIDE  Manhattan        December  15,  1906 


117th  St,  No  407.  n  s.  IIO.S  e  1st  av,  16.8x100.11,  4-sty  brk  tene- 
ment Cohn-Baer-Myers  &  Aronson  Co  to  Harry  Aronson  and 
Louis  Hilkowich.  Mort  $6,500.  Dec  7.  Dec  10,  1906.  6:1711 
— 5y..     A  $3,200— $8,000.  other  eonsid  and  100 

118th  St,  No  420,  s  s,  100  e  Amsterdam  av,  62.6.\100.11,  6-sty  brk 
tenement.  Theodoorus  H  and  Wm  Geraerdts  to  James  C  Bushby. 
Mort  $80,000.     Dec  12,  190G.     7:1901-68.     A  $29,000— $100,000. 

other  eonsid  and  100 
118th  St  Nos  423  and  423,  n  s,  244  e  1st  av,  runs  n  60  .x  s  e  9 
X  n  47.4  X  e  36.0  x  s  100.11  to  st,  x  w  42.6  to  beginning,  two 
4-sty  stone  front  tenements.  Martha  Neyen  to  Georgiana  Engel. 
y,  part.  Mort  y.  o£  $12,000.  Dec  12,  1906.  6:1806—11  and 
11%.     A  $9,300— $19,000.  „..    „    _  ."<"" 

119th  St  No  451,  n  s.  75  w  Pleasant  av.  38x100.10.  o-sty  brk 
tenement.  Henry  H  Longstreet  to  Richard  W  ■Ho™er.  Mort 
$22  000.  June  30.  (Re-recorded  trom  July  13,  1906).  Dec  i-a, 
1906  6- 1807-22%.  A  $8,500— $27,000.  other  eonsid  and  100 
I'^Oth  St  No  309,  n  s.  175  w  8th  av,  25x100.11,  5-sty  stone  front 
tenement.  Simon  Friedenstein  to  Geo  H  Breen.  Mort  $20,500. 
Dec   11,   1906.     7:1947—25.     A   $10,000— $23,000. 

other  eonsid  and   100 
I'^lst  St    No  302,  s  s,  100  w  8th  av,  33.6x100.11,  5-sty  stone  front 
tenement.      Mary    R    McCloskey    to    Daisy    B    McCloskey.      Mort 
$30  000.     Dec  10.     Dec  13,  1906.     7:1947— 3(.     A  $13.o00— $30,- 
0Q0  other  eonsid  and  100 

122d  St,  No  6,  s  s,  125  w  Mt  Morris  Park  West,  20x100.11, '3-sty 
stone 'front  dwelling.  Frances  F  wife  of  Percy  Kent  to  Louis 
Bender  and  Louise  W  his  wife,  joint  tenants.  Mort  $12,o00. 
Dec  10,  1906.     6:1720-60.     A  $9,500— $20,000.  .,  i  nna 

other  eonsid  and  1,000 
123d  st,  Nos  543  and  545,  n  s,  175  e  Broadway,  50x100.11,  o-sty 
brk    tenement.      Chas    H    Freedman    to    Mayer   Jones.      %    part. 
Mort  $48,000.    Dec  6.     Dec  7,  1906.    7:1978-9  and  10.    A  $20,- 

(j(j(j_S other  eonsid  and  100 

124th  st.  No  360,  s  s,  60  w  1st  av,  20x79x26.11x61,  3-sty  stone 
front  dwelling.  Robert  Lee  to  Louis  Lese.  Dec  6.  Dec  (,  1906. 
(j-lSOO- 3014.      A   $4,000— $5,500.       .  other   eonsid    and    100 

l^Oth  st  No  22,  s  s,  235  e  5th  av,  18.9x99.11,  3-sty  stone  front 
dwelling.  Matilda  L  Gibbs  to  Fannie  B  Elting,  of  Brooklyn. 
Mort  $12,000.  Dec  5.  Dec  7,  1906.  6:1750 — 63.  A  $9,500— 
$13  500  other  eonsid  and  100 

127th'  st,'  No  234,  s  s,  474.10  e  8th  av,  12.4x99.11x12.6x99.11, 
3-sty  and  basement  stone  front  dwelling.  Eliz  P  Gatfleld  to  Eliza 
Phillips,  of  Long  Island,  N  Y.  Mort  $8,000.  Dec  6.  Dec  1, 
IttOO  7:1932 — 45%.  A  $5,000— $7,000.  other  eonsid  and  100 
128th  st.  No  160,  s  s,  235  w  3d  av,  25x99.11,  3-sty  brk  tenement 
and  store.  William  Kelly  to  Katie  wife  William  Kelly.  Mort 
$7,000.  Dec  10.  Dec  11,.  1906.  6:1776 — 16.  A  $7,500— $13 - 
(jQO  other   eonsid   and   100 

128th  st,  No  115,  n  s,  200  e  Park  av,  16x99.11,  3-sty  stone  front 
dwelling.  Henry  M  Parr  and  ano  to  Henry  M  Parr  and  Henry 
M  Parr  Jr,  Eliza  M  Parr.  Christina  R  Hardy  and  Sarah  M  Little 
children  of  Eliza  M  Parr  dec'd.  B  «&  S.  Sub  to  mort  $5,000  and 
lite  estate.  Apr  8,  1890.  Dec  13,  1906.  6:1777—10.  A  $4,500 
—$8,500.  "om 

130th  st.  No  57,  n  s,  235  e  Lenox  av,  20x90.11,  4-sty  stone  front 
dwelling.  Geo  A  Gardner  to  Eliz  P  Gardner.  Dec  7,  1906. 
6:1728-11.      A   $S,00O— $13,000.  other   eonsid   and   100 

132d  st  No  74,  s  s,  166  e  Lenox  av,  19.x99.11,  3-sty  brk  dwelling. 
Agnes  Kelly  to  Patrick  F  Cahill.  Dec  12.  Dec  13.  1906.  6:1729 
—65.     A  $6,500— $10,500.  other  eonsid  and  100 

132d  st,  No  46,  s  s,  460  w  5th  av,  25x99.11,  5-sty  brk  tenement. 
Alfred  Stuve  to  Ida  Groebsch.  Mort  $15,000.  Dec  5.  Dec  10, 
1906.     6:1729—55.     A  $9,000— $23,000. 

other  eonsid  and  100 
133d  st.  No  102,  s  s,  166  e  7th  av,  17x99.11,  3-sty  brk  dwelling. 
Wm   Beck   to  James    K  Hennessy.     Mort  .$8,000.     Nov   16.     Deq 
10,   1906.     7:1917— 56y2.     A  $6,800— $9,500. 

other   eonsid   and   100 
133d  st.  No  68,  s  s,  110  e  Lenox  av,  25x99.11,  5-sty  brk  tenement. 
David  B  Mainzer  to  Lucia  M  Soils-Cohen.     Mort  $16,000.     Dec 
4.     Dec   7,   1906.     6:1730—68.     A  $9,000— $25,000 

other  eonsid  and  100 
133d  st,  No  162,  s  s,  166.3  e  7th  av,  17x09.11,  3-sty  brk  dwelling. 
James  A  Hennessy  to  Wm  Beck.      Mort  $8,000.     Dec   10,   1906. 
7:1917—56%.     A  $6,800— $9,500.  other  eonsid  and  100 

133d  st.  No  9,  n  s,  160  w  5th  av,  25x99.11,  5-sty  brk  tenement. 
Godspeed  Realty  Impt  Co  to  Abraham  Kassel.  Mort  $19,250. 
Dec   7.     Dec   12,   1906.     6:1731—30.      A   $8,000— $19,000. 

other  eonsid  and  100 
134th  st.  No  115,  n  s.  2.50  w  Lenox  av,  25x99.11,  5-sty  stone  front 
tenement.      Simon   Finck   to   Ray   Davidov,   of   Mt   Vernon,   N   Y. 
Mort  $13,000.     Jan  16.     Dec  12,  1906.     7:1919-21.     A  $10,000— 
$19,000.  ■  100 

134th  st.  No  115,  n  s,  250  w  Lenox  av,  25.x99.ll,  5-sty  stone  front 
tenement.  Ray  Davidov  widow  to  Simon  Finck.  B  &  S.  Mort 
$13,000  Dec  12.  Dec  13,  1906.  7:1919—21.  A  $10000—19,- 
000.  nom 

135th  st,  Nos  621  to  627,  n  s.  325  w  Broadway,  105x99.11,  two 
5-sty  brk  tenements.  Realty  Transfer  Co  to  Herman  Fichter. 
Mort  $97,.50O.  Dec  10,  1906.  7:2002—14  and  17.  A  $42,000— 
P  $80,000.  other  eonsid  and  100 

135th  st.  No  5,  n  s,  110  w  5th  av,  18.4x99.11,  4-sty  brk  tenement. 
Max  Rosh  to  Louis  Seidman.  Mort  $10,000.  Dec  1.  Dec  11, 
1906.  6:1733—32.  A  $7,300— $12,000.  other  eonsid  and  100 
135th  st,  Nos  620  and  622,  s  s,  447.8  w  Broadway,  77.3.x99.11,  two 
5-sty  brk  tenements.  Release  mort.  N  Y  Trust  Co  to  D  L  Block 
Co.     Dec  10,  1900.     7:2001 — 41  and  43.     A  $31,000— P  $36,000. 

nom 
Same    property.      Release    mort.    Bronx    Investment    Co    to    same. 

Dec  10,  1906.   7:2001.  nom 

136th  st,  No  119,  n  s,  509  e  7th  av,  10x99.11,  4-sty  brk  dwelling. 
Samuel  Lehman  to  Abraham  H  Vogel.  Mort  $13,000.  Nov  15. 
Dec  7,  1906.     7:1921—22%.     A  $6,400— $11,000.  nom 

137th  st.  No  210,  s  s,  172  w  7th  av,  18x99.11.  I 

Longwood  av,   s  s,  223.4  e  Prospect  av,  37.6x110.  | 

Agreement  as  to  general  release  of  mort,  &c.  Harry  N  Baruch 
to  Arthur  Berel,  Harry  Kitzinger  &  Co  and  Carrie  Kitzinger. 
Dec  4.  Dec  8,  1906.  7:1942—40%.  A  $7,200— $16,000.  10,000 
137th  st.  No  11.  n  s,  208.9  w  5th  av,  36.3x99.11,  6-sty  brk  tene- 
ment and  store.  Max  Rosh  to  Louis  Seidman.  Mort  $37,000. 
Dec  1.     Dec  11,  1906     6:1735—28.     A  $11,0(X)— $42,000. 

other  eonsid  and  100 
139th  st,   Nos  64  and  66.   s  s,  125  e  Lenox  av,   150x99.11       three 
6-sty  brk  tenements.     Fredk  H  Nadler  to  The  Hunterdon  Realty 
and   Construction   Co.      All   liens.      Dec   10.      Dec   11,    1906.     6:- 

1736 — 66.      A    $15,000 — $ .  other    eonsid    and    100 

140th  St.  No  463,  n  s.  185  w  Convent  av.  17x99.11.  4-stv  brk 
dwelling.      Gustavus   L   Lawrence    to   Chas   G   Wridgway.      Mort 


$15,000.     Oct  4.     Dec  12,  1906.     7:2058—35.     A  $4,100— P  $8,- 
000.  other  eonsid  and   100 

140th  st,  Nos  305  to  309,  n  s,  105  w  Sth  av,  45x99.11.  three  2-sty 
frame  dwellings.  Leo  I  Meinhard  to  Hyman  and  Henry  Sonn. 
Mort  $4,750.  Sept  12.  Dec  7,  1906.  7:2042 — 40  to  42.  A 
$9,000— $13,500.  nom 

143d  st,  No  139.  n  s,  350  w  Lenox  av,  37.6.x99.11,  6-sty  brk  tene- 
ment. Gustave  Walker  et  al  to  Abraham  Frank.  Mort  $45,- 
000.     Dec  10     Dec  11,  1906.     7:2012—17.     A  $11,200— $45,000. 

other  eonsid   and   100 
144th  st,  Nos  254  and  256,  s  s,  249.6  e  Sth  av,  40x99.11,  two  4-sty 
brk  tenements.     J  Romaine  Brown  to  Bertha  K  Boswald.     Mort 
$12,000.      Dec  10     Dec   11,  1906.     7:2029—53  and  .54.     A  $11,- 
000 — $20,000.  exch    and    100 

144th  st.  No  266.  s  s,  125  e  Sth  av,  25x99.11,  3-sty  frame  tenement 
and  store.  Bertha  K  Boswald  to  J  Romaine  Brown.  Mort  $6.- 
000.     Dec  10.     Dec   11,   1906.     7:2029—59.     A  $7,000— $9,000. 

other   eonsid   and   100 
140th   st.   No   424,   s   s,   25   e   Convent   av,   37.6x09.11,   5-sty  brk 
tenement.     Isidor  S  Becker  to  Joseph  Newmark.     Mort  .$53,500. 
May  17.     Dec  13,  1906.     7:2060 — 16.     A  $10,500— $28,000 

other  eonsid  and  100 
150th  st!n   s,   100  w  7th  av,   150x199.10  to  s  s  151st  st,  vacant. 
151st  st'l     Simon   Uhlfelder   et  al   to  Paul   Mayer.      Mort  $110,000. 
Mar    10.      Dec    11,    1906.      7:2036—22   to   27   and  38   to   43.      A 
$07,000— $67,000.  other  eonsid  and  100 

152d  St.  No  627:  n  s.  400.5  w  Broadway,  124.7x199.10  to  s  s  153d 
15.3d  st  I     St.  2  and  3-sty  frame  dwellings  and  2-sty  frame 

stable  on  luiSd  st.  Tenure  Realty  Co  to  Herman  Aaron.  2-3 
part.  Mort  $60,000.  Dec  4.  Dec  10,  1906.  7:2099—50  to  54 
and  11  and  14.     A  $37,000— $40,100.  other  eonsid  and  100 

Same  property.  Samuel  Green  et  al  to  same.  1-3  part.  Mort 
$60,000.     Nov  16.     Dec  10,  1906.     7:2099. 

other   eonsid    and   100 
154th  st,  Nos  248  to  260,  s  s,  175  e  Sth  av,  150x99.11,  tour  6-sty 
brk   tenements.      Louis   I   Harris   et   al   to   Elias   Hvman.    '  Mort 
$178,000.     Dec  1.     Dec  12,  1906.     7:2039—52,  54,  55  and  57.     A 
$42.000— $150,000.  other  eonsid  and  100 

175th  st,  s  s,  187.0  w  Amsterdam  av,  37.0x99.8,  5-sty  brk  tene- 
ment.    Henry  Arnstein  to  Nora  A  Falihee.    Mort  $30,000.     Dec 

4.      Dec   7,   1906.     8:2131—39.     A  $27,000—$ .  100 

175th  st,  s  s,  150  w  .Amsterdam  av,  75.x99.8,  two  5-sty  brk  tene- 
ments. FORECLOS.  Nov  19.  Chas  A  Kalish  referee  to  Henry 
Arnstein.     Dec  3.     Dec  7,  1906.     8:2131—39  and  41.     A  $27,- 

000—$ .  $5,000   above    all    liens 

179th  st.  No  511,  n  s,  1S3.4  w  Amsterdam  av,  41.8x100,  5-sty  brk 
tenement.  Release  mort.  Fleischmann  Realty  &  Construction 
Co  and  ano  to  Thomas  Mulligan.  Dec  4.  Dec  7,  1906.  8:2152 
58.     A  $10.000— P  $25,000.  .  9,000 

Same  property.  Thomas  Mulligan  to  Terrance  P  Kane.  B  &  S. 
Mort   $32,500.     Dec  3.     Dec  7,   1906.     8:2152. 

other    eonsid    and    100 
182d   st,   Nos  521  and  523,   n  s,  70  e  Audubon  av,  50x79.9,  5-sty 
brk  tenement.     Samuel  A  De  Waltoff  to  Isaac  Marcuson.     Mort 
$40,500.      Dec    6.      Dec    7,    1906.      8:2155—63.      A    $10,000— P 
$30,000.  other  eonsid  and   100 

.Amsterdam  av.  No  792,  w  s,  40  s  99th  st,  21.8x81.7  to  e  s  Old 
Bloomingdale  road,  xl8.4x80.2,  2-sty  brk  store.  Mary  Carmel  to 
Charles  Bartsch.  Mort  $12,000.  Dec  12,  1906.  7:1870—34%. 
A  $9,000— $10,000.  other  eonsid  and  100 

Amsterdam  av.  No  232  ]s  w  cor  71st  st,  100.5x115,  7-sty  brk  tene- 
71st  st.   No  200  ]    ment.     Peter     D     Plunkett     to     Megonko 

Realty  Co.      Mort  $3.")5,000.     Nov  30.     Dec  12,   190ti.     4:1162— 
33.      A   $225,000— $325,000.       _        _  other   eonsid   and   100 

Audubon  av,  s  w  cor  171st  st,  95x125,  vacant.     Louis  O  Cohen  to 

Cassel   Goldman,   of   Denver.   Colo.     Mort  $- .     Dec   11,   1900. 

8:2127—14  to  IS.     A  $34.500— $34,500.  nom 

Audubon  av,  s  e  cor  173d  st.  100.'c95,  vacant.  Abram  Bachrach 
to  Isaac  Heifer.  Mort  $30,000.  Dec  11,  1900.  8:2129 — 34  to 
37.     A  $34.500— $34,500.  other  eonsid  and-  100 

Audubon  av,  s  e  cor  173d  st,  100x95,  vacant.  Isaac  Heifer  to 
Abram  Bachrach.  Mort  $30,000.  Dec  11.  Dec  12,  1900.  8:2129 
—34  to  37.     A  $34.500— $34,500.  other  eonsid  and  100 

Av  A,  No  1684,  e  s,  101.5  n  SSth  st,  20x75,  4-sty  stone  front  tene- 
ment and  store.  Morris  Insel  to  Frederick  Lesser.  Mort  $10,- 
700.     Nov  20.     Dec  11,  1906.     5:1585—52.     A  $5,500— $10,000. 

other  eonsid   and   100 

Av  A,  Nos  1312  to  1318,  on  map  Nos  1314  to  1320,  n  e  cor  70th 

st,    100.4x98,   4  and   5-sty  brk  factory.     Edw  A   Kerbs   et   al   to 

The    Marcella   Realty   Co.      Dec    10.      Dec    11,    1906.      5:1482 — 1 

and  3.      A   $42,500- $75,000.  other  eonsid   and   100 

Bradhurst  av      I  s  e  cor  145th  st,  100.6x,3S.8x99. 11x27.8,  5-sty  brk 

145th  st.   No  310|     tenement    and    store.      Harry    Matz    to      Hattie 

Schwarz.     Mort  $40,000.     Deo  11.     Dec  12,  1906.     7:2044—40. 

A  $13,000—$ .  other  eonsid  and  100 

Broadway,  No  2549,  w  s,  75.6  n  95th  st,  25.2x100,  vacant.  Ar- 
thur McGlone  to  Patrick  S  Treacy.  of  Yonkers,  N  Y.  Mort 
$24,000.     Dec  10,  1906.     4:1243—13.     A  $32.000— $32,000 

other  eonsid  and  100 
Broadway,  w  s,  bet  91st  and  92d  sts,  at  s  s  former  private  road-| 
way  or  lane,  n  —  to  n  s  said  road,  x  w  —  to  e  s  West  End  av, 
X  s  —  to  s  s  road,  x  e  —  to  beginning. 
West  End  av,  w  s,  bet  01st  and  92d  sts.  at  s  s  former  private  road- 
way or  lane,  runs  n  —  to  n  s  said  road,  x  w  —  to  e  s  River- 
side av,  X  s  —  X  e  —  to  beginning. 
Grenville  A  Smith  to  Geo  H  Allison.      All  title.     Q  C.     Dec  12! 
Dec   13,   1906.     4:1239  and  1251.  nom 

Broadway,   No  449  |w   s,   175   n   Howard  st,   25x200  to   e   s  Mercer 
Mercer  st.  No  20       |     st,   4  and   5-sty   brk   loft  and  store  building. 
Harris  Mandelbaum  et   al   to  Surety  Realty  Co.      y^  part.     Mort 
W  of  $100,000.     Nov  28.     Dec  7,  1900.     1:231—36.     A  $121,500 
$145  000.  other   eonsid   and   100 

Same  property.  Alva  Realty  Co  to  same.  %  part.  B  &  S.  Mort 
1/4  of  $100,000.     Deo  6.     Dec  7,  1906.     1:231. 

other   eonsid   and    100 
Broadway.  No  2549,  w  s,  75.2  n  95th  st,  25.2x100,  vacant.     Wm 
W  Astor  to  Arthur  McGIone.     B  &  S.     Nov  21..     Dec  10,  1906. 
4:1243—13.     A  $32.000— $32,000  other  eonsid  and  100 

Central  Park  West,  w  s,  75.8  s  101st  st,  25.3x100,  vacant.  Jo- 
seph Fuchs  to  Lillian  L  Gannon.  Mort  $19,500.  Dec  1.  Dec 
13,  1006.  7:1836-33.  A  $20,000— $20,000.  other  eonsid  and  100 
Lenox  av.  No  387,  w  s,  74.11  n  120th  st.  25x75.  5-sty  stone  front 
tenement  and  store.  Morris  Moses  to  Philip  J  Willenmann. 
Mort  $l<!,fX)0.  Dec  12.  Dec  13,  1906.  7:1014—32.  A  $10,000 
—$23,000.  other  eonsid  and  100 

Lexington  av.  No  607,  e  s,  80.5  s  53d  st,  20xS0,  3-sty  stone  front 
dwelling.  Martin  H  Goodkind  to  Willa  B  Irving,  of  Staten  Isl- 
and, N  Y.  Mort  $14,000.  Dec  5.  Dec  7,  1906.  5:1307—53.  A 
$12,000 — $16,000.  other  eonsid  and  100 
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Lexington  av,  Nos  2100  and  21021  s  w  cor  127th  st,  99.11x65,  five 

127th  St,   Nos  134  to  138  |    3-sty    brk    and    stone    dwellings. 

Walter  J  Dean  to  Wm  S  Patten.     Mort  $50,000.     Nov  14.  190.">. 

Dec   12,   1900.      0:1775— 5G,   57,   and   581/..      A   $27,800— .$44,500. 

other  consid  and  100 
Madison  av,  Nos  1489  and  14911  n  e  cor  102d  st,  50.11x100,   O-sty 
102d  st.  No  51  1     brk  tenement  and  store.     Joseph 

Wolfson  to  Joseph  Spector.  %  part.  All  titre.  Mort  $103,000. 
Dec  4.     Dec  8,  1906.     6:1608—23.     A  $50,000— $110,000. 

other  consid  and  100 
Madison  av.  No  422,  w  s,  59.5  s  49th  st.  runs  w  27  x  s  4.7  x  w  42.8 
X  s  23.5  x  e  69.8  to  av  x  n  28  to  beginning.  4-sty  stone  front 
dwelling.  Douglas  Robinson  and  ano  TRUSTEES  Douglas  Rob- 
inson dec'd  for  benefit  Fanny  M  Robinson  to  Douglas  Robinson, 
of  Warren  Township,  N  Y.  1-6  part.  Oct  27.  Dec  7,  1906. 
5:1284—55.     A  $52,000— $60,000.  nom  ' 

Madison  av  |s  e  cor  64th  st,  runs  e  132.6  x  s  100.5  x  w  45.0  x  n 
64th  st.  No  32(  21  x  w  SO  X  s  0.7  x  w  7  to  av  x  n  80  to  beginning, 
brk  and  stone  church  and  1-sty  brk  and  stone  school.  The 
Baptist  Church  of  the  Epiphany  to  Louis  M  Jones.  B  &  S.  Dec 
10.  Dec  11,  1906.  5:1378 — 48.  A  .i;315,00O— exempt.  Equity 
of  property  Nos  112  to  116  Bleecker  st  over  and  above  morts 
of  .$180,000  and  272,500 

Madison  av.  No  721,  e  s,  100.5  s  04th  st,  runs  e  87  x  n  21  x  w  80 
X  s  0.7  X  w  7  to  av  X  s  20.5  to  beginning,  3-sty  brk  school.  Cen- 
tury Realty  Co  to  Loiiis  M  Jones.     B  &  S  and  C  a  G.     Mort  $25,- 

000.  Dec  6.     Dec  11,  1906.     5:1378—52.     A  $40,000— $43,500. 

other   consid   and   100 

Madison  av.  No  154.  w  s,  17.1  n  32d  st,  16.1x95,  5-sty  stone  front 
dwelling.  Wm  L  Sutphin  et  al  to  Holworthy  Chambers,  a  corpn. 
Nov  21.      Dec   11,   1908.     3:802—17.     A  $43,000— $56,000. 

other  consid   and   100 

Madison  av  Is   w   cor   90th   st,   40x87.9,   7-sty   brk   tene- 

90th  st,  Nos  20  and  22  |  ment.  Edw  A  Kerbs  et  al  to  The  Mar- 
cella  Realty  Co.  Mort  $75,000.  Dec' 10.  Dec  11,  1906.  5:1.501 
—56.     A  $66,000— $120,000.  other  consid  and  100 

Madison  av       Is  w  cor  62d  st,  100.5x22,  4-sty  brk  dwelling. 

62d  st.   No  28| 

Madison  av.  No  678,  w  s,  75.5  n  61st  st,  25x95,  4-sty  stone  front 
dwelling. 

678  Madison  Avenue  Co  to  The  Investment  Securities  Co.  B  & 
S.  Mort  $135,000.  Dec  10.  Dec  11,  1906.  5:1376—17  and  56. 
A  $185,000— $203,000.  other  consid  and  100 

Manhattan  av.  No  397,  w  s,  109.11  n  116th  st,  18x50,  3-sty  brk 
dwelling. 

77th  st.  No  324,  s  s,  250  e  2d  av,  25x102.2,  5-sty  brk  tenement. 

Also  property  in  Brooklyn. 
Edw  E  McCall  TRUSTEE  Emily  I  wife  of  and  David  Kearr  or 
Kean  to  Edw  W  Murphy  as  TRUSTEE  Emily  Kearr.  B  &  S. 
May  14,  1903.  Dec  12,  1906.  7:1943—48.  A  $6,000— $8,500. 
5:1451 — 42.      A   $9.000— $19,000.  nom 

Morningside  av  East  Is    e    cor    121st   st,   34.11x100,    5-sty   brk   and 

121st  st   No  364  I     stone    tenement.      Joseph     Stein     to     Simon 

Friedenstein.  Mort  $66,000.  Dec  11,  1906.  7:1947—01.  A 
$30,000— $65,000.  other  consid  and  lOO 

Park  av,  No  1226,  w  s,  50.4  n  95th  st,  25.2x100,  5-sty  brk  tene- 
ment. Nathalie  Meyer  to  Hans  W  Meyer.  Mort  $25,000.  Dec 
4.     Dec  7,   1906.     5:1507-35.     A  $18,000— $29,000. 

other   consid   and   100 

Park  av.  No  1487,  e  s,  74  s  109th  st,  "26.11x76,  4-sty  brk  tene- 
ment. Release  mort  as  to  easement,  &c,  of  Park  av  viaduct. 
Katharina  Vetter  to  N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H 
R  R  R  Co.     Dec  7,  1906.     6:1636—72.     A  $5,000— $8,500.      nom 

Same  property.  Release  mort  as  above.  Celia  Goldwater  to  same. 
May  24.     Dec  7,  1906.     6:1636.  nom 

Park  av.  No  1966,  w  s,  60  n  132d  st,  20x75,  4-sty  brk  tenement 
and  store.  Release  claims  as  to  Park  av  viaduct,  &c.  Diedrich 
Meersse  et  al  EXRS,  &c,  Caroline  Rumpf  to  N  Y  &  Harlem  R  R 
Co  and  the  N  Y  C  &  H  R  R  R  Co.  Nov  28.  Dec  7,  19t)6.  6:1757 
—35.     A  $4,000— $7,500.  other  consid  and  100 

Same  property.  Release  morts  as  to  easement.  N  Y  Life  Ins  Co 
to  same.     Nov  20.     Dec  7,  1906.     6:1757.  nom 

Park  av,  No  1966,  w  s,  60  n  132d  st,  20x75,  4-sty  brk  tenement 
and  store.  Release  claims,  c&c,  as  to  Park  av  viaduct.  Wm 
Rumpf  HEIR  Henry  Rumpf  to  N  Y  &  Harlem  R  R  Co  and  the 
N  Y  C  &  H  R  R  R  Co.  1-5  part.  Nov  13.  Dec  7,  190G.  6:1759 
—35.     A  $4,000— $7,.50O.  other  consid  and  100 

Park  av,  Nos  600  and  602|n  w  cor  64th  st,  73.5x18.  4-sty  brk  and 

64th  st  I     stone    tenement   and    store.      Carl    Schur 

to  Allene  T  Nichols.  Mort  $25,(XtO.  Dec  8.  Dec  11,  1901). 
5:1379—351/2.     A  $40.000— $50,000.  other  consid  and  lOO 

Riverside  Drive,  s  e  cor  136th  st,  102.7x132.2x99.11x109.4,  vacant. 
Leo  S  Bing  to  Lowell  Realty  Co.  All  liens.  Dec  1,  Dec  13, 
1906.     7:2002—101.     A  $45,000— .$45,000.  nom 

Riverside  Drive,  n  e  cor  107th  st,  59.10x100,  vacant.  Samuel  G 
Bayne  to  Morris  Schinasi.  Dec  11.  Dec  12,  1900.  7:1892 — 33. 
A  $75,000 — $75,000.  other  consid  and  100 

St  Nicholas  av.  e  s,  25.5  n  1.59th  st,  runs  e  104.8  x  n  75  x  w  25 
X  n  50  X  w  103  to  av  x  s  127.1  to  beginning,  vacant. 

St  Nicholas  av,  n  e  cor  160th  st,  50.10x100.  vacant. 
Wm  R  Rose  to  Isidor  M  Stettenheim  and  Blanche  T  Newman 
EXRS  and  TRUSTEES  Henry  Newman.  Mort  $40,000.  Nov  27 
Dec  11,  1906.  8:2109-18  to  22  and  .55  and  56.  A  $S2,.y.,.j— 
$82,000.  other  consid   and   100 

St  Nicholas  av.  No  622!s    e   cor    141st    st.     20.1x105.4x19.10x108.9. 

141st  St.   No  332  I     5-sty  brk  tenement  and  store. 

St  Nicholas  av,  Nos  610  to  618.  e  s,  38.4  s  141st  st,  runs  e  102.4 
X  s  62.1  X  e  5  X  s  27.11  x  w  92.2  to  av  and  n  91.3  to  beginning 
five  .5-sty  brk  tenements. 

St  Nicholas  av,  Nos  602  and  004,  e  s,  166.1  s  141st  st,  30.6x80.1x 
36x86.2,   two  5-sty  brk  tenements. 

Jacob  Hyman  to  Ellas  Hyman.  .\11  title.  B  &  S.  Dec  5.  Dec 
12,  1906.  7:2048—41,  42  to  44  and  47  and  48.  A  $42,500— 
$135,000.  nom 

Same  property.  Elias  Hyman  to  Louis  I  Harris  and  Isaac  Mann- 
heimer.     Morts  $142,100.     Dec  11.     Dec   12.   1906.     7:2048.     nom 

St  Nicholas  av.  No  622]s    e    cor    141st    st,    20.1x105.4x19.10x108.9, 

141st  st.  No  332  I  5-sty  brk  tenement  and  store.  Isidore  Jack- 
son et  al  to  Elias  Hyman.  Q  C  and  correction  deed.  Dec  10. 
Dec  12,  1906.     7:2048-^1.     A  $7.500— $28,000.  nom 

Sherman  av,  s  e  cor  Academy  st,  50x110,  vacant.  Alfred  Busselle 
to  Jennie  F  Lyon.     Mort  $ .     Oct  7.     Dec  7,  1906.     8:2221— 

1.  A  $10,500— $10,500.  100 
1st  av,  Nos  1880  to  1896,  e  s|several    1    and   2-sty     brk     and     frame 
98th  st,  s  s                              I     buildings  and  vacant  and  all  title  to 
97th  st,  n  s                              I     lands     under     water,      &c.       Solomon 
East  or  Harlem  River,  w  s     |     Mehrbach   to   East   Side   Pier  Co.      Q 

C.  All  liens.  July  3,  1905.  Dec  11,  1906.  6:1691—1.  A 
$225,000— $230,000.  nom 


1st  av.  No  2021,  w  s,  25.11  n  104th  st,  25x75,  4-sty  brk  tenement 
and  store.  Catharine  Ferari  to  Salvatore  Imperato.  Nov  22 
Dec   7,    1906.     6:1676—24.      A   $7,000- $12,000. 

other  consid  and  100 

1st  av.  No  831,  w  s,  76.8  n  46th  st.  runs  w  SO  x  n  23.9  x  e  20  x  n 
0.11  X  e  00  to  av,  x  s  24.8  to  beginning,  5-sty  brk  tenement  and 
store. 

Plot   be^gins   at  c   i   blk  bet  40th  and  47th  sts,  and  60  w  1st  av, 
runs  w  20  X  s  24.9  x  e  20  x  n  24.9  to  beginning. 
Daniel   Schneider  to  Wilhelmina  Beyer,  of  Hackensack,   N  J.     Q 
C  and  B  &  S.     Mort  .$5,000.     Dec  15.     Dec  13,   1906.     5:1339— 
26.     A  $8,000— $12,500.  21,750 

Same  property.  Release  dower.  Eliza  A  wife  of  Otto  Schmidt  to 
Daniel   Schneider.     Dec  10.     Dec  13,   1906.     5:1339.  nom 

Same  property.  Release  dower.  Henrietta  M  wife  of  Fredk  P 
Schmidt   to  same.      D<c   10.     Dec   13.   1906.     5:1.''>39.  nom 

2d  av.  No  1449,  w  s,  78.9  s  76th  st,  25x105,  5-sty  brk  tenement 
and    store.      Daniel    L    Korn    to    Israel    Crystal.      Mort   .$22  000    " 
Dec  11.     Dec  12,   1906.     5:1430—25.     A  $15,000— $22,.500. 

other  consid   and  100 

2dav,  Nos91(  and  919  s  w  cor  49th  st,  70.5x20,  3-sty  stone  front 

49th  st.  No  258  I     tenement    and    store    and   2-sty    brk   store 

on  av.  Bella  Hirsch  widow  and  et  al  EXRS,  &c,  Julius  Hirsch 
to  Julius  Joffe.  Mort  $22,500.  Dec  4.  Dec  7,  1906.  5-1322 — 
28.     A  $10,000— $15,000.  27  500 

2d  av,  No  2073.  w  s,  .50.11  s  107th  st,  25x75,  4-sty  brk  tenement 
and  store.  .  Max  Grossman  to  Leon  Cohen.  Mort  $20,000.  Nov 
30.      Dec    7,    1906.      6:1656—26.     A   $8,000— $15,500. 

other   consid   and   100 

3d  av.  No  605,  e  s,  49.4  n  39th  st,  21.4x75,  2-sty  brk  building  and 
store.  Release  claims,  &c,  as  to  3d  track  of  Elevated  R  R. 
The  N  Y  Trust  Co  as  TRUSTEE  Jean  G  Torrilhon  dec'd  et  al 
to  the  Interborough  Rapid  Transit  Co,  the  N  Y  Elevated  R  R  Co 
and  the  Manhattan  Railway  Co.  July  11.  Dec  7,  1906.  3:920 
—3.     A  $13,500— $17,000.  534.37 

3d  av,  No  737,  e  s.  25  s  46th  st,  25x80,  5-sty  brk  tenement  and 
store.  Ullmann  Realty  Co  to  Abram  A  Weigert.  Mort  $22,000 
Dec  6.     Dec  13,  1906.     5:1319-48.     A  $15,000— $23,000. 

„_^  other   consid   and   100 

6th  av.  No  2i;>2,  e  s,  29.10  n  16th  st,  20x65,  4-sty  stone  front  bldg 
and  store.  Robt  S  Smith  to  Ben]  F  Spink.  Mort  $40,000.  Dec 
8.     Dec  12,  1906.     3:818—2.     A  $52,000— $57,000. 

„„„^  other  consid  and   100 

ah  av,  Nos  2501  and  2,-)03,  n  e  cor  145th  st,  40x100,  6-sty  brk 
tenement  and  store.  Fleischmann  Realty  &  Construction  Co  to 
Joseph.  Isaac  and  Louis  Lichtenberg.  Mort  $75,000.  Dec  12 
Dec  13,   1906.      7:2014.  other  consid  and   100 

7th  av.  No  2312  |s   w   cor   1.36th  st.   25x100. 

136th  st.  No  200    I 

7th  av.  No  2310,  w  s,  25  s  136th  st,  37.5x100. 

7th  av.   No  2308,  w  s,  62.5  s  1.36th  st,  37.5x100. 
three   5-sty   brk  tenements  and  stores. 

Joel  Marks  to  Manis  Hyams.  14  part.  Mort  $139,.500.  .lune  25' 
Dec  11.  1906.     7:1941—33,  34  and  36.     A  $66.000— $118,000.     I'of) 

10th  av,  Nos  278  to  282   Jn   e   cor   20th   st,   runs   n   74  x   e   100  x   n 

26th  st,  Nos  461  to  4459  [  24.8  x  e  25  x  s  98.9  to  26th  st  x  w  125 
to  beginning,  two  3-sty  brk  tenements  and  stores  and  two  3-sty 
frame  tenements  and  stores.  James  AUgood  to  Harris  Mandel- 
baum  and  Fisher  Lewine.  Sept  20.  Dec  11,  1906.  3-724 — 1 
2,  3,  5  and  6..   A  .$45,500— $50,000.  I'oO 

10th  av.   No   772,   e   s,   100.2   s   .53d  st,   25.3x100.   5-sty  brk   tene- 
ment and  store.     Agnes  Stewart  to  Mamie  and  Nellie  O'Brien  and 
Anna   Brennan.     B  &  S.     Deo  10,  1906.     4:1062 — 4.     A  $14,000 
— $21,000.  other  consid  and  100 

11th  av.  No  4961  n    e    cor    39th    st,    24.9x100.    vacant.      Eugene    C 

.39th  St.  No  .5.551  Ludin  to  Ralph  T  McCormick.  Mar  28,  1905 
Dec    10,    1906.      3:711—1.      A    $12.000— $12,000. 

other  consid  and  100 

11th  av,  No  498,  e  s,  24.9  n  39(h  st,  24.8x100,  2-sty  brk  building. 
Ludin  Realty  Co  to  Ralph  T  McCormick.  Mort  $11,000.  Oct  10 
Dec   10.   1906.     3:711—2.     A  .$9,000— $11,000.  100 

Interior  lot,  50.11  n  118th  st  and  80  w  Park  av,  runs  w  10  x  n  25 
X  e  10  X  s  25  to  beginning.  Anna  S  Miller  to  Alfred  L  M  Bul- 
lowa  and  Morris  C  Ginsburg.  C  a  G.  Confirmation  deed.  Dec 
6.     Dec   7,    1906.     6:1745.  nom 

MISCELLANEOUS. 

General  release.  J  &  M  Haffen  Brewing  Co  to  Thomas  Loughlin 
Nov  20.     Dec  7,  1906.  •    40O 

BOROUGH  OF  THZi  BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 
new   Annexed   Distract    (Act  of   1895). 

*Birch  st,  e  s,  50  n  Cornell  av,  25x100,  Westchester.  Richard  S 
Tobin  to  John  E  O'Neill.     Dec  12.     Dec  13,  1906.  nom 

*Same  property.  John  E  O'Neill  to  Richard  S  Tobin.  Dec  12. 
Dec  13,  1906.  nom 

Bryant  st,  e  s,  75  s  172d  st,  100x100,  vacant.  Jackson  Construc- 
tion Co  to  David  Horowitz.  Mort  $5,320.  Nov  26.  Dec  11, 
1.W6.     11:3000.  other  consid  and  100 

Faile  st,  Nos  804  to  820,  e  s,  82.5  s  Garrison  av,  225x100,  nine 
2-sty  frame  dwellings.  Release  mort.  Mutual  Life  Insurance 
Co  to  Hunts  Point  Realty  Co.     Dec  12.     Dec  13,  1906.     10;2761. 

8,100 

Faile  st.  Nos  804  to  8'20,  e  s,  82.5  s  Garrison  av.  225x100.  nine 
2-sty  frame  dwellings.  Hunts  Point  Realty  Co  to  John  Rendall. 
B   &  S.   .   Dec   12,   1906.      10:2761.  nom 

*Garfleld  st,  w  s,  325  s  Columbus  av,  25x100,  Van  Nest  Park. 
Mary  Addison  et  al  heirs,  &c,  Robt  W  Addison  to  Agnes  Oven- 
stone  of  Allegany,  N  Y,  a  sister  of  Robt  W  Addison.  All  liens. 
Sept  27.     Dec  11.  1906.  nom 

*Green  lane,  s  s,  .529.9  e  Castle  Hill  av,  25x103.4.  Domina  Plaute 
et   al   to   Cath   Stewart.      Mort   $3,500.      Dec   6.      Dec   7,   1906. 

other  consid  and  100 

•'■Harriet  pi,  e  s,  239.7  n  Eastern  Boulevard,  25x98.3x25x99.11. 
Max  Cohen  to  Christian  Wieland.  Mort  $213.  Dec  1.  Dec  8. 
1906.  other  consid  and  lOO 

Hoffman  st.  No  2357,  w  s,  277  n  3d  av,  late  Kingsbridge  road,  75x 
95,  vacant.  Max  A  Weiler  to  Felice  Sergio.  Mort  $3,300. 
Sept   14.      Dec   7,   1906.      11:3054.  other  consid  and   100 

■^McDonald  st,  s  s,  214.4  e  Eastchester  road,  50x100.  Hudson 
P  Rose  Co  to  Julie  Rich.     Dec  8.     Dec  11,  1900.  nom 

*Myrtle  st,  w  s,  300  s  Albany  av,  lOOx — ;  also  lot  422  map  .4rden 
property,  Westchester.  Byron  A  Beal  to  Walter  W  Taylor,  of 
Winterhaven,  Fla.     B  cfe  S.     Dec  6.     Dec  7,  1906.  nom 

*Main  st.  e  s,  100  s  Prospect  st,  50x150,  City  Island.  Mary  A 
Booth  et  al  HEIRS.  &c,  Sherman  T  Pell  and  Elizabeth  Pell  to 
Grace   A  Hallock.     All  title.     Q  C.     Nov  15.     Deo  8,  1906.       nom 
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Bmdk     December  15,  1906 


♦Main  st,  e  s,  100  s  Prospect  st,  50x150. 

Main  st,   n  e  cor  Scofleld  av,     53.6x69.6.  I 

Main  st,  e  s,  at  n  s  o£  most  northerly  st  as  shown  on  map  of  Eliza-] 

bpth  Pell,  50.X100. 
Scofleld  av,  n  s,  73  e  from  west  shore  of  City  Island,  100xl06.4x 

100x106. 
Main  st,  e  s,   150  s  Prospect  st,  runs  s  15  x  e  70  x  s  54  to  n  s 

ScoHeld  av  x  e  81.6  x  n  119  x  w  1.6  x  s  50  x  w  150  to  begin- 
ning,   City   Island. 

Walter  G  Booth  and  ano  by  Annie  Booth  GUARDIAN  to  James 

W   HallocU.      All   title.      Nov   27.      Dec  8,   1906.  6,312.80 

*Same   property.     Ida  M  Anderson  et  al  HEIRS  Geo  W  Booth  to 

same.     All  title.     B  &  S.     Nov  27.     Dec  8,   1906.  nom 

*Marian  st,  s  e  s,  175  s  240th  st,  25x100,  Washingtonville.  Chris- 
tiene  Eisener  to  Wm  T  Mapes.     Mort  $1,000.     Oct  25.     Dec  10, 

1906.  other  cons  id  and  100 

North  st,  s  s,  100  w  Jerome  av,  25.xl00,  vacant.     Jacob  Hirsh  to 

Bernard   Lynch.      All   liens.      Nov  21.     Dec   11,   1906.      11:3197. 

nom 
♦Orchard   st,   s   s,   IdO  e  Main  st,  50x103,   City  Island.      Samuel   S 

Miller  to  Mervin  R  Baxter.     C  a  G.     Mort  $3,000.     Dec  8.     Dec 

10,  1906.  nom 
Park   st,   e   s,   extending   from   n   s   Terrace   pi   to   s   line   lands   of 

party  first  part,  being  a  right  of  way  12  ft  wide.     Mary  E  Mack 
to  Fredk  T  Howe.     Q  C.     June  2.5.     Dec  13,  190<5.     10:2623.     nom 

Tiffany  st,  n  e  cor  167th  st,  32.1x75.9x18x82.1,  vacant.  Wm  B 
Fox  to  Emma  L  Shaw.  Mort  $3,000.  Feb  21.  Dec  7,  1906. 
10:2718.  nom 

*Theriot  st,  w  s,  21.4  n  Davis  st,  25x100.  Carmela  Scottino  to 
Camillo   Scottino.     Oct  1.     Dec  7,   1906.  nom 

*Tompkins  st,  e  s,  325  s  152d  st,  25.9xG9.10x64.10,  gore,  also  lot 
86  map  126  lots,  being  a  subdivision  plot  23  map  Clasons  Point. 
Fridolin   Weber   to    Herman    Menaker.    Nov   30.      Dec    11,    1906. 

other  consid  and  100 

*Van  Buren  st,  e  s,  308.4  s  Columbus  av,  41.8x100.  Rosina  wife 
of  Domenico  Farago  to  Benedetto  Cairo  and  Concetta  his  wife, 
joint   tenants.      Mort   $2,200.      Dec   8.      Dec    10,    1906. 

other  consid  and  100 

Washington  av,  No  1683,  w  s,  25  n  173d  st,  25x90,  4-sty  brk 
tenement.  Louis  Finsterer  to  Jonas  Weil.  Mort  $13,500.  Dec 
6.     Dec  7,   1906.     11:2906.  other  consid  and  100 

*12th  st,  n  s,  305  w  Av  C,  50x103,  Unionport.  Edward  Fredrich 
to   Edw  A  Schill.     Mort  $900.     Nov  30.     Dec  8,   1906. 

other  consid   and  100 

134th  st.  No  715,  n  s,  525  e  Willis  av,  25x100,  5-sty  brk  tene- 
ment. David  Reggel  et  al  to  Wilhelmina  A  Busse.  Mort  $15,- 
000.     Nov  30.     Dec  7,  1906.     9:2279.  other  consid  and  100 

135th  st,  Nos  556  and  558,  s  s,  175  w  Alexander  av,  50x100,  two 
5-sty  stone   front   tenements  and  stores.   Herman  Goldman  et  al 
to   Anna   Cohen.      All   liens.      B   &   S.      Dec   7.      Dec   10,   1906. 
9:2310.  nom 

136th  st.  No  1027,  n  s.  446.1  e  Southern  Boulevard,  25x100,  1-sty 
frame  building.     James  Clark  to  August  Kirchner.     Dec  6.     Dec 

11,  1006.     10:2.565.  other  consid  and  100 
150th  st,   n  w  cor  Union  av,   100.x25,  vacant.      Salvatore   Conforti 

et   al    to   Paolo   Doino.      Mort   $14,000.      Oct   15.      Dec   11,    1906. 
10:2664.  nom 

152d  st,  No  631,  n  s,  300  e  Courtlandt  av,  2.5x100,  3-sty  frame 
tenement  and  store  and  2-sty  frame  tenement  in  rear.  Mary 
Helbrock  et  al  to  Wm  J  and  C  G  Adolph  Hohle.     Dec  11.     Dec 

12,  1006.    9:2399.  other  consid  and  100 
155th   st.   No  634,   s  s,  350  e   Courtlandt  av,   25x100.  2-sty  frame 

dwelling  and   store.      Henry   Honigman   to   Kate   Elsaser.      Mort 
$4,800.      Dec   11.     Dec   12,   1906.     9:2401. 

other  consid  and  100 

161st  st,  Nos  617  and  619  (?),  late  William  st,  n  s,  abt  100  e 
Courtlandt  av  {?),  and  being  lot  70  map  North  Melrose,  50x 
103.5x50x102.5,  except  part  for  161st  st,  6-sty  brk  tenement 
and  store.  Joseph  Perlitch  to  David  Steinhause.  Mort  $49,- 
400.     Nov  30,   1906.     9:2408.  other  consid  and  100 

161st  st.  No  954,  s  s,  22.4  w  Tinton  av,  31.1x76.2,  3-sty  frame 
tenement  and  store  and  1-sty  frame  building  In  rear.  Justine 
Eckentelder  widow  to  Daniel  Hutzelmann.  Mort  $5,000.  Dec 
6.      Dec  7.   1906.      10:2657.  other  consid  and  100 

162d  St.  No  675,  n  s,  196.3  e  Melrose  av,  37.6x100,  6-sty  brk  ten- 
ement. Meta  Muth  to  John  Muth  husband  of  Meta  Muth.  Mort 
.$34,2.50.      Dec   3.      Dec    10.    1906.      9:2384.   other   consid   and    100 

163d  st,  No  929,  n  s,  44  e  Jackson  av,  25x86.4,  4-sty  brk  tene- 
ment. Release  dower.  Eliz  A  wife  Otto  Schmidt  to  Daniel 
Schneider.     Dec  10.     Dec  13,  1906.     10:2649.  nom 

Same  property.  Release  dower.  Henrietta  M  wife  Fredk  P 
Schmidt  to  same.     Dec  10.     Dec  13,  1906.     10:2649.  nom 

Same  property.  Daniel  Schneider  to  Nathan  Zimmerman.  Mort 
15.7.50.     Dec  12.     Dec  13,   1906.     10:2649.       other  consid  and  100 

163d  st,  n  s,  200  e  Washington  av,  former  line  100xl69.3xl00x 
168.11,  vacant.  Chas  E  McManus  to  Bronx  Opera  House  Co.  Mt 
$37,0(30.     Dec  7.     Dec  10,  1906.     9:2368.         other  consid  and  100 

167th  st,  Nos  709  and  711,  n  e  s.  109  s  e  Park  av,  43x140,  2  and 
3-sty  brk  dwellings.  Mary  C  A  wife  of  and  Robt  I  Brown  to 
Francesco  Nicolelti.  Mort  $6,500.  Dec  12.  Dec  13,  1906. 
9:2389.  100 

169th  st,  n  s,  91.8  w  Findlay  av,  16.S.x80,  2-sty  frame  dwelling. 
Thornton  Brothers  Company  to  Richard  W  Abbott.  Mort  $3,300. 
Dec  10.     Dec  11,  1906.     11:2783.  other  consid  and  100 

169th  st,  No  309,  n  s,  108.4  w  Findlay  av,  10.8x80,  2-sty  frame 
dwelling.  Thornton  Brothers  Co  to  Marie  Martin.  Mort  $3,300. 
Dec  10.     Dec  11,  1906.     11:2783.  other  consid  and  100 

ICOth  st.  No  313,  n  s,  75  w  Findlay  av,  16.8x80.  2-sty  frame  dwell- 
ing. Thornton  Bros  Co  to  Fredk  B  Kolb.  Mort  $1,750.  Nov  26. 
Dec  12,  1906.     11:2783. 

169th  st,   No   1008,   s  s,   81.5  e  Union  av, 
2-sty   frame   dwelling. 
.$4,500.     Dec  10,  1906.     10:2682. 

*]73d  st,  e  s,  406  s  Gleason  av,  50x100. 
Thomas   J  and   Mary   Devine.      B  &   S. 


other  consid  and  100 
18.11x99.5x18.4x105.6. 
Lizzie   Schneider   to   John   Storck.      Mort 
other  consid  and  100 
Ellsworth  J   Healy   to 
Dec   11.     Dec   12,   1906. 


Same  property.  Thomas  J  Devine  to  Ellsworth  J  Healy. 
Dec  11.     Dec  12,  1906. 


nom 
B  &  S. 
nom 


*179th  st,  s  s,  310  w  Bronx  Park  av,  25x80.  Sarah  J  Durham 
to  Jacob  Cohen.     Mort  $700.     Dec  10,  1906.    other  consid  and  100 

180th  St.  No  070,  s  s,  28.5  w  Park  av,  16.8x95,  2-sty  frame  dwell- 
ing. Fred  Moritz  to  David  S  Graham.  Mort  $3,500.  Dec  7. 
1906.     11:3029.  nom 

Same  property.  Katherine  Graham  to  Fred  Moritz.  Mort  $3,500. 
Dec   7.    1906.      11:3029.  nom 

181st  st.  No  901.  n  s,  98  w  Hughes  av,  17.2x95,  2-sty  frame  dwell- 
ing. Max  Davidson  to  Ida  wife  of  Max  Davidson.  All  liens.  Dec 
8.     Dec  12,  1900.     11:3070.  nom 

187th  st.  No  690  East.  I 

187th  st,  adj  above  on  west.  | 


Encroachment  agreement.     Margt  J  Hassett  with  Philip  Watten- 
berg.     Dec  5.     Dec  11,   1906.     11:3040.  nom 

196th  st  (Ridge  st),  n  e  s.  at  s  e  s  Williamsbridge  road,  now  Val- 
entine av,  lot  6  map  John  Cromwell  at  Fordham,  except  part 
for  lOtjth  st,  vacant.  Malvina  Baron  to  Mary  Frank.  Dec  5. 
Dec  12,  lfM)6.     12:3300.  nom 

*214th  st,  late  Av  A,  s  s.  4(X)  e  Maple  st,  4S.10xlOO.x52xlOO.  I 

214th  st,  late  Av  A,  n  s,  abt  425  e  Maple  st,  23x125x22x125.  | 

Henry   D   Sears   to   Frank   McGary.      B   &  S.     All   liens.     Dec  4. 
Dec   11,   ltX)6.  nom 

*217th  st,  n  e  cor  6th  av,  100x114.  James  E  Pyle  to  Vincenzo 
Laporta.     Mort  $1,140.     Dec  6.     Dec  7,   1906.  nom 

*224th   st,   s  s,  441.6  e  Paulding  av.   150x109.6.  I 

223d  st,   n  s,   377.2  e   Corsa  lane,  100x109.6.  ( 

The   Brownhill   Co   to   Irving   Realty   Co.      Morts   $ .      Dec   1, 

Dec   7,    ISKHl.  other    consid    and    100 

*227th  st  (13th  av),  n  s,  155  e  4th  st,  25x114,  Wakefield.  Kath- 
inka  Dinsdort  to  Jacob  Minka.  Mort  $500.  Feb  7.  Dec  10, 
1900.  other  consid  and  100 

*22Sth  st,  n  s,  205  w  Cth  av,  33.4x114.  Wakefield.  Mary  A  Har- 
ley  to  Lawrence  J  Harlcy.     Mort  $2,(XI0.     Dec  12,  1906.  nom 

*Same  property.  John  R  Johnson  to  Mary  A  Harley.  Mort  $2,000. 
Dec  12,   1906.  other  coneid  and  100 

*228th  st,  n  s,  238  w  6th  av,  33.4x114,  Wakefield.  John  A  Sand- 
blom   to  Charles   Simon.     Mort  $2,000.      Dec   11.     Dec  12,   1900. 

other  consid  and  100 

*228th  st,  s  e  cor  2d  st,  105x114,  Wakefield.  Wm  B  Scott  and 
ano  HEIRS,  &c,  Thomas  Scott  and  ano  deed  to  Frank  McGary. 
B  &  S.     Mort  $ .     Dec  4.     Dec  11,  1906.  nom 

*228th  st,  n  s,  100  e  6th  av  or  st,  55x114.  Wakefield.  Casper 
Reimer   to  J   Henry  Reiher.     Dec  12.     Dec   13,   1906. 

other  consid  and  100 

234th  st,  n  s,  200.4  e  Verio  av,  25x100,  vacant.  Sarah  Moore  to 
Charles   Lindner.      Dec  10.     Dec  11,   1906.     12:3396. 

other  consid  and  100 

236th  st,  s  s,  100  e  2d  st,  200x100,  vacant.  George  Habeck  to 
Julius  Fowl.     Mort  $6,200.     Dec  5.     Dec  7,  1906.     12:3384. 

other  consid  and  100 

*236th  st,  s  s,  205  e  2d  st,  100x114,  Wakefield.  I 

236th  st,  s  s,  .305  e  2d  st,  50x110,  Wakefield.  1 

Edward  Caterson,  Jr,  to  James  E  Pyle,  of  i^Tsey  City,  N  J.     Nov 
28.     Dec  11,  1906.  other  consid  and  100 

*236th  st,  s  e  cor  2d  st,  10.5x114,  Wakefield.  Emil  Steinweg  et 
al  HEIRS,  &c,  Carl  Steinweg  to  Frank  McGary.  All  liens.  B 
&   S.      Dec   4.      Dec    11,    1906.  nom 

*239th  at,  late  Kossuth  av,  s  w  s,  50  n  Mathilda  st.  South  Wash- 
ingtonville, 50x100.  Engelbert  T  Nordmann  to  Albert  F 
Gescheidt,  Jr,  of  Mt  Vernon.  N  Y.  All  liens.  Dec  11.  Dec  13. 
1906.  nom 

*2.39th  st,  late  Kossuth  av,  s  w  s,  .50  n  Mathilda  st.  South  Wash- 
ingtonville, 50xl(X>. 

Burke  av,  w  s,  200  s  Jefferson  av,  50x100,  Edenwald. 
Albert  F  Gescheidt  to  Magdalena  Nordmann.     B  &  S  and  C  a  G! 
All  liens.     Dec  12.     Dec  13,  1906.  nom 

240th  st,  s  s.  285  w  Katonah  av,  80x100,  2-sty  frame  dwelling  and 
vacant.  Sigmund  Klein  to  Nellie  A  Bloomer.  Mort  |2,500. 
Dec  10,  IIMX!.     12:3380.  other  consid  and  100 

*Amundson  av,  w  s,  450  s  Jefferson  av,  2.5x100.  Land  Co  A  of 
Edenwald   to   Lars  Loewgren.   Dec  11.   Dec  12,   1906.  nom 

Arthur  av,  e  s,  118.6  s  Pelham  av,  50x87.6,  except  part  for  av, 
vacant.  Fannie  Steckel  to  Pasquale  J  Lamberti.  All  liens.  Dec 
12,  19()6.     11:3078.  other  consid  and  100 

*Amundson  av,  w  s,  400  s  Randall  av,  25x100,  Edenwald.  Sophie  S 
Moran   to  Terkel   G  Christiansen.      Dec   10.      Dec   12,   1906.       nom 

*Ash  av,  s  s,  200.6  w  Corsa  av,  100x100,  Laconia  Park.  Thomas 
Callahan  to  Vincenzo  Laporta.  Mort  $1,300.  Dec  8.  Dec  10, 
1CK)6.  other  consid   and   100 

Anthony  av,  late  Prospect  av,  n  w  cor  173d  st,  late  Warren  st.| 
runs  w  —  to  w  s  Lexington  av  x  w  —  across  said  Lexington  av 
X  w  again  to  e  s  Lafayette  av,  x  s  2.5  to  c  1  Warren  st,  x  e  —  x 
n  25  to  beginning,  except  part  for  173d  st,  intended  to  convey 
land  bet  n  s  173d  st,  new  line,  and  Warren  st  as  on  map  Fred- 
erick Weeks  et  al  to  James  A  Woolf.  3-16  parts.  B  &  S  and 
C  a  G.  All  liens.  April  10.  (Re-recorded  from.  May  10,  190ti.) 
Dec  11,  1906.     11:2790  and  2889.  nom 

♦Amsterdam  avie  s,  92  s  Liberty  st,  50x106.2  to  Pelham  road  x54 

Pelham  road  |  xl29.  Heinrich  Schmutsch  to  John  P  Fried- 
hoff.     Mort  $1,200.     Dec  3.     Dec  8,  1906.       other  consid  and  100 

*Bronx  av        |w    s,    240.5   s    Morris   st,    150x105.10   to    e   s   Bronx 

Bronx  Park  av|  Park  av  xl49.11xlD0.4,  Lester  Park.  Max  F 
Schmidt  to  William  Taylor.     Mort  $4,400.     Dec  4.     Dec  7,  1906. 

other  consid  and   100 

*Bay  av,  s  s,  48.4  w  North  st,  50x100,  City  Island.  Bertha  Ul- 
mer   to   A   ISenjamin   Martin.     Oct  3.      Dec   11,   1906.  nom 

Brook  av,  w  s,  37  s  Westchester  av,  runs  s  67  x  w  44.9  x  n  10.10 
X  n   e  74.1   to  beginning,  vacant. 

Westchester  av,  s  s,  14.9  w  Brook  av,  runs  w  57.6  x  s  38  x  n  w 
68.11  to  beginning,  vacant. 

Leopold  Hutter  to  Geo  F  Moody.     Q  C.     Correction  and  confir- 
mation deed.     All  liens.     Dec  7.     Dec  11,  1906.     9:2294.  nom 

*Bogart  av,  e  s,  350  s  Neil  av,  25x100.  Fidelity  Development  Co 
to  Amanda  Bernhardt.     Dec  1.     Dec  10,  1906.  nom 

Belmont  av,  w  s.  bet  Crescent  av  and  lS7th  st,  and  being  lot  303 
map  property  S  Cambrcleng  et  al  at  Fordham,  25x87.6.  College 
of  St  Francis  Xavier  to  Pasquale  De  Meola.  Dec  1.  Dec  12, 
1906.     11:3074.  nom 

*Bronx  Park  av,  e  s,  100  s  178th  st,  25x100,  2-sty  frame  dwelling. 
Ellas  H  Lang  to  Mary  wife  of  Elias  H  Lang.  %  part.  Right, 
title  and  interest.     Mort  $4,700.     Nov  28.     Dec  11,  1906. 

gift 

*Bronxwood  av,  n  w  cor  Kingsbridge  road,  75xl00x — x — .  John 
Miller   to   Joseph   Keller.      Mort   $455.      Dec   10.      Dec   11,   1906. 

other  consid  and  100 

Belmont  av.  No  2381,  n  w  s,  125  s  w  187th  st,  25x87.6,  3-sty  frame 
tenement.  Filomena  Tesoro  to  Nicola  Russano  and  Maria  J  his 
wife  joint  tenants.     Mort  $3,000.     Dec  11,  1906.     11:3074. 

other  consid  and  100 

♦Boston  Post  road  or  turnpike,  s  s,  at  n  e  cor  land  Margt  Holler, 
contains  about  2  49-l,(K)0  acres,  Eastchester.  Henrietta  J 
Holler  to  Margaret  Holler  wife  of  the  late  John  P  Holler. 
Nov  30.     Dec  13.  1906.  other  consid  and  100 

*Burke  av,  w  s,  200  s  Jefferson  av,  50xl(X>,  Edenwald.  Edw  T 
Nordmann  to  Albert  F  Gescheidt,  Jr.  All  liens.  Dec  11.  Dec 
13.  1906.  nom 

Briggs  av,  n  s,  227.4  e  198th  st,  75x100,  vacant.  Richard  H  Burke 
to  Max  Blumenthal.  Mort  $9,250.  Nov  24.  Dec  12,  1906.  12:- 
3302.  other  consid  and  100 

*Boyd  av,  w  s,  225  n  Jefferson  av,  50x100,  Edenwald.  Richard 
Ennis  to  John  H  Ennis.     Nov  27.     Dec  10,   1906.  2,000 
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Belmont  av,   No  2381,   n  w  s,   125  s  w  ISVth  st,  25x87.C,  3-sty 

frame   tenement. 
Belmont  av.  No  2383,   w  a,  100  s  187th  st,  25x87.6,  2-sty  frame 

dwelling. 

Certificate  as  to  satisfaction  of  mort.     Hamilton  Bank  to  Joseph 

Tesoro.     Nov  27.     Filed  and  discharged  Dec  11,   lOOlJ.   11:3074. 

*Bogart  av,  e  s,  600  s  Neil  av.  25x100. 

*Bogart  av,  e  s,  500  s  Neil  av,  25xl(X). 

*Bogart  av,  e  s,  40O  s  Neil  av,  50x100. 

*Bogart  av,  e  s,  100  s  Neil  av,  25x100. 

Neil   av,   s   e   cor   Bogart   av,   50x100. 

Neil  av,  s  s,  25  s  Fowler  av,  25xl(X). 

Bronxdale  av,  n  w  cor  Rhinelandor  av,   135.2x138.0x125x88.11. 

Muliner  av,  e  s,  74.1  n  Brondale  av,  105.9x127.10x100x151.11. 

Mullner  av,  e  s,  205.2  n  Bronxdale  av,  242.10x84.4x225x132.7. 

Muliner  av,  e  s,  75.0  s  Neil  av,  52.2x91.9  to  w  s  Fowler  av  x50x 
111. 

Muliner  av,  e  s,  154.5  s  Neil  av,  78.11.xG0.4x75x84.5. 

Fowler  av,  s  w  cor  Neil  av,  62.0x41.0x0,3.7x40. 

Fowler  av,  w  s,  137. G  s  Neil  av,  5l»xr,O.4x50x65.2. 

Fowler  av,  w  s,  212.0  s  Neil  av,  1.50x74.10x150x98.10. 

Fowler  av,  w  s,  387.6  s  Neil  av,  250x98.10x250x142.3. 

Bronxdale  av,  n  s,  03.10  e  Matthews  av,  63.10x1  l.s.'Jx.lOxlS". 

Bronxdale  av,  n  e  cor  Matthews  av,  31.11x78.5x25x92.3. 

Matthews  av,  e  s,  78.4  n  Bronxdale  av,  25x100. 

Matthews  av,  e  s,  128.4  n  Bronxdale  av,  150x100. 

Matthews  av.  e  s,  353.4  n  Bronxdale  av,  25x100. 

Matthews  av,  s  e  cor  Neil  av,  78.5x97.9  to  s  w  cor  Muliner  av 
xl04.6xl99.5. 

Muliner  av,  w  s,  229.6  s  Neil  av,  20OxlO3.6x2OOxlO9.ll. 

Bronxdale  av,  n  w  cor  Muliner  av,   149.9x82.11x111.6x176.3. 

Bronxdale   av,   n  e  cor  Matthews  av,  ;',1.nx7S..'x25x92.3. 

Neil  av,  s  s,  93.6  w  Matthews  av,   i:;Oxii(»xl2."ixl27^6. 

Neil  av,   s  w  cor  Matthews  av,  41.0.x'.  12. (!x50. Ox  105.9. 

Matthews  av,  w  s,  105.9  s  Neil  av,  25.4x106.6x25x110.6. 

Matthews  av,  w  s,  156.4  s  Neil  av.  101.3x114.6x100x80.7. 

Neil  av,  n  s,  26  e  Matthews  av,  78x88.3x75x110.9. 

Matthews  av,  e  s,  118.3  n  Neil  av,  25x100. 

Matthews  av,  e  3,  225  s  Brady  av,  50x100. 

Brady  av,  s  w  cor  Muliner  av,  75x100. 

Muliner  av,  w  s,  20O  s  Brady  av,  175x100. 

Neil  av,  n  w  cor  Muliner  av,  104x108.3x100x138.3. 

Muliner  av,  e  s,  140.3  n  Neil  av,  100x100. 

Barnes  av,  e  s.  250  s  Lydig  av,  25x100. 

Brady  av,  n  e  cor  Bogart  av,  50x100. 

Bogart  av,  e  s,  100  n  Brady  av,  25x100. 

Bogart  av,  e  s,  150  n  Brady  av,  25x100. 

Bogart  av,  e  s,  225  n  Brady  av,  50x100. 

Bronx  and  Pelham  Parkway,  s  s,  25  w  Muliner  av,  50xl52.11x 
50x155.10. 

Release  mort.     Van  Nest  Land  &  Improvement  Co  to  Fidelity 
Development  Co.    Oct  27.     Dec  7,  1906.  nom 

♦Commonwealth  av,  e  s,  210.11  s  West  Farms  road,  25x100.  Ag- 
nes Decker  to  Walter  Anopol.  Mort  $300.  Dec  10.  Dec  11. 
1906.  other  consid  and  100 

Creston  av.  No  2406,  e  s,  200  s  Irving  st,  50x100,  except  part  for 
av,  2-sty  frame  dwelling.  Helen  M  Gallagher  to  Nicholas  Voos. 
Mort  $7,700.     Dec  11,  1906.     11:3165.  other  consid  and  100 

Clinton  av.  No  1421,  w  s,  100  s  Crotona  Park  South,  runs  w  50 
and  50.8  x  s  16.6  x  e  100  to  av  x  n  24  to  beginning,  2-sty  frame 
dwelling.  Moses  Salm  to  Emma  T  Damm.  Mort  $7,000.  Dec 
10.     Dec  11,  1906.     11:2936.  other  consid  and  lOO 

*Columbus  av,  s  s,  439  w  Bronxdale  av,  runs  s  32.1  to  land  N  Y, 
NH&HRRCo,  xw  94.3  x  n  19.5  to  av,  x  e  98.5  to  beginning. 
Elizabeth  Burke  to  John  Kelly  and  Sophie  his  wife,  tenants  by 
entirety.     C  a  G.     All  liens.     Nov  1.     Dec  11,  1906.  nom 

*Same  property.  John  Kelly  and  Sophie  his  wife  to  Elizabeth 
Burke,  of  State  N  J.     C  a  G.     All  liens.     Nov  1.     Dec  11,  1906. 

nom 

Cypress  av,  e  s.  100  s  St  Marys  st,  40xl00.x40.2xl00,  5-sty  brk 
tenement.  Release  mort.  N  Y  Trust  Co  to  Hyman  Schulman. 
Dec  4.     Dec   8,    1906.      10:2571.  other  consid  and   1,000 

♦Crosby  av,  w  s,  SO  s  Schuyler  st,  51.4x55.7x56.7x57.6.  Hudson 
P  Rose  Co  to  Domenico  and  Giovanni  Breglia  and  Luigi  Ric- 
ciardo.     Nov  24.     Dec  7,  1906.  nom 

♦Columbus  av,  n  s,  50  e  Madison  st,  50x100.  Regent  Realty  Co 
to  Felix  Aronson.     Dec  7.     Dec  S,  1906.  other  consid  and  100 

Clay  av,  No  1392,  e  s,  1,045.6  n  168th  st,  25x80,  3-sty  frame 
dwelling.  Chas  H  Thornton  et  al  to  Isidor  Weil.  Mort  $4,000. 
Dec  7.     Dec  8,  190(5.     11:2887.  other  consid  and  100 

♦Crosby  av,  w  s,  5.5  s  Schuyler  st,  runs  s  76.4  x  w  57.6  x  n  64.7  x 
w  44,10  x  n  21.4  x  e  100  to  beginning.  Release  mort.  Henry 
A   Coster   to  Hudson  P  Rose.     Dec  7.     Dec   10,   1906.  1,050 

♦Columbus  av,  s  w  cor  Louise  st,  20x100.  Wallace  Hewetson  to 
Marcus  Nathan.     Mort  $1,500.     Dec  11.     Dec  12,   1906. 

other  consid  and  100 

Cauldwell  av.  No  693,  on  map  No  691,  w  s,  341.8  s  156th  st,  16.8 
xll5,  2-sty  brk  dwelling.  Louis  Leibsohn  to  Louis  Klndler. 
Mort  $6,500.     Dec  10.     Dec  13,  1906.     10:2624. 

other  consid  and  100 

Clinton  av,  n  w  cor  Fairmount  pi,  100x100,  vacant.  Samuel  Wil- 
liams to  Henry  S  Gamp.  1-5  part.  All  liens.  Dec  12.  Dec  13, 
1906.      11:2950.  nom 

Clay  av,  No  1308,  e  s,  76  n  169th  st,  18.9x80,  2-sty  frame  dwell- 
ing. John  Ellerich  to  Louise-  M  Grefrath.  Mort  $4,800.  Dec 
12.    Dec  13,  1906.    11:2887.  other  consid  and  100 

Cauldwell  av,  s  e  cor  158th  st,  strip,  runs  s  3.4  to  s  s  old  Cedar 
st  X  e  38.9  X  n  3.4  to  s  s  158th  st  x  w  38.9  to  beginning.  Frank 
B  Lown  EXR,  &c,  John  S  Shaw  et  al  to  Lizzie  F  Hickey.  Nov 
26.     Dec   13,   1906,      10:2029.  other  consid  and  100 

♦Eastern  Boulevard,  w  s,  200  n  La  Salle  av,  50x109x50x108,6. 
Pasquale  J  Lambertl  to  Wm  R  Droege.  Mort  $1,.397.50.  Dec 
5.     Dec  8,   1906.  100 

Findlay  av.  e  s,  131.5  n  169th  st,  259.2x100x245,5x100.11,  vacant. 
Samuel  Gottlieb  to  Sigmund  Horovitz.  1-5  part.  Mort  $7,000. 
Dec  6.     Dec  8,   1906.      11:2783.  nom 

Findlay  avln  w  cor  169th  st,  80x200  to  e  s  College  av,  eleven  2- 

College  av|  sty  frame  dwellings.  Abram  C  Neefus  to  Thornton 
Brothers  Co.     Mort  $38,150.     Dec  10.     Dec  11,  1906.     11:2783. 

other  consid  and  100 

Garrison  av,  n  w  s,  at  c  I  156th  st,  runs  n  e  338.5  x  n  e  21,4  x  s  w 
170.5  X  s  e  19.2  x  s  e  27.6  x  s  w  169.11  to  c  1  15Glh  st,  x  n  e 
45.11  to  beginning,  vacant.  Jessie  R  Tremenheere  et  al  EXRS, 
&c,  Cath  M  Andrews  to  Harlem  River  &  Portchester  R  R  Co.  Nov 
26.     Dec  12,  1906,     10:2730  and  27.30.  nom 

♦Grant  av,  n  s.  125  e  Garfield  st.  25x100,  2-sty  frame  dwelling. 
Jacob  Weinberger  to  Annie  Schwartz.  1-3  part.  Mort  $4,250. 
Dee  8.     Dec  10,  190G  360 


♦Hobart  av    |e  s,  529.1  s  Waterbury  av,  runs  s  50  x  e  150,3  to 
Hollywood  av|     w  s  Hollywood  av  x  n  1G.9  x  w  153  to  beginning. 
Hudson   P   Rose   Co   to   Giovanni   Mucci   and  Anna  his   wife   ten- 
ants  by  entirety.      Nov  20.     Dec  7,   1SKX5.  nom 
Hughes  av,  e  s,  150  s  lS9th  st,  50x87.0,  vacant.     August  Kuhn  to 
Gabriele  Del  Gaudfo.     Nov  14.     Dec  10,  1906.     11:3076, 

other  consid  and  100 
♦Kingsbridge  road,  w  s.  149,6  n  4th  av,  110x172, 9x7.5x85. (i.  Marie 
E   Schwarz   to   Nathan   Zimmerman.     Mort  $2,300.     Dec  8.     Deo 
13,   1906.  other  consid   and   100 

Lind  av,  w  s,  202  n  Lawrence  av,  25x100.  vacant.  Wilber  C  Good- 
ale  et  al  to  Geo  W  Files  and  Richmond  J  Reese.  Mort  $2,000. 
Nov    14.      Dec   7,    1906.     9:2527.  other   consid   and   100 

♦Lawrence   av,   s  e   cor  Ferris  av,   150x90.  I 

St  Marys  av,  w  s,   150  n  Westchester  av,   125x90.  | 

St  Marys  av,  w  s,  25  s  Ferris  av,  175x90.     John  P  Wenninger  to 


Ann    Graham.      Mort   $- 
Longwood  av.   No  10.52.  s 
tenement.      Karl    Essman 
$31,500.      Dec   7.      Dec 


Nov   10.      Dec   8.    1906.  11,675 

51.5  w  Hewitt  pi,  39x104,  5-sty  brk 
et    al    to    The    Hermitage    Co.      Mort 
8,  1906.     10:2088  and  2095. 

other  consid  and  100 

La  Fontaine  av.  No  2058,  e  s,  100.4  s  180th  st,  16x100,  2-sty 
frame  duelling.  Adolf  Weisberger  to  Alfred  Pioneer.  Mort 
$2,000.     Dec  8.     Dec  12,   1900.     11:.3069,         other  consid  and  100 

La  Fontaine  av.  No  2056,  e  s,  116.4  s  l.SOth  st,  15.11x100,  2-sty 
frame  dwelling.  Same  to  same.  Mort  .$2,600.  Dec  8.  Dec  12, 
1906.      11:3009.  other  consid  and  100 

♦Lamport  av,  s  s,  425  w  Fort  Schuyler  road,  25x100.  Lamport 
Realty  Co  to  Bella  Wolfson.     Mort  $3,000.     Dec  12,  lOOt!. 

other  consid  and  100 

♦Morris  Park  av,  s  s,  100  e  Adams  st,  25x100,  2-sty  frame  dwell- 
ing. Emil  Hermanni  to  German  Real  Estate  Co.  Mort  $4,000. 
Nov  27.     Dec  8,   1906.  other  consid  and  100 

Monroe  av,  Nos  1863  to  1871|  s  w  cor  Mt  Hope  pi.  125x125  to  Con- 
Concourse  I  course,  five  3-sty  frame  dwellings. 
General  release,  especially  from  assignment  of  his  share  and 
interest  in  estate  Louis  Lochmann;  Lena  Moser  and  Lizzie  F 
Henderson,  firm  Moser  &  Henderson  assignees  Ferdinand  Loch- 
mann to  said  Ferdinand  Lochmann.  Dec  6.  Dec  11,  1906.   11:2801, 

500 

♦Monaghan  av,  e  s,  200  s  Jefferson  av,  50x100,  Land  Co  A  of 
Edenwald   to   Max   Korn.      Dec   6.      Dec   13,   1SM)6.  '  nom 

Marion  av,  n  e  cor  189th  st.  50x100.7x54.5x97.7,  and  being  lots 
44  and  45  map  No  280  of  thrs  "Elms"  property  of  P  J  and  Chas 
Keary  at  Fordham,  vacant.  Chas  A  Weber  to  Caroline  A  Weber. 
%  part.  Mort  $3,750.  Dec  3.  Dec  13,  1906.  11:.3025  and 
3020.  other  consid  and  100 

♦Neil  av.  n  s.  78  e  Matthews  av,  20x88,3x25x95.10.  Michael 
Gershel  to  Joseph  Jacobs.     Mort  $840.     Dec  10.     Dee  13,  1906. 

other  consid  and  100 

♦Neil  av,   n   e  cor  JIatthews  av,   20x110,10x2.5x118.4.  I 

Neil  av.   n  e   cor  Muliner  av,  20x1.32.10x25x140.4.  ] 

Fidelity   Development   Co   to   Carl   H   Wetzel.      Dec   6.      Dec   10, 
1906.  nom 

♦Neil   av,   n   w  cor  Muliner  av,   104x138.4x100x108.4.  I 

Bronxdale   av,   n  e  cor  Rhinelander  av,   56.10xll6,2.x50xS8.11.        | 

Jacob    Cohen    to   Annie   Cohen   wife   Jacob    Cohen.      Mort   $ . 

Dec  0.     Dec  7,   1906.  nom 

Prospect  av.  No  591,  w  s,  155  n  150th  st,  20x100,  4-sty  brk  tene- 
ment. Nathan  Zimmerman  to  Henry  Kayser.  of  Palisades  Park, 
N  J.     Mort  $10,250,      Deo  10.     Dec  13,   190(5.     10:2(574. 

other    consid    and    100 

Pelham  (Union)  av,  s  s.  bet  Belmont  av  and  Cambreleng  av,  and 
being  lots  127  and  128  map  S  Cambreleng  et  al  at  Fordham, 
except  part  for  av.  Adelaide  wife  Wm  A  Cimillo  to  Annie  wife 
Herman   Franke.     All   liens.     Dec  12.     Dec   13,   1906.     11:3091. 

nom 

♦Pratt  av.  e  s,  390.3  s  Kingsbridge  road,  25x100.  Land  Co  C  of 
Edenwald  to  Thos   P  Hick.e.     Dec  11,     Dec  13,   1906.  nom 

♦Parker  av,  e  s,  100  n  Lyon  av,  75x100,  Westchester.  Ronald  K 
Brown  to  Richarl  Maehr,  Henry  Nerenberg  and  Christian  Bros- 
chart.      Mort  $2,000,      Dec  1.      Dec  12.   1900.  nom 

♦Parker  av,  e  s,  125  s  Lyon  av,  lOOxKXl.  Same  to  Maggie  Kuhn 
and  Katie  Schwartz.     Mort  .$2,500.     Dec  1.     Dec  12,   1900.       nom 

Prospect  av,  n  w  cor  167th  st,  125x100,  vacant.  John  Wynne  to 
Abraham  Kaufman  and  William  Loeb.  Mort  $21,500.  Dec  3. 
Dec   7,   1906.      10:2680.  other   consid   and   100 

Prospect  av,  n  w  s.  132  n  e  ISlst  st,  33x150,  vacant.  Margaret 
Kenny  to  Terrance  P  Brennan,  of  Brooklyn.  %  part.  Q  C. 
Dec  3.     Dec  7,   1906.     11:3097.  nom 

Same  property.  Terrance  P  Brennan  to  Frank  and  Philip  Becker, 
all  of.     Dec  7,  1906.     11:3097.  nom 

Riverdale  av,  e  s,  100  s  200th  st,  late  Beech  st,  25x100,  vacant. 
Jane  E  Cornell  to  The  Church  of  St  Margaret  of  the  City  of 
N  Y.     Oct  31.     Dec  11,  1906.     13:3423.  nom 

St  Anns  av.  No  341,  w  s,  100  s  142d  st,  25x102.8x25x103.3,  5- 
sty  brk  tenement  and  store.  Julie  Loewenstern  to  Moses 
Loewenstern  husband  of  Julia  Loewenstern.  Mort  $17,000, 
Dec  13,  1906.     9:2268.  other  consid  and  100 

Southern  Boulevard.  No  2401,  n  w  cor  187th  St.  runS  n  50  x  w 
100  x  n  49,5  x  w  25  x  s  98.10  to  187th  st  x  e  132.9  to  begin- 
ning, 3-sty  frame  tenement  and  store.  Francis  Conlon  to  John 
Retz.     Mort  $10,000.     Dec   12.     Dec   13,  1900.     11:3115. 

other  consid  and  100 

St  Anns  av.  No  427,  s  w  cor  145th  st,  49.11x75.  6-sty  brk  tene- 
ment and  store.  John  Brown  et  al  to  Simon  Nachemson.  Mort 
.$46,000.     Dec  12.  1900.     9:2271.  other  consid  and  100 

Southern  Boulevard,  s  w  cor  1.3Gth  st,  32,9x119.2x32x137,8,  5-sty 
brk  tenement  and  store.  Release  mort,  N  Y  Trust  Co  to  Abra- 
ham M  Morgenroth.     Dec  7.     Dec  12,  1900.     10:2504. 

other  consid  and  40,000 

Southern  Boulevard|   s   w  cor   136th  st,   32.9x119.2x32x137.8,   5-sty 

136th  st  I     brk   tenement  and  store.     Abraham  M  Mor- 

genroth  to   Henry   F  Kroger.     Dec  7.     Dec   12,   1906.      10:2564. 

other  consid  and  100 

St  Anns  av,  s  w  cor  145th  st,  49.11x75,  6-sty  brk  tenement  and 
store.  Release  mort.  The  Corn  Exchange  Bank  to  John  Brown 
and  Elias  Lapin.     Nov  30.     Dec  12,  1006.     9:2271.  nom 

Same  property.  Release  mort.  Rockland  Realty  Co  to  same.  Nov 
20.     Dec  12,  190(5,     9:2271,  2,000 

Southern  Boulevard  I  s  w  cor  136th  st,  32.9x119.2x32x137,8,  5-sty 

13Gth  st  I     brk    tenement    and    store.      Stairway    agre- 

ement.    Abraham  M  Morgenroth  with  Henry  F  Kroger  and  Chas 
R   Wiemann.      Dec    11.      Dec    12,    1906,      10:2564.  nom 

♦st  Agnes  av,  w  s,  75  n  Central  av,  >50x]00, 

St  Agnes  av,  w  s.  175  n  Central  av.  .50x100. 

St  Agnes  av.  w  s.  300  n  Central  av.  25x100. 
John  P  Wenninger  to  Catherine  Callahan,  of  Port  Chester,  N  Y. 
Mort  $ .     Nov  10,     Dec  11,  1906.  2,930 
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*St  Marys  av.  w  s.  50  n  Westchester  av.  100x00.  being  lots  7 
lo  10  blk  34  map  Pelham  Park. 

St  Marys  av,  w  s.  25  s  Central  av^  .W.xlOO. 

St  Marys  av,  e  s,  2-')  s  Central  av,  50x100. 

John  P  Wenninger  to  Ann  Graham.     Mort  $ .     Nov  16.     Dec 

11,  lOOG.  o.oSO 

*Scofield  av,  s  s,  adj  land  George  Guest,  runs  s  100  to  land  Wm 
H  Seofield  x  e  00  x  n  along  land  Alfred  L  Horton  100  to  av  x  w 
50  to  beginning.  City  Island.  Ida  M  Anderson  et  al  HEIRS 
Geo  W  Booth  to  Geo  W  Baxter.  All  title.  B  &  S.  Nov  7. 
Dec  7,   190G.  .     „     nom 

*Same  property.  Walter  G  and  Bertha  A  Booth  by  Annie  Booth 
GUARDIAN  to  same.     All  title.     B  &  S.     Nov  27.     Dec  7.  19<W- „ 

Stebbins  av,  n  w  s,  129.1  s  w  Chisholm  st,  25x81.9,  vacant.  Eliza- 
beth   O'Learv    to    Amelia    Seholermann.      Mort   $2,500.      Jan    14 

1905  Dec  iO    190fi.     11:2970.  other  consid  and  KX) 
Tintou  av.  w  s.  192.4  n  103d  st,  24.4x125.  vacant.     Charles  Graf- 
stein  and  Johanna  his  wife  to  Geo  P  Weimann  Jr.     B  &  S.     Dec 
7.     Dec  S,  1900.     10:2659.  nom 

Same  property.  Gfeo  F  Weimann  Jr  to  Johanna  wife  of  Charles 
Gratstein.      B  &  S.     Dec   7.     Dec  8^  1906.      10:2659.    ,  nom 

Townsend  av,  w  s,  25  n  175th  st.  I()5xl00. 

Walton  av,  w  s,  155  n  174th  st.  50x100. 
vacant. 

Mary  F  Grav  to  Gus  C  Odell,  of  White  Plains.  N  Y.  B  &  S  and 
C  a  G.     AH 'liens.     Dec  8.     Dec  11,  1906.     11:2848  and  2850.    100 

Underclifte   av,   e   s,  311.6  n  IVOth   st.   100x100.  I 

Underclitte  Terrace,  w  s,  22.9  n  17t;th  st,  50x100,  vacant.  I 

Max  Fertig  to   Max   Ginsberg.      Mort  $8,000.      Dec   12.      Dec   13. 

1906  11:2877  and  2880.  other  consid  and  100 
Vyse   av,  e  s.   150  s  172d  st,  25x100,  vacant.     Gertrude   Hotto   to 

Marion  E  Massey.  Mort  |1.000.  Dec  11.  Dec  12,  1900.  11:- 
ogij").  other  consid  and  100 

Vyse  av,  e  s,  200  s  172d  st,  25x100,  vacant.  Joseph  J  Quinlan 
to  Jane  E  Hunter.  Mort  $2,300.  Dec  10.  Dec  12,  1906.  11:- 
2995.  •  other  consid  and  100 

Same  property.  Jane  B  Hunter  to  Marion  E  Hassey.  Mort  $3,- 
300.     Dec  11.     Dec  12,  1906.     11:2095.  other  consid  and  100 

Vyse  av.  No  1390,  e  s.  180.6  s  Freeman  st,  25x100,  2-sty  frame 
dwelling.  Joseph  Quinlan  to  Eliz  P  Gatfield.  Mort  $2,500. 
Dec  7.     t)ec  8,  1900.     11:2993.  other  consid  and  100 

Whitlock  av,  e  s,  100  n  Barretto  st,  200x131.11x200.2x123,  eight 
3-siy  brk  dwellings.  Release  mort.  Mutual  Life  Ins  Co  of  N  Y 
to  George  F  Johnsons  Sons  Co.     Dec  6.     Dec  13,  1906.     10:2734. 

Webster  av,  s  s.  600  n  e  Woodlawn  road,  runs  s  e  123.7  x  n  e  50.6 
X  n  w  116.3  to  av,  x  s  w  50  to  beginning,  vacant.  Wm  Danen- 
baum  to   Mary  A  Costello.     Dec  12,   1906.     12:3357.  nom 

Washington  av.  No  2134,  e  s,  abt  45  n  181st  st.  and  369  n  Tall- 
madge  st.  old  line,  no.w  ISOth  st,  16.8x79.5x16.11x76.3,  except 
part  for  av,  2-sty  frame  dwelling.  Adolf  Weisberger  to  Alfred 
Pioneer.      Mort   $3,130.    Dec   8.    Dec    12,    1906.      11:3049. 

other  consid  and  100 
Wendover  av.  No  754,  s  s,  126.3  e  Washington  av,  25.3x123.2x25 
xl'^6  10    4-sty  brk  tenement   and  store.  Louis  Meyer  Realty   Co 
to   Adolf  Weisberger.      Morts   $27,830.     Dec   1.     Dec   12,   1906. 

other  consid  and  100 
54.llxl34.10.x50xlll.ll, 
Dec  3.      Dec   10,   190«3. 
other  consid  and  lUO 
av.    s   w   cor   213th    st,    55.6xlll.llx.50xS7.10,    vacant. 
Frank    et    al    to   Jacob   Seleg.      Dec   3.      Dec    10.    1906. 
_.„„_^.  other   consid   and   100 

*White  Plains  road,  e  s,  abt  125  n  Mianna  St.  and  being  lot-  110 
partition  map  Lott  G  Hunt  estate,  except  part  for  st.  Henry 
Beuchert  to  Wm  H  Sweny,  of  Yonkers.  All  liens.  Dec  6.  Dec 
10     1906.  other   consid   and   100 

Whitlock  av,  s  e  s,  299.4  s  w  Hunts  Point  av,  25x128.8x25x130.1, 
3-sty  brk  dwelling.  George  F  Johnsons  Sons  Co  to  Frances  B- 
Welteck.     Mort  $7,500.     Nov  30.     Dec  7,   1906.     10:2734. 

other  consid  and  100 
Wilkens  av.  w  s,  1.50.1  s  e  Crotona  Park  East,  runs  s  e,  s  and  s  w 
along  w  s  of  Wilkens  av  and  along  n  s  Boston  road  to  point 
313.8  e  from  n  e  cor  Boston  road  and  Prospect  av  x  n  w  137.1 
X  e  204.5  X  s  e  25  X  e  142.1  to  beginning,  vacant.  Frank  B 
Pierce  to  Albert  Cavanagh.  Mort  $03,000.  Nov  30.  Dec  7. 
1906.     11:2938.  other  consid  and  100 

*lst  av,  n  w  cor  4th  st,  runs  n  228.6  to  2d  av,  x  w  202  x  s  114.3  x 

w  50  X  s  —  X  e  —  to  av,  X  e  —  to  beginning. 
1st  av,  n  s,  at  e  s  lot  116  map  .\ew  Village  Jerome,  runs  w  along 
av   to  point  252  w  4th  st,  x  n  —  x  e  —  x  s  —  to  beginning. 
Filippo    Cartisano    to   Joseph   A    Pucci.      Mort   $15,000.      Dec   5, 
Dec  12,  1906.  other  consid  and  100 

3d  av,  Nos  4064  to  4070,  e  s,  389.9  n  174th  st,  100.lxl00x99.llx 
100,  tour  4-sty  brk  tenements  and  stores.  Jacob  Marx  to  Milton 
Realty   Co.      Morts   $71,000.      Dec  4.      Dec   7,    1906.      11:2930. 

other  consid  and  100 
5th  av       |e  s,  150  s  Walnut  st,  50x100,  vacant.     Margaret  Schunk 
Concoursel     to   Harold   Swain.     All  liens.      Dec   7.      Dec   10,   1906. 

11:2836.'  100 

»14th  av,  s  w  cor  Bronx  Terrace,  200x60x199x60.  Wakefield.  G 
Arnold  Moses  to  City  Real  Estate  Co.  Mort  $1,500,  Dec  6. 
Dec  12,  1906.  .  nom 

*Lots  46  and  47  amended  map  126  lots,  being  a  subdivision  plot 
23  map  of  Clasons  Point.  Hudson  P  Rose  Co  to  Vincenzo  Pepe. 
Aug  20.     Dec  7,  1906.  nom 

Lot  lOSGO  sec  88  map  Woodlawn  Cemetery.  Louisa  Christman 
and  ano  EXRS.  &c,  Barbara  Wick  to  Louisa  Christman,  Margt 
and  Wm  Wicks,  Barbara  Strieker  and  Julia  Horst.  Dec  7. 
Dec  8.  1906.     12:.33>U.  1.899 

*Lots  44,  69  and  70  amended  map  Bronxwood  Park,  except  from 
lots  69  and  70  that  part  lying  east  of  line  parallel  to  their 
easterly  line  and  25  w  therefrom.  CONTR.\CT.  Thomas  Gil- 
leran   with   Daisy  Weil.      Mort   $3,164.      Dec   5.      Dec   11,    1906. 

5.200 
*Plot  begins  320  n  Morris  Park  av  and  1,309.6  e  Unionport  road, 
runs  e  100  x  n  25  x  w  100  x  s  25  to  beginning,  with  right  of  way 
to  Morris  Park  av.     Bridget  Doyle  to  Frank  Villosio.     Dec  10. 
Dec  11,  1906.  nom 

*Plot  bounded  n  e  and  partly  on  s  by  Barretto  Creek  and  partly 
.  on  s  by  Bronx  River,  w  by  land  of  Delaney  or  O'Neill,  contains 
4,551-1,000  acres.     The  Citizens  Central  National   Bank  of  N  Y 
to  Geo  F  Johnson.     B  &  S.     Nov  28.     Dec  13,  1906. 

other  consid  and   lOO 
*PIot  begins  490  e  'White  Plains  road  at  point  920  n  along  same 
from  Morris  Park  av.  runs  e  100  x  n  100  x  w  100  x  s  100  to  be- 
ginning, with  right  of  way  to  Morris  Park  av.     Eugene  Salvatore 
to  Lillian  A  Cooper.     Mort  $3,500.     Dec  7.     Dec  12,  1906. 

other,  consid  and  lOO 


11:2912, 
Woodlawn 

vacant. 

12:3329. 
Woodlawn 

Solon    L 

12:3329, 


av,    w    s.    55.6    s    213th    st, 
Harold  Frank   to  Jacob   Seleg. 


*Salt  meadow  bet  two  coves  at  Eastchester,  on  the  Hammocks, 
bounded  on  w  by  a  cove,  on  n  by  meadow  of  Wm  Odell,  on  e  by 
Eastchester  Creek  until  it  comes  to  land  or  meadow  of  Anth- 
ony Bartow,  contains  22  acres,  except  Goose  Island.  Louisa 
Christman  and  ano  EXRS,  &c,  Barbara  Wick  to  Louisa  Christ- 
man,  Margt  and  Wm  Wicks  and  Barbara  Strieker  and  Julia 
Horst.     Dec  7.     Dec  8,   1906.  3,500 

LEASES. 

Under  this  head  all  Leases  recorded,  -Assignment  of  Leases  and 
Leasehold  Conveyances  will  be  found.  The  expressed  consideration 
following  the  term  of  years  for  which  a  lease  is  given  means  so 
much   per  year.)  

December  7,  8,  10,   11,   12  and  13. 
B0R01TGH    OF   MANHATTAN. 

.•\llen  si.   No   10-1,   two  basement  stores  and  20  ft  space  in  cellar. 

Isaac    Lipschitz    to    Louis    Chaimowitz    and    ano;    3   4-12    years. 

from    Jan    1.    1007.      Dec    10,    1900.      2:414 1,200 

Baxter  st.  No  76,  store.     Virginia  Bianchi  and  ano_to  Mayer  Robin- 

orwitz  or  Robinowitz;  3  years,  from  May  1,  1907.     Dec  2,  1906. 

1:167 60O 

Canal   st.   No  386.   all.     Jane  B  Sill   and  ano  to   Wm   B  McGurn; 

3  years,  from  May  1.   l'.;07.     Dec  10,  1.006.     1:212 2,400 

Same   property.      Assign   lease.      Grace   G   McGurn   to   same.      Dec 

0.  Dec    10,   1906.      1:212 nom 

Catharine  slip.  No  11.     Assign  lease.     Michael  O'Connor  to  Stephen 

McKeon.      May   12.     Dec   11,  1906.     1:250 nom 

Same  property.     Assign  lease.     Stephen  McKeon  to  John  Sheehan. 

Dec   10.      Dec   11,   1900.      1:250 nom 

Christopher  st.  No  33,  n  w  cor  Waverley  pi,  all.  Frederick  Rabbe 

to  Thomas  O'Brien;   10  years,  from  May  1,  1907.     Dec  13,  1906. 

2:610 1.C'20 

Dey  st,  Nos  54  and  56,  all.     Hudson  Companies  to  John  C  Rankin 

Co;    5   y^ars,    from   May    1,    1906,   and   renewal.      Dec   11,    1906. 

1:S1 taxes,  &c,  and  9,000 

East   Broadway,   No   185,   4th  or   top   story I 

East    Broadway,    No    187.    3d   and   4th    story..., | 

Ezekiel  Sarasohn  and  ano  to  Joseph  E  Eron;  5  years,  from  May 

1,  1007.      Dec   7,   1906.      1:284 1,600 

Forsyth   st.   No   103.     Cancellation  of  contract  dated  Oct  3,   1905. 

Sundel   Hyman   with   David   B   Phillips.      Jan   3.      Dec   12,   19U6. 

2:418 nom 

Houston  st.   No  287  East.     Assign  lease.     Anszel  Henig  to  Abram 

Kintzler   and   ano       Nov   28.      Dec   10,    1906.      2:3.50 nom 

Houston  st,   Nos  404  and  406  East,  cor  store.     Schwartz  &  Sherr 

to  I  Greenwald;   1  year,  from  May  1,  1907,  with  1  year  renewal. 

Dec   7,   1906.     2:371 540 

Houston   st.    No    128    East,    basement.      Elias  .Gottfried    to    Abra- 
ham Cohen  and  ano;   4  3-12  years,  from  Dec  15,  1906.     Dec  7, 

1906.     2:442.- 900 

Leonard  st.  No  5'2,  store  and  basement.     Morris  Weinstein  to  Kate 

Pressman;   5  years,   from  Feb  1,  1907.     Dec  12,  1906.     1:176.. 

2,500 

Lafayette  st,  Nos  357  to  371   |  e  s,    from    Bond  st  to   Great   Jones 
Bond  st  I     st,   plot  — X — .      Edw  L  Coster  by 

Great  Jones  st.  No  21  |      |     Henry    Keale    AGENT    to    Sam- 

uel Horowitz:  5  years,  from  Feb  1,  1907.     Dec  3,  1906.     2:5.30. 

3,100 

Lewis  st,  Nos  186  to  194!n  e  cor  5th  st,  runs  n  126.S  x  e  20.4  x  n 
5th  st  I    C0.2  X  e  196.5  x  n  36.3  to  s  s  0th  st  x  e 

0th  st  I     42.6   to   point  265  e   Lewis  st  x   s   194.1 

to  n  s  5th  st  X  w  239.4  to  beginning.     Webbs  Academy  &  Home 

for  Shipbuilders  to  Francis  and  Henry  Eckenroth.   of  Brooklyn; 

from   Oct   1,   1006,   to  May  1,   1910.     Dec  10,   1906.     2:361 

taxes,   &c,    and  8,100 

Maiden  lane.  No  9.     Surrender  lease.     Wm  Barthman  to  Henrietta 

Hamaun  I.XDIVID  and  EXTRX  John  A  Hamann.     Dec  5.     Dec  11, 

1906.     1:65 nom 

Maiden  lane.  No  9.     Surrender  lease.     Henrietta  Hamann  INDIVID 

and  EXTRX  John  A  Hamann  to  Walter  B  Horn.     Dec  5.     Dec 

11,1906.     1:05 nom 

Mangin   st.    Nos   63   and   67,   two   buildings.      Gussie   Goldbaum   to 

Adolph  Lang;  3  years,  from  Dec  15,  1906.    Dec  12,  1906.    2:323. 

....: 6,150 

Monroe   st.   No  85,   store,   &c,     Jacob  Katz  to  Louis  Gleichenhaus 

ano;  5  3-12  years,  from  Feb  1,  1906.     Dec  12,  1900.     1:272.     1,300 
North   William   st.   No   30.      Assign   lease.      George  Duke   and   ano 

to   Louise   Doelger   et   al.     Dec   7,   190G.      1:121 nom 

Norfolk  st.  No  59.     Surrender  lease.     Max  Rosenkranz  to  Sigmund 

Schnee.      Feb   6,   190.5.      Dec   10.   1906.      2:351 200 

Oak    st.    No    56.    all.      Michele   Restivo   to    Gerardo    Manginelli;    5 

years,   from  June   1,   1906.     Dec  8,   1906.     1:278    000 

Ridge  st,  No  111,  south  basement  store.     Solomon  Pokad  to  Hudes 

Rosenfeld;   2i/.  veafs,  from  Nov  1,  1908.     Dec  10,  19U6.     2:344. 

" 720  to  780 

Stanton  st,  n  e  cor  Eldridge  st,  corner  store,  &c.     Saml  Hurwich 

to  Jacob  Miller;   5  years,  from  Oct  1.  1906.     Dec  13,  1906.     2:- 

417 1,.500 

St  Marks  pi.  No  7,  east  store.     Mayer  Mirken  and  ano  to  Alfon- 

sina  Dalessio;  3  years,  from  Dec  1,  1906.     Dec  12,  1906.     2:464. 

540 

9th  st.  No  733  East,  all.  The  Knepper  Realty  Co  to  Max  Greenman; 

3  years,  from  Dec  1.  1906.     Dec  13,  1006.     2:379 2,000 

13th  st.  No  640  East.     Assign  lease.     Gustave  J  Friedel  to  Davies 

J   Marshall.      Pec   7.      Dec   11,    1906.      2:395 nom 

Same   property.      Reassign   lease. '    Davies   J   Marshall   to   Gustave 

J  Friedel.     Dec  7.     Dec  11,  1900.     2:395 nom 

14th  st.  No  46  West,  s  s,  bet  5th  and  6th  avs,  all.     Robt  S  Smith 

to  Leon  Rosen  and  ano;  10%  years,  from  Aug  1.  1906.     Dee  13. 

1906.      2:577 taxes,   <S:c,   and   20,000 

17th  st,  Nos  127  to  133  West,  store,  basement  and  1st  loft.     The 

Acme  Building  Co  to  David  Silberberg  et  al;  5  years,  from  Feb 

1,1905.     Dec  11,  1906.     3:793 6,250 

18th  st,  Nos  1.54  to  1.58  West,  2d,  4th,  5th  and  6th  lofts.     Charles 

Hellmuth,  a  corpn,  to  Edw  L  Blimline  et  al;  5  years,  from  Feb 

1,  1007.     Dec  10,  1006.     3:703 14.750 

19th  st.   No  447,  n  e  .5.  250  s  e  10th  av,  25x91.11.     Assign  lease. 

Robt   M  Lamm   with  consent   of   Francis  L   Ogden   to   Forrest   E 

Trimm.      Dec   5.      Dec   7,    1906.      3:717 nom 

19th  st.  No  447,  n  e  s.  2.50  s  e  10th  av,  25x91.11.     Assign  lease. 

Forrest  E  Trimm  v.ith  consent  Francis  L  Ogden  to  .Annie  Gold- 
flam.      Dec   6.      Dec   7,   1906.     3:717 nom 

19th  st.  No  451  West.     Assign  lease.     Marie  Cieszewski  to  Heller 

Hillery.      Dec    10.      Dec    12,    1006.      3:717    nom 

3Sth  st.  No  326  East,  driveway  and  entire  rear  of  building.  Michl 

Maier  and  ano  to  G  W  Stretton;  5  4-12  years,  from  Jan  1,  1907. 

Dec   7.   1900.     3:943 840 
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30th  St,  No  315  West,  store,  &c.     Sarah  FuUan  to  Luciau  Lowen- 

thal,   1  year,   from  May  1,  190i.     Dec  12,  190G.     3:763 810 

Same  property.     Same  to  same;   2  years,  from  May  1,  1905.     Dec 

12,  190U.     3:703 900 

39th  St,  No  30,  s  s,  413  w  5th  av,  22x98.9.  Lavinia  de  L  Cunning- 
ham to  Arthur  S  Lewis,  o£  Passaic,  N  J;  21  years,  from  April  1, 

1907.     Dec   12,   1906.     3:840 taxes,   &c,   and  4,500  to  6,500 

45th  St,  Nos  57  to  63  West,  Schuyler  Hotel.  Margt  D  Hopper  to 
Margaret  Luez;  9  11-12  years,  from  Nov  1,  1906.     Dec  11,  1906. 

: 5:1261 32,500  and  35,000 

Same   property.     Agreement  as   to  purchase  of  furniture  at  above 

premises.     Same  with  same.     Oct  15.     Dec  11,  1906.     5:1261.. nom 
48th  St,   No  518  West,   stable.      William   Esselhorn   to   Hugo   Gut- 
freund;   9  years,   from  Dec  1,   19U6.     Dec  13,   1906.     4:1076.... 

1,320 

50th  St,  No  255  East,  n  w  cor  2d  av,  2d  floor.  G  Michael  Russell 
to  The  Municipal  Ov/nership  League  of  the  22d  Assembly  Dis- 
trict;  3  years,   from  Dec  1,   1905.     Dec  7,   1906.     5:1323 300 

50th  st,  No  22.  s  s,  341  w  5th  av,  24x100.5.  Consent  to  assign 
lease.     TRUSTEES  Columbia  College  to  Mary  M  Weir.     Dec  10. 

Dec  12.  1906.    5:1265 

Same    property.      Assign    lease.      Mary    M   Weir    to    Emmellne    G 

Read.      Doc    12,    1906.      5:1265 45,000 

52d  st.  No  515  West,  store,  &c.  Morris  Unger  and  ano  to  Sam- 
uel Robinson;  5  years,  from  Dec  1,  1906.     Dec  7,  1900.     4:1081. 

480 

60th  St.  Nos  10  to  16,  s  s,  200  e  5th  av,  112xl00|5,  hotel,  &c.  Al- 
pha Realty  Co  to  Ernest  W  Eager  and  Daniel  C  Babcock;   from 

Nov  30,   1900,   to  Oct  1,   1924.     Dec  8,  1906.     5:1374 

ta.\cs,   &c,   and  $06,601   to   80,101 

102d  st,  No  234  East.     Assign  lease.     Jacob  Epstein  to  Ike  Beroth. 

Dec   S.      Deo   10,   1906.     6:1051 uom 

lOOth  st,   No  401  East,  store.     Domenico  Russo  to  Giuseppe  Rug- 

giero;  21/2  years,  from  Nov  1,  1006.     Dec  11,  1906.     6:1700..  ..540 
110th   st,  No  OS  East,   all.      Louis  Goldberg  to  Nathan   Edelstein; 

4  years,   from   Nov  15,   1006.      Dec   10,   1900.     0:1615 1,800 

111th  st.  No  305  East.  Assign  lease.  Giuseppe  Anzalone  to  Gab- 
riel De  Stia.     Dec  11,  1906.     6:1083 nom 

111th  st,  Nos  99  and  101  East,  corner  store.  Wm  and  Julius 
Bachrach   to   Theadore   Silber;   4  years,   from  Jan   1,   1907.     Dec 

8,   1006.     6:1039 300  to  420 

115lh  st.  No  77  East.     Surrender  lease.     Samuel  S  Pincus  to  The 

Knepper   Realty   Co.      Dec   7.     Dec   8.    1900.      6:1621 

other   consid  and  250 

115th  st,  Nos  330  and  3.32  East.     Surrender  lease.     Battisto  Praino 

to  Vincent  Garofalo.     Dec  1.     Dec  13,   1906.     6:1080 

other   consid   and  200 

122d  st.  No  404,  s  s,  60  e  1st  av,  40x  irreg.  Cornelia  Austin  by 
Lewis  B  Austin  ATTY  to  George  Bockhaus;   10  years,  from  May 

1,1907.     Dec  S,  1906.     0:1809 taxes,  &c,  and  SCO 

125th  st,  No  351  West.     Assign  lease.     Samuel  P  Smith  to  Charles 

McGillick   and   ano.      Oct  31.      Dec   10,   1906.      7:19.52 nom 

135th   St.   Nos   200  and  202  West.     Assign   lease.     Paul   Rivot   to 

Prank  Schmitt.     July  3.     Dec  7,  1906.     7:1940 nom 

135th  st,  Nos  200  and  202  West,  s  w  cor  7th  av.  Frank  Schmitt 
with  Lawyers  Title  Ins  &  Trust  Co.     Subordination  of  lease   to 

mort  for  5542,000.     Dec  5.     Dec  7,   19O0.     7:1940 nom 

215th  st,  n  s,  175  e  Amsterdam  av.  2.5.x90.11.  Assign  lease.  An- 
nie   Wild   to   Mary  Wild.      All   title.      April   17.      Dec   11,    1906. 

8:2212 nom 

Amsterdam  av.  No  820,  n  w  cor  100th  st.  No  201,  store.  Leon  S 
Ross  and  ano  EXRS,  &c,  Samuel  Ross  to  E  C  Goetting;  5  years. 

from  May  1,  1900.     Dec  12,  1906.     7:1872 1.80O  and  2,000 

Amsterdam  av.  No  1321.  Assign  lease.  Richard  E  Billings  to 
James    Everards    Breweries.      Dec    10.      Dec    12,    1906.      7:1960. 

• nom 

Amsterdam    av,    No    1724.      Surrender   lease.      Frederick   Suess   to 

Henry  Marks  and  ano.     Dec  0.     Dec  7,  1900.     7:2077 nom 

Amsterdam    av.    No    1726.      Surrender    lease.      Gottlob    Klein    to 

Henry  Marks  and  ano.     Dec  6.     Dec  7,  1006.     7:2077 nom 

Amsterdam  av,  No  1634,  store,  &c.  Maximilian  Weinstein  to 
Henry    Ernsthal;    3   years,    from    May    1,    1900.      Dec    10,    1006. 

7:2072 720 

Broadway,    No   2723,    store,    &c.      Margt   A   Abbott    to    Huvlers.    a 

corpn;   5  years,   from  Dec  1,   1000.     Dec  10,   1906.     7:1876.  .1,800 
Broadway,  No  713.     Assign  lease.     Wolf  Czosnek  to  Arnold  Schlei- 

fer  and  ano.     Deo   12.     Dec  13,   1900.     2:546 nom 

Broadway,  No  279,  2d  loft.  Samuel  Brill  et  al  to  The  Plume  &  At- 
wood  Mfg  Co;   10  years,  from  Feb  1,  1907.     Dec  12,   1906.     1:- 

149 4,000   and   5,000 

Broadway,  Nos  1912  to  1916,  s  e  cor  64th  st,  5S.4x20.8-x.50.5x.50. 
Subordination  of  lease  to  mortgage.  Goodyear  Rubber  Tire  Co 
to  John  E  Marsh  and  ano  EXRS  Rolph  Marsh.    Nov  19.    Dec  12, 

1006.     4:1110 nom 

Brpadway,   No  2508.     Assign  lease.     J  Jay  Allen  to  Edgar  Bronk. 

,  Nov  24.     Nov  30,   1906.     4:1241 nom 

Broadway,  No  34l9,  s  w  cor  139th  st.  No  600,  store,  &c.  The 
Crystal   Realty  and  Construction  Co   to  Geo  T  Cochran;    10  yrs. 

from  Jan  1,  1907.     Dec  8,  1906.     7:2087 2,700  to  3,500 

Broadway,   No  170!s  e  cor  Maiden  lane,  ground  floor  and  space  for 
Maiden   lane.  No  4|     offices,  &c.     Broadway  Building  Co  to  Guard- 
ian Trust  Co  of  N  Y;  15  5-12  years,  from  Dec  1,  1900.     Dec  11. 

1906.     1:64. 22,000  to  26,000 

Columbus   av.    No   909.      Assign    lease.      George    Carraro    and   ano 

to  Louis  Cevasco  and  ano.     Dec  4.     Dec  7,   1000.     7:1840 nom 

Lexington  av.  No  1813.     Assigns  2  leases.     Thomas  Harrington  to 

August   Hornez.     Dec   7.     Dec   11,   1906.     6:1040 nom 

Lexington  av.  No  1813.     Assign  2  leases.     August  Hornez  to  John 

D   Haase.      Dec  7.     Dec   11,   1906.     6:1640 nom 

Same  property.     Reassign  leases.  John  D  Haase  to  August  Hornez. 

Dec  7.     Dec   11,   1906.     6:1640... nom 

Lexington  av.   No   1055.     Assign  lease.     Prank  Toomey  to  George 

Kienzle.     Dec  6.     Dec  11,   1906.     5:1409 100 

Same  property.  Reassign  lease.  George  Kienzle  to  Frank  Too- 
mey.    Dec  0.     Dec  11,  1906.     5:1409 nom 

Lexington  av.  No  1055.  all.  Mayer  S  Bernheimer  to  Frank  Too- 
mey;- from  Dec   1,   1906,   to  Dec  20,   1907.   with  renewal   to  Dec 

20,   1912,   at  $2,400.     Dec  11,   1900.     5:1409 2,130 

Lexington  av.  No  1813,  s  e  cor  113th  st,  cor  store,  &c.  Kallman 
Silverman    to   Thomas   Harrington;    5   years,   from   May   1,    1007 

Dec   11,   1906.     6:1640 1,100 

Madison  av.  No  1523,  all.  Johanna  Fleischmann  to  The  Republi- 
can Club  of -the  26th  Assembly  District;  3  years,  from  Dec  31, 
1909,  -with  renewal  of  2. years  at  $1,100  per  year.    Dec  10,  1000 

-6:1609 1,000 

Manhattan  av,-No  152,  n  e  cor  107th  st,  store,  &c.  John  Kafka  to 
Louis  Mansbach  and  ano; -3  years,  from  Sept  15,  1006.  Dec  7 
.1906.     7:1843 740   to  840 


Park  row,  Nos  220  and  231|  store,    &c.      Adelheid      Tietenberg      to 
New  Bowery,  No  6(i  |     Fritz  Klung;  5  and  1-12  yrs,  from  Jan  1, 

lOOi.     Dec  13,  1900.     1:117 1,800 

Park  av.   No   1088.     Assign  lease.     Cecere  Julius  to   Walter  No'o- 

nan.     Dee   12.     Dec  13,   1906.     5:1500 nom 

Park  av,  No  llO.j,  south  store.     Rudolph  J  Muller  to  Peter  Lang- 
don;  5  years,  from  Dec  1.  1006.     Dec  10.  1906.     5:1518 600 

St   Nicljolas   av,    Nos   002,   604.   610,   612,   614,   616,   618   and   622. 

Cancellation    of    lease.      Frederick   Rohkohl   with    Ellas   Hyman. 

Nov  23.     Dec  12,  1006.     7:2048 nom 

West  Broadway,  No  26,  w  s,  75  n  Barclay  st,  23.11x80.7x24.0.x86. 

Assign  lease.     Mattson  Rubber  Co  to  Pauline  Birnbaum.     Dec  12, 

1006.     1:127 nom 

West  End  av,  Nos  142  to  148  and  152,  5  houses.     Ellas  Schlomo- 

witz  to  Samuel  Fleischman  and  ano;  3  years,  from  Nov  1,  1905. 

Dec   11.   1006.     4:1158 9,000 

1st  av.  No  831.     Subordination  of  lease  to  mort.    Christian  Millisr 

and   Andrew   Motsch   with   Daniel   Schneider.      Dec   12.     Dec   13, 

190g.     5:1339 nom 

1st   av.   No  28,   store,   &c.      Esther  Levy  to  Benjamin  Farber  and 

ano;  5  years,  from  Aug  1.  1906.     Dec  13,  1906.     2-429 

_,   ••. 1,020  and  1.800 

1st  av.  No  1841         rear   store.     Bohemian   Realty  Assoc  of  Win- 
95th  St.  No  339  East  I     field,   L  I,   to  Emanuel  J  Harris  and  ano-  2 

years,  from  Nov  1,   1900.     Dec  11,   1006.     5:1558 216 

1st    av.    No    2428.      Assign    lease.      Alfonso    Costantino    to    Ralph 

Bellino.     Dec  7,  1906.     6:1812 nom 

2d   av.   No   139.     Agreement  as  to   covenants  in  lease.     Franciska 

Szatmary   with   Solomon   Klingenstein.      Dec   11.      Dec   12,   1906 

5:1-130 nom 

od   av,   No  514,   1st   floor  above  store.     Shapiro.  Levy  &  Starr  to 

Lee   Chee   and   Lee   Pong;   3  years,   from   Jan   1,   1907.     Dec  12, 

1906.     3:890 900 

3d   av.   No   1517,   south   store.      Morris   Freundlieh  et   al   to   Oscar 

Rein;   3  5-12  years,   from  Dec  1,   1906,     Dec  10,  1906.     5:1531. 

840 

od   av.   No   1754,   all.      Nathan   Adelsdorfer   to   Salvatore  Rizzotto; 

5  years,  from  May  1,  1907.     Dec  10,  1906.     6:1625 4.500 

3d  av.  No  1551,  n  e  cor  87th  st.  No  201,  store,  &c.     Meyer  Frank 

to   Michael   J   Callahan;    10  years,   from   May  1,    1907.      Dec   10. 

1900.     5:1.533 2,500  and  3,000 

3d  av.  No  1678.     Assign  lease.  Benjamin  J  Bush  to  Geo  H  Stiesing 

and  ano.      Dec  8.      Doc  10,   1906.     5:1523 nom 

3d  av.   No  973,  n  e  cor  58th  st.  No  201,  cor  store.     Meyer  Frank 

to  Thos  T  O'Connor  and  ano;  10  years,  from  May  1,  1907.     Dec 

10,    1906.      5:1332 3,800 

3d    av.    No    2031.       Surrender    lease.      Rachel    Lichtenstein    with 

Magnus    Levy    and    Edward    Pishman.      Nov    26.      Dec    7,    1908. 

6:1786 nom 

3d  av.   No   1503,   all.      Michael   McManus   to   Nicoland  Amusement 

Co;   5  years,  from  Jan  1,  1907,  with  5  years  renewal  at  $4,000. 

Dec  7,   1900.     5:35.30 3,500 

5th  av,   Nos  110  and  112,  store,  &c.     Improved  Property  Holding 

Co  of  N  Y  to  Edwin  M  Hydeman  and  Albert  Lassner;  10  years, 

_  6  days,  from  Jan  25,  1907.     Dec  10,  1906.     3:818 6,500 

5th   av.    Nos   1149   and   1150.     .Agreement    as   to   covenants   under 

lease.      A    Hupfels    Sons    Vv-ith    Frederick    Dornberger.      Dec    5. 

Dec  8,   190<!.     6:1002 nom 

5th  av.  No   1307,  store,  &c.     Louis  Siegman  to  Morris  Haimowitz 
_  and  ano;   1  year,  from  Jan  1.  1907.     Dec  13,  1906.     6:1610.  .1,620 
7th  av.  No  280,  front  and  rear  buildings.     Anna  B  Jennv  to  Lewis 

Smith;    5  years,   from  May  1,   1907.     Dec   13.   1900.     3:802.. 1,900 
Sth  av.   No  2610.      Surrender  lease.     Chas  I  Kahu  to  Henry  Arn- 

■  stein.     De^c  5.     Dec  8,   1906.     7:2042 nom 

8lh  av.  No  777.  store.  &c.     Samuel  M  Jackson  to  Michael  Borgaro; 

3   years,   from   Oct  1,   1900.     Dec   12,   1906.     4:1038 1.800 

9th  av.   No  314,  n  e  cor  2Sth  st.  No  369,   cor  store.     Jonas  Weil 

and  ano  to  Frank  N  Pond  and  ano;  5  years,  from  May  1,  1907. 

Dec    10,    lOOl!.      3:752 1,000 

Lot  OlA  bik  377  tax  map  year  1879!  bet  3d  and  4th  avs,  86th  and 

87th   sts.      Mayor.   &c,   of  City  N  Y  to   Mary  Nauman.      May   1. 

1S85,   tax   lease,   1.000  years.     Dec  13,  1906.     5:1.515 .30.02 

Same  property.      Assign  lease.     Mary  or  Eliza   Naumann  to   Mary 

F  Stanley.     All  title.     Dec  12,  1906.     Dec  13.  1906.     5:1515. .nom 
Lot  61  blk  377  same  map  for  18S0,  1881  and  1882.     Same  to  Lizzie 

Naumann.      Dec  26,   1888,   1,000  years.     Dec   13,   1906.     5:1515. 

418.55 

Same  property.     Assign  lease.     Eliza  or  Lizzie  Naumann  to  Mary 

F  Stanley.     All   title.      Dec   12,   1906.     Dec   13.   1006.     5:1.515nom 

BOROUGH    OF    THE   BRONX. 

165th  st.  No  1029  Bast,  store,  &c.  Christian  Brune  to  Adolf  Jans- 
sen;   3  years,  from  Oct  1,  10O6.     Dec  12,  1906.     10:2679.! ...  .600 

173d  st,  Nos  719  and  721  East.  50x100,  all..  Ferdinand  A  Sieg- 
hardt  to  Nathan  Hirschhorn  et  al;  5  years,  from  Dec  1,  1906. 
Dec  10,  1906.     11:2000 480 

*214th  Et,  No  33  East,  Williamsbridge,  east  Vz  of  ground  floor. 
John  Di  Mattia  to  Giuseppe  Napolitano;  3  5-12  years,  from  Dec 
1,1900.     Dec  13.  1006 336  and  348 

Morris  av.  s  w  cor  154th  st,  store,  &c.  Michael  Santangelo  to 
Sol  Beringer;  5  years,  from  Jan  1,  1007.     Dec  12,  1000.     9:2442. 

„ 480 

3d  av.  No  3114,  store,  &c.     George  W  Eggers  to  Charles  and  Henry 

Tag;   5  years,   from   Sept   1,   1906.     Dec  11,   1906.     9:2.364 

720  and  900 

MORTGAGES 

December  7,  8,  10,  11,  12  and  13. 
BOROUGH  OF  MANHATTAN. 

Armuschefsky,  Nathan  to  John  T  Willets  guardian  Josiah  M  Wil- 
lets.  7th  st.  No  251,  n  s,  421.9  w  Av  D,  24.9x97.6.  Dec  11. 
1906,   5   years,   5%.     2:377.  26..500 

Same  to  Parmilla  D  Smith.  Same  property.  Prior  mort  $26,500. 
Dec  11,   1906,  5  years,  6%.     2:377.  8,000 

Abingdon  Reconstruction  Co  to  Mary  McArdle.  10th  st.  No  445, 
n  s,  234.4  e  10th  av,  26.x92.     Dec  11,  1006,  1  year,  5%.     3:714. 

23,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to  above  mort.     Dec  11,   1906.     3:714.  

Asinari,  Helena  L  G  to  N  Y  SAVINGS  BANK.  Park  av,  Nos  592 
and  .504,  w  s,  40.5  s  G4th  st,  runs  s  40  x  w  75  x  n  18.9  x  e  0.3  x 
n  21.3  X  e  74.9  to  beginning.  Dec  0,  due,  &c,  as  per  bond.  Dec 
11,   1906.     5:1378.  28,500 

Asch,  Joseph  J  to  FARMERS  LOAN  &  TRUST  CO.  '"  Lexington 
av.  No  780,  w  s,  SO  t  61st  st,  20.5x80.  Dec  10,  1906,  3  years, 
— %,     5:1395.  12,000 
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Aronson  Harry  and  Louis  Hilkowich  to  Moritz  Sondheim.  117th 
St.  No  407,  n  s.  110.8  e  1st  av,  16.8x100.11.  P  M.  Prior  mort 
?C,O0O.     Dec  7,  due  June  7,  1909,  6%.     Dec  10,  1906.     6:iai^^ 

Aronson  Harrv  and  Louis  Hill^owich  to  Moritz  Sondheim.  117th 
St,  No  406.  s  s.  110.8  e  1st  av,  16.8x100.10.  P  M.  Prior  mort 
$5,000.     Dec  7,  due  June  7.  1908,  6%.     Dec  10,  1906.     b.iaO.^ 

Arnstein,  Mathilde  to  COMMONWEALTH  INS  CO  of  N  Y.  l^th 
St,  No  223.  n  s,  3.50  w  7th  av,  25x99.11.  Dec  6,  1  year,  5%. 
Dec    8,    1906.      7:2034.  .  ^}^-^^ 

Arnstein,  Henry  to  TITLE  INS  CO  of  N  Y.  lioth  st,  s  s,  150  w 
Amsterdam  av,  2  lots,  each  37.0x99.8.  2  morts,  each  *dO.- 
000.     Dec  4.  3  years,  5%.     Dec  7,  1906.    8:2131.  60,000 

Anthon,  George  to  Chas  F  Bauerdorf  and  ano  exrs  &c,  James 
Curran.  54th  st.  No  507.  n  s,  100  w  10th  av,  25x100.5.  Dec  6, 
3  years.  4i/.'-c.     Dec  7,  1906.     4:1083.  '.000 

Arluck.  Morris  to  Geo  G  De  Witt  and  ano  trustees  Cornelia  A 
Atwill.  Forsvth  st.  No  117,  w  s.  about  100  n  Broome  st,  2oxl00. 
Dec   12.   1906,  5  years,   5%.     2:419.  30.000 

Same  and  Abel  King  and  Isaac  Schorsch  with  same.  Same  property. 
Subordination  agreement.     Nov  13.     Dec  12,  1906.     2:419.  nom 

Arluck,  Morris  and  Meyer  Kalmonowitz  with  same.  Same  P''oP" 
ertj'.     Subordination   agreement.      Nov   12.   Dec   12,   1906.   2:419. 

nom 

Arluck,  Morris  with  Abel  King  and  ano.  Forsyth  st,  No  117. 
Subordination  agreement.     Nov  13.     Dec   13.   1906.     2:419.       nom 

Berlin,  Charles  and  Jacob  W  Solomon  to  Jacob  A  Geissenhainer 
and  ano  trustees  for  Henry  Ellsworth.  ISth  st,  Nos  336  and  338, 
s  s,  ISO  w  1st  av.  40x02.     Dec  11.  1900,  3  yrs.  41/2%.  3:923.  4o.000 

Same  and  Annie  Simon  and  JEFFERSON  BANK_with  same.  Same 
property.  Subordination  agreement.  Nov  25.  Dec  11,  1906. 
3-923  nom 

Baruch,  Rosalia  to  Joseph  Bruder  and  ano.  Henry  st.  No  36,  s  s, 
abt  245  e  Catharine  st.  25x100.  P  M.  Prior  mort  $27,000. 
Dec  11.  due  Dec  1,  1912.  6%.     Dec  13,  1900.     1:277.  10,000 

Burchill.  Ellen  T  and  Mary  J  as  surety  to  Addison  Brown  exr 
Chas  H  Noyes.  Morton  st.  No  56.  s  s,  205  e  Hudson  st,  25x100. 
Dec  11,  5  years.  5%.     Dec  13.  1906.     2:583.  29,000 

Berliner  Julius,  of  Brooklyn,  N  Y.  and  Max  Greenberg  to  Wm  L 
Oahn.  '  100th  St.  No  409.  n  s.  100  e  1st  av,  87.1x100.11.  Dec 
11.   due  &c.   as  per  bond.      Dec   12,   1906.     6:1694.  30.000 

Birnbaum.  Pauline  to  Mattson  Rubber  Co.  West  Broadway,  No  26, 
w  s  75.11  n  Barclay  st,  23.11x80.7x24.9x86.  Leasehold.  Prior 
mort  $12,000.  Dec  11,  due  Dec  1  ,1909,  6%.  Dec  12,1906. 
1-127.  6,000 

Berkowitz,  Louis  to  Geo  Herman.  2d  av.  No  2394,  e  s,  140.11  n 
122d   st,   20x80.   5  years,   5%.     Dec   12,   1906.     6:1799.  8,000 

Bradley.  James  and  William  to  Oscar  R  Meyer  as  committee  Linda 
Meyer  OSth  st.  n  s,  275  w  West  End  av,  75x100.5.  Dec  12.  due 
Jan  1.' 1010,  5°:',.     Dec  13.  1906.     4:1180.  10.500 

Burns.  Catherine  widow  to  John  A  Stewart  et  al  as  trustees  of  the 
LIVERPOOL  &  LONDON  &  GLOBE  INS  CO  in  N  Y.  84th  st. 
No  23  n  s.  350.8  w  Central  Park  West.  17.4x102.2.  Sept  18.  3 
years    4v,%.      Dec   13,   1900.     4:1108.  gold.   15.000 

Beyer  'wilhelmina.  of  Hackensack.  N  J.  to  CITIZENS  SAVINGS 
BANK  1st  av.  No  831.  w  s.  76.8  n  46th  st,  runs  w  SO  x  n  23.9 
X  e  20  X  n  0.11  x  e  60  to  av  x  s  24.8  to  beginning.  P  M.  Dec 
13,   1906.   5  years,  5%.     5:1339.  gold,   12,0(XI 

Babor  Vaclav  to  Chas  W  Woolsey  trustee  Jane  E  Woolsey.  loth 
st  Nos  417  and  419.  n  s,  347  w  Av  A,  38.11x102.2.  Dec  13. 
1906.  5  years,   5%.     5:1470.  10,000 

Brandon  Ettie  wife  Nathaniel  to  John  A  Stewart  et  al  trustees 
of  the  LIVERPOOL  &  LONDON  &  GLOBE  INS  CO  in  N  Y.  7oth 
st  No  122.  s  s.  2.'*0  w  Columbus  av,  20x102.2.  Nov  30,  3  yrs. 
4%°;.     Dec  13.   1906.     4:1146.  gold.  21.000 

Bockar.  Benedict  and  Solomon  Metzner  with  LAWYERS  TITLE 
INS  &  TRUST  CO.  Suffolk  st.  No  55,_w  s,  75  s  Broome  st.  _25 
x75.      Subordination   agreement.     Dec  5.     Dec   11,  1906.     2:351. 

noiS. 

Same  with  Hyman  D  and  Wm  S  Baker.  Same  property.  Subordi- 
nation agreement.     Dec  5.     Dec  11.  1906.     2:351.  Jiom 

Baron,  Solomon  L  to  Fannie  Lisner  and  ano.  Suffolk  st.  No  71, 
w  s  125  n  Broome  st,  Nov  26,  1  year,  6%.  Dec  11.  1906. 
2:352.  5.000 

Bachman,  Alfred  C  to  Robert  S  Smith.  14th  st.  No  58,  s  s.  125  e 
6th  av,  25x103.3.  P  M.  Prior  mort  $125,000.  Dec  8,  due,  &c. 
as  per  bond.     Dec  11,  1906.     2:. 577.  25,000 

Bohlen,  Kate  to  Elizabetha  Heddesheimer.  52d  st,  No  104,  s  s, 
57.6  e  Park  av,  19.2x79.5.  Dec  11,  1906,  due  Jan  1,  1910,  5%. 
5:1306.  12.000 

Barkin,  Bessie  wife  of  and  SamI  to  Virginia  V  Bell.  112th  st,  Nos 
224  and  226,  on  map  Nos  224  and  228.  s  s,  2.55  e  3d  av,  40x 
100.10.     Dec   10,   due  Jan   1,   1912,  57c.     Dec  11,   1906.     6:1661. 

37.500 

Berrent,  Abraham  to  John  F  Halsted  et  al  trustees  Hiram  M  For- 
rester. 119th  st.  No  4,  s  s,  85  e  5th  av,  25x50.  Nov  30,  3  yrs. 
5%.     Dec  11.  1900.     6:1745.  14,000 

Block  (D  L)  Co.  a  corpn.  to  Jacob  Grotta.  135th  st.  No  612,  s  s, 
293.2  w  Broadway.  3S.7.x99.11.  Prior  mort  $37,000.  Dec  10. 
due  Nov  23,  1909,  6%.     Dec  11.  1906.     7:2001.  8.500 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to   above   mort.      Dec   10.      Dec   11.   1906.      7:2001.       

Boswald,  Bertha  K  to  J  Romaine  Brown.  144th  st.  Nos  254  and 
2.56.  s  s.  249.6  e  8tU  av,  2  lots,  each  20x99.11.  2PM  morts, 
each  .$2,000;  2  prior  morts,  each  $6,000.  Dec  10,  3  years,  —%■ 
Dec  11.  1906.     7:2029.  4,000 

Bruder.  Joseph  and  Abe  to  Wm  J  Amend.  Henry  st.  No  36,  s  s, 
abt  245  e  Catharine  st,  25x100.  Dec  11.  1906,  5  years.  5%. 
1:277.  27.000 

Buteli.  Athanasius  P  to  EMIGRANT  INDUSTRIAL  SAVINGS 
BANK.  36th  st.  No  438,  s  s.  .300  e  10th  av,  25x98.9;  36th  st. 
No  436,  s  s.  325  e  10th  av,  25x98.0;  36th  st.  No  434.  s  s,  350  e 
10th  av,  25x98.9.     Dec  4,  1  year,  4%%.     Dec  11,  1906.     3:733. 

45  000 
Block  (D  L)   Co  to  Adam  Weber.     135th  st.  No  020.  s  s,  447.8 'w 
Broadway,    38.7x90.11.      Dec    10,    1906.    5    years,    5%.      7:2001. 

37,000 


Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Dec   10,    1906.      7:2001.  

Block  (D  L)  Co  to  Mathilde  E  Weber.  135th  st.  No  622,  s  s. 
486.4  w  Broadway,  38.7x99.11.  Dec  10,  1900,  5  years,  5%. 
7:2001.  37,000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Dec  10.  1906.  nom 

Ballin,  Julius  to  N  Y  LIFE  INS  &  TRUST  CO.  91st  st.  No  73. 
n  s.  97.4  w  Park  av,  18x100.8.  Dec  10,  1906,  3  years,  4%%. 
5:1503.  18.000 

Braun.  Julius  to  Edmund  Hendricks  and  ano  trustees  Fanny  Hen- 
dricks for  benefit  Emma  Hendricks  et  al.  62d  st.  No  221,  n  s, 
325  w  Amsterdam  av,  25x100.5.  Dec  7,  1906,  5  years,  5%. 
4:1154.  13,000 

Same  to  same  as  trustee  same  for  Helen  I  Hendricks  and  ano. 
Same  property.  Prior  mort  $13,000.  Dec  7,  1906,  5  years, 
5%.     4:1154.  2.000 

Beekman,  James  W  to  Edwd  Mitchell  and  ano  trustees  Benj  D 
Stillman.  Lexington  av.  No  844,  n  w  cor  64th  st,  17.1x80.  Dec 
7,  3  years,  5%.     Dec  10,  1906.     5:1399.  12,000 

Bernstein  (Morris)  Realty  &  Construction  Co  to  Jacob  Brown. 
Wadsworth  av,  s  e  cor  lS2d  st.  70x150.  Certificate  of  consent 
of  stockholders  to  mort  for  $20,000     Dec  10,   1906.     8:2165.  • 

Bernstein.  Jacob  to  Otto  Horwitz.  Orchard  st  No  17.  w  s.  75.1  n 
Canal  st.  22x79x22x79.1.  P  M.  Prior  mort  $27,000.  Dec  3. 
3   years,   (j%.      Dec   8,   1906.  10,000 

Buchholz,  Henry  G  to  V  Loewers  Gambrinus  Brewery  Co.  58th  st, 
Nos  518  to  524  West  and  57th  st,  No  .523  West.  Saloon  lease, 
&c.      Dec   7.   demand.   6%.      Dec   8,   1906.     4:1086.  2,186.72 

Bernikow,  Abraham  and  David  Perlman  to  Harry  A  Gordon.  2d 
av,  Nos  57  and  59,  w  s.  48.1  n  3d  st,  48.1x100.  Dec  6.  1  year. 
Ci<7c.     Dec  8.  1006.       2:4.59.  17.500 

Behn.  Herman  to  Grace  T  Wells.  124th  st.  No  521,  n  s.  441.6 
e  Broadway.  27x100.11.  Nov  26,  1906,  3  years,  5%.  7:1979. 
(Reprinted  from  issu.3  of  Dec  1.  when  a  second  mortgage  ap- 
peared with  this  mortgage  for  $5,000,  but  should  have  been 
with  Bergenstein,  Chas,  on  56th  St.  n  e  cor  Lexington  av.)     24,000 

Bergenstein.  Chas  to  Joseph  L  Graf  and  ano.  56th  st,  n  e  cor 
Lexington  av.  No  677,  72x20.5.  Prior  mort  $24,000.  Nov  27,  3 
years,  0%.  Nov  28.  1906.  5:1311.  Reprinted  from  issue  ot 
bee  1.  when  this  mortgage  appeared  under  Behn,  Herman,  on 
property  124th  st,  No  521  W.     5:1311.  5,000 

Bozzutti.  John.  Michael  Priori  and  Innocenzo  Scudellari  to  TITLE 
GUARANTEE  AND  TRUST  CO.  1st  av.  No  1149.  s  w  cor 
63d  st,  No  .340,  25.5x80.  Dec  7,  due,  &c,  as  per  bond.  Dec  8. 
190(>.     5:1437.  18.000 

Brandstein,  Herman  to  TITLE  GUARANTEE  AND  TRUST  CO. 
101st  St.  Nos  109  and  111,  n  s.  150  w  Columbus  av.  40.3x100.11. 
Dec  7,  due,  &c,  as  per  bond.     Dec  8,  1906.     7:1856.  38,000 

Beyer,  Wilhelmina,  Hackensack,  N  J,  to  Fredk  P  Schmidt.  1st 
av.  No  831.  w  s,  70.S  n  46th  st.  runs  w  80  x  n  23.9  x  e  20  x  n 
0.11  x  e  60  to  av  x  s  24.8  to  beginning;  also  plot  begins  at  c  1 
blk  bet  46th  and  47th  sts.  distant  GO  w  1st  av.  runs  w  20  x  s 
2-4.9  X  e  20  X  n  24.9  to  beginning,  being  known  as  No  831  1st 
av.     Prior  mort  $12,000.     Dec  13,   1906,   1  year,  6%.     5:1339. 

3,300 

Braun.  Julius  to  Edmund  Hendricks  and  ano  trustees  Fanny 
Hendricks  for  Emma  Hendricks  et  al.  62d  st.  No  289,  n  s,  550 
w  Amsterdam  av,  25x100.5.     Dec  7,  1906,  5  years,  5%.    4:1154. 

13,000 

Same  to  same  trustees  same  for  benefit  Madeline  Hendricks  and 
ano.  Same  property.  Prior  mort  $13,000.  Dec  7,  1906.  5  yrs, 
.5%.     4:1154.  2,000 

Bartosek,  Frank  to  GERMAN  SAVINGS  BANK  in  City  N  Y. 
69th  st.  No  303,  n  s,  74  e  2d  av,  26x105.  Dec  7,  1906.  1  year, 
4y2%.      5:1444.  12.000 

Bermingham,  Ann  A  to  LAWYERS  TITLE  INS  &  TRUST  CO. 
56th  St.  No  129,  n  s,  391.8  w  6th  av,  20.10x100.  Dec  6.  3 
years.   41/2%.      Dec   7.   1006.     4:1009.  19.500 

Cahill,  Patrick  F  to  Bernard  Cahill.  132d  st,  No  14,  s  s,  166  e 
Lenox  av,  19x99.11.  P  M.  Dec  12.  due,  &c,  as  per  bond.  Dec 
13,  1906.     0:1729.  2,500 

Connery,  Thomas  F  Jr  to  Henry  De  F  Weekes.  Cherry  st.  No 
105V'>.  s  s,  50.2  e  Oliver  st,  runs  s  60  x  e  6.9  x  s  4  x  e  10.5  x 
n  mS  to  st  X  w  16.8  to  beginning;  Cherry  st.  No  107.  s  s,  66.10 
e  Oliver  st,  16.8x60.     5  years.  6%.     Dec  12,  1906.     1:251.  2,200 

Cohen,  Max  with  LAWYERS  TITLE  INSURANCE  &  TRUST  CO. 
Essex  st.  No  9.  Subordination  two  morts.  Dec  7.  Dec  12,  1906. 
1:297.  nom 

Chebra  Kadischer  Anshai  Sochochow,  a  corporation,  to  Sender 
Jarmulowsky.  Ludlow  st.  No  121,  w  s,  about  245  n  Delancey  st. 
19x87.6.     Dec  12.  1906,  5  years,  5%.     2:410.  13,000 

Connery,  Thomas  F,  Jr.  to  Franciska  B  Hohmann.  Pearl  st.  No 
,397.  n  w  s.  about  35  s  Vandewater  st,  15x89.  P  M.  Dec  12. 
1906,  8  years,  5%.     1:113.  10.000 

Crecco.  Antonio  to  John  J  Halstead  and  ano  trustees  for  benefit 
of  Christian  Halstead  et  al  will  Pearson  S  Halstead.  Sullivan  st, 
No  39,  s  e  s.  202  s  Broome  st.  runs  s  e  86  to  alley  x  n  e  34  x 
n  10.7  X  w  11.5  to  Watts  st,  Nos  27  to  39,  x  w  71.7  to  Sullivan 
st  X  s  w  18.3  to  beginning.  Dec  12,  1906,  due  Sept  26,  1909, 
5%.     2:476.  40,000 

Same  and  Clara  R  Bacon  with  same.  Subordination  agreement.  Dec 
12,  19a).     2:476.  nom 

County  Holding  Co  with  Annie  L  Beekman.  40th  st.  No  119 
East.  Certificate  as  to  amount  due  and  extension  of  mort.  Dec 
10.   Dec   11,   1906.     5:1295.  nom 

Crystal,  Israel  to  Daniel  L  Korn.  2d  av.  No  1449,  w  s,  78.9  s  76th 
St.  25x105.  P  M.  Prior  mort  $22,000.  Dec  12,  1906.  3  years, 
5%.     5:1430.  4,000 

Carman,  Richard  F,  ot  Huntington,  L  I,  with  Herman  Aaron.  152d 
st,  Nos  019  and  621,  n  s.  250  w  Broadway.  50.10x99.11.  Ex- 
tension mort.     Dec  4.     Dec  10,  1906.     7:2099.  nom 

Carman,  Richard  F,  of  Huntington,  L  I.  with  Herman  Aaron.  152d 
st,  No  627,  n  s,  -400.5  w  Broadway.  124.7x99.11.  Extension  mort. 
Dec  4.     Dec  10,  1906.     7:2099.  nom 

Carman,  Richd  F,  of  Huntington.  L  I.  with  Herman  Aaron.  153d 
st,  s  s,  400.5  w  Broadway,  124.7x99.11.  Extension  mort.  Dec 
4.     Dec  10,  1906.     7:2099.  nom 


Tbe  text  ot  tbeee  pages  U  copyrlgbted.    All  rights  are  reserved.        Notice  is  berebr  (lT«n  that  infringement  will  lead  to  proaeoutloft. 
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jCarman,  Richard  F,  of  Huntington,  L  I.  with  Herman  Aaron.  15.3d 
St,  s  s,  2.W  w  Broadway.  50.10x99.11.  Extension  mort.  Dec 
4.     Dec   10,   190<i.     7:2099.  nom 

Cohen,  Sarah  widow  to  Anna  M  Goebel.  Ludlow  st.  No  108,  e  s. 
75  n  Delancey  st,  25x87.6.     Dec  11,  1906,  5  years,  — %.     2:410. 

20,000 

Caruso.  Elisa  to  Cresenzia  Cavagnaro  as  guardian  Teresina  L 
Cavagnaro.  15th  st.  No  515,  n  s,  220.6  e  Av  A,  25x103.3.  P  M. 
Oct  22.  due  Feb  1,  1909,  — %.     Dec  11,  1906.    3:973.  10,000 

Same  and   Maria  A  Degen  with   same.     Same  property.     Subordi- 

-   nation  agreement.     Nov  30.     Dec  11,  1906.     3:973.  nom 

Coleman,  Geo  E  to  MUTUAL  LIFE  INS  CO.     57th  st.  No  118,  s  s, 

250  w  0th  av,  20x10(1.5.     Prior  mort  $ .     Dec  11,  1906,  due. 

&c,  as  per  bond.     4:1009.  13,000 

Columbia  Fullers  Earth  Co  to  Nancy  McG  De  Long.  Certificate 
as  to  consent  ot  stockholders  to  mort  for  $5,000.  Dec  8.  Dec 
10,  1900.     Genl  Morts.  

Congregation  Beth  Israel,  a  corpn  (Philip  Liberman,  Max  Heller 
and  Henry  Nechols  in  bond  only),  to  Katie  T  Schermerhorn  et 
al  trustees.  35th  st,  No  252,  s  s,  225  e  8th  av,  25x98.9.  Dec  11, 
1906,  due  June  30,  1911,  5%.     3:784.  23,0(X) 

Cohn.  Eliza  to  American  Mortgage  Co.  101st  st.  No  54,  s  s,  125 
e  Madison  av,  25x100.11.  Dec  5,  3  years,  5%.  Dec  10,  1906. 
6:1G06.  20,000 

Cohn,  Eliza  to  New  Amsterdam  Mortgage  Co.  101st  st,  No  52. 
s  s,  100  e  Madison  av,  25x100.11.  Dec  8,  4  years,  5%.  Dec  10. 
1906.     6:1606.  20,000 

Cohn,  Eliza  and  Bernhard  Mayer  with  American  Mortgage  Co. 
101st  st.  No  54  East.  Subordination  mort.  Dec  6.  Dec  10. 
1906.     6:1606.  nom 

Cohn,  Eliza  and  Bernhard  Mayer  with  New  Amsterdam  Mortgage 
Co.  101st  st.  No  52  East.  Subordination  mort.  Dec  6.  Dec 
10,  1906.     6:1000.  nom 

Cohn,  Eliza  to  Sophia  Mayer.  Lewis  st.  No  158,  e  s,  49  n  3d  st, 
runs  n  24  X  8  10O.3  x  s  27.3  x  w  100.5  to  beginning.  Prior 
mort  $34,500.  Given  as  collateral  for  mort  ot  $25,500  on  Nos 
237  and  239  Monroe  st.  Dec  6,  due,  &c,  as  per  bond.  Dec 
10,   1906.     2:358.  6,(X)0 

Clark,  Josephine  L  to  EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S. 
82d  st.  No  318,  s  s,  144.5  e  Riverside  Drive,  16.8x102.2.  Dec 
7.  1906,  due  Jan  1,  1912,  5%.     4:1244.  17,500 

Cohen,  Joe  and  Samuel  Weingrad  to  Frederick  Wertz.  103d  st. 
No  152,  s  s,  49.6  e  Lexington  av,  26x100.11.  Dec  10,  1906.  due 
&c,  as  per  bond.     6:1630.  14.000 

Chanler,  Wm  A  to  TITLE  GUARANTEE  AND  TRUST  CO.  54th 
st,  Nos  301  to  307  and  321  to  329,  n  w  cor  Sth  av,  runs  w  150  x  n 

100.5  X  w  175  x  s  100.5  to  n  s  54th  st,  x  w  125  x  n  34.4  x  n 
w  176.6  X  n  44.2  x  w  75  x  s  84.10  x  n  w  100.9  to  e  s  9th  av, 
Nos  830  to  840,  X  n  122.11  to  55th  st,  Nos  300  to  374,'  x  e  800 
to  Sth  av,  Nos  911  to  927,  x  s  200.10  to  beginning. 
1-8  part.  All  title.  Nov  23,  due,  &c,  as  per  bond.  Dec  8,  1906. 
4:1045.  60,000 

Cohn,   Eliza  to  Sophia  Mayer.     Monroe  St.   Nos  237  and  239,  n  s, 

191.6  e  Scamrael  st,  48x95.1x48x95.5.     P  M.     Prior  mort  $33,- 
000.     Dec  6,  due  Jan  1,  1913,  6%.     Dec  7,  1006.    1:266.         25,500 

Catlin.  Nicholas  W  S  to  Cath  L  R  Catlin.  17th  st,  No  331,  n  s, 
335.2  e  2d  av,  23.2x92.  P  M.  Equal  lien  with  mort  for  $5,000. 
Dec  30,  1879,  due  Dec  — .  1884,  6%.     Dec  7,  1906.    3:923.    10,000 

Corey,  Edward  B  to  LAWYERS  TITLE  INS  &  TRUST  CO.  48th 
st.  No  121,  n  s,  250  w  6th  av,  18.9x100.  Dec  5,  3  years,  4%%. 
Dec  7,  1906.     4:1001.  20,000 

Corey,  Edw  B  and  Reserve  Realty  Co  with  LAWYERS  TITLE  INS 
&  TRUST  CO.  Columbus  av,  Nos  191  to  109,  s  e  cor  69th  st. 
No  76,  100.5x30.  Subordination  mort.  Dec  5.  Dec  7.  1906. 
4:1121.  nom 

Corey,  Edward  B.  Far  Rockaway,  N  Y,  to  LAWYERS  TITLE  INS 
&  TRUST  CO.  Columbus  av,  Nos  191  to  199,  s  e  cor  C9th  st.  No 
76,  100.5x30.     Dec  5,  2  years,  4%.     Dec  7,  1906.     4:1121.    55,000 

Crystal  Realty  &  Construction  Co  to  City  Mortgage  Co.  Broad- 
way, Nos  3401  to  3419,  s  w  cor  139th  st.  No  600,  199.10  to  n  s 
138th  st.  No  601,  xlOO.  Building  loan.  Prior  mort  $304,679. 
Dec  6,  demand,  6%.     Dec  7,  1906.     7:2087.  12,500 

Same  to  same.  Same  property.  Certificate  to  above  mort.  Dec 
7,  1906.     7:2087.  

Corn.  Henry  to  John  A  Stewart  et  al  trustees  ot  the  LIVER- 
POOL &  LONDON  &  GLOBE  INS  CO  in  N  Y.  Greene  st,  Nos 
1.58  and  ItJO,  e  s.  82.8  n  Houston  st,  runs  e  75.4  x  n  17.9  x  e  25 
x  n  24.6  x  w  100.6  to  st  x  s  41.4  to  beginning.  Dec  3,  5  years, 
4%%.     Dec   13,   1900.     2:523.  gold,   80,000 

Cohn,  Rachel  to  Abraham  Liebhoft  and  ano.  80th  st.  No  321,  n  s, 
325  w  1st  av,  25x102.2.  Prior  mort  $12,600.  P  M.  Dec  13, 
1906.  3  years,  6%.     5:1543.  2,000 

Cohn,  Rachel  to  Luse  Gerhardt  wife  of  Mandel  Gerhardt.  80th  st. 
No  321,  n  s,  325  w  1st  av,  25x102.2.  P  M.  Prior  mort  $8,000. 
Dec  1,  3  years,  G7c-     Dec  13,  1906.     5:1.543.  4.6<X) 

Cole,  Henry  O  and  Kathryn  his  wife  and  Mary  Weiss  to  TITLE 
GUARANTEE  &  TRUST  CO.  12th  st.  No  255,  n  s,  260.8  e  4th 
st,  25.1x70.  P  M.  Dec  11,  due,  &c,  as  per  bond.  Dec  12,  1906. 
2:615.  18,000 

Davidov,  Ray  ot  Mt  Vernon.  N  Y,  to  Mornay  Williams.  134th  st, 
No  115,  n  s,  250  w  Lenox  av,  25x99.11.  Dec  11,  due  Apr  24, 
1908,  4%%.     Dec  12,  1906.     7:1919.  13.000 

Dieffenbach.  Joanna  C  to  Ruth  A  Bruce-Brown.  106th  st,  No  62, 
s  s,  188.4  w  Park  av,  29.2xlOO.ll.  Dec  10,  5  years,  5%.  Dec 
11,1906.     6:1611.  16,500 

Doino,  Paul  to  Mattie  Aaron.  Carmine  st.  No  681/4,  s  s,  128  w 
Bedford  st,  runs  s  40  x  s  e  6.9  x  e  0.7  x  s  14.5  x  e  10.5  x  n 
60  to  st  X  w  14  to  beginning;  Carmine  st,  No  68,  s  s,  100  w 
Bedford  st.  14x.50xl4.3x60.  Given  to  secure  notes.  Dee  12,  due 
Aug  12,   1907,  6%.     Dec  13,   1906.     2:528.  1,000 

Draper,  Charlotte  E  to  Gertrude  A  Dubois.  80th  st.  No  144.  s  s, 
290  e  Amsterdam  av,  20x102.2.  Prior  mort  $17,500.  Dec  12, 
due  Dec  1,  1909.  41/2%.     Dec  13,  1906.     4:1210.  2,500 

De  Maria.  Francesco  to  Pasquale  Caruso.  108th  st.  No  240.  s  s. 
75  w  2d  av.  25x100.11.  Prior  mort  $9,000.  Dec  12,  1900,  due 
July  17,  1908,  — %.     6:1657.  3.500 

Davis.  Carrie  R  widow  L  Stanley  Davis  to  FARMERS  LOAN  & 
TRUST  CO.  122d  st.  No  111,  n  s,  156  w  Lenox  av,  19x100.11. 
Dec  12,  1906,  3  years,  — %.     7:1907.  14,000 

Danzig,  Lewis.  Paul  Eisenberg  and  Morris  D  Levine  to  B  Aymar 
Sands  et  al  trustees  for  Wm  H  Purdy  will  Catharine  Purdy. 
West  End  av,  No  184.  e  s.  50.5  n  68th  st.  25x100.  Nov  12,  due 
May  1,  1908,  5%.     Dec  12,  1906.     4:1160.  20,000 


Dunne,  Ellenora  to  Andrew  L  Gardiner.  9th  av,  No  277,  w  s, 
61.9  E  26th  st,  18.6x70.     Dec  12,  1906.  10  years,  6%.     3:724. 

5.100 

Draper,  Charlotte  E  widow  to  J  Frances  Pease  trustee  Geo  L 
Pease.  SOth  st.  No  144,  s  s,  290  e  Amsterdam  av,  20x102.2. 
Dec  11.  3  years,  5%.     Dec  12,  1906.     4:1210.  17,500 

De  Waltoff-Marcuson  Realty  Co  to  Isaac  Marcuson.  Audubon  av. 
Nos  341  to  345,  n  e  cor  182d  st.  No  523.  79.9x70.  Prior  mort 
$60,000.     Dec  6,  3  years,  67o.     Dec  7,  1906.     8:2155.  25,000 

Same  to  same.  Same  property.  Consent  to  above  mort.  Dec  6. 
Dec  7,  1906.     8:2155.  

De  Forest,  Shepherd  K.  Wm  Laimbeer  and  Harry  K  Knapp  trus- 
tee Josephine  L  De  Forest  to  TITLE  GUARANTEE  &  TRUST 
CO.  3(!th  St.  No  118.  s  s.  2.30  e  Park  av,  25x98.9.  Dec  10,  due. 
&c.  as  per  bond.     Dec  11.   1006.     3:891.  25.000 

Engel,  Annie  M  to  Anna  M  Goebel.  2d  av.  No  1714.  s  e  cor  SOth 
St.  No  300,  25.8x100.  Dec  10,  due,  &c,  as  per  bond.  Dec  11. 
1906.     5:1551.  30,000 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Island  Realty  Co. 
5th  av.  Nos  171  to  185.  n  e  cor  22d  st.  No  1.  runs  e  —  to  w  s 
Broadway,  Nos  941  to  957,  x  n  —  to  s  s  23d  st  x  w  —  to  e  s 
5th  av  X  s  —  to  beginning.  Flatiron  Building.  Extension  mort 
for  $1,2.50,000.     Dec  5.     Dec  10,  1906.     3:851.  nom 

EQUITABLE  LIFE  ASSUR  SOC  ot  the  U  S  with  Michael  Pisapia. 
I35th  St.  No  229  West.  Extension  mort.  Dec  6.  Dec  10.  1906. 
7:1941.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Hannah  Abra- 
ham. 67th  St.  No  232  West.  Extension  mort.  Nov  1.  Dec 
10.  1906.     4:11.58.  nom 

EQUITABLE  LIFE  ASSUR  SOC  ot  the  U  S  with  Hannah  Abraham. 
67th  St.  No  208  West.  Extension  mort.  Nov  1.  Dec  10,  1906. 
4:1158.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Louis  Margolin. 


Extension  mort.     Dec  5. 


Dec  10,  1906. 
nom 


(;7th  st,  No  204  West. 
4:11.58. 

EQUITABLE  LIFE  ASSUR  SOC  ot  the  U  S  with  Louis  Margolin. 
67th  st,  No  210  West.  Extension  mort.  Nov  — .  Dec  10, 
1006.      4:11.58.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Chas  Gulden. 
Madison  av.  Nos  1142  and  1144.  Extension  mort.  Sept  1. 
Dec  10.   1006.     5:1496.  nom 

Esselborn,  Wm  to  Wm  L  Raymond  and  ano  trustees  Thomas  Mc- 
Mullen.  51st  No  548,  s  s,  175  e  11th  av,  25x120.4x2.5x116.7. 
Dec  7,  3  years,  41/2%.     Dec  S,   1906.     4:1079.  10.000 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Catherine  A  Ham- 
ershlag  and  ano.  Delancey  st.  Nos  64  and  60.  Extension  mort. 
Nov  28.     Dec  7.  190t!.     2:415.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Mary  A  McNa- 
mara.  Howard  st,  No  3.  Extension  mort.  ,  Oct  1.  Dec  7. 
1906.     1:208.  nom 

EQUITABLE  LIFE  AS3UR  SOC  of  the  U  S  with  Harry  Ginsburg. 
66th  st.  No  249  West.  Extension  mort.  Nov  26.  Dec  7,  -19015. 
4:1158.  nom 

EQUITABLE  LIFE  ASSUR  SOC  ot  the  U  S  with  Lydia  A  Clark. 
Riverside  Drive,  Nc  353.  Extension  mort.  Sept  1.  Dec  7, 
1906.     7:1892.  nom 

Eakin,  Margaret  to  LAWYERS  TITLE  INS  &  TRUST  CO.  Lex- 
ington av.  No  283,  e  s,  47.9  s  37th  st.  25.6x80.  Dec  13,  100(i.  3 
years.   5%.     3:892.  40,000 

Fox,  Isaac  to  Martha  V  Woodhull.  117th  st.  No  45,  n  s,  335  e 
Lenox  av,  25x100.11.  Nov  8,  3  years,  5%.  Dec  13,  1906. 
6:1601.  21,000 

Federman,  Saul  to  Lilly  Seelig.  125th  st.  Nos  337  and  339,  n  s, 
140  w  1st  av.  2  lots,  each  25x99.11.  2  morts,  each  $2,500.  2 
prior  morts,  ?18,000  each.  Dec  12,  3  years,  6%.  Dec  13,  190(3. 
6:1802.  5.000 

Franklin.  Mary  A  to  Hannah  B  Anger.  78th  st.  Nos  323  and  325, 
n  s,  275  w  1st  av,  2  lots,  each  25x102.2.  2  morts,  each  $1,500. 
2  prior  morts,  each  $ — .  Dec  10,  due  March  1,  1908,  6%.  Dec 
12.  19<X>.     5:14.53.  3,000 

Fullan,  Sarah  to  Catholic  Womens  Benevolent  Legion,  a  corpn. 
39th  St.  No  315.  n  s,  225  w  Sth  av,  25x98.9.  P  M.  Dec  12.  3 
years,  5%.     Dec  13,  1906.     3:763.  15.000 

Franklin,  Mary  A  and  Margt  M  Miller  with  Virginia  Danziger  and 
ano  exrs  Max  Danziger.  7Sth  St.  Nos  319  and  821  East.  Two 
subordination  agreements.     Dec  10.     Dec  12,  100(5.     5:14.53.        nom 

Friedman,  Chas  and  Henry  to  Eliza  M  Zerega  et  al  trustees  Augus- 
tus Zerega.  100th  st.  No  322  and  324  on  map  Nos  318  and  320, 
s  s,  303.4  e  2d  av,  49.4x100.11.  Dec  11,  5  years,  5%.  Dec 
12.    1906.     6:1671.  43,000 

Fox.  Isaac  to  LAWYERS  TITLE  INS  &  TRUST  CO.  SSth  st.  No 
206.  s,  s.  160  e  3d  av,  runs  w  —  x  s  100.8  x  e  32.8  x  n  lOO.S  to 
beginning.     Dec  11.  5  years.  5%.     Dec  13.  1906.     5:1.5.3.3.      32,.500 

Faust,  Charles  to  Louise  F  Runk  and  ano  trustees  Thomas  F 
Jeremiah.  Chrystie  st.  No  82.  e  s.  abt  100  n  Hester  st,  25x100. 
Dec  12.  5  years,  5%.     Dec  13.  190(5.     1:305.  32.000 

Same  with  same.  Same  property.  Subordination  agreement.  Dec 
12.      Dec   13,   1906.     1:305.  nom 

Feder,  Morris  H  to  Isaac  Blumberg.  84th  st.  No  33.  n  s,  310  e 
Columbus  av,  20x102.2.     Dec  7.  1906,  6  months,  —%.     4:1198. 

notes,  2,500 

Fritz,  Fannie.  Brooklyn.  N  Y.  to  Niagara  Wood  Working  Co.  Av 
A.  No  1353.  n  w  cor  72d  st.  Nos  437  and  439.  25.8x100.  Prior 
mort  $40,000.     Dec  5.  4  months,  — %.     Dec  8,   1906, 


5:1467. 
1,200 
135th   st,   Nos  625   and 
P  M.     Dec   10,   190(5. 
16,000 
135th  st,  Nos  621  and 
P  M.     Dec  10,   1906,   5 
14,.50O 


Fichter.   Herman   to   Really  Transfer  Co. 

627.   n  s,   377.7  w  Broadway.   52.5x99.11. 

5   years,   6%.      7:2002. 
Fichter.   Herman   to   Realty  Transfer  Co. 

623.   n   s.  325   w  Broadway,  52.7x99.11. 

years,    (5%.      7:2002. 
Feehan,  Mary  wife  of  and  John  to  Herbert  G  Streat  trustee  Abram 

Beekman.     ]05th  st.  No  5    n  s,  125  e  5th  av,  2.5x100.11.     Dec  1, 

3  years,  4'';.     Dec  10.  1900.     6:1011.  10.000 

Fritz,    Fannie,    of    Brooklyn,    to   Gustave    Katz   et   al.      Av    A,    No 

1.353,   n  w  cor  72d  st,   Nos  437  and  439.  25.8x100.     Prior  mort 

.$41,200.      Dec    11,    19(J6,   due    on   completion   of   contracts.   —%. 

5:1467.  notes.   5  900 

Faour,  Geo  J,  Danl  J  and  Dominick  J,  Brooklyn,  N  Y,  to  Mary  M 

Austen.     Greenwich  st.  Nos  102  and  104.  w  s.  109.9  n  Rector  st. 

runs  w  —  x  n  50  X  e  —  to  st  x  s  50  to  beginning.     P  M.     Prior 

mort  $35,000.     Sept  6,  due  Dec  11,  1911,  — %.     Dec  11,  1906. 

1:53.  32,500 


The  text  ot  these  pages  Is  copTrlghted.     All  rights  are  reserved.         Notice  Is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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HECLA  IRON  WORKS  j  Ardiitectural Bronze 


North    iOth,  I  1th  and   12th  STREETS 
BROOKLYN,  -  -  -  NEW  YORK 


AND 


IRON  WORK 


Friedman  Henrv  and  Chas  to  Frank  Hillman  and  ano.  100th  st. 
Nos  32(1  to  330.  s  s.  100  w  1st  av,  148x100.11.  Dec  11,  190fi, 
demand.  G%.     6:1(571.  '^^A^ 

Fensterheim  and  Louis  Tanz  to  LAWYERS  TITLE  INS  &  TRUST 
CO      Suffolk  St.  No  55.  w  s.  75  s  Broome  st,  25x7o.     Dec  10.  5 


CO.     Suffolk 
years 


Dec   11.   19(16. 


:351. 


21.000 


Same  to  Hyman  D  Baker  and  ano.  Same  property.  Prior  mort 
.1:21,000.     Dec  10.   due  Jan  1.   1911,   G%.     Dec   11,   1006.     2:3-1^ 

0,000 

Fensterheim.  Samuel  and  Louis  Tanz  to  LAWYERS  TITLEJNS  & 
TRUST  CO.  Suffolk  St.  No  57.  w  s.  .50  s  Broome  st.  2oxio.  Dec 
10.  5  years.  5^,.     Dec  11.  1006.     2:351.  «iai2,A^° 

Same  to  Joseph  Wilkenfeld.  Same  property.  Prior  mort  •>1-J.000. 
Dec  10.  2  vears.  6<7..     Dec  11.  1906.     2:351.  o.OOO 

Forrest.  Richard  E  and  Louise  H,  of  Cedarhurst.  L  I.  to  GIRARD 
TRUST  CO  and  Emma  L  Forrest  trustees  Molton  H  Forrest. 
70th  St.  No  160.  s  s,  260.2  -.v  3d  av,  19.9x100.5.  Dec  G,  3  yrs. 
5T.     Dec   11.  inOG.     5:1404.  2o,000 

Franklin.  Mary  A  to  Virginia  Danziger  and  ano  exrs  Max  Danj 
ziger.  7Sth  st.  Nos  319  to  325.  n  s.  275  w  1st  av,  4  lots  each  2.1 
xlC  2  4PM  morts,  each  .$16,500.  Dec  10.  due  Feb  lo.  1911. 
5%.  ■  Dec   11.   1906.     5:1453  J^'^^ 

Frank.  Abraham  to  Gustave  Walker  and  ano.  14.^d  st  No  Ida.  n 
s  3.50  w  Lenox  av.  37.6x90.11.  P  M.  Prior  mort  ^.ab.oOO.  Dec 
10    3  vears,  G^c-     Dec  11,  1906.     7:2012.  S.oOO 

Frank    Louis  to  UNION  TRUST  CO  of  N  Y.     Norfolk  st.  No    ii. 
w  s    125  S  n  Broome  st.  27x100  3x27.4x100.2.     Dec  10,  due  Oct^ 
4,  1911,  4'i<*.     Dec  11.  1906.     2:352.  IS.oOO 

First  African  Methodist  Episcopal  Bethel  Church  of  the  City  N  Y 
to  Geo  W  Wickersham  and  ano  trustees  Samuel  McLean.  2oth 
st.  No  2.S5,  n  s,  375  w  7th  av,  80x98.9.  Dec  11,  1906,  3  years 
50/       3  •  77.5  34,(X)0 

Fox'^'lsaac  to  Rosehill  Realty  Corpn.  SSth  st.  No  206,  s  s  127_e 
3d  av,  .3.8x100.8.  Prior  mort  $32,.500.  Dec  11,  due  June  1,  190l, 
6%.     Dec  13,  1006.     5:1533.  ^  12.000 

Geraerdts  Theodorus  H  and  Wm  Gereardts  to  John  A  Stewart  et 
al  trustees  of  LIVERPOOL  &  LONDON  &  GLOBE  INS  CO  in 
N  Y  llSth  st  No  420  s  s,  100  e  Amsterdam  av,  b2.bxl00.11. 
bee  12.  1906,  3  years.  4%<^c.     7:1961.  3^*^*^ 

Gold  Rosa  to  Marv  McMahon  et  al  trustees  Wm  McMahon.  Allen 
=1  No  124  e  s.  iOO  n  Delancey  st.  33.6x87.6.  Dec  10,  3  years 
5'i.     Dec  11.   1906.     2:41.5.  ^   30,000 

Goldberg  Morris  and  Babbet  Flower  to  Isabel  D  Curtis.  Suffolk 
st.  No  135,  w  s.  150  s  Stanton  st,  25x100.4.  Dec  10.  3  yrs,  5%. 
Dec   11.   1906.     2':354.  „_  ^     ^    ^^    2o000 

Gross,  John  and  Emil  Roth  to  Karl  M  Wallach.  dth  st  No  Z-la. 
n  s  .155  w  2d  av.  2.5x102  2.  P  M.  Prior  mort  $24,000.  Nov 
30  '12  vears,   6^c.     Dec  11.   1906.     5:1432.  16.000 

Greenbaum,  Jos  L,  Louis  Schwartz  and  Adolph  Ellasberg  to  Ben- 
nett   Bernstein    and   ano    exrs   Max    L   Bernstein.      Broadway    or 
Kingsbridge  road,  w  s,  170.9  s  190th  st,  runs  w  0S0.6  x  s  190.6 
X  e  41.5.3 'to  road  x  n  111.10  x  again  n  79.1  to  beginning.     Nov_ 
•'6    3  vears,  5^:; .     Dec  11.  1906.     8:2180.  lo.ioO 

Groebscli.  Ida  to  Alfred  Stuve.  132d  st.  No  46,  s  s.  460  w  oth  av, 
25x99.11.  Prior  mort  $15,000.  Dec  5,  5  years,  59c.  Dec  lil 
1906      6]7''9  3.00D 

Glover  Franc'es  L  to  TITLE  GUARANTEE  &  TRUST  CO.  30th 
st.  No  .39,  n  s.  240  e  Madison  av,  20x98.9.  Dec  7,  due,  &c  as 
per  bond.     Dec  10.  1906.     3:860.  20,000 

Gentzsch  Carl  to  Magdalena  Volkel  extrx  Leonhard  "V  olkel. 
Mitchell  pi.  No  6.  n  s.  90  e  1st  av,  18x80.10.  Dec  10,  1906.  3 
years,  ^'/r.     5:1361.  4000 

Goldstein,  Sophie  M  and  Bertha  Abrams  to  Solomon  Moses.  Ib.id 
st  No  438,  s  s,  2.50  e  Amsterdam  av,  25x112.6.  Prior  mort 
.$20  000.     Dec  4,  due  Feb  26,  1900,  6%.     Dec  10.  1906.     8:2110. 

0.000 

Garfield,   Nathan  and  Adolph  Cypress  and  Nathan  Glassheim  with 

Eleanor  K  Jay.     Pitt  st.  No  53.     Subordination  agreement.     Dec 

5.     Dec  8.  1906.     2:343.  -,^0°^™ 

Granite  Luigi  with  TITLE  GUARANTEE  AND  TRUST  CO.     108th 

st     No    234    East.      Subordination    agreement.      Dec   6.      Dec    8, 

1906.     6:1657.  ^„  -,-,0°°°' 

Garfield,  Nathan  to  Eleanor  K  Jay.  Pitt  st.  No  53,  w  s,  128  n 
Delancey  st,  22x100.     Dec  8.   1906,  5  years.  5%.     2:.343.       23000 

Grosberg,  Robert  to  Abraham  Israel.  Cherry  st,  No  416,  s  s,  250 
w  Jackson  st.  25x97.8.  Prior  mort  $20,000.  Dec  8,  1905,  3  yrs, 
{\%.     Dec  7,  1906.     1:261.  5,000 

Gardner,  Eliz  P  to  Geo  A  Gardner.  130th  st.  No  57,  n  s,'  235  e 
Lenox  av,  20.x99.11.     P  M.     Dec  7,  1906,  1  year,  5%.     6:1728. 

5,000 

Glauber.  Nathan  L  to  TITLE  INS  CO  of  N  Y.  135th  st.  Nos  49 
and  51.  n  s.  297.6  e  Lenox  av,  37.6x99.11.  Dec  7,  1906,  due 
June  30,  1911,  5%.     6:1733.  35.000 

Glauber.  Sigmund  and  Nathan  L  to  TITLE  INS  CO  of  N  Y.  135th 
st,  Nos  53  and  55,  n  s.  260  e  Lenox  av,  37.6x99,11.  Dec  7, 
1900,  due  June  30,  1911.  5%.     6:1733.  35,000 

Goodman,  Abraham  to  Mishkind-Feinberg  Realty  Co.  135th  st. 
Nos  25  to  31.  n  s,  285  w  5th  av.  125x99.11.  Dec  6,  demand. 
6%.     Deo  7,  1906.     6:1733.  2,000 

Goldberg,  Meyer  and  Abraham  Greenberg  to  COMMONWEALTH 
INS  CO  of  N  Y.  11th  av,  Nos  716  and  718,  s  e  cor  51st  st.  No 
560,  50.2x59.11.     Dec  12,  3  years,  5%.     Dec  13,  1906.     4:1079. 

15,000 

Goldberg,  Morris  to  Bertha  Tim.  Monroe  st.  No  258,  s  s,  225  w 
Jackson   st,   25x%   block.      Dec   13,   1906,   4  years,   5%.    1:261. 

25,000 

Geller,  Saml  G  to  John  A  Stewart  et  al  trustees  of  LIVERPOOL 
&  LONDON  &  GLOBE  INS  CO  in  N  Y.  SSth  st,  Nos  229  to  233, 
n  s,  154  w  2d  av,  3  lots,  each  27x102.2.  3  morts,  each  $14,000. 
Dec  12,  3  years.  4%%.     Dec  13,  1906.     5:1531.  42,000 

Same  to  Geo  F  Anger.  Same  property.  3  morts,  each  .$4,700; 
3  prior  morts,  each  $14,000.  Dec  12,  3  years,  6%.  Dec  13,  1906. 
5:1531.  14.100 

Gerdes,  John  F,  Wm  A  and  Henry  A  to  WASHINGTON  TRUST  CO 
OF  N  Y  as  committee  Henry  A  Moore.  Thompson  st,  Nos  98  and 
100,  e  s,  226  s  Prince  st,  runs  e  95.3  x  s  24.11  x  w  0.5  x  s  25  x 
w  94.6  to  st  X  n  50.3  to  beginning.  Dec  12,  1906,  due  Feb  20, 
1910,  41/2%.     2:502.  53,000 


Goldberg.  Israel  H,  Jersey  City.  N  J,  and  Otto  Wagner  with  Jacob 
Low.  61st  st,  N>  241,  n  s,  200  e  West  End  av.  25x100.5.  Subor- 
dination   agreement.      Nov    28.      Dec    12,    19()6.      4:1153.  nom 

Same  with  METROPOLITAN  SAVINGS  BANK  OF  CITY  N  Y.  Same 
property.      Subordination    agreement.      Nov    28.    Dec    12,    1906.  ■ 
4:1153.  nom. 

Goldberg.  Israel  H  of  Jersey  City.  N  J,  to  METROPOLITAN  SAV- 
INGS BANK.  61st  St.  No  241.  n  s.  200  e  West  End  av,  25x100.5. 
Dec    11,    5   years.   5°/.      Dec   12.    1906.      4:11.53.  12,000 

Goldberg,  Israel  H,  of  Hudson  Co,  N  J.  .to  Jacob  Low.  61st  st, 
No  241,  n  s,  200  e  West  End  av,  25x100.5.  Prior  mort  $12,000. 
Dec    11,   2   years,    0°/..      Dec    12.    1906,      4:1153.  2,000 

German,  Hvman  to  Marv  G  Richardson.  2d  av.  No  182,  e  s, 
82.7  s  12th  st,  20.7x100.  Dec  11,  6  years,  4%%.  Dec  12. 
1906.  2:4.53.  17.000 

Goodman.  Gustav  with  Anna  M  Goebel.  81st  st.  No  225,  n  s, 
279.7   e   3d   av,   25.5x102.2.     Subordination   agreement.      Dec   11. 


Dec   12.   1906. 


:1527. 


1907 


4V-,%.      Dec   10. 
8000 


Gottilla.  Ferdinando  and  Pietro  Genchi  to  Aaron  Reichbart.  60th 
st,  No  321,  n  s,  325  w  1st  av,  25x100.5.  P  M.  Prior  mort 
$16,590.     Dec  12,  2  years.  6°/.     Dec  13.  1906.     5:1435.        3,160 

Garfiel,  Chas  with  Martha  V  Woodhull.  117th  st.  No  45.  n  s, 
.3.35  e  Lenox  av.  25xl(Xt.ll.  Subordination  agreement.  Dec  1. 
Dec  13.  1906.     6:1601.  nom 

Hamburger.  Barnett  and  Jonas  Weil  and  Bernard  Mayer  with 
LAWYERS  TITLE  INSURANCE  &  TRUST  CO.  92d  st,  Nos 
155  to  167  East.  Subordination  agreement.  Dec  12.  Dec  13, 
1906.     5:1.521.  nom 

Hanemaayer,  Huig,  of  Jersey  City,  and  Albert  W  Meyer,  of  Ro- 
selle.  New  Jersey,  to  Chas  M  Weeks.  Cedar  st.  No  137,  n  s, 
89.10  e  Washington  st.  18.1x54x19.3x53;  Cedar  st.  No  135.  n  s, 
77  w  Greenwich  st,  18x.54.  Dec  5,  3  years,  5%.  Dec  12,  1906. 
1:.54.  35.000 

Same  and  David  Taylor  with  same.  Same  property.  Subordination 
agreement.     Dec  .5.     Dec  12.  1906.     1:.54.  nom 

Hillerv.  Hellen  wife  of  and  Wm  J  to  Marie  Cleszewski.  ]9th  st. 
No  451  West.  Leasehold.  Dec  10,  1  year,  6%.  Dec  12,  1906. 
3:717.  .590 

Hamburger.  Birnett  to  LAVv'YERS  TITLE  INS  &  TRT^ST  CO. 
92d  St.  Nos  1.55  to  167.  n  s.  150  w  3d  av.  3  lots,  each  42  .8x100.8. 
3  morts,  each  $42  500.  Dec  12.  5  years,  5%.  Dec  13.  1906. 
5:1521.  12-..500 

Hochheiser.  Katie.  Victor  L  Drellich  to  Anna  M  Goebel.  81st  st. 
No  225,  n  s,  279.7  e  3d  av.  25.5x102.2.  Given  in  place  of  mort 
recorded  May  1.  1895.  Dec  12,  1906,  due,  &c,  as  per  bond. 
5:1.527.  15.000 

Hauser.  David  to  Morris  E  Gossett.  84th  st.  Nos  315  to  319. 
n  s,  200  e  2d  av.  .50x102.2.  Prior  mort  $61,500.  Dec  4,  due 
June    4.    1907,    6V.      Dec    12.    1906.      5:1.547.  5.000 

Hvman,  Elias  to  Louis  I  Harris  and  ano.  1.54th  st,  Nos  24.8  to 
2I"0.  s  s.  175  e  8th  av  150x09.11.  P  M.  Prior  mort  .«17S,000. 
Dec    1,   due   June   1.    1907.   6%.      Dec   12.    1906.      7:2039.         6,000 

Hennessy.   James   A   to   Bennett   Bernstein.    1.3.3d   st.   No   162.   s   s. 
166.3   e   7th   av,    17x99.11.      Due   Nov   11. 
1906.      7:1917. 

Hewlett  Herbert  D.  of  Pomona,  N  Y.  and  Mary  H  wife  Harry  F 
Johnson,  of  Rutherford,  N  J.  heirs  John  Hewlett  to  TT  S  TRUST 
CO  OF  N  Y.  6th  av.  No  514,  e  s.  42  s  31st  st.  21x60.  Dec 
10.    due.    &c.    as   per  bond.      Dec   12,    1906.      3:8.32.  1.500 

Hoohstadter.  Emma  G  to  Henry  C  Rosenbaum  and  ano  trustees. 
71st  St.  No  313.  n  s,  175  w  West  End  av.  17x102.2.  Dec  11. 
due.  &c.  as  per  bond.   Dec  12    1906.     4:1183.  20.000 

Hamburger.  Barnett  to  Jonas  Weil  and  ano.  92d  st.  Nos  155  to 
167.  n  s.  150  w  3d  av.  128^100.8.  Prior  mort  $42,500.  Dec 
12.    1906.    demand.    6°/.      5:1521.  20.200 

Hvman.  Elias  to  T^ouis  I  Harris  and  ano.  154th  st,  Nos  2-58  and 
260.  s  s,  17.5  e  8th  av.  37.6x99.11.  Given  to  secure  nerformanoe 
and  nrocure  discharge  of  lispendens  on  Nos  602,  604  and  612 
to  618  and  622  St  Nicholas  av.  Prior  mort  .<S50,50O.  Dec  11. 
due   Mar   15.   1911,   —X.     Dec   12.   1906.   7:20.39.  1.500 

Hamerschlag.  Mark  and  Cath  A  his  wife  and  Rachel  wife  and  .'\b- 
raham  Liebeskind  to  Edmund  HendnVks  and  ano  trustees  Fanny 
Hendricks.  .5Sth  st.  No  414.  s  s.  181. 5  e  1st  av,  25xl(X).4.  Dec 
5.  5  years.  4%%.     Dec  11.  1906.     5:1369.  16.000 

Henner.  Samuel  and  Harris  to  Eliz  Betz.  Division  st.  No  42.  n  s. 
26.7x98x2.5.x85  e  s.     Dec  10.  5  years,  5%.     Dec  11,  1906.  1:2S9. 

30.000 

Harris.  Philip  and  Morris  Unger  to  LAWYERS  TITLE  INS  & 
TRUST  CO.     52d  st.  No  515.  n  s,  200  w  10th  av,  25x100.5.     Dec 

10.  3  years.   .5^^.      Dec   11.   1906.     4:1081.  12..500 
Same   and   Bernard   Havanagh   with   same.      Same   property.      Sub- 
ordination  agreement.      Dec   10.      Dec   11.   1906.     4:10Si.  nom 

Holworthv  Chambers,  a  corpn.  to  EQUITABLE  LIFE  ASSUR  SOC 
of  the  U  S.  Madison  av.  No  1.54,  w  s.  17.1  n  32d  st.  16.1x95. 
P  M.     Nov  21,  due  Jan  1,  1910,  4%%,     Dec  11,  1906.     3:862. 

40,000 

Hall,  Cath  C  to  THE  FARMERS  LOAN  &  TRUST  CO.  36th  st. 
No  5.  n  s,  1.50  w  5th  av,  25x98.9.     Dec  7,  3  years,  — %,     Dec 

11,  1906.     3:838.  75,000 
Hall.  Wm  H.  N  Y,  and  Jennie  H  Lary.  of  Greenwich.  Conn,  to  .Ad- 
dison  Brown   exr  and  trustee   Chas  H  Noyes.     69th   st.   No  .304, 

s  s,  125  w  West  End  av,  25x100.5.  Prior  mort  $9,500.  Dec  1. 
5  years.  .514%.     Dec  11,  1906.     4:1180.  15.000 

Hunter.  Frances  H.  of  Boston,  Mass.  to  FARMERS  LO.\N  & 
TRUST  CO.  115th  St.  No  73.  n  s.  175  e  Lenox  av,  25x100  11. 
Dec  7.  3  years.  — %.     Dec  10,  1906.     6:1.599.  15.000 

Hvgeia  Distilled  Water  Co  to  Harris  D  Colt.  Jane  st.  Nos  88  and 
90.  s  s.  112.6  e  Washington  st.  43.2x160.1  to  n  s  12th  st,  Nos 
.357  and  3.59.  x44xl60.1.  Dec  6,  due  Aug  1,  1909,  4%%.  Dec 
7,  1906.     2:641.  25.000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Dec  7,  1906.    2:641.  

Houston,  Wm  J  to  AMERICAN  SAVINGS  BANK.  66th  st.  n  s. 
300  w  West  End  av.  .55x101.9x71.10x100.5.  P  M.  Dec  4,  3 
years,  5Cf,     Dec  7,  1906.     4:1178.  22,500 

Helm,  Selma  S  to  Daniel  L  Mott,  82d  st,  No  241,  n  s,  137.6  w 
2d  av.  15x102.2.  Prior  mort  $4,000.  Dec  5,  1  year,  6%.  Dec 
7,  1906.     5:1582.  1,300 


Ths.tezt  (4  these  pasee  la  copyrisUed.    AU  rlshts  are. resenred- .      Notice  U  hereby  given  4hat  lafrlogeiiieDt  will  Icftd  to  i^oeeeatla&. 


December  15,  1906     Uortgagei 
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THE    GEORGE    A.    JUST    COMPANY 

239   Vernon    Ave.,    Boro.  of  Queens,   New  York  City 

IRONWORK    FOR    BUILDINGS 


Hirsch,    Bella   individ   and   as   extrx,   and   Leo   H   Hirsch   and   Edw 

L  Melerhof  exrs  Julius  Hirsch  and  ano  to  FULTON  TRUST  CO 

of  N   Y.     Pearl   si.   No   294,   s   s,   70.0  e   Beekman  st,   20.8x85.4. 

Nov  30,  due,   &c,  as  per  bond.     Dec  7,  1900.     1:08.  15,000 

Hencken,    Henry    and    Abram    Bachrach    with    CENTRAL    TRUST 

CO  of  N  Y.     96th  St,   No  222  East.     Subordination  mort.     Dec 

7.  1000.     5;1541.  nom 

Hermann,    Harriet   to   F   &   M   Schaefer   Brewing   Co.      3d   av.   No 

1810.  Saloon  lease.  Dec  7,  1900,  demand,  0%.  6:1628.  3.500 
Hencken,   Henry   to   CENTRAL  TRUST   CO  of  N   Y.     96th   st.   No 

222,   s   s,   305  e   3d  av,   32x100.8.     Dec  7,   1900,   5  years,   5%. 

5:1541.  27,000 

Holworthy  Chambers,  a  corpu.  to  Stephen  C  Clark.     Madison  av. 

No  152,  n  w  cor  32d  st,  Nos  21  and  23,  17.1x95.     Dec  13,  1900. 

due,  &c,  as  per  bond.     3:862.  ^       75,000 

Same  to  same.     Certificate  as  to  above  mort.    Dec  13,  1906.  3:862. 

Horner,  Richd  to  Maria  G  Messenger  and  ano.  119th  st,  No  451, 
n  s,  75  w  Pleasant  av,  SSxlOO.lO.  Dec  4,  3  years,  5%.  Dec  13, 
1906.     0:1807.  22,000 

Same  and  Henry  H  Longstreet  with  same.  Same  property.  Sub- 
ordination agreement.     Dec  4.     Dec  13,  1906.     6:1807.  nom 

Hoffman,  Israel  to  Joseph  Brucker  and  ano.  Amsterdam  av,  Nos 
2170  and  2178,  s  w  cor  108th  st.  No  500,  50x100.  Dec  1,  3  years. 
6%.     Dec  13,  1906.       8:2123.  9,750 

Irving  P  Lovejoy  Co  to  Chas  F  Noyes.  Leonard  st.  No  31.  n  s, 
50.8  w  West  Broadway,  24.4x91.10x24.4x91.8.  Leasehold.  Prior 
mort  $14,500.  Dec  10,  due  Jan  28,  1907,  6%.  Dec  11,  1906. 
1:179.  1.500 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Dec  10.     Deo  11.  1900.     1:170.  

Island  Realty  Co  to  Margt  0  Sage.  Broadway,  Nos  1180  to  1190, 
s  e  cor  20th  st,  Nos  10  to  20,  105.8x138.5x98.9x176.2.  Dec  11, 
1900,  due  Feb  1,   1910,  4i^%.     3:830.  1.650,000 

Same  to  same.  Same  property.  Certificate  as  to  consent  of  stock- 
holders  to   above   mort.      Dec   10.      Dec   11,   IflOl!.      3:830.       

Island  Realty  Co  to  Margt  0  Sage.  0th  av,  Nos  750  to  770,  n  e 
cor  43d  st,  200.10  to  44th  st  x240.  Dec  11,  1900,  due  Feb  1, 
1910,  4V2%.     5:1259.  1,200,000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Dec  10.     Dec  11,   1900.     5:1250.  

Island  Realty  Co  to  Margt  O  Sage.  34th  st,  Nos  108  and  110,  s  s. 
643  e  7th  av,  47.3x98.9.  Dec  11,  1906,  due  Feb  1,  1910,  4%%. 
4:995  4.50,000 

Same  tu  same.  Same  property.  Certificate  as  to  above  mort.  Dec 
10.     Dec  11,  1906.     4:995  

Island   Realty  Co  to  FARMERS  LOAN  &  TRUST  CO.     Broadway, 
Nos  1769  to  1787,  8th  av,  Nos  970  to  988,  57th  st,  Nos  241  and 
243,  58th  st,  Nos  242  and  244,  the  block.     Dec  11,  1006,  3  yrs 
— %.      4:1020.                                                                                 000,000 
Dec  10.     Dec  11,  1000.    4:1029.  ■ 

Island  Realty  Co  to  Margt  O  Sage.  Broadway,  Nos  1881  to  1885, 
n  w  cor  62d  st,  87.3x46.1x75.5x89.11.  Dec  11,  1900,  due  Feb 
1,  1910,  4%%.     4:1115.  175,000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Dec   10.      Dec    11,   19<Xi.     4:1115.  • 

Iselin,  Alice  to  TITLE  GUARANTEE  &  TRUST  CO.  73d  st.  No  12, 
s  s,  185  e  5th  av,  22.0x102.2.  P  M.  Dec  12,  1906,  due,  &c,  as 
per  bond.     5:1387.  45,000 

Imperato,  P  Realty  Co  to  Vincent  Garofalo.  115th  st,  Nos  330 
and  332,  s  s.  360  e  2d  av,  2  lots,  each  20x100.11.     Two  P  M 

morts,    each   $1,500;    two   prior   morts  $ each.      Dec   5,   due 

June  30,  1909,  6%.     Dec  12,  1906.     6:1686.  3,000 

Ireland,  John  B  and  Adelia  D  to  Frederick  Sheldon.  1,3th  st.  No 
300.  s  s,  28.10  e  4th  st,  28.0x41.5x25x55.2.  Dec  0,  due  Dec  1, 
1909,  5%.     Dec  10,  1900.     2:016.  14.000 

Ireland,  John  B  and  Adelia  D  to  Frank  H  Keeler.  13th  st.  No 
300,  s  s,  28.10  e  4th  st,  28.6x41.5.x25x55.2.  Nov  28,  1  year, 
6%.     Dec  10,  1906.     2:010.  2.500 

Imperato,  Salvatore  to  Cath  Ferari.  1st  av.  No  2021,  w  s,  25.11 
n  104th  st,  25x75.     P  M.     Nov  22,  due  Nov  15,  1911,  — %.     Dec 

7.  1906.     6:1670.  15,000 
Jacobs,  Aaron  and  Joseph  Jacobs  to  Daniel  A  Davis  and  ano  trus- 
tees for  Marion  B  Eldredge  will  Orris  K  Eldredge.     Division  st, 
Nos  37  and  37y2,  s  s,  442.0  e  Catharine  st,  25.x08.0.  Dec  7,  1006. 

5  years,  41/2%.      1:281.  20,000 

Joffe,  Julius  to  Bella  Hirsch  ind>vid  and  as  extrx  et  al  exrs  Julius 

Hirsch.     2d  av,  Nos  017  and  919,  s  w  cor  49th  st.  No  258.  70.5 

x20.     P  M.     Prior  mort  $11,000.     Dec  4,  due  Jan  1,  1912,  0%. 

Dec  7,  1906.     5:1322.  11,500 

Same  to  FULTON  TRUST  CO.     Same  property.     P  M.     Dec  6,  due. 

&c,  as  per  bond.     Dec  7,  1906.     5:1322.  11,000 

Jaeger,  Frank  with  TITLE  INS  CO  of  N  Y.     135th  st,  Nos  45  and 

47,  n  s,  335  e  Lenox  av,  37.0x99.11.     Subordination  mort.     Dec 

5.     Dec  7,  1006.     6:1733.  nom 

Junction    Realty   Co    to   John   E   Marsh   and   ano   exrs,    &c,    Rolph 

Marsh.     Broadway,  Nos  1012  to  1916,  s  e  cor  64th  st,  runs  e  50 

x  s  50.5  X  w  20.8  to  Broadway  x  n  58.4  to  beginning.     Dec  12. 

1906.  5  years,  5%.     4:1110.  05.000 

Same  to   same.     Same  property.     Consent  as  to  above  mort.   Nov 

8.  Dec  12,  1900.     4:1110.  • ■ 

Joel,   Joseph   A   to   Geo   W  Wickersham   and   ano   trustees   Samuel 

McLean.      62d   st.   No   144,    s   s,    100   e   Lexington   av,   20x100.5. 

Dec   7,   3  years.   41/2%.      Dec   11,   1900.     5:1.300.  0.000 

Jones   Louis   M   to   METROPOLITAN  LIFE   INS   CO.      Madison   av. 

No  721,  s  e  cor  64th   st.   No  32,   100.5x132.0.     Dec  10.  due  Nov 

1,   1911,   0%,   until   building  is   completed,   and  5%7cj   thereafter. 

Dec   11,    1900.     5:1378.  750,000 

Kaplan,    George   to   Wm  Jay   as   exr  Mary  E   B   Field.      Henry   st, 

No  238,  s  s,  92.3  w  Montgomery  st,  23.2x100x23.4x100.     Dec  11, 

1900,   5  years,  57o.     1:269.  22,000 

Klein,   Moritz   to   Herman   Burger.     Rivington   st.   No   70,   n   e   cor 

Allen    st.    No    150,    22.4x75.      Prior   mort   $35,000.      Dec    5,    due 

June  5,  1907,  6%.     Dec  10,  100(5.     2:410.  5.000 

Kiernan,  Patrick  to  BOWERY  SAVINGS  BANK.     3d  av,  No  1852, 

w  s.  49.2  n  102d  st,  21.5x102.6.     Dec  10,  1906,  3  years,  4%%. 

6:1630.  9,000 

Klein,  Moritz  with  Freilerick  Wertz.     103d  st,  No  152,  s  s,  49.6  e 

Lexington    av,    26x100.11.      Subordination    mort.      Dec    6.      Dec 

10,   1906.     6:1630.  nom 


Kaplan,  Jacob  E  and  Joseph  with  Frieda  Benjamin.  132d  st.  No 
546,  s  s,  225  w  Amsterdam  av,  25x90.11.  Extension  mort.  May 
15.      Dec   13,   1006.      7:1980.  nom 

Kessler,  Celia  to  Isabel  D  Curtis.  Broome  st.  No  313,  s  s,  74.11 
w  Forsyth  st,  25.2x75.     Dec  6,  3  years,  57o.  Dec  7,  190C.  2:418. 

25,000 

Keithan,  Henry  to  Mary  L  Fraser.  Amsterdam  av.  No  1793, 
e  s,  24.11  s  140th  st,  25x100.  Dec  7,  1006,  due  Dec  1,  1911, 
4%%.     7:2063.  21,000 

Katz,  Carrie  wife  of  Max  to  Herbert  G  Streat  trustee  Abram 
Beekman.  12Sth  st.  No  240,  n  s,  303  e  8th  av,  16x00.11.  Dec 
1,  3  years,  5%.     Dec   13,   1000.     7:1034.  8,000 

Kaplan,  Jacob  E  to  Wm  MacN  Purdy  trustee  John  Purdy  for  bene- 
fit Rosa  MacN  Jones  for  life.  132d  st.  No  546,  s  s,  225  w  Am- 
sterdam av,  25.x99.ll.  Dec  12,  5  years,  5%.  Dec  13,  1!K)6. 
7:1986.  17.000 

Katz,  Isidore,  N  Y,  and  Louis  Rubin,  Brooklyn,  N  Y,  to  Henry 
Sillcocks  trustee  Eliza  A  Sanford.  Cherry  st.  No  155,  s  s,  71 
w  Market  Slip,  20.5x00.4x20.x60.3.  Due,  &c,  as  per  bond.  Dec 
12,   11:100.     1:2.50.  7,000 

Kennedy,  Clement  D  to  Sterling  Realty  Co.  00th  st,  No  119,  n  s, 
180  e  Park  av,  20x100.5.  P  M.  Prior  mort  $27,500.  Dec  12, 
1900,  due,  &c,  as  per  bond.     5:1395.  12,500 

Kann,  Julia  to  Walter  S  Gurnee  et  al  trustees  for  Grace  G  Dyer 
will  Walter  S  Gurnee.  80th  st,  Nos  242  and  244,  s  s,  8G.10  w 
2d  av,  40.3x102.2.     Dec  12,  1900,  4  years,  5%.     5:1525.         21,000 

Kahn,  Henry  E  with  Anna  M  Goebel.  81st  st.  No  225,  n  s,  270.7 
e  3d  av,  25.5x102.2.  Subordination  agreement.  Dec  12,  1000. 
5:1.527.  nom 

Kuku,    Annie    and    Max    Baumstein    to    Morris    Goldberg   and   ano. 
Suffolk'st.  No  135,  w  s,  1.50  s  Stanton  st,  25x100.11.     P  M.     Prior 
mort   $25,000.      Dec   10,   7   years,   0%.      Dec    11,   1906.      2:352. 

13,000 

Kohlhepp,  Chas  F  to  FULTON  TRUST  CO.  Amsterdam  av.  No 
629,  e  s,  70.2  s  91st  st,  25x100.  Dec  12,  due,  &c,  as  per  bond. 
Dec   13,   1906.     4:1221.  18,000 

Kelleher,  Michl  to  Peter  Doelger.  10th  av.  No  .575,  n  w  cor  42d 
st.  No  501.  Saloon  lease.  Dec  5,  demand,  0%.  Dec  12,  1906. 
4:1071.  6,000 

Kurzrok,  Rapfiael  to  Isidore  Jackson  and  ano.  108th  st,  Nos  323 
to  345,  n  s,  100  w  1st  av,  300x100.11.  Dec  6,  demand,  0%. 
Dec  8,   1006.     6:1080.  25,000 

Kopperl.  Celia  to  David  J  King  et  al  exrs  Edw  J  King.  70th  st. 
No  305.  n  s.  100  e  2d  av.  2.5x100.5.  Dec  10,  1900,  5  .years, 
41/2%.     5:1445.  13,000 

Kulla,  Samuel  to  Herman  Wiesner.  40th  st,  Nos  527  to  533, 
n  s,  300  e  11th  av,  100x98.9.     Dec  10,  1906,  5  years,  5%.  4:10()9. 

7,500 

Kane,  Wm  A  to  MUTUAL  LIFE  INS  CO.  70th  st,  No  126,  s  s, 
285  e  4th  av,  20x100.5;  .37th  st,  n  s,  125  e  1st  av,  runs  n  97.0  to 
n  s  Old  Susan  st,  x  e  16.10  x  e  again  189  to  bulkhead  line,  x  s 
05  to  st,  X  w  200  to  beginning;  also  all  title  to  land  in  front  of 
and   adj    and   lands   under   water,   &c,   excepts      parts      released. 

■     Prior  morts.  $ .     Dec  7,  due,  &c,  as  per  bond.     Dec  10,  1006. 

3:069   and   5:1404.  10,000 

Kadin,  Saml  to  Saml  Barkin.  112th  st,  Nos  224  and  226,  on  map 
Nos  224  and  228.  s  s,  255  e  3d  av,  40x100.10.  P  M.  Prior  mort 
.$37.5(X).      Dec   10,  5  years,   6%.      Dec   11,   1906.     0:1001.       15,000 

Lowenstein,  Julius  A  to  Banned  Friend.  Oliver  st.  No  45,  w  s, 
abt  130  s  Madison  st,  25x100.  P  M.  Prior  mort  $21,000.  Nov 
30.   5  years,  ii^/c-     Dec   11,   1!.XI6.     1:278.  ll.CMX) 

Langdon,  Robt  G,  of  Brooklyn,  to  Wm  Jay  and  ano  trustees  Anna 
B  Hunt.  14th  st.  No  252,  s  s,  80  e  8th  av,  22x84.2x27.4x68. 
Dec  0,  3  years,  5%.     Dec  11,   1900.     2:018.  20.000 

Lefkowitz.  Ignatz  to  Saml  Kadin.  112th  st  ,Nos  224  and  220,  on 
map  Nos  224  and  228,  s  s,  255  e  3d  av,  40x100.10.  P  M.  Prior 
mort  $2,750.     Dec  10,   1  year,  0%.     Dec  11,  190<3.     0:1001.    2.750 

Livington,  Johnston,  Egerton  L  Winthrop  and  Geo  L  Rivers  to  Wm 
Jay  and  ano  trustees  tor  Anna  B  Hunt,  5th  av.  No  319,  e  s,  abt 
100.6  s  33d  st,  runs  e  138  x  s  38.3  to  32d  st,  Nos  1  to  5,  x  w 
138  to  av,  X  n  33.3  to  beginning;  also  1-3  part  of  strip  begins 
32d  st,  n  s,  150  e  5th  av,  runs  n  64.3  x  w  12  x  s  04.3  to  st,  x  e 
12  to   beginning.     Dec  0,  3  years,  4%%.     Dec  11,  1900.     3:802. 

13.aX) 

Lowenfeld,  Pincus  and  Wm  Prager  to  WASHINGTON  TRUST  CO 
as  committee  estate  Henry  A  Moore.  Thompson  st,  Nos  98 
and  100,  e  s,  220  s  Prince  st,  runs  e  95  x  s  24.11  x  w  0.5  x  s 
25  X  w  94.0  to  Thompson  st  x  n  50.3  to  beginning.  Release  of 
priority  of  mort.     Dec  12,  1906.     2:502.  nom 

Liberman,  Philip,  Henry  Nechols  and  Jacob  Richard  with  Katie 
T  Schermerhorn  et  al  trustees.  35th  st.  No  252,  s  s,  225  e  8th 
av,  2.5x08.9.  Subordination  agreement.  Dec  10.  Dec  12,  1900. 
3:784.  nom 

Lincoln  Bohemian  Realty  Corpn  to  Rebecca  S  Jacobus  et  al  trus- 
tees Samuel  M  Jacobus.  Av  A.  No  1382,  e  s,  25  s  74th  st,  25.7x 
77.     Dec  12,  1900,  3  years,  5%.     5:1485.  13.500 

Same  to  same.  Consent  of  stockholders  to  above.  Dec  10. 
5:1485.     Dec  12,  1900.  

Same  to  same.  Certificate  of  stockholders  to  above.  Dec  10.  Dec 
12.  1906.     5:148.5.  

Le  Roy.  Edw  A  to  Frances  B  Webb.  40th  st.  No  .58,  s  s,  120  w 
4th  av,  20x100.5.     Oct  14,  3  years,  4y2%.    Dec  13,  1006.    5:1284. 

10,000 

Lincoln  Bohemian  Realty  Corpn  to  Thomas  Capek  and  ano.  Av 
A,  No  1382,  e  s,  25  s  74th  st,  25.7x77.  Prior  mort  $13,500.  Dec 
3.  due  Apr  26,  1907,  6%.     Dec  13,  1906.     5:1485.  3,750 

Ludman,  Joseph  to  LAWYERS  TITLE  INS  &  TRUST  CO.  122d 
st,  Nos  164  to  168,  s  s,  141  e  Lexington  av,  50.5x70.4x50.2x67. 
Dec  6,  5  years,  5%.     Dec  7,  1906.     6:1770.  35,000 

Ludman.   Joseph    to   Saml   Greenblatt.      122d   st,   Nos   164   to   108, 

s   s,    141   e   Lexington   av,   ,50.5x70.4x50.2x07.      Prior  mort   $47.- 

000.      Dec   0,   demand,   0%.      Dec   7,    1900.      6:1770.  4,.50O 

Same  to  Nathan  Glassheim  and  ano.     Same  property.     Prior  mort 

$47,000.     Dec  6,  due  Apr  12,  1907,  6%.     Dec  7,  1900,     6:1770. 

3,000 
Lichtenberg,   Joseph,   Isaac    and   Louis   to   Fleischmann   Realty   & 
Construction  Co,     7th  av,   Nos  2501  and  2503.   n  e   cor  145th 
st,  40x100.     P  M.     Prior  mort  $75,000.     Dec  12,  3  years,  0%. 
Dec  13,  1906.     7:2014.  20,000 


Tha  text  of  these  pages  Is  copyrighted.     All  rights  are  reserred.    Notice  Is  hereby  glyen  that  Infringement  will  lead  to  prosecution. 
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"  LARGEST    DISTRIBUTORS    OF     FRONT     BRICK     IN    THE    WORLD' 


ENAMELED 


FRONT 

BRICKS 


GE.NUINE 


HARVARD" 


Nazareth  and  Saylor's 

P°H.and   CE,ME,NT 

ROSENDALE     CEMENT 


FREDE,NBURG    <5    LOUNSBURY 


Rooms.    63=69,    289    FOURTH    AVENUE,    Corner    22d    Street, 


NEW    YORK 


Loewel,  Jacob  to  Edwin  Balcwin  as  trustee  John  Hardman. 
■iOth  St,  No  3ri3,  n  s.  93.9  w  1st  av,  18.9x100.5.  Dec  0,  1  year, 
5%.     Dec  8,  190li.     5:1342.  7,000 

Langdon,  Peter  to  Kips  Bay  Brewing  &  Malting  Co.  Park  av.  No 
1105.     Saloon  lease.     Dec  4,  demand,  6%.     Dec  10,  190C.  5:1518. 

800 

Lese,  Louis  to  American  Mortgage  Co.  124th  st,  No  300,  s  s,  GO 
w  Ist  av,  20x70x2U.ll.vCl.  P  M.  Nov  30,  3  years.  5%.  Dec 
7,   1900.     6:1800.  4,000 

Loewenthal,  Emil  to  Bessie  Brodezky.  119th  st.  No  513,  n  s,  223 
e  Av  A,  20xlW.10.  Prior  mort  $7,000.  Nov  19,  due  Dec  7, 
1907,  (i%.     Dec  10,   1300.     C.il.SlO.  1,000 

Lyons,  Robert  T  to  Robert  J  Mahoney.  97th  st,  s  s.  300  w  West 
End  av,  71.11  to  Riverside  Drive  xlll. 0x108.10x100.11.  P  M. 
Prior  mort  $70,000.     Dec  10,  1900,  2  years,  57o.     7:1887.     10,000 

Lynch,   Alice   M   wife   of  and   Wm   J   Lynch   to   Adelaide   O   Floyd. 

118th  st.  No  232,  s  s,  210  w  2d  av,  21.11x100.11;   McGraw  av,  n 

•  s,   50  e   Cottage   Grove   av,   25x100;   117th  st.   No   100,   s  s,  47.0 

e  Park  av,  15.10x04.11.     Prior  mort  .$23,500  and  all  liens.     Dec 

'      8,  due  Jan  12,  19U7,  0%.     Dec  10,  1900.     0:1007  and  1044.     3,500 

Lyons,  Robert  T  to  Robert  J  Mahoney.  90th  st,  n  s,  300  w  West 
End  av,  lOOxlOO.ll.  P  M.  Prior  mort  $40,000.  Dec  10,  1900, 
2  years,  5%.     7:1887.  5,500 

Levi,  Lena  and  Carrie  Rothschild  with  David  J  King  et  al  exrs 
Edw  J  King.  70th  st.  No  307,  n  s,  125  e  2d  av,  25x100.5.  Sub- 
ordination agreement.     Dec  10,   1900.     5:1445.  nom 

Levi,  Lena  and  Celia  Kopperl  and  Regina  Katz  with  David  J  King 
et  al  exrs  Edw  J  King.  70th  st,  No  305,  n  s,  100  e  2d  av,  25x 
10f>.5.      Subordination    agreement.      Dec    10,    1900.      5:1445.     nom 

Larchan,  Rebecca  and  Carrie  Rothschild  with  David  J  King  et 
al  exrs  Edwaid  J  King.  70th  st.  No  307,  n  s,  125  e  2d  av, 
25x100.5.      Subordination    agreement.      Dec    10,    1900.      5:1445. 

nom 

Laudenbach,  Leonhard  to  Ambrose  K  Ely.  52d  st.  No  517,  n  s, 
225  w  10th  av,  25x100.5.     Dec  10,  1900,  5  years,  5%.    4:1081. 

16,000 

Same  and  Louis  K  Zitz  with  same.  Same  property.  Subordina- 
tion agreement.      Dec  8.     Dec  10,   1906.     4:1081.  nom 

Lilienthal,  Abraham  W  to  Asher  Simon  Realty  Co.  Morton  st. 
No  14.  s  s,  abt  150  w  Bleecker  st,  25x90.  P  M.  Prior  mort 
$20,000.     Dec  6,   due  May  1,   1909,  0%.     Dec  7,  1900.     2:580. 

3,000 

Larchan,  Joseph  with  DRY  DOCK  SAVINGS  INSTN.  Broome  st. 
No  119.  s  s,  50  e  Pitt  st,  2iix80.  Subordination  mort.  Dec  7, 
1900.     2:330.  nom 

Lockwood,  Lizzie  D  wife  Geo  R  to  Melvina  S  Dennett  et  al  exrs 
Horace  Dennett.  52d  st.  No  18,  s  s.  3(X)  e  5th  av,  20x100.5. 
Dec  0,  demand,  4%.     Dec  10,  1900.     5:1287.  15,000 

McGlone,  Arthur  to  Wm  W  Astor.  Broadway,  No  2549,  w  s, 
75.0  n  95th  st,  25.2x100.  P  M.  Nov  21,  due  Dec  10,  1908,  5%. 
Dec   10,    1000.      4:1243.  gold,   24,000 

Machiz,  Ida  to  A  Gertrjde  Cutter.  77th  st.  No  403,  n  s,  94  e  1st 
av,  25x102.2.     Dec  10,  1900,  5  years,  5%.     5:1472.  17,000 

Same  and  Caroline  Dilenberg  with  same.  Same  property.  Sub- 
ordination agreement.     Dec  10,   1900.     5:1472.  nom 

McGurn.  Wm  B  to  Lion  Brewery.  Canal  st.  No  380.  Saloon  lease. 
Dec   0.     Dec   10,   1900.      1:212.  4.750 

Metzgor.  Sylvan  and  Solomon  Cohen  to  LAWYERS  TITLE  INS  & 
TRUST  CO.  5th  av.  No  1475.  s  e  cor  119th  st.  No  2,  25x85. 
Dec  7,  5  years.  5'7(,.     Dec   10,   1900.     6:1745.  30,000 

Merz,  John  and  Annie  to  John  Merz.  120th  st.  No  510,  s  s,  150  e 
Pleasant  av,  25x100.11.  Nov  30,  5  years,  5%.  Dec  3,  1906. 
0:1816.  Corrects  error  in  last  issue,  when  distance  from  Pleas- 
ant av  was   15.  12,000 

McCord,  Ira  L  to  ROYAL  BANK.  Central  Park  West,  Nos  385  and 
380,  w  s,  25.2  s  99th  st,  55.0x100.  Assignment  of  rents.  Due 
when  amount  shall  be  paid.     Dec  12,  1900.     7:1834.  5,000 

Maran,  Harris  and  Ely  to  ."Andrew  Wilson  as  trustee  Chas  E  Flem- 
ing. 111th  st,  s  s,  150  w  7lh  av,  2  lots,  each  5t1x7].10.  2  morts, 
each  $45,000.     Dec  4.  5  years,  5%.     Dec  8,  1900.     7:1820.      90,000 

McArdle,  Wm  J  to  Ellen  L  Meade.  Cherry  st.  No  440,  n  s,  75  e 
Jackson  st,  25x100.     Aug  9,  1  year,  5%7i>.     Dec  7,  1906.     1:203. 

450 

Munro,  Norma  L  to  Chas  F  Rocker.  59th  st,  Nos  34  and  .30,  s  s, 
270  e  Gth  av,  50x100.5.  1-3  part.  All  title.  Sept  17,  demand, 
0%.      Dec   7.    1900.      5:1274.  3.500 

Meyer,  Hans  Wm  to  Nathalie  Meyer.  Park  av.  No  1226,  w  s,  50.4 
n  95th  st,  25.2x100.  P  M.  Dec  5,  2  years,  0%.  Dec  7,  1900. 
5:1.507.  10,000 

Michelson,  Samuel,  Coytesville,  N  J,  to  Chas  Griften  et  al  trus- 
tees Saml  Willets  for  Walter  R  Willets.  3d  st,  Nos  354  and 
3.50.  s  w  cor  Manhattan  st,  runs  s  09  x  w  31  x  n  10  x  e  0.2  x  n 
12.8  X  w  0.2  X  n  40.4  to  st  x  e  31  to  beginning.  Dec  7,  1906, 
5  years,  5%.     2:357.  30.000 

Same    to    Parmilia    D   Smith.      Same   property.      Prior   mort   $30,- 

000.  Dec  .7,  1900,  due  Feb  2,  1908.  07^.  2:3.57.  4,500 
Mullins.   Bridget  E  to  Margt  Brown.     3d  at,   Nos  43  and  45,   n  w 

cor  Wooster  st,  Nos  233  to  237,  42x74.10.     P  M.     Prior  mort 
$40,0(».     Dec  7,  1906,  1  year,  0%.     2:538.  5,000 

Mesny,  Minnie  H  wife  of  Pedro  S,  of  Guernsey,  Bng,  and  Ida  M 
Harris,  N  Y.  and  Stella  A  wife  Wm  H  Hill  Jr,  of  Cork.  Ireland, 
to  LAWYERS  TITLE  INS  &  TRUST  CO.  7th  av.  No  2290,  s  w 
cor  135th  st,  Nos  200  to  214.  runs  w  125  x  s  99.11  x  e  25  x  n  50 
X  e  100  to  w  B  7th  av  x  n  49.11  to  beginning.     Nov  14,  due  Dec 

1,  1911.  5%.  Dec  7.  190(5.  7:1940.  42,000 
Minkin,    Bernard    S   and    Barnctt   Rebofskv   to   TITLE   INS   CO   of 

N  Y.     135th  st.  Nob  45  and  47,  n  s,  335  e  Lenox  av,  37.0x99.11. 

Dec  7.   1900,   due  June  30,   1907,   5%.     0:1733.  35,000 

Meyer    (Louis)    Realty   Co   to   De  Witt   Stetten.     3d  av,   Nos   1721 

and  1723,  s  e  cor  97th  st.  No  200,  62.llx.51.     Prior  mort  $75.- 

()00.  Dec  1,  due  Jan  1,  1909,  G%.  Dec  13,  1906.  0:1646.  3,000 
Mines,    Harris    to    Henry    Kraus    and    ano    exrs   Henry   Sondheim. 


Clinton  st.  No  49.  w  s,  175  s  Stanton  st,  25xl(X).     Dec  13,  1900, 
due  July   1,   1910,  5%.     2:349.  25.(.X)0 

Same  and  Jonas  Weil  and  ano  with  same.  Same  property.  Sub- 
ordination agreement.     Dec  11.     Dec  1.3,  1906.     2:349.  nom 

Mines,  Harris  and  Carrie  Jacoby  with  same.  Same  property. 
Subordination  agreement.      Dec   13,   1900.     2:349.  nom 

MacDonald,  Robert  M  to  EQUITABLE  LIFE  ASSUR  SOC  of  the 
U  S.  102d  st.  No  542,  s  s,  281  e  Broadway,  19x99.11.  Dec  13, 
1900,  due  Jan  1,  1912,  5%.     8:2120.  10,000 

Meuse,  John  H  to  Worthington  Whitehouse,  Broadway,  s  e  cor 
212th  st,  118x(jOO  to  10th  av  x99.11x530.1.  Prior  mort  ?05,000. 
Dec  8.  due  May  8  ,1908,  0%.     Dec  13,  1900.     8:2229.  12,000 

Mount  Morris  Construction  Co  to  Saml  Wacht  and  ano.  50th  st, 
Nos  401  and  403,  n  e  cor  1st  av.  Certificate  as  to  mort  for 
.$25,000.     Dec  11.     Dec  13,  1900.     5:1302.  • 

Matz,  Harry  to  HARLEM  SAVINGS  BANK.  Bradhurst  av,  s  e  cor 
145th  st.  No  316,  100.0x38.8.\99.11x27.8.  Dec  11,  1906,  due, 
&c,  as  per  bond.     7:2044.  40,000 

Mandel,  Samuel  and  Surety  Realty  Co  with  Harris  Mandelbaum 
and  Fisher  Lewine.  Amsterdam  av.  e  s,  extends  from  121st  to 
122d  sts,  191.8xl(_)0.  Assignment  of  all  right,  title  and  interest 
to  senior  interest  of  $34,000  in  bonds  and  2d  mort  of  $88,125; 
also  in  certain  agreement,  &c.     Dec  10,  1900.     7:1963.  ■ 

Mildred  Realty  Co  to  Harris  Mandelbaum  and  ano.  114th  st,  Nos 
210  and  218,  s  s,  201.10  e  3d  av,  36x100.11.  Dec  4,  1  year,  6%. 
Dec  11,  I'.XKi.     0:1603.  22,500 

Mayer,  Paul  to  Wm  R  Rose.  150th  st,  n  s,  100  w  7th  av,  150x199.10 
to  s  s  151st  St.     P  M.     Mar  16,  due  Mar  1,  1907,  6%.     Dec  11. 
1900.     7:2030.  7,000 

Mount  Morris  Construction  Co  to  Saml  Wacht  and  ano.  1st  av, 
Nos  890  to  894,  n  e  cor  50th  st,  Nos  401  and  403,  80x39.1. 
Building  loan.     June  11,  1  year,  0%.     Dec  11,  1900.     5:1362. 

25,000 

Mendelson,  Benjamin  to  National  Ice  Cream  Co.  Montgomery 
st,  Nos  59  and  61,  e  s,  37.11  s  Monroe  st,  2  lots,  each  22x60. 
14  part.  All  title.  Prior  mort  $41,000.  Nov  30,  1  year,  0%. 
Dec  12,  1900.     1:259.  3,500 

Moskovitz,  Aron  to  Joseph  Isaac  and  ano.  4th  st.  No  146,  B  s, 
102.8  e  1st  av,  25.1x90.2.  P  M.  Prior  mort  $18,000.  Dec  5, 
5  years.  6%.     Dec  12,  1900.     2:431.  0,000 

Morano,  Giovanni  to  David  J  King  et  al  exrs,  &c,  Edw  J  King. 
111th  st.  No  239,  n  s,  125  w  2d  av,  25x100.10.  Dec  12,  190(), 
due  Dec  1,  1911,  41/0%.     0:1061.  9,000 

Marx,  Max  with  B  Aymar  Sands  et  al  trustees  Wm  H  Purdy  will 
Catharine  Purdy.  West  End  av.  No  184.  Subordination  mort. 
Nov  10.     Dec  12,  190(!.     4:1100.  nom 

Metropolitan  Life  Ins  Co  with  Middle-Town  Realty  Co.  8th  av, 
Nos  2800  to  2868;  s  e  cor  153d  st.  No  270,  99.11x100.  Agree- 
ments as  to  reduction  of  interest  in  3  morts.  Nov  24.  Dec  10, 
1906.      7:2038.  3,238.89 

Mutual  Life  Ins  Co  of  N  Y  with  Carl  Schur.  04th  st,  n  w  cor  Park 
av,  Nos  600  and  602,  18x73.5.  Extension  of  two  morts.  Sept 
ti,   1904.     Dec   11,   1900,     5:1379.  nom 

Mott,  Ella  M  to  Althea  R  Ward  trustee  Geo  Rudd.  Amsterdam 
av.  No  464.  w  s,  53.5  n  82d  st,  27x100.  Dec  12,  1900,  3  years, 
41/2%.     4:1230.  24,000 

Murphy,  Edw  W  trustee  for  benefit  Emily  I  Kean  or  Kearr  and 
Emily  Kean  or  Kearr  to  Henry  de  Vries  and  ano  trustees  Joseph 
Schnetter.  77th  st.  No  ,324,  s  s,  2.50  e  2d  av,  25x102.2.  Given 
in  place  of  mort  for  $15,0(X).  Dec  11,  due  Jan  1,  1912,  5%.  Dec 
12.   1900.     5:1451.  15,000 

Nechols,  Henry  and  Saml  and  Solomon  Blumenstock  to  Phoebe  A 
D  Boyle  and  ano  exrs  John  Boyle.  17th  st.  No  443,  n  s,  250  e 
10th  av,  25x92.  Oct  24,  due  June  1,  19<;t9,  57c-  Dec  8,  190<5. 
3:71.5.  17.000 

Nechols.  Henry  and  Saml  and  Solomon  Blumenstock  to  Phoebe 
A  D  Boyle  and  ano  exrs  John  Boyle.  .Slst  st,  Nos  450  to  454, 
s  s,  141.8  e  10th  av,  50x104.3x50.2x108.8.  P  M.  Oct  24,  due 
June  5,  1909,  5%.     Dec  8,  1900.     3:728.  23.000 

Newman,  Henry  to  Jacob  Newman.  40th  st.  No  432,  s  s,  375  e 
10th  av,  25x98.9.     Dec  11,  5  years,  6%.     Dec  12,  1900.     3:737. 

5,000 

Nicholas,  George  to  Fredk  G  Potter.  39th  st.  No  7,  n  s,  245  w 
5th  av,  15x98.9.  P  M.  Dec  3,  due,  &c,  as  per  bond.  Dec  10. 
1906.     3:841.  5.000 

Nichols.  Allene  T  to  Carl  Schur.  64th  st,  n  w  cor  Park  av,  Nos  (XIO 
and  002,  18x73.5.  P  M.  Dec  10,  1  year,  4%%.  Dec  11,  1900. 
5:1379.  20,000 

Newman,  Blanche  T  and  Isidore  M  Stettenheim  exrs  Henry  New- 
man to  N  Y  TRUST  CO.  St  Nicholas  av,  e  s,  25.5  n  159th  st, 
runs  e  144. .8  x  n  75  x  w  25  x  n  50  x  w  103  to  av,  x  s  127.1  to 
beginning.     Nov  .30,  3  years,  5%.     Dec  11.  1900.     8:2109.     27,000 

Newman,  Blanche  T  and  Isidore  M  Stettenheim  exrs,  &c,  Henry 
Newman  to  N  Y  TRUST  CO.  St  Nicholas  av.  n  e  cor  160th  st. 
50.10x100.     Nov  30,  3  years,  5%.     Dec  11,  1900.     8:2109.       13,000 

Osnowitz,  Fannie  wife  of  Jacob  and  Fannie  wife  of  Henry  Osnowitz 
to  J  Frederic  Kernochan.  3d  st.  Nos  321  and  323.  n  s,  120  w 
Av  D.  40x90.  Prior  mort  $32,000.  Dec  10,  3  years,  4^4%.  Dec 
11,  1900.     2:373.  32.000 

Same  and  Simon  Rawitser  with  same.  Same  property.  Subordi- 
nation agreement.     Dec   11,   190(5.     2:373.  nom 

Prescott  Realty  Co  to  Henry  D  Goodman.  Slst  at.  No  229,  n  s, 
2.54.2  w  2d  av.  25.5x102.2.  Prior  mort  $14,000.  Dec  5,  due 
June  5,  1909.  6%.     Dec  7,  1900.     5:1527.  3,000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Dec  6.     Dec  7,  1906.     5:1527.  — — 

Payne,  Chas  L.  Naroton,  Conn,  to  BROOKLYN  TRUST  CO.  129th 
st,  n  s.  180  e  3d  av,  runs  n  80  x  e  25  x  n  20.3  x  s  —  to  129th  at 
X  w  05.4  to  beginning;  129th  st,  n  s.  295  e  3d  av.  runs  n  e 
121.7  to  w  s  Exterior  st  (as  formerly  proposed)  x  n  151  x  s  — - 
to  beginning;  also  all  title  to  Exterior  st,  w  s,  as  formerly 
,  prpposed   at   e   s   property   acquired  by  city  for  an   approach   to 
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;  3d  av  bridge,  runs  s  e  151  xne  — -xn  —  xsw  —  xs  —  to 
-  beginning,  all  water  rights,  &c.  Dec  6,  due  Jan  1,  1910,  — %. 
'■''■      Dec   7,    190IJ.      G:1794.  30.000 

Phillips,    Eliza,    Long   Island,    N   Y,    to   Hermina   Butt.      127th   st, 

■  No    234,    s    s,    474.10   e   8th   av,    12.4.x99.11xl2.6x99.H.     P  JVI. 
Prior  mort  $G,000.     Dec  6,  due  Jan  1,  1909,  6%.     Dec  7,  10O6. 

ji     7:1032.  2,000 

■Peterson,  Peter  A,  Perth  Amboy,  N  J,  to  Thos  J  McLaughlin.  Post 
av,   n   e  cor  Emerson  st,   l(X)xl]0.     P  M.     Apr   10,   due  Oct  10, 

1907,  0%.     Dec  7,  1900.     8:2223.  7.000 
Pettit,  Franklin  with  Robert  McGill.     West  End  av,  s  w  cor  84th 

st,   108.4x100.     Subordination  agreement.     Dec  4.     Dec  7,   1906. 
4:1245.  nom 

Pettet,  Isabella  M  to  LAWYERS  TITLE  INS  &  TRUST  CO.  113th 
st.  No  76,  s  s,  75  e  Lenox  av,  50x100.10.     Oct  27,  due  May  28, 

1908,  4%%.     Dec  11,  1906.     6:1596.  65.000 
Same   and   Geo   Wolf  with   same.      Same   property.      Subordination 

agreement.      Oct   27.      Dec   11,   1906.     6:1506.  nom 

Pettet,  Isabella  M  and  Gertrude  A  Gabay  with  same.  Same  prop- 
erty.    Subordination  agreement.     Oct  27,     Dec  11,  1906.     6:1596. 

nom 
Peck,  Josephine  wife   of  Samuel  W   to  THE     FARMERS  LOAN  & 

TRUST  CO.  29th  st.  No  6,  s  s,  150  w  5th  av,  25x08.9.     Dec  11. 

100<j,   1  year,  — %.     3:830.  65.000 

Perlstein,    Louis   and  Jacob   Rosenthal   to   Theresa  Schappert.      2d 

av,  Nos  1803  and  1805.  w  s,  25.8  n  93d  st.     2  lots,  each  25x80. 

Nov  30,  5  years,  5%.     Dec  11,  1906.     5:1530.  36,000 

Perlstein,    Louis   and  Jacob   Rosenthal   to   Theresa  Schappert.      2d 

av.  No  1809.  w  s,  75.S  s  94th  st,  25x80.     Nov  30,  5  years,  5%. 

Dec  11,  1906.     5:1539.  18,000 

Perlstein,   Louis   and  Jacob   Rosenthal    to  Theresa   Schappert.      2d 

av.  No  1813,  w  s,  25.8  s  94th  st,  25x80.     Nov  30,  5  years,  5%. 

Dec   11,   1900.      5:1539.  18.000 

Poole,  Rebecca  G  to  American  Mortgage  Co.     47th  st.  No  452,  s  s, 

155   e    10th   av,   27x100.      Dec   8,   3   years,    5%.      Dec    11,    1906. 

4:1056.  18,000 

Post,  Julius  to  Philip  C  Weber.     80th  st.  No  323,  n  s,  300  w  1st 

av,  25x102.2.     5  years,  5%.     Dec  l2,  1906.     5:1543.  12,000 

Parsell,   Henry   V   A    to   Charles   Ehrman.      18th   st.    No   408,   s   s, 

100   w   9th   av,   29.6x92.      P   M.      Prior   mort   $12,500.      Dec   10, 

1906,  3  years,  —%.     3:71.5.  3,500 

Phillips,   Solomon  to  Kath  T  W  Gardner.     Henry  st.  No  218,  s  s, 

abt    115   e   Clinton   st,   23.6x100.     Dec   10,   1906,   5   years,   5%. 

1:269.  29,000 

Same  to  Isaac  Cohen.     Same  property.     Prior  mort  $29,000.     Dec 

10,  1906,  due  Mar  15,  1909,  6%.     1:269.  5,000 

Peck,   Wm  J,  Albert  W  De  Long,  Frank  Steyskal,  Thos  F  McCaul. 

and   Robert   Henry   trustees   tor   benefit  of  creditors   with   Mish- 

kind-Feinberg  Realty  Co.     110th  st,  Nos  223  to  229,  n  s,  266.8 

w  2d  av,  83.4x100.11;   9Sth  st.   Nos  142  to  148,   s  s,  95  e  Lex- 
ington av,   100x100.11.     Subordination  agreement.     Nov  27.  Dec 

7,   1906.     6:1625  and  1660.  nom 

Queripel,    Lillian   M   to    Margaretha   Lachner.      124th   st.   No   121, 

n  s,  265  e  Park  av,  25x100.11;  124th  st.  No  119,  n  s,  240  e  Park 
.  av,   25x100.11.     Dec   10,  2  years,  6%,.     Dec  11,   1906.     6:1773. 

3,000 
,  Rosenthal,   Joseph   to   Louis  J   Frey.     134th  st.   No  510,   s   s,   230 

w  Amsterdam  av,  40x99.11.     Prior  mort  $33,000.     Dec  7,  2  yrs. 

6%.     Deg  8,   1906.     7:1987.  6,0<M 

,   Rutland  Realty  Co  to  Adolf  Wolk.     Riverside  Drive,  e  s,  600.2  s 

127th   st,   75x86.      Prior  mort   $117,500.     Dec   6,  3  years,   6%. 

Dec  8,  1906.     7:1994.  40,000 

:  Same   to   same.     Same  property.     Consent  to  above  mort.     Dec  6. 

Dec  8,   1906.     7:1994.  

Rosenfeld.  Benj  to  LAWYERS  TITLE  INS  AND  TRUST  CO.  100th 

st.   No  305,  n  s,   100  e  2d  av.  40x100.11.     Nov  27,  due  June  30. 

1911,  5%%.     Dec  11,  1906.     6:1672.  37,000 

.   Same  and  Hyman   Levin  with  same.      Same  property.     Subordina- 
tion  agreement.      Nov  26.     Dec   11,   1906.     6:1672.  nom 
Rosenbaum.    Annie    to    Hyman    Rosner.      100th    st.    No    230,    s    s, 

130  w  2d  av,  25x100.11.     P  M.     Prior  mort  $16,000.     Nov  30,  5 

years,   6%.      Dec   11,   1006.      6:1640.  6,000 

Rosenthal,  Harry  U  to  Henry  Mandel.     95th  st,  Nos  53  to  59  East. 

Two  assignments  of  4-9  parts  each.     Subordination  agreements. 

Dec  10,  1906.  other  consid  and  100 

Robinson,  Solomon  M  to  Samuel  Grodginsky  and  Isaac  Haft  et  al. 

114th  St.  No  34.  s  s.  334.4  w  5th  av,  17.6xUH).n.     P  M,     Prior 

mort  $10,250.     Dec  10,-2  years,  G7o.     Dec  11,  IfWO.     6:1597. 

2,250 
Reich,    David    to    Stephen   Valentine   and    ano    trustees    for    Annie 

L  Valentine  will  Mary  U  Lewis.     lOth  st.  No  325,  n  s,  395.6  e 

Av  A,   25x94.8.     Dec   5,   5   years,   5%.     Dec   12,   1906.     2:404. 

25,000 
Rutherford,  Geo  M  to  Cath  Bell.     Water  st,  No  497,  s  e  s,  266.11 
>     "  e  from  s  e   cor  Pike   slip.   24x160  to  South  st.  No  252.     Dec  1, 

5  years,  5%.     Dee  13,  1906.     1:248.'  12.000 

Rosenblum,  Jacob  to  Ella  V  Bldredge.     Grand  st,  Nos  542  and  544, 

n  e  cor  Cannon  st,  Nos  2  to  6,  50x100.     Dec  12,  1906,  5  years. 
'       5%.     2:326.  78,000 

Same   to    Frank    Hillman    and   ano.      Same    property.      Prior   mort 

$78,000.     Dec   12,   1906,   demand.   6%.     2:326.  36,000 

Rothschild,    Carrie   to   David   King   et   al   exrs   Edw  J   King.     70th 

st.  No  307,  n  s,  125  e  2d  av,  25x100.5.     Dec  10.  1006,  5  years. 

41/2%.     5:1445.  13,000 

■  Rosenberg,   Louis   to   Sadie   Rosenberg  and   ano.      East   Broadway, 
.    No  25,  s  s,  97.8  e  Catharine  st,  21x48.     Dec  1,  due  May  1,  1907, 

6%.     Dec   10,   1906.     1:280  3,000 

Romm,  Hyman  to  Samuel  Levy  as  trustee.  110th  st,  Nos  223  to 
229,  n  s,  2ti6.8  w  2d  av,  83.4x100.11;  98th  st.  s  s,  95  e  Lex- 
ington av;  100x100.11.  Dec  7,  1006,  demand,  6%.  6:1025  and 
1660.  11,CX)0 

Romano.    Guiseppe    and    Rocco.    and   Rocco    and   Domenico   Milano 
to  TITLE  GUARANTEE  &  TRUST  CO.     108th  st.   No  234,  s  s, 
150  w  2d  av.  25x100.11.     Dec  5,  due,  &c,  as  per  bond.     Dec  7, 
-      .1906.      6:16.57.  8.000 


Dec  7,   1906. 
3,000 

Columbia  st.  No  94,  e  s. 
Prior  mort  $- 


Rovere,  Leo  to  LAWYERS  TITLE  INS  &  TRUST  CO.  1st  st. 
No  34,  n  s,  108.7  e  2d  av,  24.2.x67.8x33.9x60.4.  Dec  6,  5  yrs, 
5%.      Dec   7,   1906.      2:443.  20,000 

Same  and  Joseph  L  Buttenwieser  with  same.  1st  st.  No  32. 
Subordination  agreement.     Dec  7,  1906.     2:443.  nom 

Romm,    Hyman    to    Mishkind-Feinberg   Realty    Co.      9Sth    st,    Nos   ' 
142  to  148,  s  s,  95  e  Lexington  av,  lOOxlOO.ll.     Building  loan. 
Nov  27,  due  Jan  27,  1007.  6%.     Dec  7,  1006.     6:1625.  11,500 

Surety  Realty  Co  to  David  Lippmann  et  al.  Broadway,  No  449, 
w  s,   175  n  Howard  st,  25x200  to  e  s  Mercer  st.  No  26.     P  M. 

Prior  mort  $ .     Dec  6,  due  June  6,  1908,  6%.     Dec  7,  1006. 

1:231.  15,000 

Schaefer,   George   to   Margt  J   Thomson.     Lenox   av.   No  434,   e 
66.10  s   132d  st,   16.7x85.     Nov  1,  3  years,  67o. 
6:1729. 

Schor,    George   to   Sophia  Rabinovitch. 
250  n  Rivington  st,  25x95.     V2  part.  All  title. 
Nov  16,  demand,  6%.     Dec  7,  1906.     2:3.34.  600 

Schwartz,  Alex  M  and  Abraham  Kaufman  to  Emma  H  Brincker- 
hoff.     Amsterdam   av,   Nos  928   and   930,   w   s,  59.2   s   106th   st, 

41.1xl(X).      Prior    mort    $ .      Dec    7,    1906.    3    years,    — %. 

7:1877.  10,000 

Speedway  Really  Co  to  H  Louisa  Mulford.  139th  st,  s  s,  150  w 
Amsterdam  av,  4  lots,  each  50x99.11.  4  morts,  each  $15. .500. 
Dec   10,   ItMH!,   3   years,   .5%.     7:2070.  62,000 

Sturges,  Henry  M  J  to  Geo  W  Sturges.  35th  st.  No  311,  n  s, 
130.6  w  8th  av,  19.6x98.9.  Dec  7,  demand,  —7c..  Dec  10,  1906. 
3:759.  1,225 

Sturges,  Thos  T,  and  Martha  E  his  wife  to  Eugene  Underbill  and 
ano  exrs  Emily  Underbill.  11th  st.  No  53,  n  s,  383.9  w  Broad- 
way, runs  n  103.3  x  w  50  x  s  67.5  x  s  39.9  to  st,  x  e  27.6  to 
beginning.     Dec  10,   1900.     3  years,  6%.     2:563.  3,000 

Sturges,  Martha  E  wife  of  and  Thos  T  to  Eugene  Underbill  and 
ano  exrs,  &c,  Emily  Underbill.  Grand  st,  Nos  419%  and  421; 
also  .3d  av.  No  13.  All  title.  Dec  10,  1906,  3  years,  6%.  1:314 
and  2:463.  2,000 

Spector,  Joseph,  N  Y,  and  Joseph  Wolfson,  of  Brooklyn,  to  Jules 
Pass.  Allen  st.  No  54,  e  s.  180  s  Grand  st,  20.x87.6.  Dec  10, 
1906,   due  Nov  10,   1907,  — %.     1:.308.  1,500 

Sturges,  Thos  T  to  Eugene  Underbill  and  ano  exrs,  &c,  Emily 
Underbill.  42d  st.  No  216,  s  w  s,  abt  175  w  7th  av,  25x98.9. 
1-5  part.     Dec  10.  1906.  3  years.  Q%.     4:1013.  2,000 

Stern,  Samuel  to  Pinkus  Nathan.  60th  st,  Nos  403  and  405,  n  s, 
100  e  1st  av,  2  lots,  each  25x100.5.  2  morts,  each  $8,500;  2 
prior  morts,  each  $18,000.  Dec  5,  1906,  due  Oct  1,  1909,  6%. 
.5:1455.  Corrects  error  in  last  issue,  when  mortgage  was  made 
due  Oct   1,   1906.  17,000 

Sheffield  Farms  Slawson-Decker  Co  to  DRY  DOCK  SAVINGS 
INSTN.  57th  st,  Nos  524  to  528,  s  s,  275  w  10th  av,  runs  w 
75  x  s  100.5  X  w  56.1  X  s  100.5  to  n  s  56th  st,  Nos  515  to  525, 
X  e  1.55.8  X  n  100.5  x  w  24.7  x  n  100.5  to  beginning.  Dec  8. 
1  year,  5%     Dec  10,  1906.     4:1085.  150.000 

Same  to  same.  Same  property  Certificate  as  to  above  mort. 
Dec  6.     Dec  10,  1906.     4:1085.  • ■ 

Spector,  Joseph  to  Joseph  Wolfson.  102d  st.  No  51,  n  e  cor 
Madison  av.  Nos  1489  and  1491,  50.11x100.  Dec  10,  1906,  due 
May  10,   19<:»S,  — %.     6:1608.  3,000 

Sobel  &  Kean.  a  corporation  to  Leon  Sobel  and  ano.  109th  st, 
s  s.  100  e  Manhattan  av,  41.8x1/2  block.  Consent  as  to  mort 
for  $15,000.     Dec  5.     Dec  8.  1906.     7:1844.  nom 

Sarner.  Aaron  and  David  to  Louisa  Braun  and  ano.  Columbia  st. 
No   1.32,   e   s,    175.1   s   Houston   st,   24.11x100.     Dec   11,   due  Jan 

I,  1912,  5%.     Dec  13,  190<;.    2:335.  30.000 
Stanley,  Mary  F  to  Eliza  Naumann.     87th  st.  No  124,  s  s,  270.3  e 

Park  av,   lO.llx  1/,  block.     P  M.     Prior  mort  $8,000.     Nov  27,  3 
years,    6%.      Dec    13,    1906.      5:1515.  5,250 

Strano,    Salvatore    to    LAWYERS    TITLE    INS    AND    TRUST    CO. 
KXith   st,    Nos  ."too   to   310,   s   s,    125   e  2d  av,   3   lots,   each   25x 
100.11.      3   morts.    each  $21,000.      Dec   5,   3   years,   5%.     Dec   8. 
1906.     6:1677.  63,000 

Steinach,  Emma  E  to  John  A  Stewart  et  al  trustees  of  the  LIV- 
ERPOOL &  LONDON  &  GLOBE  INS  CO  in  N  Y.  85th  st,  No  235, 
n  s.  127  w  2d  av,  27x102.2.  Dec  12,  3  years,  4%%.  Dec  13, 
1906.      5:1.531.  gold,   14,000 

Spink,  Benj  F  to  Robt  S  Smith.  6th  av.  No  252,  e  s,  29.10  n  Kith 
st,  20x65.  P  M.  Prior  mort  $40,000.  Dec  8,  5  years,  5M%. 
Dec  13.   1906.     3:818.  20.000 

S  &  R  Construction  Co  to  Berry  B  Simons  and  ano  firm  Simons 
&  Moersfelder.  1.50th  st,  Nos  .308  and  310.  s  s,  1.50  w  Sth  av, 
.50x99.11.  Given  to  secure  performance  of  services  and  material 
furnished  for  3  buildings  on  plot  bounded  by  1.50th  and  151st 
sts,  8th  av  and  Macombs  Dam  road.  Prior  mort  $4tJ,0(JO.  Nov 
5,   due   July  30,   1907,   — %.      Dec   13,   1906.     7:2045.  9,000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Nov  9.     Dec  13,  1906.     7:2045.  

S  &  R  Construction  Co  to  Empire  City  Woodworking  Co.  150th  st, 
Nos  304  and  30(i,  s  s,  1(X>  w  Sth  av,  50x99.11.  Given  to  secure 
party  2d  part  for  materials  furnished  on  premises  ad]  above. 
Prior  mort  $40,000.  Nov  5,  due  July  30,  1907,  0%.  Dec  13, 
1006.     7:2045.  9,000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Nov  9.      Dec  13,   1906.     7:2045.  ■ • 

Sammet,  Joel  and  Herman  Goldman  to  Mary  McMahon  et  al  trustee 
Wm  McMahon.  Allen  st.  No  124.  Subordination  agreement.  Dec 
10.     Dec   11,   1906.     2:415.  nom 

Schaefer,  Chas  C  with  Joseph  Wilkonfeld.  Suffolk  st.  No  57,  w  s, 
50  s  Stanton  st,  25x.50.     Subordination  agreement.     Dec  4.     Deo 

II,  1906.     2:.351.  nom 
Same  with   LAWYERS  TITLE   INS  AND  TRUST  CO.     Same  prop- 
erty.    Subordination  agreement.     Dec  4.     Dec  11,  1906.     2:351. 

nom 

Schrimer,  Morris  to  Emma  Zeimer.  Madison  av.  No  1544,  w  s.  75.11 
s  105th  st,  25x70.     Dec  4,  5  years,  5%.     Dec  11,  1900.     6:1610. 

15.000 


Tha  t«xt  of  Uiese  pagei  Is  copyrigbted.     All  rlgbtt  are  reserved. 
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Speedway  Realty  Co  to  H  Louisa  Mulford.  139th  st,  s  s,  150  w 
Amsterdam  av.  2(X)x09.11.  Certificate  as  to  4  morts  aggregat- 
ing $(;2.(RX)  each.    Dec  10.    Dec  11,  190(>.     7;2070.  

Seigel,  Harry,  of  Brooklyn,  N  Y,  to  Julius  Berliner  and  ano. 
100th  St,  No  405  on  map  No  409,  n  s,  100  e  1st  av,  37.1x100.11. 
P  M.  Prior  mort  $30,000.  Dec  11,  5  years,  6%.  Dec  12,  1906. 
r,:lC94.  10,000 

Schwarz.  Hattie  to  Harry  Matz.  Bradhurst  av,  s  e  cor  145th  st. 
No  31(>,  100.6x38.8x90.11x27.8.  P  M.  Prior  mort  $40,000.  Dec 
11,  5  years,  6%.     Dec  12,  1906.     7:2044.  22,000 

Silverstine,  Amelia  to  David  J  King  et  al  exrs  Edw  J  King.  8th 
av.  No  2098,  e  s,  75.5  s  114th  st,  25.6x100.  Dec  12,  1906,  5 
years,  4%%.     7:1829.  20,000 

Sachse,  Frank  to  TITLE  GUARANTEE  &  TRUST  CO.  2d  av.  No 
831,  w  s,  98.7  s  45th  st,  runs  w  100  x  s  22.7  x  s  e  3.8  x  e 
96.9  to  av  X  n  24.4  to  beginning.  Dec  11,  due,  &c,  as  per  bond. 
Dec   12,   1906.     5:1318.  13,000 

Stewart,  Mary  M  to  Margt  M  Hall,  of  No  120  Riverside  Drive. 
92d  st,  No  68,  s  s,  164.4  e  Columbus  av.  20x100.8.  Prior  mort 
.$16,000.  Dec  11,  due  June  11,  1908.  6%.  Dec  12,  1906. 
4:120.5.  3,000 

Toner.  Robert  H  to  TITLE  GUARANTEE  &  TRUST  CO.  39th  st. 
No  231.  n  s,  271  w  2d  av.  10x98.9.  Dec  6,  due,  &c,  as  per  bond. 
Dec   10   11H16.      3:920.  7,.500 

Timmins,  John  J  to  Wm  A  Martin.  117th  st,  Nos  263  to  267, 
n  s.  225  e  8th  av,  50x100.11.  Dec  8,  5  years,  5%.  Dec  11,  1906. 
7:1923.  35.000 

Timmins,  John  J  to  Wm  A  Martin.  117th  st,  Nos  257  to  261,  n  s, 
275  e  8th  av,  50x100.11.  Dec  8,  5  years,  5%.  Dec  11,  1906. 
7:1023.  40,000 

Towle,  Henry  B,  Mary  S,  Chas  S,  and  Stevenson,  Jr,  and  Jane  A 
Stout,  Alice  T  Smith  and  Marjorie  A  Beales  with  Fredk  J  Schil- 
linger.  63d  st.  Nos  206  and  208,  s  s,  105  e  3d  av,  50x100.5. 
Agreement  as  to  apportionment  of  mort.  Dec  6.  Dec  13,  lOlXi. 
5:1417.  nom 

Thorn,  Bernard  D  to  Adolph  Powel.  Cherry  st.  No  360,  n  s.  103.3 
e  Montgomery  st,  runs  n21xn  —  xn  —  xn  15.1  x  e  23.6  x  s 
—  X  —  X  19.3  X  —  .53.11  to  Cherry  st,  x  w  22.9  to  beginning. 
Prior  mort  $14,940.     Dec  5,  3  years,  6%.     Dec  8,  1906.     1:259. 

5.000 

Same  to  Frank  P  Keyes.  Same  property.  Dec  5,  due  Nov  1,  1909, 
5%.     Dec  S,   1906.     1:2.59.  14,940 

von  Kattengell,  Emmy  to  Katie  T  Schermerhorn  et  al  trustees. 
60th  St.  No  207.  n  s,  115  e  3d  av,  20x100.5.  Dec  11,  1906,  due 
June  .30,   1911,  5%.     5:1415.  _  15,000 

Vollhart.  Rosina  to  Michael  Schiavone  Jones  st.  No  1.5.  n  s.  169.8 
w  4th  st,  25x100.  Certificate  as  to  payment  of  ?:5tM)  on  account 
of   mort.      Dec   5.      Dec   7,    1906.      2:.50O.  nom 

Vondracek,  Martin  S  and  Rudolph  L  Yesek  to  De  Witt  C  Flana- 
gan and  ano  trustees,  &c.  7.3d  st.  No  406  East.  Saloon  lease. 
Dec  6.     Dec  7,   1906.     5:14C>7.  2,700 

Viehmann,  Geo  A  to  Dora  A  Valentine  guardian  Daniel  H  Valen- 
tine. 81st  St.  No  119,  n  s,  125  w  Lexington  av,  20x102.2.  July 
3  ,5  years.   .59'f.     Dec  11,   1006.     5:1,510.  13,500 

Von  Konarsky,  Olga  to  Christine  Kuenzel.  81st  st.  No  334,  s  s, 
310  e  2d  av,  15.6x102.2.  Prior  mort  $4,.50O.  Dec  10,  due  Jan 
1,   1910,   6%.     Dec  11,   1006.     5:1.543.  1,500 

Wood,  Mary  E  to  Eliza  M  Zerega  et  al  trustees  Augustus  Zerega. 
118th  st.  No  431,  n  s,  263  w  Pleasant  av,  21.1x100.11.     Dee  12. 

3  years,  5%.     Dec  13,  1906.     6:1806.  4,000 
Weinberg,  Philip  to  John  A  Stewart  et  al  trustees  of  the  LIVER- 
POOL &  LONDON  &  GLOBE  INS  CO  in  N  Y.  127th  st,  Nos  65  to 
69.  n  s.  210  e  Lenox  av,  50x99.11.     Sept  16,  3  years,  iVzVc  Dec 
13,    19(X!.      6:172.5.                                                                     gold,   61.500 

Wood,  Virginia  to  Eliza  M  Zerega  et  al  trustees  Augustus  Zerega. 
3d  av.  Nos  2012  to  201,S,  s  w  cor  111th  st.  No  186,  100.10x100. 
Dec   12.   3  years,   41/2::.      Dec   13,   1906.     (i:163S.  4T-.(X)0 

Wishengrad,  Morris  to  LAWYERS  TITLE  INS  &  TRUST  CO.  Es- 
sex st.  No  9,  w  s,  220.6  s  Hester  st,  20x87.  Dec  7,  5  years, 
5%.     Dec   12,   1906.      1:297.  14,000 

Weinstein,  Joseph  to  David  Israel.  6th  st,  Nos  640  and  642,  s  s, 
174  w  Av  C,  41.11x97.  P  M.  Prior  mort  $40,0<X>.  Dec  13,  1906, 
due  Oct  1,  1916,  6%.     2:.3.S8.  22,500 

Weinstein.  Joseph  to  John  T  Willets  guardian  Josiah  M  Willets. 
6th  st,  Nos  640  and  642,  s  s.  174  w  Av  C,  41.11x97.  Dec  13,  1906. 

4  years,  4Vz%.     2:388.  40,000 
Weiss,    Samuel    and    Margaret    Starr   with    Emily   H    Moir   trustee 

Johannah  S  Seymour.  117th  st.  No  61  West.  Subordination 
mort.     Nov  28.     Dec   10.   19()6.     (1:1601.  nom 

Weiss,  Samuel  and  Israel  Goldstein  with  Emily  H  Moir  trustee 
Johannah  S  Seymour.  117th  st.  No  61  West.  Subordination 
mort.     Nov  28.     Dec   10,   1906.     6:1601.  nom 

White,  Alfred  L  and  Fredk  M  Hilton  to  Henry  A  C  Taylor.  Duane 
st,  s  w  cor  Hudson  st,  Nos  21  to  31.  runs  s  126.4  x  e  25.1  x  n 
18.8  X  e  29.3  x  n  121. S(?),  probable  omission.  Dec  10,  1906, 
3  years,  -iV-Vc     1:141.  75,000 

Wolf,  Joseph  to  DRY  DOCK  SAVINGS  INSTN.  Broome  st.  No  119, 
s  s,  50  e  Pitt  st,  24.10x.80.  Dec  0,  5  years,  5%.  Dec  7,  1906. 
2:336.  21.000 

Wolf.  Samuel,  of  Long  Branch,  to  Max  Kobre.  159th  st,  Nos  517 
and  519,  n  s.  200  w  Amsterdam  av,  50x90.11.  Given  as  col- 
lateral security  for  performance  of  contract.  Dec  10,  1906. 
due  Feb  7.   1907,  6%.     8:2118.  2,500 

Weiner,  Robert  and  Saml  D  Douglas  with  same.  Same  property. 
Subordination  agreement.     Dec  4.     Dec  7,  1906.     1:270  nom 


Wallenstein,  Saul  to  The  Orphans  Home  and  Asylum  of  The  Pro- 
testant Episcopal  Church  in  N  Y.  76th  st,  Nos  213  and  215,  n 
s,  171.8  e  3d  av,  33.4x102.2    Dec  11,  1906,  5  years,  5%.    5:1431. 

35,000 

Wallach,  Joseph  G  to  U  S  SAVINGS  BANK  in  City  N  Y.  59th  st. 
No  .334,  s  s,  210.8  w  1st  av,  16.8x100.5.  P  M.  Dec  8,  1  year, 
.5%.     Dec  11,  1906.     5:1351.  6,000 

Weinberg.  Philip  to  Frederic  P  Scudder.  Bleecker  st.  No  296,  n  w 
cor  Barrow  st.  Nos  30  and  32.  16.11x.80.7xl7.1x81.  Given  in 
place  of  P  M  mort  dated  Feb  23,  1892.  Dec  10,  5  years,  5%. 
Dec  11,  1906.     2:588.  16,000 

Weiner,  Robert  and  Robert  A  B  Dayton  with  UNION  TRUST  CO 
of  N  Y  trustee  Obed  Wheeler.  Henry  st.  No  182.  Subordi- 
nation   agreement.      Dec   3.      Dec   7,    1906.      1:270.  nom 

Waslikovsky,  Max  and  Julius  Schulman  to  Joseph  Berkowitz  and 
ano.  Henry  st.  No  287,  n  e  cor  Scammel  st.  No  8.  24x78.11x24 
x79.4;  Henry  st.  No  289,  n  s,  24  e  Scammel  st,  24x78.7x24x78.11 
w  s.  P  M.  Prior  mort  $60,000.  Oct  31,  due  Mar  1,  1910,  6%. 
Dec  7,   1906.     1:288.  1,750 

Weinstein.  Julius  to  Max  Weinstein.  46th  st,  No  404,  s  s,  100 
w  9th  av,  2.5x100.5.  Prior  mort  $11,500.  Dec  7,  1906,  demand, 
6%.     4:105.5.  1 1.000 

Wallach,  Bella  M  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK. 
116th  st.  No  2.30,  s  s,  4<10  e  Sth  av.  25x103.7x26x111.6.  Dec  5, 
5  years,   .5%.     Dec   7,   1906.     7:1831.  26,000 

Weiner.  Robert  to  UNION  TRUST  CO  of  N  Y  trustee  Obed  WTiee- 
ler.  Henrv  st.  No  1S2.  s  s.  abt  48  e  Jefferson  st,  23.]DxlOO. 
Dec  6.  5  years,  5r,.     Dec  7.  1906.     1:270.  18,000 

Wittner.  Joseph  and  Gottlieb  M  Karpas  with  TITLE  INS  CO  of 
N  Y.  1.35th  st,  Nos  49  to  55,  n  s,  260  e  Lenox  av,  2  lots,  each 
37.6x99.11.  2  subordination  agreements.  Dec  6.  Dec  7,  1906. 
6:1733.  nom 

Wood,  Raymond  S  to  Marion  E  D  Van  Dyke.  52d  st.  No  110,  s  s, 
1,S0  w  6th  av.  20x76.9.\20x80.5.  Dec  11,  demand,  6%.  Dec  12, 
lUm.     4:1004.  500 

Wridgway.   Chas   G   to   Gustavus  L   Lawrence.      140th   st.   No  463, 

.  n  s,  185  w  Convent  av,  17x99.11.  P  M.  Oct  4,  installs,  5%. 
Dec  12,   1906.     7:2057.  5,000 

Weigert,  Abram  to  Ullmann  Realty  Co.  3d  av.  No  737,  e  s,  25  s 
46th  st,  25x80.  Prior  mort  $22,000.  Dec  12,  1906,  3  years, 
6%.    5:1319.  2,500 

Wilson,  Nathan  to  Hyman  Horwitz.  Amsterdam  av.  No  573,  e  s, 
25.8  s  88th  st,  25x100.  Dec  8,  demand,  6%.  Deo  12,  1906. 
4:1218.  4,000 

Wilson,  Mary  J  widow  to  Lea  Luquer  et  al  trustees  Wm  P  Wood- 
cock. 128th  st.  No  251,  n  s,  288  e  8th  av,  15x99.11.  Dec  10, 
5  years.  5%.     Dec  12,  1906.     7:1934.  6,000 

Zibelli.  Giuseppe  to  Mortimer  S  Brickner.     115th  st.  No  211,  n  s, 

152    e    3d    av,    18x100.11.      P    M.      Prior    mort   $ .      Dec    12, 

1906.  due  May  1,  1908.  6%.     6:166.5.  4,000 

Zimmerman.  Louis  to  Pincus  Lowenfeld  and  ano.  58th  st,  Nos 
326  and  328,  s  s.  328  e  2d  av.  44x100.5.  Nov  30,  due  Feb  28. 
19t17,   6%.      Dec   8.   1906.     5:1.3.50.  4,000 

Zucker.  Levett  &  Loeb  Co  to  LINCOLN  TRUST  CO.  25th  St.  Nos 
.526  to  .530.  s  s.  325  w  10th  av,  7.5x98.9.  Nov  30,  5  years,  5%%. 
Dee  11.  1906.     3:696.  25,000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort.  Nov 
.30.      Dec   11.   1906.     3:696.  • 

Zaliels.  Roman  B  and  Louis  Oransky  to  Harry  Fischel.  27th  st, 
Nos  317  to  321.  n  s,  216..S  e  2d  av,  58.4x98.9.  Prior  mort  $60.- 
000.      Dec    12.    demand,    6%.      Dec    13.    1906.      3:933.  30,000 

Same  to  DRY  DOCK  SAVINGS  INSTN.  Same  property.  Dec  13, 
1906,   5  years.  5^r.     3:9.33.  60.000 

Zampieri,  Pietro  and  .^ttilio  J  to  Joseph  Guffantl.  Cornelia  st. 
No  17,  n  s.  abt  190  w  4th  st.  25x95.  Prior  mort  $7,000.  Nov 
28.  2  years,  0%.     Dec  7,  1906.     2:.590.  7,000 

BOROUGH   OF  THli  BRONX. 

Under  this  head  the  •  denotes  that  the  property  Is  located  In  the 
new  Annexed  District   (Act  of  1895). 

Alexander.  Max  to  Chas  A  Hess.  160th  st,  s  s,  76.9  w  Tinton  av, 
2:^.3x118.1.  Prior  mort  $3,500.  Dec  12,  1  year,  6%.  Dec  13, 
1906.     10:26,56.  750 

Anderhalden,  Arnold  to  Gustavus  Robitzek.  134th  st.  No  974,  s 
s,  2,83.4  e  Cypress  av,  16.8x103.7x16.8x103.5.  Dec  13,  1906,  3 
years,    5%.      10:2.562.  2,500 

Avitabile.  Andrea  to  Alfred  A  Delybove.  161st  st,  s  s,  250  w  For- 
est av.  .50x95.2.  Prior  mort  $50,000.  Dec  7,  demand,  6%.  Dec 
8,   1006.     10:2637. 

*.\ronson,    Felix    to    Henry    Schleyer. 
Madison   st,   50x100.      P   M.      Dec 


Abbott.  Richd  W  to  Thornton  Bros  Co. 


20,000 
Columbus   av,    n    s,    50   e 
1  year,  5%.     Dec  8,  1906. 

1.100 
169th  st,  n    s,  91.8  w  Find- 


lay   av,    16..8x,SO.      P   M.      Dec    10,    installs,   6%.      Dec   11,    1906. 

11:2783.  1,000 

*Anopol,   Walter   to   Emil   N   Sorgenfrei.      Commonwealth   av,   e   s, 

210.11  s  West  Farms  road.  2.5x100.     P  M.     Prior  mort  $300.     Dec 

10,  due  May  1,   1907,  6%.     Dec  11,   1906.  850 

Amsler,    Jacob    H    and    Herman    Schoenlank    to    Wilhelmina    Olt. 

Hull  av.  w  s,  350  s  209th  st,  25x100.     Dec  10,  1906,  5  years,  5%. 

12:3347.  5,000 


.Tbe  text  ot  tbese  pages  Is  copyrlgbted.     AH  rights  ijt   reserved. 


Notice  Is. hereby,  given  that  Infringement  will  lead  to  progecut.ioq, 


December  IS,  190^    MortgagM  RECORt>    AND    GtTlDfi 


noox 


t6^3 


JOHN  C.  ORR  CO., 

11f»To°uV£"t'i!?>J  LUMBER  OF  ALL  KINDS  FOR  BUILDERS 


India.  Java  and  Huron  Sts.  and  Cast  Riy«' 
City  ol   New  York,  Borough    ol    ftroek'y! 


Axelroad.  Hyman  and  Nathan  Cohn  to  Margt  Knox.  Hughes  av, 
w    s,    •J(M\    s    l.S3d    St,    50x100.      Dec    ,S,    demand,    (j%.      Dec    10. 

i;m:k;,    iiiaoii.  -jooo 

Bronx  Opera  House  Co  to  Chas  E  McManus.  l(13d  st,  n  s,  200  e 
Washington  av.  old  line.  100x109.3x100x168.11.  P  M.  Dec  10. 
llHXi.   2   years,   t!%.      Jt:L'3t;s.  !).O00 

Bloomer.  Nellie  A  to  Sigmund  Klein.  240th  st,  s  s,  285  w  Ka- 
tonah  av,  80x](H>.     P  M.     Deo  10,  1906,  5  years,  5%.     12:3380. 

3,850 

Bastone.  John  P  to  De  Witt  C  Flanagan  and  ano  trustees.  &c, 
Longwood  av,  n  w  cor  Southern  Boulevard,  Saloon  lease.  Dec 
1,    demand,    6%.      Dec    10,    lOOC.      10:2721.  1,000 

♦Bernhardt,  Amanda  to  WASHINGTON  SAVINGS  BANK  of  N  Y. 
Bogart  av,  e  s,  350  s  Neil  av,  25x100.  P  M.  Dec  1,  3  years, 
— %.      Dec   10,   190<J.  700 

*Baxter.  IVlervin  R  to  Ada  M  Miller.  Orchard  st,  s  s,  100  e  Main 
st,    50x103,    City    Island.      Dec   8,    2   years,   6%.      Dec    10,    1906. 

1,000 

Baum  Realty  Co  to  METROPOLITAN  LIFE  INS  CO.  Bathgate  av, 
e  s,  274.2  n  174lh  st,  42x110.  Dec  11,  1906,  due  Nov  1,  1909, 
6%.      11:2922.  35,000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Dec    11.    lOOri.      11:2922.  

Becker,  August  to  John  H  Heidgerd.  Intervale  av,  n  e  cor  16.5th 
st,   34.3x97.10x27.4xl(H>.     Dec   11,   1006,  2  years,   5%.      10:2705. 

1,000 

Brinckmann.  Henry  to  TITLE  GUARANTEE  &  TRUST  CO.  134th 
st,  Nos  1012  and  1014,  s  s,  303  w  Willow  av,  20x106,11.  Dec  12, 
1906.  due.  &c.  as  per  bond.     10:2562.  S.tKJO 

Brown,  John  and  Elias  Lapin  to  HARLEM  SAVINGS  BANK.  St 
Anns  av.  No  427,  s  w  cor  145th  st,  49.11x75.  Dec  11,  due,  &c, 
as   per   bond.      Dec    12.   190t!.      9:2271.  35.000 

*Berger,  Louis  to  Philipp  E  Habenicht.  Mianna  st,  s  s,  217  e 
Unionport   road,   25x102.      Dec   10,  3  years,   5%.     Dec   11,   1900. 

3,00t:) 

*Buchholz,  August  C  to  Jonathan  Bennett.  217th  st,  n  s,  100  e 
6th  av,  25x114.     Nov  27,  1  year.  6%.     Dec  11,  1906.  600 

*Belmont,  Blanche  M  to  Isaac  Butler.  West  Farms  road,  n  e  s, 
1.5  s  e  Jefferson  st,  62.6x72x50x107.2.  Oct  30,  3  years,  6%. 
Dec   8,    1906.  2,500 

*Breglia,  Domenico  and  Giovanni  and  Luigi  Ricciardio  to  Hud- 
son P  Rose  Co.  Crosby  av,  w  s,  80  s  Schuyler  st,  51. 4x55. 7x 
56.7x57.6.     P  M.      Nov  24,  3  years,  5V^%.     Dec  7,   1906.  400 

Busse,  Wilhelmina  A  to  Charles  Wynne  and  ano.  134th  st.  No 
715,  n  s,  525  e  Willis  av,  25x100.  Prior  mort  $15,000.  Dec  1, 
installs,  6%-     Dec  7,   1906.     9:2279.  4.(X)0 

Buckbee,  Geo  E  to  Virginia  Sampter.  Valentine  av,  and  being  lot 
75  map  property  of  Metropolitan  Real  Estate  Assoc.  Fordham 
Ridge,  opposite  Jerome  Park,  except  part  for  Valentine  av.  P 
M.     Dec  5,  1906,   1  year,  51/2%.     12:.3301.  1,000 

Same  to  same.  Lot  66  same  map.  P  M.  Dec  5,  190*5,  due  June 
5,  1907,  5Vz%.     12:3301.  7.50 

Berls,  Charles  to  LAWYERS  TITLE  INS  &  TRUST  CO.  Jerome 
av,  n  w  s,  548.11  s  w  l!X)th  st,  27x90.  Dec  4,  due  Mar  10,  1908, 
41/2%.      Dec   7,   190(5.      11:3199.  12,(X)0 

Becker,  Frank  and  Philip  to  Terrance  P  Brennan.  Prospect  av. 
n  w  s,  132  n  e  181st  st,  33x150.  Dec  7,  1000.  3-  years.  5%. 
11:3097.  1,7.50 

Bambey,  John  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK, 
200th  st,  e  s,  40  n  Perry  av,  70.5x101x75x114.  Dec  13,  1900,  3 
years,  5%.     12:3292.  14,000 

Carzillo,  Domenico  to  Chas  V  Culyer.  Belmont  av,  e  s,  2.32.2  s 
Pelham  av,  2.5x100;  Belmont  av,  e  s,  257.2  s  Pelham  av,  25xlf)0. 
Dec  11,  due  March  11,  1907,  0%.     Dec  13,  1900.     11:3091.  10,000 

Cavanagh,  Albert  to  Wm  S  Haskell  trustee.  Wilkens  av,  w  s, 
1.50.1  s  Crotona  Park  East,  runs  s  e.  s  and  s  w  along  av  —  x  n 
w  137.1  X  e  204.5  x  s  e  25  x  e  142.1  to  beginning.  P  M.  Dec 
7.   1900,  due  May  1,   19<)7,  — %•     11:2938.  15,000 

*Cerino,  Giuseppe  to  Hudson  P  Rose  Co.  Leland  av,  w  s,  100.4  n 
Davis   st,   25x100.     P  M.     Oct  20,  3  years,  5V^%.     Dec  7,   1900. 

300 

♦Callahan.  Cath  to  Wm  G  Mulligan.  St  Agnes  av,  w  s,  200  n 
Central  av,  25x100;  St  Agnes  av.  w  s,  300  n  Central  av,  25x100. 
2PM  morts,  each  $345.     Nov  10,  3  years,  5%.     Dec  11,  190(i. 

690 

♦Same  to  same.  St  Agnes  av,  w  s,  75  n  Central  av,  25x100.  P  M. 
Nov  16,  3  years,  5%.     Dec  11,  190(5.  366 

♦Same  to  same.  St  Agnes  av,  w  s,  100  n  Central  av,  25x100.  P  M. 
Nov  16,  3  years,  5%.     Dec  11,  1906.  .360 

♦Same  to  same.  St  Agnes  av,  w  s,  175  n  Central  av,  25x100. 
P   M.      Nov   16,  3  years.   5%.      Dec   11.   1900.  342 

Costello,  Mary  A  to  Wm  Danenbaum.  Webster  av,  s  s,  000  n  e 
Woodlawn  road,  .50xll0.3x.50.6xl23.7.  P  M.  Dec  12,  1900,  1 
year,  5%.     12:33.57.  5,000 

♦Connell,  Alex  to  Cath  Whirtley.  Middletown  road,  s  s,  300.0  e 
Mapes  av,  50xl03::50xl05,  Westchester.  Extension  mort.  Nov 
21.      Dec   11,    1900.  nom 

♦Cairo,  Benedetto  and  Concetta  his  wife  joint  tenants  to  Rosina 
wife  Domenico  Farago.  Van  Buren  st.  e  s,  308.4  s  Columbus 
av.  41.8x100.  P  M.  Prior  mort  $2,200.  Dec  8,  due  Dec  1, 
1910,   5M!'/o      Dec   10,   1900.  1,700 

♦Chiappa,  Louis  to  Sophia  Baurley.  Columbus  av,  s  s,  25  e  Van 
Buren  st,  25x100.     Dec  7,  due  June  7,  1907,  0%.     Dec  10,  1906. 

2.50 

Duncan,  Ellen  M  to  James  B  McLaughlin  and  ano.  137th  st.  No 
739,  n  s,  737.0  e  Willis  av,  16.3x75.  Nov  8,  demand,  5%.  Dec 
10,   19<16.     9:2282.  3,000 

Delaney,  Wm  M  to  Tremont  Building  &  Loan  Assoc.  Fordham 
road,  s  w  cor  Davidson  av,  76..3x.59. 1x37. 1x86.4,  except  part  tor 
road  and  av.  Building  loan.  Dec  8,  installs,  (i%.  Dec  10. 
1900.      11:3199.  1,800 

Decker.  Peter  P  with  T  Drysdale  Buchanan.  Forest  av,  s  w  cor 
KiOth  St.  54.2x17.5  to  e  s  Jackson  av.  Subordination  mort.  Dec 
10.      Dec    11,    1900.      10:2047.  nom 

Doino,  Paolo  to  Salvatore  Conforti  and  ano.  Union  av,  n  w  cor 
1.50th  St,  25x100.  Oct  15,  due  Aug  15,  1907,  (i%.  Dec  11,  1900. 
10:2004.  2.tMJ0 

Del  Gaudio.  Gabriele  to  August  Kuhn.  Hughes  av,  e  s.  1.50  s  189th 
st,  24x87.6.  P  M.  Nov  14,  due  Dec  10,  1909,  5%.  Dec  10. 
1906.     11:3076.  1,200 

Daisenberger,  Frank  R  to  Central  Brewing  Co  of  N  Y.     Park  av, 


s   w  cor  Tremont   av.  — 
Dec  12,  1906.      11:2900. 


Saloon  lease.     Dec  3,  demand,  6%. 

2  ''00 

♦D'Andrea,  Victoria  to  Henry  Koch.  Garfleld  st,  w  s,  180  n  Col- 
umbus  av.   25x100.      Dec   12,   1   year,   6%.     Dec   13,    1901!        1  000 

♦Same  to  same.  Garfleld  st,  w  s,  400  s  Columbus  av.  .50xl<lo. 
2  morts,   each  .$.500.     Dec  12,   1  year,  6%.     Doc   13,   1006.       1,(X)0 

Di  Meola,  Pasquale  to  Sabina  A  Mershon.  Belmont  av,  w  s,  bet 
Crescent  av  and  187th  st.  and  being  lot  303  map  property  S 
Cambreleng  el  al.  25x87.6.  P  M.  Dec  1.  1  year  67  Dec  1'> 
1900.      11:3074.  ^   -i'.  '-A-     ^'"=  ^-r^ 

♦Del  Mastro,  Giuseppe  to  Angelo  Del  Mastro.  Maple  av,  e  s,  250 
s  Randall  st,  25x100,  Williamsbridge.  Dec  7,  demand  414% 
Dec    8,    1906.  '  850 

Donnelly,  Fredk  heir  Frank  Donnelly  to  Emma  W  Wingate  Tie- 
bout  av,  n  e  cor  180th  st,  90x20;  Tiebout  av.  e  s,  100  1  n  180th 
st,  39x100.     Dec  1,  1  year,  6%.     Dec  7.  1906.     11:3143  500 

Dworsky.  Abraham  J  to  Daniel  R  Kendall  and  ano  as  trustees 
John  L  Rogers.  147th  st.  s  s.  100  w  Wales  av,  100x100  Dec 
I,    190(;,  2  years,  5i^%.     10:2577.  5  50O 

Same  to  Bronx  Investment  Co.  Concord  av,  e  s,  100  s  147th  st 
lOOxKX*.     Dec  7.   1.000,  2  years.  5%%.     10:2577.  4  500 

EMPIRE  TRUST  CO  trustee  Peter  G  S  Ten  Broeck  with  Isakc 
Brown  and  ano.  3d  av.  No  4t>70.  Extension  mort.  May  24 
Dec  7,   1900.      ]1:29:,0.  nom 

Eichler,  Philip  H.  Henry  E  and  Fredk  A  to  American  Mortgage  Co 
St  Anns  av.  No  345,  w  s,  50  s  142d  st,  25x98.10x25x99  5  Nov  30 
5  years,  5%.     Dec  11,  1906.     9:2268.  14  000 

Friedman.  Joseph  to  Wm  F  Clare  et  al  exrs,  &c,  Neal  O'Donnell 
Brown  pi,  Nos  3  and  5,  w  s,  (10  s  134th  st,  40x100.  Dec  0  3 
years.  a%.      Dec   7,   1900.     9:2278.  18  000 

♦Fidelity  Development  Co  to  Van  Nest  Land  &  Impt  Co.  Road 
from  Westchester  to  Williamsbridge.  w  s,  at  line  bet  lands  of 
Joshua  Sackett  and  lands  hereby  described,  runs  to  lands  of 
Quimby  and  Leggett  and  Ryer  and  Post  and  Sackett  irreg  x 
irreg.  excepts  land  taken  for  Bronx  and  Pelham  Parkway;  plot 
begins  at  stone  monument  bet  lands  of  Astor  and  Van  Nest 
Land  and  Impt  Co.  at  point  1,498.4  n  e  from  monument  on  n  s 
of  Bear  Swamp  road,  contains  3  852-1. (X)0  acres;  Bear  Swamp 
road,  n  s,  where  land  of  Wm  Astor  adjoins  land  of  Van  Nest 
Land  and  Impt  Co,  and  contains  224-1,000  acres;  Bear  Swamp 
road,  e  s,  1.1.58  n  w  from  lands  Harlem  R  and  P  R  R  Co,  con- 
tains 5  8-10  acres;  Bear  Swamp  road,  e  s,  at  n  s  land  of  said 
R  R,  runs  to  lands  of  Baisley  and  Coggswell,  contains  9  10-100 
acres;  Sackett  av,  n  w  cor  Deane  pi,  475x04.7.\475.0x93,  West- 
chester; Pierce  av,  n  e  cor  Deane  pi.  320xl3t».2x348. 9x184. 11; 
road  from  Westchester  to  Williamsbridge,  plot  bounded  e  by 
said  road,  on  n  by  Fordham  and  Pelham  avs.  w  by  Bear  Swamp 
road  and  lands  of  Burke  and  Wilkinson,  and  s  by  lands  of  Bais- 
ley and  parcels  4  and  5  as  above  and  by  Deane  pi  and  several 
other  lots;  also  plot  lying  east  of  e  s  Bear  Swamp  road  (Bronx^ 
dale  av),  formerly  part  Downing  estate,  all  of  above  intended 
to  cover  land  known  as  the  Morris  Park  Race  Track  in  general, 
bounded  as  follows.':  Along  the  east  by  Williamsbridge  road 
and  Woodmanstan  Inn,  along  the  north  by  Bronx  and  Pelham 
Parkway,  along  the  west  by  lands  of  Collard  estate,  Bear  Swamp 
road  (Bronxdale  av),  along  the  south  by  land  Peter  C  Rust 
trustee,  the  Bear  Swamp  road.  Pierce  estate  and  N  Y,  N  H  & 
Hartford  R  R  and  land  of  Baisley,  excepts  the  lots  released  by 
instrument  dated  Oct  27,  ]90<5,  and  recorded  even  dated  here- 
with. (See  Conveyances.)  Sub  to  lease  and  condemnation  pro- 
ceedings. This  mortgage  given  in  place  of  a  purchase  money 
mortgage  for  $2,40t»,CKJO  at  '>%  recorded  May  11,  1900,' and  is  for 
purpose  of  reduction  of  interest  to  4i^%.  Oct  30,  due  Sept  1 
1912,   4y2%.      Dec   7,    1900.  2.351,700 

♦Same  to  same.  Certificate  as  to  consent  of  stockholders  to  above 
mort.     Nov  28.     Dec  7,   19(Xt.  

Ferraioli,  Rosina  wife  of  and  Louis  to  Pennington  Whitehead.  Val- 
entine av,  w  s,  63.6  n  182d  st,  100x100.  Dec  10,  3  years  .5% 
Dec  11,  1906.     11:3150.  7,000 

Frankenstein,  SamI  I  -.vith  Rachel  Alterman.  St  Anns  av,  n  w 
cor  157th  st,  25x100.  Extension  mort.  Nov  25,  1904.  Dec  10 
190(5.     9:2360.  nom 

♦Flood,  Rosa  to  Addle  A  Sullivan.  Plot  begins  240  e  White 
Plains  road  at  point  7<X)  n  along  same  from  Morris  Park  av.  runs 
e  100  X  n  75  X  w  100  x  s  75  to  beginning,  with  right  of  way  to 
Morris   Park  av.      Dec   10.   demand.  6%.      Dec   11,   190(!.  2,000 

Fox.  Peter  to  HARLEM  SAVINGS  BANK.  Webster  av.  e  s.  3(59.11 
n  168th  st,  45x90,  except  strip  conveyed,  abt  2  ins  on  north. 
Dec    12.   1900.   due,    &c,   as   per   bond,   5%.     9:2,390.  26,000 

♦Flood,  Frank  to  Julia  Jahn.  Plot  begins  195  e  White  Plains  road 
at  point  000  n  along  same  from  Morris  Park  av,  runs  w  95  .x 
n  25  X  e  95  x  s  25  to  beginning,  with  right  of  way  over  strip  to 
Morris  Park  av.     Nov  19,  due  Sept  1,  1909,  5%.     Dec  13,  1900. 

3,500 

♦Friedhoff,  John  P  to  Heinrich  Schmutsch.  Amsterdam  av,  e  s, 
92  s  Liberty  st,  50x100.2  to  Pelham  road,  x54xl09.  P  M.  Dec 
3,   3   years,    5%.      Dec   8,    1906.  1,2(X) 

Greenfeld,  David  to  Mary  L  Eraser.  153d  st,  n  s,  387.6  e  Court- 
landt  av,  37.(;xl00.     Dec  12,  5  years,  5%.     Deo  13,  1906.     9:2400. 

20,000 

Goodman.  Harry  and  Louis  Goldstein  and  I  Henry  Harris  to  Jane 
L  Armour.  Courtlandt  av,  Nos  700  and  708;  e  s,  75  s  155th 
st,  .50x100.  Nov  19,  due  Nov  1,  1909,  51/2%.  Dec  13,  1900. 
9:2401.  40,000 

Greenfeld,  David  to  Mary  L  Fraser.  153d  st,  n  s,  3.50  e  Courtlandt 
av,   37.(;xl00.     Dec   12,  5  years,  5%.     Dec   13,   1906.     9:2400. 

20,000 

Glatt,  Charles  C  to  Abraham  J  Dworsky.  Concord  av,  s  e  cor 
147th  st,  200x100.     P  M.     Prior  mort  .1:15,000.     Dec  7,  due  June 


1908,    G%.      Dec    8.    1906.      10:2577. 


18,000 


♦Graham.   Ann   to  Wm   G   Mulligan.      Lawrence  av.   s  e   cor  Ferris 

av,   1.50x90;    St   Marys   av,   w   s,   1.50  n   Westchester  av,   125x90; 

St   Marys  av,   w  s,  25  s  Ferris  av,   175x90,  Pelham  Park.     P  M. 

Nov  16,  3  years.  S'/o     Dec  8,  190<5.  7,005 

Grefrath,  Louise  M  to  John  Ellerich.     Clay  av.  No  1308,  e  s,  70  n 

169th  st,   18.9x80.     P  M.     Dec   12,  5  years,  6%.     Dec  13,  1906. 

11:2887.  1.000 

Graff,    Chas    D   or   Chas    to   LAWYERS   TITLE   INS   &   TRUST   CO. 

Prospect  av,  e  s,  389  s   165th  st,   25x197.7x20.1x190.2.     Dec  10, 

3  years,  5%.     Dec  12,  1900.     10:2690.  5,500 
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Rockland-Rockport  Lime  Company 


Manufactarera    ot    tlitt  .'oUowing^   BrancU    •£ 
Rockland  Ijlme 

EXIRA  FINISHING  LUMP  ll^'r.11 

_  _  _  Also  Sole  Manuiactarers  of 

Look  for  these  words  on  the  head  of  every  barreh  Greenpoint  Ave  &  Newtown  Creek         EUREKA  BRAND  Of  PREPARED  PURE  WHITE  LIME 

"Manufactured  by  Rockland-Rockport  Lime  Company"     Borough  of  Brooklya.  N.  Y.  City      wMcti  la  anperior  to  anj  other  ume  or  wall  nUater  now 

DO  NOT  BE  DECEIVED  BY  ANY  SUBSTITUTE  Telephone,  207  Greenpoint  »°  ">»  market.  GUARANTEED  NOT  TO  PIT. 
NEW    YORK    OFFICE,    FULLER    BUILDINC,    BROADWAY   AND   23d    STREET 


*Grahara.  Ann  to  Wm  G  Mulligan.  St  Marys  av,  e  s,  '2~>  s  Central 
av,  50x100.  2PM  morts.  each  $430.  Nov  IG,  3  years,  5%.  Dec 
11,  190(3.  900 

*Same  to  same.  St  Marvs  av,  w  s,  25  s  Central  av,  50x100.  2 
P  M  morts,  each  .f4.">(l.     .Nov  U),  ."5  years.  5%.     Dec  11,  lUOG.     912 

♦Goldgeier,  Adolph  to  Frank  Gass.  12th  st,  n  s, '405  e  Av  B, 
25x108,   Unionport.     Nov  30,  ."'.  years,  (j%,.     Dec   11,  190G.       1,000 

Greenebaum,  Edward  to  T  Drysdale  Buchanan.  Forest  av,  s  w  cor 
KiOth  St,  54.2x175  to  e  s  Jackson  av,  Dec  11,  1900,  5  years,  5%. 
10:2(!47.  IG.OOO 

German  Real  Estate  Co  to  TITLE  GUARANTEE  AND  TRUST  CO. 
Martha  av,  w  s,  25  n  23Sth  st,  4  lots,  each  20x100.  4  building 
loan  morts,  each  .$2,750.  Dec  10,  3  years,  0%.  Dec- 11,  19011. 
12:3387.  11,000 

*Graham,  Ann  to  Wm  G  Mulligan.  St  Marys  st.  w  B,  50  n  West- 
chester av,  4  lots,  each  25x90,  Pelham  Park.  4PM  morts,  each 
$384.     Nov  10,  3  years,  5%.     Dec  11,   190(5.  ,  1,536 

Horowitz,,  David  to  Jackson  Construction  Co.  Bryant  st,  e  s. 
75  s  172d  St.  100x100.  Building  loan.  Prior  mort  .f 9,500.  Nov 
2G,  1  year,  0%.     Dec  11,   lOOG.     ]1:3(XH).  21.000 

Same  to  same.  Same  property.  Prior  mort  ,'f5,320.  Nov  2(5,  due, 
&c    as  per  bond.     Dec  11.  190(5.     11:3000.  4,180 

Heck.  Jacob  R  and  ano  to  TITLE  GUARANTEE  AND  TRUST  CO. 
Tinton  av.  No  823,  w  s.  208.7  n  1.5Sth  st,  17.2x110.  Dec  10,  due, 
&c,  as  per  bond.     Dec  11,  1!X)(5.     10:2(J5G.  2,400 

Holtgreive.  Henry  W  to  James  M  Anderson  trustee  James  W  An- 
derson. Simpson  st.  e  s.  215  n  l(i7th  st,  25x100.  Nov  23,  due, 
&c,  as  per  bond.     Dec  12,   190(5.     10:2728.  4.0t»0 

Hohle,  Wm  J  and  C  G  Adolph  Hohle  to  Vincent  Greubel  trustee 
for  Catharina  Amon  will  Catharina  Henneberger.  152d  st.  No 
(531    n  s,  3(X)  e  Courtlaudt  av,  25x100.     P  M.     Dec  11,  3  years. 


P    M.      Prior 


*Same    to    Jacob    Ruppert.      Same    propertv. 

.$18,000.     Dec  8,  1  year,  5%.     Dec  12,  1900. 
Kirchner,   .\ugust   to  J.imes  Clark.     13(ith  st.  No  1027,  n  s, 
■)xlOO.     P  M.     Dec  G,  2  years,  5%. 


i>7c. 


Dec  12,  190G.     J:  2399. 


5,000 


*Hallock.  James  W  to  BRONX  S.4VINGS  BANK.  Main  st,  e  s, 
100  s  Prospect  st,  50xl."i0;  Main  st,  n  e  cor  Scofleld  av, 
53.0x09.6;  Main  st,  e  s,  150  s  Prospect  st,  runs  s  15  x  e  70  x  s 
54  to  n  s  Scofleld  av,  x  e  Sl.O  x  n  119  x  w  1.0  x  s  .50  x  w  150 
to  beginning.  City  Island.  P  M.  Nov  30,  3  years,  5%%.  Dec 
8,   ItKW.  6.000 

Same  to  Annie  Booth  guardian  Walter  G  Booth.  Main  st,  e  s, 
being  s  part  of  lot  1  map  property  of  heirs  ot  Eliz  Pell,  City 
Island,   5(5x100.      P   M.      Nov   27,   3  years,   iiVz'^o.      Dec   8.    1906.  ^ 

Same  to  same.  Scofleld  av,  n  s,  73  e  ot  w  shore,  City  Island, 
runs  n  10(1  x  e  100  x  s  1(X;.4  to  av,  x  w  100  to  beginning.  P 
M       Nov  27,  3   years.   5V27r.     Dec  8.   190(5.  1,028 

Hirsh,  Jacob  with  LAWYERS  TITLE  INS  &  TRUST  CO.  Jerome 
av  No  2443.  n  w  s,  548.11  s  w  190th  st,  27x90.  Subordination 
agreement.     Nov  30.     Dec  7,  1900.     11:3199.  nom 

*Irving  Realty  Co  to  The  Brownhill  Co.  224th  st,  s  s,  441.6  e 
Paulding  av,  150x109.6:  223d  st,  n  s,  377.2  e  Corsa  lane,  lOOx 
109.6.     P  M.     Dec  1,  due  Mar  1,  1908,  0%.     Dec  7,  1906.       1,250 

Ingalls,  Herbert  F  to  Anna  M  Lindsley.  Fordham  road,  s  s,  bet 
Loring  pi  and  Andrews  av,  and  being  lot  115  amended  map 
Cammann  estate  at  Fordham.  Dec  5,  3  years,  5y2%.  Dec  8, 
1906.      11:3225.  1,500 

Jacobson.  Mary  wife  Charles  E  to  Charles  M  Weeks  trustee.  184th 
st  No  386  s  s,  16.8  w  Davidson  av,  10.8x80.  Nov  7,  3  years, 
5%,     Dec  12,  1906.     11:3198.  6,000 

Same  and  Henry  U  Singhi  with  same.  Same  property.  Subordi- 
nation  agreement.      Nov  7.     Dec   12.   1906.      11:3198.  nom 

Joseph,  Julius  with  Eliz  E  DuBois.  3d  av,  w  s,  130  s  183d  st, 
8.5x122.11.     Extension  mort,     Nov  30.     Dec  10,  1906.     11:3051. 

nom 

Joseph  Julius  with  Frederick  N  DuBois.  od  av,  w  s,  215  s  183d 
st  25x122.11.  Extension  mort.  Nov  .'!(>.  Dec  10,  1900.  11:- 
3051.  nom 

Jones  Wm  J  to  Josia'i  Jones.  130th  st,  n  s,  181.0  e  Alexander 
av    .-lOxKJO.      Dec   10,   190(5,  3  years,   6%.     9:2299.  2.0(X) 

Johnson  (Geo  F)  Sons  Co  to  TITLE  GUARANTEE  &  TRUST 
CO.  Whitlock  av,  s  e  s,  299.4  s  w  Hunts  Point  av,  25x128.8 
x25xl30  1.     Nov  20,  due,  &c,  as  per  bond.  Dec  7,  1906.  10:2734. 

7,.500 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Nov  30,     Dec  7,  1906.     10:2734.  _    ^    

Jones,  Anna  M  with  Jane  L  ,\rmour.  Courtlandt  av,  Nos  700  and 
708.  Subordination  agreement.  Nov  30.  Dec  13,  1906.  9:2401.  nom 

Kaufman,  Abraham  and  Wm  Loeb  to  John  Wynne.  Prospect  av, 
w  s  50  n  167th  st,  75x100.  P  M.  Prior  mort  $8,000.  Dec  3, 
2  years,   67o.     Dec  7,   190(5.     10:2680.  5,.500 

Knaut.  Bertha  to  Chas  V  Culyer.  College  av,  e  s,  209.10  s  170th 
st  2.50x100.  Dec  12,  due  June  12,  1907,  G%.  Dec  13,  1906. 
11:2783  and  2785.  20,000 

Kehoe,    Edw    W    to    Male    S    Feigelstock.      207th    st,    s    s,    330.1    w ' 
Perry  av,  25x100.     Dec  1,  3  years,  6%.  Dec  13.  1906.  12:3342.  500 

*Korn,  Max  to  Land  Co  "A"  of  Edenwald,  Monaghan  av,  e  s, 
200  s  Jefferson  st,  50x100,  Edenwald.  P  M,  Dec  6,  3  years, 
51/.%.     Dec  13,  190(5.  450 

Kellner,  Alex  T  with  Bronx  Investment  Co.  Concord  av,  e  s,  100 
s  147th  st,  100x100.  Subordination  agreement.  Dec  7.  Dec 
8,    IIHIG.      10:2577.  nom 

Kellner,  Alex  T  with  Daniel  R  Kendall  and  ano  trustees  John  L 
Rogers.  Concord  av,  s  e  cor  147th  st,  100x100.  Subordination 
mort.     Dec  7.     Dec  8.  19(X5.     10:2577.  nom 

Kroger,  Henry  F  to  Abraham  M  Morgenroth.  130th  st,  s  w  cor 
Southern  Boulevard,  137.8x32x119.2  to  Southern  Boulevard  x.32.9. 
P   M.      Dec   7,   due,   &c,   as  per   bond.      Dec   12,   1906.      10:2.504. 

40,000 
Same  to  same.     Same  property.     P  M.     Prior  mort  .$40,0(X).     Dec 

7,  2  years,  6%.     Dec  12,  1006,     10:25(54.  8,<X)0 

*Kuhn,  Maggie  and  Katie  Schwartz  to  Ronald  K  Brown.  Parker 
av,  e  s,  125  s  Lyon  av.  KJOxlOO,  Westchester.  P  M.  Dec  1,  2 
years,  67c,     Dec  12,  lOOt).  2,.5(X» 

*Same  to  Frank  Gass.     Same  property.     Dec  1,  2  years,  G%.     Dec 

12,  1906.  6(X> 

*Kane.  Margt  D  to  TITLE  GUARANTEE  &  TRUST  CO.  Classon 
Point  road  or  Public  road  to  the  Point,  c  1,  lot  30  map  Classens 
Point.     Dec  8,  due,  &c,  as  per  bond.     Dec  12,  19CK5,  18,000 


Southern  Boulevard 
11.    1906.      10:2.565, 
Koelsch,   Fredk   W   to   August  Koelsch. 
Hope  pi,  25x95.     Dec  1,  5  years,  5%. 


Morris  av,   e  s, 
Dec  11,  1906. 


mort 

7.000 

446.1 

Dec 

2.300 

100  s  Mt 

11:2801. 

5,000 
s,  379.1 
Dec  7. 

574.05 
411.4   n 
12:3318. 

3,000 

Loewgren,   Lars  to  Laud  Co  A  of  Edenwald.     Amundson  av,  w  s, 
4.50  s  Jefferson   av,  2.5x100,  Edenwald.     P  M.     Dec  11,  .3  years. 


Lum.  Albert  C  to  E  S  Prince  Co,  Inc.  Bainbridge  av,  e 
s  196th  st,  50x111. .■{x,50.3xl06. 2.  Prior  mort  $17,000. 
demand,  6%.     Dec   11.   1906.     12:3287. 

Lohden.  Henry  to  Wilhelmina  Mettel.  Creston  av,  w  s, 
196th   st,   16.6x100.4.      Dec   11,   1906.     3  years,  5% 


270 
,  118.6  s 
Dec  12, 

4,000 
pi,    e   s, 
due   Oct 
6,000 


5%%.     Dec  12.  1906. 
Lamberti,   Pasquale  J   to  Fannie  Steckel.     Arthur  av,  e 
Pelham  av,  50x87.0.   except  part  for  Arthur  av.     P  M. 
1900,   due  Jan   1,   1908,   5%.      11:3078. 
*Liesmann,   Hermann   and   Frank   to   Geo   Ehret.      Brown 
.50   n    134th   st,   50x1(10.      Prior   mort   .$29,(X)0.      Dec   7, 
4,   1907,  5%.     Dec  8,   1!X10.     9:22(52. 
Macy,   V  Everitt  and  Geo  H  Macy  trustees  Caroline  L  Macy  with 
Isaac  Brown  and  ano.     3d  av,  Nos  4064  and  4066.     2  extensions 
ot   morts.      May   19,    1904.      Dec   7,    1906.      11:2930.  nom 

Mayer,  Paul  to  TITLE  GUARANTEE  &  TRUST  CO.  Union  av. 
No  (519,  n  w  cor  151st  st,  25x100.  Dec  6,  due,  &c,  as  per  bond. 
Dec   7.    1906.      10:2(1(54.  7,500 

*Martin,  Caroline  to  EASTCHESTER  SAVINGS  BANK.  Hill  av. 
w  s,  150  s  Jetterson  av,  25x100,  Edenwald.  Dec  6,  3  years, 
67r.     Dec  7,   1906.  2,400 

Montague,  Kate  to  Louis  Meyer  Realty  Co.  141st  st  (Lowell  st), 
n  s,  4.4  e  Rider  av,  runs  n  75  x  w  4,3.10  to  e  s  Rider  av  x  g  e 
84.9  to  st  x  e  4.4.  Prior  mort  $6.7.50.  Dec  1,  2  years,  6%. 
Dec  13,  1906.     9:2334.  4,500 

Meier,  Wm  to  Sarah  L  Payne  et  al  exrs  Wm  H  Payne.  Briggs 
av,  s  e  s,  278.8  n  e  10,8th  st,  25x125.  Dec  8,  due  Jan  1,  1910, 
— f-c.     Dec  10,   1906.     12:3296.  2,000 

Marx,  Jacob  to  Carl  Ernst.  Wendover  av.  No  756,  s  s,  151.7  e 
Washington  av.  25.3x169.7x2.5x173.2.  Dec  5,  due  Jan  1,  1910,  6%. 
Dec  11,   1906.      11:2912.  6,000 

Madden,  Michl  to_ LAWYERS  TITLE  INS_&  TRUST  CO.  Beau- 
mont av,  e  s,  47.5.6  n  187th  st,  2,5.6x90x25x9,5.  Dec  11,  due  June 
30.  1908,  5Tr.     Dec  12,  19015.     11:3105.  5,000 

*Maehr,    Richard,.  Henry    Nerenberg    and    Christian    Broschart    to 
Ronald  K  Brown.     Parker  av.  e  s,  100  n  Lyon  av,  75x100,  West- 
chester.    P  M.     Dec  1.  1  year.  6%.     Dec  12.  1906.  1,100 
Massey,   Marion   E   to   Jane   E   Hunter.     Vyse   av.  e  s,   150  s  172d 
st,  25x100.     P  M.     Dec  11.  1  year,  —%.     Dec  12,  1906.     11:2995. 

1,200 
Mestaniz,    Emma   M    S   to   Louis   Grimm.      148th   st.   n   s,   299.2   w 
St   Anns   av,   37.10x84.9.      P   M.      Prior  mort  $32,000.     Oct  4.   1 
year.   — %.      Dec   8,    ISOG.      9:2275.  1,500 

*McQuade,  Mary  to  Mary  McQuade  guardian  Wm  J  McCJuade.  227th 
St.  n  s,  125  w  6th  av,  25x114,  Wakefield.     Nov  22,  3  years,  6%. 
Dec   7.   1906.  250 

Nicoletti,  Francesco  to  Mary  C  A  Brown.  167th  st,  Nos  709  and 
711,  n  e  s,  109  s  e  Park  av.  43x140.  P  M.  Prior  mort  $6,500. 
Dec  12,  4  years,  5%.     Dec  13,  1906.     9:2389.  2,000 

Nachemson.  Simon  to  John  Brown  and  ano.  145ih  st,  s  w  cor  St 
Anns  av,  No  427,  75.x40.ll.  P  M.  Dec  12,  1906,  5  years,  6%. 
9:2271.  11,000 

*Nathan,    Marcus    to   Wallace   Hewetson.      Columbus   av,    s   w   cor 

Louise  st,  20x100.     P  M,     Prior  mort  $ .     Dec  11,  3  years. 

5%.     Dec  12.  1906.  1,100 

*Nordmann.  Kate  wife  and  Wra  B  to  Herman  Hagenbuchle,  Ma- 
tilda st,  s  e  s,  3,50  s  240th  st,  25x100,  Washingtonville.  Dec 
3,  due  Jan  1,  1910.  6%.     Dec  12.  190(5.  4,500 

Oeser,  Henry  H  to  TITLE  GUARANTEE  &  TRUST  CO.  Mapes  av. 
No  2109.  late  Johnson  av,  n  w  s,  132  n  e  l.SOth  st,  late  Samuel 
st,  33x1.50,  except  part  tor  Mapes  av.  Dec  11,  ltM)6,  due.  &c, 
as  per  bond.     11:3110.  3,000 

*Pyle.  James  E.  Jersey  City,  N  J.  to  Georgianna  Bussing.  236th 
St.  s  s,  205  e  2d  St.  100x114;  236th  st,  s  s.  305  e  2d  st,  50x100, 
Wakefield.     P  M.     Nov  28,  3  years,  57.     Dec  11,  1906.  3.3(X> 

Pianisani.  Cesare  to  Belmont  Realty  &  Construction  Co,  Belmont 
av.  No  2147,  w  s,  204  n  181st  st,  24.1x86,6x25.1x86.2.  P  M. 
Aug  7,  3  years,  — %.     Dec  13,  1906.     11:3082.  300 

Peterson.  John  R  to  David  Daly.  17(5th  st.  n  e  cor  Daly  av,  runs 
n  252.7  X  e  1.50.11  x  s  95.7  x  w  102.10  x  s  16,8.1  to  st  x  w  49.11 
to  beginning.  Dec  12,  5  years,  5%.  Dec  13,  1906.  11:2985 
and  2992.  14,000 

Same  to  same.  Daly  av,  late  Elm  st,  s  e  s.  between  176th  st  and 
Tremont  av,  at  line  bet  lot  25  and  lot  26.  runs  s  e  1.50  x  s  w  50 
X  n  w  1.50  to  st  X  n  e  50  to  beginning,  being  part  of  lot  25  map 
part  of  land  heirs  Thos  E  Walker.  Dec  12,  5  years,  5'/'%.  Dec 
13,  190(5.     11:2992.  4,000 

Pionier,  Alfred  to  Louis  Meyer  Realty  Co.  La  Fontaine  av,  No 
2056,  e  s,  116.4  s  180th  st,  15.11xl(X).  Dec  1,  2  years,  6%.  Dec 
13,   1906.     11:3069.  600 

Same  to  same.     La  Fontaine  av.  No  2058,  e  s,  135  s  180th  st,  16x 

100.     Dec  1.  2  years,  6%.     Dec  13,  1906,     11:3039.  600 

Quinn.  Thos  J  to  Philip  J  Sinnott.  Tinton  av.  No  1117,  w  s, 
1.50  n  KKlth  st,  40xl27.3x40.xl27.4.  Prior  mort  $30,000,  Dec 
7,   19(1(1,  2  years.  67.     ]0:2'561.  8,000 

Rosenberg,  Amelia  to  .\manda  Von  Graberg.  151st  st  or  Beck  st,  s 
w  cor  Union  av,  25xl(X).  Dec  4,  5  years,  S'/o.  Dec  11,  1906. 
10:2(164.  10.000 

*Reichelt,  Wm  with  Marion  Ackermann.  Green  lane  or  av,  e  s, 
101  s  5th  St.  19x100,  Westchester.  Extension  mort.  Dec  5. 
Dec   11.   1906.  nom 

Robinson,  Isidor  to  Henrv  Sillcocks.  Washington  av,  w  s.  242  n 
178th  St.  107.7x145.9x107.(1x146.3.  Building  loan.  Dec  7, 
due.   &c,   as   per  bond.     Dec  8,   1906.     11:3035.  20,000 

Romaine.  Victoria  A  with  Nathan  Zimmerman.  Prospect  av,  No 
591.     Extension  mort.     Dec  5.     Dec  13,  1906,     10:2674,  nom 


Vh«  text  ot  these  pages  Is  copyrighted.     All  rights  are  reserved.      Notice  Is  hereby  glTen  that  Infringement  will  lead  ta  prosecution. 
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The   Palmer   Lime  and  Cement  Company 

♦'  PALIWER'S  NO.  1 ,  "  thn  Btmiiceat  and  bnst  brick  Umo  manutacturod.  will  lay  more  brick  to  the  barrel  than  any  other  lime 

Farnani  CIDn^iHlIKE  Finishlu^,  whli  h  hue  nu  h|uh1. 

Paliuer'N  t'luiNliinf;,  In^-li  grad-,  (  r  all  flnlahliiK  a"rt  plastering  wnrk. 

Coiinocdfut  Wliitf  I.inir,  cspHClaliy  adapted  tii  brown  and  8i;rutch  worlt. 

Paliner'B  Cha-ni  icn  I  i.iine,  absnlulelv  hlirh  fe-raae, 

AUen's  Portiaiifi  Crmiut,  lor  long  isand.  FOSTER   F.   COMSTOCK     Manager 

Brooklyn  station.  Tolopbonn  14-:i  Oroprrnlr.t  Salra  Department :    I  a<t    BPOAr>\A/AV      Mcu/    vnisi/ 

Jersey  City  Station.  Telephone  13  ;2  J».b  y  Telephouea.  u.Jlt.  (j,;iT-oo.2  cv,I.Ln?t  ^ ^**>^ 


Rosenstock,    Bernhard,    Ferdinand.    Saml    and    Fanny    and    Hannah 

Straus  to  TITLE  GUARANTEE  AND  TRUST  CO.     Tinton  av.  e  s, 

104  n   ItiHth  St,   7r)xl81!.8.     Dec   10.   due,   &c,  as  per  bond.      Dec 

11,  I'.lOl!.     10:2070.  8,000 

Same  to  same.     Union  av,  w  s,  194  n  Kffith  st,  75xl.'!2..'>.     Dec  10, 

due.  &c.  as  per  bond.     Dec  11,  1900.     10:2070.  8,0(X> 

Rubin.  Jacob  H  to  Henry  F  A  Wolt.  St  Anns  av,  n  e  cor  141st 
st,  runs  n  25.4  x  e  90  x  s  10.4  x  e  SO  to  w  s  Crimmins  av  x  s  27 
to  n  s  141st  st  X  w  170.5  to  beginning.  Dec  8,  3  years,  5%. 
Dec    10,    ltM)0.      10:2.550.  22,000 

Russano,  Nicola  and  Maria  J  his  wife  to  Joseph  Tesoro.  Belmont 
av.  No  2381  (Cambreleng  av),  n  w  s.  12.5  s  w  187th  st,  25.x.87.(i. 
P  M.     Dec  11.  1900,  5  years,  C%.    .11:3074.  2,500 

Retz,  John  to  John  Haffen  and  ano.  Southern  Boulevard,  n  w  cor 
187th  st,  runs  n  50  x  w  100  x  n  49.5  x  w  25  x  s  98.11  to  st  x  e 
1.32.9  to  beginning.  P  M.  Dec  12,  1  year,  6%.  Dec  13,  1906. 
11:3115.  6,000 

Redmond,  Wm  L  and  Helen  R  Kalteyer  to  TITLE  GUARANTEE 
&  TRUST  CO.  Reservoir  Oval,  w  s,  abt  317  s  Woodlawn  road, 
25xlW. 6x38.9x127. 10.  Nov  23,  due,  &c,  as  per  bond.  Dec  13, 
IflOO.      12:3343.  680 

*Reiher.  J  Henry  to  Casper  Reimer.  228th  st,  n  s,  100  e  6th  av 
or  st,  55x114,  Wakefield.  P  M.  Dec  12,  3  years,  5%.  Dec  13, 
1906.  9.50 

Rendall,  John  to  Hunts  Point  Realty  Co.  Faile  st,  Nos  804  to 
820,  e  s,  82.5  s  Garrison  av.  225x100.  P  M.  Prior  mort  $8,100. 
Dec  12,   190«),  due  Mar  27,   1908,  6%.   10:2761.  8.900 

Rendall.  John  to  MUTUAL  LIFE  INS  CO.  Faile  st.  Nos  804  to  820, 
e  s,  82.5  s  Garrison  av,  225x100.  P  M.  Dec  12,  1906,  due,  &c, 
as   per   bond.      10:2701.  8,100 

Saulpaugh,  X^m  L  to  Herbert  G  Streat  trustee  Abram  Beekman. 
Eagle  av,  e  s,  345.1  s  Westchester  av,  2  lots,  each  25x100.  2 
morts,  each  $5,000.  Dec  1,  due  Jan  1,  1908,  4%.  Dec  13,  1906. 
10:2623.  10,000 

Solter,  Frieda  to  NEW  YORK  TRUST  CO.  Melrose  av,  n  w  cor 
154th  st,  lOOx.50.     Dec  12,  3  years,  5%.     Dec  13,  1906.     9:2401. 

40,000 
Schneider,  Sophia  widow  to  William  P  Schneider.     Melrose  av,  n  w 
cor  155th  st,  100x25.  Dec  11,  due,  &c,  as  per  bond.  Dec  13,  1900. 
9:2402.  20,000 

Sergio.  Felice  to  Joseph  Faiella.  Hoffman  st.  w  s,  271.1  n  184th 
st,  37.6x94.11;  Hoffman  st,  w  s,  308.8  n  184th  st,  37.6x94.11. 
Dec  11,  1  year.  6%.     Dec   13,   1906.     11:3054.  20,000 

Shermann,  Lena  to  Congress  Brewing  Co,  Ltd.  Hughes  av,  e  s, 
180.6  n  181st  st,  16.x90.  Dec  5,  demand,  — %.  Dec  13,  1906. 
11:3082.  300 

*SchuessIer,    Christina    to    Isaac    Butler.      Av   B,    s    e    cor   7th   st, 

100x50,   Unionport.      Oct   30,   3  years,   6%.      Dec  8,   1006.       2,500 
*Schmelzle,    Friedrick    to    Julius    B    Denicke.      Columbus    av,    n    s, 
50  w  Lincoln  st,  2.5x100.     Dec  6,  3  years,  5%%.     Dec  7,  1906. 

2.800 
Schubert,    Henrietta    with    TITLE    GUARANTEE    &    TRUST    CO. 
Mapes  av.   No  2109,   late  Johnson  av,  w  s,   132  n  180th  st,  late 
Samuel    st,    33x150.      Subordination    agreement.      Dec    11,    1900. 
11:3110.  nom 

Swanstrom,  Frances  M,  Brooklyn.  N  Y.  to  Fredk  H  Wiggin  exr 
Eliz  S  B  M  Fleming.  137th  st,  n  s,  537.6  e  Willis  av,  16.8x100. 
Nov  30,  3  years,  5%.     Dec  10,  IfMJO.     9:2282.  3,500 

Staib,   Albert   to   Wm   C   Bergen.      Bainbridge  av,   s   e   s,   110.10  s 
w  Mosholu  Parkway  South.  25x81x25x80.     P  M,     Dec  0,  due  Jan 
•      1',    1910,   5%.      Dec   10,    1900.      12:3299. 
Schmitt,    Matilda    to    LAWYERS   TITLE    INS   &   TRUST   CO.      Tin 
ton   av.   w   s,   204   s   165th  st,   10.6x69.     Dec   10,   1906,   3   years, 
5%.     10:2659.  3,500 

Swain,  Harold  to  TITLE  GUARANTEE  &  TRUST  CO.  Grand 
Boulevard  and  Concourse,  w  s,  38.3  s  174th  st,  117.2xl24.3x 
153.1,  gore.  Dec  1,  due,  &c,  as  per  bond.  Dec  10,  1906.  11:2822 
and  2838.  3,500 

*Stirn,  John  and  Fannie  individ  and  as  wife  John  Stirn  to  Michael 
Kraft  and  ano.  Catherine  st,  e  s,  175  n  241st  st.  25x100, 
Washingtonville.     Dec  1,  3  years,  .5%.     Dec  10,  1900.  2,300 

Reeber,  Geo  A  and  Wm  C  to  Wm  N  Robertson  et  al  exrs  Milton 
H  Robertson.  3d  av,  w  s,  76.2  n  e  139th  st,  150.6x149.11  to  e  s 
Morris  av,  xl71. 9x67.1.  P  M.  Nov  21,  4  years,  5%.  Dec  11, 
1906.    9:2321.  .50,(KJ0 

Staib,  Albert  to  Wm  C  Bergen.  Bainbridge  av,  s  e  s,  110.10  s  w 
Mosholu  Parkway  South,  25x81x2.5x80.  P  M.  Prior  mort  $0,000 
Dec  0,  2  years,  0%.     Dec  11.  1900.     12:3299.  .500 

Schwartz,  Samuel  to  TITLE  GUARANTEE  AND  TRUST  CO.  South- 
ern Boulevard,  s  w  cor  Tremont  av,  109.9,x95.10xlO(lx.50.6.  Dec 
11,    1900,   due,    &c,   as   per   bond.      11:2960.  8,(XI0 

Silverman  Realty  Co  to  American  Mortgage  Co.  140th  st  n  s 
200  e  St  Anns  av,  100x95.  Dec  10,  1906,  1  year,  6%.  10-2.551 
and  2552.  13,000 

Same  to  same.     Same  property.     Certificate  as  to  above  mort.     Dec 

10,  1900.     10:2551  and  2552.  

Sapolsky,    Abraham   to   Henry   Sillcocks   trustee   Eliza   A   Sanford. 

Morris  av,   w  s,   50.10  n   165th   st,  25x101x25x101.8.     Dec   12    3 

years,  5%.     Dec   13,   1900.     9:2448.  8,000 

Treacy,   Patrick  S.   Yonkers,  N  Y,   to  Margt  Miller.     Hughes  av,'  s 

e   cor  180th  st,  .50x87.0.     3  years,  5%.     Dec  8,   190(i.      11:3074. 

5,000 
•Thorns,  Albert  to  Henry  Foth.     Boston  road  or  White  Plains  road, 
n   w  s,   25  s  w  Thwaites  pi,  25x100.6x25x107.9,   except  part  for 
road,  Westchester.     Nov  1,  due  June  1,  1907,  6%.     Dec  12    1906 

730 
Toussalnt,  Annie  and  Louise  devisees  Therese  Toussaint  to  Meyer 
Butzel.     202d  st.  late  Summit  St.  n  s,  321.3  w  Briggs  or  Valen- 
tine av,  late  Williamsbridge  road,  21.6x100.     Dec  5    due    &c    as 
per  bond.     Dec  11,  1906.     12:3308.  '        'ifMO 

♦Taylor,  Wm  to  Max  F  Schmidt.  Bronx  av,  w  s,  240.5  s  Morris 
st,  150x105.10  to  Bronx  Park  av  xl49.11xl00.4,  Lester  Park. 
P  M.     Dec  4,  2  years.  6%.     Dec  7,  1006.  1  400 

Toop,  Wm  H  to  Jacob  Wicks,  Jr.  Park  av,  e  s.  302.5  n  138th  st 
100x222.     Dec  13,  1906,  3  years,  5%.     9:2340.  30,000 


Tesoro,  Filomena  to  Mary  P  Bonsall.  Belmont  av,  No  2,381  (Cam- 
breleng av).  n  w  s,  125  s  w  187th  st,  2.5x87.6.  Nov  30  due  Dec 
11.   1909,  5%.     Dec  11,  1900.     11::!074.  '  3,000 

Toussaint,  Matilda  B  to  Meyer  Butzel.  Southern  Boulevard  s  a 
30.7  w  Bainbridge  av,  .50xl«0.  Nov  1,  due,  &c,  as  per  bond' 
Dec  11,  1900.     12:3297.  4  000 

*Thorn,  Chas  to  TITLE  GUARANTEE  &  TRUST  CO.  226th  st 
s  s,  abt  280  w  White  Plains  road,  50x114,  Wakefield.  Dec  lo! 
19tl0,   due.   &c,   as   per  bond.  o  500 

*Villosio,  Frank  to  Bridget  Doyle.  Plot  begins  740  e  White 
Plains  road  at  point  320  n  Morris  Park  av,  runs  e  lOO  x  n  25  x  w 
100  X  s  25  to  beginning,  with  right  of  way  to  Morris  Park  av 
Dec   10,  5  years,  5%%.     Dec  11,   1900. 

Wainwright.  Wm  to  E  S  Prince  Co.  Cambreling  av,  s  e  cor  189th 
st,  100x145.8  to  w  s  Beaumont  av,  xl(Xlxl48.5.  Dec  10,  due  June 
10,    1(M.I7,   0%.      Dec   11,   190<;.      11:.3090.  7.500 

Walsh.  John  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK 
Simpson  St.  w  s,  171.7  n  109th  st,  runs  n  25  x  w  107  11  x  s  10  4 
"    "   e   2o   X   e   87.8   to   beginning.      Dec    10,    1906,   3   years     5% 


:.600 


10:2710. 


3,000 


"Wood.  Josenh  S  with  Abraham  Shatzkin.  Lots  206  to  211  map 
'"/?  °'  .L^  Wood  at  Williamsbridge.  Agreement  as  to  release 
of  lots  210  and  211  for  .•t;2(;6.66.     Nov  23.     Dec  10,  1906.  nom 

Wej^sberger,  Adolf  to  Louis  Meyer  Realty  Co.  Wendover  av,  No 
<o4,  s  s,  120.3  e  Washington  av.  25.3x123.2x25x126.10  P  M 
Dec  1,  3  years,  6%.     Dee  13,  1006.  2  830 

*Wild,  Charles  to  Hudson  P  Rose  Co.  Hobart  av,  w  s  75  s  Wa- 
terbury  av,  50x100.     P  M.     Dec  1,  3  years,  5i^%.     Dec  7,  1906. 

1  000 
*Wolfson.    Bella    to    Lamport    Realty    Co.      Lamport   av     s   s    4''>5 

^i^,°rf,>.^'^'^"y''"'   '■'""^'   2.5x100.      P   M.      Prior  mort   .$ '   Deo 

12,   lf)0<>,   installs,  6%.  ^qq 

*Winterbottom,  Jennie  and  Irene  C  wife  James  H  McDermott  to 
^^f^,-S  Monaghan.  Washington  st,  e  s,  296  n  Westchester  av 
100x108,    Unionport.      Dec    0.    installs,    — %.      Dec   7     1906 

Weiffenbach,    Sebastian  --  '  ■ 

Lahm.      Home    st, 
year,  5%.     Dec  7,  lywi.     w.zrAV^.  4  000 

Same  to  same.  Home  st,  n  s,  107.1  w  Tinton  av,  20x100  Dec 
1,   1  year.  5%.     Dec  7,   1906.     10:2662.  4  OOO 

Same  to  same.  Forest  av,  e  s,  120  s  Home  st,  19x107.2  Dec  1 
1  year,  5%.     Dec  7,  190(j.  a7^(^ 

Welteck,  Frances  B  to  Geo  P  Johnsons  Sons  Co.  Whitlock  a'v 
s  e  s.  299.4  sw  Hunts  Point  av,  25x128.8x25x1.30.1.  P  m' 
?A'°-o'?°'''  ^'■■^^^-  Dec  — ,  due,  &c,  as  per  bond.  Dec  7,  190(5' 
.10:_,o4.  2,5'00 


lort.      Dec    1).    installs,    — %.      Dec   7,    1906.       800 
istian    to    Martin    Lahm    and    ano    exrs    Philip 
t.    n   s.    147.1    w   Tinton   av,   20x120.      Dec   1     1 
7,  1900.     10:2(M52.  io,,n 


PROJECTED  BUILDINGS. 


The  first  name  is  that  of  the  ow'r;  ar't  stands  for  architect  m'n 
for  mason,  c'r  for  carpenter,   and  b'r  for  builder. 

When  character  of  roof  is  not  mentioned,  it  i's  to  be  understood 
that  the  roof  is  to  be  of  tin. 


BOROUGH    OP   MANHATTAir. 

SOUTH   OF   14TH  STREET. 


■^.^IVr,       ^"''°  ^''   ^°  "''•   -'"'^'^  ^^^  ^"'^  ^'"""^  outhouse.  6.1x9.6;   cost    $.500- 

OXKJO  I  L  Cohn,  0-11  New  Chambers  st;  ar't,  0  Reissmann,  30  1st  St.— 

1108. 

Pitt    st.    No    84,    1-sty   brk   and    stone    outhouse,    17.x0;    cost     $400- 

Michael    Kramer,   746   E   0th   st;    ar't,   Harry  Zlot,   230   Grand   st'. 

Pitt  st,  No  131,  1-sty  brk  and  stone  outhouse.  6x23.4;  cost,  $1000- 
Frank  Fix,   150  East  3d  st;   ar't,  Henry   Klein,  191  East  3d 'st.— 

Washington   st.   No  23,   1-sty  brk  and  stone   outhouse,   23.0x7;   cost 

.^1,200;   Mrs  M  Rose,  5  West  7th  st,  Brooklyn;   ar't,  G  Thompson! 

23  East  8th  st. — 1107. 
3d   av.   Nos  54  and  ,56,  3-sty  brk  and  stone  loft  and  store  building 

26x100;    cost,    .$15,000;    Luder    Reinken,    124    E    62d    sf    ar't     L 

Giller.    416   Broadway. — 11(10. 

BETWEEN  t4TH  AND  59TH  STREETS. 

16th  st,  Nos  .502  to  508  West,  four  1-sty  concrete  and  brk  out- 
houses, 11.2x9.10;  total  cost,  .$2,000;  Central  Railroad  of  New 
Jersey,   143  Liberty  st;   ar't,  Louis  C  Maurer.  22  E  21st  st. — 1102. 

lOth  av,  Nos  83-03,  1-sty  brk  and  stone  outhouse.  11.2x9;  cost, 
.$3,0(X);  Central  Railroad  of  New  Jersey,  143  Liberty  sf  ar't  L  6 
Maurer,  22  East  21st  st. — 1103. 

NORTH    OF    125TH    STREET. 

Broadway,  -s  e  cor  143d  st,  0-sty  brk  and  stone  store  and  tene- 
ment, 99.ll.x00;  cost,  $175,0(X):  C  M  Silverman  &  Son.  1448  Madi- 
son  av;    ar'ts,    Neville   &   Bagge,   217   W   125th  st. — 1104. 

Broadway,  n  e  cor  142d  st,  0-sty  brk  and  stone  store  and  tene- 
ment, 90.11x00;  cost,  $175,000;  C  M  Silverman  &  Son,  1448  Madi- 
son av;    ar'ts,   Neville  &  Bagge,  217  W  125th  st. — 1105. 

BOROUGH   OF   THE   BRONX. 

Canal  pi,  w  s,  204.9  n  138th  st.  4-sty  brk  lofts,  50x105;  cost,  $20,- 

000;   Wm  H  Toop,  138th  st  and  Park  av;  ar't,  Lorenz  F  J  Weiher 

103   E   125th   St.— 1352. 
Wright   st,   e   s,   175  s  187th  st,  3-sty  frame  dwelling.   20x38;   cost, 

.$5,500:  Dosso  &  Rezzanio,  Adams  st;  ar't,  B  Ebeling,  West  Farms 

road.— 1340. 
135th  st,  n  s,  175  e  Willow  av,  1-sty  frame  shed.  24x30;  cost,  $100; 

Henry  Hunkle,  134th  st  and  Southern  Boulevard;  ar't,  Louis  Falk 

2785  3d  av.— 1332. 
13(ith  st,  s  s,  1(X)  e  Brook  av,  seven  6-sty  brk  stores  and  tenements, 

37.6x87;    total   cost,  $266,000;   Grossman   Bros  &  Rosenbaum    540 

West  58th  st;  ar't,  Geo  Fred  Pelham,  ,503  5th  av.— 1340. 
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KING'S  WINDSOR  CEMENT 

Tor  Plastering  Walls  and  Ceilings 


Elastic  in  its  nature,  can  be  applied  with  25  per 
cent,  less  labor  and  has  12'.'  per  cent,  more  cov= 
ering  capacity  than  any  other  similar  material 

J.  B.  KING  4  CO..  No.  1  Broadway.  New  York 


l.'ilst   St,  s  s,   120..'?  e  Morris  av,   two  (!-sty  brk  tenement.  .">Oxl(l.".."; 

total   cost.   $50.WK);    The   Giliberti   Construction  Co.   Vincinzo   Gili- 

berti    2230  1st  av,   Pres;   ar't,  Nicholas  Contorti,  324  E  IKJth  st. 

—13.^1. 
188th  st    n  s,  342.0  w  Aqueduct  av,   three  2%-sty  frame  dwellings, 

peak    shingle    roof,    20x38;    total    cost,    $12,(XM);    Hugh    McLernan, 

Tee  Taw  av  and  188th  st;   ar't,  J  J  Vreeland,  201'J  Jerome  av. — 

1342. 
215th   st,   s   s,   43   w   Barnes   av,   4-sty   brk   tenement,   2.5x78;    cost. 

$12,000;    Antonio   Rieggiere,   8.5   White   Plains    road;    ar't,   J    Mel- 
ville Lawrence,  2;Wth  st  and  White  Plains  road. — 1331. 
238th   St.   s   s,   100   w   Martha   av.   3-sty   brk   dwelling,   25x.50;   cost, 

.$15,000;    Esther   Greenbaum,    132   Nassau   st;    ar't,   Thos   Graham, 

102  Lincoln  av.— 1344. 
Balcom   av,   e   s.   75   n   Latting  St.   two  2-sty   brk   dwellings,   20x.j2; 

total    cost,    JflO.OOO;    Francis    Trainer.    Edwards    av    near    Latting 

st;   ar't,   Franz  Wolfgang.   787   E   177th   st. — 13.54. 
Bronxwood  av,   s  w  cor  218th  st,   1-sty  brk  factory,  47.4x105;   cost, 

.$20,000;   Taylor  Textile  Mfg  Co,  440  Bartholdi  st;  ar't,  J  Sassfleld 

Kennedy,  44  Court  st,  Brooklyn. — 1333.  _ 

Bryant  av.  e  s.  25  s  172d  st,  two  2-sty  brk  dwellings,  each  2oxo4; 

total    cost.    $20,000;    Wm    L    Hesterhager,    510    Mead    st;    ar't,    B 

Ebeling.   West  Farms   road.— 1335. 
Broadway,   e   s,   200  n   231st   st,   3-sty  brk   store   and   dwelling,   2ox 

53;    cost,   $10,000;    Matthew   J   Crowley,   Heath   av;    ar't,    Louis   C 

Denis,  815  East  158th  st.— 1343. 
Creston  av,   w  s,   144.0  n  100th  st,   two  2-sty   frame  dwellings,  2lx 

.55;   total  cost,  $12,0(H>;  Ernest  Keller,  153  East  121st  st;  ar't,  J  J 

Vreeland,  2019  Jerome  av. — 1338. 
Ellis  av.  n  s,  205  e  Havemeyer  av,  2-sty  frame  dwell'g,  21xo3;  cost, 

.$4. ,500;    Michael    Rauch.   224th   st   and   5th   av;    ar't,    Henry   Laue, 

Castle    Hill    and    Ellis   avs. — 1:')50. 
Grace    av,    w    s,    170.9   n    St    Raymonds    av.    3-sty   frame    store    and 

dwelling,  "20x38;   cost,  .$5..50O;   Dosso  &  Rezzanio,  Adams  st;   ar't, 

B  Ebeling,   West  Farms  road. — 1348. 
Hughes  av,   e  s,   175  s   18!Uh  st.  5-sty  brk  tenement,  2.5x25.0;   cost. 

$18,0(M>;  Gabriele  Del  Gaudio,  .■i7  St  Lawrence  av;   ar'ts,  Moore  & 

Landsiedel,  148th  st  and  3d  av. — 1349. 
Shakespeare  av,   e  s,  811.11   s  Featherbed  lane,  2-sty  brk  dwelling. 

10x05;    cost.   .$7,(11X1;    Thos  Mulligan,  .551   B   135th  st ;    ar't,   Lorenz 

F  J  Weiher,   103  E  125th  st  — 1353. 
St   Raymonds  av.  n  s.  8.)  e   Lafayette  st.  3-sty  frame  dwelling,  20x 

38;    cost,   $5, .500;    Dosso   &    Rezzanio,   Adams  st;    ar't,   B   Ebeling, 

West   Farms   road.— 1347. 
Taylor  av.  w  s,  174  n  Westchester  av,  2-sty  frame  dwelling,  21x53; 

cost,    $5.(1(11);    Herman    Knabe,    107th    st    and    Intervale    av;    ar't, 

Albert  Gerhards.   1070  East  109th  St.— 1337. 
Trinity   av,   w  s,   3(X)  n   l()lst   st,   5-sty   brk  tenement,   .50x88;    cost, 

$.50,(XX>;    Arthur   Barry,   1149  Boston  road;    ar'ts,   Moore   &   Land- 
siedel, 148th  st  and  3d  av.— 1341. 
Union  av,  w  s,  201.9  n   lOOth  st,  2-sty  brk  dwelling,   lO.SxCO;   cost, 

.$4  000-    ow'r  and  ar't,   Chas   Le   Baron   Goeller,   1283  Union  av. — 

1345. 
Unionport    road,    e    s,    .527.3   n    Morris   Park    av.    three   2-sty   frame 

dwellings.   .53x45   and  03.4;   total  cost,   $13,.500;    Mrs   Mary   Boyle, 

Jackson  av.  Van  Nest;  ar't,  B  Ebeling,  West  Farms  road. — 1.334. 
Unionport   road,   w   s.    124.4   n    Columbus   av,   2-sty   brick   dwelling, 

2.5x30;    cost,    $5,(XXI;    Josephina   De    Lucia,    Unionport    road;    ar't, 

B  Ebeling,   West  Farms  road. — 133(>. 
WiMow  av.  n  w  cor  l.'?5th  st,  5-sty  brk  piano  hardware  factory,  50x 

90;  cost,  .$.35.(XX>;  Chas  Ramsey.  099  East  140th  st;  ar't,  Albert  E 

Davis,  494  East   1.38th  St.— 13,30. 
3d   av,   e   s,   179th   to    180th   st.   1-sty   brk   locker   room   and   toilet, 

14x12;    cost,    .$.500;    Manhattan    Railway    Co,    13-21    Park    Row; 

ar't,   Geo   H   Pegram,   13-21   Park   row. — 1339. 


to  .5-sty  brk  and  stone  tene- 
40   Mulberry   st;    art,   Fredk 


ALTERATIONS. 

BOROUGH   OF   IKAMKATTAIT. 

Broome  st.  No  1S,S.  partitions,  doors,  to  5-sty  brk  and  stone  tene- 
ment; cost.  .$4,(100;  estate  of  George  Hollock,  401  Grand  st;  ar't, 
J   A   Dolan.   401    Grand   st. — 3140. 

Cherry  st,  Nos  290-292,  air  shafts,  partitions,  windows,  toilets,  to 
two  5-sty  brk  and  stone  tenements;  cost,  $5,000;  A  J  Dworsky, 
239  E  (X»th  st;   ar't.  O  Reissmann,  30  1st  st. — 31.39. 

Cortlandt  st.  No  40,  elect  sign,  to  5-sty  brk  and  stone  loft  build- 
ing; cost,  ,$"2(X*;  J  C  Davis,  1.50  Broadway;  ar't.  Herbert  Michaelis, 
452  5th  av.— 3134. 

Essex  st.  No  141,  fireproof  ceilings,  to  C-sty  brk  and  stone  store 
and  tenement;  cost,  $1,0(X);  Goodman  &  Levy,  989  Westchester 
av;  ar'ts,  Goldner  &  Goldberg,  Westchester  and  Jackson  avs. 
—3112. 

Front  st,  Nos  130-140,  beams,  columns,  to  0-sty  brk  and  stone  of- 
fice building;  cost.  .$5,000;  Wm  E  Dand,  70y2  Pine  st;  ar't,  S  A 
McGuire,    1170   Broadway. — 3121. 

Grand  st.  No  '.V.V.K  gallery,  beams,  stairs,  to  .3-sty  brk  and  stone 
store  and  loft  buildins:  cost.  .$1.(XX);  H  S  Ely,  21  Liberty  st;  ar't. 
Otto  L   Spannhake,  '233  E  78th  st. — 3111. 

Grand  st,  s  e  cor  Wooster  st,  0-sty  brk  and  stone  side  extension, 
44x7.5x90,  girders,  columns,  to  4  and  5-sty  brk  and  stone  store 
and  loft  building;  cost,  .$.50,0(10;  Samuel  Eisemore,  71  Grand  st; 
art,  T  J  Van  der  Bent,  100  5th  av. — 3142. 

Greenwich  st.  No  111,  erect  pent  house,  stairs,  to  .5-sty  brk  and 
stone  studios  and  office  building;  cost,  $.500;  The  American 
Bank  Note  Co^  78  Trinity  pi;  ar't.  P  F  Brogan,  119  E  23d  st. 
— .310-2. 

Henry  st,  Nos  131-133.  show  windows,  partitions,  piers,  to  two 
.5-sty  brk  and  stone  tenements;  cost,  $5,000;  Joseph  Smolensky, 
1.38    Henry   st ;    ar't,    O   Reissmann,   .30  1st    St. — 309.5. 

Houston  st.  No  47'2  East,  toilets,  to  5-sty  brk  and  stone  tenement; 
cost,  $500;  A  Kaufmann,  11  W  S2d  st;  ar't,  O  Reissmann,  30  1st 
St.— 3152. 

James  st,  Nos  81-83,  show  windows,  partitions,  brk  walls,  to  two 
3  and  4-sty  brk  and  stone  tenements  and  shops;  cost,  $2, .500; 
Sergio  Carlucci,  .50  Oak  st;  ar't,  Chas  E  Miller,  111  Nassau  st. 
-3127. 

Market  st.  No  37,  fireproof  partitions,  to  4-sty  brk  and  stone  store 
and  tenement;  cost,  ,$200;  Nathan  Roggen,  1391  Madison  av; 
ar't,  Herman  Horenburger,   122  Bowery. — 3119. 


Mulberry  st.    No  40,   partitions,   piers, 
ment:    cost,    $1,4(H(;    Chas    M    Sloan, 
Musty,   177  Cherry  st. — 3110. 
Rivington  st.  n  s.  .50  e  Goerck  st,  partitions,  shower  baths,  to  3-sty 
brk  and  stone  public  bath:   cost,  .$21,0(XJ;   City  of  N  Y,  City  Hall; 
ar'ts,   Bernstein  &   Bernstein,  24   E  23d  st. — 3135. 
Stanton  st.   No  247,  skylights,  windows,  plumbing,  to  two  .5-sty  brk 
and  stone  tenements;   cost,  $1,(HI0;   Abraham  Hayden,  223  Riving- 
ton  st ;    ar't,   Jacob   Fisher,   29(»  2d   st. — 3147. 
Union  sq  East.  No  "20,  erect  sign,  to  5-sty  brk  and  stone  loft  build- 
ing;   cost,    $225;    L    Lindermann,    140    W    23d    st;    ar't,    Herbert 
Michaelis,   452  5th   av.— 31;!3. 
Washington  pi,  s  e  cor  Mercer  st,  erect  balcony,  to  12-sty  brk  and 
stone  loft  building;   cost,  $(iOO;   Sonn  Bros,  on  premises;   ar't,  Wm 
Schwarzwaelder   &   Co,   13   E   10th   st. — 3124. 
Washington   st.   No  23,   partitions,   windows,   to  5-sty  brk  and  stone 
tenement;    cost,   .$b(KJ;    Mrs  M   Rose,  522  7th  st,  Brooklyn;    ar't,   G 
Thompson,   23   E  8th  st. — 3138. 
Water    st.    No    300,    plumbing,    toilets,    windows,    to    4-sty   brk    and 
stone    factory;    cost,    $l,(KKt;    American    Steel    Frame   &    Bent    Iron 
Co,  275  Pearl  st ;  ar't,  Samuel  Sass,  23  Park  row. — 3103. 
William   st.    No   207,    fireproof   bake   shop,    to   4-sty   brk   and   stone 
tenement;   cost,  .$.5(Xl;   Emma  M  Geiss,   1.54  Prospect  Park,  Brook- 
lyn;   ar't,   A   E   Nast,   810  Tinton   av. — 3099. 
5th  st.   No  020  East,   partitions,   toilets,   windows,   to  4-sty  brk  and 
stone   tenement;    cost,   $7,000;    Henry   Simon,   4   E   107th  st;   ar't, 
O  Reissmann,  30  1st  St.— 309<J. 
(ith  st.   No  314  East,   toilets,  partitions,  plumbing,  to  5-sty  brk  and 
stone    tenement;    cost,    $2,5(KJ;    David    Baron,   8   W   18th   st;    ar't, 
Walter  April,   19  W  8th  st  — 3148. 
1.3th   St.    No   4(Hi   East,    partitions,    windows,   iron   columns,    gallery, 
to  3-sty  brk  and  stone  bank  and  dwelling;   cost,  $5.0<Xj;    E  J  Fer- 
rara,  410  E  13th  st;   ar't,   E  G  W  Dietrich,  320  Broadway.— 313ti. 
14th   st.   No  524   East,    toilets,   windows,   fire  escapes,   partitions,   to 
4-sty   brk   and   stone   tenement;    cost.   $'2.(_10(l;    Hyman   Rosenblum, 
442   E  58th  st;   ar't,   Harry  Zlot,  230  Grand  st. — 3101. 
18th  st,   Nos  128-130  East,  erect  sign  to  lO-sty  brk  and  stone  fac- 
tory;   cost,   $1,800;   John   S  Huyler,   on  premises;   ar't,   Benj   Wall, 
477   Bergen    st.    Brooklyn. — 31(T0. 
23d    st,    Nos    10-12    East,    erect   sign,    to   6-sty   brk   and  stone    loft 
building;    cost,    $2(XI;    J    R    Brown,    .53    E    3.3d    st;    ar't,    Herbert 
Michaelis,   452  5th  av. — 3132. 
24th  st,  No  321  East,  toilets,  windows,  partitions,  to  5-sty  brk  and 
stone    tenement;    cost,    $1.2(Xl;    William    Simon.    100    South   3d    st, 
Brooklyn;   ar'ts,  B  W  Berger  &  Son,  121  Bible  House.— 3151. 
27th  st.  No  ,530  West,  erect  root  house  to  0-sty  brk  and  stone  ware- 
house;   cost,    $l,.50O;    Edward    Lyons,   520   W   27th    st;    ar't,    R    E 
Dusinberre,   123  E  23d  St.— 3105. 
29th  st,   Nos  ■2.'J4-230  Eatt,  alter  doors,  windows,   to   two  5-sty  brk 
and   stone   tenement;   cost,   $4,(100;    Geo   W   Eccles,   Bayside,   N  Y; 
ar't,   John   Holtje,    ll.'J3   Broadway. — 3125. 
34th    st,    Nos    19-21    West,    steel    girders,    refrigeration    plant,    ceil- 
ings, to  11-sty  brk  and  stone  store  and  office  building;  cost,  $10,- 
000;   Henry  P  Loomis.  M  D,  58  E  34th  st,  and  Mrs  J  D  Prince,  15 
Lexington    av;    ar't,    W   A   Goericke,   ,527  5th  av. — 3117. 
87th   st.    No   "238  East,    toilets,   partitions,   beams,   to  4-sty  brk  and 
stone   tenement;    cos.t,   $1,0(X");    Jacob   Adler  and  Sol   Kahn,  525  E 
19th  st;  ar't,   O  Reissmann,  30  1st  St.— 3094. 
39th  st,  s  s,  275  e  Sltli  av,  add  1  sty,  columns,  girders,  to  4-sty  brk 
and  stone  factory:   cost,  $10,000;   D  Auerbach  &  Sons,  334  W  39th 
st;    ar't,   Frank   H   Quinby,   99   Nassau   st. — 3120. 
40th  st,  No  Ti'AO  West,  toilets,  windows,  partitions,  to  4-sty  brk  and 
stone  tenement;  cost,  $2,0(X);  Joseph  May,  on  premises;  ar't    John 
H   Knubel,   318  W  42d   St.— 3109. 
41st  st.  No  14  East,  1-sty  brk  and  stone  rear  extension,  20.10x18.0, 
to  4-sty  brk  and  stone  dwelling:   cost,  $.5(N>;  Frederick  G  Reighley, 
111   Broadway;    ar't,   Clarence  True,   729  0th   av. — .3149. 
45th  St.  Nos  344-340  West,  store  fronts,  to  two  5-sty  brk  and  stone 
stores    and    tenements;     cost,    .$.5,(MK»;    Emma    J    Hartley     501    W 
38th   st:    ar't,   Wm   F   Marshall,   207   E  49th  st. — 3140. 
40th  St.  No  11.'!  West,  partitions,  skylights,  stairs,  plumbing  fixtures, 
toilets,   to  4-sty  brk  and  stone  tenement;   cost,  $2,(X)0;   Bronx  In- 
vestment  Co,   31    Nassau   st;   ar'ts,  Jardine,  Kent   &  Jardine,   1202 
Broadway. — 311,S. 
47th   st.    No  37   West,   add   1   sty   to  4-sty  brk   and   stone  dwelling; 
cost,    $1.(X)():    James    Gordon    Bennett,    28   W   21st    st;    ar't,    Chas 
_Baxter  Jr,    1132   Tinton  av. — 3115. 
47th  st,  No  320  East,  toilets,  windows,  partitions,  to  two  5-sty  brk 
and   stone    tenements;    cost,   ,$5,000;    B   Friend,   1770  Madison   av; 
ar'ts.  Goldner  &  Goldberg,  Westchester  and  Jackson  avs. — 3113. 
.50th  st.   No  22   West,   2-sty   brk  and  stone  rear  extension,  24.10x5, 
elevator    shaft,    dumb    waiter,    to    4-sty    brk    and    stone    dwelling; 
cost,   .$5,0(K):    W   G   Read,    1   E  48th   st;   ar't,   Thomas   Nash,   1170 
Broadway. — 3137. 
05th  st.  No  3.52  East,  skylights,  alter  doors,  to  5-sty  brk  and  stone 
tenement   and   stores;    cost,   $.5CX);    Peter   Doelger,   4417   E   55th   st- 
ar't,    Chas   Stegmayer,    108   E  91st   st. — 3110. 
72d   st,    No   170   West,    1-sty   brk   and   stone   rear   extension,   30x33, 
partitions,    glass    fronts,    to   5-sty    brk    and   stone    store    and    office 
building;    cost,    $12,000;    David    S    Brown,    102d    st    and    Riverside 
Drive;    ar't,    Danl   T   Webster,    100  5th   av. — 3128. 
S'2d   st.    No   331    East,    1-sty   brk   and   stone   rear   extension.    18x40, 
partitions,    windows,    girders,    to    4-sty    brk    and    stone    dwelling; 
cost,   $975;   Joseph   Rosenzweig,  331   E  82d  st;    ar't,   Fred  Laufer, 
307  Av   B.— 3141. 
115th   st.    No  315   West,    1-sty   brk   and  stone   side   extension.   KixlC, 
partitions,    to    1-sty    brk    and    stone,  office    building;    cost.    .$5(X); 
Sonn  Bros,  440  Washington  st;   ar't,  Frank  H  Hines,  104  W  124th 
st.'-3120. 
110th   st.   No  SO  East,   partitions,   windows,   to  5-sty  brk  and  stone 
tenement;    cost,   $2(10;    United   States   Life   Ins  Co,  273  Broadway; 
ar't,   J   J    Vreeland,   2^119   Jerome   av. — 3104. 
12.5th  St.  No  103  East.  1-sty  brk  and  stone  side  extension,  0.. 5x19.1, 
partitions,   girders,    to  2-sty  brk  and  stone  store  and  club   room; 
cost,  .$900:  Caroline  L  Bleeker,  49  Wall  st;  ar't,  Richard  R  Davis, 
247   W   125tb   St.— 3130. 
Av  A,  No  04,  toilets,  windows,  stairs,  piers,  to  4-sty  brk  and  stone 
tenement;    cost,    $1,0(X);    Gustav   Gross,    04   Av   A;    ar't,    Henry   J 
Feiser,    150   Nassau   st. — 3114. 
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Broadway,    No    810,    add    1    sty,    stairs,    elevator    shaft,    toilets,    to 

5-sty  brk  and  stone  store  and  loft  building;   cost,  .$4,750;   Surety 

Realty  Co,  100  Broadway;  ar't,  Ed  A  Meyers.  1  Union  sq. — 3131. 
Broadway,  No  1711,  (J-sty  brk  and  stone  rear  extension.  2.5x28.0,  add 

1  sty,  new  plumbing,  electric  elevator,  fireproof  staircases.  &c,  to 

.''i-sty   brk  and   stone  office   building;    cost,  .'i!28..'')00;   Geo   E  Keith, 

299  Broadway;   ar't,   H  G   Knapp.   112  W  42d  st. — 3144. 
Lexington  av.  No  42,  partitions,  store  fronts,  to  3-sty  brk  and  stone 

store   and  dwelling;    cost.   ,$2.01(0;   G   M  Gest,  277   Broadway;   ar't, 

Wm   F   Dixon,    l.">(i   r)th   av. — 314.J. 
Lexington  av.   No  842.   partitions,   entrance,  stoops,   stairs,  to  3-sty 

brk   and    stone    dwelling;    cost,    $2,500;    Annie    NIcoll    Hoes,    1730 

Broadway;   ar't,  Peter  J   Ryan.  314  W  44th  st. — 31.53. 
Madison   av  |erect  cycle  track  to  1-sty  brk  amusement  place; 

4th  av  I     cost,    .$7,000;    Madison    Square    Garden    Co.    on 

2Gth  and  27th  sts  |     premises;    ar't,    Wm    P    Ellison,    3.50    W    27th 

St.— 3106. 
Park  av.   No   9.52,   toilets,   partitions,   to  .5-sty   brk   and   stone   store 

and  tenement;   cost,  ,'!.50;   S  Gutman,  4.52  Broadway;   ar't,  Edward 

I  Shire,   110  E  23d  St.— 3122. 
Park   row.    No    1*J2.    partitions,    windows,    toilets,    to   4-sty   brk   and 

stone  store  and  tenement;   cost.  .$.'!00;   A  C  M  I  Stewart,   124  Park 

row;   ar't,  C  Dunne,  210  E  14th  st. — 3129. 
1st  av.  No  13.58        Jtoilets,    partitions,    windows,    to    .5-sty    brk    and 
73d   st.   No  400  e(     stone    tenement;     cost,    .$7.50;      Sigmond       Katz, 

(!4  E  llth  st;   ar't,  Walter  H  C  Hornum,  3(iO  W  125th  St.— :it(93. 
1st  av.  No  1541,  brk  wall,  fireproofing,  to  5-sty  brk  and  stone  store 

and  tenement;   cost,  $1,500;  J  J  Haupt,  Montclair.   N  J;   ar't,  A  L 

Kehoe,   20(5   Broadway.— 3098. 
2d  av,   n   e   cor   122d  st,   store  fronts,   to  4-sty  brk  and  stone  tene- 
ment;   cost,    $y(X);    Catherine   Doran,   311    E    122d   st;    ar'ts,    B   W 

Berger    &    Son,    121    Bible    House. — 3097. 
2d  av.  No   1021.   toilets,  windows,  partitions,  to  .5-sty  brk  and  stone 

tenement;    cost,   $1,500;    Mrs   Minnie  Rinaldo,   138  E  74th   st;    ar't, 

Max  Muller,  3  Chambers  st. — 3107. 
2d  av.   No   1023,   toilets,  windows,   partitions,  to  5-sty  brk  and  stone 

tenement;    cost,   $3, (MM);    Mrs   Minnie   Rinaldo,   138  E  74th  st;   ar't. 

Max  Muller.  3  Chambers  st. — 31t)S. 
5th   av,   Nos   110-112,   shaft,   toilets,   to.  11-sty   brk  and  stone   store 


and  loft  building;  cost,  .$.500;  estate  of  Ogden  Goelet,  9  W  17lh 
st;    ar'ts,    Maynicke   &   Franke,    298  5th   av.— 3150. 

0th  av,  No  27.'!,  partitions,  stairs,  store  fronts,  to  .3-sty  brk  and 
stone  store  building;  cost.  $2. .500;  Rebecca  Y  Gay.  Paris.  France; 
ar'ts,  S  B  Eisendrath  and  B  Horwitz.  Assoc.  41  W  24th  St. — 3143. 

llth  av.  Nos  790-792,  parlitions.  toilets,  to  two  4-sty  brk  and 
stone  stores  and  tenements;  cost.  $'2.tMMi:  Mrs  Sarah  J  Brooke,  347 
W  5lith  st;   ar't,  James  W  Cole,  403  W  51st  st.— 31'23. 

BOROUOK  or  TMS  BIU>VX. 

Louise  st,  s  w  cor  Van  Nest  av.  two  2-sty  frame  extension,  20x0 
and  14,  to  ■2-sty  frame  dwelling;  cost.  $1.00U;  Marcus  Nathan, 
1.50  W  120th  st;  ar't,  Wm  T  La  Velle,  1145  Freeman  St.— tul. 

Victor  St.  e  s.  200  s  Morris  Park  av,  2-sty  frame  extension,  2.5x12.7, 
to  2-sty  frame  dwelling;  cost.  $7;50;  Marcus  Nathan,  150  W  120th 
st;   ar't.  Wm  T  La  Velle.   1145  Freeman  st. — 070. 

14(ith  St.  s  s.  300  w  Morris  av.  new  show  window,  to  2-sty  frame 
store  and  dwelling;  cost,  $1.50;  Louis  Flarie,  400  E  14Cth  st;  ar't, 
T  J  Cunningham.  (!,'i4  Prospect  av. — 074. 

149lh  St.  No  577,  two  1-sty  frame  extensions.  7x34.0  and  25x40.0, 
and  build  1  sty  of  brk  under  2-sty  frame  and  brk  store  and  dwell- 
ing; cost.  .$3..5<KI:  Longinelli  Bros,  581  E  149th  st;  ar'ts,  Moore 
&  Landsiedel.  148th  st  and  3d  av. — 009. 

21.5th    St.    s    s.    140.0   w   4th   av.    new    partitions, 
compartments,    to   3-sty   frame   tenement;    cost. 


st;    ar't,   L   Howard,   170th 


new  water  closet 
$2(X);  Nicola  Bi- 
st   and  Carter  av. 


new  show  window,   to  .3-sty  frame  store  and 
:    Bridget   Gallagher,   on   premises;    ar't,   Jos 


lotta.    110   E   215th 

—072. 
Bathgate  av.   No  2<X)(;. 

tenement;    cost,    $251 

J    Glynn,    on    premises. — ( 
Eden  av.  e  s.  98  n  Belmont  st.  move  2-sty  frame  dwelling;  cost.  $1,- 

4110;    Wm    B    Ewing,    117   W   95th   st;    ar't,   Geo   W   Flagg,   681   E 

195th   st, — 600. 
Jackson  av.  No  814.  new  partitions,  to  2%-sty  frame  dwelling;  cost, 

.$300;    James    G   Fatten,    on    premises;    ar't,    U   S    Baudesson,   685 

Jackson    av. — Ot)7. 
Tremont    av.  n  e   cor  Bronx  st.  2-sty  frame  extension.  20.6x29.  and 

move   2-sty  and  attic   frame   office,  store  and  dwelling;   cost.  .$!.- 

.500;    John    A    Stcinmetz,    1343   Tremont   av;    ar't,   H   G   Stcinmetz 

1343  Tremont  av. — OtiS. 


(gfflcial  Xegal  TRottces. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  December 
14  to  28,  1IX»6,  of  the  connrniation  by  the  Su- 
preme Court  and  the  entering  in  the  Bureau  for 
the  Collection  of  Assessments  and  Arrears  of  As- 
'es.sments  for  OPENING  AND  AclJUlHiNG 
TITLE  to  the  following  named  Avenue  in  the 
VOROUGH  OF  THE  BRONX. 

■SiD  and  i;4TH  WARDS,  SECTIONS  0  and  11. 
TELLER  AVENUE— OPENING  from  East  l(J4th 
Street  to  East  170th  Street.  Confirmed  July  18, 
llKIti;  entered   December   11',    IWJ*!. 

HERIIAN  A.   METZ, 

Comptroller. 

City  of  New  York,   December   12,   I'.HKS. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  December 
14  to  28,  IttOO,  of  the  confirmation  by  the  Su- 
preme Court  and  the  entering  in  the  Bureau  for 
the  Collection  of  Assessments  and  Arrears  of  As- 
sessments for  OPENING  AND  ACQUIRING 
TITLE  to  the  following  named  Avenue  in  the 
BOROUGH  OF  QUEENS. 

Ist  WARD.     HOYT  AVENUE— OPENING,  from 
Flushing  Avenue  to  the  East  River.     Confirmed 
September  20,    IDOti;   entered    December   12,    lUOJ. 
HERMAN  A.   METZ, 

Comptroller. 

City  of  New  York,   December  12,   1!MI6. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  December 
14  to  28,  lOOG.  of  the  confirmation  by  the  Board 
of  Revi.sion  of  Assessments  and  the  entering  in 
the  Bureau  for  the  Collection  of  Assessments  and 
Arrears  of  Asse-s.-sments  for  LOCAL  IMPROVE- 
MENTS IN   THE    BOROUGH    OF   THE    BRONX. 

23D  AND  24TH  WARDS.  SECTIONS  10  AND 
11.  VYSE  AVENUE— REGULATING.  GRAD- 
ING. CURBING.  FLAGGING.  LAYING  CROSS- 
WALKS, BUILDING  APPROACHES  AND 
PLACING  FENCES,  from  West  Farms  Road  to 
East  172d  Street. 

HERMAN  A.   METZ, 

Comptroller. 

City  of  New  York,   December  l.'t.   1!Hh;. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  December 
14.  IIXMJ.  to  December  28,  1000,  of  the  confirma- 
tion by  the  -Board  of  Assessors  and  the  entering 
in  the  Bureau  for  the  Collection  of  Assessments 
and  Arrears  of  Assessments  for  LOCAL  IM- 
PROVEMENTS in  the  BOROUGH  OF  BROOK- 
LYN: 

THIRTIETH    WARD,    SECTION   18. 

NARROWS    AVENUE— REGULATING.    GRAD- 
ING,   CURBING    AND    LAYING    CROSSWALKS 
from  Seventy-first  Street  to  Seventy-ninth  Street. 
HERMAN   A.    METZ, 

Comptroller. 

City  of  New  York— Department  of  Finance, 
Comptroller's  Office,   December  K).   1!X«. 


proposals 


proposals 


proposals 


Department  of  Health  of  The  City  of  New 
York,  Southwest  Corner  of  Fifty-fifth  Street  and 
Sixth  Avenue,  Borough  of  Manhattan,  The  City 
of   New   Y'ork. 

SEiALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Board  of  Health  of  the  Department 
Of  Health  until   10  o'clock  A.   M.    on 

WEDNESDAY,    DECEMBER   26,    1906. 


For  furnishing  and  delivering  butter,  cheese 
and  eggs,  as  required,  to  the  Willard  Parker  and 
Reception  Hospitals,  at  the  foot  of  East  Six- 
teenth Street,  the  Hospital  for  Contagious  Eye 
Diseases,  northwest  corner  of  One  Hundred  and 
Eighteenth  Street  and  Pleasant  Avenue,  Borough 
of  Manhattan:  the  Riverside  Hospital,  at  North 
Brother  Island,  Borough  of  The  Bronx,  and  the 
Kingston  Avenue  Hospital,  at  Kingston  Avenue 
and  Fenimore  Street,  Borough  of  Brooklyn,  T4ie 
City  of  New  York,  during  the  year  llMi". 
For  full  particulars  see  City  Record. 
THOMAS    DARLINGTON,    M.    D., 

President; 
ALVAH    H.    DOTY,    M.    D., 
THEODORE   A.    BINGHAM. 

Board  of  Health. 
Dated    December    Ki.lOOG. 

Office  of  the  Department  of  Parks,  Arsenal 
Building.  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan.  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  toe  Department  of  Parks  until  3  o'clock 
P.    M.,    on 

THURSDAY,    DECEMBER    27,    1006. 
Borough  of  Manhattan. 
No.  1.    For   furnishing   and   delivering  forage. 
No.  2.    For   furnishing   and   delivering   coal. 
No.  ;i.    For  furnishing  and  delivering  beef  for 
the  Central  Park  Menagerie. 
For   full    particulars   see    City    Record. 
MOSES  HBRRMAN. 

President; 
JOSEPH    I.    BERRY, 
MICHAEL  J.    KENNEDY. 

Commissioners  of  Parks. 
Dated    December   11,   1006. 

Department  of  Health  of  The  City  of  New 
York,  Southwest  Corner  of  Fifty-fifth  Street  and 
Sixth  Avenue,  Borough  of  Manhattan,  The  City 
of  New   York. 

SEiALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Board  of  Health  of  the  Department 
of  Health   until   10  o'clock  A.    M.    on 

WEDNESDAY,    DECEMBER    26,    1006. 
For  furnishing  and  delivering  milk  to  the  Wil- 
lard   Parker,    Reception,    Riverside   and    Kingston 
Avenue    Hospitals,    the    Hospital  fo".,'-    Contagious 
Eye  Diseases,  and  the  research  laboratory  of  the 
Department  of  Health.  City  of  New  York,  during 
the    year    lOoT. 
For  full   particulars  see  City  Record. 
THOMAS  DARLINGTON,    M.    D., 

President; 
ALVAH   H.    DOTY.    M.    D., 
THEODORE   A.    BINGHAM. 

Board  of  Health. 
Dated   December   13,    1906. 

Police  Department  of  the  City  of  New  York, 
No.   300   Mulberry   Street. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  Police  Commissioner  of  the  Police 
Department    of    The    City    of    New    York    at    the 
above  office   until   10  o'clock  A.    M.,   on 
FRIDAY,    DECEMBER    28.    1006. 

For  furnishing,  delivering  and  setting  up  com- 
plete, one  high-grade  cylinder  press,  with  electric 
motor  attached,  for  the  Police  Department  of  the 
City   of    New    York. 

For   full    particulars   see   City   Record. 

THEODORE  A.   BINGHAM. 
Police  Commissioner. 

Dated   December   14,   1906. 


Department  of  Health  of  Tlie  City  of  New 
York,  Southwest  Corner  of  Fifty-fifth  Street  and 
Sixth  Avenue,  Borough  of  Manhattan,  The  City 
of   New    York. 

SEIALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Board  of  Health  of  the  Department 
of  Health   until   10  o'clock  A.    M.    on 

WEDNESDAY,    DECEMBER   26,    1!W6. 
For    furnishing    and    delivering,     as    required, 
bread,    fish.    ice.    mineral    water.?,    vegetables  and 
fruits  to  the  Willard  Parker,  Reception,  Riverside 
and  Kingston  Avenue  Hospitals  and  the  Hospital 
for    Contagious    Eye    Diseases,    and    ice    only    to 
the     department     Disinfecting     stations.     Labora- 
tories and   ollice   building.s  of  the  Department  of 
Health,    City   of  New   York.    In   the   various  bor- 
oughs,   during    the    year   10O7. 
For  full    particulars  see   City   Record. 
THOMAS   DARLINGTON,    M.    D.. 

President ; 
ALVAH    H.    DOTY,    M.    D., 
THEODORE   A.    BINGHAM. 

Board  of  Health. 
Dated    December    1".    liNIO. 


For  other  Judgments  In  Forecloseure  Suits,  Lis 
Pendens,  Foreclosure  Suits,  Judgments,  Satisfied 
Judgments,  Mechanic  Liens,  Building  Loan  Con- 
tracts,' Satisfied  Mechanics'  Liens  and  Orders  sea 
pages   11120   to   H):{2. 


FILINGS  OF"  DEC  14. 


LIS   PENDENS. 

Dec.    14. 

Wilkins  av,  w  s.  l.'iO.l  s  Crotona  Park  Bast, 
— X — .  Henry  Villaume  agt  Albert  Cavanagh 
et  al:   specific  performance:  att'y,  J  W  Bryant. 

88th  St.  No  'j'S  West.  Arthur  Brounet  agt 
Franz  Merz:  action  to  foreclose  mechanics 
lien:    att'ys,    Katz    &    Sommerich. 

Goerck  st.  Nos  71  and  73.  Julius  Lehrer  et  al 
agt  Sarah  Cuperman  et  al ;  action  to  cancell 
deed;    att'ys.    A    H    Sarasohn. 

Columbia  st.  No  GiK  Herman  D  Bob  agt  Abra- 
ham B  Roosin;  specific  performance;  att'y,  M 
Wolff. 

llth   St.    Nos  :«7  to  :urj  west.  I 

Washington   st.    Nos   710  and   721.  ] 

John  Holl  et  al  agt  Builders'  Construction  Co; 
action ,  to  foreclose  mechanics  lien;  att'y,  S 
Bernstein. 

Kith  st.  No  ,')32  East.  Eastern  Crown  Realty 
Co  agt  Vincent  Realty  &  Construction  Co; 
specific    performance;    att'y.    J    Rabinovitz. 

Park  Row.  e  s,  102.4  Spruce  st.  s  s.  50. H)  Nas- 
sau St.  w  s.  05.7  and  ltt3.6  along  s  s  thereof. 
Frederick  Potter  et  al  agt  The  Park  Co; 
action    to   enjoin,    &c:    att'y,    J    Larkin. 

112th  St.  n  s.  200  e  Broadway.  2.')xl(X).  Mary 
M  Austen  agt  University  Construction  Co  et 
al    :action  to  restrain,  &c;  J  A  Hodge. 


FORECLOSURE   SUITS. 

Dec.    14. 

Audubon  av,  s  e  cor  18uth  st,  25x95.  Ludwig 
Gaide  agt  Joseph  Wlodar  et  al;  att'y,  M  C 
Gross. 

Prospect  Terrace,  s  w  qor  J  1th  st,  38.6x100. 
Bronx.  Joseph  F  Mooney  ag*  Belmont  Realty 
&  Construction  Co  et  al;  att'y,  M  J  Egan. 
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SPECIALISTS  ON  DEVELOPMENTS  e, a. rouluer»iidr,h, bethel 

ASSOCIATED    CIVIL    ENGINEERS    AND    CITY    SURVEYORS 


M.    \.  S.  C.   C. 


Naw  York   Offica,    211-217   West   l2Sth    St.,   T«l.    7IS5    Marnlagsld* 


Long  Island   Offica,     20  MaU    St.,    Flushing,   Tal.   39   Flushing 


Norfolk   St,   e  s,    75.4   n   Hester   st,    Ho. 3x75.  Karl 

M      Wallach     agt     Rachmiel     Sohnen     et     al; 

att'y,    S   N   Tuckman. 
107th   St.    No   VM   East.      Lillian   G  Bitting  et  al 

agt  Simon  Cohen  et  al;  att'y,   W  J  Leitch. 
IL'lst  St,   s  s,   Ki.'d  w  1st  av,   lti.7xKtO.Ux  irrcg 

Abraham   Nevins  et   al   agt  Paul   ZipKin  et  al; 

att'ys,    Bowers  &   Sands. 
79th  st,   s  s,   144  w  Av  A.   "lOxlO.;  '..     Jacob  Hy- 

man  et  al  agt  Louis  Reiner  el  al;  ato  yK,  Spiro 

&   Wasservogel, 


JUDGMENTS. 


H  Anderson.    Alfred    H-V    J    Hedden    &    Sons 


Co, 


costs.  60.03 


14   Brown,' George^R    Ross   Appleton '-.*^I-3S 

14  Booth,  Henry-Oscar  H  Kraeger  •■■■•.•^i?-^- 
14  Bennett,  Henry  S-Augustus  A  Gordon. -30.33 
14  Blum,     Samuel-Bennett     &     ^ompper  ^Co.^^ 

14  Boehm."  Geo"  N-N  'y'  Telephone  Co. . .'. .  .OU.W 
14  Booth,  Henry— Batcheldor  Lincoln  Co...ib.-l 
14  Barrows,    Grace   M-Remington  Typewriter  ^^ 

14  BuckiV  Chas  'L^Pet'e'r'  Scully  ■•■••■•  vlSn? 
14  Burns,  Emily  B-Chas  A  Hess  et  al..l.i^.07 
14  Braytou,    Howard    R-J    N^vctt    btn.jle.    Jr.^^ 

14  Clark,'  Nancy-Loia   M   Ventura. .6.00 

14  Dodin,    Henry    A,    Mary    M,    Alphonse    J    & 

Adolph-Clara  B   Dodin    costs,   106.80 

14  Doxsey,   Juliette— Geo  T   Musson    H^'i?, 

14  Durnberg,  Wm  H-Henry  M  Seely. . .  .113.  i- 
14  Dickinson,    Chas    C-OgleT    Warren. ^.....^^ 

14  Edgeriey.    Oscar    M— Remington    Typewriter 

r-Q  i4.(v 

14  Edwards,"  Wm  C-Bert  K  Bloch. ...... .m.75 

14  Finkelstein.  Arthur— James  Talcott  ...40i.lJ 
14  Grossman,     Max— Abraham     Werner    et  ^al.^^ 

14  Gi'liiland",  "Harris"  "H—Ste'f'an  Ga'llicic. 6, 656.31; 
14  Gerbereux,  Edward-Henry  G  Gennert  etaA.^^ 

14'Hu"tko'ff,"  Samuel— Isaac  Himmelstein.  .-^14.05 
14  Hahn.  Chas  F-Alexander  Gowdy  et  al.--M.iO 
14  Hansen.    Albert— Corn    Exchange   Bank.36J.SS 

14  Bamberger,    Max— Louis    Weisman .13o.w 

14  Hofter,    Andrew— Chas    Schlesinger   &    Sons. 

lilO.4,5 

14  Hearst.    WmR— Louis    C    Howard li;3.17 

14  Hubbard,   Collins   B— Alvah  H  Leavitt  et_al^^ 

14  Jacobs,  "saniuei-isaac  Himmelstein. ..  .1:14.95 
14  Kelly,    James    E— Mechanics'    Ntl    Bank.... 

3.b-b.ii 

14  Kn'o'd'e'li,"  John"  B— N    Y    Telephone    Co.  .70.34 

14  Klmmelmann,    Victor   H Marcus   B    ^e■w- 

mark    et    al    ■■ ' ' '  r  '  r:,^'^ 

14  Kessler,  Max— Vincent  Valentine  et  al...;o0.ol 
14  Lee  Hary  E— Remington  Typewriter  Co.olJ.lS 
14  Lamar,    Liborge    I^Edward    Moyse    «'    ^1. 

14  Levy". "  "Max"  "h— Stefan"  'oallick    ^i^'R?'^: 

14  Miller,  Albert— Alexander  Gowdy  et  al.J4.9a 
14  Meyer  William— Julia  Neuer. ..  .costs,  i9.47 
14  Mc"Fer'ran.   James— Clarence  C   Sibley  et   al. 

14  Martiiieui,  "  Joseph— -Alfred  Bicktord. .  .152.10 
14  Mosheim,    Julius    E— Barnett    Holstein. . . . . 

costs,    90.23 

14  Mcbermott",    Michael    H— Interurban    St    Ry 

qq  costs.    121.03 

14  McGra'th",    John  "j— J   B   &  J   M   Cornell   Co. 

(2.41 

14  Mink  -idam- Bronxland  Realty  Co.... 130.22 
14  O'Brien.  Edward— Herman  W  Dunker.  .39.80 
14  OToole,    Bernard  or   Barney— Isidor   Picker. 

490.47 

14  Quinian,"  "ilajarice    P— Isidore    Picker    et    al. 

490.47 

14  Ryan,  Nicholas  W— David  Shuldiner. .  .382.47 
14  Rogers,    Morrison— Chas    A    Hess    et    al.,. 

0,  iS9.07 

14  Ronginsky.   Pincus— Vito  Contessa  et  al 

14  Romano,  bomenico— Salvatore  Denofrio. 30.59 
14*Ryan.    Nicholas    W— Clarence    C    Sibley    et 

al    81.71 

14*Riolin,  Barnett— Isaac  Himmelstein  .  .214.95 
14  Rooney,    Frederick— John    Dawson   et  al 

costs.  23.08 

14  Rohrs]  Margaret— Julia  Neuer.  .costs,  79.47 
14»Rice,    Rebecca — Lola    M    Ventura 6.0O 

13  Sanderson,    John    R— Empire    City    Savings 

Bank    (D)   52.34 

14  Spivak,  Jonas— Samuel  Tischler  et  al.. 94.65 
14  Saccnmanno,    Joseph— Leonardo    Carlo.  .113.55 

14  Schwarz,    Joseph— Conron    Bros   Co 46.70 

14  Shalack,    William— David    Solomon 302.50 

14  Smith,  Wilmot  H— John  S  Sills,  .costs,  153.22 
14  Tedesco.    Michael    A Ferdinand    Munch 

Brewery     1,663.62 

14  Thoma.    Fred    C— Alfred    Bickford 152.10 

14  Truesdell,    Clara    L— Erie    R    R    Co 

costs,    496.13 

14  ZeppIetcUi.    Pietro— Andrew   Cuneo    .#..292.96 

CORPORATIONS. 

14  Thor  Iron  Co— Wm  O  Can^bell 2.019.64 

14         the    same the    same    1.991.19 

14  The  Clinton  Storage  Warehouse  Co— Mary  J 

Varney    460.64 

14  John   L  Nelson  &   Bro  Co— Joseph  H  Berry 

et   al    643.47 

14         the   same Ivan  Zuber   et  al 546.54 

14  Hawthorne  Building  Co— Chas  F  Willson  et 

al    243.62 

14  Davis  Coal  &  Coke  Co— Franklin  Moore 

costs,    68.61 

14  Pearl  Realty  &  Construction  Co — James  Ho- 

gan  et  al   215.71 

14  Keltel   &   Co— Ebling  Brewing   Co 352.65 

14  Rossiter,  McGovern  &  Co— W  Irwin  Cheney 

609.63 

14  New  York  Transportation  Co— Charles  Mey- 
ers     costs,    112.82 


14  Empire  Brick  &  Supply  Co— Joseph  Rosen- 
thal     946.19 

14  The  Broads  Mfg  Co— Morris  Horowitz 

1.44S,:;.S 

SAlTSFrED  JITDGSrENTS. 

"Bienenzucht,    Samuel   &    Abraham — H   E    Will- 
iams  et    al.    19U6    278.00 

Hunt.    Grace    D— G    Schiffmayer,    1906 34.91 

Jacobs,    Carl— A  Brooks.    1906    238.98 

Mitchell,   Geo  J— H   H   Lehman.   1906 155.59 

Metzger,    Sylvain^^ocialistic    Co-operative   Pub 

Assn.      1904    89.00 

Michaeles.    Nathan    M— W    Blume.    1904. .  .123.85 
^Mintz.    Isaac   and    Dora    Schall — A    Downing. 

1900     577.50 

'Ulman.    J    Stevens    and    The    City    Trust    Safe 
Deposit    &    Suretv   Co    of   Philadelphia— R    A 

Schoenberg  &  ^o.   190."> 2,981. ."ill 

Williams.   Stephen  G— G  G  Zibelli.   1906. .  .348.90 

CORPORATIONS. 
Nicholas    Conforti    Realty    Corp — S    H    Landes- 
berg.      IIHW    295.40 


MECHANICS'  LIENS. 


lie. 


14. 


232— 146th    st,    s    s,    125    e    Broadway,    75x100. 

Harlem    Cornice    &    Rooflng    Co    agt    Pollack 

&    Nathanson 200.00 

2;^.'! — Ridge  st,   Nos  128  and  130.     Joseph  Skol- 

nick  agt  Max  Rushpan  and  Bernard  Schnall. 

1,250.00 

234— 101st    st,    s    s,    10!)   e    1st    av,    100x100.11. 

Vincent    Valentine    &    Co    agt    Anna    Cirrito 

and    Vincent    Cirrito    31)3.60 

T.i't — Cherry   st.    Nos   216   to   220.      Selig   Freed- 

man  agt  Charles  Lowe  and  Max  Jarrisch. 943. 65 
236 — .\v  C,  No  192.     Isaac  Greenbaum  agt  Max 

Goldstein     4<X).00 

237 — Wadsworth  av,   s  e  cor  179th  st,   100x125, 

Pasquale    Ventimiglia    agt    Harris    &    Siegel. 

394.00 

23.'-'- 155th  st,   .Nos  5:i5  to  5.39  West,     Same  agt 

same 250.00 

239 — Columbus  av.   No  424.     Julius  Braunstein 

agt    John    H    Feldscher.    Amanda   Eitzen   and 

Plymouifl  Interior  Construction  Co ....  .850.00 
240— 7th     av.     Nos     2.308     to     2312.       Abraham 

Lager    agt    Jennie    Marks    and    Joel    Marks. 

20(5.00 

241— Bryant    av.    No    1428.      F    T    Willigan    Co 

agt    John    A    Bauer    and    Michael    Normovle. 

70.00 

242— lOSth    St.    Nos   116    and    118   East.      J    P 

Donna  Tile  Co  agt  Richman  &  Greenfield. 90.00 
243-49th    St.    s    s.    192.9    e    7th    av.    64.2x100. 

Chas   T   Henry    Co   agt    Mary   A   C   Hallahan 

and  Roland  W  Macurdv 3.56.35 

244— Summit    av.    n    e    cor    164th    st.    2,5x100. 

Church  E  Gates  &  Co  agt  Mary  Colleran  and 

John    Colleran    and    Thomas    F    Devine.  .24.'J.20 


BUILDING  LOAN  CONTRACTS. 

Dec.    14. 

1st  av.  No  1052.  John  Keller  agt  John  H 
Kornarens.      (Feb   10,    191.16) 440.13 

150th  st,  s  s,  loo  w  8th  av.  James  F  Ryan  et 
al  agt   William  Soltz.      (June  29,    19061 ,  ,7.36.13 

70th  st.  No  111  East.  C  Volney  King  agt  S  L 
M    Lyford   et   al.      (Dec   23,    190.5)    109.94 

Lenox  av.  n  e  cor  143d  st.  Louis  H  Spero  et 
al  agt  Morris  Feldberg.     (Nov  21.  1906). 105.00 

l.'iOth  St.  s  s.  1(10  w  Sth  av.  Louis  Rubin  et 
al  agt  Wiliam  Soltz.      (June  26.  1906) .  .5.600.00 

Same  property.  Theodore  C  Wood  agt  same. 
(June  27,    19«3)    12,720.17 

Same  property.  Wm  R  Bell  et  al  agt  same. 
(June    28.     1900)     4,071.87 

Same  property.  Edward  Palmer  et  al  agt 
same.      (Aug  22,    1906)    1.6.50.00 

Same  properly.  Angelo  Gagliano  agt  same. 
(June    28.    1906)    4.600.00 

Same  property-  Herman  Horenburger  agt 
same.      (July   6.    1!H)H)    250.00 

Same  property.  Angelo  Gagliano  agt  same. 
(July   28.    1906)    1.628.25 

l....th  St.  s  s.  100  e  Bradhurst  av.  100x100. 
Boggs  &  Stevens  agt  same.  (July  30.  1906) 
200.00 

1.50th  st,  Nos  304  to  310  West.  Fiske  &  Co 
agt  same.      (June  28,    1906)    573.40 

1.50th  St.  s  s.  125  w  8th  av.  Simons  &  Moers- 
felder  agt  same.     (June  29.  1906)    3,250,00 

113lh  St.  Nos  615  and  617  West.  Banza  Mfg 
Co  agt  Union  Con  Co  et  al.  (Dec  5,  1906). 
1.33.25 

=17th  St.  No  443  West.  Joseph  R  Potter  agt 
Henrv   Nichols  et  al.      (Aug  6.   1906) 173.81 

Sth  av,  w  s.  '■fton  146th  st,  Audley  Clarke  agt 
Simon,  Klfj/rnran  &  Segall.  (Nov  26,  1906) 
1.000.00 

'1.34th  st,  n  s.  100  w  Amsterdam  av,  275x99.11. 
Same  agt  Interborough  Building  Co  et  al. 
.  (Nov   26.    i906)    1,1100.00 

Martha  av,  w  s,  25  n  2.'!Sth  st.  80x100.  Title 
Guarantee  &  Trust  Co  loans  German  Real  Es- 
tate Co  to  erect  four  2-sty  dwellings:  4  pay- 
ments     11,(K)0 

Broadway,  n  e  cor  178th  st.  25.6x101.9.  City 
Mortgage  Co  loans  George  Coburn  to  erect 
a  5-sty  tenement;   3  payments    5,0(X) 

Broadway,  w  s,  whole  front  between  138th 
and  139th  sts.  — xl(H).  Same  loans  Crystal 
Realty  &  Construction  Co  to  erect  five  6-sty 
tenements;    1    payment    12. .500 

a 

SATISFIED  MECHANICS'  LIENS. 

Dec.    14,' 
>116th   St.    s   s.    25   e   Lexington   av.    25x100.11. 
Cochenour   &   Hazen   agt   David   Y^esly  et  al. 
(Dec  13,   1906)    156.60 


^Bronxwood  av,  s  w  cor  218th  St.  C  CipoUa  & 
Co  agt  Taylor  Textile  Works  et  al.  (Dec  3. 
1906)    100.00 

JUDGMENTS     IN     FORECLOSURB 
SUITS. 

Dec.    7. 

82d  st,  Xos  202  to  214  East.  Leonard  'Weill 
agt  Hauben  Realty  Co;  Arnstein  &  Levy, 
att'ys;   Edw  J   Dunphv.  ref.    (Amt  due,  ?20,303. 

82d  St.  s  s,  186  e  3d  av,  17x102.2.  Same  agt 
same;  same  att'ys;  John  V  McAvoy.  ref.  (Amt 
due.     $5,140. 

Washington  av.  e  s.  whole  front  between  188lh 
and  189th  sts.  :!.52.11x230.  Frederick  H  Whitin 
agt  .\rchibald  J  McFarland;  Everly  M  Davis, 
att'y;  Roderick  Wellman,  ref.  (Amt  due, 
$6.:ii8. 

5th  av.  s  w  cor  138th  st,  99.11x120.  Joseph 
Corn  agt  Samuel  Levine  et  al;  J  A  Seidman. 
att'y;  Edw  J  McGean,  ret.  (Amt  due, 
S12..530.53.) 

Dec.    8. 

West   Washington   pi.    Nos  66   to   70.      The   Met- 
ropolitan Life  Ins  Co  agt  Maria  Mitchell  et  al; 
Kitch.     Woodford.     Bovee     &     Butcher,     att'ys: 
Chas   C   Peters,    ref.      (Amt   due,   ?41, 533.32.) 
Dec.    10. 

]."i4th  st.  No  358  East,  Edward  Bleser  agt 
Maggie  Dowdell  et  al;  William  Klingenstein, 
att'y:  Sylvester  L  H  Ward,  ref,  (Amt  due, 
.•?1..S53.67.) 

.Sth  av,  s  e  cor  149th  st,  74.11x100.  John  Katz- 
man  agt  Louis  Weinstein;  Paul  M  Herzog, 
att'y:  Samuel  Cohn,  ref.     (Amt  due.  ?4. 116.66.) 

Bradhurst    av.    e    s.    119.9    s    153d    st.    39.11x100; 

Action    No   4.      Denis    J    Dwyer   agt   Broadway 

Reliance     Really    Co;     Wm    C    Arnold,    att'y; 

Chas   D   O'Connell.   ref.      (Amt  due,   $9,422.50.) 

Dec.    10. 

Bradhurst  av,  e  s.  79.10  s  153d  st,  39.11x100. 
Action  No  3.  Same  agt  same;  same  att'y: 
Wm  B  Dowd.  ref.     (Amt  due.  $9,422.50.) 

Bradhurst  av,  e  s,  .39.11  s  153d  st.  39.11x100: 
Action  No  2.  Same  agt  same:  same  att'y: 
Isaac  F  Russell,   ref.     (Amt  due.  .?9.422.o0.) 

Bradhurst  av.  s  e  cor  1.53d  st.  39.11x100;  Action 
No  1.  Same  agt  same;  same  att'y;  same  ref. 
(Ami    due.    .$12,563.33.) 

Bradhurst    av,    e    s,    1.59.8   s    153d    st.    40.2x100. 
Same     agt     same:     same     att'y;     Abraham     L 
Jacobs,    ref.      (Amt   due,   $13,610.28.) 
Dec.    12. 

Madison  av,  s  e  cor  96th  st,  runs  e  100  x  s 
100.8  X  w  20  X  n  25  X  w  80  X  n  75.8  to  be- 
ginning. Metropolitan  Life  Ins  Co  agt  W^m 
F  Rohrig:  Ritch.  Woodford.  Bovee  &  Butcher, 
att'ys:  James  Bilger,  ret.  (Amt  due, 
$.'i8,795.2,8.) 

Greenwich  st.  No  209.  Edward  C  Perkins  agt 
Geo  B  Glover:  Jay  &  Candler,  att'ys:  John  H 
Bogardus,   ref.      (Amt  due,  $41,344.44.) 


LIS    PENDENS. 

Dec.    S. 
67th  St.   n  s.  175  w  Amsterdam  av.  25x100.5.      1 
62d  St.   s  s.   225  w  .\msterdam  av.  25x100.5.        j 

Samuel  Thomas  trustee  agt  John   M  Roddy  et 

al:    action    lo    declare    deeds    void,    &c:    att'y, 

J  M  Williams. 
West    End    av.    No    583.      Gertrude    Atkins    agt 

Anna    P    Cromplon    et    al;    action    to    foreclose 

mechanics  lien;   att'y,   S  H  Stuart. 
47th   st,    n   s.   200  w   1st  av,   25x100.5.      Theodore 

Saner  agt  Philip  Goerlitz;  specific  performance; 

att'ys.    Katz    &    Sommerich. 
Avenue  A,    Nos  277,   279  1673  to  1677.  I 

80th   st,   Nos  320  and  322  East.  | 

Martha   D   Tobin   agt   Clara  Vetter  et  al;   par- 
tition:   att'y.    0    Richter. 
Slh  av,   n  s,   part  of  lot  328,  map  of  Wakefield, 

Bronx.     Egbert  B  Ellison  agt  James  H  Ellison 

et   al:    partition:    att'ys,    W'esselman   &   Kraus. 

Dec.   10. 

Cypress  av,    e  s,   whole  front   betwen   135th   and 

i:i6th    sts,    200x95.      Minnie    Indelli    et    al    agt 

Samuel    Levine    et   al;    action    to   declare    lien: 

att'v,   M   J   Katz. 

227th  st,  n  s,  180  e  4th  av,  25x114.     Kathinka 

Dinsdorf    agt    Henry    G    Silleck,    Jr;    action   to 

redeem:   att'y,   O  E  Stern. 
51st   st.   No  348  West.     Hotter  S  Mott  et  al  agt 

Mary  A  Byrne  et  al:  action  to  recover  posses- 
sion; att'ys.   Brainsbv  &  Doris. 
14:«    st,    s    s,    225    e    8th    av,    25x99.11.      Felicia 

Schapiro    agt    Julius    A    Siegel    et    al;    specific 

performance:    att'ys,    Manheim   &   Manheim. 

Dec.   11. 

5th  St.  n  s.  224,9  w  Avenue  A.   12.8x97x  irreg.  | 

Jackson  av.  e  s.   108.9  s  1.56th  st,   18.9x87.6.        | 

Lizzie  Hock   agt  Annie  Klein  et  al;   partition; 

att'v.   E  J  Villanvi. 
152d    st.    No    524    West. 

Herman     Raabe    et     al 

att'y,    M    J    Katz. 
43d    St.    No   274   West.  I 

Slh  av.  No  674.  | 

Bernheimer   &    Schwartz    Pilsener    Brewing   Co 

agt  Edward  Semon  et  al;  specific  performance: 

att'y,    L    C    McEachen. 
Sth  St.   n  s.   part  of  lot  184,  map  of  Unionport. 

Bronx,   66.8x108. 
1st  av.  e  s.   100  s  2d  st.  43x100.   Bronx. 
Juliana  st.   n  s,  95  e  Duucomb  av,  30x100. 
Lot    263    Block   5.    amended   map   of   Hudson   P 

Rose,    Mapes    Estate.    West    Farms   and   other 

jiroperty  in  Westchester  County, 

Sarah    J    Gedney    agt    Andrew    Purdy    et    al; 

amended   partition:   att'ys.    Griffin   &   Y'oung, 
34t-  st,  n  s.  74  e  2d  av,  16x30.     Patrick  Hughes 

agt    Joseph    Herzig    et    al:    action    to    foreclose 

mechanics  Hen;  att'ys.  Katz  &  Sommerich. 


Henrietta    Hofeld    agt 
specific    performance: 


The  test  of  these  pages  U  copyrighted.    All  rlghti  are  regenraO.     Notice  U  hereby  given  that  Intrlogement  will  lead  to  prosecution. 
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Cooper  Iron  Works 

JOHN  COOPER,  Proprietor 

Works :  Emmett  Street  &  Avenue  D,  Newark,  N.  J. 

New  York  Office :  I  Madison  Avenue 


IRON  and  STEEL  WORK 


FOR 


BUILDINGS,  BRIDGES,  &c. 


Broadway,  n  w  cor  !)!)th  st.  25.11xl(X>.  Mary 
A  Cohnfeld  agt  Gustave  Stillgebauer  et  al; 
action  to  recover  dower;  att'y.  J  P  Berg. 

5th  av.  n  w  cor  137th  st,  09.11x100.  John 
Pechacek  agt  Israel  Cohen  et  al;  action  to 
foreclose  mechanics  lien;   att'y,  T  Schultheis. 

97th  st,  Nos  10  to  14  East.  Mary  A  Cohnfeld 
agt  Seth  M  Milliken  et  al;  action  to  recover 
dower;    att'y,   J   P   Berg. 

Dec.    12. 

Madison  st.  Nos  34  and  30.  Michael  J  Campbell 
agt  Maria  Campiglio  et  al;  accounting.  &c: 
att'ys.   Simmons  &   Harris. 

81st  st,  No  ')  East.  David  Miller  agt  Ben- 
robert  Co  et  al :  action  to  foreclose  mechanics 
lien;   att'y,    W   E   Stewart. 

Broadway,  s  w  cor  (JOth  st,  87.3x108. 2x  irreg. 
Samuel  Greenwald  agt  Chas  E  Appleby  et  al; 
action  to  foreclose  mechanics  lien;  att'ys,  J  P 
Van    Kirk. 

Union  av,  w  s,  41.6  n  Denman  pi,  20.9x100.6. 
Gustav  M  Junker  agt  Paul  A  Junker  et  al; 
partition:   att'y,   W  Langdon. 

70th   St.    Nos   502   and   504   East.      Jacob   Boltan 
agt    Nathan,    Kean    &    Co:    action    to    remove 
encroachment,    &c;    att'y,    M   Marx. 
Dec.    13. 

Bank  st.  No  59.  Berry  B  Simons  et  al  agt  Cor- 
nelia S  Robinson  et  al:  action  to  foreclose  me- 
chanics lien:  att'y,  J  C  Weschler. 

137th  st.   No  11  West.  I 

135th  st,   n   s,    110  w  5th  av,   18.4x99.11,  ( 

Adolph  Hollander  agt  Max  Rosh  et  al;  specific 
performance:    att'y,    S    B    Rosenthal. 

Lenox  av,  No  315.  Schaefer-Carrol  Construction 
Co  agt  John  Shields  et  al :  action  to  fore- 
close mechanics  lieu;   att'y.   L  Levene. 

listh  .st.  No  10  West.  Adolf  'Weisberger  agt 
Jeannette  Haims  et  al  ;specific  performance; 
att'y.    L  A   Sable. 

1st  av.  No  1265.  Clara  Forest  agt  Cecelia 
Schnurmacher  et  al;  specific  performance; 
att'ys,   G  A  Rogers, 


FOBECI.OSVRB   SUITS. 

Dec.    8. 

221st  st,  s  s,  405  c  4th  av,  50x114,  Bronx.  'Wm 
B  KoUer  agt  Carrie  Wagner  et  al;  att'y, 
C   S   Aronstam. 

15th  st.  No  4.32  East.  Morris  Gerstenfeld  agt 
Hyman    Rubin    et    al;    att'y.    E    Bittiner. 

136th  st,  s  s,  300  w  Leno:x  av,  lG.8x99.ll.  Char- 
lotte L  Pritzkere  agt  Wm  H  Flitner  et  al; 
att'ys,    Niles  &   Johnson. 

221st  st,  s  s,  4.j5  e  4th  av.  .50x114,  Bronx.  Wm 
B  KoUer  agt  Carrie  Wagner  et  al;  att'y,  C  S 
Aronstam. 

Dec.   10. 

121st  st,  s  s.  Sli.'.i  w  1st  av,  runs  s  100.11  x  w 
16.7  X  n  .11  X  w  .02  X  s  .11  X  w  20  x  n  100.11 
X  e  36.9  to  beginning.  Abraham  Nevins  et  al 
agt  Paul  Zipkin  et  al;  att'ys,  Bowers  &  Sands. 

7th  av,   n  w  cor  150th  st.   110.11x100.  I 

7th  av.  s  w  cor  151st  st,  79.10x100.  | 

Fleischman  Realty  &  Construction  Co  agt 
Aaron  Reinhardt  et  al;  att'ys,  Hays  &  Hersh- 
teld. 

187th  st,  s  s,  lots  55  and  56,  map  of  property  of 

5  Cambreleng  et  al,  Bronx.  Richard  S  Col- 
lins agt  Patrick  J  Moffat  et  al;  att'y,  S  W 
Collins. 

Williams  st,  n  s,   lot  70,  map  of  North  Melrose, 

Bronx.     Richard  S  Collins  agt  Joseph  Perlitch 

et  al:  att'y,  S  W  Collins. 
Madison    av,    Nos    1824    to    1830,      M    Emilie    W 

Reichow    agt   Morris    Okun    et   al;    att'y,    Man- 

heim   &  Manheim. 
SOth   st.    No  520  West.      Wm   G  Gehringer  et  al 

agt   Edward  Schoenberg  et  al;   att'ys,   Eiusohn 

6  Siegel. 

Dec.   11. 

138th  st,  n  s,  125  e  Lenox  av,  75x00.11.  Jacob 
Scheer  agt  Church  of  St  Mark  the  Evangelist 
et  al;  att'y,  M  H  Hayman. 

Wadsworth  av,  n  e  cor  180th  st,  119.6x100.  Wm 
T  Hookey  agt  Ella  'V  Dempsey;  att'y,  W  A 
Schumacher. 

Lot  188,  map  of  McGraw  Estate,  'Van  Nest  Sta- 
tion, Bronx.  Cogswell-Taylor  Improvement  Co 
agt  James  A  McNamee  et  al;  att'y,  0  E  Davis. 
Dec.    12. 

Prospect  av,  e  s,  100  s  156th  st,  25x106.11x31.5 
xl25. 

Prospect  av,   e  s,   125  s   156th  st,  25x,SS.llx3L4 

xia;.i. 

People's  Bank  &  Trust  Co  agt  Samuel  Barkiri 

et-al:  att'y,  J  R  Burnett. 
Avenue  A.   Nos  1427  and   1420.     Isidore  aJckson 

et  al  agt  Philip  Levinson  et  al ;  att'y,  A  Stern. 
104th    St.    Nos    115    to    121    East.      Carrie    Foster 

agt  Philip  Levinson  et  al;  att'y,  A  Stern. 
l.'iSth  st,  n  s.   200  e  Lenox  av,  5O.x00.11.     Jacob 

Scheer  agt  Church  of  St  Mark  the   Evangelist 

et  al;  att'y,  M  H  Hayman. 
Dec.    13. 
120th  St.   n  s,  205  e  Park  av.   20xl(H).ll.     David 

Mayer    Brewing    Co    agt    Timothy    J    Phelan   et 

al:    att'y.    W    Klingenstein. 
Kilst    St.    late    Williams   st.    n   s.    lot   70,    map   of 

North    Melrose.    Bronx.      Richard   S   Collins  agt 

Joseph  Perlitch  et  al;  att'y.   S.W  Collins. 
5th  av.    n   e   cor  106th  st.    lOO.llxOO.lO.     Mutual 

Life    Ins    Co  agt   Samuel   Schwab  et  al;    att'y, 

J    McKeen, 
Audubon   av,    s  e   cor   1.80th   st,    75x95.     Atlantic 

Realty    Co    agt    Joseph    Wlodar    et    al;    att'ys, 

Moore,  Bleecker  &  Wheeler, 


lUlth   st,    s   s,    100  w   Amsterdam  av,   200x09, 11,1 

excepting, 
146th  st,  s  s.   100  w  Amsterdam  av,  80x09.11.     | 

Hyman     Horwitz    agt    Max    Weinberg    et    al; 

att'y,    C   H    Friedrich. 
Bryant  st,  w  s.  175  n  Freeman  st,  25x100.  Helen 

R   'Viele  agt   Myron  W  Cuddeback  et  al;  att'y, 

K  K  Brown. 
White    Plains    rd,    e    s.    lots    181    and    182.    map 

Bronx    'View    Park.       Morris    Harris    et    al    agt 

Frank  Flood  et  al:  att'y.  M  A  Rabinovitch. 
107th   St.    n   s.    21X1  e   Avenue  A  or   Pleasant  av. 

l(K)xKK).ll.       Lambert    S    Quackenbush    et    al 

agt  Geo  A   Keeber  et  al;   att'ys.    Quackenbush 

&   Adams. 
Park  av.  s  e  cor  130th  st.  99.11x245.     Mechanics 

&    Traders'    Realty   Co   agt  Abram   Schlesinger 

et  al;   att'y.  J   A  Seidman. 


JUDGMENTS. 


In  these  lists  of  Judgments  the  names  alpha- 
betically arranged  and  which  are  first  on  each 
line,  as  those  of  the  judgment  debtor.  The  let- 
ter (D)  means  Judgment  for  deficiency.  (•) 
means  not  summoned,  (t)  signifies  that  the  first 
name  is  fictitious,  real  name  being  unknown. 
Judgments  entered  during  the  week  and  satisfied 
before  day  of  publication,  do  not  appear  in  this 
column,    but  in    list  of  Satisfied   Judgments. 

The  Judgments  filed  against  corporations,  etc., 
will   he  found   at  the   end  of  the  list. 

Dec. 

10  Allaire.    Chas    M— Rolfe    Floyd 1.56.17 

llAdams.    Joseph    H— H    G    Alford    Co 145.57 

11  Antunceio,     Raffaele    gdn— Peter    F    Collier 

et    al costs,    68.23 

12  Aronovich,   bavid— Max  Grossman  et  al.141.77 
12  Adair,   Samuel  E— No  American  Transporta- 
tion  &  Trading  Co 1,529.03 

12  Avallone,     Edward      treasurer— Italian-Am 

Trust  Co costs,  32.72 

13  Aizenman,    Rosie    &    Raphael— Schwab    Mtg 

Co 296.48 

13  Altman,    Benjamin — James    A    McMillin.... 

costs.   100.74 

S  Bruno,    Angel— Oscar    Schlegal    Mtg    Co.... 

$225.06 

8  Bottiglleri,    Angelo— Henry   Gundlach 

costs,   36.91 

8  Bunodono,   Antonio the  same. .  .costs,  36.91 

s  Branch,    Geo    L— Joseph    Stein 268.16 

8  Burns.    John    J the    same 268.16 

8  Braithwaite,     Edw    J— Thomas    F    Murtha.. 

costs,    35.18 

8  Braithwaite,   Sarah  S the  same. costs,  35.18 

10  Bernard,    Louis— U   S   Ntl  Bank  of  Portland 

3,295.91 

10         the   same the   same    2.907.51 

lOfBogard,     Martin    T— Corn    Exchange    Bank. 

61.05 

10  Boyd,    Una— Alfred   G   Evans  et  al .S57.6S 

10  the  same— Frederics    1,030.71 

11  Brettler.    Max— David    Hann    et    al 177.10 

llvBurdett.    Geo    J— Elizabeth    Kennedy 65.81 

11  Blackmur.    Horace   A.    Jr— Arnold    E    Peter- 
son  71.21 

11  Buslowitz.       Selig — Inter      Borough       Rapid 

Trans.     Co costs,   32.41 

11   Bradbury,    Eidw    L — Charles    Kuesel   et   al.  . 

332.51 

11  Br.van.    Frank    G— Jonathan    N   Glass. .  .144.91 

11  Bolik.    John— Barnett    Miller    47.91 

11   Brinn.    David— Ellas   Senft    44.65 

11   Brooks.    Arthur— City    of   N    Y 264.91 

11  Blankmeyer,    Henry    E — Frederick    P    Hum- 

mel  350.31 

12  Braun.   Eimil— T  C  Estee,  agent 129.91 

,  12  Biegstein.    Charles— Wihon    Trading   Co.  .60.95 

12  Brown,  Grant  H— Bank  of  Genesee.  10.074.97 
12  Bent.   Francis  H— Grant  Pulley  &  Hardware 

Co 12.60 

12  Bernard,  Mrs  James  L — John  Wanamaker  et 

al;    pos.session   of   property   or 418..50 

12  Boleman,    Martin— City    of    N    Y 47.70 

12  Ball.     Frederick     C— Decauville    Automobile 

Co 220.48 

12  Banner,    Peter— Broadway   Trust    Co.  13,246.94 

13  Brown,  Wm  R— Abraham  Weinstock.12.8.46 
13  Breen.  Thomas  T— Bernard  F  Lynch.  .352.43 
13  Barlow.    Frederick  F— Edw  J  Welling.  ,147.01 

13  Barnow,   I  Wolfe- City  of  N  Y 191.13 

13  Barnow,    William the    same    708.71 

13  Breslin.    Samuel    S— Jacob    Corday 19.41 

13  Booth,    Henry— Henry   Lavers    154.92 

13  Bigelow,    Thomas— Wm   H   Lucas  et  al, 414.51 

8  Cantor,    Aaron    B— Lemuel    S    Wyman.  .  ..37.75 

10  Caputa,     Salvatore— Swift    &     Co 320.85 

lo  Cohen,  Henry— Joseph  Marmorstein  ...375.46 
10  Copeland.     Wilbur     F— Hammerschlag     Mfg 

Co 28.57 

lO'Coleman,    Henry    H— Flash    Products    Co... 

48S  22 

10  the    same the    same    100.84 

11  Colbetta.  Donato— Kate  Starck.  .  .costs.  lO.OK 
11  Cohn.    Gustav— Ottokar   Lindemann    ....l.'!8.46 

11   Clarke.     Hudson— Jacob     Leicht.     Jr 62,31 

lltCariis,     Edw     B— Douglas     Cuning 157. (Kl 

H   Clark.    Julius    C— Edward    Freiman ,80.11 

11   Curie.    Charles— Robert    Auerbach    ...6. 497. .55 

11  Condon.    Geo    V— Avae    Cutujim 5;i8.12 

12  Clifford.   Oscar  O— Frank  D  Kessing 153.48 

12  Cohen,     Louis    O— Murtha    &    Schmohl    Co. 

837.25 

12  Cox,   Arthur  S— Griffin  B  Disbrow  et  al.... 

costs.    14.91 

12  Chimera.    Rosario— Francesco    Chimera.  .<!0.4S 

12  Cohen.    Solomon— Wm    F   Clemmons. ..  .'243.52 

13  Curry,    Daniel— Harry    Held     .  . .  .• 227.56 

13  Cohn.  Benjamin— William  Roberts  et  al. 79.17 
13  Currie,    Joseph    M— J    Quintus    Cohen.  .34S..S3 


13  Carman.     Chas    M— Philip     Weinberg .30.41 

13  Cunningham,   Grace— Chas  F  Kehoe 136.91 

13  Cohen.  Harris— Samuel  Engelsberg, .  .114.26 
13  Calleson.  Christian  A— John  C  Taylor.  .834.14 
13  Conselyea.    Ira    W— Ferdinand    Goetz    Sons 

Co 50.44 

13  Caldwell.  Thomas  G — Gerstendorter  Bros.27.m 
8  Dallogiacoma.   John  G — Maynard  N  Clement 

375.00 

8  Doyle.    Mary   E— Wm    B    Pettit l;».41 

8  De   Andrade.   Alfred- Corn   Exchange   Bank. 
423.63 

10  Drake.    Wm    R— D   Appleton   &  Co 134.17 

11  Deitch.    Ike— Max   Chaikin    52  40 

12  Daniel.    Chas    M— Samuel    Tillis 71.41 

13  De  Lisle,   Mrs   F  Merwyn— Alfred  A  Rhodes 

.35.19 

8  Eickert.  Clendenin— Grant  Wright  ...4,148  82 
lo'Enders.    Hugo— Richard    Carroll     131.23 

10  Eibel.     Henry— Thomas    Creighton     73.40 

11  Edwards,    George— Hendrick    Duys    et    al. . . 
,.,  ^ 164.94 

12  Epstem.  Herman— Sovereign  Bank  of  Canada 

,„      ■ 1,332.70 

1.)  Edmonds,     Arthur    J— Iroquois     Hotel     & 

Apartment  Co    costs,  09.12 

13  the   same Mary    F    Miller  et   al 

•■'•••■       ■•■■■       •■■••       •  costs       (i*^  1 '' 

l.'ltEidson.  Herman  A— Associated ' Merchants  of" 

N    Y    80.31 

13  Engel.  Abraham  D— Benjamin  Sel  et  al.il8.39 
13*Engelsberg,     Harris— Samuel     Engelsberg. 

8  Fribbins,    Frank— People,    &c.  ...'.."!.  ilOO  00 

8  Farrow.    Edw    S— Henry    Glassford 512.58 

■s  Ford.  Mrs  Mary  B— Doll  &  Richards.  .  .30.00 
10  Fleischer.  Joseph— Herman  Harrison.  .203.82 
lo  Freda.    Tony— George    Chase    214  41 

10  Frey.    Philip— Solomon   L    Baron 1,12137 

11  Fabrizio,  Gustino— Kate  Starck. .  .costs,  10.00 
11  Fein.     Samuel— Abraham    I    Weinstein 

,,    ^ J costs,    154.85 

11   Ford.    Josephine— Onward    Construction    Co. 

,,   „ 134.55 

11   hreedman,   Julius— Harris   N  Goodstein. 300.50 

11  Flato.   Joseph   and  Clara— James  W  Hoey.  . 

12  Finkelstein.    Abraham— M    Mosson    Co.  .141  12 
12  Finkelstein,    Arthur— Louis    Siegbert    et    al. 
^^      ■; 351.45 

12  Foley.    Timothy— Abraham  Levy  et  al     272  77 

13  Foerster.    E    Carl— Isaiah    Frank    30.41 

13  Frank.    Isidor  &   Abraham'- Meyer  Levy  et 

al 129.42 

13  Fahrer,    Jacob— Annie   Deitchman   et  al.  128^25 

.S  Gordon.    Abraham— People.    &c 10.00 

8  Goldberg.  Harris— Edgar  N  Sidman.  ..  .437.38 
8  Grossman.   Samuel— Charles  First  et  al..89  72 

8  Garland.    Marie    L— City    of    N    Y 708  71 

8  Gottlieb.    Henry— Michael   H   Gillespie. 2.110.28 
8  Gordon.   Joseph— Bernard  J  Maas. costs,  125.80 
10  Goldman,    Jacob— Paul    Ptotenhauer   et   al,, 

,„  ^  •,■ 660.14 

10  Goldstone,    Abraham   I— Harry   P  Friedman. 
.^j  wf) 

10  Gilhooly,  Andrew— Leo  Schlesinger  ..4  457  40 
i-  Greenberg.     Cesar-Columbia    Bank     ...187.18 

11  Goldberg.    Morris— A    Sitz     183.30 

11  Gottlieb.     Herman— Tenement    House    Dept. 

264  91 

12  Goldstein.    Samuel    &    Mollie— Albert    D~Su- 

garman   60.40 

12  Geney.  Hippolyte  A— Mark  C  Meltzer.  .  165  25 
12!Graham.    Robert    E— Equitable    Trust    Co   of 

N    Y    113  5j{ 

12tGarpein.    Otto the  same    ...!..!•.!!.   126  16 

12  Gardiner,  Geo  W— Constance  C  Miller.  1.828.23 
I3*Gantert.    Edw    A— Winton    Motor    Carriage 

,.,  „Co 170.22 

13  Gessert.     Fred— Aaron    Marcus 45  07 

13  Goldberg.    Jacob— John   A   Philbrick   &    Bro. 

13  Griffith.  George— J  Harry  Estey  '  et' al. 48^41 
13  Guttroff,     William*     &     Frederick— Bigelow 

Varnish    Co 28.10 

8  Heyman,    Estelle  and  Marie— David  DGold- 

^   „■'"?'"   13:!.47 

8  Hopkins.    Emma  A— Seymour  Hotel  Co. 577  90 

8  Hall,   Wm  A— City  of  N  Y  et  al 35,89 

8  Hay,    Jeanette   S— Corn   Exchange   Bank 

423.63 

10  Holsten.  Henry— Benjamin  Pritz  et  aL]S;j!64 
lO'Heller.    Isaac    C— Joseph    Marmorstein.  .375.46 

10  Hutkoff.  Samuel— William  Kerby  ....374  77 
ll'Hatfleld.    Stanley  M— Albert  J   Appell  et   al. 

264.41 

11  Hover.    Ambrose    E— Hendrick    buys   et'al. 

164.94 

11   Hiller,    Emma— Helene  Fitter   et  al 

costs,    136.97 

11   Herman.    Leah,    admx— E   Heller   &   Co. 483.16 

11  Harris.     Harrv— Chas    W    Barnett 120.53 

12  Herrmann.     Conrad— John     Schwam 

costs,    17.72 

12  Hart.    James    M— City    of    N    Y 331.72 

12  Harris.  Louise— Minnie  F  Hirsch.costs,  130.17 
12  Harnischfeger,    Joseph— Julius    Oppenheimer 

et    al    ,-,0.21 

12  Horn,  Isidore— Vincent  Valentine  et  al. 1.52  26 
12   Hyman.     Louis— Wm     F     Clemmons.  ..  .1.55.95 

12   Butter.    Leopold— Realty    Buyers 2.560  78 

i:!  Hill.    Frederick    M— Kathleen    Mathew.  .559.30 

11  Ingram.    Alfred*    and    Harry— Albert    J    Ap- 

pell  et   al 264.41 

.s  Jacobson.    Morris— .Abraham   Bank. costs.   48. ,30 

10  Jacobs.     Simon — William     Kerby     374.77 

l<t*Johnson.    Benjamin   B— Flash   Products  Co.. 

488.22 

lo         the    same the    same    106.84 

12  Jones,    Walter   F— City   of   N   Y .'iOO.eo 

13  Julian.  H  -Gerold- Orlando  P  Metcalf.  .222.08 
8  Kornbluth.     Abraham— David    Stein    et    al.. 

246.74 


The  text  of  these  pages  Is  copyrighted,     All  rights  are  reserved.    Notice  Is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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10  Krone.   Joel— U  S  Fidelity  &  Guarantee  Co. 

I!8.t5t> 

11  Kali,   Morris— Abraham  Fisher   324.4B 

12  Kolker,   Henry— Equitable  Trust  Co  of  N  Y 

115.09 

12  King!' John    F— City   of    N    Y 892.13 

12  Kitchen.  John  H the  same   47.70 

12  Kean,    Louis— John   C  Watson 2,061.30 

12  Kespert.  Chas  W— Isaac  S  Long  et  al.8,2ti8.17 

13  Klaar.    Gussie— Mary    B    Hardy 279.02 

13  Kasininsky,    Harry- William   Roberts   et  al. 

(32.42 

13  Kotlow,sky,  Jacob— United  Damp  Proofing  _&  _ 

Painting    Co 197.17 

S  Lifshitz,    Nora— Maynard  N  Clement 3j5.lK) 

10  Lowe.    William— Julius    Bloch    754.09 

11  Levine,    David— Louis    Yudyoft    1,395.30 

11  Lewis.    Albert— N    Y    Times    Co 168.47 

11  Lubelskv.    Clara— Adolph    Leichtman    et    al. 

costs,    169.(0 

11  Laudin,  Charles— Henry  Arnstein  ..8.595.18 
11  Lesser.    Benjamin,    trustee — John    Hallahan 

et     al costs,     168.84 

11  Lewinolin.  Adolph— Lansing  Co.  .costs,  137.87 
11  Lake    Elmer  E— Albert  W  Davis  et  al.261.32 

11  Levine,    Nathan    B— Daniel   Mapes,    Jr.  .180.22 

12  Lipshitz,    Nathan— City   of   N   Y 360.68 

12  Layden,   Bernard the  same    179.i2 

1"  Laskaris.    Panagiotes— Elias   K  Alevitsovites 

112.72 

12  Lemmole,    Michael— Aarou    Morris 171.91 

12  Lusk,    Frank— Remington    Typewriter    Co. 

9i.32 

12  Lainpert,    Louis— Vincent    Valentine    et    al. 

152.26 

13  Lemberg.  William— Real  Estate  Directory_  & 

Information    Bureau    79.24 

13  Lichteustein.    Jacob— City    of    N    Y ^^JS'' 

13  Levey.    Philip— Joseph    S    Rich 287.  lO 

13  Lipshitz,     Meyer— Jefferson     Bank 460.H 

13  Levin.     Haris— Adolf     Prince 289.2o 

8  Margolies.      Max     and     Samuel— Morris     G  _ 

Samuels    SDcn' 

8  Murray,    John— People,    &c 1,000.0:) 

8   Murphy.    John the    same    l.fKXI.OO 

8  Marx.    John— Armour    &    Co 198.79 

S  Moses.    John the   same    19S.  i9 

.s  McEnroe.  Engene  J— Michael  F  Burns.  .119.29 
10  Mayer.  Louis— Barnet  Seigmeister  et  al.94.41 
10  Maclay.    Argyle   G— W   Leslie   Faucett.  .3.37.22 

10  Moser.    Chas   H— Flash  Products  Co 488.22 

10        ibe    .lame the    same    106.84 

lO'McDonald,    Edw   J— Corn    Exchange   Bank. . 

61.0.> 

10  Merker!    Melvin    E— George    Marcus 177.91 

10  McKelvey,  David— Samuel  Roseff  ....300.40 
II)  McAlpin.    Geo   S    exr— Walter    E    Delabarre. 

625.00 

11  Merksamer,    Solomon— Reuben    Eisenstein. . 

473.27 

11   Margiilies,    Samuel— Peter    A    Smith 998.03 

11  Melin.  Otto — Charles  Anderson  et  al...351.41 
lltMoscowitz,    Moses— Columbia  Bank    ....116.54 

11  the   same the  same    187.18 

11   Mor.se.    Hannah— Charles    Williams    ....237.22 

11   Martin.    William— Fairbanks   Co 295.08 

11  Maroney,    Edward— Helene    Fitter   et   al.. .. 

costs,    1.36,97 

11  Mandel.    Philip— Hyman    Delinsky    2.'iS,9S 

11  McArdle.  Thomas— William  Michaels  .  .27o.V)4 
11  McClosky,     Donald— Interurban    St    Ry    Co. 

costs.    107..88 

11  McVey,    Marie— Interborough    Rapid   Transit 

Co costs,    32.72 

11   McAloon.    Wm    H— Joseph    A    Mitchell ..  .72.72 

11  McMurty.   Alden  I^Bdw  A  Raymond.  .23.S  46 

12  Moskowitz.     Jacob — Schwarzschild    &    Sujz- 

berger  Co 177.47 

12  Mitchell,    Harry— Arnold    Rosenberg    et    al. 

31.41 

12  Mathes,  Henry  J— Julius  Oppenheimer  et  al. 

50.21 

12  McCann,    John— Interborough   Rapid   Transit 

Co costs,    32.)>5 

12»McFerran  James— Chas  G  Cornell,  Jr.  137. .33 
12  McDornan,  Daniel  W— City  of  N  Y..l.S9.(>i 
12  McCluskey,  Margaret  A— Wm  C  Adams. 76. 26 
12  McDonald,    Chas    C— Bert    K    Bloch 288.40 

12  McManus,   Evelyn  L— James  S  Harris  et  al. 

3.145.53 

13  Martin,   Louis— Iroquois  Hotel  &  Apartment 

Co 60.12 

13         the    same Mary    F   Miller  et   al 

costs,   69.12 


13  Mayo,  Earl  W— Berry  &  Whitmore  Co.125.85 
13*MandeItoot,  David — Samuel  Engelsberg.114.26 
13  Martin,     Harvey    T — Pennsylvania    Rubber 

Co    of    N    Y 202.aj 

10  Nooney.    James    F— Pettit    &    Reed 66.97 

10  New  burger,    Isidor — Joseph  Marmorstein. . . . 
375.46 

10  Noack,    Carl    and    Anna— Morris    Rosenfleld 

et    al 88.01 

11  Nathanson,    David— Michael    E   Keefe   et   al. 

.....529.31 

11  N'icoll,    Louis  C— Reuben   Qisenstein. ..  .473.27 

12  Nathanson,  Julius — Wm  F  Clemmons.  .243.52 
8  O'Brien,    James— Theodore    C    Marceau.443.16 

13  O'Connor,   James  L— City  of  N   Y 193.83 

8  Ploghott.    August— F    &    M    Schaefer    Brew- 
ing   Co 20.;iO 

10  Prior,  Albert  S— Browning.  King  &  Co.  .29.91 

10  Post.    Bernard— Julius    Soebel    222.05 

11  Pollock.   Dora- Michael  E  Keefe  et  al.. 529.31 

12  Pack,   Wm   M— Equitable  Trust  Co  of  N  Y. 

210.66 

12  Proskey,  Alexander  S — Francis  W  Hunnewell 

et  al    102.91 

12  Perrone,    Concetta — Interurban    St    Ry    Co. 

costs,   107.88 

12  Powell,    Wm    C— A   A    Grlfting   Iron   Co 

2,315.03 

13  Pitkin,    Nathan— Jefferson    Bank    460.11 

8  Rich.  Wm  O— Schuyler  C  Jacques. costs,  17.41 
8  Russell,  Frank  K— Doyd  P  Hepburn.  .349.81 
8  Ryan,    James    F— Walter    Kelly 248.31 

10  Rosenberg,   Jacob— Samuel   Kanink    ....184.41 

11  Ryan.    George — James   T    Bender 141.91 

11  Rimler,    Jacob — Louis   Aaron    29.31 

11  Rafalovitz,    Joseph— August   Bartal    18.41 

11  the  same Columbia   Bank    187.18 

11  the    same the    same    116.54 

11  Rubenstein.    Osher — Meyer    L    Cohen. .  .143.65 

11  Rodenbough,  James  F— J  Herbert  Carpenter 

costs,    91.48 

12  Rothschild,    David— Geo    F    Sweeney 143.(X) 

.12  Reid.    Harry   H— Simon    Sichel    276.31 

12  Rosenberg.  Yetta — Emanuel  Gross  ....45.91 
12  Rosenthal,    Edward— Equitable   Trust   Co   of 

N  Y   261.06 

12  Ryan.     Nicholas    'W'— Chas    G    Cornell,     Jr. 

137.33 

12*Ryan.    John — M    Mosson   Co 141.12 

12  Ronginsky,  Pinkus— Paul  Pfotenhauer  et  al. 

104.02 

12  Hadford,    Isaac   H — Frank   E    Sperring.  .754.87 

13  Reiraer.     Karl    or    Charles    Reimer— Winton 

Motor  Carriage  Co 170.22 

13  Riley,     Peter— City    of    N    Y !MI.69 

13tRaggozzino.    John — Joseph    Russo   et   al.  .."i2.17 

13  Rothfeld,    Isaac— Joseph    A    Behan 67.41 

13  Rough,  John  W — Gerstendorfer  Bros... 27. 16 
8  Saron,  Victor — Oscar  Schlegal  Mfg  Co.  143.13 
8  Stern,    Moses — Louis    Kahnweiller   et   al.... 

costs,   27.41 

8  Sochefsky,    William— Edgar    N    Sidman. 437.38 

8  Salvin.    Paul— L   B   Mclver   &   Co 128.31 

10  Sincot.  David  M— Frank  O  Brown  et  al.. 29.94 
10  Stockman,     Samuel — Solomon    L    Baron.... 

1,121.37 

10  Schlegel,  Eugene— Robert  C  Shepard. .  .86.65 
10  Schwartz,  Henry  E— Samuel  Roseff ...  .220.09 
10  Schare.  Peter  W — J  C  Julius  Langbein.  .40.72 
10  Sylvester.    Ernest — Wm   L  Taylor. costs,   32.72 

lo  Saracco.    Peter — Gerardo    Lordi    120.55 

10  Schenkel,    Jacob — Solomon    Cooper 

costs,    103.30 

10  Sherry,   Eugene— U  S  Ntl  Bank  of  Portland. 
2,907.51 

10  Saladino.   Anthony — James  Williams   ...100.97 

11  Stuhmer,    Oseoin — David    Hamm    et    al 

costs,    177.19 

11  Stamra.  Nathan— rienry  Arnstein.  ..  .8.595.18 
11  Strauss,     E    Harry— James    A    S    Carpenter 

et   al 174.42 

11   Snow.    Frederick    M— Jacob   M   Wallace.  .36.12 

11   Sachs.    Harris — Hyman    Delinsky    258.98 

II  Spieler     Louis— Abraham    Fisher    324.46. 

11  bchlessinger,    Henry    W— Teddy    Connolly... 

419.63 

11  Schell,  R  Montgomery  and  Henry  E — J  Her- 
bert   Carpenter    et    al costs,    91.48 

11  Swan,   Henry  T— John  P   Schuchman. .  .719.81 

12  Strauss,    Edw    H— Sekas    G    Tilfeyan    et    al. 

954.98 

12  Scheinert,    Irak   or  Isaac— Samuel   Diamond 
et    al     538.23 


12  Stembler,    Louis— U    S    Fidelity    &    Casualty 

Co  of   N  Y 32.27 

12  Scheuer,    Rose — Rosalind    Epstein 169.72 

12  Schullman.  Morris  S— Louis  Rosenberg.  .32.41 
12  Sobel,   Leon— John  C  Watson 2,061.32 

12  Scheiier,    Rose — Rosalind    Eipstein 170.72 

13  Seery,     William— City    of    N    Y 198.83 

13  Swenson,    John the    same    198.83 

13  Spiegel.    Jacques the   same    275.18 

13  Stadie,    Charles the    same     88.73 

13  Soule.    Orrin    G the    same 360.68 

13  Schmitt.    Leon    A the   same    108.71 

13  Schoer.    Herman   F the  same    198.83 

13  Sheffer,  Winfleld  G the  same  919.82 

13  Smythe.    Henry    H the   same    194.73 

13  Shaw,    Chas    A the    same     189.63 

13  Schmall,    Frank— Josepn    H    Dwork    et    al. 

costs,  74.72 

13  Scharf.    Aurelius    S— Tony    Spero    40.72 

13  Stockman.    Frank-Jacob    H    Schiff    84.65 

13  Schleicher,   George— Alfred  Bisland    119.41 

13tsteindler,    Bertha— Theodore    Hoffstatter    et 

al 426.90 

13  Schwartz.  Joseph — Reuben  Lyons  65.40 

13  Spiero,   Joseph— Peter  Swaeschnikoff's  Sons. 

costs,    70.13 

13         the  same the  same    118.61 

8  Tucker,    Edwin— Everall    Bros 283.39 

8  Tower,    Chas   P— Thompson   J   S    Flint .  .115.91 

10  Thompson.    R   Percy — Corn   Exchange   Bank. 

61.05 

11  Thulstrup,       Annie  —  Interborough       Rapid 

Transit    Co costs,    32.41 

11  Teal.    Ben— Jacob    H    Klinger 160.22 

12  Teschner,    I    Waldman— Paul    Dresser   Pub 

Co 7,976.20 

13  Tallarico,    Michael— De   Witt   Auto   Co.  .176.71 

11  Vander  Beugle,   Jacob  J— Morris  H  Petigor. 

112.81 

12  Van    Ness,    Geo   W— City  of   X   Y 124.27 

l.'i  Vogel,   Ignace — William   Roberts  et  al...51.48 

10  Ward.    Guy— Peter    O'Hare    117.77 

11  Wysham,    Anna   C— Met  St   Ry  Co 

costs,    108.88 

11  Wiilishausen,   Adam— Robert  H  M  Dawbarn 
169.41 

I  l*Weinstein.    Loius — Hyman    Delinsky    ...258.98 

II  Wolffe,    Wm    B— Dorothy    Johnson   et   al... 

44.61 

11  Wright.    Wm   F— Byron   A   Beal 133.63 

11  Weinstein,    Jacob — Tenement   House  Dept. .. 

264.91 

12  Weber,  Ernest,  Jr— Chas  F  Stone,  Jr,  et  al. 

(D)  3,605.63 

12  Williams.    James  J— City  of   N   Y 175.01 

12  Wilcox,    Kathelen   N — Louis   P   Hollander  et 

al    99.01 

12  Wessels.  John  G— Edwin  J  Gillies  et  al. 79.11 
12  Weiss.   Nicholas  O— John  W  Block 77.91 

12  W^oodward,    Willis — Paul    Dresser    Pub    Co. 

7,076.20 

13  Weederkehr.   Adolph— City  of  N  Y 61.36 

13  Wystrack.  Frida  admrx — Interborough  Rapid 

Transit    Co    costs,    180.45 

13  Walker,   W  Arthur  G— Jacob  E  Ludwig 

costs,  549.41 

11  Zangara,     Louis*    and    Giovanni — Tenement 

House    Dept 264.91 

CORPORATIONS. 
8  Aetna    Indemnity    Co    of    Hartford,    Conn- 
Isaac    B    Hyman    et    al....- 774.73 

8  Expert    Steam    Heating    &    Engineering    Co 

— C  Rockland  Tyng   55.3.05 

S  City   of    N    Y— Carl    Krummenacker 250.00 

8  Interurban   St   Ry   Co— David    Rutz 228.38 

8  The   Arch    Realty   &    Construction   Co— Wil- 
liam   Guggolz    et   al 502.72 

8  J  H  Connelly,  a  corp — Corn  Exchange  Bank 

423.65 

10  Met   St   Ry   Co— Jane   Hart 2,250.00 

10  the  same — Leon  B  Ginsburg. costs,  123. 2'7 
10  Washington     Steamboat     Co,     Ltd— Wm     N 

Amory    6.855.23 

lo  Reconstructed   Granite   Co— Penn   R   R   Co.. 

296.13 

10  Muller    Bros— Richard    Carroll    131.23 

10  J  Goldman  Realty  &  Construction  Co — Paul 

Pfotenhauer    et    al 660.14 

10  The    Borough    Bronze    Co — Joseph    Marmor- 

stein    375.46 

10  The    Morreau    Gas    Fixture    Mfg    Co the 

same    375.46 


r 


DON'T  GUESS 


A  Real  Estate  Information  Service  is  as  necessary  in  a  Real  Estate  Broker's 
office  as  the  ticker  in  the  office  of  a  Stocls  Broker. 


USE 


A  personally  maintained  Service  is  inefficient  and  inordinately  Expensive 
compared  with  a  Big  Central  Co-operative  Service.  The  Biggest  Service  is  the  best,  because  the  advantages  of  Co- 
operation are  centered  there  on  the  biggest  Scale. 

The  RECORD  &  GUfDE  to-day  supplies  thousands  of  Brokers  and  others  with  information— has  been  doing  so  for  a  gen- 
eration. Its  own  records  cover  the  history  of  ALL  transactions  of  every  kind  in  New  York  for  forty  years,  and  in  addition 
to  these  it  has  a  COMPLETE  PLANT  that  includes  the  previous  period. 

Obviously,  the  RECORD  &  GUIDE  possesses  FULL  information  covering  ALL  particulars  concerning  real  estate.  Other 
systems  are  necessarily  either  partial  or  mere  second-hand  abstracts  of  the  records  which  the  RECORD  &  GUfDE  has 
been  gathering  and  publishing  in  the  cojrse  of  its  forty  years'  history. 

If  you  need  Real  Estate  Information  don't  guess.  Don't  use  personal  Systems.  Don't  use  partial  Systems.  Don't  use 
temporary  Systems  that  must  be  fragmentary  and  Second-hand.  Don't  use  Systems  built  for  the  use  of  a  Few,  and 
that  c'fer  yoj  scarcely  any  of  the  advantages  of  co-operation. 

THE    RECORD  &  GUIDE   BUREAU  OF  REAL  ESTATE   INFORMATION.       The  oldest,  the  largest,  the   most 
permanent,  the  best  equipped-a  Service  that  can  serve  you  TO-DAY  and  TO-MORROW  on  a  progressive  plan. 


KMMMMMMMI 


December  15,  1906 


RECORD    AND    GUIDE  Manhattan 
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DENNIS  G.  BRUSSEL 

-^  ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT-HE  AT- POWER 


The  Brussel  Method  and  organization  Is 
devoted  exclusively  to  the  electrical  prob- 
lem of  the  building.  Independent  plants 
installed,  or  weiring  for  street  service.  Writ* 
for  particulars, 

15  West   29th    Street,    N.  Y, 


10  \.ayne  Automobile  Co — Mfrs  Motor  Car  Co. 
44.57 

10  N  Y  City  Ry  Co— Alice  McPliiilips 111.95 

11  Tlie  Never  Stale  Bread  Co — Roy  G  Burgess. 

102.87 

11  Tlie    Met    Paper    Box     Mfg    Co— Reynolds- 
Boyle   Co 647.8(j 

11  The    City    of   N    Y— Mary    B    Depierris 

costs,    55.00 

11         the    same James    G    Smith    2d    et    al. 

costs,   55.00 

IINYC&HRRR   Co— Mott  Haven  Co. 
32,503.53 

11         the  same Herman  Oppenheimer  et  al. 

1,069.50 

11         the    same City    of    N    Y 60.85 

11  Hauben   Realty  Co— Abraham   Fisher. .  .324.46 
.11  The  Met  St  Ry  Co— Giovanni  Piazza. .  .476.95 

11  La    Saile    Niagara   Automobile   Co — Isaac   G 

Johnson    &    Co 507.67 

12  The    De   Beck   Plate   Glass   Co— Frances  A 

Cleary    182.31 

12  Junior  Publishing  Co — Oliver  Typewriter  Co. 

46.21 

12  The  Argyle  Co— Mildred  L  Harrison.  1,541.23 
12  American   Belgian   Lamp   Co— City   of  N   Y. 

242.27 

12  Always  Ready  Printing  Co the  same.  .47.70 

12  Superior  Boiler  Co — —the  same 105.90 

12  Truth    Seeker   Co the   same    164.10 

12  Mutual    Loan    Assn the   same    531.23 

12  M     Strauss    &    Sons— Henry    M    Ran 

costs,    160.95 

12  Home   Fire   Ins   Co — Oscar  Meirowitz   et  al. 

costs,  103.18 

12  National  Damp  Prooflng  Co— Carmine  Altieri 

485.01 

12  La  France  Gelatine  Co— Fairbanks,  Morse  & 

Co 727.64 

12  Dry   Dock,    East   Broadway  &   Battery  R   R 

Co— Joseph    Blaustein     costs,    181.65 

12         the      same Samuel      Shainfeld 

costs,    175.70 

12  The    Barnard    System— Sterling    Engraving 

Co 67.31 

12  Davis   Electric   Mtg  Co— John   A   Roebling's 

Sons  Co  of  N  Y 121.43 

12  Brooklyn,   Queens  County  &  Suburban  R  R 

Co— Mary    Knorpp    301.62 

12  H  C  Swain  &  Co— Hale  Co 1,199.73 

13  New   York   City   Ry   Co— William   Crawford. 
791.13 

13  Central  Cross  Town  R  R  Co— Hannah  Con- 

aghan    249.63 

13  The   New   York  Edison   Co— Continental   Ins 

Co 12,687.36 

13  Bersodi     Advertising  Service— City  of   N   Y. 

139.36 

13  Erie    Boatmen's    Transportation    Co— Albert 

W    Moiier    619.74 

13  Hawthorne  Bldg  Co— Julius  D  Tobias.  .490.22 
13  Interurban  St  R  R  Co— Louis  Pibreiss. 194.13 
13  New     York     Juvenile    Asylum— Frank    A 

ODonnell    et    al     119.60 

13  Interurban  St  Ry  Co— Mamie  B  Davenport. 

costs,    90.20 

13  Irvin   Luescher,    Inc— Delia  F  Levy 422.48 

» 

•ATISFEBD  JTJDQiMBirTS. 

Dec.   8,   10,   11,   12,   13  and  14. 

Alexander,    Max— W   Klenert,    1906 124.97 

Same same,    1906    166.23 

Bell,    Aionzo— S    Dresser,    1906 34.41 

"Block,    Jacob— L   A   Abrams,    1906 436.53 

Brown,    Chas    A    and    John    Fleming— City    of 

N    Y,    1903 $19.05 

Benjamin,    Sanford    H— Bennett,    Sloan   &   Co. 

1906    85.49 

Bachman,  Leo  J— J  Knell.   1900 60.41 

Basch,   Winfleld  S— J  Bier  et  al.   1906 103.85 

Same same.     1906     98.75 

Connery.  Susan  F— J  M  Bowers.  1903 8,886.55 

Cohen,   Max— J  W   Matthews  &   Co.   1906.  .131.84 

Chapman,  Chas  W— B  A  Bullock.  1903 177.70 

Connelly,   J   H— Associated  Merchants  of  N  Y. 

1906    170.61 

Cummings,  William,  Jr— J  F  Fox,  1906.  .2,110.52 
Cahill,    Matthew    J— Siegel    Cooper    Co,    1906. . 

114.18 

Coyle,  Ellen  M  A— W  D  Ward  et  al.  1898.47.20 
Cain,    Wm   F— H   Clausen  &   Son   Brewing   Co. 

1898   424.96 

Corn,   Henry— N  R  Howard.   1906 1,179.67 

Darcy.  Thomas  J— S  P  Jones  et  al.  1906.. 190.79 
Ellender,  Hyman  M— Thomas  C  Edmonds  &  Co 

1906 ; 225.31 

Eisen,   Davis— A  Eltlng.   1906    619  22 

Peltman.  Henry— F   Ehrlich.    1906  542.52 

Finn,  John  T— W  H  Haines  et  al,  1906.  .1,034.26 

Flack,   Marcus  P— A  S  Swanson,  1906 146.70 

Frese,    Ida— L   R    Smith.    1904 534.31 

Genet.    Augusta   G— Prest,    &c,    of   Delaware   & 

Hudson   Canal   Co.    1904   1,279.06 

Gillingham,   Geo  O— M   Schllng.   1906 33  50 

Griffin,   Anna— E   E  Jeantet,    1906 737.30 

Hoag,  Henry  L— McKillop,  Walker  &  Co.  1906 

77.73 

Heal,    Frank   E— Butler  Bros.   1906 21101 

Hirsch,    Chas   L— F  G   Strohmeyer  et  al.    1897. 

435.29 

Same Martin  Kaibfleisch  Chemical  Co.   1897 

227.78 

Same B   L   Kaibfleisch   et  al.      1897 567.70 

Same J    Kissock.    1897    199  02 

Hirsch,   Chas  L  &  Herbert  J  Meyer— G  Miller 

et    al.      1897    350.75 

Same H  T  Fritzscheke  et  al.  1897 260  94 

Same N  Y  Coal  Tar  Chemical  Co.  1897.756.84 

Same B   S   Neal    et   al.    1897    274.15 

Hirsch,  Joseph,  Nathan  and  Leon,  also  Adolph 

Forsheim— F   H    Smith,    1904 516.04 

Same — same,   1905   jo^  gjj 

iHeilner,  Emanuel— City  of  N  Y,  1906! '.'.'. 644.56 
Hirsch,  Chas  L— J  L  Morgan  et  al.   1897.  .710.75 


iKaplan,   Samuel— City  of  N  Y.   1906 360.68 

"Ketchum.    Angelica— A   E    Bogart.    1902 19.96 

"Kass,    Abraham   I^L   Schlesinger.    1906.. 100.00 
Kuhn,    August,   James   J   Spearing   and   Joseph 

Spearing— A   McMurray  et  al,   1906 169.61 

Kobe,    Max— M    Blocker.    1906 109.23 

'Liesman,    Frank— City   of   N    Y,    1906 79.54 

"Monroe,    Anna— F    F   Proctor,    1906 68.53 

Mock,  James  L— C  C  Hendrickson.  1906. .  .153.66 

Mintz,    Samuel— People,   &c.    1906 1,000.00 

Same same.    1906    200.00 

Meyer,    Anton   H same.    1906    262.20 

^O'Brien,  Wm  J,  sheriff;  Raflela  Palmieri,  Gia- 
cinto    Garrizzo   and   John   Fesola— M    Santan- 

ello    et    al.    1902    866.09 

Potter,    Esteila— J    F    Borst,    1906 120.60 

Robb,    Robert   S— Washington  &  Jefferson  Col- 
lege   et    al.    1903 1,177.98 

Rods,    Cornelius— M   Goldstein,    1902 23.65 

Rath,    Henry    C— A    J    Corscadin.    1906 706.57 

Same L    R    Conklin.    1004    566.42 

Rosenbaum,  Morris— A  A  Rahaeuser.  1906.277.32 
Robinson,  Myron  W— D  J  Mackintosh.  1906.89.44 

■'Schwartz.     Selig— A    Stern.     1908 6,4,'!2.48 

Solomon,    Charles— J   R    Palmenberg.    1893.257.51 

Sugden,  Edw  D— W  F  Holding,  1906 119.72 

Worobey,     Samuel    and    Joseph    Woroba— B    I 

Yuells,    19U6 67.13 

Walsh,    Patrick    J— J    Hayes,    1900 1,033.23 

Ward.    Patrick   and    U    S    Guarantee   Co— P    W 

Cullinan,    1905 2,057.12 

Weiner,  Morris— Potter  Wall  Paper  Mills.  1906. 

23.90 

Woodworth.    Frank    H — Scruggs    Van    Dervoort 

&    Barney    Dry    Gods    Co.    1901 366.26 

Zetzsche,    John    H— M    Zimmerman    Co,    1906.. 
285.18 

CORPORATIONS. 

Cornell   University— O   G  Mason,    1906 389.13 

Plasman   Co   of  America— I   A   Berman,    1900. . 

141.91 

Consolidated   Telegraph   &   Electric  Subway  Co 

—The   Hills   Bros  Co.   1906 446.75 

Knickerbocker  Piano   Co— W  Wickman,    1906.. 

840.04 

Law  Reporting  Co— N  Y  Telephone  Co,  1905.. 

112.63 

Law   Reporting   Co— N    Y   Telephone   Co,    1905. 

31.10 

Same— Alcolm    Co,    1905    70.72 

"New  Y'ork  &  Long  Branch  Steamboat  Co— P 

McMann.    1900     544.23 

S   Karpen  &   Bros— Le  B  M  Huntington.    1906. 

175.70 

Hawthorne  Building  Co— M  Jackson  et  al.  1906. 

228.52 

Prudential  Ins  Co  of  America— C  Fagau.   1906. 

140.17 

Lawrence  Bros,  Inc— J  Hylesworth  et  al.  1902. 

461.42 

Same same.    1902    .-...200.48 

President,    Managers,    &c,    of   the    Delaware    & 

Hudson   Canal   Co— A  C   Genet.    1904.  .26,583.57 

Same same.       1906     162.85 

Realty    Buyers— B   J    Rogers   et   al.    1906.  ..33.32 

'Vacated  by  order  of  Court.  'Satisfied  on  ap- 
peal. 'Released.  'Reversed.  'Satisfied  by  exe- 
cution.     'Annulled  and   Told. 

MECHANICS'  LIENS. 

Dec.    8. 
13.S— Satisfied. 
139— 13th    av,    e    s,    56.10    s    24th    st,    60x100. 

Dunbar  Box  &  Lumber  Co  agt  Morse  Estate, 

Charles  Beckmann  and  Frank  Burghard.  163.92 
140— 2d  av,   e  s,   whole  front  betwen  99th  and 

100th    sts,    202x106.      Minet    Varnish    Co    agt 

Hauben  Realty  Co  and  Kalt  &  Spiler.  .130.90 
141— SSth    St,    No    53    West.      Arthur   Bronnett 

agt    Franz    Merz     2,311.00 

142— Henry    st,    Nos    164    and    168.      Edwin    M 

Houghtling  agt  Epstein  Bros  and  I  Sekosky. 

2O4.70 

143— 142d   st,    n  s,    100  e   Broadway,   75x200  to 

143d    St.      New    Jersey    Terra    Cotta    Co    agt 

Jacob    Kotlowsky    and    Bella    Kotlowsky 

1,600.00 

144— 133d    st,    s    s,    100   e    Cypress   av,    25x100. 

Peerless  Brick  Co  agt  C  Dumke  and  Mueller 

Bros    283.50 

145— William  st.  No  2.33.  I 

Park  Row,   No.  05.  | 

Joseph  Schwartz  agt  Maria  Reich  and  Becka 

Kleiufeld    and    Gottlieb    &    Feinberg 285.00 

146— Same    property.      Same    agt    Maria    Reich 

and    Becka    Kleinteld    346.25 

147 — 1th  av,  Nos  210  to  216.     Chas  W  Barnett 

agt   Everett  House  Co  and  Chas  J  Peterson. 

230.00 

14S— 49th    St.    Nos    337    to    347    East.      Anton 

Larson  agt  Lena  Cohen  and  David  A  Cohen. 

70.00 

149— 12filh    St.    n    s.    190    e    4th    av,    50x99.11. 

Same    agt    Max    Epstein    and    Harris    Cohen. 

30.00 

150— Henry    st,     Nos     164    to    168.       National 

Architectural    Iron    Works    agt    Abraham    & 

Jacob    Epstein   and    Isaac   Sekosky 3,449.63 

Dec.    10. 

151— Park  Row,  Nos  76  and  78.  | 

Centre  st,   No  8.  | 

Frank    R    Laverty    agt    Mrs    Frances    Storm 
and    A    Ray    Storms 82.38 

152— Columbus  av.  No  424.  Plymouth  Interior 
Construction  Co  agt  John  H  Feldscher, 
Amanda  L  Eitzen  and  P  Peich,  Chas  E 
Ackrou   and    Fred    Robin.son 6,870.00 

153— 107th  St.  Nos  62  and  64  Bast.  Harry  Sol- 
oway    agt    Dora    Weisberg    and    Rebecca    Q 


Golding,  Leo  L  and  Michael  L  Wolin  and 
Harry  Lichtman   113.00 

154— Satisfied. 

153— Satisfied. 

150— 122d  st,  Nos  164  to  168  East.  Richard 
Tretier    agt    Joseph    Ludman 2,100.00 

lo7— Ludlow  st.  No  20.  Sam  Cooper  agt  Beni 
Asch    254.00 

158— Columbia  st.  No  66.  Vincent  Valentine 
&    Co    agt    Al    Roossen 53.75 

159— 142d  st,  n  s,  100  e  Broadway,  75x199.10 
to  143d  St.  Same  agt  Bella  Kotlowsky  and 
Jacob   Kotlowsky    500  00 

160— 142d  st,  n  s,  100  e  Broadway. '  75^199.10 
to  143d  St.  Spero  &  Malkin  agt  Jacob  Kot- 
lowsky     160.00 

161— l.'iSd  st,  No  100  East.  Theodore  C  Wood 
agt  Charles  Zimmerman,  Jr 1,950  00 

162— 109th  st,  Nos  05  and  67  East.  Solomon  D 
Cohen  et  al  agt  Congregation  Nachlath 
Z'vee 941.00 

105— Mulberry  st.  No  245.  Frank  Scolaro  agt 
A   Cueno   and   Joseph    Fossati 43  22 

104— 123d  st,  Nos  449  to  453  West.  Margaret 
P    MacSorley   agt    Helen    Koch 152.50 

165— Central  Park  West,  s  w  cor  65th  st, 
100..5xl25.  Harry  L  Ide  et  al  agt  Samuel 
B    Haines    1,600.00 

166— 124th  st,  Nos  218  to  228  East.  Wolf  Gel- 
band  agt  Simon  Jacobs  and  Samuel  Hutkotf. 
• 331.50 

167— 3d  av,  Nos  1391  to  1401.  Same  agt 
Isaac   Kleinteld   and   Isaac   Rothfeld 205.06 

Dec.   11. 

168— 142d  st,  n  s,  100  e  Broadway,  75x199.10 
to  143d  St.  Henry  E  J  Scheffer  agt  Jacob 
Kotlowsky    285.00 

169— 94th  st,  Nos  -j3  and  205  West.  Joseph 
White  agt  Joseph   Freedman 327.00 

170— Columbus  av.  No  424.  J  C  McQuarrie 
&  Co  agt  John  H  Feldscher  and  Amanda 
L  Eitzen,  Plymouth  Interior  Construction  Co. 

,. 139.64 

111— Amsterdam  av,  w  s,  whole  front  between 
134th  and  135th  sts,  200x100.  Ross  Lumber 
Co  agt  Interborough  Building  Co  and  Joseph 
Wiodar    87.98 

172— Amsterdam  av,  e  s,  whole  front  between 
l.jSth  and  159th  sts,  200x100.  Same  agt 
Louis  Cohen  and  Joseph  Wiodar 189.30 

173— 124th  st,  Nos  218  to  228  East.  Vincent 
Valentine  &  Co  agt  Simon  Jacobs  and  Samuel 
Hutkoff    400.00 

li4-26th  st.  No  151  East.  Richard  G  Hale 
agt  Rebecca  Schechter  and  Betty  Jacobson. 
26.50 

17u— 146th    st,    s    s,    120    e    Broadway,    75x100. 
Nathan      Go.  ostein     agt     Dora     Pollack     and 
David   Nathanson   550.00 

176— Riverside  drive,  e  s,  600.2  s  127th  st,  75x 
86.      Raisler  Heating  Co  agt  Rutland   Realty 

,£°:yv-    1,341.00 

111— Audubon  av,  n  e  cor  182d  st,  70x79  9. 
Raisler  Heating  Co  agt  De  Waltoff  Marcuson 
Realty  Co  and  De  Waltoff  &  Marcuson.  1,407.29 

17.S— 111th  st.  No  24  East.  Wise  Fire  Proof- 
ing Co  agt  John  Doe  and  Morris  Zack.. 260.00 

179— 135th  st,  s  s.  100  w  Amsterdam  av,  275x 
100.  Joseph  Krulish  agt  Sax,  Sussman  & 
Halpin    5,800.00 

LSI— 132d  st,  No  845  East.  Marston  Lumber 
Co  agt  John   Doe  and  National  Damp  Proof- 

,i°S,  I-P 66.90 

1.SJ— l.i2d  st.  No  40  East.  Same  agt  John 
Harris    and    H    Harris 14  70 

183— 2d  av.  No  1824.  Jordan  &  Pox  agt 
Adolph    Messer   and    Samuel    Baxter 325.00 

184- SSth  st,  Nos  324  to  328  East.  Spricker- 
hoff  &  Scharnberger  agt  Louis  Zimmerman. 
175.00 

IS.1— 146th  st,  s  s,  125  e  Broadway,  75x99.11. 
Caggiano  &  Carlucci  agt  John  Doe,  Richard 
Roe,    John    Pollock    and    Samuel    Nathanson. 

,•••••.•      1,300.00 

180— Madison  av,  Nos  1826,  1S2S  and  1830 
Eiias    Nieberg    et    al    agt    Morris    Ukun    and 

^rz—   Borowsky    350.00 

IS  I— 13.1th  St.  No  820  East.  David  Levinson 
agt  Rosa  Heitlinger  and  John  Heitlinger  12  20 

1.S.S— i;)7th  St.  Nos  616  to  022  West.  Rubin 
Handelson  agt  Cathedral  Parkway  Realty  Co 
and   Harris   H   Uris 375  00 

ISO— Same  property.  Same  agt  Cathedral  Park'- 
way   Realty   Co 50.00 

Dec.    12. 

190— 146th  st,  s  s,  125  e  Broadway,  75x100. 
Kertscher    &    Co    agt    Pollack    &    Nathanson. 

,„ 6,200.00 

101— Same  property.     Michael  E  Keefe  agt  same 

,  ■ 2,050.00 

192— 13th  av,  Nos  150  and  158.  Erik  Karlson 
agt  Charles  Beekman  and  Fritz  Burghard. 
48.00 

193— Same  property.  John  Karlson  agt  same. 
48.00 

194— Kelly  st,  s  w  cor  167th  st,  90x100.  F  T 
Willigan  Co  agt  Clara  Glauber  and  William 
Gildersleeve    715.00 

195— Front  st.  No  1.  Nathan  Kohlreiter  agt 
John  Blttner  and  Herrmann  &  Helm 532.50 

196— 14th  st.  No  46  East.  Charles  McGregor 
agt  Audinet  and  Frederick  E  Gibert  and 
Marguerite  Hapin  and  Metropolitan  Amuse- 
ment  Co    825.00 

197— 115th  st.  No  340  East.  Antonio  ladarola 
agt    Rosario   and   Antonio    Negro 247  25 

198— 77th  st.  No  322  West.  Wm  L  Phelan  agt 
Patrick  J  Griffin  and  Thomas  J  McLaughlin. 
937.00 

199— 70th  st.  No  128  East.  Same  agt  Arthur 
W  Saunders  and  Thomas  J  McLaughlin. 367.00 

200-161st  st.  No  561  West.  Same  agt  Har- 
riett H  Churchill  and  Thomas  J  McLaugh- 
lin      173.00 


The   text  of  these  pages  is  copyrighted.     All   rights   are  reserved.  Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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We'll  fimaze  you  if  you'll  give  us  a  chance  to  show  you  how  the  Luxfer  System  will  put 
daylight  where  you  want  it  in  that  store,  that  apartment  or  that  basement.  Don't  you 
iaelieveb?    Call  up  3276  Gramercy,  and  let  us  talk  to  you  a  minute. 

AMERICAN  LUXFER  PRISM  CO.,  160  Fifth  Avenue,  NEW  YORK. 


201— 71st  St,  No  51  West.  Same  agt  Gurtfe 
Weil    and   Thomas  J    McLaughlin I'-b  01) 

•iO-_7th  av    Nos  2132  to  2138.     Sarah  Leah  et 

~  al  exrs  agt  Max  G  Reiser.  George  Kiester 
and    B    Pomorantz     32.00 

203— Ridge  st,  Nos  128  and  130.  Weiss  &  Co 
agt     Max     Ryshpan     and     Bernard     Schnall. 

.....     1,000.00 

20t^Same  property.     Same  agt  Max  Ryslipan. 

1  0;iS  00 

2oh— iiiverside  Drive,  Nos  225  and  220.  AchiLle 
Bataelle  et  al  agt  Lcopoldine  Obendorfer  and 
John    S    Buzzini    1  G08.00 

200— Amsterdam  av,  -No  G85.  Samuel  UriJt_ 
agt    Simon    &    Carrie    Feist 21.50 

207- Amsterdam  av.    No  687.      Same   agt  same 
50.75 

208^93d'st!  No  177  West.     Same  agt  same  .26.00 

■>09_146th  st  s  s,  125  e  Broadway,  75x100. 
Vermont  Marble  Co  agt  PollacK  &  Nathan- 
son    l-^ft"* 

Dec.    13. 

210— 132d  st,  s  s,  75  w  Lenox  av.  75x99. ll._ 
Johanna  Goodstein  agt  Fogg  &  Juditsky. 414.00 

211— U6th  St.  No  152  East.  Cochenour  & 
Hazen  agt  David  Yesky  and  Jacob  H  and 
Sigmund    S   Rauth   and   Rauth   &  Yesky. lob.60 

•>j.i_^uaubon  av.  s  e  cor  ISQth  st,  75x100.  Fed- 
eral Tiling  &  Mantel  Co  agt  Joseph  Wlodar. 

3  to. 00 

oi';5lli(54ih 'st,' No  "453  West.  Raisler  Heating 
Co  agt  Julius  M  Cohen  and  Max  R  Willner. 

214'— Lenox  a'v'.'No  334.  J  &  L  Moreland  Co 
agt  Mary  C  Zerban   332.60 

21.'.— 17th  st,  Nos  333  and  335  West.  Gilbert 
&  Sturrock  agt  Emma  Muegge  and  A  J  Mel-_ 
viu    -SG^^oO 

211;— lOOth  St.  n  s,  100  e  Brcadway.  standard 
Damp  Proofing  &  Roofing  Co  agt  Kleinfeld  & 
Rothfleld    SOO  00 

217— Chrystie  st.  s  e  cor  Delancey  st,  uOxlOO. 
Same    agt    same     100.00 

218— 39th  st.  No  322  West.  Robert  Marsh  agt 
Moses   Feinberg   and   Aphraim   Gottlieb.  .261.00 

219— East  End  av,  n  w  cor  81st  st,  51.2xl23x 
irreg.  Joshua  Horrocks  agt  Samuel  J  Davis 
and  G  Knoche    7o.00 

220— 122d  st,  s  s,  141  e  Lexington  av.  50x6o. 
A  E  Klotz  Fireprooflng  Co  agt  Joseph  Lud- 
man     13  (.38 

221— 66th  st.  No  161  West.  Peter  Doerr  agt 
Margaret    F    Downey   and   John    Scott. ..  .26.00 

222— ti3d  st.  No  120  West.  Same  agt  Peter  P 
Downey    and    John    Scott 30.00 

223— Mott  st.  No  74.  Louis  Siscovitz  agt 
Deborah    Freed    and    Femsot    &    Boock.  .350.00 

224— 10th  st.  No  254  East.  Harmon  Hurwitz 
agt  Lester  M  Shapiro,  Isaac  Luntz,  Julius 
Dorfman  and  Licht.  Schwartz  &  Silverman. 
213.39 

22.")— Avenue  A.  No  1317.  City  Fire  Proofing 
Co    agt    E    Kaplan    20.34 

22(5— 124th  st,  n  s.  175  w  1st  ay,  50x87.11. 
Same  agt  same   72.60 

227— Park   Row,    No   95 1 

William    st.    No    233 1 

Gottlieb  &  Feinberg  agt  Maria  Reich  and 
Becka    Kleinfeld     5,567.00 

oog_sjnjpson  st,  Nos  1024  to  1036.  Keystone 
Lime  Co  agt  American  Real  Estate  Co  and 
T  J   Fanning    133.00 

229— Bartholdi  st.  n  s.  SO  w  Cedar  av,  25x100. 
Thos  B  Bowne  &  Son  Co  agt  Pasquale  and 
Orrola   Castaldo    815.87 

2.''.(>— Cruger  st,  e  s.  146.10  n  205th  st,  25x100. 
Same  agt  Frank  Tundi  and  Urbano  Cavallucci 
682.14 

231— 79th  st,  Nos  432  to  436  Bist.  Maurice 
Newmark  agt  Jacob  Hyman  and  Louis  Rock- 
more    919.68 


BUILDING  I,OAN  CONTRACTS. 

Dec,    S. 
3d   av,    w   s,    274.0   s    170th   st,    50x120x50x124. 
City  Mortgage  Co  loans  Thomas   D   Malcolm 
to  erect  a  6-sty  tenement  and  store;   1  pay- 
ment     $5,000 

Washington  av,  w  s,  242  n  17Sth  st,  107.7x 
146. 3x  irreg.  Liberty  Mortgage  Co  loans 
Isidor  Robinson  to  erect  two  5-sty  tene- 
ments;   3    payments    20.000 

Dec.   11. 
12Sth  st,   n   s,   100  w   1st  av.   30i)xl00.11.     Isi- 
dore    Jackson     and     Abraham     Stern     loan 
Raphael    Kurzrok    to    complete    buildings:    4 
payments    25.000 

Madison  av,  s  e  cor  64th  st.  100.5x132.6.  Met- 
ropolitan Life  Ins  Co  loans  Louis  M  Jones 
to  erect  a  10-sty  and  pent  house  apartment 
dwelling:     11    payments     750.000 

lUth  st,  Nos  216  and  218  East.  Harris  Man- 
delbaum  and  Fisher  Levine  loan  Mildred 
Realty  Co  to  erect  a  G-sty  tenement;  7  pay- 
ments  22.i50O 

Zei^ga  av.  or  Green  lane,  w  s,  75  n  Lyon  av, 
25xHtO.  Egbert  Winkler  loans  Norbeet  Ro- 
billard  to  erect  a  2-sty  dwelling;  4  payments. 
3.500 

Mianna  st,  s  s.  217  e  Unionport  road,  25x 
100.  Phillpp  E  Habenicht  loans  Louis 
Berger  to  erect  a  2-sty  dwelling;  3  payments. 

3.000 

Dec.    12. 

Matilda  st,  s  e  s,  350  s  Westchester  av,  25x 
100.  Herman  Hagenbuchle  loans  Kate  Nord- 
man  to  erect  a  — sty  bldg;  —  payments. 4, 500. 00 


Dec.    13. 

23d  St.  s  s.  210  e  3d  av.  75x122.6.  Metropoli- 
tan Lite  Ins  Co  loans  Otto  Strack  to  erect 
a  10-sty  loft  buiumg;  6  payments 175,000 

• 

SATISFIED  MECHANICS'  LIENS. 

Dec.   8. 

-■7th  av  Nos  2308  and  2310.  Wm  T  Hookey 
agt  Joel  Marks  et  al.     (Nov  14.  1906) .  .$319.3o 

=Same  property.  Charles  Schuler  agt  same.^ 
(Nov    21,     1900)     81.  i5 

-'Same  property.  John  F  Cronin  agt  same. 
(Nov   10.    19t>6)    '-l-ao 

=Same  property.  Louis  Hurwitz  et  al  agt 
s.ame.      (.Nov    15.    19061 1.300.00 

Washington  av.  w  s,  242  n  17sth  st.  Louis 
C  Rose  agt  Isadore  Robinson  et  al.  (Nov 
26,    1900)    ^'H?.-^ 

Same  property.  Same  agt  same.  (Nov  30, 
11100) 5,080.00 

Same  property.  Same  agt  same.  (Dec  3, 
lOOti)    ..    5,182.50 

13Sth  st  No  790  East.  Montague  Castle- 
London  Co  agt  Northern  Realty  Co  et  al. 
(Oct    2,    19061 314.7o 

179th  st,  Nos  507  to  511  West.  Abraham  Den- 
emark    agt    Hyman    Ellender    et    al.       (July 

14,    1906)    194.30 

Dec.    10. 

30th  st.  No  35  East.  Herrmann  &  Grace  agt 
Thirty-fifth   Street  Co   et  al.      (Dec  7,   19*^(5j. 

Is't'av^'No's  "issi)  "to' is'9'3'."  John   F  Borst  agt  _ 

Estella    Potter.      (Dec    4,    1905) 102.1o 

i:ilh  st,  Nos  211  to  215  West.  National  Fire- 
prooflng Co  agt  C  P  Ketterer  Co  et  al.     (Aug 

10,   19U6)    3i2.00 

Same  ■  property.      Murphy    &    Son   agt   Percival 

C  Ketterer  et  al.     (Sept  20,   1906) 4,812.4a 

Degraw  av,  n  s,  50  e  Cottage  Grove  av.  Otto 
Freyberg  agt  Alice  M  Lynch  et  al.      (Dec  4, 

1906)    32.00 

listh    st.    No    232    East.      Otto    Freyberg    agt 

same.      (Dec.    4.    1906) 156.00 

Forest    av.    No    964.      Frederick    J    Fleck    agt 

Emanuel  Solomon  et  al.      (Dec  3,   1906).. 25.00 
Elsmere  pi.   s  s,   100  e  Marmion  av,  Frederick 
J    Fleck    agt    W    C    Eagan    et    al.      (Dec    3, 

19061     TO-00 

College  av.  w  s.  lOO  n  165th  st.  200x90.  James 
J     Sewall     agt     Appelbaum     Bros     &     Reiss. 

(Dec    7,    1906)    1.900.00 

=,Madison  st.  Nos  186  and  188.  Drezner  Bros 
agt   Davis   Berkman   et   al.      (Nov  20,    1906). 

.    8,958.00 

^Parit  av,  n  e  cor  178th  st.  Philip  Weber  agt 
Frank   M   Patterson   et  al.      (July   26,    1906). 

66.69 

=137th  st,  s  s,  85  w  5th  av.  Johanna  Good- 
stein agt  Pearl  Realty  &  Con  Co.      (Sept  27, 

lilOo)     550.00 

iS8th  st,  n  s,  107  w  Avenue  A.  A  E  Klotz 
Fireprofing  Co  agi  Ike  Cohen  et  al.     (Dec  1, 

11106)     135.00 

■21ith  St.  Nos  115  and  117  East.  Pittsburg 
Plate  Glass  Co  agt  Hudnut  Realty  Co  et  al. 

(Sept    19,    19U6)    176.60 

'Same  property.     Rochette  &  Parzini  agt  same. 

(Aug    16,    1906)     890.00 

Dec.   11. 
=illth  st,   s  s,   2G0  e  Manhattan  av  x  irreg  to 
,1th      av.       August      Mugler     agt     Bethoven 

Bnglander   et   al.      (Dec  5,    1906) 2,900.00 

-7th  av,  e  s,  who.e  front  -between  146th  and 
147th  '  sts.  August  Mugler  agt  Fleischman 
Realty   &   Construction   Co.      (Dec  5,   1906) . . 

6,300.00 

l.">6th  St.  n  s,  300  w  .\msterdam  av.  Nathaniel 
Wise   Co   agt  Louis   Meryash  et  al.      (Dec  3, 

1906)     4,039.76 

11th  av,  e  s,  56.10  s  24th  st,  60x100.  Dunbar 
Box    &    Lumber   Co   agt   Morse   Estate  et   al. 

(iJec    7,    1906)     163.92 

Bronx  Park  av,  e  s,  75  s  Lebanon  st,  Ike 
Bornstein    agt    Henrietta    Schweitser    et    al. 

(Sept    17,    1906)     25.00 

Grand    st     n    w    cor    Mott    st.    George    E    Sealy 

agt  Gordon  Levy  &  Co.     (Aug  28,  1906) .  .47.00 
Lenox   av,   n  e  cor  143d  st.     H  Nicholsburg  & 
Co   agt    Morris    Feldberg.      (Nov    10,    1906) . . 

1,500.00 

Same    property.      Church    E    Gates    &    Co    agt 

same.      (Oct    25,    1906) 2,122.19 

Same   property.      Peerless   Brick  Co  agt  same. 

(Oct    26.     1906)     264.00 

Avenue   A,    No   1353.      Gustave  Katz  et  al  agt 
Fannie   Fritz   et   al.      (Dec   7,    1908). .  .2,300.00 
Dec.    12. 
'8Gth  st.  No  301  West.     Knoburn  Co  agt  Marie 

Mestre  et  al.      (Dec  8.  1906) 293.40 

Suffolk    st.    No    133.      Julius    Yellin    et    al    agt 

Morris  Goldberg.      (Nov   19,    1906) 300.00 

-Amsterdam  av,  s  w  cor  71st  st.  Marston 
Lumber  Co  agt  Peter  D  Plunkett  et  al.     (Nov 

20,   1906)    321.29 

=3ame  property.     Wolf  Gelbard  agt  same.   (Nov 

19.   1906)    170.00 

=,  i.h  av,  s  cor  147th  st.     Audley  Clarke  Co  agt 

Philip   Simon   et  al.      (Nov   26,    1906).  .1,000.00 
Rivington  st,  s  e  cor  Willit  St.     Jacob  Klinger 
agt   Henry   Kalcheij    et  al.      (Nov   14,    1906). 

110.65 

101st   st.   No  328  West.     Arthur  R  Atkins  agt 

Mary  E   Miller  et  al.      (Jan  23,    1906) .  .1,259.82 
Orchard   st.    No  30.      Adolf  Cohen  agt  Max  W 
Solomon.      (Aug    14,    1906) 234.00 


Orchard  st.  No  30.  Adolf  Cohen  agt  Max  W 
Solomon.      (Nov    14,    1906) 234.00 

'lOlst  st,  Nos  402  and  404  East.  Gustav 
Fleischman  agt  Daniel  Dreyfuss  et  al.  (Aug 
13,   1906)    110.00 

'Same  property.  Eugene  Spadaro  &  Co  agt 
same.     (May  28,  190G) 248.41 

'Same  property.     Oscar  G  Borkstrom  agt  same. 

(June    1.5,    1006)    1,367.98 

Dec.    13. 

Av  D,  e  s,  108  s  14th  st,  25x100,  Unionport. 
Wm  H  Robinson  agt  Cialdino  Lathanzi. 
(May   24.    1906)    318.50 

Av  D.  e  s,  75  s  14th  st,  Unionport.  Louis 
Goodstein  agt  Same.      (Jan  27,   1906) 88.00 

^College  av,  w  s,  62  n  165th  st.  National  Man- 
tel &  Looking  Glass  Co  agt  Harris  Applebaum 
et    al.       (Nov    30,    1906) 690.00 

Trinity  av,  n  e  cor  156th  st.  Parshelsky  Bros 
agt  Julius  Lieberman  et  al.  (Nov  4,  190G), 
2,649.46 

3d  av,  e  s,  whole  front  between  103d  and  104th 
sts.  National  Damp  Proofing  Co  agt  B  Cohen 
et   al.      (Oct    15,    1906) 110.00 

Decatur  av,  e  s,  185.4  n  207th  st.  Schlesiuger 
&  Schlesiuger  agt  Sarah  R  Ehrlich  et  al. 
(Jan   24,    1905)    606.30 

Forest  av,  Nos  964  and  966.  Louis  Bornstein 
agt  Emanuel  Solomon  et  al.  (Dec  7,  1906) 
140.00 

=East  Houston  st,  Nos  304  and  306.  Henry 
Kleindienst  et  al  agt  Adolph  Leichter.  (Oct 
25.    1906)     1,091.61 

Timpson  pi,  e  s,  201  n  144th  st,  William 
Garber  agt  Ajax  Construction  Co.  (Nov  9, 
11106)     450.00 

,50th  st.  No  60  West.  Temple  &  Veroneau  Co 
agt  Columbia  College  et  al.  (Dec  G,  1906) 
.' 2,082.31 

lOSth  St.  Nos  311  to  337  East.  Brauntels, 
Browning  Co  agt  R  Kurzrok  et  al.  (Dec 
10,    1906)    242.79 

12(ith  st,  Nos  233  and  237  East.  Same  agt 
same.      (Dec    10,    1906)    108.03 

-Madison  st,  s  s,  112.6  w  Clinton  st.  Louis 
Kobre  agt  .Abraham  Dan  et  al.  (June  20, 
1906)    550.00 

•Dlicharged  by  order  •{  Court. 
iDlscbarEVd   by   deposit. 
'Discharged   by   bead. 


ATTACHMENTS. 


iJfC.    7. 

Camargo,  Thomas  C;  Jose  R  Alvarez;  $1,181; 
H  Hoelljes. 

Munro,  Norma  L;  Louise  C  Payne;  ?41,799; 
Hoadly,    L  &  J. 

Schaible,   John  &   Charles;    Thomas  Broworldge; 
.$1,134.89;    D    F    Cohalan. 
Dec.    8. 

The  Dayton  Savings  &  Trust  Co;  John  A  Wil- 
kins;   ?3,360;   Hastings  &  Gleason. 

The    (jueen    City    Savings    Bank    &    Trust    Co; 
John  A  Wilkins;  $17,006;   Hastings  &  Gleason. 
Dec.    10. 

The  Joseph  W  Moon  Buggy  Co.  Boston  Me- 
chanical Co;  $2,970.87;  Anderson;  Hincks  & 
Heninston. 

Same:    Central    Automobile    Co;    $2,893.60;    An- 
derson,   Hincks    &    Heninston, 
Dec.    12. 

Bauchelle,  John  U  &  Wm  H;H  B  Hollins  & 
Co;  $125.13:  W  H  Blymer. 

Union  Sec  Co  of  Nevada;  Donald  A  Campbell 
&    Co;    $1,1(X);    H    E    Parker. 

McCabe,  Anna  T:  Chas  H  Hutchins;  $5,002,12; 
Atwater   &   Cruikshank. 

Melzer,  Max;  Sigmund  Basch;  $3,500;  T  0  Contl. 


CHATFEL  MORTGAGES. 

Dec.   7,   8.    10,   11,    12  and  13. 
AFFECTING  REAL  ESTATE. 

Cong,  Nachlath  Zwee.  63-5  E  100th.  .Albert 
Gas  Fix   Co.     Gas   Fixtures.  .  $660 

Costello,  O.  153  E  26th.  .Albert  Gas  Fix  Co. 
Gas    Fixtures.  380 

Fusco,  G.  N  S  151st  st,  between  Morris  and 
Park  avs.  .Colonial  Gas  Fix  Co,  Gas  Fix- 
tures. 235 

Goldstein,  N.  E  152d  st,  near  Morris  av.. Al- 
bert Gas  Fix   Co.     Gas  Fixtures.  132 

Hotel  Hargrave,  or  Oak  Realty  Co.  172  W 
72d..Voss  Ice  Mach  Wks.     Refrigerator.   3,300 

Last,  Z.  234  Delancey.  .Duparquet,  H  &  M 
Co.      Range.  153 

National  Ice  Cream  Co.  49  E  1st.  .Voss  Ice 
Mach   Wks.      Refrigerator.  23,400 

Quartner  &  Cooperstein.  S  S  51st  st,  73  from 
1st  av.  .Colonial  Gas  Fix  Co.     Gas  Fixtures,  360 

Richman  &  Greenfield.  116-118  E  108th..- 
Washington   Gas   Fix  Co.      Gas   Fixtures.       185 

Star  Beet  &  Provision  Co.  172  E  113th.. Voss 
Ice    Mach    Wks.      Refrigerator.  14,750 

Signell  (J  V)  Co.  629-631  W  135th.  .Consoll- 
dater  Chandelier  Co.     Gas  Fixtures.  1,000 

Seplowitz,  H  &  Sons.  S  S  121st  st,  90  ft 
e  of  Park  av.  .Colonial  Gas  Fix  Co.  Gas 
Fixtures.  92 

For  other  Lis  Pendens,  Foreclosur*  Suits, 
Judgments,  Satisfied  Judgments,  Mechanlci* 
Liens,  Buildlne  Loan  Contracts,  Satisfied  !(•- 
chanics'   Liens,   etc.,   see  page  1028. 


The  text  of  these  pages  is  copyrighted.     All   rights  are  reserved.     Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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THERE  has  been  little  actual  change  in  the  Wall  Street 
situation  this  week,  notwithstanding  some  spectacular 
action,  the  result  of  which  was  not  important.  The  money 
situation  is  not  only  complex  but  serious.  Speculation  in 
stocks  on  the  Stock  Exchange  is  carried  on,  as  everyone 
knows,  on  borrowed  money.  Not  one  operation  in  a  hun- 
dred is  made  by  the  operator  paying  outright  for  his  pur- 
chase. It  will  readily  be  seen  therefore,  when  the  means  for 
carrying  on  the  operation  can  only  be  obtained  at  25  or  30 
per  cent.,  that  business  must  practically  cease.  Such  trans- 
actions as  have  taken  place  this  week  have  been  largely 
made  up  of  those  of  speculators  forced  to  sell  either  through 
the  fearful  grind  of  the  interest  charge  or  the  exhaustion 
of  margins  caused  by  the  decline  which,  in  turn,  was  pro- 
duced by  the  very  liquidation  described  above.  To  put  it 
more  forcibly,  the  operators  trampled  each  other  to  financial 
death  in  an  effort  to  escape  from  the  trap  in  which  they 
found  themselves.  The  money  situation  is  so  unusual, 
caused,  undoubtedly,  by  the  masses  having  plethoric  pocket- 
books,  that  it  is  hard,  if  not  impossible,  to  predict  when  and 
how  It  will  end.  To  many  keen  observers  it  seems  that  it 
may  grow  worse  and  culminate  in  the  cessation  of  the  con- 
struction and  building  of  great,  important  and  necessary 
public  works  by  reason  of  the  inability  to  finance  them.  A 
striking  Illustration  of  this  is  shown  in  the  fact  that  the 
projected  Hotel  Woodruff  in  Montague  street,  Brooklyn,  is 
not  to  be  built.  The  company  formed  for  the  purpose  of 
construction  has  been  dissolved.  It  numbered  among  its 
directors  Brooklyn  capitalists  of  prominence  and  the  hotel 
was  to  be  of  the  highest  class.  It  will  be  recalled  that  the 
first  full  particulars  of  this  enterprise  were  given  in  the  col- 
umns of  the  Record  and  Guide  a  few  months  ago. 


THE  middle  West  Side  has  loomed  very  important  in  the 
real  estate  transactions  of  the  past  few  weeks.  Not 
only  is  there  a  great  deal  of  activity  in  the  whole  area  af- 
fected by  the  Pennsylvania  terminal,  but  there  have  been 
many  sales  of  property  which  must  have  been  quite  indepen- 
dent of  any  changes  effected  by  that  great  improvement. 
Thus  the  purchase  of  sites  for  loft  buildings  on  the  side 
streets  south  of  23d  street  and  west  of  Sixth  avenue  has  been 
very  noticeable.  Such  buildings  have  been  frequently  erected 
during  the  past  few  j'ears  in  this  district;  but  now  they  are 
being  undertaken  on  a  larger  scale.  Pour  and  five  lots  are 
being  bought  for  the  purpose  of  erecting  ten-story  buildings 
thereon  instead  of  the  old  six-story  buildings  on  two  or  three 
lots.  It  looks  now  as  if  the  whole  district  as  far  west  as 
Ninth  avenue  would  be  gradually  improved  with  business 
buildings.  Ninth  avenue  itself,  after  many  years  of  quies- 
cence, has  been  aroused  from  its  sleep  and  is  showing  signs 
of  a  more  prosperous  future.  It  looks  as  if  eventually  it 
might  become  an  active  and  prosperous  business  thorough- 
fare. The  new  docks  that  are  being  built  south  of  2  3d 
street  will  doubtless  tend  to  increase  the  availability  of  these 
streets  for  warehou.ses  and  other  similar  improvements.  What 
this  district  needs,  however,  more  than  anything  else.  Is  bet- 


ter connection  with  the  thriving  business  area  to  the  south- 
east. Both  Sixth  and  Seventh  avenues  terminate  in  a  wilder- 
ness of  little  streets  which  afford  no  southerly  outlet,  and 
this  fact  has  diminished  enormously  the  business  availability 
of  these  important  thoroughfares.  They  could  be  extended 
south  at, a  comparatively  small  expense  and  to  the  Immense 
advantage  of  the  real  estate  of  that  part  of  the  city  and  of 
the  business  prosperity  of  the  whole  of  the  West  Side.  But 
although  such  extensions  have  frequently  been  laid  out,  they 
have  never  really  been  seriously  considered.  It  is  a  palpable 
illustration  of  the  way  in  which  property-owners  sometimes 
neglect  their  interests  that  no  united  effort  has  ever  been 
made  to  bring  about  the  southerly  extensions  of  Sixth  and 
Seventh  avenues. 


IT  is  good  news  for  Lexington  avenue  and  for  the  East  Side 
generally  that  a  four-tracked  double-decked  tunnel  is 
proposed  for  that  avenue.  Hitherto  it  has  been  supposed 
that  the  width  of  Lexington  avenue  forbade  a  subway  con- 
taining more  than  three  tracks,  and  so  It  practically  would; 
provided  all  the  tracks  were  run  on  the  same  level.  But  a 
three-tracked  subway  would  constitute  a  very  poor  substitute 
for  one  which  contains  four  tracks.  The  popular  success  of 
the  existing  subway  has  been  due  to  its  express  service;  and 
three  tracks  do  not  afford  an  opportunity  for  the  operation 
of  a  really  efficient  express  service.  The  adoption  of  a  struc- 
ture with  two  decks  will  enhance  the  value  of  the  Lexington 
avenue  subway  to  its  patrons  by  a  very  large  percentage,  and 
it  will  permit  the  digging  of  the  ditch  with  much  less  disturb- 
ance of  traffic  than  would  otherwise  take  place.  The  people 
of  New  York  will,  however,  not  be  content  with  any  of  the 
new  subways  unless  arrangements  are  made  for  the  quicker 
operation  of  the  express  trains.  These  trains  have,  as  we 
have  said,  been  the  great  success  of  the  existing  subway, 
but  they  have  not  been  as  complete  a  success  as  they  should 
have  been.  They  do  not  make  as  fast  time  between  the 
City  Hall  and  Harlem  as  was  promised;  and  the  actual  sched- 
ule is,  during  the  rush  hours,  almost  always  broken.  It 
takes  longer  to  load  and  unload  the  crowds  at  the  stations 
than  was  anticipated,  and  one  train  which  is  held  back  de- 
lays a  whole  string  of  trains  behind  it  by  forcing  them  to 
slow  up.  The  use  of  entrances  in  the  middle  of  the  cars 
will  do  something  to  relieve  the  congestion  at  the  express 
stations,  by  enabling  the  trains  to  load  and  unload  more 
quickly.  But  that  in  itself  will  not  be  enough.  The  express 
stations  themselves  must  be  more  spacious  and  better  ar- 
ranged. The  ideal  arrangement  would  be  a  four-track  road- 
bed, with  nothing  but  express  stations,  access  to  which  could 
be  obtained  by  transfers  from  the  surface  cars.  Each  pair 
of  tracks  could  have  stations  about  a  mile  apart,  which  would 
mean  that  a  passenger  could  take  an  express  train  within  at 
least  five  blocks  from  the  point  at  which  he  reached  the  line 
of  the  subway,  and  could  reach  his  destination  without  be- 
ing  obliged  to  stop  more  than  once  in  every  mile.  While  an 
arrangement  of  this  kind  would  mean  certain  inconveniences, 
it  would  probably  afford  a  better  service  to  more  people  than 
any  other  one  type  of  subway.  But  it  also  means  free  and 
general  transfers  between  the  longitudinal  surface  cars  and 
the  subway  system,  which  is  something  that  the  Interborough 
Company  has  not  yet  proposed  to  give  us. 


THE  plan  advocated  by  Senator  McCarren  of  relieving  the 
pressure  on  the  Brooklyn  Bridge  by  building  another 
bridge  parallel  to  that  structure  can  hardly  commend  itself 
to  the  city  authorities.  Very  many  more  reasons  can  be^ 
urged  against  it  than  can  possibly  be  urged  in  its  favor.  It 
would,  in  the  fifst  place,  require  ten  years  for  the  construc- 
tion, which  does  not  make  it  a  very  desirable  expedient  to 
meet  a  critical  condition.  In  the  second  place,  the  cost  of 
its  approaches,  particularly  on  the  Manhattan  side,  would 
make  it  enormously  expensive.  In  all  probability  it  would 
require  an  outlay  of  not  less  than  $20,000,000,  and  we  be- 
lieve that  if  as  much  money  as  this  needs  to  be  spent  in 
order  to  improve  transit  from  Manhattan  and  Brooklyn,  It 
can  be  used  to  better  purpose  in  building  tunnels  than  in 
building  another  bridge.  The  only  advantage  which  a  bridge 
has  over  a  tunnel  is  that  it  affords  means  of  transit  for  pe- 
destrians and  wagons  as  well  as  for  cars;  but  the  four  bridges 
already  completed  or  well  under  way,  will  afford  every  facil- 
ity necessary  for  wagon  and  carriage  traffic.  For  the  same 
money  several  tunnels  could  be  built,  which  could  be  con- 
nected with  subways  on  both  sides  of  the  river,  and  which 
would  thereby  become  much  more  serviceable  than  any 
bridge  would  be.  There  would  be  precisely  the  same  diffi- 
culty In  arranging  connections  for  a  new  bridge  as  there  la 


I034 


RECORD   AND    GUIDE 


December  22,  1906 


In  arranging  them  for  those  already  constructed.  No!  Tun- 
nels are  the  thing.  A  four-track  subway  paralleling  the 
Brooklyn  Bridge  and  connected  by  loops  at  both  ends,  with 
the  Williamsburgh  Bridge,  would  be  the  most  serviceable 
means  of  finally  doing  away  with  the  existing  congestion. 
It  cannot  be  too  often  repeated  that  every  additional  means 
of  communication  provided  for  inter-borough  communication 
should,  so  far  as  possible,  be  made  to  articulate  with  the 
existing  subways.  In  this  way,  little  by  little,  a  complete 
system  of  underground  transit  will  be  afforded,  whose  value 
to  the  public  will  be  far  greater  than  the  value  of  the  units 
which  go  to  make  up  the  system.  Every  additional  connec- 
tion will  both  feed  and  supplement  the  routes  already  con- 
structed, until  finally  a  New  Yorker  will  be  able  to  travel 
without  delay  and  without  putting  his  head  above  ground 
from  any  part  of  one  borough  to  any  part  of  another — Rich- 
mond alone  excepted. 


NOW  that  new  subway  routes  have  been  approved  of,  the 
selection  of  stations  should,  as  it  no  doubt  will,  receive 
careful  attention  on  the  part  of  the  Rapid  Transit  Commis- 
sioners. Improvement  certainly  can  be  made  upon  the  location 
and  width  of  streets  of  the  present  subway,  as  these  are,  in 
many  instances,  distant  from  wide  streets  and  too  narrow.  The 
Third  avenue  or  tri-borough  route  is  most  likely  to  be  more 
largely  patronized  than  the  other  new  routes,  because  it  is 
intended  for  a  complete  system  from  Pelham  Bay,  West- 
chester County,  through  the  Borough  of  Manhattan  to  Coney 
Island.  Care  should  be  taken  that  the  station  approaches 
are  wide  enough  to  permit  the  ready  ingress  and  egress  of 
great  numbers,  and  to  this  end  the  location  of  stations  should 
be,  as  far  as  possible,  on  wide  streets  only.  Eventually 
there  must  be  built  transverse  subways  across  leading  streets, 
and  under  the  Park  between  Fifty-ninth  and  One  Hundred 
and  Tenth  streets,  so  that  connection  can  be  readily  made,  for 
instance,  between  Third  avenue  and  Seventy-second  street  on 
the  East  Side  with  the  present  West  Side  subway.  Except- 
ing the  Eighty-sixth  street  trolley  line,  there  are  no  means  of 
communication  within  this  territory  between  the  East  Side 
and  the  West. 


The  Bureau  of  Arrears. 

THE  investigation  which  Comptroller  Metz  recently  made  of 
conditions  in  the  Bureau  of  Arrears  is  likely  to  result  in 
material  benefit  to  the  city  and  to  taxpayers  having  dealings 
with  that  Bureau.  None  of  the  sensational  charges  of  wrong- 
doing which  were  printed  in  the  daily  newspapers  has  been 
substantiated;  in  fact,  if  Comptroller  Metz  was  correctly  quoted 
in  his  first  interviews  on  this  subject,  he  has  in  his  last  state- 
ment done  no  more  than  simple  justice  to  Mr.  Slattery,  the 
Collector  of  Arrears,  and  the  Title  Insurance  Company  of  New 
Tork,  by  exonerating  the  former  and  complimenting  the  latter. 
It  will  be  remembered  that  it  was  alleged  that  Mr.  Slattery 
had  used  the  city  employees  during  official  hours  in  making  a 
tax  and  assessment  plant  for  the  Title  Insurance  Company;  that 
•Jlie  city's  records  were  being  neglected  in  order  that  the  Title 
:;ompany's  plant  might  be  kept  up-to-date;  and  that  the  title 
companies  of  the  city  were  being  paid  large  sums  of  money 
by  reason  of  the  city's  inability  to  make  its  own  searches. 
These  allegations  were  completely  disproved,  and  it  now  appears 
that  instead  of  the  Title  Insurance  Company  being  paid  bjf  the 
city  for  making  tax  and  assessment  searches,  it  has  all  along 
been  permitting  the  city  to  have  the  free  use  of  a  copy  of  its 
plant,  prepared  at  its  own  expense,  to  furnish  information 
which  the  city  itself  should  have  been  able  to  provide,  but 
could  not. 
The  Comptroller  is  quoted  as  follows: 

"As  tfie  tax  and  assessment  rolls  are  public  records  and  the 
courts  have  decided  that  any  person  has  the  right  to  examine, 
and  the  privilege  to  transcribe  the  same,  this  Title  Company 
had  the  same  right,  if  it  had  wished  to  do  so,  to  send  a  large 
number  of  men  to  the  office  during  business  hours  to  compile 
this  tax  plant,  just  as  other  title  companies  had  done  in  the 
past  in  the  ofBces  of  the  Register  and  County  Clerk.  This 
would  have  caused  great  inconvenience  to  the  public  business, 
as  the  company's  men  would  necessarily  interfere  more  or  less 
with  the  regular  clerks  in  the  discharge  of  their  routine  duties. 
In  Mr.  Slattery's  opinion,  it  would  have  been  equally  as  unde- 
sirable to  allow  a  number  of  strange  men  to  have  access  to  the 
public  records  after  official  hours,  for  the  reason  that  many  of 
the  books  are  so  old  and  worn  that  the  least  carelessness  in 
handling  them  would  result  in  mutilation  or  partial  destruction, 
and  it  woufd  have  required  a  squad  of  city  employees  to  be 
detailed  to  guard  the  records  while  in  use,  and  to  put  them  away 
safely  at  night  when  the  outsiders  were  through  with  the  work. 
It  was  on  this  account  that  Mr.  Slattery  employed  the  clerks 
of  the  Department  after  hours  to  do  this  work,  rather  than 
to  allow  strangers  to  come  in.  It  does  not  appear,  therefore, 
that   the   city    has   been   injured  by   the   participation   of   some 


of  its  employees  In  this  work  outside  of  office  hours,  and  it 
seems  that  in  the  preparation  of  the  Title  Company's  tax  plant, 
all  old  and  dormant  items  were  abstracted  on  schedules.  As  a 
consequence  of  this,  the  City  has  lately  collected  thousands  of 
dollars  in  arrears  of  taxes  and  assessments,  the  existence  of 
which  had  been  forgotten  and  would  not  have  been  found  ex- 
cept by  searching  through  the  official  records.  It  seems  that 
this  office,  some  years  ago,  acting  under  authority  of  an  act 
of  the  Legislature,  passed  in  1803,  attempted  to  compile  arrear- 
ages under  what  is  known  as  the  "locality  system."  The 
clerks  appointed  to  do  this  work,  however,  were  inefficient, 
and  the  result  of  their  labons  proved  to  be  of  so  little  value 
that  during  the  Low  administration  this  compilation  work  was 
entirely  abandoned.  The  records  of  the  Title  Insurance  Com- 
pany found  in  the  Bureau  of  Arrears  were  the  working  sheets 
of  its  plant,  and  were  being  used  by  the  Bureau  without  charge, 
and  to  this  extent  the  city  was  benefited  by  having  placed  at 
its  disposal  a  plant  which  could  be  absolutely  relied  upon. 

"While  appreciating  this  courtesy  on  the  part  of  the  Title 
Company  in  allowing  the  city  to  use,  without  expense,  a  plant 
prepared  at  its  own  cost,  It  does  not  seem  proper  to  me  that 
the  city  should  be  under  obligation  to  any  concern  for  services 
of  this  character,  nor  dependent  upon  any  title  company  for 
Information  which  it  should  itself  be  able  to  furnish.  I  have 
therefore  determined  that  the  city  shall  itself  prepare  a  tax 
and  assessment  plant  of  its  own,  and  in  order  that  the  prepara- 
tion of  this  plant  shall  be  carried  out  with  as  little  delay  as 
possible,  and  that  the  city  may  gain  the  benefit  of  Mr.  Slat- 
tery's experience  in  having  done  this  work  before,  I  have 
accepted  his  resignation  as  Collector  of  Assessments  and  Ar- 
rears, and  have  appointed  him  as  Expert  Accountant  in  the 
Bureau  of  Municipal  Investigations  and  Statistics,  and  will 
give  him  a  force  of  clerks  and  bookkeepers  to  enable  him  to 
get  up  a  plant  for  the  city  at  once." 

There  is  no  question  but  that  the  city  should  long  ago 
have  been  able  to  furnish  taxpayers  with  a  correct  statement 
ot  their  arrears  of  taxes  and  assessments.  This  it  has  never 
hei-etofore  been  able  to  do.  In  fact,  the  recent  preparation  of 
the  tax  plant  of  the  Title  Insurance  Company  has  disclosed,  as 
the  Comptroller  states,  ■  thousands  of  dollars'  worth  of  old 
arrears  which  had  apparently  been  lost  sight  of  in  the  Comp- 
troller's office.  When  the  new  city  plant  is  finished,  a  tax- 
payer can  secure  from  the  Bureau  of  Arrears  as  correct  infor- 
mation i  n  regard  to  his  arrears  as  he  could  secure  from  one  of 
the  title  companies;  and  while  the  city  cannot,  like  the  title 
companies,  act  as  insurer,  the  convenience,  nevertheless,  in  the 
ordinary   course   of   paying   annual    taxes,    will   be   great. 


No  Break  on  the  Heights. 

GENERAL  surprise  is  expressed  at  the  firmness  of  values 
on  Washington  Heights  and  the  confidence  which  owners 
have  shown  under  the  conditions  that  have  prevailed  since  the 
"boom"  ended.  That  the  "boom"  has  ended  is  freely  admitted, 
also  that  there  is  a  certain  amount  of  reaction,  but  nothing  irt 
the  nature  of  a  "slump."  A  rumor  that  lots  have  been  sold  for 
less  than  the  owners  paid  was  found  not  to  be  true  as  a  general 
proposition,  but  possibly  true  in  a  few  individual  cases,  and  it 
was  found  that  misfortune  had  come  only  to  a  few  in  the  class 
of  foolhardy  speculators  of  very  inadequate  means.  For  the 
most  part  Washington  Heights  lots  are  held  by  men  capable 
of  retaining  possession  with  equanimity  under  all  conditions  of 
financial  weather.  An  overproduction  of  apartments  in  the 
neighborhood  of  Washington  Bridge  there  has  unquestionably 
been  resulting  in  a  certain  proportion  of  vacancies  and  in  slow 
disposals,  but  with  all  the  conditions  aggravated  by  the  diffi- 
culty of  getting  sufficient  money  even  for  the  most  conservative 
operations. 

No  bargains  are  to  be  found,  though  many  are  looking. 
Brokers  generally  remark  that  the  strength  manifested  by 
Heights  values  as  a  general  proposition  under  the  financial 
stress  has  exceeded  their  expectations,  and  they  consider  that 
the  spring  will  see  a  strong  revival  and  a  renewed  vindication 
of  all  investments.  The  repaving  of  Broadway  will  at  least 
encourage  if  it  is  not  a  specific  reason  for  improving  the  finely 
located  lands  on  the  line  of  and  to  the  west  of  the  thorough- 
fare, seeing  that  with  the  subway  building  and  other  long 
continuing  hindrances  it  has  been  many  years  since  the  driving 
public  has  had  a  straightaway  car-free  drive  for  pleasure 
equipages  along  the  west  summit  of  the  Heights.  The  carriage 
way  is  being  repaved  with  asphalt  blocks,  and  when  the  work 
is  fully  completed  Broadway  through  that  section  will  strongly 
invite  the  improvement  of  the  adjoining  lots. 

WASHINGTON  HEIGHTS  NORMAL. 
Relating  to  a  rumor  regarding  a  slump  in  Washington  Heights 
real  estate,  Mr.  Eugene  S.  Moses,  of  the  firm  of  Charles  Griffith 
Moses  &  Co.,  lOGO  Amsterdam  av,  said  that  prices  on  the 
Heights  in  all  classes  of  property  were  very  stiff.  As  an  ex- 
ample, Mr.  Moses  mentioned  a  case  where  he  had  been  asked 
to  look  up  a  bargain  in  new-law  houses  for  a  prospective  pur- 
chaser where  some  of  the  owners  might  be  in  difficulty  and 
willing  to  sell  at  a  sacrifice.  After  diligent  search,  no  such 
inducement  could  be  found.  He  said  he  was  amazed  at  the 
phenomenal    renting    taking    place    throughout    this    section,    a 
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fact  which  would  be  verified  by  almost  any  realty  firm  In  the 
district.  Lots  were  in  the  firmest  of  hands.  Of  course  fore- 
closures were  prevalent  at  all  times  and  in  all  places. 

Mr.  Moses  commended  the  aggressive  stand  taken  by  the 
Recoi-d  and  Guide  in  the  matter  of  disrupted  streets  and 
recommended  that  the  next  step  be  against  the  mismanage 
ment  of  the  subway  service,  which  is  on  the  tongue  of  every 
Heights  traveler. 

Mr.  E.  Osborne  Smith,  with  an  office  at  the  southwest  corner 
of  Amsterdam  av  and  181st  st,  Manhattan,  said  regarding 
Washington  Heights,  that  he  considered  the  existing  condi- 
tfons  as  normal,  considering  the  rapid  growth  of  the  section. 
In  response  to  a  question  as  to  whether  real  estate  had 
reached  a  decline,  he  said  that  good  builders  had  no  trouble. 
Many  had  already  sold  at  a  good  profit  and  were  extending 
their  operations  with  more  new  buildings,  they  having  ob- 
tained private  mortgages  on  their  properties.  Mr.  Smith  said 
that  it  was  only  the  "kite"  builders  who  were  having  trouble, 
and  who  would  have  trouble  on  badly  constructed  buildings 
anywhere.  The  poorly  finished  houses  were  the  only  ones 
not  renting  well.  He  mentioned  an  instance  where  a  lower 
east  side  tailor  had  built  a  house  of  faulty  construction  and 
found  that  it  did  not  rent  well.  Speaking  of  the  subway  ser- 
vice, he  said  he  was  thoroughly  disgusted  with  its  management, 
and   he   called   attention   to   a  heap  of   rubbish    which   has    ob- 


structed the  entrance  at  181st  st  for  months  past.  Fifty  pas- 
sengers get  off  at  181st  st  (many  transferring  to  the  Inter- 
borough  trolley  line  for  the  Bronx),  to  every  one  at  168th  st 
station,  yet  the  company  saw  fit  to  dislodge  its  patrons  at  the 
latter  named  place  and  compel  them  to  wait  for  a  Kingsbridge 
train.  He  was  very  emphatic  in  his  denunciation  of  the  treat- 
ment the  people  of  this  locality  were  compelled  to  put  up  with, 
and  said  it  was  certainly  a  great  drawback  to  the  development 
of  this  section  of  the  city. 

Mr.  H.  Mandelbaum,  of  Mandelbaum  &  Lewine,  operators, 
135  Broadway,  said:  "I  do  not  take  any  stock  In  the  report  that 
a  break  has  occurred  in  the  prices  of  vacant  property  on 
Washington  Heights.  Our  firm  is  now  closing  several  import- 
ant loans  in  that  territory,  and  were  this  a  fact  we  would  have 
experienced  difficulty  in  securing  the  acceptance  of  them." 
Mr.  Abram  Bachrach,  operator,  128  Broadway,  said:  "I  can 
see  no  reason  why  there  should  be  a  break  in  lot  values  on 
Washington  Heights,  as  everything  points  to  a  healthy  growth 
in  that  region."  Mr.  L.  Schmeidler,  of  Schmeidler  &  Bachrach, 
operators,  203  Broadway,  said:  "Property  values  on  Washing- 
ton Heights  are  well  held  up,  and  there  are  very  few  bargains." 
Mr.  F.  E.  Barnes,  of  217  West  125th  st,  said  that  while  a  num- 
ber of  owners  of  improved  property  on  Washington  Heights 
were  perhaps  in  financial  difficulty,  unimproved  holdings  were 
remaining  firm  on  the  original  prices  asked. 


"Throat-Clutching"    Demands    on    Mortgagors 

Attempts  of  Lenders  to  Take  Advantage  of  Borrowers  by  Technical  Interpretations 
of  a  Clause  Contrary  to  General  Intent  Strongly  Reprobated  by  Leading  Brokers. 


IN  an  interview  with  Mr.  Sidney  Nordlinger,  an  attorney,  of 
No.  73  Nassau  st,  who  was  one  of  the  forcible  speakers 
at  last  week's  meeting  of  the  Real  Estate  Board  of  Brokers, 
with  reference  to  the  calling  of  mortgages  under  the  Brundage 
Clause,  he  declared  that  he  believed  that  his  position  In  ad- 
vising mortgagors  not  to  pay  mortgages  called  in  on  account 
of  the  Bi-undage  Clause,  would  be  sustained  by  the  courts  for 
the  following  reasons.  All  mortgages  made  prior  to  the  en- 
actment of  any  mortgage  tax  legislation  were  subject  to  the 
imposition  of  a  personal  tax,  in  the  hands  of  the  holders  there- 
of, save  and  except  those  held  by  savings  banks,  trust  com- 
panies or  non-residents,  pursuant  to  the  General  Tax  Law, 
Section  291.  The  Brundage  Clause  inserted  in  those  mortgages 
in  substance  provided  that  in  the  event  of  any  change  in  the 
law  taxing  mortgages,  then  the  mortgagees  could  on  notice 
call  in  their  mortgages.  Therefore  the  entire  discussion  nar- 
rowed itself  down  to  the  one  important  question,  "Has  the  en- 
actment of  the  present  Recording  Tax  Law  in  any  way  changed 
Section  291  of  the  General  Tax  Law?" 

The  Recording  Tax  Law,  at  present  upon  our  statute  books, 
in  substance  provides  that  all  mortgages  recorded  on  and  after 
July  1,  190C,  shall  be  subject  to  the  payment  of  a  recording 
tax  of  one-half  of  one  per  cent.,  which  payment  shall  there- 
after relieve  the  assessinent  of  any  tax  either  personal  or 
otherwise,  and  such  act,  affecting  only  such  mortgages  re- 
corded on  and  after  July  1,  1906,  could  not  affect  any  mort-^ 
gages  made  prior  to  that  date  except  in  so  far  as  it  repealed 
the  mortgage  tax  act  of  190.J,  which  will  be  brought  up  in  a 
moment.  Consequently  there  has  been  no  change  in  the  opera- 
tion of  Section  291  of  the  General  Tax  Law  under  which  those 
old  mortgages  were  taxed,  with  the  exceptions  named,  and 
they  still  are  and  will  continue  to  be  subject  to  the  imposition 
of  the  personal  tax  annually  fixed  according  to  the  budget  of 
the   municipal   government. 

After  a  most  liberal  interpretation  of  the  present  Recording 
Tax  Law,  it  can  never  be  said,  in  Mr.  Nordlinger's  opinion,  that 
it  can  in  any  way  be  made  to  fit  the  usual  Brundage  Clause 
inserted  in  those  old  mortgages,  either  as  changing  the  tax 
law  under  which  they  were  assessed  (291  of  General  Tax  Law) 
or  deducting  from  the  value  of  the  land  for  the  purposes  of  tax- 
ation, any  lien  thereon,  or  affecting  in  any  way  the  manner  of 
levying  or  collecting  such  taxes,  which  are  usually  inserted  in 
the  Brundage  Clause.  With  reference  to  the  mortgages  executed 
under  the  Mortgage  Tax  Clause  of  1905,  a  different  view  must 
be  taken,  where  such  mortgages  contain  the  Brundage  Clause, 
for  surely  the  repeal  of  the  law  of  1905,  which  imposed  a  tax 
of  one-half  of  one  per  cent,  per  annum,  most  certainly  changed 
the  taxation  of  such  mortgages,  and  the  mortgagees  had  the 
right,  provided  they  acted  diligently  to  enforce  the  terms  of 
the  Brundage  Clause.  The  policy  of  the  courts  in  such  a  case 
would  not  be  to  permit  a  mortgagee  to  continue  to  accept  in- 
terest and  finally  take  advantage  of  the  clause.  Mr.  Nordlinger 
said  further: 

"Mr.  Bailey,  of  the  Title  Guarantee  and  Trust  Company  of 
Brooklyn,  in  an  article  in  the  Brooklyn  Daily  Eagle  of  De- 
cember 17,  deals  only  and  particularly  with  mortgages  made 
in  1905  under  the  law  of  that  year,  and  it  seems  that  all  mort- 
gages taken  by  his  company  contained  an  increase  in  the  rate 
of  interest  of  one-half  of  one  per  cent,  per  annum,  another  case 


where  the  borrower  paid  the  tax,  and  a  circumstance  which  the 
Legislature  of  1905  distinctly  tried  to  avoid  but  might  have 
foreseen. 

"Of  course  if  Mr.  Bailey's  company  is  kind  enough  to  con- 
tinue the  mortgages  at  a  lower  rate  of  interest,  making  it  a 
good  business  proposition  for  the  mortgagor  to  accept,  it  cer- 
tainly would  be  advisable  for  any  good  business  man  to  accept 
such  proposition  which  would  find  him  money  in  pocket  when 
the  time  came  around  when  his  mortgage  expired. 

"However,  the  main  question  would  seem  to  be  the  one  re- 
lating to  mortgages  executed  before  the  passage  of  any  mort- 
gage tax  legislation.  It  would  be  far  better  to  administer  a 
stinging  rebuke  in  an  actual  case  in  court  to  such  unscrupulous 
mortgagees  as  attempt  to  escape  personal  tax  by  endeavoring 
to  call  tfieir  mortgages  under  their  Brundage  Clause,  than  to 
hurl  invectives  at  them,  at  their  attornej-s  or  at  trust  com- 
panies or  mortgage  companies.  And  far  better  to  present  a 
case  with  the  meritorious  defense  of  no  change  in  the  law, 
rather  than  complain  that  such  mortgagees  have  been  guilty 
of  laches,  although  it  would  be  advisable  to  put  forward  all 
defenses  on  the  theory  of  fighting  fire  with  fire." 

Mr.  Francis  E.  Ward,  former  president  of  the  Real  Estate 
Board  of  Brokers,  when  asked  his  views  on  the  Brundage 
Clause,  remarked: 

"I  am  not  a  lawyer,  but  for  many  yeans  have  been  an  agi- 
tator for  the  reform  of  mortgage  taxation,  and  on  several 
occasions  have  represented  the  Real  Estate  Board  of  Brokers 
at  Albany  before  committees  of  the  Legislature  appointed  for 
hearings  on  bills  relating  thereto.  While  convinced  that  mort- 
gages should  be  exempt  from  taxation,  our  board  accepted  the 
'recording  tax'  legislation  as  promoted  last  session  by  the 
Allied  Real  Estate  Interests,  aa  a  compromise  measure,  be- 
lieving that  thereby  a  long  approach  toward  just  legislation 
would  be  accomplished. 

"The  mortgagor  who  was  threatened  with  foreclosure  as 
stated  in  the  article  'Is  Tour  Mortgage  Safe?'  in  your  issue  of 
the  8th  inst.,  appealed  to  me  to  bring  the  matter  before  our 
board,  claiming  that  great  hardship  might  ensue  to  many  bor- 
rowers by  enforcement  of  a  clause  in  a  mortgage  which  might 
be  effective  for  foreclosure  under  the  Brundage  Clause  of  the 
recent  act. 

"In  this  particular  instance  I  regard  the  threat  to  foreclose 
as  outrageous,  simply  a  strike  for  a  higher  rate  of  interest,  A 
THROAT-CLUTCHING  DEMAND  to  'pay  me  that  thou  owesf 
and  more  too,  directly  In  line  with  the  procedure  of  certain 
loaners  as  recently  charged  by  Mr.  SchifC  before  the  Chamber 
of  Commerce. 

"It  is  my  opinion  that  the  Brundage  Clause  was  not  inserted 
for  such  purpose,  and  that  the  action  of  a  lender  in  attempt- 
ing to  take  advantage  of  a  borrower  by  a  technical  interpreta- 
tion of  a  clause  contrary  to  the  general  Intent  of  the  act  can- 
not be  condemned  too  strongly." 

"I  cannot  see  what  injuries  could  be  wrought  under  the  pro- 
visions of  the  Brundage  Clause  by  reason  of  Its  fundamental 
principles,"  said  Mr.  Edwin  L.  Hess,  of  M.  &  L.  Hess. 

"If  its  meaning  is  misrepresented  by  the  holders  of  mort- 
gages,  or   their  attorneys,   and  If  the  mortgagors   are  Ignorant 


1036 


RFCORD   AND    GUIDE 


December  22,  1906 


of  their  moral  and  legal  rights,  of  course  financial  injury  may 
be  sustained  by  the  mortgagor.  To  offset  such  injury  the  Real 
Kstate  Board  of  Brokers  are  prepared  to  give  moral  and  legal 
assistance  if  necessary. 

"The  Brundage  Clause  contains  provisions  only  for  the  pro- 
tection of  the  mortgagee,  and  if  laws  be  enacted  which  would 
reduce  the  value  of  the  mortgage  in  a  manner  provided  for  in 
the  Brundage  Clause,  then  the  mortgagee  would  surely  be  pro- 
tected by  its  terms.  It  is  hardly  likely  that  we  will  have  such 
la  WIS." 


Rights  of  Mortgagors  and  Mortgagees. 

IN  ORDER  to  properly  understand  the  rights  respectively  of 
mortgagors  and  mortgagees,  at  the  present  time,  it  is  necessary 
to  go  back  somewhat  and  study  the  history  of  the  existing  law, 
which  is  chapter  532  of  the  laws  of  1906.  Prior  to  the  law  of 
1905,  there  was  no  special  mortgage  tax  legislation,  and  the  only 
tax  which  was  payable  on  mortgages  was  that  which  was  pay- 
able on  all  personal  property  as  contained  in  the  general  laws 
in  relation  to  taxation. 

On  June  3,  1905,  chapter  729  of  the  laws  of  that  year  was 
enacted  which  amended  that  tax  law  so  that  debts  secured  by 
mortgages  were  then  specially  taxed  one-half  of  one  per  cent, 
annually,  and  the  property  represented  by  such  mortgages  was 
exempted  from  all  other  taxation.  That  law  became  operative 
July  1,  1905.  The  existing  law  was  passed  May  22,  1906,  and 
went  into  force  July  1,  1906;  and  under  the  terms  of  the  ex- 
isting laws  all  mortgages  thereafter  recorded  were  required  to 
pay  one-half  of  one  per  cent,  in  order  to  entitle  them  to  record, 
and  were  then  relieved  of  all  other  taxation;  and  under  the 
terms  of  the  same  law,  the  law  of  1905  was  substantially,  in 
all  respects,  repealed.  Mortgages,  therefore,  which  were  ex- 
ecuted and  recorded  prior  to  the  enactment  of  the  law  of  1905 
are  to-day  in  the  identical  position  in  which  they  were  had 
there  been  no  legislation  of  any  kind  enacted  thereafter  having 
relation  either  to  mortgages  or  mortgage  debts. 

The  1905  law  gave  the  right  to  then  holders  of  mortgages 
executed  prior  to  the  passage  of  that  law  to  bring  their  mort- 
gages within  the  provisions  of  the  law  of  1905.  Many  holders 
of  mortgages,  particularly  trustees,  who  had  not  succeeded  in 
evading  the  payment  of  personal  taxes  took  advantage  of  the 
rights  so  conferred  and  made  their  mortgages  subject  to  the 
payment  of  the  tax  of  one-half  of  one  per  cent,  annually.  The 
great  majority,  however,  did  not. 

It  'is  the  holders  of  these  mortgages  which  contain  the 
Brundage  tax  clause  who  are  now  endeavoring  to  enforce  pay- 
ment of  the  mortgages  held  by  them  with  a  view  towards  hav- 
ing the  mortgagors  accept  new  loans  from  them,  the  mort- 
gagors bearing  the  brunt  of  all  expenses  incident  to  the 
substitution  so  to  be  effected. 

I  have  no  reason  to  change  the  views  which  I  expressed  at 
the  recent  meeting  called  by  the  Real  Estate  Board  of  Brokers 
of  this  city,  to  wit;  "That  the  mortgagees  cannot  enforce  such 
payment  at  this  time."  My  reasons  are  as  follows:  Firstly,  as 
to  such   mortgages  there  is  now  no  change  in   the   law. 

Secondly.  Assuming  that  there  is  a  change  in  the  law,  the 
holders  of  such  mortgages  waived  whatever  rights  they  might 
have  had  under  the  Brundage  Tax  Clause,  and  for  two  reasons. 
First,  by  reason  of  laches.  In  order  that  they  might  have 
availed  themselves  of  the  right  they  should  have  acted  promptly, 
and  particularly  so,  between  the  time  of  the  passage  of  the 
law  and  the  date  fixed  by  the  law  for  the  law  to  become  opera- 
tive, so  that  the  mortgagors,  by  acting  with  diligence,  would 
not  have  been  prejudiced  in  their  right  to  procure  a  new  loan 
prior  to  the  time  that  the  new  law  went  into  effect. 

Secondly,  by  the  acceptance  of  the  payment  repeatedly  of  the 
semi-annual  interest  payments,  which  undoubtedly  were  made 
by  the  mortgagors  to  the  mortgagees,  both  after  the  passage 
of  the  law  and  after  the  law  became  operative.  A  mortgagee 
may  not  remain  silent  so  long  as  it  may  be  to  his  interest  to 
be  silent,  and  then  speak  up  only  because  it  is  no  longer  to  his 
interest  to  remain  silent.  A  party  may  waive  any  right  which 
he  may  have,  whether  conferred  by  statute  or  otherwise,  and 
a  failure  to  call  attention  to  such  right  at  a  time  when  it  should 
be  asserted  will  constitute  a  waiver.  We  have  that  principle 
enunciated  in  various  analogous  cases.  For  example:  The 
parties  to  a  building  contract  may,  by  their  acts,  waive  a  pro- 
vision therein  that  subsequent  alterations  to  the  building  shall 
be  specified  in  writing.  The  same  parties  may,  by  their  act, 
and  particularly  by  the  making  and  acceptance  of  payments, 
waive  a  provision  in  such  contract  that  the  builder  shall  pro- 
cure and  produce  architects'  certificates  showing  the  builder 
entitled  to  payment,  etc.  Parties  to  a  lease  may,  by  their  acts, 
waive  a  provision  therein  tliat  the  lease  shall  not  be  assigned 
without  the  written  consent  of  the  landlord,  and  this  simply 
by  the  landlord's  acceptance  of  rent  from  the  assignee.  Like- 
wise the  provisions  of  a  policy  of  insurance  on  one's  life  might 
be  waived  by  the  insurer  accepting  the  payment  of  subsequent 
premiums.     So,  many  other  cases  might  be  cited. 

While  on  this  phase  of  the  question,  let  us  ask  ourselves.  Why 
did  not  these  mortgagees  who  are  now  so  anxious  that  the  mort- 
gagor contribute  one-half  of  one  per  cent,  recording  tax,  and 
relieve   them  from   the  burden   which   they  would   have   us  be- 


lieve they  now  bear,  bring  their  mortgages  within  the  operation 
of  the  law  of  1905,  as  they  had  a  right  to  do.  If  the  holders  of 
such  mortgages  w^ere  paying  the  personal  tax  which  that  prop- 
erty at  that  time  should  have  borne,  it  seems  as  though  they 
would  have  gladly  jumped  at  the  chance  to  pay  a  smaller  tax 
or  else  sought  to  enforce  what  they  now  say  were  their  rights. 
They,  however,  did  neither.  Does  it  not  seem  that  there  can 
be  but  one  answer  to  the  question  propounded,  and  that  is 
that  these  holders  of  mortgages  paid  no  tax  of  any  kind  on 
the  property  owned  by  them.  The  law  of  1005  gave  to  mort- 
gagees no  right  to  compel  the  mortgagor  to  pay  the  then  tax; 
in  fact,  that  law  made  the  mortgage  usurious  if  the  mortgagor 
paid  the  tax.  What  happened?  Let  me  answer.  These  mort- 
gagees simply  continued  In  the  course  of  conduct  which  they 
had  been  at  all  times  theretofore  pursuing,  to  wit:  Evaded 
the  payment  of  taxes.  Now  we  see  them  come  forward,  and 
what  is  more,  everyone  of  them  that  does  so  unequivocally  by 
his  conduct  brands  himself.  They  now  believe  they  see  a  way 
in  which  they  need  not  pay  the  taxes  they  never  paid,  and  need 
not  evade  the  payment  of  taxes  by  ways  that  were  devious, 
etc.,  but  can  compel  the  mortgagor  to  pay  the  recording  tax. 
So,  without  regard  to  the  ethics  or  morals  of  the  questions  in- 
volved, they  seek  to  inflict  a  further  burden  upon  the  mort- 
gagor, for  the  owner  of  real  estate  cannot,  if  he  would,  hide 
from  the  tax  collector  and  escape  all  burden  himself.  No 
words  of  mine  could  be,  nor  words  of  any  orator  can  be,  too 
strong  in  condemnation  of  such  men  and  institutions,  and  of 
such  actions  on  their  part. 

As  to  the  mortgages  which  were  recorded  during  the  year  in 
which  the  first  mortgage  tax  law  was  in  effect,  there  is  this 
much  to  be  said  for  the  holders  of  these  mortgages  who  seek 
to  enforce  payment  of  their  mortgages  for  the  purpose  of  hav- 
ing new  loans  effected,  so  as  to  bring  such  new  loans  within 
the  province  of  the  second  law.  They,  in  good  faith,  made  the 
loan  which  they  did  make  with  a  view  to  the  payment  thereon 
as  faxes  of  one-half  of  one  per  cent,  annually,  and  they  were 
fairly  entitled  to  believe  and  to  rely  upon  the  fact  that  all 
they  would  at  any  time  be  called  upon  to  pay  would  be  the 
same  one-half  of  one  per  cent,  taxes;  and  as  has  been  well 
stated  heretofore  by  another,  if  such  a  mortgagee  offers  to 
reduce  the  rate  of  interest  on  his  mortgage  by  one-half  of 
one  per  cent,  then  the  mortgagor  should,  in  accordance  with  all 
good  principles  of  morals,  and  in  accordance  with  the  equitable 
rights  of  the  mortgagee,  consent  to  a  satisfaction  of  the  old 
mortgage,  and  to  execute  and  deliver  a  new  mortgage,  the 
mortgagor  paying  the  recording  tax  and  even  all  additional 
Incidental  expenses.  Here,  again,  however,  we  have  the  title 
companies  doing  that  w-hich  is  unfair,  as  is  well  known  by 
those  who  have  had  occasion  to  procure  such  change  in  their 
mortgage  loans.  The  titles  to  property  on  which  such  loans 
are  made  are  alwajis  insured  by  the  title  companies,  the  mort- 
gagor paying  the  expense  of  such  insurance.  In  the  cases  in 
question,  by  reason  of  the  fact  that  the  existing  mortgages 
are  cancelled  and  new  mortgages  executed  for  the  purpose  of 
coming  within  the  provisions  of  tlie  new  recording  tax,  the 
companies  treated  them  as  though  the  same  were  entirely  new 
loans  and  In  nowise  related  to  the  last  mortgage,  and  as  though 
made  between  different  parties,  and  required  the  payment  of 
the  full  fee  for  the  issuance  of  the  new  policy.  Here,  too,  it 
seems  as  though  equity  would  require  the  companies  to  simply 
continue  the  policy  of  title  insurance  in  relation  to  the  new 
mortgage,  replacing  the  old  mortgage,  where  such  a  step  Is 
taken  simply  for  the  purpose  of  bringing  the  entire  transaction 
within  the  provisions  of  the  existing  law,  and  not  to  insist  upon 
the  absolute  technical  right  which  the  title  companies  unques- 
tionably have  to  enact  the  new  fee. 

Now,  as  to  the  question  of  the  legal  rights  between  the  mort- 
gagor and  the  mortgagee  under  such  mortgages,  the  answer 
is  not  so  easy. 

The  mortgagee,  to  enforce  his  demand  for  payment,  would 
have  to  resort  to  an  action  instituted  for  the  foreclosure  of 
the  mortgage,  and  that  is  an  action  in  equity.  The  parties 
to  such  suit  would  then  be  before  a  court  of  equity  and  the 
rights  of  the  parties  would  have  to  be  adjudicated  in  accord- 
ance with  equitable  principles.  Both  the  mortgagor  and  the 
mortgagee  will  then  have  to  do  equity  as  well  as  have  equity 
done  towards  each  other.  I  believe  that  the  court  in  its  en- 
deavor to  grant  equitable  relief  will  examine  into  the  history 
of  the  tax  legislation  and  examine  into  the  conditions  existing 
at  the  time  of  the  making  of  the  loan,  and  where  either  party 
has  made  a  proper  and  equitable  tender,  it  is  my  belief  that 
the  court  will  not  require  more  to  be  done.  The  question  of 
waiver  which  I  speak  of  at  the  outset  also  in  a  measure  enters 
into  the  question  here. 

I  don't  share  the  belief  of  Mr.  Bailey,  of  the  Title  Company, 
that  new  legislation  is  required  to  bring  existing  mortgages 
under  the  provisions  of  the  existing  1906  recording  act.  At- 
torneys frequently  have  occasion  to  re-record  instruments. 
Personally,  I  have  frequently  had  occasion  to  have  instruments 
re-recorded  for  the  purpose  of  correcting  errors  appearing  in 
the  first  record.  There  is  nothing  in  the  Recording  Acts  pro- 
hibiting a  man  from  causing  an  instrument  to  be  recorded  as 
often  as  he  pleases,  if  he  desires  to  pay  the  fees.  I  kno^T^f 
no  provision  preventing  the  recording  of  a  deed  or  of  a  mort- 
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gage  once  a  year  or  once  a  month  or  every  year  or  every 
month,  it  the  holder  of  the  instrument  takes  a  notion  to  have 
that  done.  If  that  is  so,  I  don't  see  what  there  is  to  prevent 
the  holders  of  mortgages  recorded  in  the  year  1905  and  sub- 
sequent to  the  enactment  of  the  first  mortgage  tax  from  having 
their  instruments  re-recorded,  paying  the  recording  tax,  and 
then  claiming  the  exemption  which  the  law  gives  to  mort- 
gages recorded  after  July  1,  1900.  While  it  will  be  true  that 
those  mortgages  were  recorded  prior  to  that  date,  and  there- 
fore subject  to  taxation  as  personal  property,  unless  other- 
wise exempt,  yet,  having  been  recorded  after  July  1,  190C,  they 
are  exempt   from   personal   taxation,   and   the   exemption   would 


take  preference  over  the  prior  condition  by  reason  of  its  being 
the  latter  status  of  the  mortgage.  I  believe,  that  there,  too,  the 
courts,  if  appealed  to,  would  grant  the  proper  relief  and  would 
not  permit  any  such  gross  discrimination  to  exist  which  Mr. 
Bailey  and  many  others  think  does  not  exist. 

In  any  event,  be  the  respective  rights  what  they  may,  there 
is  nothing  in  the  existing  condition  of  affairs  which  justifies 
the  attempted  extortion  by  so  many  mortgagees,  and  it  Is  time 
that  the  press  of  this  city  took  the  matter  up  and  held  these 
individuals  and  institutions  up  to  public  execration. 

SAUL   BERNSTEIN. 

149  Broadway. 
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Million-Dollar   Studio   and   Apartment   for   West  77tli   Street. 

77TH  ST. — Plans  are  being  designed  by  Messrs.  Howells  & 
Stokes,  100  William  st,  for  the  erection  of  one  of  the  most 
notable  studio  and  apartment  structures  ever  erected  in  Man- 
hattan. The  building  will  be  situated  on  a  plot  100x102.2  ft., 
on  the  south  side  of  77th  st,  150  ft.  east  of  Columbus  av,  and 
will  approximate  in  cost  about  $1,000,000.  Walter  Russell, 
artist,  15  West  G7th  st,  will  be  the  owner.  In  many  ways  this 
will  be  one  of  the  most  artistic  buildings  of  Its  kind  (architec- 
turally) yet  erected  in  this  country.  Mr.  Russell  has  traveled 
much  through  European  cities,  making  a  special  study  of  fine 
mosaic  works,  and  many  of  his  ideas  will  be  executed.  The 
buildings  will  have  12  stories,  and  contain  two  electric  passen- 
ger and  two  service  elevators.  The  Dayton  Construction  Co., 
a  newly  formed  company  about  to  open  offices  in  5th  av,  naar 
42d  st,  will  have  the  general  contract  for  the  work,  awarding 
all  sub-contracts. 


Hebrew  Sheltering  Guardian  Society  Plan.s  $1,000,000  Worth 
of  Buildings  Near  Pleasantville,  N.  Y. 

Messrs.  Harry  Allan  Jacobs  and  Max  G.  Heidelberg,  asso- 
ciated architects.  No.  322  5th  av,  have  been  commissioned  to 
design  the  group  of  buildings  to  be  erected  by  the  Hebrew 
Sheltering  Guardian  Society,  near  Pleasantville,  Westchester 
County,  N.  Y.  It  is  proposed  to  ultimately  accommodate  one 
thousand  children,  and  the  work  will  cost  approximately  one 
million  dollars.  A  school  house,  technical  shops,  farm  group, 
hospital,  laundry  building,  superintendent's  house  and  about 
thirty  cottages  are  to  be  erected.  Mr.  Adolph  Lewisohn,  9  West 
57th  st,  is  president  of  the  Hebrew  Sheltering  Guardian  Society, 
and  Mr.  Joseph  L.  Buttenwieser,  203  Broadway,  is  chairman 
of  the  building  committee.  Plans  will  not  be  ready  for  esti- 
mate for  some  time. 


Morris   Schinasi  to  Build  at  Riverside  Drive  and   107th  St. 

RIVERSIDE  DRIVE.— C.  P.  H.  Gilbert,  Townsend  Building, 
1123  Broadway,  has  been  commissioned  to  prepare  plans  for  the 
improvement  of  the  northeast  corner  of  Riverside  Drive  and 
107th  st  with  a  private  residence  for  Morris  Schinasi,  tobacco 
manufacturer,  of  No.  309  West  l"20th  st.  The  plot  measures 
60x100  ft.,  and  this  will  complete  the  improvement  of  the  block 
bounded  by  Riverside  Drive,  Broadway,  107th  and  108th  sts. 
All  contracts  pertaining  to  the  building  will  be  awarded  direct 
from  the  architect's  ofBce.  No  figures  have  yet  been  received 
or  contracts  let.  Mr.  Schinasi  purchased  the  site  from  S.  G. 
Bayne,  president  of  the  Seaboard  National  Bank.  Goodwin  & 
Goodwin  were  the  brokers  in  the  sale  of  tlie  plot  to  Mr.  .Schinasi. 
The  structure  will  be  fireproof,  4-stys,  with  a  high  pitched  roof, 
of  French  Gothic  design.  The  exterior  will  be  of  gray  llme'stone 
on  the  four  sides. 


West  End  Av.  and  84th  St.  Improvement. 

WEST  END  AV.— At  West  End  av,  southwest  corner  and 
84th  st,  Lorenzo  Weiher,  76  East  86th  st,  will  soon  begin 
the  erection  of  a  9-sty  high-class  elevator  apartment  house,  to 
cost  in  the  neighborhood  of  ^300,000.  The  structure  will  meas- 
ure 100x108.4  ft.,  and  contain  two  electric  elevators,  steam  heat, 
electric  lights,  tile,  marble  and  mosaic  work,  hardwood  finish, 
best  open  nickel  plumbing,  etc.  The  exterior  will  be  in  light 
brick,  terra  cotta  and  limestone,  and  there  will  be  apartments 
to  accommodate  48  families.  Bids  will  be  received  by  the 
owner  in  about  one  week.     No  sub-contracts  have  been  issued. 


ThomiJson-.Starrott  Co.  Start   Philadelphia  Theatre. 

A  building  permit  has  been  issued  to  the  Thompson-Starrett 
Co.,  49  Wall  st,- Manhattan,  for  the  erection  of  the  new  Adelphia 
Theatre  to  be  erected  at  Nos.  143-145  North  Broad  st,  Phila- 
delphia, Pa.,  adjoining  the  Lyric.  The  structure  will  be  3-stys, 
62x122  ft.,  of  brick  exterior,  with  limestone  trimmings,  and  will 
be  surmounted  with  a  roof  garden.  Co«t  Is  estimated  at  about 
^200,000, 


Apartments,  Flats  and  Tenements. 

21ST  ST.— David  Lenten,  92  St.  Nicholas  av,  will  erect  at 
211  East  21st  st,  a  6-sty  18-family  flat,  23.6x90  ft.,  to  cost 
.1;30,000.     Geo.  Fred  Pelham,  503  5th  av,  will  make  the  plans. 

20TH  ST.— The  Bathgate  Realty  Co.,  21  East  14th  st,  will 
build  on  the  north  side  of  29th  st,  182.G  ft.  west  of  1st  av, 
three  6-sty  flat  buildings,  to  cost  $120,000.  Goldner  &  Goldberg, 
Westchester  and  Jackson  avs,  Bronx,   are  preparing  plans. 

114TH  ST.— Moore  &  Landsiedel,  148th  st  and  3d  av,  are 
preparing  plans  for  a  6-sty  13-family  flat,  25x87.11  ft.,  for 
John  J.  Folakee,  102  West  103d  st,  to  be  erected  on  the  south 
side  of  114th  st,  225  ft.  west  of  Broadway,  to  cost  $25,000. 


Dwellings. 

Frank  Straub,  10  East  14th  st.  Manhattan,  has  prepared  plans 
for  a  2-sty  and  attic  dwelling,  40x42  ft.,  for  Mrs.  L.  Castle,  to 
be  erected  on  Martens  pi,  Mt.  Vernon,  N.  Y.  Frame,  cement 
foundation,  gas  and  electric  fixtures,  oak  mantels,  open  plumb- 
ing, etc. 


Uhurches. 

J.  R.  Allen,  5  West  31st  st,  Manhattan,  has  been  commissioned 
to  prepare  plans  for  a  church  for  the  Unitarian  Society,  Rowe, 
Mass. 

The  Presbyterian  Congregation,  Jamaica,  Long  Island,  are 
contemplating  the  erection  of  a  new  $30,000  edifice.  No  plans 
or  contracts  awarded  yet. 

The  First  Baptist  Church  of  New  Britain,  Conn.,  has  selected 
A.  F.  Leicht,  No.  9  East  42d  st,  Manhattan,  to  prepare  plans 
for  a  new  edifice.     The  estimated  cost  is  about  $40,000. 

5TH  AV,  BROOKLYN.— A  new  church  will  be  erected  at  the 
southeast  corner  of  5th  av  and  59th  st,  Brooklyn,  of  which  the 
Rev.  J.  J.  Frawley,  526  .59th  st,  is  pastor.  The  estimated  cost 
is  $80,000,  and  plans  are  being  prepared  by  T.  J.  Unterin,  49 
Federal  st,  Boston,  Mass. 


Mercantile 

4TH  AV. — Estimates  are  now  being  received  on  the  general 
contract  for  the  11-sty  loft  building,  50x88  ft.,  which  Mrs.  P. 
Friedeberg,  2.304  Bassford  av,  Bronx,  will  erect  at  Nos.  330-332' 
4th  av,  at  a  cost  of  $150,000.  Francis  H.  Pfluger,  32  Union  sq, 
is  architect. 

30TH  ST.— The  Reliance  Construction  Co.,  203  Broadway,  will 
erect  at  Nos.  110-112  West  30th  st  a  7-sty  loft  building,  36.9x 
92x110  ft.,  to  cost  $.jO,000.  Geo.  Fred.  Pelham,  503  5th  av,  has 
plans  ready  for  which  no  sub-contracts  have  been  let.  James 
W.  Taylor,  33  West  90th  st,  is  president  of  the  company.  Two 
old  buildings  will  be  demolished. 

BROADWAY.— A.  R.  Whitney,  Jr.,  &  Co.,  135  Broadway,  have 
obtained  the  general  contract  to  build  a  2-sty  store  and  loft 
building,  53x65.10  ft.,  for  Mary  A.  Fitzgerald,  of  Litchfield, 
Conn.,  from  plans  by  Messrs.  Hunt  &  Hunt,  28  East  21st  st. 
The  structure  will  be  situated  at  the  southwest  corner  of 
Broadway  and  55th  st,  of  brick  and  stone,  and  cost  $35,000. 


Factories. 

A  paint  manufacturer  has  purchased  five  lots  on  the  west 
side  of  Vernon  av.  Long  Island  City,  L.  I.,  on  which  a  6-sty 
factory  will  be  erected.  William  L  Markwell,  60  Jackson  av. 
Long  Island  City,  can  inform. 

The  Long  Island  City  Factory  Co.,  of  which  P.  Ackerman, 
140  Nassau  st,  is  general  manager,  will  erect  two  factory 
buildings  at  Long  Island  City,  to  cost  $125,000.  John  M.  Baker, 
Long  Island  City,   is  architect. 

BRONXWOOD  AV.— Plans  are  now  ready  by  Architect  J.  S. 
Kennedy,  Bronx,  for  the  1-sty  brick  factory,  47.4x105  ft.,  which 
the  Taylor  Textile  Mfg.  Co.,  41  Union  sq,  will  build  on  the 
tiouthwest  corner  of  Bronxwood  av  and  21Sth  st,  in  the  Bronx. 
The  estimated  cost  1b  ,f20,000.     (See  Issue  Nov.  3,  1900.) 

PEARL  ST.— Title  will  pass  about  Jan.  1  on  the  four  parcels, 
486-488-490-492  Pearl  st,  making  a  plot  of  about  100x130  ft., 
situated  on  the  north  side  of  Pearl  st,  between  Park  st  and  Park 
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Row,    on    which    a    copper    and    brass    manufacturer    (owner's 
name   withheld)   will  erect   a  factory  and   office  building. 

14TH  ST. — No  contracts  have  been  awarded  for  the  factory 
and  office  building,  50x103.3  ft.,  2-stys,  concrete  and  brick, 
which  Mrs.  Emily  T.  Kent,  Tuxedo  Park,  N.  Y.,  will  erect  on 
the  south  side  of  14th  st,  138  ft.  west  of  Av  D.  Frank  H. 
Quinby,  99  Nassau  st,  is  architect,  and  two  buildings  will  be 
demolished. 


Stables. 

15TH  ST.— J.  Jordan  &  Son,  449  West  2Sth  st,  has  the  con- 
tract for  a  2-sty  extension,  new  stalls,  partitions,  etc.,  to  the 
stable  of  Bernard  Courtney,  219  8th  av,  at  No.  160  West  15th  st. 


Alterations. 

DELANCEY  ST.— Henry  Andersen,  1183  Broadway,  has  plans 
ready  for  $7,000  worth  of  alterations  to  138  Delancey  st,  for 
H.   Lehman,   315  West  125th  st.     No  contracts  let. 

5TH  AV.— H.  W.  Howard,  Jr.,  39  East  42d  st,  has  plans  ready 
for  extensive  alterations  to  the  4-sty  store  and  office  building 
No.  75  5th  av  for  Harriet  D.  Potter  and  Elizabeth  S.  Jones, 
11  East  42d  St.     No  contracts  have  been  issued. 

1ST  AV.— Schwartzschild  &  Sulzberger  Co.  will  make  $25,000 
worth  of  improvements  to  the  2  and  4-sty  storage  and  office 
building,  northeast  corner  of  1st  av  and  45th  st.  C.  E.  Huntley, 
467  East  177th  st,  is  architect.  No  contracts  have  been 
awarded. 


Miscellaneous. 

Dr.  Hercules  Sanche,  489  5th  av,  Manhattan,  is  contemplating 
the  erection  of  a  sanitarium   at  Bennington,  Vt. 

Messrs.  Delano  &  Aldrich,  No.  4  East  39th  st,  Manhattan, 
have  been  commissioned  to  prepare  plans  for  the  erection  of  a 
3-sty  addition  to  the  New  York  Orthopedic  Dispensary  and  Hos- 
pital Building  at  White  Plains,  N.  Y.  The  improvement  is 
estimated  at  $100,000. 

The  Corn  Products  Refining  Co.,  26  Broadway,  Man- 
hattan, will  expend  about  $3,000,000  In  improvements  at 
Peoria,  111.,  to  include  30  or  more  buildings  from  1  to  12-stys 
high,  and  from  150x50  ft.  to  200x500  ft.  G.  E.  Chamberlain, 
217  La  Salle  st,  Chicago,  is  designing  engineer. 

The  Secretary  of  Commerce  and  Labor  has  submitted  esti- 
mates to  Congress  in  which  $400,000  is  asked  for  remodeling 
the  main  building  at  Ellis  Island,  $250,000  for  completing 
the  contagious  diseases  hospital,  on  which  preliminary  work 
has  already  begun,  and  $30,000  for  a  new  ice-making  and  re- 
frigerating plant. 


Estimates  Receivable. 

Bids  are  asked  until  noon,  Jan.  5,  1907,  by  the  Quartermaster 
for  the  construction  of  an  electric  subway  at  West  Point,  N.  Y. 

IITH  AV.— Frederick  C.  Browne,  143  West  125th  st,  has 
plans  ready  for  improvements  estimated  to  cost  $10,000  to  the 
3-sty  store  and  loft  building  Nos.  087-689  11th  av,  for  Albert 
Smith,   on  premises.     No   contracts  have  been   issued. 

64TH  ST.— Wm.  B.  Tuthill,  105  East  22d  st,  is  ready  for 
figures  on  the  general  contract  for  a  brick,  stone  and  steel  fire- 
proof alteration  and  addit'ion  to  Nos.  153  to  157  West  64th  st 
for  Dr.  Herman  E.  Meeker,  on  premises.  The  buildings  will  be 
altered  into  a  sanitarium. 

Contracts  Awarded. 

The  George  A.  Fuller  Co.  has  obtained  the  contract  for  the 
erection  of  a  10-sty  building  on  Franklin  and  Congress  sts, 
Chicago,  111.,  for  Kohn  Bros.,  at  a  cost  of  $250,000. 

The  De  La  Vergne  Machine  Co.,  Locust  av  and  138th  st, 
Bronx,  has  received  the  contract  to  install  a  20-ton  Ice  plant 
for  the  Victor  Cotton  Oil  Co.,  at  Gaffney,  S.  C.  The  cost  is 
estimated  at  $25,000. 

The  Navy  Department  at  Washington,  D.  C,  has  awarded  to 
the  Hoshor-Platt  Co.,  120  Liberty  st.  New  York,  the  contract 
for  a  coal-handling  plant  at  the  U.  S.  Coal  Depot,  City  Point, 
California,  for  $87,893. 

PROSPECT  PL.— Owen  Costello,  2.53  East  61st  st,  has  ri^ 
ceived  the  contract  for  extensive  improvements  to  No.  45  Pros- 
pect pi,  Bronx,  from  plans  by  Messrs.  Thain  &  Thain.  4  East 
42d  St.     Mrs.   M.  T.  Johnston,  253  East  61st  st,  is  owner. 

The  H.  F.  Taintor  Mfg.  Co.,  No.  200  Water  st,  Manhattan, 
manufacturers  of  whiting,  have  awarded  to  John  W.  Ferguson 
Co.,  United  Bank  Building,  Paterson,  N.  J.,  the  general  con- 
tract to  build  four  new  manufacturing  buildings  at  Bayonne, 
N.  J.      (See  issue  Nov.   3,   1906.) 

BROADWAY.— Webster  &  Videto,  160  5th  av,  have  awarded 
to  George  P.  Reinhard,  6  West  28th  st,  the  general  contract  for 
extensive  alterations  to  the  4-sty  store  and  studio  building  No. 
1.5.50  Broadway,  for  Julia  P.  Outcault,  No.  114  West  71st  st.  J. 
Simpson  &  Co..  225  Park  row,  are  the  lessees. 

WALL  ST.— C.  F.  Bond  Co.,  130  Liberty  st,  has  received  the 
general  contract  for  the  installation  of  a  new  fireproof  vault, 
dumb-waTter,  plumbing,  partitions,  etc.,  to  the  5-sty  bank  and 
office  building,  74-76  Wall  st,  for  the  Seamen's  Bank  for  Sav- 
ings, on  premises.     Ernest  Greene,  5  Peekman  st.  Is  architect. 
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WHAT  THEY  ARE  BUYING 
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r\ODGE  REPORTS  arc  to-day  the  basis 
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COMPANY,  Inc. 
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New  York  City 
^    Pittsburgh  Boston 


Philadelphia 

Chicago    J 


Bids    Opened. 

Bids  were  opened  by  the  Police  Commissioner  Monday,  Dec. 
17,  for  the  erection  of  the  new  19th  Precinct  Police  Station,  to 
be  situated  at  Nos.  134-138  West  30th  st,  at  a  cost  of  $125,000. 
The  structure  will  be  4-stjT3,  fireproof,  76x86  ft.,  with  brick  and 
stone  exterior.  Messrs.  Harde  &  Short,  3  West  29th  st,  are  the 
architects.  The  lowest  bid  was  submitted  by  Nesbit  &  Co.,  at 
$198,000.  other  bidders  were:  Alfred  Nugent  &  Son,  E.  D. 
Broderck,  P.  Gallagher,  D.  J.  Ryan,  T.  D.  Leahy,  Kelly  & 
Kelley,  John  Kennedy  &  Co.,  J.  &  L.  Moreland  &  Co.,  R.  E. 
Henningham,  Waters  &  O'Connell,  Thos.  G.  Carlin,  John  H. 
Parker  Co.,   Louis  Wechsler,  P.   J.  Brennan  &  Son,  James  Kerr. 


BUILDING      NOTES 


Robert  W.  Gardner,  architect,  formerly  of  1267  Broadway, 
has  moved  his  office  to  122  West  29th  st. 

Fitzhugh  TownsenJ.  Assoc.  M.  Am.  Inst.  E.  E.,  a  consulting 
engineer  and  instructor  in  the  Columbia  University,  died  on 
Dec.   11  of  typhoid  fever,  aged  35  years. 

Messrs.  Hazen  &  Whipple,  consulting  engineers.  No.  220 
Broadway.  Manhattan,  have  been  retained  to  report  upon  cer- 
tain features  of  the  water  supply  at  Brisbane,  Australia. 

Accidents  due  to  the  destructive  action  of  buried  creeks, 
many  of  which  still  flow  across  Manhattan,  have  happened  be- 
fore, and  unless  some  modern  method  of  prevention  is  devised 
we  may  yet  hear  of  a  greater  calamity  than  the  mere  swallow- 
ing up  of  a  wagon. 

Owing  to  the  many  inquiries  received  from  San  Francisco  in 
regard  to  Rapp's  fireproof  doors  and  trim,  the  company  has 
sent  Mr.  H.  W^.  Benedict  to  the  coast  to  personally  look  after 
the  business.  Mr.  Benedict  is  now  staying  at  the  Globe  Hotel, 
1113  Broadway,  Oakland,  and  is  expected  to  remain  about  five 
months. 

The  U.  S.  Civil  Service  Commission  will  hold  an  examination 
in  all  large  cities  on  January  9,  10  and  11  of  candidates  for 
positions  as  mechanical  draughtsmen.  The  examination  of 
candidates  for  places  as  architectural  and  structural  draughts- 
men, originally  scheduled  for  Dec.  5  and  6.  will  be  held  Jan. 
9  and  10. 

Considerable  Interest  centers  in  the  test  which  the  Building 
Department  has  directed  fireproof  block  manufacturers  to  have 
their  materials  undergo.  The  test  will  be  severe,  some  say, 
and   will  exclude  ^vet  and  dry  compression,     A  few  manufac- 
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turers    express    confidence    at    the    outcome,    while    others    are 
reticent. 

James  S.  Coleman,  the  -well-Vcnown  Manhattan  contractor 
and  builder  of  public  works,  died  Dec.  10,  aged  G3  years.  Mr. 
Coleman  took  part  in  building  the  new  Cro'on  dam,  the  Wcat 
Shore  tunnel  at  Weehawken,  and  constructed  thousands  of  miles 
of  railroad.s  in  various  parts  of  the  country.  His  home  was  at 
HfS   East  COtli  St. 


Question  as  to  the  Itislit  to  Call  Mortgages. 

The  views  of  Mr.  Bailey,  vice-president  of  the  Title  Guarantee 
&  Trust  Co.,  were  quoted  to  the  extent  of  a  column  in  the 
Brooklyn  Eagle  of  Monday,  regarding  the  Brundage  clause,  con- 
cluding as  follows: 

"There  is  an  open  question  as  to  whether  the  clause  referred 
to  allows  that  these  mortgages  be  called.  .Some  holders  of  mort- 
gages, not  ourselves,  have  advised  that  this  clause  did  give 
them  the  right  to  call  their  loans  and  demand  a  new  mortgage 
made  tax  free  under  the  recording  act.  It  is  with  regard  to  the 
right  of  a  mortgagee  under  that  clause  in  relation  to  mortgages 
made  prior  to  July  1,  1905,  and  not  yet  due,  that  the  con- 
troversy  has   arisen   in   New   York. 

"Some  lenders — and  there  always  are  such  men — have  de- 
manded from  borrowers  the  payment  of  the  mortgages  because 
the  rates  are  now  higher  than  the  rates  at  which  they  originally 
made  their  loans.  Tliis  company  has  not  adopted  any  sucli 
practice  in  any  of  its  mortgages,  and  does  not  expect  to  so  do. 
It  is  hoped  that  those  who  have  charge  of  those  dealing  in  real 
estate  will  differentiate  between  those  who  are  compelled  to  act 
under  a  bad  law  and  the  makers  of  such  a  bad  law  on  whom 
the  blame  must  rest.  I  know  of  no  more  foolish,  simple  and 
incompetent  legislation  than  an  act  which  says  that  if  you  take 
a  new  mortgage  and  have  new  papers  and  record  them,  the 
mortgage  is  exempt,  but  you  can't  take  the  old  papers  over  and 
pay  one-half  per  cent,  and  have  the  same  mortgage  exempt.  In 
other  words,  it  says,  'Mr.  Lender,  you  can  have  a  mortgage 
exempt  from  personal  taxation  provided  you  make  it  as  expen- 
sive as  you  posisibly  can  to  a  borrower,  and  then  those  who  pass 
such  legislation  spend  time  orating  upon  the  evils  of  lenders." 


The  Architectural  Record,  Janiiar.y,   1907. 

A  perusal  of  the  contents  of  the  January  issue  of  the  magazine 
reveals  a  series  of  articles  of  unusual  diversity  of  interest 
to  public  and  profession.  From  its  treatment,  on  the  one  hand, 
of  the  very  latest  development  of  American  mural  decoration 
in  the  Knickerbocker  Hotel,  to  a  discussion  of  the  merits  and 
possibilities  of  faience  for  architectural  purposes,  it  adds  pic- 
torial interest  in  its  display  of  several  very  attractive  American 
country  houses  and  a  modern  French  chateau,  besides  several 
bank   buildings.      The   table  of   contents  follows; 

THE  KNICKERBOCKER  HOTEL.  A  novelty  in  decoration. 
Illustrated.  Bruce  Price.  Marvin  &  Davis,  associated;  Trow- 
bridge &  Livingston,   architects.      H.  D.   C. 

TWO  ROCHESTER  BANKS.  Rochester  Trust  &  Safe  De- 
posit Co.,  Rochester  German  Insurance  Buildirtg.  York  & 
Sawyer,    architects.      (Illustrated.) 

TWO  JACOBEAN  HOUSES.  (Illustrated.)  Mr.  G.  L. 
Boissevain's  house,  Mt.  K'isco,  N.  Y.;  Geo.  E.  Wood,  architect. 
Mr.  Samuel  Frothingham's  house,  Lenox,  Mass.;  Adams  &  War- 
ren,  architects. 

A  MODERN  FRENCH  CHATEAU.  (Illustrated.)  Comacre. 
M.   Chateigner,   architect.      Frederic   Lees. 

THE  NORTHERN  TRUST  COMPANY'S  NEW  BANK 
BUILDING,   Chicago.     Frost   &  Granger,   architects. 

MR.  HARTMAN  KUHN'S  HOUSE,  Devon,  Pa.  Horace 
Trumbauer,   architect.      (Illustrated.) 

ARCHITECTURAL        FAIENCE.  (Illustrated.)         Sturgis 

Laurence. 

NOTES  AND  COMMENTS.  (Illustrated.)  Concrete  Country 
Houses — Economy  in  Tenements— Housing  the  Poor— National 
Study  of  Parks— Street  Plan  of  an  Ideal  Town— A  Billboard 
Victory — Parks  as  Moneymakers — Housing  New  York  City's 
Public  Servants — Columbia  University  Architectural  Depart- 
ment's Twenty-fifth  Anniversary  Dinner— Thirteenth  Annual 
Exhibition  of  the  T-Square  Club— Convention  of  the  American 
Institute  of  Architects. 


Assigniiients  of  Mortgages. 

By  a  veritable  accident  the  Record  and  Guide  failed  to  print 
in  its  last  issue  an  important  communication  from  an  official 
of  the  Mutual  Life  Insurance  Company.  With  regret  for  the 
accident  and  consequent  delay,  the  communication  is  printed 
below: 

"The  Record  and  Guide  of  Dec.  1,  1906  (page  90S)  states  that 
the  Mutual  Life  Insurance  Comapny,  for  the  first  ten  months  of 
irmc,  made  77  real  estate  loans,  aggregating  $.3,4.30.500.  During 
this  period  the  Mutual  Lite  closed  over  t!00  loans,  aggregating 
over  !f20. 7.50,000.  Of  the  amount  more  than  $14,000,000  was 
loaned  in  New  York  County.  Perhaps  the  Record  and  Guide 
does  not  Include  assfgmmerits  of  mortgages  which  amount  to 
over  $11,000,000." 


James  Pyle  &  Sons,  manufacturers  of  ""Pearline,"  whose  business 
has  outgrown  facilities  of  their  New  York  works,  and  who  planned 
a  large  plant  on  the  Erie  tracks  at  Edgewater,  N.  J.,  last  year,  now 
have   it   completed  and   in  operation. 


The  Bron.\  Subway  Rentes. 

When  the  various  Taxpayers'  Associations  of  the  Bronx  got 
together  and  submitted  their  viev.s  to  Borough  President  Haffen 
at  a  hearing  in  Borough  Hall,  three  subway  extensions  were 
agreed  upon  and  approved  by  the  borough  authorities.  These 
three  roads  were  'he  Jerorne  av  and  White  Plains  av  Mnes  and 
a  road  up  Westchester  av  and  thence  northerly  to  Pelham  Bay 
Park. 

At  that  time  there  was  no  mear.s  of  reaching  Pelham  Bay 
Park  on  a  direct  line,  as  no  thoroughfare  had  been  laid  out. 
Since  that  time  the  Borough  President  has  carried  out  an  idea 
for  a  trunk  thoroughfare,  which  is  no  less  than  an  extension 
on  a  tolerably  straight  line  of  Westchester  av  to  Peiham  Bay 
Park  and  the  city  boundary. 

Such  an  avenue  was  laid  out  on  the  map  with  the  approval 
of  the  Board  of  Estimate  and  title  proceedings  instituted.  These 
proceedings  have  now  gone  so  far  that  the  city  can  take  title 
in  a  short  time.  This  Westchester  av  extension  is  an  entirely 
new  street,  running  through  private  property. 

When  the  Board  of  Estimate  met  on  Friday,  Dec.  0.  the  ques- 
tion of  subway  routes  received  practical  consideration.  Pre- 
viously the  Rapid  Transit  Commission  had  been  demanding 
action  upon  pending  routes,  so  that  the  letting  of  contracts  for 
construction  might  go  forward.  Comptroller  Metz,  wiio  by 
virtue  of  his  office,  is  a  member  of  the  Rapid  Transit  Com- 
mission, promised  to  secure  speedy  action,  and  the  result  is 
seen  in  what  was  accomplished  on  Dec.   G. 

We  learn  from  the  North  Side  News  that  when  the  calendar 
came  under  the  eye  of  the  President  of  the  Bronx,  he  perceived 
that  the  White  Plains  av  line  had  been  overlooked,  and  upon 
his  motion  the  While  Plains  av  route  was  included  in  the  list 
of  routes  submitted  for  adoption. 

Fortunately  the  necessary  consent  for  the  Jerome  and  White 
Plains  av  lines  had  been  obtained,  and  so  they  could  be  ap- 
proved by  the  Board  of  Estimate  and  Apportionment.  The 
Jerome  av  road  will  be  a  subway  and  will  cost  $13,000,000.  It 
has  not  yet  been  decided  whether  this  line  will  be  a  three  or 
four-track  road.  It  will  connect  with  the  present  Interborough 
system  as  well  as  the  northward  extension  of  the  new  subways, 
the  construction  of  which  will  soon  be  commenced. 

Simultaneously  with  the  approval  of  the  roads  on  .Jerome 
and  White  Plains  avs,  the  tri-borough  route  was  also  adopted. 
This  line,  in  the  procuring  of  which  Borough  President  Coler 
has  been  active,  has  its  lower  end  on  Coney  Island  and  reaches 
the  Bronx  by  running  up  the  east  side  of  Manhattan  Island  to 
and  under  the  Harlem  and  up  Lincoln  av  to  ISSth  st.  At  this 
point  the  line  makes  a  loop  by  which  it  branches  off  on  the 
west  side  to  and  up  Gerard  av  to  Jerome  av.  On  the  east  a 
turn  is  made  to  and  up  the  Southern  Boulevard  to  Westchester 
av  and  up  Westchester  av  to  and  through  its  extension  to  the 
citv  line. 


The  Traders'  Paper  Board  Company  lias  located  at  Bogota,  N.  J., 
where  ii  iji  conatrijcting  large  wprlfs  for  the  manufacture  of  paper.. 
Jioarc),  . 


I040 


RECORD   AND   GUIDE 


December  22,  1906 


IN  THE  REAL  ESTATE  FIELD 


1) 


Real  Estate  and  Building  Statistics. 

The  following  are  the  comparative  tables  of  Manhattan,  The 
Bronx  and  Brooklyn  of  the  Conveyances,  Mortgages  and  Pro- 
jected Buildings  for  the  corresponding  weeks  In  1905  and  1906: 

MANHATTAN    AND    THE    BRONX. 

OONVETANCEB. 


1906. 
Dec.  14  to  20, Inc. 

Total  No.  lor  Manhattan 230 

No.  with  consideration ^13 

Amount  InTolved 1334,750 

Number  nominal 217 


1905. 

Deo.  15  to  21.  Inc. 
Total  No.  lor  Manhattan  428 

No.  with  consideration. .  30 

Amount  Involved $2,736,663 

Number  nominal 396 


Total  No.  Manhattan,  Jan.  1  to  date 

So.  with  consideration,  Manhattan.  Jan. 

1  to  date 

Tskal  Amt.  Manhattan,  Jan.  1  to  date 

1908. 
Dec.  14  to  20,  Inc. 

Total  No.  for  th«  Bronx 158 

No*  with  consideration 11 

Amount  Involved $314,600 

Numbernomlnal 147 


1908. 
19,905 

1,190 
$62,529,057 


1905. 
21,421 

1,.589 
$77,817,502 


Total  No.,  The  Bronx,  Jan.  1  to  date 

Total  Ami. .  The  Bronx,  Jan.  1  to  date... 
Tot»S  No.  Manhattan  and  The 

Bronx.  Jan.  1  to  date 

Total  Amt.  Manhattan  and  The 

Bronx,' Jan.  1  to  date 


1905. 
Dec.  15  to  21,  Inc. 
Total  No.  tor  The  Bronx  225 

No.  with  consideration. .  19 

Amount  Involved $130,188 

Number  nominal 206 

1906.  1905. 

11.819  12,713 

$7,971,151  $12,826,237 

31,784  34,134 

•  70,500,208       •90,143,739 


Assessed  Value,  manhattau. 


Dec, 

Tetel  No.,  with  Consideration 

AxaOunt  Involved 

lijessed  Value 

Total  No. ,  Nominal 

Assessed  Value 

Total  No.  with  Consld.,  from  Jan.  Ist  to  dat» 

Aiaount  involved " 

ifsessed  value "  " 

•potel  No.  Nominal "  " 

Assessed  Value "  " 


1908. 

14  to  20,  ino. 

13 

$334,750 

$237,000 

217 

$8,979,700 

1.190 

$62,529,057 

$44,048,775 

18.715 

$631,977,000 


1905. 

Deo.  15  to  21.1nc 

30 

$2,736,663 

$2,432,000 

396 

$11,133,400 

1,589 

$77,817,502 

$56,589,807 

19,833 

$850,907,234 


MORTGAGES. 


1906 

, Dec.  14  to  2(t, 

Manhattan. 

lotalnumber 414 

Amount  Involved $11,161,447 

No.at6?i 123 

Amount  Involved $1,345,5(4 

No.  at  5?,'% 

Atftount  involved 

No.  at  syiti 7 

Amount  Involved $93,500 

N  umber  at  .5 '  i  )i 

AKAunt  Involved 

No.  atS'aJi 

Amount  Involved 

No.  at  5!H 

Amjeuo*  Involved 

No.at5« 151 

Amount  Involved $3,979,063 

So.aXiHH 2 

Amount  involved $94,500 

No.at4«K 59 

Amount  Involved $3,483,255 

Nb.at4^i)i 1 

ABlount  Involved.  $12,000 

Ne.  »t45i 4 

Affliount  fiivolvsd $162,000 

N6.  vrtthout  Interest 67 

Aftiouot  Involved $1,991,555 

No.   above  to   Bank.    Trust 

%lid  Insurance  Companies  100 

Amount  Involved $3,143,655 

Total  No. ,  Manhattan,  Jan.  1  to  date 

Total  4mt..  Mautattan.  Jan.  1  to  date 

TotU  00..  The  Bronx.  Jan.  1  to  date 

Total  imt- ,  Tie  Bronx,  Jan.  1  to  date  — 
TetAl  No.,  nauhattan  and  The 

Bronx,  Jan.  1  to  date 

Tot|U  Ami.  ITIanhattan  >r.adThe 

Bronx,  Jan.  1  to  date       


1905 

Inc. .     . Dec.  15  to  21.  Inc. 

Bronx.       Manhattan.        Bronx. 

178  342  185 

1,364,393    $5,977,010    *1, 330,768 

63  194  54 

$369,408  $1,929,895   $362,816 


15 
$60,300 


40 
$883,000 


80 
$672,685 


82         61 
$551,995  $1,365,600 


21 
$48,767 


$114,000       $172,500 


1 
$1,000 


$1,000,000 


83                     40 
$268,690      $876,015 

29 

$245,600 

29                     48 

$401,280    $2,042,750 

33 

$359,862 

1906. 

18,000 

$371,447,652          $4 

9.147 

1905. 

20,071 
■4,903,597 
10,088 

$64,292,679  $85,170,288 

27,147  30,l.->9 

•  435,740,331     •560,073,S$5 


PROJECTED   BUILDINGS. 


fotal  No.  New  Buildings : 

Manhattan 

The  Bronx 


1906.  1905. 

Dec.  15  to  21.  Inc.  Dec.  16to  J2,  Inc. 


14 
23 


30 

49 


Grend  total 

Totnl  Amt.  Ne>v  BuUdlngs  : 

Manhattan 

Tb»  Bronx 


Grand  Total 

Total  Amt.  Alterations : 

Manhattan 

The  Bronx 


Grand  total 

Total  No.  of  New  Buildings : 
Manhattan,  Tan.  1  to  oate. 
The  Bronx,  Jan  1  to  date. . 


Itlnhtn-Bronx,  Jan.  1  to  date 

Total  Amt.  New  Buildings  : 

Maohattui,  Ian.  1  to  date 

The  BmoT,  Jan.  1  to  date 

!tInhtn>Bronx,  Jan.  1  to  data 

Total  AmtL  Aiteratlons : 

■alitn-BrMuc   Jaa.  1  to  data 


$319,800 
110,300 

$430,100 

$194,250 
12,375 

$206,625 

1,605 
2,202 

3,807 

$108,498,415 
27,146.430 


•133,643,845    •138,791,353 
•18,800,514       •13,931,337 


Total  number 

No.  with  consideration  

tmount  Involved 

Number  nominal 

Total  number  of  Conveyances 

J^u.  1  to  date 

Total  amount  ot  Conveyances, 

J  an.  1  to  date 

MOBTGAGEB, 

Total  number. 

Amount  Involved 

No.  at  eji 

Amount  Involved 

No.  at  5'.;S .- 

Amount  Involved 

No.  at  5  >J J{ 

ijnount  Involved 

No.  al5)i% 

ynount  Involved 

No.  at  5  V  

Amount  involved 

No.  at  4i«^,' 

Amount  involved  

No.  at  4»^ 

Amount  Involved 

So.  atSyiti 

Amount  involved 

No.  at  as 

Amount  Involved 
o.  without  Interest 

Amount  Involved 

Total     number    of    ITIortgages 

Jan.  1  to  date 

Total    amount    of    Illortg^agres 
Jau.l  to  date 


BROOKLYN. 

OONVETANCEB. 

1906.  1905. 

Dec.  13  to  19,  inc.  Dec. 14  to  20,  tOC. 


574 
21 
$148,488 
553 

782 

77 

$330,727 

705 

45,831 

41,235 

•26,290,389 

•28,104,535 

804 

$3,367,300 

280 

$768,036 

553 
$2,622,688 

304 
$1,153.1(1 

208 
$897,400 


184 
$620,970 


290 

$1,497,884 

3 

$137,500 

1 

$7,500 


17 

$220,942 

1 

$9,000 


'22 

$58,980 


38,770 
8159,813,471 


PROJECTED  BUILDINGS. 

90 

$607,542 


No.  ol  New  Buildings 

Estimated  cost 

Total    No.    of    New  Buildings, 

Jan.  1  to  date 8,320 

Total  Amt.   of  New  Buildings, 

Jan.  1  to  date «62,200,616 

Total    amount   ot    Alterations. 

Jan.l  to  date S5,376,064 


97 
$518,516 

36,039 

$190,653,891 

146 
$1,007,460 

8,337 

•75,230,399 

•4,685,741 


Washington  Heights  has  not  seen  since  the  boom  a  week  of 
greater  activity  In  real  estate  than  this  present  one,  and,  in- 
deed, in  the  absence  of  a  confirmation  of  the  report  of  a  trans- 
fer of  the  northwest  corner  of  Madison  av  and  34th  st,  the  out- 
skirts of  the  city  have  monopolized  the  most  notable  trans- 
actions of  the  week.  A  transaction  for  a  vacant  square  bounded 
by  Broadway,  Wadsworth  av,  181st  and  182  sts,  and  a  trade 
involving  an  apartment  house  and  a  block  front  on  Broad- 
way between  158th  and  159th  sts,  together  with  a  number  of 
lesser  transactions  including  a  large  foreclosure  sale,  attracted 
favorable  attention  to  Washington  Heights.  A  syndicate  which 
already  owned  large  tracts  on  and  near  Throggs  Neck,  added  to 
Us  holdings  the  Coster  estate  at  the  corner  of  the  Eastern 
Boulevard  and  Throggs  Neck,  and  will  await  the  onward  march 
of  population  to  bring  a  great  profit.  Seven  thousand  feet  of 
waterfront  and  several  hundred  acres  of  beautifully  situated 
land  constitute  a  very  exceptional  investment  in  city  property 
for  these  times.  Somebody's  gift  of  175  lots  to  be  added  to  the 
New  York  University  grounds,  on  Fordham  Heights,  was  a 
much-talked-of  transaction,  for  which  credit  is  being  given  to 
Mrs.  Sage.  The  week's  business  south  of  4'2d  st.  although  rather 
limited,  included  a  few  high  grade  properties,  but  mostly  con- 
sisted of  tenement  sales,  and  on  the  whole,  except  for  the  very 
notable  transactions  heretofore  mentioned,  a  week  of  disagree- 
able weather  naturally  produced  rather  less  business  than  is 
usual   in  a  similar  period. 


PRIVATE    SALES    MARKET 


$1,662,300 
1,030,100 

$2,692,400 

$221,900 
12,400 

$234,300 

2,484 
2,242 

4,726 

$120,645,610 
38,145,745 


SOUTH  OP  59TH  8TKKKT. 

BARROW  ST.— Abram  Bachrach  bought  from  the  estate  ot 
Joseph  Tuckerman  53  to  57  Barrow  st,  three  3-sty  dwellings  on 
plot  73x40,  near  Bleecker  st. 

BEDFORD  ST.— G.  Tuoti  &  Co.  sold  for  H.  P.  Ansorge  25  and 
27  Bedford  st,   two  4-sty  tenements,  39x7.5. 

BEDFORD  ST.— Thomas  Lillis  sold  IS  Bedford  st,  a  4-sty 
tenement,  18.9x72. 

BLEECKER  ST.— H.  Forman  bought  the  G-sty  tenement  323 
and  325  Bleecker  st,  40x40. 

BROAD  ST.— In  exchange  for  the  block  bounded  by  Broad- 
way, Wadsworth  av,  ISlst  and  182d  sts,  Mr.  Bendheim  gives  to 
Mr.  Hollander  the  northeast  corner  of  Broad  and  Front  sts,  an 
S-sty  building.  24x05.9. 

HORATIO  ST.— Mrs.  Fanny  Slchel  sold  12  and  14  Horatio 
St.  a  5-sty  tenement,  29x88. 

MADISON  ST.— E.  V.  Pescia  &  Co.  sold  for  the  estate  of  John 
Abberly  the  four  6-sty  tenements,  with  stores,  at  39,  41,  43  and 
45  Madison  st,  northeast  corner  of  James  st. 
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MADISON  ST.— The  A.  B.  C.  Realty  Co.  sold  for  Samuel  Ash- 
man the  C-sty  tenement  179  Madison  Bt,  25x100. 

MONROE  ST.— Lefkowitz  &  Brother  Ijought  2.59  Monroe  st, 
a  6-sty  double  tenement,  with  stores,  25x9-1. 

MONROE    ST.— Haber,    Dworkowitz    &   Haber   sold    to   George 
Dicker  85  Monroe  st,  a  C-sty  tenement,  20.1xl00x  irregular. 
Manufacturer  to  Build  in  Pearl  St. 

PEARL  ST.— John  A.  Weekes  and  B.  Golden  sold  490  and  492 
Pearl  st,  old  buildings  42. 2x  irregular.  The  adjoining  property, 
4S0,  was  sold  by  Clara  J.  Walgrove,  and  the  sale  of  488  by 
Giovanni  Rizzo  is  also  reported.  The  four  properties  make  a 
plot  100x130,  and  it  is  said  that  the  site  will  be  improved  with 
a  warehouse  and  office  building,  the  buyer  being  a  brass  manu- 
facturing concern. 

A  Pearl  St.  Sale. 

PEARL  ST.— The  Charles  F.  Noyes  Co.  sold  for  Dr.  Edward 
Dodd,  executor  of  the  estate  of  John  Strong,  393  Pearl  st,  a  5- 
sty  building,  32.5x141. 

READE    ST.— Charles    Wolinsky    sold    through    the    Ruland    & 
Whiting  Co.  150  Reade  st,  a  4-sty  building,  25.3x53.6. 
Leasehold  Sold  in  Rector  St. 

RECTOR  ST.— Voorhees  &  Floyd  sold  for  Edward  W.  Cooper 
the  leasehold  property  7  and  9  Rector  st,  50.4x47,  and  for 
John  F.  Hordsiek  as  executor  the  adjoining  building,  52  Trinity 
pi,  27.6x23.     This  was  formerly  Grace  Church  leasehold. 

WATER  ST. — Edward  McVickar  sold  for  Henry  Leerburger 
348  and  350  Water  st,  a  4-sty  stable,  34xG0. 

WATER  ST.— N.  A.  Berwin  &  Co.  and  Romaine  C.  Nichols  & 
Co.  sold  the  southwest  corner  of  Water  and  Fletcher  sts,  a 
5-sty  building,  27x43. 

3D  ST.— Krakower  &  Co.  sold  for  a  client  to  Philip  Goldstein 
58  East  3d  st,  a  7-isty  tenement,  31x100. 

9TH  ST.— In  exchange  for  1986  Park  av  the  Knepper  Realty 
Co.  gives  to  Mr.  Siegel  733  East  9th  st,  a  5-sty  tenement, 
25x92.3. 

IITH  ST.— Folsom  Brothers  sold  for  the  estate  of  William  A. 
Taylor  to  Edward  Friedman  55  East  11th  st,  a  5-sty  flat,  27x 
103.3.  The  owner  intends  making  extensive  alterations  for 
business  purposes. 

12TH  ST.— N.  Weisberg  sold  for  J.  &  A.  Ackerman  to  M. 
Bordowitz  541  East  12th  st,  a  5-sty  tenement  house,  18x103. 

13TH  ST. — Newman  Grossman  and  Frank  Feldman  bought 
249  and  249y2  East  13th  st,  a  4-sty  building,  with  store,  35x51. 

13TH  ST.— S.  Steingut  &  Co.  sold  for  the  Rauch  estate  323 
East  Idth  st,  5-sty  single  flat,  23x100. 

21ST  ST.— Finestone  &  Albert  sold  for  H.  D.  Baker  &  Brother 
37  West  21st  st,  a  7-sty  loft  building,  25x98.9. 
Corner  of  23d   St.   Sold. 

23D  ST.— The  Albert  Booth  Cohn  Co.  sold  for  the  American 
Ice  Co.,  represented  by  Charles  E.  Schuyler  &  Co.,  to  Parsons 
&  Holzman  the  northwest  corner  of  23d  st  and  Lexington  av, 
two  3-sty  buildings,  .50x98.9.  W.  Waldo  Smith,  Jr.,  was  asso- 
ciated as  broker.  The  above  parcel  is  diagonally  opposite  the 
site  of  the  old  City  College. 

Dwelling  Sold  in  24th  St. 

24TH  ST.— Louis  Schrag  and  F.  &  G.  Pflomm  sold  for  Henry 
A.  Collins,  Jr.,  to  J.  B.  Phillips  105  East  24th  st,  adjoining  the 
northeast  corner  of  4th  av,  a  4-sty  dwelling,  20.8x98.9. 

26TH  ST. — Aaron  Coleman  bought  from  Morris  Manheimer 
137  and  139  West  2Gth  st,  two  4-sty  buildings,  2.5x98.9.  The 
buyer's  intention  is  to  improve  the  property.  Henry  M.  Weill 
was  the  broker. 

30TH  ST.— J.  Romaine  Brown  &  Co.  sold  for  Boehm  &  Coon 
the  lot,  2.5x83,  on  south  side  of  30th  st,  51  ft.  west  of  6th  av. 

30TH  ST.— W.  S.  Man,  as  broker,  sold  233  West  30th  st,  a 
2-sty  stable,  20.6x98.9. 

31ST  ST.— William  J.  Roome  sold  for  Rudolph  J.  Hahn  402 
East  31st  st,  a  2-sty  brick  stable,  25x98.9. 

.32D  ST.— Pocher  &  Co.  sold  148  West  32d  st  for  Margaret 
Byrnes,  3-sty  tenement,  16.8x70.6. 

Dwellings  Sell  in  SSa  St. 

33D  ST.— John  Donnelly  sold  for  Mrs.  M.  K.  Saunders  159 
East  33d  st,  a  4-sty  dwelling,  20x98.9. 

33D  ST.— Edward  C.  Williams  sold  for  George  J.  Humphreys 
to  Alexander  Borrie  the  3-sty  dwelling  152  Eaet  33d  st,  16x98.9. 

33D  ST.— W.  S.  Patter  and  J.  L.  Van  Sant  bought  148  East 
33d  Bt,  a  3-sty  brick  dwelling,  18.9x25.  Ames  &  Co.  and  Hibson 
&  Co.   were  the  brokers. 

34TH  ST. — The  Howard  estate  was  reported  on  Thursday  to 
have  sold,  at  about  !j!7.50,000,  its  holdings  at  the  northwest  cor- 
ner of  34th  and  Madison  av.  They  comprise  a  4-sty  dwelling, 
altered  to  business  uses,  on  the  corner  plot,  37x95,  and  a  stable 
adjoining  on  lot  25x74.1,  at  17  West  34th  st.  The  rest  of  the 
block  is  controlled  by  Benjamin  Altman  and  William  Waldorf 
Astor.  No  confirmation  of  the  report  is  yet  obtainable,  but  it 
is  natural  to  imagine  that  if  a  sale  has  at  last  been  negotiated 
that  Mr.  Altman  has  had  something  to  do  with  it,  as  it  was 
long  ago  said  that  his  great  store  would  eventually  cover  the 
whole    square. 

35TH  ST.— The  estate  of  John  Strong  sold  to  L.  P.  Van  Riper 
424  West  35th  st,  a  5-sty  tenement  house,  25x100. 

37TH  ST.— J.  Brand  and  B.  J.  Foss  sold  for  Mrs.  M.  Lieb  the 
5-sty  brick  tenement  342  West  37th  st,  25x98.9. 


39TH  ST.— Leo  Kramer  sold  for  Sarah  Bruneman  533  West 
39th  st,  4-sty  tenement,  25x100. 

40TH  ST.— Jacob  J.  Tabolt  sold  for  Adam  Koenig  to  Edward 
C.  Widmeyer  the  4-sty  front  and  rear  tenements  553  West  40th 
st,  25x98.9. 

44TH  ST.^Pocher  &  Co.  sold  for  Harry  Levy  to  Jacob  Mandel- 
baum  for  investment  544  West  44th  st,  a  5-sty  tenement  house, 
25x100. 

4GTH  ST.— Horace  S.  Ely  &  Co.  sold  for  the  estate  of  Eliza 
M.  Perkins  42  West  46th  st,  a  4-sty  brownstone  dwelling,  21.6x 
100.5. 

C.  Grayson  Martin  Buys  in  46th  St. 

46TH  ST.— E.  H.  Ludlow  &  Co.,  as  brokers,  sold  for  the 
Burton  estate  to  Charles  Grayson  Martin  53  West  46th  st,  a 
4-sty  dwelling,  22x100. 

50TH  ST.— Greene  &  Taylor  Co.  sold  for  Trumbull  W.  Cleve- 
land to  a  buyer  for  occupancy  45  West  50th  st,  a  4-sty  and 
basement  brownstone  dwelling,  15x100.5,  a  Columbia  College 
leasehold. 

52D  ST. — John  P.  Kerwan  sold  for  Josephine  Crump  251  West 
52d  st,  a  3-3ty  store  front  dwelling,  14x100.5. 

54TH  ST.— Thomas  Munford  sold  00  East  54th  st,  a  4-sty  and 
basement  dwelling,  17x100.5. 

AV  B. — Newman  Grossman  and  Frank  Feldman  purchased 
275  and  277  Av  B,  being  the  northeast  corner,  three  5-sty  tene- 
ments, about  49x96. 

AV  C— Diamondston  &  Schwartz  bought  210  and  212  Av  C, 
southeast  corner  of  13th  st,  two  4-3ty  tenements,  with  stores, 
54x63. 

1ST  AV. — Madaline  Izer  sold  the  two  5-sty  tenements,  with 
stores,  at  the  northeast  corner  of  1st  av  and  5th  st,  48.6x72. 

2d  AV. — Newman  Grossman  and  Frank  Feldman  bought  215 
2d  av,  a  5-sty  tenement,  26.9x112. 

7TH  AV.— E.  S.  Willard  &  Co.  sold  for  the  Second  Associate 
Church  the  property  known  as  the  Seventh  Avenue  United 
Presbyterian  Church,  on  the  east  side  of  7th  av,  between  12th 
and  13th  sts,  92x100.  The  new  owners  will  utilize  the  structure 
for  business  purposes. 

8TH  AV.— Edward  C.  Williams  sold  for  the  San^tord  Realty 
Co.  to  L.  P.  Henryson  174  8th  av,  3-sty  buildings,  23.5x90,  ad- 
joining the  southeast  corner  of  19th  st. 

9TH  AV. — Max  Marx  sold  through  Arnold  &  Byrne  to  Morris 
Simon  and  Meyer  Ullman  236  9th  av,  a  6-sty  triple  flat,  with 
stores,  24.8x100,  adjoining  the  northeast  corner  of  24th  st. 


JNOKTH  OP  59TH  STKKKT. 

63D  ST.— David  D.  Doniger  bought  from  the  John  Strong  es- 
tate 132  West  63d  st,  a  5-sty  flat. 

63D  ST. — David  &  Harry  Lippmann  purchased  from  Anne  B. 
Gilson  179-81-83  West  63d  st,  three  5-sty  double  flats,  75x75, 
adjoining  the  corner  of  Amsterdam  av. 

68TH  ST.— The  Thomas  H.  Barber  estate  sold  45  East  68th 
st,  a  4-sty  dwelling,  25x100.5. 

69TH  ST.— The  Gross  &  Herbener  Realty  and  Construction 
Co.  has  sold  to  Michael  A.  Hoffman  225  to  229  West  69th  st, 
80x100.5. 

77TH  ST.— Walter  Russell  is  the  buyer  of  the  plot,  100x102.2, 
on  the  south  side  of  77th  st,  150  ft.  east  of  Columbus  av.  Mr. 
Russell  will  erect  a  12-sty  studio  and  apartment  building  on  the 
site. 

82D  ST.— Mrs.  Mary  Smith  sold  to  Louis  Lese  414  East  82d 
st,  a  4-sty  double  flat,  25x100. 

86TH  ST.— Tucker,  Speyers  &  Co.  sold  for  Mrs.  Olivia  P.  Hoe 
148  West  86th  st,  a  5-sty  American  basement  dwelling,  20x 
106.10. 

87TH  ST.— George  P.  Andrae  sold  to  Lawrence  Keane  346  East 
87th  st,  a  5-sty  flat,  25x100.8. 

89TH  ST.— Payson  McLane  Merrill  sold  for  Edward  Thaw, 
represented  by  Ranald  H.  Macdonald  &  Co.,  to  Mrs.  Henry  C. 
Bowen,  4  East  89th  st,  a  5-sty  American  basement  fireproof 
private   dwelling,  30x96x100,   for  $240,000. 

89TH  ST.— Louis  H.  Abenheiurer  sold  70  West  89th  st,  a  4-sty 
and  basement  dwelling,  20x100.8. 

94TH  ST.— Alfred  B.  Alexander  sold  for  Hoffman  Bros.  & 
Robinson  the  elevator  apartment  house  319  West  94th  st  to 
Rose  F.  Livingston,  through  S.  B.  Livingston,  as  attorney. 

94TH  ST.— Kauffman  &  Co.  sold  76  West  94th  st,  a  5-sty  flat, 
20x100.8,  for  Jeremiah  J.  Griffen. 

97TH  ST.— John  P.  Kirwan  sold  for  the  estate  of  John  N. 
Haring  165  West  97th  st,  a  3-sty  high  stoop  dwelling,  19x50x 
100.11. 

98TH  ST.— John  R.  &  Oscar  L.  Foley  sold  for  Edward  B. 
Corey  Nos.  136  and  138  West  98th  st,  two  4-sty  and  basement 
dwellings,  34x100. 

102D  ST.— Jonathan  Friedman  sold  169  West  102d  st,  a  5-3ty 
flat,  25x97. 

IIOTH  ST.— Meyer  Lefkowitz  bought  162  to  168  East  110th  st, 
four  5-sty  tenements,  with  stores,  100x100.11,  from  Max  Jacobs 
&  Co.     The  brokers     in  the  deal  were  Reivtlitz  &  Zeletzky. 

112TH  ST.— Joachim  &  Goldschmidt  sold  for  Gustav  Marder 
to  a  Mrs.  Freund  131  West  112th  st,  a  5-sty  triple  flat,  30x100.11. 

116TH  ST.— Arnold  &  Byrne  sold  for  Rauth  &  Yesky  to  Fred- 
erick Levy  152  East  116th  st,  a  5-sty  double  flat,  with  stores. 
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I2OTH  ST.— H.  Victorson  sold  for  M.  Goldberg  to  Mrs.  H. 
Schleiff  219  West   120th  st,   a  5-sty  apartment  house. 

123D  ST.— David  Lion  bought  418-420  East  123d  st,  two  4-Bty 
double  tenement  houses,  on  a  plot  50x1(10,  and  will  alter  the 
same  into  4-family  flats. 

Morningside   Heights   Apartment   Sold    for   $160,000. 
123D   ST.— M.   B.    Larkin   sold   to   John   H.   Callan   the    "Ruth" 
apartment    house,   situated    at   449-453   West    123d   st,    opposite 
Morningside  Park,  a  6-sty  elevator  building,  75x100. 

124TH  ST.— Israel  Block  sold  to  the  Adams  Express  Co.  the 
southeast  corner  of  124th  st  and  St.  Nicholas  av,  a  5-sty  flat, 
29.6x113.2.     The  buyer  owns  the  adjoining  property. 

136TH  ST.— George  F.  Picken  sold  for  Thomas  White  243 
West  136th  st,  a  3-sty  and  basement  dwelling,  17x100,  to  a 
client  for  occupancy. 

AV  A. — Lounsberry  &  O'Connor  sold  for  Samuel  Bauer  1423 
Av  A,  southwest  corner  of  7Cth  st,  a  5-sty  tenement,  25x100. 
This  is  the  first  sale  of  this  property  in  sixteen  years. 

AMSTERDAM  AV.— Millard  Veit  sold  to  a  client  of  Edward 
C.  H.  Vogler  643  Amsterdam  av,  adjoining  the  northeast  corner 
of  91st  st,  a  5-<sty  double  flat,  with  stores,  27x100. 

COLUMBUS  AV.— Frederick  Zittel  sold  for  the  Palisade  Realty 
Co.  The  Rennie,  southwest  corner  of  Columbus  av  and  90th  st, 
a  5-sty  flat,  with  five  stores,  in  the  avenue,  30x100.8%. 

LENOX  AV.— Arnold  &  Byrne  sold  for  Louis  Bernstein  to 
Carl  Schur  the  northwest  corner  of  Lenox  av  and  118th  st,  a 
5-sty  flat,  33.10x97. 

LENOX  AV.— J.  S.  Baum  sold  for  M.  Moses  387  Lenox  av,  a 
5-sty  double  flat,  25x75. 

LENOX  AV. — Frederick  Zittel,  .in  connection  with  Arnold  & 
Byrne,  sold  to  Israel  Hoffman  the  three  5-sty  buildings  145, 
147  and  149  Lenox  av,  each  25x75,  for  Estelle  F.  Taylor. 

LEXINGTON  AV.— Philip  Reilly  sold  to  the  Cosmopolitan 
Realty  Co.  533  Lexington  av,  a  3-sty  building,  with  stores, 
16x70. 

LEXINGTON  AV.— Mary  Ahern  and  John  T.  Eagan  sold  459 
and  461  Lexington  av,  two  4-sty  dwellings,  each  20x65,  at  the 
northeast  corner  of  45th  st. 

MADISON  AVE.— Stern  &  Simon  sold  for  S.  G.  Proops  to  B. 
Mainzer  1702  Madison  av,  a  5-sty  double  flat,  with  stores, 
25x75. 

Madison  Avenue  Corner  Brings  $300,0000. 

MADISON  AV.— William  S.  Sussman  and  Peter  Axelrad  sold 
for  August  Oppenheimer  the  Fairfax,  a  7-sty  elevator  apartment 
house,  100x87.9,  at  the  southwest  corner  of  Madison  av  and 
94th  St.     The  price  is  said  to  have  been  $300,000. 

MANHATTAN  AV.— Robert  Levers  sold  for  a  client  389  Man- 
hattan av,  a  3-sty  and  basement  dwelling,  18x50. 

PARK  AV.— Charles  M.  Siegel  sold  to  Haber,  Dworkowitz  & 
Haber  1984  Park  av,  a  5-sty  tenement,  25x86. 

ST.  NICHOLAS  AV.— Weisberger  &  Kaufman  sold  for  Mr. 
Israel  Lebowitz  the  northwest  corner  of  St.  Nicholas  av  and 
112th  st,  a  5-sty  triple  apartment  house,  with  four  stores,  34x 
136. 

WEST  END  AV.— Henry  A.  Vail  sold  279  West  End  av,  a 
4-sty  high  stoop  brownstone  dwelling,  at  the  southwest  corner 
of  73d  st,  24.4x95,  opposite  the  Schwab  mansion  and  grounds. 

2D  AV.— In  exchange  for  1984  Park  av  Haber,  Dworkowitz  & 
Haber  give  to  Mr.  Siegel  the  northeast  corner  of  2d  av  and  119th 
st,  a  4-sty  tenement,  20x75. 

Fifth  Avenue  Site  for  Mr.  Frick. 

oTH  AV.— Henry  C.  Frick  is  said  to  be  the  buyer  of  the 
Lenox  Library  site  on  5th  av,  between  70th  and  71st  sts,  form- 
ing a  plot  of  200x125.  Mr.  Lewis  Cass  Ledyard,  one  of  the 
trustees  of  the  Lenox  heirs,  negotiated  the  deal.  Mr.  Frick 
has  a  lease  of  the  Vanderbilt  mansion,  at  the  northwest  corner 
of  5th  av  and  51st  st,  which  has  several  years  to  run  and  will 
not  take  title  to  his  new  purchase  until  the  new  library  at  42d 
st  is  completed,  so  as  to  allow  ample  time  for  the  reinoval  of 
these  rare  collections,  of  which  it  is  said  there  are  about  seventy 
thousand  volumes.  This  library  was  a  gift  to  the  city  by  James 
Lenox,  it  being  incorporated  in  1S70.  Mr.  Lenox  prized  his 
precious  literature  at  one  time  to  the  extent  that  he  would  not 
permit  his  historian  to  consult  his  manuscripts,  also  barring 
the  bookbinder  from  inspecting  them.  Mr.  Lenox,  however, 
turned  his  library  over  to  the  public  in  1875,  presenting  the 
land  and  massive  building  to  which  this  voluminous  collec- 
tion was  transferred.  That  Mr.  Frick  will  entirely  remove  the 
present  edifice  is  probable,  though  it  would  seem  as  if  much  of 
it  could  be  used  in  the  new  mansion. 

STH  AV.— Friedman  &  Chenken  sold  for  R.  Maplesden  2547, 
2553  and  2555  8th  .av,  three  5-sty  flats,  with  stores,  each  25x85, 
to  a  Mr.  Klein. 


1S6TH  ST.— Frederick  Voss  sold  for  Stephen  Egan  556  West 
186th  st,   a  5-sty  apartment  house,  .■')0xl07. 

Sale   on   Washington   Heights. 

AMSTERDAM  AV.— Duff  &  Brown  sold  for  Josephine  Volken- 
ing  to  Henry  Marks  and  Casper  Levy  1747,  1749  and  1751  Am- 
sterdam av.  between  146th  and  147th  sts,  three  5-sty  triple 
flats,  75x100.  This  is  the  first  time  this  property  has  changed 
hands  since  It  was  built,  6  years  ago. 

$300,000   Trade  on  Washmgton   Heights. 

BROADW.A.Y.— The  Hudson  Realty  Co.  sold  to  the  Fluri  Con- 
struction Co.  the  block  front.  2(10x100,  on  the  east  side  of  Broad- 
way, between  15Sth  and  159th  sts,  now  being  excavated  for  the 
purpose  of  erecting  a  tall  apartment  house.  The  Fluri  Con- 
struction Co.  gave  in  exchange  for  this  the  Washington  Heights, 
a  handsome  6-sty  elevator  apartment  house.  100x100,  situated 
on  the  northeast  corner  of  Broadway  and  l.")9th  st,  the  same 
which  was  completed  last  fall,  is  almost  fully  rented.  Mr. 
Jacobs,  of  the  Hudson  Realty  Co.,  adds  that  the  better  the 
house  the  quicker  they  rent  in  this  section  of  the  city.  Mr.  Leo 
M.  Mosauer,  of  Jacob  Leltner's  office,  is  reported  to  have  nego- 
tiated   the    deal. 

Anotlier  Large  Washington  Heights  Transaction. 

BROADWAY.- A.  Hollander  has  sold  the  vacant  block 
bounded  by  Broadway,  Wadsworth,  av,  ISlst  and  182d  sts,  170x 
161x172x184.4,  to  Adolph  M.  Bendheim,  who  gives  in  exchange 
the  northeast  corner  of  Broad  and  Front  sts,  an  Snsty  building, 
24x65.9. 

ST.  NICHOLAS  AV.— C.  V.  Schmidt,  Jr.,  sold  for  Donald  Rol>- 
ertson  the  northeast  corner  of  183d  st  and  St.  Nicholas  av,  a 
5-sty  apartment  house  with  stores,  50x100. 


WASHINGTON  HKIGHT8. 

155TH  ST.— Nicholas  LT.  Bruckner  sold  to  the  Gross  &  Herb- 
ner  Realty  and  Construction  Co.  457  to  401  West  155th  st,  three 
5-sty  flats,  each  25x99.11,  between  Amsterdam  and  St.  Nicholas 
avs. 

173D  ST. — J.  Romaine  Browne  sold  through  Gross  &  Gross 
556  West  173d  st,  a  4-sty  dwelling,  16.6x50. 

179TH  ST.— Max  Marx  bought  from  Thomas  Mulligan  507  and 
509  West  179th  st,  two  5-sty  4-family  flats,  each  41.8x100. 


BKOJNA. 

144TH  ST.— Louis  Lese  sold  to  Patrick  J.  Kelly  007  to  G71  East 
144th  st,  a  2-sty  stable  and  a  3-sty  frame  dwelling,  75x100,  and 
666  East  145th  st,  a  3-sty  frame  flat,  25x100. 

148TH  ST.— Paul  Bultman  sold  for  Hyman  Lipke  784  East 
148th   st,   a   5-sty  double   flat,   27x100. 

149TH  ST.— The  Goodman  Realty  Co.  sold  for  the  North- 
western Realty  Co.  the  northeast  corner  of  149th  st  and  Pros- 
pect av,   50x100,   to  a  client. 

164TH  ST.— Ernst-Cahn  Realty  Co.,  in  conjunction  with  A. 
Mantinband,  sold  524-526  East  164th  st,  two  2-sty  frame  dwell- 
ings,  18.9x88  each,  to  Harris  Frank  and  I.   Solnick. 

164TH  ST. — Max  Freeman  sold  for  George  N.  Reinhart  to 
Ratze  Brenke  689  to  (j97  East  164th  st,  a  2-family  house  and 
brick  stable,  on  a  plot  97x200.  The  buyer  recently  acquired 
the  adjoining  property,  .50x200,  through  the  same  broker. 

213TH  ST..— A.  Shatzkin  &  Sons  bought  the  block  front  in  the 
south  side  of  213th  st,  from  Maple  av  to  Carlisle  pi,  200x100; 
also,  a  plot,  50x100,  in  the  west  side  of  Carlisle  pi,  100  ft.  south 
of  213th  St. 

BERGEN  AV.— A.  M.  Johnson  &  Co.  sold  for  Joseph  Engle  652 
and  654  Bergen  av,  two  3-sty  frame  buildings,  34x131. 5x 
irregular. 

TINTON   AV.— William   Danzeiser   resold   the   5-sty    fiat,    with 
store,    at    the    southwest    corner    of    Tinton    av    and    169th    st, 
80.2x59.8x70x21,  known  as  1247  Tinton  av  and  968  East  169th  st. 
Another    Large    Acreage    Sale. 

THROGGS  NECK.— A  syndicate  organized  by  Benjamin  Klee 
(A.  Barnard,  president,  and  Edwin  Meyers,  treasurer),  acquired 
the  Coster  estate  at  Throggs  Neck,  about  31  acres,  situated  at 
the  corner  of  the  Eastern  Boulevard  and  Throggs  Neck  rd. 
They  now  own  the  Havemeyer,  Bruce  Brown.  Turnbull  and 
Coster  estates,  about  350  acres,  with  more  than  7,000  ft.  of 
the  finest  water  front  lands  in  the  Bronx,  and  costing  about 
.$2,000,000.  The  brolcers  who  negotiated  these  sales  were 
Samuel  Fleisch,  who  represented  Mr.  Klee;  Joseph  Veit  and 
Louis  A.  Risse,  former  chief  engineer  of  the  Bronx,  and  who 
was  largely  instrumental  in  the  building  and  laying  out  of  that 
borough.  Mr.  Risse  has  acted  in  an  advisory  capacity  for  the 
syndicate,  and,  together  with  Messrs.  Fleisch  and  Veit,  will 
have  full  charge  of  the  development  of  these  lands.  These 
purchases  are  made  for  speculative  purposes.  William  Ebling, 
who  bought  the  Stephen  Kelly  tract  of  15  acres,  adjoining  the 
Coster  estate,  about  a  year  ago  for  $5,000  an  acre,  refused, 
an  offer  of  .$8,000  an  acre  for  his  holdings. 

Schwab  Acres  to  New  York  University. 

UNIVERSITY  HEIGHTS.— J.  Clarence  Davies  sold  to  N.  Y. 
University  the  property  known  as  the  Schwab  estate,  con- 
sisting of  about  175  lots  running  from  Sedgwick  av  on  the  west 
to  Aqueduct  av  on  the  east,  and  extending  from  the  campus 
of  the  University  south  to  180th  st.  It  contains  the 
residence  of  the  Schwab  family  and  the  Herman 
Schwab  residence.  The  property  is  the  site  of  what  was 
known  as  Fort  No.  8  during  the  Revolutionary  War,  being  one 
of  the  lines  of  defense  which  stretches  south  along  the  Harlem 
River  from  Fort  Independence  at  Kingsbridge,  and  is  one  of 
the  highest  points,  if  not  the  highest,  along  that  side  of  the 
Harlem  River.  It  has  been  the  Schwab  family  residence  over 
fifty  years,  this  family  being  well  known  in  connection  with 
the  North  German  Lloyd  Line.  This  very  gi-eatly  extends  the 
grounds  of  the  University  and  adds  14  or  15  acres  to  their 
beautiful    site    at    University    Heights.      While    the    Chancellor 
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concealed  the  identity  of  the  donor  by  saying  that  the  farm 
had  been  bought  by  friends  of  the  University  and  presented  to 
the  institution  free  of  encumbrance  as  a  Christmas  gift,  it  is 
currently  reported  that  the  gift  came  from  Mrs.  Russell  Sage. 
Gustav  Schwab,  who  later  became  a  member  of  the  firm  of 
Oelrichs  &  Co.,  agents  for  the  North  German  Lloyd  Line,  lived 
in  the  house  he  built  until  his  death  in  188S,  and  his  widow  con- 
tinued to  reside  there  until  her  death  in  1904.  Some  years  ago 
the  late  Herman  Schwab,  a  son  of  Gustav  Schwab  and  brother 
of  Gustav  H.  Schwab,  the  present  agent  of  the  North  German 
Lloyd  Line,  built  a  small  brick  house  on  the  farm  a  few  yards 
away  from  his  father's  residence,  and  these  two  briclc  struc- 
tures are  the  only  buildings  except  a  few  outbuildings.  The 
smaller  house  is  now  occupied  by  a  family,  whose  lease  lias  a 
few  months  longer  to  run.  While  the  farm  is  for  the  most 
part  covered  with  fine  elms  and  oak  trees,  there  is  much  level 
lawn  space,  the  whole  being  a  model  addition  to  an  ideal  college 
campus.  In  the  negotiations  which  resulted  in  the  turning  over 
of  the  property  to  the  school  Mrs.  Sage  was  represented  by 
Heni-y  W.  De  Forest.  The  price  paid  is  said  to  have  been  about 
$300,0(X>. 

WEST  FARMS  RU.— Geo.  J.  McCaffrey  &  Son  sold  for  the  es- 
tate of  Smith  W.  De  Voe,  dock  property  on  the  east  side  of 
West  Farms  road,  43S  ft.  north  of  174th  st,  130x30x  irregular, 
this  property  having  been  in  the  De  Voe  family  for  over  GO 
years. 
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1ji<;asks. 

S.  Osgood  Pell  &  Co.  leased  tn  A.  Freedlander  &  Co.  23  West 
3Gth  st  for  a  term  of  years  at  an  aggregate  rental  of  over 
$150,000. 

M.  &  L.  Hess  leased  for  Brody,  Adler  &  Koch  30,000  sq.  ft. 
in  the  new  11-sty  and  basement  building,  8-10  West  19th  st,  for 
a  term  of  years. 

John  J.  Boylan  leased  for  William  Esselborn  to  Hugo  Gut- 
freund  for  a  term  of  ten  years  the  stable  and  loft  building  No. 
518  West  4Sth  st. 

M.  &  L.  Hess  leased  for  the  Union  Square  Realty  Co.  6,000 
sq.  ft.  in  IC-IS  East  10th  st,  and  for  M.  H.  Beers  7,000  sq.  ft. 
in  7  East  17th  st. 

E.  V.  Pescia  &  Co.,  of '99  Nassau  st,  leased  for  Annie  Putter 
to  a  client  the  G-sty  double  tenement,  with  stores,  at  417-419 
East  74th  st  for  a  term  of  years. 

E.  Tanenbaum  &  Co.  leased  to  Hackett,  Carhart  &  Co.,  for 
the  Master  Builders'  Realty  &  Construction  Co.,  7,500  sq.  ft.  in 
the  new  13-sty  building  10-12-14  East  12th  st.  The  lease  is  for 
a  term  of  years. 

Pocher  &  Co.  leased  the  following:  331  West  37th  st,  entire 
building,  for  B.  F.  Poth  to  Walter  L.  Herbert,  for  a  term  of 
years;  also  the  private  dwelling  at  120  East  54th  st  for  John  D. 
Wing  to  Bernard  Hagen;  also  store  at  034  Gth  av,  for  the 
United  Merchants  Impts.   Co.   to  KaufEman  &  Co. 

Frederick  Fox  &  Co.  leased  for  Francis  Bannerman  499 
Broadway,  together  with  the  store  and  basement  at  70  Mercer 
st,  to  the  Eastern  Manufacturing  Co.,  for  a  term  of  years;  also 
for  Sherman  B.  Townsend  8,000  sq.  ft.  in  11  East  17th  .st;  for 
Herman  Hohns,  7,500  sq.  ft.  in  40  East  12th  st. 

Heil  &  Stern  leased  for  the  14th  St.  Bank  in  their  building 
at  the  northeast  corner  of  5th  av  and  14th  st  the  entire  upper 
part,  consisting  of  five  floors,  containing  about  30,000  sq.  ft. 
The  bank  will  make  extensive  alterations  to  the  property.  The 
lessees  are  Messrs.  H.  Kitzinger  &  Co.,  and  the  lease  covers  a 
term  of  years. 


SUBURBAN. 

Fred  H.  Cozzeng,  of  Brooklyn,  bought  through  Cornelius 
Kolff  the  Hutaf  farm  of  40  acres  at  Richmond  Valley,  Staten 
Island. 

Cornelius  Kolff  has  just  taken  title  to  a  plot,  50x100,  on 
Stuyvesant  pi,  Staten  Island,  and  is  having  plans  prepared  for 
a  6-sty  ofBce  building  to  be  erected  on  the  site. 

E.  Sharum  sold  to  M.  Depan  191  Harrison  st,  121-123  East 
23d  st  and  477  Graliam  av,  three  2-family  and  4-family  houses 
in  Paterson,  N.  J.  The  seller  took  as  part  payment  a  country 
residence  and  70  acres  of  land  at  Indian  Lake,  N.  Y. 

Jesse  C.  Bennett  &  Co.  sold  the  John  J.  Crooke  farm,  situated 
between  Whitlock  and  Great  Kills  station,  consisting  of  130 
acres,  and  fronting  on  Amboy  road.  Grand  Boulevard  and  Great 
Kills  Bay.  This  is  a  valuable  piece  of  property  for  subdivision, 
having  large  water  frontage  and  large  frontage  on  Grand 
Boulevard. 


More  Interborough  Rapid  Transit  Economy. 

The  coating  of  dirt  is  so  thick  upon  the  windows  of  some  of 
the  subway  cars  that  one's  sight  is  befogged  in  attempting  to 
look  through  them,  even  after  emerging  from  the  underground. 
Of  course,  window  cleaning  is  expensive,  and  no  doubt  Mr. 
Hedley  would  feel  hurt  were  any  complaints  or  suggestions 
offered,  as  he  has  already  expressed  a  desire  to  have  outsiders 
mind  their  own  business. 


The  report  in  the  daily  press  this  week  of  the  sale  of  588 
5th '  av,-  a  G-sty  brick  and  stone  business  building,  is  denied 
by  the   owner,  Henry  G.   Trevor. 

At  a  meeting  of  the  Bronx  Real  Estate  Auctioneers  the  fol- 
lowing officers  were  elected:  Julius  H.  Haas,  president;  Thomas 
T.  Uren,  vice-president;  Walter  Whewell,  secretary,  and  Ed- 
ward Polak,  treasurer. 

The  city  of  New  York  took  title  to  48  Irving  pi  during  the 
past  week.  The  property  is  near  17th  st  and  is  a  part  of  the 
block  frontage  upon  which  the  Board  of  Education  will  erect  a 
building   for   its   own    use. 

Robert  E.  Bliss,  for  several  years  with  Charles  H.  Easton  & 
Co.,  real  estate  agents  and  brokers,  IIG  West  42d  st,  has  made 
a  connection  with  Edward  C.  Williams,  135  Broadway,  who  has 
recently  closed  contracts  for  several  important  parcels  of 
realty. 

Lotos  Club  is  said  to  have  an  option  on  Nos.  56  to  60  West  48th 
st,  60x100.5.  The  present  owner  of  No.  56  is  Louise  R.  Weed, 
of  No.  58,  Julia  M.  Foster,  and  No.  GO,  Robert  Jaffray.  The 
Lotos  Club  recently  sold  its  home  at  558  5th  av,  near  46th  st, 
to  Jacob  Neadle  for  $750,000. 

It  was  announced  during  the  week  that  Staten  Island  is 
to  have  a  new  theatre;  in  fact,  the  first  real  theatre  on  the 
island.  It  will  be  on  the  pattern  of  the  American  Tlieatre  in 
42d  st  and  will  seat  1,800.  The  building  will  cost  about  $225,- 
000.  Its  location  is  in  Main  st,  Stapleton,  where  excavations 
have  already  begun. 

Chas.  Leopold,  of  169  East  74th  st.  New  York,  offera  for  sale 
the  following  lots  in  the  Bronx;  Corner  Gun  Hill  road  and 
Decatur  av,  50x100,  with  25x100  on  Decatur  av,  on  the  east 
side  of  Decatur  av,  100  ft.  from  Gun  Hill  road,  50x100.  In  the 
Borough  of  Manhattan:  Northwest  corner  of  145th  st  and  Lenox 
av,  SOxlOO;  good  for  building  site. 

It  has  become  quite  noticeable  of  late  that  many  churches  in 
the  older  sections  of  Manhattan  are  taking  advantage  of  the 
rise  in  property  values  and  are  disposing  of  their  holdings  at 
large  advances  over  original  cost,  thus  enabling  them  to  pur- 
chase sites  in  locations  better  suited  for  their  purpose,  and  to 
erect  thereon  more  modern  houses  of  worship. 

No  five-cent  fare  on  the  Pennsylvania  lines.  "We  are  not 
doing  a  local  business,"  said  Vice-President  Rae.  This  is  rough 
on  Queens,  but  who  had  any  right  to  expect  anything  different? 
Mr.  Belmont's  tunnel  may  do  better  by  us,  but  Mr.  Belmont 
himself  has  nothing  to  say  at  present.  The  Pennsylvania  evi- 
dently means  to  insist  on  the  full  commutation  fare. 

Mr.  Sheldon  B.  Shaw,  of  Richard  V.  Harnett  &  Co.,  73 
Liberty  st,  Manhattan,  says:  "Wliile  there  is  no  doubt  that 
mortgage  money  is  more  plentiful  than  it  was  a  month  ago,  it 
is  still  difficult  to  place  applications.  This  unsatisfactory  con- 
dition is  exerting  a  retarding  influence  in  the  sales  department, 
and  has  resulted  in  many  postponements  in  the  signing  of 
contracts  of  purchase." 

It  is  stated  that  a  large  number  of  mortgagees  who,  previous 
to  the  present  agitation,  had  suits  pending  to  foreclose  mort- 
gages upon  which  payment  demanded  under  the  Brundage  or 
similar  clauses  had  been  refused,  have  discontinued  legal  pro- 
ceedings in  such  cases.  This  is  regarded  by  brokers  and 
operators  as  an  admission  of  weakness  on  the  part  of  lenders 
with  respect  to  their  legal  right  to  enforce  payment  under  the 
provisions  mentioned. 

A  new  title  company  recently  incorporated  with  a  capital  of 
$150,000  is  the  Empire  Title  Guarantee  Company,  with  tem- 
porary offices  at  3  Park  row.  This  company  was  formed  at  a 
meeting  of  over  one  hundred  Manhattan  and  suburban  real 
estate  brokers,  who  have  subscribed  90  per  cent,  of  the  stock 
of  $150,000.  The  company  expects  in  the  early  part  of  January 
to  elect  permanent  officers  and  commence  business,  and  ulti- 
mately the  capital  stock  will  be  increased  to  $3,000,000. 

It  is  said  that  the  Thaw  family,  of  Pittsburgh,  who  have  ac- 
quired costly  dwellings  in  Manhattan,  are  desirous  of  disposing 
of  their  holdings  on  account  of  the  unpleasant  notoriety  brought 
upon  them  by  Harry  K.  Tha%v.  Edward  Thaw,  brother  of  Harry 
K.,  sold  his  residence  at  4  East  89th  st.  The  house  was  built 
for  Mr.  Thaw  only  rc»ently  by  Ronald  H.  Macdonald  &  Co.  The 
house  at  1054-5  5th  av,  which  was  purchased  by  Mrs.  Thaw  In 
the  early  part  of  the  year,  was  also  reported  sold.  See  in  re-_ 
ported   sales   column   for  detailed   description. 

Mr.  E.  Tanenbaum,  of  E.  Tanenbaum  &  Co.,  656  Broadway, 
Manhattan,  in  speaking  of  renting  conditions  along  Broadway, 
alluded  to  the  marked  absence  of  "to  let"  signs  on  that  thor- 
oughfare. "Practically  everything  is  rented,"  said  Mr.  Tanen- 
baum, "and  the  few  remaining  signs  generally  refer  to  short 
leases."  Upon  being  asked  his  opinion  of  the  condition  of  the 
mortgage  branch  of  the  real  estate  business,  Mr.  Tannenbaum 
said  that  loans  are  much  easier  to  place  than  formerly,  which 
indicated   a   less   stringent  condition   in   the   money   market. 

A  loan  of  $1,500,000  at  4H  per  cent,  was  made  on  Tuesday  by 
Mrs.   O.    Sage,   widow  of  Russell   Sage,   on   the  property   of   the 

Lands  Purchase  Company  on  the  south  side  of  Wall  st,   107.6 
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west  of  William  st,  and  has  until  Feb.  1,  1910,  to  run.  The 
following  loans  made  by  Mrs.  Sage  on  real  estate  in  Manhattan 
have  been  recorded  in  the  Register's  office:  on  the  New  York 
Hippodrome,  $1,200,000;  on  the  Hotel  Breslin,  $1,050,000;  on 
Park  Row  Building,  $2,500,000;  on  a  plot  87.3x40.1,  at  northwest 
corner  62d  st  and  Broadway,  $175,000;  and  on  a  plot  47.3x98.9, 
on  south  side  of  34th  st,  043  ft.  east  of  7th  av,  $450,000.  All 
of  the  above  loans  are  at  4hi  per  cent. 

Mr.  H.  White,  of  1471  St.  Nicholas  av,  near  184th  st,  says 
things  are  fair  to  middling  on  Washington  Heights.  While 
this  was  a  bad  renting  season,  there  were  some  places  being 
rented.  Both  improved  and  unimproved  properties  were  being 
sold  right  along.  He  said  the  subway  arrangements  were  con- 
temptible. The  traffic  at  ISlst  st  station  was  so  great  that 
people  had  to  stand  and  wait  for  an  elevator.  He  was  at  a 
loss  to  know  why  the  company  did  not  run  their  cars  to  181st 
st,  instead  of  switching  back  at  168th  st,  when  there  is  so  much 
demand  for  it.  The  fact  seemed  to  be  that  the  company  did  not 
care  or  try  to  do  what's  right. 

Mr.  Louis  Becker,  of  2003  Amsterdam  av,  has  been  appointed 
sole  agent  for  the  management  of  the  newly  constructed  6-sty 
apartment  houses  at  the  northwest  corner  of  Amsterdam  av 
and  159th  st,  southwest  corner  of  159th  st  and  Amsterdam  av, 
2006  Amsterdam  av.  No.  509  West  159th  st.  No.  504  West  159th 
st,  and  the  whole  block  front  of  houses  on  the  easterly  side  of 
Amsterdam  av,  between  15Sth  and  159th  sts,  also  Nos.  524-2(i 
West  159th  St.  When  Mr.  Becker  first  established  his  office  at 
the  above  address  many  years  ago,  his  building  was  the  most 
northerly  elevator  apartment  house  on  Manhattan  Island.  He 
now  finds  himself  surrounded  with  dozens  of  them,  to  the 
north,  south,  east  and  west.  Although  the  houses  above  men- 
tioned have  scarcely  been  completed,  many  of  the  apartments 
have  been  rented  to  desirable  tenants.  Within  the  last  month 
Mr.  Becker  has  received  the  agency  of  over  twenty-five  houses 
newly  completed   on   Washington  Heights. 


Many  Sales  in  the  Pennsylvania  Terminal  Section. 

The  numerous  sales  which  have  lately  occurred  in  the  Penn- 
sylvania Terminal  section  reflect  an  unmistakable  growth  of 
confidence  on  the  part  of  real  estate  speculators  in  the  future 
value  of  property  within  that  zone.  Brokers  are  daily  in  re- 
ceipt of  inquiries  from  all  quarters  concerning  prices  of  old 
buildings  in  the  locality,  and  indications  point  to  the  closing 
of  several  transactions  of  importance  before  the  beginning  of 
the  new  year.  It  is  generally  believed  that  some  of  the  recent 
purchases,  especially  in  32d  and  34th  sts,  will  result  in  the 
improvement  of  the  sites  acquired  by  the  erection  of  modern 
store  and  loft  buildings.  Just  what  the  character  of  32d  st 
between  Cth  and  7th  avs  will  be,  it  is  difficult  to  determine, 
but  realty  experts  express  the  opinion  that  it  is  likely  to 
become  one  of  the  most  active  side  streets  in  the  terminal 
section.  It  is  certain,  though,  that  a  large  part  of  the  Penn- 
sylvania traffic  will  pass  through  that  thoroughfare,  and  it  is 
therefore  not  unreasonable  to  assume  that  values  will  be  cor- 
respondingly affected. 

The  recent  sales  of  106-8,  138-40.  144,  154  and  156  West 
32d  st,  all  of  which  are  situate  on  the  south  side  of  the  way, 
are  an  evidence  of  the  preference  which  buyers  have  shown  for 
property  in  this  street.  In  direct  contradistinction,  the  absence 
of  activity  on  the  north  side  of  33d  st  is  noticeable,  and  has 
been  the  subject  of  comment  during  the  past  week.  No  sales  of 
note  have  taken  place  on  this  side  of  the  street  since  the  pur- 
chase of  the  northeast  corner  of  7th  av.  TATiatever  the  cause 
of  this  temporary  dullness  may  be,  brokers  and  operators 
advance   the   belief   that    it   cannot   be    of   long   duration. 

Thirty-fourth  st  has  emerged  from  its  inactive  state  and  has 
contributed  important  sales  during  the  past  month,  among 
them  being  the  purchase  of  156-58-60  between  Gth  and  7th  avs, 
and  215  to  223  between  7th  and  Sth  avs.  Another  parcel,  214, 
has  been  sold  twice  in  the  last  three  months,  and  is  the  latest 
addition  to  the  interesting  list  of  transactions  effected  in  the 
terminal   district. 

It  has  been  intimated,  however,  that  the  prices  which  have 
been  obtained  for  realty  in  the  streets  referred  to  have  been 
excessive  and  out  of  proportion,  more  especially  in  view  of  an 
uncertainty  which  still  exists  as  to  the  class  of  building  which 
will  best  meet  the  requirements  of  the  changing  locality.  It  is 
argued  that  in  the  event  of  a  consolidation  of  interests  between 
the  Pennsylvania  Railroad  and  the  McAdoo  Tunnel  Company 
with  respect  to  a  joint  erection  by  them  of  an  arcade  which 
might  extend  from  Gth  to  7th  avs,  that  the  effect  of  such  a 
structure  would  exert  other  than  a  beneficial  Influence  in 
values,  particularly  in  32d  and  33d  sts.  While  plans  have  not 
taken  any  definite  shape  in  the  indicated  direction,  the  possi- 
bility of  the  result  of  such  an  undertaking  is  worthy  of  thought- 
ful consideration. 


— Brooklyn  realty  men  predict  that  there  will  be  some 
busy  times  next  spring,  by  which  time  the  market  will  have 
fully  recovered  its  equilibrium.  The  boom  sections  picked  out 
are  Queens,  the  Bay  Ridge  and  Flatbush  sections,  which  will 
profit  most  by  improvements  which  are  now  pending.  But  how 
Flatbush    can    boom    again   with    the    extreme   prices    that    are 
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being  asked  is  difficult  for  the  public  to  see,  unless  the  designa- 
tion "Flatbush"  means  something  different  than  the  general 
acceptance.  So  much  of  Brooklyn  is  now  called  "Flatbush," 
that  almost  any  statement  can  in  truth  be  made  for  it.  As  the 
case  stands,  extreme  prices  have  blocked  the  market  in  Pros- 
pect Park  South  and  in  the  adjacent  neighborhoods,  but  certain 
other  Flatbush  neighborhoods,  far  to  the  south,  may  come  in 
for  some  real  business  in  the  spring. 


Inefficiency  of  Rapid  Transit  Board. 

Real  estate  brokers  throughout  the  boroughs  of  Manhattan 
and  the  Bronx  continue  to  manifest  feelings  of  dissatisfaction 
regarding  the  management  of  all  transit  roads  operating  in 
these  boroughs.  Mr.  J.  Clarence  Davies,  referring  to  the  Board 
of  Rapid  Transit  Railroad  Commissioners,  remarked  this  week 
that  it  was  his  opinion  that  they  should  be  removed.  "What 
we  want  are  live  men,"  he  said;  "this  i.s  not  a  dead  town.  What 
have  they  done?  It  took  them  about  fifteen  years  to  build  one 
road  W'hen  three  should  have  been  built." 

Mr.  Davies  called  attention  to  the  elevated  structure  at  150th 
st  and  3d  av,  connecting  with  the  subway,  which  has  ruined 
the  abutting  property,  and  is  now  used  by  the  Interborough 
Company  to  side-track  cars  on,  thereby  causing  the  public  every 
possible  inconvenience.  As  to  the  4th  av  trolley  cars,  he  was 
unable  to  patronize  them  at  all  during  rush  hours,  being  com- 
pelled to  hire  a  cab  to  get  home.  Even  during  the  day  so  few 
cars  were  run  as  to  cause  unnecessary  congestion  and  delay. 


Passing  of  an  Old  Cliurch. 

The  property  of  the  7th  Avenue  United  Presbyterian  Church, 
fronting  on  7th  av  between  12th  and  13th  sts,  was  sold  during 
the  week,  and  it  is  the  intention  of  the  buyer  to  alter  the  old 
edifice  into  an  office  and  loft  structure.  The  property  has  a 
frontage  of  92  ft.  and  a  depth  of  100  ft.,  and  is  regarded  as  one 
of  the  most  desirable  parcels  in  that  section.  Owing  to  the 
building  of  the  McAdoo  tunnel,  values  have  greatly  increased  in 
the  vicinity,  and  as  a  result  there  is  a  growing  demand  for  well 
located  realty  in  the  neighboring  streets  and  avenues. 


Conunission  Rate  in  Queens. 

Editor  Record  and  Guide: 

What  is  the  usual  rate  of  commission  for  selling  property  at 
Jamaica? 

Answer. — Anything  in  Queens  and  Nassau  counties,  2^4  per 
cent. 
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to  lend  in  large  or  medium-size  amounts  on 
choice  Manhattan  business  or  residence  pro- 
perty only.  Exceptionally  desirable  applica- 
4ions   will   receive   favorable   consideration   at 

A.W.McLaughlin&Co. 

128  Broadway,  cor.  Cedar. 

IP  YOU  CAN  INFLUENCE  TRADE  for  wire 
and  Iron  work,  address,  in  confidence,  BOX  4, 
139   Kingsland   Ave.,    Brooklyn,    N.    Y. 

WANT  EXPERIENCED  SALESMEN  for  lum- 
ber, mill  work,  brick,  and  building  materials. 
ROOM  511,   lOS  Fulton   St.,   N.   Y. 

YOUNG  MAN  of  good  education,  strict  in- 
tegrity, five  years*  successful  experience,  desires 
position  with  progressive  real  estate  firm.  Best 
references.  AMBITIOUS,  Record  and  Guide, 
Downtown. 

TO  BUILDKUS  AND  CONTRACTORS.— Adver- 
tiser, with  20  years'  experience  in  building  cou- 
rtruction,  estimating,  drafting  and  superintend- 
ing, now  engaged,  desires  to  make  a  change. 
Position  preferred  where  an  interest  can  be 
eventually  obtained.  All  communications  treated 
confidential.  "REX,"  c\o  Record  and  Guide,  14 
Vesey   Street,   N.   Y.    City. 

ADVERTISER  seeks  a  situation  with  a  party 
about  to  build;  capable  of  preparing  plans  and 
specifications,  estimate  cost  and  take  entire 
charge  from  commencement  to  completion.  No 
operation  too  large.  Communications  strictly 
confidential.  "HUSTLER,"  c|o  Record  and 
Guide,    14    Vesey   Street,    New   York. 

WANTED— A  "Bromley"  tOO.I  Atlas  of  New 
Y'ork  City.  LEONARD  MOODY  R.  E.  CO.,  141 
Broadway,    N.    Y. 

WE  WILL  PAY  10c.  each  tor  copies  of  Record 
and  Guide  Nos.  1825.  188S,  ISSl.  1!K)1.  UlOt. 
ini7.  lUlti.  liOOl,  delivered  in  good  coudiiion  ai 
uptown   office,    11    East  iilth   Street. 

ESTIMATOR-MANAGER— Representative  thor- 
oughly experienced,  large  acquaintance,  wishes 
position  with  sub  or  general  contractor.  "D  " 
243    Covert    St.,    Brooklyn. 
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Long  Island  Real  Estate  Matters. 

The  regular  semi-monthly  meeting  of  the  Board  of  Governors 
of  trie  Long  Lsland  Real  Estate  Exchange  was  held  at  Shanlev's, 
on  Broadway,  Manhattan,  on  December  IS,  amid  felicitations 
at  the  success  of  the  reaonvened  convention.  It  is  significant 
of  the  interest  taken  by  the  Governors  in  their  Exchange  that 
twenty-two  members  out  of  twenty-five  were  in  attendance  at 
the  meeting  of  the  board,  and  that  is  about  the  average  at- 
tendance at  all  meetings.  A  large  number  of  propositions  were 
received  as  a  result  of  the  convention,  but  only  the  following 
were  acted  upon  at  the  meeting,  and  which  were  elected: 
Rickert-Pinlay  Realty  Co.,  Leo  Bugg,  representative;  Henry 
Clay  Weeks,  of  Bayside,  Long  Island;  E.  R.  Berau's  Realty 
Company,  Hollis,  Long  Island;  Edwin  M.  Rowley,  Northport, 
Long  Island;  William  Olpp;  J.  W.  Dollittle;  Frank  Sovack: 
Stanley  E.  Gunnison,  representative  of  Hollis  Park  Comapny: 
S.  Osgood  Pell  &  Co.  President  Kempner  reported  that  he  had 
signed  the  lease  for  the  new  headquarters  of  the  Exchange,  to 
be  located  at  No.  349  5th  av,  southeast  corner  34th  st,  in  the 
building  known  as  Billings'  Court.  The  headquarters  have  been 
leased  for  five  years  and  will  occupy  the  fifth  loft  of  the  build- 
ing. It  is  expected  that  the  Exchange  w^ill  be  opened  for  busi- 
ness on  the  first  day  of  January,  1907. 

The  Home  Builders'  Exposition  occupied  considerable  atten- 
tion during  the  meeting,  and  resulted  in  the  selection  of  an 
Exhibition  Committee  of  nine  members,  and  the  general  man- 


agement of  the  exhibition  is  to  be  in  the  hands  of  President 
Kempner.  The  committee  is  as  follows:  H.  Allen  Tenney,  W. 
A.  Ryan,  L.  H.  Pounds,  H.  P.  Engelhardt,  J.  F.  Mincher,  J,  W. 
Paris,  William  Richensteen,  A.  L.  Langdon  and  Otto  Kempner. 
This  committee  met  for  the  first  time  on  December  21,  and 
made  preparations  for  an  active  and  aggressive  campaign.  The 
executive  office  for  the  management  of  the  exhibition  will  be 
at  the  Exchange  headquarters,  where  all  communications  may 
be  addressed  from  now  on. 

One  of  the  questions  that  engaged  the  attention  of  the  board, 
raised  by  Mr.  Engelhardt,  related  to  the  subject  of  compiling 
a  register  of  non-members  to  consist  of  reputable  brokers,  with 
whom  members  could  engage  in  transactions  and  share  broker- 
age fees.  After  an  extended  debate  it  was  decided  that  every 
broker  who  may  desire  to  become  registered  must  also  become 
a  regular  member  of  the  Exchange  and  pay  the  usual  member- 
ship fee.  Mr.  WnUiam  Richensteen  spoke  of  the  importance  of 
taking  up  the  matter  of  protecting  brokers  by  some  legislative 
enactment,  and  on  his  motion  the  subject  was  referred  to  the 
committee  on  Law  and  Legislation  for  immediate  action.  The 
instructions  of  the  convention  regarding  the  amendment  of  the 
city  charter  so  as  to  provide  a  separate  Park  Commissioner 
for  the  Borough  of  Queens  and  a  separate  fund  for  the  main- 
tenance of  parks  in  Queens  County  were  also  considered  and 
assigned  to  the  appropriate  committee  for  proper  action.  It 
was  stated  at  the  rneetlng  that  at  an  early  day  a  cominlttee  of 
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the  Exchange  would  make  a  tour  of  inspection  of  Long  Island 
in  company  of  State  Engineer-elect  Skene  with  a  view  to  lo- 
cating the  best  available  route  for  the  grand  Long  Island 
Boulevard  that  the  Long  Island  Exchange  proposes  to  advocate 
most  strenuously. 


Want  Fort  Haniilton  Removed. 

The  West  End  Board  of  Trade  of  Brooklyn  is  of  the  opinion 
that  the  defenses  at  Fort  Hamilton  are  not  of  sufficient  Im- 
portance to  warrant  the  maintenance  of  this  historic  post,  and 
voices  the  belief  that  the  batteries  at  Sandy  Hook  are  power- 
ful enough  to  deter  a  hostile  fleet  from  gaining  an  entrance  into 
the  inner  harbor  and  doing  considerable  damage.  The  mem- 
bers of  the  Board  of  Trade  further  believe  that  it  would  be 
desirable  to  raze  the  army  buildings  at  the  fort,  dismantle  the 
batteries  and  turn  the  reservation  into  a  city  park,  and  to  this 
end  they  have  asked  Representative  Waldo  to  take  up  the  sub- 
ject with  the  War  Department.  It  is  needless  to  say  that  the 
proposition  comes  in  the  nature  of  a  surprise  to  War  Depart- 
ment officials  since  they  have  been  busy  making  plans  for  the 
enlargement  and  development  of  this  famous  post  into  one  of 
the  most  Important  stations  of  defense  on  the  eastern  coast. 
Fort  Hamilton  has  always  been  regarded  by  army  officers  as 
a  very  important  post,  and  it  is  believed  that  any  suggestion 
toward  the  abolishment  of  same  will  meet  with  strong  disfavor 
on  their  part.  It  must  be  admitted,  however,  that  the  reser- 
vation is  very  much  in  the  way  of  real  estate  expansion  and 
blocks  traffic  between  Bay  Ridge  and  Bath  Beach.  If  the 
Shore  road  could  be  cut  through  the  fort  and  opened  to  public 
travel,  and  trolley  cars  permitted  to  run  through,  the  relief  and 
convenience  newly  afforded  would  be  very  great. 


estate  in  that  section  of  Greater  New  York.  It  is  said  that  more 
than  8,000  new  apportionments  have  been  made  in  the  Borough 
of  Queens  during  190C,  and  that  considerably  more  than  10,000 
acres  of  land  have  been  cut  up  into  lots  at  Bayside,  Douglaston 
and  the  Broadway  section  of  Flushing,  and  at  such  places  as 
Glendale,  Hopedale,  North  Corona  and  Woodside,  in  the  town 
of  Newtown;  and  at  Union  Course,  Richmond  Hill,  Jamaica, 
South  Hollis,  Springfield,  St.  Albans,  Queens  and  Rosedale,  in 
the  town  of  Jamaica.  It  is  interesting  to  note  that  about  25,000 
lots  have  been  purchased  by  small  investors  and  that  numerous 
tracts  are  now  being  improved  with  water  and  gas  mains, 
sidewalks,  etc.  Property  which  was  assessed  in  1905  at  $1,000 
per  acre  will  this  year  appear  on  the  assessment  rolls  at  $500 
per  20x100  ft.  lot.  Judging  by  the  ratio  of  increase  in  assess- 
ments over  that  of  last  year,  the  total  real  estate  valuations  of 
corporate  property  in  Queens  county  will  exceed  the  iigure  for 
1005  by  $60,000,000  and  will  foot  up  $200,000,000.  A  noticeable 
increase  in  the  values  of  vacant  lots  along  such  highways  as 
Jackson  av.  Long  Island  City;  Jamaica  av,  Richmond  Hill,  and 
on  Fulton  st  in  Jamaica  are  apparent,  such  parcels  having  ad- 
vanced more  than  100  per  cent,  since  the  completion  of  the  pre- 
ceding assessment  rolls.  For  the  first  ten  months  of  this  year 
plans  were  filed  for  3,503  new  buildings,  to  cost  $14,168,917; 
and  the  reports  of  last  month  indicate  that  the  same  average 
may  be  counted  upon  the  balance  of  the  year,  which  will  finally 
amount  to  about  $]6,530,.303,  and  to  this  will  be  added  the  item 
of  plumbing,  bringing  the  total  to  about  $18,000,000.  This 
exceeds  the  cost  of  the  2,073  buildings  for  1905,  which  amounted 
to  $12,533,324.  The  sum  of  $1,250,000  for  alterations  should 
also  be  included.  All  told,  about  $19,000,000  will  be  added  to 
the  assessment  rolls  of  Queens  county. 


Fifty  Per  Cent.  Advance  in  Queens  County  Tax  Values. 

The  tax  rolls  of  the  Borough  of  Queens  for  1907,  which  are 
now  being  made  up  by  Deputy  Assessor  Richard  Honieyer  and 
his  force  of  inspectors  and  clerks,  will  exhibit  many  changes  in 
taxable  values  over  the  preceding  year.  The  development  of 
numerous  farms  into  building  lots  and  the  erection  of  hundreds 
of  new  buildings  have  necessarily  advanced   the  value  of  real 


Office  Building  for  WiUiainsburgli. 

Stokes  &  Knowles  sold  for  the  Realty  Buyers  246  to  256 
Broadway,  corner  Havemeyer  st,  a  plot  121x100.  The  property 
faces  the  Williamsburgh  Bridge  Plaza  and  is  one  of  the  most 
valuable  in  that  section  of  the  borough.  It  is  said  that  the  new 
owner  is  likely  to  improve  the  site  by  the  erection  of  a  modern 
office  building. 


ALTERATIONS. 

BOROV&H  OF  MANHATTAN. 

(Continued  from   page   1072.) 

lOtli  st  No  140  West,  toilets,  windows,  to  two  4-sty  brk  and  stone 
tenement;  cost.  $2,500;  Max  Heller.  345  West  38th  st;  ar't,  Wm 
G  Clark.  43S  West  40th  St.— 3177. 

32d  St,  Nos  345  to  349  East,  alter  partitions,  brick  wall,  to  three 
4-sty  brk  and  stone  storages  and  tenements;  cost,  $900;  Penn- 
sylvania. New  York  &  Long  Island  R  R  Co,  1  West  34th  st;   ar't, 

'    Edward   S   Sayers,   345   East  33d   st. — 3185. 

37th  st  No  2.30  East,  toilets,  partitions,  to  4-sty  brk  and  stone 
tenement;  cost,  $1,500;  Jacob  Adler  and  Sol  Kahn,  525  East 
19th  st;   ar't,  O  Reissmann,  30  1st  St. — 3178. 

42d  st  No  519  West,  fireproof  ceilings,  to  5-sty  brk  and  stone 
tenement;  cost,  $200;  0  H  &  C  Kracht,  23  West  94th  st;  ar't, 
John  H  Knubel,  318  West  42d  st  — 320O. 

4Sth  st.  No  423  W,  toilets,  windows,  partitions  to  two  4-sty  brk 
and  stone  store  and  tenement;  cost,  .$2,000;  Henry  C  Walgering, 
4'23  W  48th  st;   ar't,  James  W  Cole,  403  W  51st  st. — 3174. 

54th  st,  No  327  East,  sliatt,  toilets,  partitions,  windows,  to  5-sty 
brk  and  stone  tenement;  cost,  $3,000;  Marcus  Weil,  321  East 
Houston   st;   ar't,   O  Reissmann,  30  1st  st. — 3194. 

COth  st.  No  115  East,  partitions,  toilets,  mezzanine  floor,  to  4-sty 
brk  and  stone  dwelling;  cost,  $7,000;  R  H  E  Elliott,  Flushing. 
L   I;    ar't,   S  E   Gage,  3  Union   sq. — 3187. 

77th  st.  No  352  W,  partitions,  stairs,  steel  beams,  columns  to  4- 
sty  brk  and  stone  tenement;  cost.  $1,750;  Williams  &  Grodinsky, 
5  Beekman  st;   ar't.  Max  Muller,  3  Chambers  st. — 3162. 

113th  st.  No  83  E,  toilets,  windows,  piers  to  5-sty  brk  and  stone 
tenement;  cost,  $2,000;  Isaac  Levy,  76  W  125th  st;  ar't,  L  F  J 
Weiher,   103   B   125th  st. — 3155. 

120th  st,  s  s  I  175   w  7th   av,   1-sty   brk  and   stone  front   extension. 

119th  st,  n  s  I  79x42.  iron  stairs  to  4-sty  brk  and  stone 
school;  cost.  $15,000;  City  of  N  Y,  City  Hall;  ar't,  OBJ  Sny- 
der, 500  Park  av. — 3165. 

Amsterdam  av.  No  152,  new  walls  to  5-sty  brk  and  stone  tenement; 
cost,  $2,000;  ow'r  and  ar't,  C  A  Bruhus,  1.52  Amsterdam  av. — 
31.54. 

Bowery,  No  210,  shaft  walls  to  4-sty  brk  and  stone  store  and  lott; 
cost.  $5,000;  B  J  McCann.  210  Bowery;  ar't,  Fred  Ebeling,  420  E 
0th  St.— 3164. 

Broadway,  No  1550,  windows,  cut  openings,  show  windows  to  4- 
sty  brk  and  stone  studio  and  store;  cost,  $12,000;  Julia  P  Out- 
cault,  114  W  71st  st;  ar'ts,  Webster  &  Videto,  160  5th  av. — 
3171. 

Broadway,  No  640,  show  wndows,  to  9-sty  brk  and  stone  store  and 
office  building;  cost,  $1,500;  Estate  of  Benjamin  Lielitenstein,  on 
premises;   ar't,  John  E  Nitchie,   150  Nassau  st. — 3192. 

Columbus  av.  No  782,  fireproof,  partitions  to  5-sty  brk  and  stone 
tenement;  cost,  $300;  C  Bugler,  502  W  1.30th  st;  ar't,  Geo  Hang, 
766  E  163d  St. — 3160. 

Columbus  av.  No  326.  partitions,  to  5-sty  brk  and  stone  tenement 
and  store;  cost,  $200;  David  Leventritt,  34  West  77th  st;  ar't.  C 
B  Brun,  1  Madison  av. — 3189. 

1st  av,  n'  e  cor  45th  st,  alter  roof,  stairs,  partitions,  to  2  and  4-sty 
hrk  and  stone  storage  and  office;  cost,  $25,000;  Schwartzschiid  & 
Sulzberger  Co.  on  premises;  ar't,  C  E  Huntley,  476  East  77th 
st— 3176. 

1st  av,  No  941,  fireproof  partitions  to  5-sty  brk  and  stone  tenement; 
cost.  $500;  A  Schultz,  941  1st  av;  ar't,  Geo  Haug,  766  E  163d  st. 
—3159. 

1st  av.  No  62,  toilets,  windows,  tank  to  5-sty  brk  and  stone  tene- 
ment; cost,  $2,800;  F  W  Seyd,  62  1st  av;  ar'ts.  Thorn  &  Wilson. 
1123  Broadway.— 3175. 


1st  av.  No  380,  toilets,  windows,  partitions,  to  5-sty  brk  and  stone 
tenement;  cost,  $1,5()0;  Jacob  C  Louis,  401  1st  av;  ar't,  O  Reiss- 
mann, 30  1st  St. — 3197. 

1st  av,  Nos  479-485,  erect  steel  tower  for  tank,  to  0-sty  brk  and 
stone  factory;  cost,  $900;  Myles  Realty  Co,  479  1st  av;  ar'ts  and 
b'rs,  The  Rusting  Co.  26  Cortlandt  st. — 3202. 

1st  av,  e  s.  71.7  s  62d  st.  toilets,  windows,  partitions,  to  5-sty  brk 
and  stone  store  and  tenement;  cost,  $2,300;  Jacob  Bcrnardick 
and  Mayer  Zolka,  226  East  51st  st;  ar't,  Richard  R  Davis,  247 
West   125th  St. — 3201. 

2d  av.  No  396,  partitions,  windows,  piers  to  5-sty  brk  and  stone 
tenement;  cost,  $2,000;  E  J  Messemer.  158  E  78th  st;  ar't,  B  W 
Bergen   &   Sons.   121   Bible   House. — 3158. 

2d  av.  No  .392,  partitions,  windows,  toilets,  to  .5-sty  brk  and  stone 
tenement;  cost,  $2,000;  E  J  Messenier.  148  B  78th  st;  ar'ts, 
B  W  Berger  &  Son,  121  Bible  House.— 3180. 

.5th  av.  No  75,  steel  beams,  show  windows,  walls,  to  4-sty  brk  and 
stone  store  and  office;  cost,  $10,000;  Harriet  D  Potter  and 
Elizabeth  S  Jones,  11  East  42d  st;  ar't,  H  W  Howard,  Jr,  30  East 
42d  St.— 3186. 

11th  av,  Nos  6!?7-689,  4-sty  brk  and  stone  side  extension,  24.10x 
48.6,  openings,  to  3-sty  brk  and  stone  store  and  loft;  cost,  $10,- 
000;  Albert  Smith,  6S5-6,S7  11th  av;  ar't,  Frederick  C  Browne, 
143  West  125th  St.— 3192. 

BOROUGH   OF  THE  BRONX. 

143d  st.  No  604,  1-sty  brk  extension.  25x0  9,  new  partitions,  &c, 
to  3-sty  frame  tenement;  cost,  $1,500;  Geo  H  Everett,  461  W 
144th  st;    ar't,   Louis  Falk,   2785  •3d  av. — 677. 

151st  st,  n  e  cor  Melrose  av,  new  store  front  and  partitions  to  3-sty 
frame  store  and  tenement;  cost,  $1,000;  Ettie  Goldberg,  222  W 
122d  st;   ar't.  Samuel  Sass.  23  Park  row. — 686. 

163d.  st,  s  s,  146.10  w  Sheridan  av.  move  l^A-sty  frame  dwelling, 
cost,  .$175;   ow'r  and  ar't,  W  B  Diller,  162d  st  and  Mott  ax. — 685. 

21.5th  st,  n  s.  258.3  e  While  Plains  av.  3-sty  frame  extension,  23  3 
.  x7.6  to  a  3-sty  frame  dwelling  and  store;  cost,  $1.0(M);  Gaspare 
Candido,  537  E  149th  st;  ar't,  L  Howard,  ITOth  st  and  Carter  av. 
—680. 

Brook  av,  e  s,  .50  n  144th  st,  new  partitions,  etc,  to  5-sty  brk  ten- 
ement; cost,  $150;  Leonard  Maures,  354  St  Anns  av;  ar't,  Chas 
Baxter,   360  Alexander   av. — 081. 

Bryant  av,  e  s,  200  s  Freeman  st,  2-sty  frame  extension,  10x23% 
to  2-sty  frame  dwelling;  cost,  $1,60<3;  Henry  A  Kemp,  1214 
Bryant  av;   ar't.  J  I^  Kirby,  2121  .5th  av. — 678. 

Hygeia  av,  w  s,  300  n  West  Farms  road,  1-sty  frame  extension, 
25x12.5  to  2-sty  brk  ice  storage;  cost,  $4,000;  Bronx  Consumers 
Ice  Co,  G  M  Cafleiscli,  on  premises,  Secy;  ar't,  H  Richmond,  1900 
Broadway. — 676. 

Maple  av,  s  e  cor  214th  st,  new  water  closet  compartments  and  new 
partitions,  &c.  to  2-sty  and  attic  frame  dwelling;  cost,  .'j!"200; 
Pietro  Serville.  35  Jerome  st;  ar't,  L  Howard,  176th  st  and  Car- 
ter  av — 675. 

Maple  av,  e  s,   75  s  215t'h  st,  2-sty  frame  extension,   12x9  to  ■2-sty 

•  frame  dwelling;  cost,  $100;  .Andrew  Ratfelde  Angelore.  on  prem- 
ises; ar't,  Geo  P  Crosier,  2"23d  st  and  White  Plains  av. — 684. 

Ogden  av.  n  e  cor  164th  st,  new  store  front  and  partitions  to  3-sty 
frame  dwelling  and  store;  cost,  $800;  ow'r  and  ar't,  Jos  H  Jones, 
950   Ogden   av. — 682. 

Unionport  road,  w  s,  .305  s  Morris  Park  av,  1-sty  frame  extension, 
25.x25  to  3-sty  frame  dwelling,  store;  cost.  $350;  Christ  Sabel,  on 
premises;    ar't,   T   j' Kelly,   Morris  Park   av. — 083. 

Westchester  av.  n  s,  300.9  w  Unionport  road,  new  stairs,  parti- 
tions, &c,  to  2-sty  frame  dwelling;  cost,  $1,500;  Jos  Buttner,  on 
premises;   ar't,  B  Ebeling,  West  Farms  road. — 679. 
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A  Review  of 
The  Real  Estate  Year  1906 

AND 

A  Forecast  of  tlie 
Year  1907 

In  response  to  many  requests 

last  year,  for  the  first  time,  devoted  an  entire  section  of  its  December  31st  edition 
to  an  annual  review  and  forecast  of  the  Real  Estate  world,  modelled  after  its 
famous  financial  review.  It  received  such  strong  commendation  that  we  have 
decided  to  make  it  a  permanent  feature  of  our  last-day-of-the-year  issue. 

CONTENTS  THIS  YEAR: 

HE  REAL  ESTATE  REVIEW  will  contain  a  complete  expo- 
sition of  all  the  features  of  the  market  of  the  last  year,  besides 
special  articles  in  which  public  improvements  and  their  relation 
to  the  market  will  be  discussed  at  length.  The  activity  of  the 
year  in  each  borough  of  New  York  City  and  the  resultant  growth 
will  be  treated  in  special  chapters,  while  New  Jersey,  Connecti- 
cut, Long  Island  and  Westchester  County  wdll  each  be  dealt 
with  under  separate  heads. 
The  private  sales  branch  of  the  market  and  the  auction  room  will  be 
reviewed  by  experts  who  have  played  a  leading  part  in  the  business  of  the  last 
year.  Special  authoritative  articles  will  appear  in  which  the  subjects  of  tenement- 
house  reform,  labor,  taxation,  land  speculation,  reconstruction,  labor  and  materi- 
al, the  money  market,  rapid  transit,  and  building  loan  operations  will  be  discussed. 

Among  the  well-known  authorities  who  will  give  their  views  on  these 
subjects  are :  Robert  E.  Dowling — William  H.  Chesebrough — B.  Aymar  Sands 
— Daniel  B.  Freedman — Theodore  Starrett — John  R.  Foley — Joseph  P.  Day — 
Isaac  W.  Maclay — Lawson  Purdy — Lawrence  Veiller — Charles  Griffith  Moses 
— John  L.  Parish — Edwin  Hess — George  Slawson — McDougall  Hawkes — 
Edward  McVickar — J.  Clarence  Davies — -Albert  B.  Ashforth. 


^mflm 


Copy  for  advertisements  in  order  to  obtain  insertion  in  this  section  should  be  in  hand  by  2  P.  M. 
Saturday,  December  29th.  There  will  be  no  increase  in  the  advertising  rates  for  this  issue;  the  usual 
card  rates  will  prevail. 

Those  desirous  of  obtaining  copies  of  this  edition,  containing  the  Annual  Financial  and  Real 
Estate  supplements,  should  place  their  order  with  their  newsdealer,  or  with  this  office  in  advance, 
as  the  edition  will  be  limited.     Price  by  mail  5  cents  per  copy. 


206-210  Broadway       -       New  York 

PRICE    3    <^ENTS  PRICE    3    CENTS 
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UISOELLANEOUS. 

MISCELLANE0V8. 

illSCELLANEOaS. 

\A/    p.    MANGAM 

*                     Real  Estate  and  Loans 

108  and  110  EAST  125TU  STREET 

Telephone,  232  Harlem                            Now  York  City 

NOTARY  PUBLIC 

QHARLES  H.   EASTON  &  CO. 

Real  Estate  Agents  and  Brokers 

Tel.,  6120  38th  St.         Estates  Managed 

116  West  42d  Street,  NEW  YORK 

Cable  Address,  "Cheaston,  N.  Y," 

Chablis  H.  Eastos                    Robert  T.  McGusn 

HURD'S  PRINCIPLB8  OP   CITY  LAND  VALUES 
Prlc«,  tl.BO. 
A   book   Juit   publlihed   that   ibowi   bow    city 
raluea  «r«  mad*  and  th*  baila  upon  whlcb  real 
utata  appralaemanta  abould  ba  made. 

"THOMAS  DIMOND 
'                             Iron  Work  for  Building 

128  ■WEST  33D  ST.,  NEW  YORK 
Worts  ( 1-*  '"'«''"  33d  St.                      Established  1853 

M     BRIGHAM   HALL  &  SON 

'  ^  •         Real  Estate  Brokers  and  Agents 

Tel.,  603  Spring                                            681  Broadway 

1     C.    LYONS    BUILDING  & 

OPERATING   COMPANY 

«  AiJO  6  EAST  42d  STREET 
relephone.  6433  88tli  St.                           NEW  TORE 

JAMES  A.    DOWD                    Tel.,93Plaz. 

Real  Estate  and  Insurance 

874  SIXTH  ATEN  L  E,  above  49th  Street 

THE  TITLE  INSURANCE  COMPANY,  OF  new 
135  Broadway,  Manhattan  CAPATAL  AND  SURPLUS 

and  203  Mongtague  St.,  Brooklyn  $3,000,000 

Bnaslnea  and  Insures  Titles  to  Heal  Estate  on  Sales  and  Loans,  and  deals  in  Mortgages. 


VnnV  EDGAR  J.  LEVEY.  President 
lUnR  ,10HX  I).  CRLMMINS,     1.^.     „      >j     .,_ 
CHARLES  T.  BARNEY. /*"=°-P''«s!iJe"t« 
CYRIL  H,  BURDETT,  Secretary 
CHAUNt'EY  H.  HUIIPHREYS,!  Asst. 
EDWIN  A.  BAYLES,  fSec'y»* 

WILLIAM  N.  H ARTE.  Treasurer 
Hon.  ABRAHAM   R.  tAWRENCE,  Coonael 


JOSEPH  P.  DAY 

Real  Estate 

AUCTIONEER  AND  APPRAISER 


MAIN  OFFICE: 

31  NASSAU  ST. 


AGENCY  DEPT.. 

932  EIGHTH  AVENUE 


NOTICZ!  TO  PROPERTY  OWITERS. 

HEARINGS    FOR    THE    COMING    WEEK. 
At    90-92    West    Broadway. 
Monday,    Dec.    24. 
Main  St,  City  Island,  at  3  p  m. 
East  166th  st,   Walton  to  Morris  av.   at  1  p  m. 
Tremont  av,    Eastern   Boulevard  to   Fort  Schuy- 
ler rd,   at  1  p  m.  ,      .   ,, 
Haven  av,   West  177th  to  West  181st  st,    at   11 

a   m. 
West  IS-lth  st,  B.xterior  st  to  bulkhead  line  Har- 
lem River,  at  12  m. 
West    170th    st,    Broadway    to    Haven    av,    at    o 

p    m. 
Strip    of   land    at   Boulevard   Lafayette,    at    10.30 

a  m. 
W'est  177th  St.  southerly  side  bulkhead  Ime  Har- 
lem  River,    150  ft   east,   at  1  p  m. 
Bronx   Boulevard,    Old    Boston    Post   rd,    to    East 

242d  st,   at  3  p  m. 
East   177th   st,    Boston  rd  to   Bronx   River,   at  4 

p  m. 
3d  av,  widening,  at  159th  st,  at  2.30  p  m. 

Wednesday.   Dec.  26. 
■^Tiite   Plains   rd,    northern   boundary   of   city  to 

Morris   Park  av,   at  11  a  m. 
West  17Sth  St.  Broadway  to  Haven  av,  at  3  p  m. 
Cameron  pi,  Jerome  to  Morris  av,  at  11.30  a  m. 
City  Island  Bridge,  at  3  p  m. 
Garrison   av,    Longwood   av   to  Hunt's  Point   rd. 

at  1  p  m. 
Bronx  st.  East  177th  to  East  180th  st,  at  12  m. 

Thursday,    Dec.    27. 
Storm  relief  sewer,  Webster  av  to  Harlem  River, 

at  2  p  m. 
West    151st    St.    closing,    Riverside    Extension   to 

U   S   bulkhead,    at  2   p   m. 
Grant    av,    East    161st   to   East    170th    st,    at    11 

a  m. 
Canal   st,    West,    between   East   135th   and   East 

ISSth  sts,   at  4  p  m. 
Two  public  parks,  east  of  Boulevard  Lafayette, 

at  4  p  m. 
West    139th    St.    point   425    feet    west    Broadway 

to   Riverside    Drive,    at   3   p   m. 
West   lC2d   st,    Broadway  to  Riverside  Drive,   at 

11    a   m. 
The   Parkway,    Grand   Boulevard   and   Concourse 

to   Claremont   Park,    at   12   m. 
Bridge  at  153d  st,   at  11  a  m. 
Montgomery   av.    West   176th    st   to   West   177th 
st,    at   10.30   a   m. 

Friday,    Dec.    28. 
Ditmars  av,   Queens,  at  3  p  m. 
Payntor  av,  Queens,  at  2  p  m. 
AVilbur  av.  Queens,  at  4  p  m. 
West  178th  st,  sewer  easement,  at  3  p  m. 
At  258  Broadway. 
Monday,    Dec.    24. 
Pier   52,    East    River,    at   11   a   m. 
Richmond    Ferry,    at    12   m. 
27th  and  2Sth  sts.   Park,   at  12  m. 
79th   St.    school   site,    at   1.30  p   m. 
Piers  2  and  3,   East  River,  at  2  p  m. 
H3th    st,    school    site,    at   3    p   m. 
Wednesday,   Dec.  26. 
22d    and    23d    sts,    North    River    docks,    at    10.30 

a   m. 
Pier   13,    East   River,    at  2   p  m. 

Thursday,    Dec.    27. 
Piers  16  and  17,   East  River,  at  10.30  a  m. 
10th   av,    library   site,   at   11   a   m. 
Madison   av   Bridge,   at  4  p  m. 

Friday,    Dec.    28. 
Piers  16  and  17.  Bast  River,  at  4  p  m. 


AUCTION   SALES   OF  THE  'VTEEK. 

The  following  is  the  complete  list  of  the  prop- 
erty sold,  withdrawn  or  adjourned  during  week 
ending  Dec.  21.  liiOG,  at  the  New  York  Real 
Estate  Salesroom,  14  and  16  Vesey  St.  Except 
■where  otherwise  stated,  the  properties  offered 
were  in  foreclosure.  Adjournment  of  legal  sales 
to  next  week  are  noted  under  Advertised  Legal 
Sales. 

•Indicates  that  the  property  described  was  bid 
in  for  the  pialntitt's  account. 

The  total  amount  at  the  end  of  the  list  com- 
prises the  consideration  in  actual  sales  only. 

JOSEPH   P    DAY. 
•Walker  st,  Nos  78  and  SO.In     e     cor     Cortiandt 
Cortlandt  Alley,  |  Alley,     48    x    96.7     X 


HARRY    W.     HOPTON 
REAL    ESTATE 

No.    IBO    BBOADWAI 
Tel-  till  Cortlandt Cor  Liberty  St. 

44.5  X  101.9;  8-sty  brk  loft  and  store  building. 

Charles    Laue    181,788 

Marion  av,  n  w  s,  51  s  w  201st  st,  4.")xlO0; 
2-sty  frame  dwelling:   partition.     Geo  Cohen. 

...     10,.562 

•Tinton  av,  w  s,  267.6  n  IGlst  st,  runs  w  1.35 
X  n  82.8  X  e  35  X  s  .01  X  e  100  X  s  82.7  to 

beg ;    vacant.      George    Rosenfeld JS.OOO 

Courtlandt  av.  No  681,  w  s,  50  s  154th  st,  25x 
lOO;  4-sty  brk  tenement  and  store;  volun- 
tary.      John     Dethoff     12..850 

135th  St.  No  532.  s  s.  3.50.3  e  Morris  av.  25x100 

3-sty   frame  tenement  and  2-sty  frame  tene_-_ 

ment   on    rear;    voluntary.      John    Dethoff .5,750 

Water  st.   No  657.   s  s,  325  w  Jackson  st,  2ox 

70;    4-sty    brk    tenement;    incompetent    sale. 

Michael    Gorman    0,500 

Cherry  st.  No  430,  n  s.  100  w  Jackson  st,  25x 
107;      4-sty      brk      tenement;        incompetent 

sale.      Michael    Gorman    13.3ID0 

3d  av.  No  4417,  w  s.  106.6  n  l.Slst,  25x102.11; 
3-sty  brk  tenement  and  store.  (Amt  due, 
11.331.38;    taxes,    &c,    ¥1.021.51);    adj    to   Jan 

2d 

Sherman    av,    w    s,    100    n    166th    st,    50x100; 

3-sty   frame   dwelling.     Withdrawn ■ 

14th  st,  n  s,  129  w  Av  C.  runs  n  136.5  x  w 
79.11  X  s  93.7  X  w  1.4  X  s  69.6  x  e  92  to  beg: 
Unionport;   incompetent  sale.     Lorenz  Hefner 

5,073 

Trinity  av.   No  973,   w  s.   27  s  164th  st.  36.6x 

100;   5-sty  brk  tenement.     Withdrawn • 

3d  av.  Nos  1.S.34  and  1336.  w  s,  51.2  n  76th  st, 
51x100:  two  5-sty  brk  tenements  with  stores. 

voluntary.      Joseph    M    Cohen 72.100 

Broome  st.  No  22.  n  s.  50  w  Mangin  st,  25x 
100;  5-sty  brk  tenement  with  stores;  volun- 
tary.     Bid    in    at    $26.730 

52d  St.  No  533,  n  s.  abt  425  w  10th  av,  23x 
100.5:  5-sty  brk  tenement  with  store:  volun- 
tary.     Benj    Nathan    23,700 

13Sth  st,  No  523,  n  s,  abt  330  w  Amsterdam 
av,   50x99.11:  5-sty  brk  tenement;   voluntary. 

Bid    in    at    $71,000 

114th  st.  No  237,  n  s,  175  w  2d  av,  23x100; 
5-sty   brk   tenement   with   stores;   voluntary. 

Joseph    O'Reilly    27,400 

8th  av.    Nos  2442  and  2444.    s  e   cor  131st  st,     . 
No   272,   49.11x100,    two   5-sty  and   one  4-sty 
brk      tenements,      with      stores      (voluntary). 

Samuel    Block    97,600 

HERBERT   A.    SHERMAN. 

•176th    St.    Nos   506.    ,310   and   514.    s    s,    114    w 

Amsterdam  av,    131   x  99.11,   three  5-sty  brk 

tenements.      Elm    Realty    Co 160,848 

Madison  av.       In   e   cor  7.Sth   st,   23.4x75;   4-sty 
78th  st,  No  41. 1  brk    dwelling. 

Partition.      J    B    Schaeffer 85,030 

D.    PHOENIX   INGRAHAM. 
Lafayette   st,    Nos  419   and   421    (formerlv   Nos 
32-34  Lafayette  pi),   e  s,  about  345  n  4th  st, 
runs  n   .52.1  x  e  18.8  x   s  4   x  e  30.9  x   n  4 
X  e  43.11  X  s  4  X  e  62.1  x  s  e  23.7  x  w  10.4 
x    s    28.6    X    w    150    to    beg;    8-sty    brk    loft 
building;    exrs  sale.     Alfred  M   Rau. ..  .206,2,30 
BRYAN    L.    KENNELLY. 
124th  st.   No  124,   s  s,   243  w   Lenox  av,   18.9x 
100.11,  4-sty  and  basement  stone  front  tene- 
ment   and   store.      Godspeed   Realty   Improve- 
ment   Co 17.230 

*l'24th  st.  No  122,  s  s,  225  w  Lenox  av,  18.9 
xlOl.ll.     4-stv     and     basement     stone     front 

tenement.      Chas    S    Whitman 17.800 

02d  St.  No  207,  n  s,  1.50  w  .\msterdam  av,  25x 
100.3,  5-sty  brk  tenement  with  stores  (volun-" 

tary).      Guttenberg    Bros    22  00) 

•124th  St.  No  126,  s  s,  262.6  w  Lenox  av,  18.9x 
100.11,  4-sty  and  basement  stone  front  tene- 
ment.     Chas    S    Whitman 16  6O0 

124th  st.  No  128,  s  s,  281.3  w  Lenox  av,  lS.9x 
100.11,  4-sty  and  basement  stone  front  tene- 
ment.     Otto   Hirsch    17,000 

Total $1,017. :i73 

Corresponding    week,    lOOo 219  ri"3 

Jan.    1,   1906,   to  date 31,333,203 

Corresponding    period,     1005 37,976,696 

a 

ADVERTISED    LEGAL    SALES. 

Sales  to  be  held  at  the  Real  Estate  Exchange, 
14  and  16  Vesey  St.,  except  as  elsewhere  stated. 

Dec.   22. 
No  Legal  Sales  advertised  tor  this  day. 


Dec.  24. 
Greenwich  av,  Nos  81  and  S5,|3    w   .cor    Bank    st, 
Bank  st,  Nos  2  and  4,  |       58.5x60x101x62.3; 

6-sty  brk  tenement  and  store. 
Isis   P    Carter   et   al    agt   Greenwich   Construc- 
tion   Co   et   al;    Geo   F    Chamberlin,    att'y,   31 
Nassau  st:   E  Mortimer  Boyle,  ret.     (Amt  due, 
$75,282.15:    taxes.    &c.    $275.)      Mort    recorded 
May  25,   1906.     By  Bryan  L  Kennelly. 
Dec.   26. 
Leggett  av,  w  s.Jwhoie   front   between     Beck    and 
Beck  St.  n  s.  Kelly      sts,      250x107.5,      1-sty 

Kelly  st,  s  s,  )  frame  church,  vacant. 
Lawyers  Title  Ins  &  Trust  Co  agt  Gustav  B 
Bauhahn  et  al;  Philip  S  Dean,  att'y,  37 
Liberty  st;  Leopold  Wallach,  ref.  (Amt  due, 
.$37,903.62;  taxes.  &c,  $3,300.)  Mort  recorded 
Dec.  19,  1004.  By  Joseph  P  Day. 
Amsterdam  av.  part  of  No  869,  e  s.  99.11  n 
102d  St.  runs  e  99.11  x  n  w  102  x  s  2.1  to  beg. 
Sheriff's  Sale  of  all  right,  title,  &c,  which 
Frederick  Schmidt  had  on  June  10,  1003,  or 
since;  Jacob  Marx,  att'y,  10  Wall  st;  Nicholas 
J  Hayes,  sheriff.  By  Joseph  P  Day. 
•"Ith  st,  Nos  539  to545,[n  s,  225  e  11th  av,  runs 
35th  st,  Nos  536  to  5.38,1  n  98,9  x  e  25  x  n  98.9 
to  33th  st,  X  e  DO  X  s  98.9  x  c  25  x  s  98.9 
X  w  100  to  beg,  6-sty  brk  factory. 
Harris  D  Colt  trustee,  &c,  agt  Ellen  Gledhill 
et  al;  Curtis,  Mallet-Prevost  &  Colt,  att'ys, 
30  Broad  st;  Edward  Browne,  ref.  (Amt  due, 
$9'.'.464.5S;  taxes,  &c,  $1,998.47.)  Mort  re- 
corded Nov  26,  1897.  By  Peter  F  Meyer. 
8th  av,  Nos  2471  and  2473,  w  s,  99.11  s  133d  st, 
50x100,  6-sty  brk  tenement  and  store.  Louis 
F  Levy  agt  Louis  Levinson  et  al;  H  Seymour 
Eisman,  att'y,  135  Broadway;  Sylvester  L  H 
Ward,  ref.  (Amt  due,  $8,048.83;  taxes,  &c. 
$970.08.)  Mort  recorded  Sept  8,  1905.  By 
Joseph  P  Day. 
Park  av.  No  3884,  e  s,  abt  135  s  172d  st,  50x 
150.  3-sty  frame  building  and  store  and  2-sty 
frame  building.  Zeltner  Brewing  Co  agt  Joha 
Daines  et  al;  Kenneson,  Emley  &  Rubino, 
att'ys,   15  William  st;  Henry  J  Goldsmith,  ret. 

(Amt    due,    $3,074.00;    taxes,    &c,    $ .)      By 

Joseph  P  Day. 
Rivington  st,  No  3.30,  n  s,  39.7  w  Mangin  st, 
19.0x81.3,  6-sty  brk  loft  and  store  building, 
Maria  H  Rider  agt  Morris  Goldstein  et  al; 
John  M  Rider,  att'y.  44  Cedar  st;  Alexander 
Keogh,  ref.  (Amt  due,  $4,191.11;  taxes,  &c 
.$609.59:  sub  to  a  prior  mort  of  $14,000.)  Mort 
recorded  Aug  7,  1005.  By  Joseph  P  Day. 
Dec.   27. 

160th  St.  No  540,  s  S,  375  w  Amsterdam  av, 
15.5x99.11,  3-sty  stone  front  dwelling.  GustaT 
J  Staats  agt  Anna  G  Hesse;  Salter  &  Stein- 
kamp,  att'ys,  140  Nassau  st;  Warren  Leslie, 
ref.  (Amt  due,  $3,286.36;  taxes,  &c,  $250.29.) 
Mort  recorded  May  7,  1906.  By  Joseph  P 
Day. 

Amsterdam  av,  Nos  2300  to  2306,|n    w    cor,    89.8x 
174th  St.  No  .301  I     100,       two       5-sty 

brk  tenements  and  stores. 
Standard  Operating  Co  agt  Samuel  Hoffman 
et  al;  Stern.  Christiancy  &  Riegelman,  att'ys, 
141  Broadway;  Myron  Sulzberger,  ref.  (Amt 
due.  $13,118.26:  taxes,  &c,  $1,538.48.)  Mort 
recorded  Dec  27,  1905.  By  Joseph  P  Day. 
3d  av.  No  4216,  e  s,  46  n  Tremont  av,  20x 
Ol.](ix2o.]x00.7.  4-sty  brk  tenement  and  store. 
Mary  R  Fitzpatrick  extrx  agt  John  D  Creamer 
et  al:  E  G  Duvall,  att'y,  277  Broadway:  James 
H  Hickey.  ref.  (Amt  due,  $14,500.00:  taxes, 
&c,  $775.00.)  Mort  recorded  Feb  5,  1900.  By 
Edw    J    Roberts. 

Dec.  28. 

Trinity  av.  No  071.  w  s.  63.6  s  164th  st,  .36.61 
100.  5-sty  brk  tenement.  Manhattan  Mort- 
gage Co  agt  Herman  Strauss  et  al;  CarringtoD 
&  Pierce,  att'ys,  200  Broadway;  Daniel  W 
Patterson,  ref.  (Amt  due,  $25,313.34;  taxes, 
,S;C.  .$842.38;  sub  to  a  prior  mort  of  $2,500.00.) 
Mort  recorded  May  12,  1905.  By  Joseph  P 
Day. 
160  St.  In    w    cor    Tinton    av,    120x145.1!; 

Tinton  av.  w  s.j  vacant. 
Peter  Herche  agt  Rudolph  Simon  et  al;  Wm; 
T  Croak,  att'v,  229  Broadwav;  Benjamin  J 
Paskus,  ref.  (Amt  due,  $17,246.42;  taxes,  &c, 
$409.69;  sub  to  a  mort  of  $10,000.)  By  Josept 
P  Day. 

Dec.  29  and  31. 
No  Legal   Sales  advertised  for  these  days. 


VOLUNTARY   AUCTION    SALES. 

For  the  coming  week,  to  be  held  at  Real  EstatI 
Exchange.  14  and  IG  Vesey  St.,  unless  other* 
wise  stated. 

Dec.    26. 

123d  st,   No  431  East,  n  s,  314.7  e  1st  ar,  16.8* 
100,  3-sty  dwelling.     By  Jos  P  Day. 


December  22,  1906 


RECORD    AND    GUIDE  Manhattan 
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(gffictal  Xegal  floticeg 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OP  Decem- 
ber 5  to  18,  1908,  ot  the  confirmation  by  tht 
Board  of  Assessors  and  the  cnterlne  in  th« 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  LOCAL  IMPROVE- 
MENTS in  the  BOROUGH  OF  MANHATTAN: 

22D  WARD,  SECTION  4.  WEST  57TH 
STREET— PAVING  AND  SETTING  CURB,  from 
a  point  200  feet  west  of  Eleventh  Avenue  to 
Twelfth   Avenue. 

HERMAN   A.    METZ, 

Comptroller. 

City   of   New  Yori,   December  i,   1906.    (30685) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  Decem- 
ber G  to  19,  1906,  of  the  confirmation  by  the 
Supreme  Court  and  the  entering  In  the  Bureau 
for  the  Collection  of  Assessments  and  Arrears, 
of  assessment  for  OPENING  AND  ACQUIRING 
TITLE  to  the  following-named  Avenue  in  tho 
BOROUGH   OF   THE    BRONX: 

24TH  WARD,  SECTION  11.  MONTEREY 
AVENUE— OPENING,  from  East  177th  Street 
(Tremont  Avenue)  to  East  179th  Street,  and 
from  180th  Street  to  Quarry  Road.  Confirmed 
September  26,  1905;  entered  December  5,  1906. 
HERMAN   A.    METZ, 

Comptroller. 

City  ot  New   York,    December  5,    1906.    (30G85) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OP  De- 
cember 8  to  21,  1906,  of  the  confirmation  by  the 
Supreme  Court  and  the  entering  in  the  Bureau 
for  the  Collection  of  Assessments  and  Arrears, 
of  assessments  for  OPENING  AND  ACQUIRING 
TITLE  to  the  following-named  street  in  the 
BOROUGH    OF   THE    BRONX: 

23D  WARD.  SECTION  10.  TIFFANY  STREET 
— OPENING,  from  Longwood  Avenue  to  Inter- 
vale Avenue.  Confirmed  October  10,  1906;  en- 
tered  December  6,    1900. 

HERMAN   A.    METZ,   Comptroller. 

City   of  New   York,   December  6,   1906.    (30761) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  December 
11  to  28,  190U,  of  the  coniirmation  by  the  Su- 
preme Court  and  the  entering  in  the  Bureau  for 
tile  Collection  of  Assessments  and  Arrears  of  As- 
'essmenls  for  OPENING  AND  ACQUIRING 
TITLE  to  the  following  named  Avenue  in  the 
POROUGH  OF  THE  BRONX. 

23D  and  24TH  WARDS,  SECTIONS  9  and  11. 
TELLER  AVENUE— OPENING  from  East  164th 
Street  to  East  170th  Street.  Confirmed  July  18, 
1906;  entered  December  12,   1906. 

HERMAN  A.   METZ. 

Comptroller.' 

City  of  New  Y'ork,   December  12,   1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  ot  December 
14  to  28,  1006,  of  the  confirmation  by  the  Su- 
preme Court  and  the  entering  in  the  Bureau  for 
the  Collection  of  Assessments  and  Arrears  of  As- 
sessments for  OPENING  AND  ACQUIRING 
TITLE  to  the  following  named  Avenue  in  the 
BOROUGH  OF  QUEENS. 

1st  WARD.     HOYT  AVENUE— OPENING,  from 
Flushing  Avenue  to  the  East  River.     Confirmed 
September  20,   1900;   entered   December  12,   190t). 
HERMAN  A.   METZ, 

Comptroller. 

City  ot  New  York,   December  12,   1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  December 
14  to  28,  1906,  of  the  confirmation  by  the  Board 
of  Revision  of  Assessments  and  the  entering  in 
the  Bureau  for  the  Collection  of  Assessments  and 
Arrears  of  Assessments  for  LOCAL  IMPROVE- 
MENTS IN   THE   BOROUGH   OF   THE   BRONX. 

23D  AND  24TH  WARDS,  SECTIONS  10  AND 
11.  VYSE  AVENUE— REGULATING,  GRAD- 
ING, CURBING.  FLAGGING.  LAYING  CROSS- 
WALKS, BUILDING  APPROACHES  AND 
PLACING  FENCES,  from  West  Farms  Road  to 
East  172d   Street, 

HERMAN  A.   METZ, 

Comptroller. 

City  ot  New  York,  December  13,  1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OP  De- 
ecmber  17  to  31,  1906,  ot  the  confirmation  by 
the  Supreme  Court  and  the  entering  in  the 
Bureau  tor  the  Collection  ot  Assessments  and 
Arrears,  of  assessment  tor  OPENING  AND  AC- 
QUIRING TITLE  to  the  following-named  Ave- 
nue and  Street  in  the  BOROUGH  OP  THE 
BRONX: 

23D  WARD,  SECTION  9.  ANDERSON  AVE- 
NUE-OPENING, from  Jerome  Avenue  to  East 
164th  Street.  Confirmed  February  24,  1906, 
and  December  10,  1906;  entered  December  14, 
190G.  23D  WARD,  SECTIONS  9,  10  AND  11. 
EAST  149TH  STREET— OPENING,  from  the 
Southern  Boulevard  to  the  Easterly  Bulkhead 
Line  ot  the  Harlem  River.  Confirmed  Noi-em- 
ber  20,   1906;   entered  December  14,   1906. 

HERMAN   A.    METZ, 
Comptroller. 

City  ot  New  York,  December  14,  1906.  (31079) 

ATTENTION  IS  CALLED  TO  THE  ADVBR- 
tisement  in  the  "City  Record"  ot  December  15, 
1906,  to  December  29,  1906,  of  the  confirmation 
by  the  Board  of  Assessors  and  the  entering  in 
the  Bureau  for  the  Collection  ot  Assessments  and 
Arrears,  ot  assessments  for  OPENING  AND 
ACQUIRING  TITLE  to  the  following-named 
street  in  the  BOROUGH  OF  BROOKLYN: 
THIRTIETH     WARD,     SECTIONS    17    AND     19 

SEVENTEENTH  AVENUE— OPENING  from 
Flatbush  line  to  Bath  avenue.  Confirmed  De- 
:ember  29,  1905,  and  October  16,  1906;  entered 
December   13,    1906. 

HERMAN  A.   METZ. 
Comptroller. 

City  of  New  York— Department  of  Finance, 
comptroller's   Office,    December  13,    1906. 

(30930) 


©Wctat  Xegal  'Roticeg. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  Decem- 
ber 12th  to  26th,  1006,  of  the  confirmation  by 
the  Board  of  Assessors  and  the  entering  in  the 
Bureau  for  the  Collection  ot  Assessments  and 
Arrears,  of  assessment  tor  LOCAL  IMPROVE- 
MENTS  IN   THE   BOROUGH   OP   THE   BRONX. 

23D  WaRD,  SECTION  10.  \  AVENUE  ST. 
JOHN— SEWER,  between  Dawson  Street  and 
the    Southern    Boulevard. 

HERMAN  A.   METZ, 

Comptroller. 

City   ot   New   York,    December   11,    1906. 

ATTENTION  IS  CALLED^TcJTtHB  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OP  De- 
cember 18,  1906,  to  January  2,  1907,  of  the 
confirmation  by  the  Supreme  Court  and  the 
entering  in  the  Bureau  for  the  Collection  ot 
Assessments  and  Arrears,  of  assessment  for 
OPPENING  AND  ACQUIRING  TITLE  to  the 
following  named  Avenue  In  the  BOROUGH  OP 
THE    BRONX: 

23D    WARD,    SECTION    10.      TRINITY    AVE- 
NUE—OPENING,   from    Westchester    Avenue    to 
East   166th   Street.      Confirmed   March   21     1906 
and  June  6,  1906;  entered  December  17    1906 
HERMAN    A.    MBTZ, 

„.  Comptroller. 

City  of  New  York,   December  17,    1906.(31097) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  De- 
cember 17  to  31,  1900,  of  the  confirmation  by 
the  Supreme  Court  and  the  entering  in  the 
Bureau  for  the  Collection  ot  Assessments  and 
Arrears,  of  assessment  for  OPENING  AND  AC- 
QUIRING TITLE  to  the  following-named  Street 
in   the  BOROUGH   OF  MANHATTAN: 

12TH  WARD,  SECTION  8.  WEST  158TH 
STREET-OPENING,  from  St.  Nicholas  Avenue 
to  Edgecombe  Road.  Confirmed  December  10, 
1906;    entered  December  14,   1906. 

HERMAN    A.    MBTZ, 
Comptroller. 

City  ot  New  York,   December  14,  1906.   (31090) 


proposals 


Department  ot  Health  ot  The  City  ot  New 
lork.  Southwest  Corner  of  Fifty-fifth  Street  and 
bixth  Avenue,  Borough  ot  Manhattan,  The  City 
ot  New   York. 

SEIALED    BIDS    OR    ESTIMATES    will    be    re- 
^f'ttiJi^K  "^«,  Board  ot  Health  ot  the  Department 
w'^"^."?,^"  10  o'clock  A.   M.   on 

v^J^f  '^'^,^°^^-  DECEMBER  26,  1906. 
bread  T<^h'fr."'^  """^  delivering,  as  required, 
f,uitt'tn^h»  w',i°'i°l,"  "'''«"'  fegetablea  and 
and  kILI^L  a"^''''  ^li"''^''-  Reception.  Riverside 
?n,.  K>°f  ton  Avenue  Hospitals  and  the  Hospital 
tor  (Contagious  Eye  Diseases,  and  Ice  only  to 
the  department  Disinfecting  stations,  Labora- 
H„T,?h''°n»°"",''  buildings  of  the  Department  of 
Health,  City  of  New  York,  in  the  various  bor- 
oughs,   during   the   year  1907. 

For  full   particulars  see  City  Record 
THOMAS   DARLINGTON,   M.    D 

ALVAH  H.    DOTY,   M.   D..  ^^^^'^^^t: 

THEODORE  A.    BINGHAM, 

_  ,   .    „                 .                  Board  of  Health. 

Dated   December   13,    1906.  ■"=<""'. 


ATTENTION  IS  CALLED  TO  THB  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OP  De- 
cember 19,  1906,  to  January  3,  1907,  ot  the  con- 
firmation by  the  Board  of  Assessors  and  the  en- 
tering in  the  Bureau  for  the  Collection  ot  Assess- 
ments and  Arrears,  ot  assessments  for  LOCAL 
IMPROVEMENTS  in  the  BOROUGH  OF  MAN- 
HATTAN: 

9TH  WARD,  SECTION  2.  McDOUGAL 
STREET  and  Minetta  Lane— REPAIRING  SIDE- 
WALKS on  the  northwest  corner.  12TH  WARD. 
SECTION  6.  134TH  STREET-REPAIRING 
SIDEWALKS,  north  side,  beginning  335  feet 
west  of  5th  Avenue.  134TH  STREET— REPAIR- 
ING SIDEWALKS,  south  side,  beginning  110 
feet  east  of  Madison  Avenue.  l:^4TH  STREET 
—REPAIRING  SIDEWALKS,  north  side,  be- 
ginning 10  feet  west  ot  Madison  Avenue.  12TH 
WARD,  SECTION  7.  LENOX  AVENUB-RE- 
PAIRING  SIDEWALKS,  west  side,  between 
138th  and  140th  Streets.  LENOX  AVENUE— RE- 
PAIRING SIDEWALKS,  west  side  between 
141st  and  142d  Streets.  WEST  144TH  STREET 
—PAVING,  CURBING  AND  RESETTING  CURB, 
between  Leno.x  and  Seventh  Avenues.  12TH 
WARD,  SECTION  8.  WEST  170TH  STREET- 
SEWER,  between  Fort  Washington  Avenue  and 
Broadway.  WEST  177TH  STREET— REGULAT- 
ING, GRADING,  CURBING  AND  FLAGGING, 
between  Broadway  and  St.  Nicholas  Avenue. 
20TH  WARD.  SECTION  3.  33D  STREET  and 
IITH  AVENUE— RECEIVING  BASIN  on  the 
northwest  corner.  22D  WARD,  SECTION  4 
WEST  60TH  STREET-REPAIRING  SIDE- 
WALKS opposite  No.  243.  WEST  63D  STREET 
—REPAIRING  SIDEWALKS  in  front  of  Nos 
140  to  152.  WEST  79TH  STREET-REPAIRING 
SIDEWALKS,  south  side,  beginning  170  feet 
west  of  West  End  Avenue,  running  to  Riverside 
Drive  and  including  92  feet  on  Riverside  Drive 
HERMAN  A.  METZ,  Comptroller. 

City  of  New  York,  December  18,  1906.   (31111) 


Department  ot  Water  Supply,  Gas  and  Elec- 
tricity, Room  1536,  Nos.  13  to  21  Park  Row 
Borough  ot  Manhattan,  The  City  of  New  York    ' 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply 
Gas  and  Electricity  at  the  above  office  until  2 
o  clock  p.  m.  on 

WEDNESDAY,    DECEMBER   26,    1906, 
Boroughs  of  Manhattan  and  The  Bronz 

No.  1.  For  furnishing  and  delivering  me- 
chanics and  contractors'  tools,  paints,  oils,  hard- 
ware, miscellaneous  supplies,  coal,  coke  cord 
wood,   lumber,  etc. 

No.  2.    For  furnishing  and  delivering  pig  lead. 

No.  3  ior  furnishing  and  delivering  tapping 
cocks,  tapping  cock  boxes,  twist  and  plug  drills 
and  hydrani:  nozzles,  waste  cocks,  caps  and 
chains,  handles,  screws  and  bridges 

No.  4.  For  furnishing  and  delivering  cast  Iron 
water  pipe,   branch  pipe  and  special  castings. 

No.  o  For  furnishing  and  delivering  stop 
cocks,  hydrants,  hydrant  heads,  wooden  hydrant 
boxes,  drinking  troughs  and  cast  iron  hydrant 
fenders. 

No  6.  For  furnishing  and  delivering  double 
nozzle  standard  New  York  hydrants,  repair  parts 
for  the  same  and  lead  lined  elbows. 

For  full  particulars  see  City  Record. 

JOHN  H.  O'BRIEN, 
Commissioner  of  Water  Supply 
Gas  and  Electricity. 
The  City  of  New  York,  December  7,  1906.  (30772) 


Office  of  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  The  City  of  New  York 

SEALED  BIDS  OR  '  ESTIMATES  wlU  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of    tne    Department    of    Parks    until    3    o'clock 

f,     M.,     OQ 

THURSDAY,    DECEMBER  27,    1906. 
Borough  of  Manhattan. 
J;"'  o     E"""  '"'•wishing  and  delivering  forage. 
No.  2.    For   furnishing  and   delivering   coal, 
t.,     /.    •.     ,°^  furnishing  and  delivering  beet  for 
the  Central  Park  Menagerie. 
For  full   particulars   see   City  Record 
MOSES  HERRMAN, 

President; 
JOSEPH   I.    BERRY, 
MICHAEL  J.    KENNEDY, 
„  ,    ,   „         ,  Commissioners  of  Parks. 

Dated  December  11,   1906. 


proposals 


Department  of  Health  ot  The  City  of  New 
York,  Southwest  Corner  of  Fifty-fifth  Street  and 
Sixth  Avenue,  Borough  ot  Manhattan,  The  City 
of  New   York. 

SEi\LED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Board  of  Health  of  the  Department 
of  Health  until   10  o'clock  A.   M.    on 

WEDNESDAY,    DECEMBER   26,    1908 
For    furnishing    and    delivering    butter,    cheese 
and  eggs,  as  required,  to  the  Willard  Parker  and 
Reception    Hospitals,    at    the    foot    ot    East    Six- 
teenth   Street,    the  Hospital    for    Contagious   Eye 
Diseases,   northwest  corner  ot  One  Hundred  and 
Eighteenth  Street  and  Pleasant  Avenue,  Borough 
of  Manhattan;    the  Riverside  Hospital,  at  North 
Brother  Island,   Borough  of  The  Bronx,   and   the 
Kingston   Avenue   Hospital,   at  Kingston   Avenue 
and  Fenimore  Street,   Borough  of  Brooklyn    The 
City  of  New  York,  during  the  year  1907.      ' 
For  full  particulars  see  City  Record. 
THOMAS   DARLINGTON,   M.    D., 

President: 
ALVAH   H.    DOTY,    M.    D., 
THEODORE   A.    BINGHAM, 
„  .   ^    ^  Board  ot  Health. 

Dated    December   13,1906. 

Police  Department  ot  The  City  ot  New  York, 
No.    300  Mulberry  Street. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Police  Commissioner  ot  the  Police 
Department  ot  The  City  of  New  York  at  the 
above  office   until   10  o'clock   A.   M.   on 

WEDNESDAY,    DECEMBER    26,    1906, 

For  furnishing  all  the  labor  and  furnishing 
and  erecting  all  the  materials  required  for  fur- 
nishing electrical  conductors  and  placing  elec- 
trical   conductors    underground. 

For  full  particulars  see  City  Record. 

THEODORE    A.    BINGHAM, 

Police  Commissioner. 

Dated    December   11,    1906.  (30845) 


Department  of  Health  ot  The  City  ot  New 
qw.h'  5°""''^«='  Corner  ot  Fifty-fifth  Street  and 
o£  Nevf ^Y°"k'        "'""^'^  °'  Manhattan,   The  City 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Board  of  Health  of  the  Department 
of  Health  until  10  o'clock  A.   M.   on 

WEDNESDAY,    DECEMBER    26     1906 

For  furnishing  and  delivering  milk  to  the  Wil- 
lard Parker,  Reception,  Riverside  and  Kingston 
Avenue  Hospitals,  the  Hospital  for  Contagious 
Eye  Diseases,  and  the  research  laboratory  of  the 
Department  of  Health,  City  ot  New  York,  during 
the    year    1907. 

For  full  particulars  see  City  Record. 
THOMAS  DARLINGTON,    M.    D., 

>TTr.TT  TT    „  President: 

ALVAH  H.   DOTY,    M.    D. 
THEODORE  A.    BINGHAM. 

T,  .  J   T,         V       ,„  Board  ot  Health. 

Dated   December  13,    1906. 


Department  of  Health  of  The  City  of  New 
York.  Southeast  Corner  of  Fifty-fifth  Street  and 
Sixth  Avenue,  Borough  of  Manhattan,  The  City 
of    New    Y'ork. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Board  of  Health  ot  the  Department 
of    Health    until    10   o'clock    A.    M.,    on 

WEDNESDAY,    DECEMBER  26,    1906. 
For    furnishing    and    delivering    meat,    as    re- 
quired to  the  Willard  Parker  and  Reception  Hos- 
pitals  at  the  toot  of  East  Sixteenth   Street;    tho 
Hospital    for    Contagious    Eye    Diseases,    at    the 
northwest  corner  of  One  Hundred  and  Eighteenth 
Street  and  Pleasant  Avenue,  Borough  ot  Manhat- 
tan;   the    Riverside    Hospital,    at    North    Brother 
Island,  Borough  of  The  Bronx,  and  the  Kingston 
Avenue  Hospital,  at  Kingston  Avenue  and  Feni- 
more Street,    Borough  ot  Brooklyn,   City  ot  New 
York,  during  the  year  1907. 
For  full  particulars  see  City  Record. 
THOMAS    DARLINGTON,   M.    D., 

President; 
ALVAH  H.    DOTY,    M.   D., 
THEODORE  A.    BINGHAM, 
„  .  ,   „  Board  ot  Health. 

Dated   December   13,1906. 


loso 
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proposals. 


proposals 


proposal?. 


Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  1536.  Nos.  13  to  21  Park  Row,  Bor- 
ough of  Manhattan,  The  City  of  Ktw  York. 

SEALED  BIDS  OH  ESTIMATES  for  the  below- 
named  work  and  materials  will  be  received  at 
fhe  offi^  of  the  Department  of  Water  Supply 
Gas  and  Electricity,  Room  lu3b,  Nos.  13  to  -1 
Park  Row,  Borough  of  Manhattan,  In  The  City 
of  New  York,  until  2  o'clock  P.  M.  on 

WEDNESDAY,    DECEMBER   26,    1906, 
Borough  of  Brooklyn. 

For  furnishing,  delivering  and  erecting  eight 
(S)  water  tube  boilers  in  the  remodelled  Ridge- 
wood— North  side— pumping  station,  Atlantic 
avenue,  near  Logan  street,  in  the  Borough  of 
Brooklyn.  „,,      „         , 

For  full  particulars  -ejCi'yjR«,^.-|ij^, 

Commissioner. 

Dated  December  10,  1906. C30825) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  1536,  Nos.  13  to  21  Park  Row,  Bor- 
ough of  Manhattan,  The  City  of  New  Yorli. 

SEALED  BIDS  OR  ESTIMATES  for  the  below- 
named  work  and  materials  will  be  received  at 
the  office  of  the  Department  of  Water  Supply 
uas  and  Electricity,  Room  153b,  Nos.  13  to  Jl 
Park  Row,  Borough  of  Manhattan,  In  The  City 
of  New  York,  until  2  o'clock  P.  M.  on 

WEDNESDAY.    DECEMBER   26,    1906, 
Boroughs    of    Manhattan    and    The    Bronx. 
For  furnishing,   repairing,   placing  and  empty- 
ing vau.c  pans,   etc.,   at  Mt.   Kisco,   Westchester 
County,  N.   Y. 
For  full  particulars  see  City  Record. 

JOHN  H.   O'BRIEN, 

Commissioner. 
Dated   December   10.    1906. (30818) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity Room  1536,  Nos.  13  to  21  Park  Row,  Bor- 
ough of  Manhattan,  The  City  of  New  'York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply,^ 
Gas  and  Electricity  at  the  abave  office  until  i 
o'clock  P.   M.   on 

WEDNESDAY,    DECEMBER   26.    1906, 
Borough  of  Brooklyn. 
For    furnishing    and    delivering    tools,    garden 
implements,   etc. 
For  full  particulars  see  City  Record. 

JOHN  H.  O'BRIEN, 
Commissioner    of    Water    Supply,     Gas    and 

Electricity. 
Dated    December    10,    1906.  (30818) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  1536,  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan.  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  tor  the  below- 
named  work  and  materials  will  be  received  at 
the  office  of  the  Department  of  'Water  Supply, 
Gas  and  Electricity,  Room  1536,  Nos.  13  to  Zl 
Park  Row,  Borough  of  Manhattan,  m  The  City  of 
New  York,  until  2  o'clock  p.  m.  on 

WEDNESDAY.    DECEMBER   26.    1906, 
Borough  of  Queens. 
For    engineer's    and    draughtsman's    supplies, 
cast-iron   water  pipe,   branch   pipe,    special   cast- 
ings   hydrants,  hydrant  repairs,  gate  valves,  gate 
valve  repairs,  special  sleeves  and  gates,  pipe  line 
supplies,    hardware,     tools,     calklngyarn.     waste, 
rope    pig  lead,  coke,  coal,  kindling  wood,  lumber, 
cem4nt,    clay,    lubricating    grease,    kerosene    oil, 
paints    oils,  turpentine  and  rubber  goods. 
For  full  particulars  see  City  Record. 

JOHN  H.   O'BRIEN, 
Commissioner  of  Water  Supply, 
Gas  and  Electricity. 
The  City  of  New  Y'ork,  December  7,  1906.  (30772) 

■  Police   Department  of  The   City  of  New   York, 
No.   300  Mulberry  street. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Police  Commissioner  of  the  Police 
Department  of  The  City  of  New  York  at  the 
above   office   until   10  o'clock   A.    M.    on 

THURSDAY.   DECEMBER  27,  1906. 
For     furnishing,     delivering     and     setting     up 
complete    ten    steel    legal    vertical    files.     Index 
cabinets. 
For  full  particulars  see  City  Record. 

THEODORE  A.   BINGHAM, 

Police    Commissioner. 
Dated   December   13,    1906^ (30866) 

Bellevue  and  Allied  Hospitals  Department  of 
New  York  City,  Twenty-sixth  Street  and  First 
Avenue.  Borough  of  Manhattan,  The  City  of 
New  Y'ork. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  President  of  the  Board  of  Trustees 
at  the  above  office  until  3  o'clock  p.'  m.  on 
TUESDAY.    JANUARY    8.    1907. 

For  all  the  labor  and  materials  required  for 
the  erection  and  completion  of  new  training 
school  for  women  nurses.  Bellevue  Hospital, 
situated  on  the  East  River,  between  Twenty- 
fifth  and  Twenty-sixth  Streets,  Borough  of  Man- 
hattan.  The   City  of  New  Y^ork. 

For  full  particulars  see  City  Record. 

JOHN    W.    BRANNAN. 

President  of  the  Board  ot  Trustees,  Bellevue 
and  Allied  Hospitals.  (31057) 


Headquarters  of  the  Fire  Department  of  the 
City  of  New  Y'ork,  Nos.  157  and  159  East  Sixty- 
seventh  Street.  Borough  of  Manhattan.  The  City 
of  New  Y'ork.  ,    ^ 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office  until  10:30  o'clock  a.  m.  on 

MONDAV.     DECEMBER    31.     190C. 
Boroughs  of  Manhattan  and  The  Bronx. 
No.     1.    For    furnishing    and    delivering    hay. 
straw,    oats,    bran,    oil    meal    and    salt    for    com- 
panies in  The  Borough  of  Manhattan. 

No.     2.    For    furnishing    and    delivering    hay, 
straw,    oats,    bran,    oil   meal    and    salt   for    com- 
panies in  the  Borough  of  The  Bron.^. 
Borough  of  Richmond. 
No.    3.    For    furnishing     and     delivering     hay, 
straw,    oats,    bran,    oil    meal    and    salt   for    com- 
panies  in  the  Borough  of  Richmond. 
For  full  particulars  see  City  Record. 

FRANCIS    J.     LANTRY, 
Fire   Commissioner. 
Dated  December  17,   1906. (31072) 

Headquarters  of  the  Fire  Department  of  the 
City  of  New  York,  Nos.  157  and  159  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  The  City 
of  New  York.  .,,    ^ 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office  until  10:30  o'clock  a.  m.  on 

MONDAY,     DECEIMBER    31,    1906. 
Boroughs  of  Manhattan  and  The  Bronx. 

No  1.  For  furnishing  and  delivering  one 
thousand  (1,000)  tons  of  anthracite  coal  for 
companies  located  south  of  Fifty-ninth  Street. 
Borough  of  Manhattan. 

No  2.  For  furnishing  and  delivering  fourteen 
thousand  (14,000)  gallons  of  kerosene  oil,  for 
companies. 

For  full  particulars  see  City  Record. 

FRANCIS    J.     LANTRY, 
Fire   Commissioner. 

Dated   December   17,    1907.  (310G5) 

DEPARTMENT  OP  DOCKS  AND  FERRIES. 

Sealed  bids  tor  Broken  Stone  (1039)  will  be  re- 
ceived by  the  Commissioner  of  Docks  at  Pier  A, 
Battery    Place,    until    12    o'clock    noon,    January 
2      1907. 
"'(For   jjartlculars    see    City    Record.)         (31119) 

DEPARTMENT  OF  DOCKS  AND  FERRIES. 
SEALED  BIDS  for  concrete  sea-wall  and  plat- 
form on  North  Brother  Island,  Bronx  Borough 
(1036)  will  be  received  by  the  Commissioner  of 
Docks  at  Pier  "A,"  Battery  Place,  until  12 
o'clock,  noon,  December  2Sth,  1906.  (For  par- 
ticulars   see    City    Record.) (30943) 

Office  ot  the  President  of  the  Borough  of 
Manhattan,  City  Hall,  the  City  ot  New  Y'ork. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Borough  of  Man- 
hattan at  the  City  Hall,  Room  16,  until  3  o'clock 

'  THURSDAY,  DECEMBER  27,  1906. 
For  furnishing  all  the  labor,  materials,  tools, 
etc  during  the  year  1907  necessary  to  clean  all 
the 'glass  in  all  the  windows  and  doors  ot  various 
public  buildings,  courts  and  offices  under  the 
care  ot  the  President  ot  the  Borough  of  Man- 
hattan. 
For  full  particulars  see  City  Record. 

JOHN     F.     AHEARN, 

Borough   President. 
The  City  of  New  Y'ork,  December  15,  1006.     _ 

(oliKJo) 

Bellevue  and  Allied  Hospitals  Department  of 
New  Y'ork  City,  Twenty-sixth  Street  and  First 
Avenue,  Borough  ot  Manhattan,  the  City  of  New 
York.  „    ^ 

SEALED    BIDS    OR    ESTIMATES    will    be   re- 
ceived by  the  President  ot  the  Board  of  Trustees 
at  the  above  office  until  3  o'clock  P.  M.  on 
FRIDAY,    DECEMBER   28,    1906. 
For  the  lead  and  oil   painting  of  the  plastered 
walls  and  ceiling  surfaces  ot  the  entire  interior 
of   the   new    Harlem   Hospital,    located   on  Lenox 
Avenue,   One  Hundred  and  Thirty-fltth  and  One 
Hundred    and    Thirty-sixth    Streets,    in    the    Bor- 
ough ot   Manhattan,   the   City  ot   New  York. 
For  full  particulars  see  City  Record. 

JOHN  W.   BRANNAN, 
President   Board   of  Trustees, 
■  Bellevue   and   Allied   Hospitals. 
Dated    December   13,    1906.  (31011) 

Police  Department  of  the  City  of  New  Y'ork, 
No.    300   Mulberry    Street. 

SEALED    BIDS    OR    ESTIMATES    will    be   re- 
ceived by  the  Police  Commissioner  of  the  Police 
Department    of    the    City    of    New    Y'ork    at    the 
above   office   until   10  o'clock   A.    M.    on 
FRIDAY,    DECEMBER   28,    190C. 

For  completing  contract  executed  by  Thomas 
G.  Carlin  July  29,  1904,  which  was  declared 
abandoned. 

For  furnishing  all  the  labor  and  furnishing  and 
erecting  all  the  materials  necessary  to  build  and 
complete  the  new  station  house,  prison  and 
stable  for  the  Seventy-second  Precinct,  on  the 
south  side  of  Lawrence  Avenue,  300  feet  easterly 
ot  Third  Street,  Borough  ot  Brooklyn. 

For   full   particulars  see  City   Record. 

THEODORE  A.   BINGHAM, 

Police  Commissioner. 

Dated  December  15,  1006.  (31019) 


Office  ot  the  Department  of  Parks,  Arsenal 
Building,  Fifth  Avenue  and  Sixty-fourth  Street, 
Borough  of  Manhattan,  the  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office  ol 
the   Department  ot  Parks  until  3  o'clock  P.   M. 

THURSDAY,  DECEMBER  27,  1900. 
Borough  of  Manhattan. 
No.  1.  For  constructing  a  pipe  sewer  and  ap- 
purtenances from  the  cottage  =outh  ot  the  Sev- 
enty-ninth Street  transverse  road  near  the  East 
Drive  to  the  brick  sewer  in  the  said  transversa 
road  near  Fifth  Avenue,  tor  connecting  the  said 
cottage  by  means  ot  wrought-iron  pipes  with  the 
Croton  main  in  said  transverse  road  and  for 
building  brick  manholes  on  existing  brick  sewers 
in  the  vicinity  of  the  proposed  sewer,  all  in 
Central  Park. 

No     2.      For    constructing    that    portion    of    bt. 
Nicholas  Park  south  of  One  Hundred  and  Thirty- 
fifth    Street. 
For  full  particulars  see  City  Record. 

MOSES    HERRMAN,    President; 
JOSEPH    I.    BERRY. 
MICHAEL   J.    KENNEDY, 

Commissioners  of  Parks. 
Dated   December   14,    1906. (31026) 

Headquarters  of  the  Fire  Department  of  the 
City  of  New  York,  Nos.  157  and  159  Bast  Sixty- 
seventh  Street,   Borough  ot  Manhattan,  the  City 

of   New   Y'ork.  

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office  until   10.30  o'clock  A.   M.   on 

THURSDAY,   DECEMBER  27,   1906. 
Boroughs    of    Manhattan    and   The    Bronx. 
No.  1.    For     furnishing     and     delivering     fire 
alarm   telegraph  apparatus. 

Borough  ot  Richmond. 
No.  2.    For     furnishing     and     delivering     fire 
alarm   telegraph   apparatus   and   supplies. 

No.  3.    For     furnishing      and     delivering     fire 
alarm    telegraph    apparatus    and    supplies. 
For  full  particulars  see  City   Record. 

FRANCIS   J.    LANTRY, 

Fire    Commissioner. 
Dated    December    14,    1906.  (31032) 


Headquarters  of  the  Fire  Department  ot  the 
City  of  New  Y^ork,  Nos.  157  and  159  East  Sixty- 
seventh  Street,  Borough  ot  Manhattan,  The  .City 
of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office  until  10:30  o'clock  a.  m.  on 

MONDAY,    DECEMBER    31,    1906. 
Boroughs  of  Manhattan  and  The  Bronx. 
No.   1.    For  furnishing  and  delivering  fourteen 
thousand    (14,000)    sacks  of   North  Carolina  pine 
or  Georgia  yellow  pine  kindling  wood. 
For  full  particulars  see  City  Record. 

FRANCIS    J.     LANTRY, 
Fire  Commissioner. 
Dated  December  17,  1906.  (31005) 


Headquarters  of  the  Fire  Department  of  the 
City  of  New  York,  Nos.  157  and  159  East  Sixty- 
seventh  Street,  Borough  ot  Manhattan,  the  City 
of   New   Y'ork. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office  until   10.30  o'clock  A.   M.   on 

THURSDAY,   DECEMBER  27,   1906. 
Boroughs    of    Manhattan    and    The    Bronx. 
No     1.     For    furnishing    and    delivering    three 
thousand    (3,00U)    feet   ot   three-inch    rubber   fire 
hose. 
For  full  particulars  see  City  Record. 

FRANCIS   J.    LANTRY, 

Fire   Commissioner. 
Dated    December    14,    1906.  (31032) 


Department  ot  Water  Supply,  Gas  and  Elec- 
tricity, Room  1536,  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan,  the  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until  2 
o'clock   P.    M.    on 

MONDAY.    DECEMBER    31.    190G. 

For  furnishing,  putting  in  place  and  main- 
taining five  hundred  (501))  gas  regulators  from 
January  1,  1907.  to  December  31.  1907.  both 
inclusive. 

For  furnishing  steam  tor  heating  or  power 
purposes  to  certain  public  buildings,  from  Janu- 
ary 1,  1907,  to  December  31,  1907,  both  Inclu- 
sive. 

For  full  particulars  see  City  Record. 

JOHN  H.   O'BRIEN, 

Commissioner. 

New  Y'ork,  December  14,  1006. (31040) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity, Room  1536,  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan,  the  City  ot  New  Y'ork. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  ot  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until  2 
o'clock   P.    M.    on 

FRIDAY,    DECEMBER   28,    1906. 
Borough    ot    Brooklyn. 

For  hauling  and  laying  water  mains  and  ap- 
purtenances  in   the   Borough    of   Brooklyn. 

For  furnishing  and  delivering  chemicals,  etc., 
for   laboratory.  , 

For  furnishing  and  delivering  engineers  and 
Draughtsmen's    Supplies. 

For  furnishing  and  delivering  lubricating  and 
illuminating   oils   and   lubricating  grease. 

For  furnishing  and  delivering  packing,  gas- 
kets,   lamp   wick  and   asbestos  wick. 

For  full   particulars  see  City   Record. 

JOHN  H.   O'BRIEN, 

Commissioner. 

Dated   December  12,   1906.  (31040) 

Department  ot  Water  Supply,  Gas  and  Elec- 
tricity, Room  1536,  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan,  the  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until  2 
o'clock   P.    M.   on 

MONDAY,  DECEMBER  31,  1906. 
For  furnishing  gas  for  and  to  the  public  lamps 
on  the  streets,  supplying  gas,  etc.,  tor  new  lamps 
when  required,  for  making  certain  repairs  to 
lamp-posts,  and  for  furnishing  gas  to  public 
buildings  from  January  1,  1907,  to  December 
31.    1907,    both    inclusive. 

For  furnishing  gas  lamps.,  etc..  on  the  streets, 
and  so  on.  and  for  connecting,  lighting,  extin- 
guishing, cleaning,  repairing  and  maintaining 
the  same,  and  also  lamps  belonging  to  the  city, 
supplying  new  lamps  when  required,  and  for 
furnishing  burners  and  appliances  tor  Improved 
system  of  lighting  on  the  streets,  avenues,  parks 
and  public  places,  from  January  1,  1907,  to 
December  31,   1907,   both  inclusive. 

For  furnishing  naphtha  or  similar  illuminating 
material  for  the  public  lamps  using  same,  and 
for  furnishing,  lighting,  extinguishing,  cleaning, 
repairing  and  maintaining  such  lamps,  supply- 
ing naphtha,  etc.,  tor  new  lamps,  for  furnishing 
new  lamps  as  required,  for  furnishing  or  making 
certain  repairs  to  lamp-posts,  and  for  furnish- 
ing burners  and  appliances  of  improved  system 
of  lighting  streets,  avenues,  parks  and  public 
places,  from  January  1.  1907,  to  December  31, 
1907,    both   inclusive. 

For  furnishing,  operating  and  maintaining  elec- 
tric  lamps   tor   lighting   streets,    avenues,    public 
buildings     parks   and   public   places,   from  Janu- 
ary 1,  1907,  to  December  31.  1907.  both  inclusive. 
For'  full  particulars  see  City  Record. 

JOHN  H.  O'BRIEN, 

Commissioner. 
New    York,    December   14,    1906.  (31(M7) 
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proposals. 


Department  of  Public  Charities,  Foot  of  East 
Twenty-sixth   Street.   New  York. 

TO    CONTRACTORS. 
PROPOSALS    FOR    BIDS    OR    ESTIMATES. 
SKALED    BIDS    OR    ESTIMATES    will    be   re- 
ceived  by  the  Department  of  Public  Charities  at 
the  above  office  until  2.30  o'clock  P.  M.  on 
WEDNESDAY,     JANUARY     2.     1907. 
For   furnishing   and   delivering  fifty-eight   hun- 
dred and  fifty   (5.SoO)   tons  of  ice. 
For   full   particulars  See  City   Record. 

ROBERT   W.    HEBBERD, 

Commissioner. 
The  City  of  New  York,  December  20,  U>06. 

(3112G) 

Department  of  Water  Supply,  Gas  and  Elec- 
tricity. Room  1536,  Nos.  13  to  21  Park  Row, 
Borough  of  Manhattan,  the  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Commissioner  of  Water  Supply, 
Gas  and  Electricity  at  the  above  office  until  2 
o'clock   P.    M.    on 

FRIDAY,    DECEMBER   28.    1906. 
Borough   of   Queens. 

For  furnishing,  delivering  and  laying  water 
mains  in  Borden  and  Beebee  Avenues,  and  in 
Van  Dam,  Bartow,  Lathrop,  Blackwell,  Briell. 
Albert  and  Kouwenhoven  Streets,  Long  Island 
City;  in  Central,  Wilson,  Crocheron  and  Maple 
Avenues,  and  in  Ash,  State.  Twenty-second, 
Leavitt,  Fourteenth  and  Twenty-fourth  Streets, 
and  in  Queens  Avenue,  Flushing,  Third  Ward; 
in  Old  House  Landing  Road,  Little  Neck;  in 
Centre  Drive,  Hillside  Avenue.  West  Drive,  Pine 
Street  and  Broadway,  Douglaston;  in  First, 
Third.  Eighth,  Avenue  C  and  College  Avenues; 
in  Schleicher  Court,  North  Seventeenth  and 
North  Thirteenth  Streets,  College  Point;  In  Sev- 


HERBERT  A.  SHERMAN 

REAL  ESTATE 
AUCTIONEER,     BROKER 

APPRAISER,  AGENT 

GROUND    FLOOR    A8T0B    BUILDING 

9  Pine  and  10  Wall  St.. 

Uptown  Office.  530  and  532   FIFTH   A^^ENUE 

Oorner  44th  St..  under  5th  Ave.  Bunk 
Tel.  Concoctions.      Private  Wire  Between  Offices 


enth.  Eleventh  and  Fourteenth  Avenues;  In 
Ninth,  Thirteenth.  Eighteenth  and  Twenty-second 
Streets,  and  in  Willetts  Point  Road.  Whitestone: 
in  Crocheron  and  Montauk  Avenues;  In  Second 
and  Third  Streets,  and  Bayside  Boulevard,  Bay- 
side. 

For   full  particulars  see  City  Record. 

JOHN  H.   OBRIEN, 

Commissioner  of  Water  Supply,  Gas  and  Elec- 
tricity. (31047) 

The   City  of   New  York,    Decemher   13,    1906. 


public  1Rortce«. 


MUNICIPAL     CIVIL    SERVICE     COMMISSION, 
299    Broadway, 
New  York,  December  17,  1906. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  that 
applications  for  the  position  of  INSPECTOR  OP 
FILTKiR  PLANTS  will  be  received  until  4  P.  M., 
MONDAY,  DECEMBER  24,  1906.  The  examina- 
tion will  be  held  on  Thursday,  January  10,  1907, 
at   10  A.    M. 

For    scope    of    examination    and    further    In- 
formation,   apply    to    the    Secretary. 
,^AOOSi  FRANK  A.    SPENCER, 

(30998)  •  Secretary. 


NOTICE  OF  ASSESSMENTS  FOR  LOCAL  IM- 
PROVEMEiNTS  IN  THE  BOROUGH  OF 
BROOKLYN,   CITY  OP  NEW  YORK. 


public  "Rotlces. 


MUNICIPAL     CIVIL     SERVICE     COMMISSION, 
299    Broadway, 
New  York,   December  17,   1906. 
PUBLIC    NOTICE    IS    HEREBY    GIVEN    that 
applications    tor    the    position    of   BACTERIOLO- 
GIST   (MALE)    will   be   received   until   4   P.    M., 
MONDAY,  DECBiMBER  31,  1906.     The  examina- 
tion  will   be  held  on  Tuesday,   January  8,  "1907, 
at    10  A.    M. 

For     scope    of    examination    and    further    in- 
formation,   apply    to    the    Secretary. 

FRANK  A.   SPENCER, 
(.309S0)  Secretary. 


NOTICE  IS  HEREBY  GIVEN  THAT  THE 
assessment  roll  in  the  following-entitled  matter 
has  been  completed  and  will  be  due  and  payable 
on  the  15th  inst.,  and  that  the  authority  for 
the  collection  of  the  same  has  been  delivered 
to  the  Collector  of  Assessments  and  Arrears, 
and  all  persons  liable  to  pay  such  assessment 
are  required  to  pay  the  same  without  delay  at 
his  office.  Rooms  1  and  3,  Municipal  Building, 
in  the  Borough  of  Brooklyn. 

Assessment  for  benefit  from  Prospect  Park 
(for  lands  taken)  under  chapter  244,  Laws  of 
1878,   twenty-ninth   installment. 

For   full   particulars   see   City   Record. 

HERMAN    A.    MBTZ, 
Comptroller. 

City  of  New  York— Department  of  Finance, 
Comptroller's  Office,   December  15,  1906.   (31051) 


CONVEYANCES 


Whenever  the  letters  Q.  C,  C.  a.  G.  and  B.  &  S.  occur,  preceded  by 
the  name  of  the  grantee,  they  mean  as  follows: 

1st. — Q.  C.  is  an  abbreviation  for  Quit  Claim  deed,  i.  e.,  a  deed 
wherein  all  the  right,  title  and  interest  of  the  grantor  is  conveyed, 
omitting  all   covenants   and   warranty. 

2d. — C.  a.  G.  means  a  deed  containing  Covenant  against  Grantor 
only,  in  which  he  covenants  that  he  hath  not  done  any  act  whereby 
the  estate  conveyed  may  be  impeached,  charged  or  encumbered. 

od. — B.  &  S.  is  an  abbreviation  for  Bargain  and  Sale  deed,  wherein, 
although  the  seller  makes  no  expressed  consideration,  and  thus  im- 
pliedly claims  to  be  the  owner  of  it.  Tlie  street  or  avenue  num- 
bers given  in  these  lists  are,  in  all  cases,  taken  from  the  insurance 
maps  when  they  are  not  mentioned  in  the  deeds.  The  numbers,  it 
will  occasionally  be  found,  do  not  correspond  with  the  existings  ones, 
owing  to  there  having  been  no  official  designation  made  o£  them  by 
the   Department   of   Public   Works. 

4th. — The  first  date  is  the  date  the  deed  was  drawn.  The  second 
date  is  the  date  of  filing  same.  When  both  dates  are  the  same,  only 
one   is  given. 

6th. — It  should  also  be  noted  in  section  and  block  numbers  that 
the   instrument  as  liled  is  strictly  followed. 

December  14.   1.".    17,   IS,  19  and  20. 
BOROUGH    OF    MANHATTAN. 

Barclay  st,  No  98  (93),  s  s,  97.6  w  Washington  st,  21.5x75x21.4x 
75,  4-sty  brk  loft  and  store  building.  Michael  A  Cunningham 
et  al  to  Albert  Joske.  Mort  $22,000.  Dec  15.  Dec  20,  1906. 
1:84—25.     A  $23,600— $29,000.  other  consid  and  100 

Bedford  st.  No  S.  e  s,  1,'1().(5  s  Downing  st,  24.4x76.5x12.5x07.6, 
3-sty  brk  dwelling.  August  Etzel  and  ano  HEIRS  Philip  Etzel 
to  Dcmenico  Muccio.  Mort  $4,.XI0.  Dec  17.  Dec  20.  1906. 
2:527 — 4.     A  .$4,500— $o..500.  100 

Bedford  st.  No  l.S,  e  s,  40  s  Downing  st.  18.9x75. 1x17.6x75,  4-sty 
brk  tenement.  Thomas  Lillis  to  Lena  Antonelli.  Mort  $13,- 
860.      Dec   15,   IJMJti.     2:527—9.     A  $6.1  KX)— $16,000.  nom 

Beekman  pi.  No  25,  e  s,  40.5  n  50th  st,  20x100,  5-sty  stone  front 
dwelling.  Jacob  Vetter  to  Gustav  Staats.  Mort  $9,000.  Dec 
14,   1006.     5:1362—19.     A  $5,000— $8,000. 

other  consid  and  100 

Beekman  st,  n  w  cor  Water  st,  .57.7x.50.9.x63.4x56  9,  vacant.  Frank 
H  Bradner  to  Joseph  H  Hoadley.  Mort  $30,000.  April  23,  1903. 
Dec   20,    1906.      1:98.  nom 

Bleeckerst.  Nos28Sand290I  w    s.    40    s    Barrow    st,    40.3    to    n    s 

Commerce  st,   Nos   1  and  3   |     Commerce  st,  x81.x39.9x81,  6-sty  brk 
tenement    and,  store.      David    Gordon    to    Hyman      and      Joseph 
Schlesinger.      Mort   $79,000.      Dec   15.      Dec   18,   1906.      2:587 — 
59.     A  $30.000— $80,000.  .  100 

Broome  st.  No  234,  n  s.  65.6  w  Essex  st,  22.xS8.6,  3-sty  brk  bidg 
and  store.  John  A  Hassler  to  Solomon  M  Landsmann.  Mort 
$14,000.     Dec  14,  1900.     2:409—63.     A  $14,000— $10,(XIO. 

other  consid  and  100 

Broome  st.  No  97,  s  s,  abt  50  w  Sheriff  st,  2.5x75,  4-sty  frame  (brk 
front)  tenement  and  store  and  5-sty  brk  building  in  rear.  David 
Mondshain  or  Mondschain  to  Davis  Silverstein,  Brooklyn  Mort 
$18,500.    July  5.    Dec  17,  lil06.    2:.336 — 45.     A  $14,000— $17,00t). 

nom 

Canal  st,  No  73|  n   w   cor   Allen   st,    22.11x70x22.9x70,   4-sty    brk 

Allen  st.  No  17  |  tenement  and  store.  Joseph  S  Marcus  to  Isaac 
Schreiber.  Mort  $24,000.  Dec  14.  Dec  15,  1906.  1:300 — 29 
A  $23,000— .$.35.0flO.  other  consid  and  I'OO 

Chambers  st,  Nos  43  to  47  I  n  s,  276.5  e  Broadway,  75x151.4  to  s  s 

Reade  st,  Nos  21  to  25  |  Reade  st  x  74.10x151.5,  5-sty  brk 
loft  and  store  building.  Century  Realty  Co  to  Century  Investing 
Co.  All  title.  B  &  S  and  C  a  G.  Mort  $650,000.  Dec  17.  Dec 
20,  1006.     1:153-11—12  and  13.     A  $508,100-$600,000. 

„       ,  ,„  ,„_  ,  other   consid   and    1,(J00 

Crosby  st,  No  49.  e  s  ,18 (.4  n  Broome  st,  25x100,  6-sty  brk  loft 
and  store  building.  Wm  Seidman  to  The  Knepper  Realty  Co 
Mort  $45,0(X>.  Dec  3.  Dec  17,  1906.  2:482-5.  A  .$23,000— 
$44,000.  other  consid  and  100 

Downing  st.  No  42  (40),  s  s,  abt  125  w  Bedford  st,  29x97. S.\30x 
105.1  e  s,  2-sty  brk  tenement  and  2-sty  brk  stable  in  rear. 
Carrie  Bendheim  to  Edwin  H  Sayre,  of  Brooklyn.  Mort  $10  (XH) 
Dec  1.     Dec  14.   1906.     2:.528— .34.     A  $11,.500— $13,000        '      100 

Eldridge  st.  No  136,  s  e  s,  abt  125  n  Broome  st,  25x87.6,  5-sty 
brk  tenement  and  store.  Samuel  Rosenthal  to  Hyman  Watch- 
stein.  Mort  $38,000.  Nov  15.  Dec  14,  1906.  2-414—2  A 
$18,000-$30,000.  -.ii*— -.     A^ 


Eldridge  st.  No  18,  e  s,  abt  125  s  Canal  st,  25x87.6,  3-sty  frame, 
brk  front,  tenement  and  store  and  4-sty  brk  tenement  in  rear. 
Harry  Fischel  to  Solomon  L  Baron.  Q  C  and  Correction  deed. 
Dec  20,   IOCm;.      1:293— (>.     A  $18,000— $20,000.  nom 

Elizabeth  st,  No  192,  e  s,  114.7  n  Spring  st,  25x98,  2-sty  brk  stable 
and  5-sty  brk  tenement  in  rear.  Emma  L  Smith  et  al  to  Frank- 
lin S  Clark,  Henry  Hasler  and  Chas  II  Clark  EXRS,  &c,  Wm  E 
Cllark.  Q  c.  Nov  18.  Dec  20,  1906.  2:492—2.  A  $15,000— 
$18,000.  '       nom 

Same  property.  Alex  Y  Pringle  to  same.  Q  C.  Nov  20.  Dec  20, 
1906.     2:492.  ^om 

Elizabeth  st.  No  166,  e  s.  146  s  Spring  st,  25x98.8,  6-sty  brk 
tenement  and  s.tore.  Louis  J  Ullman  to  Nathan  Ullman.  Mort 
half  of  $35,7.50.  Nov  15.  Dec  19,  1906.  2:478—13.  A  $15,000 — 
•f37,O0O.  other  consid   and   1(X> 

Grand  st,  Nos  200  and  202|  n    w    cor   Mott    st,    51.4x51.9    and   48.9x 

Mott  st,  Nos  151  to  155  |  50.10x100.1,  6-sty  brk  tenement  and 
store.  Ida  Machiz  to  Louis  Gordon,  Harnett  Levy  and  Moritz 
Gruenstein.  Mort  $1(X>,000.  Dec  17.  Dec  19,  1906,  2-471 — 
52.     A  $31,000— P  $31,000.  other  consid  and  100 

Grand  st,  Nos  2(X)  and  202|  n   w   cor   Mott   st,   51.4x51.9   and  48.9x 

Mott  st,  Nos  151  to  1.55  |  50.10x100.1.  0-sty  brk  tenement  and 
store.  Louis  Gordon  et  al  to  Ida  Machiz.  All  title.  Dec  15. 
Dec  17,  1906.     2:471—52  and  53.     A  $.53,000— P  $53,000. 

other  consid  and  100 

Hester  st,  No  111,  n  s,  42,7  w  Eldridge  st,  24.7x.50x24..5.x50,  5-sty 
brk  tenement  and  store.  Max  Specter  to  Barnett  Golding  V" 
part  of  t/ij  part.  Mort  3-8  of  $23,500.  Oct  3.  Dec  20  1906" 
1:306—37.     A  $14,IX)0— $19,000.  nom 

Irving  pi.  No  48  I  e  s,  27  s  17th  st,  runs  e  90.1  x  n  27  to  s  s  17th 

I'th  st  I     st  X  e  26  X  s  53  X  w  116.1  to  Irving  pi  x  n  26 

to  beginning,  4-sty  brk  dwelling.  Annie  L  Hildreth  widow  to 
the  City  of  New  York.  Sept  29.  Dec  19,  1906.  3:872—58.  A 
$37.000— $44,(X)0.  75,000 

Laight  st.  No  3,  s  s,  abt  22  w  Canal  st,  — x— ,  3-sty  brk  tenement 
and  store.  Helen  Lamont  to  Ledyard  Cogswell  and  Marcus  T 
Hun  EXRS  Julia  J  MacCartee,  late  of  County  of  Albany  N  Y 
Q  C.  Release  dower,  &c.  Dec  10.  Dec  20,  1906.  1-212 — 27  A 
$10100—112,500.  nom 

Lewis  St.  Nos  179  to  183,  w  s,  25  s  5th  st,  runs  w  29.8  x  s  23.4 
X  w  .50.3  x  s  48  X  e  86.5  to  st,  x  n  72.5  to  beginning,  6-sty  brk 
loft   and   store   building. 

76th  st.  No. 417,  n  s,  345  w  Av  A,  25x102.2,  5-sty  brk  loft  and 
store    building. 

Minnie  May  to  Carl  May.  1-5  part  of  right,  title  and  interest. 
B  &  S.  All  liens.  Dec  13.  Dec  15,  1906.  2:300—18.  A  $20 - 
000— $35,000;    5:1471—10      A   $7.000— $14,000.  nom 

Lewis  st,  No  78,  e  s,  124.9  n  Rivington  st,  25x99,  5-sty  brk  ten- 
ement and  store  and  5-sty  brk  tenement  in  rear.  Morris  Kurl- 
anshik  to  Barnet  Fishman  and  Hyman  Moskowitz.  1-3  part. 
All  title.  Mort  $27,650.  Dec  18,  1906.  2:329—39.  A  $12,- 
0(X) — $22,000.  other  consid  and  100 

Ludlow  St.  Nos  141  and  143,  w  s,  213  s  Stanton  st,  37.6x87.10,  6- 
sty  brk  tenement  and  store.  Isaac  Krugman  to  Harris  Seal.  All 
title.  B  &  S  and  C  a  G.  All  liens.  "Dec  17.  Dec  18  1906 
2:411—27.     A  $24,000— $50,000.  other  consid  and  100 

Same  property,  Harris  Seal  to  Isaac  Krugman.  V-  part.  B  &  S 
and  C  a  G.     All  liens.     Dec  17.     Dec  18,  1906.     2:411. 

'other  consid  and  100 

Ludlow  st,  Nos  16 i  and  169,  w  s,  100  n  Stanton  st,  50x87.6.  6- 
sty  brk  tenement  and  store  and  3-sty  brk  bldg  and  store.  Fer- 
dinand Amend  to  Therese  M  Amend.  Mort  $44,000.  Dec  14. 
Dec  15,  1906.     2:412—31  and  32.     A  $32,000— $40,000. 

other  consid  and  100 

Ludlow  st,  Nos  167  and  169,  w  s.  100  n  Stanton  st,  50x87.6,  6- 
sty  brk  tenement  and  store  and  3-sty  brk  bldg  and  store.  Helen 
C  Mostyn  and  ano  to  Ferdinand  Amend.  B  &  S.  Dec  13.  Dec 
14,   1906.     2:412—31  and  32.     A  $32,000— $40,000, 

„     „  .  ^„  other  consid  and  100 

MacDougal  st.  No  12(,  w  s,  20  n  3d  st,  19.4x65.9,  2-sty  brk  tene- 
ment. John  E  McArthur  to  Marie  Derache.  Mort  $8,000  Dec 
13.     Dec  14,  1906.     2:543—59.     A  $9,000— $10000 

other  consid  and   100 

Manhattan  st,  n  s,  100  e  Old  Broadway,  runs  e  72  x  n  100  x  w  59.8 

X   s  100  to  beginning,  vacant.     Joseph  Hamershlag  to  Alfred  C 

Bachman.     Mort  $28,000.    Dec  17.     Dec  20,  1906.     7:1982—5  and 

6.     A  $33,000— $33,000  other  consid  and  100 

^''JSS  property.     Alfred  C  Bachman  to  Joseph  Hamershlag.     Mort 

$28,000.     Dec  19.    Deo  20,  1906.     7:1982.         other  consid  and  100 
Norfolk  St.   Nos  135  and  137,  w  s,  abt  98  n  Rivington  st,  50x100, 
two    o-sty    brk    tenements    and    stores.      Alex    B    Simonds    et    al 
EXRS   Bache   McE  Whitlock   to   Henry  Bierman:     Dec   17.     Dec 
18,  1906.     2:354—28  and  29.     A  $34,000-$60,000.  91,000 
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Pearl  st,  No  300,  s  e  s,  abt  135  w  Peck  slip,  24.2x86.10x24.2x84.8 
n  e  s  3-sty  brk  tenement  and  store.  L  Napoleon  Levy  to  Henry 
Leerburger.  Mort  $13,000.  Dec  13.  Dec  14,  1000.  1:08—20. 
A  $10,400—113,500.  „  „  ^    nom 

Pearl  st.  No  362,  e  s,  129.2  n  Franklin  sq,  runs  e  8i.8  x  n  0.4  x  e 
47  X  n  —  X  w  122  to  Pearl  st  x  s  w  27  to  beginning,  5-sty  brk 
tenement  and  store.  Harry  Kirschenbluth  to  Max  Wachsman. 
Mort  J22,000.  Dec  14.  Dec  17,  1906.  1:112-6.  A  $10,700— 
$14  OOO.  other  consid  and  100 

Perry  st  Nos  113  and  115,  n  s,  85.1  e  Greenwich  st,  runs  n  20.2 
and  19  X  e  14.7  x  n  w  17.3  x  n  14.2  x  e  24.8  x  s  70  to  st  x  w 
45  to  beginning.  6-sty  brk  tenement  and  store.  Hyman  A  Brody 
et  al  to  Wolf  Levin.  Mort  $40,000.  Dec  10.  Dec  17,  1906. 
2-633—60.     A  $14,000— $41,500.  other  consid  and   100 

Suffolk  st,  No  99,  w  s,  200.8  s  Rivington  st,  25.1x100,  6-sty  brk 
tenement  and  store.  Barnet  Sundelevich  to  Joseph  Price.  Mort 
$37,000.     Dec  14.  1906.    2:353—69.     A  $17,000— $37,000. 

other  consid  and  100 

Wall  st,  Nos  64  and  66  (52  and  54),  n  s,  140  w  Pearl  st,  50.10 
x98.6x50.11xl00.2,  two  3-sty  brk  office  and  store  buildings. 
Chas  A  Gould  to  The  Fifth  Avenue  and  Eighteenth  Street  Real- 
ty Co.  Mort  $250,000.  Dec  14,  1906.  1:40—5  and  6.  A  $318,- 
700 — $320,000.  other  consid  and  100 

Water  st,  Nos  678  and  680,  n  s,  50  w  Jackson  st,  50x100,  6-sty  brk 
stable.  Paul  Hellmann  to  John  A  Bingham.  %  part  right, 
title  and  interest.  Mort  $34,000.  Dec  15.  Dec  17,  1906. 
1.260—30.     A   $12,000— $45,000.  other  consid  and  100 

Willett  st.  No  89,  w  s,  190.2  n  Rivington  st,  30.5x100.3,  5-sty| 
brk  tenement. 

Willett  st,  No  91.  w  s.  220.7  n  Rivington  st.  30.5x100.3.  5-sty 
brk  tenement.  I 

Salmon  Reiner  et  al  to  Vincent  Realty  &  Construction  Co. 
Mort  $77  500.  June  25.  Rerecorded  from  June  26.  1906.  Dec 
19.  1906.     2:339—26  and  27.     A  $40,000— ? 70,000. 

other  consid  and   100 

William  st,  |  s  w  cor  South  William  st,  runs  w  32.5  xl 

South  William  st.  No  1  |  e  28.5  to  w  s  William  st,  x  n  13.3  to 
beginning. 

William  st,   Nos  1  to  9|  n  w  cor  Stone  st,  runs  n  90.6  x  w  28.5  to 

Stone  St.  No  67  |    s  s  South  William  st,  x  w  47.8  x  s  79.3 

South  William  st.  No  3  |  to  n  s  Stone  st,  x  e  53.10  to  beginning, 
11-sty   brk   and   stone   office   and   store   building. 

Also  all  strip  conveyed  by  City  N  Y  to  Jefferson  and  Henry 
Seligman  by  deed  dated  May  12,  1906,  except  two  strips  con- 
veyed by  Jefferson  Seligman  et  al  to  City  of  N  Y  by  deed  dated 
April  26,  1906. 

Henry  Seligman  et  al  to  Seligman  Realty  Co.  Nov  15.  Dec 
14,  1906.     1:29—36.     A  $392,400— .$410,000.  nom 

Cth  St.  Nos  715  to  719.  on  map  Nos  713  to  717,  n  s.  195.3  e  Av 
C.  58.3x90.10.  6-sty  brk  tenement  and  store.  Kotzen  Realty 
Co  to  Joseph  Kreinik  and  David  Gllck.  Mort  $58,000.  Dec  15. 
Dec  20,  1906.     2:376-54  to  56.     A  $28,000— $47,000. 

other  consid  and  100 

10th  st.  No  362,  s  s.  abt  143  e  Av  B.  — x — ,  4-sty  brk  tenement 
and  store,  an  interest.     Exemplified  copy  will  Ann  E  Smith  late 
of   Waterloo,   N  Y,   to   Mary   E   Berdan  her  daughter.     April   12, 
1869.     Dec  18,   1906.  

10th  st.  No  362,  s  s,  abt  143  e  Av  B.  — x — ,  4-sty  brk  tenement 
and  store.  An  interest  of  1-3  part.  Will  of  Caroline  A  wife  of 
Henry  T  Field  late  of  Woodside.  Essex  Co,  N  J,  to  said  Henry  T 
Field  and  Ann  E  Smith  and  Amelia  D  Blakely  her  sisters.  Dec 
28,  1869.     Dec  18,  1906.     2:392—16.     A  $12,000— $15,000.      

12th  st.  No  222,  s  s,  284.10  w  2d  av,  23.4x106.6,  5-sty  stone  front 
tenement.  Charles  Jackson  to  Valentine  Taylor.  Mort  $15,000. 
Sept  17.     Dec  17,  1906.     2:467—20.     A  $14,(X)0— $18,000. 

other  consid  and  100 

IBth  st,  Nos  321  and  323,  n  s,  280  w  8th  av,  45x103.3,  4-sty  brk 
tenement  and  3-sty  trk  building  in  rear.  Lillie  wife  of  and  Al- 
exander Pfeiffer  to  United  Wine  &  Trading  Co,  a  corporation. 
Mort  $13,000.  Dec  18,  1906.  2:629—52  and  53.  A  $21,000— 
$25,500.  other  consid  and  lOO 

13th  st,  Nos  39  and  41,  n  s,  abt  40  e  University  pi,  — .x — ,  4-sty 
brk  loft  and  store  building.  John  A  Hadden,  Sr,  to  Alex  M 
Hadden  and  John  A  Hadden,  Jr.  B  &  S.  Jan  27,  1904.  Dec 
19,  1906.     2:565—2  and  3.     A  $30.000— $.j0.00O.  gift 

13th  st.  No  321,  n  s,  280  w  8th  av,  20x103.3.  4-sty  brk  tenement 
and  3-sty  brk  tenement  in  rear.  Release  mort.  New  York 
Savings  Bank  to  Lillie  wife  of  and  Alexander  Pfeiffer.  Dec  18. 
Dec  19,  1906.     2:629—52.     A  $9,500— $12,000.  8,000 

14th  st,  Nos  104  and  106,  s  s,  abt  80  w  6th  av,  — x — .  5-sty  brk 
building  and  store.  John  A  Hadden,  Sr.  to  .\lex  M  Hadden  and 
John  A  Hadden,  Jr.  B  &  S.  Jan  27,  1904.  Dec  19,  1906. 
2:609—35.     A  $75,000— $100,000.  gift 

16th  st,  Nos  518  to  524,  s  s,  270.6  e  Av  A,  75x103.3,  four  4-sty 
brk  tenements.  Milton  M  Eisman  to  Liebenthal  Construction  Co. 
Mort  $39,000.  Dec  17.  Dec  18,  1006.  3:973 — 14  to  47.  A 
$22,000 — $36,500.  other  consid  and  100 

17th  st.  No  443,  n  s,  250  e  10th  av,  25.x92,  5-sty  brk  tenement 
and  store.  Henry  Nechols  et  al  to  Chas  W  Priemer.  Mort 
$17,000.  Dec  15.  Dec  17,  1906.  3:715—11.  A  $9,500— $15,- 
000.  other  consid  and  100 

17th  st.  No  34,  s  s,  496.6  w  5th  av,  28.6x92,  4-sty  stone  front 
dwelling.  Clifton  G  Marshall  to  Abraham  Orently.  Mort  $45.- 
000.     Dec  17,   1906.     3:818—70.     A  $38,000— $45,000. 

other  consid  and  100 

18th  st.  No  340,  s  s,  325  e  9th  av,  20x92,  5-sty  brk  tenement. 
Charles  J  Van  Buskirk  et  al  to  Francis  X  ,\hearn.  Mort  $20,- 
000.     Dec  20,  1906.     3:741-:-55.     A  $9,500— $21,000. 

other  consid  and  100 

20th  St.  No  41,  n  s.  abt  225  w  4th  av.  — x — ,  2-sty  brk  building. 
John  A  Hadden  Sr  to  Alexander  M  Hadden  and  John  A  Hadden 
Jr.  B  &  S.  Jan  27,  1904.  Dec  19,  1906.  3:849—29.  A  $48,000 
—$55,000.  gift 

21st  st.  No  42,  s  s,  abt  225  w  4th  av,  — x — ,  4-sty  stone  front 
dwelling.  John  A  Hadden  Sr  to  Alex  M  Hadden  and  John  A  Had- 
den Jr.  B  &  S.  Jan  27,  1904.  Dec  19,  1906.  3:849—50.  A 
$48,000— $53,000.  gift 

21st  St.  No  213.  n  s,  192.6  e  3d  av,  24.1x08.9,  5-sty  brk  tenement. 
Elizabeth  Weber  to  Mary  T  Sullivan.  Mort  $30,000.  Nov  28. 
Dec  18,  1906.     3:902—12.     A  $12.000— $25,000.  100 

23d  st.  No  307,  n  s,  125  e  2d  av,  25x98.9.  5-sty  brk  tenement. 
Selma  Wasserman  to  Chas  L  Eidlitz.  Mort  $15,000.  Dec  11. 
Dec  17,  1906.     3:929—7.     A  $11,500— $15,000. 

other  consid  and  100 

25th  St.  Nos  40  to  46,  s  s,  196.6  e  6th  av,  103.6x98.9.  four  4-sty 
brk  and  stone  dwellings.  Isabelle  M  Collinson  and  ano  to 
Florence  Coleman.  Mort  $140,000.  Dec  17,  1906.  3:826 — 65 
to  68.     A  $132,000— $198,000.  nom 


25th  st,  Nos  220  to  226,  s  s,  258.7  w  2d  av.  80x98.0,  two  6-sty  brk 
tenements  and  stores.  Harris  M  Cohen  to  Lazar  Margulies 
7-10   part    and   Bernard   Margulies   3-10   parts.      Morts   $84,000. 

Dec   17.      Dec   18,   1906.     3:905 — 15   to  48.     A  .$32,000—$ . 

other  consid  and  100 

26th  st,  No  35,  n  s,  275  e  6th  av,  25x98.9,  4-sty  stone  front 
dwelling.  Laura  Le  Couteulx  De  Caumont  widow  to  Alice  M 
Malard.  Dec  17.  Dec  18,  1906.  3:828—13.  A  $42,000— $51,- 
000.  other  consid  and  1,000 

Same  property.  Alice  M  Malard  to  Laura  Le  Couteulx  De  Caumont 
and  Wm  H  Morgan,  as  joint  tenants.  Dec  17.  Dec  IS,  1906. 
3:828.  other  consid  and  1,000 

27th  st,  Nos  307  to  311,  n  s,  100  e  2d  av,  75x98.9,  two  6-sty  brk 
tenements,  store  in  Wo  307.  Samuel  Arnhotf  to  George  Tomes. 
Mort  $82,000.  Dec  10.  Dec  14,  1906.  3:933—5,  6  and  7.  A 
$27,000—$— — •.  other  consid  and  100 

27th  st,  Nos  132  to  142,  s  s,  380  w  6th  av,  120x98.9,  two  6-sty 
brk  loft  and  store  buildings.  Fredk  G  Mahlmann  to  The  James 
McCreery  Realty  Corporation.  Mort  $185,000.  Dec  14.  Dec 
15,  1906.    3:802—61.     A  $96,000— $220,000.  nom 

27ih  st,  Nos  132  to  142,  s  s,  380  w  6th  av,  120x98.9,  two  6-sty 
brk  loft  and  store  buildings.  The  Twenty-seventh  Street  Real- 
ty Co  to  Fredk  G  Mahlmann,  of  Yonkers,  N  Y.  Mort  $195,000. 
Nov  20.      Dec  14,   1906.     3:802—01.     A  $96,000— $220,000.       nom 

27th  st,  Nos  307  to  311,  n  s,  100  e  2d  av,  75.\9S.0,  two  6-sty  brk 
tenements,  store  in  No  307.  George  Tomes  to  The  Hermitage 
Company,  a  corporation.  Mort  $96,000.  Dec  15.  Dec  17,  1906. 
3:933—5,   6   and  7.      A  $27,000 .  nom 

33d  st,  Xo  328,  rear  of,  being  an  interior  lot  73.9  s  33d  st  and  325 
e  2d  av.  runs  s  25  to  c  1  of  blk  x  e  25  x  n  25  x  w  25  to  begin- 
ning, 2-sty  brk  tenement.  Margaret  Byrne  to  William  Byrne. 
C  a  G.  June  30,  1891.  Dec  18,  1906.  3:938—51.  A  $0,000 
$12,500.  2,000 

34th  st.  No  137.  n  s.  80  e  Lexington  av.  runs  n  65  x  e  10  x  n  20 
X  e  7.6  x  s  85  to  st  X  w  17.0  to  beginning,  4-sty  stone  front 
dwelling.  Herbert  T  Spooner  to  Terminal  Realty  Co.  Dec  14. 
Dec   17,   1906.     3:890 — 28.     A  $15,000— $20,500. 

other    consid    and   100 

36th  st,  Nos  40"  and  409,  n  s,  125  w  9th  av,  50.x98.9,  3-sty  brk 
building  and  store  and  1-sty  frame  building  and  2-sty  brk 
building  in  rear.  Nathan  Coleman  ei  al  to  Philander  R  and 
Frank  C  Jennings  and  A  Gardiner  Cooper.     Mort  $27,000.     Dec 

13.  Dec  17,  190G.     3:734—27  and  28.     A  $18,000— $23,000.  nom 
38th  st,  Nos  319  and  321,  n  e  s,  250  n  w  8th  av,  46.x9S.9.  two  4- 

sty  brk  tenements,  store   in   No  319  and  2-sty  brk  tenement  in 
rear.     Morris  Badt  et  al  to  Wm  R  Mason.    JMort  $30,000.     Dec 

14,  1900.     3:703—23  and  24.     A  $19,500— $30,500. 

other  consid  and  100 

39th  st,  No  15,  n  s,  322.6  w  5th  av,  20.10x98.9,  4-sty  stone  front 
dwelling.  Rebecca  F  Riggs  widow  to  Emilie  S  Coles.  Dec  13. 
Dec  IS,  1906.     3:841—29.     A  $07,000— $74,500. 

other  consid  ancj  100 

40th  st.  No  437,  n  s,  425  w  9th  av,  2.5x98.9,  4-sty  brk  tenement 
and  store  and  2-sty  brk  tenement  in  rear.  Yette  Bloom  to 
Rozie  Lustbader.  Correction  deed.  Nov  1.  Dec  14,  1906.  4:- 
10.50—15.      A  $9.000— $12,000.  other  consid  and  100 

43d  st.  No  420,  s  s,  216.8  w  9th  av,  16.8x100.4,  4-sty  brk  dwell- 
ing. Kate  Budenbach  to  Emil  L  Kieger.  Dec  18.  Deo  19. 
1906.     4:10.52 — 11%.     A  $7,000— $8,000.  nom 

44th   st  I  n  s,   "Hotel   Seymour." 

4.5th  st.   No  44  W  I 

4th  av,  Nos  223  to  231,  s  e  cor  19th  st.  No  100,  "Parker  Bldg." 
Agreement  by  party  2d  part  to  waive  commissions,  &c,  in  mat- 
ter of  contract  for  exchange  of  above  properties,  and  party 
1st  part  agrees  to  pay  1-S  of  rents  of  Parker  Bldg,  and  upon 
sale  of  said  bldg  to  pay  1-8  of  net  proceeds.  &c.  George  E 
Wallace  with  Frank  E  Smith,  of  White  Plains,  N  Y,  and  John  R 
and  Oscar  L  Foley,  N  Y.    June  28,  1905.     Dec  19.  1906.     3:874. 

nom 

45th  st.  No  411,  n  s.  152  w  9th  av,  24x100.4,  4-sty  brk  tene- 
ment. Joseph  J  Corwin  to  Edward  Harvey,  of  Succasunna,  N  J. 
Mort  $10,000.  Dec  17.  Dec  19,  1006.  4:10.55—25.  A  $9,000— 
$11,000.  other  consid  and  100 

46th  st,  Nos  621  to  625,  n  s,  375  w  11th  av,  runs  n  144  x  e  —  x  s 
e  —  X  n  —  to  point  301)  w  11th  av,  x  s  124  to  st,  x  w  75  to 
beginning,   three  5-sty  brli   tenements,   store   in  No  625,  valued 
at    $49,250.      4:1094—18,    19   and   20.     A   $22,000— $27,000. 
Contract   to   exchange  for 

Av  D,  No  108  I  s  e  cor  8th  st.  25x75,  4  and  5-sty  brk  ten- 

8th  St.  Nos  412  and  414|  ements  and  stores,  valued  at  $48,000. 
2:363—36.     A   $15,000— $20,000. 

Louis  Meyer  Realty  Co  with  Harris  Stringer  and  Solomon  Kur- 
lander.     Nov  23.     Dec  15,  1906.  exch 

46th  st,  Nos  621  to  625,  n  s,  .375  w  11th  av,  runs  n  144  x  e 
xse  —  xn  —  to  point  .''OO  w  11th  av  x  s  124  to  st  x  w  75  to 
beginning,   three  5-stv  brk  tenements,  store  in  No  625.     Calue 
.$49,250.     4:1094—18,  19  and  20.     A  $22,000— $27,000. 
CONTRACT  to   exchange  for 

Av  D,  No  108  I  s   e    cor   8th   st,   25x75,   4   and   5-sty   brk 

8th  St.  Nos  412  and  414!  tenements  and  stores.  Value  $48,000. 
Louis  Meyer  Realty  Co  with  Harris  Stringer  and  Solomon  Kur- 
lander.  Nov  23.  Rerecorded  from  Dec  15,  1906.  Dec  17,  1906. 
2:363—36.     A  $15,000— $20,000,  exch 

48th  st.  No  23S,  n  s,  260  w  2d  av,  20x100.5,  4-sty  stone  front 
dwelling.  Addison  Brown  to  Helen  C  Brown.  Nov  26.  Dec 
14,   1906.     5:1322—15.     A  $8,000-$l  1,000.  12,000 

49th  st,  No  109.  n  s,  1.50  w  6th  av,  25x100.4. 

50th  St.  Nos  106  and  108.  s  s,  100  w  6th  av,  30x100.4. 

50th  St.  Nos  110  and  112,  s  s,  130  w  6th  av,  45x100.4. 
4-sty   brk   statle. 
Park  &  Tilford  to  The  Tailfer  Company.     Dec  15.     Dec  17,  1900.' 
4:1002—26  and  37.     A  $100,000— $140,000.  other  consid  and  100 

50th  st.  No  129,  n  s.  47.3  e  Lexington  av,  24x84.9x24.10x73.6, 
5-sty  stone  front  tenement.  Marie  O  Schweizer  DEVISEE  Ma- 
ria Blanke  to  Valesca  G  Delorme.  B  &  S.  Dec  18.  Dec  19, 
1906.     5:1305—22.      A   $13,000— $18,000.  nom 

53d  st,  No  347,  n  s,  209.7  e  9th  av,  15.5x51.11x11x52.2,  2-sty  frame 
and  brk  tenement.  George  Y  Bauchle  to  May  Martin,  of  Brook- 
lyn. Mort  $3,500.  May  28.  Dec  20,  1906.  4:1044— 9%.  A 
$3,500— $3,500.  100 

54th  St.  No  106,  s  s,  67.6  e  4th  av,  22.6x78.5,  4-sty  stone  front 
tenement.  Frances  Jordan  to  Peter  A  Peterson.  Dec  14,  1906. 
5:1308—60.     A   $16.000— $20,000.  nom 

54th  st.  No  52,  s  s,  275  w  4th  av,  25x100.5,  5-sty  brk  and  stone 
dwelling.  John  D  Wing  to  Marion  W  Flint.  B  &  S.  March  17, 
1002.     Dec  20,  1906.     5:1280-^8.     A  $57,000— $90,000.  nom 
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54th  St,  u  s,  350  e  8th  av,  strip  0.2%xl00.5.  Release  mort.  Mu- 
tual Lite  Insurance  Co  of  N  Y  to  Mary  Harp.  Dec  17.  Dec 
19,   I'JOi;.     4:1020.  nom 

55th  St,  n  s,  155  e  Av  A,  25.xl0O.5,  vacant.  Henry  P  A  Clausen 
et  al  HEIRS,  &c,  Henry  Clausen,  Jr,  to  Richard  H  Handley,  ot 
Happauge,  L  I.  2-3  parts.  All  title.  Dec  12.  Dec  20,  lOOli. 
5:1371—34.     A  $4,000— $4,000.  100 

55th  St,  n  s.  155  e  Av  A,  25x100.5,  vacant.  Peter  V  Stockey  and 
ano  as  TRUSTEES  Henry  Clausen.  Jr.  to  Richard  H  Handley.  of 
Hauppauge,  L  I.  1-3  part.  All  title.  Dec  12.  Dec  20,  190(5. 
5:1371—34.     A  $4,000-^4,000.  2,000 

56th  St,  No  423,  n  s,  325  w  9th  av,  25x100,5,  5-sty  stone  front 
tenement.  Meyer  Goldberg  et  al  to  Alice  Connaughton.  Mort 
$14,000.  Dec  15.  Dec  IS,  190G.  4:10G(>— 19.  A  $9,000— $10,- 
OOO.  other  consid  and  100 

58th  St,  No  211,  n  s,  180  e  3d  av,  25x100.5,  5-sty  stone  front 
tenement.  Geo  N  Kanenbley  to  Jacob  L  Lissner.  Mort  .$10,00t). 
Dec  15.     Dec  20,  1906.    5:1332—8.    A  $12,000— $20,000. 

other  consid  and  100 

59th  St.  No  119,  n  s,  abt  180  e  4th  av,  — x— ,  3-sty  stone  front 
tenement  and  store.  John  A  Hadden,  Sr.  to  Alex  M  Hadden  and 
John  A  Hadden,  Jr.  B  &  S.  Jan  27,-  1904r  Dec  19,  1906. 
5:1394—8.     A  $24,000— $28,000.  gift 

05th  St,  No  122,  s  s,  588.3  e  Amsterdam  av,  18.4x100.5,  3-sty 
stone  front  dwelling. 

65th  St.  No  120.  s  s,  606.7  e  Amsterdam  av,  18.10x100.5,  3-sty 
stone  front  dwelling. 

Chas    E    Miller    to    Empire    Square    Realty    Co.      Deo    19,    1900. 
4:1130 — 40  and  41       A  $24.000— $34,000.  100 

65th  St,  No  339,  n  s,  20O  w  1st  av,  25x100.5,  5-sty  brk  tene- 
ment. John  H  Block  to  Bertha  Scheer.  Mort  $17,500.  Dec 
15.     Dec  20,  1906.     5:1440—18.     A  $9,000— $17,500. 

other  consid  and  100 

67th  St,  Nos  227  and  229,  n  s,  375  w  Amsterdam  av,  50x100,5, 
two  5-sty  brk  tenements.  Release  dower.  Lizzie  W  wife  ot 
Arnold  Davidson  to  The  Raraya  Realty  Co.  Dec  18,  1908.  4:- 
1159—16  and   17.     A  $10,000— $32,000.  nom 

71st  St,  No  421,  n  s,  203  e  1st  av,  25x102.2,  2-sty  brk  tenement 
and  store  and  2-sty  frame  tenement  in  rear.  Anna  Slavik  to 
Frank  Lier.  Mort  $0,200.  Dec  17.  Dec  18,  1900.  5:1406-11. 
A  $7,000— $9,000.  other  consid  and  100 

75th  St,  No  311,  n  s.  100  w  West  End  av,  20x102.2,  5-sty  stone 
front  dwelling.  Bdw  S  Hatch  to  Julia  Peck.  Mort  $35,000. 
Dec  12.     Dec  17,  1900.     4:118.5-14.     A  $17,000— $35,000. 

other   consid   and   100 

75th  St,  No  311,  n  s,  100  w  West  End  av,  20x102.2,  5-sty  stone 
front  dwelling.  Release  judgment.  Wm  H  Amerman  to  Edward 
S  Hatch.  Dec  7.  Dec  17,  1900.  4:1185—14.  A  $17,000— $35,- 
000.  nom 

78th  St,  No  266,  s  s,  55.10  w  2d  av,  10.4x70.8,  3-sty  stone  front 
dwelling.  Magdalena  Briner  INDIVID  and  as  DEVISEE  Henry 
Briner  to  Frederick  Lang.  Mort  $5,000.  Dec  20,  1906.  5:1432 
—271/2.     A  $6..50O— $8,000,  9,0(X» 

78th  St,  No  126,  s  s,  290  w  Columbus  av,  19x96.5x19x96.10,  4-sty 
and  basement  stone  front  dwelling.  Henry  Morgenthau  Co  to 
Utility  Realty  Co.  B  &  S.  Deo  19,  1906.  4:1149—45.  A 
$12,500— $24,000.  100 

80th  St,  s  s,  2.50  w  Amsterdam  av,  48.3x102.2,  6-sty  brk  and  stone 
garage.  Gustavus  L  Lawrence  to  Palace  Garage  Co.  Mort 
$210,000  on  this  and  other  property.  Nov  30.  Dec  17,  1900. 
4:1227.  other  consid  and  100 

82d  St,  No  414,  s  s,  256.6  e  1st  av,  25x102.2,  4-sty  stone  front  ten- 
ement. Lizzie  Schmidt  to  Louis  LeSe.  Mort  $7,000.  Dec  17. 
Dec  18,  1906.     5:1501-38.     A  $7,500— $13,000. 

other  consid  and  100 

83d  St,  Nos  137  and  139,  n  s,  350  w  Columbus  av,  50x102.2,  two 
5-sty  stone  front  tenements.  Julius  B  Fox  to  Joseph  L  Butten- 
wieser.  Mort  $40,000.  Dec  20,  1906.  4:1214 — 17  and  18.  A 
$28,000— $52,000.  other  consid  and  100 

83d  St,  Nos  1121/2  and  115,  on  map  Nos  113  and  115,  n  s,  1.35.0  e 
Park  av,  50x102.2,  two  5-sty  brk  tenements.  John  R  Merritt  to 
Henrietta  Kuehnle.  V2  part  of  right,  title  and  Interest.  Mort 
$50^100.     Dec  15.     Dec  17,  1906.     5:1512—7  and  8.     A  $32,000 

other   consid  and   100 
s  s,  341.8  e  Amsterdam  av,  33.4x102.2,  5-sty  brk 
Turner  to  Adolph   Dengler.     All   liens.     Dec 
4:1214—50.     A  $18,000— $43,000. 

other   consid   and   100 

8Cth  St,  Nos  327  and  329,  on  map  Nos  325  and  327,  n  s.  205  e  2d 
av,  40x100.8.  two  5-sty  brk  tenements  and  stores.  Edw  B  Amend 
et  al  to  Ambrose  F  Stolzenberger  and  Johann  D  Von  Twistern. 
1/2  part  to  each.  Mort  .$30,000.  Dec  15.  Dec  IS,  19O0.  5:1.549 
—13  and  IS'/a-     A  $18,000- $31,000.  other  consid  and  100 

89th   St,    No    115,   n   s,   250   w   Columbus   av,   25x100.8,   5-sty   brk 
Nathan    Scheuer    to    James    Fitzsimmons,    of    Dobbs 
Dec  17.     Dec  18,   1906.     4:1220— 

other   consid  and   100 
Columbus   av,   25x100.8,   5-sty   brk 
to    James    Fitzsimmons,    of    Dobbs 
1906.     4:1220—23.     A  $11,000 


—$58,000. 

84th  St,  No  126, 

tenement.      Paul   N 

14.     Dec  18,  1906. 


tenement. 

Ferry,   N  Y.     Mort  $22,500. 

22.     A  $10,000— $24,000- 

89th   St.   No   113,   n  s.   225  w 
tenement.      Julius    J    Lyons 
Ferry,  N  Y.     Dec  14.     Dec  11 
$24,000.  other  consid   and   100 

90th  St,  No  118,  s  s,  253  w  Columbus  av,  20,0x100.8.  5-sty  brk 
tenement.  Fredk  Grune  to  Wm  Livingston.  Mort  $24,000.  Dec 
18.   Dec  19,   1906.     4:1220-43.     A  $12.500— $27,000.  nom 

02d  St,  Nos  403  and  405,  n  s,  94  e  1st  av,  40x100.8,  0-sty  brk  ten- 
ement and  store.  Release  mort.  American  Mortgage  Co  to 
Harris   Kahn.     Dee   18.   1906      5:1572.  nom 

95th  St,  No  170,  s  s,  203.9  e  Lexington  av,  18.9x100.8,  3-sty  stone 
front  dwelling.  Louis  Lese  to  Cecelia  Harris.  Mort  $11,000. 
Dec   1.      Dec   18,   1900.     5:1523 — 42.     A  $7,500— $9,500. 

other  consid  and  100 

95th  st.  No  100,  s  s,  125  w  Columbus  av,  25x100.8,  5-sty  brk 
tenement.  Elizabeth  Hillenbrand  to  Adolph  Luckmann.  Mort 
$20,000.  Dec  19.  Dec  20,  1906.  4:1225—38.  A  $12,000— 
$25,000.  other  consid  and  100 

97th  St.  No  116,  s  s,  250  e  Park  av,  25x100.11,  5-sty  stone  front 
tenement.     Harry  Stoll  to  William,  Morris  and  Isidor  Fischman. 

14   part.     Morts  $ .     Dec  7.     Dec  20,   1900.     6:1024—02.     A 

$8,50O-$24,000.  other  consid  and  100 

98th  St.  Nos  229  and  231,  n  s.  150  w  2d  av,  37.0x100.11,  0-sty  brk 
tenement  and  store.  Release  mort.  American  Mortgage  Co  to 
Henry  Bodenheimer  and  Joseph  F  Keller.  Nov  30.  Dec  15, 
1900.     0:1048—18.     A  $14,000—.$ .  nom 

98th  st,  Nos  136  and  138,  s  s,  316.11  w  Columbus  av,  33x100.11, 
two  4-sty  and  basement  brk  dwellings.  Edw  B  Corey  to  Solo- 
mort  Schinaski.  Mo.-t  $13,500.  Dec  17,  1906.  7:18.52 — 45y2 
and  40.     A  $13,200— .$24,000.  other  consid  and  100 

101st  st,  No  50,  s  s,  150  e  Madison  av,  20x100.11,  5-sty  brk  tene- 
ment. Emanuel  S  Gates  to  Wolf  Levin.  Mort  $23,000.  Dec  15. 
Dec  17,   1906.     6:1000—46.     A  $6,000— $14,000. 

other  consid  and   100 

101st  st.  No  56,  s  s,  150  e  Madison  av,  20x100.11,  5-sty  brk  tene- 
ment.    Wolf  Levin  to  Emanuel  S  Gates.     Mort  $18,000.     Sept 


18.     Dec  17,  190l>.     6:1606—46.     A  $6,000— $14,000. 

other  consid  and  100 
101st  st.  No  56,  s  s,  1.50  e  Madison  av,  20x100.11,  5-sty  brk  tene- 
ement.      Wolf   Levin   to   Louis   Caplan.      Mort  $23,000.      Dec   17. 
Dec  IS,  1906.     6:1606 — 46.     A  $6,000— $14,000. 

other  consid  and  100 
102d  st,  Nos  122  and  124,  s  s,  325.7  w  Columbus  av,  52x100.11, 
two  5,-sty  stone  front  tenements.  New  Amsterdam  Realty  Co  to 
Wm  Dann.  Mort  $44,500.  Dec  30,  1904.  Rerecorded  from 
Jan  5.  1905.  and  .Nov  23,  1906.  Dec  20,  1906.  7:18-56 — 10  and 
47.      A   $21,000— ,$52,000.  other  consid   and  100 

104th  st.  No  253,  n  s  ,113,6  e  West  End  av,  18x100.11.  4-sty  and 
basement  stone  front  dwelling.  David  Christie  to  Walter  C 
Harris.  Mort  $17,500.  Dec  17,  1906.  7:1870—51/2.  A  $9,0QO 
—$20,000-  other  consid  and  100 

104th  st.  No  05,  n  s,  189.8  e  Columbus  av.  27x100.11,  5-sty  brk 
tenement.  John  Alexander  to  William  Overton.  Mort  $3.5,500. 
Dec  17.     Dec  18,  lOO.i.     7:1840—9.     A  $11,000— .$31,000. 

other  consid  and  100 
200  e  5th  av.  25x100.11,  5-sty  stone   front 
C    Brady    to    Charles    Wynne.      Mort    $23,000. 
1906.     0:1011—9.      A  $13,000— $24,000. 

other  consid  and  100 

200  e  5th  av.  2.5x100.11,  5-sty  stone   front 

F  Brady  to  Mary  C   Brady.      Dec  14.      Dec   18, 

A  $^13,000— .$24,000.  other  consid  and  100 

200  w  Amsterdam  av,  75.2x100.11, 

Robt    T    Bellchambers    to    Gottlob 


105th  st.  No  17,  n 
tenement.  Mary 
Dec   15.      Dec   18, 


105th  St.   No   17. 

tenement.      Lizzie 

1900.     0:1011—9. 
105th  st,  Nos  221  to  22 

three    5-sty    brk    tenements. 


Dec   17,   1900.      7:1877—22,   23   and  24. 

nom 
Valentine    Hattemer.      Mort 
1877.       other  consid  and  100 


Klein       Q    C.      Dec 
A  $33,000— $75,000. 
Same    property.       Gottlob    Klein    to 

$03,800.     Dec  13.     Dec  17,   1908. 
106th  st.  No  111.  n  s,  130  e  Park  av,  25x100.11,  4-sty  stone  front 
tenement.       Morris    Prosky    to    Jacob    Miller.      All    liens.      Dec 
11.      Dec    14.    1906.      0:1034—7.      A   $10.000- $13,000.  nom 

107th  st,  Nos  02  and  64,  s  s,  200  e  Madison  av,  .50x100.11,  two 
5-sty  brk  tenements.  Valued  at  $72,000.  6:1012 — 43  and  44. 
A   $18,000— $46,000. 

CONTRACT    to    exchange   for 

130th  st.  No  520  I  s  e  cor  Old  Broadway,  runs  e  101 

Old  riroadway,  Nos  2.340  to  2.350|  x  s  20.8  x  e  0.4  x  s  73.4  x  e  3.9 
X  s  35.9  X  n  w  through  c  1  Schieffelin  st  22.5  x  w  83  to  e  s 
Old  Broadway  x  n  125.1  to  beginning,  4-sty  brk  tenement  and 
store,  two  3  and  two  2-sty  frame  tenements  and  stores.  Val- 
ued at  $75,000.  7:1984—13%,  13%,  18,  18i/4  and  47.  A  $01,- 
000— $79,.50O.    ■ 

Samuel  M  and  Dora  Weisherg  and  Paul  and  Rebecca  G  Goldring 
with  Abraham  I  Spiro      Dec  15.     Dec  19.  19110.  exch 

107th  st.  No  52,  s  s,  81  e  Madison  av,  19x75.5,  5-sty  brk  tenement. 
Jennie  Goldstein  to  Davis  Brooks.  Mort  $13,100.  Dec  15.  Dec 
20,  1900.     6:1612^9.     A  $4,500— $13,500.  nom 

112th  st.  No  6,  s  s,  100  w  5th  av.  30x100.11,  5-sty  brk  tenement. 
Louis  Peck  and  ano  to  Charles  Geiger  and  Solomon  Braverman. 
Mort  $28,.50O.  Dec  14.  Dec  15,  ItXW.  0:1.595 — lOy^.  A  $14,- 
000— $.32,000.  other  consid  and  100 

112th  st,  Nos  39  and  43,  n  s,  250  e  Lenox  av,  100x100,11,  two 
0-sty  brk  tenements.  Joseph  Liebenthal  et  al  to  Merida  Realty 
Co,  Moris  $141,000.  Dec  17.  Dec  IS,  1906.  6:1.590—12  to 
15.      A    $48.000 — $ .  other    consid    and    100 

114th  st.  No  113,  n  s,  98  e  Park  av.  10x100.11,  3-sty  stone  front 
dwelling.  Alexander  Barnett  to  James  Griessman.  B  &  S.  All 
liens.     Nov  21.     Dec  18,  1900.     6:1642—6.     A  $4,.5O0 — $S,.500. 

nom 

Same  property.  James  Griessman  to  Alexander  Barnett  and  Em- 
ma his  wife.  B  &  S.  All  liens.  Nov  23.  Dec  18,  1900.  6:- 
1642.  nom 

114th  st.  No  230,  s  s,  300  e  8th  av,  25x100.11.  5-sty  brk  tene- 
ment. Michael  Walz  to  Jacob  Walz.  All  liens.  Aug  1.  Dec  18, 
1900.     7:1829— .52.     A   $10,000— $25,000,  .  100 

114th  st,  s  s,  100  w  Amsterdam  av,  50x100.11,  vacant.  Anselm 
K  Mercier  to  Gussie  Gartner.  Mort  .$29,000.  Dec  18.  Dec 
20,  1906.     7:1885—37  and  38.     A  $26,000— $26,000. 

other   consid   and   100 

115th  st,  Nos  237  to  243,  n  s,  110  w  2d  av,  120x100.11,  three 
6-sty  brk  tenements  and  stores.  Release  mort.  Cath  A  Fagan 
EXTRX  Cath  A  Fagan  deed  to  Jacob  Rosenbloom.  David  Rosen- 
bloom  and  Harris  M  Cohen.  Dec  19.  Dec  20,  1906.  0:1005 — 
18  to  22.     A  $34,800—$ .  78,000 

110th  st.  No  12,  s  s,  210  w  Madison  av,  25x100.11,  5-sty  brk  ten- 
ement. Hugo  Joachimson  et  al  to  Max  Leserman  and  Sigmund 
Glauber.  Mort  $31,000.  Dec  12.  Dec  14,  1906.  0:1621 — 05. 
A  $13,000— $24,000.  100 

110th  St.  No  149.  n  s.  368  w  3d  av,  17x80,  3-sty  stone  front  dwell- 
ing. George  D  Brown  to  John  P  Fallon.  Mort  $11,000.  Dec  10. 
Dec  17,  1906.     6:1644—22.  .A  $7,500— $10,000.  15,000 

116th  st,  Nos  416  and  418,  s  s,  169.6  e  1st  av,  37.3x100.11,  6-sty 
brk  tenement  and  store.  Empire  Cornice  Works  to  Isaac  Sakol- 
ski.  Mort  .$31,000.  Dec  17.  Dec  19,  1900.  6:170.9—40.  A 
$9.000— $10.<J0O.  other  consid  and  100 

117th  st.  No  3,  n  s,  100  w  5th  av,  25x100.11,  5-sty  brk  tenement. 
Siegfried  Rosenthal  to  Moses  Goldberg.  Mort  .$23,000.  Dec  19. 
Dec  20,   1906.     6:1601—32.     A  $12,000— $26,000. 

other  consid  and  100 

118th  st.  No  352.  s  s,  25  w  Manhattan  av,  50x100,11,  6-sty  brk 
tenement  (The  Claire).  Mort  $00,000.  7:1944^-55.  A  $22,000 
— $85,000.      Contract    to    exchange   for 

Greene  st.  Nos  204  and  206,  e  s,  100  s  3d  st,  50x100,  6-sty  brk 
loft  and  store  building.  Mort  $98,000.  2:533—9.  A  $00,000 
—$110,000. 

Andrew   F   Murray  witht   Madeline   Hoey, 
Dec   4.      Dec    15.    1906. 

119th  st.  No  514,  s  s,  208  e  Pleasant  av, 
front  tenement.     James  F  Golden  INDIVID  and  EXR  John  Golden 
to  John   P,   Joseph   and   Geo   S  Golden.      All  liens.      Deo   18.      Dec 
20,  1906.     6:1815^4.     A  $3,500— $8,500.  9,000 

Same  property.  Release  dower.  Mary  Golden  widow  to  same. 
Dec  19.     Dec  20,  1900.     0:1815.  nom 

121st  st,  s  s,  224.4  w  Pleasant  av,  strip,  0.8x100.11.  Release 
mort.  The  Bank  for  Savings  in  City  N  Y  to  Isidor  anif  Kal- 
man   Rubin.     Dec  14,      Dec  18.  1900.     0:1808.  nom 

121st  st.  No  .520,  s  s,  225  e  Pleasant  av.  runs  s  SO  x  e  1.5  x  s 
20.11  X  e  21.7  X  n  100.11  to  st,  x  w  23  to  beginning,  vacant. 
Margaret  Maher  to  Lillian  E  Heider.  Dec  3.  Dec  15,  1900. 
0:1817-20.     A  $3,500— ,$3,500.  other  consid  and  100 

124th  St.  No  3341  s  s,  200  w  Sth  av,   runs  s  25.2  x  w  97.8  to  e  s 

St  Nicholas  av  1  St  Nicholas  av  x  n  29.0  to  124th  st  x  e  113.2  to 
beginning,  5-sty  brk  tenement.  Israel  Block  to  Levi  C  Weir 
as  president  ot  Adams  Express  Co.  Mort  $33,250.  Dec  17 
1900.     7:1950—41.     A  $22,000— .1:35,000.  nom 

126th  st,  Nos  205  to  213,  n  s,  92,9  e  3d  av,  80.x99.11,  five  3-sty 
stone  front  tenements.  Moses  I  Siegel  et  al  to  Max  Bernstein. 
Mort  $11,000  on  Nos  207  and  209.  Deo  18.  Deo  20,  1906. 
6:1791— 414  to  7.     A  $22,500— $40,000.  other  consid  and  100 


of  Long  Branch,   N  J. 
20x100.10,  4-sty  stone 
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lliGlh  St.  No  217.  n  s.  175  w  7th  av,  12.0x99.11,  3-sty  and  base- 
ment brk  dwelling.  Edith  A  Piatt  to  Specialists  Realty  Co.  Dec 
V.\.      Dec   14.   1906.     7:1932—24%.     A  $5,500-$G.50O.  8.100 

I'tjth  St.  No  219,  n  s,  1.S7.6  w  7th  av,  12.6x99.11,  3-sty  and  base- 
"ment  brk  dwelling.  Eliz  R  Taylor  to  Specialists  Realty  Co. 
Mort  $4,000.  Dec  13.  Dec  14,  1906.  7:1932—24.  A  $5,500 
— $6,.")ll0.  8,900 

127th  St,  No  14,  s  s,  100  e  5th  av,  20x99.11,  3-sty  stone  front 
dwelling.  Alfred  Nicholson,  of  Yonkers,  N  Y,  to  Annie  A  Nich- 
olson of  Yonkers,  N  Y,  each  to  the  other  or  the  survivor  of 
them.  Dec  11.  Dec  14,  1906.  6:1751 — 66.  A  $8,000— $12,- 
.1(10.  nom 

127th  st.  No  132,  s  s,  65  w  Lexington  av,  35.10x99.11,  6-sty  brk 
tenement  and  store.  Bertha  Hauptman  to  Samuel  Goodman. 
Undivided  interest.  All  liens.  Dec  19.  Dec  20,  1906.  6:1775 
—59.     A  $21,(XK) — P  $50,.50O.  nom 

129th  St.  No  304,  s  s,  100  w  Sth  av.  25x99.11,  5-sty  Urk  tenement. 
Stella  Wechsler  to  Kate  Montague.  Mort  $20,000.  Dec  12. 
Dec   15.   ItWO.      7:195.5—10.     A   $9,000— $19,000. 

other  consid  and  100 

131st  St,  No  37,  n  s,  400  w  5th  av,  25x99.11,  5-sty  brk  tenement. 
CONTRACT.  Helen  Bouffartigue  with  John  C  Maytorth.  Mort 
$21,500.  Nov  14.  Dec  17.  1900.  6:1729—5.  A  $10,000— 
.$23,000.  26,.500 

133d  St.  No  125,  n  s,  273  w  Lenox  av,  27x09.11,  5-sty  brk  tene-| 
ment.  Valued  at  .$33,000.  7:1918—20.  A  $10.800— $24,000.  [ 
CO.XTRACT  to  exchange  tor 

104th  St,  No  524,  s  s,  1.56.8  w  College  av,  18.8x88.11x18.9x87.6. 

I(i4th  St,  No  526,  s  s,  137.11  w  College  av,  18.8x87.0x18.9x86.1. 
two  2-sty  frame  dwellings.     Valued  at  $13,000. 
Philip   Wattenberg  with   Harris  Frank   and  Louis   Solnick.      Dec 

14.  Dec   17,   190<!.  exch 
133d   St,   Nos   537   to   543,   n   s.   400  v.'   Amsterdam   av,   100x99.11, 

two  0-sty  brk  tenements.  Arnold  Realty  Co  to  Rosenzweig  Real- 
ty Operating  Co.  Mort  $88,500.  Dec  17.  Dec  18,  1900.  7:1987 
—13  and   15.       A$20.000— P  .$43,000.  other  consid  and  100 

133d  St,  Nos  541  and  .543,  n  s.  450  w  Amsterdam  av,  50x99.11,  0- 
sty  brk  tenement.  William  Rosenzweig  Realty  Operating  Co  to 
Belwood  Realty  Co.  Mort  $.58,500.  Dec  17.  Dec  18,  IfMJO. 
7;]9S7 — 13.      A    $13  000 — $ .  other   consid   and  100 

]:!3d  St.  Nos  537  and  539,  n  s,  400  w  Amsterdam  av,  50x09.11, 
6-sty  brk  tenement.  William  Rosenzweig  Realty  Operating  Co 
to  Belwood  Realty  Co.  Mort  $00,(MM>.  Dec  17.  Dec  18,  1900. 
7:l(jS7 — i,f-,.     A  $13,000 — P  .$30.0(H.».  other  consid  and  100 

133d  St.  Nos  537  to  543.  n  s.  400  w  Amsterdam  av,  ICHJxOO.ll. 
two  6-sty  brk  tenements.  William  Rosenzweig  Realty  Operating 
Co  to  Arnold  Realty  Coripany.  Q  C.  Deo  17.  Dec  18,  1906. 
7:19,'-'7— 13  and   15.     A  $26.(XK>— P  .$43,000.  nom 

].'i3d  st,  Nos  .541  and  543,  n  s.  4.50  w  -Amsterdam  av,  .50x99.11,  0- 
sty  brk  tenement.  Golde  &  Cohen,  a  corporation,  to  The  Arnold 
Realty  Co.     Mart  $15,000.     Oct  IS,  1905.     Re-recorded  from  Oct 

19,  1<.I05.)        Dec   IS.   1000.     7:1987—13.     A  $1.3.000—$ . 

other  consid  and  100 
134th  St.  No  220,  s  s,  250  w  7th  av,  25x99.11,  5-sty  brk  tenement. 
Daniel   F   Mahoney   to   Elizabeth   McGrath.      Mort  $10,000.      Dec 

15,  1906.     7:1939^44.     A  $10,000— $20,000. 

other   consid   and   100 
135th   st,   Nos  3   to   7,   n   s,   25   e  Sth   av,  75x99.11,   three  5-sty 
brk    tenements    and    stores.      Jacob    Frankenthaler    to    Solomon 
Wronker  and   Herman   Herst,   Jr.     Mort  $63,830.     Dec   17.     Dec 

20,  1906.     6:1760-2,  3  and  4.     A  $19,500— $57,000. 

other  consid  and  100 

135th  St.  No  5,  n  s,  110  w  5th  av,  18.4x00. 11,  4-sty  brk  tene- 
ment. Louis  Seidman  to  Moritz  Adler.  Mort  $10,000.  Dec  14. 
1906.     6:1733—32.     A  $7,300— $12,000.  other  consid  and   100 

1.36th  St.  Nos  40  and  42,  s  s,  2.55  e  Lenox  av.  77.6x99.11,  two 
6-sty  brk  tenements.  Isaac  Edelson  et  al  to  Israel  Segalowitz, 
of  Brooklyn.  Mort  $89,750.  Dec  15.  Dec  19,  1900.  6:1733— 
59   and   01.      A   $31.000 — P   $70,000.  o^her   consid   and   100 

137th  st.  No  11.  n  s.  20S.9  w  5th  av.  30.3.\09.11.  0-sty  brk  tene- 
ment. Louis  Seidman  to  Moritz  Adler.  Mort  $37,000.  Dec  14. 
1906.      6:1735—28.      A    $11,000— .$42,000.    other    consid    and    100 

1,38th  st,  Nos  41  and  45,  n  s.  425  e  Lenox  av.  75x09.11,  two  6- 
sty  brk  tenements.  Moses  Matthews  et  al  to  Irving  Bachrach 
and  Isaac  Schmeidler.  Mort  $87,250.  Dec  14.  Dec  17,  1000. 
<!:1736— 21  and  22.     A  $22.000— P  $70,000.     other  consid  and  100 

130th  st.  No  304,  s  s,  91.8  w  Sth  av.  10.8.x99.11,  3-sty  brk  dwell- 
ing. Carrie  E  Deshon  and  ano  EXRS.  &c,  Saml  F  Engs  to  Henry 
T  Fleck.  Doc  12.  Dec  18,  1000.  7:2041—58.  A  $4.2tK>— $0,- 
500.  J.0,750 

144th  st.  No  238    s  s,  474.9  e  8th  av.  24.8x99.11. 

144th  St.  s  s,  409.5  e  Sth  av,  0.0^4x90.11. 
5-sty  brk  tenement. 

Abraham  Samuel  to  Mary  A  Dowd.  Mort  $24,500. 
18,  1900.     7:2029—45.     A  $7,000— $21,000. 

140th  st.  No  3041  s   s,   112.0  w  Sth   av,   runs   s  94.10 

Bradhurst  av  |  25  x  w  75  to  e  s  Bradhurst  av  x  n  119.10  to 
140th  st  X  e  112.6  to  beginning,  three  0-sty  brk  tenements. 
FORECLOS.  (Dec  12,  lOOtJ. )  Abraham  Stern  (ret)  to  Austin  B 
Fletcher  and  Lewis  H  Schultz  TRUSTEES  Jackson  S  Schultz. 
Morts  $50,000  and  costs.  Dec  13.  Dec  19,  1900.  7:2045—16. 
18  and  20.     A  $20,000 .  5,300 


Dec  17. 


Dec 
nom 
w  37.0  x   s 


146th  St.  No  424,  s  s,  25  e  Convent  av,  37.6x90.11,  5-sty  brk 
tenement.  Joseph  Newmark  to  Simon  S  Newman.  Mort  $.53.- 
.500.  Dec  13.  Dec  10,  1006.  7:2000—40.  A  $10,500— $28.- 
000.  other  consid  and  100 

149th  st,  s  s,  100  e  Sth  av.  240x99.11,  six  6-sty  brk  tenements.     I 
140th  St.  s  s,  400  e  Sth  av,  40.x90.11.  6-sty  brk  tenement.  | 

Mayer  Hoffman  et  al  to  Abe  Robinson.  1-3  part.  B  &  S  and 
C  a  G.  All  liens.  Dec  17.  Dec  10,  1900.  7:2034 — 52  to  00 
and  45.     A  $64.500 — P  $SS.50O.  nom 

]51st  st.  No  527.  n  s.  385  w  Amsterdam  av.  40x99.11.  6-sty  brk 
tenement.  Herman  Raabe  et  al  to  The  Roosevelt  Realty  & 
Construction  Co.  Mort  ,$44,000.  Dec  10.  Dec  20,  1006.  7:2083 
—17.     A  $16.000— $50,0(X).  other  consid  and  100 

152dst,  No621|   n   s,    250  w   Broadway.   50.10x199.10   to   s   s   1.53d 
1.53d  st  I     st,   2-sty   frame  dwelling  and  2-sty  frame   stable 

on  153d  St.  Herman  Aaron  to  The  Junction  Realty  Co.  Mort 
.$25,000.  Dec  12.  Dec  18,  1900.  7:2000—20.  21,  44  and  45. 
—A  $18,000— $21,200.  other  consid  and  100 

1.52d  st.  No  6271  n   s,  400.5   w   Broadway,   124.7x199.10  to   s  s   153d 
1.53d  st  I    St.  2  and  3-sty  frame  dwellings  and  2-sty  frame 

stable  on  153d  st.  vacant.  Herman  Aaron  to  The  Junction 
Realty  Co.  7-0  part.  Mort  $60,000.  Dec  7.  Dec  15,  1000. 
7:2090—11  and  14  and  50  to  54.     A  $37,000— $40,0(X). 

other  consid  and  100 
Same  property.     Same  to  Samuel  G  Hess.     2-0  parts.     Mort  $(X),- 
000.     Dec  7.     Dec  1-5,  1906.     7:2099.  other  consid  and  100 


1.54th  st,  Nos  218  to  200,  s  s,  175  e  Sth  av,  150.x99.11,  four  6-sty 
brk  tenements.  Ellas  Hyman  to  Jacob  Hyman.  Morts  $184,000. 
Dec  11.  Dec  19,  1900.  7:2039—52  to  57.  A  $42,00<J— $150.- 
0(X).  other  consid  and  100 

1.50th  st,  n  s,  435.9  e  Broadway,  39.3x90.11.  5-sty  brk  tenement. 
Release  mort.  The  Winifred  Masterson  Burke  Relief  Founda- 
tion  to   Louis   Meryash.     Dec   11.     Dec   15.   100(>.     8:2115.     10,950 

Same  property.  Release  mort.  Realty  Mortgage  Co  to  same. 
Dec   14.      Dec   15.    190(!.      8:2115.  12,(KlO 

101st  st.  No  575,  n  s.  130.11  e  Broadway,  18x90.11,  4-sty  brk 
dwelling.  Harry  Robinson  to  Regina  De  Buck  Robinson.  Mort 
$11..500.  Oct  10,  1002.  Dec  14,  1900.  8:2120—67.  A  ,$7,200 
— $12,.50O.  nom 

100th  st,  Nos  516  and  518,  s  s.  05  e  Audubon  av,  50x85,  2-sty 
frame  dwelling  and  vacant.  Charles  Geiger  to  Louis  Peck  and 
Max  Scoboloff.  Mort  $17.2.50.  Dec  14.  Dec  15,  190(;.  8:212.) 
— rU   and  35.      A  $10.000— $12,500.  other  consid  and  100 

178th  st,  n  s,  100  w  Amsterdam  av,  100x100.  two  5-sty  brk  tene- 
ments.      FORECLOS        (Nov    30.)       Alfred    Lauterbach     (ref)    to 
Abraham   Ruth   and   Herman    Cohen.      Dec    17       Dec    19,    1906. 
8:21.52.  ■  25,000 

178th  st,  n  s,  100  w  Amsterdam  av,  100x100,  two  5-sty  brk  tene- 
ments. Abraham  Ruth  to  Herman  Cohen.  %  part.  All  title. 
Mort  $84,000.  Dec  20,  1906.  8:2152—24  and  27.  A  $24.000— 
§ .  other   consid   and   100 

170th  st,  s  s,  125  e  St  Nicholas  av,  125x100,  vacant.  The  Four 
Realty  Co  to  Abraham  Ruth.  Mort  $35,000.  Dec  20,  1006. 
8:2153—10.     A  $30,000— $30,000._  other  consid  and  100 

179th  St.  Nos  535  and  537,  n  s.  l.iO  w  Audubon  av.  .50x100.  two 
2-sty  frame  dwellings.  J  Oscar  Marshall  to  Fredricka  Hack. 
Mort  $24.0(H).  Dec  14.  Dec  15,  1906.  8:2153—53.  A  $12,000 
— $10,000.  other   consid   and   1(X) 

183d  st,  s  s.  270  w  Amsterdam  av,  100  to  Audubon  av.  xl04.ll.  va- 
cant. The  Roo&evelt  Realty  &  Construction  Co  to  Herman  Raabe 
and  Henry  Raabe.  Jr.  Mort  $28,000  Dec  20,  1906.  8:21.5.5—39 
to  42.      A  .$;{4.5(X) — .$34.5(X>.  other  consid  and  100 

Av  A,  No  1629,  w  s,  20.8  s  S(!th  st,  25x75.9,  4-sty  stone  front  ten- 
ement. Jacob  Kornblau  to  Mitchel  Levy.  Washington  Elkann 
and  Wm  Wolf.  Mort  $19,000.  Dec  14,  19O0.  5:1.50.5—27.  A 
,>|;8,500 — $18  000.  other  consid   and   100 

Av  A,  Nos  1741  and  1743,  w  s,  25.10  s  01st  st.  .50x04,  two  5-sty 
brk  tenements  and  stores.  Fredk  P  Hummel  et  al  to  Moses 
Selig.  Moris  .$;iO.OOO.  Dec  15.  Dec  IS,  1900,  5:157(J— 20  and 
27.      A   $10.(MK1 — .$31,(I<:k».  other  consid  and   100 

Av  A,  No  1528,  e  s,  25  s  81st  st,  2(!.2x73.  4-sty  brk  tenement  and 
store.  Moses  L  Siff  to  Louis  Frankenthaler.  1/2  part.  All 
title.  Mort  .$12,(100.  Dec  15.  Dec  17,  IStOO.  5:1.577—50.  A 
,^,SO00 — $15.0110.  other  consid  and  1(X) 

Av  B.  No  2.S4.  w  s.  15  s  17th  st.  25x100.  5-sty  brk  tenement  and 
store.  J  Philipp  Held  to  George  Weil.  Mort  $15.CKX>.  Dec  17. 
1000.     3:074 — 35.     A  $8..5(X»— $18,000.  other  consid  and  100 

Av  C.  No  193.  w  s.  19  s  12th  st.  19.6x67.  5-sty  brk  and  stone  ten- 
ement and  store.  CONTRACT.  Robert  Rosenthal  with  Nathan 
Wechsler.  Mort  $16,000.  Oct  30.  Dec  14,  19(X;.  2:394 — 38. 
A  $7,000— $11. C(^>0.  19,000 

Amsterdam  av,  w  s,  25  s  179th  st,  75x100,  vacant.  Felix  Seise  to 
Irving  Bachrach  and  Isaac  Schmeidler.  Mort  $31,500.  Dec  14. 
Dec   10,   1900.    8:2152—17  and  18.  A  $33,000— $33,000. 

other  consid  and  100 

Amsterdam  av,  Nos  1428  and  1430,  w  s,  62.5  s  131st  st,  37.0x100. 
6-sty  brk  tenement  and  store.  Jacob  Goldberg  et  al  to  Simon 
Shapiro.  Mort  .$37,000.  Dec  18.  Dec  10,  10(Xi.  7:1085-33.  A 
i(;i-,,(T(X> — P  .$25.<XI0.  other  consid  and  100 

Amsterdam  av.  No  1432,  w  s,  24.11  s  131st  st,  37.6x100,  6-sty  brk 
tenement  and  store.  Jacob  Goldberg  et  al  to  Simon  Shapiro. 
Mort  .$36,000.  Dec  IS.  Dec  10,  1006.  7:1085—35.  A  $15,000— 
P  .$25,000.  other  consid  and  100 

Amsterdam  av.  Nos  1428  to  1432.  w  s,  09.11  n  130th  st.  7.5x100, 
two  6-sty  brk  tenements  and  stores.  Release  mort.  Van  Nor- 
den  Trust   Co  to  Jacob  Goldberg  and  Max  Smith.     Dec  18.     Dec 

19,  1900.     7:1085—33  and  35.     A  $30.000— P  $.50,000.     ^     36,(XX) 
Same    property.      Release    mort.      Same    to    same.      Dec    18.      Dec 

10.   1!X1(!.     7:198.5.  8  500 

Same  property.  Release  mort.  Charles  Geiger  and  ano  to  same. 
Dec   18.      Dec   10,   190(>.     7:1985.  7.500 

Same  property.  Release  mort.  Moses  Mendelsohn  and  ano  to 
same.      Dec   17.      Dec   19,   1906.     7:1985.  25,000 

Same  property.  Charles  Geiger  et  al  to  same.  Morts  $139,000. 
July  6,  1905.  Rerecorded  from  July  13,  1905.  Dec  19,  1900. 
7:1985.  nom 

Amsterdam  av,  Nos  325  to  331,  on  map  Nos  321  to  331|        n      e     cor 

75th  st.   No   181  I     75th  st  127.2 

xl(X),  three  0-stv  brk  tenements.  Whitehall  Realty  Co  to  M  Bay- 
ard Brown.  Mort  $187,000.  Dec  10,  Dec  14,  1900.  4:1147—1, 
3  and  4.     A  $129.000— $225,000.  other  consid  and  100 

Amsterdam  av.  No  2183,  e  s,  236.1  n  167th  st.  37.6x100.  0-sty 
brk  tenement  and  store.  CONTRACT.  Dora  Finkelstein  with 
Samuel  Herbst.  Mort  $44,000.  Dec  14.  Dec  17,  1900.  8:2112 
—12.     A  $15,000- P  $20,000.  58,700 

Amsterdam  av.  No  809,  e  s,  99.11  n  102d  st,  runs  e  100.2  x  n  w 
13.4  to  c  1  of  an  old  lane  x  w  94  to  av  x  s  —  to  beginning, 
2-sty  brk  store.  Frederich  Schmidt  to  Marie  Schmidt.  All 
title.  B  &  S  and  Correction  deed.  March  12,  1901.  Dec  17. 
1906.     7:1857— til'^.     A  $0.500— $8,000.  nom 

Amsterdam  av,  No  2500.  n  w  cor  184th  st,  74.11x100,  vacant. 
Meyer  Abramson  to  Samuel  Alport.  Mort  $40,000.  Dec  12. 
Dec   20,   imXJ.     8:2156—20  to  22.     A  $45.000— $45,000. 

other  consid  and  100 

Bradhurst  av  1  s  e  cor   145th   st,   100.6x38.8x99.11x27.8,  5-sty 

145th  st.  No  316  I  brk  tenement  and  store.  Hattie  Schwarz  to 
John  Palmer.  Mort  $62,000.  Dec  11.  Dec  14.  1006.  7:2044 
— 40.      A   $13,000 — $ .  other   consid   and   100 

Bradhurst  av.  No  12(1]  n   e   cor   148th   st,   24.11x75.   5-sty  brk   tene- 

148th  St.  No  309  I  ment  and  store.  Moritz  Goldstein  and  ano 
to  Paul  Kaldor.  of  Brooklyn,  Mort  $25.6,50.  Dec  — ,  1906. 
Dec   10,   1906.     7:204.5—04.     A   $0,000— $19,000. 

other  consid  and  100 

Broadway,  n  w  cor  143d  st,  %  blk  xlOO,  vacant.  Chas  H  Ehren- 
strom    to    Thos    J    McLaughHn.      Mort    $57,750.      Dec    17.      Dec 

20.  1006.     7:2090—28  to  32.     A  $60,000— $60,000.  omitted 
Same  property.     Northwestern  Realty  Co  to  same.     Mort  $57,750. 

Dec    17.      Dec   20.    1006).      7:2090.  other  consid   and   100 

Columbus  av.  No  795|  s   e    cor   90th    st,    25.11x74,    5-sty   brk    tene- 
99th  st,   No  74  1     ment  and  store.     James  A  Renwick  to  The- 

resa Abelson.  Q  C.  Dec  13.  Dec  15.  1906.  7:1834 — 61.  A 
.$22.000— .$42,000.  other  consid  and  100 

Same  property.  Theresa  Abelson  to  Nathan  and  Isidor  H  Kemp- 
ner.      Q    C.      Mort    $40,0(K).      Dec    14.      Dec    15,    1900.      7:18.34. 

other   consid   and   100 


The  text  at  these  cages  is  copyrighted.     All  rlEhta  are  reserved.        Notice  Is  hereby  given  that  infringement  will  lead  to  prosecutloa. 
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Edgecombe  av,  w  s,  abt  l."iO  s  145th  st,  125x100.  deed  reads 
plot  begins  100  e  St  Nicholas  av.  xl)S3.0  s  145th  st.  runs  s  l'J5 
X  e  100  to  w  s  Edgecombe  av.  x  n  1125  x  w  100.  vacant.  William 
Rosenzweig  Realty  Operating  Co  to  the  Arnold  Realty  Co.  Mt 
$40  000.     Nov  15.     Dec  1,S,   IWMi.     7:2051.         other  consid  and  100 

Lenox  av,  No  341,  w  s,  20  n  127th  st,  20x100,  3-sty  stone  front 
dwelling.  Hiram.  D  Rogers  Jr  to  Homer  A  Rogers.  Dec  20. 
I'JOG.     7:1012—30.    A  $16,500— )|;20,000.  other  consid  and  100 

Lexington  av.  No  4i;3,  e  s,  40  n  45th  st.  2llx70.(i.  4-sty  brk 
dwelling.  A  Lester  Hever  to  Francis  P  Hoffman.  Dec  19.  Dec 
20,    1900.     5:1300—21.     A  $15,0U0— $20.(100.  nom 

Lexington  av.  Nos  2113  and  2115!  begins    127th   st.    n    s,   3.5   e   Lex- 

]27th  sl.  No  143  I      ington   av.   runs  n  99.11  x  w  35 

to  e  s  of  av  X  s  36  X  e  20  X  s  03.11  to  st  x  e  1.5  to  beginning, 
three  3-sty  brk  and  stone  dwellings.  Jacob  Sarben  to  Jacob 
Greenfield.  O  C.  Dec  18.  "Dec  19.  lOOlJ.  0:1776 — 20A,  20B 
and    21.      A    .$11.0nt)— !t;l,S,.-i00.  1(X) 

Lexington  av.  No  205,  e  s,  49.5  n  32d  st,  24.8x95,  2-sty  brk  stable. 
Cath  L  Kernochau  to  Kath  L  K  Pell.  Dec  18.  Dec  20,  1906. 
3:888-22.      A   $22,500— $28,000.  gift 

Lexington  av.  No  15o7.  e  s,  7(i  n  99th  st.  2.5x95,  5-sty  brk  tene- 
ment and  store.  Franklin  H  Smith  to  Eliz  L  Smith,  of  St  Louis. 
Mo.  All  title  as  life  tenant  to  Va  part.  B  &  S  and  C  a  G.  Nov 
8.     Dec   15,   19(Xi.     6:1027—20.     A  $12,000— .f21,.50O.  nom 

Lexington  av.  No  283.  e  s,  47.9  s  37th  st,  25.6x80.  4-sty  stone 
front  dwelling.  Charles  Buek  to  Margaret  wife  of  James  D  Ea- 
kin.  Sept  29.  1882.  (Re-recorded  from  Sept  29,  1882.)  Dec 
14,   1906.     3:892—64.     A  $27.000— $40,000.  44,(100 

Lexington  av.  No  1608,  w  s,  .34.7  s  102d  st,  16.7x75,  3-sty  brk 
dwelling.  Cecelia  Harris  to  Minnie  Perell.  Mort  $7,(iO0.  Dec 
12.      Dee   17,   1906.     6:1(>20— 0814.     A   $4,500— $6,50<_). 

other  consid  and  100 

Lexington  av.  No  41.5,  n  e  cor  43d  st,  20x — ,  4-sty  stone  front 
tenement  and  store.  Certified  copy  of  last  will  and  testament  of 
Thos  Kirkwood,  of  Oyster  Bay,  N  Y.  Aug  8,  1905.  Dec  19,  1906. 
5:120S— 23.     A  $30,000— $35,000.  

Madison  av.  No  173,  e  s,  40.4  n  33d  st,  24.8x100,  5-sty  brk  and 
stone  dwelling.  Henry  R  Taylor  to  One  Hundred  and  Seventy- 
three  Madison  Avenue  Company,  a  corporation.  B  &  S.  Mort 
$70,000.  Dec  14.  Dec  17,  1906.  3:863—25.  A  $73.0(X) — 
$95,000.  other  consid  and  100 

Madison  av.  No  156,  w  s,  33.3  n  32d  st.  16.1.x95,  5-sty  ston§  front 
dwelling.  Julia  E  wife  of  Paul  Shotland  to  Holworthy  Cham- 
bers, a  corporation.  Mort  .$.5(J,(X>0.  Dec  14.  Dec  15,  19(J6. 
3:862—18.     A  $43.000— $56. 0(X).  other  consid  and  KJO 

Madison  av,  No  776,  w  s,  41. .5  n  06th  st,  19.\80,  4-sty  stone  front 
dwelling.  Amelia  Eisenberg  and  ano  to  Raymond  Hoagland,  of 
Shrewsbury,  N  J.  Mort  $35,000.  Dec  19.  Dec  20,  1906. 
5:1381—16.     A  $40,000— $45,000.  other  consid  and  100 

Manhattan  av.  No  389,  w  s.  37.11  n  110th  st,  18x,50,  3-sty  brk 
dwelling.  Dora  Klaber  to  Solomon  Schinasi.  Dec  18.  Dec  20. 
19(W.      7:1943—141/2.      A   $6,000— $8,500.       other   consid   and   100 

Morningside  av.  West]   n  w  cor  115th  st.  10O.ll.x85,  6-sty  brk  ten- 

115th  st,  No  401  I  ement.  Paterno  Bros  to  Margt  S  Eakin. 
Mort  $165,000.  Dec  12.  Dec  18,  190<;.  7:1807— .59.  A  $75,000 
— P  $85,000.  other  consid  and  100 

Park    av,    Nos    1632   to      1636,      on      map      Nos      1030     to      l(j.36j 

116th  st,   Nos  76  to  80.  | 

s  w  cor  116th  st,  runs  w  89.8  x  s  67  x  w  0.4  x  s  58  x  e  90  to 
av,  X  n  125  to  beginning,  four  5-sty  brk  tenements  and  stores. 
Release  claims  as  to  Park  av  Viaduct.  &c.  U  S  Life  Ins  Co  to 
N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H  R  R  R  Co.  Dec  12, 
Dec  18,  1906.     6:1621—36.     A  $67,000— $165,000. 

other  consid  and  100 

Park  av,  Nos  1731  to  1737|  s   e   cor   121st   st,   75.7x90,   three   3   and 

121st  st,  Nos  100  to  104  I  three  2-sty  frame  tenements  stores 
on  av.  Israel  Lippmann  et  al  to  Liebentha!  Construction  Co. 
Mort  $42,500.  Dec  17.  Dec  18,  1906.  6:1769— (iSVz  to  71.  A 
$24.(K»0— $27,000.  other  consid  and  100 

Park  av.  No  1722,  w  s,  25  n  120th  st,  25x100,  4-sty  brk  tenement 
and  store.  Release  claims,  &c,  as  to  Park  av  Viaduct.  Herman 
H  Bllohm  to  N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H  R 
R  R  Co.  June  15.  Deo  20,  1906.  6:1747— 14^,.  A  $7,000— 
$13,.500.  other  consid  and  100 

Same  property.  Release  mort  as  to  easement.  Mary  M  Ber- 
gener  to  same.     Nov  30.     Dec  20,  1906.     6:1747.  nom 

Park  av,  Nos  16.52  and  16.54  |  s  w  cor  117th  st,  50..5x90,  6-sty  brk 

117th  st.   No  70  I      tenement      and      store.        Release 

claims,  &c,  as  to  Park  av  Viaduct.  Louis  Levy  to  N  Y  & 
Harlem  R  R  Co  and  the  N  Y  C.  &  H  R  R  R  Co.  Sept  28.  Dec 
20,  190<j.     6:1622—40.     A  $24,000— .$72,000.    other  consid  and  100 

Bame  property.  Release  mort  as  to  easements.  Edw  J  BackenStos 
to  same.     Oct  8.    Dec  20,  1906.     6:1622.  nom 

Same  property.  Release  mort  as  above.  John  T  Dooling  to  same. 
Nov  9.     Dec  20,  1906.     6:1622.  nom 

Same  property.  Release  mort  as  above.  Michael  P  Sweeney  to 
same.     Oct  o.     Dec  20,  1900.     6:1622.  nom 

Same  property.  Release  mort  as  above.  American  &  Foreign 
Christian  Union  to  same.     Nov  9.     Dec  20,  190(i.     0:1622.        nom 

Park  av,  Nos  1.S41  and  1.8431  n   e   cor   126th   st.   49.11x90,   1   and   2- 

126th  St.  Nos  101  and  103  |  sty  frame  buildings  and  stores.  Re- 
lease claims,  &e,  as  to  Park  av  Viaduct.  John  Townshend  to  N 
Y  &  Harlem  R  R  Co  and  the  N  Y  C  and  H  R  R  R  Co.  Dec  7. 
Dec   14,   1906.     6:1775—1  and  2.     A  $16..500— $19.(XI0. 

other  consid  and  100 

Riverside  Drive,   No  4,   owned   by  party  second  part. 

Riverside  Drive,  adj  above  on  south,  owned  by  party  first  part. 

Right  to  erect  and  maintain  a  retaining  wall. 
Philip  Kleeberg  to  Carl  D  Jackson.     Dec  19.  1906.     4:1184.      nom 

St  Nicholas  av,  Nos  1460  and  1462.  n  e  cor  183d  st.  49.11x100, 
5-sty  brk  tenement  and  store.  CONTRACT.  Donald  Robert- 
son with  Chas  V  Schmidt.  Mort  $70,000.  Dec  20,  19(Xi.  8:21.54 
—66.     A  $16,000 .  100000 

St  Nicholas  av.  No  80|ne  cor  114th  st,  59.9x124.3x50.11x93,  7-sty 

114th  st,  No  123  I     brk   tenement.      Annie   M   Davis   to   Eugene 

Vallens.  Mort  $135,000.  Dec  13.  Dec  14,  1906.  7:1824—14. 
A   $45,000— $140,000.  other   consid   and   1(XI 

Vermilyea  av,  n  s,  175  w  Hav/thorne  st,  .50x150.  vacant.  Carrie 
Covert  to  Blanche  M  Corse.     Dec  14.     Dec  15,  1906.     8:2234.  nom 

West  Broadway,  No  425,  o  s,  2.50  n  Spring  st,  2.5x100.  6-sty  brk 
tenement  and  store.  Morris  Haber  et  al  to  Jacob  Edelblum  and 
Max  Keve.  Mort  .$41,000.  Dec  17.  Dec  18,  1906.  2:501—7. 
A  $21,000— $45,000.  other  consid  and  100 

West  End  av,  Nos  205  to  211,  w  s,  75.5  s  70th  st,  75xl(j0. 

West  End  av.  No  213,  w  s,  50.5  s  70th  st,  25x100. 
3  and  6-sty  brk  garage. 

White  Sewing  Machine  Co  \o  The  White  Company.  B  &  S.  Mt 
$50,000.  Dec  12.  Dec  18,  1906.  4:11.81— 31  to  34.  A  $49,000 
—$80,000.  nom 


West  End  av.  No  675,  w  s,  135.8  n  92d  st,  14.6x100.  5-sty  stone 
front  dwelling.  Caroline  R  Despard  to  Emma  H  De  Veau.  Mort 
$1(;.(^H)(».  Dec  19.  Dec  20,  1906.  4:12.52—19.  A  .$9.0ll(J— 
$16.,5«X  other  consid  and  100 

1st  av.  No  1052,  e  s,  57.3  n  57th  st,  runs  e  88.9  x  n  43.2  x  w  15.4 
X  s  19  X  w  11.5  X  s  5  X  w  —  to  av,  x  s  19.2  to  beginning.  4-sty 
bik  building  and  store.  "  John  H  Kornarens  and  ano  to  Henry 
feargfrede  and  Dora  his  wife,  tenants  by  entirety.  3-4  parts. 
Dec  13.     Dec  14,   1906.     5:13(j9— 3.     A  $8  000— $13.5(X). 

other  consid  and  100 

Same   property.      Mary  E   Heins  GUARDIAN  of  Meta  A  Kornarens 

to   same.      %   part.      All   title.      Mort  $ .      Dec    13.      Dec   14, 

1906.     5:1.3(!9.  2.6.33.26 

1st  av,  No  2032,  e  s.  151.1  n  104th  st,  25.2x100.  5-sty  stone  front 
tenement  and  store.  Moritz  Adler  to  Chas  A  Casazza.  of  Brook- 
lyn, and  Angelo  Ferrera.  of  Tarrytown.  N  Y.  Mort  $1.5, OUO.  Dec 
17.      Dec   18,   1906.     6:1698—46.     A  $7.000 — $18,000. 

other   consid  and   100 

1st  av.  No  2169,  w  s,  25.11  n  112th  st,  2.5xl(X),  6-sty  brk  tene- 
ment and  store.  Emilia  Russiello  to  Giovanni  Russiello.  Mort 
$24,250.  Dee  10.  Dec  18,  1906.  6:1684—26.  A  $8.000— $28.- 
0{K).  other  consid  and  100 

1st  av.  No  16171  n  w  cor  84th  st,  25x77.10,  4-sty  stone  front  tene- 

84th  st.  No  35.51  ment.  Christopher  H  Steinkamp  to  Herman  A 
Schmidt  and  Chas  D  Donahue.  Mort  $10,000.  Dec  15.  Dec  17. 
190(!.     5:1.547—23.     A  $15,01X1— $27,000.  other  consid  and  1(X) 

1st  av,  w  s.  25  s  9Sth  st,  runs  w  100  x  s  O.SVa  x  e  0.6  x  n  0.3>4 
X  e  99.6  to  av.  x  n  0.2  to  beginning.  Samuel  Grodginsky  et  al 
to   Max   Rollnick.     Q   C.     Mar  8,   1905.      Dec   14,   1900.    6:1669. 

nom 

1st  av,  Nos  1889  to  1893,  w  s,  25.2  s  98th  st,  runs  w  99.6  x  a 
0.31/2  x  w  0.6  X  s  75.5  X  e  20  X  s  O.SVi  x  e  80  to  av,  x  n  76.5  to 
beginning,  three  5-sty  brk  tenements  and  stores.  Estelle  Pot- 
ter to  Max  Rollnick,  Mort  $46,500.  Dec  1.  Dec  14,  1906.  6:- 
1669—27,   28  and  29.     A  $24,000— $54,000. 

other  consid  and  100 

Same   property.   Max  Rollnick   to  Irving  Bac.hrach.      Dec  12.      Deo 

14,  1906.     6:1669.  other  consid  and  100 
1st  av.   No  382,  e  s,   49.5   n  22d  st,  24.2x96,  4-sty   brk   tenement 

and  store.     Jacob  Roth  to  Adolph  Meyers.     Mort  $13,0110.     Dec 

15.  Dec  20,   190G.     3:9.54—3.      A  $10,000— $14..5(  10. 

other  consid  and  100 

1st  av,  s  e  cor  95th  st,  100.8x103.  vacant.  Jacob  Freeman  to  Rose 
Jacobson.  1/,  part.  Mort  $47,500.  Nov  28.  Dec  18,  19(X!. 
5:1574-9  to  11.     A  $40,(XlO— $40,000.  nom 

2d  av.   No  438  |     s  e  s,  at  s  w  s  25th  st,  24.9xl(«».  4- 

25th  St.  Nos  .300  and  302  |  sty  brk  tenement  and  store  and  3-sty 
brk  tenement  on  st.  Geo  H  Stegraann  HEIR  John  H  Stegmann 
to  Conrad.  Mary  A  and  Chas  G  Stegraann.  Vi  part.  B  &  S. 
Dee   18,   1906.     3:930—55.     A  $19..50i)— $28,000. 

other   consid    and    100 

2d  av.  No  1921,  w  s,  51  n  99th  st,  25x79,  5-sty  brk  tenement  and 
store.  Philip  Wattenberg  to  Charles  Singer.  i/>  part.  Mort 
$18,(X10.     Dec  1.     Dec  20,  1906.     6:1649—23.     A  .$9.000— $16,000. 

other  consid   and   100 

2d  av.  No  1854     I  s  e  cor  96th  st,  25.8x100,  5-sty  brk  tenement  and 

96th  st,  No  .300  I  store.  Davis  Brooks  to  Jennie  Goldstein.  Mort 
$35,625.  Dec  15.  Dec  20,  1906.  5:1558—49.  A  $18,000— 
.$31,000.  other  consid  and  100 

2d  av.  No  1324,  e  s,  25.5  s  70th  st,  25x74.  5-sty  stone  front  ten- 
ement and  store.  Sophie  Rueth  et  al  to  Esther  and  William 
Ranch.  Mort  $13,000.  Dec  17.  Dec  18,  1906.  5:1444 — 50.  A 
$12,000— $22,000.  ■       other  consid  and   100 

2d  av.  No  760.  s  e  s,  123.5  n  e  40th  st,  runs  s  e  100  x  n  e  10.10 
X  n  .37.3  X  n  w  69.2  to  av  x  s  w  24.8  to  beginning,  4-sty  brk 
tenement  and  store.  Robert  Jackson  to  Morris  P  Weintraub 
and  Richard  Schomek.  Mort  $12,000  Dec  18.  Dec  19,  1906. 
5:13.33—51.     A  $11..500— $16,.500.  other  consid  and  100 

2d  av.  No  485,  w  s.  49.4  ji  27th  st,  24.8x100,  5-sty  brk  tenement 
and  store.  Rebecca  Glucksman  to  Morris  Glucksraan.  Mort 
$2.S.<)0O.  Nov  4.  Dec  19,  1.906.  3:908—29.  A  $16,000— $30,- 
(KK).  nom 

3d  av,  Nos  1710  and  1712]  n  w   cor  96th  st,   .50.7x77,   two  5-sty  brk 

96th  st.  No  179  |      tenements      and      stores.        Francis      J 

Schnugg  et  al  TRUSTEES.  &c.  John  Schnugg  to  John  H  Bodine. 
Sept  27.    Dee  19.  1906.     6:1624—33.     A  .$30.00(J— $55.(.RI0.     84.000 

Same  property.     John   H  Bodine  to  Pincus  Lowenfeld  and  William  , 
Prager.      Mort  $57,500.     Dec  18.     Dec  19,   1900.     6:1(324. 

other  consid  and  100 
:50.5  s  56th  st,  2.5.\95,  5-sty  brk  tenement  and 
Scheel    to    Henry   Junneman.      Mort   $22,000.      Dec 
19tHi.     5:1310—38.     A  $19,500— $25,000. 

other  consid  and  100 
Henry  Junneman   to  Paul  Scheel.     Mort  .$22,000. 
Dec   17.      Dec   19,   1906.     5:1310.  other  consid  and   100 

5th  av,  Nos  126  and  1281  s   w   cor   18th   st,   00x115.   15-sty   brk   and 

18th  st.  No  2  I     stone    loft,    office    and    store    building. 

Fifth  Avenue  and  Eighteenth  Street  Realty  Co  to  Chas  A  Gould, 
of  Portchester,  N  Y.  Mort  $1,035,000.  Dec  14.  1906.  3:819 — 
44.     A  $370.0(X1 — P  .$5.50  000.  other  consid  and  100 

5th  av,  No  14751  s   e   cor   119th  st,   2,5x85,  5-sty  brk  tenement  and 

119th  st.  No  2|  store.  Gustav  Kaliski  to  Solomon  Cohen  and 
Sylvan  Metzger.  Q  C.  Nov  16.  Dec  15,  1900.  6:1745 — 69.  A 
$21.000— $38,500.  nom 

7th  av.  Nos  2517  and  2519.  s  e  cor  146th  st,  40x100,  6-sty  brk 
tenement  and  store.  Fleischmann  Realty  and  Construction  Co 
to  Gustav  Marder.  Mort  $(30,000.  Dec  13.  Dec  14,  1906.  7:- 
2014—61.      A   $11.000 — $ .  other  consid  and  100 

7th  av,  Nos  2169  to  21771  s    e    cor    129th    st,    99.11x75.    6-sty    brk 

129th  st.   No  166  |     tenement  and  store.     Samuel  Wiener  to 

Leo  S  Groenbaum  and  Morris  Kreisler.  Undivided  right,  title 
and  interest.  Mort  $100,000.  Dec  5.  Dec  18.  1906.  7:191.3 — 61. 
A    $70,0(X)— $ .  ,  nom 

7th  av,  Nos  2513  and  2515,  e  s,  40  s.  146th  st,  40x100,  6-sty  brk 
tenement  and  store.  Fleisclimann  Realty  &  Construction  Co  to 
Victor    B    Wolf,    Isidor    Rcsenberger    and    Louis    J    Feis.      Mort 

$40,000.     Dec  14.     Dec  15,  1906.     7:2014—63.     A  .$8.500 . 

other  consid  and  lOO 

7th  av,  Nos  2.505  and  2.507,  e  s,  40  n  145th  st,  39.10x100.  6-sty 
brk  tenement  and  store.  Fleischmann  Realty  &  Construction 
Co  to  Louis  Stamm.  Mort  $40,000.  Dec  12.  Dec  19,  1906. 
7:2014 — 3.      A  ,$9.000 .  other  consid  and  100 

Same  property.  Louis  Stamm  to  Julia  Fleischmann.  1-3  part. 
Mort   .$52,000.     Dec   IS.     Dec   10,   1906.     7:2014. 

other  consid  and  1(X) 

8th  av.  No  901,  w  s,  75.5  s  .54th  st,  25x100,  4-sty  stone  front 
tenement  and  store.  John  J  Flammer  to  J  George  Flammer. 
I-IO  part.  All  title.  Dec  17.  Dec  18,  190().  4:1044—33. 
A  $.30,000— .$34,000.  3.000 


3d  av.  No  924, 
store.  Paul 
17.      Dec   19, 

Same  property. 
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8ih  av,  No  2074,  e  s,  40.11  n  142d  st,  2."xl00,  5-sty  brk  tenement 
and  store.  Israel  Schneittacher  to  William  Rakow.  Mort  .$25.- 
000.     Deo   13.     Deo  18,   190o.     7:2028—3.     A  $9,000— .f 24,000. 

other  consid  and  100 

Sth  av,  No  24C4,  e  s,  49.11  s  132d  st,  2.jxl00,  .5-sty  brk_tenement 
and  store.  Ma.\  Bernstein  to  Katie  Busch.  Mort  .$22,5u0.  Dec 
14.     Dec   1.".,   lOOi;.     7:1937—03.      A   $15,000— $21,000. 

other  consid  and  100 

9th  av.  No  2.32.  e  s,  24.8  n  24th  st,  24.8x100,  0-sty  brk  tenement 
and  store.  David  Meyer  et  al  to  Meyer  H  Ullmann  and  Morris 
Simon.  Mort  .');41,0(X>.  Dec  15.  Dec  17,  1900.  3:748 — 2.  A 
.til2(HH) — .$33,000.  other  consid  and  100 

9th  av.  No  472,  e  s,  49.7  n  30th  st,  24.7x100,  4-sty  brk  tenement 
and  store.  Henry  K  Keller  to  Theresa  Abelson.  Mort  $13,000. 
Dec   15.     Dec  17,   1900.     3:700—3.     A  $10,000— $20.a)0.  nom 

Same  property.  Theresa  Abelson  to  New  Amsterdam  Realty  Co. 
Mort  $23,aiO.     Dec  15.     Dec  17,  19U0.     3:700.  100 

9th  av,  s  e  cor  210th  st,  49.11x100,  vacant.  Mabel  K  Whiteman 
to   Henry  M  Toch.     All   liens.     Dec  10.     Dec  20,   1900.     8:2190. 

other  consid  and  100 

Same  property.  Henry  M  Toch  to  Mabel  K  Whiteman,  of  Brooklyn. 
All  liens.     Dec  18.    Dec  20,  190G.     8:2190.         other  consid  and  100 

9th  av.  No  85,  w  s,  abt  25  s  10th  st,  25x100,  vacant.  Caroline 
Keller  to  Joseph  Beck.  Dec  20,  1900.  3:713—35.  A  |12,00(>— 
$12,000.  100 

9th  av.  s  w  cor  202d  st,  99.11x100,  vacant.  Cabot  Real  Estate  Co 
lo  Bernhard  Frankentelder.  B  &  S.  Mort  $10,000.  Dec  20, 
1900.     8:2198 — 18.     A  $15,.50U — $15,500.         other  consid  and  100 

lOlh  av.  Nos  041  and  643,  w  s,  50.2  n  45th  st,  50.2x100,  two  5- 
sty  brk  tenements  and  stores.  Nathania  S  Anspacher  to  Isaac 
S  Heller.  Mort  $52,000.  Dec  14,  1906.  4:1074—31  and  32. 
A  $28,000 — $44,000.  other  consid  and  100 

10th  av,  No  875|  n   w   cor   57th   st,    25.5x74.8,   5-sty   stone   front 

57th  st.  No  501  I  tenement  and  store.  Herman  H  W  Neslage 
to  Josephine  Schmid.  Dec  14,  1900.  4:108t)— 29.  A  $20,000 
— $29,000.  other  consid   and   100 

10th  av.  No  877,  w  s,  25.5  n  57th  st.  25x75,  5-sty  stone  front 
tenement  and  store.  Herman  H  W  Neslage  to  Peter  C  Eckhardt, 
Jr,  and  Frederick  Eckhardt.  Dec  14,  1900.  4:1080—30.  A  $11,- 
(HX)— $18,000.  other  consid  and  100 

10th  av,  Nos  041  and  043,  w  s,  50.2  n  45th  st,  50.2x100,  two  5- 
sty  brk  tenements  and  stores.  Isaac  S  Heller  to  Nathania  S 
Anspacher.  Dec  14.  Dec  15,  191X).  4:1074 — 31  and  32.  A 
$28.000 — $44,000.  other  consid  and  100 

Plot  bounded  e  by  e  s  Bloomingdale  road,  closed,  w  by  w  s  Bloom- 
ingdale  road,  closed,  n  by  n  line  of  farm  conveyed  by  Enos 
Alley  and  ano  to  Andrew  McGown,»whicli  line  crosses  said  road 
bet  ]35th  and  130th  sts  and  s  by  s  line  said  farm.  Sansom  B 
McGown  HEIR  Andrew  McGown  to  Geo  O  Lord,  Borough  of  Rich- 
mond.    All  title.     Q  C.     June  28,  1900.     Dec  20,  1900.     7:1980. 

nom 

Same  property.  Joshua  H  and  Lillie  M  Bates  HEIRS  as  above  to 
same.     Q  C.     Dec  10,  1005.     Dec  20,  1906.     7:1980.  30 

Same  property.  Same  to  same.  All  title.  Q  C.  Dec  19,  1905. 
Dec  20,   19tR!.     7:1980.  20 

MISCELLANEOUS. 

Appointment  as  TRUSTEE  under  estate  Isaac  N  Phelps  deed. 
Anson  P  Stokes  to  Isaac  N  P  Stokes.  April  17,  1897.  Dec  18, 
1900.  

Appointment  of  trustee  under  estate  Isaac  N  Phelps.  Anson  P 
Stokes  to  Edward  W  Sheldon.     Dec  8.     Dec  18,  1900.  

Certified  copy  adjudication  of  bankruptcy  and  order  of  refer- 
ence in  matter  of  Angelo  Mannello,  bankrupt.  May  28.  Dec 
19,  1000.  ■ ■ 

General  assignment  of  all  right,  title  and  interest  in  estate  of  Si- 
mon Herman  deed.  Jerome  C  Herman  to  Wm  E  Finn.  Dec  14. 
Dec  15,  1000.  other  consid  and  100 

BOROUGH   OF   THE  BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 
new  Annexed  District   (Act  of  1895). 

*Augusta  pi,  w  s,  199.6  n  Eastern  Boulevard.  50x104.4x50x102.10. 

Longin  P  Fries  to  Katie  Weiss.     Mort  $450.     Dec   17.     Dec  19. 

1900.  other  consid  and  100 

*Banta   lane,   n   s.   09  e   Billar  pi,   4.5x79x45x77       Eugene   F  Levi- 

ness   to   Frank   Barton.      Dec   18.      Dec  20,   lOOO. 

other  consid  and  100 
Broad  st,  all  right  title,   &c,  to  bed  of  what  was  formerly  known 

as  Broad  st  between  e  s  Arthur  av  and  w  s  of  lot  40  on  map  of 

Fairmount    and   north   of   175th   st.      Caroline   S   Cooke   et   al    to 

Geo  W  Robinson.     Q  C.     Dec  4.     Dec  20,  1906.     11:2045.  nom 

Same  property.     Caroline  A  Cooke  et  al  to  same.     All  title.     Q  C. 

Dec  4.     Dec  20,  1906.     11:2945.  nom 

*Bronx  pi,  n  s,  325.5  e  White  Plains  road.  100x100,  South  Mount 

Vernon.      Annie    E    Keelon    to    Wm    J    Diamond.      Mort    $1,820. 

May  29.     Dec  20.  1906.  other  consid  and  100 

*Beech    st,    s    s,    470    e    Elm    st,    25x100,    Laconia    Park.      Robert 

Stewart  to  Thomas  Callahan.     Dec  10.     Dec  20,  1900. 

other  consid   and  100 
*Beech    st.    s    s.    501    e    Elm    st.   25x100.      Ralph    Noble    to    same. 

July  27.     Dec  20,  1906.  other  consid  and  100 

Bryant   st.    No    1402,    e   s,    100   n   Jennings   st,   25x100,   3-sty   brk 

tenement.      Hawthorn   Building   Co   to   Alonzo   Jackson.      Dec  14. 

Dec  15,  1900.     11:3000.  other  consid  and  100 

♦Catharine  st,   e  s.   and  being  n  e   '/4   of  lot  79  map  South  Wash- 

ingtonville,   25x100.      Wm   Speer   to  Edw  F  Leslie.      B   &   S   and 

C   a   G.      Mort   $1,957.     Dec   6.     Dec   14,   19O0.  nom 

*Same   property.      Edw  F  Leslie   to   Mary  I   Speer.      B   &   S.      Dec 

0.      Dec   14,    1900.  nom 

*Cedar  st,  w  s,  250  s  Chester  av.  75x100.  | 

Cedar  st,  e  s,  283  n  Boston  Post  road.  Seneca  Park,  75x100.  | 

Emma  L  Shirmer  to  Julius  Sultan.     Oct  25.     Dec   19,  19(X;.     nom 
*Cedar   st,    w    s,    101   n   Boston    Post   road,    50xl(X),    Seneca   Park. 

Walter  W  Taylor  to  Agnes  C  Nugent.     Dec  15.     Dec  18,  1900. 

3,100 
*Cedar  St.  e  s,  200  s  Cornell  av,  100x100.  1 

Also  s  half  plot  1  map  Arden  property.  | 

Robert   Bellingham   to   Edw   M   Salvatore.     Mort  $700.      Dec   15. 

Dec   17,   1006.  other  consid  and  100 

*Same    property.      Release    of    lien.      Walter    M    Taylor    to    same. 

Q  C.     Dec  15.     Dec  17.  1906.  nora 

Ernescliff  pi,  s  s,  4(X>.9  w  Mosholu  Parkway,  52.4x111.3x50x127.2 

w  s.     FORECLOS.      (Nov  0,  1006  )     Gustavus  A  Rogers   (ref)   to 

Sophia  A  O  Betz.     Dec  18.     Dec  l9.  100(i.     12:3311.  2,725 

Fox   st,   s   s,   318.11    e   Prospect   av,   40x109,   5-sty   brk   tenement. 

Release    mort.      Arthur    Knox    to    Joseph    Leitner    and    Charles 

Kreymborg.      Dec   7.      Dec   14,   1006.      10:2683.  nora 


Same    property.      Release    two    morts.      N    Y    Trust    Co    to    same. 

Dec   11.     Dec   14.   1900.     10:2683.  other  consid  and  100 

Kelly  st,  s  w  cor  107th  st,  OOxlOO.  vacant.     Clara  Glauber  to  Wm 

B   Potter,   of  Brooklyn.      Mort  $20,250.     Dec  14.     Dec  15,   1006. 

10:2705.  other  consid  and  HlO 

*Latayette  st   |   w  s,  605  w  Railroad  av,  100x200  to  e  s  Washing- 
Washington  3t|     ton  St.     Nellie  G  Rice  to  Franklin  C  Albee.     Nov 

14.     Dec  15,  1906.  nom 


I  w  s,  005  w  Railroad  av,  l(X»x200  to  e  s 
I  Washington  st.  Geo  J  Miller  to  Franklin  C 
Nov    7.      Dec    15,    1906.  nom 

Frank   L   Miller   to   Franklin   C   Albee.      B   &   S. 

nom 
August 
Dec    17, 


Dec  19, 
1,790 


*Lafayette   st 

Washington  st 
Albee.      B    &    S. 

*Same   property. 
Dec  15,  1906. 

*Lebanon  st.  s  s,  100  w  Bronx  Park  av.  .50x100. 
Diener  to  Marie  Uthenwoldt.  Mort  ,$8.00(J.  Dec  8. 
liMX;,  other  consid  and  KX) 

*Main  st,  e  s,  75  n  Central  av,  .50x100,  Pelham  Park.  Robert  Bart- 
nett   to   Augusta  J  Thoren.     Dec  10.     Dec  15,  1900. 

other  consid  and  3(X) 

*McDonald  st,  s  s.  214.4  e  Eastcliester  road,  50x100.  Release 
mort.  Lawyers  Title  Insurance  &  Trust  Co  to  Hudson  P  Rose 
Co.     Dec   10.      Dec   17,   1900.  1,050 

*Same  property.  Release  mort.  John  J  Brady  to  same.  Dec 
8.     Dec   17,   1906.  300 

*Poplar  st,  n  s,  13.2  e  Bear  Swamp  road,  2.5x100.  Amelia  Stein- 
metz  to  James  La  Porta.  Mort  $3,500.  Dec  15.  Dec  19, 
1906.  other  consid  and  ltX> 

*Sycamore  st.  c  1  intersec  c  1  Watson  av,  runs  n  125  x  e  125  x 
125  X  w  125  to  beginning. 

Watson  av,  c  1,  intersec  c  1  Hazel  st,  runs  w  125  x  s  125  x  e  125 
X   n   125   to  beginning. 

Ivy  st,  c  1,  lot  .355,  mort  map  Arden  property,  100x125. 

Vine  st,  c  1,  1(X)  s  Troy  av,  100x125. 

Albany  av.  c   1,   intersec  w  s  Ivy  st,  — x — : 

Albany  av,  c  I,  intersec  e  s  Ivy  st,  — x — . 

Ivy   st,   c   1,   200  n  Albany  av,   lOO.-c — ,   Eastchester. 
FORECLOS   (Dec   7,   1006).     Cromwell  G  Macy,  Jr.  ref  to  Annie 
V  Taylor,   of  Winterhaven,  Florida.     All  liens.     Dec  7. 
1906. 

*Van  Buren  st,  w  s,  175  s  Columbus  av,  25x100,  2-sty  frame 
dwelling.  David  Zoglin  to  Rosina  Farago.  Mort  $2,500.  Dec 
15.     Dec  17,  1906.  other  consid  and  100 

*3d  st|  ns,  305  w  Av  A,  100x210  to  s  s  4th  st.  Unionport.     Fred- 

4th  st|  erick  Kleinmann  to  Theresa  wife  of  Frederick  Kleinmann. 
Mort  $3.0(Mj.     Nov  1.     Dec   14,  1900.,  other  consid  and  100 

*Oth  st   I  s  s,   105  w  Av  D,  100x216  to  n  s  5th  st,  Unionport. 
5th  st   I 

Av   D,   s  w  cor  7th  st,  216  lo  n   s  6th  st,  x205. 

12th  st,  s  s,  105  w  Av  A.  100x108. 
Cath    E    Allison    to    Charlotte    D    Allison,    Brooklyn.      June    201 
1898.     Dec  15.  1006.  nom 

135th  st,  No  877,  n  s,  424.6  e  St  Anns  av,  40x100,  5-sty  brk  ten- 
ement. Frederick  Wehnes  to  James  McConkey  and  Eliza  J 
his  wife,  tenants  by  entirety.  Mort  $33,(X)0.  Dec  13.  Dec  14, 
1906.      10:2548.  other   consid   and   100 

135th  st.  No  854,  s  s,  1.52.0  e  St  Anns  av,  18xl(X».  2-sty  brk  dwell- 
ing. Annie  M  wife  Wm  A  Pitney  to  Joseph  Roos.  Mort  $4,750 
Dec  13.     Dec  17,  1906.     10:2.547.  8,250 

137th  St.  No  6.35,  n  s,  81.6  w  Willis  av,  25x100,  5-sty  brk  tene- 
ment. John  G  Bauer  to  John  D  Hake.  Mort  $15,000.  Dec  15. 
Dec  17,  1906.     0:2300.  23,250 

145th  st.  No  740,  s  w  s,  125  n  w  Brook  av,  25x100,  3-sty  frame 
dwelling  and  1-sty  frame  shed  in  rear.  Joseph  Roos  to  Alois 
Knecht.      Dec   13.     Dec  14.   1006.     0:2289.  nom 

145th  st,  No  740,  s  w  s,  125  n  w  Brook  av,  25x100,  3-sty  frame 
dwelling  and  1-sty  frame  shed  in  rear.  Anna  M  Volderauer 
INDIVID  and  ano  EXR,  &c,  John  Schramm  deed  to  Jos  Roos. 
Confirmation  deed.     Dec  11.     Dec  14,  1906.     0:2289.  7,000 

148th  St.  No  784.  s  s,  123  e  Brook  av.  27xl(X),  5-sty  brk  tene- 
ment. Hyman  Lipke  to  Emma  C  Wallace.  Mort  $18,500.  Dec 
13.      Dec   18,   1E»06.     9:2274.  other  consid  and   100 

140th  st,  late  Westchester  R  R  st|  n   w  cor  Trinity  av   late  Passage 

Terrace  pi  |      av,  20.x —  to  Terrace  pi  x  —  to 

w  s  Passage  av  x  s  100  to  beginning,  except  part  for  140th  st 
and  Trinity  av,  vacant.  Wm  B  Brownell  to  Speculative  Realty 
Co.     Mort  $5,000.     Nov  27.     Dec  18,  100().     10:2623. 

other  consid  and  100 

149th  St.  No  515,  n  s,  170.3  e  Morris  av.  24.0x80.  3-sty  brk 
building  and  store.  Albert  T  Strauch  TRUSTEE  in  bankruptcy, 
of  Angelo  Mannello  bankrupt  to  Maddalena  Tachinelli.  All 
liens.     Dec   17.     Dec   10,   1906.     9:2331.  100 

151st  st,  n  s,  207.9  e  Morris  av,  .37.6x117x37.6x117.1,  6-sty  brk 
tenement.  Joseph  Cohen  et  al  to  Mary  Cohen.  Correction  deed. 
Mt  $25,<XI0.     Nov  1.     Dec  15,  1906.     9:2411. 

other   consid   and   100 

104th  st,  Nos  1032  to  1038,  s  s,  62  w  Stebbins  av,  82x73.6,  four 
3-sty  brk  dwellings,  Wm  J  Dalton  to  Louis  Raffloer.  of  Berlin, 
Germany.     Mort  $28,000.     Feb  1,  1906.     Dec  18,  1906.     10:2690. 

other  consid  and  100 

165th  st.  No  826,  s  s,  60  w  Cauldwell  av,  2.5x120,  5-sty  brk  tene- 
ment. Louis  Kucera  to  Kath  M  Tiernan.  Borough  of  Queens. 
Mort  $22,000.     Dec   15.     Dec  18,   1906.     10:2622. 

other  consid  and  100 

165th  st,  n  w  cor  Tiffany  st,  68.3x98.3x74.3x93.3,  vacant.  Victor 
Green  to  Paul  W  Lippmann.  All  title.  Mort  $10,800.  Nov  9. 
Dec  1.5,  1900.     10:2716.  nom 

Same  property.  Paul  W  Lippmann  to  Leopold,  Herman  and  Ja- 
cob Frankfeldt.  All  title.  Morts  $10,S(X».  Nov  0,  Dec  15, 
1900.      10:271(5.  nom 

Same  property.  Leopold  Frankfeldt  et  al  to  Frankfeldt  &  Lippmann 
a  corporation.     Mort  $10,800.     Dec  6.     Dec  15,  1906.     10:2710. 

100 

170th  st|  s  s,  at  w  s  New  York  &  Harlem  R  R,  runs  s  24.5  x  w  100 

Brook  avj  to  Brook  av  x  n  24  5  to  st  x  e  100  to  beginning,  va- 
cant. John  Brady  to  Andrew  F  Dalton.  Dec  17.  Dec  20,  1900. 
11:2894.  other  consid  and  100 

*171st  st,  w  s,  300  n  Gleason  av.  50x — .     Joseph  J  Gleason  to  Mary 

M   Devine.     Dec   14.     Dec   15,   190(1  nom 

*174th   St.   w   s,   200   s   Gleason  av,   2.5x100.     Joseph  J   Gleason   to 

James  McGuinness.     Dec  14.     Dee  IS,  1900.  nom 

177th  St.  Nos  377  and  379,  n  s,  95  w  Morris  av,  40x100.  Release 
2  morts.  Albert  B  Hardy  to  .Andrew  F  Dalton,  Nov  .30.  Dec 
20,  1906      11:2823.  nom 

177th  st.  No  377,  n  s,  115  w  Morris  a,v,  20x100,  2-sty  brk  dwell- 
ing. Andrew  F  Dalton  to  John  Brady.  Mort  $5,500.  Dec  13. 
Dec  20,  1906.     11:2828.  other  consid  and  100 


Th«  text  of  theic  pac*i  U  eopyrl«hted.     All  rl«hti  are  reierred.         Notice  !■  hereby  given  that  Infringement  will  lead  to  prosecution. 
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177th  St,  No  379,  n  s,  95  w  Morris  av,  20x100,  2-sty  brk  dwell- 
ing. Andrew  F  Dalton  to  John  Brady.  Mort  $5,500.  Dec  13. 
Dec   20,    1906.      11:2828.  other   consld   and   100 

177th  St,  No  371,  n  s,  175  w  Morris  av.  20x100,  2-sty  brk  dwell- 
ing. Release  two  morts.  Albert  B  Hardy  to  Wm  C  Kelly. 
Nov  30.     Dec  14,  1900.     11:2828.  nom 

Same  property.  Wm  C  Kelly  to  Edward  E  Strauss.  Dec  6.  Dec 
14,    lOOC.      11:2828.  other   consid    and   100 

17Sth  St,  n  s,  52  w  Hughes  av,  24x101.3,  2-sty  frame  dwelling. 
Hyman  Axelroad  et  al  to  Luciano  Sansone.  Mort  $7,150.  Dec 
13.     Dec  17,  1900.     11:3008.  other  consid  and  100 

182d  St,  late  Elm  av,  s  w  s,  abt  30  (?)  e  Crotona  av  (?)  and  be- 
ing lot  2()  map  South  Belmont,  except  part  for  182d  st,  50x70, 
vacant.  Margaret  Lyons  to  William  Schmitz.  Mort  $3,000. 
Dec  IS,  10O«5.     11:3098.  other  consid  and  100 

1891;h  st,  late  Webster  av,  n  w  cor  Crotona  av,  late  Washington 
av,  runs  n  w  15(i  x  n  e  01.0  x  s  e  1.38  x  s  90  to  beginning, 
except  part  for  Broadway  or  Crotona  av,'  vacant.  Filomena 
Tesoro  to  Joseph  Tesoro.  Mort  $1,500.  Dec  — ,  1900.  Dec  17, 
1900.     11:3001.  nom 

197th  st,  n  s.  53.10  e  Briggs  av,  25.\00,  vacant.  August  Ganzen- 
muller  to  Frederick  and  Philip  StubenvoU.  Mort  $1,000.  Dec 
17,  1006.     12:3295.  other  consid  and  100 

202d  st,  n  s,  135  e  Webster  av.  25x100,  2-sty  frame  dwelling. 
Peter  Dunworth  to  Harry  and  Vincent  Sica.  Dec  17.  Dec  IS, 
1900.     12:3.330.  other  consid  and  100 

*221st  st,  s  s,  25  w  line  between  lots  1(X)1  and  956,  25x114,  be- 
ing part  lot  1001  map  Wakefield.  FORECLOS.  James  O  Farrell 
(ref)   to  Margaret  A  McKay.     Dec  19.     Dec  20,   1900.  1,400 

*223d  st,  s  s,  155  e  White  Plains  road,  25x100,  Wakefield.  Mary 
Capodilupo  to  Nicola  Di  Filippo.  Mort  $5,000.  Nov  30.  Dec 
19,   1906.  other  consid  and  100 

*231st  st,  s  g,  305.6  w  4th  st,  100.6x114.6,  Wakefield.  Kath  A 
Rich  to  Pelham  Realty  Co.     Dec  13.     Dec  15,  1906.  nom 

234th  st,  n  s,  325  w  Katonah  av,  25x100,  vacant.  Harry  E  Bram- 
ley  to  Otto  P  Schroeder.     Dec   12.     Dec  14.   1906.     12:3375.     nom 

*235th  st,  s  s  ,230  w  White  Plains  road,  50x114,  Wakefield.  John 
Jack  (o  Josephine  C  Tassi.     Dec  15.     Dec  17,  190<!.  nom 

2.39th  st  late  Northern  Terrace,  n  s,  160  e  Independence  av  late 
Yonkers  av,  32.1x134x35.6x131,  2-sty  frame  dwelling.  James 
Douglas  to  Mary  B  Hart.     Q  C.     Dec  19.     Dec  20,  1900.     13:3417. 

nom 

*Albany  av,  c  1,  intersec  c  1  Sycamore  st,  runs  s  225  x  e  125  x  n 
225  X  w  125  to  beginning. 

Palm  St.  c  1.  —  s  e  1  Albany  av,  lots  426  and  427,  mort  map  of 
Arden    property,    Bronx.  I 

Palm  St.  c  1,  400  s  c  1  Albany  av,  runs  s  100  x  w  250  to  c  1  Syca- 
more St,  X  n  100  x  e  2.50  to  beginning. 

Albany  av,  c  1.  intersec  c  1  Myrtle  st,  runs  s  125  x  e  125  x  n 
125  x  w  12.5  to  beginning. 

Lots  422  and  423.   mort  map  Arden  property. 

Myrtle  st,  c  1,  100  s  c  1  Albany  av,  lots  381,  417,  418,  410,  420 
and  421,   mort  map  Arden  property. 

Albany  av,  c  1,  lots  434  and  435,  same  map. 

Syracuse  av,  s  s,  —  e  Sycamore  st,  lot  462,  same  map,  East- 
chester.  j 

FORECLOS    (Dec   7.   1906).      Same   to   same.     All   liens,     Dec   7. 
Dec  19,  1900.  2.015 

*Amundson  av,  w  s,  475  s  Randall  av,  2.5x100,  Edenwald.  Gus- 
tave   T   Moren  to  Frederick  J  Jaeckel.     Dec   10.     Dec   15,   lOOli. 

nom 

Anderson  av,  e  s,  old,  at  e  s  new  line  Anderson  av,  runs  n  471.91 
X  w  20.3  to  c  1  Anderson  av  x  s  crossing  n  and  s  s  of  Kemp  pll 
and  104th  st  x541.3  to  e  s  new  line  Anderson  av  x  e  69.6  to 
beginning,  except  parts  for  l(;4th  st  and  Anderson  av. 

Interior  lot.  begins  at  c  1  of  old  Anderson  av  23.2  n  164th  st, 
runs  w  25  x  n  25.10  x  —  41.5  x  e  19.10  to  said  c  1  x  s  04.10  to 
beginning,  except  parts  for  st. 

Jerome   av,   n   w  s,   at  c   1  old  Anderson   av,   runs   n  .343.9  to  e 
new  line  Anderson  av  x  n  e  —  to  c  s  old  line  of  Anderson  av 
X  s  386.10  to  Jerome  av  x  s  w  35.7  to  beginning,  except  part  for 
Anderson   av  and   162d  St. 
vacant. 

Hugh    L   Metz   to   Patrick   S  Treacy,   of  Yonkers,   NY.      B  &  S. 
Dec  8.     Dec  17,  1906.     9:2504.  2507  and  2508.  nom 

Anthony  av,  No  2070.  e  s,  125.6  s  180th  st,  runs  e  90.11  x  n  e 
16  X  s  27.2  x  w  110.10  to  av  x  n  20.4  to  beginning,  2-sty  frame 
dwelling.  V/m  J  Marshall  et  al  to  Nathan  Lichtenberg.  Q  C. 
Dec  10.     Dec  20,  1.906.     11:3156.  nom 

Same  property.  Florence  J  Tebbetts  to  same.  Mort  $4,000. 
Nov  26.     Dec  20,  1906.     11:3156.  6,750 

Arthur  av  ,No  2498,  e  s,  1(38.6  s  Pelham  av,  25x87.6,  except  part 
for  av,  2-sty  frame  dwelling      John  Santora  to  Fordham  Land 
and  Impt  Co.     Nov  30.     Dec  19,   1906.     11:3078.  nom 

♦Boston  Post  road,  s  e  s.  adj  land  Chas  H  Ropes,  runs  s  —  x  e  to 
land  Pelham  Bay  Park,  x  s  —  to  Eastchester  Creek  or  Hutch- 
inson River,  xsw  —  xn  —  toes  Eastchester  Ship  Canal,  x  n 
—  to  Old  creek  or  River,  x  n  —  to  land  of  Lockwood,  x  n  —  to 
said  road,  x  n  e  —  to  beginning,  contains  41.4122  acres.  An- 
thony McOwen  to  Josiah  A  Briggs.  1-3  part.  B  &  S.  Mort 
$81,000.      Aug  31.      Dec   15,   1906.  nom 

Boston  road,  w  s,  200.8  n  from  e  s  Southern  Boulevard,  25.1x 
107.7  to  e  s  Southern  Boulevard  x25x95,8,  vacant.  Release 
claims,  &c,  for  Elevated  R  R.  John  O'Connell  to  The  City  of 
New  York.     Oct  16.     Dec  IS,   1006.     11:2984.  250.90 

Burnside  av,  n  s,  108.5  e  Anthony  av,  50.10x99.9x42.1x72.9.  va- 
cant. Louis  Meyer  Realty  Co  to  Alfred  Pionier.  Mort  $10,500. 
Oct  31.     Rerecorded  from  Nov  2,  1906.     Dec  18,  1906.     11:3156. 

other  consid  and  100 

*Bronxdale  av,  s  w  s,  1,310.5  n  Morris  Park  av,  runs  s  e  along 
av  in. 11  and  53  x  s  e  110  x  n  w  171.4  x  n  w  100  to  beginning. 
Regent  Realty  Co  to  Eugene  Salvatore.  Dec  14.  Dec  18, 
1900.  other   consid   and   100 

*Barnes  av,  w  s,  150  s  2.39th  st,  .50x159x50.0x168.3.  Anton  Fen- 
ninger  and  Carolme  his  wife  to  Caroline  Fenninger.  Mort  $1,- 
120.     Nov  30.     Dec  18,  1906.  other  consid  and  100 

Broadway  i  n  w  cor  256th  st,  runs  n  172.2  x  w  202.8  to  e  s  New- 

Newton  av]     ton  av,  x  s  25  x  e  50  x  s  109.7  to  n  s  256th  st,  x  e 

256th  st     I     144.2   to   beginning. 

Sylvan  av,  s  e  s,  at  n  e  s  256th  st,  runs  n  e  204.2  x  s  e  100  x  s 
50  X  s  e  100  to  n  w  s  Newton  av,  x  s  w  75  x  n  w  150  xsw  92.2 
to   250th   st,   X  n  w  51.8  to    beginning. 

256th  St.  s  w  s,  at  n  w  s  Sylvan  av,  runs  s  w  100.8  x  u  w  100.8 
s  w  12.3  X  n  w  108.10  x  n  e  96.6  to  256th  st,  x  s  e  201.3  to 
beginning. 

Valle_s  av.  e  s,  at  s  w  s  2.56th  st,  runs  s  e  63.11  xsw  90.2  x  n 
w  52.9  to  av,  x  n  95.8  to  beginning. 

256th  st,  n  e  s,  at  n  w  s  Park  View  pi,  runs  n  w  229.11  to  Field- 


nom 
C  Molleson   to 
Dec  13.     Dec 

nom 
Dec  14.     Dec 


ston__road.  x  n  e  154.4  x  s  e  200  to  n  w  s  Park  View  pi, 

176.7   to   beginning. 
Faraday  av,  n  s,  194  w  on  curve  from  Fieldston  road,  runs  n  100 

x  w  1.50  X  n  100  to  s  s  Mosholu  av,  x  w  87.3  x  s  e  246.11  to 

n   s   Faraday    av,    x    e   92.6    to    beginning. 

vacant. 

Kate  wife  of  Patrick  H  Sheridan  to  James  S  Segrave.  All  liens! 

Dec   14,   1906.     13:. 3427.  nom 

*Bay  av,  s  s,  lots  13  and  14  on  plot  2  map  Frances  Scofleld  es- 
tate  on   City   Island,   .50x100.     Henry  Stelz   to  Gertrude   C   Stelz. 

Mort   $1,400.      Dec   12.      Dec   14,   1906. 
♦Cornell   av.   n   s,   225   e   Mapes  av,   25x100.     Dean 

Edwin   Bedell,   of  Westchester  Co,  NY.     B  &  S. 

10,   1900. 
♦Same  property.     Edwin  Bedell  to  John  J  Kramer. 

19,  IflOO.  other  consid  and  100 
♦Same  property.     Frances  E  Barker  to  Dean  C  Molleson.  1-3  part. 

B  &   S.     Oct  24,   1902.      Dec   19,   1906.  nom 

Clinton  av,  n  w  cor  ISlst  st,  66.1x145.2.  vacant.  Morris  Hirsch- 
man  et  al  to  Samuel  Abrams.  1-3  part.  Nov  8.  Dec  19,  190(!. 
11:  .3098.  nom 

Creston  av,  Nos  2408  and  2410,  e  s,  275.1  s  189th  st,  40x95,  5-sty 
brk  tenement.  Wm  J  Dalton  to  Louis  Raffloer,  of  Berlin, 
Germany.     Mort  $26,000.     March  31.     Dec   18,   lOOt).     11:3165. 

other  consid  and  100 

Crotona  av  (Washington  av),  n  w  s,  90  n  lS9th  st,  120xll2xl31x 
138.1,  except  part  tor  av,  vacant.  Andrew  Cosgriff  to  Simon 
Adler.     Dec  4.     Dec  15,  1006.     11:.3091.  other  consid  and  100 

Clinton  av.  No  1972,  e  s,  75  s  17Sth  st,  late  Elmwood  pi,  25x 
100,  2-sty  frame  dwelling.  Bridget  F  McEvoy  to  Rosa  M  Cody. 
Mort   $5,000.      Dec   17.      Dec   18,   1906.      11:3093. 

other  consid  and  100 

Crotona  av,  n  e  cor  180th  st,  10x102.1,  vacant.  Lena  H  New- 
burn   to  Amalia  Pirk.     June  29.     Dec  17,   1906.     11:3096. 

other  consid  and  100 

♦Cornell  av,  n  s,  100  e  Chestnut  st,  lOOx — ,  Arden  property.  John 
J   Storms.  Jr,   to   Harry  M  Cough.     Mort  $1,400.     Dec   19.     Dec 

20,  1906.  other  consid  and  100 
Crotona    av.    No    1S99,    w    3,    .3.50.5    s    Treraont    av,    50x246.3,     2- 

sty  frame  dwelling.     PARTITION.     Wm  P  Hamilton,  Jr  (ref),  to 
Eva  W  Bailey.     Dec  20.  1906.     11:2046.  12,800 

Davidson  av,  e  s,  287.9  n  192d  st.  51.4.x49.]0x.54.3x67.5,  vacant. 
John  E  Eustis  et  al  to  Nathan  I  Bennett.  Dec  14.  Dec  20. 
1906.      11:3202.  other  consid  and  100 

♦Edison  av|  w  s,  175  n  Tremont  rd,  25x190  to  e  s  Pilgrim  av,  Tre- 

Pilgrim  av  ]  mont  Terrace.  Mary  Hoffman  to  Benjamin  Gains- 
borg.      Nov  28.     Dec   14,   1006.  other  consid  and   100 

♦Eastern   Boulevard!   s   w   cor   Madison   av.   100x200  to   e   s  Gains- 

Gainsborg  av  ]     borg    av,    xl00x202.1.      Bankers    Realty    and 

Security  Co  to  Norman  W  Dodge,  of  Upper  Nyack,  N  Y.     Dec  14, 
1906.  other   consid   and   100 

♦Eastern   Boulevard|   s   w  cor   Madison  av,   KK)x200  to   e  s   Gains- 

Gainsborg  av  |     borg  av,   xl00x202.1.     Release  mort.    A  Mor- 

ton  Ferris   to   Bankers   Realty   and  Security   Co.      Nov  27.      Dec 
14,  1906.  ogoo 

♦Edison  av,  w  s,  425  s  Treraont  road,  25x95.  Bankers  Realty  & 
Security  Co  to  Adolph  Weissman.     Dec  14.     Dec  17,  19()6. 

other   consid   and   100 

Elton  av.  No  730,  e  s,  90  n  1.55th  st,  40x100,  5-sty  brk  tenement. 
Release  two  morts.  New  York  Trust  Co  to  Moorehead  Realty  & 
Construction  Co.     Dec   12.     Dec  17,   1906.     0:2377. 

other   consid   and   100 

Eastburn  av.  e  s,  1.S8.3  n  174th  st,  50x95,  vacant.  Ottilie  Seidler 
to  The  Belmont  Realty  &  Construction  Co.  Mort  $4,000.  Dec 
3.     Dec  17.   1906.      11:2790.  other  consid  and  100 

Forest  av.  No  1097,  w  s,  42.8  n  160th  st,  20xS7.6.  3-sty  brk 
dwelling.  Luciano  Sansone  to  Carrie  Zigler.  Mort  $8,000.  Dec 
1.5.     Dec  17,   1906.     10:2(i51.  other  consid  and  100 

♦Ferris  av,  e  s.  200  n  line  between  lands  Charlton  Ferris  and  John 
H  Ferris,  runs  n  e  200  and  1,338.7  to  a  creek  x  s  —  xsw  1..32S 
X  —  191.9  to  beginning,  contains  6  022-1,000  acres,  Throggs 
Neck.  Heinrich  Rehling  to  George  Costar.  Dec  5.  Dec  20. 
1906.  nom 

♦Same  property.  George  Costar  to  Heinrich  Rehling.  B  &  S. 
Dec   5.      Dec   20,   1006.  nom 

Forest  av.   No  8411  s  w  cor  l(>Oth  st,  54.2x175  to  e  s  Jackson  av, 

Jackson  av  I     2-sty   frame   dwelling   and   vacant.        Release 

160th  st  1     mort.  Commonwealth  Mortgage  Co  to  Edward 

Greenebaum.      Dec    12.      Dec   15,    1906.      10:2047.  nom 

Same   property.      Release   mort.      Peter  P  Decker  to  same.     April 

21,  Dec   15.   1906.     10:2647.  nom 
Forest  av,  No  841|  ff  w   cor   KJOth   st,   54.2x175   to   e   s  Jackson   av, 
Jackson  av             |      2-sty  frame  dwelling  and  2-sty  frame  building. 

vacant.     Release  restrictions.     T  Drysdale   Buchanan  to  Edward 
Greenebaum.      Dec   14.      Dec   18,   1906.      10:2647.  nom 

Grand  av,  e  s,  777.8  s  ISlst  st,  100.x90,  vacant.  Release  mort. 
Samuel  H  Spingarn  to  Jerome  Avenue  Realty  Co.  Dec  19.  1906. 
11:3193.  4,.5oo 

Same  property.  Jerome  Avenue  Realty  Co  to  Frank  Harnden  and 
Arthur    Belmont.      Mort   .$6,400.      Dec    19,    1906.      11:3193. 

other  consid  and  KX) 

Grand  av.  No  253S.  e  s,  1.50  s  in2d  st,  .50x100,  2-sty  frame  dwell- 
ing. Thos  H  Thorn  to  Henry  Staats.  Mort  .f7.500.  Dec  ]!),  1906. 
]1:.3204.  other  consid  and  100 

Grand  av.  s  e  cor  I92d  st,  100x100,  vacant.  Fredk  W  Devoe  to 
Thos   H  Thorn.      Dec   12.     Dec  17,   1906.     11:.3204. 

other   consid   and   2(10 

Hughes  av,  w  s.  382.8  s  ISOth  st,  25.1x]86.,Sx25.2xl.S4.1.  vacant. 
Wm  Seidman  to  The  Belmont  Realty  &  Construction  Co.  Mort 
.'i;2.0(M).     Dec   14.     Dec   17.   1900.      Il:;i069.  nom 

Hoe  av.  e  s.  75  s  172d  st,  25x1(10,  vacant.  Wm  Seidman  to  The 
Belmont  Realty  and  Construction  Co.  Mort  $2,000.  Dec  14 
Dec  17,   1906.     11:2988. 

♦Hunt    av.    w    s,    105   s    Bronxdale    av,    .50x100. 
Tuni   Kandel.     Nov  24.     Dec   14,   1906. 

♦Same    property.      Trust    deed.     Tuni    Kandel    to 
Morris   Weisman.      Nov   24.      Dec   14.   1906. 

Jerome  av.  No  2427,  w  s,  281.9  s  Fordham  Landing  road,  19.5x 
1(X>.  3-sty  frame  tenement  and  store.  Alfred  E  Berry  to  Henry 
Geib.     Mort  $6,850.     Dec  14.     Dec  15,   1006.     12:3199. 

other   consid   and   100 

Jerome  av,  late  Central  av,  e  s,  325  n  183d  st,  late  3d  st,  125x 
100,  with  strip  between  old  e  s  of  Central  av  and  e  s  Jerome 
av,  vacant.  Joseph  Hamersblag  to  Herbert  J  Cochran.  B  &  S 
and  C  a  G.     Mort  $20,000.     Dec  J2.     Dec  18.  1900.     11:3187. 

other  consid  and  1(10 

Same  property.  Herbert  J  Cochran  to  Joseph  Hamershlag.  B 
&  S  and  C  a  G.     Mort  $20,000.     Dec  12.     Dec  18,  1906.     11:3187. 

other  consid  and  100 


nora 
Wolf    Kandel    to 
nom 
Wolf   Kandel   and 
nom 


The  text  of  these  jSages  is  copyrighted.     AH  rights  are   reserved.    Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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MAPLEDORAM  &  CO. 

REAL  ESTATE  BROKERS 


Bay  Ridge  Property 
Our  Specialty 


Fifth  Ave.  and  79th  St.,  Brooklyn,  N.  Y. 

Telephone.  724  Bay  Eldge 
Branch  Office :  Bay  Ridge  Ave.,  cor,  FortHamllton  At«. 


Jerome    av,    e   s,   2r.   s- Potter   pi,   25x100,   vacant       Mary    A   IsU-r 
et   al  to  John  H  Paradies.     Dec  19.     Dec  20.  l'.)06.     l^-S^.L 

other   consid   and    100 
e  s    12o  n  Cameron  pi.  "rflxlOO    vacant.     Francis  A  L 
'to   Naihau  L  Bennott.     I.Iort  |4,000.     Dec  18.     Dec  19. 

other   consid   and   I'H) 
lir>.4   s    ISOlh   St.    15.11x100,   2- 


Jerome  av 
Siatford 
lOOIi.      ll:::!lS(i. 

La    Fontaine   av.    No   205(1,    .    -.  .      ,   ,.        ,,   ,  ,    

sly   frame   dwelling.      Alfred   Pionier   to   Mag.lalma   Holzkamper. 
Mort   3^3,200.      Dec   1.     Dec   17,   1901!.     11;3IH;9. 

other   consid   and   100 

Lincoln  av.  No  1G9,  w  s,  50  n  135lh  st,  runs  n  2aG  x  w  05.1  x  s 
1  7  X  w  5  X  s  20.10  X  e  90.6  to  beginning.  2-sty  brk  stable. 
James  T  Riley  et  al  to  Maurice  C  Buck.  Mort  .$S.500.  JX-f^  I-,'- 
Dec  17,  1900.     9:2318.  othPr  <^°'^^"^  and  100 

Lawrence  av,  w  s  —  n  Lind  av,  100x100  to  Sedgwick  av.  John 
Sedgwick  av,  e  e|  F  Kaiser  et  al  to  UtiUty  Realty  Co  a  cor- 
poration.    Dec  10.     Dec  1-J.  19015.     0:2o2,.     other  consid  and  100 

Lawrence  av!  begins  Lawrence  av,   w  s.  -  n  Lind  av,   loOxlOO  to 

Sedgwick  avl  Sedgwick  av.  John  F  Kaiser  to  same.  Mort  »o,- 
OW.     Dec   13.     Dec  li,  lOOG.     9:-2o2i.  other  consid  and   101) 

Lawrence  av.  w  s,  —  n  Lind  av,  and  being  lots  20  to  SI  and  4rf 
to  40  map  Maximilian  Morgenthau,  each  lot  2.jxl00  to  Sedgwi^ck 
av  Utility  Really  Co  to  Henry  Morgenthau  Co.  Mort J.12,ioO 
Dec   13.      Dec   14,    1900.     9:2.527.  other  consid   and   100 

McCombs  Dam  road,  w  s,  at  s  line  land  of  party  2d  part  runs  w 
•^04  2  X  s  133.10  X  s  w  G2.9  x  e  120  to  road  x  n  e  210.11  to  be- 
ginning, except  part  for  Aqueduct  av.  Gustav  H  Schwab  to  New 
York  University.     C  a  G.     Dec  12.     Dec  18,  1906.     11:3210—3222, 

•-f>ir>     nnri     3-^-^9  10,000 

Morris  av  Nrmi.  w  s,  50.10  n  lG5th  st,  25xl02^0x25xl02.a 
'>-stv  brk  dwelling.  Abraham  Sapolsky  to  Louis  J  Sloat  % 
of  right,  title  and  interest.  All  liens.  Dec  12.  Dec  1.,  iMb. 
O'M-Is  other  consid  and  100 

♦Madison  av  I  s  e  cor  Gainsborg  av,  202.10  to  Eastern  Boule- 

Eastern  Boulevard!  vard,  xlOO,  Tremont  Terrace.  Assign  con- 
tract dated  Feb  S  1905.  J  Lawrence  Davis  and  Emma  G  Davis 
to  Bankers  Realty  and  Security  Co.     All  title.     Dec  12.     Dec  14. 

1900  °°™ 

Morris  av.  No  0401  s   e   cor  152d   st,  25x70.3,  2-sty  frame   dwelling 
1.5'Mst   No49G  and    store.      Nicola    Bottiglieri    to    Henry    Piz- 

zutielo      All  title.     Mort  |9,900.     Dec  3.     Dec  14,  1!X)0.     9:2411. 

nom 
Morris   av.   e   s.  444.9  n   lOilth   st,   2.5x95.3,   2-sty   frame   dwelling. 
Andrew  J   Connell   to   Arthur  O'Neill.      May  24.      Dec   IS,   190b. 
l''-331S  other   consid   and    100 

Montgomery  av,  w  s.  abt  .50  n  17Gth  st,  50x100,  vacant.  Max 
Marx  to  Bernard  Lynch.     Dec  17,  1906.     11:2871.  ,  ,„„ 

other  consid  and  100 
McCombs  Dam  road  or  Aqueduct  avl  w    s,    at    c    1    East    ISOth    st,| 
Sedgwick  av  I      ™ns  w  l,3i0..3  x  s  oll_b  x  w 

—  to  e  s  Sedgwick  av,  x  n  —  x  e  2.33  10  x  n  \)b..i  x  e  31.11  x  n| 
88  5  X  e  —  X  s  w  26  and  24.7  x  s  e  15G.9  and  1.30.11  to  w  s  of 
a  proposed  st,  x  —  to  c  1  of  proposed  st,  xn  —  xe  —  xn  —  x 
e  —  to  w  s  said  road  or  av,  x  s  —  to  beginning. 
Also  all  right,  title  and  interest  to  land  in  Aqueduct  and  An- 
drews avs,  Wiegand  pi,  Osborne  pi,  Burnside  av  and  Sedgwick 
av,    vacant.  ,,,,..' 

Gustav  H  Schwab  et  al  exrs  Cath  E  Schwab  to  New  \ork  Uni- 
versity, a  corporation.  Dec  IS,  1906.  11:3210,  32H,,  3222  an_d 
o.w,^  24.J.O20 

*PiTgrim  av     I  s   w   cor   Tremont   road,   125x190   to   e   s   Mayflower 
Mayflower  av  I     av.  _  ,,,.,„   ,„nn 

Edison   av,   w   s.  400  n  Tremont  road,   .)0xil,10.x02. 10x109.11. 
Bankers   Realty  and   Security  Co   to  J   Lawrence   Davis.      Dec  4. 
Dec  14.  1906.  other  consid  and  100 

*Same    property.      Release    mort.      A    Morton    Ferris    to    Bankers 

Realty   and   Security   Co.      Dec   3.     Dec   14,   ItlOO.  ^^M0 

Prospect  av,  n  e  cor  164th  st,  runs  e  75  x  n  74.7  x  e  10  x  n  o4 
x  w  85  to  av,  x  s  128.7  to  beginning,  vacant.  Simon  S  New- 
man to  Joseph  Xcwmark.  Mort  $31,000.  Dec  17.  Dec  19. 
1906       10'2G90  other    consid    and    100 

*Pi'lgri"m   av^e   s!    1.36  n   Liberty   st,   25x100.      Regent   Realty   Co 

to   Philip   L   Corcoran.      Dec   18,   1906.  other  consid   and   100 

*Pier  av.  e  s,  100  s  Emily  st,  .50x138x58x168.     The  Duchess  Land 

Co   to   D  Roy  Shafer.     Q  C.     Dec,  12.     Dec  18,   1906.  nom 

Robbins  av,  n  e  cor  St  Marys  st,  runs  e  171.3  to  land  Port  Mor- 
ris R  R  x  n  and  n  w  —  to  e  s  of  av  x  s  and  s  w  141.4  to  be- 
ginning, vacant.  Domestic  Realty  Co  to  Alfred  C  Bachman.  B 
&  S.     Dec   14.     Dec  18.   1906.     10:2573.  nom 

Same    property.      Alfred    C    Bachman    to    Domestic    Realty    Co.     B 

&  S.     Dec  18,   1906.     10:2573.  nom 

Ryer  av,  w  s,  203.5  n  ISlst  st,  runs  w  120.9  to  point  148.6  e 
Av  C  X  n  50  x  e  125  x  s  50.2  to  beginning,  except  part  for 
Ryer  av,  vacant.  Edw  E  Strauss  to  Andrew  F  Dalton,  of 
Brooklyn.      Dec    7.      Dec   14,    1906.      11:3102. 

other  consid  and  100 
Shakespeare    av,    e    s.    987.6    s    Featherbed    lane,    125.2x97.Gxl25x 
99.5,     vacant.       Upland    Realty    Co     to    Thomas    Mulligan    and 
Michael   Tiernan.      Mort   on   this  and   other  property.     $190,009. 
Dec   17.     Dec   18,  1906.     11:2872.  other  consid  and  _100 

Shakespeare  av,  e  s,  736.11  s  Featherbed  lane.  125.4x103. Ilxl25x 
10,8.5,  vacant.  Same  to  Martha  Mulligan.  Mort  as  above.  Dec 
14.     Dec  18,   1906.     11:2872.  other  consid  and  100 

Southern  Boulevard,  w  s.  375  n  Jennings  st,  75x100.  vacant. 
Alfred  C  Bachman  to  Paul  Mayer.  B  &  S  and  C  a  G.  Dec  15. 
Dec   19.   1906.     11:2977  nom 

St  Anns  av.  No  237,  w  s,  75  n  139th  st,  2.5x98,10x25x99.6,  5-sty 
brk  tenement.  Julius  O  Semmelrath  et  al  to  Teutonia  Improve- 
ment Co.  Mort  .$23,000.  Dec  11.  Dec  14,  1906.  9:2267.  nom 
Summit  av.  n  e  cor  164th  st,  2.jxl00.  vacant,  Mary  A  Colleran  to 
Margt  R  Colleran.  Mort  $14,500.  Dec  17.  Dec  20,  1906. 
9:2.52.5.  nom 

St  Anns  av.  No  738.  e  s,  25  s  156th  st,  25x90,  4-sty  brk  tene- 
ment and  store.  Louis  Bsrkowitz  to  Antonia  Seckamp.  B  &  S 
and  C  a  G.  Mort  $17,000.  Sept  1.  Dec  20,  1906.  10:2617.  nom 
Spuyten  Duyvil  road,  c  1.  at  n  line  farm  Jas  R  Whiting,  runs  s 
2i6.2  X  w  346.11  x  n  192  x  e  257.2  to  beginning,  contains  1 
325-1,000  acres,  with  land  under  water  Hudson  River,  contains 
9O2-1.O0O  acres,  with  riparian  rights,  &c.  Archibald  Douglas 
to  James  Douglas.  Mort  $5,.50O.  Dec  19.  Dec  20.  1906. 
13:3412.  nom 

Stebbins   av,   w   s,   217.7   n    165th   st,   58.4x2.4x56x18.10,   vacant. 


Albert   Mueller   to   Henrv   Acker  and  Chas  R  Protze.     All  liens. 
March  27.  1905.     Dec  20,   1906      10:2691.  nom 

Sedgwick  av,  e  s,  at  line  bet  lands  of  H  W  T  Mali  and  party  2d 
part,  runs  s  e  2,8:^  11  x  s  w  88.5  x  n  w  31.11  x  s  w  98.5  x  n  w 
2,53.10  to  av  X  n  e  179.7  to  beginning.  Mary  B  Schwab  widow  an^ 
ano  exrs  Herman  C  Schwab  to  New  York  University.  Dec  17. 
Dec  18,  190<!.     11:3210-3222,  321G  and  3229.  29.480 

Tinton  av,  n  e  cor  1.50;h  st,  30x100,  5-sty  hj'k  tenement  and  store. 
Samuel  Garrv  to  David  Gutman.  Mort  $32,000.  Dec  18.  Dec 
20    190(!      10:2664.  other  consid  and  10<) 

Trinity  av,  Nos  971  and  973,  w  s,  27  s  164th  st,  73x100,  two  5- 
sty  brk  tenements.  Herman  Strauss  to  Alfred  C  Bachman.  All 
liens.      Dec    14,    1906.      10:2632.  nom 

Trinity  av,  Nos  971  and  973,  w  s,  27  s  164th  st,  73x100.  two 
5-stv  brk  tenements.  Alfred  C  Bachman  to  Frank  Zinga.  All 
liens.  Dec  14.  Dec  18,  1906.  10:2632.  other  consid  and  100 
Tremont  av,  n  s,  21  e  Crotoaa  late  Franklin  av,  runs  e_25  x  —  to 
point  100  n  old  line  Locust  av  now  Tremont  av  x  w  25  x  s  —  to 
beginning,  2-stv  frame  dwelling.  Luder  Hanken  to  Louis  Han- 
ken  his  son.     B  &  S.     Mort  $3,000,     Dec  18,  1906.     11:3092. 

other   consid   and   100 
*Tremont  av,  s  s,  322  w  Watsons  lane,  78.7x66.4x42,  gore.     Rachel 
Marks  to  Max  Oppenheim.     Mort  $1,600.     Dec  16.     Dec  17.  1906. 

other  consid  and  100 
Union  av.  No  982,  e  s,  314.8  s  165th  st,  37.6x160,  5-sty  brk  tene- 
ment and  store.     Release  mort.     Title  Guarantee  &  Trust  Co  to 
Wistaria  Realty  Co.     Dec  15.     Dec  17,  1906.     10:2678.  27.000 

Union  av.  No  711,  w  s.  50  n  Dawson  st,  25x100,  2-sty  frame 
dwelling.  Gussie  wife  of  and  Joseph  Horowitz  to  Julia  G 
Lowenheim.  Mort  $5,000.  Dec  17.  Dec  18.  190G.  10:2665.  nom 
Vyse  av.  No  1383,  w  s,  171.4  n  Home  st,  20x100.  3-sty  brk  dwell- 
ing. Mary  Rabinovitz  to  Lizzie  Frankel.  Mort  $9,000,  Dec 
4.     Dec   14.   1906.     11:2986.  other  consid  and  100 

*Van  Nest  (Columbus)  av,  n  e  cor  Holland  av,  25x100.  Van  Nest. 
Jacob  Cohen  to  Chas  H  Von  Dehsen.  Mort  $7,.50O.  Dec  15.  Dec 
17,   190().  other  consid  and  100 

*Van  Nest  (Columbus)  av.  n  e  cor  Van  Buren  st,  .50xl<X).  Van 
Nest  Park.  John  B  Marion  to  Ira  M  Ansorge.  Mort  $3.(X)0, 
Dec  15.     Dec  17.  1906.  nom 

Valentine  av.  s  e  s,  90.1  s  w  197th  st.  25x0.4x2.5x1.9.  vacant. 
David  J  Frankel  to  Geo  E  Buckbee.  Dec  14.  Dec  17.  1906. 
12:.3301.  other  consid  and  .50 

*Wilder   av.    e   s.   225   n   Jefferson   av.   2.5x100.      Land   Co   "A"   of 

Edenwald  to  Morris  Janovsky.     Dec  11.     Dec  17,  1906.  nom 

*White  Plains  road,  w  s,  at  s  line  gore  lot  B  map  Wakefield,_runs 
w  —  X  s  18.9  X  e  —  to  rd  X  n  20  to  beginning,  being  lots  17.  44. 
45.  gore  B  and  part  lot  IS  on  said  map,  said  part  of  lot  18 
being  bounded  as  above. 
Lots  195  and  196  map  Penfield  property.  South  Mount  Vernon. 
Wilhelraina  Reinhardt  to  Chas  J  Reinhardt.     All  liens.     Nov  21. 


Dec    17.    1906 
Whitlock  av,  w 

York   Chartered   Co   to 

19<)<j.     10:2601. 
Whitlock   av 


nom 
55.8  n  144th  st.  65x134.3x6.5x137,  vacant.     New 
E   Bagge  Iron  Works.     Dec   15.     Dec  20. 

other  consid  and  100 
55.8  n  144th  st,  65xl34.3.x65xl37,  vacant.     E 


Bagge   to   E   Bagge  Iron  Works.     Q   C.     Dec  15.     Dec  20.   1906. 
10:2001.  _  nom 

♦Westchester  av.  s  s,  .50.11  w  Public  pi.  runs  s  66.11  x  e  .50.7 
to  w  s  Public  pi  X  s  25.3  x  w  101.3  x  n  93.11  to  av  x  e  50.11  to 
beginning.  Westchester.  Release  mort.  Harry  Mayer  to  Rosa 
Sohl.      Dec   19.      Dec   20.    1906.  2,000 

*Same  property.  Release  mort.  Patrick  H  Whalen  to  same.  Dec 
IS.     Dec  20,  1906.  nom 

♦Same  property.  Rosa  Sohl  to  Henry  F  Muller.  Dec  19.  Dec 
20,   1906.  other  consid  and  1(X) 

Webster  av,  w  s,  125  n  200th  st,  50x120.11,  vacant.  Bronx  Invest- 
ment  Co   to   Alfred  B  Hall.     C  a  G.     Dec  15,  1906.     12:3280. 

other  consid  and  100 

Woodycrest  av.  No  1223,  w  s,  221.7  s  168th  st,  25.x84.9x25x89.10, 
2-sty  frame  dwelling.  CONTRACT.  Geo  W  Collier  with  Fran- 
cis B  Antz,  Jr.     Mort  $5,000,     Nov  28.     Dec  14,  1906.     0:2515. 

6.750 

Washington  av.  w  s.  30  n  172d  st.  75x105,  except  part  fo_r  ay, 
vacant.  Jonas  Weill  to  Leopold  Kaufmann.  Mort  $15,000. 
Dec  18.      Dec   19,   1906.      11:2905.  other  consid  and  100 

Washington  av,  w  s,  30  n  172d  st,  75x105,  except  part  for  av,  va- 
cant. Leopold  Kaufmann  to  Jonas  Weil.  Mort  $15,000.  Dec 
18.     Dec  19,  1906.     11:2905.  other  consid  and  100 

♦Wickham  av,  e  s,  175  s  Nereid  av,  50x100.  John  H  Stirn  to 
Fridolin  Weber.     Mort  $840.     Dec  IS,  1906.  other  consid  and  100 

♦Wickham  av,  e  s,  4.50  s  Nereid  av,  25x100.  Fridolin  Weber  to 
John   Miller.     Mort  $490.      Dec   17.     Dec  19.   1906. 

other  consid  and  100 

Woodlawn  road,  w  s,  319.4  s  Van  Courtlandt  av,  25x100,  2-sty 
frame  dwelling.  Louise  Fischer  to  Jane  and  Delia  Bellingham. 
Mort   $6,500.      Dec   4.      Dec   18,    1906.      12:3335. 

other  consid  and  lOO 

Willis  av,  n  e  cor  Southern  Boulevard,  25x115,  vacant.  Ellen  P 
OToole  widow  et  al  HEIRS,  &c,  William  O'TooIe  to  Hugh 
Slevin  and  Calvin  G  Doig  as  ADMRS  Robert  McCafferty.  Oct 
31.  1905.     Dec  18.  1906.     9:2278.  secures  obligations 

♦Lot  38  on  map  No  426  of  building  lots  in  24th  Ward,  near 
Williamsbridge  Station.  Nicola  Di  Filippo  et  al  to  Mary  Ca- 
podilupo.      Dec   1.      Dec   19.   1906.  nom 

♦Lots  91,  92,  93  and  142  on  map  No  426  of  lots  in  24th  Ward, 
near  Williamsbridge  Station,  each  lot  2.5x125.  Bernhard  Lipet 
to  Leopold  Goldberg,  of  Philadelphia,  Pa.  Morts  $2,560.  Dec 
18.     Dec  19,  1006.  other  consid  and  100 

♦Plot  begins  at  stone. wall  between  lands  Crawford  Real  Estate 
&  Building  Co  and  estate  J  L  Palmer  or  Arden  estate  at  point 
659.6  s  e  Boston  road,  runs  s  e  377.6  to  land  N  Y.  Westchester 
&  Boston  R  R  X  n  e  776.2  x  n  w  55  and  114.8  to  said  Boston 
road  X  s  w  224.1  and  221.2  x  s  e  769.9  x  s  w  248.11  to  be- 
ginning. 

Plot  begins  at  stone  wall  between  lands  as  above  at  s  line  land 
of  said  railroad,   runs  s  e  214.2  and  93.5  and  59.2  and  57.10  x 

.   n   e   59.1   and  31. S  and  44.5   and  326.1   and  50  and  38.9  x  n 
692.6   to   said   railroad   x   s   w   769.2   to   beginning. 
Arthur   Rosenberg   to   Randall   Realty   Co.      Mort   $86,000.      Aug 
14.     Dec  17,  1906.  other  consid  and  100 
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is  made  in  Germany.    The 
superior  quality  amply  compensates 
the  consumer  for  its  higher  price. 
It  is  perfect. 
E.  THIELE,  Sole  Agent, 

99  John  St.,  New  York. 


-*South  y„  lot  .'is  map  No  1  of  Olinville.  Ellen  McKeon  to  Clera- 
ence  S  Penfield.  Oct  10.  Rerecorded  from  Nov  14,  ItKMi.  Dec 
17,   190G.  nom 

*riot  contains  5  15-100  acres  at  Eastchester,  bounded  s  by  land 
Elijah  Guion,  w  by  road  from  Eastchester  Church  to  the  public 
landing,  n  by  land  of  Coburn  and  e  by  land  Alfred  H  Duncombe. 
Mary  E  Hart  to  J  C  Julius  Langbein.     Dec  S.     Dec  l.">,  100(j.      nom 

*Plot  begins  at  stone  wall  which  forms  w  boundary  line  lands  of 
party  1st  part  and  estate  J  L  Palmer  and  later  of  Arden_estate 
at  point  G.">9.G  along  wall  s  e  Boston  road,  runs  s  e  377. C  to 
n  s  N  Y,  Westchester  &  Boston  R  R,  x  n  e  770.2  x  n  w  003.5  x  s 
w  55  X  n  w  114. S  to  s  e  s  Boston  road,  x  s  w  224.1,  x  again 
s  w  221. .3  X  s  e  709.9  x  s  w  248.11  to  beginning. 

Plot  begins  at  stone  wall  which  forms  w  boundary  line  party  1st 
part  between  land  of  party  1st  part  and  Palmer  or  Arden  estate 
at  s  line  property  N  Y,  Westchester  &  Boston  R  R.  runs  s  e 
214.2  and  9.S.5  and  59.2  x  n  e  59.1  and  .31.8  and  44.5  and  320.1 
and  50  and  38.9  x  n  w  092.0  to  s  s  N  Y,  Westchester  &  Boston 
R  R  .  X  s  w  7G9.2  to  beginning,  contains  19  543-1,000  acres, 
Eastchester  and  Westchester. 

The    Crawford    Real    Estate   and   Building   Co    to   Arthur   Rosen- 
berg.    Aug  14.     Dec  14.  1600.  other  consid  and  100 

*Same  property.  Release  mort.  Kath  T  Gelshenen  extrx  Wm  H 
Gelshenen  to  The  Crawford  Real  Estate  and  Building  Co.  Dec 
13.     Dec  14,   1900.  20.000 

*Plots  144.  145,  151.  141,  212,  346,  349,  298,  310,  311,  316,  317, 
319,  320.  325.  .326.  .3.35,  330  337,  377,  401,  137,  140,  413,  414. 
418.  419,  422,  4GS.  35.  104,  144,  145,  151,  272,  279,  328,  339, 
24,  170.  171,  204.  208,  230,  49G,  497,  498,  500,  207,  211,  233. 
295,  214,  231,  306,  340,  341,  342,  344,  345,  350,  351,  353.  356.  359 
361,  362,  367,  368.  370,  373,  374,  375.  378.  380.  381.  382.  384,  387. 
390,  398,  399,  .392.  393.  394,  395,  400,  417.  420.  421.  424.  425. 
420.  427,  430  to  439.  4(!2  to  467,  521.  529.  .530.  531,  515,  169, 
214,  231  on  map  of  .\rden  property,  Westchester. 

Lots  43.  54,  56  and  108  amended  map  Bronxwood  Park,  at  Wil- 
iamesbridge. 

Lots  299  to  303,  203,  294.  295,  307,  308  and  309  map  Laconia 
Park. 

Lot  38  map  J  J  Glcason  dated  May  15.  1802. 

Lots   19   to   21    block   7. 

Lots   12   and   20   to   23   block   19. 

Lots  4  to  19  and  22  to  30  block  20. 

All  of  block  21. 

Lot   10  block   25. 

Lots     3.4.  8.  30.  31,  32  and  37  to  42  block  28. 

Lots  5  to  15  and  23  to  25  block  29. 

Lots   3   to   10   block  30. 

Lots   12    to   21   block   31. 

Lots   11   to  40  block  35. 

Lots  17  and  29  block  36 

Lots  1  to  8  block  30  map  Pelham  Park. 
Allan  G  Macdonald  to  James  W  McElhinney.     B  &  S  and  C  a  G. 
April  3.  1001.     Dec  20,  lOOG.     R  S  $2.  nom 

Rear  part  of  lots  320  and  332  map  Melrose  South,  50  ft  on  n  and 
s  s  and  30.10  on  w  and  36.7  on  e.  Raffaele  Marrazzi  to  Au- 
gusta Reis.     All   title      July  24.     Dec  20,   19(W.     9;2441. 

other  consid   and   101) 


LEASES. 


Under  this  head  all  Leases  recorded.  Assignment  of  Leases  and 
Leasehold  Conveyances  will  be  found.  The  e.xpressed  consideration 
following  the  term  of  years  for  which  a  lease  is  given  means  so 
much   per  year.) 

December   14.   15.   17,   18,   19  and  20. 
BOKOUGH  OF  MANHATTAN. 

Ann   St,   No   27,   n   s,   abt   20  w   Nassau   st,   store.    19x14.9.      Rose 

Schulte    et    al    TRUSTEES.    &c.    Anthony     Schulte      to     .\postol 

Vlachos   and   ano;    9  10-12    years,    from   July   1.    1906.      Dec   20. 

1906.      1:90    1..500 

Allen  st,   No  37V.  I   s  w  cor.     Surrender  lease.     Pauline  Cohen   to 
Hester  st,   No  84'    |     Kallman    Cohen.      June    26.      Dec    20.    lOOtJ. 

1:300    ^ nom 

Broome  st,  No  .330.  double  store,  &c,  and  4  rooms  in  rear  of  store. 

Sol   Spektor  to  Isaac   Pollock;   4  years,   from  Nov  1,   1906.     Dec 

20.    1906.      2:424    1.080   and    1.200 

Broome   st.   Nos  295   to   290.   all.      Solomon   Rosenteld   to   Solomon 

Antokolitz;   3  years,  from  Nov   1.   1000.     Dec   19.  1006.     2:418.. 

14.109 

Broome    st,    No   234.      Surrender   lease.      George   Hassler   to   John 

A    Hassler,    of   Brooklyn.      Dec   14,    1906.      2:409. 

other  consid  and   100 

Cherry  st.  No  408.     Surrender  lease.     Abraham  Brown  to  Michael 

Forman   and   ano.      Dec  19.      Dec   20,   1906.      1:261 .501.68 

Christopher  st.   No  33.     Assign  lease.     Thomas  O'Brien  to  George 

Kienzle.     Dec  13.     Dec   17,  1006.     2:610 nom 

Same    property.       Re-assign    lease.      George    Kienzle    to    Thomas 

O'Brien.      Dec   13.     Dec   17.   1900.     2:010 nom 

Clinton   st.   No  48,   north   basement  store.     Joel   Sammet  to  Simon 

Bleich  and   ano;   3  5-12  years   and  15  days,   from  Nov   15,   1906. 

Dec    19.    HK)G.     2:349    600 

Delancey  st.  No  146,  cor  Suffolk  st,  all.     Wm  T  Gilbert  to  Simon 

Goldstein   and    ano;    5   7-12  years,   from   Oct   1,    100<j.      Dec    17. 

1900.     2:353 3.000 

Eldridge  st.  No  170,   stable,  &c.     Henry  Stemme  to  Louis  Turtel; 

3  years,  from  May  1.  1907.  Dec  10.  1906.  2:415.  .l.SOt)  and  2,100 
Eldridge  st.  No  70.     Subordination  of  lease  to  mort.     Morris  Dort 

with  Robt   P   Lee  and   ano   EXRS  Walter  N  De  Grauw  Jr.     Dec 

7.      Dec    19,    1900.      1:.307    nom 

Elm  St.  w  s.  widened  bet  Reade  and  Duane  sts,  38x23.  n  w  s  x29 

s  w  s.  gore,  being  the  plot  left  from  premises  Nos  27  to  31  Centre 

St.     Geo  A  Bunnell   and  ano  to  Patte,  Underwood  &  Duboll   Co; 

28-12  years,  from  May   1,   1906.     Dec   19,   1906.     1:1.55 1,200 


Exterior  st,  e  s.  at  c  1  block  between  23d  and  24th  sts,  runs  n 
X  e  —  X  s  40.4  to  said  c  1  x  w  52.7  to  beginning 


COP    Exterior    st. 


-x24.8x75.3. 


24th   st, 

24th  st,  s  s,  3'25  w  11th  av,  25x98.8. 

Kath  T  Moore   to   Eagle  Tube  Co;   21  years,   from   May  1,   1905 
Dec   20,    1900.      3:009 taxes.   &c.   and   3,2.50 

Grand  st,  Nos  200  and  202,  n  w  cor  Mott  st.  Nos  151  to  1.55. 
store  Xo  2,  also  4  rooms  on  4th  floor.  Gordon,  Levy  &  Co  to 
Antonino  Colvape;  1  7-12  years,  from  Oct  1,  1906;  2  years  ex- 
tension.     Dec   17.   190<>.      2:471 1.044 

Same  property,  store  No  3.  Same  to  Francesco  Marienello;  3 
7-12  years,   from  Oct   1,   1006.     Dec  17,  1906.     2:471 840 

Henry  st.  No  177,  n  w  cor  Jefferson  st.  No  IS.  store  and  base- 
ment. Abraham  Rosen  to  Louis  Ray;  .5  5-12  years  from  Dec 
1.  1006.     Dec  17,  1000.     1 :284 : 1,200  and  1.200 

Henry  st.  No  40.  Consent  to  assign  lease.  Harris  Mandelbaum  et 
al  EXRS  Hyman  Schnitzer  to  Harry  and  Louis  Juris.  Dec  17 
Dec    18.    1006.      ]:2,«0 nom 

Same  property.  Assign  lease.  Morris  Friedland  and  ano  to  same. 
July   31.    1!;m)4.      Dec    1,8.    lOOti.      1:280 nom 

Same  property.  Assign  lease.  Harry  and  Louis  Juris  to  Morris 
Gellis.     Dec  17.     Dec   18.   1906.     1:280 nom 

Houston  St.  No  0.3  East.  Assign  lease.  Adolph  S  Popper  and  ano 
to  Wm  Holtz  and  ano.     Mar  15.     Dec  19,  1900.     2:.50S  nom 

Liberty  st.  No  130.  all.  Sophia  Wolf  and  ano  to  Huig  Hane- 
raaaycr  and  ano;  0  years,  from  May  1.  1908.  Dec  14.  1906. 
1:54 3.O0O  and  .3.300 

Madison  st.  No  400.  all.  Joseph  Sperber  et  al  to  Jacob  Rosenthal: 
3   years,   from   Dec   1.   1900.     Dec   14.   1000.      1:265 2,080 

Mulberry  st.  No  111.  store.  &c.  Joseph  Felino  to  Stanislao  Ci- 
letti;  4  2-12  years,  from  May  1,  1004.     Dec  17.  1900.     1:206.. 000 

Nassau   st.   No   80,   all.     John   Cropper  and   ano   to   James   Jacobs 

and  ano;   10  years,  from  May  1,   1007.     Dec  20,  190().      1:78 

5..500  to  G,.500 

Norfolk  St.  No  22.  Surrender  lease.  Benjamin  Margulies  to  Rach- 
miel  Sohnen.     Nov  28.     Dec  19,  1906.     1:312. other  consid  and  100 

Oak   s(.    No   36V2  I  all.      Jacob   Hurwitz   and  ano    to   Carmine   Tieri; 

James  st.  No  72|  from  Feb  1,  1007.  to  Feb  1,  1012.  Dec  IS, 
two.     1:278   4.800 

Pearl  st.   No  .39.)  |  all.     Emma  L  Banker  and  ano  to  Nicholas 

Vandewater  st.  No  34  |  V  and  Vito  G  Cantasano;  3  years,  from 
May  1.  1009.     Dec  19.  1906.     1 :113   2,.500 

Pitt  st.  No  51,  w  s,  100  n  Delancey  st,  2.8x74.9,  all.  Abraham' I 
Levy  et  al  to  Esther  and  Meyer  Shumer;  .5  years,  from  Dec  1 
1900.      Dec    17,    1906.      2:.343 2,200 

Pitt  St.  No  121,  south  store,  &c.  Oscar  Dobroczynski  to  David 
Kornhauser;  4  4-12  years,  from  Jan  1,  1907.  Dec  14,  1900. 
2:345 840  and  900 

Rector  st,  Nos  7  and  9.  Surrender  lease.  Edw  W  Cooper  to 
Edw  T  Piatt.     Dec   1.5.     Decl7,   19(X>.     1:19 26,2.50 

Ridge  St.  No  146.  5-sty  building.  Jennie  Gossett  to  Osias  Weber; 
3   years,   from   May  1.   1907.      Dec   17,   1906.     2:345..- 2,300 

Ridge  St.  No  140.  store.  &c.  Osias  Weber  to  Israel  M  Oshinsky; 
3   years,   from   May   1,   1907.     Dec   IS,    190G.     2:.345 780 

Rivinglon  st.  No  i:i2.  store.  Solomon  Wagner  to  Jacob  Renner 
and  ano;   2  years,   from  May  1.  10tl7.     Dec  20.   1006.     2:354.. 540 

Rivinglon  st.  Nos  241  and  243.  east  stoop  store.  Louis  Schienberg 
atty  for  Lena  Scheinberg  to  Jacob  Rosenthal  and  ano;  3  yrs.  ly^ 
months,  from  Sept  15,  1900.     Dec  14.  1900.     2:338.... 510  and  .540 

Sheriff   st.    Nos   82   and   84.      Assign    lease.      Isaac   Koenigsberger 

to   Philip  Burnofsky.     Dec  15.     Dec  17,   1900.     2:334 

other  consid  and  100 

Sheriff  st,  Nos  07  and  09,  store  floor,  &c.  on  n  s.  Betsie  Baddock 
to  Harry  Greenblatt;  3  4-12  vears.  from  Jan  1,  1907  (with  re- 
newal).     Dec    14,    1900.      2:338 480   to   .540 

Stanton  St.  No  .341[  s   e   cor.   all.     James   Shewan   '0   Henry   Syrop; 

Mangin  st,  No  108|  10  years,  from  Jan  1,  1907.  Dec  17,  1906. 
2:324 2000 

Stanton  st,  Nos  196  and  198.  Surrender  lease.  Samuel  Weiss- 
berger  and  ano  to  Henry  Klein.  All  title.  Dec  5.  Dec  15.  lOIKV 
2:345 other  consid  and  200 

Suffolk  st,  Nos  110  and  121.  store  on  Rivinglon  st  side  of  build- 
ing. Jacob  Shevell  to  Sam  Eisenberg;  2  8-12  years,  from  Sept 
1,   1006.      Dec   18^  1006,     2:354 000  and  720 

Thompson  st.  No  71.  Surrender  lease.  Francesco  Coronato  to 
Andrew  J  Ott.     Jan  20,  10O4.     Dec  17,  1006.     2:480 415 

Trinity  pi.  No  52.  Surrender  lease.  John  F  Nordsiek  EXR  Anna 
Nordsiek  to  Edward  T  Piatt.     Dec  15.     Dec  17,  190(5.     1:10.. 8.7.50 

Washington  st.  No  .'?97.  n  e  cor  Hubert  st.  No  26.  all.  Joseph  H 
Beams  to  Frank  La  Manna,  of  Brooklyn,  et  al;  .5  years,  from 
May    1.    1907.      Dec    14,    lOJIG.      1:217 .(1.300 

3d  st.  No  230  East.  all.  Davis  Rosenkrantz  to  Solomon  Chess;  5 
years,   from  Jan   1.   lOOG."     Dec   17,   1906.     2:3.85 6,000 

3d  st.  No  234  East.  all.  Davis  Rosenkrantz  to  Solomon  Chess;  5 
years,   from  Jan   1,   lOOli,      Dec  17.   1000.     2:385 G.O(^M) 

5th  St.  No  420  East,  store.  Tony  Green  and  ano  to  Louisa  Rosen- 
baum;  2  5^12  years,  from  Jan  1.  1007.     Dec  20,  1900.     2:4.33.. 372 

0th   St.   No  .505   East.     Assign   lease.      Clara  Saltzman   to  William 

^  and  Josef   Roth.     Dec   15.      Dec   17.   1906.     2:402 nom 

7th  St.  No  74  East.  Assign  lease.  Louis  Fleicher  to  Rosie  Golden- 
berg.      Nov  23.      Dec   10,    1900.      2:448    IflO 

8th  St.  No  ,315  East,  basement.     David  J  Simon  to  Israel  Crystal; 

2  years,   from   Dec   .5.   1906.      Dec   14.   1006.     2:391 180 

0th   st.    No   32   East,   all.     John   Morgan   to  Jacob   Reich;    11  3-12 

years,   from   Feb  1.   1907.     Dec  18.  llWti.     2:.560 2,600 

11th  st,   No  625  East,  all.     Susan  H  Geisenhainer  to  Alfonso  Cos- 

tantino;   5  4-12  years,  from  Jan  1.  1903.     Dec  15.  1906.     2:394. 

1,299.96 

Same  property.     Same   to  same:   G  years,  from  May  1,  1908.     Dec 

15,   1900.     2:394 1.299.96 

14th   St.   Nos   520  and  522   East.      Frank   Gens   and  ano   to   Frank 

and  Gaetano  Dolcimascolo;   5  years,  from  Oct  1,   190G.     Dec  14 

HWO.      2:396 8.3(J0 

14th  st.  No  510  East,  all.     Louis  and  Charles  Levy  to  Louis  Lisi; 

3  years,  from  Jan  1.  190(5.     Dec  20,  1900.     2:407  4,300 


■nj*  text  of  tbeie  pagai  la  copyrlgbted.     All  ri«ht»  ar*  rMtrred.         Notice  iR  herebj  given  th»t  Itfrlngemeot  will  lead  to  proieoutlon- 
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Manhattan      December  22,  1906 


ACE  BRICK^S    Ji. 
ISKE  &  Co.  Inc. 


IN  STOCK  READY  TO  SHIP 

500,000    FIRST    QUALITY    BUFFS 
450,000    SECOND    QUALITY    BUFFS 
400,000    GENUINE    N.    E.    HARVARDS 
400  000    PENNSYLVANIA     HARVARDS 
200,000    SECOND    QUALITY    GRAYS 


W£  ARE  PREPARED  TO  SERINE  BIG  WORK 


2-Hh  St.  s  s,  350  w  11th  av,  runs  s  08.8  x  w  50  x  n  49.4  x  w  —  toj 
e  s  Exterior  stxn  —  xe  —  xn  24.8  to  24ih  st  x  e  oO  to  be- 


e  s 
ginning. 
24th  St.  s  s 


225  w  11th  av,  25x98.8 


Casimir  de  R  Moore  to  Eagle  Tube  Co;   21  years,  from  May  1. 

1905      Dec  20.   I'-XIO.     3:IJ09    taxes.  &c,  and  6.60O 

24th  st    s  s.  250  w  11th  av,  75x98.8.     Clement  C  Moore  to  Eagle 

Tube  Co;  21  years,  from  May  1,  190.5.     Dec  20,  lOOO.     3:6b9....__ 

taxes   and   2,4 10 

34th  st;'No  140  East.' ali.' "  Mary  C  Brown  to  Hope  Fi'^g!'?''';^!]' 

years,  from  Mav  1.  1005.    Dec  20,  1900.    3:889 1.000  to  2,400 

35th    st.    No    10    AVest.    basement    store.      Joseph    Kornhauser    to 

Arthur   Villepigue    and   ano;    3   years,    from   Jan    1..^190''      ^^-^ 

10    1006.     3;837    ^'000  to  3.o00 

37th  st    No  2.32  East.     Acsign  lease.     Sophie  Pittschau  to  Domen- 

ico   Curcio   and   ano.      Dec   8.      Dec   14.   1906.     3:91  ( -nom 

43d  st,  Nos  110  and  112  East,  part  of  ground  floor.     John  Jordan 

to  Needham  &  Walsh  Co;  810-12  years,  from  July  1.  1902.     Dec 

20.  190(i.     5:1297   ■  •  •   I-"-'' 

43d  St.   Nos  110  and  112  East,  one  room.     Alvin  W  Needham   to 

Andrew   Jackson,    doing   business    as   Jackson's   Express;    (  ^-1- 

years,  from  Feb  1.  1004.     Dec  20.  1006.     5:120i    249.96 

40th  st    Nos  553  and  555  West.  all.     Sigmund  Gutfreund  and  ano 

to  Jeremiah  Lucey  and  ano;   5  years,  from  July  15,   1006.     Dec 

14.   1900.     4:1078 ■•    ••■    :••••■,;■* 

Same   property.      August   Herrmann   to   Sigmund   and   Arnold   Uut- 
-  ■      15.   1006.      Dec   14,   1906.     4:10(8 


treund;    5   years,    from   July 


5l'st  "st,   No   16   West,   leasehold.      John   A  Hadden   Sr   to   Alex   M 
Hadden  and  John  A  Hadden  Jr.     B  &  S.     Jan  27,  1904.     Dec  19 


1906. 


1266 


gift 


53d    st     No   30   West.      Surrender    lease.      Thomas   Carmichael    to 

Jennie  B  Gasper.     Dee  17.     Dec  IS,  lOOG.     5:12(58 6,000 

74th  st,  Nos  417  and  419  East.  all.     Annie  Putter  to  Elias  Coury 

and  ano;  5  years,  from  Jan  1,  1907.     Dec  20.  l'.X16.     5:1469.  .4,000 
7Sth   st     No    204    West,    all.      Ernestine   A    Cochran    to    David    M 

Myers';  2  10-12  years,  from  Dec  1,  1906.     Dec  18,  1006.     4:1169. 

4,100 

80th  st!  No  30.5  East,   top  floor      John  Kriete  to  August  Bertsch; 

5   years,    from   May   1,    1902;    5   years   renewal.      Dec    18,   1906 


:1543. 


16 


105th  St.  No  251  East.     Surrender  lease.     Isaack  Furmanto  Jacob 

and   Julia   Gildenberg.      Dec   14.     Dec   17,   1906.      0:1655 

other  consid  and  100 

106th  St.   n   s.   bet  Pleasant  av,   and   1st   av.  plot  — x—  for  stone 

yard.     Victor  Klingenbeck  to  Klingenbcck  &  Co;   5  years,   from 

Dec  1,  1907;    (5  years  renewal).     Dec   14,   1006.     6:1700 5.400 

111th  st    Nos  513  and  515  West.  all.     Leo  Rosengarten  to  Theus 

Munds;    2   11-12  years,   from   Nov  1.   1906.      Dec   14,   1906.     7:- 

1883 ''SOO 

111th  st,  Nos  221  to  225  East.     Surrender  lease.     Antonio  Girillo 

to  Jacob  D  Lipkowitz.     Dec  11.     Dec  17,  1906.     6:1661 

other  consid  and  200 

llith   St.   Nos   215   and   217   East,   two   easterly    stores.      Lorenzo 

Coppola  and  ano  to  Donata  Morasco;  5  years,  from  May  1,  1906. 

Dec  10,  1906.     6:1661    660  and  720 

114th   st,   No  74  East.   all.     Jacob  Lempit  to  Henry  M  Friend;   o 

years,    from   Jan   1,   1907.      Dec   20,   1906.      6:1619    3,050 

117th   st    No  327  East,   all.     Albert  Mezey  and  ano  to   Marie  Ca- 

rolo;  3  years,  from  Jan  1.  1007.  Dec  14.  19013.  0:1080.  .2.400 
133d  st.  No  157  West,   all.     Jacob   Bashein   and  ano   to   Francis  S 

Grant:  3  vears.  from  Jan  1,  1007.  Dec  17,  1906.  7:1918..  .2.200 
Av   A.   No   ]."93.   n  w  cor  74th   st.   No  447,  — x — .     Assign   lease. 

The    Ebline^   Brewing   Co    to   Otto   Greenhut.     Aug   23.      Dec   17. 

1906.  5:141)9 no™ 

Av   B.   No   284.    north   store.      George  Weil   to   J   Philipp   Held;   3 

years  and  ■iV>  months,  from  Dec  15,  1906.  Dec  17.  1906.  3:974. 
■ 600  and  660 

Av  C.  No  32.  store  and  basement.  Edward  Baumann  to  Geier. 
Goldstein.  Gruberman  Co,  a  corporation;  4  10-12  years,  from 
July  1,  lOOfi.     Dec  17.  1996.     2:372 1.440  and  1..500 

Amsterdam  av.  No  1300.  n  w  cor  124th  st.  No  501,  store.  Her- 
man  Pekelner  and  ano   to  Nettie  Keiley;   10  years,  from  Jan  1, 

1907.  Dec    IS.    lOOG.      7:1979 2,500 

Broadway,   Nos   1877   and   1870.   s   w   cor  62d   st.   No   34,   runs   w 

63.10  X  s  50.2  X  e  80  X  n  e  12  to  Broadway  x  n  52  to  beginning. 
Island  Realty  Co  to  Walter  C  Martin;  10  years,  from  Feb  1. 
1900.      Dec    18.    1006.      4:1114 11,000 

Broadway,  Nos  1S77  and  1870,  s  w  cor  62d  st,  — x — .  Assign 
lease.  Walter  C  Martin  (with  consent  of  Island  Realty  Co)  to 
White  Sewing  Machine  Co.     Nov  27.    J3ec  18.  1006.     4:1114.. nom 

Broadway.  Nos  040  and  042.  store  and  basement.  John  W  Kearny 
to  Gibson  N  Vincent,  of  Boonton,  N  J;  4  11-12  years,  from  June 
1,   IfMlO.     Dec   10.  1006.     3:851    6.800  and  7,500 

Broadway.  No  3400  (?).  w  s.  5th  store  n  of  138th  st.  Crystal 
Realty  &  Construction  Co  to  Emile  Heimberger;  7  years,  from 
Jan  1.  1007.     Dec  10.  1006.     7:2087   1.500  and  1.800 

West  Broadway.  No  2o5i  n  e  cor  White  st.  all.  Christian  F  Mil- 
White  St.  No  2  I  ler  to  Andrew  Lober;  5  years,  from  May 
1,  1908.     Dec  14,  1906.     1:191 1,900 

Same  property.  Assign  lease.  Andrew  Leber  to  Federal  Brew- 
ing  Co.      Nov   28,    1006.      Dec   14,   1906.      1:191 nom 

Same  property.  Assign  lease  dated  Nov  28,  1906.  Federal  Brew- 
ing Co  to  Lembeck  &  Betz  Eagle  Brewing  Co.  Dec  12.  Dec 
14.    loot).      1:191 nom 

Same  propertv.  Assign  lease,  dated  Nov  25,  1903.  Same  to  same. 
Dec   12.     Dec   14.  1006.     1:191 nom 

1st  av.  No  1444,  n  e  cor  75th  st.  all  of  the  building.  Catherine 
McCormack  to  John  Kurka;  3  4-12  years,  from  Jan  1,  1907,  at 
monthly  rent  of  $166.66.     Dec  15,  1906.     5 :  1470 ■ 

Same  property.  Assign  lease.  John  Kurka  to  William  Wetterer. 
Dec   1.3.     Dec   15.   1S06.     5:1470 nom 

Same  property.  Re-assign  lease.  William  Wetterer  to  John 
Kurka.      Dec   13.      Dec   15.    1906.      5:1470 ....nom 

1st  av,  No  2032.  Surrender  lease.  Pasquale  La  Via  to  Moritz 
Adler.     Dec  17.     Dec   18,  1906.     6:1698 omitted 


1st  av.  No  988,  1st  floor  and  lo  of  2d  floor.  The  Henry  Elias  Brew- 
ing Co  to  Henry  Gaedje;  3  years,  from  May  1,  1907.  Dec  10. 
1906.     5:1366   000  and  000 

1st  av,  No  393  I  Assign    lease.      Andrew     Roberts 

2.3d  st,  Nos  351  and  353  East  |  to  James  Everard's  Breweries. 
Dec  6.     Dec  19,  1906.     3:929   nom 

2d  av.  No  2080.  Assign  lease.  Liberio  Lombardo  to  Luigi  Cap- 
pell.     Sept   7.     Dec   19.  1906.     6:1679    nom 

2d   av.    No   2461.   n   w   cor   126th  st,   No  253,   cellar.     Small 

and  Harrv  Meryash  to  Franz  Koch;  2  years,  from  Oct  15,  1906. 
Dec  17,  1906.     6:1791 300 

2d  av.  No  1470  Is  e  cor.  all.     Daniel  F  Kahrs  to  Fredk  S  Jus- 

77th  st.  No  300  Eastl      tice;    5  years,   from   May  1,   1905.      Dec   18. 

1906.  5:1451 2,600  and  2,800 

2d  av.  No  1084.     Assign  lease.     Richard  Beckman  to  Edwin  Petz- 

old.     Dec  12.     Dec  14.   1906.     5:13.50 nom 

3d   av.   No  2020.      Assign   lease.     George   Sauer  to  Justus  Schade. 

Dec   6.      Dec    14,    1900.      6:1639 nom 

3d   av.   No   2141.     Assign   lease.     Wm  Hennessy  to  Albert  Curley 

and  ano.     Dec  13.     Dec  14.  1906.     6:1666 nom 

3d  av.  No  1051.     Assign  lease.     Maurice  M  Egan  to  William  Zoll. 

Dec    14.      Dec    IS,    1906.      5:1417 nom 

3d    av.    No    1051.    all.      Maria    Hackmann    INDIVID    and    EXTRX 

Frederick  Hackmann  deceased   and  ano   to  Maurice  M  Egan;   10 

years,    from    May   1,    1907.      Dec   18,    1906.      5:1417 LOOO 

3d   av.   No  487.      Assign   lease.     Walter  F  Rau  to  Joseph  Kantor. 

Dec   1.5.      Dec   17.   1906.     3:913 nom 

3d  av.   No  2031.  all.     Rachel   Lichtenstein   to  Henry  M  Friend;   5 

years,  from  Jan  1.  19<17.  Dec  20.  1906.  6:1661. ..  .3.600  and  3,700 
3d  av.  No  2062.  store.     F  C  Nofsinger  to  Mikes  Anstos  and  ano; 

5  years,  from  May  1.  1907.     Dec  20.   1906.     6:1640   600 

3d  av.   No   1278.   13x5.  space  on  n  s  for  stand.  &c.     Michl  Pfiffer 

and    ano   to    Donato   Urgaro;    5   years,   from   Nov   1.    1906       Dec 

20,   1906.     5:1405 services  and  nom 

5th   av.   Nos  487  and  489.   south  store,   basement,   and  rooms  202 

to  205  in  Depew  BIdg.  Pottier  &  Stymus  Mfg  &  Impt  Co  to  Em- 
pire Trust  Co;   5  1-12  years,  from  Sept  1,   1005.     Dec  10,  1006. 

5:1276    10.000 

0th   av.   No   881,   north   store.     Wm   S   Devery   (agent)   to   Isaac   R 

Feigenon;   3  years,  from   May   1,   1006.     Dec  20,   1906.     4:1002. 

1,200 

6th  av,  Nos  410  and  412,  s  e  cor  25th  st.  No  60.  all.     Josephine  S 

Price   to   Carl   &   Oscar  Oestreicher;   22  4-12  years,  from  Jan   1. 

1907.  Dec  19.  1006.     3:826  taxes.  &c.  and  7.000  to  10.000 

6th  av.  No  105.  all.  Chas  Le  Roy  De  Chaumont  De  St  Paul  to  Al- 
bert G  Ferguson;  5  years,  from  May  1,  1000.  Dec  18,  1906. 
2:593 1.600 

8th  av,  No  674  |  Assign     lease.       Edward    Semon    to    John    D 

43d  St.  No  274  West]      Haase.     Dec  14.     Dec  17.  1906.     4:1014.. nom 

Same  propertv.  Re-assign  lease.  John  D  Haase  to  Edward  Se- 
mon.    Dee  14.     Dec  17.  1906.     4:1014 nom 

8th  av.  No  534,  store.  Henry  C  Bennett  et  al  to  John  May  and 
ano;  511-12  years,  from  June  1,  1906.  Dec  19,  1906.  3:786.... 
2.500  and  3,300 

8th  av,  n  e  cor  147th  st.  — x — .  Assign  lease.  Charles  Meyer  to 
Chas  E  Sebastian.     Dec  19.     Dec  20,   1906.     7:2033.  nom 

Same  property.  Assign  lease.  Consumers  Brewing  Co  to  Charles 
Meyer.      Dec    19.      Dec   20,    1906.      7:2033.  nom 

Same  property.  Assign  lease.  Chas  E  Sebastian  to  Consumers 
Brewing  Co.     Dec  19.     Dec  20.  1906.     7:2033.  nom 

9th  av.  Nos  249  and  251.  Assign  lease.  Philip  McGovern  to  John 
Brennan.      Dec    14.      Dec   17,    1906.      3:723 nom 

9th  av.  Nos  249  and  251.  Assign  lease.  John  Brennan  to  James 
Everards  Breweries.  Dec  14.  Given  as  collateral  for  note  and 
chattel  mort.     Dec  17.  1906.     3:723 nom 

BOROUGH   OF  THE  BRONX. 

1.38th  St.  No  616  East.  Subordination  of  lease  to  mort.  Fritz 
Guggenbuhl  with  Fredk  Wertz.  Dec  17.  Dec  18,  1906.  9:2300. 
nom 

Albany  av.  n  w  cor  McCoombs  st.  — x — .  Assign  lease.  Joseph 
Maffia  to  Raffaele  Cusano.     Dec  17.  1906.     12:3267 nom 

Arthur  av.  No  2408.  Release  of  option  in  lease  to  purchase  for 
$4.(X)0.  Chas  P  Hanson  to  John  Santora.  Mar  20,  1006.  Dec 
19,  1906.     11:3078   nom 

Melrose  av,  n  w  cor  1.54th  st,  — x — .  Subordination  of  lease  to 
mort.  Adam  Bauer.  Sr.  with  N  T  Trust  Co.  Dec  10.  Dec  14. 
1906.     9:2401 nom 

Morris  av,  No  637.  Assign  lease.  John  Moccia  to  John  D  Haase. 
Dee    IS.    1906.      0:2441 nom 

Same  propertv.  Re-assign  lease.  John  D  Haase  to  John  Moccia. 
Dec   18.    lOOR.      9:2441 nom 

Prospect  av,  late  Taylor  av,  n  w  s.  bet  183d  st  and  187th  st  and 
being  s  %  lot  146  map  Belmont  Village,  50x100.  Fredk  G  Weed 
to  Merle  St  C  Wright.  Q  C.  Tax  lease,  &c.  Nov  27.  Dec 
14.   1906.     11:3102 25 

Southern  Boulevard,  s  w  cor  136th  st,  ■ — x — .  Subordination  ot 
lease  to  mort.  Wm  H  and  Chas  R  W'iemann  with  Abraham 
M   Morgenroth.      Dec  5.     Dec  14,   1906.     10:2564 nom 

Union  av.  No  ,SC4.  corner  store.  &c.  Monika  Geiger  to  Fritz 
Klung;  5  years,  from  May  1.  1908.     Dec  17.  1906.     10:2666..  .900 

*White  Plains  av.  n  w  cor  240th  st,  — x — .  Assign  lease,  Henry 
Trede  to  The  Ebling  Brewing  Co,     Dec  8.     Dec  17,  1906 nom 

♦Westchester  av  or  210th  st,  n  w  cor  White  Plains  av,  frame 
building  and  barn,  W.ikefield.  Josephine  Toepfer  to  Henry 
Trede;  3  years,  from  Jan  2,  1907.     Dec  17,  1906 600  and  720 

Webster  av.  No  1065.  inside  store.  Newman  Dube  to  Henry 
Schweizer;  3  years,  from  Dec  1,  1906.  Dee  14,  1906.  11:2815 
240  to  360 

3d  av.  n  e  cor  136th  st,  — x — .     Surrender  lease.     Isidor  Buchner 

to   Morris  Borowitz.     Nov  30.     Dec  14,  1906.     9:2318   

other   consid   and   100 

3d  av.  s  w  cor  Brook  av,  all.  Wm  H  Harden  to  Samuel  Trimmer 
et  al;  6  years,  from  April  1,  1006.     Dec  20,  1906.    9:2364  ...  600 


The  text  ot  these  pages  is  copyrighted.     All  rights  are  resgiyed.        Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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HECLA  IRON  WORKS  j  Architectural  Bronze 


North    1 0th,  I  Ith  and  12th  STREETS 
BROOKLYN,  -  -  -  NEW  YORK 


AND 


IRON  WORK 


MORTGAGES 


NOTE.— The  arrangement  of  this  list  is  as  follows:  The  first  name 
is  that  of  the  mortgagor,  the  next  that  of  the  mortgagee.  The  de- 
scription of  the  property  then  follows,  then  the  date  of  the  mort- 
gage, the  time  for  which  it  was  given  and  the  amount.  The  general 
dates  used  as  head  lines  are  the  dates  when  the  mortgage  was 
handed  into  the   Register's  office  to  be  recorded. 

Whenever  the  letters  "P.  M."  occur,  preceded  by  the  name  of  a 
street,  in  these  lists  of  mortgages,  they  mean  that  it  is  a  Purchase 
Money  Mortgage,  and  for  fuller  particulars  see  the  list  of  transfers 
under  the   corresponding  date. 

The  first  date  is  the  date  the  mortgage  was  drawn,  the  second  the 
date  of  filing;  when  both  dates  are  the  same,  only  one  is  given. 

Subscribers  will  find  mortgages  in  this  list  with  the  wrong  block 
number  attached.  The  block  number  we  give  Is  taken  from  the  In- 
strument  as  filed. 

December   14,   1."),   17,   IS,   19  and  20. 
BOROir&H  OF  MANHATTAN. 

Altman,  Benj  to  LAWYERS  TITLE  INS  AND  TRUST  CO.  Grand 
St,  Nos  4151/2  and  417,  s  s,  73.4  w  Attorney  st,  20.8x100.  Dec 
14,  1906.     5  years,  5%.     1:314.  38,000 

Amend,  Ferdinand  to  Helen  C  Mostyn  and  ano.  Ludlow  st.  No  169, 
w  s,  125  n  Stanton  st,  25x87.6.  P  M.  Dec  13,  7  years,  5%. 
Dec   14,   1906.     2:412.  21,000 

Amend,  Ferdinand  to  Helen  C  Mostyn  and  ano.  Ludlow  st,  No 
167,  w  s,  100  n  Stanton  st,  25x87.6.  P  M.  Dec  14,  1906.  7 
years,  5%.     2:412.  23,000 

Adler,  Moritz  to  Louis  Seidman.  135th  st.  No  5,  n  s,  110  w  5th  av, 
18.4x99.11.  P  M.  Prior  mort  $10,000.  Dec  14,  1906.  5  yrs, 
G%.      6:1733.  4,500 

Adler,  Moritz  to  Louis  Seidman.  137th  st.  No  11,  n  s,  208.9  w 
5th  av,  36.3x99.11.  P  M.  Prior  mort  $37,000.  5  years,  6%. 
Dec  14,  1906.     6:1735.  7,000 

Anspacher,  Nathanla  S  to  American  Mortgage  Co.  10th  av.  No 
641,  w  s,  50.2  n  45th  st,  25.1x100.  P  M.  3  years,  5%.  Dec 
14,   1906.     4:1074.  28.000 

Anspacher,  Nathania  S  to  American  Mortgage  Co.  10th  av.  No 
643,  w  s,  75  n  45th  st,  25.1x100.  P  M.  Dec  14,  1906.  3  years. 
5%.     4:1074.  24,000 

Atterbury.  Chas  L  and  Gro£venor  to  John  J  Halstead  and  ano. 
Lexington  av.  No  960,  n  w  cor  70th  st.  No  131,  30.5x80.  July  1, 
1  year,  41/2%.     Dec  14,   1906.     5:1405.  45.000 

Amend,  Therese  M  to  EMIGRANT  INDUST  SAVINGS  BANK.  Av 
A.  No  1650,  e  s,  32.9  s  S7th  st,  16.1x81.  Dec  14,  1906,  3  years, 
4y2%.     5:1583.  5.000 

Alexander,  Max  with  Hyman  Horwitz.  Grand  st.  No  64,  n  s,  75 
w  Wooster  st,  25x100.     Subordination  agreement.     Nov  15.     Dec 

17,  1906.  2:475.  nom 
Abelson,   Theresa   to   Henry  K  Keller.     9th  av.   No  472,  e  s,   49.7 

n  36th  st,  24.7x100.  P  M.  Prior  mort  $13,000.  Dec  15,  5 
years,  5%.     Dec  17,  1906.    3:760.  10.000 

Andrews,  Mary  E  to  NORTH  RIVER  SAVINGS  BANK  in  City  N  Y. 
67th  st.  No  48,  s  s,  140  w  Park  av,  20x100.5.  Prior  mort  ,f20,- 
000.     Dec  15,  due  Oct  30,  1908,  4%%.     Dec  17.  190C.     5:1381. 

5,000 

Apartment  Construction  Co  to  Surety  Realty  Co.  St  Nicholas  pi, 
Nos  21  to  29,  n  w  cor  151st  st.  No  401,  90.7x85.3  to  St  Nicholas 
av,  Nos  820  to  826,  x92.7x65.9.  Building  loan.  Dec  15,  due 
June  12,  1907,  G%.     Dec  17,  1906.     7:2066.  60,000 

Arndtstein,  Moser  to  Peter  Moller,  Jr,  et  al  trustees  Peter  Moller. 
130th  St.  No  260,  s  s,  169  e  Sth  av.  16x99.11.  Dec  18,  3  years. 
41/2%.     Dec  20,  1906.     7:1935  10,000 

American  Mortgage  Co  with  Adolf  Schmeldler.  Bleecker  st,  Nos 
32S  and  325.  Agreement  as  to  ownership  of  mort.  Sept  13. 
Dec  20,   1906.     2:591.  nom 

Apartments  Construction  Co  to  Surety  Realty  Co.  151st  st.  No 
401,  n  s,  extends  from  St  Nicholas  pi,  Nos  21  to  29,  to  St  Nicho- 
las av,  Nos  820  to  826,  65.9  on  151st  st,  x  90.7  on  pi  and  92.7  on 
av,  "The  Pembroke."  Consent  of  stockholders  to  mort  tor  .$60.- 
000.     Dec  15.     Dec  19,  1906.     7:2066.  - — 

Same  to  same.  Certificate  as  to  consent  ot  stockholders  to  above 
mort.     Dec  15.     Dec  19,  1906.     7:2066.  

Abelson,  Theresa  to  James  A  Renwick.  Columbus  av.  No  795,  s 
e  cor  99th  st.  No  74,  25.11x74.  P  M.  Dec  13,  2  years,  5%. 
Dec   15,   1906.     7:1834.  40,000 

Arnold  Realty  Co  to  V  Everit  Macy  and  ano  trustee  Caroline  L 
Macy  tor  benefit  Josiah  M  Willets.  133d  st,  Nos  541  and  543, 
n  s,  4.50  w  Amsterdam  av,  .50x99.11.     Dec  17,  3  years,  5%.     Dec 

18,  1906.  7:1987.  43,.500 
Arnold  Realty  Co  to  Estate  of  Geo  H  Dunham.     133d  st,  Nos  537 

to  .543  West.  Certificate  as  to  two  morts.  one  for  $43,.500  and 
the  other  for  $45,000.     Dec  17.     Dec  18,  1906.     7:1987.  nom 

Abenheimer,  Louis  H  to  Fredk  W  Marks.  89th  st.  No  70,  s  s,  100 
e  Columbus  av,  20x100.8.  Dec  11,  3  years,  5%.  Dec  18,  1906. 
4:1202.  25,000 

Arnold  Realty  Co  to  Eliza  Dunham  and  ano  extrx  Geo  H  Dun- 
ham. l.'JSd  st,  Nos  .537  and  .5.39,  n  s,  400  w  Amsterdam  av. 
.50x99.11.     Dec  17,  3  years,  5%.     Dec  18,  1906.     7:1987.         45,(«)0 

Baum,  Jacob  S  lo  American  Mortgage  Co.  Essex  st.  No  50,  e  s, 
51.4  s  Grand  st,   19.11x50      Dec  18,   1900,  5  years,  5%.     1:311. 

9.000 

Bierman,  Henry  to  Robert  T  Emmet  et  al  trustees  Jane  E  Ed- 
gar. Norfolk  Et,  Nos  1.35  and  137,  w  s,  abt  98  n  Rlvington  st, 
50x100.      P    M.      Dec    17,   5   vears,   5%.      Dec    18,    1906.      2:354. 

.56,000 

Same  to  Alex  B  Simonds  et  al  exrs  Bache  McE  Whitlock.  Same 
property.  P  M.  Prior  mort  $.56,000.  Dec  17,  3  years,  6%. 
Dec   18,   190G.    2:,354.  10.000 

Brady,  Mary  C  to  Lizzie  F  Brady.  105th  st.  No  17,  n  s,  2(X)  e 
5th  av,  2.5x100.11.  P  M.  Dec  14,  due,  &c,  as  per  bond.  Dec 
18,  1906.     6:1611.  23,000 

Bachrach,    Abram   with   Wilson   Marshall.      131st    st.    No   32,    s   s. 


410  w   5th   av,   33.4x99.11.      Subordination   agreement.     Dec   18, 
1906.     6:1728.  nom 

Belwood  Realty  Co  to  Wm  Rosenzwelg  Realty  Operating  Co.  133d 
st,  Nos  537  to  543,  n  s,  400  w  Amsterdam  av,  2  lots,  each  50x 
9.9.11.  2PM  morts.  each  $15,000.  2  prior  morts.  together 
$88,000.     Dec   17,  3  years,  6%.     Dec   18,   1906.     7:1987.     ^30,000 

Berls,  Oswald  with  Jared  W  Bell.  Lenox  av.  No  327,  w  s,  72.5  n 
126th  st,  — X — .  Subordination  mort.  Dec  14.  Dec  IS,  1906. 
7:1911.  nom 

Bullowa,  Alfred  L  M  and  Morris  C  Ginsburg,  Louis  Lese  and  Max 
J  Klein  with  Chas  H  Clark  et  al  trustees  Wm  E  Clark.  Park 
av.  No  1684.  w  s,  50.11  n  118th  st,  25x90.  Subordination  mort. 
Dec  18,   1906.     6:1745.  nom 

Bargfrede,  Henry  and  Dora  his  wife  to  John  Doscher  and  ano  exrs 
Francis  Weinhauer.  1st  av.  No  1052,  e  s,  57.3  n  57th  st,  runs 
e  88.9  X  n  43.2  x  w  15.4  x  s  19  x  w  11.5  x  s  5  x  w  —  to  av, 
X  s  19.2  to  beginning.  P  M.  Dec  13,  3  years,  5%.  Dec  14,  1906. 
5:1369.  12.000 

Same  to  Fredk  Lange.  Same  property.  Prior  mort  $12,000.  Dec 
13,   due  Jan  1,   1910,   6%.     Dec   14,   1906.     5:1369.  3,000 

Bullowa,  Alfred  L  M  and  Morris  C  Ginsburg  to  Chas  H  Clark  et 
al,  exrs,  &c,  Wm  H  Clark.  Park  av.  No  1684,  w  s,  50.11  n  118th 
st,  25x90.     Dec  IS,  1906,  5  years,  5%.     6:1745.  14,000 

Bachrach,  Wm  and  Julius  to  AMERICAN  MORT  CO.  Amsterdam 
av.  No  2496.  w  s,  45.11  s  184th  st,  22.11x100x22.1x100.  Dec 
5,   1  year,  5%,.     Dec  18,   1906.     8:2155.  ^  _7,500 

Same  to  same.  Same  property.  Prior  mort  $7,500.  Dec  17.  1 
year,   6%.      Dec   IS,    190(j.      8:2155.  1.500 

Bodenheimer,  Henry  and  Joseph  F  Keller  to  The  Roman  Catholic 
Orphan  Asylum  in  the  City  N  Y.  9Sth  st,  Nos  229  and  231,  n  s, 
150  w  2d  av,  37.6x100.11.  Dec  3,  3  years,  5%.  Dec  15,  1906. 
6:1643.  32,000 

Bienenzucht,  SamI  and  Abraham  to  LAWYERS  TITLE  INS  AND 
TRUST  CO.  116th  st,  Nos  7  and  9,  n  s,  SS.6  w  5th  av,  2  lots, 
each  27.8x100.11.  2  morts,  each  $28,000.  Dec  14,  5  years,  5%. 
Dec   15,   1906.     6:1600.  56,000 

Same  to  Ralph  Rapp.  Same  property.  2  morts,  each  $9,000;  2 
prior  morts  $28,000  each.  Dec  14,  5  years,  6%.  Dec  15,  1906. 
6:ir>00,  18,000 

Barkin,  Saml  to  Barnet  Lipshitz.  Spring  st.  No  42,  s  s,  abt  50 
e  Mulberry  st,  25.3x109x25x114.9  w  s;  Spring  st,  Nos  38  and 
40,  s  s,  abt  75  e  Mulberry  st,  2.5x114.9x25x121.6  w  s.  Dec  15, 
1900,   demand,   6%.      2:480.  1,000 

Bodine,  John  H  to  Frances  J  Schnuge;  et  al  trustees  John  Schnugg. 
3d  av,  Nos  1710  and  1712,  n  w  cor  96th  st.  No  179,  50x77. 
P  M.  Prior  mort  ?37,50O.  Sept  27,  5  years,  — %.  Dec  19, 
1906.     6:1624.  20,000 

Bailcv,  Thos  to  TITLE  GUARANTEE  &  TRUST  CO.  Amsterdam 
av.  No  1S44,  w  s,  .38.3  n  151st  st,  18x75.  Dec  19,  1906,  due, 
&c,   as  per  bond.     7:2083.  10,000 

Berkman,  Barnet,  Brooklyn,  N  Y,  and  Rubin  Bass,  New  York, 
to  Cath  E  Wills  et  al  trustees  Wm  J  Syms.  Henry  st.  No  189, 
n  s,  abt  122  e  Jefferson  st,  25x87.6.  Dec  19,  1906,  5  yrs, 
5%.      1:285.  26.000 

Same  and  Fritz  Feddcrke  with  same.  Henry  st.  No  189.  Subor- 
dination agreement.     Dec  1.     Dec  19,  1906.     1:285.  nom 

Berger,  Benjamin  to  E  H  Ogden  Lumber  Co.  123d  st,  Nos  225 
and  227,  n  s.  251.8  e  3d  av.  31.8x100.11.  Prior  mort  $15,000. 
Dec  12,  due  as  per  bond,  6%.     Dec  17,  1906.     6:1788.  1,.3.35 

Burlington  Realty  &  Construction  Co  to  Ellhu  Root  and  ano 
trustees  Henry  H  Cook.  1.34th  st.  Nos  .505  to  517,  n  s.  100  w 
Amsterdam  av,  7  lots,  together  in  size  275x99.11;  also  all  boil- 
ers, machinery,  &c.  7  morts,  each  .$35,000.  Dec  19,  1906, 
due  Jan  15,  1010,  5%.     7:1988.  245,000 

Same  to  UNION  EXCHANGE  BANK.  Same  property.  7  morts, 
each  $10,000.  7  prior  morts,  $35,000  each.  Dec  19,  1906. 
2  years,  6%.     7:1988  70,000 

Same  to  Elihu  Root  and  ano  trustees  Henry  Cook.  Same  prop- 
erty. Certificate  as  to  morts  tor  $35,000  each.  Dec  19,  1906. 
7:1988.  ■ 

Bachrach.  Irving  and  Isaac  Schmeidler  to  American  Mortgage  Co. 
Amsterdam  av,  w  s,  25  s  179th  st,  75x100.  Dec  14,  1  year. 
5%%.     Dec  19,   1906.     8:2152.  26,000 

Bachman,  Alfred  C  to  METROPOLITAN  TRUST  CO  of  City  N  Y. 
Manhattan  st,  n  s,  ItKi  e  Old  Broadway,  72xl00x.59. 8x100.  Dec 
19.  due.  &c.  as  per  bond.     Dec  2t).  1906.     7:1982.  28,000 

Bernstein.  Max  to  John  E  Roosevelt  and  ano.  126th  st.  No  205, 
n  s,  92.9  e  3d  av.  I'lx99.11:  126th  st.  No  211,  n  s,  140.9  e  .3d 
av,  l(ix!l9.n;  126th  <a.  No  213,  n  s,  1.56.9  e  3d  av,  16x99.11. 
5  years,  5%.     Dec  20,  1906.     6:1791.  18,000 

Baker,  John  O,  of  Nev;ark,  N  J,  to  BOWERY  SAVINGS  BANK. 
Broadway,  Nos  l."OS  and  1510,  e  s.  2(i.2  s  44th  st,  runs  e  65.6 
X  n  25.10  to  s  s  44th  st,  No  164,  x  e  20.8  x  s  95.11  to  c  1  old 
lane  x  s  e  24.10  x  vf  97.8  to  Broadway  x  n  76.1  to  beginning. 
Dec  19,  due  Dec  31,  lfK)9,  4%%.     Dec  20.  190(5.     4:990.       150,000 

Baron.  Solomon  L  to  Isidor  Kronacher.  Eldridge  st.  No  18,  e  s, 
128   s   Canal   st.   25x87.6.      Dee  20,   1906,   5   years,   5%.      1:293. 

26.000 

Beudick,  Isabella  with  Hannah  J  Kronacher  and  ano.  Eldridge 
st.  No  IS      Subordination  agreement.     Dec  20,  1906.     1:293.     nom 

Brooks,    Davis    to    Jennie    Goldstein.      107th    st.    No    52,    s    s,    81    e 

Madison  av,  19x75.5.     P  M.     Prior  mort  .$ .     Dec  15,  2  years, 

6%.      Dec   20,   1906.     6:1612.  1.525 

Bristed,  Chas  A  to  NEW  YORK  LIFE  INSURANCE  &  TRUST  CO. 
Harrison  st.  No  12,  n  s,  148.4  w  Hudson  st,  24.4x87.6.  Dec  14, 
due  Feb  4,  19(»S,  41/2%.     Dec  17,  1906.     1:181.  30,000 

Brandes,  Dledrleh  to  TITLE  GUARANTEE  &  TRUST  CO.  90th 
st.  No  267,  n  s,  136  e  West  End  av,  18x100.8.  Dec  12,  due,  &c, 
as  per  bond.     Dec  17,  19CK>.     4:1238.  17,000 

Berman,  Saml  and  Fannie  to  TITLE  GUARANTEE  &  TRUST  CO. 
Madison  av.  No  1437,  e  s,  27.10  n  99th  st,  27x100.  Dec  17, 
190«j.  due,  &c,  as  per  bond.     6:160.5.  22,000 

Barkin.  Saml  to  Pincus  Lowenfeld  and  ano.  Hester  st.  Nos  133 
and  135,  n  e  cor  Chrystle  st,  Nos  74  and  76,  79.llx.50.  Prior 
mort  $100,(X)0.     Dec  17,  1906,  due  July  1,  1912,  6%.     1:305.  20,000 
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Bernstein,    Rachel    with    Josephine    G    Buckley.      12Sth    st,    No    58 

East.     E.\tension  mort.     Dec  7.     Dec  IS.  190C.     0:1752.  nom 

Barkin,  Saml  to  Cath  E  Wills.  Chrystie  st.  Nos  74  and  70,  n  e 
cor  Hester  st,  Nos  133  and  135,  50x70.11.  Dec  17,  I'JOO,  5 
years,   5%.     1:305.  lOO.CKX) 

Bitterman,  Theo  with  Philip  Weber  and  ano.  Columbia  st,  No 
132.  Subordination  agreement.  Nov  27.  Dec  14,  1906.  2:- 
835.  nom 

Brown.  Helen  C  to  Addison  Brown  exr  Chas  Noyes.  48th  st,  No  233. 
n  s.  200  w  2d  av,  20x100.5.  P  M.  Nov  26,  5  years,  5%.  Dec 
14,   1900.     5:1322.  7,500 

Baruch,  Bernhard  with  Henry  R  Wood.  Lexington  av.  No  1608, 
w  s,  34.7  s  102d  st,  16.7x75.  Subordination  agreement.  Dec 
14,1906.     6:10:^9.  nom 

Biel,  Louis  with  Society  for  The  Relief  of  The  Destitute  Blind 
in  City  N  Y  and  its  Vicinity.  3d  av.  No  1920.  Extension 
mort.     Nov  27.     D?c  14,  1900.     0:1034.  nom 

Brakmann,  August  to  Fanny  C  Lyon  et  al  trustees  Saml  E  Lyon. 
Sth  av,  No  254(>,  e  s,  49.11  s  130th  st,  25x100.  Dec  14,  1900. 
3  years,  5%.     7:1!'41.  25,000 

Brady,  Lizzie  F  to  TITLE  GUARANTEE  AND  TRUST  CO.  119th 
st.  No  13,  n  s,  175  w  Madison  av,  25x100.11.  Dec  14,  1906,  due, 
&e,   as   per   bond.      0:1740.  5.500 

Becker.  Louis  to  Wm  Jay  trustee  Isaac  Bell,  Jr.  79th  st,  Nos 
231  and  233,  n  s.  375.2  e  3d  av,  50x102.2.  Dec  14,  1900,  5  years 
5%.     5:1525.  30,000 

Byrne,  Margt,  James  M,  Michael  D,  Wm  J.  Johanna,  Charles,  Cath 
and  Joseph  to  TITLE  GUARANTEE  &  TRUST  CO.  33d  st.  No 
328,   s  s,   325  e   2d  av,  2.5x98.9.     Dec   17,  due,  &c,   as  per  bond. 

Dec   IS.   1900.     3:938 7,500 

Chessman,  Alice  M,  Sharon,  Mass,  to  Nathan  J  Packard.  Des- 
brosses  st.  No  35,  s  s,  85  e  West  st,  23.\87  6;  Washington  st. 
No  420.  n  w  cor  Vestry  st.  runs  n  21.10  x  w  84.8  x  s  21.10  to 
Vestry  st  x  e  85  to  beginning:  West  st,  Nos  208  and  209.  e  s, 
43.9  s  e  Desbrosses  st,  runs  s  43.9  x  e  85  x  n  43.9  x  w  85  to 
beginning,  with  bulkhead  in  front  of  above;  also  all  cranage, 
wharfage,  &c.     V4  part.     Dec  20,  190G,  0  months,  — %.     1:223. 

note,  1.57.5 
Collins,    Philip   to   Geo   M   Miller  and  ano   trustees   Levin   R  Mar- 
shall.    Hamilton  st,  Nos  42,  42%,  44  and  46,  s  s,  59.G  w  Market 
St.  80.1x158.0x74.8x173.7.     Nov  26,  5  years,  5%.     Dec  14.  1900. 
l:-")3.  35,000 

Currie,  Minnie  S  to  METROPOLITAN  TRUST  CO.  of  City  ot  N  Y. 
78th  st.  No  300,  s  s.  112  w  West  End  av,  18x102.2.  Dec  10, 
due,  &c,  as  per  bond.     Dec  14,  lOOti.     4:llS(i.  10.(X)0 

Coburn.  Geo  to  City  Mortgage  Co.  Broadway,  n  e  cor  178th  st, 
25. 0x90.8x25x101. 9.  Bldg  loan.  Dec  10,  demand,  6%.  Dec 
14,    1900.      S:21li.3.  5,000 

Christie,  David  with  John  .A  Aspinwall  and  ano  trustees  Kath 
A  Kingsland  will  Wm  H  .Aspinwall.  104th  st.  No  2.53  West. 
Extension  mort.      Dec  11.     Dec  IS.   190(j.     7:1870.  nom 

Corey.  Edw  B.  Borough  of  Queens,  N  Y,  to  N  Y  SAVINGS  BANK 
of  City  N  Y.  7th  av.  No  721,  n  e  cor  48th  st.  No  171.  20.x50. 
Dec   18,    1906,    due,    &c.    as   per   bond.      4:1001.  42,000 

Cummings,  Edward  to  Ruth  A  Bruce-Brown.  113th  st.  No  164, 
s  s,  183.4  w  3d  av,  lO.SxlOO.ll.  Dec  14,  3  years,  5%.  Dec  18. 
1900.     0:1640.  3.500 

Clark,  Augusta  A  et  al  exrs  Mary  E  Clark  with  Abraham  Quack- 
enbush  et  al.  87th  st,  Nos  210  to  238,  s  s  ,200  e  3d  av,  210x 
100.8.     Subordination  agreement.     Dec  1.     Dec  18,  1906.     5:1532. 

nom 
Chertoft,   Noah   to   Wilson   Marshall.     131st  st.  No  32,   s  s,  410  w 
5th  av,  33.4x99.11.     Dec  7,  3  years,  5%.     Dec  18,  1900.     6:1728. 

4,000 
Cohen,  Julius  M  to  N  Y  MORTG.AGE  AND  SECURITY  CO.   Wads- 
worth    av,    s   e    cor   177th    st.    174.11x100.      Prior   mort    $03,000. 
Oct    10.   due,    as    per   agreement.      Dec    18,  •190(j.     8:2114.     Col- 
lateral. 7,900 
Cohen,  Barnet  to  Greenwood  Cemetery,  a  corporation.     3d  av,  Nos 
1809  to  1873,  e  s.  50.6  n  103d  st,  50.10x110,  all  title  to  strip  O.lx 
110  on   s  s.     Dec  14,  due  Dec  1,  1911,  5%.     Dec  15,  1900.     6:- 
1053.                                                                                                     62,000 
Same   to  Jos  Polstein.    Same  property.     Prior  mort  $02,000.     Dec 

14,  due  June  14.  1911,  69r.     Dec  15,  1900.     0:1653.  20.000 

Cohen.  Rosalie  M  wife  ot  Maurice  S  to  Francis  C  Huntington 
trustee  Alexa  C  Bowden.  48th  st.  No  140.  s  s,  300  e  7th  av,  18.9 
X100..5.     Dec  14,  3  years,  5%.     Dec  15,  1900.     4:1000.  20.000 

Cirrito,  Anna  to  Wm  Hagedorn.  101st  st,  s  s,  100  e  1st  av,  lOOx 
100.11.  Prior  mort  .147,000.  Sept  22,  due  Dec  15,  1907,  6%. 
Dec   15.   1900.     0:16.94.  2,000 

Canero,  Rosa  to  De  Witt  C  Flanagan  and  ano  trustees,  &c.  114th 
st.  No  323  East.  Saloon  lease.  Dec  17,  demand.  0%.  Dec  19, 
1900.     6:1080.  800 

Consolidated  Chandelier  Co  with  Burlington  Realty  &  Construc- 
tion Co.  134th  st,  Nos  505  to  517  West.  Agreement  that  chat- 
tel mortgage  be  subject  to  14  mortgages,  recorded  Dec  19, 
1900.     Dec   15.     Dec  19,   19O0.     7:1988.  nom 

Chodarov,  Keba  to  Fannie  Falk.  120th  st.  No  118,  s  s.  215  e 
Park  av,  25x100.10.  Dec  17,  5  years,  5%.  Dec  19.  1906. 
0:1708.  18.000 

Cappolo.  Louis  to  Lembeck  &  Betz  Eagle  Brewing  Co.  2d  av.  No 
2080.  Saloon  lease.  Dec  IS,  demand,  6%.  Dec  19.  1900. 
0:1679.  2,000 

Chanler,  Wm  Astor.  of  New  York,  to  NEW  YORK  LIFE  INSUR- 
ANCE &  TRUST  CO.  6th  av,  Nos  278  to  286,  s  e  cor  ISth  st. 
Nos  50  to  58.  92x181.3.  1-8  part.  Nov  23,  due  Deo  19.  1909. 
4%.     Dec  19.   1900.     3:819.  40,000 

Chanler,  Lewis  fe  to  NEW  YORK  LIFE.  INSURANCE  &  TRUST 
CO.  6th  av.  Nos  278  to  280.  s  e  cor  ISth  st.  Nos  50  to  58, 
02x181.3.  1-S  part.  Nov  28.  -due  Dec  19,  1909,  4<7c.  Dec  19, 
1900.    3:819.  40,000 

Chanler,  Winthrop  A.  of  Newport,  R  I,  to  NEW  YORK  LIFE  IN- 
SURANCE &  TRUST  CO.  0th  av,  Nos  278  to  286,  s  e  cor  ISth 
st,  Nos  50  to  58.  92x181.3.  1-S  part.  Nov  23,  due  Dec  19. 
1909,   4%.      Dee   19,    ItRIi;.     3:819.  40,000 

Costello,  John  F  to  Wm  Nelson.  7th  av.  No  2192,  w  s,  74.11  s 
130th   st,  25x75.      Dec   1,   demand,   6%.     Dec   19,   1906.     7:1935. 

2,000 
Cohen.   Kallman   to   TITLE   INSURANCE   CO   of  N  Y.     Hester  st. 
No  84,   s  w  cor  Allen  st.   No  37%.  29.x,50x29x49.10.     Dec  5.  due 
Dec  20,  1909.  5%.     Dec  20.  1906.     1:300.  30.000 


Cobe,  Andrew  J  to  Thos  R  Hart.  21Sth  St.  s  s,  at  s  e  s  Seaman 
av,  ]04.7xll0.9xl00x!^0.  Prior  mort  .?5.000.  Dec  17,  1900,  due 
April  17,   1907,  — %.     8:2243.  four  notes.  4.000 

De  Philippi.  Roberto  to  letter  Brewing  Co.  1st  av.  No  2105,  n  w 
cor  lOSth  st.  No  347.  Saloon  lease.  Dec  0,  demand,  0%.  Dec 
14,    1900.      6:1080.  1,035 

Denglcr,  Adolph  to  Rosalie  Meyers.  84th  st.  No  126,  s  s,  341.8 
e  Amsterdam  av,  33.4x102.2.  Prior  mort  $39,000.  Dec  14,  due. 
&c,  as   per  bond.     Dec  18,   1900.     4:1214.  9,000 

Dinkelspiel,  Regine  to  Melvina  S  Dennett  et  al.  St  Nicholas  av. 
No  105,  w  s,  63.11  n  llSth  st,  31.8x69.1.\27x85.8.  Dec  17,  5 
years,  4%%.     Dec   18,   1906.     7:1924.  15,000 

Derache,  Marie  to  Isajore  Peritz.  Macdougal  st.  No  127,  w  s. 
20  n  3d  st,  19.4m65.9;  Macdougal  st.  No  129,  w  s,  39.4  n  3d 
st,  19.6x65.9.  P  M.  Mort  as  to  1st  parcel.  Dec  14,  1906,  due 
as   per  bond,   6%.     2:543.  2,000 

Dempsey,  Arthur  A  to  Lilliam  M  Nugent.  Lexington  av.  No  222. 
n  w  cor  33d  st,  26.8x100.     Dec  18,  1906,  3  years,  6%.     3:889. 

500 
Dort,   Jennie   to   Wm   Kerner.      7th  st,   No  35,   n  s,  200  w  2d  av, 

25x74.10.      Prior   mort   $ .      Dec   17,   3   years,   6%.      Dec   18. 

1000.     2:403.  3..500 

Decker.  Thompson  W  to  John  A  Stewart  et  al  trustees  of  the 
LIVERPOOL.  LONDON  &  GLOBE  INS  CO  in  N  Y.  SSth  st,  No 
319,  n  s.  215  w  West  End  av,  20x100.8.  Dec  17,  3  years,  4%%. 
Dec   IS,   1906.     4:1250.  10,000 

Dobson,  Frank  to  Mary  Dymock.  42d  st,  Nos  216  and  218,  s  s, 
255  e  3d  av,  runs  e  50  x  s  79.9  x  n  w  12.4  x  s  w  65  x  n  125  to 
beginning.  Prior  mort  $.33,000.  Dec  20,  1906,  5  years,  6%. 
5:1315.  20,000 

Dederer,  Abijah  M  to  LAWYERS  TITLE  INSURANCE  &  TRUST 
CO.  140th  St.  Nos  514  to  524,  s  s,  180  w  Amsterdam  av,  3  lots, 
each  40x99.11.  3  morts,  each  $40,000.  Dec  19,  5  years.  5%. 
Dec  20,  1906.     7:2077.  120,000 

Dobson,  Frank  to  Madeline  F  Burnes.  42d  st,  No  218,  s  s,  305  w 
2d  av,  runs  s  79.9  x  n  w  12.4  x  s  w  22.8  x  n  91.8  to  st  x  e  25  to 
beginning.     Dec  20.  1906,  5  years,  5%.     5:1315.  17,000 

Dederer.  Abijah  M  and  Corporate  Realty  Assoc  with  LAWYERS 
TITLE  INSURANCE  &  TRUST  CO.  140th  st,  Nos  514  and  516, 
and  .520  to  .524  West.  Subordination  agreement.  Dec  19.  Dec 
20.   1.006.     7:2077.  nom 

de  Freee,  Sophia  B,  of  New  Rochelle,  N  Y,  to  FARMERS  LOAN 
&  TRUST  CO.  75th  st.  No  159,  n  s,  120  e  Amsterdam  av,  19x 
102.2.   Dec   19,  3  years,  — %.     Dec  20.   1906      4:1147.  16,000 

De  Russi,  Giuseppe  to  Sarah  E  Furnald.  Macdougal  st.  No  103,  w 
s,  114.(!  s  Minetta  lane,  25x135.5  to  e  s  Minetta  st.  No  11, 
x25xl3.5.     Dec  18.  5  years,  5%.     Dec  19.  1900.     2:.542.  37,000 

Daue.  Carl  C  to  Cath  M  E  Hildebrand  and  ano  exrs  John  G  Hil- 
debrand.  51st  st.  No  520,  s  s,  275  w  lOth  av,  2,5x100.5.  Dec 
15,  due  Jan  1,  190S,  4%%.     Dec  17,  190f..     4:1074.  6,000 

De  Marsico,  Michele  to  M  Adele  Smith  and  ano  exrs,  &c,  Samuel 
Smith.  Thompson  st.  No  71,  w  s,  abt  152  s  Spring  st,  26x100. 
Dec  17,  1900.  5  years,  uVc-    2:489.  23,000 

Eife,  Francis  to  Louise  F  Runk  and  ano  trustees  Thomas  F  Jere- 
miah. 10th  st.  No  175,  n  s.  141.8  e  4th  st,  20x95.  Dec  13,  due 
Feb    1,    1910.    5%.      Dec    14.    1906.      2:611.  10,000 

EQUITABLE  LIFE  ASSURANCE  SOC  of  the  U  S  with  John  N 
Golding.  70th  st.  No  251  West.  Extension  mort.  Dec  10.  Dec 
14,   190<5.     4:1162.  nom 

Ebling,  Wm  to  EMIGRANT  INDUST  SAVINGS  BANK.  151st  st, 
Nos  .508  and  510,  s  s.  208.4  w  Amsterdam  av,  06.8x99.11.  Dec 
14,  1906.     3  years.  4%^:.     7:2082.  40,000 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Annie  L  Rob- 
inson. Lenox  av.  No  220.  Extension  mort.  Dec  10.  Dec  14, 
1900.     0:1720.  nom 

Eckhardt,  Peter  C,  Jr,  and  Fredk  to  Herman  H  W  Neslage.  10th 
av.  No  877,  w  s,  25.5  n  57th  st,  25x75.  P  M.  Dec  14,  1906, 
5  years.  5%.     4:1086.  20,000 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Mary 
Hamill.  43d  st.  No  325  West.  3  extensions  of  mort.  Dec  1. 
Dec  19.  1906.     4:10.34.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Babet- 
ta  Kopp.  07th  St.  No  230  West.  Extension  mort.  Dec  12. 
Dec   19^  190Ci.     4:1158.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  David 
Rosing.  07th  st.  Nos  234  and  236  West.  2  extensions  of  mort 
Dec   11       Dec  19,  19W>.     4:11.58.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  Fannie 
Gordon.  GOth  st,  No  245  West.  Extension  mort.  Dec  12.  Dec 
19,   1900.     4:11.58.  nom 

EQUITABLE  LIFE  ASSURANCE  SOCIETY  of  the  U  S  with  David 
Spero  and  ano.  135th  st,  Nos  217  and  219  West.  2  extensions 
ot  mort.     Nov  30.     Dec  19,   1906.     7:1941.  nom 

Engel,  Gussie  A  with  Louis  Stern.     Av    C,  No    56.     Subordination 

agreement.     Dec  17.     Dec  20,  1906.     2:374.  nom 

Engel,  Gussie  A  wife  Aaron  to  David  J  King  et  al  exrs,  &c,  Edw  J 
King.  Av  C.  No  56,  e  s.  24  n  4th  st,  24x(>4.3.  Dec  17,  5  years, 
5%.     Dec  20.  1906.     2:374.  15,000 

Eibel,  Henry  to  DeWitt  C  Flanagan  and  ano  trus,  &c.  Av  A, 
No  1428.  '  Saloon  lease.  Dec  17,  demand,  0%.  Dee  19.  1906. 
5:1487.  2,500 

Eakin,  Margt  S  to  Paterno  Bros,  a  corporation.  Morningside  av 
West,  n  w  cor  115th  st.  No  401,  100.11x85.  P  M.  Prior  mort 
$105,000.     Dec  12,  due,  &c,  as  per  bond.     Dec  IS,  1906.     7:1867. 

19.400 
Empire,    Cornice    Works,    a    corporation,    to    Wm    L    Conyngham. 
116th  st,  Nos  416  and  418,  s  s,  169.6  e  1st  av,  37.3x100.10.     Dec 
17,  due  Jan  1,  1912,  5%.     Dec  18,  1906.     0:1709.  31.000 

Same  to  same.     Same  property.     Certificate  as  to  above  mort.  Dec 

17.      Dec   IS,   1906.     6:1709.  

Embury,  Philip  to  Francis  Gasquet  and  ano  trustees  Eveline  G 
Marshall.  70th  st.  No  2.50,  s  s,  492  w  Amsterdam  av,  16x100.5. 
Dec  17,  due  Dec  1,  1909,  5%.  Dec  IS,  1006.  4:1161.  17,500 
Fleck.  Henry  T  to  Carrie  E  Deshon  and  ano  exrs.  &c.  Saml  F 
Engs.  1.39th  St.  No  304.  s  s,  91.8  w  Sth  av,  10.8x99.11.  P  M. 
Prior  mort  $9,840.  Dec  14,  2  vears,  5':.  Dec  18.  1906.  7:- 
2041.  660 

Fleck.   Henry   T   to   Teachers   Co-operative   B   &  L   Assoc   of   City 
N  Y.     139th  st.  No  304,  s  s.  91.8  w  Sth  av,  16.8x99.11.     P  M. 
Dec  12.  installs,  5%.     Dec  18,  1906.     7:2041.  9,840 
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Fink,    Diederich  and   Geo   A   to   H   Louisa   Multord.      14th   st,   Nos 
420-41.'4.    s   s,   3U0   w   9th   av.   50x103.3.      Dec    10,   due   June   19, 
1010,    41/2/,    for   1st   year   and   4%%    thereafter.      Dec   19,    1906. 
-':040.  80,000 

Fox,  Julius  B  to  Matilda  W  Bruce.  83d  st,  Nos  137  and  130,  n  s, 
.TiO  w  Columbus  av,  2  lots,  each  2.jxl02.2.  2  morts,  each  $20,0(J0. 
Dec  20,   1900,  5  years,  4%%.     4:1214.  40.000 

Frank,  Mark  H  to  J  Frances  Pease  trus  Geo  L  Pease.  73d  st.  No 
158,  s  s,  212.3  e  Amsterdam  av,  18.7x102.2.  Dec  10,  3  years, 
■iV2%-     Dec  20,   1900.     4:1144.  15,000 

Flank.  Michael  L  to  Anna  Schiele.  Madison  av.  No  1695,  n  e  cor 
112th  st.  No  43,  25.5x75.  Dec  19,  3  years,  5%.  Dec  20,  1006. 
0:1618.  30,000 

Frucks.  Nahim  and  Abraham  Shain  to  LAWYERS  TITLE  INSUR- 
ANCE &  TRUST  CO  2Sth  st,  Nos  211  and  213,  n  s,  118.4  e 
3d  av,  2  lots,  each  37.6x98.8.  2  morts,  each  $38,000.  Dec  18,  5 
years,   5%.      Dec   19,   1906.     3:909  76,000 

Fox,  Emanuel  E  to  Max  Heller.  102d  st,  No  124,  s  s,  351.7  w  Co- 
lumbus av,  20x100.11.  Dec  20,  1906,  due,  &c,  as  per  bond. 
":  18.56.  22,000  ' 

Same  and  Wm  Dann  with  same.  Same  property.  Subordination 
agreement.     Dec  20,  1906.     7:1856.  nom 

Five  Boroughs  Realty  Co  to  Charles  Griffen  et  al  trustees  Samuel 
Willets  (Caroline  W  Frame  Trust).  35th  st.  No  151,  n  s,  208.4  e 
7th  av.  runs  n  98.9  x  e  16.8  x  n  1.3  x  e  50  x  s  100  to  st  x  w  66.8 
to  beginning.     Dec  19,  5  years,  5%.     Dec  20,  1006.     3:811. 

100,000 

Same  to  same.  Same  property.  Consent  to  above  mort.  Dec  19. 
Dec  20,  1906.     3:811.  

Same  to  same.  Same  property.  Certificate  as  to  above  mort.  Dec 
19.      Dec   20,   1906.     3:811.  

Finlay,  Robert  W  to  John  S  Bussing.  122d  st.  No  219,  n  s,  550 
e  8th  av,  12.6x100.11.  Given  in  place  of  mort  dated  Jan  20, 
1888.     Dec  15,  3  years,  5%.     Dec  20,  1900.     7:1928.  9,00<J 

Foster,  Fredk  P  trustee  Sarah  E  Youmans  with  American  Mortgage 
Co.  Bowery,  No  272.  Subordination  mort.  Dec  14.  Deo  19, 
1906.     2:507.  nom 

Fos_ter,  Fredk  P  Individ  with  American  Mortgage  Co.     Bowery,  No 


272.     Subordination  mort.     Dec  14.     Dec  19,  190<i. 
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Fitzsimmons,  James,  of  Dobbs  Ferry,  N  Y,  to  Julius  J  Lyons.  89th 
St.  No  113.  n  s,  225  w  Columbus  av,  25x100.8.  P  M.  Dec  14. 
3  years,  5%.     Dec  17,  1006.     4:1220.  18,000 

Same  to  same.  Same  property.  P  M.  Prior  mort  ifl8,000.  Dec 
14.  3  years,  5%.     Dec  17,  1906.     4:1220.  7.000 

Same  to  same.  Same  property.  P  M.  Prior  morts  $25,000. 
Dec    14.    1   year,   6%.      Dec   17,   1906.     4:1220.  1.500 

Friedman,  Charles  and  Henry  to  Isidore  Jackson  and  ano.  163d 
st,  Nos  447  and  449,  n  s.  275  e  Amsterdam  av,  75x112.6.  Prior 
mort  $70,000.     Dec  17,   1906,  demand,  6%.     8:2110.  15,400 

Friedman,  Chas  and  Henry  to  TITLE  GUARANTEE  &  TRUST 
CO.  163d  st,  Nos  447  and  449,  n  s.  275  e  Amsterdam  av,  2 
lots,  each  37.6x112.6.  2  morts,  each  35,000.  Dec  17,  1906, 
due,  &c,   as  per  bond.     8:2110.  70,000 

Fleischmann  Realty  &  Construction  Co  to  TITLE  GUARANTEE  & 
TRUST  CO.  Audubon  av,  e  s,  98.9  n  175th  st,  51.1x95x59x 
— .     Dec  6.  due,  &e,  as  per  bond.     Dec  17,  1906.     8:2132.      11,000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Dec  6.     Dec  17,  1906.     8:2132.  

Fifth  Avenue  and  Eighteenth  Street  Realty  Co  to  Chas  A  Gould. 
Wall  st,  Nos  64  and  66,  n  s,  140  w  Pearl  st,  runs  n  100.2  x  w 
.50.11  X  s  98.6  to  Wall  st,  x  e  50.10  to  beginning.  P  M.  Prior 
mort  $250,000.      Dec   14,  190<j.     5  years,   5%.      1:40.  260,000 

Friedland.  Koppel  to  Abraham  A  Silberberg.  62d  st.  No  214.  s  s, 
225  w  Amsterdam  av,  25x100.5.  Prior  mort  $14,000.  Dec  10.  2 
years,   6%.      Dec    14,    1900.      4:11.53.  gold,   3,000 

Fitzgerald.  Frank  T  to  EMIGRANT  INDUST  SAVINGS  BANK. 
Riverside  Drive,  No  341,  e  s,  34.11  n  106th  st,  runs  n  24  x  e 
89  x  s  13.3  X  w  25.2  x  s  0.4  x  w  7.7  x  n  0.4  x  w  14,11  x  s  5.4 
X  w  43.5  to  beginning.  Dec  13,  3  years,  5%.  Dec  14,  1900. 
7:1892.  35,000 

Same  to  Thekla  Hofmann.  Same  property.  Prior  mort  $35  000. 
Dec  13.  2  years,  6%.     Dec  14.  1900.     7:1892.  5.0tM3 

Gruenstein,  Benj  M  and  Joseph  L  B  Mayer  with  Nathan  Raynes 
and  Barnet  Lipshitz.  Broome  st.  No  .53.  Agreement  to  raise 
new  mort  for  $25,000,  and  cancel  old  morts  tor  $17  (XlO  and 
$8,000  respectively.      Dec   15.     Dec   18,   1906.     2:326.  nom 

Greenbaum,  Leo  S  and  Morris  Kreisler  to  David  Levy  and  ano. 
7th  av.  Nos  2169  to  2177,  s  e  cor  129th  st.  No  166,  99.11x75. 
Building  loan.  Prior  mort  $121,000.  Dec  17,  due  June  1,  1907, 
6%.     Dec  18,  1906.     7:1913.  35,000 

Gutmann,  Emil  and  Henry  and  Henry  C  Frank  exrs  Adelaide  Gut- 
mann  to  Daniel  A  Davis  and  ano  trus  for  Arvilla  R  Appleton  will 
Orris  K  Eldridge.  8th  st,  Nos  23  and  25,  n  e  s,  3.55.9  n  w  5th 
av,  50x93.11.     Dec  19.  1906.  5  years.  4y2%.     2:.572.  35,000 

Goldberg,  Jacob  and  Max  Smith  to  Leavitt  J  Hunt.  Amsterdam 
av,  Nos  1428  and  1430.  w  s,  62.5  s  131st  st,  37.6xlW.  Dec  18, 
3  years,  5%.     Dec   19,   19(M1.     7:1985.  37,<KK> 

Goldberg,  Jacob  and  Max  Smith  to  National  Assn  of  Audubon 
Societies  for  the  Protection  of  Wild  Birds  and  Animals.  Am- 
sterdam av.  No  1432.  w  s,  24.11  s  131st  st,  37.6x100.  Dec  18. 
3  years,  —  %.     Dec  19,  190(5.     7:1085.  30,000 

Goldstein,  Albina  to  Anna  E  Schmidt  et  al  exrs,  &c,  Henry  W 
Schmidt.  2d  av.  No  1879,  s  w  cor  97th  st.  No  238,  25  11x75  Dec 
19,   1906,  3  years.   5%.     6:1046.  18,000 

Gordon,  Bernard  to  FARMERS  LOAN  &  TRUST  CO.  Madison  av. 
No  1881  (old  line),  s  e  cor  122d  st,  19x100.  Dec  19,  19W),  3 
years,  — %.     6:1747.  18,000 

Gordon,  Bernard  to  Isaac  Bernstein.  122d  st,  s  e  cor  of  Madison 
av.  No  1881,  100x19.  Prior  mort  $18,000.  Dec  19  1906  2  years, 
5%%.     6:1747.  l,.r,oo 

Greenbaum,  Louis  and  Geo  and  Wilhelmina  Fuhr  with  Edgar  Whit- 
lock  exr  Fannie  E  Wright.  Bayard  st.  No  61,  s  s,  272.2  w  Bow- 
ery,   2,5.x90.      Subordination    agreement.      Dec    20,    1906.      ]:!(«. 

nom 

Greenbaum,  Louis  and  Geo  and  Isaac  Silverberg  et  al  with  same. 
Same  property.  Subordination  agreement.  Dec  18.  Dec  20 
100(5.     1:163.  nom 

Griswold,  James  R,  of  Sheepshead  Bay,  N  Y,  with  TITLE  INSUR- 
ANCE CO  of  N  Y.  Hester  st,  No  84.  Subordination  mort.  Dec 
5.     Dec  20,  1906.     1:.3(X).  nom 

Grun,  Simon  to  Martha  G  Stout.  5th  st.  No  407.  n  s,  125  s  e  from 
n  e  cor  1st  av,  25x97.     Dec  20,  1906,  5  years,  5%.     2:433.    23,000 


Goldfein,  Barnet  with  American  Mortgage  Co  and  Wm  Jay  as 
exr,  &c,  Mary  E  B  Field.  Madison  st,  Nos  321  and  323,  n  e 
cor  Gouverneur  st.  No  32,  37.1x73.9x37.1x74.  Agreement  as  to 
consent  to  subordination  of  mort,  &c.  Dec  19.  Dec  20,  1900. 
1:16/.  nom 

Goodman,  Samuel  to  Benj  and  Louis  Nieberg.  127th  st.  No  132, 
s  s,  60  w  Lexington  av,  3o.l0x99.11x35.11x99.11.  Prior  mort 
$33,(X)0.     Dec  19,  1  year,  6%.     Dec  20.  1906.     6:1775.  12,000 

Same  to  same.  Same  property.  Prior  mort  $45,000.  Dec  19,  de- 
mand, 6%.     Dec  20,  190(5.     6:1775.  8,000 

Goodman,  Samuel  to  American  Mortgage  Co.  127th  st,  No  132, 
s  s,  (55  w  Lexington  av,  35.7x99.11.  Dec  19,  3  years.  514%.' 
Dec   20,    19(Mi.      6:1775.  -^i'jm 

Goldfein,  Barnet  and  Abraham  C  Weingarteu  and  Paul  Chopak  with 
Wm  Jay  exr  Mary  E  B  Field.  Madison  st,  Nos  321  and  323. 
Subordination  agreement.     Dec  19.     Dec  20,  1906.     1:267.  nom 

Glickman.  Solomon  with  Samuel  Arnhoff.  27th  st.  No  311,  n  s, 
]37.(i  e  2d  av,  37.6x98.9.  Extension  mort.  Dec  10.  Dec  18,  1906! 
.>:.)3.5.  nom 

Goldfein,  Barnet  to  Wm  Jay  exr,  &c,  Mary  E  B  Field.  Madison 
st,  No  321,  n  e  cor  Gouverneur  st,  No  .32,  37.1x73.9x37.1x74. 
Dec  19,  5  years,  5%.     Dec  20,   19(M5.     1:2(57.  48,000 

Goldberg,  Jacob  and  Max  Smith  to  Simon  Shapiro.  Amsterdam 
av,  Nos  1422  to  1426,  w  s,  24.11  n  130th  st,  75x100.  Prior  mort 
$77,(XR).  Dec  18,  due  Mar  1,  1!:M.»7,  3%,  and  if  not  paid  at  that 
date,  6%.     Dec  19,  1906.     7:1985.  12.375 

Greenbaum,  Louis  and  Geo  to  Edgar  Whitlock  exr  Fannie  E  Wright. 
Bayard  st.  No  61,  s  s,  272.2  w  Bowery,  25x90.  5  years,  5%. 
Dec   20,    19(M;.      1:163.  27,000 

Gates,  Emanuel  S  to  Abraham  A  Levin.  101st  st.  No  56,  s  s, 
1.50  e   Madison  av,   20x100.11,     Sept   18,  4  years,  6%.     Dec  17, 

i;XH5.   6:i(i(:H;.  5,000 

Gould,  Charles  A,  Portchester,  N  Y.  to  EQUITABLE  LIFE  AS- 
SURANCE SOCIETY  of  the  U  S.  Houston  st.  Nos  1  to  9,  s  w 
cor  Broadway.  Nos  t5(K5  to  609.  l()3x.52;  Houston  st.  Nos  11  and 
13,  s  s,  103  w  Broadway.  46.10x77.  Dec  14,  due  Jan  1,  1909. 
4»^%.     Dec  17,  1906.     2:. 512.  270,000 

Grossman,      William     with     LAWYERS     TITLE     INSURANCE      & 
TRUST  CO.      119th  St.  No  2,  s  e  cor  5th  av,  8.5x25.     Subordina- 
tion  mort.     Dec  7.      Dec   15,   1900.     0:1745.  nom 
Gussaroff.    Ellas    to    MUTUAL    ALLIANCE    TRUST    CO.      144th   st, 
Nos   561   and  563,   n   s,   1(30  e   Broadway.   50x99.11.      Prior  mort 
$.50,0(10.     Dec   15,   1  year,  6%.     Dec  17.   190<5.     7:2070.          15.000 
Gehring,   Henrietta   to   Louisa  Alsfeld  et   al   extrx   Antony   Reisert, 
99th  st,  Nos  48  and  50,- s  s,  2.50  e  Columbus  av.  2  lots,  each  25x 
100.11.     2   morts,   each  $20,000.     Dec   13,  due,  &c,   as  per  bond. 
Dec   14,  19(J6.     7:1834.                                                                         40,000 
Gundlich,    Henrietta   widow   to   John   A   Stewart   et   al   trustees   of 
LIVERPOOL  &  LONDON  &  GLOBE  INS  CO  in  N  Y.     2d  av.  No 
14(50,  e  s,  52.2  s  77th  st.  25x8S.9x25.\88.8.     Aug  10,  3  years,  5%. 
Dec   14.   1900.     5:1451.                                                                           5,000 
Horowitz,    Hyman  with   LAWYERS  TITLE  INSURANCE  &  TRUST 
CO.     146th  St.  Nos  514  to  520,  s  s,   ISO  w  Amsterdam  av,   120x 
99.11;   146th  st,  s  s,  100  w  Amsterdam  av,  12(5x99.11.     2  subor- 
dination  agreements.      Dec   19.     Dec  20.   1906.      7:2077              nom 
Same   with   Abijah   M   Dederer.      Same   property.     2   extensions   of 

mortgage.      Dec  19.     Dec  20,   1906.     7:2077.  nom 

Hoass.  Charles  to  Isabella  Heimath.  106th  st,  No  7,  n  s,  100  w 
Central  Park  West,  25x100.11.  5  years,  5%.  Dec  20 
1!K)6.     7:1842.  24,000 

Hoffman,  Francis  P,  Ridgewood,  N  J,  to  TITLE  GU.4RANTEE  & 
TRUST  CO.  Lexington  av.  No  463,  e  s,  40  n'45th  st,  20x70.6. 
P  M.  Dec  19.  due.  &c,  as  per  bond.  Dec  20.  1906.  5:1300.  20,000 
Hawthorne  Apartment  Assn,  a  corpn,  to  MUTUAL  LIFE  INSUR- 
ANCE CO  of  N  Y.  .59th  St.  Nos  120  to  130,  s  s,  .300  w  (ith  av, 
runs  w  70.6  x  s  15  x  e  0.4  x  s  85.5  x  e  76.2  x  n  100.5  to  begin- 
ning. Dec  20,  1906,  due,  &c,  as  per  bond.  4:1011.  1.50,000 
Same    to    same.      Same    properly.      Certificate    as    to    above    mort. 

Dec  15.     Dec  20.  ]!KM5.     4:1011.  

Haight,  Helen  D  W  wife  of  and  Fredk  A  to  Geo  W  Muller  and 
ano  trus  Levin  R  Marshall.  128th  st.  Nos  272  to  276,  s  s,  125  e 
8th  av.  62.0x99.11.  Dec  1.  due  Jan  1,  1912,  5\.  Dec  20  1906. 
7:1933.  30,000 

Hastorf.  Charlotte  and  Lena  Salmanovitz  with  David  J  King  et  al 
exrs    Edw   J    King.      Broome   st.   No   77,   s   s,   55   e   Columbia  st, 
24.8x100      Subordination  agreement.     Dec  20,  IftOO.     2:331.       nom 
Haims.    Louis   to   .\merican   Mort    Co.      04th  St.   No  412.   s  s.  200  e 

1st  av,  25x100  5.     Dec  20.  1906,  5  years,  5%.     5:1458.  18,(X)0 

Same  and  Jonas  Weil  and  ano  with  same.     Same  property.     Subor- 
dination   agreement.      Dec   20.    1906.      5:14.58.  nom 
Harvey,     Edw,     of    Succasunna,     Morris    county,    N    J,     to    Joseph 
J   Corwin.      451  h   si.   No  411,  n  s.   152  w  9th  av,  24xllX).4.     P  M. 
Prior    mort    $l(»,CKXl.       Dec    17,    2    years,    6%.       Dec    19,    1900. 
4:10.55.                                                                                                                 3,900 
Herring,    Joseph    to    LAWYERS    TITLE    INSURANCE    &    TRUST 
CO       Av   C,   No   104,   s   e  cor  7th  st.   Nos  2.32  and  234,  22.8x83. 
Dec  IS.  .'i  years.  ')7,.     Dec  19,  1906.     2:37(i.                               28,000 
Hawley,  Jeanie  M   to  Geo  G  De  Witt  and  ano  trustees  Cornelia  A 
Atwill       10th   st,   -No  37,   n   s,  .381.4   e  0th  av,  24.6x94.10.     Dec 
19,  1900,  3  years,  5%.     2:574.                                                          20.000 
Haims.    Louis    to    COMMONWEALTH    INSURANCE    CO.      04th    st, 
No  410,  s  s,  181  e  1st  av,  25xl(X).5.     Dec  20,  1906.  5%.     5:14.58. 

17,500 
Same  and  Jonas  Weil  and  ano  with  same.     Same  property.     Subor- 
dination agreement,      Dec  20.   1906.     5:14,58  nom 
Harris.   Sarah  with  UNION  TRUST  CO  of  N  Y.     1st  av.  No  1375. 
s  w  cor  74th  st,  Nos  356  and  .358,  23x60.     Subordination  agree- 
ment.     Dec   11.      Dec   18,   1906.     5:1448  nom 
Harris.    Cecelia    to    Louis    Lese.      95th    st.    No    17(5,    s    s,    263.9   e 
Lexington    av,    18.9x1(50.8.      P    M.      Prior   mort   .$7,250.      Dec    1. 
3  years,   6%.     Dec   18,   1906.     5:1523.                                             3,750 
Hershfield.   Levi    N   to   MUTUAL  LIFE   INS  CO  of  N  Y.      113th  st, 
s  s,  200  w  Amsterdam  av,  KXlxlOO.ll.     Dec  18.  1906,  due,  &c,  as 
per   bond.     7:1885.                                                                                30,CKX) 
Hershfield.   Levi   H   to  MUTUAL  LIFE  INS  CO  of  N  Y.     113th  st, 
n   s,   225   w   Amsterdam  av,   75xl(X).ll.      Dec   IS,   1906,   due,  &c, 
as   per  bond.     7:1885.                                                                          24,000 
Heider,   Lillian  E  to  Sarah  E  Carr.     121st  st.  No  520,  s  s,  225  e 
Pleasant  av,  runs  s  80  x  e  1.5  x  s  20.11  x  e  21.7  x  n  100.11  to 
st,   X   w  23   to   beginning.     Dec  3,  3  years,  — %.     Dec   15,   1906. 
6:1817.                                                                                                   6,000 
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Hochstim.  Adolph  to  Josephine  V  Lincoln.  21st  st.  No  22,  s  s. 
370  w  5lh  av,  25x92.  Dec  13,  1  year,  5%.  Dec  17,  1906. 
3:822.  45.000 

Hackett,  Anne  to  Wm  R  H  Martin  and  ano.  33d  st,  No  237.  n  s, 
203.4  w  2d  av,  18.4.x98.9.  Dec  15,  3  years,  5%.  Dec  17,  190G. 
3:914.  12,000 

Healy,  Anna  L  to  EMIGRANT  INDUST  SAVINGS  BANK.  Green- 
wicli  st.  No  183,  e  s.  abt  42  s  Dey  st,  25.11x50.3x25x61.6  n  s. 
Dec   14,   WOO,  3  years,  5%.     1:61.  25,000 

Hackett,  Mary  A  to  Wm  R  H  Martin  and  ano  trustees.  85th  st. 
No  77,  n  s.  70  w  Park  av,  19.6x102.2.  Dec  15,  3  years,  57c. 
Dec  17,  1906.     5:1497.  16,500 

Hulberg,  Fricderick  to  BROADWAY  SAVINGS  INSTITUTION  of 
City  N  Y.  St  Nicholas  av,  Nos  231  and  233,  w  s,  abt  116  n 
121st  St.  runs  w  128  x  n  50.5  x  e  96.11  to  av  x  s  59.3  to  be- 
ginning.    Dec  15,  1  year,  41/2%.     Dec  17,  1906.     7:1948.  30.000 

Hudnut  Realty  Co  to  U  S  TRUST  CO  of  N  Y.  29th  st,  Nos  115 
and  117  East.  Certificate  as  to  mort  $110,000.  Dec  11.  Dec 
14,   1900.     3:885.  

Hudnut  Realty  Co  to  U  S  TRUST  CO  of  N  Y.  29th  st,  Nos  115  and 
117.  n  s,  150  w  Lexington  av,  50x98.9.  Dec  14,  1906,  due,  &c, 
as  per  bond.     3:885.  110,000 

Harris.  Cecelia  to  Henry  R  Wood.  Lexington  av,  No  1C08,  w  s, 
34.7  s  102d  st,  16.7x75.  Nov  1,  3  years,  5%.  Dec  14,  1906. 
6:1029.  7.000 

Hirsh.  Annie  to  Addison  Brown  exr  Chas  H  Noyes.  Park  av.  No 
19S0,  n  w  cor  133d  st,  Nos  65  and  67,  24.11x86.     Dec  14,  1906, 


o  years,  o"; 


6:1758. 


14.000 


Isaacs,  Barney  to  LAWYERS  TITLE  INS  &  TRUST  CO.  1st  av, 
No  1227,  n  w  cor  60th  st,  Nos  343  and  345,  50x75.  Nov  7,  due 
Mar  23,  1911,  5%.     Dec  18,  1906.    5:1441.  59,000 

Same  and  Harris  and  Ely  Maran  with  same.  Same  property.  Sub- 
ordination mort.     Oct  19.     Dec  18,  1906.     5:1441  nom 

.lacobson.  Joseph  to  B«nj  Schmiedler.  ISSth  st,  Nos  8  to  12,  s  s, 
120  w  5th  av,  125x99.11.  Prior  mort  %— — .  Dec  17,  demand, 
6%.      Dec    18,    1906.      6:1735.  10,000 

Same  with  David  Levy  and  ano.  Same  property.  Agreement  as 
to  amount  owing  on  mortgasc     Dec  17.     Dec  18,  1906.     6:1735. 

nom 

Jacobs,  Samuel  K  to  John  A  Stewart  et  al  as  trustees  of  the 
LIVERPOOL  &  LONDON  &  GLOBE  INS  CO  in  N  Y.  84th  St. 
No  25,  n  s.  368  w  Central  Park  West,  32x102.2.  Sept  18,  3  years, 
5%.      Dec    15,    1906.      4:1198.  gold,    32,500 

Jager,  Susan  to  Katharina  Vetter.  Eldridge  st.  No  229,  w  s,  81.6 
n  Stanton  st,  18.6x.50.  Dec  3,  5  years,  5%..  Dec  14,  1906.  2:- 
422.  10,009 

Jones,  Eliza  G  wife  of  Fredk  W  Jones  to  N  Y  SAVINGS  BANK. 
68th  St.  No  67.  n  s,  100  e  Columbus  av.  22x100.5.  Due,  &c,  as 
per  bond.      Dec   14.   1906.    4:1121.  25.000 

Jacob,  Philipina  C  wife  of  and  August  to  Clarence  Woodcock  and 
ano  exrs  Wm  P  Woodcock  (2d).  149th  st.  No  527,  n  s,  317  w 
Amsterdam  av,  16:6x99.11.     Dec  14,  1906,  3  years,  5%.     7:2081. 

10,500 

Johnson,  Sara  L  to  TITLE  GUARANTEE  &  TRUST  CO.  l?3d 
St.  No  11,  n  s,  225  e  5th  av,  25x100.5.  Dec  20,  1906,  due,  &c. 
as  per  bond.     5:1378.  50,000 

Josephson,  Abraham  and  Jacob  Fridman  to  Robert  P  Lee  and  ano 
exrs,  &c,  Walter  N  De  Grauw,  Jr.  Eldridge  st.  No  70,  e  s,  59  n 
Hester  st,  19.2x50.8.  Oct  23,  4  years,  5%  Dec  19,  1906. 
1:307.  10.000 

Same  with  same.  Same  property.  Subordination  agreement.  Oct 
— ,   1906.     Dec  19,  19(Xi      1:307.  nom 

Kahn,  Harris  to  Jacob  A  Geissenhainer  and  ano  trustees  Henry 
Elsworth.  92d  st,  No  403.  on  map  Nos  403  and  405.  n  s,  94  e 
1st  av,  40il00.8.     Dec  18.  1906.  3  years,  5%.     5:1572.  33,000 

Kahn.  Harris  and  STATE  BANK  with  Jacob  Geissenhainer  and 
ano  trustees  Henry  Elsworth.  92d  st,  Nos  403  and  405,  n  s,  04 
e  1st  av,  40x100.8.  Subordination  agreement.  Dec  18,  190G. 
5:1572.  nom 

Kick,  Elise  F  to  Chelsea  Realty  Co.  92d  st.  No  142,  s  s,  480  w 
Columbus  av,  19.6x100.8.  Prior  mort  $16,000.  Dec  18,  1906. 
1  year,  6%.     4:1222.  .  2.000 

Kick.  Elise  F  to  TITLE  INS  CO  of  N  Y.  92d  st.  No  142,  s  s, 
480  w  Columbus  av,  19.6x100.8.  Dec  18,  1906,  3  years,  5%. 
4:1222.  16,000 

Kaplan,  Julius  to  Henrietta  B  Lighte.  Monroe  st.  No  8,  s  s,  abt 
128  e  Catharine  st,  24.10x52. 10x24.10.\55  w  s.  Dec  17,  due  June 
8.    1910,   5%.      Dec   18.    1906.      1:2.53.  15,000 

.  Klein,  Henry  to  LAWYERS  TITLE  INS  &  TRUST  CO.  Stanton  st. 
No  196,  n  s.  49.10  w  Ridge  st,  25.1x75.  Dec  13,  5  years.  5%. 
Dec  15,   1906.     2:. 345.  22.000 

Same  to  Max  Schwartz.  Same  property.  Prior  mort  $22,000. 
Dec  13,  7  years,  6';.     Dec  15,  1906.     2:34.5.  11.100 

Klein,  Henry  to  LAWYERS  TITLE  INS  &  TRUST  CO.  Stanton 
st.  No  198,  n  s,  25.1  w  Ridge  st,  24.9x75x24.11x75.  Dec  13,  5 
years,  5%.     Dec  15,   1906.     2:345.  21,0(X) 

Same  to  Max  Schwartz.  Same  property.  Prior  mort  $21,000. 
Dec  13.  7  years,   O^i.     Dec  15.   1906.     2:345.  11.100 

Knight,  Margt  to  TITLE  GUARANTEE  &  TRUST  CO.  11th  av, 
No  562,  e  s,  83.9  n  42d  st,  16.8x82  to  c  1  former  Old  Creek. 
Dec   15.  due,  &c,  as  per  bond.     Dec  17,   1906.     4:1071.  5,000 

Kornhauser.  David  to  The  George  Bechtel  Brewing  Co.  Pitt  st. 
No  121.  Saloon  lease.  Dec  13,  demand,  6%.  Dec  14,  1906. 
2:345.  1,200 

Kopp,  SamI  to  Josephine  Eisenhauer  as  extrx  Wm  Eisenhauer. 
2d  av.  No  1636,  e  s,  25  s  85th  st,  25.x8S.  Dec  14,  1906.  Due, 
Jan  1,  1912,  4Vi%.     5:1547.  11,000 

Kraus,  Siegfried  to  Sigmund  Grabenheimer.  8th  av.  No  2119, 
w  s,  75.9  s  115th  st,  25.2x100.  Prior  mort  $20,000.  Dec  12, 
3  years,  6%       Dec  14,  1906.     7:1848.  10,000 

Kurzrok,  Raphael  to  Alice  H  Sturges.  117th  st,  Nos  516  and  518, 
s  s,  173  e  Pleasant  av,  runs  s  100.10  x  e  25  x  s  0.1  x  e  25  x  n 


100.11  to  st  X  w  50  to  beginning.  Dec  20,  1900,  due  as  per  bond, 
6%.      6:1715.  25.000 

Kanter    (R  J)    Co   to   Wm   M   Purdy  and   ano   trustees  John   Purdy 

for  benefit  of  Rosa  M  Jones  for  life.     Water  st.  No  647.  s  s.  2.50 

'      e  Gouverneur  slip,  16.8x70.     Dec  19,  1906,  5  years,  5%.     1:243. 

5,000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Dec   19.    1906.      1:243.  

Same  and  STATE  B.\Nk  with  same.  Same  property.  Subordina- 
tion agreement.     Dee  19,  1906.     1:243.  nom 

Kostiuk,  Goodman  to  Jennie  Kostiuk.  9th  st.  No  724,  s  s,  308  e 
Av  C,  24.11x93.11  Prior  mort  $30,000.  Dec  18,  installs,  — %. 
Dec    19.   1906.      2:378.  notes,   2,130 

Kopta,  Tony  to  TITLE  GUARANTEE  &  TRUST  CO.  15th  st.  No 
425,  n  s,  245  w  Av  A,  25x103.3.  Dec  19,  1906,  due,  &c,  as  per 
bond.     3:947.  18,000 

Keister.  Mary  E  to  NEW  YORK  LIFE  INSURANCE  &  TRUST 
CO  34th  st.  No  140,  s  s,  275  s  e  from  s  e  cor  7th  av.  25x 
98.9.     Dec  19,  1906,  3  years,  41.^%.     3:809.  80,000 

Krulewitch,  Julius  to  Wm  M  Purdy  and  ano  trustees  John  Purdy 
for  Rose  M  Jones  for  lite.  120th  st.  No  225.  n  s,  289.9  w  7th 
av,  34.9x100.11.     Dec  20,   1906,  5  years,  41/2%.     7:1929.      25,000 

Same  and  Searles  Babbitt  and  Harris  Cohn  with  same.  Same 
property.  Subordination  agreement  Dec  3.  Dec  20,  1906. 
7:1929.  .  nom 

Kreinik.  Joseph  and  David  Click  to  Kotzen  Realty  Co.  6th  st, 
Nos  715  to  719,  n  s,  195.3  e  Av  C,  58.3x00.10.  P  M.  Prior 
mort  $58,000.     Dec  15,  5  years,  %^,.     Dec  20,  1906.     2:376.  28,750 

Kaplan  Horace  I  to  Wm  Kent  and  ano  trustees  Marv  G  Ed- 
wards for  Mary  G  Littleton.  SuffoF*  st.  No  56,  e  s,  56.3 '  s 
Broome  st.  lS.9.x50.  Dec  19,  due  Jan  1.  1912.  5%.  Dec  20, 
1906.     2:346.  10,000 

Kahn,  Harris  to  THE  STATE  BANK.  92d  st,  Nos  403  to  413, 
n  s,  94  e  1st  av,  125x100.8.  Prior  mort  $33,000.  Dec  18. 
secures  notes,  O^c.     Dec  19,  1906.     5:1572.  4,000 

Landsmann,  Solomon  M  to  Henry  Gerlach  and  ano  exrs  Philipp 
Gerlach.  Broome  st,  No  2.34,  n  s,  65.6  w  Essex  st,  22x88.6. 
Dec  14,  1906,  5  years,  591.     2:409.  14.000 

Same  to  John  Hassler.  Same  property.  Prior  mort  $14,000. 
;Dcc  14,   1906.  5  years,  6%.     2:409.  8,000 

Lipschitz,  Morris  and  Barnet  Sussman  to  Charles  Griffen  et  al 
trustees  Samuel  Willets  (Walter  R  Willets  trust).  Market  st. 
No  71,  w  s,  85.4  n  Cherry  st,  runs  w  (>0.4  x  n  31.11  x  e  23.3  to 
alley,  x  s  3.7  to  s  s  of  said  alley,  x  e  36.2  to  st,  x  s  27.7  to  be- 
ginning.    Dee  17,  3  years.  5%.     Dec  18,  1906.     1:253.  17,000 

Lipschitz.  Morris  and  Barnet  Sussman  to  Morris  Rose.  Market 
St.  No  71.  w  s,  85.4  n  Cherry  st.  runs  w  60.4  x  n  31.11  x  e  23.3 
to  an  alley,  x  s  3.7  x  e  36,2  to  Market  st,  x  s  27.7  to  beginning, 
all  right  to  alley.  Prior  mort  $17,000.  Dec  17,  due  Oct  15. 
1910,   6%.     Dec  18.   1906.     1:2.53.  7,000 

Lipschitz,  Morris  and  Barnet  Sussman  to  Geo  Strause.  Market 
st.  No  71,  w  s,  85.4  n  Cherry  st,  runs  w  60.4  x  n  31.11  x  e  23.3 
to  alley,  x  s  3.7  jc  e  36.2  to  Market  st,  x  s  27.7  to  beginning.  P 
M.  Prior  mort  $25,000.  Dec  17,  due  June  30,  1908,  6%.  Dec 
IS,    1906.      1:253.  2,150 

Lese,  Louis  to  M  Adele  Smith  and  ano  exrs,  &c,  Samuel  Smith. 
82d  st.  No  414,  s  s.  256.6  e  1st  av,  25x102.2.     P  M.     Dec  17,  3 


years,  ov 


Dec  18,  1906.     5:1561. 


11,000 


Lederer,  Josephine  to  TITLE  GUARANTEE  AND  TRUST  CO.  Am- 
sterdam av.  No  414,  w  s,  27.2  s  80th  st,  25x100.  Dec  17,  due, 
&c,  as  per  bond.     Dec  18,  1906.     4:1227.  27,000 

Levy,  Julius  with  M  Adele  Smith  and  ano  exrs  Saml  Smith.  Lex- 
ington av,  Nos  1635  and  1637.  Two  subordination  agreements. 
Dec  18.  1906.     6:iaSl.  nom 

Lands  Purchase  Co  to  Margt  O  Sage.  Wall  st,  Nos  37  to  43,  s  s, 
107.6  w  William  st,  runs  s  49.8  x  s  67.7  x  w  3.2  x  w  13.6  x  s 
2xw3xnlxw  19.11  x  s  4.8  x  w  41.5  x  n  13.8  x  e  5.11  x  n 
57.9  X  e  4.1  x  n  59.6  to  Wall  st,  x  e  61.1  to  beginning.  Dec 
18,  lOCW,  due   Feb  1,   1910,  4%%.     1:26.  1,500,000 

Same  to  same.  Certificate  to  above  mort.  Dec  15.  Dec  18, 
190(1.     1:26.  • 

Lowenthal,  Lisetta  wife  of  Lucian  and  Herman  Israel  to  Wm  R 
Wilder  et  al  trustees  John  Baird.  121st  st,  No  229,  n  s,  374.10  w 
7th  av,  25x100.11.  Dec  17,  due  Dec  1,  1909,  5%.  Dec  18,  1906. 
7:1927.  20.000 

Lawrence,  Gustavus  L  to  LAWYERS  TITLE  INS  &  TRUST  CO. 
11th  st,  Nos  210  and  212.  s  s,  19.5  e  Waverly  pi,  38.10x54. 
Dec   11,   due  June  .30.   1911,  4%%.     Dec   15.  1906.     2:613.     15,000 

Lambert,  Saml  W  to  John  T  Willets  guardian  of  estate  Josiah  M 
Willets.  35th  st.  No  128,  s  s.  102.4  w  Lexington  av,  23.10  x 
abt  98.9x22.7x98.9.  Dec  14,  3  years,  4%%.  Dec  15,  1906. 
3:890.  24.000 

Lamport,  Nathan  and  Saml  Blumenthal  and  Carrie  Levy  with 
LAWYERS  TITLE  INS  AND  TRUST  CO.  Madison  av,  Nos  1.501 
and  l.oaS,  s  e  cor  103d  st.  No  50.  50.11x100.  Subordination 
agreement.      Nov   26.      Dec   15.   1906.     6:1608.  nom 

Lefkowitz.  Meyer  to  Julius  Pressman.  Av  C.  Nos  210  and  212, 
s  e  cor  13th  st.  No  700,  50.\62.3.  June  15,  3  years,  6%.  Dec 
17,  1906.     2:.382.  10,000 

Lese,  Louis  with  Catharine  Sutorius.  74th  st.  No  343,  n  s,  200  w 
1st  av,  25x98.     Extension  mort.     Oct  2.     Dec  14,  1906.    5:1449. 

nom 

Ledermann,  Karl  and  Rose  Kitzinger  to  LAWYERS  TITLE  INS 
AND  TRUST  CO.  55th  st.  No  532,  s  s,  325  e  11th  av,  25x100.5. 
Dec  14,  1906,  5  years,  5%.     4:1083.  14.000 

Lipman,  Samuel  to  Matilda  W  Bruce.  Av  A,  Nos  170  and  172, 
s  e  cor  11th  st.  No  500,  40x75.6.  Dec  14,  1906.  5  years,  5%. 
2:404.  56,000 

Lamport,  Nathan  to  LAWYERS  TITLE  INS  AND  TRUST  CO. 
Madison  av,  Nos  1.501  and  1503,  s  e  cor  103d  st.  No  50.  50.11x 
100.      Oct  29,   due   April  7,   1910,   5%.     Dec  14,   1906.     6:1608. 

85,000 


The  tezt  of  these  pages  Is  copyrlghtecl.     All  rights  are  reserred.    Notice  Is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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Lipman,  Saml  to  Max  Gold.  Av  A,  Nos  170  and  172,  s  e  cor 
11th  St,  No  500,  40x75.6.  Prior  mort  $50,000.  Dec  1-t,  1900, 
demand,   6%.      2:404.  29,777 

Lippraann,  Israel  to  DRY  DOCK  SAVINGS  INST.  lOSth  st.  No 
322.  s  s,  3.35.8  e  2d  av,  runs  s  125  x  e  14.3  to  c  1  (ormer  Har- 
lem Creek,  x  n  e  26  x  n  110  x  w  39.3  to  beginning.  All  title 
to  gore,  adj   on  s  e  s.     Dec  14,   1906,  5  years,  5%.     6:1670. 

36,000 

Lippmann,  Israel  to  DRY  DOCK  SAVINGS  INST.  108th  st,  s  s, 
257.1  e  2d  av,  2  lots,  each  39.3x125.  2  morts,  each  $36,000. 
Dec  14,   1906.     5  years,  5%.     6:1679.  72,000 

Lordi,  Pernetti  and  De  Respiris  Construction  Co  to  Bliz  H  Hoar. 
116th  st.  No  350,  s  s.  125  w  1st  av,  10.8x100.11.  Dec  5,  3 
years,  5%.     Dec  19,  1906.     6:1687.  8,000 

Same  to  same.  Same  property  Certificate  as  to  above  mort. 
Dec   10.      Dec   19,   1006.      (i:1687,  

Lordi,  Pernetti  and  De  Respiris  Construction  Co  to  Emma  Hahne 
as  life  tenant  will  Julius  Hahne.  116th  st.  No  348,  s  s,  141.8 
w  1st  av,  16.8x100.11.  Dec  5,  3  years,  5%,  Dec  19,  1906. 
6:1087.  S,.563.84 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Dec   10       Dec   19,   1906.     6:1687  

Lapp,  Michael  to  Selmar  Hess.  Spring  st.  No  41,  n  s,  50.6  e 
Mulberry  st,  25  3x119.3x25x113  6.  Dec  19,  due  Oct  29,  1909, 
4%%.     Dec  20.   1906.     2:494.  17.500 

Lissner.  Jacob  L  to  Geo  N  Kanenbley.  .5Sth  st.  No  211,  n  s,  180 
e  3d  av,  25x100.5.  P  M.  Dec  1.5,  3  years,  5%.  Dec  20,  1906. 
5:1332,  12,000 

Lordi,  Pernetti  and  De  Respiris  Construction  Co  to  Gmma  Hahne 
116th  st.  No  346.  s  s,  158.4  w  1st  av,  16.8x100.11.  Dec  5,  3 
years,  5%.     Dec   19,   1906.     6:1687.  8,500 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Dec   10.      Dec   19,    1906.     6:1687.  

Lotz,  Henry  to  Louis  Knieriem.  Av  C,  No  24,  e  s.  abt  100  n  2d 
st,  25x92.10.  Leasehold  All  title.  Dec  20,-  1906,  due  Jan  1. 
1910.  6%.     2:372.  2,0<X) 

Lipschitz,  Morris  and  Barnet  Sussman  with  John  T  Willets  as 
treasurer  Schofield  School  Fund.  Market  st.  No  73,  w  s,  58  7  n 
Cherry  st,  26.9x60  4x26.11x60.4.  Extension  mort,  Dec  17.  Dec 
19,  1906.     1:253.  '  nom 

Luckmann.  Adolph  to  Elizabeth  Hillenbrand.  95th  st.  No  10<>, 
s  s,  125  w  Columbus  av,  25x100.8.  P  M.  Prior  mort  $20,000. 
Dec  19,  1  year.  —%.     Dec  20,  19(.K5.     4:1225.  2,000 

Levy,  Marks  and  Annie  his  wife  and  Morris  Levinson  and  Minnie 
his  wife  to  American  Mortgage  Co.  Market  st.  No  16,  e  s,  75  s 
East   Broadway,   25x86.      Dec    19,    1906,   3   years,    5%,      1:282. 

24,000 

Levy,  Louis  to  N  Y  Central  &  Hudson  River  Railroad  Co.  Park 
av,  Nos  1652  and  1654,  s  w  cor  117th  st.  No  70,  .50.,5.x90.  Prior 
mort  $18,000.  Dec  13,  due,  &c,  as  per  bond.  Dec  20,  1900. 
6:1622.  7,000 

Livingston,  Wm  to  Fredk  Grune.  90th  st.  No  118,  s  s,  253  w  Co- 
lumbus av,  26.6x100.8.  P  M.  Dec  18,  due  July  15,  1907,  5%, 
Dec  19,  i;X)6.     4:1220.  3,000 

Mercantile  Trust  Co  with  Walter  E  Maynard.  40th  st.  No  116 
East.     Extension  mort.     Dec  18.     Dec  19.  lt)06.     3:895.  nom 

McDaniel,  Mary  J  to  James  E  McLarney.  98th  st.  No  44,  s  s.  120  e 
Madison  av,  2.5x100.11.  Dec  18,  due,  &c,  as  per  bond.  Dec 
19,  1906.     6:1603.  2,000 

Morasco,  Donato  to  Jetter  Brewing  Co.  111th  st,  Nos  215  and  217 
East.  Saloon  lease.  June  14.  demand,  6%.  Dec  19,  190<1. 
6:1061.  962 

Manzione,  Vincenzo  to  Alice  Bullowa.  114th  st.  No  304,  s  s,  80  e 
2d  av.  20x100.11.  Dec  15,  due  Sept  1,  1908,  6%.  Dec  19. 
190<!.     6:1685.  2.500 

Mandelbaum.  Harris  and  Fisher  Lewine  with  Eliz  H  Hoar.  116th 
st.  No  .3.50  East.  Subordination  agreement.  Dec  14.  Dec  19, 
1006.     6:1687.  nom 

Mandelbaum.  Harris  and  Fisher  Lewine  with  Emma  Hahne  life  ten- 
ant. llOlh  st,  Nos  34(!  and  348  East.  2  subordination  agree- 
ments.    Dec  14.     Dec  19,  1006.     6:1(587.  nom 

Macmillan  Co  to  Stephen  C  Clark.  .5th  av.  No  66,  w  s.  .51.10  s 
13th  St.  25.0x115,  right  of  way  over  10  ft  alley.  Dec  19,  1906. 
due.  &c,  as  per  bond.     2:576.  70,000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort.  Dec 
19,   1906.     2:576.  

McCormack.  Isabella  and  Annie  Ormiston  to  Wm  H  Rolston  and 
ano  trus  Rosewell  G  Rolston.  69th  st.  No  118,  s  s,  162  w  Co- 
lumbus av,  18x100.5.     Dec  20,  1906,  3  years,  — %.     4:1140. 

22.000 

Morks,  Thos  F  and  Anna  I  and  Jacob  J  Carpenter  guardian  Elwin 
F  Carpenter  with  Camilla  M  Waldron.  121st  st.  No  404,  s  s, 
100  e  1st  av,  25x100.11.  Release  of  priority  of  mort.  Dec  20 
lOCMI.     (kISOS.  nom 

Muller,  Louisa  to  Frederick  Von  Der  Heide.     10th  av.  w  s,  75.5  n 

51st    St.  25x100.      Prior  mort   $ .      Dec   19,   due,   &c    as   per 

bond.     Dec  20.   liXIO.     4:10,SO.  2.000 

Margulies,  Lazar  and  Bernard  to  Harris  M  Cohen.  25th  St.  Nos 
224  and  22(;.  s  s.  25S.7  w  2d  av,  40x98,0.  Dec  17,  5  years  67,. 
Dec   18,   1906.     3:005.  14„500 

Margulies,  Lazar  and  Bernard  to  Harris  M  Cohen.  25th  st  Nos 
220  and  222.  s  s,  298.7  w  2d  av,  40x98.9.  P  M.  Prior  mort  .$41. 
000.      Dec    17,    5    years,    6%.      Dec    18,    lOOti.      3:905.  16,.500 

Marks,  Fredk  W  lo  Sylvester  Pope.  22d  st.  No  1.59,  u  s  143  9' e 
7th  av,  21.10x98.9.  Dec  5,  3  years,  414%.  Dec  IS,  1(K16  3-- 
798.  12,000 

Meyerson,  Charles  S  to  Anna  M  Goebel.  114lh  st.  No  83.  n  s,  .55 
w  Park  av,  25x100.11.  Dec  18,  1900,  due,  &c,  as  per  bond  6- 
1020.  18,500 

McKettrick,  Catharine  heir  Maria  Colahan  to  William  Brandt.  Av 
B,  No  135,  e  s.  70.6  s  9th  st,  23.6x93.  Vi  part.  Dee  17  due 
June  17,  1907,  5<7r.     Dec  18,  1906.     2:391.  500 

Meyer.  John  to  TITLE  GUARANTEE  AND  TRUST  CO.  102d  st. 
No  114,  a  B,  200  w  Lexington  av,  25x100.11.  Dec  14*  due,  &c 
as  per  bond.     Dec  15,  1906.     6:1629.  15  000 


Merida  Realty  Co  to  Joseph  Liebenthal  et  al.  112th  st,  Nos 
.39  and  43.  n  s,  2.50  e  Lenox  av,  2  lots,  each  50x100.11.  2  PM. 
morts,  each  $15,500.  Dec  17,  5  years,  6%.  Dec  18,  1906.  6:- 
1596.  31,000 

Meyer  (Louis)  Realty  Co  to  M  Adele  Smith  and  ano  exrs,  &c, 
Saml  Smith.  Lexington  av,  Nos  1635  and  1637,  e  s,  50.11  n 
103d  st,  2  lots,  each  25x95.  2  morts,  each  $13,000.  Dec  18. 
1906,    5    years,    5%.      6:1631.  26,000 

Same  to  same.  Same  property.  Two  certificates  as  to  above 
morts.      Dec  18,  1906.     6:1631.  

Montague.  Kate  to  Jacob  Marx.  129th  st.  No  304,  s  s,  100  w 
8th  av.  25.x99.ll.     Dec  14,  2  years,  —%.     Dec  15,  1906.     7:19.55. 

3,500 

McGrath,  Eliz  lo  Daniel  F  Mahoney.  134th  st,  No  220,  s  s,  250 
w  7th  av.  25x9!).]  1.  Prior  mort  $16,000.  Dec  15,  1906,  5  years, 
(i%.      7:1939.  5,750 

Mcryash,  Louis  to  LAWYERS  TITLE  INS  AND  TRUST  CO.  156th 
st,  n  s,  435.9  e  Broadway,  39.3x99.11.  Dec  14,  3  years,  5%. 
Dec  15,  1906.     8:2115.  38,500 

Morning  Telegraph  Co  to  HUDSON  TRUST  CO.  Certjficate  as  to 
mortgage  or  deed  of  trust  dated  Dec  1,  1906.     Dec  15,  1906.      

McCormick,  Ralph  T  to  HUDSON  TRUST  CO.  11th  av.  No  496,  n 
e  cor  39th  st.  No  5.55,  24.9x100.  Prior  mort  $10,815.  Dec  14. 
due   Mar   14,   1907,   6%.      Dec   15,   1906.     3:711.  4.000 

Machiz.  Ida  to  CITIZENS  SAVINGS  BANK.  Grand  st,  Nos  200 
and  2112.  n  w  cor  Mott  st,  Nos  151  to  1.55,  .51.4x51.9  and  48  9 
x.50xl(V>.l.  P  M.  Dec  15,  duo  May  15,  1012,  5%.  Dec  17. 
1906.     2:471.  gold,   100,000 

McCord,  Wm  M,  of  Noroton,  Conn,  and  Esther  E  McCord,  of 
Ossining,  N  Y.  and  Minnie  E  Schwarzwaelder,  of  Ossining,  N  Y, 
and  Clara  B  Elliott,  of  Ossinins;.  N  Y,  to  NEW  YORK  TRUST 
CO.  73d  st,  No  US.  s  s,  179  w  Columbus  av,  21x102.2.  Dec 
12,  3  years,' 414%.     Dec  17,  1000.     4:1144.  20,000 

Mayer,  Samson  to  Archibald  M  Maclay  and  ano.  76th  st.  No  47, 
n  s.  107.6  e  Madison  av,  12.6x102.2.  Prior  mort  $17, .500.  Dec 
15,  due,  &c,  as  perbond.     Dec  17,  1906.     5:1391.  2. .500 

Madison  Avenue  Reformed  Church  to  NEW  YORK  SAVINGS 
BANK.  1st  av.  Nos  1094  to  1100,  s  e  cor  60th  st.  No  400,  75. 3x 
WX),     Dec  17,  1006,  1  year,  41/2%.     5:1454.  15,000 

Mahlmann.  Fredk  G  to  Elihu  Root  and  ano  trustees  Henry  H 
Cook.  27th  St.  Nos  132  to  142,  s  s.  380  w  6th  av.  120.\98.9.  P 
M.      Nov   20,   due   Jan   15,    1911,   4%%.      Dec   14,   19U6,     3:802, 

185.000 

Mason,  Wm  R  to  Morris  Badt  and  ano.     3Sth  st,  Nos  319  and  321, 

n  e  s.  250  n  w  8th  av.  46.x9S.9.     P  M.     Prior  mort  $ .     Dec 

14.    1906,    2   years,    6%.      3:763,  3,000 

Marks,  Fredk  W  with  John  A  Aspinwall  and  ano  trustees  Bes- 
sie Aspinwall  will  of  Wm  H  .\spinwall.  87th  st.  No  52  East. 
Extension   mort.      Nov   27.      Dec   14,    1906.      5:1498.  nom 

Mosher,  Martha  B  to  Charles  Griffen  et  al  trustees  Saml  Willets. 
145th  St.  Nos  524  and  .526.  s  s,  325  e  Broadway,  50x99.11.  Dec 
14.   1906.     5  years,  5%.     7:2076.  60,000 

Mayer,  Sophie  and  Jennie  Wormser  to  Minnie  Levy.  147th  st. 
No  287.  n  s,  .5.50  w  7th  av,  25.x99.ll.  Prior  mort  .$21,500.  Dec 
1,   due   May   1,   1908,   0%.      Dec   14,    1906.      7:20.33.  1.125 

Morris,  Henry  and  Pinkus  Nathan  and  Albert  Sklarek  to  Scholle 
Bros.  3d  av.  Nos  2028  to  20.34.  s  w  cor  112th  st.  Nos  178  to 
184.  100.10x100.  Given  in  place  of  a  P  M  mort  dated  Feb 
2.8,  1906.  Dec  13.  due  Mar  1,  1909,  4V4%.  Dec  14,  1906.  6:- 
1639.  100,000 

Marder,  Gustav  to  Fleischmann  Really  and  Construction  Co.  7th 
av,  Nos  2517  and  2519,  s  e  cor  146th  st,  40x100.  P  M.  Prior 
mort    $60,000.      Dec    13,    3   years,   0%.      Dec    14.    1906.      7:2014. 

14  500 

Margarita.  Alberto,  Donato  Boffa  and  Donato  Di  Sesa  to  Saml 
P  Savage.  Mott  st.  No  lOO,  e  s,  abt  178  n  Canal  st,  25x94.  Dec 
12.  due  Dec  1,  1911.  5%.     Dec  14,   1906.     1:204.  22,500 

Maybeck,  Bernard  K  and  Stefan  Pelger  to  Eliz  M  Cauldwell.  70th 
St.  No -416.  s  s.  265  e  1st  av,  26x100.5.  Nov  1,  3  years,  4%%. 
Dec    14.    19(.)6.     5:1464.  14,.500 

Nechols,  Henry  and  Saml  Blumenstock.  N  Y.  and  Solomon  Blu- 
menstock,  Brooklyn,  N  Y,  to  Phoebe  A  D  Boyle  and  ano  exrs 
John  Boyle.  31st  st,  Nos  4.50  to  4.54,  s  s.  141.8  e  10th  av.  50x 
104.3x.50.2xl08.S.  P  M.  Oct  24.  due  June  5,  1009,  5<;;>  Re-re- 
corded from  Dec  8,  1906.     Dec  15,  1906.     3:728.  23.000 

Nash.  Isabel  C  to  Emma  H  Brinckerhoff.  5th  av.  No  290.  w  s,  74.1 

n  30th  st,  24.8x125.     Prior  mort  $ .     Aug  4,  due  Feb  4,  190S, 

6%.     Dec  17,  1906.     3:832.  5.000 

Noakes,   Geo  to  Walter  S  Gurnee  et  al  trustees  for  Delia  B  Gur- 
nee  will  Walter  S  Gurnee.     Claremont  av,  s  w  cor  127th  st.  No 
Dec    14,   due   Feb   8.    1910,   4%%-      Dec    18, 


(MIO,    150x91. 

7:1994 
Same    and    Chas    Hensle    with    same       Same 

tion   a,i;rceraent.      Dec   17.      Dec   ^S.    1906. 
NrwmarU.  Joseph  to  Joseph   Isear.  1.59th  si. 

100   e    Broadway.   2    lots,   each  .'57.6x99.11. 

fHK).      2  prior  morts.  .$(i5,000  each. 

14.    1906.      S:211.S. 


properl  v. 
7:1904. 


1906 

200,000 

Subordina- 

noni 

Nos  .571  and  57.3,  n  s, 

2PM   morts,   $10,- 

Dcc   11,  3  years,   6%.     Dec 

20,000 

Orlans,  Nathan  and  Isaac  Salmanowitz  to  Wm  L  Conyngham.  9th 
st.  No  337.  n  s.  175  w  1st  av,  25x92.3.  Dec  IS,  1!X)6,  due  Jan 
1,    1912,   5%.      2:451.  23,000 

Same    to    Morris   P  Joachim   with   same.      Samo   properly.      Subor- 
dination  asre<'ment.      Dec    18.   1906.      2:451.  nom 
Orentlv,    Abraham    lo    Clil'lon    C    Marshall.       17th    st.    No    34,    s    s, 
49(i.6   n   w   5th   av,   2*^.6x92.      P   M.     Prior   mort   $110,000.      Dec 
17.    190(1,   3  years,   67c.     3:818.                                                        10,000 
One    Hundred    and    Seventy-three    Madison    Avenue    Company    to 
Henry  R  Taylor.     Madison  av.  No  173,  e  3,  49.4  n  33d  st,  24. 8x 
100.     P  M.     Deo  14,  2  years,  5%,     Deo  17,  1900.     3:863.      25,000 
Prlemer,   Chas  W  to   Henry  Nechols  and  ano.     17th  st.   No  443, 
n  s,  250  e  10th  av,  25.x92.     Prior  mort  $17,000.     Dec  15,  2  years, 
5H%.     Dec  17,  1900,     3:715.                                                       2,000 


Tbs  text  of  thai*  pafe^  li  copyrighted.     All  lights  are  reietrad.      Notice  li  hereby  (ive'n  that  In'frltigement  will  lead  to  prosecution. 


ic66 


Mortgages 


RECORD      AND      GUIDE  Manhattan       December  22,  1906 


KING'S  WINDSOR  CEMENT 

rc-^  Plastering  Walls  and  Ceilings 


Clastic  in  ils  nature,  can  t  j  a-  l.-i  with  25  per 
c^x.t.  Lcs  la  jar  a. .J  h^s  1-  -■  1 -r  c. ^t.  more  cov= 
ering  capacity  than  a/.y  other  similar  material 

J.  B.KING  4  CO.,  No.  1  Broadway,  New  York 


Patterson.  Edw  to  Wm  P  Dixon  and  ano  trustees,  &c,  Camilla  W 
Moss  39th  St.  No  1:24.  s  s.  ll.i.l  w  Le.xington  av,  19.11x98.0. 
Dec   17,   1901),  ;i  years,  4^^%.     3:894,  j2G,500 

Palace  Garage  Co  to  Gustavus  L  Lawrence.  80th  st.  s  s,  2.)0  w 
Amsterdam  av,  48.3x102.2.  P  M.  Prior  mort  $210,000.  Dec 
ir.,  due  Jan  1.  1912,  57c.     Dec  17,  IfKXi.     4:1227.  7.i.0(X) 

Same  to  same.  Same  property.  Building  loan.  Prior  mort 
$285,000.     Dec  14,  due  Jan  1,  1012,  5%.     Dec  17,  1908.     4:1227. 

40.000 

Peters.  Henrv  G  with  TITLE  GUARANTEE  &  TRUST  CO.  90t_h 
St  No  2(57  West.  Subordination  agreement.  Dec  (j.  Dec  li, 
190(>.     4:1238.  "^m 

Pigueron.  Geo  H  and  (Wm  G  in  bond  onl.v)  to  John  J  Vause. 
Union  sq.  No  32,  e  s,  2(i  s  Kith  st,  2(;xl25;  16th  st.  No  104,  s  s, 
125  e  Union  sq,  25x103.3:  Kith  st.  No  10<j.  s  s,  150  e  Union  pi, 
21x1(13.3.     Dec   1,   demand,   (i%.     Dec   17,   190(i^_  3^871.  5,<X)0 

Ph^ 
st 


elps  Cath  A  to  TITLE  GUARANTEE  AND  TRUST  CO.  West 
!t,  No  71,  e  s.  108  s  Carlisle  st,  25x87.10x25x88.7.  Dec  17, 
Jue,  &c,  as  per  bond.     Dec   19,  190(i.     1:55.  10.000 

Pigueron,  Wm  G  to  Alfred  E  Brand.  Pearl  st.  No  59,  n  s,  abt 
45  e  Broad  st.  23.5x112.1  to  Stone  st.  No  24,  x— xll2.2,  as  now 
in  possession:  Pearl  st.  No  (il,  n  s,  abt  70  e  Broad  st,  22.7x—  to 
Stone  St.  No  2(i,  xlO.Ox — .  Dec  19,  due  July  1,  1909,  (5%.  Dec 
20,    r.ioti.      1:29.  l.aOO 

Parr.  John  to  Wm  Volk  guardian  Nicholas  Volk  and  ano.  8th  av, 
Nos  23li3  and  23(i5,  s  w  cor  127th  st.  Nos  300  and  3o2,  runs  s 
40  11  X  w  KJO  X  n  29.5  x  n  e  22.3  to  st  x  e  91.3  to  beginning. 
Dec   1,  3  years,  41/0%.      Dec  20.   190(1.     7:1953.  37,(X)0 

Pardee,  Frances  G  widow  to  Cath  Cooper.  Madison  av.  No  74, 
w  s  49.7  s  28th  st,  24.7x95.  Dec  19,  due,  &c,  as  per  bond. 
Dec '20.  1900.     3:857.  25,000 

Pitshke.  Evelyn  A  to  Edmund  Hendricks  and  ano  trustees  Fanny 
Hendricks  for  benefit  Edilh  Hendricks.  50th  st.  No  544,  s  s, 
5,50  w  10th  av,  25.(1x100.5.     Dec  19.  1900,  3  years,  5%.     4:1078. 

Peterson,   Peter  A   to   County  Holding  Co.     54th  st.   No   10(3,   s  s. 

07.0  e   4th   av,   22.0x78.5.      P   M.      Dec   14,   1906.      2  years,   5%. 

5:1308.  26,(X)0 

Pfeiffer,  Felix  to  Sara  Welt  Kakela.     Madison  av,  No  943,  e  s,  84 

n  74th  st,  10.8x75.     Dec  13,  due,  &c,  as  per  bond.     Dec  14,  1900. 

5:1380.  25,000 

Proudman,  Edward  H  to  Francis  C  Huntington  trustees  for  Alexa 

C  Bowden.     Bank  st.  Nos  108  and  110.  s  s,  117  w  Greenwich  st, 

runs  s  w  72  5  X  e  20.3  x  n  e  12  x  n  00  to  Bank  st,  x  w  31.3  to 

beginning.     Dec  17,  due  Mar  10,  1908,  5%.     Dec  18.  1906.     2:()34. 

Pabst,  Christian  to  Albert  J  Milbank  an  ano.  trustees  for  Sophia 
M  Young  will  Samuel  W  Milbank.  54th  st.  No  450.  s  s,  175  e 
10th  av,  25xl(X>.5.  Nov  8,  due  July  8,  1910,  4V4%.  Dec  18, 
19(10.      4:KKi3.  ^i?'^^ 

Portland  Realty  Co  to  Nathan  Applebaum.  liCth  st,  n  s,  KX)  w 
Amsterdam  av,  170x —  to  177th  st;  also  described  as  plot  be- 
gins 220.10  n  175th  st  and  100  w  Amsterdam  av,  runs_n  380.2 
xw  —  xs  —  -xe  170  to  beginning,  except  part  for  17(ith  and 
177th  St.  Prior  mort  $123  (XK).  Dec  12,  due  April  15,  1907, 
6%.      Dec   14,   1900.     8:2132  12,500 

Quackenbush.  Abraham.  Frances  L  and  Vesta  and  Eliz  Q  Hol- 
combp  to  Townsend  Wandell  and  ano  trustees  for  Edward  W  C 
Arnold  will  Richd  Arnold.  S7th  st,  Nos  230  to  238.  s  s,  322.5 
e  3d  av  5  lots,  each  17.5xlO(X8.  5  morts,  each  $7,(X10.  Dec  1, 
3  years,  4%%.     Dec  18.   190(!      5:1532.  35,000 

Quackenbush,  Abraham,  Frances  L  and  Vesta  and  Eliz  Q  Hol- 
combe  to  Townsend  Wandell  and  ano  trustees  for  Edwd  W  C 
Arnold  will  Richd  Arnold.  87th  st.  Nos  222  to  22(>,  s  s,  252.9 
e  3d  av,  3  lots,  each  17.5x100.8.  3  morts,  each  $7,000.  Dec  1, 
3    years,    4i/>%.       Dec    18,    1900.      5:1532.  21,000 

Rice,  Clarence  C  to  TITLE  GUARANTEE  AND  TRUST  CO.  Irv- 
ing pi  No  83,  w  s,  25  n  19th  st,  25x105.8.  Dec  13,  due,  &c,  as 
per  bond.      Dec   10,   l'J(J(i.     3:875.  20,(XI0 

Rosner.  liyman  to  Isidor  Koplik.  Mangin  st.  No  29,  w  s,  150  n 
Broome  st  25x100.  Prior  mort  $20,(XIO.  Dec  13,  5  years,  6%. 
Dec  19,  ISXKl.     2:322.  15,000 

Redfleld,  Emma  B  and  Anna  M  Balen  to  American  Mortgage  Co. 
Bowery    No  272,   w  s,   abt   138  s  Houston  st,  25xV.  block.     Dec 

,  14.  4  years.  -W'Z-     Dec  19.  IIKKI.     2:507.  18,(X.10 

Rice,  Jeannie  D  to  METROPOLITAN  TRUST  CO.  Irving  pi.  No  81, 
n  w  cor  19th  st,  25x105.8.     Dec  13.  due,  &c,  as  per  bond.     Dec 

19,  1000.     3:875.  10.000 
Reed.  Lilian  E  to  Alice  M  Beck.     83d  st.  No  118,  s  s,  175  w  Co- 
lumbus  av    25x102.2.      Dec    18,   demand,    without   interest.      Dec 
10,   10(H1.     4:1213.  3,125 

Rosenbloom,  Jacob,  David  Rosenblum  and  Harris  M  Cohen  to 
Apollo  Realty  Co.  115th  St.  No  243,  n  s,  110  w  2d  av,  38.8x 
KlO.ll:  n5th  St.  No  241.  n  s,  148.8  w  2d  av.  42.8x100.11;  115th 
st,  Nos  237  and  2;CT,  n  s,  191.4  w  2d  av,  38.8x100.11.  Prior 
mort   $149,000.     Dec   19,   installs,  0%.     Dec  20.  100(3.     6:10(i5. 

12,000 

Rosenbloom,  Jacob  and  David  Rosenblum  and  Harris  M  Cohen  to 
Matilda  J  Rogers.  115th  st.  No  243,  n  s,  110  w  2d  av,  38.8x 
100.11.     Dec  10,  5  years,  5%.     Dec  20,  10(Mi.     (i:l(i(i5.  39,0(X» 

Ro.senbloom.  Jacob,.  David  Rosenblum  and  Harris  M  Cohen  to 
Apollo  Realty  Co.  115th  st.  Nos  237  to  243,  n  s,  110  w  2d  av. 
3  lots,  together  in  size  120xl(X).ll.  3  morts,  each  $10,000.  3 
prior  morts,  aggregating  $119.(XiO.  Dec  10.  1  year,  0%,  Dec  20, 
190(3.     (i:Ki(i5.  .30,000 

Rogers  Homer  A  to  Wm  H  Rolston  and  ano  trus  Rosewell  G  Rol- 
ston.     Lenox  av.  No  341,  w  s,  20  n   127th  st.  20x100.     P  M.      Dec 

20,  190(3,  3  years,  — %.     7:1912.  15,000 
Rosenbloom,    Jacob,    David    Rosenblum    and    Harris    M    Cohen    to 

Frances  S  Vogel  guardian  Dorothy  B  Shepard.  115th  st.  No  241, 
n  s  148.8  w  2d  av.  42.8x100.11.  Dec  19,  3  years,  5%.  Dec  20, 
1000.     0:1(305.  41,000 

Rosenbloom,  Jacob,  David  Rosenblum  and  Harris  M  Cohen  to 
Gulian  C  Fagan.  115th  st,  Nos  237  and  230,  n  s,  191.4  w  2d  av, 
388x100.11.     Dec   10,   5  years,  5%.     Dec  20,   1000.     0:1065. 

39.000 

Raab.  Geo  to  Harvey  Martin.  Canal  St.  Nos  106  to  110,  s  w  cor 
Forsyth  st,  Nos  25  to  29.  74x75.  Prior  mort  $135,000,  Dec  20, 
1900,  1  year,  6%.    1:291,  15,000 


Rosenbaum.  Max  I,  Brooklyn,  N  Y,  to  Anna  M  Goebel.  8th  st. 
Nos  318  and  320.  s  s.  308.4  e  Av  B,  30.8x07.6.  Given  in  place 
of  mort  dated  Jan  5,  1904.  Dec  14,  due.  &c,  as  per  bond.  Dec 
15.    10(Xi.      2:300.  41.000 

Rogers.  Henry  P,  Nathaniel  P  and  John  B  and  Chas  D  Fuller  trus- 
tees Nathaniel  P  Rogers  to  John  A  Stewart  et  al  trustees  of 
LONDON,  LIVERPOOL  &  GLOBE  INS  CO  in  N  Y.  Wall  st.  No 
100,  n  e  cor  Front  st.  Nos  ll.j  and  117,  runs  n  .54.1  x  e  45  x  s 
e  10.4  X  s  51.11  to  Wall  st,  x  w  50.0  to  beginning.  Dec  1,  3 
years.  41/2';.     Dec   15,   1000.      1:37.  gold,  40,000 

Rogers.  Henry  P,  Nathaniel  P  and  John  B  Rogers  and  Cbas  D 
Fuller  as  trustees  Nathaniel  P  Rogers  to  John  A  Stewart  et  al 
trustees  of  the  LIVERPOOL  &  LONDON  &  GLOBE  INS  CO  in 
N  Y.  South  St.  No  38.  n  s,  abt  20  w  Old  slip.  10.5x64.(ixl8.9x 
(!4.0;  South  st.  No  39.  n  w  cor  Old  slip,  19.6x64.4x20.2x65.6; 
Old  slip.  No  31.  w  s,  19.5x58.2x20x.58.6.  Dec  5,  3  years,  414%. 
Dec    15.    1!)00       1:34.  gold.  20.000 

Rinaldo.  Louis  to  LAWYERS  TITLE  INS  AND  TRUST  CO.  2d 
av,  No  22(38,  e  s,  74.11  n  116th  st.  26x100.  Dec  14,  2  years, 
4%%.     Dec  15,  190(3.     0:1(388.  11,500 

Same    and    Louis    Lese    with    same.      Same    property.      Subordina- 
tion  agreement.      Dec   14.      Dec   15,   191X5.     6:1688.  nom 
Roth.  Wm  and  Josef  to  Clara  Saltzman.     6th  st.  No  505,  n  s,  100 
e   Av  A,   25x00.10.     Leasehold.     All  title.     Dec  15.   installs.  6%. 
Dec  17.   1!M)6.     2:402.                                                                              1.450 
Raser.    Josephine    H    and    Jane    A    Hennessy    trustees    Danl    Hen- 
nessy    to    NEW    YORK    LIFE    INSURANCE    &    TRUST    CO.      3d 
av,   Nos  04(i  and  948.   s  w  cor  ,57th  st.   Nos  160  and  162,  50.5x 
9.5.     Dec  17.  1906.  3  years,  4%.     5:1311,                                      42,000 
Robertson.    Morton    E.    Englewood.    N    J,    to    Cornelius    Huth    and 
ano.     125th  st.  No  307.  n  s.   130  w  8th  av,  20xKX>.     Prior  mort 
$19,(KI0.     Nov  15,  due,  &c,  as  per  bond.     Dec  17,  19(X5.     7:19.50. 

2.500 
Rosenthal,   Marcus   with   Wn,  J  Farrell  exr,   &c,  Leocadie   Farrell. 
14th  St.  No  4.32,  s  s,  410  e  1st  av,  2.5x94.2  to  c  1  Old  Stuyvesant 
St.    x29.10xll0.6.      Subordination   mort.      Dec   6.      Dec   IS.    ItKDC. 
2:441.  nom 

Rosenberg,  Louis  to  Saml  Klar  and  ano.  Av  B.  No  62,  w  s,  72.0 
n  4th  st,  24x100.  P  M.  Prior  mort  ?31,000.  Oct  15,  3  years, 
0%.      Dec    18.    1900.      2:400.  5,340 

Ranch,  Wm  and  Esther  wife  of  Isaac  Ranch  to  John  A  Stewart 
et  al  as  trustees  of  The  LIVERPOOL,  LONDON  &  GLOBE  INS 
CO  in  N  Y.  2d  av.  No  1324.  e  s.  2.5.5  s  70th  st,  2.5x74.  Dec 
17.    3   years.    5%.      Dec   18.    19W1.      5:1444.  14.ax» 

Same   to   Sophie  Rueth  et  al.     Same   property.     P  M.     Prior  mort 

$13,0(:k>.     Dec  15,  7  years,  6%.     Dec  18,  1906.     5:1444.  9,000 

Rakow,  Wm  to  Israel  Schneittacher.  8th  av.  No  2074,  e  s,  49.11 
n  142d  st,  2.5xl(M>.  P  M.  Prior  mort  $25,(XI0.  Dec  17,  3  years. 
6%.     Dec  18,  190(^i.     7:2028.  10,000 

Rubin,  Isidore  and  Kalman  to  TITLE  GUARANTEE  AND  TRUST 
CO.  121st  St.  No  4.34.  s  s.  224.11  w  Pleasant  av,  25.8x100.11. 
Dec  17.  due,  &c,  as  per  bond.  Dec  18,  1906.  6:1808.  lp.O(X) 
Romanelli,  Pascal  A  and  Chas  Parrelli  to  Patrick  Farley.  13th 
st.  No  531,  n  s,  245  w  Av  B,  25x103.3.  Dec  6,  5  years,  5%. 
Dec    14.    1006.      2:407.  15,000 

Rees  &  Rees,  a  corporation,  to  American  Mortgage  Co.  39th  st. 
No  2.37,  n  s,  200.9  w  2d  av,  runs  w  10.7  x  n  52.9  x  s  e  2.6  x  n 
47.0  X  e  18.2  x  s  98.9  to  beginning.  Dec  14.  1900.  3  years.  41/,%. 
3:920.  7.500 

Same    to    same.      Same    property.      Certificate    as    to    above    mort. 

Dec   14.   190(5.      3:920.  

Rauth,  Jacob  and  David  Yesky  to  Julia  L  Butterfield.  116th  st. 
No  "^1.52.  s  s.  25  e  Lexington  av.  25x100.11.  Dec  14,  1906,  5 
years,  — %.     6:1643.  gold,  28,000 

Robertson,  James  H  to  Camilla  Williams.  187th  st,  n  s,  100  e 
St  Nicholas  av,  25x94.10.  Dec  13.  3  years,  5%.  Dec  14.  1906. 
8:21.58.  2,500 

Rollnick.  Max  to  Estelle  Potter.  1st  av,  Nos  1880  to  1893,  w  s, 
25.2  s  08th  st,  runs  w  99.0  x  s  0.3%  x  w  0.6  x  s  75.5  x  e  20  x  s 
0.8V4  X  e  80  to  av.  x  n  70.5  to  beginning.  P  M.  Prior  mort 
.$40,000.     Dec  1,  3  years,  0%.     Dec  14,   1900.     6:16(59.  0.5(X) 

Rosner.  Hyman  and  Isidor  Koplik  to  Wm  M  Purdy  and  ano  trus- 
tees John  Purdy  for  benefit  Rose  M  Purdy.  Mangin  st.  No  29, 
w  s,  1.50  n  Broome  st,  2.5xl(.»0.  Dec  30,  1905,  5  years,  5%. 
Dec  14,   l'.KH5.     2:322.  20.000 

Silverman.  Clementine  M  and  Milton  M  firm  C  M  Silverman  &  Son 
to  City  Mortgage  Co.  Amsterdam  av,  Nos  1480  to  1498,  s  w 
cor  134th  st.  No  .500,  100,10  to  n  s  133d  st.  No  .500,  xlOO.     Prior 

mort  .$ .     Dec  12.  demand.  6/'.     Dec  20.  1906.     7:1987.      25,000 

Solomon,  Joseph  to  Camilla  M  Waldron.     121st  st.  No  404,  s  s,  100 

e  1st  av,  25xKl0.11.     Dec  20,  1!HJ(;,  .-,  years,  5%.     0:1808.        12,000 
Silverman,  Hirsch  to  Chas  Griffen  et  al  Samuel  Willets  (Edw  Wil- 
lets  Trust).     118th  st.  No  320,  s  s,  350  e  2d  av,  25x100.11.     Dec 
20.   llXMi,   5  years,  5%.     6:1680.  15,000 

Schmid,  Jacob  to  Harris  D  Colt.  3d  av,  Nos  711  and  713,  e  s, 
(12.0  s  45th  st,  37.6x80.  Dec  20,  1006,  due  Dec  1,  19.il,  4V,%. 
5:1318.  24,000 

Stix,  Fredericka  B  wife  Chas  L  to  Eliz  1  Smith  et  al  trustes  Chas 
W  Smith.  7th  st.  No  30,  s  s,  ltH).3  w  2d  av,  24.5x90.10.  Dec  19. 
3  years,   4V2%.      Dec  20,   KWO.     2:402  29,000 

Same  and  Bertha  Tenzer  with  same.     Same  property.     Subordina- 
tion agreement.     Dec -18.     Dec  20.   19(Ki.     2:462.  nom 
Schlesinger.    Elisabet    to   Frnncis   L  Noble  trustee  Johanna  M  Wil- 
liams.     117th   st.   No   12.   s   s,    125   w  5th   av,   33.4x100.11.     Dec 
20.   lOOii,  5  years,  5%.     0:1(500.                                                        25,000 
STATE    BANK    with    Anna    Schiele.      Madison    av.    No    1605,    n    e 
cor    112th   st.    No   43.   25.5x75.      Subordination   agreement       Dec 
19       Dec   20,   lOOO.     6:1()18.  nom 
Silvermann.    Hirsch   to   Frank   Aug.      118th   st.   No  320,   s  s.   3.50  e 
2d   av.  25x100.11       Prior  mort  $15,000.     Dec  20,  1906,   due  Aug 
14,    1910,   6%.     6:1689.                                                                          3,600 
Scheer,    Bertha   to  John   H   Block.     65th   st.   No  339,   n   s,   200  w 
1st  av,  25x100.5.     P  M.     Prior  mort  $15,000      Dec  15,  3  years. 
0%.      Dec   20.    100(1.      5:1440.                                                               2,.5(X) 
Stewart.    Mary   M    to   Stewart   H    Elliott,     ,59th   st.   Nos  61   to   (55. 
n   s    260  e   Madison   av.  tiOxl(X).5.      Prior  mort  $158,573      Dec 
18,  2  years,  6%.     Dec  19,  1906.     5:1374.                                  15,000 
Same  and  PLAZA  BANi<  with  same.     Same  property.     Subordina- 
tion  agreement.     Dec   19,   1906.     5:1374.                                   nom 


Vl*  tazt  pt  tl)*M  ptgei  U  e*pjTl|bt«d.     All  rlikta  ftr«  raaarral. 


Kotic*  Is  hereby  given  that  tn(rlnfl*meiit  will  1m4  to  proteoutlon. 
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THE  BEST  IN  TELEPHONE  SERVICE 

is  the  system  that  brings  to  each  desk  or  room  of  an  estabHshment  a  telephone  which  may  be  used  for 
intercommunication  within  the  building,  local  communication  in  the  city  and  suburbs,  or  long  distance 
communication  with  any  one  of  the  3,000,000  telephones  reached  by  the  wires  of  the  Bell  system.  The 
above  is  a  description  of  our 

Private  Branch  Exchange  System  of  Telephone  Service 

In  New  York  City  on  the  1st  ol  January ,  1907,  there  were  10 ,000  private  branch 
exchange   systems  in    operation,  -with   an   aggregate  of  over  110,000   telephones. 
For  full  information  regarding  rates,  etc.,  apply  to  nearest  Contract  Office. 

New  York  Telephone  Company 


15  Dey  St.,  90I0  Cortlandt 
I  15  West  38th   St.,   9040  38th 


129   West    125th   St. 
616  East    I50th   St., 


9000  Mgside 
9020  Melrose 


Sherwood,  Sarah  J  and  Louis  ]■',,  of  Sutherland.  Xt-braska,  and 
Ernest  E  Sherwood,  of  Wu.'tsboro,  N  Y,  to  Leonard  Hangen. 
9th  St.  No  3S,  s  s,  227.4  e  University  pi,  25x93.11.  Leasehold. 
Nov   28,   3   years,   0%.      Dec  20,   190(i.     2:560.  6,000 

Salmanovitz,  Lena  to  Bennett  J  King  and  ano  exrs.  &c,  Edw  J 
King.  Broome  st.  No  77,  s  s.  55  e  Columbia  st,  24.8x100.  Dee 
20,   190<).   5  years,  41/2%.     2:331.  15.0(X) 

Solomon.  Jos  with  TITLE  GUARANTEE  &  TRUST  CO.  Orchard 
st,  No  30.  Subordination  agreement.  Dec  13  Dec  19,  1906. 
1:298.  ■  nom 

Schlessinger,  Joseph  and  Hymau  to  WASHINGTON  TRUST  CO. 
Madison  st,  Nos  306  and  oOS,  s  s,  125  .3  w  Gouverneur  st,  39x 
106.x39xl09.5.      Dec   19,   1900,   5   years,  'iy^'i,.      1:268.  45,000 

Solomon,  Max  W  to  TITLE  GUARANTEE  &  TRUST  CO.  Orchard 
st,  No  30,  e  s,  100  s  Hester  st,  25x87.8.  Dec  14,  due,  &c,  as  per 
bond.     Dec  19,  liXMi.     1:298.  27,500 

Stewart,  Mary  M  and  Susman  Weill  with  same.  Same  property. 
Subordination   agreement.      Dec    19.    lUOii.      5:1>'!74.  nom 

Stewart,  Mary  M  to  MUTUAL  LIFE  INSURANCE  CO  of  N  Y 
59th  st,  Nos  61  to  65,  n  s,  SO  w  Park  av,  60x100.5.  Dec  18. 
due,   &c,  as  per  bond.     Dec  19.  190(5.     5:1374.  135,000 

Segalowitz.  Israel  to  Isaac  Edelson  and  ano.  136th  st,  Nos  40 
and  42.  s  s.  25.5  e  Lenox  av,  2  lots,  each  38  9x99.11.  2  morts, 
each  $2,125.  2  prior  morts,  $44,875.  Dec  15,  3  years, 
6%.     Dec  19,   1906.     6:1733.  4,250 

Schwartz,  John  J  to  TITLE  GUARANTEE  &  TRUST  CO.  Am- 
sterdam av,  No  711,  e  s,  .50.8  s  95th  st,  25x92.  Dec  5,  due, 
&c,  as  per  bond.     Dec  19,  1906.     4:1225.  18,000 

Schmeidler,  Benjamin  with  American  Mort  Co.  Amsterdam  av, 
w  s,  25  s  179th  st,  75x100.  Subordination  mort.  Dec  14.  Dec 
19.  1906.     8:2152.  nom 

Shapiro,  Simon  to  Jacob  •Goldberg  and  ano.  Amsterdam  av.  Nos 
1432,  w  s.  24  11  s  131st  st,  37.(ixlOO.  P  M.  Prior  mort  $36.- 
000.     Dec  IS.  G  years,  (>%.     Dec  19,  1906.     7:1985.  16.000 

Shapiro,  Simon  to  Jacob  Goldberg  and  ano.  Amsterdam  tv,  Nos 
1428  and  1430,  w  s.  62.5  s  131st  st,  37  6xl(X).  P  M.  Prior 
mort   $37,000.      Dec   18,   5   years,   6%.      Dec   19.   1906.     7:1985. 

15,000 

Sorrentino,  Felicia  otherwise  Felicia  wife  of  Raffaele  Marazzo  to 
American  Mort  Co.  1st  av,  No  2123.  w  s,  25.11  n  109th  st,  25x 
75.     Dec   19,   10O6,  3  years,  57c-     6:1681.  12,000 

Stamm,  Louis  to  Fleischmann  Realty  &  Construction  Co  7th  av, 
Nos  2.505  and  2507.  e  s.  40  n  145th  st.  39.10xl<»0.  P  M.  Prior 
mort  $40,000.     Dec  12.  3  j'eirs.  6%.     Dec  19.  l',K)G.  7:2014.  12,000 

Schaaf,  Amalie  and  Abraham  Josephson  and  ano  with  Robt  P  Lee 
and  ano  will  Walter  N  De  Grauw,  Jr  Eldridge  st.  No  70. 
Subordination  agreement.     Dec  4.     Dec  19.   1906.     1:307.  nom 

Shain.  Abraham  and  Nahim  Frucks  to  Frank  Hillman  and  ano. 
2Sth  St.  Nos  211  to  215,  n  s.  11S.4  e  od  av,  75x98.9.  Prior 
morts   .$76,000.      Dec   IS,   demand,  6%       Dec    19,    1906.      3:909. 

30,<XI0 

Somerville,  Hannah  M  to  LAWYERS  TITLE  INSURANCE  & 
TRUST  CO.  86th  st.  No  .328.  s  s.  3.50  w  West  End  av.  50x 
102.2.     Dec  17.  3  years,  41/2%.     Dec  19.  1906.     4:1247.  21,000 

Sickles,  Eleanor  M  and  Maud  Stephens  to  Morris  Gumpel.  131st 
st,  No  12.  s  s.  164.7  e  5th  av.  18.2x99.11.  Prior  mort  $7,000. 
Dec    IS.    due   May  30.   1908,   (!%.      Dec   19.   19<J6.      6:1755.       1.100 

Sturtz.  Harris  to  Mary  H  Arnold.  2d  st.  Nos  197  and  199.  s  s, 
80  w  Av  B.  2  lots,  each  24.2x105.5.  2PM  morts.  each  $12,.500. 
2  prior  morts,  each  .$2S,.500.     Dec  20.  1906.  7  years,  6%.     2:.397. 

25,0<X) 

Schreiber.  Isaac  to  Joseph  S  Marcus.  Allen  st,  No  17,  n  w  cor 
Canal  st.  No  73.  7O.x22.9x70x22.11.  P  M.  Prior  mort  $24,000. 
Dec  14.  2  years.  6%.     Dec  15,  1906.     1:.300.  15.500 

State  Bank  with  Anna  M  Goebel.  8th  st,  Nos  318  and  320.  Sub- 
ordination agreement.     Dec  5.     Dec   1.5,   1906.     2:39<J.  nom 

Sarner,  Aaron  and  David  and  Hugo  Cohn  exr  Chas  Thomsen  with 
Philip    Weber   and   ano.      Columbia    st.    No    132.      Subordination 
agreement.      Nov   26.      Dec   14.   1906.      2:335.  nom 

Secor,  Augusta  of  Loudon.  England,  with  Alfred  Blumenthal. 
87th  St.  No  .3.55.  n  s.  100  e  Riverside  Drive.  18x100.8.  Exten- 
sion  mort.      Oct   20.      Dec    11.    1906.     4:1249.  nom 

Silverstone.  .\  Fred  to  Arthur  Freund.  122d  st.  s  s.  100  w  Am- 
sterdam av.  runs  s  9.5.11  x  w  7.5  x  n  5  x  w  2.5  x  n  90.11  to  st. 
X  e  100  to  beginning.  1/2  part.  All  title.  Prior  mort  $124,000. 
Dec    14.   1    year.   (!%.      Dec   15.   1906.      7:1976.  6,«MMI 

Sailors  Snug  Harbor  in  City  N  Y,  a  corporation,  to  Marie  A 
Walter.  8th  st,  Nos  4.S  and  .50  East.  Two  consents  to  two 
mortgages  on   lease,  &c.      Dee   17.     Dec  19.   1906.     2:.548.         

Stegman.  Conrad  and  Charles  G  (0  LAWYERS  TITLE  INSUR- 
ANCE &  TRUST  CO.  2d  av.  No  4.38,  s  e  cor  25th  st  Nos  ."(Ml 
and  302.   24.9xl(l(t.      Dec   IS.   190(i,  :!  years.  4Vi'/n.     3:930.       20,0(10 

Sakolski.  Isaac  to  Harris  Mandelbaum  and  ano.  llOth  st.  Nos 
416  and  418.  s  s.  169.6  e  1st  av,  .■i7.3xl(Hl.ll.  p  M.  Prior 
mort    .$3],(MK).      Dec    17.   5   years,    6%.      Dec    19,    1906.      (J:  1709. 

14, (!()(.• 

Shulsky,  Louis  and  Moses  Feder  to  Max  Rosenthal  and  ano. 
Broome  st.  No  145.  s  w  cor  Ridge  st,  Nos  .35  and  37,  .55x41.6 
P  M.  Prior  mort  %—- — .  Dec  10,  3  yeara,  6%.  Dec  17.  1906. 
2:341.  ,8,000 

Selzer.   Annie  wife   of  and  Simon   to   Pierre  Mali  and  ano  trustees 

.  for  Virginia  Clark  for  life  under  will  Anson  Blake.  Monroe  at. 
No  230.  s  s.  95.7  e  Soaromel  st,  27.4x95.2.  Dec  17,  1906.  5 
years,  5%,     1:201.  22,000 


Sack.-(t,    Kredk    to    Cha.s    P    Bucklev    and    ano    trustees    Samuel    1 

Hunt.     39th  st,  No  4;i2,  s  s.  3.50  e  10th  av,  25x9S.9.     Dec  12,  3 

years,   5%.      Dec   17,    1906.     3:736.  20.000 

Sackett.   Fredk   to  Helen  Wilkins  extrx  John  R  Wilkins.     39th  st, 

No   430,    s   s.   375   e    10th   av,   25x98.9.      Dec    12.   3   years.    5%. 

Dec  17.   1906.     3:7.36.  20,000 

Sheehy.    Edw    C    to    Herherl    G    Streat    trustee    Abram    Beekman. 

84th  St.  No  227.  n   s.  3(15  w  2d  av,  20.4x102.2.     Dec  1,  3  years. 

5%.     Dec  17.  1906.     5:1530.  10,0(X) 

Schmidt.   Herman    A   and   Chas   D   Donahue   to   Wm   H   Steinkamp. 

1st    av.    No    1617.    n   w    cor   84th   st.    No   355.   25x77.10.      P    M. 

Prior    mort    $10,(X)0.      Deo    15,    3    years,    5H%-      Dec    17.    1906. 


:  1.547 


1S.(1(H) 
No  119, 
Dec  17. 

18.0(H) 
s.   191).6 
Dec    14. 

nom 
14th  St. 


Scherz.  Carrie  wife  John  L  to  Geo  W  Striker.  118th  st 
n  s,  265  w  Lenox  av,  20x100.11.  Oct  19,  3  years,  57o. 
1906.     7:1903. 

Stafta.   Joseph    with    Antonio    Staffa.      Mott   .st.    No   102,   e 
n    Canal    st,    25.6x93.11x25.3x93. 11.      Extension    mort. 
Dec  15,  1906.     1:204. 

Salzberg.  Jennie  to  Wm  J  Farrell  exrs  Leocadie  Farrell. 
No  432,  s  s.  419  e  1st  av.  2.5x94.2  to  c  I  former  Stuyvesant  st, 
x29.10xll0.6.  Dec  15,  due  Nov  8,  1910.  5%.  Dec  IS,  190(j. 
2:441.  30.000 

State  Bank  with  AVm  J  Farrell  as  exr,  &c.  Leocadie  Farrell.  14th 
St.  No  432.  s  s.  419  e  1st  av,  25x94.2  to  c  1  Old  Stuyvesant  st. 
and  29.10x110.6.  Subordination  mort.  Dec  6.  Dec  18,  190(i. 
2:441.  nom 

Sadowsky.  Reuben  with  Wm  J  Farrell  exr,  &c.  Leocadie  Farrell. 
14th  st.  No  432,  s  s,  419  e  1st  av.  25x94.2  to  c  1  Old  Stuyves- 
ant St.  x29.10xll0.6.  Subordination  mort.  Dec  13.  Dec  18, 
1906.      2:441.  nom 

Sullivan.  Mary  T  lo  Elizabeth  Weber.  21st  st.  No  213.  n  s. 
192.6  e  3d  av.  21.1.\98.9.  Prior  mort  $23,000.  Nov  28,  3  yrs, 
6%.      Dec   18.   19(.16.     3:902.  7.000 

Stolzenberger,  Ambrose  F  and  Johann  D  Von  Twistern  to  Ed- 
ward B  Amend  and  ano.  8(ith  st.  Nos  327  and  329.  n  s.  26.5  e 
2d  av,  40x100.8.  P  M.  Prior  mort  .$30,(:i0(.t.  Dec  15,  due  Jan  1. 
1908.  6%.     Dec  18.   1906.     5:1.549.  7,000 

Selig.  Moses  to  Frederick  P  Hummel.  Av  A.  No  1743.  w  s,  25.10 
s  Olst  St.  25x94.  P  M.  Prior  mort  $12,000.  Dec  15.  due  Jan 
1,    1917.   6%.      Dec   18,   1906.     5:1570.  6,000 

Selig,  Moses  to  John  Volz.  Av  A.  No  1741.  w  s.  50.10  s  91st  st. 
25x94.  P  M.  Prior  mort  $12,000.  Dec  15.  due  Jan  1.  1917,  6%. 
Dec  18.   1900.     5:1570.  '  6.000 

Smith.  Helen  P  and  Anna  C  wife  of  and  Louis  C  Anderson  to 
John  T  Willets  guardian  Josiah  M  Willets.  Market  st.  No  77. 
n  w  cor  Cherry  st.  Nos  162  to  164.  31.8x60.4x38.1x60.7.  Dec 
18.  1906.  3  years.  5%.     1:253.  30.000 

Salvin.  Tillie  to  Clara  Keller.  Grand  st.  No  212,  n  s.  abt  70  e 
Mott  St.  23.6x100.  P  M.  Prior  mort  $45,000.  Dec  18.  1906.  due 
June    18,    1912.    6   ,.      2:470.         .  6,.500 

Sweigard.  Ida  wife  of  Walter  to  Leon  Levy.  Columbus  av.  No 
390,  s  w  cor  70th  st.  No  100,  76.8x18.6.  Dec  15,  2  years,  0%. 
4:11.50.  5,000 

Seligman.  Charles  and  .Simon  Ellinger  to  Birdie  Wile.  East  End 
av.  No  .81.  or  Av  B.  No  1(J15.  u  e  cor  Sod  st.  No  601.  26.X.S1.  Dec 
18,    190().    3    years.    5',:.      5:1590.  17.000 

Stutz.  Charles  wiih  LAWYERS  TITL^B  INS  AND  TRUST  CO.     119th 
st,   No  2.   s  e  cor  .5th  av.  No   147.5.  85x25.     Subordination  mort. 
Dec  ().     Dec  15.   1906.     6:1745.  nom 

Schlafer.  Peter  lo  American  Mortgage  Co.  115th  st.  No  206.  s  s, 
1.50  e  3d  av.  25x100.11.     Dec  18.   1906.  5  years,  4%%.     6:l(i64. 

16,000 

Staats.  Gustav  to  Jacob  Vetter.  Beekman  pi.  No  25.  e  s.  40.5  n 
.50th  St.  20x100.  P  M.  Prior  mo'rt  $9.0(K).  Dec  14,  1906.  5 
years.  (i%.     5:1362.  3.000 

Strano.  Salvatorc  and  P  Chauncey  Anderson  with  LAWYERS  TI- 
TLE INS  AND  TRUST  CO.  lOGth  st.  Nos  308  and  310  East, 
two   subordination   agreements.     Dec  (>.     Dec   14,   1906.     6:1677. 

nom 

Specialists  Realty  Co  to  Hannah  Sullivan.  ]26th  st.  No  217,  n 
s.  175  w  7th  av.  12.6x99.11.  P  M.  Dec  1,3,  .3  years.  5%.  Dec  14. 
1906.     7:1932.  6.000 

Specialists  Realty  Co  lo  Wm  H  Lane.  126th  st.  No  219.  n  s. 
187.6  w  7lh  av.  12.6x99.11.  P  M.  Dec  1."..  2  years.  5%.  Dec 
14.    190C>.      7:19;!2  6  OOO 

Schmid.  Josephine  to  Hcrnum  11  W  Nesl.age.  KMh  av.  No  .87.5.  n 
w  cor  57th  st.  Nos  501.  25. .5x74.8.  I'  M.  Dec  11.  UMK:,  5  yrs, 
5%.     4:10.86.  .35.000 

Schwiebert.  Fredk  H  and  Marie  S  L  lo  Allhea  R  Ward  Irustpe  (!co 
Rudd.  Lenox  r.v.  .No  .505.  w  s.  26  n  1.35th  st.  27x100.  Dec  14. 
190(>.  3  years,  41/2%.     7:1920.  22.0(10 

Same  to  Chas  H  Reed  and  ano.  Same  propirlv.  Prior  mort  .$22.- 
000.      Dee    14.    1906.    3    years.    5>A%.      7:1920.  S.OOO 

Tekulsky.  Louis,  Caroline,  Nathan  and  M  Warley  Plalzek  exrs.  &c. 
Ceo  Tekulsky  to  TITLE  GUARANTEE  AND  TRUST  CO.  Lex- 
ington av.  Nos  166(i  to  l(.iiO.  w  s.  17.7  s  105lh  st.  50x.55.  Dec 
14,    1!MI6,   due,    &c.   as    per   bond.      6:1632.  12.009 

Tomes.  Eleanor.  Margt  A  and  Isabella  H  to  UNION  TRUST  CO. 
of  N  Y.  .30th  St.  No  5.36,  s  3,  100  e  Lexington  av.  25x.')8.9.  Nov 
28,   due   Dec   1.    1911.   IL^":'.      Dec   14.   1906.     3:8S5.  6.0(X» 

Tissot.  Aline.  Brooklyn,  N  Y.  to  TITLE  GUARANTEE  AND  TRUST 
CO.  Veaey  st.  No  53.  3  s.  abt  155  e  West  Broadway,  25x82.  Dec 
14.  due,  &c,  as  per  bond.     Doc  15,  1900.     1:85,  30,000 


Th«  text  ot  tbeM  paces  U  copyrl(fbte4.     All  rtfliU  fr»   resepred.      Notice  \i  hereby  glvau  that  InfrlDSeroeot  will  lead  to  prosecution. 


io68 


Mortpiffct 


RECORD   AND   GUIDE 


Bronx      December  22,  1906 


Cooper  Iron  Works 

JOHN   COOPER,   PROPRIETOR 

Works :  Emmett  Street  &  Avenue  D,  Newark,  N.  J. 
New  York  Office :  I  Madison  Avenue 


IRON  and  STEEL  WORK 

FOR 

BUILDINGS,  BRIDGES,  &c. 


Tuckman,  Stanislaus  N  to  Anna  M  Goebel.  Sath  st,  No  345,  n  s, 
150  w  1st  av,  25x1012.2.  Given  in  place  of  mort  recorded  June 
14,  1901.     Dec  14,  due,  &c,  as  per  bond.     Dec  15,  1906.     5:1548. 

21,000 

Taylor,  Valentine  to  Chas  Jackson  and  ano.  12th  st,  No  222,  s  s. 
284.10  w  2d  av,  23.4.xlOG.6.  P  M.  Dec  17,  1906,  2  years,  6%. 
2:467.  5,000 

Terminal  Realty  Co  to  TITLE  GUARANTEE  &  TRUST  CO.  34th 
St.  No  137,  n  s,  SO  e  Lexington  av,  runs  n  65  x  e  10  x  n  20  x  e 
7.()  X  s  85  to  st  X  w  17. (J  to  beginning.  Dec  17,  1906,  due,  &c, 
as    per    bond.      3:890.  25.000 

Tropp,  Jacob  with  M  Adele  Smith  and  ano  exrs,  &c,  Saml  Smith. 
Lexington  av,  Nos  1635  and  1637,  e  s,  50.11  n  103d  st,  50x95. 
Subordination   agreement.     Dec   17.     Dec  18,   1906.     6:1631. 

nom 

Telschow,  Wm  to  Rebecca  S  Jacobus  et  al  trustees  Saml  M  Ja- 
cobus. 2d  av.  No  1760,  e  s,  25.2  s  92d  st,  25x80.  Dec  18.  19(M.). 
3  years,  5%.     5:15.54.  18,000 

Tomes,  Geo  to  Saml  Arnhoft.  27th  st.  No  307,  n  s,  100  e  2d  av, 
37.6x98,9.  P  M.  Prior  mort  $36,000.  Dec  10,  4  years,  6%. 
Dec   14,    190(5.      3:933.  14,000 

THE  PLAZA  BANK  with  MUTUAL  LIFE  INSURANCE  CO  of  N  Y. 
59th  St.  Nos  <>1  to  65  East  Subordination  mort.  Dec  19.  Dec 
20.   1006.     5:1374.  "  nom 

Tilson.  Robert  H  to  John  H  Pugh  and  ano  trustees  for  Ellen  E 
Pugh  will  John  A  Haven.  187th  st.  No  611,  n  s,  179.9  w  St 
Nicholas  rv,  20.3x94.10  Dec  18,  5  years,  5%.  Dec  19,  1906. 
8'2168  7  500 

Urban.   Adolph   H    to   Paul    Mayer.      88th   st.    No   217,   n   s,   200  w 

Amsterdam   av.   25x100.8.      Prior   mort   .$ .      Dec   8,   2  years, 

(!%.     Dec    19,    I90G.      4:1236.  6.500 

Utility  Realty  Co  to  LAWYERS  TITLE  INSURANCE  &  TRUST 
CO.  7Sth  st.  No  126,  s  s,  290  w  Columbus  av,  19x96.5xl9x 
96  10.     Dec  19,  1906,  3  years,  4y2%.     4:1149.  18,000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Dec   19,    1906      4:1149.  

Ulmar,  Henry  to  Nelson  S  Weslcott.  16th  st.  No  239,  n  s,  323 
e  Sth  av,  20x100.     Dec  17,  3  years,  5%.     Dec  18,   1906.    3:776. 

9.000 

Varuna  Realty  Co  to  Max  S  Boehm  et  al.  Broadway,  Nos  2240  to 
2244,  n  e  cor  SOth  st,  Nos  223  and  225,  102.2x46.9x102.2x47.10. 

All  title.     Leasehold.     Prior  mort  i .     Sept  28,  5  years,  6%. 

■     Dec   15,   1906.     4:1228.  50,000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Sept  28.     Dec  15,  1906.     4:1228.  

Vitale,  Paul,  Orazio  La  Cagnina  and  Paolo  Tummlnelli  to  New 
Amsterdam  Mortgage  Co.  Elizabeth  st.  No  125,  w  s.  121.3  s 
Broome  st,  25.2x81.3x25.1x81.5.  Dec  18,  3  years,  5%.  Dec  19, 
1906.     2:470.  24,000 

Weintraub,  Morris  P  and  Richd  Schimek  to  Robert  Jackson.  2d 
av.  No  760,  s  e  s.  123.5  n  e  40th  st,  runs  s  e  100  x  n  e  10  10  x  n 
37  3  X  n  w  69.2  to  av  x  s  w  24.8  to  beginning.  P  M  Prior 
mort   $12,000.      Dec    IS,   5  years,   6%.      Dec   19,   1906.      5:1333. 

11,500 

Walter,  Maria  A  to  Thomas  J  Falls  and  ano.  Sth  st.  No  50,  s  s, 
73.6  e  Greene  st.  runs  e  24.7  x  s  .56  x  s  61.10  x  w  24.7  x  n  60.2 
X  n  56  to  beginning;  Sth  st.  No  48.  s  s.  48.10  e  Greene  st.  runs 
e  24.7  X  s  5(>  x  s  60.2  x  w  24  7  x  n  .58.6  x  n  56  to  beginning 
Leasehold.      Dec   10,   1906,  due  Dec   1.   1911,  6%.     2:548.       15,000 

Whiteman.  Mabel  K  to  LAWYERS  TITLE  INSURANCE  &  TRUST 
CO.  9th  av,  s  e  cor  216th  st,  49.11x100.  P  M.  Dec  19,  due 
May  17.   1908,  4y2'-r.     Dec  20,  1906.     8:2196.  6,755 

Whittredge,  Euphemia,  of  Summit,  N  J,  to  Chas  H  Phelps  exr 
Wm  Wall.  Beekman  st.  No  .59,  s  s,  23.9  w  Gold  st,  23.9x109.7 
to  n  s   Ann   st,   No  89  x23.2xl03  9.      %   part       Dec   19,   3  years. 


5%.     Dec  20,  1906.     1:93. 


3.000 


Woods,  Bertha  wife  Geo  to  Clarence  Woodcock  and  ano  exrs  Wm 
P  Woodcock  (2d).  77th  st.  No  231,  n  s,  305  w  2d  av,  2.5x102.2. 
Dec   20,    190(i,   3  years,   5%.      5:1432.  8,000 

Wanderer.  Jennie  to  Abraham  Jachnowitz.  3d  st,  Nos  279  to 
283,  n  s,  SO  e  Av  C.  runs  n  96  x  e  24  x  n  .OlV^  x  e  42  x  s  96.2 
X  w  66  to  beginning.  Prior  mort  $66,000.  Dec  18.  5  years. 
6%.      Dec   20.   190(i.      2:373  15,000 

V/eiil,  Susman  with  MUTUAL  LIFE  INSURANCE  CO  of  N  Y. 
.59th  St.  Nos  61  to  (>j  East  Subordination  mort.  Dec  19.  Dec 
20,   190(5.     5:1.374.  '  nom 

Wise,  Margt  D  with  TITLE  INSURANCE  CO  of  N  Y.  Hester  St. 
No  84.  Subordination  agreement,  Dec  5.  Dec  20,  190(5. 
1:300.  "■  nom 

Wolf,  Victor  E,  Isidor  Rosenberger  and  Louis  J  Feis  to  Fleisch- 
mann  Realty  &  Construction  Co.  7th  av,  Nos  2513  and  2515. 
e  s,  40  s  146th  st,  40x100.  P  M.  Prior  mort  $40,CKX).  Dec  14. 
3  years.  6%.     Dec  15,  1906.     7:2014.  14,000 

Weil,  George  to  J  Philipp  Held.  Av  B,  No  284,  w  s,  15  s  17th  st, 
2.5xl(X).  P  M.  Prior  mort  .*15,0(IO.  Dec  17,  190(5,  due,  &c,  as 
per  bond.     3:974.  6,(XI0 

Wilson.  Isabella  with  TITLE  GUARANTEE  AND  TRUST  CO.  Ve- 
sey  St.  No  .53.  Two  subordination  agreements.  Dec  10.  Dec 
15,   1906.      1:,S.5.  nom 

Whitehead,  Elias  E,  Brooklyn,  N  Y.  to  Florence  E  Pettetrcau. 
37th  st.  No  247.  n  s.  232  e  Sth  av.  18x98  9.  All  title.  Dec  10. 
installs.  6%.     Dec  20.  irHH>.     3:7S7.  600 

Woodbridge  Co  to  John  A  Stewart  et  al  trustees  Isaac  N  Phelps. 
John  st,  Nos  76  and  78,  s  s,  96.6  e  William  st,  runs  s  119.3 
to  n  s  PIatt_  St.  Nos  29  to  33,  x  e  65.6  x  —  121.1  to  s  s  John 
st,  X  w  4.8.7  to  beginning,  all  title  to  boilers,  machinery,  &c. 
Dec  14,  due.  &c,  as  per  bond.     Dec  18,  19(X).     1:68.  425,0(X» 

Weinstein,  Mayer  J  to  Andrew  Wilson  trustee  Chas  E  Fleming. 
103d  st,  No  1.55,  n  s,  2.S9.5  e  Amsterdam  av.  31.2x101x31. lOx 
100.11.     Dec  17,  5  years,  4%%.     Dec  l.S,  1906.     7:1858. 

gold.  26,000 

White.  Clover  Farms,  a  corporation,  to  TRUST  CO  OF  AMERICA. 
133d  St.  No  .50  West.  Leasehold,  also  land  in  Dutchess  County, 
N  Y.  also  all  franchises,  chattels,  &c,  Dec  1,  10  years,  6%. 
Dec   18.   190(5.     6:1730.  gold  bonds  60.000 

Vi'oodbridge  Co  to  John  A  Stewart  et  al  trustees  Isaac  N  Phelps. 
Certificate  as  to  mort  dated.  Oct  29,  1906.  Dec  6.  Dec  18, 
1906.     1:68.  


Wurster.  Frederick  to  Jared  W  Bell.  Lenox  av.  No  327,  w  s,  72. .5 
n  126th  st,  27.6x103.  Dec  15,  3  years,  5%.  Dec  18,  1906.  7:- 
1911.  25,000 

Woltston,  Wm  to  UNION  TRUST  CO  of  N  Y.  1st  av,  No  1375, 
s  w  cor  74th  st,  Nos  .356  and  358,  23.x60.  Dec  17,  5  years, 
iV2%.     Dec   18,   1906.     5:1448.  16,000 

Watchstein,  Hyman  to  Saml  Rosenthal  and  ano.  Eldridge  st. 
No  136.  s  e  s,  abt  125  n  Broome  st,  2.5x87.6.  P  M.  Prior 
mort   $25,000.      Nov   15,   6  years.   6%.      Dec    14,   1906.      2:414. 

13,000 

Wiebke,  Herman  to  TITLE  GUARANTEE  AND  TRUST  CO.  Am- 
sterdam av.  No  9(58,  w  s,  75.5  s  108th  st,  25.6xl(X>.  Dec  14, 
1906.  due,  &c,  as  per  bond.     7:1879.  15,000 

Weil,  Frederica  to  BROADWAY  TRUST  CO.  Park  av.  No  1211, 
e  s,  60.8  s  95th  st,  20x()9.     Dec  14,  1906,  3  years,  5y2%.  5:1523. 

5,000 

Zeman,  Josephine  wife  of  and  Solomon  to  UNION  TRUST  CO  of 
N  Y.  Broome  st,  .No  112.  n  s,  25  e  Willett  st,  25x87.6.  Dec 
19,  6  years,  4%%.     Dec  20,  1906      2:337.  18,000 

BOROUGH   OF  TII£E  BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 
new  Annexed  District   (Act  of  1895). 

Anderson,  Johanna  C  or  Charlotte  J  wife  Carl  E  to  Anna  A 
Schulz.  145th  St.  Nos  719  and  721,  n  s,  301  w  Brook  av,  25x 
100.     Dec  15.  due,  &c,  as  per  bond.     Dec  17,  1906.     9:2290.  4,000 

*Arnold,  Richd  H  to  Geo  Saggs.  Harriet  pi,  w  s,  323.5  n  Eastern 
Boulevard.   75x100.      Dec   10,   1   year,  — %.     Dec   17,   1906.  300 

Adler.  Simon  to  Andrew  Cosgriff.  Crotona  av  (Washington  av), 
n  w  s,  90  n  189th  st,  120x112x131x138,  except  part  for  av.  P  M. 
Dec  4,   2  years,  5%.     Dec   15,   IfMJO.     11:3091.  7,500 

Anstey  Construction  Co  to  American  Mortgage  Co.  167th  st,  n  s, 
100  w  Prospect  av.  120x125.    1  year,  5%.  Dec  18,  1906.  10:2680. 

12,000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Dec  15.     Dec  IS,  1906.       10:2(580.  

Aronson,  Harry  and  Isaac  Goldovitz  to  MUTUAL  LIFE  INS  CO 
of  N  Y.  Fox  st,  n  s,  105  w  Leggett  av.  25x125.  Dec  14,  1906, 
due,   &c,   as  per  bond.      10:2684.  32,.500 

Brill,  John  L  to  Katharine  Vetter.  Clinton  av.  No  1343,  w  s, 
245.5  s  Jefferson  st,  23x87.7x23x87.6.  Dec  17,  1906,  5  years. 
5%.      11:2039  and  2933.  5,000 

Buck,  Maurice  C  to  James  T  Riley  and  ano.  Lincoln  av.  No  169, 
w  s,  .50  n  135th  st,  runs  n  26.6  x  w  95.1  x  s  1.7  x  w  5  x  s  23.10 
X  e  90.6  to  beginning.  P  M.  Dec  15,  1  year,  6%.  Dec  17, 
ltt06.     9:231S.  3,500 

Benjamin,  Walter  R.  Yonkers,  N  Y,  to  Gottfried  Oethinger.  Fair- 
mount  pi.  No  1047,  n  s,  375  w  Marmion  av,  25x100.  Dec  14,  due, 
&c,  as  per  bond.     Dec  17,  1906.     11:2955.  5,000 

Bagge  (E)  Iron  Works  to  WESTCHESTER  COUNTY  SAVINGS 
BANK.  Whitlock  av,  w  s.  120.8  n  144th  st.  runs  w  134.3  x  s 
(>5  X  e  137  to  av  X  n  t)5  to  beginning.  P  M.  Dec  1.5,  due,  &c, 
as  per  bond.     Dec  20,  1906.     10:2601.  17,500 

Same  to  N  Y  Chartered  Co.  Same  property.  P  M.  Prior  mort 
$17,500.     Dec  15,  due,  &c,  as  per  bond.     Dec  20,  1906.     10:2601. 

7.000 

Bash,  Elenora  with  Rachel  Mamlock  et  al  EXR,  &c,  Meyer  Mam- 
lock.  172d  st,  n  s.  73  w  Vyse  av,  27x25.  Subordination  agree- 
ment.    Nov  9.     Dec  18,  1906.     11:2989.  nom 

Brenner,  Sophie  to  Leon  Gotthell  as  gdn  Mildred  Gottheil  Jr.  Bel- 
mont av.  No  2318,  e  s,  250  n  lS3d  st,  25x100.  Dec  17,  due 
Jan  15,  1910,  5%.     Dec  19,  1906.     11:3088.  4,000 

Bailey,  Eva  W  to  NORTH  SIDE  SAVINGS  BANK.  Crotona  av.  w  s, 
abt  4(X».5  s  Tremont  av,  .50x246.3.  Dec  20,  1906,  1  year,  5%. 
11:294(5.  7,000 

Brady,  John  to  Andrew  F  Dalton.  177th  st,  n  s,  95  w  Morris  av, 
2  lots,  each  20xl(X*.  2  morts,  each  .$1,5(X).  2  prior  morts, 
$5,500  each.     Dec  19.  3  years,  5%.    Dec  20,  1906.    11:2828.      3,000 

*Baxter.  Mary  E  to  Ralph  F  Baxter.  Scofleld  av,  s  w  cor  William 
st,  .59x100,  24th  Ward.     Dec  14,  1  year,  0%,.     Dec  20,  YMG.      400 

Bachman,  Alfred  C  to  Fanny  C  Lyon  et  al  trustees  Saml  E  Lyon. 
St  Marys  st  n  e  cor  Robbins  av.  runs  e  171.3  x  n  and  n  w  —  to 
Robbins  av,  x  s  and  s  w  141.4  to  beginning.  Dec  18,  1906,  2 
years,  5%.     10:2573.  7,000 

Boehm,  Max  I  and  Isaac  and  Saml  Strasbourger  to  EMIGRANT 
INDUST  SAVINGS  BANK.  Alexander  av.  e  s.  46  s  136th  st.  18 
x86.t5.     Dec  17,  5  years,  5%.     Dec  18,  1906.     9:2298.  6.000 

*Bernardiui,  Pietro  and  Joseph  Brucciani  to  Sadie  B  Clocke.  Lot 
76  map  42(5  of  building  lots  in  24th  Ward,  near  Williamsbridge 
station.     Dec   15,  due  Dee   1.   1909,  6%.     Dec  18,  1906.  2,500 

Battenfeld.  Henry  to  Chas  L  Payne  et  al  exrs  Wm  H  Payne.  Jen- 
nings st,  n  e  cor  Bristow  st,  l(Xlx25.  Dec  1(J,  due  Jan  1,  1910, 
— %.     Dec  14,  1906.     11:2964.  7,000 

♦Bateman.  Howard  E  to  Sadie  B  Clocke.  229th  st,  (15th  av),  n 
s,  1.54.(5  w  Prospect  terrace,  25.(5x114,  Wakefield.  Dec  1,  due 
Jan    10,   1908,   6%.      Dec   14,   1906.  1,100 

Bachman,  Alfred  C  to  Archibald  A  McGlashan.  Trinity  av.  No 
971.  w  s,  63.6  s  l(54th  st,  36.6x100.  Dec  14,  1906,  due,  &c,  as 
per  bond.     10:2632.  25,000 

Brennan,  Mark  to  Chas  L  Payne  et  al  exrs  Wm  H  Payne.  Hughes 
av.  No  1971,  w  s,  11.3  9  n  Tremont  av,  runs  w  99.5  x  —  x  s 
17.4  X  e  —  X  s  22  to  beginning,  except  part  for  Hughes  av.  Dec 
15,  due  Jan  1,  1910.  — %.     Dec  17,  1906.     11:3068.  3,5(30 

♦Chester  Mortgage  Co  to  LAWYERS  TITLE  INSURANCE  & 
TRUST  CO.  Bronx  Park  av,  s  w  cor  179th  st,  runs  w  125  x  s 
102.9  to  n  s  West  Farms  road  x  n  e  104  to  Bronx  Park  av  x  n 
.54.4  to  beginning.  Dec  14,  due  March  17,  1910,  5%.  Dec  17. 
190(5.  30,000 

*Same  to  same.  Same  property.  Certificate  as  to  above  mort.  Dec 
14.     Dec  17,  i;)06. 

*Same  and  James  F  Lee  and  ano  with  same.  Subordination  agree- 
ment.     Dec   14.      Dec   17,    1906.  nonj 

♦Callahan.  Thos  to  Robert  Stewart.  Beech  st,  s  s,  476  e  Elm  st, 
50x100,  Laconla  Park.  P  M.  Dec  19,  3  years,  6%.  Dec  20. 
1906.  450 

Callahan,  Thos  to  Mary  A  D  Lange.     174th  st,  n  s,  95.7  e  Bath- 

.  gate  av,  20x100.    Dec  19,  1906,  3  yeare,  5%.    11;2922.         9,000 


The  Uzt  of  thM*  psc*s  la  oeprrlgliUd.    AU  rickta  mn  NMrraC     NotlM  li  barcbr  flTW  t^t  latrlBt«m«at  wlU  Im4  t«  pretcMUM. 
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Cochran,  Herbert  J  to  Solomon  Moses  and  ano  exrs  Herman 
Friedlander.  Jerome  av,  late  Central  av,  e  s,  325  n  183d  st, 
late  3d  st,  125x100.  Dec  12,  due,  &c,  as  per  bond.  Dec  18. 
inOC.     11:3187.  20,000 

Cohen,  Elias  A  to  American  Mortgage  Co.  Park  av,  n  e  cor  179th 
st,  25x141.    Dec  17,  1  year,  6%.     Dec  18,  1906.     11:3030.         3,000 

CoUeran,  Mary  A  wife  of  and  John  to  Thomas  F  Devine.  Sum- 
mit av,  n  e  cor  164th  st,  25x100.  Prior  mort  $10,000.  Dec  13, 
due   Feb   1,   1907,   6%.     Dec  18,   1900.     9:2525.  4,500 

Cody,  Rosa  M  to  Bridget  F  McEvoy.  Clinton  av,  No  1972,  e  s, 
75  s  178th  st,  late  Elmwood  pi,  25x100.  P  M.  Dec  17,  3  yrs, 
6%.     Dec  18,   1906.     11:3093.  2,300 

*Crump,  Wm  R  to  Sarah  A  Briggs.  Pleasant  av,  w  s,  100  n  216th 
st,  50x100.     Dec  15,  due  Sept  7,  1909,  51/2%.     Dec  18,  1906.      1,000 

Cooper,  Howard  and  Ben]  Bolton  to  Caroline  J  Gardner.  3d  av, 
n  w  cor  173d  st,  50x114x50x110.  Dec  13,  due  Jan  1,  1912,  5%. 
Dec  14,  1906.     11:2931.  7,000 

Same  with  same.  Same  property.  Subordination  agreement. 
Dec  13.     Dec  14,   1906.     11:2921.  nom 

Drusin,  Harry  and  Charles  Maisel  to  Walter  S  Gurnee  et  al  trus- 
tees for  Mary  E  Scott  will  Walter  S  Gurnee.  Washington  av, 
e  s,  135.1  s  174th  st,  41.3x109.9.  Dec  1,  due  June  28,  1910, 
4%%.     Dec  15,  1900.     11:2915.  29,000 

Same  and  Isaac  Leader  and  ano  with  same.  Same  property.  Sub- 
ordination  agreement.     Dec   13.      Dec   15,    1906.      11:2915.        nom 

*Devine,  Mary  M  to  Jos  J  Gleason.  171st  st,  w  s,  300  n  Glea- 
son  av,  50.\ — .  Two  morts,  each  $450.  Dec  14,  3  years,  5%. 
Dec  15,  1906.  900 

*Davis,  J  Lawrence  to  WASHINGTON  SAVINGS  BANK.  Pilgrim 
av,  s  w  cor  Tremont  road,  125x190  to  e  s  Mayflower  av;  Edi- 
son av,  w  s,  400  n  Tremont  road,  50x71.10x62.10x109.11,  Tre- 
mont terrace.     P  M.     Dec  4,  3  years,  5%.     Dec  14,  1906.       4,700 

Demarest,  John,  Jr  to  Emma  A  Wingate.  139th  st,  s  s,  75  w  Al- 
exander av,  75x100.  All  title.  Dec  15,  due  Dec  15,  1907,  6%. 
Dec    18,    1906.      9:2314.  500 

Daura,  Geo  H  to  NORTH  SIDE  SAVINGS  BANK.  Honeywell  av, 
e  s,  156  s  ISOth  st,  50x98.11.  Dec  17,  due  Nov  1,  1917,  5%. 
Dec  IS,  1906.     11:3122.  3,000 

Duffy,  Bryan  to  DOLLAR  SAVINGS  BANK,  N  Y.  Melrose  av,  n 
w    cor    163d    st,    163. 9.\37. 7x161. 1x42.11.      Dec    15,    due    Dec    1, 

1907,  5%.     Dec  18,  1906.     9:2409.  3,000 
*Di  Filippo,  Nicola  to  Mary  Capodilupo.     223d  st,  s  s,  155  e  White 

Plains    road,    25x100,    Wakefield.      P   M.      Nov   30,    due   June    1, 

1908,  5%%.     Dec   19,   1906.  1,500 
Del   Gaizo,   Maria  G  widow   to   Fanny   Behlen   and   ano.     206th   st, 

s  s,  abt  101  e  Grand  Boulevard  and  Concourse,  25.6x92.6x25.xS7.7. 
Dec  18,  1906,  3  years,  5%.     12:3312.  6,000 

Delemeba  Construction  Co  to  METROPOLITAN  LIFE  INS  CO. 
Monroe  av,  n  w  cor  Belmont  st,  100x45.  Dec  19,  1906,  due 
Nov  1.  1909,  6%.     11:2792.  42,500 

Same  to  same.  Belmont  st.  n  s,  45  w  Monroe  av,  50x100.  Dec 
19,  1906,  due  Nov  1,  1909,  0%.     11:2792.  32,500 

Same  to  same.  Monroe  st,  n  w  cor  Belmont  av,  100x95.  Certificate 
as  to  above  morts.     Dec  19,  1900.     11:2792.  

Danzeisen,  Wm  to  Angelicka  Gilfrlch.  Willis  av.  No  314,  e  s, 
25  s  141st  st,  25x100.  P  M.  Prior  mort  $15,000.  Dec  18, 
installs,  6%.     Dec  20,  1906.     9:2285.  7,5(X) 

*DiamoDd,  Joseph  to  Alphonse  A  Jakobi.  Bronx  Park  av,  w  s,  50 
n  177th  st,  25x100.  Dec  17,  due,  &c,  as  per  bond.  Dec  20, 
1906.  5,000 

*Same  to  Sarah  Emanuel.  Bronx  Park  av,  w  s,  25  n  177th  st, 
25x100.     Dec  17,  3  years,  — %.     Dec  20,  1906.  5,000 

Daily,  Geo  to  Anna  A  Schulz.  136th  st,  s  s,  356.3  e  Willis  av, 
18.9x100.     Dec  20,  1906,  due,  &c,  as  per  bond.     9:2280.  7,500 

Dalton,  Andrew  F  to  John  Brady.  170th  st,  s  s,  at  w  s  N  Y  & 
Harlem  R  R,  runs  s  24.5  x  w  100  to  e  s  Brook  av  x  n  24.5  to  st 
X  e  100  to  beginning,  being  part  lot  166  map  Morrisania.  P  M. 
Dec  17,  due  Jan  17,  1907,  6%.     Dec  20,  1906.     11:2894.  2,000 

Dunn,  Alfred  B  to  Danl  R  Kendal  and  ano  trustees  John  L 
Rogers.  Boston  av,  n  w  s,  at  n  e  s  Vyse  av,  runs  w  149  x  n  e 
139.7  X  s  e  68.9  x  s  w  28  x  s  e  58.9  to  beginning.  Dec  17,  1906, 
2  years,  6%.     11:3005.  6,500 

Same  and  Susan  E  Blodgett  with  same.  Same  property.  Subor- 
dination  agreement.      Dec   17,   1906.      11:3005.  nom 

Edwards,  Robert  and  Adam  Lungen  to  Minnie  Meyer  and  ano  extrx, 
&c,  Henry  L  Meyer.  Cheever  pi,  s  e  cor  Exterior  st,  97.9x45. 8x 
96.7x50.     Dec  14,  5  years,  51/2%.     Dec  15,  1906.     9:2344. 

15,000 

Epstein,  Julius  and  Louis,  Wilkesbarre,  Pa,  to  Thomas  McLure. 
Prospect  av,  e  s,  218.6  n  Home  st,  37.6x100.  Nov  24,  Installs, 
5%.     Dec  19,  1906.     10:2694.  26,000 

*Farago,  Rosina  to  David  Zoglin.  Van  Buren  st,  w  s,  175  s  Co- 
lumbus av,  25x100.     P  M.     Dec  15,  installs,  6%.     Dec  17,  1906. 

1.350 

Fordham  Land  &  Impt  Co  to  TITLE  GUARANTEE  AND  TRUST 
CO.  Arthur  av  (Arthur  st).  No  2498,  e  s,  168.6  s  Pelham  av, 
25x87.6,  except  part  for  Arthur  av.  P  M.  Dec  18,  due,  &c,  as 
per  bond.     Dec  19,  1906.     11:3078.  2,000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Dec  15.     Dec  19,  1900.     11:3078.  

Fischer,  Ida  to  Welz  &  Zerweck,  a  corporation.  3d  av.  No  3593, 
s  w  cor  169th  st,  30x114x29.5x113.8.  Dec  18,  19(36,  demand, 
6%.     9:2373.  »00 

Friedman,  Chas  and  Herman  to  Robert  I  Brown  trustee  Robert  I 
Brown  for  benefit  Marianna  C  Cobb,  &c.  3d  av,  e  s,  289.5  n 
Wendover  av,  25x125.  Dec  3,  5  years,  — %.  Dec  14,  1906. 
11:2929.  17,500 

Grossman,  Annie  to  Newman  Grossman  and  ano.  142d  st  No 
738,  s  s,  716.8  e  old  line  Willis  av,  — xl21.5xl6.8xll9.10.  Dec 
14,  1906,  due  Feb  14,  1908,  6%.     9:2286.  1,000 

Same  to  Lillie  B  Lilienthal.  Same  property.  Dec  14,  1906  3 
years,  5%.     9:2286.  5,500 

Gleason,  Sarah  J  to  Gustav  Kahrs.  Prospect  av,  s  e  cor  175th  st 
139.10x40x140x40.  Dec  14,  1906,  due  June  30,  1911,  5%  11-- 
2952.  6,000 

Greenstein,  Samuel  to  Abraham  Goldsmith.  Brown  pi,  n  w  cor 
136th  st,  150x95.     Dec  17,  demand,  6%.     Dec  18,  1906.     9:2281. 

5  000 

Greenfeld,  David  to  Frank  Starkman.     153d  st.  n  s,  350  e  Cort- 


landt  av,   37.6xl(JO.     Prior  mort  $26,000.     Dec  15,  5  years    65^. 
Dec   18,    1906.     9:2400.  10,000 

*Gough,  Harry  M  to  John  J  Stormis,  Jr.  Cornell  av,  n  s,  100  e 
Chestnut  st,  lOOx— ,  Arden  property,  Eastchester  and  West- 
chester.    P  M.     Dec  19,  3  years,  5%.     Dec  20,  1906.  1,400 

Grimm,  Amalia  admrx  Clements  Grimm  with  Abraham  Woltt.  Simp- 
son st,  e  s,  297.11  n  Home  st,  25x100.  Extension  mort.  Dec 
17.     Dec   18,   1900.      11:2975.  nom 

♦Gordon,  Wm  J,  Chas  E  and  Harry  D,  firm  Wm  J  Gordon  &  Sons 
to  Fannie  B  Nattress.  219th  st,  n  s,  606  e  White  Plains  road, 
2,)xll4.6,  Wakefield.     Dec  20,  1906,  3  years,  51/2%.  5,CK)0 

Hall,  Alfred  B  to  Bronx  Investment  Co.  Webster  av,  w  s  125  n 
2(30th  st,  50x120.11.  P  M.  Dec  15,  1906.  2  years,  6%.  12:- 
3280.  7  OQQ 

*Hamilton  Bank  of  N  Y  City  with  Anna  W  Hobbs  and  ano  trus- 
tees Marietta  H  Hull.  Lot  64  map  No  2,  Olinville.  Subordina- 
tion agreement.     Dec  3.     Dec  15,   1906.  nom 

Heuck,  Henry  A  to  Albert  Mamlock  et  al  TRUSTEES  Meyer  Mam- 
lock.      Bryant  av.   No   1214,   e  s,   139.10  s  Freeman  st.   20x100. 
Dec  l;j,  due  Oct  14,  1908,  51/2%:     Dec  18,  1906.     11:2993.       3,000 

Haber,  Morris  and  David  and  Saml  Dworkowitz  to  Minnie  Abram- 
ovitz.  Hughes  av,  w  s,  62.11  s  Oak  Tree  pi,  16.8x95.  Prior 
mort  $4,000.  Nov  1,  due  May  1,  1908,  6%.  Dec  18,  1906.  11:- 
oOi2.  1,000 

Hanken,  Louis  to  Luder  Hanken.  Tremont  av,  n  a  21  e  Crotona 
?y:Qn\o  ^'■^"'^''°  av,  25x— .     P  M.     Dec  18,  1906,  3  years,  5°/. 


11:3092. 


3,000 


Happersberger,  John  to  Ethel  Howard  McLaughlin.  Morris  av 
No  475,  w  s,  76.1  s  148th  st,  runs  w  80.3  x  s  w  31.5  x  s  6  x  e 
n  oon„'°  av  X  n  25.4  to  beginning.  Dec  20,  1906,  3  years,  — %. 
9:2336.  12  CKX) 

*Heintz,  John  C  with  Louvesa  C  Woolf  gdn  Emma  J  Woolf  and 
ano  West  Farms  road,  s  w  cor  St  Lawrence  av,  55.4xll2..5x 
o0xl36.3.      Subordination    agreement.      Oct    27.      Dec    20,    19()6. 

.  nom 

■^Hagemann.  Sophia  with  Louvesa  C  Woolf  guardian  Emma  J  and 
^2^?  ^■^n  y^'°°"-  ^''^^  Farms  road,  s  w  cor  St  Lawrence  av, 
55.4xll2.5x.50xl36.3.  Subordination  mort.  Oct  27  Dec  20 
1906.  nom 

Houchin,  Louisa  R  to  Edw  C  Schaefer  and  ano  trus  Fredk  Schaefer 
for  benefit  Rose  K  S  von  Burtenbach.  Washington  av,  s  e  cor 
169th  st,  101.6x112.6x101.6x110.2,  except  part  for  av.  Oct  30 
3  years,  5%.     Dec  20,   1906.     9:2373.  17  000 

Holzkamper.  Magdalena  to  Alfred  Pionier.  Lafontaine  av  No 
2056.  e  s.  110.4  s  180th  st,  15.11x1(30.  P  M.  Prior  mort 
$3,200.     Dec  1,  due  May  1,  1908,  6%.     Dec  17,  1906.     11:3069. 

300 

Harnden,  Frank  and  Arthur  Belmont  to  Samuel  H  Spingarn 
Grand  av,  e  s.  777.8  s  181st  st,  100x90.  P  M.  Dec  19  1906  due 
&c,   as  per  bond.     11:3193.  '    4,.5'(X) 

Same  to  Jerome  Avenue  Realty  Co.  Same  property.  P  M  Prior 
mort  $4,500.     Dec  19,  1906.  due  Jan  1.  1910.  5%      11:3193    1900 

Hoene,  Anton  to  EMIGRANT  INDUSTRIAL  SAVINGS  BANK 
1.34th  st,  n  s,  575  e  Willis  av,  25x100.  Dec  17,  1906,  5  years 
5/.     9:2279.  15,000 

Same  and  Henrietta  Billefeld  with  same.  Same  property.  Subor- 
dination  agreement.      Sept  7.     Dec   17,   1900.     9:2279.  nom 

Hoops,  Herman  to  John  Hoetzel.  Simpson  st.  No  1054  e  s  302 
s  107th  St.  38x100.     Dec  17,  1906,  3  years,  5%.     10:2727.     '21,000 

Same  and  Wm  H  Steinkamp  with  same.  Subordination  agreement 
Dec  7.     Dec   17,   1906.     10:2727.  nom 

Hawthorn  Building  Co  to  Benj  F  Jackson.  Bryant  st  e  s  75  n 
Jennings  st,  25x100.  Prior  mort  $8,500.  Dec  14,  3  years  6% 
Dec   15,    1906.      11:3000.  ■       >         .  ^c^^ 

Same  to  Emily  S  Van  Zandt  widow.  Same  property  Dec  14 
due  Dec  1,   1909,  5%.     Dec  15,  1906.     11:.3000.  8  500 

Same  to  same.  Same  property.  Certificate  as  to  above  mort 
Dec  15,  1906.     11:.3000.  ___ 

*Horan,  Mary  A  to  Wm  W  Penfield.  Lots  301  to  305  map  sub- 
division of  portion  of  Penfield  property,  Wakefield  July  23 
3   years,  — %.     Dec   14.   1906.  2  025 

Jacob,    August    to    Lambert    S    Quackenbush    trustee    Herman    b" 
Lanfer.      Morris    av.   s   e   cor   179th   st,    175x100.      Dec   14     due 
&c,  as  per  bond.     Dec  17,  1906.     11:2807.  5  500 

*Janovsky,  Morris  to  Land  Co  "A"  of  Edenwald.  Wilder  av  e  s 
225  n  Jefferson  av,  25x100,  Edenwald.  P  M.  Dec  11  3  vears" 
5%.     Dec  17,   1906.  '  250 

Johnson's  (Geo  F)  Sons  Co  to  TITLE  GUARANTEE  AND  TRUST 
?,9j  „Whitlock  av,  s  s,  274.4  s  w  Hunts  Point  road,  25xl30.1x25x 
i.ix.i.  Certificate  of  consent  to  mort  for  $7,.5(K).  Dec  17  Dec 
20,  1906.     10:2734. 

Same  to  same.  Whitlock  av,  s  e  s,  224.4  s  w  Hunts  Point  road, 
2oxl33.3x25xl35.  Certificate  of  consent  to  mort  for  $7  500' 
Dec  17.     Dec  20,  1906.     10:27.34.  '    __ 

Johnson's  (Geo  F)  Sons  Co  to  TITLE  GUARANTEE  AND  TRUST 
CO.  Whitlock  av,  s  e  s,  274.4  s  w  Hunts  Point  road  25x 
130.1x25x131.7.     Dec  17,  due,  &c,  as  per  bond.     Dec  19    1906 


10:2734, 


7,500 


Same  to  same.  Whitlock  av,  s  e  s,  224.4  s  w  Hunts  Point  road, 
2.5x133.2x25x135.  Dec  17,  due,  &c,  as  per  bond.  Dec  19  190o' 
10:2734.  7^500 

Knecht,  Alois  to  TITLE  GUARANTEE  AND  TRUST  CO.  145th 
st.  No  740,  s  w  s,  125  n  w  Brook  av,  25x100.  P  M.  Dec  13  due 
&c,   as   per  bond.     Dec  14.   1906.     9:2289.  4,500 

Same  to  Joseph  Roos.  Same  property.  P  M.  Prior  mort  $  4  5(K) 
Dec   13,  3  years,  5%.     Dec  14,   1906.     9:2289.  '  1,000 

Kunzmann,  Louise  to  Fredk  Storck.  Crotona  av.  No  1409  w  s 
40.5  n  170th  st,  25x92.11x23.11x100.4.  P  M.  Dec  12,  3  'years' 
—  %.     Dec  14,   1906.     11:2936.  e.s'oO 

Klug,  Michl,  Jr,  to  Chas  Klug.  Intervale  av.  No  1151,  n  w  s 
228.11  s  w  Home  st,  25x112.4x27.2x101.8.  Dec  13,  demand  5°' 
Dec  14,   1906.     10:2692.  •  4^000 

Kaufman,  Leopold  to  Frances  Saward.  Washington  av,  w  s,  30  n 
172d  st,  7.5x105,  except  part  for  av.  Given  in  place  of'  mort 
dated  Jan  10,  1905.     Dec  IS,  5  years,  5%.     Dec  19,  1906.  11:2905. 

12  obo 

Same  and  Benj  J  Well  with  same.  Same  property.  Subordination 
agreement.     Dec  18.     Dec  19,  1906.     11:2905.  nom 


Vb*  text  of  these  pacei  la  copyrighted.     All  rights  are  referred.     Notice  Ig  hereby  given  that  Infringement  will  lead  to  prosecution. 
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Mortgages 


RECORD   AND   GUIDE 


Bronx       December  22,  1906 


Rockland-Rockport  Lime  Company 


Manafactarers    ot    tbe  ioliowlDg    BrandB    ofe 
Rockland  Iilm» 

EXIRA  FINISHING  LUMP  c".°n,L\^ 

Also  Sole  Manufacturers  of 

EUREKA  BRAND  of  PREPARED  PURE  WHITE  LIME 


Look  for  these  words  on  the  head  of  every  barrel;  Greenpoint  Ave,  &  Newtown  Creek 

"Manufactured  by  Rockland-Rockport  Lime  Company"     Borough  of  Brooklyn.  N.  Y.  City 

DO  NOT  BE  DECEIVED  BY  ANY  SDBSTITUTK  Telephone,  207  Greenpoint 

KEW    YORK    OFFICE,    FULLER    BUILDING,    BROADWAY    AND    23d    STREET 


which  is  Bnperior  to  an/  other  lime  or   wall    Iilastep   now 
on  the  market.  GUARANTEED  NOT  TO  PIT. 


Kling,  Chas  to  Wm  Volk  gdn  Nicholas  Volk  and  ano.  Southern 
Boulevard,  w  s,  at  n  w  s  Westchester  av,  63.8x50x98.2x60.0. 
Dec  1,  2  years,  6%.     Dec  20,  1906.     10:2727.  n^^-9^ 

Same  to  Annie  L  Ritterbusch.  Same  property.  Prior  mort  $13,000. 
Dec  1,  1  year,  6%.     10:2727.  3,000 

*Kronemeyer,  Eliz  L  to  Louvesa  C  Woolf  gdn  Emma  J  Woolt  and 
ano  West  Farms  road,  s  w  cor  St  Lawrence  av,  55.-lxll2.5x 
50x136.3.     Oct  27,  3  years,  5%.     Dec  20,  190^).    '  9,000 

*Langbein,  J  C  Julius  to  Mary  E  Hart.  Road  from  Eastchester 
Church  to  public  landing,  e  s,  being  plot  bounded  s  by  land 
late  of  Elijah  Guion,  n  by  land  Coburn  and  e  by  land  now  or 
late  of  Alfred  H  Duncombe,  contains  5  15-100  acres,  East- 
chester.    P  M.     Dec  8,  5  years,  5V2%.       Dec  15,  1906.  9,000 

Liebert,  Morris  A  with  Max  Green.  St  Anns  av,  n  w  cor  157th 
St  25x100.  Agreement  as  to  ownership  of  mortgage.  Dec  5. 
Dec   19,   1906.     9:2360.  nom 

Levin,  Joseph  and  Isidor  Fatowsky  to  LAWYERS  TITLE  INSUR- 
ANCE AND  TRUST  CO.  Wendover  av,  n  e  s,  25.3  n  w  Bathgate 
av  50.6x78.4x50x85.7.  Nov  1,  due  June  2,  1908,  4^2%.  Dec 
19;   1900.     11:2013.  32,000 

Same  and  Maude  E  Baldwin  with  LAWYERS  TITLE  INSURANCE 
AND  TRUST  CO.  Same  property.  Subordination  mort.  Dec 
12.     Dec  19,  1906.     11:2913.  ,00"°™ 

*La  Parta  James  to  Amelia  Steinmetz.  Poplar  st,  n  s,  13.2  e 
Bear  Swamp  road,  25x100.  P  M.  Prior  mort  $3,500.  Dec  15, 
installs,  6%.     Dec   19,   1900.  ^^^        1.100 

Lowenheim,  Julia  G  to  Kate  Frisch.  Union  av.  No  (11.  ws, 
50  n  Dawson  st,  25x100.  P  M.  Dec  17,  due  July  1,  1907,  6/. 
Dec   18,   1906.     10:2665.  3,500 

*Leiman,  Saml  and  Louis  Kaplan  to  Edw  J  Beckentross.  Van 
Nest  av,   n   s,   25  e   Fillmore   st,   25x100.     Dec  13,  3  years,  5%. 

Dec  18,  1906.  ^     r,^'^^^ 

Lynch    Bernhard   to   Max   Marx.      Montgomery   av,   w   s.   abt  50  n 

176th  st,  50x100.     Dec  17,  1906,  1  year,  57c.     11:2877.  2,000 

Lavelle   Construction   Co   to   BROADWAY   SAVINGS  INST  of  City, 

N  Y      Fulton  av,  s  w  cor  175th  st,  133.6x100x131.7x100.     Dec 

18,  1906,  1  year,  5%.     11-2930.  100,000 
Same   to    same.      Same    property.      Certificate    as    to    above    mort. 

Dec  18,  1906.     11:2930.  .        ;; 

Leitner  Joseph  and  Chas  Kreymborg  to  Realty  Operating  Co. 
Fox  st  s  s  318.11  e  Prospect  av,  40x109.  Dec  11,  3  years,  5%. 
Dec  14,  1906.     10:2683.  28,000 

Lese     Louis   and   Mark   Blumenthal   with     Geo   M   Miller   and   ano 
trustees  Levin  R  Marshall.     154th  st.  No  640  East.     Subordina- 
tion  agreement.      Dec   13.     Dec   15,   1906.     9:240t).  nom 
Madden,  John  to  Chas  L  Payne  et  al  exrs  Wm  H  Payne.     147th  st, 
s  s   100  e  Willis  av,  25x100.     Dec  18,  due  Jan  1,  1910,  —%.    Dec 

19,  1906.     9:2291.  13.000 
Metzmeier     Louis   to    David    McClure    trustee    Georgiana    Everett. 

136th  st    s  s,  475  e  Willis  av,  25x100.     Dec  19,  1906,  due  Jan 
2   1912,  5%.     9:2280.  11.000 

Miller,  John  and  Jacob  Hirsch  with  LAWYERS  TITLE  INSUR- 
ANCE &  TRUST  CO.  Jerome  av,  Nos  2239  and  2241.  Two 
subordination  agreements.  Dec  14.  Dec  17,  1906.  11:3199.  nom 
Miller  John  to  LAWYERS  TITLE  INSURANCE  &  TRUST  CO. 
Jerome  av  n  w  s,  575.11  s  w  190th  st,  2  lots,  each  27x90.  2 
morts  each  $12,000.  Dec  12,  due  March  16,  1908,  4%%.  Dec 
17,  1906.     11:3199.  24,000 

♦Matthies,  Annie  with  Ferdinand  Wegner  and  ano.  Columbus  av, 
n  s  50  w  Hancock  st,  25x100.  Subrogation  agreement.  Dec 
13.  '  Dec  15,  1906.  nom 

Mamlock,  Albert  witht  Rachel  Mamlock  et  al  TRUSTEES  Meyer 
Mamlock.  Bryant  st.  No  1214.  Subordination  agreement.  Dec 
15.     Dec  18,  1906.     11:2993.  nom 

Mariamson,  Max  and  Matthew  Bregovsky  to  Wm  D  Leonard  trus- 
tee John  J  Sperry.  Southern  Boulevard,  e  s,  180.6  n  Freeman 
st,  50x100x50x99.11.  Dec  17,  3  years,  5yo%.  Dec  18,  ItKXi. 
11:2980.  7,000 

*McGuinness,  James   to   Joseph   J   Gleason.      174th   st.   w   s,   206  s 

Gleason  av,  25x100.     Dec  14,  3  years,  5%.     Dec  18,  1906.      495 
♦Martin    Isabella  to  Mary  A  Ferris.     216th  st,  n  s,  430  w  4th  av, 

25.4x114.     Dec  18,  1906,  3  years,  G%.  1,500 

Moorehead  Realty  and  Construction  Co  to  Eliz  Wood.  Elton  av, 
e  s  90  n  155th  st,  40x100.  Dec  13,  due  Jan  2,  1911,  5%.  Dec 
14,1900,     9:2377.  30,000 

Same   to    same.      Same   property.      Consent   to    above    mort.      Dec 

10.     Dec   14,   1906.     9:2377. 
Mamlock,  Rachel  with  Robt  I  Brown  as  trustee  Robt  I  Brown  for 
benefit  Marianna  C  Cobb,  &c.     3d  av,  e  s,  289.5  n  Wendover  av. 
25x125.     Subordination  agreement.     Dec  3.     Dec  14,  1906.     11:- 
2929.  Dom 

Mayer,  Paul  to  TITLE  GUARANTEE  &  TRUST  CO.  Southern 
Boulevard,  w  s,  375  n  Jennings  st,  75x100.  Dec  17,  due,  &c,  as 
per    bond.      Dec    19,    1906.      11:2977.  6..500 

Morgan,  Norman  S  to  Maria  L  Morgan.  Washington  av.  No 
1848  e  s,  108  s  176th  st.  27x120,  except  part  tor  av.  Deo  14, 
due  Jan  2,   1910,  5%.     Dec  19,   1906.     11:2917.  2,000 

*McKay,  Margt  A  to  Juliana  Sponheimer.  221st  st,  s  s,  west  % 
of  e  %  lot  1001  map  Wakefield,  25x114.  Dec  17,  1  years,  5%%. 
Dec  20,   1906.  1000 

MUTUAL  LIFE  INS  CO  of  N  Y  with  John  Wynne.  Prospect  av. 
n  w  cor  167th  st  (proposed)  50x100;  Prospect  av,  w  s,  50  n 
167th  st  (proposed).  75x100.  Two  extensions  of  mortgage.  Dec 
3.   Dec   19,  1906.     10:2680.  nom 

Nathan,  Marcus  to  Frances  Aronson.  Simpson  st,  w  s,  40  s  Free- 
man st,  runs  w  60  X  s  10  X  e  2.4  X  s  7.6  X  e  57.8  to  st,  x  n  17.6 
to  beginning.  Prior  mort  §!2,250.  Nov  8,  3  years,  6%.  Dec 
18,  1906.     11:2974.  2,600 

Northwestern  Realty  Co  with  American  Mortgage  Co.  167th  st, 
n  s,  10()  w  Prospect  av,  120x125.  Subordination  agreement. 
Dec  18,  1906.     10:2680.  nom 

Nathan,  Marcus  to  Frances  Aronson.  Stebbins  av,  s  e  s,  at  n  s 
167th  st,  62.6x19x61.2x25.  Prior  mort  $9,000.  Nov  8,  5  yrs, 
6%.     Dec  18,  1906.     10:2692.  2,000 

*Nugent,  Agnes  C  to  Walter  W  Taylor.  Cedar  st,  w  s,  101  n 
Old  Boston  Post  road,  50x100.  P  M.  Dec  15,  3  years,  6%. 
Dec  17,  1906.  2,000 


Nathan,  Marcus  to  Rachel  Mamlock  et  al  exrs  Meyer  Mamlock. 
Vyse  av,  n  w  cor  172d  st,  25x  73.  Nov  9,  4  years,  5%.  Dec 
18,  1900.     11:2989.  10,000 

Same   to   same.      172d   st,   ns,   73   w   Vyse   av,  27x25.      Nov  9,  due 

Jan  12,   1910,  5%.     Dec  18,  1900.     11:2989.  1,600 

Newman,  Simon  S  to  Louise  Dober.  Clinton  av.  No  1384,  e  3, 
SO  n  Jefferson  st,  2O.\S9.10  Dec  14,  1  year,  6%.  Dec  20, 
1906.      11:2935.  2,000 

Same   to  same.   Clinton  av.  No  1386,  e  s,   100  n  Jefferson  st,  20x 

109.4       Dec   14,   1   year,   0"^.      Dec  20,   1906.      11:2935.  2,000 

Odell,  Gus  C,  White  Plains,  N  Y,  to  Adolph  and  Eliz  Becker, 
joint  tenants.  Townsend  av,  w  s,  25  n  175th  st,  165x100.  Dec 
15,  3  years,  6%.     Dec  20,  190t!.     11:2850.  7,500 

*Oxee,  Amanda  S  M  to  EASTCHESTER  SAVINGS  BANK.  Fulton 
st,  e  s,  137.5  s  Kossuth  av,  80x125,  South  Washlngtonville.  Dec 
14,  1  year,  (j%.     Dec  15,  1906.  1,000 

O'Neill,  Arthur  to  Eliz  K  Upham.  Morris  av,  w  s,  351.1  n  196th 
st,  50.2x118.9x51.4x126.3,  except  part  for  av.  Dec  18,  1906,  1 
year,  5%%.     12:3318.  2,500 

O'SulIivan,  Daniel  to  John  Hatfen  and  ano,  firm  J  &  M  Haffen. 
Tremont  av,  n  e  eor  Daly  av,  runs  n  e  —  to  point  100  n  Tre- 
mont  av  or  177th  st,  x  w  42.9  to  Daly  av,  at  point  100.8  n  Tre- 
mont av  or  177th  st,  x  s  —  to  Locust  av,  x  e  40  to  beginning, 
being  part  lot  33  map  of  land  Thomas  Walker,  except  part  for 
Tremont   av.     Dec   14,   1  year,  6%.     Dec  15,   1906.     11:3126. 

40,000 
Poschmann,   Richd  P  to  Fredk  Wertz.     ISSth  st,  s  s,  281.6  e  Al- 
exander av,   25xllX).     Given  in  place  of  mort  for  $16,000.     Dec 
17,  due,  &c,  as  per  bond.     Dec  18,  1906.     9:2300.  16,000 

Pirk,   Amalia   to   Annie   C   Schriefer.      Crotona   av,   n   e   cor   180th 

st,  35x102.     Dec  12,  3  years,  6%.    Dec  17,  1906.     11:3096.      5,000 
Richardson,   Alfred   W   to   Edward   E   Block.     Woodycrest  av,   e  s, 
275  s  164th  st,  50x100.     Dec  15,  due,  &c,  as  per  bond.     Dec  17, 
1906.     9:2504  and  2507.  7,500 

Russhon,  Mary  to  Friedhold  Heinmann.  Hull  av,  w  s,  401.5  n 
Woodlawn  road.  2  lots,  each  25x100.  2  morts,  each  $5,000. 
Dec  17,  1906,  5  years,  5%.     12:3345.  10,000 

'Reynolds,  James  to  Phineas  C  Lounsbury  trustee  Stephen  R 
Kirby.  Av  C,  e  s,  41.4  n  4th  st,  16.8x102.6,  Unionport.  Dec  15, 
due  Jan  1,   1908,  5%.     Dec  17,  1906.  3,750 

*Same   to   same.      Av   C,   e   s,   58   n   4th   st,   16.11x102.6.      Dec   15, 

due  Jan  1,   1908,  5%.     Dec  17,  1906.  3.750 

*Same   to   same.     Av  C,  e   s.  75  n  4th  st,  33x102.6.     Dec  15,  due 

Jan  1,  1908,  57o.     Dec  17,  1906.  2,500 

*Reynolds,  James  to  Lyra  B  Mallett  widow.  Av  C,  n  e  cor  4th 
St.  23.2x102.6,  Unionport.  Dec  15,  due  Jan  1,  1908,  6%.  Dec 
17,  1906.  4,500 

*Same  to  same.     Av  C,  e  s,  23.2  n  4th  st,   18.2x102.6,  Unionport. 

Dec   15,  due  Jan  1,   1908,  6%.     Dec  17,  1906.  3.500 

*Same  to  John  B  Harrison.     5th  st,  s  s,  102.6  e  Av  C,  102.6x108, 

Unionport.     Dec  15,  due  Jan  1,  1908,  6%.     Dec  17,  1906.  1,500 

*Same    to   same.      4th    st,    n   s,    102.6   e   Av   C,    102.6x108,   Union- 
port.     Dec  15,  due  Jan  1,  1908,  6%.     Dec  17,  1906.  1,500 
Riley,   James    H    to    Gustavus    Robitzek.      134th   st,    No   972,    s   s, 
266.8   e   Cypress   av,    16.8x103.7.      Dec   17,   1906,   3   years,   5%. 
10:2562.  2,500 
*Riccio,    Matteo    to    Catherine    Webb.      White    Plains    road,    e    s, 
being  s  part  lot  5  and  n  part  lot  6  map  Washlngtonville,  17.4x 
100.     Dec  13,  3  years,  6%.     Dec  17,  1906.  1,050 
*Rosenberg,  Arthur  to  Crawford  Real  Estate  &  Building  Co.     Lots 
84   to   118   map   Bronx   Terrace,   24th   Ward.      P   M.      Aug   14,   3 
years,  6%.     Dec  14,  1906.                                                               12,300 
*Same   to   same.      Lots  246  to  260  same  map.     P  M.     Aug  14,  3 

years,   6%.     Dec  14,  1906.  4,450 

*Same  to  same.     Lots  61  to  83  and  119  to  133  same  map.     P  M. 

Aug  14.  3  years,  6%.     Dec  14,  1906.  14,400 

*Same    to   same.      Lots   1   to   22   and  46   to   60   same   map.      P   M. 

Aug  14,  3  years,  6%.     Dec  14,  1906.  13,900 

*Same   to   same.      Lots  207   to  245  same  map.      P  M.      Aug   14,  3 

years,  6%.     Dec  14,  1906.  11,700 

*Same  to .  same.      Lots   157   to   206  same   map.      P  M.      Aug   14,  3 

years,  6%.     Dec  14,  1906.  14,800 

*Same    to   same.     Lots   23    to   45   same    map.      P   M.      Aug   14.   3 

years,  6%.     Dec  14,  1906.  8,400 

*Same  to  same.     Lots  131  to  156  same  map.     P  M.     Aug  14,  3 

years,  6%.     Dec  14,  1906.  6,050 

*Same  with  same.  Lots  1  to  260  same  map.  Agreement  as  to 
amount  to  be  paid  for  release  of  above  lots.  Aug  14.  Dec 
14.   190t).  nom 

Roeser,  Jacob  with  Fredk  Wertz.  138th  st,  No  616,  s  s,  281.6  e 
Alexander  av,  25x100  Subordinatioa  agreement.  Dec  14.  Dec 
18,  1906.     9:2300.  nom 

Rojemann.  Herman  and  .\nnie  Paul  heirs  Eliz  Rojemann  to  Martin 
Lahm  and  ano  exrs,  &c,  Philip  Lahm.  154th  st,  s  s  ,425.3  e 
Morris    av,    50x100.      Dec    15,    due,    &c,    as    per   bond.      Dec    18. 

1906.  9:2413.  4,000 
Riehm,  Fredk  J  to  Lois  H  Lyman.     Tinton  av.  No  1132,  e  s,  230.2 

s  Home  st,  20.^130.     Dec  18,  1906,  3  years,  5%.     10:2671.    4.000 
Roehn,   Chas  J   to   TITLE   GUARANTEE   AND   TRUST   CO.     Steb- 
bins  av,   e   s,    108.9   n   Freeman   st.   25x126.11x25x126.      Dec   14. 
due,   &c,   as   per  bond.      Dec   15,   1906.      11:296.5.  2,000 

Ringler,  Eliz  to  Geo  Stein.  lOftth  st.  No  1044,  s  s,  89.10  e  Pros- 
pect av,  runs  s  77.1  x  e  15.11  x  n  13  3  x  w  1  x  n  5.5  x  n  57.11 
to  st,  X  w  21.1  to  beginning.  Dec  1,  4  years,  6%.  Dec  19,  19(X!. 
10:2694.  400 

*Ruggiero,  Vincenzo  to  Thos  P  Howley.  White  Plains  av,  or  road, 
e  s.  6S.9  s  1st  av,  56.8x70.10x51.4x66.3      Dec  14,  due  June  14, 

1907,  6%.     Dec  19,  1906.  1.000 
*Reitano,   Joseph   and  Alfonso   Bottino  to  Eliz  K  Dooling.     226th 

st,  n  s.  280  e  4th  av,  25x114,  Wakefield.     Dec  17,  3  years,  5%% 
Dec  IS,   1906.  4,000 

*Same  to  same.  220th  st,  n  s,  being  lot  bounded  n  by  lot  344,  e 
by  line  distant  25  w  from  e  line  lot  345.  s  by  226th  st  and  w 
by  line  distant  50  w  from  e  line  lot  345,  s  by  226th  st  and  w 
by  line  25x114,  being  part  of  lot  345  map  Wakefield.  Dec  17,  3 
years,  5%%      Dec  18,  1900.  4,000 


The  text  of  these  pasee  In  copTrlghted.     All  righU  are  reierret    Notice  U  herebr  given  that  Infringement  will  le«d  to  proiecutlon. 


December  22,  1906 


UTBl^     RECORD    AND    GUIDE  Manhattan 


tOft 


The   Palmer   Lime  and  Cement  Company 

Frr1.am™;  K?S-.  ^'e  FiWVsnr^^^^'.^.TLL^'S'o  ','-^,»-"'-'"-<l'  -'"  "'^  "o™  l"^'""  »« the  Wei  than  any  other  I.me.  "^ 


Palmer's  Fiuisllin^,  high  graili-,  for  all  finishing  and  plastering  work. 

Connecticut  While  I/ime,  ospBClally  adapted  to  brown  and  scratch  work. 

Palmer's  C'hemical  I^inie,  atisolutely  high  grade. 

Alsen's  Portland  Cement,  for  Long  Island. 
Brooklyn  Rtatlon,  Telephone  1453  Greenpoint 
Jersey  City  Station,  Telephone  13G2  Jersey 


=  ,      ^FOSTER   F.  COMSTOCK,   Manager 

sales  Department:    149   BROADWAY,    NEW    YORK 

Telephones.  GUlO-uoii-8012  Cortlandt 


I 


I 


Schmitz,  William  to  Margaret  Lyons.  IS'-d  st,  late  Elm  av,  s  w 
s,  between  Crotona  av  and  Prospect  av,  and  being  lot  26  map 
South  Belmont,  except  part  for  182d  st,  50x70  Deo  18,  1906. 
1  year,  5%.     11:3099.  '  3,000 

Simpson,  Gertrude  L  to  Mary  E  Crook.  Washington  av,  e  s,  25  n 
165th  st,  25x85.4x25x85  3.  Dec  13,  3  years,  57„.  Dec  20, 
1006.     9:2370.  '  6,000 

*Still,  Stephen  G  to  John  B  Harrison.  Av  A,  n  e  cor  1st  st,  Nos 
216  to  2d  st,  X  e  400  to  creek,  x  s  —  to  1st  st,  x  w  — -  to  begin- 
ning.  Unionport.      Estoppel   certificate.     Dec   14.     Dec  20,   1906. 

*Sultan.  Julius  to  Emma  L  Shirmer.  Cedar  st,  w  s,  250  3  Chester 
av,  75x100;  Cedar  st,  e  s,  283  n  Boston  Post  road,  75x100,  Sen- 
eca Park.     P  M.     Dec  15,  due  May  15,  1900,  — %.     Dec  19,  1906 

1,185 
Scotellaro,  Giuseppe  and  Giuseppe  Capassa  to  ITALIAN  SAVINGS 
BANK  of  City  N  Y.  Station  pi,  late  Washington  av,  s  e  s,  at  n 
s  Bronx  River,  lots  40  to  43  map  Lexington  pi  at  Williamsbridge, 
262x200  to  Lowmeade  st,  late  Madison  av,  x  —  to  Bronx  River. 
X  _,     Dec  18,   1906    1  years,  6%.     12:3357.  2,000 

Segrave,  James  S  to  Kate  Sheridan.  Park  View  pi,  n  e  cor  25Gth 
st,  183.5x100x194.10x100.8;  Liebig  av,  e  s,  190  s  259th  st,  25x 
100:  259th  st,  s  s.  425  e  Tyndall  av,  25x34.2x28.6x46.10,  ex- 
cept part  for  259th  St.  Dec  14,  1  year,  6%.  Dec  15,  1906. 
13:3421   and  3423.  '  5,000 

Schiff,  David  to  Geo  M  Miller  and  ano  trustees  Levin  R  Marshall. 
154th  st.  No  640,  s  s,  400  e  Courtlandt  av,  25x100.  Dec  13,  due 
Dec  1,  1909,  5%.     Dec  15,  1906.     9:2400.  14,000 

*Salvatore,  Edwd  M  to  Walter  W  Taylor.  Cedar  st,  e  s,  200  s 
Cornell  av,  lOOxlOO,  also  s  %  lot  No  1  map  Arden  property, 
Eastchester  and  Westchester.  P  M.  Dec  15,  3  years,  6%. 
Dec  17,  1906.  3,300 

Sica.  Harry  and  Vincent  to  TITLE  GUARANTEE  AND  TRUST  CO. 
202d  st,  n  s,  135  e  Webster  av,  25x100.  Dec  17,  due,  &c,  as  per 
bond.     Dec  18.  1906.     12:3330.  4.000 

Same  to  Peter  Danworth.     Same  property.     P  M.     Prior  mort  $4,- 

000.     Dec  17,  3  years.  6%.     Dec  18,  1906.    12:3330.  1,250 

*Salvatore,  Eugene  to  Regent  Realty  Co.  Bronxdale  av,  s  w  s, 
1,310.5  n  Morris  Park  av,  runs  s  e  111.11  and  53  still  along  av, 
x  s  e  110  X  n  w  171.4  x  n  w  100  to  beginning.  P  M.  Dec  14,  3 
years,   5^^%.      Dec  18,   1906.  8,000 

*Schneider,  Nanette  L  to  Addie  A  Sullivan.  228th  st,  s  s,  405  e 
4th  av,  75x114,  Wakefield.  Dec  14,  demand,  6%.  Dec  18, 
1906.  1,400 

*Scott,  Thomas  to  Mary  M  Stone.  Plot  begins  740  e  White 
Plains  road  at  point  1,045  n  along  same  from  Morris  Park  av, 
runs  e  100  x  n  25  x  w  100  x  s  25  to  beginning,  with  right  of 
way  over  strip  to  Morris  Park  av.  Dec  12,  3  years,  5%.  Dec 
17,    1906.  4,000 

*Samo  to  Eliz  Stone.  Plot  begins  740  e  White  Plains  road  at 
point  1,020  n  along  same  from  Morris  Park  av,  runs  e  100  x  n 
25  X  w  100  X  s  25  to  beginning,  with  right  of  way  over  strip  to 
Morris  Park  av.     Dec  12,  3  years,  5%.     Dec  17,  1906.  4,000 

Stubenvoll,  Frederick  and  Philip  to  August  Ganzenmuller.  197th 
st,  n  s,  53.10  e  Briggs  av,  25x90.  P  M.  Dec  17,  1906,  1  year, 
5y2%.    12:3295.  1,000 

Schindler,  Louise  to  TITLE  GUARANTEE  AND  TRUST  CO.  Mor- 
ris av.  No  698,  e  s,  59.9  s  155th  st,  26.9x68.3.  Dec  14,  due,  &c, 
as  per  bond.     Dec  17,  1906.     9:2414.  6,000 

Thorn.   Thos   H   to   Fredk  W   Devoe.     Grand   av,   s   e  cor  192d  St. 

50x100.     Dec  15,  3  years,  5%.     Dec   17,   1906.     11:3204.      4,900 
Same   to  same.     Grand  av,  e  s,  50  s  192d  st,  50x100.     Dec  15,  3 

years,  5%.     Dec  17,  1906.     11:3204.  3,500 

*Tassi,  Josephine  G  to  Mary  S  Bahrenburg.  235th  st,  s  s,  230  w 
White  Plains  av,  50x114,  Wakefield.  Dec  15,  3  years,  5%%. 
Dec   17,   1906.  2,500 

Tiernan,  Katherine  M  to  Louis  Kucera.  165th  st,  No  826,  s  s, 
60  w  Cauldwell  av,  25x120.  P  M.  Prior  mort  $15,000.  Dec 
15,  3  years,  6%.     Dec  18,  1906.     10:2622.  7,000 

Utility  Realty  Co  to  Adolph  Hirsch.  Lawrence  av,  w  s,  being  lots 
45  and  4<3  map  160  lots  property  Maximilian  Morgenthau,  50x 
100  to  Sedgwick  av.  Dec  13,  3  years,  5%.  Dec  14,  1906. 
9:2527.  2,550 

Same  to  John  F  Kaiser.  Lawrence  av,  w  s,  being  lots  43  and  44 
same  map,  50x100  to  Sedgwick  av.  Dec  13,  3  years,  5%  Dec 
14,  1906.     9:2527.  '     2,550 

Same  to  same.  Lawrence  av,  w  s,  being  lots  26  to  31  same  map, 
150x100  to  Sedgwick  av.  Prior  mort  $5,000.  Dec  13,  3  years, 
5%%.     Dec  14,  1906.     9:2527.  2,650 

*Von  Dehsen,  Chas  H  to  Jacob  Cohen.  Van  Nest  av,  n  e  cor  Hol- 
land av,  25x100.  P  M.  Prior  mort  $7,500.  Dec  15,  3  years,  5% 
Dec  17,   1906.  2,500 

Wistaria  Realty  Co  to  Julius  M  Cohn  et  al  trustees  tor  Jennie 
Klopfer  will  Moritz  Cohn.  Union  av,  No  982,  e  s,  314.8  3  165th 
st,   37.6x160.     Dec   15,  3  years,  5%.     Dec   17,   1906.      10:2678. 

32,000 
Same  to  same.     Same  property.     Certificate  as  to  consent  to  above 

mort.     Dec   14.     Dec   17,   1900.     10:2678.  

♦Weissman,    Adolph   to   WASHLNGTON   SAVINGS   BANK.      Edison 

av,   w   s,   425   s   Tremont   road,   25x95.     P  M.     Dec   14,   3  years 

5%.     Dec   17,   1900.  400 

Wynne,  Cath  L  with  Tenure  Realty  Co.     Westchester  av,  n  w  cor 

Rogers  pi,  runs  n  along  w  s  Rogers  pi,  33.10  x  w  176  x  s  128.8 

X  e  40  X  n  e  along  n  s  VN^estchester  av,  xl66.ll  to  beginning,  with 

all   title   to   gore   adj.      Extension  agreement.     Dec   13.     Dec   15 

1906.     10:2698.  nom 

Weinstein,  Philip  and  Max  to  Walter  S  Gurnee  et  al  trustees  for 

Delia  E  Gurnee  will  Walter  S  Gurnee.     Washington  av,  e  s    176  4 

s    174th    st,    41x109.9x41.3x109.9.      Dec    1,    due   June   28     1910 

4%%.        Dec  15,   1906.        11:2915. 

Same   and   Isaac   Leader   and   ano   with     same.        Same 

Subordination    agreement.      Dec    13.      Dec    15,    1906. 


♦Wegner,  Ferdinand  to  Stephan  Parker. 
Hancock  st,  25x100.     Dec  13,  3  years. 


Columbus  av, 
5%.     Deo  15, 


29,000 
property. 
11:2915. 

nom 
n  3.  50  w 
1906.    5,000 


Weisberger,  Adolf  to  Lewis  Lansberg.  Wendover  av  No  754 
3  s,  126.3  e  Washington  av.  25.3x123.2x25x126 10-  Teller  av' 
e  s,  224  1  n  169th  st,  16^8x82.8x16.8x82.10  Prior  mort  $!L^: 
Dec  lo,  1  year,  6%.     Dec  18,  1906.     11:2912  and  2782  2  000 

Wehrim,  Martin  to  Pauline  W  Goeltz.  Teller  av  n  w  <s  1S1  1f> 
n  e  IGOth  3t,  27x100.     Dec  14,  1906.  3  yea?s,  5%.     n:l782  and 

5  000 
Young    Jennie  wife  of  and  Theodore  to  Joseph  Huber      Union  av 

'%f.i^  °  l*^^"^  ''■  25^"5.    Dec  17,  3  years,  5%      Dec  18  ^OOe.' 
Zinga.   Frank  to  Wm  T  Hookey.     Trinity  av,  w  s    '>7  s  164th   qt 

in'o^S.    ^'■'°''  '"''"  ^'^^•2^^-     ^^'^  1^'  1  y^"'  6%.     Dec  18    im! 
Zinga,    Frank   to   George  Colon.      Trinity  av,   w  s.   27  s   164t'h   st 

'"ur      m^or^o  '"°'''  ^^^■^'^-     Dec   14.   demand,   6%.     Dec   Is! 


1906.     10:2632 


16,250 


PROJECTED  BUILDINGS. 


Tlie  first  name  is  that  of  the  ow'r;  ar't  stands  tor  architect  m'n 
for  mason,  c'r  for  carpenter,  and  b'r  for  builder 

When  character  of  roof  is  not  mentioned,  it  is  to  be  understood 
that  the  roof  is  to  be  of  tin. 


BOROVQH  OF  MANHATTAN. 

SOUTH    OF   14TH    STREET. 
Greenwich  st,  Nos  683  and  685]  5-sty   brk    and    stone     sub-station 
Christopher  st.  No  137  |    41.5x86;     cost.    $68,000;    New    York 

&  Jersey  Jiailroad  Co,  111  Broadway;  ar'ts,  Robins  &  Oakman,  27 

BETWKIN   WTH  AND  B9TH  BTRBBTi. 

14th  st,  s  s,  138  w  Av  D,  1  and  2-sty  concrete  and  brk  factory  and 
office,  50x103.3;  cost,  $6,000;  Mrs  Emily  T  Kent  Tuxedo  Park 
N   Y;   ar-t,   Frank   H   Quinby,   99  Nassau   St.— 1115 

^*^'a./ViA°^  ^^P  |5n,y,?  ^'  '^-^'y  *''■''  """^  st°°'=  'oft  building,  36.9 
x92xll0;  cost,  $uO,000;  Reliance  Const  Co.  203  Broadway-  ar't 
Geo   Fred  Pelham,  503   5th   av.— 1117.  "uway,    arc, 

^~^o^^-  A^°  ^^^  ^'^^t'  ^"^'y  brk  and  stone  outhouse,  7x11.9-  cost 
81   East   125t1f°s't  ^Tl2o'*''"'  ^°'  ^^  *^'"'"  "''  ^'■'''  ^^''''^  "^"'"^• 

Av  A,  No  332,  1-sty  brk  and  stone  outhouse,  6.8x11.2;  cost  $500- 
Mr^Mary   Spieker,    332   Av   A;    ar't,    Henrf   Regelmann     133   7th 

^''4''fw".%'',i  ^  "^  ?"■  14'^^^  -,?'^  '"''"  ^"-^  ^'°°«  «t<"-e  and  loft  bldg, 

53xbo.l0;     cost     $35,OTO;    Mary    A    Fitzgerald.    Litchfield,    Conn 

arts,   Hunt  &  Hunt.  28  E  21st  st — 1116. 
1st  av.   No  3<55    3-sty  brk  and  stone  storage,  2.5x100;   cost,  $5  000- 

Hamilton   Fish,  214  Broadway;   ar't,  Geo  M  McCabe,  2  West  14tli 

St. — 1114. 

BETWEEN  59TH  AND  125TH  STREETS.  EAST  OP  5TH  AVENUB. 

85th  st,  s  s,  166.8  w  Park  av,  2  and  3-sty  concrete  and  brk  stable 
and  garage,  33.4x92.2,  tile  roof;  cost,  $24,OOo!  W  W  FuUer 
10i2  .5th  av;_ar't,   C  P  H   Gilbert,   1123  Broadway.— 1113 

102d  St.  n  s.  ''.6  w  Lexington  av,  6-sty  brk  and  stone  store  and 
te_nement.  50x8, .11;  cost,  $38,000;  H  W  Perelman  and  A  Nevins 
Y^   Nassau    st;    ar'ts,    Bernstein    &    Bernstein,    24   East   23d   St.— 

Randalls  Island,  north  end,  opposite  E  121st  st,  two  1-sty  con- 
crete frame  isolation  pavillions,  24x40;  cost,  $8  000-  City  of 
New  \ork;   ar't,   Wm   Flanagan,   Jr,   foot  E  26th  St.— li09. 

BETWEEN  59TH  AND  125TH  STREETS.  WEST  OF  5TH  AVENUE. 

^9.-''.ion^  Z-J  «vS  °A^^?  f;  ^-^^^  1"}^^""^  ^'^""^  temporary  shed! 
2oxl00;  cost,  $500;  A  J  Algie,  7  W  67th  st;  ar't,,  E  Rossbach 
194  (    Broadway. — 1111.  ^^^a^Li, 

NORTH    OF    125TH    STREET. 

Audubon  av.  n  e  cor  l7lst  st,  5-sty  brk  and  stone  store  and  tene- 
ement,  50x90;  cost,  $52,000;  Robertson  &  Gammie  986  E  ]3Sth 
st;    art,  J  C  Cocker,   103  E  125th  St.— 1112  ' 

Audubon  av.  w  s,  63  n  166th  st,  5-sty  brk  and  stone  tenement    37x 
58;    cost,    $32,000;    Robertson    &    Gammil.    986     East     138th'    st 
ar't,  J  C  Cocker,  103  East  125th  St.— 1121.  ' 

BOROUGH   OF   THE  BRONX. 

Bartholdi  st,  s  s,  25  w  Pine  av,  2-sty  brk  tenement,  2.5x55  6-  cost 
$4,200;    S  Ricco.  212  Holland  av;   ar't.  Frank  Braund,  349  E  72d 

St. lofjo. 

Freeman  ft,  n  s,  60  e  Chisholm  st,  3-sty  frame  store  and  dwellinc 
30x54.6; -cost.  $8,000;  Geo  J  M  Kitner.  1361  Prospect  av  ar'ts 
Niels  &  Toelberg.   Boston   road  and   Prospect  av  — 1356 

Harlem  River  Terrace,  e  s.  553.2  s  190th  st,  2-sty  frame  dwelling 
20.9x44;  cost,  $2,500;  John  Mackintosh,  230  W  llGth  st-  ar't  fien 
H  Budlong,   2303  Loring  pi.— 1366.  ' 

Kelly  st,  w  s,  1.53.11  s  Intervale  av,  3-sty  brk  store  and  dwelling 
17.5x55;  cost,.  $4,500;  Carmine  Cioffi,  1116  Intervale  av  ar't 
Wm  T  La  Velle,   1145  Freeman  st. — 1361.  ' 

Schofield  st,  s  s,  233  w  William  st,  2V4-sty  frame  dwelling  peak 
shingle  roof,  21x48;  cost,  $6,000;  Geo  W  Baxter,  935  Oakland  nl- 
ar't,  Chas  S  Clark,  709  Tremont  av  — 1355. 

148th  st,  n  3,  265  w  Brook  av.  1-sty  frame  shed.  20x110  8-  cost 
f'^g*^:  '^/f,?  Schnaufor  714  E  149th  st;  ar'ts,  Byrne  &  SchAaufer' 
613   E    149th   St. — Jo5S. 

173d  st,  e  s,  2.50  n  Gleason  av.  two  2-sty  frame  dwellings  21x50- 
total  cost,  $10,0<W;  Jas  A  Garvey.  171  White  Plains  av-  ar't  Wm 
F  Garvey.   171  White  Pliilns  av. — 1357.  ' 

214th  St.  n  s,  105  e  White  Plains  av  (rear),  2-sty  frame  dwelllnE 
and  stable,  25x25;  cost,  $2,000;  V  Romano,  on  premises-  ar't  £ 
Howard,   176th   st  and   Carter  av. — 1372.  '  '     , 
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GAS  COOKERS    »^    GAS  HEATERS 

I    SOLVE  THE  FUEL  PROBLEM        ;:        CLEANLY,  EFFiCIENT,  ECONOMICAL     | 


We  kent  a 
Qas     Range 

$3 

Per    Year 

A  handsome  up-to-date  line  ot 
•ppllances  may  be  seen  at  our  offices 


I  We  Rent  s 
Gas     Range 

$3 

|Per     Yeas- 

CONSOLIDATE,D  GAS  COMPANY  OF  NEW  YORK 


Arthur  av,  e  s,  10S.6  s  Pelham  av,  4-sty  brk  tenement,  50x08; 
cost,  $18,000;  Pasquale  Lamberti,  1309  Lyman  pi;  ar't,  RudoU 
Werner,   4192  Park  av  — 1373.  ^o  in 

Barnes  av,  w  s,  275  n  Morris  Park  av,  1-sty  frame  shed,  Ibxlb; 
cost,  $1,000;  Nelson  Black,  Madison  st.  Van  Nest;  ar't,  T  J 
Kelly,   Morris   Park  av. — 1309. 

Carter  av,  w  s,  41  n  Prospect  pi,  1-sty  brk  shop,  40x80;  cost,  $5,- 
000-  Kress  Bros,  1983  Webster  av;  ar't,  John  C  W  Ruhl,  400  E 
203d  St.— 1302.  „  ^    „^ 

Decatur  av  e  s,  275  s  Woodlawn  road,  3-sty  frame  tenement,  Zlx 
02;  cost,  $7,000;  Chas  Forbach,  3080  Decatur  av;  ar't,  Chas  S 
Clark,   709   Tremont   av.— 1371. 

Fowler  av,  w  s,  337  s  Neil  av,  2-sty  brk  dwelling,  20x50;  cost,  $7,- 
000;  Giuseppl  Carruso,  242  Mulberry  st;  ar't,  Henry  Nordheim, 
Boston  road  and  Prospect  av.— 1304 

Hull  av,  w  s,  100  s  Scott  av,  four  2-sty  frame  dwellings,  21x52; 
total  cost,  $20,000;  Lisbon  Realty  Co,  205th  st  and  Mosholu  Park- 
way;  ar't,  T  Francis  Flood,  1012  E  102d  st. — 1305. 

Muliner  av,  w  s,  301  n  Bronxdale  av,  2-sty  frame  dwelling,  21x50; 
cost,  $5,000;  Bernard  Malone,  208  Wallace  av;  ar't,  Henry  Nord- 
heim,  Boston  road  and  Tremont  av. — 1303. 

Maple  av,  e  s,  75  s  215th  st,  l>4-sty  frame  shed,  24.0x15;  cost, 
$100;  A  and  B  Angloro,  on  premises;  ar't,  Geo  B  Crosier,  223d 
st  and  White  Plains  av — 1370.  o„    ,o- 

Matthews  av,  w  s,  150  n  Brady  av,  2-sty  frame  dwelling,  18.2x48.4; 
cost,  $5,000;  Fidelity  Development  Co,  Times  Building;  ar'ts,  Pal- 
mer &  Hornbostel,  03  William  st. — 1300. 

Matthews  av,  w  s,  233.4  n  Neal  av,  2-sty  frame  dwelling,  18.8x 
33.0  cost,  $4,000;  Fidelity  Development  Co.  Times  Building;  ar'ts. 
Palmer  &  Hornbostel,  03  William  st. — 1359. 

Tremont  av,  s  e  cor  Rosedale  av,  1-sty  frame  shed,  32x12  and  15; 
cost,  $500;  Fritz  Schluder,  on  premises;  ar't,  B  Ebeling,  West 
Farms    road. — 1307. 


253  East  eist   st;   ar'ts, 
to   5-sty   brk   and   stone 


ALTERATIONS 

BOROUGH  OF  MANHATTAN. 

Bedford  st.  No  49,  erect  sign  to  5-sty  brk  and  stone  stable;  cost, 
$1,000;  Edw  M  Gardiner,  on  premises;  ar't,  J  Odell,  Whitnack,  99 
Vandam  st. — 3109. 

Delancey  st.  No  138,  1-sty  brk  and  stone  rear  extension.  2ox37.10, 
partitions,  beams,  to  4-sty  brk  and  stone  store  and  tenement; 
cost,  $7,000;  H  Lehman,  315  West  125th  st;  ar't,  Henry  Ander- 
sen, 1183  Broadway.— 3181. 

Division -st,  Nos  25-25%,  1-sty  brk  and  stone  rear  extension,  25x 
35.8,  partitions,  skylights,  to  3-sty  brk  and  stone  loft  and  dwell- 
ing; cost,  $5,000;  M  Funkelstein,  on  premises;  ar'ts,  Bernstein  & 
Bernstein,   24   East   23d   st  — 3184. 

Forsyth  st.  No  139,  toilets,  windows,  partitions,  tank,  to  two  4-sty 
brk  and  stone  tenements;  cost,  $1,500;  Alice  A  Hallock,  180 
Hancock   st,   Brooklyn;   ar't,   O   Reissmann,   30  1st  st. — 3195. 

Grand  st.  No  5001  toilets,    partitions,    skylights,    windows,    to    two   4- 

Sherlff  st.  No  1  |  sty  brk  and  stone  stores  and  tenements;  cost, 
$2  000;  Edward  Knierien,  Hotel  Manhattan,  42d  st;  ar't,  Chas 
Stegmayer,  108  East  91st  St.— 3199. 

Houston  st,  No  258  East,  windows,  skylights,  to  two  5-sty  brk  and 
stone  tenements;  cost,  $3,000;  Geo  W  Folsom,  Lenox,  Mass; 
ar't,  M  Zipkes,  147  4th  av  — 3188. 


Houston   st.   No   342   E.   shaft,   piers,  partitions,   toilets,   windows   to 

5-sty    brk    and    stone    tenement;    cost,    $3,200;    Sarah    Teitelbaum, 

329  East   Houston  st;   ar't,   H  J  Feiser,   150  Nassau   st. — 3168. 
Lafayette  pi.  No  8,  toilets,  partitions,  stairs  to  3-sty  brk  and  stone 

loft  building;   cost,  $2,500;   Rosenzweig  &  Ellson,  1658  Weeks  av, 

Bronx;   ar't,  Samuel  Sass,  23  Park  row. — 3107. 
Maiden   lane.   Nos  9  to   13,   show  windows,  partitions   to  16-sty  brk 

and  stone  office  and  store  building;   cost.  $4,000;  Walter  B  Horn, 

23  Wall   st;   ar'ts.   Bannister  &  Schell,  09  Wall   St. — 3163. 
Madison    st.    No   300.    partitions,    windows,    plumbing,    to   5-sty   brk 

and   stone    tenement;    cost,    $2,500;    M   Schaefert,    10   Montgomery 

st;    ar't,   O  Reissmann,   30  1st   st. — 3190. 
Manhattan    st.    No   4S,   partitions,   windows   to   5-sty   brk  and   stone 

tenement;    cost,    $2,400;    Morris    Price,    214   East   115th   st;    ar't, 

Nathan    Langer,   81   East   125th  st. — 3191  _ 
Market   st.   No   87,   5-sty   brk   and   stone   rear   extension,   20x11,   add 

1-sty    stairs,    brk    piers,    partitions,    to   3-sty    brk    and    stone    loft 

building;   cost,  $S.0tX!;   I  Jacobson,  328  E  110th  st;   ar't,  O  Reiss- 
mann. 30  1st  St. — 3156. 
Norfolk    st.    No    152,    show   windows,    partitions,    to    5-sty   brk    and 

stone    tenement;    cost,    $2,000;    Morris    Rosen,    123    Rivington   st; 

ar't,   O   Reissmann,   30   1st   st. — 3179. 
Prospect   pi.   No  45,   3-sty  brk  and  stone  rear  extension,   17.1x10.1, 

partitions,    steel    girders,    to    3-sty    brk    and    stone    dwelling    and 

shops;    cost,   $2,800;    Mrs   M  T  Johnston,  -^- 

Thain  &  Thain.  4  East  42d  st. — 3190. 
Rivington    st.    No    188,    partitions,    toilets 

tenement;    cost,   $1,500;    M   Meehan,   401   Grand  st;   ar't,  J  A  Do- 

lan,   401   Grand   st. — 3172. 
Rivington   st.   No   234,   partitions,   stairs,   windows  to  5-sty  brk  and 

stone  store  and  tenement;   cost,  $2,000;   Louis  Kresner,  179  Hen- 
ry st;   ar't.  Chas  M  Straub    122  Bowery. — 3173. 
St    Marks   pi,    No   20,   partitions,    show   windows,   to   5-sty   brk   and 

stone   tenement;    cost,   $5,000;    Levy   &   Gropper,    114  Nassau  st; 

ar't,   Somerfeld  &  Steckler,   19  Union  sq. — 3101. 
Wall    st.    No    74-70,    vault,    dumbwaiter,    partitions,    doors,    toilets. 

&c,  to  5-sty  brk  and  stone  savings  bank  and  office  building;  cost, 

$12,000;    Seamens    Bank    for    Savings,    74    Wall    st;    ar't,    Ernest 

Greene,  5  Beekman  st. — 318'2. 
Waverly  pi.   No  174,  partitions,  store  front,  to  3-sty 'brk  and  stone 

store   and    dwelling;    cost.    $1,000;    John   Laible,    172   Waverly   pi; 

ar't,  Geo  M  McCabe,  2  West  14th  St.— 3183. 
5th  st.   No  520  East,   toilets,  partitions,  windows,   to  5-sty  brk  and 

stone    tenement;    cost.    $1,500;    Ph    Neusch,    520    0th    st;    ar't,    O 

Reissmann,   30  1st   st. — 3198. 
0th  st.  No  438  E,  toilets,  windows,  tank,  partitions  to  5-sty  brk  and 
stone   tenement;    cost,   $2,000;    C   Guntzer,   220  E  49th  st;   ar't,   O 
Reissmann,   30   1st   st. — 3157. 
15th  st.  No  100  W,  2-sty  brk  and  stone  rear  extension,  23x10,  par- 
titions,  stalls,   to   2-sty   brk  and  stone   stable;   cost,  $2,500;   Ber- 
nard  Courtney,   219  8th   av;    ar't,   Thomas   H   Styles,  448  W  28th 
St.— 3170. 
18th  st,  s  s,  175.2  e  4th  av,  1-sty  brk  and  stone  front  and  rear  ex- 
tension,   24.10x20,    plumbing,    partitions    to    3-sty    brk    and    stone 
store    and    office;    cost,    $0,000;    Robert    Weiden,    748   Willoughby 
av,   Brooklyn;    ar't,  Francis   A   O'Neil,   25   Broad  st. — 3100. 

(For  balance  of  Alterations,  see  page  1046.) 
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publtc  iRottces. 


PUBLIC  NOTICE  IS  HEREBY  GIVEN  to  the 
owner  or  owners  of  all  houses  and  lots,  improved 
or  unimproved  lands  affected  thereby,  that  the 
following  proposed  assessments  have  been  com- 
pleted and  arc  lodged  In  the  office  ot  the  Board 
of  Assessors  for  examination  by  all  persons  in- 
terested, viz. ; 

BOROUGH  OF  MANHATTAN. 

List  90S6,  No.  1.  Paving  West  One  Hundred 
and  Twenty-first  street,  from  Amsterdam  avenue 
to  Broadway,  with  sheet  asphalt,  curbing  and 
recurbing. 

List  90S5,  No.  2.  Repairing  sidewalk  in  front 
of   No.    874    Third    avenue. 

List  9084,  No.  3.  Repairing  sidewalk  at  No. 
354    Blast    Thirty-second    street. 

List  9083.  No.  4.  Repairing  sidewalk  at  No. 
320    East    Thirty-second    street. 

List  9082,  No  5.  Repairing  sidewalk  at  No. 
137    East    Thirty-first    street. 

List  9081,  No.  G.  Repairing  sidewalk  In  front 
ot  Nos.  lOU  and  1013  Park  avenue. 

List  9080,  No.  7.  Repairing  sidewalk  on  the 
southwest  corner  of  One  Hundred  and  Thirty- 
fourth   street   and   Park  avenue. 

List  9079,  No.  8.  Repairing  sidewalk  at  the 
northeast  corner  of  Lexington  avenue  and  One 
Hundred  and  Seventh  street. 

List  9078,  No.  9.  Repairing  sidewalk  in  front 
of  No.   223   East  One  Hundred  and  Sixth  street. 

List  9077,  No.  10.  Repairing  sidewalk  on  the 
southwest  corner  of  Eighty-fifth  street  and  Lex- 
ington  avenue. 

List  9076,  No.  11.  Repairing  sidewalk  at  the 
northeast  corner  of  Eighty-third  street  and  Fifth 
avenue. 

Repairing  sidewalk  at  No. 

street. 

Repairing  sidewalk  at  No. 


eighth   street,    from   Seventh   avenue   to   a   point 

^^i"i  fppf'  P3,stGrlv 

List  9060,  No.  IS.  Fencing  vacant  lots  on  the 
north  side  ot  One  Hundred  and  Thirty-fourth 
street,  beginning  10  feet  west  ot  Madison  avenue. 

List  90U8,  No.  19.  Fencing  vacant  lots  on  the 
south  side  of  One  Hundred  and  Thirty-fourth 
street,  beginning  100  feet  east  of  Madison  avenue. 

List  0067,  No.  20.  Fencing  vacant  lots  at  the 
southwest  corner  of  One  Hundred  and  Thirty- 
fourth    street   and    Park   avenue. 

List  9120,  No.  21.  Paving  West  One  Hundred 
and  Thirty-ninth  street,  between  Fifth  and 
Lenox  avenues,  with  sheet  asphalt,  curbing  and 
recurbing. 

List  9119,  No.  22,  Paving  West  One  Hundred 
and  Thirty-sixth  street,  from  Broadway  to  River- 
side Drive,  with  sheet  asphalt  on  a  concrete 
foundation,  curbing,  recurbing  and  providing 
necessary  manholes. 

List  9118,  No.  23.  Receiving  basin  on  the 
northwest  corner  of  One  Hundred  and  Thirty- 
fifth  street  and  Lenox  avenue. 

For   full   particulars  see  City   Record. 
ANTONIO     ZUCCA, 
PAUL    WEIMANN, 
JAMES    H.    KENNEDY, 

Board  of  Assessors. 

WILLIAM  H.  JASPER, 

Secretary, 

No.   320  Broadway. 

City  ot  New  York,  Borough  of  Manhattan,  De- 
cember  20,    1906.  (31133) 


proposals. 


List  9075,   No  12. 
309   East   Fourteenth 

List  9074,   No.   13. 
587   First   avenue. 

List  9073,  No.  14.  Fencing  vacant  lots  In  front 
of   Nos.    223  to  229  West  Sixty-ninth  street. 

List  9072,  No.  15.  Fencing  vacant  lots  at 
Nos.   140  to  152  West  Sixty-third  street. 

List  9071,  No.  16.  Fencing  vacant  lots  on  the 
north  side  of  West  One  Hundred  and  Seventy- 
first  street,  125  feet  west  of  Amsterdam  avenue. 

List  9070,  No.  17.  Fencing  vacant  lots  on  the 
south    Bide    of    West    One    Hundred    and    Thirty- 


Office    ot    the    Department    ot    Parks,    Arsenal 
Building,   Fifth  Avenue  and   Sixty-fourth  Street, 
Borough   of  Manhattan,   The  City  ot  New  York. 
SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  Park  Board  at  the  above  office  of 
the  Department  ot  Parks  until  3  o'clock  P.  M.  on 
THURSDAY,    JANUARY    3,     1907, 
Borough  of  Brooklyn. 
For   furnishing   and   delivering   stove,    egg  and 
blacksmith    coal    in    parks    and    parkways.    Bor- 
oughs  of   Brooklyn  and   Queens. 
For  full   particulars  see  City  Record. 
MOSES    HERRMAN, 

President; 
JOSEPH    I.    BERRY, 
MICHAEL    J.     KENNEDY, 

Commissioners  of  Parks. 
Dated  December  19,   1906.  (31142) 


Department   of  Public   Charities,    Foot   of  East 
Twenty-sixth   Street.   New   York. 

TO  CONTRACTORS. 
PROPOSALS    FOR    BIDS    OR    ESTIMATES. 
SEALED    BIDS    OR    ESTIMATES    will    be   re- 
ceived by  the  Department  of  Public  Charities  at 
the  above  office  until  2.30  o'clock  P.  M.  on 
WEDNESDAY,     JANUARY     2,     1907. 
For  furnishing  all  the  labor  and  materials  re- 
quired   for   the    erection    and    completion    of   two 
new   isolation   pavilions  on   Randall's  Island. 
For   full   particulars  see  City  Record. 

ROBERT  W.    HEBBERD, 

Commissioner. 
Dated    December    20,    1906.  (31126) 

JUDGMENTS     IN    FORSCLOSUBB 
SUITS. 

Dec.    14. 

Park  av.  n  w  cor  96th  st,  100.11x100.  Joshua 
Velleman  agt  Wm  F  Robrig  et  al;  Strasbour- 
ger.  Weil,  Eschwege  &  Schallek,  att'ys;  Ar- 
thur  D   Truax,   ref.      (Amt  due,   $20,543.33.) 

Intervale  av,  n  w  s,  655.6  n  e  167th  st,  runs  n 
91.1  X  e  69.11  X  n  15.9  x  s  e  75.3  x  s  w  75 
to  beginning.  Jacob  Levy  agt  Isaac  A  Bene- 
quit  et  al;  Samuel  Meyers,  att'y;  Morris  Cukor, 
ref.      (Amt   due,    ,f5,39.63.) 

Park  av,  n  w  cor  107th  st,  100.11x81.  Golde  & 
Cohen  agt  Abram  Schlesinger  et  al;  Manheim 
&  Manheim,  att'ys;  Jacob  Newman,  ref.  (Amt 
due,  $17,865.) 

Dec.    15. 

Southern  Boulevard,  n  e  cor  Barretto  st,  lOOx 
lOit.  Max  Hirsch  agt  Abraham  Greenberg; 
Lachman  &  Goldsmith,  att'ys;  John  J  Rooney, 
ref.      (Amt   due,   $3,937.88.) 

Avenue  D.  Nos  30  to  34.  Philip  Jacobs  agt 
Philip  Hyams  et  al;  W  B  Marx,  att'y;  Albert 
B    Hardy,    ref.      (Amt    due,    $17,580.35.) 


I.IS   PBNDENS. 

G29     TENEMENT     HOUSE     LIS    PENDENS. 
Dec.    15. 

Broadway,  s  e  cor  156th  st,  99.11x100.  Lena 
P  Vanner  agt  Henry  T  Bulman;  specific  per- 
formance;  att'y.  W  B  Hopping. 

Cherry  st,  Nos  216  to  222.  Max  Fine  agt  Charles 
Lowe  et  al  ;specific  performance;  att'ys,  Mor- 
rison  &   Schiff. 

Lorillard  pi,  w  s,  103  s  188th  st,  25x90.  West- 
chester Avenue  Realty  Co  agt  Wm  J  Taylor; 
specific  performance;  att'y,  M  Montrled. 


The  text  ot  these  pages  Is  copyrighted.     All  rights  are  reserved.        Notice  Is  hereby  given  that  infringement  will  lead  to  prosecution. 


December  22,  1906 


RECORD    AND    GUIDE         Xamluttam 


1073 


STRUCTURAL    AND     ORNAMENTAL 

IRON  WORIV      BUILDINGS 

Beams  in  all  sizes  always  on  hand  and  cut  to  lengths  as  required 


HARRIS  H.  URIS 

OFFICE    AND    WORKS 

525-535    W.    26th    ST. 

TELEPHONE,  1835-6  CHELSEA 


2d  av,  No  1612.  Sabine  Dratlef  agt  Sophlo 
Sarg;  action  to  recover  %  Interest;  att'y,  K  H 
Rosenberg. 

5th  av,  No  384.  Isaac  S  Plant  agt  Gorham 
Mfg  Co  et  al:  action  to  determine  validity  of 
lease,    &c;    att'ys,    Myers   &    Goldsmith. 

Deo.    17. 

95th    St,    No    166    West.  I 

97th  St,   Nos  157  and  159  West.  J 

Louise  M  Underbill  et  al  trustees  agt  Edw  C 
Underhill  et  al;  action  to  cancel  deed;  att'y, 
D    B    Peck. 

Cauldwell  av,  Nos  712  to  720.  Prlzer  Painter 
Stove  &  Heater  Co.  agt  Jacob  Seider  et  al; 
action  to  foreclose  mechanics  Hen;  att'y,  J 
Miller. 

Broadway,  Nos  821  and  823.  David  Ravitch  et 
al  agt  Hopeton  D  Atterbury  et  al;  action  to 
foreclose    mechanics    lien;    att'y,    N    Aleinikoff. 

Spruce  St.  s  s,  whole  front  between  Park  Row 
and  Nassau  st,  59.10x103.4x96.7x103.6.  Fred- 
erick I'otter  et  al  agt  The  Park  Co;  action  to 
enjoin;    att'y,    J    Larkin. 

2d  av,  n  w  cor  126th  st,  99.11x100.  Harris 
Meryash  agt  Abraham  Small  et  al;  action  to 
declare  mortgage  void;  att'ys,  Johnston  & 
Johnston. 

Dec.   18. 

Lexington  av.  s  e  cor  114th  st,  41.2x78.  Her- 
man Feinberg  et  al  agt  Jacob  Kaufman; 
specific  performance;  att'ys,  Manheim  &  Man- 
heim. 

182d  st,  s  s,  210.11  e  Belmont  av,  20.1xl02.1x 
irreg.  James  D  Gagan  agt  Joseph  A  Flan- 
nery;  specific  performance;  att'ys,  Lee  & 
Fleischmanu. 

Creston  av,  e  s,  275.1  s  189th  st,  40x95.  Mary 
A  McCormick  agt  Francis  X  O'Donnell  et  al; 
action  to  declare  vendor's  Hen;  att'y,  J 
Kearney. 

9th  st,  3  s,  83  w  Avenue  C,  runs  w  25.4  x  s 
93.11  X  e  33.4  x  n  26.1  x  w  8  x  n  67.10  to 
beg.  Louis  Golden  agt  Samuel  Krominsky 
et  al;  action  to  foreclose  mechanics  lien;  att'y, 
J   H   Cohn. 

Dec.    19. 

Roosevelt  st,  Nos  23  and  25.  Maria  Campiglio 
agt  Michael  J  Campiglio  et  al;  action  to  de- 
clare deed  void;  att'y,  B  F  Spellman. 

Avenue  B,  s  e  cor  12th  st,  108x105,  Bronx. 
Maria  Fitzpatrick  agt  Elizabeth  Lewis  et  al; 
partition:    att'y,    M   J   Sullivan. 

Dec.    20. 

Interior  parcel  beginning  at  a  point  100  from 
s  s  152d  st,  runs  s  36.7  x  w  50  x  n  36.10  x  e  50 
to  beginning:  rear  portions  of  lots  326  and 
332  map  of  Village  of  Melrose  South.  Augusta 
Rels  agt  Charles  Roche  et  al;  partition;  att'y, 
T    E    Hamill. 

Avenue  D,  w  s,  whole  front  between  15th  and 
16th  sts,  206.6x191. 

Avenue  D,  e  s.  whole  trout  between  15th  and 
16th    sts,    206.6x379.5. 

City  of  New  York  agt  Consolidated  Gas  Co; 
action  to  acquire  title;  att'y,  W  B  Ellison. 

Dec.    21. 

102d  st,  No  59  East.  Vincent  Realty  &  Con- 
struction Co  agt  Heiman  Glasser;  specific  per- 
formance: att'y,  P  Gross. 

West  End  av.  No  677.  Christopher  Cosmides 
agt  Sophie  M  La  Grave  et  al;  action  to  set 
aside  assignment  of  mortgage;  att'y,  H  J 
Witts. 

44th  st.  No  7  East.  Candee.  Smith  &  How- 
land  Co  agt  Florence  S  Bache  et  al;  action  to 
foreclose  mechanics  lien;   att'y,   A  R  Hager. 

December  20,    1906. 
^Editor  Record  and  Guide. 

The  lis  pendens  filed  against  me  on  property 
on  107th  st  was  formerly  owned  by  me  and  have 
been  made  a  part  defendant  in  this  action. 

G.  A.  REEBER. 


FGRECLOSITRB   SUITS. 


David 
att'y, 

Title 
att'y. 


Dec.    17. 
Lenox   av,    e   s,   whole   front   between   113th  and 

114th     sts,     201.10x125.       The     Dime     Savings 

Bank    of    Brooklyn    agt    Geo    M    Nixon    et    al- 

att'y,    Dykman,    Carr   &    Kohn. 
Park  av,  n  e  cor  130th  st,  99.1x245.     Mechanics' 

and   Traders'    Realty   Co  agt  Abraham   Schles- 

Inger  et  al   ;att'y,  J  A  Seidman. 
Dec.   18. 
129th    St.    n    e    250    e    7th    av,    2.5x09.11.      Rosa 

Blumenthal  agt  Annie  Sake;  att'y,  N  Cohen 
Washington    av.     n    w    cor    179th    st,     100x145 

Anne  C  Rogers  agt  Ellas  A  Cohen  et  al;  att'ys 

Bowers  &  Sands.  ' 

West    Houston    st,    s    w    cor   Thompson    st.    125x 

TOx  Irreg.     Emma  Pfizenmayer  et  al  agt  Rocco 

M  Marasco  et  al:   att'y,   G  M  Hyde 
Washington   av,    e   s,   68.6   n   Taylor   st,    50x175. 

August  Llmbert  trustee  agt  May  J  Klein  et  al- 

att  ys.   Bowers  &   Sands. 


Dec.    19. 

Mapes    av,    w    s,    249.5    n    180th    st,    20.1x145.3. 

James  J  Phelan  et  al  agt  Benjamin  Hochbaum 

et  al;   att'ys,    Blandy,   Mooney  &  Shipman. 
60th  st,   n  s,  75  w  1st  av,  75x100.5.  I 

67th  st,  s  s,  75  w  1st  av,  75x100.5;  tour  actions.| 

Samuel  Wacht  agt  Joseph  White  et  al;  att'ys, 

Arnsteiu  &  Levy. 
Audubon  av,   s  e  cor  174th  st,  100x75.     William 

Rankin   agt   Felix   Seise    et   al;    att'ys,    Quack- 

enbush   &   Adams. 
135th  St.    s  s.    175  w  Alexander  av.  50x100;   two 

actions.      Samuel   Weil  agt   Philip   Schragowitz 

et  al;  att'ys,  Arnsteiu  &  Levy. 
142d   St.    u   s.    100  e   Broadway,    75x99.11. 
143d    st,    s    s,    100   e    Broadway,    75x99.11;    two 

actions. 

Realty  Mortgage  Co  agt  Jacob  Kotlowsky  et  al; 

att'ys,   Simpson,  Werner  &  Cardozo. 
2d  av,   n  w  cor  120ta  st,  98.11x100.     Elise  Boyd 

agt   Abraham   Small   et  al;   att'ys,   Johnston  & 

Johnston. 
Lenox   av,    n   w   cor   135th   st,   99.11x110.      Alex- 
ander W  Cahn  et  al  agt  Julia  E  Liggan  et  al; 

att'y,   B  Bittner. 
Hall  pi,   e  s,   193.1  s  167th  st,  45x—x43. 11x52.7. 

Frederick    Cordes    agt    Frida    Hubner    et    al; 

att'y,   P  Klein. 
103d  St.   s  s,   300  w  Columbus  av.  25,x — .     Jessie 

A    Hall    agt    Annie   A   Campbell    et   al;    att'ys, 

Wesselman  &  Kraus. 


Dec. 


20. 


107th  st.  n  w  cor  ELXterior  or  Marginal  st,  runs 
w  170  X  n  100.11  x  e  80  to  high  water  mark  of 
Harlem  River,  xsellxn  —  xe75xs  100.11 
to  beginning.  Albert  M  Hersch  agt  Joseph 
Fuchs  et  al;  att'ys,  Eisman  &  Levy. 

13Sth  st,  s  s,  100.2  e  Cypress  av,  90.11x100. 
Thomas  Dwyer  agt  Saul  Strasbourger  et  al; 
att'ys.   Hardy  &  Strasbourger. 

Avenue  B,  s  e  s,  intersection  of  s  w  s  13th  st, 
29.5x93.  Bronx.  Johanna  Fleischman  extrx  agt 
Henry   Bergman  et  al ;   att'y,   F   S  Jackson. 

55th  st.  No  335  East.  George  Sinram  agt  Samuel 
Wacht  et  al;   att'y,    C   Schwick. 

103d  St.  No  118  East.  Clara  Sanger  agt  Max 
Levin  et  al;  att'ys,  M  S  &  I  S  Isaacs. 

Dec.    21. 
Brown   pi,    6   s,    whole   front   between    136th   and 

137th   sts,    200.X9O.      Charles    Gerflei    agt   Jacob 

Maisel  et  al;  att'y,  H  R  Ellas. 
Van    Nest  av,   s  s,   26.7  w   Van   Buren  st,   26.7x 

84. 5x   irreg.     Hans  F  N  Trueisen  agt  John   B 

Marion  et  al;   att'y,   D  Arthur. 
135th   st,    s   s.    100  w  Amsterdam  av,   275x99.11. 

The  State  Bank  agt  William  Sax  et  al;  att'ys, 

J   J   &  A  Lyons. 
114th  st.  No  58  East.     Samuel  Glantz  agt  Charles 

Paradiso  et  al;  att'ys,  Hollander  &  Bernheimer. 


20*Barbour,    Wm   A— Wm   H   Peck 589.72 

20  Baldwin.   David  W the  same    71.61 

20  Bien,     Franklin— Julius    M    Ferguson 

costs,    141.07 

21  Blake,    Walter   H— Audit   Co   of   N    Y.  .112.19 

21  Burrell,    James— City    of    N    Y 668.27 

21  Benthten,   Wilhelmine— Maynard  N  Clement. 

1,821.32 

21  Braunstein.    David— Louis    Halpert 80.96 

21  Boissier,    Frederick    C— Marx    Blum    et    al. 

66.16 

21  Byrnes,    James   F— John   G   Curran 95.58 

21  Bloom,    Hyman— Harris  Shapiro  et  al 

costs,    68.47 

21  Bartiey,  Thomas  J— City  of  N  Y 169.21 

21  Brewster,     Frederick— Joseph    Brugger.  .91.37 

21  Buckmaster,    Ida— Sidney    D    Evans 114.5i 

21  Brushaber,  Eliza— Joseph  J  StroUmoyer.SS.OO 
'21  Bennett,  Jessamine— John  Wanamauer.  .911.67 

15  Craig.    William— Haynes    &    Coryell 124.79 

15  Chllberg,    John    E— William    Watson    et    al. 

costs     99.20 

17  Cohn.    Arthur— City   of   NY..... '.369.70 

17  Cicero,    Chas    S— Joseph    Pascocello 224.41 

17  Clark,    Abbott    H— Anna    Baker 197.73 

17  Cowdrey,  Harry  S— Leo  Schlesinger.  .5,646.21 
17  Chute,    Fred    S— Met    Engineering    Co... 97.42 

17  Cleary,     Joseph— Atlantic     Distributing     Co. 

235  ^Y 

18  Clark,    Morris— Adolph   Grossman  et  al!T5l!73 

18  Cohen,    Henry— Benj    J    Burnbaum 180  32 

18  Carson,    John    H— Ellen    Moore 123  83 

18  Cohen,   Sydney— Samuel  Goldstein    600  17 

18  Christie.   Estelle  W— Minnie  Kaufman.  .329.31 

19  Cole,    Wm   R— Equitable   Trust  Co   of  N   Y 
,„  „■■■ 878.09 

19  Corlies,   Jacob  V— John  McG  Woodbury 

,.  „•■ costs,  63.85 

10  Cohen,   Joseph*   &  Abraham— Fairbanks  Co. 

20  Colavito,  Franclsco-^Carmelo'  AlbaneVe'  et  al 

19  41 

20  Clendenin,    Claude    F— Herman    Lobel. ".  1 . .. 
2  gQ2  04 

20  Culbertson,     Josephine    M    extrx— City  '  of 

N  Y   jgo  73 

21  Cohen,  Dora— Israel  Grablowsky  et  ai!.9l'85 
21  Connelly,    John    B— City    of    N    Y..        .169 ''1 

21  Crandall.    Harlem the   same    169  21 

21  Cotter.    Wm   F the  same    169  21 

21  Connolly,   John the  same    169  21 

21tCody,   Wm  A— B   Wlllard  Jones "13191 

-1  Cohen,  Morris  A— Michael  J  O'Brien.  .60.71 
-1  Cornell,    Samuel    G— Caroline    M    Cornell... 

,.  ^-■.-     -•■     -;j     16,906 

lo  Davis,    Ben— Morris  Burrell  et  al 113  40 

15  Do(ige.    Albert    C— Mechanics'    &    Traders' 

.85.51 


Bank 


JUDGMENTS. 


In  these  lists  of  Judgments  the  names  alpha- 
betically  arranged  and  which  are  first  on  each 
line,  as  those  of  the  Judgment  debtor.  The  let- 
ter (D)  means  judgment  for  deficiency.  (•) 
means  not  summoned,  (t)  signifies  that  the  first 
name  is  fictitious,  real  name  being  unknown. 
Judgments  entered  during  the  week  and  satisfied 
before  day  of  publication,  do  not  appear  in  this 
column,    but   in   list  of  Satisfied  Judgments. 

The  Judgments  filed  against  corporations,  etc., 
will   be  found  at  the   end  of  the  list. 


Dec. 

17  Altmayer,    Aaron    R— Knickerbocker    Trust 

Co 35,825.61 

18  Abrams.    Simon— Betsey    Levy    117.65 

19»Abramsky.     Moses— Henry     Waxman 67.08 

19  Allaire,    Chas   M— Brooks   Bros 84.48 

20  Amoroso,   Pasquale— Nicola  Candelora  et  al. 


20 
21 


Dec.    15. 
137th  st,   n   s,   245  w  5th  av,   200.x99.11. 

Ravitch   agt   Herman   Louis   Rels   et  al; 

N   Aleinikoff. 
128th  st,   s  s,   300  w  Lenox  av,   75x89.11. 

Ins  Co  of  N  Y  agt  Emma  Frank  et  al; 

A  L  W'jscott. 
77th  st,  n  s,   173  e  Av  A,  225x102.2. 
78th   st,   s   s,    173  e  Av  A,   225x102.2. 

Simon  Fink  agt  Northwestern  Realty  Co  et  al;        ^^ 

att'y,    A   H    Schwarz. 


17 
17 
17' 
17 
18 

18 
18 
18 
18 

19 
19 
10 
19 
19 
19 
20 

20 
20 


4043 

Aaronson,    George— R    Perlman    Painting   & 

Decorating  Co 326.15 

Agresto,    Joseph— Thomas   D   De   Witt 

■ ,- costs,   68.07 

Arker.    Israel— Israel    Grablowsky  et   al..91.85 

Anderson,  Olaf— City  of  N  Y 179.72 

Anderson.    Stephen    H— Alfred   Wiener.  .165.05 

Austin.    Wm    G— City   of    N   Y 487.85 

Armstrong,     Thomas the    same 179.72 

Anderson,    Michael    J the    same    177.::!5 

Arnold,    Reginald— Paul   P   Karutz ^14  88 

Burkhard,     Jacob— Julia    Plttel $10,135.08 

Baer,    Max    &    Abraham— American    Credit 

Indemnity    Co    of    N    Y costs,    180.00 

Buck,     Samuel     H— John     C     Calhoun 

„ „•-; costs,   120.85 

Boysen,   Paul— Adel  Boysen    costs    58  70 

Bourke,    Chas  F— Chas  G  Childs 38  71 

Bieber,   Morris— Lesher,  Whitman  &  Co  454  23 

Brill,    Sam— Louis    Seigel    252  12 

Beebe,    Franklin    and    Geo    W— Vreeland    H 

Youngman    et    al 974  42 

Brennan,    Anna   E— Minnie   Kaufman! !  !329  31 
Bodner,    Hyman— Simon    J    Altschuler. .  .80.30 

Berkman,    Samuel the    same    ....         80  30 

Bennett,    Henry   S— Frank   Work   et   al 

_  ■  -,-    -  -J  , costs,  745.26 

Burke,    John    P— Charles    Buddemeyer.  .112  67 

Bpbker.   Harris— Henry  Waxman    87  08 

Blumenkrohn,    Sol— Mary   B   Schramm.  .196  07 
Brody.    Samuel— Abraham    Friedman..     47  65 

Balbach,    Leopold— Edw    P    Hatch 4  694  25 

Braun,   Oscar  C— Rowland  J   Simes,   Jr,  .53.21 
Barton,    James    D— Herbert    L    Miles    et    al. 

440  j)j 

Becker.    Gabriel    W— Julius    Rosenberg! 22431 
Burroughs,    Albert  W— Neal   &    Brlnker   Co 

27.81 


15  Donnocker,  Delbert  G— Edw  A  Case 641.11 

IS'Douglas,  Wm  S— Title  Ins  Co  of  N  Y     124  40 

19  Dunn,  James— Charles  Wagner 131  20 

19  Doty,   A  Duane— John   R  Dunlap 3065 

10  Dunne,    Michael   W-Chas   A   Doran. ..  .189.55 

19  Davey.  Joseph  P— Chas  J  Breck 73'>  18 

19  Doll,    Wm   F-Wm   P   Miller    41653 

19  Denvir,  Geo  H-Frank  R  Ginn  Co...205!24 
19  Dwyer,   Edmond— Wotherspoon  Plaster  Mills 

10      '  '*u ;, 283.30 

w         the    same the    same    318  91 

19  Doherty,  James  J— James  J  Herbert. .! 336! 70 
19  Dunne.  Matthew  E-City  of  N  Y. costs,  118.65 
21  Dais.    John— City   of    .N    Y  7s  87 

21  Duggan.  Thomas  J-J  Fred  Menke! ! ' ! " '4431 
-1  De    RIdder,    John   H— Wm   H   Rowe,    Jr...'. 

„,   „ J    „:■   A '..5,71)5,00 

21  Dease.    Lydia   B— John   A   Donnegan.         97  64 

15  Engel,     Blla-Lllllan     Pickhardt 25  65 

15  Endelman,    Aaron— John    P    McEwen 94.73 

18  Elmendorf,     John    B-Henry    A    Tenney..] 

io„---    ,-••,•■ 1,693.56 

18  Ewbank,   Herbert  B,  Jr— Buzzinl  &  Co.  102  88 

18  Eagan,   John   F— Morris   Rosenfleld 197  46 

18  Elfin,  Sellg— Rudolph  Mathesheimer. .  .191  05 
18  Engelman,    Eugent    M— Otto    C    Sommerich. 

n?  SS'''^™*""''  William-Orlando  P  MetcalV.199'67 
21  Effenberger.  Paul— William  Klein  ...  489  37 
21  Edes.     Kathria— Dave    Broder  ^rt'4i 

15  Freud.  Leo  M— Thomas  Webster  et  ai!!68  98 
10  Frundblch,   Abraham— Joseph  Budabin  et  al 

17  Frisch.    Emanuel  !l— City  of  NY 80  37 

17  Pruehthandler,  Samuel— Abraham  I  Tanner. 

18  Pleisher,    Gustavo— Samu'eV  Cohen '!!"  '   2965 

18  Faulkner,  Isaac  N— John  P  Cronin 285  47 

18  Franks,    George— Ilsley    &    Held    Co 69  88 

18  Friedman,  Isaac— Philip  Fried  . .  37  41 
IStFrankel.    Rose— Benjamin    Schatlln    .!!il8'45 

19  Finn.   John  T   &  Patrick  W— Fairbanks  Co. 

J!?  E^'!'''  Malcolm  B-Wm"R"'rorrence!  !!21l'63 
!R  Sf"''  Harry-Nicholas  M  Wimple  et  al.  164.61 

19  Flam,    Harman    L the    same    164  61 

19  Preedman,  Barnett  &  Joseph— Fairbanks  Co. 
97  41 

19  Friedlander.  Frederic— Jacob  B  Do'blin!  !39'40 
J>  Fausner     Clara-Alper   G    Evans   et   al.. 48.09 

SJ  ?!°?'j„''''5°  T-City  of  N  Y costs,  27.41 

o,^  E'"',!'"'*"'^®'''    Israel-Max   Gorodoz 161.90 

:;J^  E?^'    Harry-Dlmock   &   Fink   Co. ..  .1.098.88 

20  Flam,   Herman  L the  same   1098  88 

20  Foster,    Florence    S-Jacob    A    Stein    et    al 

20  Pormau.  Aaron— R  Perlman  Painting  &  Dec- 
orating Co 3''6 15 

20  Ferchland.    Charles-Universal    Com'pounrt  ' 

21  Freedman.  Fritz-Aibert "Rosendahl'.'.  il8'47 
-1  Freer.  Robert  R-Louls  Schmitt.  .costs,  138' 75 
21  Freedman.  William-City  of  N  Y  16i  10 
Vi  S",*"/,.''   ^  Royal- Wm  J  O'Brien.. costs!  9312 

17  Goldberg,  Max— Helen  F  Hart...  9540 
li   Greenberg,     Edward— William     Goldberg'    e't 

fli    costs     T'  'il 

18  Ginsberg,  Charles  and  Harry-E'ureka  Glass 
"'""^    127.54 


The  text  Of  these  pa«e.  ..  cop^i.Mea.     AU   rl.ms  are   reserved.    Notice  ..  herebx  «.ven  that  .»tr.n«en>ent  w„.  lead  to  pro.ecut,on. 
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DENNIS  G.  BRUSSEL 

-  BLECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT-HEAT- POWER 


The  Brussel  Method  and  organization  Is 
devoted  exclusively  to  the  electrical  prob- 
lem of  the  building.  Independent  plants 
installed,  or  wiring  for  street  service.  Writ* 
for  particulars,  i 

15  West   29th    Street,    N.  Y. 


17  Goldman.    Max— Abraham    M    Slater 332.10 

18  Gehricke.   William— Knitf in  &  Demarest  Co. 

47.47 

19  Goldstein,'    Louis— Gabriel     Rubin ^]~\^ 

19  Golden,    James— Bridget    Martin    bO.ll 

1!)  Gurevitch.     Jacob— Met     Tobacco     Co 19.!fe 

19  Groge,   Anna  M— David  H  Taylor 161.41 

20  Gerstle,  Ralph  J  F— John  Simmons  Co.84o.Ui 

20  Goodstein.    Jack— AdoK   Morris   et    al 3ti.41 

•'O  Greenberg.    Louis— Chaia    Harris    et   al..2b.41 

21  Glasman,   Esther— Thomas  J  Surpless  et  al. 

costs,   6S.0i 

21  Gress.    Isidore— Sam    Goldner    "i^-^^ 

21  Gardiner,    Annie   E— City   of   N   Y ii,i: 

21  Goodstein.    David the    same    114.3a 

21  Gottlieb,   Sam— Max   Rosner ..1U9.41 

21  Gigante  Vincenzo — Rosina  da  Rario.  .326.ol 
21  Grimmel,  Christopher— City  of  N  Y... 169.21 
21  Guterman.    Barnett- Leopold    Peck    ....224. i2 

21  Griffiths,    Geo    W— E    Willard    Jones 32.91 

15  Hamilton.     Fannie     A    admr.x— Catherine     B 

Tyron    13,001.58 

15  Horn.    Isidore    W— Isidor    Kahn    226.41 

15  Hutton,    Frank    L— Geo    W    Cole    et    al.... 

costs,    186.17 

17  Hamilton.   John  L— Equitable  Trust  Co.242.7J 
17  Holze,    Richard   R— H   Koehler  &   Co... 974.13 
17  Higglns,  James  H— Fred  De  Fan  et  al.  .98.41 
17  Howard,   Michael  D— Alphons  Dryfoos  et  al 
.776.62 

17  Hanley]    William— Abram    Block 44.40 

18  Halperin,    Meyer— John    Fried costs,    73.08 

18  Herzberg,  Birdie— Harry  Samuels  et  al.191.44 

18  Hirschborn,  Joe— Samuel  Rosen    662.28 

19  Hanerteld,   Samuel— Louis  Miller 28.0S 

19  Hickman,  Bertha  M— Greason  Mtg  Co..47.6i 
19  Hayes,   Edward— Joseph  E  Demar 737.78 

19  Habel,   Nathan  K— Frieda   Hart   25.01 

20  Hartman.    Max— Geo    M    Price    182.15 

20  Hall.    Paul    J— Thomas    C    Edmonds    &    Co. 

143.86 

20  Hyman,    Jacob— Charles    Erdreich 111.91 

20  Herrmann.    Edward— Henry    Russell 

costs,    22.12 

20  Handel.   Jacob— John   Glackner    148.72 

20  Hochstim,    Max— W   N   Thayer  &  Co... 102.20 

20  Hafl,    Chas   E— Edwin   G    Gilmore 863.22 

20         the   same the   same    2,081.40 

20*Hamilton,    Walter    S the    same 863.22 

20         the    same the    same 2,081.40 

20'       the    same the    same 1,087.99 

20  Haff,     J    Harry*    &    Chas    E the    same. 

...        ...>.        .....        .....        •...■..1,  \jO  t  .  i}tf 

20  Herbst.   Gerson— Chaia  Harris  et  al 69.41 

21  Ham.  Frances— Roscoe  L  Peterson. costs,  32.31 
21  Himmelstein,    Samuel— Israel  Grablowsky  et 

al 91-85 

21  Hayden,  Lucien  H— .^mbrose  R  Clark.  .762.23 
21  Hampe,    Herman— Maynard    N    Clement.... 

1,821.32 

21  Hardv    James   T— Alexander  S   Cochan.  .93.21 

21  Hass."    Rudolph    F— Ernst    A    Boetzel 14.71 

21  Horwitz,    Meyer— City   of  N  Y    487.85 

21  Hilsmann,    Bmil    A— M    Felleman    Distillery 

Co 59.44 

21  Hotter,   Mary— City  of  N  Y.... 114.06 

21  Heinrich.    James the    same    331.43 

21  Hays,  Isaac  M— Faatz   Reynolds  Fe't-ng  Co. 

costs.   173.08 

17  Isaacs,    Gertrude— Thomas    F    Breen    et    al. 

costs,   171.98 

19  Imperial,    Peter- Oscar    G    Berkstrom.  .655.99 

17  Jacoves,    Louis   J— Louis   M   Heller 483.41 

17  Jacobson,    Joseph— Frank    Galotta 325.91 

19  Jasnogrodsky,   Naum— R   H   White  Co..  165.24 

19  Janin,    Albert   S— Silas   W   Stein 1,157.97 

20  Juliano,    Carmine    &    Rosini— Carmine    Sem-  _ 

enza    44.65 

20  Jarvis,    Wm   E— William   Rankin 52.41 

20  Jervesson,  Wm  R— Xeal  &  Brinker  Co. 210.55 
15  Kaufman.     Louis— Mizel    &     Brownell. .  .90.40 

15*Karger,    Harry— Louis    Wilderman    22.15 

15  Kidd.    Alexander    B— Hayner    Coryell.  .124.79 

15«Katzclink,    Morris— John    P    McEwen 94.73 

17  Kaltman.    Abraham— Richfield    Dairy 32.37 

17  Klinge,  Jacob— Edwald  Heymanson. ..  .425.07 
17  Kaufman,    Wolf— Joseph    Rheinstein.  .1,019.35 

17  Katcheim,     Henry— Harry     Brettholz. .  .504.31 

18  Kroutll,    Frank— Esther    Rosner    65.57 

18  the   same the   same costs,   27.72 

IS  Kramer,    Elizabeth    and    Edward— Henry    G 

Silleck.    Jr --nS-gi 

18  Kouba,    Eimil   and   Catherine— Sigmund  Ros- 

enthal  costs.   llf).23 

19  Kinsella,    Wm    J— Equitable    Trust    Co    of 

N     Y     420.39 

19  Kleindinest,    Mary— Louisa   Kleindinest    .... 
costs,    50.22 

19  Korman,    Louis    J— American    Radiator    Co. 

279.80 

20  Kohn,    Ignatz— Geo    M    Price 182.15 

20  Kahn.    Y'etta — Harris    Hausman 51.64 

20  Kotlowsky.    Jacol)— Patrick    Reddy 1,038.88 

21  Krieger.    Bernard— David    Silbermuntz.  .163.40 

21  Kelly,   Mulachi— City   of   N   Y 175.01 

15  Lampert.    Louis— Isidor    Kahn    226.41 

15  Levy,    Dan— Morris   Burrell   et   al 113.40 

15  Lindemann,    John    B— Anthony    J    Woodruff. 

112.31 

17  Ligety.   Aaron,    Rudolph   Oelsner 434.44 

17  Lefschitz,   Joseph— Tillie   Stein    395.13 

17tLemberg,   Samuel— Leo  Franklin  et  al.  .117.41 

18  Landon.    Chas    B— Frances    I    Regal 823.40 

18  Lambelli,    Anna— Sophia    Marks     582.62 

18  Leer,  Henry— Samuel  Womser. .  .costs,  68.32 
18  Lein,   Henry  W— John  G  Crawford 

......    costs,    109.32 

18  Letts,    Annie    st    Tel— Brooklyn    Heights    R 
RCo....... 139.10 

19  Lasch,    Henry — Ignatz    Kempner    109.35 

19tLippman.    Mary— Samuel    Tischler    19.65 

19  Levy,    Max— Title    Guarantee    &    Trust    Co. 

45  32 

20  Lunny.    Farrell— Meievilie    W    McCleilan    et 

al costs.    112.59 

20  Lively,    James    M— Morris    Levy 3,746.94 


20  Lattard,    Nestor    A    L— Isidor    Straus    et    al. 

004.06 

20  Lithauer.    Edward- Nathan    Sonkin 79.65 

20  Lange,    Oscar— Schwarzschild    &    Sulzberger 

Co 55.95 

20  London,    Max— Morris    Steisel     92.36 

21  Luxenburg,    Jonas— Simon    Hirsteln    ....79.41 

21  Lebelson.  Isidore— J  R  Smith  &  Co 91.54 

21  Levy.  Mitchell  A  C— Henry  D  Winans  et  al 

854.47 

21  Lubarsky.    Charles— Ignatz   Reich   et  al.507.88 

21         the  same the  same    35,8.15 

21  Levi,  Arthur  C— Faatz  Reynolds  Felting  Co 

cosf=,    17.'<.08 

21*Lischinsky,    Solomon  &   David— Blickensder- 

fer   Mfg   Co 48.07 

15  Martin,    Sophie   &  Mary   L— Louis  Newman. 

107.35 

15  Manchel,    Frank— Hyman    Bernstein. ..  .767.88 

15  Melch,    Jacob— Morris    Grlin    149.91 

15  Moore,    Geo    S— Diedrlch    Beckerman    ct    al. 

61.34 

15  Moriarty,    John    J— Chas    A   Leflerts    &    Co. 

31.54 

15  McBeth,    Nellie   &   Henry   D— Carl   E   Rand- 

rup    costs,    105.20 

17  Markowitz,    David— Lesher   Whitman   &   Co. 

454.23 

17  Morrette.  Joseph— Alexander  Lyle.  .  .1.3."i4.(>u 
17  Minge,  Oliver  L  indiv,  &c — Met  Engineering 

Co 97.42 

17  Miller,     Harry— Bracken    McAveney    Co.... 

3,675.15 

18  Meyer,     Louis — Louis    F    Adelson 7.67 

IS  McLaughlin,    Margaret — Frederick    H    Jones. 

29.40 

18  Machinsky.    Marv — Wra    S    Kinsey.  ..  .2.276.59 

18  Murick,    Louis— Stanley    &    Patterson.  .  .63.34 

19  Marowitz,   Clara— Herbert  D  Burnham.  .146.41 

19  Meltzer,    Harold— Fred    Luhman 870.78 

19  Mautner,    Isaac    &    Jacob    E— Samuel    Hess. 

460.24 

19  Mintzer.    Max — Moses    Herman    55.92 

19  Mitchell,   Wm  R— Greason   Mfg  Co 41.71 

19  Markramer,    Solomon — Wotherspoon    Plaster 

Mills    318.91 

19         the  same the   same    283.36 

19  Meyer,    David— Jacob    S    Friedman 69.39 

19  Mognihan,    Daniel    C— William    McAdoo.... 

costs,    77.15 

19  Merritt,    Daniel    E}— Edw    P    Hatch 191.39 

19  McGowan,      John— Mary      McGowan 

costs,    107.20 

20  MacDonald.  Robert  M— Henry  U  Halsted. 67.05 

20  Moser     Oscar    L— William    Cohn    251.20 

20  Menter.   Edward— City  of  N   Y 48.50 

20  Margulies,    Samuel— Morris  J   Gordon   et  al. 

86.06 

20  Maclsinci,    Antonio — Carmelo  Albanese  et  al 

78.41 

20  McCutcheon,    Frank— Tobias    Korn 46.91 

20  McMulIen.    James    D— City    of    N    Y 317.70 

211  McCabe,   Wm  H the  same   80.08 

20  Manheimer,   Morris — A  F  Brombacher  &  Co. 

400.80 

2t>  Mintz.   Morris — Jacob  Haberman  et  al..655..32 

21  Masson.    John— City    of    N    Y 44.96 

21  Magnolia.    Louis    F— Walter    Wilkins. ..  .97.72 

21   McElwee.    Alexander— City    of    N    Y 341.05 

21   .McLean,   John   L— Wm  C   Jacques 320.66 

21  McCourt.  .Arthur— Andrew  J  Bates  et  al. 290.43 

21  Molloy.    David   T— City  of   N    V 169.21 

21  Mansfield,    Theodore— Faatz    Reynolds    Felt- 
ing Co costs,   173.08 

21  Moers,    Sail    B,    Chas   Z   &   Joseph— Frederic 

N    Gilbert     2,330.47 

21tMoore.    Maxcy    L— Wm    O    D    Langley.  .94.54 

21  Mcllvaine.  James  T— City  of  N  Y 169.21 

21  McKnight.    Samuel the    same    169.21 

15  Normoyle,    John    F — Oliver    Typewriter    Co. 

27.26 

15  Nissen,  John— Martinez  Havana  Co.... 46.56 
15  Niemever.   Henry  H— Wm  F  Palmer.  .2,082.63 

17  Netter,    Gaston— City   of   N   Y 309.20 

17  Norcio,  Leonardo  &  Nicoletta — Angelo  Greco 

105.41 

IS  Newberger,    Isador — Benj    F    Burnbaum .... 

180.32 

19  Nicoll,  Louis  C — Wotherspoon  Plaster  Mills. 

Inc 318.91 

19  the    same the    same     283.36 

20  Nocilo,    Alfonso — Nicola    Candelora    et    al. 

34.29 

20  Nellis,    Dora    H— Julius    H    Ferguson 

costs,    141.07 

21  Neuteld,     Morris*    &    Charles— Arthur    C 

Brady    4^3.30 

21  Nissen.     John— William     Klein     48.9.37 

21   Neidlich.    Theodore— City   of   N    Y 175.01 

17  Orr,    Warren    M — James    M    Heatherton .... 

1,339.51 

21  O'Reilly,   Geo  J— Jacob  C  Harris 74.31 

21  Ott.    Philip— Sol    Levy    321.71 

21  O'Donnell.     Charles— City    of    N'  Y 169.21 

21  OHara.    Edward the    same    169.21 

15  Punchard,  Henry— John  R  &  Oscar  L  Foley 

• 212.21 

15  Penziner,  Abraham — Richard  Zilberman. 75.41 
17  Posner,    Chas    H— Abraham    Herman    et    al. 

costs,    107.73 

17  Poscaro,   Giuseppe — Maynard  N  Clement.  . .  . 

1,821.32 

17  Polndexter,   Alfred  M— City  of  N  Y 281.93 

17  Pestky,  Ascher— Lesher  Whitman  &  Co.495.16 

18  Pike,    Annie— Sol   Ehrlich    7,678.02 

IS  Poland,  Samuel— Henry  A  Townsend.  .267.99 
IS  Preston,    Chas   M— Franklin   A  Albee   et  al. 

costs,    161.36 

18  the  same the  same   costs,   161.36 

IS  the  same the  same    costs,   181.36 

19  Pearson,    Fred    C— Equitable    Trust    Co    of 

N    Y    761.24 

19  Paderopsky,  Selig — Mutual  Milk  &  Cream  Co. 

69.22 

19  Platzok,    Annie— Antolne    Harlick    546.96 


19  Pluemer,  Adolph— Elizabeth  T  Guindon.115.79 

19  Popper,  Simon — Lazarus  Levy   12,093.51 

20  Price.    Daniel  W— City   of  N   Y 168.13 

20  Paul,    Wm    C— Jacob   A   Stein   et  al 128.48 

20  Price,  Jacob  B— N  Y  &  Penn  Co 3,928.56 

21  Perlmutter,    Samuel— Arthur   C   Brady.  .483.20 

21  Peltin.    Samuel— Leonard    Bronner 143.89 

21  Pollack,    Edward— John    Matthews,    Inc.  112.92 

21  Pierce,    Robert— Marxe    &    Hull    68.11 

20  Quinn,   Peter— Alice  M   Nevins    49.30 

17  Reilly,    John   J— Sidney   H    Stuart 87.21 

17  Ryan,    Peter    J— William    Crawford    

costs,   106.60 

17  Ripa,    John    P— Geo   W    Carmer 270.93 

17  Ross,    William— Helen   F   Hart 95.40 

17  Rose,     Max     L — Christopher     Grigat 

costs,    68.26 

17  Reinhart.    Joseph    W— Brooks    Bros 137.49 

17  Roach,    Belden— City  of   N  Y costs,   113.00 

17  Reohr,   Bdw  H  M— Robert  Jacob 158.99 

IS  Robb,    James— Herbert    A    Post 135.39 

18  Rieser,    Ely  J— J   Ehrlich   &   Sons 224.65 

IS  Rothschild,    Solomon— Geo   H   Montrose. 487.31 

19  Rlnes,  Irving*  &  Yetta— Fred  Luhman. 870.78 
19  Roth,  Joseph— Mutual  Milk  &  Cream  Co. 38.38 

19  Randolph,    Wm   T— Chas  J   Breck 732.18 

19  Racopulos,    Demetrius— Met   Tobacco   Co. 42.36 

19  Rubin,    Jacob — Meyer    J    Harowitz 34.65 

19  Ramsey,   Joseph — John   F  Ahearn. costs,  67.35 

19  Rider,    Benjamin    F    or    Ben — Jonathan    D 

Howell    2,066.69 

20  Reiss.    Charles— Louisa   MacF    Lord 140.06 

20  Rosenthal.    Morris— Annie    Anker. costs,    32.65 

'-()  Ratner.    Mike — Andre    Walinez 43.40 

2l)*Roberts.    John    B— Edwin    G    Gilmore. 1.067.99 

21  Rosen.    Samuel    S — Blumenberg    Press.. .183. 85 

21  Rottenberg.    Hyman— Max    Rablec    107.21 

21  Rospcke.  William — National  Ice  Co... 495. 36 
21  Rosen.  Samuel — Blickensderfer  Mfg  Co.  .48.07 
15*Siff.    Ephriam— Joseph    Budabin    et    al. 361.17 

15  Schapiro.   Samuel— Santord  Mfg  Co 24.89 

15  Siegelstein,    Pierre    A— Louis    M    Rosenthal. 

19.41 

15  Schmidt,  Hyman — Louis  W^ilderman. ..  .22.15 
15  Strout,    Geo    H— William    Watson    et    al 

costs,    99.20 

15  Stowell,     Frank— Margaret     Stowell 

costs,    152.10 

15  Sbar,   Solomon— E  W  Merck  White  Lead  Co 

36.35 

17  Schwartz,  Mary— Isaac  Katz  ....costs,  108.30 
17  Schrameh,    Wilhelmine    &    August— Bertha 

E    L    Gloeckner     2,072.15 

17  Stein,  Edith  C— James  Dunne Costs,  48.85 

17  Scott,  James— City  of  N  Y 194.06 

17  Sire,    Meyer    L,    Leander    S    &    Henry    B — 

James    R   Kiernan    5,776.31 

17  Stone,   Wm  L,   Jr the  same 5,776.31 

17  Selleck.   Ezra- Chas  A  McMann 219.89 

17  Schnieder,    Emma — Board    of    Education.... 

costs,    108.31 

17  Sire,    Henry   B— Sydney   Rosenfeld. ..  .6,679.87 

17  Schaff.    Isaac— Abraham    I    Tamor 109.60 

18  Skabill,  Timothy— C  &  C  Electric  Co... 68.57 
18  Schoolmaker.     Isaac— Julius    Rosenhaim.42.17 

IS  Sharp,  Harriet— Sophie  Seager   1,154.83 

18  Siegel,    Harry— Betsy   Levy    117.65 

18  Siebert,    Julius   H— Bank   of  the   Metropolis. 

451.90 

18  Schwartz.    Max— Morris    Long    248.27 

18  Seibert.  Luther  B— Chas  H  Hutchins. 5,244.09 
18  Skinner,    Laura    A— Joseph   G    Quinn. .  .542.11 

18  Slattery,    John    B— George    Kircher 174.19 

18  Slutzkin,   Adolph— Benjamin  Berenson  et  al. 

81.80 

18  Skelly,    Patrick— Patrick    Rogers    100.00 

IS  Slater,   Isaac— Nathan   Horowitz  et  al.. 214.40 

19  Steron.   John— Davis  Brown 137.93 

19  Sackelos,    Andrew— Spencer    Importing    & 

Trading  Co 114.02 

19  Scanlon,    John   J— Gabriel   Rubin 112.15 

19  Sulkess.    Ma.x— Samuel   Tischler    43.85 

19  Shea,    James    S— Frank    Reeber 591.94 

19  Smith,   Louis— City  of  N  Y 274.72 

20  Schumacher.    Henry— City    of    N    Y 168.13 

20  Spear,    Harmon  J the   same    317.70 

20  Scott,    John    R the   same    168.13 

20  Schnackenherg,    Ernest  A— Nonie   F   Kelly. 

167.09 

20  Sbar.    Sol— Max    Gorodiz     161.90 

20  Smith.  Wm  H— City  of  N  Y 168.13 

20  Swain,   Geo  W— Alfred  Lindewall  et  al.. 77.65 

20  Smith,    Orrin    F— Wm    H    Peck 589.72 

20  Schmidt.   Celia— .\doIf  Morris  et  al 36.41 

20  Smith,   Herbert  K— Charles  Lippmann  et  al. 

210.94 

21tStrauss,  Edw  H— N  Y  Pulp  Plaster  Co.. 287.72 

21  Sailer,    Christian— John    A    Schmitt 64.41 

21*Stein,    Herman— Louis    Halpert    90.96 

21  Stern,     Alexander    &    Jennie — Isaac    Joyce. 

285.91 

21  Spadavecchia,    Louis — John    Matthews,    Inc. 

31.12 

21  Stein,  Louis  &  Morris— Wm  W  Fleitmann  et 

al    24.86 

21  Sattler,  Gustav— Ned  .4.  Duermeyer 91.75 

IS  Tvndall.    George— Phelps    Bros   Co 152.49 

18  Tvndall.    Georg^Phelps    Bros    Co 162.49 

IS  Taylor.   Chas  S— Title  Ins  Co  of  N  Y.  .124.40 

18  Tremaine,    Ambrose    B— Margaret    Hellman. 

218.91 

19  Thompson,  Myron  L  exr- J  L  Emil  Schueler 

398.67 

19  Taylor,     Louis    R— Equitatle    Trust    Co    of 

N   Y    436.40 

20  Tusingham,   Samuel— City  of  N  Y 168.13 

20  Thompson.   Nicholas— Stanley  M  Moran. 779.71 

20  Trimble,    J    Green,    Jr- Paul    Shetland. .  ..85.72 

21  Thielman.  Charles— City  of  N  Y 179.72 

20  Underwood,   Charles— City  of  N  Y 168.13 

20  Valentine,    Alice— City    of    N    Y 317.70 

20  Vaughan.   John  I.   Jr the  same    467.20 

21  Von   Herbert,   Wilmar  L— Mornay  D   Helm. 

8.00 

21  Vinton.  Lindley— Frank  J  Goodnow. 9,544.32 
15  Watson,    Albert    i^-Geo^ge    Hoch 70.65 
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17  White.    Henry— Louis  M   Heller 483.41 

17  Wright,    Susie   A— City  ot  N   Y 194.15 

17*Wlesen£eld,    Paul— Lesher    Whitman    &    Co. 

495.16 

I'tWalcott,   Alfred  F— Henry  Hlcka  et  al..80.;i5 

18  Whitney,    Peter— Henry    B    Simmons. .  .655.11 

18  Weinsteln,    Fred— Barnett   Levlne    ^76.25 

18  Walters,  Chas  H— Joseph  H  Krenricti. 269.71 
18  Wechsler,  Adolph— Simon  J  Altschuler. 80.30 
18  Wilson,    Solomon   D*   and   Samuel   L— David 

Gordon    ''8.76 

18  Welch,    Thomas    P— Grasselll    Chemical    Co. 

248.64 

18  Wexler,    Jacob— Andrew   Blckhardt    146.72 

18  the    same Luigl    Castaldo    204.72 

19  Wilson,  Rose— Slgmund  UUman  Co...  139. 82 
19  Warren,    Harry   J— Otto   A   Schreiber   et  al. 

514.21 

19  Ward,  Patrick— Patrick  J  McDermott.  .191.91 
19»White,     Jacob— Fairbanks    Co 97.41 

19  White,    Chas   W— Hugh   G   Curran 1,029.50 

20  Whitman,    Rose — Michael    Seitz 32.41 

2<J  Wuersten,    Frederick— City   of    N    Y 168.13 

20  Wilburn.   Wm  W the  same   168.13 

20  Worth,    Dudley the    same    407.20 

20  Worth,   Percy the   same    633.40 

20  Weber,   Herman— David  B  Melick 433.44 

20  Weinstock,    Abraham— Isidor    Mosson   et   al. 

321.95 

21  Walden,    John    R— City    of    N    Y 179.72 

21  Wallace,    Thomas— Onward  Construction  Co. 

635.94 

15  Yard,   Fanny  A— Henry   J  Pain 219.09 

20  Yendroszewski.   Clemens— City   of  N   Y.  168. 13 

21  Young,    Samuel    T— Frank    Probst 280.51 

21  Zacharias,   Edw  M— Wolcott  P  Robbins. 126.19 

CORPORATIONS. 
15  Interborcugh     Rapid     Transit     Co— Rose     A 

Olmstead    750.00 

15  Hillman    —    r  uice^Morris    Lipkin 24.65 

17  New  York  City  Ry  Co— Henry  Delaney.837.61 
17  Interborougb    Rapid    Transit    Co — GiuseppI 

Petti    300.00 

17  John  L  Nelson  &  Bro  Co— Ntl  Lead  Co 

1,010.34 

17         the   same Wadsworth  Rowland   &  Co. 

1,542.65 

17  The   International   Society — Joseph  L  Atkins 

94.07 

17  S  A  Cohn  Corporation— City  of  N  Y 140.31 

17  Ligety    Orpheum    Co — Rudolph    Oelsner.  .88.91 

17  V  Blotto  Co— Edw  F  Squadville 259.40 

17  Interurban  St  Ry  Co — Geo  D  Grossman.. 387. 45 
17  Brown  &  Fleming  Contracting  Co— Bracken- 

McAveney  Co 3,075.15 

17  Title  Guaranty  &  Surety  or  Title  Guaranty 

&  Trust  Co  ot  Scranton,   Pa,  and  City  of 
N    Y the    same    3,675.15 

18  The    Borough     Bronze    Co — BenJ     F    Burn- 

baum     180.32 

IS  The    City   of   N   Y— Frederich   Clarke   et  al. 

19,027.77 

18  Gustav  S  Neu  Co— Max  Solomon,  .costs,  17.41 
18  Lancaster    &    Engelmau    Engineering    Co — 

Otto    C    Sommerich    44.41 

18  Alston    Stone    Machine    Co — John    B    Carsi 

et  al 832.53 

18  Societe    Anonyme    de    la   Distillerie    Bendic- 

tlne    le    Albaye    de    Fecump— Winchell    & 

Davis    Importing    Co costs,    89.02 

18  The    Cassebeer    Pharmacy— John    McKesson, 

Jr.    et   al 675.74 

18  Secor    &    Co— Max    Lesserman 365.22 

18  New   York    City    Ry   Co — Mary   O'Connor... 

2,153.82 

18  Railroad  Gazette— John  H  Hewitt 188.40 

19  Nut  Oil  Products  Co — Artemus  Ward  et  al. 

1,027.67 

19  L  R  Williams  &  Co— Jeremiah  Green.  1,579.61 

19  Ligety   Orpheum  Co— Wm  C   Bentel 207.41 

19  New  York  City  Ry  Co— Nora  Quinlen.  .037.42 
19  Health   Chemical   Co— Joseph  Mayer. ..  .770.01 

19  Met  St   Ry  Co— May  G   De  Feo 4,171.85 

19  American    Ice    Co— Gottfried    Buchert.  .171.48 

19         the  same Blise  Buchert  et  al. .  .1,096.48 

19  Alexander  Typewriter  Co— Geo  W  Fairchild. 

5,861.92 

19  Morris   &    Cummings    Dredging   Co — City   of 

N    Y    costs,    23.85 

19  The    Aetna    Indemnity    Co— Lillie    S    Cahn. 

1,229.48 

20  Brunswick    Construction    Co — I    Townsend 

Burden    costs,   84.65 

20  North   Side   Brewing   Co — Henry  L   Herbert. 

021.38 

20  Congo  Umbrella  Handle  Co— Patterson  Bros. 

06.92 

20  Netherlands    Construction    Co— Joseph    Price 

1,438.24 

20  A  C  Rader  &  Co— Mary  F  Grossman.  . .  .175.31 
20  International   Auto   Sight   Seeing   Co — Frank 

I  Whitcomb    617.66 

20  Westminster    Realty    Corporation Isidor 

Mosson  et  al    321.95 

20  New  York  City  Ry  Co— Peter  Kehoe 350.37 

21  Cluster  Gas  Light  Co— Edward  Jaccard.129.51 

21  Wilson  Mfg  Co— City  of  N  Y 175.01 

21  Alman    Gas    Engine    &    Machine    Co the 

same    331.43 

21  Automatic  Air  Carriage  Co the  same. 453.44 

21  Hammond    Stationery   Co the   same.  .175.01 

21  Joseph  J  Gleason  Co the  same    305.07 

21  Mrs    Mlltenberger    Co— J    L    Myers    &    Co. 

„.       3,233.40 

21  Thor  Iron  Co— Hubert  C  Hart 5,927.59 

21  New  York  City  Ry  Co— Alice  Cooper.  1  152  00 
21  Musical    Mutual    Protective    Union- Anton 

Fuerst    1.34  20 

21  Dayton,  Autolectric  Co— Arthur  Cohn.. 619  37 
21  Ideal      Electric      Contracting      Co— Geo      L 

Mason    Co 44  7'' 

21  Ladyware   Co— City  of   N    Y    ! .  !309  60 

21  Bcbros  Mercantile  Agency— Hugh  G  Leynde. 


332.38 

21  The    Wayne    Automobile    Co    of    N    Y'— The 

Auto   Mart    413.41 

21  Williams  Heating  Co— U  S  Radiator  Co. 385.09 
21  Reichard   &    Scheuber   Mfg   Co— August   W 

Scheuber     l,34S.y(i 

21  The  R  M  Cornwell  Co— Nathan  Mfg  Co.  110.59 


MECHANICS'  LIENS. 


SATISFIED  JUDGMENTS. 

Dec.  15,  17,  18,  19,  20  and  21. 

lAstor,    Wm    W— C   Weil,    1908 52.01.1 

•Andrauer,    Alexander    or    Alexander    Andrews 

and  Joseph   Eckstein— People,   &c,   1906.  .500.00 
Avitable.   Andrea- Standard   Damp  Proofing  & 

Roofing    Co.    1906     190.41 

lAdler,   Slgmund- A  &  C  H  M  Hall  Realty  Co. 

19U6    606.31 

■Block,    Arthur— J    D    Mabr.    1906    69.75 

"Bialosto.'sky,    Simon— I   Nebenzall.   1889 234.51 

"Same A  Behrens  et  al.   1889   500.08 

"Same J   Freund  et  al.   1887    239.35 

=Buskirk,    Geo    W— The    O   J    Gude   Co   et   al. 

1906    118.42 

Berkowitz.  Joseph— A  Hartog  et  al.   1900.  .217.42 

Same same.    1906    331.77 

Beard,    Elizabeth    B— W   P    Little    et   al.    1906. 

1,203.56 

Cooper,    Solomon— J    Schenkel.      1906 103.30 

Crystal.    Harris— I    Bloch.    1904    5,043.47 

Doemberg.    Julius— M    Morheim.    1900. ,.  .2,057.99 

Same same.    1006    978.41 

Darby,    Thorn    A— Gilbert    &    Barker    Mfg    Co, 

1906    517.73 

Etzel,    August   G— J   F   Caragher  et  al.       1904. 

94.11 

Flagg,   Geo  W— F  H   Piatt,   1901 146.58 

Same J  Vellane,   1903    76.20 

Same A    Liedeke,    1901    130.07 

Same E    Weber,    1903     476.92 

Same Rider  Ericsson  Engine  Co,   1901.. 157.49 

Same C   A   Christman,    1901 278.71 

"Freedman,  Joseph— P  J  Wledbusch  et  al.  1900 

1,709.78 

"Frank.    Ida— G   B   Hope.    1906    151.59 

Fleischer,    Gustave— S    Cohen.    1900    29.65 

■Fulton,    Robert— Tenement    House    Dept.    1906. 

264.91 

Goduti.    Giuseppe— H    Landsberg.    1896 360.46 

Greenberg,    Louis— M   Eiland.    1906 149.91 

Same J    Louis    et   al.    1900 102.41 

Gluck.  .Idolph— P  Freed  et  al.     1906 499.40 

Goldsmith,    Abraham— H    Relkin,    1906 281.68 

■Galvin,     Cornelius    and    Harry    Lehr — People, 

&c,    1905    1.500.00 

Ghee,  John  F— G  B  Edwards.  19m> 1.58.58 

Hammond,   William— J   Beck   et   al.    1902.  .100.41 
Hirsch,    Chas   L   &   Herbert  Muers — A   Mendel- 
son.   1S97   1,219.81 

Hornberger.    Max— L    Welsman.    1900 135.60 

Haines,    Franklin— H    Sardine.    1898    370.48 

Hirsh.  Chas  L— F  W  Devoe  et  al.  1897 145.95 

"Hirsh,    Chas    L— J    D    Nordlinger   et   al.    1897. 

574.43 

■■Same E   H   Nordlinger  et  al.    1895 424.95 

"Hirsh.  Chas  L  &  Herbert  J  Meyer— J  R  Wain- 

wright    et    al.    1897    436.0S» 

"Same H   J   Braker  et  al.   1897    192.53 

Irwin,   Robert  E— C  A  Giamini,   1906 227.72 

Joyce.    Henry   L — Chemical   National   Bank  of 

N    Y.      1901     1,314.88 

Keane,    David— M    Levin,    1900 89.72 

Kornbluth.     Abraham— D     Stern.     1906 246.74 

=Kahn,    William— A    Stern.    1900 6,432.48 

Klein,    Henry— H   Cohn.    1900    223.06 

Levit,   Harris— H  Kaufman.   1906   461.64 

Luce,   Clarence.   Jr— C   C   Halgren.   1906 40.17 

Levy,    Benno— City   of   N   Y.    1900 39.06 

Milbauer.    Samuel    A— International    Wine    & 

Liquor  Co.    1900   180.00 

Molloy.  Frank  W— A  A  Low  et  al.  1906. .  .58.76 
Martin,  Walter  E— F  Hildebrandt.  1900.  .1,070.08 
MacDonald.    Robert  M— P  Gatfney,   1902. .  .104.76 

"Matthews.  Samuel  L— S  Rouse.   1892 618.26 

Netter,    Chas    N— L   Weiss,    1897 80.15 

Newman.  Waiter  G— R  H  Greene.  1901.  .1.460.73 
Priore.    Giuseppe   and   Pauline    Doino— P   Doino 

et    al,     1906     504.41 

Peters,   Emil  C— 0  P  Metcalf.  1906 121. .84 

Peckham,    Richard  T— J  A  Solomon.   1906.134.41 

Piatt.    John    R— H    Elias.    1906 134.85 

Ryshpan,     Max— J    Perlbinder.     1906 42.28 

Schemert,    Isak    or    Isaac— S    Diamond    et    al. 

1906 528.23 

"Shimka,    John— American   Woolen   Co  of  N   Y. 

1904    815.03 

Schildwachter.  Christian  W  &  Theodore  Schra- 

der—   S    Fuld   et   al.     1887    175.79 

Somers,  Mary  M— The  Royal  Beef  Co.  1906.69.90 

Same L    Kohn.     1906     22.13 

Scott.   Wm  S— Warren  Foundry  &  Machine  Co. 

1895    67.23 

Sidulsky,    Andrew    P    or    Andy    P— L    Leinlng. 

1906    145.72 

Schostak,    Alma— E    D    Hutchins.    1900 199.72 

Si-ott.    Bechtel    H— W   H   Williamson   .1905.  .49.44 

Skelly,    Patrick— P    Rogers.    1906 lOO.OO 

Thomas,    Clarence   B— L    Becker.    1!)04 120  37 

■Tobias,  Francis  H— City  of  N  Y.   1903 153.92 

Taft.   Theodore  M— W  M  Little.      1905. .  .1,890.77 

Tanner.    Isaac— L    Wisansky.    1906 140..57 

Wood.    St   John— R   W   Rives.    1906    344.70 

Wilson.    William— H    S    Bolsnot,    1905.  .  .7,295.42 

CORPORATIONS. 
The   Sutherland  Apartment  Co— F  A  Albright. 

1906    .514.91 

S    Karpen    &    Bro— Le    B   M    Huntington.    1006. 

175.70 

'Vacated  by  order  of  Court.  'Satlsfled  on  ap- 
peal. <Relea8ed.  •Reversed.  'Satisfled  by  •x»- 
cn'tlos.     •Annulled  >nd  Told. 


Dec.    15. 

245— 127th  St.  s  s,  180  e  3d  av,  50x100.  Globe 
Fire  Proof  Door  &  Sash  Co  agt  Meyer  Kes- 
sier    ?166.00 

24(}_97th  St.  •  No  175  West.  J  Wleser  &  Co 
agt  Clifford   N   Shurman    126.00 

247— 2d   av,   Nos  2461   to  2467 1 

126th  St,  Nos  247  to  253  East .1 

John    J    Scheurer    agt    Abraham    Small    and 
Harry    Meryash     285.00 

;J4,S— 108th  St,  Nos  327  to  339  East.  John  Sim- 
mons Co  agt  Raphael  Kurzrock  and  Samuel 
Kessler    2,017.56 

249— North  William  st.  No  30.     Otto  Melin  agt 
Mary    L    Barbey,    George    Duke      and    Max 
Dukas    T5L00 

250— 85th  st.  No  552  East.  Patrick  GalUgan 
Co  agt  John  Doe  and  Christ  Hoist 275.00 

251— Mott    st.    No    158 | 

Elizabeth    st,    Nos    119    and    121 J 

Robert   J    Mahoney    agt    Geo    W    Striker   and 
Morris    S    Thompson    14,573.38 

Dec.    17. 

252— Shiel  st,  or  av,  s  s,  250  w  6th  av,  50x100, 
Bronx.  Harris  Kasper  et  al  agt  Louis  Meyer 
73.00 

253— i67th  St.  Nos  62  and  64  East.  Adolf  Hopp 
agt  Dora  Weisberg,  Rebecca  G  Goldring  and 
Isaac    Goldring    7-50 

254— 49th  st,  Nos  337  to  347  East.  Hyman  De- 
linsky  agt  Lena  and  David  Cohen 298.12 

2.5,5 — 2d  av,  w  s,  IS  n  from  s  s  220th  st,  it  ex- 
tended, runs  s  10!).0  x  w  105  x  n  109.6  x  e  105 
to  beginning.  Barry  &  Burke  agt  John  F 
Kellv  and   H   W  Gilbert    814.75 

256— 72d  st.  No  161  East.  Ely  Feinstein  agt 
Mary   Malvlna    80.00 

257— 49th  st.  No  426  West,  Jacob  P  Walz  agt 
A  Snitow,  Morris  Krelsler  and  William  Brill 
820.00 

258— •172d  st,  s  s,  between  Amsterdam  av  and 
Audubon  av,  145x100.  Pfotenhauer  &  Nes- 
bit    agt    Mayer    Hoffman     362.60 

2."if>— loth  av.  No  524.  John  Coombs  agt  Albert 
L  Schwartz  and  Wm  G  Clarke 60.00 

260— Wallace  av,  e  s,  1,195  n  Morris  Park  av, 
25x1011.  Bair  &  Levy  agt  Esther  Kaufman 
and    Philip    Kaufman    35.00 

261— .561  h  st,  Nos  118  to  122  West.  Darcy  & 
Quinn  agt  Coleman  Bros  and  Coleman  Stable 
Co 523.65 

262— Maple  av,  n  w  cor  Logan  st,  25x100. 
Giovanni  Cantamessa  agt  Cesare  Palmierl. 
272.22 

263— Bartholdl  st,  n  s,  80  w  Cedar  av,  25x100. 
Andrew  Brickhardt  agt  Pasquale  &  Oralla 
Costaldo    40.00 

264— 99th  St.  No  69  West.  Shepsll  Kaplansky 
agt  Joseph   Weiner  and  John  H  Zault    ..50.00 

265 — Satisfied. 

266— Water  st,  Nos  614  and  616.  Joseph  Tas- 
soff  agt  Ray  E  Schenkman,  Hyman 
Schenkman    and    Sol    Lirht 400.00 

267— Hoe  av.  No  1160.  F  T  Willlgan  Co  agt 
Abraham  Silberberg  and   Solomon   Saul.. 752. 98 

26.S— 70th  st.  No  60  West.  Morris  Goldberg 
agt    Emille    Simon     7.00 

269 — 10th  st.  No  140  West.  Same  agt  Annie 
Kemble    140.50 

270— 70th  st.  No  124  East.  W  B  Corney  & 
Bro  agt  James  D  Fessenden  and  Fred  S 
Chute   Co 61.00 

Dec.   18. 

272 — Edgecomb  av,  w  s,  whole  front  between 
166th  and  167th  sts,  42x195x231.  Edwin  M 
Houghtaling  et  al  agt  Joseph  Jacobson.  .288.00 

2":i— Summit  av,  n  e  cor  164th  st,  25x100. 
John  P  Thornton  agt  Mary  A  Colleran  and 
John    Colleran    254.00 

274— 159th  st.  No  549  West.  William  Diechar 
agt    Jessie     B     Crommette 637.00 

27.5— 131st  St.  s  s.  00  e  Broadway.  75x100. 
Standard  Damp  Proofing  &  Roofing  Co  agt 
Jacob  Goldman  Realty  &  Construction  Co. 
90.00 

276— St  Nicholas  av,  w  s,  50  n  156th  st,  51x86.1 
156th  st,  n  s,  86  w  St  Nicholas  av,  25x99.1l| 
Same  agt  Louis  C  Nicoll  and  Solomon  Merk- 
samer    150.00 

277— 7th  av,  Nos  2308  and  2310.  Rosenberg 
&  Ratner  agt  Joel  Marks  and  Rosenberg  & 
Co 260.00 

278— Suffolk  st,  No  12.  Joseph  M  Weinsteln 
*agt    Annie    I    Simon 77.00 

279— 161st  st.  No  884  East.  New  Jersey  Terra 
Cotta  Co  agt  Hawthorne  Building  Co... 300.00 

2,S0— 69th  st,  s  s,  150  w  Avenue  A,  125x100. 
Leo  Ludin  agt  Gustav  Wacht  and  David 
Levin 1,214.10 

281- Cruger  st,  e  s,  145  n  205th  st,  25x100. 
Ilario  Spaccarelli  agt  Urbano  Cavaluccl  and 
Frank    Tundis    29.75 

282— 110th  st,  n  s,  300  e  8th  av,  100x75.  Fred- 
erick J  Fleck  agt  Joseph  Oussanl 10.00 

283— 110th  st,  Nos  137  and  139  West.  Same 
agt    same     220.00 

284— Central  Park  West,  s  w  cor  65th  st,  100.5 
xl25.  A  D  Granger  Co  agt  Samuel  B  Haines 
and    August    Mugler    553.60 

Dec.    19. 

285— 153d  St.  n  s,  25  w  Melrose  av,  75x87. 
Joseph  Buellesbach  agt  Charles  Zimmermann, 
Jr 1,185.85 

286— loth  st.  No  309  East.  John  W  Moore 
agt  Sarah  Kohn  and  Joseph  Cherry 2,(fiO.0O 


The  text  of  these  pages  U  copyrighted.     All  rlghU  are  reserred.         Notice  Is  herehr  glvea  that  InfrlngeiBeBt  wIU  lead  to  prosecution. 
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The  Luxfer  Sidewalk  System  is  tiie  newest  and  most  satisfactory  method  of  illuminating 
basements  and  at  the  same  time  providing  a  thoroughly  strong  sidewalk.  Luxfer  Prisms 
set  in  re-enforced  concrete  can  be  set  so  that  a  flood  of  light  will  be  thrown  through  the 
basement  to  the  back  wall.     Let  us  figure  with  you.     'Phone  3276  Gramercy. 

AMERICAN  LUXFER  PRISM  CO.,  160  Fifth  Ave.,  NEW  YORK. 


6 


287- Jackson  st.  No  34.  Joseph  Beacher  agt 
Zena    Bagrath     DU.UU 

2SS— 8th  av,  s  w  cor  65th  st,  102x117.  De  La 
Vergne  Machine  Co  agt  Samuel  B  Haines 
and    Franklin    Haines    . .  .5,0(X).tXJ 

289— 6th  st,  No  537  East.  Aaron  Klein  agt 
John  A  Frey  and  A  Feldman  Construction 
Co  ..lu.uw 

290— Westchester  av,  s  s,  76  e  Robbins  ay,  105 
X  131  X  irreg.  A  W  De  Long  &  Co  agt 
Mercury   Realty   Co „••■;•  W  '  •-■'*^i"" 

291-Minerva  pi,  n  s,  100  w  Grand  Boulevard 
and  Concourse,  50x125.  G  B  Raymond  &  Co 
agt    Dorothea    Essig    and    Morris    A    Squlres.^^ 

292-7ist  st,'No  212 'West.'jo'hn  H  Boyn'ton  agt 

Louise  J  Merrian  and  Job"  J""""  ,•  i^^'^-TS,''^ 
293— Amsterdam  av,  n  w  cor  159th  st,  lUOxlou. 

Richard  E  Thlbaut  agt  Robert  Arnstem.  .62a..i9 
294— 118th    st,    No    1   Bast.      Jacob   Swartz    agt 

David    S    Kalman    _ •  • •  •  •  •^^°-"" 

295-13Sth    st,    s    s,    120    w    oth    av,    12ox99.11. 

Gustav  Ernst  agt  Joseph  Jacobson. . .  .d.oio.uu 
"96— Edgecombe  av,  w  s,  whole  front  between 

166th  ^nd    167th    sts,    47.3x195.1x219.1.  Gus- 

tave  Ernst  agt  same   .  •  ■ P'Vr^'"^-^ 

297_Norfolk  st.  No  75.     Jacob  Efron  agt  Max 

Spector  and  Jacob  Wacht   ....... .  .-47.  JJ 

''98— 1st   av,   Nos  1937  and   1947.     Max  Levlne 

agt    Neufeld    &    Rothfeld    and    Alter    Gordon.^ 

299^Same  property.     Samuel  kilsteln  agt  same 

Dec.    20. 
300— Amsterdam  av,  n  w  cor  159th  st,  100x100. 
P  &   F  Corbin  of  N  Y  agt  Robert  Arnstem 

olO.uu 

301— ieist  st'.'u  s.ids.S  e  Courtlandt  av,  loOx 
100.       Seward     Engineering     Co    agt    Joseph 

Perlitch  HOU.OU 

302— 138th  'st,  s  s,  120  w  5th  av,  125x99.11. 
Joseph     H    Jacobson    agt    Joseph    Jacobson.^ 

303— Sedgwick"  av.  w  s,  561.11  s  Perot  st, 
270  llx78.3x— X298.6.  Matthew  J  Crowley  agt 
S    W    Fairchild    and    Chas    W    Collins.. .  .o4. 88 

304— Macomb's  Dam  road,  w  s,  28.4  s  153d  st, 
28  4x113.10x25x100.4.  Julius  Siegel  agt 
Thomas  L  Reynolds  and  Alvin  Pearson  &  Co 

305-Audub'on  av.  's  e'  cor  ISOth'stVJoioS.  Bou- 
ker  Contracting  Co  agt  Joseph  \Modar   .7o2.0O 

.■506— Avenue  A.  w  s,  102.2  n  7.5th  st,  51.1x100. 
Morris   Tobias    et   al   agt    Philip    Levinson 

o,."iUU.tHJ 

,S07— i-Hst  'st,"s  s',  Ssis  w  1st  av,  36.9x100.11. 
Same  agt   Philip   Levinson  and  John  Zipkin. 

..,.....>•  IjOiX'.U" 

308^76th'st. 'No"l24"East.  Wm  F  Dixon  agt 
James  D  Fessenden  and  F  S  Chute  &  Co. 85.22 

309— 166th  st,  n  s,  95.1  w  Edgecombe  av,  lOOx 
— .      Hamilton   &    Sons   agt  Joseph   Jacobson. 

4,tX,K}.'.''J 

Dec.    21. 

310— Elizabeth  st,  Nos  119  and  121.  Nicholas 
Kessler  agt  Estate  C  W  Smith  and  Robert  J 
Mahoney    VilviAn 

311— Mott  st.  No  158.     Same  agt  same. .  .1,300.00 

312— St  Nicholas  av.  No  880.  Orazio  La  Cag- 
nina  agt  John  Hearn  Construction  Co.  .IjOio.OO 

313— 146th  st,  s  s,  125  e  Broadway,  iox99.11. 
Washington  Heights  Sand  Co  agt  Dora  Pol- 
lack and   David   Nathanson    ^. . . . .  .3o0.00 

314— 146th  st,  s  s,  125  e  Broadway,  loxlOO.  Gus 
Lucker    agt    same    o,-W.OO 

315— 171st  st,   s  s,   100  w  Amsterdam  av,   liox 
95.      Walter    S    Sheldon    agt    Mayer    Hoffman   ^ 
and   J   P   Nertney    ■ A-n- 

31&_172d  st,  s  s,  125  w  Amsterdam  av,  14ox9o. 
Same  agt  same    _•■;■■■ 'J; ^-.■**** 

3X7_Timpson  pi,  s  e  s,  100  n  e  St  Joseph  s  st, 
488.6xl20.9x  irreg.  John  V  Van  Pelt  agt 
Ajax    Construction    Co 332.90 

31S-^th  st,  Nos  369  to  373  East.  John  F  Cro- 
nin  agt  Horowitz  Bros  &  Marganeten  _and__ 
B  Rosenberg    717.78 

319— 123d  st,  n  s,  290  e  Park  av,  41.Sxl00.ll. 
Samuel  Desowitz  agt  Cornelia  McKay  and 
Matthew    F    Mulvihill    160.75 

320— Audubon  av,  s  e  cor  180th  st,  75x100. 
Thomas    Stone    agt   Joseph    Wlodar 675.00 

321— 166th  st,  n  s,  95.1  w  Edgecombe  av,  lOOx 
7e.6x    irreg.      Hamilton    &    Sons    agt    Joseph 

Jacobson     4,000.00 

3w_jggtii  st  ,n  s,  200  e  Amsterdam  av,  195.  Ix 
166.9X    irreg.       Sommerteld    &    Stockier    agt 

Joseph  Jacobson   500.00 

323— 152d    st,    s    s,    72    e    Morris    av,    50x115. 

Samuel  Kessler  agt  Nathan  Goldstein.  .1,500.00 
304_port    Washington    av,    s    w    cor    160th    st, 
130.11x78.4x  irreg.     J  Hartley  Co  agt  Henry 

T     Bulman     3,463.55 

♦ 

BTJII'SIirG  I.OAN  CONTRACTS. 

Dec.   15. 

Belmont    av,    w    s,    145    n    188th    st,    50x87.6. 
Theodore  Wentz   loans   Gulf   Co-operative   Co 
to  erect  a  4-sty  tenement;  6  payments.  .17,500 
Dec.    17. 

Bronxdale  av  s  w  s,  165  u  w  Cruger  st.  25x 
90.  Sadie  B  Clocke  loans  Biaggio  Dina, 
Rosario  Dina  and  Gaetana  Riggo  to  erect 
a   3-sty   dwelling;   3   payments    4.000 

St  Nicholas  pi.  n  w  cor  151st  st,  99.llx65.9x 
irreg  to  St  Nicholas  av.  Surety  Realty  Co 
loans  The  Apartment  Construction  Co  to 
erect    a   6-sty    apartment;    4    payments.  .60.000 


80th  St.  s  s,  250  w  Amsterdam  av,  48.3x102.2. 
Gustavus    L    Lawrence    loans    Palace    Garage 
Co  to  erect  a  6-sty  garage;  4  payments. 40,000 
Dec.   18. 

7th  av,  s  e  cor  129th  st,  99.11x75.  David 
Levy  and  Robert  Friedman  loan  Leo  S 
Greenbaum    and    Morris    Kreisler    to    finish 

erection   of  building;   5   payments 35,000 

Dec.    20. 

117th  st,  s  s,  173  e  Pleasant  av,  50x100.11. 
Alice  D  Sturges  loans  Raphael  Kurzrok  to 
erect  a  6-sty  tenement;   10  payments. ..  .25,000 

Bronx  Park  av,  w  s,  50  n  177th  st,  25x100. 
Morris  Cooper,  att'y,  loans  Joseph  Diamond 
to      erect  a  2-sty  dwelling;  —  payments.  .5.1X10 

Bronx  Park  av,  w  s,  25  n  177th  st,  25x100. 
Same  loans  same  to  erect  a  2-sty  dwelling;  — 

payments    5,00i) 

Dec.    1. 
No  Building  Loans  filed  this  day. 
« 

SATISFIED  MECHANICS'  LIENS. 

Dec.   15. 
2d    av,    e    s,    whole    front    between    99th    and 

100th    sts.        Minet    Varnish      Co     agt     The 

Hauben  Realty  Co  et  al.     (Dec  8,  1906).  139.90 
»17th    st.    No    443    West.    Aaron    Arvintz    agt 

Henry  Nechols  et  al.     (July  3,  1906) 300.00 

125th    st.    No    545    West.      R    and    M    Talsky 

&  Co  agt  Dora  M  Weil-et  al.     (Nov  15,  1906) 

...    490.00 

Dec.   17. 
92d   st,    Nos    156   and    158   East.     The   Greater 

N   Y    Iron   Works  agt  Lena  Le^T.      (Oct  23. 

1906)    T5.00 

Bathgate  av,   n  e  cor  184th  st.     John  W  Dun- 

ican    agt    Arch    Realty    &    Construction    Co. 

(Nov    8.    1906) 113.52 

Avenue   C.    n   e   cor  4th  st,    Bronx.     Unionport 

Lumber  &  Mtg  Co  agt  James  Reynolds  et  al. 

(Dec   5,    1906)    1,026.50 

11.5th  st,  Nos  7  and  9  East.  Samuel  Rosen- 
berg   agt    Hyman    Manheim   et    al.      (Oct    19. 

1906)    : 142.63 

=Lyon  av,   n  s,  50  e  Parker  av,  50x100.     John 

F  Chee  agt  Samuel  Berger  et  al.     (Oct  27, 

1906)    196.24 

80th   St.   No   29   East.     Joseph   Buellesbach  agt 

Chas   B  Milmine  et  al.      (Oct  22,    1906).. 75.00 
Clay  av.    No   10(J4.      Geo  W  Vender  agt  Sarah 

Goldstein.      (July   3,    19(B) 51.85 

1st    av,    w    s    .whole    front    between    99th    and 

100th   sts.     Fred  Gettler  agt  Isaac  Kleinteld 

et  al.      (Nov  9,   1906) 414.00 

Dec.   18. 
-Broadway,    n    w    cor   45th   st.      Cosgrove   Bros 

agt    Long   Acre   Square  Theatre   Co.    (Oct  25. 

1906)    1,500.00 

West   End   av,    s  w   cor   80th   st,   Wm   H  Gray 

agt  Lex   Realty  Co.      (Nov  25.   1905) 444.36 

65th  st.   No  105  East.     Toscani  Bros  agt  John 

Doe    et    al.      (Dec    6,    1906) 50.00 

1150th    st,    s    s,    100   w   Sth   av.      J    Levoli   agt 

William   Soltz  et  al.      (June  28.   1906) ... 375.00 
7th  av.  No  283.   Samuel  J  McKelvey  agt  Jessel 

BIdg   Co.      (Nov  12,    1906) 675.00 

62d   st,    Nos   304  and   SOS  East.      Fredenberg   & 

Lounsbury    agt    Meyer    Ennis    et    al.      (Sept 

29     IfuKil    .88.00 

=lSth  st,  Nos  105  to  109  East.  Charles  Winters 

agt   Virginia  B  Matthews.      (Nov  28.   19IM>    . 

Avenue  A.' No  1413.     Haroid  L  Rockmore  agt 

Sydney  Wallensteln.      (Dec  4.   1906) 925.00 

Avenue   C.    s   e   cor  Oth   st.      Raphael   Kiel   agt 

Moses  Hamburger  et  al.     (Nov  7,   1906). 400.00 
Lenox   av     n  w   cor  143d   st.      Excelsior  Terra 

Cotta     Co     agt     Morris    Feldberg.      (Oct    2o. 

1906)     'oO-^ 

Dec.    19. 
T'lst  st    Nos  232  and  234  West.     Sam  Le  Boyer 

agt  Annie  Aaron  et  al.     (Oct  27,  1906) . .  .34.00 
28th   St.    Nos  1 U   and   116   East.      Tosc^M   Bros 

agt  Frederick  C  Zobel.      (July  25,  1906).  158. 00 
=Hoe   st,    e   s,    300   n   167th   st,   25x100.      Louis 

Block  agt   Silberberg  &   Saul.    (Nov  24.   I^'^^'^q^ 

=7th"av'.  No's  23'08"and' 2310."  "isidor  BregWn 
et   al   agt  Joel   Marks  et   al.      (Dec  5,    ly**'- 

4-''d"st,  No  3'East!  "louIs  Baron  agt  Caroline 
Tolfree  et  al.     (Jan  17,  1906)    449.00 

Same  property.  George  D  Glass  et  al  agt 
same.      (Jan   19,    1906)    ...412.50 

Same  property.  Cooper,  Zinnett_&  Pollack  agt 
Solomon  Bloom  et  al.     (Jan  lo,  1906) ...  400.00 

56th  st.  No  4  West.  Pace  &  Cripps  agt  J  P 
Coin  et   al.      (Aug   18,   1906)  •  ••••••;•• -^f.'l-^^- 

Central  Park  West,  n  w  cor  70th  st.  Pitts- 
burgh Plate  Glass  Co  agt  Vaillma  Realty 
Co.       (March    17,    1906)     l,248.9o 

174th  st  No  321  East.  Samuel  Welnstein  agt 
Rosenblutt    et    al.       (Oct    9     ,1906) ...  .212.00 

S7th  st  No  32  West.  Arthur  T  Fowler  agt 
Julius  Bachrach  et  al.     (Nov  22.  1906) . .  .464.22 

Duane  st.  Nos  55  to  59.  Traitel  Marble  Co  agt 
N  Y  Edison  Co  et  al.     (Nov  7,  1906) ..  .2.610.00 

Duane  st.  No  55.  Bernard  H  Eidel  agt  Edi- 
son Electric  Illuminating  Co  et  al.  (Oct 
27,  1906)    .960.5O 

Same  property.  Bernard  P  Traitel  et  al  agt 
N   Y   Ddison   Co   et  al.      (Nov  7,    1906) ..  260.00 

Same  property.  Wernhard  Keck  agt  Edison 
Electric  Illuminating  Co  et  al.  (Oct  31, 
1906)    3,182.00 


Jane    st.    No    49.      Moses    Altman    agt    Joseph 

Schiff  et  al.     (Dec  6,  1906)    225.00 

Same    property.      Joseph    Shanske    agt    same. 

(Dec   6,    1906)    150.00 

^Walton  av.  Nos  387  and  389.     Isaac  Silversteln 

agt    Peter    Von    Bergen.       (Dec    29,    1905) . . 

2,356.94 

Dec.    20. 
Amsterdam  av,  w  s,  24.11  n  130th  st,  150x100. 
Ravitch     Bros    agt     Jacob     Goldberg    et     al. 

(Nov    2,    1906) 6,900.00 

Same  property.     Union  Stove  Works  agt  same. 

(Nov   3,    1906)    758.00 

Same    property.       Louis    Goldstein    agt    same. 

(Nov  12,   1906)    300.00 

4th  st,  Nos  231  and  233  East.     Charles  Jackson 

agt  Abraham   Miller  et  al.      (Dec  6,    1906) . . 

1,200.00 

Same    property.       Same    agt    same.       (Dec    6, 

1906)    350.00 

1st    av.    Nos    189    and    191.      Tobias    Schwartz 

agt  Jacob  Safran.      (Nov  27,   1906) 155.00 

Henry    st,    Nos    164   and    168.      Houghtaling   & 

Wittpenn   agt   Epstein   Bros.      (Dec  8,    1906). 

204.70 

129th   st,   s   e  cor  7th  av.     Frederick  W   Cohn 

agt    Greenbaum   &    Wiener   et   al.      (Sept   13, 

1006)    1,027.18 

Same  property.     Nathaniel  Wise  Co  agt  same. 

(Sept    12.    1906)    6.984.00 

Same  property.     Nicola  Strada  agt  same.     (Sept 

19.   1906)    1.650.00 

Same  property.     Draddy  &  Hutchings  agt  same 

(Sept  27,   1906)    7,500.00 

Same   property.      J  L  Cohen  agt  same.      (Sept 

13.    1905)    2,500.00 

Morris  av.  n  e  cor  l,5Sth  St.     Frank  Siemon  et 

al  agt  Bronxland  Realty  Co  et  al.     (May  17, 

1900)    12.00 

Same  propertv.     Martin  Krislow  et  al  agt  same 

(May  14,   19<36;   five  liens)    139.00 

4th   av,    e   s.    125   n   220th  st.      John   A   Muller 

agt    Frank    W   Pirner.      (Oct   30,    IOO6I .  .150.00 
Whitlock   av.    w   s,   20  n   144th   st.     Michael  A 

Cerussi  agt  N  Y  Chartered  Co.     (Nov  8,  1906) 

4,633.25 

55th   st,    Nos  333   to  345   East.      Morris   Leven- 

son    agt   Hauben   Realty   Co.      (Sept   8,    1906) 

1.635.00 

=125th  st,  Nos  324  to  332  East.     Rubin  &  Mar- 
cus agt  Dora  Dubinsky  et  al.     (Dec  13,  1906) 

1,325.00 

Dec.    21. 
161st  St.  Nos  937  to  941  East.     John  J  Sheehan 

agt   Henry   Villaume   et   al.      (Nov   30,    1906) 

135.86 

2d  av,  w  s,  whole  front  between  99th  and  100th 


sts. 


=99th    st,    n   s,    106   e   2d   av,    150x100 

SprlckerhotE    &     Scharenberger  -agt    Haiibeh 
Realty  Co.      (Oct  12,   1906)    1,280.00 

=96th  st,  s  s,  100  w  Columbus  av.  U  S  Mor- 
tar Supply  Co  agt  Louis  Bernstein.  (Oct  11, 
1906)    781.05 

Amsterdam  av,  No  2132.  Maurice  Newmark 
agt  Nathan  Wilson.     (Dec  17.  1906)    71.10 

Lewis  st,  Nos  119  and  121.  Ignatz  I  Rosen- 
berg agt  Morris  Weisberger.  (July  5,  1906) 
160.00 

7th  av.  s  e  cor  129th  st.  Sanitary  Fire  Proofing 
&  Con  Co  agt  Leo  S  Greenbaum  et  al. 
(Sept   14,    1906)    550.00 

Same  property.  Pietrowski  &  Konop  Co  agt 
same.      (Sept    13.    1906)    507.77 

Same  property.  Kertscher  &  Co  agt  same. 
(Sept  13,    1906) 12,205.00 

Same  property.  New  Jersey  Terra  Cotta  Co 
agt   same.      (Sept    17.    1906)    1,375.00 

67th  st,  Nos  221  to  227  West.  Raffaele  Con- 
stantino agt  Morris  Nerenberg  et  al.  (Feb 
6.    1906)    250.00 

=13Sth  St.  n  s,  350  w  Amsterdam  av,  50x99.11. 
Isador  Rosenthal  agt  Abraham  Scheinberg  et 
al.      (Dec   3,    1906)    227.47 

1st  av.  No  289.  John  Reinhardt  et  al  agt  Olma 
M  Menken  et  al.     (Sept  12,  1906  ) 446.00 

•Dlicharged  by  order  at  Court. 
^Discharged   by   depoiit. 
■Discharged   by   bond. 


ATTACHMENTS. 

Dec.    15. 
Cangiano.    Antonio;    Raffaele    Ferrentino;    ?590; 

Menken    Bros. 
Joseph  W  Moon  Buggy  Co;   Chas  H  Dow..  $2,- 
893.60;    Anderson,    Hincks    &    Hamilton. 
Dec.    18. 
Fritz.    Walter;    Louis    R    Searles;    $313.50:    R    L 
Scott. 


CHATTEI.  MORTGAGES. 

Dec.  14,  15,  17,  18,  19  and  20. 
AFFECTING  REAL  ESTATE. 

Goldberg,  H  B.  N  s  138th  st,  295  e  of  5Ui  av 
.  .American  Mantel  Co.     Mantels.  $648 

Peysson.  E.  242  W  42d.  .Duparquet,  H  &  M 
Co.      Range.  144 

Piqueron.  C  H.  32  Union  sq.  .National  Ele- 
vator Co.      Elevator.  1,150 

Wloder,  J.  180th  st  and  Audubon  av,  s  e  cor 
.United   States  Gas  Fix  Co.     Gas  Fixtures.  762 

■)  olfinger  &  Miller.  434  W  125th.  .Cohen  &  K. 
.Gas  Fixtures.  90 


Th.  text  ot  th...  p»««. "U  copyrighted.     AU  right,  are  re.eryed.        Notice  i.  hereby  Hven  that  InfrlMeme-t  wHl  lead  to  pro«»utU». 
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AS  the  year  1906  closes  the  stock  market  situation  has 
improved.  This  week,  as  was  naturally  to  be  ex- 
pected, the  fear  of  money  stringency  Is  passing,  and  the  dis- 
position to  renew  operations  broadens.  Should  this  bold- 
ness born  of  better  feeling  extend,  it  might  run  Into  a  bull 
market  In  January.  The  outlook  is  a  continuation  of  pros- 
perous conditions.  There  may  be  a  currency  measure  before 
Congress  promising  permanent  relief  to  the  ever-recurrent 
currency  difficulty.  Further,  we  have  a  pretty  well-liqui- 
dated stock  market  and  a  fair-sized  short  interest.  The 
pounding  Into  almost  insensibility  that  the  stock  market  has 
undergone  recently  has  apparently  had  good  results.  The 
market  also  benefited  from  other  causes.  The  Bank  of 
England's  rate  of  discount  remains  unchanged  at  six  per 
cent,  and  the  bank's  proportion  of  reserve  to  liabilities  Is 
still  about  the  same.  In  the  Wall  Street  money  market 
there  was  also  encouragement,  lenders  showing  an  increased 
willingness  to  accommodate  borrowers  at  a  moderate  rate, 
one  financial  Institution  loaning  large  sums  at  six  per  cent. 
The  cessation  of  liquidation  in  Great  Northern  preferred 
and  Northern  Pacific  was  likewise  a  favorable  factor.  Pay- 
ments against  the  new  stock  issue  of  $30,000,000  by  the 
New  York  Central  Railroad  were  made  on  Thursday  last, 
and  early  next  week  there  will  be  paid  the  initial  instalment 
of  $10,000,000  on  account  of  the  increase  in  the  St.  Paul 
share  capital.  Some  advances  have  been  made  In  railroad 
stocks  Including  Union  Pacific  and  Reading  and  industrial 
and  kindred  Issues  are  also  considerably  higher.  But  what, 
after  all,  vitally  Interests  real  estate  and  building  interests 
Is  this  money  question  and  we  may  revert  to  It  again  by 
stating  that  undoubtedly  there  is  a  turn  for  the  better  which 
may  develop  Into  easy  conditions  in  a  very  short  time,  which 
Is  a  "consummation  devoutly  to  be  wished"  for  all  concerned 
in  the  use  of  this  necessary  commodity. 


IT  is  authoritatively  announced  that  the  report  of  the 
State  Tax  Commission  will  Include  among  other  things 
a  recommendation  for  a  graduated  income  tax;  and  evidence 
Is  already  accumulating  that  many  excellent  people  are 
alarmed  by  the  proposal.  No  discussion  on  the  merits  of 
the  plan  is  possible  until  the  details  of  the  new  bill  and  the 
reasons  in  its  favor  are  submitted  to  the  public;  but  even 
before  that  announcement,  one  warning  Is  very  much  in  or- 
der. The  newspapers  are  asking  why  lay  such  a  novel  and 
burdensome  tax  when  the  State  already  has  a  surplus.  This 
objection  disregards  the  situation,  which  has  made  the  Tax 
Commission  necessary.  The  tax  system  of  this  State  is  de- 
moralized at  present  by  the  remnants  of  the  old  property 
tax,  which  Is  collected,  so  far  as  real  estate  is  concerned,  but 
from  which  personal  property  is  largely  exempt.  The  great 
task  of  the  Tax  Commission  was  to  do  away  with  the  ana- 
chronisms and  Inequalities,  which  result  from  this  anti- 
quated property  tax,  and  to  plan  a  scientific  and  equitable 
system  of  taxation  both  for  the  State  and  for  the  local  gov- 
ernments. The  scheme  of  the  CommIs,,Ion  must  be  con- 
sidered from  this  point  of  view:  The  time  Is  ripe  to  substi- 
tute a  consistent  modern  systern  of  State  and  local  taxation 


for  the  hodge-podge  under  which  these  revenues  are  now 
raised,  and  it  is  most  devoutly  to  be  hoped  that  the  Com- 
mission's plan  will  contain  the  essentials  both  of  a  fair  and 
complete  scheme  of  taxation  and  of  popular  acceptability. 
The  makeup  of  the  Commission  seems  to  indicate  that  noth- 
ing either  entirely  impracticable  or  unscientific  will  be  seri- 
ously proposed.  Prof.  Seligman  is  the  leading  authority  of 
the  United  States  in  matters  of  taxation  and  would  not  lend 
himself  to  any  plan  which,  at  least,  Tvas  not  a  manifest  im- 
provement over  the  present  system.  On  the  other  hand  the 
Republican  politicians  on  the  Commission  would  probably 
be  careful  not  to  commit  themselves  to  a  proposal  which 
would  be  likely  to  incur  any  widespread  or  violent  unpopu- 
larity. Consequently  New  Yorkers  must  not  become 
alarmed  over  the  word  "income-tax."  How  much  the 
phrase  will  mean  in  the  report  of  the  Commission  we  do  not 
know,  but  it  may  well  mean  that  the  taxation  of  personal 
property  will  hereafter  be  put  upon  a  basis  which  will  ex- 
tinguish existing  inequalities,  which  will  not  bear  heavily  on 
any  single  individual,  and  which  will  do  something  to  re- 
lieve the  burden  now  falling  on  real  estate. 


THE  New  York  Times  is  doing  a  public  service  by  con- 
stantly drawing  attention  to  the  method  which,  under 
its  existing  management,  the  local  transit  system    is    operated. 
It  appears  from  the  report  of  the  Railroad  Commissioners  for 
the   third   quarter  of   this  year  that  on  certain  divisions  of 
the  system  a  continued  increase  in  the  number  of  passengers 
has  been  accompanied  by  a  further  decrease  in  the  car  mile- 
age.    On  the  surface  lines,  for  instance,  the  cash  fares  in- 
creased by  over  28,000,  while  the  car  mileage  decreased  by 
1,123,895   miles.   On   the  Manhattan   division  the   cash  fares 
increased  by   6,277,160,  while  the  car  mileage  decreased  by 
about  358,000  miles.     The  Subway  was  the  only  division  on 
which  a  considerable  Increase  of  traffic,  amounting  to   about 
5,500,000  cash  fares,  was  accompanied  by  an  increase  of  the 
car  mileage,  but  this  increase  in  all  probability  is  merely  the 
result  of  the  Increase  in  the  amount  of    track    opened    for 
traffic.     The  much-abused  Brooklyn  Rapid  Transit  Company 
is  really  the  one  corporation  engaged  in  the  business  of  carry- 
ing large  numbers  of  passengers  in  this  city,  which  is  trying 
hard  to  Increase  its  service.     The  Interborough-Metropolitan 
Company  continues  Its  e.\traordinary  policy  of  accommodat- 
ing an  increasing  traffic  with  a  smaller  car  mileage.  The  com- 
plaints of  its  passengers  are  treated  with  contempt,  and  Its 
officials  are  indifferent  to  the  public  opinion  which  Is  being 
aroused  against  them.     They  behave  as  If  their  position  was 
unassailable  and  that  their  responsibility  In  relation  to  the 
public  was  merely  confined  to  avoiding  the  creation  of  an 
absolutely  intolerable  condition.    It  Is  obvious  that  they  must 
be  forced  to  recognize  a  closer  and  a  heavier  responsibility. 
The  transit  conditions  were  bad  enough  before  the  merger, 
but  instead  of  Improving  since  the  merger,  they  have  actually 
become  worse.     Public  interest  demands  that  the  monopoly 
exercised  by  the  consolidated  company  shall  be  checked  and 
regulated  by  a  local  transit  commission,  with  powers  to  com- 
pel obedience  to  its  orders.     Such  a  commission  should  be 
carefully  constituted,  and  should  be  made  up,  not  of  poli- 
ticians like  the  State  Board,  but  of  one  lawyer  and  two  rail- 
road experts,  and  it  should  have  full  powers  and  a  sufficient 
appropriation  really  to  get  at  the  facts  as  to  what  increase 
of  service  can  be  safely  provided.     Governor-elect  Hughes  Is 
committed  to  some  legislation  on  behalf  of  the  victims  of  the 
New  York  transit  corporations,  and  it  Is  very  much  to    be 
hoped  that  he  will  recommend  a  bill  of  this  kind. 


THE  justices  of  the  Supreme  Court  are  quite  right  In  ob- 
jecting strenuously  to  the  way  in  which  they  are  housed 
by  the  courts  of  New  York.  The  old  County  Court-house  is 
a  disgrace  to  New  York,  not  merely  because  of  its  origin,  but 
because  of  its  situation  and  the  accommodations  it  offers,  and 
the  sooner  it  can  be  torn  down  the  better  it  will  be  for  every 
person  who  has  to  use  it.  But  it  cannot  be  torn  down  until  a 
new  one  Is  built;  and  the  site  for  the  new  court-house  has  not 
as  yet  even  been  selected.  Five  years  ago  a  commission  was 
constituted  for  the  purpose,  but  It  has  been  unable  to  agree 
upon  a  site,  and  the  matter,  consequently.  Is  still  hanging 
fire.  The  Commission  should  be  re-constituted  during  the 
coming  session  of  the  Legislature.  The  old  Commission  con- 
sisted almost  exclusively  of  lawyers;  and  their  interests  in  re- 
spect to  the  new  building  were  so  divergent  that  they  have 
not  succeeded  in  accomplishing  anything.  The  new  Com- 
mission should  -be  composed  only  in  part  of  lawyers.  It 
should  contain  also  business  men,  a  real  estate  broker,  an 
architect  and  an  engliieer.     Such  a  body  of  men  could,  in  all 
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probability,  consider  the  matter,  not  from  the  point  of  view 
of  their  own  immediate  interests,  but  from  the  point  of  view 
of  the  ultimate  and  general  interest  of  the  whole  county.  It 
will  be  remembered  that  the  Commission  of  lawyers  could 
not  reach  an  agreement  as  to  the  comparative  desirability  of 
one  of  several  sites  near  the  present  court-house  and  of  a 
site  in  the  vicinity  of  Union  or  Washington  Square.  It  is 
natural  that  such  a  disagreement  should  exist  among  lawyers, 
because  each  of  them  would  consider  the  matter  chiefly  from 
the  standpoint  of  his  personal  convenience;  but  so  far  as  the 
general  interest  of  the  county  is  concerned,  the  arguments 
in  favor  of  a  site  further  up-town  are  much  stronger.  A  site 
at  the  south  end  of  Washington  Square  could  be  bought  for 
at  least  one-third  the  sum  that  a  similar  area  would  cost 
near  the  City  Hall.  The  court-house  would  be  thereby  re- 
moved to  a  quiet  and  pleasant  part  of  the  city,  in  which 
rents  would  be  comparatively  cheap  and  which  would  give 
the  court-house  much  more  appropriate  surroundings  than  it 
could  obtain  in  a  bustling  business  district.  Wherever  pos- 
sible the  city  and  county  government  should  use  every  op- 
portunity to  de-centralize  the  business  of  the  city,  to  distrib- 
ute it  over  a  wider  area  and  to  relieve  congestion.  A  court- 
house on  Washington  Square  would  be  a  step  towards  such 
a  better  distribution  of  the  business  affairs  of  Manhattan. 
The  one  objection  which  can  be  urged  against  it  is  that  it 
would  at  times  be  somewhat  inconvenient  for  lawyers  whose 
offices  were  necessarily  situated  down  town  to  reach  the 
court-house;  but  the  inconvenience  thereby  caused  could  not 
amount  to  much.  Before  any  court-house  could  be  erected 
on  Washington  Square,  that  square  or  its  immediate  vicinity 
will  be  connected  with  the  financial  district  by  at  least  three 
subways,  and  the  journey  to  and  fro  would  not  take,  at  the 
outside,  more  than  fifteen  minutes.  The  great  advantage  of 
the  subway  system  is  that  it  does  facilitate  a  better  distribu- 
tion of  the  important  centers  of  business.  Such  would  be 
its  effect  in  the  present  instance,  and  if  the  new  court-house 
were  built  on  South  Washington  Square  a  preliminary  step 
would  be  taken  towards  that  de-centralization,  which  as  time 
goes  on  will  become  increasingly  necessary  for  the  welfare  of 
New  York  City  and  its  inhabitants.  In  any  event,  however, 
the  Commission  should  he  reconstructed  at  the  coming  ses- 
sion of  the  Legislature,  and  some  action  should  be  taken 
looking  towards  the  erection  of  a  healthy  and  spacious  court- 
house. 


The  Right  to  Record  Mortgages. 

The  Editor  Real  Estate  Record  and  Guide: 

In  your  issue  of  Dec.  22d  Mr.  Saul  Bernstein,  writing  on 
"Rights  of  Mortgagors  and  Mortgagees,"  stated  as  follows: 

"There  is  nothing  in  the  Recording  Acts  prohibiting  a  man 
'from  causing  an  instrument  to  be  recorded  as  often  as  he 
'pleases,  if  he  desires  to  pay  the  fees.  I  know  of  no  provision 
'preventing  the  recording  of  a  deed,  or  of  a  mortgage,  once  a 
'year  or  once  a  month,  or  every  year,  or  every  month.  If  the 
'holder  of  the  instrument  takes  a  notion  to  have  that  done. 
'If  that  is  so,  I  don't  see  what  there  is  to  prevent  the  holders 
'of  mortgages  recorded  in  the  year  1905  and  eubseqeunt  to  the 
'enactment  of  the  first  mortgage  tax  from  having  their  in- 
'struments  re-recorded,  paying  the  recording  tax,  and  then 
'claiming  the  exemption  which  the  law  gives  to  mortgages  re- 
'corded  after  July  1,  1906." 

In  a  circular  of  instructions  and  rulings  addressed  to  the 
various  recording  officers  of  the  State  under  date  of  June  16, 
1906,  the  State  Board  of  Tax  Commissioners  made  the  fol- 
lowing, among  other  rulings: 

"Second:  Mortgages  recorded  prior  to  July  1,  1906,  are 
relegated  to  the  jurisdiction  of  the  local  assessing  officers, 
for  the  purpose  of  assessment,  and  are  assessable  by  such 
officers  as  personal  property,  in  the  same  manner  as  they  were 
prior  to  the  passage  of  the  Mortgage-Tax  Law  of  1905;  ex- 
cept tliat  mortgages  recorded  prior  to  July  1,  1906,  upon 
which  advances  are  made  subsequent  to  that  date,  are  to  be 
taxed  in  accordance  with  the  provisions  of  Section  301  of  the 
Act,  and  are  thereafter  exempted  from  the  jurisdiction  of 
local  assessors. 

"The  re-recording  of  mortgages  after  July  1,  1906,  when 
Chapter  532  takes  effect,  which  were  originally  recorded  prior 
to  that  day,  will  not  bring  such  mortgages  under  the  pro- 
visions of  this  Act,  nor  will  it  relieve  local  assessing  officers 
from  including  such  mortgages  as  a  part  of  the  assessment  or 
personal  property  of  the  party  owning  them.    .    .    . 

"Fourth:  Every  mortgage  must  be  given  a  serial  number 
in  your  record  book,  commencing  with  B-1,  on  the  1st  day  of 
July,  and  the  corresponding  number,  together  with  a  receipt 
for  the  tax,  shall  be  endorsed  on  the  mortgage  and  recorded 
with  the  instrument." 

In  a  circular  addressed  to  "The  Assessors  of  the  Various  Tax 
Districts  of  the  State,"  the  State  Board  of  Tax  Commissioners 
informs   assessors  of   Its   interpretation   of   the   Recording   Tax 


Law,  stating  that  this  interpretation  was  arrived  at  in  con- 
sultation with  the  Attorney  General.  The  commissioners  in- 
structed the  assessors  as  follows: 

"The  re-recording  of  mortgages  after  July  1,  1906,  when 
Chapter  532,  of  the  Laws  of  lOOG,  takes  effect,  which  were 
originally  recorded  prior  to  that  date,  will  not  bring  such  mort- 
gages under  the  provisions  of  this  act,  nor  will  it  relieve  local 
assessing  officers  from  including  such  mortgages  as  a  part  of 
the  assessment  of  personal  property,  as  above  stated." 

Under  the  above  rulings  the  recording  officers  of  this  county 
and  other  counties  of  the  State,  have  refused  to  rt/eive  re- 
cording tax  upon  instruments  which  were  offered  for  record 
apparently  merely  for  the  purpose  of  being  re-recorded  after 
July  1.  Even  if  such  a  mortgage  were  re-recorded,  the  as- 
sessors are  instructed  by  the  State  Board  of  Tax  Commissioners 
to  include  them  in  the  taxable  property  of  persons  assessed  for 
ownership  of  personal  property  in  the  various  tax  districts. 

Mr.  Bernstein's  position  as  to  the  right  to  record  mortgages 
made  before  July  1,  1906,  may  be  right,  and  he  might  be  able 
to  sustain  the  claim  of  exemption  for  mortgages  thus  recorded, 
but  the  assessors  throughout  the  State  would  probably  not  act 
upon  this  assumption  until  the  Court  of  Appeals  had  passed 
on  the  question. 

In  this  state  of  affairs  this  Association  has  prepared  amend- 
ments to  the  present  law  for  the  registering  of  mortgages  re- 
Corded  prior  to  July  1,  190G.  These-  amendments  will  be  pre- 
sented to  the  Legislature  at  the  coming  session. 

ALLAN    ROBINSON,    President, 
Allied  Real  Estate  Interests  of  the  State  of  New  York. 


Transit  Reforms  Needed  in  the  Bronx. 

The  Rapid  Transit  Committee  of  the  Association  of  Bronx 
Real  Estate  Brokers,  Mr.  Julius  Haas  being  chairman,  has  with 
the  approval  of  the  association  formulated  the  following  recom- 
mendations to  the  Board  of  Railroad  Commissioners  of  the 
State  of  New  York: 

Gentlemen:  We  hereby  most  respectfully  petition  your  hon- 
orable body  to  aid  us  to  correct  the  abuses  now  existing  in  the 
general  transit  facilities  in  the  Borough  of  the  Bronx,  and 
herewith  make  the  following  recommendations,  which  if 
adopted,  we  believe  will  in  a  very  great  measure  relieve  the 
necessity  for  more  complaints. 

First:  That  the  third  track  (on  2d  and  3d  av  elevated  rail- 
road) be  at  once  constructed  from  Chatham  sq  to  129th  st, 
and  that  all  island  stations  in  the  Borough  of  the  Bronx  be 
taken  out  and  the  third  tr»ck  be  extended  from  129th  st  to 
Bedford  Park;  and  that  the  railroad  company  be  compelled  to 
run  express  trains  on  the  third  track  to  and  from  149th  st  the 
entire  day,  and  some  express  trains  farther  north  during  rush 
hours. 

Second:  To  at  once  provide  a  connection  between  the  3d  av 
elevated  and  the  subway  without  change  of  cars  by  extending 
the  spur  now  at  145th  st,  near  Willis  av,  through  Willis  and 
Bergen  avs  to  connect  with  the  subway.  This  can  be  done  by 
elevated  or  subway,  preferably  subway. 

Third:  That  the  Rapid  Transit  Commisisioners  be  requested 
to  at  once  prepare  plans  and  specifications  for  widening  the 
present  subway  and  placing  two  more  tracks  from  96th  st  to 
149th  st  and  3d  av,  and  a  third  track  from  3d  av  to  Wes^ 
Farms.  If  this  is  done,  it  will  enable  the  Interborough  Rail- 
road Company  to  run  express  trains  all  day  long  all  the  way 
from  149th  st  to  the  City  Hall  and  South  Ferry,  and  some  ex- 
press trains  farther  north  during  rush  hours. 

Fourth:  We  ask  the  State  Railroad  Commissioners  to  recom- 
mend to  the  New  York  Central  &  Hudson  River  R.  R.  that 
they  bid  for  the  building  of  the  Lexington  av  subway  and  con- 
nect said  subway  when  built  with  their  tracks  at  149th  st  or 
150th  st  and  Park  av,  thus  giving  a  direct  route  from  42d  st 
to  the  city  line;  and  in  this  connection  we  would  also  request 
the  Rapid  Transit  Commissioners  to  lay  out  a  new  line  from 
42d  st  to  South  Ferry  to  be  the  extension  of  the  Lexington  av 
route,  so  that  the  present  subway  will  not  be  overcrowded  by 
having  all  these  other  trains  running  in  said  subway  below  42d 
st,  and  that  when  built  the  fare  on  this  line  shall  be  five  cents 
from  South  Ferry  to  the  city  line. 

Fifth:  W^e  request  the  State  Railroad  Commissioners  to 
recommend  to  the  officers  of  the  New  York,  New  Haven  & 
Hartford  R.  R.  that  they  bid  on  the  construction  of  the  new 
3d  av  route  and  connect  the  same  with  their  present  line  at 
Willis  av  and  133d  st,  as  well  as  to  build  the  extension  planned 
by  the  Rapid  Transit  Commissioners  to  Pelham  Bay  Park;  and 
when  said  routes  are  constructed  that  they  give  a  five-cent  fare 
from  the  City  Hall  and  South  Ferry  to  the  city  line. 

Sixth:  By  having  the  New  York  City  Interborough  R.  R.  Co. 
at  once  equip  such  portions  of  their  lines  as  are  finished  or 
can  be  finished  in  the  near  future,  and  run  cars  thereon,  even 
though  some  of  the  tracks  must  be  laid  temporarily.  The 
people  of  the  Bronx  are  willing  to  change  cars  and  walk  a  few 
.  hundred  feet  where  the  same  is  absolutely  necessary  on  ac- 
count of  the  construction  of  streets. 

Seventh:  By  at  once  compelling  the  Union  Railway  Co.  to 
order  300  to  500  new  cars  to  be  run  as  soon  as  they  can  be 
completed,  and  the  old,  dilapidated  cars  now  used  by  said  com- 
pany to  be  forced  off  said  lines. 


December  29,  1906 


RECORD   AND   GUIDE 


1079 


Eighth:  We  demand  that  pending  the  arrival  of  these  new 
cars  the  Union  Railway  Co.  use  the  cars  now  lying  in  their 
several  barns,  so  that  the  growing  public  of  this  borough  can 
have  some  accommodations. 

Ninth:  By  issuing,  an  order  compelling  the  Union  Railway  Co. 
to  keep  the  rear  platforms  clear,  except  during  rush  hours,  so 
that  passengers  can  get  on  and  off  the  cars  without  crowding 
through  a  pack  of  smokers. 

Tenth:  That  the  laborers  of  the  railroad  company  be  not 
allowed  to  ride  on  the  cars  with  passengers,  as  they  take  the 
place  of  those  who  pay  their  fare  and  crowd  the  people  of 
this  borough  very  uncomfortably,  especially  during  rush  hours. 

Eleventh:  We  demand  that  the  Union  Railway  Co.  change 
its  entire  service  at  transfer  points  and  be  forced  to  place  an 
inspector  at  each  of  said  transfer  points,  so  that  cars  will  not 
run  away  from  passengers  being  within  only  a  few  feet  of  them 
simply  because   there  is  no  one  in  authority  to  hold  them. 

Twelfth:  That  the  Union  Railway  Co.  be  compelled  to  give 
universal  transfers,  as  under  the  present  system  it  is  neces- 
sary in  many  cases  to  pay  them  ten  cents  to  take  a  short  ride; 
a  few  cases  are  hereby  illustrated.  A  passenger  desiring  to  go 
from  170th  St  and  3d  av  to  174th  st  and  Jerome  av  must  pay 
a  ten-cent  fare.  A  passenger  desiring  to  go  from  Av  B,  Union- 
port,  to  170th  st  and  3d  av  may  ride  down  Westchester  av  to 
3d  av  and  then   north  on  3d  av  and   pay  live  cents,   while  if  he 


Bronx  Brokers*  Banquet. 

(With  illustration.) 

NOTWITHSTANDING  the  inclemency  of  the  weather  and 
that  many  of  the  gue-sts  of  the  evening  were  from  Man- 
hattan Borough,  not  a  vacant  chair  could  be  seen  at  the  second 
annual  banquet  of  the  Bronx  Real  Estate  Brokers  at  Association 
Hall,  Thursday  evening,  Dec.  20.  Mr.  J.  Clarence  Davies,  the 
toastmaster  of  the  evening,  after  a  few  remarks  a  la  Davies, 
introduced  the  Hon.  Lawson  Purdy,  President  of  the  Board  of 
Tax  Commissioners,  who  made  an  interesting  address  on  the 
"Relation  of  Bronx  Taxpayers  to  Support  of  City."  The  next 
speaker  was  Comptroller  Herman  A.  Metz,  who  said  in  part: 

"We  are  going  to  have  a  Bronx  to  Coney  Island  line  pretty 
soon — on  paper.  [Laughter.]  However,  you  can  take  it  from 
me,  from  what  I  heard  at  the  meeting  of  the  Rapid  Transit 
Board  this  afternoon,  at  least  one  of  the  new  subway  lines  will 
be  built.  That  is  the  East  Side  subway.  I  don't  want  to  betray 
any  secrets,  but  I  can  say  that  the  Lexington  av  line  will 
surely  be  built  on  the  express  line,  and  there  will  be  only  one 
station  between  42d  st  and  125th  st.  That  has  been  determined 
upon  so  that  you  may  be  sure  of  real  express  service  and  not 
any  half-way  express  service. 

"You  are  also  going  to  get  the   third   track  on   the  3d  av  and 
2d  av  lines.     [Applause.]     As  for  the  3d  av  subway  line,  I  can't 
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rides  by  the  Tremont  av  route,  which  is  a  much  shorter  way, 
it  will  cost  ten  cents.  A  passenger  getting  on  a  car  at  lC9th 
st  and  Boston  road,  desiring  to  ride  up  3d  av  to  170th  st,  must 
pay  a  ten-cent  fare,  although  he  can  walk  the  distance  in  less 
than  ten  minutes. 

Thirteenth:  That  the  Union  Railway  Co.  be  ordered  to  at 
once  label  all  their  cars  going  south  "Harlem  River,"  instead 
of  "128th  st."  This  will  allow  them  to  comply  with  the  law 
that  the  car  shall  go  to  the  destination  marked  thereon,  and 
still  let  them  turn  back  when  the  bridge  is  open. 

Fourteenth:  That  the  Union  Railway  Co.  and  the  New  York 
City  Interborough  Railroad  Co.  be  ordered  to  at  once  erect 
shelter  stations  at  all  transfer  points  in  the  borough. 


Sad  Condition  of  Harlem  Streets. 

Aside  from  the  large  water  pipes  which  have  obstructed  upper 
7th  av  for  months  past,  Harlem  ownere  and  residents  are  com- 
pelled to  submit  to  a  hold  up  of  the  street  cleaning  arrange- 
ments. From  two  to  five  barrels  of  ashes  are  to  be  seen  in 
front  of  each  apartment  house  in  the  vicinity  of  133d  to  13.jth 
sts,  from  5th  to  St.  Nicholas  avs,  and  as  far  around  as  the 
eye  can  reach.  On  the  north  side  of  135th  st,  between  7th  and 
8th  avs,  fifty  full  ash  cans  were  counted  on  Christma'S  night. 
Many  to  let  signs  are  visible  on  apartment  houses  in  this  dis- 
trict, and  it  is  obvious  that  these  property  owners  will  not 
thank  the   city  ofBcials   for  these  unsightly  obstructions. 


Encroachments. 

To  the  Editor  Record  and  Guide: 

Will  you  please  publish  a  clear  explanation  of  the  Encroach- 
ment Law,  as  it  applies  to  the  City  of  New  York?  I  say  "clear" 
because  the  Civil  Code  seems  somewhat  ambiguous. 

A  new  codification  of  all  the  city  ordinances  relating  to  en- 
croachments, projections  and  incumbrances  will  be  found 
printed  in  the  City  Record  of  Nov.  1,  1906,  and  we  can  do  no 
better  than  direct  your  attention  to  this. 


say  so  much,  but  I  think  you  will  get  the  White  Plains  line,  and 
possibly  the  Jerome  av  line.  You  may  not  get  those,  however, 
before  you  get  the  third  track  on  the  elevated.  Some  of  the 
Commissioners  thought  that  the  third  elevated  track  would  in- 
terfere with  future  subways,  but  the  figures  for  subway  travel 
and  'L'  travel  for  the  past  few  weeks  have  changed  their  minds, 
and  any  one  can  see  that  there  will  be  no  interference  with  sub- 
ways for  the  third  track.  The  Corporation  Counsel  has  held  up 
proceedings  and  asked  for  instructions  with  regard  to  that  mat- 
ter, and  we  have  found  out  that  the  Interborough  Company 
is  willing  to  accept  a  ten-year  franchise.  Some  of  the  Commis- 
sioners were  opposed  to  giving  such  a  franchise  as  provided  for 
by  the  Elsberg  bill — a  twenty-five-year  franchise.  A  ten-year 
franchise  is  a  different  proposition,  and  tlie  Commissioners  will 
vote  for  it." 

Other  speakers  of  the  evening  were:  Senator-elect  John  P.  Co- 
halan,  on  "Legislation  for  the  Bronx";  Commissioner  John  F. 
Murray,  on  "Growth  and  History  of  the  Bronx";  Hon.  John 
Eustis,  on  "Bronx  Before  Annexation,"  and  the  Rev.  Dr.  B.  C. 
Warren,  on  the  "Relation  of  the  Church  to  the  Home  in  the 
Bronx."  The  souvenirs  of  the  evening  were  miniature  flower- 
pot holdei-s  and  silver  lead  pencils. 

The  brokers  and  their  guests  Included:  Mathew  Anderson, 
Julius  H.  Haas,  Olln  J.  Stephens,  Geo.  W.  Bard,  Wm.  Peters, 
Emil  N.  Sorgenfrei,  David  Arthur,  Basilius  Busch,  Frederick 
Judge,  T.  H.  Thompson,  John  F.  O'Hara,  Louis  Milton,  James  J. 
Donovan,  Eugene  L.  Field,  Emanuel  G.  Bach,  Alexander  Ger- 
hards,  Walter  G.  Walsh,  Morris  Wiederman,  Joseph  Majud,  Wm. 
A.  Huntress,  Hon.  Louis  Cuvilier,  Peter  S.  O'Hara,  Wm.  H. 
Taubert,  Jas.  J.  Haggerty,  Martin  Walter,  Eugene  J.  Busher, 
Edward  B.  Boynton,  Chas.  A.  Weber,  Henry  W.  Fedden.  J.  A. 
Steinmetz,  John  H.  Behrmann,  J.  B.  Clermont,  Thomas  H. 
Thorn,  J.  J.  Byrnes,  J.  J.  Cox,  Maurice  Quinlan,  Heni-y  G.  Stein- 
metz, August  H.  Daum,  M.  F.  Kerby,  Peter  J.  Stumpf,  Chas.  F. 
Sharrott,  Hon.  Willoughby  B.  Dobbs,  Dr.  John  Hudson  Sterer, 
Albert  Goldman,  Ww,  Loeb,  A.  Kaufman,  B.  F.  Jackson,  Walter 
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Whewell,  Hon.  Philip  Schmidt,  Robert  E.  MacDonald,  Hon.  Jno. 
v.  Sheridan,  Thos.  T.  Uren,  S.  Ernst,  Alois  Geiszler,  Jas.  A.  S. 
Carpenter,  Mark  F.  Healy,  Wm.  Watt,  Robert  Wallace,  Walter 
Marvin,  Joseph  J.  Silver,  P.  N.  Gardner,  Wm.  I.  Brown,  Geo. 
Price,  Morris  Wilkins,  Edward  Polak,  Chas.  Redmond,  Wm. 
Stonebridge,  Wm.  Kurz,  Geo.  J.  Strieker,  Geo.  J.  Strieker,  Jr., 
E.  O.  Fischer,  Elmer  D.  Coulter,  Arthur  Gorsch,  Jas.  Ghames, 
Leo  Levinson,  Andrew  J.  Kelly,  E.  F.  Sweeney,  Benjamin  F. 
McQuay,  Benjamin  Guidert,  J.  Homer  Hildreth,  Samuel  Brener, 
Hon.  Geo.  M.  S.  Schultz,  Chas.  F.  Mehltretter,  Hon.  Arthur  H. 
Murphy,  Max  H.  Newman,  S.  Lesser,  Michael  Joerns,  Geo.  F. 
Moody,  Harry  D.  Kramer,  Wm.  H.  Harden,  John  Reisis,  John 
W.  Cantwell,  William  H.  Greer,  Charles  Relchart,  Cohen  & 
Glauber  and  Joseph  P.   Irvine. 


Changes  Near  the  City  Hall. 

Subjoined  is  a  plan  of  the  triangular  blocks  of  land  which 
have  been  taken  by  the  city  for  Brooklyn  Bridge  purposes. 
Title  issued  to  the  city  on  Monday,  Dec.  24,  1906,  by  action 
of  the  Corporation  Counsel,  under  a  resolution  of  the  Board 
of  Estimate.  The  commission  to  assess  damages  and  benefits 
has  been  appointed  but  no  testimony  as  to  values  has  yet  been 
taken.  An  estimate  of  the  total  cost  of  the  ground  is  $5,000,000. 
Notices  were  being  served  this  week  for  tenants  to  vacate  within 


BLOCKS    TAKEN    FOR    BRIDGE    TERMINAL    PURPOSES. 

sixty  days,  at  the  end  of  which  period  the  work  of  clearing  this 
ground  will  begin,  and  a  large  number  of  tenants  will  be  dis- 
placed, prominent  among  whom  are  the  printing  ofBces  of  the 
Staats  Zeitung  and  the  Journal  and  Leggett's  Hotel.  For  many 
years  it  has  been  the  supposition  that  these  blocks  would  event- 
ually be  taken  for  bridge  purposes,  and  for  more  than  a  year 
matters  preliminary  and  incidential  to  condemnation  proceedings 
have  been  in  litigation.  Plans  for  the  construction  of  a  loop 
for  the  elevated  and  local  trains  are  ready,  and  bids  are  about 
to  be  advertised  for.  The  pressure  for  rentable  business  space 
in  the  vicinity  has  become  newly  noticeable,  though  what  the 
esthetic  effect  of  the  ungainly  structure  will  be  can  only  be 
Imagined.  For  certain  lines  of  trade,  however,  proximity  to 
the  terminal  is  prized  beyond  all  question  of  the  good  or  bad 
appearance  of  the  surrounding  works.  Last  March  in  order 
to  protect  themselves,  the  owners  of  the  Staats  Zeitung  building 
purchased  an  irregular  plot  at  Lafayette,  Duane  and  Pearl  sts, 
having  60  ft.  on  Duane  st  and  a  depth  of  IGO  ft.  Plans  have 
been  drawn  by  Schickel  &  Ditmars,  but  no  building  contract 
has  yet  been  given  out.  The  building  will  contain  12-stys,  and 
will  require  the  best  part  of  a  year  to  finish.  It  is  understood 
that  the  city  will  also  eventually  condemn  the  triangular  block 
bounded  by  Centre,  Duane  and  Reade  sts,  besides  several  lots 
on  the  east  side  of  Park  st.  adjoining  St.  Andrew's  Church. 
All  of  these  blocks,   now   crowded   with  buildings,   will  be  cov- 


ered by  the  bridge  loop  structure,  not  very  handsome  in  itself 
but  very  needful. 

Mr.  Arneberg,  of  E.  H.  Ludlow  &  Co.,  149  Broadway,  Man- 
hattan, when  asked  whether  the  building  of  the  loop  at  the 
bridge  terminal  would  be  likely  to  affect  the  value  of  property 
in  the  neighborhood,  said  that  he  did  not  know  of  any  reason 
why  it  should.  Mr.  S.  Gold'sticker,  149  Broadway,  said  that  the 
building  of  the  extension  loop  would  not  in  the  least  affect  values 
in  the  Immediate  vicinity.  Mr.  Schmeidler,  of  Schmeidler  & 
Bachrach,  operators,  203  Broadway,  Manhattan,  said  that  while 
he  was  not  as  familiar  with  the  plans  as  he  might  be,  he  did  not 
believe  any  change  in  property  values  would  result  by  the 
erection  of  the  new  terminal.  Mr.  David  Stewart,  203  Broad- 
way, Manhattan,  said:  "I  do  not  believe  that  such  an  improve- 
ment will  exert  a  retarding  influence  on  surrounding  values, 
unless   the  structure   will   shut   off   light." 


Strange  Criticism  from  a  Millionaire. 

Mr.  J.  G.  Phelps-.Stokes,  a  gentleman  of  some  distinction  as 
a  worker  and  dweller  among  the  poor  of  the  East  Side  of  New 
York,  has  penned  a  strange  letter  to  the  general  secretary  of 
the  West  Side  Young  Men's  Christian  Association  (318  West 
57th  st),  in  which  he  feels  constrained  to  say  that  he  is  sorry 
to  have  learned  of  the  establishing  "of  classes  in  real  estate 
and  stock  investment"  under  the  auspices  of  that  association. 
Such  encouragement  to  young  men  who  seek  support  from  un- 
earned incomes  is  to  his  mind  very  distinctly  contrary  to  the 
teachings  of  Jesus. 

The  rest  of  it  was  printed  in  the  daily  papers  during  the 
week,  and  by  intelligent  people  was  doubtless  read  with  feelings 
of  amusement  and  commiseration.  So  far  as  the  real  estate 
classes  are  concerned,  Mr.  Phelps-Stokes  has  misapprehended 
and  misjudged  them,  as  he  has  also  very  evidently  misunder- 
stood the  teachings  of  Jesus.  Inasmuch  as  he  has  chosen  to 
link  real  estate  management  with  stock  speculation,  and  to 
apply  to  both  a  condemnation  deserved  by  neither,  and  in  the 
case  of  real  estate  at  least  extremely  absurd  and  inapplicable, 
he  will  be  asked  to  first  separate  the  strictures  intended  for 
property  owners  and  agents  from  those  aimed  at  stock  brokers, 
when  his  remarks  will  be  more  comprehensible  and  worthy  of 
consideration;  and  some  attention  may  also  then  be  paid  to  his 
qualifications  as  a  witness.  As  the  matter  stands,  Mr.  Phelps- 
Stokes  is  so  far  beyond  the  pale  of  reasonableness  that  no  reply 
is  called  for. 

Certainly  no  defence  is  necessary  on  the  part  of  the  T.  M. 
C.  A.  The  classes  in  real  estate  teach  their  members  con- 
cerning the  liabilities  and  responsibilities  incident  to  owner- 
ship of  real  estate,  the  development  of  land  tenures,  the  basis 
of  real  estate  values,  building  loans,  title  insurance,  appraisals, 
the  management  of  large  properties,  the  architecture  and  build- 
ing of  apartment  property,  the  rights  and  duties  of  real  estate 
brokers,  of  landlords  and  tenants,  and  the  theory  and  prin- 
ciple of  managing  a  real  estate  office.  Most  of  this  is  valu- 
able and  necessary  knowledge  for  any  man  possessing  real 
property,  or  hoping  to  possess,  or  having  anything  to  do  with 
its  management  or  construction.  In  a  word,  it  is  knowledge 
that  most  men  should  be  equipped  with,  that  ought  in  fact  to  be 
taught  in  a  larger  measure  at  the  public  schools,  and  for  teach- 
ing which  the  West  Side  and  other  Young  Men's  Christian 
Associations  are,  in  the  opinion  of  most  men  as  honorable  as 
Mr.  Phelps-Stokes,  deserving  of  the  highest  commendation. 


Streets  and  Plots. 

Editor  Record  and  Guide: 

(a)  A  having  a  farm  wishes  to  cut  it  up  in  lots.  How  many 
lots  in  an  acre,  lots  25x100? 

(b)  What  is  the  average  length  of  a  block? 

(c)  What  is  the  general  width  of  a  street?     Also  sidewalk? 

(d)  Is  there  a  law  governing  the  above  question? 

(e)  If  a  party  has  a  mortgage  on  a  place  and  he  wishes  to 
pay  the  mortgage  off  before  the  time  expires,  could  not  he 
compel  the  mortgagee  to  take  the  money  and  give  him  a  clear 
title  to  that  effect? 

(f)  If  a  stream  running  through  a  party  property  (B's  say) 
and  sewer  runs  in  above  B's  property,  could  not  B  compel  the 
above  parties  or  sewer  commission  to  change  the  sewer  pipe 
in  some  other  direction,  as  he  wishes  to  raise  fishes  in  his  part? 

Brooklyn.  L-    W. 

Answer.— (a)  Twelve,  allowing  for  streets,  (b)  The  length  of 
blocks  on  the  lines  of  avenues  in  Manhattan  is  about  200  ft.  on 
the  average.  Between  avenues  they  vary  from  400  to  900  ft. 
(c)  All  the  avenues  are  100  ft.  wide  except  Avs  A,  B,  C,  and  D 
south  of  23d  st,  the  Boulevard  (Broadway),  150  ft.;  Lexington 
av,  75;  Madison,  south  of  42d,  75  ft.;  north,  80  ft.;  Park  av, 
north  of  34th,  140  ft.;  Lenox  av  north  of  110th,  1.50ft.;  7th  av, 
north  of  110th,  1.50  ft.  Most  of  the  numerical  streets  are  60 
ft.  wide.  Consult  the  Topographical  Bureau  for  full  information 
before  laying  out  a  building  tract  in  a  new  section.  In  streets 
40  ft.  wide,  sidewalks  are  10  ft.  w-ide;  in  streets  50  ft.  wide, 
sidewalks  are  15  ft.  wide;  streets  SO  ft.  wide  have  sidewalks 
19  ft.  wide;  above  80,  not  exceeding  100  ft.,  sidewalks  are  20 
ft.  wide,  (d)  No.  (e)  No.  (f)  He  could  not  compel  it.  If 
there  is  a  sewer  commission,  such  commission  would  doubt- 
less hear  both  sides,  and  then  decide. 
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United  States  Steel  Corporation  to  Erect  a  Warehouse. 

The  United  States  Steel  Corporation  has  offered  through  the 
Carnegie  Steel  Co.  to  purchase  a  tract  of  thirteen  and  a  half 
acres  of  land  owned  by  the  city  of  Newark,  N.  J.,  located  in  the 
Waverly  section,  for  the  erection  of  a  large  warehouse  to  be 
used  for  storing  structural  material,  sheets,  plates  and  bars. 
The  Newark  Board  of  Trade  is  backing  up  the  Steel  Corpora- 
tion's offer,  and  Frederick  C.  Faulks,  who  represents  the  com- 
pany, says  that  it  can  secure  a  site  in  the  immediate  vicinity 
if  its  proposition  Is  not  accepted.  It  is  said  that  the  corpora- 
tion will  use  the  building  for  the  storage  of  structural  ma- 
terial, in  order  to  gain  a  better  hold  on  the  trade  in  the  vicinity 
of  Manhattan.  It  is  proposed  to  erect  a  building  at  a  cost  of 
about  $'JOO,(JOO,  and  if  the  city  decides  to  sell,  work  of  construc- 
tion will  be  begun  by  April  1. 


Estimates  Wanted  on  New  Bronx  Buildings. 

BROOK  AV. — James  S.  Maher,  12G7  Broadway,  is  now  taking 
estimates  from  sub-contractors  for  the  erection  of  the  large 
wholesale  market  buildings  on  Brook  av  and  152d  st,  Bronx, 
for  the  firms  of  Armour  &  Co.,  Conron  Brothers  Co.,  Nelson 
Morris  &  Co.  and  Swift  &  Co.  The  buildings  will  be  of  brick, 
stone  and  steel  fireproof  construction,  with  asphalt  floors,  slag 
roofs,  elevators,  etc.,  and  will  have  a  frontage  on  Brook  av  of 
600  ft.  Mr.  Maher  will  also  have  plans  ready  in  a  short  time 
for  estimates  on  the  large  ice  manufacturing  plant  which  will 
supply  refrigeration  to  the  new  wholesale  market  upon  this 
block.  The  Nelson  Morris  Co.'b  building  will  be  S-stys,  of 
brick,  "stone  and  steel  construction,  212x135  ft. 


Hedden    Construction    Co.    Will    Build   the    American    Bank 
Note  Building. 

BROAD  ST. — The  general  contract  for  the  erection  of  the  new 
office  building  which  the  American  Bank  Note  Co.,  No.  86 
Trinity  pi,  will  build  at  Nos.  70  to  72  Broad  st,  at  a  cost  of 
about  $300,000,  has  been  awarded  to  the  V.  J.  Hedden  &  Sons 
Co.,  No.  1  Madison  av.  Work  upon  the  new  structure  is  to 
be  pushed  rapidly,  as  soon  as  plans  have  finally  been  approved 
by  the  Bureau  of  Buildings.  The  structure  will  be  5-stys,  44x 
63  ft.  in  size,  granite,  copper  roof,  etc.  Kirby,  Petit  &  Green, 
37  West  31st  st,  are  the  architects.  J.  H.  Freeland  is  chair- 
man of  directors,  and  Warren  L.  Green,  of  Greenwich,  Conn.,  is 
president. 


Frank  B.  Gilbreth  to  Build  Another  San  Francisco  Hotel. 

Frank  B.  Gilbreth  will  construct  another  hotel  at  San  Fran- 
cisco from  plans  which  have  been  prepared  by  Frank  T.  Shea, 
architect.  This  hotel  will  be  known  as  the  "Union  Square," 
and  will  occupy  the  site  on  which  the  Union  League  Club  form- 
erly stood.  The  estate  of  Irving  Scott,  the  builder  of  the  U.  .S. 
battleship  "Oregon,"  has  also  awarded  to  Mr.  Gilbreth  the  gen- 
eral contract  to  erect  the  new  Grand  Pacific  Hotel  at  the  cor- 
ner of  Ellis  st  and  Anna  lane,  San  Francisco.  It  will  be  lOOx 
100  ft.,  5-stys,  of  brick  and  steel  and  cost  about  $150,000.  (See 
al.so  issue  Dec.  8,  1906.) 


Plans     for     the     German-American     Insurance     Company's 
Building. 

MAIDEN  LANE. — No  architect  has  yet  been  officially  com- 
missioned to  prepare  working  plans  for  the  new  16-sty  office 
structure  which  the  German-American  Insurance  Co.,  No.  35 
Nassau  st,  will  erect  at  the  junction  of  Maiden  lane  and  Liberty 
st,  on  a  plot  containing  about  900  sq.  ft.  Preliminary  sketches 
have  been  submitted  to  the  company,  but  nothing  definite  will 
be  de'.ided  upon  until  after  the  first  of  the  new  year.  (See  also 
Issue  Nov.  17,  1906.) 


Apartments,  Flats  and  Tenements. 

BROADWAY.— Emanuel  Doctor,  207  West  133d  st,  will  build 
on  the  northeast  corner  of  Broadway  and  l-19th  st  a  (J-sty  34- 
family  high  class  apartment  house,  09.11x90  ft.,  to  cost  .$180,000. 
John  Hauser,  360  West  125th  st,  is  planning. 

CLINTON  ST.— Bernstein  &  Bernstein,  24  East  23d  st,  are 
preparing  plans  for  a  6-sty  22-family  flat.  47.7x81  ft.,  for 
Julius  Miller,  140  Rose  st,  Brooklyn,  to  be  erected  at  the  south- 
east corner  of  Clinton  st  and  East  Broadway,  to  cost  $.jO,000. 

MARKET  ST.— Chas.  M.  Straub,  122  Bowery,  is  preparing 
prSins  for  a  6-sty  tenement,  69.1x52.9  ft.,  for  30  families,  to  be 
erected  at  Nos.  59-03  Market  st,  at  a  cost  of  $50,000.  Ja'cob 
Lenne  and  Harry  Knieger,  06  East  Broadway,  are  the  owners. 

4TH   ST,   BROOKLYN.— Theodore   Engelhardt,   905   Broadway. 

Brooklyn,    is    preparing    plans    for    two    5-sty     tenements      and 

.  stores,  25x87  and  40x87  ft.,  for  Kirchner  &  Berman,  227  Have- 

meyer   st,    to    be   erected   on    South   4th    st,    north    side,    60    ft. 

east,  to  cost  -$60,000.     Plang  -wiU  be  ready  about  Jan.   15,  1907. 
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JOHNSON  AV,  BROOKLYN.— Pomerantz  Bros.,  154  Heyward 
st,  Brooklyn,  are  ready  for  excavating  for  two  5-sty  flats  and 
stores,  37.0x87  ft.,  to  be  erected  at  75-79  Johnson  av,  Brooklyn, 
at  a  cost  of  $60,000.  Theodore  Engelhardt,  905  Broadway, 
Brooklyn,  is  architect.  Estimates  will  be  received  on  interior 
equipment. 


Mercantile 

CANAL  ST. — A  firm  of  builders  (owner's  name  for  the  present 
withheld)  will  erect  at  312-316  Canal  st,  on  a  plot  40.9x33.5  ft., 
an  annex  to  the  Lispenard  st  building,  45-51  Lispenard  st,  to 
cost  in  the  neighborhood  of  $100,000.  Particulars  will  be  given 
in  later  Issues. 

BROADWAY.— Ernest  Flagg,  35  Wall  st,  has  completed  plans 
for  $1.50,000  worth  of  improvements  to  the  11-sty  Singer  Build- 
ing, No.  149  Broadway.  New  iron  columns  are  to  be  installed, 
the  walls  are  to  be  strengthened,  and  the  main  corridor  floors 
will  be  altered.     No  contracts  have  been  made  for  the  work. 

Work  on  the  new  12-sty  loft  building  at  Broadway  and  12th 
st,  the  northwest  corner,  stopped  seven  weeks  ago  pending  an 
adjustment  of  ownership.  The  Richman  Realty  and  Construc- 
tion Co.,  which  is  also  erecting  the  mercantile  building  at  5th 
av  and  15th  st,  the  northeast  corner,  is  the  owner.  It  was 
stated  on  Wednesday  that  work  was  expected  to  be  resumed 
in  a  few  days,  and  that  the  contract  would  be  taken  over  by  a 
new  company. 


Alterations. 

SCAMMELL  ST.— Edward  A.  Meyers,  1  Union  sq,  has  plans 
ready  for  $10,000  worth  of  alterations  to  No.  52  Scammell  st 
and  385-389  Cherry  st  for  the  Newland  Realty  Co.,  5-7  Beek- 
man  st.     No  contracts  let. 

73D  ST.— The  3-sty  dwelling,  122  East  73d  st,  18x102  ft.,  will 
IJe  renovated  into  an  American  basement  dwelling.  J.  Cooper 
Mott,  216  East  72d  st,  the  owner.  Is  making  his  own  plans, 
and  will  perform  the  contract. 


Miscellaneous. 

Heni-y  Ives  Cobb,  '42  Broadway,  Manhattan,  will  prepare  plans 
for  a  business  block  to  be  erected  in  Salt  Lake  City,  Utah',  for 
.Samuel  Newhouse,  of  that  place. 

Messrs.  McKim,  Mead  &  White,  160  5th  av,  Manhattan,  are 
preparing  plans  for  a  biological  and  geological  building,  to  be 
erected  at  Amherst,  Mass.,  for  Amhei-st  College. 

George  W.  Kramer.  1  Madison  av,  Manhattan,  is  architect  for 
a  new  church  edifice  to  be  erected  at  Durham,  N.  C,  for  the 
Main  Street  Methodist  Congregation.  The  estimated  cost  is 
$250,000. 

Competitive  plans  are  being  prepared  for  a  new  assembly  or 
amusement  hall  to  be  erected  at  the  Government  Hospital  for 
the  Insane,  at  Wa.shington,  D.  C.  The  cost  will  be  about  $75,- 
000,  fireproof  construction,  seating  capacity,  1,000.  Plans  will 
be  submitted  Jan.  10. 

Brazil  has  granted  to  a  North  American  syndicate  a  con- 
cession for  building  large  harbor  works  at  Para,  one  of 
the  principal  commercial  centres  in  Northern  Brazil. 
The  president  of  the  company  is  Percival  Farquhar,  80 
Broadway,  Manhattan.  Among  the  directors  are  Sir  William. 
Van  Home,  Montreal,  Que.;  F.  S.  Pearson,  25  Broad  st.  New 
York;  Minor  C.  Keith,  17  Battery  pi.  New  York,  and  William 
Laneman  Bull.     The  cost  of  the  work  will  be  about  $15,000,000. 


Contracts  Awarded. 

Williams,  Proctor  &  Potts,  17  Battery  pi,  Manhattan,  have 
received  the  contract  at  $48,610  for  a  sewage  purification  plant 
for   Washington.   D.   C. 

C.  L.  de  Muralt,  114  Liberty  st,  Manhattan,  has  secured  the 
contract  for  power  plant  machinery  for  the  Navy  Yard,  Charles- 
ton, S.   C,  at  $83,500. 

12TH  ST. — Eisner  Bros.  652  East  12th  st,  have  received  the 
c'bntract  for  extensive  alterations  to  the  4-sty  store  and  loft 
building  No.  652  East  12th  st  for  Drossin  Bros.,  2076  2d  av. 
Fred  Ebeling,  420  East  9th  st,  is  architect. 

3.5TH  ST.— Harry  Allen  Jacobs,  320  5th  av,  has  awarded  to 
John  T.  Brady  &  Co.,  4  East  42d  st,  the  general  contract  for 
$15,000  worth  of  alterations  to  the  4-sty  storage  building  Nos. 
510-512  West  35th  st.  Jonas  &  Naumberg,  516  West  35th  st, 
are  the  owners. 

PEARL  ST.— Thomas  B.  Watson,  Jr.,  122  William  st,  has 
taken  the  contract  for  alterations  to  the  3-sty  store  and  loft 
building  No.  300  Pearl  st  for  Henry  Leerburger,  542  West 
113th  St.  Plans  are  by  D.  N.  Sire,  Kingsbridge,  N.  Y.  Rear 
extension,  24x42.6  ft.,   interior  changes,  etc. 

35TH  ST.— John  L.  Hamilton  &  Sons,  348  West  27th  st,  have 
received    the    general    contract    for   extensive   itnprovements    to 
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the  4r-sty  store  and  office  building  No.  1  East  34th  st  for 
Benjamin  Altman,  5th  av  and  34th  st.  Messrs.  Denby  &  Nute, 
No.  333  4th  av,  are  the  architects.  The  exterior  will  be  reno- 
vated and  the  interior  will  be  changed  extensively. 


Estimates  Receirable. 

Louis  E.  Jallade,  178  5th  av,  Manhattan,  it  is  stated,  will  re- 
ceive bids  Feb.  1  for  the  erection  of  the  proposed  Naval 
Y.  M.  C.  A.  building  at  Norfolk,  Va.  The  cost  is  placed  at  about 
$300,000. 

S9TH  ST.— No  contracts  have  been  awarded  for  $15,000  worth 
of  improvements  to  the  2-sty  garage  building  No.  121  West 
89th  st,  of  which  Countess  de  La  Valette,  of  Paris,  Prance,  Is 
owner.  Plans  by  J.  B.  Snook's  Sons,  73  Nassau  st,  call  for  new 
fireproof  floors,  roof,   elevator,  partitions,  windows,   etc. 

50TI1  ST.— Plans  are  ready  by  Robs  &  McNeil,  39  East  42d  st, 
for  the  6-sty  factory,  50x200.10  ft.,  to  be  erected  at  Nos.  619-625 
West  50th  st  and  Nos.  614-625  West  51st  st,  to  cost  $40,000. 
William  Waldorf  Astor,  23  West  2Cth  st,  is  the  owner.  Kohler 
&  Campbell,  001  West  50th  st,  are  the  lessees.  Mill  construc- 
tion, brick,  steam  heat,  etc.  No  building  contracts  have  been 
issued. 

172D  ST.— No  contracts  have  yet  been  a\yarded  for  the  2%-sty 
residence,  20x50  ft.,  which  the  Washington  Heights  United 
T'resbyterian  Church,  Audubon  av  and  172d  st,  is  to  build  on 
the  south  side  of  172d  st,  SO  ft.  east  of  Audubon  av.  Brick 
and  stone  trim,  with  terra  cotta  coping,  copper  cornices,  slate 
roof,  hot  water,  heat,  etc.  Plans  are  by  John  E.  Scharsniith,  1 
Madison  av.  Rev.  J.  L.  Hervey,  D.D.,  is  pastor.  J.  Perry  Milli- 
ken,  185  Audubon  av,  is  president;  N.  J.  Mitchell,  517  West  58th 
st,  treasurer,  and  James  Hart,  524  West  153d  st,  secretary. 


Bids    Opened. 

The  following  bids  were  received  by  J.  A.  Bensel,  Commis- 
sioner of  Docks,  for  repairing  and  painting  the  hulls  of  the 
municipal  ferryboats  and  department  tugboats:  James  Reilly 
Repair  Supply  Co.,  299  West  st,  $30,228;  J.  Shenan  &  Son,  foot 
of  East  Houston  st,  $16,900;  N.  B.  Smythe,  1123  Broadway, 
$32,200;  A.  Miller  &  Bros.,  Jersey  City,  $31,800;  Monad  En- 
gineering Co.,  $36,050. 


BUILDING      NOTES 


Here's  to  good  times  in  1907,  with  plenty  of  work,  and  plenty 
of  money  to  do  it  with. 

Mr.  Gardiner  M.  Lane,  of  Lee,  Higginson  &  Co.,  bankers,  of 
Boston,  Mass.,  has  been  elected  to  the  Board  of  Directors  of 
the  Casualty  Company  of  America. 

Alexander  Potter,  consulting  engineer,  143  Liberty  st,  Man- 
hattan, has  completed  plans  for  a  proposed  sewerage  system  and 
purification  plant  at  Oxford,  Ohio. 

A  convention  will  be  held  on  Jan.  8  at  the  Ashland  House, 
4th  av  and  24th  st,  to  form  a  New  York  branch  of  the  Struc- 
tural Building  Trades  Alliance  of  America. 

Henry  M.  Hornbostle,  of  Manhattan,  was  the  principal  guest 
at  the  fifth  annual  Christmas  banquet  of  the  Ciiicago  Archi- 
tectural Club  at  the  Auditorium  on  Thursday  evening. 

A.  Klaber,  importer  and  worker  in  marble,  onyx  and  stone, 
has  changed  his  business  address,  so  that  his  office  is  at  2H 
Vernon  av  with  mill  and  yard  foot  of  11th  st  and  East  River. 

The  Municipal  Civil  Service  Commission,  299  Broadway,  an- 
nounces an  examination  to  be  held  Jan.  10,  to  secure  an  eligible 
person  for  the  position  of  inspector  of  filter  plants  in  Manhattan, 
at  $1,200  a  year;  age  limit,  21  years. 

The  Society  of  Naval  Architects  and  Marine  Engineers  has 
secured  quarters  in  the  new  Engineering  Building  in  West  39th 
St.  At  the  last  annual  meeting  the  election  resulted  as  fol- 
lows: President,  Francis  T.  Bowles;  vice-presidents,  D.  W. 
Taylor  and  W.  L.  Capps;  secretary  and  treasurer,  W.  M.  J. 
Baxter. 

President  Cassatt  of  the  Pennsylvania  did  not  live  to  see  his 
great  work  in  this  city  completed,  but  his  name  will  ever  be 
linked  with  it,  as  his  was  the  master  mind  in  the  great  under- 
taking. Vice  President  Rae,  who  has  been  In  direct  charge  of 
the  metropolitan  improvements,  is  mentioned  as  the  man  most 
likely  to  succeed   Mr.   Cassatt   as   president. 

Annually  the  membens  of  the  General  Board  of  Arbitration 
meet  to  revise  the  arbitration  plan,  should  any  of  the  articles  of 
agreement  be  found  in  need  of  improvement.  An  adjourned 
meeting  of  the  board  having  this  business  in  hand  will  be  held 
on  the  12th  of  January,  when  the  report  of  a  committee  will  be 
heard  and  acted  upon,  but  it  Is  understood  that  nothing  very 
radical  is  proposed  at  this  time.  The  bricklayers,  seeing  that 
only  half  of  their  large  number  are  under  the  plan,  consider 
that  their  share  of  the  expense  of  maintaining  the  agreement 
is  disproportionately  large,  and  they  object  to  the  Board  or  Arbi- 
tration taking  up  disputes  for  employers  not  under  the  plan. 
These  and  such  like  trade  matters  will  come  before  the  Board. 


NeAV  Subway  Stations. 

George  S.  Rice,  Chief  Engineer  for  the  Rapid  Transit  Com- 
missioners, has  submitted  to  the  board  a  list  of  locations  for  the 
new  subways  which  have  been  approved  by  the  courts  and  are 
now  ready  to  be  advertised.  The  locations  named  have  not 
yet  been  definitely  fixed. 

LEXINGTON  AVENUE  ROUTE.— Battery  Park,  Exchange 
alley,  Cortlandt  st,  Warren-Chambers  st  (Exp.),  Leonard- 
Franklin  st,  Grand-Broome  st,  Houston-Bleecker  st,  Sth-9th 
st,  14th  st  (Exp.),  22d-23d  st,  28th  st,  33d-34th  st,  37th-3Sth 
st,  43d-44th  st  (Exp.),  5lBt-52d  st,  59th-60th  st,  68th-69th  st, 
77th-7Sth  st,  S0th-87th  st  (Exp.),  97th-98th  st,  105th-106th  st, 
114th-115th  st,  124th-125th  st  (Exp.),  135th-136th  st,  140th  st, 
149th  st,   150th  st,  Walton-Gerard,   Jerome,   lG4th  st. 

THIRD  AVENUE  ROUTE.— Whitehall  St.  Nassau  Street 
Branch. — Beaver-Exchange  pi,  Fulton-Ann  st.  Chambers  st. 
Pearl  Street  Branch. — Hanover,  sq,  John-Fulton  st,  Frankfort 
st.  Chatham  sq  (Exp.),  Canal  st,  Delancey  st,  Houston-lst  st, 
7th-8th  st,  14th-15th  st,  23d-24th  st  (Exp.),  33d-34th  st,  41st- 
42d  st,  50th-51st  st,  59th-60th  st  (Exp.),  67th-68th  st,  76th- 
77th  st,  8(3th-87th  st  (Exp.),  95th-90th  st,  105th-10Gth  st,  115th- 
116th  st,  125th-126th  st  (Exp.),  13Gth-137th  st. 
132d  Street  Branch— Brook-St.  Ann's  av. 

FOURTH  AVENUE  ROUTE.— On  Flatbush  av  (Ext.)  be- 
tween Lafayette  st  and  Dekalb  av;  on  4th  av  at  Dean  and  Pa- 
cific sts  (Exp.  station);  on  4th  av  at  Union  and  President  sts; 
on  4th  av  at  8th  and  0th  sts;  on  4th  av  at  Prospect  and  17th 
sts;  on  4th  av  at  :..)th  and  26th  sts;  on  4th  av  between  35th 
and  37th  sts  (Exp.  station);  on  4th  av  at  47th  and  48th  sts;  on 
4th  av  at  50th  and  57th  sts;  on  4th  av  at  65th  and  GCth  sts 
(Exp.  station);  on  4tTi  av  at  75th  and  76th  sts;  on  4th  av  at 
85th  and  S6th  sts;  on  4th  av  at  93d  and  94th  sts;  on  4th  av 
at  100th  and  lOlst  sts  (Exp.  station). 

BENSONHURST  ROUTE.— On  40th  st  at  7th  av;  on  New 
Utrecht  av  at  43d  and  44th  sts;  on  New  Utrecht  av  at  51st 
and  52d  sts;  on  New  Utrecht  av  at  61st  and  62d  sts;  on  New 
Utrecht  av  at  68th  st  and  Bay  Ridge  av  (Exp.  station);  on 
New  Utrecht  av  at  78th  and  79th  sts;  on  86th  st  between  19th 
av  and  Bay  23d  st;  on  8Gth  st  at  22d  av  and  Bay  31st  st  (Exp. 
station);  on  80th  st  at  25th  av  and  Bay  40th  st;  on  Still  well 
av  between  Bay  50th  and  Cropsey  av;  on  Still  well  av  between 
Mermaid  and  Surf  av  (Exp.  station). 

SEVENTH  AND  EIGHTH  AVENUE  ROUTE.— Battery 
Park,   Edgar-Rector   st,   Dey  st,   Murray-Warren  st   (Exp.). 

West  Broadway  Branch. — Franklin-White  st,  Broome-Spring 
st,  BIeecker-3d  st,  Christopher  st  (Exp.),  14th-15th  st,  23d-24th 
st,  33d-34th  st  (Exp.),  41st  st,  49th-50th  st,  57th-58th  st  (Exp.). 
Hudson  Street  Branch. — Harrison-Franklin  st.  Canal  st,  King- 
W.  Houston  st,  Christopher-W.  10th  st  (Exp.),  14th-15th  st, 
23d-24th  st,  33d-34th  st  (Exp.),  41st-42d  st,  49th-50th  st,  o7th- 
58th  st   (Exp.). 

Main  Line,  Continued.— 07th-68th  st,  76th-77th  st,  86th-S7th 
st  (Exp.),  95th-96th  st,  104th-105th  st,  115th-llGth  st,  124th- 
125th  st  (Exp.),  134th-13ot'h  st,  143d-144th  st,  152d-153d  st 
(Exp.),  Woodycrest  av,  165th-McClellan  st.  170th  st,  174th  st, 
Tremont  av,  181st  st  (Exp.),  Fordham  road,  Kingsbridge  road, 
200th   st,   Mosholu   Parkway,   Woodlawn   road   (Exp.). 

The  board  is  somewhat  doubtful  about  getting  bids  tor  a  sub- 
way along  Jerome  av  in  the  Bronx.  So  are  some  of  the  citizens 
of  the  Bronx.  This  week  at  the  request  of  some  of  the  people 
of  that  section  Mr.  Metz  asked  the  board  to  change  the  plan 
so  as  to  provide  for  an  elevated  on  this  part  of  the  route.  This 
would  not  cost  nearly  as  much.  He  said  that  people  of  the 
Bronx  Tvere  afraid  they  would  not  get  any  transit  relief  at  all 
it  a  subway  had  to  be  built.  The  board  decided  to  offer  the 
subway  plan  to  bidders  first  and  If  no  bids  were  received  to  then 
offer  an  elevated. 


Jamaica  to  Have  Real  Estate  Exxbange. 

Not  satisfied  with  the  locating  of  the  Kings  and  Queens  R.  E. 
Exchange  in  Manhattan,  a  body  of  Queens  brokers  have  re- 
solved to  form  another  exchange.  About  twenty  real  estate  J 
brokers  of  Jamaica  met  in  the  office  of  the  United  States  Title  1| 
Guaranty  and  Indemnity  Company  and  formed  a  nucleus  for 
the  organization  .of  a  real  estate  exchange  for  the  Fourth  Ward 
of  Queens  Borough,  making  that  w^ard  the  centre  of  the  real 
estate  market  of  the  island. 

It  was  recommended  that  the  organization  be  called  The 
Jamaica  Real  Estate  Exchange,  and  that  all  brokers  who  buy 
and  sell  property  on  Long  Island  be  eligible  to  membership. 

It  was  resolved  that  a  committee  of  five  be  appointed  by  the 
chair  to  inquire  as  to  the  pleasure  of  the  real  estate  brokers 
and  what  the  organization  would  throw  special  stress  upon 
outside  of  an  exchange.  The  committee  will  also  present  a  set 
of  rules  and  regulations  and  make  suggestions  regarding  the 
*est  interests  of  real  estate  men  in  that  section. 

Among  those  who  were  present  were:  F.  W.  Scutt,  David  L. 
Hardenbrook,  Joseph  Gray,  Elmer  E.  Bergen,  Sidney  Hart, 
Philip  Meynen,  George  T.  Watts,  Henry  C.  Price,  James  Jay 
Smith,  James  Gray,  Jr.,  Harry  ONeill,  B.  H.  Sweet,  E.  Eno,  M. 
Loeb,  E.  E.  Burtis,  F.  C.  Redcliffe,  Howard  Sutphin,  J.  W. 
.  Jones,  Alfred  Cohen  and  Harry  Barto. 
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Margins  on  Mortgage  Loans 


By    GEORGE    A.    HURD. 


The  margin  of  security  on  any  particular  real  estate  mortgage 
loan  depends  on  the  needs  of  the  borrower  and  the  willingness 
of  the  lender  to  meet  those  needs.*  As  a  result  of  this,  many 
loans  are  made  for  only  a  small  percentage  of  ttie  value  of  the 
property  securing  them,  because  the  needs  of  the  borrower  are 
small.  In  any  community,  however,  and  on  any  class  of  prop- 
erty, the  greater  part  of  the  mortgage  business  consists  of  loans 
approaching  the  limit  of  safety,  as  that  limit  has  been  ascer- 
tained by  experience.  This  is  the  natura'l  result  of  the  compe- 
tition of  lenders.  Since  the  limit  of  safety  must  be  closely  ap- 
proached in  a  mortgage  business  of  any  size  (unless  extraor- 
dinary attractions  are  offered  to  borrowers  through  low  rates), 
it  becomes  of  the  highest  importance  to  examine  not  only  the 
margin  required  by  general  custom  or  by  law  for  trustees  and 
institutions,  but  also  the  separate  elements  of  risk  against 
which  the  margin  is  to  guard. 

We  are  not  considering  second  mortgages,  or  first  mortgages 
which  are  made  for  an  exceptionally  large  percentage  of  the 
value  of  the  property  in  return  for  exceptionally  high  interest 
rates  or  commissions,  the  latter  being  in  effect  the  combination 
of  an  ordinary  first  mortgage  and  a  second  mortgage  in  one 
transaction;  nor  purchase  money  mortgages  where  an  unusual 
percentage  of  the  selling  price  is  allowed  to  remain  on  mortgage 
as  a  'special  inducement  to  effect  a  sale,  such  transactions 
being  outside  of  the  ordinary  scope  of  the  mortgage  business. 
Disregarding  such  exceptional  cases,  then,  it  may  be  stated  that 
the  smallest  margin  required  by  law  or  observed  by  custom  any- 
where in  the  United  States  is  on  New  Tork  City  mortgages, 
where  loans  by  trustees  are  limited  to  two-thirds  of  the  value  of 
the  security,  and  this  legal  provision  has  established  that  per- 
centage of  the  value  as  a  proper  one  to  be  followed  by  other 
mortgage  lenders.  The  loans  of  savings  banks  in  New  York 
City  are  further  restricted  to  C0%  of  the  value  of  the  property, 
and  it  is  only  a  few  years  since  the  law  restricted  savings 
bank  loans  to  50%  of  the  value.  In  the  largest  American  cities 
other  than  New  York  60%  of  the  value  is  not  often  exceeded; 
that  is,  in  such  cities  as  Chicago,  Philadelphia,  Boston  and  St. 
Louis,  while  loans  on  the  best  class  of  security  in  smaller  cities, 
and  the  best  type  of  farm  loans  in  such  States  as  Ohio,  Illinois 
or  Iowa  are  limited  to  one-half  of  the  value  of  the  security. 
In  the  smaller  cities  a  still  larger  margin  is  generally  required 
on  residence  loans  which  are  ordinarily  from  25%  to  40%  of  the 
value  of  the  security,  and  about  the  same  percentage  is  loaned 
on  farms  in  the  more  remote  or  less  highly  developed  agricul- 
tural  districts. 

It  is  interesting  for  purposes  of  comparison  to  examine  the 
requirements  of  margin  which  are  met  witli  in  Europe,  in 
different  countries,  and  on  different  classes  of  loans.  If  we 
disregard  the  advances  of  the  Russian  Government  to  its 
peasants,  which  have  amounted  to  75%  of  the  value  of  the  land 
in  Russia,  and  90%  in  Poland,  we  find  that  the  only  companies 
or  associations  ever  allowed  by  law  to  loan  more  than  GG2-3% 
of  the  value  of  the  property  are  the  Dutch  companies,  where 
75%  is  the  usual  limit  on  land  and  00%  on  buildings,  the  Ham- 
burg Association,  founded  in  1782,  which  could  loan  up  to  75%, 
and  the  Deutsche  Grandschuldbanke  in  its  loan  on  city  property. 
In  Germany  generally  the  limit  is  (10  2-3%  of  the  value,  though 
the  Prussian  Central  Boden  Credit,  one  of  the  largest  of  their 
mortgage  companies,  is  limited  to  50%  of  the  value  of  buildings 
and  00  2-3%  of  the  value  of  land,  while  on  vineyards  and  forests 
the  limit  is  33  1-3%.  The  Deutsche  Grandschuldbanke  of  Berlin  is 
limited  on  farm  loans  to  (50%,  and  the  Bavarian  Mortgage  Com- 
pany of  Munich  to  50%.  Other  German  companies  are  re- 
stricted to  50%  of  the  value  of  the  property,  or  to  60%  of  the 
land  value  and  50%  of  the  value  of  the  buildings.  There  is 
quite  generally  a  tendency  in  Germany  and  Scandinavia  to  dis- 
tinguish between  the  land  value  and  the  value  of  the  buildings. 
This  is  no  doubt  largely  due  to  the  fact  that  their  loans  are 
commonly  for  a  long  period  of  years,  the  terms  of  50  and  75 
years  being  by  no  means  uhusual  there,  and  the  depreciation 
of  buildings  from  age  during  the  life  of  the  loan  being  very 
considerable. 

Turning  to  other  countries,  the  Credit  Fonder  of  France  is 
limited  to  50%,  except  on  forests  and  vineyards,  where  the  limit 
is  33  1-3%.  In  Italy  the  limit  for  mortgage  companies,  originally 
placed  at  50%,  was  raised  in  1881  to  66  2-3%,  though  the  loans 
of  associations  are  still  kept  under  50%.  In  Russia  the  St. 
Petersburgh  Credit  Association  is  limited  to  50%,  and  the  same 
is  true  of  the  associations  in  Belgium,  though  the  mortgage 
companies  there  loan  up  to  66  2-3%.  The  largest  mortgage 
company  in  Austria  is  limited  to  50%.  In  Denmark  the  com- 
panies are  limited  to  60%  on  land  and  50%  on  buildings,  while 
the  associations  are  limited  to  50%  on  land  and  40%  on  build- 
ings. In  Norway  the  limit  is  60%  on  all  farm  loans  and  loans  In 
Christiania  and  Bergen,  while  it  is  40%  to  50%  in  other  towns. 
In   Sweden   the   limit   Is   generally   50%,   though   the   Stockholm 
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Mortgage  Company  has  been  raised  to  00%.  In  Argentine  and 
Mexico  the  limit  is  also  50%.  The  limitation  in  Germany  is 
sometimes  expressed  in  terms  of  rentals,  the  German  Mortgage 
Bank  of  Berlin,  for  instance,  being  limited  to  ten  times  the 
official  assessed  income  in  cities,  and  twenty-five  times  the 
assessed  income  on  estates,  and  the  South  German  Mortgage 
Coinpany,  to  twenty  times  the  net  income.  To  summarize  the 
result  of  an  examination  of  the  margins  required  in  different 
countries,  it  may  be  stated  that  the  limitation  on  loans  varies 
from  25%  to  75%  of  the  value  of  the  security,  and  that  with 
few  exceptions  the  limitation  varies  between  33 1-3%  and 
66  2-3%   of  the  value. 

To  those  who  are  familiar  with  the  small  margins  required  on 
short  time  banking  loans  based  on  collateral  consisting  of 
high-grade  stocks  or  bonds,  the  margins  required  on  mortgage 
loans  are  likely  to  seem  unnecessarily  high,  and  this  point 
of  view  on  the  part  of  bankers  and  investors  has  led  to  serious 
losises.  On  the  other  hand,  through  laying  down  fixed  and 
severe  rules  as  to  the  amount  of  margin  required,  without  exam- 
ining the  reasons  for  it,  opportunities  have  often  been  sacri- 
ficed for  meeting  what  is  really  a  reasonable  and  conservative 
demand.  While  many  of  the  same  factors  are  present  in  farm 
loans,  it  is  of  loans  on  city  property  that  I  wish  especially  to 
speak.  The  margin  on  city  loans  to  insure  safety  must  be 
sufficient  to  cover  the  following  six  elements  of  risk: 

First:  Errors  of  judgment  in  appraising  the  value  of  the 
property.  Since  each  piece  of  real  estate  stands  by  itself,  there 
can  never  be  a  "market  value"  for  it  in  the  sense  that  there 
Is  for  bonds  or  shares  of  stock,  where  each  sale  i'S  representative 
of  the  value  of  the  entire  issue.  The  valuation  of  real  estate 
must  rest  on  opinion  only,  and  while  it  may  be  comparatively 
easy  for  an  expert  witli  full  information  to  value  real  estate 
correctly  in  an  active  market,  in  a  market  where  transactions 
are  few  the  difficulty  is  very  great.  In  order  to  have  appraisals 
of  any  value,  a  real  estate  expert  must  have  at  his  command 
a  large  fund  of  information  in  regard  to  sales  of  property, 
rentals  of  property  and  the  cost  of  construction  of  buildings, 
since  these  are  indispensable  to  a  proper  valuation  of  real 
estate.  It  is  not  always  easy  to  obtain  information  in  regard 
to  the  consideration  for  sales,  especially  in  New  York  City, 
where  the  practice  is  growing  of  setting  out  a  nominal  con- 
sideration of  one  dollar  in  deeds  conveying  property.  The  in- 
sertion in  deeds  of  fictitious  considerations  must  also  be  guarded 
against,  such  considerations  being  sometimes  met  with  where 
the  amount  has  been  placed  below  the  actual  selling,  price,  in 
the  hope  of  obtaining  a  lower  assessment  for  purposes  of  taxa- 
tion, and  more  frequently  placed  at  a  figure  above  the  selling 
price  in  the  hope  of  giving  the  property  a  fictitiously  high  value. 
The  selling  price  of  property  ordinarily  reflects  the  rental  of 
the  property,  which  is  the  source  of  its  value,  but  this  is  modi- 
fied by  the  prospect  of  the  future  rental  of  the  property;  and 
there  is  an  apparent  exception  to  the  rule  that  values  follow 
and  are  based  on  rentals  in  the  case  of  high-class  residences  in 
a  high-class  district,  which  seldom  rent  for  a  reasonable  return 
on  their  value.  This  is  no  doubt  due  to  the  fact  tliat  ownership 
of  such  a  property,  which  gives  the  owner  its  permanent  occu- 
pancy and  is  paid  for  in  the  form  of  interest  on  the  cost,  makes 
this  worth  more  per  annum  than  the  temporary  occupancy  of 
the  house,  which  is  paid  for  by  the  tepant  in  the  form  of  rental. 
Disregarding  vacant  city  land,  which  may  be  said  to  have  only  a 
future  or  speculative  value  and  is  not  accepted  as  mortgage 
security  by  any  mortgage  company  in  Europe,  nor  by  conserva- 
tive companies  in  this  country,  the  ordinai-y  method  of  appraisal 
of  improved  property  is  to  add  to  the  estimated  land  value  the 
present  cost  of  the  buildings,  with  an  allowance  for  age  and 
depreciation.  The  aggregate  of  these  values  should  always 
be  checked  wherever  possible  by  capitalizing  the  net  rentals  of 
the  property,  after  deducting  expenses  of  all  kinds,  to  find  if 
the  building's  commercial  value  is  equal  to  its  structural  value. 
Wherever  a  building  is  misplaced  or  badly  designed,  loss  of 
income  over  a  period  of  years  is  a  sure  result;  and  examples 
cbuld  be  given  of  many  expensive  buildings,  the  cost  of  which 
has  been  entirely  thrown  away,  as  is  shown  by  the  fact  that  the 
net  rentals  produced  by  them  have  been  less  than  those  pro- 
duced by  adjacent  properties  improved  with  buildings  of  trifling 
cost.  The  structural  value  of  the  improvements,  considered  by 
itself,  is  therefore  an  entirely  unsafe  guide  in  such   cases. 

On  the  other  hand,  to  rely  on  the  net  rentals  alone  would  be 
unsafe,  since  different  classes  of  property  are  capitalized  on  a 
different  interest  basis.  For  example,  a  retail  store  property 
rented  on  long  lease  to  an  entirely  responsible  tenant  might 
be  capitalized  on  a- basis  of  5%  net  return,  where  a  tenement 
house  with  a  large  number  of  tenants  and  corresponding  va- 
cancies and  difficulties  of  collection  would  naturally  be  capital- 
ized at  a  considerably  higher  rate. 

The  second  point  to  be  considered  is  that  mortgage  loans  or- 
dinarily cover  so  long  a  term  of  years  that  general  financial 
and  commercial  depressions  during  the  life  of  the  loans  cannot 
be  foreseen,  and  loans  should  have  margin  enough  to  cover  the 
shrinkage  of  value  due  to  this  cause.  A  period  of  general  indus- 
trial depression  has  a  powerfully  depressing  effect  on  real 
estate,  but  this  effect  varies  greatly  on  different  classes  of  prop- 
erty. When  a  mortgage  loan  is  made  for  a  term  of  years,  if 
the  borrower  pays  his  interest  and  complies  with  the  covenants 
of  the  mortgage  in  regard  to  taxes,  insurance,  etc.,  the  princi- 
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pal  of  the  loan  cannot  be  called,  nor  can  additional  security  be 
called    for,    no    matter   what    the    decline    in    the    value   of    the 
property   mortgaged   may  be.     A  great   distinction   is   thus   ap- 
parent between   mortgage  loans  and  ordinary   bank  loans;   and 
when  a  loan  is  made  for  the  usual  term  of  five  yeai-s  it  should 
be  borne  in  mind  that  the  property  to  furnish  adequate  security 
should   at   all   times  during   the   five-year   period  show   a   com- 
fortable  margin   above   the   amount   of   the   loan.     We   are  fa- 
miliar with  the  recurrence  of  panics  every  twenty  years,  with 
intermediate   depressions   of   less    violence   at   ten-year   periods. 
The  effect  on  real  estate  of  tliese  greater  and  lesser  panics  is, 
however,    not    directly    commensurate    with    the    financial    and 
commercial   disturbance   which   they   cause.     A   reason   for   this 
is  probably  to  be  found  in  the  fact  pointed  out  by  Mr.  Adna  F. 
Weber,  an  eminent  authority  on  the  growth  of  cities,  that  the 
growth   of   population    of    American    cities    has    ever    since    the 
foundation   of    our    Government    been    conspicuously   greater   in 
the  alternate  decades  coinciding  with  the  lesser  or  intermediate 
panics.     The  effect  of  this  has  been  to  offset  the  effect  of  Inter- 
mediate depressions,  as  far  afe  city  real  estate  is  concerned,  by 
the  abnormal  growth  of  city  population  coinciding  with  that  gen- 
eral period;  while  the  relatively  slow  growth  of  cities  during  the 
decades  coincident  with   the  greater  panics  aggravates   the  de- 
pression of  real  estate  following  those  panics.     During  the  period 
of  depression  following  a  great  panic  every  community  is  forced 
to  restrict  its  expenditures  to  the  most  necessary  objects,  and  the 
result  of  this  is  that  the  classes  of  property  within  a  city  which 
maintain  their  value  best   are  the  two  indispensable  classes  of 
business  and  residence.     All  properties  devoted  to  special  uses, 
such   as   theatres,   clubs,   hotels,   churches,  etc.,  as   well  as  fac- 
tories   and    warehouses    especially    suited    to    a    single    line    of 
business,  suffer  severely.     During  such  a  period,  also,  all  proper- 
ties which  on  account  of  the  growth  or  movement  of  a  city  have 
a   value   based   on   expectations   of   the   future   are  greatly   de- 
preciated,   since   the   future   value   is    largely   eliminated.      This 
applies  especially  to  suburban  land,  or  that  at  the  circumference 
of  a  city  which  is  just  coming  into  use,   and  is  aggravated  if 
the  growth  of  a  section  has  been  artificially  stimulated  by  cap- 
italistic  influences.      The   difficulty   of   valuing   property   during 
a    period   of    depression   is    greatly   increased   just   at   the   time 
when  through  falling  rentals  and  values  it  is  most  necessary  to 
be    careful    in    making    mortgage    loans.      This    difficulty   arises 
partly   through    the   number   of   real    estate    transactions    being 
greatly  reduced,  and  Information  from  this  source  thus  largely 
cut  off,  since  no  property  owner  will  sell  under  such  conditions 
except  through  necessity,  and  also  because  of  the  difficulty  of 
forecasting    future    rentals    where    vacancies    exist,    it    being    a 
matter  of  the  greatest  difficulty  to  judge  whether  these  are  to  be 
temporary    or   long   continued.      To    avoid    the   difficulty    which 
arises  from  a  lack  of  information  about  sales,  the  most  feasible 
method  is  to  prepare  a  scale  of   relative  values  for  a  city,  so 
that  a  few   real   estate   transactions  in   different   localities   will 
tend   to  show   a  drift   of   values,   just   as   an  inspection  of   the 
daily   fluctuations   of   half    a   dozen   prominent   stocks   tends   to 
show  the  drift  of  fluctuations  for  the  whole  list  of  securities. 

A  furtlier  effect  of  a  depression  on  values   of  different  kinds 
of   property    not    usually    given    sufficient    consideration    is    the 
great  difference  which  a  reduction  in  the  gross  rentals  of  prop- 
.     erty  makes  in  the  net  rentals  where  the  expenses  of  the  prop- 
erty are  heavy,  as  contrasted  with  the  slight  effect  which  such 
a  drop  in  gross  rentals  has  where  the  expenses  of  a  property 
are  light.     This  is  readily  shown  by  contrasting  a  modern  office 
building  which  normally  has  expenses  amounting  to  about  50% 
of   its    gross    rentals,    these    expenses    including   not   only   taxes 
and  insurance,  but  heat,  light,  elevator  service,  janitor  service, 
etc-    with   a   store  building   of   moderate   height   where   the   ex- 
penses  do   not   amount   to   over    15%   of   the   gross   rentals,   the 
owner  having  no  expense   except   taxes  and   insurance.     If   we 
assume   a   drop    in   gross   rentals   amounting   to   30%,    the    drop 
in  net  rentals  of  the  office  building  will  be  60%,  while  the  drop 
in  net  rentals  of  the  store  building  amount  to  only  about  3o%. 
Since  values  follow  rentals,  the  stabiUty  of  value  of  a  property 
that  is  less  expensive  to  operate  tends  always  to  be  greater  than 
tlmt  of  a  property  which  is  more  expensive  to  operate,  and  care- 
ful lenders  are  therefore  disposed  to  exercise  the  utmost  caution 
in  loaning  on  large  buildings,  the  expenses  of  which  are  heavy. 
A  third  point  to  be  considered  and  guarded  against  is  the  pos- 
sible  loss   of   value   through   changes   in   the   internal   structure 
of  a  city.     In  retail  business  property  this  most  commonly  oc- 
curs   through    the    advance    of    the    best    retail    district    in    the 
direction   of   the  best   residence   district;    in   wholesale  property 
through   changes    in    the   location   of   wharves    or   railroad   ter- 
minals,  and  in  residence  property  through   changes   of  fashion 
or  of  transportation,  and  the  encroachment  of  what  are  actually, 
though  not  legally,  nuisances. 

There  is  always  going  on  in  a  city  a  movement  of  the  retail 
stores  in  the  direction  of  the  best  residence  district,  this  being 
an  effort  on  the  part  of  the  storekeepers  to  approach  as  closely 
as  possible  to  their  customers.  As  this  district  moves  forward 
.  it  leaves  a  vacuum  behind  it,  which  is  filled  later  by  wholesale 
or  other  uses  which  are  inferior  from  a  rental  standpoint.  Un- 
less the  growth  of  a  city  is  so  rapid  as  to  make  its  wholesale 
property  worth  as  much  as  retail  property  was  a  few  years 
before,  there  will  be  an  actual  drop  in  the  value  of  the  property 
so    replaced   by    wholesale;    and    this    has    commonly    occurred. 


Where  there  has  been  a  change  of  axis  of  the  main  retail  busi- 
ness streets  of  a  city  there  has  always  occurred  a  shrinkage  of 
the  values  created  by  an  anticipated  growth  of  the  business 
district  in  the  line  of  its  original  direction.  Many  examples  are 
to  be  found  in  American  cities  of  the  best  retail  business  streets 
being  parallel  to  a  lake  or  river  front  during  the  growth  of  the 
city  up  to  a  population  of  perhaps  50,000,  while  after  that  point 
in  population  has  been  passed  the  concentration  of  the  best  resi- 
dence district  at  a  distance  from  the  waterfront  has  drawn  busi- 
ness out  toward  these  residence  districts  on  lines  at  right  angles 
to  the  waterfront  and  to  the  original  business  streets.  As  re- 
gards wholesale  and  warehouse  property,  the  chief  danger  to  be 
guarded  against  arises,  as  I  have  said,  through  changes  in  the 
location  of  transportation  terminals.  The  natural  tendency  of 
wholesale  property  is  to  place  itself  between  its  transportation 
facilities  and  the  best  i-etail  business  district,  so  that  it  may 
at  the  same  time  be  able  to  handle  its  goods  cheaply  and  yet 
be  in  a  location  convenient  for  its  customers.  Where  the 
wholesale  business  of  a  city  grew  up  through  river  transporta- 
tion, as,  for  example,  in  Savannah  and  Portland,  Oregon,  it  is 
noticeable  that  of  late  years  the  predominance  of  railroads  hag 
been  so  great  as  to  withdraw  wholesale  business  very  largely 
from  locations  occupied  by  it  for  half  a  century,  with  an  in- 
crease of  value  near  the  railroad  terminals  and  a  corresponding 
decrease    of    value    near    the    wharves. 

In  the  case  of  residence  property,  purely  social  reasons  are 
the  predominant  ones  in  establishing  high  values,  and  property 
of  this  character  is  for  this  reason  liable  to  depreciate  through 
changes  of  fashion.  Changes  of  transportation  are  also  of  great 
importance  in  determining  residence  values,  improvements  in 
street-car  facilities  enabling  people  of  a  good  social  class  to 
live  at  greater  distances  from  the  business  centre  of  a  city  and 
among  surroundings  which  are  pleasant.  The  general  tendency 
of  our  street  railway  improvements  of  the  last  20  years  has 
been  to  equalize  the  value  of  residence  propei-ty  over  consid- 
erable areas,  and  as  a  result  of  this  to  depreciate  residence  prop- 
erty which  is  close  to  business  property,  while  rapidly  en- 
hancing the  value  of  property  further  out,  which  is  well  located 
tapographically.  Residence  districts  at  a  distance  from  the 
business  centre  of  a  city  have  an  element  of  stability  in  the 
fact  that  they  are  less  likely  than  those  closer  to  the  business 
centre  to  be  injured  by  the  encroachment  of  nuisances.  In  the 
term  "nuisances"  may  be  included  buildings  for  every  kind  of 
utility  except  residence,  since  homogeneity  is  necessary  to  the 
maintenance  of  value  in  a  residence  district. 

The    fourth   element   to   be   considered    is   the   depreciation   of 
buildings.     Mortgage  loans  are  usually  made  for  a  long  enough 
term  to  have  the  improvements  lose  appreciably  in  value  from 
age  and  the  wear  and  tear  of  usage  during  the  life  of  the  loan, 
except   in   cases   of   the  most   expensive  construction.     The  loss 
through   depreciation   where  a   building   is  kept   in   good   repair 
is   estimated   at   %%   a  year   for   the   highest   type   of   fireproof 
construction,  and  increases  for  different  classes  of  buildings  to 
a  maximum  of  5%  a  year,  or  even  more,  for  cheaply  constructed 
workmen's    cottages.      If    improvements    are    not   kept    in   good 
repair— and  it  is  practically  impossible  for  a  mortgagee  to  com- 
pel repairs  to  be  made— the  further  depreciation  from  tliis  cause 
must   be   added.      In   addition   to   the   depreciation   of   buildings 
through  age,  there  frequently  occurs  a  further  and  more  serious 
depreciation   due   to   changes  in   style   or  new  methods   of   con- 
struction, or  to  a  change  of  utility  in  the  location.     An  example 
of  such  a  change  of  style  in  detached   residences  has  been  the 
abandonment  of  the  mansard  roof,  once  popular  throughout  the 
United    States,    with    the    result    that    residences    built    in    this 
style    of   architecture    depreciated   heavily    in    value,    regardless 
of  the  soundness  of  their  structural  condition.     Other  changes 
in  fashion  affecting  residences  are  the  abandonment  of  narrow 
hallways  and  of  stained  glass  and  other  exterior  ornamentation, 
together  with  newer  and  better  methods  of  heating  and  lighting 
houses. 

As  regards  business  property,  the  erection  of  modern  fireproof 
buildings  frequently  takes  away  a  large  part  of  the  value  of 
the  older  buildings  with  which  they  compete;  and  the  failure 
of  architects  formerly  to  plan  their  store  buildings  with  the 
ground-floor  frontage  all  open  for  the  display  of  goods,  has 
greatly  depreciated  the  value  of  older  buildings,  or  has  led  to 
their  reconstruction   along  modern  Hnes   at  large  expense. 


New  Brokers'  Manual. 

The  Real  Estate  Board  of  Brokers  has  issued  a-  very  con- 
venient and  attractive  Diary  and  Manual  for  1907.  The  in- 
formation contained  therein  will  be  found  accurate  in  all  re- 
spects. In  addition  to  the  list  of  members  and  the  usual  calen- 
der and  diary,  it  includes  a  general  municipal  directory,  re- 
ports from  various  city  departments,  the  "Hofman  rule,"  tables 
of  distances  and  measurements,  water  rents  and  rules,  building- 
code  requirements,  regulations  for  summary  proceedings,  ward 
boundaries,  lists  of  banks,  trust  companies  and  public  build- 
ings, and  the  location  of  piers  and  ferries.  In  brief,  the  vol- 
ume contains  much  that  is  of  consequence  to  both  the  members 
of  the  fraternity  and  others  interested  in  real  estate  matters, 
and  is  invaluable  as  a  book  of  reference.  It  is  artistically 
bound-in  flexible  leather  and  is  a  credit  to  the  members  of  -the- 
diary  committee,  of  which  J.  Clarence  Davies  is  chairman. 
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Real  Estate  and  Building  Statistics. 

The  following  are  the  comparative  tables  of  Manhattan,  The 
Bronx  and  Brooklyn,  of  the  Conveyances,  Mortgages  and  Pro- 
jected Buildings  for  the  corresponding  weelos  In  1905  and  1906: 

MANHATTAN    AND    THE    BRONX. 

00NVKTAMOE8. 

1906. 
Dec.  21  to  27,lno. 

Total  No.  for  Manhattan 208 

NO.  with  consideration 18 

Amount  Involved •1,269,750 

Number  nominal 190 


1905. 
Deo.  22  to  28,lno. 
Total  No.  tor  Manhattan  328 

No.  with  consideration..  23 

Amount  Involved $766, 1 33 

Number  nominal 300 


Total  No.  Manhattan,  Jan.  1  to  date 

No.  with  conslderatlou,  Manhattan,  Jan. 

1  to  date 

Total  Amt.  Manhattan,  Jan.  1  to  date. . . . 


1906. 
20,113 

1,208 
$63,788,807 


1905. 
21,744 

1,612 

$78,674,235 


1908. 
Dec.  21  to  27,  Inc. 

Total  No.  for  th»  Bronx 

K^  with  consideration 
Amount  Involved 


Number  nominal . 


1905. 

Dec.  22  to  28,  Ino. 

108    Total  No.  tor  The  Bronx  160 

10    No.  with  consideration..  15 

$121,450    Amount  Involved $279,400 


98    Number  nominal. 


145 


Total  No..  The  Bronx,  Jan.  1  to  date 

T»tal  Ami.,  The  Bronx.  Jan.  1  to  date... 
Total  No.  !nanhattan  and  The 

Bronx.  Jan.  1  to  date 

Total  Amt.  Itlanhattan  and  Tbe 

Bronx, 'Jan.  1  to  date 


1908.  1905. 

11.927  12.878 

$8,092,601  $12,605,637 


33,040 
•  »1,SS1,408 


34,617 
191,179,872 


Assesaed  Value,  manbattau. 


1909.  1905. 
Dec.  21  to  27,  Ino.  Dec.  22  to  28.  Inc 

Total  No.,  with  Oonslderatlon 18  23 

Amount  Involved $1,259,750  $756,733 

Afiseesed  Value $853,000  $638,523 

Total  No.,  Nominal 190  300 

Asaesaed  Value $6,589,500  $9,131,600 

Total  No.  with  Consld.,  from  Jan.  Ist  to  date                     1,208  1,612 

Amount  Involved "              ••              $03,788,807  $78,574,235 

Siieased  value ••             ••             $44,901,776  $57,128,330 

?«tel  No.  Nominal "             "                         18,905  20.133 

ssessed  Value "             "           $638,566,500  $660,038,734 


MORTGAGES. 


lotal  number 

Amountinvolved.. 

NO.  HQ\ 

Amount  fnvt)lTed. 


No,at  5';>i 

ount  involved. 


1908 

—  Dec.  21  to  27, 

Manhattan. 

349 

$9,289,258 

104 

.    $1,377,811 


1906 

Inc. ,     , D«.  22  to  28.  Ino. 

Bronx.       Manhattan.        Bronx. 


N0,8l 
AOlDU 


129  247 

$940,725    $4,800,664 

48  146 

$200,510    $1,618,514 


121 

$735,133 

44 

$195,800 


Ho.    at  5HH 

Amount  involved 

Number  at  5'iJ< 

AD&ftunt  Involved 

No.  at  5'4'K 

Amount  Involved 

No.  atOJH 

Ameunj  Involved 

No.  at6X 

Amount  Involved 

N».at4U« 

AmoQnl  fnvolr«il 

No.  at4MH 

Amount  Involved 

Nb.  at  4i-i>S 

Afflount  Involved.  

No.  aM.fi 

Ataoant  Involved 

NO.  fflthout  interest 

Amount  Involved 

No.  above  to   Bank,   Trust 

tfid  Insurance  Oompanles 

Amountinvolved 


9 

$518,000 


7 
$67,650 


$714,500 


48 
$279,468 


121 

S3, 439,350 

1 

$20,000 

56 

$2,584,840 


53  41 

$412,066    $1,094,100 


16 
$61,865 


3  4 

$35,000   $126,250 


$541,500 
51 

$807,757 

70 
$2,742,590 


20 
$225,500 


26 
$747,300 


1 

$3,000 

12 

$195,000 


Total  No. ,  Manliattan,  Jan.  1  to  date 

Total  Ami.,  Mauiiattan,  Jan.  1  to  date. . .. 

Total  So.,  Tap  ^onx,  Jan.  1  to  date 

Total  iml..  The  Bronx,  Jan.  1  to  date. . . . 
Toto.1  iVo.,  naunattan  and  Tbe 

BrOUx,  Jan.  1  to  date  

Total  Amt.  piauhaltau  and  Tbe 


Bronx,  Jan.  1  to  date 


11  35                      19 

$195,700    $1,105,000       $284,907 

1908.  1905. 

18,349  20.318 

$880,736,910  $479,204,261 

9  276  10,209 

$65,233,404  $85,905,421 

27,623  30,337 

»445,»70,314  •363,100,683 


PKOJEOTED  BUILDINGa. 


fatal  No.  New  Buildings : 

Manhattan 

Tlie  Bronx 


1906.  1905. '^ 

Dec.  22  to  28,  Inc.  Dec.  23  to  J9,  Inc. 

9  21 

13  28 


Grand  total . 


Total  Amt.  Ne>v  Buildings  : 

Hanbattan 

T>»  Brt>nx 


Orand  Total. 


Total  Amt.  Alterations : 

lJfl,Tltin.ttfl.n 

The  Bronx 


6k-and  total 

T*t«l  No.  «(  New  BuUdlngs  : 
Manhattan,  Jan.  1  to  date. 
The  Bronx,  Jan  1  to  date. . 


innbtn-Bronx,  Jan.  1  to  date 

Total  Amt.  New  Buildings  : 

Manliatlan,  Jan.  1  to  date 

R»e  Bprmx,  Jan.  1  to  date 

nilibtn>Bronx,  Jan.  1  to  date 


Total  Ami  Ajterattons : 

BBwranx   Jaji. 


ktna 


1 1*  data 


22 

$482,000 
305,450 

$767,450 

$325,400 
10,850 

$338,250 

1,614 
2,215 

3,829 

$108,960,415 
27,460,880 

•  136,411,293 

•19,136,764 


44 


$1,166,800 
105,650 

$1,272,350 

$186,100 
11,350 

$197,450 

2,505 
2,265 

4,770 

$121,812,410 
38.261.295 


•  160,063,705 
*14,138,80r 


Total  number 

No.  with  consideration  

Amountinvolved ■. 

Sumber  nominal 

Total  number  of  Conveyances, 

Jan.  1  to  date 

rota]  amount  of  Conveyances, 

Jan.  1  to  date 


BROOKLYN. 

00NTETANOE8. 

1906.  1806. 

Dec.  20  to  26,  loo.  Dec.  21  to  27,  UK. 

, 387  563 

20  60 

$325,135       $235,248 

367  503 


46,218 
•26,613,524 


MORTGAGEB. 


Total  number 

Amount  involved 

No.  at65i 

Amount  Involved 

No.  at  5?iJ4 

Amount  involved 

No.  at  6>iX 

Amount  Involved 

So.  at  6)i% 

Amount  involved 

No.  at  5JH 

Amount  involved 

No.  at  55i  

Amount  Involved 

No.  at  iWi 

Amount  involved  

No.  at  4% 

Amount  involved , 

No.  at  3H 

Amount  Involved 

NO.  Without  Interest 

Amount  involved 

Total     number    of    JTIortgag^es. 

Jan.  1  to  date 

Total    amount    of    JTIortgag^es, 

Jau.l  to  date 


050 

$2,761,041 

219 

$704,439 


41,788 
•28,339,803 


418 

$1,911,502 

227 

$994,608 


$671,554 

1 

$65,000 

1 

$2,000 

240 

$1,179,380 

8 

$24,500 

2 

$29,500 


108 
$509,750 


14 
$128,808 


1 

$1,000 


18 

$84,668 


39,420 
•  162,574,512 


PROJECTED   BUILDINGS. 


No.  of  New  Buildings 

Estimated  cost 

Total    No.    of    TSew  Buildings, 

Jan.  1  to  date 

Total  Amt.  of  New  Building^s, 

Jan.  1  to  date 

Tonal    amount   of    Alterations. 

Jan.  1  to  date 


85 
$958,560 

8,403 

•  63,139,176 

•  5,403,830 


68 
$277,281 

36,437 

$192,363,393 

80 
$654,300 

8,417 

•  73,884,699 

•4,748,991 


SOUTH  OP  5»TH  STKKKT. 

BETHUNE  ST.— Van  Vliet  &  Place  sold  31  Bethune  st,  a  5-sty 
flat,  22x92.  It  is  understood  that  this  place  is  bought  for  in- 
vestment. 

BANK  ST.— Charle's  E.  Duross  sold  for  the  estate  of  Susannah 
Whitney  to  Mary  Maher  58  Bank  st,  a  3-sty  dwelling,  19.10x74. 

CANAL,  ST.— The  Metropolitan  Life  Insurance  Co.  sold  312  to 
316  Canal  st,  two  4-sty  buildings,  40.9x33.5;  also  the  abutting 
property,  45  to  51  Lispenard  st,  a  9-sty  building,  80x49.11.  The 
buyer  is  a  firm  of  builders  and  expect  to  erect  an  annex  to  the 
Lispenard  st  structure.     Frank  E.   Smith  was  the  broker. 

CROSBY  ST.— Simon  Fine  sold  for  W.  &  J.  Bachrach  to  the 
Mildred  Realty  Co.  101  and  103  Crosby  st,  old  buildings,  40.2x 
05.10.     The  buyer  will  erect  a  7-sty  building  on  the  site. 

COMMERCE  ST.— Abram  Bachrach  bought  from  the  estate 
Oi  Joseph  Tuckerman  19  to  23  Commerce  st,  three  dwellings, 
73x40.  The  property  abuts  three  buildings  on  Barrow  st  re- 
cently acquired  by  Mr.  Bachrach,  who  now  controls  a  plot 
73x80. 

Western  Electric  Co.  Buys  in  Greenwich  St. 

GREENWICH  ST.— Gilsey,  Havemeyer  &  Jenney  sold  for  St. 
Stephen's  Protestant  Episcopal  Church  to  the  Hamilton  Build- 
ing Co.  125  Greenwich  st,  25x100,  on  which  is  erected  part  of 
the  Western  Electric  Co.'b  factory.  The  property  was  under 
lease  to  the  Western  Electric  Co.  for  three  terms  of  21  years. 
Northwest  Corner  Maiden  Lane  and  William  Street  Sold. 

MAIDEN  LANE.— Charles  F.  Noyes  Co.  sold  for  George  A. 
Stanton  and  Charles  M.  Warner  to  Carsten  D.  Borger  05  Maiden 
lane,  at  the  northwest  corner  of  William  st,  a  5-sty  building, 
21x40.  The  property  was  held  at  $150,000.  On  the  opposite 
corner  the  Royal  &  Queen  Insurance  Co.  is  erecting  a  16-sty 
office  building. 

SULLIVAN  ST.— The  Ruland  &  Whiting  Co.  sold  for  Dr. 
Israel  Schlachetzsky  and  others  148  Sullivan  st,  a  5-sty  tene- 
ment,  2.5x100. 

St.  MARK'S  PL. — Bernard  Bernbaum,  as  attorney,  bought  the 
C-sty  tenement  115  and  117  St.  Mark's  pi,  50x100. 

WIL'LETT  ST.— Bernard  Breitbart,  as  attorney  for  Isaac 
Nagel,  in  conjunction  with  Isidor  Leipzig  &  Co.  sold  the  G-sty 
brick  building  51  Willett  st  to  Berl  &  Co. 

■WILLIAM  ST.— The  Charles  F.  Noyes  Co.  sold  for  the  estate 
of  Francis  Vianest  116  William  st,  a  6-sty  building,  covering 
a  lot  27.6x49.  Daniel  Birdsall  &  Co.  represented  the  sellers. 
The  Noyes  Co.  sold  the  adjoining  parcels  at  the  northeast  corner 
of  William  and  John  sts  last  spring. 


io86 


RECORD    AND    GUIDE 


December  29,  1906 


4TH  ST.— L.  Stockwell  &  Co.  sold  for  A.  Ruff  two  5-sty  tene- 
ments 78  and  SO  Kast  4th  st,  47x100.  The' purchaser  buys  for 
investment. 

STH  ST.— David  Simon  bought  315  and  317  East  Sth  st,  two 
4-sty  tenements,  with  stores,  42x70. 

STH   ST.— Louis   Stoclcell   &   Co.   sold    113   to   119   East   Sth   st, 
two  6-sty  tenements,  75x94,  for  Souland  &  Alkier. 
Activity  in  20th  St. 

20TH  ST.— M.  &  L.  Hess  sold  for  H.  L.  Wardwell  to  the  State 
Realty  &  Mortgage  Co.  the  4-sty  dwelling  27  West  20th  st, 
25x92. 

20TH  ST.— M.  &  L.  Hess  sold  for  Cornelia  Gilman  29  West 
20th  st,  a  4-sty  dwelling,  25x92,  to  the  State  Realty  and  Mort- 
gage Co.  The  buyer  recently  purchased  the  adjoining  property. 
No.   27. 

20TH  ST.— M.  &  L.  Hess  sold  for  Minnie  L.  Sherwood  31  West 
20th  st,  a  4-sty  dwelling,  25x92,  to  the  State  Realty  and  Mort- 
gage Co.,  which  owns  27  and  29,  adjoining. 

20TH  ST.— E.  D.  Sniffen  sold  for  M.  A.  Croscup  to  F.  M. 
Trimm  231  to  235  East  20th  st,  five  2-sty  bricii  buildings,  70x 
92,  leasehold. 

28TH  ST.— John  Peters  &  Co.  sold  for  Lawrence  Lippi  to  Jos. 
Hermann  245  East  2Sth  st,  one  5-sty  and  two  4-sty  tenements, 
irregular. 

43D  ST.— D.  J.  McDonald  sold  to  William  Coyle  434  West  43d 
st,  a  3-sty  and  basement  dwelling. 

43D  ST.— Huberth  &  Gabel  sold  for  the  Mt.  Vernon  Trust  Co., 
as  trustees,  the  4-sty  front  and  rear  tenement  at  349  West  43d 
st,   to   Isaac   Greenwald,   of  Mt.   Vernon. 

45TH  ST.— Charles  H.  Easton  &  Co.  sold  for  Leander  H.  Thorn 
141  East  45th  st,  a  3-sty  dwelling,  20x100.5. 

45TH  ST.— Greene  &  Taylor  Co.  sold  for  M.  E.  Wentworth  to 
W.  W.  Cassel  10  West  45th  st,  a  4-sty  and  basement  brownstone 
front   dwelling,    10.7x100.5;    also,    in    conjunction    w-ith   Webster 

B.  Mabie,  for  a  client  to  the  same,  No.  8,  adjoining,  a  4-sty 
and  basement  brownstone  front  dwelling,  17x100.5,  making  a 
joint  plot  of  33.7  ft.  frontage.  The  buyer  intends  to  remodel 
the  structures  for  business  purposes  and  lease  for  a  long  term 
of  years.     The  parcels  were  held  at  $150,000. 

Mr.  C.  Grayson  Martin  Buys  Another  House. 
4GTH   ST.— Chambers   &  Veiller  sold   for  Albert  F.   Jammes  to 

C.  Grayson  Martin  43  West  40th  st,  a  4-sty  and  basement  dwell- 
ing, 20x100.5.     Mr.  Martin  bought  53  West  4Gth  st  last  week. 

49TH  ST. — Montgomery  Maze  purchased  150  East  49th  st,  a 
5-sty  double  flat,  25x100,  between  Lexington  and  3d  avs.  Mr. 
Maze  o%vns  the  adjoining  50  ft.   to  the  west. 

49TH  ST.— Pease  &  Elliman  sold  for  Mrs.  Gertrude  B.  Miller 
21  East  49th  st,  a  4-sty  high  stoop  brownstone  dwelling,  25x100, 
to  an  investor  who  will  alter  and  lease  it  for  business. 

55TH  ST.— Frederick  T.  Barry  sold  for  J.  Cooper  Mott  147 
East  55th  st,  a  3-sty  and  basement  high-stoop  brownstone  dwell- 
ing, 10.8x100.5. 

AV  A. — Abraham  Solkin  bought  from  Louis  King  &  Co.  205 
Av  A,  4-sty  front  and  rear  tenements,  25x100. 

AV  C. — Krakower  &  Co.  sold  for  Hyman  Schnitzer  and  Fannie 
Siegel  to  Josef  Preiser  the  two  6-sty  tenements  132  to  138  Av  C, 
76.6x83. 

Sale  on  Eighth  Avenue. 

STH  AV.— T.  P.  Decker  sold  304  Sth  av,  east  side,  50  ft.  north 
of  25th  st,  a  4-Bty  building,  24.SxS3,  adjoining  Miner's  Sth  Av 
Theatre. 


JSOKXH  OF  59TH  STKJfiJilT. 

65TH  ST.— Simon  Pine  sold  for  the  M.  Fine  Realty  Co.  to  W. 
&  J.  Bachrach  326  and  32S  East  65th  st,  a  6-sty  flat,  37.6x102.2. 

73D  ST.— William  H.  Moffitt  is  the  buyer  of  the  Henry  A. 
Vail  residence  at  the  southwest  corner  of  73d  st  and  West  End 
av. 

73D  ST.— Frederick  T.  Barry  sold  for  M.  P.  Collins  to  J.  Cooper 
Mott  122  East  73d  st,  a  3-sty  and  basement  brownstone  high- 
stoop  dwelling,  18.9x102.8.  Mr.  Mott  will  alter  the  property 
into  an  American  basement  dwelling,  and  upon  its  completion 
will  offer  it  for  resale. 

77TH  ST. — Mrs.  Paul  Leicester  Ford  sold  to  Henry  L.  Ward- 
well  53  East  77th  st,  a  4-sty  brick  dwelling,  34.6x102.8. 

79TH  ST.— Abraham  Schwab  bought  156  East  79th  st,  a  4-sty 
an^  basement  single  flat,  20x100;  also  bought  33  East  80th  st, 
a  5-sty  triple  flat,  25x100. 

80TH  ST.— M.  Berg  sold  323  East  80th  st,  a  4-sty  double  flat, 
25x100,  for  Judas  Post  to  Samuel  Roth. 

SIST  ST.— T.  Scott  sold  to  Mr.  Rosenberg  107  East  81st  st,  a 
3-sty  and  basement  dwelling,  20x100.  The  price  is  said  to  be 
$24,000. 

83D  ST.— Conway  &  Corduke  bought  for  the  Flatiron  Realty 
Co.  from  Mrs.  S.  E.  Fuller  6  West  83d  st,  a  3-sty  dwelling, 
15x102.2. 

84TH  ST.— Fred.  A.  Booth  sold  267  West  84th  st  for  the  estate 
of  Harriet  A.  Barrett  to  a  client,  a  3-sty  and  basement  brick 
house,   16x102.2. 

liargest  Private   House  Purchase  in  Years. 

86TH  ST.— Slawson  &  Hobbs  closed  one  of  the  largest  deals 
this  week  in  dwelling  houses  that  has  been  put  through  in  this 
borough    for   several   years.      For    the   James    estate   they   sold 


ten  4-sty  and  basement  dwellings,  each  having  20  ft.  front- 
ages. Nos.  IGS,  170,  172  and  174  West  SGth  st,  being  102.2  in 
depth;  and  Nos.  118,  120,  122,  124,  126  and  128  being  106.10  in 
depth.  The  buyers  are  Heilner  &  Wolf  and  N.  L.  &  L.  Ottinger, 
large  operators.  Mr.  Ottinger  says  one-half  of  these  houses 
have  straight  halls,  the  remaining  ones  having  foyer  halls.  The 
houses  are  built  60  ft.  deep.  He  also  added  that  20-ft.  houses 
were   remarkably  scarce  in   this  section  of  the  city. 

91ST  ST.— Francis  B.  Robert  sold  for  the  Duer  estate  to 
Heilner  &  Wolf  34,  36,  38  and  52  West  91st  st,  4-sty  dwellings, 
w^ith  extensions,  each  ISxlOO.S.  The  house?  have  been  owned 
by  the  Duer  estate  since  built. 

94TH  ST.— W.  Rankin  sold  321  to  325  West  94th  st,  a  6-sty 
apartment  house,  75x100.8,  140  ft.  east  of  Riverside  drive.  It 
adjoins  the  house — 319 — sold  recently  by  Hoffman  Bros.  & 
KRibinson. 

95TH  ST.— T.  Scott  &  Son  sold  to  Gustavo  Schwab  111  East 
95th  st,  3-sty  dwelling,  lS.GxlOO.8.  Sarah  Katz  holds  title.  The 
price  was  about  $22,000. 

96TH  ST. — I.  Kalmus,  in  conjunction  with  S.  Chocklow,  sold 
for  J.  &  M.  Bloch  the  6-sty  tenement,  334  East  96th  st,  35x100. 

9GTH  ST.— Renwick  C.  Hurry  &  Co.,  in  conjunction  with  J. 
Katz,  sold  for  Louis  Bernstein-  to  Edmond  Abdy  Hurry  104  West 
96th  st,  6-sty  apartment  house. 

105TH  ST.— Paul  Madison  sold  to  Louis  Herbst  126  East  105th 
st,  a  3-sty  dwelling,   16.SxlO0.ll. 

106TH  ST.— Gibbs  &  Kirby  sold  for  Charles  J.  Ellrich  62 
West  106th  st,  a  5-sty  tenement  house,  20.3x100. 

114TH  ST.— Chas.  S.  Kohler  sold  for  a  client  the  5-sty  triple 
flai  228  West  114th  st,  25x100. 

116TH  ST.— David  Fine  sold  S-10  East  116th  st,  two  5-sty 
double  flats,  with  stores,  each  25x100,  to  Feingold  &  Levine 
and  A.  Gunno;  also,  in  conjunction  with  William  Schwarz,  12 
East  llGth  st,  a  5-sty  double  flat,  25x100,  for  Hugo  Joachimson 
to  Lesserman  &  Glauber. 

121ST  ST.— M  Schlossheimer  bought  from  Herman  Gottlieb  227 
East  121st  st,  a  5-sty  tenement,  25x100.11.  Max  Hausman  was 
the  broker. 

127TH  ST.— J.  Jelot  sold  for  the  Bernstein  &  Feinberg  Realty 
Co.  the  northwest  corner  of  127th  st  and  2d  av,  a  5-sty  tene- 
ment, 25x100. 

133d  ST. — S.  Kalmus,  in  conjunction  with  S.  Chocklow,  sold 
for  Diamondston  &  Schwartz  the  five  dwellings  109  to  117  West 
133d  st,  83.4x09.11. 

AV  A. — Frankenthaler  &  Sapinsky  and  Charles  Kaufmann, 
as  attorneys,  bought  1528  Av  A,  a  4-sty  tenement,  with  stores, 
20.2x75. 

EucUd    Hall    Brings    Approximately    $1,000,000. 

BROADWAY.- L.  J.  Phillips  &  Co.  sold  for  Isaac  H.  Clothier, 
of  Philadelphia,  the  7-sty  apartment  house  known  as  "Euclid 
Hall,"  covering  the  block  front  on  the  west  side  of  Broadway, 
between  85th  and  86th  sts,  having  a  frontage  of  201.10  on 
Broadway  x  105.1  in  85th  st  x  119.G  in  SGth  st.  Sonn  Bros,  are 
the  buyers.  Tliis  is  one  of  the  largest  apartment  house  trans- 
actions in  this  city  for  several  years,  and  it  was  stated  at  the 
office  of  L.  J.  Phillips  &  Co.  that  no  trade  whatever  was  ac- 
cepted in  part  payment.  Euclid  Hall  was  built  five  years  ago 
by  Franklin  Pettit,  who  sold  it  to  Mr.  Clothier,  taking  in  ex- 
change several  large  vacant  parcels  on  Morningside  av  and 
Washington  Heights. 

BROADWAY. — Benjamin  Mordecai  sold  the  Powelton.  a  7- 
Cty  elevator  apartment  house  at  the  northeast  corner  of  Broad- 
way and  97th  st,  on  plot  fronting  100.11  ft.  on  Broadway  and 
149.7  on  the  street.  The  buyer  is  the  Jacob  Bookman  estate, 
which  has  other  holdings  in  this  section.  In  part  payment  for 
the  Powelton,  the  Bookman  estate  gives  to  Mr.  Mordecai  the 
plot  of  about  six  lots  at  the  northeast  corner  of  Sth  av  and 
110th  st,  with  a  frontage  of  about  54  ft.  on  the  Circle  and  120 
ft.  on  110th  St. 

MADISON  AV.— Sundel  Hyman  sold  the  Blytheborne,  a  7-sty 
elevator  apartment  house,  50.11x100,  at  the  southeast  corner  of 
Madison  av  and  99th  st. 

PARK  AV.— N.  &  W.  Schacht  sold  for  Morris  Caftirer  to  Mrs. 
Mary  Kelly  the  4-'sty  double  flat  1726  Park  av,  25x100;  also,  for 
W.  Aichele  to  M.  Selig,  the  5-sty  double  flat  1594  2d  av,  25.5x75. 

WEST  END  AV.— Jesse  C.  Bennett  &  Co.  sold  for  the  Willet 
Realty  Co.  the  "Carlisle  dwelling,"  a  6-sty  apartment  house 
5,t  the  southeast  corner  of  West  End  av  and  S2d  st,  102x100. 
Tlie  property  was  held  at  $425,000. 

1ST  AV.— Rosenthal  &  Sussman  sold  to  A.  Halprin  for  Rieger 
&  Peckner  1023-1031  1st  av  and  351-353  East  56th  st,  six  5-Ety 
double  tenements,  with  stores,  fronting  114.8  ft.  on  1st  av  and 
100  ft.  on  SGth  St. 

2D  AV.— Frankenthaler  &  Sapinsky  and  Charles  Kaufmann, 
as  attorneys,  have  bought  1442  2d  av,  a  5-sty  tenement,  with 
stores,  25x105. 

2D  AV.— W.  Aichele  sold  to  M.  Selig  the  5-sty  flat  1594  2d 
av,  25.5x75. 

$300,000  Fifth  Avenue  Sale. 

STH  AV.— W.  B.  Leeds  sold  to  a  buyer,  who  will  build  a 
dwelling  on  a  plot  35x100  in  Sth  av,  60  ft.  south  of  SOth  st.  Mr. 
Leeds  owns  the  corner,  a  plot  00x100.  The  price  is  in  the  neigh- 
borhood of  $300,000.  Mrs.  Edwin  Thaw  sold  the  adjoining 
property  on   the  east  last  week  to  Mrs.  E.  C.  Bowes. 
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135TH  ST.— Moses  Crystal,  in  conjunction  with  Sol  Kaye, 
sold  for  the  Capital  Realty  and  Construction  Co.  to  Janpole  & 
Werner  the  two  G-sty  apartment  houses,  each  30.2x100,  on  the 
north  side  of  135th  st,  100  ft.  east  of  Amsterdam  av.  Four 
houses  are  now  being  completed  by  the  sellers. 

ISOTH  ST. — J.  Katz,  in  conjunction  with  Renwick  C.  Hurry 
&  Co.,  sold  the  southwest  corner  of  ISOth  st  and  Amsterdam  av 
•      for  Edmond  Abdy  Hurry  to  Louis  Bernstein. 

1S3D  ST.— Miss  M.  Monahan  sold  for  the  State  Realty  and 
Mortgage  Co.  to  the  White  Realty  and  Construction  Co.  the 
plot,  75x100,  on  the  south  side  of  lS3d  st,  100  ft.  east  of  St. 
Nicholas   av. 

ISITH  ST.— McRickard  &  Co.  sold  a  3-3ty  brick  dwelling  IS 
West   184th  st   for  Geo.   M.  Turner. 

AMSTERDAM  AV;— Dora  Finkelstein  sold  to  Samuel  Herbst 
21S3  Amsterdam  av,  a  0-sty  flat,  with  stores,  37.0x100. 

BROADWAY.— Sol.  L.  Kaye  and  Moseis  Crystal  sold  to  the 
Capital  Realty  and  Construction  Co.  the  block  front  on  the 
west  side  of  Broadway,  between  133d  and  131:th  sts,  a  plot 
190.10x100.    The   buyers   will   erect   G-story   flats. 

OLD  BROADWAY.— In  exchange  for  02-04  East  107th  st  Mr. 
Abraham  I.  Spiro  gives  to  Weisberg  &  Goldring  the  southeast 
corner  of  Old  Broadway  and  130th  st,  two  3  and  4-sty  old 
buil(?ings,  125.1xl01x  irregular. 


218.4  ft.  and  a  depth  of  300  ft.  through  to  150th  st,  the  plot 
being  irregular,  and  is  directly  opposite  the  New  York  Central 
and  Hudson  River  Railroad  freight  -yard. 


BRONX. 

BYRON  ST.— Hugo  Wabst,  in  conjunction  with  A.  &  C.  E. 
Hally,  sold  for  Richard  Church  a  plot,  50x97.5,  on  the  vrest  side 
of  Byron  st,   near  238th  st. 

FOX  ST.— Florence  Stolz  sold  two  lots  at  the  northeast  cor- 
ner of  Fox  st  and  Jefferson  av,  Edenwald. 

137TH  ST.— Z'inser  &  Clausen  sold  for  a  client  to  L.  Beringer 
718  East  137th  st,  a  5-sty  double  flat,  25x100. 

159TH  ST.— Kurz  &  Uren  sold  024  East  159th  st,  a  O-sty 
apartment  house,  50x100;  also  S  lots  on  the  west  side  of  Pros- 
pect av,  70  ft.  south  of  lS7th  st,  200x100;  also  2  lots  on  the 
south  side  of  155th  st,  225  ft.  east  of  Courtlandt  av;  also  3  lots 
on  the  north  side  of  235th  st,  SO  ft.  east  of  2d  av. 

230TH  ST.— R.  I.  Brown's  Sons  sold  for  Herman  A.  Newman 
and  Otto  P.  Schroder  the  property  situate  at  the  southwest 
corner  of  23Gth  st  and  Katonah  av,  100x100. 

BRUNER  AV.— The  Whitehall  Realty  Co.  has  sold  a  plot  of 
20  lots,  25x97.0  each,  on  the  west  side  of  Bruner  av,  100  ft.  south 
of  Nereid  av. 

BRONXDALE  AV.— Van  Winkle  &  Scott  sold  for  the  City 
Eftid  County  Contract  Co.  to  a  client  a  plot  of  22  lots,  with 
frontages  on  Bronxdale,  Wallace,  Holland  and  Hunt  avs.  Van 
Nest.  The  above  prop'erty  was  purchased  by  the  seller  for 
railroad  purposes,  but  since  abandoned  for  the  present  right- 
of-way  of  the  New  York.  Westchester  &  Boston  Railroad  Co., 
over  which  the  road  is  now  being  constructed. 

CAULDWELL  AV.— Leo  Hutter  bought  from  Henry  Leipziger 
and  et  al  665  and  667  Cauldwell  av,-  two  57Sty  flats,  with  stores, 
50x115,  near  Westchester  av. 

CORNELL  AV. — Greene  &  Taylor  Co.,  in  conjunction  with 
Charles  Hatfield,  sold  for  Mrs.  Aime  Du  Pont  the  northeast 
corner  of  Cornell  av  and  Cedar  st,  a  plot  of  eight  lots. 

JACKSON  AV.— William  H.  Nestrock  sold  to  Frank  Ditchlein 
lOGO  Jackson  av,  a  _3-family  frame  house,  17.6x87.6,  and  has 
bought  4  Teasdale  pi.  a  5-sty  triple  flat,  25x100. 

LAFAYETTE  AV.— McRickard  &  Co.  report  the  sale  of  a  plot 
of  four  lots  at  the  southeast  corner  of  Lafayette  av  and  Bryant 
st,  Hunt's  Point,  for  Miss  Carlotta  Felgemaker. 

LYON  AV. — Schano  &  Co.  sold  to  a  client  ten  lots  on  Lyon  av, 
including  the  whole  block  from  Grace  to  Parker  avs,  West- 
chester. 

PROSPECT  AV.— M.  L.  &  C.  Ernst  sold  through  Kurz  &  Uren 
to  Peter  Tait  the  plot,  200x95,  on  the  west  side  of  Prospect  av, 
70  ft.  south  of  lS7th  st. 

RIDER  AV.— A.  Friedberg  sold  for  Mrs.  Etta  "W.  Kramer  372 
Rider  av,  a  4-sty  triple  flat,  28.6x57;  also  sold  for  Leopold 
Guttag  366  to  370  Rider  av,  including  the  northeast  corner  of 
141st  st,  two  2-sty  brick  houses  and  one  2-sty  house,  84x45x74. 

SOUTHERN  BOULEVARD.— Pocher  &  Co.  sold  the  plot,  oOx 
100,  on  the  east  side  of  the  Southern  Boulevard,  75  ft.  south  of 
Jenning  st,  for  Isaac  Lebovitz  to  William  J.  Johnson,  who  may 
improve  the  property. 

Great  Iiicvca.se  in  Values  at  Throggs  Neck. 

THROGGS  NECK.— The  plot  recently  sold  by  Albert  L.  Low- 
enstein,  consisting  of  27>4  acres,  is  the  old  Ferris  Homestead  on 
Westchester  Creek  and  Ferris  lane,  adjoins  St.  Joseph's  In- 
stitute for  Deaf  Mutes.  This  plot  has  been  in  the  Ferris  family 
since  1703.  The  old  Colonial  stone  mansion  was  built  in  1077. 
In  1SS7  the  Mutual  Life  Insurance,  Co.  refused  to  make  a  loan 
of  $12,(X)0  on  100  acres,  so  the  Ferris  family  were,  oompelled  to 
sell  at  public  auction.-  The  present  purchaser  has  agreed  to 
t9,ke  it  subject  to  mortgages  aggregating  .?100,000.on.27%-acres, 

W^ESTCHESTER  AV.— Charles  E.  Duross  sold^  about  19  lots' 
south  sid«  of  Westchester  -av,  110  ft.  east  of  B-Pook  av,  td-a- 
cHent,  who  will  erect- a  -warehouse.  ■  The' property -some -y'eaVs ■ 
asowas  the  site  of  the  Mott  Iron  Works;  'It-has 'a ■frontage  of 


liKASES. 

M.  &  L.  Hess  leased  for  the  estate  of  Moses  Gardner  to   Ein- 
stein   Wo'lff  &  Co.  10,000  sq.  ft.  in  447  Broadway. 
■  G.  Tuoti  &  Co.  leased  for  Alfred  L.  M.  Bullowa  two  5-sty  tene- 
ments Nos.  311-313  East  103d  st  for  a  term  of  years. 

John  Stich  leased  to  Tom  Sharkey  the  5-sty  building  144  East 
14th  st,  for  a  term  of  years  at  an  aggregate  rental  of  $110,000. 

Simon  Fine  leased  for  Weil  &  Mayer  the  5-sty  rear  tenements 
at  317  East  109th  st  for  a  term  of  years,  at  an  aggregate  rental 
of  $12,000. 

Gross  &  Gross  leased  from  the  plans  for  the  Kips  Bay  Realty 
Co.  to  the  Harolds  Motor  Car  Co.  a  4-sty  garage  to  be  erected 
at  233  to  237  West  54th  st,  a  plot  60x100,  about  100  ft.  west  of 
Broadway. 

Hell  &  Stern  leased  for  Josephine  Macdonald  12,500  sq.  ft. 
in  718-20  Broadway;  for  Master  Builders'  Realty  Co.  0,500  sq. 
ft  in  10-14  East  12th  st;  also  for  Astor  estate,  20,000  ft.  in 
r34-0  Grand  st. 

The  McVickar-Gaillard  Realty  Co.  leased  for  the  Montefiore 
Home  for  Incurables  120  East  34th'  st,  known  as  Armory  Hall, 
adjoining  the  71st  Regiment  Armory,  for  a  term  of  years  at  a 
total  rental  of  about  $100,000. 


SUBURBAN. 

Tilzer  Brothers  purchased  two  lots  in  4th  av.  New  Brighton, 
for  erection  of  a  building. 

S.  Osgood  PeU  &  Co.  sold  for  S.  Wallace  Bowles  to  Charles 
W.  Park  his  country  seat  at  Rye,  N.  Y.,  adjoining  the  Apawamis 
Golf  Club. 

S.  McK.  Smith,  principal  of  the  New  Brighton  public  school^ 
purchased  22  lots  on  the  north  side  of  2d  av,  New  Brighton,  frora 
Eadie  &  Comtois. 

Cornelius  G.  Kolff  sold  the  convent  property  on  Grymes  Hill, 
S.  I.,  for  the  Sisters  of  Notre  Dame,  of  Montreal.  The  parcel 
comprises  about  3  acres  and  commands  a  fine  view  of  New 
York  Harbor.  Mr.  Ansco  G.  Cruinier  is  the  buyer.  The  property 
will  be  occupied  by  the  new  owner  after  alterations  have  been 
made. 

John  H.  Fife  Co.,  hotel  brokers,  sublet  the  Indian  River  Hotel, 
Rockledge,  Fla.,  for  the  Alpha  Hotel  Co.  to  I.  O.  Wagstaff  for 
the  coming  winter.  The  property  is  owned  by  the  estate  of 
Michael  F.  Dwyer.  J.  V.  Jordan,  w-ho  managed  the  hotel  for 
the  past  two  seasons,  will  still  supervise  the  operation  of  the 
hotel   this  winter. 


REAL     ESTATE     NOTES 


Messrs.  Lower  &  Cochran  have  secured  offlces  in  Astor  Court 
S'uilding,    IS   West   34th   st,    where   they   will   conduct   their   real  . 
estate  business. 

E.  J.  Busher,  of  027  East  149th  st,  Bronx,  said  many  are 
seeking  to  buy  real  estate,  but  the  prices  are  so  high  as  to 
discourage  negotiations. 

Mr.  Max  Marx  said  that  Wa.shington  Heights  property  was 
improving.  "Things  are-  begiTimhg--to  rent  up  and  there  is  an 
increased    inquiry   from    buyers." 

Kirk  &  Hazelton,  a  new  firm  of  real  estate  brokers,  have 
opened  offices  at  2023  Broadway,  just  above  09th  st.  They  will 
make  a  specialty  of  west  side  property. 

Mr.  Julian  Benedict,  real  estate  broker  of  1  West  34th  st,  has 
recovered  from  his  recent  illness  and  may  be  seen  at  his  office 
any  business  day  between  10  a.  m.  and  4  p.  m. 

City  railroads  which  violate  their  agreements  with  the  city 
and  lay.  tracks  where  they  have  no  right,  ought  to  have  their 
rails  pulled  out,  and  everj-body  is  glad  to  see  President  Ahearn 
getting  on   to  the  job.  .     ' 

The  members  of  the  Board  of  Real  Estate  Brokers  are  dis- 
tributing among  their  clients  the  annual  Diary  of  the  asso- 
ciation. This  book  contains  valiiable  information  -  regarding 
building  code  requirements,  tenement  house  laws,  etc.,  and 
should  be    in  the  hands  of  all  property  holders. 

Mr.  Oscar  Hammerstein  was  an  unsuccessful  bidder  for  539 
to  545  West  34th  St.,  extending  to  530  and  538  West  35th  st.,  sold 
recently  in  foreclosure  proceedings  at  the  Vesey  st.  auction  room. 
The  parcel  was  sold  to  the  defendant  for  $165,000.  It  is  under- 
stood that  Mr.  Hammerstein  wanted  the  property  for  storing  the 
scenery:of  the  Manhattan  Opera  House. 

S.  L.  Rhoades,  general_  claim  agent  of  the  Philadelphia  Rapid 
Transit  Co.,  and  president  of  the  .American  Street  &  Interurban 
lifailway  Claim  Agents'  Association,  has  been  appointed  super- 
visor of  claims  of  the  Cas'ilalTy'Cofnpany'of  America,  the  change 
beoo'ming- effective'  Jan.  %■  The -hew  position  has  been  created 
owilig'".-t*>' ihe" 'growth  •Kjftlie  husiriess  of  th«  corhpany.-     -    ■-    '■• 

Property,  owners  anS  residents  in  the  vMnify-of -Kingsbridi^e 
complain    of    the    dilapidated    condition    of  -Farmer'-s  ■  Bridgte;' 
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which  connects  Manhattan  Island  with  the  Bronx,  which  has 
withstood  the  vicissitudes  and  Inclemencies  of  the  seasons,  as 
well  as  traffic  since  the  year  1759,  and  now  think  it  should  be 
supplanted  with  a  modern  structure,  as  it  is  inadequate  to 
meet  the  demands  of  this  period. 

N.  R.  and  L.  Ottinger,  operators,  bought  134  West  87th  St.,  a 
4-story  private  house,  20x102.2.  Mr.  Ottinger  said  that  private 
house  properties  on  flrst-class  streets  on  the  West  Side  had  ad- 
vanced five  to  thirteen  thousand  each  during  the  past  few  years. 
He  was  also  of  the  belief  that  the  transformation  of  the  Lenox 
Library  on  5th  av.  into  a  private  dwelling  would  help  to  influ- 
ence the  district  into  even   a   more  select   residential  section. 

David  Stewart,  203  Broadway,  Manhattan,  reports  that  his 
Washington  Heights  office,  1920  Amsterdam  av,  iis  placing  a 
large  number  of  mortgage  loans,  and  points  to  this  as  an  evi- 
dence of  the  increasing  confidence  of  lenders  in  real  estate  in 
tfiat  section  of  Manhattan.  "Many  owners  of  property  on  the 
Heights  are  so  confident  of  obtaining  large  profits  on  their 
investments  in  1907  that  it  is  becoming  difficult  to  induce  them 
to  accept  anything  less  for  their  holdings  than  the  registered 
asking  price,"   added   Mr.   Stewart. 

Negotiations  are  under  way  for  many  high  priced  properties 
that  may  result  in  considerable  activity  in  that  class  of  hold- 
ings. There  has  been  a  material  relief  to  the  stringency  in  the 
money  market,  which  for  several  months  has  operated  as  a 
deterrent  Influence  on  the  market.  Recent  records  of  mortgage 
loans  show  an  increase  of  new  loans  and  a  smaller  percentage 
of  renewals.  The  conditions  have  not  yet  assumed  a  normal 
condition,  but  further  relief  is  expected  after  the  January  dis- 
bursements of  interest  and  dividends.  Much  of  the  money  now 
offered  in  the  market  is  private  capital. 

Mr.  Oscar  L.  Foley,  of  John  R.  &  Oscar  L.  Foley,  149  Broad- 
way, Manhattan,  in  referring  to  the  prospects  for  continued 
activity  'in  the  real  estate  brokerage  business,  said:  "Unless 
a  greater  stringency  occurs  in  the  money  market,  and  barring 
any  change  in  the  general  prosperity  we  are  now  enjoying.  I 
look  forward  to  a  continuance  of  active  trading  in  realty  for 
1907."  Mr.  Foley  further  remarked  that  his  firm  is  now  In 
touch  with  a  surprising  number  of  buyers  who  are  in  search  of 
well  located  property  below  Chambers  st.  "Plots  in  the  dis- 
trict mentioned  are  becoming  very  scarce,  and  owners  are 
jacking  up  prices  in  proportion  to  the  increase  in  the  demand," 
he   concluded. 

About  three  years  ago  a  number  of  Manhattan  savings  banks 
reduced  the  rate  of  interest  they  were  paj-ing  to  depositors  from 
4  per  cent,  to  3%.  But  hereafter  the  Bowery  Savings  Bank, 
the  Dry  Dock,  the  Metropolitan,  the  Irving  and  the  German 
will  pay  the  former  rate.  No  doubt  the  restoration  will  tend 
to  replenish  the  funds  available  for  real  estate,  which  ran  out 
last  spring,  as  the  reduced  interest  paid  by  these  banks  was  an 
extremely  strong  inducement  to  transfer  funds  to  banks  ■willing 
to  pay  more,  and  later  on  it  was  only  an  assumption  that  most 
of  the  withdrawals  had  been  Invested  in  real  estate.  As  the 
banks  in  the  towns  up  the  Hudson  and  in  other  States  con- 
tinued to  pay  4  per  cent.,  we  can  understand  the  report  that 
many  city  families  placed  their  savings  with  the  trust  institu- 
tions of  other  places — in  their  old  home  towns,  in  fact.  As  a 
reason  for  the  low  supply  of  money  which  savings  banks  have 
to  lend  the  lower  interest  rate  seems  to  have  been  forgotten. 
Coming  at  a  time  when  announcements  of  semi-annual  dividends 
are  distributing  vast  sums  the  announcement  of  a  changed 
policy  may  prove  to  be  a  very  opportune  action. 


Pennsylvania-McAdoo  Intere.sts  May  Widen  32d  Street. 

A  well-known  broker  says  he  has  reliable  information  to  the 
effect  that  the  Pennsylvania  and  McAdoo  interests  purpose 
widening  32d  st,  between  0th  and  7th  avs,  to  full  100  ft.  in 
width,  in  order  to  properly  accommodate  the  multitude  which 
will  pass  through  this  highway  upon  the  completion  of  the 
railroad  and  tunnel  improvements  now  in  hand.  If  true,  the 
widening  of  32d  st  will  unquestionably  contribute  much  toward 
the  comfort  of  patrons  of  the  Pennsylvania  lines  by  minimizing 
congestion  through  this  channel  of  approach.  Of  course,  the 
carrying  out  of  the  idea  would  necessarily  mean  the  contrac- 
tion of  the  proposed  width  of  the  McAdoo  terminal  building 
at  Gth  av,  between  32d  and  33d  sts,  but  it  is  argued  if  the  in- 
terests of  both  companies  are  identical,  no  friction  need  be 
looked  for  on  this  account. 

It  is  pointed  out  that  a  $25,000,000  station  should  enjoy  better 
advantages  of  approach  from  Broadway  and  Gth  av  than  is  at 
present  afforded.  There  is  no  question  but  that  32d  st  is  the 
logical  entrance  to  the  great  terminals  of  the  railways  entering 
this  part  of  Manhattan,  and  any  improvement  which  will  tend 
to  preclude  the  possibility  of  congestion  along  this  approach 
will  be  welcome  to  the  public.  Real  estate  men  in  the  district 
attribute  much  of  the  recent  activity  on  the  south  side  of  32d 
st  to  the  rumor  now  in  circulation. 


— One  of  the  first  calendars  of  the  season  to  arrive  bears 
the  trademark  of  the  Vulcanite  Portland  Cement  Company, 
whose  New  York  business  is  managed  by  Mr.  Albert  Moyer,  of 
the   Fla,tiron   building. 


Operations  Under  the  Kecording  Tax. 

The  Brundage  clause  reads  as  follows: 

"In  the  event  of  the  passage  after  the  date  of  this  mortgage 
of  any  law  of  the  State  of  New  York,  deducting  from  the  value 
of  land  for  the  purposes  of  taxation  any  Hen  thereon,  or  chang- 
ing in  any  way  the  laws  now  In  force  for  the  taxation  of  mort- 
gages or  debts  secured  by  mortgage  for  State  or  local  purposes, 
or  the  manner  of  the  collection  of  any  such  taxes,  so  as  to 
affect  this  mortgage,  the  holder  of  this  mortgage,  and  of  the 
debt  which  it  secures,  shall  have  the  right  to  give  30  daj-s'  writ- 
ten notice  to  the  owner  of  said  land  requiring  the  payment 
of  the  mortgage  debt,  and  it  is  hereby  agreed  that  if  such  notice 
be  given,  the  said  debt  shall  become  due,  payable  and  collectible 
at  the  expiration  of  said  30  days." 

Frank  Bailey,  vice-president  of  the  Title  Guarantee  and  Trust 
Co.,  Bn  being  asked  as  to  the  policy  of  that  company,  and  of 
the   Bond   and   Mortgage   Guarantee   Co.,   said: 

THE    EXEMPTION   CONDITION. 

"It  will  be  noted  that  this  clause  gives  to  the  holder  of  a  mort- 
gage the  right  to  demand  payment  of  any  mortgage  within  30 
days  after  notice,  if  there  should  be  a  change  in  the  law  taxing 
mortgages.  During  the  year  beginning  July  1,  1905,  and  ending 
July  1,  lyuti,  this  company  made  loans  of  some  thirty  million 
dollars  on  bond  and  mortgage  at  5%%.  Out  of  the  interest  re- 
ceived, we  paid  the  tax  of  %%  up  to  July  1,  1906.  And  many 
of  those  mortgages  we  sold  to  investors,  guaranteeing  them  to  be 
exempt  from  taxation  for  local  purposes  on  account  of  their 
having  contributed  to  the  State  and  city  %  of  1%. 

"On  July  1,  190r>,  the  new  law  went  into  effect  which  changed 
the  method  of  taxing  these  mortgages  made  between  July  1,  1905, 
and  July  1,  190(1  The  law  states  that  these  mortgages  are  no 
longer  exempt  from  taxation  and  that  the  only  mortgage  exempt 
from  taxation  is  a  mortgage  recorded  after  July  1,  1906,  and 
that  that  mortgage  becomes  exempt  by  paying  a  recording  tax 
of  y^'/o  which  tax  is  not  an  annual  tax,  but  by  its  payment 
gains  exemption  forever.  It  will  be  noted,  therefore,  that  the 
law  says  that  if  you  have  paid  ^%  for  the  year  ending  July  1, 
1906,  your  mortgage  is  exempt  only  for  that  year,  but  if  you 
paid  a  recording  tax  after  July  1,  1900,  your  mortgage  is  for- 
ever exempt. 

"The  local  assessors  throughout  the  country  and  In  Brooklyn, 
find  from  the  records  the  list  of  those  people  who  have  taken 
■mortgages  and  paid  the  %%  during  the  year  ending  July  1, 
1006,  and  thereby  are  able  to  make  an  official  list  of  the  holders 
of  mortgages  for  the  purposes  of  personal  taxation. 

"The  holder  of  a  mortgage,  therefore,  subject  to  taxation  on 
his  personal  estate,  such  as  individuals,  executora  and  trustees, 
was  confronted  with  the  situation  that  if  he  continued  his 
mortgage  investment,  he  would  be  compelled  on  the  second 
Monday  in  January  to  pay  a  tax  on  the  amount  of  his  mort- 
gage at  the  rate  of  1%  per  cent,  per  annum.  This  tax  would 
leave  him  with  4  per  cent,  net  on  his  money. 

NEW  ARRANGEMENT  NECESSARY. 

"Such  a  condition  became  untenable  for  the  lenders,  and  so 
this  company,  adopted  a  policy  of  demanding  from  owners  of 
property  who  had  borrowed  from  it  during  the  year  ending 
July  1,  1906,  the  execution  of  a  new  bond  and  mortgage  at  5 
per  cent,  from  July  1,  1906.  due  at  the  same  time  as  the  original 
mortgage,  and  that  at  the  same  time  they  should  pay  the 
recording  tax — the  company  making  no  fee  except  the  cost  to 
it  for  changing  the  papers,  about  $20. 

"By  this  arrangement,  a  party  owing  $6,000,  for  instance,  on 
which  he  should  pay  interest  at  5%  per  cent,  for  the  next  three 
years,  would  gain  $90  interest  during  that  period,  and  the  cost 
of  clianging  the  papers  would  be  $20,  and  the  tax  of  $30. 

"If  it  had  been  practicable,  as  any  sane  law  should  have 
been,  to  have  taken  the  papers  and  paid  to  the  Register  one- 
half  of  1  per  cent,  without  going  through  the  formula  of  new 
papers,  this  cost  would  have  been  decreased  to  the  borrower 
so  that  it  would  have  been  only  $30 — which  would  have  been 
paid  entirely  by  the  lender,  but  in  such  an  event  he  would  have 
kept  his  mortgage  at  5%  per  cent,  until  its  maturity. 

"On  all  mortgages  under  $2,000  this  company  adopted  the 
practice  of  requiring  those  to  whom  they  had  sold  the  mort- 
gages to  reassign  the  mortgages  to  it,  and  will  not  disturb 
the  borrowers  until   maturity. 

"FOOLISH   LEGISLATION." 

"This  action  on  the  part  of  the  company  In  relation  to  its  bor- 
rowers during  that  year  became  necessary,  because  In  case  of 
failure  to  so  do  it  we  must  pay  the  personal  tax  of  1%  per  cent., 
this  made  necessary  riot  by  the  company,  but  by  the  passage  of 
foolish  legislation  which  should  be  amended  the  first  opportunity 
the  Legislature  has.  This  law  was  passed  in  spite  of  personal 
pleadings  on  my  part  and  a  clear  statement  of  what  such  an 
absurd  law  meant  to  the  borrowers,  who  would  be  compelled  to 
pay  for  these  new  papers,  an  entirely  unnecessary  expense. 

"This  company  has  not  allowed  any  of  its  clients  holding 
mortgages  guaranteed  by  the  Bond  and  Mortgage  Guarantee 
Company  to  call  mortgages  at  oVi  per  cent.,  because  of  this 
clause,  and  demand  the  payrnent  of  the  recording  tax  and 
interest  at  the  same  rate  again.  To  those  lenders  who  ha^vo 
thought  such  *  poUoy  was  within  their  rights  ■w©  have  asked 
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to  lend  in  large  or  medium-size  amounts  on 
choice  Manhattan  business  or  residence  pro- 
perty only.  Exceptionally  desirable  applica- 
tions will  receive  favorable  consideration   at 

A.W.McLaughlin&Co. 

128  Broadway,  cor.  Cedar. 

IF  YOU  CAN  INFLUENCE  TRADE  for  wire 
and  Iron  work,  address,  in  confidence,  BOX  4, 
139    Klngsland    Ave.,    Brooklyn,    N.    V. 

WANT  EXPERIENCED  SALESMEN  for  lum- 
ber, mill  work,  brick,  and  building  materials. 
ROOM   511,    108   Fulton   St.,    N.    Y. 

WE  WILL  PAY  10c.  each  tor  co|)ies  of  Record 
and  Guide  Nos.  IS'-T),  1SS8.  1,801.  lOOl,  1904. 
1917,  1919.  1^001,  delivered  in  good  condition  at 
uptown   office,    11    East   24th   Street. 

WANTED— By  large  Real  Estate  concern,  two 
good  business  leasing  men.  Applicants  must 
have  had  experience  and  references.  BOX 
200,   c|o  Record  and  Guide,   11   East  24th  St. 


—TO    LEASE— 
The    large    and    commodious    offices    on    the 
FIRST    FLOOR    OF    00    WALL    STREET, 
extending  through  to  Pine  Street,  with  vault  and 
basement   on   Pine   Street,    now   occupied   by    the 
London    Assurance    Corporation,     who    are    soon 
to    remove    to    William    Street,     corner    Maiden 
Lane.      Apply   to  WM.    O.    PLATT,    5G   Wall   St., 
R.    401. 

WELL  EDUCATED  YOUNG  MAX  (24)  desires 
position  with  established  Real  Estate  House. 
Four  years'  experience.  Would  come  well  recom- 
mended. "H.  P.  L.,"  c|o  Record  and  Guide,  14 
Vesey     St. 

RECORD  AND  GUIDE  QUARTERLY 

The  annual  number  of  tiie  Record  and 
Guide  Quarterly  contains  all  the  legal  rec- 
ords tor  the  pubt  year  concerning  real  estate 
and  projected  buildings,  arr^ugtU  alphabeti- 
cally and  numerically,  wiih  Invaluable  anno- 
tations. These  are  supplemented  by  tables 
of  important  transactions,  with  typical 
prices,  covering  the  past  quarter  of  a  cen- 
tury or  more,  accompanied  by  expert  com- 
ments; also  by  a  list  of  really  corporation 
created  during  the  past  two  years,  with  of- 
ficers and  the  enterprises  in  which  they  are 
engaged.  The  whole  makes  a  volume  of  ref- 
erence which  no  real  estate  man  can  afford 
to  be  without.  It  should  be  on  every  desk 
and  in  every  library.  Its  cost  is  as  nothing 
compared  to  its  value  as  a  time-saver.  This 
important  work  can  be  obtained,  with  three 
quarterly  numbers,  for  the  comparatively 
small  sum  of  $20.  It  is  published  by  the 
Record  and  Guide,  at  Nos.  14  and  IG  Vesey 
St.,  where  Interested  parties  may  see  it  and 
have  its  uses  explained  to  them.  If  you 
cannot  call,  drop  a  postal  card  to  the  Piib- 
lUher,  or  call  him  mj>  on  telephone  3157 
Cortlandt. 


Lawyers  Title  Insurance  &  Trust  Company 

CAPITAL  AND  SURPLUS    -    $9,500,000 

TRUST   AND   BANKING   DEPARTMENT,  59   LIBERTY  ST.     (     MANHATTAN 
TITLE   DEPARTMENT 37   LIBERTY  ST.     f     ™a""aiiain 

Urooklyn  Branch,  Title  Department  and  Trust  and  Banking  Department,  188  Montague  Street 

RECEIVES   DEPOSITS   subject  to   checK    or   on  certificate, 

allowing  interest  thereon. 
LENDS    ON    APPROVED    STOCKS    and   Corporation    Bonds 

as  Collateral. 
ACTS    AS    TRUSTEE,,    Guardian,    E.xecutor,  Administrator, 

Assignee    or    Receiver,    Transfer    Agent    or    Registrar    of 

Stocks    of     Corporatiorjs.        Takes     Charge      of      Personal 

Securities. 


OFFICERS: 
EDWIN   W.    COGGE,SHALL,    President   and    General   Manager. 

PAVIDB.  OGDKN  ^ 

I- Vice  Presidents, 


JOHN  T.  LOCKMAN, 
Lt.UIS  V.  BRIGHT. 
HENRY  MOBGK,NTH.\[',  ) 
THOiiWALD  ,ST.\I-IjKN'K('HT,  Tri!asurer. 
HEKUERT  E.  .lACKSOX,  Comptroller. 


WALTER  N.  VAIL,  Secretary. 

LEWI.S  H.  LOSEE,  Asst.  Genl.  Manager. 

ARl'HIUALl)  FORBES,  I  ,  Tre».i.irBr« 

U.  CDNDIT  VABICK.     i '^sst.  ireasurers. 

GEORGE  A.  FLEURV,     I  ,„.    Secretaries 

FREDERICK  D.  REED.  I  '*^^'-  ^«retaries. 


GEO.  F.  BUTTERWORTH. 

DUMONT  CLARKE, 
EDWIN  W.  COGGESHALL. 


EXECUTIVE   COMMITTEE: 
WILLIAM  A.  DAY. 
WILLIAM  P.  DIXON. 
.JULIAN  D.  FAIRCIIILD. 


,IOHN  T.  LOCKMAN. 
HENRY  MORGENTHAU, 
.lAMES  N.  WALLACE. 


Industrial  Sites 

To  Real  Estate  Agents 


The  Industrial  Department  of   the 

Erie  Railroad  Company 

advises  Real  Estate  Agents  submit- 
ting' for  the  consideration  of  manu- 
facturers sites  adjacent  to  railroad 
that  it  will  gladly  furnish  them  with 
full  technical  information  in  regard 
to  the  reaching  of  such  sites  by  side 
tracks.  No  interference  with  clients. 
No  leakage.  Confer  with  absolute 
confidence.  Every  assistance  freely 
rendered  agents  in  securing  business. 
Call  or  address. 


LUIS  JACKSON 


O 


BuXufltrlal  Oommlasloner,  Brie  Railroad  OosnpAHf 
11  BROADWAT. 


LAWYERS 
TRUSTEES 

OF 

ESTATES 

AND 

OWNERS 
Will  Buy  for  Cash 

or  Lease  Flats  or  Tenements  in  any 
part  of  New  York  or  Brooklyn; 
security  and  rental  paid  quarterly, 
half-yearly  or  yearly  in  advance. 

Apply  to 

G.  TUOTI  &  CO. 

206  BROADWAY 

Telephone,  4334  Cortlandt 


them  to  assign  the  mortgages  to  us,  and  we  have  taken  an 
assignment  of  those  mortgages  and  will  allow  them  to  run 
until  maturity. 

"Ab  to  the  mortgages  made  prior  to  July  1,  1005,  those  mort- 
gages are  in  the  same  category  as  mortgages  have  been  for 
the  past  forty  years.  They  are  subject  to  tax  as  personal  prop- 
erty In  the  hands  of  those  who  are  subject  to  such  tax." 


state  is  very  fine.  Mr.  Thomas,  of  David  Stewart's  office,  said 
that  the  paving  of  this  thoroughfare  would  no  doubt  lend  Its 
influence  to  enhance  the  value  of  properties  in  the  vicinity  of 
this  roadway,  while  Mr.  E.  S.  Moses,  of  the  office  of  Charles 
Griffith  Moses  &  Brother,  said  that  he  believed  some  of  the 
rents  of  apartment.'!  in  proximity  to  this  improvement  had  al- 
ready been   raised. 


Broadway  Paved  to  ICingsbrldge. 

For  the  first  time  in  historj-,  Broadway  is  paved  from  Man- 
hattan St  to  the  Ship  Canal.  This  thoroughfare  has  a  surface 
of  asphalt  blocks  with  center  parks  laid  out  between  each  street 
from  137th  st  to  IGSth  st,  and  granite  blocks  are  used  between 
the  car  tracks.  Broadway  intersects  St.  Nicholas  av  at  ICSth 
st,  where  the  former  takes  a  northerly  course,  while  St.  Nicholas 
av  continues  in  the  direction  left  off  by  Broadway.  The  correct 
name  of  the  latter  street  has  been  an  unsettled  question  for 
some  time.  It  has  been  known  under  two  aliases,  namely, 
Kingsbridge  Road  and  St.  Nicholas  av,  and  is  now  called 
Broadway.  Chauffeurs  say  the  asphalt  blocks  are  better  and 
.safer  than  wooden  ones,  especially  in  wet  and  slippery  weather, 
while  those  In  the  employ  of  the  New  York  City  Fire  Depart- 
ment who  are  compelled  to  travel  at  full  speed  in  all  kinds  of 
weather  say  they  have  noticed  no  difference;  they  use  the 
granite  pavement  whene\-fer  possible.     Broadway  in  its  present 


Fourth  Avenue  Car  Barns  Bought  by  the  New  Uaveu  Boad. 

Rumors  are  again  in  circulation  with  respect  to  the  N.  T.,  N. 
H.  &  H.  Railroad  having  concluded  arrangements  to  utilize  the 
site  of  the  old  car  barns  on  4h  av.,  between  32d  and  33d  sts., 
?h  its  New  York  City  terminal  arrangements.  The  latest  informa- 
tion on  the  subject  comes  from  a  prominent  ofiftcer  of  the  New 
Haven  road,  who  in  the  course  of  conversation  made  the  state- 
ment that  the  car  barns  had  been  secured  by  the  railroad  com- 
pany. While  much  of  the  significance  of  the  sale  has  been 
anticipated,  this  new  information,  together  with  the  recent 
marked  increase  in  the  purchase  of  real  property  within  the 
immediate  vicinity  of  the  4th  av.  car  barns,  is  regarded  by  real 
estate  men  as  the  most  convincing  news  yet  received.  A  well- 
known  broker  in  the  neighborhood  said:  "That  some  great 
change  is  about  to  take  place  on  Murray  Hill  there  can  be  no 
doubt,  and  I  believe  that  a  verification  of  current  rumors  will 
soon  be  made  that  will  result  in  a  widespread  buying  movemeat 
In  this  locality." 
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Transit  Troubles  in  Queens. 

Queens  Borough. is  on  the  eve  of  one  of  the  greatest  agitations 
in  its  history,  according  to  the  belief  of  those  who  are  in- 
terested. The  agitation  will  be  directed  towards  securing  from 
the  Board  of  Rapid  Transit  of  New  York  the  adoption  of  routes 
for  subways  in  the  Borough  of  Queens. 

The  movement,  while  it  has  just  been  started,  has  received 
hearty  endorsement.  It  has  been  taken  up  by  associations  in 
the  Second,  Third  and  Fourth  wards  of  the  borough.  In  the 
very  near  future  it  will  be  considered  by  associations  in  other 
wards.  The  plan  is  to  have  every  civic  and  business  men's 
association  in  the  Borough  of  Queens  working  together  to  get 
for  Queens  what  is  her  just  share  of  the  development  of  the 
subway  system  of  travel  in  the  city. 

In  the  petitions  to  the  Rapid  Transit  Commission  tor  a  city 
subway  system  the  residents  of  upper  Queens  say: 

"The  time  by  trolley  from  Long  Island  City  to  College  Point, 
a  distance  of  about  eight  and  one-half  miles,  is  about  one 
hour,  and  those  living  at  College  Point  who  are  obliged  to 
travel  to  and  from  the  metropolis  find  it  necessary  to  spend  on 
the  cars  two  hours  going  as  far  as  Long  Island  City  and  back 
to  their  places  of  residence. 

"The  passengers  on  the  trolley  cars  from  College  Point  change 
at  Flushing  to  Jackson  av  cars  to  go  to  the  city.  Tlie  Jackson 
av  cars  are  so  crowded,  particularly  from  half-past  seven  to 
half-past  nine  in  the  morning,  that  many  of  the  College  Point 
passengers  are  obliged  to  stand  until  they  reach  the  ferry. 

"The  trolley  service  does  not  go  beyond  College  Point. 

"The  single  fare  from  Whitestone  to  Long  Island  City  on  the 
Long  Island  Railroad  is  thirty-three  cents. 

"By  subway  the  time  from  College  Point  to  Long  Island  City 
would  be  about  fifteen  minutes,  and  the  time  from  Whitestone, 
across  Blackwell's  Island  bridge  to  Broadway,  Manhattan,  would 
be  about  twenty-four  minutes,  and  the  fare  should  be  five  cents. 

"The  time  by  trolley  from  Long  Island  City  to  Parsons  av, 
Flushing,  a  distance  of  about  eight  and  one-half  miles,  is  about 
forty-five  minutes,  and  by  subway  the  time  from  Flushing 
across  Blackwell's  Island  bridge  to  Broadway,  Manhattan  Bor- 
ough, would  be  about  twenty-two  minutes. 

"Single  fare  on  the  Long  Island  Railroad  from  Flushing  to 
Long  Island  City  is  twenty-three  cents. 

"The  single  fare  on  the  Long  Island  Railroad  from  Douglas- 
ton  to  Long  Island  City  is  thirty-seven  cents. 

"A  large  proportion  of  the  people  of  the  north  side  cannot 
afford  to  travel  on  the  Long  Island  Railroad,  even  as  com- 
muters or  by  family  or  mileage  tickets. 

"The  credit  of  Greater  New  York,  including  Queens  Borough, 
is  pledged  for  the  expense  of  constructing  subways  in  Manhat- 
tan, Brooklyn  and  the  Bronx,  and  there  is  no  good  reason  why 
the  equal  right  of  the  north  side  of  Queens  to  subways  should 
be  ignored. 


WE    CAN    TELL    YOU—   | 

WHO  ARE  BUYING 

WHAT  THEY  ARE  BUYING 

WHEN  THEY  ARE  BUYING 

liegnriling  any  BuiMlng  Matprlnl  whatsoever,  auil  tlnis  aid 
you  matorially  in  the 

Sale  of  Your   Products 

Dodge  Reports  are  to-day  the  Ihis/x  and  slarlitig  pohil 
of  the  Sales  Departments  of  most  of  the  big  material  f.rn.s 
that  secure  the  big  contracts;  because  with  Dodge  Repons 
they  are  first  in  the  field,  fortified  with  specific  information, 
and  lose  no  time  through  ' '  lost  motion." 

Let  Us  Show  You   Our  Method 

The  F.  W.  DODGE  COMPAHY,  Inc. 


NEW  YORK  CITY 
PITTSBURGH 


PHILADELPHIA 

CHICAGO 


BOSTON 

"We  ask  that  the  fare  to  Whitestone  and  Douglaston  be 
limited  to  five  cents,  the  same  as  in  the  other  boroughs  men- 
fioned. 

"The  population  of  the  places  along  the  proposed  route  is 
approximately  as  follows:  Long  Island  City,  G0,000;  Woodside, 
7,000;  Winfield,  8,000;  Corona,  10,000;  Flushing,  Murray  Hill 
and  Broadway,  20,000;  Bayside,  .3,000;  Douglaston,  1,000;  Col- 
lege Point,  12,000;  Whitestone,  7,000.  Total,  138,000.  The 
population  of  Queens  Borough  is  about  250,000. 

"The  petitioners  therefore  ask  that  your  honorable  body  lay 
out  subway  routes  in  the  north  side  of  Queens  Borough  as 
follows:  From  the  terminus  of  Long  Island  City  of  the  Subway 
from  Manhattan  Borough,  across  Blackwell's  Island  bridge 
and  34th  st  tunnel,  through  Flushing  to  Douglaston,  with  a 
spur  from  Flushing  to  College  Point  and  Whitestone,  to  the 
end  that  by  means  of  such  legal  proceedings  as  may  be  neces- 
sary, and  appropriate  legislation,  subway  rapid  transit  along 
said  route  may  be  obtained." 


—Renting  conditions  in  Brooklyn  are  far  more  favorable  than 
for  a  long  time  past.  A  large  number  of  houses  and  flats  have 
b'feen  completed  in  the  new  sections  and  are  ready  for  occupancy, 
or  will  be  so  within  a  few  weeks.  Notwithstanding  the  many 
new  buildings,  however,  there  is  no  real  surplus  of  accommo- 
dations, for  the  demand  for  housings  has  increased  in  even 
greater  proportion.  Brooklyn  can  always  rent  apartments  when 
the  rates  are  equitable. 


(For  other  Legal  .Advertisements  see  pages   lOO:! 
•Tiid    lo:i4.) 

®ff idal  Xegal  IRottces 

ATTE.N'TION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  De- 
cember i".  I'.IOO.'  to  January  10,  1007,  of  the 
confirmation  by  the  Board  of  Assessors  and  the 
entering  in  the  Bureau  for  the  Collection  of  As- 
sessments and  Arrears  of  Assessments  tor  LOCAL 
IMPROVEMENTS  -  IN  THE  BOROUGH  OT 
THE    BRONX: 

L':iD  WARD.  SECTION  9.  EAST  l.jOTH 
STREET  and  RIVER  AVENUE-RECEIVING 
BASINS  at  the  northeast,  southeast  and  north- 
west corners. 

HERMAN   A.   METZ,   Comptroller. 

City   of  New   York,    December  20,    lliOO. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  De- 
cember Ti.  1!I06.  to  January  10,  l!to7,  of  the 
confirmation  by  the  Board  of  Assessors  and  the 
entering  in  the  Bureau  for  the  Collection  of  -As- 
sessments and  Arrears  of  .Assessments  foi-  LOCAL 
IMPROVEMENTS  IN  THE  BOROUGH  OF 
MANHATTAN; 

1-JTH  WARD,  SECTION  7.  WEST  14:iD 
STREET— PAVING.  CURBING  AND  RE-SET- 
TING CURB,  from  Lenox  Avenue  to  Seventh 
Avenue.  12TH  WARD,  SECTION  S.  l.WTH 
STREET— SEWER,  between  Boulevaid  Lafayette 
and  Riverside  Drive.  lli.5TH  STREET— LAYING 
CROSSW.ALKS  on  the  west  side  of  Broadway. 
12TH  W.ARD,  SECTION  S  (M.ARBLE  HILL). 
KINGSBRIDGE  AVE— PAVING,  CURBING  AND 
RE-CURBING.  from  Terrace  View  Avenue 
North,   southerly  to  Wicker  Place. 

HERM.AN    A.    METZ.   Comptroller. 

■City  of  New    York,    December  20,    lOtX^ 


iproposa!? 


Bellevue  and  Allied  Hospitals  Department  of 
New  Y'orkCity.  Twenty-sixth  Street  and  First 
Avenue,  Borough  of  Manhattan,  The  City  ol 
New   Y'ork. 

SEALED    BIDS    OR   ESTIMATES    will    be    re- 
ceived  by  the   President   of  the   Board    of   Trus- 
tees at  the  above  office  until  3  P.   M..   on 
■-■■■    WEDNESDAY,    JANUARY    It,    lil07. 
for 

Meats. 
■For  full  particulars  see  City  Record. 

■   .'JOHN  W.   BRANNAN. 
President   of  the   Board   of   Trustees, 
Bellevue  and   Allied   Hospitals, 
Dated  December  27,  1006.  ' 


Office  of  the  Department  of  Parks,  Arsenal 
Building.  Fifth  Avenue  and  Sixty-fourth  Street, 
liorough  of  Manhattau,  The  City  of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Park  Board  at  the  above  office 
of  the  Department  of  Parks  until  3  o'clock  P.  M.. 
on 

THURSDAY.    J.ANUARY'    10.    1!)07. 
Borough   of  the   Bronx. 
For  furnishing  all  the  labor  and  materials  for 
the   erection    and    completion    of    a    public    com- 
fort  building   in   the   New   York   Zoological   Park 
in  Bronx  Park,   in  the  City  of  New  York. 
For  full   particulars  see  City  Record. 
MOSES    HERRMAN, 

President; 
JOSEPH    I.    BERRY, 
MICH.AEL  J.  KEN.NEDY, 

Commissioners  of  Parks. 
Dated    December   2.S.    HKKl. 

Department  of  Health  of  The  City  of  New- 
York.  Southwest  Corner  of  Fifty-fifth  Street  and 
Sixth  Avenue.  Borough  of  Manhattan,  The  City 
of   New   York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Board  of  Health  of  the  Depart- 
ment of  Health  until  10  o'clock  A.  M.,  on 
WEDNESDAY,  JANUARY'  0,  11107. 
For  furnishing  and  delivering  forage  as  re- 
quired to  the  department  stable  and  the  re- 
search laboratory,  at  the  foot  of  East  Six- 
teenth Street,  Borough  of  Manhattan:  the  River- 
side Hospital  at  North  Brother  Island,  and  the 
department  stable  at  Willow  Avenue  and  East 
One  Hundred  and  Thirty-fourth  Street.  Borough 
of  the  Bronx;  the  department  stable  at  Kingston 
Avenue  and  Fenimore  Street,  Borough  of  Brook- 
lyn; the  department  stable  at  Jamaici,  Borough 
of  Queens,  and  the  department  stable  at  the 
county  poorhouse  farm,  Borough  of  Richmond, 
City  of  New  York,  during  the  year  11:07. 
For  full  particulars  see  City   Record, 

THOMAS   DARLINGTON,    M.    D., 

President; 
ALVAH  H.   DOTY',   M.   D.. 
THEODORE    A.    BINGHAM. 

Board  of  Health. 
Dated    December  28.    10O6. 

Department  of  Health  of  The  City  of  New 
Y'ork,  Southwest  Corner  of  Fifty-fifth  Street  and 
Sixth  Avenue,  Borough  of  Manhattan,  The  City 
of   New*  York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived   by    the   Board    of   Health    of   the   Depart- 
ment of  Health  until  10  o'clock  A.'  M..  on 
WEDNESDAY,    JANUARY    9.    1907., 

For  furnishing  and  -delivering  white  ash  an- 
thracite coal;  a?  required,  to'  the  department 
steamboats,    in    their,  bunkers,    as    directed,    the 


place  tor  coaling  to  be  located  along  their  routes 
between  the  toot  of  East  Sixteenth  Street. 
Borough  of  Manhattan,  and  North  Brother 
Island,  Borough  of  The  Bronx,  The  City  of 
New  York,  or  at  docks  within  a  radius  of  two 
miles  of  the  terminal  points,  during  the  year 
1907, 
For  full  particulars  see  City  Record, 

THO.MAS    DARLINGTON,    M.    D., 

President; 
ALVAH   H.   DOTY.   M.   D.. 
THEODORE   A.    BINGHAM, 

Board  of  Health. 
Dated    December   2S,    1900, ^ 

Department  of  Health  of  The  City  of  New 
York  Southwest  Corner  of  Fifty-fifth  Street  and 
Sixth  Avenue,  Borough  of  Manhattan,  The  City 
of   New   York. 

SEALED    BIDS    OR    ESTIM.ATES    will    be    re- 
ceived   by    the   Board    of   Health    of   the   Depart- 
ment  of  Health  until  10  o'clock  A,   M.,   on 
WEDNESDAY,    JANUARY    9,    1907, 
For     furnishing,     delivering     and     distributing 
liKi.tHXi   quarts    of    milk    and    l.j.(XK)   dozen    eggs, 
more    or    less,    as    required,    to    be    dispensed    in 
small    quantities    to    tuberculosis    patients    from 
central    stations   located   within   the  Boroughs   of 
Manhattan,    The    Bronx    and    Brooklyn,    in    The 
City   of   New   Y'ork,    as   directed   by    the    Depart- 
ment of  Health  and  as  set  forth  in  the  specifica- 
tions,  during   the  year  1907, 
.For   full   partirulars  see   City   Record. 

THOMAS   DARLINGTON,    M.    D., 

President; 
ALVAH   H.    DOTY.   M.   D,, 
THEODORE    A,    BINGHAM, 

Board  of  Health, 
Dated    December   2S,    1900, 

Department  of  Health  of  The  City  of  New 
York  Southwest  Corner  of  Fifty-fifth  Street  and 
Sixth  Avenue,  Borough  of  Manhattan,  The  City 
of   New   York. 

SE.ALED    BIDS    OR   ESTIMATES    will    be    re- 
ceived   bv    the   Board    of   Health   of   the   Depart- 
ment of  Health  until  10  o'clock  -A.   M,.  on 
WEDNESD.AY,    JANUARY    9.    1907. 
For  furnishing  and  delivering  milk  to  the  Wil- 
lard    Parker,    Reception,    Riverside   and   Kingston 
.Avenue    Hospitals,    the    Hospital    tor    Contagions 
Eye    Diseases     and    the    research    laboratory    of 
the    Department    of    Health.    City   of   New   Y'ork, 
during    the    year    1907. 
,  For  full  particulars  see  City  Record. 

THOMAS    DARLINGTON,   M.    D.,     , 

President;  • 
.ALYA»:H.   DOTY.   M,.JD.  ,.     * 

THEODOBB   A.    BINGHAM, 

-  -^    '-•      -  Board  of -Health;    - 

Pitted   December  28,   1906. 
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Important  Announcement 

REAL  ESTATE  SERVICE  OF  1907 

The  Real  Estate  Directory  of  the  Borough  of 
Manhattan  will  be  ready  for  delivery  on  or  before 
January  15.    Send  in  your  order  for  an  early  copy. 

ADDITION  TO  THE  DIRECTORY.  Directory,  and  the  consolidation  has  made  it  possible' 

T-1  i-     I  f  i        1  ■  1  to  offer  the  subscriber  his  choice  of  several  different 

There  are  many  particulars  of  property  which    a      '•"  ""^'   '■"^  snus^nuci  in=  ^^^^  v,^  ^ 

map  cannot  give.     The  number  of  flats  to  a  floor      sei  vices. 

in  tenements,  rooms  to  a  flat,  steam  heat,  hot  water,  SERVICE    NO.    I. 

elevator,   electricity,   liquor    license,    etc.     The     1907  A   geographical  and  alphabetical   classification  of 

Directory  will  give  a  complete  description  of  all  tene-      the  owners  of  Manhattan  property,  giving  the  street 

ments  north  of  14th  Street,  underlining  the  name  of     number,  lot  and  block  number,  name  of  owner,  date 

the  owner  in  the  geographical  classification.  of  taking  title,  address  of  owner,  and  list  of  property 

owned  bv  each  in  book  form.    This  volume  is  known 
THIS  IS  AS  GREAT  A  LABOR  SAVER  AS  ,      I     ,V]  ''""'^.'''"^  ,   •     1     c«h  r.,.Ur 

as   the   Real   Estate   Directory,   and   is   leased  only. 

THE    TELEPHONE,    AND    YOU    COULD    AS  a  weeklv  bulletin,  giving  the  location  of  property  sold 

LITTLE  AFFORD  TO  DO  WITHOUT  IT.  .luHng  the  week,  the  grantee,  address  and  date.    This 

•             CORRECTION  OF  ADDRESSES  service  entitles  the  subscriber  to  one  hundred  special 

requisitions. 

.     During  1906  the  work  of  locating  property  owners  pj.;^g  ^^^  annum $100.00. 

went  on  rapidly.     More  than  20,000  addresses  were 

corrected  and  added,  and  we  can  now  offer  you  a  b  1.             '           .     • 

directory  of  which  we  are  justly  proud,  and  which,  we  The   Real   Estate    Directory,  leased    with  all   the 

can  assure  you,  will  be  thoroughly  efficient.    We  have  Manhattan  conveyances,  wills  filed,  and  letters  of  ad- 

a  reputation  of  forty  years  of  unequalled  accuracy  to  ministration,  carefully  edited,  spaced,  the  address  of 

maintain.  grantee  added,  and  in  every  way  prepared  for  pasting 

on  cards,  with  two  hundred  special  requisitions. 
CONSOLIDATION   OF   THE    RECORD    AND  p^;^^  p^^  ^„,^^,„ $175.00. 

GUIDE  BUREAU  OF  INFORMATION  AND 

THE  REAL  ESTATE  DIRECTORY.  SERVICE   NO.    3. 

The  Real  Estate  Directory  leased,  and  all  convey- 

The  maintenance  of  two  real  estate  services  by  the  ^^^^^.^    ^^jjig    fijj,^^    ^nd     letters     of     administration, 

brokers  of  New  York,  charging  a  double  price,  being  printed  on  standard  size  filing  cards  on  heavy  stock, 

under  a  double  expense,  and  neither  giving  the  broker  ,^,^^,  g^,^^  ^^  ^he  subscriber  weekly  in  proper  order, 

all  the  advantages  of  co-operation,  which  is  the  aim  ^^.jj,,   ^j^^ee   hundred   special  requisitions. 

of  such  a  bureau,  made  a  consolidation  necessary.    It  Price  Der  annum  $2^0.00. 

is   obvious   that   the   larger  the   subscription   to   the 

Bureau  the  more  efficient  and  expensive  a  service  can  SERVICE  NO.  4. 

be  obtained.     A  subscriber  should  realize  that  it  is  A  mortgage  service  arranged  for  pasting  on  cards, 

not   his   subscription    fee   alone   that   gives   him   the  giving  the  name  and  address  of  the  party  at  whose 

benefit  of  an  expensive  plant,  but  the  combined  sub-  request  the  deed  was  filed. 

scriptions  of  all   brokers.     If  you   want   this  benefit.  Price  per  annum $50.00. 

don't   try    individual    system    or   partial    systems — the  r^T^T^Trr^-T-   xt^ 

,     \  .    :,       ,  ^     •  ■  SERVICE  NO.  5. 

best  IS  the  cheapest. 

A  card  for  each  private  house  in  the  Borough  of 

SERVICES   FOR   1907.  •  Manhattan,  displaying  a  "For  Sale"  or  "To  Let"  sign. 

It  is  our  object  to  retain  all  good  features  of  the      and  a  weekly  list  showing  the  removal  of  signs. 

Record  and  Guide  service  and  that  of  the  Real  Estate  Price  per  annum $25.00. 

10  OLD  SUBSCRIBERS 

In  renewing  your  subscription  for  the  year  1907,  a 
discount  of  ten  per  cent,  will  be  allowed  from  the 
above  prices. 

THE   RECORD  AND   GLIDE  REAL  ESTATE  INEORMATION  BLREAL 

11  EAST  24th  STREET,  NEW  YORK  CITY 
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UISCELLAHEOVB. 


UISCELLANEOVS. 


\/\/_  P.    MANGAM 

Real  Estate  and  Loans 

108  and  110  EAST  125TH  STREET 

Ttlephose,  222  Harlem  New  York  City 

NOTARr  PCBLIO 

J     C.    LYONS    BUILDING  & 
•''  OPERATING   COMPANY 

4  AND  6  EAST  42l>  STREET 
r*]*phon«,  6488  SStli  St.  KETT  TOBE 


OHARLES  H.    EASTON   &  CO. 


ffeal  Estate  Agents  and  Brokers 


Tel.,  6420  38th  St.  Estates  Manased 

116  West  42d  Street,  NEW  YORK 
Cable  Address,  "Cheaston,  N.  Y." 

CHABLI3  H.  EaSTOK ROBKRT  T.  McGtTBTT 

HURD'S  PRINCIPLKS  OF   CITY  LAND  VALUB8 
Prie*.   $1.60. 
A    book   juat   publlihed    that   showi   how   cltT 
TEluei  are  mad*  and  tba  baali  upon  wbtch  real 
Mtat*  appralsementa  ahould  b*  made. 


UISCELLAVEOVB. 


•HOMAS  DIMOND 

Iron  Work  for  Building 

128  TVEST  33D  ST..  NEW  YORK 


WnrVs  / 128  West  33d  St. 


Established  1852 
Tel..  1780  Mad.  Sq. 


M     BRIGHAM   HALL  &  SON 

'  ~  ■         Real  Estate  Brokers  and  Agents 

Tel.,  603  Spring  681  Broadway 

JAMES  A.    DOWD  Te'.,93Pla2. 

Real  Estate  and  Insurance 

874  SrSTH  AVENUE,  above  49th  Street 


HE  TITLE  INSURANCE  COMPANYjFNEWYQR<f5^Sn^c|f^;Mg-^™' 


135  Broadway,  Manhattan  CAPATAL  AND  SURPLUS 

and  203  Mongtague  St.,  Brooklyn  $3,000,000 

Snadsefl  and  Insures  Titles  to  Real  Estate  on  Sales  and  Loans,  and  deals  In  Mortgages. 


•TOHN  D.  CRIMMINS.      l^r.      t,      ,.     ». 
CHAKLliS  T.  BARNEY, /^"=«-P"sia«nU 
CYKIL  H.  nUKl)ETT.  Secretary 
CHAUNCEV  H   HfMPHREYS.X  Asst.  _ 
EDWIN  A.  BAYLES.  /Soc'ja* 

WILLIAM  N.  H ARTE,  Treasurer 
Hon.  ABRAHAM   R.  LAWRENCE,  ConsMl 


JOSEPH  P.  DAY 

Real  Estate 

AUCTIONEER  AND  APPR.\ISER 

MAIN  OFFICE: 

31  NASSAU  ST. 


AGENCY  DEn.. 

932  EIGHTH  AVENUE 


NOTICE  TO  PROPERTY  OWNERS. 

HEARINGS     FOR     THE     COMI.N'G     WEEK. 

At    90-92    West    Broadway, 

Monday,    Dec.    .31. 

Classon  Point  rd,  Westchester  av  to  East  River, 

at  2  p  m. 
West  189th  St,   Exterior  st  to  the  bulkhead  line 

Harlem   River,   at   12  m. 
Treraout    av,    Aqueduct    av    to    Sedgwick    av,    at 

1pm. 
West    179th    St,    Broadway    to    Haven    av,    at    3 

p  m. 
Waterloo    pi,    between    East    176th    st    and    175th 

sts,  at   11  a  m, 

Wednesday,    Jan.    2, 

West  214th  st,  Kingsbridge  rd  to  Harlem  River, 

at  1   p  m. 
West  176th  st,   Broadway  to  Buena  Vista  av,   at 

3  pm. 

West    Farms    rd.    Bronx    River    to    Westchester 

Creek,  at  4  p  m. 
Clay    av.    Webster    av    to    East    176th    st,    at    4 

p  m. 
East  177th  st,  Boston  rd  to  the  Bronx  River,  at 

4  pm. 

Thursday,    Jan.    3. 

William  st.  Queens,  at  3  p  m. 

West  167th  st,  Amsterdam  av  to  St  Nicholas  av, 

at  2   p   m. 
Joseph  Rodman  Drake  Park,  at  1  p  m. 
Johnson    av.    Spuyteu    Duyvil    rd   to   West   230th 

st,   at  2  p  m. 
Tremont  av.  Eastern  Boulevard  to  Fort  Schuyler 

rd,  at  1.30  p  m. 
West    17.Sth    st,    Broadway    to    Haven    av,    at    3 

p   m. 
City    Island    Bridge,    at    3    p    m. 
Weiher   Court,    between    Washington    av    and    3d 

av,    at   3.30   p   m. 
West  139th  st,   point  425  feet  west  of  Broadway 

to  Riverside   Drive,   at  3  p  m. 
Belmont  st,  from  Clay  av  to  Morris  av,  at  1  p  m. 
West   151st   st.    Riverside   Extension  to   the   U    S 

bulkhead   line   of  Hudson   River,   at  3  p   m. 
Bronx  Park  Addition,  at  11  a  m. 
White    Plains   rd,    northern    boundary   of   city    to 

Morris  Park  av,  at  11  a.  ni. 
West   162d   st,    Broadway   to   Riverside  Drive,    at 

11    a    m. 
Bridge  at  153d  st,   at  11   a  m. 
Willis  av   Bridge,  at  9,30  a  m. 
West  160th  st,   Broadway  to  Riverside  Drive,  at 

4    pm. 

Friday,    Jan.     4    . 

White   Plains    rd,    northern    boundary   of   city   to 

Morris    Park    av,    at   4    p    m. 
Belmont    nv,    East    175th    st    to    Tremont   av,    at 

2  pm. 
Taylor  st,  Morris  av  to  West  Farms  rd,  at  2  p  m. 
West    Farms    rd,    Bronx    River    to    Westchester 

Creek,  at  4  p  m. 
Haven   av,   West  177th   st   to   West   181st   st,    at 

11   a  m. 
West  177th  Tf,  Harlem  River  to  a  point  150  feet 

easterly,    at    1    p    m. 
Flushing  Creek  Bridge,   at  1  p  m. 
Bronx  st,   East  177th  to  East  180th  st,  at  12  m. 

At  258  Broadway, 

Monday,    Dec.    31. 

Pier  52,  East  River,  at  11  a  m. 

Wednesday,   Jan.   2. 

22d  and  23d  sts.  North  River  docks,  at  1  a  m. 
22d  and  23d  sts.  North  River  docks,  at  11  a  m. 

Thursday,    Jan,    3. 
111th  st,   school   site,   at  10  a  m 
Piers  16  and  17,  East  River,  at  10.30  a  m. 
Briggs  av,   school  site,   at  11  a  m, 
138th   st,   school  site,   at   11    a  m. 
Houston  and  East  2d  sts,   library  site,   at  12  m 
Hyatt   st,    library   site,    at  2   p  m. 
Cherry  and  Oliver  sts,  bath  site,  at  2  p  m. 
113th  st,   school  site,  at  3  p  m 
Bridge    4,    Section    No    3,    at   3    p    m 
Carmine  st,   bath  site,   at  4  p  m. 


|-|ARRY    W.     HOPTON 
REAL    ESTATE 


lei  .  gyll  Cortlandt 


No.   150    BBOADWAT 
Cor.  Liberty  8t. 


Friday.     Jan.     4. 
Westchester   av.    Rapid   Transit,    at    11    a   m. 
Tilth  St.  school  site,   at  12  m. 
IDth   av,    library    site,    at    1    p   m. 

e 

AUCliON   SALES   OF  THE  WEEK. 

The  following  is  the  complete  list  of  the  prop- 
erty sold,  withdrawn  or  adjourned  during  week 
ending  Dec.  2,s.  I'.KNl.  at  the  New  York  Real 
Estate  Salesroom,  14  and  16  Vesey  St.  Except 
where  otherwise  stated,  the  properties  offered 
were  in  foreclosure.  Adjournment  of  legal  sales 
to  next  week  are  noted  under  Advertised  Legal 
Sales. 

•Indicates  that  the  property  described  waa  bid 
in  for  the  plaintiff's  account. 

The  total  amount  at  the  end  of  the  list  com- 
prises the  consideration  in  actual  eales  only. 

JOSEPH    P.    DAY. 

Leggett  av,  w  s|whole   front   between   Beck   and 

Beck  st,  n  s        |  Kelly    sts,    250   x    107.5,    1-sty 

Kelly  st,  s  s  I  frame  church,  vacant.  B  G 
F   Realty   Co ?44,000 

Amsterdam  av,  part  of  No  869,  e  s,  99.11  u 
lii2d  st,  runs  e  99.11  x  n  w  102  x  s  2.1  to  be- 
ginning. Right,  title,  &c.  Catherine  O'Rourke 
100 

*8th  av,  Nos  2471  and  2473.  w  s,  99.11  s  133d 
St.  .50x100,  6-sty  brk  tenement  and  store. 
Louis  F  Levy   73,000 

•P.nrk  av.  No  3884,  e  s,  about  135  s  172d  st, 
."Oxl.jO,  3-sty  frame  building  and  store  and 
2-sty  frame  building,  leasehold.  Zeltner 
Brewing  Co 200 

Rivington  st.  No  330,  n  s,  59.7  w  Mangin  st, 
19.9x81.3,  6-5ty  brk  loft  and  store  building. 
Bell    Bros 20,200 

8th  av,  Nos  2442  and  2444,  s  e  cor  131st  st. 
No  272.  49.11x100,  two  5-sty  and  one  4-sty 
brk  tenements,  with  stores  (voluntary).  Max 
Spaber    96,800 

123d  st.  No  431,  n  s,  314.7  e  1st  av,  16.Sx 
1(X>,  3-sty  brk  and  stone  dwelling.  Nathan 
Vertun    7.100 

*ln(>th  st.  No  540,  s  s,  375  w  Amsterdam  av, 
15.5x99.11,  3-sty  stone  front  dwelling.  Gus- 
tav  J  Staats   10,000 

•Amsterdam  av.  Nos  2.300  to  2306;  n  w  cor,  S0..8x 
174th  St.  No  501  1  100.  two  5-sty 
brk  tenements  and  stores.  Standard  Operat- 
ing  Co 131.000 

Trinity  av.  No  971,  w  s,  63.6  s  l(i4th  st.  .36.6x 
li:0.   5-sty   brk   tenement.     Withdrawn    .  . .  . ■ 

iraith  st  In    w    cor    Tinton    av,    120x145.2, 

Tinton  av,  w  s|  vacant.     Adj   to  Jan   11 

PETER   F.    MEYER. 

34th  st,  Nos  539  to  .545|n  s,  225  e  11th  av.   runs 

35th  st,  Nos  536  to  538j   n   9S.9  x   e  25   x    n   9,s.9 

to  35th  St.  X  e  50  X  s  98.9  x  e  25  x  s  9S.9  x 

w  100  to  beginning,  6-sty  brk  factory.     Ellen 

Gledhill   et   al    , 165,000 

McVICKAR-GAILLARD    REALTY    CO. 

3d  av.  No  4216.  e  s,  46  n  Tremont  av,  20x 
91.10x20.1x90.7,  4-sty  brk  tenement  and  store. 
Withdrawn    

BRY'AN    L.    KENNELLY-. 

Greenwich  st,  Nos  .81  and  85|s    w    cor    Bank    st. 
Bank  st,  Nos  2  and  4               |  58.5   x  60  x    101   x 
62.3,  6-sty  brk  tenement  and  store.     Charles 
Martin   86,250 

Total     ?633,650 

Corresponding  week,  1905 11  98;i 

Jan.  1,  1906,  to  date 31.966,855 

Corresponding   period,    1905 37,988,679 

♦ 

VOLUNTARY   AUCTION    SAXES. 

For  the  coming  week,  to  be  held  at  Real  Estate 
Exchange,  14  and  16  Vesey  St.,  unless  other- 
wise stated. 

Jan.  4. 
I37th    st,    Nos   43   and   45  West,    :.0x99.11,    6-sty 
apartment.    By  B  L  Kennelly. 


ADVERTISED    LEGAL    SALES. 

Sales  to  be  held  at  the  Real  Estate  Exchange, 
14  and  16  Vesey  St.,  except  as  elsewhere  stated. 

Dec.   29  and  31. 

No  Legal  Sales  advertised  for  these  days. 

Jan.    2. 

.3d  av.  No  4417,  w  s,  100.6  n  181st  st,  25x102.11; 
3-sty  brk  tenement  and  store.  Fanny  Braun, 
extrx  et  al  agt  Patrick  Monahan  et  al;  J  C 
Julius  Langbein.  atfy,  302  Broadway:  Samp- 
son H  Weinhandler,  ref.  (Amt  due,  $11,351,38; 
taxes,  &c,  ^1,021.51.)  Mort  recortjed  June  4, 
1903.     By  Joseph  P  Day. 

Jackson  av.  No  249.  w  s.  25  n  l.jOth  st,  25x77.11 
5-sty  brk   tenement.  ] 

Jackson  av.  Nos  75.3  and  755,  w  s,  75  n  156th 
St.  1.50x79. 3xl."iOx77.  two  5-sty  brk  tenements 
and   stores. 

Lawyers  Title  Ins  &  Trust  Co  agt  Eastern 
Union  Realty  Co  et  al;  Philip  S  Dean,  atfy, 
37  Liberty  st;  Abraham  Benedict,  ref.  (Amt 
due.  $51,052.15;  taxes,  &c,  !fl,500.)  Mort  re- 
corded April  25,  1904.     By  Joseph  P  Day, 

West  Washington  pi.  Nos  66  to  70,  s  s,  65  w 
Washington  Square  West.  03x55,  three  4-sty 
brk  dwellings.  Metropolitan  Life  Ins  Co  agt 
Maria  Mitchell  et  al;  Ritch.  Woodford,  Bovee 
&  Butcher,  atfys.  IS  Wall  st;  Chas  C  Peters, 
ref.  (Amt  due.  .$41,893.76;  taxes,  &c,  $661.13.) 
Mort  recorded  April  21,  1904.  By  Joseph  P 
Day. 

Jan.    3. 

3d  av.  No  454,  w  s,  47.4  n  31st  st,  22.8x80. 
3-sty  brk  tenement  and  store.  Jennie  R  J 
Irving  agt  Caroline  J  Cole  et  al;  W  Stebbina 
Smith,  att'y,  720  East  167th  st;  Algernon  S 
Norton,   ref.      (Partition.)     By  Joseph  P  Day. 

Timpson  pi,  s  s,  intersection  n  w  s  Whitlock  av, 
l.Oxlx.ll.  Bethoven  Englander  agt  Moe  Hy- 
man  et  al;  Holt,  Warner  &  Gaillard,  att'ys, 
42  Broadway ;  Eugene  H  Pomeroy.  ref,  (Ami 
due,  $5,7'.I4.55;  taxes,  &c,  ,$497.73.)  Mort  re- 
corded Deo.  30.  1904.     By  E  J  Roberts. 

Elsemere  pi.  No  1037.  n  s,  475  w  Marmlon  av, 
25X1IH),  2-sty  frame  dwelling.  Imogene  U 
Steever  agt  Ella  M  McCabe  et  al;  EL  Bar- 
nard, att'y,  271  Broadway;  Maximus  A  Lesser, 
ref.  (Amt  due.  .$2,737.91;  taxes.  &c,  $68.89; 
sub  to  a  prior  mort  of  $5,000.)  Mort  recorded 
April  20,  1905,     By  Joseph  P  Day. 

Madison  av  's  e  cor  96th  st,  runs  s  75.8  x  e 
',ii;th  st.  No  50j  y(>  X  s  25  X  e  20  X  n  100.8  x  w 
ll)0.  0-sly  brk  tenement.  Samuel  Strasbourger 
agt  Wm  F  Rohrig  et  al;  Strasbourger,  Weil, 
Eschwege  &  Schallek,  att'ys,  74  Broadway; 
Geo  J  Gillespie,  ref.  (Amt  due,  $64,471.79; 
taxes,  &c,  $;i,r,66.49;  sub  to  a  prior  mort  of 
.$102,033.75.)  Mort  recorded  May  24,  1905. 
By  Joseph   P   Day. 

noth  st,  Nos  308  to  312,  s  s,  125  e  2d  av,  150x 
lOi^.ll,  3-sty  frame  tenement  and  several  1 
and    2-sty    frame    buildings, 

llitth  st.  No  .322,  s  s,  275  e  2d  av,  25x100.10, 
2-sty  frame  tenement. 

Louis  Schlechter  agt  Gerson  Hyman  et  al; 
Wm  M  Golden,  Jr,  att'y,  2o3  Broadway;  Alex- 
ander Thain,  ref.  (Amt  due,  $22,945.93;  taxes, 
&c,  $7113.61;  first  parcel  sub  to  two  prior 
morts  aggregating  .$42,iKI0;  second  parcel  sub 
to  a  prior  mort  of  $6,01  w).)  Mort  recorded  Jan 
.30,   li.m.     By  Chas  A  Berrian. 

Green  av,  n  w  cor  Washington  pi.  150x189x217 
x200,  Westchester.  Wm  J  Hyland  agt  Michael 
Finn  et  al;  Nicholas  J  O'Connell,  att'y.  Union- 
port;  Morris  Keonig.  ref.  (Amt  due,  $(}40.05: 
taxes,  &c,  .$2.5(1.)  Mort  recorded  Aug.  20,  1897. 
By   James  L   Wells. 

Jan.    4. 

82d  st,  Nos  202  to  214,  s  s,  70  e  3d  av,  runs 
s  102.2  X  e  S3  X  n  0.2  X  e  16.6  x  s  0.2  x  e  16.6 

X  n  102.2  x  w  116  to  beginning,  seven  3-sty 
stone  front  dwellings.  Leonard  Weill  et  al  agt 
Hauben  Realty  Co  et  al;  Arnstein  &  Levy, 
att'ys,  12S  Broadway;  Edw  J  Dunphy,  ref. 
(Amt  due.  $20,611.75;  taxes,  &c  $939.75;  sub 
to  a  prior  mort  aggregating  $02,000.)  Mort 
recorded  June  6,  1906.  By  Joseph  P  Day. 
.S2d  st.  No  216,  s  s,  186  e  3d  av,  17x102.2,  3-sty 
stone  front  dwelling.  Same  agt  same;  same 
att'y;  John  V  McAvoy.  ref.  (Amt  due,  $5.- 
377.30;  taxes,  &c,  $134.25;  sub  to  a  prior  mort 
of  $7,000.)  Mort  recorded  June  15,  1906.  By 
Joseph  P  Day. 

(Continued  on  page  1095.) 
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Official  Xegal  "Hottccg 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OP  De- 
cember S  to  :il,  liWU,  of  the  confirmation  by  the 
Supreme  Court  and  the  entering  In  the  Bureau 
for  the  Collection  of  Assessments  and  Arrears, 
of  assessments  for  OPENING  AND  ACQUlHINQ 
TITLE  to  the  following-named  street  In  the 
BOROUGH    OF   THE    BRONX: 

■/3U  WARD,  SECTION  10.  TIFFANY  STREEiT 
—OPENING,  from  Longwood  Avenue  to  Inter- 
val© Avenue.  Confirmed  October  10,  1900;  en- 
tared   December  ti,    lUUti. 

HERMAN   A.    METZ,   Comptroller. 

City  of  New    York,   December  6,   lyoti.    (307til) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  December 
14  to  2a,  iyo6,  of  the  conlirmalion  by  the  Su- 
preme Court  and  the  entering  In  the  Bureau  for 
the  Collection  of  Assessments  and  Arrears  of  As- 
'essmems  lor  OPiiiMiSG  AND  At^yUlKlNG 
TITLE  to  the  following  named  Avenue  In  the 
I'OROUGH  OF  THE  BRONX. 

23D  and  ^4TH  WARDS,  SECTIONS  9  and  11. 
TELLER  AVENUE— OPENING  from  East  164th 
Street  to  East  170th  Street.  Confirmed  July  IS, 
1906;  entered  December  12,  1906. 

HERMAN  A.   METZ, 

Comptroller. 

City  of  New  York,   December  12,   1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT  IN  THE  CITY  RECORD  of  December 
14  to  28,  1906,  of  the  confirmation  by  the  Su- 
preme Court  and  the  entering  In  the  Bureau  for 
the  Collection  of  Assessments  and  Arrears  of  As- 
sessments lor  OFENING  AND  ACyUlKlr\G 
TITLE  to  the  following  named  Avenue  In  the 
BOROUGH  OF  QUEENS. 

lat  WARD.    HOYT  AVENUE— OPENING,  from 
Flushing  Avenue  to  the  East  River.     Confirmed 
September  1!0.   1906;  entered   December  12,   1906. 
HERMAN  A.  METZ, 

Comptroller. 

City  of  New  York,  December  12,  1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  of  December 
14  to  2S,  19U6,  of  the  confirmation  by  the  Board 
of  Revision  of  Assessments  and  the  entering  In 
the  Bureau  for  the  Collection  of  Assessments  and 
Arrears  of  Assessments  for  LOCAL  IMPROVE- 
MENTS IN   THE   BOROUGH   OF  THE   BRONX. 

23D  AND  24TH  WARDS,  SECTIONS  10  AND 
11.  VYSE  AVENUE— REGULATING,  GRAD- 
ING. CURBING,  FLAGGING,  LAYING  CROSS- 
WALKS, BUILDING  APPROACHES  AND 
PLACING  FENCES,  from  West  Farms  Road  to 
East  172d  Street. 

HERMAN  A.  METZ, 

Comptroller. 

City  of  New  York,  December  13,  1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  De- 
ecmber  17  to  31,  1906,  of  the  confirmation  by 
the  Supreme  Court  and  the  entering  In  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  tor  OPENING  AND  AC- 
QUIRING TITLE  to  the  following-named  Ave- 
nue and  Street  In  the  BOROUGH  OF  THE 
BRONX: 

23D  WARD,  SECTION  9.  ANDERSON  AVE- 
NUE—OPBNING,  from  Jerome  Avenue  to  East 
164th  Street.  Confirmed  February  24,  1906, 
and  December  10,  1906;  entered  December  14, 
1906.  23D  WARD,  SECTIONS  9,  10  AND  11. 
EAST  149TH  STREET— OPENING,  from  the 
Southern  Boulevard  to  the  Easterly  Bulkhead 
Line  of  the  Harlem  River.  Confirmed  Novem- 
ber 20,   1906;  entered  December  14,   1906. 

HERMAN   A.    MBiTZ, 
Comptroller. 

City  of  New  York,  December  14,  1906.  (31079) 

"  ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT  IN  THE  CITY  RECORD  OF  Decem- 
ber 12th  to  26th,  1906,  of  the  confirmation  by 
the  Board  of  Assessors  and  the  entering  In  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  LOCAL  IMPROVE- 
MENTS  IN   THE   BOROUGH  OF  THE   BRONX. 

23D  WrtRD,  SECTION  10.  AVENUE  ST. 
JOHN— SEWER,  between  Dawson  Street  and 
the    Southern    Boulevard. 

HERMAN  A.   METZ, 

Comptroller. 

City   of   New   York,   December   11,    1906. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  De- 
cember 18,  1906,  to  January  2.  1907,  of  the 
confirmation  by  the  Supreme  Court  and  the 
entering  In  the  Bureau  for  the  Collection  of 
Assessments  and  Arrears,  of  assessment  for 
OPPENING  AND  ACQUIRING  TITLE  to  the 
following  named  Avenue  In  the  BOROUGH  OP 
THE    BRONX: 

23D    WARD,    SECTION    10.      TRINITY    AVE- 
NUE—OPENING,   from    Westchester    Avenue    to 
East    166th    Street.      Confirmed   March   21,    1906, 
and  June  6,   1906;   entered  December  17,   1906. 
HERMAN    A.    METZ, 
Comptroller. 

City  of  New  York,   December  17,   1906.(31097) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT  IN  THE  CITY  RECORD  OF  Decem- 
ber 21,  1906,  to  January  5,  1907,  of  the  con- 
firmation by  the  Supreme  Court  and  the  enter- 
ing in  the  Bureau  for  the  Collection  of  Assess- 
ments and  Arrears  of  Assessment  for  OPENING 
AND  ACQUIRING  TITLE  to  the  following 
named  Street  and  Road  in  the  BOROUGH  OF 
THE   BRONX: 

24TH  WARD,  SECTION  11.  DRAINAGE 
STREET— OPENING  AND  EXTENDING  20 
feet  in  width,  from  Bohne  Street  to  Longfellow 
Street.  Confirmed  June  21,  1906;  entered  De- 
cember 20,  1906.  24TH  WARD.  SECTION  12 
ALBANY  ROAD— OPENING  from  Bailey  Ave- 
nue to  Van  Cortlandt  Park.  Confirmed  October 
27,  190.1,  February  10,  1904,  November  16,  1904. 
and  November  23,  1905;  entered  December  20 
1906. 

HERMAN   A.    METZ, 

Comptroller. 

City  of  New  York,   December  20,   1906. 

(31159) 


®gc(al  Xegal  flotlceg. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  De- 
cember 19,  1906,  to  January  3,  1907,  of  the  con- 
firmation by  the  Board  of  Assessors  and  the  en- 
tering in  the  Bureau  for  the  Collection  of  Assess- 
ments and  Arrears,  of  assessments  for  LOCAL 
IMPROVEMENTS  In  the  BOROUGH  OF  MAN- 
HATTAN: 

9TH  WARD,  SECTION  2.  McDOUGAL 
STREET  and  Mlnetta  Lane— REPAIRING  SIDE- 
WALKS on  the  northwest  corner.  12TH  WARD, 
SEICTION  6.  134TH  STREET— REPAIRING 
SIDEWALKS,  north  side,  beginning  335  feet 
west  of  5th  Avenue.  134TH  STREET— REPAIR- 
ING SIDEWALKS,  south  side,  beginning  110 
feet  east  of  Madison  Avenue.  134TH  STREET 
—REPAIRING  SIDEWALKS,  north  side,  be- 
ginning 10  feet  west  of  Madison  Avenue.  12TH 
WARD,  SECTION  7.  LENOX  AVENUE— RE- 
PAIRING SIDEWALKS,  west  side,  between 
138th  and  14Uth  Streets.  LENOX  AVENUE— RE- 
PAIRING SIDEWALKS,  west  side,  between 
141st  and  142d  Streets.  WEST  144TH  STREET 
—PAVING,  CURBING  AND  RESETTING  CURB, 
between  Lenox  and  Seventh  Avenues.  12TH 
WARD,  SECTION  8.  WEST  170TH  STREET- 
SEWER,  between  Fort  Washington  Avenue  and 
Broadway.  WEST  177TH  STREET— REGULAT- 
ING, GRADING,  CURBING  AND  FLAGGING, 
between  Broadway  and  St.  Nicholas  Avenue. 
20TH  WARD,  SECTION  3.  33D  STREEIT  and 
IITH  AVENUE— RECEIVING  BASIN  on  the 
northwest  corner.  22D  WARD,  SECTION  4. 
WEST  60TH  STREET— REPAIRING  SIDE- 
WALKS opposite  No.  243.  WEST  63D  STREET 
—REPAIRING  SIDEWALKS  In  front  of  Nos. 
140  to  152.  WEST  79TH  STREET— REPAIRING 
SIDEWALKS,  south  side,  beginning  170  feet 
west  of  West  End  Avenue,  running  to  Riverside 
Drive  and  Including  92  feet  on  Riverside  Drive. 
HERMAN  A.  METZ,  Comptroller. 

City  of  New  York,   December  18,   1906.   (31111) 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT IN  THE  CITY  RECORD  OF  De- 
cember 17  to  31,  1906,  of  the  confirmation  by 
the  Supreme  Court  and  the  entering  In  the 
Bureau  for  the  Collection  of  Assessments  and 
Arrears,  of  assessment  for  OPENING  AND  AC- 
QUIRING TITLE  to  the  following-named  Street 
In   the   BOROUGH   OP  MANHATTAN: 

12TH  WARD,  SECTION  8.  WEST  158TH 
STREET— OPENING,  from  St.  Nicholas  Avenue 
to  Edgecombe  Road.  Confirmed  December  10, 
1906;    entered   December  14,    1906. 

HERMAN    A.    MEiTZ, 
(Comptroller. 

City  of  New  York,  December  14,  1906.  (31090) 


proposals 


proposals 


Bellevue  and  Allied  Hospitals  Department  of 
New  York  City,  Twenty-sixth  Street  and  First 
Avenue,  Borough  of  Manhattan,  The  City  of 
New  York. 

SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  President  of  the  Board  of  Trustees 
at  the  above  office  until  3  o'clock  p.  m.  on 
TUESDAY,    JANUARY    8,    1907. 

For  all  the  labor  and  materials  required  for 
the  erection  and  completion  of  new  training 
school  for  women  nurses,  Bellevue  Hospital, 
situated  on  the  East  River,  between  Twenty- 
fifth  and  Twenty-sixth  Streets,  Borough  of  Man- 
hattan,  The   City  of  New  York. 

For  full  particulars  see  City  Record. 

JOHN    W.    BRANNAN, 

President  of  the  Board  of  Trustees,  Bellevue 
and  Allied  Hospitals.  (31057) 

Headquarters  of  the  Fire  Department  of  the 
City  of  New  York,  Nos.  157  and  159  East  Sixty- 
seventh  Street,  Borough  of  Manhattan.  The  City 
of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
oSice  until  10:30  o'clock  a.  m.  on 

MONDAY,    DECEMBER    31,    1906. 
Boroughs  of  Manhattan  and  The  Bronx. 
No.   1.    For  furnishing  and  delivering  fourteen 
thousand    (14.000)    sacks  of  North  Carolina  pine 
or  Georgia  yellow  pine  kindling  wood. 
For  full  particulars  see  City  Record. 

FRANCIS    J.    LANTRY, 
Firs  Commissioner. 
Dated   December  17.   1908.  (31065) 

Headquarters  of  the  Fire  Department  of  the 
City  of  New  York,  Nos.  157  and  159  East  Sixty- 
seventh.  Street,  Borough  of  Manhattan,  The  City 
of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office  until  10:30  o'clock  a.  m.  on 

MONDAY,    DECEMBER    31.    1906. 
Boroughs  of  Manhattan  and  The  Bronx. 
No.    1.    For    furnishing    and    delivering    hay, 
straw,    oats,    bran,    oil    meal    and    salt    for   com- 
panies in  The  Borough  of  Manhattan. 

No.    2.    For    furnishing    and    delivering    hay, 
straw,    oats,    bran,    oil    meal    and    salt   for   com- 
panies In  the  Borough  of  The  Bronx. 
Borough  of  Richmond. 
No.    3.    For    furnishing     and     delivering     hay, 
straw,   oats,    bran,    oil   meal   and   salt   for   com- 
panies In  the  Borough  of  Richmond. 
For  full  particulars  see  City  Record. 

FRANCIS    J.    LANTRY, 
Fire  Commissioner. 
Dated  December  17,   1906.  (31072) 

Department  of  Public  Charities,  Foot  of  East 
Twenty-sixth  Street.    New  York. 

TO  CONTRACTORS. 
PROPOSALS    FOR    BIDS    OR    ESTIMATEiS. 
SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  Department  of  Public  Charities  at 
the  above  office  until  2..30  o'clock  P.  M.  on 
WEDNESDAY,     JANUARY     2,     1907. 
For  furnishing  all  the  labor  and  materials  re- 
quired   for   the    erection    and    completion   of   two 
new   Isolation   pavilions  on   Randall's   Island. 
For  full   particulars  see  City  Record. 

ROBERT  W.    HEBBERD, 

Commissioner. 
Dated   December   20,    1906.  (31126) 


Headquarters  of  the  Fire  Department  of  the 
City  of  New  York,  Nos.  157  and  159  East  Sixty- 
seventh  Street,  Borough  of  Manhattan,  The  City 
of  New  York. 

SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  Fire  Commissioner  at  the  above 
office  until  10:30  o'clock  a.  m.  on 

MONDAY,     DECEMBER    31,    1906. 
Boroughs  of  Manhattan  and  The  Bronx. 

No.  1.  For  furnishing  and  delivering  one 
thousand  (1,000)  tons  of  anthracite  coal  for 
companies  located  south  of  Fifty-ninth  Street, 
Borough  of  Mavhattan. 

No.  2.  For  furnishing  and  delivering  fourteen 
thousand  (14,000)  gallons  of  kerosene  oil,  for 
companies. 

For  full  particulars  see  City  Record. 

FRANCIS    J.    LANTRY, 
Fire  Commissioner. 

Dated   December  17,   1907.  (31065) 

DEPARTMENT  OP  DOCKS  AND  FERRIES. 

Sealed  bids  for  Broken  Stone  (1039)  will  be  re- 
ceived by  the  Commissioner  of  Docks  at  Pier  A, 
Battery  Place,  until  12  o'clock  noon,  January 
2,    1907. 

(For  particulars   see   City   Record.)         (31119) 

Office    of    the    Department    of    Parks,    Arsenal 
Building,    Fifth  Avenue  and   Sixty-fourth  Street, 
Borough  of  Manhattan,   The  City   of  New  York. 
SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  Park  Board  at  the  above  office  of 
the  Department  of  Parks  until  3  o'clock  P.  M.  on 
THURSDAY,    JANUARY    3,    1907, 
Borough  of  Brooklyn. 
For   furnishing  and   delivering   stove,    egg  and 
blacksmith    coal    in    parks    and    parkways.    Bor- 
oughs of  Brooklyn  and   Queens. 
For  full   particulars  see  City  Record. 
MOSES    HERRMAN, 

President; 
JOSEPH    I.    BERRY, 
MICHAEL    J.     KENNEDY. 

Commissioners  of  Parks. 
Dated   December  19,   1906.  (31142) 

Department   of   Public    Charities,    foot   of   East 
Twenty-sixth  street.   New  York. 
BOROUGHS  OF  BROOKLYN  AND  QUEENS. 
TO    CONTRACTORS. 
PROPOSALS  FOR  BIDS  OR   ESTIMATES. 
SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived   by    the    Department    of    Public    Charities 
at  the  above  office  until  2.30  o'clock  P.  M.  on 
WEDNESDAY,    JANUARY    9,    1907. 
For  furnishing  all  the  labor  and  materials  re- 
quired to  remove  the  present  wooden  stairs,  etc., 
and   to   erect  a   passenger  elevator  and   fireproof 
stairway    in    the    central    portion    of    the    male 
alms-house   at  the   Kings   County  Hospital,   Bor- 
ough of  Brooklyn. 
For  full  particulars  see  City  Record. 

ROBERT  W.    HEBBERD, 

Commissioner. 
Dated  December  24,   1906.  (31225) 

Department  of  Public  Charities,  foot  of  East 
Twenty-sixth  street.   New  Y'ork. 

TO    CONTRACTORS. 
PROPOSALS  FOR  BIDS   OR  ESTIMATES. 
SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived   by    the    Department    of    Public    Charities 
at  the  above  office  until  2.30  o'clock  P.  M.  on 
MONDAY,    JANUARY    7,    1907. 
For  furnishing  and  delivering  dry  goods,  metal 
lockers   and    filing    cabinets. 
For  full  particulars  see  City  Record. 

ROBERT   W.    HEBBERD, 

Commissioner. 
The  City  of  New  York,   December  24,   1906. 

(31225) 

Department  of  Public  Charities,  toot  of  East 
Twenty-sixth   Street,    New   York. 

TO   CONTRACTORS. 
PROPOSALS   FOR   BIDS   OR   ESTIMATES. 
SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  Department  of  Public  Charities  at 
the   above  office   until  2.:W  o'clock   P.    M.    on 
THURSDAY,    JANUARY    3,    1907. 
For  furnishing  and  delivering  poultry. 
For  full   particulars   see  City   Record. 

ROBERT  W.   HEBBERD, 

Commissioner. 
The  City  of  New  Y'ork,   December  21,   1906. 

(31181) 

Department  of  Public  Charities,  toot  of  East 
Twenty-sixth  street.   New  Y'ork. 

TO  CONTRACTORS. 
PROPOSALS  FOR  BIDS   OR   ESTIMATES. 
SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  Department  of  Public  Charities  at 
the  above  office  until  2.30  o'clock  p.   m.   on 
MONDAY,   JANUARY   7,    1907. 
For    furnishing    and    delivering    fresh    meats, 
fresh  fish,   fresh  milk,   poultry,   coal  and  Ice. 
For   full   particulars   see   City   Record. 

ROBERT  W.  HEBBERD, 

Commissioner. 
The   City  of   New   York,    December  21,    1906. 

(31181) 

Department  of  Public  Charities,  Foot  of  East 
Twenty-sixth  Street,   New  York. 

TO  CONTRACTORS. 
PROPOSALS    FOR     BIDS    OR    ESTIMATES. 
SEALED    BIDS    OR    ESTIMATES    will    be    re- 
ceived by  the  Department  of  Public  Charities  at 
the  above  office  until  2. .30  o'clock  P.  M.  on 
WEDNESDAY,     JANUARY     2,     1907. 
For  furnishing  and  delivering  fifty-eight  hun- 
dred and  fifty   (5.850)  tons  of  ice. 
For  full  particulars  see  City  Record. 

ROBERT  W.    HEBBERD, 

Commissioner. 
The  City  of  New  York,  December  20,  1906. 

(31126) 
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MUNICIPAL  CIVIL  SERVICE  COMMISSION, 
299  Broadway, 
New  York,  December  17,  1906. 
.  PUBLIC  NOTICE  IS  HEREBY  GIVEN  that 
applications  for  the  position  of  BACTERIOLO- 
GIST (MALE)  will  be  received  until  4  P.  M., 
MONDAY.  DECEMBER  31,  1906.  The  examina- 
tion will  be  held  on  Tuesday,  January  8,  1907, 
at   10  A.    M.  .     ,     .V        . 

For    scope    of    examination    and    further    la- 
formation,    apply    to    the    Secretary. 

■  FRANK  A.   SPENCER, 

(30980)  Secretary. 


MUNICIPAL   CIVIL    SERVICE    COMMISSION. 
299    Broadway. 
New   York,    December  22,   1906. 
PUBLIC    NOTICE    IS    HEREBY    GIVEN    that 
the   time   for   receiving   applications   for   the   po- 
sition    of    INSPECTOR     OF     FILTER     PLANTS 
has    been    extended    until    Monday,    January     i, 
1907,   4  P.   M.  .„    ^ 

A  new  date  for  the  examinatKin  will  be  an- 
nounced  in   the   regular  advertisement. 

FRANK  A.   SPENCER, 
(31209)  Secretary. 

MUNICIPAL     CIVIL     SERVICE     COMMISSION, 
299    Broadway. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  that 
applications  will  be  received  until  4  P.  M. 
WEDNESDAY,  JANUARY  2,  1907,  for  the  po- 
sition of 

BOOKKEEPER,      4TH      GRADE.      ($1,200)- 
(MEN    ONLY). 

The  examination  will  be  held  on  Tuesday,  Jan- 
uary 15,  1907,  at  10  A.  M. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  that 
applications  will  be  received  until  4  P.  M., 
THURSDAY,  JANUARY  3,  1907,  for  the  position 
of 

MARINE    ENGINEER. 

The  examination  will  be  held  on  Thursday, 
January  17,  1907,  at  10  A.  M. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  that 
applications  will  be  received  until  4  P.  M., 
FRIDAY,  J.\NUARY  4,   1907.  for  the  position  of 

COURT     ATTENDANT. 

(Municipal  and  Magistrates'   Courts,   Queens  and 

Richmond  Boroughs  only.) 

Candidates  must  be  residents  of  the  borough  in 
which  they  serve. 

The  examination  will  be  held  on  Thursday, 
January  24,  1907,  at  10- A.  M. 

For  scope  of  examination  and  further  informa- 
tion apply  to  the  Secretary. 

FRANK  A.    SPENCER, 
(31218)  Secretary) 


PUBLIC  NOTICE  IS  HEREBY  GIVEN  to  the 
owner  or  owners  of  all  houses  and  lots.  Im- 
proved or  unmiproved  lands  affected  thereby, 
that  the  following  proposed  assessments  have 
been  completed  and  are  lodged  in  the  office  of 
the  Board  of  Assessors  for  examination  by  all 
persons    interested,    viz. : 

BOROUGH    OF   THE    BRONX. 
List   .8952,    No.    1.      Regulating,    curbing,    flag- 
ging,   laying     crosswalks,     building     approaches 
and   placing   fences   in   Morris  avenue,    from   the 
east  side  of  the  New  York  and  Harlem  Railroad 
to  the  Grand  Boulevard  and  Concourse. 
■   List  8981),  No.  2.     Sewer  and  appurtenances  in 
Ryer  avenue,  between  Burnside  avenue  and  East 
One     Hundred     and     Eighty-third     street,     with 
branches    in    East    One    Hundred    and    Eightieth 
street,    from   Ryer   avenue,    to   Anthony   avenue; 
in  Anthony  avenue,  from  East  One  Hundred  and 
Eightieth    street    to    the    Concourse,    and    on    the 
east  side   of  the   Concourse,   from   Anthony  ave- 
nue    to    East    One    Hundred     and    Eighty-third 
street. 
For  full  particulars  see  City  Record. 
ANTONIO    ZUCCA, 
PAUL   WEIMANN, 
JAMES    H.    KENNEDY, 

Board  of  Assessors. 
WILLIAM   H.    JASPER, 
Secretary, 
No.    320   Broadway. 
City  of  New  York,  Borough  of  Manhattan,  De- 
cember  24,    1906.  (31169) 


CORPORATION  SALE  OF  BUILDINGS  AND 
APPURTENANCES  THERETO  ON  CITY 
REAL    ESTATE. 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  that 
the  Commissioners  of  the  Sinking  Fund  by 
virtue  of  the  powers  vested  in  them  by  law  will 
offer  for  sale  at  public  auction  the  buildings, 
parts  of  buildings,  etc.,  standing  upon  property 
owned  by  the  City  of  New  York  acquired  for 
Fire  Department  purposes,  said  buildings  being 
situated  in  the  Borough  of  the  Bronx  and 
erected  upon  property  described  as  follows: 
Being  the  building  situated  on  the  easterly  side 
of  Longfellow  Avenue  (Lillian  Place)  about  50 
feet  south  of  Boston  Road  in  the  Borough  of 
the  Bronx,  and  on  which  there  is  erected  a 
frame  structure  formerly  occupied  by  the  Volun- 
teer  Department  of   West   Farms. 

By  direction  of  the  Comptroller  the  sale  of 
the  above  described  building  and  appurtenances 
thereto  will  be  made  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance. 

The  sale  will  take  place  on 

TUESDAY,    JANUARY   8,    1907, 
at  11  A.   M.  on  the  premises. 

HERMAN    A.    METZ. 

Comptroller. 
City    of    New    York — Department    of  -  Finanee, 
Comptroller's    Office,    December   20,    1906. 
(For  further  particulars  see  "City  Record."). 

(31151) 


CORPORATION     SALE     OF     BUILDI.XGS     AND 
APPURTENANCES      THERETO      ON      CITY 

h^saIk  estate 

PUBLIC  NOTICE  IS  HEREBY  GIVEN  THAT 
the  Commissioners  of  the  Sinking  Fund,  by 
-virtue  of  the  powers  vested  in  them  by  law, 
•will- offer  for  sale  at  public  auction  the  build- 
ings parts  of  buildings,  etc.,  standing  upon 
property  owned  by  the  City  of  New  York,  ac- 
^luired  Jor  the  Department  of  Parks,  said  build- 
ings being,  situated  in  the  Borough  of  Manhattan 
and  erectea  -upon  property  described  as  follows: 
Being  the  property  situated  on  Bradhurst  Ave- 
nue between.  West  153d  and  West  154th  Street, 
in  the  Borough  of  Manhatun,  and  situated 
within  the  area  of  Colonial  Park,  and  which  is 
more  .particularly  described  on  a  survey  on  file 
in  the  office  of  the  Collector  of  City  Revenue, 
Depactmerit  of  Finance,  Room  141,  280  Broad- 
way,  Manhattan. 

By  direction  of  the  Comptroller,  the  sale  of 
the  above  described  building  and  appurtenances 
thereto  'will  be  Siade  under  the  supervision  of 
the  Collector  of  City  Revenue,  Department  of 
Finance. 

The  sale  will  take  place  on 

WEDNESDAY,    JANUARY    9,    1907, 
at  11  A.   M.  on  the  premises. 

HERMAN    A.    METZ, 

Comptroller. 

City  of  New  York— Department  of  Finance, 
Comptroller's   Office.    December   20.    1906. 

(For    further    particulars    see    "City    Record".) 

* *_ (31148) 

CORPOR.A.TION  SALE  OP  REAL  ESTATE. 
PU&LIC  NOTICE  IS  HEREBY  GIVEN  that 
the  Commissioners  of  the  Sinking  Fund  of  the 
City  of  New  York,  by  virtue  of  the  powers 
vested  in  them  by  law,  will  offer  for  sale  at 
public    auction    on 

THURSDAY,-  JANUARY  10,  190., 
at  12  o'clock  M:,  at  the  Comptroller's  Office. 
No  280  Broadway,  Borough  of  Manhattan,  City 
of  New  York,  all  the  Jight,  title  and  interest 
of  the  City  of  New  Yori  in  and  to  the  following 
described  property,  which  it  has  by  virtue  of  a 
lease  from  William.  V.  B.  Bennett,  Supervisor 
of  the  Town  Of  Gravesend,  to  the  City  of 
Brooklyn,  which  lease  .is  dated  December  28, 
1895,  recorded  in  the  Kings  County  Register's 
Office  in  Liber .  1  of  Conveyances,  page  25. 
Premises  situated  and  located  in  the  Borough 
of  Brooklyn,  and  known  as  and  by  the  No.  30 
upon  the  assessment  roll  tor  the  opening  of  Sea 
breeze  Avenue,  from  West  5th  Street  to  East 
5th  Street,  in  the  former  Town  of  Gravesend, 
which  yras  sold  to  the  Town  of  Gravesend  at  a 
sale  for  unpaid  assessments,  held  January  11, 
1893  for  the  sum  of  $88.91  and  which  said 
property  was  leased  to  the  City  of  Brooklyn  tor 
a  term  of  one  hundred  years. 

The  -minimum  or  upset  price  at  which  the 
interest  of  the  City  in  and  to  the  premises  to  be 
sold  is  appraised-  and  fixed  by  the  Commis- 
sioners of  the  Sinking  Fund  at  one  hundred  and 
sixty  dollars  and  forty  cents  ($1150.40).  The 
pOfrchaser,  in  addition  thereto,  to  pay  the  auc- 
tioneer's fee  on  such  -sale  and  also  to  pay  the 
further  sum-,  of  one  hundred  dollars  ($100)  for 
the  expense  of  examination,  advertising,  etc. 
The  'sale  of  the  said  premises  is  to  be  made  on 
the  following 

TERMS  AND  CONDITIONS. 
-  The  highest  bidder  will  be  required  to  pay  the 
full  amount  oi  his  bid  or  purchase  money,  and 
the  $100  on  such  parcel,  together  with  the  auc- 
tioneer's fee,  as  .above  provided  for.  The  quit- 
claim deed  for  the  above  described  premises  to 
be  deliyered  wjthln.  thirty  days  from  the  date 
of  sale. 

The  Comptroller  may,  at  his  option,  resell 
th«  property  if  the  successful  bidder  shall  fall 
to  'comply  with  the  terms  of  sale,  and  the  person 
failing  to  comply  therewith  will  be  held  liable 
fof  any  deficiency  "which  may  result  from  any 
such  jesale. 

'^The  right,  to  ..reject  any  bid  is  reserved. 
^  By  'order  "of  the  Commissioners  of  the  Sinking 
Fund,   under  resolution  adopted  at  a  meeting  of 
the  Board  held  November  28,   1906. 

— ,'    ;.-::  HERM.\N   A.    METZ. 

•■'••.     . ;.    ■  ;  ,   Comptroller. 

City' '(it  Niw:  York— Department  of  Finance, 
Comptroller's    Office,    December    20,    1906. 

.    ,      .:      .      .  (31146) 


asphalt  block  pavement  on  concrete  foundation 
the  roadway  of  City  Hall  Place,  from  Duane 
Street    to    Christopher    Street. 

No.  9.  For  regulating  and  repaving  with 
asphalt  block  pavement  on  concrete  foundation 
the  roadway  of  Washington  Street,  from  Morton 
Street  to  Pearl   Street.  . 

No.  10.  For  regulating  and  repaving  with 
asphalt  block  pavement  on  concrete  foundation 
the  roadway  of  Fifty-sixth  Street,  from  Ninth  to 
Tenth   Avenue.  ._, 

No.  11.  Fob  regulating  and  repaving  with 
asphalt  block  pavement  on  concrete  foundation 
the  roadway  of  Ninety-third  Street,  from  Lex- 
ington Avenue  to   Park  Avenue. 

No.  12.  For  regulating  and  repaving  with 
asphalt  pavement  on  present  pavement  relald  as 
foundation  the  roadway  of  Avenue  A,  from 
Sixty-third   Street' to   Sixty-fourth   Street. 

No.  13.  For  regulating  and  repaving  with 
asphalt  pavement  on  present  pavement  relald  as 
foundation  the  roadway  of  Amsterdam  Avenue, 
from  Ninety-sixth  Street  to  Ninety-seventh 
Street.  .  ^         ^  ,» 

No.  14.  Regulating  and  repaving  with  asphalt 
pavement  on  present  pavement  relald  as  foun- 
dation the  roadway  of  Ninety-first  Street,  from 
Lexington  Avenue  to  Third  Avenue. 

No.  15.  For  regulating  and  repaving  with  wood 
block  pavement  on  concrete  foundation  the  road- 
■way  of  Bowling  Green,  from  Whitehall  Street 
to   State  Street. 

No.  16.  For  regulating  and  repaving  with  wood 
block  pavement  on  concrete  foundation  the  road- 
way of  State  Street,  .from  Bowling  Green  to 
Whitehall  Street.    .  .  .  .  , 

No.  17.  For  regulating  and  repaving  with  wooa 
block  pavement  on  concrete  foundation  the  road- 
way of  Bridge  Street,  from  Whitehall  Street  to 
Sti,ts   Str66t. 

No.  18.  For'  regulating  and  repaving  with  wood 
block  pavement  on  concrete  fo.undation  the  road- 
way of  Whitehall  Street,  from  BowHng  Green  to 
South    Ferry. 

No.  19.  For  regulating  and  repaving  with 
granite  block  pavement  on  concrete  foundation 
the  roadway  of  South  Street,  from  Whitehall 
Street  to  Corlears  Street. 

No.  20.  For  regulating  ,  and  repaving  with 
granite  block  pavement  on  concrete  foundation 
the  roadway  of  West  Street,  from  Battery  Place 
to   Gansevoort  Street.  - 

No.  21.    Regulating,     grading,     curbing,     flag- 
ging    etc..    Northern   Avenue   extension,    from   a 
point  774  feet  north  of  One  Hundred  and  Eighty- 
first  Street  to   Fort.  Washington  Avenue.  . 
For  full  particulars  see  City  Record. 

JOHN   F.   AHEARN, 

Borough    President. 
The   City  of  Xew  York,    December  27,    1900. 


8Miblic  laottces. 


proposals. 


"Office  of  the"' President  of  the  Borough  of  Man- 
hattan, City  Hall,  the  City  of  New  York. 
'  SEALED  BIDS  OR  ESTIMATES  will  be  re- 
ceived by  the  President  of  the  Borough  of  Man- 
hattan, at  the  City  Hall,  Room  16,  until  3  o'clock 
P.  'M,,   on.    -  .   .. 

WEDNESDAY,    JANUARY    9,    1907. 

No.  l.-,For  regiilating  and  paving  with  asphalt 
block  pavement  on  concrete  foundation  the  road- 
w:ay,.  of,  Nagle  Avenue,  irom  Broadway  to  Tenth 
A^^eiue.  .■ 

'  No.  2.  For  regulating,  and  paving  with  asphalt 
black  pavement  on  concrete  foundation  the  road- 
way, of  Wicker  Place,  from  Jansen  Avenue  to 
Kingsbridge  Avenue. 

No.  3.  For  regulating  and  paving  with  asphalt 
block  pavement  on  concrete  foundation  the  road- 
way' of  "Van  Corlear  Place,  from  a  line  175  feet 
west  of  Kingsbridge  Avenue  southerly  around 
the  circle  and  portherly  to  Wicker  Place. 

No.  4.  For  regulating  and  paving  with  asphalt 
block  pavement  .on  concrete  foundation  the  road- 
way of  Terrace  View .  Avenue  north,  from  road- 
waV  to  the  westerly  side  of  Jansen  Avenue. 

No,  5.  For  regu"lating  and  paving  with  asphalt 
block  pavement  on  concrete  foundation  the  road- 
way of  Terrace  View  Avenue  south,  from  the 
westerly  line  of  Jansen  Avenue  to  the  Westerly 
line  of  Kingsbridge  Avenue. 

■  No.  6.  For  regulating  and  paving  with  asphalt 
block  pavement  on  concrete  foundation  the  road- 
way of  One  Hundred  and  Eightieth  Street,  from 
Amsterdam   Avenue    to    Broadway. 

'Np.  .7.  For  regulating  and  paving  with  asphalt 
block  pavement  on  concrete  foundation  the  road- 
way of  One  Hundred  and  Eighty-eighth  street, 
from    Amsterdam   Avenue    to    St.    Nicholas   Ave- 


nue. 
Ka.,S.    For     regulating 


and.    repavifig  - 


CORPORATION     SALE     OF     BUILDINGS     AND 

APPURTENANCES      THERETO      ON      CITY 

REAL    ESTATE. 

\t  the  request  of  the  President  of  the  Borough 

of  The  Bronx,  public  notice  is  hereby  given  that 

the   Commissioners  o't  the  Sinking  Fund  of   The 

Citv    of    New    York,,    by    virtue    of    the    powers 

vested    in    them  .by    law,    will    offer    for    sale    at 

public  auction  the  buildings, '  parts"  of,  buildings, 

etc.,  standing  within  the  lines  of  property  owned 

by   The   City   of   New.  York,    acquired   for   street 

purposes,    in    the 

BOROCGH  OF  THE  BRONX. 
All  the"  buildings,  parts  of  buildings,  etc., 
situated  upon  property  acquired  tor  the  open- 
ing of  Summit  Place,,  from  Heath  Avenue  to 
Boston  Avenue,  in  the  24th  Ward  of  the  Bor- 
ough of  The  Brons,  "niore  particularly  described 
on  a  map  on  file  in  the  office  of  the  Collector 
of  City  Revenue,  Departriient  of  Finance,  Room 
141,  No.  2S0  Broadway",  Boro'Jgh  of  Manhat- 
tan!     The    sale    will    take    place    on 

TUESDAY.  JANUARY  S.  1906, 
at  1  p.  m.,  on  the  premises,  and  will  be  sold 
at  the  highest,  marketable  price  on  the  following 
TERMS  AND  CONDITIONS. 
C^sh  payment  in  bankable  funds  at  the  time 
and  place  of  sale,  and  the  entire  removal  of 
the  buildings,  parts  of  buildings,  etc.,  stand- 
ing within  the  lines  of  said  streets,  from  the 
streets,  by  the  purchaser  or  purchasers  imme- 
diately after  the  sale.  If  the  purchaser  or 
purchasers  fail  to  effect  a  removal  within  thirty 
days,  he  or  they  shall,  forfeit  his  or  their 
purchase  money  and  the  ownership  of  the 
buildings,  parts  of  buildings, .  etc.,  and  The 
City  of  New  York  will  cause  the  same  to  be 
removed    without    notice    to    the    purchaser. 

Purchasers  to  be  liable  for  any  and  all  dam- 
ages of  any  kind  whatsoever  by  reason  of  the 
occupation  or  removal  of  said  buildings,  parts 
of    buildings,    etc.    . 

The  bidder's  assent  and  agreement  to  the 
above  terms  and  conditions  ■  are  understood  to 
be   implied   by   the   act   of   bidding. 

By  direction  of  the  Comptroller!  sales  of  the 
above,  described  property  will  be  made  under 
the  supervision  of  the  Collector  of  City  Reve- 
nue  at   the   time   stated   herein. 

Full  particulars  of  sale  can  be  obtained  at- 
the  office  of  the  Collector  of  City  Revenue, 
Room  141,  Stewart  Building,  No.  280  Broad- 
way,   Borough   of   Manhattan. 

H.   A.   METZ, 

Comptroller. 
City    of    New    York.    Department    of    Finance, 
Comptrollers  Office.   December  20,   19t"«j.    (3r254) 

"       OfRctal  OLeoal  laottces. 

ATTENTION  IS  CALLED  TO  THE  ADVER- 
TISEMENT  IN  THE  CITY  RECORD_  OF  De- 
cember 20,  1906.  to  January  9,  190i.  of  the 
confirmation  by  the  Supreme  Court  and  the  en- 
tering in  the  Bureau  for  the  Collection  of 
.Assessments  and  Arrears,  of  assessment  for 
OPK.VING  AND  ACQUIRING  TITLE  to  the 
following-named  place  in  the  BOROUGH  OP 
THE    BRONX: 

24TH  WARD,  SECTION  12.  CLINTON 
PLACE— OPENING  AND  EXTENDI.VG.  from 
Aqueduct  Avenue  to  Jerome  Avenue.  Confirmed 
March  11    190:'.;   enter£d  December  24,   lOiW. 

HERMAN    A,    METZ,    Comptroller. 
City  of  New.  York,  December  .24.-  1906.   ■  (31252) 
,j.        (For-otlier  Legal  Advertisements  see  page  1090.) 


December  2g,  1906 


RECORD    AND    GUIDE 


Manhattan 


109s 


ADVERTISED    LEGAI.    SALES. 

(Coutinued  from  page  lO'Ji'J.) 
Washington  av,  e  slwhole     front     between     ISSth 
188th  St,  n  s  I  and     189th     sts,     352.11x:;30. 

189th  St,  s  s  I  2-sty     stone     front     dwelling 

and  two  2-sty  frame  dwellings  and  vacant. 
All  right,  title,  &c,  which  Archibald  J  Mac- 
Farland  had  or  could  convey  on  Jan  16,  190j, 
or  since.  Frederick  H  Whitin  agt  Archibald  J 
McFarland  et  al;  Everly  M  Davis,  atfy,  00 
Wall  st:  Roderick  Wellman,  ret.  (Amt  due, 
ifC,.580.e5;  taxes,  &e,  $1,047.83.)  Mort  re- 
corded June  17,  1906.  By  Joseph  P  Day. 
Robbins  av,  w  sis  w  cor  139th  st,  1O0.1O.k92.1. 
139th  st,  s  s  I  vacant.  Supreme  Realty  Co  agt 
Harry   Matz   et  al;   Alex  Rosenthal,   att'y,   320 


HERBERT  A.  SHERMAN 

REAL  ESTATE 

AUCTIONEER,     BROKER 
APPRAISER,  AGENT 

GROUND  FLOOR  A8T0R  BUILDING 

0  Pine  and  10  Wall  St., 

Uptown  Office.  5rM  and  532   FI^TH   AVENUE 

Corner  44th  St..  under  5th  Ave.  Bank 
Tel.  Connections.     Private  Wire  Between  Offices 

Broadway:    Marcel   Levy,    ref.      (Amt  due,   .$],- 

453.51;  taxes,  &c,  $327.82.)     By  Joseph  P  Day. 

137th  st,   Nos  43  and  45,   n  s,   40O  e  Lenox  av. 


50x99.11,  6-sty  brk  tenement.  Joshua  Silver- 
stein  agt  Benjamin  Sisserman  et  al;  Morrison 
&  Schifl,  atfys,  320  Broadway;  Patrick  F  Mc- 
Sorley,  ref.  (Amt  due,  $3,439.42;  taxes,  &c, 
$236.62;  sub  to  two  prior  morts  aggregating 
$12,500.)  Mort  recorded  March  S.  1905.  By 
Bryan  L  Kennelly. 
Madison  av.  No  345,  e  s,  50.5  n  44th  st,  25x 
100,  4-sty  stone  front  dwelling.  Henry  D 
Winans  agt  The  Netherlands  Corporation  of 
N  Y  et  al;  Baldwin  &  Blackmar,  att'ys,  31 
Nassau  st;  Miles  M  O'Brien,  Jr,  ret.  (Amt  due, 
$59,240.80;  taxes,  &c,  $1,212.69.)  Mort  re- 
corded July  3,   1905.     By  Joseph  P  Day. 

Jan.  5  and  7. 
No  Legal  Sales  advertised  tor  these  days. 


CONVEYANCES 


Whenever  the  letters  Q.  C,  C.  a.  G.  and  B.  &  S.  occur,  preceded  by 
the  name  of  the  grantee,  they  mean  as  follows: 

1st. — Q.  C.  is  an  abbreviation  for  Quit  Claim  deed,  i.  e.,  a  deed 
wherein  all  the  right,  title  and  interest  of  the  grantor  is  conveyed, 
omitting  all   covenants   and  warranty. 

'2d. — C.  a.  G.  means  a  deed  containing  Covenant  against  Grantor 
only,  in  which  he  covenants  that  he  hath  not  done  any  act  whereby 
the  estate  conveyed  may  be  impeached,  charged  or  encumbered. 

3d. — B.  &  S.  is  an  abbreviation  for  Bargain  and  Sale  deed,  wherein, 
although  the  seller  makes  no  expressed  consideration,  and  thus  im- 
pliedly claims  to  be  the  owner  of  it.  The  street  or  avenue  num- 
bers given  in  these  lists  are,  in  all  cases,  taken  from  the  insurance 
maps  when  they  are  not  mentioned  in  the  deeds.  The  numbers,  it 
will  occasionally  be  found,  do  not  correspond  with  the  existings  ones, 
owing  to  there  having  been  no  official  designation  made  of  them  by 
the   Department   of   Public   Works. 

4th. — The  first  date  is  the  date  the  deed  was  drawn.  The  second 
date  is  the  date  of  filing  same.  When  both  dates  are  the  same,  only 
one  is  given. 

6th. — It  should  also  be  noted  in  section  and  block  numbers  that 
the   instrument  as  filed  is  strictly  followed. 

7th.— A  .$20,000— !foU,000  indicates  the  assessed  value  of  the 
property,  the  first  figures  being  for  the  lot  only,  and  the  second  fig- 
ures representing  both  lot  and  building.  Letter  P  before  second  fig- 
ure indicates  that  the  property  is  assessed  as  in  course  of  con- 
struction. 

December   21,    22,    24.   20   and   27. 
BOROUGH    OF   MANHATTAN. 

Bleecker  st,  No  51.  Exemplified  copy  last  will  of  Henry  Long.  May 
22,   ISTl.     Dec  21,   1000.  .  • 

Bleecker  st.  No  29S,  on  map  No  312,  w  s,  20  s  Grove  st,  19.11x 
S,3.2x20.xS3.2,  4-sty  brk  tenement  and  store.  Frederick  Haldy  et 
al  to  Mary  B  Hopson,  of  New  London.  Conn.  Mort  $11,000. 
Dec  1.  Dec  3,  190(5.  2:588—21.  A  .$12,000— $14,500.  Corrects 
error  in  issue  of  Dec  8,  when  grantors  name  was  Mary  A  Hopson.. 

other   cousid   and    100 

Broad  st,  Nos  82  and  84,  w  s,  43.3  n  Stone  st,  runs  n  52.1  x  w  70 
X  s  0.8  X  w  9.8  X  s  22.1  x  w  23  x  s  25  x  e  98.10  to  beginuiug, 
two  4-sty  brk  loft  and  store  buildings.  Equitable  Life  Assur- 
ance Soc  of  the  U  S  to  Randolph  Guggenheimer.  C  a  G.  Dec 
20.  •  Dec  21,   1906.     1:11—23  and  24.     A  $150,600— $169,0U0. 

nom 

Broome  st.  No  274       In   e   cor  Allen  st,   22.4x75,  5-sty  brk   tene- 

Allen  st,  Nos  90  and  92|  ment  and  store.  Abraham  Strauss  to 
David  Mann.  Mort  $45,700.  Dec  3,  1903.  2:414 — 66.  A  $25,- 
000 — .$35,000.  Corrects  error  in  issue  of  Dec  8,  when  grantees 
address   was   Brooklyn.  other  consid  and   100 

Broome  st.  No  1-56,  n  s,  abt  50  e  Attorney  st.  2.5x100,  5-sty  brk 
tenement  and  store.  Louis  Dansky  to  Daniel  Rosenthal  and 
Isaac  Roggen.  Mort  $33,750.  Dec  20.  Dec  21,  1906.  2:342 
—33.     A  $18,000— $30,000.  other  consid  and  100 

Broome  st.  No  217,  s  s,  100  e  Esser  st,  25xl<K),  5-sty  brk  tene- 
ment and  store.  Max  Baron  to  Abraham  C  Weingarten  and  Lena 
Weinstein,  N  Y.  and  Max  Goldwasser,  Brooklyn.  Mort  $14,(100. 
Dec  20.     Dec  21,   1906.     2:351—12.     A  $19,000— $28,000. 

other   consid   and    100 

Burling  slip.  No  17,  e  s,  85.1  s  Water  st,  runs  e  07.4  x  n  2.10  x  w 
1.3  X  n  .30.5  X  w  22.4  x  s  13.3  x  w  45.8  to  slip  x  s  20.2  to  begin- 
ning, 4-sty  brk  office  and  store  building.  Sarali  A  Hewitt 
EXTRX,  &e,  Peter  Cooper  to  Willard  N  Baylis,  of  Huntington, 
L  I.     Nov  19.     Dec  21,   1906.     1:74—32.     A  $16,300— $21,500. 

31,000 

Christopher  st.  No  98,  s  s,  97.11  w  Bleecker  st,  24.llx70x26.2x 
05.3,  6-sty  brk  tenement  and  store.  Mary  O'Neill  to  Hyman 
Rosenblum.  Mort  $13,500.  Dec  19.  Dec  21,  1906.  2:588- 
57.     A   $11,500— $17,000.  nom 

Clarke  st.  No  20.  e  s,  175  s  Spring  st,  25x90,  4-sty  brk  factory. 
Geo  W  Moore  et  al  to  Wm  Gottlieb.  Dec  26.  Dec  27,  1906. 
2:4!J0— 8.     A  $9.500— $15,000.  other  consid  and  100 

Clarke  st,  e  s,  200  s  Spring  st,  0.3V2x90.  The  Rector,  &c,  of  Trin- 
ity Church  to  Wm  Gottlieb.  B  &  S.  Dec  2(>.  Dec  27,  1906. 
2:490.  nom 

Columbia  st.  No  (!5,  n  w  s,  125  s  w  Rivington  st,  25x100,  3-sty 
brk  hall.  Jacob  Hammer  to  Ignatz  and  Moritz  Schneider.  Mt 
$.">.000.  Dec  21.  Dec  24,  1906.  2:333—22.  A  $12,000— $18,- 
000.  nom 

Fulton  st.  No  144,  s  s,  188.4  e  Broadway,  runs  s  107.1  x  w  27.4  x 
n  106.9  X  e  27.2,  5-sty  brk  building  and  store.  Guy  Witthaus 
to  Eleanor  B  Capsticker,  of  Hoboken.  N  J.  Mort  $75,000.  July 
13.     Dec  24,  1906.     1:79—25.     A  $138,600— $155,000. 

other  consid  and  100 

East  Broadway,  No  151,  s  s,  abt  151  w  Rutgers  st,  25x75,  4-sty  brk 
tenement  and  store.     Eliza  Dean  to  'Victoria  R  Tobin.     Dec  22. 
Dec  27,  1906.    .1:283—29.     A  $18,000— $22,000. 

other  consid  and  100 

Eldridge  st,  Nos  210  and  212,  e  s,  105.2  s  Stanton  st,  45x87.6, 
two  6-sty  brk  tenements  and  stores.  Alhambra  Realty  Co  to 
Philip  Mandelman.  Mort  $(32,000.  Dec  24.  Dec  27,  1900.  2:- 
416-8  and  9.     A  $30.000— $52,000.  other  consid  and   1(10 

Philip   Mandelman   to   Morris  J   Warm.      \i>   part. 
Dec  26.     Dec  27,  1906.     2:416. 

other  consid  and  100 

Front  st.  No  64.  n  w  s,  114.4  s  w  Old  slip,  22.4.\85.10x23.2xS5.9. 
4-sty  brk  building  and   store. 

Front  st.  No  62.  n  w  s,  130.0  s  w  Old  slip,  23.3x83.9,  4-sty  brk 
building  and  store. 

Ella  Moouey  to  Henry  R  Taylor.     Dec  24.     Dec  27,  1906.     1:32 — 
24  and  25.     A  $'28.400— $42,500.  other  consid  and  100 

Fulton  st.  No  174,  s  s,  abt  56  e  Church  st,  23.6x77,  5-sty  brk| 
loft  and  store  building. 


Same    property. 
Mort  $73,100. 


Fulton  st.  No  172,  s  s,  abt  200  w  Broadway,  30.4x77,  4-sty  brkl 
loft  and  store  building.  I 

Century  Realty  Co  to  Century  Investing  Co.  All  title.  B  &  S 
and  C  a  G.  Mort  $l.-)0,000.  Dec  22.  Dec  27,  1906.  1:80—12 
and  13.     A  $132,100— $147,500.  other  consid  and  100 

Goerck  st,  No  98,  e  s,  171.7  n  Rivington  st,  25x98.10,  ;)-sty  brk 
tenement  and  store.  FOREGLOS  (Nov  27).  Adam  Wiener  ref 
to  Mandel  Greenwald.  Dec  27,  1906.  2:324^5.  A  $10,000— 
$22,000.  37,100 

Hamilton  Terrace,  No  7,  e  s,  72.0  n  141st  st,  17.6x04. 11x17. 6x 
63, S,  3-sty  brk  dwelling.  Wm  C  Calhoun  et  al  to  Kate  Keyes. 
Q  C.     Sept  16.     Dec  22,  1000.     7:2050— 95y2.     A  $2,800— $8,000. 

n.om 

Henry  st.  No  309,  n  s,  abt  265  e  Scammel  st,  23.6x71.4x23.6x72 
w  s,  3-sty  brk  dwelling.  David  Rosenblum  to  Chaye  Esther  wife 
of  David  Rosenblum.  Mort  .$10,000.  Dec  24.  Dec  26,  1906. 
1:288—26.      A   $11.000— $12.0<J0.  nom 

Hudson  st.  No  641,  w  s,  .59  n  Horatio  st,  29.2xll2.4.x29xl09.2, 
5-sty  brk  tenement  and  store.  Edw  J  Moloughney  and  ano 
EXRS,  &c,  Michael  Moloughney  to  James  K  Walter.     Mort  $18,-. 

000.  Dec   17.     Dec  21,   1906.     2:627—13.     A  $22,000— $35,0(W. 

40,000 
Hudson  st,  Nos  423  to  429|n   w   cor   Leroy   st,   75.6x80,    four  2   and 
Leroy  st,   Nos  101  and  1051     one   3-sty   brk   tenements   and   scores. 

Morris   Dlugasch   to  Max  Lipman  and  Max  Gold.     Mort  $67..500. 

Dec  21,   1906.     2:(J02— 76  to  SO.     A  $39,000^4,000. 

other  consid  and  100 
James  slip.   No   1  |s   w   cor   Cherry   st,   24x30.2,   4- 

Cherry  st,  formerly  Nos  77  and  82   |     sty    brk    tenement    and    store. 

on  map  No  75  |     Charles     Lassall     to    Jacob     J 

Wallenstein   and    Bendet    Isaacs.      Mort   .$8,0t)0.      Dec   22,    1900. 

1:110—55.     A  $10,000— P  $12,000.  other  consid  and  100 

James  slip.   No   1  I   s  w  cor  Cherry  st,  24x 

Cherry  st.  No  75.  old  Nos  77  and  82  |  36.2,  4-sty  brk  tene- 
ment and  stores.     Henry  S  Bowron  to  Charles  Lassall.     C  a  G. 

Dec  21,  1906.     1:110—55.     A  $10,000— P  $12,000. 

other  consid  and  100 
Lewis  st.  No  201  |n  w  s,  at  n  e  s  6th  st,  22.9x70  to  3  ft  alley  x 
6th  st.   No  S15    I     22.8x73,    with   all    title    to   alley,    2-sty   frame 

brk  front  tenement  and  store, 
(jth  St.  No  813  (392),  n  s,  201.10  e  Av  D,  20.2  to  alley,  x67.9x2.3.3 

x68.4,   with   all   title   to   alley,   3-sty  frame   tenement   and  2-sty 

frame  tenement  in   rear. 

Henry  H  Goldberger  to  Michael  N  Salmore.     Mort  $21,680.  Nov 

1.  Dec  26,   190(i.     2:363—23  and  24.     A  $15,500— $18,000.       100 
Lewis  st,  Nos  227  and  229,  w  s,  58  s  8th  st,  40. .3x85.10x39.9x80.7; 

6-sty  brk  tenement  and  store.  Louis  Lewinthan  to  Sarah  wife 
of  Louis  Lewinthan.  Mort  $36,500.  Dec  24.  Dec  2(i,  1908. 
2:30.3 — 4.5  and  46.     A  $12,(X)0 — $ .  other  consid  and  1(X) 

Ludlow  st.  No  22,  e  s,.  126.6  s  Hester  st,  25.1x87x25.3x87.  5-sty 
brk  tenement  and  store.  Pearl  Kornblum  to  Isaac  Kornblum. 
1-3  part.  All  title.  Mort  $20,500.  Dec  17.  Dec  21,  1906. 
1:297-8.     A  $17,000— ,$26,000.  nom 

Same  property.  Annie  Kornblum  to  Simon  Kornblum.  1-3  part. 
All   title.     Mort  $20,500.      Dec   17.     Dec   21.   1906.      1:297.       nom 

Madison  st.  No  112,  s  s,  137  w  Market  st,  25x100,  with  all  title  tol 

Madison  st.  No  112,  s  s,  137.2  w  Market  st,  25.2xl00.4.'c25xlOl).2. 
.j-sty  brk  tenement  and  store  and  4-sty  brk  tenement  in  reari| 
Annie  Dembinsky  to  Isaac  Levine  and  Israel  Bregman.  Q  C. 
Dec  26.     Dec  27,   1906.     1:276—33.     A  $17,000— $20,0U0.         nom 

New  Chambers  st.  No  55]n  e  s,  at  w  s  Roosevelt  st,  27.3.x — x20.2 

Roosevelt  st.   No  59  |     on  Roosevelt  st,  gore,  5-sty  brk  tene- 

ment and  store.  Henry  Kahn  to  Rudolph  L  Blumenthal.  % 
part.  All  title.  Mort  $5,000.  Dec  1.  Dec  22,  1906.  1:11.5— 
22.     A  .$3,700— .$4,000.  other  consid  and  100 

Norfolk  st,  No  61,  w  s,  75  s  Broome  st,  25x50,  6-sty  brk  tenement 
and  store.  Benj  M  Gruenstein  and  ano  to  Judah  Pinas  and  Jacob 
Koss.  Mort  $38,000.  Dec  3.  Dec  21,  1906.  2:351 — 16.  A 
.$9,000— $18,000.  other  consid  and  100 

Pearl  st.  No  272,  on  map  Nos  270  and  272,  s  s,  49.4  n  e  Fulton  st. 
runs  s  88.11  X  n  e  6.1  x  e  25  x  n  92.7  to  st,  x  w  32.9  to  begin- 
ning, except  part  conveyed  Nov  -5,  .  1902,  5-sty  brk  factory. 
Henry  W  de  Forest  to  Robert  W  de  Forest.  C  a  G.  %  part. 
April  3,   1902.     Dec  27,   1906.     1:95—15.     A  $19,600— $38,000. 

other  consid  and  100 

Stanton  st,  No  12(!.  n  e  s,  127.6  n  w  Norfolk  st,  22.6x98.2,  5-sty 
brk  tenement  and  store  and  5-sty  brk  tenement  in  rear.  Jo- 
seph Gelber  to  Marie  Rosenteld.  M  part.  All  lieqg.  Dec  1. 
Dec   20,    1906.      2:355—34.      A   $18.000— .$23,000.  nom 

Suffolk   st.   No  95,   w  s.  2.50.10  s  w  Rivington  st,   25.1x100,  5-sty 
brk  tenement  and  store.     Joseph  Gelber  to  Meyer  L  Friedman  and 
Philip,    Isaac    and    Maer    Breakstone.      Mort    .$.38,000.      Dec    21. 
1906.     2:353—71.     A  $17,000 — .$'25,000.  46,000 

Sullivan  st,  Nos  135  and  135%,  e  s,  95.0  n  Prince  st,  37x100,  6- 
sty  brk  tenement  and  store.  Lawrence  Schorr  and  Louisa  his 
wife  to  Lawrence  Schorr  and  Louisa  his  wife.  All  liens.  Dec 
20.     Dec  24,   1906.     2:517—1.     A  $45,000— $115,000.  100 

University  pi,  Nos  102  to  114,  w  s.  29.9  n  12th  st.  146.6.x42.6x 
158.4x36.9,  one  5,  three  4  and  two  2-sty  brk  tenements,  lofts 
and  stores.  Release  mort.  Samuel  Riker  EXR  Jane  M  Maenever 
deed  and  ano  to  Wm  M  Purdy  and  John  H  Purdy.  Dec  20.  Dec 
27,  1906.     2:570—23  to  30.     A  $90.500— $118,000.  nom 

University  pi.  Nos  102  to  114,  w  s.  29.9  n  12th  st,  146.6x42. Ox 
1.58.4.x36.9.  one  5.  three  4  and  two  2-sty  brk  tenements,  lofts 
and  stores.  Wm  M  Purdy  et  al  to  Geo  R  Smith.  Nov  24.  Dec 
27,  1900.     2:570—23  to  30.     A  $90,500— $118,000. 

other  consid  and  100 

Walker  st.   Nos  78  and  80,   n  e  cor  Cortlandt  alley,  48x90.7x44.5 
xlOl.9.    8-sty    brk    loft    and    store    building.      FORECLOS.      Dec 
IS.    1906.      Myer   Prinstein   referee   to   Charles   Laue,   of   Brook- 
lyn.    Mort  $55,000.     Dec  21,  1906.     1:196—29.     A  .$55,000— P  - 
$60,000.  180,000 
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Watts  St,  No  !.M'i,  on  map  No  ]."i4.  n  s.  8l>  w  Washington  St.  20x511, 
3-sty  brk  tenement  and  store.  John  Moonan  to  Thomas  Lenane. 
Aug  IS,   1002.     Dec  22,   1900.     2;r)!»5— 20.     A  $0,000— .$8.0<:tO. 

other   consid   and    100 

Watts  St.  No  90.  on  map  No  ir)4.  n  s,  SO  w  Washington  st,  20x.')0, 
.3-sty  brlt  tenement  and  store.  Thomas  Lenaue  to  Union  Drawn 
Steel  Co.  Dec  21.  Dec  22,  1906.  2;  595— 20.  A  $0,000— 
$8,000.  other   consid    and    1(X) 

2d  St,  No  249,  s  w  s.  abt  125  w  Av  C,  25xeG.Cx25.1.\0S.4  w  s,  5-sty 
brk  tenement  and  store.  Ethel  Steindl  to  Henry  Pinkus.  Mort 
$27,000.  Dec  20.  Dec  24,  1900.  2:3S4^29.  A  $10,500— $19.- 
000.  100 

3d  st,  No  218,  s  s,  140  e  Av  B,  24.9x100,  also  all  title  to  strip 
In  rear  to  c  1  of  block,  Osty  brk  tenement  store.  Ida  Machiz  to 
James  Kalman.  Mort  $25,000.  Feb  15,  1905.  (Re-recorded 
from  Feb  10,  1905.)  Dec  20,  190C.  2:385—14.  A  $13,000— 
$21,000.  nom 

4th  St.  No  VS.  s  w  s.  abt  95  w  2d  av,  25x112.5,  5-sty  brk  tene- 
ment and  store.  August  Ruff  to  Max  Lubman.  Mort  $11,300. 
Dec  20.     Dec  2T,  1900.     2:459—25.     A  $16,000— $24,000. 

other  consid  and  100 

4th  st,  No  SO,  s  w  s,  SO  n  w  2d  av,  20x72.1,  3-sty  brk  dwelling. 
August   Ruff   to   Henry  Falk.     Dec  26.     Dec   27.   1900.     2:459 — 

26.  A  $S,5(X>— $10,(HXt.  other  consid  and  100 
5th  st.  No  432.  s  s,  abt  150  w  Av  A,  — x — ,  5-sty  brk  tenement. 

Release  claims,  &c.  Amelia  Lehr  to  Philip  A  Decker  INDIVID 
and  EXR  of  Mary  Decker.  Q  C.  Dec  26.  Dec  27,  1906.  2:432 
—25.     A  $14,000— $20,000.  2,700 

6th  st,  Nos  713  to  717,  n  s,  195.3  e  Av  C,  58.3x90.10,  0-sty  brk 
tenement  and  store.  Joseph  Kreinik  et  al  to  Samuel  Levy  and 
Samuel  Ladner.  %  part.  Mort  $SO,750.  Dec  20.  Dec  22,  1900. 
2:376 — 55,  56  and  57.     A  $20,500—$ .  nom 

6th  st.  No  406,  s  s,  100  e  1st  av,  25x07,  5-sty  brk  tenement  and 
store.  'Elizabeth  Schmitt  to  George  Schmitt.  Mort  $15,500. 
Dec  22.     Dec  24,  1900.     2:433—10.     A  $13,000-$10,000.  nom 

6th  st.  No  705,  n  s,  105.5  e  Av  C,  22.5x90.10,  vacant.  Release 
mort.  Dry  Dock  Savings  Inst  to  Joseph  Wolkenberg.  Dec  20. 
Dec   22,    1900.      2:370—01.      A   $11,000— $11,000.  lO.OOO 

8th  st,  Nos  311  and  313,  n  s,  239.1  e  Av  B,  41.3.x09.10,  two  4-sty 
brk  tenements  and  stores.  Barnet  Cohn  to  Max  Rosman.  Mort 
$24.0<X).  Nov  1.  Dec  22,  1906.  2:391—53  and  54.  A  $17,- 
000— $20,000.  other   consid   and   100 

9th  st,  No  434.  s  s,  138  w  Av  A.  25x94,  5-sty  brk  tenement  and 
store.  Julius  Berkowitz  ta  Pinkus  Schacher.-  Mort  $22,000. 
Dec  26.     Dec  27,  1906.     2:436—26.     A  $14,000— $19,000. 

other  consid  and  100 

10th  st.  No  311,  n  s.  220.0  e  Av  A,  25x94.9,  5-sty  brk  tenement 
and  store.  Sarah  Kohn  to  Nathan  Kohn  her  husband.  Mort 
$27,000.     Dec  21,   1900.     2:404— .50.     A  $15,000— $18,(X>0. 

other   consid   and   100 

12th  st,  Nos  82  and  84.  s  a.  65.6  e  6th  av,  runs  e  43.4  x  s  103.3  x  w 
39.9  x  n  10.4  x  n  w  3.7  x  n  84.8  to  beginning,  except  strip  on 
west  0.4  X  depth  of  lot,  0-sty  brk  tenement  and  store.  Abra- 
ham Frankel  to  Frank  Frankel.  Mort  $115,400.  Dec  IS.  Dec 
24,   1906.     2:575—13.     A   $50.000— $115,000.  100 

12th  St.  Nos  82  and  84,  s  s,  65.6  e  0th  av,  runs  e  43.4  x  s  10.3.3 
X  w  39.9  X  n  10.4  x  n  w  3.7  x  n  84. 8  to  beginning,  except  strip 
on  w  s  0.4x  depth  of  lot,  0-sty  brk  tenement.  Frank  Frankel  to 
Abraham  Gabriel.  M,  part.  B  &  S  and  C  a  G.  Mort  $115,000. 
Dec  21.     Dec  22,   1906.     2:575—13.     A  $50,000— $115,000.         100 

13th  st.  No  501,  n  s.  03  e  Av  A,  12x51.7,  4-sty  brk  tenement. 
Julius  Goodby  to  Wm  F  Goodby.  All  liens.  Dec  17.  Dec  24, 
19«i.      2:407.  other   consid   and   100 

14th  St.  No  313.  n  s,  141.2  e  2d  av,  23.3x103.8,  4-sty  stone  front 
dwelling.  D  Maitland  Armstrong  et  al  EXRS,  &c,  Meta  Neilson 
dec'd  and  ano  to  Eliz  S  Howard,  of  Newport,  R  I.     Dec  22.  Dec 

27,  1900.     3:921—9.     A  $14.0<X1— $19,000.  25,000 
16th  st.  No  512,  s  s.   195.6  e  Av  A,  25x103.3,  4-sty  brk  tenement 

and  store  and  3-sty  brk  tenement  in  rear.  Eliza  Palumbo  to 
Pasquale  and  Salvatore  Pati.  Mort  $12,000.  Nov  22.  Dec  20, 
_1900.     3:973—50.     A  $7,500— $14,(XX).  nom 

17th  st,  No  411,  n  s,  109  e  1st  av,  2.5x92,  5-sty  brk  tenement  and 
store.  Yetta  and  Lizzie  Josephsohn  to  Samuel  Herrmann.  Mort 
$18,500.     Dec  IS.     Dec  21,  1906.     3:949-8.     A  $8,000— $13,000. 

other  consid   and   100 

17th  st,  Nos  257  to  265,  n  s,  100  e  8th  av,  127x92,  vacant.  Donald 
McCredie  to  Albert  F  Hyde,  of  Morristown,  N  J.  Dec  21,  1906. 
3:767—6  to   10.     A  $54,000— $54,000.  other  consid  and  100 

19th  St.  No  421,  n  e  s,  2.53.0  n  w  9th  av,  21.5x80,  4-sty  brk  tene- 
ment. Release  mort.  Albany  Savings  Bank  to  Edw  J  and 
Michael  Jr  Moloughney  EXRS.  &c,  Michael  Moloughney.  Dec 
17.     Dec  21,   1906.     3:717—25.     A  $6,500— $10,000.  2,000 

20th  st.  No  43,  n  e  s,  200  n  w  4th  av,  25x92,  S-sty  brk  loft  and 
office  and  store  building.  Chas  M  Preston  as  RECVR  of  the  N 
Y  Bldg-Loan  Banking  Co  to  Hannah  Colgate.  B  &  S.  Dec  6. 
Dec  27,  1900.     3:849—30.     A  $48,000— $110,000.  110,000 

20th  st.  No  33,  n  s,  570  w  5th  av,  25x92,  4-sty  stone  front  dwell- 
ing. State  Realty  and  Mortgage  Co  to  Charles  Brogan.  Mort 
$.39,000.     Dec  27,   1906.     3:822—15.     A  $45,000— $53.(X)0. 

other   consid   and   100 

21st  st.  No  211,  n  e  s,  169  s  e  3d  av,  23.6x98.9,  2-sty  brk  tene- 
ment. Thos  L  Feitner  referee  to  Herman  F  Bellmer.  1-7  part. 
B  &  S.     Dec  21.  1900.     3:902—11.     A  $11,750— $13,000.    2.214.29 

Same  property.  Same  to  same.  1-7  part.  B  &  S.  Dec  21,  1900. 
3:902.  2,214.29 

Same  property.  Marietta  Starks  et  al  HEIRS,  &c.  Walter  H 
Smith  to  same.     1-7  part.     Dec  21,  1906.    3:902.  2,214.29 

Same  property.  Mortimer  Smith  to  same.  4-7  parts.  Dec  21, 
1906.     3:902.  8.857.13 

22d  st.  No  108,  s  s,  130  e  4th  av,  20x98.9,  3-sty  brk  dwelling. 
Samuel  Carpenter  to  James  J  Goodwin.  Nov  22.  Dec  22,  190(i. 
3:877—85.      A   $18,000— $22,500.  other   consid   and   100 

27th  st.  No  251,  n  s,  209.4  e  8th  av,  15.8x98.8,  3-sty  brk  building 
and  store.  Isaac  D  Thomas  to  J  George  Flammer.  Mort  $0,000. 
Dec  22.     Dec  24,  1906.     3:777—14.     A  $6,000— $7,000. 

other  consid  and  100 

27th  st,  No  507,  n  s,  125  w  10th  av,  25x98.9,  6-sty  brk  tenement 
and  store.  Wm  W  Conlon  to  Michael  F  Conlon.  %  part.  Mort 
$20,000.     Dec  20,  190<i.     3:099-27.     A  $7.000— $26,000.  nom 

28th  st.  No  2.50,  s  s,  205.8  e  Sth  av,  16.3x98.8x14.6x98.8,  4-sty  brk 
building  and  store.  Catharine  Hay  to  J  George  Flammer.  Mt 
$5,000.     Dec  21.     Dec  24,  1006.     3:777—70.     A  $7,50l>— $9,000. 

20  000 

28th  st.  No  248,  s  s,  221.11  e  Sth  av,  28x98.8,  4-sty  brk  tenement 
and  4-sty  brk   tenement   in   rear.     John  McCann  and  ano   EXRS 
John  Sullivan  to  J  George  Flammer.     All  title.     Dec  24,  1900. 
3:777—69.     A  $13,000— $17,000.  30,000 

29th  Bt,  Nos  32  and  34  West.     General  release  as  to  assignment  of 


rents.      J   Arthur   Fischer   to   Peter   Oussani.      Dec   14.     Dec   24, 
1900.     3:830.  nom 

31st  st.  No  418,  s  s,  510.8  e  10th  av,  16.8x78.1x10.8x79.3,  2-sty 
brk  tenement.  Samuel  R  Pinkerton  to  Maria  S  Simpson.  Mort 
$5,000.  May  26,  1900.  Deo  26,  1906.  3:728-^8.  A  $4,000 
—$5,000.  nom 

34th  St.  No  150,  s  s,  118.0  e  7th  av,  1S.3.\9S.9,  4-sty  stone  front 
tenement  and  store.  Borough  Realty  Co  to  Daniel  A  Loring. 
Mort  $45,000.  Dec  7.  Dec  22,  1906.  3:809-75.  A  $64,000— 
.$07,000.  nom 

37th  st.  No  256.  s  s,  175  e  Sth  av,  25.x98.9.  4-sty  brk  tenement. 
PARTITION.  Nov  19,  1900.  Morris  J  Hirseh  referee  to  Jacob, 
Seligman  and  Abraham  Mannheimer  EXRS,  &c,  Meier  Mann- 
heimer.     Dec  21,   1900.     3:780-78.     A  $14,000— $22,000.       30,000 

37th  st,  No  2.58.  s  s.  1.50  e  Sth  av,  25x98.9,  4-sty  brk  tenement. 
PARTITION.  Nov  19,  1906.  Morris  J  Hirsch  referee  to  Jacob, 
Seligman  and  Abraham  Mannheimer  EXRS,  &c,  Meier  Mann- 
heimer.    Dec  21,  19(J(;.     3:780-79.     A  $14.000— $21,000.      30,000 

39th  St.  No  138,  s  s.  123.4  e  Lexington  av.  21.8x98.9,  3-sty  stone 
front  dwelling.  Elihu  Root  and  ano  EXRS.  &c.  Henry  H  Cook  to 
Frank  N  Dowling.  Dec  10.  Dec  27,  1900.  3:894 — 00.  A  $17,- 
000 — .'i;21,000.  other  consid  and  100 

39th  st.  No  210.  s  s,  137.10  e  3d  av.  12.2x98.9,  3-sty  stone  front 
tenement.  L  Napoleon  Levy  to  Israel  Edelman.  Dec  24.  Dec 
20,  1900.     3:919—54.     A  $5,250— $8,000.  nom 

39th  st.  No  210,  s  s,  137.10  e  3d  av,  12.2x98  9,  3-sty  stone  front 
tenement.     Israel  Edelraan  to  Sarah  R  Nincr.     Mort  $7,000.  Dec 

24.  Dec  20,  1900.     3:919- .54.     A  $5,2.".(^— -SS.OOO.  nom 
39th   St.   No  322,   s   s,   275  e  2d  av,   2.5xlis,'.i,   o-sty  brk   tenementl 

and  store. 
2d  av.  No  937,  w  s,  44.4  s  50th  st,  21.4x80,  4-sty  stone  front  ten- 
ement. I 
Joseph  Margoles  to  Ephraim  Gottlieb.     All  title.     All  liens.     Apr 

25.  Dec  20.  1900.     3:944—41.     A  $9,000— $15,000;  5:1323—28. 

A  $11.000— $13,.50O.  other  consid  and  100 

40th  St.  No  107  (07),  n  s,  150  e  4th  av,  old  line,  21x98.8,  4-sty 
brk  dwelling.  Gertrude  L  wife  W  Brenton  Welling  to  Frank  N 
Dowling.  B  &  S.  Mort  $35,(X)0.  Dec  17.  Dec  22,  1900.  5:1295 
— 7.     A  $27,000 — $32,000.  other  consid  and  100 

41st  st.  No  232,  s  s,  400  e  Sth  av,  20.0x98.9,  5-sty  brk  tenement 
and  store.  Mary  J  McDonald  to  Henrietta  Borger.  All  liens. 
Dec    21,    1906.      4:1012 — 18.      A    $15,000— $20,000. 

other    consid    and    100 

41st  st.  No  323,  n  s,  300  w  Sth  av,  25x98.9,  3-sty  brk  tenement 
and  store  and  4-sty  brk  tenement  in  rear.  Daniel  F  Mahony  to 
Maria  S  Simpson.  B  &  S.  Dec  26,  1906.  4:1032 — 20. 
A  $12,000— $15,000.  100 

43d  St.  No  342,  s  s,  400  e  2d  av,  10.8x100.5,  4-sty  stone  front 
dwelling.  John  P  Delury  to  Frank  Widrinski.  Mort  $5,000. 
Dec  20.     Dec  21,  1900.     5:1335—30.     A  $0,000— $8,000. 

other  consid  and  100 

43d  St.  No  349,  n  s,  150  e  9th  av,  25x100.4,  4-sty  brk  tenement  and 
3-sty  brk  tenement  in  rear.  The  Mount  Vernon  Trust  Co  TRUS- 
TEE Kate  C  Brennan  to  Isaac  Greenwald.  Mort  $8,000.    Dec  27, 


1900.  4:1034— 
46th  st.  No  154, 
front  dwelling. 
$15,000.  April 
Dec   20,   1900. 


1.     A  $12,000— $14,500.  18,000 

s    s,   203.3   e   7th    av,    10.9x100.4,   4-sty   stone 
Isidore    Jackson    to    Colin    McDougall.      Mort 
29,    1902.      (Re-recorded   from   April   29,    1902). 
R  S  $2.     4:998—56.     A  $22,000 $25,000. 


other  consid  and  100 

40th  st.  No  434,  s  s,  3(X)  e  10th  av,  25x100.4,  5-sty  brk  tenement 
and  store.  Adam  MuUer  to  Chas  F  Muller  and  Flora  P  Un- 
ger.     Dec  20.     Dec  26,  1906.     4:1055—52.     A  $9,000— $18,000. 

100 

47th  st.  No  41,  n  s,  .595  w  5th  av,  25x100.5,  4-sty  stone  front 
dwelling.  TRUSTEES  of  Columbia  College,  N  Y,  to  Kathleen  T 
Harper.  Dec  IS.  Dec  27,  1906.  5:1263—13.  A  $50.000— $60,- 
000.  other  consid  and  100 

40th  St.  No  34,  s  s,  447.6  w  5th  av,  20x100.5,  4-sty  stone  front 
dwelling.  Leah  E  Swem  to  Robt  P  Bowler.  Mort  $47,000.  Dec 
27,  1906.     5:1261—50.     A  $45,500— $49,000. 

other  consid   and  100 

49th  St.  No  150,  s  s.  150  w  3d  av,  25x100.5,  5-sty  stone  front  ten- 
ement. Joseph  M  Smith  and  ano  EXRS.  &c,  Eliza  Smith  to  Lucia 
M  Solis  Cohen.  Mort  .$20,000.  Dec  24.  Dec  20,  1900.  5:1303. 
43.     A  $15.000 — $25,000.  other  consid  and  100 

51st  st.  No  37.  n  s,  341.5  e  0th  av,  21.5x100.5,  5-sty  stone  front 
dwelling.  James  G  Wallace  to  Myron  H  Oppenheim.  Mort  $75.- 
000.    Dec  21.    Dec  26,  1906.     5:1207—15.     A  $55,000— $70,000. 

nom 

52d  st,  Nos  306  to  312,  s  s,  100  w  Sth  av,  100x100.5,  2  and  3-sty 
brk  stable.  Annie  Leonhardt  to  Rodolfo  G  Barthold.  N  Y,  and 
Richard  O'Gorman,  of  Larchmont.  N  Y.  Mort  $58. .500.  Dec  19. 
Dec  27,   1900.     4:1042—37  to  40.     A  $50,000— $04,000. 

other   consid    and    100 

54th  st.  No  60,  s  s,  191  e  Madison  av,  17x100.5,  4-sty  stone  front 
dwelling.  Thomas  Minford  and  ano  EXRS,  &c,  Thomas  Minford 
to  Edw  C  Henderson.  Dec  20.  Dec  27,  1906.  5:1289 — i4V4. 
A  $33,000— $38,000.  47.500 

Same  property.  Thomas  Minford  et  al  to  same.  Dec  20.  Dec 
27,  19(X).  other  consid  and  100 

55th  st,  at  foot  of,  Brooklyn.  Permission  to  erect  machine  shop, 
office,  &c.  Morse  Iron  Works  and  Dry  Dock  Co  with  the  City 
of  New  York  by  Dept  of  Docks.  Aug  21,  1901.  Dec  22,  1900. 
3:819   and   827,    Brooklyn.  

5Sth  St.  Nos  307  and  309.  n  s,  60  e  2d  av,  runs  e  40  x  n  75.3  x  w 
35  X  s  IS  X  w  5-  X  s  57.3  to  st  at  beginning,  vacant.  Joseph 
Goodman  et  al  to  Louis  Meyers.  Mort  $35,000.  Dec  20.  Dec 
21,    1900.     5:1351— 3V4   and  4%.     A   $12,000— $12,000. 

other  consid  and  100 

58th  st.  No  309,  n  s,  80  e  2d  av,  20x75.3,  vacant.  Release  mort. 
Aaron  Goodman  to  Joseph  Goodman  and  George  Schupper.  Dec 
20.     Dec  21,  190G.     5:1.351—41/2.     A  $6.000— $6,000.  5,102.09 

(JOth  st.  No  42,  s  s,  375  w  Central  Park  West,  25x100.5,  5-sty  stone 
front  tenement.  Nathan  and  Leon  Hirsch  to  Samuel  Schwab. 
Dec  21,   1906.     4:1118 — 18.     A  $16,000— $26,000. 

other  consid  and  100 

00th  st.  No  42,  s  s.  375  w  Central  Park  West,  25x100.5,  5-sty 
stone  front  tenement.  Samuel  Schwab  to  Nathan  and  Leon 
Hirsch.  Mort  $26,000.  Dec  21,  1906.  4:1118 — 18.  A  $16.- 
(MX1 — $2C..O0O.  other   consid   and    100 

08th  St.  No  10.  s  s,  131  w  Madison  av,  21.6x100.5,  4-sty  stone  front 
dwelling.  Charles  Brendon  to  Henry  T  Sloane.  Mort  $60  000. 
Dec    22.      Dec    24,    1900.      5:1382— OlVz.      A    $77,000— $82,000. 

other  consid  and  100 

71st  St.  No  510,  s  s,  198  e  Av  A,  25x100.4,  2-sty  brk  building. 
Margt  M  Hopt  (Bowler)  to  Michael  Bowler.  B  &  S  and  C  a  G. 
Sept  26.     Dec  27,  1906.     5:1482—44.     A  $6,000— $7,000.  nom 
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74th  St,  No  323,  n  s,  300  e  2d  av,  25x102.2,  5-sty  brk  tenement 
and  store.  Isaac  Heifer  to  Irving  Baehrach  and  Isaac  Schmeid- 
ler.  Mort  $18,000.  Dec  21.  Dec  22,  190<>.  5:1419—13.  A 
$9,000 — $18,000.  other  consid   and   100 

74th  St,  No  323,  n  s,  300  e  2d  av,  25x102.2,  5-sty  brk  tenement 
and  store.  Irving  Baehrach  et  al  to  Isaac  Heifer.  All  liens. 
Dec  19.     Dec  22  1906.     5:1449—13.     A  $9,000— $18,000. 

other  consid  and   100 

77th  St,  No  352,  s  s,  75  w  1st  av,  25x102.2,  4-sty  brk  tenement. 
Samuel  Grodginsky  to  Samuel  Williams  and  Isaac  Haft.  2-3 
part.  All  liens.  Aug  1.  Dec  27,  1900.  5:1451— SOVi.  A  $9,- 
000— $13,000.  100 

7Sth  St,  No  12(>,  s  s,  290  w  Columbus  av,  19x96.5xl9x9C.10,  4-sty 
and  basement  stone  front  dwelling.  Utility  Realty  Co  to  Hugo 
Meyer.  B  &  S.  Dec  20.  Dec  22,  1906.  4:1149 — 45.  A  $12,- 
500— $24,000.  100 

80th  st.  No  211,  n  s.  150  e  3d  av,  25x102.2,  5-sty  stone  front  tene- 
ment. Hannah  Cirker  to  Rose  Levy.  %  part.  Mort  $25,000. 
Dec   20.      Dec   21,   190C.      5:1520—7.      A   $9,500— $22, .500. 

other  consid  and  100 


80th   St,    No   47 


s,   72   e   Madison   av,   23x83,   4-sty  stone   front 


front   dwelling. 
000.     Dec  21. 

90th  St,  No  116, 


dwelling.     James  W  McLane  to  Thos  S  McLane.     Mort  $27,000. 

Dec   20.      Dec   27,    1900.     5:1402—24.      A   $28.000— $48,000.    nom 
81st  st.   No   3.54,   s  s,   75  w  1st   av,   25x70.8,  4-sty  brk   tenement. 

Jakob   Schmitt   to   Peter  J   Schmitt.      %   part.      All   title.      Mort 

$9,000.     Dec  27,  1900.     5:1543—30%.     A  $6,000— $12,000. 

other  consid  and  100 
81st  st.  No  60,  s  s,  165  e  Madison  av.  16x102.2.  4-sty  stone  front 

dwelling.     John  McCatterty  et  al  HEIRS,  &c,  Robert  McCatferty 

to    Mabel    R   Barrow.      Mort   $15,000.      Dec    18.     Dec   21,    lOOfJ. 

5:1492 — 46.     A  $19.000— $29,000.  nom 

84th  st.  No  67.  n  s,  94  w  Park  av,  18.6x102,2,  3-sty  brk  dwelling. 

James  Meehan  to  John  A  Meehan.  Sept  23,  1904.     Dec  27,  190li. 

5:1496—33.     A  $14,500— $20,000.  gift 

87th  st.  No  141,  n  s,  332.6  w  Columbus  av,  14x100.8,  3-sty  and 

basement  brk  dwelling.  Flora  E  Miller  to  Wilson  G  Cornell.     Mt 

$17,000.     Nov  10.     Dec  26,  1906.     4:1218—19.     A  $7,500— $13,- 

500.  other  consid  and  100 

87th  st.  No  353,  n  a,  118  e  Riverside  Drive,  19x100.8,  5-sty  stone 
Thomas    Prehn    to   David   L   Luke.      Mort   $17.- 
Dec  22,  1906.     4:1249—10.     A  $11,500— $31,000. 

other   consid  and   100 
s  s,  226.6  w  Columbus  av,  26.0x100.8,  5-sty  brk 

tenement.      John    Sasse    to    William    Livingston.      Mort    $20,000. 

Dec  20.     Dec  22,  190<1.     4:1220 — 42.     A  $12,.500— $27,000.         100 
92d  st,   No   125,   n   s,  275  e  4th  av,   old   line,   25x100.8,  3-sty  brk 

dwelling.     John  S  McBride  et  al  to  Thos  J  McBride.  Mort  $7,000. 

Dec  21.     Dec  24,  1906.     5:1521—12.     A  $15.000— $16,500.  nom 

92d  st.   No   11.8,   s   s,   175   e   Park  av,   25x100.8,   5-sty  stone   front 

tenement.     Marie  Bock  to  Andrew  Kopke.     14  part.     B  &  S.     Nov 

13.  Dec  26,  1906.     5:1520—65.     A  $15,000— $20,000. 

other  consid  and  100 

92d  st.  No  lis,  s  s,  175  e  Park  av,  25x100.8,  5-sty  stone  front 
tenement.     %  part,  valued  at  $16,000. 

2d  av,  No  980,  e  s,  25.5  s  52d  st.  25x100,  4-sty  brk  tenement  and 
store,   all  of,  valued  at  $22,000. 

Andrew  Kopke  and  ano  EXRS  Sophie  Kopke  to  Marie  Bock  and 
Andrew  Kopke.  Nov  8.  Dec  26,  190(i.  5:1520—65.  A  $15,- 
000— $29,000;   1344—50.     A  $14,000— $18,000.  nom 

96th  st.  No  36,  s  s,  342  w  Central  Park  West,  17x100.8,  5-sty  brk 
dwelling.  Olive  Erlanger  to  Julius  Kaufman.  1-12  part.  Ail 
title.  Mort  $15,000.  Dec  20.  Dec  21,  1906.  4:1209 — 46%.  A 
$10,000— $23,000.  1,750 

96th  st,  No  104,  s  s,  100  w  Columbus  av,  50x100.8,  6-sty  brk 
tenement  and  store.  Louis  Bernstein  to  Edmund  A  Hurry,  of 
Saugerties,  N  Y.  Mort  $70,.50O.  Dec  19.  Dec  22,  1906.  4:1226 
— 37  and  38.     A  $26.000—$ .  other  consid  and  lOO 

96th  st,  Nos  53  and  55,  n  s,  100  e  Madison  av,  50x100.11,  0-sty 
brk  tenement.  Arthur  E  Silverman  to  Charles  Stich.  Mort 
$72,500.  Dec  21.  Dec  22,  1906.  6:1602—25.  A  .$80,000— 
$ .  other   consid   and   100 

96th  st,  Nos  53  and  55,  n  s,  100  e  Madison  av,  50x100.11,  6-sty 
brk  tenement.  Release  mort.  Gustavo  Mayer  to  Arthur  E  Sil- 
verman.    Dec  21.     Dec  22,  1900.     6:1602—25.  A  $80,000—$ . 

nom 

97th  st.  No  130,  s  s,  502.5  e  Amsterdam  av,  17.6x100.11,  3-sty 
and  basement  stone  front  dwelling.  Henry  C  Beadleston  to  Wm 
E  Miller.  Dec  20.  Dec  27,  1906.  7:1851 — 44.  A  $7,000— $13,- 
000.  nom 

98th  st.  No  132,  s  s,  285  w  Columbus  av,  16x100.11,  4-sty  and 
basement  brk  dwelling.  Cornelia  D  Earle  to  Jennie  B  wife 
George  Barandon.  Dec  15.  Dec  21,  1906.  7:1852—44.  A  $6,- 
400— $12,000.  other   consid   and   100 

98th  st.  No  44,  s  s,  120  e  Madison  av,  25x100.11,  5-sty  brk  tene- 
ment. Alice  McDaniel  to  Mary  J  McDaniel.  Q  C.  Dec  18. 
Dec  21,   1906.     6:1603 — 48      A  $9.000— $25,000.  nom 

99th  st  Ins,  550  e  2d  av,  100  to  1st  av,  x40.11, 

1st  av,  Nos  1921  and  1923]  C-sty  brk  tenement  and  store.  Release 
mort.     Albert  Crane  to  Isaac  Kleinfeld  and  Isaac  Rothfeld.  Dec 

14.  Dec  27,   1906.     6:1071—23.     A  $17,000— P  $20,000. 

19,887.59 

99th  St.  n  s,  100  w  1st  av,  296x100.11,  vacant.  Release  mort.  Al- 
bert Crane  to  Julius  Shweitzer.  Dec  14.  Dec  27,  1906.  6:1671 
—11  to  22.    A  $71,000— $71,000.  02,169.16 

100th  st.  No  117,  n  s,  176.6  w  Lexington  av,  25.6x100.11,  5-sty  brk 
tenement.  Max  Pincus  to  Milan  Schreiber.  %  part.  Mort  $28,- 
935.     Dec  24.     Dec   26,   1006.     6:1628—9.     A  $8,000— $20,000. 

nom 

100th  st,  Nos  203  to  209,  n  s,  100  e  3d  av,  100x100.8,  four  5-sty  brk 
tenements,    store   in   No   203.    Louis   Borgenicht   et   al    to   Moses 
Kinzler   and    Adolf   Mandel.      Mort   $72,000.      Dec   24.      Dec   26, 
1906.     0;  1650— 5  to  8.     A  $28,000— $74,000. 

other  consid  and   100 

100th  st,  Nos  314  and  316,  s  s,  254  e  2d  av,  49.4x100.11,  6-sty 
brk  tenement  and  store.  Louis  Livingston  et  al  to  Isaac  A  Sam- 
uels. 1-3  part,  all  right,  title  and  interest.  Mort  $60,000.  Nov 
21.     Dec  27,  1906.     6:1671 — 11.     A  $12,000— P  $17,000. 

other  consid  and  100 

100th  st,  Nos  322  to  328,  on  map  Nos  318  to  324,  s  s,  303.4  e 
2d  av,  98.8x100.11,  two  6-sty  brk  tenements  and  stores.  Charles 
Friedman  et  al  to  Louis  Livingston  and  Myer  S  Perlsteln.  Mort 
$86,000.  Dec  20.  Dec  27,  1906,  6:1671—37  and  39.  A  $24,- 
000— P  $34,000.  other  consid  and  100 

100th  st,  n  s,  247.6  e  1st  av,  0.10x100.11.  Release  mort.  Dry 
Dock  Savings  Inst  to  Julius  Berliner  and  Max  Greenberg.  Dec 
20.     Dec  24,   1!)06.     6:1694.  nom 

100th  st,  Nos  405  and  407,  on  map  Nos  409  to  413,  n  s,  100  e 
1st  av,  74.2x100,  two  6-sty  brk  tenements  and  stores.     Release 


of  chattel  mort.  Franklin  L  Sheppard  et  al  to  Julius  Berliner 
and  Max  Greenberg.  Dec  7.  Dec  24,  1900.  6:1694 — 6  and  7. 
A  $15,000— P  $24,000.  nom 

100th  st,  Nos  40!»  and  411,  on  map  Nos  415  to  419,  n  s,  177.2  e 
1st  av,  74.2x100.11,  two  6-sty  brk  tenements  and  stores.  Re- 
lease chattel  mort.  Franklin  L  Sheppard  and  ano  to  Julius 
Berline;-  and  Max  Greenberg.  Nov  30.  Dec  24,  1008.  6:1694 
—9  and  10.     A  $15.000— P  $24,000.  nom 

101st  st.  No  56,  s  s,  150  e  Madison  av,  20x100.11,  5-sty  brk  tene- 
ment. Louis  Caplan  to  Lena  Mason.  Mort  $23.0(X).  Dec  18. 
Dec    21,    1906.      6:1606—40.      A    $6.000— $14,000. 

other    consid    and    100 

101st  st.  No  75.  n  s,  125  e  Columbus  av,  2.5x100.11,  5-sty  brk 
tenement.  Franklin  Hess  to  Arthur  H  Sanders.  Mort  $20,000. 
Dec  19.     Dec  20,  1906.     7:1837—6.     A  $10,000— $23,000. 

other  consid  and  100 

Same  property.  Arthur  H  Sanders  to  Moritz  L  and  Carl  Ernst. 
Mort  $26,500.     Dec  20.     Dec  26,  1906.     7:1837. 

other  consid  and  100 

lOlst  st.  No  73,  n  s,  1,50  e  Columbus  av,  25x100.11,  5-sty  stone 
front  tenement.  Wm  S  Creevey  to  Wilhelmine  Hasslacher,  of 
Brooklyn  Undivided  right,  title  and  interest.  Mort  $20,000. 
Dec  18.     Dec  26,  1900.     7:1837—7.     A  $10.0IM>— $24.0<->0.  nom 

102d  St.  No  220,  s  s,  310  e  3d  av,  25x100.11,  4-sty  brk  tenement 
and  store.  Isaac  Beroth  and  Rebecca  his  wife  to  Judah  Z  I  Levi. 
y,  part  Mort  $12,400.  Dec  27,  1900.  6:1651— .36.  A  $7,000— 
.$13,000.  „  °°™ 

Same  property.  Judah  Z  I  Levi  to  Rebecca  Beroth.  %  part.  Mort 
$12,400.     Dec  27,  1906.     6:1651.  nom 

103d  st,  Nos  200  and  208.  s  s.  130  e  3d  av,  50x100.11,  G-sty  brk 
tenement  and  store.  Harris  Goldberg  to  Taube  wife  of  Harris 
Goldberg,  impart.  All  liens.  Dec  20.  Dec  22,  1906.  6:1052— 
4''      A  $14  000 — $00,0f)0.  other  consid  and  500 

103d'  st.  No  209,  n  s,  147.0  e  3d  av,  37.6x100.11. 

103d  st.  No  215,  n  s,  222.6  e  3d  av,  37.6x100.11. 
two  6-sty  brk  tenement  and  stores. 
Release  2  morts.  Isidore  Jackson  and  ano  to  Julius  Weinstein. 
Dec  20.  Dec  22,  1906.  6:1653—7  and  10.  A  $22,000— P  $32.- 
000  °°™ 

103d  st,  Nos  111  to  119,  n  s,  80  e  Park  av,  75x100.11,  five  3-sty 
stone  front  dwellings.  Jacob  Abraham  to  Ottilie  Block.  Mort 
$38,000.  Sept  14.  Dec  22,  1906.  6:1631—4  to  7.  A  $20,000 
,*o7  50()  other    consid    and    100 

103d  It,  Nos  311  and  313,  n  s,  200  e  2d  av,  50x100.11,  two  4-sty 
brk  tenements  and  stores.  Caterina  A  Verderosa  widow  to  Al- 
fred L  M  Bullowa.  Mort  .$4,000.  Dec  21.  Dec  22,  1900.  0:1675 
— 9  and   10.     A   $12,000 — $22,000.  other  consid  and  100 

103d  st.  No  91,  n  e  s,  11K>  e  Columbus  av,  27x100.11,  5-sty  brk 
tenement.  Jacob  H  Haffner  et  al  to  John  Alexander.  Mort 
$27,000.  Dec  20.  Deo  21,  1900.  7:1839—5.  A  $11,000— $30,- 
Q(j()  Other   consid   and   100 

104th  st,  n  s,  200  e  5th  av,  .50x100.11.  vacant. 

104th  st,  n  s,  300  e  5th  av,  runs  n  100.11  x  w  25  x  n  200.11  to 
s  s  105th  st  x  e  75  X  s  201.10  to  104th  st  x  w  50  to  beginning, 
vacant. 

105th  st,  n  s.  300  e  5th  av,  50x100.11,  vacant. 
James   A   Trowbridge   to   Chas   I   and   Max  Weinstein.     June   11. 
June  13,  1906.     6:1610—9  and  10,  13  and  14.     A  $48,000— $48,- 
000;  1611—13  and  14.     A  $24,000 — $24,000.  Reprinted  from  issue 
of  June  10,  when  1st  and  2d  parcels  were  separated. 

other   consid   and   1,000 

105th  st.  No  236,  s  s,  233.4  w  2d  av,  16.8x100.9,  3-sty  brk  dwell- 
ing. Gaylord  S  White  to  The  Union  Settlement  Assoc.  Mort 
$5,000.     Dec  14.     Dec  22,  1906.     6:1654—34.     A  $4,500— $0,000. 

100 

107th  st.  No  223,  n  s,  350  e  3d  av,  25x1(10.11,  4-sty  brk  tenement 
and  store.  Abraham  A  Heller  to  Samuel  Mosher.  Mort  $11,.500. 
Nov  30.     Dec  27,  1906.     6:1657—15.     A  $7.000— $14,000.  nom 

109th  st,  No  120,  s  s,  325  w  Columbus  av,  25x100.11,  5-sty  brk 
tenement.  John  E  Simons  et  al  to  Wilhelmina  and  Theresa  Tiel- 
emann.  Mort  .$24,000.  Dec  26.  Dec  27,  1906.  7:1863 — 16. 
A  $10,000— $25,000.  nom 

110th  st.  No  170,  s  s,  145  w  3d  av,  25x100.11,  6-sty  brk  tenement 
and  store.  Louis  Goldstein  to  Henry  C  Glaser.  Mort  $30,500. 
Dec  20.     Dec  27,  1900.     0:1037—42.     A  $9,000— $34,000. 

other  consid  and  100 

110th  st,  Nos  240  and  242,  s  s,  158.4  w  2d  av,  41.8x100.11,  0-sty 
brk  tenement  and  store.  Nathan  Bangel  to  David  W  Cohen.  All 
liens.     Dec  20.     Dec  27,  1900.     0:16.59—32.     A  $12,000— $48,000. 

other  consid  and   100 

110th  st,  Nos  132  and  134,  s  s,  323.0  e  Park  av,  37.0x100.11,  0-sty 
brk  tenement  and  store.  Louis  Druskin  et  al  to  Isidor  Cuba. 
Mort  $58,500.  Dec  21.  Dec  22,  1906.  6:16:37-58.  A  $14,000 
$48,000.  other  consid  and  100 

110th  st.  No  170,  s  s,  145  w  39  av,  25x100.11,  6-sty  brk  tene- 
ment and  store,  CONTRACT.  Louis  Goldstein  with  Henry  C 
Glaser.     Dec  4.     Dec  21,  1906.     6:1637-42.     A  $0,000-$34,OOO. 

37,325 

111th  st,  s  s,  150  w  7th  av,  75x100,  two  6-sty  brk  tenements. 
Harris  Maran  et  al  to  Joseph  Toch.  Mort  $00,000.  Dec  24,  1906. 
7:1826.  other   consid   and   100 

113th  st.  No  15,  n  s,  2.50  e  5th  av.  25x100.11,  5-sty  brk  tenement. 
Louis  Barth  to  Max  Kalter.  All  title.  Mort  $20,000.  Dec  10. 
Dec    21,    1900.      6:1619—11.      A    $10.000— $23,000. 

other   consid   and    100 

113th  st.  No  161,  n  s,  175  e  Lexington  av,  25x100.11.  5-sty  brk 
tenement  and  store.  Marie  Kappus  to  Gottfried  Kappus  and 
Marie  his  wife.  Mort  $15,000.  Dec  21.  Dec  27,  1900.  0:1641 
— 28.     A   $8,000— $25,000.  other  consid   and   100 

114th  St.  No  209,  n  s,  100  e  3d  av,  25x100.11,  5-sty  stone  front 
tenement,  Marcus  Marculies  to  Max  Reiss,  of  Brooklyn.  Mort 
$12,000.      Dec   22,    1906.      6:1664—8.     A   $7,000— $19,500. 

other  consid  and  100 

115th  st,  Nos  426  to  4.30,  s  s,  270  e  1st  av,  50x100.10,  two  G-sty 
brk  tenements.  CONTRACT.  Michael  Marrone  with  John 
Focarile.  Mort  .$59,500.  Dec  18.  Dec  21,  1906.  6:1708—35 
and  36.     A  $8,300—$ .  79.500 

117th  st.  No' 546,  s  s,  4.56.2  e  Pleasant  av,  10.10x100.11,  3-sty 
brk  tenement  and  store.  Paul  Mayer  to  Bernheimer  &  Schwartz 
Pilsener  Brewing  Co.  Mort  $5,000.  Sept  19.  Dec  26,  1900. 
6:1715 — 33,     A  $2,800— $5,500.  nom 

n7th  St.  Nos  434  and  436,  s  s,  238.8  w  Pleasant  av,  runs  s  100.11 
X  w  36.10  X  n  61.8  x  w  0.5  x  n  30.2  to  st,  x  e  37.3  to  beginning. 
6-sty  brk  tenement  and  store.  Moses  Fait  to  Chas  J  Fox.  Mt 
.$51,0(:k).  Dec  24.  Dec  26,  1906.  6:1710—36.  A  $7,000— P 
.$12,000.  other   consid   and   100 

117th'  st,  Nos  434  and  436,  s  s,  238.8  w  Pleasant  av,  runs  s  100.11 
X  w  36.10  X  n  61.8  x  w  0.5  x  n  39.2  to  st  x  e  37.3  to  beginning. 
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*(i,500. 

■^'.^P.f/'..^'''  ~-f  ^  ^;  '^^H  "  ^^""^  ^^'  16-3^100,ll.  3-sty  and  b^s7-' 
ment    stone    front    dwelling.      Frank   Wanier   to   Julia   A    wife    of 

12Gth  St.  No  249,  n  s.  325  s  e  8th  av,  25x99.11,  4-sty  stone  front 

«TqTin°     r,    T^   ^^  ^]^^r^  2'"'^''   to   Dennis   McEvoy.      Mort 
|13,000.     Dec  3.     Dec  24,  1900.     7:1932—14.     A  $ll,OO0-iflT.- 

other  consid  and  100 


June  C,  1905.     Dec  21.  iO^^^-T^W:^^^.'' 1  lu^^O^^. 


127th  St,  No  ICO,  s  s,  100  e  7th  av,  2.5x99.11,  4-sty  brk  tenemenT"" 

i'^c"2i^^i°ror°7^°i9^?!!s?,.-riai"ooo^°//c^oi^-  °-^'^- 

'Tr'-^artiX  %''^''.%''  '"  ^-i-  O-ran^^oT'^o^eri,'" 
IN    ir.     Mort  .t-15,000.     Dec  20.     Dee  21,  1906.     7:1911 

1.31st  St,  No  37.  n  s.  400  w  5th  av,  2.5x99.11,  Tsty  brklenemenr 
Helene   Bontfartigue   to   John   C   Mayforth.      Mon   $21,500      Dec 
1<.     Dec   21,   1900.     0:1729—18.     A   $10,000— if23,0€0 

133d   st     Nnc   '^t7   1^   r:io  ,„„  Other   consid   and   100 

two   O.Vv   hrv   ,        ^^V  °   ''^   '^*^  ^  Amsterdam   av.   100.x99.1]. 

135th  «:f    ivno  loj.  ,„j  inn  o-^       -  Other  consid  and  lOl) 

r  ^,      I  ,     f  ^""^  ^-^'-  ^  s-  -^-jO  e  7th  av,  50.x91  3x«-' 3xl-AS  3 

O-sty   brk    tenement   and   store.      FORECLOS    mec    13)       Robt   E 

il^FH'^^Pi"^^^^5j^^^-"-  -^L 

Mort    .ilO  000      '  '•  ^^'  '  ""^  av,  25x99,11,  4-s.y  brk  tenemenL| 


Mort    .^10,000. 

"  sty  brk  dwelling. 

Max  Marx  to  Frieda  Lewin      Dec  '>4    lOftfi     t-ioio     ko       .   «^-,  ' 
000-$17,0U0;    1920-r'"A    $12,wb-$lS,a)a     '^-^^'-     ^  *'-- 

335th  St,  n  s  °^^^^   consid   and    100 

]3tith  st!   s  s' 

Bloomingdale   road,   e  s    closed 

Bloomingdale  road,  w  s,  closed' 

Sec'  ^t  tc^'K  SoS   "'7-?9^r'^  '^^'^"^  ^"     ^   ^-      ^"   '"'« 
'^^n?°  ^^i,L^;  ^-^^-.2-09.11.  5-sty  stone  froT 


N 

$10,- 


Y^'Zn.  ^'liT  n'*^  i'"   J°hn   SchreyeVvogel,    o't   ATban" 
mX)-r3  005  ■^^'^-     ^'''''-     Dec  24.  1900.     7:1921—48.     A  |: 
]3Slh  St,  No  227    n  s    31'^  r.  w  7,h  o„    1-  nnn    S"'^'"  '^°°®''^  '^"'i  ^00 

to  Hams  and  Abraham  Cohen.     Dec  20.     Dec  •>7    1900     7-'W% 
—44  and  40.     A  .f 23,000— .$ .  -^-ec  _..  ijuo.    '.-02o 

142d  St,  s  s,  450  w  Sth  av.  50x99,11,  together  with  s  V  nf  =.  "n 
^nr'^T  N^^^'Serir?90^>'^2ci-"  Me^d^Lo^.-^^ 

Same  property.  Joseph  Hyland  to  same.  C  a  G.  Nov  S  Deo  22 
1000.     7:2051.  no^ 

140th  St.  No  402,  s  s,  240  e  Amsterdam  av,  20x99.11,  4-sty  brk 
tenement.  Wilhelmlna  Goeltz  to  Eliz  K  Stederoth.  B  &  S, 
All  liens,  Feb  13.  1902.  Dec  26,  1906.  7:2060—54%.  A 
$4.800— $11,000.  nom 


C-sty  brk  tenement  and  store.  Wm  Laue  to  Moses  Fait.  Mort 
$32,000.  Dec  1.5.  Dec  24,  1906.  6:1710—30.  A  $7,000— P  3:12,- 
000.  other  consid  and   100 

11  (th  St,  No  7,  n  s,  150  w  5th  av,  23x100.11,  0-sty  brk  tenement. 
Aaron  Smith  et  al  to  Richard  M  and  Joseph  B  Adler.  Mort 
$27,500.  Mar  15,  1904.  Rerecorded  from  Mar  10,  1904.  Dec 
21,    1900.      6:1001— .30.      A    $10,000— $31,000. 

other   consid    and   100 

ll(th  St,  No  147,  on  map  No  145,  n  s,  200  e  7th  av,  25x100.11,  5- 
sty  brk  tenement.  Sophia  Hess  to  Prescott  Realty  Co,  Mort 
$25,000.     Apr  5.     Dec  21.  1906.     7:1902—9.  A  $13,000— $2(!.ilOO, 

other    consid    and    100 

ll8th  St,  Nos  14  and  10.  s  s.  210  e  Sth  av.  50x100,11.  two  5-sty 
brk  tenements.  Marie  Schumann  to  Herman  Hoffnung.  Mort 
$•49,000.  Dec  20.  Dec  21.  1900.  6:1623—03  and  64.  A  $20,- 
000— $o2,000.  other   consid    and   100 

llSth  St,  Nos  14  and  10,  s  s,  210  e  Sth  av.  50x100.11.  two  5-sty 
S^!?  A'^"'""*''^'^-  Herman  Hoffnung  to  Albert  N  Maas.  Mort 
^•0<»-      Dec  20.     Dec  21.   1900.     6:1623—63  and  64.     A  $20,- 

^  }Jy*f~V-^--wO.  other   consid   and    100 

119th  St,  No  319,  n  s,  200.9  e  2d  av,  18,3x100.11,  4-sty  stone  front 
tenement.  Edward  Dorf  et  al  to  Johanna  Ryan.  Mort  $11,00(1. 
Dec    12.      Dec   21,   1900.      0:1790-10.      A   $4.300— $10,000. 

nni,.     .    »,     n.  ^„„  Other    consid    and    100 

irjth  St,  No  34,  s  s,  .532  e  Lenox  av,  18x100.11.  3-sty  and  base- 
ment brk  dwelling.  Morris  Levy  to  Herman  Lubetkin  and  Simon 
EP|t_ein.     Mort  $13,000.     Dec  20.     Dec  22,  190tr     6:1717— .50'^. 

1  ■>?;»,!"  .^T'^iilV^-  other  consid   and   100 

IJOth   St,   No   118,   s   s,   21::)   e   Park  av,   25x100.10. 
120th  st.   No   120.   s  s,  240  e  Park  av,  25x100.10 

two   5-sty   brk   tenements. 

Keba  Chodorov  to  Simon  Tannenbaum.     Mort  $36,000.     Dec  20 
lOM?^  ^/■J''*^Vio  ":l'??-«2  and  03.     A  $14.00O-$38,50O.  100 

120th  st,  Nos  lis  and  120,  s  s,  215  e  Park  av,  50x100.10,  two  5-sty 

brk    tenements.      Simon    Tannenbaum    to    Phoebe    Solomon       V, 

rr-All4:^,^$Ts0O°'''=-«-     °-  22.  1900.     0:1768-02  and_^ 
120th  st    No  344,  s  s,   1.50  w  1st   av,  20x100.11.  3-sty  brk  dwell- 

M^\    »-?^f«    '^l'"''   to   Vincenzina  Merola  and  Teresina   Satriale. 

Mort    $.j.000.      Dec    2i,    1900.      0:1790—35.      A   $4.800— $8,500. 

122d  St.   No  214,  s  s,  190  w  7th  av,   15x100.11,  3-sty  and  base"-^ 
ment   stone  front   dwelling      Frank  Wanier  to   Katie  M  wife  of 
fl'l\^^|,t"$13%)'-     ^^'^-^^     '^-26.1906.     7:1927- 

^'^t  n-   ^^  ^^^V"  ",'  -~^'"'  "  ^"'  =^^'  10.8x100.11,  3-sty  stone  front 

dwelling.      Richard    Bondy    to    Minnie   and    Eliza    Woodle.     Q   C. 

l'>3d%t     Nn   "%7 '■  190q,,  0:1810-11%.     A  .$3.300-$0,000.  nom 

123d   st,   No  o21,   n   s.   218  e  2d  av,   18x100.11,   3-sty  stone   front 

m"!^     «•!  rnn°''°T.^'^5S?''  *°  "^1<'°  ^  Sullivan,  of  Coytesville,  N  J. 

Mort  $2,500.     Dec  26.     Dec  27,  1906.     6:1800—10.     A  $3,500— 

nom 


14Sth  st,  s  s,  325  w  7th  av,  25x99.11,  6-sty  brk  tenement  and 
store.  Henry  Fulle  to  Tillie  and  Diedrich  Fulle.  Mort  $28.- 
.500,     Dec  18.  Dec  21,  1900.     7:2033 — 47.     A  $7,000— P  $17,000. 

nom 
100th  st,  n  s,  100  e  Broadway,  265x99.11,  six  S-sty  brk  tenements. 
Release   mort.     Chas   M   Rosenthal   to   Isaac   Kleinfeld.     Dec  21. 

Doc  22,  1900.     8:2119—58  to  08.     A  .$100,000—$ .         7,500 

179th  st,  Nos  507  and  509,  n  s,  100  w  Amsterdam  av,  83.4x100. 
two  5-sty  brk  tenements.  Thomas  Mulligan  to  Joseph  E  Marx. 
B  &  S.  .Mort  $51,000.  Dec  3.  Dec  26.  1906.  8:2152-50  and 
.58.     A  $20,0(10— $.50,000.  other  consid  and  100 

183d  st,  s  s,  100  e  St  Nicholas  av,  75x104.11.  vacant,  Albert  Cav- 
anagh  to  the  White  Construction  Co.  C  a  G.  Mort  $25,000. 
Dec   26.     Dec  27,   1906.     8:21.54 — 13.     A  $22,500— $22,5(.lO. 

other  consid  and  KX) 
18(!lh  st,   n  s,  200  w  Audubon  av,  50x114.10,  5-sty  brk  tenement. 
Stephen   J   Egan  to  John  H  Murphy  and  Wm  R  Bohmert.     Mort 
.«40,t)00.      Dec    20.      Dec    21,    1900.      8:2157—90.      A    $12,000— P 
$25,000.  other   consid   and    100 

Amsterdam  av.  No  KHV  n   w   cor   07th   st,   2.5.5x75,   .5-sty  brk   tene- 
OTth  St.   No  201  I     ment   and  store.     Thos  C  Jordan   to  Peter 

Doelger.      Mort   $28,000.      Dec   26.      Dec   27.    1900.      4:1159—29. 
A  $22.0(J0— .$36,000.  other  consid  and  lOO 

Amsterdam  av,  Nos  1521  to  1527,  n  e  cor  135th  st,  99.11x10(1,  two 
0-sty  brk  tenements  and  stores.  Release  of  priority  of  two 
morts.  Wilson  M  Powell  to  Elihu  Root  and  Carlos  M  de  Here- 
dia  as  TRUSTEES.  &c.  Henry  H  Cook.     Dec  21,  19tl0.     7:1972 — 1 

and  4.     A  $50,000—.$ .  

Amsterdam  av.  No  2414  Is    w    cor    ISOth    st.    2.5x100.    vacant.      Ed- 
180th  st,   No  500  I     mund  A  Hurry  to  Louis  Bernstein.     Dec 

20.      Dec   22.    1900.      8:2152—16.      A   $17.000— $35,000. 

other  consid  and  100 
Amsterdam  av.  Nos  14.30  and  1432,  on  map  No  1432,  w  s,  24.11  s 
131st   St.   37.0x100,   0-sty   brk  tenement  and  store.     Simon  Sha- 
piro to  David  Chernoff.     %  right,  title  and  interest.     Mort  .$52,- 
(KHI.     Dec   19.     Dec  22,  1906.     7:1985 — 35.     A  $15,000— P  $25.- 
(.H)0.                                                                                 other  consid  and  100 
Amsterdam  av,  Nos  1.500  to  1518]  w    s,    extends    from    134th    st    to 
1.34th  st,   No  .501                            I     1.35th    st,    190.10x100,    five   0-sty 
135th  st.  No  .500                               ]     brk   tenements  and   stores.     Re- 
lease   and    cancellation    of    contract    recorded      Dec      13,      1005. 
Fleischmann  Realty  and  Construction  Co  to  Interborough  Build- 
ing Co.     Dec  21.     Dec  24,  1906.     7:1988—29,     A  $105,000 

$ .  nom 

Av  A.  w  s.  25.10  s  91st  st,  0,%x94.     Release  mort.     Jacob  Schlos 

ser    to   Moses   Selig.      Dec    15,      Dec   21.   1900.      5:1570.  nom 

Av  B,  No   1002  I   w  s.  25,11  n  82d  st.  25,5x98.  5-sty  brk  ten- 

East  End  av.  No  02|  ement  and  store.  Wilhelmina  Goeltz  to 
Eliz  K  Stederoth.  B  &  S.  All  liens.  Feb  13,  1902.  Dec  26, 
1900.     5:1579—24.     A  $7,000 — $17,500.  nom 

Av  B,  No  103.  e  s,  60.8  s  7th  st,  20.2x93,  4-sty  brk  tenement  and 
store.  Eli  Levy  et  al  to  Simon  EUinger.  Mort  $12,000.  Dec  20. 
Dec  27.  1900.     2:389—6.     A  $16,000— $18,000. 

other   consid   and  100 
Bowery,   Nos  2.54  and  250,  w  s,  210.11  n  Prince  st,  41.7x91x41.11 
x92.3.   two  3-sty   brk   tenements   and  stores.     Caroline  Bookman 
et    al    EXRS   Jacob    Bookman   to   Harcourt   Realty   Co.      Dec   20. 
Dec  27,  1900.     2:. 507— 37.     A  $34,000— $43,000.  10,000 

Bloomingdale  road,  all  right,  title  and  interest  to  strip  bounded 
s  by  n  s  120th  st,  n  by  s  s  12(Jth  st.  e  by  w  s  Broadway  and  w 
by  Claremont  av.  except  strip  described  in  deed  made  by  party 
1st  part  et  al  to  Alois  Gutwillig  and  recorded  Feb  9,  1904,  as 
follows:  Bounded  n  by  s  s  125th  st,  e  by  w  s  land  Alois  Gut- 
willig, w  by  c  1  said  old  road,  s  by  line  104.4  s  125th  st,  being 
east  V2  said  old  road,  abt  3-Lxl04,4;  also  except;  Bloomingdale 
road,  n  e  cor  125th  st,  runs  w  —  to  c  1  Bloomingdale  road  x  n 
—  to  w  s  Broadway  x  s  —  to  e  s  Bloomingdale  road  x  s  — -to 
beginning.  Margt  A  Robert  DEVISEE  Margt  C  Lawrence  to 
Jeanne  E  Birge,  of  Falls  Church.  Fairfax  Co.  Va.  All  title. 
B    &    S.      Aug   15,      Dec   21,    190<j.      7:1992   and    1993. 

other  consid  and  100 
Same    property.      Cathalena    C    Mercer    HEIR    Sophia    Mercer    to 
Harry    C    Birge,    of   Falls    Church.    Va.      All    title.      B   cSi;   S.      Aug 
15.     Dec   21.   1900.  other  consid  and  100 

Broadway]s    w  cor   144th   st,   9911x150,   vacant.      PARTITION.   Oct 
144th  si   I     25,   1900.     Chas   T  Terry  referee   to  Louisa  and  Daisy 
E  Booss,  of  Long  Branch,  N  J.     Nov  20.     Dec  21,  1900.     7:2099 
—33    to    30.      A    $54,000— $54,000.  104,700 

Broadway,  s  w  cor  137th  st.  99.11x125,  vacant.  P.\RTITION.  Oct 
25.  190(i.  Chas  T  Terry  referee  to  Louisa  and  Daisy  E  Booss. 
of  Long  Branch,  N  J.  Nov  20.  Dec  22.  1900.  7:2002 — 17  to 
.50.      A   .$07,000— $07,000.  111..500 

Broadwayin  e  cor  215th  st,  207.1  to  210th  st,  43.3  to  10th  av, 
loth  av  xl99.10x97.9,  vacant.  Release  claims,  &c,  as  to  Ele- 
215th  st  ]  vated  R  R,  &c,  Bridget  Livingston  et  al  INDIVID 
210th  st  1  and  as  EXRS  Bernard  Goodwin  to  the  City  of  New 
York.      Nov   :'.0.      Dec   24,   190<.).     8:2232—18.      A  $28,000— .$28,- 

000.  2,000 

Broadway.  No  480  |s   e   cor   Broome   st,   24xlOO.x25xl0O,   6-sty  brk 

Broome  st.  No  437  |  loft,  office  and  store  b'uilding.  Elihu  Root 
and  ano  EXRS.  &c.  Henry  H  Cook  to  Wm  W  Astor.  Nov  19. 
Dec    21,    1906.      2:473—14.      A    $140.(XM.»— $175,00t).  190.000 

Convent  av]n   e  cor   140th   st,   199.10  to   s  s   141st  st   x95.   vacant. 

140th  st     I     Surety   Realty   Co   to   Josephine   C   Gillies.      1-5   part. 

141st  st  I  Mort  $71,200.  Dec  13.  Dec  22,  1900.  7:2049—1. 
A  $85,000— .$85,000.  100 

Edgecombe  av,  s  w  cor  142d  at,  former  line,  runs  w  110.10  to  c  I 
Old  Kingsbridge  road  x  n  30  to  c  1  142d  st  x  e  107.2  to  av  x  s 
30.5  to  beginning,  vacant.  Mary  Agramonte  to  Frances  Men- 
delson.  Dec  IS.  Dec  22,  1900.  7:2051—22  and  23.  A  $5,000 
— ,$5,000.  other  consid   and   300 

Same  property.  Release  covenants.  &c.  Frances  Mendelson  to 
Mary  .^gramonte.      Dec  19.     Dec  22.   1000.     7:20.51.  nom 

Lexington  av.  No  655.  s  e  cor  .55th  st.  20x03.  4-sty  stone  front 
dwelling.  Mary  J  McDonald  to  S  Morgan  Barber.  Mort  $23. .500. 
Dee  21.     Dec  22,  1906.     5:1309—50.     A  $22,000— $27,000. 

other   consid   and   100 

Lexington  av.  No  319,  e  s,  42.8  n  .3Sth  st,  20x80,  3-sty  stone  front 
dwelling,      Herbert    W   Wootton    to   Florence   R   wife   of   Herbert 

W  Wootton.      Mort   $ ,     Dec  22.     Dec  24,   1900.     3:894—24. 

A   .$22,000-$26.0()0.  nom 

Madison  av,  Nos  1772  and  1774,  w  s,  60  n  110th  st,  40.11x110. 
two  5-sty  brk  tenements.  Julian  Benedict  to  Joseph  Mayer- 
son.  Mort  .$51,090.15.  Oct  8.  Dec  21.  1900.  6:lli22— 10  and 
17.-    A   .$28.000- .$44,000.  other   consid   and   100 

Madison   av.  No  229JS    e    cor    37th    st.    05.10x157    to    18-tt    alley. 

37th  St.   No  24  |    4-sty   stone   front   dwelling   and   2-sty   stone 

front  stable  on  st.  John  P  Morgan  to  John  P  Morgan  Jr.  B  &  S. 
Jan  11.  1900.  Dec  21.  1!I0(J.  3:800—58.  A  $435,0(X)— P  $500.- 
000.  other  consid  and  100 
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rark  av.  No  1801  |n    e    cor    124th    st.    25x90,    3-sty    frame 

124th  St,  Nos  101  to  105|  tenement  and  store  and  1-sty  brk 
extension.  Release  claims  as  to  Park  av  viaduct.  James  Eve- 
rard  to  N  Y  &  Harlem  R  R  Co  and  the  N  Y  C  &  H  R  R  Co. 
Dec    14.      Dec   21,   1906.      0:1773—1.   A   $18,0UO— $2(!,000. 

other   consid   and   100 

Park  av,  No   1980  |n  w  cor  1.33d  st,  24.10x80,  5-sty  brk  tene- 

lH3d  st,  Nos  65  and  67i  ment  and  store.  Release  claims,  &c,  as 
to  Park  av  viaduct.  Annie  Hirsh  to  N  Y  &  Harlem  R  R  Co  and 
the  N  Y  C  &  H  R  R  R  Co.  Dec  17.  Dec  21,  1906.  0:17.58 — 
33.     A  .$9,000— $10,000.  other  consid  and  100 

Same  property.  Release  mort  as  to  easement.  Addison  Brown 
BXR  and  TRUSTEE  Chas  H  Noyes  to  same.  Deo  14.  Dec  21, 
1900.     6:1758.  '  nom 

Park  av,  No  1726,  w  s,  75.6  n  120th  st,  25.5x100,  4-sty  brk  tene- 
ment and  store.  Moritz  Cassirer  to  Mary  Kelly.  Mort  |13,000. 
Dec  21.-     Dec  22,  1900.     0:1747—17.     A  .$7,000— $13,500. 

other   consid   and   100 

Park  av.  No  1712,  w  s,  24.11  s  120th  st,  runs  w  .30  x  s  0.2%  x  w 
59.11  X  s  25.2  X  e  89.11  to  av,  x  n  25.5,  5-sty  brk  tenement 
and  store.  Yetta  Sloves  to  Jennie  Goldstein.  Mort  $22,000. 
Dec  24.     Dec  26,  1900.     0:1746—39.     A  $7.000— $20,000.  nom 

St  Nicholas  av.  No  101        In  w  cor  llSth  st,  32.3x102.3x27.0x119.2. 

llSth  St.  Nos  201  to  265]  5-sty  brk  tenement  and  store.  Henry 
Goldwater  to  Jacob  Rieper.  Mort  $40,000.  Dec  19.  Dec  22, 
1906.     7:1924—13.     A  $25.000— .$47,000.  other  consid  and  100 

West  End  av.  No  311,  w  s,  82.2  s  75th  st,  20x100,  I 

West  End  av,  w  s,  adj  above  on  north.  I 

Party  wall  agreement.  Wm  E  D  Stokes  with  Caroline  C  Leay- 
cratt.   Dec  24,      Dec  27,   1900.     4:1184.  nom 

West  End  av.  No  700,  n  e  cor  94th  st,  42.2x100x40.4x100,  5-sty 
brk  tenement.  David  M  Samuels  to  James  H  McHeffey.  Mort 
$72,000.  Dec  20.  Dec  21,  1900.  4:1242—1.  A  $35,000— $75,- 
000.  other   consid   and    100 

West  End  av,  No  700,  n  e  cor  94th  st,  42.2x100x40.4x100,  5-&ty 
brk  tenement.  James  H  McHeffey  to  John  Palmer.  Mort  $72,- 
000.      Dec  20.     Dec  21,   1900.     4:1242—1.     A  .$35,000— $75,000. 

other  consid   and  100 

West  End  av.  No  279|   s    w    cor    73d    st,    24.4x95,    4-sty    and    base- 

73d  st.  No  300  I     ment    stone    front    dwelling.       CONTRACT. 

Henry  A  Vail  by  Henry  S  Brooks,  Jr,  atty,  with  Wm  H  Moffitt. 
Mort  $60,000.  Dec  21.  Dec  24,  1906.  4:1184—19.  A  $38,000 
—$00,000.  86,000 

1st  av,  Nos  2299  and  2301,  w  s,  50.10  n  118th  st,  50x100,  6-sty 
brk  tenement  and  store.  Harris  Mandelbaum  et  al  to  Saul 
Wallenstein.  B  &  S  and  C  a  G  and  confirmation  deed.  Dec  20. 
Dec  27,   1906.     6:1795—26.     A  $15,.50O— P  .$20,(KI0. 

other  consid  and  100 

1st  av.  No  1367,  w  s,  77.2  n  73d  st,  25x100,  4-sty  brk  tenement 
and  store.  Henry  A  Lee  to  James  S  Driscoll,  of  Jersey  City,  N  J. 
Mort  $12,000.  Nov  12.  Dec  27,  1906.  5:1448—20.  A  $12,.50O 
— $18,.500.  exch 

1st  av.  No  1367,  w  s,  77.2  p  73d  st,  25x100,  4-sty  brk  tenement 
and  store.  James  S  Driscoll  to  John  Harrison,  of  Brooklyn. 
Mort  $12,000.  Nov  19.  Dec  27,  ItHX!.  5:1448—20.  A  $12,500 
— $18,.50O.  exch 

1st  av.  No  24,  e  s,  44  s  2d  st,  runs  s  23  x  e'lOO  x  n  17  x  again  n 
6.1  X  w  99.1  to  beginning,  3-sty  brk  tenement.  Alex  P  Kaplan 
to  Kassel  Kaplan.  All  liens.  Dec  24.  Dec  26,  1906.  2:429—8. 
A  $15,000— $17,000.  other  consid  and  100 

1st  av.   No   100  I  n   e    cor   6th   st,    16.(ix70,   4-sty   brk   tene- 

6th  st,  Nos  401  and  403]     ment  and  store.     CONTRACT.     Magdalena 
Erzer   with   Solomon   Reiner.      Mort   $20, .500.      Nov  20.     Dec   26, 
1906.     2:434—1.     A  $12,000— $20,000.  31,500 

1st  av,  Nos  1921  and  1923,  n  w  cor  90th  st,  40.11x100,  6-sty  brk 
tenement  and  store.  Isaac  Kleinfeld  et  al  to  Frank  Steyskal  and 
Joseph  Pokstefl.  Mort  .$40,0(10.  Dec  26.  Dec  27,  1900.  (i;1671 
— 23.     A  $17,000— P  $20,000.  other  consid  and  100 

1st  av.  No  1220  Is   e   cor  6(ith   st,   25x100,   (i-sty   brk   tene- 

66th  st,  Nos  400  and  402|  ment  and  store.  Delphine  I  Schwartz  to 
Alfred  Lewis.  Mort  .$37. .500.  Nov  20.  Dec  21,  1906.  5:1460 
— 47.      A   $15.000 — .f38,0(X).  .  nom 

2d  av.  No  980,  e  s,  25.5  s  52d  st.  25x100,  4-sty  brk  tenement 
and  store.  Marie  Bock  to  Andrew  Kopke.  %  part.  B  &  S. 
Nov  13.     Dec  26,  1906.     5:1344^50.     A  $14,(Xl0— $18,000. 

other  consid  and  100 

3d  av,  No  3.38.  Consent  of  mortgagee  to  release  of  easements,  &c. 
Haaren  &.  Meinken  to  Manhattan  Railway  Co,  the  Interborough 
Rapid  Transit  Co  and  the  N  Y  Elevated  R  R  Co.  June  30.  Dec 
27,    1906.      3:880.  nom 

Same  property.  Similar  release  by  mortgagee  Miriam  Glass  to 
same.     July  10.     Dec  27.  1900.     3:880.  nom 

Same  property.  Similar  release  by  mortgagee.  U  S  Savings  Bank 
to  same.     July  5.    Dec  27,  1906.     3:880.  nom 

Same  property.  Similar  release  by  mortgagee  of  two  morts. 
Charles  Doru  and  ano  to  same.     July  23.     Dec  27,  1006.     3:880. 

nom 

3d  av.  No  .330.  Consent  of  mortgagee  to  release  of  easement,  &c. 
Title  Guarantee  and  Trust  Co  to  Manhattan  Railway  Co,  the  In- 
terborough Repid  Transit  Co  and  the  N  Y  Elevated  R  R  Co.  July 
(i.      Dec   27,    1906.      3:880.  nom 

3d  av,  Nos  327  to  331,  e  s,  73.11  n  24th  st.  49.3x97.7x4S.7.\97.7, 
three  3-sty  brk  tenements  and  stores  and  2-sty  brk  rear  bldg. 
Chauncey  B  Maxwell  and  ano  by  Sarah  J  Maxwell  to  Morris  E 
Gossett.  B  &  S.  Dec  27,  1900.  3:90.5—59.  A  .$38.000— $42.- 
000.  51,000 

Same  property.  Morris  E  Gossett  to  Marks  and  Jacob  Rosenberg 
and  Harry  Sandler.  B  &  S.  Mort  .$35,000.  Dec  27,  1906.  3:- 
905.  other   consid   and    100 

3d  av,  Nos  336  and  338 1  s  w  cor  25th  st,  42x61.10x42x62,  5-sty  brk 

25th  st.   No  163  I     hotel.     Release  claims,  &c.  as  to  3d  track 

.on  Elevated  R  R.  Charles  Braaf  to  Interborough  Rapid  Transit 
Co,  the  N  Y  Elevated  R  R  Co  and  the  Manhattan  Railway  Co. 
June   19.      Dec  27,   190<I     3:880.  1,0.50 

Same  property.  Consent  of  mortgagee  of  two  morts  to  above  re- 
lease. Beadleston  &  Woerz  to  same.  June  2i>.  1906  Dec  27 
1906.     3:880.  nom 

3d  av.  No  1791,  e  s,  100.11  s  100th  st,  25.2x105,  5-sty  brk  tene- 
ment and  store.  Fannie  Wolchok  to  Israel  Wolchok.  All  liens. 
April  20.     Dec  24,   1906.     6:lt!49— 4.     A  $13.500— $25,000.       nom 

5th  av.  No  ,801,  e  s,  29.9  n  01st  st,  22.10x98,  5-stv  stone  front 
dwelling.  Helen  C  Bostwick  to  Albert  C  Bostwick  of  Mama- 
roneek.  N  Y.  %  part.  All  title.  Dec  21.  Dec  22,  1906  5-1376 
—2.     A  $160,000- $185,000.  gift 

5th  av,  No.  324,  w  s.  65.10  n  32d  st,  15.11x100,  5-sty  brk  building 
and  store.  Samuel  Kurzman  to  Michael  Kurzman.  Mort  $175,- 
0<M).      Dec  .20      Dec   21,   1906.     3:834—43.      A  $145,0(X)— $155.- 

other   consid   and   1,000 


$8.0tHK 
Same  property, 
and   C   a   G. 
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0th  av,  Nos  826  to  880  Is  e  cor  47th  st,  70x22,  4-sty  brk  tenement 

47th  st.   No  80    ■  I    and    store.      PARTITION.      Nov    19.    1906. 

Morris  J  Hirsch  referee  to  Thos  J  Goodwin.  Dec  21,  1906.  5:1262 
— 75.      A   .$55,000— $60,000.  Ol.fMX) 

0th  av.  No  399,  w  s,  74  n  24th  st  ,20..5xlO0,  4-sty  brk  building  and 
store.  PARTITION.  Nov-  19,  1900.  Morris  J  Hirsch  referee 
to  Henry  Hesse.     Dec  21,  1906.     3:800 — 41.     A  $54,000— .$00,000. 

90,750 

6th  av.  No'  783,  w  s,  75.0  n  44th  st,  25x100. 

0th  av.  No  785,  w  s,  75.5  s  45th  st,  25x100. 
two  4-sty  brk  tenements  and  stores. 
Morrison  Rogers  and  ano  INDIVID  and  EXRS  Samuel  F  Burns 
to  Susie  E  Fitchett,  Emily  E  Burns  and  Annie  E  de  Camp.  Dec 
20.     Dec   24,   1006.     4:997—32   and  33.     A.  $90,000— $120,000. 

nom 

7th  av.  Nos  2.509  and  2511,  e  s,  79.10  n  145th  st,  40x100,  0-sty 
brk  tenement  and  store.  Fleischmann  Realty  and  Construction 
Co  to  Isidor  Isaac.  Mort  $40,000.  Dec  12.  Dec  24,  1900.  7:- 
2014 — L     A  $9.000 — •$ .  other  consid  and  100 

8th  av,  Nos  029  and  631,  w  s,  49.5  s  41st  st,  49.4x100,  two  4-sty 
brk  and  stone  buildings  and  stores.  Jacob  H  Schiff  et  al  HEIRS, 
EXRS.   &c,   Solomon   Loeb  to  Jacob  H  Schiff.     %  part.     Oct  19, 

1905.  Dec  24,  1906.  4:1031—33  and  34.  A  $81,000— $100,- 
000.  100 

Same  property.  Jacob  H  Schiff  et  al  HEIRS,  EXRS,  &c,  Solomon 
Loeb  to  Morris  Loeb,  Isaac  N  Seligman  and  Felix  M  Warburg.  V2 
part.     Oct  20,  1905.     Dec  24,  1906.     4:1031.  100 

Same  property.  John  W  Fink  et  al  to  Jacob  H  Schiff,  Morris 
Loeb,  Isaac  N  Seligman  and  Felix  M  Warburg,  joint  tenants.  B 
&   S.     Nov  24,   1906.     Dec  24,   1900.     4:1031.  nom 

Same  properly.  Morris  Loeb  et  al  to  Edward  Hart  Realty  Co. 
Nov  10,  1900.     Dec  24,   1900.     4:1031.'  nom 

8th   av.   No  90.5,   owned   by   party   1st  part. 

.Sth  av.  No  907,  owned  by  party  2d  part. 

54th  st,  Nos  300  and  .302,  owned  by  party  2d  part. 

Encroachment  and  boundary  agreement.  John  H  Ireland  with 
Joseph  W  Hennessy.     Doc  13.     Dec  27,  1900.     4:1044.  

Oth  av,  n  e  cor  200lh  st,  24.11x100,  vacant.  Andrew  J  Larkin  to 
Jacob  Rosborg,  of  Brooklyn.  Q  C  and  correction  deed.  Dec 
19.     Dec  22,   1900.     8:2187—1.     A  $5,000— $5,000.  nom 

12th  av|w  s,   at  n  s  13Sth  st.  if  extended,  runs  w  300  x  n  199.10 

138th  stl     to   s   s    139th   st,    if   extended,   x   e  30O  to   12th   av   x   s 

1.39th  st|  199.10  to  beginning,  with  all  title  to  12th  av,  bet  above 
and  the  w  line  of  right  of  way  ofNYC&HRRR  and  to  land 
under  water,  &c.  Title  Guarantee  &  Trust  Co  as  TRUSTEE 
Annie  D  Coffey  to  The  Guaranty  Trust  Co  of  N  Y.  Vt  part.  B  & 
S  and  C  a  G.     Dec  21.     Dec  22,  1906.     7:2101—13.     A  $8,000— 

other   consid   and   1,000 
Mary  E  Sammis  and  ano  to  same.  %  part.     B  &  S 
Dec   20.      Dec   22,   1906.   7:2101. 

other   consid   and    1,000 

Same  property.  Title  Guarantee  &  Trust  Co  as  TRUSTEE  Chas 
S  Develin  to  same.  '/4  part.  B  &  S  and  C  a  G.  Dec  21.  Dec 
22,   1900.     7:2101.  other  consid  and   1.(X10 

12th  av.  w  s,  extends  from  47th  to  48th  st,  200.10x100  to  bulkhead. 
Permission  to  erect  coal  handling  plant.  The  City  of  New  York 
(Dept  of  Docks)  with  D  Grieme  Coal  Co  and  estate  of  Bradish 
Johnson.  Nov  3,  1902.  Dec  22,  1900.  4:1108—8.  A  $75,000 
—$85,000.  ■ 

Bulkhead,  bet  36th  and  37th  sts,  East  River.  Permission  to  con- 
struct coal  pocket.  E  Ellery  Anderson  et  al  with  the  City  of 
New  York  by  the  Board  of  Docks.  Nov  1,  1901.  Dec  22,  1900. 
3:96,S.  . 

Bulkhead,  North  River,  between  48th  and  49th  sts.  Permission  to 
erect  a  steel  shed.  The  City  of  New  York  (Dept  of  Docks)  with 
N   Y   City   Milling  Co.      Oct   18,   1902.      Dec  22,   1906.     5:1360. 

East  River,  between  n  s  39th  st,  and  s  s  40th  st.  Permission  to 
construct  and  maintain  bulkhead.  The  City  of  New  York  (Dept 
of  Docks)  with  N  Y  Edison  Co.  May  5,  1905.  Dec  22,  190(5. 
3:971.     -  

East  River.  225  w  Jackson  st,  runs  e  SO  and  extending  out  shore  60 
ft.  Permission  to  erect  bulkhead  platform.  The  John  Simmons 
Co  with  the  City  of  New  York  by  Board  of  Docks.  June  5,  1901. 
Dec  22,  190(!.     1:242.  ■ 

Old  Crib  bulkhead.  North  River,  between  oSth  and  39th  sts.  Per- 
mission to  erect  a  shed.  The  City  of  New  York  (Dept  of  Docks) 
with  Swift  &  Co  and  Penn  R  R  Co.  Feb  25,  1903.  Dec  22,  1906. 
3:870. 

Old  Pier  S2  or  James  slip  Pier,   East  River. 

Old  Pier  33  or  Oliver  st  Pier,  East  River, 
wilh  wharfage  and  bulkhead  rights,  &c. 
Order  appointing  Thos  C  Dunham,  Ferral  C  Diminey  and  Geo  C 
Clark  as  commissioners  of  estimate  in  matter  of  application  of 
the  City  of  N  Y  by  Commissioner  of  Docks  relative  to  acquir- 
ing right  and  title  and  possession  for  improvement  of  the  wa- 
ter front.  &e.     Dec  18.     Dec  27,  19O0.     1:240  and  73.  

Parcel  No  27*4  on  damage  map  to  open  ],S2d  st  from  Amsterdam  av 
to    Kingsbridge    road.     Release    curtesy,    &c.     Samuel    Cragin    to 
Florence  A,  Jane   H  and  Eliz  S  Cragin.     Oct  14,  1898.     Dec  21, 

1906.  8:21.5.5.  nom 
Parcel  No  2  on  damage  map  to  acquire  title  to  lands  on  n  s  41st 

st  and  s  s  42d  st,  bet  2d  and  .3d  avs  for  school  purposes.  Re- 
lease mort.  Mary  Dymock  to  the  City  of  New  York.  July  5. 
Dec  21,   19(K5.     5:131.5.  nom 

Parcel  No  2  on  damage  map  to  acquire  land  for  school  on  n  s  41st 
st  and  s  s  42d  st,  bet  2d  and  .3d  avs.  Release  mort.  Leo  Stirn 
et  al  to  the  City  of  New  York.     July  12.     Dec  21,  1906.     5:1315. 

io,(m:io 

Pier  46  near  foot  Van  Brunt  st,  E  R,  Brooklyn.  Permission  to 
erect  shed.  The  City  of  Nev/  York  (Dept  of  Docks)  with  N  Y 
Dock  Co.  Oct  4,  1902.  Dec  22,  1906.  2:611  and  012,  Brook- 
lyn.   

Pier  37,  Atlantic  Basin,  Brooklyn,  Permission  to  erect  a  steel 
shed.  The  City  of  New  York  (Dept  of  Docks)  with  N  Y  Dock 
Co._    Feb  19.  1902.     Doc  22.  1906.     2:515.  

Pier  32  near  foot  of  DeGraw  st  of  Brooklyn..  Permission  to  erect 
shed.  The  City  of  New  York  (Dept  of  Docks)  with  N  Y  Dock 
Co.     Oct  4,   1902.     Dec  22,  1906.     2:317.  Brooklyn.  

Pier  5,  East  River,  Brooklyn.  Permission  to  erect  shed.  The 
City  of  New  York  (Dock  Dept)  with  New  York  Dock  Co.  Oct 
4,   1902.     Dec  22,   1906.     1:199,  Brooklyn.  - 

MISCELLANEOUS. 

Appointment  of  trustee  in  estate  Henry  Elderd.  Margaret  El- 
derd  to  Lewis  M  Isaacs  as  TRUSTEE  of  Pelham,  N  Y.  Dec  24, 
1906.  nom 
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Bronx    December  29,  1906 


BOROUGH    OF    THE   BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 
new  Annexed  District   (Act  of  1805). 

*Birch  St,  w  s,  25  n  Chester  av,  75x100. 

Cedar  st,   e   s,   033. G  n  Boston  road,   75x90,   Seneca  Parlj. 
Aaron   Reder  to   Joseph  Leitner   and  Charles   Kreymborg.     Mort 
$10,000.     Dec   24,   1006.  other  consid   and  100 

*Birch  St,  w  s,  25  n  Chester  av,  75x100.  I 

Cedar  st,  e  s.  G.33.6  n  Boston  road,  75x00.  Seneca  Park.  | 

Emma  L  Shirmer  to  Aaron  Reder.     Dec  20.     Dec  21,   lOOG.       nom 

♦Catherine  st,  s  e  s.  being  s  w  %  of  lot  240,  map  Washington- 
ville,  25x100.  Release  Mort.  North  side  Bank  of  Brooklyn  to 
the  City  of  New  York.     Aug  20.     Dec  21,  1000.  nom 

♦Catharine  st,  s  w  cor  230th  st,  150x100. 

Catharine  st,  w  s,  250  s  230th  st,  150x100. 

Marian  st,  w  s,  172  s  239th  st,  137x145.3. 

Marian  st,  w  s,  abt  346  s  2.30th  st,  81. 7x — x — x — ;  also  gores  B 
and   C    map   South   Washingtonville. 

CONTRACT.     Magdalena  Herrmann  with  Wm  W  Penfield, 
vided  interest.     All  liens.     Oct  19.     Dec  24,  1006. 

♦Same     property.       CONTR.VCT.       Henry     Herrmann    with 
Oct  10.     Dec  24,  1906. 

♦Cedar  st,  w  s,  100  s  Chester  ixv,  125x100. 

Birch  st,  w  s,  25  n  Chester  av,  75x100. 

Chester  av,  n  e  cor  Cedar  st.  if  extended.  75x90. 
Release   mort.      George   A   Meyer   TRUSTEE  John  J   Palmer   to 
Emma   L   Shirmer.      Dec   20.      Dec   21,    1006.  nom 

♦Dean  st,  s  w  cor  Barkley  av,  25x100.  Emil  N  Sorgenfrei  to 
Charles     Ringelstein.       Mort     $900.      Dec     19.      Dec     21,     1906. 

other  consid  and  100 

Elsmere  pi,  n  s,  112.4  e  Prospect  av,  25x100,  vacant.  Marcus 
Nathan  to  Victoria  D'Andrea.  Mort  $1,000.  Dec  24,  lOOG.  11:- 
2956.  other   consid   and   100 

Fox  st,  No  564.  s  s,  318.11  e  Prospect  av,  40x100,  5-sty  brk  ten- 
ement. Joseph  Leitner  et  al  to  Aaron  Reder.  Mort  $28,000. 
Dec  24,  1906.     10:2683.  nom 

♦Garfield  st,  e  s,  100  n  Columbus  av,  25x100.  Charles  Schaefer  to 
First  Van  Nest  Hebrew  Congregation.  Mort  $1,400.  Dec  26, 
1906.  nom 

♦Hancock  st,  w  s,  105.9  s  Morris  Park  av,  45x100.  I 


undi- 

2,666 
same. 

2,666 


Morris  Park  av,  s  w  cor  Hancock  st, 
ago  to  Maria  wife  of  Felix  Ferago. 


25x — x25xl05.6.     Felix  Fer- 


Nov  24.     Dec  24.  190G. 

other  consid  and   lOO 

♦Halsey  pi,  s  e  cor  Green  av.  100x100.  Ashbel  G  Vermilye  to 
Thos  E  Vermilye.     Dec  20.     Dec  21,  1006.  nom 

♦Kinnear  pi,  e  s,  210  s  Halsey  pi,  —  x  — ,  and  being  lots  08  to 
102.  Map  Cebrie  Park.  Samuel  W  Baldwin  to  Jennie  McDer- 
mott.  Mort  $180.  Aug  24,  1003.  (Re-recorded  from  Aug  25, 
1SR)3).     Dec  21,   1006.  nom 

♦Madison  st,  w  s,  125  s  Cojumbus  av,  25x100.  Release  mort. 
George  Hauser  to  Victoria  D'Andrea.  Dec  22,  1900.  Dec  24, 
1906.  500 

♦Matthews  st.  w  s,  20  Os  Morris  st,  50x100.  Adee  Park  Realty 
Co   to   Bliz   A   Riedinger.      Dec   18.      Dec   21,    1006. 

other    consid    and    1(X) 

Same  property.  Eliz  A  Riedinger  to  Joseph  Richke.  Mort  $000. 
Dec   19.     Dec  24,   1906.  nom 

♦Madison  st,  w  s,  125  s  Columbus  av,  25x100.  Victoria  D'Andrea 
to   Marcus   Nathan.      Mort  $3,000.      Dec  22.     Dec   24.   19m. 

other  consid  and  100 

Parkside  pi,  w  s,  154.11  n  207th  st,  50-x90,  vacant.  Fannie  Can- 
non to  Wm  L  Morgan.    Dec  26,  1906..  12:3355. 

other    consid    and    100 

♦Roselle  st,  w  s,  31.8  s  Poplar  st,  50x122.3x55.10x97.5.  Henry  C 
Gantert  to  Norma  Duryea.     C  a  G.     May  1.  1905.     Dec  24,  1906. 

100 

♦Roland  st.  parcels  Nos  116  and  llGa  on  damage  map  to  open 
Westchester  av,  from  Bronx  River,  to  Main  st.  Mary  MacNichoI 
to  the  City  of  New  York.     Sept  12.     Dec  21.  1906.  nom 

♦Roland  st,  late  Westchester  av,  — ^  n  s,  being  parcel  No  116  on 
damage  map  to  open  Westchester  av,  from  Bronx  River  to  Main 
St.  Release  mort.  Mary  MacNiehol  to  the  City  of  New  York. 
Aug  18.     Dec  21,  1006.  nom 

♦Roland  st,  parcel  No  116  on  damage  map  to  open  Westchester 
av,  from  Bronx  River  to  Main  st.  Release  dower.  Margaret 
MacNichoI  widow  to  the  City  of  New  York.  Aug  23.  Dec  21, 
1906.  nom 

♦Shell  st,  s  s,  250  w  6th  av,  50x100,  Laconia  Park.  Lou^  Meyn 
to  Katharine  Meyn.     B  &  S.     Dec  27,  1906. 

other   consid    and    100 

♦Walnut  st,  w  s,  200  n  Syracuse  av,  ICWxlOO,  East  and  West- 
chester. Walter  W  Taylor  to  The  City  and  County  Contract  Co. 
May  29.     Dec  22,   1906.  3,200 

♦7th  st,  s  s,  105  w  Av  C.  100x108,  Unionport.  Marcus  Nathan  to 
Jacob  Cohen.     Mort  $2,500.     Dec  24,  1906.       other  consid  and  100 

♦9th  st,  s  s,  205  e  Av  D,  50x108.  Unionport.  Minnie  K  wife  of 
Fred  C  Van  Kirk  to  Philip  Kaufman.  Mort  $1,000.  Dec  2(). 
Dec  27,  190(!.  other  consid  and  100 

♦13th  sti   s   s,   305   w   Av   E,   2(X)x216  to  n  s   12th  st,   Unionport. 

r_'th  st  I  Peter  Handibode,  Jr,  to  David  C  Goldenberg.  Mort 
$7,000.     Dec  20.     Dec  21,   1006.  nom 

♦13th  st,  s  s,  205  w  Av  E,  100x108,  Unionport.  Peter  Handibode 
Jr  to  David  C  Goldenberg.     Mort  $2,3(X).     Dec  20.     Dec  21,  1906. 

nom 

♦14th  st,  s  s,  255  w  Av  D,  50x216  to  13th  st,  Unionport.  Harry 
J  Hunt  et  al  children  and  HEIRS  Nellie  Hunt  to  SamI  Monks. 
1-8  part.     All  title.     All  liens.     Dec  22.     Dec  24,   1906. 

other  consid  and  100 

135th  St.  No  537,  n  s,  225  e  Lincoln  av,  25x100,  4-sty  brk  tene- 
ment. Simon  Schwartzberg  to  Sam  Gordon.  Mort  $10,375.  Mar 
2,  1905.     (Re-recorded  from  Mar  2,  1905.     Dec  21,  1906.     9:2311. 

other  consid  and  100 

138th  stls  s,  118.2  e  Cypress  av,  runs  s  —  x  w  —  x  s  1(X)  to  n  s 

137th  st|  137th  st  x  e  100  x  n  200  to  138th  st  x  w  90.10  to  be- 
ginning,  vacant. 

138th  st,  s  s,  218  e  Cypress  av,  runs  s  200  to  n  s  137th  st  x  w 
100  X  n  100  X  e  0.1  x  n  100  to  138th  st  x  e  00.10  to  beginning, 
vacant. 

David    L    Weil    to    Samuel    and   Harry    Strasbourger.      1-3    part! 
Mort  $40,000.     Dec  24.     Dec  26,  1006.     10:2566.  nom 

139th  st,  Nos  556  to  562,  s  s,  75  w  Alexander  av,  75x100,  four  4- 
sty  brk  tenements.  John  Demarest  Jr  to  Chester  A  Luff,  New- 
ark, N  J.  Va  part.  All  title.  Mort  $500.  Dec  22.  Dec  24, 
10O6.      9:2314.  nom 

140th  st.  No  515,  n  s,  170.3  e  Morris  av,  24.9x80,  S-sty  brk  build- 
ing and  store.  Release  dower.  Filomena  B  Mannello  to  Madda 
lena  Tacinelli.     Dec  18.     Det;  26.  1906.     9:2331.  nom 


152d  st.  No  483,  n  s,  100  w  Morris  av,  25x100,  2-sty  frame  dwell'g. 
Louis  Donatell  to  Michael  Martucci,  %  part,  all  title.  Dec  19. 
Dec  21,  1006.     9:2442.  nom 

162d  st.  No  1(.120,  s  s,  211.7  e  Prospect  av,  old  line,  runs  s  —  x  s  e 
—  X  n  111.0  to  st  x  w  5  to  beginning. 

162d  st,  s  s,  210.7  e  Prospect  av,  old  line,  runs  s  111.9  x  s  e  20.10 
X  e  —  X  n  — -  to  st  X  w  25  to  beginning,  2-sty  frame  dwelling. 
Ellen  H  French  to  Grace  M  French.  Mort  $4,500.  Oct  20. 
Dec  24,  1906.     10:2690.  nom 

lG3d  st.  No  967,  n  s,  36.11  e  Tinton  av,  21x52.3x21x51.1,  3-sty 
frame  dwelling.  Nathan  Goldstein  to  Mary  Machson.  All  liens. 
Dec  26.     Dec  27,  1006.     10:2669.  nom 

lll5th  St.  Nos  712  and  714  East,  all  strips  owned  by  party  1st  part 
in  rear  of  above  or  adj.  Charles  Zimmermann  Jr  to  Marie 
Zimmermann.      All   title.      Q   C.      Dec   19.      Dec  24,   1906.  nom 

169th  st.  No  315,  n  s,  58.4  w  Findlay  av,  10.8x80,  2-sty  frame 
dwelling.  Thornton  Brothers  Co  to  Emma  A  Streck.  Mort 
$3,300.     Dec  -24.     Dec  27,  1006.     11:2783.         other  consid  and  100 

176th  st,  n  s,  1'24.10  e  Arthur  av,  100.4x199x100x190.5,  vacant. 
PARTITION  (Oct  10.  1906).  Wm  P  Hamilton,  Jr,  ref  to  Ben- 
jamin D  Jenkins.     Dec  20.     Dec  24,  1906.     11:2946  and  2947. 

13  400 

lS2d  st.  No  686,  on  map  No  718  (Fletcher  st),  s  s,  125  w  Wash- 
ington av,  20x100,  3-sty  frame  tenement.  Susan  C  Steers  to  Albert 
Marshall.     Mort  $6,500.     Dec  21,   1906.     16:3037. 

other  consid   and   100 

182d  st.  No  6S6,  s  s,  125  w  Washington  av,  owned  by  partyl 
second  part  1 

lS2d  st,  s  s.  adjoining  above  on  west,  owned  by  party  first  part.( 
Encroachment  agreement.  James  T  Barrow  et  al  with  Susan  C 
Steers.     Dec  19.     11:3037.  300 

lS3d  st  on  map  184th  st,  n  s,  plot  22  map  No  965  of  lands  Alfred 
J  Taylor  and  Wm  D  Peck  et  al,  'runs  n  150.2  x  w  46  x  s  80  x  w 
10  X  s  50.7  to  st,  x  e  59.5. 

Andrews  av  I  s  e  cor  lS3d  st  (on  map  184th  st),  200  to  w  s  Aque- 

183d  st  I    duct  av,  x87.8    four  2-sty  frame  dwellings. 

Aqueduct  av| 

Andrews  av,  w  s,  100  s  183d  st  (on  map  lS4th  st),  50x100,  2- 
sty  frame   dwelling. 

Aqueduct  avl  n  w  cor  183d  st  (on  map  lS4th  st),  runs  w  89.11  x 

Andrews  av  |  n  50  x  w  100  to  e  s  Andrews  av,  and  n  100.10  x  e 
100  X  n  50  X  e  09.11  to  Aqueduct  av,  x  s  200.10  to  beginning, 
six  2-sty  frame  dwellings. 

.\queduct  av,  n  e  cor  ISod  st  (on  map  184th  st),  runs  n  75.10  x  e 
100  to  w  s  McCombs  Dam  road,  x  s  75.10  to  n  s  lS3d  st,  x  w  100 
to  beginning,  with  all  title  to  said  road,  two  2-sty  frame  dwell- 
ings. 

Mary  T  Clapp  et  al  to  Wm  D  Peck.    2-3  parts.    Mort  $77,180.21. 
Dec  17.     Dec  24,   1006.     11:3225—3218,  3224,  3217  and  3212. 

nom 

184th  st.  No  943      |  n  w  cor  Hoffman  st,  23.9x108.8x20.3x121.2. 

Hoffman  st.  No  2323|  3-sty  frame  tenement  and  store  and  2-sty 
frame  building.  James  J  O'Meara  et  al  to  John  S  O'Meara.  Un- 
divided interest.     Dec  20.     Dec  21.   1906.     11:3054. 

other  consid  and  100 

187th  St.  n  s.  100  w  Tiebout  av,  25x101.11,  2-sty  frame  dwelling. 
Henry  S  Germond  et  al  to  Marie  J  E  Collins.  Q  C.  Dec  22.  Deo 
27,  1006.     11:3147.  nom 

191st  st  (College  st),  n  s,  450  e  from  w  s  College  av,  25x157.3. 
being  east  %  lot  205  map  Union  Hill,  Powell  farm,  probable 
error.  Joseph  Sanford  et  al  to  Fred  Goldmann.  Q  C  and  con- 
firmation  deed.      Dec   15.      Dec   27,   1906.      12:3273.  nom 

101st  st,  n  s.  450  e  from  w  s  College  av,  runs  n  157.4  x  w  25  x  s 
157.4  to  st  X  e  25  to  beginning.  Fred  Goldmann  to  Angelo  Bot- 
ticelli and  Giambatissto  Muro.  Mort  $3,000.  Dec  26.  Dec  27, 
1906.     12:3273.  other  consid  and  100 

191st  st,  n  s,  4.50  e  College  av,  runs  n  157.4  x  w  25  x  s  157.4  to 
st  X  e  25  to  beginning,  probable  error.  Minna  Knoch  to  Fred 
Goldmann.     Q  C.     Nov  14.     Dec  27,  1906.     12:3-273.  nom 

197th  st.  No  674,  s  s,  215  e  Bainbridge  av  (2d  av),  35x116,  2-sty 
brk  dwelling.  Michael  J  Gilleran  to  Thomas  Gilleran.  All  liens. 
Dec  22.     Dec  26,  1006.     12:3288.  nom 

107th  st.  No  674,  s  s,  215  e  Bainbridge  av  (2d  av),  35x116,  2-sty  brk 
dwelling.      Thomas    Gilleran    to    Elizabeth    Gilleran.      All    liens. 
Dec  24.     Dec  26.  1906.     12:3288.  nom 

*213th  St.  s  s,  81.6  w  4th  av.  25x145.  Frank  P  Lore  et  al  to 
A  Shatzkin  &  Sons.     C  a  G.     Oct  4.     Dec  26,  1906.  nom 

♦213th  St.  late  1st  st,  n  e  cor  2d  av,  late  1st  av,  50x105,  being  s 
V4  lot  38  map  No  1,  of  Olinville.  Clemeuce  S  Penfield  to  Henry 
Lipps,  Jr.     Dec  26.     Dec  27,  1906.  other  consid  and  100 

♦210th  st,  n  s,  438  e  4th  av,  66  2-3x114.  Wakefield.  Chas  B  God- 
frey to  Sarah  A  Ranch,  of  Bronxdale,  N  Y.  Dec  22.  Dec  24, 
1006.  100 

♦223d  st,  s  s,  155  s  e  White  Plains  road,  25x100.  Nicola  Di 
Filippo  et  al  to  Domenico  A  Agneta,  18-73  parts,  and  Domenico 
Di  Filippo.  12-73  parts,  and  Francesco  Verra,  26-73  parts. 
Mort  $6,.")00.     Dec  10.     Dec  24,  1006.  other  consid  and  100 

*224th  St.  n  s,  abt  SO  w  White  Plains  road,  100x114,  Wakefield. 
Hale  J  Berlinsky  to  Isaac  Arenson.  %  part.  Q  C.  Mort  $3,5(30. 
May  25.     Dec  27.  1006.  other  consid  and  100 

♦233d  st  (10th  av),  s  s.  280  w  White  Plains  road,  50.3x114.6,  ex- 
cept part  for  st,  Wakefield.  Irving  Realty  Co  to  Wm  A  Boyd. 
Mort  $1,200.     Dec  26.     Dec  27,  1906.  other  consid  and  100 

Aqueduct  av  East,  e  s.  60.7  s  lS4th  st,  20.4x53.1x20.1x40.10.  2-sty 
frame  dwelling.  Release  2  morts.  Henry  Sillcocks  to  Herbert 
Aldhous.     Dec  24,   1906.     11:3209  and  3212.  nom 

♦Av  E,  n  w  cor  11th  st,  108x205,  Unionport.  Michael  J  Phelan 
to   George   Costar.     Dec  24,   1906.  other  consid  and  100 

Brook  av,  Nos  898  to  902,  s  e  cor  162d  st,  124.11x83.1x104.1x141.5, 
two  2-sty  frame  dwellings  and  1-sty  frame  store  and  vacant. 
Samuel  Williams  to  Jacob  Hirsch.  1-48  part.  All  Hens.  Dec 
13.     Dec  27,  1906.     9:2366.  nom 

Brook  av,  Nos  1337  to  1343,  w  s,  175  s  Anna  pi,  runs  n  85  to 
w  s  Mill  Brook  x  —  41.3  x  w  7(5.1  x  s  50  z  e  90  to  beginning. 
two  6-sty  brk  tenements  and  stores. 

Brook  av,  w  s.  50  s  Anna  pi,  runs  w  2  to  w  s  Mill  Brook  x  s  4.11 
to  av  X  n  4.6  to  beginning,  gore. 

Release    mort.      Jacob   Wolf   to    Max   Miller.      Dec   21.      Dec  24, 
1906.     11:2803.  6,000 

Brook  av,  w  s,  50  s  Anna  pi,  and  being  plot  begins  at  c  1  blk  bet 
Webster  and  Brook  avs  and  125  s  Anna  pi,  runs  s  e  76.1  to  w  s 
Mill  Brook  x  n  e  81.4  x  n  w  88  x  s  75  to  beginning,  except  part 
in  Brook  av.  vacant.  Release  mort.  Jacob  Wolf  and  ano  to  Max 
Miller.     Dec  21.     Dec  24,  1906.     11:2893.  6,500 

♦Becker  av    s   e   cor   Railroad   pi,     100x100,     to    w  s    Marion    st| 

Marion  st    |    Wakefield. 
Demkin  H  Sill  et  al  HEIRS.  &c,  Lydia  B  Sill  to  Wm  T  Mapes.  Q  C. 
Mar  3.     Dec  21,  1906.  nom 

♦Becker  av,  s  e  cor  Railroad  pi,  l(X)xl00,  to  w  s  Marion  st,  being 
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lots  3'''2  and  323.  Map  Washingtonville.  Chas  J  Johnson  to  Wm 
T  Mapes.     Mort  $2,800.     June  12.     Dec  21,  lOOG.  100 

♦Barker   av,   w   s   400    s   Elizabeth    st,    25.\125.      Olinville.      John 

Hauser  to  Catharina  Hauser.     July  23.     Dec  21,  1000.  nom 

Boston  road  or  Morse  avl  w  s,  393.4  s  w  IGCth  st  and  being  part 
Franklin   av  I    lots    145    and    140,    map    Morrisania, 

begins  at  s  e  cor  lot  145,  runs  n  w  316.0  to  e  s  Franklin  av 
X  n  e  108.10  x  s  e  200  xsw41xse  —  to  road  and  s  w  72  to 
beginning.  0-sty  brk  tenement  and  vacant,  and  Franklin  av, 
FORECLOS.  (Nov  9,  190C).  Henry  C  Neuwith  (ret)  to  Godol- 
phiu  C  Creagh.     Mort  $30,000.     Dec  18.     Dec  21,  1906.     10:2607. 

52,000 
Brook  av  No  1531       |    s   w   cor   Wendover   av,    25.11x75.1x25.11x75, 
Wendover  av  No  6S2|  4-sty  brick  tenement  and  store.   Sadie  Bassel 
to  Pauline  Levy,  Vs  part,  all  title.     Mort  $24,000.     Dec  19.     Dec 
'>1    19<)6      11:2896.  other  consid  and  100 

Boston  av,  s  e  s,  442  n  e  Perot  st,  24.6x72.5x25.7x79.11.  2-sty 
frame  dwelling.  Katie  M  Hanigan  to  Joseph  Polsenski.  Q  C 
and  correction   deed.     Dec  15.     Dec  21,   1006.     12:3254.  nom 

Bryant  av,  No  1462,  e  s,  100  n  Jennings  st,  25x100,  3-sty  brk 
dwelling.  Alonzo  Jackson  to  Hawthorn  Building  Co.  Dec  14. 
Dec  22,   1906.     11:3000.  other  consid  and  100 

Crotona  av,  e  s.  67.4  n  181st  st,  67.4x103.8x66x116.7,  vacant. 
PARTITION.  Nov  19.  Morris  J  Hirsch  referee  to  Chas  F  Dil- 
berger.     Dec  21.     Dec  22,   1906.     11:3098.  6.300 

♦Carpenter  av  (2d  st),  w  s,  lot  1136  map  Wakefield,  109.6x105,  the 
part  released  is  bounded  n  by  n  s  of  mortgaged  premises,  s  by 
line  parallel  thereto  and  27.4  s  therefrom  105,  e  by  said  av,  27.4 
and  w  by  line  105  w  from  av,  27.8.  Release  mort.  John  M 
tilaney  to  John   McKee.     Dec  18.     Dec  24,   1906.  nom 

Clinton  av,  n  w  cor  180th  st,  135.2x107.2,  vacant.  Seymour  P 
Kurzman  to  Samuel  Schwab.     Dec  26.     Dec  27,   1900.     11:3096. 

other  consid.  and  100 
Clinton  av,  n  w  cor  Fairmount  pi.  lOOxlOO,  vacant.     Samuel  Will- 
iams   to    Jacob    Hirsch.      1-30   part.      All    liens.      Dec    13.      Dec 
27,  1906.     11:2950.  nom 

Courtlandt  av.  No  627,  w  s,  125  n  151st  st,  25x100,  3-sty  frame 
brk  front  tenement  and  store.  Fredk  G  Durr  et  al  to  Lillian  E 
and  Rose  D  Durr  and  Annie  M  Boygumil,  all  of  N  Y  and  Emma 
Teller,  Borough  of  Queens.     Dec  3.     Dec  21,  1906.     9:2411. 

equity  of  partition  and  nom 

Crotona    av.   No   1911,   w   s,   300.5   s   Tremont   av.   50x246.3,   2-sty 

frame  dwelling  and  vacant.     PARTION    (Oct   10  ,1906).     Wm  P 

Hamilton,   Jr,   ref   to   Julius   Brunings.     Dec  20.      Dec   21,   19(X). 

11:2946.  12,150 

♦Columbus  av,  s  e  cor  Taylor  st,  20x100.     Marcus  Nathan  to  Jacob 

Cohen.     Dec  24,   1906.  other  consid  and  100 

Decatur  or  Norwood  av,  e  s,  260.4  n  207th  st.  50x100,  vacant. 
Charles  Logan  Jr  to  Wm  R  Moore.  Mort  $1,800.  Dec  22.  Dec 
24,   1906.     12:3355.  other  consid  and  100 

Decatur  av,  late  Prospect  av,  w  s,  bet  194th  st  and  198th  st.  and 
being  lots  57,  58,  59,  GO,  (32  and  No  A  map  Fordham,  begins 
at  s  e  cor  lot  56,  runs  n  e  along  av  183. .5  x  n  w  118  x  n  e  —  x 
s  e  116  to  av  X  n  e  50  to  av  X  n  w  114.3  and  29  x  s  w  1G6  x  s  w 
138.5  X  s  e  159.8  to  beginning,  with  right  of  way.  &c. 
lS4th  st.  No  941.  n  s,  23.9  w  Hoffman  st,  30.2x91.3x24.8xl(J8.S, 
2-sty  frame  dwelling  and  store. 
John  S  O'Meara  to  James  J,  Mary  C  and  EUtn  M  O'Meara.  Un- 
divided interest.  Dec  20.  Dec  21,  1006.  12:3282-3283  and 
11:3054.  other    consid    and    100 

♦Edison  av,  n  e  cor  Tremont  road,  100x125. 

Madison  av|n   s,   300   w   Robin   av,   25x152.5   to    s   s    Pelham   road 
Pelham  rd   |     x33.11xl75.4. 
Bankers    Realty    &    Security    Co    to    Emanuel    Freund,    of    South 
Nyack,   N   Y.      Dec  20.     Dec   24,   190(3.  other  consid   and   100 

Forest  av.  No  841|  s   w  cor   160th   st,   54.2x175   to  e   s  Jackson   av, 
Jackson  av  |     2-sty  frame  dwelling  and  vacant.     Release  re- 

strictive   covenants.      Nathan    Necarsulmer    to    Edward    Greene- 
baum.     Dec  14.     Dec  27.  1906.     10:2647.  nom 

Fordham  road,  n  s,  parcel  No  55  on  damage  map  to  open  Fordham 
road,  n  w  cor  Aqueduct  av,  runs  n  e  637.10  x  n  e  3.50.9  to  s  s 
UOOth  st,  X  n  w  50.9  x  s  w  930.1  x  s  w  128  to  road,  x  e  85.1  to 
beginning. 
19(1th  st,  parcel  Nos  56  and  57,  on  damage  map  to  open  190th  st 
s  w  cor  New  road  leading  from  the  Old  road  to  McCombs  dam 
road  to  the  Manor  Church,  50.0x60.0x50.10x61.1. 
Release  mort.  Mary  E  Van  Reed  to  the  City  of  New  York.  June 
29.     Dec  21,  1906.     11:3219.  nom 

Grant  av,  from  161st  to  170th  sts,  all  land  lying  in  front  as 
shown  on  damage  map  No  — .  Release  mort.  Anna  R  Nadansky 
extrx  Ellen  AUen  to  the  City  of  New  York.  April  4.  Dec  21, 
190G.      9:2444.  nom 

Grant  av,  e  s,  114.6  s  162d  st,  runs  s  16  x  w  —  to  c  1  of  said  av,  x 
n  10  X  e  —  to  beginning.  Release  mort.  Eliz  W  Gilbert  to  the 
City  of  New  York.     June   15.     Dec  21,   1906.     9:2444.  nom 

German  pi.  No  636,  e  s,  1.50  s  Rae  st,  50x,87,  2-sty  frame  dwelling 
and  vacant.  Lillian  E  Durr  et  al  to  Fredk  G  and  Wm  Durr,  N  Y, 
and  Geo  J  Durr,  of  Brooklyn.     Dec  5.     Dec  21,  1906.     9:23.58. 

equity  of  partition  and  nom 
♦Grace  av         |w  s,  70  n  St  Raymond  av,  25x44  and  44  to  St  Ray- 
St  Raymond  av|     mond    av    x25x —    and    32    to    beginning.      Frank 
Padula   to   John   Cook   and   Emilio   Palermo.      Mort  .$3,000.      Dec 
21.      Dec   22,   190G.  nom 

Hull  av,  n  w  cor  207th  st,  110.7x50x102.7x50.8,  vacant.  Harris 
Mandelbaum  et  al  to  Louis  Jaeck.  Dec  26.  Dec  27,  1906.  12:- 
.3346.  other  consid  and  100 

♦Hunt  av,  e  s,  abt  272  s  Bronxdale  av,  50x100.  Basilius  Busch 
to   Charles   Ringelstein.      Dec   19.      Dec   21,   1906. 

other  consid  and   100 
Lafontaine  av.  No  2058,  on  map  No  2054,  e  s,  130  s  180th  st,  16x 
100,   2-sty   frame   dwelling.      Alfred   Pionier   to   Bertha   Koennig. 
Dec  12.     Dec  24,   1906.     11:30(39.  other  consid  and  100 

Lafontaine  av,  e  s,  189  n  Tremont  av,  lOOxKX).  Certificate  of  part 
satisfaction  of  mort.  Maria  L  Morgan,  of  Randolph,  Vt,  and 
Norman   S  Morgan,  of  N  Y,   to  George  Fernschild.     An   interest. 

Dec  10.     Dec  21,  1906.     11:3068.  . 

Lafayette  av,  s  s,  310  e  Whittier  st,  50x92x.50x93,  vacant.  Sarah 
E  Le  Compte  to  Glycera  J  Waldron.  Oct  30.  Dec  27,  1906. 
10:2765.  other  consid  and  1.2.50 

♦Main  av,  e  s,  125  n  Central  av,  50x100,  Pelham  Park.  George 
Grab  Jr  to  Augusta  J  Thoren,  of  Westchester,  N  Y.  Dec  14. 
Dec  22,  1906.  nom 

♦Middletown  road,  n  s,  25  e  Robin  av,  43.5xl07.,3x48.4xlO7.7. 
Bankers  Realty  and  Security  Co  to  Ellas  Samson.  Oct  27.  Dec 
21,   1906.  other  consid  and   100 

Morris  av.  No  647,  w  s,  75  n  152d  st,  2.5x100,  5-sty  brk  tenement 
and  store.  Louis  Donatelli  to  Michael  Martucci.  All  title.  Mt 
$20,000.     Dec  19.     Dec  21,  1906.    9:2442.        other  consid  and  100 


Mott  av.  No  416  I  n  e  cor  144th  st,  25x100.  5-sty  brk  tene- 

144th  st,  Nos  387  to  39l|  ,ment  and  store.  Louis  Frankenthaler  to 
Sarah  Frankenthaler.  Mort  $24,000.  Dec  3.  Dec  21,  190G. 
9:2.343.  nom 

♦Pine  av.  e  s  and  being  lots  44,  69  and  70  amended  map  Bronx- 
wood  Park,  except  from  lots  (39  and  70  that  part  lying  east  of 
a  line  parellel  to  their  easterly  boundary  line  and  25  w  there- 
from. Thomas  Gilleran  to  Daisy  Weil.  Mort  $3,164.  Dec  24. 
Dec   2(),   1906.  nom 

Prospect  av.  No  1038,  e  s,  208.8  n  165th  st,  56x99.4x58.4x115.10, 
vacant.  Henry  Acker  et  al  to  Henry  C  Granneman.  Mort  $2, .500. 
Dec  26.     Dec  27,  1906.     10:2691.  other  consid  and  100 

Perry  av,  s  s,  119.(3  s  w  205th  st,  1.50x100,  vacant.  Emerence  K 
Ager  to  Henry  A  Koelble.  Mort  $8,000.  Oct  15.  Dec  21,  1906. 
12:3345.  other  consid  and  100 

♦Richardson  av,  e  s,  320  n  237th  st,  50x105,  Eastchester.  Pat- 
rick H  Lally  to  William  Mensch.  Mort  $1,200.  Dec  10.  Dec 
24,   1906.  other  consid  and  100 

Summit  av,  e  s,  112.6  s  166th  st,  43.9x190  to  w  s  Ogden  av,  va- 
cant. Emerence  K  Ager  to  Anthony  F  Koelble.  Mort  .$(5, .500. 
Dec   12.      Dec   21,   1906.     9:2526.  other  consid  and   100 

Southern  Boulevard,   No  2.303   |  n  w  cor  Freeman  st,  25x104. 5x25x 

Freeman  st,  Nos  1145  and  1147]  104.8,  4-sty  brk  tenement  and  store 
Simon  E  Bernheimer  et  al  to  William  Wetterer.  Mort  $18,000. 
Dec   1.5.     Dec  21.   1906.     11:2976.  nom 

♦st  Agnes  av.  w  s,  250  s  Central  av,  25x100.  John  P  Wenninger 
to  Max  C  Baum.     Mort  $495.     Nov  16.     Dec  27.  1906.  825 

Southern  Boulevard|n  w  s.  at  e  s  Union  av.  runs  n  e  3.39. G  to  w  s 

Prospect   av  |     Prospect    av   at   point   12.3. .5   s   140th   st   x   n 

Union  av  |     along  w   s   Prospect  av  2.3.5  x   w  100  x   n  w 

7.1  X  s  w  1(K).1()  to  Union  av  x  s  178.8  to  beginning,  vacant. 
Henry  Kuntz  to  Ernest  Sexauer,  County  of  Queens.  Mort  $24,- 
000.     Dec  22.     Dec  24,  1906.     10:2.582.  other  consid  and  100 

Stebbins  av,  No  1149,  w  s,  115.4  n  167th  st,  runs  n  30  x  w  37.3 
X  w  37.3  to  e  s  Prospect  av  x  s  30  x  e  .33.3  x  e  again  .3.3.3  x  again 
e  33. 3(?)  to  beginning,  probable  error,  2-sty  frame  dwelling 
and  store.  Lydia  Taylor  to  Walter  W  Taylor,  of  Winterhaven, 
Fla.     Dec  21.     Dec  24,   190(3.     11:2693.  nom 

Stebbins  av   |s  e  cor  Dongan  st,  runs  e  230  to  w  s  Rogers  pi  x  s 

Dongan  st      [     470.2  to  n  w  s  Dawson  st  x  s  w  376.8  to  e  s  Steb- 

Rogers  pi       [     bins   av   x   n   768.5   to   beginning,   vacant.      Release 

Dawson  st  |  mort.  Title  Guarantee  &  Trust  Co  to  Geo  P  John- 
son. Dec  11.  Dec  24,  1906.  10:2688-2689-2605-2697-2702  and 
2710.  nom 

Southern  Boulevard,  w  s,  131.7  s  186th  st,  25.3x225.5x25x223.1, 
vacant.  Geo  H  Storck  to  Emily  L  Storck.  Dec  24.  Dec  27, 
1906.     11:3114.  nom 

St  Anns  av,  w  s,  49.11  s  145th  st,  49.11x75,  6-sty  brk  tenement. 
Release  mort  The  Corn  Exchange  Bank  to  John  Brown  and  Elias 
Lapin.     Dec  24.     Dec  27,  1906.     9:2271.  27,000 

Same  property.  Release  mort.  Rockland  Realty  Co  to  same.  Dec 
IS.     Dec  27.  1906.     9:2271.  2,000 

*St  Agnes  av,  w  s.  125  n  Central  av.  25x100.  John  P  Wenninger  to 
Frank  A  Weber.     Nov  12.     Dec  26.  1906.  575 

Stebbins  av,  No  1149Iw  s,   115.3  n  107th  st,   runs  n  30  x  w  37.3  x 

Prospect  av  |     again   37.3   to   e   s   Prospect  av  x   s  30  x   e 

33.3  X  again  e  33.3  to  beginning.  2-sty  frame  dwelling  and  store. 
Frida  wife  Herman  Liesmanu  to  Lydia  Taylor  and  Daisy  Weil. 
Mort  $4,000.     Dec  18.     Dec  22,   1906.     10:2693. 

other  consid  and  100 

♦Tremont  av,  s  s,  322.5  w  Watsons  lane,  78.6x42x66.3.  Rachel 
Marks   to  Max  Oppenheim.     Dec  19.     Dec  22,   190(5. 

other   consid   and   100 

♦Taylor  av,  e  s.  250  s  Columbus  av,  25x95,  Van  Nest  Park.  Char- 
lotte Rehbock  to  Marietta  Crisenza.  Mort  $3,0()0.  Dec  21.  Dec 
27,  1906.  nom 

Tinton  av.  No  815,  w  s,  141.8  n  1.58th  st.  16.8x110.  3-sty  frame 
dwelling.  Bernhard  Petzold  to  William  Stellwagen.  Mort  $2  - 
2.50.     Dec  22.     Dec  24.  190l3.     10:2656.  other  consid  and  100 

Same  property.  Wm  Stellwagen  to  Bernhard  Petzold  and  Mary 
his  wife  tenants  by  entirety.  Mort  $2.2,50.  Dec  22.  Dec  24. 
190(3.      10:2656.  other  consid  and  lOO 

♦Tremont  road,  n  e  cor  Edison  av,  125xl(X). 

Madison  av   |  n  s.  3(X)  w  Robin  av,  25x152.5  to  s  s  Pelham  road, 

Pelham  roadj     x33.11xl75.4. 
Release  mort.     A  Morton  Ferris  to  Bankers  Realty  and  Security 
Co.      Dec   20.      Dec  26,   1006.  l.SOO 

♦Tier  av,  n  e  s,  31.6  w  Main  st,  being  parcel  No  9  on  damage 
map  to  open  Tier  av,  from  North  st  to  Main  st.  City  Island.  Re- 
lease mort.  Frank  Levison  to  Johanna  A  McDonnell,  of  Ja- 
maica Plains,  Mass.     July  (3.   190G.     Dec  21,  1006.  nom 

Tremont  av.  No  1072.  s  s.  17.5  w  Marmion  av,  25.4x100.  2-sty 
frame  dwelling.  Daniel  Brady  to  Francis  Conlon  and  Mary  E 
his  wife,  joint  tenants.  Morts  $5,000.  Dec  19.  Dec  21,  1906. 
11:29.56.  other  consid  and  100 

♦Unionport  road,  w  s,  abt  224  n  Columbus  av,  25x — .  Charles  Rin- 
gelstein to  Basilius  Busch.     Mort  $4,0(X).     Dec  10.    Dec  21,  1006. 

other  consid  and  100 

♦Unionport  road,  w  s.  108  n  Morris  Park  av.  25.1x137.11x25x135.5. 
Colwell  Lead  Co  to  Lucy  E  Boyle.  Mort  $2,800.  Dec  20.  Dee 
24.   1906.  1,700 

Union  av.  Nos  1181  and  1183.  w  s,  83  s  168th  st,  42x91.1.  5-sty 
brk  tenement.  Release  2  morts.  N  Y  Trust  Co  to  Samuel  Mak- 
ransky  and  Bernard  Applebaum.  Dec  21.     Dec  22.  1906.   10:2672. 

other  consid  and  1000;   also  other  consid  and  100 

Vyse  av.  n  e  cor  Jennings  st,  50x100.  vacant.     Carmine  Cioffi   to 

Frederick    Regelmann.      Mort   $4,000.      Dec   20.      Dec    21.    lOUG. 

11:2095.  other  consid  and  100 

Whitlock  av,  w  s,  200  n  Barretto  st,  25x100.  I 

Whitlock  av,  w  s,  adj  above  on  south,  — x — .  | 

Encroachment    agreement.       Katharine    Eckhardt    with    Michael 

Meehan.     Dec  24.     Dec  2(>,  1906.     10:2735.  

Whitlock  av,  w  s,  200  n  Barretto  st,  50x100,  two  3-sty  brk  dwell- 
ings. Release  mort.  Nellie  Meehan  to  Michael  Meehan.  Dec 
24.     Dec  26,  190G.     10:2735.  nom 

Same    property.      Release   mort.      Hamilton    Bank    to    same.      Dec 

IS.     Dec  26,   1006.     10:2735.  11,000 

Vv'hitlock  av,  w  s,  200  n  Barretto  st,  25x100,  3-sty  brk  dwelling. 
Michael  Meehan  to  Katherine  Eckhardt.  Mort  $7,5C)0.  Dec  IS. 
Dec   26.    1006.      10:2735.  nom 

Woodlawn  road,  n  e  cor  205th  st.  runs  n  e  128.10  x  n  w  83.10  x  s 
w  72.8  to  road  x  s  .84. 3  to  beginning,  vacant.  Geo  F  Lyon  to 
Emil    Nyitray.      Dec    11.      Dec   22,    1906.      12:.3341. 

other    consid    and    100 
Washington  av.  Nos  1528  and  1530,  e  s,  200  n  171st  at,  50x150, 
C-sty  brk  tenement.     Isaac  Haft  to  Samuel  Grodglnsky  and  Sam- 
uel Williams.     2-3  parts.     Mort  $ .     Aug  27.     Dec  22.  1906. 

11:2912.  nom 
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Whitloofc  av,  w  s,  225  a  Barretto  st,  25x100,  2-sty  brk  dwelling. 

Michael  Meehan  to  Theresa  Eckhardt  and  Madeline  Zink.     Mort 

$7,500.      Dee    IS.      Dec   20,   IIXMJ.      10:27;%.  nom 

♦White  Plains  road,  e  s,  425  n  Morris  Park  av,  50x100.     Emanuel 

Freund  to  Emil  Doelzer.     Mort  $1,500.     Dec  11.     Dec  22,   1906. 

other    consid    and    100 

Webster  av  J  e  s,  175  s  Anna  pi,  runs  e  180  to  w  s 

Brook  av,  Nos  1337  to  1343|    Brook  av,  x  n  85  to  w  s  Mill  Brook, 

X  —  41.3  X  w  IGO.l  to  w  s  Webster  av,  x  s  50  to  beginning,  two 

6-sty  brk  tenements  and  stores. 

Brook  av,  w  s,  50  s  Anna  pi,  runs  w  2  x  3  4.11  to  w  s  Brook  av, 

X  n  4.6  to  beginning. 
Webster  av,  e  s.  125  s  Anna  pi,  runs  s  e  166.1  to  w  s  Mill  Brook, 
X  n  e  and  n  81.4  x  n  w  178  to  av,  x  s  75  to  beginning. 
Isaac   Maisel   to   Max  Miller.     All  liens.     Oct  2.     Dec  24,   1906. 
11:2893.  other  consid   and   100 

Walton  av.  No  2108,  s  e  cor  181st  st,  25x94.7x20.8x85.4,  3-sty 
frame  tenement.  Hyraan  Axelroad  et  al  to  Ernst  Schieter.  Mort 
$8,000.  Dec  13.  Dec  24,  1906.  11:3179-3180  and  3185.  nom 
Willis  av.  No  217,  w  s,  25  s  137th  st,  25x81.6,  5-sty  brk  tene- 
ment and  store.  John  F  Nubel  to  Christopher  Munnich  and 
Elizabeth  his  wife  tenants  by  entirety.  Vi  part.  Mort  $10,000. 
Dec  21.     Dec  24,   1906.     9:2290.  other  consid  and  100 

Walton  av,   s  w  cor  181st  st,  25x85.  I 

Walton  av,  w  s,  25  s  181st  st,  25x85.  I 

Encroachment  agreement.  Bernard  Goldman  with  Hyman  Axel- 
road  and  Nathan  Cohn.  Dec  17.  Dec  24,  1906.  11;:;179-3180 
and   3185.  nom 

Washington  av.  No  2134,  e  s,  old  line,  300  n  180th  st,  16.8xi9.5x 
1(!  11x76.3  2-sty  frame  dwelling.  Alfred  Pionier  to  Bortha 
Koennig.  Mort  .$3,130.  Dec  15.  Dec  24,  1906.  11:3049.  nom 
Wales  av  |n  w  cor  St  Marys  st,  262.5  to  s  s  St  Josephs  st,  x 
St  Mary's  st|  100,  vacant.  FORECLOS  (Nov  30).  Nathan  Green- 
St  Joseph  st|     baum  ref  to  the  Realty  Operating  Co.     Dec  27,  1906. 

10:2574.  16,750 

West  Farms  road|  w   s,    501.3   n    174th   st,   runs   w   107.10   to   e 
Boone  st  I     Boone  st,  x  n  09.11  x  e  S9.5  to  road,  x  s  70.3 

to  beginning,  3-sty  frame  tenement  and  store.    . 
West  Farms  road,  e  s,  1S9.9  n  174th  st,  runs  n  96.10  x  e  2.1  to 
bulkhead   Bronx  River,  x  s  —  x  w  25.1  to  beginning,   with  all 
title  to  River  or  West  Farms  Creek,  vacant. 
West  Farms  road,  e  s,  438.5  n   174th  st,  135.6x29.10  to  bulkhead 
on   w  s  of   Bronx  River,  x — xl5  to   beginning,  with   all   title  to 
Bronx  River,  2-sty  frame   building  and  vacant. 
167th  st,  s  w  s,  at  e  s  Sedgwick  av,  runs  s  e  25  x  s  e  —  to  e 

Sedgwick  av.  x  n  SO  to  beginning,  gore,   vacant. 
Sedgwick  av,  s  w  cor  167th  st.  runs  w  244.2  to  lands  N  Y  C  &  H 
R  R  Co,  X  s  332.6  x  s  e  lOO.lO  to  av,  x  n  e  375.8  to  beginning, 
vacant. 

Cornelia  C  Fogel  et  al  to  Edwin.  Chas  S,  Smith  A,  Fredk  R  and 
Andrew  Devoe  and  Mary  Burton,  Emma  A  McLeod.  Dec  21,  1900. 
9:2539,  2527;  11:3015,  3020.  12,000 

Washington  av,  Nos  1.525  and  1.527.  w  s,  150  n  171st  st,  50x150, 
5-sty  brk  tenement;  also  all  right,  title  and  interest  to  lot  70 
map  Central  Morrisania,  being  part  Bathgate  farm;  also  so  much 
of  lot  39  as  lies  e  of  a  line  parallel  with  Washington  av  widened 
and  distant  1.50  w  therefrom.  Prescott  Realty  Co  to  Harris 
Goldblum  and  Osher  Gordon.  Q  C.  Nov  S.  Dec  21,  1900.  11:- 
2903.  nom 

Same  property.     Helen  Jones  et  al  to  same.     Q  C.    >Iov  19.     Dec 

21,   1906.      11:2903.  ,  nom 

3d  av.  No  4216,  e  s,  46  n  Tremont  av,  20x91.10x20.1x90.7,  4-sty 
brk  tenement  and  store.  FORECLOS  (Dec  6,  1900).  Walter  T 
Stern  ref  to  John  P  Friedhotf.  All  liens.  Dec  24.  Dec  27, 
1906.     11:3000.  25,500 

*Lots  147b  and  14Sa  map  sub-division  Penfield  property  lying 
east  of  White  Plains  av.  Julius  Lewine  to  Clara  F  Liebman. 
Mort  $1,080.     Dec  26.  1906.  other  consid  and  100 

"Lot  506  on  Pugsley  map  N  Y  Catholic  Protectory  to  the  City  of 

New  York.      All  title.      Q   C.     Oct   11.     Dec  21.   190<">.  nom 

*Lot  292  on  map  Fleetwood  also  gore  lying  n  of  lot  694  map  Mt 

Vernon,  also  gore  lying  s  of  lot  493  map  Mt  Vernon. 
Lot   432   map   Unlonport;    also 
S-100  to  be  laid  out  in  square  near  n  w  cor  lot  256  map  Wash- 
ingtonville. 
Lots  323,  261,  267,  322,  831,  332  map  Washingtonville. 
Anna  E  Hoff  et  al  to  Wm  T  Mapes.     Q  C.     Dec  7.    Dec  21,  1908. 

other   consid   and   100 
*Lots  2.  4.  S.  9  and  42  blk  25.  and  lots  2,  3  and  4,  and  29  to  42 
blk  29  map  Pelham  Park.     Mabel  A  Nice  to  Walter  W  Taylor,  of 
Winterhaven,   Fla.     Q  C.     Mort  $1,875.     Dec  17.     Dec  26,  1906. 

100 
Lots  433  and  434  map  S  Cambreleng  et  al  at  Fordham.     Edward 
Haight    Jr    INDIVID    and    EXR    Edward    Haight    to    Pasquale    J 
Laraberti.     Q  C.     Dec  10.     Dec  21,  1906.     11:3078.  nom 

*Same  property.     Richard  Van  R  Sill  to  Wm  T  Mapes.     Q  C.     Dec 

12.     Dec  21.   190(i.  other  consid  and  20 

*Plot  begins  740  e  White  Plains  road  at  point  1920  n  along  same 
from  Morris  Park  av.  runs  e  100  x  n  25  x  w  1(X>  x  s  2.5  to  be- 
ginning, with  right  of  way  over  strip  to  Morris  Park  av.  Thomas 
Scott   to   Louis   Heller.      Mort   $4,000.      Dec   18.      Dec   21,    1906. 

other   consid   and   100 
Parcel   No  6   on   damage   map   to   open   College   av,   from   164th   to 
]72d   St.      Release   mort.      Theodore   Roehrs   to   the   City  of  New 
York.      May  29.      Dec   21,    1906.     9:2437.  nom 

Parcel  No  9  and  9a  on  damage  map  to  open  Mapes  av,  from  177th 
to  lS2d  sts.  Release  mort.  John  Merz  to  the  City  of  New  York. 
June  21.      Dec   21.   1906.     11:3106.  nom 

Parcel  No  10  on  damage  map  to  open  Jessup  pi,  from  Boscobel 
av  to  Marcher  av.  Release  mort.  Mary  H  Goffe  to  the  City  of 
New  York.     July  10.     Dec  21,  1906.     11:2872.  nom 

Parcel  No  51  on  damage  map  to  open  Summit  av,  from  161st  st, 
to  KKith  St.  Release  mort.  Lee  Mergentime  to  the  City  of  New 
York.     May  16.     Dec   21,   1906.     9:2525.  nom 

Parcel  No  3  on  damage  map  to  open  East  200th  st,  from  Mosholu 

iParkway  to  .     Release  mort.     Empire  City  Savings  Bank  to 

the  City  of  New  York.     Aug  22.     Dec  21,   1906.     12:3313.        nom 
Parcel   No  8  on  damage   map   to  open   Bast   166th  st  from   Morris 
to    Webster    av.      Release    mort.      Louis    C    Kinney    to    the    City 
of   New  York.      June   12.     Dec  21.   190ti.     9:2434.  nom 

Parcel  No  9  on  damage  map  to  open  College  av,  from  164th  st  to 
172d  St.  Release  mort.  Louise  C  Kinney  to  The  City  of  New 
York.     June  12.     Dec  21,  1006.     9:2434.  nom 

*Parcel  Nos  151  and  152  ou  damage  map  to  open  Westchester 
aV;  from  Bronx  River  to  Main  st.  Release  mort.  James  S  Bol- 
ton: Jr,. and  ano  to  the  City  of  New  York.  Sept  26.  Dec  21. 
1906.     .  .  -  ■  nom 

Parcel  No  .9  on  damage  map  to  open  166th  st,  from  Morris  to  Web- 


ster av.  Release  mort.  Theodore  Roehrs  to  the  City  of  New  York. 
May   29.      Dec   21,    1906.      9:2437.  nom 

Parcel  No  57  on  damage  map  to  open  Mapes  av.  from  177th  to 
182d  sts.  Release  mort.  Augusta  Larned  to  the  City  of  New 
York.     July  (i.     Dec  21,  1906.     11:3111.  nom 

♦Parcel  No  8  on  damage  map  to  open  Tier  av,  from  North  st  to 
Main  st.  City  Island.  Release  mort.  Daniel  Mapes.  Jr.,  EXR. 
&c.  Matson  S  Arnow  to  Gertrude  H  Abbott  and  Dudley  R  Horion 
et  al  EXRS  Caroline  L  Horton.     June  28.     Dec  21,  1906.  1,000 

♦Parcel  No  76  on  damage  map  to  open  Westchester  av,  from 
Bronx  River  to  Main  st.  Release  mort.  Ophelia  Baker  to  the 
City  of  New  York.     April  25.     Dec  21.   1906.  nom 

♦Parcel  No  76  on  damage  map  to  open  Westchester  av  from  Bronx 
River  to  Main  st.  Release  mort.  Same  to  same.  April  25. 
Dec  21.  1906.  nom 

Parcel  No  29  on  damage  m;:p  to  open  Mapes  av,  from  177th  to 
l.S2d  sts.  Release  mort.  Lucy  Kirtland  to  the  City  of  New 
York.     July  13.     Dec  21,  1906.     11:3109.  nom 

Parcel  No  129  on  damage  map  to  open  Valentine  av.  from  Burn- 
side  av  to  Kingsbridge  road.  Release  mort.  Mutual  Lite  Ins- 
Co  of  N  Y  to  the  City  of  New  York.  June  19.  Dec  21,  1906. 
11:3153.  500 

Parcel  No  30  on  damage  map  to  open  Mapes  av,  from  177th  to 
182d  sts.  Release  mort.  Henry  Metzner  to  the  City  of  New 
York.      Feb   7.     Dec   21,   1S06.      11:3109.  nom 

Parcel  No  ISa  on  damage  map  to  open  Lorillard  pi,  from  3d  av 
to  Pelham  av.  Release  mort.  Katharine  T  Martin  and  ano 
EXRS  Mary  J  Martin  to  the  City  of  New  York.  Aug  21.  Dec  21, 
190(5.      11:3056.  nom 

Parcel  No  13  on  damage  map  to  open  174th  st,  from  Jerome  av  to 
Park  av.  Release  mort.  Emma  D  Rodman  to  the  City  of  New 
York.     June   6.      Dec   21,    1906.      11:2823.  omitted 

Parcel  No  26  on  damage  map  to  open  183d  st,  from  Jerome  to 
Webster  avs.  Release  mort.  U  S  Savings  Bank  to  the  City  of 
New   York.      Nov  IS.     Dec  21,  1906.     11:3164.  nom 

Parcel  No  9-0  on  damage  map  to  open  Cambrcling  av,  from 
Grote  st  to  St  Johns  College.  Release  mort.  Dollar  Savings 
Bank  to  the  City  of  New  York.     Mar  22.     Dec  21,  190(5.     11:3091. 

nom 

Parcel  No  41  on  damage  map  to  open  Prospect  av,  from  Crotona 
Park  North  to  East  lS9th  St.  Release  mort.  Rebecca  A  Hun- 
necke  to  the  City  of  New  York.  April  16.  Dec  21,  1906.  11:- 
31(X>.  nom 

Parcel  No  18a  on  damage  map  to  open  Lorillard  pi,  from  3d  av  to 
Pelham  av.  Release  mort.  Alvie  R  Man  to  the  City  of  New 
York.      Aug  21.      Dec   21.    1906.      11:3056.  nom 

Parcel  No  4  on  damage  map  to  open  East  166th  st,  from  Morris  av 
to  Webster  av.  Release  mort.  Dollar  Savings  Bank  to  the  City 
of  New   York.      May  29.      Dec  21,   1906.     9;242S.  nom 

♦Parcel  No  77  on  damage  map  to  open  Westchester  av,  from  Bronx 
River  to  Main  st.  Release  mort.  Dollar  Savings  Bank  to  the 
City  of  New  York.     Aug  18.     Dec  21,  1906.  nom 

♦Parcel  Nos  lOij  to  113  on  damage  map  to  open  Westchester  av, 
from  Bronx  River  to  Main  st.  Release  mort.  Elise  Parker  to 
Frank  Fald  and  the  (Dity  of  New  York.     Sept  IS.     Dec  21,  1906. 

nom 

♦Parcel  No  65  on  damage  map  to  open  Westchester  av,  from  Bronx 
River  to  Main  st.  Release  mort.  Fredk  W  C  Horn  to  the  City 
of  New  York.     June  13.     Dec  21,   1906.  nom 

♦Parcel  Nos  151  and  152  on  damage  map  to  open  Westchester  av, 
from  Bronx  River  to  Main  st,  Westchester.  Release  mort.  James 
S  Bolton.  Jr,  and  ano  to  Rose  wife  of  and  John  Godfrey.  Apr 
14,   1905.     Dec  21,  1906.  nom 

♦Parcel  No  20  also  lot  26  on  daniage  map  to  open  Tremont  av, 
from  Bronx  River  to  Eastern  Boulevard.  Release  mort.  Rich- 
ard W  Buckley  and  ano  TRUSTEES  Charles  Guidet  to  Wm  J 
Hyland.     Dec  5.     Dec  21,  1906.  6,000 

Parcel  No  5b  on  damage  map  to  open  Oakland  pi,  from  Belmont  to 

Prospect  av.     Release  mort.     Patrick  Keirns  to  Chas  F  Griffin. 

July   10.     Dec  21,   100(3.      11:.3094.  nom 

♦Parcel    No   2.3-3   on   damage   map   to   open   Westchester   av,   from     • 

Bronx  River  to  Main  St.     Release  mort.     Mutual  Life  Insurance 

Co  of  N  Y  to  Helen  A  Pultz.     Aug  25.     Dec  21,  1006.  nom 

LEASES. 

Under  this  head  all  Leases  recorded.  Assignment  of  Leases  and 
Leasehold  Conveyances  will  be  found.  The  expressed  consideration 
following  the  term  of  years  for  which  a  lease  is  given  means  so 
much   per  year.) 

December   21.   22,   24,   26   and   27. 
BOROUGH  OF  MANHATTAN. 

.A,llen  st.  No  6,  all.  Joseph  Green  to  Gusta  Levy;  3  years,  from 
Aug  1,  1906.     Dec  27,  1906.     1:294 3,S50 

Allen  st,  Nos  182  and  184,  all.  Joseph  Green  to  Jacob  Levy;  3 
years,  from  Aug  1,  1906.     Dec  27,  1906.     2:417 6,100 

Broome  st,  No  499.  Assign  lease.  Louis  Borstelmann  to  Otto  L 
Arps.     Dec  7.     Dec  26    1906.     2:475   nom 

Same  property.  Assign  lease.  Otto  L  Arps  to  the  Excelsior 
Brewing  Co.     Dec  7.     Dec  26.  1900.     2:475 3,000 

Broome  st.  No  203.  Assign  lease.  Cohen  &  Ainisman  to  Abra- 
ham  Romm.     AH   title.     Dec  15.     Dec  24,   1906.     2:351.  nom 

Centre  st.  No  11(5,  part  of  store  for  restaurant,  &c.  James  A 
Perrella  to  Romeo  Degliantoni;  1  4-12  years,  from  Jan  1,  1907. 
Dec  26,  19(X).     1:167 900 

Cherry  st.  No  1.32.  store,  &c.  Genuario  lannella  to  Louis  Braico; 
5  years,  from  Nov  1,  1906.     Dec  27,  1906.     1:253..   ..540  and  660 

Cherry  St.  No  132.  Assign  lease.  Louis  Wraico  to  N  Y  and 
Brooklyn   Brewing   Co.     Nov  3.     Dec  27,   1906.      1:253 nom 

Columbia  st.  No  (i5.  Surrender  lease.  Ignatz  and  Moritz  Schnei- 
der to  Jacob  Hammer.     Dec  15.     Dec  24.   1906.     2:333.  nom 

Delancey  st.  No  326,  all.  Christopher  H  Koster  and  ano  to  Do- 
menico  Lacolla  and  ano;  4  9-12  years,  from  Aug  1,  1906.  Dec 
21,  1906.     2:323.  '  .         1,860 

Delancey  st.  No  152,  store.  Harris  Cannold  to  Soil  Markowitz; 
1   11-12   years,   from   June   1,   190U.      Dec  24,   1906.     2:348.... 540 

Delancey  st.  No  330,  all.  Christopher  H  Koster  to  Domeuico  La- 
colla and  ano;  4  9-12  years,  from  Aug  1,  1906.  Dec  21,  1906. 
2:323 1,S60 

Division  st,  No  12114,  store,  basement  and  2  upper  floors.  Morris 
Kosven  to  Abraham  Flashberg  and  ano;  3  years,  from  Feb  1. 
1907.     Dec  24,  1906.  .1:283 1,5(50- 

Division  st.  No  243,  all.  Chas  M  Siegel  to  Morris  Goldstein.  4 
years,  from  Jan  1,  1907.     Dec  21,  1906.     1:280.  2,550 
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Front  St,  No  5,  store.  Phineas  Rudisch  to  Samual  Lewis;  4  4-12 
years,  from  Jan  1,   1907.     Dec  21,   1906.     1:4 580 

Goerck  st  No  102,  all.  Fichel  Plancer  to  Sam  Rudes  and  ano; 
3  years,  from  Jan  1,  1907.     Dee  27,  190U.     2:324 3,000 

Monroe  st.  No  172,  store,  &c.     Solomon  Stein  to  Isaac  Kreitzberg 
and  ano:  3  4-12  years,  from  Jan  1,  1907.     Dec  27,  1900.     1:259. 
900 

Mott  st,  Nos  187  and  189.  Leasehold.  Assignment  of  all  title  as 
collateral  tor  notes  of  $6,547.18.  Theo  P  Huffman  to  William 
Adams.     Nov  9.     Dec  26,  1900.     2:480 nom 

Oliver  st  No  42,  store,  &c.  Raffaele  Laporta  to  Luigi  Braico;  3 
years,    from   Sept   1,   1906.      Dec  27,   1906.      1:278 480 

Oliver  st.  No  42.  Assign  lease.  Luigi  Braica  to  N  Y  and  Brook- 
lyn  Brewing   Co.      Sept   14.      Dec   27,    1900.      1:278 nom 

Pearl  st,  No  208,  store,  &c.  Wm  F  Dornbusch  to  Frederick  Vogel 
and  ano:  4  4-12  years,  from  Jan  1,  1905.  Dec  27.  1906.  1:70. 
800 

Peck  slip,  No  88,  all.  Angele  I  Callan  to  Edw  M  Di.\on,  of  Jer- 
sey City,  N  J;  3  years,  from  May  1,  1907.  Dec  21,  1900.  1:97. 
1,200 

Prince  st,  No  159,  basement.  Sigmund  Sturm  to  G  B  Cellar;  3 
years,   from  Jan   1,   1907.     Dec  21,   1906.     2:516 420 

Ridge  st,  Nos  141  and  143,  store,  &c.  Moris  Singer  to  Max 
Schwartz;  5  4-12  years,  from  Jan  1,  1907.  Dec  26,  1906.  2:345. 
1,860 

Rivington  st,  No  307   Is    e    cor,   all.      Cora   Kirschberg   and   ano   to 

Lewis  st.  No  OS  I  Beni  Fleisher;  2  years,  from  July  1,  1906. 
Dec   24,   1906.     2:328 4,800 

Sheriff  st.  No  118,  all.  Sam  Jacobs  to  Joseph  Perlbinder;  5  yrs, 
from  Jan  1,  1907.     Dec  26,  1906.    2:335 4.400 

Spring  st.  No  56,  all.  Geo  J  Kenny  and  ano  to  Giuseppe  Consal- 
vo;  4  8-12  years,  from  Sept  1,  190G.     Dec  21,  190G.     2:481.. .1,800 

Spring  st.  No  266,  all.  Isidore  Cohen  to  Frank  Molinari;  5  years, 
from  Jan  1,  1907.     Dec  21,  1906.     2:579 3,100 

Varick  st,  No  26.  Assign  lease.  Jerry  Sanders  to  N  Y  and 
Brooklyn  Brewing  Co.     Aug  22.     Dec  27,   1906.     1:212   nom 

Washington  st|  east  %   of  9th  loft  in  Varick  bldg.     American  Col- 
Hubert  st     •    I     ortype   Co   to   Wille   &   Saam;   8  9-12  years,   from 

West  st  I    May  1,  1906.     Dec  27,   1906.     1:217 4,000 

Washington  st,  No  317,  all.  Harry  C  Nash  EXR,  &c,  Wm  R  Peters 
to  Wm  H  Henneberger  and  ano;  5  years,  from  May  1,  1907.  Dec 
27,   1906.      1:142 1,750 

3d  st,  Nos  317  and  319  East.  Surrender  lease.  Samuel  Horowitz 
to  Reuben  Masur.     Dec  24,  1906.     2:373 nom 

6th  st,  No  528,  basement.  Benjamin  Feingold  to  Joe  Seldin;  4 
3-12  years,  from  Feb  1,  1905.     Dec  26,  1906.     3:833 420 

11th  st.  No  625  East.  Assign  lease.  Alfonso  Costantino  to  Ralph 
Bellino  and  ano.     Dec  18.     Dec  21,   1906.     2:394 250 

14th  st.  No  144  East,  all.  John  Stich  to  Thos  J  Sharkey;  15  5-12 
years,  from  Dec  1,  1906.     Dec  27,  1906.     2:559..   ..5,000  to  7,000 

16th  st.  No  512  East.  Surrender  lease.  Joseph  Davi  to  Theodore 
Palumbo  and  ano.     Dec  21.     Dec  26,  1906.     3'973 449 

17th  st,  No  411  East.  Surrender  lease.  Vittorio  Marcigliano  to 
Irving  Bachrach  and  ano.  All  title.  Apr  6.  Dec  21,  1906. 
3:949 400 

18th  st.   No  38  Wistore  and  basement.    Saml  P  TuU  to  Frank  Ad- 

17th  st,  No  41  W  dieg  et  al;  21  yrs,  from  Feb  1,  1907.  Dec 
24,    1900.     3:819 4,500   to  6,000 

19th  st,  No  447,  n  e  s,  250  e  10th  av,  25x91.11.  Assign  lease. 
Annie  Goldflam  with  consent  of  Francis  L  Ogden  to  Julia  Fer- 
guson,  of  Rosendale,   N  Y.     Dec  19.     Dec  22,   1906.  3:717.... nom 

24th  st.  No  352  West,  all.  Annie  D  Maddox  to  Mrs  Antonie  Ferry; 
5  years,  from  Apr  1,  1906.     Dec  24,  1906.     3: 747.... 804  or  840 

27th  st,  Nos  110  and  112  West.  Leasehold.  Agreement  as  to 
alterations,  &c.  Felt  Construction  Co  with  Jacob  and  Josef 
Kohn.     Dec  21,  1906.     3:802 

34th  st,  No  40,  s  s,  250  e  6th  av,  25x98.9.  Mary  W  Scheper  to 
Samuel  Frank  et  al;  21  years,  from  Nov  1,  1906.  Dec  21,  1906. 
3:835 taxes,  &c,  and  14,000 

35th  St.  No  52,  s  s,  265  e  6th  av,  20x98.9.  Assign  lease.  Robt 
S  Smith  to  Samuel  Frank  et  al.  All  title.  Dec  20.  Dec  21, 
1906.     3:835 23,500 

42d  st.  No  127  West,  1st  loft.     Peter  Delacy  to  McDermott  Dairy 

Co;   3  years,  from  Jan  1,   1907.     Dec  24,   1906.     4:995 

1,800   and   2.0(X) 

43d  st,  No  35  West,  all.     Bernard  W  Webel  to  Artemas  Ward;  18 

years,    from   May   1,    1906.      Dec   27,    1906.      5:12,59 

taxes,   &c,  and  $2,700  to  4,000 

47th  st,  No  41  West.  Certificate  of  merger  of  lease  in  fee.  Kath- 
leen T  Harper  to  whom  it  may  concern.  Dec  26.  Dec  27,  1906. 
5:1263 

62d  st,  Nos  47  and  49  E,  stable,  all.  Helen  Tracy  to  Halls  Stable 
Co;  5  years,  from  Mar  1,  1909.     Dec  21,  1906.     5:1377 7,200 

79th  st.  No  121  West,  4-sty  bldg.  Hugo  Jaeckel  to  James  W  Put- 
nam; 5  years,  from  Oct  1,  1906.  (5  years'  renewal  at  $3,500). 
Dec  21,   1906.     4:1210 3,000 

102d  st.  No  234  East.  Assign  lease.  Ike  Beroth  to  Oscar  Ham- 
burger.    Dec  24,  1906.     6:1651 nom 

124th  st.  No  21  West,  3-sty  dwelling.  Harriette  P  Thompson  to 
United  States  Grand  Lodge,  of  Independent  order  Free  Sons  of 
Israel;  5  4-12  years,  from  Jan  1,  1907.  Dec  21,  1906.  6:1722. 
1,900  to  2,500 

125th  st,  No  72  West,  all.  Annie  Piser  to  Harry  Levey;  11  3-12 
years,  from  Feb  1,  1907.     Dec  21,  1906.     6:1722.. .  .5,250  to  7,2.50 

126th  st,  No  212  East.  Surrender  lease.  Cath  Keating  to  David 
Jacobson.     Oct  20.     Dec  24,   1906.     6:1795 nom 

141st  st.  No  269  West,  west  store.  Clementine  Rothmiller  to 
Morriss   Steinman;   3  years,   from  Jan   1,  1907.     Dec  21,   1906. 

7:2027 540 

Amsterdam  av,  s  e  cor  115th  st,  cor  store,  &c.  The  Polstein 
Realty  &  Construction  Co  to  August  Dubber;  5  years,  from  May 
1,    1907.      Dec    24.    1906.      7:1867 1.800 

Amsterdam  av.  No  160,  n  w  cor  67th  st,  store,  &c.  Peter  Doel- 
ger   to   Patrick   O'Malley;    5   4-12   years,   and  4  days,   from   Dec 

27,  1906.     Dec  27,  1906.     4:1159 2,700 

Amsterdam  av,  No  6,  store.  Meyer  H  UUmann  and  ano  to  Emil 
Lefkowitz;   5  years,   from  May  1,   1907.     Dec  27,   1900.     4:1151. 

1,320 

Amsterdam  av.  No  1040,  n  w  cor  111th  st.  No  501,  cor  store. 
Assign    lease.      Timothy  J   Raftery   to   M   Grohs   Sons.      Dec   21. 

Dec  27,  1906.     7:1883 1,000 

Av   C,   Nos   70  and   72.     Assign   lease.     Mary  Jacoby     to     George 

Kienzle.      Dec  21.      Dec  26,   1900.      2:375 nom 

Same  property.     Re-assign  lease.     George  Kienzle  to  Mary  Jacoby. 

Dec  21.     Dec  26,  1906.     2:375 nom 

Av  D,  No  57,  s  w  cor  5th  st.  No  752,  corner  store.  &c.  Louis 
Kovner  et  al  to  Abraham  Cohen;  3  years,  from  Dec  1,  1900. 
Dec  27,   1906.     2:374 840 


Broadway,  No  243  [sub-basements    and    floors    above    store    floor. 
Murray  st.  No  2%    \     Herman  and  Martin  King  to  Underwood  Type- 
writer Co;  6  years,  from  May  1,  1907.     Dec  27,  1906.     1:124.  .7,500 
Broadway,   No  2277   |s  w  cor,  store.     Morris  K  Jesup  to  Herman 
82d  st.  No  250  West   |     and    Julius    Levy;    5    years,    from    Sept    1, 

1906.  Dec  24,   1006.     4:1229 800  and  900 

Broadway,   No  449  iall.     Chas  E  Hess  to  Abraham  Frank  and  ano; 
Mercer  st,  No  26       (    5   years,   from   Feb    1,    1907.      Dec   24,    1906. 

1:231 13.000 

Fort  George  av,  n  s,  at  line  between  lots  25  and  24  map  128 
acres  part  estate  Isaac  Dyckman,  runs  e  300  x  w  300  x  s  w 
300  to  av,  X  e  and  s  e  300  to  beginning,  being  parts  lots  25,  26 
and  27  on  said  map,  Fort  George  Realty  Co  to  Genero  Car- 
folite;  3  years,  from  Dec  19,  1906.  Dec  27,  1906.  8:2149. 
3,000 

Lexington  av.  No  98.  Assign  lease.  Julius  Simon  to  Ferdinand 
Munch  Brewery.     Dec  19.     Dec  26,  1906.     3:882 nom 

Park  av.  No  1005,  e  s,  75  s  110th  st,  25x155,  stable,  &c.  Wm  T 
Keogh  Amusement  Co  to  Abraham  Berlowitz  and  ano;  5  years, 
from  May  1,  1905.     Dec  26,  1906.     6:1637 1,200 

West  Broadway,  No  147.  Fredk  W  Saltsieder  to  Charles  Engels; 
5  years,  from  Feb  1,  1907.     Dec  24,  1906.     1:147 3,900 

1st  av.  No  2283,  store,  &c.  Carmine  Pauloanonio  to  Vincenzo 
Greco;  3  years,  from  May  1,  1909.     Dec  26,  1906.     6:1689.... 600 

Same  property.  Assign  lease.  Giuseppe  Cangro  to  Vincenzo  Greco 
et  al.     Oct  20,  1906.     Dec  26,  1906.     6:1689 nom 

1st  av.  No  2283.  Assign  lease.  Vincenzo  Greco  et  al  to  John 
D  Haase.     Dec  22.     Dec  26,  1900.     6:1689 nom 

Same  property.  Assign  lease.  John  D  Haase  et  al  to  Vincenzo 
Greco.     Dec  22.     Dec  26,  1906.     6:1689 nom 

1st  av.  No  1577,  n  w  cor  82d  st.  No  355,  corner  store  and  four 
basements.  Joseph  Loeb  to  Alex  Trier  and  ano;  3  years,  from 
April  1,  1906.     Dec  26,  1900.     5:1545 2,100 

1st  av.  No  1593,  store,  &c.  Isidor  A  WoUheim  to  Joseph  Ryan;  5 
years,  from  May  1,  1907,  with  5  years  renewal  at  $2,400.  Dec 
22,  1906.     5:1545 .....2,100 

1st  av.   No  164  |n   e    cor.      Assign   lease.      Sam   Leibowitz    to 

10th  st.  No  245  East|  Meyer  Schneitzer.  Dec  26.  Dec  27,  1906. 
2:438 nom 

1st  av,  No  181,  basement.  Isaac  Rottfeld  and  ano  to  Antonio 
Colarusso;  2  years,  from  May  1,  1906.     Dec  22,  1906.     2:453.. 480 

2d  av.  No  338,  store,  extension  and  bowling  alleys  in  cellar. 
James  Moore  to  Alfred  Reiss  &  Co;  5  years,  from  Jan  1,  1907. 
Dec  27,  1906.     3:925 1,200 

2d  av.  No  338.  Assignment  of  interest  in  lease.  Wm  Schack  to 
Alfred  Reiss.     All  title.     Dec  22.    Dec  27,  1906.     3:925 nom 

Same  property.  Assign  lease.  Alfred  Reiss  to  John  D  Haase. 
Dec  24.     Dec  27,  1906.     3:925 nom 

Same  property.  Re-assign  lease.  John  D  Haase  to  Alfred  Reiss. 
Dec  24.     Dec  27,   1906.     3:925 nom 

2d  av.  No  777.  Assign  lease.  Harris  Rlchman  to  Nathan  Levin. 
Dec  27,  1900.     5:1315 nom 

3d  av,  No  125,  n  e  cor  14th  st.  No  201,  25x100.  Release  claims, 
&c,  for  3d  track  of  Elevated  R  R.  Leasehold.  Mary  J  Durivan 
INDIVID,  EXTRX  and  TRUSTEE  Patrick  Sullivan  et  al  to  In- 
terborough  Rapid  Transit  Co,  the  N  Y  Elevated  R  R  Co  and  the 
Manhattan  Railway  Co.     July  13.     Dec  27,  1906.     3:896 625 

5th  av.  No  1149.  Saloon  lease,  &c.  Agreement  as  to  covenants, 
&c.  A  Hupfels  Sons  with  Frederick  Dornberger.  Dec  5.  (Re- 
recorded from  Morts  Dec  8,  1906).     Dec  26,  1906.     6:1602.  ...nom 

6th  av.  No  750,  e  s,  40.5  s  43d  st,  20x75,  4-sty  stone  front  tene- 
ment and  store.  Leasehold.  PARTITION.  Nov  19,  1906.  Mor- 
ris J  Hirsch  referee  to  Louisa  M  Gerry,  Newport,  R  I.  Dec  21. 
Dec   22,   1906.     5:1258 8,650' 

8th  av.  No  2721  In    w    cor,    all.      Ferdinand    Brakmann    to 

145th  st,  No  301  West  |     Fred    Knack;    10   years,     from     Jan     2, 

1907.  Dec  24,  1906.     7:2045 6,000  and  6,500 

8th  av.  No  2849,  on  map  No  2865,  s  w  cor  152d  st.  No  300,  store. 

Isaac  Wohlgermuth  to  Walter  Bloom;  from  Jan  1,  1907,  to  May 

1,   1914   (7  4-12  years).     Dec  27,   1906.     7:2046...  .1,500  to  1,800 
8th  av.  No  2379,  north  store.     May  Bernstein  to  Samuel  Gambet- 

sky;  3  4-12  years,  from  Jan  15,  1907.     Dec  27,  1906.     7:1954. 

900 

8th  av.  No  2329.  Assigns  two  leases.  The  James  Everards  Brew- 
eries to  Michael  W  Murphy.     All  title.     Dec  26.     Dec  27,  1900. 

7:1952 nom 

Same   property.      Assign   lease.      Michael  W  Murphy  to   John  Mc- 

Mahon.     Dec  5.     Dec  27,   1906 nom 

8th  av.  No  2849 i 

152d  st,  No  300  West | 

Assign    lease.      Walter    Ploom   to   Davies   J   Marshall.      Dec   24. 

Dec  27,   1906.     7:2W.6 nom 

Same   property.      Re-assign   lease.      Davies  J   Marshall   to   Walter 

Bloom.     Dec  24.     Dec  27,   1906.     7:2046 nom' 

Sth  av.  No  2501.     Assign  lease.     Martin  Heilbut  to  Jacob  Dierks. 

Dec  27,  1900.     7:1959 nom 

10th  av.   No  7.53    n  w  cor  51st  st.  No  501,  3-sty  building.     John 

Early  EXR  to  John  Donohue;   5  years,  from  Jan   1,   1907.     Dec 

27,  1906.     4:1080 1,700 

BOROUGH   OF   THE   BRONX. 

166th  st.  No  974  East,  store,  &c.  Arthur  Labusohr  to  Henry  J 
Laurie;  2  years,  from  May  1,  1906.  Dec  27,  1906.  10:2670. 
300 

*Clason  Point  road,  plot  contains  3%  acres,  bounded  n  by  Clason 
Point,  s  by  L  I  Sound,  e  by  land  of  F  Coudert  and  w  by  lands 
Clinton  Stephens.  Walter  W  Taylor  to  Clinton  Stephens;  5 
years,   from   Jan   1,   1905.      Dec   24,   1906.      10:2760 175 

St  Anns  av.  No  172,  store.  Otto  Giesler  to  George  Venney;  5 
years,  from  May  1,   1911.     Dec  27,  1906.     10:2548 840 

Webster  av,  n  w  cor  198th  st,  48x89,  all.  Dennis  Harrington,  Jr, 
and  ano  to  Michael  Le  Strange;  5  years,  from  completion  of  bldg. 
Dec  15,   1906.     Dec  26,  1906.     12:3278 5,500 

Lot  25  map  Powell  farm,  1st  lot  Nos  in  Town  of  West  Farms. 
Gilbert  S  Lyon,  County  Treasurer  of  Westchester  Co,  to  Edward 
Haight  Jr.  Oct  29,  1866,  tax  lease,  50  years.  Dec  21,  1906. 
11:3078 4.04 

Same  property.  Assign  lease.  Edward  Haight  Jr  to  Pasquale  J 
Lamberti.     Dec  10.     Dec  21,  1906.     11:3078 nom 
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KING'S  WINDSOR  CEMENT 

For  Plastering  Walls  and  Ceilings 


'  Elastic  in  its  nature,  can  be  applicj  with  25  per 
cent,  loss  laJor  ar.J  hj.s  II '  1  per  cent,  more  cov= 
ering  capacity  than  any  other  similar  material 

J.  B.  KING  4  CO.,  No.  1  Broadway,  New  York 


MORTGAGES 


NOTE.— The  arrangement  of  this  Hat  Is  as  follows:  The  first  name 
Is  that  of  the  mortgagor,  the  next  that  of  the  mortgagee.  The  de- 
scription of  the  property  then  follows,  the»  the  date  of  the  mort- 
gage, tht  time  for  which  it  was  given  and  the  amount.  The  general 
dates  used  as  head  lines  are  the  dates  when  the  mortgage  was 
handed  into  the  Register's  office  to  be  recorded. 

Whenever  the  letters  "P.  M."  occur,  preceded  by  the  name  of  a 
street,  in  these  lists  of  mortgages,  they  mean  that  it  is  a  Purchase 
Money  Mortgage,  and  for  fuller  particulars  see  the  list  of  transfers 
under  the   corresponding  date. 

The  first  date  is  the  date  the  mortgage  was  drawn,  the  second  the 
date  of  filing;  when  both  dates  are  the  same,  only  one  Is  given. 

Subscribers  will  find  mortgages  In  this  list  with  the  wrong  block 
number  attached.  The  block  number  we  give  Is  taken  from  the  In- 
gtrumeut  as  filed. 


December   21,   22,   2-1,   20   and   27. 
BOROtr&H  OF  MAITHATTAII. 

Abraham,  Hannah  to  BOWERY  SAVINGS  BANK.  10th  av.  No 
819,  w  s,  00,5  n  54th  st,  25x100.  Dec  21,  5  years,  4"^%.  Dec 
22,   190G.     4;  1083.  12,000 

Ahern,  Francis  X  to  Chas  Y  Van  Buskirk  and  ano.  18th  st.  No 
340,  s  s,  375  e  9th  av,  20x92.  P  M.  Prior  mort  $20,000.  Dec  20, 
due  &c,  as  per  bond.     Dec  26,  190G.     3;741.  1,500 

Amend  Therese  M  to  GERMAN  SAVINGS  BANK  in  City  N  Y. 
49th  st.  No  445,  n  s,  550  w  9th  av,  25x100.5.  Dec  24,  1906,  1 
year,   4%%.     4:1059.  5,000 

Alexander,  John  to  Wm  Haffner,  103d  st,  No  91.  n  e  s,  100  e 
Columbus  av,  27x100.11.  P  M.  Prior  mort  $27,000.  Dec  20,  3 
years,  6%.     Dec  21,  1906.     7:1839.  5,000 

Anderson.  Esteile  P  wife  of  E  C  Anderson  to  Francis  J  Gasquet 
and  ano  trustees  Eveline  G  Marshall.  58th  st.  No  112,  s  s, 
140.6  w  Uth  av,  19.8x100.5.  Dec  21.  1906.  3  years,  4%%. 
4:1010.  7,500 

Aleinikotf,  Nicholas  to  Walter  S  Gurnee  et  al  trustees  for  Eve- 
lyn S  Chapman  will  Walter  S  Gurnee.  113th  st,  Nos  121  to 
125  n  s,  164  e  Park  av,  49.4x100.11.  Dec  24,  due  Feb  8,  1911, 
41/2%.     Dec  27,  1906.     6:1641.  50,000 

Same  to  David  Ravitch  et  al,  firm  Ravitch  Bros.  Same  property. 
Prior  mort  $50,000.  Dec  24,  due  Jan  1,  1914,  6%.  Dec  27, 
1906.     0:1641.  15,000 

Alexander,  Isidor  H  to  Annie  V  Fox  and  ano.  127th  st.  No  2-54, 
s  s,  333.4  e  Sth  av,  16.8x99.11.  P  M.  Dec  27,  1906,  due,  &c. 
as  per  bond.     7:1932.  10,000 

Alliance  Realty  Co  and  Century  Investing  Co  to  Margt  O  Sage. 
Chambers  st,  Nos  43  to  47,  and  Reade  st,  Nos  21  to  25.  Cer- 
tificate as  to  mort  for  $550,000.     Dec  19.    Dec  27,  1900.     1:153. 

Alger,  Stewart  C  to  TITLE  GUARANTEE  &  TRUST  CO.  Wash- 
ington st.  No  360,  n  w  cor  North  Moore  st.  No  95,  24.11x75. 
Dec  27,  1906,  due  &c,  as  per  bond.     1:186.  3,500 

Burnham,  Biia  F  to  Daniel  A  Davis  and  ano  trustees  for  Orris  S 
Eldrcdge  and  ano  will  Orris  K  Eldredge.  27th  st,  Nos  158  to 
164.  s  s,  100  e  7th  av,  runs  e  88  x  s  90  x  w  44  x  s  8.9  x  w  44  x  n 
30.8  X  w  15  X  n  20  X  6  15  x  n  48.1.  Dec  24,  1906,  5  years,  4V2%- 
3:802.  60,000 

Bruestle,  George  with  Ada  S  Elsworth.  31st  st,  Nos  310  and  312, 
s  s,  167.6  e  2d  av,  4.5x98.9.  Subordination  agreement.  Dec  24. 
Dec  27,  1900.    3:936.  nom 

Bensel,  Mary  M  to  Archibald  M  Maclay  guardian  Percy  Peyser  and 
ano.  Lexington  av,  No  54.  w  s,  32.10  s  25th  st,  16.5x38.  Dee 
19,  due  &c,  as  per  bond.     Dec  27,  1906.     3:880.  8,500 

Bensel,  Mary  M  to  Archibald  M  Maclay  trustee  Moses  B  Maclay 
for  benefit  Susa  S  Snider.  25th  st.  No  132,  s  s,  38  w  Lexington 
av,  15.8.X49.4.  Dec  19,  due  &c,  as  per  bond.  Dec  27,  1906. 
3:880.  9,000 

Blumenthal,  Bertha  and  Sidney  and  Berthold  Hochschild  exrs 
August  Blumenthal  to  N  Y  LIFE  INS  AND  TRUST  CO.  81st  st, 
Nos  107  to  173.  n  s,  40  e  Amsterdam  av,  4  lots,  each  38.0x102.2. 
4  morts,  each  $37,500.  Dec  26,  3  years,  4%%.  Dec  27,  1906. 
4:1212.  150.000 

Blumenthal,  Bertha  and  Sidney  and  Berthold  Hochschild  exrs  Au- 
gust Blumenthal  to  N  Y  LIFE  INS  AND  TRUST  CO.  88th  st, 
No  209,  n  s,  100  w  Amsterdam  av,  runs  w  25  x  n  100.8  x  w 
138.2  to  c  1  Bloomingdale  ioad  (closed),  x  n  e  102.4  to  89th  st, 
Nos  202  to  212,  X  e  144.6  x  s  201.5  to  beginning.  Dec  26,  3 
years,  4y2%.     Dec  27,   1900.     4:1230.  135,000 

Barth,  Emilie  W  to  Eliz  M  Bunting  and  ano.  19th  st.  No  135, 
n  s,  206  w  3d  av,  22x75.  Dec  26,  3  years,  5%.  Dec  27,  1906. 
3:875.  14.500 

Brogan,  Charles  to  State  Realty  and  Mortgage  Co.  20th  st.  No 
33,  n  s,  570  w  5th  av,  25x92.  P  M.  Dec  27,  1906,  1  year,  6%. 
3:822.  38,500 

Baker,  John  O  with  BOWERY  SAVINGS  BANK.  Broadway,  Nos 
1500  to  1510.     Extension  mort.     Dec  19.     Dec  27,  1900.     4:990. 

nom 

Boynton.  Clementine  E  to  Ida  A  Gardiner.  34th  st.  No  130,  s  s, 
325  e  7th  av,  25x98.9.  Prior  mort  $50,000.  Dec  21,  1906.  due. 
&c,  as  per  bond.     3:809.  gold,  2,500 

Barrow,  Mabel  R  to  TITLE  GUARANTEE  AND  TRUST  CO.  81st 
st.  No  00,  s  s,  105  e  Madison  av.  10x102.2.  Dec  19,  due,  &c.  as 
per  bond.     Dec  21,   1906.     5:1492.  25,000 

Barandon,  Jennie  B  wife  of  Geo  to  Cornelia  D  Earle.  98th  st,  No 
132,  s  s,  285  w  Columbus  av,  16x100.11.  P  M.  Dec  15,  due  Jan 
1,  1912,  5%.     Dec  21,  1906.     7:1852.  8,500 

Burke,  James  E  to  Saml  B  Goodale  and  ano  exrs  Nathan  A  Ched- 
sey.  Madison  st.  No  414,  s  s,  400  e  Jackson  st,  25x99.6x25x100. 
Dec  IS.  3  years;  5%.     Dec  21,  1906.     1:265.  8,000 

Beall,  Liilie  S  to  FRANKLIN  TRUST  CO  trustee  Jeremiah  P  Rob- 
inson for  benefit  Harriet  W  R  Leech,  &c.  West  Broadway,  No 
533,  s  s  s,  abt  100  n  Bleecker  st,  25x100.  Dec  11,  due  July  1, 
1911,  5%.     Dec  21,  1906.     2:536.  47.000 

Blessington  Co  to  Arrow  Realty  Co.  Central  Park  West,  No  101, 
n  w  cor  70th  st,  Nos  1  to  7.  100.5x150.  Prior  mort  $800,000. 
Dec  20,  due  June  30,  1909,  6%.     Dec  21,  1906.    4:1123.        125,000 


Same  to  same.     Same  property.     Certificate  as  to  above.     Nov  13, 

■   Dec  21,   1900.     4:1123.  

Bernstein,  Harris  and  Isaac  Goldberg  to  METROPOLITAN  TRUST 

CO  of   City   of  N  Y,   exr,   &c,   Phebe   A  Murphy.      125th  st,   n  s, 

100  e   Columbus   av,   or   Morningside   av   E,   100.x99.10.      Dec  20. 

due  Mar  23,  1909,  5%.     Dec  21,  1906.     7:1952.  75,000 

Buscemi    Bidg    and    Construction    Co    to    American    Mortgage    Co. 

111th  st,  Nos  311  and  313,  n  s,  183.4  e  2d  av,  41.8x100.11.     Dec 

21,  1906,  5  years,  5%.     6:1683.  30,000 

Same  to  same.     Same  property.     Certificate  as  to  above  mort.     Dec 

5.     Dec  21,  1006.     6:1083.  

•Buscemi   Building  &   Construction  Co  to  Wm  C  Niglutsch.     111th 

st,   Nos  311   and  313  East.      Certificate  as  to  mort  for  $10,000. 

Dec  21.     Dec  24,  1906.     0:1083.  

Buscemi   Building  &   Construction  Co  to  Wm   C  Niglutsch.     111th 

st,  Nos  311  and  313,  n  s,  183.4  e  2d  av.  41.8xlt)0.10.     Prior  mort 

$30,000.     Dec  21,  due,  &c,  as  per  bond.     Dec  24,  1900.     0:1683. 

10,000 
Brand,  Julia  H  to  Edmund  Hendricks  and  ano  trustee  Fanny  Hen- 

drlclts  tor  benefit  Madeline  Hendricks.  37th  st,  No  344.  s  s,  200  e 

9th  av.  25x98.9.     Dec  24,  5  years,  5%.     Dec  20,  1906.     3:760. 

16,000 
Same    to   Julius   J   Lyons.      Same   property.      Prior   mort   $16,000. 

Dec  24,  5  years,  5%.     Dec  26,  1906.     3:700.  1,000 

Blauner,  Jacob  with  Helen  Heydt.     137th  st,  Nos  110    and  112,  s  s, 

1.50  w   Lenox   av,  41.8x99.11.     Extension  mort.     Dec  24,   1906. 

7:1921.  nom 

Bach,  Myer  to  J  Frederic  Kernochan.     Lexington  av.  No  J1745,  e  s, 

84.3  n  108th  st,  10.8x05.     Dec  20,  1906,  3  years,  5%.     6:1636. 

10.000 
Same  to  Marcie  Dunn.     Same  property.    Prior  mort  $10,000.     Dec 

26,  1906,  due  June  26,  1908,  6%.  6:1030.  1,000 
Breakwater  Construction  &  Engineering  Co  to  COLONIAL  TRUST 

CO.     Consent  and  certificate  as  to  mortgage  or  deed  of  trust  for 

$000,000.     Dec  8.     Dec  26,  1906.  

Breakwater  Construction  &  Engineering  Co  to  COLONIAL  TRUST 

CO.     Consent  to  mort  its  property  and  franchises  for  ?600,000. 

Jan  1,  1906.     Dec  26,  1906.  

Bittner,  John  to  Eiiz  H  Jaques.     Front  st.  No  1,  s  s,  about  35  e 

Whitehall    st,    33.5x110x39.5x110.2,    e    s.      Dec    7,   3   years,    5%. 

Dec  26,  1900.     1:4.  40,000 

Same   and  Rubsam   Herrmann   Brewing  Co  et  al  with  same.  Same 

property.     Subordination  agreement.     Dec  20,  1900.     1:4.  nom 

Bernheim,    Emily   S   wife   of  and  Julius   C   Bernheim   to   Walter   S 

Gurnee  et  al  trustee  tor  E  Norman  Scott,  will  Walter  S  Gurnee. 

79th  st.  No  143,  n  s,  275  w  Columbus  av,  2.5x102.2.     Dec  24,  due 

April  14,  1009,  4%.     Dec  26,  1900.     4:1210.  30,000 

Bucklin,    Blanche    to   John   A   Stewart  et   al    trustee   LIVERPOOL, 

LONDON  &  GLOBE  INS  CO.  in  N  Y.     West  End  av,  No  500,    e  s, 

85.2  n  84th  st,  22x100.     Nov  23,  3  years,  41/2%.     Dec  20,  1906. 

4:1232.  14,000 

Brod,   Albert  to   Ruth  A   Watrous.     89th  st,   Nos   17  and   19,   n  s, 

113.4  w  Madison  av,  51.1x100.8.     Dec  15,  due  &c.  as  per  bond. 

Dec  20,  1906.     5:1501.  60,000 

Benzer,   Frederick  to  Minnie  Mork.     46th  st.   No  329,  n  s,  300  w 

1st  av,  25x70.5.     P  M.     Dec  19,  due  Feb  20,  1909.  5%.     Dec  22, 

1906.     5:1339.  13,000 

BuIIowa,   Alfred   L  M   to  Hannah   Colgate.     103d  st,   Nos  311   and 

313,  n  s,  200  e  2d  av,  2  lots,  each  25x100.11.     2PM  morts,  each 

$8..500.     Dec  21,  3  years,  5%.     Dec  22,  1906.     6:1675.  17,000 

Builowa.  Alfred  L  M  to  Caterina  A  Verderosa,     103d  st,  Nos  311 

and   313,    n    s,   200   e    2d    av,    2    lots,    each   25x100.11.      2PM 

morts,  each  .$2,000;  2  prior  morts,  $10,500  each.     Dec  21.  3  yrs, 

6%.     Dec  22,  1906.     6:1075.  4,000 

Bernauer,    Bertha    to    Park    Mortgage   Co.      202d    st,    s    s,    175    w 

9th  av,  120.6x— xl25x99.11.    Dec  21.  3  years,  5%.    Dec  22,  1906. 

8:2198.  9,000 

Bernauer,   Bertha  to  Park  Mortgage  Co.     202d  st,  s  s,  100  w  9th 

av,  75x99.11.  Dec  21,  3  years,  57o.  Dec  22,  1906.  8:2198.  5,000 
Bernstein,    Louis   to    American   Mortgage   Co.      Amsterdam   av.   No 

2414,   s   w   cor   180th  st.   No  500,   25x100.     Dec  21,   due  June  1, 

1908,   0%.      Dec   22,    1900,      8:2152,  12,000 

Barber,   S   Morgan   to   Mary  J   McDonald.     Lexington   av.   No   655, 

s   e   cor  .55th   st,   20x03.      P   M.      Prior  mort   $ .      Dec   21,   3 

years,  5%.     Dec  22,  1906.     5:1.309.  4,100 

Cammarota,   Raffaele  to  Pedro  R  De  Fiorez  guardian  Maria  L  De 

Florez.   Mott  st.  No  57.  w  s,   abt  50  n  Bayard  st,  25x100.     Dec 

27,  1900,  due  Jan  1,  1912,  5%.  1:200.  26,000 
Century   Investing   Co   and   Alliance   Realty   Co   to   Margt   O   Sage. 

Chambers  st,  Nos  43  to  47,  n  s,  270.5  e  Broadway,  75x151.4  to 
s  s  Reade  st,  Nos  21  to  25,  x74.10xl51.5.  Dec  19,  due  Feb 
1,  1910,  4'/,%.     Dec  27.  1900.    1:153.  .  550.000 

Century  Investing  Co  and  Alliance  Realty  Co  to  Margt  O  Sage. 
Chambers  st.  Nos  43  to  47.  and  Reade  st,  Nos  21  to  25.  Certifi- 
cate as  to  mort  for  $550,000.     Dec  19.     Dec  27,  1906.     1:153. 


Carfolite,  Genaro  to  Geo  Ehret.  Fort  George  av.  n  s.  at  line  bet 
lots  25  and  24  map  128  acres  of  land  being  part  of  estate  of 
Isaac  Dyckman,  runs  e  300  x  w  300  x  s  w  300  x  e  and  s  e  300 
to  beginning,  being  part  of  lots  25,  20  and  27  same  map.  Sa- 
loon lease.  &c.     Dec  27,  1900,  demand,  07o.     8:2149.  2,000 

Consalvo,  Giuseppe  to  Lion  Brewery.  Spring  st.  No  56.  Saloon 
lease.      Dec   19,    demand,   6%.      Dec   21,   1900.     2:481.  500 

Cushman,  Joseph  W  and  James  S  exrs,  &c,  E  Holbrook  Cushman 
to  BOWERY  SAVINGS  BANK.  23d  st.  No  348,  s  s,  250  e  9th 
av,  25x98.8.     Dec  20,  3  years,  4Vii%.     Deo  21,   1906.     3:740. 

20,000 

Cummings,  Eliz  wife  of  and  Richd  to  Lina  Rossman  exr  Nathan 
Rossman.  123d  st.  No  404,  s  s,  101  e  1st  av,  18x100.11.  Dec 
19,  due  Jan  1,  1910,  5%.     Dec  21,  1900.     0:1810.  5,000 

Casazza,  Victor  and  Louis  to  Louisa  Alsfeld  et  al  extrx  Antony 
Reisert.  Sullivan  st,  No  122.  w  s,  100  s  Prince  st,  runs  n  e  23 
X  n  w  100  X  s  w  23  X  s  e  100  to  beginning.  Dec  20,  due,  &c,  as 
per  bond.     Dec  21,   1906.     2:504.  14,000 

Clark;  W  Irving  and  ano  exrs  Mary  C  Clark  to  W  Irving  Clark  and 
ano  exrs  Richd  S  Clark.     40th  st.  No  32,  s  s,  200  e  Madison  av, 
25x98,9.     Dec  16,  due  May  1,  1907,  5%.     Dec  24,  1906.     3:809. 
11,000 


Th«  text  ot  thei*  pagei  li  eopyrlshtad.     All  rlghta  are  rciarrad.       Notice  1b  hereby  given  that  Infringement  will  lead  to  prosecution. 
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Capstick,  Eleanora  A  to  County  Holding  Co.  Fulton  st,  No  1-44, 
s  s.  101.2  e  Broadway,  27.2x107.1x27.4x100.9.  Dec  22,  2  years, 
5V^%.     Dec  24,  1906.     1:79.  142,000 

Carroll,  Royal  P  to  TITLE  INSURANCE  CO.  49th  st,  No  41,  n  s, 
145  e  Madison  av,  22x100.5.  Dec  21,  2  years,  41/2%.  Dec  24. 
1906.     5:1285.  50,000 

Connolly,  Mary  to  Harry  W  Bell.  Rivington  st,  Nos  349  to  353, 
s  s,  22  w  Tompkins  st,  66x75.  Dec  24,  1906,  1  year,  5%%. 
2:323.  18,000 

Crall,  Leander  H  and  Howard  E  to  EMIGRANT  INDUSTRIAL 
-SAVINGS  BANK.  Lenox  av,  Nos  115  to  119,  s  w  cor  llGth  st. 
No  100,  00.11x85;  110th  st.  No  102,  s  s,  85  w  Lenox  av,  20x 
100.11.     Dec  24,  1906,  5  years,  41/,%.     7:1825.  40,000 

Collins,  Ann  and  Patk  H  to  David  Sears.  St  Nicholas  av.  No  486, 
n  e  cor  134th  st,  101.3x37.11x99.11x21.1.  Dec  20,  due,  &c,  as  per 
bond.     Dec  24.  1906.     7:1959.  38,000 

Conlon,  Michael  F  to  Theodore  Greentree.  27th  st.  No  507,  n  s, 
125  w  10th  av,  25x98.9.  Prior  mort  $26,000.  Dec  26,  1906, 
demand,  6%.     3:699.  5,000 

Cohen,  Lucia  M  S  to  Thomas  Burke.  49th  st.  No  150,  s  s,  150  w 
3d  av,  25x100.5.  P  M.  Prior  mort  $20,000.  Dec  24,  3  years, 
— %.     Dec  26,  1906.     5:1503.  5,000 

Cohen,  Harris  and  Abraham  to  EMPIRE  CITY  FIRE  INS  CO  of 
N  Y.  140th  st,  Nos  210  and  212,  s  s,  2.53.4  w  7th  av,  2  lots,  each 
38.4x99.11.     2  morts,  each  $38,000.     Dec  17,  5  years,  5%.     Dec 

26,  1906.     7:2025.  76,000 
Cochrane,  Harry  A  to  Tillie  Lange.     103d  st.  No  153,  n  s,  327.7  e 

Amsterdam  av,  31x100.11x31.1x101.  Prior  mort  $35,000.  Dec 
18,  due  Mar  15,  1007,  G%.     Dec  26,  1906.     7.1858.  3,000 

Corse,  Blanche  M  to  Norman  H  Niver.  Vermilyea  av,  u  s,  175  w 
Hawthorne   st,   50x150.     Deo   22,    1906,   3  years,   5%.     8:2234. 

5,000 

Dowling,  Frank  N  to  Gertrude  L  wife  W  Brenton  Welling.  40th 
st.  No  107,  n  s,  150  e  4th  av,  old  line,  21x98.8.  Prior  mort  $18,- 
000.     Dec  17,  1  year,  57o.     Dec  22,  1900.     5:1205.  17,000 

Divers,  Patrick  W,  of  North  Branch,  Sullivan  Co,  N  Y,  to  GER- 
MAN SAVINGS  BANK  in  City  N  Y.  108th  st,  No  70,  s  s.  125 
e  Columbus  av,  25x100.11.     Dec  22,  1906,  3  years,  41/2%.  7:1843. 

18,000 

Dooley,  John  J  to  TITLE  GUARANTEE  &  TRUST  CO.  114th  st. 
No  107,  n  s,  50  e  Park  av,  16x100.11.  Dec  22,  due,  &c,  as  per 
bond.     Dec  24,  1906.     6:1642.  6,000 

Divers,  Patrick  W  to  Christian  L  Fausel.  108th  st.  No  70,  s  s, 
125  e  Columbus  av,  25x100.11.  Prior  mort  $18,000.  Dec  22. 
3  years,  5%.     Dec  24,  1906.     7:1845.  7,500 

Dowling,  Vi':tor  J  to  James  G  Cannon  et  al  exrs,  &c,  Lottie  H 
Packard.  82d  st.  No  17,  n  s,  267  w  Central  Park  West,  23x 
102.2.     Nov  8,   due,   &c,   as  per  bond.     Dec  24,  1906.     4:1196. 

25,000 

Donellan,  Albert  V  to  TITLE  INS  CO  of  N  Y.  113th  st,  n  s,  95  e 
Manhattan  av,  75x100.11.  Dec  19,  3  years,  57o.  Dec  21,  1906. 
7:1847.  100.000 

Dlugasch,  Morris  to  Chas  P  Buckley.  Leroy  st,  Nos  101  and  105, 
n  w  cor  Hudson  st,  Nos  423  to  429,  80x75.6.  P  M.  Dec  21, 
1906,  due  June  1,  1911,  5%.     2:602.  67,500 

Dugan,  Margt  M  to  DeWitt  C  Flanagan  and  ano  trustees,  &c.  9th 
av.  No  313  E,  and  28th  st  No  401  W.  Saloon  lease.  Dec  7,  de- 
mand, 6%.     Dec  21,  1906.     3:726.  1,500 

Di  Benedetto,  Joseph  or  Giuseppe,  Astoria,  L  I,  Louis  Farliano, 
N  Y.  to  the  TRUST  CO  OF  AMERICA  trustee  under  deed  of  trust. 
115th  st.  No  429,  n  s,  284  w  Pleasant  av,  runs  n  100.11  x  w  85 
X  s  14.3  X  s  e  —  X  s  31  to  st,  X  e  34  to  beginning.  Dec  20,  3 
years,  5%.     Dec  21,  1906.     6:1709.  35,000 

Dingier,  Adolph  to  Richd  Friedlander.  84th  st.  No  126,  s  s,  341.8 
e  Amsterdam  av,  33.4x102.2.  Dec  14,  due,  &c,  as  per  bond. 
Dec  27,  1906.     4:1214.  187.50 

Decker,  Philip  A  Jr  to  TITLE  GUARANTEE  &  TRUST  CO.  5th 
st.  No  432,  s  s,  150  w  Av  A,  25x96.2.  Dec  13,  due,  &c,  as  per 
bond.     Dec  27,  1906.     2:432.  15,000 

de  Forest,  Robert  W  and  Henry  W  to  John  L  Cadwalader  and  ano 
trustees  for  William  Cutting.  Pearl  st.  No  272,  on  map  Nos  270 
and  272,  s  s,  49.4  n  e  Fulton  st,  runs  s  88.11  x  n  e  6.1  x  e  25  x  n 
92.7  to  Pearl  st  x  w  32.9  to  beginning,  except  part  conveyed  by 
deed  dated  Nov  5,  1902.  Dec  19,  1  year,  4%.  Dec  27,  1906. 
1:95.  20,000 

Dowling,  Frank  N  to  Elihu  Root  and  ano  trustees  Henry  H  Cook. 
39th  st.  No  138,  s  s,  123.4  e  Lexington  av,  21.8x98.9.  P  M. 
Dec  27,  1906,  3  years,  5%.     3:894.  20,000 

Deckinger,  Max  with  American  Mortgage  Co.  108th  st.  No 
166  East.  Subordination  agreement.  Dec  18.  Dec  27,  1906. 
6:1635.  nom 

Decker,  Philip  A  Sr  with  TITLE  GUARANTEE  &  TRUST  CO. 
5th  st.  No  432  East.     Subordination  agreement.     Dec   26.     Dec 

27,  1906.     2:432.  nom 
EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Catherine  Brenen. 

22d  st,  No  253  West.     Extension  mort.     Sept  1.     Dec  27,  1906. 

3:772.  nom 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Fredk  J  Seitz  and 

ano.     135th  st,  No  247  West.     Extension  mort.     Dec  6.     Dec  27, 

1906.    7:1941.  nom 

Epstein,  Mathilde  W  wife  of  C  Joshua  Epstein  to  Maria  G  Mes- 
senger and  ano.     .58th  st.  No  433,  n  s.  249.7  w  Av  A,  18.1x100.4. 

Dec  15,  3  years,  5%.     Dec  21,   1906.     5:1370.  7,000 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  David  Israel  and 

Mendel  Epstein.     67th  st.  No  240  West. 

17.     Dec  21,   1906.     4:1158. 
EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S 

Mendel  Epstein.     67th  st.   No  238  West. 

17.      Dec   21,    1906.     4:1158. 
EQUITABLE   LIFE   ASSUR  SOC   of  the  U  S  with   Margt  L  Lewis 

and  Mary  A  De  Lamater.     71st  st,  No  63  West.     Extension  mort. 

Nov  1.     Dec  21,  1906.     4:1124.  nom 

EQUITABLE   LIFE  ASSUR  SOC  of  the  U  S  with  Michael  PIsapla 

and  ano.     135th  st.   No  237  West.     Extension  mort.     Deo  21, 

1900.     7:1941.     Dec  6.     Dec  21,  1900.  nom 

Einhorn,   Leopold   to   Adam   Schulz.      81st   st.   No   514,   s   s,   223   e 

Av  A,  25x102.2.     Dec  24,  1906,  5  years,  5%.     5:1577.  17,000 

Engel,    Amalia    to    Josephine    Eisenhauer    extrx    Wm    Eisenhauer. 

2d  av,  No  1608,  e  s,  102  s  84th  st,  17.4x100.     Dec  24,  1906,  due 

Jan  1,  1912,  41/2%.     5:1546.  6,000 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Abraham  Remnek. 

14th  st.  No  638.  s  s.  142.9  w  Av  C,  26.11x103.3.    Extension  mort. 

Dec  18.     Dec  21,  1906.     2:396.  nom 


Extension  mort.     Dec 

nom 
with  David  Israel  and 
Extension  mort.     Dec 
nom 


EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  with  Samuel  Gross. 
David  Eisler  and  Ike  Isler.  14th  st,  No  640,  s  s,  115.4  w  Av  0, 
27.5x103.3.     Extension  mort.     Dec   18.     Dec  21,   1906.     2:396. 

nom 

Edelman,  Israel  to  Trustees  of  the  Congregation  Shearith  Israel. 
39th  st.  No  210,  s  s,  137.10  e  3d  av,  12.2x98.9.  P  M.  Dec  24, 
due  &c,  as  per  bond.     Dec  26,  1906.     3:919.  5,500 

Same  to  L  Napoleon  Levy.  Same  property.  P  M.  Prior  mort 
$5,.500.     Dec  24,  2  years,  5%.     Dec  26,  1906.    3:919.  1,500 

EQUITABLE  LIFE  ASSUR  SOC  of  the  U  S  and  Agnes  McElhinney 
with  James  W  McElhinney.  91st,  No  165  West.  Extension 
mort.     Sept  1.     Dec  26,  1906.     4:1222.  nom 

Elias,  Joe  to  Chas  E  Fleming.  141st  st.  No  267,  n  s.  175  e  8th  av, 
25.4x99.11.     Dec  20,  3  years,  5%.    Dec  22,  1906.     7:2027.      17,000 

Same  and  Morris  Freundlich  with  same.  Same  property.  Sub- 
ordination  agreement.      Dec   17.      Dec   22,    1906.      7:2027.         nom 

Fogarty.  Martin  J  to  De  Witt  C  Flanagan.  2d  av.  No  1234,  Sa- 
loon lease.     Dec  21,  demand,  6%.     Dec  22,  1906.     5:1439.       1,800 

Fait.  Moses  to  Wm  Laue.  117th  st,  Nos  434  and  436,  s  s,  238.8 
w  Pleasant  av,  runs  s  100.11  x  w  36.10  x  n  —  x  w  0.5  x  n  —  to 
st  X  e  37.3  to  beginning.  P  M.  Dec  15,  10  years,  6%.  Dec  24, 
190(3.     6:1710.  19,000 

Friedman,  Meyer  L  and  Philip,  Isaac  and  Maer  Breakstone  to 
Joseph  Gelber  and  ano.  Suffolk  st.  No  95,  w  s,  250.10,  s  w, 
Rivington  st,  25.1x100.  P  M.  Dec  21,  1906,  due  Jan  1,  1912. 
6%.     2:353.  12,000 

Feinberg,  Moses  and  Ephraim  Gottlieb  to  James  H  Aldrich  et  al 
trustees  Eliz  W  Aldrich.  39th  st.  No  322,  s  s.  275  e  2d  av, 
25x98.9.     Nov  S,  due  Oct  13,  1911,  5%.     Deo  26,  1906,     3:944. 

18,000 

First  Hungarian  Congregation  Brith  Solain  to  Jonathan  B  Curry. 
Av  D,  No  6,  e  s,  93.3,  s  3d  st,  19.10x90.  Dec  26,  1906,  5  years, 
5%%.     2:357.  14,000 

Flammer,  John  to  FARMERS  LOAN  &  TRUST  C.  27th  st,  No  251 
n  s,  209.4  e  8th  av,  15.8x98.8x17.6x98.8,  28th  st.  No  248,  3  s, 
221.11  e  8th  av,  28x98.9,  28th  st.  No  250,  s  s,  221.11  e  8th  av, 
runs  s  w  08.8  x  n  w  14.6  x  n  e  98.8  to  st  x  e  16.3  to  beginning. 
Dec  26,  1906,  3  years,  — %.     3:777.  35  000 

Fuldner,  Henry  to  METROPOLITAN  TRUST  CO  of  City  N  Y 
14th  st.  No  404,  s  s,  66  e  1st  av,  28x180.  Dec  21,  due,  &c,  as  per 
bond.     Dec  24,  1906.     2:441.  33  000 

Finman,  Annie  F  to  MUTUAL  LIFE  INS  CO  of  N  Y.     113th  st    No 

120,   s   s,  235  e   Park  av,   19.7x100.11.     Prior  mort  $ .     Dec 

24,  1906,  due.  &c,  as  per  bond.     6:1640.  •    1.000 

Furmann,  Jacob,  Josef  Gertner  and  Abraham  S  Weltflsch  to  Louis 
Lese.  119th  st,  Nos  324  and  326,  s  s,  337.6  w  1st  av,  37.6x 
100.10;  119th  st,  No  .330,  s  s,  300  w  1st  av,  18.9x100.10.  Prior 
mort   $19,000.      Dec   24,   1900,   due  June   1,   1907,   6%.    6:1795. 

3,500 

Fitchett,    Susie   E,    Emily   E   Burns   and   Annie   E   de   Camp   to   W 


4^%.     Dec  24,  1906.     4:997.  80,000 

Furmann,  Jacob,  Josef  Gertner  and  Abraham  S  Weltfisch  to 
American  Mortgage  Co.  119th  st,  Nos  324  and  326,  s  s,  337  6 
w  1st  av,  37.(ixl0O.10.  Dec  17,  1  year,  5%%.  Dec  24,  1906. 
6:1795.  12,000 

Furmann,  Jacob,  Josef  Gertner  and  Abraham  S  Weltfisch  to 
American  Mortgage  Co.  119th  st.  No  330,  s  s,  300  w  1st  av, 
18.9x100.10.     Dec  17,  1  year,  51/2%.    Dec  24,  1906.     6:1795.    5,000 

Furmann,  Jacob,  and  Josef  Gertner  and  Abraham  S  Weltflsch  to 
American  Mortgage  Co.  119th  st,  Nos  324  and  326,  s  s  337  6 
w  1st  av,  37.6x100.10;  119th  st.  No  330,  s  s,  300  w  1st  av,  18  9 
xlOO.lO.     Dec  17,  1  year,  6%.     Dec  24,  1906.     6:1795.  2,000 

Fasano.  Antonio  to  Jetter  Brewing  Co.  Laight  st.  No  34  Sa- 
loon  lease.     Dec  7,   demand,   6%.     Dec  21,   1906.      1:220. 

1.262.45 

Fischel  Realty  Co  to  Rebecca  S  Jacobus  et  al  trustes  Saml  M  Ja- 
cobus. 117th  st,  Nos  244  and  246,  s  s,  110  w  2d  av,  50x100  11 
Dec  21,  1906,  5  years,  5%.     6:1666.  44,000 

Same  to  same.  Same  property.  Consent  to  above  mort.  Dec  20 
Dec  21,  1906.     6:166t).  ' 

Same  to  same.  Same  property.  Certificate  as  to  above  mort.  Dec 
21,   1906.     6:1660.  

Fleischmann  Realty  and  Construction  Co  to  TITLE  GUARANTEE 
AND  TRUST  CO.  Audubon  av,  e  s,  229.10  n  175th  st,  70x100- 
Audubon  av,  e  s,  3.39.10  n  175th  st,  39.10x100.  Certificate  as  to 
two  morts  aggregating  $23,750.     Dec  20.     Dec  21,  1906.     8:2132. 

Fleischmann  Realty  and  Construction  Co  to  TITLE  GUARANTEE 
AND  TRUST  CO.  Audubon  av,  e  s,  339.10  n  175th  st,  39.10x 
100.     Dec  20,  due,  &c,  as  per  bond.     Dec  21    1906      8-21.32 

r.,   .    V  7,750 

Fleischmann  Realty  and  Construction  Co  to  TITLE  GUARANTEE 
AND  TRUST  CO.  Audubon  av,  e  s,  229.10  n  175th  st,  70x100 
Dec  20,  due,  &c,  as  per  bond.     Dec  21,  1906.     8:2132.  16,000 

Friend,  Clarence  G  and  Wm  H  Fleisch  to  John  E  Roosevelt  et  al 
131st  st.  No  574,  s  s.  125  e  Broadway,  25x99.11.  Dec  15,  5 
years,  5%.     Dec  27,   1906.     7:1985.  20,000 

Feinberg.  Morris  to  Joseph  Schwartz.     39th  st.  No  322,  s  s    275  e 

2d  av,  25x98.9.     Prior  mort  $ .     Sept  18,  demand,  6%.     Dec 

27,  1906.     3:944.  400 

Fuller,  Susan  E  to  Frank  J  Walgering.  52d  st.  No  251,  n  s  212 
e  8th  av,  14x100.5.  P  M.  Prior  mort  $13,500.  Dec  27,  1906 
2  years,  6%.     4:1024.  3,000 

Falk,  Henry  to  August  Ruff.  4th  st.  No  80,  s  w  s,  80  n  w  2d  av 
20x72.1.  P  M.  Dec  26,  due  Jan  1,  1900,  6%.  Dec  27,  1906' 
2:459.  11,000 

Fowler.  Mary  L  with  TITLE  GUARANTEE  &  TRUST  COfl  22d  st, 
No  232  East.  Subordination  agreement.  Dec  24.  Dec  27,  1906.' 
3:902.  jjQm 

Fleischmann  Realty  &  Construction  Co  and  Cooper  Realty  Co  with 
Thomas  Mulligan.  179th  st.  n  s,  100  w  Amsterdam  av  125x 
100.     Extension  mort.     Dec  3.     Dec  26,  1906.     8:2152.  nom 

Faden  Beni  to  Harris  Faden.     Clinton  st.  No  14,  e  s,  155  s  Houston 
st,  20x100.2.     Prior  mort  $25,000.     Dec  27,  1906,  3  years    6% 
2:350.  sV 

Gottlieb,  William  to  Geo  W  Moore.     Clarke  st.  No  20    e  s    175  s 
Spring  st,   25.3  or  25x90.     P   M.     Dec  27,   190G,  5  years    57 
2:490.  '22,500 

Same  to  Antoinette  A  McCoUum.  Same  property,  p  M  Prior 
mort  $22,500.     Dec  27,  1906,  1  year,  6%.     2:490.  2,500 


The  text  of  these  pages  ii  coprriKhte'd.     All  rights  are  reaerred.        Notice  Is  hereby  given  that  Infringement  will  lead  to  prosecution. 
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Cooper  Iron  Works' 

JOHN  COOPER,  Proprietor 

Works :  Emmett  Street  &  Avenue  D,  Newark,  N.  J. 

New  York  Office :  I  Madison  Avenue 


IRON  and  STEEL  WORK 

FOR 

BUILDINGS,  BRIDQES,&c. 


15,000 
6th  av,  Nos  826  to 
Dec  26,  1905,  3  yrs, 

60,000 


nnldman.  Moses  to  Wm  A  Spencer  and  ano  trustees  Lorillard 
Spencer  for  benefit  Eleanora  L  S  Ceuci.  Henry  st.  No  52,  s  s, 
abt  215  w  Market  st,  25x100.  Dec  21,  due  Jan  1,  1912,  5%.. 
Dec  22,  1906.     1:277.  32,000 

Goldman,  Moses  to  Pincus  Lowenteld  and  ano.  Henry  st,  No  52, 
s  s,  about  215  w  Market  st,  25x100.  Prior  mort  $32,000.  Dec 
21,  1906,  due  Jan  14,  1913,  6%.     1:277.  13,000 

Gardiner,  Alfred  P  to  Edmund  Hendricks  and  ano  trustees  for 
Isabel  E  Brush  will  Fanny  Hendricks.  Lafayette  st,  No  52,  late 
Elm  st,  n  w  cor  Leonard  st.  No  121,  25x45.  Dec  24,  5  years, 
5%.     Dec  26,  1906.     1:171.  20,000 

Same  and  Adolph  M  Bendheim  with  same.  Same  property.  Sub- 
ordination agreement.  Dec  24.  Dec  26,  1906.  1:171.  nom 
Guggenheimer,  Randolph  to  EQUITABLE  LIFE  ASSUR  SOC  of 
the  U  S.  Broad  st.  Nos  82  and  84,  w  s,  43.3  n  Stone  st,  runs  u 
52.1  X  w  70  -x  s  O.S  X  w  9.8  x  s  22.1  x  w  23  x  s  25  x  e  98.10  to 
beginning.     P  M.      Dec   20,   5   years,  5%.     Dec  21,   1906.     1:11. 

180,000 
Gibson,  Richardson  T  to  HAMILTON  NATIONAL  BANK  of  Chi- 
cago, 111.  26th  st,  s  s.  bet  5th  av  and  Broadway  Cafe  Martin; 
also  property  near  Highbridge  described  on  tax  map  blk  2S84  lot 
72,  blk  2882  lot  S3,  blk  2880  lot  93,  blk  2.*^7  lot  187.  blk  2878 
lots  25  and  82;  also  all  right,  title  and  interest  belonging  to 
grantors  in  estates  of  Romanzo  M  Montgomery  and  Randall  Lee 
Gibson.  Extension  mort.  Dec  18.  Dec  24,  1906.  3:827, 
11:2877-2878-2880-2882-2885-2884,   also  Gen  Morts.  nom 

Gutman,  Wolf  to  Anne  C  Rogers.     Orchard  st.  No  IS,   e  s,  100  n 

Canal  st,  25x87.     Dec  24,   1006,  3  years.  5%.     1:298.  18,500 

Goldstein.  Jennie  to  Caroline  L  Harned.  2d  av,  No  1854,  s  e  cor 
9Gth  st,  No  300,  25.8x100.  Extension  mort.  Dec  17.  Dec  22, 
1900.     5:1558.  nom 

Gordon,  David  to  Joseph  Wolkenberg.  6th  st,  Nos  705  and  707. 
Certificate   as   to   payment   of   |9,000  on   account   of  mort.      Dec 

21,  1906.     2:376.  

Goodman,  Joseph  and  Geo  Schupper  to  LAWYERS  TITLE  INS  AND 
TRUST  CO.  5Sth  st,  Nos  307  and  309,  n  s.  CO  e  2d  av,  runs  n 
57.3  xe5xnl8xe5xnlSxe35xs  75.3  to  st,  x  w  40  to 
beginning.  Dec  20,  5  years,  5%.  Dec  21,  19<J6.  5:1351.  35,000 
Gage,  Mary  P  to  TITLE  GUARANTEE  AND  TRUST  CO.  85th  st. 
No  254,  s  s,  100  e  West  End  av,  40x102.2.  Dec  21,  1906,  due, 
&c,  as  per  bond.     4:1232.  .  10,000 

Grossman.  Adolph  to  Louisa  C  Reynolds.  127th  st.  No  160,  s  s, 
100  e  7th  av,  25.\99.11.  Dec  20,  3  years,  5%.  Dec  21,  1906. 
7:1911. 
Goodwin,  Thomas  J  to  Frances  H  Hantord. 
830,  s  e  cor  47th  st.  No  SO,  70x22.  P  M. 
5%.  Dec  21,  1906.  5:1262. 
Greenbaum,  Leo  S  and  Morris  S  Kreisler  to  Frank  E  Wise.  7th 
av,  Nos  2169  to  2177,  s  e  cor  129th  st.  No  166,  99.11x75.  Prior 
mort  $185,000.  Dec  14,  due  June  1,  1908,  — %.  Dec  21,  1906. 
7:1913.  33,000 

Greenwald,  Mendel  to  Harris  D  Colt  and  ano  trustees  Marie  L 
Cameron.  Goerck  st,  No  98,  e  s.  171.7  n  Rivington  st,  25x98.10. 
P  M.     Dec  27,   1906,  4  years,  5%.     2:324.  25,000 

Same  to  Philipp  Weber,     Same  property.     P  M.     Prior  mort  $25,- 

000.     Dec  27,  1906,  5  years,  67c.     2:324.  3,000 

Grosner,  Joseph  with  Ellen  H  Cotheal.  llSth  st.  No  123,  n  s,  305 
w  Lenox  av,  20x%  blk.  Subordination  agreement.  Nov  21. 
Dec  27,   1906.     7:1903.  nom 

Goldberg,  Max  to  Isaac  Bell.  Norfolk  st.  Nos  162  and  164,  n  e 
cor  Stanton  st,  Nos  140  and  142,  48.4x70.  Dec  27,  1906,  5  yrs. 
59c.     2:355.  74.000 

Greenwald,  Mendel  to  Jacob  Schlamp.  Goerck  st.  No  92,  e  s,  96.7 
n  Rivington  st,  25x99.11.  Prior  mort  ?21,000.  Dec  27,  1906, 
4  years,  6%.     2:324.  4,000 

Gossett,  Morris  E  to  Sarah  J  Maxwell  guardian  Chauncey  B  Max- 
well and  ano.  3d  av,  Nos  327  to  331,  e  s.  73.11  n  24th  st,  49.3x 
97.7x48.7x97.7.     Dec  27,  1906,  3  years,  5%.     3:905.  35,000 

Greenberg,  Mary  Individ  and  as  committee  David  Greenberg, 
Abraham  and  Louis  Greenberg  with  Chas  F  Ballard.  5th  av.  No 
1474.     Extension  mort.     Dec  21.     Dec  27,  1906.     6:1717.  nom 

Gross,  Adolph  to  American  Mortgage  Co.  108th  st.  No  166, 
s  s,  184  e  Lexington  av,  17x100.11.  Dec  26,  3  years,  5%. 
Dec  27,  1906.     6:1635.  7,250 

Gage,  Peter  A  to  LAWYERS  TITLE  INS  &  TRUST  CO.  61st  st. 
No  238,  s  s.  185  w  2d  av,  20x100.5.  Dec  26,  5  years,  4%%.  Dec 
27,  1906.    5:1415.  9,000 

Henderson.  Edw  to  Francis  J  Gasquet  and  ano  trustees  Eveline  G 
Marshall.  Amsterdam  av.  No  726,  w  s.  75.8  n  95th  st,  2.5x86. 
Dec  26,  due  Jan  2,  1910,  5%.     Dec  27.  1906.     4:1243.  22.000 

Henderson,  Edward  C  to  TITLE  GUARANTEE  &  TRUST  CO.  54th 
st,  No  00,  s  s,  191  e  Madison  av,  17x100.5.  P  M.  Dec  27,  1906, 
due,   &c.   as   per   bond.      5:1289.  28,000 

Harper,  Kathleen  T  to  Trustees  of  Columbia  College  in  City  N  Y. 
47th  st.  No  41,  n  s,  595  w  5th  av,  25x100.5.  P  M.  Dec  26,  due, 
&c,  as  per  bond.     Dec  27,  1906.     5:1263.  60,500 

Same  to  H  Van  Rensselear  Kennedy.  Same  property.  Prior  mort 
!f 00,500.     Dec  26,  due,  &c,  as  per  bond.     Dec  27,  1906.     5:1263. 

4,745 
Howard,  Eliz  S  to  SEAMENS  BANK  FOR  SAVINGS  in  City  N  Y. 
14th  st.  No  313,  n  s,  141.2  e  2d  av,  23.3x103.3.     Dec  22,  1  year. 
4%%.     Dec  27,  1906.     3:921.  12.500 

Harcourt  Realty  Co  to  N  Y  LIFE  INS  &  TRUST  CO.  Bowery, 
Nos  254  and  256,  w  s,  210.11  n  Prince  st,  41.7x91x41.11x92.3. 
P  M.     Dec  27,  1906,  2  years.  4%.     2:507.  30,000 

Hvde,  Albert  F,  Morristown,  N  J,  to  Donald  McCredie.  17th  st, 
Nos  257  to  265,  n  s,  100  e  8th  av,  127x92.  P  M.  Dec  21,  1906. 
due  June  21,   1908,  4y2%.     3:767.  75,000 

Hirsch.  Jacob  to  GERMAN  SAVINGS  BANK  in  City  N  Y.  45th  st. 
No  426,  s  s.  3.50  w  9th  av,  2.5x100.4.  Dec  19,  3  years,  5%.  Dec 
21,  1906.     4:1054.  16,000 

Hoffnung.  Herman  to  Marie  Schumann.  118th  st.  No  16,  s  s,  235 
e  5th  av,  25x100.11.  P  M.  Prior  mort  $18,500.  Dec  20,  due 
July  17,  1909,  6%.     Dec  21,  1906.     0:1023.  6.000 

Hoffnung,  Herman  to  Marie  Schumann.  llSth  st.  No  14,  s  s,  210 
e  5th  av,  25x100.11.  P  M.  Prior  mort  $18,500.  Dec  20,  due 
July  17,  1909,  6%.     Dec  21,  1906.     6:1623.  ,  6,000 


Highland  Construction  Co  to  Elihu  Root  and  ano  trustees  Henry 
H  Cook.  Amsterdam  av,  Nos  1521  and  1523,  n  e  cor  135th  st, 
56x100.     Dec  20,  due  Jan  15,  1912,  5%.     Dec  21,  1906.     7:1972. 

88,000 

Same  to  same.     Same  property.     Certificate  as  to  above  mort.  Dec 

20.  Dec  21,  1900.     7:1972.  

Hart   (Edw)   Realty  Co  to  Max  M  Warburg.     8th  av,  Nos  029  and 

631,  w  s,  49.5  s  41st  st.  49.4x100.     P  M.     Nov  16,  5  years,  5%. 

Dec   24,   1906.     4:1031.  125,000 

Haims,   Rebecca  wife   of   and   Louis   to   LAWYERS  TITLE   INS   & 

TRUST   CO.      6th   st,   No   423,   n  s,   205.6  e   1st   av,   21.10x90.10. 

Dec  22,  5  years,  5:,.     Dec  24,  1906.     2:434.  15,000 

Holbert.    Harry   H    to   Francis   W   Pollock.      Marble   Hill   av,   late 

Kingsbridge  av,   s  s,  4.52.1  n  e  225th  st,  late  Terrace  View  av, 

112.6x100.     %  part.     Dec   14,  due  June  14,   1907,  6%.     Dec  24, 

ItHKJ.      13:3402.  500 

Same   to  John   Campbell.      Same  property.     %  part.     Dec  15,  due 

Mar  1,  liK)7,  0%.     Dec  24,  1906.     13:3402.  700 

Hollander,   Isidore   to   Katherine   T   Willetts   Gardner.     Sheriff  st. 

No  122,  e  s,  100.2,  s  Houston  st,  25x100.     Dec  26,  1906,  5  years, 

5%.     2:335.  29,000 

Hall,  Catherine  C  widow  to  Emily  H  Moir  trustee  for  Johannah  S 

Seymour   under   deed   of    trust   date   Oct   3.    1888.      86th   st.   No 

331,  n  s,  320  e  Riverside  Drive,  18x100.8.    Dec  26,  1906,  3  years, 

4%%.     4:1248.  24,000 

Hvass,   Charles  to  Isabella  Heimath.     106th  st.  No  7,  n  s,  100  w 

Central   Park  West,   25x100.11.     Dec    20,    1906,    5    years,    5%. 

7:1842.     Corrects  error  in  last  issue,  when  mortgagors  name  was 

Hoass.  24,000 

Hall,   Catherine  C  to  Emily  H  Moir  trustee  Johannah   S  Seymour 

under  deed  of  trust  dated  Oct  3,  1888.     86th  st.  No  325,  n  s,  376 

e   Riverside   Drive,    19.6x100.8.      Dec   26,    1906,   3  years,   4y2%. 

4:1248.  23,000 

Harris.  Herman  to  Frederic  de  P  Foster.     5th  av.  No  1462,  w  s, 

25.11  n  118th  st,  25x100.     Dec  26,  1906,  5  years,  5%.     6:1717. 

25,000 
Hendeson,  Simon  to  LAWYERS  TITLE  INS  &  TRUST  CO.     114th 

st,  Nos  110  and  114.  s  s,  1.55  e  Park  av.  37.6x100.11.  Dec  21,  5 

years,  5%.     Dec  26,  1906.     6:1641.  35,000 

Same   to   Business   Mens   Realty  Co.      Same   property.     Prior  mort 

$35,000.     Dec  21,  1  year,  6%.     Dec  26,  1906.     6:1641.  18,500 

Heifer,   Isaac   to  New  Amsterdam  Mortgage  Co.     74th  st.  No  323. 

n  s,  300  e  2d  av,  25x102.2.     P  M.     Dec  21.  4  years.  5%.     Dec 

22    190G.     5  "1449  18  000 

Hertz,  Josephine  to  TITLE  GUARANTEE  &  TRUST  CO.     90th  st, 

Nos  106  and  108,  s  s,  100  w  Columbus  av,  2  lots,  each  25x100.8. 

2  morts,  each  $24,000.     Dec  21,  due,  &c,  as  per  bond.     Dec  22, 

1906.     4:1220.  48,000 

Ireland.    John    B   to   Frank   H   Keeler.      West   Broadway,   No   555, 

e  s,  97  s  3d  st,  22x128.     Nov  28,  1  year,  6%.     Dec  22,  1906. 

2:536.  4,000 

Same   to   same.     Same  property.     Nov  28,  1  year,  6%.     Dec  22, 

1906.     2:536.  1.000 

Isaac,  Isidore  to  Fleischmann  Realty  &  Construction  Co.     7th  av, 

Nos  2509  and  2511,  e  s,  79.10  n  145th  st,  40x100.     P  M.     Prior 

mort   $40,000.     Dec   12,   3   years,   6%.     Dec  24,   1906.     7:2014. 

11.000 
Ireland.  John  B  to  Bertha  M  Johnson.     West  Broadway,   No  555. 

e  s,  97  s  3d  st.  22x128.     Oct  19,  due  Nov  1,  1911,  5%%.     Dec 

21,  1906.     2:536.  25,000 
Irving.    Cath   to   John   A   Stewart   et   al   trustees   of   LIVERPOOL, 

LONDON  &  GLOBE  INS  CO  in  N  Y.  3d  av,  Nos  1261  to  1265, 
s  e  cor  73d  st.  No  200,  76.7x85.  July  1,  3  years,  4%%.  Dec 
21,  1906.     5:1427.  62,000 

Jackson,  Isidore  and  Abraham  Stern  to  Thomas  S  OUive  as  com- 
mittee Edwin  O  Brinckerhoff.  130th  st,  Nos  73  and  75,  n  s,  90  w 
Park  av,  50x99.11.    Dec  21,  3  years,  — %.     Dec  26,  1906.  6:1755. 

12.000 

Jaburg,  John  to  James  Durand.  119th  st.  No  113,  n  s,  188  w 
Lenox  av,  19x100.11.  Dec  22.  due  Apr  12,  1915.  4%%.  Dec  24, 
1906.     7:1904.  15,000 

Jacobson,  David  to  Jessie  A  Luke  trustee  Walter  Luke.  126th 
st.  No  212.  s  s,  195  e  3d  av,  30.x99.11.  Dec  19,  5  years,  5%. 
Dec  24,  1906.     0:1795.  28,000 

Jacobowitz,  David  to  Simon  M  Roeder.  Delancey  st.  No  242,  n  s, 
50  w  Sheriff  st,  25x75.  Given  in  place  of  mort  dated  April  16, 
1905,  6^0.     Dec  21,  1906.     2:338.  7,500 

Same  and  Isaac  Huppert  with  same.  Same  property.  Subordi- 
nation agreement.     Dec  18.     Dec  21,  1906.     2:338.  nom 

Jacobs.  Sam  to  Catharine  E  Wills  et  al  trustees  Wm  J  Syms.  Riv- 
ington st,  No  40.  n  s.  abt  50  e  Forsyth  st,  24.9x100.  Dec  31,  5 
years,  5%.     Dec  21,  19013.     2:42L  30,000 

Same  and  Richd  A  Beyer  and  Augustus  L  Apelles  with  same.  Same 
property.  Subordination  agreement.  Dec  8.  Dec  21,  1906. 
2:421.  nom 

Jones,  Oliver  L  to  Moses  T  Pyne  and  ano  trustees  will  Moses  Tay- 
lor for  Kate  W  Winthrop,  &c.  6th  av.  No  490,  e  s,  68.2  s  30th 
st,  runs  s  27.9  x  e  100  x  s  2.9  x  e  25  x  n  53.4  x  w  27  to  be- 
ginning; 6th  av,  No  488,  e  s.  95.11  s  30th  st,  27.6x100.  Dec  24, 
5  years,  4%%.     Dec  27,  1906.     3:831.  225,000 

Kleinfeld,  Isaac  and  Isaac  Rothfeld  to  Frank  Hillman  and  ano. 
1st  av,  Nos  1925  to  1939,  w  s,  40.11  n  99th  st,  160.11  to  100th 
st.  No  338.  xlOO.  Prior  mort  $162,000.  Dec  26,  demand,  6%. 
Dec  27,  1906.     6:1671.  7,000 

Kleinfeld,  Isaac  and  Isaac  Rothfeld  to  TITLE  INS  CO  of  N  Y. 
1st  av,  Nos  1921  and  1923,  n  w  cor  99th  st,  40.11x100.  Dec  26, 
5  years,  5%.     Dec  27,  1906.    6:1671.  40,000 

Krellman,  Sarah  to  Saml  Rauch.  Grand  st.  No  379.  s  s,  abt  50  e 
Norfolk  St.  25x100.  Prior  mort  $47,000.  Dec  26.  2  years.  6%. 
Dec  27,  1906.     1:312.  3,000 

Kantor.  Leopold,  Joseph  B  Cooper  and  Louis  Wittcoft  to  Augustus 
F  Holly.  Convent  av.  w  s.  27  s  130th  st,  81.4xl32.8.x85.10x 
142.11.  Prior  mort  $80,000.  Dec  26,  due.  &c.  as  per  bond.  Dec 
27,  1906.     7:1969.  20,000 

Kirsh,  Nathan  to  Ellen  H  Cotheal.  118th  st.  No  123,  n  s,  305  w 
Lenox   av,   20x100.11      Dec   27,   1906,   5   years,   4%%.     7:1903. 

18,000 
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Kalmua.  Minnie  or  Mina  widow  to  John  H  Pugli  and  ano  trustees 
for  Ellen  E  Pugh  will  John  A  Haven.  3d  av,  No  178,  w  s,  54.10 
s  17th  st,  18.4x59x18.8x50.3.  Deo  27,  190G,  due  Jan  1,  1907, 
4%%.     3:872.  11,000 

Kurzman,  Michael  to  Louise  L  Williams  et  a!  trustees  Rebecca 
Ladew.  5th  av,  No  326  w  s,  81.9  n  32d  st,  17x100.  Dec  20,  due 
May  1,  1911,  41/2%.     Dec  21,  190(5.     3:834.  175,000 

Klingenstein,  Bernhard  witht  Morris  Goldberg  and  ano.  Suffolk 
st.  No  137.  Agreement  as  to  payment  of  mortgage,  &c.  Dec  10. 
Dec  21,  1906.     2:354.  nom 

Klein,  Joseph  to  MUTUAL  LIFE  INS  CO  of  N  Y.  Lewis  st,  No 
150,  s  e  cor  3d  st.  No  380,  45.6x20x45.4x20.2.  Nov  23,  due,  &c. 
as  per  bond.     Dec  21,  1906.     2:. 356.  5,500 

Same   to   Annie   Aaron.      Same   property.      Dec   21,   1906,   due  Jan 

1,  1908,  6?^.     2:356.  1.100 

Kwint,  Michl  and  Nathan  to  Athenia  L  Peabody  and  ano  exr 
James  Bowen.  Madison  st.  No  404.  s  s,  abt  275  e  Jackson  st, 
2.5x100.     Dec  20,  due  June  30,  1911,  57c.     Dec  21,  1906.     1:265. 

28,000 
Hastens,   Fredk   H   to   Ethel   J   H   Crosby  and  ano  admrs   Edmund 
M  Young.   11th  av.   No  566,   e  s,  50  s  43d  st,  25x100.     Dec  21. 
1906,  ."5  years,  4y2%.     4:1071.  15,000 

Kleinfeld,  Isaac  to  American  Mortgage  Co.  160th  st,  n  s.  100  e 
Broadway,    265x99.11.      Dec    21,    1906,    1    year.    6%.      8:2119. 

140.000 
Same  and  Pincus   Lowenfeld  and  ano  with  same.     Same  property. 

Subordination  agreement.  Dee  21.  1906.     8:2119.  nom 

Same     with     same.       Same    property.       Subordination    agreement. 

Dec  21,  1906.     8:2119.  nom 

Kauder.  Regina  to  John  T  Willets  guardian  Josiah  M  Willets. 
113th  st.  No  24.  s  s,  345  w  5th  av,  33.4x100.11.  Dec  22,  1906, 
due  Jan  2,   1912,  4y2%.     6:1596.  28,000 

Kauder.  Regina  to  Thomas  S  Willets.  113th  st.  No  28,  s  s,  411.8 
w  5th  av,  33.4x100.11.  Dec  22,  1906,  due  Jan  2,  1912,  4%%. 
6:1596.  28,000 

Kauder,  Regina  to  Chas  Griften  et  al  trustees  Samuel  Willets 
(Caroline  W  Frame  trust).  113th  st.  No  26.  s  s,  378.4  w  5th 
av,  33.4x100.11.     Dec  22,  1906,  due  Jan  2,  1912,  4%%.  6:1596. 

28,000 
Kellogg,   Ethel  T  to  Ellen  P  Kellogg  and  ano  exrs  Chas  Kellogg. 
56th  st,   No  81.  n  s,  50.0  w  Park  av,  15.6.\67.1.  Oct   1,  3  years, 
4%%.      Dec   22,   1906.     5:1292.  20,000 

Koenigsberg,  Israel  exr  Elias  Koenigsberg  and  Neche  Konigsberg 
widow  to  Rivka  Jacobowitz.  3d  st,  Nos  311  and  313,  n  s.  208.6 
w  Av  D,  48.6x96,  V2  Part.  Dec  26,  1906,  due  June  6,  1907,  6%. 
2:373.  400 

Kapta,  Tony  to  TITLE  GUARANTEE  &  TRUST  CO.  15th  st.  No 
429,  n  s.  194  w  Av  A,  25x103.3.  Dec  24,  due,  &c,  as  per  bond. 
Dec  26,  1900.     3:947.  18,000 

Kehr,  Ernest  with  American  Mortgage  Co.  West  End  av. 
No  169.  Subordination  agreement.  Dec  19.  Dec  26,  1906. 
4:1179.  nom 

Kahn.  Yetta  widow  to  Sara  F  H  Austin.  79th  st.  No  3.S5,  n  s. 
154.10  w  1st  av,  26.11x102.2.  Dec  24,  1906,  due  Dee  10,  1911. 
5%.   5:1.542.  gold,   16,000 

Kennedy,  Clement  D  to  Eliz  H  Jaques.     60th  st.  No  119,  n  s,  1,80 

e  Park  av,  20x100.5.     Dec  24,  1906,  3  years,  5%.     5:1395.      27.500 
Khayat,   Azeez  to  Geo  Ashforth.     Rector  st.  No  19,  s  s,  abt  60  e 
Washington   st,   25.2x45.8x24.8x44.6.      Prior  mort   $25,000.      Dec 
21,  1  year.  6%.     Dec  24,  1906.     1:18.  .    7,500 

Same    to    TITLE    GUARANTEE    &    TRUST    CO.      Same    property. 

Dec  21,  due,  &c,  as  per  bond.     Dec  24,  190(j.     1:18.  25,000 

Khayat,  Azeez  to  George  Ashforth.  Rector  st,  No  21.  s  e  cor 
Washington  st.  No  97.  57.11x22.3x.55.10x21.6.  Dec  21,  1  year, 
6%.     Dec   24,   1906.     1:18.  7.500 

Kehr,  Ernest  to  American  Mortgage  Co.  West  End  av.  No  169, 
w  s,  75.5  s  68th  st,  25x100.     Dec  24,  1906,  5  years,  5%.    4:1179. 

16,000 
Kips  Bay  Realty  Co  to  Harrolds  Motor  Car  Co.     54th  st,  Nos  233 
to  237,  n  s,  290  e  8th  av,  60x100.5.     Given   to  secure  payment 
of  rent  under  lease.     Prior  mort  .$65,000.     Dec  21,   due  July  1. 
1907.   4y2%.      Dec   24.   1906.      4:1026.  10,000 

Krulewitch  Realty  Co  to  Lewis  Krulewitch.  122d  st,  Nos  515  to 
521,  n  s.  250  w  Amsterdam  av,  2  lots,  each  02.6x90.11.  2  morts. 
each  $25,000.  2  prior  morts,  $75,000  each.  Dec  24,  1906,  3  years, 
6%.     7:1977.  50,000 

Krakaur  Amelia  to  John  L  Cadwalader  and  ano  trustees  for  Wm 
Cutting.  92d  st.  No  127,  n  s,  90  w  Lexington  av,  15x100.8.  Dec 
24,  1906,  3  years,  41/2%.     5:1521.  12,000 

Kleinfeld,  Isaac  and  E  HOgden  Lumber  Co  with  American  Mort- 
gage Co.      160th   st,   n  s,   100  e   Broadway,  26-5x99.11.     Subordi- 
nation  agreement.     Dec  21.     Dec   24.   1906.     8:2110.  nom 
Luke,   David   L   to   Thomas   Prehn.      87th   st.   No   353,   n   s.   118   e 
Riverside    Drive,    10x100.8.      P    M.      Prior    mort    $17,000.      Dec 
21,  due,  &c,  as  per  bond.     Dec  22,  1906.     4:1249.                       15,000 
Livingston,  William  to  John  Sasse.     90th  st.  No  116,  s  s,  226.6  w 
Columbus   av.  26.6x100.8.      P  M.     Dec  20,  due  Jan  1,   1910,  O'Tj.. 
Dec  22,   1906.     4:1220.                                                                     5,000 
7:1986.                                                                                                 18,000 
Lux,  Adolph  E  to  Charlotte  E  Allis.     132d  st,  No  548,  s  s.  250  w 
Amsterdam  av,  2.5x99.11.     Nov  20,  3  years,  5%.     Dec  22.  1906. 
Lunitz,  Lippe  &  Maurice  Weingarten  to  Nancy  Sherwood  and  ano. 
Pitt  St.   No   102,  e  s,   100  s   Stanton  st,  25x100.     Dec  26,   1906. 
5  years,  5%.     2:339.                                                                       26.000 
Lassall,  Charles  to  Henry  S  Bowron.     Cherry  st.  No  77  and  82,  on 
map  No  75.  s  w  cor  James  Slip.  No  1,  36.2x24.     P  M.     3  years. 
5%.     Dec  21.  1906.    1:110.                                                                8.0(10 
Lincoln  Safe  Deposit  Co  to  N  Y  LIFE  INS  &  TRUST  CO.     41st  st, 
Nos  45  to  55,  n  s,  105  w  4th  av,  runs  n  113.8  x  w  50  x  s  23.6  x 
w  50  X  s  9.10  X  w  50.3  x  s  90.1  to  st  x  e  150  to  beginning.    Dec 
26,  1906,  3  years,  4%.     5:1276.                                                400,000 
Same  to  same.     Same  property.     Certificate  as  to  above.     Dec  20. 

Dec  26,  1906.     5:1276.  '  

Lowenfeld,  Pincus  and  Wm  Prager  to  American  Mortgage  Co. 
78th  St.  No  177.  n  s,  125  w  3d  av,  18.6x102.3.  Dec  24,  1  year, 
5%.     Dec  26,  1906.     5:1413.  S.OOO 

Levey,  Wm  to  John  T  Willets  guardian  Josiah  M  Willets.  117th  st. 
No  7,  n  s,  150  w  5th  av,  23.1x100.11.  Dec  26,  1906,  3  years 
41/2%.     6:1601.  23.000 

Levlne,  Isaac  and  Israel  Bregman  to  Edward  H  Bailey.  Madison 
st.  No  112,  s  s,  about  140  w  Market  st,  25x100,  all  title  to  Madi- 


son  st.   No   112,   s   s,   137.2  w  Market  st.   25.2x100.4x25x100.2. 
Dec  26.  liXMj,  due  Jan  1,  1911,  5y2%.     1:276.  22,000 

Lewin,  Frieda  to  Max  Marx.  135th  st.  No  183,  n  s,  125  e  7th  av, 
25x99.11.  P  M.  Prior  mort  $12,000.  Dec  24,  1906,  2  years, 
6%.     7:1920.  4,500 

Lane,  Chas,  Brooklyn,  N  Y,  to  AMERICAN  MORTGAGE  CO. 
Cherry  st,  Nos  183%  and  185,  s  s,  176.6  e  Market  Slip,  runs 
s  —  X  —  59.10  X  e  .50.5  x  n  .59.11  to  st  x  w  50.2  to  beginning. 
Dec  20,  2  years,  5%.     Dec  27,  1906.     1:249.  12.000 

Levine,  Sarah  B  and  Wulf  Gutman  with  Anne  C  Rogers.  Orchard 
st.  No  18,  25.\S7.  Subordination  agreement.  Dec  20.  Dec  26, 
1906.    1:198.  nom 

Levey,  Wm  to  Hannah  Fleisch.  117th  st.  No  7,  n  s,  150  w  5th  av, 
23.1x100.11.  Prior  mort  $23,000.  Dec  26,  due  April  1,  1910, 
6%.     Dec  27,  1906.     6:1601.  5,000 

Same  to  Jos  B  Adler.  Same  property.  Prior  mort  $28,0(X).  Dec 
26,  due  Apr  1,  1910,  6%.     Dec  27,  1906.     6:1601.  3,250 

Lieberman,  Isaac  to  Washington  Elkann.  2d  av.  No  977,  w  s 
40.5  s  .52d  st,  20x70.  Prior  mort  $10,000.  Dec  26,  due  April 
20,  1911,  6%.     Dec  27.  1906.     5:1325.  3,000 

Lubman,  Max  to  August  Ruff.  4th  st,  No  78,  s  s,  about  95  w  2d  av, 
2.5x112.5.  P  M.  Prior  mort  $11,300.  Deo  26,  due  Jan  1,  1909, 
6%.     Dec  27,  1906.     2:4.59.  .         14,700 

Livingston,  Louis  and  Myer  S  Perlstein  to  Charles  Friedman. 
100th  st,  Nos  318  to  324,  s  s,  303.4  e  2d  av,  2  lots,  49.4x101,1.11. 
2PM  morts,  each  $17,(VI0:  2  prior  morts  $43,000  each.  Dec 
26.  0  years,  67r.     Dec  27.  1900.     6:1671.  34,000 

Larchan,  Jacob  to  Henry  F  Schwarz.  73d  st,  No  334,  s  s,  1.50  w 
1st   av.  25x102.2.     Dec  27,   1906.  5  years,  4y2%.     5:1447.       14,000 

Loster,  Wilhelmina  to  David  J  King  et  al  exrs,  &c,  Edw  J  King 
89th  st.  No  230,  s  s,  2.50  w  2d  av,  2.5x100.8.  Dec  27,  1006,  due. 
&c.  as  per  bond.     5:1.5.34.    .  14,000 

Liebovitz.  Saml  and  Ida  Markus  to  Chas  K  Billings  trustee  J  M 
Billings  for  Jeannie  F  Seymour.  61st  st.  No  207,  n  s,  146  w 
10th  av,  27x100.5.     Nov  1,  3  years,  5%.     Dec  27,  1906.     4:1153. 

13,000 

Same  and  James  N  Webb  with  same.  Same  property.  Subordina- 
tion agreement.     Dec  27,  10(X).     4:11.53.  nom 

Lang,  Fredk  to  Magdalena  Briner.     7Sth  st.  No  260,  s  s,  .55.10  w 

2d   av.    16.4x7(5.8.      P   M.      Prior  mort   $ .     Dec   20,   3  years, 

6%.     Dec  21.  100(!.     5:1432.  3,000 

Leshure,  John  to  METROPOLITAN  TRUST  CO.  Convent  av.  No 
153.  e  s.  IS  n  148th  st,  17x85.  Dec  24,  1006,  due  Apr  1,  1908, 
4%%.     7:2063.  12.500 

Levenscm.  Ede  and  George  Pfister  to  Minnie  Mork.  46th  st.  No 
329,  n  s,  .3(X)  w  1st  av,  2.5x70..5.  Subordination  agreement.  Dec 
19.     Dec  22,  1906.     5:1.339.  nom 

Mayer.  Gustave,  Jersey  City,  N  J,  to  CENTRAL  TRUST  CO  of 
N  Y.  06th  st,  Nos  57  and  ,50,  n  s,  1.50  e  Madison  av,  ,50x%  blk. 
Subordination  agreement.     Dec  21.     Dec  22,  1006.     0:1602.       nom 

Morgenstern.  Sigraund  to  L.\WYERS  TITLE  INS  &  TRUST  CO. 
1.34th  St.  No  60,  s  s,  177.6  w  Park  av,  37.6x99.11.  Dec  13,  due 
Oct  12,   1910,  5%.     Dec  22,  1000.     6:1758.  28,500 

Same  and  MUTUAL  ALLIANCE  TRUST  CO  of  N  Y  with  same. 
Same  property.  Subordination  agreement.  Dec  12.  Dec  22, 
1906.      6:17.58.  nom 

Morgenstern.  Sigmund  and  Saml  Kadin  with  same.  Same  prop- 
erty.    Subordination  agreement.     Dec  12.     Dec  22,  1906.  6:1758. 

nom 

Marx,  Joseph  E  to  Ella  R  Andrews.  142d  st.  No  472,  s  s,  271  w 
Convent  av,  16x99.11.  Dec  21,  3  years,  —%.  Dec  22,  1906. 
7:2758.  15,000 

MERCANTILE  TRUST  CO  with  Julius  Meyer.  123d  st.  No  264 
West.     Extension  mort.     Dec  18.     Dec  26.  1906.     7:1928.  nom 

McBride,  Thomas  J  to  EMIGR.^NT  INDUSTRIAL  SAVINGS  BANK. 
92d  st.  No  125.  n  s.  275  e  Park  av,  25x100.8.  Dec  26,  1906,  3 
years,  4y2%.     5:1.521.  10,000 

Morris,  Robert  S,  Mary  D  Franklin,  Clara  Cook,  Helen  D  Moles 
and  Marie  L  Clark  to  John  A  Stewart  et  al  trustees  LIVERPOOL. 
LONDON  &  GLOBE  INS  CO  in  N  Y.  Cortlandt  st,  No  47.  s  s. 
about  45  e  Greenwich  st,  21x71.6x20.8x71.8,,  w  s.  Dec  5,  due 
Dec  24,   1011,  4%%.     Dec  26,  1906.     1:60.  gold.  48,000 

Mitchell.  John  A  to  Mary  H  Mitchell,  46th  st.  No  20.  s  s,  308  w 
5th  av,  22xl(X>.5.     Dec  24,  3  years,  5%.     Dec  26,  1906.     5:1261. 

25,000 

McCormick,  Catherine  J  to  EMIGRANT  INDUSTRIAL  SAVINGS 
BANK.  .56th  st.  No  408.  s  s.  150  w  9th  av,  25x94.4x25.2x97.6. 
Dec  26,  100(!,  5  years,  5%.     4:1065.  14.(500 

Miller,  Sophie  to  Thomas  S  Ollive  as  committee  Edwin  O  Brincker- 
hoff.  .55th  st.  No  503,  n  s,  80  e  Av  A,  25x100.5.  Dec  26,  1906, 
3  years,  5%.     5:1371.  12,000 

Madden,  Caroline  and  Theresa  Elbogen  with  Ellen  H  Cotheal. 
52d  St.  No  435,  n  s,  1.54  w  Av  A,  20.x — .  Subordination  mort.  Dec 
19.     Dec  24,   1006.     5:1364.  nom 

Milano,  Angela  M  to  Alfred  L  M  BuUowa.  106th  st.  No  311,  n  s, 
200  e  2d  av,  25x100.11.  Dec  21,  3  years,  without  interest. 
Given  to  secure  mort  on  Nos  311  and  313  E  103d  st.  Dec  24, 
1906.     6:1678.  500 

Miles,  Henry  D  to  BOWERY  SAVINGS  BANK.  Chrystie  st.  No 
58,  e  s,  abt  175  n  Canal  st,  25x100.  Dec  24,  1906,  3  years,  4y,%. 
1:302.  10,000 

Madden,  Caroline  wife  of  John  to  Ellen  H  Cotheal.  52d  st.  No 
433,  n  s.  174  w  Av  A,  20x46.6x — x49.8.  Dec  22,  3  years,  5%. 
Dec  24,  1906.     5:1364.  4,000 

MERCANTILE  TRUST  CO  as  trustee  Oliver  S  Carter  with  Ameri- 
can Mortgage  Co.  127th  st.  No  132,  s  s,  65  w  Lexington  av,  35.7 
x09.ll.      Extension   mort.      Dec   22,   1906.      6:1775.  nom 

Marks.  Abraham  with  Pearl  wife  of  Isaac  Kornblum  and  ano.  Lud- 
low st.  No  22.     Extension  mort.     Dec  17.     Dec  21,  1906.     1:297. 

nom 
Mannheimer,    Jacob    to    METROPOLITAN    TRUST    CO.      30th    st. 
No   244,   s  s.   225  e   Sth  av,   25x98.9.     Dec  20,   5   years,   4%%. 
Dec   21,   1906.     3:779.  _ 9,000 

Mannheimer.  Jacob.  Seligman  and  Abraham  exrs  Meier  Mannhei- 
mer to  Frances  H  Hanford.  37th  st,  Nos  256  and  2.58,  s  s,  150 
e  Sth  av.  2  lots,  each  25x08.9.  2PM  morts,  each  $20,(X)0.  Dec 
21,   100(i,  due  Jan  1,   1910,  5%.     3:786.  40,000 

McCord.  Wm  M  et  al  and  Lawyers  Realty  Co  with  N  Y  TRUST  CO. 
73d  st.  No  118  West.  Subordination  agreement.  Dec  12.  Dec 
21,   1906.     4:1144.  nom 
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Meyers,  Louis  to  Joseph  Goodman  and  ano.  58th  st,  Nos  307  and 
309,  n  s.  60  e  2d  av,  runs  e  40  x  n  75.3  xw35xsl8xw5xs 
57.3  to  beginning.  P  M.  Prior  mort  $35,000.  Dec  20,  due  June 
20,   1011,  6%.     Dec  21,   190G.     5:1351.  11,000 

Mayer,  Louis  to  Rachel  Ginger.  179th  st,  Nos  502  and  501,  s  s, 
100  w  Amsterdam  av,  50x100.  Prior  mort  |49.000.  Oct  1,  1 
year,  6%.     Dec  27,  1906.     8:21.52.  6,000 

Mandelman,  Philip  to  Alhambra  Realty  Co.  Eldridge  st,  Nos  210 
and  212,  e  s,  105.2  s  Stanton  st,  45x87.6.  P  M.  Equal  lien  with 
mort  for  $6,650.  Prior  mort  $62,000.  Dec  24,  due  May  26, 
1910,  6%.  Dec  27,  1906.  2:416.  4,450 

Same  to  same.  Same  property.  P  M.  Equal  lien  with  mort  for 
.?4,450.  Prior  mort  $62,000.  Dec  24,  due  May  26,  1910,  6%. 
Dec  27,  lOWi.     2:416.  6,650 

Mullane.Mary  F  to  TITLE  GUARANTEE  &  TRUST  CO.  22d  st. 
No  232.  s  w  s,  175  n  w  2d  av,  25x98.9.  Sept  1,  due,  &c,  as  per 
bond.     Dec  27.  1906.     3:902.  10,000 

Miles,  Henry  D  with  BOWERY  SAVINGS  BANK.  Chrystie  st.  No 
.58.     Extension  mort.     Dec  24.     Dec  27,  19(16.     1:302.  nom 

Merola,  Vincenzina  and  Teresina  Satriale  to  Annie  Geary.  120th 
st.  No  344,  s  s,  150  w  1st  av,  20x100.11.  P  M.  Prior  mort 
.$5,000.     Dec  27,  1906,  3  years,  6%.     6:1796.  3,000 

McElroy,  Daniel  S  to  Herman  Aaron.  9th  av,  Nos  440  to  448, 
s  e  cor  35th  st.  No  378  West.  Certificate  as  to  consent  to  sub- 
ordination of  mort,  &c.     Nov  5.     Dec  27,  1906.     3:758.  

McGowan,  Wm  to  Henry  H  Jackson  et  al  exrs  Peter  A  H  Jackson. 
60th  st,  No  246,  s  s,  200  e  West  End  av,  2.5x100.5.  Dec  27,  1906. 
3  years,  6%.     4:1151.  4,250 

Mendelsohn,  Louis  to  Leopold  Herzig  et  al  exrs  Max  Schwartz. 
110th  st.  No  137,  n  s,  330  e  Park  av,  25x100.11.  Dec  21,  1906. 
3  years,  5%.     6:1638.  16,000 

Merzbach,  Clementine  wife  of  and  Louis  to  John  T  Willets  exr 
Wm  H  Willets.  137th  st.  No  131,  n  s,  300  e  7th  av,  2.5x99.11. 
Dec  21,  3  years,  57t.     7:2006.  17,000 

Murphy,  John  H  and  Wm  R  Bohnnert  to  Stephen  J  Eagan.  186th 
.■^t,  n  s,  200  w  Audubon  av,  50x114.10.  P  M.  Prior  mort  $40.- 
000.     Dec  20,  5  years,  6%.     Dec  21,  1906.     8:2157.  17,000 

Maguire,  Annie  and  Frances  Mayer  with  Frances  W  Parsons.  Park 
av.  No  1340.  Subordination  agreement.  Dec  19.  Dec  21,  190{). 
6:1607.  nom 

McHeffey,  James  H  to  David  M  Samuels.  West  End  av.  No  700, 
n  e  cor  94th  st,  42.2x100.40.4x100.  P  M.  Prior  mort  $72,000. 
Dec  20,  due  Jan  15,   1909,  6%.     Dec  21,  1900.     4:1242.  8,000 

McCauley,  John  to  EMIGRANT  INDUST  SAVINGS  BANK.  10th  av. 
No  313,  n  w  s,  at  n  e  s  28th  st,  Nos  501  to  505,  24.8x100.  Dec  21, 
1906,  3  years,  4%%.     3:700.  30,000 

Margraf.  Geo  to  David  J  King  et  al  exrs  Edw  J  King.  122d  st. 
No  310,  s  s,  95  e  Manhattan  av,  25x100.11.  Dec  20,  5  years, 
41^%.     Dec  21,  1906.     7:1948.  16,000 

Mayer,  Frances  to  Frances  W  Parsons.  Park  av,  n  w  cor  101st  st. 
No  77,  75.11x25.  Dec  21,  1906,  due  June  28,  1910,  5%.  Dec  21, 
1906.     6:1607.  22,000 

Malatzky,  Jacob  with  August  Gahren.  Lenox  av.  No  .533,  w  s,  25.4 
s  137th  st,  27x75.     Extension  mort.     Dec  27,  1906.    7:1921.      nom 

N  Y  Steam  Co  to  FRANKLIN  TRUST  CO  trustee  Jeremiah  P 
Robinson  for  Harriet  W  R  Leech,  &c.  Washington  st,  Nos  174 
and  176,  w  s,  65.5  n  Courtlandt  st,  runs  n  46.8  x  w  115.10  x  s 
27.1  X  e  75  X  s  17.5  x  e  51.8  to  beginning.  Dec  26,  3  years,  5%. 
Dec  27,  1906.     1:59.  45,000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Dec   26.     Dec  27,   1906.     1:.59.  

Newman,  Rose  C  or  Rose  O'R  to  Margt  S  Tabor.  St  Nicholas  av, 
w  s,  50  n  179th  st,  100x100.    Dec  24,  1906,  3  years,  6%.    8:2162. 

7,000 

O'Malley,  Patrick  to  Peter  Doelger.  Amsterdam  av.  No  160,  n  w 
cor  67th  st.  No  201,  — x — .  Saloon  lease.  Demand,  6%.  Dec  27, 
1906.     4:11.50  9,000 

Oussani,  Joseph  to  Harry  S  Rossell.  110th  st,  No  137,  n  s,  275  e 
7th  av,  100x70.11.  Prior  mort  $145,000.  Dec  13.  Secures  notes. 
— %.     Dec  26,  1906.     7:1820.  10,000 

Palladium  Realty  Co  to  Wm  A  Spencer  and  ano  trustees  Loril- 
lard  Spencer  for  benefit  Eleanora  L  S  Ceuci,  &c.  Hudson  st. 
No  529,  w  s,  48.7  s  Charles  st,  21x78x16x78.6.  Dec  4,  3  yrs, 
4y2%.     Dec  27,  1906.     2:631.  12,500 

Same  to  same.  Same  property.  Certificate  as  to  above.  Sept 
26.     Dec  27,  1906.     2:631.  ■ 

Powel,  Marion  C  H  wife  Harford  W  Hare  Powel  to  SEAMENS 
BANK  FOR  SAVINGS  in  City  N  Y.  14th  st.  No  311,  n  s,  118 
e  2d  av,  23.2x103.3.  Dec  22,  1  year,  4%%.  Dec  27,  1906. 
3:921.  .  12,500 

Palmieri,  John  to  Isaac  Bell.  Mott  st.  No  215,  w  s,  122.7  n  Spring 
st,  25x99.2.     Dec  27.  1906,  5  years,  5%.     2:494.  20,000 

Poggioreale,  Ciro  to  Giovanni  Maccarone.  11th  st.  No  332,  s  s, 
175  w  1st  av,  25x94.10.  Sept  1,  due  Mar  1,  1907,  6%.  Dec  24, 
1906.     2:452.  3,850 

Pati,  Pasquale  and  Salvatore  to  Eliza  Palumbo.  16th  st.  No  512, 
s  s,  195.6,  e  Av  A,  25x103.3.  P  M.  Prior  mort  $12,000.  Nov 
22,  due  Nov  22,  1910,  6%.     Dec  26,  1906.     3.973.  7,000 

Price,  Adelia  S  to  John  A  Stewart  et  al  trustees  of  LIVERPOOL 
&  LONLON  &  GLOBE  INS  CO  in  N  Y.  90th  st.  No  53,  n  s, 
231.3  e  9th  av,  18.9x100.8.  Dec  20,  due  Oct  1,  1909,  4%%.  Dec 
22,   1906.     4:1204.  10,000 

Pape,  John  G  to  Selmar  Hess.  90th  st.  No  126,  s  s,  347  w  Col- 
umbus av,  26.6x100.8.  Dec  21,  3  years,  4Vi%.  Dec  22,  1906. 
4:1220.  18,000 

Pacheteau,  Jacques,  of  Calistoga,  Napa  Co,  Cal,  to  Danl  A  Davis 
and  ano  trustees  tor  Florence  V  Eldredge  will  Orris  K  Eldredge. 
12Sth  st,  Nos  208  and  210,  s  s,  123.9  e  3d  av,  37.6x99.11.  Dec 
6,  5  years,  5%.     Dec  22,  1906.     6:1792.  20,000 

Prescott  Realty  Co  to  Harriet  L  Heimerdinger.  117th  st,  No  147, 


n  s,  200  e  7th  av,  25x100.11.     Dec  20,  due  Jan  1,  1911,  5%.     Dec 

21,  1900.     7:1002.  23,000 
Same    to    same.      Same   property.      Certificate    as    to    above    mort. 

Dec  19.     Dec  21,   1906.     7:1902.  

Pigueron,  Wm  G  to  Edw  Bradley.  Pearl  st.  No  .59,  n  s,  abt  45  e 
Broad  st,  23.5x112.1  to  Stone  st.  No  24,  x— xll2.2  w  s  as  now  in 
possession;  also  Pearl  st,  No  61,  n  s,  qbt  168  e  Broad  st,  22.7 
X —  to  Stone  st.  No  26  xl9.6x — .  Given  to  note.  Dec  5,  due  Feb 
5,  1907, —7c.    Dec  21,  1906.    1:29.  Note  2,000 

Pecoraro,  Ernesto  to  Cath  E  Wills  et  al  trustee  Wm  J  Syms. 
Macdougal  st,  No  50,  e  s,  abt  200  n  Prince  st,  25x100.     Dec  21, 

1906,  5  years,  5%.     2:518.  27,000 
Same    and    Charlotte    Hastorf   and    Chas   I   Weinstein    with    same. 

Same  property.  Subordination  agreement.  Dec  17.  Deo  21,  1906. 
2:518.  nom 

Pinas,  Judah  and  Jacob  Koss  to  Benj  Gruenstein  and  ano.  Nor- 
folk st.  No  61,  w  s,  75  s  Broome  st,  25x.50.  Dec  3,  8  years, 
(i%.     Dec  21,   190(!.     2:.S51.  18,000 

Peirce,  John  to  METROPOLITAN  LIFE  INS  CO.  51st  st.  No  11, 
n  s,  2.52.6  e  5th  av,  27.6x100.5.  Dec  21,  1906,  due  Nov  1,  1907. 
5y2%.      5:1287.  200,000 

Rosenblum,  Hyman  to  Josephine  Chedsey.  Christopher  st.  No  98, 
s  s,  97.11  w  Bleecker  st,  24.11x70x26.2x65.3.  P  M.  Dec  19, 
2  years,  6%.     Dec  21,  1906.     2:588.  4,000 

Rubin,  Annie  and  Julius  Drosin  to  Frances  W  Parsons.  2d  av. 
No  2037.  w  s,  22  s  105th  st,  runs  w  50  x  s  3.9  x  w  50  x  s  23.2 
X  e  100  to  av,  x  n  26.11  to  beginning.  Dec  21,  due  Jan  28, 
1910,   r>%.     6:16.54.  20,000 

Rauth,  Bertha  to  John  A  Stewart  et  al  trustees  of  LIVERPOOL, 
LONDON  &  GLOBE  INS  CO  in  N  Y.     Bowery,  No  168,  w  s,  abt 

210  n  Broome  st,  25x100.  Nov  1,  3  years,  4%%.  Dec  21,  1906. 
2:478.  19,000 

Reville,  Nicholas  J  to  Chas  L  Eidlitz.  144th  st.  No  535,  n  s,  350  w 
Amsterdam  av,  16.8x99.11.  Prior  mort  $10,000.  Dec  20,  5 
years,   67f.      Dec   21,   1906.      7:2076.  3,500 

Ruger,  Pauline  to  Christian  N  Bovee  trustee  Amy  M  Frost.  22d 
st.  No  116,  3  s,  200  w  6th  av,  25.x98.9.  Dec  27,  1906,  5 
years,  4%.     3:797.  4,000 

Same  to  Christian  N  Bovee.  Same  property.  Dec  27,  1906,  5 
years,  5%.     3:797.  1,000 

Reis,  Sarah  to  Eliz  Betz.  47th  st.  No  418,  s  s,  200  w  9th  av, 
25x100.5.     Dec  1,  5  years,  5%.     Dec  27,  1906.     4:1056.        20,000 

Rieser,  Max  G  to  N  Y  TRUST  CO.  10th  st.  No  211,  n  s,  49.7  e 
Bleecker  st,  50.5x86x50.5x86.2.  Dec  24,  1900,  3  years,  5%. 
2:620.  50,000 

Same   and   Harris   Mandelbaum   and   ano   with  same.      10th   st.   No 

211  West.  Subordination  agreement.  Dec  19.  Dec  24,  190(5. 
2:620.  nom 

Rubenstein,  Louis  and  Jacob  Friedman  to  Thos  S  Ollive  committee 
Edwin  O  Brinckerhoft.  Division  st.  No  44,  n  w  cor  Chrystie 
St.  No  1.  2(k4x49.4x24.Sx3(3.5.  Dec  IS,  due  Jan  1,  1910,  4%7o. 
Dec  24,  1906.     1:289.  15,000 

Ruth,  Abraham  with  Elihu  Root  and  ano  trustees  Henry  H  Cook. 
Amsterdam  av.  Nos  1525  and  1527,  and  135th  st,  Nos  493  to  499. 
Agreement  as  to  priority  of  mort.  Dec  1.  Dec  21,  1906. 
7:1972.  nom 

Rosenbaum,  Sarah  and  Harry  S  Levett  with  Rosehill  Realty  Corpn. 
32d  st,  Nos  340  and  342,  s  s,  170  w  1st  av,  36xJ^  block.  Agree- 
ment as  to  building  loan,  &c.     Sept  27.     Dec  26,  1906.     3:937. 

nom 

Rubinsky,  Lena,  Joseph  Levine  and  Abraham  B  Jaffe  to  Fred  La 
Mura  and  ano.  67th  st,  s  s,  100  w  West  End  av,  200x100.5.  Prior 
mort  $57,000.     Dec  5.  1  year,  6%.     Dec  26,  1906.     4:1178.      3,439 

Rosman,  Max  to  Barnet  Cohn.  8th  st,  Nos  311  and  313,  n  s,  239.1 
e   Av   B.   41.3x69.10.      Prior  mort   $24,000.      Nov   1,   due   May  1, 

1907,  0%.     Dec  22,  190C.     2:391.  3,500 
Rosborg,    Jacob,    Brooklyn,    N    Y,    to    LAWYERS    TITLE    INS    & 

TRUST  CO.  9th  av,  n  e  cor  206th  st,  24.11x100.  Dec  21,  due 
May   17,    1908,   4V2'?c.     Dec  22,   1906.     8:2187.  4,340 

Rawitser,  Simon  and  Herrmann  to  Townsend  Wandell  and  ano 
trustees  for  Caroline  H  Johnston  will  Richd  Arnold.  West 
Broadway,  No  285  to  297,  s  e  cor  Canal  st,  Nos  380  to  384, 
runs  s  123.7  x  e  100.10  x  n  50  x  w  50  x  n  28.5  x  n  e  33.10  x  n  w 
—  to  beginning.     Oct  12,  3  years,  5%.     Dec  22,  1906.     1:211. 

150,000 

Schnakenberg,  John  to  TITLE  GUARANTEE  &  TRUST  CO.  Roose- 
velt st,  Nos  77  and  79,  on  map  No  77,  w  s,  abt  75  s  Oak  st,  33.3 
x67x33.6x67.4  n  s.     Dec  27,  1906,  due,  &c,  as  per  bond.     1:112. 

10,000 

Shweitzer,  Julius  to  Daniel  Rosenthal.  99th  st,  n  s,  100  w  1st 
av,  296x100.11.  Prior  mort  $80,000.  Dec  27,  1906,  2  years, 
6%.    6:1671.  24,000 

Silverman,  Arthur  E  to  Morris  L  Woolf.  96th  st,  Nos  53  and  55, 
n  s,  100  e  Madison  av,  50x100.11.     Dee  21,  3  years,  5%.     Dec 

22,  1906.      6:1602.  72,500 
Streppone,  Joseph   to   De  Witt   C   Flanagan   and   ano   trustees,   &c, 

2d  av.  No  2201.  Saloon  lease.  Dec  21,  demand,  6%.  Dec  22, 
1906.     6:1663.  1,000 

Schaefer  Co  to  TRUST  CO  OF  AMERICA.  59th  st,  Nos  142  and 
144,  s  s,  275  w  3d  av,  49.10x100.5x49.11x100.5,  Dec  10,  3  yrs, 
5%.     Dec  22,  1906.     5:1313.  60,000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Dec   12.     Dec  22.   1906.     5:1313.  

Strasbourger,  Saml  to  Anna  M  Schmitt-Baier.  7th  av,  n  w  cor 
120th  st.  No  201,  50.11x99.10.  Prior  mort  $110,000.  Dec  21, 
2  years,   6%.     Dec  22,   1906.     7:1926.  25,000 

Simpson,  Maria  S  to  American  Mortgage  Co.  31st  st.  No  418, 
s  s,  533.4,  s  e  10th  av,  runs  s  w  about  78.1  x  w  about  16.8  x  — • 
79.3  to  st  X  e  16.8  to  beginning.  Dec  26,  1906,  3  years,  5%; 
3:728.  6.000 
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Scheidecker,  Charles  to  TITLE  GUARANTEE  &  TRUST  CO.  Audu- 
bon av,  n  w  cor  170th  st,  100x100.  Dec  21,  due,  &c,  as  per 
bond.     Dee  22,   1906.     8:2127.  25,000 

Silverman,  Arthur  E  to  CENTRAL  TRUST  CO  of  N  Y.  OOth  st, 
Nos  57  and  59,  n  s,  150  e  Madison  av,  50x100.11.  Dec  21,  3 
years.  5%.     Dec  22,  1906.     6:1602.  70,000 

Simpson,  Maria  S  to  Caroline  C  Lindsley  and  ano  trustees  Rosena 
Pease.  41st  st.  No  323,  n  s,  300  w  8th  av,  25x98.9.  P  M.  Dec 
26,  1906,  due  Nov  1,  1909,  5%.     4:1032.  25,000 

Siegel,  Charles  to  Rachel  Cohn.  Park  av.  No  19.86.  w  s,  75.2  n 
133d  st,  24.7x86.  Prior  mort  ^17,910.67.  Dec  24,  due  July  10, 
1908,  6%.     Dec  26,  1906.     6:1758.  1,750 

Sanders,  Arthur  H  to  Jacob  Marx.  101  st,  No  75,  n  s,  125  e 
Columbus  av,  25x100.11.  Dec  20,  due  Feb  1,  1909,  6%.  Dec  26, 
1906.    7:1837.  6,500 

Schmidt,  Chas  V  to  Ellen  H  Cotheal.  118th  st,  No  121.  n  s,  285  w 
Lenox  av,  20x100.11.  Dec  26,  1906,  due  Jan  1,  1910,  4V2%. 
7:1903.  18,000 

Sedgwick,  Mary  A  to  TITLE  GUARANTEE  &  TRUST  CO.  5.Sd  st. 
No  34,  s  s,  304.4  w  Park  av,  13.8x100.5.  Dec  26,  1906.  due  &c, 
as  per  bond.     5:1288.  15,000 

Schneider,  Sophia  to  American  Mortgage  Co.  Lenox  av.  No 
486,  e  s,  99.11.  s  135th  st,  2.5x85.  Dec  24,  5  years,  5%.  Dec 
26,  1906.     6:1732.  20,000 

Schneider,  Ignatz  and  Moritz  to  Jacob  Hammer.  Columbia  st.  No 
65,  n  w  s,  125  s  w  Rivington  st,  25x100.  P  M.  Prior  mort  $5,- 
000.     Dec  1,  3  years,  6%.     Dec  24,  1906.     2:333.  12,000 

Sterling  Realty  Co  with  Eliz  H  Jaques.  OOth  st.  No  119  East. 
Subordination    agreement.      Dec    24,    1906.      5:1395.  nom 

Schmeidler,  Leopold  and  Irving  Bachrach  and  Isaac  Schmeidler 
with  Edith  L  Burke.  107th  st.  No  52  East.  Extension  mort. 
Dec  29,    1904.      Dec   24,   1906.     6:1612.  nom 

Schnepel,  Chas  A,  Herman  H,  John  H,  Geo  A,  and  Mary  A  M  to 
UNION  TRUST  CO  of  N  Y.  9th  av,  No  744,  e  s,  25.5  n  50th  st, 
runs  e  100  x  n  25  x  w  10.10  x  w  89.2  to  av  x  s  25  to  beginning. 
Dec  27,  3  years,  41/2%.     Dec  24,   1906.     4:1041.  18,000 

Schillizzi,  Salvatore  to  Giovanni  Maccarone.  13th  st,  Nos  506  and 
510,  s  s,  96  e  Av  A,  2  lots,  each  37.0x103.3.  2  P  M  morts,  each 
$6,330.  2  prior  morts  $49,000  each.  Oct  1,  due  Feb  1,  1912. 
6%.     Dec  24,   1906.     2:406.  12.660 

Schutte,  Henry  D  to  DRY  DOCK  SAVINGS  INSTN.  3d  av.  No 
318,  s  w  cor  24th  st,  No  166,  24.8x84.  Dec  22,  1  year,  5%.  Dec 
24,  1906.     3:879.  29,000 

Strauss,  George  to  Athenia  L  Peabody  and  ano  exrs,  &c,  James 
Bowen.  105th  st.  No  56,  s  s,  70  e  Madison  av,  25x100.11.  Dec 
14,  5  years,  5%.     Dec  24,  1906.     6:1610.  17,000 

STATE  BANK  with  Anna  M  Goebel.  8th  st,  Nos  318  and  320  E. 
Subordination  agreement.  Dec  5.  Dec  1.5,  1900.  2:390.  Cor- 
rects error  in  last  issue  when  location  did  not  state  East.  nom 

Shore  Acres  Realty  Co  to  Herman  Rauch  et  al.  Consent  to  ilve 
morts  dated  Dec  14,  1906.     Dec  14.     Dec  27,  1906.     General  morts. 

Same  to  same.  Certificate  as  to  above  consent.  Dec  14.  Dec  27, 
1906.     General  morts.  

Sherman,  Richard  B  to  Louisa  S  Loud.  Bowery.  No  173.  e  s,  99.6 
s  Delancey  st,  runs  e  125.4  x  s  20.6  x  n  (?)  125.4  to  Bowery  x  n 
20.6  to  beginning,  probable  error  i/i  part,  all  title.  Dec  20,  3 
years,  — %.     Dec  27,  1906.     2:424.  1,000 

Steyskal,  Frank  and  Joseph  Pokstefl  to  Isaac  Kleinfeld  and  ano. 
1st  av,  Nos  1921  and  1923,  n  w  cor  99th  st,  40.11x100.  P  M. 
Prior  mort  $40,000.  Dec  26,  7  years,  6%.  Dec  27,  1906. 
6:1671.  33,000 

Schacher,  Pinkus  to  Julius  Berkowitz.  9th  st,  No  434,  s  s,  138  w 
Av  A,  25x94.  P  M.  Prior  mort  $22,000.  Dec  26,  due  June  15, 
1910,  6%.     Dec  27,  1906.     2:436.  4,500 

Schwab,  Saml  to  Townsend  Wandell  and  ano  trustees  Edw  W  C 
Arnold  will  Richard  Arnold.  66th  st.  No  42,  s  s,  375  w  Central 
Park  West,  25x100.5.    P  M.     Dec  21,  1900,  3  years,  5%.    4:1118. 

26,000 

Silverson,  Nathan  to  Morris  A  Hulett.  Lafontaine  av,  s  w  cor 
179th  st,  172.6x100x187.9x101.1;  140th  st.  s  s,  100  e  Sth  av, 
187.6x99.11.  Prior  mort  $100,000.  Dec  21,  1  year,  — %.  Dec 
22,  1906.     11:3061  and  7:2031.  38.000 

Strack,  Otto  to  METROPOLITAN  LIFE  INS  CO.  23d  st.  No  220, 
s  s,  210  e  3d  av,  75x122,6.  Dec  21,  1906,  due  Nov  1,  1909,  6%. 
3:703.  175,000 

Steel,  Reginald  to  GREENWICH  SAVINGS  BANK.  GOth  st,  s  s, 
198.1  w  Broadway,  25x100.4.  Dec  19,  3  years,  5%.  Dec  21, 
1906.     4:11,37.  21,000 

Stich,  Julius  to  Nathan  Necarsulmer.  Madison  av.  No  1455  e  s 
50.11  n  100th  st,  2.5x80.  Dec  20,  5  years,  5%.  Dec  21,  1906. 
6:1606.  20.000 

Seiferd,  Joseph  to  John  A  Stewart  et  al  trustees  of  LIVERPOOL 
&  LONDON  &  GLOBE  INS  CO  in  N  Y.  85th  st,  No  237,  n  s 
100  w  2d  av,  27x102.2.  July  19,  5  years,  4^4%.  Dec  21,  1906. 
5:1531.  14,000 

Shweitzer,  Julius  to  American  Mortgage  Co.  99th  st,  n  s.  100  w 
1st  av,  8  lots,  each  37x100.11.  8  morts,  each  $10,000.  Dec  27 
1906,  1  year,  5%%.     6:1671.  80,000 

Schmitt,  Peter  J  to  Jakob  Schmitt.  81st  st,  No  354,  s  s,  75  w 
1st   av,   25x76.8.     P  M.     Dec  27,   1906,  4  years,  57„.     5:1543. 

9,000 

Stler,  Laura  Vom  C  wife  Julius  J  to  Wm  McN  Purdy  and  ano  trus- 
tees John  Purdy  for  Rose  McN  Jones  for  life.  48th  st.  No  221, 
n  s,  360  e  8th  av,  20x100.5.  Dec  27.  1906.  5  years,  41/2%. 
4:1020.  10.000 

Schlesinger,  Adolph  to  Ada  S  Elsworth.  31st  st,  Nos  310  and  312, 
s  s,  107.6  e  2d  av,  45x98.9.  Dec  1,  5  years,  4%%.  Dec  27. 
1906.     3:936.  17,000 

Seligman,  Nettchen  wife  of  and  Solomon  to  Edw  Oppenheimer  and 
ano.  Sth  av.  No  2103,  w  s,  75.11  s  114th  st,  25.x95.  Dec  27, 
1906,  due  Jan   1,  1910,  5%.     7:1847.  20,000 

Smith,  Geo  R  to  Wm  MacN  Purdy.  University  pi.  Nos  102  to 
114,  w  s,  29.9  n  12th  st,  36.9x158.4x42.6x146.6.  P  M.  Nov  24. 
5  years,  41/2%.     Dec  27,  1906.     2:570.  90,000 


Schupper,  Josef  and  Amalia  Stern  to  Janet  L  McVickar  et  al  trus- 
tees Janet  S  Lansing.  Lewis  st.  No  123,  w  s,  50  s  Houston  st, 
25x100.     Dec  26,  3  years,  5%.    Dec  27,  1906.     2:330.  20,000 

Same  and  STATE  BANK  with  same.  Same  property.  Subordina- 
tion  agreement.     Dec  26.     Dec  27,  1906.     2:330.  nom 

Schwaikert,  John  with  David  J  King  et  al  exrs,  &c,  Edw  J  King. 
S9th  st.  No  230  East.  Subordination  agreement.  Dec  20.  Dec 
27,  1906.     5:15,34.  nom 

Tunik,  Morris  and  John  Katzman  with  Abel  King  and  ano.  Sth 
av.  Nos  2851  to  2855.  n  w  cor  152d  st,  No  301,  79x100.  Subordi- 
nation agreement.     Dec  24,   1906.     7:2046.  nom 

Taylor,  Henry  R  to  SEAMENS  BANK  FOR  SAVINGS  in  City  N  Y. 
Front  st.  No  64,  n  w  s,  114.4  s  w  Old  slip,  22.4x85.10x23.2x85.9; 
Front  St.  No  62,  n  w  s,  130.6  s  w  Old  slip,  23.3x83.9.  P  M. 
Dec  24,   1  year,  4y27t>.     Dec  27,   1906.     1:32.  40,000 

Tobin,  Victoria  R  to  American  Mortgage  Co.  East  Broadway,  No 
151,  s  s,  abt  150  w  Rutgers  st,  25x75.  P  M.  Dec  27,  1906,  3 
years,  5%.     1:283.  18,000 

Same  to  same.  Same  property.  Prior  mort  $18,000.  Dec  27, 
1906,  1  year,  6%.     1:283.  2,000 

Thorne.  Eliza  A  to  TITLE  GUARANTEE  &  TRUST  CO.  74th  st, 
No  133,  n  s,  400.2  w  Columbus  av,  22.9x102.2.  Dec  27,  1906, 
due,  &c,  as  per  bond.     4:1146.  24,000 

Tannenbaum,  Simon  to  Keba  Chodorov.  120th  st.  Nos  118  and 
120,  s  s,  215  e  Park  av,  2  lots,  each  25x100.10.  2PM  morts, 
each  $7,.500;  2  prior  morts  $18,000  each.  Dec  20,  5  years,  6%. 
Dec  21,  1906.     6:1768.  15.000 

Tabel,  Fannie  wife  of  and  Harris  to  John  T  Willets  as  treasurer 
of  the  Endowment  Fund  of  the  Schofield  Norman  Industrial 
School  of  Aiken.  S  C.  Lewis  st.  No  67,  w  s,  60  s  Rivington  st, 
runs  w  50  X  s  20  X  e  2.9  x  n  0.8  x  e  47.2  to  w  s  Lewis  st  x  n 
19.4    to    beginning.      Dec   24,    1906,   5   years,    57c.      2:328.     10,000 

Tabel,  Fannie  to  Markus  Siegelman.  Lewis  st.  No  07,  w  s,  60  s 
Rivington  st,  runs  w  50  x  s  20  x  e  2.9  x  e  47.2  to  Lewis  st  x  n 
19.4  to  beginning.  Prior  mort  $10,000.  Dec  24,  1906,  due  June 
15,  1907,  6%.     2:328.  4.000 

Toch,  Joseph  to  Harris  and  Ely  Maran.  111th  st.  s  s,  150  w  7th 
av,  2  lots,  each  50x71.10.  2PM  morts,  each  $12,875.  2  prior 
morts,  each  $45,000.     Dec  24,  1906,  3  years,  6%.     7:1826.      25,750 

Twenty-First  Street  Building  &  Construction  Co  to  Myron  H 
Oppenheim.  21st  st,  Nos  18  and  20,  s  s,  320  w  5th  av,  50x92. 
Prior  mort  $210,000.  Dec  24,  due  Mar  25,  1907, 
1906.    3:822. 

Same  to  same.  Certificate  of  consent  of  stockholders 
mort.     Dec  24.     Dec  26,  1906.     3:822. 

Toal,  Eliz  A  with  Margaret  Husson.  1st  av.  No  1499,  w 
78th  st,  2O.6x]00x.3S.6xl0O.  Extension  mort.  Nov 
Dec  27.   1006.      5:14.53. 

Thomas.    Ronald    to   LAWYERS   TITLE   INS   &   TRUST   CO 
Broadway,  No  409,  e  s,  abt  148  n  Houston  st,  25x100.     Dec  13, 
due  Nov  10,  1911,  5%.     Dec  24,  1906.     2:524.  8,000 

Verdi,  Caroline  M  de  S  to  David  J  King  et  al  exrs.  &c,  Edw  J  King. 
92d  St.  No  40,  s  s,  434.5  e  Columbus  av,  17x100.8.  Dec  27, 
1906,  5  years,  41/2%.     4:1205.  15,000 

Volk,  William  to  William  Volk  guardian  Nicholas  Volk  and  ano. 
84th  st.  No  429,  n  s,  281.8  w  Av  A,  15.8x102.2.  Dec  1,  1  year, 
4%.     Dec  22,   1906.     5:1564.  4,500 

Wolf,  Samuel,  Long  Branch,  N  J.  to  Max  Kobre.  159th  st,  Nos 
517  and  519,  n  s,  200  w  Amsterdam  av,  50x90.11.  Dec  20,  due 
Feb  7,  1907,  6%.     Dec  22,  1906.     8:2118.  2.500 

Weinstein,  Julius  to  Wm  L  Raymond  and  ano  trustees  Thomas 
McMullen.  103d  st.  No  209,  n  s,  147.6  e  3d  av,  37.6x100.11. 
Dec  21,  5  years,  5%.     Dec  22,  1906.     6:1653.  36,000 

Wells,  Geo  L  and  Wm  C  Grogan  to  Carstairs,  McCall  &  Co.  Lib- 
erty st.  No  136,  s  w  cor  Washington  st,  Nos  152  and  154.  Sa- 
loon lease.     Dec  14,  demand,  5%.     Dec  22,  1906.     1:56.  3,000 

Weinstein,  Julius  to  Stuart  C  Squier  et  al  exrs  Wm  C  Squier. 
103d  st.  No  215,  n  s,  222.6  e  3d  av,  37.6x100.11.  Dec  21,  due 
&c,  as  per  bond.     Dec  22,  1906.     6:1653.  35,000 

Wolkenberg,  Joseph  to  J  Frederic  Kernochan.  6th  st,  Nos  712 
and  714,  s  s,  145.8  e  Av  C,  39.5x97.  Dec  6,  5  years,  5%.  Dec 
27,  1906.     2:375.  40,000 

Same  and  JEFFERSON  BANK  with  same.  Same  property.  Sub- 
ordination  agreement.      Dec  26.      Dec  27,   1906.     2:375.  nom 

White  Construction  Co  to  State  Realty  &  Mortgage  Co.  183d  st, 
s  s,  100  e  St  Nicholas  av,  75x104.11.  Dec  26,  1  year,  67o.  Dec 
27,  1906.     8:2154.  81,000 

Same  to  same.  Same  property.  P  M.  Prior  mort  $81,000.  Dec 
26,   1  year,   6%.     Dec  27,   1906.     8:2154.  13,600 

Same  to  same.     Same  property.     Consent  to  mort  for  $81,000.  Dec 

26.  Dec  27,  1006.     8:2154.  

Same  to  same.     Certificate  as  to  mort  for  $81,000.     Deo  20.     Dec 

27,  190(j.     8:2154. 

Wallenstein,    Saul    to    Allan    Marquand    et    al   exrs,    &c,    Henry    G 

Marquand.  1st  av.  Nos  2299  and  2301,  w  s,  50.10  n  118th  st, 
.50x100.     Dec  27,   1!H)6,  6  years,   5%.     6:1705.  50,000 

Wiener,  Rosalie  and  Otto  Horwitz  with  Educated  Professional 
Peoples  Alliance.  99th  st.  No  24  West.  Subordination  agree- 
ment.    Dec  22.     Dec  27,  1906.     7:1834.  nom 

Weidler,  Henry  with  TITLE  GUARANTEE  &  TRUST  CO.  5th 
st.  No  432  East.  Subordination  agreement.  Dec  12.  Dec  27, 
1906.    2:432.  •  nom 

Weisberger,  Ignatz  with  Janet  L  McVicker  et  al  trustees  Janet  L 
Lansing.  Lewis  st.  No  123,  w  s,  50  s  Houston  st,  25x100.  Sub- 
ordination agreement.     Dec  20.     Dec  27,  1006.    2:330.  nom 

Wallace,  James  G  to  Chelsea  Realty  Co.  51st  st.  No  37,  n  s, 
341.5  e  6th  av,  21.5x100.  Prior  mort  $50,000.  May  23,  demand, 
6%.     Dec  24,   lOOC,.     5:1267.  25.000 

Wiener,  Rosalie  to  Educated  Professional  Peoples  Alliance.  99th 
St.  No  24.  s  s,  400  e  Columbus  av,  25x100.11.  Dec  22,  3  years, 
5%.     Dec  24.   1006.     7:1834.  21,500 

White,  Alfred  L  to  Walter  S  Gurnee  et  al  trustees  for  Delia  E 
Gurnee  will  Walter  S  Gurnee.  John  st.  No  81,  n  s,  abt  70  w 
Gold  st,  27x107x26.8x104.2  e  s.  Dec  19,  due  Apr  10,  1911,  4%. 
Dec  24,   1906.     1:77.  53,000 


The  text  of  these  pages  Is  copyrighted.     All  rights  are  reserved.        Notice  is  hereby  given  that  infringement  will  lead  to  prosecution. 
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GAS  COOKERS    ^  '  GAS  HEATERS 

I    SOLVE  THE  FUEL  PROBLEM        7:        CLEANLY,  EFFICIENT,  ECONOMICAL    | 


We  Rent  • 
Qas    Range 

$3 

Per    Y«ar 

A  handsome  up-to-date  line  of 
appliances  may  be  seen  at  our  offices 


Wo  Rent  a 
Qas     Range 

$3 

Per    Year 

.  CONSOLIDATE.D  GAS  COMPANY  OF  NEW  YORK 


Wolkenberg,  Joseph  to  Virginia  V  Bell.  6th  st,  Nos  705  and  707, 
n  s,  105.5  e  Av  C,  44.11x90.10.  Dec  21,  6  years,  5%.  Dec  22, 
1906.    2:376.  44,000 

Same  and  David  Gordon  with  same  Subordination  agreement. 
Dec  21.     Dec  22,  1906.     2:376.  nom 

Warschauer,  Harry  to  Julia  Coddington.  9Sth  st.  No  48,  s  s,  205 
■w   Park   av,   25x100.11.      Dec   24,   1906,   5   years,   5%.     6:1603. 

Wallach,  Teresa  to  Solomon  Tim.  Cherry  st.  No  335.  s  s,  abt 
155  w  Montgomery  st,  30.8x120  to  Water  st.  No  582.  Dec  21. 
3  years,  5%.     Dec  24,  1906.     1:245.  15.000 

Weiss  Morris  L  to  Max  Lipman  and  ano.  3d  st.  No  408,  s  s,  136.1 
e  Goerck  st,  45.4x77x45x81.  Prior  mort  $21,815.25.  Dec  24, 
lf»06.  due  June  24,  1907,  6%.     2:356.  8,000 

Wallenstein,  Saul  to  Lily  W  Beresford  trustee  Louis  C  Hamersley. 
7Sth  st,  Nos  265  to  269.  n  s,  42.2  w  2d  av,  41.6x82.  Dec  24, 
1906,  5  years,  5%.     5:1433.  36.000 

Warschauer.  Harry  to  LAWYERS  TITLE  INS  &  TRUST  CO.  98th 
St.  No  50.  s  s,  180  w  Park  av,  25x100.11.  Dec  24,  1900,  5  years, 
5%.     6:1603.  „  20,000 

Wallenstein,  Saul  to  Pincus  Lowenfeld  and  ano.  78th  st.  Nos  2ba 
to  '^iO  n  s  42  2  w  2d  av.  41.6x82.2.  Prior  mort  $30,000.  Dec 
24.  1906.  due  July  10,  1912,  G%.     5:1433.  13.000 

Weingarten.  Abraham  C  and  Lena  Weinstein,  N  Y.  and  Max  Gold- 
wasser,  Brooklyn,  N  Y,  to  Max  Baron.  Broome  st.  No  217,  s  s. 
100  e  Essex  st.  25x100.  P  M.  Prior  mort  $20,0(X).  Dec  20. 
due  June  12,  1912.  07c.     Dec  21.  1906.     2:351.  23.000 

Walter.  James  K  to  Edward  J  Moloughney  and  ano  exrs  Michael 
Moloughnev.  Hudson  st,  No  tUl,  w  s,  59  n  Horatio  st,  29.2x 
112  4x29x109.2.  P  M.  Dec  17,  1  year,  6%.  Dec  21,  190G. 
2:627.  14,000 

Wilner.  Blooma  wife  Samuel  to  Wm  R  Wilder  et  al  trustees  John 
Baird.  Prince  st.  No  177,  n  s,  1(X)  e  Sullivan  st.  25x05.6.  Dec 
21,   I'.tlKl,  due  Dec  1.  UK)d,  5%.     2:517.  24,000 

AMiitehall  Realty  Co  to  Francis  C  Huntington  trustee  for  Alexa 
C  Bowden.  West  st.  No  18,  e  s.  126.9  s  Morris  st,  2C.9xl06.10 
x2G.4xl06.     Dec   21.   1906.   3   years,  5%.     1:1.5.  20.01)0 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Dec   21,   190(j.      1:15.  

Weil  Gertie  to  John  T  Willets.  20th  st.  No  422,  s  s,  308.4  w  9th 
av.  .33.4x109.     Dec  21.   1906.  2  years,  4%'''(.     3:717.  33.000 

Weinstein,  Julius  to  Isidore  Jackson  and  ano.  lOIM  st.  Nos  205 
to  215.  n  s.  110  e  3d  av,  1.50xlCN).ll.  Prior  mort  .^176,200.  Dec 
21.    1906.    demand,    6</c.      6:1^53.  10,500 

Wood.  Mav  E  to  S  Lenita  Fairchild.  87th  st.  No  327.  n  s.  325  w 
West    End   av,    16x100.8.      Dec   21,    1906,   3  years,   5%.      4:1249. 

25.000 

Washburne,  Adelaide  S  with  James  W  Vannett.  103d  st.  No  145 
West.      Extension   mort.     Dec   18.     Dec   21,   lOOii.      7:1858.       nom 

Walter,  Mary  A  and  Wm  H  to  Louis  Lowenstein  et  al  trustees 
Isaias  Meyer.  120th  st,  No  1.36.  s  s.  368  w  Lenox  av,  18x100.11. 
Dec   IS,  3  years,  5%.     Dec  21.   1906.     7:1!;m;»4.  __     14,000 

Wilson  Nathan  to  Hyman  Horwitz.  Amsterdam  av.  No  573,  e  s, 
25.8  s  SSth  st,  25x100.  Prior  mort  $.34,000.  Dec  20,  demand, 
6%.     Dec  21,  1906.     4:1218.  13..50O 

Weigert.  Abram  A  to  American  Mortgage  Co.  14th  st.  No  4.34, 
s  w  s,  444  s  e  1st  av,  25x38.8x29.10.x55.1;  also  strip  begins  at 
s  w  cor  above,  runs  s  39.6  to  former  c  1  Stuyvesant  st  x  e  29.10 
X  n  39.7  X  w  29.10  to  beginning.  Dec  21,  1906.  5  years,  5<rt. 
2:441.  11,000 

Same  and  John  and  Adam  Reinhardt  with  same.  Same  property. 
Subordination   agreement.     Dec   20.      Dec  21,   190<!.     2:441.       nom 

Wilson.  Nathan  to  LAWYERS  TITLE  INS  &  TRUST  CO.  Am- 
sterdam av.  No  573,  e  s,  25.8  s  88th  st,  25x100.  Dec  20,  5  yrs. 
5%.     Dec  21,   1906.     4:1218.  34,000 

Wasdell.  Mary  A  to  John  H  Ives  and  ano  trustees  Emilio  Del  Pino. 
SSth  st.  No  161.  n  s.  283.4  e  Amsterdam  av,  16.2x100.8.  Oct  1. 
3  years,  5%.     Dec  21,  1906.     4:1219.  12,000 

Weinstein,  Julius  to  Isidore  Jackson  and  ano.  103d  st.  No  215,  n  s. 
222.6  e  3d  av.  37.6x100.11.  Prior  mort  $35,000.  Dec  21,  1906, 
demand.  G%.     6:1653.  10.000 

Weinstein.  Julius  to  Isidore  Jackson  and  ano.  103d  st.  No  209, 
n  s.  147.6  e  3d  av,  37.6x100.11.  Prior  mort  $36,000.  Dec  21, 
1906,  demand,  6%.     6:16,53.        ,  •  _  10.000 

Wallenstein.  Saul  to  Harris  Man'delbaum  and  ano.  76th  st.  No 
213  and  215,  n  s,  171.8  e  3d  av,  33.4x102.2.  Prior  mort  $35,000. 
Dec  11,  demand.  6%.     Dec  21,  1900.     5:1431.  7,500 

Yard.  Frances  A  to  James  A  Trowbridge.  105th  st.  No  28,  s  s, 
173.4  e  Manhattan  av.  16.8x100.11.  Dec  17,  due  Mar  17,  1907, 
6%.     Dec  27,  190(3.     7:1840.  4.500 

Young,  Wm  T  to  BOND  &  MORTGAGE  GUARANTEE  CO.  38th 
st,  oN  451,  n  s,  132  e  10th  av,  25.x98.9.  Dec  26,  due,  &c,  as  per 
bond.     Dec  27,  1906.     3:736.  6.000 

Yung,  Charles  to  DRY  DOCK  SAVINGS  INSTN.  3d  av,  No  2101, 
e  s,  26  s  115th  st,  2.5x100.     Dec  26,  1906,  1  year,  5%.     6:1664. 

23,00t) 

Zipser.  Edward  and  Samuel  to  Morris  Walfish.  12th  st.  No  716, 
s  s,  233  e  Av  C,  25x103.3.  Prior  mort  $7,000.  Dec  12,  3  years, 
6%.     Dec  21,  1906.     2:381.  2,000 

Zuccaro,  Guiseppe  to  Giovanni  Maccarone.  11th  st.  No  334,  s  s, 
150  w  1st  av,  2.5x94.10.  P  M.  Prior  mort  $16,000.  Oct  1,  due 
Apr  1,   1911.  6%.     Dec  24,  1906.     2:452.  12,400 

Zuccaro,  Salvatore  to  Domenico  Caudela.  Spring  st.  No  19,  n  s, 
71.3  n  w  Elizabeth  st,  runs  n  110.10  x  w  23.5  x  s  81.7  x  s  24 
to  Spring  st  x  s  e  25.9  to  beginning.  P  M.  Prior  mort  $25,000. 
Oct  1,  1906,  due  Apr  1,  1910;  tV'c-     Dec  24,  190<i.     2:493.  5,350 

BOROXJOH  OF  THE  BRONX. 

Under  this  head  the  *  denotes  that  the  property  is  located  in  the 
new   Annexed  Distract    (Act  of   1895). 

Aldhous,    Herbert    to    Henry    Sillcocks    trustee    Eliza    A    Santord. 

Aqueduct   av,   e   s,    60.7   s   184th   st.   20.4x53.1x20.1x49.10.      Dec 

24..  1906.  3  years.  5%.     11:3209  and  3212.  3.500 

Same    to    Henry    Fletcher.      Same    property.      Prior    mort    $3,500. 

Dec  24.  1906,  due  Nov  5,  1907,  6%.     11:3209  and  3212.  1.000 

Arnold.  Rasha  to  Saml  A  Potter.     Topping  av,  e  s,  215  s  175th  st. 

40x95.     Dec  27,  1906,  due  June  27,  1907,  6%.     11:2799.         3,500 


Brady,  Daniel  to  Gustavus  Robitzek  and  ano.  Tremont  av.  s  w  cor 
Marmion  av,  2,5x100.     Dec  24,  1906.  3  years.  5%.     11:2956.     6.500 

Biondi,  Nicola  to  BRONX  TITLE  &  MORTGAGE  GUARANTEE  CO. 
150th  st,  s  s,  250.3  e  Morris  av,  25x100.  Dec  24,  due  Jan  1, 
1910,  5%.     Dec  26,  1906.     9:2331.  12,000 

Brettler,  Max  and  Oswin  Stuhmer  and  Samuel  H  Sternberg  and 
ano  with  Jonas  Weil  and  ano.  152d  st,  s  s,  70.3  e  Morris  av, 
50x117. 4x.50xll7. 5.  Subordination  agreement.  Dec  20.  Dec  24, 
1906.    9:2411.  nom 

*Baum.  Max  C  to  Wm  G  Mulligan.    St  Agnes  av,  w  s,  250  s  Central 


av,  2,5x100.     P  M.     Nov  16,  3  years,  5 


r,°/^ 


Dec  27,  1906. 


495 


Brown,  John  and  Elias  Lapin  to  Thomas  B  Hidden  trustee  Wm  H 
Webb.  St  Anns  av.  w  s,  49.11  s  145th  st,  49.11x75.  Dec  26,  5 
years,  5%.     Dec  27,  1906.     9:2271,  30,000 

Brettler.  Max  and  Oswin  Stuhmer  to  Jonas  Weil  and  ano.  152d  st, 
s  s,  70.3  e  Morris  av.  50x117.4x50x117.5.  Dec  20,  3  years,  5%%. 
Dec  21,   1906.     9:2411.  45,000 

Brunings,  Julius  to  BRONX  TITLE  &  MORTGAGE  GUARANTEE 
CO.  Crotona  av,  w  s,  300.5  s  Tremont  av.  50x246.3.  Dec  12. 
due  Jan  1,  1910,  5'f.     Dec  21,  1906.     11:2946.  7.000 

Brown  &  Lapin  Realty  Co  to  Rockland  Realty  Co.  Washington 
av,  s  w  cor  169th  st.  75x90.8x75.x90.7.  Dec  17,  due  July  1,  1907. 
O'Tf.     Dec  24,   llKMi.     9:2.390.  6,000 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Dec  17.     Dec  24.  190li.     9:2390.  

*Boyle.  Lucy  E  to  Geo  Herold.  Jackson  av.  n  s,  198  w  Union- 
port  road.  2.5x1*10;  Jackson  av.  s  e  cor  Garfield  st.  25xli2x — x 
— ;  Unionport  road,  w  s,  198  n  Morris  Park  av,  25x1.35.5x25. Ix 
137.11   n   s.     Dec   22.   due  April   22,   1907,  *'•%.     Dec   24,   ]9i:HJ. 

2  OOO 

Costello,  Mary  A  to  Lawrence  E  Brown  committee  estate  August 
Hyatt.  Ernescliff  pi.  n  e  cor  Lisbon  pi.  (»6. 2x34. 11x52. 4x9.3. 6. 
Dec   22,   1   year,   (i'  .      Dec  24,   1906.      12:3312.  2..5(K) 

*Costar.  Geo  to  Michl  J  Phelan.  Av  E,  n  w  cor  11th  st,  108x205. 
Unionport.     P  M.     Dec  24,  1906.     3  years,  5V^%.  4.2.50 

*Coscia.  Antonio  to  Wm  Peters.  5th  st.  s  s.  120  w  Washington 
av.  25x100.  Prior  mort  $3,6110.  Dec  20,  2  years,  67c.  Dec  21. 
1906.  OtJO 

*Crisenza.  Marietta  to  Charlotte  Rehbock.  Taylor  av.  e  s,  250  s 
Columbus  av.  25x9.5,  Van  Nest  Park.  Dec  21,  5  years,  0%.  Dee 
27.    1906.  2,300 

Dominick.  Emma  to  Chas  L  and  Emma  Dominick  exrs  Geo  J  Dom- 
inick.  Valentine  av,  e  s.  98  n  l.S2d  st,  2.5x(i8x25.1x66.1.  Dec  IS, 
due  &c.  as  per  bond.     Dec  26,  1906.      11:3145.  6,.500 

Dunn.  Eliz  M.  Brooklyn,  N  Y.  to  Henry  M  Luyster.  1.35th  St. 
s  s,  625  e  St  Anns  av,  25x100.  Dec  18,  5  years.  5%.  Dec  22. 
11106.      10:2.547.  10.500 

Diamond.  Mary  wife  Charles  to  Paul  C  Georgi.  180th  st,  s  s.  1.50  e 
Crotona   av.   25x13.8.9x25x139.6.      Dec  21,  due,   &c.  as  per  bond. 

5,000 
Powell.     Crotona  av,  e  s,  67.4  n 
P  M.     Dec  21,  1  year,  6%.     Dec 

5.000 
to  J   Brewster   Roe   trustee   An- 


Dec  22.   1906.     11:.3095. 
Dilberger.   Chas  F  to  Solomon  C 

181st  st,  67.4x]03..Sx66xll6.7. 

22.   1906.     11:3098. 
Drusin,    Harris   and   Chas   Maisel 


toine   Ruppauer  for   Barbara  Ellensohn   and  ano.     171st  st,   s  s, 
1(10  w  3d   av,   24x100.      Dec  27.   1906,   6   years,  4%%.      11:2911. 

6.000 

De  Voe.  Edwin.  Chas  S.  Smith  A,  Andrew,  Fredk  R.  Caroline  M 
widow,  Edwin  and  Chas  S,  and  Mary  Murton  and  Emma  A  Mc- 
Leod  exrs  Smith  W  De  Voe  to  J  Frederic  Kernochan.  Sedgwick 
av,  w  s.  375.8  s  167th  st,  runs  w  1(!0,1  x  n  332.6  x  e  24-4.3  to  av 
x  s  375.8  to  beginning.  Dec  19,  2  years,  4%%.  Dec  21,  1906. 
9:2539.  15,000 

*Deere,  Mary  E  to  Abbie  H  Wightman.  Highway  leading  from 
Causeway  over  Westchester  Creek  to  West  Farms  adj  land  Mar- 
tin Delany,  runs  s  w  96  to  e  s  road  leading  from  Westchester 
Village  to  the  City  N  Y,  x  s  25.6  x  n  e  117.5  x  26  to  beginaing. 
Dec  20.   due,   &c,   as  per  lond.     Dec  24.  1906.  1,500 

*Dina,  Biaggio,  Rosario  Dina  and  Gaetana  Rizzo  to  Sadie  B  Clocke. 
Bronxdale  av.  w  s,  164  n  187th  st,  25x96x — x85.  Dec  20,  due 
Jan  1.   1910.  6%.     Dec  21,  1906.  4,000 

De  Muylder,  Maria  to  Duane  S  Everson.  Webster  av,  w  s,  bet 
l(i9th  st  and  Clay  av,  and  being  171.1  n  land  Wm  H  Morris.  20x 
90,  being  n  20  ft  of  lot  61  on  map  Wm  E  Zborowski.  Oct  26,  3 
years,    50^.      Dec   27,    1906.      11:2887.  4,500 

Fetzer,  Wm  with  Mary  A  D  Lange.  156th  st.  No  1014  East.  Sub- 
ordination agreement.     Dec  21.     Dec  26,  1906.     10:2625.  nom 

Fowl.  Julius  with  Jacob  Woolf.  Tinton  av.  No  1229,  w  s,  290.9 
n  168th  St.  20.5x110.  Agreement  as  to  priority  of  mort.  Dec 
27,  1906.     10:2(jt>3.  nom 

*First  Van  Nest  Hebrew  Congregation  to  Charles  Schaefer. 
Garfield  st,  e  s,  100  n  Columbus  av,  25x100.  P  M.  Dec  26,  1906. 
1  year,  5%%-  1.400 

Friedhoff,  John  B  to  TITLE  GUARANTEE  &  TRUST  CO.  3d  av. 
No  4216.  e  s,  46  n  Tremont  av,  20x91.10x20.1x90.7.  P  M.  Dec 
27,   1906,  due.  &c,  as  per  bond.     11:3060.  15,000 

Frank,   Ida   to  Francis  B  Chedsey  trustee  Nathan  S  King.     135th 
st.  No  .5.33,  n  s,  175  e  Lincoln  av,  25x100.     Dec  20,  3  years,  5%. 
Dec  21,  190(5.     9:2311.  8,000 

Federman,  Morris  to  Emil  Robitzek.  Brook  av,  No  1210,  e  s,  236 
s  168th  st,  25x102.1x25x100.6.  Prior  mort  $10,000.  Dec  24, 
1906.     1  year,  6%.     9:2393.  2,700 

*Freund.  Emanuel.  South  Nyack,  N  Y,  to  WASHINGTON  SAV- 
INGS B.\NK.  Tremont  road,  n  e  cor  Edison  av.  125x100;  Madi- 
son av,  n  s,  300  w  Robin  av.  25x1.52.5  to  Pelham  road  x33.11x 
175.4,  Tremont  Terrace.  P  M.  Dec  20,  3  years,  5%.  Dec  24, 
1906.  3,500 

Gross,  August  and  Bernard  Meyer  with  Josephine  Eisenhauer 
Individ  and  extrx  Wm  Eisenhauer.  15Sth  st.  No  707  East.  Sub- 
ordination agreement.     Dec   19.     Dec  27,  1906.     9:2380.  nom 

*Geller.  Samuel  to  Duane  S  Everson.  177th  st,  s  w  cor  road  to 
West  Farms  Station,  46xl00x— .x— .     Dec  27,  1906,  3  yrs,  5%7c. 

5,500 

Gordon.  Sam  to  Francis  B  Chedsey  trustee  Nathan  S  King.  135th 
st.  No  537,  n  s,  225  e  Lincoln  av,  25x100.  Dec  20,  3  years,  5%. 
Dec  21,  1906.     9:2311.  8,000 


The  text  of  these  pages  Is  copyrighted.     All   rights  are   reserved.     Notice  is  hereby  given  that  infringement  will  lead  to  prosecutlo*. 
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THE  BEST  IN  TELEPHONE  SERVICE    ^ 

is  the  system  that  brings  to  each  desk  or  room  of  an  establishment  a  telephone  which  may  be  used  for 
intercommunication  within  the  building,  local  communication  in  the  city  and  suburbs,  or  long  distance 
communication  with  any  one  of  the  3,000,000  telephones  reached  by  the  wires  of  the  Bell  system.  The 
above  is  a  description  of  our 

Private  Branch  Exchange  System  of  Telephone  Service 

In  New  York  City  on  the  1st  of  January,  1907,  there  were  10,000  private  branch 
exchange  systems  i}i   operation,  with  ati  aggregate  of  over  110,000  telephones. 
For  full  information  regarding  rates,  etc.,  apply  to  nearest  Contract  Office. 

New  York  Telephone  Company 


15  Dey  St.,  90I0  Cortlandt 
I  15  West  38th  St.,   9040  38th 


129  West    125th   St.,  9000  Mgside 
616  East   iSOth  St.,  9020  Melrose 


German  Real  Estate  Co  to  TITLE  GUARANTEE  &  TRUST  CO. 
Martha  av,  w  s,  25  n  23Sth  st,  80x100.  Certificate  as  to  mort 
for  $11,000.     Dec  17.     Dec  22,  1000.    12:3387.  

*Goldenberg.  David  C  to  Peter  Handibode  Jr.  13th  st,  s  s,  303 
w  Av  E,  200x210  to  12th  st,  Unionport.  P  M.  Dec  20,  3  years. 
5%.     Dec  21,  190G.  7,000 

Gross,  August  to  Josephine  Eisenhauer  extrx  Wm  Eisenhauer. 
158th  st,  No  707,  n  s,  100  w  3d  av,  25x100x32x100.2.  Dec  19. 
due  Jan  1,  1910,  5%.     Dec  21,  1906.     9;23S0.  12,000 

Hagmayer,  Cath  to  Mary  A  Sevestri.  Fulton  av,.e  s,  25G  n  169th 
st,  50x206.     Dec  22,  5  years,  5%.     Dec  24,  1906.     11:2931.     10,000 

Same  to  Margareth  L  Tiesler.  Fulton  av,  e  s,  206  n  169th  st, 
50x206.     Dec  22,  5  years,  5%.     Dec  24,  1906.     11:2931.        10.000 

*Horan,  Fanny  T,  of  Port  Jervis,  N  Y.  to  Wm  W  Penfleld.  Lots 
154a  and  l.j4b  map  sub  division  portion  Penfleld  property  lying 
east  of  White  Plains  av,  Wakefield.  P  M.  July  23,  3  years, 
5%.     Dec  24,  1906.  99C 

*Herold,  Katie  with  Marcus  Nathan.  Av  C,  s  w  cor  7th  st,  108x 
205,  Unionport.  Agreement  as  to  apportionment  of  mort.  Dec 
7.     Dec  24,  1906.  nort 

Hoyler,  August  W  and  Henry  L  to  Leonard  H  Best  and  ano  exrs, 
&c,  Albert  Best.  Bassford  av  e  s,  115.10  n  182d  st,  17.6x74.11 
xl7.6x74.4.      Dec   27,   1900,   5  years,  5%.      11:3050.  2,500 

Hirsch,  Jacob  and  Abraham  Lipke  to  Henry  Heide.  158th  st.  No 
664,  s  s,  300  w  Elton  av,  .50x98.  Dec  27,  1906,  3  years,  5%. 
9:2379.  37,000 

Hartman,  Herman  and  Cornelius  J  Horgan  to  TITLE  GUARAN- 
TEE &  TRUST  CO.  Ogden  av,  s  e  cor  162d  st,  75x95.  Building 
loan.      Dec   27,    1906,    1   year,   6%.      9:2511.  50.000 

Hamill,  Rose  F  to  TITLE  GUARANTEE  &  TRUST  CO.  Reservoir 
Oval  West,  n  w  cor  Tyron  av,  60.7x30x78.3x68.2.  Nov  30,  due 
&c,  as  per  bond.     Dec  22,  1906.     12:3343.  1,000 

Hawthorn  Building  Co  to  Benj  P  Jackson.  Bryant  av.  No  1462, 
e  s.  100  n  Jennings  st.  25x100.  Prior  mort  $8,500.  Dec  20.  2 
years,  6%.     Dec  22,   1906.     11:3000.  ""  '  4,500 

Hawthorn  Building  Co  to  E  Ormonde  Power  trustee  Douglas  Gor- 
don. Bryant  av.  No  1462,  e  s,  100  n  Jennings  st,  25x100.  Dec 
20,  3  years,  5%.     Dec  22,  1906.     11:3000.  8,500 

Same  to  same.  Same  property.  Certificate  as  to  above  mort. 
Dec  20.     Dec  22,  1906.     11:3000.  • 

Johnson,  Geo  F  with  TITLE  GUARANTEE  &  TRUST  CO.  156th 
st,  n  s,  150  e  Kelly  st.  25x100.  Subordination  agreement.  Dec 
19.     Dec  22.   1906.     10:2708.  nom 

Jacobs,  Joseph  and  Louis  to  Geo  S  Hamlin.  139th  st,  n  s,  125  e 
St  Anns  av,  25x100.  Deo  19,  5  years,  5%.  Dec  21,  1906. 
10:2551.  17,000 

*Jones,  Laura  E  and  Eva  M  Bossert  to  Martin  Lipps.  Poplar  st, 
s  s,  151.4  e  Forest  st,  25.2x106.7x25x105.3,  Westchester.     Dec 


2  years,  5%.     Dec  24,  1906. 


2,500 


Kollsch-Huebner  Co,  a  corporation  to  Gustavus  and  Edward  Rob- 
itzek.  180th  st,  n  s,  125  w  Park  av  West,  runs  n  94.6  x  w  99  to 
6  s  Webster  av,  x  s  103.3  to  st,  x  e  103.7  to  beginning.  Prior 
mort  $11,500.     Dec  24,  1906,  2  years,  5%.     11:3029  and  .3030. 

5,000 

*Kelly,  John  F  to  James  Gregory.  Carpenter  av,  w  s,  27.4  n  from  s 
s  lot  1136,  27.4x105,  being  part  lot  1136  map  Wakefield.     Dec 
18,  1  year,  6%.     Dec  24,  1906.  600 

♦Same  to  J  Philip  Van  Kirk.  Carpenter  av.  w  s,  being  s  27.4  ft  of 
lot  1136  same  map.     Dec  18,  1  year,  6%.     Dec  24,  1906.      1,135 

Keegan,  Anne  widow  to  Tremont  Building  &  Loan  Assoc.  Bath- 
gate av.  No  2034,  s  e  s.  108  n  e  179th  st,  25x85,  except  part  for 
av.     Dec  20.  installs,  6%.     Dec  22,  1906.     11:3045.  2,800 

Krakower,  Gerson  M  with  Francis  B  Chedsey  trustee  Nathan  S 
King.  135th  st,  No  535  East.  Subordination  agreement.  Dec 
20.     Doc  21,  1906.     9:2311.  nom 

♦Kaufman,  Philip  to  Minnie  K  Van  Kirk.  9th  st,  s  s,  205  e  Av  D, 
50x108,  Unionport.  P  M.  Prior  mort  $1,000.  Dec  26,  due  &c 
as  per  bond.     Dec  27,  1906.  750 

Koelsch-Huebener  Co  to  Gustavus  Robitzek  and  ano.  ISOth  st,  n 
s,  125  w  Park  av  West,  runs  n  94.6  x  w  99  to  e  s  Webster  av 
X  s  103.2  to  st  x  e  103.7  to  beginning.  Consent  as  to  mort  for 
$5,000.     Dec  24.     Dec  26,  1906.     11:3029-3030.  . ■ 

Lederer.  Lena  wife  Bernhard  to  Conrad  Stein.  134th  st.  No  889. 
n  s.  475  e  St  Anns  av,  25x100.  Dec  26,  5  years.  5X  Dec  27 
1906.     10:2547.  9,000 

Levy,  Henry  to  Mary  A  D  Lange.  156th  st,  s  s,  75  e  Union  av 
20x91x19.2x91.     Aug  1,  5  years,  5%.     Dec  26,   1906.     10:2675. 

5  000 

Leo,  John  P  with  J  Brewster  Roe  trustee  will  Antoine  Ruppaner 
for  benefit  Barbara  Ellensohn  et  al.  171st  st,  s  s,  100  w  3d  av, 
24x100.       Subordination    agreement.      Dec    26.      Dec    27     1906' 

ll._JIl.  jjOjjj 

Lowenfeld,  Pincus,  Wm  Prager,  Charles  M  Rosenthal,  Leonard 
Weill  and  Chas  J  and  Fredk  W  Kroehle  to  MUTUAL  LIFE  INS 
CO  of  N  Y.  Belmont  st,  n  e  cor  Jerome  av,  100x380  Dec  ''1 
due  &c,  as  per  bond.     Dec  26,  1906.    11:2847.  45,000 

Lanzillotti.   ""  — '"   '     "..-.»"  — • 

wood  av, 

&c,   as  per   Dona.     jLiec  HI,   l!)Uti.      10:2737.  1 .500 

Lambert.  John  with  HAMILTON  BANK  of  N  Y  City.  Wales  av 
e  s,  124.3  n  149th  st,  25.9x100.  Agreement  as  to  correction  ot 
mort  dated  June  28,  1905.     Oct  29.     Dec  21,  1906.     10:265.3.    nom 

Luft,  Henry  A  to  Max  F  Schober.     Union  av,  s  e  cor  156th  st,  91 


;,    as,    pel    u\3li\x.       uec   ^o,    lytfo.      Il:Zt>i^.  45  Oi 

ti.   Menotti   to  TITLE  GUARANTEE  &  TRUST  CO    Long- 
.V,  n  s,  320.9  e  Barry  st,  50.1x91.1x50x88.1.     Dec  20    due 
per   bond.     Dec  21,   1906.      10:2737.  1  50 


x2.5.      Certificate    as    to    payment    of    .$.3,085.82    on    account      of 
mort.     Dec  20.     Dec  21.  1906.     10:2675.  

*Lewine,  Julius  to  Wm  W  Penfleld.  Lots  147b  and  148a  map  sub- 
division portion  Penfleld  property  east  of  White  Plains  av  at 
Wakefield.     P  M.     Sept  6,  due  Aug  6,  1909,  5%.     Dec  24,  1906. 

1,080 

Moore,  Wm  R  to  Chas  Logan,  Jr.  Decatur  av,  or  Norwood  av, 
e  s,  260.4  n  207th  st.  50x100.  P  M.  Prior  mort  $18,000.  Dec 
22,  1  year,  6%.     Dec  24,  1[)06.     12:3355.  13.000 

Marks,  Harry  and  Wm  T  Hookey  with  DRY  DOCK  SAVINGS  INST. 
Prospect  av,  w  s,  25  s  156th  st,  75x86.7x75x89.7.  Subordination 
mort.      Dec   21.      Dec   24,    1906.      10:2675.  nom 

Marks,  Harry  to  DRY  DOCK  SAVINGS  INST.  Prospect  av,  w  s, 
25  s  156th  st,  37.6x88x37.6x89.6.  Dec  24,  1906,  5  years,  5%. 
10:2675.  25,000 

Same  to  same.  Prospect  av,  w  s,  G2.6  s  156th  st,  37.6x86.7x37.6 
xS8.     Dec  24,  1906.     5  years,  5%.     10:2675.  25,000 

Meyer.  Fredk,  with  Wm  H  Seibert  Forest  av,  w  s,  259  s  166th  st, 
20x87.0.  Agreement  as  to  priority  ot  mortgage.  Dec  24,  1906. 
10:2650.  nom 

Meehan,  Michael  to  Wm  Wilkening.  Whitlock  av,  w  s,  200  n  Bar- 
retto  st,  2  lots,  each  25xl<X).  2  morts,  each  $7,500.  Dec  18,  5 
years.  5%.     Dec  26.  1906.     10:2735.  15,000 

Makransky,  Samuel  and  Bernard  Applebaum  to  Wm  C  Oesting. 
Union  av,  Nos  1181  and  1183,  n  w  s,  83  s  w  168th  st,  42x91.1. 
Dec  19,  due,  &c,  as  per  bond.     Dec  22,  190<1.     10:2672.  30,000 

McOwen,  Anthony  with  TITLE  GUARANTEE  &  TRUST  CO.  Res- 
ervoir Oval  West,  n  w  cor  Tyron  av,  60.7.x30x78.3x68.2.  Sub- 
ordination agreement.     Nov  20.     Dec  22,  1906.     12:3343.         nom 

Mescall,  Patrick  to  Ethel  H  McLaughlin.  Nelson  av,  e  s,  144.11 
s  169th  st,  late  Orchard  st,  runs  e  70  x  s  11.1  x  s  14.1  x  w  75.8 
to  av  X  n  25.     Dec  21,  installs,  5%.     Dec  22,  1906.    9:2517.    3,000 

Morgenroth,  Abraham  to  Margt  J  Becker.  Southern  Boulevard. 
No  971.  w  s,  32.9  s  136th  st,  43.10x96.6x37.6x95.  Dec  20.  3 
years,  57c.     Dec  21,  1906.     10:2564.  23.000 

Same  and  Michl  L  Goetz  with  same.  Same  property.  Subordi- 
nation agreement.     Dec  20.     Dec  21,  1906.     10:2564.  nom 

Martucci,  Michael  to  J  &  M  Haffen  Brewing  Co.  152d  st.  No 
483,  n  s,  100  w  Morris  av,  25x100.  Dec  19,  3  years,  5%.  Dec 
21,  190<3.     9:2442.  4,750 

Same  to  Riehd  H  Jaeger.  Morris  av.  No  647,  w  s,  75  n  152d  st, 
25x100.  P  M.  Prior  mort  $20,000.  Dec  19,  due  Jan  1,  1909,  6%. 
Dec  21,  1906.     9:2442.  5.000 

Marshall.  Albert  to  Susan  C  Steers.  182d  st.  No  686,  on  map 
No  718  (Fletcher  st),  s  s,  125  w  Washington  av,  20>xlO0.  Prior 
mort  $6,500.     Dec  1.  3  years,  6%.     Dec  21,  1906.     11:3037.      700 

♦Norton,  Martin  and  Bridget  to  Serial  BIdg  Loan  &  Savings  Instn. 
Harrington  av.  s  s,  600  w  Cornell  av,  25x91.3x25x91.10.  Dec 
14,  Installs.  6%.     Dec  21.  1906.  200 

Nubel,  John  F  and  Christopher  Munnich  to  Frederick  Storck.  Wil- 
lis av.  No  217,  w  s.  25  s  137th  st,  25x81.6.  P  M.  Prior  mort  $13,- 
500.     Dec  21,  3  years,  6%.     Dec  24,  1906.     9:2299.  5.500 

Nygaard.  Iver  to  Lillian  E  Moffett.  Brook  av,  e  s,  139.9  n  169th 
st,   18.6x100.6.     Dec  20,  3  years,  5%.     Dec  22,  1906.     11:2894. 

6,500 

O'Meara,  John  S  to  James  J  O'Meara  et  al.  184th  st,  n  w  cor 
Hoffman  st,  23.9x108.8x20.3x121.1.  P  M.  Dec  20,  3  years,  5% 
Dec  21.  1906.     11:3054.  4,000 

♦Orstein,  Wolf  and  Israel  Derchinsky  to  Wm  W  Penfleld.  Hugenot 
St.  n  e  s,  lots  llil  to  164  map  Penfleld  property,  133.4x100.  Apr 
24,  2  years,  5%.     Dec  24,  1906.  2,000 

♦Orstein,  Wolf  and  Israel  Derchinsky  to  Wm  W  Penfleld.  Hugenot 
st,  lots  161  to  164  map  Penfleld  property.  South  Mt  Vernon 
133.4x100.  P  M.  Prior  mort  $2,000.  June  23,  1  year,  5%. 
Dec  24,  1906.  200 

♦O'Boyle,  Michl  to  Ernest  Lange.  177th  st.  n  w  cor  Morris  Park 
av,  —xlOOx—x  106.3.  Prior  mort  $2,200.  Dec  24,  1906.  3 
years,  6%.  300 

Peck,  Wm  D  to  Walter  L  Crow.  Aqueduct  av.  s  w  cor  183d  st. 
50x87.8.     Dec  24,  1906,  due  Jan  1,  1910,  Q%.     11:3217.  3.000 

Same  to  same.  183d  st.  s  s,  100  e  Andrews  av,  50x87.8.  Dec  24, 
l!t06.     Due  Jan  1,  1910,  6%.     11:3217.  3.000 

Same  to  same.  Andrews  av,  s  e  cor  183d  st,  50x87.8.  Dec  24 
190(5.     Due  Jan  1,  1910,  6%.     11:3217.  2,000 

Same  to  same.  183d  st,  s  s,  50  e  Andrews  av,  50x87.8x.  Dec  24, 
1906.  due  Jan  1.  1910,  6%.     11:3217.  2,000 

Same  to  same.  Aqueduct  av,  n  e  cor  183d  st,  38x102.  Dec  24, 
1906,  due  Jan  1.  1910,  6%.     11:3212.  4,000 

Same  to  same.  Aqueduct  av,  e  s,  38  n  183d  st,  37.10x100.  Dec 
24,  190(j,  due  Jan  1,  1910,  67o.     11:3212.  3,000 

Same  to  same.  Andrews  av,  e  s,  1(K).10  n  183d  st,  50x100.  Dec  24 
1906.  due  Jan  1,  1910,  67c.    11:3218.  2,000 

Same  to  same.  Andrews  av,  w  s,  100  s  183d  st,  50x100.  Dee 
24,  1906.  due  Jan  1,  1910,  Q%.     11:3224.  3,000 

Same  to  same.  183d  st,  n  s,  at  w  s  plot  22  on  map  lands  Alfred 
J  Taylor  et  al,  runs  n  1.50.2  x  w  46  x  s  SO  x  w  10  x  s  50.7  to 
St.  X  e  59.5  to  beginning.  Dec  24,  1906,  due  Jan  1,  1910,  0%. 
11:3225.  2,000 

Polsenski.  Joseph  to  Teachers  Co-operative  Building  &  Loan 
Assoc  of  City  N  Y.  Boston  av.  s  e  s,  442.6  n  e  Perot  St.  24.6x 
72.6x25.7x79.11.     Dec  15,  Installs,  67o.     Deo  21,  1906.  12:3254. 

3,600 


The  text  of  these  pages  is  copyrighted.     All  rights  are  reserved.    Notice  U  hereby  flren  that  lnfrln«ement  will  lead  to  proieeutloa. 
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DENNIS  G.  BRUSSEL 

"  ELECTRICAL  CONSTRUCTION  AND  ENGINEERING  FOR 

LIGHT-HEAT- POWER 


The  Brussel  Method  and  Crganization  Is 
devoted  exclusively  to  the  electrical  prob- 
lem of  the  building.  Independent  plants 
installed,  or  wiring  for  street  service.  Writ* 
for  particulars,  « 

15  West   29th    Street,    N.  Y. 


Potter,  Chas  H  to  Athenia  L  Peabody  and  ano  exrs,  &c,  James 
Bowen.  Jerome  av,  n  w  cor  North  st,  18x79.11.  Dec  20,  due 
Nov  1,  1911,  5%.     Dec  24,  1906.     11:3198.  10,000 

Purcell,  John  M  to  John  J  Brady.     Marion  av,  s  e  s,  at  n  e  s  lS4th 
St    runs  n  e  22  X  s  e  127.0  x  s  w  25  x  n  w  10.5  to  st,  x  n  w  — 
to  beginning.     Dec  24,   1900,  due  May  29,   1908,5%.   11:3024.     700 
Peck    Wm  D  to  Ida  C  Poillon  and  ano.    Aqueduct  av,  n  w  cor  lS3d 
6t,' 50x99.11.     Due  Jan   1,   1910,  0%.     Dec  24,   1000.     11:3218. 

0,000 
Same  to  same.  Aqueduct  av,  w  s,  50  n  183d  st,  50J.Ox99.ll.  Dec 

24,   190C.  due  Jan  1,  1910,  6%.     11:3218.  3,000 

Same  to  same.     Aqueduct  av,  w  s,  100.10  n  ISSd  st,  50.\99.11.     Dec 

24,  1900,  due  Jan  1,  1910,  6%.  11:3218.  J^!i^ 

Same    to   same.      Aqueduct   av,    w   s,    150.10   a  183d   st,   50.\99.11. 

Dec  24,  1900,  due  Jan  1,  1910,  0%.     11:3218.  4,000 

Same  to  same.     Andrews  av,  w  s.  .50  n  183d  st,  50.10x100.    Dec  24. 

1900,  due  Jan  1,  1910,  0%.     11:3218.  4,000 

*Robillard,    Norbert    to    Egbert    Winkler    Sr.       Green    lane,    w    s, 
,50  n  Lyon  av,   25x100.     Dec  20,  3  years,  5%%.     Dec  24,   1900. 

3,500 
Parlato,   Columba  with  Wm  G  Wood  and  ano  trustees  for  Chris- 
tina  A    Phillips.      Hoffman    st.    No   2.>52.      Subordination   agree- 
ment.    Dec   22.      Dec   27,   1900.     12:3273.  nom 
Quinn,    Henry    B   to   TITLE   GUARANTEE   &   TRUST    CO.      149th 
st    No  539,  n  s,  320.3  e  Morris  av,  25x80.     Dec  21,  1906,  due. 
&c,   as  per   bond.     9:2331.                                                               3,200 
Regelmann,   Fredk  to  Carmine   Cioffi.     Jennings  st,  n  e  cor  Vyse 
av    50x100.     P  M.     Prior  mort  $4,000.     Dec  20,  due,  &c,  as  per 
bond.     Dec  21,   1906.     11:2995.                                                           1,500 
Riley,   Thos   F  and  John   Loughney   to  Francis  P  Ranney  and  ano 
exrs   Cath  H   Ranney.     Decatur  av,  w  s,   194.11  n  207th  st,  25x 
100.     Dec  20.  3  years,  5%.     Dec  21,  1900.     12:3351.               5,000 
*Reder,  Aaron   to  Geo  A  Meyer.     Birch  st,  w  s,  25  n  Chester  av, 
75x100;   Cedar  st,  e  s,  633.6  n  Boston  road,  75x00,  Westchester. 
P  M.     Dec  20,  3  years,  0%.     Dec  21,   1906.                                   1,000 
*Riedinger,   Eliz  A   to   Adee  Park  Realty  Co.     Matthews   av,  w  s, 
200  s  206th  St.  50x100.     P  M.     Dec  18,  3  years,  5%.     Dec  21, 
1906.  900 
Heder,  Aaron  to  Joseph  Leitner  and  ano.  Fox  st,  No  564,  s  s,  318.11 
e  Prospect  av.  40x109.  Prior  mort  $28,000.     Dec  24,  1906,  3  yrs, 
6%.     10:2683.                                                                                       7,000 
Realty   &   Commercial   Co   to   Wm   G   Wood   and  Ronald   K   Brown 
trustees   Christina  A   Phillips.      Hoffman  st,   e   s.  50  s   191st   st, 
16.8x100.      Dec   22,   3   years,   5%.     Dec   24,    1906.      12:3273.  2,250 
Rheinish,    Helena   to   Wilton   T   Wright.      Marion   av,    e   s,   22.1    s 
194th  St.  runs  s  80.2  x  e  18  x  n  73  x  w  along  s  s  194th  st,  18  to 
beginning,   also   known  as   No  674   East   194th   st.      Dec   22,   due 
June   22,    1907,   — %.      Deo  24,   1906.      12:3270.                note,   550 
Rosato,    Gerardo    and    Saverio    to    Hoffman    Miller    admr    Robt    C 
Townsjnd.     152d   st.   No  641,   n  w  cor  Morris  av,   25x100.     Dec 
20,  due  Jan  1.  1912,  5%.     Dec  22,  1906.     9:2442.                  15,000 
*Rich,   Julie   to    Hudson   P   Rose   Co.      McDonald   st,   s   s,    214.4   e 
Eastchester  road,   50x100.      P  M.     Dec  8,   due  Jan  1,   1910,   5%. 
Dec  22,  1906.  750 
Realty  Operating  Co  to  Cornelia  A  Kneeland.     Wales  av,  n  w  cor 
St  Marys  St.  262.6  to  s  s  St  Josephs  st  xl00x262.0  to  St  Marys 
st  xlOO.     P  M.     Dec  27,  1900,  3  years,  5%.     10:2.574.              13,000 
Realty   &   Commercial   Co   to   Wm   G  Wood  and   ano.     Hoffman   st, 
e  s,  50  s  191st  st,   10.8x100.     Certificate  as   to  mort  date'd  Dec 

22,  1906.     Dec  20.     Dec  27,  1900.     12:3273.  

Schlessel,  Yetta  to  Hattie  Taub.  St  Anns  av,  s  e  cor  137th  st, 
45x103.10x45x105;  St  Anns  av,  e  s,  45  s  137th  st,  40xl02.8x40x 
103.10;  St  Anns  av,  e  s,  85  s  137th  st,  runs  s  40  x  e  101.7  x  n  30 
xe  —  xnlOxw  102.8  to  beginning.  Dec  27,  1900,  demand, 
—%.      10:2549.  10,000 

Schill,  Edw  to  Henry  Fuellert.  176th  st,  n  or  n  e  s  197.6  s  e 
Boston  road.  25x127.4x2.5x126.8,  except  part  for  170th  st  and 
Bryant  av.     Dec  24,  1900.  3  years,  6%.     11:3004.  2,000 

Seibert,  Wm  H   to  Lois  M  Lyman.     Forest  av.  No  1053,  w  s,  2.59 

s  160th  St.  20x87.6.     Dec  24,  1906,  3  years,  5%.     10:2650.     4.500 
Singhi,  Henry  N  with  Chas  H  Patter.     Jerome  av,  No  2.345.     Sub- 
ordination agreement.     Dec  22.     Dec  24,  1906.     11:3198.  nom 
Shera,    Ethelinda   M   to    Daniel    D   Lawson.      Melrose   av,    n   e   cor 
150th   St,   — x47.3.\99.3x52;    Melrose  av,   n   w  cor   156th   st,   99x 
49x99x53.     Prior  mort  $50,000.     Sept  28,  due  Mar  10,  1908,  — %. 
Dec  24,  1906.     9:2403.                                                                    15,000 
Strasbourger,   May  B  to  John  W  Gannon  and  ano.     Union  av,  e  s, 
96.1   n   101st   st,   225x100.      Secures   indebtedness   of   the   Syndi- 
cate Construction  Co.     Dec  21,  due  June  21,  1907,  <o%.     Dec  24, 
1906.     10:2077.                                                                                  14,000 
Sullivan,   Patrick  T  to  Friederike  Koppelmann.     Vyse  av,  s  e  cor 
172d  st,  25x100.     Dec  22,  due,  &c,  as  per  bond.     Dec  24,  1906. 
11:2995.                                                                                                 2.000 
Schwartzberg,  Bessie  to  Francis  B  Chedsey  trustee  Nathan  S  King. 
135th  st,  No  535,  n  s,  200  e  Lincoln  av,  25x100.     Dec  20,  3  yrs, 
5%.     Dec  21,  1906.     9:2311.                                                           8.000 
Schober,   Max  F   to   Mary  S   Hynes.      156th  st,   s  e   cor  Union   av, 
25x91.     Dec  20,  due,  &c,  as  per  bond.     Dec  21,  1906.     10:2075. 

9,500 
Same  and  Henry  A  Luft  with  same.     Same  property.  Subordination 

agreement.     Dec  20.     Dec  21,   1906.      10:2675.  nom 

Smith,  Frank  H  to  TITLE  GUARANTEE  &  TRUST  CO.  150th  st. 
No  1129.  n  s.  150  e  Kelly  st,  25x100.  Dec  21,  due,  &c,  as  per 
bond.     Dec  22,  1900.     10:2708.  0,000 

Schmidt,  Hartman  to  N  Y  TRUST  CO.     130th  st,  s  s,  375  e  Willis 

av,  50x100.     Dec  22,  1900,  due,  &c,  as  per  bond.     9:2280.      30,000 
♦Spisso,    Giuseppe    to   Julius   H    Giese.      Washington   st,   n    s.    and 
being   lot    108   map    120   lots   Daily   estate.      Prior   mort   $3,500 
Nov  19,  2  years,  6%.     Dec  21,  1900.  750 

Schiefer,  Ernst  to  Hyman  Axelroad  and  ano.  Walton  av.  No  2108 
s  e  cor  181st  st,  25x94.7x20.8x85.4.  P  M,  Dec  22,  2  years 
0%.     Dec  24,  1900.     11:3179,  318  and  3185.  700 

Schwab.  Samuel  to  Seymour  Realty  Co.  Clinton  av,  n  w  cor  180th 
st,  135.2x107.2.  P  M.  Dec  26,  due  Jan  1,  1910,  5%.  Dec  ''7 
1906.     11:3096.  6  000 

Streck,  Emma  A  to  Thornton  Bros  Co.  169th  st.  No  315  n  s 
58.4  w  Findlay  av,  16.8x80.  P  M.  Dec  26,  Installs,  6%.  Dec 
27,  1906.     11:2783.  1.025 

Smithers,   John   E,   East   Las  Vegas,   N   Mex,   and   Margt   Smlthers 


widow,  N  Y,  to  Mary  B  Maltby.  Undercliffe  av,  e  s,  abt  588  n 
170th  st,  25x127.2x25x123.6.  Dec  17,  due  Oct  24,  1908,  57o. 
Dec  27,  1000.     11:2877.  5,000 

Volze,  John  and  Geo  H  Hyde  to  Alfred  D  Hewitt  and  ano  exrs, 
&c.  James  Mclndo.  Washington  av,  e  s,  KK)  s  163d  st,  runs  e 
125  X  s  50  X  w  53.8  to  Brook  av  x  n  w  92.2  to  Washington  av 
X  n  1.2  to  beginning,  except  part  for  avs.  Dec  10,  2  years,  4%%. 
Dec  22,   1900.     9:2307.  14,000 

Whitlock,  Lewis  to  Ida  C  Butterworth.  Ogden  av,  e  s,  75  s  164th 
st,  25x00.  Prior  mort  $7,000.  Dec  24,  1  year,  6%.  Dec  20, 
1006.     9:2511.  550 

Walther,  Max  to  John  Trick.  142d  st,  s  s.  250  e  Brook  av,  50x100. 
Dec  21,  3  years.  6%.     Dec  24,  1906.     9:2208.  12,000 

*Wolf,  Julius  to  Wm  W  Penlield.  Lots  73  and  73a  map  sub-divi- 
sion portion  Penfield  property  lying  east  of  White  Plains  av,  at 
Wakefield.     P  M.     July  30,  due  July  13,  1909,  5%.  Dec  24,  1900. 

1,200 

Weil,  Jonas  and  Bernhard  Mayer  with  Nathan  S  King.  135th  st. 
No  5.33  East.  Subordination  agreement.  Dec  18.  Dec  21, 
1900.     9:2311.  nom 

Weil,  Jonas  and  ano  with  Francis  B  Chedsey  trustee  Nathan  S 
King.  135th  st.  No  537  East.  Subordination  agreement.  Dec 
20.     Dec  21,  1900.     9:2311.  nom 

Weil,  Jonas  and  ano  with  Francis  B  Chedsey  trustee  Nathan  S 
King.  135th  st.  No  5.35  East.  Subordination  agreement.  Dec 
IS.     Dec  21,  1906,     9:2311.  nom 

Warneke,  Sophie  to  Soohia  Lerch.  Union  av.  n  w  cor  152d  st,  50x 
20.      Dec   21,   1!10(1,   5   years,   S^fc.      10:2605.  4,000 

*Vickery,  Robert  W  and  Chas  E,  and  Annette  A  wife  Edw  J  Will- 
iams to  Harry  W  Bell.  Main  st,  e  s,  at  n  w  cor  land  formerly 
of  heirs  Orrin  Fordham,  runs  n  79.8  x  e  100  x  s  79.8  x  w  100  to 
beginning.  City  Island.     Dec  22.  3  years,  6%.     Dec  27,  1906.     2,500 

Woolf.  Jacob  to  Cornelia  K  Manley.  Tinton  av.  No  1229,  w  s, 
290.9  n  16Sth  st,  20.5x110.     Dec  27,  1906,  3  years,  5%.  10:2003. 

6,000 

*WeIsh,  John  J  to  Sarah  A  Gallagher.  Poplar  st,  s  s,  101  e  Forest 
st,  .50.4x105.3x50.1x102.10,  Westchester.  Dec  20,  3  years,  6%. 
Dec  27.   1906.  450 

PROJECTED  BUILDINGS. 

The  first  name  is  that  of  the  ow'r;  ar't  stands  for  architect,  m'n 
for  mason,  c'r  for  carpenter,  and  b'r  for  builder. 

When  character  of  root  is  not  mentioned,  it  Is  to  be  understood 
that  the  roof  is  to  be  of  tin. 

BOROV&H  OF  MAITHATTAN. 

SOUTH    OF   14TH   STREET. 

Broad  st,  Nos  70-72.  5-sty  brk  and  stone  office  building,  44x63, 
copper  roof;  cost,  $250,000;  American  Bank  Note  Co,  86  Trinity 
pi;  ar'ts,  Kirby,  Petit  &  Green.  37  W  31st  st. — 1127. 

Oak  st.  No  49,  1-sty  brk  and  stone  outhouse,,  5.10x20.7;  cost, 
$800;    F   Pittelli,   180  Hester   st;    ar't,   O   Reissmann,   30  1st   st. 

•  —1124. 

11th  st.  No  309  East,  1-sty  brk  and  stone  shop,  20x20;  cost,  $200; 
ow'r   and   ar't,    Corrato   Binetti,   401   E   13th   st. — 1123. 

1st  av.  No  180,  1-sty  brk  and  stone  outhouse,  6.1x25.5;  cost,  $1,- 
000;  H  Herrlich,  251  Hewes  st,  Brooklyn;  ar't,  O  Reissmann,  30 
1st   St. — 1126. 

BETWEEN  14TH  AND  59TH  STREETS. 

50th  st,  Nos  019-025  W|0-sty    brk   and   stone   factory.   50x200.10,    tar 
51st  st,  Nos  614-024-WI     and  gravel  root;  cost,  $40,000;  Wm  Wald- 
orf Astor,  23  W  26th  st;  ar'ts,  Ross  &  McNeil,  39  E  42d  St.— 1130. 

BETWEEN  59TH  AND  125TH  STREETS,  WEST  OF  8TH  AVENUE. 

67th  St,  n  s.  125  w  Sth  av,  1-sty  frame  shed.  40x35;  cost.  $1,000; 
.  R  J  Alzie,  7-9  W  <!7th  st;  ar't,  E  Rossbach,  1947  Broadway. — 1122. 
104th  st,  s  s.  KXKll  e  Broadway,  4-sty  brk  and  stone  tenement  and 

store,   32.6x58.4;   cost,   $30,000;   Geo  W  Walker,  3424  Broadway; 

ar't,    Geo    Fred   Pelham,    503   5th   av. — 1125. 

NORTH    OF    125TH    STREET. 
172d  st,  s  s,  80  e   Audubon  av,  2y2-sty  brk  and  stone  dwelling,  20x 

50;  cost,  $8,000;  Washington  Heights  United  Presbyterian  Church, 

Audubon  av  and  172d  st;   ar't,  John  E  Scharsmith,  1  Madison  av. 

—1129. 
St  Nicholas  av,  n  e  cor  180th  st.  0-sty  brk  and  stone  store  and  tene- 
■  ment,   100x90;   cost,   $125,000;   Moersch  &  Wille,  29  Tremont  av; 

ar't.   John   E   Scharsmith,   1   Madison   av. — 1128. 

BOROUGH   OF  THE  BRONX. 

Barretto   st.   w   s,   170.4   s   Intervale   av,   3-sty  brk  dwelling.  25x57; 

cost.   $9,000;    Joseph   Roberts,   114th   st   and   Lenox   av;    ar't,   Wm 

T   La  Velle,   1145   Freeman  st. — 1378. 
Tiffany  st    n  w  cor  105th  St.  one  6-sty  brk  tenement,  43x01.3.  and 

one  5-sty  brk  tenement,   50.3x02.9;    total  cost,  $110,000;   Herman 

Frankfeldt,  57  E   llSth  st.  and  Paul  W  Lippman,  57  E  118th  st; 

ar't     Geo   Fred  'Pelham.   503  5th   av.— 1384. 
107th  St.  No  711.  1-sty  frame  shed.  11.0.\42;   cost,  $100;   Francesco 

Mioletti,   507  E  1.52d  st;   ar'ts,  Moore  &  Landsiedel,   148th  st  and 

3d  av.— 1375. 
179th  st,  n  s,  155  w  Boston  road.  5-sty  brk  tenement,  55x80;   cost, 

$50,006:   Wm   A   Mapes,   2071   Boston  road;    ar'ts,   Moore   &  Land- 
siedel. i4Sth  st  and  3d  av.^1374. 
227th  St.  n  s,   155  e  Barnes  av,  3-sty  frame  tenement,  21x00;   cost, 

$8  000;    Jacob    Menke,    227th    st   and    Barnes    av;    ar'ts,    Moore   & 

Landsiedel,    148th   st   and   3d   av. — 1383. 
Intervale  av.  e  s.   172.11   s  Barretto  st,  3-sty  brk  store  and  dwell- 
ing   25x49.0;    cost.   .$9,000;    Jos   Roberts,   114th  st   and  Lenox  av; 

ar't,    Wm   T   La   Velle,    1145   Freeman   st. — 1380. 
Melrose  av    e  s.  5.SV2  n  151st  st,  2-sty  brk  store  and  dwelling,  29.3 

x'^0-    cost    $4,000:    Ettie   Goldberg,   122  W   122d   st;    ar't,   Samuel 

Sass.  23  Park  row.— 1379. 
Washington  av.  e  s,  1.58  s  liOth  st.  two  5-sty  brk  tenements,  50.3x 

98  7  each;   total  cost,  $100,000;   Edw  A  Barry,  11.53  Boston  road; 

aT'ts    Moore  &  Landsiedel,  148th  st  and  3d  av. — 1382. 


Th*  text  of  thM«  pace*  U  coprrlfhted.     All  rislita  ara  reaerred.         Notice  la  hereby  given  that  InfrlncemeDt  will  lead  to  proaecutlen. 
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Whitlock  av,  n  e  cor  Leggett  av.  1-sty  brk  shed,  15.8x61;  cost, 
$350;  Jacob  Froehlich,  500  E  133a  st;  ar'ts,  Bruno  W  Berger  & 
Son,  121  Bible  House.— 1377.  ^„„,,    o,,^        ..   dt  o 

3d  av,  w  s,  50  s  171st  st,  1-sty  brk  stores,  SO.OygxSl.G  and  87.3, 
cost,   $5,000;    L   Wallach,   33   Wall   st;    aft,   M   J   Garvin,   3oO(    3d 

Harts  Island,  e  s,  1-sty  brk  ice  making  plant,  50  and  25x105  and 
49-  cost,  $10,000;  City  of  N  Y;  ar't,  Chas  James,  148  E  20th  st. 
—1381. 


ALTERATIONS. 


BOROUGH  OF  MANHATTAN.  -J,.^ 

Baxter  st.  No  04,  toilets,  windows,  partitions,  to  two  5-Sty  brk'aM-'' 
stone  tenements;   cost,  $2,500;   D  Gaussa  and  A  Muzzio,  945  Sher-' 
man  av,  Bronx;   ar't,  O  Reissraann.  30  1st  st.^3230.  .    ,, 

Baxter  st.  No  90,  toilets,  windows,  partitions,  to  two  5-sty  brk  and    ■ 
stone  tenements;   cost,  $2,500;   D  Gaussa  and  A  Muzzio,  945  Sher- 
man  av,   Bronx;    ar't,   O   Reissmann,   30  1st  st.— 3238.  ;' 

Broome  st,  Nos  05-07,  partitions,  piers,  store  fronts,  windows,  to 
two  4-sty  brk  and  stone  tenements;  cost,  $9,000;  Floris  T  Whit- 
taker,  3.50  Broadway;  ar't,  Henry  J  Feiser,  150  Nassau  st. — 3233. 

Monroe  st.  No  39,  partitions,  tank,  windows,  toilets,  to  G-sty  brk 
and  stone  tenement;  cost,  $2,000;  D  Kotler,  345  Madison  st;  ar't, 
O  Reissmann,  30  1st  st. — 3217. 

Nassau  st.  No  SO,  store  front,  stairs,  skylight,  to  5-sty  brk  and 
stone  store  and  tenement;  cost,  $3,000;  John  Cropper,  Washing- 
ton, D  C;  ar't,  W  D  Hunter,  53  Hawthorne  av,  East  Orange,  N  J. 
—3211. 

Orchard  st,  No  103,  windows,  to  5-sty  brk  and  stone  tenement;  cost, 
$500;  Joseph  L  Marcus,  320  Broadway;  ar't,  Max  MuUer,  3 
Chambers    st. — 3219. 

Oak  st.  No  49,  toilets,  partitions,  to  5-sty  brk  and  stone  tenement; 
cost.  .$400;  F  Pittelli,  ISO  Hester  st;  ar',  0  Reissmann,  30  1st  st. 
—3216. 

Pearl  st.  No  300,  1-sty  brk  and  concrete  rear  extension,  24x42.6, 
partitions,  beams,  to  3-sty  and  attic  brk  and  stone  store  and  loft 
building;  cost,  $2,000;  Henry  Leerburger,  542  W  113th  st;  ar't, 
D   N   Sire,   Kingsbridge,   N   Y.— 3212. 


Scammel  st,   No  52 


Iflre    escapes,     plumbing,     toilets,     skylights. 


Cherry  st,  Nos  3S5-389|  windows,  to  four  5-sty  brk  and  stone  tene- 
ments and  stores;  cost,  $10,000;  Newland  Realty  Co,  5-7  Beekman 
st;  ar't,  Edw  A  Meyers,  1  Union  sq. — 3226. 

Spring  st,  Nos  40-42,  plumbing,  skylights,  windows,  toilets,  to  two 
5-sty  brk  and  stone  tenements  and  stores;  cost,  $5,000;  Samuel 
Barkins,  25  E  99th  st;  ar't,  Ed  A  Meyers,  1  Union  sq. — 3225. 

Suffolk  st.  No  71,  toilets,  windows,  partitions,  columns,  to  two 
3  and  5-sty  brk  and  stone  stores  and  tenements;  cost,  $3,000; 
Baron  &  Lazarnick,  102  E  7th  st;  ar'ts,  Bernstein  &  Bernstein, 
24  E  23d  St.— 3218. 

Suffolk  st.  No  148,  partitions,  fireproof  ceiling,  to  5-sty  brk  and 
stone  tenement;  cost,  .$500;  Bernard  Galewsky,  26  W  120th  st; 
ar't.   Max   Muller,   3   Chambers   st. — 3204. 

Willett  st.  No  86,  partitions,  toilets,  to  5-sty  brk  and  stone  tene- 
ment; cost,  $150;  Samuel  Juskovitz,  on  premises;  ar't,  Jacob 
Fisher,  290  2d  St.— 3208. 

9th  st,  s  s,  152.4  e  University  pi,  add  1  sty  to  extension,  new  stairs, 
to  4-sty  brk  and  stone  factory;  cos,  $4,500;  Jno  Morgan,  Chelsea, 
N   Y;   ar'ts,   W  I   &  J  W   McCullagh,   148  W  4th   st. — 3221. 

12th  st.  No  652  East,  partitions,  stairs,  to  4-sty  brk  and  stone  store 
and  loft  building;  cost,  .$5,000;  Drossin  Bros,  2070  2d  av;  ar't, 
Fred  Ebeling,   420  E  9th  St.— .3205. 

13th  st.  No  618  East,  partitions,  toilets,  windows,  to  two  4-sty  brk 
and  stone  tenements;  cost.  $3,000;  Henry  C  Glaser,  7-9  Warren 
st;   ar't,  E  Rossbach,  1947  Broadway. — 3207. 

14th  st.  No  504  East,  toilets,  partitions,  skylights,  windows,  to  two 
4-sty  brk  and  stone  tenements;  cost,  $l,.5O0;  William  Soil,  366 
Grand  st;   ar't,   George  Soil,  366  Grand  st. — 3210. 

15th  st.  No  615  East,  toilets,  windows,  skylights,  plumbing,  to  5-sty 
brk  and  stone  tenement;  cost,  $5,000;  David  Lion,  2046  3d  av 
ar't.   Otto  L  Spannhake,  233  E  78th  st. — 3239. 

23d  st.  No  150  East,  erect  sign,  to  3-sty  brk  and  stone  store  and 
dwelling;  cost.  $100;  Weil  &  Mayer,  5  Beekman  st;  ar't,  Herbert 
Michaelis,  452  5th  av. — 3243. 

35th  st,  Nos  510-512  West,  add  1  sty,  partitions,  girders,  to  two 
4-sty  brk  and  stone  storage  buildings;  cost,  $15,000;  Jonas  & 
Naumberg,  516  W  35th  st;  ar't,  Harry  Allan  Jacobs,  320  5th  av. 
— 3234. 

35th  st,  No  1  East,  partitions,  toilets,  store  front,  windows,  to  4-sty 
brk  and  stone  store  and  office  building;  cost,  $12,000;  B  Altman 
5th  av  and  34th  st;   ar'ts,  Denby  &  Nute,  333  4th  av. — 3244. 

41st  st.  No  437  West,  partitions,  toilets,  to  6-sty  brk  and  stone 
tenement;    cost,    $1,.500;    ow'r   and   ar't,   E   Pitske,   1.56   Broadway. 

44th  st,  No  314  West,  vent  shaft,  plumbing,  to  5-sty  brk  and  stone 
tenement;  cost,  $5,000;  Sarah  M  Cory,  21  E  42d  st-  ar't  John  H 
Knubel,  318  W  42d  st.— 3240. 


46th  st  Nos  605-607  West,  partitions,  plumbing,  to  two  3-sty  brk 
and  stone  tenements;  cost,  $2,000;  John  Anderson,  343A  2d  st; 
ar't,  John  H  Knubel,  318  W  42d  st.— 3142. 

5'lst  st,  Nos  529-.537  West,  fireproof  elevator  enclosure,  stairs,  to 
1  and  4-sty  brk  and  stone  factory  and  shed;  cost,  $2,000;  Alex 
List,  641  W  51st  st;  ar'ts,  J  B  Snooks  Sons,  73  Nassau  st. — 3227. 

89h  st.  No  121  West,  fireproof  floors,  roofs,  elevator,  partitions, 
windows,  to  2-sty  brk  and  stone  garage;  cost,  $15,000;  Countess 
de  La  Valette,  Paris,  France;  ar'ts,  J  B  Snooks  Sons,  73  Nassau 
St.— 3203.  ,     »     ^  , 

109th  st.  No  199  East,  partitions,  show  windows,  to  4-sty  brk  and 
stone   tenement   and   store;    cost,   .$.500;    George   McGovern,    199   E 

,   109th  st;   ar't,  Chas  Stegmayer,  168  E  91st  St.— 3215. 

llltlf  st.  No  227  East,  partitions,  toilets,  windows,  to  4-sty  brk  and 
'stone  tenement;  Cost,  $2,000;  Vito  Gregoria,  154  Louis  st,  Bronx; 
'ar't,  Harl-y  Zlot,   230' Grand  st. — 3214. 

Av  B,  No  202,  windows,  toilets,  to  4-sty  brk  and  stone  tenement; 
cosi;  $700-  David  J  Benoliel,  27  Lenox  av;  ar't,  L  F  J  Weiher,  103 
E   l'25th  St.— 3220. 

Amsterdam  av,  No  144,  fireproof  ceiling,  walls,  to  B-sty  brk  and 
stone  tenement;  cost.  $500;  Dora  GroU,  540  W  40th  st;  ar't,  John 
H  Knubel,  318  W  4'2d  St.— 3213. 

feroadway.  No  149,  add  new  columns,  strengthen  walls,  alter  main 
corridor  floors,  to  11-sty  brk  and  stone  office  building;  cost,  $150,- 
000-  Singer  kfg  Co,  149  Broadway;  ar't,  Ernest  Flagg,  35  Wall 
St.— 3235. 

Broadway,  No  14.35,  erect  sign  to  4-sty  brk  and  stone  office  buildmg; 
cost  $300;  R  Foy,  on  premises;  ar't,  C  F  Melville,  1  W  34th  st. 
-3-241. 

Madison  av.  No  2089.  fireproof  ceiling,  partitions,  to  5-sty  brk  and 
stone  tenement  and  store;  cost,  $50;  Sarah  I  Webb,  Bergen  av, 
Ridgefleld  Park,  N  J;  ar't.  Max  Kreindel,  2002  Madison  av. — 3206. 

1st  av  No  378,  partitions,  toilets,  windows,  to  4-sty  brk  and  stone 
tenement;  cost,  $1,000;  Catharine  Reilly,  104  3d  av;  ar't,  O  Reiss- 
mann, 30  1st  St.- 3223. 

1st  av,  No  897,  toilets,  partitions,  windows,  to  4-sty  brk  and  stone 
tenement;  cost,  $1,500;  Alice  J  Murray  and  May  L  Barrett,  331  W 
85th  st;   ar't,  O  Reissmann,  30  1st  st. — 3236. 

1st  av  No  901,  toilets,  windows,  partitions,  to  4-sty  brk  and  stone 
tenement;  cost,  $1,.500;  Alice  J  Murray,  331  W  85th  st;  ar't,  O 
Reissmann,  30  1st  st.^3"237. 

1st  av,  No  899,  toilets,  windows,  partitions,  to  4-sty  brk  and  stone 
tenement;  cost,  $l,.50O;  May  L  Barrett,  331  W  85th  st;  ar't,  O 
Reissmann,   30   1st   st. — 3231. 

2d  av,  No  56,  partitions,  stairs,  show  windows,  to  3-sty  brk  and 
stone  store  and  dwelling;  cost,  $600;  George  E  Goldsmith,  on 
premises;  ar't,  C  Dunne,  210  E  14th  St. — 3232. 

2d  av.  No  5H7. '1-sty  brk  and  stone  rear  extension,  19x15,  parti- 
tions, fireproof  walls,  to  4-sty  brk  and  stone  store  and  office 
building;  cost,  $5,000;  I  Joyce,  586  2d  av;  ar't,  Otto  L  Spann- 
hake, 233  E   7Sth  St.— 3224. 

8th  av,  s  w  cor  125th  st,  toilets,  partitions,  stairs,  windows,  to  4-sty 
•brk  and  stone  store  and  tenement;  cost,  $500;  estate  of  Mc- 
Keever  Bros,  125  Cth  av;  ar't,  Walter  H  C  Hornum,  360  W  125th 
St.— 3228. 

10th  av.  No  284,  1-sty  brk  and  stone  rear  extension.  24.8x44,  win- 
dows, partitions,  stairs,  skylights,  to  4-sty  brk  and  stone  store 
and  tenement;  cost,  ,$5,000;  Hubert  F  Fox,  296  10th  av;  ar't,  C 
Dunne,   210  E   14th  st.— 3209. 

Randalls  Island,  north  end,  opposite  East  121st  st,  3-sty  brk  and 
stone  side  extension,  25x16.6  to  five  3-sty  brk  and  stone  dormitor- 
ies; cost,  $42,000;  City  of  New  York,  foot  of  East  26th  st;  ar't, 
Wm  Flanagan,  Jr,  foot  East  26th  st. — 3229. 

BOROUGH   OF  THE  BRONX. 

167th  st.  No  711,  new  doors,  to  2-sty  dwelling  and  shop;   cost,  $75; 

Francesco    Mioletti,    567    E    152d   st;    ar'ts,    Moore    &   Landsiedel, 

148th  st  and  3d  av.— 687. 
Eagle  av,   w  s,  50  n  159th  st,  move  IV^-sty  frame  storeroom;   cost, 

$200;   A  Hupfels  Sons,  161st  st  and  3d  av;   ar't,  A  Hermanny  Jr, 

625  E   146th  St.— 689. 
Melrose   av.   e  s,  53.6  n  151st  st,  new  store  fronts,  new  partitions, 

&e,    to    3-sty    brk    and    frame    store    and    dwelling;    cost,    $1,000; 

Ettie  Goldberg,  122  W  122d  st;   ar't,  Samuel  Sass,  23  Park  row. 

—688. 
Morris  av.  No  529,  new  water  closets,  new  partitions,  to  3-sty  brk 

store   and   tenement;    cost,   $1,500;    Michael   Del   Popa,   203  Grand 

st;   ar't,  Fred  Ebeling,  420  E  9th  st. — 690. 
Chisholm     st.     No     1334,     two     2-sty     frame      extensions,      20x13.1 

and  12.5,   new  partitions,   &c,   to  2-sty  frame   dwelling;   cost,  $3,- 

000;    Wm   Butler,   on  premises;    ar't,   Chas   S   Clark.   709   Tremont 

av.— 693. 
169th   st,   n   e   cor  Boston   road,  2-sty   frame  extension,   14.6x6,   and 

move    two    2%-sty    frame    stores    and   offices;    cost,   $5,000;    Ferd 

Hecht,  2  E  127th  st;  ar't,  Hugo  H  Avolin,  961  Stebbins  av. — 691. 
West   Farms    road,    s   s,    75    w   St   Lawrence   av,    move   1-sty   frame 

shed;    cost,   $75;    Herman   Kuhl,   81   West   Farms   road;   ar't,   P   H 

McDonough,  69  St  Lawrence  av. — 692. 


JUDGMENTS       IN       FORECLOSURE 
SUITS. 

Dec.   21. 

92d    St.    Nos   147   and    149   East. 

85th  st.  No  351  Bast. 

90th  st,  n  s,  200  w  3d  av,  25x100.8. 
Caroline  Hachemeister  agt  Henry  Hachemeister 
et  al;  Samuel  Cohn,  att'y;  Warren  Leslie,  ref. 
(Amt   due,   $30,152.84.) 

85th  st,  s  s,  110  w  Av  A,  73x102.2.  Abraham 
Silverson  agt  Samuel  Kaufman;  Arnstein  & 
Levy,  att'ys;  Jerome  Monks,  ref.  (Amt  due. 
.1;.j,323.33.) 

Tlnton  av,  w  s,  2G7.6  n  IGlst  st,  82.7x100.  Con- 
rad Kopp  agt  Nathan  Marcus;  Smith  William- 
son, att'y;  Edw  J  McGean,  ref.  (Amt  due 
$11,488.8.8.) 

137th  st,  n  s,  400  e  Lenox  av,  50x99.11.  Simon 
Uhlfelder  agt  Benjamin   Sisserman  et  al;   Max 


Silverstein,  att'y;  David  Hirsch,  ref.  (Amt  due, 
$7,187.50.) 
25th  st.  No  ,'^2  West.  Phebe  W  McConihe  agt 
Minnie  V  Telfair  et .  al;  Warren  McConihe, 
att'y;  Paul  L  Klernan,  ref.  (Amt  'due, 
$1,210.90.) 

Dec.    22. 

27th  st.  No  322  West.  Greenwich  Savings  Bank 
agt  Edw  S  Fowler,  trustee,  et  al;  Geo  G 
De  Witt,  att'y;  S  Morrill  Banner,  ref.  (Amt 
due,   .$5,470.83.) 

Dec.    24. 

72d  st,  s  s,  450  e  West  End  av,  20x102.2.  J 
Harvey  Ladew  agt  Annie  Ormiston;  Parsons, 
Closson  &  Mollvalne,.  att'ys;'  Donald  McLean, 
•ref.      (Amt.  due,   $47,062.oO.') 


LIS   PENDENS. 

Dec.    22. 

Stebbins  av,  e  s,  383.11  n  Freeman  st,  25x80.4x 
25.11x87.2.  Frederick  Euler  agt  Chas  H  Bayer; 
action. to  foreclose  mechanics  lien;  att'y,  H  S 
Heylman. 

Avenue  C,  e  s,  part  of  lot  198,  25x130,  Bronx. 

Ryer  av,   w  s,   164.11  s  182d  st,  25x253  to  An 
thony  av,  x25x255.5. 

Alice  R  Putraw  et  al  agt  Hester  P  or  Hessle 
Lord  extrx  et  al;  action  to  determine  validity 
of  will;   att'ys,   Ritter  &  Wilson. 

Cauldwell  av,  s  w  cor  161st  st,  72.6x48.9.  Charles 
Pryer  agt  Harriet  Smith  extrx  et  al:  action  to 
set  aside  assignment  of  mortgage;  att'y,  W  B 
Crisp. 

Dec.    20. 

Quarry  rd,  n  s,  between  Bath  Gate  and  Wash- 
ington avs,   runs  e  —  to  c  1  Quarry  rd,  X  n  e 


The  text  of  these  pagei  U  oopTrlghted.     All  rights  are  reserred.        Notice  li  herebr  ClTen  that.  Intrlncement  will  lead  to  proaecutlon. 


Itt4 


RECORD    AND    GUIDE  Kanktttam       December  29,  1906 


RoGkland-Rockport  Lime  Company 


liook  for  thtst  wordi  on  th*  h«td  of  •Ttry  bumli 

••Manufactiired  by  Rockland-Rockport  Lime  Compujr' 

DO  NOT  BE  DECEIVED  BY  ANT  SCTBSTITUTB 


OTMBpotat  At».  a  NtwtowB  CrMk 
Bweaih  of  BretUra,  N.  Y.  City 

T«l*plioB*,  907  GrMspolnt 


Utnofactorar*    ot   th«  JoUowinf   Brwidi    a£ 
Rockland  Lime 

EXTRA  FINISHING  LUMP  c":.U 

Alio  Sol*  Mauafactoreri  of 

EUREKA  BRAND  of  PREPARED  PURE  WHITE  LIME 

whieh  it  inmrlor  to  anj  oth«r  lime  or   wall    plaster  hot 
on  th*  BulMt.  GUARANTEED  NC)T  TO  PIT. 


NEW    YORK   OPFICI.   PULLIW    ■UILDIWC,    BWOADWAY   AND   a3d    STREET 


oovw  —  xsw  —  to  beginning.  Isaac  N  Heb- 
bCTd  agt  Robert  W  Shannon;  action  to  recover 

O^r^v   rd     n    s°'adj    linds   of   Frank    Finn   and 

^Mary    Kimmy,'  Bronx.      Isaac    N    Hebberd    agt 

Frank  Finn;  action  to  recover  possession,  att  y, 

Q^arfy  ^^^n"!,'  adj  land  ot  Robert  W  Shannon, 
^ILxJs      Bronx!       Isaac    N    Hebberd    agt    Mary 

Kimmy;   action  to  recover  possession;   att  y,   u 

F  Gerding.  ■ 

34th  St,   No  243  West. 
10th    av,    No    356 
37th    St,    No   307    West.  „  .      ,  I 

Elizabeth  A  Wllks  agt  Rebecca  Greacen  et  al; 

action  to   set  aside   conveyance;   att  y,    Fisk   & 

Chur^cl  St,  No  316.  Maximilian  Welnsteln  agt 
Mayer  J  Welnsteln  et  al;  partition),  att  y,  t> 
M  Fischer. 

3d  av.  No  17. 

Broadway,    No   708. 

60th  St,  No  141  East. 

13th  St    Nos  15  and   17  West. 

14th  St,  No  18  West. 

Broome  st,  Nos  457  to  461. 

Mercer  st.   No  So. 

D7th   st.    No   19   East. 
Arthur  G  F  Moser  agt  Alice  D  Weekes  et  al. 
partition;   atfy,    H  M   T   Beekman. 

Norfolk   st,    Nos   52  and   54.      Candee,    Smith    & 

Howland  Co  agt  The  State  Bank  et  al;  action 

to  foreclose  mechanics  lien;  att  y,   A  R  Hager. 

Dec.    27. 

72d    st.    No   216   West. 

44th   st.    No   160   West. 

3d  av    Nos  608  and  700.  „    ..  ^       , j 

R  Augusta  McDonald  agt  Edw  P  McDonald 
et  al;  action  to  admeasure  dower;  att'ys.  Bow- 
ers  &    Sands.  ,  ,„a        ^ 

Lenox  av,  w  s,  whole  front  between  142d  and 
143d  sts  inSl.lOxlOt).  John  Woytisek  et  al  agt 
Geo  Dellon  et  al;  action  to  compel  conveyance; 
atfys,  Woytisek  &  Schaap.  „.   ,„_      „,,„ 

Sullivan  st,  w  s.  175  n  Prince  st,  2(jxl.'5.  bha- 
nlro  Levy  &  Stern  agt  Enrico  V  Pescia  et  al; 
partition;  atfys,  Bngel,  Engel  &  Oppenheimer. 

3d   st    s  s    6it  w  2d  av.   23.1x58.8.     Margaret   D 
Wise  agt  James   R   Griswold  indiv   and  exr  et 
al;  partition;  att'ys,  Daly,  Hoyt  &  Mason. 
Dec.    28. 

74th  st  No  51  West.  Regina  Sturmdorf  agt 
Arnold  Sturmdorf;  action  to  set  aside  deed; 
att'ys.   House.   Grossman  &  Vorhaus. 

8th  st  Nos  307  to  401  East.  Henry  Goldberg 
agt  Joseph  Krenik  et  al;  specific  performance; 
atfy,    D    Drangle.  .     ,       . 

West  End  av.  No  793.  James  Hayes  et  al  agt 
Sylvester  M  Hickey;  notice  of  attachment; 
atfys,  Phillips  &  Avery. 


127th  st,  3  s,  180  e  3d  av,  40x99.11.  Laura 
Albert    agt    Peyser    Bookstaver    et    al;    atfy, 

5  W  Stern. 

Dec.    28. 
144th  st,   Nos  242  and  244  West.     Wm  W  Rob- 
inson agt  Haris  Maskin  et  al;  atfys,  Johnston 

6  Johnston. 

Columbus  av,  n  w  cor  Hancock  st,  2uxlOO.  Ches- 
ter Mortgage  Co  agt  Augusta  B  Fromm  et  al; 
atfys,    Lee    &    Fleischman. 


FORECI-OSTJRE  SUITS. 

Dec.    22. 
112th    st     No    62    East.      Bernard    Galewski    agt 

Julius   Berliner  et  al;    atfy,   D  Galewski. 
116th  St.   s  s,   125  w  Broadway,   50x100.11.     Re- 
becca T  Mathews  agt  George  Evans  et  al;  att  y. 
L    Strebeigh.  „      „,.       „     j 

"d  av  n  w  cor  126th  st,  99.11x100.  Blisc  Boyd 
agt  Abraham  Small  et  al;  atfys,  Johnston  & 
Johnston.  „,,,,. 

Water   st.    No    010.      John    H    Cole    agt   William 

Nichthauser  et  al;   atfy,   G  S  Hubbard. 
128th   st,    s   s,   300  w   Lenox   av,   75x99.11.     The 
Title  Ins  Co   of  N  Y  agt   Emma  Frank  et  al; 
atfy,  A  L  Wescott.  „      ,      „     . 

lOith    st     Nos    115   to    121    East.      Carrie   Foster 

agt  Philip  Levinson  et  al;  atfy,  A  Stern. 
Jerome  av    n  e  cor  177th  st.   117.4xl35.!>x  Irreg. 
Geo  H  Byrd  agt  Joshua  T  Butler  et  al;  atfys, 
Harrison  &  Byrd. 

Dec.    24. 
lOIst  st,   s  s,   250  w   Forest  av,   50x95.2.     Edith 
M    E    Conover    agt    Andrea    Avltablle;    atfys, 
Menken   Bros. 
1st  av    s  e  cor  95th  st,  100.8x103.     Robert  Gray 
agt    Jacob    Freeman    et    al;    atfys.    Bowers    & 
Sands. 
Mangin  st,  w  s,  85  n  Grand  st.  126.3xl00x  Irreg. 
Jacob  Levlne  et  al;   atfys,    Earley,   Weaver  & 
Barley. 

Dec.   26. 

Mott  st.  No  158.  I 

Elizabeth  st.  Nos  119  and  121.  I 

Robert   J    Mahoney   agt   Geo   W   Striker   et   al; 

atfy,   C    Signoux. 

2d  st,   Nos  67  and  69.     Nathan  Cantor  et  al  agt 

Meyer  Weiss;   atfy.   I   Cohn. 
1,30th  st,   n  s,  262  e  5th  av,   16x99.11.     Citizens' 
Savings   Bank   agt   Louis  W   Sodler  exr  et  al; 
atfys,   Pirsson  &   Beall. 

Dec.  27. 
Lexington  av.  w  s,  80.5  n  55th  st,  20x73.  Jacob 
Stein  agt  Alvina  Haagen  et  al;  atfys,  Rosen- 
thal. Sleekier  &  Levy. 
St  Nicholas  av.  n  w  cor  150th  st,  102.2x62.11. 
Richard  F  Carman  agt  Broadway  Reliance 
Realty  Co  et  al;  atfys,  Dexter,  Osborn  & 
Fleming. 


JUDGMENTS. 


In  thes*  lists  of  Judgments  the  names  alph*- 
betlcallT  arranged  and  which  are  first  on  eacB 
line,  as  those  of  the  Judgment  debtor.  The  let- 
ter (D)  means  Judgment  for  deficiency.  (  ) 
means  not  summoned,  (t)  signifies  that  the  first 
name  is  fictitious,  real  name  being  unknown. 
Judgments  entered  during  the  week  and  satlanea 
before  day  of  publication,  do  not  appear  In  this 
column,   but  In  list  of  Satisfied  Judgments. 

The  Judgments  filed  against  corporations,  etc., 
will  be  found  at  the  end  of  the  list. 


22*Azeez,  Alice— Elizabeth  R  Densmore.  .?170.24 
•1'^  Avery  Ledyard— National  Surety  Co.  ,361.61 
22  Alexander,    Robert-Benjamin    W    Rowe   .^. 

costs,    101.70 

22  Adier,'  Arnold-Mkx  C  Baum  ...••■•■  -  -ISO-OO 
24  Atkins,    Antoinette   M-Flfth    Av    Coach   Co. 

costs,   107.82 

20  Adiison.'  Harry  M-Central  Fire  Proof  Door 

&   Sash  Co ^rA'St 

26  Arnofsky,    Frank-City   of  N    Y 540.24 

26  Allison,   Wm  L the  same   tVo'SV 

26  Ader,    Max    S-Ign-atz    Bleich    ...... ...1W.71 

26tAllison,  Richard  W-G  W  Dillingham  Co.50.4o 

27  Angier,    Agnes-Kate   J   Gallagher. ....  .211.16 

27  Audley.  Frank  A--Thomas  J  Dunn  et  al.93.8b 

28  Altman  David— Nicholas  Langler  et  al.  102.33 
28  Anguilli,   Lulgl— Zucker,   Levett  &  Loeb^o.^  ^ 

22  BuilwinkelV'Ma'rtinH^-^'Herman    Paulsen 

451.41 

22  Barge,'    Henry— Henry    A   Fisher    .113.17 

24  Borak,  Leon— Frank  W  Lawrence  et  al.2b8..- 

24         the    same the    same    }i]t-, 

24         the  same the  same   .••■iSi'IS 

24  Booth,  John  T  gdn-Ellen  F  O'Neill.  .320.00 
26»Blum,  Simon— Wm  O  Ogner  et  al....l20-4 
26  Brown.    Schuyler    C— Benjamin    Hurd   et   al 

.3S4.tM 

26  Burger,' '  "Al'exander-^'jam'e's'    J    Kegreisz^9.63 

26  Brower,    Theodore-City  of    N    Y 201.»t 

26  Bensuson,    Joseph the    same    JVX'„ , 

26  Boynton,    Robert the   same    540..4 

26  Berger,     Henry the    same     201.» 

26  Beetz.    Mark the   same    /, '  ol'S- 

26  Berliner,    Benjamin— M    Zimmerman    Co.2b..._) 

26  Busch,    Rudolph— Philip   Herrlich    mj?. 

27  Brown,    Edw    P— Isabel    Levinson b3.o_ 

27  Braun,    Oscar    C~James    Goldmark    et    al. 

181.88 

27  Berghoffer    Samuel— Morris   Friedman.  .100.52 

27  Barnard,  Wm  C-Robert  F  Ives.    i^JoA 

27  Bennett,    Samuel   J-Clty   of   N   Y 201.80 

27  Brown,  John  W the  same   SirS! 

27  Burns,    George the    same    rX-5V 

27  Bennett,    Thomas   J the   same    },^'°*. 

27  Biddson,    Samuel   M the   same    SxJ'S^l 

27  Brainerd,    Wm    H the    same    -^i^-^. 

27  Blodgett.    Ernest    D the   same    ■■■■■■■  •^■]^, 

27  Berlor,    Samuel— Jacob   Berlin«ky   et  al.. 92.00 

27  Botwlnick.     Louis- Leonora    Schweig .W.Ol 

''7  Byrnes  Michael— Frederick  Freeman. .  .63.36 
2,S  Brophy,    Timothy    I^OIiver   Typewriter   Co. 

,  .  .50..W 

28  Bodn'er!' Hyman— Bertha    Lowy    57.40 

28  Berkman,   Sam the  same    57.40 

28  Beetson,    Catherine   M— Marie    E    Stoops 

costs,  II0.27 

2.8tBrouse.  John  H— Henry  Pahl   -■*;■?} 

1.'8  Block.    David— Bernard    Goulka 28.41 

28  Blume,    Katie— Joseph    Greenberg 60.6;j 

28  Broome,    John   L-City   of   N    Y 201.80 

28  Berrian,    Chas    A the    same     Jii, 

28*Beck.  Maks— Harris  Kaufman   219.72 

2.8*Bernstein,     Abraham— Nicholas     Langler    et 

al        102.33 

28  Berry    Aiexander  D— Nathan  J  Packard  et  al 

_  _' 85.56 

28  Boeruin,     Henry- John    Murray 609.28 

22  Colborne,    Arthur    S—Moses    H    Gold    et    al. 
, 11.40 


27  Carmodey,    James the    same 201.80 

27  Catherine,   John   P the   same    201.16 

27  Conlon.    Geo    F the    same    201.80 

27  Compton,   Frank   Ei the  same    201.80 

27  Cabbie,    Richard   B the  same    385.00 

'27  Copinus,    Henry— Arlington    Underware    Co. 

74.59 

27  Codanti,     Domenico    &     Masina— Giuseppe 

Fusco 224.72 

27  Clark,    Henry   W— W   Montague   Pearsall. 14.03 

28  Cohen.  Samuel— Jerome  E  Bates  et  al.. 116.91 

28  Connelly,    John— City    ot    N    Y 201.80 

'28  Comerford.    James   S the   same    '201.80 

28  Carroll,   Charles the  same   201.80 

28  Carroll,    Beekman the    same    201.80 

25  Cohen.    Pincus the   same    192.47 

28  Collins,    Wm    M the    same    192.47 

28  Conlan,    John the    same     366.36 

28  Cohen.     David- Annie    Hallberstein. .  .2,047.82 
28  Cornwall,    Geo    H— J    Quintus    Cohen. ..  .86.58 

28  Clough.     Anthony the    same     44. 8K 

28  Clark,   Wm  J— James  N  Wells  et  al 324.20 

28  Cameron,   Dorothy  B— United  States  Oxygen 

Co 96.49 

22  Doherty,    Lionel— Chas   F   Rabell 3.5.16 

"24  Davis,    Sarah— Abraham    Kahn    23.60 

24  Dunn,    Ralph    H— Douglas    Phonograph    Co. 

.....    ...: 154.24 

24  De  Cernea,    Hannah  M   &  Albert— Riverside 

Bank 3,348.82 

24         the  same the  same  3,359.82 

20  Du   Vivier,   Chas  A— City  of  N  Y 201.17 

26  Dunn.    Ralph    H— Lippman    Tannenbaum   et 

al 644.36 

27  Dubernell,    James    V— City   of    N    Y 201.80 

27  Dean,    Wm   G the  same    201.80 

27  Deane,   Wm  G,  Jr the  same   201.80 

27  Dougla.s.    Samuel    D the    same .385.00 

27  Davis.     Julius the     same 194.15 

27  Du   Bois,   Arlhur  H— Alfred  Lindewall  et  al 

46.62 

27  Dautei,   Bertha— Gastar  A  Diem.. costs,  135.39 

28  Diamond,     Joseph— Adolph    Dorman 48.41 

28  Day,   Peter— City  ot  N   Y 201.80 

28  Deacon,     Job the     same     201.80 

28  Dixon,     John the     same     53.37 

28  Doherty.    James    J— John    J    Boland 217.49 

28  Davis,  Emanuel— Abraham  L  Lowenthal. 148.91 

22  Brb,    Wm   M— Adelia   D    Ireland 372.40 

24  Eliasen,    Christian— City  of  N   Y 47.70 

24  Edelson,     Maurice    H — Sterling    Twine    & 

Cordage   Co 1'2.40 

26  Ezechel,     Benjamin— Strauss    &    Co 51.19 

26  Engelsberg,   Isaac  &  David — Foundation  Co. 

costs,    114.20 

27  Edson,    Herman    A — Rainier   Co 632.09 

27  Egan,  Chas  J— W  Montague  PearsaTT 72.80 

28  Bnos,    Ralph   C— Oliver   Typewriter   Co.. 71. 92 
28  Eberle,    Harry    L — Herman    C    Langen.  .40.12 

22  Finkelstein,    Sam— Sam    Moskin 220.88 

22  Field,    Samuel    S— Rider   &   Driver   Pub   Co. 

173.42 

24  Friedenreich,  Frank— John  Jaburg  et  al.164.23 
24  Foerstermann,    Gustave— City    of    N    Y.  .47.70 

24  Farreli.   Edw  J the  same   47.70 

24  Finn,    Wm    E— Elizabeth    A   Bull 138.30 

24  Freedberg,     Samuel — Ida     Greenfeld     et     al. 

361.54 

24  Friedlander,    William— Max    Lehman    et    al. 

46.26 


22 
22 
24 

24 
24 
26 
26 
26 
26 
26 
26 

26 
27 
27 
27 


Chue,  Jue  N— James  Boyd   66.45 

Costonlas,   Georg<^Bessie   Freed    21.72 

Cooke,    Richard    K— John   H   Taylor 419.67 

Cannon,    Bernard   &   Margaret— Edw   J   Dee- 

gan    393.7- 

Collins    Chas  W— City  ot  N  Y 76.80 

Chapman,     Hawley the    same     320.03 

Cuneo.   Andrew— Tenement  House  Dept. 264.91 

Costello,    Peter the    same    264.91 

Conroy,    John— Milton    Mayer    et    al 04.41 

Crane,    James— Morris   Rosenfleld   et  al.. 87.77 

Casella.  Andrea— City  ot  N  Y 366.36 

Croclchia,    Anthony— Chas   A    Leftati    &    Co. 

102.47 

Cassel,  Jacob— Louis  Cohen    518.22 

Chute.   Fred   S— James  Goldmark  et  al..89.22 

Conway,   Harry  J— Buzzinl  &  Co 88.24 

Carey,    James    F— City   ot   N    Y 201.80 


26  Flynn,    Arthur    M— City    of    N    Y 366.36 

26  Fernie,    Arthur  K the  same    53.37 

26  Frey,    Mark    L — Herman    Bonn 40.71 

27  Finman.    Jacob— Oscar    H    Kraeger 48.93 

27  Frankei,    Harris— Richard    Passavant   et    al. 

1.258.31 

27  Fasulo,     Frank- City    of    N    Y 279.42 

27  Fullerton.    John   O the   same    281.93 

27  Freeze.    Albert the    same    201.80 

27  Frarg,    Henry    H the    same    201.80 

27  Friedman,    William — Leon    Hirsch    72.56 

27  Ferracono.    Sebastino    &    Caterina— J    C    Bo- 

gert   &   Co 72.26 

27  Fuchs,    Philip— Clayton    B    Sweet   et   al.. 17.72 

27         the    same Birdsey    Somers    Co.... 7.5.47 

27  Finn.   Wm   E-Elizabeth   A  Bull 6,4.82.78 

27  Frittoli,   Ferdinando — Michael  Benincasa..34.91 

28  Fasulo,    Antonio— City    of    N    Y 279.42 

28*Fleet.    Sidney    J— J    Quintus    Cohen 239.53 

22  Grebel,    Sam— Jacob    Blumenteld    et   al... 28.41 

24  Goodside.    Moses— L    Anton    Smith 38.95 

24  Graeve,    Victor— Bronxland   Realty  Co 

costs,    22.41 

'24  Gold.     Leib— Benjaminsky     Koronsky 66.15 

24  Geldel,    Susan— City   of   N   Y 47.70 

24  Geiger,    Jacob the    same    47.70 

24  Gallo,    Charles the   same    47.70 

24  Gelman,    Henry the    same    47.70 

24  Gibbons,    Peter the    same    47.70 

24  Gitlin.     Samuel the     same     76.80 

24  Gaudiosi,    Giuseppe — Frederick   Persky  et  al 

66.74 

24  Gross,   Nat— Lewis  Steinhardt  et  al 267.20 

24  Gould,   William— Francis  P  Rearden 187.91 

26  Glass,    John— City    ot    N    Y 264.91 

26  Golantcheck,  Rachael— Tenement  House  Dept 

59.91 

26  Graves.    Maltland— City  of   N   Y 279.42 

'26  Grassman,    Bdward the    same    102.47 

'26  Gutlerman.    Davis- Morris  S  Jaffer 33.65 

26         the    same— — the    same    27.65 

26  Gugel,  Wm  B— John  H  Van  Loon 146.15 

26  Garner.  William— Samuel  Saperstein. ..  .162.63 

26  Gernsheimer,     Solomon— Louis    L    Rohrberg 

et  al    104.93 

26tGordon,   John— Louis  Cohen    516.22 

27  Greenberg,    Leon— Adolph    Rusch   et   al.420.23 
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The   Palmer   Lime  and  Cement  Company 

i(pj(f^;tIEI{iS  NO.  1,"  thB  strnngeat  and  b«Bt  brick  lime  manufactured,  will  lay  more  brick  10  the  barrel  than  any  other  lime. 

Fariiani  CIIRNHIRE  Finisbluir,  whl<  li  has  no  equal. 

Palmer's  Fiulwhing:.  hl(;h  graU.',  It  all  finishing  and  plastering  wnrk. 

Connecticut  While  time,  especially  adapted  to  brown  and  scratch  work. 

Palmer's  Chemical  I.ime,  absolutely  high  grade.  -^-,_^~    _     M««u>.vA<«iy      u 

Alseu's  Portland  Cement,  lor  Long  Island.                                                                 FOSTER    F.    COMS T OCK,    Manager 
Brooklyn  Station,  Telephone  145.1  Oreenpolnt                                                                Sales  Department  t     |  49    BROADWAY,    NEW    YORK 
Jersey  City  Btatlon,  Telephone  1362  Jersey  Telephones,  OGIO  6611-0612  Oortlandt 


i7  Gerrish    Jabez   W«   &   Frank   L.— Thomas   H 

Walker    'J34.41 

:;?  Goff.    Cleveland    W— James    Graham    .  .289.1(i 

liT  Goddard.    Wm   B— City   of   N   Y 201.16 

27  Grier,    W   H the   same    305.33 

27  Goodman.  Abraham  L— Runkel  Bros.  .15.61 
27  Galet,    Isaac— Isidore    Bregman    93.15 

27  Gaffney,    Daniel— .\ndrew    Carnegie.  .20,621.91 

28  Gordon,    Hyman— Milton    S    Herzog 118.91 

28  Grunow,    Julius   A    E— City   of   N    Y 366.36 

28  Guers,    Jaques the    same    366.36 

28  Grillo,    Joseph— the    same    192.47 

28  Green,    Morris   D— Alex   B   Greenberg 39.72 

28  Graelle,  Jessie— Louis  Cowen  et  al....l87.71 
28  Gunst,    Lee— William    Hoffman    et    al..391.31 

28  Gerstle.    Ralph    J— Wm    A    Barwick 186.59 

28  Greim,  John— Realty  Iron  Works  Co 205.22 

28  Gebhard,  Frederick— Isaac  Stein  et  al. 184.74 
28  Goldberg.  Meyer  I— Nathaniel  Whitman. 258.13 

22  Haley.    Michael— City  of   N   Y 78.80 

22  Hartwell,    Newton    W— Rufus   Robinson. 216. 42 

22  Hanaman.    Michael— City    of    N    Y 47.70 

24  Hower,    Frederick— City    of    N    Y 320.03 

24  Hofman.    George the   same    76.80 

24  Huebner.  Alwin  W the  same   47.70 

24  Haimovitz,    Leon — Max    Tlschler    155.32 

24tHenry,   Geo   R — Irving   Press    44.72 

26  Haas,   Emil— Wm  O  Egner  et  al 120.24 

26  Hartson,    Sarah    R— Valencia   Realty   Co. 46.91 

26  Hess,    Harry   H the   same    90.41 

26  Heath,   Forrest   A*   &   Lester  E— Benjamin 

Hurd   et  al    384.04 

26  Hall,    Geo   S— City   of   N    Y 105.54 

26  Hirsh,    Manuel the  same    39.46 

27  Hendrick,     Emil— City    of    N    Y 201.80 

27  Hadley,    Sarah    A— Babcock    &    Wilcox    Co. 

costs,    261.84 

27  Haight,  Jacob  N — Underwood  Typewriter  Co 

123.17 

27  Hodge,    J    Aspinwall     Jr,    admr — James    M 

Quigley    et    al     costs,        185. 9<J 

27  Henschkel,  Geo  E— Abraham  Lledeker.  .40.22 
27  Hodge,    J    Aspinwall,    Jr,    admr— Ransom    H 

Thomas    pt    al    costs,    93.37 

27  Heller,    Max — Eastern    Brewing    Co 

costs    27.41 

28  Hefferman,  Thomas  F— City  of' N  Y. .. '.201^80 

28  Horgan.    Daniel the    same    201.80 

28  Howard,   Albert  C the  same   201.80 

28  Hughes,   John the  same   201.80 

28  Hughson.   Henry  E the  same   201.80 

22  Isln.    George— Anton    Simon   et   al 89.80 

24  Jetter,    Rudolph— City   of   N   Y 47.70 

26  Jacobs,    Edwin    W — Louis    Silverman, .  .354.50 

28  Hirsch,    William— Louis    Starr    145.82 

28  Howard,    Louis   C— Fabrikoid   Co 62.45 

28  Heyer,  Oscar— Andrew  Becker  et  al.,, 427.01 
28  Herter,    Frank    W— John    T    Toscanl    et    al. 

780.68 

28  Halleran,  Aloysius— Wm  H  Barron, ..  .231.55 
28  Ives,    William— J   Quintus  Cohen    239.53 

27  Jones,  John  M— Frederick  M  Crossett 62.88 

27  Jones,    David    H— City    of   N    Y 194.15 

22  Kronengold,     Ignatz — Morris    Barrel    et    al. 

381.10 

22  Kugel,    Henry- Sam    Moskin    220.88 

22  Keough,    Frank   T— City   of   N   Y 47.70 

22  Keefe,    Geo    J— John    Wanamaker 1,038.67 

22  Kirchner,     Adolph    G— Christian    Vorndran. 

509.07 

24  Kendig,  Philip  M— Wm  H  Rochford.  1,133.80 
24  Koppel,    Samuel— Max   Rubinsky   et  aI..133.22 

24*Knobloch,    William— Irving    Press    44.72 

24  Kelley,    William— City    of    N    Y 47.70 

24  Kraft.     William the     same     169.21 

24  Koopman,    Fred the   same    455.10 

.  24  Keller,  Carl the  same  317.70 

24  Kehoe,    John the    same    47.70 

24*Kurzbard,  Samuel— Frank  W  Lawrence  et  al 

131.63 

24         the    same the    same    131.43 

24         the    same the    same    268.22 

24  Kantor,    Samuel— Abraham    Kahn 23.60 

26  Krowin,   Andrew  J— City   of  N   Y 264  91 

26  Karman,   Theodore  J— Lewis  A  Williams  et 

„„     al    27.30 

2(3  Kelly,    James    J— Bernheimer    &    Schwartz 

Pilsener    Brewing    Co T 519  31 

26  Klein,    Adolph— Barnet    Karol     72.59 

26  Koerner,  Ike— American  Oil  Cloth  Co.  159.80 
26  Kornberg,    Louis— Jacob   Cebulsky 68.50 

26  Kruger,    Theodore— Eleanor    Gruner.  .1,098.88 

27  Keiser,  Robert  A— Harry  Nussbaum. , .  .26  19 
27  Kromer,    Anna— Supreme    Lodge    Knights   & 

Ladies   of   Honor    costs     112  24 

27  Krumholz,   Isadore— Adolph  Teltelbauta.  .30.51 

28  Kaltman,    Abraham— Horace    Benton    et    al 

„„„••• , 103.73 

28  Kaplan,  Hyman— Albert  Vessel,  .costs  29  34 
28  Klausner,     Pauline— George    Holober    et    al. 

„^  „ costs,    42.65 

28  Kramer,     Stella— Isaac     Stern     et    al...l0150 

22  Lyons,    Geo   A— Harry   Werson    102  41 

22  La  Padula,  Bartholomew— William  Freed  35  81 

24  Leary,    John    J— Mary   Tompkins 80  17 

24»Leep,    Louis— L    Anton    Smith 38  95 

24  Lubow,  Harris— Morris  L  Polansky...  69  25 
24  Leonard,  Catharine  J  extrx— Ellen  F  O'Neill 

320  00 

24  Levi,    Joseph-City   of   N   Y. . . ! ! ! ! ! '. ! '. ',10o'9O 

24  Lanigan,    Patrick the    same    168  13 

2b  Lynch,    Chas    C— Saunders    P    Jones    et    al. 

3JO  gj 

26«Lowenstein.   Samuel— Ignatz  Blelch. '.'.'. '.]]3  71 

2b  Ligerty,    Aaron- Dept    of    Health 26000 

2b  Liebman.  Moses— Isador  Liebman.  ,  1 ''oe'M 
27  Leurele,    Louis— Matilda   Johanson '48910 

27  Levy,    Paul-Isidore    Bregman '  93'l5 

-8  Lewenhof,  Louis— Max  Silberstein  et  al, 29745 

28  Le.sser,    Pincu.s— Isaac    Stern    et    al 9747 

22  Maimen,   Ike-Charles  Lillienteld  et  al    4054 


22  Markewich,     Samuel— Title     Guarantee    & 

Trust   Co 70.20 

22  Meeker,   Dr  Herman  E— James  Butler.  .321.88 

24  Mussig.   Gustave— Annie  Forejt    346.05 

24  Margulies,     Samuels— Warren     Ross    et    al. 

.. 18(i.77 

24  Matthews,    Robert— Samuel    J    Bloomingdale 

et   al    12L41 

24  Malamod,    Moshy— Benjamin    Koronsky.  .66.15 

24  McGrath.    John   J— Harry    Perine    334.13 

24  McAllister.    Elizabeth— Mary    McCormack... 

14.3.36 

24  Monahan,    Philip    J-Ellen    F    ONeill.  .320.00 

24  Morris.    John— City    of    N    Y 47.70 

24  Mueller,   John— Sophie   Bremars 327.11 

24*Murray.  William- Revillon  Freres,  Inc. 225.25 
26  Meyler,  Samuel  J— Edwin  Vaughan,  Jr.153.27 
26  Moresco,    Andrew— Henry    Goldstone    et    al. 

173.11 

26  MoUer,    Chas    E— Solomon    Krasker 121.99 

26  Meyer,    Louis— Edward    Jacobs 174.23 

26  Maguire,    John— City   of   N    Y 226.21 

26  Murray,  Geo  E  &  Edw  S— N  Y  &  L  I  R  R 

Co 144.90 

26  MInclotti,    Silvio— Anita   Almerigotto 66.00 

26  Miller,   John   H— John   A   Blair    1,582.87 

26  Marchu,    Emilio— Lucien    T    Piver    et    al. 

4,769.31 

26  Maxron,    Edward— Aetna    Indemnity    Co. 34. 41 

26  Morrill,    F    W    or   Whitney— Medium    Leale. 

18.96 

27  Magoun.  Jesse  T  Indlv  and  admr— James  M 

Quigley    costs,    185.00 

27         the  same Ransom  H  Thomas. costs  93.37 

27  Martin,    Mulford    &    Edith    T— Babcock    & 

Wilcox   Co    costs,   261.84 

27  McCoon.   Alice  M the  same.  ..  .costs.  261.84 

27  Mackey,  Lester  M — Howard  G  Meyers. .  .72.41 

27  McGinley.   Chas  A— Saunders  P  Jones  et  al. 

161.66 

27*Mandel.    Philip— Ernest    Bonagur 201.91 

28  Murphy.  Wm  S— Benjamin  B  Woog. .  .368.66 
28  Maggio,    Giovanni— Alex    B    Greenberg. .  .39.56 

28  Martin,    Robert  B— City  o  fN   Y 201.80 

28  McAfee,    Hugh the  same    201.80 

28  McCollough,    Edward the   same    201.80 

28  Murphy,    Julia— Louis    Cohen    et    al 187.71 

28  Mahon,    Peter— EdLson    Light    &    Power    In- 
stallation   Co costs,     23.09 

28  Millar,    Geo   W — Michigan    Savings    Bank... 

costs,  111.82 

28  May,    Wm    D the    same    costs,    111.82 

28  Morrell,    Stella— Annie    Evans     271.89 

24  Nering,    Michael — John    Grossman 7.31 

26  Nolte.    Chas   H— City   of   N   Y 264.91 

26  Nill.  William— Abraham  Berliner  et  al. 34.48 
22  Owens.  Robert  J— Simeon  M  Barber. .  .307.90 
24  Ott,  Phillip— Vincent  Bongiorno  et  al.. 60.72 
20  O'Brien,    John   H,    comr— N   Y  &   L    I    R    R 

Co 144.90 

26  Owen.   Wm  C   &   Wm   C.   Jr— Hayden  Auto- 
matic  &    Equipment   Co 707.84 

28  O'Connor.    Bernard— City   of   N    Y 201.80 

22  Pang.    Kwai    F— James    Boyd    66.45 

22  Potter,    Martin  J— Rider  &    Driver   Pub  Co. 

173.42 

22  Polo,    Oscar   A— Geo   V   Maynard 131.69 

24  Pings,    Herman   L  &   Geo  H— Wm   E   Doug- 
lass  2.671.78 

24  Pinner,    Leo the  same    2,671.78 

24  Price,    Nathan— M    Zimmerman    Co 436.51 

24  Plant,    Milton— Theoflle    Laski    et    al 

costs      164.22 

20tPIatt,    Mary— Rose   Weil '.  ..56!72 

26  Price,    Walter   J— Paul    Boxer 64.89 

26  Picinolo.    Donate— Title    Guarantee   &    Trust 

Co 351.68 

27  Pitney,     Frederick— Alfred     Schwartz 69.30 

'27  Pelta,    Millie— Eastern    Brewing    Co 

costs,  27.41 

28  Pick,    Demeter— Wm   A  Paulus  et  al 25.07 

28  Perry,  John  P  H— John  H  Byer  et  al... 32.67 
28  Pinckney,    James    M— Myndcrt   A   Vosburgh. 

154.06 

28  Prall,     Elizabeth— John    Kenny 471.21 

28  Pownall,   Wright  D— City  of  N  Y 44.68 

28  Petsch,    Frederick the   same    35.98 

28  Palmer,    Emma    N the    same    714.12 

28  Pflueger,  Chas  H the  same   48.16 

28  Pokodner.  Jacob— Albert  Vessel costs,  29.31 

28*Peck,  Leopold— Abraham  L  Lowenthal.  .148.91 

28  Perlman,    Samuel— Isaac   Devega,   Jr 52.22 

22  Quigley,   James— City  of  N  Y 169.21 

28  Quinn.  John  C— City  of  N  Y 366.36 

22  Robinson.    Simon- International    Amusement 

&    Realty   Co 520.07 

22  Rosenblum,   Ray   L— Harris  Oberstein 

costs,    87.13 

22  Randall,   Fred  G— City  of  N  Y .369.91 

22  Reinmuth,    Christopher the    same 169.21 

•24  Rohm.    Christian— Dept  of  Health 260.00 

24  Rutz,    Oscar— Sophie   Bremars    327.11 

24  Robinson,  Wm  R— William  Hicks  et  al.  .62.54 

24  Rae,    Giles- Allan    J    Lawrence 1&1.67 

26  Richardson,  Leander— Charles  Bender.  .31.20 
26  Reichardt,    F   Alfred— Universal   Mfg  &  Con 

Co 303.22 

26  Reilly,    Thomas— Michael    Leonard    598.01 

26tRussell,  Benjamin  B — Charles  Scribner  et  al 

lft'5.17 

27  Robinson,    Frederick— F  A   Hyde  TilUg  Co. 

451.56 

27  Ruiz,    Henry— Chas    J    Halsted    99.35 

27  Rosenberg,  Jacob— Abraham  Leedeker.  .70.14 
27  Ratkowsky,    Louis- N    Y    Butchers    Dressed 

Meat   Co 150.96 

27  Rosenbaum,  William  &  Charles— Cornelius  J 

Crawley    costs,   32.41 


28  Rafter,   Edw  A,  Jr— Donald  Nicoll  et  al. 78.61 

28  Ray.    Thomas    S— Chas    E    Matthews 84.80 

28  Rattey,  Max  F— City  of  N  Y 53.37 

28  Reddy,    James the    same    201.88 

25  Rose,    Hyman the   same    35.98 

28  Robinson,    Samuel— Bunjiro   Ishikawa. .  .2'26.15 

28«Reed,  John  M— J  Quintus  Cohen 86.58 

•28  Remsen,    Fred    J— Samuel    J    Sample    et    al. 

82.01 

28  Rollins.    Ellsha    B— J    Quintus   Cohen. .  .102.53 

28  Rohr.    Wm   J— James   De   Wolf 125.71 

28  Rothstein,    Edgar— Louis    Moss    40.36 

22  Sake,    Annie— Hermann    Rugge 34.72 

22  Schroeder,  Carl  W— Edw  D  Depew  et  al 

361. 8;j 

22  the  same Wm  F  Collins  et  al 104.20 

22  Snedlker,    James— City    of    N    Y 169.21 

22  Solomon,    Joseph   &    Minnie— Rosie    Salinger 

9.41 

22  Sieber.  Albert— Charlotte  Elliott 113.20 

22  Sire,    Meyer    L— National    Wood    Floor    Co. 

118.47 

22  Sims,    William,    Jr— John    Wanamaker.  .407.83 

22  Smith.  Harry  A— City  of  N   Y 169.21 

24  Schoen.  Otto  C— Bronxland  Realty  Co.. 22.41 
24  Sameth,    Markus — Rose   Berkowitz   et  al.... 

costs,    67.95 

24  Sheridan,  Charles— Solomon  W  Johnson  et  al 

48.00 

24  Saviano.    Anthony    &    Semplices— Giuseppe 

Mazelli    247.72 

24         the   same Pellegrino   D   Vennerl   et  al 

10).82 

24  Stolting,  August — Lawrence  Jones  et  al.359.94 
24  Steinfeld,   Fannie— James  N  Webb  et  al.... 

costs.  17.65 

24  Simmons.    Edith— Revillion   Freres.    Inc. 225.25 

24  Smith.  Martin— Joseph  M  Williams 73.72 

24  Shapiro,   Isaac  L — Leon  Stand 524.93 

24  Schwartz,  Charles — Onward  Construction  Co. 

costs,    148.08 

24  Subitzky,  Michael  &  Lizzie— W  J  Schmidt  & 

Co 534.72 

26  Schmuck,    Kathrlna — Tenement  House   Dept. 

264.91 

26         the    same the    same    264.91 

26  Schuhmann,    Henry — Fifth   Avenue   Library 

Society    65.21 

26tSauer.    Louis    J— Abraham    Berliner    et    al. 

36.63 

26  Steinharten.    Bmil — M    Zimmermann    Co.... 

costs,    26.25 

26  Smith,  Thomas  G— City  of  N  Y 531.72 

26  Sack,    Morris    L — Alexander   Koch   et   al.... 

costs,    80.10 

26  Stern,  Max— Sam  Zimmer   '28.41 

26  the    same the    same    71.65 

27  Sake,     Annie— Brokaw     Bros 61.91 

27  Strauss,     Edw     H— Buzzini     &     Co 86.24 

27  Schelllng,   Andrew  W— City  of  N  Y 194.15 

27  Stambulka,    Harris — Abrams    Eissenstadt. . . 

222.17 

27  Schmidt.   Wm   L— John  Ruemer    123.28 

27  Southack,     August     G— Babcock    &     Wilcox 

Co costs,  261.84 

27  Shapiro,    Samuel— David   Abrahams 29.41 

27  Sacks,  Harris— Ernest  Bonagur 204.91 

27  Switzkin,   Nathan— Solomon   W  Johnson. 306.33 

28  Sorrentino,  John*  &  Aguello — Kumberger  & 

Vreeland    1.33.74 

28  Sloat.    Marquis   L— John   C   Shotts 769.97 

28  Singer.   Chas   M— Werner  Co 81.56 

28  Scofield.   George— City  of  N  Y 53.37 

28  Sachs.   Isaac— Max  Swirsky  et  al 70..34 

28*Shapiro,    Isaac— Louis    Starr    145.82 

28  Siegelstein.    Pierre  A— Harris  Raufman.210.72 

28*Schneider,     Barnett    S the    same.  ..  .219.72 

28  Schuyler,   Magdalen  C— Merchants  Guaranty 

Trust    Co 2,306.83 

28  Seacombe,    Chas    M— James    M    Ames   et    al. 

144.06 

22  Tedesco,    Amedeo— William    Freed 49.31 

22  Toplitz,  Bertholdl  L— Chas  F  Rabell.  .  .,39.21 
27  Thomas.  Julian  P— Warren  M  Watson.  .700.60 

27  Thompson,   Mary   E— Babcock  &  Wilcox  Co. 

costs,  261.84 

28  Thaler,  Abram  E— Frederick  H  Phillips.  .51.80 
28  Tietjen,  John  A— Henry  Behrman  et  al. 209.67 

22  Vervalen,    Richard— City    of    N    Y 169.21 

28  Vallaro,     Samuel— Kumberger    &     Vreeland. 

133.74 

22  Waterbury,    Nelson  J— Utica   City  Ntl   Bank 

96.77 

22  Wallach.    Rudolph— Riverside    Bank 

costs,  118.55 

22  Woolf,    Isaac— Benj    F   Greenthal 34.67 

24  Wagner,    Joseph— John    F   Ghee    2.5.60 

24  Weil,    Wm    M,    Jr— Samuel    J    Bloomingdale 

et   al    1.52.62 

24  Wimpie.    Maria    &    Jacob    M— D    Boris    De 

Waltoff   525.15 

24  White.    Frank— City    of    N    Y 179.72 

24  Weithorn,  Max— Lewis  Steinhardt  et  al. 267.^20 
26*Tovagiari,  Dino— Harry  Goldstone  et  al. 173.11 
20  Vlllana,  Rosina— Vlncenzo  De  Luca.  ..  .37.41 
26  Van  Vleet,  Edw  H— Stanley  &  Patterson. 49. 14 
26  Weaver,  Wm  E— Modern  Pen  Co.  .costs.  22.72 
26  Wells.    Chas    F— Mitchell    L    Erianger 

costs.    109.01 

26  White,    Joseph    H— Herman    Fromme    et    al. 

costs,  220.98 

•26  Weir,  Levi  C,  prst— Isaac  Barnett.  ..  .570.61 
26  Ward,   Mattie   R— Frederic  G   Hebbard.  .217.67 

26  Wolkowltz.  Wolf— Isidor  Liebman  ..,.1.206,24 

27  WIghtman,    Merle    J— John    M    Stewart.  132.96 

27  Willis,  Clarence  E— Thomas  Greenlees.  1,36.05 
'27  Welnstein,     Louis— Ernest     Bonagur. . .  .204.91 

28  Wise,  Leo— Alfred  H  Clapham. .  .costs.  17.41 
28  Wertheim.    Chas   H— Adolph    Dorman.  ..  .82.21 

2.s*Wcfhsler.    Adolph — Bertha    Lowy 57.40 

28  Welner,     Louis— David     Shuldlner 03.86 


The  text  of  these  pagei  U  copjTlcbtad.    All  rlshtt  ar*  rMerr«4.        NotIc«  U  berebr  ftven  thftt  Intrlagement  will  lead  to  prosecution. 
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HECLA  IRON  WORKS 

North    1 0th,  I  Ith  and   12th  STREETS 
BROOKLYN,  -  -  -  NEW  YORK 


Architectural  Bronze 

AND 

IRON  WORK 


28  Van  VIeck,   Edgar  W— J  Quintus  Cohen. 53. 87 

28  Weissberg,    Meyer— Max    Silberstein 1G2.01 

28*.Watts.    De   Lancy— J    Quintus    Cohen 53.87 

28  WIttko,    Josef— Louis   Falk    379.97 

28  Young,  John  W— J  Lawrence  Hamilton. . . 
22,040.05 

CORPORATIONS. 
22  National  Coke  &  Coal  Co— Annie  Murphy... 

3,107.70 

22  Interborough    Rapid    Transit    Co— Deborah 

Harris    2.091.66 

22  Goodman,    Reichman    Co — Thomas    J    Davis. 

148.65 

24  Interurban   St   Ry   Co— Ida   Sussman.  .1,126.38 

24  City  of  N  Y— Louis  Ritter.  Jr 150.00 

24  New    England    Construction    Co — Qmanuel 

Voska  et  al   322,24 

24  Morse    Dry   Dock   &    Repair   Co — Henry   H 

Petze 10,631.98 

24  Union  Ry  Co  of  N  Y  City— Gustav  Spagens 

844.44 

24  Lazarus   &    Griess   Co— Lida   Wagner. .  .801.08 

24  M    S    Company— Isaac    Goldman    Co 329.05 

24  Hess,   Mott  Co— City  of  N  Y 309.60 

24  Bargain    Book    Co the    same    104.76 

24  A    D    Blanchet    Co the    same    84.93 

24  Bruceline  Co the  same   84.07 

24  American  Paste  Co the  same   600.59 

24  Ledvina    Multi    Expansion    Motor    Co the 

same    120.45 

25  N    Y    Automobile    Repository the    same. 

309.60 

25  Kruse  Sewing  Machine   Co the   same.6U0.59 

25  Pneumatic    Mattress    &    Cushion    Co the 

same    ;  198. 76 

25  Collins   Building   &   Construction   Co the 

same   240.70 

25  Crescent  .Mercantile  &  Realty  Co — Henry  G 

Silleck,  Jr 1,839.60 

26  Heath   Dry   Gas   Co— Benjamin   Hurd   et   al. 

384.04 

26  Mirror  Flash  Light  Advertising  Co — City  of 

N    Y    192.47 

26  National  Land  &  Live  Stock  Co the  same 

262.03 

26  Caldwell-Eastin  Co the  same    191.48 

26  Globe  Brush  Works— Barnet  Wositer. .  .235.41 
26  Brogan   Construction   Co — Margaret   Mooney. 

3,288.66 

26  The    Steimann    Realty    Co — Gennaro    Dam- 

brocio    2,155.72 

27  The   N    Y   Central   &   Hudson   R   R   R   Co- 

Amelia    S    Meinreuken    7,103.70 

27  The   Geetzy   Fomozone   Co — Security   Trust 

&   Life    lus   Co 369.00 

27  Van    Publishing   Co— City  of  N   Y 388.18 

27  J  A  McLaughlin  Co the  same 146.84 

27  N    Y    Milk    Co the    same    35.67 

27  Amsterdam  Realty  Co the  same    . . .  .337.77 

27  American  Chemical  Specialty  Co the  same 

178.18 

27  Universal  Building  &  Construction  Co the 

same    58.97 

27  H  G   Strong   Co the  same    305.33 

27  Everett  House  Co— Simon  Wetzler. ..  .551.35 
27  N    Y    Industrial    Cooperative    Society— Philip 

Reinberg    1,241.55 

27  The    Thompson-Starrett     Co— John     H     Mc- 

Fadden   costs,  125.07 

27  New    Amsterdam    Land    Improvement    Co —     - 

Empire   Brick  &   Supply   Co 477.54 

27  Dayton  Autolectric  Co— Autolectric  Adver- 
tising   Co 464.15 

27  Gebbie  &  Co— Albert  E  Lowe  1.033.33 

28  The   Seaboard    Electric    Equipment   Co— L   J 

Wing  Mfg  Co 157.81 

28  Bankers  Lite   Ins  Co  of  thg  City  of  N   Y— 

Geo    N    Ward .; 704.39 

28  Herring,    Hall,    Marvin    Sate    Co— Joseph 

Golden    5,336.88 

28  T  B  Harms  Co— Frank  A  Wadsworth.  .663.34 
28  Everett  House  Co— Duparquet,  Huot  &  Mon- 

ense  Co 320.32 

28  A  C  Rader  &  Co— Material  Mens  Mercantile 

Assn,    Ltd    60.31 

28  The  Sedgwick  Flower  Co the  same p9.81 

28  Coy,    Hunt   &   Co.— Michigan   Savings   Bank. 

„„      costs,   103.82 

28  Chas   F   Hubbs   Co the   same.. costs,    104.62 

28  The  Seward   Realty  Co— Isidore  D   Morrison 

et   al    5.87.38 

SATISFIED  JUDGMENTS. 

Dec.  22,  24,  26,  27  and  28. 

Albro,  Stephen  V— Riverside  Bank.   1906.  .l.tiOO. 
'Bialostosky,    Simon— S    Hershfleld.    1889.  .115. 

"Same D  Cohen.    1S94    198. 

Burke,   Luke  A— F  Brandt.   1905   ^246, 

Same same.       1906     236. 

'Byron.    William— City    of    N    Y.    1903 109. 

"Berman.    Louis— P    Herzog.      1902 345. 

iCollinghamk,   Thomas  F— J  F  McBridge.   1906, 

.170, 


Clark,   Kate  V— S  Ulrlch.    1906 125, 

Clarke,  Abner  K— E  Hamilton.  1906 139, 

Caullet,    John    J— G    B    Wilson.    1906 822. 

Cattler,   John  M— S  M   Barber.     1S93 28. 

Dorf,   Max— A  Levlnsky  et  al.     1906 $42, 

Finger,  Joseph  &  Benjamin  Left  Co— C  A  Zuck, 

erman.    1906    ,32. 

Farrell,  Edw  A— T  F  Duffy  et  al.     1906.... 247, 


56 
,63 
05 
34 
32 
18 

91 
80 
21 
10 
55 
,21 

65 


^Freynd,  Bernard— L  Blel  et  al.   1903. costs.  107.83 
Fluegelman.    Henry   &   Joseph   J    Bach — Mutual 

Reserve  Life   Ins   Co.      1906    366.16 

Friend,    Julius— F    M   Raymond.      1905    120.31 

Same same.      1906    90.23 

Gleichman,    Herman— M    Garlick.      1906 1.30.33 

Gelb,    Morris— Sonn    Bros    Co.      1906 251.22 

Gerstle,    Ralph   J    F— John   Simmons   Co.    1S)06. 

845.07 

"Gabler,   Emil   E— Johnson,  Jahn  Co.   1906 

1,695.00 

Glass,    Samuel— I   J   Silverstein.    1906 41.37 

Grab,  George,  Jr — David  Stevenson  Brewing  Co. 

1903 7,833.31 

Heming,   Mrs  Mary  M — G  Woehrle  et  al.   1901. 

37.65 

«Hirsch,  Chas  L— A  B  Fuerst  et  al.  1897.. 202.29 

"Same L  P  Whitman.   1898    674.52 

Hirsch,  Chas  L  &  Herbert  J  Meyer — J  H  Dyke- 
man.  1S9T   566.68 

Hoes,    Wm    M— C    Heide.    1906    616.07 

Horgan,    Arthur  J— G   S   Jaeobson   et   al.    1906. 

643.00 

Hopkins,   Emma  A— Seymour  Hotel  Co.      1906. 

577.90 

'Herman.  Theodore  &  Julius  Martinson — People, 

&c.      1906    1,000.00 

Herin,   Daniel  J— C  B  Prettyman.     1906 1.35.46 

Hilton.   Jennie  B— F  A  Condit.     1899   ....   281.28 

"Indelll,  Pietro— R  W  Thompson.     1895 8.8.62 

«Same-^W    Byrnes.      1894    260.17 

"Same Peters  &   Calhoun    Co.      1895    ....134.44 

"Same T   N   Motley  et  al.      1895 1,377.21 

'Johnson.  David  S— L  J  Merrian.     1900 97.60 

Jarvis,    Wm    E— W    Rankin.    1906 52.41 

"Same same.        Possession     of      property    or 

$331.72.      1906 

^Jarmulowsky,  Sender — M  Satkofsky  et  al.  1905. 

414.32 

Klapper.    Fanny— A   Nasse.     1904 805.87 

Ki'rtz.    Wm    K — Weber-Burke-Lange    Coal    Co. 

I'.O'J    86.16 

Kaufman.    Wolf— J    Eheinstein.    1906 1,119.33 

Kanar.    Regina — A    Dworsky.    1902    102.45 

Knickerbocker,    Edwin    W — Groton    Bridge   Mfg 

Co.      1901!    143.47 

Lasky,    Dora— I    C    Bishop.    1906 327.71 

Lindenheimer,    Gustav— M    Bloch.    1906 199.15 

Lounsbury,     Herbert    D— Title    Guarantee    & 

Trust  Co.      1906    109.35 

McGewy,   Wm   H— Union   Pacific  Tea  Co.    1906. 

-....89.91 

Myers.    Henry— S    Deane.      1906 274.41 

"Mitchell.  Hubrard  N— W  A  Winter.  1902.  .147.54 

Mayer,   Frances— M   Schaefer.    1908 119.32 

Murray,  J  Archibald— W  T  Blodgett.   1906.178.01 

Miller,    Ma.x— E   Arnstein   et   al.    1906 204.41 

Marks,   Louis  A  &   Alfred   E— U   S  Title  Guar- 
anty  &    Indemnity   Co.      1906 1.870.19 

Same same.      1906    108.85 

Mikol,   Maurice— H  B  Claflin  Co.     1899 133.50 

Miller,    Max..L  Bossert  et   al.      1906 580.15 

Newman,   Walter  G— A  P  Berry.     1904 423.05 

Same — First     National    Bank    of    Mamaroueck. 

N   Y.      1906 306.57 

Nafis.    Wm   H— National   Drug   Co.      1905... 24. 54 
Newman,    Walter   G— R   V   R   Huntsman.    1903. 

91.32 

Same Private    Hospital    Assn.    1904 196.a5 

Same C   L   Seale.    1906    3,680.57 

Same— Douglas    Phonograph    Co.      1906 214.02 

Powers,   Bernard  H— Butler  Bros.   1906 117.90 

Pilzer,    Elias   M— S    Rogers.      1906 3.59.65 

Paret.    Henrv  W— E   L   Paret.      1898 1,8.32.29 

Rosenthal.  Hugo— S  Rottenberg.     1906 62,3.12 

Ross.    Gustav— G    A    Clark.       1902 131.36 

Ruhlman,    Louis— G    Sattler.    1906    39.41 

'Robinson,  Horace  S  G— R  H  Bond.  1906.3.791.47 
Schildwachter.  Christian  W  &  Theodore  Schra- 

der— C    C    Schildwachter.    1887     2,066.71 

Strack,    Otto— Empire    Electric    Sign    Co.    1906. 

140.01 

Sidulsky,   Andrew  P— J  Wallberg.   1906   ...1.S9.53 

Slater.     Isaac— N     Horowitz.       1908 214.40 

Schwartz,    Joseph W   Whewell.    1906 120.72 

Schmidt,    August  &   Julia— J   G  Hadden.     1903. 

1.35  61 

'Schweitzer.  Julius— A  Tsern.      1906 6,432.48 

Spoflord,    Edw    C— G    H    Mifflin    et    al.      1901 

2,605.03 

Shreiber,   Moses— S  Goldstein.     1904 49.65 

Sroka,  Louis.  .S  Manges  et  al.     1904 33.42 

'Sroka,    Louis— Tenement     House    Dept.       1905 

59.41 

'Shalack,  William— D  Solomon.     1906 302.50 

Thompson.   John   M— J   D   McBarron.    1906.. 65.60 
Tobin,  Timothy  J  &  Abraham  Solomon — People, 

&c.      1006     50.00 

Thompson,    John    M— Tllden    Club.    1906.  .108.17 
Van  Loan,  Edw  S  &  Floyd  S  Hodden— Colwell 

Lead    Co.    1906    441.67 

'Weber.   Agnes    M — North    American    Distilling 

Co.       1906 142.97 

Zeppernich,  William  &  George  Grob,  Jr — David 

Stevenson   Brewing   Co.    1903    5,32.00 

CORPORATIONS. 

Elite   Realty   Co— D   Timm.    1906    332.88 

'The  Bassford  Realty  Co  &  John  Elsenberger— 

P    A    Geis.      1906    494.72 

Paris    Modes    Co— M    Goebel.    1906    298.06 

Hanks  DentalAssn— H  C  Heeler.  1906  ..1,591.37 


Ithaca  Pub  Co— N  Y  &  Pennsylvania  Co.   1906. 

1,887.81 

Met.  Trust  Co  of  the  City  of  N  Y— J  B  Kearny. 

1906 126.69 

Same— same.      1!X15.  3,556.77 

^Vacated  by  order  of  Court.  'Satlsfled  on  ap- 
peal. 'Released.  'Reversed.  'Satisfied  by  ez*- 
cutlon.     'Annulled  and   Told. 


MECHANICS'  LIENS. 


Dec.    22. 
325— loth    St,    n    s,    25    w    Melrose    av,    75x87. 

Joseph   Buellesbach  agt  David   Greenteld  and 

Charles  Zimmermann,   Jr 1,185.85 

32(5— Madison    av,    Nos    1824    to    1830.      Seward 

Engineering  Co  agt  Okun  &  Borowsky.  1,900.00 
327— 2d  av.   No  178.      Emery   Roth  agt  Chas  E 

Heydt  and   Dr  B  F  Beck    150.00 

328— Satisfied. 

329— 146th   St,   s   s,    100  e   8th  av,    187.6x99.11. 

Ross  Lumber  Co  agt  Nathan  Silverson 

g  250  85 

3.30^Columbus  av,'Nos  2,o'to  33.  "Barne'tRubiii 
et  al  agt  Nathan  Othinger  and  John  Griffin. 
256.32 

331— 146th  St,  s  s,  100  e  8th  av,  180x100. 
George    Colon    agt    Nathan    Silverson.  .2,617.00 

332— 142d  St,  n  s,  100  e  Broadway,  75x199.10 
to  143d  St.  Simon  &  Moersfelder  agt  Jan- 
pole  &  Werner,  Realty  Mortgage  Co,  Solo- 
mon L  Kayne,  Wm  M  Janpole,  Yetta  Newman 
and     Jacob     Kotlowsky     7,420.09 

333— 10th  St,  No  309  East.  Philip  Levitt  agt 
Sarah  &  Nathan  Kohn  and  Joseph  Cherry 
1,050.00 

334— 166th  St,  n  s,  95.1  w  Edgecombe  av,  100 
xlOO.  Builders'  Heating  Co  agt  Joseph  Jacob- 
son     2,200.00 

333— 42d  St,  Nos  649  and  631  West.  F  &  M 
Schaefer  Brewing  Co  agt  Chas  E  and  Edgarr 
S    Appleby,     trustees     1,705.88 

336— 146th  St,  s  s,  100  e  8th  av,  187.0x100. 
Sanders  &  Barnett  agt  Nathan  Silverson. 
5.S00.( 

Dec.    24. 

337— Broadway,   s  w  cor  56th  st,   53.5x119.9. .  i 
Broadway,  w  s,  whole  front  between  55th  | 

and    56th     sts,     — x — 

Canavau  Bros  agt  Henry  H,  Adrian  H  andl 
Stephen  H  Jackson,  trustees,  and  Decauville  ' 
Automobile    Co    (renewal)    4  738  51* 

338— 152d  St,  s  s,  70.3  e  Morris  av,  50x113. 
Dannheiser  &  Fogel  agt  Nathan  Goldstein. 
205.00 

339— 146th  St,  s  s,  100  e  8th  av,  160x100.  South 
Amboy  Terra  Cotta  Co  agt  Nathan  Silverson. 
1,500.00 

340-]38th  St,  s  s,  120  w  5th  av,  125x99.11.  A 
W  De  Long  &  Co  agt  Joseph  Jaeobson... 
2,585.00 

341— 161st  St,  B  s,  25  w  Jackson  av,  50x86.9. 
A  E  Klotz  Fireproofing  Co  agt  Andrea  Avlta- 
bile  and   F  C  Lomonte    437.50 

342— 7th  av.  No  291.  Joseph  A  Lewis  &  Co 
agt  Hessel  Building  Co  and  Holland  &  Co. 
127.00 

34.3— 146th  St,  s  s,  100  e  Sth  av,  187.6x99.11. 
Edward   Palmer  agt   Nathan   Silverson. 2,500.00 

344— 167th  St.  w  s,  119.4  n  Edgecombe  av,  120 
xlOO.  Builders'  Heating  Co  agt  Joseph  Jacob- 
son    2,100.00 

345— Edgecombe  av,  w  s,  whole  front  between 
166th  and  167th  sts,  50x100x50x130.  Same 
agt  same   1,750.00 

346— 141st  St,  n  s,  between  Walnut  av,  South- 
ern Boulevard  and  Bast  River.  Payton  Hy- 
draulic Machinery  Co  agt  N  Y  Central  & 
Hudson  River  R  R  Co  and  Pace  &  McClintock 
927.00 

347— 71st  St,  Nos  103  and  105  West.  Israel  G 
Howell  et  al  agt  Oak  Realty  Co  and  Man- 
hattan   Contracting    Co 752.83 

348- Minerva  pi,  n  s,  100  w  Grand  Boulevard 
and  Concourse,  50x123.  Julius  Fajans  agt 
Dorothea  Essig  and  Morris  Squires 750.00 

349— 72d  St.  Nos  5:J6  and  538  East.  Geo  J 
Hicks   agt   Standard    Bread   Co 403.86 

350— l,32d  St.  s  s,  75  w  Lenox  av,  75x99.11. 
Johanna  Goodstein  agt  Yogg  &  Juditsky.414.50 

351— 113th  St,  Nos  76  and  78  West.  Harry 
Ginsburg  agt   Isabella   M   Pettet 83.50 

352- 133d  St,  Nos  537  to  543  West.  Conroy 
Bros,  Inc,  agt  Arnold  Realty  Co  and  Simon 
Marcus    234.62 

Dec.    26. 

353— 146th  St,  s  s,  100  e  Sth  av,  160x86.11.  A 
E  Klotz  Fireproofing  Co  agt  Nathan  Silverson 

„■ 175.00 

3o4— Stanton  st,  Nos  196  and  198.  Aaron 
Schneider  et  al  agt  Henry  Klein  and  Sam 
Klein    115.00 

355— Madison  st.  No  366.  Sam  Rosenberg  agt 
Leiser  Benowltz,  Max  Schaefert  and  Blau- 
stein    &    Ginsberg    66  00 

356— 4th  av,  n  w  cor  17th  st.  142xl27.7x  Irreg. 
Builders'   Heating  Co  agt  Mayer  Kahn,   Per- 
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Your  basement  can  be  lighted  thoroughly  without  the  expense  of  electric  light  or  gas  by 
using  The  Luxfer  System  of  Sidewalk  Lights.  The  most  scientific  and  satisfactory  yet 
devised.  Let  us  demonstrate  the  comparative  cost  of  using  daylight  or  artificial  light 
down  there.    'Phone  3276  Gramercy. 

7  AMERICAN  LUXFER  PRISM  CO..  160  Fifth  Avenue.  NEW  YORK. 


dinand  Kurzman,   Richard  Deeves  and  Ever- 
ett  House   Co 678.64 

357— Cherry  st.  No  10*.  Michael  F  Rofrano 
agt  Hyman  Siegel  and  Hyman  Feldsteln. 400.00 

358— Satisfied. 

35!)— Central  Park  West,  s  w  cor  S6th  st,  102.2 
xl50.  Eureka  Fire  Hose  Co  agt  Montlcello 
Realty  Co,  Gotham  Building  &  Construction 
Co  and  James  D   McEntee 526.32 

360— Park    Row,    No    95 I 

William    st,    No    233 |. 

Harry  W  Bell  agt  Maria  Reich  and  E  Gotlieb 
6«.00 

3(il— Ludlow  st.  No  144.  Acme  Metal  Ceiling 
Co  agt  Siris  &  Salzman  and  Rothberg  &  Cohen 
65.00 

302— Allen  st.  No  47.     Same  agt  Byer  and 

Rothberg    &    Cohen    140.00 

363— 161st    st,    Nos   884    and    886   East.      Same 

agt    Andrew    H    Acltabile   and   Lamonte. 

atfy    100.00 

364 — Hoffman  st,  No  2365.  Same  agt  Frank 
Marrone    202.00 

365— 107th  st,  Nos  62  and  64  East.  Michael 
Wolins  agt  Dora  Weisberg,  Rebecca  CJ  Geld- 
ing and  Leo  L  Wolins 1,700.00 

366 — Edgecombe  rd,  w  s,  whole  front  between 
160th     and      167th     sts,     40.tl95. 1x160.9x231. 

Klingenbeck  &   Co  agt  Joseph  Jaeobson 

6.60O.0O 

Dec.    27. 

367 — 1th  av,  n  w  cor  17th  st,  142x127. 7x  irreg. 
Benjamin  W  Levitan  agt  Mayer  ■  Kahn, 
Ferdinand  Kurzman  and  Richard. Deeves  and 
Everett    House    Co    771.07 

368— Monroe  st,  No  200.  Nathan  Bloom  agt 
Morris  Goldberg  and  Solomon  Mingelgreen. 
1,721..')0 

36!)— lonth  st.  No  75  East.  Giuseppe  Venti- 
miglia  agt  David  Sommer  and  William  Dan- 
sky   50,00 

370 — Southern  Boulevard,  w  s,  225  n  Jennings 
st,  100x100.  Harnden  &  Belmont  agt  J.imes 
Dcfi.go    &    Salvatore    Conforti 2,200,00 

371— 3d  av,  n  e  cor  lS7th  st,  20.x35.  John 
Marx  agt  Patrick  B  Egan  and  James  O'Brien. 
585.ti0 

372— 10th  st.  No  309  East.  Joseph  Cherry  r.qt 
Sarah    Kohn    6.875,00 

373 — Amsterdam  av,  w  s,  whole  front  bet  1.14th 
and  1.35th  sts.  200x100.  O'Shea  Cont.-a;t- 
ing  Co   agt  Interborough  Building  Co.  .7..)r.t'.(K) 

374 — lib  av,  n  w  cor  17th  st,  142xl27x  irreg 
Geo  I  Roberts  &  Bros  agt  Everett  House 
Co    121.16 

375— Washington  av,  No  1071.  Castello  Cavi- 
liere  agt  Isaac  Hyman  and  Joseph  Hyman 
240.00 

Dec.    28. 
376— 92d    St.    Nos   338    and   340   East.      G   Car- 

retta  &   Co   agt   Forman   &   Aaronson 351.07 

377-733  st,   n  s.    100  e  Ave  A,   100x100.     J  P 

Duffy   Co  agt  Messer  &   Warm 11706 

378— Manhattan  av,  s  w  cor  110th  st,  100x100. 
Ross   Lumber  Co  agt  Eden   Construction   Co. 

T3,10 

379— Cypress  av,  e  s,  200  s  Southern  Boule- 
vard, 50x100.  Harry  C  Magnus  agt  Francis 
Connor,    J    H    Deeves    &    Bro,    Frederick    J 

Fleck  &   Co    72.00 

3.80— Mlnford  pi.   No  14SR,     N  Y  Moulding  Mfg 

Co  agt  Stephen   G   Still    30.00 

381 — 1th  av.  n  w  cor  17th  st,  142x127. 7x  irreg. 
Chas  J  Petterson  agt  Mayer  Kahn,  Ferdi- 
nand   Kurzman    &    Richard    Deeves,    Everett 

House   Co    1.318,11 

382— Fox  St.   n  e  cor  156th  st,   100x85.     Philip 

Reilly  agt  Philip   Yockel 3.900.00 

.383— 26th  St.  No  153  East.  Ike  Falevitch  agt 
Margaret    T"   Johnston    &    Peter    Costello— A 

Fasaney     Co 68.98 

384— 117th   St.    No   346   East.     Same  agt   Kath- 

erine   Nachtigall  &   Wilhelm   Nachtigall.  .215.00 
385— East  Houston  st.  No  155.  Thomas  Gilligan 

agt  Isaac   Kleinfeld  &  Isaac  Rothfeld 7.5.00 

386— Union  av.  No  817.     William  Arzt  agt  But- 

flngton  &  Thompson— Mr  Lomonto 60.00 

387— 61st  st,  Nos  3  to  7  West.  J  W  Fiske  Iron 
Works    agt    Tlchenor-Grand     Co— Thompson- 

Starrett    Co    4.073,88 

38.8— 58th  st.  No  7  Bast.  Temple  Ornamental  & 
Structural  Iron  Works  agt  Wm  W  &  John  J 
Astor— P   J   Carlin   Construction    Co.  ..  .1,573.65 

« 


BXHLDING  LOAN  CONTRACTS. 

Dec.    24. 

Zerega  av,  s  s,  50  w  Lyon  av,  25x100.  Eg- 
bert Wipkler  loans  Nobert  Ro*lllard  to 
erect   a    2-sty    dwelling;    4    payments $3, .500 

3d  st,  s  s,  136.1  e  Goerck  st,  45.4x82.9x  irreg. 
Max  Lipman  and  Max  Gold  loan  Morris  L 
Weiss  to  erect  a  7-sty  shop;  4  payments.  ,8,000 

Dec.    27. 

lS3d  st,   s  3,   100  e  St  Nicholas  av,   75xl04.11. 
State    Realty    &    Mortgage    Co    loans    White 
„  Construction   Co  to  erect  a  6-sty  apartment  ■ 
!  12   payments   81, COO 

Dee.    28. 

Sjnsteraam  av,  w  s,  whole  front  bet  133d  and 
134th  sts,  — xlOO.  City  Mortgage  Co  loans 
Clementine  M  and  Milton  11  SUvermaa  to 
erect  five  O-sty  flats;  1  payment  15  000 


SATISFIED  MECHANICS'  LIENS. 

Dec.    22. 

Brook  av,   w   s,    50  s   Anna  pi,    125x200 1 

Webster  av,  e  s,  50  s  Anna  pi,   125x — | 

Sommerfeld  &  Sleekier  agt  Max  Miller.   (Sept 

27.  1906)     .$500.00 

Brook  av.  w  s,  50  s  Anna  pi.  125x90.  Con- 
stantino Laudadio  agt  same.  (Sept  27,  1906) 
3,118.17 

Brook  av,  w  s,  50  s  Anna  pi,  125x100.  New 
Jersey  "terra  Cotta  Co  agt  same.  (Oct  4, 
1906)    800.00 

Same  property,  Samuel  Greenwald  agt  same. 
(Oct  24,   1906)    500.00 

Same   property.      Hudson    Brick   &   Cement    Co 

agt  same.     (Sept  27,  1900)    755.67 

-  '         -      '  ^  j3ec.    24. 

37th  st.  No  63  West.  James  L  McDeTmott  agt 
Francis  Carlson  et-al.     (Oct  8,  1906) .  .1,300.00 

iSame  property.  E  Miller  &  Sou  agt  same. 
(Nov    1,    1006)    .......     >,.  ..67.00 

42d  st.  No  3  East.  Chas  W  Hoffman  Co  agt 
Sol    Bloom   Co   et  al.      (Jan  24,    1906) ..  .180.00 

65th  st,  Nos  342  and  344  East.  Wm  A  Thomas 
Co  agt  Charles  R-ubingeret  al.  (Aug  1,-  1906) 
134.61 

45th  st.  No  226  East.  Morris  Sandzik  agt  G 
and  John   Pinnella.      (May  5,    1906)    300.00 

171st  st,  s  s,  100  w  Amsterdam  av.  Walter 
S  Sheldon  agt  Mayer  Hoffman  et  al.  (Dec 
21,    1906)    1,537.32 

172d  st,  s  s,  100  w  Amsterdam  av.  Same  agt 
same,      (Dec  21,    1906)    4.992.00 

-Cherry  st.  Nos  216  to  220.  Sellg  Freedman 
agt  Charles  Lowe  et  al.  (Dec  14.  1906) 
943.65 

45th  st,  No  226  East.  Morris  Sandzik  agt 
Domenico    Pinnella.      (May    18.    1900) ... 300.00 

^Lyon  av.  n  s,  50  e  Parker  av.  Elsie  Lless 
agt  Henry  Nerenberg.      (Nov  27,   1906). ,  .50.00 

Pitt  st,  Nos  100  and  102.  Isaac  A  Adier  agt 
M   Diamondstone  et  al.      (Nov  23,   1!108)  .110.00 

162d  St.  No  775  East.  John  Fromer  agt  Selma 
S  Heim.     (Jan  7,  1905)   500.00 

Union  av,  e  s,  96.10  n  161st  st.  Joseph  Rosen- 
blum  &  Co  agt  May  B  Strausbourger  et  al. 
(Dec    5,    1906)    1,325.00 

Same  property.  Rosenbaum  &  Stein  agt  Ed- 
ward G  Golluer.      (Dec  11,   190(i)    1.958.00 

:  Same  property.  Grossman  Bros  &  Ro.senbaum 
agt  May  B  Strausbourger  et  al.  (Dec  4,  1906) 
3  20O  00 

Same  property.  Rosenbaum  &  Stein  agt  same. 
(Dec    4,    1906)    1,958.00 

Same  property.  Grossman  Bros  &  Rosenbaum 
agt  Brwin  G  Gollner.     (Dec  1,  1906). .  .3,200.00 

=Madison  st,  Nos  186  and  188.  Adolf  Gold- 
stein et  al  agt  Davis  Berkman  et  al.      (Nov 

28,  1006)     400.00 

2d  av,  e  s,  whole  front  between  99th  and  100th 

sts.      James    Pilkington    agt    Hauben    Realty 

Co.      (Sept   8,    1906)    2,050.12 

Dec.    26. 

2d  av.  No  179.  James  L  McDermott  agt  St 
Marks'  Hospital  of  N  Y  City  et  al.  (Oct 
S,    1906) 1,507.34 

-Wadsworth  av,  s  e  cor  179th  st.  Pasquale 
Ventimiglia  agt  Palm  Realty  &  Con  Co  et 
al.      (Dec    14,    1900)    394.00 

n-Mth  st,   n  s,   175  e  Broadway,  .50x100.     Same 

agt   Herman   Harris   et   al.      (Dec   14,    1906). 

'      •,■• 250.00 

113th  st,  Nos  76  and  78  West.  Harry  Gins- 
burg   agt   Isabella   M   Pettet.      (Dec  24     1906) 

,.:^--:-\;  •.-.•a 83.50 

4.'d  st,  No  3  East.     Barney  Zwickler  agt  Estate 

of  Caroline  Toltree  et  al.     (Dec  27    l!H)5).50  0O 
'111th  st,  Nos  63  to  81  East.     Solomon  Golembe 

et  al  agt  Joseph  Wolf  et  al.     (Deo  22    1906) 

170.24 

Dec.    27. 
1st    av.    Nos    1937    to    1947.      Max    Levine    agt 

Neufeld  &  Rothfeld  et  al.     (Dec  19.  1906). 50.00 
Same    property.      Samuel    Kelstein    agt    same. 

(Dec    19.    1906)     75.00 

2d    av.    No    1824.      Jordan    &    Fox    agt   Adolph 

Mess   et   al.      (Dec   J.1.    1906) 325  00 

39th  St.   No  .322  East.     Robert  Marsh  agt  Eph- 

reim  Gottlieb  et  al.     (Dec  13,   190U) 26100 

=St   Nicholas   av.    No   880.      William    Buess   agt 

John  J  Hearn  Construction  Co.     (Oct  16,  1906) 

„„ 545.06 

-faame    property.       Frank    Pearson    agt    same. 

(Nov    19,    1906)     100.00 

-Same   property.     La   Caginna  &   Co   agt  same. 

^(Dec21,   1906)    ..1,075.00 

Sheriff     St.     No     .5.S.       Sigmund     Gartner     agt 

Samuel  Greenwald  et  al.     (Sept  10,  1906). 90  00 
6.3d  st,    No   120   West.      Peter   Doerr  agt   Peter 

F   Downey  et  al.      (Dec  3.    1906) 30.00 

66th  st.    No  161   West.     Same  agt   Margaret  F 

Downey  et  al.      (Dec  13.   1906)    26  00 

-Westchester  av,  Nos  916  to  922.    A  W  De  Long 

&  Co  agt  Mercury  Realty  Co  et  al.     (Dec  19 

190(5)     2  850  00 

'Broadway,     No     1431.       Josephson     Bros '  agt 

Elliott  Zborowski  et  al.     (Dec  26,  1906) .  1,960.00 
Dec.    28. 
=41st  st,   Na  41   East.      To.scani   Bros  agt  John 

Doe  et  al.      (Dec  6,   1906) 103  00 

48th  st,   Nos  257  and  2.59  Bast.     Wolf  Gelbard 

agt   Harris  Cohen.      (Dec  1,   1906) 333  00 

49th  St.  Nos  337.  339.  345  and  ,347  Bast.  Bor- 
ough  Cut    Stone   Co   agt   Louis   Cohen    et   al 

(Nov    12.    1906)    245  00 

Same    property.      John    Barba    agt    same     (Nov 

19.    1906) .1,100.00 

Same    property.      Same    agt    same.      (Nov    19 

1"*^"^*    450.'00 


4Sth  st,  Nos  23T  and  2.59  Bast.  Same  agt  same. 
(Nov  19.   1906)    1,750.00 

41st  st,  Nos  415  and  417  West.  Michael  J 
O'Brien  agt  Katharln  Ballheimer  et  al.  (Sept 
18.    1906)    428.81 

Lenox  av,  No  111.  Samuel  Willner  et  al  agt 
John  Levy.     (Nov  28,  1906)    146.00 

Park  av,  n  w  cor  112th  st.  George  Sprlcker- 
hoff  et  al  agt  Max  Epstein  et  al.  (Nov  8, 
1906)     650.00 

112th  St.  Nos  71  to  77  East.  Francesco  Meo 
et  al  agt  same.     (Nov  10.  1906)   2,150.00 

Same  property.  James  B  Brady  agt  Max 
Epstein  et  al.      (Nov  8,   1906) 120.75 

118th  st,  n  s.  195  w  2d  av,  36x100.11.  James  B 
Brady    agt    same.      (Nov    8,    1906)    141.75 

120th  St.  s  s,  105  w  Pleasant  av.  Thomas  F 
McCaul  Contracting  Co  agt  Epstein  &  Cohen 
et   al.      (Nov   5,    1906)    4,200.00 

l.'i7th  st,  s  s,  205.6  e  St  Anns  av.  Same  agt 
same.      (Nov  5.    1906)    4,860.00 

119th  st,  No  441  to  447  East.  Thomas  F  Mc- 
Caul Contracting  Co  agt  same.  (Nov  5. 
1906)    4.285.00 

2d  av,  Nos  898  and  90O.  Borough  Cut  Stone 
Co  agt  Cohen  &  Shapiro  et  al.  (Nov  12, 
1906)    500.00 

2d  av,  s  e  cor  4,8th  st.  John  Barba  agt  Louis 
Cohen  et  al.     (.Mov  19,  1906)   1,000.00 

119th  st,  Nos  441  to  449  East.  Borough  Cut 
Stone  Co  agt  Max  Epstein  et  al.  (Nov  12. 
1906)    150.00 

ll.Sth  st,  Nos  235  and  237  East,  Same  agt 
same.      (Nov  12,    1906)    82.00 

118th  St.  Nos  23  Sand  240  East.  Same  agt 
same.      (Nov   12,    1906)    82.00 

112th  st,  Nos  73  to  77  East.  Same  agt  same. 
(Nov  12,   1906)    186.00 

120th  St.  Nos  438  to  446  East.  Same  agt  same. 
(Nov    12,    1906)    150.00 

137th  st,  s  s,  20.5.0  e  St  Anns  av.  George 
Sprlckerhoff  et  al  agt  Epstein  &  Cohen. 
(Nov   8,    1906)    5UO.00 

118th  st,  Nos  2.38  and  240  East.  Francesco 
Meo  et  al  agt  Max  Epstein  et  al.      (Nov  10. 

,in00)    ....600.00 

118th  st,  Nos  2:!5  and  237  Bast.  Same  agt 
same.      (.Nov    10.    1906) 7.50.0O 

118th  St.  Nos  71  to  77  Bast.  Abraham  Weln- 
stock   agt   same.      (Nov    13.    1906) 946  40 

119th  st  ,Nos  441  to  447  East.  James  B  Brady 
agt    Max    Epstein    et.  al.      (Nov   8,    19061.. 44  63 

112th  st,  Nos  71  to  77  East.  Martha  &  Schmohl 
Co  agt  same.     (Nov  7,   1!>06)    2,979  20 

Same  property.  Same  agt  same.  (Nov  7,  1906) 
J  239  55 

118th  st,   n  s,   195  w  2d  av.     Same '  agt  same.    • 
(Nov  7,   1906)    ....377  00 

137th  St.  s  s,  205.6  e  St  Anns  av.  George  M 
Flogans  agt  Epstein  &  Cohen.  (Nov  7, 
1906)     30*00 

120th  st,  Nos  438  to  446  Bast.  Louis "d  Wax- 
berg    agt    same.       (Nov    3,    1906) 488  44 

12tith  st,  Nos  113  and  115  East,  Louis  Wax- 
berg  agt  same.     (Nov  3,  1906)    311 '>S 

112th  st,  Nos  71  to  77  East.  Vincent  Valen-" 
tme  &  Co  agt  same.     (Nov  10,  1906)   265  00 

119th  st,  Nos  441  to  449  Bast.  Louis  D  Wax- 
berg  agt   Epstein   &    Cohen.      (Nov   3,    1906). 

USth  'st,'  s"  sV  ho  'w  "2d'  a'v.". ''^^f ** 

llSth    st,    n   s,    195   w  2d   av '. 

Murtha    &    Schmohl    Co   agt   Max    Bpstein'et 

al.      (Nov    7.    1906)    ^    3  lo'' OS 

119th  st    Nos  441  to  447  East.     Same  agt'  s'am'e. 

(Nov  7,  1906)  8  567  3" 

2d  av,  n  w  cor  48th  st.  Vincent  Valentine  &  " 

.n.u  "f'x?"  ^P.^S"  *  Son.     (Nov  10,  1906). 350.00 

mol  •  1n°^on^'"'''  ^"''   ^'"'''  S^i^e  =»St  same. 
(Nov   10,    1906)    oQo  00 

"1f'"''i^  '',x?''  *^k^  ?L„^^™«  ^s't  Ha'r'ry  c'o"hen 
et   al.      (Nov   10,    1906)    "'>5  no 

115th  st  No  268  West.  Lewis  S  'Dii^is'agt 
Laura   BIsoffer  et   al.      (July  27,    1906)       19  90 

Avenue  B.  Frank  J  Weisberg  agt  Henry  C 
Glaser.       (Oct     25,     1905)     640  00 

■Lid  st,  Nos  217  to  221  East.  E  H  b'eden 
^""inn-,*^"  "^^  "''■'"""  ^<^alty  Co  et  al.  (July 
''     ^■"''''     2,019.91 

•Dlicharged   by  order  »t  Court, 
'Dlicharged    by   depoalt. 
■Discbarftd   by   bend. 


ATTACHMENTS. 

Dec.    23. 
Hodge,    Chas   J;    Aldrich   &   McAuley;    $6,436  87- 

W  P  Maloney, 
Aktiengesellschaft,     Arnold    B    Heine    &    Co    in 

Arbon;    Walker   Winston;   $9,950;    D   B   &   J   F 

Lynch. 
Webster,    Franklin;    Thomas    H    Swartz;    $1000- 

C  M  Russell. 


CHATTEL  MORTGAGES. 

Dec.    21.    22,    24,    26   and    27. 
AFFECTING  REAL  ESTATE. 
Aaron.    H.      Belmont    av    and    ISlst    St.. Cen- 
tury Gas  ft  Elec  Fix  Co.  Gas  Fixtures,  &c.  $236 
Eden  Construction  Co.     Manhattan  av,  s  w  cor 
110th    St.. Reedy    Elevator    Co.       Elevator. 

Flrkotsky,    J.    e    s    Rosedale     av,      175     s     'of" 
Mansion  st.. Bronx   Mantel  Co.     Mantels         110 

Shalita    Bros.       7,80-782    Wendover    av,  .Albert 
Gas  Fix  Co.     Gas   Fixtures.  "g'' 

Silberman,    J.      422   Brook  av.  .Century  Gas  &' 
Elect  Fix  Co.     Gas  Fixtures.  14Q 

Williams,   S.     157  3d  av..M  Barflel.     Range    60 


WW  Uxt  ot4h4»w  pa,e.  U  00p7rlgl1ted.AU  rl«fiU  ar«  rMerT.<L     Notice  U  Webj  Hreo  that  Inlrtogement  wUl  !«•«  to  proieontlog. 
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RECORD   AND   GUIDE 


December  29,  1906 


METAL  CBILINO  ASSOCIATION  Or  N«W 
YORK.— B.  P.  Hoyt,  Prei.,  ririt  and  wa»»l»«- 
Ua  Bti.,  JerMj  City;  J«hm  W.  Toh»,  ticy.- 
Trtas..  626  W.  23d  St. 

A880CIATI0K  OF  MANUFACTURERS  OF 
MEiTAL-COVBRBD  DOORS  AND  WINDOWS.- 
0  O  N»nnan,  Prei.,  412  Eot  120th  Bt;  J.  F. 
Blwjchard,  B«cy.,  819  FulUr  Bulldltn;  M.  F. 
WMttrsren,  4S8  but  IMtb  St     MmU  an  oall. 


Leonard  Sheet  Metal  Works. 

In  view  of  the  announcement  of  the 
sale  at  the  Manhattan  Real  Estate  Ex- 
change of  all  right,  title  and  interest  In 
the  former  Leonard  Sheet  Metal  Works,  on 
Dec.  28,  a  distinction  should  be  made  be- 
tween that  business  and  the  new  "Leonard 
Sheet  Metal  Works"  (same  name),  of  219 
Grand  st,  Hoboken,  N.  J.  (New  York  of- 
fice at  127  East  23d  st).  The  new  con- 
cern is  on  a  perfectly  sound  basis,  and 
is  handling  many  very  important  con- 
tracts with  the  principal  builders  and 
architects  of  New  York  City,  and  the 
new  concern  Is  in  no  way  connected  with 
the  old  concern,  as  might  hav  been  sup- 
posed from  the  announcement  of  he  sale. 


METAL  WORK. 


— National  Association  of  Master  Plumb- 
ers has  issued  Vol.  XXIV.  of  its  proceed- 
ings, the  contents  of  which  are  devoted 
to  its  recent  convention  in  Atlantic  City, 
N.  J.  In  addition  to  the  proceedings  of 
■the  convention,  which  flU  199  pages,  there 
Is  also  an  appendix  containing  the  asso- 
ciation's certificate  of  incorporation  and 
by-laws,  also  a  resume  of  the  twenty- 
three  previous  conventions.  The  frontis- 
piece is  a  portrait  of  President  Moody  and 
the  colored  cover  portrays  the  board  walk 
and  beach  at  Atlantic  City. 


— Escoba  Mfg.  &  Supply  Company,  147- 
149  Cedar  st.  New  York,  has  recently  built 
a  factory  in  Brooklyn  equipped  with  mod- 
ern machinery  to  manufacture  push 
brooms  of  all  kinds  on  a  much  larger  scale 
than  h'.-retofore  attempted  by  the  com- 
pany. It  is  intimated  that  the  company 
is  prepared  to  furnish  the  goods  at  at- 
tractive prices. 


THEEDWARD5 
MANUFACTURING  % 


359  West  26th  Street 
rhon*   29SS   CheUaa        NEW    YORK 


-^MAKERS, AND  ERECTORS  OF  ^ 

The  Edwards 


Metal  Ceilings 


H.  UxLXS,  Manager  R.  A.  Bill 

Tel..  6174  Gramercy  ^ 

MANHATTAN 

Metal  Ceiling  Co. 

Ceilings,  Sidewalls 
and     Wainscoting 

316  EAST  22nd  STREET 


UBTAL  WORK. 


Side  Walls  and  Wainscoting 

CLASSIFIED  DESIGNS 

Large  Stock  Quick  Service 

210  EAST  23d  STEEET 

Phone.  5653  Gramercy  NEW  YORE 


Character  and  Show. 

For    worth    is    more    than    merely    being 

seen. 
Or  heard,   or  lifted   tall   where   men  shall 

burn 
For  envy   of   our   dazzling   eminence. 

— A.   S.  Woodburne. 


BROOKLYN 

Steel  Ceilings  Ara  Best 

Send  for  Estim.ites.    Prompt  atten- 
tion given  to  all  inquiries. 

BROOKLYN  METAL  CEILING  CO. 

283-287  Greene  Ave.,  Brooklyn,  N.  Y. 

EST.  1887 
Tel.,  i698  Prospect        F.  W.  R.\NDALL,  Prop. 

FIRMS  in  the  Building:  Trades 
find  that  it  pays  in  more  wayi 
(ban  one  to  be  represented  in  the 
advertising  pages  rl  the  leading 
Metropolitan  Real  Eat  Ae  and  Build- 


Metal  Tllini  for  Walls  iCeilinis 

ENAMETILE 

Substitute  for  Ceramic  Tile 


NtWYORIM^MiLiNGe' 


tor  all  classes  of  Buildings 

STEEL  CEILINGS 

send  for  Catalojue  and  prices. 


Northrop's  Stamped 

Steel  Ceiting 


.WHEELING  CORRUGATING  CO, 

47-51  Clifl  Street,  New  York 

METAL 

CEILINGS 

LARGEST  LINE  OF  DESIGNS  IN  THE  CITT 

KrMUng  and  Dseeriting  Don*  Pramptif 

Thont,  260  Joka 


SAM'L  I.  ROCKMORE 

MANrFACTVEEB  OF 

Metal  Ceilings  and  Sidewalls 

Also  FIREPROOF  DOORS  and  SASHES 

Office  and  Factory  :   841.3  BRISTOL  STREET 

Comer  Blake  Avenne  BROOKLTN 

'Phone  894  East  New  Fork 


ACME 

METAL   CEILING   CO. 

Park.  ATcnne  S.  E.  Cor.  112tb  Street 

Telephone,  2833  Harlem 


Thooa.  S473  Wmabura 

Metal  Ceiling  &  Mfg.  Co. 

LOOK  JOINT  DUST  PBOOP  AND 

LAP  JOINT  CBILING3 

HoraceTutliUI,  Mgr.       S60  Wythe  Ave.,  Brooklyn 


METAL    CE.ILINGS 

AND 

SIDE    WALLS 

Send  for  180-pnge  Catalogue 

N.  Y.   Iron   Rooling  4   Corrugating   Co. 

Telephone 

128  Jersey  City 


JERSEY  CITY 

N.  J. 


LYLES  &  MILLS 

METAL    CEILING   CO. 


2S8  BROADWAY, 

Boom  81 S 


NEW  YORK 

Tel.,  J114  CJortlandt 


ANDREW  DUNBAR 


Tel..  3657  Main 


AMERICAN 
METAL    CEILING   CO. 

215    Montague  Street 
BROOKLYN 


H.    WILCHINSKY 

nET/lLCEILINQS 

139  East  Broadway,  New  York 


'Phone 
8122  Orchard 


Estimates  Furnished  and 
work  promptly  attended  to 


Highzst  Award 
_       Paris  Exposition 

OeoorailTC  and'Durable,  suitable  tor  all  buildings, 
numerous  designs.      Send  for  estimate.        ^ 

NORTHROP,  COBURN  &  DODOE  CO. 

Telephone  1481  John  40  Cherry  St.,  N.  Y. 


ARHSTRONG    PIPE   CUTTING 
and  THREADING  HACHINE 

Cuts  and  threads  pipe  clean  and  perfect. 
Easy  to  adjust,  and  you  don't  hava  ta 
Uke  it  all  apart  to  insert  the  pipe. 

CATALOGUE    SENT    CN    REQUEST. 

THE  ARMSTRONG  MFG.  CO. 

N.  Y.  Office,  139  Centre  Street  BRIDQEPORT,  CONN. 


METAL  CEILINGS 

BAERLOCHER  &  OHMAN 

Send  for  Prices 
Telephone,  2056  Bryant    418  West  4ad  Street 


Smith  &DORSETT  Go. 

Tile,  Slatt  and  Metal 

ROOFING 

Copper  and  Oalranlzed 

Iron  Comices.Skyligliti 
Leaders  and  Gutters. 

4«^405&407E.47thSL 


sSKlfUght  and 

Cornice 
Works 

Estimates  fnnilslietl  for 
SheetMetal  and  Wronght 
Iron  Glazed  Stractoresa 

JOHN  SETON.  78-80  Wtshia^fon  Ave.,  Brooklya 
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